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THE  PRESIDENT 

{See  also  Executive  Office  of 
President) 

EXECUTIVE  ORDERS 

Circuit  Judge  Nominating  Commission,  U.S.; 

D.C.  Circuit  Panel,  recommendation  of 

nominees  (EO  11993).    27197 
Clark,  Tom  C;  display  of  flag  on  death  (EO 

11996),    30489 
Environmental  impact  statements;  Council  on 

Environmental  Quality,  regulations  (EO 

11991),    26967 
Executive  Schedule;  placement  of  certain 

positions  in  levels  IV  and  V  (EO  1 1983, 

11986,11995,11999),    26407,29841, 

33255.2312-7 
Exotic  organisms,  introduction  into  U.S.; 

restriction  (EO  11987),    26949 
FBI  Director,  Selection  Committee;  reporting 

time,  extension  (EO  1 1982),    22859 
Floodplain  development,  support  by  Federal 

agencies;  restriction  (EO  1 1988),    2695 1 
Foreign  intelligence  activities,  U.S.; 

organizational  changes  (EO  1 1985, 

1 1994),    25487.  28869 
Foreign  Intelligence  Advisory  Board, 

President's;  abolishment  (EO  11984), 

23129 
Income  and  employment  taxes  for  District  of 

Columbia,  States,  cities,  and  counties; 

withholding  by  Federal  agencies  ( EO 

11997),    31759 
Judicial  Officers,  Commission  on  Selection  of 

Federal;  establUhment  (EO  1 1992), 

27195 
Military  Compensation,  President's 

Commission  on;  estoblishment  (EO 

11998),    33021 
Ofif-road  vehicles,  use  on  public  lands; 

restriction  (EO  11989),    26959 
Wetlands  development,  support  by  Federal 

agencies;  restriction  (EO  1 1990),    26961 

MEMORANDUMS 

Footwear  industry,  non-rubber;  imports  (April 

1,  1977),     18269 
National  security  information;  classification  bv 

Drug  Abuse  Policv  Office  officials  (June 

27,  1977),    33257 
Romania;  extension  of  waiver  under  Trade  Act 

of  1974  (June  2,  1977),    29843 
Sugar,  imports  (May  4,  1977),    23499 
Syria;  sale  of  agricultural  commodities 

(Februray  19,  1977),    21087 
Television  receivers,  imporu  (May  19,  1977), 

26195 
Zaire;  sale  of  agricultural  commodities  (April 

1,  1977),    21089 

PROCLAMATIONS 

Alloy  tool  steel,  imports;  modification  of 
limiutions  (Proc.  4509),    30829 


Footwear,  non-rubber;  orderly  marketing 
agreements  and  limitation  on  imports 
(Proc.  4510),    32430 
Natural  gas  emergency;  termination  (Proc. 

4495),     18053 
Sp>ecial  observances: 

Black  Press  Day  (Proc.  4507),    30351 
Earth  Week  ( Proc.  4498 ),     19317 
Father's  Day  (Proc.  4505).    29471 
Flag  Day  and  National  Rag  Week  (Proc. 

4508),    30353 
Law  Day,  U.S.A.  (Proc.  4499),     19319 
Maritime  Day,  National  (Proc.  4502), 

20281 
Memorial  Day,  Prayer  for  Peace  (Proc. 

4504),    21467 
Mother's  Day  (Proc.  4503),    21085 
Older  Americans  Month  (Proc.  4497), 

19315 
Safe  Boating  Week,  National  (Proc.  4506), 

30143 
Small  Business  Week  (Proc.  4501 ),    201 1 1 
Transportation  Day,  National  Defense,  and 
National  Transportation  Week  (Proc. 
4500),     19475 
World  Trade  Week  (Proc.  4496).     18855 
Television  receivers,  color;  orderly  marketing 
agreement  with  Japan  and  limitation  on 
imports  (Proc.  4511),    32747 

EXECUTIVE  AGENCIES 

ACCIDENTS 

See  National  Transportation  Safety  Board. 

ACTION 

NO'nCES 

Foster  Grandparent  and  Senior  Companion 
Programs;  income  eligibility  levels, 
31178 

Privacy  Act;  systems  of  records,    304 1 2 

ACTUARIES,  JOINT  BOARD  FOR 
ENROLLMENT 

NOTICES 

Advisory  committee  review;  inquiry,     18153 
Meetings: 
Joint  Board  Actuarial  Examinations 

Advisory  Committee,     17923,  20863, 
25388 

ADDITIVES 

See  Environmental  Protection  Agency. 
Food  and  Drug  Administration. 

ADMINISTRATIVE  COMMITTEE 
OF  THE  FEDERAL  REGISTER 

See  Federal  Register  Office. 


ADMINISTRATIVE  CONFERENCE 
OF  UNITED  STATES 

NOTICES 

Meetings: 
Agency  Organization  and  Personnel 

Committee.    21634 
Ex  Parte  Communications  in  Rulemaking 

Select  Committee.    28 1 80 
Judicial  Review  Committee.     17935.  23867. 

30661 
Licenses  and  Authorizations  Committee. 

23867.  30877 
Rulemaking  and  Public  Information 

Committee.     30526 

ADVERTISING 

See  Federal  Trade  Commission. 

ADVISORY  COMMITTEE  ON 
FEDERAL  PAY 

See  Federal  Pay.  Advisory  Committee. 

ADVISORY  COUNCIL  ON 
HISTORIC  PRESERVATION 

5^^  Historic  Preservation,  Advisory  Council. 

AGED 

See  ACTION 

Aging,  Federal  Council. 

Health,  Education,  and  Welfare  Department. 

Social  and  Rehabilitation  Service. 

Social  Security  Administration. 

AGENCY  FOR  INTERNATIONAL 
DEVELOPMENT 

RULES 

Advisory  committee  management,  closed 

meetings,    26975 
Procurement,    27601,28540,30619 
Sunshine  Act;  implementation,    26975 

NOTICES  ^ 

Authority  delegations:^ 

Administrator;  order  of  succession,    22<>66 
Bahamas,  Bolivia,  Brazil,  et  a)  .  principal 

officers;  operational  program  grants, 

22967 
Bolivia,  Mission  Director;  loan  agreements, 

19902.  29976 
Colombia,  Mission  Director;  contract  of 

guaranty,    24134 
Egypt,  Mission  Director,  loan  agreements, 

etc.;  correction,    22967 
Guatemala,  Mission  Director;  loan    . 

negotiation  and  execution,     18414 
Haiti,  Mission  Director;  loan  negotiation. 

execution,  and  implementation.     18914 
Honduras,  Mission  Director;  farm  loans. 

23671 
Indonesia,  Mission  Director;  contracts  and 

grants,    21530 
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AID 
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merica.  Assistant  Administrator,  et 
al.,  project  grant  agreements,  etc., 
31511 
Paraguay,  Mission  Director;  contract  of 

guaranty,    27081 
Paris  Overseas  Development  Coordinator; 

grant  and  contracting  functions,    25571 
Program  and  Management  Serv^eis  Assistant 
Administrator;  AID  Regulation  1 
waiving  etc.,    26496 
Reimbursable  Developm«nt  Programs, 
Coordinator;  travel,  per  diem,  and 
r«.lated  cosu,    30557 
Turkey,  Ambassador;  personal  foreign 
excess  property,    23672 
Environmental  statemenU;  availability,  etc.: 

Pest  management  activities,    25394 
Housmg  guarantee  programs; 
Korea,    21155 
Portugal,     18914 
Meetings: 
International  Food  and  Agricultural 

Development  Board,     18914.20356, 
25572,  31664 
Research  Advisory  Committee,    20357, 

31511 
Voluntary  Foreign  Aid  Advisory  Committee, 
18172 
Privacy  Act;  systems  of  records,    31511 
Voluntary  foreign  aid  agencies;  certificates  of 
registration: 
Voluntary  Foreign  Aid  Advisory  Committee; 
terminated.    25571 

AGING,  FEDERAL  COUNCIL 

NOTICED. 

Meetings: 
Council  on  Aging.    21322.31495 
Frail  Elderly  Task  Force.    31495 

AGl.NG  AD.MiM^rRATION 

See  Human  De\eloDment  Office. 

A(,RKl  I.TLRAI   COMMODITIES 
AND  PROGRA.MS 

Sff  Agricultural  Marketing  Service. 

Agricultural  Stabilization  and  Conservation 

Sen'ice. 
Agriculture  Department. 
Animal  an4  Plant  Health  Inspection  Service. 
Commodity  Credit  Corporation. 
Federal  Crop  Insurance  Corporation. 
Federal  Grain  Inspection  Service. 
Food  and  Drug  Administration. 
Food  Safety  and  Quality  Service. 
Packers  and  Stockyards  Administration. 

AGRKTLTLRAL  MARKETING 
SERVICE 

RLLfcS 

Almonds  gru*n  in  CaJif .     19322 
Apples,  dehydrated,  grade  standards.     33259 
'Apncots  grown  in  W  a.sh        ^ii4v2 
Avocados,  imported      ;"2;4  , 

AviKados  grown  in  So    Ha..     27210 
Beef  research  and  mformation;  referendums 

conduct  procedure,     25,'' I  ^  27569 
Beef  research  and  information  order 

establishment.     19876 
Celerv  grown  in  Fla  ,     32''62 
Cherries  i  sweet)  grown  in  Wash  .    27567, 

32761 


Cotton: 

Sampling;  licensing  of  warehouses  and  gins, 
24711 
Cranberries  grown  in  Mass,  et  al,.    2"! 787 
Grain  standards,    30146 
Grapefruit;  imported,     18272,  21469,  24717 
Hops,  domestic,     18857 
Lemons  grown  in  Ariz,  and  Calif,,     17421, 
18055,  18587,  19865,  20812,^21267, 
21785,  22360,  23156,  24717,  25849, 
26410,  27210,  27568.  28517.  29848, 
30832.  32255 
Limes;  imported,    21787 
Limes  grown  in  Fla,,    21786.  30148 
Milk  marketing  orders: 
Eastern  South  Dakota,  correction,    27215 
Iowa.     17423 
Middle  Atlantic,    29849 
Upper  Florida.    21603 
Upper  Midwest,    22360 
Nectarines  grown  in  CaliL^  23157,  24229, 

30491 
Olives  grown  in  Calif,,    31761 
Onions  grown  in  So,  Tex,,    22126 
Oranges,  grapefruit,  tangerines,  and  tangelos 
grown  in  Fla,,     18271,21469.24716, 
27876 
Oranges  (navel)  grown  in  Ariz,  and  Calif,, 
18387,  19477,  20113,  20627,  21619, 
22875,  24061 
Oranges  (Valencia)  grown  in  Ariz,  and  Calif., 
20473,  2081 1,  21 101,  24061,  25719, 
26197,  26986,  27568,  28145,  29487. 
30600,31761,32513 
Papayas  grown  in  Hawaii,     17422,  25720    , 
Peaches  (fresh)  grown  in  Ga,,    21268,  29488 
Pears,  plums,  and  peaches  (fresh)  grown  in 
Calif,    22875,23157,24230,26646. 
33023 
Potato  research  arid  promotion  plan;  expenses, 

29295 
Potatoes  (Irish)  grown  in  Southeastern  Sutes. 

25720,  26410 
Rice;  Federal  inspection  services;  fees, 

reduction,    30599 
Seeds,  agricultural  and  vegetable;  quality 
inspection  and  certification,     19864 
Tobacco  (flue-cured);  grade  standards. 

21092 
Warehouse  regulations:        • 
Nut.    26646 

PROPOSED  RULES 

Apricots  grown  in  Wtish,,    30514 
Avocados;  im[>orted,    23514 
Avocados  grown  in  So.  Fla.,    23607.30513 
Beef  research  and  infomiation;  referenda 

conduct  procedure,     19885 
Celery  grown  in  Fla.,     17458,  21487,  25872 
Cherries  (sweet)  grown  in  Wash..    27912. 

31797 
Cotton  research  and  promotion  orders: 

Referendum,  supervisory  and  administrative 
costs  reimbursement,     29313 
Cranberries  grown  in  Mass.  et  al.,    20143 
Grapefruit;  imported,     33316 
Inflation  impact  statements,     18965 
Limes  grown  in  Fla.,    24066,  30513 
Meat;  grading,  certification,  and  standards: 

Beef,  carcass,  standards  for  grades,    29313 
Milk  marketing  orders: 

Central  Arkansas,    26217 

Chicago.     27921 

Fort  Smith.  Ark..    26217 

Greater  Louisiana,    30627 

Indiana.    33040 


Lubbock-Plainview,  Tex..    26217 
Memphis,  Tenn.,    26217 
Middle  Atlantic,    27016 
Nebraska-Western  Iowa,    247-14,  28897 
Neosho  Valley,    26217 
New  Orleans-Mississippi,    30627 
New  York-New  Jersey,     18950,  23841 
Oklahoma  Metropolitan.    26217 
Red  River  Valley.    26217 
Rio  GrandeA/alley.    26217 
Southeastern  Florida,    30627 
Southern  Michigan,    29881 
Tampa  Bay,    30627 
Tennessee  Valley,    31797 
Texas,    26217 
Texas  Panhandle,    26217 
Upper  Florida,    20143.  30627 
Upper  Midwest,     19350 
Wichita,  Kans.,    26217 
Nectarines  grown  in  Calif.    26430.  279 1 1 . 

30206.  32553 
Onions  grown  in  So.  Tex..     18404 
Oranges,  grapefhiit,  tangerines,  and  tangelos 

grown  in  Ra.,    30198,33316 
Oranges  (Valencia)  grown  in  Ariz,  and  Calif., 

17457,  17879 
Peaches  (fresh)  grown  in  Ga.,     18621,  23160, 

24744, 27012 
Peaches  (fresh)  grown  in  Wash,,    29489,    ' 

31797 
Pears,  plums,  and  peaches  (fresh)  grown  in 
Calif.,    28146,30513,30514,30626. 
32802 
Potato  research  and  promotion  plan;  expenses, 

24066 
Potatoes  (Irish)  grown  in  Idaho  and  Oreg., 

19148,20476 
Potatoes  (Irish)  grown  ii^  Southeastern  States, 

20825.21111 
Prunes  (fresh)  grown  in  Oreg.  and  Wash., 

32256,  32802 
Raisins  grown  in  Calif,     17463,  27913 
Seed  Act  regulations: 
Cowpea.  field  pea.  and  mung  bean  land 
requirements,    25738 

NOTICES 

Food  product  inspection  and  grading; 
cooperative  working  arrangements; 
memorandum  of  agreement  with  Food 
and  Drug  Administration,    20350 
Fruit  and  vegetable  supply,  revised  unit  of 

measure,    29535 
Meetings: 
Flue-Cured  Tobacco  Advisory  Committee, 

20839,  27665 
Shippers  Advisory  Committee.    17935, 
19500,  21124,  24074,  27270 
Peanut  Administrative  Committee:  1977  crop 
year,  expenses  and  rate  of  assessment, 
30879 
Peanuts;  1977  crop;  quality  regulations. 
32278 

AGRICULTURAL  RESEARCH 
SERVICE 

PROPOSED  RULES 

Poultry  improvement  plan.  National,  auxiliary 
provisions.  General  Conference 
Committee  and  Plan  Conference 
terminated,    33041 
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Animal 


AGRICULTURAL  STABILIZATION 
AND  CONSERVATION  SERVICE 

RULES 

Beef  research  and  information;  referendums 

conduct  procedure,    25315.27569 
Cotton;  marketing  quotas  and  acreage 

allotments,     17414,  18055 
Feed  grains;  special  programs;  1975-1977  crop 

years.     1 7420 
Payments  division;  upland  cotton,  feed  grain. 

rice,  and  wheat  programs.     1 742 1 
Peanuts;  marketing  quotas  and  acreage 

allotments,     17419 
Rice;  marketing  quotas  and  acreage 

allotments,    30356 
Rural  environmental  programs.  National: 
Drought  and  flood  area  conservation 
program,    22358 
Tobacco  (burley);  marketing  quotas  and 

acreage  allotments,    27209 
Tobacco  (cigar-binder);  marketing  quotas, 

1977-78  marketing  year,  termination, 

29847 
Tobacco  (cigar-filler,  etc.),  marketing  quotas 

and  acreage  allotments,     17414,  27208 
Tobacco  (flue-cured);  marketing  quotas  and 

acreage  allotments,    27565 
Tobacco  (Virginia  sun-cured);  marketing 

quotas  and  acreage  allotments,    27209 
Wheat;  marketing  quotas  and  acreage 

allotments,    17419,20811      . 

PROPOSED  RULES 

'txet  research  and  information;  referenda 

conduct  procedure.    19885 
Rice;  1977  set-aside  program  determinations, 

17457 
Wheat;  marketing  quotas  and  acreage^ 

allotments,     17456 

AGRICULTURE  DEPARTMENT. 

See  also  Agricultural  Marketing  Senice. 
Agricultural  Research  Service.  ' 

Agriculture}  Stabilization  and  Conservatioft 

'     Service. 
Animal  and  Plant  Health  Inspection  Service. 
Commodity  Credit  Corporation. 
Cooperative  State  Research  Service. 
Farmers  Home  Administration.  4 

Federal  Crop  Insurance  Corporation. 
Federal  Grain  Inspection  Service. 
Food  and  Nutrition  Service. 
Food  Safety  and  Quality  Service. 
Forest  Service. 

Packer!  and  Siockwrds  Administration. 
Rural  tiectnficaiion  Administration. 
Soil  Conservation  Service. 
RULES 

Auihont)  deiegatjuns  ^v  Secretary  and 
General  Office rv 
Conser^atlon    Research,  and  Education. 
Assistant  SecreUry.  National  Forest 
^        System,  protect,  manage    and 

adm  in  is  le  r .     26645 
Conservation.  Research,  and  tducatton. 
Assistant  Secretary.  radioi<)gicai  safety, 
32254 
Freedom  of  mformaUon,  fee  schedule,    23597 
Import  quotas  and  fees 
Cheese,  certain,  price  determination, 
22874 
Operations  Office,  fee  schedule.    23597 
Procurement,     20465,  20466.  28871,  31454, 
32231.  32783 


PROPOSED  RULES 

Agricultural  Stabilization  and  Conservation 

County  and  Community  Committees; 

selection  and  functions.    20628 
Exports  under  Agricultural  Trade 

Development  and  Assisunce  Act; 

financing.    33038 

NOTICES 

Advisory  committees,  closed  meetings;  reports. 

availability.    27270 
Committees;  esublishment.  renewals,  etc 
Agricultural  Policy  Advisory  Committee  for 
Trade  Negotiations  et  al,,    21501 
Drought  impact  areas,  emergency,  various 
States;  memorandum  of  agreement  with 
Commerce  Department.  Interior 
Department,  and  SBA,    21855.22608 
Meat  import  limitations,  second  quarterly 

estimates.    20321 
Meetings: 
Agricultural  Research  Policy  Advisory 

Committee.    20840.  30879 
Apache  National  Forest  Grazing  Advisory 

Board.    26674 
Forest  Management  Act  Committee  of 
Scientists,  NaUonal,    23618,28905 
Poultry  Health  Advisory  Committee, 

20321,21828 
Sitgreaves  National  Forest  Grazing  Advisory 
Board,    26674 
Organization,  functions,  and  authority 
delegations: 
Food  Safety  and  Quality  Service; 

establishment.    20165 
Inspector  General  Office;  reestablishment, 
21829 
Privacy  Act;  systems  of  records,    22123, 
25515,27190 

AIR  FORCE  DEPARTMENT 

RULES 

Discharge  Review  Board.    23601 
Privacy  Act;  implementation,    21776 

NOTICES 

Environmental  statements;  availability,  etc: 
Greater  Pittsburgh  International  Airport, 

Pa,.    22393 
Loring  AFB.  Maine.    29327 
Luke  Air  Force  Range,  Ariz.;  M-X  buried 
^      trench  construction  and  test  project, 

27981       ' 
Vandenberg  Air  Force  Base.  Space  Shuttle 
facilities.  Calif .    22393 
F-16  Aircraft;  European  coproduction; 

requirement  for  foreign  currency  banking 
arrangement,    20846.  30886 
Meetings: 

Academy  Board  of  Visitors.     19172 
Community  College  Advisory  Committee. 

19504 
F-16  Aircraft;  European  coproducfion; 
requirement  for  foreign  currency 
banking  arrangement,     20846 


AIRCRAFT,  AIR  CARRIERS, 
AIRPORTS 

See  Air  Force  Department 
Civil  Aeronautics  Board. 
Federal  .■ivtaiion  Admmistratum. 
National  Transportation  Safety  Board. 

ALCOHOL,  DRUG  ABUSE^  AND 
MENTAL  HEALTH 
ADMINISTRATION 

NOTICES  ♦ 

Meetings: 
Advisory  Committees;  May,    20503.  20504, 

25379 
Advisory  Committees.  June.    23879,  23882, 

24099.  25916.  26248.  28186.  29998. 

30252 
Advisory  Committees;  July.    25916,  30688. 

3 1 839 

ALCOHOL,  TOBACCO  AND 
FIREARMS  BUREAU 

RULES 

Explosives,  commerce  in: 

Black  powder;  transportation,  distribution, 
etc..    20818.22144 
Firearms  and  ammunition,  commerce  in: 
Black  powder;  transportation,  distribution, 
etc..    20818.22144 
Liquors  and  articles  from  Puerto  Rico  and 
Virgin  Islands 
Serial  number  of  approved  formula;  marking 
requirement  eliminated.    30836 
Practice  before  Bureau;  attorneys,  certified 
public  accountants  and  enrolled 
practitioners.    33027 

PROPOSED  RULES 

Wine  labeling  and  advertising: 
Definitions;  appellation  of  origin,  grape  type 
designations,  etc.,    30517 

NOTICES 

Authority  delegations: 

■     Regional  Regulatory  Administrators;  trade 

name  information  disclosure,    22968 

-    Regional  Regulatory  Administrators  et  al.; 

compromise  of  tax  liabilities,    22968 

Explosives,  commerce  in;  list;  correction. 

19542 
Firearms,  granting  of  relief    21156,  267 1 1 , 

'31665 
Gun  control,  published  firearms  laws  of       ;' 
political  subdivisions  and  States,    31962, 
32864 

ALIENS  « 

See  Immigration  and  Naturalization  Service. 

ANIMVI    4Nn  PT  \NT  HF  \T  TH 
I.NbPLLllU.N  J>LK\1LL 


-\ 


JANNAF  Chemical  Propulsion  Advisoc\ 

Committee,     17514.  19172.  3229 1^*^..^^ 
Military  Airlift  Committee.    20326 
Scientific  AdvisorN  Board,     19173,  19505, 
21836,  22922,  23533,  24304,  24765, 
24766,25755,26692,27021,28570. 
29328.  30531.  31480,  32291,  33053 
Privacy  Act,  systems  of  records,    20 1 70, 
26449 


RULES 

Animal  and  poultry  import  restrictions: 

Horses  from  Canada,    20813 

Rinderpest  and  foot-and-mouth  disease, 
23131 
Animal  exports: 

General  revision,    28990 
Animal  welfare: 

Definitions,    31024 

Licensing,    3^026 
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Animal 


I  rjnsp«irtation.  handling,  care,  and 

treatment  of  animals,  standards,     31561 
Inflation  impact  statements.     19854,  20812, 
21760.  21761,  21813.  23132.  25850, 
28998.  31029,  31430,  31571.  32223, 

livestiH;l(,  and  p*iultr\  quarantme: 

Brucellosis.     17434.  22370.  28517.  32223 
hxotic  Newcastle  disease,     208  I  2^  21269. 

21760,  2r61 
Scahies  m  cattle.     2081;.  2531'.  25849, 

32223 
Scrapie  in  sheep.     25850 
Texa.s  (splenetic!  fever  in  cattle.     19854 
Meat  and  p<iullry  inspection,  mandatory, 
special  provisions  for  designated  States; 
Ohio,  termination,     18610 
Overtime  services  relating  to  imports  and 
enp«-<rts 
.Animals,  commuted  traveltime  allowances. 

21269.  2^218 
Commuted  traveltime  allowances.     25M4 
Plants,  commuted  travel  time  allowances, 
correction.     1858"^ 
Plant  quarantine,  domestic 

Pink  Ixillworm.  correction.     25849 
Virxjses.  serums,  toxins,  etc 

Biologies  licenses  or  permits,  suspension. 

31430 
Packaging  and  labeling,  special  licenses. 

elimination  of  references.     29854 
Rabies  virus  vaccines,  packaging  and 
labeling.     28520 

PROPOSED  RLLtS 

Animal  and  poultrv  imp<irt  restrictions: 

■Animal  bvproducls  and  materials,  transiting 

through  L  S  .     30844 
.Animal  products  and  materials,  transiting 
through  L  S  .     3U844 
Animal  «.elfare 

Transp*>rtation.  handling,  care,  and 
treatment  of  animals,  standards, 
extension  of  time.     223    4 
Inflation  impact  statements.     20X26.  27251. 

28549.  28550.  30844.  30845 
Livestock  and  poultry  quarantine: 
Hog  cholera,     20825 
Pseudorabies,     27250 
\  iruses,  serums,  toxins,  etc.: 
Biological  products,  lest  procedures, 
28548,  28549 

NOTICES 

Stockyards.  livest(Kk  markets,  and 

slaughtering  establishments,  certain, 
specific  approval.     20320.  29029 

AM.MALS 

.Sff   ■in:mdi  and  flam  Hfollh  ln\pf<li(m  Ser\ue 
hf,h  and  Wild'ile  Ser\i(e 
FiK)d  and  Drui  AdminiMraliiin 
\aiuinai  (keanu  and  Almosphern 

idmintslralion 
PaKker\  and  St(Kk\ard\   idminmration 

ANTITRUST  DIV  ISIO.N,  JUSTICE 
DEPART.MENT 

NOTICES 

Competitive  impact  statements  and  propxised 
consent  judgments,  US.  versus  listed 

companies 
Pviremosi  .McKesson.  Inc       22951 
Kahn  >  Bakerv,  Inc       286;>v 


Lake  County  Contractors  Association,  Inc., 

et  al  .     25545 
National  Broadcasting  Co.,  Inc.,    24996 
Union  Carbide  Corp  .     31661 

architecturau  and 
transportation'barriers 

COMPLIANCE  board 

NOTICES 

Meetings 
Accessible  Environment  National  Advisory 
Committee.    21302,  31473 

ARMED  FORCES 

See  Air  Force  l)epurimer\t. 

.4rm.s  Control  and  Disarmament  Agency . 

Arm\  Departmenl. 

Cnil  Aeronaulics  Board. 

Defense  Civil  Preparedness  Agency. 

Defeme  Communualions  Agency. 

Defense  Deponmeni. 

Defense  Iniellt^ence  Agency. 

Defense  Suclear  Agency. 

Domestic  and  International  Business 

Administration. 
Navy  Department. 

ARMS  CONTROL  AND 
DISARMAMENT  AGENCY 

NOTICES 

General  Advisory  Committee  closed  meetings; 
report  availability,    26446 

ARMY  DEPARTMENT 

See  also  Engineers  Corps. 

RLLES 

Freedom  of  information.    26423 
Inflation  impact  statements,    25725 
National  Cemeteries,  Arlington  and  Soldiers' 

Home,  eligibility  criteria.    25725 
Personnel  Review  Boards;  correction  of 

military  records,     17442 
Privacy  Act;  implementation,    27244 

PROPOSED  RULES 

Environmental  quality: 
Off-road  vehicles;  use  on  Army  land, 
21620 
Inflation  impact  statements,    31032 
Privacy  Act.  implementation,     18863,  20314 
Real  estate,  granting  use,    31032 

NOTICES 

Discharge  Review  Boards,  Army,  Navy  and 

.Air  Force,  single  index,     31480 
Discharge  review  program,  Vietnam  era 

personnel.    21308 
Environmental  statements;  availability,  etc.: 
Fort  Ord  Complex.  Calif ,     27021 
Fort  Stewart  and  Hunter  Army  Airfield,  Ga. 

21637       ^ 
Rocky  .Mountain  Arsenal,  Colo.,    21308, 

27981 
Rocky  Mountain  Arsenal,  Colo,  to  Toole 

Armv  ^epot,  Utah.    27981 
Toole  Armv  Depot.  Utah.     25346,  27981 
Meetings 

.Armed  Forces  Epidemiological  Board. 

31480 
Chemical  Propulsion  Advisory  Committee, 

18125.  27021 
Coastal  Engineering  Research  Board, 
29037 


JANNAF  Combustion  Working  Group, 

32291 
Scientific  Advisory  Board.     22922 
Scientific  Advisory  Panel.     20650 
Shoreline  Erosion  Advisory  Panel,     28183 
U.S.  Military  Academy.  Board  of  Visitors, 

20181 
Winter  Navigation  Board  on  Great  Lakes  St 
Lawrence  Seaway.     21133 
Military  Records  Correction  Boards,  Army, 
Navy  and  Air  Force,  single  index,  non- 
discharge  cases,    31481 
Privacy  Act,  svstems  of  records.     20172. 
20326,  2l'3IO.  25904.  29037 

ARTS  AND  HUMANITIES, 
NATIONAL  FOUNDATION 

NOTICES 

Grants,  guidelines  for 

Architecture  and  environmental  arts.  1978 

FY.    24121 
Meetings: 

Arts  National  Council.     21337 
College  Library  Program  Panel,     25390 
Dance  Advisory  Panel.    26255 
Education  Programs  Panel,     24126,  24347. 

30556 
Expansion  .Arts  .Advisory  Panel.     26256 
Federal  Graphics  Evaluation  Advisory  Panel, 

18456,  22612.  31200 
Federal-State  Partnership  Advisory  Panel, 

32338 
Humanities  National  Council  Advisory 

Committee.     21337 
Museum  .Advisory  Panel.    27377 
Music  Advisory  Panel.     17542.  22613 
Planning  Office  Panel.     27070 
Public  Programs  Panel.     30014.30015 
Research  Grants  Panel,     20520.  20521, 

21337,  21874,  23564.  24126,  24347, 

27070 
Science,  Technology  and  Hatnan  \  alues 

Advisory  Committee.     24125 
Special  Projects  Advisory  Panel,    24347, 

26256 
Theatre  Advisory  Panel.     26256.  28634 
Theatre  research  project  consultants, 

26256 
Visual  Arts  Policy  Panel,     3  1 200 

BANKS,  BANKING 

See  Comptroller  of  Currency. 
Farm  Credit  Administration. 
Farmers  Home  .Administration. 
Federal  Deposit  Insurance  Corporation. 
Federal  Home  Loan  Bank  Board. 
Federal  Reserve  System. 
National  Credit  Union  .Administration. 

BIOLOGICAL  PRODUCTS 

See  Animal  and  Plant  Health  Inspection  Service 
Food  and  Drug  Administration. 

BLIND  AND  OTHER  SEVERELY 
HANDICAPPED,  COMMITTEE 
FOR  PURCHASE  FROM 

NOTICES 

Procurement  list,  1977;  additions  and 
■    deletions,     17510.17511,18629.18883. 
20169,  20170,  20843.  21833.  23187, 
24302,  25901,  27278.  28567.  29947. 
30882,  30883,  32288,  32823 
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BONNEVILLE  POWER 
ADMINISTRATION 

NOTICES 

Authority  delegations: 
Contracts  Manager,  materials,  equipment, 
and  other  contracts.     26250 
Environmental  statements;  availability,  etc.: 
Bonneville  Dam  Integration  Transmission. 

2538? 
B<inneville  proposed  program  for  1978  FY. 
EUenshurg  Service,  meetings,     17919 
Meetings 

Bonneville  Dam  Intergrating  Transmission. 

2592  3 
Bonneville  proposed  program  for  1978  FY; 
Ellensburg  Service.     17919 
Procurement 

Protests  against  award,     22608 

BRIDGES 

See  Coast  Guard 

Federal  Higlma\  Adminiuralion 

CANADA  AND  UNITED  STATES- 
INTERNATIONAL  JOINT 
COMMISSION 

NOTICES 

Pollution  problems.  Lake  Huron  and  Lake 
Superior,  hearings.    22949 

CANAL  ZONE 

See  Panama  Canal. 

CENSUS  BUREAU 

RULES 

Population  censuses,  special,  fee  structure, 

22362 
PROPOSED  RULES 
Boundary  changes  for  1980  census,  cutoff 

dates  for  recognition.    27255 

NOTICES 

Meetings 
Agricultural  Statistics  Census  Advisory 

Committee,    22187 
American  Economic  Association  Census 

Advisory  Committee,     18626 
American  Marketing  Association  Census 

Advisory  Committee,     19166 
Spanish  Origin  Population  for  1980  Census 
Advisory  Committee,     24''64 
Population  censuses,  special,  results.     19896, 

21  128,  235''4.  2429^^.  28909 
Surveys,  determinations,  etc.: 

Manufactures,  supplement,     20483,  27981 

CENTER  FOR  DISEASE  CONTROL 

See  Disease  Control  Center. 

CENTRAL  INTELLIGENCE 
AGENCY 

RULES 

Documents  and  records,  public  access; 
declassification  requests,  definition; 
freedom  of  information.     24049 

NOTICES 

Privacv  Act.  svstems  of  records.     24759 


CHILD  DEVELOPMENT  OFFICE 

See  Human  Development  Office. 

CHILDREN.  CHILD  PROTECTION 

See  .ACTION. 

Education  of  Disadvantaged  Children, 

National  Advison  Council. 
Education  Office. 
Food  and  Nutriiion  Service. 
Human  De\elorment  Office 
Social  and  Rehahiliiaiion  Service. 
Social  Security  Administration. 

CIVIL  AERONAUTICS  BOARD 

RULES 

Accounts  and  reports  for  certificated  air 
carriers,  uniform  system 
Form  41.  revised.     20286.  ;314^ 
Air  carriers  and  foreign  route  carriers,  freight 
loss  and  damage  claims  data  reporting. 

2r65 

Air  freight  forwarders,  cooperative  shippers 
ass^x'iations,  etc  .  classification  and 
exemption,  joint  loading.     2(M20 
Board  proceedings,  conduct  rules.     1*438 
Charters 

Coopyerative  shippers  associations  and  air 

freight  forwarders.     20120.  332'5 
One-stop  inclusive  tours,  definition  of 

"North  American  charters'.     28122 
Supplemental  air  transportation  certificates, 
conditions  and  limitations,  cooperative 
shippers  associations,     201  19 
Travel  groups,  definition  of  "North 

.American  charters'  .     28122 
Trips  and  special  services.  CLXiperative 
shippers  associations.     ;(;19 
Fare  summaries;  publishing  and  distribution 

requirements.     26422 
Interlocking  relationships  with  commercial 

lending  institutions,  exemption  from  prior 
approval.    21610 
Organization  and  functions 

.Accounts  and  Statistics  Bureau,     25852 
Board  field  offices,  location  and  business 

hours,    32228 
Government  Rates  Division  Chief.     2  3600 
Operating  Rights  Bureau.  Directors,     2iil21 
Policy  statements 

.Air  freight  forAarders.  long-haul  motor 
earners  or  rail  carriers,  application 
processing,     33276 
Target  dates  for  hearing  cases,     21611 
Supplemental  air  tran.sportation.  cooperative 
shippers  associations  and  air  freight 
forwarders,  joint  loading.     201  19 
Tariffs  of  air  carriers  and  foreign  air  carriers, 
construction,  publication,  etc 
Baggage,  limited  liability.     20458 
Charter  tariff  publications,  service  on 

charters.     28876 
Editorial  amendment.     19126 
Rate  change  proposals,  economic  data 

requirement  eliminated,     32227 
Transmission  of  tariff  filings  to  subscribers, 
28877 

PROPOSED  Rl  LES 

Accounts  and  reports  for  certificated  air 
carriers:  uniform  system 
Form  41.  schedules,  etc  ,     24216 
Small  air  carriers,  accounting  and  reporting 
requirements,     21793 


Air  carriers,  commuter,  certification;  inquiry, 

26558 
.Air  taxi  operators,  classification  and 
exemption. 
Liability  insurance  requirements,    28150 
Charters: 

Inclusive  tour;  air  transpwrtation  advertising; 
inquiry.     30376  * 

Currency  exchange  conditions;  U.S.  air 
carriers  in  foreign  countries;  inquit^', 
28898 
Military  transportation;  exemption  of  air 
carriers 
Foreign  and  overseas  air  transportation 
services,  minimum  rates  applicable  to, 
18282.  21487 
Policy  statements: 

Discount  fares.    26612 
Foreign  and  overseas  air  transportation 
services,  minimum  rates  applicable  to, 
18282. 21487 
Practice  and  p^cvcedure.  economic 
prtKeedings 
Garners,  local  service,  authorized 

operations,  standardized  method  for 
costing  proposed  changes,     17484,    - 
23841 
Tariffs  of  air  carriers  and  foreign  air  carriers, 
construction,  publication,  etc.. 
Rate  change  profwsals.  economic  data 
requirement  eliminated,     19355 

NOTICES 

Certificate  of  public  convenience  and 
necessity,  application,     18293 

Charters 

Cargo  transfer  rate  investigation,  prehearing 

conference.    23619 
United  Kingdom  and  United  Slates  air 
carriers,  waiver  from  regulations. 
21125 
Emergency  air  transportation  requirements 
Wien  Air  Alaska.  Inc.,  strike  ag#nst,  24294, 
29537  I 

Fare-effectiveness  rule,  inquiry.    20321 
Fares,  domestic  passenger,  increase,  various 

carriers.    25517.26680.33047 
Hazardous  materials,  transporution  by  various 

air  carriers.    33356 
Liability  and  claims  rules  and  practice 

investigations.     18625 
Local  service  class  subsidv  rate  investigation; 

class  rate  Mil.    21830 
Mail  rates,  domestic  service  priority  and 

nonprionty,     25344,28181 
Meetings 

Portland.  Port  of,    31613 
Meetings,  Sunshine  Act.     17939.  18340, 
18921,  19430,  20365.  21  169.  21719, 
21723,  23223,  24357,  25592,  25826, 
26506.  28220.  28967.  29379,  30022, 
30269.  31686.  32874,  33438 
Organization  and  functions: 

Chairman.  Acting,  designation,    23621 
Restricted  Articles  Board;  exemption  order. 

extension,    20482 
Hearings,  etc 

Air  Chariot  Ltd.  et  al..    30661.  31818 
Air  ManJ..    inc..     17503.  24074 
Air  Midwest.  Inc  .  et  al.,    26447,  27665 
Air  New  England.  Inc..     22919.  23184, 

28564 
Air  Transport  AsstKiation  et  al.,    33356 
Air  Wisconsin,  Inc..    22920 
Air-India,    22563,  23868.  29537 
Air-Siam  Air  Co.  Ltd.,    30879 
Airiift  International.  Inc..    29536 
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Alij  Ri'val  Jordanian  Airlines  Corp   et  al 

Alleghenv  Airlines.  Inc  ,     30662 
Aloha  Airlines,  Inc  .     |V1^4 
American  Airlines.  Inc  .  et  al  .     I  HI  12. 

211:5.  25515 
Arizona  service  investigation  et  al  .     30225. 

3066  3.   31  r'J 

Atlanta  Day tona  Beach  Sarasota- Bradenton 

nonstop  prixreeding.     18882 
Braniff  Ainvays.  Inc  .     24074.  30415 
British  Airtours  Ltd  .     2V538 
British  .'C'lr^vays.     22918 
Caribbean  area  service  investigation. 

l'J165.  22386.  32820 
Chicago-Midvkay  lovk-fare  route  prtKcedmg. 

2581^2 
Continental  Air  Lines.  Inc  .     14362.  21503 
Dallas  ho  rt  Worth  Western  Mexico  route 

prcKeeding.     P503.  21830 
Davtona  B^ach  Volusia  County  parties  et 

'  al  .     18415 
Deutsche  Lufthansa  .Aktiengesellschaft. 

22419 
Deulsches  Reiscburo  GMBH.     22564. 

24076.  29938 
Eastern  Air  Lines.  Inc  .     18112.20645 
Empresa  Gualemalteca  de  Aviacion  el  al  . 

r504 

Five  (  5  I  Star  Air  Freight  Corp  .     23185 
Flonda-AtlanU  competitive  nonstop  service 

case.     33  356 
Rving  Tiger  Line  Inc  .     28906 
Frontier  Airlines.  Inc  .     17504.  23185. 

2644'' 
Guyana  Air*ays  Corp  .     33358 
Hazardous  materials,  restricted  articles 

tariff.     3  3356 
Heacock.  Amm  E  .  et  al.,     23869 
Hughes  Air  Corp  .     18416 
International  Air  Service  Co  ,    23620 
International  Air  Transport  Association. 

17507.  17893.  I8II3,  I8II6.  18625, 

19166,  20165.  20166.  20322.  21303. 

21501,  21503,  21504.  22386,  22568, 

22569,  22915.  23619.  25^44.  25517. 

25891,  26447.  26448.  26674,  26675, 

27666,  27976,  28180.  28181,  29032, 

29537.  30415.  30880.  31179.  31180, 
.   31473.  31818.  32558.  32821.  33047 
lovvaylllinois-Atlanta  route  prcxeeding, 

29032,  30527 
Kinniburgh  Spray  Service  Ltd  ,     30527 
KL.M  Royal  Dutch  Airlines,  et  al  ,    28907 
KL.M  Royal  Dutch  Airlines  et  al  .     20322, 

270 1'9 
Kodiak  Western  Alaska  Airlines,  Inc.. 

r505 
Lineas  Aereas  de  Nicaragua,  S  .A  ,  et  al  , 

27978 
Louisville  service  case.     21126 
.Mackev  certification  proceeding.     21304, 

23'l85 
.Maersk  Air  l/S,    30416 
•Midwest-Atlanta  competitive  service  case, 

32286 
North  Central  Airlines.  Inc  .     18293,  21635. 

25891 
North/Central  Pacific  cargo  rates.     31818 
Northvvcst  Airlines.  Inc  .     21635 
Ozark  Air  Lines.  Inc  .     18293.  18416, 

18418.  19166 
P   T    Merpati  Nusantara  Airlines.     29U3  3. 

30664 
Pacific  Coastal  Airlines  Ltd  .     18418 


Pacific  common  fares  investigation,     28908 
Pacific  group  fares  investigation,    31818 
Pan  American  route  investigation, 

Washington,  Baltimore/Chicago  service, 

29032 
Pan  American  World  Airways,  inc..  et  al., 

1-505.  18294,  19500,  20323,  22564, 

30418,  31474 
PhoeoK  Las  Vegas-Reno  competitive 

nonstop  service  proceeding.    27271, 

28908 
Piedmont  Aviation,  Inc.,    30664 
Polski  Lime  Lotnicze,     18117 
Profit  by  Air.  Inc  .     27019 
Rebel  Forvvarding.  Inc  ,     28565 
Refund  provisions  for  unused  tickets, 

32820 
San  Francisco-Toronto/Montreal  route 

pr^xzeeding.    21636,  29033 
Seab<->ard  World  Airlines.  Inc..  et  al., 

20482.  27271 
Skvcraft  .Air  Transport  Inc  .     21  126 
Societe  Anonyme  Beige  DExploitation  De 

La  Navigation  Aerienne  (SABENA).    • 

29538 
Sontair  Ltd  ,    24761 
Spantax.  S  A  ,  et  al  ,     17894 
Spirit  of  1976  Overland  Express.  Inc., 

21  128 
Subsidy  rate,  local  service  class  VII.    30664 
Texas  International  Airlines.  Inc.,    25892 
Trailvkays  Express.  Inc  .     18882 
Trans  World  Airlines,  Inc.,    22387,  22921, 

23186,  25891 
TWA-Southern  route  exchange  case, 

32286 
United  Air  Lines,  Inc  ,  et  al.,     18117,  29939 
L  niversal  Air  Travel  Plan,    20645 
Universal  Air  Travel  Plan;  correction, 

22388 
Wien  Air  Alaska.  Inc..    24295 

CIVIL  RIGHTS 

See  Cnil  Rights  Commission. 
Education  Office 

t.qua'  Emplo\meni  Opportunity  Commission. 
Federal  Contract  Compliance  Programs 

Office. 
Health.  Education,  and  Welfare  Department. 
Housing  and  Urban  Development 

Department. 
Justice  Department 

CIVIL  RIGHTS  COMMISSION 

NOTICES 

Age  discrimination  in  Federal  programs; 
hearings 

Denver,    32286 

San  Francisco.    26236 
Meetings,  State  advisory  committees: 

Alaska.     22388 

Arkansas.     32822 

California,    24763,  32822 

Colorado,     18626.20323,20840 

Connecticut,     17507,24763 

Delaware,     20840 

Idaho,     24763 

Illinois,    20166,  20324,  20841,  28182, 
30881 

Iowa,     17507.  17508.  22388,  26236,  28909 

Kansas,     32822 

Louisiana,     30881 

.Maine,     20324.  29942 

Maryland.    22187.26236 


Massachusetts.    20324.  24764.  29942 
Michigan,     28182,29942.32823 
Minnesota.    20841,23186.32823 
Missouri.     17508.30881 
Montana.    20324 
Nebraska,     17508 
Nevada,     18626 

New  Hampshire,    20324.  24764.  28909 
New  Jersey,     20325.  24764,  29942 
New  Mexico,    22187 
New  York.    20325.  29942 
North  Carolina.    20841 
Ohio,    20325.20841.32823 
Pennsylvania.  '28909 
Rhode  Island,     24764 
South  Carolina.     29942 
Vermont.    24764,  29943 
Virgmia.    22187 
Washington.    22389 
West  Virginia,    22389 
Wisconsin.    28182 
Wyoming,    26236 
Meetings;  Sunshine  Act,     19430.  19955, 

20745.  21169,  21898,  22467,  24173. 

25405,  26283,  30022 
Police/community  relations,  denial  of  equal 

protection  of  law;  hearing; 
Memphis,     17894 

CIVIL  SERVICE  COMMISSION 

RULES 

Adverse  actions  by  agencies: 
Editorial  changes,    28516 
Adverse  actions  by  Commission: 

Editorial  changes,     28516 
Agency  grievance  system;  editorial  changes, 

28516 
Ecology  series,  prescribed  minimum 

educational  requirements,  establishment, 
21304 
Equal  opportunity: 

Exclusions,     19147 
Excepted  service; 
ACTION.    21759,28515 
Agency  for  International  Development. 

32250 
Agriculture  Department.     P4I3,  20809, 

25313,  2720'',  28515,  32251 
Air  Force  Department,     18607 
Army  Department.    25313 
Civil  Service  Commission,     19147,  26409 
Commerce  Department.     21759,  25870 
Community  Services  .Administration.     26409 
Defense  Department.     21760,23131, 

27599.  29879.  32251 
Entire  executive  civil  service.  National 
Youth  Conservation  Corps.     24743, 
25314 
Environmental  Protection  Agency,     31604, 

32251 
Equal  Employment  Opportunity 

Commission.     31455 
Executive  Office  of  President.    20809,      ' 

27206 
Federal  Def)osit  Insurance  Corporation, 

28989 
Federal  Energy  Administration,     19853, 
19854,  2l'759,  25870,  29845,  32251, 
32252 
Federal  Judicial  Center,    20809 
Federal  Trade  Commission.    29845 
Health,  Education,  and  Welfare  Department, 
18082,  25870,  31456 
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Housing  and  Urban  Development 

Department,     18608,19853,20809, 
22355,  25313,  25869,  25870,  27207, 
28516,  29845,  30831 
Interior  Department,     25314.  27207 
International  Trade  Commission.     20809. 

22356 
Interstate  Commerce  Commission,    27207 
Justice  Department,     19853,  27208.  30355. 

31456 
Labor  Department,     19853,  21760.  22355. 

28515,  31456,  32761 
Navy  Department,     28515 
Pennsylvania  Avenue  Development 

Corporation,     20810 
Small  Business  Administration,     21759 
Sute  Department,     17414,  22355.  26409. 

27206.  27207.  29845.  30831.  32252 
Summer  or  student  employment. 

handicapped  sons  and  daughters, 
31456 
Temporary  Boards  and  Commissions, 

29846 
Temporary  Schedule  C  positions  during 

Presidential  transition,     19147 
Transportation  Department,     19854,  29846 
Treasury  Department,     27207,  30355. 

32252 
US  Courts  Administrative  Office,     18607 
Freedom  of  information,  official  personnel 

folders,    32252 
Handicapped  sons  and  daughters,  hiring, 
excepted  service  summer  or  student 
positions,    31456 
Pay  administration; 

Editorial  changes.    23131 
Performance  evaluation  and  rating, 

requitemerts  for  appeals  and  changes, 
18608 
Retirement;  claims  collection  against  annuity 
and  overpayments  waiver  standards. 
29846 
PROPOSED  RULES 
Garnishment.     19882,21789 
Political  activity  of  Federal  employees, 

management  and  campaigning;  exception 
of  certain  elections,    23160 
Retirement;  allotments  from  civil  service 
annuities,    29880 

NOTICES 

Computer  scientists,  prescribed  minimum 
educational  requirements,  establishment, 
19896 
Health  benefits  contracts;  inquiry,  correction. 

18626 
Health  benefits  program.  Federal  employees; 

open  season,     17509 
Meetings; 
Administrative  Law  Judges  Advisory 

Committee.    20841,  29033 
Federal  Employees  Pay  Council,     27667, 
29033,  32288.  32823 
Meetings,  Sunshine  Act,     30470.  31520, 

32350,  32876 
Noncareer  executive  assignments 
ACTION,     17508.  2238§,  32286,  32287 
Agriculture  Department,     21304.  23621, 

26448.  28566,  32287 
Air  Force  Department,    29943 
Civil  Service  Commission,     32287 
Commerce  Department,     32287 
Community  Services  Administration, 
18626.  25895.  26448.  29943 


Consumer  Product  Safety  Commission. 

20841 
Defense  Department.     25895.  32287 
Environmenul  Protection  .Agency.     27272, 

28566,  30421,  30882 
ExporT-lmport  Bank,     29943 
Federal  Energy  Administration.    25346, 

32288 
Federal  Trade  Commission,    27272,  30421 
Health.  Education,  and  Welfare  Department. 

18119.  18626.  20841,  21832,  25895. 

29943.  30421,  32887,  32888 
Housing  and  L'rban  Development 

Department.     25346,30421,32287 
Interior  Department.     17508,  25346,  29943. 

30882,  32287.  32288 
International  Trade  Commission,     18626 
Justice  Department.     21304,  21305.  21832. 

28566.  29943.  30882 
Labor  Department,     17508.  20842.  22389. 

32288 
Management  and  Budget  Office.     25346 
Navy  Department.     20842.  30421 
Transportation  Department.     20842,  27272, 

29033,  30882 
Treasury  Department,    21832 
U  S    Information  .Agency.     26449 
Veterans  Administration,     29943 

COAL 

See  Federal  Energy  Administration. 
Geological  Survey 
Hearings  and  .Appeals  Office,  Interior 

Deportment 
Land  .Management  Bureau. 

COAST  GUARD 

RULES 

Anchorage  regulations; 

Alaska,     30618 
i_-New  York,  correction.     17874 

Virginia,    30618 
Boating  safety 

Boats  and  associated  equipment,  electrical 
svstems,  standards,  correction.     24738, 
2'4~39 
Boats  and  associated  equipment,  gasoline 
fuel  svstems.  standards,  correction, 
24''39 
Boats  and  associated  equipment,  loading  and 
flotation  standards,     20243,  24738 
Bridge  permit  actions.     28882 
Claims 

Settlement  procedures,     22879 
Collision  regulations,  international 
Alternative  compliance,  corrections. 

18401.  20625 
Localities  of  enforcement,     26976 
Dangerous  cargt>es 

Barges,  unmanned,  loading  information, 

28887 
Solids  in  bulk,  metal  borings,  shavings,  etc  . 

22146 
Tank  vessels  carrying  oil  in  trade,  editorial 
changes,     32539 
Drawbridge  operations; 
California.     30178 
Connecticut.     30179 
Florida.     30178 
New  York.    30179      . 
Great  Lakes  pilotage 

Appeals  to  NTSB,  revocations  or 

suspensions,  etc  ,     31160 
Rates,  increase,     30619 


Inflation  impact  statements,    20243.22146.    . 
23507.  24741,  25735.  28882.  28887. 
29481,  30178,  30179.  30619.  32539 
Marine  safety  functions;  organization,  general 
course  and  methods  governing; 
Appeals  to  NTSB,  removed.    31 160 
Merchant  marine  officers  and  seamen: 
Certification  of  seamen,  engine  department 

ratings,     24741 
Motorboat  operators  and  staff  officers, 
licensing  and  registration,  recency  of 
service,  military  service  exclusion, 
26985  ' 

Passenger  vessels:  ( 

Licensing,  physical  examination  for, 
applicant  wearing  glasses;  CFR 
correction,    29483 
Ports  and  waterways,  vessel  traffic  service: 

Puget  Sound,    29481 
Records  and  document  copies;  exceptions  to 

fees  and  charges.    23507 
Records  and  document  copies,  merchant 

mariner  fees.     31 159 
Securitv  zones 

Boston  Harbor.  Mass  .     19490 

Connecticut.     30180 

Monongahela.  Allegheny  and  Ohio  Rivers; 

Pa  ,     2697- 
New  York.    24738.  33289 
Suspension  and  revocation  prcxreedings 

Officers,  certificate  holders,  and  Great  Lake 
pilots,  appeals  to  NTSB      31  160 
Tank  vessels 

Air  compressors,  operations.    25735 
Inspection  and  certification;  loading 

information.    28887 
Special  equipment,  machinery,  and  hull 

requirements,  air  compressors,     25735 
V  essels.  tank,  carrying  oil  in  trade,  editorial 
changes,     325'39 
Vessel  inspections: 

Niaririe  casualtv  notices,     28886 

PROPOSED  RULES  ^ 

.Anchorage  regulations; 

.Massachusetts,  withdrawal.     24755 
Cargo  vessels 

Dangerous  cargoes,  handling,  transfer,  and 
transportation,  qualifications  of 
p>ersonnel,     21  190 
Electrical  engineering  requirements.     32700 
Firehose  nozzle  requirements,     30649 
Inspection  and  certification,  selfpropelled 
vessels  carrving  bulk  liquefied  gases, 
standards,  inquiry,     33353 
Lifesaving  equipment,  lights  and  retro- 
reflective  material,     26229 
Dangerous  cargoes 

Barges,  unmanned,  handling,  transfer,  and 
*  transportation,  qualifications  of 

personnel,     21190,22903 
Inspection  and  certification,  selfpropelled 
vessels  carrying  bulk  liquefied  gases, 
standards,  inquiry,     33353 
Solids  in  bulk,  hazardous  materials  carriage, 

17^89 
Vessels,  selfpropelled,  chemical  tanker 
safety  standards,     23518 
Drawbridge  operations 
Illinois,     30218 
Louisiana.     30217 
.New  Jersey,     30216 
Pennsylvania,     30217 
Electrical  engineering;  revision  and  inquiry, 
32700 


APRIL-JUNE  1977.  FEDERAL  REGISTER  INDEX 


Consumer 


Coast  Guard 

t 

(jreat  Ldkes  pilotage 

Rate  increase.    20162,21626 
Inflation  impact  statements.     17891,  20164, 
;i  140,  212(K),  22329,  23517.  23518, 
24869,  248^1,  24873.  24876,  26232. 
30217,  30218,  30653.  32684.  32686, 
^269''.  32"3^ 
.Manning  of  vessels 

Dangerous  cargoes,  handling,  transfer,  and 
transportation,  qualifications  of 
pers<innel,     2  1  I'^U 
Marine  engineering 

Inspection  and  certification,  stlf-propelleJ 
vessels  carrving  bulk  liquefied  gases, 
standards,  inquir\.     33353 
Mobile  offshore  drilling  units,     222'J6, 
29(126,  30220 
,Merchant  marine  officers  and  seamen 
Dangerous  cargoes,  handling,  transfer,  and 
transp^irtation,  qualifications  of 
pers^innel,    21190,22903 
.Mobile  offshore  drilling  units 

Design  and  equipment.     22296,  29026. 

30220 
Inspection  and  certification.     22296.  29026, 

30220 
Operations,     222*^6,  29026.  30220 
Navigation  aids 
LoranC,  vessels  of  1600  gross  tons  or  more, 
extension  of  time,     I ''889 
Navigation  safety  regulations 
Computer  aided  collision  avoidance  svstem 
for  merchant  ships,  performance 
specification,     24871 
Oceanographic  vessels 

Electrical  engineering  requirements,     32700 
Firehose  nozzle  requirements,     30649 
Lifesaving  equipment,  lights  and  retro- 
reflective  material,     2622v 
Passenger  vessels 
Dangerous  cargi>es,  handling,  transfer,  and 
transportation,  qualifications  of 
personnel,     2  I  190 
Electrical  engineering  requirements.     32^00 
Firehose  nozzle  requirements,     30649 
Lifesaving  equipment,  lights  and  retro- 
reflective  material.     26229 
Pollution 
Oil  transfer  fadlities,  large,     32670 
Oil  transfer  operations.    32670 
Oi!  transfer  operations,  qualifications  of 

person  in  charge.    21  190 
Tank  vessels  carrying  oil  in  bulk.     32684 
Vessel  design  and  operations,    21  190. 
32670 
Pollution,  protection  of  marine  environment, 
tank  vessels  carrying  oil  in  domestic  trade: 
Emergency  steering  standards  for  oil 

tankers.     24869 
Segregated  ballasts,  equipment  equivalents, 
etc  ,     24868 
School  ships,  nautical,  public 

Firehose  nozzle  requirements,     30649 
Specifications 

Engineering  equipment,  oil  pollution 

prevention.     32686 
Firehose  nozzle  requirements,     30649 
Lifesaving  equipment,  lights  and  retro- 
reflective  material,     26229 
Tank  vessels 
Cargo  transfer  prtxredures  manual; 

operations,     235  P 
Dangerous  cargoes,  handling,  transfer,  and 
transportation,  qualifications  of 
personnel,     2  1  190 
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Electrical  engineering  requirements,    32700 
Firehose  nozzle  requirements,     30649 
Inspection  and  certification:  self-propelled 
vessels  carryinq  bulk  liquefied  gases; 
standards;  inquiry,     33353 
Lifesaving  equipment;  lights  and  retro- 
reflective  material,     26229 
Special  equipment,  machinery,  and  hull 

requirements,  inert  gas  system,    24874, 
30220 
Uninspected  vessels: 

Lifesaving  equipment;  lights  and  retro- 
reflective  material,     26229 

NOTICES 

Bridges,  railroad;  proposed  alteration: 

Mobile,  ,'\la,  hearing.     26275 
Citizenship  oath  filing 
Texasgulf  Inc  ,     21679 
Weeks  Petroleum  Corp  ,     29583 
Committees,  establishment,  renewals,  etc: 
New  \  ork  HarKir  Vessel  Traffic  Service 
Advisory  Committee.     28951 
Equipment,  construction,  and  materials; 
approvals  and  terminations,     I793I, 
18915,  20696.  25792, 27081,  29582 
Meetings 

Boating  Safety  National  .Advisory  Council, 

20696,  22968 
Chemical  Transportation  Industry  Advisory 

Committee,     28950 
New  York  Harbor  Vessel  Traffic  Service 

Advisory  Committee,     25794 
Offshore  Operations  Industry  National 

.Advisory  Committee,    22213 
Rules  of  the  Road  Advisory  Committee, 

235'72 
Ship  Structure  Committee.     18471,  20697 
•Mobile  offshore  drilling  unitj  on  Outer 
Continental  Shelf  memorandum  of 
understanding  with  Geological  Survey, 
20198 
President  s  Cup  Regatta,  special  local 

regulations,     26276 
Regulations  development,  public  input; 
inquiry,     31211 

COMMERCE  DEPARTMENT 

See  also  Census  Bureau 

Dvmesiu  and  Iniernaiional  Business 

Adminisnanun 
Economic  AnaUsts  Bureau. 
Economic  Development  Administration. 
Maritime  Adminisl ration. 
Saiional  Bureau  of  Standards. 
National  Fire  Prevention  and  Control 

.Administration 
National  Oceanic  and  Atmospheric 

Administration 
National  Technical  Information  Service. 
Patent  and  Trademark  Office. 
Resiional  Action  Planning  Commissions. 
Travel  Service 

RILES 

Consumer  product  information  labeling 
program,  voluntary,  operation  and 
procedures,     26647 

Contract  appeals,  handling  procedures; 
location  change   correction,    27574 

Inflation  impact  statements,     26648 

NOTICES 

Advisory  committees,  closed  meetings;  reports, 
availability,     26237 


Committees;  establishment,  renewals,  etc: 
Caribbean  Fishery  Management  Council  et 

al  ,     20650 
Importers'  and  Exporters'  Textile  Advisory 

Committees,     28910 
Industrial  Policy  Advisory  Committee  for 

Multilateral  Trade  Negotiations.     28910 
Industry  Sector  Advisory  Committee  for 

Multilateral  Trade  Negotiations.     2891  1 
Management-Labor  Textile  Advisory 

Committee,     28911 
National  Bureau  of  Standards  V  isiting 

Committee.     17510 
South  Atlantic  Fishery  Management 
Council.     22921 
Drought  impact  areas,  emergency,  vanous 
States,  memorandum  of  agreement  with 
USDA,  Interior  Department,  and  SEA, 
21855,  22608 
Energy  consumption  and  requirements, 

environmental  control,  certain  industries, 
briefings 
Fossil  fuel,  steam  electric  generation 

industry,     20325 
Pulp  and  paper  industry,     20325 
Fishery  management  plans  and  conservation 
activities,  annual  report,  correction, 
18883 
Meetings: 

Patent  and  Trademark  Office  Advisory 

Committee.     27278 
Product  Liability  Advisory  Committee, 

29946 
Technical  Advisory  Board,    21307,  27667 
Organization  and  functions 

Economic  Analysis  Bureau,     23676 
Economic  Development,  Assistant  Secretary, 

33051,33052 
Executive  Secretariat,     33052 
Privacy  Act,  systems  of  records,    25900, 

29034.  32340 
U.S.  Technology  Policy,  draft  study,  inquiry, 

18121 
Watches  and  watch  movements;  allocation  of 
quotas 
Guam,  extension  of  new  entrant,     19172 
Guam  and  American  Samoa,    24301 
Virgin  Islands,    20843,21506.21833 

COMMISSION  ON  FINE  ARTS 

See  Fine  Arts  Commission 

COMMITTEE  FOR  PURCHASE 
FROM  THE  BLIND  AND  OTHER 
SEVERELY  HANDICAPPED 

See  Blind  and  Other  Severely  Handicapped. 
Committee  for  Purchase  from. 

COMMITTEE  FOR  THE 
IMPLEMENTATION  OF 
TEXTILE  AGREEMENTS 

See  Te.xiile  Agreements  Implementation 
Committee 

COMMODITY  CREDIT 
CORPORATION 

RLLES 

Export  programs 

Agricultural  commodities,  financing  of  sales 
from  private  stocks.     27569.  30833 
Inflation  impact  statements,     23795,  28990, 
30833,  32514 


Loan  and  purchase  programs. 
Corn,  correction,     25720 
Cotton.     29850 
Farm  storage  and  drying  equipment; 

increase  loan  maximum,  etc  .    30832 
Milk,  price  support.    2212^ 
Peanuts.    24231,28990,30832 
Rice.     18055 

Tobacco,  flue  cured.    23795.32513 
Wheat,  correction.    22126 
Wool.     20113.29854 

PROPOSED  RILES 

Cooperative  marketing  associations,  eligibility 
requirements  for  price  support,     19149. 
23614 
Inflation  impact  statements.     20476.  27250 
Loan  and  purchase  programs 
Grain  and  similarly  handled  commodities. 
1976  and  subsequent  crops  price 
support.     19149.  23613 
Peanuts.    20302.  25329,  32257 
Sugar,     30409 
Tobacco.    20476 
Tobacco,  flue  cured.    27249 

NOTICES 

Farm  storage  and  drying  equipment  loan 
program;  interest  rate  announcement, 
18882 
Meetings;  Sunshine  Act.    23224,  27131 
Monthly  sales  list 
July  1.  1976  through  May  31.  1977, 
21828.  29323 

COMMODITY  FUTURES  TRADING 
COMMISSION 

RULES 

Commodity  Exchange  Act  regulations: 
Registration  forms;  futures  commission 
merchants,  floor  brokers,  etc  ,    23993 

Reports 
Quantities  fixed  for  reporting,    25485 

PROPOSED  RULES 

Commodity  Exchange  Act  regulations: 
Futures  commission  merchants,  minimum 
financial  requirements,     27166,  31740. 
32261 
Commodity  option  transactions,     18246, 

23614 
Exchange  disciplinary  or  adverse  action 
review.     30472 

NOTICES 

Automation  in  Futures  Industry.  Conference, 

29326 
Futures  contracts,  contract  market 
designations 
Crude  coconut  oil,  Chicago  Mercantile 

Exchange,    26238 
Gold,  New  York  Mercantile  Exchange, 

26238 
Stud  lumber;  Chicago  Mercantile  Exchange, 

26238 
Zinc,  Commodity  Exchange,  Inc    hearing. 
30232 
Meetings: 

Automation  in  Futures  Industry.     29326 
.Meetings.  Sunshine  Act.     1 892  1 .  202 1 6, 
21344.  21898.  22219.  22468,  23579, 
24799,  25404.  26283,  27713,  28220. 
28967,  30269.  30467,  30742,  31221. 
32613.  33438 


COMMUNICATIONS 

See  Federal  Communications  Commission. 
Rural  Electrification  Administration. 
Telecommunications  Policy  Office. 

COMMUNITY  PLANNING  AND 
DEVELOPMENT,  OFFICE  OF 
ASSISTANT  SECRETARY 

RULES 

Community  development  bkx:k  grants 
Areawide  programs;  housing  opfxirtunity 
plans  and  nonmetropolilan  rural  areas. 
20255 
Eligible  activities.    20251 
Entitlement  grants,  applications.     31783 
Grant  administration  and  other  program 
requirements.     33018 
Inflation  impact  statements,     20251.  20255, 
3n83 

NOTICES 

Cartographic  information  program,  basic; 
interagencv  agreement  with  Geological 
Survey.     22940 
Community  development  block  grants 

.Areawide  programs,  applications  and  closing 

dates,  extension  of  time.     33382 
Discretionary  grants,  new  communities, 
applications  for  197"  FY,     25383 
Grantee  performance  reports,  inquiry. 
24105 

COMMUNITY  SERVICES 
ADMINISTRATION 

RULES 

Community  Action  Programs: 

Food  and  nutrition  program,     27593 
Poverty  guidelines,    21108,  23151 
Financial  management,  grantee,  non-Federal 
share  waiver  criteria,     20469.  21485. 
22145 
Freedom  of  information,  correction,     19329 

Funding 

Application  prt>cess,     18402,  21292.  22365 
Grantees,  Title  VII.  suspension  of  special 
f)OSt-grant  coordination  procedures. 
29874 
Grantee  property  administration,  excess 
acquisition,  moratorium,  termination. 
25734 
Uniform  Federal  standards.     17447.  18034 

PROPOSED  RULES 

Civil  rights  program;  funding  eligibility 

requirements.     183^8 
Funding,  denial  of  refunding,    29523 
Uniform  Federal  standards: 

Monitoring  and  reporting  program 
perfor.Tance.     21623 

NOTICES 

Community  Action  Programs 

Food  and  nutrition  program,  applications. 
30668 
Crisis  Intervention  Program.  Special, 

information,  application  procedures  and 
post  grant  requirements.     33240 
Economic  Opportunity  National  Advisory 
Council,  review,  inquiry,     18298 


COMPTROLLER  OF  CURRENCY 

RILES 

Application  procedures,  supplemental,  for 
charters,  branches,  mergers  and 
relocations 
De  novo  operating  subsidiaries  deleted. 
26969 
Fiduciarv  p<iwers.  National  banks  and 
collective  investment  funds 
Registered  clearing  agencies,  applications 
for  stays  or  disciplinary  sanctions  and 
summary  actions,    26969 
Rulings 

Letters  of  credit      24207 

CONSTRUCTION  INDUSTRY 

See  tmpio\meni  Standards  Administration. 

CONSUMER  AFFAIRS  AND 
REGULATORY  FUNCTIONS, 
OFFICE  OF  ASSISTANT 
SECRETARY 

RULES 

Inflation  impact  statements.     19328,  33499 
;    Mobile  homes,  consumer  manual 

requirements,  effective  date  delayed, 
33491; 
Real  estate  settlement  procedures,     19328 

NOTICES 

Real  estate  senlement  procedures;  information 

booklet  amendments,     19405 

CONSUMER  PRODUCT  SAFETY 
COMMISSION 

RULES 

Adjudicative  proceedings,  practice  rules, 

314?: 

Architectural  glazing  materials;  safety 

standards^    31  166 
Environmental  review,  inquiry,    25495 
Expedited  proceedings,  practice  rules,     31447 
Hazardous  products,  banned 

Refuse  bins,  unstable,     30300 
Hazardous  substances  and  articles; 
administration  and  enforcement 
Children's  wearing  apparel  containing  IRIS, 

18853.  20479,  21274.  22879,  28064 
Exemptions  for  small  packages,  minor 
hazards,  and  special  circumstances. 
CFR  correction,     33026 
Pacifiers,  banning  and  safety  standards. 

33279 
Radiator  antifreeze    methyl  alcohol-base; 
recommended  first  aid  labeling, 
revoked,     31773 
Matchbooks.  safety  standards,     22667 
Pacifiers,  banning  and  safety  standards, 

33279 
Poison  prevention  packaging: 
Child-resistanl  packaging,  aspirin-contaming 
powders,     20291 
Privacy  Act,  implementation,    22818 

PROPOSED  RULES 

Adjudicative  prcKeedings.  practice  rules, 
'  31431 

Architectural  glazing  malenals;  safety 
standards,     24067 

Chlorofluorocarbon  propcllants.  self- 
pressurized  consumer  products  containing; 
labeling  and  data  submission 
requi.-emenls.     21807 
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Environmental  review,  inquiry.     254')4 
Expedited  proceedings,  practice  rules.     31440 
Flammable  fabrics 
Children's  sleepv^ear.  sizes  ■"  through  14, 
advertising  nonci>mplving  items, 
withdraw,  n.     2}»5} 
Hazardous  substances  and  articles, 
administration  and  enforcement 
Vomiting,  first  aid  directions  for  inducing. 
31808 
Lawn  movvers.  p<.iwer.  SAietv  standards. 

ZVis;.  24^55 
Poison  prevention  packaging 
Chiid-resistant  packaging,  aspirin-containing 

povtders.     :o:4  1 
Childr^istant  packaging,  iron-containing 
preparations,  _  20 1  48 

NOTICES 

Aluminum  wire  connections,  household 
svstems.  safetv  standards,  extension  of 
lime.     30669' 
Architectural  gla2ing  materials.  advis«.iry 

opinion.     21507.23188 
Catalvtic  heaters,  safety  standards,  petition 

denied.     32565 
Children's  sleepwear  flammability, 
enforcement  prcKeedings 
Central  Textiles.  Inc  .     20  PO 
Children's  wearing  apparel  containing  TRIS. 

repurchase,  hearing,  etc  .     29326.  32566 
Chlorofluoroalkanes.  fullv  halogenated,  non- 
essential uses  a.s  propellants  in  consumer 
aerosol  products.     24550 
Christmas  tree  lights,  miniature 

Meetings,  extension  of  time.    29327 
Safety  standards  development  off»r. 
acceptaoce.     33359 
Coffee  percolator,  defective,  Coming  Glass 
Works,  Inc  ,  settlement  agreement, 
provisional  acceptance,  inquiry,     18124 
Crossbows,  enforcement  proceedings 

Wham-O  Manufacturing  Co  .     23871 
Lawn  mowers,  power;  safety  devices. 

"Inventors'  Day"  meeting.     20488 
Meetings 

Flammable  Fabrics  Act  National  Advisory 

Committee.    26238 
Lawn  mowers,  power,  safety  devices. 

"Inventors' Day".     20488 
Poison  Prevention  Packaging  Technical 

Advisory  Committee.     28567 
Product  Safety  Advisory  Council,     22188 
Meetings,  Sunshine  Act,     17941,  18183, 
18507,  19430.  19569.  19954,  20536. 
20880.  21556.  22468,  23027,  23222. 
23579,  23580,  23690,  23935,  24173, 
25404,  25826.  2594".  26283.  26506, 
27131,  27132,  27713,  28220,  28221. 
29616,  30743,  32348,  33112 
Privacy  Act,  systems  of  records.     22922. 

30233 
Sulkies,  racing,  safety  standards,  petition 

denied.     19504' 
Window  guards,  safety  standards,  petition 
denied.     32823 

CONSUMERS 

Sfe  Consumer  Affairs  ar^d  Rei;ulalor\ 

Funcnons.  Office  of  Assisiani  Secretary. 
Consumer  Product  Safel\  Commission 
Federal  Trade  Commission 
Sational  Hi?hi\a\  Traffic  Safel\ 
idministralion 
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COOPERATIVE  STATE 
RESEARCH  SERVICE 

NOTICES 

Meetings 
Committee  of  Nine,    2  1  500,  24074 

COPYRIGHT  OFFICE.  LIBRARY 
OF  CONGRESS 

PROPOSED  RLLES 

Copyright  owners  and  broadcasting  entities: 
Phonorecord  players,  coin-operated; 

recordation  and  certification;  extension 
of  time.    25514 

NOTICES  , 

Performance  rights  in  sound  recordings; 
inquiry.    21527.28191,28220 

COPYRIGHTED  WORKS,  NEW 
TECHNOLOGICAL  USES 
NATIONAL  COMMISSION 

NOTICES 

Meetmgs.    20520.31843 
Software  and  Data  Base  Committees,  report 
availability.     31506 

COSMETICS 

See  FiMxi  and  Drug  Administration. 

COST  ACCOUNTING  STANDARDS 
BOARD 

RLLES 

Cost  accounting  standards: 
Compensation,  deferral  cost;  effective  date 

established.     18857 

NOTICES 

Cost  accounting  standards: 
Objectives,  policies  and  concepts; 

restatement.  25751 
Standards  and  regulations  promulgated, 

effectiveness,  evaluation  conference, 

23871 

COUNCIL  ON  ENVIRONMENTAL 
QUALITY 

See  Environmental  Quality  Council. 

CUSTOMS  SERVICE 

RLLES 

Financial  arxl  accounting  procedure; 
Customs  seals,  effective  date  postponed, 
21785 
Inspection,  search,  and  seizure; 

Merchandise  seized  to  protect  U.S.  revenue, 
25324,  27600 
Liquidation  of  duties,  countervailing  duties: 
Fasteners  from  Japaji.    23147 
Fish  from  Canada,     19327 
Footwear  from  Republic  of  China,    23801 
Handbags  from  Korea.    28533 
Handbags  from  Republic  of  China,    28532 
Scissors  and  shears  from  Brazil.     31449 
Sugar-containing  articles  from  Australia, 

23505 
Yam,  cotton,  from  Brazil,     31449 
Zinc,  unwrought,  from  Spain,     18588. 
19127 


Organization  and  functions,  field  organization; 
ports  of  entry,  etc 
Boston.  Mass  .     32534 
Personal  declarations  and  exemptions: 

Merchandise  seized  to  protect  L'  S   revenue, 
25324 
Transportation  in  bond  and  merchandise  in 
transit.  Customs  seals:  effective  date 
postp<ined.     21785 

PROPOSED  RL  LES 

Drawback  claims,  records  retention.     26993 

NOTICES 

Administrative  decisions:  judicial  review. 

individual  notification.     30961 
Antidumping 
Chisels,  punches,  hammers,  etc   from  Japan. 

17556 
Wrenches,  pliers,  screwdrivers,  etc   from 
Japan,     18172 
Countervailing  duty  petitions  and  prelimmary 
determinations; 
Bicycles  from  Republic  of  China,    22216 
Chains  and  parts,  of  cast  iron,  iron  or  steel 

from  Italy.     19410 
Cordage,  man-made  fiber,  from  Korea, 

23573 
Float  glass  from  Italy.    24347 
Float  glass  from  United  Kingdom.    20525 
Leather  handbags  from  Colombia.     31514 
Leather  handbags  from  Uruguay.     31514 
Leather  wearing  apparel  from  Argentina. 

21530 
Leather  wearing  apparel  from  Korea, 

21531 
Leather  wearing  apparel  from  Republic  of 

China.     25572 
Leather  wearing  apparel  from  Uruguay, 

21531 
Steel,  grain  oriented  silicon  electrical,  from 

Italy.     19946 
Duty-free  treatment  petition;  diuron  from 
Israel.     29586 
Entry  of  merchandise,  customs  invoice  form 

5515;  correction,     18917 
Privacy  Act;  systems  of  records.     21532 
Reimbursable  services;  excess  cost  of 
preclearance  op>erations.    24348 
Tariff-rate  quotas: 

Tuna  fish,    24348 
Trade  name  recordation  applications: 
Jeanie  Creations.  Inc  .     21157 
Laura  Accessories,  Inc.,     21157 

DEFENSE  CIVIL  PREPAREDNESS 
AGENCY 

NOTICES 

Privacy  Act;  systems  of  records.    27021 , 
29037,  31826 

DEFENSE  COMMUNICATIONS 
AGENCY  ^» 

RULES 

Privacy  Act,  implementation,    20298 

DEFENSE  DEPARTMENT 

See  also  .Air  Force  Department 
Army  Department. 
Defense  Cnil  Preparedness  .Agency. 
Defense  Communications  .Agency. 
Defense  Intelligence  Agenc. 
Defense  \uclear  Agency. 
Engineers  Corps. 
Navy  Department 
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RULES 

Charters 

Assistant  Secretary  of  Defense;  Manpower. 
Reserve  Affairs,  and  Logistics,    25856 
Assistant  to  Secretary  of  Defense; 

Legislative  Affairs.     3253" 
Director  of  Defense  Research  and 
Engineering.     25855 
Civilian  Health  and  Medical  Program  of 
Uniformed  Services  (CHA.MPUS); 
implementation.     17972 
Nondiscrimination;  equal  opportunity  program. 
26422 

PROPOSED  RULES 

Defense  Contract  Audit  Agency  records. 

availability.     19356 
Freedom  of  information.     19356 
Insurance,  solicitation  and  sale  on  DOD 

installations,    27963 
Pnvacy  Act.  implementation.     29935 

NOTICES 

Meetings 

Armed  Forces  Epidemiological  Board. 

17514.  2407" 
Chemical  Propulsion  Advisory  Committee. 

2"280 
Electron  Devices  Advisory  Group.     24766. 

27281.  30234 
High  Energy  Laser  Review  Group.     29539. 

30886 
National  Defense  University  Board  of 

Visitors.    23533 
Science  Board  task  forces.     17897.  20490. 
20848,  22394,  23533,  27281.  31481. 
33054 
Wage  Committee,     18633.  24077.  29038 
Meetings.  Sunshine  Act.    20882.  29383 
Privacy  Act.  systems  of  records.     29950. 

29952 
Uniformed  Services  University  of  Health 

Services,  Sunshine  Act.  meeting.    20882. 
29383 

DEFENSE  INTELLIGENCE 
AGENCY 

NOTICES 

.Meetings 
Joint  Strategic  Target  Planning  Staff 

Scientific  Advisory  Group.     1  8422 
Scientific  Advisory  Committee.     18421. 

20848.  23190.  24304.  30886 

DEFENSE  NUCLEAR  AGENCY 

RULES 

Pnvacy  Act.  implementation.    21776 

NOTICES 

.Meetings 

Scientific  Advisory  Group,     30234 

DELAWARE  RIVER  BASIN 
COMMISSION 

NOTICES 

Comprehensive  plan,  sewage  treatment  plant 

projects,  hearings.     20651.  25755,  31616 
Environmental  statements,  availability,  etc.. 
New  York  Citv  reservoirs.     20182.  22922 


DISADVANTAGED  CHILDREN, 
NATIONAL  ADVISORY 
COUNCIL  ON  THE  EDUCATION 
OF 

See  Education  of  Disadvantaged  Children. 
Sational  Advisory  Council 

DISASTER  ASSISTANCE 

See  .Agencv  for  International  l)e\  elopment. 
Farmers  Home  Administration 
Federal  Crop  Insurance  Corporation 
Federal  Disaster  .Assistance  .Administration 
Federal  Insurance  Administration 
Small  Business  .Administration 

DISEASE  CONTROL  CENTER 

PROPOSED  RULES 

Grants  for  education  programs  in  occupational 
safety  and  health 
Educational  resource  centers:  establishment. 

25340 
Inflation  impact  statements.     25340 

NOTICES 

Dnnking  W  ater  Disinfection  Ad  Hoc  Advisory 
Committee,  final  report,  availability  for 
inspection.     18902 
Gas  detector  tube  units,  certification 

applications.     30886 
Meetings 

Coal  Mine  Health  Research  .Advisory 

Committee.     24099 
Immunization  Practices  Advisory 

Committee.     21116 
Safety  and  Occupational  Health  Study 
Ser-^n,     24319 
Occupational  safety  and  health  educational 
resource  centers,  grants,  program 
guidelines.     30542 
Pesticides,  manufacture  and  formulation; 
inquiry.     33066 

DISEASES 

See  Animal  and  Plant  Health  Inspection  Sen. ice 
Disease  Control  Center 
National  Institutes  of  Health. 

DOMESTIC  AND 

INTERNATIONAL  BUSINESS 
ADMINISTRATION 

RULES 

Copper  and  copper-base  alloys,  set-aside 

percentages,     25328 
Environmental  impact  statement,     18401 
Export  licensing 

Electronic  computers,  etc  .  data 

accompanying  license  applications. 
23796 
Petroleum  and  petroleum  products: 

continuation  of  short  supply  controls. 
1839^ 
Technical  data,  written  assurances 
requirements.     28999 

NOTICES 

Export  privileges,  actions  affecting: 
Aebersold.  Paul,     19899 
Ahmad,  Mahmud.  et  al,     19899 
Goldman.  Elisha.  et  ai  .     31477 
International  Engineenng  Co..    20647 
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Lee.  Danny,     20646 
Porje,  Allan.     !98si4 
Vos.  Johannes  Hendrikus.  et  al  .     19899 
Fertilizers.  e\p<"irt  monitoring  report  for  1976. 

CXioher  to  December.    30798 
Meetings 

Computer  Peripherals.  Components  and 
Related  Test  hquipment  Technical 
Advistirv  Committee,     23574 
Computer  S\>-tems  technical  Advisory 
Committee.     20650.21131.21305. 
23869.  26236.  26449.  29033.  30666. 
31821.  31822 
East  West  Trade  Advisory  Committee. 

30230.  31475 
Electronic  Instrumentation  Technical 

Advistiry  Committee.     21637.  30230 
Management-Labor  Textile  Advisory 

Committee.     21504.30529 
Numencallv  Controlled  Machine  Tool 
Technical  Advisory  Committee, 
21  1  31 ,  29  3  23 
President's  Exp<irt  Council.     17895 
Semiconductor  Technical  Advisory 

Committee.     22391.26681 
Telecommunications  Equipment  Technical 
Advis<iry  Committee      2^^82 
Motor  vehicle  manufacturers.  Nma  fide,  list  of 
names  and  adores-ses  as  of  May  I,  1977, 
31613 
Scientific  articles:  duty  free  entry 
.Army  Medical  Research  Institute  of 

lnfecti(>us  Diseases  et  al  ,     30667 
Associated  L  niversities,  Inc  ,     19166 
Br(x>khaven  National  Laboratory,    20167 
California  Department  of  Food  and 

Agriculture,     18627 
Carnegie  Mellon  University,     25895 
Children  s  Hospital  Medical  Center  et  al.. 

2429".  30665 
Children  s  Hospital  of  Philadelphia.     30226 
College  of  Medicine  and  Dentistry  of  New 

Jersev  et  al  .    31475 
Columbia  University  et  al..     19897,  31476 
Cornell  L  niversity  Medical  College.     19502 
Emory  LniverNity.     22571 
Florida  A&.M  Lniversitv  et  al  .    25896 
Frederick  Cancer  Research  Center.    20842 
Geophysical  Institute.    30227 
Georgia  Institute  of  Technology,    22571 
Harvard  Iniversity.     20167 
Lehigh  Universitv  et  al  .     30666 
Lehman.  Herbert  H  .  College  of  CUNY. 

31821 
Lovelace  Foundation  for  Medical  Education 

and  Research.     19503 
Massachusetts  General  Hospital.     30227 
Massachusetts  Institute  of  Technology. 

2994  3 
Miami  L'niversity .     25896 
Mississippi  State  University.     19167 
NASA  Lewis  Research  Center,     18420 
NatKinal  Aeronautics  and  Space 

Administration.     1862" 
National  Bureau  of  Standards.    20167 
National  Institutes  of  Health  et  al.,    20647, 

22571 
National  Radio  Astronomy  Observatory 

AsstKiated  Universities.  Inc..     18119 
Northwestern  I  niversity  el  al  .     27272 
Northwestern  I'niversitv  Medical  School  et 

al  .     25  896 
Ohio  State  University,  College  of  Pharmacy. 

30666 
Pennsylvania  Suie  University  et  al..     18295 
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Peona  School  of  Medicine,     20168 

Purdue  University,     22572 

Robert  B   Bngham  Hospital  et  ai  ,     14  16'' 

Rutgers  State  University  et  al  .    20483 

Sandia  L-aboratoncs,     18627 

Stanford  University,     24298,31477 

Suie  University  of  New  York  et  al  ,    21832, 

30227 
Texas  A  &  M  University,     30228 
Tenas  Christian  University,     25898 
Texas  Tech  University  et  al  ,     31822 
That  Man  May  See,  Inc  ,  et  al  ,    27274 
University  of  California  et  al.     18296, 

19169.  19897,  19898.  31478,  31824 
University  of  California-Berkeley,  30228 
University  of  Califomia-Livermore 

Laboratory,     29945 
University  of  CaJifomia-Los  Alamos 

Scientifk:  Laboratory,     25899 
Univcr^ty  of  Chicago,     25899 
University  of  Idaho  et  al  .     26680 
University  of  Illinois,     30228 
University  of  Iowa,     19503 
University  of  Kentucky,     19898 
University  of  Minnesota  et  al.,     18628 
University  of  Montana.     25899 
Univer^ty  of  Nebraska.     19898,  20842 
University  of  North  Carolina,    27275 
University  of  Rochester  et  al  ,    26680, 

30229 
University  of  South  FTorxla,    25899 
University  of  Texas.     19504 
University  of  Utah,     25900 
University  of  Wisconsin  et  al  ,     18297. 

18628.  30229 
Vandcrbilt  University.    22572 
Wagner  College  et  al  .     29944 
YaJe  University  et  al  .     24299 

DRUG  ENFORCEMENT 
ADMINISTRATION 

RLLES 

Prescnptions: 
Controlled  substances,  computerized  refill 
information.    28878.  30495 
Schedules  of  controlled  substances 

Exempt  chemical  preparations,     30495 
Ltjperamide.     25499 
PROPOSED  RULES 
Administrative  functxins.  practices  and 
procedures 
Researchers  aixl  rese?.ch  subjects; 
confidentiality  ?jid  prosecution 
exemption,    3  '  -voO 
Papaver  bracteatum,  production  and  control, 

policy  sutement.  withdrawn,     28560 
Schedules  of  controlled  subsunces 
Lorazepam.     32805 

NOTICES 

Registration  applications,  etc  .  controlled 
substances: 
Aemol  Chemical  Corp..     29  1  1  1 
Almar  Pharmacy.    21335 
Anderson,  Donald  Hess,  M  D  .     23558 
Applied  Science  Laboratories.  Inc  ,     28190 
Bowens  Pharmacy  of  Madison,  Inc  ,  et  al 

20519 
Cilento.  Raphael  C.  M  D.     33100 
Collier.  David  I  .  D  O  .     30696 
Davus.  Inring.  M  D  .     29  1  I  I 
Ellison,  Wayne  E,     29110 
Gancs  Chemicals.  Inc  .     26255 
Greco.  Joseph  A  .  M  D  .     20519.  30696 
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Lasbv.  Joseph  O  .  M  D,    20519 
.M  D   Pharmaceutical.  Inc.,     25389 
.Malhnckrtxlt  Inc  .     18155 
Mannoff,  Raymond  G..  M  D..     19407 
Merck  &  Co  ,  Inc.,     18154 
Moody.  Robert  O'Neal,    23558 
Noell.  John  S  .  M  D  ,    22950 
Parke,  Davis  &  Co.,     29111 
Penick.  S  B  .  &  Co..    25547  « 

Regis  Chemical  Co  .    26255 
Sachs.  David.  .MD.,     29112 
Sigma  Chemical  Co.,    22950 
Stepan  Chemical  Co.,    25547 
L  S   Pharmacopeial  Convention,  Inc., 

22951 
Umbles   Drew  Hale  Pharmacy,  Inc.,    20520 
Winthrop  Laboratory,    28190 
Wyeth  Laboratories,  Inc..     29569 
Schedules  of  controlled  substances;  production 
quotas: 
Alphaprodine,  etc.,     23212,  32590 
Oxycodone,     29110 
Phenmetrazine.     21860 
Thebdine.     31504 

DRUGS 

See  Alcohol.  Drug  Abuse,  and  Menial  Health 

Admmiuralion. 
Drufi  Enforcement  Administration. 
Food  and  Dru^  Administration. 

ECONOMIC  ANALYSIS  Bl  REAU 

PROPOSED  RULES 

Direct  investment  sur\'eys,     19888 
International  Investment  Survey  Act  of  1976; 

implementation,     19888 
International  transactions  in  royalties  and  fees 

with  unaffiliated  foreign  residents;  reports 

on,     19888 

ECONOMIC  DEVELOPMENT 
ADMINISTRATION 

RILES 

Business  development  program: 

Refinancing  assistance,     26198 
Communuv  emergency  drought  relief  program, 

27446 
Financial  assistance: 
Physically  handicapped;  buildings  designed, 
constructed,  and  altered  to  accomodate; 
CFR  correction,     23146 
Inflation  impact  statements,     23146,  23796, 

26198,  27432,  27446 
Local  public  works  capital  development  and 
investment  program.  Round  II,    27432 
Public  works  impact  program  areas; 
designation  standards,     23796 

NOTICES 

Adjustment  assistance  eligibility,  industry 
producing  firm  studies. 
Sugar,    25518 
Television  receivers,     25519 

Import  determination  petitions; 
Accent  Industries.  Inc.,     23575 
Accessories  bv  Pearl.  Inc.,    24300 
Bass,  J  .  &  Co  ,  Inc.,     18420 
Carter  Leather  Goods  Co.,  Inc.,    27276 
Daco  Manufacturing,  Inc..    22921 
Dawstin  Industries,  Inc.,     23186 
Downen  Zier  Knits,  Inc.,     20325 
Favorite  Fixitwear,  Inc  ,     24764 
Frangella  Mushroom  Farms,  Inc.,     19363 
Highlander  Sportswear,  Inc.,    30231 


Leemar  Knitting  Mills,  Inc  ,     19364 

Lewis  Purses.  Inc  ,     19364 

Lion,  J    B.,Corp.,    23870 

Pauker  Corp  ,     33359 

Perry  Manufacturing  Corp  ,     19364 

Pettyjohn  Brothers  Shoe  Manufacturing. 

Inc.,    26237 
Rectilinear  Research  Corp  .     23186 
Reis,  Robert.  &  Co  .     31616 
Robin  Footwear  Corp  ,     18119 
Sham-O-Kin  Shoe  Corp  ,     30882 
Theodor  Manufacturing  Corp  ,     33050 
Trifine  Trousers  Co.,  Inc..    21 132 
Vogue  Industries.  Inc..     18119 
Local  public  works  capital  development  and 

investment  program.  Round  II, 

applications 
Planning  target  data  for  sub-State  areas  and 
applicants;  availability.     29945 

ECONOMIC  OPPORTUNITY, 
NATIONAL  ADVISORY 
COUNCIL 

NOTICES 

Meetings.     18906,23563 

ECONOMIC  OPPORTUNITY 
OFFICE 

See  Community  Services  Administration. 

EDUCATION 

See  Education  of  Disadvantaged  Children, 
Sationat  Advisory  Council. 
Education  Office. 
Food  and  Sutrition  Service 
Health.  Education,  and  Welfare  Department. 
National  Institute  of  Education. 
Veterans  .Administration. 
Wage  and  Hour  Division. 

EDUCATION  OF 

DISADVANTAGED  CHILDREN, 
NATIONAL  ADVISORY 
COUNCIL 

NOTICES 

Meetings,    20510,  26709,  29107.  32855 

EDUCATION  OFFICE 

RULES 

Basic  educational  opportunity  grant  program, 

family  contribution  schedules,     33503 
College  work  study  program; 

Indian  and  Native  .American  students, 

financial  assistance  eligibility,     31794 
SamplCcases  and  benchmark  figures, 
33290 
Disadvantaged  students,  special  services, 

program,    26542 
Emergency  school  aid: 

Ineligibility  waivers;  discriminatory 
assignments  of  students  to  classes, 
32784 
Follow  Through  program,    3314^ 
Foreign  language  and  area  studies,  modern; 

grants  and  contracts  awards,     26209 
Handicapped  education,  training  perstinnel 

program,  grants,  application.     20300 
Higher  education  and  vocational  students,  low 
interest  loans: 
Health  professions  students,  annual  loan 
limits,    33291 
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Reinsured  loan  payments.  Commissioner's 
equitable  share.    29010 
Indian  adults,  financial  assistance  for 

improvement  of  educational  opportunities. 
32-q- 
Indian  children,  special  programs  for 

improvement  of  educational  opportunities, 
32786 
Inflation  impact  statements.     17445.  19288. 
20300.  26209.  26536.  26542,  26546, 
31793,  32784.  32786,  32797.  33009. 
33147,  33291,  33503 
National  direct  student  loan  program 
Indian  and  Native  American  students, 

financial  assistance  eligibility,     31794 
Loan  servicing  functions,  hearing.    25862 
Sample  cases  and  benchmark  figures. 
33290 
Neglected  or  delinquent  children  in 

institutions,  grants  to  Slate  agencies, 
19288 
Sample  cases  and  benchmark  figures,  annual 

revision,     33290 
School  assistance  in  federally  affected  areas. 
State  equalization  programs  payment. 
correction.     18279 
Supplemental  educational  opportunity  grant 
program: 
Indian  and  Native  American  students, 

financial  assistance  eligibility.     31794 
Sample  cases  and  benchmark  figures, 
33290 
Talent  search  program.     26546 
Upward  Bound  program,     26537 
\  ocational  education 

Research  projects,  applicant  selection 
criteria.     1 7445 
Women's  Educational  Equity  Act  program. 
33009 

PROPOSED  RULES 

Adult  education  programs.  State 

Indochinese  refugees,  emergency  program, 
22336 
Basic  educational  opportunity  grant  program, 

18738.  20803.  24291 
Career  education  and  development  programs, 

28159 
College  work-study  program.     18738.  20803. 

24291 
Community  service  and  continuing  education 
programs,  financial  assistance 
Proposed  fiscal  year  19''"  funding  priorities. 
17889 
Direct  project  grant  and  contract  program^ 
Public  service  education  institutional  grant 

program.     18864 
Slate  planning  commissions  program; 
interstate  planning.     27625 
Guidance  and  counseling  programs,  grants 

award  criteria,    25881 
Higher  education,  student  assistance  programs, 
limitation,  suspension,  or  termination  of 
institutional  eligibility .     1  8743.  20803. 
21821.  24291 
Higher  education  and  vocational  students,  low- 
interest  loans 
\  ocational  students,  low-interest  and  direct 
loans,  CFR  redesignation.     18747, 
24291 
Higher  education  personnel  training  program. 

18283 
Indian  children  and  graduate  and  professional 
students,  special  programs  to  improve 
educational  opportunities:  correction, 
24758 


Indochinese  refugee  children,  public 

educational  services  grants  to  State 

educational  agencies,     28706 
Inflation  impact  statements,     17704.  18283. 

18284.  18"39.  18744,  18748,  18750, 

18864,  18866,  22337,  27626,  28900. 

30291.  32813 
Instructional  equipment  grants  program, 

maintenance  of  effort.     32812 
Libraries 

Research  library  resources,  strengthening. 
28899 
National  direct  student  loan  program,     18738. 

20803.  24291 
Public  service  education  fellowships.     18865 
Public  service  education  institutional  grant 

program.     18864 
Schotil  assistance  in  federallv  affected  areas. 

State  equalization  programs  payment; 

alternate  standard,  correction.     18282 
State  administered  programs;  State  student 

financial  assistance  training  programs. 

incentive  grants.     18750.  :n80:(.  24291 
State  planning  commissions  program,  interstate 

planning,     27625 
Student  consumer  information  services. 

18747.  20803.  24291 
Student  incentive  grant  program.  State,  fiscal 

year  19'"'  allotment  and  application 

procedures,     18407 
Supplemental  educational  opportunity  grant 

program,     18738.20803,24291 
Teacher  centers  program,     30290 
\  eterans   cosl-of-instruction  payments  to 

institutions  of  higher  education      18282 
Vocational  education 

Low -interest  and  direct  loans,  CFR 
redesignation,     18747.24291 
Vocational  education  programs. 

Commissioner  s  discretionary,     18542, 
18584 
Vocational  education  programs.  Slate,     18542, 

18584 
Women's  Educational  Equity  Act  program, 
17700.  19161.  21623 

NOTICES 

Accrediting  and  Sute  approval  agencies  and 
associations,  nationally  recognized,  list, 
2050" 
Applications  and  proposals,  closing  dates: 
Community  service  and  continuing 

education  programs,     21854 
Emergency  school  aid.     19234,  21664 
Handicapped  media  services  and  captioned 

films.     30688 
Indian  children,  educational  opportunities, 

programs  to  improve,     22407 
Indian  education  assistance  from  non-local 

and  local  educational  agencies,     25921 
Indian  fellowship  program,     22405 
Indians,  adult  education  for.  programs, 

22406 
Indochina  refugees,  emergency  adult 

education  program  for,     32589 
Public  service  fellowships.     18902 
Public  service  institutional  grants,     18903 
School  construction  assistance,    30252 
Slate  equalization  plans,     30252 
State  planning  commissions  program. 

intrastate  planning.     26469 
State  student  financial  assistance  training 

program.     18663.  24101 
State  student  incentive  grant  program, 

18452 


\  eterans'  cost-of-instruction  program, 

18311 
Women  s  Educational  Equity  Act  program. 
17712 
Audit  appeals: 

Ltah.     20673 
Committees    establishment,  renewals,  etc  : 
Accreditation  and  Institutional  Eligibility 

Advisory  Committee,    25769 
Black  Higher  Education  and  Black  Colleges 
and  Lniversities  National  Advisory 
Committee.     31496 
Indian  Education  National  Advisory 
Council,     19924 
Elementary  and  Secondarv  Education  Act 
programs,  reauthorization,  hearing, 
32840 
Guaranteed  Mudent  lean  program;  special 
allowance  for  eligible  loan  holders, 
20859 
Inflation  impact  statements,    25533 
Information  collection  and  data  acquisition 
activitv,  descnption;  inquiry,     17915, 
19516',  20194,  21321,  22402.  23180, 
23883,  25922,  28004.  31645 
Low-income  families,  schools  having  high 
concentration  of  children  from,  list, 
teacher  service  loan  cancelWu^'n.    28264 
Meetings 

,Accreditation  and  instituiionai  Eligibility 
Advisory  Committee,     18130,19234, 
25769 
Adult  Education  National  Advisory  Council, 

:4"''o.  25:<82 
Bilingual  Education  National  Advisory 

Council,    27677 
Career  Education  National  Advisory 
Council,     19923,  20859,  25923 
Community  Education  .Advisory  Council, 

23179 
Environmental  Education  Advisory  Council. 

22204,  32321 
Equality  of  Educational  Opportunity 

National  .Advisory  Council,    23178. 
23548,  25923 
Ethnic  Heritage  Studies  National  Advisory 

Council,    21H54.  33381 
Financial  Aid  to  Students  Advisory  Council. 

2166?.  21664 
Handicapped  National  Advisory  Committee. 

23178 
Indian  Education  National  Advisory 

Council,     32844 
\  (xational  Education  National  Advisory 

Council,     19923 
Women's  Educational  Programs  National 
Advisory  Council,     20673,  26249. 
28186,  33066 
National  direct  student  loan  program 

Low  income  families,  schools  having  high 
concentration  of  children  from,  list, 
teacher  service  loan  cancellation, 
282M 
Occupational  information,  interagency 
agreements.     21  '"" 
Posisecondarv  education  comprehensive 
Statewide  planning  grants  program, 
guidelines,     255J^2 

ELECTIONS 

See  Censw.  bureau 

Cnil  Rights  Commission. 
Federal  Elet  turn  Commission. 
Juslue  Department. 
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Electricity 


EL'ECTRICITY 

Sfe  Bonneville  Power  Adminislranon 
Federal  Power  Commission. 
Reilumulion  Bureau 
Rural  t.levlnficaliijn  Adminislralion 
rerine\iee  Valle\  Authority 

ELFXTRONIC  FUND  TRANSFERS, 
NATIONAL  COMMISSION 

NOTICES 

Competitwn  in  EFT  suppliers  market,  inquiry. 

25776 
Electronic  fund  transfer  system,  competitive 

impact  on  financial  and  nonfinancial 

insututions.  inquiry,     21524 
Meetings.    22207.  28637,  30696.  325'Ji 
Meetings.  Sunshine  Act.     19951 

EMERGENCY  NATURAL  GAS  ACT 
OF  1977,  ADMINISTRATOR 

RULES 

Agency  establishment.    21  104 
Emergency  regulations.    21  104,  22146 

NOTICES 

Emergency  orders,  etc 
Columbia  Gas  of  Ohio,  Inc  ,  et  al  ,     27365 
Columbia  Gas  Transmission  Corp  .     20660, 

23182,  30526 
Columbia  Gas  Transmission  et  al  .     304  1  2 
Consolidated  Edison  Co   of  New  York.  Inc  , 

30224 
Delhi  Gas  Pipeline  Corp   et  al  ,     304 1  3 
El  Paso  Natural  Gas  Co  ,     23206,  25889, 

27367,  27368,  27665,  28563,  30224, 

32278 
McCormick  1976  Oil  and  Gas  Program  et 

al.,    31611 
Mid  Louisiana  Gas  Co   et  al.    26235, 

26446 
Natural  Gas  Pipeline  Co  of  Amenca. 

29535,  30877,  31472 
Pennsylvania  Gas  &  Water  Co  et  al., 

22562.  24759 
Southern  Natural  Gas  Co  .     30526 
Tennessee  Gas  Pipeline  Co  ,    26674 
Texaco  Inc   et  al  ,    21500 
Texas  Gas  Transmission  Corp  .    23182, 

23618.  24074.  27374.  28905,  30224 
Transcontinental  Gas  Pipe  Line  Corp   et  al  , 

30878 
Transwestem  Pipeline  Co  ,    20660 
TUCO  Inc   et  al  ,     31611 
United  Gas  Pipeline  Co  ,     31611.31612 

EMPLOYEE  BENEFITS  SECURITY 
OFFICE 

See  Pension  and  Welfare  Benefit  Proi^rams 
Office 

EMPLOYMENT  AND  TRAINING 
ADMINISTRATION 

Sre  also  Manpower  Adminisiralion. 

RULES 

Alien  permanent  employment  in  US  .  labor 
certification,  examination  requirements, 
29855 

PROPOSED  RULES 

Alien  temporary  agricultural  and  logging 
employment  in  US,  labor  certification; 
hearings,     20312,22378,27261 
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Emplovment  Service.  US.  policies: 
Alien  certification  program,  temporary; 
annual  1977  adverse  effect  rates, 

17486.  20312 

NOTICES 

Comprehensive  Emplovment  and  Training  Act 

programs 
Funds  allocation,    23214.  25927,  25930,' 
2^312.  27866.  30918 
Employment  transfer  and  business  competition 
determinations;  financial  assistance 
applications,     17537,  18670,  19935, 
20864.  21862,  23213,  24342.  25926, 
27312.  29112.  30012,  30917, .32324 
Indian  and  Native  American  prime  sponsors; 
Employment^assistance;  1977  and  1978  FY 
allocatiorir,     30444 
Meetings 

Apprenticeship  Federal  Committee,    30013, 
■    30954 
Migrant  and  other  seasonally  employed 
farmworker  programs: 
Grant  awards,  correction,     18673 
Occupational  information,  interagency 

agreements,     21377 
Unemployment  compensation,  emergency: 
Federal  supplemental  benefits;  availability, 
various  States,     30927.  30928,  30929, 
30930.  30931.  30932.  30933,  30934 
Federal  supplemental  benefits;  ending 

periods,  vanous  States.     17538,  21863, 
32324.  32325 

EMPLOYMENT  STANDARDS 
ADMINISTRATION 

See  also  Haiie  arid  Hour  Division. 

PROPOSED  RULES 

Longshoremen's  and  Harbor  Workers' 
Compensation  Act. 
Administration  and  procedures;  extension  of 
time.    21816 

NOTICES 

Index  to  general  wage  determination  decisions 

and  modifications,     17811.  23444.  28816 
Minimum  wages  for  Federal  and  federally- 
assisted  construction,  general  wage 
determination  decisions,  modifications. 
and  supersedeas  decisions.     17734. 
18776.  20044.  2098;,  22066,  23264. 
24551,  26092.  27550.  28726,  30078, 
31042.  32446 

ENDANGERED  SPECIES 

See  Fish  and  Wildlife  Service 

.\j!tonal  Oceanic  and  Atmospheric 

.adminislralion. 

ENERGY 

See  Emergency  Natural  Gas  Act  of  1977, 

Adminislralor 
Energs  Research  and  Development 

Administration. 
Federal  Eneri^x  .Administration. 
Federal  Pother  Commission. 
Geological  Suney. 

ENERGY  CONSERVATION 

See  Commerce  Deparimenl. 

Federal  Energy  Administration. 
General  Services  Administration. 


ENERGY  RESEARCH  AND 
DEVELOPMENT 
ADMINISTRATION 

RULES 

Conduct  standards;  avoidance  of  conflicts  of 

interest.    21778.32232 
Human  subjects,  protection,  general  assurance, 

HEW,    30493 
Procurement.    21778,  23508,  25732,  27247, 

27600, :9308,  29873,  31 160,  32232 

PROPOSED  RULES 

Electric  and  hybrid  vehicle  research, 
development,  demonstration,  and 
production,  loan  guaranties.     20831 
Foreign  atomic  energv  programs,  unclassified 
activities: 
International  safeguards  sensitive  nuclear 
facilities.    23865 
Plutonium,  air  transportation,     26431 

NOTICES 

Advisory  committees  review;  inquiry.     17515 
Americium-241,  price  increase.     26450. 

27630 
Awards  and  grants,  Federal  assistance  manual, 

issuance,    27630 
Environmental  statements,  availability,  etc.: 
Portsmouth  Gaseous  Diffusion  Plant.  Ohio, 

27282 
Savannah  River  Plant.  Aiken,  S.C..    27281 
Foreign  inventions.  ERD.A-owned.  licensing 

availabilitv.    25346 
Fossil  energy  research,  meetings.     30234 
Geothermal  energy,  demonstration  power 

plant;  inquiry.    22576 
Industrial  fuel  switching  to  coal,  forum. 

27281 
Lithium-7  sales,  revision  of  charge,    28912 
Meetings: 
Fossil  energy  research.    30234  « 

General  Advisory  Committee,     18884. 

26238.  28571 
Geothermal  Energy  Advisory  Committee. 

21508.  21639.  22575.  28183 
Global  Environmental  Effects  of  Carbon 

Dioxide  Study  Group.     17515.  18883 
High  Energv  Phvsics  Advisory  Panel, 

29952  ' 
Industrial  fuel  switching  to  coal  forum, 

27281 
Model  code  for  energv  conservation  in  new 

building  construction.     21638 
Procurement  Policy  Advisory  Committee. 
27049 
New  building  construction  model  code  for 
energy  conservation,  meeting,    21638 


ENGINEERS  CORPS 

RULES 

Administrative  procedures: 
Civil  works  projects,  reimbursement  for 
advance  non-Federal  participation. 
24050 
Dumping  grounds  regulations,  revoked, 

30369 
Inflation  impact  statements.    24050.  30369, 

31159 
Project  deauthonzation  review  program; 
planning.     3  1  159 

PROPOSED  RULES 

Administrative  procedures 

Commercial  statistics,  policy  on  release, 
18863 

X 
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EPA 


Hydroelectric  power  operations  coordination 
with  power  marketing  agencies.     29025 
Oil  explorator\  drilling  permiu.  Gulf  of 
Santa  Calalina.  Calif  .     29025 
Danger  zones 

California.    26437 
Dredged  or  fill  material  discharged  into  United 

Slates  waters,  permits,    24756 
Environmental  quality 
Off-road  vehicles,  use  on  Armv  land, 
21620 
Inflation  impact  statements.     18863,  21301, 

21620,  21623,  24757.  29025.  31032 
Navigation  regulations 
Cooper  River.  SC  .    21622 
San  Francisco  Bay.  Calif,  extension  of  time. 
21300 
Real  estate,  granting  use.    31032 

NOTICES 

Meetings; 
Environmental  Advisory  Board,    22188 

ENVIRONMENTAL  PROTECTION 
AGENCY 

RULES 

Air  pollutants,  hazardous;  National  emission 
standards: 
Vinyl  chloride,  editorial  changes.     29006 
Air  pollution,  standards  of  performance  for 
new  stationary  sources 
Opacity  standards  and  maintenance 

requirements;  compliance.    26206 

Petroleum  refinery  fluid  catalytic  cracking 

unit  catalyst  regenerator,     32426 

Air  pollution  control,  new  motor  vehicles  and 

engines: 

Certification;  1977.  1978.  and  1979  model 

years,    32906 
Certification  and  test  procedures,  technical 

changes,    28131 
Emission  defect  reporting,    28128 
Emissions  standards;  selective  enforcement 

auditing  procedures,  correction,    3  1 160 
High-altitude  vehicles,  sale,  clarification  of 
designated  locations,     20464,  24739 
Air  quality  implementation  plans: 
Gasoline  vapor  recovery,  final  compliance 

date  for  small  bulk  plants,    29004 
Preparation,  adoption,  and  submittal,  air 
pollutant  emissions,  information 
acquisition,     19862 
Air  quality  implementation  plans,  various 
Sutes,  etc 
Alabama,     22869 
Arizona,    23802,  30506 
California,    23802,  23803,  23804.  23805. 
23806,  25501.  28123.  28884.  30394. 
30395,  30396,  30397,  30398,  30399, 
30506 
Delaware,     17877 
District  of  Columbia,     30507 
Iowa,    27893 

Maryland,    25500,  30507     . 
Massachusetts,    25731 
Missouri,    28539 
Nebraska,    25505 
New  Mexico,    20131 
New  York,    25504 
North  Carolma.    20132.20133 
North  Dakota.    26978  ^ 

Ohio,    27588 
Oregon,     20132 
Pennsylvania,     30393 


Texas.     20131,20463.27894 
Ltah.     21472.21474 
Virginia.     30508 
Fuels  and  fuel  additives 

Lead  in  gasoline,  control  of.    25732 
Grants,  environmental  financing 
Treatment  works  construction  loan 
guarantees,     25666 
Grants.  State  and  local  assistance 
Editorial  changes,  etc  ,     33034 
Municipal  vkasPe  vfHter  treatment  facilities 
construction,     29482 
Grants;  subagreemenls 

Procurement  under  EPA  grants   minimum 
standards,  extension  of  time.    22144, 
33034 
Inflation  impact  statements,    20464.  25478, 
26206,  28128.  28130,  29006.  30506, 
32426,  32906 
Pesticide  chemicals  in  or  on  raw  agricultural 
commodities,  tolerances  and  exemptions. 
etc  : 
Bacillus  thuringiensis.  Berliner,     28540 
Benlazon.     26979 
N.N-Diethyl-2-(  1-naphthalenyloxy)- 

propionamide.     17443 
Methoprene.     22365 
Thiabendazole.    32783 
Procurement.     22145.30509 
Waste  management,  solid,  identification  of 
regions  and  agencies;  intenm  guidelines, 
2492^ 
Water  pollution,  effluent  guidelines  for  certain 
point  source  categories 
Coal  mining.     21  384 

Inorganic  chemicals  manufacturing,     17444 
Nonferrous  metal  manufacturing,  extension 

of  time.     17444 
Oil  and  gas  extraction,  onshore  segment; 

extension  of  time.    22558 
Plastics  and  synthetics  manufacturing, 

correction,     29871 
Steam  electric  power  generating,  availability 
of  document  and  extension  of  time, 
33289 
Textile  industry.     26980 
Water  pollution  control 

Aquaculture  projects;  requirements  for 

approval  of  discharges.     25478 
Ocean  dumping  disposal  sites,  herbicide 
orange  incineration  site-headquarters, 
22144 

PROPOSED  RULES 

Air  pollutants,  hazardous.  National  emission 
standards: 
Vinyl  chloride,    28154 
Air  pollution,  standards  of  performance  for 
new  stationary  sources 
Grain  elevators,  suspended,     32264 
Lime  manufacturing  plants.    22506,  27051 
Reference  melhcxJs.     26222 
Air  pollution  control,  new  motor  vehicles  and 
engines 
Emission  control  system  performance 
warranty,  short  test  establishment. 
26742 
Emission  control  system  performance 
warranty,  short  test  failure, 
manufacturer  repairs,    26759 
Emissions  standards,  engine  code,  definition 

28970 
Importation,  inquiry,     31813 
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Air  quality  implemenlalion  plans; 
Preparation,  adoption,  and  submittal; 
inspection/maintenance  program, 
22177.  2"'26" 
.Air  quality  implementation  plans,  various 
Slates,  etc 
Arizona,     21820,28553,30648 
California.    21488,  21819,  26438.  26997, 
26998.  26999,  27000.  27001,  27267, 
27616.  27617,  27618,  28555,  31609 
District  of  Columbia,     17496 
lov^a.     22902 
Louisiana,     17497 
Maine.     30219,30369 
Marvland      :'28ll 

Massachusettv,     19359,28554,30218 
Montana,     21  M9,  29937 
Nevada.     25878,31812 
New  Mexico.    31  174 
Nevk  York,     21113 
North  Dakota.    20480 
Ohio.    23162 
Oklahoma.    26439 
\irgmia.     17498 
Inflation  impact  statements.    22509,  26222, 

2622',  265''0,  28157.  31287 
Motor  vehicle  fuel  economy;  1978  and  later 

model  years,  labeling,     28970 
Noise  abatement  programs 
Construction  equipment,  air  compressors, 

portable,     2"M8 
Heanng  protectors,  labeling  requirements, 

3r30 
Low  noise  emission  products,  cntena  and 

data  requirements,     27442 
Product  labeling  standards.     31722 
Transportation  equipment   truckv.  medium 
and  heavy,    2''620 
Ocean  dumping,  municipal  sewage  sludge 
dumping,  relocation,  hearing      23163, 
25741 
Pesticide  chemicals  m  or  >>r.  raw  agricultural 
commixlities,  tolerances  and  exemptioni. 
etc 
Acetic  anhvdride  et  al  ,    24071 
Inert  ingredients,     26440 
Oxvtetracvclme       !"499 
Pesticide  programs 

Certification  of  pesticide  applicators:  States 
or  Indian  reservations  without  State 
plans,  inquiry.    33352 
Claims  determinations  practice  rules, 

31284 
Hearings,  compensation  for  use  of  data 
previously  submitted  in  support  of 
application  for  registration,    31284 
Pesticides  and  new  human  drugs; 

notification  tc  Secretar\  of  Agriculture. 
31827 
Solid  waste,  management,  treatment,  etc  : 
Hazardous  waste  guidelines  and  regulations, 
inquiry.    22332 
Toxic  substances: 

Chlorofluorocarbtms,  reporting 

requirements,     24542 
Inventory  rep<irting  and  genera!  provisions. 

19298.  32811 
Polychlonnated  Biphenyls  (PCBs),    26564, 

32555 
Rulemaking  procedures.     20640 
Water  pollution,  effluent  guidelines  for  certain 
point  source  categories 
Meat  products  and  rendering  industry; 
processing  plants,    26226 
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Oil  and  gas  extraction,  onshore  segment. 

extension  of  time,     22560 
VValer  puillution  control 

Pretreatment  standards  for  existmg  and  new 

sources,  extension  of  time.     2031-1 

NOTICE*; 

Air  fHillutants.  hazardous.  National  emission 
standards 
Benzene,     2'i3.'!2 
Air  pollution,  ambient  air  monitoring 
reference  and  equivalent  methixls. 
IS24H,  2U4W.  2(tfi52.  2k5'1.  ^UZ?? 
Air  p«.)llution.  standards  of  performance  for 
nevi  stationary  sources 
Alabama,  authority  delegation.     22*^05 
Coal-fired  steam  generators,  sulfur  dioxide 

emissions.     18884 
l.ime  manufacturing  plants.     22510 
.Air  p<.i|lution  control,  new  motor  vehicles  and 
engines 
California,  hearing.     19372,20494 
California,  waivers.     25755.  31637.  31639 
Certification  test  results  for  1977  mtxlel 

year.     29440       • 
Light  duty  vehicles  and  trucks,  certification, 
intent  to  develop  rulemaking.     27669 
Air  piillution  control,  violating  facilities  list, 

24  304 
Air  programs,  energy  related  authority, 
progress  and  impact  report,     30235 
Air  quality  criteria  for  afTnospheric  lead. 

External  Reviev*.  Draft  No   2,  availability, 
28912 
Air  quality  implementation  plans 

Vapor  recovery,  stage  II,  gasoline  stations, 
certain  final  compliance  dates,  deferral, 
2''674 
Air  quality  implementation  plans,  various 
Slates,  etc 
Arkansas,     25912 

Colorado,  required  revisions.     22908 
Louisiana,     193''8 
New  .Mexico,     25912 
Texas,     25912 
Air  quality  maintenance  areas,  alternative, 
analysis  procedures  approvals 
.Michigan.     18893 
Wisconsin,     18893 
Air  quality  models,  guidelines,  meeting, 

20492 
Air  quality  standard,  ,National,  lead,  meeting. 

correction.     18425 
Air  qualilv  standards,  photochemical  oxidant 

and  hydrocarlxm.  review,  inquiry.     20493 
Committees,  establishment,  renewals,  etc 
Science  Advisory  Board,     17899 
State-Federal  FIFRA  Implementation 

Advisory  Committee,     20652 
State  Federal  Water  Programs  Advisory 
Committee,    27057 
Environmental  statements,  availability,  etc 
Albuquerque,  N   .Mex  ,  wastewater 

treatment  facility,     32824 
Bear  Creek  Valley  Sanitation  Authority, 

Oreg  .  Weslside  Trunk  District  facilities 
plan.     30895 
Denver.  Colo  ,  regional  wastewater  facilities, 

28912 
Des  .Moines,  Iowa,  2tJ8  areawide  waste 

treatment  management  plan,     20849 
El  Paso  and  Teller  Counties.  Colo  .  water 
quality  management  plan.     17516. 
28912 


Great  Chicago,  111  .  metropolitan  sanitary 

district.  Lower  Des  Plaines  tunnel 

system  reservoir  plan.     18633 
Henrico  County,  \a  ,  wastewater  treatment 

facilities.     28913 
Jackstm,  Wyo  .  wastewater  treatment 

system.     27668 
Jerome,  Idaho,  wastewater  facilities  project, 

20848 
Lime  manufacturing  plants,     28913 
.Madison  Metropolitan  Sewer  District,  Wis., 

organic  solid  reuse  plan,    29960 
North  Monterey  County,  Calif.,  facilities 

plan,     21838 
Orange  County.  Calif  ,  County  Sanitation 

Districts  wastewater  management 

program.     27668 
Scarborough,  Maine,  wastewater  collection 

and  treatment  facilities.     24311 
Sooner  Generating  Station.  Okla.,  Units  1 

and  2.  Noble  and  Pawnee  Counties, 

23190 
Southern  Kennebec  Valley.  Maine,  water 

quality  management  plan.    27674 
St   Charles  Parish.  La  .  Shell  Chemical  Co. 

Poly-propylene  Plant.     32825 
L  pper  Eagle  Valley  and  Vail,  Colo., 

wastewater  facilities  plan.    21838 
York  County.  Va  .  \  ork  River  wastewater 

treatment  facility.     29^^60 
Environmental  statements,  availability  of 

agency  comments.    21490.  27282,  32294 
Food  additive  petitions; 

Elanco  Products  Co   et  al  ,     20493,  31181 
FMC  Corp  ,     19373 
Interregional  Project  4,     19375 
Shell  Chemical  Co  ,     31181 
Fuels  and  fuel  additives,  lead  phase-down 

submittals.     \'"^\5 
Grant  regulations,  solid  waste;  meeting, 

30423 
Great  Lakes  Water  Quality  Agreement, 

meetings.     21643 
Marine  sanitation  device  standards: 

Minnestita.     33362 
Meetings 
Air  quality  models,  guidelines,    20492 
Drinking  Water  National  .Advisory  Council, 

17898 
Environmental  Health  Advisory  Committee, 

24305 
Environmental  Measurements  Advisory 

Committee.     22909 
FIFRA  Scientific  Advisory  Panel,     18422, 

22189. 23872, 25349, 25905,  28572, 

30670,  33362 
Great  Lakes  Water  Quality  Agreement, 

21643 
Lead.  National  ambient  air  quality  standard; 

correction.     18425 
National  Lime  Association  Air  Quality 

Committee,     27051 
Science  Advisory  Board.     17516,  17899, 

18425,  20652,  22190,  25348,  27053, 

27288,  28913 
Solid  waste,  draft  guidelines  on  public 

participation  and  grant  regulations, 

30423 
State-Federal  FIFRA  Implementation 

Advisory  Committee.     20494,  30240 
State  Federal  Water  Programs  Advisory 

Committee,     27674 
Meetings,  Sunshine  Act,     19253 


Noise  abatement  and  control.  National 
strategy  for;  availability  of  document, 
28172 
Noise  abatement  programs: 
Transportation  equipment;  truck,  medium 

and  heavy,  test  method  amendment; 

availability,    30240 
Pesticide  applicator  certification  and  interim 
certification;  Slate  plans 
Alaska,    23534 
Arizona.     31  181 

Colorado;  extension  of  time,     25912 
Illinois,     20492 
Kansas,     18425 
Maryland.    25521 
Minnesota.     26241 
Missouri,     19926 
New  Jersey,    20327 
Ohio,     19377 
Oregon.    22190 
Pennsylvania,    20849 
Puerto  Rico,    26692 
Utah.     18893 
Washington.     27053 
Pesticide  chemicals;  tolerances,  exemptions. 
etc.;  petitions: 
Abbott  Laboratories.     19374,31642 
Agricultural  Research  Service,     29956 
BASF  Wyandotte  Corp  .    26240 
Chevron  Chemical  Co   et  al  ,     21640, 

23533.  31826 
Ciba-Geigy  Corp.,     18426.  27054.  29333 
Conrel.    21837 

Diamond  Shamrock  Chemical  Co  .     31  182 
DuPont  De  .Nemours,  EI.  &  Co,,  et  al  . 

29956 
Elanco  Products  Co  et  al  .    23190.  30423 
FMC  Corp,    21641 
Hercules,  Inc  ,    27053 
ICI  United  States,  Inc  .     24306 
Mobay  Chemical  Corp  ,    27054,29956. 

33363 
Monsanto  Agricultural  Products  Co  . 

18424.  18425 
Monsanto  Co,,    24305.  31643 
Pennwalt  Corp  ,     33363 
Rohm  &  Haas  Co  ,     31643 
^  Sandoz,  Inc  ,     31643 
Shell  Chemical  Co  .    32303 
US   Borax  Corp..    31644 
Pesticide  enforcement  policy  statements 
Aerial  application  of  certain  pesticides, 

21496 
Pesticide  products,  minor  use  registration; 

priority  needs.  National  list,    27480 
Pesticide  programs: 

Amitraz,     18299,  27055 

Diallate,     27669 

Lindane,  extension  of  time.    20182 

Packaging,  special,  standards,  notification  to 

Agriculture  Department  Secretary. 

21312 
Pesticides  and  new  human  drugs, 

notification  to  Agriculture  Deparetment 

Secretary.     31827 
Potassium  arsenite.     18893 
Pronamide.     25906.  32302 
Toxaphene.     26860 
Pesticide  registration: 
Applications.     18422.  19375,  22906,  23873, 

24306,  24307.  27054.  27055.  29329. 

29957,  31641,  33360 
AROUAD  DMCB.    29333 
2(j>-tert-Butylphenoxyl )- 1  -methylethyl-2"- 

chloroethyl  sulfite,     19209' 
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Chlordecone  (kepone).     I8885_ 
Copper  aceloarsenite.     18424.21837 
Copper  arsenate,     18422 
Endrin.  hearings.    21641  ^ 

GALLTROL-A.    21837 
Garlon  3A  herbicide,     32294 
Heptachlor  5-G,  denial,     20850 
Kill-Ko  50  percent  Methoxychlor  et  al  . 

29053 
Safrole-containing  products,  cancelled, 
29957 
Pesticides,  specific  exemptions  and 
exf)erimental  use  permits 
Abbott  Laboratories,     26239 
Agnculture  Department,     24304.  26240. 

31481 
Albany  International  Co..    25348 
Arkansas  Department  of  Commerce.     32292 
Army  Environmental  Hygiene  Agency. 

26240 
California  Department  of  Health.     32293 
Chevron  Chemical  Co  et  al..    32293 
Elanco  Products  Co   et  al  .     I  7897,  23872 
Freers  Elm  Arrester  et  al  .     22905 
Guam  Department  of  Public  Health  and 

Social  Services,     29954 
Hercules  Inc  .    24305 
Idaho  State  Agriculture  Department, 

20849.  27050.  28172 
Intenor  Department.     29954 
Johnson.  Mitchell  A  .  Co  .  et  al  ,     33362 
Louisiana.    32302 
Michigan  State  Department  of  Agriculture. 

29955 
Minnesota  Agnculture  Department,     27051 
Mobil  Chemical  Co   et  al  ,     19374,  21311 
Monsanto  Agricultural  Products  Co   et  al  , 

19374.  32301 
Montana.  27052 
Stauffer  Chemical  Co  et  al,     17898, 

22909,  32293 
Texas  Department  of  Agriculture.     32303 
Texas  Department  of  Health  Resources, 

21642 
US,  Borax  Research  Corp  ,     32304 
Upjohn  Co  et  al.     19378 
Washington  State  Department  of 

Agriculture.     19926.23873.28172 
Weyerhaeuser  Co  et  al..    30422 
Zoecon  Corp   et  al  .     17899.26242 
Solid  waste,  draft  guidelines  on  public 

participation,  meeting.     30423 
Toxic  substances  control 
Chemicals,  candidate  list,  availability, 
21639 
Water  pollution;  effluent  guidelines  for  certain 
point  source  categories 
Pulp,  paper  and  paperboard.  variances, 
recommended  decision.     28167 
Water  pollution  control. 
Cixsling  water  intake  and  thermal  structures, 
proposed  technical  guidance  manual  for 
evaluating,  inquiry.     21642 
Violating  facilities  list.     24304 
Water  pollution  control,  safe  drinking  water; 
public  water  systems  designations 
Alabama  Department  of  Public  Health. 

29959 
Arkansas  State  Department  of  Health. 

29959 
Connecticut,     18298  ^   "^ 

Louisiana.     1 8426 
.Missijjippi,     25913 
Nebriska.     26239 


ENVIRONMENTAL  QUALITY 
COUNCIL 

RULES 

Privacy  Act.  implementation.    32538 
Sunshine  Act.  implementation.     20818 

PROPOSED  RILES 

Environmental  impact  statements,  preparation, 
guidelines,  inquiry.     18111 

NOTICES 

Alaska  natural  gas  transportation  system 

alternatives,  environmental  impact. 

heanng.     17511  ^ 

Environmental  impact  statement  reform, 

hearing.     21836.  2~98  1 
Environmental  statements,  availability,  etc.. 

17512.  18629.  19900.  20844.  21833, 

23188.  24302,  25901.  27278.  28567. 

29947.  30883,  32289 
Meetings 
TSC.A  Interagency  Testing  Committee. 
21307,  23872,  29947 
Meetings,  Sunshine  Act,     21899.  24799 
Toxic  substances,  preliminary  list  of  chemicals 

for  further  evaluation,  availability,  etc.. 

30531 

EQUAL  EMPLOYMENT 
OPPORTUNITY  COMMISSION. 

PROPOSED  RULES 

Procedural  regulations: 

Charges,  deferral  designation,  certain  State 
and  local  agencies  designated  as  706 
agencies,     311^4.33043 

NOTICES 

Meetings,  Sunshine  Act,     17580.  18921, 
20880.  21898.  24173.  27383.  28660, 
30022.  30024,  30574.  30968 

Privacy  Act,  systems  of  records,    21644. 
29293 

Race  ethnic  categories,  changes.     17900 

EXECUTIVE  OFFICE  OF 
PRESIDENT 

See  Central  Inielltgence  A/^ency 
Environmenial  Quality  Council. 
Management  and  Budget  Office. 
Telecommunications  Policy  Office. 
Trade  .\egotiation.s.  Office  of  Special 
Representative. 

EXTENSION  AND  CONTINUING 
EDUCATION,  NATIONAL 
ADVISORY  COUNCIL 

NOTICES 

Meetmgs.  24773.  25548.  26468.  26469 

FAIR  HOUSING  AND  EQUAL 
OPPORTUNITY.  OFFICE  OF 
ASSISTANT  SECRETARY 

NOTICES 

Fair  housing  and  equal  opportunity;  voluntary 
affirmative  marketing  program,     21756 

FARM  CREDIT  ADMINISTRATION 

RULES 

Definitions: 

Loss  sharing  agreements.     20457 
District  board  p<Micies.     32227 


Funding  and  fiscal  affairs,  debt  maturity  policy 
and  prograrr,    authority  lO  issue;  etc., 
32226 
Loan  policies  and  operations: 

Loss  sharing  and  guaranty  agreements, 
20457 
Organization  and  functions:,    32226 
Farm  Credit  System.    20617 

PROPOSED  RILES 

District  board  policies.     19887 
Funding  and  fiscal  affairs: 

Charters.  Farm  Credit  System  associations; 

b»nk  loan  pt^licies.     31167 
Debt  maturity  policy  and  program,  authority 
to  issue,  etc  .     19887 
Loan  policies  and  operations: 
Charters.  Farm  Credit  System  associations; 
bank  fundings,  etc..     31167 
Organization  and  functions; 

Charters.  Farm  Credit  System  associations; 
bank  loan  polices  and  bank  fundings, 
etc..     31167 
Farm  Credit  associations,  terms  of  office  of 
directors,     19887 

NOTICES 

Authority  delegations: 
Deputy  Governor,  Credit  and  Operations,  et 

aL.     17516 
Secretary  to  Governor  et  al.,     17516 

FARMERS  HOME 
ADMINISTRATION 

RILES 

.Appraisals 
Farms  and  leasehold  interests,  real  estate 
loan  approvals  on  property.    31762 
Association,  community  facility  loans;  CFR 

pari  removed.    24232 
Drought  stncken  areas,  special  assistance, 

19323,  23158,  33024 
Emergency  loans: 

Drought,  emergency,  impact  area; 

designation.    24062 
Production  purposes,  memorandum  of 
understanding  with  SBA,  removed. 
31762 
Guaranteed  loans 

Loan  note  guarantees*  payment  to  holder, 

33264 
Loss  payable,  maximum  amount.    24252 
Inflation  impact  statements,     31762,  31763. 

33024.  33263.  33264 
Insurance 

Real  property,  coverage  and  reporting 
requirements,    33262 
Loan  and  grant  disbursement 

Policies  governing  disbursement  of  funds. 
2  1 604 
Loan  and  grant  programs  (group): 

Community  facility  loans.    24233 
Loan  and  grant  programs  (individual): 
Development  planning  and  performing; 
complaints,  suspension,  and  debarment 
proceedings.     20284 
Real  estate  and  chattel  properties 
Rural  to  nonrural.  designation  change, 
21268 
Rural  housing  loans  and  grants: 
Policies,  procedures  and  authorizations; 

interest  payment  loan  funds.    2 1 268 
Rental  housing,  loan  closing,  use  of 
attorney,    33263 
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Securit\  Ncrvicmg  and  liquidjtions 
Real  estate  security,  individual  loans  and 
note-onlv  cases.     31763 

PROMISED  RILES 

EV'rro^ers  and  grant  recipients,  supervision 
I  atxir  and  rural  rental  housing  projects, 
monthly  rental  rates,  notice  to  tenants. 

Development  *ork.  planning  and  performing 
Thermal  [performance  standards,  nev*  and 
existing  dwellings,  establishment, 
extension  of  lime,     20825,  26660 
Fmergencv  livestock  line  of  credit  guarantees 
Guaranteed  loans,  portions  sold  in 
secondary  market,     26358 
Guaranteed  loans 

Hmergencv  livestock  loans,  portions  sold  .n 
secondary  market.    26358 
Inflation  impact  statements,     27603,  32803 
Loan  and  grant  programs  (group! 

Self-help  technical  assistance  grants,    29885 
Rural  housing  loans  and  grants  < 

Renul  housing,     20302 
Rental  housing,  more  than  tvvo-story  rental 

housing  projects.     3  2803 
Self-help  technical  assistance  grants, 
redesignated.     2*^885 

NOTICES 

Disaster  and  emergency  areas 
Colorado.     18112,27018 
Connecticut.     32285 
Flonda.     21302 
(ieorgia.     30526 
IdaNv     2 '01  8 
Kentuckv.     3  3050 
.Michigan.     22186.27018 
Mississippi.     I'JSOO,  27018 
New  .Mexico,     32285 
New  York,     22186.  32285 
Oklahoma.     2"'018 
S^iuth  Carolina.     22562 
Tennessee.     22186 
Texas.     32286 

FEDERAL  AVIATION 
ADMINISTRATION 

RILES 

.Air  carriers  certification  and  operations 
Air  taxi  and  commercial  operators  of  small 

aircraft,  emergency  evacuation, 

assistance,     183*^4 
.Air  travel  clubs  using  large  airplanes, 

183<J4 
Dtimestic,  flag,  and  supplemental  air  carriers 

and  commercial  operators  of  large 

aircraft,  emergency  evacuation, 

assistance,     18394 
Roiocraft  external-load  operations, 

compensation  or  hire.     241V8,  25724. 

325  32 
Wrcather  information,  additional.     27573 
Air  traffic  operating  and  flight  rules 
Balloons,  unmanned  free,  CFR  correction, 

194"'8 
International  Civil  .Aviatiiin  Convention. 

Annex  2,  incorporation  by  reference. 

22i3v 
Rotccraft  external-load  operations. 

compensation  or  hire.     2419'',  25^24, 

3  25  3  2 
Shoulder  harnesses,  installation  in  small 

airplanes.     30t)03 

11 
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.Airmen  certification: 

Pilots,  second-in-command  qualifications. 
18391 
Airport  aid  program 

Environmental  impact  consideration  policies 
and  procedures.     32630 
Airports,  public,  acquisition  of  U.S.  land: 
Environmental  impact  consideration  policies 
and  procedures.     32630 
Airwurthiness  dwectives: 
Agusta,     3  3267.  3  3  362 
Avions  .Marcel  Dassault  Brequet.     17865 
Beech.     P866.  20 1  I  4.  26970,  28874, 

32523.  32524 
Bell.     24717.24718.24719,32523 
Boeing.     18388.  21607,  22862,  22863, 

24724.  31 156.  33268 
British  Aircraft.     32520.  32527 
Britten  Norman.  Ltd  .     17866 
Canadair.     25722.  25723,  26199,  27571, 

32521 
Cessna,    20618.22137,31156 
Champion.     31  152 
Detroit  Diesel  Allison.    23504,  26199, 

32522 
Dowty  Rotol,    22862 
Enstrom,     23505 
Fairchild,     18858 
Fairchild  Hiller.     18389.  31769 
General  Dynamics.    26200 
General  Electric,     21102 
Grumman,     17867 

Grumman  American,     20115,31155,32527 
Hartzell,     31153 
Hawker  Siddelev,    30603.  31 154,  31767, 

31768.31769.32522 
Hiller.     17868.30604 
Hughes.     21608 
Lockheed,    24722 
Lockheed-California.    24721,30605 
Lycoming.     18389 
Marvel-Schebler/Tillotson.     33269 
.McCauley.    33270 
McDonnell  Douglas.     24722,  24723,  26201, 

2^5'' 1.  3r71 
.Messerschmitt-Bolkow-Blohm,    206 1 8, 

27572 
Mitsubishi,    32520.  32528 
Mo<iney,    21102,25723 
Pilatus,     31769 
Piper,     18390.20115,20116,23502, 

23503.  24720.  29474,  30606 
Pratt  &  Whitney.     18858.  26202 
Rockwell  International.     25723 
Rolls  Royce.    33266 
Sikorsky.    21103 
Societe  Nationale  Industrielle  Aerospatiale, 

33268.  33269 
Teledyne.     31770 
Airworthiness  standards:       ' 
Normal,  utility,  and  acrobatic  category 
airplanes,  shoulder  harnesses, 
installation  in  small  airplanes,    30603 
Area  high  routes,     3061  I 
Balloons,  unmanned  free;  CFR  correction, 

19478 
Control  zones.     17868,  17869.  18859,  201 16, 
20619.  20620.  23505,  28874,  30609. 
31772,  33272,  33273 
IFR  altitudes.    28115 

Inflation  impact  statements.     17865.  17866, 
P867.  17868.  17869.  18389.  18390. 
18391,  18392. 18858.  18859.20114. 
20115.  20116.  20117,  20118,  20619, 


20620.  20621,  20622,  20623.  20624. 
21607,21608,21609,21610.22138, 
22139,  22863,  24045.  24198.  24718. 
24719.  24720.  24721.  24722,  24723, 

24724.  24725,  25722.  25723,  25724. 
26199,  26200,  26201.  26203,  26204. 
26971.  26972.  27571.  27572.  281  15, 
28874.  29475,  29476.  29478.  30149. 
30150.  30603.  30604.  30605.  30606. 
30607.  30608,  30609,  30610.  3061  1. 
31152,  31154.  31155.  31156,  31157. 
31159.31768.31769.31770.31771.  ? 
31772.  32520.  32521,  32522,  32523. 
32524,  32525,  32527.  32528.  32529. 
32530.  32531.  32532.  32630.  33266. 
33267.  33268.  33269.  33270.  33271. 
33272.  33273,  33274 

Jet  routes.    20624.  30 1 50.  306 1 1 
Restricted  areas.     20623.  29475 
Standard  instrument  approach  procedures. 
18392,  20117.  20624.  21609.  22864. 

24725.  26203.  26972.  28121.  29477. 
31158.  32530.  33274 

Transition  areas.     17868.  20619.  20620. 

20621.  21103.  21608.  22138.  23505. 
24045,  24046,  2697  1.  27574.  281  13. 
281  14.  29476,  30149.  30608,  30609. 
31 157.  31771.  31772.  32529,  33272 

VOR  Federal  airways.    20 1 1 6.  206 1 9.  20620, 

20622.  29475,  30150,  30606,  30607. 
30609.  30610.  32529 

PROPOSED  RULES 

Administrative  regulations: 

Manufacturing  inspection  representatives. 
designated,  evaluation  inspections,  etc., 
18407 
Air  carriers  certification  and  operations: 

Domestic,  flag,  and  supplemental  air  carriers 
and  commercial  operators  of  large 
aircraft,  transport  category  airplane  f>ost 
crash  fuel  system,  fire  and  explosion 
■    hazard  reduction.     21202 
Line  check  requirements  and  advanced 
flight  monitoring  system.     33345 
Air  traffic  operating  and  flight  rules: 
Taxi  clearances,  airports  with  operating 
control  towers.     33344 
Aircraft  engine  regulatory  review  proqram, 

inquiry,     296S8 
Airport  aid  progri-m,  nondiscrimination;* 

extension  of  ti.Tie,    22896 
Airport  security;  crininal  violence  and  aircraft 

piracy  protection,  etc  ,     30766 
Airspace,  navigable;  objects  affecting.     30643 
Airworthiness  directives: 
Beech.    22172 

Bell,    28897,31171.33341,33342 
Boeing,     17879.  18861 
Canadair,     18405 

Lockheed.     17879  ♦• 

Martin,    31171 

McDonnell  Douglas.     20145.  20146.  24751 
Pratt  &  Whitney,     1  7880.  295  1  3 
Rockwell  International,     31172 
Societe  Nationale  Industrielle  Aerospatiale. 
22896 
Airworthiness  standards 

Aircraft  engines,  regulatory  review  program. 

inquiry.     29688 
Aircraft  engines,  transport  category  airplane 
post  crash  fuel  system;  fire  and 
expU)Sion  hazard  reduction.     21202 
Normal,  utility,  and  acrobatic  category 
airplanes,  regulatorv  review  program; 
inquiry.     29688 
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Rotorcraft,  normal  category,  regulatory 

review  program,  inquiry.    29688 
Rotorcraft.  transport  category,  regulatory 

review  program,  inquiry,     29688 
Transport  category  airplanes,  post  crash  fuel 
system,  fire  and  explosion  hazard 
reduction.    21202 
Transport  category  airplanes:  regulatory 
review  program,  inquiry.     29688 
Colored  Federal  airways.     3021 1 
Control  areas.     30212.  30213.31173.  31174 
Control  zones.    20147.  22173.  24067.  25739. 

26217,  29513.  30639,  31805.  32555 
[>efinitions.  major  regulatory  action  with 

energy  impact,  extension  of  time.     28148 
Inflation  impact  statements.     17880.  18406. 
18407.  18861.  18862.  20146.  20147. 
20148.  22172,  22173.  22897.  24067. 
24752.  24753.  25739.  26218.  26992. 
26993.  27603.  28149.  28897.  29513. 
29514.  29515.  29516.  30211.  30212, 
30213.  30215,  :<0638.  30639,  30640, 
3064 1 ,  30642.  30643.  30770.  3 1 1  7  1 , 
31172,  31  174.  31805.  31806,  31807, 
31808.  32553.  32554.  32555.  33342. 
33343.  33344.  33345 
Jet  routes;  correction,    20634 
Restricted  areas.    30642 
Runway  markers,  distance-to-go.  installation; 
withdrawn,     26991 


A 


Transition  areas,  18406,  11 


8861,  19491, 
20147.  20634.  20635.  21112.  21620, 
22172,  24067.  24752.  25739.  26217. 
26992.  27603.  28149.  29513.  29516. 
30210.  30213.  30638,  30639,  30640. 
30641.  30642.  31805.  31807,  31808, 
32553,  32554,  32555,  33343.  33344 
VOR  Federal  airways.  20634.  25740,  29516, 
30638.  30639. '3  1806 

NOTICES 

Environmental  impact  statements;  policies  and 

procedures.    32631 
Meetings 

Aeronautics  Radio  Technical  Commission. 

17934,  18471,  18472.  24134.  27081, 

28951,  32605   ' 
.Air  Traffic  Procedures  Advisory  Committee. 

18471,  32605 
Flight  Information  Advisory  Committee, 

20209 
Southern  Region  Air  Traffic  Control 

Advisory  Committee.     23572.  26276 
Technical  Advisory  Committee,     18472, 

21679 
Organization  and  functions 

Approach  control  facility.  Great  Falls, 

Mont  ,  reduction  of  hours,     21155 
Control  tower.  Anderson.  S   C  ,  reduction  of 

hours^    30709 
ControlU'b'er,  Cheyenne,  Wyo  :  reduction 

of  hours.    2069-' 
Control  tower,  Essex  County  Airport. 

Fairfield.  .N  J  .  commissioning.     28951 
Control  tower.  Martha's  Vineyard.  Mass  ; 

commissioning.     30708 
Control  tower,  Pueblo,  Colo  :  reduction  of 

hours,     1847  1 
Control  tower.  Rocky  Mount,  N  C; 

reduction  of  hours.     30709 
Control  tower,  Tuscalo<«a,  Ala  ,  reduction 

of  hours.     30709 


Control  tower.  \  aldosla,  Ga  ,  reduction  of 

hours,     30709 
Engineering  and  Manufacturing  District 

Office,  moving  to  Oklahoma  Citv 

Okla  ,     27704 
Flight  serMce  station,  Richmond.  Va  , 

consolidation  with  NVashington,     18471 
Flight  standards  district  office.  Opa  LiKka. 

Fla  ,  rescinded,     27''04 
Flight  standards  district  office,  RiKhester 

N.'^,  transfer  of  functions,     18916 
New  York  international  field  office.  Valley 

Stream,  N  Y  .  relocation  and  transfer  of 

function,     31856 


F]y)ERAL  BUREAU  OF 
INVESTIGATION 

NOTICES 

Meetings 
Crime  Information  Center  National  .AdviMvv 
Policv  Board,     17923 


FEDERAL  COMMUNICATIONS 
COMMISSION 

RLLES 

Amateur  radio  service 

Emissions  authorization,     30625 
Operator  examinations,  editorial  changes. 

21612 
Transmitting  facility  on  L  SDA  and  Interior 

Department  lands,     2^845 
\olunteer  examiners;  minimum  age  lowered 
from  2!  to  18,     29485 
Aviation  ser\ices 

Aeronautical  utility  mobile  stations, 
availability  of  air  traffic  cotrol 
frequencies,     24055 
.Alaskan  air/ground  frequency  assignment, 

29485 
Brief  keyed  RF  signals  for  control  of  airport 
lighting  systems,  term  clarified.     20138 
Frequencies,  aeronautical  advisory  and 
aeronautical  mullicom.  utilization  and 
assignment,     20471 
Frequencies  for  flight  test  purposes.    23510 
Operator's  license,  posting  of  verified 

statement.     32801 
Radionavigation  and  operational  stations, 
type  accepted  transmitters   substitution 
allowed.     32541 
Transmitting  facility  on  LSD.A  and  Interior 
Department  lands.     27895 
Cable  television  relay  service 

Transmitting  facility  on  USDA  and  Interior 
Department  lands.     3303" 
Cable  television  (SEE  ALSO  Radw  broadcast 
services ) 
Cable  svstems.  modified  technical  standards 

21782 
Operator  name,  address,  and  status  changes 

information  furnished,     20134 
Systems,  definition  and  creation  of  classes, 
19345,20135.23510 
Citizens  radio  service 

Tiansmitting  facility  on  LSDA  and  Interior 
Department  lands.     27895 
Conduct  standards 

Financial  disclosure  system.     25736.  26216 
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Disaster  communicatKins  service: 

Transmitting  facility  on  LSDA  and  Interior 
Department  lands,    27895 
Di^mestic  public  radio  services: 

Transmuting  facilitv  on  USDA  and  Interior 
Department  l.inds.     27894 
Educational  FM  broadcast  stations  (SEE 
ALSO  Radio  braixjcast  services) 
Noncommercial,  channel  assignment  under 
I   S    Mexico  agreement,     24274 
Experimental  broadcast  services 
Table  Mountain  Receiving  Zone,  protection; 

contact  address,     2255'^,  29483 
Transmitting  facility  on  LSDA  and  Interior 
Department  lands.     27895 
FM  broadcast  stations,  table  of  assignments 
I  SEE  ALSO  Radio  braodcast  ser\ices) 
Alaska.     29011 
California.     30372 
Iowa.    29874,  32800 

Keniucky,     25507 
Maine.     2'5875 

Nebraska.     24272.  29874.  32800  ^ 

Nevada.     29(1 11 
Ohio.     29011 
Oklahoma.     18280,  30371 
Texas.     18280.  2901  f 
Virginia.     30623 
West  \irginia.     24272.29011 
Wisconsin.     21109 
Frequency  allocations  and  radio  treaty 
matters 
Aeronautical  advisory  and  aeronautical 
multicom  frequencies,  utilization  and 
assignment.    20471 
Aeronautical  utility  mobile  stations, 
availability  of  air  traffic  control 
frequencies.    24055 
Flight  test  purposes,  frequencies  for,    23510 
International  agreements  relating  to  radio; 

editorial  changes.    27200.  32234 
Radiotelegraphy,  usage  in  maritime  services, 

31006 
Travelers  Information  Sution,  operation  in 
frequency  range  530  and  1610  kHz. 
31601 
Industnal  radio  services: 

Business  radio  service;  frequencies, 

permission  to  use.    24276 
MHz  band,  general  access  pool,  land  mobile 

channels.     20264,  27206  ^ 

Transmitters,  industrial  radiolocation 

servict,  tvp>e  acceptance  requirements. 
3051 1  ' 
Transmitting  facility  on  USDA  and  Interior 
Department  lands,     27895 
International  fixed  public  radiocommunication 
services 
Transmitting  facility  on  USDA  and  Interior 
Department  lands,    27894 
Land  transportation  radio  services: 

MHz  band,  general  access  pool,  land  mobile 

channels.     20269.  27206 
Transmitters,  industrial  radiolocation 

service;  type  acceptance  requirements. 
30512 
Transmitting  facility  on  USDA  and  Interior 
Department  lands.    27895 
Maritime  services,  land  and  shipboard  stations 
Alaska  stations,  public  correspondence 

radiocommunications.  classificaUon  and 
authonzation.     19863 


If 
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Great  I  akes  communication  system. 
'  operation  of  verv  high  frequency 

automated,  multi-station 

raduKommunicatKins  system,     2UI37. 

23510 
Mobile  service,  portable  statKins, 

applications.     2^30'J 
Mobile-satellite  service,  conformance  with 

(ieneva  cixle,  correction,     26656 
Radiotelegraphv  usage.     3KK)8,  32540 
Ra(iK)telephtine  medium  frequency 

requirements,  vessels  in  Southern  Calif 

waters,     20301 
Ship  and  coast  stations,  frequencies  for 
J       radiotelephony  service.     22870,  22X73. 
■       2H542 
Trdn^mlttlng  facility  on  USDA  and  Interior 

Department  lands.    27895 
Microwave  radio  service,  private  operational, 
fixed 
Transmitter  pt)wer.  annual  measurement, 

24277 
,    Transmitting  facility  on  L  SDA  and  Interior 

Department  lands,     27895 
Organi/ation  and  functions 

F.nginecr  Office,  Chief,     30370 
Field  Operations  Bureau,  Chief,     33293 
InformatKin  copying  fees,     20133 
Land  Mobile  Spectrum  Management 

Division,  establishment,     21292 

Practice  and  pn.>cedure 

Motions  for  extension  of  time,  change  in 

filing  date,     28XH-' 
Notice  and  rulemaking  proceedings, 

computation  of  time,  and  scope, 

editonal  changes,     25735 
Program  log  maintenance,     30186,  31794 
Transmitting  facility  on  I'SDA  and  Interior 

Department  lands,     2^894 

Public  safety  radio  services 

MHz  band,  general  access  p<x)l,  land  mobile 

channels,     20259,  27206 
Transmitters,  industrial  radiolocation 

service,  type  acceptance  requirements. 

30511 
Transmitting  facility  on  ISDA  and  Interior 

Department  lands.     2^895 
Travelers  Information  Station,  operation  in 

frequency  range  5  30  and  1610  kHz, 

3  1 60  1 
Radio  broadcast  services  I  SE^^  ALSO  Cable 
television.  Educational  FM,  FM  stations; 
Television  stations  I 
Antenna  monitors  type  approved  by  AM 

broadcasting  stations  operating 

directional  antenna  systems,  editorial 

changes,     24056 
Program  log  maintenance,     30186,  32540 
Signal  propagation,  effects  of  terrain  on, 

stay  of  procedures  for  evaluating, 

25736 
Table  Mountain  Receiving  Zone,  protection, 

c.intaci  addres-s,     22559.  29483 
Transmitting  facility  on  L'SDA  and  In.erior 

Department  lands,     27894 

Radio  frequency  devices 

Television  broadcast  receiver  antennas. 

Telephone  network,  connection  of  terminal 
equipment 
Message  toll  and  wide  area  telephone 

service,  interstate  and  foreign,  classes, 
32242 


Terminal  equipment,  grandfathered; 

extension  of  transition  f>eriod,    29010 
Television  broadcast  stations  (SEE  ALSO 
Radio  broadcast  services): 
Antennas,  circular  or  elliptical  polarization; 
permission  to  use,     20823 

PROPOSED  RLLES 

Amateur  radio  service: 

Licensing  and  operation  of  complex  systems 

of  stations  and  modification  of  repeater 

sub  bands,  extension  of  time,     1 8 103 
Type  acceptance  of  equipment  requirement; 

extension  of  time,     27628 
Aviation  services 

Instructional  stations  and  free  balloon 

operation,     30222 
Station  identification.     19498 
Cable  television  (SEE  ALSO  Radio  broadcast 
services ) 
Compliance  certificate  applications  and 

Federal-State/Kx:al  regulatory 

relationships,  extension  of  time,     18103 
Definition  and  creation  of  classes  of  systems, 

19492,  30222 
Financial  report,  annual.    23519,  30401 
Frequency  channeling  requirements  and 

restrictions,  and  signal  leakage 

monitoring,  extension  of  time,     17502 
Citizens  radio  service 
Class  D  transmitters,  spurious  and  harmonic 

emissions,  operating  rules,  extension  of 

time.     27629 
Digital  transmission  svstems;  modifying  low 

pass  audio  filtering  requirements; 

extension  of  time,    27974 
Morse  cixle  identification  equipment, 

automatic.  p)ermission  to  use;  extension 

of  time,     25881 
EXimestic  public  radio  services: 

Land  mobile  channels  in  ten  largest 

urbanized  L  S   areas,  extension  of  time, 

25341 
Educational  FM  broadcast  stations  (SEE 
At  SO  Radio  broadcast  services): 
Noncof.imercial.  activities,  credits,  etc.; 

inquiry,  extension  of  time,    25742 
FM  broadcast  stations,  table  of  assignments 
(SEE  ALSO  Radio  broadcast  services): 
Flonda.     26232       ' 
Georgia.     25342.  26665.  26666,  33045 
Illinois,     20153 

Kansas,     20643.21632,29027 
Maine.     20152.27971 
Maryland.     21627 
.Michigan,     32813 
Mississippi,    27268      '       r 
,Montana,     30400 
North  Carolina,    20644,  21632 
Oregon,     21628,  33045 
Tennessee,    21822 
Texas.     18286.26667       < 
Utah,    20317 
Washington.     23165 
Wisconsin.     27973 
Wyoming.     19160.29027 
Frequency  alkxrations  and  radio  treaty 
matters 
External  radio  frequency  power  amplifiers, 

amateur  radio  service;  extension  of 

time.     27628 
Type  acceptance  of  equipment  requirement, 

amateur  radio  service;  extension  of 

time.     27628 


Industrial  radio  services: 

Digital  transmission  systems;  modifying  low 

pass  audio  filtering  requirements; 

extension  of  time.     279^4 
Land  mobile  services,  spectrum  management 

procedures.    26030 
Morse  code  identification  equipment. 

automatic,  permission  to  use;  extension 

of  time.     25881 
Land  transportation  radio  services 

Digital  transmission  systems,  modifying  low 

pass  audio  filtenng  requirements; 

extension  of  time.     27974 
Land  mobile  services;  spectrum  management 

procedures.     26030 
Morse  code  identification  equipment. 

automatic,  permission  to  use;  extension 

of  time.     25881 
Maritime  services,  land  and  shipboard  stations: 
Aircraft  use  of  maritime  mobile  \HF 

frequencies.     28164 
Radiotelegraph  log  entries,  withdrawn. 

18408 
Ship  radio  stations  operating  on  1605-3500 

kHz  band;  equipment  required.     25879 
Organization  and  functions 

Spanish  language  written  examinations, 

radiotelephone  third  class  operator 

permit  and  broadcast  endorsement, 

32268 
Public  safety  radio  services: 

Digital  transmission  systems,  modifying  low 

pass  audio  filtering  requirements; 

extension  of  time.     27974 
Land  mobile  services;  spectrum  management 

procedures,     26030 
Morse  code  identification  equipment, 

automatic;  permission  to  use,  extension 

of  time.    25881 
Radio  broadcast  services  (SEE  ALSO  Cable 
television;  Educational  F.M.  FM  stations. 
Television  stations) 
Multiple  ownership  of  standard,  FM  and 

television  stations,  extension  of  time. 

21630.  27971 
Standard  broadcast  band;  clear  channel; 

inouirv.  extension  of  time.    2 1  30 1 , 

21629 
Telecommunications,  parallel  international 
communications  routes,  uniform 
settlement  rates.    31175 
Telephone  companies: 

Data  processing  services;  inquiry;  list  of 

participants.    21626.23615.25741, 

27971 
Tariffs,  interface  of  International  Telex 

Service  with  Domestic  Telex  and  TW  X 

Services,  extension  of  time,    Z 1 1 1  3. 

23615.32556 
Uniform  system  of  accounts,  rate  base 

treatment  of  claimed  amounts  for 

investment,     26444 
Uniform  system  of  accounts,  ratemaking. 

plant  and  expense  items,  etc  .    24291 

Telephone  companies,  jurisdictional 
separation: 
Alaska,    30221 
Hawaii,    30221 
Puerto  Rico,    30220 
Virgin  Islands,    30220 
Telephone  network,  connection  of  terminal 
equipment: 


20 
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Lamp  and  or  annunciator  functions  of 

systems.    20315.25342.28559 
Message  toll  and  wide  area  telephone 

service,  interstate  and  foreign;  classes, 
32269 
Television  broadcast  stations,  table  of 

assignments  (SEE  ALSO  Radio  broadcast 
services) 
Arkansas.     19491 
Hawaii.     22183 
Ohio.    25343 
Oklahoma.     19491 
Pennsylvania.    21630 
South  Dakota.    20319 
Wisconsm.     21631.  22560.  31813 
Television  broadcast  stations  (SEE  .^LSO 
Radio  broadcast  services) 
Prime-time  access  rule,  effect  of  T\  market 
rank  changes,  extension  of  time. 
18287 
\HF  stations,  adding  in  top  UKi  markets; 
extension  of  time.  etc..    25742.  27629 

NOTICES 

Broadcast  renewal  applicant,  comparative 

hearing  process,  policies,     19379 
Broadcast  stations  and  cable  television 

systems,  minority  ownership  conference, 
!'8302 
Cable  television 

ATR  rate  case,  tariff  revisions.    23875 
Economic  relationship  with  broadcast  TV. 
inquiry,     32825 
Canada-L  S   FM  agreement  (  194").  Table  A 

amendment,    22577,  25848,  31  183 
Canada-US.  television  agreement  (1952); 
Table  A  amendment,    22577.  27057. 
29960.  30896 
Canadian  standard  broadcast  stations,     19208, 

31481 
Canadian  FM  broadcast  stations,  assignments 

and  allocations  list,     25830 
Canadian  TV  stations,  assignments  and 

allocations  list,    26586 
Committees,  establishment,  renewals,  etc 
World  Administrative  Radio  Conference, 
Preparatory  Advisory  Committees. 
28914 
Domestic  public  radio  services,  applications 
accepted  for  filing.     18634.18636. 
20182,  20850,  21838,  25191.  24078, 
25914,  27288,  28573,  29540.  30670, 
32305 
Emergency  radio  service,  special;  central 
station  electrical  protection  industry 
licensees,  transfer  from  business  radio 
service,  petition  denied.     26692 
FM.  CanadaU  S   agreement  (  1947);  Table  A 

amendment.     22577,25848.  31183 
FM  broadcast  applications  ready  and  available 

for  processing,     2''982 
FM  broadcast  stations:  table  of  assignments 
California,     29962 
Oregon.     30671 
South  Carolina.     30672 
Tennessee.     18427 
\irginia.     24312 
Wisconsin.     2  11  34 
FM  translator  applications  ready  and  available 

for  processing.     1863^.285^6 
Maritime  services;  radio  equipment  aboard 
vessels;  operational  standards.     30424 


24020 


1644 


Meetings 

Broadcast  stations  and  cable  television 

svstems.  minority  ownership.     18302 
Federal-State  Joint  Board.    23876 
Marine  Services  Radio  Technical 

Commission.     17518.21647,22394, 
25944,  27290,  30240,  32566 
Personal  Use  Radio  ,\dMsor\  Committee 
18125,  26243.  26693 
Meetings.  Sunshine  Act,     17939.  20023. 
20365.  20744,  21  170.  21555.  22221. 
22469.  23690,  23935.  23936.  24357, 
25404^  25405.  26283.  26722.  27132. 
'     27713.27714.28016.28660.29139. 
29379.  29380.  30968.  31221.  32613. 
33112.  33113 
Mexican  FM  broadcasting  stations. 

assignments  and  alUvcations  list. 
Mexican  standard  broadcast  stations, 
notification  list.     1939<i.  2:5-8 
Mexican  T\   stations,  assignments  and 

allocations  list.     24008 
Program  log  analysis.  1978  composite  week 

dates  for  A.M  and  FM  licensees.    33364 
Radio  broadcast  stations. 

Program  log  analysis.  1978  composite  week 
dates.     3  3364 
Rulemaking  proceedings  filed,  granted,  denied, 
etc  .  petitions  bs  various  companies. 
18634.  19926.  20653.  21133,  21840, 
22579,  23193,  23536.  24080.  26451. 
28914.  29962.  31618,  31827 
Satellite  communications  services,  applications 
accepted  for  filing,     1992-,  20852. 
23193.  25349.  26242.  29961.  30423. 
33054 
Standard  broadcast  applications  ready  and 

available  for  processing.     18303.  18638 
Television.  Canada-l  S   agreement  (  1952); 
Table  .\  amendment.     225"',  2''057. 
29960.  30896 
Television,  commercial,  network  practices. 

inquiry.    21508.31182.3182^ 
Television  broadcast  applications  reads  and 

available  i"or  processing.     29039 
Television  broadca.st  stations 

Economic  relationship  with  cable  TV; 
inquiry.    32825 
Television  receivers.  UHF  channel  readout. 

inquiry.     18643 
Television  translator  applications  readv  and 
available  for  processing.     1863"    285''6 
World  .Administrative  Radio  Conference. 
17517.  23535,  24081.  25913.26922. 
27756.  29039.  29539.  29961,  30240, 
32306 
Hearings,  etc.: 

American  Satellite  Corp   et  al 

American  Telephone  &.  Telegraph  Co  et  al  . 

23876 
.American  Television  &  Communications 

Corpetal,     19379 
Automation  Electronics  Corp,  et  al,.     18639 
Broadcast  Interest  Group-Pitisburg.    28579 
Brunk.  Ronald  E  .  et  al  .     17517,  19928 
Cable  Haven  T\  ,  Inc  ,     23875 
Carpenter,  James  .M,  et  al  .     28577 
Cenla  Br<'adcasting  Co  .  Inc  ,  et  al.,     19386 
Central  Plains  Cable  T\  ,  Inc  .     27982, 

29334 
Certified  Security  Services,  Inc  ,     28575 
Franco,  Wayne  J.,     18645 
Hawkeve  Micro-Transmission  Co   et  al., 

20852 
Howell.  Patricia  E  .     18894 


Jackson  Cable  TV,    30895 

Jensen,  Rex  K.eiaL,    25349 

KloU,  Howard  S./Corbus,  William,  et  al.. 

18643 
kSBA  Inc  .     19387 
Leer  Electronics,    23877 
Leivas.  Gilbert.    22579 
I  ewel  Broadcasting.  !nc  ,    31  182 
Lipper.  A    Michael,  et  al  .    20652 
McClatchv  Newspapers  et  al..    31482 
Microband  Corp.  of  America  et  al..     17517 
Multi  \  ideo.  Inc.,  el  al.,     18427 
Nelson  County  Broadcasting  Co..  Inc  .  et  al., 

28578 
Northland  Television.  Inc  .     32307  ^. 

Nutmeg  Broadcasting  Co  ,    23874 
Peninsula  Broadcasting  Corp.  et  al.,    31617 
Radio  Cicero,  Inc  .  et  al  ,    31486 
Radio  Gaithersburg.  Inc  .  et  al.,    29038 
Shger,  James  C  .  et  al  .     21841 
Springfield  Television  Broadcasting  Co   et 

al  .     25 '50,  32567 
Thomas.  Beniamin  F.,  et  al.,    22580 
Tidewater  Radio  Show,  Inc..    31489 
Western  Union  Telegraph  Co..    32566 
Wire  Tele  \'iew  Corp  .     24081 

FEDERAL  CONTRACT 

COMPLIANCE  PROCRAMS 
OFFICE 

RULES 

Handicapped  workers,  affirmative  action 
obligations  of  contractors  and 
subcontractors   hearings  prcKedures. 
19146 

Veterans,  disabled.  \  letnam.  affirmative  action 
obligations  of  contractors  and 
subcontractors;  hearings  procedures,, 
19145 

FEDERAL  COCNCIL  ON  THE 
AGING 

See  Anin^.  Federal  Council. 

FEDERAL  CROP  INSURANCE 
CORPORATION 

RULES 

Crop  insurance,  various  commodities: 
Barley.    26197 

Beans  (dry),    26197 
Citrus,    24713.28142 

Com.    26197 
>    Cotton.    26197,28871 

Rax.     26)97 

Gram  Stughum,    26197,  28872 

Grapes.    28873 

Oats.     26197 

Peanuts.     2619-^ 

Peas  (canning  and  freezing),    26197 

Peas  (dry),    26197 

Raisins.    31427 

Rice.     26197 

Rye.     26197 

Soybeans.    26197 

Sugar  beets.    26197 

Sugarcane,     26197.  28873 

Sunflowers.     26197 

Tobacco,    26197.28989 

Tomatoes.    26197 

Wheat.    26197 
Inflation  impact  statements.     31430 
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PROPOSED  Rl  l.ES 

Cri'p  insurance,  various  commodities 

Citrus.     IIMO 

Oranges.     33^  H) 
Inflation  impact  statements.     33.^1.V  33316 

FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

RILE.S 

Bank  cleanng  agencies,  application  ft)r  stay  or 

revie*  of  actions.     IM325 
Interest  on  dcpHisits 

Individual  retirement  accounts  (IRA)  and 
Keogh  (H  R    10)  plans,  maximum 
interest  rates.    21273.  22362 
■'Noninsured  banks"  in  Mass  .    21  101 
Payment  of  time  deposits  before  maturity, 
withdravkal  penalty  exception,     19325 

PROPOSED  RL  LES 

Freedom  of  information.     19351 
InformatKin,  discUjsure.     19351 
Interest  on  deposits 

Pcxiled  time  deposits,  restricted  payment, 
withdrawn.     211  12.  2237S 
Offering  circular  rei^uirements  for  public 
issuance,  disclosure  standards,     27955 

NOTICES 

Meetings.  Sunshine  Act.  18341,  19569. 

195^0.  2I''19,  21720.  25947.  25948. 

26283.  27132,  29141.  29380.  29381. 

30269.  31222,  31518,  32348,  32874 
Pnvacy  Act.  systems  of  records,  19209 

FEDERAL  DISASTER  ASSISTANCE 
ADMINISTRATION 

NOTICES 

Disaster  and  emergency  areas: 
Alabama.     21322.23641,28186 
Anzona,     23641.  23642.  31191 
California.     23642,31191 
Colorado.     21322.28  186,30544 
Georgia.     30545 
Idaho.     27307.  30545 
lo«.a.     20198 
Kentucky.     20197,28186 
Louisiana.     24107 
Michigan,     21322 
Minnesota.     21322,  23642 
Missouri.     27678.  28006 
New  Mexico.     30546 
North  Dakota.    23642 
Oregon.     24107,24770.27679,30544. 

■  30546 
Tennessee,     24107 
Utah.     21323,30546 
Virginia.     20197,  21323,  23642.  28186 
Washington,     20197.  21323.  27679,  28187. 

31  192 
West  Virginia,     20197.  20198,  21323, 
28186 
Drought  impact  areas,  emergency,  various 

States,  etc  .     21855,  22608,  27678, 

28187,  29107 

FEDERAL  ELECTION 
COMMISSION 

RULES 

Corporate  and  lab<jr  organization  activity, 

19324 
Examinations  and  audits,  repayments,     19324 


Political  committees,  registration  and 

organization.     19324 
Political  committees  and  candidates,  repiorts, 

19324 

PROPOSED  RILES 

Corp«irate  and  labor  organization  activity; 
s«ilicitation  methods,  inquiry,    26990 

NOTICES 

.Advis<irv  opinion  requests,     18243,  18303, 
19313,  20773.  21597,  22513,  23193, 
26349,29289.30897,31303,32903, 
33054 
Filers,  candidate  and  committee  index.     19616 
Meetings,  Sunshine  Act.     18183.  19254. 
20364.  21  170.  21723,  22467,  23579, 
23690.  25405,  26506,  28016,  29140.     • 
29382,  29616.  30467.  30742,  31519, 
32348,  32875 

FEDERAL  ENERGY 
ADMINISTRATION 

RLLES 

Administrative  prtx:edures  and  sanctions;  oil: 

Interpretations,  appendix,    23723 
Canadian  crude  oil,  mandatory  allocation 

program.     29295 
Coal,  administrative  procedures  and  sanctions: 
Energy  supply  and  environmental 

C(xirdination.  implementation.    23134 
Coal  alligation 

Energy  supply  and  environmental' 

coordination,  implementation.    23144 
Coal  fH5werpiants,  new: 

Energy  supply  and  environmental 

coordination,  implementation,    23142 
Coal  utilization 

Energy  supply  and  environmental 

coordination,  implementation.    23140 
Energy  conservation 

Energy  audit  procedures.     33162 
Energy  conservation  plans,  State: 

Guidelines,  supplemental  plans,    26417 
Energy  conservation  program,  appliances: 

Air  conditioners,  room,     27898 
Industrial  energy  conservation;  voluntary 
reporting  programs  and  corporate 
exemptions,     23538 
Inflation  impact  statements,    21763.  29298, 

33162 
Oil  import  regulations,  mandatory: 

AlKx:ations  for  perunJ  beginning  May  1, 
1977.     20814 
Petroleum  alk)cation  and  price  rules: 

Interpretations,  appendix.     23723.  25649, 
31143  \ 

Petroleum  alKKation  regulations,  mandatory:) 
Crude  oil,  domestic,  small  refiner  bias  under 

entitlements  program,     21272 
Strategic  petroleum  reserve;  entitlements 
program  to  implement  purchase 
authority.     2r63.  27910 
Petroleum  price  regulations,  mandatory: 
Gasoline,  leaded  and  unleaded.     22882 
Propane,  butane,  and  natural  gasoline 

resellers  and  retailers,  passthrough  of 
increased  non -product  costs,    22133 
Strategic  petroleum  reserve,  entitlements 
program  to  implement  purchases 
authority.     27910 
Stripper  well  property  exemption,    23501 
Rulings 

Stripper  well  property  exemption.    23501 


Weatherization  assistance  for  low-income 
persons.     27903 

PROPOSED  Rl  LES 

Energy  conservation. 

Energy  audit  procedures.    20012.  20557 
Energy  conservation  plans.  State 
Guidelines,  supplemental  plans,  hearing 

changes,    20302 
Energy  conservation  program,  appliances 
Air  conditioners,  central,    30401 
Air  conditioners,  room,  hearing  cancelled, 

19499 
Clothes  dryers,     21589 
Clothes  washers;  hearing,     25329 
Dehumidifiers,    27951 
Home  heating  equipment,  unvented,    23860 
Humidifiers,    27941 
Ranges,  cooking  tops,  and  ovens. 

conventional,  and  microwave  ovens; 

inquiry,     30627 
Refrigerators,  refrigerator-freezers,  and 

freezers,    21584 
State  appliance  energy  use  or  efficiency 

regulation;  petitions  to  supersede. 

30206,  32553 
Television  receivers,     21580,  26430,  30210 
Water  heaters,    21576 
Energy  measures  and  audits,    29906 
Freedom  of  information,    28147 
Inflation  impact  statements,     21792,  25333, 
27953,  28148,  29508,  29910.  30401, 
30632.  33341 
Land  uses;  electric  power  transmission  lines; 

rights-of-way.    21818 
Oil  imf)ort  regulations: 

Allocations  for  period  beginning  May  1 , 

1977;  hearing  cancelled,     17470 
Petroleum  allocation  regulations,  mandatory: 
Alaska  North  Slope  crude  oil  pricing  and 

entitlements  treatment,  hearing. 

22889,  25329 
Crude  oil,  lower  tier.  Alaska  and  Calif, 

installment  obligation  reductions, 

economic  impact  evaluation, 

availability,     19499 
Domestic  refineries  investment  regulatory 

disincentives  minimized,  inquiry. 

33338 
Gasoline,  motor;  adjustments  to  base  period 

volumes,    20826,  23859 
Middle  distillate  prices,  post-exemption 

monitoring,     27936 
Strategic  petroleum  reserve,  entitlements 

program  to  implement  purchase 

authority;  hearing.    2  I  7^9 
Petroleum  price  regulations,  mandatory 
Alaska  North  Slope  crude  oil  pricing  and 

entitlements  treatment,  hearing, 

22889.  25329 
Crude  oil.  lower  tier,  Alaska  and  Calif  ; 

installment  obligation  reductions, 

economic  impact  evaluation. 

availability.     19499 
Domestic  refineries  investment  requlatory 

disincentives  minimized,  inquiry. 

33338 
Gas  station  rent  increases;  retail  gasoline 

sales,  pass-through,     22374 
Middle  distillate  prices,  post-exemption 

monitoring,.     27936 
Natural  gas  liquids,  sellers  s  recovery  of 

processing  and  marketing  costs,     29490 
Strategic  ptetroleum  reserve;  entitlements 

program  to  implement  purchase 

authority,  hearing.     21789 
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Weatherization  assistance  for  low-income 
persons,     17470.20476 

NOTICES 

Appeals  and  applications  for  exception,  etc  , 
cases  filed  with  Exceptions  and  Appeals 
Office 
Conferences  and  hearings;  procedure. 

30427 
List  of  applicants,  etc  ,     18304,  18306. 
1864«).  20327.  20329,  20333,  20338. 
21312,  21314,  23536.  24766.  25350, 
27022,  27028,  27031,  27037,  27041, 
27044.  28914,  30531,  30534,  32307. 
32573,  32575,  32578.  32582 
Automatic  data  processing;  State  and  kx;al 
government  requirements,  computer 
supfKjrt  clause,    30536 
Canadian  allocation  program: 

Mid-continent  petroleum  pipeline  systems, 
throughputs  and  capacity,  inquiry  and 
hearing,    25352 
Canadian  allocation  program,  1977,  notices: 

July  through  September,    32567 
Coal  use.  construclion  orders: 

Anheuser-Busch.  Inc  ,  et  al  ,    25446,  28917 
Dartmouth  College.    24468.  26243 
Gainesville-Alachua  County  Regional 

Utilities  Board,    32574 
General  Motors  Corp  et  al  ,    24458,  244'U,, 

25759 
Shell  Oil  Co.  et  al,    25452,28917 
US  Steel  Corp  et  al.    24886,28917 
Committees;  establishment,  renewals,  etc 
Compliance  and  Enforcement  Task  Force, 

25521 
Electric  Utilities  Advisory  Committee, 

18125 
Food  Industry  Advisory  Committee.     28183 
Consent  orders: 

Apco  Oil  Corp  ,    25759 
Bridwell  Oil  Co  ,     20337 
Guam  Oil  &  Refining  Co  ,     26693,  30898 
Consumer  services  offices,  grants,    24768 
Crude  oil,  domestic,  allocation  program,  1977, 
entitlement  notices: 
February,    21406 
March,    26352 
April,     31744 
Energy  conservation  program,  appliances, 
California  efficiency  regulations, 
supersession  p>etitions  denied.     31828 
Environmental  review  documents,  availability. 

30535 
Environmenul  statement,  programmatic. 

availability.    25351 
Environmental  sUtements.  availability,  etc  : 
Ames  Electric  Utility's  Ames  Generating 

Station,     17900 
Arizona  energy  conservation  plan,    31618 
Arkansas  energy  conservation  plan,     32310 
California  energy  conservation  plan,     27049 
Colorado  energy  conservation  plan,     31  184 
Energy  supply  and  environmental 

coordination,     19505 
Georgia  Power  Co.,  McManus  Generating 

Station  Powerplants,     27675 
Iowa  Power  and  Light  Co  ,  Des  Moines 
Generating  Station,  Powerplants, 
23194 
Kansas  Power  &  Light  Co.,  Tecumseh 
Generating  Station.  Powerplants. 
29542 
Massachusetts  energy  conservation  plan, 

27049 
Minnesota  energy  conservation  plan,     27048 


Montana  energy  conservation  plan,     30242 
Nebraska  Public  Power  District,  Sheldon 

Generating  Station,     26243 
New  Jersey  energy  conservation  plan. 

30426,  30898 
New  Mexico  energy  conser%ation  plan. 

31618 
North  Carolina  energy  consep.ation  plan. 

31184 
North  Dakota  energy  conservation  plan, 

31184 
Oklahoma  energy  conservation  plan.     24312 
Pennsylvania  energy  conservation  plan. 

30242 
Savannah  Electric  &  Power  Co.,    20494 
Strategic  petroleum  reserves,    22394,  25521 
Synthetic  natural  gas  plants,    30240 
Utah  energy  conservation  plan.     31618 
\  irginia  energy  conservation  plan.     30242 
Washington  energy  conservation  plan, 

32838 
Wisconsin  Public  Service  Corp  ,  Weston 

Generating  Station,  Powerplant,     22922 
Industrial  energy  conservation 

Efficiency  improvement  targets.     29642 
Efficiency  reporting  form.     22581,  3283! 
Information  and  computer  requirements.  State 
and  local  governments,  computer  support 
contract  clause,  inquiry,    22923 
International  Energy  Program 

Voluntary  agreement  and  plan  of  action. 
Industry  Supply  Advisory  Group 
approvals.     26244 
Meetings 

Advisory  Committees,    21509 

Anthracite  Coal  Conference,     3089-.  31827 

Consumer  Affairs  Special  \fnpact  Advisory 

Committee.    20185 
East  Coast  natural  gas  distribution,     21  1  34 
Electric  Utilities  Advisory  Committee. 

20185 
Environmental  Advisory  Committee. 

18126,  25522 
Food  Industry  .Advisory  Committee.     23194 
International  Energy  Agency  Industry 

Advisory  Board.     19505.  20343,  27049 
29962,  33054 
International  Energy  Agency  Industry 

Working  Party,     19505 
LP-Gas  Industry  Advisory  Committee. 

29542 
Natural  Gas  Advisory  Committee.     21648 
Oil  and  gas  reserves  data,  development  for 
petroleum  production  and  reserve 
information  system.     30426 
Refined  petroleum  products,  independent 
marketers.     23195 
Natural  gas 

Alaska  natural  gas  transportation  systems, 
inquiry,     30536 
Natural  gas  plants 

Synthetic,  facility,  allocation  of  petroleum 
feedstock,  inquiry .     32838 
Oil  and  gas  reserves  data;  development  for 
petroleum  production  and  reserve 
information  system;  meeting.     30426 
Petroleum  price  regulations.  mandatory- 
Crude  oil,  non-product  cost  increases, 
January  1,  19''5  through  January  31, 
1976,  applications  for  exception. 
21315.  32831 
Imported  crude  oil.  landed  costs; 

establishment.  Oct    1«''3-Sept    19-'4  and 
Oct.  1974-May  1975  periods.     22190 
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Powerplants  burning  natural  gas  or  petroleum 
products,  prohibition  orders 
Ames  Electric  Ltility.    29541 
Brown  Co  .     24508 
Chesapeake  Corp..    25622,28918 
Corn  Belt  Power  Cooperative  et  al  ,    21981 
International  Paper  Co   et  al  ,    24486, 

24494.  25759, 26243 
Interstate  Power  Co.,    22273 
Iowa  Public  Service  Co..    21509 
Kennecott  Copper  Corp  .    24502 
New  England  Electric  System/New  England 
Power  Co   Bray  ton  Point.    21950. 
23194 
Oklahoma  Gas  &  Electric  Co..    22268. 

25^59 
Philadelphia  Electnc  Co..    21993 
Union  Camp  Corp.  et  al  ,    24900.  28917 
Vineland,  City  of  Electric  Utility  et  al.. 

22277 
Wisconsin  Public  Service  Co  ,     30898 
President  s  energy  proposal  advisory 

cimmittee  meetings      21509 
Price  and  allocation  interpretations;  1974- 

197-  indexes.     27984 
Privacy  Act,  systems  of  records.    22192. 

22588 
Refined  petroleum  products,  independent 

marketers,  meeting.    23195 
Refiners  buy-sell  list,  crude  oil  allocation. 

26694 
Reporting  and  recordkeeping  requirements, 
forms,  extension  of  expiration  dates, 
29335 

FEDERAL  GRAIN  INSPECTION 
SERVICE 

NOTICES 

Grain  standards,  inspection  points: 

Arizona,     28563 

California,    20645 

Illinois.    23532,30413 
I       Indiana,    22909,  25889 
I        Iowa,     18414,27976 

Louisiana.     19896,20645.23618 

Michigan.     17935,23532,24759 

New  York,    28564 

Ohio.    23532 

Tennessee,    31178 

Texas.     20165.20645 

FEDERAL  HIGHWAY 
ADMINISTRATION 

RULES 

Engineering  and  traffic  operations: 

Editorial  amenaments.     30835 
Highway  safety 

Safer  off-system  roads  program.    28537 
Inflation  impact  statements.    26652,  28537 
Motor  carrier  safety  regulations: 

Driver  qualifications,  settlement  and  hearing 

procedures,     18081.26428 
Forfeiture  claims,  collection  and 

compromise;  settlement  and  hearing 
procedures,     18077.26428 
Practice  rules,  settlement  and  hearing 
prix-edures,     18077,26428 
Organization  and  authonly  delegations: 

Settlement  and  hearing  procedures.     18081. 
26428 
Right-of-way  and  environment: 

Acquisition  function  and  project  procedures. 
26652 
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E-.dilorial  dniendmenls.     3H835 
Lotdtiun  design  apprtnal  and  public 
hearings,     26652 

PROPOSED  RILES 

Engineering  and  trafilc  operatjons: 
Motor  earner  safety  regulations 

Hours  of  service,  multi-day  log  use.     \'!^^\ 
Inspection,  repair  and  maintenance  of 
commercial  vehicles.     1810.^ 
Certification  acceptance,  correction.     22173 
Secondary  road  plan,  correction.     22173 
Traffic  control  devices,  uniform,  manual, 

metric  standards,  inquirv,    21487.  21827 

NOTICES 

Bridge  tolls,  etc  ■ 

Bavonne  Bridge  et  al  .     25794 
Dclauare  River  Port  Authority.     262''6 
Committees,  establishment,  renewals,  etc 
Iniform  Traffic  Control  Devices.  National 
.Advis<ir>  Committee.     27379 
Lighting,  changing  existing  mercury  to  high 
pressure  sodium  lighting.  Federal-aid 
highvkays,     33404 
Meetings 

L  niform  Traffic  Control  Devices,  National 
,Advisc)ry  Committee,     2''379 

FEDERAL  HOME  LOAN  BANK 
BOARD 

RtLES 

Federal  home  loan  bank  system 

IR.A  and  Keogh  accounts,  minimum  maturity 
term.     3  2  "64 
Federal  Savings  and  Li^an  Insurance 
Corporation 
Loan  pools,  large,  participation  interests, 

3  2  ■'66 
Scheduled  items,  definitions,     29473 
Federal  savings  and  k^an  system 
.Accounting,  records,  and  rep<irts, 

operations,     21607 
Constructions,  alteration,  repair,  or 

improvement  loans,  operations.     32765 
Loans  in  e<ces,s  of  90  percent  of  value, 
operations,     29473 

PROPOSED  RLLES 

Federal  home  loan  bank  system 

Sdwngs  accounts,  limitations  on  rate  of 
return.      1 H404 
Federal  Savings  and  Loan  insurance 
Corporation 
Felony,  persons  participating  in,  suspension 

and  prohibition  procedures,     31803 
Scheduled  items  definition.     17483 
Federal  savings  and  loan  system 
Application  for  corporate  title  change. 

procedure.    295  1  1 
Felony,  persons  participating  in.  suspension 

and  prohibition  procedures.     31803 
Loans  m  excess  of  90  percent  of  value, 

r48  3 
Service  corporations,  restrictions  on 

construction  and  preparation  of  land, 
operations.     29512 
Savings  and  loan  holding  companies 
Affiliates,  transactions  with.     29512 

NOTICES 

Accounting  bulletin.  publicatu)n  of.  guidance 
to  institutions  vnth  regard  to  auditing 
standards.     29962 

Applications,  etc 

.AtvKxxi  \  acuum  Machine  Co  ,     20495 


Buckeye  Federal  Savings  &  Loan 

Association.     32585  , 

Entex,  Inc  .     20495 
First  Federal  Savings  &  Loan  Association  of 

Fulton  County,     29543 
Homestead  Savings  &  Loan  Association,, 

25522 
Pan  American  Federal  Savings  &  Loan 

Association,     29543 
Peoples  Financial  Corp  ,     21134 
Perpetual  Security  Corp..     19390 
Skokie  Federal  Saving$s&  Loan  Association. 

21510 
Tri-County  Savings  &  loan  Association, 

23621 
Union  Federal  Savings  &  Loan  Association 
of  Miami,     20495 
Meetings,  Slinshine  Act,     17939.  18183, 
18686,  19570.  19954,  20364,  20880, 
21  169,  22219.  23579.  24357.  24799, 
2594",  26506.  28967,  30023,  30742, 
32348,  32613.  32614 

FEDERAL  HOME  LOAN 

MORTGAGE  CORPORATION 

NOTICES 

Meetings,  Sunshine  Act.     18921,  19952, 

20536.  25592.  30467, 31519 

FEDERAL  HOUSING 
COMMISSIONER-OFFICE  OF 
ASSISTANT  SECRETARY  FOR 
HOUSING 

RLLES 

Authority  delegations: 

Loan  .Assistance  Committee.    25724 
College  housing;  loans,  construction  or 
acquisition  of  dormitories.  FY  1977 
program.     3  I  754 
Inflation  impact  statements,     31754 
Mortgage  and  loan  insurance  programs: 
Armed  services  housing  -  civilian  employees; 

servicing  requirements;  incorporation  by 

reference,    29304 
Armed  services  housing-impacted  areas; 

servicing  requirements,  incorporation  by 

reference.     29304  "? 

Coinsurance,  servicing  requirements;/ 

incorporation  by  reference.    29303 
Condominium  ownership;  interest  rates, 

28538 
Condominium  ownership,  servicing 

requirements,  incorporation  by 

reference.    29305 
Cooperative  housing;  interest  rates.     28538 
Cooperative  housing,  servicing  requirements; 

incorporation  by  reference.     29303 
Experimental  housing,  servicing 

requirements,  incorporation  by 

reference.     29305 
Fee  title  purchase  loans,  servicing 

requirements,  incorporation  by 

reference.     29307 
Fire  safety  equipment  in  health  care 

facilities.    26552 
'Home  ownership  and  project  rehabilitation; 

downpayment  requirements,    22557 
Home  ownership  and  project  rehabilitation; 

servicing  requirements;  incorporation  by 

reference.     29306 
Hospitals;  supplemental  loans;  eligibility; 

correction,     23601 


Individual  homes,  war  housing  mortgage 

insurance;  servicing  requirements. 

incorporation  by  reference,     29303 
Individual  residences,  national  defense 

housing  mortgage  insurance,  servicing 

requirements,  incorporation  by 

reference.     29305 
Low  and  moderate  income  families, 

servicing  requirements,  incorporation  by 

reference.     29306 
Low  cost  and  moderate  income;  servicing 

requirements,  incorporation  by 

reference,    29304 
Multifamily  housing,  debenture  interest 

rates,     17452 
Mutual  mortgage  insurance,  debenture 

interest  rates,     1 7452 
Mutual  mortgage  insurance,  interest  rates, 

28538 
Mutual  mortgage  insurance  servicing 

requirements,  incorporation  by 

reference.     29303 
Servicemen's  mortgage  insurance,  servicing 

requirements,  incorporation  by 

reference.     29304 
Single  family  project  loans;  war  housing 

mortgage  insurance,  servicing 

requireapnts,  incorporation  by 

reference,     29303 
Urban  renewal  and  insured  improvement 

loans;  debenture  interest  rates,     17452 
Urban  renewal  and  insured  improvement 

loans,  servicing  requirements. 

incorp>oration  by  reference,    29304 

PROPOSED  RILES 

Low-income  housing 
Housing  assistance  payments,  fair  market 
rents,  existing  housing.     22704 

NOTICES 

Inflation  impact  statement,    30916 
Thermal  insulation  standards,    30915 

FEDERAL  INSURANCE 
ADMINISTRATION 

RULES 

Crime  insurance  program.  Federal 

Insurance  purchases  and  claims  adjustment; 
list  of  servicing  companies  and  eligible 
States,     29480 

Program  description,  list  of  servicing 

companies  and  eligible  States.     29480 
Flood  Insurance  Program,  National 

Communities  eligible  for  sale  of  insurance,  - 
19446,  19447.  22866.  22867.  ?!e68, 
24932,  24938,  29428,  29429, 29430, 
29431.  30304,  31254,  31257. 33202 

Flood  elevation  determinations,  etc  , 

239''2,  23973,  23974,  23975,  25436, 
25437, 25438.  25439.  25440, 29307, 
30344.  31259,  31260,  31261,  31262, 
31263,  31264,  31265.  31266.  31267. 
31268,  31269,  31270,  33476,  33477. 
33478,  33479,  33480,  33481,  33482, 
33483,  33484,  33485.  33486,  33487. 
33488,  33489,  33490,  33491,  33492, 
33493,  33494,  33495.  33496 

Special  hazard  areas.     19601.  19604. 
24945, 24987.  29433.  30306.  33203 

Special  hazard  areas,  map  corrections, 
24256.  24257,  24258.  24259,  24260, 
24261. 24262,  24263,  24725, 24726, 
24727,  24728,  24729.  24730,  24731. 


24 


FEDERAL  REGISTER  INDEX.  APRIL- JUNE  1977 


FMC 


28878,  28879,  28880,  28881,  28882. 
29859.  29860.  29861,  29862,  29863, 
■  29864.  29865.  29866.  29867.  29868. 
29869,  29870.  30160,  30161.  30162. 
30163,  30164.  30165.  30166,  30167, 
30168,  30169,  30170,  30171.  30172. 
30173,  30174 

PROPOSED  RtLES 

Crime  insurance  program.  Federal: 

Protective  device  requirements,  condition  of 


coverage. 


2900 


Flood  Insurance  Program,  National: 
Association  contracts.    29692 
Association's  resp>onsibilities.  prescribed 

conditions,    29692 
Communities  eligible  for  sale  of  insurance, 

servicing  requirements,     29692 
Financial  arrangements  with  Association, 

29692 
Flood  elevation  determinations,  etc.. 

17684.  17685.  17686.  17687.  17688. 

17689.  17690.  17691.  17692.  17693. 

17694.  17695.  17696.  17697.  18232. 

18233.  18234.  18235.  18236,  18237. 

18238.  18239,  18240,  25441,  25442, 

25443,  25444.  31272,  31273,  31274, 

31275,31276,31277,31278.31280. 

31546.  31547.  31548.  31549.  31550. 

31551.  31552.  31553.  31708.  31709. 

31710.  31711.  31712.  31713,  31714. 

31715,  3I7I6,  31717,  31718.  31952. 

31953.  31954.  31955.  31956,  3195-". 

31958,  31959,  31960 
Insurance  coverage  and  rates,  standard 

policies,    29692 
Insurance  industry  services.  Secretary's 

authority,     29692 
Insurance  sale  and  claims  adjustment; 

association  membership,  etc  ,    29692 
Litigation,    29692 

NOTICES 

Flood  Insurance  Program.  National: 
Communities  with  special  hazard  areas, 
subject  to  prohibition  of  Federal 
assistance,  list,    20424 
Insurance  Development  Program.  National 
Riots  or  civil  disorders,  reinsurance  against 
losses  from.     P720 
Meetings 
National  Insurance  Develonment  Program 
Advisory  Board,     17919 

FEDERAL  MARITIME 
COMMISSION 

RtLES 

Military  rates  level;  elimination  of  uniform 
capacity  utilization  factor  in  cargo  unit 
costs.     31161 

Practice  and  procedure 
Citation  simplification,    23509 

Reports,  filing  by  common  carriers  in  domestic 
offshore  trade,  rate  base  and  income 
account;  records  and  data  submission 
requirements  withdrawn,     21486 

PROPOSED  RtLES 

Oil  pollution  cleanup  financial  responsibility: 
Trans-Alaska  pipeline,  terminal  facilities, 
30584,  31175 
Practice  and  procedure: 

Employees,  former,  appearance  and  practice 
before  Commission,     26664 


Water  carrier  protestors  of  propt'sed  tariff 
rate  changes,  "complainants  " 
designation  ended.     22383 
Shipping  conditions,  unfavorable,  in  foreign 
trade  of  L'  S  .  actions  to  adjust  or  meet. 
29524 
Tariffs,  filings  by  common  earners  by  water  in 
foreign  commerce  of  U.S.: 
Submission  of  revenue  and  cost 

circumstances,  withdrawn,     30399 

NOTICES 

Casualty  and  nonperformance,  certificates: 
Black  Sea  Steamship  Co  .     23541 
Cunard  Cruise  Ships  Ltd   et  al  .    28626 
Grueninger  Travel  Service,  Inc.,  el  al  , 

19505 
Lion  Ferrv  A  B  et  al  ,     27292 
.Mitsui  O  S  K    Lines  Ltd   et  al  ,     24082 
Roval  Cruise  Line  Special  Shipping  Co   et 
al  ,     26452 
Complaints  filed 

First  International  Development  Corp    v. 

Ships  Overseas  Services.  Inc  .    26451 
Matson  Navigation  Co   v    Port  .Authonty  of 

Guam,     26451 
United  Nations  v    Hellenic  Lines  Lid  . 

20654 
United  Slates  Lines.  Inc    v    Port  .Authority 
of  Guam.    26452 
Freight  forwarder  licenses 

Amco  Custom  Brokerage,     27986 
Atlantic  Export  Co..     28624,  30899 
Barco  International  Corp  ,     27986 
Bamill.  Joan  N.,     28627 
By-Line  Traffic  Senice,  Inc  ,    30242 
Caribbean  Moving  &  Storage,  Inc..    23195 
Forwarding  Services.  Inc  ,     30673 
Furman,  Ira,  &  Co  ,  Inc  ,     18649 
Hermann  Ludwig  of  California  Inc  .    22193 
lr,ter-Crest  Maritime  &.  Associates,     17518 
International  Services.  Inc  .     17518 
Jamco  International  Inc   et  al  .    21842 
Martin  &  Merrell  et  al  .     31185 
Metro  Freight  Forwarding  Services.     33055 
Paredes.  Joseph  A  .  &  Co  ,     33055 
Puerto  Rican  Consolidators.     32586 
Puig.  Orlando  A  .    29964 
Ray-Mar  Expedition  Corp  .     21318 
Security  Forv,arding  Service,  Inc.,     29040 
Transport  Traffic  Services.  Ltd  .     28627 
Gulf  ports,  equalization,  absorption,  and 
minibndge.  petition.     21511.22394 
Meetings.  Sunshine  .Act.     18183,  18686. 
19954,  20880.  22219.  23223.  24357. 
25592.  25950.  27383.  28016.  28660. 
28968^  29382,  30023.  30743,  31222, 
31519 
Oil  pollution,  certificates  of  financial 

responsibilitv.     P5I8,  18647,  18648, 
20186,  20495,  21316,  21317,  23621, 
23622,  27986,  28625.  30899.  31184. 
33364 
Rate  increases,  etc  .  investigations  and 
hearings,  etc 
Hawaiian  Marine  Lines.  Inc  .     20495 
Rebates  and  similar  malpractices  in  U.S. 

foreign  commerce.     25915.  33055 
Sea-Land  Service,  Inc  ,  et  al  .     26452 
Sealrain  Gitmo.  Inc  .     2''292 
Steamship  Conference  System  Self-Policing 

Report,  availability.     19929 
Tariffs,  inactive,  cancellation,  independent 
earners  in  foreign  commerce.     22923 
Vessel  construction,  funds  used,  capitalization 
of  cost.    25353.32311 
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Agreements  filed,  etc. 

.Agricultural  Air  Exports.  Inc..  et  al..     19391 
American  Export  Lines.  Inc.,  et  al-    2164&, 

22394.  23196,  30427 
American  \^est  .African  Freight"^Conference, 

26451 
Attanasio.  Johr  R  .     24312 
Bermuda  Discussion  Agreement,    20186 
Blok.  H   P  .    29335 
Canton  Railroad  Co  et  al.,    32586 
Combi  Line  Joint  Service  et  al  .     19506 
Concordia  Line  Joint  Service  Agreement, 

29039 
Consolidated  Forwarders  Intermodal  Corp., 

27290,  29040 
Continental  North  Atlantic  Westbound 
Freight  Conference  et  al..     18427, 
19507 
Coordinated  Caribbean  Transport,  Inc.,  et 

al  .     18432,  19508 
Cruise  Line  International  Association, 

21841 
Euro-Pacific  Joint  Service.     30900.  31490 
Europe  Pacific  Rate  Agreement,    20495 
Far  East  Conference  et  al.,    20653,  29544 
Far  East  Discussion  .Agreement,    20187 
Flota  Mercante  Grancolombiana,  S.A.,  et 

al..    21135,  22589 
Galveston  Wharves  Board  of  Trustees  et  al., 

17900,  22192,  22588.  23196.  25759 
Greece  L'S   .Atlantic  Rate  Agreement, 

25915 
Hanrahan  Evans.  Inc  ,     20188 
Hawaii.  Slate  of  et  al  ,     25354 
I.T.O  Corp  of  New  England  et  al  .     28626 
Iberian  U  S   North  Ailanlic  Westbound 

Freight  Conference,    21135 
India  Outward  Freight  Conference  et  al., 

19508 
Inler-.American  Freight  Conference,     21649 
Inter-Crest  Maritime  &  Associates.    20188 
Intercontinental  Transport  et  al..    28626 
Johnson  Scanstar  Combined  Services  et  zl., 

18432.  23195. 28918 
Lakes  &  Rivers  Transfer  Corp  et  al  , 

31618 
Leeward  and  Windward  Islands  and  Guianas 

Conference.    30900 
Long  Beach.  Ciiy  of.  et  al., 
Los  .Angeles.  City  of.  et  al. 
Lvkes  Br^s   Steamship  Co. 
25522,26695.31619 
Marseilles  North  Atlantic  U.S.A.  Freight 

Conference.     30428 
Malson  Navigation  Co   et  al..     30537 
Mediterranean  Associated  Conferences, 

1843? 
Mediterranean  US  .A   Great  Lakes 

Westbound  Freight  Conference,     19391 
Medtrans  S   A   et  al  ,    20188 
New  Orleans  Board  of  Commissioners  of 

Port,  et  al  .     23196 
New  >  ork  Freight  Bureau.    31830 
North  Atlantic  Continental  Freight 

Conference,     18306,  33364 
North  Europe  United  Slates  Pacific  Freight 

Conference,    20497 
Pacific  Coast-Australasian  Tariff  Bureau, 

23623 
Pacific  Cruise  Conference,     22193 
Pacific  Westbound  Conference,     19508, 

27987 
Pacific-Straits  Cbnference,     18306 
Palm  Beach  District,  Port  of,  et  al.,    30537 
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port  Aulhonty  of  New  York  &  New  Jersey 

PotX  f-verglades  Authiiritv  et  al  .     2;?'^5 
Puerto  Rico  Maritime  Shipping  Authority  el 

al  .     21510.  24543 
Puerto  Rico  Ports  Authority  et  al  .     18894. 

14^28 

Richmond.  City  of,  Cahf  .  et  al,.  20653 
Seatrain  International  S  A  et  al  ,  33365 
South  Atlantic-North  Europe  Rate 

.Agreement.     2049^ 
S<^^>uth  &  East  Africa  L  S  A    Conference  et 

al  ,     19509.  25523.  30428 
Tacoma.  Port  of.  et  a4  ,    2862^ 
Trar«i- Pacific  Freight  Conference.     31830 
Trans- Pacific  Freight  Conference  of 

Japan  Korea  et  al  .     25915.29040    - 
Translakes  Terminal  Corp  .     29543 
Tulsa  Port  of  Catoosa  el  al  .     21510,  3090  I 
L  S   North  Atlantic  Spain  Rate  .Agreement, 

18306 
I'nited  States  Lines.  Inc  .  et  al  .     29042 
Lnited  States  Europe  Discussion  Agreement, 

21510.  2"293 
Lnited  States  South  and  East  Africa 

Conference,     25523 


FEDERAL  PAPERWORK 
COMMISSION 

NOTICES  * 

Heajnngs.     20844.  22922 

Meetings,     26692 

Meetings,  Sunshine  Act.     19951 

FEDERAL  PAY.  ADVISORY 
COMMITTEE 

NOTICES 

Continuation  of  committee,  inquiry.     18292 

FEDERAL  POWER  COMMISSION 

RILES 

Conduct  standards,     1  745  1 ,  20459 
Electric  utilities 

Accounts,  uniform  system,  research. 

development  and  demonstration 

expenditures,    30156 
Editorial  changes,     30613,  30614.  30615 
Rate  schedules  filing,  research,  development 

and  demonstration  expenditures, 

30155 
Statements  and  reports  (schedules). 

research,  development  and 

demonstration  expenditures,     30157 
Emergency  Natural  Gas  Act  of  1977 
Emergency  regulations,  transferred  to 

Emergency  Natural  Gas  Act  of  1977. 

Administrator,     2  1  104 
Pipelines,  natural  gas.  interstate,  accounting 

and  billing  procedures,     19860 
Natural  gas  companies 
Accounts,  uniform  system,  pifjelines; 

accounting  and  billing  procedures, 

correction,     208  1 "" 
.Accounts,  uniform  system,  research. 

development  and  demonstration 

expenditures.     30159 
Certificates  of  public  convenience  and 

necessity  and  abandonment,  emergency 

facilities,  physical  removal,     29002 
Editorial  changes,     306  I  5 .  306 1 6,  306 1  " 
•     Statements  and  reports  (schedules).  Form 

40.  proved  domestic  reserves. 

correction.     20292 


Statements  and  reports  (schedules); 
research,  development  and 
demonstration  expenditures.    30160 
Organization,  operation,  information,  etc., 

17449 
Policy  and  interpretations: 
Editorial  changes.    30612 
Electric  rate  schedule  filings  and  filing  of 
comparative  rate  information,     27574 

PROPOSED  Rl  LES 

Electric  utilities 

.Accounts,  uniform  system;  report  foims, 

20303,  26436 
Application  for  amendment  of  license; 

Federal  Power  Act;  application 

procedures,     23160 
License  surrender  or  termination;  Federal 

Power  Act;  application  procedures, 

23160 
Licensed  projects,  takeover  and  relicensing; 

Federal  Power  .Act,  application 

procedures,     23160 
Licenses,  permits,  and  determination  of 

project  costs.  Federal  Power  Act; 

application  procedures,     23160 
Rate  schedules  filing,  fuel  adjustment 

clauses,  withdrawn,     22897 
Statements  and  reports  (schedules); 

residential  electric  bill  data  for  CPI, 

25337 
Natural  gas  companies: 

Accounts,  uniform  system:  base  load 

liquefied  natural  gas  terminaling  and 

processing  facilities;  separate 

classification,     30846 
Accounts,  uniform  svstem;  rep>ort  forms, 

20303,  26436 
Rate  schedules  and  tariffs,  filing;  purchased 

gas  adjustment;  extension  of  time, 

23615 
Statements  and  reports  (schedules);  base 

load  liquefied  natural  gas  terminaling 

and  processing  facilities,  separate 

classification,     30846* 
Organization,  operation,  information,  etc.: 
Federal  Power  .Act;  application  procedures, 

23160  ' 

Policy  and  interpretations: 

Emergency  Natural  Gas  Act  of  1977; 

natural  gas  volumes  allocation; 

implementation.     19154,  19895 
Rates  of  return  on  equity,  just  and 

reasonable,  natural  gas  pipeline 

companies  and  public  utilities;  extension 

of  time,    25513 
Practice  and  procedure 
Federal  Power  .Act,  application  procedures, 

23160 
Settlement  and  disposition  of  issues; 

proceeding  terminated,     30356 

NOTICES 

Emergency  Natural  Gas  Act  of  1977; 
emergencv  orders,  etc.: 
Columbia  Ga.s  of  Ohio,  Inc.,    20497,  21 137 
Columbia  Gas  Transmission  Corp.,     17910, 

19509.21135, 
El  Paso  Natural  Gas  Co.,    20499 
Honesdale  Gas  Co..     21136 
Inexco  Oil  Co  et  al.,     17522,  21137 
Larco  Gas  Corp  .     21136 
Panhandle  Eastern  Pipe  Line  Co.,     18127 
Piedmont  .Natural  Gas  Co.,  Inc.,     18896, 

19233 
Tennessee  Gas  Pipeline  Co.,     17911 


Texas  Gas  Transmission  Corp.,     17910, 
18655,  18896,  18897.  19233.  19509. 
21136 
Transcontinental  Gas  Pipe  Line  Corp., 

18655 
Transwestern  f'ipeline  Co   et  al  .     18897, 
19916 
Environmental  statements,  availability,  etc.: 

El  Paso  Natural  Gas  Co  .     27368 
Meetings: 
Gas  Policy  Advisory  Council.    ^3543. 
28921 
Meetings;  Sunshine  Act.     17580.  17940. 
18340.  18508.  18686.  18922.  19254. 
19255.  19951.  20216.  20364.  20366. 
20536.  20881,  21  169.  21  171.  21721 . 
21898,  22219.  22220.  22222.  22467. 
23027,  23222.  23224.  23580,  23690. 
25406,  25949.  25950.  26283.  26507, 
27132.  27133.  27383.  28221.  28660, 
28968,  29139,  29382.  29616.  30023, 
30269.  30467.  30574.  30743.  30968, 
31222,  31519.  31520,  31686,  32614. 
33113 
Natural  gas  companies: 
Annual  report  of  proved  domestic  gas 

reserves,  confidentiality.     23199 
Certificates  of  public  convenience  and 

necessity,  applications,  abandonment  of 
service  and  petitions  to  amend.     24313, 
28920 
Jurisdictional  sales,  rates.    21 137.  29553 
Report  of  domestic  reserves,  order  granting 

intervention.     28921 
Small  producer  certificates,  applications, 
20855:  23543,  28919 
Regulatory  information  system: 
Resf)ondent  reporting  system,  pilot  test 

program,     19906 
Technical  conferences  profxjsed,    22398 
Hearings,  etc.: 
Alabama  Power  Co  ,     19391.  26453,  27988, 

29965 
Alabama-Tennessee  Natural  Gas  Co.  et  al  , 

25528.  30673.  31188.  31619 
Alaska  Power  &  Telephone  Co  .     31624 
Algonquin  Gas  Transmission  Co  .    21  146, 

22925.  27361. 29965.  30429.  33365 
Algonquin  LNG.  Inc  .  et  al..    30901 
Allegheny  Power  Service  Corp..    29544 
American  Electric  Power  Service  Corp., 

29544.  29545 
Aminoil  Development.  Inc  .  et  al  .     31  186 
Anderson  Oil  Co  .    28587 
Appalachian  Power  Co  .    24082.  26461. 

31830 
Arbuckle.  Walter  K  ,  et  al,     19233 
Area  Rate  Proceedings.     20661 
Arizona  Electric  Power  Cooperative,  Inc   et 

al..    33055 
Arizona  Public  Ser\ice  Co..    22589,  29545 
Arkansas  Louisiana  Gas  Co  et  al.,     19392, 
20188.  21649,  25362.  25760.  26695. 
27063.  28587,  29042 
Arkansas  Oklahoma  Gas  Corp  ,     19392 
Arkansas  Power  &  Light  Co  .     19392, 

19903. 23196.  31619 
Arkansas-Missouri  Power  Co..     19903, 

30902 
Ashland  Oil.  Inc  .    21138 
Atlantic  Richfield  Co   et  al..     20853.  23877, 

25760 
Bangor  Hydro  Electric  Co.  el  al.,     19907, 

21649,  26461 
Beren  Corp.,     18649 
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Betiis.  Boyle  &  Stovall.  et  al  .    22589 
Blandin  Paper  Co.  et  al.,     33366 
Blountstown,  City  of.  Fla..    21513 
Bobcat  Oil  Co  et  al..    25355,  33059 
Bonneville  Power  Administration.     31492 
Boston  Edison  Co  .    21649.  24082.  25523, 

26453.  30242 
Brazos  River  Authority.     31490 
Bndwell  Oil  Co.  et  al..    20344.  29965 
Bromage,  Robert.     19221 
Cabot  Corp   et  al..     19510.23198 
Calhoun.  Clay  J.    28918 
California  Department  of  Water  Resources, 

29548 
Cardinal  Operating  Co..     24082 
Carolina  Power  &  Light  Co..    24083 
Central  Illinois  Light  Co  .     21650 
Central  Illinois  Public  Service  Co  .     29545 
Central  Louisiana  Electric  Co..    33366 
Central  Maine  Power  Co  .     18307.  22193. 

31620 
Central  Power  &  Light  Co   et  al  .     17901, 

25760 
Central  Telephone  &.  Utilities  Corp.,    22194 
Central  Vermont  Public  Service  Corp., 

23199 
Cincinnati  Gas  &  Electric  Co  et  al., 

22194.  24083.  27989.  29965 
Cities  Service  Co  .     26462 
Cities  Service  Gas  Co.  et  al.     18307. 

19222.  21843.  25355.  25369.  25761, 
27362.  30246,  30248.  30673.  31620 
Coastal  States  Gas  Producing  Co.  et  al.. 

18436.  23624.  29045 
Colorado  Interstate  Gas  Co  .    21650, 

24084,  27363.  27364,  29546,  30902, 
30904.  31831.  33367 
Colorado  Oil  &  Gas  Corp  .    23541 
Colorado  Springs.  City  of  Colo..     19223 
Colorado-Lte  Electric  Association.  Inc  , 

21  149, 26462 
Columbia  Gas  Transmission  Corp   et  al., 
17902.  18308,  18436.  19903.  21513. 
21514.  21515.  21651.  21652.  22590, 
25355,  25523.  29045.  29546.  30674, 
30904.  32311 
Columbia  Gulf  Transmission  Co  et  al  . 
19904.  21514.  22595,  29547,  30905, 
31187.  33059.  33060 
Columbus  &  Southern  Ohio  Electric  Co.. 

26453 
Commonwealth  Edison  Co  .     25524 
Community  Public  Service  Co  .    25356 
Connecticut  Light  &  Power  Co..     17903. 
18126.  19218.  19223.  19907.  20654. 
20655.  21653.  23624.  24084.  26453, 
27365.  30248.  31188.  31621 
Consolidated  Gas  Supply  Corp  .     17903. 
18437,  19392.  19393.  21148.  22590, 
23624.  24085.  26453.  26696,  29965, 
29966,  30905 
Consolidated  Svstem  LNG  Co  .    30248 
Consumers  Power  Co  .     18309.  19908, 

21138.  23199.  27365.  30906 
Continental  Oil  Co  .  26696  ' 
CRA.  Inc  ,     19908 

Crown  Zellerbach  Corp..     27365.  29966 
Dean.  Roscoe,  E  .  Jr  .  et  al  ,     27994 
Delmarva  Power  &  Light  Co  et  al.,    21515 

21653,  25761 
Delta.  Colo  .  Citv  of     27988 
Detroit  Edison  C o  .     19224.  21  146,  23624, 

33060 
Devon  Corp  .     23626 


Distrigas  Corp   et  al  .     2  !  5  11     3  I  62  1 . 

31627.  32312 
Dislrigas  of  Massachusetts  Corp   et  al  . 

1843".  19224. 20188.  21511.  31832 
Dixie  Well  Service,  Inc  ,     31832 
Dorchester  Gas  Producing  Co   et  al., 

33367 
East  Tennessee  Natural  Ga.s  Co  .     19224, 

30674 
Eastern  Shore  Natural  Gas  Co       23626. 

23627 
El  Paso  Alaska  Co   et  al        1843^,  19393. 

3090^ 
El  Paso  Eastern  Co   et  al.     18439.21138. 

23200.  23877 
El  Paso  Electric  Co..    20499.  21654.  24085 
El  Paso  Gas  Co   et  al  .     18656 
El  Paso  Natural  Gas  Co   et  al  .     18439. 
19904.  21141.  21516.  22595.  23627, 
24085.  25356.  27366.  29044.  29046, 
29548.  29969.  30675.  30906.  30907, 
31629,  31832,  33061.  33369 
El  Ran  Inc  .  (Operator),  et  al.,     18126 
Electric  Energy,  Inc.,     21654.  33060 
Elms  Brothers  &  Co  .     19225 
Elrod.  Hubert  K  .  et  al  .    30429 
Equipment.  Inc  .  et  al.     22195 
Equitable  Gas  Co  .    25761 
Escondido  Mutual  Water  Co  .     29550 
Exxon  Corp   et  al  .     18434.30908 
Ferguson,  Philip  C  .     33370 
Fitchburg  Gas  &.  Electric  Light  Co   et  al., 

19909 
Florida  Gas  Transmission  Co   et  al  ,    22595, 

26697.  31621 
Florida  Power  Corp..     21  148 
Florida  Power  &  Light  Co..    20655,  21516. 
22596.  26454.  26463,  27989,  29046. 
29550.  31832.  33061 
Ford  Motor  Co..     29966 
Ft   Pierce  Utility  Authority  et  al..     22928 
Gas  Research  Institute,     27675 
Georgia  Power  Co..     17904,  19224.  20656, 

2535".  26463.  29550.  33370 
Gettv  Oil  Co   et  al  .     31490 
Gillrmg  Oil  Co  .    22928 
Goldking  Properties.  Inc  .  et  al.,    25761 
Graham.  Bill  J  .    27060 
Grand  Bav  Co  .     24086 
Granite  State  Gas  Transmission,  Inc., 

17519.  31629 
Great  Lakes  Gas  Transmission  Co  ,     19393. 

26698 
Great  Southern  Oil  &.  Gas  Co  .  Inc., 

21654.  24086.  306"6 
Gruy  Management  Service  Co.,    22927 
Gulf  Oil  Corp   et  al  ,     18440,  27989.  33370 
Gulf  Power  Co,     31622 
Gulf  States  Utilities  Co  ,     17904.  19225. 
22195,  22929,  23628,  24086,  27996. 
31630 
Heather.  Mary  C  .     26455 
Heeter,  George.     28184 
Highland  Resources.  Inc  ,     29551 
Holly  Energy.  Inc  ,  et  al  ,     27991 
Huggard,  Ernest  D  .     25524 
1        Hunt  Oil  Co..     30676 
i        Idaho  Power  Co  .     18440,  19905.  21 148. 
21654.  26454.  30910 
Illinois  Power  Co  ,     17904,  18440,  19218, 

23628 
Independent  Oil  &.  Gas-  Asstx;iation  of  West 
\  irginia,     31833 


Indiana  &  Michigan  tlectnc  Co  .     17905. 
I«3()9,  1844^,  19225,20656.21149. 
24086.  26454,  29551 
Indianapolis  Power  A.  I  ight  Co..    21517 
Inter  City  Minnes<>i,i  Pipelines.  Ltd..  Inc., 

264  5"^ 
Interstate  Dnlling.  Inc  .     26455 
Interstate  Power  Co  .     18441,  21149.  33371 
Iowa  Electric  Light  &  Power  Co  .    21517. 

26463.  31^22 
Iowa  Power  &  1  ight  Co..    23628,  26463. 

26698.  24V^^ 
Iowa  Public  Service  Co  .    30676 
Iowa  Southern  Ltilities  Co  .    26464 
Iowa  Illinois  Gas  &  Electric  Co  .    23200. 

2408''.  30V  1() 
j  i.  J  Enterprises.  Inc  .  et  ah(    31833 
Jacobs.  CD  .     I8I26 
Kansas  City  Power  &  Light  Co  ,    23541. 

30677' 
Kansas  Gas  &  Electnc  Co  ,     18650,  19219 
Kansas  Power  i  I  ighi  Co.,    20499,  21150, 

27991 
Kansas-Nebraska  Natural  Gas  Co  .  Inc.. 

21150.25762.30677 
Karis  Oil  Co  .  Inc  .    22591 
Kentuckv  Ohio  Gas  Co..    22926 
Kentuckv  Power  Co..     17905,  17909,  18127 
Kentucky  Utiliues  Co  .     17910.  33371 
Kentucky  West  Virginia  Gas  Co.,    29047 
Ladd  Petroleum  Corp  .     24087 
Lake  Superior  District  Power  Co.,     19234, 

215P.  29552 
Lange.  Fredenck.    25525 
Lone  Sur  Gas  Co.,    2259 1 ,  27368 
Long  Island  Lighting  Co.,    21656,  23541 
Los  Angeles,  City  of  Calif,  et  al..    31191 
Louisiana  Land  &.  Exploration  Co.,     18441, 

2^369 
Louisiana  Power  &  Light  Co.,    30677. 

31190  . 

Louisville  Gas  &  Electric  Co.,    22195, 

26455.  26698,  29967 
Lull,  S   Hale.    30679 
Maguire  Oil  Co  .    20189 
Maloney.  Gerald  P.     33371 
Martin.  Glen  A  .  et  al.,    20854 
Martin  Exploration  Co.,    21518,  29967 
McClinton.  D   B  .     18650 
McCormick  1975  Oil  &  Gas  Program  et  al., 

306"8 
McCulloch  Interstate  Gas  Corp.,    22396, 

2535".  28588.  30911 
McGalhard  &  Sparks'.    25762 
McKehv.  Alfred  D.,    25354 
Mehnens.  Paul  H..    20658 
Mesa  Offshore  Co  ,     17905 
Metrop<.ilitan  Edison  Co.,     19226,  21656 
Metzenbaum.  Howard,  et  al.,     18651 
Michigan  Vvisconsin  Pipe  Line  Co.  et  al.. 
19905.  20189.  ::i  141.  22195,  26455. 
26699.  27992.  28588.  31630.  31833 
Mid  Louisiana  Gas  Co.,     19048,  25357, 

30242 
Mid-Continent  Gas  Storage  Co   et  al., 

21  143.  23878 
Midwest  Natural  Gas  Corp.  el  al.,    33371 
Minnesota  Power  &.  Light  Co.,     19226, 

23200.  31622,  31631 
Mississippi  Power  &  Light  Co.,    21518, 

29553.  31834 
Mississippi  River  Transmission  Corp   et  al  . 

23629.  27992,  31631 
Missouri  Edison  Co.,    30911 


APRIL- JUNE  1977,  FEDERAL  REGISTER  INDEX 


27 


^FPC 


Mis.v)uri  Utilities  Co  .    25525.  25762. 

:m56.  29553.  2'>554 
Vionongahela  Power  Co   et  al  .    225*^6, 

25525 
Montana  Power  Co  .    24088.  2W48.  3(W!  I 

32312 
Montana  DakoU  Utilities  Co  .     1 1')\0. 

1421'),  24t)87.  29555.  31631 
Montaup  E-.lectnc  Co  .     19219.  19227. 

2  1  150.  27«W3.  30678 
Mountain  Fuel  Resources.  Inc  .     24088 
Mountain  Fuel  Supply  Co  .     22196.  23200. 

24089.  26699,  3091  1 
Mt   Carmel  Public  Utility  Co  .     1844  1, 

28589 
Mueller,  Joseph  P  .     18127 
Mullins  &  Pnchard.     26456 
Nadel  &  Gussman.     19227 
Nantahala  Power  &  Light  Co  .    21147 
NatKinal  Fuel  Gas  Supply  Corp  et  al  . 

17520.  19219.  20657.  22196.  22197. 

23629.  24090.  25358.  27060.  28580. 

29590.  30678.  31632 
Natural  Gas  Pipeline  Co  of  Amenca  et  al  . 

18652.  19220.  19227,  19394.  21319, 

21657.  21658.  22597.  25358.  26464. 

27369,  28590.  30249.  30912.  31  189, 

31493 
Nektxjsa  Papers  Inc,    25358 
.Neleh  Gas  &  Oil  Corp  et  al  .    20189 
NEPOOL  Execuuve  Committee,     23542. 

24090 
.Nevada  Power  Co  .     17906.  19227,  33061 
New  England  Power  Co  .     2219^ 
Niagara  Mohawk  Power  Corp  .     19228, 

19910.  27993 
North  Amcncan  Royalties.  Inc  .     30243 
North  Counties  Hydro-Electnc  Co  .    20658 
North  Penn  Gas  Co  .     23630.  29967.  30678 
Northeast  Utilities  Service  Co  .     23630 
Northern  Illinois  Gas  Co  .    22597 
Northern  Naftiral  Gas  Co  .     18442.  18443, 

22197.  22592.  23201.  23202.  24090. 
25525.  25762.  26456.  28581.  28591, 

. 29555 
Northern  Sutes  Power  Co  .     19228.  20658. 

22198.  27370 

Northern  Utilities.  Inc  .     1  790'' 
Northwest  Pipeline  Corp  .     1  865  3 .  2  1 66  1 , 
25372.  27372.  28581.  29048.  31632. 

3  3062 

Northwestern  Public  Service  Co  .     17907, 

23283.  28591 
Northwestern  Wisconsin  Electnc  Co  . 

27373 
Occidental  Petroleum  Corp   et  al  .     27061 
Ohio  Edison  Co  .     25358.  3091  3 
OhK)  Power  Co  .     20499.  23631 
OhKi  Valley  Electnc  Corp  .     2 1  I  50 
Oil  &.  Gas  Futures.  Inc   of  Texas,  et  al  . 

20658 
Oklahoma  Gas  &  Electnc  Co  .     18435 

21659,  25526.  26464.  29556 
Oklahoma  Natural  Gas  Gathcnng  Corp  . 

31622 
Orange  &  Rockland  Utilities.  Inc  .  et  al  . 

21661 
Onngderff.  Alma.     17519 
Osbom.  W  B  .  Jr  .     31834 
Otter  Tail  Power  Co  .    23630 
Outline  Oil  Corp  .    26465 
Pacific  Gas  &  Electnc  Co  ,     18446.  19221, 

29557,  29967 
Pacific  Gas  Transmission  Co   et  al  ,     25359. 

29049,  33063 


Pacific  Interstate  Transmission  Co.,    28582 
Pacific  Power  &  Light  Co.,     17908,  18443, 

20500,  21 145.  26699.  27994,  29557, 

30678 
Pacific  States  Gas  &  Oil.  Inc.,     18128 
Pacific  Transmission  Supply  Co.,    29557 
Panhandle  Eastern  Pipe  Line  Co.,     18653, 

22396,  24091.  26465,  28583,  28584, 

31625 
Parowan.  City  of  Utah,     30674 
Pearson,  Lee,  et  al  .     23628 
Pearson.  Robert  H  .     18654 
Pennsylvania  Electric  Co.  et  al,,    23542, 

2645o 
Pennsylvania  Power  Co..     18443,  19905 
Pennsylvania  Power  &  Light  Co.,     18446 
Pennsylvania-.New  Jersey-Maryland 

Interconnection,    26457 
Philadelphia  Electric  Co.,    29558,  30913, 

32313 
Phillips.  H    H  .et  al.,     19394 
Pickeil.  Jack  W..    28592 
Pinto.  Inc  .  et  al,,    24091 
Placid  Oil  Co.  et  al.,     18443,30430 
Portland  General  Electric  Co.,     18310, 

2K592 
Potomac  Edison  Co.,     29558 
Potomac  Electric  Power  Co.,     33063 
Public  Service  Co.  of  Indiana,  Inc.,     17523, 

22929,  33372 
Public  Service  Co.  of  New  Hampshire, 

;m57.  27061,  30679,  31 190,  33063 
Public  Service  Co.  of  New  Mexico,    20658, 

20659,  21518 
Public  Service  Co.  of  North  Carolina,  Inc., 

etal.     33373 
Public  Service  Co.  of  Oklahoma,    22598, 

25526.  25763,  26457.  27061,  27994, 

29559.  29560.  31188,  33063 
Public  Utilitv  District  No.  I  of  Chelan 

Countv .'  Wash..     1 8446,  20659,  2363  1 , 

31633' 
Public  Utility  District  No.  1  of  Snohomish 

County.  Wash,  et  al.,    33063 
Puget  Sound  Power  &  Light  Co.,    23204, 

3  3  3  "^  3 
Raft  River  Rural  Electric  Cooperative,  Inc., 

30250 
Reliable  Energy.  Inc.,     18128,  26457 
Rochester  Gas  &  Electric  Corp.,     17909, 

26465 
Russell.  William  C  .     24093 
SSC  Gas  Pnxlucing  Co.,    22198 
Sabine  Pipe  Line  Co.  et  al..     18444 
Sabine  Production  Co.  et  al.,    27994 
Samson  Resources  Co.,    31835 
San  Francisco.  City  and  County  of,  et  al.. 

21656 
Santa  Barbara.  Calif,     18436 
Sea  Robin  Pipeline  Co.  et  al..     18444, 

2!  151,  22199.  23631,  25763.  28585, 

28593,  28594.  30914,  31493.  33064. 

33373 
Sears,  Herbert  W  ,    20656 
Seattle,  V,  ash..  City  of,    279«9 
Sillin.  Lelan  F.,  Jr.,    27991 
Siskiyou  County  Flood  Control  et  al.. 

27373 
Solano  Irrigation  District.     28594 
South  Carolina  Electric  &  Gas  Co.,    33373 
South  Carolina  Public  Service  Authority, 

18447.  25763,  25764.  25765 
South  Georgia  Natural  Gas  Co.,     17521, 

25765,  29968,  30243 


South  Texas  Natural  Gas  Gathering  Co., 

21518,  25765,  28594 
Southern  California  Edison  Co.  et  al.. 

18310.  18444.  18447,  21  147,  25526, 

29560,  29968.  306^9.  33064 
Southern  Connecticut  Gas  Co  .     27373 
Southern  Indiana  Gas  &  Electric  Co., 

33374 
Southern  Natural  Gas  Co..     19221,  19228, 

19395,  19906.  21151.  21519.  22598, 
24093.  24769.  29968.  30679,  31633 

Southern  Services.  Inc..     21146 
Southern  Transmission  Corp.,     17909 
Southern  Union  Gas  Co.  et  al..     19229 
Southern  Union  Supply  Co.  et  al  .    21659 
Southport  Exploration.  Inc  .    24094 
Southwest  Gas  Corp.  et  al  .     21519.  30244. 

30680 
Steed,  N.A.,  et  al.,     19511 
Stingray  Pipeline  Co.,    21319,  23204 
Sun  Gas  Co.,    318^5 
Sun  Oil  Co.  et  al..     18128,31186 
Supron  Energy  Corp..     27995 
T.E.L.  Oil  &  Gas  et  al..    30245 
Takoma,  City  of    29546 
Tallahassee.  City  of  Fla  .  et  al.,     18650, 

21513 
Tarpon  Transmission  Co.,     18444 
Tenneco  Atlantic  Pipeline  Co.  et  al..     25527 
Tenneco  Inc   et  al  .     290.  19230.  30680 
Tenneco  Oil  Co.  et  al..    21320,2537] 
Tennessee  Gas  Pipeline  Co  et  al.,     18445, 

19396,  22592,  23204,  23631,  25359, 
25776,  26466.  28595.  28928.  29050. 
29560,  30246.  30250.  31  189.  31625. 
31634, 32313.  33064.  33374 

Tennessee  Natural  Gas  Lines.  Inc  .     19906, 

25359,  31623 
Texas  Eastern  Transmission  Corp   et  al., 

18654,  19221.  21151,  22199.  26458. 

27061,  27374.  28595.  30246.  30914. 

31835 
Texjis  Energies.  Inc  .     19222 
Texas  Gas  Transmission  Corp   et  al  . 

19231, 19396.  19397.  19910.22600. 

23632,  24094.  25360.  28585.  30250 
Texas  Oil  &  Gas  Corp   et  al.     21660. 
■       31836 

Thermalito  Irrigation  District  et  al  .     29560 
Transco  Exploration  Co  .     30683 
Transcontinental  Gas  Pipe  Line  Co  .     23205 
Transcontinental  Gas  Pipe  Line  Corp  . 

19397,  19916.  20659.  21320.  21660. 
22593,  22599.  23205.  25361.  26458, 
26459,  27062.  27375,  28586.  28596, 
28921,  30684,  31187,  31190.  31623, 
33375,  33376 

TransOcean  Oil.  Inc..    23542.31623 
Transwestern  Pipeline  Co.,    27375,  30684 
Triton  Oil  &  Gas  Corp.,    21320 
Trudeau,  James  O.,    30684 
Trunkline  Gas  Co..     18656,  20660 
Trunkline  LNG  Co.  et  al..    23633.  28596, 

28928. 29335.  30246 
Tucson  Gas  &  Electnc  Co  .     20500.  25526, 

26459.  33375 
U-T  Offshore  System.     253"3 
Underuood.  R  Clay.    20659 
Union  Electnc  Co  .     21660.  23640.  26459 
Union  Light,  Heat  &  Power  Co  .     23640. 

27376 
Union  Oil  Co.  of  California  et  al  .     27059 
United  Gas  Pipe  Line  Co.  et  al.,     18445. 

|9231,  19232.  20190.  22200,  22593. 

24094.  26700.  27062 
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United  Specialties  Co  .     29968 

Upper  Peninsula  Generating  Co  .    23640 

Upper  Peninsula  Power  Co   et  al  .     19907, 

24095.  26460.  29561 
Utah  Power  &  Light  Co  .     23542.  27377, 

30685 
Valley  Gas  Transmission.  Inc..    25361, 

31626 
\aughn. John  W  .     33375 
Venus  Oil  Co  .     26465 
Vermont  Electric  Power  Co  .  Inc..     18657, 

19233.  26460.  26461.  27062 
Virginia  Electric  &  Power  Co   et  al., 

20660.  23641.  25''66.  28587,  29561 
Wainwright.  LA  .     19226 
Wallace.  Anthony  E  .     19222 
Washington  Natural  Gas  Co  .     31626 
Washington  Water  Power  Co..     30251 
West  Penn  Power  Co  .     31624 
West  Texas  Utilities  Co  .    25766.  29050. 

29336 
Western  Gas  Interstate  Co  .    25361,  25362. 

28596 
Western  Massachusetts  Electnc  Co..    21  147 
Western  Transmission  Corp  .     18657 
White.  Willis  S.  Jr,    30915 
White  Current  Corp.,    23206 
Wisconsin  Electnc  Power  Co  et  al  , 

22931    25527.  27995 
Wisconsin  Michigan  Power  Co   et  al  . 

22594.  33376 
Wisconsin  Power  &  Light  Co  .     18446, 

22200.  25530.  2859" 
Zoller  &  Dannebert.  Inc  .  et  al  .    32586" 

FEDERAL  PREVAILING  RATE 
ADVISORY  COMMITTEE 

NOTICES 

Meetings.     20345.  26244 

FEDERAL  RAILROAD 
ADMINISTRATION 

RULES 

Employee  hours  of  service 

Hours  of  Service  Act.  policy  statement. 

27596 
Sleeping  quarters  construction,    27896 
Inflation  impact  statements.     28980 
Operating  rules 

Workmen,  blue  signal,  protection,  effective 
date  postponed.    33037 
Practice  rules 

Petitions  for  reconsideration.     2''593 
Railroad  Revitalization  and  Regulatory  Reform 
Act  of  1976 
Applications  under  section  505.    28980, 
30840 
PROPOSED  RULES 
Caboose  cars,  minimum  safety  requirements; 

inquiry.     19359.  25''4? 
Inflation  impact  statements.     32277 
Operating  rules 

Workmen,  blue  signal,  protection.     20154. 
24:93 
Railroad  Revitalization  and  Regulatory  Reform 
Act  of  1976: 
Information  di.sclosure.  applications  for 
financial  assistance.     32277 
Walkways  on  bridges,  trestles,  and  simitar 
structures,  withdrawal.     22184 


NOTICES 

Petitions  for  exemptions,  etc: 

Algers,  Winslow  &.  Western  Railway  Co., 

28637 
Chicago.  Milwaukee.  St    Paul  &  Pacific 

Railroad  et  al       24793.  33404 
Chicago  L  nion  Station  et  al  .     29353 
Iowa  Terminal  Railroad  Co   et  al  .     22213 
Johnstown  &  Stoney  Creek  Railroad  Co., 

23906 
Port  .Authority  Trans  Hudson  Corp  .    22213 
South  Carolina  Public  Railwa\s  Commission. 
18916 
Preference  share  financing  appl'catKins 
Illinois  Central  Gulf  Railroad  Co  ,     33100 
Peoria  &  Pekin  Union  Railway  Co  .     30961 
Trustee's  certificates  sale  applications 
Chicago.  Rock  Island  i  Pacific  Railroad 
Co.,     31212 

FEDERAL  REGISTER  OFFICE 

RULES 

CFR  checklist.  1976  and  197  7  issuances. 
17413,  22125, 27875 

NOTICES 

Carter  Administration  executive  branch 
-__       officials,  special  supplement  to  US 
Government  Manual.     1  "^63  1.22257 
"Federal  Register  what  it  is  and  how  to  use 
It",  educational  workshops 
Atlanta.  Ga  .     3(X)15 
Denver.  Colo  ,     :o:08 
Freedom  of  information  index  requirements, 
quarterlv  guide  to  agency  material. 
2200: 
National  Fire  Codes: 

Standards,  proposed  revision    inquiry. 
25767 
Privacy*  Act: 

Publications  guidelines.     18"'60 
Svstems  of  records  and  agencv  rules.  1976 
compilation,  table  of  contents.     20560 
Record  Retention  Requirements  Guide.  1977 

edition.    29182 
Sunshine  Act  meeting  notices,  special  handling 
and  formatting 
Permanent  program.     31205 

FEDERAL  RESERVE  SYSTEM 

RULES 

Authority  delegations 

Board  employees  and  Federal  Reserve 

Banks,  specific  functions,     28522 

Board  members,  certain  personnel  and 

building  matters,  etc    revoked.     25323 
Federal  Reserve  banks,  approval  of  share 
acquisition,     30601 
Banks.  Federal  Reserve;  collection  of  checks 
and  other  items,  wire  transfers  of  funds. 
3  1  764 
Banks.  State,  membership,  loans  m  flood- 
prune  areas.     208  1  5 
Conduct  standards,    27876 
Credit  by  brokers  and  dealers. 

I  niform  n-argin  requirements  for  writing 
optio'is.     22862 
Credit  by  pers<.ins  other  than  banks,  brokers, 
or  deal.;rs 
Registratii>n   reporting  requirements,  etc.. 
29299 
Equal  credit  0(^p>>rtunit>: 

Board  interpr^ tation--.     22861 
Official  staff  interpretations.    21605 


Home  mi>rtgagc  Uisclovurt-  requirements: 
Parent  depositorv  invtituiion^   separate 

disclosure  for  subsidiaries,  and  loss  of 
exemption.     19123 
Interest  on  dep<isits: 

Individual  retirement  accounts  and  Keogh 
(H  R    10)  plans.    20286 
Nondiscrimination,  equal  employment 

oppiirtunitN .     28522 
Truth  in-lending 

Dealer  participation,  amount,  disclosure, 

19125 
Official  staff  interpretations,     17865,  18056, 
22360.  25489,  25491,  27570,  28520, 
30148.  31430 
Spanish  language  disclosures  in  Puerto  Rico, 

2(1455 
\  ariable  interest  rate  loans,  disclosure, 
20456 

PROPOSED  Rl  LES 

Bank  holding  companies: 

Management  consulting  advice,    22560 
Banking  institutions.  Slate,  membership: 

I  oans  in  flood  prone  areas,    20477 
Credit  b\  brokers  and  dealers; 

Options  exchange  specialists,  credit,    22894 
Equal  credit  opportunity 

Special  purpose  credit  programs.  Federal 
and  Slate  agencies,  "expressly 
authorized  by  law"  interpretation; 
inquiry.    25508 
Interest  on  deposits: 

Time  and  savings,  pooling  of  funds; 
withdrawn.     19350 
Truth-in-lending 
Credit  card  plan  requirements  involving     ■ 
transaction-by-transaction  billing  and 
imposition  of  no  finance  charge, 
20478 
Credit  transactions,  disclosure  requirements, 
23516 

NOTICES 

Board  actions,  applications  and  reports, 
I844T.  ,g^59   20190.  20665,  21 152. 
22399.  26245,  27063.  27996.  27999, 
29340.  30685.  32313 
Federal  Open  Market  Committee 

Domestic  policy  directives,    22202,  26701, 

333"" 
Monetary  aggregates,  longer  run  ranges. 
2354? 
Home  Mortgage  Disclosure  Act  exemption 

applications.     24314  . 

Meetings 

Consumer  .Advisory  Council.    25767 
Meetings.  Sunshine  Act.     17940,  18183, 
18341,  lh508,  18687,  19570,  19571, 
19951.  20365.  20744.  20881.  20882, 
21169.  21170,  21344,  21554,  21721, 
21898.  22220,  22633.  23222,  23935, 
23936.  24358.  25408,  25592,  25593, 
25949.  26507.  27133,  27383,  27713, 
28016,  28661.  29140.  29141.  29382. 
30023,  30024,  30574.  30968,  31686, 
32875 
Slate  member  banks,  repon  of  condition, 

20500 
Appludliim^    t:i 

Alabama  Bantorporation,    25373 
American.  Inc..     17523 
American  Bancorp.  Inc  .     23206 
American  General  Insurance  Co.,    20662 
American  State  Bancshares.  Inc.,     31837 
American  Sute  Financial  Corp.,    33065 
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Ark  Valley  Bankshares.  Inc  ,    27293 

Baldwin.  DH  .  Co  .     18128.31634 

Baritxigota.  Inc  .  et  al  .     23207 

Banco  dc  Bogt)ta  et  al  .     33378 

BankamcrK:a  Corp  ,     1  7524,  272^3.  29472 

Banker  Agency,  Inc  .    2220(1 

Banksuxk  One,  Inc  .     31634 

Berbanc.  Inc  .    23207 

Berco.  Inc  .    23207 

Brogan  Bankshares.  Inc  ,     23207 

Capnce  Corp  ,     3 1  1 86 

Central  Bancom pan y.     20194 

Central  Bancorporation.  Inc  .     26247. 

26701 
Central  National  Bancshares.  Inc  .     24313 
Central  Wisconsin  Bankshares.  Inc  .     2U662 
Chalfen  Holiday,  Inc  .     29973 
Chemical  Financial  Corp  .     20663.2221)1 
Chemical  New  York  Corp  ,     26700 
Citizens  Bancorp,  Inc  .     32316 
Citizens  Barkers,  Inc  .     27295 
City  National  Bank  Corp  .     18898 
Clevetrust  Corp  .     18898 
Ointon  Cable  TV  Co  .  Inc  .     2905  I 
Commerce  Bancshares,  inc  .     18657 
Continental  IlliTVOis  Corp  .     21661 
Country  Bank  Shares  Corp  .     22201 
Crown  Bancshares,  Inc  .     20663 
DCB  Investment  Co  .  Inc  .    28001 
Detroitbank  Corp  .    25916.  26466 
Ells  Banking  Corp  .     18898 
Equimark  Corp  .     18658 
Equitable  Bancorporation.     33065 
European-American  Bancorp  .    25373 
Farm  banc  Co  .    22935 
First  Bankers  Corp  of  Flonda,    21663. 

31837 
First  City  Bancorporation  of  Texas.  Inc  . 

25378.  30538,  31837 
First  Glenrock  Corp  .     33065 
First  Guthne  Bancshares.  Inc  .     31838 
First  International  Bancshares.  Inc  .     22935. 

31635 
First  Midwest  Bancorp,  Inc  .     25916 
First  Missouri  Banks,  Inc  ,     31636 
First  National  Charter  Corp  .     29342 
First  Northern  Bancorporation,    23543 
First  of  GrandfieW  Corp  .     25530 
First  Oklahoma  Bancorfxjration,  Inc., 

20345 
First  Secunty  Matwnal  Corp  .     33065 
First  Texas  Bancorp.  Inc.,     31  186 
Florxla  Bankshares,  Inc  .     21  154 
FroslBank  Corp  .     29974 
Fulton  National  Corp  .     28002 
Gema  Financial  Corp..     27066 
Glen-An  Corp  ,    20663 
Goodlettsville  Bancshares,  Inc  .    22402 
Granite  Holding  Corp  .    29343 
Guaranty  Bancshares  Corp..     20664 
Hamburg  Financial,  Inc  ,     19398 
Haw keye  Bancorporation,     31838 
Helmench  &  Payne,  Inc  ,     I79I2 
HinsdaJe  Capital  Corp  ,     20346 
Huntington  Banshares  Inc  .     32316 
Industrial  Loan  &  Investment  Co.,    30687 
International  Bank,     27295 
Jacobus  Co   et  al  ,     17912 
KickenlloCo,    27296 
KJossncr  Bancorporation,  Inc  .     20500 
Krey  Co   Ltd  .     18899.  29343 
KSB.  Ltd  .     23544 
Mahaska  Investment  Co  .     25530 
Manufacturers  Hanover  Corp  ,     23544. 

29975 


Marble  Falls  Financial  Corp.,    32587 
Marvville  Bancshares.  Inc.,     18899 
Mattatuck  Bancorp.  Inc.,    28599 
McCune  Bancshares,  Inc.,    23878 
Metropolitan  Bank  &  Trust  Co.  et  al.. 

;9<)52,  3  3066 
Michigan  National  Corp.,     19512.  28598 
.Midland  Capital  Co  .     26247 
Montbello  Bankcorp.  Inc..     19512 
Montgnmery.  J    R  ,  &,Co.,  Inc..    28597 
National  Detroit  Corp  ,    22402,  25531 
NBC  Co  .     21661 
NBC  Corp.     19398 
NBM  Corp..     19398 
Norris  Bancor  Ltd.,    26466 
North  Fork  Corp.,    22935 
Northeast  United  Bancorp,  Inc.  of  Texas, 

24314 
Northwest  Bancorporation.     23545 
Old  Canal  Bankshares,  Inc.,    28597 
Old  Kent  Financial  Corp.,    26701 
Omaha  State  Corp.,     19399,  30537 
Ottaw.a  Bancshares,  Inc.,     31839 
Pacesetter  Financial  Corp..    27296 
Packwood  Financial.  Inc..    23878 
Panhandle  Aviation.  Inc.,    23207 
•  PanNational  Group.  Inc.,    29052 
Peoples  Banking  Corp.,     23546 
Peoples  Credit  Co.,     19399,29975 
Peotone  Bancorp,  Inc.,     25532 
Philhpsco.  Inc  ,    27297 
Piedmont  Bankgroup  Inc.,     23879 
Preferred  Management  Co..    20664,  33379 
Republic  New  York  Corp.  et  a!.,    31636 
Republic  of  Texas  Corp..     19399,  20664, 

21662.  30538.  32587,  32588 
Roger  Billings,  Inc  .     24314 
Royal  Trust  Co  et  al  ,     19929,  21662, 

32316 
Seafirst  Corp..    23547 
Second  Charter  Financial  Corp.,    23879 
Secunt\  Bancshares.  Inc.,     19400 
Sibley  Bancorporation,     19929 
Signal  Companies.  Inc  ,     28597 
Southern  Bank  Holding  Co..    23641        ,. 
Sumitomo  Bank.  Ltd  .     17913 
Summit  Home  Insurance  Co..     18129 
SYBCorp.     24315 
Texas  Commerce  Bancshares,  Inc.,     18450, 

20500.  22935,  26701 
304  Corp..     27297 
Trade  Development  Finance  (Netherlands 

Antilles!  N  \    et  al  ,     32317 
Trans  Texas  Bancorporation,  Inc.,    27297 
Trust  Co   of  Georgia,     18450 
Union  Financial  Corp.,    29052 
United  Banks  Corp.,    26248 
L'nited  Kentucky.  Inc.,     26466 
Valley  Bancorporation,     22202 
Wachovia  Corp  .     24316,32318 
Washington  Bancorporation,    25378 
Wells  Fargo  &  Co..    24317 
Western  Michigan  Corp..    23207 
W  liber  Co.     21662 
Winner  Banshares.  Inc..     25379 
Winters  National  Corp.,     22936 
Woodford  Bancorporation,  Inc.,    21662 
Yoakum  C\iuntv  Bancshares.  Inc.,    22203 

FEDERAL  SUPPLY  SERVICE 

PROPOSED  RULES 

Inflation  impact  statements,     28559 
Property  management; 
Procurement  sources  and  programs.    28556 


FEDERAL  TRADE  COMMISSION 

RULES 

Consumers'  claims  and  defenses,  preservation; 
two-party  open  and  exemption  in 
consumer  credit  contracts.     19490 
Fair  Packaging  and  Labeling  Act;  "Cents-off" 

representations.  CFR  correction.     1057 
Organization  and  functions 

Honolulu.  Hawaii,  field  station  address 
change.     27218 
Procedures  and  practice  rules 

Adjudicative  procedures,  interlocutory 

appeals.    31591,33025 
Documents,  copies.     30150 
Documents,  time  extension  filing.     30150 
Prohibited  trade  practices 
Albano  Enterprises,  Inc  .  et  al  ,    32767 
Alexander's  Inc..     32766 
American  College  of  Radiology,    20287 
American  Consumer  Service.  Inc  .  et  al.. 

31164 
Atlantic  Richfield  Co  .     26972 
BIC  Pen  Corp   et  al..     20289 
Bryson  Implement  Co.,  Inc.,  et  al  .     19480 
Carte  Blanche  Corp.,     26973 
Cezar,  Ltd..  et  al.,     18057 
City  Stores  Co.,    26973 
Diners'  Club.  Inc..    26973 
Everseal  W aterpro<.ifing  Corp.  et  al  .     19480 
Federated  Department  Stores.  Inc..     26974 
Five  County  Builders  &  Contractors 

Associations.  Inc..     32532 
G.  &  B   Textiles.  Inc  .  et  al.,     19482 
General  Electric  Co.,    22876 
Genesco  Inc..     32767 
Globe  Newspaper  Co.,  Inc..    26974 
Gulf  Coast  Builders  Exchange,  Inc..    32533 
Hallcraft  Jewelers.  Inc  .  et  al  .     32533 
Idea  Research  &.  Development.  Inc  .  et  al  . 

19483 
Landow,  Melvin  S..  et  al..    30493 
Las  Animas  Ranch,  Inc..  et  al  .    23799 
Matsushita  Electric  Corp.  of  America, 

20290 
National  Account  Systems.  Inc  .  et  al  . 

27877 
National  Electrical  Contractors  Association. 

Inc.,    32532 
National  Meridian  Services.  Inc  .  et  al., 

20816 
National  Service  Industries.  Inc..    22876 
Paramedical  Services.  Inc  .  et  al  .     19485 
Providence  Washington  Insurance  Co   et  al., 

29478 
Richard  D.  Jones  Mortgage  Services.  Inc  .  et 

al..     20817 
Sears,  Roebuck  &  Co.,    22876,27218. 

28531 
Uncle  Bens,  Inc  .  et  al..     19487 
Walter  Switzer,  Inc.,    21273 
Trade  practice  rules,  various  industry  guides 
Obsolete  CFR  Parts  rescinded.     19860. 

31591 
Warranties: 

Settlement  procedures;  informal  disputes; 

exemption.     20290 

PROPOSED  RULES 

Consent  orders: 

Astor-Scotl,  Inc.,  et  al  .     18899 

CBS  Inc,    25335 

Copco,  Inc..    23841 

Fisher  Foods,  Inc..    23849,  29012.  29516, 

32803 
Food  Fair  Stores,  Inc  .     23847 


FEDERAL  REGISTER  INDEX.  APRIL-JUNE  1977 


Fish 


Frito-Lay.  Inc  .    20346,  23641 
Gatevkay  Overseas,  Inc  .  et  al  ,    29915 
Heirloom  Collection,  Inc  ,  et  al.,     30515 
Jetma  Technical  Institute  et  al.,     19512 
Kroger  Co.,    23843 
Men's  Wear  International,  Inc  .  et  al  . 

20668 
Minnesota  State  Medical  Association  et  al  , 

20669 
Olin  Ski  Co  .  Inc  .    24753 
Performance  Sailcraft.  Inc  .    27255 
Premier  Clothing  Co  .  Inc  .  et  al  .     32258 
Shop-Rite  Foods,  Inc  ,    23846 
TRW,  Inc.,  et  al..    28550 
TRW  Foods.  Inc  ,  et  al  ,     30516 
Union  Carbide  Corp  .    27257 
Walgreen  Co  ,    26661 
Credit  practices;  hearings,  etc  ,    32259 
Detergent  labeling;  use  of  common  name  and 

ingredient;  withdrawn,    32804 
Health  spas,    26432 

Mobile  home  sales  and  service,    26398,  2855  1 
Ophthalmic  goods  and  services;  advertising, 
reoort  availability  and  inquiry.    29917 
Procedures  and  practice  rules 
Nonadjudicative  procedures;  complainants 
names;  disclosure,     22897 
Sunshine  Act;  implementation.     33041 
Trade  practice  rules,  various  industry  guides: 
Jewelry  industry,  use  of  terms  gold  and 

silver,    29916 
Rescissions  or  revisions,  inquiry,    31457. 
32804 
Vocational  and  hotne  study  schools, 
proprietary;  advertising,  disclosure, 
cooling-off  and  refund  requirements; 
extension  of  time,    20303 

NOTICES 

Advertising,  corrective;  inquiry;  extension  of 

time,    24317 
Cigarette  testing  results;  tar  and  nicotine 

content,     19925,21155 
Investigations,  disclosure  of;  inquiry,    20502 
Meetings,  Sunshine  Act,     18509,  19571, 

20744,  20745,  21555,  22221,  23223. 

23580,  24174,  24358,  25827,  25949. 

26722,  27133,  28661,  28968,  29141. 

29616,  30469,  30968,  30969,  31222. 

33438 
Rulemaking  proceedings,  public  participation 

in,  guidelines,    3080,  32839,  32840 

FINE  ARTS  COMMISSION 

NOTICES 

Advisory  committee  review;  inquiry.    20 1 69 
Meetings,     19504,23191,29326 

FIREARMS  AND  AMMUNITION 

S^e  Alcohol,  Tobacco  and  Firearms  Bureau 

FISCAL  SERVICE 

RULES 

Bonds,  US  savings;  Senes  E  and  H  offenng, 
women,  courtesy  title  requirement 
eliminated,    25725 
United  States  retirement  plan  bonds 
Operations  transferred  to  Parkersburg 
Office.  Transactions  and  Rulings 
Division,     21611 


PROPOSED  RULES 

Withholding  of  District  of  Columbia.  State, 
and  citv  income  or  employ  menl  taxes  by 
Federal  agencies.     22  n4 

NOTICES 

Surety  coiBpanies  acceptable  on  Federal 
bonds 
AlU  Insurance  Co  .  name  change.     22614 
American  Liberty  Insurance  Co  .     30962 
Global  Surety  &.  Insurance  Co  .     18917 
Indiana  Bonding  &  Surety  Co  .     21533 
Planet  Insurance  Co  .     30962 
Statesman  Insurance  Co  ,     30962 

FISH,  FISHING 

See  Fish  and  Wildlife  Senice 
Food  and  Drug  Adminisiraiion 
Salional  Oceanic  and  Atmospheric 

Administration 
National  Park  Senice. 

FISH  AND  WILDLIFE  SERVICE 

RULES 

Endangered  and  threatened  species,  fish, 
vuldlife.  and  plants 
Captive  self-sustaining  populations  for 

various  species,  etc  .     28056 
Lizard.  St   Croix  ground.     28543 
Marianas  mallard.     28136 
Plants,  prohibitions  on  uses,  permits  for 
exceptions,  etc  .     32377 
Endangered  species  convention,  wild  fauna 

and  flora,  correctiorv.     26659 
Fishing 
Browns  Park  National  Wildlife  Refuge, 

Colo.,    30621 
Elk  National  Refuge.  Wyo  .    24060 
Hillside  National  Wildlife  Refuge.  Miss  , 

20824,  29312 
Lacreek  National  Wildlife  Refuge.  S   Dak  . 

32248 
Lake  Ilo  National  Wildlife  Refuge.  N    Dak  . 

25737 
Necedah  National  Wildlife  Refuge.  Wis.. 

26429 
Ourav  National  Wildlife  Refuge.  Utah. 

30621 
Pahranagat  National  Wildlife  Refuge.  Nev  . 

et  al  .    20301 
Ravalli  National  Refuge.  Mont  ,     20824 
Rice  Lake  NaUonal  Wildlife  Refuge.  Minn  , 

27599 
Salyer,  J   Clark.  National  Wildlife  Refuge. 

'  N    Dak  .     26428 
Sherburne  National  Wildlife  Refuse,  Minn., 

25737 
Tewaukon  National  Wildlife  Refuge.  N. 
Dak  .     22874 
Hunting 

Bowdoin  National  Wildlife  Refuge.  Mont  . 

28545 
Hatchic  National  Wildlife  Refuge.  Tenn  , 

32801 
Kirwin  National  Wildlife  Refuge.  Kans., 

30373.  32248 
Ravalli  National  Wildlife  Refuge.  Mont.. 

32552 
Red  Rock  Lakes  National  Wildlife  Refuge. 

Mont  .     30621 
Salyer,  J   Clark,  National  Wildlife  Refuge. 
N.  Dak..    33307 


Inflation  impact  statements,    26428,  27599, 
28137,  29312,  30373,  30621,  32248, 
32249,  32377,  32552,  32801.  33309 
Migratory  bird  hunting. 

Steel  shot,  use  of  for  waterfowl  hunting  in 
I9'''"  seas<.in.     21616 
Organization  and  functions: 

Wildlife  permits,  address  change.    21 1 10 
Plants,  endangered,  prohibitions  on  uses, 
permits  for  exceptions,  etc.,    32377 
Public  access,  entry,  use.  and  recreation: 
Back  Bav  National  Wildlife  Refuge.  Va., 

:?i54 

Izembck  National  Wildlife  Range,  Alaska. 
29312 
PROPOSED  Rl  LES 

Endangered  and  threatened  species;  fish, 
wildlife,  and  plants: 
Boa.  ground  iguana,  and  blind  snake,  Mona 

Island.     2^003 
Crocodyha.     18287,20644 
Golden  Coqui.     18106 
Pine  Barrens  treefrog,     18109 
Rattlesnake.  New  Mexican  ridge-nosed, 

2"tKi'' 
Snake,  Atlantic  salt  marsh.     28165  - 

Toad.  Houston,    27009 
Turtles,    28903  . 

Wolf,  gray,    29527        ! 
Hunting  '^ 

Hatchie  National  Wildlife  Refuge   Tenn., 

;290? 
\  aleniine  National  Wildlife  Refuge.  Nebr., 
30524 
Inflation  impact  statements,     27005,  27009, 

2''0I0.  28166.  29530,  30524,  33355 
Marine  mammals 

Otter,  marine,  designation,     30659 
Migratory  bird  hunting 
Seasons,  limits,  and  shooting  hours 

establishment,  etc  .     26669 
Toxic  shot  in  nontoxic  shot  zones,  use  for 
waterfowl  hunting.     33354 
Stamp  contest,  migratory  bird  hunting  and 
conservation.     30524 

NOTICES 

Emergencv  exemption  endangered  species. 

Wolf,  eastern  timber.     23552 
Endangered  and  threatened  species  permits; 
applications.     17534,  17535.  17920. 
18663.  18665.  18666,  18667,  18668, 
19518,  19520.  19521.  19523,  19525, 
20510,  20512.  20513.  20515.  20516, 
21327,  21329,  23552.  23553,  23554, 
23555,  23556,  24336,  24337,  24340, 
25537,  25539.  25540.  25541,  25542. 
25543, 26705,  26706. 26707,  27680, 
27682.  27683.  27684,  30007,  30009, 
30551,30553,30554,31193,31194. 
31196,  31197,  33087,  33089,  33090. 
33092.  33093.  33094,  33095,  33096 
Marine  mammal  applications,  etc.: 
California  Department  of  Fish  and  Game, 

23557 
Lentfer.  Jack  W.,    30010 
Siniff  Dr   Donald  B  .     31  198 
University  of  Califi'rnia.     25924 
University  of  Montana      31198 
Marine  mammals 

Walrus.  Pacific,  seav^ns  and  hag  limits, 
25924 
Migratory  bird  hunting: 

Early  seasons  set    hearing,    26709,  29345 
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Pipeline  applications: 

Delta  National  Wildlife  Refuge.  Plaquemines 
Pansh.  La  .     19238 

FLOOD  ASSISTANCE 

See  l-.n/iineerf  Corps 

Federal  Disasler  AsMsiame  Admintslralton 
Federal  Insurance  Adminulralton. 

FOOD  AND  DRUG  -- 

ADMINISTRATION 

RILES 

Adminislrative  practices  and  procedures 
Reorganization  and  republication. 

correction.     19127 
Animal  drugs,  feeds,  and  related  products 
Amprolium.  cthopabate.  and  bacitracin 

methylene  disalicylate,    2 1  77 1 
Antibiotic  drugs.     23150 
Antibiotics,  introfuran.  nitrofuran.  and 

sulfonamides.     18614 
Bacitracin  and  bacitracin-containing  drugs. 

27239 
Bambermycins.  sponsor  name  change. 

18060 
Bambermycins.  zoaJene.  and  roxarsone, 

20817 
Butachlor.     18620 
Carcinogenic  residues,  extension  of  time. 

24254 
Chk)ramphenicol.  correction.    29859 
ChJorofluorocarbon  propellants  m  self 

pressurized  containers,  warning 

statements.    22033.  31449 
Dexamethasone.    24255 
Diethylcarbamazine  citrate.     23600 
0-(  Ethyl  0-(4-(methylthio)phenyl)  s-propyl 

phosphorodithioaie.    29857 
Glycopyrrolatc.    28535 
Lenperone  hydrochloride.    20817 
Medicated  blocks,  extension  of  time. 

23149 
Melengestrol  aceUte.    28535.  32770 
Mcthoprene.    22363 
Moncnsin.     19144 
Nihydrazone.  revoked.     18619 
Nitrofurantoin.     19143 
Nitrofurantoin  tablets  and  boluses;  sponsor 

name  change,     19861 
Nonstandardized  animal  foods,  common 

names;  correction.    24254 
Oxytetracycline  hydrochloride.    32229 
Penicillin  ointment,     19861 
Pentazocine  lactate.     31450 
PoloxaJene.     21281 
Pyrantel  pamoate  suspension.    28534 
Sponsor  name  change.  Abbott  Laboratories. 

31450 
Sponsor  name  change,  Bayvet  Div  of  Cutter 

Uboratones,  Inc.,    29858 
Streptomycin  and  streptomycin-contammg 

drugs,    21276,29003 
Sulfamethazine.    29003 
Tebuthiuron.    23149 
Tyloun.     18060,25854 
Ztnc  bacitracin,  sponsor  name  change, 

18060 
Beans,  canned  green  and  wax;  identity 

standards  and  quality.     30359.  30360 
Bwlogical  products. 

Bacterial  standaitis,  normal  serum  aJbumm 

(human)  and  plasma  protein  fraction 

(human),     27582,29859 


Blood  and  blood  products,  standards; 

cryoprecipilated  antihemophilic  factor 
(himan).     21774.  31450 
Blood  and  bkxxl  products,  standards; 
normal  serum  albumin  (human)  and 
plasma  protein  fraction  (human), 
27582.  29859 
Diagnostic  substances  for  dermal  test 
standanH,  norma]  serum  albumm 
(human)  and  plasma  protem  fraction 
(human),    27584,29859 
Diagnostic  substances  for  laboratory  test 
standards,  normal  serum  albumin 
(  human )  and  plasma  protem  fraction 
(human).     27585.29859 
Recodification  and  edrtonal  changes; 

correction.     19142 
Standards,  general,  normal  serum  albumin 
( human )  and  plasma  protein  fraction 
(human).    27582.  29859 
Vaccines,  viral,  standards,  normal  scrum 
albiimm  (human)  and  plasma  protein 
fraction  (human).     27582.  29859 
Color  additives: 
Carmine,     32228 

D&C  Red  No    17.  effective  date  confirmed, 
27225 
Color  certification: 

D&C  Red  No    1  7,  effective  date  confirmed, 
27225 
Cosmetics 

Chlorofluorocarbon  propellants  in  self- 
pressunzed  containers,  wammg 
sutements,     22033,31449 
Ruorocarbon  propellant  ingredients, 
labeling,  establishment  of  names, 
24255 
Hypoallergenic  products;  labelmg  stay  of 

effective  date,     30361.  32229 
Labeling,  ingredient  designation,     18061, 
25855 
Dietary  foods,  vitamin  and  mineral  products, 

20296 
Dressings,  French  and  salad,  and  mayonnaise; 
identity  standards,  effective  dale 
confirmed,    25325 
Drug  labeling: 

Information  commonly  known;  "fiill 
disclosure".,    27227 
Environmental  impact  considerations; 
Applicability;  proceduraJ  changes,     1 9990, 
25854 
Food  additives: 
Adhesive  coatmgs  and  components,  resmous 

and  polymeric  coatmgs,    2 1 77 1 
Chemicals  used  in  flume  water  to  wash 

sugar  beets.    29856,  32229 
Coatmgs;  dodecyl  benzenesulfonic  acid, 

curing  catalyst.     I  86 1 0 
Coatings,  polyethylene  phthalate  polymers; 

beverage- holding  pouches.     18611 
Styrene  block  polymers.     28534 
Synthetic  flavoring  substances  (tomato), 
23148 
Food  for  human  consumption: 

Frozen  desserts,  ice  cream,  ice  milk,  etc.; 

identity  standards.     19132 
Frozen  desserts,  mellonne,  identity 

standards,  efTective  date  confirmed, 
19137 
Food  labeling: 

Foods  that  are  nor  meaningful  sources  of 
nutrients,  effective  date  established; 
cross  reference.    27225 


Protein,  fat  and  carbtihydrate;  content 
declaration.     27226 
Hearings,  public 

Rcorganizatwn  and  republication; 
correction.     19127 
Human  drugs 

Bacitracin  and  bacitracin  zinc.    27228 
Cefazt>lin  sodium,  sterile.     18059 
Chlorofluorocarbon  propellants  in  self 
pressurued  containers,  warning 
statements.     22033.31449 
Erythromycm  ethylsuccinate.    29858 
Insulin,  drugs  containmg.     27227 
Intrauterine  contraceptive  devices.    23777, 

25854 
Net)mycin  sulfate,  sterile,  and  polymyxin  B 

sulfate  solution,     1 8059 
Over  the -counter  drugs,  testing  of  category 

lU  active  ingredients,     19141 
pH  test  method.    29857,31449 
Recodification  and  editorial  changes; 

correction,     19142 
Streptomycin  and  streptomycin-containing 

drugs.     21275 
Tests  of  antibiotics,  streptococcus  faecium. 
name  change.     18058 
InflatKtn  impact  statements,    23783,  27585 
Information,  public: 

Environmental  impact  considerations, 
19989 
Medical  devices: 

Chkirofljorocarbon  propellants  in  self- 
pressunzed  containers,  warning 
statements.     22034.  31449 
Intrautenne  contraceptive  devices;  patient 
labehng.     23780.  25854 
Mushrooms,  canned;  klentity  standards, 

30358,  31449 
Organ izatwn  and  authority  delegations: 

Director  and  Deputy  Director  et  al..  Bureau 
of  Drugs;  approval  of  new  drug 
applications,    28533 
Regional  Food  and  Drug  Directors  and 
District  Directors;  minor  violatkins 
reports,     32770 
Vetennary  Medk;ine  Bureau,  Dirisctor, 
29856 
Packaging  and  labeling;  food,  drugs,  cosmetics, 
and  devices: 
Chlorofluorocarbon  propellants  in  self- 
pressurized  containers;  warning 
statements,    22033,31449 
Pesticide  tolerances  in  food: 
O-Ethyl  0-< 4-(  methylthk) )phenyl )  s-propyl 

ohosphorodithwate.    29857 
Tebuthiuron,    23149 
RadK)logical  health: 

Electronic  product  reporting  guidelines; 
data,  reports,  certification  labels,  etc.. 
18062 

PROPOSED  RULES 

Administrative  practices  and  procedures: 
Ruorocarbons  in  self-pressurized  containers, 

24536 
Animal  drugs,  feeds,  and  related  products: 
Antibacterials  in  animal  feeds.    27264 
Fluorocarbons  in  self- pressurized  containers, 

24536 
Glyphosate.    32262 
Penicillin-streptomycin  combinations, 

29^28 
Sacchann  and  its  salts,     19996,  20009, 

25339 
Sampling  procedure;  new  drug  applications; 

correction,     18621 
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Biological  products 

BicxKl  and  blood  products;  human  source 
plasma,  repeated  plasmapheresis  of 
donor.     25339 
Cereal  flours  and  related  products:  butylated 
hvdroxytoluene.  use  restrictions,    27603, 
30389  ' 
Cosmetic  products 

Fluorocarbons  in  self-pressurized  containers. 

prohibition  on  use.    24536 
Sacchann  and  Its  salts.     19996.20009. 
25339 
Drug  labeling.      ^ 

Information  commonly  known,  exemption 

revocation,    27263 
Thyroid,  digiulis.  and  related  dnjgs  for 

human  use.  obesity  treatment  warnings. 
27262.  30867 
Environmental  impact  consideratiorts: 
Devices,  exemptions  from  Federal 
preemption;  Slate  and  local 
requirements.     30383 
Food  additives: 
Butylated  hydroxytoluene.  use  restrictions, 

27603.  30389 
Caprylic  acid.    30390 
Polychlorinated  biphenyls.  reduction  of 

temporary  tolerances.     17487,21816 
Saccharin  and  its  salts,     19996,  20009. 
25339 
Food  for  human  consumption 

Fluorocarbons  in  self-pressunzed  containers; 

prohibition  on  use.    24536 
Saccharin  and  its  salts,     19996,  20009. 
25339 
Food  labeling;  nutrition  labeling  for  foods  not 
meaningful  sources  of  nutrition 
withdrawn;  labeling  compliance  effective 
date  esUblished.    27261 
Fruit  butters,  jellies,  preserves,  etc  ;  sacchann 

and  its  salts.     19996.20009 
Fruits,  canned,  saccharin  and  its  salts,     19996. 

20009 
GRAS  or  pnor-sanctioned  ingredients: 
Butylated  hydroxytoluene;  use  restrictions. 

27603,  30389 
Caprylic  acid.    30390 
Postassium  iodine  and  potassium  and 

calcium  iodates.     29925 
Propylene  glycol  and  propylene  glycol 
monostearate.    30865 
Heanngs.  public 
Devices,  exemptwns  from  Federal 

preemption;  State  and  local  device 
requirements,    30383 
Human  drugs 
Antibiotic  drugs,  certification;  sampling 

procedure;  correction.     18621 
Antibiotic  products,  over-the-counter 
topical;  monograph  establishment, 
1,7642.  21816 
Ruorocarbons  in  self-pressurued  containers; 

prohibition  on  use.    24536 
Hexachlorophene,    20313 
Over-the-counter  drugs,  conditions  for  use 
and  labeling  of  inactive  ingredients, 
19156.  24279 
Radioactive  drugs,    23161 
Sacchann  and  its  salts.     19996,  20009. 
25339 
Inflation  impact  statements.     19996.  20009, 
23161,  25340.  27263.  27264,  27609. 
29925.  29928.  29929.  30389,  30391 


Labeling: 

Over-the-counter  drugs,  conditions  for  use 
and  labeling  of  inactive  ingredients. 
19156,  242^9 
Marganne,  butvlated  hvdroxvtciluene,  use 

restnctions.     27603.  30389 
Medical  devices 

Exemptions  from  Federal  preemption.  State 
and  local  device  requirements.     30383 
Fluorocarbons  in  self-pressunzed  conuiners: 

prohibition  on  use.     24536 
Good  manufactunng  practices,  heanng, 

32805 
Preemption  requirements,  exemption; 

California  application,  heanng,     25919 
Milk,  lovk-fat  and  skim,  idenlitv  standards,  use 
of  stabilizers  and  emulsifiers,  extension  of 
time,     21295 
Milk  and  cream,  cultured  and  acidified 
buttermilk,  yogurts,  milks,  and  eggnog 
identity  standards.     29919 
Peas,  canned,  identity,  quality,  and  fill  of 
container  standards.     290 14,  31812, 
32805 
Pesticide  tolerances  in  food: 

Glyphosate.    32262 
Radk>logical  health 

Laser  products;  performance  sundards, 

17495 
X-ray  systems,  performance  standards, 
17494 

NOTICES 

Animal  drugs: 

Clinical  trials;  reporting  guideline, 

availability.    23167 
Furaltadone.     17526.  18660 
Furazolidone,  et  al..  correction,    24328 
Hakx;arbons,  inquiry,     21843,  26468 
Hexederm,  derma-hex,  and  fun-jex  sorays; 

approval  withdrawn,    31496 
Nihydrazone,  approval  withdrawn,     18660 
Nitrofurazone-penicillm  gel.  approval 

withdrawn.     19922 
Penicillin-streptomycin  premixes;  heanng. 

29999 
Sulfamethazine  spanbolct;  approval 
withdrawn.     29105 
Beverages  in  glass  and  plastic  containers, 

extension  of  time.    23168 
Biological  product  licenses 

Metabolic.  Inc  ,  revocation.    24328,  24329, 
27678 
Biological  products: 

Halocarbons.  inquiry,     21843.  26468 
Limulus  amebocyte  lysate,  laboratory 
procedures  guideline,  availability. 
23167 
Plasma,  source  (human),  shipment  without 
license,     18129.  25381 
Color  additives,  petitions  filed  or  withdrawn 
Aluminum  powder,  etc  .     2''299 
Cosmetic,  Toiletrv  &  Fragrance  Association 
Inc  ,     27299,'  30893 
Committees,  establishment,  renewals,  etc.: 
Bactenal  Vaccines  and  Toxoids  Review 

Panel.     23168 
Hemorrhoidal  Drugs  Review  Panel,     23168 
Obstetncal  and  Gynecological  Device 

Classification  Panel.     3;?!9 
Opthalmic  Drugs  Review  Panel.     23168 
Viral  Vaccines  and  Rickettsial  \  accines 
Review  Panel.     2?1M< 
Cosmetics 

Halocarbons,  inquiry.    21843,26468 


Drug.  {>esiicide.  and  mdusinal  chemical 
residues  in  animal  feeds,  etc  . 
investigatKins.  memorandums  of 
understanding 
Iowa  Sute  Department  of  Agriculture. 
25380 

Fotxl  additives: 

Acrvlomtrile  copolymers  beverage 

containers,  heanng  and  prehearing 

conference.     17529 
Industrv  survey  questionnaire,  availability. 

30894 
FcKxl  additives,  petitions  filed  or  withdrawn: 
Dow  Chemical  ISA..    20347.  23170 
General  Focxls  Corp..    23170,  27299 
Kav  Chemical  Co  ,    23170 
Miralin  Co..    26467 
Southern  Sizing  Co..    22405 
Witco  Chemical  Corp..    28624 
Voshitomi  Phamaceutical  Industries.  Ltd., 

23174 

Food  for  human  consumption; 

HakKarN-ins.  inquiry.     21843.  26468 
Food  labeling,  manufacturers,  packers,  and 
distributors,  mandators  uniform  effective 
date  for  regulations,     19234  y 

Food  product  inspection  and  grading; 

co<')perative  working  arrangements; 

memorandum  of  agreement  with 

Agncullural  Marketiiig  Service.    20350 
GRAS  or  pnor-sanctioned  ingredients. 

heanngs.     17526,21322.27676.28600. 

29105.  31840.  32840 
GRAS  or  pnor-sanctioned  ingredients, 

information  availability,    30431 

GRAS  status,  petitions 

Acetate,  magnesium  and  zinc,  in  vitamin- 

mmerai  food  supplemenu.     24328 

Berries,  miracle  fruit,  concentrates,  and 

extracts.     26467 


Glucose  isomerasc  enzyme. 


:98. 28601 
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L-lysine  monohvdrochlonde  and  DL- 

methionine.     20347 
Lactase  enzyme,     20348 
Protein.  panialK  hvdrolvzed.  withdrawal. 
21853 
Halocarbons  in  human  food,  drugs,  biological 
products,  cosmetics,  animal  feed  and 
drugs,  medical  devices,  and  packaging, 
inquiry.    21843 
Health  care  and  services;  meetings.     22405, 

28624 
Human  drugs 

Azanbine  tablets.     29998 

Azuresin.  guanidine,  etc.,    25379 

Corticotropin,  correction,    27298 

Colhvrobal.     28602 

Delcozine  drops,  hearing.     30002 

Dipvrone.  approval  withdrawn.     30893 

Elixir  daldrin  et  al  .  approval  withdrawn, 

29104.  31840,  32840 
Halocarbons.  inquirv.     21843.26468 
Indocyanine  green  injection;  efficacy  study 

implementation.     31495 
Oral  contracepiives.     27303.  30894 
Oral  reserpine  dosage  forms;  approval 
withdrawn  for  over  1  milligram. 
21844.  26468 
Pancreatic  dornase.     27299 
Phenformin,  heanng.     21845 
Phenformin  hydrochloride.    23170,  27301 
Phentolamme  hydrochloride,    27301,  30895 
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Phentolamine  mesycate.     27301.  308*^5 
Statobev,     2  5917 
Sulfonamides,  system.     20857 
Thyrotropin  for  injection,  hearing.     18661 
X  Olag  plus  and  orphengesic  tablets, 
hearing,     21847 
Medical  devices 

Clafisification  panels,  voting  and  nonvoting 
«        members,  etc  ,  nominations  requests. 

20348,  20344 
Halocarbons,  inquiry,     21843,  26468 
Meetings 

Advis*irv  committees,  panels,  etc  .     17530. 
1    18659.  19917,  19922.  20856.  22405. 
!   23167.  24320,  24326.  27677.  286<)2. 
:    29103.  29105.  29998.  30432.  30887, 
30888,  32319 
Health  care  and  services.     22405.  28624 
Shellfish  Sanitation  Workshop.  10th 

.National.     28623 
ToKicological  Research.  NatJor.aJ  Center  f5r. 

32319 
Ultrasound  sources,  biological  efi"-cts  and 
characterizations.     20859 
Packaging  and  labeling,  halocarbons.  inquiry. 

21843,  26468 
Radiological  health,  performance  sundard 
vananccs 
Xrav  systems,  diagnostic.     19921.  23169 
Railroad  interstate  conveyance  sanitation. 

discharge  of  wastes,  inquiry.     28601 
Review  Panel  on  New  Drug  Regulation  Final 

Reports,  availability,  inquiry.     30432 
Shellfish  SanitatKin  Workshop.  10th  National. 

meeting.     28623 
Tomato  juice  concentrate,  identity  standard; 
temporary  permits  for  market  testing, 
25380 
Toxic  substances 

Carcinogenicity  testing  methods,  meeting. 
32319 
Ultrasonic  sources,  biological  effects  and 
characterizations,  meeting.     20859 

FOOD  AND  NLTRITION  SERVICE 

RULES 

Child  nutrition.  nonfot^)d  assistance  programs 
Funds,  second  apportionment  for  1977sPY. 
23155 
Child  nutrition  programs 
Meals  and  milk  in  schcx)ls.  free  and  reduced 
I     price,  eligibility,  Puerto  Rico  and  Virgin 
Islands.     20810 
Food  stamp  program 
Definitions,  etc  .     32255 
»      Retail  fcK)d  stores,  etc  .  participation. 

withdrawal  of  authoruation  procedures. 
23599 
Retail  fixxj  stares,  etc  ,  participation, 
♦         '      applications,  coupon  redemption  and 
violation  charges,     20283 
State  agencies  and  eligible  household 
participation,     26409 
FiKxl  stamp  program.  State  agencies  and 
eligible  household  participation,  list 
Alaska,     26002 
Continental  States  and  District  of  Columbia. 

22357,  28516 
Guam,     26007,  30831 
Hawaii.     26003 
Puerto  Rico.     26(X)4 
Virgin  Islands,     26005 
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InflatKin  impact  statements,     23155,  26003, 
26004,  26005,  2600*,  26008,  26409. 
32255 
InformatKin.  availability: 

Address  changes.     23155 
NonfiHxl  assistance  programs,  child  nutrition: 
New  regional  office.  Mountain  Plains 
Region,  correction.     18587 
Sch<x)l  breakfast  program 

Participation  requirements,  CFR  correction. 
27565 
Sch<x)l  lunch  program.  National: 

New  regional  offKe.  Mountain  Plains 

Region,  correction,     30  355 
Procurement  standards,  CFR  correction. 
27565 

PROPOSED  RULES 

Ftxxi  stamp  program 
Definitions,  etc  .     32256 
State  agencies,  administrative  costs;  Indian 
reservatxins,  welfare  districts,  etc.  as 
project  areas,     32256 
State  agencies  and  eligible  household 
participation,     28546 
InflatKin  impact  statements.     32256 
Summer  fotxl  service  program  for  children: 
Milk-based  products,  formulated  fortified; 
alternate  food  for  meals,  correction, 
23606 

NOTICES 

Child  nutrition  programs 

Meals  and  milk  in  schools,  free  and  reduced 
pnce.  eligibility,  income  poverty 
guidelines  for  determining.     29030 
Meetings 
Child  Nutntion  National  Advisory  Council, 

22385 
Maternal,  Infant  and  Fetal  Nutrition 
Advisorv  Council.     28563 
Women,  infants  and  children;  special 

supplemental  food  program,  hearings, 
25889 

FOOD  SAFETY  AND  QUALITY 
SERVICE 

RULES 

Establishment  of  CFR  Chapter  and  transfer  of 

AMS  regulations,     32514 
Fruits  and  vegetables  (canned  or  frozen); 

grade  standards,     22356 
Meat,  grading,  certificatxin.  and  standards: 

Fees,  increase.     27208 
Meat  and  poultry  prtxiucts.  inspection; 

establishment  of  agency  responsibilities, 
22373 
Practice  rules 

Inspection  and  grading  services;  withdrawal, 
32515 

PROPOSED  RULES 

Eggs  ard  egg  products,  inspection,  imports 

from  Canada.     27249 
Grapes  (eastern  type),  processing  and  freezing; 

grade  s  andards.     3{K>26 
Meat,  gradi.  g.  certificatK)n.  and  standards: 
Beef,  carcass,  standards  for  grades.     293 1 3 
.Metal  cabinets  or  lockers  for  grading 
equipment  storage.     23514 
Milk  and  milk  products,  sediment  standards. 

27011 
Peaches,  canned,  clingstone;  grade  standards. 

21746 
Sirup,  maple,  grade  standards.     21752 
Strawberries  (frozen),  grade  standards,    21742 


NOTICES 

Agency  establishment.     20165 
Meetings 

Nitrites  and  Nitrosamines  Expert  Panel. 
24294,  29938 

Salmonella  Advisory  Committee.     29031 
Metric  measurements,  use  of  inquiry,     23182 

FOREIGN  AID 

See  Agenc;  for  Iniernational  De\elopment. 
Stale  DeparimenI 

t^OREIGN  ASSETS  CONTROL      * 
OFFICE 

RULES 

Cuban  assets  control: 

Travel,  authorized,  incidental  transactions, 
25499 
Finland;  foreign  assets  and  transaction  control, 

correction,     27199 
Poland  and  Danzig,  foreign  assets  and 

transaction  control,  correction,     27199 
Rhodesian  sanctions: 

Import  prohibitions;  strategic  and  critical 
materials,  ferrochromium  and 
chromium  steel  products  from  any 
country,     18074,27199,31453,33289 
y  Steel  mill  products  in  transit  on  March  18. 
'''  1977.     26653 

NOTICES  ^ 

Rhodesian  sanctions;  imports  of 

ferrochromium  and  chromium-bearing 
steel  products  from  listed  countnes. 
Korea.    32607 

FOREIGN  CLAIMS  SETTLEMENT 
COMMISSION 

RULES 

German  Democratic  Republic,  deadline  for 
filing  claims  against;  forms,  attorney  fees. 
etc.     24741 

NOTICES 

German  Democratic  Republic,  deadline  for 

filing  claims  against,     24770 
Meeungs.  Sunshine  Act,     17940,  18921, 

21344,  21721,  23579,  28016,  32875 

FOREIGN-TRADE  ZONES  BOARD 

NOTICES 

Foreign  trade  zone  applications: 

Boston,  Mass  ,     18901 
Louisville,  Ky  ,     29323 
Miami,  Ra.     28185 
New  Bedford,  Mass.,     18901 
Niagara.  NY.     33379 
Pittsburgh.  Pa  .     22391 
Salt  Lake  City.  Utah.     29324 
San  Francisco,  Calif,     24076 


FOREST  SERVICE 


; 


RULES 

Administration 

Administrative  review  procedures,     32781 
Grazing 

Horses  and  burros,  wild-free  roaming,  on 
National  Forest  System  lands;  removed. 
30838 
Reference  amendment;  correction.     24739 
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Horses  and  burros,  wild-free  roaming; 

management  on  National  Forest  System 
lands.     30838 
Organization  and  functions: 

Land  management  units  and  addresses; 
listing,  update,    32230 
Prohibitions.     24266.  24739,  27244.  30503, 

31789 
Range  management 

Horses  and  burros,  wild-free  roaming; 

management  on  National  Forest  System 
lands,  helicopter  use.     30838 
Timber,  sale  and  disposal.     17876.21777. 

28254 
Timber  management  planning.     28254 

PROPOSED  RULES 

Grazing: 

Horses  and  burros,  wild  free-roaming; 

prohibitions.     26662 
Livestock  on  National  Forest  System  lands. 
33470 
Land  uses,  electric  power  transmission  lines. 

rights  of  way.    21818 
Occupancy  and  use  of  developed  sites. 

prohibitions,     26662  • 

Prohibitions,     24290.  26662 
Timber;  sale  and  disposal,  transfer  of 

purchaser  credit.     32808 
Wilderness,  primitive  areas,  land  use,  etc.; 
prohibitions,     26662 

NOTICES 

Environmental  statements;  availability,  etc 
Alaska  National  Forests,  herbicide  use, 

Alaska.    25515 
Angeles  National  Forest.  San  Gabriel  Unit. 
Land  Management  Plan.  Calif .     25515 
Aroostook  County,  etc  .  Cooperative  Spruce 
Budworm  Supression  Project,  Maine, 
22563 
Ashley  National  Forest,  Timber 

Management  Plan.  Utah  and  Wyo.. 

28180 
Big  Creek  Dam  ElS-Selway-Bitterroot 

Wilderness.  Mont  .     26235 
Carson  National  Forest.  Red  River  Ski  Area. 

N   Mex  ,    31613 
Clearwater  National  Forest,  serai  brushfields 

burning  for  big  game  habitat 

improvement,  Idaho,     18292 
Cooperative  Western  Spruce  Budworm  Pest 

Management  Plan.  Oreg   and  Wash  , 

23867 
DeSoto  National  Forest.  DeSoto  Timber 

Management  Plan,  Miss.,    21302 
Eldorado  National  Forest,  Sierra  Ski  Ranch 

Expansion,  Calif,     18414 
Eldorado  National  Forest,  Timber 

Management  Plan,  Calif,     18292 
Francis  Marion  National  Forest,  Francis 

Marion  Unit  Plan  and  Timber 

Management  Plan,  SC.     18624 
Gallatin  National  Forest.  Mount  Hebgen 

management  alternatives,  Mont, 

25748 
Green  Mountain  National  Forest.  Deerfield 

River  Area  Land  Use  Plan.  Vt.     27019 
Gypsy  Moth  suppression  and  regulatory 

program,  N.J   and  Pa  ,     22186 
Helena  National  Forest.  Ophir-Dog- 

MacDonald  Pass  Planning  Unit.  Mont  , 

25748 
Idaho  Panhandle  National  Forest.  Boulder 

Planning  Unit,  Idaho.    22915 


Idaho  Panhandle  National  Forest,  Lamb- 
Upper  West  Branch  Planning  Unit, 
Idaho,     23183 
Idaho  Panhandle  National  Forest,  serai 

brushfields  burning  for  big  game  habitat 
improvement.  Idaho,     1829j 
Klamath  National  Forest.  King  L  nit.  Land 

Management  Plan.  Calif  .     19362 
Kootenai  Natxinal  Forest.  Hornet  Planning 

Unit.  Mont  .     20481 
Lincoln  National  Forest,  Eagle  Creek  Dam 

and  Reservoir,  N    Mex.     22187 
Lolo  National  Forest.  Ninemile-Mill 

Planning  Unit.  Mont  .     25749 
Lolo  National  Forest.  Prospect  Planning 

Unit  Multiple  I  sc  Plan.  Mont  .     20839 
Malheur  National  Forest.  John  Day  Planning 

Unit.  Oreg  .     25748 
Mt    Baker-Snoqualmie  National  Forest, 

Skagit  River  basin  study.  Wash  .     32286 
Mt   Hood  National  Forest.  Meadows  Ski 

.Area.  Oreg  .     26446 
Nezperce  National  Forest,  serai  brushfields 
burning  for  big  game  habitat 
improvement.  Idaho.     18292 
Northern  Region.  Western  Spruce  Budworm 
Pest  Management  Plan.  Missoula. 
Mont.     21635 
Ochtx:o  National  Forest.  Timber 

Management  Plan  revisKm.  Oreg 
extension  of  time.     21634 
Oregon-Washington  vegetation  management 

with  herbicides.     25749 
Ouachita  National  Forest,  South  Fourche 

Unit.  Ark  .     19163 
Ozark  National  Forest,  Ozark  Timber 
Management  Plan.  Ark  .     20839 
Santa  Fe  National  Forest.  Gallina  Planning 

Unit,  N    Mex  .     30661 
Siskiyou  National  Forest.  Illinois  Wild  and 

Scenic  River.  Oreg  .     27270 
Sumter  National  Forest.  Francis  Marion 
Unit  Plan  and  Timber  Management 
Plan,  SC.     18624 
Tongass  National  Forest.  Deer  Island  Unit 

Management  Plan.  Alaska.     2  1  5CK) 
Tongass  National  Forest.  Sandy  Bay  and 
Hidden  Falls  Lake,  Alaska,     22563 
Tongass  National  Forest.  Southeast  Alaska 

area  guide.  Alaska.     20165 
Umatilla  National  Forest.  Grande  Ronde 

Planning  Unit.  Oreg  .     19163 
Umpqua  National  Forest.  Row.  South 

Umpqua  and  North  Umpqua  Planning 
Units.  Oreg  ,     29536 
Umpqua  National  Forest,  10-Year  Timber 
Management  Plan,  extension  of  time. 
33050 
Wallowa- Whitman  National  Forest.  Grande 

^ Ronde  Plannmg  Unit.  Oreg.,     19163 
Wenatchee  National  Forest,  off-road  vehicle 

ifcc.  Wash  ,     204^2 
White  Rrver  NatKMud  Forest,  Land 

Management  Plan,  Colo  .     18414 
Willamette  National  Forest,  Multiple  Use 
Land  Management  and  Timber 
Management,  Oreg  .     20839 
Winema  National  Forest.  McLoughlin- 

Klamalh  Planning  Unit.  Oreg  .     19500 
Environmental  statements  under  preparation 

as  of  March  15,  1977,     22909 
Meetings 

Apache  National  Forest  Grazing  AdvisorV 
Board,     22385 


Bighorn  National  Forest  Grazing  Advisory 

Board  ei  al.     18414.23867 
Cascade  Head  Scenic-Research  Area 

Advisory  Council,    23533 
CiNila  National  Forest  Grazing  Advisory 

Board.     19162 
Condor  Advisiiry  Committee.     19162 
Deschutes  National  Forest  Advisory 

Committee.     19500,27019 
Fremont  National  Forest  Grazing  Advisory 

Board,     17503 
HumN.ldt  National  Forest  Livestock 

Advisory  Board,     18293 
Prescott  National  Forest  Grazing  Advisory 

B<iard,     18415 
Sngreaves  National  Forest  Grazing  Advisory 

Board.     22385 
Spearfish  District  Grazing  Advisory  Board. 

18112 
State  and  Pnvate  Forestry  Advisory 

Committee.     18292 
Union  Count)  Grazing  Advisory  Boar/1. 
18882     '  ' 

Timber,  salvage,  sale  operations  purchaser 
deposits,  collection  and  use  of  funds; 
inquiry,     19162 
Timber  management 

Knutson  \  andenberg  Act;  policy  on 

collection  and  use  of  deposits  for  sale 
area  improvement,    21634 

<iAS 

See  Emergency  Natural  Gas  Act  of  1977, 
Adminisiralor. 
Federal  Ertergy  Adrrjinistraiion. 
Federal  Povier  Commission. 
Geological  Sur\e\ 
Land  Managemeni  Bureau. 
Pipeline  Safely  Operations  Office. 

GENERAL  ACCOUNTING  OFFICE 


NOTICES 

Regulatory  reporu 
approvals,  etc. 
19389,  19515, 
21115,  21520, 
25379,  25767. 
27298,  28185. 
32318.  32840 


review;  proposals. 

17524.  18129,  19174, 
19930,  20502,  20672, 
22607.  23208.  24095, 
26248.  26450.  27066. 
29975.  30251.  30430, 
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GENERAL  SERVICES 
ADMINISTRATION 

See  also  Federal  Register  Office. 
Federal  Supply  Sen  ice 
.Saiional  Archives  and  Records  Service- 
Public  Buildings  Serxice 

RULES 

Inflation  impact  slaiements,     19328,  22558, 

23507.  24054.  25862,  31455 
Procurement 

Federal,  small  business  concerns,     23507 
Property  management 

Federal,  motor  vehicle  data  reports,  19328 
Federal,  motor  vehicle  maintenance,  31454 
Federal,  personal  propertv  sale. 

abandonment,  destruction,  mistakes  in 
bids.     31455 
Federal;  real  property  utilization  and 

disposal,  negotiated  sales  of  surplus  real 
property.     31455 
Federal,  supply  activity  report.     22558 

35 
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Federal,  trjnspiirtation  and  traffic 

managemenl.  loss  and  damage  claims, 

F-ederal.  utiliiatK>n.  donation  and  disfK>sal. 
certified  and  noncertified  electronic 

pnHiucts,     2405; 

NOTICt-S 

Authorilv  delegations 

Defense  Department  Secretary  et  al  . 

1 4";  16,  ::6<.i8. 2-i}\^.  :8(X)2, 3053<>. 

.■<1HJ14,  ?.U80.  33381 
Environmental  statemenls,  preparation 

prcKedures,     24tW5 
Environmental  sutements  under  preparation, 

administrative  actions  list.     3053^ 

Meetings 
Architectural  and  Engineering  Services 

Regional  Public  Advis<irv  Panel. 

17525.  19400.  21115.  21843.  22203. 

22608.  26248.  26702.  29561.  32589 
Health  Reviurces  National  Advistiry 

Committee.     19400 
Pnvacv  Act,  systems  of  records.     18659, 

22203.  29561.  31494 
Procurement 

Imprest  fund  and  blanket  purchase 

arrangement  prtKedures.  maximizing 

use.     29561 
Propertv  management  regulations,  temporary 
Authontv  delegation  to  Defense  Department 

Secretary  et  al  ,     19516,  22608,  24319, 

28(M)2.  30539.  31839.  33380,  33381 
Automatic  data  priKCssing  equipment, 

exchange  salcacquis'tion.     30431 
Designations  and  redesignations  of  Federal 

buildings.     24-!l>< 
TeleprtKessing  services  program.     29561 
Travel,  government.     23676 
Public  utilities,  hearings,  etc 

Baltimore  Gas  &  Electric  Co  ,    33380 
Georgia  Power  Co  .     22607 
Kansas  Citv  Power  &  Light  Co  .     20856 
Mountain  Slates  Telephone  &  Telegraph 

Co ,     22608 
Pacific  Gas  &  Electric  Co  ,     33380 
Public  Service  Co  of  Colorado.     23879. 

25916 
Southern  California  Gas  Co  .    26248 
S«iuthvvestern  Bell  Telephone  Co  .     22608 

GEOLOGICAL  SLRVEY 

RLLES 

Coalmining  operating  regulations 

Colorado,  surface  reclamation  standards. 

32''^K 
Montana,  surface  reclamation  standards. 

30175 
New  Mexico,  surface  reclamation  standards, 

1  8066 
North  Dakota,  surface  reclamation 

standards,     1807  1 
L  tah,  surface  reclamation  standards.     18068 

PROPOSED  RLLES 

CoaJ  mining  operating  regulations 
Colorado,  surface  reclamation  standards. 

26218 
Montana,  surface  reclamation  standards, 
18862.  23855 
Inflation  impact  statements,     32808,  33044 
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Oil  and  gas  operating  regulations 

Default  by  lessee,  noncompliance  and 
as.sessment  of  liquidated  damages, 
32807 
Outer  Continental  Shelf;  oiL  gas.  and  sulphur 
operations 
Regulatory  process.  National  OCS  orders, 
33044 

NOTICES 

Cartographic  information  program,  basic; 

interagency  agreement  with  HUD/CP&D. 

22940 
Coal  land  classifications 
North  Dakota.     22609 
Coal  leasing  areas 

North  Dakou.     20682 
Wyoming.     27686 
Coal  mining  plans: 

Colow  yo  Coal  Co  .    300 1 0 
Montana,     30695 
Trail  Mounuin  Coal  Co..    22940 
Wyoming,     21117 
Environmental  statements,  availability,  etc.: 
East  Decker  and  North  Extension  Mines, 

Big  Horn  County,  Mont.,     30696 
East  Gillette  Mine,  Campbell  County,  Wye, 

18153 
MobilConsol  Pronghorn  mine,  Campbell 

County,  Wyo,     21330 
Westmoreland  Resources  Absaloka  Mine, 
Big  Horn  County,  Mont  ,     28629 
Geologic-related  hazards,  advance  recognition 

and  warning,     19292 
Geothermal  resource  areas,  operations,  etc.: 

Uuh.     30917 
Inflation  impact  sUtements.     20198,  33097 
Mobile  offshore  dnlling  units  on  Outer 
Continental  Shelf,  memorandum  of 
understanding  with  Crfast  Guard,    20198, 
26254 
Oil  and  gas  operations: 

Marathon  Oil  Co  ;  royalty  payment.    241  1 1 
Royally  accounting  rep<irts.  Federal  and 
Indian  onshore  leases,  natural  gas, 
18135.  22610 
Outer  Continental  Shelf,  oil,  gas.  and  sulphur 
operations 
Systems  design  analysis,  inquiry.     25773 
Outer  Continental  Shelf,  oil  and  gas 
development: 
Platforms,  design  standards.     30917 
Outer  Continental  Shelf  oil  and  gas  lease 
of>erations.  National  orders 
Well  productibility,  suspensions  and 

determination.     33097 
Wells,  platforms,  structures,  and  subsea 

objects,  identification,     33097 
Wells,  plugging  and  abandonment,    33097 
Phosphate  land  classification: 

Utah.     21330,  26254 
Potassium  land  classification: 
California.     28628 

GOVERNMENT  EMPLOYEES 

See  Cm!  Sfrvice  Commission. 

HANDICAPPED 

See  Blind  and  Other  Sfvereh  Handicapped, 
Commitlee  for  Purchase  from. 
Education  Offit  e 

Health.  Education,  and  Welfare  Dtparlment. 
Social  Securit\  .Administration. 


HAZARDOUS  MATERIALS 
OPERATIONS  OFFICE 

RULES 

Aircraft,  carnage  by 

Radioactive  materials.     22367,  22880 
Exemptions,  individual,  conversion  to 

regulation  of  general  applicability,     33293 
Hazardous  materials  table  and  communications 
regulations,    28133 
Placcards,  mandatory  compliance  date 

extension,     28888 
Radioactive  materials,     22367,  22880 
Inflation  impact  statements,    22367,  22880. 

28135.  28888 
RaiL  carriage  by 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
28135 
Placards;  mandatory  compliance  date 
extension,     28888 
Shippers: 

Exemptions,  individual,  conversion  to 
regulations  of  general  applicability. 
.8133 
Shipping  container  specifications: 

Exemptions,  individual,  conversion  to 
regulations  of  general  applicability. 
28135 
Tank  car  specifications 

Exemptions,  individual,  conversion  to 
regulations  of  general  applicability. 
28135 

PROPOSED  RILES 

Aircraft,  carnage  by: 

Raditiactive  materials;  correction,     17891 
Hazardous  materials  table  and  communications 

regulations,  correction,  17891 
Inflation  impact  statements,  27003 
Radioactive  materials  imfx)rted  into  US  , 

27002 
Rail,  carriage  by: 

Exemptions,  individual;  conversion  to 
regulations  of  qeneral  applicability, 
31815 
Shippers: 

Exemptions,  individual,  conversion  to 
regulations  of  general  applicability, 
18409,  31815 
Shipping  container  specifications 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability. 
18409,  31815 
Tank  car  specifications 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability. 
31815 

NOTICES 

Applications,  exemptions,  renewals,  etc.: 
AAI  Corp  et  al..    30260 
Austin  Powder  Co  et  al  ,     19540 
Contrans  et  al  ,     19541 
Defense  Department  et  al  ,     31856 
Economics  Laboratory  et  al  ,     24135 
Gallery  Chemical  Co   et  al  .     26276 
General  E'eclric  et  al  ,     24135 
Hercules  Inc   et  al  .     30261 
Virginia  Chemicals,  Inc  ,  et  al  ,     21679 
Warren  Petroleum  Co  et  al  ,     31512 
Meetings: 

Transport  of  dangerous  goods,  new 

substances  lisUng  and  classification, 

etc..     32605 


FEDERAL  REGISTER  INDEX.  APRIL-JUNE  1977 


Health 


Placards,  hazardous  materials,  mandatory  use 
date,  hearing  and  inquiry,     28951 

Transport  of  dangerous  goods,  new  substances 
listing  and  classification,  etc  ,  meeting, 

32605 

HAZARDOUS  SUBSTANCES 

See  Coast  Guard. 

Consumer  Product  Safely  Commission 
Environmental  Protection  Afienc) 
Hazardous  Materials  Operations  Office. 
Occupational  Safet\  and  Health 
Administration. 

HEALTH 

See  Alcohol.  Drun  .Ahuse.  and  Mental  Health 
Administration 
Animal  and  Plant  Health  Inspection  Service. 
Disease  Control  Center 
Food  and  Drug  Administration 
Health.  Education,  and  Welfare  Department. 
Health  Resources  Administration 
Health  Services  Administration 
Mining  Enforcement  and  Safety 

Administration 
National  Institutes  of  Health. 
Occupational  Safetv  and  Health 

Administration 
Public  Health  Service 
Social  and  Rehahilitation  Service 
Social  Security  Administration 

HEALTH,  EDUCATION,  AND 
WELFARE  DEPARTMENT 

See  also  .Alcohol.  Drug  Abuse,  and  Mental 
Health  .Administration. 
Disease  Control  Center. 
Education  OffTce 
Food  and  Drug  Administration. 
Health  Care  Financing  Administration. 
Health  Resources  Administration. 
Health  Services  Administration. 
Human  Development  Office 
\ational  Institute  of  Education. 
National  Institutes  of  Health 
Public  Health  Service 
Social  and  Rehabilitation  Service. 
Social  Securitv  Administration 

RULES 

Inflation  impact  statements,    22677,  29872, 

30191 
Nondiscrimination 

Handicapped  in  federally-assisted  programs, 
22677,  22888 
Process  served  on  or  delivered  to  Secretary. 

address  change.    22145 
Procurement,     29872,30190 

PROPOSED  RULES 

Grants;  family  planning  services,  inquiry. 

18947 
Inflation  impact  statements,     27966 
Nondiscrimination 

Handicapped  in  federally -assisted  programs, 
enforcement  coordination,     32264 
Procurement,     29872,  32264 
Real  property,  surplus,  di^sal  and  utilization 
for  educational  and  public  health 
purpwses 
Federal  property  assistance  program. 
27966 


NOTICES 

Ampicillin.  maximum  allowable  costs; 

determinations,     27306,  3(K)06 
Committees,  establishment,  renewals,  etc 
National  Health  Insurance  Issues  Advistuv 

Committee.     20675 
National  Professional  Standards  Review 

Council.     31496 
Pharmaceutical  Reimbursement  Advisory 
Committee,     18133 
Contract  awards 

Center  for  Systems  and  Program 

Development,  Inc  ,  appropriateness  of 
Federal  day  care  requirements.     21116 
University  of  Michigan  Regents,  panel  study 
of  income  dynamics,     21116 
Day  care  requirements.  Federal  interagency, 
appropriateness  report,  public  bnefing, 
20351 
Hospital  discharge  abstract,  uniform. 

implementation  plan  withdrawn.     18904 
Human  subjects,  protection 

Assurances  and  certificates  submission, 

17533 
Psychosurgery  in  practice  and  research, 
report  and  inquiry.     26318 
Information  collection  and  data  acquisition 
activity,  descnption,  inquiry,     17915. 
19516'.  20194,  21321,  22402.  23180. 
23883.  25922.  28004,  31645 
Licenses,  exclusive  patent 

American  Science  &  Engineenng  Corp  , 

18451 
Kontes,     18451 

Thermo  Electron  Corp  .     18451 
Meetings 

Fund  for  Improvement  of  Postsecondary 
Education.  Bc>ard  of  Advist^rs.     18133 
22204 
Menial  Retardation,  President  s  Committee, 

29107 
National  Health  Insurance  Issues  Advisory 
Committee.     23179.28936.30005, 
32844 
National  Professional  Standards  Review 

Council,     21115,30895 
New  Drug  Regulation  Review  Panel, 

19925.  23884 
Proieclion  of  Human  Subjects  of  Biomedical 
and  Behavioral  Research.  National 
Commission.     18311.20675.26469. 
31839 
Services  and  Facilities  for  Developmenully 
Disabled  National  Advistiry  Council. 
2^067 
Student  Financial  Assistance  Study  Group. 

19235,  24101 
Welfare  Reform  Consulting  Group.     19405 
Organization,  functions,  and  authority 
delegations 
Civil  Rights  Office.     31647 
Comptroller  Office.     19405.  30689 
Disease  Control  Center,     30434 
Food  and  Drug  Administration,     18904. 

26470 
Health.  Assistant  Secretary  for.  et  ai  . 

20351.  23179,  30434,  32845 
Health  Care  Financing  Administration. 

33071 
inspector  General  Office.     17530 
Museum  Services  Institute,     32844 
National  Institutes  of  Health.     18454 
National  Institutes  of  Health,  Director, 

biological  products  preparation,     19517 
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Perv^innel  .Administration.  Office  of 

.Assistant  Secretary.     32846 
Personnel  and  Training  Office.     18133 
Public  Health  Service,    23548 
Public  Health  Service.  Claims  Division, 

255  3  5 
Regional  Aitorney  Office,     19517 
Regional  Directors,     19405 
Regional  Directors  Office.  Region  IV. 

18133 
Regional  Director's  Office.  Region  VI. 

21  1  16 
Reorganization  order,  correction.     19405 
Social  Secuntv  Administration,     20676. 
25535.  26250.  32846.  32847 
Pnvacy  Act.  systems  of  records,    33075 
Program  results 

Health  care  long  term  services  for  elderly 
and  disabled,  incentive  reimbursement 
svstem.     304  35 
Provertv.  relative  measure,  editorial  supoort. 
30436 
Public  Health  and  National  Health  Service 
Corps  Scholarship  Training  Program, 
health  specialties  designation  and  stipend 
amount.     21855 
Social  Secunty;  cost-of-living  increase. 

24210,  26250 
Student  Financial  Assistance  Programs; 
hearing  and  meeting,     19235 

HEALTH  CARE  FINANCING   ^ 
ADMINISTRATION 

See  also  Socio/  and  Rehabilitation  Service. 

NOTICES 

Medicare  utilization  review  options,  hospitals: 

Oklahoma,     2^(H)2.  308V5 
Professional  Standards  Review  Organizations. 

alternate  PSROs,  hearings,     17525,  25920 
Public  assistance  research  and  demonstration 

grants,  availability.     18452.  32320 

HEALTH  RESOURCES 
ADMINISTRATION 

RULES 

Health  planning  and  resources  development: 
Health  systems  agencies,  funding  formula  for 

grants.     18279 
Health  systems  agencies;  now  institutional 

serv  ices.     1  8606 
State  agencies.     1  8607 
Inflation  impact  statement.     18279,  18606 

NOTICES 

Grants 

DC  medical  facilities  construction; 
applications.     30006 
Health  professions;  U  S   citizen  foreign 
medical  student  transfer  provision. 
capitation  grants  requirements.     26249 
Health  service  areas 
Connecticut,  designation;  correction.  , 

25768 
Delaware,  designation.     30004 
Kansas,  redesignalion.     18904 
New  >ork.     33381 
Pennsylvania,  redesignation.     33381 
Health  systems  agencv  application  information, 

18903 
Meetings 

Advisory  Committees,  May,  18130,  20504 
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GSA 

hcdcral.  irantportatK>n  and  iraffk 

managcmenl.  k>ts  and  damage  claims. 

25858 
Federal,  utilization,  donation  and  dispoul. 

certified  and  noncertified  electronic 

prodBcU,     24052 

NOTICES 

Authority  delegations: 
Defense  Department  Secretary  el  al  , 

19516.  22608,  24319.  28002,  30539. 
31839,  33380,  33381 

Environmental  statements,  preparation 

procedures.    24095 
Environmental  statements  under  preparation, 

administrative  actions  list,    30539 

Meetings: 

Architectural  and  Engineering  Services 

Regional  Public  Advisory  Panel, 

17525,  19400,  21 1 15.  21843,  22203. 

22608,  26248,  26702,  29561,  32589 
Health  Resources  National  Advisory 

Committee,     19400 
Pnvacy  Act;  systems  of  records,     18659, 

22203.  29561.  31494 
Procurement: 
Imprest  fund  and  blanket  purchase 

arrangement  procedures,  maximizing 

use,    29561 
Property  management  regulations,  temporary: 
Authority  delegation  to  Defense  Department 

Secreury  et  al .     19516,22608,24319, 

28002,  30539,  31839.  33380.  33381 
Automatic  data  processing  equipment; 

exchange/sale  acquisition.    30431 
Designations  and  redesignations  of  Federal 

buildings,    24318 
Teleprocessing  services  program,    29561 
Travel,  government.    23676 
Public  utilities;  hearings,  etc.: 
Baltimore  Gas  &  Electric  Co.,    33380 
Georgia  Power  Co.,    22607  « 

Kansas  City  Power  &  Light  Co  .    20856 
Mountain  Sutes  Telephone  &  Telegraph 

Co..    22608 
Pacific  Gas  <&  Electric  Co.,    33380 
Public  Service  Co.  of  Colorado,    23879. 

25916 
Southern  California  Gas  Co..    26248 
Southwestern  Bell  Telephone  Co.,    22608 


GEOLOGICAL  SURVEY 


/ 


KLLES 

Coal-mining  operating  regulations: 
Colorado;  surface  reclamation  standards, 

32778 
Montana;  surface  reclamation  standards, 

30175 
New  Mexico;  surface  reclamation  sundards, 

1 8066 
North  Dakota;  surface  reclamation 

standards.     18071 
I'uh   surface  reclamation  standards,     18068 

PKOPOnKI)  kl  LES 
Coal-mining  operating  regulations: 
Colorado,  surface  reclamation  standards, 

26218 
Montana,  surface  reclamation  standards, 
18862,  23855 
Inflation  impact  statements,    32808,  33044 


Oil  and  gas  operating  regulations 

Default  by  Icsiec,  noncompliance  ami 
assessment  of  liquidated  damages. 
32807 
Outer  Continental  Shelf,  oil.  gas.  and  sulphur 
operations 
Regulatory  process.  National  OCS  orders. 
33044 

NOTICES 

Cartographic  information  program,  basic; 

interagency  agreement  with  HUD/CP&D. 
22940 
Coal  land  classifications: 
North  Dakou,    22609 
Coal  leasing  areas: 
North  Dakou,    20682 
Wyoming,    27686 
Coal  mining  plans: 
Colowyo  Coal  Co. ,    300 1 0 
Montana.    30695 
Trail  Mountain  Coal  Co..    22940 
Wyoming.    21117 
Environmental  statements;  availability,  etc.: 
East  Decker  and  North  Extension  Mines, 

Big  Horn  County,  Mont.,    30696 
Easi  Gillette  Mine,  Campbell  County,  Wyo., 

18153 
Mobil-Consol  Pronghom  mine;  Campbell 

County,  Wyo.,    21330 
Westmoreland  Resources  Absaloka  Mine, 
Big  Horn  County,  Mont.,    28629 
Geologic-related  hazards;  advance  recognition 

and  warning,     19292 
Geothermal  resource  areas,  operations,  etc.: 

Utah.    30917 
Inflation  impact  statements.    20198,  33097 
Mobile  offshore  drilling  units  on  Outer 
Continental  Shelf;  memorandum  of 
understanding  with  Coast  Guard,    20198, 
26254 
Oil  and  gas  operations: 

Marathon  Oil  Co.;  royalty  payment,    241 1 1 
Royalty  accounting  reports;  Federal  and 
Indian  onshore  leases;  natural  gas. 
18135.22610 
Outer  Continental  Shelf;  oil.  gas.  and  sulphur 
operations: 
Systems  design  analysis;  inquiry,    25773 
Outer  Continental  Shelf;  oil  and  gas 
development: 
Platforms;  design  standards,    30917 
Outer  Continental  Shelf;  oil  and  gas  lease 
operations.  National  orders: 
Well  productibiljty,  suspensions  and 

determination.    33097  ^ 

Wells,  platforms,  structures,  and  subsea 

objects;  identification,    33097 
Wells,  plugging  and  abandonment,    33097 
Phosphate  land  classification: 

Utah,     21330,  26254 
Potassium  land  classification: 
California.     28628 

GOVLKNMLM  EMPLOYEES 

See  Civil  Service  Commission. 

HANDICAPPED 

See  Blind  and>Oiher  Severely  Handicapped, 
Committee  for  Purchase  from. 
Education  Office. 

Health,  Education,  and  Welfare  Department. 
Social  Security  Administration. 


HAZARDOUS  MATERIALS 
OPERATIONS  OFFICE 

RULES 

Aircraft,  carnage  by 

Radioactive  materials,     22367,  22880 
Exemptions,  individual;  conversion  to 

regulation  of  general  applicability,     33293 
Hazardous  materials  table  and  communications 
regulations,    28133 
Placcards;  mandatory  compliance  date 

extension,    28888 
Radioactive  materials,    22367,  22880 
Inflation  impact  statements,    22367,  22880, 

28135,  28888 
Rail,  carriage  by: 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
28135 
Placards;  mandatory  compliance  date 
extension,    28888 
Shippers: 
Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
28133 
Shipping  container  specifications: 
Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
28135 
Tank  car  specifications: 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
28135 

PROPOSED  RULES 

Aircraft,  carriage  by: 

Radioactive  materials;  correction.     17891 
Hazardous  materials  table  and  communications 

regulations;  correction.  17891 
Inflation  impact  statements,  27003 
Radioactive  materials  imported  into  U.S., 

27002 
Rail,  carriage  by: 
Exemptions,  individual;  conversion  to 
regulations  of  qeneral  applicability, 
31815 
Shippers: 

Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
18409.  31815 
Shipping  container  specifications: 

Exemptions,  individual;  conversion  to« 
regulations  of  general  applicability. 
18409.  31815 
Tank  car  specifications: 
Exemptions,  individual;  conversion  to 
regulations  of  general  applicability, 
31815 

NOTICES 

Applications;  exemptions,  renewals,  etc.: 
AAI  Corp.  et  al.,    30260 
Austin  Powder  Co.  et  al.,     19540 
Contrans  et  al.,     19541 
Defense  Department  et  al.,    31856 
Economics  Laboratory  et  al..    24 135 
Gallery  Chemical  Co.  et  al..    26276 
General  Electric  et  al.,    24135 
Hercules  Inc.  et  al.,    30261 
Virginia  Chemicals,  Inc.,  et  al.,    21679 
Warren  Petroleum  Co.  et  al.,    31512 

Meetings: 
Transport  of  dangerous  goods;  new 

substances  listing  and  classification, 
etc.,    32605 
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Placards,  hazardous  materials,  mandatory  use 
date,  hearing  and  inquiry.     28951 

Transport  of  dangerous  goods,  new  subsUnces 
listing  and  classification,  etc..  meeting. 

32605 

HAZARDOUS  SUBSTANCES 

See  Coast  Guard. 

Consumer  Product  Safely  Commission. 
Environmental  Protection  Agency. 
Hazardous  Materials  Operations  Office.^ 
Occupational  Safety  and  Health 
Administration. 

HEALTH 

See  Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration. 
Animal  and  Plant  Health  Inspection  Ser\ice. 
Disease  Control  Center. 
Food  and  Drug  Administration. 
Health,  Education,  and  Welfare  Department. 
Health  Resources  Administration. 
Health  Services  Administration. 
Mining  Enforcement  and  Safety 

Administration. 
National  Institutes  of  Health. 
Occupational  Safety  and  Health 

Administration. 
Public  Health  Service. 
Social  and  Rehabilitation  Service. 
Social  Security  Administration. 

HEALTH,  EDUCATION,  AND 
WELFARE  DEPARTMENT 

See  also  Alcohol,  Drug  Abuse,  and  Mental 
Health  Administration. 
Disease  Control  Center. 
Education  Office. 
Food  and  Drug  Administration. 
Health-Care  Financing  Administration. 
Health  Resources  Administration. 
Health  Services  Administration. 
Human  Development  Office. 
National  Institute  of  Education. 
National  Institutes  of  Health. 
Public  Health  Service. 
Social  and  Rehabilitation  Service. 
Social  Security  Administration. 

RULES 

Inflation  impact  statements,    22677,  29872, 

30191 
Nondiscrimination: 
Handicapped  in  federally-assisted  programs, 
22677,  22888 
Process  served  on  or  delivered  to  Secretary; 

address  change,    22145 
Procurement,    29872,  30190 

PROPOSED  RULES 

Grants;  family  planning  services;  inquiry, 

18947 
Inflation  impact  statements,    27966 
Nondiscrimination: 
Handicapped  in  federally-assisted  programs; 
enforcement  coordination,    32264 
Procurement,    29872,  32264 
Real  property,  surplus;  disposal  and  utilization 
for  educational  and  public  health 
purposes: 
Federal  property  assistance  program, 
27966 


NOTICES 

Ampicillin.  maximum  allowable  cosu. 

determinations.     27306.  30t)06 
Committees,  establishment,  renewals,  etc. 
National  Health  Insurance  Issues  Advisory 

Committee,     20675 
National  Professional  Sundards  Review 

Council.     31496 
Pharmaceutical  Reimbursement  Advisory 
Committee,     18133 
Contract  awards: 

Center  for  Systems  and  Program 

Development.  Inc.;  appropriateness  of 
Federal  day  care  requirements,    21 1 16 
University  of  Michigan  Regents;  panel  study 
of  income  dynamics,    2 1 1 1 6 
Day  care  requirements.  Federal  interagency; 
appropriateness  report,  public  briefing. 
20351 
Hospital  discharge  abstract,  uniform; 

implemenution  plan  withdrawn,     18904 
Human  subjects,  protection: 
Assurances  and  certificates  submission, 

17533 
Psychosurgery  in  practice  and  research; 
report  smd  inquiry,    26318 
Information  collection  and  daU  acquisition 
activity,  description;  inquiry,     17915, 
19516,  20194,  21321,  22402,  23180. 
23883.  25922,  28004,  31645 
Licenses,  exclusive  patent: 
American  Science  &  Engineering  Corp., 

18451 
Kontes,     18451 

Thermo  Electron  Corp.,     18451 
Meetings: 
Fund  for  Improvement  of  Postsecondary 
Education,  Board  of  Advisors,     18133, 
22204 
MenUl  Retardation,  President's  Committee, 

29107 
National  Health  Insurance  Issues  Advisory 
Committee,    23179,28936.30005. 
32844 
National  Professional  Standards  Review 

Council,    21115.30895 
New  Drug  Regulation  Review  Panel, 

19925. 23884 
Protection  of  Human  Subjects  of  Biomedical 
and  Behavioral  Research.  National 
Commission.     18311,  20675.  26469, 
31839 
Services  and  Facilities  for  DevelopmenUlly 
Disabled  National  Advisory  Council, 
27067 
Student  Financial  AssisUnce  Study  Group, 

19235,  24101 
Welfare  Reform  Consulting  Group,     19405 
Organization,  functions,  and  authority 
delegations: 
Civil  Rights  Office,    3 1 647 
Comptroller  Office,     19405,  30689 
Disease  Control  Center,    30434 
Food  and  Drug  Administration.     18904. 

26470 
Health,  Assistant  Secreury  for,  et  al., 

20351,  23179,  30434,  32845 
Health  Care  Financing  Administration, 

33071  i 

Inspector  General  Office,     17530 
Museum  Services  Institute,    32844 
National  Institutes  of  Health,     1 8454 
National  Institutes  of  Health,  Director; 

biological  products  preparation,     19517 
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Per»t>nnel  AdministratKin.  Office  of 

Assistant  SecreUr>.     32R46 
Perstinnel  and  Training  Office.     1  K 1  3.^ 
PublK^Health  Service.     :.V<48 
Public  Wealth  SerMcc.  Claims  Diviswn. 

25535 
Regional  Attorney  Office.     19517 
Regional  Directors.     19405 
Regional  Director's  Office.  RegK>n  l\  . 

18133 
Regional  Directors  Office.  Region  \  I. 

21116 
Reorganization  order,  correction.     19405 
Social  Security  Administration.    20676. 
25535. 26250.  32846.  32847 
Privacy  Act;  systems  of  records.    33075 
Program  results: 

Health  care  long  term  services  for  elderly      ^ 
and  disabled;  incentive  reimbursement 
system.    30435 
Proverty,  relative  measure;  editorial  supoort, 
30436 
Public  Health  and  National  Health  Service 
Corps  Scholarship  Training  Program; 
health  specialties  designation  and  stipend 
amount,    21855 
Social  Security;  cost-of-living  increase. 

24210,  26250 
Student  Financial  AssisUnce  Programs; 
hearing  and  meeting,     19235 

HEALTH  CARE  FINANCING 
ADMINISTRATION 

See  also  Social  and  Rehabilitation  Service. 

NOTICES 

Medicare  utilization  review  options,  hospiuls: 

Oklahoma,    28002,  30895 
Professional  Sundards  Review  Organizations; 

alternate  PSROs,  hearings,     17525,^5920 
Public  assisunce  research  and  demonstration 

grants,  availability.     18452.  32320 

HEALTH  RESOURCES 
ADMINISTRATION 

RULES 

Health  planning  and  resources  development: 
Health  systems  agencies;  funding  formula  for 

grants.     18279 
Health  systems  agencies;  now  institutional 

services,     1 8606 
State  agencies,     1 8607 
Inflation  impact  statement,     18279,  18606 

NOTICES 

Grants: 

DC  medical  facilities  construction;' 
applications.    30006  ^ 

Health  professions;  U.S.  citizen  foreign 
medical  student  transfer  provision, 
capitation  grants  requirements.    26249 
Health  service  areas: 
Connecticut;  designation;  correction. 

25768 
Delaware;  designation,    30004 
Kansas,  redesignation,     18904 
New  Yerk,    33381 
Pennsylvania,  redesignation,    33381 
Health  systems  agency  application  information. 

18903 
Meetings: 
Advisory  Committees;  May,  18130,  20504 
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Advisory  Committees;  June,    22204,  22937. 

24770,  25382,  25533 
Advisory  committees;  July,  28936 
State  health  plan  development,  draft 

guidelines;  availability  and  inquiry,     .v 
30005  .,  '.«, 

HFUTH  SERVICES 
ADMIMSTRATION 

RILES  o 

Health  maintenance  organizations,    29401, 

32234 
Inflation  impact  statements,    29401 

NOTICES  ■ 

Authority  delegations:  ♦ 

Health.  Assistant  Secretary,  et  al.;  services 

for  blind  and  disabled  children.     30433 
Health  maintenanv.e  iirganizations.  qualified, 
20676.  25535.  28624 

HEARINGS  AND  APPEALS 
OFFICE.  INTERIOR 
DEPARTMENT 

NOTICES 

Applications,  etc.: 

A  B  D  &  G  Coal  Co   Inc  ,     18139 

Allied  Coals.  Inc  ,     18140 
Alrosha  Coal  Co  ,  Inc  .     21331 
B  B   &  N   Coal  Co.  Inc  .     31655 
BetiN  B  Coal  Co.,    30436 
Buffalo  Coal  Co  .     31655 
Cannelton  Industries,  Inc..     IM4(i 
Clinchfield  Coal  Co.,     18141 
Deslnns  Branch  Coal  Co.,     31655 
Devonia  Coal  Corp  .     31655 
^  E  &  S  Coal  Co  .     18141 
Energ)  Development  Co  .     30437 
Faith  Coal  Sales,  Inc  .     18142 
Galha  Coal  Co  .    22420 
Hawkins  &  Swinev  Coal  Co..    30437 
Havklev  Coal  Mining  Corp  .    30438 
Island  Creek  Coal  Co  ,     31656 
J  &  H  Coal  Co  .  Inc  .     21332 
J  H   ^  l.   Coal  Co  .     31656 
Johnson  Coal  Co  ,  Inc..     22420 
K  &  T  Coal  Co  .     30440 
Kaiser  Steel  Corp  .     IHU: 
Kentland  Elkhom  Coal  Corp  .     22420 
Kyanco  Coals.  Inc  .     1814.1 
Ltxinev  &  Fields  Coal  Co  .     21  332 
Monarch  Coals.  Inc  .     21526 
NBC   Coal  Co  .     30440 
OakwiKKJ  Fuel.  Inc  .     31656.  31657 
GakwtHxl  Red  Ash  Coal  Corp  .     22421. 

22422 
Petros  Coal  Corp  .     22422 
Phyllis  Coal  Co  .     18143 
Pontiki  Coal  Corp  .     21332.  21333.  22422, 

31657 
Prospect  Coal  Co  .     18144 
Red  Ash  Sales  Co  .  Inc  .     31657 
Republic  Steel  Corp  .     21527.  31657 
Rochester  &.  Pittsburgh  Coal  Co  .     18144 
Slab  Fork  Coal  Co  .     22423 
SUr  Craft  Coal  Co  .     21333 
Thomas  .Mining  Co  .     30440 
Two  Rose  Coal  Co  .  Inc  .     30441 
United  Sutes  Steel  Corp  .     31658.31659 
V  &  R  Coal  Co.  Inc  .    22423 
Walter.  Jim,  Resources.  Inc  ,     30438 
Wellmore  Coal  Co  .     3166(J 
Winston  Mining  Co  .     2  2424.  22425 
Young's  Branch  Coal  Co  .     22425.  22426 
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HIGHWAYS 

See  Federal  Highway  Adminisiraiion. 
Inierstale  Commerce  Commission. 
National  Highway  Traffic  Safely 

Adminisiraiion. 
National  Transportation  Safety  Board. 

HISTORIC  PRESERVATION, 
ADV  ISORY  COUNCIL 

NOTICES 

Historic  and  cultural  properties  preservation; 

memorandums  of  agreement,     18112 
Meetings,    20481,21828 

HISTORY.  HISTORIC 
PRESERVATION 

See  Historic  Preservation.  Advisory  Council. 
National  Park  Senice. 

HOLSING 

See  Agency  for  International  Development. 
Farmers  Home  Administration. 
Federal  Home  Loan  Bank  Board. 
Federal  Home  Loan  Mortgage  Corporation. 
Federal  HouSing  Commissioner— Office  of 

Assistant  Secretary  for  Housing. 
Housing  and  Urban  Development 

Department. 

HOUSING  AND  LRBAN 

DEVELOPMENT  DEPARTMENT 

See  also  Community  Planning  and 

Development,  Office  of  Assistant  Secretary. 
Consumer  Affairs  and  Regulatory  Functions, 

Office  of  Assistant  Secretary. 
Fair  Housing  and  Equal  Opportunity,  Office 

of  Assistant  Secretary. 
Federal  Disaster  .Assistance  Administration. 
Federal  Hou.ung  Commissioner — Office  of 

Assistant  Secretary  for  Housing. 
Federal  Insurance  Administration. 
Interstate  Land  Sales  Registration  Office. 
New  Communities  Administration. 

RLLES 

Inflation  impact  statements.    20297,  22364, 

235K4.  29479,  3?5"2,  33635 
Low  income  housing 
Annual  contributions  for  operating  subsidy; 

performance  funding  system;  correction, 

18064 
Fair  market  rents  and  contract  rent 

automatic  annual  adjus'tment  factors, 

22364.  33572 
Families  and  other  terms,  definitions; 

occupancv  bv  single  persons.     23583 
Housing  assistance  payments,  eligible  family, 

definition.     23585 
Housing  assistance  payments,  existing 

housing.     23585 
Housing  assistance  payments,  finance  and 

development  agencies;  new  construction 

set-aside  for  rural  rental  housing 

projects,     25585 
Housing  assistance  payments;  new 

construction.     23585 
Housing  assistance  payments;  special 

allocations.     23585 
Housing  assistance  payments,  substantial 

rehabilitation.    23585         i^ 
Income  limits  for  admission  ancroccupalion; 

definitions.    23584 


Public  housing  program;  development  phase; 
prototype  cost  limits,     33635 
Mortgagee  Review  Board;  membership  revised, 

30361' 
Privacy  Act;  implementation,    20297,  29479, 
i0618 

PROPOSED  RLLES 

Community  development  block  grants: 
Environmental  review  procedures,  inquiry. 
24755 
Contract  appeals.    24200 
Inflation  impact  statements.    22704 
Low-income  housing: 
Fair  market  rents,  new  construction  and 

substantial  rehabilitation,    21206 
Housing  assistance  payments;  fair  market 

rents;  existing  housing,    22704 
Housing  assistance  payments;  fair  market 
rents  for  new  construction  and 
substantial  rehabilitation,    24279 

NOTICES 

Authority  delegations: 
Community  Planning  and  Development 
Assistant  Secretary  et  al.;  order  of 
succession,     19174 
New  Community  Development  Corporation 
Acting  General  Manager;  order  of 
succession,    23884 
Philadelphia,  Region  III;  Acting  Regional 

Administrator,    20510 
San  Francisco,  Region  IX;  Area  Directors  et 
al.,     18454 
Committee,  establishment  and  meeting;  Future 

bf  FHA  Task  Force,    27679 
Low-income  housing: 
Elderly  and  handicapped,  loans;  invitation 
for  requests  for  fund  reservations, 
17716 
Elderly  and  handicapped,  loans,  program 
availability,  suspension  and  waiver  of 
provisions  for  certain  applicants, 
17716 
Meetings: 

Future  of  FHA  Task  Force,    28937 
Privacy  Act;  systems  of  records,     19406, 
21323, 22408,  24771 

HUMAN  DEVELOPMENT  OFFICE 

RULES 

Child  support  enforcement  program.  Federal 
financial  program 
Claims,  submission  deadline.     26427 
Federal  financial  participation 

Repayment  of  Federal  funds  by  installments, 
28885 
Inflation  impact  statements.     26428 

NOTICES 

Aging,  research  and  development  projects 

grants  program,  applications  and  closing 

dates,     33068 
Child  welfare  research  and  demonstration 

grants  program,  applications  and  closing 

dates.     25770 
Developmental  disabilities  program: 

Funds,  intention  to  reallot,     33067 
Gerontology  program,  multidiscipline  centers 

for.  applications  and  closing  dates, 

24330 
Head  Start  programs 
Grant  administration  policies  and 
procedures.     21046 
Model  projects  on  aging  program,  applications 

and  closing  dates.    21522 
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Native  American  programs: 
Financial  assistance;  applications  and  closing 

dates,     28002,  33067 
Urban  Indian  center  projects  grants; 

applications  and  closing  date,    30540 
Social  services;  Federal  allotments  to  Sutes; 

1978  FY;  correction.    28186 
Training  projects  program,  applications. 

20860,  20861 
Vocational  rehabilitation,  applications  and 
closing  dates: 
Agencies  and  facilities.  State.    20673 
Engineering  research  grants.    29562 
Research  and  demonstrations.    24331 
Short-term  training,     18131 
Work  incentive  program;  distribution  of  funds, 
21664 

HUNTING 

See  Fish  and  Wildlife  Service. 
National  Park  Service 

IMMIGRATION  AND 

NATURALIZATION  SERVICE 

RULES 

Immigration  regulations: 
Contracts  with  transportation  lines,    28990. 

29871 
Documentary  requirements,  immigrants, 

waivers,     19478 
Organization  and  functions;  correction. 

17434 
Reentry  permits,  extension,  authority  of 

Qatar  consular  officers,    28 1 1 3 
Refugee  travel  document.     19478 
Service  officers,  powers  and  duties; 

availability  of  service  records.     33025 
Students,  nonimmigrant,  requirements  for 

maintenance  of  status,     264  1  3 
Privacy  Act;  implementation,    33025 

PROPOSED  RULES 

Immigration  regulations: 
Alien  crewmen,  nonimmigrant,  landing 

permits  and  identification  cards,    2573! 
Deportation  suspension  and  voluntary 

departure;  extension  of  time 

applications.     22148,30845 
Forms.     22148 
Organization,  ports  of  entry.  Algoma.  Wis. 

etal.,    28547 
Service  officers,  powers  and  duties. 

availability  of  service  records,    22148 

NOTICES 

Meetings: 
Hispanic  Advisory  Committee.    22428 

IMPORTS  AND  EXPORTS 

See  Agriculture  Depanmenl 

Animal  and  Plant  Health  Inspection  Service. 

Commerce  Depanmenl 

Customs  Service 

Domestic  and  International  Bu.uness 

Administration 
Drug  Enforcement  Administration 
Federal  Energ\  .Adminisiraiion 
Federal  Marilime  Commission 
Foreign-Trade  Zones  Board 
International  Trade  Commission 
Te.xtile  Agreements  Implementation 
Committee 


Trade  Negotiations,  Office  of  Special 

Representative. 
Treasury  Department. 

INDIAN  AFFAIRS  BUREAU      " 

RULES 

Construction;  emergency  drought  assistance 
,        and  deferments,  1976-1977,    22141 
Enrollment: 

Grand  River  Ottawa  Indians,    26652,  33286 
Fiscal  and  financial  affairs: 

Lands  withdrawn  for  native  selection,  funds 
depositing  procedures,    32230 
Grazing  regulations  for  former  Navajo-Hopi 

joint  use  area  lands,    21290 
Inflation  impact  statements,    22141.  30367. 

31451 
Irrigation  projects,  operation  and  maintenance; 

consolidation,    30362 
Irrigation  projects;  operation  and  maintenance 
charges: 
San  Carlos.  Ariz..    28539 
Law  and  order,  code  of  offenses  for  Navajo- 
Hopi  Settlement  Act  secretanal 
responsibilities.    21282 
Off-reservation  treaty  fishing: 

Eraser  River  sockeye  and  pink  salmon. 
31451  \ 

PROPOSED  RULES 
Fishing.  Klamath  River.     28552 
Indian  trit>e.  Federal  recognition; 

determination  prixredures.     30647 
Inflation  impact  statements.     28553.  30867 
Irrigation  projects,  operation  and  maintenance 
charges 
Flathead.  Mont..    30867 
San  Carlos,  Ariz.,    22902 
Mining 

Allotted  lands,  leasing  for  mining;  revoked, 

18083 
Crow  Indian  Reservation,  leasing  of  lands 

for  mining,  revoked.     18083 
Surface  exploration,  mining,  and 
reclamation  of  lands,  mineral 
development  contracts.     1808? 
Tribal  lands,  leasing  for  mining,  mineral 
development  contracts,     18083 
Oil  and  gas  mining 

Oil  and  gas  contracts,  mineral  development, 

18083 
Osage  Reservation  lands,  mineral 
development  contracts.     18083 
Preference  in  employment,  definition  of 

Indian.    27609  ' 
Water  use  on  Indian  reservations,  extension  of 
time.     20480.  30216 

NOTICES 

Alcoholic  beverages,  introduction,  sale  and 
possession,  legalizing 
Fort  Independence  Indian  Reservation. 

Cahf.     20681 
Gila  River  Indian  Community.  .Ariz  .     28937 
Distribution  plans  and  termination  notices 
Cold  Springs  Rancheria;  Sallie  Hunter,  et 
al  .  status  not  terminated.     2'680 
Environmental  statements,  availability,  etc 
Lower  Truckee-Lower  Carstm  River  Basins. 

Nev..     26254,  2731  1 
Mancos  Canyon  Indian  Park.  Colo  .     30547 
Papago  Indian  Reservation,  Vekol  Hills 
Project.  Ariz..     26477.  26478 
Federal  supervision  over  property,  termination 
Robinstin  Rancheria.  Calif  ,  revoked. 
33099 


Judgment  funds;  plan  for  use  and  distribution: 
Seneca  Indians,    20681 
Six  Nations  and  Stockbridge-Munsee 
Community.    21665 
Land  transfer: 
Badlands  Air  Force  Gunnery  Range,  S. 

Dak,    32849 
Yankton  Reservation,  Yankton  Sioux  Tribe. 
S.  Dak..    30252 
Law  and  order  determinations: 
Seneca  Nation.  N.  Y..    28007 
Umatilla  Tribe  of  Oregon.    28937   ■ 

INDIAN  CLAIMS  COMMISSION 

NOTICES  / 

Meetings;  Sunshine  Act.     18686,  19255. 
20536,  20745,  21344,  22467,  22633, 
23690,  25593,  26507,  28222,  29382, 
30469,  33438 

INSURANCE 

See  Farmers  Home  Administration. 
Federal  Crop  Insurance  Corporation. 
Federal  Deposit  Insurance  Corporation. 
Federal  Home  Loan  Bank  Board 
Federal  Housing  Commissioner— Office  of 

Assistant  Secretary  for  Housing. 
Federal  Insurance  Administration. 
Fiscal  Service. 
Social  Security  Administration. 

INTER-AMERICAN  FOUNDATION 

RULES  ' 

Sunshine  Act;  implementation,    20461 

NOTICES 

Meetings.  Sunshine  Act.     21555 

INTERIOR  DEPARTMENT 

See  also  Bonneville  Power  Administration. 
Fish  and  Wildlife  Service. 
Geological  Sur\eS. 
Hearings  and  Appeals  Office,  Interior 

Department 
Indian  .Affairs  Bureau. 
Liirtd  Management  Bureau. 
Mines  Bureau. 
Mining  Enforcement  and  Safety 

Administration. 
National  Park  Service. 
Outdoor  Recreation  Bureau. 
Reclamation  Bureau.  ^ 

RULES 

Employees,  interest  in  land  and  resources; 
acquiring  wild  horses  and  buTros,     32539 

Inflation  impact  statements,     23150,  25858. 
30196 

Procurement.     25858,  30196 

Property  management,    23150,  24740,  30196, 
32783 

Trans-Alaska  Pipeline  Liabilitv,  Fund;  non- 
profit organization,  establishment,     31790 

PROPOSED  RULES 

Trans  Alaska  pipeline  liability  fund,    26441 

NOTICES 

Agua  Caliente  Indian  Rtser.ation;  city  and 
State  laws  applying  to  reservation 
revoked.     32851 
Air  quality,  deterioration;  prevention;  National 
Park  System 
Canyonlands  .National  Park  et  al..  Utah, 
30443 
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Auth.irit>  delcgjtions: 
Scxrciar\  ct  al  ,  existing  authority. 
cUrificdtKin,     31fi61 
(  jrv-n  \aliondl  Forest,  Taos  Pueblo  Tract, 

NiumJars  ulanfication.     2tilM4 
Colorado  River  Storage  Project,  proposed 

general  power  marketing  criteria.     20682. 

2220^ 
LX'la\»are  Water  Ciap  National  Recreation 

.Area,  N  J    and  Pa  .  establishment,     2'>07l 
Drought  impact  areas,  emergencs,  \arious 

States,  memorandum  of  agreement  vvith 

L  SD.A,  Commerce  Department,  and  SBA. 

21HS5,  22608 
Environmental  statements,  availabilitv ,  etc 
Bonneville  Dam  Integration  Transmission. 

Colorado  River  Water  Quality  Improvement 

Program,     26705 
Continental  Divide  National  Scenic  Trail, 

23886 
Crude  oil  transportation  system,  Valdez. 

Alaska,  to  Midland,  Tex  ,     28CXJ8 
De  Luz  Heights  Municipal  Water  District, 

Calif,  vkater  system,     25926 
Dolores  Project,  Colo  .     241  1  I 
East  Decker  and  North  Extension  Mines. 

Big  Horn  County,  Mont  .     30696 
East  Gillette  Mine.  Campbell  County,  Wyo.. 

18153 
Glacier  National  Park.  .Mont  ,     241  19 
Lassen  Volcanic  National  Park,  Calif., 

32323 
Lower  TruckeeLower  Carst>n  River  Basins. 

Nev  .     26254,  2731 1 
Mancos  Canyon  Indian  Park,  Colo  .     30547 
Mobil-Consol  Pronghorn  mine.  Campbell 

County.  Wyo,     21330 
Navajo-EI  Paso/Consolidation  Coal  Lease 

and  Mining  Plan.  N    Mex  ,     24341 
Oil  shale  resources.  Colony  Development 

Operation.  Colo  .     32851 
Outer  Continental  Shelf,  Western  Gulf  of 

Alaska,     19238 
Papago  Indian  Reservation,  V'ekol  Hills 

Project,  .\m  .     264^7,  26478 
Planet  Tovvnsite  Land  Exchange,  Ariz  , 

31660 
Southern  Nevada  Water  Project.  Second 

Stage.  Nev  ,     30012 
Voyageurs  National  Park.  Minn  .  aircraft 

landing.     32590 
Voyageurs  Natwnal  Park.  Minn  . 

snowmobile  operations,     32590 
Westmoreland  Resources  Absaloka  .Mine. 

Big  Horn  County.  Mont  .    28629 
Finanaal  interest  statements 
.Adams.  Gary  E  ,     2''688 
Bleiweis.  Julius.    21860 
Bradford.  Von  C.    21860 
Cowles.  Edward  R  .     21859 
Glass.  Edward  C  ,     27688  ' 

Greg«.  Donald  B  .    27688 
Hayden.  Julian  R  ,     21859 
Hoey,  Frederick  W  ,     21859 
Hunt.  Herbert  H  .     27689 
James.  Evan  W  ,     27689 
Kline.  John  H  .     21859 
Meller.  Walter  A  ,     21860 
Nichols.  Thomas  C  ,  Jr  ,     2  I  860 
Prekeges.  Gregory  P  .     21859 
Ouigley.  Martin  T  ,     27689 
Ricci.  Nicholas  A  ,     27689       • 
Rogers.  Clifton  F  .     21859 
Rolfing.  John.     27689 


Salo.  John  V,,    21859  ^ 

Schultz,  Merrill  S..    21859 
Swanson,  Stanley  M,,    21859 
Timme,  E    F  ,     21859 
Meetings 
Oil  Shale  Environmental  Advisory  Panel, 

22205  V 

Outer  Continental  Shelf  Advilory  Board. 
28009 
National  petroleum  reserve  in  Alaska; 

designation  of  special  areas,    28723 
Organization  and  functions: 

Trans  .Alaska  Pipeline.     22426 
Outer  Continental  Shelf  oil  and  gas  leasing, 
1979.  1980.  198  1  planning  schedule; 
inquiry,     30442 
Privacy  Act,  systems  of  records,     18968 
Procurement  actions,  legal  review; 

Southeastern  Power  Administration, 
20684 
Robinson  Rancheria.  Calif.  Federal 

supervision  over  property;  termination 
revoked.    33099 
Salary  adjustment,  Administrator, 

Southwestern  Power  Administration, 
18153 
Trans-Alaska  Pipeline,  functions  of 
Department  respecting.     22426 
Watches  and  watch  movements:  allocation  of 
quotas 
American  Samoa.     24301 
Guam.     19172.24301 
Virgin  Islands.     20843.  21506 
Water  Research  and  Technology  Office; 
procurement,  legal  review  requirement, 
18153 

INTERNAL  REVENUE  SERVICE 

RLLES 

Employment  taxes: 
Employment  waivers,  constructive  filing; 

social  security  taxes  for  taxexempt 

organizations.     24046 
Interest  repayment,  retroactive  elections  of 

social  security  coverage  by  tax-exempt 

organizations,     17874 
Winnings  from  State-conducted  lotteries; 

withholding.     21107 
Excise  taxes 

Employee  benefit  plans,  exemptions  for 

services,  office  space,  etc,    32385 
Foundation  assets  valuation,    24265 
Retirement  income  plans,  pre- 1975 

prohibited  transactions,     27882,  31159 
Income  taxes 

Annuity  contracts  and  salary  reduction 

agreements,     2029"' 
Bingo.  Keno.  and  slot  machine  winnings; 

information  rep<irting  requirements; 

effective  dale  postponed,     33286 
Foreign  corporations,  ruling  requests 

respecting  certain  exchanges  and 

transfers.-  33287 
Foreign  tax  credit:  separate  limitations  for 

dividends  from  DISC  or  former  DISC, 

30497,  32536 
Foreign  tax  credit  for  US   corporate 

shareholders  in  foreign  corporations, 

20124 
Handicapped  and  elderly;  architectural  and 

transportation  barrier  removal  expenses, 

17871.  19479 


Handicapped  and  elderly,  deduction  for 

removing  certain  barriers  to.  hearing. 

26204 
Investment  credit  for  movie  and  television 

films,     19479 
Oil  and  gas  wells,  percentage  depletion 

limitations,    24263 
Rehabilitation  expenditures  for  certified 

historic  structures,  amortization, 

18276 
Retirement  plans;  employee  separated  from 

service;  lump  sum  distribution,     27882 
Procedure  and  administration 

Income  tax  preparers:  requirements, 

17453,  19479 
Refund  check  mailing  in  litigated  cases, 

22143 
Returns  and  return  information  disclosure, 

taxpayer  designee.     19144 

PROPOSED  RL  LES 

Excise  taxes: 

Advance  approval  of  grant  procedures  for 
private  foundations,     23517 
Income  taxes: 

Bonds,  arbitrage,    27610,  29517,  31462 
Church  retirement  plan,  definition,     18621 
Credit,  general  tax:  married  individuals,  etc  . 

20 1 50 
Oil  and  gas  wells;  percentage  depletion 
limitations,     24279,  26437 
Procedure  and  administration: 

Public  inspection  of  rulings,  determination 
letters  and  technical  advice  memoranda. 
30868 

NOTICES 

Authority  delegations: 
Assistant  Commissioner  (Administration); 

identification  media.     24139 
Assistant  Commissioner  (Compliance)  et  al,, 

tax  status  of  executive  or  judicial 

branch  appointees,    25945 
Assistant  Commissioner  (Employee  Plans 

and  Exempt  Organizations);  prohibited 

transactions,    32864 
Audit  Division  Director.  National  Office. 

19410 
Commissioner,  signing  of  name  for,     23907 
Deputy  Commissioner  et  al  ,  freedom  of 

information,    27379 
International  Operations  Director  et  al., 

21157 
Committees;  establishment,  renewals,  etc.: 

Art  Advisory  Panel.     31862 
Employee  benefit  plans 

Annual  information  returns; reports,  inquiry. 

25934 
Prohibitions  on  transactions,  exemption 

proceedings,  applications,  hearings,  etc  . 

18732,  18734, 22057,  23217.  23220, 

25998,  31574,  31575,  32395,  32399 
Meetings: 
Commissioner's  Advisory  Group.    25572 

INTERNATIONAL  JOINT 

COMMISSION-UNITED  STATES 
AND  CANADA 

See  Canada  and  United  Siaies-lniernaiional 
Joint  Commission. 
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INTERNATIONAL  TRADE 
COMMISSION 

RILES 

L  nfair  import  trade  practices: 
Complaints  properly  filed,  requirements, 
additional  copy  of  patent  and  file, 
31783 
PROPOSED  RLLES 
Unfair  import  trade  practices: 

Discovery  sanctions  rule,  termination  of 
investigation,     31811 

NOTICES 

Competition  conditions  study;  domestic  and 
foreign  steel  products,  western  US 
market,  investigation  and  hearings, 
30555  -.^ 

Fuel  efficiency  incentive  tax  propo^l; 
investigation  and  hearing,    31661 
Import,  production  and  export  daU, 

comparability  of;  enumeration  of  articles, 
preliminary  drafts  availability,     19932 
Impwrt  investigations: 

Bituminous  paving  equipment,  self- 
propelled,  certain  paru,    21860 
Bolts,  nuts,  large  screws,  iron  or  steel. 

32852 
Broom  com  brooms,     17536 
Cattle,  live,  and  edible  meat  products, 

19389,  25774,  29346,  30262,  31661 
Chicory  root,  crude  and  prepared,     17923 
Cooking  ware,  cast-iron,     17537,  28009 
Dot  matrix  impact  pnnters,    24120,  25387 
Dot  matrix  impact  pnnters,  solenoids  and 

print  head  assemblies,    21334 
Exercising  devices,    21117 
Fuel  efficiency  incentive  tax  proposal, 

31661 
Glass,  clear  sheet,  from  Romania,    20353 
Headwear;  hearing,    23212 
Impression  fabric  of  man-made  fiber  from 

Japan,     19934,22206 
Light  shields  for  sonar  apparatus.    21335. 

24120 
Machining  centers,  numerically  controlled, 

and  comfHDnents.    25388 
Mushrooms,     19239 
Photocubes,    24120.25387 
Pipe  and  tube,  welded  stainless  steel, 

32590 
Pipe  and  tube  fittings,  malleable  cast-iron, 

20355 
Plugs,  round  head  steel  drum  from  Japan. 

31502 
Selfpropelled  bituminous  paving  equipment 

parts  from  Canada,     21118 
Solder  removal  wicks,    26478,  29052. 

30262 
Steel,  stainless  and  alloy  tool.     32323 
Swimming  pools,  aboveground.  termination, 

22612 
Swimming  pools,  metal-walled  above- 
ground,  from  Japan,     18906 
Tape,  plastic,  pressure  sensitive,  from  Italy, 

29568 
Television  receiving  sets,  color,    21117, 
24342,  27689,  29346,  30262,  30265 
Toy  vehicles,  steel.     19933,  24120.  25388 
Meetings;  Sunshine  Act.     18686.  18687, 
19254.  19953.  20744. 20882.  21721, 
21722,  21899.  23580.  24174,  25405, 
26284,  26507,  28222.  29140,  30468. 
30470.  30574.  31223.  31224. 31686, 
32348,  32875, 33112,  33438 


Tariff  Schedules,  textile  imports,  change  from 
chief  value  to  ci.  .f  weight  method, 
domestic  impact,  hearings.     19931. 
22427.  29569 

Watches  and  watch  movements,  determination 
of  US    consumption  and  quotas  for  duty 
free  entry.  Virgin  Islands.  Guam,  and 
Amencan  Samoa.     17923 

INTERNATIONAL  WOMEN'S 
YEAR  OBSERVANCE. 
NATIONAL  COMMISSION 

NOTICES 

Meetings.  Women  s  Coordinating  Committees 
Alaska.     22961 
Amencan  Samoa.     30253 
Arizona.     28192 
Arkansas.     29127 
California.     30555 
Colorado.     28193 
Connecticut.    29127 
Delaware.     30253 
Distnct  of  Columbia.     29  1 27 
Georgia.     22961 
Idaho.     25390 
Illinois.     29127 
Iowa.     29127 

Kentucky.     29127 

Louisiana,     30253 

Maine,     30253 

Maryland.     29127 

Massachusetts.     31663 

Michigan.     29127 

Minnesota.    28010 

Missoun.     28010 

Nebraska,     31663 

Nevada,     30253 

New  Hampshire,     29127 

New  Jersey.     30253 

New  Mexico,    28010 

North  Carolina,    30253 

North  Dakota,    2801  1 

Ohio.     29127 

Oklahoma.     30253 

Oregon.     28193 

Pennsylvania,     31663 

Puerto  Rico,    30014 

Rhode  Island.    29127 

South  Carolina.     29127 

South  Dakota,     30253 

Tennessee,     31663 

Texas,    31663 

Utah.     31663 

Virgin  Islands.     31663 
Virgmia.     29127 
West  Virginia,     31663 
Wisconsin.     28011 
Wyoming.    29127 

INTERSTATE  COMMERCE 
COMMISSION 

RLLES 

Accounts,  uniform  system 

Freight  forwarders.     33306 

Mantime  earners.     33303 

Motor  earners.     33300 

Pipeline  companies.     33297 

Rail  earners.     33295 

Refngerator  ear  lines.     33298 

Water  earners.     33304 
Freight  forwarder  service  orders,  various 
companies 

Green.  C   S.  &  Co  ,  Inc,     21110 
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Freight  forwarders 

Accounts,  uniform  system.     33306 

Maritime  carriers 

Accounts,  uniform  system,     33303 

.Motor  carriers: 

Accounts,  uniform  system,    33300 
Certificates  and  permits    intermediate  point 

authorization    Panel  rec<>mmendation 

not  adopted.     22369 
Commercial  zones.  Syracuse.  NY..     24742, 

3  1  795 
Credit  extension  to  shippers.     22369.  23840, 
Freight  and  passenger  tariffs  and  schedules, 

28889 
Freight  and  pas,senger  tariffs  and  schedules; 

motor  vehicle  detention,     30190 
Freight  and  passenger  tariffs  and  schedules. 

terminal  and  special  services.     31796 
Household  gtnvds  broker  licensing 

prcx.-edures.  fees,  forms,  surety  bonds 

and  insurance  policies.     21783,  25862, 

3  11 63 
Passengers,  adequacy  of  service,  equipment, 

and  facilities.     29310 
Revenue  pr^Kcedings.  procedures  to  be 

followed,  intercity  bus  industry,    32541 

Pipeline  companies: 

Accc^unts    uniform  system.     33297 

Practice  rules: 

RailroacfTlevitalizatior  and  Regulatory 

Reform  Act  pn->cedures.  rate  incentives 
f<>r  capital  investment,     31603 

Republication.  .--23H06.  25863.  27598, 
29312,  33037 

Rail  carriers 

Abandonment  of  line<  and  disconUnuance  of 

service.     2532" 
Accounts,  uniform  system,     33295 
Credit  extension  to  shippers,    22370,  23840 
Demurrage  charges  remittance.     19146 
Gondolas,  incentive  per  diem  charges. 

23511. 25326,  26985 
Subsidies,  rail  service  continuation, 

determination  standards.  Northeast- 
.Midwest  Region.     26658 
Track  standards   intercity  rail  passenger 
service.     31  "95 
Railroad  car  service  orders: 

Freight  cars,  distribution;  extension  of  time, 

2854? 
Hopper  cars,  return,     28542,  28888 
Trailers,  return.     26657.  27248,  31 164 
Railroad  car  service  orders,  various 
companies 
Chicago,  Milwaukee.  St    Paul  &.  Pacific 
Railroad  Co,     18082,  21293,  22881. 
24278.  30841 
Chicago.  Rock  Island  &  Pacific  Railroad 

Co.,      P448.  21294 
Chicago  &  North  Western  Transportation 

Co.     1^44--.  2236- 
Delaware  &  Hudson  Railway  Co   et  al  . 

22367 
Illinois  Central  Gulf  Railroad  Co.,    22368 
Louisiana  &  Arkansas  Railway  Co.,    26656 
Missoun  Pacific  Railroad  Co   et  al..    22368. 
31163 
'    Missoun-Kansas-Texas  Railroad  Co  .     17448 
Octoraro  Railwav  Co     extension  of  time. 

25326 
Seaboard  Coast  1  mt  et  al  ,     31 164 
Vermont  Northern  Railroad  Co.,     30841 
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Refrigerator  car  lines: 

Accounts,  uniform  system.     3.^2^8 
Water  carriers 

.Accounts,  uniform  system.     33304 

PROPOSED  Rl  LES 

.Accounts,  uniform  system 
Motor  carriers.     328  14 
Freight  forwarders 
Exemptions,  aircraft  transportation,  motor 
transportation  incidental  to.     26667 
Motor  carriers 

Accounts,  uniform  system,  cla.ss  I  and  II 

carriers.     32814 
Exemptions,  aircraft  transportation,  motor 

transportation  incidental  to,     26667 
Lease  and  interchange  of  vehicles.     21114 
Licensing  of  economically  disadvantaged 
perstms,  petition.     28560 
Rail  earners 

Intercity  passenger  service,  adequacy. 
29526 
Reports 

Motor  carriers,     32814 

Track  maintenance,  reports, _  32819 

NOTICES 

Abandonment  of  railroad  services,  etc  : 
Akron  &  Barberion  Belt  Railroad  Co., 

19542 
Allegheny  &.  Western  RaiUay  Co   et  al  . 

24348 
Apache  Railway  Co  .     239-8 
Atchison.  Topeka  &.  Santa  Fe  RailwaV  Co  . 

2935" 
Baltimore  &  Ohio  Railroad  Co  .     1  8680. 

24349,  30016 
Bessemer  &  Lake  Erie  Railroad  Co  .    26770 
Birmingham  Southern  Railroad  Co  ,     26771 
Buffalo,  Rochester  &  Pittsburgh  Railway 

Co,     24169 
Burlington  Northern,  inc  .     21686,  22463, 

24349 
Canton  Railroad  Co  ,     31321 
Carbon  County  Railway  Co  ,     26772 
Carrollton  Railroad  Co  .     28066 
Central  Railroad  Co  of  .New  Jersey.     31325 
ChattahiKhee  Valley  Railway  Co.     24161 
Chesapeake  &  Ohio  Railway  Co  .     24169, 

24350 
Chicago.  .Milwaukee.  St    Paul  &  Pacific 

Railroad  Co  ,     3136-^ 
Chicago.  Rix;k  Island  &  Pacific  Railroad 

Co  .     271 1  I.  33190 
Chicago  &  North  Western  Transp<.irtation 

Co  .     22532.  267-3 
Clarendon  &.  Pittsford  Railroad  Co  ,     22976 
Clinchfield  Railroad  Co  ,     25670 
Colorado  &  Southern  Railway  Co  .     31327 
Columbia.  Newberry  &  Laurens  Railroad 

Co.     23979 
Condon.  Kinqua  &  Southern  Railroad  Co., 

28067 
Connellsvillc  &  Monongahela  Railway  Co., 

28068 
Constjlidated  Rail  Corp  .     3  1  306 
Delaware  &  Hudson  Railway  Co  .     31406 
Dcqueen  &  Eastern  Railroad  Co  .     2567  1 
Detroit  Sc.  Toledo  Shore  Line  Railroad  Co  . 

31324 
Duluth.  Missabe  &  Iron  Range  Railway  Co., 
f  29436 

Duluth.  Winnipeg  &  Pacific  Railway  Co  . 

31333 
Durham  &  Southern  Railroad  Co.,     23980 


El  Paso  Union  Passenger  Depot  Co., 

24169,  25672 
Elgin,  Joliet  &  Eastern  Railway  Co..    26787 
Fairmont.  Morgantown  &  Pittsburgh 

Railroad  Co  .  et  al  .     24169 
Fairport.  Painesville  &  Eastern  Railway  Co., 

31426 
Florida  East  Coast  Railway  Co..    23981 
Fort  Wayne  Union  Railway  Co..    31330 
Fort  Worth  &  Denver  Railway  Co..    26788 
Gainesville  Midland  Railroad  Co.,    23982 
Georgia  Railroads,     }\}?'\ 
Grafton  &  Upton  Railroad  Co..    31425 
Haysi  Railroad  Co.,    31328 
High  Point.  Thomasville  &  Denton  Railroad 

Co,     24162 
Hillsdale  County  Railway  Co.,  Inc.,    31323 
Holton  Inter  I  rhan  Railway  Co.,    24163 
Illinois  Central  Gulf  Railroad  Co.,     1 8680. 

18681.  19542,  22981,  24352,  30016 
Illinois  Terminal  Railroad  Co.,    22973 
Johnstown  &  Stony  Creek  Railroad  Co., 

26790 
Kanawha  Central  Railway  Co.,    24795 
Lake  Erie  &  Eastern  Railroad  Co.,    25673 
Lake  Terminal  Railroad  Co.,    26791 
Los  Angeles  &  Salt  Lake  Railroad  Co., 

26792 
Louisville  &  Nashville  Railroad  Co.,    31414 
Lowville  &  Beaver  River  Railroad,    23983 
Maine  Central  Railroad  Co..    29437 
McCloud  River  Railroad  Co  ,     21889 
McKeesp>ort  Connecting  Railroad  Co., 

26798 
Missouri-Kansas-Texas  Railroad  Co.,    28068 
Montour  Railroad  Co..    23588 
Mount  Hood  Railroad  Co.,    26799 
Municipality  of  East  Troy  Railroad,    23590 
New  Orleans  &  Lower  Coast  Railroad  Co., 

21 168,  26720 
Newburgh  &.  South  Shore  Railway  Co., 

26801 
Norfolk  &  Western  Railway  Co.,    24354, 

26802 
Northampton  &  Bath  Railroad  Co.,    26813 
Northwestern  Pacific  Railroad  Co.,    24164. 

30268 
Oregon  Electric  Railway  Co.  et  al.,    331 10 
Oregon  Short  Line  Railroad  Co.  el  al.. 

24355.  268 l^ 
Oregon-Washington  Railroad  Sc  Navigation 

Co  et  al  .     18684,  22463, 26822 
Petaluma  &.  Santa  Rosa  Railroad  Co., 

24355,  25675 
Pittsburgh.  Chartiers  &  Youghiogheny 

Railway  Co,     31329 
Pittsburgh  &  Lake  Erie  Railroad  Co., 

23592 
Pittsburgh  &  Western  Railroad  Co.  et  al., 

Ouanah.  Acme  &  Pacific  Railway  Co., 

31404 
Raritan  River  Railroad  Co..    29438 
Richmond.  Fredericksburg  &  Potomac 

Railroad  Co  ,     23984 
Sacramento  Northern  Railroad  Co.,    26827 
Seaboard  Coast  Line  Railroad  Co.,    27111, 

31336 
Soo  Lme  Railroad  Co  .     26829 
Southern  Pacific  Transportation  Co., 

18684.  19542.  19543,22463,22464, 

24355.  24356.  25676,  30268 
Southern  Railway  Co..     23104 
Spokane  International  Railroad  Co..    26841 


St.  Joseph  &  Grand  Island  Railroad  Co., 

26843 
St  Louis  Southwestern  Railway  Co..    25703 
St.  Louis-San  Francisco  Railway  Co.. 

18684.  31407 
Sunset  Railway  Co..    25709 
Texas.  Oklahoma  &  Eastern  Railroad  Co.. 

25711 
Tidewater  Southern  Railway  Co  .    26845 
Toledo.  Angola  &  Western  Railway  Co  , 

26847 
Union  Pacific  Railroad  Co  .     22464.  26849 
Union  Railroad  Co..     25712 
Valley  &  Silet2  Railroad  Co  .     31335 
Vermont  Railway.     23985 
Visalia  Electric  Railroad  Co..    25713 
Wabash  Railroad  Co   et  al..     17938,  29378 
Warren  &  Ouachita  Vallev  Railway  Co   et 

al.     20701 
Washington  County  Railroad  Co   et  al., 

24356 
Western  Pacific  Railroad  Co  .     19543, 

25714 
Winston-Salem  Southbound  Railway  Co., 

24168 
Yakima  Valley  Transportation  Co  .     26856 
Youngstown  &  Northern  Railroad  Co  , 

25716 
Youngstown  &  Southern  Railway  Co., 
23594 
Agreements  under  sections  5a  and  b. 
applications  for  approval,  etc  : 
Alaska  Carriers  Association.  Inc  .     31667 
Bulk  ^Carrier  Conference,  Inc,     31515 
Chicago,  Milwaukee,  St   Paul  &  Pacific 

Railroad  Co  .     18919 
Consolidated  Freightways  Corp   of 
Delaware.     25396. '25397 
Authority  delegations 
Employee  Review  Boards,  finance  cases, 
19252 
Complaint  proceedings: 

Winnebago  Farmers  Elevator  Co  ,  v 

Chicago  &  Northwestern  Co  .    28658 
Equal  opportunity  in  surface  transportation; 

report,     18322 
Financial  interest  statements: 
Martin.  James  E  .     2'<^590 
Fourth  section  applicaiu>ns  for  relief.     17561. 
19247.  20698,  2(^78,  21342,  21553, 
21685,  21889,  22615.  22970.  23221. 
23908,  24169,  24352.  25946,  28202. 
28658.  28953.  29357.  30016.  30266, 
30460. 30558.  30712,  30963.  31516, 
31863.  32342.  32865 
Hearing  assignments.     17561.  17936,  18173, 
18321,  18680,  18917, 19246,  19412. 
19544.  19947,  20212,  20357,  20529. 
20697,  20878.  21158,  21341,  21342, 
21534,  21684.  21889,  22216,  22462. 
22615. 22970.  23221,  23576,  23684. 
23908.  24349.  24794, 25396,  25573, 
25796.  25946,  26281,  26498,  267  12. 
271 10.  27379,  27706,  28014.  28201, 
28658,  28952.  29137,  29357.  29588, 
30015,  30265.  30460,  30558.  30712. 
30962.  31216,  31515,  31666,  31863, 
32341,  32342,  32608,  32865,  33106, 
33408 
Meetings;  Sunshine  Act,     19571,21 899, 
23223.  24358,  25593,  25949,  26284. 
28661.  30969.  32616,  32875 
Motor  carrier,  broker,  water  carrier,  and 
freight  forwarder  applications.     18684. 
2189-,  24356 
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Motor  carriers: 

Applications,  for-hire  carriage  substituted 
for  proprietary  operations.     31214. 
32610 
E-letter  notices,  certification  procedures. 

32342 
Finance  proceedings,  applications,  review. 

policy  statement,     32609 
Household  goods  transportation,  informal 
conference  on  agency  relationships, 
27129 
Household  goods  transportation;  interstate 
or  foreign  commerce,  informal 
conference  on  agency  relationships. 
28014 
Irregular  route  property  carriers,  gateway 
elimination,     17562.  18322,  19412. 
20709,  21534.  22616,  23908.  25574. 
27113.  28202,  29358.  30558.  31667 
Lease  and  interchange  of  vehicles,     18329, 

20529,  26498,  29588,  30712 
Section  5(2)  aoplications,  format  and 

content,     31665 
Statistics  for  Class  II  earners  of  property, 

22217 
Temporary  authority  applications,     18174, 
18178.  18330,  18336,  19247.  19424. 
20358.  20530,  20704,  21  160,  21  163. 
21342,  21686,  21892,  22629,  23684. 
23920,  23924,  23930,  24170,  24795. 
25397.  26499,  26713.  26715,  27709. 
28201,  28214,  28955,  28961,  29373. 
30016,  30461,  30713,  30963,  31216, 
31675,  31864,  32343,  32865 
Transfer  proceedings,     17561,17562, 

17936,  18681.  18918,  18920,  19429, 
19544,  19950,  20213,  20701.  20879, 
21158,  21342,  21889,  21890,  22464, 
22970.  23221.  23576.  24353.  25946. 
26262.  26499,  27  1  1  1 .  27706,  27707, 
28015,  28953,  29588,  30266,  30460. 
30712,  31516,  31667,  31863,  32608. 
32610,  33408 
Operating  rights  applications,  etc  ,  22632 
Petitions,  applications,  finance  matters 

(including  temporary  authorities),  railroad 
abandonments,  alternate  route  deviations, 
and  intrastate  applications.     18473. 
19544.  19950,  20722,  21690,  22997, 
24139.  25796.  27083,  28638.  29590, 
30717.  31868.  33409 
Petitions  filing: 

Ajax  Transfer  Co.,     29377 
Bunge  Corp   et  al  ,    22216 
Marotta  Air  Service.  Inc..     30572 
Perkins  Furniture  Transport.  Inc  ,     331  10 
Scott  Truck  Line,  Inc  .     19429 
Transportation  Department.    21168 
Pipetee  carriers 

Tentative  valuations.     25591 
Rail  carriers 
Missouri  Pacific  Railroad  Co  .  system 
diagram  map,     17726 
Rail  transportation 
AMTRAK  through  route  and  pint  fare 

study,  intercity  rail  and  motor  carriers. 
202  i  I 
Maryland,  light-density  rail  lines,  evaluation. 

20396 
Pennsylvania,  light-density  rail  lines, 
evaluation.    23078 
Railroad  car  service  rules,  mandatory; 
exemptions,     17561.  18173.  18174, 
18339,  19247,  19947,  20358,  20697, 


20698.  21685.  22978.  24350,  26713. 
27380.  28201.  28659.  28952.  33107, 
33108 
Railroad  freight  rates  and  charges,  various 
States,  etc 
Arkansas,     29136 
Colorado,     29357 
Idaho.     26497 

Interest  rates,  calculation,    20701 
New  Mexico  Arizona.     31896 
North  Carolina.     29  138 
Oklahoma.     31516 

Wyoming,  coal  from,  capital  incentive  rate, 
30963 
Rerouting  of  traffic 

Asst>ciation  of  American  Railroads.     19950 
Atchison,  Topeka  &.  Santa  Fe  Railway  Co 

29357 
Birmingham  Southern  Railroad  et  al  , 

22978 
Chesapeake  &  Ohio  Railway  Co  ,     19429 
Consolidated  Rail  Corp  ,     18173 
Green  Mountain  Railroad  Corp  ,     20698. 

26721 
San  Diego  &  Anzona  Eastern  Railway  Co.. 
1-561 
,  \  irginia  &  Maryland  Railroad  Co  .     18919, 
2070! 
Western  Maryland  Railvyav  Co  ,     33!  1  1 
Waste  product  transportation  for  reuse  or 
recycling.    20529.  22218.  25825.  27382 

INTERSTATE  LAND  SALES 
REGISTRATION  OFFICE 

NOTICES 

Land  developers,  investigatory  hearings,  orders 
of  suspension,  etc.: 
Alpine  Lake.    23209 
Aspen  Hills.    23209 
Briarcliff.     29108 
Caiiente  Casa  de  Sol.     31652 
Circle 'D"  Country  Acres,     29108 
Clear  Creek  Forest,    29108 
Connestee  Falls  et  al.,    21323 
Golden  Oaks,     29109 
Hualapai  Highlands.     30007 
Land  O  Lakes  Estates.     24334 
McShepherd  Ranches.     24335.29109 
Ohio  Meadows  et  al  .     23549 
Pike  Meadow  Estates  &.  Pike  Forest  Estates, 

29109 
Roland  Land  Co   et  al.,     31652 
San  Juan  Meadows,    24335 
Sunset  Groves,    30547 
Velda  Rose  Gardens.     29!  10 
Wilderness  Streams.     23209 

INVESTMENTS 

See  Oierseas  Prnate  Imesimeni  Corporanon. 

Securities  and  Exchange  (.'nmmission. 

JOINT  BOARD  FOR  THE 

ENROLLMENT  OF  ACTUARIES 

See  Actuaries.  Joint  Board  for  Enrollmenl. 

JUSTICE  DEPARTMENT 

See  also  Antitrust  Dnision.  Justice  Department 
Drug  Enforcement  Administration 
Federal  Bureau  of  ln\estigation 
Immigration  and  Saturahzation  Sen. ice 
Law  Enforcement  Assistance  Administration 
Parole  Commission 
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Prisons  Bureau 

RULES 

Federal  employees,  defense  of  suits  against; 
participants  in  National  Swine  FTu 
Immunization  Program.     32770 
Information 

Disclosure.  Deputy  Assistant  Attorneys 

General,  authority  delegation,     19145 
National  secuntv  information  and  material. 
classified   transmission,  CFR  oorrection. 
2930- 
Nondiscrimination: 

EEO  complaints,  direct  remedial  action 
authority.     25724 
Organization,  functions,  and  authority 
delegations 
Acting  Attorney  General,  delegation, 

290<i3 
Assistant  Attorney  Cjeneral,  Cnminal 

Division.  deMgnation  as  Acting  Attorney 
General.     2 'Mm 
Assistant  Attorney  General  for 

Administration,  delegation  revoked, 
32537 
Attorneys,  conduct  of  legal  proceedings. 

26205 
Deputy  .Attorney  General  Office.    22557 
Management  and  Finance  Office. 

supervisory  responsibility.    25499 
Pnvacv  Act.  implementation,     23506 
Property  management,     21475 
Relocation  assistance  and  real  property 
acquisition  {X)licies.  uniform,  revoked, 
21470,  21475 

NOTICES 

Meetings 

FBI  Director,  Selection  Committee,     19518. 

22428,  23212 
U.S.  Circuit  Judge  Nominating  Commission. 
216^0.  22206.  23644.  24773,  26481, 
28009.  28632,  28913.  32323.  33385 
Pollution  control,  consent  judgments.  US 
versus  listed  companies,  etc.: 
Corning  Fiberv  Inc  .     26709 
N    L    Industries.  Inc  ,     31662- 
New  York  Citv.     28009 
Providence.  R  I..  >30253,  32852 
United  States  Steel  Corp.,     32852 
Privacy  Act,  systems  of  records.    21668. 
22612,22953,23558.26478 

LABOR  DEPARTMENT 

See  also  Employment  and  Training 
Administration. 
Employment  Standards  Administration. 
Federal  Contract  Compliance  Programs 

Office 
Labor  Sialistus  Bureau. 
Manpoy.er  Administration. 
Occupational  Safety  and  Health 

Administration. 
Pension  and  Helfare  Benefit  Programs  Office. 
^ase  and  Hour  Division. 

RULES 

Apprenticeship  programs,  registration 

standards,  correction.     30836 
Comprehensive  Employment  and  Training  Act 
Public  jobs  program.     24523 
Special  target  groups,  youth  programs,  etc., 
30368 

>outh.  economically  disadvantaged,  summer 
program  for.    20908 
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Construction  industry  wages  and  price 
stabilization;  removed.    22^^4 

f  arm  labor  contractor  registration,  calegors 
exemptions.     22''^•l 

\*.    rkcr  ailjustmenl  assistance 

(  er'.it'KJtU'n  of  eligihilit\,     32772 

PKOK)SKU  RLLfc-S 

Contracts.  Federal,  procedures  under  WaNh 

Heal^v  Public  Contracts  .Act,     2mi23 
farm  lab».>r  contractor  registration 
Certificates  of  registration  and  emplovee 
identification  cards,  issuance  b)  States, 
2428V 
Pr.vurement.      "l  1  462 

NOTIC  E,S 

Applications,  etc  : 

.Montana       ■(2K';n 
Committees   establishment,  renewals,  etc: 

Mjltilateral  Trade  \e|^ltlatlons.  Labor 
.•\d\  istirv  Committees,     :^()445 
Consumer  price  index.^'all  items,  I'  S    city 


average 


24U4 


Environmental  statements,  availabilits ,  etc 
Oii*ihale  reviurces.  Colons   Development 
Operation,  Cok>  .     ^28";  1 
Industrv  studv  rep<>rts  for  adjustment 
i.vsistance  eligibilitv 
Sugar,     2''6'o 
TeleMsion  receivers,     24''4S 
.Meetings 
Oiiter  Continental  Shelf  Environmental 
Studies  .Advistirv  Committee.     3285t) 
Motor  vehicles,  off-road,  road  closures;  area 
designations 
Oregon,     32844 
Organization  and  functions 

Minneapolis,  Minn    ,Area  Office,  jurisdiction 
change,      1'^  I  "5 
Withdrawal  and  reservation  of  lands, 
prop<ised,  etc 
Washington,     3285U 
VVirker  adiustment  a.ssistance,  certifying 

officers,  designation  and  resp«insibilities, 
27343 
Adiu^'meni  assnlance 
A  <t  T  Ladies  Garment  Corp  ,     291  14 
,A  &  Z  Fashions  et  al  ,     I  VP? 
ABC  Industries   Inc  ,  el  al  ,     32853 
Acme  Leather  Sportsv^ear.  Inc  ,  et  al,. 

2  "3  30 
Adams  Electronics  et  al  ,     18155 
Aetna  Pipe  Products  Co  .     3  I  5(>4 
Aetna  Standard  Engineering  Co   et  al  . 

23655 
Agressive  Manufacturing,  Inc  ,  et  al  , 

^ !  K"'2 
Aileen,  Inc  .  et  al  ,     2863  3 
Airco,  Inc  .     18672.27330 
Airco  Alloys.     23644 
Airco  Electronics.     32853 
Airco  Speer  Electronics.     25934 
Air*av  .Manufacturing  Co  .     18155 
Alabama  By-Products  Corp  ,     22430 
Alan  .Mfg    Co    et  al  ,     I9P6 
Allan  Shoe  .Manufacturing  Co  ,  Inc  ,     22431 
Allied  Leather  Co   et  al  ,     26481 
Allied  Textile  Printers  Corp  ,    27330 
Alpha  Carbide,  Inc  .     19177 
Alpha  ShcK!  Co  ,      19189 
Ambov  Manufacturing  Co  .     32325 
,Amerace  Corp   et  al  ,     18156 
American  Can  Co   et  al  .     24346 


American  Felt  Slipper  Co  ,  Inc 


:2431 


American  Finish  &  Chemical  Co.  et  al., 

32325 
American  Motors  Corp.  et  al.,     19937 
American  Optical  Corp.,     19186 
.Ameron,  Inc  ,     32326 
Ann  Michele  Dress  Co,.     32327 
Apollo  Dyeing  &  Finishing  Co.  et  al., 

21872 
Arco  Auto  Carriers.  Inc  ,  et  al.,    26481 
Arctic  Enterprises.  Inc.,     19937 
Arkav  Pants  Co   et  al.,    32328 
Armco  Steel  Corp.,    21864,  27689,  27690. 

30939.  30940 
Artvij^ue  of  California,     21864 
Atkm.  William,  Co  ,  Inc.     26492 
Atlantic  Steel  Co,,     23645 
.Atlantic  Tubing  &  Rubber  Co,  et  al., 

19178 
Atlas  Powder  Co.  et  al..    30013 
.Atwater  Throv*,lng  Co.,  Inc..    30445,  30446 
Babcock  &  Wilcox  Co..    25935 
Bamberger  Reinthal  et  al..    28633 
Barry  maid  .Mills  et  al,.    23215 
Bata  Shoe  Co..  Inc..    29115 
Bata  Shoe  Co.  et  al..     19178 
Beacon  Tex-Print  Ltd..    27331 
Beckerman  Shoe  Corp.,     27332 
Belle- Moc.  Inc  .  et  al  ,    23656 
Belleville  Shoe  Manufacturing  Co.,     19938 
Berkowit^,  Michael.  Co  .  et  al.,    30939 
Berman  Manufacturing  Co.,  Inc.,     18157 
Bern  Brae  Classics.  Inc  ,     19179 
Bernard  Screen  Printin'  Corp.  et  al.,    32328 
Bethlehem  Steel  Coit).,     21865,  30941 
Big  River  Mfg   Co.  et  al.,     19938 
Birenbaum.  Louis.     19183 
Birmingham  Stove  &  Range  Co..    32328 
Bonck    J    H  .  Co  .  Inc  .     27690 
Bonnie  Fashions  Co  ;  correction.     18158 
Boss  Mfg   Co   et  al..     19939 
Brewer.  C   &  Co  .  Ltd  .     30447 
Brewster  Finishing  Co..  Inc.,    29115 
Bronco  Bill  II  et  al.,     18158 
Brown  Shoe  Co,    27691.30941 
Bruce  Diamond  Coro.  et  al..    30936 
Burroughs  Corp..     18672 
C-E  Glass.  Inc  .    21866 
Calumet  Steel  Co..    26483 
Canteen  Co^ip  ,     32329 
Capitol  Foi^wear  Corp.,     UAll 
Cardinal  Cottons  Corp  ,    27332,  27333, 

27334,  291 16 
Carmen  J.  19189 
Ceco  Corp  ,     I  9  I  79 

Central  Shoe  Manufacturing  Co..    29117 
Chemetron  Corp.,     25935,  291 17 
Chene  Brassiere  Co..  Inc..    27334 
Chippewa  Shoe  Co..     32330 
Cinderella  Shoe  Corp.,     19190  ■, 

Coastal  Ice  &  Fuel,  Inc.,    30944  * 

Cobre  Tire  Co   et  al  ,     30447 
Coca-Cola  Co  ,     23667 
Colt  Tile  Terazzo  &  Marble  Co..  Inc..  et  al.. 

30937 
Connors  Steel  Co..    27692.  30944 
Converse  Rubber  Co.,    23647,  25936, 

2593^,  30447 
Copper  Range  Co.,    21867 
Copperweld  Corp..    23648 
Copperweld  Steel  Co.,     29118 
Corcoran,  Joseph  F.,  Shoe  Co.,    27337 
Crane  Co,     19180,27693 
Creiner  &  Brumberg.  Inc  .  et  al.,    21873, 

27335 
Crest  Shoe  Co..    27335 


CvcIopsCorp.,,  29118,  30448 

De  Laval  Turbines,  Inc.,     19180,  25938, 

30938.  31505 
Delton  Shirtmakers.  Inc.    23649 
Denison  Cotton  Mill  Co,.    23650 
Dixon  Ford  Shoe  Co  .     27336 
Dixon-Bartlett-Lambrecht,  Inc  .     19181 
Dobbs,  Charles,  Ltd.,    30942 
Dole  Co.  et  al.,    25941 
Duchess  Garter  Corp,.     22432 
Duraloy-Blaw  Knox,  Inc.     29119 
Edgewater  Steel  Corp  .    30945 
Edinburg  Manufacturing  Corp  et  al.. 

30938 
Electralloy  Corp..     18158 
Electro  Motive  Corp..     18159 
Empire  Oldsmobile,     23650 
Ettelson  of  Philadelphia.  Inc  .    23651, 

23667 
Evans,  L.B..  &  Son  Co  .     26488 
Excelsior  Cloak  &  Suit  Corp.  et  al,.    23216 
Faber.  Eberhard.  Inc  .     19190 
Fabien  Corp,,     30946 
Faith  Shoe  Co.,    31505 
Fashion  Footwear  Co.,  Inc.,  et  al,,    28634 
Fashion  Mate,  Inc.,  et  al.,    27691 
Ferry,  E.  W,,  Screw  Products.  Inc  .  et  al., 

23657 
Flagg.  Stanley  G.,  and  Co..    29 1 25 
FlodarCorp.,    22433 
Florsheim  Shoe  Co.,    22434 
Franklin  Steel  Co.,    29120 
Garcia,  Carmen,  Inc.,    24344 
Garcia,  Henry,  Inc..    24345 
Garland  Corp.,    32853 
General  Electric  Co.,    30947.  32854 
General  Motors  Corp.  et  al  ,    23657 
General  Shoe  Co.,     19939 
Gilbert  Shoe  Co  .    23652 
Glass  Dimensions,  Inc.,    30947 
Gold  Seal  Garter  Corp.,    23652 
Gossard.  H.  W'..  Co..    23653.29120 
Gotham  Fifth  Avenue.  Inc..    27693 
Gulf  &  Western  Industries.  Inc  .     18673, 

25938 
Gulf  &  Western  Manufacturing  Co   et  al., 

19182 
Gulfway  Trawlers,  Inc.,     27694 
Halco  Industries.  Inc  .  et  al  .    26482.  32330 
Hammond  Valve  Corp  ,     25938 
Hanna  Furnace  Corp..     22434 
Harley-Davidson.  Inc.     32854 
Harmony  Co.,    27336 
Harris  Structural  Steel  Co.,  Inc.    32331 
Hawaiian  Sugar  Co,.     30449 
Hawaiian  Tug  &  Barge  Co  ,  Ltd  .    29121 
Heavenly  Shoe  Co  .     23654 
Herman  Segail  &.  Co  .     32331 
Hilo  Coast  Processing  Co..     30450 
Homestead  Industries.  Inc  ,     23654 
Horton  &  Hubbard  Manufacturing  Corp., 

29121 
Hull  Dye  &  Print  Works.  Inc.    27695 
Hunt  for  Chevrolets.  Inc  .     32332 
Indian  Head  Millwork  Corp..     26483 
Inselman.  Jack  L  .  &  Co..    21867 
Interlake,  Inc  .    27698 
International  Harvester  Co..     26484 
International  Shoe  Co.,     19182,  23655, 

25942.  27337.  32332 
Ion  Capacitor  Corp,.    32854 
Jersey  Dye  &  Finishing  Co  .     32333 
Jo-Gal  Shoe,  Inc  ,     22435 
Joliet  Wrought  Washer  Co  .     30450 
Jude  Trawlers,  Inc.,    32334 
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Judson  Steel  Corp,.     21868 

June.  Barbara,  et  al  .     30936 

Kaiser  Steel  Corp  ,    22438.  26485 

Kathi-Din,     2"338 

Kau  Sugar  Co  ,     30451 

Kenbar  Industries.     30948 

Kennebec  River  Pulp  &  Paper.  Inc..    32334 

Kenosha  Auto  Transport  Corp  .    23658 

Kenosha  Metal  Products.  Inc  .     30949 

Kentucky  Electric  Steel  Co  ,     21868 

Kerotest  Manufacturing  Corp  .    26487     ^ 

Kirmaver.  Max.  &  Sons.  Inc.     19184 

Laclede  Steel  Co.,     30949 

LadishCo.     18160 

Ladv  Suzanne  Foundations.  Inc  ,     19183 

Lee.  Bob.  Manufacturing  Co  .     24344, 

25935 
Lemont  Manufacturing  Co  .     19940 
Lever  Brothers  Co  .     27338 
Liggett  Spring  &  Axle  Co  .    21869     ,- 
Little  Falls  Fewtwear.  Inc  .     30950 
Lumured  Corp  .     32335 
Lunkenheimer Co  .     19184 
Macsteel  Co..    23659 
Madlin  Shrimp.  Inc  .     29122 
Magnavox  Co  .    27695 
Maidenform.  Inc  ,     22435 

Maiden  Rental  Service.  Inc  .  et  al  .    21873 

Maline  Sewing  Corp  .     25939 

Mar  Mac  Manufacturers.  Inc.,    27339 

Marathon  Steel  Co  .     22436 

Maremont  Corp  .     19191 

Mana  Garment  Co  .     23660 

Manih  Valve  Co  ,     19940 

Mauna  Kea  Sugar  Co  .     30452 

Maxi  Manufacturing  Co,,    23660 

Mesta  Machine  Co  .     26488 

Michele  Dress  Co  .     32335 

Milady  Brassiere  &.  Corset  Co  ,  Inc  .    27697 

Milton  Manufacturing  Co  .     19941 

Mired  Foundations,  Inc,    27697 

Miss  Quality,  Inc  .     19185,23661 

Miss  Sarah.  Inc  .    22436 

Muench-Kreuzer  Candle  Corp  .    29123 

National  Steel  Corp  .     26489 

National  Supply  Co  ,     18161.  19186 

New  Humor  Co..     23662 

Northwest  Steel  Rolling  Mills,  Inc  .    30951 

O'Keefe  Drilling  Co  .     29123 

Olokele  Sugar  Co  .     30452 

Pacific  States  Steel  Corp  ,     25939 

Palm  Land  Fashions.  Inc  .     27699 

Peg  Bandage.  Inc  .     32336 

Pettvjohn  Brothers  Shoe  Manufacturing, 
'inc.     27339 

Philadelphia  Coke  Co,  Inc.    21869 

Phoenix  Clothes.     20356 

Phoenix  Steel  Corp  ,     23662.  23663 

Pleasant  Beef  Co,  Inc..     27340 

Port  Fisheries,     19187 

Powell.  William.  Manufacturing  Co.,     18164 

Prestige  Shoe  Co  .     26490 

Raybestos  Manhattan  Friction  Materials  Co.. 
'  23664 

Republic  Steel  Corp  .     30942.  30943 

Reynoldsville  Industries.  Inc  .    26490 

Richard.  Jeff.  Inc  ,     18160 

Riverside  Novelty  Printers.  Inc  .     32336 

Robert  Hall  Clothes,     25940' 

Roblin  Steel  Co  .    23664 

Rockwell  International.     26491.  32854 

Rohm  &  Haas  North  Carolina.  Inc,     30951 

Rothschild.  S  .&  Co  ,  Inc  .     19188 

Royal  Typewriter  Co  ,     18161 

Rubber  Corp   of  Arkansas.     18162 


S  &  S  Children's  Apparel  Corp  ,     19942 

Saft  America.  Inc.,     32336 

Sanrie  Sportswear.  Inc  .     29124 

Sea  Life  Ice  &  Fuel,  Inc  .     30952 

Sebastian,  Jack,  Shoe,  Inc  ,     23658 

Seinsheimer,  H    A  ,  Co  ,     22434,  28632 

Sheller  Globe  Corp  .    3^854 

Sheridan  AMC/Jeep,  Irfc..    27698 

Sondra,  Inc  .     29124 

Soule  Steel  Co  .     22437 

Southwest  Steel  Co  .     19942 

Southwest  Steel  Rolling  Mills,  Inc  .     23665 

Springfield  W  ire  of  Indiana.  Inc  .     27699 

Standard  Steel.     21870 

Standee  Manufacturing  Corp  ,     23666 

Sttvckham  Valves  A.  Fittings,  Inc  .    21870 

Superb  Glove  Corp  .     21871 

Sweetree  Mills.  Inc  .    22438 

Terrace  Footwear  Inc.    21871 

Tiffanv  &i  Co  .     29126 

Trimfwt  Co  ,  Inc  ,     32337 

TRW.  Inc.     2^341 

Lnion  Electric  Steel  Corp  ,     23668 

Union  Textile  Printers,     27341 

Uniroyal.  Inc  .     25941 

United  Automobile,  Aerospace  & 

Agricultural  Implement  Workers  of 
America,     1K163 

United  States  Metals  Refining  Co  ,     181  63 

United  States  Steel  Corp  ,    29126,  30953, 
30954 

V-M  Corp..     32854 

Vulcan  Corp.,     19943 

Wailuku  Sugar  Co  .     30453 

Wallace-Murray  Corp  ,     19187 

Walter.  Jim,  Resources.     23217 

Warwick  Electronics.  Inc  .     32855 

Wellington  Leather.  Inc  .     26492 

Western  Leather  Products  Corp  .    23665 

Westminster  Corp  .     23668 

Wevenberg  Shoe  Manufacturing  Co., 
'22438 

Wheeling  Machine  Products,     23669 

Wilson  Sporting  G^xxis.    32855  BLM-N 

Wilton  Corp.,     22439 

Wohl  Shoe  Co  .     30454 

Wood.  Alan.  Steel  Co.,     23645 

Worcester  Controls  Corp.,     18165 

YKK  USA.  Inc  .     27342 

Young  Bros  .  Ltd  .    29127 

LABOR  M.\NAGEMENT  SERVICES 
ADMINISTRATION 

See  Pension  and  Hellurc  benefit  Programs 

Ofrue 

LABOR  STATISTICS  BLREAt 
NOTICES 

Autht>ritv  delegations 

Administrative  Management  Associate 

Commissioner,  e!  al  ,  procurement  and 
contract  officers,     25926 
Data  Analysis  Office.  Deputv  Commissioner. 
et  al  ,'   21862 
Meetings 

Business  Research  .ADvisory  Council. 

19175.  20863.  21335 
Labtir  Research  Advisory  Council.    20863 
Occupational  information,  interagency 
agreements.     213''" 
State  unemployment  compensation  programs 
Unemployment  rates  for  1977,  weekly 
seasonally  adjusted;  factors  for 
computation,     18670 


LAND  MANAGEMENT  Bl REAU 

>« 

RULES 

Horses  and  burros,  wild  free-roaming; 
protection,  management  and  control: 
Helicopter  use  in  management,    26654 
inflation  impact  statement.    28721 
1  and  withdrawals  and  revocations: 
Petroleum  reserves,  management  and 
protection,    28721 
Minerals  leasing 
Coal  leasing,  competitive:  correction, 
25469.  25470        ' 
Minerals  management 

Environment  and  safety,  coal  mining 
operating  regulations;  correction, 
25462 
Public  land  orders: 

Alaska,     18401,  18860,  21612 

Idaho.     32539 

Utah,     22365,  30180,  30370 

Recreation,  outdoor: 
Commercial  exploitation  of  desert  plants. 
fire  closure  orders  enforcement, 
criminal  f>enalties.    20626 

PROK)SED  Rl  LES 

Inflation  impact  statements,     20315 
Land  cla.ssification: 

Alaska,  meetings,     18455.20681 
Land  disp<."isition 

Grants,  Carey  Act.     18100 
Rights-of-way:     < 

Povker  transmission  lines,  electric  facilities 
crossing  Federal  lands,  wheeling 
stipulation,    20315 

NOTICES 

Airport  leases 
Alaska.     22940 
Arizona.     22940 
California,    21666 
Nevada.     21857,25924.26704 
Alaska  native  selections;  applications,  etc: 
Alaska,  State  of  er4kl .    20677,  23549, 

29057 
Arctic  Slope  Regional  Cor(),,    20679 
Ekiutna,  Inc  ,     30689 
Kikiktugruk  Inupiat  Corp  .     26475 
Knikatnu.  Inc  .     26473 
?on  Graham  Corp.,    30690 
.Applications,  etc.: 
Arizona,    24112 
Colorado,    20680.  20862.  23642.  28187. 

28628,  33383 
Idaho.     22937 
Mmnesota,    22937 
Montana.    22937,  25536,  30550 
New  Mexico,     18135,  18312.  18456.  20862. 
20863,  21526,  21666,  22205;  22938. 
22939.  23885.  241 10,  25536.  25772, 
25773,  27067.  27068,  28007,  28187. 
28628,  29564,  29567.  29568,  30550, 
30551,  30693,  30694,  31498.  31654. 
31841,  32322.  32323.  32589.  33087, 
33383, 33384 
North  Dakota.    22937 
Utah.     21667,26704 
Washington,    22937 

Wvommg.     18456,  19518,  21326.  21667. 
22609.  23886,  241 10,  25537.  25773, 
26704.  28008.  28628,  30695,  31499. 
31654,  31841. 33385 
Authority  delegations: 

District  Managers   Idaho.     31497 
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Nevada  State  Office.  Management  SerMce;. 
Divisuin.  Records  and  Data 
Management  Branch  Chief,     3''i)86 
Oregon  Slate  Office,  Records  and  Data 
Management  Branch  Chief,     2388? 
technical  Services  Division.  .Adjudication 
Branch.  Team  leaders.  Colo  .     17920 
Classification  of  lands 

Califiirnia.  Indian  Creek  Recreation  lands. 

correction.     I8V05 
Washington,  disp<.>sal  bv  exchange.     222(15, 
.■^(l43^ 
Cual  lease  offering  by  sealed  bid  and  oral 
auction 
Colorado.     18W5.  25537.  28189.  M)b92 
Emergency  *ithdravkal  of  certain  Federal 
lands.  Deep  Creek  Mountains,  L  tah 
24344 
Environmental  sLatemenis.  availability,  etc 
Crude  oil  transportation  system.  Valdez. 

Alaska,  to  .Midland.  Tex  .     281K)8 
Outer  Continental  Shelf,  Gulf  of  Mexico,  oil 

and  gas  leasing,     2t)352 
Outer  Continental  Shelf,  Western  Ciulf  of 

Alaska,     192-^8 
Planet  Townsite  Land  Exchange,  .Ariz  , 
3166(1 
Indian  lands,  jurisdiction  transfer 

Fort  Belknap  Indian  Reservation,  Mont 

2^^566,  3258>^ 
Fort  Peck  Indian  Reservation.  Mont  . 

27308.  30693 
Fort  Totten  Indian  Reservation,  N    Dak  , 
18  312 
■Meetings 
California  Desert  Conservation  Area 

Advisory  Committee,     2862''  ' 

Deep  Creek  Mountains,  L  tah,     29344 
Oulc'  Continental  Shelf  Environmental 
Studies  ,Advis<.iry  Committee.     21857 
Mineral  surveyor  appointment  examination. 

L  S  .  announcement.     24"'''3 
Viotor  vehicles,  offroad,  road  closures,  area 
designations 
Nevada,     29059 
Opening  of  public  lands 

California,     2  1  ''25,  2  :  326,  29563,  29564. 

3054^ 
Oregon.     18135,  20681.  21666.  25384, 
25385.  25537,  27067.  28007.  28188, 
28189,  28941,  29"<44,  30917 
Utah,     33086 

Washington      241  |().  24^(6.  25385.  27067 
Outer  Continental  Shelf 

Official  protraction  diagrams,  availability. 

etc  .     20352,  22609,  29344 
Oil  and  gas  lease  sales,  restricted  joint 
bidders,  list.     1890,V  22939.  25385, 
31498 
Oil  and  gas  leasing,     23885,  26250,  26703, 
26^05,  2^vr,  .M49K 
Recreation  management,  access,  etc 
Rouge  National  Wild  and  Scenic  River, 
Oreg  ,     2  293" 
Survey  plat  filings 

Colorado.     2  1857 
Wildlife  habitats,  protection,  seasonal  clt>sure 
of  public  lands 
Colorad.v     11192 
Withdravkai  and  reservation  of  lands, 
proposed,  etc 
Alabama,     17533 
Alaska.    21525.  23210.  24108.  25384, 

31840,  32321 
Arizona.     24  109.28007,30692 

4« 


California.     18135,  18311,  19406.22938, 

26703,  30548,  30549.  30694,  31 192. 

31193. 31497. 31498,  31499. 33382. 

33383.  331496 
Colorado,  correction,     20680 
Florida,     21666.  32322 
Idaho,     19237,21525,21526,23211. 

24335.  24336,  25772.  26473.  30547. 

31653 
Minnesota,  correction,     18456 
Montana.     18455.  29564,  29565.  29566. 

29567.  30692.  32589 
Nevada.     20862.  29568 
Oregon,     27068  » 

LAW  ENFORCEMENT 

.ASSISTANCE  ADMINISTRATION 

RILES 

Public  safety  officers  death  benefits,    23255 
NOTICES 

Meetings 
Guards  and  Investigators  Committee, 

25""4 
Law  Enforcement  Private  Security 

Relationships  Committee,     19240, 

22206 
Private  Secuniv  Advisory  Council,     25774 

LEGAL  SERVICES  CORPORATION 

RLLES 

Eligibility,  maximum  annual  income  levels  for 
individuals  eligible  for  legal  assistance. 

24271,  25734 

NOTICES 

Equal  opportunity  instruction;  complaint 

review  procedure,    21336 
Grants  and  contracts,  applications,     17542. 
19362,  19518,  20520,  21861,  25942, 
27377,  28941,  30454,  30556 
Meetings 

Board  of  Directors,     2 1 862,  26255,  300 1 4. 
3259r' 

LIBRARIES  AND  INFORMATION 
SCIENCE,  NATIONAL 
COMMISSION 

NOTICES 

.Meetings.  Sunshine  Act.    22221.  22468 

LIBRARY  OF  CONGRESS 

See  Copyright  Office.  Library  of  Congress. 
Cop\  righted  Works.  Sen  Technological  Uses 
Saiional  Commission. 

MANAGEMENT  AND  BLUGET 
OFFICE 

NOTICES 

Audiovisual  activities  management.  Federal; 

proposed  circular,     31584 
Budget  rescissions  and  deferrals.     18768. 

~19454.  22852.  26378,  26390,  30782 
Clearance  of  reports;  list  of  requests.     17924, 

18165,  18312,  19241,  19408,  19943. 

19944,  20522.  201694.  20866,  21338, 

21875,  21876,  22440.  22613. 23218. 

23572.  25392.  25393.  25549. 26259. 

26260.  26710.  27078,  27079,  27704. 

28948.  28949,  29346,  30258.  30259. 

30703.  30955.  31205.  31853.  32338, 

32859 


Grants  and  contracts  with  nonprofit^ 

organizations;  cost  determining  principles; 
prop>osed  circular,     21392 
Management  circular;  joint  funding 

assessment,     30454 
Meetings: 

Business  Advisory  Council  on  Federal 

Reports,     26710 
Statistics  Labor  Advisory  Committee, 
18166 
Privacy  Act;  systems  of  records.     18675. 

21337.  26260.  31205 
Procurement  policy.  Federal: 

Private  sector;  Government  reliance  on  for 
goods  and  services.    30556,  31206 
Report  forms;  L'  S   direct  investment  abroad, 

hearing,     24778 
Zero-base  budgeting;  guidelines  to  agencies, 
22342 

MANPOWER  ADMINISTRATION 

See  also  Employment  and  Training 
Administration. 

NOTICES  \ 

Meetings,    28941 

MARINE  MAM.MAL  COMMISSION 

NOTICES 

Meetings: 

Marine  Mammal  Commission  et  al  ,     27068 

MARITIME  ADMINISTRATION 

RULES 

Inflation  impact  statements,    33035 
Subsidized  vessels  and  operators 

Oil  carriage  from  Alaska  in  domestic  trade, 
33036 

PROPOSED  RL  LES 

Subsidized  vessels  and  operators: 

Oil  carriage  from  Alaska  in  domestic  trade, 
21821 

NOTICES 

Applications,  etc.: 

Aeron  Marine  Shipping  Co.  et  al  ,    314''9 
American  Export  Lines.  Inc  .     23676 
Antietam  Tankers.  Inc.     18420 
Mercantile  National  Bank  al  Dallas.     24301 
Overseas  Bulktank  Corp   et  al  .     26237 
Prudential  Lines.  Inc  .     24301 
Construction-differentia!  subsidy  ship 

construction  program;  machinery  and 
electric  plant  spare  parts  cost, 
predetermined  limit,    30231 
Foreign  construction  cost  computations: 
CATUG  OBO  integrated  tug,  barge  type 
vessel;  MA  design  IB6-MT-128a. 
30231 
Meetings: 

U.S.  Merchant  Marine  Academy  .Advisory 
Board,     19169 
Operating-differential  subsidy,  exclusions; 
petitions  filed: 
American  President  Lines   Ltd  ,     30529 
Operating-differential  subsidy  procedures 
manual;  amendments,     30422 

MATERIALS  TRANSPORTATION 
Bl REAU 

See  Hazardous  Materials  Operations  Office. 
Pipeline  Safely  Operations  Office. 
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MENTAL  HEALTH,  PRESIDENT'S 
COMMISSION 


NOTICES 

Hearings, 
Meetings. 


23571.  26261 
18469. 26494 


MINERALS,  MINING 

See  Hearings  and  .Appeals  Office.  Interior 
Department 
Land  Management  Bureau 
Mines  Bureau 

Mining  Enforcement  and  Safei\ 
.Administration 

MINES  BLREAU 

PROPOSED  RULES 

Helium  sales  and  rental  of  containers,  fee 

schedule,    20837 
Inflation  impact  statements,    20838 

NOTICES 

Coal  Mine  Safety  Research  Advisory 

Committee;  report  a- ailabilitv,    21667 

MINING  ENFORCEMENT  AND 
SAFETY  ADMINISTRATION 

RULES 

Coal  mine  health  and  safety 

Illumination  standards  for  working  places; 
correction,     18859 
Electric  motor-driven  mine  equipment  and 

accessories,  correction,    25855 
Metal  and  nonmetallic  mine  safety 
Fire  prevention  and  control,  personal 
protection,  etc  ,    29418,33289 

PROPOSED  RULES 

Coal  mine  health  and  safety: 
Noise  standards,  integrating  sound  level 

meters  use,    28 1 5 1 
Surface  mines  and  work  areas,  training  and 

retraining  of  miners,    21295 
Underground  mines,  training  and  retraining 
of  miners.    21295 
Inflation  impact  sutements,    28152 
Metal  and  nonmetallic  mine  safety: 

Fire  prevention  and  control,  explosives,  etc  . 
30772 

NOTICES 

Hearings,  etc.: 
Kocher  Coal  Co  ,  accident  at  Porter  Tunnel 
Mine.  Tower  City. "Pa  ,    23552 

MISSISSIPPI  RIVER  COMMISSION 

NOTICES 

.Meetings,  Sunshine  Act.     22467,  22468 

MOTOR  VEHICLES 

See  Environmental  Protection  .Agency. 
Federal  Highwa\  .Adminisiralion 
General  Services  .Administration 
Interstate  Commerce  Commission. 
Saltonal  Highna\  Traffic  Safety 
.Administration 

NATIONAL  ADVISORY 
COMMITTEE  ON  OCEANS  AND 
ATMOSPHERE 

See  Oceans  and  Atmosphere.  Sational  .Ad\isory 
Committee. 


NATIONAL  ADVISORY  COUNCIL 
ON  ECONOMIC  OPPORTUNITY 

See  Economic  Opportunity .  \ational  .AdMSor\ 
Council. 

NATIONAL  ADVISORY  COUNCIL 
ON  EXTENSION  AND 
CONTINUING  EDUCATION 

See  E.xtension  and  Continuing  Eduiaiion, 
\aiiondl  Ad\isor\  Council. 

NATIONAL  ADVISORY  COUNCIL 
ON  THE  EDUCATION  OF 
DISADVANTAGED  CHILDREN 

See  Education  of  Disad\aniaged  Children. 
Sational  Ad\isory  Council. 

NATIONAL  AERONAUTICS  AND 
SPACE  ADMINISTRATION 

RULES 

Freedom  of  information.     1  7869 
Sunshine  Act.  implementation.     17869 

PROPOSED  RULES 

Contract  appeals,  procedures.     31605 
Patents,  waiver  regulations,     25508 

NOTICES 

Environmental  statements,  availability,  etc 
Michoud  Assembly  Facility,  New  Orleans. 

La,     18906 
Meetings: 

Applications  Steering  Committee.     25549, 

28941 
Research  and  Technology  Advisory  Council, 

18907,  21118,  22206.  22612.  24120. 

25548,  25942,  25943.  2^069,  28192. 

29569.  31662 
Space  Program  Advisory  Council.     24121. 

24346,  29346 
Space  Program  Advisory  Council 

Applications  Committee.     18908 
Stratospheric  Research  Advisory  Committee, 

24121 
Wage  Committee.     25548 

NATIONAL  ARCHIVES  AND 
RECORDS  SERVICE 

See  alio  Federal  Register  Office 

PROPOSED  RULES 

Inflation  impact  statements.     29322 
Property  management.     29319 

NOTICES 

Federal  advisory  committees,  annual  rejKirt  of 
President,  availability  of  publications  and 
microfilm.     21320 

Meetings  t 

Archives  Advisory  Council.     21843 

NATIONAL  BUREAU  OF 
STANDARDS 

NOTICES 

COBOL  compiler  validation  in  support  of 

Federal  information  processing  standards, 
19364 
Meetings 
Computer  Networking  Standards  for  Library 
and  Information  Science  Community 
Task  Force.    22188,  29325 
Visiting  Committee.     23673 


Retrofit  materials  and  products  eligible  for  lax 
credit,  recommended  criteria,  report 
reviev*    inquirv  and  meeting.    24301, 
29324 
\'oluntar\  pnxiucl  standards. 

Abrasive  gram  on  coated  abrasive  products; 
vmhdravkn,     19169,27020 

NATIONAL  CAPITAL  PLANNING 
COMMISSION 

NOTICES 

Citizen  participation  and  intergovernmental 

liaison 
Meeting,  agenda  items,     31841,  33385 
Procedures,     21528,23886 
Federal  and  federally  assisted  programs  and 

projects,  evaluation,  review,  and 

coordination,     3  1  1  98 
Foreign  Missions  and  International  Agencies, 

planning  report,  availability  and  meeting, 

25774 
Meetings,     20865,  25774 
Washington  Civic  Center    k^cation  and 

program  for,  environmental  statement 

preparation  and  meeting.     32855 

NATIONAL  COMMISSION  ON 
ELECTRONIC  FUND 
TRANSFERS 

See  Electronic  Fund  Transfers,  National 

Commis.sion 

NATIONAL  COMMISSION  ON 
LIBRARIES  AND  INFORMATION 
SCIENCE 

See  Libraries  and  Information  Science,  National 
Commission 

NATIONAL  COMMISSION  ON 
NEW  TECHNOLOGICAL  USES 
OF  COPYRIGHTED  WORKS 

See  Copyrighted  Horks.  ,V<'n   Technological 
i  se^  Saiional  Commission. 

NATIONAL  COMMISSION  ON  THE 
OBSERVANCE  OF 
INTERNATIONAL  WOMEN'S 
YEAR 

See  International  Women's  Year  Observance, 
National  Commission. 

NATIONAL  CREDIT  UNION 
ADMINISTRATION 

RULES 

Federal  Credit  Unions: 

Organization  and  operations;  blanket  bonds,  s^ 
25851 
Flood  insurance;  correction,    201 14 
Freedom  of  information,     18057 
Reserves 

Eslablisnmeni  and  maintenance,     24252, 
2619" 
Security  devices  and  procedures: 

Reports,  filing,    30493 

PROPOSED  RULES 

Federal  Credit  L  nions: 
Organization  and  operations;  loans  and  lines 

of  credit,    27251 
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Organizdthin  jnd  operations,  share  dralt 
programs   extension  of  time.     33341 

NOTICES 

Meetings 

Sjtmnal  Credit  Union  Board.    22207 

Pri.av.\  Act,  ssstems  of  reciirds.     2''069 

NATIONAL  FIRE  PREVENTION 
AND  C  ONTROL 
ADMINISTRATION 

NOTICES 

Meetings 

National  A^adem'.  fur  Fire  Preventkin  and 
Control,"    r5()4 

NATIONAL  FOLNDATION  ON 
THE  ARTS  AND  THE 
HUMANITIES 

See  .■iri\  Aj  tlumanitiei.  Nationoi  toundalivn 

NATIONAL  HIGHWAY  TRAFFIC 
SAFETY  ADMINISTRATION 

RILES 

Bumper  standards.     2405''.  31163 
Certificatkin 

Combined  axle  v^eight  ratings.     31  162 
Fuel  econorn)  standards,  passenger  cars.  1981 

1984.     33552 
Inflation  impact  statements.     3n!91,  31  162. 

Motor  vehicle  safetv  standards 
Brake  s\stems.  air.     3UI90.  332v4 
Bumper  requirements.     24057.  31  163 
Bus  air  brake  systems.     30190 
Occupant  crash  protection,     28136 
Tires,  ne^*  pneumatic,  for  pas.senger  cars. 
30620 
Tires,  regrooved.  sale  and  use.     21613 
Vehicles  manufactured  in  two  or  more  stages 
Combined  axle  'ACighi  ratings.     3  11  62 

PROPOSED  RLLES 

Automotive  fuel  econ(.>m>  reports.     1886" 
Bumper  standards.     30655 
Consumer  information 

Bumper  standards.     30655 
Fuel  econom>,  pas.senger  cars  1981-84, 
average  standards,  extensum  of  time. 
18413 
Inflation  impact  statements.     30659 
.Motor  vehicle  safet>  standards 
Brake  svstems.  air.     2^003.  30653 
Lighting,  color  specifications  for  signaling 
devices.     3^''54 

NOTICES 

Breath  alcohol  measuring  devices,  qualified 

products  list,  correction,     22968 
Defect  proceedings,  petitions,  etc 
.Ambassador  Leather  Products.  Inc  .  child 
safetv  harness,  proceeding  scheduled 
222  1  5 
American  Motors  Corp  ,  defect  and 

noncompliance  notificaiuin,  denied. 
23572 
Capri  stabilizer  bars  in  front  suspension 
svstems,     2^''i)5 
Electric  and  hvbrid  vehicles,  meeting  and 
applications  for  financial  assistance. 
24^93,  2^i>82 
Meetings 

Electric  and  hvbrid  vehicles;  safety 
standards,'    24^93.  27082 


Highwav  Safety  National  Advisory 

Committee.     17934.20697,22215. 

23573.  31862 
Motor  Vehicle  Safety  National  Advisory 

Council.     20697.31862 
Motor  vehicle  safety  standards,  exemption 
petitions,  etc 
Albany  Motor  Carriage  Co.  Ltd.;  vintage  car 

type  A.  passenger,    31861 
Bdtavus  USA,  Inc.,  motorcycle  controls  and 

displays,     30709 
Brake  systems,  air;  component 

replacements.     262''9 
Ford  Motor  Co  ;  lamps,  reflective  devices 

and  associated  equipment,    27704 
General  Motors  Corp  ,  anthropomorphic  test 

dummy.    28200 
General  Motors  Corp.;  control  location, 

identification,  and  illumination,    22082 
General  Motors  Corp.,  seat  belt  labeling, 

33406 
Invacar  Ltd.,  motorcycle  controls  and 

displays.    21156 
Mack  Trucks.  Inc;  lamps,  reflective  devices, 

and  associated  equipment,    27082 
Stul2  Motor  Car  of  America,  Inc.;  exterior 

protection,     2  35 '3 

NATIONAL  INSTITUTE  OF 
EDUCATION 

PROPOSED  RLLES 

Grants  programs 

Education  and  w,ork  research,    27626 
Inflation  impact  statements.    27627 

NOTICES 

Grants  programs 

Education  and  work  grant  applications; 

closing  date  for  receipt.    27677 
State  education  agency  applications;  closing 
date  for  receipt.     183  10 
Meetings 
Educational  Research  National  Council, 
24329,  31644 
Research  and  development  utilization 
program,  background  information 
available  on  microfiche.     23178 
Research  grants  on  organizational  processes  in 
education,  applications  closing  dates, 

31645 

NATIONAL  INSTITUTES  OF 
HEALTH 

NOTICES 

Asbestos  fibers  in  ambient  air  in  Montgomery 

County.  Md  .  meeting.     28624 
Cancer  communications  conference.  National; 

meeting.     17530 
Carcinogenesis  bioassay  of  phenformin; 

availability.     26250 
Cardiac  and  Vascular  Disease  in  Relation  to 
Diabetes  Mellitus.  Current  Research, 
Workshop.     19402 
Committees,  establishment,  renewals,  etc.: 
Clinical  Trials  Committee  et  al..     21521 
Experimental  Virology  Study  Section  et  al.. 
27305 
Insect  Endocrine  Systems  Workshop,    20506 
Meetings 

Aging  National  Advisory  Council,     19404 
Aging  Review  Committees,     24100 
Allergy  and  Immunology  Research 
Committee,     23174,30006 


\ 


Allergy  and  Immunology  Study  Section  et 

al.,    23176,  25534 
Allergv  and  Infectious  Diseases  National 

Advisory  Council,     19403.23177 
Allergy  and  Infectious  Diseases  National 

Institute,  Board  of  Scientific 

Counselors,     20505 
Animal  Resources  Advisory  Committee, 

20504 
Arthritis,  Metabolism,  and  Digestive 

Diseases  National  Advisory  Council, 

20506,  33071 
Arthritis  National  Advisory  Board,    20351, 

21663 
Artificial  Kidney-Chronic  Uremia  Advisory 

Committee.     19402 
Asbestos  fibers  in  ambient  air  in 

Montgomery  County.  Md  .     28^24 
Biomedical  Librarv  Review  Committee. 

24100 
Blood  Diseases  and  Resources  Advisory 

Committee.    20504 
Breast  Cancer  Diagnosis  Committee  et  al., 

19400 
Cancer  Center  Support  Grant  Review 

Committee,     30006 
Cancer  communications  conference. 

National,     17530 
Cancer  Control  and  Rehabilitation  Advisory 

Committee  et  al.     19401,21520, 

30005 
Cancer  Panel,  President's,    28002 
Cancer  Panel.  President's,  et  al.,    21853, 

26702,  29563 
Cancer  Treatment  Division,    21520 
Carcinogenesis  Program  Scientific  Review 

Committee  A  et  al..     27305 
Cardiac  and  Vascular  Disease  in  Relation  to 

Diabetes  Mellitus,  Current  Research. 

Workshop,     19402 
Cellular  and  Molecular  Basis  of  Disease 

Review  Committee.     17914.26702 
Child  Health  and  Human  Development 

National  Advisory  Council.     19404 
Child  Health  and  Human  Development 

National  Institute,     30005 
Clinical  Applications  and  Prevention 

Advisory  Committee,    33071 
Clinical  Cancer  Education  Committee  et  al  . 

23176 
Clinical  Trials  Review  Committee.     20505. 

21521,  24100 
Combined  Modality  Committee  et  al  . 

23174,25534 
Communicative  Disorders  Review 

Committee,     20505 
Comprehensive  Sickle  Cell  Centers  ad  hoc 

Review  Committee,     26^02 
Contraceptive  Evaluation  Research  Contract 

Review  Committee.     19402 
Coordinate  Toxicology  and  Related 

Programs  DHEW  Committee.     20351 
Dental  Caries  Program  Advisory  Committee. 

19403 
Dental  Research  Institutes  and  Special 

Programs  Advisory  Committee.     20506 
Dentral  Research  National  Advisory 

Council,     20506 
Diabetes  National  Advisory  Board,     17915, 

21521,  21853.  25382,' 27305,  30433 
Digestive  Diseases  National  Commission. 

21521,  30540 
Drug  Development  Committee  et  al.. 
19402 
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Environmental  Health  Sciences  National 

Advisory  Council.     19404 
Eye  Institute.  National.  Board  of  Scientific 

Counselors.    20505 
Eye  National  Advisory  Council.     17914 
General  Clinical  Research  Centers 

Committee.    24100 
General  Medical  Sciences  National  Advisory 

Council.     19404 
Heart.  Lung,  and  Blood  Research  Manpower 

Review  Committee.     26702.  26703 
High  Blood  Pressure  Working  Group. 

31840 
Huntington's  Disease  and  Its  Consequences. 

Control  Commission.     23882,  27304, 

31840 
Infectious  Disease  Committee.     17914, 

27304 
Insect  EndcKnne  Systems  Workshop. 

20506 
Mammalian  Cell  Lines  Committee,     21521 
Maternal  and  Child  Health  Research 

Committee.     19403 
Mental  Retardation  Research  Committee. 

33071 
Minority  Access  to  Research  Careers 

Review  Committee,    30540 
National  Library  of  Medicine.  Board  of    .  , 

Regents,     19404 
Neurological  and  Communicative  Disorders 

and  Stroke  National  Advisory  Council. 

17915 
Neurological  Disorders  Program.  A  and  B 

Review  Committees.    20506.  20507 
Nucleic  Acids  in  Viral  Genomes  Workshop. 

25535 
Pharmacology  and  Aging  Workshop.     30006 
Pharmacology-Toxicology  Research  Program 

Committee,    24101 
Population  Research  Committee.    20507 
Pnmate  Research  Centers  Advisory 

Committee.    21522 
Recombinant  DNA  Molecule  Program 

Advisorv  Committee.     17530.  21522, 

26703 
Research  Resources  National  Advisory 

Council.     19403 
Scientific  Counselors  Board,    21853 
Sickle  Cell  Disease  Advisory  Committee. 

25535 
Transplantation  Immunology  Committee. 

23177 
Vision  Research  Program  Committee. 

23177 
Nitrilotriacetic  acid,  carcinogenesis  bioassay 

rejxjrts;  availability,     25534 
Nucleic  Acids  in  Viral  Genomes  Workshop. 

25535 
Recombinant  D.NA  Molecule  Program 

Advisory  Committee  workshops,     17530 

21522,  26703 

NATIONAL  LABOR  RELATIONS 
BOARD 

NOTICES 

Meetings: 

Chairman  s  Task  Force.     27377 
Meetings:  Sunshine  Act,     18922,  32616 

NATIONAL  MEDIATION  BOARD 

NOTICES 

Meeungs,  Sunshine  Act,    22220,  25404. 
26722,  27383 
V 
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NATIONAL  OCCUPATIONAL 
INFORMATION 
COORDINATING  COMMITTEE 

See  Occupational  Information  Coordinating 
National  Committee 

NATIONAL  OCEANIC  AND 
ATMOSPHERIC 
ADMINISTRATION 

RULES 

Coasul  zone  management  programs 
Development  grants.     22041 
Interstate  grants.     19856 
Environmental  data  service.    25852 
Financial  aid  to  fisheries 

Fishing  vessel  obligation  guarantee  program 

procedures,     32249 
Guarantee  agreements,  fees.     30622 
Fishery  conservation  and  management 

Atlantic  haddock,  cod.  yellowlail  flounder, 
extension  of  emergency  regulations. 
21784 
Foreign  fishing,  allocations,  correction, 

1860"^ 
Foreign  fishing,  correction,    22559 
Haddock,  cod.  vellowtail  flounder.     29876 
Salmon  fishcrv.'    19856,  21412.  26580. 
27599.  29485.  32250 
Inflation  impact  statements.     25852 
International  Pacific  Salmon  Fisheries 
Commission 
Eraser  River  sockeye  and  pink  salmon. 
30842 
Marine  mammals 

Endangered  species  parts  and  products, 
certificates  of  exemption  for  pre-Act 
prohibition,  sperm  whale  oil  and 
scrimshaw.     28136.33309 
Incidental  taking,  commercial  fishing 

operations  for  yellowfin  tuna,  effective 
date  extended.    24^4  3 
Tuna.  Atlantic  fisheries,  bluefin  tuna 

regulations.     3037  3 
Tuna.  Pacific  fisheries,  reports  of  yellowfin 
catches.    25864.  32250 

PROPOSED  RULES 

Financial  aid  to  fisheries 

Fishing  vessel  obligation  guarantee  program, 
procedures.     21489.  3255" 
Fishery  conservation  and  management 

Atlantic  haddock,  cod.  yellowtail  flounder. 

inquiry,    20156 
Foreign  fishing,  foreign  participation  in  US, 
fisheries.     30875 
Marine  mammals 

Incidental  taking,  commercial  fishing 

operations  for  yellowfin  tuna.     28904. 
29533 
Tuna.  Atlantic  fisheries,    21825 

NOTICES 

Endangered  species  parts  or  products; 

certificates  of  exemption.     18411.  22392. 

25749.  25750.  27021,  28182.  29034. 

30422.  33051 
Endangered  species  permits,  applications, 

20484.  23675.  31480 
Environmental  statements  and  fishery 

management  plans,  availability,  etc 
Atlantic  clam  fishery,     25''50 

DEX 


Atlantic  cod,  haddock,  and  vellowtail 

flounder.    2v94^ 
Atlantic  herring  fishery.  Northwestern 

Atlantic.     29945 
Atlantic  herring  fishery.  Nonhwestern 

Atlantic,  hearing.     18119    ^ 
California  coastal  management  program, 

19169 
Commercial  and  recreational  salmon 
fisheries.  Wash  .  Greg  ,  and  Calif, 
21415,  26582 
Fisherv  management  plans  and  conservation 
activities,  annual  report  of  Secretary  of 
Commerce,  correction.     18883 
Fisherv  transfer  applications 
Landers.  Fred  P..    22188 
Wrathell.  Richard  J   and  Raymond  L,, 
3066" 
Fishing  by  foreign  vessels  in  L'  S   vkaters: 
Fee  schedule.     30529 
Observer  program.     1''895 
Fishing  in  Mexican  Gulf  of  Mexico  waters. 

licensing  procedures,     25750 
Marine  mammal  permit  applications,  etc.: 
Alaska  Department  of  Fish  and  Game, 

22392 
American  TunaK^at  Association,     2CW84 
Aquarium  of  Niagara  Falls,  Inc.,    23o73 
Aquatic  Mammals  Enterprises,     17510 
Black  Hills  Manneland.  Inc  ,     27667 
Como  Park  Zoo.     1^^^2 
Exhibits.  Inc  ,     2.'^"4 
Fisherman  s  Marketing  Association  of 

Washington  et  al..     17509 
Fort  Wayne  Children's  Zoological  Gardens, 

223*^2 
Gulf  World.  Inc  ,    21306 
Hogle  Zcx-ilogical  Garden      27667 
Hokuvo  Longline  Gillnet  .Association  et  al.. 

26683  X 

Japan  Salmon  Fisheries  Cooperative 

Asstvciations,     20485.  23870 
Lake  Memtt  Parks  and  Recreation  Office. 

26683 
•Milwaukee  County  Zoo.    21132 
Mystic  .Mannelife  Aquarium.    21306,  23674 
New  Steel  Pier      20485 
Northwest  and  Alaska  Fisheries  Center. 

2367  5 
Overton  Park  Z(X).     23;>' 
Pavne,  Dr   Roger  S  .    26684 
Ribolov,  SEE  Okeansky.    29539 
Scarpuzzi,  Louis    Enterprises,  Inc,    27667 
Siniff,  Dr    Donald  B       28566 
Sovrybflot.     17  509 
Sparks  s  School  of  Seals.     21  133 
■^St   Louis  Zoological  Park.    28909 
Tulsa  Zoological  Park.    23675 
Twentieth  Century-Fox  Manneland.  Inc  , 

22393 
Whittow.  Dr  G   Causey.    23674 
Windsor  Safari  Park.     24765 
Marine  mammals 

Bowhead  whale,  depleted  speciA; 

designation,     29946 
Incidental  taking,  commercial  fishfhg 

operations  for  yellowfin  tuna.    22575, 
28566 
Porpoises,  mortality  estimation; 
methodology,    22573 
Meetings  , 

Caribbean  Fishery  Management  Council. 

22389,  26685.  ?3u5o 
Coastal  Zone  Management  Advisory 
Committee,     19170.32340 


NOAA 


Gulf  of  Mexico  Fishery  Management 

Council.     19?65,  20168.  ZZ^'iO.  241)^6. 
102. ■>  2 
Marine  Fisheries  Advisor\  Committee. 

235''5.  30530 
Mid-.Atlantic  Fishery  Management  Council, 

20168.  20169,  2668.V  2^5.'"^,  3I6I6 
National  Marine  Fisheries  Ser\ice.     26683 
Nev.  England  Fishery  .Management  Council. 

18298,  19366.  21307.  28182 
North  Pacific  Fishery  Management  Council. 

19  r  I,  23870.  27277.  2932."; 
Pacific  Fishery  Management  Council. 

18120.   19366,  20649.  235^5.  26684 
Sea  Grant  Review  Panel.     240^6 
South  .Atlantic  Fishery  Management 
Council.     I8I2D,' 22390.  2727-' 
State  fish  and  wildlife  directors.     19365 
Weather  Modification  Advisory  Board. 
\  19ri,  22188.  24077 

Weather  reporting,  public,  metric  unit 

conversion.     31825 
Western  Pacific  Fishery  Management 
Council.     19899.  29326,  33051 
Meetings,  Sunshine  Act,     19171 
Organization  and  functions 

.MidAtlantic  Fishery  Management  Council, 

305  "8 
Pacific  Fisherv  Management  Ctjuncil. 
226^2 
Satellite  data  services,  environmental  and 

eanh  res<.iurces  satellite  imagery  products, 
price  list,     225^3 
Tuna,  Atlantic  bluefin,  purse  seme  fisheries 

Season  closure,     31824 
Weather  reptirting,  public,  metric  unit 
conversion,  meeting,     .''1825 

NATIONAL  PARK  SERVICE 

RILES 

Caves,  visitor  activities,  behavior,  etc 

Mammoth  Cave  National  Park.  Ky.     31454 
Devils  Tower  National  Monument,  W'yo., 

climbing  restrictions,     2U462 
Inflation  impact  statements,     30503 
Pet  restrictions,  dogs,  cats,  etc 

Isle  Royale  National  Park.  Mich  .    21777 
Public  use  and  recreation 
Printed  matter  sale  or  distribution,  permit 
requirements,     3n503 
Snowmobile  routes  designation 

,Mount  Ranier  National  Park.  Wash  . 
correction,     2255^ 
Whitewater  boat  trips 
Colorado  River,  Grand  Canyon  National 
Park.  Aru  ,     2585' 

NOTICES 

Authority  delegations 

,Archeologv  and  Historic  Preservation 

Office',  Chief     20682 
Chaco  Research  Division,  Southwest 

Cultural  Resources  Center,  Chief, 

25  38" 
Denver  Service  Center,  Manager.     18456 
Denver  Service  Center.  Saudi  Arabia  Project 

.Manager,     2086.'( 
Fort  Caroline  National  Memorial. 

Administrative  Services  .Assistant. 

29345 
Great  Smoky  .Mountains  National  Park. 

Tenn  -N  C  ,  Assistant  Superintendent,  et 

al  ,     .11500 
Indiana  Dunes  National  Lakeshore.  Ind  , 

Administrative  Officer,     29345 


Mammoth  Cave  National  Park.  Ky., 

Administrative  Officer,  et  al,.    31500 
Midwest  Region,  Superintendents,  et  al., 

25386 
Mount  Rainier  National  Park,  Wash., 

Administrative  Officer,  et  al.,    29345 
National  Register.  Keeper,    31500 
North  Atlantic  Regign,  Sufjerintendents,  et 

al  .     2768^ 
Petrified  Forest  National  Park. 

Administrative  Officer,  et  al  ,     29345 
Theodore  Rcxjsevelt  National  Memorial 
Park,  N  D  .  Administrative  Officer,  et 
al.     29345 
Boundary  establishment,  descriptions,  etc.: 
National  Historic  Landmarks  Program, 
22941,  31501 
Concession  permits,  etc 

Cape  Hatteras  National  Seashore,  Oregon 

Inlet.     189(16 
Kalmai  National  Monument,     18906 
Mall  area,  etc  .  Washington,  D.C..  etc., 
21857 
Environmental  statements,  availability,  etc.; 
Glacier  National  Park.  Mont  .     241  19 
Green  Springs  Historic  District,  Va.,     31500 
Gulf  Islands  National  Seashore.  Fla.  and 

Miss.etal,     20353 
Lassen  Volcanic  National  Park,  Calif, 

32323 
Mount  Vernon  Bike  Trail,  George 

Washington  Memorial  Parkway,  Va., 
264'-' 
Pictured  Rocks  National  Lakeshore.  Mich., 

28008 
Stones  River  National  Battlefield,  Tenn.. 

20353 
Voyageurs  National  Park,  Minn.,  aircraft 

'  landing.     32590 
Voyageurs  National  Park,  Minn., 
snowmobile  operations.    32590 
Historic  Landmarks  National  Program; 

boundary  establishment.    22941,  31501 
Historic  Places  National  Register;  additions, 
deletions,  etc  .     18144.  18152,  19238, 
20352.  21333.  22408,  22409.  23643, 
25385.  26476.  27687,  29061,  29070, 
30441,  31654,  33099,  33385 
Historic  preservation  easements: 

Green  Springs  Historic  District,    25544 
Indiana  Dunes  National  Lakeshore;  special 
study  of  adjacent  areas,  hearings,  etc., 
18669 
Meetings 
Appalachian  National  Scenic  Trail  Advisory 

Council.     23643 
Boston  National  Historical  Park  Advisory 

Commission.     21667 
Canaveral  National  Seashore  Advisory 

Commission,     19930.  30695 
Cape  Cod  National  Seashore  Advisory 

Commission.     27310 
Cuyahoga  \  alley  National  Recreation  Area 

Advisory  Commission,     19931 
Gateway  National  Recreation  Area  Advisory 
Commission.     21858,30695 
»^  Golden  Gate  National  Recreation  Area 
Advisory  Commission.     24119 
Historic  American  Buildings  Survey 

Advisory  Board.     24341 
Midwest  Regional  Advisory  Committee, 

21858 
North  Atlantic  Region  Advisory  Committee. 
22420 


Ozark  National  Scenic  Riverwavs  Advisory 

Commission,    2261  I 
Pictured  Rocks  National  Lakeshore 

Advisory  Commission,     24341 
Rocky  Mountain  Regional  Advisory 

Committee.     241  19 
Sleeping  Bear  Dunes  National  Lakeshore 

Advisory  Commission,     25925 
Southwest  Regional  .Advisory  Committee. 

1 83  1 2 
Western  Regional  Advisory  Committee, 

25925 
Mining  claims,  plans  of  operation;  availability, 

etc.: 
Bighorn  Canyon  National  Recreation  Area, 

Mont.,    31500 

Death  Valley  National  Monument, 

Calif,     18669.26254.27311 

Park  planning  process,  public  involvement 

guidelines;  availability,     21334 

Saint-Gaudens  National  Historic  Site; 

establishment,     27311 

Site  selection 

Klondike  Gold  Rush  National  Historical 

Park.  Wash  .     31501 

Southeast  Region,  Superintendents,  et  al., 

25387 

Visiting  hours  establishment 

Minute  Man  National  Historical  Park,       ' 

3I50I 

NATIONAL  RAILROAD 

PASSENGER  CORPORATION 

NOTICES 

Meetings;  Sunshine  Act,     19952,  20746, 

25826,  31686 
Sunshine  Act,  implementation,     18908 

NATIONAL  SCIENCE 
FOUNDATION 

RULES 

Nationa'  Science  Board;  Sunshine  Act; 

implementation,  correction,     17447 
Sunshine  Act,  implementation,  correction. 

17447 

NOTICES 

Advisory  groups,  closed  meetings;  reports, 

availability,     2737^ 
Committees;  establishment,  renewals,  etc.: 

National  Science  Board,    28634 
Meetings: 

Anthropology  Advisory  Panel,     22962 
Astronomy  Advisory  Panel,     23218 
Chemistry  Advisory  Panel,     18674 
Computer  Science  and  Engineering  Advisory 

Panel,     18674 
Developmental  Biology  Advisory  Panel, 

27378 
Earth  Sciences  Advisory  Panel,    20866 
Ecological  Sciences  Advisory  Panel,     21874 
Economics  Advisory  Panel,     28012 
Electrical  Sciences  and  Analysis  Advisory 

Panel,     19240 
Ethics  and  Values  in  Science  and 

Technology  Advisory  Committee  et  al  , 

25549 
Genetic  Biology  Advisory  Panel,    26493 
History  and  Philosophy  of  Science  Advisory 

Panel,    25549 
Human  Cell  Biology  Advisory  Panel,     20866 
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Human  Geography  and  Regional  Science 

Advisory  Panel.     23563 
Information  Dissemination  for  Science 

Education  Program  Advisory  Panel. 

25391 
International  Decade  of  Ocean  Exploration 

Proposal  Review  Panel,     26256.  26709. 

29570 
Linguistics  Advisory  Panel.    23564 
Metabolic  Biology  Advisory  Panel.    28942 
Minority  Programs  in  Science  Education 

Advisory  Committee.     25391 
Molecular  Biology  Advisory  Panel.    28942 
National  Science  Foundation  Advisory 

Council.     25390,  28012.  28634.  30954. 

30955 
Neurobiology  Advisory  Panel.    23670 
Oceanography  Project  Support  Advisory 

Panel.     30955 
Physics  Advisory  Panel.     20866 
Political  Science  Advisory  Panel.     27378 
Population  Biology  Advisory  Panel.    22962 
Pre-college  teacher  development  in  science. 

project  director.     32591 
Psychobiology  Advisory  Panel.     23218 
Public  L'nderstanding  of  Science  Advisory 

Panel.     27700 
Regulatory  and  Developmental  Biology 

Advisory  Panel.     26493 
Regulatory  Biology  Advisory  Panel,    25943 
Science  and  technical  information  managers. 

Federal,     18674 
Science  Applications  Task  Force,     19925, 

23^71.  28013 
Science  Education  Advisory  Committee, 

31664 
Science  Education  Projects  Advisory  Panel, 

21875,  22440.  25391,  25392.  27700. 

31179 
Science  for  Citizens  Advisory  Committee. 

20685 
Science  Information  Activities  Task  Force. 

17542.  19240.  23218.  2625''.  26493 
Scientific  and  technical  information 

managers.  Federal.     21875.27378      ' 
Sensory  Physiology  and  Perception  Advisory 

Panel,'  23671' 
Social  and  Developmental  Psychology 

Advisory  Panel,     25943 
Sociology  Advisory  Panel.     267  10 
Systematic  Biology  Advisory  Panel.     23564 
Very  Large  Array  Ad  Hoc  Advisory  Panel, 

22440.  25391.  29570 
Women  in  science  program,  project 

directors.    22440 
.Meetings,  Sunshine  Act,     19952.  24174, 

30468,  31222 
Pre-college  teacher  development  in  science. 

project  director's  meeting.     32591 
Scientific  and  technical  information  managers. 

Federal,  meeting,     21875,27378 
Women  in  science  program,  project  directors, 
meeting,    22440 

NATIONAL  STUDY  COMMISSION 
ON  RECORDS  AND 
DOCUMENTS  OF  FEDERAL 
OFFICIALS 

See  Records  and  Documents  of  Federal 
Officials.  Sational  Study  Commission 


NATIONAL  TECHNICAL 
INFORMATION  SERVICE 

NOTICES 

Inventions,  Government-owned,  availability  for 
licensing.     19366.  19367.  19368.  19369. 
I93''l.  20485.  20486.  20487.  21504 

Products  and  services,  sales,  p«isilion 
availability 
Spam.     19372 

NATIONAL  TRANSPORTATION 
POLICY  STUDY  COMMISSION 

See  Transportation  Polu\  Siud\ ,  Sational 
Commission 

NATIONAL  TRANSPORTATION 
SAFETY  BOARD 

RULES 

Air  safety  proceedings,  rules  of  practice: 
Ex  parte  communications,     21613 

Merchant  Marine  appeals,  rules  of  procedure 
Ex  parte  communications.     21614 

Sunshine  Act.  implementation.    21613,  31794 

PROPOSED  RILES 

Sunshine  Act,  implementation,    21632 

NOTICES 

Aircraft  accidents,  investigation  hearings, 

24132 
Meetings,  Sunshine  Act,     18509,  20744, 

21722.  23027.  23224.  24175.  25827, 

29617.  30468.  30742.  30969 
Safety  recommendations  and  accident  reports; 

availability,  responses,  etc  ,     18467. 

19537,  20692.  21676.  22962.  24131. 

25788,  27076,  28194,  29579,  30700, 

31851,  33391 

NAVY  DEPARTMENT 

RULES 

Personnel 
Correction  of  Naval  Records  Board: 
requests  for  reconsideration,  etc., 
18277 
Naval  Discharge  Review  Board.     18590 

PROPOSED  RULES 

Privacy  Act.  implementation,     21817 

NOTICES 

Discharge  Review  System,  Regional,  hearing 

locations,    29328 
Environmental  statements,  availability,  etc 
Petroleum  Reserve  No    1.  Calif,  pipeline 

routes,     21637 
Seafarer  ELF  Communications  System, 
Sawyer  AFB.  Mich  ,  hearing,     18632, 
19173,  19901,  20489 
Meetings 

CNO  Executive  Panel  Advisory  Committee 

r897.  23533,  31616 
Education  and  Training  .Advist^ry  Board. 

30669 
Naval  Research  Advisory  Committee, 

22189 
Naval  War  College,  Board  of  Advisors  to 

President,     21836 
Navv  Resale  System  Advisory  Committee, 
22189 
Patent  licenses,  exclusive 
Morin.  Richard  A  .     30422 
O'Brien,  D   G  ,  Inc  ,     20489 
Sea  Systems  Development,    29328 


Sonatech,  Inc  ,     29  328 

\  ail  Applied  Research  Co.,  Inc.,    26450 

World  Anti  Pollution  Materials  Corp., 

30422 
Zimmer.  L  S  A  .  Inc  ,     33053 
Privacv  Act.  svstems  of  records.    20847 

NEW  COMMUNITIES 
ADMPsISTRATION 

NOTICES 

Environmental  statements    availability,  etc.: 
Jonathan  New  Community  Project.  Minn., 
24108 

NUCLEAR  MATERIALS 

See  Energy  Research  and  Development 

Administration  « 

En\ironmental  Protection  Agency. 
Suclear  Regulatory  Commission 

NUCLEAR  REGULATORY 
COMMISSION 

-RULES 

Bvprtvduct  material,  human  uses: 

Defects  and  n>ini.ompliance  reports.     28896 
Bvprtxluct  material  licensing 

Defects  and  noncompliance  reports.     28896 
.Mixrk  iodine- 125  calibration  or  reference 

source,     26986 
Rep<^rting  dates  changes.     33266 
Selenium  '5    radionuclides,    21604 
Conduct  standards 

Editorial  changes.     20138  " 

Employment  and  financial  interest 
statements,  copy,     33264 
Defects  and  noncompliance  reports,  general 

provisions,  etc  .     28894 
Environmental  protection,  licensing  and 
regulatory  policy  and  prt>cedures 
Gaseous  radiological  effluents,  technical 

changes.     18387 
Uranium  fuel  cvcle  impacts,     26987 
Exemptions  and  continued  regulatory  authority 
in  agreemeni  State*-  ' 

Reporting  dates  changed,     33266 
Financial  protection  requirements  and 
indemnity  agreements 
Indemnified  licensees  requirements,  pnmary 
layer  increase.     20140,  23501 
Interpretations 

Nuclear  pxiwer  reactors,  protection  against 
industrial  sabotage,  illumination  and 
physical  search  requirements.     33265 
Nuclear  material,  special 

Defects  and  noncompliance  reports,     28896 
Practice  rules 

Appeal  Board  decisions;  revie*  and  requests 

for  stays,    22129 
Civil  penalties,     28893 
Early  site  reviews  and  limited  work 
authorizations,     22885 
Production  and  utilization  facilities:  licensing: 
Earlv  site  reviews  and  limited  work 

authorizations,     22887 
Editorial  changes.     20139 
Radiation  protection  standards: 

Editorial  changes.     20138 
Radiographs  and  radiation  licenses;  defects 

and  noncompliance  rep<irts,     28896 
Reporting  and  record  keeping  requirements, 

25721 
Source  matenal  licensing: 

Defects  and  noncompliance  reports,     28896 
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Reporting  Jjie--  changed.     33266 
PROPOSFD  Rl  1  KS 

H.pr>Kluct  maltrial.  export  and  import. 

33317 
[ivprcxiuct  material;  human  uses: 

T  eletherapy  units,     25743 
Byproduct  material  licensing: 
Export  and  imp<irt,     33317 
t  jcilitics  and  material  licenses.  Wc  schedule 

revised.     2;  144,  26QQ(> 
Freedom  of  mf'ormation.  fee  reductuin  ;*ai\er. 

extenskin  of  time.     20145 
.Sueiear  material 

Expert  and  import.     33317 
Nuclear  power  reactors  physical  protection; 
licensee  safeguards  cimtingencv  plans, 
2S-44 
Planus  and  materials,  phssical  protection 
•     Nuclear  pow.er  reactors  physical  protection;^ 
licensee  safeguards  C(intingenc\  plans. 
;s-44    2X14" 
Prac;ice  ru.es 

Export  and  impv^rt,     33317 
Facility  license  application  review  and 
hearing  pri.Hress.  coordination  with 
States,  counties,  etc  ,     22168.  .■'^l^" 
Production  and  utiluation  facilities,  licensing 
Export  and  imp<irt,     3''3P 
Nuclear  p<iwer  reactors  physical  protection, 
licensee  safeguards  contmgencv  plans. 
25"44 
St^urce  material  licensing 
Export  and  import.    33317 

NOTICES 

Ahnormaf  occurrence  rep<irts 
Improper  radioactive  source  handling 

procedures.     235^" 
Radiographs  incident,     2  II  2U.  3U696 
Securitv  incident,     27075 
Authontv  delegation 

Executive  Director  for  Operations.     3334(i 
Contractor  organizational  conflicts  of  interest. 

avoidance  of,  p^ilicv  statement.     21673 
Environments'  Standard  Review  Plans, 

availabilitv  of  draft,  inquiry,     27702 
Environmental  statements,  availability,  etc 
Bear  Creek  I  ranium  Mining  and  ,V1illing 

Pro'ect,     V\h^^ 
Blue  Hills  Station.     2^571 
Cincinnati  Gas  &  Electric  Co   et  al  ,     ^1200 
Georgia  Power  Co  ,     22209 
North  Anna  Povker  Station,     21672 
Northern  States  Power  Co   of  Minnesota  et 

al       2l6'(i 
Oxide  fuels    mixed    policv  statements, 

22<VM 
Oxide  fuels,  mixed   prehearing  conference, 

M458,  1V531 
Public  Service  Co   of  Oklahoma  et  al  . 

2I6'^5 
Puerto  Rico  Water  Rev.)urces  Authority . 
2I6''2 
,      Puget  Sound  Power  &  i.  ight  Co   et  al  , 
f  216^1 

'       Lnited  Nuclear  Corp  ,     :ilH48 

L  tah  International  Inc  .     3U7(K»,  3l84fi 
Westinghouse  Nuclear  Fuel  Fabrication 
Plant,     2  3566 
Environmental  survey  of  reprocessing  and 
waste  management  portions  of  L.WR  fuel 
cvcic,  availability  of  public  comments  and 
resp^->nses,     r54.V  rv23 
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General  Electric  Co   Safety  Analysis  Repiort; 
safety  evaluation  and  preliminary  design 
approval,  availability,  etc.,    20202 
International  Atomic  Energy  Agency  codes  of 
practice  and  safety  guides,  availability  of 
drafts.     18462,  28946,  33386 
Medical  use  of  radioisotopes;  meetings, 

extension  of  time,     31848 
Meetings 
Medical  Uses  of  Isotopes  Advisory 

Committee  et  al.,     20691.31848 
Reactor  Safeguards  Advisory  Committee, 
18465,  18466.  18467.  18675,  18909. 

19531,  20203,  20204,  20206,  20207, 
20691.  22207.  22965.  23566.  24777. 
24778.  25780.  25782.  26257,  26258, 
27076,  28942,  28947,  29570,  29573, 
29574,  29575,  30257.  31203.  31204, 
31843. 31848,  31850. 32596,  32597, 
32598.  32856,  32858, 33387, 33388, 
33389 

Meetings,  Sunshine  Act,     17940,  18507, 
18509,  18510.  18922.  19571,  19572, 
20216.  20746,  21171,  21722,  21723, 
23027,  24799,  28223.  28224.  28968, 
29141,  29617.  30270,  31222.  32616. 
32875.  33438,  33439 
Nuclear  facility  sites;  study  to  improve 
efficiencs  of  Federal-State  review: 
Reptirl  availability,     31846 
Privacv  .Act.  systems  of  records.     18462 
Regulatory  guides,  issuance  and  availability, 
18464,  18910,  19531,  20690,  21121, 
22210,  2221 1,  24129,  25786,  27073, 
27074.  27703,  28945.  29571,  30254, 
32594,  33387 
Seismic  intensity  and  other  physical 

parameters;  peak  ground  acceleration 
correlation,  availability  of  report,    21121 
Television  system,  closed  circuit;  assembly 

consideratmns,  report  availability,    31202 
'  \  erification  of  Prior  Measurements  by 

N(mdestruclive  Assay,"  report  availability. 
;kv45 
Appluolions.  etc.: 

Alabama  Power  Co.,     22966 
Arkansas  Power  &  Light  Co.,    20200, 

21121,  30697,  31846,  32591 
•Atlantic  County  Citizens  Council  on 

Environment,     25782 
Atlantic  Research  Corp.,     19532,  28942 
Babcock  &  Wilcox  Co.,     18456,  18467. 

202U4 
Baltimore  Gas  &  Electric  Co..    24126, 

31844 
Boston  Edison  Co   et  al  .     18458,  21121, 

21674.  28942.  30697, 32595 
Carolina  Power  &  Light  Co.,     18909, 

19532,  21674.  24773,  28943,  29576. 
31844,  32592 

Cincinnati  Gas  &  Electric  Co.  et  al..    30697 
Cleveland  Electnc  Illuminating  Co.,    24774 
Columbia  University,    21120 
Commonwealth  Edison  Co.  et  al.,     18458, 

20685,  21 122,  24774,  25784,  29576, 

31845 
Connecticut  Yankee  Atomic  Power  Co., 

18911 
Consolidated  Edison  Co.  of  New  York,  Inc.. 

18458. 21122.  27701 
Consumers  Power  Co.,    21 122,  22966, 

23564,  23568,  27701 
Dairvland  Power  Cooperative  et  al.,     19532 
Detroit  Edison  Co.,     28943 
Duke  Power  Co..     18462,  19533.  28946 


Duquesne  Light  Co.  et  al.,     18459.  19533. 

22208.  29572 

Energy  Research  and  Development 

Administration  et  al.,    21676 
Exxon  Nuclear  Co.,  Inc.,     1 89 1 2.  20690, 

29572 
Florida  Power  Corp.  et  al  .     22208,  27071 
Florida  Power  &  Light  Co   et  al  .     18910. 

20201,  21670,  23564,  24127.  24130. 

24774,  27071,  28947,  29052,  29572. 

29579,  31848 
Free  Environment,  Inc  ,  et  al  ,    25785 
General  Atomic  Co.,    28943 
General  Electric  Co.,    29571 
General  Electric  Standard  Safety  Analysis 
*  Report.    32592 

General  Electric  Technical  Services  Co  . 

20201 
Georgia  Power  Co  et  al  ,     211  22,  24774, 

31200 
Houston  Lighting  &  Power  Co   et  al., 

21674 
Indiana  &  Michigan  Electric  Co   et  al.. 

28943 
Iowa  Electric  Light  &  Power  Co.  et  al  . 

20685.  20686,  21123,  25785,  27071, 

30698.  32593 
Jersey  Central  Power  &.  Light  Co..     18463 
Kansas  Gas  &  Electric  Co.  et  al.,    21 123, 

27071 
Long  Island  Lighting  Co  ,     23567 
Maine  Yankee  Atomic  Power  Co  ,    23565, 

29577,  30254 

Metropolitan  Edison  Co.  et  al..    20686. 

22209.  24778,  27072,  29578.  30255, 
33387 

Nebraska  Public  Power  District.    24775, 

27072 
New  England  Power  Co   et  al.,     18912 
Niagara  .Mohawk  Power  Corp.,     18463, 

27073 
Northeast  Nuclear  Energy  Co   et  al.. 

27702,  32593,  3:?45 
Northern  States  Power  Co  el  al.,     18912, 

20208,  21123,  24128,  27073,  29577. 

29578,  30255,  31201,  32595, 32596 
Offshore  Power  Systems.    20686.  2 1 676 
Ohio  Edison  Co  et  al..    24775,  25786 
Omaha  Public  Power  District.     18464. 

19533.  30255,  30698,  30699,  32596 
Pacific  Gas  &  Electric  Co  ,    20202,  21  124, 

23565,  24131,  24^^-7.  2''702.  28944, 

31847 
Pennsylvania  Power  &  Light  Co   et  al  , 

31845 
Philadelphia  Electric  Co   et  al  ,     19534, 

21119,  23565.  27703,  28944,  32594 
Pitlsburgh-Des  Moines  Steel  Co  .     18459, 

28947 
'      Portland  General  Electric  Co   et  al., 

20687.  21671,  22209,  24128.  27703, 

28944 
Potomac  Electric  Power  Co  ,     20202, 

30256,  33386 
Power  Authorilv  of  State  of  New  York  et 

al.,    20687.  22210.  24131.  29572, 

30699.  31847 
Public  Service  Co   of  New  Hampshire  et  al 

19534.  241  3  I 

Public  Service  Co.  of  Oklahoma  et  al  . 

19535.  21119.  22210,  28944.  29573 
Public  Service  Electric  &  Gas  Co  et  al.. 

19535,21675,29578  * 

Puget  Sound  Power  &  Light  Co.  et  al.. 
20687,  30699 
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Radiation  Technology.  Inc  ,     21119.  29578 
Rochester  Gas  &  Electric  Corp.,    21671, 

3  1  20 1 
San  Diego  Gas  &  Electric  Co  et  al  , 

18461,  19535,  23569.  32594 
South  Carolina  Electric  &  Gas  Co  et  al.. 

20203,  30700 
Southern  California  Edison  Co   et  al., 

18460,  24129,  25^87.  30256 
State  University  of  New  York  at  Buffalo, 

22211 
Stone  &  Webster  Engineering  Corp., 

20688 
Tech-Ops,     25787 
Tennessee  Valley  Authority,     17923.  18461. 

19535.  19536.  21672.  25788.  28947. 

30700,  31202 
Toledo  Edison  Co   et  al  ,     24130,  30356. 

32592 
V  ermont  Yankee  Nuclear  Power  Corp.. 

18465.  19536.  20689,  22212,  28945 
Virginia  Electric  &.  Power  Co..     18465, 

20689,  21672,  26258,  27074,  31202 
Washington  Public  Power  Supply  System  et 

al  ,     20202,20690,23571.24777. 

28945,  30700 
Westinghouse  Electric  Corp  ,    27075, 

29573 
Wisconsin  Electnc  Power  Co   et  al  ,    24130 
Wisconsin  Michigan  Power  Co  et  al., 

195  36 
Wisconsin  Public  Service  Corp   et  al  , 

18910 
Yankee  Atomic  Electric  Co..     1891 1, 

25788.  28946,  31203,  33387 

OCCUPATIONAL  INFORMATION 
COORDINATING  NATIONAL 
COMMITTEE 

NOTICES 

Agency  establishment,     21377 
Interagency  agreements,     21377 

OCCUPATIONAL  SAFETY  AND 
HEALTH  ADMINISTRATION 

RULES 

Health  and  safety  standards 

Benzene  exposure,  emergency  temporary 
standard,    22525,23601,26429 
State  plans  for  enforcement  of  standards 

Vermont,  correction,     30368 

PROPOSED  RULES 

Health  and  safety  standards 

Acrylonitrile  exposure,  inquiry,     33043 
Benzene  exposure,  proposal  and  hearing, 

27452,  32263 
Beryllium  exposure,  inquiry  and  hearing, 

29021 
Sulfur  dioxide  exposure,     21301 
Inflation  impact  statement,     27460 
On-site  consultation  program  contracts; 

Federal  funding  levels,     22060 
Procedure  rules 
Complaint  and  answer  filing  requirements. 
eliminated.    21816 
Slate  plans  for  enforcement  of  standards 
California,     27266 
Puerto  Rico,     29024 


NOTICES 

Applications,  etc.: 

Baker  Tank  Co  ,     24342 
Pittshurgh-Des  Moines  Steel  Co.,     17539 
Committees,  establishment,  renewals,  etc.: 
Occupational  Safety  and  Health  National 

Advisory  Commiitee.     1''539 
Meetings 

Agriculture  Standards  Advisory  Committee, 

291  14 
Construction  Safety  and  Health  .Advisory 

Committee.     186~1,  24342 
Occupational  Safety  and  Health  Federal 

Advisory  Council,     24343 
Occupational  Safety  and  Health  National 

Advisory  Committee.     19936.  291  13 
State  plans,  development   enforcement,  etc. 
Alaska,     25389 
California.     18671 
Hawaii,     30935 
Iowa,     29113 
Oregon,     17541 
South  Carolina,     19175 
\  irgin  Islands.     30935 
Washington,     I754I.  18671 

OCCUPATIONAL  SAFETY  AND 
HEALTH  REVIEW 
COMMISSION 

NOTICES 

Meetings.  Sunshine  Act.     17940,  17941. 
19952.  21555.  25408,  27713,  30024. 
32617 

OCEANS  AND  ATMOSPHERE, 
NATIONAL  ADVISORY 
COMMITTEE 

NOTICES 

Meetings.     17542,21336.27069 

OFFICE  OF  SCIENCE  AND 
TECHNOLOGY  POLICY 

See  Science  and  Technology  Policy  Office. 

OFFICE  OF  THE  SPECIAL 

REPRESENTATIVE  FOR  TRADE 
NEGOTIATIONS 

See  Trade  Sesonolions.  Office  of  Special 
Represenlatn  e 

OHIO  RIVER  BASIN  COMMISSION 

NOTICES 

Comprehensive  Coordinated  Joint  Plans; 
availability  of  reports 
Big  Sandy  Guyandotte  River  Basin,    26494 
Kanawha  River  Basin.     21339 
Scioto  River  Basin.     21339 

OIL 

See  Domestii  and  Iniernoiionai  Business 
Administralion 
Federal  Energ\  Adminisiralion. 
Geological  Sur\e\ 
iMnd  Managemem  Bureau. 


OUTDOOR  RECREATION 
BUREAU 

NOTICES 

Environmental  statements;  availability. "fete: 
Continental  Divide  National  Scenic  Trail. 
23886 

OVERSEAS  PRIVATE 

INVESTMENT  CORPORATION 

NOTICES 

Meetings.  Sunshine  Act,     25950,  30470 

PACKERS  AND  STOCKYARDS 
ADMINISTRATION 

NOTICES 

Posting  and  deposting  of  stixrkyards 
Bakersfield  Cattle  Auction    Bakersfield, 

Calif,  etal.     17935^ 
Coming  Livest(X-k  Auction.  Ark  ,  et  al.. 

Hot  Springs  County  Livestock  Commission 

Co  .  Inc  .  Ark.  et  al.,     31472 
London  Livestock  and  Car  Auction.  Ark.,  et 

al  .     19163 
Pierce  Packing  Co   Yards.  Billings.  Mont  .  et 

al  ,     32558 
Rawhide  Livestock  Auction,  Inc.,  Ariz  ,  et 

al  .     19164.  31472 

PANAMA  CANAL 

RUUS 

Claims  of  employees  of  Panama  Canal 

Company  and  Canal  Zone  Government, 

settlement       17875 

PAROLE  COMMISSION 

RULES 

Pnsiiners.  youth  offenders,  and  juvenile 

delinquents,  parole,  release,  etc.,    31786 

PROPOSED  Rl  LES 

Prisoners,  youth  offenders,  and  juvenile 

delinquents;  parole,  release,  etc  ,    29934 

NOTICES 

Meetings,  Sunshine  Act.*  19430,  21899, 
25405,  25406,^5593,  26508, 28017. 
29617,  30969 

PATENT  AND  TRADEMARK 
OFFICE 

RULES 

Patent  cases: 

Forms,     27883,31159 

PROPOSED  RULES 

Patent  cases 
Computer  program  listings,  deposit;  patent 

applications,     30522 
Forms,  Patent  Cotiperation  Treaty; 

implemeniaiion,  extension  of  time, 

31812 
Inventions,  secrecy,  licenses  to  file 

applications  in  foreign  countries.  Patent 

Cooperation  Treaty:  implementation. 

extension  of  time,     31812 
Practice  rules.  Patent  Cooperation  Treaty; 

implementation,  extension  of  time, 

31812 
Trademark  cases: 

Forms.     22378,25513 
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VOTICES 

Meetings 

Trademark  Affjir^  Public  AdMsory 
Cmirr.ittce      25520 

PENSION  AND  WELFARE 

BENEFIT  PROGRAMS  OFFICE 

Rl  I  tS 

Administralion  and  enforcement 

Claims  procedure  for  emplovee  benefit 
plans,     :"-12b 
Fiduciarv  responsihilit\ 

Employee  benefit  plans   exemptions  for 
services,  office  space,  etc  .     32390 
Reporting  and  disclosure  requiremerrts 
Annual  report,  summar\,  inquiry.     25870 

PROPOSED  RILES 

Employee  benefit  pension  plans,  minimum 
standards,  seasonal  industries,  inquiry, 

32807 

NOTICES 

Employee  benefit  plans  , 

,Annual  information  returns  repoils;  inquiry, 

25434 
Multiemployer  and  multiple  employer  plan 

transactions,  pendency  of  prop<ised 

cla.ss  exemption,     22-l2h 
Prohibitions  on  transactions;  exemptK>n 

proceedings,  applications,  hearings,  etc  , 

18732.  18\U   22057.  2321''.  23220. 

25Q9H.  315"4,  315^5 
Prohibitions  on  transactions,  exemption 

proceedinqs.  applications,  hearings,  etc  . 

32395.  32399 
Meeungs 

Employee  Welfare  and  Pension  Benefit 

Plans  ,AdMsor\  Council.     28^3; 

PENSION  BENEFIT  GL  ARANTV 
CORPORATION 

RLLES 

Plan  benefits  valuation.     32777 
Pri\ac\  .Act,  impiementatu^n.     2^9''5 

PROPOSED  RLLE.S 

Plan  assets,  allocation,  20156.  27615 
Plan  a.s,sets.  valuation,  20158,  27616 
Plan  benefits  valuation,     29^18 

NOTICES 

Empkiyee  benefit  plan^ 

.Annual  information  returns  reports,  inquiry, 
259  U 
Privacy  .Act.  svsiems  of  records.     26494 

PENSION  PLANS 

Sff  Civil  Ser\!i  f  C  cm  "in  won. 
Iniernoi  Revenue  Sr"''W(»' 

Pension  and  i^elfure  bennfu  Programs  Office 
Pension  Benetit  Ouarann  Corporalion. 
Railroad  Reltremenl  Board 
Social  Securit\  Admtniurdliun 
Veterans  Admmislraiion 

PESTICIDES 

Set-  En-.intnmentdl  Pruteilum  Agency 

t iKid  and  Dru^   iurnint'.iraiion  -^ 
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PIPELINE  SAFETY  OPERATIONS 
OFFICE 

PROPOSED  RLLES 

Liquefied  natural  gas  facilities;  Federal  safety 

standards,  inquiry,    20776,  24758 
Pipeline  transportation  of  liquids: 
Conversion  of  existing  pipeline  to  liquid 
service,     18412 

NOTICES 

Meetings 
Technical  Pipeline  Safety  Standards 
Committee,     21684.22968 

Petitions  for  waiver:  pipelines: 
AUeska  Pipeline  Service  Co.,    29583, 

31512.  31859 
Michigan  Wisconsin  Pipeline  Co.,     33406 
Phillips  Pipeline  Co...  24136 
Tennessee  Gas  Pipeline  Co..    30709 

PLANTS 

See  Animal  and  Plant  Health  Inspection  Service. 

Fish  and  Wildlife  Service. 

POLLUTION  j 

See  Coast  Guard. 

Environmental  Protection  Agency. 
Environmental  Quality  Council. 
Federal  Aviatum  Administration.  ' 

Federal  .Maritime  Commission. 
Occupational  Safety  and  Health       ^""-^-.^ 
Administration. 

POSTAL  RATE  COMMISSION 

RULES  ' 

Practice  rules 

Rate  case  filing  requirements,     18076f 
Sunshine  .Act.  implementation,     25729. 
25^41 

Sunshine  Act;  implementation,    25729,  25741 

PROPOSED  RLLES 

Practice  rules 

Reports  lling.  periodic;  modification, 
32809 
Sunshine  .Act.  implementation,    20639 

NOTICES 

Computer  program  relating  to  cost  segments 
and  table  of  attributions;  availability  and 
conference.    21339 

Mail  classification.  1976  schedule,    20694, 
21530 

Meetings.  Sunshine  Act.     19572,  20744. 
21555.  21556.  21899.  22633.  23224, 
23690.  29382.  29383.  30024.  30269, 
30470,  31520,  31687,  33113,  33439 

Practice  rules: 
Rate  proceedings  test  period;  deferred, 
18166 

POSTAL  SERVICE 

RLLES 

Domestic  mail 

Postal  Service  Manual,  incorooration  by 
reference  extended.     29488 
International  mail 

Incorporation  by  reference  extended; 
publication'42.     29488 
Organization  and  administration: 

Executive  .Assistant  to  Postmaster  General; 
authoriiv  delegation,  etc.,     18859 


Headquarters  Operations  Group.    29308 
Postal  losses  and  offenses.  Sunshine  Act, 

implementation.     17443 
Postal  Service  Manual; 
Advertisements,  definition;  marking  of  paid 

reading  matter.     27246 
Official  mail,  contractor  use  of  restrictions 

revised.    24267,  27892 
"Pop-up"  advertisements;  non-permissible 

enclosure  in  second  class  publications. 

29308 
Second-class,  controlled  circulation,  and 

third-class  mailings;  mailability  and 

eligibility  appeal  procedures.     31592 
Practice  rules  and  procedures 

Lottery  orders  and  false  representation. 

30504 
Post  office  boxes;  refusal  to  rent  or  renev^ 

and  closing,    30504 
Second-class  mail  privileges  denial. 

suspension,  or  revocation.     30504 
Privacy  Act;  implementation.     21471 
Procurement  of  property  and  services: 

Postal  Contracting  Manual,  incorporation  by 

reference  extended.     29488 
Regional  Contract  and  Supply  Management 

Branch.  Southern  Region,  address 

change,    27588 
Sunshine  Act;  implementation.     17443 

PROPOSED  RLLES 

Postal  Service  .Manual: 

Address  cards  arranged  in  sequence  of 

carrier  delivery;  mailing  list  services. 

22176 
Second-class  mail;  novelty  pages,  deletion. 

28153 
Security  of  mail;  delay,  detention,  or 

opening  of  mail,  etc  ,     18754 

NOTICES 

Domestic  airmail  service;  elimination,    20853 
Meetings;  Sunshine  Act,    21554,  28661, 

28662 
Postal  rates  and  fees: 
Transient  rale,  second  class  category,  and 
phased  postage  rate  increases.    3  1  506 
Privacy  Act,  systems  of  records,     20806, 
22614. 30259.  31506,  32598 

PRESIDENT'S  COMMISSION  ON 
MENTAL  HEALTH 

See  Mental  Health.  President'^  Commis<.ion 

PRESIDENT'S  COMMISSION  ON 
WHITE  HOUSE  FELLOWSHIPS 

See  White  House  Fellowships.  President's 
Commission 

PRISONS  BUREAU 

PROPOSED  RLLES 

inmate  admission,  classification    and  transfer, 

26334 
Institutional  management,     26334 
Management  and  administration,     26334 

NOTICES 

Meetings: 
Corrections  Advisory  Board  National 
Institute.    23557 
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PRIVACY  PROTECTION  STUDY 
COMMISSION 

NOTICES 

Meetings.    20522 

PROCUREMENT,  FEDERAL 

See  General  Services  .Administration. 

PUBLIC  BUILDINGS  SERVICE 

PROPOSED  RULES 

Procurement; 
Solicitation  of  bids,  listing  of  subcontractors 
requirement,    27966 

PUBLIC  HEALTH  SERVICE 

See  also  Alcohol,  Drug  Abuse,  and  Mental 
Health  Administration. 
Disease  Control  Center. 
Fcxxi  and  Drug  Administration. 
Health  Resources  Administration. 
Health  Services  Administration. 
National  Institutes  of  Health 

RULES 

Grants 

Home  health  services,    28693 
Health  maintenance  organizations,    29401. 

32234 
Health  planning  and  resources  development 
Health  systems  agencies,  funding  formula  for 
grants.     18279 
Inflation  impact  statements.     18279.  28693, 

29401,  29483 
National  Research  Service  awards,  predoctoral 
training  redefined,    29483 

PROPOSED  RULES 

Grants: 

Family  planning  services;  inquiry,     1  8947 
Health  services  research  grants;  evaluation  and 

demonstration  projects,    29519 
Indian  health: 

Health  professions  recruitment  and 
scholarship  grant  programs,  etc  . 
26306 
Inflation  impact  statements,     17500,  26308. 

26315.  29519 
Medical  care: 
Hospital  and  station  management, 
contributions  for  patient  benefit, 
17500 
National  Health  Service  Corps 

Health  manpower  shortage  area  assignments 
of  physicians,  dentists,  etc  ,  inquiry. 
25992 
Procurement,     26314 
Professional  standards  review: 
AltemaU  PSRO,  criteria  establishment; 
inquiry.     17501 

NOTICES 

Authonty  delegations: 

Assistant  Secretary  for  Health;  order  of 

succession.    21665 
Health  Resources  Administrator;  health 
professions  schools  and  training. 
30689 
Grants: 

DC  medical  facilities  construction; 
applications.    30006 
Health  maintenance  organizations,  qualified, 

20676.  25535.  28624 
Professional  Standards  Review  Organizations, 
alternate  PSROs,  hearings.     17525 


RAILROAD  RETIREMENT  BOARD 

RULES 

Annuity  claims,  social  securitv  application. 

18058 
Appeals  within  Board,  availabilitv  of  entire 

record.     29302 
Railroad  L  nemployment  Insurance  Act 
Determinations,  initial  and  reviev^s  of 
appeals,  availabilitv  of  entire  record. 
29302 
Rate  of  railroad  unemployment.     29486 
Sunshine  Act.  implementation.     22865 

NOTICES 

Meetings.  Sunshine  Act,     17580.  17941. 

19954,  20536,  20882.  21  169,  25827. 

26507,  29617,  30468.  3168~ 
Railroad  retirement  supplemental  annuity 

program,  determination  of  quarterly  rate 

of  excise  Ux.     27080 

RAILROADS 

See  Federal  Railroad  .Administration. 
Interstate  Commerce  Commission. 
Sational  Railrcxid  Passenger  Corporalion 
Railroad  Retirement  Board 
United  States  Railwa\  Asscxiatum. 

RECLAMATION  BUREAU 

RULES 

Drought  loans,  grants,  and  deferments.  1976- 
77  emergency.     19610 

PROPOSED  RULES 

Cultural  resources,  identification  and 

administration  procedures.     29682 
Inflation  impact  statements.    29682 

NOTICES 

Environmental  statements,  availability,  etc 
Colorado  River  Water  Quality  Improvement 

Program,     26705 
De  Luz  Heights  Municipal  Water  District. 

Calif,  water  system.     25926 
Dolores  Project,  Colo.,    241 1  1 
Lower  Truckee-Lower  Carson  River  Basins, 

Nev  .     26254 
Southern  Nevada  Water  Project.  Second 

Suge.Nev..    30012 
Meetings 
Colorado  River  Basin  Salinity  Control 

Advisory  Council.     3308" 

RECORDS  AND  DOCUMENTS  OF 
FEDERAL  OFFICIALS. 
NATIONAL  STUDY 
COMMISSION 

NOTICES 

Privacy  Act.  systems  of  records.     27070 

RECREATION 

See  Fish  and  Wildlife  Seniee 
Interior  Department 
Sational  Park  Ser\ice. 
Outdoor  Recreation  Bureau 

REGIONAL  ACTION  PLANNING 
COMMISSIONS 

RULES 

Arts  and  crafts  demonstration  projects. 

indigenous,     2213'' 
Economic  development  regions,     22135 


Energy  demonstration  projects  and  programs, 

22136 
Grantsin-aid,  Federal,  supplements.    22137    . 
Inflation  impact  statements.    22135 
Regional  commissions,    22135 
Regional  transp<irtation,     22135 

REHABILITATION  SERVICES 
ADMINISTRA^TION 

See  Human  De^chipnient  Office. 

RENEGOTIATION  BOARD 

NOTICES 

Interest  rates,  excessive  profits  and  refund. 

32339 
Meetings.  Sunshine  Act.     1 834  1 ,  2 1 1  70, 

22468, 24"99. 24800.  24801.  26285. 

28017.  28222.  29382.  29383.  30269, 

30270.  30969.  31687,  32348. 32349 
Military  sales,  foreign,  exemption; 

interpretation  rescinded.     32339 
Water  carriers   contractor^  or  subcontractors 

for  transportation   fianancial  statements 

filing,  extension  of  time      28949 

REVENUE  SHARING  OFFICE 

RULES 

Fiscal  assistance  to  State  and  local 
governments 
Entitlement  funds,  computation  and 

adjustment.    24732.  27883 
Nondiscrimination,  reduction  and 

uithholding  pntceedings.  etc        :>>.'f'4. 
194^9,  2u298 
Prohibitions  and  restrictions  on  use  of  funds, 
24~3'" 
Inflation  impact  statements.     18364.  24732 

NOTICES 

Antirecession  fiscal  assistance 

Permissible  use  of  funds  and  legislative 
effective  dates.     32339 
Entitlement  data 
Computing  allcKations.  improvement 

procedures.     20525 
Final  date  of  allocations  and  data 

definitions.     30261.33407  * 

Population  estimate  revisions,     22615 

RURAL  ELECTRIFICATION 
ADMINISTRATION 

RULES 

Bulletins,  revision  list  ano  summary  lists, 

2721'' 
Inflation  impact  statements.     32255 
Information,  public 

Electric  Loan  policies  and  application 
procedures  Bulletin  20-2  revised, 
32255 

PROPOSED  RLLES  '^ 

Freedom  of  information;  REA  bulletins, 

29012 
Povker  supply  cooperatives;  board  of  directors, 

composition.  Bulletin  lOI-I  revision, 

3145^ 

NOTICES 

Authority  delegations: 

Deputy  Administrator  et  al..     20321 
Environmental  statements:  availability,  etc.: 

Arizona  Electric  Pouer  Cooperative,  Inc., 

29031 
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Arkansas  Electric  Cooperative  Corp  . 

25890 
Chugach  Electric  Association,  Inc..    21829 
Corn  Belt  Po«.er  Cooperative  et  al  ,     20840 
Golden  \  allev  Electric  Association.  Inc  . 

29032 
Minnkota  Power  Cooperative.     18624 
Plains  Electric  Generation  and  Transmission 

Cooperatue    In^       25890 
I'nited  Povker  .Assiiciation.     2''270 
I  i-an  guarantees  proposed 

Arkansas  Electric  Cooperative  Ci>rp  , 

Big  Rivers  Electric  Corp  .     24294 
Colorado  Ite  Electric  .Association,  Inc., 

2  -^  I  »  ? 
Copper  V'allev  EilecIrK  .Association.  Inc., 

23M8 
Pacific  Northwest  Generating  Co  .    23184 
Sho-Me  Power  Corp  .     22385 
Southern  Illinois  Power  Cooperative. 

28564 

SAFETY 

See  Coast  Guard. 
Consumer  Product  Safetx  Commission. 
Disease  Control  Center 
Federal  .Aviation  Admintstrption. 
Federal  Hi)ihwa\  .4dministra^on. 
Federal  Railroad  .Administration. 
Hearings  and  Appeals  Office.  Interior 

Department. 
Mining  Enforcement  and  Safety 

.Administration 
Suiwnal  Highway  Traffic  Safety 

Adminmraiion. 
Salional  Transpiination  Safely  Board. 
Occupational  Safely  and  Health 

Administration 
Occupational  Safei\  Jnd  lleatih  Re\ie^ 

Commission 
Pipeline  Safei\  Operalion'i  Office 

SAINT  LAWRENCE  SEAWAY 
DEVELOP.MENJ  CORPORATION 

RL  LES 

Seawavs.  metric  system  implenientation. 
:'5S^  29308 

NOTICES 

Meetings.     2;;i5 

SCIENCE  AND  TECHNOLOGY 
POLICY  OFFICE 

NOTICE.S 

Committees,  establishment,  renewals,  etc. 
Basic  Research  in  .Mission  .Agencies  Steering 

Committee.     2321V 
Dam  Safetv  Programs  Review  Panel.     29129 
Earthquake  Hazards  Reduction  .Advisorv 

Group.     3o'vs6 
Space  Svstems  Advisorv  Group.     25393 
.Meetings 

Basic  Research  Working  Group  in  Defense 

Department.     25944 
Intergovernmental  Science.  Engineering  and 

Technologv  .Advisor)  Panel.     1V53''. 

22441.  28635.  28636.  29129 
Space  Systems  .AdMS<irv  Group.     25393. 

30455 


SECl  RITIES  AND  EXCHANGE 
COMMISSION 

RILES 

Financial  statements: 

1  ife  insurance  companies  and  related 

holding  companies,  increased 

disclosure.    27880 
Interpretative  releases; 

Accounting  bulletins,  staff,     28999,  33282 
Investment  Company  Act,    28999 
Securities  Act.    22140 
Securities  Exchange  Act.     31780 
Investment  .Advisers  Act: 

Agencv  cross  transactions,  advance 

disclosure  requirements.    29301 
Exemption  for  certain  brokers  and  dealers. 

extension  of  time,    21770 
Investment  Company  Act: 

Interpretative  releases.     33283 

Open-end  investment  companies;  calculation 

of  registration  fees.     31782 
Organization,  functions,  and  authority 
delegations 
Conduct  standards;  honoraria,  travel  and 

subsistence  expenses,  etc.,  from 

nongovernmental  sources,    30834 
.Market  Regulation  Division,  Director, 

30834 
Public  Utility  Holding  Company  Act: 

Form  L'5S.  annual  report;  modification  of 

instructions.     24253.  26204 
Interpretative  releases,     33283 
Securities  .Act 

Interpretative  releases,     33283 
Registration  statement  form;  general 

instruction  changes.     22140 
Securities  Exchange  .Act: 
Brokers  and  dealers,  uniform  net  capital 

rule,     19127.23800,27221,31776, 

31780 
Confirmation  slips  delivery  and  disclosure 

requirements,  sent  to  customers  by 

breakers  and  dealers,     25323 
Financial  and  operational  combined  uniform 

single  report.     23787 
Inter-dealer  quotation  systems;  submission  of 

price  quotations.     27881 
Interpretative  releases.     33283 
Life  insurance  companies  and  related 

holding  companies,  increased 

disclosure.     27880 
Lost  and  stolen  securities  program,     32534 
Securities  issuers  reporting  to  multiple 

Federal  agencies.     24064 
Shareholders,  preparation  of  integrated 

reports  to,  guideline.  31780 
Stock  appreciation  rights.  33285 
Transfer  agents,  regulation,     32411 

PROPOSED  RILES 

Accounting  practices,  oil  and  gas  producers; 

inquiry,     33136 
Financial  statements: 
Bank  holding  companies  and  banks;  form 

and  content.    21809 
Marketable  securities  and  other  security 
investments.    23853 
Interpretative  releases,    27260,  30066 
Off-board  trading  restrictions.     33510 
Railroad  industry  disclosure  guidelines, 
deferred  maintenance,  and  betterment 
accounting.     24069 
Registration  of  clearing  agencies,    30066 
Registration  of  transfer  agents.    29918 


Reported  securities,  quotation  dissemination, 

32418 
Securities  Act,    27260 
Securities  confirmations;  disclosure  of 

additional  information.     33348 
Securities  Exchange  Act,     27260.  30066 
Transactions  by  exchange  members, 

extension  of  time,     26436 
Transfer  agents,  regulation.     32415 
Investment  Company  Act 

Annual  reports,  filing  m  90  days.    29828, 

33352 
Brokers  and  dealers,  interested  persons. 

exemptions.     30215 
Registration,  report  forms,  and  repwrting 
requirements;  correction,    29718, 
33348 
Oil  and  gas  producers,  accounting  practices; 

inquiry,    33136 
Organization,  functions,  and  authority 
delegations: 
Regional  Administrators;  small  issues 
exemption,  abandoned  notifications. 
30378 
Securities  Act: 

Advertising  by  investment  companies. 

30379 
Electric  and  gas  utility  company  disclosure 

guidelines,    27260  , 

Industry  and  homogeneous  geographic 

segment  reporting,  disclosure  forms  and 
rules  changes.     26010.27603 
Interpretative  releases.     27260 
Investment  companies,  open-end,  quarterly 
investment  listing  and  disclosure  of 
historical  information.     29012 
Private  placement  exemptive  rule.    21815 
Railroad  industry  disclosure  guidelines, 
deferred  maintenance,  and  betterment 
accounting,     24069 
Registration,  report  forms,  and  reporting 
requirements;  correction.     29'' 18. 
33348 
Reports  or  memoranda  concerning 

registrants,  guide  for  preparation  and 
filing;  inquiry,     3 1458 
Small  issues  exemption,  abandoned 
notifications.     30378 
Securities  Exchange  Act 

Brokers  and  dealers,  uniform  net  capital 

rule,    31810 
Electric  and  gas  utility  company  disclosure 

guidelines.    27260 
Exchange  members,  brokers  and  dealers; 
recordkeeping  requirement;  extension 
of  time.     18621 
Financial  and  operational  combined  uniform 

single  report.     23792 
Financial  statement  requirements 

exemptions  for  certain  railroad  issuers, 
24071 
Industry  and  homogeneous  geographic 

segment  reporting,  disclosure  forms  and 
rules  changes.    26010.27603 
Institutional  investment  managers,  reporting 
information;  accounts,  investment 
discretion,  extension  of  time.     30845 

InterpreUtive  releases,     27260,  30066 

NOTICES 

Advisory  committee  review;  inquiry,     19537 
Investment  companies  investing  in  tax-exempt 

securities,    29 1  30 
Investor  dispute  resolution  system, 

implementation.     23892 
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Life  insurance  compianies;  offer  and  sale  of 
contractual  arrangements,  mquiry.     32861 

Lost  and  stolen  secunties  program,  AutEx, 
Inc  designated  to  receive  reporu  and 
inquiries.    26495 

Meetings 
Corporate  Disclosure  Advisory  Committee. 

19945 
National  Market  Advisory  Board.     17555, 
23888,  28179 
Meetings,  Sunshine  Act,     17580,18507, 
18510,  19254.  19572,  20745,  21723, 
21900,  22467,  22633.  23222,  23690, 
24801.  26285,  27134,  27383,  28222, 
28662,  28968.  30468,  30469,  30470. 
30575,  30743,  31222,  31223,  31520, 
32349,  33439 
Proxy  solicitations;  shareholder 

communications,  etc.,  inquiry,    23901 
Puts  options  trading;  commencement  of  pilot 

programs,     17547 
Regulatory  responsibilities,  allocation  plans 
Boston  Stock  Exchange,  Inc  and  Midwest 

Stock  Exchange,  Inc  .    26263 
Boston  Stock  Exchange.  Inc   and  New  York 

Stock  Exchange,  Inc  ,    26264 
Boston  Stock  Exchange  and  Pacific  Stock 

Exchange,  Inc.,    26264 
Midwest  Stock  Exchange,  Inc  and  New 
York  Stock  Exchange  Inc..    26269 
Midwest  Stock  Exchange.  Inc  and  Pacific 

Stock  Exchange.  Inc..    26270 
New  York  Stock  Exchange,  Inc  and  Pacific 
Stock  Exchange,  Inc.,    26273 
Securities  Exchange  Act;  clearing  agencies; 
applications  for  registration: 
New  England  Securities  Depository  Trust 
Co,    33394 
Self-regulatory  organizations,  allocation  of 
regulatory  responsibilities,  extension  of 
filing  period.    26274 
Self-regulatory  organizations,  proposed  rule 
changes: 
American  Stock  Exchange,  Inc  ,    21877. 
24778,  24779.  25550.  26262.  27344. 
28173,  29977.  29978.  30455.  31507. 
33394 
Boston  Stock  Exchange,    31206 
Boston  Stock  Exchange,  Ir.c  ,    32598 
Bradford  Securities  Processing  Services, 

Inc.,     17545 
Chicago  Board  Options  Exchange,  Inc  . 
17547,  19194,  19195,  20870,  23889. 
29985.  30957.  31508.  33400 
Depository  Trust  Co..    2478 1 .  30957 
Midwest  Clearmg  Corp.  et  al..    29989. 

32602.  32604 
Midwest  Securities  Trust  Co  ,     17928, 

29989,  29991,  31206 
Midwest  Stock  Exchange.  Inc  .     17927. 
18676.  19200,  19202,  21881,  22458, 
23896,  24785,  24786,  25568.  27355. 

27356,  28176,  29133,  29134,  29990. 
30456,  31854,  32604,  32862 

Municipal  Securities  Rulemaking  Board, 

27357.  31207 

National  Association  of  Securities  Dealers. 

Inc..    26270,  27357.  33396 
National  Securities  Clearing  Corp  .     17928. 

21881,  25568.  32603 
New  England  Secunties  Depository  Trust 

Co.  etal.,     17929.20876.22458, 

22459,  26273,  29991 


New  York  Stock  Exchange.  Inc  .     18315. 
18316.  1867-7.  22442,  22446.  23897. 

28176.  29986.  31208.  31508.  33396 
Options  Clearing  Corp  .     19203.  23899. 

24788. 24789.  31508.  31855 
Pacific  Stock  Exchange.  Inc  .    20876. 
23900,  23901,  27358,  27359.  28176, 

28177.  29995.  31209.  31509.  32863. 
33400,  33402 

Philadelphia  Stock  Exchange.  Inc  .     19203. 

19204.  24790.  26274. 29136,  29996 
TAD  Depository  Corp  .     27361 
Hearings,  etc 

Aetna  Fund,  Inc  .  et  al  .     29348 

Aetna  \  ariable  Annuity  Life  Insurance  Co 

etal.     19192 
Alabama  Power  Co  .    27344 
All  American  Fund,  inc  .     19193 
Allegheny  Power  System,  Inc  .  et  al  , 

18168.  19194 
American  Airlines,  Inc  ,     17543 
Amencan  Brands  Overseas.  N  A  .    22456 
American  Electric  Power  Co  .  Inc  .     1"'544, 

20867 
Amencan  General  Bond  Fund,  Inc  ,  et  al  . 

32859 
American  General  Municipal  Bond  Fund. 

29977 
Amencan  Tobacco  International  Corp  . 

22457 
American  Variable  Annuity  Life  Assurance 

Co   et  al  .     29978,  29980 
Appalachian  Power  Co  el  al  ,     20868. 

23888.  27346,  29982 
Arkansas  Power  &  Light  Co  .     26263. 

27346 
Arwood  Corp  .    27347 
Atlantic  Richfield  Co   et  al  .     30956 
Axe-Houghton  Income  Fund.  Inc  .  et  al  . 

20868.  24780 
Bengal  Oil  &  Gas  Corp  .     2  1 884 
Boston  &  Albany  Railroad  Co   et  a)  . 

24781 
Boston  Stock  Exchange.     29983 
Boston  Stock  Exchange.  Inc  .    23905 
Bradford  National  Clearing  Corp  .     27348 
Bradford  Secunties  Processing  Services. 

Inc..     24781 
Bntish  American  Utilities  Corp   et  al.. 

29982 
California-Western  Stales  Life  Insurance  Co 

et  al  ,     29983 
Carolina  Palmetto  Income  Investors,     P546 
Central  Power  &  Light  Co   et  al  ,     2^348 
Central  Slates.  Southeast  and  Southwest 

Areas  Pension  Fund.     17546 
CG  Municipal  Bond  Fund.  Inc  .     19409 
Channel  Companies.  Inc  ,     29984 
Chemtrust  Industries  Corp  ,     19945 
Cincinnati  Stock  Exchange.     23892 
Columbia  Gas  System.  Inc  .  et  al  .     18168. 

23890.  29129 
Columbine  Fund.  Inc..     17547 
Connecticut  Light  &.  Power  Co  .     19195. 

31510 
Connecticut  Yankee  Atomic  Power  Co  . 

30455 
Consolidated  .Natural  Gas  Co   et  al  , 

23891.  26265 

Dayton  Power  &  Light  Co  .     18913 
Drevfus  Leverage  Fund.  Inc  .  et  al  .     18313. 

24782 
DuPont  de  Nemours,  E  L.  &  Co  .     17924, 

24782 


Eastern  L  iiliiies  Associates  et  al..     17548. 

191  V6 
Equitable  V  ariable  Lite  Insurance  Co   et  al  . 

19196 
Escalade.  Inc  .     29350 
Fund  A  Partnership.    23891 
Fund  for  Mutual  Depositors.  Inc  .  et  al.. 

27350 
General  Public  L  tilities  Corp  .     26267, 

32860 
Georgia  Power  Co..    21877  ^ 

Harbine  Financial  Service.     28174 
Harmon  International  Industries,  Inc.. 

2I87g 
Harvest  Fund.     20873 
I  1  ,  inc  .     23892 
Indiana  &.  Michigan  Electnc  Co.  et  al.. 

19945.  326(Ki 
Insured  Municipals  Income  Trust.     23894 
International  Svstems  <k  Controls  Corp  . 

19C>46 
Investors  Mutual.  Inc  .  et  al  .    26267 
Investors  Svndicate  of  America.  Inc..  et  al.. 

29350 
llel  Computer  Dimensions.  Inc..    23895 
Japan  Fund.  Inc  .     29351 
Jersev  Central  Power  &  Light  Co..     17925 
Kansas  City  Star  Co  .     29987 
Kansas  \enture  Capital.  Inc  .     17549 
Kevstone  Custixiian  Funds,  Inc.  et  al., 

19198.  2''352 
Kimelman.  M  .  &  Co..    28174 
La  Salle  Fund.  Inc  .     29988 
Landmark  Growth  Fund.  Inc  .     29988 
Life  Insurance  Co  of  Nonh  Amenca  et  al.. 

21879 
Lincoln  National  Capital  Fund.  Inc.,    26269 
Lincoln  National  Income  Fund   Inc  ,    26269 
Liquifund.  Inc.     31209 
Louisiana  Power  i  Light  Co.,    27353. 

31853 
Lykes  Bros  ,  Inc..     17926 
Maryland  National  Bank.     18170 
Massachusetts  Mutual  Life  Insurance  Co.  et 

al.,     19199,  24784.  32601 
Mercury  Growth  Funds.  Inc  .     17926 
Merrill  Lvnch  Municipal  Bond  Fund,  Inc.. 

29131 
Metropolitan  Life  Insurance  Co.  et  al.. 

18314.  2:-3.<" 
Middle  South  Ltihiies.  Inc  .  et  al  .    20873. 

208-'5.  27355.  30958 
Midwest  Secunties  Investment.  Inc.,     29990 
.Midwest  Stock  Exchange    Inc.,    23888 
Miner  Industries    Inc  ,     30958 
Montgomerv  Street  Income  Securities,  Inc., 

17550  ' 
Mutual  Life  Insurance  Co   of  New  >ork. 

18676 
Narragansett  Capital  Corp.  et  al..    20522, 

21884 
National  Association  of  Securities  Dealers. 

Inc.    2^357 
National  Equipment  Rental,  Ltd..    30458 
NEL  Tax  Exempt  Bond  Fund.  Inc.     17551 
New  England  Electric  System  et  al  .    21886, 


23896,  26 
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New  England  Securities  Deptosilorv  Trust 

Co.    29991 
New  York  Slock  Exchange.  Inc  .    27358 
Nomura  Capiial  Fund  of  Japan.  Inc. 

24787 
North  Dakota.  Stale  of    20878 
North  East  Heat  &  Light  Co..    23898 
Northeast  Liilities  et  al  .    29992 
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Ohio  Edison  Co  et  al.     17551.25570. 

29994 
Ohio  Power  Co.     17929 
Ormont  Drug  &  Chemical  Co  .  Inc  .     19409 
Pacific  Air  Transport  international.  Inc  . 

Pacific  Mutual  Fund.  Inc  .     22459 
Pacific  Resources.  Inc  .     18470.  33398 
Pacific  Stocic  Exchange.  Inc  .     18470. 

28178 
Pennsylvania  Tax  Free  Income  Trust  et  al  . 

29 1  34 
Philadelphia  SttK-k  Exchange.  Inc  ,     18678. 

18679,  218"6.  23892.  23896.  255:'l. 

26274.  27359.  29996.  30459.  33400 
Precision  Polymers,  Inc  .     21883 
Public  Ser\ ice  Co   of  Oklahoma.     r552 
Putnam  Convertible  Fund.  Inc  .  et  al  . 

24"90 
Putnam  Tax  Exempt  Income  Fund  et  al  , 

24^91 
Ranchers  Packing  Corp  .     27360 
Rom-Amer  Pharmaceuticals.  Ltd  ,     P553 
Scudder.  Stevens  &  Clark  Common  Stock 

Fund,  Inc  ,     2"36() 
Scudder  Managed  Municipal  Bonds,     21883 
S«curit>  Benefit  Life  Insurance  Co   et  al  . 

192U4 
Sherumxl  Medical  Industries  Inc  .     22459 
Smith,  Barnev  Equitv  Fund.  Inc  ,  et  al  . 

208'' 
Southern  Co  ,     \^^'<'^ 
Standard  Oil  Co  ,28  178 
Standard  Shares,  Inc  ,     31210 
TDP&L  investment  .Account  ■'A',  Inc  , 

29996 
TRJ?  Chemical  Corp  .     29353 
Travelers  Insurance  Co   et  al  ,     239(J4 
Twentieth  Centurv  Fox  Film  Corp  ,     262'5 
Twenty  Five  Fund,  Inc  ,     17554 
US   Coal  Corp  ,     2' 36  I 
U.S.  Water  Co  .  Inc  ,     31211 
United  American  Life  Insurance  Co., 

33400 
Warner  Bros  ,  Inc  ,     1920' 
Westamerica  .Automotive  Corp  ,     29353 
Yankee  Atomic  Electric  Co  .     29997 

SINAI  SL  PPORT  .MISSION 

NOTICES 

Authority  delegations 

Sinai  Field  Mission,  Director,     28636 

SM.ALL  BUSINESS 
ADVIINISTR.ATION 

RLLES 

Loans  til  State  and  local  development 
companies 
Personal  assets  for  use  in  securing  loans, 
1H38H 
Nondiscrimination  in  federally  assisted 
programs,  types  of  Federal  financial 
a.vvistance  covered,  corrections,     20286. 
28530 
Small  business  investment  companies 

Salaries,  aggregate,  or  other  compensation 
of  officers,  directors,  or  employees. 

Small  business  size  standards 

Definition  of  small  business  fc^r  SB.A  loans; 

correction,     2045' 
Pollution  control  guarantee  assistance,  small 

business  definition.     29  3(X) 


PROPOSED  Rl  LES 

Business  loans 
Farm  cooperatives,  eligibility  for  financial 

assistance.     23614 
Flood  insurance  protection.     32258 
Lead-based  paint,  use  in  SB.A  programs, 

32258 
Nondiscrimination 

Financial  assistance  programs;  equal  credit 
opportunity  and  types  of  Federal 
financial  assistance  covered.     29317 
Small  business  size  standards: 

Farm,  small,  definition  of.     26660 
V  eterans,  special  consideration,     32258 

NOTICES 

.Advisory  committee  review;  inquiry,     17930 
Advisory  Councils,  District  and  National; 

charter  renewals,     20356 
,Applications.  etc, 

Albuquerque  Small  Business  Investment  Co., 

28199 
Capital  Resource  Co  of  Connecticut, 

19538 
Carifta  International  Corp  .  Inc  ,    28197 
Certco  Capital  Corp.,     28197 
Charles  River  Resources.  Inc.,    24133 
Chicka.saw  Capital  Corp..    28197 
Coalition  Small  Business  Investment 

Company  Corp  ,     29581 
Colorado  Equity  Capital  Corp  ,     18320 
Communitv  Equitv  Corp.  of  Nebraska, 

24133' 
Concorde  Communications  Capital  Co., 

20208 
De  Soto  Capital  Corp..     22212 
Eiger  Investment  Corp  .     20208 
Financial  Investments,  Inc.,    31241 
First  Colonial  Investment  Corp.,    25571 
First  General  Capital  Corp.,    20524 
Kar-Mal  Venture  Capital.  Inc.,     17555 
King  Small  Business  Investment  Corp., 

30958 
LICO  MESBIC  Investment  Co.,    30260 
Market  Capital  Corp  .     25394 
New  York  Business  .Assistance  Corp., 

29353 
Northwest  Growth  Fund.  Inc.,    28949 
R  &  L  \enture  Capital  Corp.,    28198 
SB  IC   of  Vermont.  Inc.,    22212 
SC  Opportunities.  Inc..     19539,  21340, 

21887 
Venture  Capital.  Inc  .     28950 
Venture-Equity  Funding,  Inc.,    28198 
Wats  Venture  Corp..  Inc.,    28199 
Authority  delegations: 
Administration  Assistant  Administrator, 

18320 
Audits  Investigations  Office  Director, 

19538 
Personnel  Office.  Director,  et  al.,    29353 
Disaster  areas 

Alabama.     20695.  23219,  26496 

California.    21339,32864 

Colorado.    24133,25944 

Georgia,     23220,  30459 

Idaho,    23220 

Illinois,    21340,32864 

Iowa,    27080 

Kansas,     30459 

Kentucky,     19538,  30459,  31855  \ 

Louisiana,    27080  ^ 

Maine,    27080,31855 

Maryland,     17930 

.Massachusetts,     30459 

Michigan.     17930,21340 


Missouri.     25944,  27080.  30459 

New  Hampshire.    21340.  31855 

New  Jersey,    20695 

New  York,    21340 

North  Carolina.     26496 

Ohio,    21340 

Tennessee,    23220,  27080 

Texas,    27081 
•    Vermont,    24133,30459 

Virginia,     18680,  20695,  21887,  23220, 
30459,  32604 

West  Virginia,     20695,  21887.  30460, 
31856 

Wisconsin,    20695,  25945.  31211 
Drought  impact  areas,  emergency,  various 
States,  memorandum  of  agreement  with 
USDA,  Commerce  Department,  and 
Interior  Department.     21855.22608 
Lending  institutions,  maximum  interest  rates, 

18913.  19896 
Meetings,  advisory  councils: 

Albuquerque  District.     19538 

Birmingham  District.     19538 

Casper  District.    21339 

Des  Moines  District,     21339 

Detroit  District.     17555 

Hartford  District,     18470 

Helena  District,     17555 

Madison  District,     30556 

National  Advisory  Council.     18471 

New  york  District.     17556 

San  Francisco  District,    31211 

Sioux  Falls  District.    22212 

Syracu.se  District.     17931 

Washington.  DC   District,    21340 
Privacy  Act.  systems  of  records,     19539, 
23906,  31856 

SOCIAL  AND  ECONOMIC 

STATISTICS  ADMINISTRATION 

See  Census  Bureau. 

Economic  Analysis  Bureau. 

SOCIAL  AND  REHABILITATION 
SERVICE 

RULES 

Fin-ificijl  assistance  programs 

Aid  to  families  with  dependent  children; 
certificati'^n  requirements  extension, 
17877 
Experimental  housing  allowance  program, 
disregard  of  judgment  payments  to 
Ottawa  Indians,     26426 
Inflation  impact  statements,     17878,  23508. 

26427,  28885,  33293 
Medical  a.ssistance  programs: 
Capital  expenditures,  limitation  on  Federal 

participation.    23508 
Mentally  retarded,  intermediate  care 

facilities,    28702 
Personnel  administration;  merit  system, 
33293 
Public  assistance  programs 

Personnel  administration,  merit  system, 

33293 
Stat^  grants,  repayment  of  Federal  funds  by 
installments,     28884 

SOCIAL  PROGRAMS 

See  ACTION. 

Community  Serxices  Administration 

Food  and  Nutrition  Ser\tce. 

Health.  Education,  and  Welfare  Depanmeni 
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Human  De\eU>pmenl  Office. 
Social  and  Rehabilitation  Service. 
Stx-ial  Security  Administration. 

SOCIAL  SECURITY 
ADMINISTRATION 

RULES 

Aged,  blind,  and  disabled,  supplemental 
security  income  for 
Children,  disability  determination;  medical 

criteria,  correction.     21770.30357 
Disaster,  major;  individuals  affected  by; 
income  exciusKin  exception.     17441 
Aged  and  disabled,  health  insurance  for 
Prevailing  charges,  provision  to  prevent 
reduction.     18275 
Inflation  impact  statements,     17441.  18272. 

18275 
Old-age.  survivors,  and  disability  insurance 
Missing  persons,  death  date  determinations. 

30357 
Procedures,  payment  of  benefits,  and 
representation  of  parties.     18272 

PROPOSED  RULES 

Aged  and  disabled,  health  insurance  for; 
Capital  stock  of  corporate  provider; 

purchasing  policy.     17485 
Laboratories  of  Medicare  hospitals,  quality 
control  and  proficiency  testing 
requu-ements.     19155 
Inflation  impact  statements.     17485.  17486, 

17883.  19156 
Old-age,  survivors,  and  disability  insurance: 
Child's  benefits,  entitlement  or  reentitlement 

requirements.     17484 
Self-employment  income.     17881 

NOTICES  , 

Authority  delegations: 
Deputy  Commissioner,  certify  amounts  to  be 

disbursed  for  payments  of  benefits. 

18904 
Retirement  and  Survivors  Insurance  Bureau. 

benefit  payment  certifications  under 

National  Master  Beneficiary  Record, 

32848 

SOIL  CONSERVATION  SERVICE 

NOTICES 

Enviri^mental  statements  on  watershed 
projects,  availability,  etc.; 
Aquilla-Hackberry  Creek,  Tex..     1  8624 
Batavia  Kill.  N  Y  .     30414 
Bishop  Creek.  Ga  .    22563 
Christina  Creek  Park  RC&D  Measure.  Del  , 

26446 
Fourche  Creek.  Ark   and  Mo  .    25890 
Lower  Salt  Creek.  Kans  .    31472 
Nanticoke  Creek,  NY  ,    30414 
North  Black  Vermillion.  Kans  ,     18233 
Pinto  Lake,  Calif.    27665 
Pohick  Creek,  Va  .    22385 
Rush  Creek  Watershed.  Ohio.     28905 
South  Anna  River  Watershed.  V  a  .    23867 
South  Clinton  Laterals.  Okla  .     18625 
Square  Butte  Creek,  N   Dak  .    30415 
Sunflower  County  Recreation.  Flood 

Prevention,  and  Drainage  RC&D 

Measure,  Miss  .     19362 
Upper  Black  Vermillion.  Kans  .     18293 
Upper  Red  Rock  Creek  Watershed  Project.- 

Okla.     17935 


STATE  DEPARTMENT 

See  also  Agenc\  for  Inurnanonul  De\.etopmeni 

RULES 

International  traffic  in  arms 

Unclassified  arms,  ammunition  and 
implements  of  war.  licenses  for. 
firearms  export  without  licenses, 
suspension.     32"(' 
Passports 

Diplomatic,  validity  of     17869.  18588 
Privacy  Act.  implementation.     18063.  18064 
Procurement.    24740 
Visas: 

Aliens  departing  from  IS  .  control,  travel 
restriction  removal  for  resident  aliens. 
19479 
Immigrants,  documentation;  forms.    32535 
Nonimmigrants,  documentation;  forms, 
32535 

PROPOSED  RULES 

Fees  and  funds 
Consular  services.  United  States  and  Foreign 

Service  posts,  consolidation.     26994 
International  traffic  in  arms 

Administrative  procedures.     29929 
Agreements,  manufacturing  license  and 

technical  assistance,  agreement 

disapproval,  etc  .     29929 
Agreements,  manufacturing  license  and 

technical  assisunce,  approval  of  major 

sales  proposals,     2855  1 .  3039 1 
Unclassified  arms,  ammunition  and 

implements  of,war.  licenses  for. 

approval  of  major  sales  proposals. 

28551.  30391 
Unclassified  arms,  ammunition  and 

implements  of  war.  licenses  for. 

firearms  export  without  licenses. 

revoked,     32806 
Unclassified  arms,  ammunition  and 

implements  of  war.  licenses  for.  license 

denial,  etc  .     29929 
Violations,  penalties  and  administrative 

remedies.    29929 

NOTICES 

Airport,  joint,  proposed  agreement.  Pmecreek. 
Minn   and  Piney,  Manitoba,  Canada, 
22441 
Art  objects,  importation 

Bulgaria,  culturally  significant  objects  from. 

22614 
Union  of  Soviet  Socialist  Republics, 
culturally  significant  objects  from, 
72212 
Authority  delegations: 

Oceans  and  International  Environmental  and 
Scientific  Affairs.  Assistant  Secretary. 
24793 
Fishery  conservation  zone,  limits,     24134 
Fishing  permits,  applications 

German  Democratic  Republic.     30814 
Germany.  Federal  Republic.    22544 
Japan,    '22544.  28074,  30814 
Korea.  Republic  of     21600.  22553.  28716. 

31580 
Poland.     30814 
Spam,    30814 

Union  of  Soviet  Socialist  Republics.     22546. 
23074,  28074,  29830 
Harmonization  talks,  meeting,     21887 
.Meetings 

Fine  Arts  Committee,     22213 


Folk  Music  and  Jazz  Advisory  Panel. 

28013 
Harmonization  talks,     21887 
International  B<hA  and  Library  Progrartis 
Government  Advisory  Committee, 

19409 
International  Educational  and  Cultural 

Affairs,  I    S    Advisory  Commission. 

I ''556.  194  10.  27704 
International  Intellectual  Property  Advisory 

Committee.     22967 
International  Radio  Consultative  Committee, 

IS    NatKinal  Committee.     18321, 

25572,  28014,  32604,  33404 
International  Telegraph  and  Telephone 

Consultative  Committee,    2671  1 
Law  of  the  Sea  .Advis.irv  Committee 

18  320 
Ocean  Affairs  Advisory  Committee.     30959 
Overseas  Schix^ls  Advisory  Council,    22967 
Private  International  Law  Advisory 

Committee.     28(M  ■< 
Shipping  Coordinating  Committee,     17556. 

18321.  20209.  20357,  21341.  22441, 

23906.  24793,  2671  I,  28013,  29581. 

30557 
Transnational  Enterprises  .Advisory 

Committee.     26' 10 
Radioactivity  Objective  for  Great  Lakes  Water 
Quality  Agreement,  Canada-US   Working 
Group  rep<in,  availability .     18171 

SL'SQLEHANNA  RIVER  BASIN 
COMMISSION 

NOTICES 

Conowmgji  Hydroelectric  Project   hearing, 

2tS78 

East  Petersburg  B<irough  Authority  ground- 
water development,  hearing.     30708 

Mt   Joy  Borough  Authority  ground-water 
development,  hearing,     28636 

TARIFF  COMMISSION 

See  Internatumat  Trade  Commission. 

TELECOMMl  NICATIONS  POLICY 
OFFICE 

NOTICES 

Meetings 

Frequency  Management  Advisory  Council, 

25394 
INMARSAT  Preparatory  Committee 

Working  Group.    22966.  28636 
Rural  Telecommunications  Interagency 

Committee,     26494 

TENNESSEE  VALLEY 
AUTHORITY 

RULES 

Inflation  impact  statements,    21470 
Sunshine  Act.  implemenution,    21470 

NOTICES 

Developmental  activities,  intergovemmenta! 

coordination,  review    and  approval, 

30959 
Inflation  impact  statements,     30961 
Meetings,  Sunshine  Act      19253,  21 171, 

23691,  26285.  265o7.  28223.  29141 
Pnvacy  Act,  systems  of  records,    31512 
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Textile 

TKXril.K  AGREEMENTS 
IMPl.EMENTATION 
COMMITTEE 

NOTICES 

Collon  tt-^Iiles 

ki'rea.  Republic  of.     32341 
Philippines,     25520 
P-land,     :?«^0 
Irternjiior.ai  trade  arrangement,  genera! 

agreement  on  tariffs  and  trade 
China,  Republic  of      :4•■^s 
fg^pt       :■i■'^s 
Japan,     :4'^.'^ 
Korea,  Republic  of,     ;-4'b5 
Pakistan       l-i^h^ 
Singapore       24"h5 
Leather  articles  containing  textiles    tempH>rars 

suspension  from  restraints,  exemption 

extended      21  1"^^    :^^^!<.  }}vS} 
Man  made  textiles 

korea.  Republic  of,      ■>:UI 
Mexico,     :lMl^ 
Philippines       ;';^:o 
Romania       Ms;s     ;',iis; 
textile  categkTv  svstem    proposed  rewsions. 

category  consolidation  for  negotiations. 

2^^x^ 
Wixsl  textiles 

Korea,  Republic  o(      'ZUl 
Romania,      'i-*:'^ 

TOBACCO  PRODI CTS 

Sr'f   ■1,tofj(i.     ToAiiji  1  o  dnJ  Firearrrn  Bureau 

TRADE  NEGOTIATIONS,  OFFICE 
OF  SPECIAL  REPRESENTATIVE 

NOTICE*. 

Committees,  establishment    rene'j.als,  etc 
Trade  Negotiations  Ad'-isor'.  Committee. 

Generalized  svstem,  of  preterences.  articles 
eligible  for.     l^^^M    :41'<?,  24878. 
26261,  3(r03,  3:hs'v 
Import  qui>tas,  reallocation 

Steel,  specialtv  sh<>rtfalls,     ;5'41.  28535. 
^gias    2v'v'^ 
Impv'rt  relief  ipvesiigations    determinations; 

.Mushrums       2'^ '4" 
Marketing  agreements    I    S    and  listed 
countries 
FixifAear    non-rubber    Republics  of  China 
and  Korea,     .^2440 
.Meetings 

Trade  .Negotiations  ,AdMsor'.  Committee. 
2'6"  ; 
leleMsion  receivers    color    imports,  I  S -Japan 
orderK  marketing  agreement 
implementation    directive  to  Customs 
Serv  Ke       ^2'^^ 

TRANSPORTATION 
DEPARTMENT 

.Sff  di  .11   C  otlv,'    (jUUrJ 

f-eJeral  Anulion   Admmisirdi.un 
hfjerai  Hiiihxa\  Aiirniniilroliun 
hedfrdl  Railroad  ^dnur\i\lra!u>ri 
Hazdrdiiu-  Vtalfrian  Opfrulions  Office. 
Salionai  //;?l»t/\    Irailic  Safen 

Ad  rni  mural  ion 
f'.pfiine  Sa!e;\  Opf'ra!ion\  Office- 


Saint  LMytrence  Seaway  Development 
Corporation. 

RILES 

Conduct  standards.     24278 
Organization  and  functions: 

.Assistant  Secretary  for  Administration;  wage 

schedules.     22366  « 

Coast  Guard  Commandant;  wage  schedules, 
22366 

NOTICES 

Motor  vehicles,  commercial,  post- 1 980  goals, 
interagency  study,  status  report  and 
inquiry .  extension  of  time,     21887 

Motor  vehicles,  passenger,  p(.ist-1980  goals. 
Federal  task  force  report,  availability, 
30710 

Railroad  passenger  experimental  route 
"Mountaineer",  termination,     24136 

TRANSPORTATION  POLICY 
STLDV.  NATIONAL 
COMMISSION 

NOTICES 

Energy,  \*ater\vay  user  charges,  etc  ;  hearings, 

28948 
Meetings,     23SS",  MQ44.  30955 

TRAVEL  SERV  ICE 

NOTICES 

Environmental  statements,  availability,  etc.; 
Expo  '81.  Ontario,  Calif,    20325 

TREASURY  DEPARTMENT 

See  also  Alcohol,  Tobacco  and  firearms  Bureau. 
Comptroller  of  Currency. 
Customs  Service. 
Fiscal  Service. 

Foreign  Assets  Control  Office. 
Internal  Revenue  Service. 
Revenue  Sharing  Office. 

RILES 

Currencv  and  foreign  transactions;  Tinancial 
recordkeeping  and  reporting,  supervisory 

responsibility,     33033 

PROPOSED  Rl  LES 
Inflation  impact  statements.     20639 
Practice  before  Interna!  Revenue  Service, 
'      20635 

NOTICES 

Antidumping: 

Bituminous  paving  equipment,  self- 
propelled,  from  Canada.     19242 

Photo  albums  from  Canada.    20357 

Plastic  tape    pressure  sensitive,  from  Italy, 
2'""()'5 

Plastic  tape,  pressure  sensitive,  from  West 
Germany,    29586 

Polyvinyl  chloride  sheet  and  film  from 
Republic  of  China.     17558 

Railway  track  maintenance  equipment  from 
Austria.     23672 

Ruhbcr  thread  from  Italy,    23907 

Saccharin  from  Japan,    29355 

Saccharin  from  Korea.     29356 

Swimming  pools,  metal-walled  above- 
ground,  from  Japan.     17558.  17560 

Viscose  rayon  staple  fiber  from  Austria, 
19243 


Asset  depreciation  range  guidelines 
Generation  and/or  distribution  systems. 

industrial  steam  and  electric,  and  waste 
reduction  plants.     24^48 
Instruments,  professional,  scientific,  and 
controlling;  photographic  and  optical 
goods;  watches  and  clocks.    24348  / 

Authority  delegations: 

Foreign  Assets  Control  Office,  Director; 

Southern  Rhixlesia.  embargo.     18321 
Secretary  et  al.;  order  of  succession,  etc.. 
26496 
Bonds.  Treasury; 
1992  series.    32606 
2002-2007  series.    22461 
Boycotts,  international: 
List  of  countries  requiring  cooperation, 
17560 
Meetings: 

American  Bankers  Association  Government 

Borrowing  Committee  et  al..     17557 
Debt  management  advisory  committees. 

32607 
International  Monetary  System  Reform 
Advisory  Committee.     17558 
Notes,  Treasury; 
A- 1984  series,    22460 
E- 1982  series.     17934 
J-1981  series.    26280.  28014 
P- 1979  series,    20209,21158 
0-1979  series,    25395.26712 
R- 1979  series.    31213.32607 
Organization  and  functions; 

Enforcement.  Operations,  and  Tariff  .Affairs 
Office  of  Assistant  Secretary, 
disestablishment.     23672 
Public  Affairs  Office  of  Assistant  Secretary. 

establishment.     23672 
Secretary  et  al.;  authority  delegations,  order 
of  succession,  etc  .    26496 
Tax  treaties,  income,  various  countries,  list. 
25394 

TRUMAN,  HARRY  S., 

SCHOLARSHIP  FOUNDATION 


NOTICES 

Meetings,  Sunshine  Act, 

UNEMPLOYMENT 


18509 


See  Economic  Development  Administration. 
Employment  and  Training  .Administration. 
Labor  Department. 
Manpower  Administration 
Railroad  Retirement  Board. 

UNITED  STATES  INFORMATION 
AGENCY 

NOTICES 

Meetings; 

Information  Advisory  Commission.     19411 

UNITED  STATES  RAILWAY 
ASSOCIATION 

NOTICES 

Loan  applications: 
Consolidated  Rail  Corp..     2 1  888,  307  1 1 , 
33106 
Meetings;  Sunshine  Act.    20745.  25950 
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URBAN  AFFAIRS 

St'f  Communiiv  Planning  and  Development. 
Office  of  Assistant  Secretar\ 
Community  Sen  ices  Administration 

Economic  Development  Administration. 

VESSELS 

See  Coasi  Guard 
Customs  Service. 
Lngineers  Corps 
Federal  Maritime  Commission. 
InterMaie  Commerce  Commission 
Maniime  .Administration 
Panama  Canal 

Sainl  Laurence  Seaway  Deieiopment 
Corporation. 

VETERANS  ADMINISTRATION 

RLLES 

Adjudication,  pensions,  compensation, 
dependency,  etc 
Educational  assistance  benefits,  eligibility, 

22869 
Hearse  charges  for  transporting  b<.xiies. 
26205 
Flag  for  burial  purposes,  disposition. 

preference  to  sons  eliminated.     27245 
Inflation  impact  statements.    22868.  26205. 

26984,  27245.  28541 
Loan  guaranty 

Interest  rate  change,     28883 
Procurement,     26984,  28541 

PROPOSED  RULES 

Freedom  of  information,     26437 


Inflation  impact  statements,     26438,  30392 
Life  insurance 

.Mortgage,  lifetime  maximum  amount  of 
coverage,     30392 
Sunshine  Act.  implementation.     2643' 

NOTICES 

Committees,  establishment,  renewals,  etc 
Ccx>perative  Studies  Evaluation  Committee. 

i89r 

Spinal  Cord  Injury.  Chief  .Medical  Director  s 
Ad  Hoc  Advisory  Committee,     29<i52 
Education  benefits,  policies  and  priKcdures. 

19243 
Environmental  statements,  availability,  etc 
Richmond,  \  a  .  \  A  Hospital,     1  84^2 
Riverside.  Calif.  National  Cemetery, 

3055" 
Washington,  D  C   Area  National  Cemetery 
at  Ouantico,  \  a  ,     23907 
Meetings 

Cemeteries  and  Memorials  .Advisory 

Committee.     30462 
C\K>perative  Studies  Evaluation  Committee. 

22969 
Educational  Allowances  Station  Committee. 

18472.  19542.  21341. 25396.  32865 
Health  Manpower  Training  Assistance 

Review  Committee.     255^3 
Medical  School  .Assistance  Review 

Committee.     255^3 
Structural  Safety  of  Veterans  Administration 
Facilities  Advisory  Committee.     21679 
Wage  Committee.    20211.31214 
Privacy  Act,  systems  of  records.     1941  1. 
30557 

VOCATIONAL  REHABILITATION 
AND  EDUCATION 

See  Education  Office. 


Social  and  RehohilUiUhm  Senice.  ^ 

Veterans    AdminiMranKn 

WAGE  AND  HOUR  DIVISION 

RULES 

Puerto  Rico,  wage  orders    certain  industries 
Furniture,  fixtures    lumber  and  wood 

products  industrv       :  s(^^5 
Stone,  clav  and  glass  pr^xJucts  and 

nonmetaliic  mining  industry.     18065 
Virgin  Islands,  wage  t>fders.  certain  industries; 
Watch  assembly  etc  .     18589 

NOTICES 

Learners,  cenificates  authorizing  employment 
at  special  minimum  wages,    20356 

WATER  AND  WATERWAYS 

See  Canada  and  I  niied  Slales-lniernalional 
Joint  Comrnis^ii>n 
Coast  Cruora 

Detai^are  Ri-.c  Husin  Commission. 
Eneineer\  (  o/-;n 

En\ironmenui,  Protection  Agency. 
Federal  Maniimi   Commission. 
Interior  Depanmem 
Interstate  Con.merce  Lornrnission. 
Panama  Canal. 
Saini  iMwrence  Seawav  Development 

Corporalior. 
Soil  (On'.er^  aiion  Service. 

WHITE  HOUSE  FELLOWSHIPS, 
PRESIDENT'S  COMMISSION 

NOTICES 

Meetings.     21.^39 


a? 
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ACTION 

NOTICES 

Systems  of  records,     304  1  2 

AGENCY  FOR  INTERNATIONAL 
DEVELOPMENT 

NOTICES 

Systems  of  records,     ?  !  5  !  i 

AGRICULTURE  DEPARTMENT 

NOTICES 

Systems  of  records,     22121,  25515.  27190 

AIR  FORCE  DEPARTMENT 

RILES 

Implementation.    21776 

NOTICES 

Systems  of  records.     20 1  70,  26449 

ARMY  DEPARTMENT 

RLLES 

Implementation,     27244    • 

PROPOSED  RLLES 

Implementation,     18863,20314 

NOTICES 

Systems  of  records,  20172,  20326,  21310, 
25904,  29037 

CENTRAL  INTELLIGENCE 
AGENCY 

NOTICES 

Systems  of  records,     24''5v 

COMMERCE  DEPARTMENT 

NOTICES 

Systems  of  records,     25900,  29034.  32340 

CONSUMER  PRODUCT  SAFETY 
COMMISSION 

RLLES 

Implementation,    22818 

NOTICES 

Systems  of  records,     22922.  3u233 

CUSTOMS  SERVICE 

NOTICES 

Systems  of  records,     21532 

DEFENSE  CIVIL  PREPAREDNESS 
AGENCY 

NOTICES 

Systems  of  records,     27021,  29037,  31826 


DEFENSE  COMMUNICATIONS 
AGENCY 

RLLES 

Implementation      20298 

DEFENSE  DEPARTMENT 

PROK)SED  Rl  LES 

Implementation      2993^ 

NOTICES 

Systems  of  records,     29950,  29952 

DEFENSE  NUCLEAR  AGENCY 

RLLES 

Implementation,     21776 

ENVIRONMENTAL  QUALITY 
COUNCIL 

RULES 

Implementatior       .'2^38 

EQUAL  EMPLOYMENT 

OPPORTUNITY  COMMISSION 

NOTICES 

Systems  of  reci^rds      2>44    29293 

FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 

NOTICES  1 

Systems  of  records.     19209 

FEDERAL  ENERGY 
ADMINISTRATION 

NOTICES 

Systems  of  records,     22192,  22588 

FEDERAL  REGISTER  OFFICE 

NOTICES 

Publications  guidelines.     18760 
Systems  of  records  and  ageni.\  rules.   1976 
compilation,  table  of  contents.     20560 

GENERAL  SERVICES 
ADMINISTRATION 

NOTICES 

Systems  of  records.     18659,  22203,  29561, 
31494 

HEALTH,  EDUCATION.  AND 
WELFARE  DEPARTMENT 

NOTICES 

Ss'-tem^  of  records.     33075 


HOUSING  AND  URBAN 

DEVELOPMENT  DEPART  MKM 

RLLES 

Impiementathin      20297,  29479,  30618 

NOTICES 

Systems  of  records,     19406.  21323.  22408, 

24"71 

IMMIGRATION  AND 

NATURALIZATION  sKR\  I(  E 

RLLES 

Implementation,    33025 

INTERIOR  DEPARTMENT 

NOTICES 

SNsterr>  of  record"^       iso^w 

JUSTICE  DEPARTMKM 

RLLES 

Implenicrtation,    23506 

NOTICES 

Systems  of  records,    21668,  22612,22953, 
23558,  26478 

MANAGEMENT  ^ND  Bl  IXiFT 
OFFICE 

NOTICES 

Systems  of  records,     18675.  21337.  26260. 
31205 

NATIONAL  CREDIT  UNION 
^     ADMINISTRATION 

NOTICES 

Systems  of  records.     27069 

NAVY  DEPARTMENT 

PROPOSED  Rl  LES 

Implementation,     21817 

NOTICES 

System-  of  records      20847 

NUCLEAR  REGII  \T()RV 
COMMISSION 

NOTICES 

Systems  of  recc^d^       1  S4f^2 

PENSION  BENEFIT  (;i  ARANTV 
CORPORATION 

RLLES 

Implementatii-n,     26975 

NOTICES 

Ssstems  of  records,     26494 
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Postal 

POSIAI    SKR\1(  K 

ki  1  ts 

l;'[!0  mentation,     21471 
NOTKIS 

Svstems  ot  rtvords,     20806.  ZZCiU.  JuZSS). 
31506,    -;^^^ 

RECORDS  AND  DOCl  MENTS  OF 
FEDERAL  OFFICIALS. 
NATIONAL  STLD^ 
COMMISSION 


NOTICES 

Systems  of  records,    27070  / 

SMALL  Bl  SINESS 
ADMINISTRATION 

NOTICES 

Svstems  of  records,     19539.  23906.  31856 

STATE  DEPART.MENT 
RLLES 


Implementation.     18063.  18064 

TENNESSEE  VALLEY 
AUTHORITY 

NOTICES 

Systems  of  records.    31512 

VETERANS  ADMINISTRATION 

NOTICES 

Systems  of  records,     194 (1 .  30557 
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CUMULATIVE   LIST  OF  CFR   PARTS   AFFECTED   DURING  APRIL-JUNE 

The  following  numerical  guide  is  a  list  of  parts  of  each  title  of  the  Code  of 
Federal  Regulations  affected  by  documents  published  during  April-June. 


1  CFR 

ChECKLIST- 


5   CFR 


17413.22125      213 


3   CFR 

Executive  Orders: 

4949 21612 

11296 26951 

11460 23129 

11514 26961 

11644 26959 

11861     23127,  2325,5,  26407.  29841 

11872 23127 

11905 25487.  28869 

11968 31759 

11971 22859 

11972 27191 

11982  22859 

11983 23127 

11984 23129 

11985  25487.  28869 

11986 26407 

11987 26949 

11988 26951 

11989 26959 

11990 26961 

11991 26967 

11992 27195 

11993 -  27197 

11994 ..-28869 

11995 29841 

11996 ^i.-_  30489 

11997 J-- 31759 

11998 33021 

11999 33255 

Memorandums: 

Pebruar>-  19,  1977 21087 

AprU  1.  1977 18269 

April  1,  1977 21089 

May  4,  1977 23499 

May  19,  1977 26195 

June  2,  1977 29843 

June  27,  1977 33257 

Proclamations: 

4445 30829 

4477 30829 

4495 18053 

4496 18855 

4497 19315 

4498 19317 

4499 19319 

4500 19475 

4501 20111 

4502 20281 

4503 21085 

4504 21467 

4505 29471 

4506 30143 

4507 30351 

4508 30353 

4509 30829 

4510 32430 

4511 1 32747 


4  CFR 

415 


18857 


17413. 

17414,  18082.  18607.  18608.  19147. 
19853.  19854,  20809.  20810.  21759. 
21760.  22355.  22356.  23131.  24743. 
25313.  25314,  25869.  25870.  26409, 
27206-27208,  27599.  28515,  28989, 
29845.  29846,  29879.  30355.  30831, 
31455.  31456.  31604.  32250-32252, 
32761 

294 32252 

430 18608 

550 ----  23131 

713 19147 

752 28516 

754 28516 

771 28516 

831 ' 29846 

Proposed  Rules: 

552 19882,  21789 

7:53 23160 

831-.- 29880 

7  CFR 

1    23597 

2     26645.32254 

6     22874 

26  30145 

28   24711 

29  : 21091 

42   32514 

43  32514 

44   32514 

51  .    32514 

52  -  22356.32514.33259 

53 27208 

55 32514 

56  32514 

58  32514 

59  32514 

68  30599 

70         32514 

75 19864 

107  26645 

171 32514 

210 27565,  30355 

220- -■--   27565 

230      18587,23155 

245 20810 

270  -   32254 

271 22356, 

26002-26006.  26409,  28516.  30831 

272  ---      20283,23599 

295  23155 

301 25849 

354 18587. 25314 

401  26197,  28871-28873.  28989 

402 31427 

410 24712 

411 28873 

413 28141 
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20455-20616 20 

20617-20807 21 

20809-21084 22 

21085-21265 25 

21267-21466 26 

21467-21602 27 

21603-21757 28 

21759-22123 29 


Pages  Date 

22125-22354 May  2 

22355-22556 3 

22557-22858 4 

22859-23125 5 

23127-23497 6 

23499-23596 9 

23597-23794 10 

23795-24044 11 

24045-24227 12 

24229-24709 13 

24711-25312 16 

25313-25485 17 

25487-25717 18 

25719-25848 19 

25849-26194 20 

26195-26405 23 

26407-26644 •   24 

26645-26968 25 

26969-27197 26 

27199-27564 27 

27566-27874 31 


FEDERAL  REGISTER  INDEX,  APRIL-JUNE  1977 


Pages  Da 

27875-28112 Jur, 

28113-28513 

28515-28868 

28869-28987 . 

28989-29293 

29295-29470 

29471-29840 

24841-30142 

30143-30350 

30351-30487_  

30489-30598 

30599-30827 

30829-31141 

31143-31426 

31427-31590 

31591-31758 

31759-32221 

32223-32512 

32513-32759 

32761-33020 

33021-33253 ^ 

33255-33705 


te 

e  1 

2 

3 

6 

7 

8 

9 

10 

13 

14 

15 

16 

17 

20 

21 

01 


28 


XI 


Public   Papers  o 

tile  Presidents 

of  the  Uniird   States 

Annual  volumes  containing  th 

public  messages  and 

Statements, 

news  confcrence-v,  and  other  ^elfct 

'■d  [lapers  released  by 

the  White 

House, 

\'olumcs  for  the  folloxsin^  years  are  now  available: 

HERBERT 

H()()\FR 

1929 S13.30 

193U 

SUi.fWI 

HARRY    S. 

TRUMAN 

1945     _       —                     -   SI  1.75 

!94<* 

SI  1.80 

1946 SIO.SO 

1947 _     -_,   S11.15 

195(1 

$13.85 

1951 

$12.65 

1948         -                               SI  5.95 

U*  5 2-53- 

$18.45 

DWIGHT   I).    E 

I  S  E  N  H  < )  W  L  R 

1953 S14.60 

1954                                         $17.20 

1957 

S14.50 

1958 

$14  70 

1955 S14.5<1 

1959 

SI  4.95 

1956                                         S17.30 

196<u61 

$16.85 

JOHN    F.    KENNEDY 

1961                                --     S14.35 

1962 

$15.35 

$15.55 

1963 

LYNDOS'    B. 

JOHNSON* 

l%3-64  iBook  I) $15.00 

1966    Book  II)_, 

$14.35 

1963-64  (Book  II) $15.25 

1967     Book  I) 

$12.85 

1%5  (Book  11 $12.25 

1%7     Book  II) 

$11.60 

1%5  iBook  II)                  -     $12.35 

1968-69    Book  T 

i96>8-69     Book  11) 

$14.05 

1966  (Book  I)                         $13.30 

$12.80 

RICHARD   NIXON 

1969     ,         -  _                    $17.15 

1972               —    - 

$18.55 

1970_   -                      .           $18.30 

1973 

1974 

$16.50 

1971 S18.8:) 

$12,30 

GERALD 

R.    EORD 

' 

1974 

$16.00 

Published   by  Office  of  the  Federal   Registe 

.   National   Archives  and   Records  Service, 

General   Services 

Administrat'On 

Order  from  Superintendent  of  Documents,  U.S   Government  Printing  Office 

Washington, 

D.C.      20402 
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Cumulative  List 
of  CFR  Sections 
Affected 


June  1977 

SAVE    THIS    ISSUE 

tor   Annual   Cumulation 
of  Titles  28-^1* 


CONTAINING: 

TITLES    i-16 

Changes   January   3,    1977 
through   June   30.    1977 

TITLES    17-27 

Changes  April    1,    1977 
through   June   30.    1977 

TITLES   28-41 

-Changes   July    1,    1976 
through   June   30,    1977 

TITLES   42-50 

Changes  October   1.    1976 
through   June  30,    1977 

PARALLEL  TABLE  OF  U.S.C.-C.F.R. 


CUMULATIVE   LIST   OF   CFR   SECTIONS  AFFECTED  ^  ,     ,  .h 

I        rr-VTi'T  ATIVE  LIST  OF  CFR  SECTIONS  AFFECTED  IS  designed  to  lead 

HOW   TO   USE  THIS   FINDING   AID 

I  Me  CFR  IS  revised  annually  according  to  the  foUowing  schedule: 

Titles  1-16— as  of  Jan.  1 
17-27— as  of  April  1 
28-41— as  of  July  1 
42-50— as  of  Oct.  1 

TO  bring  these  regtUatlons  up  to  date.  -"Suit  this  CUMULA^ 

publication.  „,,v,u«ofir,Ti  ac  di  FR  for  1976  paee  numbers  and 

«Si%''o?T9V:?a?eTuSs*lxS,;ie^'t°aT5«8^it?^  pVseTS  ,r  a  >s  a 

1977  page  number. 

'"There'°  no's  ingle  annual  issue  of  the  CUMI^JA-nVE  LIST  OF^CFRSECTI^ 
EFFECTED     Four   publications    must   be   saved:    ^he    DECEMBER     ssu^ 

H;  [r-;r.;i:,T'i^fes".i^^.^re"i#P^™f iiSe  ?r  ii;^^^^^^ 

42-50   Issues  to  be  saved  are  clearly  designated  on  the  cover. 

PARALLEL   TABLE    OF    STATUTORY    AUTHORITIES    AND    RULES 

X  table  is  included  after  Title  50  which  contains  references  to  the  U.S.  Cede  sections 
cited  alauthoruy  for  Cro  regulations  added  or  revised  since  January  2,  19,6. 

TABLE   OF    FEDERAL   REGISTER   ISSUE   PAGES   AND    DATES 


Code  of  Federal  Regular  ions,  is  revised  as  of  July  1  each  year. 
INQUIRIES   AND    SUGGESTIONS 
.S'c^S'i^tSa^ras-Sl.^^^^^^^^^^^ 

jS'^fpTeTf .r?,-orrir  s™^ce°i?[^".^rrBe&'t::.^^  ^ 

and  Records  Service  Washington.  D.C.  20408. 


CHECKLIST   OF    CURRENT    CFR   VOLUMES 
(Comprising    o    corrpiefe    CFR    set) 


Title      \  Price 

2  <2  Reserved! $1.65 

(Compilation  of  1976  PresicJential  docu- 
ments)      3.00 


Revision  Date 
..  Jan.  1,  1977 


Jan.  1.  1977 

3.25     Jan.  1.  1971 


4.70 

.  95 

^Parts  0-45) 5.30 

(Parts  46-51) 4.20 

(Part  52) 5.20 

(Parts  53-2091 5.80 

(Parts  210-699) 6.10 

(Parts  700-749' 4.10 


Jan.  1,  1977 
Jan.  1.  1977 
Jan.  1,  1977 
1,  1977 
1.  1977 
1,  1977 
Jan.  1.  1977 
Jan.  1,  1977 


Jan. 
Jan. 
Jan. 


(Parts  750-899 K 


1.80    Jan.  1,  1977 


•  Parts  900-944) ----     4.25 

(Parts  945-980' ,    2.40 

(Parts  981-999) 2.50 


Jan. 
Jan. 
Jan. 


1.  1977 
1,  1977 
1.   1977 


(Parts  1000-1059) 4.25     Jan.  1,  197' 

(Parts  1060-1119' 4.40     Jan.  1.  197' 


(Parts  1120-1199) 


3.20     Jan.  1, 


1977 
1977 


(Parts  1200-1499) 4.20 

(Part  1500-End^ 7.  25 

2.60 

6. 80 

(Parts   0-199) 4.40 

(Part  200-End) 4.60 


8 
9  - 

10 

11 

12 

13 

14  (Parts  1-59) >.- 


Jan.  1,  197 
Jan.  1,  197 
Jan.  1. 
Jan.  1, 
Jan.  1, 
Jan.  1. 


(Parts  1-299) 7.40 

(Part  300-End) 7.30 


1.35    Jan.  1 


Jan. 
Jan. 


4.20     Jan.  1 


15 


_.  6.00 

(Parts  60-199' 5.  10 

(Parts  200-1199) 6.20 

(Part  1200-End) 2.20 

5.35 


16  (Parts  0-149) 5.50 

(Parts    150-999) 4.25 

(Part  1000-End) 3.00 

6. 00 

(Parts  1-149) 4. 


17 
18 

19 

20 


Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan 

Jan. 

Jan. 


1977 
1977 
1977 
1977 
1975 
1977 
1977 
1977 
1.  1977 
1.  1977 
1.  1977 
1.  1977 
1.  1977 
1.  1977 
1,  1977 
1.  1977 
1.   1976 


75      April  1.  197' 


(Part  150-Endi 4.00 


April  1.  19' 


5.75      - April  1.1977 

(Parts  1-399' 2.45     April  1.  1976 

Parts  400-End' 7.50      April  1.  1976 

(Part  500-End) 4.00     April  1.  1977 


21  (Parts    1-99'    3.25  April  1.  1976 

(Parts  100-199) 4.75  April  1.  1977 

(Parts  200-299' 2.10  April  1.  1977 

(Parts  300-499' 5.00  April  1,  1977 

(Parts  500-599' 4.00  April  1.  1977 

(Parts    600-1299) 3.50  April  1.  1976 

■Part  1300-End) 1.90  April  1,  1976 

22   4.20  , April  1 

23    5.50  : April  1 

24  (Parts  0-499) 6.65  __     ___         _    April  1 

(Part  500-End) 6. 90  _  _       April  1 

25 . 5.25 

26  (Part  1  §§  1.0-1— 1.169) 5.95 

(§?  1.170— 1.300) 3.90  

(§§1.301—1.400) 3.30  ,      .,  ,    ,^„^ 

(5§  1.401— 1.500) •-  3.55  April  1.19,6 

(^§1.501—1.640)    --     4.00  April  1,197. 

(§§1.641—1.850) 4.45  April  1.1976 


April  1. 
April  1. 


1977 
1976 
1976 
1976 
1976 
1976 


April  1.  1976 


Order  fro.-n  Superintendent  of  Documents.  U.S.  Government  Printing  Office.  Washington. 
D  C  20402. 


CHECKLIST    Of    CURREN-^    CFR    VOLUMES 
(Comprising    a    .rorroie'e    C?^R    setJ 


Price 


Title 

(Con  •    (Part  1   §§  1.851—1.1200) $6.05 

-Part    1    55  1.1201-End) 

(Parts  2-29) 

(Parts  30-39K- 

(Parts  40-299> 

i Parts  300-499) 

(Parts  500-599^ 

(Part    600-End) 


Revision 

April  1, 

6.95 ^P"}!' 

4.05     Apri      . 

3.45     AP"    } 


(Parts  0-499)-- 
(Par^s 500-1899) 


5.40 
4.35 
3.15 
2.40 
7.70 
3.  10 
7.30 
5.50 


_  April  1, 
__  April  1. 
__  April  1. 

_  April  1, 
_  April  1. 
—  July  1. 
-_  July  1, 
_.  July  1. 


30 
31 
32 


Parts  T900T9"l9)::_:.-.. 7.55 Jj^g  J- 

Part  1920-End) J- JJ 


7.40 
5.  10 
6.50 
5.20 
3.  10 
7.85 


Parts  1-39  (V.D    

(V.II)    

(V.III) 

(Part.s  40-399' 

(Parts  400-589) 

(Parts  590-699) 

(Parts  700-799) 

(Parts  800-999) o- "^ 

.Parts  1000-1399) ^  fl 

-Parts  1400-1599) fH 

-Part   1600-End) j;- ^^ 

32A    

33   (Parts  1-199) 

(Part  200-End) 


July  1 

5.65   '"- J^^y } 

5.80     


34 
35 
36 
37 
38 
39 
40 


41 


2.90 
6.20 
5.85 
1.00 
3.50 
3.40 
2.20 
7.20 
2.75 
3.  15 
6.80 
5.70 
4.50 
6.70 
5.70 


(Parts  0-49) 

-Part.s  50-59' 

-Parts  60-99' 

(Parts  100-399) 

-Part  400-End) 

-Chapters    1-2) 

Chapters  3-6) 

-Chapter   7) 

-Chapter   8) 

-Chapter    9' 

'  Chapters    10-17) 

-Chapter    18' 

-Chapters  19-100) ^  l^ 

-Chapter  101-End) -V  «•  °" 


Nov.  1. 

Nov.  1. 

Nov.  1, 

July  1, 

July  1. 

July  1. 

July  1. 

July  1. 

July  1. 

July  1. 

July  1. 

July  1. 

July  1, 

July  1, 

Nov.  30. 
July  1. 
July  1, 
July  1. 
Julv  1, 
July  1, 
July  1. 
July  1. 
July  1, 
July  1, 
.  July  1, 
.  July  1, 


5.90     July  1 

1.85     July  1 

1.80     July  1 

4  35     July  1 

4.  15     July  1 


7.60 


42 
43 

45 


46 


M; 


July  1 


.95 

(Parts  1-999' "o.  10 

.  Parts  1000-End') ,  44  f44  Reserved) 6.  00 

-Parts  1-99' ^.45 

-Parts  100-199) 10.00 

-Parts  200-499) ^-j^ 

-Part  500-End) 6.  40 

(Parts  1-29'  _ 
(Parts  30-40 > 
(Parts  41-69' 

•No  amendments  to  this  volume  were  promulgated  In  the  FEDERAL  REGISTER 
197^  1976  revision  period.  The  CFR  volume  Issued  In  1974  should  be  retained 


2.  15 
2.20 
4.00 


July 

July 

Oct 

Oct 

Oct 

Oct. 

Oct 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 


Date 

1976 
1976 
1976 
1976 
1976 
1977 
1974* 
1977 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1975 
1975 
1975 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
1976 
,  1976 
,  1976 
,  1974* 
,  1976 
.  1976 
,  1976 
,   1976 
.   1976 
.   1976 
,   1976 
.   1976 
,   1976 
,   1976 
.   1976 
.   1976 

In  the 


46 


47 


49 


CHECKLIST   OF    CURRENT   CFR   VOLUMES 
(Comprising    a    complete    CFR    set) 


Title 


Con 

Parts 

Parts 

Parts 

Parts 


-Parts  70 
90-109)-_- 
110-139)-- 
140-165)-- 
166-199)-- 
Part  200-End)  _- 

Parts  0-19' 

Parts     20-69) 

Parts  70-79' 

Part  80-End' ,  48 

Parts  1-99'  

-Parts    100-199 »_. 

200-999)-- 

1000-1199' 

1200-1299) 

1300-End'  - 


89'  -. 


-48  Reserved) -- 


(Part5 
(Parts 
(Parts 
(Part 


Price 

2.  10 

1.95 
1,90 
4.00 
2.65 
7.25 
80 
00 
90 
20 
05 
50 
55 


95 

7  40 

3   60 


20 
20 
05 


50  "  -    

CFR   Index 

Finding  Aids 

List  of  Sections  Affected,  1949-1963 13.  50 

Order  from  Superintendent  of  Documents,  US.  Government   Pnntinp  O^.ce    Washington, 
D.C-  20402. 


Rci'is 

ion 

Dat( 

Oct 

^ 

1976 

Oct 

1 

i  . 

1976 

Oct 

^ 
1  . 

1976 

Oct 

i: 

1976 

Oct 

1, 

1976 

Oct. 

1 

1976 

Oct 

1. 

1976 

Oct. 

1 . 

1976 

Oct 

1. 

1976 

Oct 

1  , 

1976 

Oct 

1. 

1976 

Dec. 

31 

1976 

Oct. 

1. 

1976 

Oct 

1. 

1976 

Oct 

1. 

1976 

Oct 

1, 

1976 

Oct. 

1. 

1976 

Julv 

1, 

1976 

Jan 

1. 

1976 
1966 

CUMULATIVE    LIST    OF    CFR    SECTIONS   AFFECTED 


CHANGES    JANUARY    3    THROUGH    JUNE    30,    1977 


TITLE   1— GENERAL  PROVISIONS 

Page 
Chapter   IV — Miscellaneous   Agencies 
(Privacy    Regulations) 

406  Added , 14857 

440  Added 11231 

441  Added 11231 

4i5  Revised    7921 

460  Added 15405 

liilr   1 — I'roposed  Rules: 

_;)g  14738 

442    ,_,_.       .    ]'"- 1267 

460    ^^^^ 

TITLE   3— THE   PRESIDENT 

Proclamations  , 

852  5('PL0  5615 18859 

3044  See  EO  11996 30489 

4313  See   EO  11967 4393 

43i7  Siroerseded  by  Proc.  4492--  15889 

4423  -S.'-'  Proc.  4482 4309 

4445  Revoked  in  part  by  Proc. 

4509 30829 

4477  See   Proc.  4509 30829 

4505 29471 

4481 4307 

4481    _  _  _     4309 

4483  '-I 4391 

.S'.^.'  EO  11967 4393 

4484     6577 

4485  6789 

Natural  gas  emergency  Termi- 
nated by  Proc.  4495 18053 

4486 9153 

Correctly  designated 9375 

4487  -»- 9657 

4488  9987 

4489  11805 

44q0  _    -   _    13265 

4491  :".'...- 15677 

4490  15889 

4493  16125 

4494  16769 

4495  _     18053 

4496  I 18855 

4497 19315 

4498 19317 

4499  ---  -  --  -  19319 

4500  V.V- 19475 

4501 20111 

4501  _      _.   20281 

4503  V. 21085 

4504 21467 

4505 29471 

4506 30143 

4507 30351 


Page 

^cAQ oUoOo 

dsnq  30829 

iou»  71430 

4511 32,4. 

Executive  Orders 

September  3,  1867  Revoked  in 

part  by  PLO  5618 30370 

July  19.  1915  See  PLO  5619 30180 

November  21,  1916  See  PLO 

5620 ^^^■^^ 

December     20.     1916     See     PLO 

5619 30180 

February  25.  1919  See  PLO 

5619 30180 

April  22.  1919     See  PLO  5619 30180 

4949     Revoked    in   part   by    PLO 

5616 21612 

10407     Revoked  by  EO  11968  6787 

10480     Amended  by  EO  11956 2947 

10672     Revoked  by  EO  11968 6787 

10900     AmendedbyEO  11963.---     4325 

10973     Amended  by  EO  11959 431o 

11269     Amended  by  EO   11977      _   14671 

11296     Revoked  by  EO  11988 26951 

11322     See   EO    11978 15403 

11419     Amended  by  EO  11978---   15403 
11460     Revoked  by  EO  11984-.-     23129 

11490     AmendedbyEO  11953 2492 

11501     RevokedbyEO  11958 4311 

11514     See   EO    11988 26951 

See  EO  11990 26961 

Amended  by  EO  11991 26967 

11532     Superseded  by  EO  11981-  17095 
11644     Amended  by  EO  11989-.--  26959 

11651  Amended  by  EO  11951 14d3 

11652  See  Memorandum  of  June 

27,    1977 33257 

11718     RevokedbyEO  11966 4331 

11724     Superseded  by  EO  11954 --     2297 

11793    "Revoked  by  EO  11957 3295 

11803     See  EO  11967 4393 

11808     Revoked  by  EO  11975 13267 

11821     AmendedbyEO  11949 1017 

11832     Amended  by  EO   11979-..   16771 

Amended  by  EO  11980 16773 

11846     See  Proc.  4510 32430 

11861     Amended  by  EO  11976...   14081 

AmendedbyEO  11983 23127 

Amended  bv  EO  11986 26407 

AmendedbyEO  11995 29841 

AmendedbyEO  11999 332d5 

11863     Revoked  by  EO  11968 6787 

11872     RevokedbyEO  11983 23127 

11888  Amended  by  EO  11960 431. 

Amended  by  EO  11974 11230A 

11889  see  EO    11979 16771 


JUNE    1977 


CHANGES   JANUARY   3   THROUGH   JUNE   30,    1977 


Page 

11905  Amended  by  EO  11985 25487 

Amended  by  EO  11994 28869 

11906  See  EO  11960 4317 

See  EO  11974 11230A 

11921  See  EO  11953 2492 

11934  See  EO  11960 4317 

See  EO  11974 11230A 

11949 1017 

11950 1451 

11951 1453 

11952 2293 

Corrected ^ 4809 

11953 2492 

11954 2297 

11955 2499 

11956 2947 

11957 3295 

11958 4311 

11959 4315 

11960 4317 

Revoked  by  EO  11974 11230A 

11961 4321 

11962 4323 

11963 4325 

11964 4327 

11965 4329 

11966 4331 

11967 4393 

11968  6787 

Revoked  by  EO  11997 31759 

11969  .- 6791 

11970  7919 

11971  9155 

Amended  by  EO  11982 22859 

11972  9659 

Amended  bv  EO  11993 27197 

11973  10677 

11974  11230A 

11975  13267 

11976  14081 

11977  14671 

11978  15403 

11979  16771 

11980  16773 

11981  17095 

11982  22859 

11983  -33127 

11984  23129 

11985  25487 

See  EO  11994 28869 

11986  26407 

11987  26949 

11988  26951 

11989  .  26959 

11990  26961 

11991  26967 

11992  27195 

11993  27197 


Page 

11994 28869 

11995 29841 

11996 30489 

11997 31759 

11998 33021 

11999 33255 

Memorandums 

February  19.  1977 21087 

March    10.    1977 13801 

April  1.  1977 18269 

April  1.  1977  (Pres.  Det.  No.  77- 

131     21089 

May  4.   1977 23499 

May   19.   1977 2(1195 

June  2.  1977 29843 

June  27.  1977 33257 

Reorganization    Plans 

1958  Plan  No.  1  Sec  EO  11953..-  2492 
1965  Plan  No.  4  Sec  EO  11977..  14671 
1973  Plan  No.  1     See  EO  11953..     2492 

Salary    Recommendations  __   10297 

TITLE   4— ACCOUNTS 

Chapter   III — Cost   Accounting   Stand- 
ards Board 

415.80     Revised   18857 

Title    4 — Proposed   Rules: 

331    6591,9389,10318 

332    938P.  10318 

351    9389.10318 

401    9389.10318 

402 9389.10318 

403    9389.10318 

404 9389.  10318 

405  9389.10318 

406  9389.  10318 

407  9389.  10318 

408  9389,  10318 

409  9389.10318 

413  6594 

TITLE   5— ADMINISTRATIVE 
PERSONNEL 

Chapter    I — Civil    Service    Commission 

213.3101      <b'  revised 31456 

2133102  in    revised 13533 

ihh'  revised 24743,  25314 

2133103  (f)(l>     added 14083 

2133107     'el    removed 3827 

213.3109     -b'll'  added 1455 

2133110    idi    added 30355 

213.3113     If' 161   revised 17414 
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Title    5,    Chapter   I — Continued 

Page 

213.3114     (d)(1)    revised 7922 

(b)(4)    revised 9989 

(cxl)  removed;  (j)<3)  added..  21759 

(h)(10i   revised 25870 

213  3115     (b)  111  revised 1455 

213  3116     (g'i2)    revised 6793 

2133132     'c  revised 21759 

213  3182     ibi'Hi    removed-  7922,10316 

213  3195     lai    revised 9989 

Removed   7  20810 

213  3199     (j)  added 29846 

213  3207     (b)    added 3827 

213  32i;9     (c)  added 18607 

213  3214     ic''l>  revised 21759 

213  3270     Added    19147 

213.3272     (ai  revised 18607 

213  3273     (a)    removed 26409 

213  3274     (a)(1)    revised 9989 

213  3282     (b)(5>^  added;     (b)(2) 

revised   '- "^922 

.b-6'    and   '71    added 16127 

2133302  Added    2949 

ibi    revised 19147 

2133303  lai  (4)  removed;  (a)  (7) 
arid  8  revised;  (a)  (17)  add- 
ed    20809 

d'    added 27206 

213  3304     'a'i25)    added 3297 

iai'4)    added 6793 

(c)i2)    added 9175 

<a>(26'   and  (h)(4)   added 16613 

lui'l)   revised 17414 

(ai(ll)    revised 22355 

(a) '271   added -. 26409 

(aM5t   added -v-  27206 

(h)(5«   added 27207 

lai  '21 1     revised;  <c) (5) 

added   30831 

(a)  (28)   added 29845 

(a)  (28>    revised 32252 

(j) .2) 
213  3305 
.a' ■ 18' 


added 32252 

'aii26i    added 15053 

revised 27207 

revised 32252 

added '--  30355 

,a.'81)    added 5967 

removed 6793 

Added 9990 

revLsed 15406 

revi.'ied 21760 

revL'^ed 23131 

revised;     (a)  (59)     re- 
moved;   (a)  (84)    added 27599 

eii2'   removed:   (e)(3)  added; 
ia''18>    revised 32251 


'aM66 

<  ai ' 70 
213.3306 

ia' '19 
.a) '82 
lai '8' 
lai i2i 
'ai '83 
'a'  .2' 


213.3307 

(a) (5) 
(b) i2) 
213.3308 
213.3310 
(q) (2) 
(a) (12) 


(b)   added 

added 

added 

(ai  (2)  revised 

(a) '9)    revised--*^- 

added 

added 


213.3311 

213.3312 

(ai (8) 

213  3313 

(n) (1) 
(n) (1) 
(u)(l) 


Added    

(a)(46)  added 

revised 

(h) '9)  added  

revised 

corrected 

added 

(a)  (37 »  and  i38)  added;  <h)  (8» 

removed 

(a)<39»   added 

(a)(9)  and  (32)  and  (c)  head- 
ing. (1)  and  (10)  revised 

(c)(9)    revised 

213.3315  (a)(1)   revised 

(a)(1)    revised 

(a) (13)   added 

(a)(1)   revised 

(a)  (52).  (53 >,  and  (54)  added. 

(a)  (16)    revised 

(a) (55)   added 

(a)  (54)  revised;  (ai  (56)  added. 

213.3316  (a)(7)    added 

(a)(7)   revised 

(s)(l)    added 

(n)(17)    

213.3317  (d)    added 

(a) (1)     revised.-  31604 

(b)  added 

(a)  (1)  and  (6)  through 

revised 

(ii   added 

(a>  revised 

(a)(7)    added 

(e)    revised 

(a)  and  (b)  revised 

(h)  added 

213.3348.    (e)  added 

213.3359  (j)   added 

(t)    added 

213.3360  (e)    added 

(e)    revised 

(a)   revised 

(a)  (5).   (g).   (h).   (i).  and   (j) 
added   

213.3370 
213.3377 
2133384 
(a) (27) 


213.3318 
213.3322 
213.3327 
(8) 
213.3333 
213.3334 
213.3337 
213.3339 


Added  

(c>  revised 

(a> (61)   added 
revised 


I  a' 


«85' 


1  and  '611  removed;  (a) 

and  1861   added 29879 


(a)  (24)  revised 

(a)(9)  revised;  (a)  (62)  added. 
(a) (63)  added 


Page 
6793 
16127 
25313 
28515 
19853 
27208 
31456 
20809 
25314 
27207 
10317 
15406 
16613 
20809 

25313 
27207 

28515 

32251 

9989 

16127 
19853 
21760 
22355 
32761 
28515 
31456 
13533 
18082 
25870 
31456 
3827 
32251 
27207 

3827 
28989 
29845 
13533 

9989 
20809 
22356 

3827 
21759 
28516 

9013 

9175 
15053 

32250 
26409 
31455 
5968 
16127 
18608 
19853 
20809 


JUNE    1977 


CHANGES   JANUARY   3   THROUGH   JUNE   30,    1977 


Page 
(j)  introductory  text  amended; 
<ai (641 .    (j)     (4»    and    (5' 

added;    (k)il)    removed 22355 

(b»    118'   and  a9i   added 25313 

(b)(20i   added 25869 

(b)(21)   added 25870 

(a>   16'.  (65'.  166)  and  (b) (22» 

added  27207 

iaiil9',     (i)(5i     and    (7)     re- 
vised       29845 

(b)'23)    added 28516 

(d)    revised 30831 

213.3388     (pi    added 19853 

io»(2)    added 19854 

(a)(4)   added 21759 

(j)(3)    added 25870 

(a)(5)   added 29845 

(i)(2)     added 32251 

(o)(l>    revised 32252 

213.3394     (a)  (21)    revised 1  1985-: 

(at  (47)   and  ifid)  revised 29846 

213.3396     iaM2)    revised 15053 

294.702     Revised   32252 

295     Added 13009 

295.202     iaM3i    corrected 14083 

295.208     Corrected    14083 

295.401     'a<    corrected 14083 

430     Revised    18608 

550.301     (m)   added 10317 

550.312     (a)    revised 10317 

550.371      (bi  (31  revised 23131 

550.381—550.583     Undesignated 
center  lieading  and  text 

added   10317 

550.801—550.805  "Subpart  H»  Re- 
vised     16127 

610.101     Revised 3297 

610.201  Revised 3297 

610.202  Revised   3297 

713.204     'di'6'    revised 11808 

713.212     'b'     revised 11808 

713.251     Undersignated      heading 

and  section  revised 11808 

713.514     Revised 19147 

713  601—713.643      (Subpart        F) 

Added 11808 

752.104  'a'  revised 28516 

754.105  Revised   28516 

771     Authority  citation  revised.  _  28516 

771.103      (b'  revised 28516 

771.110     <bi(3i  revised 28516 

831.801—831.803  'Subpart  H)  Re- 
vised; eff.  10-1-76 6793 

831  1301— 831  1302     (Subpart    M) 

Added 29846 

831,1401—831,1404      'Subpart    N' 

Added 29847 


Chapter   IV — Advisory   Committee   on 

Federal    Pay 

Page 

Chapter  established 2299 

1410     Added 2299 

Title    ,5 — Proposed    Rules: 

302    15417 

552 19882.  21789 

733  23160 

831  29881 

900  -   8644 

TITLE  7— AGRICULTURE 

Subtitle  A — Office   of  the  Secretary  of 
Agriculture 

1,1  —  1,16   'Subpart  A'      Appendix 

A  revised 23597 

1.52     (c)    revised 10299 

1.13t)— 1.151  (Subpart  H) 

Added 743 

Technical  correction 5341 

1  131     (a)    introductory   text  re- 
vised      15406 

2.19     (a)  (26)     added 32254 

2.35     (a)    revised 4395 

2.57     (a)  (28'  added 32254 

2.60     (b>    introductory    text   and 

d'    revised 2968 

lb' '2'    revised 26645 

6.15 — 6.33    'Subpart)     Nomencla- 
ture change 9377 

6.16     Revised   22874 

6.20-6.33     Appendix  1  amended.  22874 

6.21     (j)   revised .,.     9377 

6.23    (b)    revised 9377 

Chapter      I — Agricultural  Marketing 

Service       (Standards,  Inspections, 

Marketing     Practices),  Department 
of    Agriculture 

26.71  Revised 1019 

26.72  Revised 1021 

26.73  Revised 1021 

26.209     Added    30146 

26.257     Revi.'^ed   30146 

26.303   'b'   amended 9379 

26.307     Revised   30146 

26.353     'C  and  id'  revised 30146 

26.402     'CI  added 30146 

26.453     (c>   revised:    (d)    added..  30146 

26.514     Revi.<;ed   30146 

26.558     Revi.ved    30146 

26.603     'c    revi.sed:    'd'    added..  30147 
26.651—26.659     Undesignated 

center  heading  and  text 

added   9377 
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Title    7,    Chapter    I — Continued 

Page 

■"'6  65t5     Table   and   footnotes   re- 
vised         10996 

26.657     Revised   30147 

■J8  2     111    revised 24711 

28  20—28.24     Undesignated     cen- 
ter heading  and  text  revised,  24711 
38  25     Introductory  text,  "hi  and 

'ii  amended 24712 

28  31     Revised   .*■__  24712 

28  906     Revised   24712 

28.907     Revised   24712 

28  908      ei   and  (f)  revised 24712 

28911     Revised   24712 

29  1     'e'  revised 17097 

29.2     Introductory   text   and    (a) 

revised   17097 

29  3     lai    revised 17098 

29  1001— 29  1225       (Subpart       O 

Revised  --- 21092 

42  Redesignated  as  7  Part  2842_  32514 

43  Redesignated  as  7  Part  2843,-  32514 

51  Redesignated  as  7  Part  2851-  32514 

52  Editorial   changes 22356 

Redesignated  as  7  Part  2852 32514 

52  2341—52.2352     (Subpart^     Re- 

vised     33259 

53  29     ia>  amended 27208 

55     Redesignated  as  7  Part  2855.  32514 

55  10     Revised 2969 

55  80     Amended 2969 

55.90     iaii3i  amended 2969 

55  170     Amended 2969 

55  330      CI  removed;  (d)  redesig- 
nated as  (o 2969 

55  500     la^    revised 2969 

55  530     Revised 2969 

55  560     iau4)  and  (b)  (3)  (v)  re- 

moved:   (a)(5)    redesignated 

as  'a'  '41  :  ib)  ^3)  (iv)  revised,  2969 

56  Redesignated  as  7  Part  2856.-  32514 

56.1     Amended 2970 

56.3     lai    revised 2970 

56  4     'b'    removed;    (c)    redesig- 
nated as  'b> ^ 2970 

56.10—56  18    Undesignated  center 

headini.:  revised 2970 

56.11     Revised  2970 

56  13     Revised  2970 

56  15     Revised 2970 

56  16     Revised 2970 

56  20—56  27    Undesignated  center 

heading  revised 2970 

56  20     Revised 2970 

5621     Revised  2970 

56  24     Amended 2970 

56.27     Amended 2970 

56  30     Revised 2970 


Page 
56.31     (a)  (l)(i)  revised 2970 

56.35  (a)  revised 2970 

56.36  (a)  (3)  revised 2971 

56.38  Removed 2971 

56.39  Revised 2971 

56.42     (a)  (6»  removed;  (a)  (7'  re- 
designated as  'a)  (6) 2971 

56.45     (a)  revised 2971 

56.49    Revised 2971 

56.52  (a)  (4)  and  (7).  and  (b» 
(3)  (v)  removed;  'a'  (5)  and 
(8)  redesignated  as  (a)  (4i 
and  (5)  ;  (b)  (3)  (iv)  revised,,  2971 
56.54  (a)(3)  and  (b)(3)<vt  re- 
moved; (a)(4)  redesignated 
as  (a)  (3)  ;  (b)  (3)  (iv)  revised,  2971 
56.210     (g)  revised 2971 

58  Redesignated  as  7  Part  2858,     32514 
58.2621—58.2635     (Subpart        P' 

Revised    5968 

59  Redesignated  as  7  Part  2859,,  32514 

59.10  Revised 2971 

59.119     Amended 2971 

59.148     Amended 2971 

59.417     (c)  removed;  (d)  redesig- 
nated as  (c) 2971 

68.2     (e).  (f),and  (u)  revised,.,  12033 

68.5     Revised   ,1 12033 

68.42a    Revised 12033 

68.42c     Revised   30599 

68.43  Revised  12035 

68.44  Revised 12035 

68.45  Revised  12035 

68.46  Revised  12035 

68.49     Revised  12035 

70     Redesignated  as  7  Part  2870.,  32514 

70.11  Removed 2971 

70.75  Revised 2971 

70.76  (a)(3>      removed;     (a)  (4) 
redesignatd  as  <  a  I  1 3  1 2971 

70.77  (a)(4)    removed;    ia>     (5) 
through  (7)    redesignated  as 

(a)  (4)  through  (6) 2971 

75     Added 19864 

102.2     (q)    and  (r)    revised 12143 

102.65     (b)    revised 12143 

102.67     Revised  12143 

102.75     Revised  12144 

137. 2     (m)  and  (n)  revised 26646 

107.60     (O  removed;  (d),  (e),and 
if)    redesignated  as  (O,   (d> 

and   (e) 26646 

107.74     Revised   26646 

171     Redesignated  as  7  Paft  2871,  32514 
180.2     (c)    nevised 915" 

180.6  (c)  and  (d)  added 9157 

180.7  (a>    amended 9157 

180.11     (b)     revised 9157 


•y» 


Page 

180.20     (ai    amended _  9157 

180.22     Amended    9157 

180.100     'a  I    removed 9157 

180  101      lb'    removed 9157 

180.103     Amended    9158 

180,178     Amended    9158 

Chapter  II — Food  and  Nutrition  Serv- 
ice,  Department  of  Agriculture 

210     Technical   correction 30355 

210.2     in-31    added 2972 

210.8     Heading  and  'c   revised,,  27565 
210.11     (e'  and  (f»  removed;  (g) 
and  (h)   redesignated  as  (e) 
and   (f) ;    (b),    (c,  and    (d) 
revised  2972 

210.15  Revised 2972 

210.20  (c   and  (d)   revised;   (g) 
added  15053 

215.16  'dt   and  (e)   revised;    (g» 
added  15054 

220.16     Nomenclature  changed,,,  27565 

220.21  ic^   and  (di    revised;    igi 
added   15054 

225  Revised 11813 

225.18  'di   and   (e)   revised;    (gi 
added   ^ 15054 

226.31     Id  I    and   'e>    revised;    igi 

added   15054 

226  Appendix  C  added 1475 

230.19  'd'    and   'ei   revised;   (g) 
added   15054 

(di     and    (e)     correctly    desig- 
nated       18587 

230     Appendix  amended 23155 

245  1      'a'  amended 20810 

245.4     Added    20810 

246.21      idM4i,    (5),   (6)    and   (7) 

revised   ,   15054 

250.11     Amended 15055 

270.2     '11'   and  imm'   restored  to 

prior  status 6817 

(U)  revised;  eff.  10-1-76 14083 

270.5.-  (bt(3)  and  (4*  revised;  (b) 

(7)   added   15055 

(b)il'    revised 32255 

271.1     inM2)     restored    to    prior 

status   ^^ 6817 

271.3-    Restored  to  prior  status,.  ,     6817 

•  diiSi  removed 26409 

271  4     Restored  to  prior  status. . ,     6817 

271.6  Rcst.ired  to  prior  status.         6817 
(dM2)  revised;  eff.  10-1-76 14083 

271.7  Restored  to  prior  status.  __      6817 
271     Appendixes  A  through  F  re- 
stored to  prior  status 6817 

Appendix  A  revised 22357 

Appendix  B  revised 26002 


Page 

Appendix  C  revised 26003 

Appendix  D  revised 26004 

Appendix  E  revised 26005 

Appendix  F  revised 26007 

Appendix  A  table  corrected 28516 

Appendix   corrected,,,* 30831 

272.1  (ii   added ^^,,_  2028" 

'g»   removed:   ih)   redesignated 

as  (gi;  new  (hi  added 23599 

272.2  (CMS'     added 20284 

272.3  tbi    redesigiiated    as    id); 

new  (b),  (c>  and  (ei  added..  2028? 

272.6  (c>,  <d>.and  (e>  revised..  8629 
(b)    amended 20284 

272.7  (fi  added 20284 

273.7     (a)    and    idi    revised;    (b) 

amended    8629 

273  8     <a>ii)  and  (fi  revised 8629 

295.3     Amended 23155 

295.7  Revised   23155 

295.8  (b>    and    (e>    revised;    (g) 

and  (hi    added 23155 

295.9  (a),  (b).  and  id)  revised  23155 

Chapter  III — Animal  and  Plant 
Health  Inspection  Service,  Depart- 
ment of  Agriculture 

301.52-2a     Revi.'^ed   13533 

Corrected    25849 

301.85-2a     Revised 16613 

354.1  'ai  amended 1475 

354.2  Revised   15055 

Corrected 18587 

Table  amended 25314 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agricul- 
ture 

401.101     Appendix  amended,  9990-9997 

28871. 28872,  28873 

401.103  'b'  amended 26197 

Amended   28989 

401.104  (ai    corrected 4111 

402     Revised     31427 

402  1     Appendix  amended 9997 

403.40     Appendix  amended 9997 

404,20     Appendix   amended 9997 

406,1     .Appendix  amended 9997 

408  1     Appendix    amended 9997 

409.30     Appendix   amended 9998 

410     Revised _  24713 

410  1     Appendix  amended 9998 

411  1     Appendix  added 28873 

413     Revised 28142 

413.20     Appendix  amended 9998 
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jjtie  7 — Continued 

Chapter  VI — Soil  Conservation  Serv- 
ice,  Department  of  Agriculture 

Page 

601.1      'h'    added 3845 

622  22     Revised   12036 

Chapter  VII — Agricultural  Stabiliza- 
tion and  Conservation  Service  (Agri- 
cultural Adjustment),  Department  of 
Agriculture 

7012       t'    amended 5970 

701.4     ibi   and  'd   removed;   (a) 

designation   removed 5970 

7015  Amended    5970 

7016  Text    designated    as    (a); 

<h>    added .-  — -  5970 

701.13     ■6>    added 5970 

70116       hi   revised ,5970 

70121       a',      fbi,     and      'c)(2) 

amended    5970 

70129     Amended     5970 

70132     'd'    amended 5970 

701.34       b'    amended 5970 

70135       b'    revised 5971 

70169  Heading  revised;  text  des- 
ignated as  ia»;  <b>  added —  5971 

:01  70     Revised   5971 

701  85— 701  96    Subpart)     Added-  22358 

718     Revised        2973 

722.564     (Subpart*    Heading   and 

text    revised 1476 

722  704     'h»    added 18055 

722  709     ia>  amended 18055 

722  805     ibHl)    amended,  (b)(2) 

revised    17414 

723  1     Revised   6818 

723  2     Revised  6818 

723  11_723.12  Undesignated  cen- 
ter heading  and  sections  re- 
vised     6819 

723.21     Revised   27208 

723.51—723.66  (Subpart)  Re- 
vised      17414 

724  5     Revised    6821 

724.12 — 724.17  Undesignated  cen- 
ter heading  and  sections  re- 
vised      6822 

724  21     Revised  27209 

72436     Revised   29847 

724.52     Revised   9158 

724  57  ib><li<iii  removed;  (b) 
il)iiiit    redesignated  as    (b) 

,  1 1  I  ii  I    9158 

724.69      t'  rem.oved;  (f)  revised.  9158, 

724  70     'X      removed 9158 

724  71       d^    revi.-;ed 9158 


Page 


724.72  (a>*2)<i)  removed;  (a) 
(2)(ii».  <iii'  and  liv)  redesig- 
nated as  (a)(2)   (i).  (ii'.  and 

(iu)     9158 

724.73  Amended    9158 

724.81     (e)(3)(ii)    amended;    (ei 

(3)  (iii)  removed 9158 

724.88     (h)    added 9158 

725.3  Revised   10996 

725.4  Removed    10996 

725.50     Amended    27566 

725.53     Revised  27566 

725.61     Removed 27566 

725.66  (b'  amended;  (O  re- 
moved   27566 

725.68     (di  amended 27566 

725.72  ic>(3i(iii  amended;  (O 
(3)(iv)  and  (v)  added:  (D  re- 
vised    27566 

725.87     (f)  amended;  *d>  revised; 

(g)   added 27566 

725.95     (b>  amended 27567 

725.98  (a)  amended 27567 

725.99  (ai(4Hv>  removed;  (a) 
(4»(xvii)  undesignated  text 
amended;  (a)  (8*  and  ik»  re- 
vised    27567 

725.100  (b)(l)(ii).  (c)(3).  and 
{f)(l»    revised 27567 

725.102     (a)    revised 9159 

725.116     Added    9159 

726.1     Revised   6824 

726.11—726.21     Undesignated 

center  heading  revised 6824 

726.11     Revised  6824 

726.21  Revised  27209 

726.55  Revised * 2300 

726.56  (b)  revised 2300 

726.57  Revised 2300 

726.60  Revised 2300 

726.61  Revised y 2301 

726.64     (e>   amended 2301 

726.68  <j)  removed 2301 

726.86     (c)  revised 2301 

726.95     (a)  revised 2301 

728.10     Revised  17419 

728.301  Added    20811 

728.302  Added    20811 

729.22  (a)  through  (O  revised..       750 
729.43     (b)(5)  added "50 

729.69  <b)  revised;  (s)  removed.       750 
729.106     Revised  17419 

I  730.1 — 730.32    (Subpart)     Undes- 
I           ignattd  heading  and  text  re- 
vised       2301 

730.1501-730.1505     (Subpart) 

Revised 30356 

731     Removed   13534 
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Page 
775.10     Revised   .. 17420 

794.2  (ai  and  ib*  revised 17421 

794.3  (a I    introductory  text,   (a) 

(4),  and  'b'   amended 17421 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders;  Fruits,  Vegetables,  Nuts), 
Department   of  Agriculture 

900.16     Revised   10833 

905.564  ia''8>     and    'bi'8'     re- 
vised       5072 

(a)  (1).  (5>  and  (8»  and  (b)  (1), 

(5),  and   '8*    revised 8361 

(a)(6)    revised 9663 

(a)  (1),   i3),   (5),   (7).   (9),  and 
(bi (1),  (3),  (5),  (7),  and  i9i 

revised   10833 

(an?!   and  ib)(7)   revised;  eff. 

4-1—8-14-77 18271 

(a'  i9i  and  ^b*  i9)  revised 24716 

(a>i9i   and  <bw9)  revised 27876 

905.565  ia>i2i  revised ■^..  9663 

,a'i4i   revised:   >a<'5'   added...   10834 
(a ' i3  i  and  'A' .  ib' '3  > .  and  (c> 

revised   14866 

(a)(li   and  (b)(1)   revised;  eff 

4-1—8-14-77 18271 

(a)(3)  and  (b»(3i  revised 21469 

(a)(1)  and  (3)  and  (b)(1)  and 

'3)    revised 24716 

905.566  (a)(2)    revised 1023 

'a)i2)    revised 8361 

'a)(l)  and  (b)(1)  revised 10834 

905.567  (a)(2)  revised 9663 

'a)(l)  and  (b)(1)  revised 10834 

906.359     (a)      introductory-     text 

and  i2i   revised 6363 

907.110     lei   corrected 13803 

907.214     Added    13012 

907.685     Revised:  eff   1-28—2-24- 

77    6363 

907.691     Added    3846 

Revised:  eff.  1-28—2-24-77 6364 

908  100     'e)  revised:  (h*  added..   20473 
908.102     'ai  introductory  text  re- 
vised       20473 

908.108     'a)    revised 20473 

908.110     (c).  (di,  and  (e)  revised: 

(f)    amended 20474 

908112  Amended    20474 

908113  ai  and  (O  revised 20474 

908.117     'c<   revised 20474 

908.130     Revised   20474 

908132     RevLsed   20474 

908  133     Heading,  (a),  and  ic)  re- 
vised     20475 


908,141     .^mended    

908,216     Added    

908  853     Added    

908  854     Added    

910  180     ^d'  '3'    added 

910392       b   '  r  revised 

911.339     Added    

Revised 

912.8     Revised  

912.24  (b)  redesignated  as  (c); 
new  lb'  added 

912.25  Revised 

912.32     lb)  revised 

912.41     (a'  revised 

912.50     Revised 

912  124     Added    

915.319     Added    

916  110     'b'i5  revised 

916.350     Revised    

916  351     Added    

917.116     Revised 

917.122     Added    

917  143     ib!i5)    revised 

917  419     ia)(4)(ii),   (5),  and  in- 

troductor>'    text    of    (6)    re- 
vised   

917  442  'b)  (3)  (D,  (ii',  and  (4) 
revised;  (b)(5i  removed;  <b) 
(6)  through  <8i  redesignated 
as  I  b  i  1 5  '  through  i  7  >  and  re- 
vised   

917.443     Added    

Revised    

917  444     Added    

918.215     Added    

918.319     Added    

922.317     Added    

923.315  '&>  and  (b)  introductory 
text5  revised 

923.316  Added    

928.152      'a)     3 

Revised 

928  206     Added    

928.307     Added    

929.304     Added    

930.109     'C>  revised... 

930.591  Introductorj- 
vised 

932  156  Revised  

944.17  Added  

944  113  a.'l)  and 

i3i  added 

(a)(3)  revised:  •&<'A^    added: 

eff.  3-11  to  8-14-77 

(a)(li  revised 

(a»(3)  revised 

(a))!)  and  I  3  I  revised 


and  '  4  '  revised. 


text  re- 


(2)  revised; 
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20475 
20811 
17127 
21101 
10680 
26410 
21786 
30148 
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4811 
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23157 

30491 

24229 

3625 

3625 
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23157 
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26646 
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Title   7,    Chapter   IX — Continued 

Page 

944  13.3     lai    (1)   through  (4)  re- 
vised    10835 

944.205     Added    21787 

946  331     (a)<2)iiiii  removed;  (a) 
(3),  <c),  and  (d>  revised;  (e) 

(5)    added 7923 

953  214     Added    25720 

959  217     Added   2308 

b'    revised 22126 

959.317     Added    4396 

ciiSi    and   if><4»   revised;    <f) 
5'    amended y-  12412 

966  315     (ai(2Mi)  revised 5073 

967  15     Revised   32763 

967  25     Revised  32763 

967.26     Revised    32763 

96727     -f'   added 32763 

96731     im>   added 32763 

967.37     (ai,  <bi  and  (d)  revised; 

■  ei   and  (fi   added 32763 

967  38  a',  le'  and  if»  revised--  32764 
967.44     Heading      revised;      text 

amended    32764 

967.63     Added    32764 

971216     lb)    revised 2666 

971  317     Introductory  text 

amended 3626 

Introductory'  text  amended;  eff. 

2-6  to  2-13-77 8362 

980.115     Revised   10300 

980  211     ia'il>    revised 5073 

981  48     Removed 19322 

981,226     Revised  3847 

981  300     Removed 19322 

981.441     'b>,  id),  (e),  and  (g)  re- 
vised       5342 

Nomenclature  change 5343 

981442     Added    3160 

iai'6'    amended 5677 

981.450     Revised    19322 

981.453     Removed 19322 

981  455     Revised 19322 

981  467     Revised   19322 

981472     la'     amended;     <b)     re- 
vised     19322 

Revised   19322 

Revised  19322 

Added   9160 

Added    18857 


981.473 
981.474 
987  224 
991.215 

Chapter  X — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders;  Milk),  Department  of  Agri- 
culture 

1002.50a    Introductory  text   and 

lai    revised 11823 


Page 
1002.80  <a)  through  ^d"  redesig- 
nated as  <c>  through  if » ;  in- 
troductory text  designated  as 
(a>  and  revised;  new  'b) 
added  11823 

1002.85  Revised ^ 11823 

1002.86  Revised  11823 

1002.90     Revised   11823 

1004.7     I  a)     suspended     in     part 

from  May  to  August  1977 29849 

1006.7     Introductory  text  and  ib) 

amended;  (c>  redesignated  as 

(d);  new  (c>  added 21603 

1030.7     ibH4i         and        i7)(iii' 

amended   13103 

1033.7  Revised   11234 

1033.8  Revised   11234 

1033.12     iaM2f  (i),  (ii).  (iii)  re- 
vised;  lb)   amended 11235 

1033.41     icid)    revised 11235 

1033.60     (g)    amended 11235 

1033.72     ic-1)    added 11235 

1040.93     (d)(3)    revised 10680 

1063     Removed   17423 

1068  73     ia)(4i    suspended    from 

May  1977  through  Oct.  1977_-  22360 

1070     Removed   17423 

1076.7     ici  revised 27215 

1078  Removed   17423 

1079  Revised 17423 

Chapter  XI — Agricultural  Marketing 
Service  (Marketing  Agreements 
and  Orders;  Miscellaneous  Com- 
modities), Department  of  Agricul- 
ture 

1205.302     Revised 4813 

1205.327     (b)  amended 4813 

1205.330  Revised 4813 

1205.331  Revised 4813 

1205.334     (O   amended 4813 

1207.406     Added    29295 

126C. 101—1260.187     (Subpart) 

Added 19876 

Referendum 27569 

1260.200—1260.217  (Subpart) 

Added 25315 

I  Chapter  XIV — Commodity  Credit  Cor- 
poration, Department  of  Agricul- 
ture 

1409     Added  1 14673 

1421.75     Revised   1099" 

1421.113     la)    revised 10301 

i       (a)  corrected 14867.  16775.  25720 

1421.237     (a)    revised 10307 

(a)   corrected 16775 
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1421.273     lai    revised 

1421.280—1421.289     RevLsed    

1421.327     Revised   

1421353     'a'    revLsed 

1421.488     lai    revised 

(a)  table  corrected 

(ai   corrected 

1427  1901—1427,1904      'Subpart' 

Revised 

1430.282     (a)(1)  revised 

Revised 

1446.11  lai  revised 

1446.12  (a»  amended; 

ibi    revised 

(a)(1)  corrected 

1464.7     Revised   

1464.16     R.evised   

1472.1405     le)  added 

(e)  corrected 

1472.1421      lei  added 

1472  1446     <d'  added 

1473  Revised 

1474  4     ibi  revised 

1474.7  ic  revised 

1474.8  Revised -- 

1474.10     IC  added 

1488     Revised     

1488.1—1488  22  i  Subpart  A)    Sup- 
plement II  corrected 

1488.2     ig»  revi.sed; 

(u")    amended 

1488  8     ia>  and  'f'   amended 

1488.12  'a>  revised;   ib>  and  if' 
amended   

(f)  amended 

1488.13  Amended 

Nonmemclature    change 

148814     Amended    


Pare 
10304 
24231 
18055 
10309 
4397 
6364 
22126 

29850 

3 

22127 
28990 


Re- 


28990 
30832 
23795 
32514 
20113 
29854 
20114 
20114 
2978 
30832 
30832 
30832 
30833 
10999 

13535 

30833 
27569 

27569 
30833 
27569 
30833 
27569 


Chapter  XVII — Rural  Electrification 
Administration,  Department  of  Ap- 
riculture 

1701     Appendix  A  amended 3847. 

27217, 32255 

Chapter  XVIII — Farmers  Home  Ad- 
ministration, Department  of  Agri- 
culture 

1802.1—1802.7  'Subpart  A'  Re- 
moved         4112 

1802.11— 1802.16  iSubpartB)  Re- 
moved       4112 

1802  21  — 1802.24 'Subpart  C)  Re- 
moved        4112 

1802.31— 1802  40  'Subpart  D'  Re- 
moved   ,     4112 


Re- 


re- 


1802.51—1802.52  iSubpartE' 
moved  ^   

1802  61  — 1802.67  i  Subpart  F) 
moved 

1803  Revised 

1803.2     la)   introductor\-  text 

vised 

1806.2  (c)  (1)  revised 

1806.4     (a»(2)(ii)    revised 

1806.6  (d)(1)  and  '2)(ii)  and 
(3'    revised 

1809.1     (c)(2i      Removed 

1810  11—1810  17  (Subpart  B'   Re- 

desianated    as    1901  1-1901  5 

'Subpart  A'   and  revised- _ 

1821.16    Introductory     text     and 

(b)   revised 

1821.20  (d'   ill  and  (3'  revised- 
(a)    revised 

1821.21  Revised  

182122     la'   and  (b)(2)   revised „ 
1822  1  —  1822.18    'Subpart  A-    Ex- 
hibit E  revised 

Exhibit  G  amended 2051. 

1822.3  (n)   and  (o'   revised 

1822.7  (n)    revised 

1822.13  (c)(3)(i)(A)  and  (ii) 
revised  

1822.14  <a)  introductory  text 
and  (b)(2)  revised;  'a)  d) 
and  (2)  added 

1822.15  (b)   (2)  and  (3)  revised- 

1822.16  (f)  revised 

1822  17     if)  correctly  designated - 
1822.21—1822.26       'Subpart       B> 

Added  

22.74  (a),  (b)   (1)  and  (3)  re- 
vised   

22.75  (c)    (D   through  (5)   re- 
vised   

22  88     (b)    revised 


1 


'b' 
'O 


(D 


and  (3)  revised - 
through  (5)  re- 


1822.93 
1822.95 

vised 

(c)<5)   removed 

(a)    revised 

1822.272     (a)(1)    revised 

1822.274     fc  revised 

1822.278     'C'  and  (f)  revised 

1823  1  —  1823  48  'Subpart  Ai  Re- 
moved   

1823.13  'a),  (c),  and  (d)  redes- 
ignated as  'b).  I'e) .  and  ig) 
and  revised;  ib'  redesignated 
as  iC)  ;  new  icii2)  revi.sed; 
(ei  and  if)  redesignated  as 
(h)  and  li);  new  (a),  'd), 
and  if)  added 


Page 

4112 

4112 
4401 

21604 
33262 
33262 

33263 
31762 


10310 

4405 
4405 
10311 
4405 
4405 

1024 

15911 

1023 

4406 

4406 


4406 
4406 
4407 
5971 

14868 

4407 

4407 
4407 
4407 

4408 
21268 
33263 
4408 
4408 
4408 


24232 


6825 
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Title    7,    Chapter   XVIIl — Continued 

Page 
18:^3  101  —  1823,118     ^Subpart    D) 

Removed    17099 

1823  251     Amended 17099 

1823,253     ia»  and  (i.i(l^ 

amended   17099 

1823.460     Introductory    text    re- 
vised       4409 

1832  1—1832.43        i  Subpart       A' 

Appendix   II  removed 31762 

1832  3       pi    revised 10836 

'\<     introductory    text,     (1)<1) 
and      i2i       revised;      (l)i3) 

tl-irough  (6)  removed 15912 

1832  4       bi    removed 31762 

1832.10       e'  added 24062 

1832,16       a'  '2    lii',    ibi    (5»    and 

'7'  revised;  (c»  amended 10836 

183229     Added    4408 

1832  30       ai  through  <e)  revised.     4408 

183231     Amended    4409 

1832  36     'CI     revised 4409. 

1843  3       h)   revised:  eff.  1-1-77-.     1231 
1845  13      'hi    added 2308 

1872.3  'g>   amended 31763 

1872.4  di  introductory  text 
amended    31763 

1888     Added . 19323 

Revised    23158 

1888  13     'C  revised 33024 

1901  1  —  1901.5     (Subpart  A*  v 
Redesignated  from   1810.11 — 
1810.17     Subpart  B(   and  re- 
vised    *0310 

1901451—1901.456     (Subpart     J) 

Revised    12145 

1918-1927     (Subchapter  I)  Head- 

iiig   revised 4111 

1918.112     (a),    (b»     (1)    and    (2>, 

and  (d>  revised 20284 

1924     Added 4112 

1924.60  ICM41  revised 14870 

1933    I  Subchapter    J    and    Part) 

Added  24233 

1955.3     (ci    amended 21268 

1955.103     'e>   and  ig)  amended..  21269 

1955,117      'di'l'     revised 13535 

1980,1— 1980.83  'Subpart  A)     Ap- 
pendix A  amended 12036 

1980  1     Introductory  text  revised-  12036 

1980,6     -a'  revised 12036 

1980.20         Introductory         text 

amended-    12036.  24252 

1980.61  'f'    revised 33264 

1980.63     Revised   33264 

1980  67     Revised   33264 


Page 
1980.401—1980.495     (Subpart     E( 

Revised 12146 

Appendix  A  revised 12156 

Chapter  XXVIII — Food  Safety  and 
Quality  Service,  Department  of 
Agriculture 

Chapter  established 32513 

2842 — 2844     ( Subchapter  A  > 

Added 32514 

2842  Redesignated   from   7   Part 

42 32514 

2843  Redesignated   from   7  Part 

43 32514 

2850  Subchapter     B     and     Part 
added  32514 

2851-2870     (Subchapter  C> 

Added 32514 

2851  Redesignated  from  7  Part 

51 32514 

2852  Redesignated   from   7  Part 

52 32514 

2855  Redesignated   from   7   Part 

55 32514 

2856  Redesignated   from   7   Part 

56 32514 

2858  Redesignated   from   7  Part 

58 32514 

2859  Redesignated   from   7   Part 

59 32514 

2870  Redesignated   from   7   Part 

70 32514 

2871  Subchapter     G    and     part 
added   32514 

Title   7 — Proposed   Rules: 

1  ..  15708 

7    '."'*'     20628 

17"  33038 

26  ..       ---   -     9391 

28  .'"  10848 


29 


12881 


51  __  .    8644.9391,30626 

52  _"  3178. 

"10004.  10009.  10849.  12058.  21742, 
21746. 21752 

53  ._      ..   .   23514.29313 

58  '.y.'.'.'-.  — 27011 

59 27249 

201  25738 

225     23606 

246  8647 

270  .    ..   1479.32256 

271  "    .   1479,28546 

272  "    ..      .    780,2328 

275    l'/__,l[/_ 1479,32256 

406    33313 

409    33310 


650 
654 
661 


7959 

"y_  '       15709 

3311 
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701-799 
723  ... 

(Ch.  vn) 

Page 

19885 

7962 

724  _. 

7962  16632 

725  

.-  16633 

726  ..  . 

.  .   7962 

728  

.        17456 

729  .  . 

11015 

730 

780.  17457 

905  ... 

907   .. 

.  10693.30198.  33316 
8662 

908 

911  

--  12888.  14880, 

17128.  17457.  17879 
..  .   24066  30513 

915  

.  23607,  30513 

916  

917  ... 

26430 

1.27911,30206,  32553 
.  28146 

918 

921 

30513 
.  13557.  18621. 

.30514.30626.  32S02 

23160.  24744  27012 

29489  31797 

922  -.  - 

...        30514 

923 

27912  31797 

924  

32256  32802 

929  

..     20143 

932  

12063 

944  

23514  33316 

945 

.  .    19148  20476 

953 

20825  21111 

959  

18404 

967 

980   ... 

..  2691,  5362. 

17458,  21487.  25872 
5982 

987  

2503  10695 

989  

17463  27913 

991  

13301 

1002  ... 

4471  18950  23841 

1004  ... 

270  IS 

1006  __. 
1011  .  . 

7962 

,  15417.20143.30627 
. 12184  31797 

1012  ... 

.     30627 

1013  ... 

...     30627 

1030  ... 

10853  27921 

1033  ... 

4127 

1040  ... 

..   9027  29881 

1049  ... 

*      33040 

1063  ... 

1356  15842  16162 

1065  ... 

24744  28897 

1068  ... 

19350 

1070  ... 

1356  15842  16162 

1071  ... 
1073  ... 
1078  ... 

9674. 

9674. 

13024.  17130  26217 

13024.  17130.  26217 

1356  15842  16162 

1079  ... 

1356  15842  16162 

1094  ... 

30627 

1096   .. 

30627 

1097  ... 
1102  ... 
1104  ... 
1106  ... 
1108  ... 
1120  ... 
1126  ... 
1132  ... 
1138  ... 
1205  ... 

9674, 

9674, 

9674. 

9674. 

9674, 

9674, 

9674, 

9674. 

9674, 

13024,  17130,  26217 
13024.  17130,  26217 
13024,  17130,  26217 
13024.  17130,  26217 
13024.  17130,  26217 
13024,  17130.  26217 
13024,  17130.  26217 
13024,  17130,  26217 
13024,  17130.  26217 
2503  29313 

1207  ... 

.   24066 

1260  .. 

4476  5362  1988=. 

1409  ... 

.-   7963 

Page 

1421 2328.  19149.  23613,  2532S 

1425  19149.  23614 

1430  8662 

1434  2980 

1435 30409 

1446  16634.20302.25329,32257 

1464 16636.  20476.  27249 

1488 3849,  13561 

1701  1479, 

4489.  5983.  6827,  10318,  13024.  13025 
16163.  16637.  29012.  31457 

1802  27602 

1804 11015,  11841.  15317,  20825,  26660 

1822  .., 20302.29880.32803 

1823  14110 

1845  26358 

1890r  9391 

1901  9391,13116 

1933  29885 

1980 16424,    26358 

TITLE   8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Naturali- 
zation Service,  Department  of 
Justice 


100.4     'ci'2i  amended 

(a>    amended:    ibM20>    added; 

(bii38'  and  ic>(l)  revised.. 

(c^(2)    corrected 

103.3  ia»  revised 

103.7     (b)  (It  amended 

103,10     <&)(!)  amended 

103.20     (a>   and  ibi'3i   revised.. 

103.30     (ai  revised 

204-2     'e''2i  revised 

204.4  'd'  redesignated  as  (e)  and 
republished;  new  idi  added. . 

211.1  lb'  a>.  (21  and  (3i  re- 
vised    

212.1  'ii    amended 

212.7     'CI  amended 

214.2  (h)(2)  (iiii.  (h)(4)  (i)  and 
(iv)    revised 

(h)  (2)  (iv)  redesignated  as  (v) 
and  republished;  new  'hi(2> 
(ivi  added;  (j)(2i  redesig- 
nated as  '3  I  and  republished; 

newijii2i  added 

(c)(li    amended 

(h)(9)   and  'Hi  revised 

(f)'6)    revised 

214  3     ifai    amended 

223,2     Amended 

223a. 3     Revised   

223a. 5  ib'i2i  removed;  (bi(3» 
and  ( 4 1  redesignated  as  '  b ' 
(2i  and  '3' 


15301 

15408 
17434 
15301 
33025 
15408 
33025 
33025 
3627 

15302 

19478 

15302 

3627 

3627 


3627 
15302 
16377 
26413 
26413 
28113 
19478 


19478 
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Title    8.   Chapter   1 — Continued 

Page 

238  3     ibi  amended 15302 

238  4     Amended 15302,  28990.  29871 

242  1      (&<  amended 15408 

245  4     Existing  text  designated  as 

ui;   (b)   added 12412 

316a.2     Amended 15302 

341  1     (b»   suspended  until  10-1- 

77 16378 

i  lllf  u — l'ri>i>i>>iil  ruli-s: 

;00  28547 

244      22148.30845 

252  -         25738 

TITLE  9— ANIMALS  AND  ANIMAL 
PRODUCTS 

Chapter  I — Animal  and  Plant  Health 
Inspection  Service,  Department  of 
Agriculture 

1  1     ReMsed   31024 

11       qqi  and  (rr»  added 31561 

2  Nomenclature  change 31026 

2.25     Revised   31026 

2  28     Revised   31026 

2  50     'fii3)     amended;    footnote 

2  removed 31026 

2,52     Amended;  footnote  3  desig- 
nated as  footnote  2 31026 

-  75     Revised   31026 

2  76     Revised   31027 

77  Revised 31028 

78  Revised   31028 

.79     Revised' 31028 

2  80     Added    31028 

81     Added    ..jl 31029 

100     Existing  text  designated  as 

lai;    (bi   added 31561 

2.130  Added  31029 

3.11  Revised  --- 31561 

3  12  Revised  31562 

3  13  Revised  31562 

3  14  Revised  31562 

3  15  Added  31563 

3  16  Added  31563 

3  17  Added  31563 

3  18  Added  31563 

3.35  Revi.'ied  31563 

3  36     Revised    31564 

3  37     Revised   31564 

3  38     Revised   31565 

3  39     Added  ..J 31565 

3  40     Added    31565 

3  41     Added    ^ 31565 

3  42     Added    31565 

3  60     Revised   31565 

3  61     Revised  31565 


Page 

3.62  Revised  31566 

3.63  Revised  31566 

3.64  Added    31566 

3.65  Added    31566 

3.66  Added    31567 

3.67  Added    31567 

3.85  Revised  31567 

3.86  Revised  31567 

3.87  Revised   31568 

3.88  Revised  31568 

3.89  Added    31568 

3.90  Added    31568 

3.91  Added    31568 

3.92  Added    31569 

3.111  Revised 31569 

3.112  Revised  31569 

3.113  Revised   31569 

3.114  Revised   31570 

3.115  Added    31570 

3.116  Added    31570 

3..117     Added    31570 

3.118     Added    31570 

4     Revised 10959 

12    Revised 10959 

72.13  (b)'l>  removed;  'b><2> 
through  (4)  redesignated  as 
(bill)   through   <3) 19854 

72.14  Removed    19854 

73.1a     (aM3)  and  <g>  added 2949 

(c)  removed 3298 

(aM4)  added;  (g^  removed 5343 

(f)    removed 8631 

(b)  revised;  (c>  added 10311 

(c)  removed:  (b)  revised 20812 

(b)<r>  removed 25317 

(a)(5)  adde4 25850 

(b>   added 32223 

78.9     ib><3Miii)  revised 13536 

78.20  Revised    5343. 

12413.  17434.  22370.  28517,  32223 

78.21  Revised   5344. 

12414.  17435.  22371,  28518,  32224 

78.22  Revised   5345, 

12415.  17436,  22372,  28519,  32225 

79.2  Amended 25850 

82.3  la^        introductory       text 
amended';   (a)il)   added 11824 

(a)  introductory  text  amended: 

(a)(3i   added 13012 

(a)<4)    added 13537 

ia)t3>(vt  and  <vi)  added 16129 

(a)    introductory  text  and   (1> 

amended   16614 

(a)<3Hi>,   (ii),   (iii).  and   (iv 

removed 20812 

(a)<4>  removed —  21760 

(a)<3>  removed 21761 

(a)(3>    amended 21269 


JUNE    1977 


19 
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Page 

91     Revised    28992 

92.17     Amended    20813 

92.23  Revised  20813 

92.24  (ai  amended;  (c>  added.-  2081? 

94.1     «aM2j  amended 23131 

94.11     (a)  amended 23131 

97  1  i>i  amended;  (b>  redesig- 
nated as  'CI  ;  new  ib)  added.     1455 

97  2     Amended 1 21269,  27218 

105.2  Revised 31430 

112  2  'aWlOHi)  and  (d)  re- 
vised    1 11825 

lai'li    revised 29854 

112.7  (c)  introductory  text,  ^c* 
(1)  and  i2i.  and  id)  il)  re- 
vised; ici(3)  and  <4),  (d)'6i 
and  <7)  added 11825 

id'iS)    revised 28520 

113.3  'b^'2i  and'Di  revised 1456 

113.42     Added    6794 

113.52     Introductory  text  and  <b) 

revised:  <gM5>  introductory 
text  and  <i>  through  (iii>  re- 
designated as  <hi  introduc- 
tory text  and  » 1 >  through 
(3)    751 

113.129     a^i3V    <b).   (c).   (dXD. 

i2Mii>,and  (3>  revised 6794 

113.147  la*  i3',  lb),  ic),  (d)  Q' 
introductory  text  and  (li)  re- 
vised; <d)(i)(iiii  added 6795 

123     Revised  -^ 10960 

162     Revised 10960 

Chapter  II — Packers  and  Stockyards 
Administration,  Department  of  Agri- 
culture 

201.1     Removed  in  part 5677 

201.22  Removed  m  part 5677 

202.23  Interpretation 5677 

202.48     Interpretation     5677 

Chapter  III — Food  Safety  and  Quality 
Service,  Meat  and  Poultry  Inspec- 
tion,  Department  of  Agriculture 

Chapter  heading   revised 22373 

301—391     Nomenclature    change.  22373 

3128     'ai  revised 11825 

317  8     lb  m2)  amended 3299 

319.106     Added    3299 

319.900  'Subpart  V'      Removed..       751 
322.1     (a  I    and     b'    revised.    'C" 

'and   idi    removed 11825 

322  2  Heading,  'b',  and  (h>  re- 
vised     11826 


Page 

331  2     Table  amended 12178. 

12416, 13013.  18610 

335     Revised 10960 

381.29     Revised   12416 

381  221     Republished 2949 

Table  amended 12178. 

12416. 13013, 13270. 13537.  18610 
381.230—381,236  'Subpart  W' 

Added 10962 

Title   9 — Proposed    Rules: 

1    14126,    15210.   22374 

2 14126,    15210.   22374 

3    15210.    22374 

76    ---   20825 

85    27250 

92    1483,3859,6827,10013 

94  30844 

95    ^'^344 

113      28548,  28,549 

201  l'-247 

203  11247 

317  9182 

318  9182 

319    9182 

325  12435 

447  33041 

TITLE    10— ENERGY 


-Nuclear  Regulatory  Corn- 


Chapter  I- 
mission 

0  735-3     ih)    amended 

0.735-28     (e)(li.     '5i.     i7>.    and 
'111    revised 

2.101     la-l'  added;  la'  amended^ 
2.110     Heading,   'b',  and   'c    re- 
vised; la'  redesignated  a';  'a' 
111;  new  la' <2  >   added 

2.200     <b>  revised 

2  600— 2  606  'Subpart  Fi      Added_ 

2  761a     Amended 

2  786     Revised .- 

2.788     Added    

2.790     I  a '' 3  '  revised 

2     Appendix  A  revised 

7.8  lb)  amended 

7.9  (ai  and  le)  amended 

8.5     Added    

9     .\uthority  citation  corrected.- 

9  1     Revi.^ed  

9  la     Revised 

92a     Added   

9.5     ia)i3*  revised 

9  100—9.109     I  Subpart  C I  Added  _ 
20.103     I  a) 'D  footnote  amended 
20.405     lai   introductory  text  re- 
vised    

20.601     Note  added 


20138 

33264 
22885 

22885 
28893 
22885 
22887 
22129 
22130 
12877 
22887 
12877 
12877 
33265 
12877 
12877 
12877 
12877 
12877 
12877 
20138 

20138 
25721 


CUMULATIVE   LIST   OF   CFR   SECTIONS   AFFECTED 


CHANGES   JANUARY^3 


TiMe   10,   Chapter  I — Continued 

20  Appendix  D  note  removed 

21  Added  

30.55     'b«  amended 

30,71     Note  added 

31.2     'a'   amended 

31.5     Footnote  3  removed 

iC'lO'    amended 

amended 

amended 

(3'  amended 

(6)   added:   (cXl)   and 
revised 


31.7     (b> 
318     I  c  1 
31,10     lb) 
31  11     <ai 


Note  added. 


I  a 

32  51 
32.71 


32.110 
33.100 
34.31 

34  51 

35  31 
35  100 


(d) 


(c)(l>    and  (e> 


7'    and  (c)(5)    added; 

(li  and  if'  revised 

amended 

Footnote  4  removed 

bi'6)  added;  (Od)  re- 
vised   

b'    7'    added; 

revised   

Note    added 

Note   added 

I  a' '2'   amended 

Note    added- 

le'   amended 

.bi26'  amended;  (b) 
'27'  added;  (OcS.Mix)  re- 
vised 

Note  added 

3621     <a'  revised 

36,50     Note   added 

40,13     (C'il>   revised 

40.22       b'   amended 

40.25     '6'    amended 

40.64  'b'   amended     

40.65  Footnote  1  removed 

40.90     Note   added 

50.10      'C'    amended 

50.33a       b'  amended;  (d)  added- 


Page 
25721 
28893 
33266 
25721 
28896 
25721 
28896 
28896 
28896 
28896 

21604 
25721 

26987 
28896 
25721 

21605 

26987 
25721 
25721 
28896 
25721 
28896 


THROUGH    JUNE   30,    1977 

Page 

Footnote  1  removed '?^ioc 

70.23     <a)<lli  added 17126 

(a)  amended 17100 

Footnote   1   removed 25721 

Footnote  2  removed 25721 

Note    removed;    new    note 

added  ,   --  25721 

71     Appendix  D  note  removed.- .  ^b^^l 
71.64 


Footnote  1  removed 

50,54     'pi  revised;  tq'  removed- - 

50.55a     >c"3i.  id)  i3).  ie"3),  (f) 

i3'     and    ih)    amended    and 

footnote   added 

50  59     iaM2)<i»    amended 

50  65     Footnote  2   removed 

50.110     Note    added 

50     Appendixes  F  and  I  amended- 

Appendix  Q  added 

51.20      'e'   revised 

le'    table  corrected;   CF«  cor- 
rection    

'e'     hearing     

55  60     Note   added 

70.19     Id    amended 

70.22   li'  added 


17100 
25721 
16378 
25721 
6580 
28896 
28896 
33266 
25721 
25721 
22887 
22887 
25721 
10838 


22887 
20139 
25721 
25721 
20139 
22)B87 
13806 

18387 
26987 
25721 
28896 
17126 


70.53 
70.57 
70.59 
70.71 


73.2 

73.4 

73.50 

73.55 

73.70 


Note  added 25721 

(q)  added ]'^°^° 


Revised  ^^^^S 

Introductory  text  revised--  10838 

Added   10838 

.     Introductory  text  and  lo 
revised   1?840 

73.80     Note   added ~^ nl\ 

100     Appendix  A  amended 2052 

140.2  (a)(3)    added 

140.3  <h)  through  ij>  redesig- 
nated as  li)  through  (k) ;  new 
(h»  added 

140.5    Amended    

Amended   

(a)  revised;  (c)  added 

Revised  

(b)   amended;   (a)<4j   re- 
vised    If onlAfi 

(a)i4)    amended Va 

140.13a    Added  '*^ 

(a)    amended 20140 


140.6 
140.7 
140.10 
140.11 


48 


48 
49 
49 
49 
49 

49 


140.14 
140.18 
140.20 
140.21 
140.22 
140.90 
140.91 
140.92 
140.93 
140.94 
140.95 
140.107 


49 
49 
49 
50 
50 


(a)  '2)    revised 
(a)  amended -- 

Revised 

Added  

Added   

Note   added 25721 

Amended    20140 

Amended  50.  20141 

Amended  50.  20141 

Amended    20141 

Amended    20141 


Added 


51 


Amended  20141 

140.108     Added   " 

Amended 20142 

Appendix  H  corrected.  .> itoLa 

150.17     <b)   amended 33266 

150.19     <b)  amended 33266 

150.30     Note    added 25721 

Chapter  II — Federal  Energy  Adminis- 
tration 

Chapter   II     Interpretations.. 

10963.   17100.  23722.  25648. 
203.1     (bt    revised;    undesignated 

text  following  'O  amended 
203.3      Introductory  text  revised. 
203.6     (b)(3)  and  ic)i2)  revised. 


7923. 
31143 

3814 
3814 
3814 
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Page 

203.8     <c)  amended 3815 

203.25     tei  amended 3815 

203.26a     Added    3815 

203.27     'a'   and  ib)   revised;   (d' 

added 3816 

203     Appendixes  E  and  F  added--  3816 

210.35     (h)il)    added 4418 

(h)i2)  added 4421 

(h)   il)  and  12'  removed 5036 

211.1—211.29  I  Subpart  A'  Ap- 
pendix  amended 4419 

Appendix  removed  in  part 5036 

211.1     (b)il0)    added 4418 

(b)(10)  removed 5036 

211.29  Introductory  text  and  (a) 
through  Id'  redesignated  as 
(a)  introductory  text  and  il ' 

through  1 4)  ,  ib'  added 4422 

211.61—211.71  iSubpart  O  Ap- 
pendix  amended 9381 

211.66  <k)    added 21763 

211.67  ie)i2)  revised 21272 

(d)(6)  and  i7i  added 21763 

(m)(5)    Added 27910 

211.71     (e)    added 5033 

211.81—211.87  ISubpart  D)  Ap- 
pendix added 5035 

Appendix  amended 7946 

211.82  Amended    5035 

211.83  ic)i2)(v)    revised 4424 

Introductory   text    added;    ic) 

revised  5035 

Comment  time  extended 8362 

211.93     <c)(2)(iv)   revised 4424 

Comment  time  extended 8362 

212     Rulings  3628. 

4409.  4833.  12161.  15302.  235i01 

212.31     Amended    4421 

Amended  text  removed 5036 

212.58     Added    4421 

Removed  5036 

212.71—212.74  'Subpart  D)  Ap- 
pendix    I  Schedule     No.     5' 

added 1458 

Appendix     i  Schedule     No.     2) 

added  13015 

212.83     (c'(2)(iii)    fC)    and   lE) 

amended   s'i028 

(c)(1)  (1)  redesignated  (c)(1) 
(1)(A);  (CMDUXB)  added: 
(c)(2)(i)  and  (iiinBi  re- 
vised    5031 

(c)  (2)  (iii)  (E)  corrected 14084 

(h)(2)(iv)    added 22882 


Page 
212  91—212  94    'Subpart  F)      Ap- 
pendix  'Special  Rule  No.   1' 

added   1036 

Technical  correction 2308 

Corrected     5346 

212  93      <b'i4i  revised 22133 

'e>    revised 22134 

21295     Added    27910 

212.112     'a'  and  'bXD  revised..  5031 

213.5     Revised   20814 

213  9     'a'  and  'b'  amended 20814 

213  12     lai  and  'b'  amended   ._.  20814 

213.13     Nomenclature  change 20814 

213  15      'd'     revised 20814 

213.16     (a'  amended 20814 

21320     'a"2i     revised 20814 

213.21     (an2)     and     ib)(2)     re- 
vised     20814 

21332     (d)    revised 20814 

213.34     (b)  and  lei  revised 20815 

213.37  'a'  and  ic  amended 20815 

214  1       b'  revised 29298 

214  21     Amended 29298 

214  31     Heading,     la),     (b),    (c), 

and    e-   revised;   (h)  and  'i) 

added    29298 

214.32     la)  and  ib>  revised 29299 

214.41     lb)   and   id)il)   revised.-  29299 

303     Authority  citation  revised--.  23134 

303  2     Amended    23134 

303.4     ib''l'  and  i3)  amended..  23135 

303.8  'C       amended:       ih)i3) 
added   23135 

303.9  idi'l)     amended:     (f>(3) 
added    23135 

303  10     la'.       'b) (1)       and      i2) 

amended    23135 

303,12       ia)(2)       revised;       ib' 

amended   23135 

303  13     Revised  23135 

303.30     la'  revised 23135 

303  33     Amended 23135 

303  34     Revised 23136 

303  35      'a"  2'  revised 23136 

303  36       'a)(l)        through        '3' 

amended;    tb'   revised 23136 

303  37     'b"l)    and    '2'    and    ic) 

revised:   'd'   amended 23136 

303.38  <a<  and  'd'  amended 23136 

303.40  'a'  revised 23136 

303.41  lai  amended:  'b'  revised.  23136 

303  43     Amended 23137 

303  44     Amended 23137 

303  45     la'il-     through     '8'     re- 
vised; laiill'  amended 23137 

303.46     (a)ili  and  '3'  amended-  23137 
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amended;    (bii3i 


Title   10,  Chapter  II — Continued 

303  47     <bi  and  td»  amended;  (c^ 

revised  

303.48     ic>  revised;  (d>  amended. 

303  30     ibi  amended 

303  51     Amended 

3U3  52     ibi  amended 

303  54     'a>  amended 

303  55     lai    corrected 

303  56     (aH3)(ii   amended 

303  57     ib^  a)  (JiHA^  and  (b)(2) 

amended 
303  58      <b><2) 

revised  

303.61     laHi)    and    (2i(ii)    and 

ieiil>.and  <:g)(l>  amended. 

303  73     <a)    amended 

303  85     tbt(l)(i>     through     (iii) 

and  i2»  revised 

303  86     Revised 

303  87     Revised  

303.88      Revised    

303  105     <ci  amended 

303.106  ia>(2»       through      (4) 
amended  

303.107  (aM3)  (ill)  amended;  (b) 

1 2  M  iii  I  revised ;  ( b  ><  3  >  added. 

303.108  idi  amended 

303.109  Introductory  text  re- 
vi.^ed  --J 

303  110     (c)  amended 

303  120     Revised 

303  122     'c.<  revised;  <e)  added-- 

303  133     Revised   

303  134     Revised   

303  135  1  ail  1 1  and  (2)  amended; 
(bi  removed;  <c>  and  (d>  re- 
designated as  (b)  and  (c)  and 

revised    . 

303  136     'b'  revised:  (c)  added. - 
303  137     'aM  1 1   and  (2i,  and  (b) 
(1>  removed;  ib''2)  redesig- 
nated a.s  lb'  and  amended  — 

303  138     RevLsed   

303  139     >b>  and  ic)  revised 

303  140     Ml  amended 

303.145      a  1(3)  corrected;  (c">  re- 

vi-^ed   

303  170     Ajiiended 

303  173         'ai         revised;         (g) 

amended    

303  191      'd-  amended 

303  200     la'  and    bi  amended 

303.203     .^mended 

305     Authority  citation  revised — 

305.1  'b'  amended 

305  2  Amended 


Page 

23137 
23137 
23137 
23137 
23138 
23138 
23138 
23138 

23138 

23138 

23138 
23138 

23138 
23138 
23138 
23138 
23138 

23138 

23138 
23138 

23139 
23139 
23139 
23139 
23139 
23139 


23139 
23139 


23139 
23140 
23140 
23140 

23140 
23140 

23140 
23140 
23140 
23140 
23140 
23140 
23140 


305.3  ib)(li  amended;  'd)  re- 
moved   

305.4  (b)(1)  amended;  (d)  re- 
moved; (e)  redesignated  as 
(d) 

305  5    Revised  

305.6  Removed    

305.7  Revised  

305.8  (a>  and  (c)  amended;  (b) 
revised  

305.9  Revised  

307  Heading  and  authority  cita- 
tion revised 

307.1  'a)  and  (b)  amended 

307.2  Amended 

307.3  Revised 

307.4  (a)  revised 

307.5  Revised  

307.6  Revised 

307.7  (a)  amended;  <b)  through 
(d)   revised 

309    Authority  citation  revised.  . 

309.1  Revised  

309.2  Amended    

309.3  (a)il),  <b),  (c)  introduc- 
tory text,  (c)<2),  and  (di i2i 
amended;  (c><li  and  <d)(3) 
revised  

309.4  Amended    

420.1     Revised  

420.11     Amended 

420.36    Revised  

420.100—420.109       (Subpart       E' 

Added  

430     Added  

,  440     Added  

450    Added  

!  500    Added  

PEA  RULINGS: 

1977-1  


1977-2 
1977-3 
1977-4 
1977-5 
1977-6 


Page 

23141 


23141 
23141 
23141 

23141 

23141 
23141 

23142 
23142 
23142 
23143 
23143 
23143 
23143 

23144 

23144 
23144 
23145 


23145 
23146 
26417 
26417 
26417 

26418 
27898 
27903 
33162 
4819 

3628 

4409 

4833 

12161 

15302 

23501 


Chapter  III — Energy  Research  and 
Development  Administration 

707.8  (b)  revised 15891 

707.9  <a)  revised 15891 

710     Heading  revised 7946 

710.1     Revised  "946 

710.3     Amended "(946 

710.5     (a)  revised;  ig>  added 7947 

710.11     (b)  (7)  revised 7947 

710.20  Revised   "947 

710.21  Revised   7947 
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Page 
710.27     fm)(2),    (o),  and   (p)  (2) 

revised  7947 

71033     iC   revised 7948 

710.34     (b)  revised 7948 

711     Revised   4827 

745.3  (gi  and  'hi  amended: 

<ji    added 30493 

745.4  lai  amended:   tb'  redesig- 
nated as   ici    and  amended: 

new  ibi  added 30493 

745.5  (bi  amended 30493 

745.11     (ai   amended 30493 

745.16     laM  1 ,,   ,2  I   and   '3\  and 

(bi    amended 30493 

745.18     Amended 30493 

Title    10 — Proposed   Rules: 
2    3178,22165,31167 


TITLE   n— FEDERAL   ELECTIONS 


33317 
20145 
14880 
33317 

33317 


9 17131 

11  

30 r.rr.".._ 

31  7158.  15913 

32  7158,15913,33317 

33  33317 

35 12185, 

36  

40  '-"""""' 

50  14880,17134.25744 

51  3173 

70.-  13834,  14880,  15914,  25744,  28147 
73  8382,25744 


110 
150 


202 
211 


212 


213 
214 
215 
303 
305 
307 
309 
420 
430 


440 


25743 

33317 
33317 
33317 
12186 
33317 
28147 
33317 
13837 


11^   22149,26990 


8382,  9394.  11842,  12187,  13116 
15419.  16807,  19499,  20826 
22889,  23859.  27936,  33338 


.  28147 

5362, 

14737, 

21789. 


2646, 
12066, 
22374, 


4491,  5364.  6857,  9675  10319 
13116,  15419,  19499.  21789 
22889,  25329,  27936,  29490,  33338 

15317,  17470 

14116.  16811 

3652 


16150 


16811, 
23860, 
30206. 


21576, 
25329, 
30210, 


21580, 

26430. 
30401, 


450  20012 

791  

810  /_  "_ 

871  


21584, 

27941. 
30627, 
17470. 


15320 
15320 
15320 
15320 
20302 
15423. 
21589, 
27951, 
32553 
20476 


20557,  29906 

20831 

23865 

26431 


Chapter   I — Federal    Election 
Commission 

2  Added  ' 

3  Added _.         " 

102.9  Amended '_ 

'c)(3iiiiii,      (41      introducton.- 

text  and  i4)(ii)  revised 

102.10  Amended 15206 

104  2     Amended _' 

'  b  1  '  9 1    amended 

114.4     ici'2i   amended 

to  (2)    revised 

134.3     (c)(2'   amended 

'CI '21    revised 

Title    11 — Proposed    Rules: 

2  

3  

Ch  II 


Page 
13202 
13202 
15206 

19324 
19324 
15206 
19324 
15206 
19324 
15206 
19324 


3810 

3810 

26990 


TITLE   12— BANKS 
BANKING 


AND 


Chapter    I — Comptroller    of    the    Cur- 
rency, Department  of  the  Treasury 

4.17     (b)(1)  (i),  (d)(2)   introduc- 
tory text  and   id)(2Mii,  and 

'eiili   amended 2950 

5.1     Revised   26969 

7.7016     Revised   .. _.   _   ''4207 

921  Added ::::::  26969 

9.22     .Added    26969 

16     Revised    2201 

16.6     (b)  Items  1  and  8  corrected.     3299 

Chapter   II — Federal    Reserve    System 

202     Revised 1251 

Interpretations 15891.  21605 

202,13     <ci  111  and  (3)  amended.     2950 
202.1101     Added    _..  2''861 

2021102     Added    22861 

202  Appendix  B  added 5679 

203  Interpretations 19123 

204.1     'fi    interpretation 13296 

204.5  <a)  (1)  (iii),  (b)  and  (o  re- 
vised       9999 

206.71     Revised 3172 

207     OTC  margin  stock  list 968 

Forms  revised  under  Regulation 

G  29299 

2088     (e)i5i   amended 20815 

210     Heading  revised .._     31764 

210.1—210.16  'Subpart  A  1  Head- 
ing added  and  nomenclature 
changes    31764 
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TiHe    12,   Chapter   II — Continued 

Page 

210.2  la'      revised 31764 

210.50—210,65     (Subparts) 

Added  31764 

211  112     Added   752 

212.3  thi    added 2951 

213.106     Added   752 

217.1     if'    interpretation 13296 

217.4  (d>    revised 16615 

217.7     (bUD  and  fe>  revised 20186 

220  OTC  margin  stock  list 968 

220.3     I dM5)  and  <i)  temporarily 

suspended  in  part;  efif.  1-1-77-      T53 
1'   4'  revLsed 22862 

221  OTC  margin  stock  list ,fi68 

224  OTC  margin  stock  list 968 

225  136     Added;  eff.  12-22-76 1263 

225. 137  Added;    correctly  desig- 
nated       1263,2952 

225.138  Added    10969 

226  Staff    interpretations 1264, 

3827.  5690.  7948,  9384.  10680, 
12851,  13103.  14859,  16130,  17865, 
18056,  22360,  25489,  25491,  27570, 
28520.  30148.  31430 

226.1  •€'  amended 3 

(dt  (1)  and  i3»  amended 2950 

226.2  'x*    corrected 753 

226.6     <d>  and  'g»  amended 3 

lai    amended 20455 

226  8     ^h"l>    corrected 13296 

'b"8'    added 20456 

226.10     (hi  amended 3 

226.15     (a>  and  tb>  t5),  (9).  (11), 

and  il5'(iii>  amended 3 

226810     Interpretation   removed.  20456 

226821     Added    1912.^ 

226  1501     Added    10971 

226,1502     Added    10974 

226  1503     Added    10976 

227.2     (a»(2)(i)   amended 2950 

2616     <a><l'  revised 9386 

(^i(l'    amended 10681 

261b     Added 13297 

264.735-8     (ai  revised 27876 

265  la     (ai  removed:  (b>  and  (O 

redesignated  as  (a'  and  (b)__  25318 
265,2  lO  '19'  through  (22) 
added;  (h)  (1,)  through  (3) 
removed;  (h)  (4>  and  (6)  re- 
vi.sed:  (hi  f4)  through  <6>  re- 
designated as  (h»  (D  through 

(3) 2950 

(c)(23>  and  (f)(35>  added 28522 

(f)  introductory  text  revised; 
(f>  <33i,  (34' ,  and  (35i  redes- 
ignated as  '34),  i35»,  and 
(36;  new  (f>(33'   added 30601 


Page 

265.3     Corrected 2501 

268     Added 28522 

271.6     (a)  revised 13299 

281.2     Added   13300 

Chapter    III — Federal    Deposit    insur- 
ance  Corporation 

310.2  (i)    added 6796 

310.3  (b)   amended 6796 

310.4  (c)  revised 6796 

310.5  (b)  revised 6796 

310.8  (a)  amended 6796 

310.9  Heading,  (a),  and  (O   re- 
vised       6796 

310.13     Revised  6797 

311     Added 14676 

311.5  (b)(3)    corrected 16616 

311.6  (a>    corrected 16616 

326.5  (a)  revised 10312 

329.0  Amended 21101 

329.4  (d)    amended 19325 

329.6  (b)(4)    added 21273 

(b)(4)  technical  correction 22362 

329.7  (a)  revised 21101 

(b)(3)  revised;  (b)(6(  added___  21273 
(b)(3)    and   (6>    technical  cor- 
rection     22362 

330.5  Existing  text  designated  as 

(a);   (b)   added 10312 

331.1  (e)  added 10312 

335.4  (i)   amended;  eff.  12-20-76 

in  part 13105 

335.7     id)(3)(v)  and  (e>(15)(ix» 

added;  efT.  1 2-20-7 er^irKimrt-  13105 
335.41     Amended;  eff.  12\20-76  in 

part 1 13107 

335.44     Revised;   eff.   12420-76  in 

part L 13105 

Corrected 15308 

335.51     Amended;  eff.  12-20-76  in 

part 13107 

342     Added 19325 

Chapter    IV — Export-Import    Bank    of 

the    United    States 
407     Added 12417 

Chapter  V — Federal  Home  Loan  Bank 
Board 

505b    Added 13107 

523.10     (g)(4)(i)    and    (iii),    (h) 
(3) ,  and  introductory  texts  of 

(g),  (g)(4),  and  (h>  revised.  16616 

526.5  (c)  revised 32764 

545.6-1     (a)  (5)  (V)  revised 29473 

(a)(7),  (b)  (2)  and  (3)  revised-  32765 
545.6-12     (a)  revised 32766 
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Page 

545.6-25     (c)  added 14084 

545.9-1  (a)(4»  (Iv)  and  (v),  (b) 
(3)(1)   Introductory  text  and 

(e)    revised 9387 

545.9-2     Revised  16616 

545.20     (a)  revised 21607 

561.15     idi'2'    introductory   text 

revised    29473 

563.9-5     (ct  added 14084 

.S63.39-1     Added    2952 

563b. 9     le'  revised;  <h)  removed-  14085 

570.2     Removed 2953 

571.13     Added    32766 

Chapter  VI — Farm  Credit  Administra- 
tion 

600.10     (a>  revised 20617 

601.110     (c>  revised 2666 

601.127     Added    2666 

601.170     Revised 2667 

604     Added 12161 

611     Subpart  D  revised 20617 

Subpart  E  amended 20617 

611.1120     (a((l>  revised 32226 

614.4340     Revised   20457 

614,4345     Revised   20457 

614.4354     le)  revised 20457 

615.5100  Redesignated  as  615.- 
5101   and   revised:   new'  615- 

5100  added 32226 

615.5101  Redesignated  as  615- 
5106:  new  615.5101  redesigna- 
ted from  615  5100  and  re- 
vised-       32226 

615.5102  Redesignate!  as  615.- 
5107:  new  615.5102  added 32226 

615.5103  Redesignated  as  615- 
5108:  new  615.5103  added 32226 

615.5104  Rede.^ignated  as  615- 
5109:  new  615.5104  added 32226 

6155105     Added    32227 

615.5106  Redesignated  from 

615.5101    32226 

615.5107  Redesignated  from 

615.5102    32226 

615.5108  Redesignated  from 

615.5103    32226 

615.5109  Redesignated  from 

615.5104    32236 

618.8010     <d)     introductors'    text 

and  (3^   revised 32227 

619.9200     Revised   20457 

Chapter  VII — National    Credit   Union 
Administration 

701.20     Revised 10978.  25R51 

702.1     Revised   24252 

Technical  correction 26197 


Page 

7022     Revised   24253 

Technical  correction 26197 

704     Added 1458 

720.4  'aH3)    revised 18057 

720.35     Revised  13015 

748.5  <a'   amended 30493 

760.2     (a»  revised 16131 

'a((3>   corrected 20114 

Title  12 — Proposed    Ridrs: 


10  . 

202 

208 

217 

220 

225 

226 

261t 

309 

311 

329 

340 

343 

405 

505t 

523 

526 

543 

545 

550 

555 

561 

564 

566 

584 

604 

611 

614 

615 

618 

619 

701 


16813 

25508 

- 16821.  20477 

19350 

22894 

9679,  16821.  22560 

780,  1268,  20478  23516 

5699 

19351 

8146,9680 

12188.  21112.  22378 

27955 

«-. ---  16823 

5364 

2503 

2328 

18404 

29511 

2328,13301.17463.29512 

31803 

14883 

17483 

2328 

31803 

29512 

55.2078 

19887.31167 

12189.31167 

19887.31167 

19887 

12189 

11016.  11247,  15427,27251  33341 


TITLE  13— BUSINESS  CREDIT  AND 
ASSISTANCE 

Chapter   I — Small   Business 
Administration 

107  101     (dM2Mii   revised 12037 

107.203     (bi(3Miii)  revised 31767 

107.205      (b'  revised 31767 

107.901      'C>    interpretation--    ...  14678 

108502-1     (f(   revised 18388 

112.2     (ai  revised 13537 

(b)  revised 13538.  20286 

112     Appendix  A  added: 13538 

Appendix  A  revised 20287.  28530 

121.3-10     Corrected   20457 

121.3-16     Added    29300 

123.1     'a>  revised 17102 
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Title    13 — Continued 
Chapter    111 — Economic    Development 
Administration,       Department       of 

Commerce  1 

Page 

301  2     Amended 5598 

302  7     (a)<l>U'  and  <ii>  revised-  23796 
305  5     <cMl)    removed;    (b)    (1) 

and  <3wiii)  revised 5599 

305  6     'a'    revised 5599 

3058     Added 5599 

305  53     Removed    5599 

306  1       a     6'     added 12038 

■  ai    revised 26198 

306.2     (di     added 12038 

306  3     lai  revised;  (g>  added 12038 

'h<  added 26198 

306  8     'gi     added 12038 

306  10      di    redesignated  as  (e) ; 

new   'd>    added 12038 

30611     idi    removed 12420 

306  13     tf>   added 12038 

3094  Heading,  (ai  introductory 
text  and  '2)(iii.  and  'b)  in- 
troductory   text   and    (2)  (il) 

revised;   <ct  added 5599 

(c)<^)    added 14860 


309  14 
309,26 
312  3 
312  4 
312.5 
312  6 
312  7 


a  I  revised 23146 

'b>    revised 753 

Revised  6365 

Revised  6365 

a'   revised 6365 

Revised   6365 

i'd>  revised 6365 

315  61     Revised  12420 

317  Added 27432 

318  Added   27446 

Chapter    V — Regional     Action     Plan- 
ning   Commissions 

500.3  'b'    revised 22135 

520  1     Existmg  text  designated  as 

lai;  lb)  added 22135 

520  2     (b)  revised 22135 

520  3     Revised     22135 

520.4  Revised    22135 

551     Added 22135 

Added 22135 

Heading  added 22137 

Heading  added 22137 

Added 22137 


553 
554 

555 


115 
116 
117 
118 
120 
121 


122 


Page 

9397 
32257 


2980.  4854, 
26660 


8148,  9184.  12435, 


32257 

9183 

23614 

2505, 

16157, 

9183 


TITLE   14— AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  AdmiT<- 
istration,  Department  of  Transpor- 
tation 

1.1     Amended ^5041 

23.785  Heading,  (b>,and  tg)  re- 
vised; (h).  'i),  (j),  and  'k' 
added  30603 


23.901 
23.939 
23.943 
23.959 
23.967 

(5) 
23.973 
23.975 


23.1093 
23.1121 
23.1141 
23.1145 
23.1193 


560.7     Revised   22137 

Title    13 — I'roposed   Kulen: 

107  13561,16334 

108    11842 

112  2506 

113  - 29317 


(c),  (d),  and  (e)  added--  15041 

(bi    removed 15041 

Added ISO-il 

Amended 15041 

(a)<4)(ii)    amended;    la) 

revised 15041 

(d>  added 15041 

(a>  (5>  and  (6)  amended; 

(a>(7)   added 15041 

23.995     (0)   revised 15041 

(b)     revised 15041 

(b)  revised;  (h)  added--   15042 
(g)  added 15042 

(c)  revised 15042 

...     Heading      revised;      (f) 
added   15042 

23.1203     Added 15042 

(w)    added 15042 

(a""    removed 30603 

(a)  revised 15042 

(ci  revised;  (e^  added--  15042 
(c)  (2'    table  revised;   'd 

amended 2053 

(b)a>  and  (c^  revised-.-  15042 

(c)  revised;  (e)  added---   15042 

(a)  revised 15042 

(b)  removed 15043 

Added 15043 

Added 15043 

Added 15043 

Amended 15043 

(e>  removed;  (f>  added--   15043 

(d)  added 15043 

(b)     and    (c)     amended; 

added 15043 

(a)    removed 15043 

(a)  (1)    and   'd*    revised; 
added 15043 


23.1305 
23.1307 
23.1337 
23.1557 
25.807 

(3) 
25.901 
25.903 
25.933 
25.939 
25.943 
25.945 
25.952 
25.959 
25.963 
25.965 
25.973 

(d) 
25.995 
25.1091 
I  (e) 
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25 
25 

25 
25 
25 
25 

25 
25 
25 
25 
25 


27 

27 


27 
27 
27 
27 
29 
29 
29 
29 
29 
29. 
29 
29 
29. 
29. 

29. 
29. 
29 

29 
29 

29 
29, 
33 
33 
35. 
35 
36 
36 


36 


36 


Pago 

.1093     'b>  revised 15043 

.1121     Introductorj-  text  added; 

lb'  revised;  >c*  amended--,  15043 
.1123  Introduct-orv- text  added-  15044 
.1141     le)  removed;  ifi  added-   15044 

.1145     (c>   revised 15044 

1197     <bi     amended;     <c>     re- 
moved     15044 

1199     ib^  and  (c^  revised 15044 

.1207     Added    15044 

,1337     la'   revised 15044 

1549     Revised   15044 

.1585     <a)  (7)  and '8>  amended: 

iaM9i   added 15044 

.571     (a)   amended 15044 

.901     (c)  added 15044 

923     I  a)    through   le*    revised; 

<ji    added 15044 

927     lb'  introductory  text.  (2), 
and  i3'  revised;   (c)  added..  15045 

965     Revised   15045 

1093     'bi   revised 15045 

1121     idi  revised;  (gi  added-.   15045 

1141      ici  and  (d»  added 15045 

.1145     'bi  revised 15045 

.1337     -a)  revised 15046 

571     <&■>  amended 15046 

901     <b> '1 1  revised;  (c)  added-  15046 
903     id'   and  le)   removed. _-      15046 

908     Added    15046 

927     ic   revised 15046 

965     idH3Mi)    revised 15046 

991     (b)  amended 15046 

995     'a>    removed 15046 

1093       b'  revised 15046 

1121     Introductorj-  text  added; 

(b>  revised;  <C'  amended 15046 

1141      ifi   added 15046 

1145     'CI   revised 15046 

1193     -e-      introductory      text 

amended 15046 

1195       b'     revised 15047 

1197     (b>     amended:     'C'     re- 
moved     15047 

1199     'b>  and  (c)  revised 15047 

1337     'a>  revised 15047 

15     Revised   15047 

17     (ai   amended;   if)   added..   15047 

17     Revised   15047 

35     Revised   15047 

1     (c  amended:  (f*  added.-- •   12370 
.7     Revised;    old    ib)    (1).    (21, 
and   (3)    redesignated  as  36.9 

'a,),  (b),  and  'c> 12371 

9     '&K    'bi,  and    'c    redesig- 
nated and  amended  from,  36  7 

'b>   (1),  (2),  and  '3' 12371 

.201     (b>  and  to  revised 12371 


Page 

36  Appendix  F  corrected 4113 

Appendix  C  amended 12371 

37  203     Amended 19 

37  205     Added 17103 

39.13 1217. 

1218,  2053-2055.  3170.  3828.  3829. 
4114-4116,  5037,  5038,  5691-5693. 
6580.  6581.  7124,  8362,  8363,  9013. 


61.55 


9014. 

10841, 

12167, 

15308. 

17105. 

18858, 

21103, 

22863. 

24720- 

26202. 

29474, 

31767- 

32528, 

(bi t2i 


9670,  9671, 
10842,  11235, 
13270-13272. 
15893,  15894, 
17865-17868. 
20114-20116. 
21607,  21608. 
23503-23505. 
24724.  25722- 
26970.  275T1.  2757: 


10312,  10313, 
12164,  12166, 
13818.  14860. 
16379.  17103- 
18:^88-18390. 
20618.  21102, 
22137,  22862, 
24717.  24718, 
25724. 


-3: 


dJd. 


text 


30604-30606 
31771.   32520 
33266-33270 
introductory 

revised;   <e'   added 

Republished   

123-    

7123,  8364,  10843,  10844. 


26199- 

.  28874. 

31152-31156. 


12168.  15309. 
20621.20622 
20621.  20622. 
30607,  30609. 


17105,  2011' 


29475. 
30610, 


71 
71 
71 
71 


125 


3015  "I, 
32529 
-  7123 
. 20623 


18391 
301 

7121. 
11236, 
20619, 

30606, 


30606 

29476 

8364 


151  3829,7122 

163 

,171 2055, 

2056.  3170.  4117.  5038,  5693,  5694, 
8364,  9672,  10843.  12167.  13272, 
13273,  15308,  17868,  17869.  18859, 
20116,  20619.  20620.  23505.  28874, 
30610,  31772,  33272,  33273 


n  181. 


71 

71 

71, 

73 

73 

73 

73 

73 

73 

73 


2056 

9672. 

12167. 

15895. 

21103, 

24046. 

29476. 

31772, 

193 

203  -  

401  

Republished 


2055. 

3170.  3171.  4117.  5693.  7121. 
10314,  10843.  11236,  11237, 


13273. 

17105. 
21608. 
26971. 
30149. 
32529. 


13819. 
17868. 
22138. 
27574. 
30608. 
33272 


14861.  15308, 

20619-20621, 
23505.  24045, 
28113-28115, 
30609,  31157, 


7123 

13272 

14861 

654 


25  20623 

29  29476 

30 7123 

34  13273 

38 3829 

42  15895 
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Title    14,   Chapter   I — Continued 

Page 

73.53 7122 

73  88    11826,12168,14086,14862 

75     Republished   706 

75,100    4117, 

7125. 10844.  20624,  30150,  30611 

75400    . 30611 

91.1     (c)  added 22139 

91.7  Existing  introductory  text 
designated  as  (a)  ;  (a>  and 
(b>  redesignated  as  (a»(l) 
and  <aM2);  new  (b)  added..  30603 

91.33      bi(13i  added 30603 

Effective     date     corrected     tg 

6-25-77 32532 

91,39     <f)  added 24197 

■  gi   added 30603 

91.301—91307     iSubpartE) 

Technical   correction 14862 

95  7126, 15896.28116 

97.21—97.35 1219. 

2057,  3171.  5038.  5039,  7124.  9014, 
9673,  10844,  12168.  13274,  14862, 
15900.  17106,  18392,  20117,  20625, 
21609,  22864,  24725,  26203.  26972, 
28121.  29477,  31158.  32530,  33274 

101.35     id»  CFR  correction 19478 

121.13     (a)  amended 18394 

121.101     ibi  and    c)  revised;  (d) 

and  le'   added 27573 

121.311     (d.i(2)  amended 18394 

121.417     (b)(3)(iii)  revised 18394 

121.571     (ai(3>  and  '4)  added...  18394 

121.586     Added    18394 

121.601      'bi   revised  and  redesig- 
nated as  (c  ;  new  ibi  added.  27573 

123.27     Ik)  amended 18394 

133.1     Revised   24198 

Technical   correction 25724 

Effective     date     corrected     to 

6-25-77 32532 

133.11     Revised   24198 

I  b  I  amended ;  effective  date  cor- 
rected to  6-25-77 32532 

133.13     Revised  24198 

Amended,    effective    date    cor- 


date    corrected      to 


rected  to  6-25-77. 


32532 


133.15     Revised  24198 

Effective     date     corrected     to 

6-25-77 32532 

133.19     (a)(1)     revised;     (a)(2) 

amended;   (a)(3)   added. ,_..  24198 
Effective     dat«     corrected     to 

6-2.5-7 32532 

133.31     if>  introductory  text;  (g) 

added 24198 

(f)   technical  correction 25724 


corrected      to 


corrected      to 


Effective 

6-25-77  

133.45     <e)  added. 
Effective     date 

6-25-77  

133.51     Revised  .. 
Effective     date 

6-25-77  

135.27     (b)(14)      amended;      (bi 
(15)  revised;  ib)(16»  added.. 

135.81     Revised  

(g)    and    (h)    amended; 
revised;  (1)  added 

(a)  revised 

Introductory  text  revised- 
Introductory  text  revised. 

(b)  (2)    and   i3>   and  (c) 
revised;   (e)   added 

139.65     Amended 

139.105     Introductory     text     re- 
vised    

139.107     Revised   

139.109    Revised 

152.23     (a)  <6>  revised 

154.7     (b)  (14)  revised 


135.139 
(c) 
139.19 
139.49 
139.53 
139.55 


Page 

32532 
24198- 

32532 
24198 

32532 

18394 
18394 

18395 
8365 
8365 
8365 

14863 
8365 

8365 

8365 

8365 

32630 

32630 

Chapter   I! — Civil    Aeronautics    Board 

207.11     (b)(3)  revised 4117,20119 

208.6     (b)  (3)  revised 4118,  20119 

221.4     Amended 12422 

221.120     (a)    revised 19126 

221.165     (d)(l»iiil)  revised 32227 

221.176  (a)  and  (c)  through  (g) 
revised;    (h)    removed 20459 

221.177  Added    12422 

(a),  (bi  and  'O  revised 15901 

221.178  Added    28876 

221.179  Added 28877 

221a    Effective  date  corrected  to 

6-1-77 12169 

Effective  date  extended  to  7-1- 

77 26422 

221a.l     Correctly  designated  and 

corrected   12169 

221a.3     (g)  revised 1220 

221a.4     Added   1220 

221a.8     Note   revised 13016 

239     Revised 21765 

22 
23 
23 
23 
24 
24 
24 
24 
24 
24 


241  Sec.  03  amended. 
Sec.  1-9  amended... 
Sec.  2-1  amended... 

Sec.  2-3  revised 

Sec.  2-5  revLsed 

Sec.  2-6  amended... 
Sec.  2-7  amended... 
Sec.  2-10  am.ended.. 
Sec.  2-11  amended-. 
Sec.  2-12  amended.. 
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Pag» 

Sec   2-13  amended 25 

Sec.  2-14  amended 25 

Sec.  2-15  revised 25 

Sec.  2-18  amended 25 

Sec.  3  table  revised 26 

Sec.  5-2  amended 27 

Sec   5-3  amended 27 

Sec.  5-4  amended 28 

Sec.  5-5  amended 28 

Sec.  5-7  amended 28 

Sec  5-8  revised 29 

Sec.  5-9  revised 29 

Sec.  6  rensed 29 

Sec  7  table  amended 35 

Sec.  8  amended 36 

Sec.  10  amended 36 

Sec.  11  amended 36 

Sec.  12  amended 36 

Sec.  14  revised 38 

Sec.  15  amended ." 39 

Sec.  17  amended 39 

Sec.  22  amended 39,  11828 

Sec.  22  technical  correction 20286. 

23146 

Sec.  23  amended 40 

Sec.  24  amended 42,11828 

Sec.  24  technical  correction 20286, 

23146 

Sec.  32  amended 43 

Sec.  33  amended 44 

Sec.  34  amended 45 

Form  41  schedules  amended.  46,11829 
Form    41    schedules    technical 

correction    20286, 

23146 

287.3a    Revised 21610 

288.7     (a)   and  (d>   amended 3300 

(a)(1)  and  (d)  <!>  and  t2)  re- 
vised;   (a)(2)    amended:    eff. 

2-14-77 4118 

(b)(2)    amended 9999 

(a^   and  'd)   amended 14086 

296.1     <g)  revised 20120 

296.12     Revised   20120 

296.80-296.89     (Subpart  Hi 

Revised 33275 

300     Revised 17438 

300.2a    Revised 5346 

302.39     id)i2)  revised 14678 

302.410     (b)    revised 2667 

305.10    Revised  15062 

310b     Added 14680 

371.23  Heading  revised;  existing 
text  designated  as  la)  :  ib> 
added  7134 


Page 

371.25       a>'3>  revised 8366 

372.40   'Subpart  E'      Removed. _.     6797 

372a. 2     .\mended 28122 

372a. 20a  Heading  revised;  exist- 
ing  text   designated   as    "ai; 

(b>    added 7135 

373.4  Heading  revised;  existing 
text  designated  as   (a);    'b' 

added   7135 

373.10     'bM3i  re\^sed 8366 

378.3a  Heading  revised;  existing 
text  designated  as  'a':  (b) 
added   7135 

378.12  Existing    text    designated 

as  lai  and  ib' 7136 

378.23     Heading  revised;  existing 

text   designated   as    'ai;    'b' 

added   7137 

378a2     .^mended 28122 

378a. 27     Existing  text  designated 

as  <a)  and  lb' 7137 

378a. 50     Revised 2309 

378a     Appendix  C  removed 2309 

384  4     Revised    32228 

384.7     Revised    15901 

385.2     Revised   15902 

385.9     Revised 2668 

385.13  (si  revised 2668 

(r)(3>    revised 8139 

(hh'  revised;  (jj)  added 20121 

385.14  if)  and  <g)  added 1220 

iaH3i     introductorv-     text    re- 
vised;  ia)i3)(ixi   added 15309 

385.16       i'  and'ji  added 23600 

385  17     -gi  added 25852 

385  18  Heading  revised:  ig'  re- 
moved    25852 

385.18a     lai    revised 25852 

385.19  ig'  added 14683 

385  24     Revised   13016 

399.20  a",  'c  .  and  id'  revised: 

'e'   and  <fi   removed 33276 

39962     'c)(2i  revised 21611 

Chapter  V — National  Aeronautics  and 
Space   Administration 

1201     Revised 12169 

1206.300     (b>  <3i  revised 17869 

1206.401     <ci  and  ik"  revLsed 17869 

1206503     'b>  revised 17869 

1214     Added 3829 

1214.200—1214.207  (Subpart  1214.2) 

Added 8631 
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Title    I  I I'ropixid    Hides: 

Page 

:  — 199   (Chapter  I) -  26991 

1  17135.28148.33345 

23' 29688 

25  '     _. 8390,21202.29688 

27  '_'_[ 29688 

29  29688 

33  "      21202.29688 

39  1268-1270. 

5701-5703.  6598.  7159.  7160.  9680  9682, 
10863,  11249,  12190.  13302.  13837. 

15914,  17136.  17137.  17879.  17880. 
18405,  18861,  20145.  20146.  22172. 
22896.  24751.  28897.  29513.  31171. 
31172.  33341.  33342 

71    1270, 

1271  2078,  2.079.  3179.  3180,  3861-3863, 
4132,  4133.  5074,  7160.  7161.  8390-8392, 
9029,  9582,  9683,  10854,  12190.  13302- 
1J30}.   l;i838.   14884,   14885.   15335. 

15915.  15916,  16445,  17138-17140, 
1B406  18861,  19491,  20147.  2fl634. 
20635,  21112.  21P20.  22172.  22173, 
24066,  24752.  25739.  25740,  26217, 
26992.  27603,  28149.  29513-29516, 
30210-30213.  30638-30642.  31173, 
31174,  31805-31808,  32553-32555. 
33343,  33344 

73     13304.13305,17139.30642 

75        7161,12191,17140 

77   30643 

91    , 3863,14885.33344 

107  30766 

121  --    ---   17141,21202,33345 

129    nui 

152    2850,  4134,  15916.  22896 

183  ---  18407 

200—399  (Ch.  II)- 26558.28898 

221 .  — 11843.  19355 

239 2693 

241    8392,21793.24216 

288 1271.  15336.  18282.  21487 

292    11016.12191 

298    -  .- - 2692.28150 

302 1 15916,  17484.  23841 

304 8663.9403 

310b 2995 

313  9184 

370  2999 

371    5367.8151,30376 

jyfs    ---  8151 

378a  8151,12066,16158 

399  --- 3180, 

1241  31605 

6599.  9184.  15336,  18282,  21487,  29612 
1245  25508 

TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Subtitle  A — Office  of  the  Secretary  of 
Commerce 

3     Technical    correction.    27574 

3.3     Existing    t-ext   designated   as 

lai;   'b'    added 7137 

16     Added 26648 


Chapter    I — Bureau    of    the    Census, 

Department   of   Commerce 

Page 
50.10     Revised  22362 

Chapter  III — Domestic  and  Interna- 
tional Business  Administration,  De- 
partment of  Commerce 

369.3  (b^    amended;    (b)(1)  (vi) 
added  2057 

371.2     (c'(9)  revised 18397 

371.9  (b)  (1)  revised 12852 

(a)(l)(i)  and  (ii)  revised;   (b' 

(5)    added 18397 

371.10  (b)  revised 12852 

(a)(l)fi)   and  *h>   revised;    ib> 

redesignated  as  ( b '  >  i )  ;  i  b ) 

(5)   added 18397 

371.12     (d)(1)    and    (2)    revised; 

(e)    added 18398 

371.16     Revised;  eff.  1-1-77 1223 

(a)    amended 18398 

376.9  (c)(4)  revised 12853 

(c)(5)    amended 18398 

376.10  Revised  23796 

377.6  (d)  (l)(il)  and  (7)  re- 
vised; (d)(9)  and  te^'S* 
added:  eff.  1-1-77 1223 

(c)  amended;  (d)  (7)  and  (e>  '2' 
revised:  (d)  (9).  (e)  (9',  and 

(10)    added 18398 

377     Supplement  No.    2   revised; 

eff,  1-1-77 1224 

Supplement  No.  2  revised 18399 

379.4  <eMl)(iii'   revised 28999 

386.2     (a^    revised 18401 

Chapter  iX — National  Oceanic  and 
Atmospheric  Administration,  De- 
partment of  Commerce 

920  Revised 22041 

931  Added H^S 

932  Added 19856 

950  Revised 25852 

Title    lo — Proposed   Rules: 

70    _      27256 

SOs"-!!!---- 19888 

806      19888 

920   2507 

923    5074 

933  .... --  4046.10319 
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TITLE   16 — COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

Page 

0.5     Removed 13540 

0  6     Removed 13540 

0.18     ib>^9»  amended 27218 

2.14     ici  revised 13540 

2.32     Revised  3300 

3.23     lai  and  'b'  revised 31591 

lb)   and  authority  citation  cor- 
rected    33025 

3.52     <fi    amended 13540 

3  61     'b'  revised 13540 

4.2  'C   revLsed 30150 

4.3  ibi  revised 30150 

4.9  'bM4i  revised;  (bW23i.  '24), 
and  (25)  redesignated  as  (b) 
(26i .  t27i ,  and  '2£> ;  new  ib"* 

(23 >,  '241.  and  <  25  >   added__   13540 

4.10  lai    introductory    text    and 

(b>   revised 13540 

4.11  (a)(2)(i)(A)    revised 4834 

(a)  (1)  (i)  (E) ,  (iii)  (Di .  and  (iv) 

(A).   (a)(2)(i)(A).   (C),   (il) 

'A).  <iii),  ib),  (ct   revised---  13820 

4.14  Added   13540 

4.15  Added    13541 

(a)(3)  and  ic)i2)  corrected 15409 

14.10     Removed  13541 

21  Removed  12171 

25  Removed  31591 

28  Removed   19860 

30  Removed   12171 

32  Removed   12171 

39  Removed   12171 

42  Removed   31591 

43  Removed  12171 

48  Removed   12171 

50  Removed   12171 

51  Removed   12171 

58     Removed   12171 

64    Removed  19860 

71     Removed  12171 

88     Removed   12171 

92     Removed   12171 

101     Removed   12171 

132     Removed    31591 

136     Removed   12171 

144  Removed  12171 

145  Removed   12171 

149    Removed  19860 


Pmge 

158     Removed    31592 

161     Removed    12171 

169     Removed    12171 

176     Removed    31592 

181  Removed    12171 

182  Removed    31592 

185  Rtn;oved    12171 

186  Removed    31592 

193  Removed   19860 

194  Removed    31592 

196     Removed    12171 

198  Removed    12171 

199  Removed    12171 

201  Removed    31592 

202  Removed    12171 

207     Removed    31592 

217     Removed   12171 

220     Removed    198S0 

222     Removed    12171 

227     Removed    12171 

433  3     Added   19490 

502.100     I  c  '  and  CFR  source  note 

corrected  18057 

702     Interpretation    15679 

801     Transitional    rule 6365 

Chapter  II — Consumer  Product  Safety 

Commission 
1012     Cross  reference 5040 

Revised 14684 

1014.6  'a)  amended 22878 

1014.8     I  a) ,  (c) .  introductory  text 

of  'd)  and  td)  <3)  amended--   22878 

1014.12  (a)  (D  revised 9161 

1015  Added 10490 

1021  Added 25495 

1025  Added 31432 

1026  Added 31447 

1201  Added 1441 

12012     'd'  added 31166 

1201.7  Revised  31166 

1202  Added 22667 

1301     Added 30300 

1500  18     <d)    added 18853 

id"  3'    and    -4'    added 22879 

Technical  correction 20479.21274 

ia'<i8i   added 33279 

.Qi  '3'  and  ^A>  added 28064 

1500.83     iaM34'    corrected 33026 

1500.131     Removed 31773 

1511     Added 33279 

1700,14     laXlXll)    revised 20291 
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1 


Xille     K, /Voposcf/    Hulrs: 

Page 

2980 

22897 

4  '_'       .V        2079.33041 

13  I L 23841, 

23843,     23846,     23847,     23849,     24753, 

25335      26661,     27255.     27257,     28550. 

29012.     29516,     29915,     30515,     30516, 

32258.    32803 

23       .  .  29916,  31457,  32804 

26       .  .  ■ 31457,32804 

34  "■'".'     31457.32804 

3,3   '"'  31457.32804 

40         31457,32804 

4,     _ 31457.32804 

45  '_'_'        \   31457.32804 

54   "_    31457,32804 

5g  '_'  _    31457.32804 

57   "' 31457.32804 

60  ..    31457.32804 

61  ..     31457.32804 

62  '  ..      31457.32804 

67 ...31457.32804 

74   "  .     .   31457.32804 

103'         31457.32804 

114      _. 31457.32804 

117      31457,32804 

118  ..      Z 31457.32804 

131  31457.32804 

142 31457.32804 

146  . 31457.32804 

150    —  -  31457.32804 

152   .   31457.32804 

154 31457.32804 

157    31457.32804 

160  -     31457.32804 

162       31457,32804 


165  31457. 

175  ai'isT. 

192 31457, 

197  31457. 

205  31457. 

209  31457, 

210  31467, 

214  31457, 

215  31457, 

216  31457. 

221  31457, 

223  31457. 

224  31457 

257   

438  .V-V.V.V- 1483,  7965,  9184, 

441  26398. 

443  

444  

447  

450  

456  5075 

502  

600  

801  318 

1012  

1025  

1026  

1050  

1150  

1201  

1205 23052. 

1301  1484 

1401  

1500  

1616  

1700 20148 


Page 

32804 
32804 
32804 
32804 
32804 
32804 
32804 
32804 
32804 
32804 
32804 
32804 
. 32804 
15069 
20303 
28551 
26432 
32259 

2694 

1038 
29917 
32804 

5075 
1.  3655 

5079 
31458 
31458 
15711 
16445 
24067 
24755 
12889 
21807 
31809 
23853 
20291 
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TITLE   1 /—COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  I — Commodity  Futures  Trad- 
ing  Commission 


Page 

8  Removed 23993 

9  Revised   23993 

10  (a>  revised 23993 

10a     Added   23993 

10b     Revised 23993 

10c     Revised   23993 

lOd     Revised 23994 

14     Revised  23994 

<ai   Revised 25485 


1 
1 
1 
1 
1 
1 
1 
1 
15.03 

Chapter  II 


-Securities  and  Exchange 
Commission 


200.30-3     <a)^25l     added «,-  30835 

200.735-4     (bM5>  revised; 

ibi(7>   added 30834 

210.3-16   (t)  <li  li)  (C)    (fi    (ai    to 

nvi  amended:  (t)(Gi  added.  27880 

211     Interpretative  releases 28999. 

33282 

231     Interpretative  releases 22139, 

33282 

239.26     Amended 22140 

240.10b-10     Added   25323 

240.13a-13     Revised 24064 

(c)(li    revised 27880 

240,13b-l     Removed 24065 

240,14a-3     ib»  1  9)  revised 24064 

240.14C-3     laiiQi  revised 24064 

240.15C2-11     (fii4t(T)         repub- 
lished: effective  date  extended 

to  7-31-77 27881 

240.15C3-1     (c)  (2)  (vi)  (E)         re- 
vised    19127 

(c)(2)  (iv)(C)   and   if'   revised; 
{c)(2)  (vl)  (Mi    and    (f)(3> 

(iil>    amended 23800 

(b)(2),  (c)  (2)  (iv)  (B),  (E),  (vi) 
(M),  (xii)    and   (xiii>.  and 

(f)(3)(iii)    revised 27223 

fai (6^  <iD  and  ic  > '2  >  ^x' ia» (7; 
and    (B>'1'    revised;    (a)(6) 

(v)  and  (7)  added 31776 

(cU2">  (vi)  (E)    revised 31780 

240  15c3-la     (c)(8»  revised 27224 

240.15c3-ld     'b"lli     added 31778 

240.15C3-3      idi.4'added 23790 

240.15c3-3a     Revised 27224 

240.15d-13     Revised 24065 

(C)(1)    revised 27880 


Page 

240.16b-3     ^e'  '2^  and  '3- 

Revised 33285 

24G.17a-4     (b)(8)        introductorj- 

text  revised;   (b''9i  added^^.  23787 
240.17a--5      ta' <2  >' i  •  through 'ill) 
and  i3'.  tbi'l'.  ic'i2i  Intro- 
ductorj-  text  and  i3i.  <di(i) 

(iii>   and  (2)   revised 23787 

(e^ilUii.  (2»,  (41  introductor>' 
text  and  (4)(iiinB'  through 
(F»,  (f)(2>.  (gMlMlv  and 
(3)  revised;  (b)i6i  added...  23787 
240.17a-10  lai,  'b'.  and  id'  re- 
vised     23789 

240.17a-ll      (a),    (b)(l>    and    (2) 

revised;    (b>(4)   added 23789 

ibi(5'     revised 23790 

Revised   23790 

Revised   23790 

( a  I .  I  b » .  ( e  1  and  part 
eff.  10-3-77;  remaining 

text  eff,  1-2-78 32534 

240.17Ad-l— 240  17Ad-7     Added  .  32411 

241     Interpretative  releases 31780. 

33282 

Form  12-K  removed 24065 

Revised    23790 

Removed  23790 

Removed     23790 

251     Interpretative  releases 33282 

259.5s     Form   U5S   amended 24253 

Form    U5S    Technical    correc- 
tion     26204 

270.24e-2     Added    31782 

271     Intepretative  releases 28999, 

33282 

275.206i3t-2     Added    29301 

275.206A-1(T)     Revised   21770 


240  17a-13 
240.17a-19 
240.17a-20 
240,17f-l 
of  (di 


249.312 
249.617 
249.618 
249.636 


Title    17 — Proposed 


Rules : 

27166, 


b- 


1     18246.23614,27166,31740,32261 

9    30472 

32 18246.   23614 

200-287    (Ch.   ID 33136 

200    30378 

210  21809.  23853 

230  21815.24069,30378,30379 

231  27260,31458 

239 21815. 

26010.  27603.  29012,  29716,  33348 

240    18621, 

24069.  24071,  26010,  26436,  27603, 
29918.  30845.  31810.  32415.  32418. 
33348,  33510 

241  27260.  30066 

249  23792  26010,27603.29918,30845 

270  29716,29828,30215,33348.33352 

274  29716.33348 
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2.9 
2,12 
2.13 
2.17 


TITLE     18— CONSERVATION    OF 
POWER  AND  WATER  RESOURCES 

Chapter  I — Federal  Power  Commission 

Page 

bi  amended 30612 

Amended 30612 

(b)  amended 30612 

Rehearing  applications  de- 
nied    27575 

2.60     'O  revised 30612 

2.67     Amended 30612 

2  67a     ^  a  '  '  1 '  '  i»  and  (ii) .  and  (a) 

i2i    revised 30612 

RevLsed 17449 

Revised  l"-^49 

.b''2>    revised 17449 

Revised   17450 

Added   17450 

Removed 17450 

Footnote  1  revised 17451 

Amended 17451 

Amended 17451 

Removed 17451 

ic  revised 17451 


Page 


3 

4 
5 
6 
8 

102 


33.3 
34.3 
35.13 


35.22     (a) 


3  105 
3.106 
3.107 
3.109 
3.114 

3.116  Amended 17451 

3.117  Revised  17451 

3.135     Amended 17451 

3  137     Amended 17451 

3  138     Amended 17451 

3.139     Amended 17451 

3.162     .Amended 17451 

3  163     Amended 17451 

3.164—3.168     Amended 17451 

3  170     iaM30>    added 17451 

3.183     Revised  17451 

3.186     Revised 17451 

3.201—3  211     1  Subpart  C^  Redes- 

l^ated  as  3c. 1— 3c. 11  i Sub- 
part A'  and  editorial 
changes   17451 

3.221—3  231  'Subpart  D>  Dedes- 
ignated  as  3c. 101— 3c. Ill 
(Subpart  B)  and  edtorial 
changes    17451 

3.241—3  246  i  Subpart  E>  Redes- 
ginated  as  3c  201— 3c, 206 
•  Subpart  C'  and  editorial 
changes   17451 

3c     Heading   added 17448 

3c. 1 — 3c. 11  'Subpart  A)  -redes- 
ignated from  3201—3.211 
'Subpart  C'  and  editorial 
changes   17451 

3c. 101— 3c. Ill  'Subpart  B)  re- 
designated from  3,221—3.231 
'Subpart  D'  and  editorial 
changes   17451 


30.111     Revised 20459 

3C.112    Added   -04d9 

3c  201— 3c. 206  (Subpart  C)  re- 
designated from  3.241—3.246 
(Subpart    E'     and    editorial 

changes   17451 

33.2     (1>    amended 30613 

Amended 30613 

Amended 30613 

(b)(4)(iii^  amended 30155. 

30613 
revised;    'b'    redesig- 
nated as   (e)    and  amended; 
new  'b)  through  'd'  added--  30155 
101     Heading     revised;      preface 

amended   30613 

Chart  amended 30156,  30614 

Undesignated  cent«r  heading  re- 
vised    30613 

Definitions  amended 30156,  30613 

General  Instruction   1   amend- 
ed      30613 

Electric       plant       instructions 

amended    30614 

Balance  sheet  accounts; 

Acct.  103  amended 30156 

Acct.  107  amended 30156 

Acct.  120  amended 30614 

Acct.  157  amended 30614 

Acct.  188  heading  revised;  text 

amended    30156 

Acct.  203  heading  revised 30614 

Acct.  210  heading  revised 30614 

Operating  revenue  accounts: 

Acct   456  amended 30157 

Operation  and  maintenance  ex- 
pense accounts ; 

Acct.  506  amended 30157 

Acct.  524  amended 30157 

Acct.  539  amended 30157 

Acct.  549  amended 30157 

Acct.  566  amended 30157 

Acct.  588  amended 30157 

Acct.  930.2  amended 30157 

104     Heading  revised;  preface  and 

chart   amended 30614 

Electric     Plant     Instruction     9 

amended   30614 

125.2     (g>iiii>   amended 30615 

131.40  Removed 30615 

131.41  Removed 30615 

131.42  Removed 30615 

141.1     (d)  amended 30157,  30615 

Form  No.  1  amended 30160 

154.38  (d)(5>ii'  revised:  (d)(5) 
(ii)  redesignated  as  (di  (5) 
(v)  and  revised;  new  id)  (ii) 
through  (iv)   added 30157 


Page 

<d)(4"'  amended:  (c>  introduc- 
tory- text  and  ( c  m  i »  re- 
moved   30615 

15463     (f)  amended 30159.  30615 

157.22     (d>    revised 29002 

157.29     'b)  and  ic>  revised 29003 

201     Orders  A  through  G  added--  20817 
Heading        revised:        preface 

amended   30615 

Chart  amended 30159,  30615 

Definitions  undesignated  center 

heading  revised 30615 

Definition  28B  revised 30159 

General  instruction  1  amended-  30615 
Balance  sheet  accounts; 

Acct.  103  amended 30159.  30616 

Acct.  105  amended 30616 

Acct.  105.1  amended 30616 

Acct.  106  amended 30616 

Acct.  107  amended 30159,  30616 

Acct.  Ill  amended 30616 

Acct.  186  amended 30616 

Acct.  188  amended 30159 

Acct.  255  amended 30616 

Operating  revenue  accounts : 

Acct.  495  amended 30159 

Operation  and  maintenance  ex- 
pense accounts: 

Acct.  703  amended 30159 

Acct.  735  amended 30159 

Acct.  759  amended 30160 

Agpt.  776  amended 30160 

Acct.  824  amended 30160 

Acct.  841  amended 30160 

Acct.  859  amended 30160 

Acct.  880  amended 30160 

Acct.  930.2  amended 30160 

204     Heading  revised:  preface  and 

chart  amended 30616 

Desfinitions  undesignated  center 

heading  revised 30616 

Gas  Plant  Instructions  amend- 
ed      30616 

260.1     IC  amended 30160 

Id  and  Form  No,  2  amended. __  30617 

260  2     'C!  amended 30617 

260.13     Form    No.    40    technical 

correction   20292 

295     Orders    A    through     G    re- 
hearing       19860 

Orders  A  through  G  correctly 

redesignated  under  Part  201-  20817 
Redesignated    and    republished 
as  Part  1000 21104 


Chapter    II — Tennessee    Valley 

Authority 

Page 
301.43    Revised  21470 

Chapter  X — Administrator — Emer- 
gency Natural   Gas  Act  of   1977 

Chapter  established 21104 

1000     Redesignated  from  Part  295 

and    republished-    21104 

1000.1      la.i'lO',     '11'     and     '12» 

added   22146 

1000,9     Added    22146 

Title    18 — Proposed   Rules: 

1     23160.30356 

2 19154.  25513 

3    23160 

4    23160 

5    23160 

6    23160 

16    23160 

35    22897 

101 20303,  26436 

104 20303,  26436 

141 20303,  25337,  26436 

151    23616 

201   30846 

260    --- -   20303.26436.30846 

295    19895 

TITLE   19— CUSTOMS  DUTIES 

Chapter  I — United  States  Customs 
Service,  Department  of  the  Treas- 
ury 

1.2  'c  table  amended 32535 

1.3  (d)  table  amended 32535 

18.4    ECfectlve  date  postponed  to 

8-22-77 21785 

24.13    Effective    date    postponed 

to  8-22-77 21785 

148.19  Amended 25324 

159.47     ffi  table  amended-  18588.19327 

(f^  table  effective  date  correct- 
ed    19127 

(f)  table  amended 23147, 

23505. 23801.  28532. 28533. 31449 

162.21     (ai   revised 25324 

162.41      13'     revised 25324 

•a' '3'     introductory    text    re- 
vised      27600 

Chapter     II — United     States     interna- 
tional   Trade    Commission 

210.20  'C"3i  and  i4'  revised.  __   31783 

Title    19 — hir>posed   Rules: 

22    26993 

210   31811 
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TITLE  20— EMPLOYEES'  BENEFITS 


Chapter  II — Railroad  Retirement 
Board 


Page 
22865 
18058 


404.968 
404  968a 
404.1401 
404.1402 
404.1405 
404.1406 
404,1407 
404.1408 
404.1410 
404.1411 
404.1412 
404.1413 
405.504 
I  ill 


200  5     ^ai'li  and  lb)  revised--. 

210.2     Revised 

260  2       s'    revised ^  29302 

320  28     Revised 29302 

337     Added 29486 

Chapter  III — Social  Security  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

404.704     'b'lSi    revised 30357 

Revised 18272 

bill)    revised 18272 

Revised 18272 

Revised  18273 

a*    revised 18273 

Revised 18273 

Revised   18273 

Revised   18273 

Revised   18273 

Removed 18274 

RevL=;ed  18274 

Added   18274 

lai  '2'    aod   (3^  (i)    and 

revised *. 18275 

416.901 — 416.985     (Subpart         I) 

Appendix  1  corrected--  21770,30357 

416.1126     Added    17441 

416.1145       bi'4-ai    added 17441 

416.1156     Added 17441 

Chapter  V — Employment  and  Training 
Administration,  Department  of  Labor 

656.1     'C  added 29855 

656.21     laMG'    added 29855 

656.23     igi    corrected 29855 

Title    20 — Proposed    Rules: 

404      17484.  17881 

405    17485,  19155 

602    ---   17486,20312 

655  -- ---   20312,22378,27261 

702    .-. 21816 

TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare 

Chapter  I  Technical  correction.--  31449 

5.37     <aM6i    added 32770 

5  61     Revised 29856 

5.82     Revised  28533 

5.84     Revised  29856 


8.36     (c)      comment     time     ex- 
tended     

10.40     (e)  (2)  corrected 

10.50     (a)(2)    corrected 

10.105     Id)    corrected 

12.22     (a)    introducton.-  text  and 
(1),    (b)     introductory    text, 

(c)!and  (d)  corrected 

12.24     (b)<6)  and  id'  corrected- 

12.26     Corrected  

12.28     Introductory  text,  and  'bi 
(l)(ii)  and  <2nn>  corrected . 

corrected 

corrected 

corrected 

introductory  text  and 

corrected 

(a)(2)    corrected 


12.30     (a) 
12.35     (a) 

12.37  (a) 

12.38  (a) 
(b) 

12.100 

20.100     (c)(3)  amended 

25.1     Revised  

25.20     (a)(8)  added;  <b>  amend- 
ed---:  

25.25    Revised 

(b)    corrected 

25.30     Revised  

73.2087     Added    

74.1317     <b>   amended 

81.1     (g)  amended 

101.9     Effective      date      in      part 

7-1-79     

(c)(4)  through  (6)  revised;  eff. 

6-27-77     

101.17     (c)  added 

Technical  correction 

105  85     ih)i2»<vii>   revised 

135     Revised;  eff.  7-1-79 

135.130     Added;  eff.  7-1-79 

153     Revised -, 

155.120     (a)  (4)  (11)  and  (b)(2)  (i> 

revised  

(a)(2)(iU)  (b).     (a>'4)  (iii)  (b), 

and(b)(l)fii)  revised 

155.200     (c)(12)    revised 

(c)  (12)  effective  date  corrected 

to  8-15-77 

169.1 15     Effective  date  conflrmed- 
Effectlve  date  confirmed - 
■  ai  revised;   <bi  through 
effective  date  confirmed- 

(b)   amended 

(a)i3>    added 

table  revised 


169.140 
169.150 

'g) 
172.515 
173.315 

(a) (3) 
175.300     (b)(3)(xli)      and     (xlli) 

revised  

(b)  (3)  (viD  (O      and      (vlll)  (c) 

amended   

177.1630     (e)(4)  Mil)   amended.-- 
177.1810     (b  I  table  amended 


Page 

24254 
19127 
19127 
19127 


19127 
19127 
19127 

19127 
19127 
19127 
19127 

19127 
19127 
19989 
19990 

19992 
19992 
25854 
19993 
32228 
27225 
32228 

27225 

27226 
22033 
31449 
20296 
19132 
19137 
21290 

30359 

30360 
30358 

31449 
25325 
25325 

25325 
23148 
29856 
32229 

18610 

21771 
18611 
28534 
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Page 

193.212     lai  amended 29857 

193415     Revised   23149 

201160     <b'     revised 27227 

310502     Revised    23777 

tbt'li    corrected 25854 

330.10     -a)  i5)    •!>.  'il)   and  dli) . 

(6)  (i),  (ii)  and  dlD.and  '12) 
revised;  caxlS)  added 19111 

369.21     Amended 22033 

Technical  correction 31449 

373.373b  (a)(1),  <a)  (4) 'ilixbi , 
(b)  i2),  (b)  d)  liiD.andintro- 
ductorj-    texts    of    (b)(1)  (1), 

ilv»,  and  (lv)(a)  revised 21280 

429.55  'b'  introductory  text, 
(b)  (1 1  a,) ,  i2)  (ii),  (3»  Mi). 
(4),  (5).  (6)  (ii),  (7),  (8),  and 

(9i    revised 27227 

430.20     lb)  (2)    corrected 19142 

ic)(14»    added 27228 

436.33     (b)  amended 21275 

436.103     (a  I    table  amended 18058 

436.105     ibi    table  amended 27228 

436.202     <a  I.  lb,  and  id  I  revised-  29857 

(bi  corrected 31449 

436.319     Added    27228 

442.11a     (a)il)(vli     and    (3)  Ml) 

(b)(i)   revised 18059 

442.211     Revised 18059 

444.70a     Revised 21275 

444.72a     Removed 21275 

444.170a     Removed 21275 

444.270a     Revised 21275 

444.270b     Revised 21275 

444.270c     Removed 21276 

444.570     Removed 21276 

444-570a     Removed 21276 

444.570b     Removed 21276 

444.570c     Removed 21276 

444.942b     (a)  <  1)  amended 18059 

448.10     Added    27229 

448.10a     Revised  27229 

448.13     Revised   27229 

448.13a  Heading,  (aXl)  intro- 
ducton-' text  and  (a)(3)(i) 
revised;    laMiXvii)    and  (b) 

(7)  added   27230 

448.110a     Removed     27230 

448.110b     Removed     27230 

448.310a     Removed 27230 

448.310b     Revised   27230 

448  310c     Revised    27230 

448.313     Redesignat^ed  as  448  313b 

and     revised:      new     448.313 

heading  added 27231 

448313a     Added    27231 

448313b     Redesignated  from 

448.313   and   revised 27231 


Pago 

448.510a     Revi.'^ed    27232 

448.510b     Removed     27232 

448510c     Removed     27232 

448.510d     Revised   27233 

448.510e     Revised    27233 

4485101     Removed   27234 

448.513     Added    -.. 27234 

448.513a     Added    27234 

448513b     Added    27234 

448.513c     Added    27235 

448.513d     Added    27236 

448513e     Added    -.  27237 

448.5131     Added     27237 

448610     Removed 27238 

448910     Revised   27238 

448.913     Revised    _      27238 

452,125a     'ai'l'     and     (3)(i)(b) 

revised;  ib'S'  removed 29858 

500.80—500.98  ■  Subpart  E  '  Com- 
ment time  extended 24254 

501.17     (c)  added 22033 

Technical  correction 31449 

502     Correctly    cited 24254 

502  19     Correctly    cited 24254 

505  10     Amended . 22033 

Technical  correction 31449 

510.455     leiiD    through    i5i    re- 

vL<:ed   23149 

510  515     (b)(29)    added;    (b)  (39) 

removed;  (c)  table  amended.   18614 
510  600     ic)    «1>   and  i2)   amend- 
ed       18060. 

18061.  19861.  21771.  25854.  29858. 
31450 
514.111     laiilO)     comment    time 

extended    24254 

520  622c     Added    23600 

520.1560     Added 19143 

520  1560a     Added    19143 

520,1560b     Added    19861 

520.2043     Revi.<:ed       28534 

520.2260a     Removed    29003 

522.540     (b)(2)     revised.-- 24255 

522.1066     Added    28535 

522  1235     'c)'l)  amended 20817 

522  1662a     ibn3)(ii)(c)    added-.   32229 

5221698     Added    31450 

539,170  (a)(1)  Mi)  and  Mil),  and 
(4)M>,  and  (b)  (2).  (3),  and 
(4)  revised;  (b)(1)  amend- 
ed    21276 

Heading  corrected 29003 

539310     «a)  '1'  Mi  i   and   'iii),   '4' 

<i>  and  <bi  reused 27239 

540  153     Removed  23150 

540  1.55     Removed 23150 

540163     Removed 23150 

540  166     Removed 23150 
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Title  21, 

540.174c 

540.180 

540.180a 

540.180b 

540  181a 

540250 

540  253 

540  255b 

540.259 

540260 

540.265 

540.265a 

540.265b 

540.274e 

540.274f 

540.280 

540.281a 

540.380a 

540.881 

544.170a 

544.170b 


Chapter  I — Continued 

Page 

Removed  23150 

Removed 23150 

Removed 23150 

Removed    23150 

Removed    23150 

Removed  23150 

Removed 23150 

Removed 23150 

Removed 23150 

Removed 23150 

Removed 23150 

Removed 23150 

Removed    23150 

Removed  23150 

Removed  23150 

Removed 23150 

Removed     23150 

lann    amended 19861 

Removed  23150 

Revised 21276 

(aMi)  and  (4Ui) 
amended;  (b^'2i  and  i3i  re- 
vised    21277 

544.173a  ia>ili  and  (4)  (ill)  (a) 
(i),and  ibi'lHl)  amended; 
(aH4>  <ii'  ia>  and  'b* .  •  iii) 
(b),  and  (b>  '2»  and  (3)  re- 
vised    21277 

544.173b  'a)(l>  amended;  (a) 
(4)  (ii>  'b>    and   (ill)  (b),  and 

(b)  revised 21277 

544.173c     (aMi>       and       <b>'l) 

amended;  iai'2!  introduc- 
tory text  and  <  3 ' ,  and  >  b)  (2) , 
(3t  and  (4)   revised 21278 

544.173d  (a)(1)  amended;  (a) 
(4 1  (11)  (a)  and  (b'.  and  (b) 
(2)    revised 21278 

544.173e  ia>ai,  and  <4)(li)(a) 
and  I  b » ,  and  i  iti »  '  b ) .  and  (b) 
(l)(i»  and  t2)  revised 21278 

544.211a     (a> (1>, i2i,  <3>  and  (4). 

and  I  b  >  '  3  I  and  '  4  '  amended.  21278 

544.211b  la)  ilMil*  and  (V),  (3), 
and    i4i  '111  lai .    '  iii)  'b)    and 

(c)  and  ivlHbt  and  (b)  (3) 
revised  21278 

544.274     ia)(4)(li)(a)    amended-  21279 

544370a     Revised 21279 

544.370b     laMi)    and    (4)  (11)  (b) 

and  iliD'bi  and    b'  revised.  21279 

544.373a     Revised 21279 

544.973b     (b)i2)  revised 21281 

548.110  laiili,  '4MU)(a),  (b). 
and  Uiii'b',  and  (b)(1)  and 

(2  I    revised 27239 


Page 

548.111     (a),  (b)(1).  12).  and  'S' 

(ii)   revised 27239 

548.112a     (a)(1)     amended:     ^b» 

(1)  introductory-  text  and  tb> 

(2)  and  (3)   revised 27240 

548.112b     (a)(3)(i)     introductor>- 

text,  (b)(2)  and  i3'  revised^.  27240 

548.112c     (b)(2)     revised 27240 

548.112d     (a)(l»     amended:     la) 

(4)(ii)(b)    and   'b'    revised..  27240 

548.113  Heading,  (&)'!>  and  i3> 
(li)  (a)  and  (b),  (b)  and  lo 
revised   27240 

548.114  Heading,  <a),  'bi,  and 
(c)(l'   and  i3i   revised 27240 

548.212     Revised    27241 

548.310a     Revised   27241 

548.310b     Revised   27242 

548.313a     Revised   27242 

548.313b  Heading  revised;  (a) 
introductory-    text,    ia)(2)(i) 

and  <b)   amended 27243 

548.314a  Heading  and  <ai  re- 
vised     27243 

548.314b    Heading,   la),  <b).  and 

(cnl)    revised 27243 

555.110a     (c)(1)  (ii)    revised 29859 

556.70     Revised 18614 

556.450     Removed 18619 

558     Technical  correction 32770 

558  15     ig»<li   table  amended.-.  18060, 

18061 
(g)(1)  and  '2*  tables  amended-  18614, 

18619 
558.55     (c)   revised;    (e)  (2)    table 

amended 18615 

558.58  (c)  added;  'e'll)  intro- 
ductory text  revised  and  table 

amended    18616 

(a)  added;  (e)(1)  table  amend- 
ed   21771 

558.60     (O  added 18617 

558.62  (O  added:  (e)  (2)  (iii)  and 
(iv)  redesignated  as  (e)  (2) 
(V)  and  'vii;  new  (e)''2Miii) 

and  (iv)  added 18617 

558.76     (C)    revised;    (e>il)    table 

amended;    <e>i3i   revised 18617 

558.78     (e)(1)  (i'    and   <ii)    tables 

and  (a)(1)  amended 18061 

(c)  revised;  (ei'3)'iiii  and  (iv) 
redesignated  a-s  le)  <3)(v)  and 
(vll)  ;    new    ieM3)(iil).    (iv) 

and  (vD  added 18617 

558.95     (e)(1)  (viii)       and      (ix) 

added 20817 

558.120     (O    added 18617 
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Page 

558.126     'e)  introductory  text  re- 

vised 

18617 

558.128     (e)(2)   and  (3>   redesig- 

nated as  (e) (3)   and  (4) 

;   (c> 

and  new   ie)(2)    added; 

new 

(e)i3>    amended 

18617 

558  262     (c>  added 

18618 

558,274     (c>  and  (e)(2)  added-.. 

18618 

558.342     le)  introductory  text  re- 

vised -         .          -         . 

18618 
28535 
19144 

Revised       

558.355     (b)(7)  revised 

558.368     Removed 

18619 
18618 

558.370     (c)  added 

558.430     (c>  added 

18618^ 

558.460     (d'  added;  «f)(2)(v)  re- 

designated as  (f)  (2)  (vl) 

;  new 

(f)(2i(v).    (vii\    (vili). 

(ix) 

and  (x)  added 

18618 

558.465     (d)    revised 

21281 

558.530     (eM4iixvi>     and 

xvii) 

added  .. 

18618 
20817 

(eM4>'xviiii    added 

558.625     (b)(50>    added 

18060 

(f)  (2)    removed-             _   . 

18618 
25855 

(b)(51(   added 

558.680     (c)    added;    (e)(1) 

table 

amended  

18618 

(e)(2)   added 

20817 

561.55     Added   

18620 

561.233     (a)  amended 

29857 

561.282     Revised   

22363 

561.371     Revised   

23149 

571.115     Comment        time 

ex- 

tended    

24254 

601.2     (ai  amended-.. 

19993 

601.4     (b)    corrected 

19142 

601.5     (b)    corrected 

19143 

601.7     (a)    corrected 

19143 

610.50     (b)     revised 

27582 

Technical  correction 

29859 

620    Technical  correction.- 

29859 

620,14     (c)(2)      revised;      ( 

c)  (3) 

added       .       .  .     -  . 

27582 

620  24     (c)(2)      revised;      (c)(3) 

added   - 

27582 
27582 

620  35     ie>  (31   revised 

630     Technical  correction.. 

29859 

630.66     le)  (3>   revised--.   . 

27582 
27582 

630.75     (d)(2)     revised 

630  86     (e)(3i  revised 

27.'^82 

640  50     Revised 

21774 

Technical  correction 

31450 

640.51     Revised 

21774 

Technical  correction 

31450 

640.52     Revised 

21774 

Technical  correction 

31450 

21775 

640  53—640  57     Added 

Technical  correction 

31450 

Page 
640,80—640  86     'Subpart  H' 

Added 27582 

Technical  correction 29859 

640,90—640  96     'Subpart  I> 

Added   27583 

Technical  correction 29859 

650  6     ib>  revised:   'c  added 27584 

Technical  correction 29859 

650.11     ic((4>      revised;      (0(5' 

added    21^M 

Technical  correction 29859 

660  2     'fi'lMiii,    revised 27585 

Technical  correction 29859 

660-15     'C  revised:   'd'  added..  -  27585 

Technical  correction 29859 

701.3     Termination     of     judicial 

stay  of  effective  date 18061 

ic'ili    revised 24255 

Technical    correction 25855 

70130     Added    24255 

701.100     ih'(ri      effective     date 

stayed 30361 

Technical  correction 32229 

740.11     (c>  added 22033 

Technical  correction 31449 

801  425     Added    22034 

Revised     23780 

Technical  correction 31449 

1002.7     Added    18062 

1002.40  Heading     and     'a)     re- 
\-ised;   (O   added 18063 

1002.41  Heading.  <&''2'>  and  (b) 
revised   18063 

1010.2     (b(  revised 18063 

1010  3     ia>   introductory  text  re- 
vised    18063 

1306.22     Existing    designated    as 

(a);  (bi,  (c)^and  'd"  added.  28877 

Effective  date  added 30495 

Chapter  II — Drug  Enforcement  Ad- 
ministration, Department  of  Jus- 
tice 

1308  15     ic>     added 25499 

1308.24     (i>  Uble  amended.  30495.  30496 

Title   21 — Proposed   Rules: 

2    - 24536 

15   - 30383 

25 - 30383 

101    -.   27261 

109 - 17487,  21816 

131» - - -   21295.  29919 

137  27603.30389 

145  19996  20009.  25339 

150  19006  2()00<3,  2.S3?9 

l.'i5 29014,  31812,  32805 

166  27603,30389 

172 19996. 

20009.  25339.  27603.  30389  30390 
173  27603,30389 
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Title  21 Proponed  Rules — C-ontinue 


175 
176 

177 
178 


27603, 

27603. 

.  27603, 

27603, 


lao  19996,20009.25339,27603, 

iou    27603 

!s2    27603"29925'30389,  30390, 

.Z.    "         --  29925.  30390, 

;x: " 30390. 

189  V-V-V- 19996.20009.24536. 

laT      

201  '.-'---  19156.24279,27262.27263, 
250  

Tin  19996,20009,24536 

330  " ::::: 19156, 

342 :::;::-- - i^^^^. 


361 


430    '"_. 19996,20009, 

5QQ     ''"""'"--'-  24536 

510  I^'l'-  19996.  20009,24536,  25339 

514    --- 

558    

561    - ' 

589    19996,20009 

640    

700    19996.20009,24536 

801    - - 

808 

820   - 

1020    

1040   

1308  ^- 

1309    - 

1316    -- 


tl 

Page 
30389 
30389 
30389 
30389 
30389 
30389 
30865 
30865 
30865 
25339 
32262 
30867 
20313 
25339 
24279 
21816 
23161 
25339 
18621 
27264 
29928 
18621 
29928 
32262 
25339 
25339 
25339 
24536 
30383 
32805 
17494 
17495 
32806 
28560 
31460 


41.125 
41.128 
41.129 
41.130 
42.61 


TITLE  22— FOREIGN   RELATIONS 
Chapter  I — Department  of  State 

6a.6     (k>  added 18064 

6a. 7     Revised 18063 

6a. 8  Redesignated  as  6a  9  and  ff) 
Introducton.-  text  revised: 
new  6a. 8  added 18063 

6a. 9  Redesignated  as  6a. 10  and 
heading,  -a'  and  'd'  revised; 
new  6a. 9  redesignated  from 
6a. 8  and  <f  ^  introductory  text 
revised  18063 

6a. 10  Redesignated  as  6a. 11;  new 
6a. 10  redesignated  from  6a. 9 
and  heading,  ta'  and  idi  re- 
vised    18064 

6a. 11     Redesignated  from  6a. 10.-  18064 

41.1     Amended    32535 

41.114  'b'  amended 32535 

41.115  ia>  and  'b'  amended 32535 

41.116  ia>  amended 32536 

41.117  Amended    32536 

41.124     (i>  and  <j)  amended 32536 


(b) 
(b) 
(b) 
(a) 


Page 

and  (c)  amended 32536 

amended 32536 

amended 32536 

amended 32536 


(a)  ^3)(ii) 


and       ib>a> 

amended 32536 

42  62     (b)(2)(i)   amended j^^jd 

42.115  (a),       (b).       and       (c 
amended 32536 

42.116  (a)  and  (b)<2)  amended-  32536 

42.117  <bi  amended 32536 

42.124     (a)  introductroy  text,  <a» 

(6)         Cb)        through       'd) 

amended  -.  — 32536 

42.130     (a)amended j,<jdjd 

46.3  (k>  and  il)  removed 19479 

51.4  (d)    revised 17869 

Technical  correction 18588 

123.31  Suspended    temporarily.-  32770 

Chapter  II — Agency  for  International 
Development,  Department  of  State 

214.32  (bHl)     revised 26975 

214.33  (b)     revised 26975 

214.34  (a)<2)  and  (b)  revised,--  26975 

Chapter   X — Inter-American    Founda- 
tion 

1004     Added 20461 

Title  22 — Proposed  Rules: 


21 
22 


26994 

'■■""'  "'.'' 26994 

123"                           2855l"  29929.  30391,  32806 
124  V.'-'.V.'.'-l 28551,  29929,  30391 

127    

128   


29929 
29929 


TITLE  23— HIGHWAYS 

Chapter  I — Federal  Highway  Admin- 
istration, Department  of  Transpor- 
tation 

635  104     (b)    corrected 30835 

645.201—645.209       'Subpart      B> 

Appendix  A  corrected 30833 

646.220     (b)(1)      and     (2>     cor- 

rected 30835 

650.605     (a)(3)    footnotes    1   and 

2  corrected 308d5 

712.204     <d)<l)     revised 26652 

720.202     (f)i2)ii)   corrected 30835 

740.7     (f)  corrected 30835 

750.304     (c)(4)    corrected 30835 

771.19     (g)    corrected 30835 

790.9     (f)     removed 26652 

922     Added 28537 
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Title  23 — Proposed   Rules: 

Page 

1-920  (Ch.  1) 21487,  21827 

640   22173 

642  22173 

TITLE  24— HOUSING  AND 
URBAN   DEVELOPMENT 

Subtitle  A — Office  of  the  Secretary, 
Department  of  Housing  and  Urban 
Development 

16.2—16.12    Nomenclature 

changes  30618 

16.6     (aUl)    revised 20297 

16.12     (a)(3i  andici  revised 29479 

16.15     Revised 30618 

16    Appendix     A     nomenclature 

changes   30618 

25.2     Revised 30361 

Chapter  II — Office  of  Assistant  Sec- 
retary for  Housing — Federal 
Housing  Commissioner,  Depart- 
ment of  Housing  and  Urban 
Development 

200.94     Revised   25724 

201.12     (b)     revised 26552 

201.1105—201.1280     'Subpart    Ci 

Added 26553 

203.20     'a)    revised 28538 

203.74     lai    revised 28538 

203.102     Revised ----  29303 

203.379     lb)  (3)  amended 29303 

203.405     Revised 17452 

203.479     Revised 17452 

204.400  (Subpart  C  I     Added 29303 

207.259     fe)  (6)  revised 17452 

209.400  (Subpart  C  I     Added 29303 

211,400  'Subpart  C'     Added 29303 

213.511     (ai    revised 28538 

213.514     (b)  redesignated  as  (c)  ; 

new  (b)  added 29303 

213.516  Revised 29304 

213.517  Revised  29304 

213,800  'Subpart  E)     Added 29304 

220,251     Amended    29304 

220.830     Revised  17452 

220.900  1  Subpart  E'      Added 29304 

221.251     Amended    29304 

221.800  .Subpart  El      Added 29304 

222.400  'Subpart  C  I      Added 29304 

226.300  (Subpart  C     Added 29304 

227.800  'Subpart  E)      Added 29304 


228 
233 
234 
234 
234 
234 
234 
234 


234 
234 
234 
235 
235 
235 
235 
235 
235 
235 


235 
237 
237 
237 
240 
241 
279 

279 


.400  '  Subpart  C  ■      Added 

950  'Subpart  G)      Added-. --- 

.29     'ai    revised 

.46     Revised  

,47     Revised  

.255     Amended    

.260     Amended    

270     (a»  introductory  text  re- 
vised :  I  a '  '  2  i ,  ( b  1 1 3  ) .  and  t  d ) 

amended  4k. 

275     Revised  

285     ifi  revised s. 

.800  'Subpart  E)     Added 

.2     'd'     revised 

35     'ai  removed;  'b>  revised _ 

.40     Revised  

Amended    _-- 

Amexided   ^^ 

■b' i6i    added 

'ai  introductorv-  text  re- 
b  i  '31    amended;    (c) 


201 
220 
221 
230 


vised; 

added  

.235     Revised 

,251     la'  amended 

,400  (Subpart  D)     Added 

,1000  (Subpart  G»      Added 

,400  'Subpart  C      Added 

125     Corre^ned;  eff    l-17-77.__ 
,1 — 279.8   'Subpart  A>     Head- 
ing added 

,10—279.24         (Subpart        B> 
Added  


Page 
29305 
29305 
28538 
29305 
29305 
29305 
29305 


29305 
29305 
29305 
29306 
22557 
22557 
29306 
29306 
29306 
29306 


29306 
29306 
29306 
29306 
29306 
29307 
23601 

31754 

31754 


Chapter  V — Office  of  Assistant  Secre- 
tary for  Community  Planning  and 
Development,  Department  of  Hous- 
ing and  Urban  Development 

570.200  'a)'2''xii>    revised 20251 

570.201  (a)i4>  and  i6>,  and  (f) 
revised  20251 

570.300     (g)    added 31783 

570404     Added   20255 

570.503  Revised 33018 

570.504  Revised 33018 

570.506     'C  revised;  (e)  added..  33018 

570.509  'b)    revised 33018 

570.510  -d>    added 33019 

570.512     Revised   33019 

570.602     id»    revised 33019 

570  606     Revised 33020 

570.607     Revised 33020 

570.610     Revised 33020 

570611     Added    33020 
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Title   24 — Continued  i 

Chapter    Vlil — Low-Income    Housing, 

Department  of  Housing  and  Urban 

Development 

Pago 

812     Added 23583 

841     Appendix  A  amended 33636 

860  403     Introductorj'     text     re- 
vised;   'b'    through   (e)    and 

(j>    removed 23584 

880.102     Amended    23585 

881  102     Amended    23585 

882.102     Amended 23585 

883  202     Amended    —I r...  23585 

883.702     Amended    23585 

886  102     Am.ended    23585 

888  101—888  213     'Subpart        A) 

Schedule  A  amended 22364 

Schedule  A  revised 33572 

890  101     'a'  corrected 18064 

890.104     Corrected 18064 

890  105     idi'3i    corrected 18064 

890.107     'C  '  I  2  '  corrected 18064 

890108     <a'    corrected 18064 

Chapter  X — Federal  Insurance  Ad- 
ministration, Department  of  Hous- 
ing and   Urban   Development 

1914.6     Table    amended 19446- 

19448.  19451,  19452,  19598-19600, 
20122.  22866-22868,  24932.  24938, 
29428-29431.  30304,  31254.  31257. 
33202 

1915  3     Table   amended   19601. 

19604. 24945,24987,30306 

1915.4     Revised 33203 

1915.6     Revised   29433 

1916  Determinations 29307,  30344 

1917  Appeals    from    determina- 
tions    23972-23975, 

25436-25440.  31259-31271,  33476- 

33495 
1920     Map    amendments.-   24256-24263, 

24725-24731.  28878-28882.  29859- 

29870.  30160-30174 

1930.6     Revised   29480 

1931.1     'b)    revised 29480 

Chapter  XX — OflRce  of  Assistant  Sec- 
retary for  Consumer  Affairs  and 
Regulatory  Functions,  Department 
of  Housing  and  Urban  Develop- 
ment 

3283.1     Revised  33499 

3283.3     Revised    33499 

3283.52      'R>    revu^ed 33499 

3500.6       a'  amended 19328 


29692 
29692 
29692 
29692 
29692 


Tide  24 — Proposed   Rules: 

Page 

20     ..     .        24200 

58  V.   '...'. 24755 

803  22704 

888  21206,22704.24279 

1908  

1911  

1912 

1913  

1914 

1917  17684-17697. 

18232-18240,   25441-25444,   31272- 

31280,   31772-31280,   31546-31553, 

31708-31719,  31952-31960 

1921  ^9692 

1922  _.  29692 

1923  v." 29692 

1932  22900 

TITLE  25— INDIANS 

Chapter  I — Bureau   of  Indian  Affairs, 
Department  of  the  Interior 

12     Revised    21282 

43n     Added    26652 

43n.4     Revised 33286 

114     Added 32230 

3.91     Revised    30362 

i92— 201     Removed  30367 

219     Added 22141 

221.63     Revised 28539 

256.11—256.21         i  Subpart        B) 

Added 31451 

Title  25 — Proposed  Rules: 

54 30647 

171  ' .-  18083 

172  _l." 18083 

173  '" 18083 

177  '"       18083 

182  ------ 18083 

183  18083 

221  22902.30867 

258  "      27609,28552 

260  II - --  20480,30216 

TITLE  26— INTERNAL  REVENUE 

Chapter  I — Internal  Revenue  Service, 
Department  of  the  Treasury 

178-1     'a),      (e)(1)      and      (f) 

amended   20130 

(f)    revised 30497 

(f)   corrected 32536 

1.613-2     (c)<2>   amended 24263 

1.613A-1— 1.613A-7     Added 24264 

1.901-3     (b)(2)(i).  (ii),  and  (d) 

amended   20130 

1.902  (b).  (c)iT'(A),  (d>  and 
historical  note  revised;  tc)  <l> 
(B)   amended 20124 
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1.902-1     Revised  

I  a  I  1 2  '    amended 

1,902-2     Removed 

Redesignated  from  1.902-4;  (a^ 
ib^    and    tc^    amended;    new 

(di  added 

1.902-3     Removed 

1.902-4  Redesignated  as  1.902- 
2;  (a>  (  »b>  and  (ci  amended; 

new  (d)  added 

1.902-5     Removed 

1.904-1  (ai'li  and  (b)(1)  re- 
vised   

(a) til  corrected 

1.904-2     'a<    revised 

1.904-3     lei  revised 

1,904-4  Heading,  iaMl).  (dui), 
and  (eM2i  ii)  (b)  revised:  <a) 
(3),  '4),  and  <5^  redesig- 
nated as  'a I  f 4 1 ,  <  5 1 ,  and  ( 6 )  ; 
new  'a' <3  >  added:  (e>  1 1 )  dv) 

and  (e)(2)(iii^   amended 

(d)  (1)  a)  (b),  (ii>  'ibi    and   <iil) 

(t)i  corrected 

1.904-5     Added   

(b)  (iMii  (B>,   (ii^  ^A),   ai)  (B), 
(iii)  (C),  (b)  (1)  IV)  and  (2i 

(ii)  and  (o  corrected 

1.960-1  ^b)  (4)  and  »h)  amend- 
ed     

1.960-3     (at  amended 

7.0     (&)   amended:  eff.  6-14-76— 

6-15-81  

7.48-2     (b)tl)  and  (5)  amended. 

7.190-1     Added    

Filing  date  corrected 

Hearing   

7.190-2     Added   

Filing  date  corrected 

Hearing  

7.190-3     Added    

Filing  date  corrected 

Hearing   

7.191-1  Added:  eff.  6-14-76— 
6-15-81    

7.367-1     Added   

7.367-2     Added   .    

7.6041-1      <&>  and  'b'  revised 

11.402(eM4)(A>-l     Added 

11.415'C)  i4)-l     lb)    revised 

31.3121ik)-l     (c)(4)  amended--. 

33  Removed  

Added  

34  Added 

53.4942(a»-2  (c)(4)(iMb)   added- 
53  4942'a'-3     (c)  (2)  (D    and   (iv) 

revised    


Page 
20125 

30497 
20129 


20130 
20129 


20130 

20130 

30497 
32536 
30497 
30497 


30497 

32536 
30499 


32536 

20130 
20130 

18276 
19479 
17871 
19479 
26204 
17871 
19479 
26204 

17873 

19479 

26204 

18276 
33287 
33288 
33286 
27882 
20297 
17874 
17874 
24047 
21107 
24265 

24265 


Page 

54.4975-6     Added    32385 

544975-14     Added    27882 

Technical  correction 31159 

54.4975-15     Added    32388 

141,4975-14     Superseded  by 

54.4975-14 27882 

Technical  correction 31159 

301-6402-2     (f)i2>    revised 22143 

404.6103'C'-1     Added    19144 

404  6694-1     Added    17453 

ia>  and    b'  corrected 19479 

404.6695-2     Added    17454 

404.7701-1     Added    17454 

Title    2(>— Proposed    Ruin: 

10— 1,169 20150,  27610,  29517.  31462 

1401—1600    18621 

1501  —  1640     -- 24279,26437 

1.641  —  1850    24279 

63    23517 

301    30868 

TITLE  27— ALCOHOL,  TOBACCO 
PRODUCTS,   AND  FIREARMS 

Chapter  I — Bureau  of  Alcohol,  To- 
bacco and  Firearms,  Department  of 
the  Treasury 

178.11     Corrected  20818 

Amended:  effective  date  post- 
poned to  5-12-77_    -    22144 

181.1     <c)    revised:  effective  date 

postponed  to  5-12-77 22144 

181.11     Amended:    effective    date 

postponed  to  5-12-77 ._   22144 

181.22     Revised:      effective     date 

postponed  to  5-12-77 22144 

181,26     Revised:      effective     date 

postponed  to  5-12-77 22144 

181.30     Revised;      effective     date 

postponed  to  5-12-77 22144 

181.41     (a)  (1)  corrected 20818 

'a>  revised;  effective  date  post- 
poned to  5-12-77 22144 

181.45     Revised;      effective     date 

postponed  to  5-12-77 22144 

181105     'g'  added;  effective  date 

postponed  to  5-12-77 22144 

181,106     'a'       revised:      effective 

date  postponed  to  5-12-77-_  22144 
181  108     Revised,     effective    date 

postponed  to  5-12-77- .    22144 

181  109    Revised:     effective    date 

postponed  to  5-12-77 22144 
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Title    27,    Chapter    I — Continued 

Pag© 

181.122     <a»    corrected 20818 

^a'  revised:  't'  added;  effective 
date  postponed  to  5-12-77__-  22144 

181123  'a'  revised;  <f»  added; 
effective  date  postponed  to 
5-12-77     22144 

181  12-i  'a'  revised;  (g)  added; 
effective  date  postponed  to 
5-12-77     ^— -   22144 

181.125       CI  corrected 20818 

ai,  <b'.  and  ic>  revised;  effec- 
tive date  postponed  to  5-12- 
77    22144 


Page 


181.126  (c)  and  (fi  revised:  ef- 
fective date  postponed  tx) 
5-12-77     22144 

181.130     Added;      effective     date 

postponed  to  5-12-77 22144 

181.141     (a)(5)    corrected 20818 

Revised;    effective    date    post- 
poned to  5-12-77 22144 

250.40     Revised 30836 

250.206     Revised 30836 

Title  27 — Proposed  Rules: 

4 30617 


JUNE    1977 
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CHANGES   JULY    1,    1976   THROUGH   JUNE    30,    1977 


TITLE  28— JUDICIAL 
ADMINISTRATION 

Chopter  I — Department  of  Justice 

Pate 

0    Technical    correction 36650 

0.1     Amended    '15314 

0.6     'd'     redesignated    'e>;    new 

(di  added '4440 

Revised    '8140 

08     Added    '15314 

0,13     Added    '26205 

0.15     (b>i8i    redesignated  as   ib' 

(9»  ;  new  <bi  '8)  added '5054 

<b^  revised;   <c'   removed.   —   '15315 

fbi'5'  redesignated  as  ib>  1 10,>  ; 

new   ibi'5i    added •__   '22557 

0.16     Revised   46598 

0.18     Revised   55179 

Technical  correction '3163 

0.20     'e'     amended '15315 

0.25     <mi    amended '15315 

0.27     (di  amended '15315 

0.30     Nomenclature  change '15315 

0.40     Nomenclature  change '15315 

lai    amended '26205 

0.41     Nomenclature  change '15315 

0.43     Removed    '26205 

0.45     <h>    amended 54176 

Nomenclature   change '15315 

0.50     Nomenclature  change '15315 

<&>    amended '26205 

0.55     <di  amended 52454 

(i>   revised 54176 

0.60     Removed     '26205 

0.61     (di   revised 54176 

0.64-1     Added   - '12853 

0.65     If'  and  (gi  added 52454 

Nomenclature  change '15315 

0.70     Nomenclature  change '15315 

0.75     Nomenclature  change '15315 

Amended  '25499 

<r)  removed '32537 

0.76    Nomenclature  change '15315 

Amended  '25499 

0.77     Nomenclature  change '15315 

Amended  '25499 

0.85     Revised '15315 

0.95—0.99     'Subpart  Q>  Appendix 

amended    56802 

0.96     (ti    added 56802 

0.105     Nomenclature  change '15315 

0.115     Nomenclature  change '15315 

0  116     Nomenclature  change '15315 

0.125—0.127     (Subpart     V'     Re- 
vised      35184 


Page 
0.133     Existing  text  desigriated  a.^ 

tbi;  new  lai  added -23801 

(a)   amended '29003 

0.160—0.172  'Subpart  Y  Ap- 
pendix amended -    -  53005.  53660 

0.160-0  168     Nomenclature 

change   '15315 

0,171     Amended    '15315 

0,190     Nomenclature  change '15315 

2     Revised  _        l 37319 

2.10     ibi     revised ' '12045 

(c)  added;  eff.  8-1-77 '12045 

2  14      'e<    removed '3178S 

2  20     Table  amended '12045 

RevLsed    '31786 

2,21      'b''2'     revised '12045 

2,24     (bi    revised '31788 

2.27       ai    revised '31788 

2,52     ^d"l>  amended '12045 

2.59     Added   '31788 

15     Heading    revised '15409 

Authority  citation  corrected..   '17111 

15.1  Re\-ised   '15409 

Corrected '17111 

15.2  Heading  revised:  existing 
text  designated  as  'ai;  <b) 
added  '15410 

15  3     Revised   '15410 

15  Appendix   added    '32770 

16,21—16.26  'Subpart  B'  Appen- 
dix added '19145 

16  23     'b''2'       iiii>      and      <iv) 

amended:   'b'^'V'   added.   '10846 

16.24     'b'  am.ended '12045 

16,76     ifi  and  'g>  added '9999 

16.81     (di   and  'e)   added .   '9999 

'a) '9'   added;   'b'   revised •2'3506 

1688     ic   and  'd'   added '10000 

16.90     <gi   and  ih'   added '10000 

1691      isi   added 32423 

16.92     Revised  '10000 

1698     igi   and  'h'   added '10001 

16.99  ia»i24i  added:  lai  undes- 
ignated   paragraph    and    'b^ 

through  id»  revised '10001 

16  200—16  208     "Subpart  Fi 

Added '14713 

17.73     Corrected   '29307 

19.8     idi    removed 50822 

19.10     (b)     amend^fcr 50822 

20     Appendix  addeMT- J.  34949 

22     Added   ^ 54846 

25     Added   31532 

30     Revised   '5318 

32     Added  ..-v '23255 

42,1     Revised   ...^ '25724 

42  2       b'     revised '25725 

42,102     Nomenclature    change..    '15315 


Note:  Symbol  '•)   refers  to  1977  page  numbers 
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CUMULATIVE   LIST  OF   CFR    SECTIONS  AFFECTED 


CHANGES   JULY    1,    1976   THROUGH   JUNE   30,    1977 


Title  28,  Chapter  I — Continued 

42.201—42.217    >  Subpart  D)      Re- 
vised   

42.206     <a)  revised 

42.401—42  415     'Subpart            P) 
Added  

Effective  date  corrected 

42.412     Nomenclature    change. 
45.735-3     'bi   nomenclature 

change  

45.735-5     'a)  (2)        nomenclature 

change  

45.735-9     'c>  nomenclature 

change   

45.735-12     Nomenclature  change. 

45.735-22     ic»'2>   revised 

(gi   nomenclature   change 

45.735-24     Nomenclature  change. 
50.6     Revised  


50.14  Added 

50.15  Added 

50.16  Added 
52  Removed 
55     Revised  _ 


Page 

•9497 
28478 

52669 

53478 

•15315 

•15315 

•15315 

•15315 
•15315 
27317 
•15315 
•15315 
•11831 
51735 
•5695 
•5696 
•21470 
29998 


Chapter  III — Federal  Prison  Indus- 
tries, Department  of  Justice 

301.12  Redesignated    as    301.21: 
new  301.12  added 55710, 

301.13  Redesignated    as     301.22; 
new  301.13  added 55710. 

301.14  Redesignated    as    301.23; 
new  301.14  added 

301.15  Redesignated    as    301.24; 
new  30 1 . 1 5  added 

301.16  Redesignated    as    301.25; 
new  301  16  added 

301.17  Redesignated    as    301.26; 
new  301  17  added 

301.18  Redesignated    as    301.27; 
new  301.18  added 

301.19  Added    

301.20  Added    

301.21  Redesignated  from  301. 12- 

301.22  Redesignated  from  301. 13- 

301.23  Redesignated  from  30 1.14- 

301.24  Redesignated  from  301. 15- 

301.25  Redesignated  from  301  16 

301.26  Redesignated  from  301  17 

301.27  Redesignated  from  30 1.1 8 

Title   28 Proposed   Rulex: 


55711 

55711 

55711 

55711 

55711 

55711 

55711 
55711 
55711 
55711 
55711 
55711 
55711 
55711 
55711 
55711 


2  -.- 52889.  53811 

'13305,  29938 

16 27972.    51089 

-. •5104,  6610,  15072.  15075 

30    36216 

32   'ISM 


29.3 
29.5 

40.2 


Pag© 

42 31550,  51762 

52  34636 

500    '26334 

501    > '26334 

523    '26334 

540    '26334 

541 '26334 

543    '26334 

TITLE  29— LABOR 

Subtitle  A — Office  of  the  Secretary  of 
Labor 

2.5    Removed '769 

9     Removed   '22364 

15     Added '769 

15.4  lb  I  existing  text  designated 
as  (b)    1 1 '   and  <2)  ;  new  <b) 

(2)  revised ^11832 

15.6     (b'  revised '11832 

15.17     Revised ^11832 

15.22     Revised '11832 

20     Removed   51012 

29     Added    ^10139 

(h)   corrected •30836 

(b)(4t    corrected •30836 

(b)  mtroductorj-  text 
amended;  ib)  i7>  and  (8)  re- 
vised; (bH9)  added '22364 

40.14     (b)  corrected 27318 

40.42     (bi  corrected 27318 

50     Removed   51012 

Removed   51012 

Removed   51012 

RevLsed 47700 

Redesignated  and  revised  as 

20  CFR  656;  eff.  2-18-77 ^3440 

Added    *6106 

Effective  date  corrected '7949 

71     Removed   51012 

90     Revised    '32772 

94.3  Amended 44394,  50110.  54066 

Amended '1658.  20908 

94.4  ikki  revised;  ihhh)<5)  re- 
moved; innni  through  <qqq' 
added    54066 

(kki  revised;  fhhh)  (5)  re- 
moved; <nnn'  through  <qqq) 

added *2426 

(oooi  and  (ppp>  revised;   irrr*, 

(sss)   and  'ttf   added '24253 

95.11     (a)    revised 50110 

95.14     (b)  (2)  (1)  (C)  (i)  (ri),   (rtt), 

(3)  (11)  (F),  and    <iiii  <K>    re- 
vised     54067 

(b)  (2)(1)(C)  (1)  (vi),  (vll),  (3) 
(11)  (P),  and  (3)(m)(K)  re- 
vised     '2427 


51 
55 
56 
60 

70a 


Note:  Symbol    •)   refers  to  1977  page  numbers 
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CHANGES  JULY    1,    1976   THROUGH   JUNE   30,    1977 


Page 

95.15     Revised 50110 

95.17  (b)(8)      revised;      (b)  (14) 
added    54067 

(bn8)  revised:  ibMl4)  added.   '2427 

95.18  Revised   50111 

95.21     Revised   50111 

(a)  (1)  (iv)  (D)   revised 54067 

(aMl)(iv)(D'  revised ^2427 

95.32     (f>    revised 54067 

ff)    revised '2427 

95  33     idi<4'     >ix'    and    (x>    re- 
vised     54067 

(d)  (4)  (ix)  and  (x)  revised '2427 

^d)  (5)  (iii)  «Bi     revised '24524 

95.34     (f)(1)    revised 54067 

(f)(1)    revised ^2427 

(f)  introductory  text  and  'f ) 
(1)  redesignated  as  if'    'l' 
and  '2»  and  repuplished..   '24524 
95.37     (a)   amended 29378 

95.52  (a  I,  (b»  introductory  text, 
ib^l)  and  (2)  revised 50112 

95.53  Revised  50112 

95.54  Revised  50113 

95.56     (c)(1)  (Iv)    revised 54068 

(c)(1)  (Iv)    revised '2428 

96.2     (b>(2)(l)    revised 54068 

(b)(2)(l>    revised ^2428 

96.14     (b)  (2)  (i)  (C)  (2)    (ut)    and 

(vii'i   revised 54068 

(b)  (2)  (i)  (C>  (2)    (vi)   and  (vil) 
revised '2428 

96.23  (b)  (111,  <12),  and  (15)  re- 
vised      54068 

(b)  (11),    (12),   and    (15)    re- 
vised      ^2428 

96.24  (j)  correctly  designated---  29378 

(c)  and  iji  revised 54068 

(c)  and  ijt  revised *2428 

96.27     (d>il)  revised 54068 

(d)(l>  revised '2428 

96.36  Redesignated     from     96.37 

and  revised 54068 

Removed;  96.37  redesignated  as 
96.36  and  revised '2428 

96.37  Removed;    redesignated  as 
96.36  and  revised 54066,  54068 

Redesignated  as  96.36  and  re- 
vised     '2428 

96.45    Revised  50113 

97.1—97.26     (Subpart      A)      Re- 
vised     "20908 

97.201—97.292    i Subpart   C)    Re- 
vised     •1658 

97.214  la),   (b( ,   tc  tli    and   (2> 
revised   50114 

97.215  (b)  revised 45987 

97.216  <a)    revised 50114 


97.309     'b'     amended:     (ci 
vised 

97.311  ic)(13)    revised 

97.312  <bi       revised;       (c) 
moved 


re- 


97 
97 
97 
97 
97 
97 


315 
324 
327 
330 
335 
381 
and 


'gi    revised , 

^Amended    

Amended    

Amended    -.1 

•c  amended 

Undesignated  heading 
text  revised 


97a. 130— 97a. 132     'Subpart  H' 

Added 

98.8     (g>  revised 

(g)   revised 

98  12     (b>  ir  and  (3).  (d)(4),  (f) 

(2).  (5)  (V  ,  and  (6^  revised. - 

(b)  (1)  and  (3),  'd) (41,  (f) (2i, 

(5),  and  (6)  revised 

(b)(3)    amended ' 

98.18     (b)  (1)  and  (5)  (i)  revised-- 

(b)  (1)  and  (5)  fi)  revised 

98.20     I  a  "3)  revised 

(at(3i   revised 

98.24  (b(  revised 

'b'  revised 

98.25  Revi.^ed   ' 

98  29a     Added    

99  Revised 

Revised    '2430. 

99.35—99  38     Corrected    


Page 

■30368 
'30368 

'30368 
'30368 
'30368 
'30368 
'30368 
'30368 

'30368 

50114 
54068 
'2428 

54068 

•2429 

•24524 

54069 

•2429 

54069 

•2429 

54070 

•2430 

•24524 

44394 

54070 

24524 

•773 


Chapter  I — National   Labor  Relations 
Board 

102.126—102.133       (Subpart      P) 

Revised    •ISm 

102.132  Revised '15410 

102.133  Revised '15410 

102.137—102.142       iSubpart      S» 

Added •13550 

Chapter  IV — Office  of  Labor-Manage- 
ment Standards  Enforcement,  De- 
partment   of    Labor 

Chapter  heading  revision  con- 
firmed    27318 

402.4     Existing  text  designated  as 

la);   (b'   added ^6807 

403.4     ib>   revised 27318 

Chapter  V — Wage  and  Hour  Divi- 
sion,   Department   of   Labor 

511.4     Revised '2313 

524.1  Amended 29378 

524.12     Amended 29378 

609.2  (a)    revised ^2955 


Note:  Symbol 


refers  to  1977  page  numbers 
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CUMULATIVE   LIST   OF   CFR   SECTIONS   AFFECTED 


CHANGES   JULY    1     1976   T 

Title   29,    Chapter   V — Continued 

Page 

613  1     Revised  *3303 

613.2     (a)  (1)  IV)  fA),  (vl)  (A),and 

(2)<1)    revised *3303 

657.2     ia»    il>,   (2).  (3),  and  (5) 

revised *4**0 

672  2     <a)(l)    revised '2955 

673  1     Revised •2955 

6732     <ai    i5»  il>,   (6)(i),   (7)(1). 

(8)(i).  and  (b)  (5)  (i)  and 
(6)(1)    revised '2955 

675  1       b'    revised *18065 

675. 2  (a>  '  1>  and  (b)  (D  re- 
vised; 'O.  (d),  and  te)  re- 
moved      '18065 

678  2  Introductory  text  added; 
(a)  a  I  and  '2^  introductory 
texts  revised;  idi  removed.-  *18065 

694  1  <ai  <  1).  <2)a).  (3)(1),  (b) 
(DA),  (2)(i),  (SXl),  (4)(1). 
(5)(1).  (c)(1)  (i),  (2)(1).  and 
(3^  IV  revised '18589 

699  Revised 34744 

700  2     la'  (It,  ibxD.  (c)(1),  (d) 

(1)  (1>  'A>  <1»  and  (B)(1),  (d) 
(1)^11)  (A*,  'Hi)  (A).  (lv)(A), 
(2»  (i)  (A)  and  (2)  (il)  (A)  re- 
vised    44695 

701.2     ta)(l).    (c)(1),    (d),    (e). 

iftiD  and  (g)(1)  revised 43403 

720.1  Revised '3304 

720.2  'a)  (ixi).  (2)(1),  (3)(i). 
(4)  fW.  (b)  (1>  (i>,  and  (2)  (i) 
revised:  'ci  removed •3304 

721.1  Revised  38504 

7212     lai   and  (b)(1)  revised.--  38504 
7272     Revised   43403 

775.2  Added    '32254 

7753     Added   •32254 

Chapter  X — National  Mediation 
Board 

1209     Added •14716 

Chapter  XII — Federal  Mediation  and 
Conciliation   Service 

1404     Revised 50658 

Chapter   XIV — Equal    Employment 
Opportunity   Con^mission 

1601  4     Revised   34745 

1601.12  <m)   revised 30635, 

37104,  47426 
im)    revised •3164 

1601.13  Revised   34745 

1601.19b     'C>   revised ♦10315 


HROUGH   JUNE   30,   1977 

Page 

1602.20     (b)  revised 33557 

1607     Revised 51984 

1611  Revised    "7949 

1612  Added '13830 

Chapter  XVII — Occupational  Safety 
and  Health  Administration,  Depart- 
ment   of    Labor 

1903  Interpretation   '5356 

1904  Interpretation  '5356 

1910.20     Added    '22525 

1910.217     Supplemental        state- 
ment    40103 

1910.309     (c)   revised 55703 

Technical  correction *2956 

1910.401—1910.441      'Subpart  T) 

Removed  48743 

1910.1000     Table  Z-2  amended--   "22525 

1910.1003  (c)(6)  removed 35184 

1910.1004  (c)(6)  removed 35184 

1910.1005  Removed 35184 

1910.1006—1910.1016     (C)(6)     re- 
moved    35184 

1910.1028,    Added    *22525 

(i)(5)(iii)    added •23601 

(a)(2)(i)    revised;    (bi    amend- 
ed       -26429 

1910.1029     Added 46784 

Technical  corrections '3304 

(a),  (b).and  (f)(1)  (i)  (a),  (b). 
(ID.  (11)  (a),  (iil),  "(iii)(a). 
(2)  (Did),  6(i),  (ii)  (e),  (iii). 

and  (7)  corrected '3305 

(g)(1)  (1),  (2)(i)  table,  (iii), 
(h)(1)  (iv),  (2)(v),  (j)(l)(i), 
(2),  (4)(lii),  (k)(l)(ii^  and 

(2)  (11)  corrected *3306 

(1)  correctly  designated;  (It  (2) 
(11),  (3),  (mH3t  Iil).  and  Ap- 
pendixes A  and  B  corrected--  *3306 

(m)(3)(lv)    added '3306 

1926.400     (h)  revised 55703 

Technical  correction *2956 

1928.57  (a)  (5),  (7),  (8)  ti),  (9), 
(10).  (11)  (ii)  and  (iii),  (b) 
(l)(lil)         and        (c)(1)  (ii) 

amended 46598 

1951     Interpretation   '5356 

1951.1  (b)  amended •12427 

1951.2  (b)  amended '12427 

1952.104     (1)    added 31205 

Heading  revised;  im)  added —  32425 
(j)    revised '5972 

1952.114     (f)  and  (g)  added 46599 

(h)  added 51016 

1952.124     (hi    added 51016 
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Page 
1952.154     (e)  added 41083 

(f)  through  (k)  added 43897 

<1)  added 43898 

(m)  through  ir>  added 43899 

(s)    added 43900 

(t)    added 43902 

1952.164    Heading    revised;     (m) 

added  39028 

1952.174     (J)  through  (mt  added-  43405 

im  added 51013 

1952.194     (ct  through  ig)  added-   51014 
1952.204     (c)  through  (k)  revised-  36652 

(1)    added 42661 

1952.213  (c)  and  (o>  removed; 
(n)  redesignated  as  'c^;  (k) 
revised   45564 

1952.214  (c)  and  (d'  added 45564 

(e),  (ft,  and  (g)  added '10988 

1952.222     Revised   34253 

1952.234    Text  designated  as  (a)  ; 

(b)    added 34252 

1952.243  Revised   56315 

1952.244  Added 36206 

(c)  added 43406 

Revised 56315 

1952.254  (c>  through  (e)  added-  43406 

1952.262  Revised '15411 

1952.274  (c)  and  (d)  added '2313 

(e)  added '9169 

(f),  (g),  and  (h>  added '10989 

Heading  revised;  <!>  added.--  '12428 
'f),  (g)  and  (h)  technical  cor- 
rection     '30368 

1952.312     Revised   34251 

1952.344     (c)  added 28789 

(a)  and  ib^  added 30329 

1952.353  'e»   revised 31813 

(c)  and  (e)  revised 56315 

1952.354  Added    31813 

(g)  revised 34251 

(h)   revised 56316 

1952.364     Added    28788 

1952.370—1952.373     (Subpart  EE^ 

Added 42658 

1952.373     (j»  revised '10989 

1956     Added '12430 

1960.20    Added   '7954 

Chapter      XX — Occupational      Safety 
and    Health    Review   Commission 

2100    Redesignated  as  Part  2202 

and  revised 53011 

2200.91a    Added 53016 

2201  Redesignated     from     Part 

2300  and  revised ^15412 

2202  Redesignated     from     Part 

2100  and  revised 53011 


Page 

2203     Added •15414 

2300     Redesignated  as  Part   2201 

and  revised '15412 

Chapter  XXV — Pension  and  Welfare 
Benefit  Programs,  Department  of 
Labor 

Chapter  heading  revised 55510 

2520.102-2     Added    ^14274 

2520.102-3     Added   ^14274 

2520.102-4     Added    '14276 

2520.103-1—2520.103-10     (Subpart 

C)  Added 32529 

2520,104-4     Added    '14276 

2520.104-5     icii4Mii)  revised 55511 

Revised    _--   '14280 

2520.104-6     Added    '14281 

2520.104-26     Added    '14277 

2520  104-27     Added    '14277 

2520.104-41—2520.104-46  (Suopart 

D)  Added 32535 

Comment  time  e.xtendFa '25870 

2520  104-44     ibM2)  amended 42654 

2520.104a-3     Added   '14277 

2520.104a-5— 2520  104a  -6  '  Subpart 

E)  Added 32537 

2520.104b-2     Added   '14278 

2520  104b-3     Added   '14279 

2520  104b-4     Added    '14279 

2520.104b-10— 2520  104b-n    'Sub- 
part F)      Added 32537 

2520.140b-12    Subpart  F' 

Added    '8849 

2520  104b-30     'at  amended 37575 

2530     Revised 56473 

2550.408b-2     Added   '32390 

2550.408b-4     Added   '32392 

2550.408b-6     Added   '32392 

2550.408C-2     Added   '32393 

2550.414C-4     Added    '32393 

2560     'Subchapter   G   and   Part> 

Added;   eff.   10-1-77 '27426 

Chapter  XXVI — Pension   Benefit 
Guaranty   Corporation 

2602     Revised 32740 

2602.3     id'    corrected 38769 

(d)    revised 42654 

2606     Revised 32742 

2607.10     Revised  '26975 

2608     Added 48481 

2608.7     ih>   (1U1)(C)  and  (2)^1) 

(A)  revised '2678,4440 

2608.10     ta)    revised '2678.4441 

2608  12     Added   '2678 

2610     Added 48486 

Appendix  B  revised '2679 

Appendix  B  amended '32777 
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Title  2M — Proposed   Rules: 


29 

40 
60 
90 
94 

95 

96 


97 35723, 


98 


99 


103 
21 


Pago 

46148 

..-  •24289 
48947 

•2981,  5372,9190 

46124,  46617.  46998 

...  •14288 

46998 

•14288 

46998 

35724,  46124,  46617 

•8806 

46998 

•14288 

46998 

•14288 

•SIOS 


5  '' •3319.4492 


12442 

61040 

•16324 

•8155 


403  

529 

1601       33924^4143^43195.55306.56673 

.  '31174,  33043 
49666 


1611 
1612 
1904 
1908 

1910 


29425. 

48950, 


•7163 
•10015 
•32060 

27744. 

48746. 


32911.  32912.  35200. 
50008.  56336,  56498 

_  '808, 

"l742   1806.  5372'' 5374.  8680,  9190. 

10017   10018.   11023.   13025   14134. 
21301,  27452,  29021.  32263,  33043 

,Q,R  48950.  50008 

1910 -- .^j^23 

,018  "" 48950,  50008 

.11023 

10,7 .  48950,  50008 

l»l( ---^ ^jj^^g 

,Q,B ' 48950,  50008 

^'*^" "" '11023 

1926  V  —  48950,  50008 

^^^^  -* _... .__.    '11023 

28797,  ,"=6498 
■11023,  14134 

1962  .  28313, 

32912,  34298,  36219,  43411,  61040, 
61041,  56336 

•10015  11024,11025,27266.29024 

1953  XI --  '15430 

1960  *''"3 


1928 27378. 


2300 

3301 
2303 
3300 

2530 


.  34657 

•2iR'fi 

.  63067 

.  '8680 

.  63067 

'32807 


2550 31870.  31874,  46017.  55206.  56758 

•1488,  1618,  3871 

2607  62486 

2808 48492,  52890 

•20156,  27615 

2610  '*8498 


2611 
2616 


Page 

•4862,  29318 

•20158.27616 

^__  48504 


18.95 

18.97 

18.99 

55.2 

55.3 

55.6 

55.9 


TITLE  30_MINERAL  RESOURCES 

Chapter  I — Mining  Enforcement  and 
Safety  Administration,  Department 
of  the  Interior 

18.80—18.82     (Subpart     D'     Ap- 
pendixes I  and  II  amended--^  ii-iij_ 

Appendix  II  corrected *Po^o 

18.82     'g)(l'    amended '^3, 

Heading  amended *,^„ 

(bM4Mlii)    amended "BSTS 

Amended *8312 

Amended   '29418 

Amended    •29419 

Amended 33263 

Corrected    28266 

Technical   correction 33263 

Amended '7006,  WOT.  29419 

55.12     Amended    '   r.t\a 

55.14     Amended '  aTH 

55.19  Amended    '29419 

55.20  Amended    ,         n 

56.2  Amended   'noAon 

56.3  Amended    ootcc 

56.4  Corrected   flf 

56.6    Amended „„ 

56.9     Amended    '7006.7009.29420 

56.12     Amended   '^^mn 

56.14     Amended '7010 

56.19  Amended  ^^^^^ 

56.20  Amended   29422 

57.2  Amended    29422 

57.3  Amended    fi^- 

57  5     Corrected    ^B^bo 

Amended '29422 

57  9    Technical  correction 33-6,5 

Amended "^OO^.  7010^29422 

57.12     Amended   nii 

57.14     Amended '7011 

57.19  Amended    .   oono 

57.19-62     Revised •33289 

57.20  Amended    '"otct 

57.21  Technical  correction 33263 

Amended '29424 

57.21-34 
57.21-39 
57.21-40 
57.21-76 
57.21-77 

75.1719 
75.1719-1 

75.1719-1    (a)    corrected '18859 

.100.7     (c)   revised •1214 


Revised ^33289 

Revised '33289 

Revised '33289 

Revised '33289 

Revised '33289 

Revised   43534 

75.1719-4     Added 43534 


Note:  Symbol  -'i   refers  to  1977  page  numbers 
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Chapter   11 — Geological    Survey,    De- 
partment of  the   Interior 

P««e 

211.1  (b>    amended '4441 

211.2  tr)  revised;   is)  amended.  '4441 

211.5     (cXlKii    revised '4441 

211.10     (e)    added '3643 

(a)(l>  and  ic)i6)  revised;  (d> 

(1)    amended '4441 

(e)(3)  added 'ISOee 

(e)(2)   added '18068 

(e)(4)   added '18071 

(e)(5)   added '30175 

(eM6i   added '32778 

211.40     (a)(2)    and    (14)  (11)    re- 
vised    53793 

(a)  (12)  (ill)    added '4441 

211.74     (e)  revised 53793 

(g)   added '3643 

(g)(3>  added •18066 

(g)(2)  added '18068 

(g)(4)  added '18071 

(g)(5i  added '30175 

(g)(6i  added '32778 

211.76  Added 53793 

211.76-1     Added •SOHS 

211.77  Added    '3644 

(c)  added '18066 

(b)  added •18068 

(d)  added '18071 

(e)  added '30175 

(f)  added '32778 

250.12     (d)  revised 53016 

251     Technical  correction 27319 

Title   30 — Proposed  Rules: 

11   44864,  49506 

'2986 

55  '5546.7968.12442.13840.30772 

56  '5546,7968,12442.13840.30772 

57  --  '5546,7968.12068.12442.13840.30772 

70 '28151 

76 31553.  49838,  52890 

'21295 

77 SL-^Se.  50299,  62890 

'2800,  11250,  212Q5 

100  45574 

211  35716, 

39036,  43912,  45999.  50008   53360, 
53811,  56830 

'1489, 

2082.  4492,  4493.  8156,  18862.  23855,  26218 

221  '32807 

226  53814 

231 54003,  54004 

250  '33044 

251  .3321 

601 '20837 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Subtitle  A — Office  of  the  Secretary  of 

the   Treasury 

Page 

1.2     (c)(1)  (Ui)    revised '9382 

1.6     (g)  (1)  (i)  and  (3' ii>  revised; 

(g)(3)(ii)  amended 51396 

(g)(l)(l)    and    i3''i»    revised; 

(gM3»ait   amended '2314 

8     Added '33027 

13     Added   55180 

Appendix  II  corrected '3841 

Chapter  I — Monetary  Offices,  Depart- 
ment of  the  Treasury 

51.0—51.4  iSubpartAi  Revised.   '18364 
51.10—51,19   'Subpart  Bi 

Revised    '2197 

51.20—5131     i  Subpart      C)       re- 

vLsed   '24732 

51.27     (ai(ii  and  (c)(2)(ii)  cor- 
rected      '27883 

51.40—51.45     (Subpart     Di      Re- 
vised       -24737 

51.50— 51  75  '  Subpart  E) 

Revised    '18365 

Technical  correction '19479 

51.58     (a)    technical  correction.   '20298 
51.80— 51  105   (Subpart  G' 

Redesignated      as      51200 — 

51.225   (Subpart  G I '2422 

51.100— 51  107     Subpart  F) 

Revised    '2422 

51.200—51225   '  Subpart  G) 

Redesignated     from     51  80 — 

51.105     Subpart  G) '2422 

Revised    '18372 

Technical  correction '19479 

52     Added  44842 

52  23     (f   time  limitation 50369 

101     Added     '1472 

103.11     Amended 27832 

103.46     'b>    revi-sed '33033 

1282     (a)  and  (c)  revised '4122 

128.3     Revised '4122 

128  11     Revised '4122 

128.11a     Removed    '4122 

128  12     RevLsed _   •4122 

128  13     Revised '4122 

12813a     Removed    '4122 

128  14     Revised   '4122 

128.14a     Removed .^. '4122 

128  15     Revised .-. '4122 

128  16     Revised '4122 

128.17     Revised '4122 
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Title   31.    Chapter   I — Continued 

Page 

128  17a     Removed    It^oo 

128  19     Removed    *^122 

128  35     Revised   '*3720 

Chapter    II — Fiscal    Service,     Depart- 
ment  of   the   Treasury 


•10 
'10 
•10 


223  3 
223,7 


210-7     lei    revised 

210  10     Redesignated    as    210.11; 

new  210  10  added 

210.11     Redesignated  from 

210.10   

■  a'    amended *8637 

Revised  |8637 

223  8     'a'    amended *8637 

223  9     Revised  *6Q31 

223  11     (b)(2>(i>   revised;   (b)(2) 

I  ill  and  <c>'l»  amended '8637 

Revised     '8637 

Amended    *8637 

An-.ended    '8637 

lai    revised '8638 

.Amended    '8638 

Amended    *8638 

(ai    and     c)    revised;  in- 


223.15 
223.16 
223  17 
223.18 
223.20 
323.21 
223  22 


500.564     Added  

505.10     Schedule  corrected-- 
515.546     (b)    removed 

515.559  (a)(3)    revised;    <c) 
added  

(a)(2)  removed 

515.560  Added 

Revised 

515,561 

520.205 

520.205b 

530.202 

530.313 

530.503 

530.518 


trodurton.-  text  amended •8638 

240.2     Amended 43903 

240.6     ici  removed 43903 

309     Revised 44006 

315  5     Amended    '25725 

316.2     (e>   revised 36342 

Footnote  2  atr.ended '25725 

316.14     Table    1    revised;     Ubles 

added    36343 

332  2     Footnote  1  removed '25725 

332.14     Tables  added 36354 

341.8  'b>    and  <ci    and  footnote 

1   amended '21611 

341.9  laMS)  and  (b>  amended.  '21611 
341  10     ia>    amended '21611 

341.11  'b^    amended '21611 

341.12  Nomenclature   change.-  '21611 

349  Added   53335 

350  Added   53337 

350.6       a' '2'  revised 56195 

350  14     'HI   revised 56195 

350,17     if'    revised 56195 

Chapter  V — Office   of   Foreign   Assets 
Control,  Department  of  the  Treasury 

500322       a-'4i     corrected '27199 

500.562  'b'    removed '16620 

500.563  Added    '16620 

530  520     Revised '31453 

Technical  correction '33289 

530  523     Revised '31453 

Technical  correction '33289 


Added   

(g)  appendix  amended, 
(g)  appendix  amended 

Added  

Added  

Revised 

Removed 

530.519—530.522     Added 

530.520     (b)  revised 

(c)  removed 

530.523     Added   

530.808     Revised 

(c)<2i    corrected 

Chapter  VII — Federal  Law  Enforce- 
ment Training  Center,  Department 
of  the  Treasury 

Chapter  established 49808 

700    Added 49808 

Title  31 — Proposed  Rules: 


Page 
•16621 
•27199 
'16621 

•1472 
•16621 
•16621 
•25499 
•16621 
.  27963 
.  27963 
•18074 
'18074 
•18074 
•18074 
•18074 
•23605 
•26653 
•23605 
'18075 
•27199 


38187 
54191 


10     '20635 


12 

51 
205 


40139 
47054 
51847 
37117 


210     .  32605.  35855, 

215    '- '22174 

223       ^^^"^^ 

-5982 


344 


56208 


350  47959 

700    '".'""... 30135 

TITLE  32— NATIONAL  DEFENSE 

Chapter  I — Office  of  the  Secretary  of 
Defense 

40     Revised    *3647 

40.5     Revised '7955 

166.11     <d>  revised 40466 

191     Revised    '26422 

199     Added •l'?972 

242a     Added '12853 

243     Added *13018 

251     Added   27963 

251.9  Added    *9169 

(b)    amended '12045 

251.10  Added   •9169 

251.11  Added   '9169 
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Page 

251.12     Added   '9169 

Table  B-5  amended '12045 

256     Added '774 

256.6     Added   '13022 

286.2  Removed;  new  286.2  redes- 
ignated from  286.3 27074 

286.3  Redesignated  as  new  286.2; 
new  286.3  redesignated  from 
286.4    27074 

286.4—286.14     Redesignated  from 

2866—286.16 27074 

286.5  Removed;  new  286.5  redes- 
ignated from  286.7 27074 

286.6—286.16     Redesignated  as 

286.4—286.14 27074 

287a.8     Added  '20298 

291a.6     (b^    added '21776 

296.2—296.7     Redesignated     from 

296.3—296.8 27074 

296.2  Removed:  new  296.2  redes- 
ignated from  296.3 27074 

296.3—296.8     Redesignated  as 

296.2—296.7 27074 

297     Revised 27074 

350  Added '15909 

351  Added '25855 

352  Added '2.5856 

353  Added '32537 

Chapter  V — Department  of  the  Army 

505.9     Amended 47046 

Amended   '16385,27244 

518.1—518.19  Existing  text  des- 
ignated as  Subpart  A '26424 

518.51—518.69  (Subpart  B)  Add- 
ed        '26424 

553     Revised    ^25725 

581.2  Revised   34253 

Revised    '13274 

581.3  (cW5iiiii\  (f)  (1)  (D  (c) . 
(2\  and  '3^  (il>.  revised;  (c) 
(5)  (iv)  through  fvi),  (f)  (3) 
(11)  (a)  and  (b)  and  (h)(4) 
added '17442 

642    Added '16386 

Chapter  VI — Department  of  the  Navy 

701.100—701.118     Subparts 

Added 50662 

701.120—701.124     (Subpart  G 

Added 50672 

701.123  (1>  added '9382 

701.124  (g)   added '9382 

705     Added  29101 

706.2     Table  amended '10316 

707.1     (b>  amended;   (c)  revised.  29119 
710    Revised    41083 


711     Revised 27319 

721  Revised 29809 

722  Revised ._  34746 

723.2  (b>    revised '18277 

723.3  iani)  and  (2)  amended; 
le^ i3>  revised:  (e)  i4> 
through  <7i  added '18277 

723  6     Revised '18277 

723.7  Revised '18278 

723.8  <d^  revised;  lei  removed.   '18278 
723.10     id)    revised •18278 

723  11     ie»    added '18278 

724  Revised    '18590 

725  Technical  corrections 32742 

725.601  Amended 29814 

725.602  Revised    29814 

725.604     Revised    29814 

731  Revised 31378 

732  Revised 30636 

737.1-101     Revised    55511 

737.1-111-50     Revised   55511 

737,1-201      (c^(8i   revised 55511 

737,1-363     Revised    55511 

737,1-401-55     (c)(2)   revised;    (c) 

(4>(v\     (e)(3Wli     and     'IIP 

amended 55512 

737.1-401-58     Added 55512 

737.1-403-51  ibHixivt  amend- 
ed;   (b)  (2^  (viiiMA*     revised; 

(bU2)(xvii>  added 55512 

737.1-403-53     (bxD   amended___  55512 

737.1-406-51     Added 55513 

737.1-406-52     Added 55513 

737.1-407     (j»    added 55513 

737.1-702-50     (b'   amended 55513 

737.1-950     Removed 55513 

737.1-1004     (bMlxiii)    and    <iv) 

added    55513 

737.1-1007     (b^   amended 55513 

737.1-2100-2     (aM6i  added 55513 

737.3-201-50     (a'   amended 55513 

737.3-206-52     idM2)   amended...  55514 

737.3-210-3     ieM4)    amended 55513 

737.3-217-2     (d»  added 55513 

737.3-306-52     ib)   amended 55513 

737.3-306-53     (c)   revised 55514 

737.3-408     (bi  revised 55514 

737.3-410-2     Revised   55514 

737.3-507-50     Amended 55514 

737.3-805     Added 55514 

737.3-805-1     Added 55514 

737.3-805-2     Added 55514 

737.3-807-53     Amended 55515 

737.3-1000     Removed 55515 

737  3-1000-1     Removed 55515 

737.3-1004—737.3-1008     Removed.  55515 

737.3-1050     Removed 55515 

737.3-1051     Removed 55515 


Note:  Sj-mbol  (')  refers  to  1977  page  numbers 
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Titk  32,  Chapter  VI — Continued 


Removed  -- 

Removed 

Removed 

Revised    _- 

Amended  - 

Revised   _. 

2  Added  

Removed  — 

3  Removed  . 


and      text 


(e) 


737.3-1100 

737  3-1100-1 

737.3-1100-2 

737  6-103-2 

737.6-103-5 

737.6-203-1 

737  6-203 

737.6-204 

737.6-204 

737.6-706     Added  .- 

737.7-104-1     Added 

737.7-303     Added  -- 

737.7-303-1     Added 

737.7-601     Added  -- 

737.7-601-1     Added 

737.7-602     Headmg 

amended 

737.7-607     Added 

737.7-607-1     Added 

737.7-802-5     Amended 

737.7-B03     Added 

737.7-803-1     Added 

737,10-301-50     ibi  amended 

737.10-351     Revised    

737.10-501-50     Amended  -.- 
737.10-552     la).     (b',     and 

amended 

737.10-700-1     ibi   amended 

737.10-702     Amended 

737.16-812-51     (aM2>  amended-- 
737.17-^^08-1     (axi)   and  i2i   re- 
vised   

737  17-208-3 
737.17-208-5 
737.20-702-4 
737.20-702-5 
737.20-702-7 
737.20-706-50 
737.20-706-52 
amended 
737.20-802-8 
737.21-102—737 

Added  

737.21-103     Added 

737.21-103-1     Added 

737.21-501     Added 

737.22-102     Added 

737.24-205-7     Correctly  designat 
ed;  (aHi)  and  '2'  amended 

737.26-101     <b»   amended 

737.26-102     <c^   removed: 

vised   

737.105-2     Amended 

737.108     id»  amended 

742.306     Revised    

746     Added  


Revised   

(b)i3>   amended 

(c>  added 

Revised   

Added  

Removed 

la),   (e>,  and   ig) 
ic>  '21  (11)  revised- 
Added  

21-102-4 


Page 
55515 
55515 
55515 
55515 
55515 
55515 
55515 
55515 
55515 
55515 
55515 
55516 
55516 
55516 
55516 

55516 
55516 
55516 
55516 
55516 
55516 
55516 
55516 
55516 

55516 
55516 
55516 
55516 

55516 
55516 
55516 
55516 
55517 
55519 
55519 

55519 
55519 

55519 
55520 
55520 
55521 
55523 


Page 
754     Authority  citation  revised-   '16622 

754.1  Revised '16622 

754.2  (a)    and   (e)    revised:    (g» 
added '16622 

754.3  Revised '16622 

761     Authority  citation  revised---  289yr 
761.3     (a)(l)(i>  removed;  taMii 

(ii)  amended:  to  revised 28957 


Id  I   re- 


761.4  Revised   28957 

761.5  (i)'l'    revised 28958 

761.6  (b)<7)  revised 28958 

761.7  <dt  amended 28958 

761.9     Revised    28958 

761.11     'a>   amended 28958 

761.14  Revised    28958 

761.15  Revised    28958 

76118     'di   removed 28959 

761.19     Added 28959 

762     Added 29672 

765.9     Revised    30115 

765.17—765.19     Removed    29119 

Chapter  VII — Department  of  the  Air 
Force 

806b. 18     Revised '21776 

806b.22     Removed    '21777 

806b. 58     <1'    added '5696 

807.1     (c)(1)     amended;      'c)(2) 
removed;  Uew  'c<  '2i  and  (3) 

added   47426 

807.3     (b)  revised 47427 

825     Revised 31813 

832.1 — 832.6     Existing  text  desig- 
nated as  Subpart  A 34951 

832  10 — 832.16  (Subpart  B)     Add- 
ed    34951 

832  20 — 832.29  (Subpart  C>     Add- 
ed    46599 

842.1     (a)  (1).  (f)  (IMntroductory 
I  text  and  (f)  (1)  (ii>  revised---  50420 

(c)    amended 50446 

I  842.2     Revised 50420 

'   842.4     Revised 50421 

I  842.5     Revised 50421 

842.6     (b)   introductory  text.  (b> 

(2)  revised;   ^b)(3)   added.-.  50421 

I  842.7     (a)    revised 50421 

842.8     Added    50421 

842  10 — 842.14     Revised 50422 

55523      842.15     Added    50423 

55523      842.22—842.23     Revised 50423 

842  24     Revised  50425 

55523      842.25—842.30     Revised 50426 

55511      842.31     Revised 50427 

55511      842.32     Added 50427 

29119      842.41     Revised  50427 

55712      842.42     Revised 50427 


Note:  S>-mbol  (')  refers  to  1977  page  numbers 
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Page 

842.43  Revised 50428 

842.44  Id)  amended 50429 

842.45  Revised 50429 

842.46  Revised 50429 

842.47  Revised 50429 

842.49     Added    50429 

842.52  (b>(l)  amended:  (d) 

added  50430 

842.53  Table  amended 50430 

Note  2  amended 50446 

842.54  Revised  50430 

842.61     (at  (2)  amended:  (b)  and 

(c)  revised;  (d)  added 50431 

842.64  Revised  50432 

842.65  (b)    added 50432 

842.66  (b>  amended 50432 

842.67  Revised  50432 

842.68  Heading  and  (aMl)  and 
(2)  revised:  (a)(3)  and  (b) 
amended:   (c)   added 50433 

(b)    amended 50446 

842.69  Revised  50433 

842.72  (a)  introductory  text,  (a) 
(2),  (a) (2)(1).  (b)  (3)  and  (c) 
revised  50433 

842.73  (b)  amended 50433 

842.74  (a)  amended:  (b) 
through  (e)  redesignated  as 
(c)  through  (f)  :  new  (b) 
added:  (d)  revised 50434 

842.76     (a)  (5)  (iv)  (b)   amended..  50434 
842.80—842.83     (Subpart  G) 

Heading    revised 50434 

842.80  Revised  50434 

842.81  Revised 50434 

842.83  (b)  (1)  (ii)  through  (v)  (2) 
and  (3)   revised;    (bH3)   and 

(c)    added 50434 

842.84  Added    50434 

842.91—842.94     Revised 50434 

842.95— 842. 99E     Added 50435 

842.101  Revised 50436 

842.102  Revised 50436 

842.103  (a)  and  (b>  revised;  (e) 
added  50436 

842.104  (a)  removed  ;  (b) 
through  (p)    redesignated  as 

_    (a)      through     (o) ;      (h^ 

amended:  ip)  and  (q)  added.  50436 

842.105  Removed:  new  842.105 
redesignated  from  842.106; 
(a)(4)   added:   (b)   revised--.  50437 

842.106  Redesignated  as  842.105; 
new  842.106  redesignated  from 
842.107  and  revised 50437 

842.107  Redesignated  as  842.106 
and  revised:  new  842.107  re- 
designated from  842.108 50437 


Page 

842.108  Redesignated  as  842.107; 
new  842.108  redesignated  from 

842.109  and  revised 50437 

842.109  Redesignated  as  842.108; 
new  842.109  redesignated  from 

842.110  and  revised 50437 

842.110  Redesignated  as  842,109; 
new  842.110  redesignated  from 

842.111  and  revised 50437 

842.111  Redesignated  as  842.110 
and  revised;  new  842.111 
added  50437 

842.112  Added    50438 

842.121—842  123     Revised 50439 

842.124—842,127     Added 50439 

842.130—842.132     Revised 50440 

842.133  Added    50440 

842.134  Added    50441 

842.135  Added    50441 

842.140  Revised 50441 

842.141  (at  and  (c)(l>,  (3)  and 

(4)    revised 50441 

842.143  Revised  50441 

842.144  Revised   50441 

842.145  Revised   50442 

842.146  Revised 50442 

842.147  Added    50442 

842.148  Added    50442 

842,151—842.154     Revised 50442 

842.155—842.157     Added 50443 

842.161  Amended    50443 

842.162  Revised   50443 

842.163  (axiwii)    revised 50443 

842.164  Amended 50443 

842.165  Added    50444 

842.170—842.181      (Subpart  O) 

Added 50444 

844     Added 47427 

865.3     ia>  amended '16623 

865.5  Removed;  new  865.5  re- 
desipnated  from  865.6 '16623 

865.6  Redesignated      as      865.5; 

new  865.6  added '16623 

865.7  (c^  revised;  "dt  added...   '16624 

865.8  ia>  revised;  (e>(3) 
amended   '16624 

865.10     (ai  amended '16624 

865.12  (a)(5)(i)(5)  and  (c)  re- 
vised ;    ( a)  ( 5 ) ( i )  ( 6 )    through 

(9)   added '16624 

865.13  Revised '16624 

865.14  le)  amended;  (f)  revised; 

(g)   added '16624 

865.15  Removed;  new  865.15  re- 
designated from  865.16 '16624 

865.16  Redesignated  as  865.15; 
new  865.16  redesignated  from 
865.17 '16624 
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Title  32,   Chapter  VII— Continued 


865.17  Redesignated  as  865.16; 
new  865  17  redesignated  from 
865.18 

865.18  Redesignated  as  865.17; 
new  865  18  redesignated  from 
865.19 

665.19  Redesignated  as  865  18- _ 
865.100—865.111  iSubpartBi  Re- 
vised    

Revised    

879     Added  

888e.8     (an 2)  (H   and  (il) 

amended    

888e.l2     Revised    

888e.l4     Heading   revised 

888e.l8     Amended 

888e.20    Headmg  revised;  text 

amended    

888e.22     Revised    

Revised    

Amended 

Revised    

Amended 

Revised    

lb  I   amended 

Amended 

Amended 

Amended 

889  Revised  .  . 
889.10  '&<  and 
889.13     Revised   

890  Revised 

Revised 

Revised 

-960  (Subchapter  P) 

Added  

Added   

968  (Subchapter  Q)     Added 

1008     Added  

1008.3     'a'  '  111  amended-- 


888e24 
888e.26 
888e.34 
8886.38 
888e.40 
888e42 
888e44 
888e46 
888e.48 


901 

908 

959- 

959 

960 


'b'   added- 


Added 


Page 
16624 


■16624 
16624 

53992 
■23601 
49630 

31532 
31532 
31533 
31533 

31533 

31533 

31533 

31534 

31534 

31534 

31534 

31534 

31534 

31534 

31534 

34952 

46855 

46855 

52672 

47427 

.  31205 

.  30009 

.  30009 

.  30011 

.  34962 

.  34962 

.  47431 


Chapter  XII — Defense   Logistics 
Agency 

Chapter  heading  revised •9664 

Nomenclature  changes •9664 

1281     Removed   •11835 

1286     Appendix  C  amended 39315 

Chapter  XIV — The   Renegotiation 
Board 

1453.3     <d>'2)  amended 46600 

1482     Added •12856 

Chapter  XVI— Selective  Service  System 

1608  4     ic  revised;  '1'  added 44169 

1608.5     lb)  revised,  id'  added-..  44169 


Page 

1608.9     (b)  revised 44170 

1608.13     Revised  44170 

1608.18    Revised  44170 

1611     Revised 56803 

1631.1    Revised  56803 

Chapter      XIX — Central      Intelligence 

Agency 
1900.3     (g)       introductory      text 
amended;  (g)(4)  and  (5)  re- 
moved       *24049 

1900.11     (d)    revised '24049 

1900.43     (c)     added '24049 

Chapter   XX — Interagency    Classifica- 
tion   Reviev*^   Committee 

2000.1     ibi    revised *2680 

2000.10—2000.17   (Subpart  B) 

Revised    *2680 

2000.30—2000.31   (Subpart  D) 

Revised    *2680 

Title   32 — Proposed  Rules: 

40    _  .      53673 

155  '.'-'-.' 51041 

23Q  .   .    53488 

242a  "-'-"~"---- 55724 

•  1492 

50009 
31842 

256    —-  — 36030 


251   36506, 

253 


46867 


276 


'27963 


286b '29935 

287a '14738 

290  .   .  •19356 

291a  v...'. •14738 

605  34764.    39325 

..  '9685,  18863.  20314 

618 ::::. . '15924 

642    . 32346 

643  _  .      '31032 

656  v.'.'.'.'.'. '21620 

657    34924 

701  51849 

• 21817  , 

724   /.""'—- *8156 

7C4  36666 

806b 55885 

•  15078 

819b   51615 


822 


•9036 


832  a^s'^s 

865 '13124 

867    47056 

903    56338 

•2085 

38512 

32231 

^3322 

36669 

■ 51618 


972   . 

1286 

1482 

1608 
1611 


1631    51618 

1900   •8385 
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TITLE  32A— NATIONAL  DEFENSE, 
APPENDIX 

Chapter  I — Federal  Preparedness 
Agency,  General  Services  Admin- 
istration 

Page 

Chapter  heading  revised 27722 

110     Revised 51397 

113     Added 43720 

Chapter  VI — Domestic  and  In- 
ternational Business  Admin- 
istration, Department  of  Com- 
merce 

633  Revised '16740 

634  Schedule  A  revised 37332 

Schedule  A  revised '25328 

651.1  (c)  revised 40106 

651.2  (j)  revised;  (r>  added 40106 

651.3  (a)  revised 40106 

651  6  Heading,  (a)  and  (b)  re- 
vised    40106 

651.7     (b\  'c>.  and  (e)  r.'vised.-  40106 

65110     'a^  revised 40106 

651.12     lai  and  'b)  amended;  (c) 

added 40106 

TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  Transportation 

1.25-30  (b)(1)  through  (6)  re- 
vised; (b)(7)  through  (12) 
removed 


1.25-40     (b>   table  revised 

3.40-20     Headin::  and  la)  revised; 

(b)    amended 

70-10     Revised 

.70-15     Revised 

.70-55     Removed    

.70-60    Removed    

19.20     Tlemoved 

25.127     Revised  

25  309     Revised  

25.415     (a)  i3  I  revised 

25.703     (a)  and  <€)  revised 

(a) 'I'     introductorv-     text    re- 
vised;   ibii2i    removed 

25.705     igi     revised 

25.713     !e>  and  (f)  revised_- 
25.717     Added 

25  805     <d>     revised 

25.1409     (d)    added 

40.3  (d)  amended 


•23507 
♦31159 

37104 
•6581 
•6581 
'6581 
•6581 
38770 
39742 
39742 
39742 
39742 

•22879 
•22879 
•22879 
•22880 
'22880 
•22880 
•11 


40.4  (bi  introducton-  text.  (2) 
anl  (4),  and  'c>  amended: 
(b'(l>  and  (3)  revised 

40.10  .\mended 

40.11  Revised    

40.12  ic,  id'.  'i>.  and  (j)  re- 
vised   

40.13  (b>  and  (c)  revised 

74.20-1     RevL=;ed   

87     Subchapter     DD     and     Part 

Added • 

Appendix  A  corrected--   '18401, 
'Subchapter    DD'      Note    add- 
ed        " 

92.09     Removed 

92.15     Removed 

92.19     (a)  amendfKi 

109  Authority  citation  amended- 

109.07     Added 

110.1a     Added _. 

110.33     Added    

11055a     Added   

110.128a     Added 

110  130—110,255  'Subpart'  au- 
thority citation  amended 

110.155     tc^  (D  (1),  (2H1).  (3)  (1), 

(4)(1),  and  (5)  revised 

(d)(2)(i)  note  removed;  (d)(5' 

through  '7'   revised 

(e>  revised;  (1>'13>  added:  note 
and  authority  citation  add- 
ed   

'c^'5i   corrected • 

110  168     (a)  113)  added 

'a»'6-ai    removed • 


Page 


47235 
47236 
47236 

47236 
47236 
49809 

17111 
20625 

26976 
'2681 
•2681 
•2681 
36019 
36019 
36019 
39743 
40467 
54177 

36019 

36019 

36019 


110.224 
110.228 
110  230 
110.232 

ed 
110.237 
114.05 
114.45 
115.60 

77- 
117  15 
117, 65a 
117,110 
117.125 
117.162 
117.200 
117.225 
117.245 


fa)  flD  'D  revised 

(a)  revised 

•  a* ' 14  '    added 

lb"  (2  '    and     4  '    amend - 


Added  

'h  I  revised:  eff.  7-6- 
Added;  eff.  7-6-77. _ 
<c»  ( 1)    revised;    eff. 


77  _ 


7-6- 


Revised  

Removed . 

Revised;  eff.  7-13-77_. 

Revised   

Revised:  eff  7-13-77- . 
( j '  and  'k  '  removed- 

(f  I  ( 1-b  '   amended 

(11(8)    revised 

<J)(35)  revised 

'l)(20-a)    removed; 
added  

(1)  (4)  revised 

(f) (6)  added 

li)  '8»    revi^^ed 

(i>  (6-b'  removed- _ 


(j)     (4-a) 


36020 
'17874 
55344 
'30618 
•9021 
27965 
29743 

'30618 

54176 

'28882 

'28882 

•28882 
48516 
32217 

'30179 
34034 

'30179 
32217 

'11237 
30638 
31534 

35522 

53325 

55345 

•in:^16 

•30178 
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— Continued 

Page 
Flevised;  eff.  7-15-77..  '30178 

Added    27035 

bii2i  amended 35522 

amended 39743,  39744 

amended 39744 

Added    39744 

Added   39744 

lb'    amended 32217 

'Bi'16'    amended •11237 

revised '17119 

ifiiSi    removed '8373 

Added    '8374 

Added      *8373 

id'   revised '3841 

removed *30178 

(f>(2i'ii    revised 52298 

removed •30178 

removed 32217 

Removed 32217 

Removed 32217 

Added   52299 

Added   'temporary) 27035 

Added     'temporary^ 27965 

Added     'temporary).--   '19490 

Added  'temporary) 35067 

Added    temporary) •26977 

Removed '24738 

Added   'temporary) 27036 

(temporary) 27036 

I  temporary) 27036 

'temporary) 27036 

'temporary) 27377 

'temporary) 27966 

'temporary) 27966 

I  temporary) 27966 

(temporary) 29378, 

29680 

(temporary) 42187 

« temporary  >.--   '30180 
temporary)--.   '33289 

'temporary) 28478 

'temporary) 55872 

(temporary) 32742 

Revised '17119 

157     Heading  revised 54177 

157.01     Revised;  note  added 54179 

(1'  and  (w)  revised 54179 

Revised    54179 

Note  revised 54180 

ib>  and  note  revised 54180 

Note  revised 54180 

lai  and  note  revised 54180 

Introductory  text  revised.  54180 
Introductory     text,     (a), 

.and  <d'  revised 54180 

Revised   54180 

Revised   54180 

Introductory  text  revised.  54180 


Title   33,    Chapter 

117  446f 

117.467 

117,540 

lai «3 I 

(b> '2> 
117  548 
117  552 
117.556 
117.560 

,g, i8' 
117  641 
117.696 
117.702 
117.712 

(i)  <5  I 
117.714 

(  a  I  ( 1  >  ( V 1 
117.720  lai 
117.722 
117730 
117.758a 
127.104 
127,106 
127.107 
127.109 
127.201 
127  334 
127.338 
127.339 
127.341 
127.342 
127.344 
127.345 
127.346 
127.347 
127.348 


Page 


Added 
Added 
Added 
Added 
Added 
Added 
Added 
Added 


127.349 
127.352 
127.353 
127.506 
127.510 
127.900 
127  1701 


Added 
Added 
Added 
Added 
Added 
Added 


157.03 
157.08 
157.11 
157.15 
157.17 
157.19 
157.21 
157.24 

(b) 
157.25 
157.43 
157.47 


'11 


159.5  (a).  ■  (b)(1).  and  (c)(1) 
amended  

159.7     (a),    (b)tl),    and    (c)  Q) 

amended  *^^ 

159.12a    Added  *11 

161     Heading  revised:   eff.  7-11- 

77    •29481 

161.101—161.189  (Subpart  B' 
Heading  revised:  eff.  7-11- 
77    '29481 

161.101—161.189  Undesignated 
center  heading  added:  eff.  7- 
11_77 '29481 

161.101     (a)    amended:   eff.   7-11 

77    '29481 

161.103     <ai    and    (b'    amended; 

eff.  7-11-77 *29481 


161.120 
161.128 
161.129 
161.130 
161.131 
161.133 
161.136 
77 
161.142 
161.189 


Amended:  eff.  7-11-77. 
Revised;   efT.   7-11-77--   ■ 

Added;  efT.  7-11-77 ' 

Removed:  eff.  7-11-77-  ' 
Revised;  eff.  7-11-77---  ' 
Revised;  eff.  7-11-77 —  ' 
la)   amended;  eff.  7-11- 


29481 
29481 
29481 
29481 
29481 
29481 


•29481 
'29481 
"29481 


Revised:  eff.  7-11-77- 
Revised;  eff.  7-11-77. 

164    Added '5960 

183.3  'k(  added;  efT.  7-11-77---  '2681 
183.25     (b)»2>    introductory   text 

revised;     (b)     <3)     and     <4) 

added:  eff.  7-22-77 '2682 

183.33     lb)    (2)   and  (3)   revised; 

eff.  7-22-77 '2681 

183.35     <b)(2)  revised:  eff.  7-22- 

77    '2181 

183.37  (b)(2)  revised;  eff.  7-22- 

77  '2181 

Heading  and    (a)    revised:    eff. 

7-22-77        '2682 

183.43     Revised:  eff.  7-22-77 '2683 

183.61     Revised:  eff.  7-22-77  and 

8-1-78 *2681,  20243 

183.63     Revised;   eff.   7-22-77 '2681 

183.67  (a)  revised;  eff.  7-22-77--  '2682 
183.101—183.110     'Subpart        F) 

Added;   eff.  8-1-78 '20243 

183.201—183.235     (Subpart        O 

Added;   eff.  8-1-78 '20243 

183.301—183.335     (Subpart       H) 

Added;  eff.  8-1-78 '20245 

183.305     (CI    corrected;    eff.  8-1- 

78    '24738 

183.401—183.460  (Subpart  D 

Added;  eff.  8-1-77  in  part..-  '5944 
183.401     (h)    corrected;   eff.  8-1- 

77    '24739 

183.425    Table   5    corrected;    eff. 

2-1-78 '24739 

183.435     (c)    corrected:    eff.  2-1- 

78    '24739 


Note;  Symbol  C)  refers  to  1977  page  numbers 


l/N^ 


JUNE   197^ 


69 


CHANGES  JULY   1,   1976  THROUGH  JUNE   30,    1977 


Page 
183.501—183.590  (Subpart  J) 

Added;  eff.  8-1-77  in  part...*  '5950 
183.512     (at    corrected;    eff.   8-1- 

78    '24739 

183.558     (b)(2)(iiit    revised;    eff. 

8-1-78 '24739 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

204.202  (b)(8)    revised ^9175 

204.203  (c)(9)    revised '3646 

205     Removed '30369 

206.40     Amended 38770 

207.161     Added   '15681 

207.440     (w)   revised '6582 

(v)   revised •12172 

207.590     (1)(3)    and    (4)(1),    (11). 

and  (ill)  and  (m)(3)  revised.  34035 
207.640     (j)  introductory  text  and 

(2)  and  (n)  revised ^17120 

209.50     Added   •13286 

209.120     (h)  (2)  (li)    and    (iii)  (5) 

revised   55524 

209.133     Added    28953 

209.135     (d)(50)  revised 30329 

(d)(29)  revised 31820 

209.345     Added    ^24050 

222     Added •16134 

2223     Added   •16138 

263.17     (1)(1)    amended 56943 

263.20  (a)   amended 56943 

263.21  (a)   amended 56943 

263.23     (a)   amended 56943 

263    Appendix  A  amended 56943 


Page 


265.10 
265.12 
265.13 
265.15 
266.12 
266.16 


Amended   *3841 


(a)   revised ^3841 

(a)  amended '3841 

(b)  amended '3841 

(a)    amended ^31159 

(c)  and  (ei  amended...   ^31159 
276    Added    ^9175 

Chapter  IV — Saint  Lawrence  Seaway 
Development  Corporation,  Depart- 
ment of  Transportation 

401.3  (a)  and  (b)  revised •27585 

401.4  Revised   '27585 

401.6     Revised   '27585 

401.8  Revised   '27585 

401.9  (a)  and  (b)(1)  revised...  '27585 

401.10  (a>(2i  and  (c>  table  re- 
vised    ^27586 

401.12  (a)  introductory  text,  (1), 
<2)  introductory  text,  (3).  (4) 
introductory  text,  and  'b)  re- 
vised     ^27586 

401.13  (b)     revised •27586 

401.14  Revised  ^27586 

401.15  Revised   '27586 

401.16  Introductory  text  re- 
vised     '27586 


401.21     Introductory      text 

re- 

vised     

'27586 

401.22     (a>     revised 

-.    '27586 

401.24     Revised 

•27586 

401.28     'a>     revised 

-.    '27586 

401.29    Re\1sed  

..    '27586 

401.31     (c)(2i     revised 

.-    '27587 

40135     Revised   

..   '27587 

401.42     (a(<2)     revised 

..    '27587 

401.48     Table    amended 

-.   '27587 

401.51     Revised  

-.    '27587 

Corrected   

-.    '29308 

401.65     (a)(1)    revised-- - 

•27587 

401.67     (b)  and  (o  revised.-. 

-      '27587 

401.68     (a)  (1),    (2),   and    (3' 

re- 

vised  -     ...   __   -.   .- 

'27587 

401.69     (b)  (1)   through   dl) 

and 

undesignated  text  revised 

.-    '27587 

401.74     (a)     revised..   . 

..    '27587 

40182     Revised   

..    '27587 

Corrected    

--   '29308 

401     Schedule    I    removed: 

new 

Schedule  I  redesignated  from 

Schedule  II  and  revised. . 

-.    '27587 

Schedule     II     redesignated 

as 

Schedule  I  and  revised; 

new 

Schedule     n     redesignated 

from  Schedule  HI 

..    '27588 

Schedule    in    redesignated 

as 

Schedule  11;  new  Schedule 

III        redesignated        from 

Schedule  IV 

..   '27588 

Schedule    IV    redesignated 

as 

Schedule  III 

---   '27588 

114 

115 
117 


Tille   3i— Proponed   Rules: 

1-183   (Chap    I) 42318 

1    37118 

40 28631.  47944 

82  •5705 

110  27974, 

27976.  28532,  24649.  50842,  54199, 
64200,  55366.  55897 

•3871. 

10319.  12202.  12889,  12890,  24755 

'Siai 

•3181 

32238, 

36536,  36510,  37118,  37119,  41711, 
47263,  47264.  47945.  50842.  50843, 
52307,  533fi2.  53823,  S.'^SBT,  55897 
•SSSS,  11251,  15341.  30216-30218 

laa  - '13841 

154 •32670 

155  .- •21190,32670 

156   ^32670 

157  •24868,24869.32684 

160  '14887 

161  32758 

•3182.7164.  9038 

164  •9685,17889,24871 

166 -  — '14887 

181       65478 

'5107 
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Title 

183 

204 

306 

207 

209 
221 
222 
237 

'301 
307 
308 
309 
310 
401 


33 — I'roposfd    Hules — Cxjntinued 

Page 

43322,  43858.  49838 

*15340 

" •  48747.  54777 

'26137 

27378 

^^^^^ 

_      ;4863  12443.  14739.  21300,  21622 
•2572.  18863,  29025 

47483 

"" •15342 

20146 

'24756 

'10782 

■"   .    '10783 

. '10783 

'10782 

'16077 


TITLE   34 — GOVERNMENT 
MANAGEMENT 


Chapter 


234 
235 
236 


— Office     of     Management 
and  Budget 
Chapter  established *12 

Chapter  II — General  Services  Admin- 
istration 

Chapter  heading  revised 52454 

200     'Subchapter  A I  Removed—.  52454 
211-213     'Subchapter  B) 

Removed 52454 

232  Appendix  A  redesignated  and 
revised  as  41  CFR  Subpart 
101-38.13  '1477 

233  Redesignated  as  41  CFR  101- 
6.100—101-6.112-1  'Subpart 
101-6.1 1    and  revised 'HOQ? 

Removed    52454 

Heading  corrected 54487 

Removed    52454 

251-257     'Subchapter  D) 

Removed    52454 

Tillp   31 Proposed   Rules: 

Ch    I ---  34324,  43743 

TITLE  35— PANAMA   CANAL 

Chapter   I — Canal    Zone    Regulations 

5.21  <ci,  (h>.  'J>  and  <n>  cor- 
rected     28789 

5.31     il)    corrected 28789 

5.41     If'   corrected 28789 

5.51     Corrected    28789 

7  1     <d',  'e'.and  (f)  revised..-  '17875 
7.2     Revised '17875 

7.5  Introductory  text  and  <ci  re- 
vised; 'd' ,  <e> ,  and  <f)  re- 
designated   as    ie>.    <f>,   and 

(g);  new  'd'  added •17875 

7.6  'a>  and  'g'  amended •17875 


7.8  Revised ' 

7.9  Revised " 

7.10  Introductory  text  and    'a> 
revised ' 

7.11  Revised " 

7.13     Removed    ' 

69.21     Introductory  text  revised-- 
G9.22     Introductory  text  revised-. 

69  23     Revised  

69.85     la)    revised 

133.1     Revised 44395. 

135.113     Center  heading  and  text 

removed;  CFR  correction 

253.8     (b)i3i  revised 

253.131     Revised   

253.135     (b)  and  (c)  revised;  'd' 

removed 

(d)   added 


255.735-32 
255.735-33 
255.735-40 
255.735-41 
255.735-52 
255.735-72 
ed   ... 


(c)  and  *f>  amended- 

(b)   amended 

(s>    amended 

(b)i3>   amended 

Amended 

(a,'    and  'b'    amend- 


Pace 
17875 
17875 

17875 
17875 
17875 
41089 
41089 
41089 
4108S 
51794 

42953 
53325 
27722 

27722 
38163 
29378 
29378 
29378 
29378 
29378 

29378 


Title   35 — Proposed   Rules: 

133 27978,  33307 

TITLE  36— PARKS,  FORESTS,  AND 
PUBLIC  PROPERTY 

Chapter     I — National     Park     Service, 
Department  of  the   Interior 

2.38  Added    45564 

2.39  Added;  eff.  7-15-77 '30503 

7.2     (c)  added 33263 

7.4  (h)  introductory  text  and  >  9 ' 
revised   ^25857 

7.5  (c>  added 33264 

(c)  correctly  designated  (d»--   '22557 

7.7     (f)  added 49629 

7.12     Added 29120 

7.30     Added  '20462 

7.36     (b)    designated   as    'bi(l»: 
(b)(2)    and    '3'    added;    eff. 

7-21-77 '31454 

7.38     (c)    revised '21777 

7.48     (e)    removed '25857 

7.60     Removed    *25857 

7.64     Added   40107 

7.70     Heading     revised:      (a) '4) 

amended    27723 

(e)    introductory  text  and    '  8 ' 

revised  '25857 

7.88     Removed    '25857 

9    Interim  regulation  added 49824, 

49863 

Added '4837 

50.24     (c)   revised 34749 
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Page 

50.40     <&>  revised 42661 

60.12     (ci    through    (f)    revised; 

'g'   added '14097 

60  13     Revised '14097 

Chapter  II — Forest  Service, 
Department   of   Agriculture 

200.1  'c;  i2)  amended '32230 

200.2  <d'     amended;    eff.    10-1- 

77    '32230 

211.2     Removed '32781 

211.19  Added    '32781 

211.20-211.37     Removed '32782 

212.7  ia)(2)  revised;  (a)(3)  and 
(b)(2)  amended;  'a' (4)  re- 
moved    '2957 

212.8  (a)    amended '2957 

212.20  (c  <3)  and  (4)  and  (d) 
removed '2957 

213.1     <e»  revised 38164 

213.5     Removed 38164 

221     Heading   revised '28252 

221.1  Revised;  eff.  11-4-76  to  4- 

1-77 48539 

Effective   date   extended   to   4- 

30-77 '17875 

Effective   date   extended   to   5- 

31-77    '21777 

Removed '28253 

221.2  Removed    '28253 

221.4-221.29     Removed '28253 

221.8     'd)   added;  efif.  11-4-76  to 

4-1-77    48539 

(d)    revised;    eff.   4-4-77   to   4- 

30-77 '17875 

Effective   date   extended   to   5- 

31-77 '21777 

221.26     (a)  amended '2957 

222.20-222.36  'Subpart  B)  Add- 
ed       '30838 

223     Added '28254 

231.1     'b»a)    .revised 38164 

2312     Revised 38164 

231.3  Id)  introductory-  text,  d). 
(2),  (3)  and  '6)  revised;  'd) 

(9)   added 38164 

231.5     ia)'10)    added 38164 

iaH4i   revised '12172 

231  6     Revised 38164 

231.7     (a)(1)    and    '2)(lv).    (b). 

(c)  and  <d)  revised 38165 

231  8     'a^  revised 38165 

2319  (a),  (b)(1)  and  (c)  re- 
vised    38165 

231.11     (d)  amended '2957 

(di   corrected '24739 

Removed  '30838 

251.25    Removed '2957 


261     Revised    .     . 

Pago 
'2957 

261,6     'd'  and  'f'  corrected 

2619     'S'     revised 

261.10     'c     revised     .. 

•24739 
•24739 
•24739 

261.13    Revised 

261  17     'b'    corrected-- 

261.20     Corrected 

261.50       bi     correct«l__ 
261.52     'II    corrected- -- 
261.75     Added;  eff  throL 
77    -    . 

gh  8-11- 

-  38165 

•24739 
•24739 
•24739 
•24739 

'24266 

Added  

'31789 

26177     Added    

Technical  correction. 
262     Added  

•27245 

•30503 

'2961 

271.5     Removed    . 

'2962 

272.5     Removed 

'2962 

291.1—291.8     Removed 

'2962 

292.15     (a)  revised 

29379 

295.6—295.8     Removed 

-    -2962 

Chapter  VI — American   Revolution 
Bicentennial  Administration 

606.106     Added   '1473 

Chapter    VIM — Advisory     Council     on 
Historic   Preservation 

800.4  'd'    revised '14860 

800.5  'd'  revised '12858 

td'  correctly  designated  as  800.4 

'di    ^14860 

Chapter  IX — Pennsylvania   Avenue 
Development   Corporation 

902  Added    43143 

903  Revised    '5973 

Chapter  XI — Architectural  and  Trans- 
portation Barriers  Compliance 
Board 

Chapter  established 55442 

1150     Added  55446 

Title    3ft^Froposed    Rules: 

2   '16639 

7 28291,  46452 

'3655.  3656 

9    49862 

16    '812.8386 

17    '812.8386 

66 '5374 

67   '14121 

211 54200 

221 50699,  52485 

"10806,  11026 

223    '10806,11026.32808 

231 ,'^2485.  56210 

'7170,  12890,  13565.  26662,  33470 
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251 

261 
291 


Xille    36 — Proposed    Hulr^ — Continued 

Page 

45677 

•21818 

45577 

■_  '24290,26662 

45677 

•26662 

292  y/.'-lV//- - *1«39 

2Q3    _  _      * 26662 

295  ;.:V-V.:v-V-V----- ^s"? 

606  52486 

903  53492 

TITLE   37— PATENTS,   TRADE- 
MARKS, AND   COPYRIGHTS 

Chapter     I — Patent     and     Trademark 
Office,  Department  of  Commerce 

1.8     Added    43721 

1.11     Revised '5593 

1  14     (bi  and  id>  revised *5593 

1.51  Revised 'SSSS 

1.52  lat    revised 'SSQS 

1.56     Revised '5593 

1.65-1.68     Undesignated       center 

heading  amended '5594 

1.65     Heading    and    (a>    revised; 

eff.  1-1-78,^-    *5594 

1.69     Added:  eff.  1-1-78 ^5594 

1.97-1.99     Undesignated       center 

heading  and  sections  added--   '5594 

1.109     Added   '5594 

lai    revised .-  '5594 

Revised *5595 

Revised *5595 

'di    added '5595 

Revised    27832 

Revised    27832 

Revised   27832 

Revised    ~ —  27832 

Revised   27833 

Revised '5595 

lb)    revised '5595 

Revised •5595 

Technical  correction 'SllSg 

-3.7     Removed   '27884 


1.175 
1.176 
1  194 
1.196 
1.228 
1.243 
1.244 
1.254 
1.256 
1.291 
1  292 
1,346 
3 
.1 


.11     RevLsed '27884 

.11a     Revised '27884 

12     RevLsed '27885 

3  12a     Revised '27885 

3.13  Revised -  '27885 

3.13a     Revised '27885 

3.14  Revised '27886 

3.14a     Revised '27886 

3.16     Revised '27886 


Page 
3.16a    Revised *27886 

3.17  Revised *^7887 

3.17a    Revised '27887 

3.18  Revised *27887 

3.18a     Revised '27888 

3.21     Removed '27888 

3.23     Revised '27888 

3.23a     Revised '27888 

3.25  Removed    •27888 

3.26  Revised '27888 

3.26a     Revised *27889 

3.28  Revised '27889 

3.29  Revised *27889 

3.31  Revised '27889 

3.31a    Revised '27889 

3.32  RevLsed '27889 

3.32a     Revised '27890 

3.33  Revised '27890 

3.33a     Added '27890 

3.36  Revised '27890 

3.37  Revised '27890 

3.39     Revised '27890 

3.41     Revised '27890 

3.43     Revised '27891 

3.46    Revised '27891 

3.50     Revised '27891 

3.52  Revised '27891 

3.53  Revised '27891 

3.54  Revised '27891 

3.55  Added 43721 

4.23     Added 43721 

Chapter  II — Copyright  Office,   Library 
of   Congress 

201.1  Amended   '  2962 

Technical  correction '9665 

201.2  (b)  i2)  removed;  (c)  (2)  (il) 
amended  '2962 

Technical  correction '9665 

201.3  Amended   '2962 

Technical  correction '9665 

20^.8     (b)    revised '2962 

Technical  correction *_9665 

201.9     Added   '^777 

201.11     Added   '15067 

Title   37 — Proposed   Rules: 

1 43729,  52486,  52705,  55367 

'2632.30522,31812 

3    '2632,31812 

4  _ '22378.25513 

6  '2632,31812 

201 50300,  51428 

•4134. 5109, 15431,  16837  16838. 25514 
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TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'    RELIEF 

Chapter   I — Veterans    Administration 

Page 
Chapter  1  Confirmation  of  regula- 
tions     '12858 

0.735-12     (b).     (c),     (d)(5),     (e) 

and  (f)  revised '2314 

0.735-13  (a),  <b)  and  (C  re- 
vised     '2315 

0.735-14     la)     introductory    text 

revised '2315 

0.735-15     'a»    revised '2315 

0.735-16     laxl)    revised '2315 

0.735-73     (ei    revised '2315 

0  735-75     (b)    rensed '2316 

0.735-78     Revised '2316 

0.735-79     Revised '2316 

0.735-81  IE),  ic),  and  <d>  re- 
vised     '2316 

1.10     ibM2)  and  t3;  revised '27245 

1.12  Undesignated  center  head- 
ing added '27246 

1.555     ih)(2>    revised 41425 

ih)(2)    revised '10316 

1968     if)  revised 38770 

3.3     tc)i3»   revised 56803 

3  5     (eM3)  and  i4)  revised 55873 

3.21     Added 55873 

3.157     (b)(1)  revised 53797 

3.252     (f)    added 56803 

3.309     la)  and  'b>  revised 55873 

3.314  (bi(2)  revised 56804 

3.315  'b^    revised 49636 

ic>    revised '22869 

3.350  Introductorj'  text,  (a) 
through  (c),  (e),  and  (i)  In- 
troductory texts,  id',  'h).  (f) 
(li  and  '2)  ii>  through  (Iv) 
revised    55873 

3.351  Heading,  'a',  and  ic  in- 
troductory text  revised 55874 

3.352  Revised    29680 

3.353  lb)   revised 29681 

lb)  and  id'  revised;  (e)  added,   '2069 

3,401  idM2i ,  igi ,  and  (h)  re- 
vised      36493 

Introductory  text,   la)    and   (c 

revised   55874 

(i»  added 56804 

3.403     (b)  revised 36493 

3.501  Introductory  text,  'd).  and 
iiii2i  revised;  ibii3'  added-  55874 

3.502  Heading,  introductory  text, 

and  IC)  revised 55874 

3.503  Introductory  text.  (b).  and 

<1)  revised 55875 


Page 

3.552     igi  and  <h>  revised 55875 

(j)  added 56804 

3  660     ia)i2)  revised 55875 

3.707  (b)  revised 29120 

3.708  (a)  (1)  through  (3)  and  (b) 
revised    29120 

3.711      lb)  revised 29121 

3.750  lb)  and  (c)  revised 53797 

3.751  Revised    53797 

3  805     Heading,  introductory-  text. 

and  la)   revised 49636 

3  808     la)  revised 55875 

3.810     -a)   introducton.-  text 55875 

3.855     Revised '2069 

3  1600     ia>   and  (h)  (V .  (2).  and 

i4)  and  ic)  revised 38771 

(a^  revised;  ig'  added ^  55875 

3.1601  la)  introducton,'  text  anS 
ia)i2)(l>    revised 38771 

3.1602  (a)  revised 38771 

3  1604     I  a)   introductory  text  re- 

vised    38771 

3.1606  Heading,  introductory 
text,  la  '  1 1 1 ,  and  ib  '  1 1 1  re- 
vised      55875 

'b''3i    added '26205 

3.1609     -a'   revised 55875 

4.29  ■■a.i.  :c>  and  le)  revised;  (f) 
redesignated  as  (g);  new  (f) 
added    34256 

4.30  Revised   34256 

483     Revised    I 34257 

4  87     Tables  IV  and  V;:e^ised 34257 

4  115     Revised    5,^— Jlr- 34258 

4.115a     .\mended _V 34258 

4  116     Revised   T. 34258 

4.116a     Amended 34258 

4,125     Revised    34258 

4  127     Revised   34258 

4130     Revi.-^ed    34258 

6  128     Revised '6807 

854     Revised '6807 

8  59     '&'   and  id'   revised '6087 

17.170—17.176  'Subpart)  Appen- 
dix A  revised '2316 

213041      (e)(2)  revised 47929 

21.3042  (a>,  fb)  and  id)  revised.  47929 

21.3043  Revised   47929 

213044       bi  and  (c)(l»  revi-^ied--  47929 

21  4106     (b)    revised 32217 

21  4131     (a)i2')  and  (d)  revised__  47929 

214203  le'  and  (f'll)  revised __  47929 

214204  13'     revised 47929 

214207     'a',    'C).    (d).    and    'e> 

revised   ^--  '14735 

21.4233     ic'il)  introductory  text 

revised   47930 

(c)il)iiii"i    revised *14734 
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Title    38,    Chapter   I — Continued 


Page 


21-4235 
21.4250 
21,4259 
21.4271 
21.42 


Page 

(6)  revised 47930 

ibM2)    revised 3(5640 

Revised  30640 

and  (b)  revised 47930 


ta' 


Introductory     text. 
through  (e),  and  (f)(2) 

v:sed 


(a) 
re- 


21.4274 
21.4279 
21.4280 
36,4205 
36.4210 
36.4212 
1  ••>  I 


.  47930 

ibt  revised 47931 

(b)(1)  revised 47931    | 

(a)(1)  revised 47931    [ 

(a)  revised 32218 

Revised   32218 

I  a.'     introductory    text, 

.  and  '3i  revised 47049 

■  a-   mlroductory  text,  (2).  and  i 

>3'   revised *28883 

36.4301      (gg)  revised 32218,  44858 

36.4311      ia>  revised 47049 

ai  revised *28883 

36.4350     lb)  (5)  revised 44039 

36.4501     iQi   revised  and  effective 

date  6-30-76;  'p)  removed---  32218 

(0'    revised 44859 

36  4502     Revised  4':359 

36  4503       a'  revised 44859,47049 

ia>  revised *28883 

36  4504     ta>    and   (b)(2)  (ill)    re- 

vLsed   32218 

36  4509     Revised    44859 

36.4510  'b"3'  and  (d)  revised.-  44859 

36.4511  <a-   revised 44859 

Title    ,18 — Proposed    Rules: 

0-36  (Chapter  I) 54960 

1  .  32247,  54777.  55558 

•26437 

2  39339 

3        3T391. 

29188.     39772,     45031,     48747,     4J«38, 
49839 

•10319,16839 

4  .--..-  27086 

6         .  54004 

e    "  54004 

8a  ^30392 

13     ' 39340 

'12202 

14 39340 

21 49506.  53824,  54201 

TITLE  39— POSTAL  SERVICE 

Chapter   I — United    States    Postal 
Service 

Chapter  I     Appendix 35685 

1  Revised '12859 

2  Revised '12859 

3  Revised •12860 


4 
5 
6 
7 
8 
10 


Revised '12861 

Revised '12861    • 

Revised '12862 

Added -12862 

Added '12864 

Added 35683 

10.3  Amended;  incorporation  by 
reference  54864 

10.4  (b)   incorporation  by  refer- 
ence    35685 

(b)   incorporation  by  reference 

time  extended '29488 

11 — 74     Removed 35683 

111.3  PSM      amendments      de- 
scribed    28481, 

29137,  31380.  38166.  46295,  47236, 

53478.53678,55524 
PSM  amendments  described-.-  '3470, 

15681,  24267,  27246.  27892.  29308, 

31592 

Table  amended 29137 

Revised 35684 

Table  amended '3470 

111.4  (a)  incorporation  by  refer- 
ence, time  extended 35685 

(a)   incorporation  by  reference 

time  extended '29488 

221.1     (e)  amended '18859 

221.5  (c)  amended:  <d)  re- 
vised      '18859 

221.7    Amended *18859 

222.10     Added    52299 

224.1  (c)(2)  and  (c)(4)  revised; 
(c)(2)  effective  7-3-76 27354 

(c)(5)(v)(Bi   revised 27354 

224.2  Revised   27355 

224.4     Revised '29308 

224.10     Heading      revised:       text 

amended '18859 

232.6  (n)  and  (o»  redesignated 
as  (o)  and  (p> ;  new  <n' 
added •17443 

233.1     (b)(2)    amended *4123 

257.1  Revised '4123 

257.2  Revised *4123 

258.1     (a)  amended •4124 

258.4     (b)  (H  amended *4124 

259.1(b)  amended:  (c)  redesig- 
nated as  (d)  ;  new  (c)  added-  56196 

265.6     (a)(4)(i)   revised 52052 

266.9     (b)(3)       revised:       (b)(7) 

added  '21471 

601.100  Incorporation  by  refer- 
ence time  extended '29488 

601.104  <ai   amended '27588 

601.105  Table  amended 44040 

Table  amended •16397,16781 

951.8     Added   '5357 
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Page 

9524     Amended    '7955 

952.24     lai  amended '30504 

952.34     Added   '5357 

953     Revised    '5357 

954.4  Amended    *7955 

954.5  Amended    '30504 

954.26     Added   '5358 

957.28     Added    '5358 

958     Headmg   revised '30504 

958.2  Revised '30504 

958.3  lai  revised '30504 

958.6  Amended    '30504 

958.7  Amended    '30504 

958.14     Added   '5358 

959.31     Added   '5358 

Chapter  III — Postal  Rate  Commission 

3001  Clarification   '8374 

30015     lai   and  th)   revised '8142 

(g)   revised;    'm^    added '10992 

(m»   teclinical  correction '13826 

ini  and  <oi  added '13290 

3001.7     (a)    revised '10992 

Revised    •13290 

3001.17     <a-li  added;  (b)  and  fc) 

revised '10992,  13826 

3001.19a     Revised '8142 

3001.19b     Added   '8142 

3001.32     (b>  and  (c  revised '8143 

3001.42  (C"4i    amended '25729 

3001.43  Added    '13290 

<  a '    revLsed ;    <  f  m  i »    amended ; 

'g>    added '25729 

3001.54  (h)(4t,  (ji,  and  'k)  re- 
vised; '1)  through  ip'  redes- 
ignated as  101  through  's) ; 
new  (1),  I  mi,  and  'm  added-  '8143 
(a)(1)  through  (4),  (p)(2)fli 
and   (3>,  and   (s)    corrected: 

thi(2)(i)   revised '18076 

3001101—3001.102     (Subpart    G'l 

Added 47438 

3001.110—3001.116   'Subpart  H> 

Added    '10993 

3002.3  Revised '3646 

3002.4  Revised  - 32743 

3002  8  Removed:  new  3002.8  re- 
designated from  3002.9 '3646 

3002.9  Redesignated  as  3002  8: 
new  3002.9  redesignated  from 
3002.10 '3646 

3002.10  Redesignated  as  3002.9- -   '3646 

3003.4     <h<    revised 52455 

3003.14     Revised 52455 

Title   39— Proposed   Rules: 

1    ._    '2699 

2 '2699 


Page 

3  - '2699 

4    '2699 

5 '2699 

6  - •2699,5333 

7    '2699 

8   ^ '2699 

111 30354,  44059.  50301.  53677.  55524 

' 684 1 . 

12068,  12069,  13565,  78154.  22176, 

28153 

232  '10699 

266  '10320 

-. '13307 

775  35725 

3001 4.S587.  4749H.  54950 

.--  '13841,  20639,  2574..  32809 

3003  3479? 


TITLE  40— PROTECTION 
ENVIRONMENT 


OF 


Chapter   I — Environmental    Protection 
Agency 


<  Subpart     A '     Re- 


1  Revised  . 
2.100—2.200 

vised 

2  201— 2.309  (Subpart  B)     Added. 

3  Authority  citation  revised 

3.102     (e'  added 

3.202  tb>'2''V'    added 

3.203  la)  amended 

3.300—3.306  'Subpart  C>     Appen- 
dixes D  through  F  added 

3.301     ia>    and    'c»    revised:    id) 
added  

3.305  Added    

3.306  Added    

3.607      C'  and  (d'  added 

6.900—6.924  i Subpart  I) 

Added  

21     Revised 

30  235     'b-  revised 

30  320     'b'  revised 

30.615-1     Revised    

a'   amended 

'b     am.ended 

Revised   

'C'   added 

'a'  amended 

ai  (6>    revised;    (a)  (8 


30.615-2 

30620 

30.620-2 

30.635-5 

30.810-1 

30.810-3 

added   

30.810-7       a)  revised 

30.810-5     Amended 

33     Interim   regulations.. 
Effective  date  extended 


to  5-1- 


II    

Effective     date     postponed     to 
6-30-77 .  _ 

Effective  date  10-1-77  in  part- 


30640 

36903 
36906 
•6809 
'6809 
•6809 
'6809 

•6810 

'6809 
'6809 
'6810 
'6811 

'2453 
•8083 
36918 
36918 
56196 
56196 
56197 
56197 
56197 
56197 

56197 
56197 
56197 
'8090 

'16777 

■22144 
•33034 


Note:  Symbol  >')   refers  to  1977  page  numbers 
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Title  40,   Chapter  I — Continued  i 

Page    I 

35     Authority  note  removed '33034 

35.150—35.150-2     Undesignated 
center     heading,      authority, 
source,      and      sections      re- 
moved       '33034    ' 

35,200—35.236     Authority  Citation 

added      following      undesig-  ! 

nated  center  heading '33034 

35.204     'a'  introductorj' text  and  i 

<e'  amended;  'a'  (P.  <2)  and 

•  3  I   added;     b'   revised 43728 

35  218-2       b'    revised '33034 

35.230     Amended    '33034 

35,300—35.400     Authority  citation 
added  following  undesignated 

center   heading '33034 

35  400—35.425     Authority  Citation 

revised  _.     '33034 

35.501—35.538-2     Authority  cita- 
tion    added     foUowing     un- 
designated center  heading..   '33034 
35.551—35.570     Authority  citation 
added  following  undesignated 

center   heading '33034 

35.600—35.630  Authority  citation 
added  following  undesignated 

center   heading '33034 

35  800 — 35.845  Authority  citation 
added  following  undesignated 

center   heading '33034 

35,835-2     Amended    '33034 

35.835-3     Amended    '33034 

35,900—35.965  iSubpart  E)  Ap- 
pendixes C-1  and  C-2,  exten- 
sion of  time 27966 

Technical  correction 29817 

Appendixes    C-1    and    C-2    re- 
vised     56636 

35.903     iQi  1 1 1  amended '33034 

35  905-27     Added    41690 

35.910-6     Added    51016 

35,910-7     Added   '29482 

35.913      'd'    amended '33035 

35.915     lb'  revised;  (c).  (d).and 

<e>    amended '33035 

35,917-2     'b)  amended '33035 

35.920-3     lb)  <9>  added 41690 

35.925-7  ic>  amended;  (d)  re- 
designated  as    le);   new   (d) 

V  added  41690 

35.925-20     Added 56635 

35  926     Added    41690 

35  935-2     Revised    56635 

35.935-4     Removed 56635 

35,93S-7     Revised   56635 

35.935-11     Revised   56636 


PBge 

35.935-15     Removed 56636 

35.935-18     Added   41691 

35.937-10     Revised   56636 

35,938-6     (cMl)   amended 56636 

35,938-8    Revised  56636 

35.939     (b)(l>,  (f)(7).  (j)  (3)  and 

(k)  revised '33035 

35.945    Introductory  text  revised-  56636 

39     Revised    '25666 

40.155    Heading,  (a)  and  (b>  re- 
vised    36918 

50  Appendix  F  revised 52688 

51.7     (bXl)  and  (5)  amended.--  35676 
51,12     (h)(1)    revised '19862 

51.17  (a)(1)   amended 52692 

51.17a     (a)  revised 52693 

51.18  Interpretative  ruling 55528 

51  Appendix  L  amended 35676 

52.50     (c)(14)    added 42674 

(c)(15)    added 55530 

52,57    Revised  42674 

52,60     (c)     added '22869 

52.70     (c)(3>  through  i5)  added.  49636 

(c)(6)   added '8375 

52,84     (b)  table  amended ;  <c>  re- 
vised    49636 

(b)  table  amended '8376 

52.120     (c)(10>  added '23802 

52.132     (c)(1)   amended;   'd)   in- 
troductory text,  (1),  (2),  (3), 

and  (5)  revised;  (c)(1)  (i). 
(11),  (lii)  and  fiv).  i2),  ^3), 
and  (d)<4>  removed;  id)  (6) 
and  (7)  redesignated  as  id-1) 
and  i<i-2>  and  revised;  <d'f8) 
redesignated    as    <d-3)     and 

republished '30506 

52,170     (c)  (4)  and  (5)  added 43904 

52,173     Removed 43904 

52.220     (c)(31)  revised 53662 

(c)  (21).  (24).  (26),  <28),  and 
31  added '8377 

(c)(20),  (21) (V),  (22),  (24) liD, 
(26)  (ii).  (30).  and  (32)  add- 
ed      '23802 

(c)(21)(viiii  through  lix).  (23i, 
(24)(v),  '26)  )  (lii),  (27),  (28) 
(iii).  (30)  (ii)  and  (iii),  and 
(31)  (iv)    added '23803 

(c)  (21)  (xii)  (Ai  and  i28)(iv» 
(A)  added '23804 

(c)  (21» 'xxii)  and  ivi).  and 
(24)  (iii>.  (28)  (ii»,  and  i31> 
(iii)    added '23805 

(c)  (21)  (XX)  (A)  and  (26)<ix> 
(A)  revised '23806 

(c)(21)  (vii).  (24)  (iv),  (27)  (i), 
and(32)(il)  revised '25501 
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(c)    amended '28123 

(c) (21) (xxiv),        (xxv)        and 
(xxvi>.  (23)  (ii).  i26)  ixmi . 

and  (31 1  mmB)  added '28884 

52,224     (a)  and  ibMK  revised.. .   '8377 

(a)i2Mii)   and  liii'   revised 23803 

(a)  (5)  (iii)    revised "23804 

(a)(3)(i)  and  (4Mi)  revised..   '23805 

(a)(2)(iv)    revised '23806 

(a)(5)(i)    revised '25501 

(a)(2)(vi)    added '28123 

(a)(7)(i)    added '28884 

52  226     ib)(2i     revised '23804 

52.233  (d)(lj   and  'g)  (l)(i)  re- 
moved     53662 

52.234  (ai   and  idi   revised '23804 

ia)(3)(ii    revised '23806 

52.241  Removed 45565 

52.242  ic>,  id',  (e).  and  (f)  re- 
vised      '30506 

52.246     <b)  revised '23805,28123 

52.252  lb)  revised '23805,28123 

52.253  (b)    revised '28123 

52.254  (a)(l)(ii   added '25501 

<aM3i    amended '28123 

52.255  iciiS'iiii^    through    (vii) 
amended 56643 

52.260     Removed '23805 

52.269     (bi     revised '23804 

52.330     Removed 45565 

52  336     ic)(3>(iv)    added 56643 

'CM3ifiv.    amended '29004 

52375     Corrected   38166 

52381     Correctly  removed 38166 

52.420     ic)ilOi    added '17877 

52.470     ic)(8'i   revised 53326 

52.476     (b)(2)(viii.    (3)(ivi    and 

(V),  and  (5)  (iii)  revised 53326 

(g)  removed '7958 

52.482     Removed '30507 

52.490     ic),  (d),  (e).  and  (f)  re- 
vised      '30507 

52.570     ic)il6)   added 35185 

52.577     Removed 35185 

52  578     Removed .       35185 

52  583     Added 35185 

52  770     'C'llS)  and  (14)  revised; 

(c)(15)    added 35677 

52,771     (c)  and  (d>  added 35677 

52,777     (b)  added 35677 

52,787     (e)   revised 56643 

(e)    amended .       _   '29004 

52.795     Added    35577 

52  820     'ci   revised 43407 

'Cti25i  and  i26i   added  '27893 

52  829     Removed 42953 

52  1070     (c)(16)     added 31535 

(0(15)  revised;  (c)(18^  added.  54757 


Pace 
ic'iei  revised;  ic'll'  added.  56804 

52.1080     lb'    removed   54757 

'g'  and  tj>  removed. '7958 

52.1086     ic'(3'iiv'    added 56643 

'c  '  '  3'  (Iv)  amended '29004 

52.1089     (c).  (d>,  (e),  and  (f)  re- 
vised      '30507 

52.1095     (c).  (d).  (e).  and  (f)  re- 
vised      '30508 

52  1101     (c)(3)(iv)    added 56643 

C'i3'';v'     amended '29004 

52.1110     Removed 45565 

52.1117     (a)    removed , 54757 

52.1120     Amended 44395 

'c    amended 56805 

(O    amended '5977 

Amended '6812 

(c)    amended '9177 

(O'lli    added '25731 

52,1126     (e-  added 56805 

(bi   added '5977 

(c)    added '9177 

(c>    revised '25731 

52,tl31     Removed 42953 

(a)    amended 44395 

(a)    amended '6812 

52,1147     (a)(5tii.    added 56643 

(aM5)(i)    amended .   '29005 

52,1170     (c)  (13'  added '8638 

52.1176     (a)  and  (b'  removed '8638 

52.1320     (c)(ll)    and    «12'    add- 
ed        '28539 

52.1335     (a)  table  amended '16139. 

28540 

52.1420     (c)(19)    and    (20)    add- 
ed        '25505 

52.1425     fa)    table  amended 52456 

(a>  table  amended '16140 

52.1570     (CI  (10)  and  (11)  added.  27833 

(c)(12)  added 28492 

(c)(13)    added 43408 

(c)(14)   added 50823 

(c)(15)    added 55715 

(c)(16)    added '7138 

52.1590     (f)   approval  statement.   '3841 
'O'    added '13826 

52.1592     Removed 45565 

52.1594  Removed 27833 

52.1595  Revised    27833 

52,1598     (C)(3)(iv'    added 56643 

'C'i3)iivi    amended '29005 

52.1620  ici'8i    revised 34749 

52.1621  Table    amended '20131 

52,1624     ia"l'     and    'bil'    re- 
vised        34749 

52.1670     (c)  (30)  and  '31'  added.  29818 

(c)(30)  and  (31)  amended 34259 

(c)(32)    added '25504 
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Title   40,    Chapter   I — Continued 

Page 

52  1770     (c)(16)    added '20132 

, CM  171  added '20133 

52.1778     <c'  added 56805 

52  1820       C'i6i  and  (7>  added. .   '26978 

52  1825     Removed '26978 

52  1826     Removed '26978 

52  1829     Revised    '26978 

52  1870     ic>  '10)  and  (ID  added.  41692 
52.1875     Table     amended;     foot- 
notes added 36327 

Existing  text  designated  as  (a) 
and      table      and      footnotes 

amended;   (bi   added 41692 

Table  footnote  f  added '27589 

52.1881  lb)  added 36328 

(b'<12>iv»,    i23Miii>(CK    (35) 

dxi,  and  (36Mv)  added;  <b) 
(23wiliHBi,  (k\) .  (xvil)  and 
(xlxt .  (29i  (i)  and  di).  (31' 
(i),  (35i<viii>,  (38)<vii>(A), 
(46)  <u),  and  (49)  (ii)  revised-  52455 

*b»(l)tiii).    (14)  (ii)    and    (iii), 

'17'.  and  (21)  revised '27589 

ib>  '301  (iv),  (39)  (iii) ,  (iv),  and 
'VI'  through  ixi)  and  (xiv) 
revised;  ib)<39)(v)  re- 
moved     '27590 

'bM40>(iii),  (47)  (ii),  (51)  (1) 
and  (ii).  (58)  (vi)  and  (ix), 
i59Mvi),  (vil).  (viii),  (ix), 
(xi),  (xii),  and  (60)  (iii)  and 
av>  revised;  (b)  (40)  (vil) 
and    59'   xiv)  added '27591 

ibM63"ii'   revised '27592 

52.1882  Added 36339 

(b)   added.   '27592 

52.1920     (c)(7)  added 32890 

52  1970     (c)  (21)  and  *22)  added.   '9665 

(C"23>  through  '25)  added..  '20132 

52.1973     Amended    '20132 

52.2020     (ci'4'  revised 42675 

(c)ilO)    removed 53326 

52.2042     (c)(3)(iv)    added 56643 

.cM3>'iv'    amended '29005 

52  2079     Removed 42953 

52.2131     (c)    added '4124 

52.2170     (c)(4>     added 32744 

52.2220     (c)  (27)  added 'lOQDS 

52.2223  'a^'l'.  i2i(vii),  (3)  (V) 
and  i4>  amended;  (a)(8)  re- 
moved     '10995 

52.2231     Removed '10995 

52.2270     ic)'9i  and  '10>  added.  '20131 

ic)<ll)   added •20463 

(cuiii    revised;    (c)(12)    add- 
ed      '27894 


Page 
52.2271     Table  designated  as  'a' 

and  amended;  (b)  added...  '20131 
(c)   added '27894 

52.2284  Effective     dates     sus- 
pended     50446 

52.2285  (C)(3)(iv)    added 56643 

(c)(3)(iv)    amended '29005 

52.2287     Effective     dates     sus- 
pended    50446 

52.2293     Removed 45565 

52.2320     (c)(5)     added '21472 

52.2325     (a)  amended '21472 

(e)  added '21474 

52.2370     (c)<6)  added '6812 

52.2428     (c)  removed 35676 

52.2435     (e)    removed '7958 

52.2438     (c)(3)(iv)  added '29005 

52.2441     (c),  (d).  (e),  and  (f)  re- 
vised     '30508 

52.2520—52.2528     (Subpart    XX » 

Reaffirmed 42672 

52.2520     (c)(8)  added 51018 

52.2620     (c)(9)  added 36653 

52.2624  Removed 36653 

52.2625  Revised   36653 

52.2720     (c)(25)  added 51017 

52.2770     (c)(3)  and  '4'  revised..  28492 

(c)(6)  and  (7'   correctly  added 
and  revised 28492.36810 

(c)(8)    added 55531 

52.2780    Added    28493 

(b)  revised;  (c)  added 55531 

53.20     Table  B-1  revised 52694 

53.23     Table  B-3  revised 52694 

53.32  Table  C-I  revised 52693 

55.570  (Subpart  L>     Added 55194 

55.820  Added    39316 

55.821  Added    39317 

55.870  Added   39318 

55.871  Added    39317 

55.872  Added 43904 

55.1320  Added   39319 

55.1321  Added    39319 

55.1520   I  Subpart  EE*      Added. ..  36813 

55.1770  (Subpart  II'     Added 55195 

60.4     (b)(F'   revised 27967.  33264 

(b)(CCC)   added 34629 

(b)(CCC)    revised 34629 

(b)(B)    added 40467 

(bXP)    added 43148 

(bXJJ)    added 44859 

(bXP)  revised 48342 

(b)(D)    added 53017 

(b)(F)    revised 54757 

(b)(KK)    added 55531 

(b)(II)    added 56805 

(b)(Q)  and  'CC'  added 56806 


60.4— 'Continued)  Page 

(b)(UU»  added *1214 

(b)(PP)    added '4214 

(b)(NN)(ai  added '6812 

(a)  corrected '16777 

(bi'YY'  added '16778 

60.9     Revised 36918 

60.11     'b'     revised '26206 

60.13     (i)    revised 35185 

(c)(3)   and  (e)(1)   revised '5936 

60.40     Revi.sed 51398 

60  41     Id'  and  (e'  added 5139fl 

60  42     la' >li  revised 5139n 

60  43     <aMli    and    (2)    and    (b) 

revised   5139« 

60.44  (ai  lit  to  '3)  and  'b>  re- 
vised    5139° 

60.45  (e)  and  (f)(1),  (2),  (4)(1) 
to  (iv),  (5)  introductory  text, 
(5)(ii)  and  <6)  revised;  (f) 
(4)(v)  and  (5)(iii»  added     -  5139<i 

(a),  (b),  (c),  and  (e)   revised; 
(d)  removed '593'' 

60.46  (b).  <f''l).  '2)  and  intro- 
ductor>-  text  of  '3)  and  (g) 
revised   51399 

60.102     (a)(2)    revised '32427 

60.105  'e-'li    added '32427 

60.106  '6'     added '32427 

60  Ai.ipenrii.\   A  amended 52299 

Appendix  B  amended '5937 

61  Authority  citation  revised 46564 

Technical  correction 53017 

6104     (b)(Fi   revised 27967.33264 

(b'tCCCi  added 34629 

(b)  (F)  revised 40108 

(bi'B'    added 40468 

ib)'P»    added 43149 

(b)iJJ)    added 44860 

(b)(F)  revised 48343 

(b)iDi    added 53017 

(b)(F»  revised 54758 

(b)(II)    added 56805 

(bxUU)  added '1215 

(b)(PP)    added *,*4124 

(b)  (NN)  (b)  added ^'6812 

(b)(NN)(a)  added '6813 

at  corrected;  'b)(YY)  added..   '16778 

61.15     Revised 36918 

61.21     (X'    added '12127 

6150—61.71  'Subpart  F'      Added_  46564 

61.60  ici  amended '29006 

61.61  iti  and  iu»  added '29006 

61.62  (a>  and  ib)  revised '29006 

6165  ib.'(9)(i)  and  (O  cor- 
rected    53017 

(b)(li  introductory  text  and 
'b)  (8)  (jiii  'A'  and  'Bi  re- 
vised     '29006 


Page 


61.67  (d)  removed;  le),  (g)(1) 
•  ii)  and  tiiii  revised;  (g)(1) 

(iv)    added _-.  "29007 

61.68  <a>  and  'ci  corrected 53017 

ic)tl>   and  <2i   revised '29007 

61.70  (at  corrected 53018 

ic)(2Mii  and  iv  revised '29007 

61.71  (a»  i2)  and  i3'  revised:  'a' 

'4)   added .    '29007 

61     Appendix  B  amended. _  46569.  53018 
Appendix  B  amended- ..  '29007-29009 

79.3     Revised  36918 

80.1     Existing  text  designated  as 

iai;ib>added "25732 

80.20  ia)(l)  (1),  (ii)  and  <iii)  re- 
moved; (a)(l)(iv)  and  (v) 
redesignated  as  la)  (1)  (i)  and 
'ii'  and  revised;  (a)(4)  add- 
ed      42677 

(a)(4)    determination 55646 

(a)(4)(ii)    and    dv    amended; 

(b)  removed 55345 

(a)(4)     (ii)    and    (v)    effective 
date    suspended    in    part    to 

3-31-77 ....   '1037 

85  1901 — 85.1908   'Subpart  T  and 

Appendix  VIII '      Added "28128 

85  Appendix  I  amended;  Appen- 
dixes IV  and  VI  revised '1150 

Appendixes  II  and  III  amend- 
ed       '16398 

86  077-1—86.079-35    (Subpart  A) 

Revised    '32907 

85077-1     Revised    29389 

86  077-2     Amended 29390 

(b)  amended 31482 

86.077-5     (a)(2)   introductory 

text  revised 29390 

86  077-7     (c)(7)(iv)  amended. _.  31483 

86  077-9     (a)(1)  revised 29390 

86077-23     Revised '16398 

86.077-24     >f'    revised 29390 

(b)(1)   (vi)  revised '16398 

'b)(l)(ii)  and  (iv)  revised.. _   '28131 
86.077-25     (a),  (O  <5)  (v).and  (d> 
'3'  'i>  and  (5)  (vi  revised;  (b  ' 

removed  29390 

(a)(8'(ii)  revised '16399 

86  077-26  (a)  (3"'  introductory- 
text.  (3)(i)(C'  and  !ii''C>. 
(a)(4)  introductory  text.  '6' 

(ii>,  arid  <7)  revised '16399 

(b)(3),  (4),  and  (7),  and  (c)(3) 
fi)  and  (ii)  and  (5)  (iii)  re- 
vised     '16399 

86.077-27     Revised    29392 

86.077-28     'a''2>     revised '16399 


Note:  Symbol  (')   refers  to  1977  page  numbers 
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Title   40,    Chapter    1 — Continued 

Page 

86  077-30     ia)'2i    amended;    (d) 

added   31482 

vOilMii)    revised 3148J 

(a)  (5)  revised *20464 

iaii5)   corrected *24739 

86  077-35     la)  tl)  liiD  lE)  and  (a) 

i2tiiii''F)    revised 29392 

lai    intioductory    text,    (a)(ll 
(i).  (2)  a).and  (3)  (i)  and  (c) 

a>   revised '16399 

86  078-1     Added 56318 

86  078-2     Added 35628 

Aniended '16400 

86  078-3     Added 35629 

86  078-8     Added 35629 

Revised    '16400 

86  078-9     Added 35629 

86  078-21     Added 35629 

86  078-22     Added 35629 

Heading  amended '16400 

86  078-23     Added 35629 

Revised '16400 

86  078-24     Added 35629 

Revised '16400 

ibMi)(iv>  and  (f)  revised '28131 

86  078-25     Added 35630 

Revised '16402 

86  078-26     Added 35630 

Revised '16406 

86  078-28     Added 35630 

•  ai '4' li)  (  Am2)    and    (iv)    re- 
vised;   (aU4)  (V)    removed-.   '16408 

a''4'iiv^    revised '28131 

86  078-29     Added 35631 

86  078-30     Added 35631 

-ai  '3'.    ib'    D  (i)(D).   (2)    and 
(4^    revised;    (b)(5)    and. (6) 

added   '16408 

86  078-35     Added 35632 

Added   38681 

Added 56318 

Added 56318 

Added 56318 

Added 56318 

Added 56318 

Added     56318 

Added 56318 

Added 56318 

177-23      I  Subpart     B) 


Page 


86  078-37 
86.079-1 
86079-2 
86  079-9 
86.079-20 
86079-21 
86  079-26 
86  079-30 
86.079-35 
86  101— 86 


'32954 


86.101-78    Redesignated  as  86.101 
and  (a)(1)    and  (2)    amend- 


■16409 


Redesignated  from  86.102- 


Revlsed    

86  101  Redesignated  from  86. 101- 
78;  ia)(l^  and  i2>  amend- 
ed       '16409 

86.101-78—86.145-78   (Subpart  B) 

Added 35632 


ed 

86.102     

78  '16409 

86.102-78      Redesignated  as  86.- 

102  "16409 

86.103  Redesignated  from  86- 
103-78  '16409 

86.103-78    Redesignated    as    86.- 

103    '16409 

86.105-78     (a)    amended *  16409 

86.107-78  (a)(2)(i)  and  (11)  re- 
vised; (a)(3)  and  (5)  amend- 
ed      '16409 

86.113-78     (b)  (2)  and  (3) 

amended   38682 

86.114-78     (a)(7)     added 38682 

(a)(4)   revised '16409 

86.116-78     (c)(1)  amended '16409 

86.117-78     (b)  (2)  revised '16409 

86.119-78     (b)(1).     (7)(iii)     and 

(V),  and  (c)  (6)  amended--.   '16409 

86.121-78     (b)(3)    revised 38682 

86.123-78     (b)(3)    revised 38682 

86.128-78     Revised '16409 

86.129-79     Added 56319 

86.133-78     im)   amended '16409 

86.135-78     (h)    added 38684 

86.135-79     Added 56319 

86.136-78     (ci    revised 38684 

(a)  and  (b)  revised -   '16409 

86.137-78     (b)(1).      (ID.      (13), 
(16).  and  (17)  amended;  (b) 

(7)   revised 38684 

(b)(7)  and  (12)   amended '16410 

86.142-78     (f>  revised;  (p'  added-  38684 

86.142-79     Added 56319 

86.143-78    Amended    '16410 

86.144-78     (a)  and  (d)  (4^  revised; 

(d)  (1).  (2),  and  (3)  amended-   38684 

(c)(3)  and  (5>  amended '16410 

86.177-1 — 86.177-4     Removed 35651 


86.177-4 
86.177-6 
86.177-8 

(a) (4> 
86.117-9 
(1) 


Added  '16410 

(b)  revised 29392 

(b)(3)    revised 29392 

and  (b)  (3^  amended-.  '16410 
(a)  (D  and  (4),  (c),  (d^ 
and  (4)   revised '28131 


86.177-12     Revised    29392 

86.177-13     Removed 29393 

86.177-14     Revised    29393 

86.177-15     (a)(2)iii)  revised 29393 

86  401-78—86.444-78    (Supart    E) 

Added '1126 

86.501-78—86.544-78  (Subpart  D 

Added '1137 


Note:   Symbol  O   refers  to  1977  page  numbers 
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Pago 

86.601—86.613   'Subpart  G' 

Added 31483 

86.602     (a)  (13)       through      (16) 

added '31160 

86.777-7     (a)(3)  revised 29393 

86.777-11      (b)(2i   revised 29393 

86.777-13     (b) (6)     and     (c)     re- 
vised      29393 

86  877-7     (a)  (2)  (Hi)   and  (4)   re- 
vised     29393 

86.877-11     (a)(3)     and     (b)     re- 
vised     29393 

86.877-13     (a)(4)    and  (b)(1)  (11) 

and   (4)  (1)    revised 29393 

Appendix  VIII  added 31491 

Appendix  IX  added 31492 

86  Appendixes  I  through  VI  re- 
vised      '32989 

87  1    <&>  '32)  through  (35)  added.  39745 

87.2     Amended 39745 

87.21     Id)  amended;  (e)  revised.-  34725 

lei   table  amended 39745 

87  30     Revised 39745 

87  31     (d)     correctly    designated 

and    republished 39746 

(c)    revised 54861 

8741     <a.>    revised 39746 

87.42     Revised 39746 

87.62     (a)(1)     revised 34725 

87.64  (c)(1)  (li)(d)    revised;    (c) 

(3)    added 34725 

(c)(2)  revised:  (c)(3)  revised.-  39746 

87.65  (di    revised 39746 

87  67     (a)(5)    revised 39746 

87.70     (d)  revised 34725 

(b)(4>   revised 39746 

87  93     (a)    Figure   7  and    (c)(2) 

revised    39747 

87.94     'd)  revised 39747 

87  96     (a)(5)    revised 39747 

110     Revised 49811 

115     Added '25478 

120  104     (c)(1)   table  corrected-.   48737 
124.1     (u)   removed;   (v)   redesig- 
nated as   (u) 28496 

124.11     (h)  removed;  (f)  and  (g) 

revised   28496 

124.80     Redesignated  as  124.81   .     28496 
124  81—124,85     Subpart  D 

Heading  revised 28496 

124  81     Redesignated  from  124.80     28496 

12484     Added 28496 

125.1       11'  removed;  (jj)  redesig- 
nated as  (11) 28496 

1254     ifi  and  (1)  revised;  (J)  re- 
moved     28496 

125  37     Revised T..   36918 

125,53     Added 28496 


129    Revised    

129.4     (e>    added 

(f)    added 

129.104  Added   

129.105  Added    

133.102     Revised    

136  2     (fi  through  (h)  revised-.. 
1363     (b)    amended;    (c)    added: 

table  I  revised 

Table  corrected- 

136.4  (c>  amended;  (d*  added... 

136.5  (a)  through  (di  amended; 
<e)    added 

2     (ji  through  (0)  added--- 

15     Added 

.■\ddea 

Added    

Added . 

di  revised 1 

(c)  revised 

(j> (9)  added 

(e)(5»  amended 

added 

revised 


141. 

141. 

141. 

141 

141. 

167 

169 

180.1 

180,3 

(d)  (10) 
1807     (c) 


.16 
25 
.26 
5 
.3 


Revised 

Revised 

Revised 

Revised 

(a)  revised. 
Revised   _-. 


date  corrected 


180  117 
180  124 
180  131 
180  141 
180.142 
180.144 

Amended    

180.185     Revised 
180,209     Effective 

to  6-10-76 

180.234     Revised    

180.242     Revised 

180-267     Amended 

180  269     Revi,^eG  

180  319     Amended 

180  328     Revised 

180  330     Revised    

Corrected  

.Amended 33265,  34629, 


180.339 
180  345 
180  355 
180  3,=^9 
180  367 
Table 

180  369 
180  371 

Revl<;ed  .. 

180,1001   (c) 

amended 

180-inii  (bi 

180  1020  (b) 

(b^  revised 


(a)  amended- 

Removed 

Revised 

Revised  

Added  

corrected-' 

AHded  

Added  

Added  


Page 
'2613 
•2620 
•6555 
•2620 
'6555 
30788 
52781 

52781 
•3306 
52785 

52785 
28403 
28404 
28404 
28404 
28404 
36918 
36918 
•26979 
51401 
'6582 
36918 
•9178 
•9178 
•9178 
•9178 
27356 
27358 
31207 
27357 

27036 
29121 

■32783 
35678 

'15315 
31207 

■17443 
28791 
29681 
41693 
27358 
51401 

■26979 

•22365 
31207 
32426 
514O0 
43409 
-6582 

■14879 


(d).  and  (e)  tables 

revised 

revised 44396 


27357 

■28540 

56806 

■13115 


Note:   Symbol 


refers  to  1977  page  numbers 
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Page 

190     'Subchapter    F    and    Part) 

Added *2860 

205.54-1     (c)(1)  (iv)   and  (2)  (iv) 

removed 'USSe 

(cxixiv)  and  (2)  (iv)  re- 
moved; comment  time  ex- 
tended      'ISSIS 

220—229     iSubciiapter    H)     Re- 
vised     '2468 

220  Revised    *2468 

221  Revised    '2470 

222  Revised    '2471 

222  6     Corrected   *6583 

222.8     Corrected   '6583 

223  Revised  '2474 

224  Revised  ♦2474 

225  Revised  '2475 

226  Revised  '2475 

227  Revised  "2476 

227  80     Table  amended 39320 

228  Added '2482 

228  12     'a)   table  corrected '5975 

(bM2'    added •22144 

229  Revised    *2489 

244  Added 41203 

245  Added 41209 

255  Added '24927 

402  Heading  corrected 41913 

406  15  Revised  50823 

407  13  Table  amended 48737 

407  15  Table  amended 48737 

407  23  Table  amended 48737 

407  25  Table  amended 48737 

407  33  Table  amended 48737 

407,35  Table  amended 48737 

407  43  Table  amended 48737 

407  45     Table  amended 48737 

407.53     Table  amended 48737 

407.55     Table  amended 48737 

408.152     ib>ai  table  revised 31821 

408  153     Table  revised 31821 

408  155     Table  revised 31821 

408.162     'bi'li  table  revised 31821 

408  163     Table  revised 31821 

Removed   'gses 

408.165     ia>'l)    table  revised 31821 

408.172     ib)<li  table  revised 31821 

408  173     .ai   (1)  and  '2 >  table  re- 
vised      31821 

Removed   "9665 

408  175     'aMl)    table  revised 31822 

408.182     Table  revised 31822 

408  183     Table  revised 31822 

408.185     Table  revised 31822 

408.192  Table  revised 31822 

408.193  Table  rev:sed 31822 


Page 

408.195     Table  revised 31822 

408.203     Removed '9665 

408.212  Table  revised 31822 

408.213  Table  revised 31823 

408.215     Table  revised 31823 

408.222  Table  revised---- 31823 

408.223  Table  revised 31823 

408.225     Table  revised 31823 

408.252  Table  revised 31823 

408.253  Table  revised 31823 

408.255     Ta6le  revised 31823 

408.262  Table  revised 31823 

408.263  Table  revised 31824 

408.265     Table  revised 31824 

408  273     Amended '6813 

408.275     Amended '6813 

408.293     Removed '9665 

408.313     Removed *9665 

409  62  Suspended  until  3-1-78  __  '3164 
410.10     Amended    '26982 

410.14  Added    '26983 

410.20     Amended •26983 

410.24     Added    '26983 

410.30     Amended    *26983 

410.34  Added    '26983 

410.40     Amended    '26983 

410.44     Added    '26983 

410.50     Amended    '26983 

410.54     Added    '26983 

410.60     Amended    '26984 

410.64     Added    '26984 

410.70     Amended    '26984 

410.74     Added    '26984 

411.35  Revised '10681 

413.12  Suspended 43018 

413.13  Removed 53018 

413.15  Removed 53018 

413.16  Removed 53018 

413.22     Suspended 53019 

413.42     Suspended 53019 

413.52     Suspended 53019 

413.62  Suspended 53019 

415.61  <e>    tlirough   <hi    added,-   51599 

(e)  through  'h>  suspended---  '17444 

415.63  Removed 51602 

415.71  <b)  through  (e'  added- ^-  51599 
(b)  through  <e>  suspended.--   '17444 

415.72  Removed 51602 

415.73  Removed 51602 

415.75  Removed    51602 

415.76  Removed 51602 

415.81  'b>  through  (e)  added. -.  51599 
(b)  through  (e>  suspended. -.    '17444 

415.82  Removed 51602 

415.83  Removed 51602 

415.85  Removed 51602 

415.86  Removed 51602 
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415.91     'di   through  (gi   added..  51599 

id>  through  (g*  suspended '17444 

415.93     Removed 51602 

415.95  Removed 51602 

415.96  Removed 51602 

415.101  ibt  through  le'  added-.  51600 
ib»  through  <e)  suspended '17444 

415.102  Removed 51602 

415  103     Removed 51602 

415.105  Removed 51602 

415.106  Removed 51602 

415.151  ic  through  (f)  added..  51600 
'c~i   through  (f)   suspended---   '17444 

415.152  Removed 51602 

415.153  Removed 51602 

415.155  Removed 51602 

415.156  Removed 51602 

415.171  lei  through  (h'  added.-.  51600 

ie>  through  (hi  suspended...    '17444 

415.173     Removed 51602 

415.181     ic  through  tfi  added..   51600 

<c»   through  if)   suspended...   '17444 

415  182     Removed 51602 

415.183     Remo\ed 51602 

415.185  Removed 51602 

415.186  Removed 51602 

415.191  <c'   through  (fi  added..  51601 
<c>   through   'fi   suspended...   '17444 

415.192  Removed 51602 

415.193  Removed 51602 

415.195  Removed 51602 

415.196  Removed 51602 

415.210  Removed 51602 

415.211  'b'  through  'e'  added..   51601 
lb'  through  (e)  suspended...   '17444 

415.212  Removed 51602 

415.213  Removed 51602 

415  215     Removed 51602 

415.216     Removed 51602 

415.220  Removed 51602 

415.221  'd'  through  'g*  added..  51601 
<d»  through  (g)  suspended...   '17444 

415.222  Removed 51602 

415.223  Removed -  5160'' 

415.225     Removed 51603 

415226     Removed 51603 

415.230--il5.232     Removed    51603 

415.340—415.342     Removed    51603 

415  420     Removed 51603 

Correctly  removed '10681 

415.421  Removed 51603 

Correctly  removed '10681 

415.422  Removed 51603 

415.580—415  582     Removed    51603 

416.12     Removed  in  part  and  sus- 
pended     32587 


Page 
416.13     Removed  m  part  and  sus- 
pended     32587 

416.15  Removed  in  part  and  sus- 
pended     32587 

416.16  Removed 32587 

416.22  Removed  in  part  and  sus- 
pended     32587 

416.23  Removed  in  part  and  sus- 
pended     32587 

416.25  Removed  in  part  and  sus- 
pended      32588 

416.26  Removed 32588 

Correctly  removed '29871 

416.32  Removed  in  part  and  sus- 
pended     32588 

416.33  Removed  in  part  and  sus-  .. 
pended   32588 

416  35  Removed  in  part  and  sus- 
pended      32588 

416.36     Removed 32588 

416.42  Removed  in  part  and  sus- 
pended     32588 

416.43  Removed  in  part  and  sus- 
pended       32588 

416  45  Removed  in  part  and  sus- 
pended       32588 

41646     Removed 32588 

416.52  Removed  in  part  and  sus- 
pended     32588 

416.53  Removed  in  part  and  sus- 
pended      32588 

416  55     Removed  in  part  and  stis- 

pended    32588 

416.56     Removed 32588 

416  62  Removed  in  part  and  sus- 
pended     32588 

416  63  Removed  in  part  and  sus- 
pended     32588 

416,65  Removed  in  part  and  sus- 
pended      32588 

41666     Removed 32588 

416.72  Removed  in  part  and  sus- 
pended       32588 

416  73  Removed  in  part  and  sus- 
pended      32588 

416.75  Removed  in  part  and  sus- 
pended        32588 

41676     Removed 32588 

416  82  Removed  in  part  and  sus- 
pended       32588 

416  83  Refnoved  in  part  and  sus- 
pended      32588 

416  85  Removed  in  part  and  sus- 
pended     32588 

41686     Removed 32588 

416  92  Removed  in  part  and  sus- 
pended      32588 
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416.93     Removed  in  part  and  sus- 


Page 


Page 
416.173    Removed  in  part  and  sus- 
pended    32589 

,.     Keinov  fu  u.  ».». .  -».«  .^.-                   ^     Removed  in  part  and  sus- 
pended  —  — — -_-—  32588  ^^^^  32589 

416.176    Removed 32589 

416.182  Removed  in  part  and  sus- 
pended     32589 

416.183  Removed  in  part  and  sus- 
pended     32589 

.u.     «eiuuvcuuxH-  — o^-                        y       Removed  in  part  and  sus- 
pended   i^^»*i      ^^°  pended  32589 

416.186     Removed 32589 


416.95  Removed  in  part  and  sus 
pended   32588 

416.96  Removed 32588 

416.102  Rem  oved  in  part  and  sus- 
pended      32588 

416.103  Removed  in  part  and  sus- 


416.105  Removed  in  part  and  sus- 
pended     32588 

416.106  Removed 32588 

416  112     Removed  in  part  and  sus- 
pended     32588 

416.113     Removed  in  part  and  sus- 
pended     32588 

416.115  Removed  in  part  and  sus- 
pended     32588 

416.116  Removed 32588 

416.122  Removed  in  part  and  sus- 
pended     32588 

416.123  Removed  in  part  and  sus- 
pended     32588 

416.125     Removed  in  part  and  sus- 
pended     32588 

*    416  126     Removed 32588 

416.132  Removed  in  part  and  sus- 
pended     32588 

416.133  Removed  in  part  and  sus- 
pended    32588 

416.135  Removed  in  part  and  sus- 
pended     32588 

416.136  Removed 32589 

416.142     Removed  in  part  and  sus- 
pended     32589 


416.192  Removed  in  part  and  sus- 
pended    32589 

416.193  Removed  in  part  and  sus- 
pended     32589 

416.195  Removed  in  part  and  sus- 
pended     32589 

416.196  Removed 32589 

416.202  Removed  in  part  and  sus- 
pended     32589 

416.203  Removed  in  part  and  sus- 
pended     32589 

416.205  Removed  in  part  and  sus- 
pended     32589 

416.206  Removed 32589 

416.212  Removed  in  part  and  sus- 
pended   32589,  48516 

416.213  Removed  in  part  and  sus- 
pended    32589,  48516 

416.215  Removed  in  part  and  sus- 
pended    32589.  48516 

416.216  Removed    32589,  48516 

418  12     (c)  and  (d)  tables  amend- 
ed      '16141 

418  13     (c)  and  (d)  tables  amend- 
ed       '16141 


416.143     Removed  in  part  and  sus-  j.  .  i.,  „„j 

pended  32589      418.15     (c)  and  (d)  tables  amend- ^ 

416.145     Removed  in  part  and  sus-  I  ^ *^° 

pended  --     32589      418.52     (a)  and  fb^  tables  amend- 

416146     Removed 32589  ed;   (O  removed '16141 

416.152     Removed  in  part  and  sus- 
pended     32589 

416  153     Removed  in  part  and  sus- 
pended     32589 

416.155  Removed  in  part  and  sus- 
pended     32589 

416.156  Removed 32589 

416.162     Removed  in  E>art  and  sus- 


418.53     (a)  and 'b'  tables  amend- 
ed; (o   removed '16141 

418.55  (a)  and  'b'  tables  amend- 
ed;  lO   removed '16141 

418.56  (c>    removed '16141 

419.14     .\dded   '15689 

419.24     Added   '15689 

419.34     Added '15690 


pended   32589      4^944     Added   '15690 


416.163     Removed  in  part  and  sus- 
pended     32589 

416.165  Removed  in  part  and  sus- 
pended      32589 

416.166  Removed 32589 

416.172     Removed  in  part  and  sus- 
pended     32589 


419.54     Added    '15690 

420.152     (C)  table  amended 32218 

420.172  <c)  table  amended- 32218.32219 
421.30     Amended 54854 

Comment  time  extended '17444 

421.34     Added 54854 

Comment  time  extended '17444 
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421.60     Amended 54854 

Commen:  time  extended '17444 

421  64     Added 54854 

Comment  time  extended '17444 

421     Appendixes  A  and  B  added. ^  54851 

Appendixes  A  and  B  comment 

time  extended '17444 

423.14     Added    '1569? 

Comment     time     extended     to 

8-1-77    '33289 

423.24     Added    '15695 

Comment     time     extended     to 

8-1-77    '33289 

423.34     Added    '15696 

Comment  time  extended  to  8- 

1-77  '33289 

423.44     Added    '1569C 

Comment     time     extended     to 

8-1-77    ^._, '33289 

425.10     Amended    '15703 

425.14     Added    '15703 

425  20     Amended '15703 

425  24     Added    '15703 

425  30     Amended '15703 

425.34     Added    '15703 

425.40     Amended '15703 

425.44     Added    '15703 

425.50     Amended    '15703 

425.54     Added    '15703 

425.60     Amended '15704 

425.64     Added    '15704 

425.70     Amended '15704 

425.74     Added    '15704 

429.10     Amended 53934 

429.14     Added 53934 

429.20     Amended 53934 

429.24     Added 53934 

429.30     Amended 53934 

429.34     Added 53934 

429.40     Amended 53934 

429.44     Added 53934 

42950     Amended 53935 

42954     Added 53935 

42960    Amended 53935 

42964     Added 53935 

429.70     Amended 53935 

429.74     Added 53935 

429.80     Amended 53935 

429.84     Added 53936 

42990     Amended 53936 

429.94     Added 53936 

429.100     Amended ._  53936 

429.104     Added 53936 

429.110    Amended 53936 

429.114     Added 53936 

429.120     Amended 53937 

429.124     Added 53937 

429.130    Amended 53937 


Page 

429  134     Added 53937 

429  170     Amended 53937 

429  174     Added 53937 

429  180     Amended 53937 

429,184     Added 53937 

430.60—430.62  'Subpart  F^  Re- 
vised     '1399 

430.70—430.72  (Subpart  G)  Re- 
vised      '1401 

430.72     I  a .  table  corrected 27733 

430.80—430  82  (Subpart  H)  Re- 
vised      '1402 

430.90—430.92  'Subpart  I>  Re- 
vised      '1403 

430.100—430.102  'Subpart  J)  Re- 
vised      "1404 

430  110—430.112  'Subpart  K>  Re- 
vised     '1406 

430.120—430.122  'Subpart  L>  Re- 
vised     *1407 

430.122  la)  and  (c*  tables  cor- 
rected    27733 

430.130—430  132  (Subpart  M'  Re- 
vised      '1409 

430.132       C!  table  corrected 27733 

430.140—430.142  'Subpart  N'  Re- 
vised      '1410 

430.142     'cMable  corrected 27733 

430  150— 430.152  'Subpart  Oi  Re- 
vised      '1411 

430.152     '  c  '  table  corrected 27733 

430.160—430.162  'Subpart  P)  Re- 
vised     '1412 

430-170—430,172  (Subpart  Q'  Re- 
vised      '1413 

430  180—430.182  .Subpart  R>  Re- 
vised      '1414 

430.190—430.192  (Subpart  S)  Re- 
vised     '1415 

430.200—430.202  'Subpart  T'  Re- 
vised      '1415 

430  210—430  212  'Subpart  U*  Re- 
vised     '1416 

430.222  a<  and  tb)  tables  cor- 
rected    27733 

434  Comment  time  extended 34440 

Revised '21384 

435  Com.ment  time  extended 50446 

Comment  time  extended '10682. 

22558 
435  30 — 435  32         (Subpart        C> 

Added 44943 

435  40—435  42         (Subpart        D' 

.'^dded 44943 

435,50—435.52         'Subpart         E' 

Added 44944 

435-60 — 435,61  'Subpart         F'l 

Added 44945 
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436     Comment  time  extended 36653 

439  Interim  regulation  added...  50677 
Comment  time  extended '5691 

439. 12     'ai  revised •6814 

440  42     iaii5i     suspended     until 
4-30-77 '3165 

440.52     Suspended  until  4-30-77.   '3165 

454  Comment  time  extended 27968 

455  Interim  regulation  added...  48089 
Comment  tmie  extended •2316 

455.00     '4i     revised 54181 

Correctly  designated •7956 

455.12     Amended 54181 

455.22     Amended 54181 

455.32     Amended 54181 

455.50     Amended 54181 

458  Comment  time  extended 30645, 

39320 

459  Added  29079 

460  Comment  time  extended 30645 

600.001-77—600,009-77      iSubpart 

A)    Added 38685 

600.002-77     <ai  iBi     revised;     (a) 

i33>  through  (38'  added 49759 

600.002-78     Added    49759 

600.003-77     Amended 49759 

600  005-77     Added    49759 

600.007-77     le'  added 49760 

600.008-77     <h<    added 49760 

600010-77     Added    49760 

600.101-78—600.113-78      (Subpart 

B>    Added 38688 

600.201-77—600.207-77      (Subpart 

C)  Added 38689 

600.206-77     (b)  and  (c)  added-..  49760 
600.207-77     (a)(5),    (O    and    (d) 

added   49761 

600.208-77     Added    49761 

600.301-77—600.315-77     (Subpart 

D)  Added 49761 

600.401-77—600  407-77     (Subpart 

E'    Added 49764 

600.501-78—600  512-78      (Subpart 

F)  Added 38690 

600.601-77—600.613-77     (Subpart 

G)  Added --—  49765 

600     Appendixes  I  and  II  added.-  38694 
Appendixes  III  and  IV  added 49766 

Chapter  V — Council   on    Environmen- 
tal Quality 

1516  Added •32538 

1517  Added -  •20818 
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Title  40 Propoipd 

Rules: 

Page 

'9803,  32811 

1 60n  I  r.YHLntfr   11 

22 

...  ...   •1492, 13307 

35 

29867,  36726 

'6841. 11026 

39 

51619 

. '5705 

50 

44049 

51 

.  ._.  55558 

_    _   •8404.22177.27267 

52 

31573. 

31574, 

32241. 

34322.  34782,  35725, 

37343, 

37344, 

38190,   38782-38784. 

39329, 

40502, 

41929.  43421.  43920, 

44194. 

46010, 

46617,   47949-47956. 

48044. 

48750. 

48752,  49840,  50700, 

51619, 

51620, 

52488,   54954-54956, 

55561, 

56831 

.   _  •1273. 

1494, 2 

705.  3657,  4134.  4135,  4496,  5383, 

5385,  5986.  6613.  6844,  6845.  7968.  7969. 

8672,  9189,  9685.  10699,  10700,  13026, 

13128, 

13307- 

-13309,   14124.   15343, 

15344. 

15346. 

15432.  15926.  16446, 

17496- 

17498, 

19359.   20480.   21113, 

21488, 

21819, 

21820.  22902.  23162. 

25500. 

25878, 

26438,  26439,  26997- 

27001. 

27267, 

27616-27618.   28553- 

28555, 

29937, 

30218,  30219,  30369, 

30393- 

30399, 

30648,   31174,   31609, 

31812, 

32811 

65  - 

60  '- 

38191 

'13566 

30029, 

36600, 

42012. 

43866,  46618,  47495. 

48706, 

51621, 

52079,  55792 

•2842, 

4863,  10019,  12130,  13566.  22506.  26222, 

32264 

61  . 
80  . 

85  . 

86  '. 

'12122,28154 

•3183 

.   50566 

• 

1044,  26742.26759.31813 

38520,  38675,  38681 

'28970 

124 

'6846 

125 

128 

129 
133 
140 
141 
143 
146 
>   162 

52308 

'6846 

..  ...  29156 

•6476,  20314 

29156.  30468,  51048 

37222 

..  _.  '15079 

28991 

^17143 

. 36730.  50701 

43920 

♦31284.  31813 

171 
173 
180 

•33352 

_   '31284 

27741, 

28804 

28998 

32899,  38784,  42678, 

43421 

43920 

45029,  46011.  47076. 

50843 

/ 


Page 

180    (conti '815, 

11850,  12910,  13129.  13841.  13842, 
17499.  24071.  26440 

201  52317 

'2330 

202 52320 

._ '2330 

203  '27442 

204  '27442,27618 

205  ---  '27442.27620 

211 '31722,  31730 

220  34078 

228  -  '23163.25741 

229  34078 

250  '22332 

260  53363 

'2331, 15433 

403 '6476,  13843,  20314 

408  44194 

411  45583 

413  63070 

415  51621 

416  32TI3 

418  294'.9 

420  . ...  3:.-242 

430  - 2.";41 

432  •26226 

434  34'.41 

435  44949,  50458 

'22560 

436  -- 36669 

454  27976 

458 30657.  39330 

460  30657 

600  38520 

'28970 

700 '13130,  15433,  19298 

710  -- '13130,  15433,  19298 

712 '24542 

750  - '20640 

761  '26564,32555 

762  '24.542 

1500  '18111 

1515  54005 

1516  '1044 

1517 '8673 

TITLE    41— PUBLIC    CONTRACTS 
AND  PROPERTY  MANAGEMENT 

Chapter   1 — Federal    Procurement 
Regulations 

1-1009-3     Added 43538 

1-1.103-2     <a>i5>  revised 43538 

1-1.302-1     'b'    revised 38166 

1-1.323-3      (b)(4)  added 53662 

1-1.701-1     (b»(l)   amended 27723 

(b)  (D  and  (2),  (f  >,  and  (g)  i3) 

revised   50687 

1-1.701-4    Revised   31207 

1-1.701-5     Revised 50688 

1-1.701-11     Revised   50688 


Page 

1-1708-2     -a'.S'M'    revised '23507 

1-1  1005-1     Amended 43538 

1-11005-2     Amended 43538 

1-2.406-3     I  a ' 1 1  I  through  i &)<  4  > , 

'b',and(C'  revised 27725 

1-2.406-4     (bt(l)     and     (2i     re- 
vised      27726 

1-3  203       a'  and  (b)  revised 46295 

1-3.1201     Revised   47237 

1-3.1202     'C'   added 47237 

1-3.1203      a-  ilKU).  (a)  (3).  and 

'g>    revised 47237 

1-3  1205     Heading  revised 47238 

1-3,1210     <a'      revised;      (odO^ 

added   47238 

1-3  1218     Heading  added 47238 

1-3,1219     Added 47238 

1-3  1220  (bM38)  through  (61) 

added  47238 

1-3.1220-3     Amended 47239 

1-3  1220-10     Added 47239 

1-3.1220-11     Added 47243 

1-3  1220-12     Added 47244 

1-3.1220-14     Added 47246 

1-4.100       'Subpart       1-4.1)     Re- 
moved     43538 

1-4.1100—1-4  1108-5  (Subpart 

1-4  11)     Added   43538 

1-5800     Revised   53662 

1-5.801       b'  revised 53662 

1-5.802     'b'  and  'ki  revised 53662 

1-5.804-2     Revised    53662 

1-5.902     'fi    revi.'^ed 31207 

1-5.903-1       bi   revised 31207 

1-7,103-16     Temporary       regula- 
tions   .  - 33267 

1-7.103-30     Added 43546 

Revi.=;ed    52457 

1-7.203-25     Added    52457 

1-7.303-66     Added    52457 

1-7.403-61     Added    52457 

1-7.602-34     Temporary       regula- 
tions     33267 

1-7.603-19     Added    52457 

1-7.703-25     Added    52457 

1-12.1100—1-12  1102-5      ^Subpart 

1-12  11  >   Reserved 33266 

1-14  103-3     'C     revised '23507 

1-16.101     ic    revised 27723 

ic)   temporary  regulations 33267 

Revised 53662 

1-16.401       c)  and  <h)  revised 27723 

ih)   temporary  regulations 33267 

1-16.601     'b'    temporary    regula- 
tions       33267 

1-16701       CI    revised 27723 

1-16.804-3     (a>(2)(lv)  added:  (f' 

revised    36654 


Note;  Symbol 


refers  to  1977  page  numbers 


Note:  SjTnbol  (•)   refers  to  1977  page  numbers 
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Title   41,    Chapter    I — Continued 

1-16  901-19B    Standard  Form  19- 

B       Revised   

U18  117     Added 

1-18  3(12     Revised    

1-19  108— 1-19.108-1     Revised  _-. 
1-19.108  2     Added   

Chapter    3 — Department     of    H 
Education,    and    Welfare 

revised 

(aM9)    removed 

'a^  1 3)   revised 

■    1'    amended 

Revised    

-3  5203-3    I  Subpart  3- 
Added ' 


3-3.301       b 
3^3  303-52 
3  -3  305-50 
3-3  408      'd 
3-3  802-5U 
3-3.5200—3 
3,52  i 


3-4.1001—3-4  1005-6    'Subpart  3- 

4.10'      Added - 

3-4.5400     Revised 

3-4.6013     Amended 

3-4  6014     Amended 

3-16  804-2     Revised   

3-16  804-3      -f'    revised 

3-16856     Removed 

3-16  950-314     Added    

3-16  950-315     Amended 

3-16  950-315A     Amended 

3-16  950-316     Amended 

3-16  5001     ih)iii)  il)  (B>and(2) 
(Bt       revised;       (h)  (ill)  (C) 

amended    

3-165002  4     Revised 

3-30.150     Removed    ' 

3-50  4     Subpart'      Added    

3-50  603       g'    revised 

3-50.700—3-50.702      (Subpart     3- 

50.7'     Added    

Chapter    3      Appendix    C    add- 
ed    


Page 

27724 
47440 
27725 
52457 
52457 

eaith, 


*2683 
•2683 
*2683 
•2684 
54930 

29872 

27835 
•2684 
44170 
44170 
52676 
52676 
52676 
42188 
41693 
41695 
41697 


•2684 
42200 
30191 
•2684 
•2684 

52676 

'30191 


Ciiaptrr    .■? — Propo^td    Rules: 

2  1  •lava 

3  3  '    32607 

3-t    '"""""   •26314.29873,29937,32264 

Chapter    4 — Department    of    Agricul- 
ture 

4-1.350     Added    37104 

4-1350-1     Added    37105 

4-1  350-2     Heading  added 37105 

4-1,453      '0>i3i  removed 36493 

4-12302-3—4-1.2302-50   (Subpart 

4-1.23^      Added •10682 

4-2.201     'O    added ^28871 

4-2.202-3      >b'    revised '32232 

4-2.404-2     lai  and    bt  revised--  '32231 


Page 

4-2.405    Revised '32231 

4-2.406-1     fa)    revised '32232 

4-2  407-1     (a)   removed •32231 

4-2.407-6     Revised '32232 

4-2.407-8     Revised ^32231 

4-2.407-50     <d)    revised •32232 

4-2.407-51     Revised ^32232 

4-2.407-53     Revised '32231 

4-2.450     Removed    '32232 

4-4.5002     Revised *10682 

4-4.5003     (b)  and  (c)  revised-.-   '10683 

4-4.5005     (b)   revised '10683 

4-4.5006  (a)  (1)  and  (3>  and 
(b)  revised;  (a)  (2>  amend- 
ed       '10683 

4-4.5007     Removed    '10683 

4-4.5008  (a)  and  (b)(2)  re- 
vised     '10683 

4-4.5009     Removed '10683 

Revised '10683 

Revised '10683 

Revised '10683 

(b)   revised '10684 

Revised ^  '10684 

(a)  revised '10684 

Revised '10684 


1 


4-4.5010 

4-4.5911 

4-4.5012 

4-45014 

4-4.5015 

4-4.5018 

4-4.5018 

4-4.5019-1 

4-4.502O 

4-4.5025 

4-4.5026 

4-4.5030 

4-4.5031 

4-4.5034 

4-4.5036 

4-4.5039 

4-4.5041 

4-4.5045 

4-45046 

4-45050 

4-4.5051 

4-4.5052 

4-4.5054 

4-45056 

4-4.5057 

4-4.5058 

4-4.5063 

4-4.5064 

4-4.5068 

4-4.5069 

4-4.5070 

4-4.5072 

4-4.5073 

4-4.5074 

4-4.5075 

4-4.5077 

4-4.5080 

4-4.5083 

4-4.5084 


Revised '10684 

-4.5022     Revised M0684 

Revised '10684 

Revised 10684 

Revised '10684 

Removed '10684 

Removed *  10684 

Revised '10684 

Revised 10685 

Revised '10685 

Revised -10685 

Revised '10685 

Revised '10685 

Removed '10684 

Removed '10684 

Revised '10685 

Revi.sed '10685 

Revised '10685 

Removed '10685 

Removed '10685 

Removed '10685 

(ei    amended '10687 

Removed '10685 

Revised •10685 

Revised •10685 

Revised — -   •10685 

Removed •10685 

ic)    revised '10685 

Revised •lOeSS 

(e>    revised •10686 

(b)    revised '10686 

Revised '10686 


^ 


Page 

4-4  5085     Removed •10686 

4-4.5087     Removed '10686 

4-4.5089       ai    revised '10686 

4-4.5090     Revised '10686 

4-4.5092      bi      and     (d)(3)      re- 
vised   ' '10686 

4-4  5099     Revised '10686 

4-4, 5099b     Revised -10687 

4-45401     Revised '10687 

4-4  5404     Revised ^10687 

4-4  5407     Revised '10687 

4-45410       b>  revised '10687 

4-5  5301-2     'a)  revised '10687 

4-6.151     Amended '10688 

4-7,101     Redesignated   as  4-7.102 

and  revised '10688 

4-7.101-4     Redesignated      as      4- 

7.102-4  and  amended '10688 

4-7.101-12     Redesignated     as     4- 

7.102-12 '10688 

4-7.101-13     Redesignated     as     4- 

7.102-13 '10688 

4-7.102     Redesignated     and     re- 
vised from  4-7.101 '10688 

4-7.102-4     Redesignated   and 

amended  from  4-7  101-4-.-   '10688 
4-7.102-12     Redesignated   from 

4-7.101-12 '10688 

4-7.102-13     Redesignated   from 

4-7,101-13 '10688 

4-8.201     Introductory-     text     re- 
vised      '32783 

4-8.211     Removed    '32783 

4-8,211-2     Removed    '32783 

4-8.602-3     Amended    '32783 

4-8.650-2     Amended    ^32783 

4-8,650-3      ai   amended:   (b)  re- 
vised     ^32783 

4-8,650-4     ic    amended:   (d)   re- 
moved        '32783 

4-8,650-5     Amended    '32783 

4-10  105-2     Amended '10688 

4-10  154     Amended '10688 

4-10,350     Revised '10688 

4-10.351     Amended '10688 

4-10  352     Amended •10688 

4-12,150     Revised '20465 

4-12,153     Revised '20465 

4-12.202     Removed '20465 

4-12.250     Amended '20465 

4-12,302—4-12,350     'Subpart     4- 

12,3'   Heading  revised '20465 

4-12  302     Removed '20465 

4-12,303     Revised '20465 

4-12  304     Amended '20465 

4-12,350     Revised '20465 


I»age 
4-12,400— 4-12.451      'Subpart     4- 
12,4 1    Redesignated  as  4-18- 
701  —  18,751    'Subpart  4-18.7' 

and  revised ^20465 

4-12.602-3     Amended    '20465 

4-12.604     Revised '20465 

4-12  650     Amended '20465 

■1-12  904—4-12  904-3     '  Subpart 

4-12.9'  Removed '20465 

4-12  50D3     Amended '20465 

4-14. 107a     Amended '10688 

4-17.102     -a'   amended '10688 

4-18  150     Added   '20465 

4-18.203-2     'b'    revised •20466 

4-18  203-50     Revised  '20466 

4-18.208  'b',  ic)  (1).  and  <d>  re- 
vised      '20466 

4-18.701—4-18  751  'Subpart  4- 
18.7'  Redesignated  from  4- 
12  400—4-12,451    'Subpart  4- 

124'    and  revised •20466 

4-185001     Revised '20468 

4-18,5002     Amended    '20468 

4-185003     Revised '20468 

4-185101     Revised '20468 

4-50,104-1     'bi  amended '31454 

4-50,201      'b'     revised '31454 

4-50.202     Removed;  new  4-50.202 

redesignated  from  4-50.204 _    '31454 
4-50,203     Removed:  new  4-50,203 

redesignated  from  4-50. 205_    '31454 
4-50.204     Removed;  new  4-50.204 
redesignated     from     4-50.206 

and  amended '31454 

4-50.205     Redesignated       as      4- 

50.203 '31454 

4-50.206     Redesignated      as      4- 

50.204 '31454 

Chapter  5A — Federal   Supply  Service, 
General   Services   Administration 

5A-1,304     Revised 27037 

5A-1. 305-2      'b'    revised 27037 

5A-1, 305-3     Revised 27037 

5A-1. 316-5  a  .  b',  and  (c)  re- 
vised       27037 

5A-1, 352-2     (a)   revised 27037 

5A-1  706-50       f'   revised '5054 

5A-1  1310— 5A-1, 1310-51    'Sub- 
part  5A-113'      Added '5054 

5A-1.7301     Revised 27037 

5A-2. 201-70     'C  and  'e'  revised,   27038 

let '2'    revised '5055 

5A-2. 201-74     'C'    removed 27038 

.5A-2  202-4     'k'    added '5055 

5A-2,205—5A-2  205-3     Revised  __   27038 

,5A-2,207     Revised 27038 

5A-2.402     '1j    revised '5055 


Note:  Sj-mbol 


( •) 


refers  to  1977  page  numbers 
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80 


CUMULATIVE    LIST  OF   CFR   SECTIONS   AFFECTED 
CHANGES    JULY    1,    1976    THROUGH    JUNE    30,    1977 


JUNE    1977 


81 


CHANGES  JULY    1,    1976  THROUGH   JUNE    30,    1977 


Title   41,    Chapter   5A — Continued 

Page 

5A-2. 407-84     ^a)    introductory 

text,  lb  I.  and  ifHD  revised.  '5055 

5A-3.10l'    Removed 27038 

5A-3. 101-70     Removed 27038 

5A-3.102     Revised 27038 

5A-3.103     Revised 27038 

5A-3.150     Added   27039 

5A-3.202     Revised 27039 

5A-3.203     Revised 27039 

5A-3.210     Added   27039 

5A-3  405-5— 5A-3. 408      'Subpart 

5A-3.4'      Added 27039 

5A-3.605     Revised 27039 

5A-3  605-1     Added   27039 

5A-3.606     Revised 27040 

5A-3. 606-4     Revised 27040 

5A-3. 606-50     Revised 27040 

5A-3.651— 5A-3.651-3     Added   --_  27040 

5A-3.1210     Added  27041 

5A-3  7003     Revised 27041 

5A-5.406— 5 A-5  408-50    (Subpart 

5A-5.4i      Added "5055 

5A-5  805 — 5A-5  805-51    (Subpart 

5A-5.8I      Revised *5055 

5A-5  805-50     Added   27041 

5A-5. 5000— 5A-5. 5007   fSubpart 

5A-5  50'      Revised    '5056 

5A-5,6001   "Subpart  5A-5.60^ 

Added    '5056 

5A-6  104-50     ia>    revised 27041 

5A-7. 102-4     'b>  and  (c)  revised-  *5057 

5A-7. 102-6     Revised 27041 

5A-7. 102-78     Revised 27041 

5A-7. 102-81     Added   27041 

5A-7. 103-52     Added 27041 

5A-7  103-53     Added 27041 

5A-7  103-54    -Added 27042 

5A-7  103-55     Added   27043 

5A-7  103-56     Added 27043 

Revised *5057 

a>  and  'b>  corrected '10995 

5A-7  103-57     Added 27043 

5A-7  103-58     Added 27044 

5A-7  103-75     Revised 27045 

5A-7. 103-86     Revised 27045 

5A-7. 103-87     Revised 27045 

5A-7. 103-95     Added   27046 

5A-11  401-70     Revised 27046 

5A-11  401-71     Added 27046 

5A-14, 105-1     Revised 27046 

5A-14  206-1     (b~i,    (c),    (d).   and 

e'    revised '5057 

5A-16     Table  of  contents 

amended 27047 

5A-16  950-1246     Revised    'SOSS 

5A-16  950-1584     Revised    _-.'—--   '5058 


Page 

5A-16.950-1584A     Revised '5058 

5A-16.950-1584-1     Amended   *5058 

5A-16.950-1790     Revised    '5058 

5A-19.150     Added 27047 

5A-19.170     Added *5058 

5A-19.202-50     Added 27047 

5A-26     Added 27047 

5A-30.511-2     Revised  27049 

5A-30.551-1     Revised 27049  ^ 

5A-30. 551-3     <a)  and  (b)  revised.  27049 

5A-53.103     (b)    revised *5058 

5A-53.308     Added   27049 

5A-53.470     Revised    *5058 

5A-53.471     Revised    '5058 

5A-53.471-1— 5A-53.471-4 

Revised '5058 

5A-53.603     Added 27049 

5A-72.000     Added 27050 

5A-72. 101-72. 110      (Subpart     5A- 

72.1>    Added 27050 

5A-72.106     (c)(3)    added *5058 

5A-72. 107-1     (b)         introductorv- 

text   revised *5058 

5A-72.201-72.220      (Subpart     5A- 

72.2)  Added 27052 

5A-72.202     (f)   added *5059 

5A-72.301-72.306      'Subpart     5A- 

72.3)  Added 27056 

5A-72.401-72.405     (Subpart     5A- 

72.4)  Added 27057 

5A-72.601-72.609      (Subpart     5A- 

72.6)    Added 27058 

5A-73     Revised   27060 

5A-76     Table  of  contents 

amended 27072 

5A-76.201—5A-76. 201-8   (Subpart 

5A-76.2)    Revised '5059 

5A-76.301     Revised    "SOSg 

5A-76.306    Revised *5059 

5A-76.401— 5A-76.404   'Subpart 

5A-76.4)    Revised *5059 

Chapter  5B — Public  Buildings  Service, 
General  Services  Administration 

5B-1.706     Revised 50447 

5B-1.706-1     Removed   50447 

5B-2. 202-80     (a)    revised 50447 

5B-2.207     'a)    revised 50447 

5B-1 2  803-50     Revised    50447 

5B-16.000     Revised 50448 

5B-16.001     Redesignated        from 

5B-16.104 50448 

5B-16.104     Redesignated    as    5B- 

16.001   50448 

5B-16.402-1— 5B-16.402-3 

!  Revised 50448 

5B-16.404     Revised    50448 

5B-16.703     Added 50448 


Chapter  5B — Proposed  Rule^: 

5B-2     ___    . 


Page 
.    '27966 

Chapter  6 — Department   of  State 

6-1,258-2     Revised   '24740 

Chapter  7 — Agency  for   International 
Devebpment,  Department  of  State 


7-1,101  RevL^^ed  __^ 
7-1305-2  Removed 
7-1,305-3  Removed 
7-1,306-1  Removed 
7-1, 


,318     Redesignated  as  7-1.318- 

1  and  revised 

7-1,318-1     Redesignated  from  7- 

1,318  and  revised 

7-1,323     Removed    

7-1,323-2     Removed    

7-1.604-1     Redesignated  from   7- 
1.604-l(ai-l  through  7-1,604- 

l(bi-6  and  revised 

7-1, 604-1  (a) -1—7-1, 604-1  (b) -6 
Redesignated      as      7-1,604-1 

and  revised 

7-3,101-50     iaH2  I  revised ■ 

7-3,200-50     Revised 

7-3.204     Removed    

7-3.205     Removed    

7-3.211     Removed    

7-3.305     Removed    

7-4.5100—7-4  5102     Subpart  7- 

4,51 1      Removed 

7-4,5200   'Subpart  7-4.52) 

Removed  

7-4.5301     (ei  revised " 

7-4.5400   (Subpart  7-4,54) 

-Removed  

7-4.5d03     Removed    

7-4,^703     Removed    

7-4,5803     Removed    

7-4,5805     Revised  " 

7-6.200   (Subpart  7- 

Removed 

7-6,5101  Amended 
7-6,5203  Amended 
7-7.103-23  Added: 
7-7.602-11     Added: 

7-7,5001-44     Added   

7-7,5002-3     Undesignated  sub- 
heading amended:    (i)(l)(ll) 

il)  removed 

Undesignated  sub- 
amended:  (d)  re- 


•27601 

•4841 

,  '4841 

•4841 

•4841 

•4841 
'4841 
'4841 


-6.2) 


eff,  7-1-77-. 
eff,  7-l-77__ 


revised : 
7-7.5002-15 

heading 

vised  --. 

7-7,5002-16  Added  . 

7-7,5003-3  Amended 

7-7.5003-5  Added  .. 

Added:  eff,  7-1-77. 


'4841 


'4841 
27601 
•4841 
•4841 
•4841 
•4841 
•4842 

•4842 

•4842 

27601 

•4842 
•4842 
•4842 
•4842 
27601 

•4842 
16778 
•4842 
28540 
28540 
•4842 


•4842 


.  '4842 
.  ^4842 
.  44396 
.  ^4842 
•28540 


P&g« 

7-7,5201-1      'h)    revised ^4842 

7-7,5201-5     Revised:  eff.  7-1-77.   '28541 

7-7,5202-2     Amended 44396 

7-7,5202-3     Added    '4842 

7-7,5301-1      'g>    revised '4842 

7-7.5301-5     Revi-sed:  eff.  7-1-77.    ^28541 

7-7,5302-3     Added    ^4842 

7-7  5401-35     Added   '4842 

7-7  5401-36     Added    ^4842 

7-7  5402-8     Revised ^4842 

7-7,5402-10     Added    ^4843 

7-7  5403-2     Removed    '4843 

7-7.5403-6     Added    '4843 

Added:  eff    7-1-77 '28541 

7-7,5501-15     Undesignated     sub- 
heading amended;  (e)  added: 


eff,  7-1-7'; 


28541 


7-7,5501-40     Added    '4843 

7-7.5502-13     Removed 35067 

7-7.5502-16     Added 35067 

7-7.5502-19     Added   '4843 

7-7.5503-11     Added   '4843 

7-8.101   'Subpart  7-8,1) 

Removed   ^4843 

7-8,213     Removed ^4843 

7-10  351     Redesignated   as   7- 

10502-3 '4843 

7-10,502-3     Redesignated   from 

7-10351    ^4843 

7-12802-51     Removed     ^4843 

7-12  5201—7-12  5201-2   .Subpart 

7-12,52)       Removed ^4843 

7-12,5300     Subpart  7-12.53 1 

Removed   '4843 

7-15  102-50     Removed    ^4843 

7-15-151     Removed    •4843 

7-15  200     Removed    '4843 

7-15,301     Amended    '4843 

7-17101     Revised   39320 

7-30.403     Removed    ^4843 

7-30  413     Rem.oved    •4843 

7-30     Appendix  G  corrected '30619 

7-50     Added 39320 

Chapter  7     Appendix  F  amended; 

Appendix  G  added ^   '4843 

Chapter   8 — Veterans    Adminislration 

8-1.302-1     'C<    removed *28541 

8-1,302-2     R.evised '28541 

8-1305-2     'b)    revised •  28541 

8-1.305-3     'b)    revised ^28541 

8-1,305-6     lb),   ic*.   if:i,  And   'D 

revised '28542 

8-1,317       a.    revised ^28542 

8-1,318-1     '&<    revised ^28542 

8-1,327-5     Added   '28542 

8-1350     Removed    '28542 

8-1,350-1     Flemvoed    '28542 


Note:   Sv-mbol  (•>  refers  to  1977  page  numbers 
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Title   41,    Chapter    8 — Continued 

Page 

8-1.350-2     Removed    *28542 

8-1,350-3     Removed    *28542 

8-1  350-4     Removed    '28542 

8-1  404     Heading  added 51018 

8-1.404-2     Added    ^51018 

(a»      revised  .-- *13828 

8   1404-3     Added    51018 

8-1.1302     Added 32219 

8-1  1350     Removed 32219 

8-3  207  (a)i2>.  (b)  introductory 
text.  ic»,  'd),  and  (e)  re- 
vised    46436 

8-3  209  iaM2)  and  (b)  intro- 
ductory text  revised 46436 

8-3.603-1     Removed 32219 

8-4  5102— 8-4.5104    Revised *6368 

8-7  150-4     ta>   and  ib)   revised.-  48517 
8-7.650-14     (a>  and  lb)  amended-  48517 

8-7  650-16      bi    revised 48518 

8  7.650-20     Revised 48518 

8-7  650-21     .-Vmended    48519 

8-18203-1     Revised 48519 

8-74.113  tb»  and  (Oil)  re- 
vised      *26984 

8-75.101     <a>  revised 51018 

8-75.201-1     Revised  *26985 

8-75201-4     Revised 51019 

8-75  201   5     Revised 51019 

8-75.201-9     Removed    '26985 

8-75.201-10     Revised  _ 51019 

8-75.201-11     Added 51019 

Removed   '26985 

8-75.201-12     fa)  revised 51019 

la)    revised '26985 

8-75.201-13     <a>  revised 51019 

(a>    revised '26985 

8-75.201-14     Removed '26985 

8-75.201-16     lo       revised;       (d) 

added   '26985 

(  JKipK  r  }! — Proposed  Rules: 
8  4    --  39051 

Chapter     9 — Energy     Research     and 
Development   Administration 

9-1  5402     'C>   and  m)   added..-  '21778 

•  c   added '32232 

9-15404     Revised '21778,32233 

9-1.5405     Revised '32233 

9-1.5406     idi.  le),  and  (f)   add- 
ed     '32233 

9-3  405-50     Added 36021 

9-3  809     'b'    revised '27600 

9-3.1203      ai(3)  and  (b)  added..  50824 


Page 

9-4.5201—9-4.5203-9    (Subpart  9- 

4.52)   Revised 30331 

9-4.5203     Amended    '4125 

9-4.5203-1     (b)(9)    amended ■■4125 

9-4.5203-3     Introductory  text  and 

(a)   amended 4125 

9-5.5206-17     Removed    '29873 

Technical  correction *31160 

9-7.5006-9  (d)(14)  through  (17) 
redesignated  as  (d)(15) 
through  (18);  (d) (14)  and 
(e)(29)   added;    (d»(13)   and 

(e)(24)    revised -23508 

9-7.5006-10  (d)(17  revised;  (d) 
(18)  added;  (e)  (20)  re- 
moved       '2963 

(d)(19)  and(e)<26»  added;  (e> 

(23)    revised "23508 

9-7.5006-12  (d)  (19)  revised;  (d) 
(20)  added;  (e)(18)  re- 
moved    "29639 

(e)(24t  through  (26)  redesig- 
nated as  (e)  (25)  through 
(27);  (d)(21)  and  (e) (24^ 
added;  (e)  (21)  and  (23)  re- 
vised     '23508 

9-7.5006-40     Added    '21778,32233 

9-15.205-3—9-15.205-35   (Subpart 

9-15.2)     Added '29639 

9-15.205-6     Added    *23508 

9-15.205-16     Added    '23508 

9-15.205-41     Added    '23508 

9-16.807     Added 30646 

9-16.951-3     Added 30646 

9-51.302    Added -' 55195 

Exhibit  1  corrected '2684 

Revised    '25732 

9-51.401     Revised  '27247 

Technical  correction '29308 

9-51.403-2     (b)t3>(i)   revised...   '27247 

Technical  correction '29308 

9-53.101     Amended 30011 

9-53.202     (c)   revised 30011 

9-55.102-2     Introductory'  text  re- 
vised       -27247 

Technical  correction '29308 

9-56.405    Revised '10688 

Chapter  9 — Proposed   Rules: 

9_4    50844 

Chapter    12 — Department    of    Trans- 
portation 

Chapter    12 — Proposed    Rules: 

12-70    --- '5324 


Note:  Symbol  (»)  refers  to  1977  page  numbers 
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Chapter  14 — Department  of  the 
interior 

Page 
Chapter  14     Nomenclature 

change '30196 

14-1,705-50     Revised '1216 

14-1.706-1     Revised '1216 

14-1.1003—14-1.1003-7      i  Subpart 

14-1.10^    Added 'gese 

14-2.407-a     Revised    54758 

14-3.152     Added 54760 

14-3.303—14-3.305-51    'Subpart 

14-3.3)     Heading   revised  .._   '9666 

14-3305-51     (D  added 39747 

(g)    removed '9666 

14-4.5201  —  14-4.5208  (Subpart 

14-4.521    Added '25858 

14-7.150-1     Removed '9666 

14-7.650-5     (bi    amended '9666 

14-10.201     Revised  '1216 

14-16804-3     Revised '9666 

14-30.201     Added    39748 

14-30.403     Added    39748 

14-30.408     Added    39748 

14-30.408-1     Added    39748 

14-30.413     Added    39748 

14-30.414     Added    39748 

14-30  414-2     Added    39748 

14-30.501  —  14-30.505  'Subpart  14- 

30.5)      Added   39749 

Chapter     15 — Environmental     Protec- 
tion  Agency 

15-3805     Removed '22145 

15-3.805-1     ia>(6Mi)    amended..  46601 

Removed   '22145 

15-4.1000—15-4.1007-50    (Subpart 

15-4.10)  Added 50689 

15-19.305     I  a).    (b)i3),    and    (ci 

(2)    amended '30509 

Chnptpr    15 — Proposed   Rules: 

16-4   31574 

Chapter      18 — National     Aeronautics 
and   Space   Administration 

18-1.304-1     Amended 53436 

18-1.351     'c)  (i)  amended 53436 

18-3.501     (bxxlv     revised;     ib> 

(Ixxxv)    added 53438 

18-3.805-1     (b><vil>  revised 53436 

18-5.5101     (a  I  and    bi  amended.  53436 

18-7.104-9     Revised   53436 

18-7.104-50     Revised   53436 

18-7.104-61     Revised    53436 

18-7.204-9     Revised    53436 

18-7.204-50     Revised    53436 

18-7204-61     Revised   53436 


Pfcge 

18-7.303-50     Revised   53436 

18-7.303-61     Revised   53436 

18-7.350-3     Revised    53437 

18-7.403-50     Revised    53436 

18-7.403-61     Revised    53436 

18-7.452-50     Revised   53436 

18-7.452-61     Revised    53436 

18-7.460-9     Revised    53437 

18-7.705-1     Amended 53437 

18-7.705-13     Revised    53436 

18-7.902-58     Revised    53436 

18-9.000     Added        to        Subpart 

18-9.1    53441 

18-9.200—18-9.203-11         (Subpart 

18-9.2)     Revised   53441 

Chapter  24 — Department  of  Housing 
and   Urban   Development 

Chapter  revised 55796 

24-1     Revised 55796 

24-2     Revised 55801 

24-3     Added 55805 

24-4     Added   55811 

24-7     Added 55812 

24-11     Added 55813 

24-13     Added 55814 

24-16     Added 55816 

24-30     Added 55817 

24-50     Added 55817 

24-51     Removed    55796 

Chapter   28 — Department    of    Justice 

28-1     Added  32426 

Chapter  29 — Department  of  Labor 

29-60.101     Revised    35186 

(Chapter  29 — Proposed  Rules: 

29-1 '31462 

29-2 '31462 

2&-3 -  '31462 

29-12 '31462 

29-^1    '31462 

Chapter   50 — Public    Contracts, 
Department   of   Labor 

Chapter   50 Proposed    Rules 

50-201    '26022 

50-206    '26022 

Chapter  51 — Committee  for  Purchase 
From  the  Blind  and  Severely  Hand- 
icapped 

51-1  2  ic  revised;  'O'  added 45565 

51-1  3  Revised   '13552 

51-23  lei      revised '13552 

51-2  4  <ai  and  <c>  amended 45565 


Note:    S\-mbol 


refers  to  1977  page  numbers 
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Title  41,  Chapter  51 — Continued 

Page 
51-3  2     ij'  amended;  (k)  Eidded..  45565 

(f\     revised •13552 

51-3  3     Revised •13552 

51-4  2     c   revised 45566 

51-4  3     'a>i4i  revised 45566 

51-5  1-1     'bi  revised •13553 

51-5  2       e'  added '13553 

51-5  8     Amended    '13553 

(Chapter  7)  I — I'rtipostvl  Ixules 

51^1    37343,52323 

51_2    --      -  52323 

51_3  '"  37343.52323 

51-4  37343 

51-5  52323 

Chapter  60 — OfRce  of  Federal  Con- 
tract Compliance  Programs,  Equal 
Employment  Opportunity,  Depart- 
ment of  Labor      | 

60-1  3     Revised  '3458 

Corrected     '5978 

60-14     'd'  and  (ei  revised ♦3459 

60-15     lat'l'     revised;      (a)(6) 

added   '3459 

60-1  10     Added   '3459 

60-1  21     RevLsed •3459 

60-1  22     Revised ♦3459 

Corrected    '5978 

60-1  23     Revised ♦3459 

lb'   corrected » ♦5978 

60-1.24     Revised •3459 

60-1.25     'c>     (1),    (2),    and    (5) 

corrected  *5978 

60-1  26    Revised ♦3460 

aM2',    «bM3),    (c>.    and    (g) 

corrected  --   '5978 

60-140       a'    revised ♦3461 

la'    amended ^5978 

60-2  1     Revised ♦3461 

60-2  2     'b'   and  (d   revised ♦3462 

c'll'     corrected;     (c)(2)     re- 
vised    ♦5978 

60-2  12     (ji.    >k),    (1),   and    (m) 
redesignated  as  (k) ,  (1).  (m), 

and    ni;  new  (j)  added ^3462 

<j'    corrected '5978 

60-3     Revised 51744 

Cross  reference ♦4057 

60-30     Revised    ^3462 

Authority  citation  corrected-..  ^5978 
60-30  13     (CI  and  id)  corrected..  ^5978 

60-30  14     Corrected    ^5978 

60-30  17     -ai    corrected •5978 

60-3020     Corrected   "5978 

60-30  23      ei  and  (f)  corrected..  ^5978 


Page 
60-30.24     (a)  (2),  (3).  (b)  (1)  and 

(2)    corrected *5978 

60-30.25     Corrected   '5978 

60-250.29     (b)    revised '19145 

60-741     Table    of    contents    cor- 
rected       '3307 

60-741.2     Corrected  '3307 

60-741.5     (a)     and    (c)(1)     cor- 
rected     '3307 

60-741.6     lb)   corrected '3307 

60-741.20     Corrected   '3307 

60-741.21     Corrected '3307 

60-741.24     (at   corrected '3307 

60-741.27     Corrected *3307 

60-741.29     (b)(2)(B)   corrected..   *3307 

(b)  revised '19146 

60-741.30     Corrected   '3307 

60-741.52     (a>  corrected '3307 

Chapter   60 — Proposed   Rules: 

60-1 34298.  40340.  42678.  50015.  54499 

60-2     ...  40340,  42678.  48128.  50015,  54499 

60-5 40340,  42678.  48128.  50015 

60-8 40340.  42678,  48128,  50015 

Chapter    101 — Federal    Property 
Management    Regulations 

101-1.103     Revised  '12 

101-2.104     (c)   revised 56320 

101-5.201     Revised  46296 

101-5.202    Introductory    t€xt    re- 
vised    46296 

101-5.203-1  (a)      Revised 46296 

101-5.203-4     Revised    46296 

101-5.203-6     Revised    46296 

101-5.203-7     Revised   46296 

101-5.205-2     (a)  and  (b)  revised.  46296 

101-5.205-3     (a I  revised 46296 

101-5.4901 — 101.5.4903     Removed.  46297 
101-6.100—101-6.112-1      'Subpart 
101-6.1  >  Redesignated  from  34 

Part  233  and  revised '14098 

101-11.406-7     Revised   46297 

101-11.1203     (a*'l>  and  i2i.  'bi. 

and  (c)  revised- 48737 

101-11.1204     Removed 48737 

101-11.1205     Revised  48737 

101-11.4930-248     Revised   48737 

101-11.4930— 248-A     Added 48737 

101-11.4930-249     Revised    48737 

101-11.4930-249-A     Added 48737 

101-11.4930-250     Revised 48737 

101-17.204     (a)  revised '16778 

101-18.101     (c)    revised '9666 

101-18.102     (a)   amended 36206 

101-18.105     (d)     added 52458 

101-19.001     Revised '16779 


Note:  Svmbol  (•)   refers  to  1977  page  numbers 
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Page 
101-19.100     (a)(1).     (b),     (c)(1) 
through    (5),    (f)(2)    through 
(4)   and   (gi    revised;    (c)(6) 

and  (h)  added ^16779 

101-20.113    (b),    (c)(1)    and    (3) 

and  (d)  revised 34629 

101-25.104  Heading,  introduc- 
tor>'  text  and  (a)  and  (b)  in- 
troductory texts  revised •lOSl 

101-25.104-1     Revised •lOSl 

101-25  107     (d)   revised •lOSl 

101-25.110-1     Removed    ^1031 

101-25.302     (a)   revised '1031 

101-25302-7     Revised '1031 

101-25.402     Revised  '1031 

101-25.404-1     Revised '1031 

101-25.502     >b)   revised ^1031 

101-25.503  Heading,  introduc- 
tory text  and  la)  revised '1031 

101-25.504     (b)    revised '1031 

101-25.4801      ic)   revised '22558 

101-25.4902-1473.1     (c)    amended  37575 

idi    revised '22558 

101-26.202     Revised    34630 

101-26.307     Revised   56320 

101-26.307-1—101-26.307-3 

Removed    56320 

101-26.401-4  (b)  and  (c)  re- 
vised     34630 

101-26.407—101-26.407-2 

Revised 34630 

101-26.407-3     Heading    and     (a) 

revised   34630 

101-26408-2     Revised   34630 

101-26  408-4     IC)    added '1032 

101-26.501     lb'  and  (o  revised..  34631 
101-26.501-3     Introductory      text 

and  (c)  through  (e)  revised..  34631 

101-26.501-6     Revised   34631 

101-26.501-8     (a)   revised 34631 

101-26.502-1  I  a)  and  (c)  re- 
vised     34632 

101-26.503-1     Revised   34632 

101-26.503-2  (b)  and  (d)  re- 
vised     34632 

101-26.505-3     Revised   34632 

101-26  506     Revised 42953 

101-26506-1     Revised 42953 

101-26.506-3     Revised 42953 

101-26.507—101.26.507-4 

Revised 34632 

101-26508-1     Revised   34633 

101-26.508-2  (a>  and  (b)  re- 
vised       34633 

101-26.509-1     Revised   34633 

101-26.509-2  (a)  and  (b)  re- 
vised     34633 


Page 
101-26  800—101-26.803-2        (Sub- 
part 101-268'  Added 56320 

101-264801     Revised   43722 

101-26.4901     <bi   revised 34633 

101-26.4902      ibi    revised 34633 

101-26  4902-1424     Revised 38505 

101-26.4902-1718     Removed 34633 

101-26.4902-1781     Revised    34633 

101-26.4902-6317     Removed 34633 

101-28  100—101-28.101-22   (Sub- 
part  101-28  11      Removed...   '2317 

101-28201       b'    revised '2317 

101-28202     Revised ^2317 

101-28.202-1  —  101.202-4     Added  .    '2317 

101-28203     Revised '2317 

101-28.203-1     Revised '2317 

101-28.203-2     Removed ^2317 

101-28.203-3     Removed ^2317 

101-28  203-4     Revised ^2317 

101-28.204—101-28.208 

Removed  ^2317 

101-28.300—101-28.308      'Subpart 

101-28.3)     Revised '2317 

101-29.000     Revised   '13828 

101-29.101     Revised  '13828 

101-29.102     Revised '13828 

101-29.201-1-101-29.201-3 

Revised '13828 

101-29.202     Revised '13828 

101-29.204  '  a  I  introductory  text, 
(2)  and  '4'  and  'bi  introduc- 
tory text  revised '13829 

101-29.205     Revised  '13828 

101-29.205-1     Introductory     text. 

(a»    and   'd'    revised '13829 

101-29.207     Revised   '13829 

101-29.208     Revised '13829 

101-29.301-2     Revised '13829 

101-29.302     Revised   '13829 

101-32.000     Revised    43546 

101-32.200—101-32.203-4  (Subpart 
101-32.2)  Supplement;  ex- 
pired 1-31-77 -.  34635 

101-32.303-2     (axil    revised 42954 

101-32306     (a)     revised 42954 

101-32  309-4     lai     revised 42954 

101-32.400—101-32.409      (Subpart 

101-324)      Revised   43546 

101-32.403-1     Revised  '17120 

101-32.403-2     Revised   '17120 

101-32  1302     Revised '9667 

101-32.1307     Revised *9667 

101-32.1307-1     Added 'gee? 

101-32.1700     Revised   '17120 

101-32.1706  (a)  introductory  text 
and    (b^'5)     revised;    (b' (4) 

amended:   (b)'6)   added 48519 

(a)     revised  '17120 


Note:  SjTnbol  (•)   refers  to  1977  page  numbers 
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101 — Continued 

Page 

ised  'iisse 


Added '1477 

Addtd  '1477 

Revised '19328 

Revised •19328 


'19328 


Title    41,    Chapter 

101-34.002     Re-,_. 

101-34  003     Revised llBJO 

101-34.101     Revised •11838 

101-34.102—101-34.105     Revised-  •11837 

101-35.202     (a)  (11)  revised 46297 

101-35203     (f)   revised 46297 

101    35  309-101-35.309-2     Re- 
vised          36207 

101-35  502     Revised   36207 

101-35  50a     Removed 36207 

101-38  001-8     Revised •1477 

101-38  001-9     Revised *1477 

101-38001-16 

101-38. 001-r 

101-38  100-1 

101-38.100-2 

110-38  102— 101-38.102-2 

Revised 

101-38.1000—101-38.1005  (Sub- 
part 101-38. 10>  Revised--- 
101-38.1300—101-38.1305-3  (Sub- 
part 101-38. 13*  Redesignated 
from  34  CFR  Part  232  Appen- 
dix A  and  revised '1477 

101-38  4901-1     Added   •19328 

101-40  109-1     <a)  revised 54762 

101-40  109-2     Revised   54762 

101-411  70  1     Revised - —   •25858 

101-40.701     Introductory         text, 

la),  fci.  and  id)  revised-.-  •25859 

101-40702     Heading  revised ^25859 

101-40.702-1     iai    revised ^25859 

101-40.702-2     Revised ^25859 

Revised ^25859 

Removed •  25860 

Revised  ^25860 

Revised ^25860 

Revised ^25860 

Revised  ^25860 


'31454 


101-40.702-3 
101-40.703-1 
101-40703-2 
101-40.703-3 
101-40-704-2 
101-40.705 


101-40707-1     Revised   •25861 

101-40.707-2     Introductory     text, 
ia),and<b>  introductory  text 

revi.sed    •25861 

101-40  709     'b)    revised •.25861 

101-40.710     Revised   •25861 

101-40  711-1     Revised  ^25861 

101-40  711-2     ''o>     revised •25861 

101-40  712     Revised   •25861 

101-40.713     Revised   •25861 

101-40.4906-5     Amended    •25862 

101-43.313-12     Added    ^24052 

101-44.324     Added    ^24052 

101-44  502-3     Added     ^24052 

101-45.309-11     Added    •24052 


Page 

101-45.803     (a)(1)    througli    '3'. 
(b) ,  and  (o  revised:   (aM4) 

added '31455 

101-45.4926     Added    '24053 

101-46.404     Introductory  text,  (a) 

(1)   and  (3)   revised 38167 

101-47.4911     Revised '31455 

Title  41,  Chapter    101 — Proposed  Rules: 


101-2    . 

101-11 

101-17 

101-19 

101-20 

101-25 


101-26  34080,' 

101-43  '12892. 

101^4  --    '12892. 

101-45  '12892, 

101-48  ' 

Chapter   105 — General   Services 
Administration 

105-54.303  (d)  through  'h'  re- 
designated as  (ei  through  (D 
and  revised;  new  (d)  and  (j) 

added  

105-54.304     (b)   introductory  text 

and  (c)  revised 

(b)  revised 

(a)  introductory  text 


34080 

'17147 

•816 

•9038 

29188 

54203 

■11848 

'28556 

15080 

15080 

15080 

'15080 


105-54.306 
105-54.401 
revised 
105-61.001-6 
105-61.101-1 
105-61.101-2 
105-61.101-4 
105-61.102-5 
105-61.307 


Revised  __- 

(d)  revised. 
(c>  revised - 
Revised  _-. 
Revised  __- 
Revised 


(b) 
(c) 


revised- . 
and  (d) 


(c)(4)    through    (6) 


lb'  and 

Revised   

Revised  

Revised   

(1)   through   (1) 


ei  revised- 


105-61.5101-6 
105-61.5101-7 

revised 
105-61.5201 

revised 
105-61.5205 
105-61.5206 
105-61.5207 
105-61.5208 
105-64.002 

105-64.101-i 
105-64.101-4 

vised 

105-64.201     (b)    amended-^ 

105-64.201a     Added   

105-64.301-1     'b'      revised; 

added  

105-64.301-2     (a)     and     (b) 

vised 


add- 


Revised  _ 
<a)     and 


(b)     re- 


(c) 


re- 


47441 

47441 
47442 

47442 

'13022 
'13022 
•13022 
•13022 
■13023 
•13023 
'13023 

'13023 

45001 
45001 
45001 
45002 
45002 

42954 
42954 

42955 
42955 
42955 

42955 
42955 


Note     Sv-ir.bol  (•)   refers  to  1977  page  numbers 
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CHANGES  JULY    1,    1976 

Page 

105-64.301-3     'd)     and     (g)     re- 
vised: ih>  removed 42955 

105-64  301-4     If'  removed 42955 

105-64,301-5     Added    4295^ 

105-64.302-3     Revised 429^6 

105-64  602-1     Amended    42956 

105-64  602-2     .Amended 42956 

105-64,701      .Subpart       105-64.7> 

Added 42956 

Chapter    105 — Proposed  Rules: 

105-61    37607 

105-64    32245 

105-65   •29319 

Chapter   114 — Department  of  the 
Interior 

Chapter  114    Nomenclature 

changes    '10002,24740 

Correctly   designated '13829 

114-1,100—114-1.110  ^Subpart 

114-1.1)      Revised '30196 

114-1.109-50     (d)    corrected '32783 

114-25.351     Revised   '23151 

114-35.204     Revised   55345 

114-38.1200     Added 54487 

114-38.1201     <di   amended 54487 


THROUQH   JUNE   30,    1977 

I  Page 
114-38.5500— 114-38  5511  (Subpart 

114-38.551      Added 36654 

114-39  601     Revised '6368 

114-39  601-50     Added '6369 

114-43000     Revised '5359 

114-43-001  —  114-43.001-52 

Added '5359 

114-43.104—114-43.104-52 

Removed  '5359 

114-52,111     Rem.oved 29818 

114-60.1000—114-60,1002    iSub- 

part  114-60  10'      Revised '6814 

114-60    Appendix  A  heading  re- 
vised: Appendix  B  added '6814 

'    Chapter   128 — Department  of  Justice 

Chapter  128     Added 45987 

128-1     Added 45987 

128-18     Added '21475 

Chapter    128 Proposed    Rules: 

128-18    34636 

Title   41 — Proposed   Rules: 

In   this   title  only  see  under  specific 
chapters. 


Note:  SjTnbol  (')   refers  to  1977  page  numbers 
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TITLE  42— PUBLIC   HEALTH 

Chapter  I — Public  Health  Service,  De- 
partment of  Health,  Education,  ancJ 
Welfare  ^^8^ 

38     Added 52053 

50.402     Revised 49987 

50     Appendixes  A  and  B  removed-  49987 

51c     Revised 53205 

51c  501— 51C.507       (Subpart      E) 

Added 57000 

51e     Revised    *28693 

52a     Revised 44171 

52e     Revised 44174 

53.113     'a'  amended •16780 

56b  Authority  citation  cor- 
rected    '4125 

66.102     <j)  revised *29483 

82     Added 44397 

82.4     Corrected   49636 

82.15     (a)    corrected 49636 

82.64     (g>  corrected 49636 

8oa    Added 45004  j 

100    Policy  statement '4847 

100  102     (e»  revised-- —  *4024 

101  1401  —  101.1406  (Subpart  N) 
Revised '4677 

110     Authority  citation  revised.  »29401 

110  101—110.110  (Subpart  A)  Re- 
vised     '29401 

110.201—110.214  (Subparts)  Re- 
vised    '29407 

110.301— 110.305  (Subpart  C)  Re- 
vised    '29409 

110  401—110.407  (Subpart  D)  Re- 
vised    '29410 

110.501—110.508  (Subpart  E>  Re- 
vised     '29413 

110.601—110.605  (Subpart  F)  Re- 
vised     '29414 

110.602     (b)    corrected 1-  '32234 

122.204     <bi    revised '18279 

122  301—122.310  '  Subpart  D) 

Added *4024 

122.304     I  a  W3 1  revised '18606 

122.308  Technical  correction-—  '7955 

122.309  Revi.'^ed '18606 

123  401—123.411  tSubpartE) 

Added '4028 

123.404     iaW3>    revised •18607 

123  409     Technical  correction.—  '7955 
123  410     Revised '18607 

Tide  42 — Proposed  Rules: 

23  -- —  -    '25992 

35  '17500 

36 - -  46792 

•26306 

S0--59a   (Subchapter  D) —   •16433 


Page 

52f        ---   56318 

54 48242 

54a      --    '5866.6066 

54b '2986 

59 -    '18947 

67     '29518 

72 - '15438 

84 48753 

86    '25340 

101 44285.  53215,  56339 

'2994, 

4256,  4259,  4260,  4624.  4632,  4637, 
16839,  17501 

122  ---  52079 

124  52079. 52891 

TITLE  43— PUBLIC   LANDS: 
INTERIOR 

Subtitle  A — Office  of  the  Secretary  of 
the   Interior 

2.15  fe)  (4)  and  (g)  amended^.^  51401 

2.16  (d)  (3)  and  (e)  (2)  amended-  51401 

2.17  (a)  and  (O  (2>  amended---  51401 

2.18  (a)   and     (c)  (1>     and  (2), 
(dHl)    and    (2),   and    (e) 
amended   51401 

4.544     Revised '1216 

7.4     (a)(4)    added '32539 

20     Revised 56101 

Appendixes  D,  E,  and  F  added-   -6586 

28  Added 51794 

29  Added '31190 

Chapter    I — Bureau    of    Reclamation, 
Department  of  the   Interior 

419.0-5     (0)  revised '3307 

423     Added;  effective  to  Sept.  30. 

1977  '19610 

Chapter  11 — Bureau  of  land  Manage- 
ment, Department  of  the  Interior 

2360     Added *28721 

2653.0-3—2653.11   (Subpart  2653) 

Filing  date  extended *T79 

2653.4  (b>     effective     date     ex- 
tended   44041 

2653.5  (h)  amended 49487 

2653.6  (a)(3)  amended 49487 

2653.9     (d)    amended 49487 

2801.1-5     (f^   revised 47252 

3041.0-1—3041.8     (Subpart    3041  > 

Guidelines 43722 

Revised    '4444.25462 

3041.0-5     (b)     introductory-    text 

corrected '8144 

3041.2-2     (f)     introductory    text 

amended;  (f)(12)(iii)  added-   '4441 


Note:  Symbol  (•>  refers  to  1977  page  numbers 
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25469 
25469 
25469 


Page 

3103.2-1     (b)    revised. '1032 

3103.3-2     (a)    revised '1033 

3104.0-5—3104.8    Revised 45566 

3106.2-1     Revised '1033 

3302.3-2     (a>  amended 48738 

3303.5     (a)  revised 53019 

3305a.4    Revised  53019 

3500.0-5     (d>     through     (g)     re- 
vised     56644 

(h)>   and  ai   added '4451,25469 

3501.1-4     (b)(1)    (1)  and  (il)  re- 
vised     '4451, 

3501.1-5     Revised '4451, 

35012-1     Revised   '4452, 

3502.9     Heading  revised '4452 

Revised    '25469 

3502.9-1     Revised   '4452,25469 

3503.3-1      ib^'li     revised--    '4452,25469 

3503.3—2     fbMl)    revised 56645 

3503.3-3     Added  '4452 

Republished    '25469 

3505.1-1     Removed     '4452,25469 

3505  2     Removed '25469 

3505.2-1     through    3505.2-4     Re- 
moved         '4452,25469 

3507.0-1—3507.5    (Subpart    3507) 

Added '4458 

3511.2-1     ibi'D    removed-  '4452,25470 

3511.2-2     Removed '25470 

3511.4-4     Removed '4452 

3520.0-3     Revised   '4452,25470 

3520.0-4     Removed '4453,25470 

3520.1-2     Removed '4453,25470 

3520  1-3     Removed '4453,25470 

3520.2-1     (a)(3)  added 56645 

Revised '4453,25470 

3520.2-5     Revised   56645 

3520.2-6     Added 56645 

3521,1-4     Removed '4453 

Reinstated '25470 

3521.1-5    Removed '4453 

Reinstated '25470 

3521.2-1     Revised   '4452,25470 

3521.2-2     Revised   '4452.25470 

3522.2-1     Revised   56646 

3523.2-1  (b)(l>  redesignated  as 
(b)(1)  heading  and  (bXl) 
(1);  (b)  (1)  (ill  and  (ill)  add- 
ed    56646 

3524.1-1     Removed '4453,25470 

3524.2-1     Revised   '4453,25470 

3525.0-2—3525.9  (Subpart  3525) 
Revised  and  renumbered  from 

3525.1—3525.19 '25471 

3525.1—3525.19  (Subpart  3525) 

Added '4453 


Pago 

50257 
50257 

50257 

50257 
50690 

•5300 

'778 

'779 

'26654 

'26654 
•26655 
'26655 
•26655 
•26655 
•26655 
•26655 
'20626 
•20626 
•4460 
'4460 


3720.0-1—3720.0-5     (Subpar' 

3720)    Removed 

3721.1     (Subpart  3721)  Removed- 

3723.1-3723.2     (Subpart  3723  »  Re- 
moved   

3724.1—3724.5     'Subpart 

37241    Removed 

3746.1  ic)   and  (d'   removed 

3833.0-1—3833.5    (Subpart    3833) 

Added  

4115.2-1     (k)(l)  (i^  ili)  and  (iv) 

revised 

4125.1-1     (m)  (1»  (lii)  added 

4700.0-3     Revised   

4700  0-5     ii>     revised!     <k),     (D, 

and  <m'   added 

4720.2  <a'   and  'b)   revised 

47307     Added    

4730.7-1     Added    

4730.7-2     Added    

4730.7-3     Added    

4740  4     Added 

6010.0-3     Added   

60106     Added  

9239.0-3     (bM3)    revised 

9239.5-3     (f)  added 

Public   Land   Orders 

1127     Revoked    in    part   by   PLC 

5615    '18859 

5561     Amended  by  PLC  5611 56646 

Amended  by  PLC  5612 '2684 

5581     See  PLC  5611 56646 

5601     Amended  by  PLC  5606 47252 

5603 44041 

5604 45006 

Amended  in  part  by  PLC  5619-  '30180 

5605 46297 

5606 47252 

5607 51603 

Corrected  by  PLC  5620 '32539 

5608 51401 

5609 51035 

Corrected 52300 

5610 55875 

5611 56646 

Corrected  by  PLC  5612 '2684 

5612 '2684 

5613 '9178 

5614 i-  '18401 

5615 '18859 

5616 '21612 

5617 '22365 

5618  '30370 

5619  '30180 

5620  '32539 


Note:  Symbol  (')   refers  to  1977  pcige  numbers 
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Title 


2  -. 

4  -. 

5  .- 
7  .. 
29  - 
422 
1822 
2370 
2400 
2480 
2610 
2850 
2920 

3041 
3300 
3500 
3510 
3520 

3800 


3830 

4100 

4200 

4300 

4700 

6260 
9230 


43 — Proposed  Rales: 

Page 

_ •4498 

"■ 45574,  61048 

50846 

'16641 

"'         •3660,26441 

'29682 

'17147 

43411 

'3657,  15438 

'3667 

'18100 

'20315 

60845 

'5294.14740 

_ 53360,  66830 

'17147 

45571,  48124,  48754 

48124 

45571,  47268 

'2706 

63428 

'1046, 

9039,  11026,  11251,  12071.  12896,  13667 

64084 

43912 

'13667 

43912 

I '13567 

48912 

'13567 

43912 

_. '4500,8157,  13567 

'5294, 14740 

43912,  48754 

'13567 


TITLE  45— PUBLIC   WELFARE 

Subtitle  A — Department  of  Health, 
Education,  and  Welfare,  General 
Administration 

4.1     Revised   '22145 

74     Authority  citation  amended--  44552 

74,3    Amended 44552 

74.20     Introductory  text  revised.-  44552 

74  23     'b'  revised 44552 

74.24     tb)    and    (c)    revised;    (d) 

removed  44553 

74.150—74.159    i  Subpart  P)     Re- 
vised     44553 

806 — 80  10     Republished    •22695 

81     Republished   '22697 

84    Added •22677 

Note    '22888 

99.32    Heading  and  (b)   revised; 

(O    amended *4460  | 


Chapter   I — OfRce   of   Education,   De- 
.,     partment  of  Health,  Education,  and 

Welfare 

Page 

103     Appendix  C  revised 51603 

Appendix  A  revised '16142 

Appendix  B  revised '17445 

112  Revised  50777 

113  Revised  50781 

115.60—115.69    'Subpart   G) 

Revised '15546 

115.62     Revised '18279 

116c     Added '19288 

121f.21     Added    --  '20300 

121f.22     Added    '20300 

121f.30    Removed '20300 

144     Revised 51957 

144.12  <d>    added '31794 

144.13  Appendix  A  added '32290 

144  48     Hearing '25862 

146     Revised '26209 

155     Revised '26537 

157  Revised    '26542 

158  Revised    '33147 

159  Revised    '26546 

160f     Revised    '33009 

166.22  Introductory  text  re- 
vised     •16410 

166     Appendix  A  amended '16410 

175.12  <dt    added '31794 

175.13  Appendix  A  added '33290 

176     Revised    51973 

176.12  (d)    added '31794 

176.13  Appendix  A  added '32290 

177.4     (ci'3'ixxix)  added 44041 

(c)(3)  (XXX)  added '2963 

177.12  (a)(1)  introductory  text, 
(a)(l)(i)  and  (ii)  and  (a) 
(2)       revised;        (a)(l)(xv) 

added '33291 

177.15     Added   '33292 

177.37     Added   '29010 

177.43  la'  and  (b I  revised '33292 

177.73     Revised   54488 

177.77     (b)  and  (c)  revised 54488 

182a    Added 47163 

185.14  (c)  revised •3842 

185.24     (c)  revised ^3842 

185.44  (f)(3'  revised ^32784 

18554     'c)  revised '3842 

185.64     ic)  revised ^3843 

187  Revised  *32786 

188  Revised  ^32797 

190.31—190.39  (Subpart  C)  Re- 
vised   ^33503 

190.41—190.48  (Subpart  D)  Re- 
vised    ^33505 

193    Added '1192 


Note:  SjTnbol  (•)   refers  to  1977  page  numbers 
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Page 

196.3    Amended 44860 

1965     (b)   amended 44860 

196.12  Amended 44680 

196.13  (a)  amended 44860 

Chapter  II — Social  and  Rehabilitation 
Service  (Assistance  Programs),  De- 
partment of  Health,  Education,  and 
Welfare 

201.66     Added   '28884 

205.40  «a>  introductory  text,  (b) 
(3)(iv),  and  <c)  revised;  eff. 
7-1-75 '14718 

205.41  Removed;  eff.  7-1-75-.-   '14719 

205.50  lai  revised '12046 

205.146     (d)  redesignated  as  ie>; 

new  (d)  added 55346 

205.200     (a)    amended '33293 

224     Revised 47688 

228     Revised    '5848 

228.24  iai(3)  revised;  'b^  added-  55670 
228.26     'a)  and  <c>  amended;  *f' 

added   55671 

228.29     (c)  added -  55671 

228.35     (c)   added 55671 

228.40  (c)  added 55671 

228.41  !d)  added 55671 

228.42  (c)  and  id>  added 55671 

228.44     'b>  added 55672 

228.48     Added 55672 

228.51  <c)  added 55672 

228.52  icH3t  added 55672 

228.55  Removed 55672 

228.56  (b)  revised 55672 

228.60  id>  revised;  (e)(2)  a)  re- 
published; (e)(2)(ii)  added.-  55672 

228.61  '&>.  'C>  and  id'  revised..  55672 

228,63     Added 55673 

228.100—228,102       (Subpart       J) 

Added 55673 

231     Added '5980 

233.20     Technical  correction 47065 

(a)(1)  and  (3)(vi)  and  <x)  re- 
vised     54489 

(a>(3)  (vi)    corrected 56646 

(a)(2)(iv)  revised;  (a»(2)(vill) 

added  '6584 

Technical  correction '13292 

(a)(3)(il)(B)    and    <a)(3)(lx) 

revised  '16145 

(a)(2><viii      removed;      iaM4> 

ai)   revised '26427 

233.90     (a)  revised '3307.6584 


Pa«e 

233,100     la'i  '5'    '1'    and   ilD 

revised   '16145 

235,40  Added;  effective  date  ex- 
tended ta  7-1-76 '17877 

246,160     Added   '33293 

248.3  (b)  tl).  i2i,  and  '3)  re- 
vised; (b)  t4).  <5),  and  i6) 
redesignated  as  (b»  (7),  (8), 
and  i9t  ;  new  ib*  (4) ,  (5) , 
and  (6)  added '2686 

24821     la)  i2)  revised '2687 

249  10     (dUd'    added '4125 

(bM15)(l)(D>   revised '15064 

249,13     (c)(6)  revised '15064 

(c)(3)tix)    added '28702 

249  13     Introductory  text 

revised   '15064 

'b''6Mi.  and  <xl)  revised '28703 

249,33     (a)  t8>    and   la'  'S-  ai  'B> 

revised   '15064 


'&>  '2> . 


ia)(4)(iil)     introduc- 


tory text  and  <A),  (iv)  in- 
troductory text,  and  (5'  'iv) 
revised;  la^'Si  removed-.   '28703 
250.30     (a>(2)(i>    and    lili)    and 

ibXD   revised 51402 

(a)  (3)  (ill)  (B)  (1)   and  <4).  <a) 
(3)  (Iv)     introductory    text 

and  (A)  amended 53994 

(a)  (3)  till)  (B)  (1)  and  (4),  (a) 
(3)  (iv)  introductory  text  and 

(A)    corrected '779 

250.210     Added;    interim   rule  ef- 
fective date  12-31-72 48738 

Added:   final  rule '23509 

Chapter  III — Office  of  Child  Support 
Enforcement  (Child  Support  En- 
forcement Program),  Department 
of  Health,   Education,  and  Welfare 

30239     Revised    55348 

303  Heading  revised 55348 

303.0     Revised   55348 

304,25     Revised '26427 

304  29     Added  '3843 

304.40     Added   '28885 

305  Added 55348 

Chapter  IV — Social  and  Rehabilita- 
tion Service  (Rehabilitation  Pro- 
grams), Department  of  Health, 
Education,  and  Welfare. 

409     Removed   '15810 

416     Removed  --. '5276 


Note:  Sj-mbol  o   refers  to  1977  page  numbers 
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Title   45 — Continued 


Claims    Settle- 


Chapter    V — Foreign 

ment   Commission 

Page 

500.3  'C   revised '24741 

504     Heading     revised;     existing 

text    designated    as    Subpart 

A •11010 

504.1  Heading  revised •11010 

504.2  Heading  revised '11010 

504.20—504.29   'Subpart  B) 

Added —  '11010 

531.1  1'    added '24741 

531.2  lii  and  *j'  redesignated  as 

(j)  and  <k';  new  ii>  added-   '24741 
580—581     'Subchapter  F'    Head- 
ing  revised 49094 

581     Added 49094 

Chapter  VI — Notional  Science 
Foundation 

613  3     <b»  amended;  'e'  added--  '8638 

613.4  ic   amended 'BSSQ 

614  Added '14719 

614  4     <bi   correctly  designated-  '17447 

Chapter    VII — Commission     on     Civil 
Rights 

702     Heading    revised 'HIO? 

702.1—702.18     Designated  as  Sub- 
part   A -  '14108 

702.50—702.57  '  Subpart  B) 

Added '14108 

7063  ibi   revised;   (c)   added..  '12046 

7064  id'  revised •12046 

706.7  Amended '12046 

706.8  id»t3i  amended '12047 

706.95     Added '12047 

Chapter  VIII — Civil   Service 
Commission 

801.202     Appendix  A  amended. 


47938, 
48739 


Chapter  X — Community  Services  Ad- 
ministration 

1005  Part  heading  revised 44860 

1005.4  (b)i2)  amended '16625 

(bM2)    technical  correction..  '19329 

1005.8     (b)(3>  added 48739 

1005.10     (c)(l>  amended '3185 

1006  Part  heading  revised 44880 

Appendix  A  amended •16625 

1010     Part  heading  revised 44860 

1012    Part  heading  revised 44880 

1015    Part  heading  revised 44880 


Page 

1026    Part  heading  revised 44860 

1042     Removed    44860 

1050    Removed   44860 

Added '3272 

Revised   '18034 

1060  Part  heading  revised 44860 

1060.2-1     Revised '21108 

1060.2-2     Revised '21108 

Undesignated      table      heading 
added  '23151 

1061  Part  heading  revised 44860 

1061.20-1—1061.20-10  ^Subpart) 

Revised '13292 

1061.31-1—1061.31-6        (Subpart) 

Added 52876 

1061.50-1—1061.50-14      'Subpart^ 

Added '12047 

1061.50-15     Added    '27593 

1062  Part  heading  revised 44860 

1067  Part  heading  revised 44860 

1067.1-1  —  1067.1-11     (Subpart) 

Removed  '18047 

1067.10     Suspended  in  part '29873 

1067.30-1—1067.30-5  'Subpart 

1067.30)     Added 56197 

1067.40-1—1067.40-5  (Subpart) 

Added '10689 

1067.40-3     'f>  and  'g^  revised--   '18402 

(f)  table  corrected '21292 

ifi   table  revised '22365 

1068  Part  heading  revised 44860 

Effective  date  corrected '22145 

1068  6     Authority     citation     re- 
vised     '3165 

1068  9-1— li)68.9-5  fSubpart> 

Removed  '18038 

1068.10-1  —  1068.10-9        (Subpart) 

Removed  '18038 

1068  22-1—1068  22-3        (Subpart) 

Revised    '21485 

1068.23-1—1068.23-4  ^Subpart) 

Added '3165 

1068  24-1  —  1068  24-3          (Subpart 
Added '20469 

1069  Part  heading  revised 44860 

10693-4     (ai(2)    revised 50825 

1069  4-1—1069  4-5     'Subpart 

1069.4)   Revised 50825 

1070  Part  heading  revised 44860 

1071  Part  heading  revised 44860 

1071.30    Suspended    indefinitely. '15704 

Suspension   removed;    eff.   6-1- 

77    '25734 

1075  Part  heading  revised 44860 

1076  Part  heading  revised 44860 

1078     Part  heading  revised 44860 
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Chapter  XII— ACTION 

Page 

1209    Added;     redesignated     and 

revised  from  Part  1221 53483 

1221     Removed;  redesignated  and 

revised  as  Part  1209 53483 

Chapter  XIII — Office  of  Human  De- 
velopment, Department  of  Health, 
Education,  and   Welfare 

1336     Added '3785 

1340     Heading  and  authority  cita- 
tion revised 53663 

1340.1-2     (h)  revised 53663 

1340  1-3      -a*  revised 53663 

1340.2-2     Revised    .---  53663 

13402-3     Revised   53663 

1340.4-1  —  1340.4-4     (Subpart    D) 

Added  54763 

1351     Added 54297 

1369     Added '15810 

1385  Added '5276 

1386  Added *5279 

1387  Added '5287 

Chapter  XIV — National  Institute  of 
Education,  Department  of  Health, 
Education,  and  Welfare 

1440     Added '14721 

Chapter  XVI — Legal   Services 
Corporation 

1611     Added 51606 

Appendix  A  revised '24271 

Appendix  A  corrected '25734 

1617  Added 51608 

1618  Added 51609 

1619  Added '4848 

1620  Added 51610 

Chapter  XVII — National  Commission 
on  Libraries  and  Information 
Science 

1703     Added '13553 

Chapter  XVIII — Harry  S.  Truman 
Scholarship    Foundation 

1800     Added 52677 

1802     Added '14723 

Chapter  XIX — National  Commission 
on  the  Observance  of  International 

Women's  Year 

Chapter  established '11012 

1901     Added '16411 


Page 

1902  Added '16412 

1903  Added '16413 

1904  Added '11012 

Title  43 — Proposed   Rules: 

3—99  (Subtitle  A) --  '3326 

5  50846 

12        -        '27966 

46  '"'_ 1 •2792,3076 


63 


•4135 


70  52473 

74  ---  gg4J3 

•4137 

85  I-II--11I-.II-- '32264 

100—196  (Chapter  I) '5110 

lOOa  '18542,  :8864.  27625 

100b  -  66966 

-.-  '18542 

100c ---  'las^a 

103  46608 

104  -'""'-'.-'..- '18542 

105 - ---  '18542 

115 •15540.  18282 

121B  - 52404,  56966 

12Im 66966 

122a - -  '28706 

134 — '16159 

134b •16159 

136  - - '28899 

144  •18738,20803.24291 

153 '3792 

155 '6078 

157  '6083 

168   52488 

_ '2086 

159  --. --   '6088 

160f  46576 

•17700,  19161,  21623 

163  ..- '28159 

163a '28159 

166  '22336 

168  - -  '18743.20803,21821.24291 

171 -  •32812 

173 •17889 

175  •18738,20903  24291 

176  •18738,20803,24291 

177 48862,  48910 

178  - •18747,20803,24291 

178a  -- '18750.  20°03.  24291 

185 45702.  46317 

'4501 

186  '24758 

187  •16258 

188  '16272 

189 -  '18282 

190  •18738,20803,24291 

191  '25881 

192 '18407 

193  ---  45962 

194  '18864 

195 '18865 

196 '16448 

197  -. - '30290 

198 -  '18283 

199  '27625 
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CHANGES  OCTOBER    1,    1976   THROUGH   JUNE   30,    1977 


Title    43,    Proposed    Rules — Continued 

Page 

201    - •3664 

205  - .43420.52491.55727 

.-  •2445 

206  66832 

207 '2440 

214  52491 

228  -- - - --  •244T) 

249 •3325.3665,4967 

250  .         52499,55727 

. '2331,3328 

302  "'.'.- *3414 

303  —  - *3414 

304  _       .      •3663 

305  "..'..'.'.... -  ««* 

504 - - -  •3872 

6ia 68340 

814  64966 

702       -- •5706 

706 •»08 

1010 — -  •18378 

1050  .-- •21623 

1061  -. -. 49179 

1067      •29523 

1115 •13027 

1440  - •9399 

1470  -. •27626 

1480  - —  -  '1045 

1606  _ •4864,6614 

1621 - --  •4867 

1703  -  — '3667 

1802  --. '6986 

1901  -  61060 

1902  ^ 61060 

1903  63496 

1904  ^7970 

TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of   Transportation 

1,23     Removed '31160 

2.20-60     Removed •28886 

5.30-30     lai     amended.    (di     re- 
moved       '31160 

10.02-5     (f)   revised 45842 

(f>  revised;  effective  date  post- 
poned      •12173 

10.13-13     (at  revLsed 45842 

la'  revised:  effective  date  post- 
poned    ♦12173 

10.15-25     cd)     revised •26985 

10.16-31     (b)(1)  and  dl)  added__  45842 
(b>  revised;  effective  date  post- 
poned     •12183 

12.15-9     (b)  and  'C>  amended. .   '24741 

12.15-11     Amended    '24741 

30 — 40  'Subchapter  D>     Note  re- 
vised     '32539 

31.10-32     Added   •28887 

32.15-10     Amended •5962 

32.15-20     (a)  amended 'SSeS 


Page 

32.15-30     Added  '5963 

32.15-35     Added   '5963 

32.35-15     Added    '25735 

35.20-1     (d)    revised '5963 

35.20-45     Added   '5963 

35.30-20     (a)     introductory    text 

revised '5963 

35.35-85     Added    '25735 

77.09-1  (Subpart  77.09)     Added..   '5963 
77.11-1  (Subpart  77.11)      Added..   '5963 

77.13-1     (b>    added '5963 

77.27-1     Amended '5963 

78.05-5     Revised '5963 

78.19-1- (Subpart  78-19>     Added.   '5963 

96.13-1     'b'    added '5963 

96.17-1  (Subpart  96,171     Added..   '5963 
96.25-1  (Subpart  96,25)      Added..   '5964 

96.27-1     <a)  amended '5964 

96.35-15     Revised '5964 

97.05-5     Revised *5964 

97.16-1  (Subpart  97,16 >     Added..   '5964 

147.04-1     tai'B'    added '6584 

148.01-7    Table  amended 55352 

148.04-13     <a'>l'    removed '22146 

151-154  I  Subchapter  O)     Note  re- 
vised     '32539 

151.01-10     (c-1)    added '28887 

151.05    Table  amended '8378 

151,55-1     'j'   revised '8378 

16740-20     Amended    '5964 

16740-40     Added   '5964 

167,40-45     Added   '5964 

16765-35     Added   '5964 

167  65-45     <d»    revised '5964 

18425-1     'O  added '5964 

18520-30     Added   '5964 

185.20-35     Added   '5964 

187,10-15     (c>  amended '29483 

195,13-1     (b)    added '5964 

195.17-1  (Subpart  195.17) 

Added '5965 

195.19-1  'Subpart  195. 19> 

Added *5965 

19527-1     Amended    '5965 

195,35-10     (b)    amended '5965 

196,05-5     Revised '5965 

Chapter  II — Maritime  Administration, 
Department   of   Commerce 

206.1—206.4     (Subpart     A)      Re- 
vised    50259 

207     Added 50259 

221.7     (a)  revised '11837 

250     Added '33036 

252.21     (a)   amended 54934 

294.5     (a)   amended;   (c)  added.  '11837 
297—298  'Subchapter  D)     Head- 
ing revised 44403 
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Page 

297    Removed  44403 

308.6     Revised ^13023 

308,106     Amended '13023 

308,206     Amended '13023 

308,305     Amended '13023 

310,58     (c)   amended 55715 

Chapter    III — Coast    Guard,     Depart- 
ment  of   Transportation 

401.405     Revised '30619 

401.410     (at    revised '30620 

401.420     Revised '30620 

401.428     Revised '30620 

401.650     (d)     amended:     (e)     re- 
vised     '31160 

Chapter  IV — Federal   Maritime 
Commission 

502     Amended   '23509 

502.10  Amended '14111 

502.11  Added    '14111 

502.41     Amended '8378 

502.64     Amended '17121 

502.101     Amended '17121 

502,136     Revised   '8378 

502.170     Removed '14111 

502.181     Amended '17121 

502.184     Amended '17121 

502.210     (a)  amended '8378 

502.227     (c)  added '8379 

503.70—503.87  'Subpart  H) 

Added '12051 

Technical  correction •13115 

514     Effective  date  postponed 53969 

Removed '21486 

536    Effective  date  postponed 44041 

536.15  le)  added '1474 

536.16  Amended 44041 

549.5     (bi    revised '31161 

Title  46-^Propo%ed   Rules: 

1-196   (Chap.  I) 55897 

'6614 

4 56833 

10    '3186,21190,22903 

12    '1278.21190,22903 

25    '26229 

30 '21190.24874,30220 

31 43822,  44711 

'7170,  21190,  33353 

32  '  24874.30220.32700 

33 •26229,32700 

34  43822 

'30649.  33353 

35  '21190,23517.32700 

37 '32700 

38 '33353 

40 '33353 

50 '22296,29026,30220 


Page 

54  *s«aa 

•22296,  29026,  30220.  33353 

56 '22296,29026,30220 

58 - '22296,29026,30220 

61 •22296,29026,30220 

70 '21190 

72 '32700 

75    '26229,32700 

76  '30649 

77 '32700 

78 '32700 

79 -  '32700 

90 '21190 

92 - '32700 

94  •26229,32700 

95 ^30649 

96 - 32700 

97 --  '32700 

98 43822 

'21190,  33353 

99 '32700 

105 '21190 

107 '22296,29026.30220 

108  '22296,29026,30220 

109  -  '22296  29026,  30220 

110 '32700 

111  '32700 

112 '32700 

113 - '32733 

148 '17889 

161 56367 

'21190.  22903 

153  '23518 

154 43822 

'33353 

157 '13844,  21190 

160  56480 

161  -- '26229 

162 '30649,  32686 

164 '26229 

167 '26229.30649 

176 -  '13844 

180  '26229 

182  '14888 

186 ..-  '13844 

190 --  '32700 

192  '26229,32700 

193  '30649 

195 '32700 

196 -  '32700 

201—391  (Ch.  n) '21821 

298  44408.52*99 

401 '20162.  21626 

500-551  (Ch.  IV) '11849 

502 44059,46888,51621,55898 

'817.  22383,  26664 

503  65207 

507 '29524 

511  46352 

522  51622.  54778 

631 53364.  56676 

'3186 

536 '30399 

543  .- '30584,  31176 

551 '9190 
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CHANGES    OCTOBER    1,    1976    THROUGH    JUNE    30,    1977 


TiTLf;  47— TELECOMMUNICA- 
TION I 

Chapter    I — Federal    Communications 

Commission 

Page 

0,31     (m.1    removed 'SOSTO 

0.32     ie«  amended '30370 

0,33     lb'  1 1'      through     (6)     re- 
moved      *30370 

0  38     Revised '30370 

083     Rede.'iignated  from  0.84 53327 

0.84     Redesignated   as   0.83:    new 
0  84    redesignated    from    0.85 

and   'T'    added 53327 

n  Bfi     Redpsienated   as   0  84;    new 

n  RR  rprfp^icrntpri  frDm  0.86--  53327 
0.86     Redesignated   as   0.85;    new  I 

086    redesignated    from    0.87  ' 

and  id)  revised 53327 

0  87     Redesignated   as   0  86;    new 
0.87    redesignated    from    0.88 

and  id  I  removed 53327 

0.88     Redesignated   as   0.87;    new 

0.88  redesignated  from  0.89_-_  53327 
0  89    Redesignated   as    0.88:    new 

0  89  redesignated  from  0.90---  53327 
0.90     Redesignated  as   0.89;    new 

0,90  added 53327 

(f)    corrected 53995 

0.132     'ei  amended 'Siee 

(f)  revised '21293 

0.211     <ei    revised 49095 

0231     'gi    added 49095 

0.241     ic   revised 56068 

(c>    revised '8326 

0.242     lai,   lO    introductory  text 

and  1 14)   revised 56068 

(a)    and   'O    introductory  text 

and  (14)  revised "8326 

Removed '30371 

0  288     ixi     added 48343 

0.291     'd)  revised 54766 

0.314     (v)    added '3167 

IS)    revised '33293 

0431     Revised    56068 

Revised *8326 

0.455     ihxl)  revised 56069 

(h)<l)   revised '8327 

0.457  Introductory  text  amend- 
ed; 'c  introductory  text  re- 
vised     '12867 

0  465      a'  revised;  (d^  added 51610 

(a)   revised '20133 

0481     Revised    56069 

Revised '8327 

0.601—0.607  I  Subpart  F) 

Added '12867 


Page 

1.4     (f)  and  (g)  revised 54766 

(f)  and  (g)  revised '12174 

(b)a)    revised '25735 

1.46     (b)    revised '28887 

1.51     <b>    revised 50399 

1.70     Removed    '27894 

1.224    Added 53021 

1.243     (j)    and    (k)    revised;    (V 

added   53022 

1.399     Added    '25735 

1.415     (e)  revised '28888 

1  417    Removed '25735 

1419     (b)  revised 50399 

1.526  (a)(10»  and  (f)  revised--  '30186 

1.527  (cH3^    revised '30186 

(h)  revised '31794 

1.544     Revised   53025 

(a)  corrected 55531 

1.547     (c)(4)  revised 44177 

1.549     Revised  52631 

1.573     (a)(1)   and  (c)   revised--.  44178 

1,613     (a)  revised '16422 

1.773     (b)  and  (c)  revised 54766 

(b)  and    (c)     revised '12174 

1.912     (d)  revised 56069 

<d)  revised '8327 

1.922     Amended 44042.  56069 

Amended '3167,8327 

1.924  (a)*2)  and  (c)(3)  revised-  56069 
(a)(2)  and  (cM3)  revised '8327 

1.925  (d)  revised 56069 

Heading  revised ;  (e)  added '3167 

(d)  revised '8327 

1.926  (b)(1)  and  (4)  revised;  (b) 

(3)  removed 44042 

(b)(5).  (10>.  and  (ID  revised-  56069 
(b)  (5),  (10),  and  (11)  revised.   '8327 

1.931     (b)  revised 56069 

(b)   revised '8327 

1.933  (b)  revised 56069 

(b)   revised '8327 

1.934  Revised '3167 

1.951  (a)  and  (d)  revised 56069 

(a)   amended '3166 

(a)  and  (d)  revised '8327 

1.952  (b)   amended 56070 

(b)  amended '8328 

1.1101— 1.1120  (Subpart  G)     Sus- 
pended       56647 

1.1102     (d)    suspension  clarifica- 
tion     '3168 

1.1115     (c)(6)    revised '3167 

1.1223     Revised '12869 

1.1225     (b)  revised '12869 

1.1251     (a)  revised '12869 

1     Appendix  A  (Forms)  amended.  54935 

2.1     Amended 56070 

Amended '8328,24055,31601 
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Page 
2.106     Table    amended;    footnote. 
NG33      removed;      footnotes 

added   49820 

Table  amended:  footnote  added-  54491 

Footnotes  revised 54941 

Table  amended;  footnote  NG56 

revised    56070 

Table  amended:  footnote  NG56 

revised   '8328 

Table  amended ;  footnote 

added   '14728 

Table  amended..   '20471,31006.31601 
Footnote  US32  revised '23510 

2.302  Table  amended 46437, 

52458.  56071 
Table  amended '8329 

2.303  Table  amended 44042 

Existing  text  designated  as  (a> 

and  amended:  ibi   added.   '31008 

2  601     Revised   "^7200 

2  602     Revised   '27200 

2,603     Revised   '27200 

'a>  corrected '32234 

2.803     Amended 47050 

5.51     Revised    45007 

5  52     Removed 45007 

5.55     Revised   45007 

5  57     Revised    45008 

5  61     Removed 45008 

5.69     Revised    56071 

Revised    '8329 

13.61  )g)<6)     introductorv'    text 
revised  '1231 

13.62  id  I  redesignated  as  <ei  and 
revised;  new    di  added 44178 

15,59     (a)    revised:    ib)    and    (e) 

amended;  (h)  added 47444 

ih'  1 1 »  and  (2)  corrected 49095 

(3)   revised:   <b)  amended 56071 

(a)  revised:  ib)  amended '8329 

15.65     Heading   revised;    existing 
text  designated  as    (a)  ;    (b) 

added '1232 

lb)   revised '20473 

15.68     (d)i4i    revised 52461 

(a),  (c).  (d)>(2)  removed '3308 

15.114  Added   '4463 

(g)   corrected '9021 

15.115  Heading  and  introductory 

text   revised '4463 

15.118  (C)    revised '4464 

15.119  Id)    revised '4464 

15.183     lO   amended '7955 

15.192     Table  amended '7955 

15.305     lb)  amended '7955 

15.363     Amended '7955 

15.365     Amended '7955 

19.735-403     Revised '25736.26216 


Page 

21.9  ic^     introductory    text    and 

(2)    revised 55352 

21.10  Removed 47931 

21.15     (i)i3)      introductory     text 

and   liii'    revised 55352 

(1)(3)   introductory  text 

amended  '1233 

b'     removed '27894 

23.20  -b)   revised 56071 

(b>   revised '8329 

(CI  removed '27894 

25.203     (g)   revised 56071 

(g)   revised '8329 

31.01-3     <k>,   (X).   (y),  and  (ee» 

amended 46853 

3102-80     (C^    amended 46853 

61.21  Revised    54766 

6158     Revised    54767 

lb),  'C),  id),  and  (e) 

revised   '12175 

6160     Revised '12175 

61.61  Revised  '12175 

61.62  Revised   '12175 

6163     Revised  '12175 

61.64     Revised   '12175 

61.66     Revised   '12175 

61.152  Revised    54767 

61.153  Revised    54767 

68.2  Revised    56648 

'bi   and  'Ci  revised '29011 

68.3  Re\ised   '32242 

68  104     Reconsideration   '12056 

68.106     Revised '32244 

68.108     RevLsed  '32244 

68.200     ici  introductory  text,  il' 

and  ( 2 ) .  and  i  g  <  revised '  32244 

68.214     Revised '32244 

68  218      b'  revised;  (d)  added..   '32244 

68220     Revised '32244 

68.302     id'        revised:        (e)(3' 

amended:    if'    added '32244 

68  304     Revised '32245 

68  306     lb'  revised;  (O  added.     '32245 
68.308     la)  i4^   m)  and  (ii>  recon- 
sideration      '12056 

(a)  and  (c   revised '32246 

68.310     (a)     amended:     ^d),    (f), 

and  ihi  revised:  'i'  added.-  '32246 
68,312  la)  introductory  text,  'a' 
ill  introductory  text  and  (i) 
and  lii)  revised:  tb)  redesig- 
nated as  ici  and  revised:  new 
<b). (d), (ei.  and  (f)  added.  '32247 

68.314     (a)  revised ...  46302 

ib>   revised:    ic    and  'd'    add- 
ed        '32248 

68  500—68,504    (Subpart   F'     Re- 
consideration      '12056 
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Title   47,    Chapier   I — Continued 

Page 

73     Index 52678 

73.14     (t)   added 530^5 

73.17     Revised    52685 

(a)  14)   corrected 55715 

73  18     ic)i2)  revised '22559 

bi  removed '27894 

(C>i2i  corrected *29483 

73.35  (b'  revised '16148 

73.36  (a)<3i  through  <7)  and  <c^ 

<2)  revised;  la'tS'  removed,-  53025 
73.40     (aM5),  (b)  i3>  fiv)  and  <v» 

revised;  (b)(3Mvi)  added 53026 

73  47     (a)(3)  revised 53026 

73  56     (d)    removed ^^^H 

73  66     (d)  added 53026 

(di    revised •24056 

73.67     (a)(5)  and  (c)(4)  revised; 

(a)(8)   added 44178 

(a>i5'    amended 52461 

73  68  Heading,  (bM3>,  and  (d> 
i2i  revised:  (d»(4>  re- 
moved       '24056 

73  69     ib)i2t  revised;  (b)(4)  and 

note  removed '24056 

73  112     (b»'5>    added 52631 

(at    revised 56649 

73.113     (aHlMv>    revised 52631 

(a)(l)(ii)  revised •9179 

(a*(2>      revised;      (a)(3)      re- 
moved    '24056 

73  114     (aM2)(vii)    added 52631 

(a)(9Hii)  and  (iii)  revised 53026 

(a)(8>      revised;      ta>(9)      re- 
moved     -24056 

(at'Bi'iv)    added '26656 

73.116     Revised '30186 

(a)(5»  added '32540 

73  131     Removed '16422 

73  132     Revised '16422 

73  133_73  138     Removed   *16422 

73  140     Added   *1238 

73  142     Added   *1238 

73  144     Added   '1238 

73.146     Added   '1239 

(a)  corrected '3646 

73.157     Added 53026 

73  186  (a)  introductory  text,  (1) 
and  (5)  and  (b)(l>.  (3),  (5). 
and      (7)      revised;      (a)(6) 

added   44178 

73  202  'b'  table  amended 44404, 

44405.  47050-47052,  47933,  48400, 
49097,  49100,  49102.  49103,  49823, 
51611,  52462.  53995.  54801.  55716, 
56199 


Page 
(b)  table  amended '2502, 

6369.  7956.  9383,  13115,  15065. 

16625-16627.  18280,  21109,  24272, 

24273,  25507.  29011.  29874.  29875, 

30371,  30372,  30623 
(b)  table  corrected '32800 

73.214  Revised    52685 

(a)(4)    corrected 55715 

73.215  (CI  (2)     revised '22559 

(b)    removed '27895 

(c)(2)  corrected '29483 

73.231  Removed '16422 

73.232  Revised '16422 

73.233—73.238     Removed '16422 

73.240     (a)  (2i  revised '16148 

73.256  (a)(2)    removed 53026 

73.257  (b)(7)  revised;  'c*  redes- 
ignated as  'd);  new  (c 
added   53026 

73.262     (a)  and  (b)  revised 441(9 

73.265     (d)  introductory  text  and 

(1)    revised 44179 

73.267     (a)(3)      revised;      (a)  (4' 

added   53026 

73  275     (a)(5)      revised;      (a)<8i 

added  44179 

73.282  (b)(5>    added 52631 

(a)    revised 56650 

73.283  (a)(2t    revised 52631 

(a)(5)  revised 91"9 

73.284  (a»(6Mv)    added 52631 

(a)(9)     redesignated    as    (10); 

new  (a)(9>  added 53027 

73.286    Revised '30186 

73.313     (f)    through   (j>    effective 

date  stayed '25736 

73  333    Figures  4  and  5  effective 

date  stayed '25736 

73.340     Added   *1239 

73.342     Added   '1239 

73.344     Added   *1240 

73.346     Added  '1240 

73.507     (a)  table  amended-   *9021,24274_ 

73.514  Revised   52685 

(a)(4)    corrected 55715 

73.515  (c)(2)     revised '22559 

(b)    removed '27895 

(c)(2)  corrected '29483 

,    73.540     Added   *1240 

■    73.542     Added   *1241 

73.544     Added  *1241 

73.546     Added  '1241 

73.556  (a)       introductory      text 
amended;   (a)(2)  removed-.-  53027 

73.557  (b)(7)   amended:    (C    re- 
designated as    (d>;    new    (O 

I  added  53027 


Note:   Symbol  C)    refers  to  1977  page  numbers 
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Page 
73.562     (a)   and  ib'   introductorj- 

text  revised ".  44179 

73.565     tb),  (d*  introductorv- text 

and  (1)  revised;   (e)  through 

(hi       redesignated      as      <fi 

through  til  ;  new  ^ei  added--  44179 

73.567     (a)i3i      revised;      (a)(4) 

added   53027 

73.573     (a)(5)      revised;      (a)(8i 

added  44180 

73  582     (ai(3i    added 52631 

Revised 56650 

(b>(5>  added '3308 

73.583  (aM2i    revised 52631 

(a)(5)   revised '9179 

73.584  (a"6''vi    added 52631 

(a)  (9 1     redesignated    as    dO); 

new  laiiQi  added 53027 

73.586     Revised '30187 

73.602     Revised    52685 

(aii4i    corrected 55715 

73.606     lb'  table  amended 49104 

(bi  table  amended--  '3168.6817,  18280 
73.614     la)    revised:    'b*    amend- 
ed      '20823 

73.620     Removed 52685 

73.624     !CM2i  revised '22559 

(b)  removed '27895 

(c)(2)  corrected '29483 

73.636  (aii2i    revised '16148 

73.637  (ai    introductory  text  re- 
vised; (a)(2)  removed 53027 

73.666     Revised   44180 

73.670  (bH5'    added 52631 

(ai    revised 56651 

73.671  I  a  1  1 2 )  revised 52631 

(a)(5)  revised *9179 

73.672  <aM6i(vi    added 111-52631 

73.675     (b)    revised '5698 

73.681  Amended 56325 

Amended _     __   •20823 

73.682  (aM22)    added I".  56325 

'a)  (14)  revised '20823 

73  684     <hi   through  di   effective 

date  stayed '25736 

73.699     Figure  17  added '_   56326 

Figures    lOd    and    lOe    effective 
date  stayed '25736 

73.710  Revised  1_  52685 

(a)(4)    corrected 55715 

73.711  icii2i  revised '22559 

lb)    removed '27895 

(c)(2)   corrected '29483 

73.781     (c)  revised:  'd)  added  -     '9179 
73.901—73.962    (Subpart   C    Re- 
vised    52631 

73.1207     (c)  note  2  amended I  56072 

(c)  note  amended '8330 


Page 

74.12     ic)(2)     revised '22559 

<b>  removed '27895 

I        (c)(2)  corrected _. '29483 

I   74.15     (b)  revised '14728 

74  181      lb'    revised:    ic)    redesig- 
nated as  •  d  I  and  revised  :  new 

(c)    added '9179 

74.281     (bi    revised:    (c)    redesig- 
nated as  (di  and  revised:  new 

(CI    added '9179 

74.381      ibi    revised;    (ci    redesig- 
nated as  idi  and  revised:  new 

(CI    added ^   '9179 

74.401—74.482     'Subpart   Di    Ef- 
fective date  postponed  to  11- 

22-76 48520 

Effective  dat«  confirmed  as  11- 

22-76 52880 

Heading    revised '14728 

74.401  Amended '14728 

74.402  (CI  amended:  (d)  redesig- 
nated as  (ei  ;  new  (di  added: 

Note  revised '2070 

'  a  '  1 9  .  and  footnote  9 

removed '14728 

74.405     'bi   amended • 56072 

(b'    amended '8330 

74.432  (c)(2).  (I)  and  Note  re- 
vised      '2071 

74  435     Removed '14728 

74.451  'ai    revised '2071 

C'  and  <e<  revised '14728 

74.452  (b    revised '14728 

74.464     Note   added '2071 

74.466     Revised   _. '"    '14729 

74.468     I  a'  and  ici  revised '14729 

74.481     ( a )  ( 1 1  revised '9179 

(ei  removed '14729 

74.581  (bi  revised:  ici  redesig- 
nated as  (d)  and  revised:  new 
(c)    added '9180 

74.681  ibi  revised:  'Ci  redesig- 
nated as  Id  I  and  revised:  new 
•c    added '9180 

74  781  (bi  revised;  (ci  and  (d) 
redesignated  as  (d)  and  (e) 
and  revised:  new  <c>  added       '9180 

74.801—74.882  ( Subpart  H  ' 

Added '14729 

74,981     (a)  1 5)      revised;      (ai  (61 

added   'gieo 

74.1281  'b'  revised:  (ci  and  (d) 
redesignated  as  id'  and  (e) 
and  revised:  new  (c)  added--   '9180 

76.5     (yi   revised 53798 

(11)    added 53996 

'ai    revised:    imm)    and    inn) 
added  '19345 


Note:  Symbol  ^'^   refers  to  1977  page  numbers 
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Page 


76.7  '&'.  'b'.  ic)(3).  (g)  and 
ihi   amended 

76.10  Added    .inR47 

76.11  'b'  revised ^0847 

Nomenclature  change:  (a)  and 

,b'   revised 19346 

lai   and  ib>  effective  date  cor- 
rected in  part 

76  13  Nomenclature  change;  (a) 
1 4 1  and  i  b )  1 3  >  notes  amend- 
ed;   'c>   revised 

76  27     Nomenclature    change. -- 
76.29     tai  and  tbi<2)  amended 
76  30 
76  31 

76  54 
76.55 
76  57 
76  59 


'19345 
■19346 


'20135 


19346 
19346 
19346 


Added  :i9346 


19346 


76  94 
76  95 


■19347 


■19348 
■19348 


Nomenclature   change 

■  b'  and  'O  revised *19346 

Nomenclature   change.--  '19346 

Nomenclature  change '19346 

Nomenclature  change;  (b) 

revised   -  *19346 

76  61     Nomenclature  Change;  <d^^,^,_ 

revised   19346 

76  63     Nomenclature  Change 19346 

76  65     Nomenclature  change;  (b^ 

revu^ed   19346 

Existing  text  designated  as  (a) ; 

lb'    added *23510 

76.67     Nomenclature  change *,\lltt 

(f)    revised '19347 

7692       d'  revised llltH 

Nomenclature  change is-s*' 

Nomenclature  change '19347 

Nomenclature  change;  (b> 
revised:   'd'  note  removed. .   '19347 
76  97     Nomenclature  change;   tb^ 

revised:  ^b'  note  removed..  '19347 

76  99     Nomenclature  change '19347 

76  151 
76.153 
ed 
76  155 
76  159 
76.161 
76  205 

la  I 
76209 

(b^ 
76  213 
76  215 
76.221 

,d^''revi;;d". :::::-: -23510 

76  225     Nomenclature  change.--   '19348 
76  '^5'^     I  a  I  introductory  language 

and'b.  revised '19348 


Nomenclature  change.-- 
i&),  (b)  and  (c)  amend-  i 

; '19347  I 

ic>  and  <d')  amended...  '19347 
Nomenclature  change---  ^19347 
Revised;  note  removed.  '19347 
Nomenclature        change; 

revised '19347 

(a^     and     <c>     amended; 

and  id>  revised '19347 

(a'    revised '19347 

Revised '19347 

Nomenclature        change; 

and  (d)  revised '19348 


Page 

76.254     (b)  revised 56203 

(a)  introductory  text,  (c).  (d) 
and  'f>  revised;  (aXl) 
through  (4)  and  (e)  amend- ^^^^^^ 

76.25^6     (d")'(4')'revised .----  56203 

Introductory   text,    <a),    (c)(3) 
and  (d)(4)  revised;  (b),  (O, 
and      (d)(1)      through      '3^ 
amended;     (d)(4)     note    re- 
moved     --- 

76.258    Revised;  note  added-- 

76.300     Added '■^^^^ 

76  305  Heading,  (a)  introductory 
text,  (b)  and  (c»  revised; 
(a)(2)   through  (5)    and   'd- 

amended     .9^49 

76.306    Revised .iqqIq 

76  307     Revised ^^-^^^ 

76.311     (d)  (1)  and  (e)  (1)  amend- 

ed;  (e)(4)  removed Jni^d 

76.400  Added       f\f 

76.401  Removed I^IH 

76.403     Added 5399b 

Corrected •^•^"" 

Nomenclature      change;      "o^.,--._ 

added  —  — 19349 

76.405    Removed ^^^^° 

76.409     Removed ^^^^° 

'   7G411     Removed ojsao 

76.601     (b).     (c).     (d)     and    '^\ 

amended;   (f)  added '19349 

I        (b)     (d).   and   note    amended; 

1  (c)  revised;  <e»  removed. -.  '21782 

76  605     (a)(8)  revised 53028 

(a)   introductory  text,  (2),  (4), 
(9)(i)     and    (12),    and     <b» 

I  amended;   (O  revised '19349 

(a)(4)      and     (12'      and      <b) 

amended;    <c)    removed;    «a) 

1  introductory  text,  (a)(2),  (6>. 

I  and   '9)    revised 2178^ 

76.609     (i)  added '21782 

78.18     (a)  (2 1        amended;        (D 

added 6370 

78  19     (d)   removed jjuoi 

...  '1474 


81.7 
(s) 
819 
81.31 
81.66 
81.74 
81.75 
81.106 
81.131 
ed 
81.132 


(r)    revised 

amended 9384 

(d)    revised     :i9863 

(b)   removed :„„„ 

Added   *19863 

(a)   and  (b)   amended '9384 

Amended '9384 

(e)(2)    revised 20lii 

(b)  (3)  (ii)    footnote  add- 

'31008 

(a)(2)  (ill)    revised '20137 


Note : 


Svmbol  (')   refers  to  1977  page  numbers 
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Page 


81.143     (c)  revised;   idi,  (e),  anc 

I 

(f)    added 

•31008 

81.152     (d>    revised 

•31008 

81.184     (a)  and  (b)  revised;  note 

removed 

•31008 

81.203     Redesignated    as    81.223 

new  81203  added 

•31009 

81.204     Redesignated    as    81.224 

new  81.204  added 

•31009 

81,205     Redesignated    as    81.225 

new  81.205  added 

•31010 

81.206     (ai   table  revised 

•31011 

81,207     (e>  amended;  ifi  added. 

•31011 

(e>   revised 

•32540 

81,208     Redesignated     as     81.218 

and  <d)(3)   removed 

•31011 

81.209—81.214     Redesignated     as 

81.219—81.224    

•31012 

81.209     Redesignated    as    81,219 

new  81,209  added 

•31012 

81,218     Redesignated  from  81.208 

and   id)i3)   removed 

•31011 

81.219—81.224     Redesignated 

from  81,209—81.214 

•31012 

81,223     Redesignated  from 

81,203 

•31009 

81,224     Redesignated  from 

81.204           ... 

•31009 

81,225     Redesignated  from 

81,205 

•31010 

81,303     (d)    added 

•20137 

81.304     (a>     and     (b)  (22)     tables 

amended;    (b'i62i   added 

,   54491 

(a)  and  'c'li  amended 

•9384 

(a)     table    amended;     (b)  (63) 

added 

•20137 

(a)  table  amended 

•22870 

(a)   technical  correction 

•23510 

(a)    table  corrected     . 

•28542 

81, 306(a)(1)  and  (2)  revised 

•22870 

(a)(1)  and  'b)  tables  amended 

and  footnotes  added 

•22873 

(a)  (2)  table  corrected 

•28542 

81314     (aMi4i    added 

•20137 

81.354     (a)  (3)  amended 

'9384 

81.356     (b)(9)    revised 

'1474 

81.359     (a'   introductory'  text  and 

<c)    revised 

-  53327 

81.708     (a)    table   amended;    (b) 

(32)    revised 

•9384 

81.710     Revised 

'19864 

81.711     Revised 

•19864 

81.712     Removed 

'19864 

81.713     Table  amended 

•9384 

Removed       .               

•19864 

83.6     (k»    revised 

•1474 

(1)  amended . 

•9384 

Page 
83.33     (ai    revised;    (d)    and   (e) 

removed 47445 

83.40     Revised  .    '29309 

83.131  'b'     amended '31012 

83.132  Waived  in  part •Sesg 

(a)(2)(lii>    revised '20137 

83.133  'a'   table  revised '31012 

83.139     igi  revised '26656 

83,143     ici  revised;   (d),  (e)  and 

-fi    added '31013 

83.155  <di  and  'e)  revised ^31013 

83.156  ibi    revised •SIOIS 

83  159     Revised   •1231.31014 

83,183     (a)  designation  removed^   '9384 

83,223     (a)  and  <b)  amended '9384 

83,315     Redesignated    as    83  332: 

new  83,315  added ^31014 

83.317  Redesignated    as    83,333: 

new  83.317  added ^31014 

83.318  Revised •SIOIS 

83.319  Revised   '31015,32540 

83.320  Revised •31018 

83.321  Revised ^31019 

83,324     'di  removed;  (e)  amend- 
ed       ^31019 

83.328     Revised ^31019 

83  329     Revised '31020 

83,330     Redesignated    as    83,340: 

new  83.330  added '31020 

83.332  Redesignated  from 

83.315   '31014 

83.333  Redesignated  from 

83.317 '31014 

83.340     Redesignated  from 

83.330 '31020 

83.351     (a)    table   amended;    (b» 

(55)  revised;  (b'(72)  added..  54491 
(c)  (3)  (it  text  revised;  (O  (3i  d' 

note  removed 56807 

'ai   table  amended _   '1474.9384.22871 

83.354  lb'    table  amended '22871 

(b)    table    amended;    footnotes 

added   -    '22873 

83.355  'aiii,    table  amended       '22871 
83  359     Table  amended 54491 

Table  amended '1474 

83  532     (bi    revised '20301 

87.5     .Amended    '20471,24055 

87  29     (c)  revised '3168 

87,31     lei    removed '27895 

87,35     (d)    revised '32541 

87,67     (b)    table  amended;  foot- 
note added ^3309 

87.71     (ai    til   and  (3*   introduc- 
tory   texts    revised:    (a)     (4) 

and  (5i  added ^3309 

87.97     Revised '32801 


Note:  Symbol  O   refers  to  1977  page  numbers 
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Page 

87  183       cci      introductory'      text 

revised   '20138 

(g)   revised;   (m)   added '20471 

•  i>    table  amended;  footnote  A 

removed '24055 

87.195     if>  revised '20471 

87.201     'b»    through   fd>   revised; 

le'  and  •f'   removed '20471 

87  253     <ai  through  <d>  revised-   '20471 

87  257     id'i4)    revised '20472 

87  271     la'  revised '20472 

87.277     'a>      and      Introductory 

text  of  ibi   revised '20472 

87.297     lai    revised '29485 

87  331     'di    removed '23510 

87.345     Revised '20472 

87401       a"   tab'.e  amended;  foot- 
note A  removed '24055 

87.431     Revised  '24055 

87432  Added    '24055 

87433  Revised  '24055 

87  437     Revised   '24055 

87.601     <b^   amended 44690 

87  602     ifi  and  'i'  amended;  (t) 

added   44690 

87.603     Amended 44690 

87  606     Revised   44691 

87.607     (b)    revised;    Appendix   I 

added   44691 

89     Technical  correction 46853 

89.3     <b)  amended '31601 

89  15     ia)<2)    revised 48520 

89.55     <f>    removed .- '27895 

89.81     'b)   amended 56072 

<b)    amended '8330 

89  101     tp)  revised 44181 

(q)    revised 54940 

(d)i3)    revised 56072 

(d)(3)   revised '8330 

(h)     table    amended:     (l)(21). 

(22),  and  <23i  added 'SOSll 

89.102  Heading  revised;  (c)  add- 
ed       '31601 

89.109     ij'    added '31602 

89  123  (c),  (d),  le),  (f).  (1)  and 
(J)  removed;  ig>  and  (h)  re- 
designated  as    (e)    and    (f ) ; 

new  ic)  and  id»  added '20259 

(c>  table  corrected '27206 

89.124     (k>    revised '31602 

89.255     (d)    acded . '31602 

89.259     (g)i4>  revised 54940 

(f)     table     amended;     (g)  (13) 

added '31602 

89.309     (h)(4)  revised --  54940 


Page 
89.359     (g)  (6»  revised 52463 

(g)(4)    revised 54940 

89.409     (f)(1)    revised 54940 

89.459     (e)(1)  revised 54940 

89.525     (f)(22)    revised 54940 

91     Technical  correction 46853 

91.8     (1)   revised 54940 

(a)(l)<x)     removed '24276 

91.54     (f)    removed '27895 

91.67     (b)  amended 56072 

(b)  amended '8330 

91.109     (b)   revised;   id)   and  le) 

added '30511 

91.114  (c)  through  <i>  removed; 
(j)  and  (k)  redesignated  as 
(e)  and  (f ) ;  new  *c<  and  (dt 
added '20264 

(c)  table  corrected '27206 

91.252     (f)(7)  revised 48520 

91.254     (b)(26)  revised 44182 

(b)(30)    revised , 54940 

(b)(5)    revised 56072 

(b)(5)   revised '8330 

91.302     (d)(7)    revised 48520 

91.304     (b)(29)  revised 44182 

(b)(33)    revised 54940 

(b)(7)    revised 56072 

(b)(7)   revised '8330 

91.354     (b)(29;  revised 44182 

(b)(33)    revised 54940 

(b)(3)    revised 56072 

(b)(3)   revised '8330 

91.404     (b)(8)  revised 56072 

(b)(8)   revised '8330 

91.454     (b)(12i  revised 54940 

(b)(6)    revised 56072 

(b)(6)   revised '8330 

91.504     (b)(26)  revised 44182 

(b)(29)    revised 54940 

(b)(5)    revised 56073 

(b)(35)    revised 54941 

(b)(5)   revised '8331 

91.554     (b)(38)  revised 44182 

(c)    revised 48520 

(b)(9)    revised 54940 

(b)(5)    revised 56073 

(b)(5)   revised '8331 

(c)    revised '24276 

91.603  Revised '30511 

91.604  (a)  table  amended;  (b) 
(21),  (22),  (23),  and  (24) 
added '30511 

91.730     (b)(14)  revised 44182 

(b)(18)   revised 54940 

(b)   (9)  and  (13>  revised 56073 

(b)  (9)  and  (13)  revised '8331 
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Page 

91.754     (b)(10i  revised 44182 

(bxH)    revised 54940 

(bJd)    revised 56073 

(b)(1)   revised '8331 

91.806     Revised   56073 

Revised '8331 

93    Technical  correction 46853 

93.54  If  I    removed '27895 

93.67     (bi   amended 56073 

(b)    amended '8331 

93.101     (b)  revised 44183 

93.104     (bM2>  table  revised 54941 

93.106     (b)   footnote  1  revised.--  48520 
93.112     I  a)    table   amended;    (b^ 

«22)   and  (23>   added '30512 

93.114  (c)  through  (g)  and  (j) 
removed;  ih)  and  (i)  redesig- 
nated as  ie>  and  (f) ;  new  (c) 
and   'd)    added '20269 

(O   table  corrected '27206 

93.254     (d)  revised 56073 

(d»   revised '8331 

93.352     (d)  revised 54941 

93.356     'd)  revised 56073 

(d)   revised '8331 

93.404     (d)  revised 56073 

(d)   revised '8331 

93.504     (d»  revised 56073 

(d)   revised '8331 

94.15     (b)    revised 52463 

Technical  correction 56203 

94.25     le)    removed '27895 

94.27  <a)  revised 50690 

94.61     'ai    revised 51403 

94.85     Revised   '24277 

94.92     Added    51403 

(b)  table  corrected 53028 

95     Revised 56074 

Revised '8332 

95.17     (e)    removed '27895 

95.53     Revised  '11238 

95.55  (c)(6)  and  (7)  added 47450 

95.253     Revised '11238 

95.453     Revised '11238 

95.641     (c)  (4)  revised '11238 

97.3     (d)  amended '3167 

97.25     (d)  amended '3166 

97.28  <bi    introductory   text  re- 
vised    '29485 

97.32  Added   '3167 

97.33  Revised '21612 

97.41     (d)  amended '3166 

(f)  removed '27895 

97.61-    iai  table  amended 44183 

97.67     (d*  revised '9022 

97.73     Revised  '14113 

(f)   added '30625 


97.87  (b)  and  (c)  removed;  (d) 
through  (gi  redesignated  as 
lb)  through  <e);  ih)  redesig- 
nated  as    ifi    and   revised __ 

if)  redesignated  as  (g) ;  new  (f) 

added  

97.95  (ai(3>  and  (b)(3)  re- 
moved    47451, 

ta)(2i  revised " 

97.97     Removed 47451, 

97.99  (c)  removed;  (d>  redesig- 
nated as  (c) 47451, 

97.185  *b)  introductory  text  re- 
vised; (b)  table  amended 

97.311     (c)  removed 

99.11     (e)  revised 

(e)   revised 

ig>  removed ' 


Page 


47451. 
52685 

'3167 

52685 
15416 
52685 

52685 

44042 
47451 
56073 
'8331 
27895 


Tide  47 — Proposed  Rule$: 

0    66675 


1  

-  '12203,12204 

3       -.-  - 

_  . •12203.  12204 

15 

-  52705  56210 

.  _--  '6864 

21 

45584  49182 

•8157.  8386  13309 

31  

_   __     _^   '24291 

43           .. ' 

61  -   - 

63  .-. 

...  •10856,13139,21113,23615 

64  

67 

13029.21626,23615,25741 

.   V30220 

68  -.- 
73  _-- 

•20315,25342.28559 

43922,  44427,  44712,  44713, 

46465,  47076,  47496.  47956, 

49659,  49858,  49859,  52499. 

54778,  56677 

1279.  2086,  3186.  4157.  6854-6857 
9401,  10857,  10858.  10860,  12896. 
15084,   15927,   16161.   16450. 


16782, 
20152, 
20644. 
22183. 
25742. 
27629, 
31813, 


18286, 
20153, 

2:301, 
22560 

26232. 
27971, 


18287.  19160, 
20317.  20319. 

21627-21632. 
23165,   25342, 

26665-  26667, 
27973,  29027, 


32268 
66675 
27628 
45584 
27628 

, 56877 
15442 
54203 
25341 
26444 

'31175 
64600 
32556 
54606 
44057 

•1278, 
27971 
50009 
30221 
32269 

43422. 

46350, 

49182. 

54203. 

•1278, 
,  9039, 
13140, 
16641, 
19491. 
20643, 
21822. 
25343, 
27268 
30400, 


32813.  33045 


74  '2087 

76 46466,54506,  54512,  54778,  56211 

'3670, 

5708,  17502,  18103.  19492,  23519.  30222. 

30401 
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Conlinued 

Page 

'      45584,  47496 

....  ---  .18408 

--       ^^jg^    45584,  46888 

•2088,8674.25879.28164 

•19498.30222 
..---. •4158. 

^14l'24.T5930.  25881 .  26030,  27974 
•14124.  15930.  25881,  26030.  27974 
•14124   15930,25881.26030.27974 

52709 

---.-- •11252. 

r4124,'l5930,  25881,  27629.  27974 

■2089.  5708,  12204,  15438,  18103,  27628 


1.4 
1.22 


TITLE  49— TRANSPORTATION 

Subtitle  A — Office  of  the  Secretary  of 
Transportation 

ff)f5)   added 53798 

(a)  and  ibi  amended;  (c) 
removed;  (d>  through  (j>  re- 
designated as  '  c  »  through  ( i  >  -  44042 

(a)  amended 44042 

le'iSi     added '22366 

(a)  (10)  added 45011 

(V)  added •12176 

added '22366 

(fi   revised 48122 

(q) ,  tri ,  and  (u)  revised 56327 

(h)  amended 56327 

(n>    removed 56327 

(c't8»     amended;     (c)(10) 


1.23 

1  44 
1.45 
1.46 

(V) 

1.47 
1.49 
1.55 
1.56 
1.59 


added   45011 

(aM4'   added 49487 

(1)  removed;  (m)  redesignated 
as  <n»;  new  »1)  and  'm) 
added   56327 

lb) '9'    added '22366 

1.64  Revised    44042 

1.65  Removed 44710 

1     Appendix  A  amended 44043 

25     Appendix  A  tables  revised.--       '13 

91     Added 54770 

99     Revised    . '3119 

99.735-11     'aH2>    amended '5359 

99.735-15     'a>    and   lO  '2) 

amended   '5359 

99.735-35     ib"    amended *5359 

99  735-37     Amended    'SSSQ 

99    Appendixes       B       and       C 

amended   '5359 

Appendix  C  amended.^-    '8144,24278 

Chapter  I — Materials  Transportation 
Bureau,  Department  of  Transporta- 
tion 

171.7  idWl>  amended 52300 

171.8  Amended 57020 


(e) 
172.400 
172.406 


Page 
171.15     (a)(4)  revised 57020 

172.100  (c)  and  (h)  introductory 
texts  amended;  ^c)<7)  re- 
vised    ""^'^ 

172.101  Revised   57021 

Table  amended '7140,28133 

172.201     (a)(1)     and     (a)  (1)  (ii) 

revised 57067 

172.203  (e)  and  (g)(1)  revised; 
(g)(2)  removed;  (g)(3)  re- 
designated as  ig»(2) 57067 

172.204  (a)  introductory  text  re- 
vised     57067 

(C)(4)    amended '22367.22880 

172.304     Heading  revised 57067 

172.306  Heading  and  laMl)  re- 
vised    57067 

172.312  (a)  introductory  text  re- 
vised    57067 

172.328     Revised   57067 

172.330  (a)  introductory  text,  'c) 
(1)  and  (2),  and  id)  revised; 

added 57067 

(b)(6)  revised 57067 

(a)   amended 57067 

172.500—172.558  i  Subpart  F) 
placarding  effective  date  ex- 
tended to  1-1-78 *288B8 

172.504     (a)   and  (Od)   revised; 

(a)  tables  amended 57067 

172.508     (a)  revised 57068 

172.512  (a)  revised  and  table  re- 
moved; «b)   amended 57068 

172.514     (a)   amended 57068 

172  Appendix  B  amended 57068 

173  Authority  citation  revised---  55878 
173.6     (b)(3)  revised 57068 

(b)   amended 57068 

(a)  revised '2689 

Revised   57068 

(ci  table  amended '28133 

(c)  removed;  'd)  through 

redesignated      as      (O 

through    tk) 57068 

173.63     (e)(2)    revised '28133 

(a)(5)  revised 55876 

(c)  revised 50263 

(a)(1)    revised 50263 

(e)  (2)  (ii)    revised '11239 

(b)  revised '11239 

(p)    revised 50263 

(c)    removed 57069 

(m)i5)     revised 50263 

(a)(26>    added 55876 

(a)  introductory  text  and  (d> 
revised;  imxiO),  dD. 
(12).  (13).  and  (15)  amend- 
ed   57069 


173.8 
173.22 
173.29 
173.31 
173.33 
(1) 


173.64 

173.66 

173.68 

173.88 

173.92 

173.100 

173.116 

173.119 


Note:  Symbol  O   refers  to  1977  page  numbers 
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Page 
173.124     (a)(3)    revised 55876 

(a)(5)    amended 57069 

173.132     (a)  (2)   revised '11239 

173.139     (a)(4)    revised '28133 

173.141      (a)  (7)  revised 50263 

173.145     (a)  (7)  revised 50263 

173.148     lb)   added '11239 

173.163     (aii8)    revised '11239 

(a)(7)  revised '28133 

173.182     (c)(3)  and  (4)  added-.^  55877 

173.205     (a)(2)  added '11239 

173  208     (a)(2)    added 50263 

173  214     (c)(5)    added •11239 

173.217     iaM5)     revised;     (a)(6) 

amended 57069 

(a)(6)    revised '11239 

173  219     (a)(1)  revised '11239 

173.221     (a)(7)  revised '11239 

173.223  (a)(1)     revised;     (a)(6) 
added '11239 

173.224  (a)(3)  and  (4)  revised..  55877 

173.232     (c)(6)   revised 57069 

173.242     (c)  revised '28133 

173.244  (c)  removed 57069 

173.245  (a)     (29)    and    (31)    re- 
vised     50263 

<a)(18)  and  (32)  revised '28133 

173.245b     ia)(8)    revised '28133 

173.247     (a)(2)  added 55877 

(a)  (17)  revised '11240 

173.247a     <a)i3i  added 50263 

173.249     (b)      introductory      text 

amended 57069 

ia)(6)   revised '11240 

173.252     (gxl)   revised 55877 

173.256     (a)i6)   added '11240 

173.262  (a"12)    added 50263 

(b)i2)    revised 55877 

173.263  (a)  115)     and     (17)     re- 
vised     50263 

(e)    added 57069 

173.264  I  a)  (IP       revised;       (a) 

'18)   added '11240 

173.265  (b)(3)   revised '11240 

173.266  (b)(9)     added 50264 

173.268     (c)(2)    revised '28133 

173.271  (a)(ll)    revised 50264 

(a)(3)     added;     (a)(8)(ii)     re- 
vised     55877 

173.272  (g)  and  (i)(6)   revised..   50264 

173.273  (a)  (4)  introductory- 

text  and  (a)  <4)  li)  revised^.   '28134 

173.276  (a)  introductory- text  re- 
vised     57069 

173.277  (a>(7)    added 50264 

ia"8i   added '11240 


Page 

173.288  (e.)  added 55877 

(a)  introductory  text  revised —  57069 
<f^    added '28134 

173.289  (a^  (2)   introductorv"  text 

and  '1)  revised 55877 

I  a '  '  2  '    mtroductroy   text   and 

ia"2''i'    revised '28134 

173.294  Heading  and  lai  intro- 
ductory text  revised 57069 

173.299  (a)  (2)  revised 50264 

173.300  (b)  introductory  text  re- 
vised     57069 

173.301  (d)(2)  revised 55877 

'1)  -revised 57069 

173.304     (ai(2)   table  amended.   '28134 

'a)<2v  table  corrected '33293 

173.306     ie)(li(i)    revised 50264 

(d)(2)  and  (f)(3)(i)  amended.  57069 
173.314     (c)   Note  12  and  (ei   re- 
vised      55877 

<c»  table  amended '28134 

173  315     laiili   Note  11  revised..  55878 

ia)ili    amended;    ia)il)    notes 

14  and  15  revised 57069 

173.332     (d)  revised 57070 

173.336     ia)i3'    revised 50264 

(a)(3)   revised '28134 

173.338     Removed  57070 

173343  I  a)  intrcxluctory  text  re- 
vised      57070 

173.345  (a)  introductory  text  and 

(b)   revised 57070 

173.346  iaii27)  added 55878 

ia'i20i   revised '11240 

(ai(lO)  revised '28134 

173.348    Correctly  designated 

173.384 '2071 

173.353  le)    revised '11240 

'a>i2)  revised '28135 

173.354  (a)(4)  revised 57070 

173  357     (b)(2)   revised '11240 

173  358     (a)(5)    revised;    <ai<13) 

added   55878 

ai  '  11 )    revised;   (a)  (14) 

added '11240 

laMiD  revised '28135 

173.359  (a)(6)  and  (b)(5)  re- 
vised; (a)  (15)  and  (bXir 
added   55878 

(a)  (16)   added '11240 

173.360  (a)(5i  added 55878 

173364     ia>  i2i  revised 50264 

'aiiD  amended;  'b)  revised..-  57070 

173.365     (a)i5)   added '11240 

173  366     (b)(3)  added 55878 

173.370     (a)i2)    added '28135 

173.373     iai'5'    added 50264 
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Title  49,    Chapter   I — Continued 

Page 

173  377      ai   tl)  and  (2)  revised; 

,bi'6>   added *^^?,tl, 

173.384     Added Sj^jp 

Added    -  '2071 

173  386     id  I      introductory     text 

amended S'^O'^O 

173  392     <&'.  (c)(7),  and  (d)(5) 

amended ^ 57070 

173.426-173.432  ^Subpart  I)  Ap- 
pendix A  removed 57070 

173  615     'e)    ad3ed *5059 

173.622     a»i22i   revised '28134 

173.635     (a)(5)  added 55878 

173.800  Heading  and  'a)  Intro- 
ductory text  amended 57070 

173  838     lai    revised *11241 

173.1025     Revised    57070 

173.1200     I  at     introductory    text, 

(a>'2Miiii     and    (8>(ii)     re- 
vised; Appendix  A  amended--  57070 

174  Heading   corrected '2071 

Placarding    effective    date    ex- 
tended to  1-1-78 '28888 

174  5     Revised        57071 

174,8     ib>   amended 5707T 

174  10     <a'  amended;  (c)  revised-  57071 
174.12     lai   amended 57071 

174.24  lb'  removed;  <c'>  redesig- 
nated as  ifai  and  revised 57071 

174.25  iaii2)iii»,  ibi  introduc- 
tory- text,  (b)i4),  and  (c)  re- 
vised; ib)i6i  removed 57071 

174.26  ib»  amended;  ic»  added--  57071 
174.63     Heading  and  (a)   amend- 
ed    57071 

174.69     Revised   57071 

174.84     Amended 57071 

174  88     Amended 57071 

17489     Amended 57071 

174  101     ini     introductory     text, 

111,  i2> ,  and  i3  '  amended 57071 

174.104'  if»    revised 57071 

lb)  1 10'  revised-    '28135 

174.112     'bi   amended 57072 

174.480     Amended 57072 

174.810     ic>   revised 57072 

175.10  lai  amended 57072 

I  ail  6  I    revised '22367,22880 

175.30     ib>   amended 57072 

175.320     10  ill  and  1 2)  revised-.-  54942 
175700       di     revi.sed '22367,22880 

176.11  'ai   amended 57072 

176.30     I  a'  revised 57072 

176.45     lai  amended 57072 

176.48     lai   and  lO  amended 57072 

176.52     ibi   amended 57072 

176.63     tb)   amended 57072 


Page 

176.74     (c)   amended 57072 

176.83     (d)(3)(i)(B),  (ii»'Ai  and 

(B),  and  <tii"A^  amended--  57072 
176.905     (c)   amended;    'ii   intro- 
ductory text   revised;    (i»(2) 
removed;  (i)(3),  (4),  and  (5) 
redesignated    as    (i)(2).    (3). 

and  •4);  (1)  added 57072 

178.0     Added   '2689 

178.0-1     Added   *2689 

178.0-2     Added   '2689 

178.36-20     (a)(3)    amended '2689 

178.37-20     (a)(3)    amended '2689 

178.38-20     (a)(2)    amended '2689 

178.39-19     (a)(2)    amended '2689 

178.40-20     (a) '2)    amended '2689 

178.41-19     (a)(2)    amended '2689 

178.42-14     (a)(2)    amended '2689 

178.43-20     (a)(2)    amended '2689 

178.44-23     (a)(2)    amended '2689 

178.47-21     (a)(2)   amended '2689 

178.48-19     (a)(2)    amended '2689 

178.49-19     (a)(2)    amended '2689 

178.50-19     (a)(2)    amended '2689 

178.51-19     'a)  (2)    amended '2689 

178.52-19     (a)  f2j    amended '2689 

178.53-18     (a»i2)    amended '2689 

178.54-20     (a)(2)    amended '2689 

178.55-20     (a)(2)    amended '2689 

178.56-19     (a)<2)    amended '2689 

178.57-20     (a)(3)    amended '2689 

178.58-21     (a)(2)    amended '2689 

178.59-18     (a)(2)    amended '2689 

178.60-22     (a)(2)    amended '2689 

178.61-20     (a)  f2)    amended '2689 

178.65-14     (b)(8)   revised '2689 

178.68-19     (a)(2)   amended '2689 

178.205-17     (a)(4)   and  (5)    add- 
ed    •   28135 

178.219-3     Corrected 56807 

178  219-13     *a><l)   amended;   <a) 

(2)  revised;  eff.  1-3-77 56807 

179.202-13     Revised '28135 

192.619     (a)  (3)  and  (c)  revised--  47253 
192.707     (d)(1)  and  (e)  (2)  (i)  re- 
vised       56808 

Chapter     II — Federal     Railroad    Ad- 
ministration, Department  of  Trans- 
portation 
Chapter  II     Interpretation.  '4464,  10995 

211     Revised 54183 

211.29     <a)     revised '27593 

215.11     (b)  Introductory  text,  (c) 

(7),  and  <e)(l)(i)  revised--.  44044 

215.25     Revised   44044 

215.223     (c)   revised 44044 
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Page 
215.225     (b)  Introductory  text  re- 
vised    44044 

217  Appendix  A  added 46853 

218.5     (a)  revised;  (d)  added '2320 

(e),  (f),and  (g)  added '5065 

Effecti^■e     date     postponed     to 

9-30-77    '33037 

218.15     (a)    corrected '3843 

218.23     (a)  and  (b)  revised;   (d) 

added '2320 

(a)  corrected '3843 

Effective     date     postponed     to 

9-30-77    '33037 

218.25  (a)  revised;  'b)  and  (c) 
redesignated  as  (c)  and  (d)  ; 
new  (b),  (e),  (f),  (g)  and  (h) 

added '2321 

Effective     date     postponed     to 

9-30-77    '33037 

218.27    Revised •2321 

Effective     date     postponed     to 

9_30-77    '33037 

218.29     (a)    revised '2321 

Effective     date     postponed     to 

9-30-77    '33037 

218.31—218.37  'Subpart  C) 

Added 'SOeS 

218  Appendix  A  added 46854 

Appendix    A    technical    correc- 
tion    48343 

220  Added -.   '5069 

220.61     <b)^4)    revised '12176 

221  Added '2325 

221.5     (c)    corrected '3843 

221.13     'a)    corrected '3843 

221.15     (c)(1)    revised '3843 

225.5     (b)(2)    revised 50690 

225.11     Revised '1221 

225.19     lb)  and  lO  revised 50691 

(d)  revised '1221 

225.21     (b)  and  (c)  revised '1221 

225.23     (a)  and  (b)  revised '1221 

225     Appendix  B  revised '1221 

228     Interim  rules 53029 

Appendix  A  added '27596 

Interim  rules  amended *  27896 

230331     -a'    revised '8145 

231  1     Note   revised '1222 

258     Added 44573 

Technical  correction 46601 

Revised  '28980 

258.7     (a)(4)(v)    revised '4652 

(a)  i4)  (v)  corected '12434 

(bi      introductory     text     cor- 
rected     '30840 

258.9     (c)    introductory  text,   (c* 

(3).  (e)  and  igi  corrected..   *30840 
258.19     <bi    corrected '30840 


Page 

258.23     (a)    corrected '30840 

258.27     (b)(2)(ii)    corrected '30840 

260     Added 44580 

260.1     Amended 53998 

260.3  la)  revised;  if)i4'  amend- 
ed; (hi  through  im  redesig- 
nated as  1 1 1  through  <  0  1  ;  new 

(h)   added 53998 

260.5     Amended 53998 

260.7     (a)(4i  iii)(D)      and     (13> 

corrected  46601 

(a)  (4)  (v>  and  'aiilOi  revised; 

(a)  (6)  'i  I  and  ^a  1  1 13* 
amended;  (at  114)  redesig- 
nated as  ia)<15i;  new  lai 

(14)    added 53998 

(a)(7)(i)    revised '4652 

260.9  (a)  and  ibi  removed;  (c) 
through  1 1 1  redesignated  as 
ta)  through  '}>;  new  ic  in- 
troductory text.  <di  and  <ei 
revised;  new  ifi  1)  amended.  53998 
260.11     (b)  < 2)  corrected 46601 

(b)  (4)  and  i5'  added 53998 

260.13  Removed;  new  260.13  re- 
designated from  260.17 54000 

260.14  Redesignated  from  260. 18.  54000 
260  15     Removed;   new  260  15  re- 
designated from  260.19 54000 

260.16  Redesignated  from  260  20.  54000 

260.17  Redesignated  as  260  13; 
new  260  17  redesignated  from 

260.21  and  amended 54000 

260.18  Redesignated  as  260.14; 
new  260.18  redesignated  from 

260.22    54000 

260.19  Redesignated  as  260  15; 
new  260.19  redesignated  from 

260.23    54000 

260.20  Redesignated  as  260  16; 
new  260.20  redesignated  from 

260.24    54000 

260.21  Redesignated  as  260,17 
and  amended:  new  260,21  re- 
designated from  260.25 54000 

260.22  Redesignated  as  260  18; 
new  2G0.22  redesignated  from 

260.26    54000 

260.23  Redesignated  as  260.19; 
new  260.23  redesignated  from 

260.27    54000 

260.24  Redesignated  as  260.20; 
new  260.24  redesignated  from 

260.28    54000 

260.25  Redesignated  as  260.21: 
new  260  25  redesignated  from 

260.29    54000 
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Page 

260.26     Redesignated     as     260.22; 
new  260.26  redesignated  from 

26030    54000 

260  27     Redesignated    as    260.23; 

new  260.27  redesignated  from 

26031    54000 

260  28     Redesignated    as    260.24; 

new  260  28  redesignated  from 

260  32    54000 

260,29     Redesignated    as    260.25; 
new  260  29  redesignated  from 

26033    54000 

260  30     Redesignated  as  260.26.--  54000 
260.31—260.35   'Subpart  O 

Added '4652 

Appendixes  A  and  B  amended- '12434 

Appendix  A  corrected •13278 

Appendix      B     Forms     repub- 
lished     '13279 

260.31  Redesignated  as  260.27_--  54000 

260.32  Redesignated  as  260.28---  54000 

260.33  Redesignated  &s  260.29---  54000 
260.35     'ai  i2> .  i3i ,  and   (4).  (b) 

(1»  <  ill  and  (2)  (i>  amended-  '12434 

ibM4i   corrected '13278 

265     Added *4288 

267  Added *8640 

268  Added '4984 

Filing  time  extended '9181 

Authority  citation  corrected-.  '11838 

268,3     (1'   correctly  added '11838 

268.9     «bi    corrected '11838 

268.17     lai  '2' .  '5* ,  <7)   and  (b) 

i2'   corrected 'IIBBS 

268.21     Added    '4986 

Correctly   designated •11838 

268  23     ih»    corrected *11838 

268.25     'b'     'l>,    (2),    and    (3) 

corrected  '11838 

268  27     ib''l'    through   (4)    and 

(e><li    and   '2'    corrected..  '11838 

268.29     le)  corrected '11838 

268.35     le^   (f)(1)    corrected-.-   '11838 

Chapter  Mi — Federal  Highway  Ad- 
ministration, Department  of  Trans- 
portation 

301.60  (a)'2i  and  -3),  (d)(2) 
ti)  and  iiii>,  and  le^il)  and 
(4)   through  '6^   revised '18081 

310.4a     (g)    revised '2964 

310.5  Amended    '2964 

310.6  Amended    '2964 

310.7  Revised '2964 

310.13     Revised *2964 

310.16     Added  '2964 


Page 

385  Removed '18077 

386  Revised    '18077 

Authority  citation  revised;  com- 
ment time  extended  to  8-1- 

77     '26428 

391.47  Revised '18081 

393.24    Footnote  1  amended 53031 

393.48  (b)(2)  revised 53031 

393.60     (c)   amended 53031 

393.69     (a)   amended 53031 

393.75     (f)   revised 53032 

393.95     fi>    amended 53031 

Chapter  V — National  Highway  Traffic 
Safety  Administration,  Department 
of   Transportation 

Chapter     V     Cross-reference     to 

entry  for  23  CFR  658. 7_  49808.  49811 
Temporary'    procedural   regula- 
tion  added '2866 

501.2  (f)  revised;  eff.  9-22-76. __  47933 

501.3  Introductory  text  and  (a> 
(l)(i)  amended;  (b>(6)  re- 
designated as  lO  ;  new  (b>  i6) 
added;   eff.   9-22-76 47933 

501.7  (c)  introductory  text  and 
(1)  revised;  <cm2)  and  (3> 
redesignated  as  (ch3»  and 
(4);  new  (c)(2)  added;  eff. 
9-22-76 47933 

(aH4)  added '9667 

501.8  (e)(1)  and  (f)(2)  revised; 

eff.  9-22-76 47934 

(c)  amended:  (i)  added '3843 

(1X2)  added '9667 

531     Added '33552 

533     Added •13816 

556  Added '7147 

557  Added 56812 

567.4  (h)   Introductory  text  and 

(3)  added;  (h)(2)  revised..     '7144 
(g)(4i   revised '31162 

567.5  (a)(6)    revised '31162 

568.4  (a)(5i    revised '31162 

569.1     Revised '21613 

569.7     (a)(l'     amended;     (a)  (2) 

introductor>'  text  revised...  '21613 
571.3     Amended '7144 

571.5  (b)<l>  and  '3)  revised 52880 

(b)(3)   revised 56812 

571.106-74     Std.   No.    106-74 

amended:  eff.  11-26-76 52055 

571  108     Std.    No.    108    amended; 

eff.  11-1-76 46437 

Amended:  eff.  11-18-76 50826 

Amended;  eff.  2-7-77 '7144 
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Page 
571.109    Std.  No.  109  Appendix  A 

amended:  eff.  2-22-77 '3844 

Appendix  A  amended;  eff.  3-14- 

77 '9022 

Std.     No.     109     amended:     eff. 

3-7-77 '12871 

Appendix     A     amended;      eff. 

7-11-77    '30620 

571.111     Std.    No.    Ill    amended; 

eff.  2-26-77 56813 

571.116     Std.    No.    116    amended; 

eff.  9-1-78 54944 

571.120  Std.  No.  120  revised;  eff. 
2-7-77 '7144 

571.121  Std.  No.  121  amended; 

eff.  11-26-76 52057 

Std.  No.  121  amended;  eff. 

6-13-77  '30190 

Std.  No.  121  amended;  eff. 

6-27-77  '33294 

571.208  Std.  No.  208  amended; 

eff.  1-19-77 '5071 

Std.  No.  208  amended;  eff. 

6-2-77  '28136 

571.215  Std.  No.  215  amended: 

eff.  6-20-77 '31163 

571.219    Std.    No.    219   amended; 

eff.  12-16-76 54946 

571.222     Std.    No.    222    amended; 

eff.  4-1-78 54945 

572     Heading  amended •7151 

572.1—572.4  i  Subpart  A)  Head- 
ing added '7151 

572  1     Revised '7151 

572.2  Amended '7151 

572.3  Amended '7152 

572.4  ic  removed;  'a)  revised--   *7152 
572.5— 572.11  'Subpart  B'      Head- 
ing added *7152 

572  5     <ai    revised '7152 

572.6  ibi    and  'cii2>   revised.--   '7152 

572.7  'ci'5>  removed;  'CMS'iiii 
revised;   ib)   amended '7152 

(b)  corrected '12176 

572.8  (d)<9>  removed;  (d)(4) 
amended;    'C,   (d)    (1),   (3). 

and  '5'  revised '7152 

572.9  Revised '7152 

572.10  'bi  amended;  ic^  il)  and 

i2i    revised '7153 

572.11  'V  '6>  and'li  added;  (c) 
amended;  (bi.  'hi,  a*  intro- 
ductory text,  liMi)   and   i4'. 

and  'k'  revised '7153 

577     Revised 56816 

581     Revised:  eff,  9-1-78 '24059 


Chapter  VI — Urban  Mass  Transporta- 
tion Administration,  Department  of 

Transportation 

Page 
601,1—601.4  (Subpart  A)  Revised-  56808 
601.10  'Subpart  B>      Revised 56809 

604.3  Amended 56651 

604.4  Added 56651 

604.15     la'    intrcxiuctory  text  re- 
vised    56651 

604,20     (b)  revised 56651 

609,15     (a)  through  (c)  revised..  45842 

(a)    revised '9655,13817 

630     Added '3773 

Chapter    VIII — National    Transporto- 
tion    Safety    Board 

800     Appendix  revised '8379 

801,53     Revised '13284 

801.59     Added    '13284 

804     Added '13284 

804,3      'C    added- '31794 

821,60—821.63     'Subpart  J) 

Added '21613 

825.40     Added    '21614 

Chapter    IX — United    States    Railway 
Association 

903     Added '14113 

905     Added '16149 

922     Revised 50692 

Chapter  X — Interstate    Commerce 
Commission 

1002  Filing  time  extended '31163 

1002,2     'd'    amended '21783 

Comment   time  extended '25862 

1003  Filing  time  extended '31163 

1003.1  la'  Forms  amended 53799 

'a>   amended '21783 

Comment  time  extended '25862 

1003.2  Forms   amended 53799 

1003.3  'b)  Forms  amended 53799 

1012     Added  '13798 

j023  32      if'    amended, '6370 

1023,40     'b'    amended '6370 

1023     Appendix  of  Forms 

amended '6370 

1033,16     'a'  '3i,  (O,  and  (d)   re- 
vised      '2965 

1033  995     Removed 45567 

1033,1002     Removed 45567 

1033  1084     'e'    revised '6371 

1033.1102     'C    revised 48122 

'C'    revised '22368 

1033.1131     (e>  revised '12056 

1033  1156     'f'    revised 45843 
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Page 

1033  1163     ie>  revised 48343.56652 

.e,    rev.sed '6585,22368 

1033. UTl     (g'  revised 52695 

ig>  revised '^^Ij^ 

1033.1182    Revised '3844 

1033.1188     lei   revised 45843 

6'    revised *21294 

1033.1200     idi    revised '3309 

(d)  revised *^Uoo 

1033.1202     (d)  revised 437^3 

(d>  revised •17448 

1033.1210     <h'    revised •6817 

1033  1211     (ei   revised-- ---  43723 

(e»    revised •17448 

1033.1213     ie»  revised 50448 

Removed    56652 

1033.1215     <ei   revised 52696 

1033.1226     lei  revised •3310,30841 

1033  1229     Removed  _    '10847 

1033.1230     <gi     revised...   •12057.22368 

1033  1231     if  I  revised •3310 

1033  1234     Revised   45989 

(k»    revised 52695 

Revised 55879 

Revised   •5359 

(k)    revised •12056.16780,28543 

(el     revised  *12056 

1033.1237     Added:  eff.  11-30-76  to 

5-31-77 52880 

Revised;  eff.  5-31-77  to  11-30- 

77    •28888 

1033.1240  (e)  revised 48343 

ie>    revised ^22367 

1033.1241  (e>  revised 43723 

(ei    revised •17447 

1033.1242  (ei  revised 48344 

(6)    revised '6584 

1033.1245     Revised   52696 

(e>    revised •12056 

1033.1247  (di   revised '6371 

1033.1248  te)    revised •6371 

1033.1249  igi  revised 50448 

(g)    revised ^25326 

1033.1250  (e)     revised 50449 

1033.1253  Added 45567 

1033.1254  Added    48122 

(f)    revised '3309.30841 

1033  1255     Added 54772 

1033.1256  Added '4468 

1033.1257  Added '4849 

Revised •6371,  7156 

1033.1258  Added '6372 

1033.1259  Added '9668 

1033.1260  Added   ^11838 

Revised •13818 

(a)(2)   revised •148f0 


Page 

1033.1261  Added   '16628 

Added;  eff.  3-23-77  to  4-15-77.  '16415 

1033.1262  Added    '16781 

1033.1263  Added   '18082 

•  I)    revised '22881 

1033.1264  Added  ^21293 

1033.1266  Added    '24278 

1033.1267  Added    '26656 

1033.1268  Added    '26657 

Revised    '2T248 

(e)   revised '31164 

1034.994     Removed 45990 

1034.1252     Added 45568 

1036     Revised    '23512 

1036.4     Revised '8380,25326 

1036.7     Effective  date  stayed-.-    '26985 
1041  21—1041,23     Eff.  date  stayed 

to  4-8-77 '16628 

1041.21  Revised   56653 

1041.22  Removed:     new     1041.22 
redesignated  from  1041,23 —  56653 

1041.23  Redesignated  as  1041.22.  56653 

1043     Filing  time  extended '31163 

1043.4     Revised •21783 

Comment  time  extended '25862 

1045A     Added   '21783 

Comment  time  extended '25862 

Filing  time  extended '31163 

1047.40     (d'i5i  and  (6)  added —  45012 

(d)   (3)  and  (4)  added '19 

1047.45     (d)(3)    added •lOOOS 

(d)(1)  revised ^15705 

1048.1—1048,15    Eff.  date  stayed 

to  4-8-77 •16628 

10i8,l     Revised   56653 

1048  2     Revised    56653 

1048.3  Revised   56653 

1048.4  Revised  44405 

Revised 56653 

1048.5  Flevised  56653 

1048.6  Revised  56654 

1048  7  Revised  56654 

1048  8  Revised  56654 

1048.9  Revised    56654 

1048.10  Revised   56654 

1048.11  Revised   56654 

1048.12  Revised   56654 

1048.13  Revised   56655 

1048  14  Removed:     new     1048.14 

redesignated  from  1048.42 56655 

1048.15  Added 56655 

1048.16  Added    '24742 

Added '31795 

1048.18—1048.42    Eff.  date  stayed 

to  4-8-77 '16628 

1048.18  Removed 56653 

1048.19  Removed 56653 

1048.20  Removed 56653 
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1048.21  Removed  _.. 56653 

1048.22  Removed 56653 

1048.23  Removed 56653 

1048.24  Removed 56653 

1048.25  Removed _-.  56653 

1048.26  Removed 56653 

1048.27  Removed 56653 

1048  28     Removed 56653 

1048  29     Removed  .__ 56653 

1048.30  Removed 56653 

1048.31  Removed 56653 

1048.32  Removed 56653 

1048.33  Removed 56653 

1048.34  Removed 56653 

1048.35  Removed 56653 

1048.36  Removed 56653 

104837     Removed 56653 

1048.38  Removed 56653 

1048.39  Removed 56653 

1048.40  Removed 56653 

1048.41  Removed 56653 

1048.42  Redesignated  as  1048,14.  56655 
1048,101     (c)(1)   through  (4)   re- 
vised:    (c)(5)     through     (7) 
added   56655 

Eff,  date  stayed  to  4-8-77 '16628 

1049,2     <a<  revised 56655 

Eff.  date  stayed  to  4-8-77 '16628 

1056.1     (di    redesignated  as   (e) : 

new  (d)   added '3169 

1056.6  fe'  amended:  <f)  added..  52465 

<d>    amended '9669 

Effective  date  postponed '10760 

(di  added;  eff,  5-1-77 '11839 

1056.7  Appendix  A  amended 53486 

(b)   revised '5361 

1056.26     Added '9669 

Effective  date  postponed '10760 

Effective  date  5-1-77 '11839 

1056,30     Added  '3169 

1057     Administrative    ruling 46438 

1061,1     (a>  nomenclature  change.  45843 

1063     Added '29310 

1067     Added '15705 

1090,5     (at  revised 48345 

1100     Revised    '23806 

Effective    date     postponed     to 

7-19-77    '33037 

1100  5  <c)  revised.  '25863,  27598,  29311 

1100,12  'e>    revised '25863. 

27598,  29312 

1100,57     Revised    53799 

1100,101     'di  amended 50827 

1100,247     Revised    53800 

(e)<3)   revised '4126 

1100     Apnendix  B  corrected '27598 

Appendix  B  revised '29312 


Page 

1101.1  Introductory  text  revised: 
undesignated    text    following 

'b'  removed 50827 

1101.2  Introductory  text  revised-   50827 
1102     Schedules  A,  B.   C.   and  H 

amended:  Schedules  D,  E,  and 

F  removed '8643 

1102  1     Amended '8643 

1102,4     (f)   and  (g)   redesignated 
as    fg)     and    (h)  :    new    if  i 

added '8643 

1104     Revised:   CFR  correction.   '16628 
1104,1—1104,10     Text   designated 

as  Subpart  A '32541 

1104,20—1104,26       (Subpart      B' 

Added '32541 

1108.6  'h)  amended-  '. 54772 

1108.7  (a),  (b)  introductory  text. 

<2),  and  '4>  amended 54772 

1108.8  (O  and  'e*  amended 54772 

1108,12     ^a)  and  'b'  amended. „     54772 

1108  14     la) ,  (b> ,  and  le  I  amend- 
ed    54772 

1108,17     (b)  amended 54772 

1109  1     Added 44183 

110910     Added '9023 

1109.15     Added '9024 

1109.20     Added   '31603 

1111     RevLsed •14871 

1121     Revised 48521 

112120     ib)i2)     revised '2^327 

1121,22     (c)     revised '25327 

1121  30     (a)     amended '25327 

112132      'd)(l)     revised •2,'''327 

112426     Revised '31795 

1125  1     (di   revised:  (e)  added...  55691 

1125.2  Amended '8145 

1125.3  Introductory  text  amend- 
ed: (c)(4)  revised 55691 

(b)    amended '8145 

1125.4  lai  and  id'  amended:  (b) 
removed:  (c)  revised 55691 

1125.5  Introductory  text.  (g).  (1) 
(2).   (k) (2)   through  ^4)   and 

(1)  revised 55692 

(aXl)  through  (3),  (b)(1),  (5), 
(6),  (c)(1).  (14>.  feXl). 
(h)(2),  (j)  introductory 
text  and  (j)(5)  amended  55692 
fa^'S)  and  (o)  through  'si 
added:  'b) (2),  (5) i54i  and 

(k)(5)  removed 55692 

(j)  (5)  and  (k)  (2)  (ii)  amended.   '8145 

'a)(5>    revised _.    '26658 

11259     If'    amended 55693 
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Title   49,    Chapter   X — Continued 

Page 

1125     Appendixes  I  and  II  amend- 

e(i 55694 

Appendixes  I  and  II  amended--  *8145 

1127.5  (hi'lO)    and  <k)   amend- 
ed; ie>'15»  revised 56328 

1127.6  <b'  revLsed 56328 

1127.8     'd'  revised 56328 

1127.10     Added 56329 

1131.4  <c'  adO'.-d 43905 

1201  Existing  lext  designated  as 
Subpart  A,  Subpart  B  added-  48973 

Amended 52466 

Amended  '6585,33295 

1201.920     le^    added *8381 

1202  Amended  52466 

Amended *33296 

1204  Amended 52467 

.Amended •33297 

1205  Amended  52467 

Amended *33298 

1206  Amended 52468 

Amended *33299 

1207  Amended 52468,  56819 

Amended •10692,33301 

1208  Amended 52470 

Amended *33303 

1209  Amended  52470 

Amended ^33304 

1210  Amended 52471 

Amended *33306 

1241  11     'b>   removed '1475 

1241,21     'b'    removed '1475 

1241.31     <h>    removed •1475 

1241.61     tb)   removed '1475 

1241.70     <b)    removed •1475 

1249.1     <b)    removed •1475 

1249.5  'bi    removed '1475 

1250,10     <b'    removed •1475 

1250,20     'b)    removed ^1475 

1251,1     lb)    removed •1475 

1253  Nomenclature  change "_  54773 

1254  Added   --  44045 

1254  03     iji   revised ^9026 

1254.10     Added   —  '19147 

1306.4     ia>  revised '10995 

1307.21—1307.50  '  Subpart  B '  Re- 
moved; effective  date  stayed.  ^^  15416 

1307.35     -ei    added '•28889 

le'  compliance  date  corrected  to 

9-5-77 ^30190 

id)  added ^31796 


Page 
1310    Added;    effective  date 

stayed '15416 

1310.9     (a)(5)  corrected 55716 

1310.25     (g)(l^  corrected 55716 

1310.28     (h)(4)    corrected 55716 

1320.1     Revised   '22370,23840 

1320.2—1320.4     Removed    '22370 

1320.8  Revised  '22370 

1320.9  Revised '22370,23840 

1320.14  Removed '22370 

1320.15  Revised   '22370 

1320.16  Revised   '22370 

Title  49 — Proposed  Rules: 

1—99  (Suijtltle  A) '2864 

91    44871 

170   _   53824 

• 13309 

171 44711,  44712,  53824 

'13303,  27002 

172  r.. 50283,  52891,  53824,  54959 

•13309,  16459,  17891 

173  48553. 

52083,  52086.  52324.  53824.  54958,  54959 

'2709,  5708,  13309,  18409,  31815 

174 50283.  53824,  54959 

'5708,13309,31815 

176  ' 53824 

.V.V."..". '13309,  16i95,  17891 

176  '■   50283,53824,54959 

'13309 

177  ..  44712,  52083,  53824,  54959 
'13309 

178  --.v.-'. 53824.  54958 

•5708.13309,18409,31815 

179  ._ 52324,  53824 

•2709,5708,13309,31815 

180    53824 

181         53824 

182  53824 

183  '.'".'.'— 63824 

18t       53824 

185  "'    _.  53824 

188  ll""l-ll 53824 

187  53824 

188  II-.. -. 53824 

189  53824 

192   46463,  56834 

'8386,15932 

193  '." '20776,24758 

195  .       46463.56834 

'18412 

210  ..'- 49183 

211— 26'8  (Ch.  il) 50302 

.  '19359. 22184 

218 J -—  48128 

'20154,  24293 

221  --  50701 

226  51428 

228  53070 

'2994.5387 

230  '-" '2994 

231  51429 

232 56678 


Note:  Symbol  <'^    refers  to  1977  page  numbers 
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240- 

258 

260 

265 

267 

268 
391 

393 

395 
396 

417 

501- 

523 

525 
527 
529 
531 
533 
537 
570 
571 


47948, 

'7171. 


P««e 

-268    (Chapter  III '13309,25743 

'4660.10862,12443,15084.32277 

'32277 

46612,48371.  61063 

54007,  68898 

•3607 

44954,  50014.  60303 

-.  66898 

--  '16453 

63600 
15936 

•17891 

• 18103 

66679 

-590  (Chapter  V) '10321 

65388 

•2092 

63827 

46878 

'9040 

•18413 

52087.  53833 

•18867 

•5711 

45021, 

54959, 


54204. 


575 

580 

581 

590 

604 

630 

804  . 

821 

825 

850 

903 

1000- 

1012 

1041 

1047 

1048 
1049 
1056 
1057 
1082 
1090 
1100 
1106 
1109 

1124 
1201 
1206 
1207 
1211 
1241 
1251 
1300 


46460,  48555,  52892, 

64961.  56835.  56837 

•3187, 

10862.  12207.  15935,  27003,  30653,  33354 

54206 

'10320,30655 

'9045 

'10862. 30655 

'7172 

56680 

61536 

•5111,  21632 

'12208 

_.  • 12208 

66837 

'eeu 

-1332  (Chapter  X) •28560 

56340 

'15937 

52893.  54009,  54517 

'6373,26667 

46353 

'15937 

52501 

'21114 

'26667 

48130.  52754 

49282.  52501  .'^3832 

45076 

43743 

'14740 

'29526 

•15085 

•15085 

_.  '32814 

46013 

•32819 

-  •Qogs 

53680 


TITLE  50— WILDLIFE  AND 
FISHERIES 

Chapter  I — United  States  Fish  and 
Wildlife  Service,  Department  of  the 
Interior 

Page 
10—22  1  Subchapter  B       Heading 

revised '32377 

10,12     Amended   '32377 

10.21  Revised   '9181 

10.22  Revi.sed '9181 

Table  corrected '21110 

13.3     Revised   '10465 

Amended '32377 

13  12     Amended '10465 

ia»i2)      and      ^6),     and      <b> 

amended   '32377 

13.21     lb' '4'    amended '32377 

13.42     Amended     '32377 

13.46     Amended    '32377 

1347     Amended   '32377 

17.1  (ai  revised '10465 

17.2  iei  added '10465 

17.3  Amended    '28056 

17,7     <di    amended '28056 

17.11  'li    amended 45993. 

51021,51022,51612 

(i)  revised 47181 

'i>    amended '2076. 

28056,28137.  28545 
Table  amended '2968 

17.12  Added    '32377 

17.21     Republished 53033 

Republished   '2967 

17,31     Republished    '2967 

17,33     Introductory  text,  (a)   in- 
troducton.-  text,    (a)('l),    (c) 

and  'dt  revised '28056 

'b'i5i  and  6'  redesignated  as 
'b»  '6'  and  '  7'  ;  neu'  ib)  (6) 
revised:  new  <bti5)  add- 
ed      '28056 

17,40     <ci   added r  45994 

1742     Revised  '2076 

17,50—17,52     I  Subpart     E'     Re- 
vised     '32377 

17.61—17.63     .Subpart     F>      Re- 
vised     '32378 

17.71—17,72  'Subpart  Gi  Added_    '32380 

1787     Added    .    ."^1021 

1795     '  c  I  1 2 '  revised '28545 

20  105     <e^    amended 46854 

(e'   table  amended 48534 

(fi   table  amended 51612 

'ei    amended '21616 

20,108     Added '21616 

2128     tbi  revised 56330 


Note:   Sym.bol 
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Title  50,   Chapter  I- 


-Continued 

Page 

2141       a-  revised •17122 

23     Added '10465 

23  23     I  a)    and    (d)    tables    cor- 
rected    •26659 

23.43     Introductory  text  revised-  *17122 

26  33     Amended 54490 

Amended  *14732 

26.34     Corrected   44185 

Amended   47451, 

49487  49488.  49823,  50449,  50828. 
51795.  52696,  52697.  52881.  52883. 
52884,  53664.  53802.  54767,  54768. 
55357,  55531,  55879.  56820 
Amended  -  --  '10 -3.  2689.  2690.  29312 
Revi.sed;     eff,     6-6-77     through 

12-31-77  '23154 

27.31     Amended 47452 

28.28     Amended    •3845.16630 

32.11  Amended 43724. 

44047. 45568.  52300 
Technical  correction 48345 

32.12  Amended  43725, 

43905,  43907,  43908,  44048,  44693, 
44694,47452,43535.50449 
Amended •28545.  30621.  32248 

32.13  Amended 52884 

32.21  Amended 45568.46314 

32.22  Amended  43724, 

43725,  43906,  43907,  44047.  44406. 
44694.  44695,  45012,  47253.  51403, 
51795,52884.55879 

Corrected 44185 

Amended •2690,6817,9384.28545 

32.31  Amended 45568 

Amended '32801 

32.32  Amended  43724. 

43726,  43906,  43907,  44047.  44184, 
44185,  44406,  45012,  45013,  46443, 
51795,  52885 

Corrected 44185 

Amended   '30373,  30621,  32552.  33309 

33  4  Amended ^20301.  20824 

Amended 44048, 

47452,  45013,  49488,  49824.  49987. 

50828,  51795,  52472,  52697. 

52886,  53327.  53486,  53487. 

53977,  54490,  54769,  55358. 

55532,  55534 

Amended '1034. 

2690,  3845,  4849.  7956.  10003. 
10692,  10847,  13115,  13829,  14878. 
15910,  20824,  22874,  24060,  25737, 
26428,  26429.  27599,  29312.  30621. 
32248 


33.5 


50449, 
52885, 
53664, 


Chapter  11 — National  Marine  Fisheries 
Service,  National  Oceanic  and  At- 
mospheric Administration,  Depart- 
ment  of  Commerce 

Page 

215     Revised   49488 

216.3     Amended 43550,  55536 

216.24     (d)  (21(1)  (A)  amended.,-  43727 

(e)(3)(v)  amended 45569 

(e)  (3)  (v>     effective    date    sus- 
pended     47254 

(d)  (2)  (1)  (A)    revised '1035 

Amended  _   •13115,13829.14878,15910 

(c)  (5Hvi)    added;    (d)  (2>,  <ei, 

(f)  and  (g'  revised *12012 

(d)  (2)  (Q)  (iu) 'E)  (i)  redesig- 
nated as  (d){2)  (iv>  iE>  and 
(d)  (2)  (ivXE)  (ii)  redesig- 
nated as  (d)  (2»  (iv)  <F) :  'dt 
(2)(tu)(A)(l>   corrected '12874 

(c) (5) (vD  added;  <di <2) .  (e», 
and  (g)  revised;  effective  date 

confirmed   '14733 

(e)(2)ui)  and  dvXL).  (4)  and 

(5)  (i)  amended '24743 

216.32     (a)  introductory  text,  (a) 

(1)  (b),  and  (fH5>  amended- 51796, 

^     54946 

216.70 — 216.90     Revised 43550 

216.107     Corrected   '3845 

217.12  Amended    *28138 

222.11-1—222.13-6     i  Subpart    B) 

Revised   '28139 

222.13  Corrected '33309 

222.13-1     Corrected '33309 

222.23  (a>  amended 51612 

222.24  lei  added '28139 

240     Interpretation   '5698 

253     Revised 55535 

255.3  (g)(l>    amended '32249 

255.4  (f)  revised '32249 

258.5  RevLsed '30622 

260 — 266  I  Subchapter  G)  Re- 
codified from  Parts  260-279- -   '2326 

260  Subparts  A,  B,  and  C  head- 
ings  added '2326 

260  70  (b)(1),  <.2»  and  <3'  re- 
vised    51796 

260.250—260.299   (Subpart  D) 

Redesignated  from  Part  277.   ^2327 

261  Redesignated  as  264.350 — 
264.399   (Subpart  F) '2327 

261.100—261.149  < Subpart  A)  Re- 
designated from  Part  275 ^2326 

261.150—261199  (Subpart  B)  Re- 
designated from  Part  265 ^2326 

262  Redesignated  as  265.150 — 
265.199  'Subparts) '2327 


Note:  Symbol  (•)   refers  to  1977  page  numbers' 
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Page 
262.150—262.199   (Subpart  B) 

Redesignated  from  Part  265-  ^2326 
262.200—262.249   (Subpart  C» 

Redesignated  from  Part  268.   '2326 

263  Redesignated     as     264.100— 
264.149   (Subpart  A> '2326 

263.150—263,199   (Subpart  Bi 

Redesignated  from  Part  267  '2326 
263.200—263.249   (Subpart  C' 

Redesignated  from  Part  267_   '2326 

263.249  (Subpart  C  I   '2326 

263.250—263  299   (Subpart  D) 

Redesignated  from  Part  264-  '2326 
263.300—263.349   (Subpart  Et 

Redesignated  from  Part  269-   '2326 

264  Redesignated     as    263.250 — 
263.299   .Subpart  D' '2326 

264  100—264.149   i Subpart  A' 

Redesignated  from  Part  263-   '2326 

264  150—264.199     (Subpart  B' 
Redesignated  from  proposed 
Part  278 '2327 

264  200—264.249   (Subpart  C> 
Redesignated  from  Part  279.   '2327 

264.300—264,349   (Subpart  E> 

Redesignated  from  Part  266-  '2327 
264.350—264.399   (Subpart  F^ 

Redesignated  from  Part  261-  '2327 
264.400—264  449   'Subpart  G' 

Redesignated  from  Part  276-   '2327 

265  Redesignated     as    262.150 — 
262.199    (Subpart  B) '2326 

265.100—265.149  (Subpart  A> 

Redesignated  from  Part  272-  '2327 
265.150—265.199   (Subpart  B) 

Redesignated  from  Part  262-   '2327 

266  Redesignated    as    264.300— 
264.349    (Subpart  E» '2327 

266.100—266.149   (Subpart  A) 

Redesignated  from  Part  273-  '2327 
266.150—266.199   (Subpart  B' 

Redesignated  from  Part  270_   '2327 

267  Redesignated     as     263.150 — 
263.199   (Subpart  B) '2326 

268  Redesignated     as     262.200 — 
262.249   (Subpart  C> ^2326 

269  Redesignated     as     263.300 — 
263.349   (Subpart  E» •2326 

270  Redesignated    as    266.150 — 

266.199   (Subpart  B) ^2327 

263.249   (Subpart  C) ^2326 

271  Redesignated     as     261.150 — 
261.199   (Subpart  B) •2326 

272  Redesignated    as    265.100— 
265.149  (Subpart  G> ^2327 

273  Redesignated    as    266.100 — 
266.149   (Subpart  A) ^2327 

274  Redesignated     as     263.200— 


Page 

275  RedeslCTiatd  as  261.100— 
261.149    (Subpart  A' '2326 

276  Redesignated  as  264.400 — 
264.449   (Subpart  G) '2327 

277  Redesignated  as  260.250 — 
260.299   (Subpart  D) '2327 

279  Redesignated  as  264.200 — 
264249    (Subpart  C) '2327 

280  Revised    '25864 

280.6     (b-    re^'ised '32250 

285,10—285.21  Subpart  B'  Re- 
vised        .-.    '30373 

Chapter  III — International   Regulatory 
Agencies  (Fishing  and  Whaling) 

371     Added '30842 

Chapter  VI — Fishery  Conservation 
and  Management,  National 
Oceanic  and  Atmospheric  Ad- 
ministration, Department  of 
Commerce 

601  Comment  time  extended '2968 

602  Comment  time  extended---   '2968 

611     Added '8813 

611.3     (fi     corrected '12057 

611.9  (a (  corrected •12057,16631 

611.10  (a>    corrected '12057 

611.11  (a)  corrected '12057 

611.20  (b)  corrected;  (d)  re- 
moved     '12057 

(c)  d),  (e),  (f).  and  (g)  added; 

(d)   revised •12176 

(c)(1)    table    2    and    (gi    cor- 
rected     '16631 

(0(1)  table  2  corrected '18607 

611.50  (j)(2'  corrected '12057 

611.51  (j)  (2)  corrected '12057 

611.52  (e)(2)  and  (j)(2)  cor- 
rected   '12057 

611.53  (j)  (2)  corrected '12057 

611.54  (j)(2)  corrected '12057 

idi    corrected '16631 

611.70  fbMii  table,  (bi(2)(ll), 
(c).   (d)  <92»  'iil),  and   (f)  (2» 

corrected '12057 

611.80     (a)  and  'f)(4)  corrected-  '12057 

611.90  (h)  introductory  text,  (1). 
(2).  (3).  (4).  and  dO'  cor- 
rected     '16631 

|gM2i   and  (4)   revised;   (g>(5' 
and  (6'  added '22559 

611.91  Correctly  designated 8841. 

12057 
(c) (2), (d)(1)  (Iv)  and  (ri». (3), 
and    (h)     introductory    text. 
(2),  and  dO)  corrected '16631 
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Title  50,  Chapter  VI — Continued 

Pa/ge 

611.92  'd)  '2' ,     'dM3)  (iii)     cor- 
rected      '12057 

(c><2i  introductory  text  and 
ivli  and  'hi  introductory 
ccxt,  i2i  and  '13^  corrected.  '16631 

(ci<2'iii     revised '22559 

611.93  'b'lii,    I  hi    introductory 

text,  i2)  and    10  ■  corrected-  '16631 

611.94  'hi  introductory  text  and 

1 10)  corrected '16631 

620  Added '11839 

621  Added '12027 

651     Added '13998 

Effective  date  extended  to  6-12- 

77  '21784 

Revised    '29876 

651.7  'a)  revised '15065 

661     Added    leff    5-25-77  to  7-8- 

771     21412 

Extension  of  time  to  7-24-77--   '29485 
661.8— 661  11     Amended '26580 

661.8  (Cii2i  addec_      '27599 

661.10     ib>    redesignated  a.=   (c) ; 

new'b'  added '32250 

Title  50 — Proposed   Rules: 

10  50010 

16  '12972 

17  45573, 

48757,  49859.  51430,  53074,  53076. 

55729,  56839 


Page 

_-  •2101. 

2102,  2507.  4868,  6616,  7972.  9402,  9403, 
9687.  13567,  13569,  18106,  18109, 
18287,  20644,  27003,  27007,  27009, 
28165.  28903,  29527 

18  'soesg 

20 55901,  55903 

'ISSll, 26669. 33354 

21  46873,50011 

26  '4872 

32  44049 

•22903,  30524 

33  '5387 

91  --.  '30524 

216  43729, 

44049,  45015.  49507.  49859.  50458,  50842. 
61062 

•1049,  28904.  29533 

217  '4873 

222  56839 

'9402,  9403 

223  '4873 

251  •8389 

255 •21489,32557 

263  •4468,11849,15346 

274  '11849 

278  ^2327 

280  '12443,15085 

285  '21825 

611  55904 

'30875 

651  ^20156 
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(Additions  to  CFR  Finding  Aids  Volume,  Table   1;  January   1976  through 

June   1977) 

This  table  lists  the  sections  of  the  U.S.  Code  and  U.S.  Statutes  at  Large  which 
are  being  added  to  Table  1  of  the  CFR  Finding  Aids  Volume  as  a  result  of 
authority  citations  carried  in  the  Federal  Register  from  January  1976  through 
June  1977.  Recent  legislation  not  yet  assigned  within  the  U.S.  Code  is  carried 
by  public  law  number  at  the  end  of  the  list. 

In  order  to  determine  the  Federal  Register  page  numbers  of  the  parallel  CFR 
citations,  consult  the  Cumulative  List  of  CFR  Sections  Affected  above. 


U.S.  Code  CFR 

2  U.S.C: 

136 36    Part    703 

437d 11  Parts  100—115 

120—125 

130—134 

140—146 

438 11  Part.^  100—115 

3  U.S.C: 

202 31  Part  13 

208 31  Part  13 

301 32  Parts  719,  762 

5  U.S.C: 

22 45  Part  415 

500 31  Parts 

533 46  Part  536 

551—559 31  Part  8 

552 1  Parts  440.  441 

5  Part  2510 

7  Parts  600,  2610 

16  Parts  1014.  1015 

17  Part  145 

20  Part  401 

21  Parts  20.  21 

22  Parts  601,  1102 

29  Parts  1904.  2201 

36  Part  902 

39  Part  10 

41  Part  51-7 

43  Part  14 

49  Parts  802,  1007.  1056.  1067.  1131 

50  Part  520 

552a 1  Part  455 

5  Parts  1410.  2505 

11   Part   1 

12  Part  405 

16Part  1016 

20  Part-s  200.  401.  903 

21  Part  21 

22  Parts  603,  1003 

24  Part  16 
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78b 17  Part  249 

78c 17  Part  249 


PARALLEL  TABLE 


119 


15  US.C— Continued  CFR 

78h 17  Part  200 

78k-l 17  Part  240 

78m 17  Part  239 

78o 17  Parts  200,  239 

780-4 17  Parts  240.  249 
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552 16  Part  1016 
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1191—1204 16  Part  1016 
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1211—1214 16  Part  1016 
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1417 49  Part  556 
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1453 21  Part  101 

1454 21  Part  101 

1455 21  Part  101 

1471—1476 16  Part  1016 
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2052 16  Parts  1201.  1202 

2053 16  Part  1009 

2055 16  Part  1017 

2056 16  Parts  1201.  1202.  1207 

2057 16  Part  1301 

2058_-_   16  Parts  1201.  1202.  1207,  1301 
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2063 16  Parts  1201.  1202.  1207 

2064 16  Part  1025 

2065 16  Part  1202 

2066 16  Part  1025 

2068 16  Parts  1201,  1202 

2069 16  Parts  1025.  1026 

2079 16  Part  1207 
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2625 40  Part  3 
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472a 36  Part  223 
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559r 36  Part  262 
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715s 50  Part  27 
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825h 18  Part  2 
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971— 971h 50  Part  285 
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1100b 50  Part  245 
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1151  —  1187 50  Part  215 

1246 36  Part  261 

1281 36  Part  261 
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4740.  4750.  4760 
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1536 36  Part  7 

1539 50  Part  1 
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43         50  Part  246 
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831—835 49  Parts  385,  386,  389 

847  27  Part  181 

926        27  Part  181 

3655    28  Part  2 

4001   28  Part  0 

4164         28  Part  2 

4201-4218 28  Part  2 

4201  et  seq 28  Part  0 

4203  28  Part  16 

4254—4255 28  Part  2 

5005—5041 28  Part  2 
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66 19  Part  103 

1202  note 7  Part  16 

1335 19  Part  210 

1337 19  Part  210 

1448  19  Part  10 

1551     19  Part  113 

1552  19  Part  142 

1553 19  Part  142 

1565 19  Part  113 

1624  19  Part  103 

2482 19  Parts  206,  210 

nr\    TJ  S  C    ' 

"  107a^_^ 45  Part  1369 

240 45  Part  113 

241-1 45  Part  112 

241a— 241m-> 45  Part  116a 

241C-3 »---  45  Part  116c 

241e 45  Part  116c 

241g 45  Part  116c 

241m 45  Part  116 

242 45  Parts  113,  116a 

244 45  Parts  113,  116.  116a,  116c 

611-513  45  Part  146 

645 45  Part  112 

646 45  Part  113 

793 41  Part  60-741 

821—827 -' 45    Part    117 

880b-8801>-13 45  Part  123 

887C-2 45  Part  187 

887d 45  Parts  160,  160e 

887e 45  Part  lOOd 

1070a 45  Part  190 

1070b-I    .. 45  Part  177 

1070b-2 45  Part  177 

1070d— 1070d-l-  45  Parts  155.  157,  159 
1087-1 45  Part  175 
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1134P     45  Part  196 

1134q 45  Part  196 

1141   _     45  Part  175 

12216 45  Parts  1451,  1470 

12218-3 45  Part  123 

1231a 45  Part  193 

1231d         45  Parts  123.  158 

1232 45  Parts  99.  112.  113,  190 

1232c 45  Parts  123.  159,  175 

12326 45  Part  123 

1232g     45  Part  99 

1248 45  Part  175 

1405 45  Part  84 

1412 45  Part  121a 

1417_     .   45  Part  121a 

1424 45  Part  121d 

1424a     --   45  Part  121k 

1851—1853---  45  Parts  160.  160a.  160d 

1861-1867 45  Part  160 

1861—1862 45  Part  160a 

1862 45  Part  100a 

1863--     45  Part  160b 

1865       45Partl60d 

1866 45  Part  160f 

1867 45  Part   160g 
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2001—2012 45  Parts  1801,  1802 
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41-50--'- 21  Parts  2,  10,  12,  14 

41  et  seq 21  Parts  2,  13.  15.  16,  19 

114a-l 9  Part  162 

117 9  Part  78 

141—149 21  Parts  2,  10,  12,  14 

141  et  seq 21  Parts  2,  13,  16,  19 

321  et  seq 21  Parts  2,  10—21 

321 21  Parts  101, 

105,  186,310.320,801 

331 21  Parts  7,  100 

333 21  Part  7 

335 21  Parts  2,  7 

341       .       21  Parts  103-105. 

130-169 

342 21  Parts  2, 

100, 101,  108-129,  500,571 

343       21  Parts  100—105.  500.  571 

344 21  Part  108 

345 21  Part  561 

346 21  Parts  82.  109,  193,  561 

346a 40   Part   2 

346c 21  Parts  123.  561 

348 21  Parts  2, 

100,  101,  109,  118,  129,  170—189. 

193,500,522,558,571 

350 21  Part  105 

351 21  Parte  320,  330 

352 21  Parts  320,  801 

354 21  Part  82 

355 21  Parts  2,  320.  522.  558 
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357 21  Parts2,  552,  540,  558 

360 21  Part  225 

360b 21  Parts  2,  431,  514, 

520,  522,  524,  526,  540.  558,  571 

3601 21  Part  801 

360j 21  Part  801 

362 21  Part  101 

364 21  Part  82 

371 21  Parts  25, 

70,  71,  73,  74,  82,  100—197,  320, 
431,  436.  440,  444.  446.  448.  449, 
455,  505,  510.  514.  540,  544,  546, 
548.  571,  801,809 

372 21  Parts  82,  101 

373 21  Part  101 

374 : 21  Parts  101,  801 

376 21  Parts  70, 

71,73,74.80,82.  500,  571 

376  note 21  Part  81 

454 9  Part  331 

463 9  Parts  331,  350,  355 

467f 21  Parts  2,  10—19 

468 9  Parts  350,  355 

607 9  Part319 

620 9  Part  327 

621 9  Parts  327,  350,  355 

624 9  Part  381 

679 21  Parts  2,  10—19 

695 9  Parts  350,  355 

821  et  seq 21  Parts  2.  10— 19 

1001—1007 45  Part  182a 

1031  et  seq 21  Parts  2,  10— 19 

1053 9  Parts  350,  355 

1174 45  Part  84 

22  U.S.C: 

286f 15  Part  005 

290f 22  Part  1004 

817 28  Part  15 

1037 22  Parts  16,  901-908 

2381 22  Part  216 

41  Part  7-50 

2393 41  Part  7-50 

2451  et  seq 22  Part  64 

45  Part  50 

2452 45  Part  148 

2658 22  Farts   16.  33 

2778 22  Parts  121,  123 

23  U.S.C: 

101 23  Partes  522,  922 

103 49  Parts  604.  605 

104 49  Part  613 

105 49  Part  613 

108 23  Part  130 

109 23  Parts  200,  650.  655 

114 23  Part  712 

116 33  Part  222 

120 23  Part  630 

125 23  Part  630 

134 49  Part  613 

142 49  Parts  604.  605 

142  note 49  Part  609 
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219 23  Part  922 

302 23  Part  520 

307 23  Parts  520,  522,  524.  530,  540, 

542, 544,  560.  630 

314 23   Part  663 

315 23  Parts  520.  522.  524,  530.  540, 

542,   544.   560,   625.   650,   655,  661. 
663,  1250 

49  Part  613 

324 23  Parts  200.  420 

49  Part  613 

401  et  seq 23  Part  1204 

402 23  Parts  625,  655.  1215,  1250 

403 23  Part  260 

412 26  Part  11 

25  U.S.C: 

2 25  Parts  183,  221 

9 25  Parts  183.221 

13 25  Part  20 

70h 25  Part  504 

301 25  Part  221 

450 5  Part  352 

463 25  Parts   12.   153 

640d— 640d-24 25  Part  700 

640d-18 25  Parts  12,  153 

1264 20  Part  416 

1407 20  Part  416 

26  U.S.C: 

190 " 26  Part  7 

191 26   Part  7 

214 . 26  Part  1 

401 26   Part   1 

408 26  Part  1 

415 26  Part  11 

2778 22   Part    130 

2779 22  Part  130 

4041 26  Part  154 

6103 26  Part  404 

6334 26  Part  404 

7805 26  Parts  54.  141,  403.  404 

27  Part  18 

9009 11  Parts  120—125,  140—146 

9039 11  Parts  130—134 

28  U.S.C: 

509 28  Parts  15,  25,  55 

510 28  Parts  15,  25,  55 

516 28  Part  0 

2672 29  Part  15 

2r'  U  S  C  : 

49etseq 20  Parts  651.  653.  656,  658 

50 29  Part  29 

156 29  Pan  102 

557 20  Part  602 

653 29  Part  1910 

657 29  Parts  1928,  1952, 1956 

42  Part  82 

661 29  Parts  2201,  2203 

667 29  Part  1956 

706 41  Part  60-741 

45  Part  84 
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794  45  Parts  84,  112,  113 

49  Part  609 

821 20  Part  416 

926     -       29  Part  15 

1021-24 29  Part  2520 

1111  28  Part  4a 

1133         29  Part  2560 

1135 29  Part  2560 

1137.       28  Part  4a 

1301  29  Part  2612 

1302         29  Parts  2608. 

2609,2610,2611,2612 

1322  .         29  Part  2609 

1341   29  Part  1341 

1344     29  Parts  2608.  2610 

1362 29  Parts  2610,  2611 

30  US.C: 

21  et  seq 36  Part  9 

158   15  Parts  371,  377,  386 

181—287     43  Parts  3040,  3100 

189     . 43Part3520 

201   -I 43  Part  3520 

351—359 43  Part  3040 

351—357 43  Part  3100 

332._.:( 43  Part  3520 

877  -  i     30  Part  75 

957,-^ 30  Parts  18,  100 

31  U.S.C: 

111     9  Part  94 

134a 9  Part  94 

134b 9  Part  94 

134c 9  Part  94 

134f 9  Part  94 

241—243 35  Part  7 

241 29  Part  15 

483a  22  Part  601 

31  Part  8 

686 7  Part  663 

738a 31  Parts  349,  350 

739     31  Part  350 

752     31  Part  350 

752a 31  Part  350 

753         31Part350 

754 31  Parts  349.  350 

754a - 31  Part  350 

754b 31  Parts  349,  350 

1026 31  Parts 

1221  —  1263   31  Part  51 

33  US.C: 

401 33  Part  114 

403 33  Part  66 

409 33  Part  66 

467  et  seq 33  Part  222 

491 33  Part  114 

525  33  Part  114 

535  33  Fart  114 

610 33  Part  273 

701n- 33  Part  214 

1224 ?l^  Vari   IfiA 

1251    --  40  Parts  434   439,  454,  457-460 
1251  et  seq---  40  Parts  33.  104,  110,  129 
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1261  40  Part  402 

1281  et  seq 40  Part  39 

1288 40  Part  35 

1292 40  Part  35 

1311 40  Parts  434. 

439,454.  455.  457-460 

1314 40  Parts  434. 

439. 454. 455.457-460 
1316---  40  Parts  434,  439, 454. 457-460 
1317---  40  Parts  434,  454,  457,  458, 460 

1318 40  Part  2 

1320 40  Part  414 

1321 33  Part  153 

1322 40  Part  140 

1326 40  Part  402 

1328 40  Part  115 

1361 40  Parts  2,  35.  115 

1369 40  Part  2 

1412 40  Parts  227,  228 

1414 40  Part  2 

1418 40  Parts  227.  228 

38  U.S.C: 

512 38  Part  3 

536 38  Part  3 

541 38  Part  3 

544 38  Part  3 

2001—2008 20  Part  658 

2001 20  Part  653 

2011  through  2014 20  Part  658 

2011 20  Part  653 

2012 41  Part  60-250 

4116 28  Part  15 

39  U.S.C: 

404 39  Part  10 

407 39  Part  10 

408 39  Part  10 

3603 39  Part  3003 

3623 39  Part  111 

40  U.S.C: 

276c 29  Part  29 

300Z-4    42  Part  122 

300Z-5 42  Part  122 

318 10  Part  861 

442 7  Parts  1901,  1918 

486     32  Part  746 

41    Parts    28-1.    101-11.    101-18, 

101-20,  128-1 

870 36  Part  903 

42  U.S.C.: 

7 24  Parts  280.  3282 

201  et  seq 21  Parts  2.  10— 21 

216 42  Parts  51.  56b.  122,  123 

233  -       28  Part  15 

241 40  Part  33 

242b 40  Part  33 

242c 42   Part  67 

243 40  Part  33 

246       40  Part  33 

42  Part  51 

247b 28  Part  15 

247d 42  Part  56 
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252 21  Parts  20.  25.  620 

263 21  Parts  20.  25,  601 

263b-263n 21  Parts  20.  25.  601 

264 21  Part  640 

286b 42  Part  52b 

286d 42  Part  52b 

299 42  Part  56b 

299a 42  Part  56b 

299b 42  Part  56b 

299c 42  Part  56b 

299d 42  Part  56b 

299e 42  Part  56b 

299f 42  Part  56b 

299i 42  Part  56b 

300C-21 42  Part  51d 

300e-15 42  Part  110 

300g-2 40  Part  142 

300g-3 40  Part  142 

300g-4 40  Part  142 

300g-5 40  Part  142 

300J-1 40  Part  33 
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2661—2665 45  Part  415 

2673 45  Part  415 

2689— 2689P 42  Part  54 

2689r— 2689aa 42  Part  54 

2691 45  Part  415 
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1017-1194 5 

1195-1450 6 

1451-2049 7 

2051-2291 10 

2293-2497 11 

2499-2664 12 

2665-2946 13 

2947-3157 14 

3159-3294 17 

3295-3624 18 

3625-3826 19 

3827-4109 21 

4110-4394 24 

4395-4808 25 

4809-5021 26 

5023-5339 27 

5341-5676 28 

5677-5966 31 

5967-6362 Feb.  1 

6363-6575 2 

6577-6786 3 

6787-7120 4 

7121-7917 7 

7919-8137 8 

8139-8359 9 

8361-8628 10 

8629-9012 11 

9013-9152 14 

9153-9373 15 

9375-9655 16 

9657-9986 17 

9987-10296 18 

10297-10676 22 

10677-10832 23 

10833-10958 24 

10959-11230 25 

11230A-11804 28 

11805-12032 Mar.  1 

12033-12141 2 

12143-12410 3 

12411-12850 4 

12851-13007 7 

13009-13102 8 

13103-13263 9 

13265-13532 10 

13533-13800 11 

13801-14080 14 


1977 
Pages  Date 

14081-14669 Mar.  15 

14671-14856 16 

14857-15051 17 

15053-15299 18 

15301-15401 21 

15403-15676 22 

15677-15887 23 

15889-16124 24 

16125-16375 25 

16377-16611 28 

16613-16767 29 

16769-17094 30 

17095-17412 31 

17413-17864 Apr.  1 

17865-18052 4 

18053-18268 5 

18269-18386 6 

18387-18585 7 

18587-18854 8 

18855-19122 H 

19123-19313 12 

19315-19473 13 

19475-19852 14 

19853-20109 15 

20111-20279 18 

20281-20454 19 

20455-20616 20 

20617-20807.4 21 

20809-21084 22 

21085-21265 25 

21267-21466 26 

21467-21602 27 

21603-21757 28 

21759-22123 29 

22125-22354 May  2 

22355-22556 3 

22557-22858 4 

22859-23125 5 

23127-23497 6 

23499-23596 9 

33597-23794 10 

23795-24044 11 

24045-24227 12 

24229-24709 • 13 

24711-25312 16 

25313-25485 17 

25487-25717 18 

25719-25848 19 

25849-26194 20 

26195-26405 23 

26407-26644 24 

26645-26968 25 

26969-27197 26 

27199-27564 27 

27565-27874 31 
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13 
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14 
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1977 
Pages  Date 

30599-30827 June  16 

30829-31141 17 

31143-31426 20 

31427-31590 21 

31591-31758 22 

31759-32221 23 

32223-32512 24 

32513-32759 27 

32761-33020 28 

33021-33253 29 

33255-33705 30 
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highlights 


"THE    FEDERAL    REGISTER— WHAl    IT    IS    AND 
HOW  TO  USE  fT" 

Reservations  'c  jc<\  a^e  neing  acces  te<  *  '"-e  'ee 
Wednesdav  w--ks'  CCS  :-  "cws  to  use  the  f  LDLRAl  WLGiS- 
TER.The&ess  rsare  -eio  ai  1 100  L  St.  N.W.,  Washington, 
D.C.  in  Room  9409.  from  9  -c  ::  30  a  n- 

Each  session  includes  a  tne'  -^iste^v  r*  "~e  ■  '  DE  RAL 
REGISTER,  the  d^^e'e-re  between  tegib-at.cn  anc  'egi^.a- 
tions,  the  relationshrp  c'  t-e  -tCtsa.  RLGiSlLH  tc  the 
Code  of  Federal  Regtidt  c-s  t  e  e  f  aients  of  a  typical 
FEDERAL  REG1S"^EK  doci.  e  t  «  c  a  introduction  to  the 
finding  aids. 

FOR  RESERVAT  CNS     a      Dea     Smith,  202-523-5282. 


SUNSHINE  ACT  MEETINGS 


2HC1 


;ri 


IRIS 

CPSC  issues  additional  interpretations  as  banned 
hazardous  substances;  effective  6-1-77  (Part  Mj  of 
this  issue) y^ 

STRATEGIC  PETROLEUM  RESERVE 


FEA  issues  rules  on  acquis/nori  o.   ;.: 
6-1-77    


..ce  L...  errec: 


FINANCIAL   ASSISTANCE    FOR    NATIVE 
AMERICAN  PROJECTS 

HLW/hDC'  announces  g'ints  tof  i  .id.  Tea:  1977. 
applications    by    7-^1-77        

RAILROADS 

DOT/FRA  issues  nter  m  -.les  on  employee  sleerng 
qua^te's    e^ectwe  6-i-"7      y 

ENDANGERED  WILDLIFE 

Intenc  FVvS  extends  protection  :c  .,v-gus  sveoes  c'^ 
large  cats,  pr  mates,  and  :>^-pasd'-ts  e^e.t've  6-}-^' 
(Pa-t  >]  ■:*  th's  :ssue) 

U.S.  FISHERY  CONSERVATION  ZONE 

State  publishes  Soviet  and  Japanese  aDCMca*  c"s  *c- 
fishing  permits  (Part  V  of  this  issue      


^^^=  INSURANCE    SALES   ON    DOD    INSTALLATIONS 


DOD  proposes  to  ameno  criteria. 


-e"ts 


77 


78C59 

2:^  90S 

28002 
27895 

28051 

28074 
27963 


LIFE  INSURANCE  COMPANIES 

SEC  amends  quarterly  reporting  requ  reme^'s 


27879 

CONTINUED    INSIDE 


AGENCY  PUBLICATION  ON   ASSIGNED   DAYS  Of   THE  WEEK 

The  SIX  month  trial  percd  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notfce,  41  FR  32914,  August  6    1976V  T'ie  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/COAST  C5UARD 

USDA/APHIS 

DOT    NHTSA 

USDA/FNS 

1 

DOT/ NHTSA 

USDA/FNS 

DOT, rAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 

• 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 
HEW/FDA 

DOT/OPSO 

LABOR 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
foilowing  the  holiday. 

Comments  on  this  program  are  still  invited  Comments  should  be  submitted  to  the  Day  of-theWeek  Program 
Coordinator,  Office  of  the  Federal  Register  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration,   Washington,    D.C.    20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  information  piease  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


u 


P-ubll.->hed  dally,  Monday  through  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
hollda:,-s),  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
Administration,  Washington,  DC.  2O408,  under  the  Federal  Register  Act  (49  Stat  5oo,  as  amended.  44  U  S.C., 
Ch  :5  I  a:U  the  regulations  of  the  Admln.stratlve  Committee  of  the  Federal  Register  ( 1  CFR  Ch  I  j  Distribution 
Ls  made  o:.  y  by  the  Superintendent  of  Documents.  U.S.  Government  Printing  Office,  Washington,  DC.  20402 


The  Federal  Register  provides  a  un'.form  system  for  malting  available  to  the  public  regulations  and  legal  notices  Issued 
by  Federal  agencies.  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  app'.:rabr.!ty  and  legal  eflect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
docum,ents  of  public  lntere,st  Documents  are  on  file  for  public  Inspection  In  the  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  Sllr.^  U  requested  by  the  Issuing  agency. 

The  Federal  Register  a-i'I  be  furr.ui.ed  by  mall  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
In  advance  The  charge  for  Uidlvidual  copies  Is  75  cents  for  each  Issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  m.ade  payable  to  the  Superintendent  of  Documents,  VS.  Government  PruitUig  oaice,  Washington. 
D.C    2O402 

There  are  no  restrictions  on  the  republication  of  material  appearing  In  the  Feder.al  RrcisTm. 
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INFORMATION  AND  ASSISTANCE 


Questions  and  requests  for  specific  information  may  be  directed  to  the  following  numbers, 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER.  Da,iy  Issue: 

Subscription  orders  (GPC)     202-783-3238 

Subscription  problems  (GPO) 202   275-3050 

"Dial  -  a  -  Regulation"    (recorded     202   523-5022 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling     of     documents     for 
cubiication. 

Coces  cf  docLiments  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:   "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR) 

Finding  Aids  ..   


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5266 
523-5227 


PRESlDLNItAL  PAPERS; 

Executive  Orders  and  Proclama- 
tions. 

Weekly  Compilation  of  Presidential 
Documents. 

Public  Papers  of  the  Presidents.... 

Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects    


General  inquiries 

523-5233 

523-5235 

523-5235 
523-5235 

523-5237 
523-5237 
523-^:57 

523-5257 

52.3-5230 
523-5240 
523-5240 


HIGHLIGHTS — Continued 


MIDDLE  DISTILLATES 

FEA  issues  proposal  on  postexemptran  monitoring  of 
pncesi  coniments  by  7-6-77,  hearings  7-11  thru  7-15 
and    7-18-77 27936 

BANK  SECURITIES 

FDIC  proposes  minimum  standards  for  disclosure  in 
connection  /.ith  offer  and  sale,  comments  by  6-30-77       27955 

PENSION  AND  RETIREMENT  PLANS 

Treasury/ IRS  issues  -u'es  c"  e'ectc'^  to  pay  excise  tax 
''or   certa-n    pre-1975    proh  bited   transactions;    effective 

e-1-77  27882 

Treasury/ IRS  issues  rules  on  lump  sum  distributions 
*rcm  qualified  plans  for  employees  who  separate  from 
service    -    -  27881 

HOME  ENERGY  CONSERVATION 

FEA  establishes  program  for  weatherization  assistance 

for  low-income  persons:  effective  5-25-77 27899 

ENERGY  CONSERVATION  PROGRAM  FOR 
APPLIANCES 

FEA    prescribes   energy   efficiency   test    procedures    for 

room  air  conditioners;  effective  7-5-77 27896 

FEA    proposes    test    procedures    for    humidifiers    and 
dehumiditiers  (2  documents);  comments  by  7-21-77 
hearings  7-27-77  '    27941,  27951 

INFORMATION  AND  DATA  ACQUISITION 

HEW    solicits    comments    on    activities:    comments    by 

7-1    77 ZFOOA 

CAST  IRON  COOKING  WARE 

ITC  iSSues  -eport  to  the  F-ts.je't  on  imports  2&009 

FEDERAL    PROPERTY    ASSISTANCE    PROGRAM 

HEW  proposes  r.e'^,  procedures  en  t:'.e  conveyarce  of 
i-'r-e'  federal  real  estate  for  public  health  or  educa- 
tic".  fu'-pcses;  comments  by  7-18-77 27966 


MEETINGS— 

Interior:  Outer  Continental  Shelf  Advisory  Board,  6-28 

and    6-29-77 

National  Commission  on  the  Observance  of  Interna- 
tional  Women's   Year:    Minnesota   Coordinating 

Comm.ittee,  6-2  thru  6-5-77 
Missouri  Coordinating  Committee,  6-3  thru  6-5 

77    

New    Mexico   Coordinating   Committee,    6-3   thru 

6-5-77  -  

North    Dakota   Coordinating  Committee,   6-3  thri- 

^5-77    - 

Wisconsin     Coordinating    Committee,     6-3     thru 

6-5-77 

NSF    Advisory  Council,  Task  Group   #1.  6-20  anc 

e^21-77    ^ 

Advisory    Council,    Task    Group    #3,    6-20    and 

6-21-77 

Advisory  Panel  for  Economics.  6-17  and  6-18-77 
Science     Applications     Task     Force,     6-20     and 

6-21-77 

State:   Advisory  Committee   on    Private   International 

Law.   Study  Group  on   Maritime   Bills  of  Ladinp 

(2  documents),  6-23  and  6-24-77 

Advisoiy  Panel  on  Folk  Music  and  Jazz,  6-17-77 
Shipping   Coordinating   Committee.    Subcommittee 

on  Safety  of  Life  at  Sea,  6-22-77 

US     National    Committee    for    the    International 

Radio  Consultative  Committee,  Study  Group  6, 

6-20  anc   6^-21-77     

CANCELLED  MEETING— 

HEW/NIH;  President's  Cancer  Panel,  6-7-77 


28009 

28010 

28010 

28010 

28011 

28011 

28012 

28012 
28012 

28013 


28014 
28013 

28013 


28014 


28O02 


SEPARATE  PARTS  OF  ^HIS  ISSUE 

Part  II,  Interior/FWS 28051 

Part  III.  CPSC 28059 

Part  IV.  ICC 28065 

Part  V,  State 28073 
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contents 


AGRICULTURAL   MARKETING   SERVICE 

Rules 

Oranges,     grapefruit,     tangerines 

ar.d  tangelo?  grow.i  m  Fla 27875 

Proposed   Rules 

Cherries    sweet)  grown  in  Wash. _   27912 

M.Ik  :r..irlceting  orders: 

Chicago    27921 

Nectarines  grown  in  Calif 27911 

Raisins     produced     from     grapes 

tirown  in  Calif 27913 

AGRICULTURE   DEPARTMENT 

See  Agricultural  Marker irig  Serv- 
ice; Federal  Gram  Inspection 
Service. 

AIR    FORCE    DEPARTMENT 

Notices 

i.;.-..rui. mental  statempnt•^.  avail- 
ability, etc.: 
Lvike    .Mr    Force    Range.    Ariz  : 
MX  buried  trench  construc- 
tion and  test  project 27981 

ARMY    DEPARTMENT 

Notices 

Environmental  statements;  avail- 
ability, etc.; 
Rocky  Mountain  Aivenal.  Colo. 
and  Tooele  Army  Depot, 
Utah;  chemical  material 
transportation    27981 

CENSUS   BUREAU 

Notices 

S'lrve;..-..  determinations,  etc.; 

Manufacturers,  supplement 27981 

CIVIL   AERONAUTICS   BOARD 

Notices 

Hearings,  etc.: 

International      Air      Transport 

Association 27976 

Lineas    Aereas    de    Nicaragua. 

S  A  ,  et  al 27978 

COMMERCE    DEPARTMENT 

5t't'  Cen-sus  Bureau.  Patent  and 
Trademark  Office 

CONSUMER    PRODUCT   SAFETY 
COMMISSION 

Rules 

Hazardous  substances  and  arti- 
cles; administration  and  en- 
forcement: 
Children  s  wearing  apparel  con- 
taining TRIS;  additional  in- 
terpretations    28059 

DEFENSE    DEPARTMENT 

See  also  Air  For-e  Department: 
.\rmy  Departm.ent. 

Proposed   Rules 

Inst^rance.  solicitation  and  sale  on 

DOD    in^tallatiorLs 27963 


ENVIRONMENTAL   PROTECTION    AGENCY 

Rules 

.^ir  quality  implementation  plans; 
various  States,  etc.; 

Iowa    27892 

Te:;a>  -    27893 

ENVIRONMENTAL   QUALITY   COUNCIL 

Notices 

Environ.mental  impact  statement 

reform:  hearing 27981 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Rules  I 

Practice  and  procedure,  domestic 
public  radio  services,  etc.;  trans- 
mitting facility  on  USDA  and 

Interior  Department  lands 27894 

Proposed   Rules 

Citizens,  industrial,  public  safety, 
and  land  transportation  ra- 
dio services ; 
Digital  transmission  systems; 
modifying  low  pass  audio  fil- 
tering requirements;  exten- 
sion of  time 27974 

FM  broadcast  stations;   table  of 
assignments : 

Maine    27971 

Wisconsin   27973 

Radio  broadcast  services; 
Multiple  ownership  of  standard 
FM   and    television   stations; 

extension  of  time 27971 

Telephone  companies: 
Data    processing    services;    in- 
quiry; list  of  participants 27971 

Notices 

FM  broadcast  applications  ready 

and  available  for  processing. _.   27982 
Hearings,  etc.: 

Central  Plains  Cable  TV.  Inc.-  27982 

FEDERAL   DEPOSIT    INSURANCE 
CORPORATION 

Proposed   Rules 

Offering  circular  requirements  for 
public  issuance;  disclosure 
standards    27955 

FEDERAL  DISASTER   ASSISTANCE 
ADMINISTRATION 

Notices 

Disaster  and  emergency  areas; 

Missouri    28006 

FEDERAL    ENERGY   ADMINISTRATION 
Rules 

Er.erg;.      conservation     program; 
appliances: 

Air  conditioners,  room 27896 

Petroleum    allocation    and    price 
regulations,  mandatory : 
Strategic     Petroleum     Reserve, 

purchase  authority 27908 

Weatherization  assistance  for  low- 
income  persons 27899 

Proposed   Rules 

Energy  conservation  program,  ap- 
pliances: 
Dehumidifiers;     proposal     and 
hearing    27951 


Humidifiers;  proposal  and  hear- 
ing      27941 

Petroleum    allocation    and    price 
regulations,  mandatory : 

Middle   distillate   prices;    post- 
exemption   monitoring;    pro-         ^ 
posal  and  hearing 27936 

Notices 

Price   and   allocation   interpreta- 
tions; 1974-1977  indexes 27984 

FEDERAL   GRAIN    INSPECTION    SERVICE 

Notices 

Grain       standards;       inspection 
points: 
Iowa   27976 

FEDERAL   MARITIME   COMMISSION 

Notices 

Freight  forwarder  licenses: 

Amco  Custom  Brokerage 27986 

Barco  International  Corp 27986 

Oil  pollution;  certificates  of  finan- 
cial responsibility 27986 

Agreements  filed,  etc.: 
Pacific  Westbound  Conference.  27987 
Port  Authority  of  New  York  & 

New  Jersey  et  al 27988 

FEDERAL   POWER   COMMISSION 

Notices 

Hearings,  etc.: 

Alabama  Power  Co 27988 

Cincinnati  Gas  &  Electric  Co  , 

etal 27989 

Dean,  Roscoe  E..  Jr.,  et  al 27994 

Delta,  Colo.,  City  of 27988 

Florida  Power  &  Ught  Co 27989 

Gulf  Oil  Corp.  et  al 27989 

Gulf  States  Utilities  Co 27996 

Holly  Energy,  Inc.  et  al 27991 

Kansas  Power  &  Light  Co 27991 

Michigan  Wisconsin   Pipe  Line 

Co    27992 

Mississippi  River  Transmission 

Co.  et  al 27992 

Montaup  Electric  Co 27993 

Niagara  Mohawk  Corp 27993 

Pacific  Power  &  Light  Co 27994 

Public  Service  Co.  of  Oklahoma.  27994 

Sabine  Production  Co  el  al 27994 

Seattle,  Wash.,  City  of 27989 

Sillin,  Lelan  F.,  Jr 27991 

Supron  Energy  Corp 27995 

Wisconsin  Electric  Power  Co.  et 

al  27995 

FEDERAL   RAILROAD   ADMINISTRATION 
Rules 

Employee  hours  of  service;  sleep- 
ing quarters  construction 27895 

FEDERAL   REGISTER   OFFICE 
Rules 

CFR    Checklist,    1976  1977    issu- 
ances      27875 

FEDERAL  RESERVE  SYSTEM 

Rules 

Conduct  standards 27876 
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Notices 

Board   actions;    applications   and 

reports  <2  documents) ...  27996,  27999 

Applications,  etc: 

DCB  Investment  Co.,  Inc 28003 

Fulton  National  Corp 28002 

FEDERAL  TRADE   COMMISSION 

Rules 

Prohibited  trade  practices: 
National  Account  Systems,  Inc.. 

et   al 27877 

FISH    AND  WILDLIFE   SERVICE 

Rules 

Endangered  and  threatened  spe- 
cies, fish,  wildlife,  and  plants: 
Captive  self -sustaining  popula- 
tions for  various  species,  etc..  28051 

GENERAL  SERVICES   ADMINISTRATION 

See  ul^o  Federal  Register  OrSce :  Public 
Buildings  Service. 

Notices 

Property      mianagement      regula- 
tions, temporary: 
Authority     delegation     to     De- 
fense  Departmer.t    Secretary, 
et  al 28002 

HEALTH,    EDUCATION,    AND  WELFARE 
DEPARTMENT 

See  also  Health  Care  Financing 
Administration;  Human  Devel- 
opment Office;  National  Insti- 
tutes of  Health. 

Proposed   Rules 

Real  property,  surplus;  disposal 
and  utilization  for  educa- 
tional and  public  health  pur- 
poses: 
Federal  property  assistance  pro- 
gram   ,_- 27966 

Notices  \ 

Information   collection   and   data 

acquisition  activity,  description; 

inquiry   28004 

HEALTH  CARE  FINANCING       - 
ADMINISTRATION 

Notices 

Medicare    utilization    review    op- 
tions, hospitals; 
Oklahoma   ----  28002 

HOUSING   AND   URBAN    DEVELOPMENT 
DEPARTMENT 

See    Federal    Disaster    Assistance 
Administration, 

HUMAN    DEVELOPMENT   OFFICE 

Notices 

Native  American  projects: 

Financial    assistance;     applica- 
tions and  closing  dates 28002 

INDIAN  AFFAIRS  BUREAU 

Notices 

Law  and  order  determinations; 

Seneca  Nation,  NY 28007 


INTERIOR   DEPARTMENT 

See  also  Fish  and  Wildlife  Serv- 
ice; Indian  Affairs  Bureau; 
Land  Management  Bureau;  Na- 
tional Park  Service. 


Notices 

Environmental  statements;  avail- 
ability, etc.: 
Crude    oil    transportation    sys- 
tem. Valdez.  Alaska,  to  Mid- 
land. Tex 28008 

Meetings : 

Outer  Continental  Shelf  Advi- 
sory  Board 28009 

INTERNAL  REVENUE  SERVICE 

Rules 

Excise  taxes; 
Retirement  income  plans;  pre- 

1975  prohibited  transactions.  27882 
Incon^e  taxes: 
Retirement      plans;      employee 
separated  from  service;  lump 
simi  distribution 27881 

INTERNATIONAL   TRADE   COMMISSION 

Notices 

Import  investigations: 

Cooking  ware,  cast-iron 28009 

INTERNATIONAL  WOMEN'S  YEAR  OBSERV- 
ANCE,  NATIONAL  COMMISSION 

Notices 

Meetings: 

Minnesota 28010 

Missouri    28010 

New   Mexico 28010 

North   Dakota 28011 

Wisconsin    2801! 

INTERSTATE   COMMERCE   COMMISSION 
Notices 

.'Abandonment  of  railroad  services. 
etc.: 

CarrolltDn  Railroad  Co _'8066 

Condon.    Kinqua    &    Southern 

Railroad   Co 28067 

Connellsville     &     Monongahela 

Railway  Co 28068 

Missouri-Kansas-Texas       Rail- 
road Co 28068 

Hearing     assignments     (2     docu- 
ments)        28014 

Motor  carriers: 

Household     goods     transporta- 
tion;    interstat-e    or    foreign 
commerce;    informal   confer- 
ence on  agency  relationships.  28014 
Transfer     proceedings 28015 

JUSTICE    DEPARTMENT 

Notices 

Meetings: 

U.S.  Circuit  Judge  Nominating 
Commission.     Third     Circuit 

Panel 28009 

Pollution   control;    consent   judg- 
ments; U.S.  versus  listed  com- 
panies: 
New  York  City 28009 

LAND   MANAGEMENT   BUREAU 

Notices 

Applications,  etc.: 

New    Mexico 28007 

Wyoming   28008 

Wyo.mmg;  correction 28008 

Opening  of  public  lands . 

Oregon     2   documents) 28007 

Withdrawal    and    reservation    of 
lands,  proposed,  etc: 
Arizona 28007 


NATIONAL    INSTITUTES    OF    HEALTH 

Notices 

Meetings; 

President's  Cancer  Panel 28002 

NATIONAL    PARK   SERVICE 

Notices 

Environmental  statements;  avail- 
ability, etc.; 
Pictured  Rocks  National  Lake- 
shore.    Mich 28008 

NATIONAL    SC'ENCE    rOUNDATION 

Notices 

Meetings; 

Economics  Advisory  Panel 28012 

National     Science     Foundation 
Advisory  Council  Task  Groups 
No.  1  and  3  <2  documents >..  28012 
Science       Applications       Task 
Force 28013 

PATENT   AND  TRADEMARK   OFFICE 

Rules 

Patent  cases: 
Forms 27883 

POSTAL  SERVICE 

Rules 

Postal  Service  Manual: 

Official  mail,  contractor  use  of; 
restrictions  revised;  correc- 
tion     ---  27892 

PUBLIC    BUILDINGS    SERVICE 

Proposed   Rules 
Procurement: 

Solicitation  of  bids;  listing  of 
subcontractors  requirement..  27966 

REVENUE    SHARING    OFFICE 

Rules 

Fiscal  assistance  to  State  and  local 

governments; 
Entitlement  funds,  computation 

and  adjustment,  correction.-  27883 

SECURITIES   AND   EXCHANGE 
COMMISSION 

Rules 

Securities  Exchange  Act; 

Inter-dealer  quotation  systems; 
submission  of  price  quota- 
tions     27880 

Life  insurance  companies  and 
related  holding  companies ; 
financial  data;  increased  dis- 
closure      27879 

STATE    DEPARTMENT 

Notices 

Fishing  permits,  appUcations: 

Japan    and    Umon    of    Soviet 

Socialist  Republics 28074 

Meetings; 

Folk  Music  and  Jazz  Advisory 
Panel 28013 

International  Radio  Consulta- 
tive Committee.  US,  National 
Committee 28014 

Private  International  Law  Ad- 
visory Committee  <2  docu- 
ments'      28013 

Shipping  Coordinating  Commit- 
tee  ,-- 28013 
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TRANSPORTATION    DEPARTMENT 

See  Federal  Railroad  Administra- 
tion 

TREASURY    DEPARTMENT 

See  also  Internal  Revenue  Service; 
Revenue?  Sharing  Office 

Notices 

Notes.  Treasury: 
J-1981  series 


28014 
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Proposed  Rules: 

211 27936 

212 27936 

430  (2  documents) 27941,  27951 

12  CFR 

2G4 27876 
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femlnders 


iTVe  Uem^  'n  this  list  were  edUorlallT  compiled  as  an  aid  to  Ftderal  P.egisttr  users   Inclusion  or  exclusion  from  thu  ,isi  Las  no  leg.1 
6lgnm?an«sm«  this  list  '.s  Intended  as'a  reminder,  It  does  not  Inc. ude  erTectUe  dates  that  occ^r  v^thln  14  d.ys  of  puoUcatlon.) 


Rules  Going  Into  Effect  Today 


DOD/Army — Facilities     engmee'ir.g,     nat 
ural  resources;  land,  forest  and  wildlife 
management  16385;   3-28-77 

CFTC — Reports  quantities  for  fixed  report- 
ing 25^85:    5-17-77 
EPA — Loan  Guarantees  for  Construction  of 

Treatment  Works 25665;  5-18-77 

FCC — Availability  of  aeronautical  utility 
mobile  stations  to  operate  on  any  air 
traffic  control  freauency  for  authorized 
communications  24C54;  5-12-77 

— FCC  Forms  402  and  402-S;   revision 

and    consolidation... 50690; 

11-17-76 
— Radio    broadcast    services;    type    ap- 
proved    antenna     monitors     for     AM 
broadcast    stations    operating    direc- 
tional   antenna    systems  24055; 

5-12-77 
FRS — Credit  by  orokers  and  dealers;  uni- 
form   margin    requirements   Tor   writing 

options   22862;  5-5-77 

—  Equal  credit  opportunity;  termination 

proposed    rulemaking    and    extension 

of  effective  date         3S759;  9-13-76 

NRG — Commission  review  of  Appeal  Board 

decisions  and  procedure  fcr  request  for 

stays   .  22128;   5-2-77 

SEC — Securities     confirmations;     delivery 

and  disclosure   requirements        25318; 

5-17-77 
DOT/CG — Navigation  piocedures.  testing, 
and  equipment  requirements  for  ves- 
sels of  1600  gross  tens  or  more  when 
operating  on  na\/igable  water  of  U  S  ex- 
cept  Panama   Canal   and   St.    Lawrence 

Seaway 5955,  1-31-77 

— Vessel  inspection  regulations 

5962;    1-31-77 


N«xt  Week's  Deadlines  for  Comments 
On  Proposed  Rules 


AGRICULTURE   DEPARTMENT 

Agricultural    Marketing   Service — 

Federal  Seed  Act;  certtied  seed 
standards:  comments  by  6-10-77 
25738:  5-1^77 
Milk  m  Nebraska — Western  Iowa 
marketing  agreement:  recom- 
mended decision;  comments  by 
6_&-77  24744;  5-16-77 

Farmers    Hon^e   .Administration  — 
Drought    stricken    areas;    special    as 
sistance;  ccmments  by  6—6—77. 

23158;    5-6-77 
CIVIL   SERVICE  COMMISSION 

Political  activity  of  Federal  employees, 
management    and    can-.paignmg;    ex- 
ception   of    certain    elections,    com- 
ments by  6-6-77        2316C:   5-6-77 
COMMERCE   DEPARTMENT 

National  Oceanic  and  Atmospheric 
Administration — 
Salmon  fisheries  off  the  Pacifc  coast 
comm.ercial  and  recreational:  com 
ments  Dy  6-9-77  21-112 

4-25-77 


Yellowfin  tuna  and  tuna  products;  im 
portation   comments   by  6-10-77 
24742:    5-16-77 

COMMODITY    FUTURES   TRADING 
COMMISSION 

Commodity  options  transactions, 
amendment    of    interim    regulations; 

comments  bv  6—6-77 .18245; 

4-5-77 

ENVIRONMENTAL    PROTECTION    AGENCY 

Air   QL^.-t,    .mpie'-e-ntion    plan;    Ohio; 

c.o----  .-'s  by  6-^77 23162; 

5-6-77 
Iowa;  revision  to  air  quality  implemen- 
tation plan;  comments  by  6-6-77. 

22902;    5-5-77 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Amate'.'-  ^ad^o  sen.i;;e.  p>terra'  'adio 
freque'-cv  amplifiers  operating  from 
24  to  55  MHz:  ma-'keting  prohib'ted; 
reply  comments  by  5—6-77. 

12203:   3-3-77 

Amateur  radio  se^-v  ce:  type  acceptance 
for  equipment  marketed  for  use,  '•e 
quirement;  reply  commients  by  6- 
6-77  12204:    3-3-77 

Changes  in  table  cf  ass:gnme"ts  for  Tv 
broadcast  stations  in  Fayetteville, 
Ark  .  et  a!.:  reply  comments  by  6- 
8-77  19491:    4-14-77 

Computer  inquiry;  time  for  filing  com- 
ments extended  tc  6-6-77       25741; 

^19-77 

[First    published    at    42    FR    23615 
May  10,  1977] 

Defmition  and""  creation  cf  ciasses  of 
cable  television  systems:  cc^ments 
by  6-6-77  19492    4-14-77 

FM  broadcast  stations,  certa  ^  areas  'n 
Tennessee;  comments  by  6-6-77 

21822:   4-29-77 

FM  broadcast  stations,  table  ot  assign- 
ments: Macomb,  Illinois;  reply  com- 
ments by  6-8-77     20153;  4-18-77 

International  Telex  Service  with  Dcmes 
tic  Telex  and  TWX  Services,  interface, 
reply  comments  by  6—8-77     13139- 

3-9-77 

Television  statcns  m  Wisconsi-^  change 
in  table  c'  assgnments:  com.ments 
bv  6-6-77  22560,   5-4-77 

FEOERAL  TRADE  COMMISSION 

Nonadjudicative  proceaures  disc'csiire 
of  name-  o'  comp'aTiants  r;-"  ments 
:,   6-6-77  228S-^7    5-5-77 

TENERAL  ACCOUNTING   OFFICE 

Regulatory  repcts  -cew,  proposals, 
approvals;  comments  by  6-1C-77 

26248:    5-23-77 

HEALTH,    EDUCATION,    AND   WEI  FARE 
DEPARTMENT 

Food  anj  Drug  Administration — 

Acrylonitrile  copc'ymers  mtended  for 
use  in  contact  with  food:  com- 
ments   by    6-E^77 13562: 

3-11-77 
Syntf^et.c  flavon-^p  :tc'"-at0i  in  ■'oca 
comments    bv    fc— 6-77  23148: 

^-6-77 


HOUSING     AND     URBAN     Dt*ELOPMLNT 
DEPARTMENT 
Federj;  .nsL,.ar,ce  Administration — 
Protective    device    requirements;    in- 
stallation as  condition  of  coverage: 

comments  by  6—6-77 22900; 

5-5-77 
Office  of  the  Secretary — 

Board  of  contract  appeals  and  rules 
of  procedure  for  handling  appeals; 
comments  by  6-10-77         24200; 

5-12-77 
INTERIOR    DEPARTMENT 
Bureau  of  Indian  Affairs — 

Mining  on  IrKlian  lands,  mineral 
development  contracts:  comments 

by  6-6-77 18083;  4-5-77 

Fish  and  Wildlife  Service — 

Proposed  threatened  status  and 
critical  habitat  for  the  golden 
coqui;  comments  by  6—6-/7. 

18106;   4-5-77 
Geological  Survey — 

Coalmining     operating     regulations; 

Colorado,       surface      reclamation 

standards;  comments  by  6-6-77. 

26218;   5-23-77 

LABOR    DEPARTMENT 

Office  of  the  Secreta  y — 

Farm  labor  contractor  registration; 
State  issuance  of  certificates  of 
registration  and  employee  identi- 
fication cards;  comments  by  6- 
9-77  .   24289;    5-13-77 

POSTAL  SERVICE 

Security  of,  delay,  detention  of,  or 
opening  of  mail  and  procedures  in 
handling  certain  requests  from  Gov- 
ernment agencies;  comments  by  6- 

7-77 18754;  4-8-77 

TRANSPORTATION   DEPARTMENT 
Ccast  G-a-d — 

Chemical     ta-^^e-     standards     (Imco 

Chemicai     Cooe);     application     to 

ex  stng    jhios;    comments   by   6- 

7-77  23518;  5-9-77 

Federal  Aviation  Administration — 

Designated  manufacturing  inspection 
representatives,  evaluation  inspec- 
tions, etc.,  performed  outside 
plant;  comments  by  6-7-77. 

18407:   4-7-77 

Transition    area;    Fernandina    Beach. 

Fla.  designation;  comments  by  6- 

10-77 22172;  5-2-77 


Next  Week's   Meetings 


ACTUARIES,    JOINT   BOARD   FOR 
ENROLLMENT 
ficvisory     Committee    on    Joint    Board 
Actuarial   Examinations.   Chicago,   III. 
(open  and  closed)    6  9-7''       25388; 

^-17-77 

ADMINISTRATIVE  CONFERENCE  OF 
UNITED  STATES 

CcmT-itT-e  on  Licenses  a'-c  Ajt^onza- 
t  o-^s  Was'-ington,  D.C.  (open  with 
restrictions      6-8-77  23867; 

5-11-77 
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AGRICULTURE   DEPARTMENT 

Co.■Tmoc;i^/  Credit  Corporation- 


Loan    and 

ington, 


purchase   program,   W3S^ 
D  C.   (open),   6-9-77. 

25329;    5-17-77 
Forest  Service — 

Apache   National   Forest  Grazing  Ad 
visory     Board,     Spnngerville.     AriZ- 
(open),  6-9-77        22385:   5-3-77 
Sitgreaves    Grazing    Advisory    Board, 
Show  Low,  Ariz,   (open),  6-10-77. 
22385:    5-3-77 
ARTS  AND  HUMANITIES,  NATIONAL 
FOUNDATION 
Advisory  Panels; 

Expansion     Arts.     Washington,     DC 
(open  closed).   6-8  thru   6-10-77 

26256, 
Special  Projects  (Folk  Art),  Washing 
ton.  DC.  (open-closed),  6-10  and 
6-11-77  26256: 

Theatre.  N  Y  ,  N  Y  (open-closed),  6- 
11-77  26256:    5-23-77 

College     Library     Program      Panel     Ad 
visory   Committee,   Washington.    DC. 
;closed),  6-10-77     25390,  5-17-77 
Education  Programs  Panel:  Washington, 
DC    (closed).  6-8  thru  6-9-77 

24347:    5-13-77 
Research     Grants     Panel.     Washington. 
D.C.   (closed),  6-9  thru  6-10-77 

24347;    5-13-77 
Special   Proiects  Advisory  Panel;  Wash- 
ington,   D  C     (closed),    6—6   thru    6- 
7-77  24347:    5-13-77 

Theatre  research  project  consultants. 
N.Y.,  N.Y.  (closed),  6-9  thru  6- 
11-77  26256;    5-23-77 

CIVIL   RIGHTS  COMMISSION 
Advisory  Committees; 

California,   San   Diepo    Calif    (open). 

6-10  and  6-11-77 24763; 

5-16-77 
Idaho,    Lewiston,    Idaho    (open).    6- 
11-77  24763:    5-16-77 

CIVIL   SERVICE  COMMISSION 

Federal  Prevailng  Rate  Advisory  Com 
mittee.  Washington.  D.C.  (closed), 
G^^-n  26244;    5-23-77 

COMMERCE   DEPARTMENT 

Domestic    and     International     Business 
Administration — 
Computer     Systems     Technical     Ad 
visory         Committee  (partially 

closed)    (3   documents;i.    6-8   and 
6-9-77  23869;    5-11-77. 

26236;  5-23-77,  26449:  5-24-77 
National      Oceanic      and      Atmospheric 
Administration — 
American    Forestry   Association    Con- 
ference.  Washington,   D.C.    (open). 
6-8-77  26683;    5-25-77 

Pate'-t  and  Trademark  Office — 

Pi-blic  Advisory  Committee  for  Trade- 
"lark  Affairs,  Arlington,  Va  and 
Washington,  D  C  (open  with  re 
strictions),   6-8  and   6-9-77 


CONSUMER  PRODUCT 
COMMISSION 

Flammable    Fabrics 


25520; 
SAFETY 


5-18-77 


Act    National 


Ad 

visory  Committee.   Washington,    DC 
(open  with  restrictions),  6-6  and  6- 
7-77  26238:    5-23-77 


REMINDERS — Continued 

DEFENSE  DEPARTMENT 

Air  Force  Department — 
Scientific  Advisory  Boards: 

Los   Angeles,    Calif,    (closed),   6-8 

'        and  6-9-77         22922:  5-5-77 

Williams    AFB.    Ariz,    (open),    6-7 

thru  6-9-77       24304:  5-13-77 

Office  of  the  Secretary — 

Joint  Strategic  Target  Planning  Staff 
Scientific  Advisory  Group:  Orffutt 
Air  Force  Base,  Neb    (closed),  6-8 

thru  6-9-77  18422;  4-7-77 

Wage   Committee,    Washington,    D.C. 

(closed),   6-7-77 18633: 

4-8-77 
EDUCATION  OF  DISADVANTAGED  CHIL- 
DREN, NATIONAL  ADVISORY 
COUNCIL 
Rural  issues  in  compensatory  education 
m  various  Appalachian  states,  At- 
lanta.   Ga.    (open    with    restrictions). 

6-10  and  6-11-77 26709; 

5-25-77 
Washington.  DC.  (open).  6-10  and  6- 
11-77  2386:    1-11-77 

ENERGY  RESEARCH  AND  DEVELOPMENT 
ADMINISTRATION 
General   Advisory  Committee,  Washing- 
ton, DC.  (open-closed),  6-7  and  6- 

8-77  26238;    5-23-77 

ENVIRONMENTAL    PROTECTION    AGENCY 
Great    Lakes    Quality    Agreement,    Chi- 
cago,   111     and    Detroit,    Mich,    (open) 
(2  documents),  6-6  and  6-7-77. 

21643:   4-28-77 
Science    Advisory    Board.    Ecology    Ad- 
visory Committee,  Washington,   D.C. 
(open),  6-6  and  6-7-77  25348; 

5-17-77 
ENVIRONMENTAL  QUALITY  COUNCIL 
Washington,  D.C.  (open),  6-6  thru  6- 
8-77  24799;    5-16-77 

FEDERAL  COMMUNICATIONS 
COMMISSION 
AM  Broadcasting  Service  Group,  Wash- 
ington.   DC     (open),   6-9-77. 

25913;   5-20-77 
Marine  Services  Radio  Technical  Com- 
mission.   Washington,    D.C.    (open), 

6-7-77 25944;   5-20-77 

Personal  Use  Radio  Advisory  Commit- 
tee, Washington,  DC.  (open  with  re- 
strictions).   6-9-77 26243; 

5-23-77 
Personal  Use  Radio  Advisory  Committee 
task  on   General   Mobile  Radio  Serv- 
ice.    Washington,     DC.     (open),     6- 
10-77  26693:    5-26-77 

FEDERAL  PAPERWORK  COMMISSION 
Approved   and   future   projects;   welfare 
reform,       housing.       public      works, 
Washington,  D.C.  (open),  6-10-77. 

26692:   5-25-77' 
GENERAL  SERVICES  ADMINISTRATION 
Architectural   and   Engineering   Services 
Regional  Public  Advisory  Panel,  Bos- 
ton.   Mass.   and    Kansas  City,   Mo. 
(open)    (2   documents),   6-8  thru 
6-10-77. 
26702;  5-25-77,  26248;  5-23-77 
Wealth  Resources  Advisory  Committee, 
National.  San  Diego,  Calif,  (open  with 
restrictions).   6-9   and   6-10-77. 

19400:  4-13-77 


HEALTH,     EDUCATION.     AND     WELFARE 
DEPARTMENT 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration — 
Advisory     committees,     Washington, 
D.C.  (open  and  closed),  6—6  thru 

6-10-77 23879:   5-11-77 

Alcohol  Training  Review  Committee, 
Rockville,  Md.  (open  and  closed), 

6-6  thru   6-8-77 23882; 

5-11-77 

Education  Office — 

Equality  of  Educational  Opportunity 
National  Advisory  Council,  New 
York,   N.Y.    (open).   6-10-11. 

25923:   5-20-77 

National   Advisory   Council    on   Adult 

Education,  Charleston,  S.C.  (open), 

6-9  and  6-11-77 25382; 

5-17-77 
National     Advisory     Committee     on 
Handicapped,        Alexandria,       Va. 
(open),  6-8  thru  6-10-77. 

23178:    5-6-77 
Women's  Educational   Programs   Na- 
tional   Advisory    Council,    Boston, 
Mass.   (open),  6-8  thru  6-11-77. 
26249;    5-23-77 

Food  and  Drug  Administration — 

Clinical  Chemistry  Device  Classifica- 
tion Panel:  Washington,  D.C. 
(open),  6-9  thru  6-10-77    24320; 

5-13-77 
Endoscopic  and  Electrosurgical  De- 
vices Subcommittee  of  the  Obstet- 
rical and  Gynecological  Device 
Classification  Panel,  Washington, 
D.C.    (open),   6-7-77  24320; 

5-13-77 
Gastrointestinal  Drugs  Advisory  Com- 
mittee; Rockville,  Md.  (open),  6-6 
thru  6-7-77  24320;   5-13-77 

Microbiology  Device  Classification 
Panel;  Washington,  DC.  (partially 
open),  6-6  thru  6-7-77       24326; 

5-13-77 
Miscellaneous  External  Drug  Prod- 
ucts Panel:  Rockville,  Md.  (open), 
6-5  and  6-6-77  24321;  5-13-77 
Obstetrical  and  Gynecological  Device 
Classification  Panel:  Washington, 
D.C.    (open),   6-6-77  24320: 

5-13-77 
Opthalmic    Drugs   Advisory    Commit- 
tee: Rockville,  Md.  (open),  6-6-77. 
24320;    5-13-77 

Oral  Cavity  Panel;  Rockville,  Md. 
(open),    5-9  thru   5-10-77. 

24320;  5-13-77 

Health   Resources  Administration — 
Advisory      Committee,      Washington, 
D.C.    (open-closed),    6-6   thru    6- 

10-77 25532;   5-18-77 

National  Advsory  Council  on  Health 
Professions  Education,  Bethesda, 
Md.  (open),  6-6  and  6-7-77. 

25382:   5-17-77 

National  Institutes  of  Health — 

Board  of  Scientific  Counselors,  Na- 
tional Institute  of  Allergy  and  In- 
fectious Diseases,  Bethesda,  Md. 
(open),  6-6  thru  6-«-77       20505; 

4-20-77 
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Cettutar  and  Molecular  Basis  of 
Disease  Review  Committee,  Be- 
thesda. Md.  (partially  closed),  6-6 
thru  6-10-77  17914;  4-4-77 

Communicative  Disorders  Review 
Committee,  Bethesda,  Md.  (open), 
6-5  and  6-6-77  20505:4-20-77 
Neurotogtcal  Disorders  Program  Proj- 
ect Rev»ew  (Committees  A  and  B), 
Silver  Spring,  Md.  (open  with  re- 
strictions) (2  documents).  6-9 
thru  6-11-77. 

20506,   20507;   4-20-77 

President's  Cancer  Panel,   Bethesda. 

Md.  (open),  6-7-77  21853; 

4-29-77 
Research  Grants  Division  Study  Sec- 
tions,  Bethesda,   Md.   (open),   6-5 
thru  6-11-77  23176;  5-6-77 

Office  of  the  Secretary- 
Protection  of  Human  Sub)ects  of  Bio 
medical  and  Behavioral  Research. 
National    Commission,    Bethesda, 
IVW    (open  with  restrictions),  6-10 
and  6-11-77         26469;  5-24-77 
INTERIOR  DEPARTMENT 
National  Park  Service — 

Golden  Gate  National  Recreation 
Area,  San  Francisco,  Calif,  (open). 
6-11-77 .  24119;  5-12-77 
Western  Regional  Advisory  Commit 
tee,  Las  Vegas,  Nev.  (open),  6- 
11-77  25925:    5-20-77 

JUSTICE  DEPARTMENT 

Law  Ervforcement  Assistance    -^ 
Administration — 
Private     Security     Advisory     Council. 
Alexandria,    Va.    (open).    6-8   thru 
6-10-77  25774;    5-19-77 

Prisons  Bureau — 

National  Institute  of  Corrections 
Advisory  Board.  Boulder,  Colo, 
(open),  6-5  and  6-6-77       23557; 

5-9-77 

NATIONAL  AERONAUTICS  AND  SPACE 
ADMINISTRATION 

Research  and  Technology  Advisory 
Council  (RTAC),  Material  and  Struc- 
ture Committee,  Hampton,  Va. 
(open),  6-7  thru  6-9-77  24120; 

5-12-77 
Space  Program  Advisory  Council,  Appli- 
cations Committee,  Washington,  DC. 
(open  with  restrictions),  6-7-77. 

24121:    5-12-77 

Space     Processing     Ad     Hoc     Advisory 

Subcommittee.       Washington.       DC. 

(closed),   6-6  thru   6-8-77      25549; 

5-18-77 

NATIONAL  CAPITAL  PLANNING 
COMMISSION 

Procedures  for  citizen  participation, 
Washington.  DC.  (open  with  restric- 
tions), 6-9-77 25774;  5-19-77 

Washington.  DC.  (open).  6-9-77. 

20865:  4-22-77 

NATIONAL  SCIENCE  FOUNDATION 
Advisory  Panels — 

Genetic    Biology,    Washington,     DC. 
(closed),    6-9   thru    6-11-77. 

26493;    5-24-77 
Regulatory  and  Developmental  Biolo- 
gy, Washington,  DC.  (closed),  6-9 
thru  6-11-77        26493;   5-24-77 
Sociology,  Washington,  D.C.  (closed), 

6-10  and  6-11-77 26710; 

5-25-77 


>rTternat»onal  Decade  of  Ocean  Explora- 
tion Proposal  Review  Panel,  Washing- 
ton, DC.  (ctosed)  (2  docunr>ents), 
6-9  and  6-10-77. 
26256;  5-23-77,  26709:  5-25-77 
Regulatory  Biology  Advisory  Panel, 
Washington,  DC.  (closed),  6-6  and 
6-7-77  25943;    5-20-77 

Research  >n  Science  Education  Sub- 
panel,  Washington,  DC  6-5  thru  6- 
7_77  25391:    5-17-77 

Science  Information  Activities  Task 
Force.  Washington,  DC.  (open 
closed)  (2  documents),  6-9  and 
6-10-77. 
26256:  5-23-77.  26493;  5-24-77 
Social  and  Developmental  Psychology 
Advisory  Panel,  Washington,  DC. 
(cicsed),  6-6  and  6-7-77         25943: 

5-20-77 

NUCLEAR  REGULATORY  COMMISSION 
ACRS   Subcommittee   and    Fire    Protec- 
tion Working  Group,  Washington,  DC. 
(open),  6-8-77  25780;  5-19-77 

ACRS  Subcommittee.  Regulatory  activi- 
ties,   Washington,    DC.     (open\    6- 

8-77 25780;  5-19-77 

Reactor  Safeguards  Advisory  Commit- 
tee, Washington,  DC.  (open-closed), 
6-9  thru  6-11-77  26258:  5-23-77 
Reactor  Safeguards  Advisory  Commit- 
tee, License  Review;  Zion  generating 
station,  Washington,  DC.  fopen),  6-9 
thru  6-11-77  25780:5-19-77 

Reactor  Safeguards  Advisory  Commit- 
tee. Regulatory  Activities  Subcommit- 
tee Washington.  D  C.  (open).  6- 
8-77  26257:  5-23-77 

SCIENCE  AND  TECHNOLOGY  POLICY 
OFFICE 
Working   Group    on    Basic    Research    in 
the    Defense    Department.    Washing- 
ton. DC,  (open),  6-6  and  6-7-77. 

25944;    5-20-77 
STATE   DEPARTMENT 

International  Telegraph  and  Telephone 
Consultative  Committee,  US.  Na- 
tional Committee  Study  Group  1, 
Washington,  DC.   (openV  6-9-77. 

26711;   5-25-77 

Transnational       Enterprises       Advisory 

Committee,  Washington.  DC.  (open), 

6-10-77  26710;   5-25-77 

Office  of  the  Secretary — 

Shipping  Coordinating  Committee, 
Subcommittee  on  Safety  of  Life  at 
Sea,  Washington,  DC.  (open),  6- 
9-77  .    24793;    5-16-77 

TRADE  NEGOTIATIONS.  OFFICE  OF 
SPECIAL  REPRESENTATIVE 
Trade    Negotiations    Advisory    Commit- 
tee, Chicago,  III.  (closed).  6-8-77. 

23671:    5-10-77 
TRANSPORTATION   DEPARTMENT 
Coast  Guard — 

Rules  of  the  Road  Advisory  Commit- 
tee,   San    Francisco.   Calif,    (open), 

6-8    and    6-9-77 23572; 

5-9-77 
Federal  Aviation  Administration — 

Southern  Region  Air  Traffic  Control 
Advisory  Committee,  Atlanta,  Ga. 
(open),  6-7-77  23572;  5-9-77 
Pipeline  Safety  Operations  Office — 
Technical  Pipeline  Safety  Standards 
Committee,  Washington,  D.C. 
(open  with  restrictions).  6-7  and 
6-8-77 22968;    5-5-77 


TREASURY   DEPARTMENT 

Internal  Revenue  Service — 

Commissioner's  Advisory  Group, 
Washington.  DC  (open).  6-6  thru 
6-7-77  25572;   5-18-77 

VETERANS  ADMtWSTRATTON 

Cooperative  Studies  Evaluation  Commit- 
tee, Washington,  DC  (open  ^mXh  re- 
strictions), 6-6  thru  6-8-77     22969; 

5-5-77 
Educational  AHowarKes  Station  Commit 
tee.  Los  Angeles,  Calif  ,  6-8-77. 

25396;    5-17-77 

Health    Manpower   Training    Assistance 

Review  Committee,  Washington.  D  C. 

(open).    6-6   and   6-7-77        25573; 

5-18-77 

Medical  School  Assistance  Review  Com 

mtttee.  Washington    D  C    (open)    6-6 

and  6-7-77  25573:  5-18-77 


Next  Week's  Public   Hearings 


AGRICULTURE   DEPARTMENT 

Agricultural  Marketing  Service — 

Federal  Seed  Act  Regulations    Wash- 
ington.   DC     (open).   6-10-77. 

25738,    5-19-77 

ENVIRONMENTAL  QUALITY   COUNCIL 

Environmental  impact  statement  reform, 
Washington,    DC.    (open),    6-6    thru 
6-8-77  21836:   4-29-77 

INTERNATIONAL  TRADE  COMMISSION 

Import  investigations:  solder  removal 
wicks.  Washington.  DC.  (open  with 
restrictions)     6-10-77  26478: 

5-24-77 

MANAGEMENT  AND  BUDGET  OFFICE 

US.  direct  investment  abroad:  report 
forms.  Washington.  DC  (open;!,  6- 
8-77  24778;    5-16-77 

TRANSPORTATION   DEPARTMENT 
Federal  Railroad  Administration— 

Port  Authority  Trans  Hudson  Corpo- 
ration, Newark,  N.J.  (open),  6- 
7-77     22213;   5-2-77 


List  of  Public  Laws 


This  Is  a  continuing  lifting  ol  public  bills 
that  have  become  law  the  t«xt  of  which  la 
not  published  m  the  Federal  Register. 
Copies  of  t^.p  laws  In  individual  pamphlet 
form  (referred  t-o  as  "slip  laws')  may  be 
obtained  from  the  US  Government  Printing 
Office 

H  R.  5562  ..      Pub.  L.  95-32 

To  authorize  the  establishment  of  the 
Eleanor  Roosevelt  National  Historic  Site 
m  the  State  of  New  York,  and  for  other 
purposes  (May  26.  1977;  91  Stat.  171) 
Price;  $.35 

H.R.  6205 Pub.  L.  95-33 

To  authorize  appropriations  for  fiscal 
years  1978,  1979,  and  1980  to  carry  out 
the  Atlantic  Tunas  Convention  Act  of 
1975.  (May  26,  1977;  91  Stat.  173) 
Price;  $  35 

H  J    Res.  424  Pub.  L  95-34 

To  authorise  the  Administrator  of  Gen- 
eral Services  to  acceut  land,  buildings, 
and  equipment,  witnout  reimbursement, 
for  the  John  Fitzge-'ald  Kennedy  Library, 
and  for  other  purposes,  (.May  26,  1977; 
91  Stat.  174) 
Price;  $  35  Ix 
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USDA— AGRICULTURE   DEPARTMENT 

AMS — .Agricultural  Marketing  Service 
ARS — .A.jricultural  Research  Service 
.•\SCS — .Agricultural     Stabilization     and 

Con.servation  Service 
.APHIS — Animal  and  Plant  Health   In- 
spection Service 
CCC — Commodity  Credit  Corporation 
CEA — Commodity  Exchange  Authority 
CSRS — Cooperative  State  Research 

Service 
EMS — Export  Marketing  Service 
ERS — Economic  Research  Service 
FmHA — Farmers   Home  Administration 
FCIC — Federal  Crop  Insurance  Corpora- 
tion 
FAS — Foreign  Agricultural  Service 


FNS — Food  and  Nutrition  Service 
FSQS— Food  Safety  and  Quality  Service 
FS — Forest  Service 

PS.A— Packers  and  Stockyards  Adminis- 
tration 
RD.S — Rural  Development  Service 
REA— Rural  Electrification  Administra- 
tion 
RTB— Rural  Telephone  Bank 
SCS — Soil  Consewation  Service 

COMMERCE— COMMERCE    DEPARTMENT 

Censu.s — Census  Bureau 

DIBA — Domestic  and  International  Busl- 
nes.s  Administration 

EDA  — Economic  Development  Adminis- 
tration 

FPCA— N'at'onal  Fire  Prevention  and 
Control  Administration 


MA — Maritime  Administration 
MBE — Minority  Business  Enterprise  Of- 
fice 
NBS — National  Bureau  of  Standards 
NOAA — National   Oceanic    and   Atmos- 
pheric Administration 
NSA— National  Shipping  Authority 
NTIS — National  Technical  Information 

Service 
PTO — Patent  and  Trademark  Office 

DOd— -DEFENSE   DEPARTMENT 

AP — Air  Force  Department 

Army — Army  Department 

DCPA — Defense  Civil  Preparedness 

Agency 
DIA— Defense  Intelligence  Agency 
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DSA— Defense  Supply  Agency 
Engineers— Engineers  Corps 
tiavy— Navy  Department 

HEW— HEALTH,    EDUCATION,    AND 
WELFARE   DEPARTMENT 

ADAMHA— Alcohol,    Drug    Abuse,    and 
Mental  Health  Administration 

CDC Center  lor  Disease  Control 

FDA— Food  and  Drug  Administration 
HCFA— Health  Care  Financing  Admin- 
istration 
HDO— Human  Development  Office 
HRA— Health  Resources  Administration 
HSA— Healtii  Services  Administration 
jHH— National  Institutes  of  Health 
OE — Offii^e  of  Education 
PHS— Public  Health  Service 
R,SA— Rehabilitation  Services  Adminis- 
tration 
SSA— Social  Security  Administration 

HUD— HOUSING   AND   URBAN 
DEVELOPMENT   DEPARTMENT 

CARF— Consumer  Affairs  and  Regula- 
tory Functions,  Office  of  Assistant 
Secretarv 

CPD— Community  Planning  and  Devel- 
opment, Office  of  Assistant  Secretary 

JT3AA— Federal  Disaster  Assistance  Ad- 
ministration 

FHEO— F^ir  Housing  and  Equal  Oppor- 
tunity. Office  of  Assistant  Secretary 

FHC— Federal  Housing  Commissioner, 
Office  of  Assistant  Secretary  for  Hous- 
ing 

PIA— Federal  Insurance  Administration 

GNMA— Government  National  Mortgage 
Association 

ILSRO — Interstate  Land  Sales  Registra- 
tion Office 

NCA — New  Communities  Administration 

NCDC— New  Community  Development 
Corporation 

INTERIOR— INTERIOR    DEPARTMENT 

BPA— -Bonneville  Power  Administration 

BIA— Bureau  of  Indian  Affairs 

BLM— Bureau  of  Land  Management 

F'A'S— Pish  and  Wildlife  Service 

GS — Geological  Survey 

MESA— Mining  Enforcement  and  Safety 

Administration 
Mines — Mines  Bureau 
MPS — National  Park  Service 
OHA— Office  of  Hearings  and  Appeals 
Reclamation— Reclamation  Bureau 

JUSTICE— JUSTICE    DEPARTMENT 

DEA— Drug  Enforcement  Administration 

INS— Immigration  and  Naturalization 
Service 

LEAA — Law  Enforcement  Assistance  Ad- 
ministration 

NIC — National  Institute  of  Corrections 


LABOR— LABOR    DEPARTMENT 

BLS— Bureau  of  Labcr  Statistics 

BRB— Benefits  Revievs  Board 

ESA— Employment  Standards  Adminis- 
tration 

ETA— Employment  and  Training  Ad- 
m.inistration 

FCCPO — Federal  Contract  Compliance 
Programs  Office 

LMSEO — Labor  Management  Standards 
Enforcement  Office 

OSHA — Occupational  Safety  and  Health 
Administration 

P&WBP— Pension  and  Welfare  Benefit 
Programs 

W&H — Waee  and  Hour  Division 

STATE— STATE    DEPARTMENT 

AID — Agency  for  International  Develop- 
ment 
FSGB — Foreign  Service  Grievance  Board 

[X)T— TRANSPORTATION    DEPARTMENT 

CG— Coast  Guard 

p\AA— Federal   Aviation   Administration 

FHWA— Federal  Highway  Administra- 
tion 

FRA— Federal   Railroad  Administration 

MT3 — Materials  Transportation  Bureau 

NHTSA— National  Highway  Traffic 
Safety    Administration 

OHMO— Office  of  Hazardous  Materials 
Operations 

OPSO— Office  of  Pipeline  Safety  Opera- 
tions 

SLS — Saint  Lawrence  Seaway  Develop- 
ment Corporation 

L"MTA— Urban  Mass  Transportation  Ad- 
ministration 

TREASURY— TREASURY    DEPARTMENT 

ATF— Alcohol,  Tobacco  and  Firearms 
Bureau 

Customs — Customs  Service 

Comptroller— Comptroller  of  the  Cur- 
rency 

ESO — Economic  Stabilization  Office 
I  temporary  i 

PS — Fiscal  Service 

IRS — Internal  Revenue  Service 

Mint — Mint  Bureau 

PDB— Public  Debt  Bureau 

RSO— Revenue  Sharing  Office 

INDEPENDENT   AGENCIES 
ATBCB — .Architectural  and  Tri-nsporta- 

tion  Earners  Compliance  Board 
CAB — Civil  Aeronautics  Board 
CASB — Cost  Accounting  Standards 

Board 
CEQ — Council  on  Environmental  Quality 
CPTC— Commodity  Futures  Trading 

Commission 
CIT.A— Textile  Agreements  Implementa- 
tion Committee 
CPSC— Consumer  Product  Safety  Com- 
mission 
CRC — Civil  Rights  Commission 
CSA — Community  Services  Administra- 
tion 


CSC — Civil  Service  Commission 

EEOC — Equal  Employment  Opportimity 

Commi-sion  • 

EXIMBANK— Export-Import    Bank    of 

Ih*  U.S. 
EPA — Environmental  Protection  Agency 
ERDA — Energy  Research  and  Develop- 
ment Administration 
FCC — Federal  Communications  Commis- 
sion 
PCSC— Foreign  Claims  Settlement  Com- 
mission 
FDIC — Federal  E>eposit  Insurance  Cor- 
poration 
FEA— Federal  Energy  Administration 
FHLBB— Federal  Home  Loan  Bank 

Board 
FPC — Federal  Power  Commission 
FRS — Federal  Reserve  System 
FrC— Federal  Trade  Commission 
GSA—General   Services   Administration 
GSA  ADTS— Automated  Data  and  Tele- 
communications Service 
GSA /FPA— Federal    Preparedness 

Agency 
GSA  FSS— Federal  Supply  Service 
GS.A  N.ARS — National  Archives  and 

Records  Service 
GSA  PBS— Public  Buildings  Service 
ICC — Interstate  Commerce  Commission 
ICP — Interim   Compliance   Panel    iCoal 

Mine  Health  and  Safety) 
ITC — International    Trade    Commission 
LSC— Legal  Services  Corporation 
NASA — National  Aeronautics  and  Space 
Administration 

NCUA— National  Credit  Union  Adminis- 
tration 

NFAHNEA— National    Endowment   for 

the  Arts 
NFAH  NEH— National   Endowment   for 

the  Bunranlties 
NLRB — National  Labor  Relations  Board 
NRC — Nuclear  Regulatory  Commission 
NSF — National  Science  Foundation 
NrSB — National  Transportation  Safety 

Board 
OFR — Office  of  the  Federal  FlegLster 
OMB — Office  of  Management  and  Budget 
OPIC — Overseas  Private  Investment 

Corporation 
PADC — Pennsylvania   Avenue   Develop- 
ment Corporation 
PRC — Postal  Rate  Commission 
PS — Postal  Service 
RB — Renegotiation  Board 
RRB— Railroad  Retirement  Board 
SBA — Small  Business  Administration 
SEC — Securities  and  Exchange  Commis- 
sion 
T\' A— Tennessee  Valley  Authority 
USIA — United  States  Information 

Agency 
V.A — Veterans  Administration 
WRC— Water  Resources  Council 
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Title  1 — General  Provisions 
CHAPTER    I— ADMINISTRATIVE    COMMIT- 
TEE CF  THE  FEDERAL  REGISTER 

CFR  CHECKLIST 
1976/1977  Issuances 

This  checklist,  prepared  by  the  OfBce 
of  the  Federal  Register,  is  published  m 
the  first  Lssue  of  each  raonth.  It  is  ar- 
ranged in  the  order  of  CFR  titles,  and 
shows  the  revision  date  and  price  of  the 
volumes  of  the  Code  of  Federal  Regula- 
tions issued  to  date  for  1976  and  1977. 
New  units  issued  during  the  month  are 
announced  on  the  back  cover  of  the 
daily  FEDER.^L  Register  as  they  become 
available. 

For  a  Checklist  of  current  CFR  vol- 
umes comprising  a  com.plete  CFR  set.  see 
the  latest  issue  of  tlie  Cumulative  List 
of  CFR  Sections  Affected,  which  is 
revised  monthly. 

The  rate  for  subscription  service  to^8ll 
revised  volumes  issued  for  1977  is  $350 
domestic,  $75  additional  for  foreign 
m.ailing. 

Order  from  Superintendent  cf  I>.icu- 
ments.  Government  Printing  Office, 
Washington,  D.C.  20402. 

CFR  Unit  (Rev.  as  of  Jan,  1.  1977)  : 


CFR  Unit   Rev,  as  o: 


Title 

1   -- 
2 
4 
5 

7 


[Reserved] 


Price 

i:  65 

3  25 

4  TO 


Parts: 

0-45 - 5. 

46-51    - •* 

52     - 5 

53-209    -- 6. 


30 
20 
20 
80 


e  80 


15 

16 


April  !,  1976 


Title 

17    

18  Parts: 

1-149    - * 

150-end ---     "* 

18    -- ^ 

20  Parts: 

1-399   - - -    : 

400-«nd - 

21  Parts: 

1-9  -- : 

10-199    " 

200-299    - ---  1 

300-499   - ^ 

500-599    --- —  -  ■ 

600-1299    -- 2 

1300-end    --- •_ 

22    

23  -- - 

24  Parts: 

0-499    - — 

aOO-end 


p-.rc 


2!0'-699     6-10 

700-749    - 4-10 

750-899    1-80 

900-944 *-25 

945-980    2.40 

981-999 — 2,50 

1000-1059    4   25 

1060-1119    4-*0 

1120-1199    3.20 

1200-1499    *-20 

1500-end ''•  25 

..  2.60 


40 
60 


6   00 

4   85 

4  ;C 

5  65 

2   45 


60 
2C 


V3 
75 
75 
90 


;  :t.e 

0-4J     

6C'-59    --- 

6a-»«   --- 

;0<J-399    . 
4,:. -end  . 
-i  •    c^'-.h^ters: 

1-2    

3-6 

7    

8    - 

9    

10-17  --. 
19-100  -. 
101 -end   - 

CFR  Index. 


4    55 


25 
2i 


65 
90 
25 


8 --- 

9    

10  Parts: 

0-199    --- 

200-end    

12  Parts 

1-299    --- 7.40 

300-end   - 7,30 

13  --- —  - *-20 

14  Parts: 

1-59 6.00 

60-199  - 5,  10 

200-1199    6,20 

1200-end    2  20 

5  35 

Pans : 

0-149    -- 5   50 

150-999    -  4   25 

lOOO-end    -  3.00 


Parts 

1    (§§  10-1.169). 

1     (§§1.170-1.300) - —  - 

1     (§§  1,301-1,400) - 

i      (§§  1,401  to  1.500) ■ 

1      (§5  1501-1640) -      4 

I      i  55  1  641-1.850)..- 4 

1     ,  ;m.  851-1  1200) 6 

;      1  |§  !  1201  t«  end) 6  95 

2-29    -     ■*   °^ 

30-39    - ---     ^^^ 

-   40 

60 

20 

7.70 


95 

30 
55 
05 
45 
05 


40-299    -     ° 

300—499    . 3 

600~end 2 


CFRUni 

;  B    , 

29  Parts 
0-^99 


■Rev,  as  Of  July  1,  1976 


*3    10 


30 

31 

32 


500-1899 5 

1900-1919    - ---  " 

1920-end... - 4 

4 


Part.'- 
1-39 


I  V  l!    iRev,  1!    1   75) 0 

I  V  Hi    iRev    11  '1'75) " 

iV  III)    iRev.  11/1/75) 5 

40-399    --- -  6 

400-585    -  S 

590-699    --  3 

7(00-799    "■ 

800-999 ^ 

1000-1399    2 

1400-1599    r---  3 

:600-end 

32 A   

33  Part-^: 

:-199    - 


2   9 


3h 
39 


CFR  Unit  '  Rev.  as  of  Oct.  1. 1976) : 


42 

4,i 


Part5- 


30 
50 

55 
05 
80 
65 

80 

40 

10 
50 
20 
10 
85 
05 
20 
65 
95 
90 


io(!.:>-e;:d  ... 

!  Reserved) 

Parts: 

1-99    - 

lCO-199    

2'iO  499    

^fvr^-end 

'^■%    ....... 

30-40    

41-69 


price 

3.  15 
6.80 
6.70 
4.60 
6.70 

6.70 
6.90 
1.85 
1.80 
4.36 

4.  15 
3.55 
6  80 
3.20 


5.95 

3.  10 
6.00 


70-89 - 2 

"'". -     1 


90-109 
110-139 


3  45 
10.  00 

3.  15 
e  40 

2   15 
2  20 

4  00 
10 
95 
90 


140-165    4  « 

166-199    - 2  °5 

200-end '  ■^^ 


Parts: 
0-19 
20-69 


80 

00 


70-79    1 

80-end  

48  i  Reserved  1 

49  Parts: 

]_99    2 

100-199    (RCT.    12/31/76) 6 

200-999 - - ---  1 

1000-1199    -., - I 

1200-1299    - --- 

1300-end --  ^ 


50 


6   20 


05 
50 
65 

95 

40 
60 
20 


20 
85 
00 
50 
40 
20 
20 
75 


Trtle  7 Agriculture 

CHAPTER    IX— AGRICULTURAL    MARKET 
ING     SERVICE      (MARKETING     AGREE 
MENTS    AND   ORDERS:    FRUITS.    VEGE 
TABLES.      NUTS).      DEPARTMENT      OF 
AGRICULTURE 

Orar-.EC- Ref   "5    .».:r.dt,  HI 

PART  905 — ORANGES  GRAPEFRUIT 
TANGERINES,  AND  TANGELOS  GROWN 
IN    FLORIDA 

Amendment  of  Grade  Regulations 

AGENCY    At;ncultural  Marketing  Serv- 

:  c   USD.i. 

ACTION    F-i.ul  rule. 

SUM  N!  A  R  Y    This  amendment  lowers  the 

mir.inium  ^;i&de  requirements  applicable 

to   (domestic    and    fxix-rt    shipments   of 
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Florida  Valencia  oranges  to  U.S.  No.  2 
Rus^set.  The  amended  regulation  recog- 
nizes the  quality  of  much  of  the  Valencia 
orange.s  remaining  for  fresh  shipment 
from  the  production  area.  The  amend- 
ment is  neces.sary  to  satisfy  the  current 
and  prospective  demand  for  such  fruit. 

EFFECTIVE  DATE:  May  27.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.  Brader.  Deputy  Director, 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service.  U  S.  Depart- 
ment of  Agriculture.  Washington,  D.C 
20250  1202-447-35451. 

SUPPLEMENTARY  LVFORMATION: 
Findings,  d)  Pursuant  to  the  amended 
marketing  agreement,  and  Order  No.  905, 
as  amended  <  7  CFR  Part  905 ) .  regulating 
the  handling  of  oranges,  grapefruit,  tan- 
gerines, and  tangelos  grown  in  Florida, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  i7  U.S.C.  601- 
674 1 .  and  upon  the  basis  of  the  recom- 
mendations of  the  committees  estab- 
lished under  the  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  regulation  of  shipments  of  or- 
anges, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  polirv  of  tl}e 
act. 

i2)  This  amendment  reflect-s  the  De- 
partment's appraisal  of  the  current  and 
prospective  demand  for  Valericui  orances 
by  domestic  and  export  market  outlets. 
Less  restrictive  grade  requirements  on 
fresh  shipments  of  such  frmt  are  consi.'=t- 
ent  with  the  character  of  much  of  the 
■fruit  remaining  for  fresh  shipment. 

1 3  •  It  IS  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rulemaking  procedure,  and 
postpone  the  effertive  date  of  this 
amendment  until  30  davs  after  publica- 
tion in  the  Federal  Register  to  USC. 
553  >  because  the  time  intervening  be- 
tween the  date  when  informatmn  became 
available  upon  whicn  thus  amendment  is 
based  and  the  time  when  this  amend- 
ment must  become  elective  in  order  to 
effectuate  the  declared  policy  of  the  act 
is  insufficient:  and  this  am.endment  re- 
lieves restrictions  on  the  handling  of  Va- 
lencia oranges  grown  in  Florida. 

Order.  The  provisioiis  of  paragraphs 
ia'i9)  and  ibi'9i  of  S  905.564  i Orange 
Regulation  75:  41  FR  42177,  49474.  51029 
53007,  54917:  42  FR  5071,  8361,  9663, 
10833.  18271.  24715'  are  revised  to  read 
as  follows : 

§  905.564       Oranac  Keeulalinii  7.>. 

(a)    '  '  ' 

(9)  Any  Valencia.  Lue  Gim  Gong,  ar,d 
similar  late  maturing  oranges  of  the  Va- 
lencia type,  grown  in  the  production  area, 
which  do  not  grade  at  lea.-it  US.  No.  2 
Russet:  and 


lb'    •    *   • 

(9>    Any    Valencia,    Lue    Gim    Gong, 
and   similar  late   maturing   oranges   of 


the  Valencia  type,  grown  m  the  produc- 
tion area,  which  do  not  grade  at  least 
U.S.  No.  2  Russet;  and 

•  •  »  ■  « 

(Sees.  1-18.  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674.) 

Dated  May  26.  1977,  to  become  effec- 
tive May  27.  1977. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg- 
etable  Division.   Agricultural 
Marketing  Service. 

(PR  Doc. 77-15511  Filed  5  31-77:8:45  am| 

Title  12 — Banks  and  Banking 
CHAPTER  II — FEDERAL  RESERVE  SYSTEM 

[Docket   NT    R  -lOl  I 

PART  264 — EMPLOYEE  RESPONSIBILITIES 
AND  CONDUCT 

Statements  of   Employment  and 
Financial   Interests 

AGENCY:  Board  of  Governors  of  the 
Federal  Reserve  System. 

ACTION:  Amendment  to  the  Board's 
rule.s  of  "Employee  Responsibilities  and 
Conduct." 

SUMMARY:  The  amendment  expands 
the  number^of  positions  for  which  State- 
ments of  Employment  and  Financial  In- 
terests are  required  pursuant  to  the 
Board's  rules  of  "Employee  Responsibili- 
ties and  Conduct"  and  Executive  Order 
11222.  It  reflects  additional  emphasis  be- 
ing placed  by  the  Board  on  financial  re- 
porting by  key  employees. 

EFFECTIVE  DATE:  May  26.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Griffith  L.  Garwood,  Deputy  Secretary, 
Board  of  Governors  of  the  Federal  Re- 
serve System,  Washington,  D.C.  20551 
(202-452-3259). 

SUPPLEMENTARY  INFORMATION: 
At  present  Board  officers  are  required  to 
file  Statements  of  Employment  and  Fi- 
nancial Interests.  The  proposal  would 
expand  this  requirement  to  include  ap- 
proximately 120  additional  individuals. 
The  Board  has  determined  that  the  du- 
ties and  responsibilities  of  these  posi- 
tions justify  a  requirement  that  the  in- 
cumbents file  such  reports  in  order  to 
avoid  any  involvement  in  a  possible  "con- 
flict-of-interest situation,  or  the  appear- 
ance of  conflict-of-interest,  and  to  carry 
out  the  purposes  of  Executive  Order 
11222. 

For  the  foregoing  reason,  and  pursu- 
ant to  the  authority  in  Executive  Order 
11222  and  5  CFR  735,  §  264.735-8(a)  is 
amended  to  read  as  follows: 

§  264.7.35—8      Staienienl.«i  of  employment 
and  finanrial  inleresU. 

«a)  Employees  required  to  submit 
statements.  Except  as  provided  in  para- 
graph (bi  of  this  section,  statements  of 
employment  and  financial  interests  shall 
be  filed  by : 

( 1 1  Employees  receiving  compensa- 
tion equivalent  to  GS-13  or  above  whose 


positions  are  identified  in  Appendix  A 
to  this  Part  by  reason  of  meeting  the 
following  criteria : 

(i)  Positions  the  incumbents  of  which 
are  responsible  for  making  a  Govern- 
ment decision  or  taking  a  Government 
action  in  regard  to : 

(A)  Contracting  or  procurement: 

(B)  Administering  or  monitoring 
grants  or  subsidies; 

(C)  Regulating  or  auditing  private  or 
other  non-Federal  enterprise;  or 

(Di  Other  activities  where  the  deci- 
sion or  action  has  an  economic  impact 
on  the  interests  of  any  non-Federal  en- 
terprise. 

Mi"  Positions  which  the  Board  deter- 
mines require  the  incumbent  to  report 
employment  and  financial  interests  in 
order  to  carry  out  the  purpose  of  law, 
executive  order,  this  Part,  and  the 
Board's  regulations. 

(2)  Employees  receiving  compensation 
below  the  equivalent  to  GS-13  whose 
positions  otherwise  meet  the  criteria  in 
subparagraph  (1)  when  the  inclusion  of 
the  positions  in  Appendix  A  has  been 
specifically  justified  by  the  Board  in 
writing  to  the  Civil  Service  Commission 
as  an  exception  that  is  essential  to  pro- 
tect the  integrity  of  the  Government  and 
avoid  employee  involvement  in  a  possible 
conflict-df-interest  situation. 

^  m  *  ^  * 

Appendix  A 

GENERAL 

Each  Head.  Associate.  Deputy,  or  A.sslstant 
Head  of  a  Division  or  Office  of  the  Board 
(regardless  of  specific  title).  Research  Of- 
ficer or  Assistant  to  the  Board. 

DIVISION  OF  international  finance 

Assistant  to  the  Director. 
Chief,  Trade  and  Financial  Studies  Section- 
Chief,  International  Banking  Section. 
Chief.  U.S.  International  Transactions  Sec- 
tion. 
Chief,  Financial  Markets  Section. 
Ecor.onalst,   Financial   Markets  Section  ' 
Chief,   World   Payments  a:id  Economic   Ac- 
tivity Section. 
Chief,  Quantitative  Studies  Section. 
Chief,  International  Development  Section. 

division  of  banking  StTPERVISION   AND 
REGULATION 

Chief,  Banking  Activities,  Bank  Holding 
Companies  Section. 

Chief,  Nonbanklng  Activities,  Bank  Holding 
Companies  Section. 

Review  Examiner,  Bank  Holding  Companies 
Section.' 

Chief.  Financial  Institutions  Supervisory 
Section. 

Senior  Attorney,  Financial  Institutions 
Supervisory  Section. 

Senior  Staff  Assistant,  Financial  Institutions 
Sup)ervisory  Section. 

Chief.  Trust  Activities  Section. 

Trust  Review  Examiner,  Trust  Activities 
Section. 

Chief.  Bank  Holding  Company  Analysis  Sec- 
tion. 

Financial  Analyst,  Bank  Holding  Company 
Analysis  Section.' 

Chief  Attorney,  Securities  Credit  Regulation 

Senior  Attorney,  Securities  Credit  Regula- 
tion. 

Accountant  Analyst,  State  Bank  Securities 
Accounting  Section. 


'  Grade  13  and  above. 
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Foreign  Bar-Xing  Anaiyst,  Foreign  Bailing 
Section 

Supervisory  Examiner.  Foreign  Banking  Sec- 
lion. 

DrVISION  OF  ADMINISTRATION  SERVICES 


Program  Analyst/Construction. 
Chief  of  Planning 
Chief  of  Procurement. 

OFFICE  OF  THE  CONTROLLER 

Chief,  Finance  and  Accounting  Section. 

DIVISION      OF     CONSrMER     AFFAIRS 

Chief,  Fair  Credit  Practices  Section. 
Chief    Equal  Credit  Opportunity  Section. 

Chief,  Compliance  Section. 
Senior  Attorney. 

on-ISION    OF.RES.rARCH    AND    STATISTICS 

Chief,  Banking  Section. 

Econcmlst,  Banking  Section.' 

Chief,  Capital  Markets  Section. 

Economist,  Capital  Markets  Section.' 

Chief,  Government  Finance  Section. 

Economist,  Government  Finance  Section.' 

Chief.  Mortgage  and  Consumer  Finance  Sec- 
tion. 

Chief,  Financial  Structure  Section. 

Economist,  Financial  Structure  Section.' 

Chief,  Econometric  and  Computer  Applica- 
tions Section. 

Economist,  Econometric  and  Computer  Ap- 
plications Section  ' 

Chief,  National  Income  Section. 

Chief,  Wages,  Prices  and  Productivity  Sec- 
tion. 

Chief,  Business  Conditions  Section, 

Clilef,  Financial  Studies  Section. 

Chief.  Special  Studies  Section. 

Chief,  Flow  of  Funds  Section 

DIVISION     6f     FEDERAL     RESERVE     B.\NK 
EXAMINATIONS     AND     BUDGETS 

Manager,  Financial  Examinations  Section, 
Senior  Financial  Examiner.' 

Dn.TSIO.N-   OF  FEDER.^L  RESERVE  BANK  OPERATIONS 

Architect.  Building  Planning  Section. 
Manager,  Lending,  Credit  and  C?ash  Services 
Manager,  PaymentJ?  Mechanism  Section 
Program  Manager  for  EFTS  Operations. 
Program  Manager,  EFTS  Planning. 

LEGAL      DIVISION 

Senior  Attorney. 

OFFICE     OF     BOARD     MEMBERS 

Administrative  Assistant  to  the  Chairman. 

St&fl  Assistant. 
Economist - 

OFFICE     OF     STAFF     DIRECTOR     FOR     MANAGEMENT 

Assistant  for  Program  Coordination. 

OFFICX  OF   STAFF   DIRECTOR   FOR   MONIH-ARY 

POLICY 

Economist 
StAff  Assistant. 

DIVISION     OF     DATA     PROCESSING 

Senior  Staff  Assistant. 

Chief,  Mathematical  Statistical  Section. 

Project  Analyst  Programmer — Reserves, 

Mathematical  Statistical  Section. 

Project  Analyst  Programmer— Models. 

Mathematical   Statistical     Section. 

Project  Analyst  Programmer — Transmissions 
of  Edited  Deposit  Systems.  Mathematical/ 
Statistical  Section, 

Project  Analyst  Programmer — Capital  Mar- 
kets, Mathematical  Statistical  Section. 

Chief,  Bank  Holding  Company  ApDllcations 
Section. 

Chief,  Data  Production  Section 

The  provisions  of  section  553  of  Title 
5.  United  States  Code,  relating  to  notice 
and  public  participation  and  deferred 
effective  date  are  not  followed  in  connec- 
tion with  the  adoption  of  these  amend- 
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ments  because  the  changes  involved  are 
procedural  in  nature  and  do  not  con- 
stitute substantive  rules  subject  to  the 
requirements  of  such  section. 

By  order  of  the  Board  of  Governors, 
effective  May  26,  1977. 

Theodore  E.  Allison, 
Secretary  of  the  Board. 

(FR  Doc.77-15522  Filed  6-31-77.8:45  am^ 


•|-j»le   15 — Commercial   Practices 

CHAPTER    1— FEDERAL  TRADE 
COMMISSION 

Docket   N.     C--884' 

PART  13— PROHIBITED  TRADE  PRAC- 
TICES, AND  ,*,FFIRMAT!VE  CORRECTIVE 
ACTIONS 

National   Account  Systems,   Inc.,   et  al. 

AGENCY:  Federal  Trade  Commission. 

ACTION :  Order  to  cease  and  desist. 

SUMM.'^RY:  This  consent  order,  among 
other  thing?,  requires  a  Chicago.  Illinois, 
debt  collection  agency,  and  its  sub.sidiar- 
ies,  to  cease  using  unfair  and  deceptive 
debt  collection  tactics;  failing  to  di.'^close, 
in  connection  with  the  extension  of  con- 
sumer credit,  such  disclo.^ures  as  are  re- 
quired by  Federal  Reserve  Board  regula- 
tions: and  obtaining  con.-unier  credit  in- 
formation under  fa:.se  pretenses.  Further. 
the  order  requires  the  return  or  de.^truc- 
tion  of  unauthorized  consumer  credit  in- 
formation: the  maintenance  of  certain 
prescribed  records;  and  the  establish- 
ment and  maintenance  of  a  surveillance 
program,  designed  to  insure  the  firm's 
employees  comply  "'ith  the  provisions  of 
the  order. 

DATES:  Complaint  and  order  issued 
April  22,  1877,' 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Carol  G.  Emerling.  Director.  Los 
Angeles  Regional  Office.  Federal  Trade 
Commission.  11000  Wilshire  Blvd..  Lo.* 
Angelej.  Calif.  90024    '213-824-7575, ' 

SUPPLEMENTARY        INFORMATION 

In  the  Matter  of  Diners  Club,  Inc  ,  a  cor- 
poration. National  Account  Systems,  Inc  , 
a  corporation,  N-\S  Creditors  Service, 
Inc.,  a  corporation.  National  Acco'onts 
System  of  Milwaukee.  Inc.,  a  corporation, 
and  A.  B.  Hartman,  Inc.,  a  corporation. 
The  prohibited  trade  practices  and  or 
affirmative  corrective  actions,  as  codified 
under  16  CFR  13.  are  as  folloii\-s: 

Subpart-Acquinrg  Confidential  In- 
foi-mation  Unfairly:  §  13.1  Acquiring  con- 
^dential  information  unfairly.  Subpart- 
Coercing  and  Intimidating:  5  13.356 
Delinquent  debtors.  Subpart -Collecting. 
Assembling.  Furnishing  or  Utilizing  Con- 
sumer Reports:  ?  13  382  Collecting,  as- 
sembling, furnishing  or  utilizing  con- 
sumer reports;  13382-1  ConfidenUality. 
accuracy,  relevancy,  and  proper  utiliza- 
tion, Subpart-Corrective  Actions  and  or 
Requirement-^:  §13.533  Corrective  ac- 
tions and  or  requirements;  13.533-15 
Destruction    of    records    and  or    data; 


See  footnote  1 .  page  27876 


'  Copies  of  the  Complaint,  and  the  Decision 
and  Order,  filed  with  the  original  document. 
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13  533-20  Disclosures;   13.533-37  Formal 
rcgulatorN-  and  statutory  requirements; 
13.533-45    Maintain    records.    Subpart- 
Enforcing  Dealings  or  Payments  Wrong- 
fully:   s  13.1045    Enforcing   dealings   or 
payments  wrongfully.  Subpart— Failing 
to'Maintain  Records:    5  13.1051  FaUmg 
to  maintain  records;    13.1051-10   Accu- 
rate.   Subpart-Misrepresenting    Oneself 
and    Goods— Business    Status.    Advan- 
u\ges  or  Connections:  §  13  1365  Authori- 
ties   and    per!5onages    connected    with; 
?  13  1370  Business  methods,  policies,  and 
practices:  §  13  1395  Connections  and  ar- 
rangements witli  others:   §  13.1513  Op- 
erations  generally;    §  13.1520   Personnel 
or  staff.— Goods:  I  13.1623  Formal  regu- 
latorv     and     statutory      requirements; 
13  1623-95     Truth     in     Lending     Act; 
S  13.1675    Law    or    legal    requirements; 
S  13.1740    Scientific    or    other    relevant 
facts;    §  13.1765    Undertakings    m    gen- 
eral—Prices:  ?  13.1823  Terms  and  con- 
ditions:    13  1823-20    Truth    in    Lending 
Act.  Subpart-Neglecting.  Unfairly  or  De- 
ceptively to  Make  Material  Disclosure: 
5  13  1852  Formal  regulatory  and  statu- 
torv  requirements;   13.1852-75  Truth  in 
Lending       Act;        J  13.1855       Identity; 
§  13.1895    Scientific    or    other    relevant 
facts;    §  13.1905  Terms  and  conditions; 
13  1905-60  Truth  in  Lending  Act.  Sub- 
part-Securing   Information   by   Subter- 
fuge:  5  13.2168  Securing  informaticMi  by 
subterfuge.   Subpart-Threatening   Suits. 
Not  in  Good  Faith:  *  13.2264  Delinquent 
debt  collection. 

(Sec.  6.  38  Stat.  721:    15  USC  46.  Interpret 
or  apply  sec    5.  38  9t»t   719.  as  amended;  S2 

Stat.  146,  147,  15  USC  45.  16ul.et  seq.t 

The  order  to  cease  and  desist,  includ- 
ing further  order  requiring  report  of 
com.pliance  therewith,  is  as  follows; 

Ordir 

National  Account  Systems,  Inc..  NAS 
Creditors  Service*.  Inc.,  National  Ac- 
counts System  of  Milwaukee.  Inc..  A.  B. 
Hartman.  Inc,  for  the  purposes  of  Parts 
I,  II,  and  m  of  tills  order  are  the  only 
parties  to  whom  reference  is  made  when 
the  term  "re.spondents"  is  used. 

It  is  ordered.  That  National  Account 
Systems,  Inc  ,  NAS  Creditors  Sen^ice, 
Inc  ,  National  Accounts  System  of  Mil- 
waukee, Inc  ,  and  A,  B.  Hartman,  Inc., 
their  successors  and  assigns,  their  oEB- 
cers.  agents  representatives  and  employ- 
ees, directly  or  through  any  corporation, 
subsidiary,  division  or  branch,  or  other 
device  in  connection  with  the  collection 
of  or  attempting  to  collect  consumer 
debts,  in  or  affecting  commerce,  as 
■commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  as  amended,  do 
forthwith  cease  and  desist  from: 

1,  Obtaining  information  on  consum- 
ers from  a  consumer  reporting  agency 
or  any  other  source  under  false 
pretenses, 

2  Failing  to  keep  accurate  records  of 
the  sources  of  all  information  obtained 
on  all  consumers, 

3  Retaining  on  respondents'  premises 
any  books,  pamphlets,  or  any  other  writ- 
ings or  materials  containing  subscriber 
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codes  or  any  Information  which  would 
enat^e  respondento  to  use  subscriber 
codes  unless  respondent  or  their  em- 
ployees or  agenu  are : 

(a)  Members  of  a  consumer  reporting 
agency:  and 

i.h>  Authorized  to  pos^e^  and  use  such 
codes:  such  autiiorization  m'ust  expressly 
Include  collecting  or  attemptmg  to  col- 
lect debts  lor  respondents  and  such  au- 
thorization must  be  maintained  in  re- 
spondents' f^les. 

Any  such  codes  or  mformation  cur- 
rently in  respondenu'  possession  or 
which  subsequently  come  into  respond- 
ents' possession  and  are  not  permitted 
as  required  m  'a;  and  ib'  must  be  de- 
stroyed o;  returned  to  the  authonzed 
user  and  ^  record  Itept  of  such  action  for 
three  years,  making  .uch  record  avail- 
able to  the  Federal  Trade  Commission 
for  insj>ection  and  copymg  upon  request. 

4.  Representmg  m  any  manner,  di- 
rectly or  by  implicauon,  orally  or  in  writ- 
ing, that  respondents  have  the  authority 
or  right  to  cause  debtors  to  go  to  jail  or 
to  be  defendanus  m  cnminal  prosecutions 
for  not  paying  their  debts:  or  misrepre- 
senting m  any  manner  respondents'  au- 
thority to  affect  debtors'  legal  rights  or 
Labilities. 

5.  Representing  in  any  manner,  di- 
rectly or  by  implication,  orally  or  in  writ- 
ing, that  respondents  are  serving  legal 
or  judicial  documents  upon  debtors  un- 
less such  is  the  case:  or  misrepresenting 
In  any  marmer  the  status,  significance 
or  official  nature  of  ar.y  papers  sent  to 
debtors. 

6.  Representing  in  any  manner,  di- 
rectly or  by  implication,  orally  or  in  writ- 
ing, that  respondent*  or  their  agents  are 
something  or  someone  other  than  a  debt 
collection  agency  or  debt  collector:  or 
mLs  re  presenting  in  any  mamier  the  offi- 
cial, professional  or  vocational  status  of 
respondents  or  their  agents,  or  mLsrepre- 
senting.  m  any  manner,  the  position  or 
function  of  any  of  respondents'  agents, 
employees,  and  representatives 

7.  Representing  in  any  manner  di- 
rectly or  by  implication,  orally  or  in  writ- 
ing, that  respondents  will  destroy  or  at- 
tempt to  harm  debtors'  credit  standings, 
or  that  respondents  possess  the  authority 
or  intend  to  disclose  information  regard- 
ing debtors  to  a  consumer  reporting 
agency,  or  misrenresentuig  m  any  man- 
ner the  effect  of  any  action  taken  by 
respondents  on  a  debtor's  credit  stand- 
ing. 

8  Representing  in  any  manner,  di- 
rectly or  by  implication,  on^lly  or  in 
wnring.  that  lesal  action  has  tjeen  ini- 
tiated or  is  being  initiated  unless  re- 
spondents have  m  fact  instituted  the 
legal  action  represented :  or  misrepre- 
senting in  any  manner  that  legal  action 
will  be  initiated,  including  but  not 
limited  to.  attachment  or  garnishment 
proceedinss.  unless  respondents  are  able 
to  establLsh  that  at  the  time  the  repre- 
sentation was  made  respondents  In- 
tended in  good  faith  to  institute  the  legal 
action  represented. 

9  Representing  In  any  manner,  dl- 
rectlv  or  by  implication,  orally  or  in 
writing,  that  Judgment  may  be  entered 


against  a  debtor  without  the  debtor  hav- 
ing notice  of  the  legal  action  and  an  op- 
portunity to  appear  and  defend  himself 
or  herself  in  a  court  of  law. 

10.  Informing  a  debtor  of  a  creditor's 
post  judgmtnt  rights  without  disclosing 
at  the  same  time  that  no  judgment  may 
be  entered  against  the  debtor  unl9.ss  the 
debtor  has  first  been  given  notice  and  an 
opportunity  to  appear  and  defend  him- 
self or  herself  in  a  court  of  law. 

11.  Representing  in  any  manner,  di- 
rectly or  by  implication,  orally  or  in 
writing,  the  post  judgment  rights  of  a 
creditor  unless  said  rights  are  in  fact  as 
specifically  represented  in  the  jurisdic- 
tion in  which  collection  is  sought;  or 
misrepresentuig  in  any  manner,  directly 
or  by  implication,  the  post  judgment 
rights  of  a  creditor. 

12.  Using  abusive  or  obscene  language 
when  talking  with  or  writing  to  debtors. 

13.  Placing  any  telephone  call  to  any 
debtor,  or  orally  contacting  ^ebtors  in 
any  manner,  between  the  hours,  in  the 
time  zone  of  the  debtor,  of  9  p.m.  and  7 
am.  on  weekdav.s.  including  Saturdays, 
and  between  the  hours  of  9  p.m.  and  12 
noon  on  Sundays. 

14.  Initiating  more  than  two  (2)  oral 
conversations  with  any  debtor  in  any  one 
week  regarding  the  collection  of  the  same 
debt. 

It  is  further  ordered.  That  respondents, 
their  successors  and  assigns,  with  respect 
to  oral  or  written  comimunications  to 
persons  other  than  the  alleged  debtor, 
cease  and  desist  from: 

ta)  Communicating  or  threatening  to 
communicate,  or  implying  the  fact  or  ex- 
istence of  any  debt  to  a  debtor's  employer 
prior  to  any  judgment; 

(b)  Communicating  with  or  threaten- 
ing to  communicate,  or  implying  the  fact 
or  existence  of  any  debt  to  any  other 
third  parties,  including  former  employ- 
ers of  til?  debtor  other  than  one  who 
might  be  reasonably  expected  to  be  liable 
therefor  except  with  the  written  permis- 
sion of  the  debtor  or  except  where  legal 
documents  are  being  served  according 
to  law: 

'c>  Reporting  a  debt  or  an  alleged  debt 
to  a  consumer  reporting  agency  unless 
respondents  also  promptly  report  to  said 
consumer  reporting  agency  the  subse- 
quent payment  of  said  debt  or  alleged 
debt,  or  the  resolution  of  any  dispute 
concerning  said  debt,  or  alleged  debt. 

It  IS  further  ordered.  That  said  re- 
spoiidents  shall  maintain  for  a  period  of 
three  <  3  >  years  with  respect  to  each 
debtor,  records  which  shall  consist  of 
copies  of  all  collection  letters,  dunning 
notices,  requests  for  mformation  and 
similar  correspondence  delivered  to  such 
debtor  or  third  parties,  or  any  indication 
of  what  items  or  documents  were  sent; 
a  record  or  tabulation  of  all  telephone 
calls  made  to  or  about  the  debtor  show- 
ing the  identity  of  the  caller,  the  date 
of  the  call,  the  telephone  number  called. 
the  purpose  and  restilt  of  the  call  and 
any  notes  or  reports  made  in  connection 
therewith  when  obtained:  and  copies  of 
all  documents  pertaining  to  collection  ef- 
forts such  as  referrals  to  lawyers 
or  other  agencies  and  legaJ  documents 


utilized  in  collection  efforts,  or  any  indi- 
cation of  what  items  were  sent. 

II 

It  is  ordered  That  National  Account 
Systems,  Inc..  NAS  Creditors  Service, 
Inc.,  National  Accounts  System  of  Mil- 
waukee. Inc.,  and  A.  B.  Hartman,  Inc., 
their  successors  and  assigns,  their  offi- 
cers, agents,  representatives  and  employ- 
ees, directly  or  through  any  corporation, 
subsidiary,  division  or  branch,  or  other 
device,  in  connection  with  any  consumer 
credit  transaction,  includmg.  but  not 
limited  to,  transactions  involvmg  the  de- 
ferment of  the  payment  of  debts  and  or 
the  refinancing  of  any  existing  exten- 
sion of  credit  or  the  increasing  of  exist- 
ing obligations,  as  these  terms  are  de- 
fined in  Regulation  Z  (12  eFR  226 1  of  the 
Truth  in  Lending  Act  [  15  U.S.C.  Sections 
1601-65  (19701,  as  amended.  15  U.S.C 
Section  1601-65<a'.  <Supp.  IV.  1974n. 
do  forthwith  cease  and  desist  from: 

1.  Failing  to  dtsclo^^e  the  finance 
chEirge,  as  "finance  charge"  is  defined 
in  Section  226.2  of  Flegulation  Z.  ex- 
pressed and  identified  as  an  annual  per- 
centage rate,  as  "annual  percentage  rate" 
is  defined  in  Section  226.2  of  Regulation 
Z,  as  required  by  Section  226.8 ib^  (2"  of 
Regulation  Z. 

2.  Failing  to  disclose  the  date  on  which 
the  finance  charge  begins  to  accrue,  as 
required  by  Section  226. 8fb)  'li  of  Regu- 
lation Z. 

3.  Failing  to  disclose  the  number. 
amount  and  due  dates  or  p>eriods  of  pay- 
ments scheduled  to  repay  the  indebted- 
ness and  the  sum  of  such  payments  using 
the  terra  "total  of  pajTnents"  as  is  re- 
o.uired  by  Section  226.8ibM3i  of  Regu- 
lation Z. 

4.  Failing  to  disclose  the  total  amount 
of  finance  charges,  with  a  description  of 
each  amount  included,  using  the  term 
"finance  charge,"  as  required  by  Section 
226.8(d)  (3>  of  Regulation  Z. 

5.  Failing  to  disclose  the  annual  per- 
centage rate,  computed  m  accordance 
with  Section  226.5  of  Regulation  Z,  as  re- 
quired by  Secti(Mi  226.8(b)  (2)  of  Regu- 
lation Z. 

6.  Failing  to  disclose  the  annual  per- 
centage rate  accuratelv  to  the  nearest 
quarter  of  one  percent,  in  accordance 
with  Section  226.5  of  Regulation  Z.  as 
required  by  Section  226.8ibW2)  of  Reg- 
ulation Z. 

7.  Failing  to  make  the  disclosures  re- 
quired by  Section  226.8  of  Regulation  Z 
clearlv,  conspicuouslv  and  in  a  mean- 
ingful sequence,  as  reouired  by  Section 
226.6(ai  of  Regulation  Z. 

8.  Failing  in  any  consumer  credit 
transaction  to  make  all  disclosures,  re- 
quired bv  Sections  226.6,  226.7.  226.8.  and 
226.9  of  Regulation  Z.  and  failing  to 
make  all  disclosures,  determined  in  ac- 
cordance with  Section  226  4  and  Section 
226.5  of  Regulation  Z.  in  the  mann^. 
form  and  amount  required  bv  Sections 
226.6.  226,7,  226  8,  and  226  9  of  Regula- 
tion Z. 

m 

It  is  further  ordered.  That:  lai  Re- 
spondents shall  /ieliver  a  copv  of  this 
order  to  all  present  and  futiu-e  employ- 
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ees  and  their  agents  engaged  In  debt  col- 
lection and  to  any  other  person  or  entity 
connected  with  respondents  to  whom  re- 
spondents presently  refer  or  assign  and 
to  whom  in  the  future  respondents  may 
refer  or  assign  matters  for  debt  collec- 
tion; 

(b)  Respondents  shall  provide  each  of 
their  employees  with  a  form  returnable 
to  respondents  clearly  stating  the  em- 
ployee's intention  to  conform  his  or  her 
business  practices  to  the  requirements 
of  this  order;  respondents  shall  require 
said  persons  to  agree  in  writing  on  said 
form  to  conform  his  or  her  business  prac- 
tices to  the  requirements  of  this  order 
and  shall  retain  said  statement  during 
the  period  said  person  is  so  engaged,  and 
for  three  <  3 )  years  thereafter,  and  make 
said  statement  available  to  representa- 
tives of  the  Federal  Trade  Commission 
for  inspection  and  copving  upon  request : 

(c^  In  the  event  such  perscm  will  not 
agree  to  sign  and  file  the  form  set  forth 
in  paragraph  ib'  above  with  respondents 
and  conform  to  the  provisions  of  this 
order,  respondents  shall  not  use  or  en- 
gage or  continue  the  use  or  engagement- 
of  such  person  to  collect  debts  or  aid  or 
assist  respondent*  in  the  collection  of 
debts; 

(di  Respondents  shall  inform  each 
person  and  entity  described  in  paragraph 
(a)  above  ttet  respondents  shall  not  use 
or  engage  or  shall  terminate  the  use  or 
eneagement  of  any  such  person  or  entity 
unless  such  person  or  entity's  business 
practices  conform  to  the  requirements 
of  this  order;  and  that  respondents  are 
obligated  by  this  order  to  terminate  the 
use  or  engagement  of  those  persons  or 
entities  who  engage  on  their  own  in  the 
acts  or  practices  prohibited  bv  this  order; 

(e)  Respondents  shall  institute  a  pro- 
gram of  reasonable  surveillance  of  their 
ofnceri,  employees  and  their  agents  en- 
gaged in  debt  collection,  adequate  to  re- 
veal whether  the  business  practices  of 
each  said  person  conform  to  the  require- 
ment* of  this  order; 

(fi  Upon  receiving  information  from 
anv  source  (including  but  not  limited  to 
respondents'  program  of  surveillance, 
and  representatives  of  the  Federal  Trade 
Commission)  indicating  reasonable  proof 
of  a  violation  of  any  provision  of  this 
order  by  any  person  or  entity  described 
in  paraerraph  ta»  above,  respondents 
shall  within  72  hours  notify  such  person 
.  or  entitv  by  certified  mail,  return  receipt 
requested,  that  such  violation  of  this 
order  has  occurred  ("Termination  No- 
tice" I ,  and  that  respondents  shall  forth- 
with discontinue  dealing  with  said  per- 
son or  entity.  Immediately  after  such 
notification,  respondents  shall  perma- 
nently discontinue  dealing  with  said 
person  or  entity; 

(g)  Respondents  shall  retain  evidence 
of  compliance  with  this  order  and  all 
Termination  Notices  and  make  such  evi- 
dence available  to  representatives  of  the 
Federal  Trade  Commission  for  inspection 
and  copving  upon  request; 

(h>  Respondents  shall  prepare  and 
maintain  a  list  of  all  employees  contain- 
ing the  names  of  all  such  persons  and 
their  aliases.  If  any,  and  their  last  known 


addresses  and  telephone  numbers  for 
three  i3i  years  following  the  date  of 
their  last  employment  with  respondents: 
such  list  .shall  be  made  available  to 
representatives  of  the  Federal  Ti-ade 
Commission  for  inspection  and  copying 
upon  request 

rv 

It  is  further  ordered  That  respondents 
National  Account  Systems.  Inc  .  a  corpo- 
ration, NAS  Creditors  Service.  Inc..  a 
corporation.  National  Accounts  System 
of  Milwaukee.  Inc..  a  corporation  A.  B. 
Hartman.  Inc  .  a  corporation,  aiid  Diners 
Club.  Inc.,  a  corporation,  hereinafter 
referred  to  as  respondents,  shall  not  use 
independent  agents  or  other  entities 
knowingly  for  the  purpose  of  circum- 
venting any  provision  of  this  Order. 

It  is  further  ordered  That  respondents 
shall  notify  the  Commission  at  least 
thirty  (30>  days  prior  to  any  proposed 
change  in  any  of  the  corporate  respond- 
ents such  as  dissolution,  assignment  or 
sale  resulting  in  the  emergence  of  a 
successor  corporation,  the  creation  or 
dissolution  of  subsidiaries  or  any  other 
change  in  the  corporation  wtiich  may 
affect  compliance  obligations  arising  out 
of  the  order. 

It  is  further  ordered  That  the  re- 
spondents herein  shall  within  sixty  (60) 
days  after  service  upon  them  of  this 
order,  file  with  the  Commission  a  report, 
in  writing,  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

It  is  further  ordered  That  no  provision 
of  this  order  shall  be  construed  in  any 
way  to  annul,  invalidate,  repeal,  ter- 
minate, modify  or  exempt  respondents 
from  complying  with  more  restrictive 
Agreements,  orders  or  directives  of  anv 
kind  obtain^  by  any  other  governmental 
agency  or'act  as  a  defense  to  actions  in- 
stituted by  municipal  or  state  regulatorj- 
agencies.  No  provision  of  this  order  shall 
be  construed  to  imply  that  any  past  or 
future  conduct  of  respondents  complies 
with  the  rules  and  regulations  of.  or  the 
statutes  administered  by,  the  Federal 
Trade  Commission. 

John  F.  Dtcan. 

Acting  Secretary 

IPR  Doc.Tr-15625  Plied  5-31-77:8:45  am) 


Title  17 — Commodity  and  Securities 
Exchanges 

CHAPTER  II— SECURITIES  AND 
EXCHANGE   COMMISSION 

(Release  No«.  33-5828,  34-13,564   AS-218i 

PART  210 — FORM  AND  CONTENT  OF 
FINANCIAL  STATEMENTS,  SECURITIES 
ACT  OF  1933,  SECURITIES  EXCHANGE 
ACT  OF  1934,  PUBLIC  UTILITY  HOLD- 
ING COMPANY  ACT  OF  1935,  AND  IN 
VESTMENT  COMPANY  ACT  OF   1940 

PART  240 — GENERAL  RULES  AND  REGU- 
LATIONS. SECURITIES  EXCHANGE  ACT 
OF    1934 

Quarterly  Reporting  Requirements  for  Life 
Insurance  Companies 

AGENCY:     Securities     and     Elxchange 
Commission 


ACTION :  Final  amendments  of  rules. 

SUMMARY:  These  amendments  correct 
error?  in  the  text  of  amendments  of  rules 
adopted  in  a  prior  accounting  series  re- 
lease relating  to  quarterly  reporting  re- 
quirements for  life  insurance  companies 
In  addition,  they  prescribe  requirements 
for  the  interim  financial  information  to 
be  presented  in  notes  to  financial  state- 
ments by  foreign  private  issuers  which 
file  Form  6-K  rather  than  Form  10-Q. 

EFFECTIVE  DATE.  Effective  for  reports 
filed  for  interim  periods  in  fiscal  >eRrs 
begmnmg  after  December  25,  1976. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Edward   R.    Cheramy,    Office   of    the 
Chief  Accoimtant,  Securities  and  Ex- 
chsinge  Commission,  500  North  Capitol 
Street.  Washington.  B.C.  20549   (202- 
376-8020). 
SUPPLEMENTARY        INPORMA-HON 
On  February  28,   1977.  the  Commission 
issued  Securities  Exchange  Act  Release 
No   13309  <42  FR  13122)  which  proposed 
to  correct  errors  in  previously  published 
amendments  of  rules  and  prescribed  re- 
quirements for  the  interim  financial  in- 
formation to  be  presented  in  notes  to 
financial  statements  by  certain  foreign 
private  Issuers    'This   release  was  cor- 
rected by  a  notice  of  correction  appear- 
ing at  42  FR  15072.) 

The  Commission  considered  the  com- 
ments received  and  has  determined  to 
adopt  the  amendments  of  the  rules  as 
proposed. 

Background 

On  September  20.  1976,  the  Commis- 
sion issued  Accounting  Series  Release  No 
197  1 41  FR  42645)  adopting  amendments 
of  rules  to  require  increased  disclosure 
of  interim  financial  data  by  life  insur- 
ance companies  and  related  holding  com- 
panies. 

Subsequent  to  publication  of  the  re- 
lease three  errors  were  noted  in  the  text 
of  the  amendments  adopted.  This  release 
corrects  those  errors.  In  %ddition,  a  tech- 
nical amendment  relating  to  foreign  pri- 
vate issuers  which  file  Form  6-K  '  17  CFR 
249.306 1  rather  than  Form  10-Q  '  17  CPR 
249.308a  I  Is  also  adopted. 

The  first  correction  is  in  Regulation 
S-X.  Rule  3-16  '17  CFR  210.3-18J  in 
which  the  reference  in  paragraph  (t)  (1) 
(i)(C)'r)<a)  to  subsection  <d)  is 
changed  to  subsection  ur) . 

The  other  changes  relate  to  the  exemp- 
tions from  the  requirements  to  file 
quarterly  reports  on  Form  10-Q  in  Rules 
13a-13  and  15d-13  under  the  Securities 
Exchange  Act  of  1934  (17  CFR  240.13a-13 
and  240  15d-13).  Tlie  Commission's  in- 
tention when  issuing  ASR  197  was  to 
require  "actively  traded"  life  insurance 
companies  and  related  holding  com- 
panies to  begin  filing  Form  10-Q  in  1977 
and  other  life  insurers  in  1978  'with  a 
reconsideration  of  these  less  actively 
traded  companies  by  September  30, 
1977'.  "Actively  traded"  for  these  pur- 
poses was  to  include  those  "listed"  life 
insurance  companies  (with  securities 
registered   under  section   12 'b)    of   the 
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Securities  Exchange  Act  of  1934  >  and 
those  companies  whose  shares  are  traded 
o\*r-the-counter  which  meet  the  specific 
criteria  of  Rule  3-16it'  (17  CFR  210.3- 
161.  An  error  was  made  in  drafting  the 
cxemptive  language  of  Rules  13a-13  and 
15d-13  117  CFR  240.13a-13  and  15d-13'. 
As  previously  written  these  rules  could 
have  been  interpreted  to  not  require  the 
the  filing  of  Form  10-Q  by  life  insurance 
companies  and  holding  companies  hav- 
ing only  life  insurance  subsidiaries 
which  are  listed  on  a  national  exchange 
lie,  section  12(b)  securities'.  This  in- 
terpretation was  not  the  Commission's 
mtent. 

Because  the  impact  of  these  correc- 
tions Is  limited  to  only  a  few  companies, 
and  because  the  Commission's  intent  to 
require  life  insurance  companies  and 
their  related  holding  companies  whose 
securities  are  registered  under  section 
12(b)  of  the  Securities  Exchange  Act  of 
1934  (i.e..  listed  on  a  national  exchange) 
to  file  Form  10-Q's  beginning  in  1977 
was  previously  expressed  in  ASR  197. 
the  Commission  is  not  changing  the  ef- 
fective date  of  the  requirements  of  Rules 
13a-13  and  15d-13  (17  CFR  240.13a-13 
and  15d-13  ' .  As  previou.sly  published  the 
requirements  of  these  rules  reearding  life 
insurance  companies  and  related  holding 
companies  are  effective  for  reports  filed 
for  quarterly  periods  in  fiscal  years  be- 
ginning after  December  25.  1976. 

Technical  Amenbments 

The  impact  of  the  disclosure  require- 
ments of  Rule  3-16'  1 1  of  Regulation  S-X 
(17  CFR  210.3-16)  on  certain  foreign 
private  issuers  was  unforeseen  at  the 
time  of  its  adoption. 

Rule  15d-13  '  17  CFR  240J5d-13)  pro- 
vides for  an  exemption  from  Form  10-Q 
reporting  for  registrants  subiect  to  the 
reporting  requirements  of  Form  6-K. 
Rule  15d-16  '17  CFR  240lDd-16i 
governs  the  applicability  of  Form  6-K 
and  requires  reporting  thereon  by  "every 
foreign  private  issuer."  with  several 
enumerated  exceptions.  Form  6-K  calls 
for  reporting  to  the  Commission  on  a 
current  basi.s  of  certain  information,  in- 
cluding interim  financial  information, 
which  has  been  made  public  pursuant  to 
foreign  law,  filed  with  a  foreicn  stock  ex- 
change, or  distributed  to  the  security 
holders.  Thus,  foreign  registrants  with 
a  few  limited  exceptions,  are  not  required 
to  report  interim  financial  information 
on  Form  10-Q.  nor  on  Form  6-K  unless 
the  iiiformation  ha.s  otherwu^e  been  com- 
piled and  made  available  to  the  specific 
parties. 

The  Commission  beheves  that  to  re- 
quire certain  foreign  private  Issuers  (i.e.. 
those  that  file  on  Form  6-K  •  to  provide 
data  pursuant  to  Rule  3-16(t'  il7  CFR 
210.3-16'  that  they  do  not  otherwise 
provide  would  be  Inconsistent  with  the 
present  requirements  of  Form  6-K  and 
possibly  could  create  an  unreasonable 
reporting  burden  on  such  issuers.  An 
amendment  to  the  rule,  by  addition  of 
new  paragraph  (t)(6»,  is  therefore 
adopted  to  exempt  foreign  registrants 
from  the  application  of  that  rule,  except 
to  the  extent  that  the  information  called 


for  in  the  rule  has  been  furnished  the 
Commission.  Thus  amended,  the  rule 
will  require  disclosiu^e  in  the  annual  re- 
ports of  foreign  registrants  of  interim 
financial  information  required  to  be  re- 
ported to  the  Commission  on  Form  6-K. 
The  content  of  the  disclosures  will  con- 
form to  the  extent  practicable  with  the 
existing  requirements  of  paragraphs  ( 1 ) 
through  (4)  of  Rule  3-16(t) . 

Text  or  Amendments 

COMMISSION    ACTION 

The  Commission  hereby  adopts 
amendments  to  §§  210.3-16  and  240.13a- 
13,  and  240.15d-13.  Title  17,  Chapter  n. 
Code  of  Federal  Regulations,  as  given 
below. 

1.  In  Part  210  (Regulation  S-X>, 
§  210.3-16  is  amended  by  changing  the 
reference  to  (d)  in  paragraph  (t)  (D  *i) 
(C)  (r>(a)  to  (iv)  and  adding  a  new 
paragraph  (t)  (6)  as  follows: 

S  2I0..3-lft      General    notes    to    financial 
Blatt  iiient*   (.'■ep  Kilease  No.  .AS— t). 

•  •  •  •  » 

(t)    *    •    ' 

(6)  Paragraphs  (txn  through  (t)  (4) 
of  this  section  shall  not  apply  to  a  for- 
eign private  issuer  not  required  to  re- 
port quarterly  financial  Information  on 
Form  10-Q  (§  249.308a  of  this  chap^r) ; 
Provided,  however.  That  a  foreign  reg- 
istrant which  reports  or  is  required  to 
report  interim  financial  information  on 
Form  6-K  ( J  249.306  of  this  chapter) 
shall  disclose  such  data  in  the  maimer 
provided  in  paragraphs  (t)(l)  through 
1 1)  ^4)  of  this  section  with  respect  to  the 
financial  information  reported  on  Form 
6-K. 

2  In  Part  240.  ?|  240.13a-13  and  240.- 
15d-13  are  amended  by  revising  para- 
graphs <  c  I  1 1 »  thereof  to  read  as  follows : 

§  2l0.1.'i«-13     Quarterly  reports  on  Form 
in_(,»   (§  249.308a  of  this  ehapter). 


(€)••• 

(11  Life  Insurance  companies  and 
holding  companies  having  only  life  in- 
surance subsidiaries  for  quarters  in  fiscal 
years  ending  on  or  before  December  25, 
1978.  if  thev  do  not  meet  the  testa  speci- 
fied m  paragraph  (tUlXi)  of  S  213.3- 
16  of  this  chapter;  or 

»  •  •  •  » 

§2t<>.  KVl— 13  Quarterly  reports  on 
Form  ItW.)  (§  2i9.308a  of  this 
chapter). 

•  *  *  •  * 

(C)     *    *    * 

(1)  Life  insurance  companies  and 
holding  c(^mpanies  having  only  life  in- 
surance subsidiaries  for  quarters  in  fiscal 
years  ending  on  or  before  December  25, 
1978,  if  they  do  not  meet  the  tests  speci- 
fied in  paragraph  (t)(l)(i)  of  5  210.3- 
16  of  this  chapter;  or 

«  *  •  «  • 

These  amendments  are  adopted  pur- 
suant to  authority  in  sections  12,  13,  15 
(d>.  and  23(a)  (15  U.S.C.  181,  78o(d) 
and  78w)  of  the  Securities  Exchange  Act 
of  1934.  Pursuant  to  section  23(a)  of  the 
Exchange  Act,  the  Commission  has  con- 


sidered the  effect  that  the  amendments 
would  have  on  competition  and  has  con- 
cluded that,  to  the  extent  the  amend- 
ments impose  burdens  on  competition. 
such  burdens  are  necessary  and  appro- 
priate in  furtherance  of  the  purpose  of 
the  securities  laws. 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 
May  23.  1977. 
(PR  Doc .77- 15424  Plied  6-31-77;8:45  am] 


(Release  No.  34-13544:  File  No.  37-641] 

PART  240 — GENERAL  RULES  AND  REG- 
ULATIONS, SECURITIES  EXCHANGE 
ACT    OF     1934 

Extension  of  Temporary  Rule  for  Submis- 
sion of  Price  Quotations  to  Inter-Dealer 
Quotation  System 

AGENCY:  Securities  and  Exchange 
Commission. 

ACTION:  Extension  of  temporai-y  rule 
provision. 

SUMMARY:  The  Commission  has  ex- 
tended the  expiration  date  of  paragi'aph 
If)  (4)  (T)  of  §  240.15c2-ll,  a  rule  which 
presently  requires  market-makers  to  ob- 
tain certain  basic  information  on  the  is- 
suers of  securities  for  which  they  publish 
price  quotations  in  the  over-the-counter 
markets.  Paragraph  ifii4i'T'  extends 
the  exemptive  provisions  of  §  240.15c2-ll 
to  broker-dealers  who  submit  quota.tions 
to  weekly  inter-dealer  quotation  systems 
on  the  basis  of  previous  price  quotations 
appearing  regularly  in  such  a  system 

DATES:  The  expiration  date  of  para- 
graph (f)(4)(T)  of  §240  15c2-ll  has 
been  extended  to  July  31,  1977. 

ADDRESSES:  All  communications  on 
this  matter  should  be  directed  in  tripli- 
cate to  George  A.  Fitzsimmons.  Secre- 
tary. Securities  and  Exchange  Commis- 
sion, 500  North  Capitol  Street,  Washing- 
ton, D.C.  20549.  Comments  should  refer 
to  File  No.  S7-641  and  will  be  available 
for  public  inspection. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  M.  Smith,  Division  of  Market 
Regulation.  Securities  and  Exchange 
Commission,  Washington,  DC.  20549 
(202)   755-7918. 

SUPPLEMENTARY  INFORMATION; 
The  Securities  Exchange  Commission 
(the  "Commission")  announced  t<xlay 
the  extension  of  temporarj-  paragraph 
(f)(4)(T.>  of  §  240.15c2-ll  •  to  July  31, 
1977  pursuant  to  the  Securities  Exchange 
Act  of  1934  (the  "Act")'  particularly 
Sections  2,  3.  11  A,  15  and  23  thereof.' 
Paragraph  (f)(4i(T»  of  §  240.15c2-ll 
was  first  temporarily  adopted  on  July  15, 
1976.'  Its  expiration  date  wa.s  later  ex- 


J  17  CFR  240.15c2-ll(f)  (4). 

=  15  U.S.C.  78a  et  seq..  as  amended  by  Pub. 
L.  94-29  (June  V  1975). 

M5  TT.S.C.  78  (b),  (c)    (k-1),  (o)  and  (w). 

♦Exchange  Act  Release  No.  34-12630  (July 
15,  1976).  41  FR  30008  (July  21.  1976).  9  Sec. 
Doclcet  1114  (July  28,  1976). 
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tended  by  the  Commission  to  February 
28.  1977  and  subsequently  to  April  38. 
1977'  Temporary  paragraph  (f)(4)(T) 
of  §240.15c2-ll  exempts  from  the  pro- 
visions of  that  Section  the  publication 
and  submission  of  quotations  respecting 
securities  traded  over  the  counter  which 
have  been  tlie  subject,  at  least  once. each 
fifth  business  day.  of  both  bid  and  ask 
quotations  at  specified  prices  reported  to, 
and  published  by.  an  inter-dealer  quo- 
tation system. 

The  staff  of  Uie  Commission  has  en- 
gaged in  extensive  discussions  with  those 
persons  directly  affected  by  I  240.15c2-ll 
and  has  determ.ined  that  a  considerable 
number  of  questions  remain  as  to  the 
ultimate  course,  if  ar^y,  which  the  Com- 
mission should  take  in  revising  that  Sec- 
tion. Until  such  tim.e  as  those  questions 
are  resolved,  the  Commission  believes  it 
is  consistent  with  the  pubUc  interest  and 
the  protection  of  investors  to  extend  the 
expiration  date  of  temporary  paragraph 
(f)(4)(T)  of  §240.15c2-ll  to  July  31. 
1977. 

Tlie  pertinent  text  of  the  rule,  as 
amended  temporarily,  is  as  follows: 

§  240.1 5c2-ll  Initiation  or  resumption 
of  (juotatioti*  witboHl  specific  infor- 
mation. 

*  •  »  • 

(f )  The  provisions  of  this  section  shall _^ 
not  apply  to ; 

•  •  *  •  • 

(4)  (T)  The  publication  or  submission 
of  a  quotation  respecting  a  security 
which,  at  least  once  each  fifth  business 
day.  has  been  the  subject  of  both  bid  and 
ask  quoUtions  at  specified  prices  re- 
ported to,  and  published  by,  an  inter- 
dealer  quotation  system  ii>  which  has 
reported  to  the  broker  or  dealer  who 
wishes  to  submit  such  a  quotation  that 
records  of  the  system  reflect  that  at  least 
one  registered  broker  or  dealer  has  made, 
or 

(ii)  to  which  a  registered  broker  or 
dealer  who  wishes  to  submit  such  a  quo- 
tation has  reported  or  represented  that 
he  has  made  both  bid  and  ask  quotations 
at  specified  prices  on  each  of  at  least  12 
business  day.*;  within  the  previous  30  cal- 
endar days,  witn  no  more  than  4  business 
days  in  succession  without  a  reflection 
of  tiie  existence  of  such  a  two-way  quo- 
tation. 

This  temporary  subsection  shall  expire 
on  July  31.  1977. 

The  Commission  considered  this  mat- 
ter at  an  open  meeting  on  April  28,  1977 
and  determined  at  that  time  to  extend 
the  previous  expiration  date  of  this 
temporary  sul:).^ection.  Through  inadvert- 
ence, however,  an  order  was  not  entered 
at  that  time  announcing  the  Commis- 
sion's determination.  Therefore,  this  or- 
der, extending  the  expiration  date  of 
paragraph    if((4MT)    of    Section    240.- 


15c2-ll  to  July  31.  1977,  is  effective,  nunc 
pro  tunc,  as  of  April  30,  1977. 

By  the  Commission. 

George  A.  Fttzsimmons. 

Secretary. 

Mat  16,  1977. 

[PR  Doc.77-15462  Piled  5-31-77:8:45  am] 
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Exchange  Act  Release  No  34-12969  (No- 
vember 15.  1976),  41  FR  50646  i  November  17, 
1976),  10  Sec.  Docket  953  (November  30, 
1976) . 

•Exchange  Act  Release  No.  34-13310  (Feb- 
ruary 28,  1977).  42  FR  13108  (March  9.  1977) 
11  Sec   Docket  1880  (March  15.  1977). 


CHAPTER    I— INTERNAL   REVENUE   SERV- 
ICE,   DEPARTMENT   OF   THE  TREASURY 

SUBCHAPTER   A— INCOME   TAX 
[T.D.  7488) 

PART  11— TFMPORARY  INCOME  TAX  REG- 
ULATIONS UNDER  THE  EMPLOYEE  RE- 
TIREMENT INCOME  SECURITY  ACT  OF 
1974 

Lump  Surrj  Distributions  From  Qualified 
Retirement  Plans  in  the  Case  o  an  Em- 
ployee Who  Has  Separated  From  Service 

AGENCY:     Internal    Revenue    Service. 

Treasury. 

ACTION:  Temporary  regulations. 

SUMMARY:  This  document  provides 
temporary  regulations  relating  to  Itunp 
sum  distributions  from  qualified  plans  in 
the  case  of  an  employee  who  separates 
from  service  and  subsequently  forfeits 
retirement  benefits  otherwise  due  him 
under  the  plan.  Changes  in  the  applica- 
ble tax  law  were  made  by  the  Employee 
Retirement  Income  Security  Act  of  1974. 
The  temporarv-  regulations  provide  rules 
concerning  the  time  in  which  the  for- 
feiture must  occur.  In  general,  the  tem- 
porary regulations  affect  recipients  of 
distributions  made  on  account  of  an  em- 
ployee's separation  from  service. 

D.'VTE:  The  temporarj"  regulations  are 
effective  for  distributions  made  in  tax- 
able years  of  recipients  beginning  after 
December  31.  1973. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Richard  Johnson  of  the  Legislation 
and  Regulations  Division,  Office  of  the 
Chief  Counsel,  Internal  Revenue  Serv- 
ice, nil  Constitution  Avenue  NW.. 
Washington.  D.C.  20224.  i Attention: 
CC:LR:T)    i  202-566-3603 > . 

SUPPLEMENTARY      INFORMATION : 

B.^CKGROUND 

On  April  30.  1975.  the  FEDER,^L  RrciSTER 
published  proposed  amendments  to  the 
Income  Tax  Regulations  <26  CFR  Part 
li  under  section  402' c  of  the  Internal 
Revenue  Co*.ie  of  1954,  40  FR  18802,  The 
amendment's  were  propcsed  to  conform. 
the  regulations  t.^;-  section  2005  a '  of  the 
Emplovee  Retirement  Income  Security 
Act  of  1974  1 88  Stat  988  > .  These  tempo- 
rary regulations  are  being  published  m 
advance  of  final  regulations  to  change 
the  rules  pubhshed  m  proposed  regula- 
tions ?  1.402fe)-2(d)  (1)  (vii.'  regarding 
the  time  limit  within  which  a  forfeiture 
of  benefits  must  occur  in  the  case  of  an 
employee  who  has  separated  from  serv- 
ice. The  changes  made  by  these  tempo- 
rary regulations  are  the  result  of  public 


comments  on  proposed  §  1.402(e:)-2(d> 
( 1)  I  vii ) .  Comments  regarding  other  por- 
tions of  the  proposed  regulations  are 
still  being  considered.  The  temporarj- 
regulations  provided  by  this  document 
will  remain  in  effect  until  superseded  by 
final  regulations  on  this  subject. 
Extension  of  FoRFErruRE  Time  Limit 

A  distribution  from  a  qualified  em- 
plovee plan  receives  favorable  tax  treat- 
ment if  it  is  a  'iump  sum  distribution." 
Under  Code  section  402(0  (4)  (A>,  a  dis- 
tribution is  a  lump  sum  distribution  only 
if  the  entire  amoimt  to  which  the  em- 
plovee is  entitled  under  the  plan  is  dis- 
tributed within  one  taxable  year.  Under 
proposed  §  1.402' e^ -2(d)  (1)  (vii) .  a  dis- 
tribution can  be  a  lump  sum  distribution 
if  the  employee  forfeits  the  amotuit 
which  is  not  distributed.  The  forfeiture 
must  occur  within  a  relatively  short  pe- 
riod of  time,  often  within  the  same  tax- 
able year  in  which  the  distribution  is 
made. 

Many  plans  provide  that  tlie  forfeiture 
will  take  place  at  a  later  time,  so  tliat  a 
distribution  would  not  be  a  lump  sum 
distribution  under  the  rules  in  the  pro- 
posed regulations.  These  temporary  reg- 
tilations  extend  the  time  for  the  for- 
feiture to  occur.  Therefore,  in  many 
cases  distributions  will  be  eligible  for 
favorable  tax  treatment  even  though 
they  would  not  have  qualified  for  that 
treatment  imder  the  proposed  regiila- 
tions. 

Filing  Return  Before  Forfeiture 

The  recipient  of  a  distribution  may  be 
re'juired  to  file  his  income  tax  return 
before  the  forfeiture  has  taken  place 
Under  these  temporary  regulations,  he 
may  assume  that  the  forfeiture  will  oc- 
cur within  the  time  period  allowed  by 
the  regulations.  Accordingly,  he  will  be 
able  to  compute  his  income  tax  using 
the  favorable  tax  treatment  for  homp 
sum  distributions. 

Rollover  Before  FoRFErnmE 

Under  Code  section  402ta)(5)  or  403 
<  a  >  1 4 ) ,  a  lump  sum  distribution  may 
be  "rolled-over."  tax-free,  to  an  individ- 
ual retirement  savings  arrangement.  * 
The  rollover  must  occur  within  60  days 
after  the  distribution.  Accordingly,  a  re- 
cipient Ls  likely  to  roll  over  a  distribu- 
tion before  amounts  subject  to  forfeiture 
are  actually  forfeited.  After  a  rollover 
has  been  made,  it  may  be  determined 
that  the  distribution  was  not  a  lump 
sum  distribution  because  the  required 
forfeiture  did  not  occur.  These  tempo- 
ran.-  repilations  provide  that  in  such  a 
case,  the  contribution  will  be  treated  as 
an  excess  contribution  to  the  individual 
retirement  savings  arrangement  in  the 
taxable  year  in  which  it  is  so  deter- 
mined that  the  distribution  was  not  a 
lump  sum  distribution,  rather  than  in 
the  taxable  year  of  the  actual  contribu- 
tion. 

Drafting  Information 

The  principal  author  of  this  regula- 
tion was  Richard  Johnson  of  the  Legisla- 
tion and  Regulations  Division  of  the  Of- 
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flee  of  Chief  Counsel,  Internal  Revenue 
Service.  However,  personnel  from  other 
offices  of  the  Internal  Revenue  Seryice 
and  Treasury  Department  participated 
in  developing  the  regulation,  both  on 
matters  of  substaiiee  and  style. 
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Adoption  of  amendments  to  the  regula- 
tions 

Accordiiigly,  the  Temporary  Income 
Tax  Regulations  under  the  Employee  Re- 
tirement Income  Security  Act  of  1974 
are  amended  by  adding  the  following 
new  section   at  the   appropriate   place: 

§  I  l.»02(e)(4)(A)-l  Lump  Mit.i  (li«iri- 
luiliitn*  ill  tin-  f;i«c  of  an  ciiipUi.x-f 
hIiu  ha-  »<  parattMl  froiii  >*<'r\ii-«'. 

(a)  Balance  to  the  credit  of  an  em- 
ployee.  Section  402'e)(4)'A>  provides 
that  in  order  for  a  distribution  or  pay- 
ment from  a  qualified  plan  to  be  a  lump 
sum  distribution,  the  distribution  or  pay- 
ment must  represent  the  employee's  bal- 
ance under  the  plan  The  employee's  bal- 
ance does  not  include  any  amount  which 
is  forfeited  imder  the  plan  'even  though 
the  amount  may  be  reinstated  >  as  of  the . 
close  of  the  taxable  year  of  the  recipient 
within  which  the  distribution  Ls  made. 
In  addition,  in  the  rase  of  an  employee 
who  has  separated  from  service,  the  em- 
ployee's balance  does  not  include  an 
amount  which  is  subject  to  forfeiture  not 
later  than  the  close  of  the  plan  year 
within  which  the  employee  incurs  a  one- 
year  break  in  senice  i within  the  mean- 
ing of  section  411  >  if — 

a  >  Bv  reason  of  the  break  in  siu^ice. 
the  amount  i.'?  actually  forfeited  at  or 
prior  to  the  close  of  that  plan  year,  and 

'2 1  The  break  in  service  occurs  with- 
in 25  months  after  the  employee's  sep- 
aration from  service  In  the  case  of  a 
plan  which  uses  the  elapsed  time  meth- 
od of  crediting  service,  the  break  in 
service  may  occur  within  25  month.s  of 
the  employee's  severance  from  servi-^e. 
See  Department  of  I>abor  regulations  re- 
lating to  the  elapsed  time  method  for 
the  date  an  employee  severs  from  serv- 
ice. 

An  emnlovee  may  assume  that  an 
amount  subject  to  forfeiture  will  be 
treated  as  forfeited  by  the  date  pre- 
scribed in  suboaragraphs  'li  and  i2»  of 
this  paragraph  if,  under  the  plan,  for- 
feiture will  occur  not  later  than  that 
date.  Therefore,  he  may  assume  that  a 
distribution  is  a  lump  sum  distribution 
at  the  time  it  ls  made,  if  thp  other  re- 
quirements for  lump  sum  distributions 
are  satisfied.  However,  if  the  amount  is 
not  forfeit-ed  bv  that  date,  the  amount 
will  be  taken  into  account  in  det.ermin- 
mg  the  balance  to  the  credit  of  the  em- 
ployee. Accordingly,  the  distribution  will 
not  be  a  lump  sum  distribution  because 
It  did  not  include  the  employee's  entire 
balance  under  the  plan. 

ib»  Rollover  contribution.  As  de- 
scribed in  paragraph  ia>  of  this  section. 
an  employee  may  assume  that  a  distri- 
bution is  a  lump  sum  di<tribution  even 
though  part  of  the  balance  of  his  ac- 
count has  notkbeen  forfeited  at  the  time 
the  distrlbutinn  is  made.  He  mav  then 
roll  the  distribution  over  as  a  contribu- 
tion to  an  individual  retirement  arrange- 


ment pursi^it  to  section  402(a)(5)  or 
403iaM4».  It  may  be  subsequently  de- 
termined that  the  distribution  is  not  a 
lump  sum  distribution  because  an 
amount  subject  to  forfeiture  was  not  in 
fact  forfeited  within  the  time  required 
in  paragraph  ta)  of  this  section.  In  that 
case,  the  contribution  will  be  an  excess 
contribution  to  the  individual  retire- 
ment arrangement,  deemed  made  in  the 
first  taxable  year  of  the  employee  In 
which  it  can  be  determined  that  an 
amount  subject  to  forfeiture  will  not  be 
forfeited. 

ic>  Effective  date.  This  section  is  ef- 
fective for  distributions  made  in  taxable 
years  of  recipients  beginning  after  De- 
cember 31,  1973. 

Tliere  is  a  need  for  immediate  guid- 
ance with  respect  to  the  provisions  con- 
tained in  this  Treasury  decision.  For  this 
reason,  it  is  found  impracticable  to  issue 
it  with  notice  and  public  procedure 
thereon  under  subsection  (b)  of  section 
553  of  title  5  of  the  United  States  Code 
or  subject  to  the  effective  date  limitation 
of  subsection  (d)  of  that  section. 

(Section  7805  of  the  Internal  Revenue  Code 
of  1954  (68A  St«t.  817;  26  U.S.C.  7805).) 

■William  E.  'Williams. 
Acting  Ccnnmissicmer 
of  Internal  Revenue. 

Approved:  May  24,  1977. 

Laurence  N.  Woodworth, 

Assistant     Secretary     of     the 
Treasury. 

I FR  Doc.77-1 5526  Filed  5-26-77; 4 :48  am ) 


SUBCHAPTER   D — MISCELLANEOUS 

EXCISE    TAXES 

|TD.  7489] 

PART   54— PENSION    EXCISE   TAXES 

Election  To  Pay  an  Excise  Tax  for  Certain 
Prel975   Prohibited  Transactions 

-fCiENCY:     Internal    Revenue    Service, 

Treasury. 

•ACTION:  Final  regulations. 

SUMMARY:  Tliis  document  provides 
final  regulations  relating  to  the  election 
to  pay  an  excise  tax  for  certain  pre- 
1975  prohibited  transactions.  Changes  in 
the  applicable  law  were  made  by  the  Em- 
ployt:^;  Retirement  Income  Security  Act 
of  1974  These  regulations  provide  nec- 
essary guidance  to  persons  who  wish  to 
save  certain  pension,  etc.,  plans  from  dis- 
qualification by  paying  an  excise  tax. 

DATE :  The  regulations  are  effective  June 

1.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Thomas  F  Rogan  of  the  Legislation 
and  Regulations  Division,  Office  of  the 
Chief  Counsel.  Internal  Revenue  Serv- 
ice, nil  Constitution  Ave..  N.'W., 
Washington.  DC.  20224.  (Attention: 
CC  LRTi   1202-566-3737). 

SUPPLEMENTARY  INFORXiATION : 

Background 

On  August  6,  1976,  the  Federal  Reg- 
ister published  proposed  amendments  to 


the  Pension,  etc..  Excise  Tax  Regulations 
(26  CFR  Part  54)  under  section  2003(c) 
('D  (B)  of  the  Employee  Retirement  In- 
come Security  Act  of  1954  '88  Stat.  978. 
Identical  temporary  regulations  1 26  CFR 
141.4975-14)  were  published  on  the  sam.e 
date  (41  FR  32889'.  Interested  parties 
were  given  the  opportunity  to  submit 
comments  and  to  request  a  public  hear- 
ing on  the  proposed  amendments  by 
September  20.  1976.  No  such  comments 
or  requests  were  received  This  Treasury 
decision  adopts  those  proposed  amend- 
ments with  one  revision,  which  is  dis- 
cussed below. 

Availability  of   Election 

Under  the  final  regulations  the  elec- 
tion is  available  for  persons  who,  before 
January  1.  1975.  engaged  m  transactions 
which  were  prohibited  transactions  with- 
in the  meaning  of  sections  503  (b)  and 
(g)  of  the  Code. 

Effect  of  Election 

If  the  election  is  made,  exempt  status 
■will  not  be  denied  under  section  501  la) 
on  account  of  the  tran-saction  with  re- 
spect to  which  the  election  is  made.  How- 
ever, section  6501  (relating  to  limitations 
on  the  assessment  and  collection  of  tax) 
and  section  6511  (relating  to  limitations 
on  the  filing  of  a  claim  for  credit  or  re- 
fund )  will  operate  without  regard  to  the 
election. 

Time   for  Electing 

Under  the  proposed  amendments  an 
election  must  be  made  prior  to  the  later 
of  December  6.  1976,  or  120  days  after 
notice  is  given  by  the  Service  under 
§  1 .503  ( a)  -1  ( b  1  of  the  Income  Tax  Regu- 
lations that  a  proliibited  transaction  has 
been  committed.  The  final  regulations 
revise  the  proposed  amendments  by  per- 
mitting the  district  director  and  the  dis- 
qualified person  electing  to  pay  the  excise 
tiax  to  extend  these  limitations  by  mutual 
agreement. 

Computation  of  Tax  and  Correction 

For  purposes  of  determining  the 
amount  of  tax  and  what  constitutes  cor- 
rection, regulations  in  the  private  foun- 
dation area  are  incorporated  by  refer- 
ence. 

Drafting  Information 

The  principal  author  of  this  regulation 
was  Thomas  F.  Rogan  of  the  Legislation 
and  Regulations  Division  of  the  Office  of 
Chief  Coimsel,  Internal  Revenue  Serv- 
ice. However,  personnel  from  other  offices 
of  the  Internal  Revenue  Service  and 
Treasury  Department  particioated  in  de- 
veloping the  regulations,  both  on  mat- 
ters of  substance  and  style. 

Adoption  of  amendments  to  the  regu- 
lations. Accordingly.  36  CFR  141.4975-14 
is  superseded  and  26  CFR  Part  54  is 
amended  by  adding  §  54.4975-14  as 
follows : 

§  54.4975—1  t  F.lfH-tion  to  pa>  an  exrisr 
tax  for  certain  pre-1975  prohibited 
transartions 

(a)  In  aeneral.  Section  2003 1  c  )  1 1  >  ( B i 
of  the  Emplovee  Retirement  Income  Se- 
curity Act  of  1974  '88  Stat.  978 >  provides 
an  election  to  pay  an  excise  tax  by  cer- 
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tain  persons  involved  prior  to  1975  in 
prohibited  transactions  within  the  mean- 
ing of  section  503  (b)   or  (g). 

(b)  Effect  of  election.  If  a  valid  elec- 
tion is  made  under  this  section  with  re- 
spect to  a  particular  transaction,  any 
loss  of  exemption  under  section  501  (a' 
because  of  a  prohibited  transaction 
within  the  meaning  of  section  503  «bi  or 
(g)  shall  not  apply.  Instead,  the  person 
who  made  the  election  referred  to  in  this 
section  shall  be  subject  to  the  taxes 
which  would  have  been  imposed  by  sec- 
tion 4975  (a)  or  (b)  as  though  section 
4975  had  imposed  a  tax  in  respect  of  the 
transaction,  'However,  section  4975if) 
(1 ) .  relating  to  joint  and  several  liability, 
shall  not  apply  to  any  person  who  has 
not  mide  an  election  under  this  section, 
and  interest  for  late  pavment  of  tax  shall 
not  begin  to  accrue  until  after  the  date 
of  the  election.)  Such  an  election  is  irrev- 
ocable. However,  the  making  of  the  elec- 
tion does  not  affect  the  apphcation  of 
section  6501  for  purposes  of  assessment 
and  collection  of  tax  and  section  6511 
for  purposes  of  filing  a  claim  for  credit 
or  refund  with  resoect  to  taxoavers  and 
to  taxable  years  of  taxpayers  whose  tax 
liability  is  or  may  be  affected  by  reason 
of  the  nonapplication  of  a  denial  of  ex- 
emot  status. 

ic)  Method  of  election  A  person  shall 
make  the  election  referred  to  in  this 
section  by  filing  the  form  issued  for 
such  purpose  by  the  Internal  R°venue 
Service,  including  therein  the  informa- 
tion required  bv  such  form  and  the  in- 
structions issued  with  respect  thereto, 
and  by  ra'-ing  the  tax  which  the  tax- 
payer indicates  is  due  at  the  time  the  re- 
turn is  filed  To  be  valid  the  election  must 
be  made  prior  to  the  Uter  of  December 
6.  1976,  or  I'.^O  days  after  the  date  of  noti- 
fication referred  to  in  §  1.503iai-lib>  of 
this  chapter  'Income  Tax  Regulations', 
relating  to  loss  of  exemption  for  certain 
prohibited  transactions.  If  there  has  been 
no  notification  of  loss  of  exem^^tion.  the 
election  may  be  made  at  any  time.  How- 
ever, these  limitations  do  not  preclude 
an  agreement  between  the  disqualified 
person  and  the  district  director  to  extend 
the  time  within  which  the  election  is  per- 
mitted. 

(d)  Computation  of  section  4975  ex- 
cwe  tax.  To  the  extent  anplicable.  and 
solely  for  purposes  asscx'iat°d  with  the 
pavment  of  a  section  4975  excise  tax 
under  the  election  referred  to  in  this  sec- 
tion. 5  53  4941ie)-l  of  this  chapter 
(Foundation  Excise  Tax  Regulations)  is 
-  controlling. 

(Section  2003(c)  (1)  (B)  of  the  Em')loyee  Re- 
tirement Income  Security  Act  of  1974  (88 
Stat  9781  and  section  7805  of  the  Internal 
Revenue  Code  of  1954  (68A  Stat.  917:  26 
use    7805).) 

William  E.  Wiltiams, 
Acting  Commissioner  of 

Internal  Revenue. 

Approved :  May  24,  1977. 

Laurence  N.  Woodworth, 
Assistant  Secretary  of  the 
Treasury. 

IFR  Doc.77-15527  Filed  5-26^77:4:47  pm| 


Title    31 — Money    and    Finance:    Treasury 

CHAPTER    I— MONETARY   OFFICES, 
DEPARTMENT   OF   THE   TREASURY 

PART   51— FISCAL   ASSISTANCE   TO 
STATE   AND    LOCAL   GOVERNMENTS 


interim  Regulations 
Correction 

In  FR  Doc.  77-13851  appearing  at  page 
24731  in  the  issue  for  Monday,  May  16, 
1977  make  the  following  corrections; 

( 1 )  On  page  24734.  third  column,  in 
the  9th  line  of  §  51.27'a)  <  1' .  -§51.21 
ip)"  should  have  read  "§  51.2(p)". 

(2'  On  page  24735.  middle  column,  in 
paragraph  'ii>  of  §  51.27'C) '2  ' .  delete 
the  8th  line  and  insert  the  following  in 
its  place:  "year)  divided  by  its  total 
revenues  in  that  •  •   • 


Title  37 — Patents,  Trademarks,  and 

Copyrights 

CHAPTER    I— PATENT    AND    TRADEMARK 
OFFICE.   DEPARTMENT  OF  COMMERCE 

PART  3— FORMS   FOR   PATENT  CASES 

AGENCY:  Patent  and  Trademark  Office. 
Commerce. 

ACTION:  Final  rule. 

SUMMARY:  Patent  and  Trademark  Of- 
fice amends  Forms  for  Patent  Cases  to 
assist  applicants  and  other  parties  in 
complying  with  changes  previously  made 
in  the  Rules  in  Patent  Cases. 

DATES:  Effective  date:  June  30.  1977. 
Comments  must  be  received  on  or  before 
August  1.   1977. 

ADDRESSES ;  Send  comments  to :  Com- 
missioner of  Patents  and  Trademarks, 
Attention:  Louis  O.  Maassel,  Washing- 
ton, D.C.  20231. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Louis  O.  Maassel  by  telephone  at 
703-557-3070,  or  by  mail  marked  to 
his  attention  and  addressed  to  the 
Commissioner  of  Patents  and  Trade- 
marks, Washington,  D.C.  20231. 

SUPPLEMENTARY  INFORMATION: 
Tlie  Patent  and  Trademark  Office  is 
amending  Title  37  of  the  Code  of  Fed- 
eral Regulations  by  deleting  §§3.1,  3.2. 
3.3.  3.4,  3.5.  3.6,  3.7,  3.21,  and  3.25  since 
§  1.61.  which  required  a  petition,  was  re- 
3.11a.  3.12.  3.12a,  3.13,  3.13a.  3. 14.  3.14a, 
3.16.  3.16a.  3.17.  3  17a.  3.18.  3.18a.  3. 23. 
3.23a.  3.26.  3.26a.  3.28.  3.29,  3.31.  3.31a. 
3.32.  3.32a.  3.33.  3.36.  3.37.  3.39.  3.41.  3.43. 
3.46.  3.50.  3.52.  3.53.  and  3.54  and  by  add- 
ing a  new  §  3.33a.  These  sections  are  sug- 
gested forms  for  use  in  patent  cases. 

Tiiese  revisions  conform  the  language 
of  the  forms,  where  necessarj'.  to 
changes  which  have  previously  been 
made  in  Part  1  of  this  chapter  and  also 
alter  the  language  in  the  forms  where 
incorrect  or  inconsistent.  These  revisions 
do  not  effect  any  changes  in  practice 
and  do  not  impose  a  burden  on  anyone 
Consequently,  procedures  for  public 
comment  prior  to  the  adoption  of  these 
revisions  are  not  deemed  necessary. 


The  general  nature  of  tiie  changes  in 
the  forms  are  as  follows: 

1.  The  oath  and  declaration  forms  for 
patent  applications  have  been  amended 
to  include  a  reference  to  the  filing  and 
issuance  of  inventors  certificates.  Such 
a  requirement  is  set  forth  in  current 
§§  1.65  and  1.67  of  Title  37  CFR. 

2.  The  oath  and  declaration  forms  for 
patent  applications  have  been  amended 
to  include  the  statement  by  applicant  ac- 
knowledging the  responsibility  to  disclose 
information  to  the  Patent  and  Trade- 
mark Office.  Such  statement  will  be  re- 
quired by  5  1.65  effective  January  1.  1978. 
but  may  optionally  be  used  prior  to  that 
date,  as  suggested  in  the  notice  published 
on  January  28.  1977.  in  the  Federal  Reg- 
ister, 42  FR  5588  at  5590.  and  on  Febru- 
ary- 22.  1977.  m  the  Official  Gazette  (Pat- 
ent Section' .  955  O.G.  1054  at  1056. 

3.  "United  States"  has  been  changed 
to  "United  States  of  America"  to  give  the 
full  nam.e.     ^ 

4.  In  many  instances  the  forms  were 
changed  to  avoid  use  of  only  the  mas- 
culine gender. 

Sections  328  end  3.29  have  been  re- 
vised to  omit  the  obsolete  requirement 
for  a  petition. 

Section  3.41  has  been  revised  to  delete 
requirements  no  loneer  needed  under 
current  internal  procedures. 

Section  3.52  has  been  amended  by  re- 
ordering the  items  and  by  deletion  of  an 
outdated  item. 

Section  3.54  is  a  revised  version  of  the 
wording  currently  found  in  §  201.06' a  '  of 
tiie  Manual  of  I*atent  Examining  Pro- 
cedure. 

A  period  of  60  days  after  publication  of 
this  notice  in  the  Pederal  Becister  is  set  for 
written  comment  by  the  public  The  Patent 
and  Trademark  Office  will  evaluate  t*ie 
changes  in  light  of  the  written  comments 
received  within  60  days  after  the  close  of  the 
period  for  comment  The  Office  will  then  pub- 
lish in  the  Federal  Register  and  Official  Ga- 
zette an  Indication  of  Its  adherence  to  or  al- 
teration in  the  forms  as  here  published,  as 
well  as  any  reply  to  any  especially  significant 
comments  received 

Pursuant  to  the  authority  contained  in 
section  6  of  Title  35,  United  States  Code, 
the  following  changes  are  made  in  Part  3 
of  Chapter  I  of  Title  37  of  the  Code  of 
Federal  Regulations. 

1.  The  Table  of  Contents  to  Part  3  is 
revised  to  read  as  follows : 

Sec 

3.1  iRe.servedl  ^ 

3  2  I  Reserved  I 

3.3  I  Reserved! 

3.4  I  Reserved! 
3  5  I  Reserved! 
.8.6  |Reser\'ed| 
3  7  I  Reserved] 

3  11  Oath  to  accompany  application  for 
patent. 

3  Ua  Declaration  to  pccompany  application 
for  patent. 

3  12  Oath  to  accompany  aopllcation  for 
patent,  by  an  administrator  (or  ex- 
ecutor) . 

3.12a  Declaration  to  accompany  application 
for  patent,  by  an  administrator  (or 
executor) 

3  13       Oath  not  accompanying  application 

3.13a  Declaration  not  accompanying  appli- 
cation 
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3  14  Supplemental  oath  for  amendment 
presenting  claims  for  matter  dls- 
closed  but  not  originally  claimed. 

3  14a  Supplemental  declaration  for  amend- 
ment presenting  claims  for  matter 
disclosed  but  not  originally  claimed. 

3.16  Combined  oath  and  power  of  attorney 

in  original  application. 
3  16a    Combined   declaration  and   power  of 
attorney  In  original  application. 

3.17  Oath  in  division  or  continuation  ap- 

plication. 

3.17a  Declaration  in  division  or  continua- 
tion application. 

3  18  Oath  In  copending  application  con- 
taining additional  subject  matter. 

3.18a  Declaration  in  copending  apolication 
containing  additional  subject  mat- 
ter. 

3  21       I  Reserved) 

3  22  Design  patent  application:  specifica- 
tion. 

3.23       Design  patent  application:  oath. 

3.23a  Defign  patent  application:  declara- 
tion. 

3.25  1  Reserved  1 

3.26  Plant  patent  application:  oath. 
3.26a     Plant  patent  anpUcatlon:  declaration. 
3  28       Reissue  application  by  the  inventor, 

offer  to  surrender. 
3.29      Reissue  application   by  the   assignee, 

offer  to  surrender. 
331       Reissue  application,  oath:  by  the  in- 
ventor. 
3  31a     Reissue   application,   declaration:    by 

inventor. 
3.32       Reissue  application,  oath:  by  assignee. 
3.32a     Reissue   application,    declaration:    by 

assignee. 
3  33       Oath  as  to  loss  of  letters  patent. 
3  33a     Declaration  as  to  loss  of  letters  pat- 
ent. 
3.36       Power  of  attorney  or  authorization  of 
agent,   not   accompanying   applica- 
tion. 
Revocation  of  power  of  attorney  or  au- 
thorization of  agent. 
Amendment. 

Notice  of  appeal  from  the  Primary  Ex- 
aminer to  the  Board  of  Appeals. 
Disclaimer  In  patent. 
Interference:    preliminary    statement 

of  domestic  inventor 
Interference:    preliminary    statement 

of  foreign  inventor. 
Interference:  disclaimer  during  inter- 
ference. 
Interference, 

mony 
Interference; 
Interference: 


3.37 

3.39 
341 

3  43 
3  44 

•H. 
3.45 

3  46 

3.47 

3  48 
3  49 
3.60 
3.51 
3.52 
3  53 
354 

3  61 

AtrrHORiTY: 
noted 


notice  of  taking   testl- 


form  of  deposition 
certificate  of  officer 
Waiver  of  patent  rlehts  under  5  1  139. 
Application  transmittal  letter. 
Amendment  transmittal  letter. 
Terminal  disclaimer  In  application. 
Division-continuation  program  appli- 
cation transmittal  form. 
Symbols  for  draftsmen. 

35  use.  6,  unless  otherwise 


Note. — The  following  forms  Illustrate  the 
manner  of  preparing  various  papers  to  be 
filed  in  the  Pa!:«>nt  and  Trademark  OfTlce 
Applicants  and  other  parties  will  find  their 
bislness  facilitated  by  following  them  In 
special  situations  such  alterations  as  the 
circumstances  may  re:;cler  necessarv  mav  be 
made  provided  they  do  not  depart  from 
the  requirements  of  Part  1  of  thl.s  chapter 
or  of  the  statute  Before  using  any  form 
thp  pert.lr.ent  <;ectlon<:  of  Pa-r*  I  and  sections 
of  the  statute  should  be  studied  carefuiiy 

§3.1        ,n.*<r>e<ll 

2    Section  3  1  is  re5ei-<,ed. 


RULES   AND    REGULATIONS 
§3.2       IH.M-rved] 

3.  Section  3.2  is  reserved.     ' 

«  3.3       [Reserved] 

4    Section  3.3  is  resened. 
§3.4       [Reserved] 

5.  Section  3.4  is  reserved. 

§3.5       [Reserved! 

6.  Section  3.5  is  reserved. 

§3.6       [Reserved] 

7.  Section  3.6  is  reserved. 


§  3.- 


^  Reserved  1 


8.  Section  3.7  is  reserved. 

9.  Section  3.11  is  revised  to  read  as 
follows : 

§3.11      Oath    to    ateonipany    application 
for  patent. 

As  a  below  named  inventor,  being  duly 
sworn  (or  affirmed),  I  depose  and  say  that: 

My  residence,  post  office  address  and 
citizenship  are  as  stated  below  next  to 
my  name:   that 

I  verily  believe  I  am  the  original,  first 
and  sole  inventor  (If  only  one  name  Is  listed 
below)  or  a  Joint  Inventor  (If  plural  in- 
ventors are  named  below)   of  the  Invention 

entitled:    described  and 

claimed  In  the  attached  specification:   that 

I  do  not  know  and  do  not  believe  that  the 
same  wa.s  ever  known  or  used  in  the  United 
States  of  America  before  my  or  our  Inven- 
tion thereof,  or  patented  or  described  in 
any  printed  publication  In  any  country 
before  my  or  our  Invention  thereof  or  more 
than  one  "year  prior  to  luls  application,  that 
the  same  was  not  in  public  use  or  on  sale 
in  the  United  States  of  America  more  than 
one  year  prior  to  this  application,  that  the 
invention  has  not  been  patented  or  made 
the  subject  of  an  inventor's  certificate  is- 
sued before  the  date  of  this  application 
in  any  country  foreign  to  the  United  States 
of  America  on  an  application  filed  by  me  or 
my  legal  representatives  or  assigns  more 
than  twelve  months  prior  to  this  applica- 
tion, that  I  acknowledge  my  duty  to  dis- 
close information  of  which  I  am  aware  which 
is  material  to  the  examination  of  this 
application,  and  that  no  application  for 
patent  or  Inventor's  certificate  on  this  in- 
vention ha-s  been  filed  in  any  country  for- 
eign to  the  United  States  of  America  prior 
to  this  application  by  me  or  my  legal 
representatives  or  assigns,  except  as  follows: 


Full  name  of  sole  or  first  Inventor. 


Inventor's  signature  . 
Date: 

Residence   

Citizenship 

Post  Office  Address 


Full  name  of  second  Joint  Inventor,  if  any 


Inventor's  signature.. 
Date: 

Rp'^i-ier.ce    

Citizenship 

Post  Office  Address 


(Supply  similar  information  and  signature 
for  third  and  subsequent  Joint  inventors.) 


Sworn  to  and  subscribed  before  me  this 
(tty  of  -- 19 

[SEAL  I 

(Signature  of  notary  or  ofiBcer) 

( Signature  of 
notary  or  officer) 

10.  Section  3.11a  is  revised  to  read  as 
follows : 

§  3.11a      Deelarati«)n    to    accompany    ap- 
plication for  patent. 

As  a  below  named  inventor,  I  hereby  de- 
clare that: 

My  residence,  post  office  address  and  citi- 
zenship are  as  stated  below  next  to  mv  name; 
that 

I  verily  believe  I  am  the  original,  first  and 
sole  Inventor  (If  only  one  name  is  listed  be- 
low) or  a  Joint  Inventor  ilf  plural  Inventors 
are  named  below)  of  the  invention  entitled: 

described  and  claimed  in 

the  attached  specification:  that 

I  do  not  know  and  do  not  believe  that  the 
same  was  ever  known  or  used  in  the  United 
States  of  America  before  my  or  our  inven- 
tion thereof,  or  patented  or  described  In  any 
printed  publication  In  any  country  before 
my  or  our  Invention  thereof  or  more  than  one 
year  prior  to  this  application,  that  the  same 
was  not  in  public  use  or  on  sale  In  the  United 
States  of  AJnerlca  more  than  one  year  prior 
to  this  application,  that  the  invention  has 
not  been  patented  or  made  tJ-.e  subject  of  an 
inventor's  certificate  Issi.ed  before  the  date 
of  this  application  In  any  country  foreign  to 
the  United  States  of  America  on  an  applica- 
tion filed  by  me  or  my  legal  representatives 
or  assigns  more  than  twelve  months  prior  to 
this  application,  that  I  acknowledge  my  duty 
to  disclose  Information  of  which  I  am  aware 
which  is  material  to  the  examination  of  this 
application,  and  that  no  application  for  pat- 
ent or  inventor's  certificate  on  this  invention 
has  been  filed  in  any  country  foreign  to  the 
United  States  of  America  prior  to  this  ap- 
plication by  me  or  my  legal  representatives 

or  assigns,  except  as  follows: 

.^ 

I  hereby  declare  that  all  statements  made* 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  Inform.ation 
and  belief  are  believed  to  be  true:  and  fur- 
ther that  these  statements  were  made  with 
the  knowledge  that  willful  false  statements 
and  the  like  so  made  are  punishable  by  fine 
or  imprisonment,  or  both,  under  Section  1001 
of  Title  18  of  the  United  States  Code  and 
that  such  willful  false  statements  may  Jeo- 
pardize the  validity  of  the  application  or 
any  patent  issued  thereon. 

Pull  name  of  sole  or  first  Inventor 

Inventor's    signature 

Date: 

Residence 

Citizenship    

Post  Office  Address 

Full  name  of  second  Joint  Inventor,  If  any 

Inventor's  signature 

Date: 

Residence 

Citizenship    

Post  Office  Address 

(Supply  similar  Information  and  signature 
for  third  and  subsequent  Joint  inventors  ) 

11.  Section  3.12  is  revised  to  read  as 
follows : 
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§  3.12  Oatli  !•  a(r»in|Mi«T  afipliration 
for  patent,  Wj  an  administrator  (or 
cxeiiilor). 


I    (A) 


being  duly  sworn  (or  affirmed),  depose  and 

say  that  I  am  a  citizen  of 

and  a  resident  of • 

that  I  am  the  administrator  of  the  estate 
(or  executor  of  the  last  will  and  testament) 
of    (B) -. 

deceased,  late  a  citizen  of , 

and  resident  of 

that   I   verily   believe  the  said    (B) ^^- 

to   be   the    original,   first   and   sole 

inventor  of  the   improvement   in 

described  and  claimed  in  the  fore- 
going specificatlo:,;  that  I  do  not  know  and 
do  not  believe  that  the  same  was  ever  known 
or  used  in  the  United  States  of  America  be- 
fore the  Invention  thereof  by  the  said 
(B) or  patented  or  de- 
scribed in  any  printed  publication  in  any 
country  be'ore  the  said  invention  thereof, 
or  more  than  one  year  prior  to  this  applica- 
tion, or  m  public  use  or  on  sale  In  the  United 
States  of  America  more  than  one  year  prior 
to  this  application:  that  said  invention  has 
not  been  patented  or  made  the  subject  of 
an  inventor's  certificate  issued  before  the 
date  of  this  application  in  anv  country  for- 
eign to  the  United  States  of  .\merlca  on  an 

application  filed  by  the  .said   iBi 

or  his  or  her  legal  representatives 

or  assigns  more  than  twelve  months  prior  to 
this  application;  that  I  acknowledge  my  duty 
to  disclose  information  of  which  I  am  aware 
which  is  material  to  the  examination  of  this 
application,  and  that  no  application  for 
patent  or  inventor's  certificate  on  said  In- 
vention has  been  filed  by  the  said  (Bi 

or  his  or  her  represent.atives  or  as- 
signs in  any  country  foreign  to  the  United 
States  of  America,  except  as  follows : 


than  one  year  prior  to  this  application:  that 
said  invention  has  not  been  patented  or  made 
the  subject  of  an  inventors  certificate  is- 
sued before  the  date  of  this  application  m 
any  country  foreign  to  the  United  States  of 
America  on  an  application  filed  by  the  said 

(B)    .  or  his  or  her  legal 

representatives  or  assigns  more  than  twelve 
months  prior  to  this  application:  that  I  ac- 
knowledge my  duty  to  disclose  information  of 
which  I  am  aware  which  is  material  to  the 
examination  of  this  application,  and  that 
no  application  for  patent  or  inventors  cer- 
tificate on  said  invention  has  been  filed  by 

the  said  (B) or  his  or  her 

representatives  or  assigns  In  any  country 
foreign  to  the  United  States  of  America,  ex- 
cept as  follows: 

I  hereby  declare  further  that  all  state- 
ments made  herein  of  my  own  knowledge  are 
true  and  that  ail  statements  made  on  infor- 
mation and  belief  are  believed  to  be  true: 
and  further  that  these  statements  were  made 
with  the  knowledge  that  willful  false  state- 
ments and  the  like  so  made  are  punishable 
by  fine  or  imprisonment,  or  both,  under  Sec- 
tion 1001  of  Title  18  of  the  United  States  Code 
and  that  such  willful  false  statements  may 
jeopardize  the  validity  of  the  application  or 
any  patent  issuine  thereon 

(A)    

(Signature) 


Full  name  of  second 

Joint  Inventor,  if  any. 


Inventor's  signature. 

Date: 

Re.-idence   

Citizenship 

Post  Office  Address... 


(Supply  similar  information  and  signature 
for  third  and  subsequent  Joint  inventors.) 


(A). 


(Signature) 
Administrator,     etc 


Sworn  to  and  subscribed  before  me  this 
...  day  of .19 

I  SEAL  I 


(Signature  of 
notary  or  officer) 

(Official  character) 


Note.    (Ai    Name  of   administrator  or  ex- 
ecutor:   (B)    Name   of   deceased    Inventor 

12.  Section  3  12a  is  revised  to  read  as 
follows : 

§  3.12a  Declaration  to  arronipany  appli- 
cation for  patent,  by  an  adminis- 
trator (or  evecutor). 

I.   (A)    .  hereby  declare 

that  I  am  a  citizen  of and 

a  resident  of -...  that  I  am 

the  administrator  of  the  estate  (or  executor 
of    the    last    will    and    testament i    of    (B) 

,  deceased,  late  a  citizen 

of      and     resident     of 

_ that  I  verily  believe  the 

said  (B)  to  be  the  origi- 
nal, first  and  sole  Inventor  of  the  Improve- 
ment  in    described   and 

claimed  in  the  foregoing  specification:  that  I 
do  not  know  and  do  not  believe  that  the 
same  was  ever  known  or  used  in  the  United 
States     of     America    before    the    invention 

thereof  by  the  said  (B)    ..:.- - , 

or  patented  or  described  in  any  printed  pub- 
lication in  any  country  before  the  said  in- 
vention thereof,  or  more  than  one  year  prior 
to  this  anpUcatlon,  or  In  public  use  or  on 
sale  in  the  United  States  of  America  more 


Date 

Note. —  (A)  Name  of  adBTinistrator  or  ex- 
ecutor: (B)  Name  of  deceased  Inventor. 

13.  Section  3.13  is  revised  to  read  a? 
follows ; 

§3.13      Oalli    not   a<compan?iuK   appli<  a- 
tion. 

As  a  below  named  inventor,  being  duly 
sworn  (or  affirmed) ,  I  depose  and  say  that: 

My  residence,  post  office  address  and  citi- 
zenship are  as  stated  below  next  to  my  name: 
that 

I  verily  believe  I  am  the  original,  first  and 
sole  Inventor  (If  only  one  name  Is  listed 
below)  or  a  Joint  inventor  (If  plural  inven- 
tors are  named  below)  of  the  invention  en- 
titled:      --     descrit)ed     and 

claimed   In  the  specification  of   application 

Serial  No. filed 

_ ;  that  I  do  not  know  &nd  do  not 

believe  that  the  same  was  ever  known  or 
used  In  the  United  States  of  America  before 
my  or  our  invention  thereof,  or  patented  or 
described  in  any  printed  publication  in  any 
country  before  my  or  our  invention  thereof 
or  more  than  one  year  prior  to  this  applica- 
tion, that  the  same  was  not  in  public  use  or 
on  sale  in  the  United  States  of  America  more 
than  one  year  prior  to  this  application,  that 
the  invention  has  not  been  patented  or  made 
the  subject  of  an  inventors  certificate  issued 
before  the  date  of  this  application  in  any 
country  foreign  to  the  United  States  of 
America  on  an  application  filed  by  me  or 
my  legal  representatives  or  assigns  more  than 
twelve  months  prior  to  this  application,  that 
I  acknowledge  my  duty  to  disclose  informa- 
tion of  which  I  am  aware  which  is  material 
to  the  examination  of  this  application,  and 
that  no  application  for  patent  or  Inventor's 
certificate  en  this  Invention  has  been  filed 
in  any  country  foreign  to  the  Unite^  States 
of  America  prior  to  this  apolication  by  me 
or  my  legal  representatives  or  assigns,  ex- 
cept as  follows: 

Full  name  of  sole  or  first  Inventor 


Sworn   to   and   subscribed   before   me  this 
day  of - 19 

[SEAL  I  

( Signature  of  notary 
or  officer ) 


(Official  character) 

14.  Section  3,13a  is  revised  to  read  as 

follows : 

ri  3.13a      Diclaraliun     not    accompany inft 
application. 

As  a  below  named  inventor,  I  hereby  de- 
clare that 

My  residence,  post  office  address  and 
citizenship  are  as  stated  below  next  to  my 
name:  that 

I  verily  believe  I  am  the  original,  first 
and  sole  Inventor  (If  only  one  name  is  listed 
below)  or  a  Joint  Inventor  (if  plural  mven- 
tors  are  named  below)  of  the  Invention  en- 
titled:      -     described     and 

claimed  in  the  specification  of  application 

Serial   No.    ,   filed    

;    that  I  do  not  know   and  do 

not  believe  that  the  same  was  ever  known 
or  used  in  the  United  States  of  America  be- 
fore my  or  our  invention  thereof,  or  patented 
or  described  In  any  printed  publication  In 
any  country  before  my  or  our  Invention 
thereof  or  more  than  one  year  prior  to  this 
application,  that  the  same  was  not  In  public 
use  or  on  sale  in  the  United  States  of  Amer- 
ica more  than  one  year  prior  to  this  appllcs- 
tlon,  that  the  invention  has  not  been 
patented  or  made  the  subject  of  an  in- 
ventors certificate  issued  before  the  date 
of  this  application  in  any  country  foreign 
to  the  United  States  of  America  on  an  ap- 
plication filed  by  me  or  my  legal  repre- 
sentatives or  assigns  more  than  twelve 
months  prior  to  this  application,  that  I 
acknowledge  my  duty  to  disclose  informa- 
tion of  which  I  am  aware  which  Is  material 
to  the  examination  of  this  application,  and 
that  no  application  for  natent  or  Inventors 
certificate  on  this  invention  has  been  filed 
in  any  country  foreign  to  the  United  States 
of  Arnerlca  prior  to  this  application  by  me 
or  my  legal  representatives  or  assigns,  except 

as  follows: ■ 

I  herebv  declare  th^t  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  Information 
and  belief  are  believed  to  be  true:  and 
further  that  these  statements  were  made 
with  the  knowledge  that  willful  false  state- 
ments and  the  like  so  made  are  punishable 
by  fine  or  liS^rlsonment.  or  both,  under  Sec- 
tion 1001  of  Title  18  of  the  United  States 
Code  and  that  such  willful  false  statements 
may  Jeopardize  the  validity  of  the  applica- 
tion or  any  patent  Issued  thereon. 

Full  name  of  sole  or  first  Inventor 


Inventor's  signature 

Date:     

Residence   

Citizenship 

Post  Office  Address... 


Inventors  signature  . 
Date: 

Residence 

Citizenship 

Post  Office  Address  — 
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Pull  name  of  second  Joint  Inventor,  If  any 


D»t«: 
Inventor's  signature  _ 

Residence 

Citizenship 

Po«t  Office  Address  --. 


(Sxipply  similar  information  and  slgna- 
t\ii6  for  third  and  subsequent  Joint  In- 
ventors.) 

15.  Section  3  14  is  revised  to  read  as 
follows: 

§  3.14  ^Jupplemental  oalli  for  amrnd- 
nu-nt  prc«»-iitinK  claim'*  for  mailer 
cli«clo-f(l  but  not  orieiruillv  claimed. 

I      ,     as    the    Inventor 

I  name) 
Tiamed  in  the  application  for  letters  patent 

for  an  improvement  In 

Serial    No     filed    Ih    the 

United  States  Patent  and  Trademark  Office 

on  or  about  the day  of . 

19 being  duly  sworn  (or  affirmed i  de- 
pose and  say  that  the  subject  matter  of  the 
fore^lng  1 1 )  amendment  was  part  of  my 
Invention,  was  Invented  before  the  filing  of 
Uie  original  application,  above  Identified,  for 
such  Invention,  that  I  do  not  know  and  do 
not  believe  that  the  same  was  ever  known 
or  u=ed  in  the  United  States  of  America  be- 
fore my  invention  thereof,  or  patented  or 
described  in  any  printed  publication  In  any 
country  before  my  Invention  thereof,  or  more 
than  one  year  before  said  application,  or  In 
public  use  or  on  sale  In  the  United  States  of 
America  more  than  one  year  before  the  date 
of  sa'.d  application  that  said  Invention  has 
not  been  patented  or  made  the  subject  of  an 
Inventors  certificate  is.sued  before  the  date 
of  said  application  in  any  country  foreign  to 
the  United  States  of  .America  on  an  applica- 
tion filed  by  me  or  my  leijal  representatives 
or  a^sl^-ns  more  than  twelve  months  prior  to 
said  application  In  the  United  States  of 
America,  and  has  not  been  abandoned. 


(Signature) 


Sworn   to  and  subscribed  before  me  this 
day  of - .-,   19 


|SXAL| 


(Signature  of  notary  or  officer) 


(Official  character) 


Note — (1)  If  the  supplemental  oath  does 
not  accompany  the  amendment,  the  amend- 
ment should  be  Identified   See  J  1.67 

16  Section  3  14a  is  revised  to  read  as 
follows: 

§  3. 1  Im  Supplfinental  cltM-laration  for 
iimt-iidmcnt  pri  "<i'ntiii)j;  cluinu*  for 
malttr  di<rlt>s<-d  but  not  originally 
I'laimed. 

I. the  Inventor  named 

(name) 

m  the  application  for  letters  patent  for  an 

Improvement    In    Serial 

No    .,_ filed  in  the  United 

States   Patent  and   Trademark   Office  on  or 

about  the day  of 

19 declare   that   the  subject   matter  of 

the  foregoing  (  1 )  amendmen'  was  part  of  m;.' 
Invention,  wa-s  Invented  before  the  filing  of 
the  original  application,  above  identified, 
for  such  invention,  that  I  do  not  know  and 
do  not  believe  that  t^e  same  was  ever  known 
or  used  in  the  United  States  of  America  be- 
fore my  invention  thereof,  or  patented  or 
described  in  any  printed  publication  In  any 


country  before  my  Invention  thereof,  or  more 
than  one  year  before  said  application,  or  in 
public  use  or  on  sale  In  the  United  States  of 
America  more  than  one  year  before  the  date 
of  said  application,  that  said  Invention  has 
not  been  patented  or  made  the  subject  of  an 
Inventor  s  certificate  issued  before  the  date 
of  said  application  In  any  country  foreign  to 
the  United  States  of  America  on  an  applica- 
tion filed  by  me  or  my  legal  representatives 
or  assigns  more  than  twelve  months  prior  to 
said  application  m  the  United  States  of 
America,  and  has  not  been  abandoned. 

I  further  declare  that  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
tiiat  all  statements  made  on  Information  and 
belief  are  believed  to  be  true;  and  fur- 
ther that  these  statements  were  made  with 
the  knowledge  that  willful  false  statements 
and  the  like  so  made  are  punishable  by  fine 
or  Imprisonment,  or  both,  under  Section  1001 
of  Title  18  of  the  United  States  Code,  and 
that  such  willful  false  statements  may  Jeop- 
ardize the  validity  of  the  application  or  any 
patent  issuing  thereon. 

Signature 

Date: 

Note — (1)  If  the  supplemental  declara- 
tion does  not  accompany  the  amendment, 
the   amendment    should    be    Identified.    See 

§  1  67 

17,  Section  3.16  Is  revised  to  read  as 

follows: 

§  3.16      Ombined  oath  and  power  of  at- 
torney in  original  upplication. 

As  a  below  named  Inventor,  being  duly 
swcrn   lor  alSrmed),  I  depose  and  say  that: 

My  residence,  pest  office  address  and  citi- 
zenship are  as  stated  below  next  to  my  name; 
that 

I  vesrtly  beiUeve  I  am  the  original,  first  and 
sole  inventor  (If  only  one  name  Is  listed 
below)  or  a  Joint  inventor  (if  plural  inven- 
tors are  named  below)  of  the  invention  en- 
titled:        described   and 

claimed  In  the  attached  specification;  that 

I  do  not  know  and  do  not  believe  the  same 
was  ever  known  or  used  in  the  United  States 
of  America  before  my  or  our  Invention  there- 
of, or  patented  or  described  In  any  printed 
publication  In  any  country  before  my  or  our 
Invention  thereof  or  more  than  one  year 
prior  to  this  appUcAtlon,  that  the  same  was 
not  m  public  use  or  on  sale  in  the  United 
States  of  America  noore  than  one  year  prior 
to  this  application,  that  the  Invention  has 
not  been  patented  or  made  the  subject  of 
an  inventor's  certificate  issued  before  the 
date  of  this  application  in  any  country  for- 
eign to  the  United  States  of  America  on  an 
application  filed  by  me  or  my  legal  repre- 
sentative or  arssipns  more  than  twelve  months 
prior  to  this  application,  that  I  acknowledge 
my  duty  to  discloee  Information  of  which  I 
am  aware  which  Is  material  to  the  examina- 
tion of  this  application,  and  that  no  applica- 
tion for  p>atent  or  Inventor's  certificate  on 
this  Invention  has  been  filed  In  any  country 
foreign  to  the  United  States  of  America  prior 
to  this  apHJilcaUon  by  me  or  my  legal  repre- 
sentatives   or    asslgiis    except    as    follows: 


ReeldeBce 

Citizenship 

Poet  Office  Address. 


Pull  name  of  second.  Joint  Inventor,  If  any.. 


Inventor's  signature... 
Date: 

Residence 

Citizenship 

Post  Office  Address 


I  hereby  ap>polnt  the  following  attomey(s) 
and  or  a«ent(s)  to  prosecute  this  applica- 
tion and  to  transact  all  business  In  the 
Patent     and    Trademark     Office     connected 

therewith;    Address   all 

telephone     calU     to    at 

telephone  no. 

,\ddreK3  all  correspondence  to 

F*ull  name  of  sole  or  first  Inventor 


(Supply  similar  Information  and  signature 
for  third  and  subsequent  Joint  Inventors  ) 
,    - ,   ss; 

Sworn  to  and  subscribed  before  me  this 
day  of ,  19 


{Seal] 


(Signature  of  notary  or  officer) 


(Official  character) 


18.  Section  3,16a  is  revised  to  read  as 
follows : 

§  3.16a     Combined  declaration  and  power 
of  attorney  in  original  application. 

As  a  below  named  Inventor.  I  hereby  de- 
clare that; 

My  residence,  post  office  address  and  citi- 
zenship are  as  stated  below  next  to  my  name: 
that 

I  verUy  believe  I  am  the  original,  first  and 
sole  inventor  ( If  only  one  name  is  listed 
below)  or  a  Joint  inventor  (if  plural  inven- 
tors are  named  below)  of  the  Invention  en- 
titled:    - described     and 

claimed  In  the  attached  specification,  that 

I  do  not  Itnow  and  do  not  believe  the  same 
was  ever  known  or  used  in  the  United  States 
of  America  before  my  or  our  invention 
thereof,  or  patented  or  described  in  any 
printed  publication  In  any  country  before 
my  or  our  Invention  thereof  or  more  than 
one  year  prior  to  this  application,  that  the 
same  was  not  in  public  use  or  on  sale  In  the 
United  States  of  America  more  than  one  year 
prior  to  this  application,  that  the  invention 
has  not  been  patented  or  made  the  subject  of 
an  Inventor's  certificate  Issued  before  the 
d^te  of  this  application  an  any  country  for- 
eign to  the  United  States  of  America  on  an 
application  filed  by  me  or  my  legal  represent- 
atives or  assigns  more  than  twelve  months 
prior  to  this  application,  that  I  acknowledge 
my  duty  to  disclose  Information  of  which  I 
am  aware  which  is  material  to  the  examina- 
tion of  this  application,  and  that  no  appli- 
cation for  patent  or  Inventor's  certificate  on 
this  Invention  has  been  filed  In  any  country 
foreign  to  the  United  States  of  America  prior 
to  this  application  by  me  or  my  legal  repre- 
sentatives   or    assigns,    except    as    follows: 

I  hereby  appoint  the  follow  tog  attorney  (s) 
and/or  agent(s)  to  prosecute  this  application 
and  to  transact  all  business  In  the  Patent 
and  Trademark  Office  connected  therewith: 

Address    ail    telephone 

calls  to at  telephone  No. 


Address  all  correspondence  to 


Inventors  signature 

Date:. 


I  hereby  declare  that  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  Information 
and  belief  are  believed  to  be  true;  and  fur- 
ther that  these  statements  were  'nade  with 
the  knowledge  that  willful  false  statements 
and  the  like  so  made  are  punishable  by  fine 
or  imprisonment,  cr  both,  under  Section  1001 
of  TiUe  18  of  the  United  States  Code  and 
that  such  willful  false  statements  may 
Jeopardize  the  validity  of  the  application  or 
any  patent  Issued  thereon. 
Pull  name  of  sole  or  first  Inventor 
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Inventor's    signature 

Date:     - - ■ 

Residence    

Citizenship    

Post  Office  Address 

Pull  name  of  second  Joint  Inventor,  If  any 

Inventor's    signature 

Date:    

Residence    

Citizenship    

Post  Office  Address 

(Supply  similar  information  and  signature 
for  third  and  subsequent  Joint  inventors.) 

19.  Section  3.17  Ss  revised  to  read  as 

follows: 

§  3.17      Oath  in  division  or  continuation 
application. 

I  This  form  of  oath  may  be  used  »-ith  an 
application  disclosing  and  claiming  only 
subject  matter  disclosed  In  a  prior  copend- 
ing application  of  the  same  Inventor.] 

As  a  below  named  Inventor,  being  duly 
sworn  (or  affirmed),  I  depose  and  say  that: 

My  residence,  tx>st  offi-:^  address  and  cltl- 
zen.shlp  are  as  stated  below  next  to  my  name; 
that 

I  verily  believe  I  am  the  original,  first  and 
sole  Inventor  (if  only  one  name  Is  listed  be- 
low) or  a  Joint  inventor  (If  plural  Inventors 
are  named  below)  of  the  Invention  entitled: 

described  and  claimed  In 

the  attached  specification;  that  this  appli- 
cation discloses  and  claims  only  subject  mat- 
ter  disclosed   In   my   or   our   prior   pending 

application    Serial    No.    

filed  ;  that 

I  do  not  know  and  do  not  believe  the  same 
was  ever  known  or  used  in  the  United  States 
of  America  before  my  or  our  Invention  there- 
of, or  patented  or  described  In  any  printed 
publication  In  any  country  before  my  or  our 
invention  thereof  or  m.ore  than  one  year 
prior  to  said  prior  application,  that  the  same 
was  not  In  public  use  or  on  sale  In  the 
United  States  of  America  more  than  one 
year  prior  to  said  prior  application,  that  said 
Invention  has  not  been  patented  or  made 
the  subject  of  an  inventor's  certificate  Is- 
sued before  the  date  of  said  prior  applica- 
tion In  any  country  foreign  to  the  United 
States  of  America  on  an  application  filed  by 
me  or  my  legal  representatives  or  assigns 
more  than  t^'elve  months  prior  to  said  prior 
application,  that  I  acknowledge  my  duty  to 
disclose  Information  of  which  I  am  aware 
which  Is  material  to  the  examination  of  this 
application,  and  that  no  application  for 
patent  or  Inventor's  certificate  on  said  in- 
vention has  been  filed  In  any  country  foreign 
to  the  United  States  of  America  by  me  or  my 
legal    representatives   or   assigns,    except    as 

follows:     

Pull  name  of  sole  or  first  Inventor 

Inventor's  signature 

Date: 

Residence 

Citizenship 

Post  Office  Addre.<» 

Pull  name  of  second  Joint  Inventor,  if  any  . . 

Inventor's  signature 

Date: 

Residence 

Cltlzensh  ip    

Post  Office  Address 

(Supply  similar  Information  and  signature 
for  third  and  subsequent' Joint  inventors.) 

•         ------------- ss 


Sworn  to  and  subscribed  before  me  this 

dav  of .19 

(Sea!  I   - 

( Signature  of  notary  or  officer ) 


(Official  character) 


20.  Section  3.17a  is  revised  to  read  as 
follows : 

§  3.17a      Declaration   in   divisidn   or  con- 
tinuation application. 

As  a  below  named  Inventor,  I  hereby  de- 
clare that: 

My  residence,  p>ost  office  address  and  citi- 
zenship are  as  stated  below  next  to  my  name; 
that 

I  verily  believe  I  am  the  original,  first  and 
sole  inventor  ( If  only  one  name  IS  listed  be- 
low) or  a  Joint  inventor  (If  plural  inventors 
are  named  below)  of  the  Invention  entitled: 

described  and  claimed  In 

the  attached  specification;  that  this  appli- 
cation di-scloses  and  claims  only  subject  mat- 
ter dtsclosed  In  my  or  our  pending  applica- 
tion Serial  No. filed 

;  that 

I  do  not  know  and  do  not  believe  the  same 
was  ever  knovim  or  vised  In  the  United  States 
of  America  before  my  or  our  Invention  there- 
of, or  patented  or  described  In  any  printed 
publication  in  any  country  before  my  or  our 
invention  thereof  or  more  than  one  year 
prior  to  said  prior  application,  that  the  same 
was  not  in  public  use  or  on  sale  In  the 
United  States  of  America  more  than  one  year 
prior  to  .said  prior  application,  that  said  in- 
vention has  not  been  patented  or  made  the 
subject  of  an  inventor's  certificate  Issued 
before  the  date  of  said  prior  application  In 
any  country  foreign  to  the  United  States  of 
America  on  an  application  filed  by  me  or  ray 
legal  representatives  or  assigns  more  than 
twelve  months  prior  to  said  application,  that 
I  acknowledge  my  duty  to  disclose  informa- 
tion of  which  I  am  aware  which  Is  material 
to  the  examination  of  this  application,  and 
that  no  application  for  patent  or  inventor's 
certificate  on  said  Invention  has  been  filed 
m  any  country  foreign  to  the  United  States 
of  America  by  me  or  my  legal  representatives 
or  assigns,   except  as  follows:    


I  hereby  declare  that  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  Information  and 
belief  are  believed  to  be  true,  and  further 
that  these  statements  were  made  with  the 
knowledge  that  willful  false  statements  and 
the  like  so  m.ade  are  punishable  by  fine  or 
Imprisonment,  or  both,  under  Section  1001 
of  Title  18  of  the  United  States  Code  and 
that  such  wUlful  fal.se  statements  may  Jeop- 
ardize the  validity  of  the  application  or  any 
patent  Issued  thereon 
TuU  name  of  sole  or  first  Inventor — 

Inventor's  slgnatvire - 

Date:     - 

Residence 

Citizenship    

Post  Office  Address .-- 

Pull  name  of  second  Jolat  Inventor,  If  any 

_r 

Inventor's   signature!.. 

Date: 

Residence     

Citizenship    

Post  Office  Address. — - 

(Supply  similar  information  and  signature 
for  third  and  subsequent  Joint  Inventors  ) 

21.  Section  3.18  is  revised  to  read  as 
follows : 


§  3.18      0«th     in     ropendine     application 
containing  additional  «ubji»ct  matter. 

[This  form  of  oath  may  be  used  with  an 
application  disclosing  and  claiming  subject 
matter  disclosed  In  a  prior  co-pending  ap- 
plication of  the  same  Inventor  and  also  dis- 
closing additional  subject  matter.) 

I, being  sworn  Hto  af- 

(name  of  Inventor) 
firmed) .  depose  and  say  that  I  am  a  cltiaen 

of  and  resident  of  — 

that  I  verily  believe  that  I 

am  the  original,  first  and  sole  inventor  of 
the  Improvement  In  _ -.  de- 
scribed and  claimed  in  the  foregoing  spec- 
ification: that  this  application  In  part  dis- 
closes and  claims  sublect  matter  disclosed 
In  mv  earlier  filed  pending  application.  Serial 

No    - filed -- 

;  that  I  acknowledge  my  duty  to  dis- 
close information  of  which  I  am  aware  which 
Is  material  to  the  examination  of  thLs  appli- 
cation, that,  as  to  the  subject  matter  of 
this  application  which  Is  common  to  said 
earlier  application  I  do  not  know  and  do 
not  believe  that  the  same  was  ever  known 
or  used  In  the  United  States  of  America 
before  my  Invention  thereof  or  patented  or 
described  In  any  printed  publication  In  any 
country  before  my  Invention  thereof  or  more 
than  one  year  prior  to  said  earlier  applica- 
tion, or  In  public  use  or  on  sale  In  the  United 
States  of  America  more  than  one  year  prior 
to  said  earlier  application;  that  said  com- 
mon sublect  has  not  been  patented  or  made 
the  sublect  of  an  inventor's  certificate  issued 
before  the  date  of  said  earlier  anpllcatlon 
In  any  co\intry  foreign  to  the  United  States 
of  America  on  an  anpllcatlon  filed  by  me 
or  my  leeul  representatives  or  assigns  more 
than  twelve  months  prior  to  said  earlier 
application:  and  that  no  application  for  pat- 
ent or  inventor's  certlftca'e  on  said  Inven- 
tion has  been  filed  bv  me  or  my  representa- 
tives or  asslens  In  any  country  foreign  to 
the  United  States  of  America,  except  as  fol- 
lows:      :    that    as    to    the 

subject  matter  of  this  application  which  is 
not  common  to  !>aid  earlier  application,  I 
do  not  know  and  do  not  believe  that  the 
same  was  ever  known  or  used  In  the  United 
States  of  America  before  my  Invention  there- 
of or  patented  or  described  In  any  printed 
publication  in  any  country  before  my  In- 
ve-nion  thereof  or  more  than  one  year  prior 
to  the  date  of  this  apoUcation.  or  In  public 
use  or  on  sale  in  the  United  States  of 
America  more  than  one  year  prior  to  the 
date  of  this  application,  and  that  said  sub- 
ject matter  has  not  been  patented  or  made 
the  sublect  of  an  Inventor's  certificate  is- 
sued In  any  countrv  foreign  to  the  United 
States  of  America  on  an  application  filed  by 
me  or  my  legal  repre'^entatlves  or  assigns 
more  than  twelve  months  prior  to  the  date 
of  this  application;  and  that  no  applica- 
tion for  patent  or  Inventors  certificate  on 
said  Invention  has  been  filed  by  me  or  my 
representatives  or  assigns  In  any  country 
foreign  to  the  Unl*ed  States  of  America  ex- 
cept sa  follows:  

Inventor's  full  name;   


(Signature) 


Sworn  to  and  subscribed  before  me  this 
dav  of 19 - 


(seal) 


(Signature  of  notary  or  officer) 
(Official  character) 

22.  Section  3  18a  is  revised  to  read  as 
follows : 
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§  3,il!.i  Drclaralion  in  ropciulnii;  apjili- 
(-ation  containing  .iililiiioii.il  -ulijiit 
mailer. 

(Sections  1  65  and  1  68  provide  for  a  dec- 
laration In  lieu  or  in  place  of  an  oath  In 
certain  Instances.) 

(This  form  of  declaration  may  be  used 
with  an  application  disclosing  and  claiming 
subject  matter  disclosed  in  a  prior  copend- 
ing application  of  the  same  Inventor  and 
also  disclosing  additional  subject  matter.) 

I. declare  that  I  am 

(name  of  Inventor) 

a  citizen  of and  resident 

of that  I  verily  believe 

that  I  am  the  original,  first  and  sole  in- 
ventor of  the  improvement  in 

described  and  claimed  In  the  foregoing  spec- 
ification; that  this  application  In  part  dis- 
closes and  claims  subject  matter  disclosed 
in  my  earlier  filed  pending  application,  Serial 

No -.,  filed ; 

that  I  acknowledge  my  duty  to  disclose  in- 
formation of  which  I  am  aware  which  is 
material  to  the  examination  of  this  appli- 
cation, that,  as  to  the  subject  matter  of  this 
application  which  is  common  to  said  earlier 
application,  I  do  not  know  and  do  not  be- 
lieve that  the  same  was  ever  known  or  used 
In  the  United  States  of  America  before  my 
invention  thereof  or  patented  or  described 
In  any  printed  publication  in  any  cotmtry 
before  my  invention  thereof  or  more  than 
one  year  prior  to  said  earlier  application,  or 
in  public  use  or  on  sale  In  the  United  States 
of  America  more  than  one  year  prior  to  said 
earlier  application:  that  said  common  sub- 
ject matter  has  not  been  patented  or  made 
the  subject  of  an  Inventor's  certificate  is- 
sued before  the  date  of  said  earlier  applica- 
tion In  any  country-  foreign  to  the  United 
States  of  Axnenca  on  an  application  filed  by 
me  or  my  legal  representatives  or  as=;l^is 
more  than  twelve  months  prior  to  said  ear- 
lier application;  and  that  no  application  for 
patent  or  Inventor's  certificate  on  said  in- 
vention has  been  filed  by  me  or  my  repre- 
sentatives or  assigns  in  any  countrv  forelpn 
to  the  United  States  of  America,  except  as 

follows   ;    that,   as   to  the 

subject  matter  of  this  application  which  i« 
not  common  to  said  earlier  appiication.  I 
do  not  know  and  do  not  believe  that  the  9Am» 
was  ever  known  or  u.-^ed  In  the  United  States 
of  America  before  niv  invention  thereof  or 
patented  or  described  in  anv  printed  publi- 
cation In  any  country  before  my  Invention 
thereof  or  more  than  one  year  prior  to  the 
date  of  thl"5  application,  or  in  public  use  or 
on  sal©  in  the  United  States  of  America  more 
than  one  year  prior  to  the  date  of  thl.s  ap- 
plication, and  that  said  sub'ect  matter  has 
not  been  patented  or  m.ade  the  ,sub'e?t  of  an 
Inventor's  certificate  issued  In  anv  country 
foreign  to  the  tJnHed  States  of  America  on 
an  application  filed  by  me  of*  my  legal  repre- 
sentatives or  assigns  more  than  twelve 
months  prior  to  the  date  of  this  applica- 
tion; and  that  no  application  for  patent  or 
Inventor's  certificate  on  said  Invention  has 
been  filed  by  me  or  my  representatives  or 
assigns  In  any  country  foreign  to  the 
United  States  of  America,  except  as  fol- 
lows:   

I  hereby  declare  that  all  sta-temente  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  information  and 
belief  are  believed  to  be  true:  and  further 
that  these  s-at€ment.s  were  made  w'.th  the 
know'.edt'e  that  willful  false  st..at*mer.ts  and 
the  like  so  made  are  puni'^hable  by  fine  or 
imprisonment,  or  both,  under  Section  lOOl  of 
Title  18  of  the  United  States  Code  and  that 
such  willful  false  statements  mav  Jeop  irdlze 
the  validity  of  the  appUcaMon  or  any  patent 
Issuing  thereon.  Inventor's  full  name  or 
names 


(Signature) 


Date: 


§3.21       [Reserved] 

23.  Section  3.21  is  (deleted. 

24.  Section  3.23  i.s  revised  to  read  as 
follows : 

§3.23      Design   patent  application:  oath. 

.^s  a  below  named  Inventor,  being  duly 
sworn  (or  affirmed).  I  depose  and  say  that 
my  residence,  post  ofSce  address  and  citizen- 
ship are  as  stated  below  next  to  my  name: 
that  I  believe  I  am  the  original,  first  and 
sole  Inventor  (If  only  one  name  is  listed  be- 
low), or  &  Joint  Inventor  (If  plural  inventors 
are  named   below)    of  the  design   entitled: 

which   is  described  and 

claimed  In  the  attached  specification,  that 
I  do  not  know  and  do  not  believe  that  the 
same  was  ever  known  or  used  In  the  United 
States  of  America  before  my  or  our  invention 
thereof  or  patented  or  described  in  any 
printed  publication  in  any  country  before  my 
or  our  invention  thereof,  or  more  than  one 
year  prior  to  this  application,  or  In  public 
use  or  on  sale  in  the  United  States  of  Amer- 
ica more  than  one  year  prior  to  this  applica- 
tion, that  said  design  has  not  been  patented 
or  made  the  subject  of  an  Inventor's  certifi- 
cate Issued  before  the  date  of  this  application 
in  any  country  foreign  to  the  United  States 
of  America  on  an  application  filed  by  me  or 
my  legal  representatives  or  assigns  more  than 
six  months  prior  to  this  application,  that  I 
aclcnowledge  my  duty  to  disclose  Informa- 
tion of  which  I  am  aware  which  is  material 
to  the  examination  of  this  application,  and 
that  no  application  for  patent  or  Inventor's 
certificate  on  this  design  has  been  filed  by 
me  or  my  legal  representatives  or  assigns  in 
any  country  foreign  to  the  United  States  of 

.America  except  as  follows: 

F-ail  nanae  of  sole  or  first  Inventor 

I.nven tor's  algnattire 

Date: , 

Residence 

Citizenship 

Poet  Office  Address 


titled: which  Is  described 

and  claimed  in  the  attached  specification, 
that  I  do  not  know  and  do  not  believe  that 
the  same  was  ever  known  or  used  In  the 
United  States  of  America  before  my  or  our 
Invention  thereof  or  patented  or  described  In 
any  printed  publication  In  any  country 
before  my  or  our  invention  thereof,  or  more 
than  one  year  prior  to  this  application  or  in 
public  use  or  on  sale  in  the  United  States  cf 
America  more  than  one  year  prior  to  this  ap- 
plication, that  said  design  ha^  not  been  pat- 
ented or  made  the  subject  of  an  inventors 
certificate  Issued  before  the  date  of  the  ap- 
plication in  any  country  foreign  to  the 
United  States  of  America  on  an  application 
filed  by  me  or  my  legal  representatives  or  as- 
signs more  than  six  months  prior  to  this 
application,  that  I  acknowledge  my  duty  to 
disclose  Information  of  which  I  am  aware 
which  Is  material  to  the  examination  of  this 
application,  and  that  no  application  for 
patent  or  inventor's  certificate  on  this  design 
has  been  filed  by  me  or  my  lepal  representa- 
tives or  assigns  In  any  country  foreign  to  the 
United  States  of  America  except  as  follows 


.  I  further  declare  that  all  statemerits  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  information  and 
belief  are  believed  to  fce  true:  and  further 
that  t2)ese  statements  were  made  with  the 
knowledge  that  willful  false  statements  and 
the  like  so  made  are  punishable  by  fine  or  im- 
prisonment, or  both,  under  Section  1001  of 
Title  18  of  the  United  States  Code,  and  that 
such  willful  false  statements  may  jeopardize 
the  validity  of  the  application  or  any  patent 
Issuing  thereon. 
Full  name  of  sole  or  first  Inventor 


Inventor's  signature.. 
Date: 

Residence    

Citizenship  

Post  Office  Address 


Pull  name  of  second  Joint  Inventor,  if  any 


Full  name  of  second  Joint  Inventor,  if  any 


Inventor's  signature... 
Date; 

Residence   

Citizenship 

Post  Office  Addresa 


Inyentor's  signature. . 
Date: 

Residence    

Citizenship  

Post  Office  Address 


(Supply  similar  information  and  signature 
for  third  and  su'bsequent  Joint  Inventors.) 


,ss; 

Sworn  to  and  subscribed  before  me  this 
day  of. ,  19 


(Signature  of 
notary  or  officer) 

(Official  character) 

25    Section  3.23a  is  revised  to  read  as 

follows: 

t;  3.23a      Desiien  patent  appiication:  dec- 
laration. 

As  a  below  named  Inventor.  I  declare  that: 
My  residence,  post  office  address  and  citizen- 
ship are  as  stated  below  next  to  my  name; 
that  I  believe  that  I  am  the  orlo-lnal.  first 
and  sole  Inventor  (If  only  one  name  is  listed 
below)  or  a  Joint  inventor  (if  plural  In- 
ventors are  named  below)  of  the  design  en- 


( Supply  similar  Information  and  signature 
for  third  and  subsequent  Joint  Inventors.) 

§3.23       [Reserved] 

26.  Section  3.25  is  deleted, 

27.  Section  3.26  is  revised  to  read  as 
follows : 

§  3.26      Plant  patent  application  ;  oalii. 

I, ,  being  sworn  (or  af- 
firmed) depose  and  s<iy  that  I  am  a  citizen  of 

and  re.=ident  of 

,  that  I  verily  believe  myself  to  be 

the  original,  first  and  sole  inventor  of  the 

new  and  distinct  variety  of 

descri'bed  and  claimed  in  the  foregoing  spec- 
ification; that  I  have  asexually  reproduced 
the  said  new  and  distinct  variety;  that  I  do 
not  know  and  do  not  believe  that  the  same 
was  ever  known  or  used  in  the  United  States 
of  America  before  my  Invention  thereof,  or 
patented  or  described  in  any  printed  publi- 
cation in  any  country  before  my  Invention 
thereof,  or  more  than  one  year  prior  to  this 
application,  cur  In  public  use  or  on  sale  In  the 
United  States  of  America  more  than  one  year 
prior  to  this  applicatior. ;  that  said  Invention 
has  not  been  patented  or  made  the  subject  of 
an  Inventor's  certificate  Issued  in  any  c.:>un- 
try  foreign  to  the  United  States  of  America 
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on  an  application  filed  by  me  or  my  legal 
representatives  or  assig-ns  more  than  twelve 
months  prior  to  thfs  application;  that  1 
acknowledge  my  duty  to  dlsc'iose  information 
of  which  I  am  aware  which  ia  material  to  the 
examination  of  this  application,  and  that  no 
application  for  patent  or  inventor's  certifi- 
cate on  said  new  and  distinct  variety  of  plant 
iias  been  filed  by  me  or  my  representatives  or 
assigns  in  any  country  foreign  to  the  United 
States  of  America,  except  a£  follows: 


Inventor's  fvill  name: 
Post  Office  Address:  .. 


(Signature) 


ss: 


Sworn  to  and  subscribed  before  me  this 
day  of - 19 


29.  Section  3. 28  is  revised  to  read  as 
follows : 

§  3.28      Reissue    application    by    die    in- 
ventor, offer  to  surrender. 

To  the  Commisfioner  of  Patents  and  Trade- 
marks: 

The  undersigned  applicant  of  the  accom- 
f>anying  reissue  application  for  the  reissue 
of  letters  pat^t  for  an  ImjMXJvement 
In ,  No. 

granted  to  him .  19 

of  which  he  is  now  sole  owner  (or  of  which 
la  now  sole  owner  by  as- 
signment, and  on  whose  behalf  and  with 
whose  absent  the  acoom.panying  application 
Is  made) ,  hereby  offers  to  surrender  said 
lettei-8  patent.  F^led  herewith  Is  an  abstract 
of  title,  duly  certified  lor  an  order  for  a 
title  report),  as  required  in  such  cases. 


Subscribed  and  sworn  to  before  me  this 

day  of - -.  18» 

[Seall  

( Signature  of  notary 
or  officer) 


( Official  character ) 


[SEAL] 


(Signature  of 
notary  or  officer ) 

(Official  character) 

28.  Section  3.26a  is  revised  to  read  as 

follows : 

g  3.26a       riaiil     patent    application:    dec- 
laration. 

I  declare  that  my  residence,  post  office  ad- 
dress and  cltlz«iiship  are  as  stated  below  next 
to  my  name:  that  I  verily  believe  myself  to 
be  the  original,  first  and  sole  Inventor  of  the 

new  and  distinct  variety  of 

described  and  claimed  In  Uie  foregoing  spec- 
ification: that  I  have  aji^xuallv  reproduced 
the  said  new  and  distinct  variety;  that  I  do 
not  'enow  and  do  not  believe  that  the  same 
was  ever  known  or  used  In  the  United  States 
of  -America  before  my  Invention  thereof,  or 
patented  or  described  In  any  j>rlnted  publica- 
tion in  any  country  before  my  invention 
thereof,  or  more  ttian  one  year  prior  to  this 
application,  or  in  public  use  or  on  sale  in  t.he 
United  States  of  America  miore  than  one  year 
prior  to  this  application;  tliat  said  invention 
has  not  been  patented  or  made  the  subject 
of  an  Inventor's  certificate  Issued  In  any 
country  foreign  to  the  United  States  of 
America  on  an  application  filed  by  me  or  my 
legal  representatives  or  assigns  more  than 
twelve  months  prior  to  this  application:  that 
I  acknowledge  my  duty  to  disclose  Informa- 
tior.  of  which  I  am  aware  which  is  materia! 
to  the  examination  of  this  application,  and 
that  no  application  for  patent  or  inventors 
certificate  on  said  new  and  distinct  variety  of 
plant  has  been  filed  by  me  or  my  representa- 
tives or  assigns  in  any  country  foreign  to  the 
United  States  cf  America,  except  as  follows; 


(Signature) 

[  Assent  of  assignee  to  reissuei] 

The  undersigned,  assignee  of  the  entire  tor 
of  an  xindlvlded)  interest  in  the  above-men- 
tioned letters  patent,  hereby  assents  to  the 
acoomprtinylng  application. 


(Signature) 

30.  Section  3.29  is  revised  to  read  as 
follows : 

§  3.29      Reissue    application    b>     the    as- 
.-ignee,  offer  to  surrrnder. 

To  the  Commissioner  of  Patents  and  Trade- 
marks: 

The  undersigned  applicant  of  the  ac- 
companying reissue  application  for  the  re- 
issue of  letters  patent  for  an  Improvement 

in No. -,-.-, 

granted 19 to 

now    deceased,    of   which   he   is 

now  owner  by  a'«lgnment  of  the  entire  in- 
terest, hereby  offers  to  svirrender  said  letters 
patent.  Filed  herewith  is  an  ai).-,tra«:t  of  title 
(or  an  order  for  a  title  report j . 


32.  Section  3.31a  is  revised  to  read  as 
follows: 

§  3.3 la      Rrishur  application,  declaration  ; 
by  inventor. 

(Sections  1  65  and  1  68  provide  for  a  dec- 
laration in  lieu  or  in  place  of  an  oath  In 
certain  instances.) 

I. declare  that  I  am  a 

citizen  of .  and  a  resident 

of   .-;   that  I  venly  believe 

myself  to  be  the  original,  first  and  sole  in- 
ventor    of     the     invention     described     and 

claimed  In  letters  patent  No   

and  In  the  foregoing  specification  and  for 
which  Invention  I  solicit  a  reissue  patent; 
that  I  do  not  know  and  do  not  believe  that 
said  Invention  was  ever  known  or  used  in  the 
United  States  of  America  before  my  inven- 
tion thereof,  that  (continue  with  the  state- 
ments under  paragraphs  5  and  6  of  5  1.175(a). 
and  at  least  an  allegation  under  one  of  the 
appropriae  paragi^phs  1-4).  \ 

I  further  declare  that  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  information 
and  belief  are  believed  to  be  true:  and  fur- 
ther that  these  statements  were  made  with 
the  knowledge  that  willful  fake  statements 
and  the  like  so  made  are  punishable  by  fine 
or  imprisonment,  or  both,  under  Section 
1001  of  Title  18  of  the  United  States  Code, 
and  that  such  willful  false  statements  may 
Jeopardize  the  validity  of  the  application  or 
any  patent  issuing  thereon. 

Full  name  of  sole  inventor  (include  at  least 
one  given  name)    

Post  Office  Address 


Signature 
Date:     ... 


I  further  declare  that  all  statements  made 
herein  of  my  own  knowle-dge  are  true  and 
that,  all  statements  made  en  information 
and  belief  are  believed  to  be  true:  and  fur- 
ther tnat  the.s,e  statements  were  made  ■s\"lth 
the  knowledge  that  willful  faLse  stAt.ements 
and  the  like  so  made  are  punishable  by  fine 
or  imprisonment,  or  both,  un'ler  Section  1001 
of  Title  18  of  the  United  States  Code,  and 
that  such  willful  false  statements  may  Jeop- 
ardize the  validity  of  the  application  or  any 
patent  Issuing  thereon 

Pull  name  of  Inventor 

Residence    

CltizerLshlp 

Post  Office  Address 

(Signature) 
Date:   


( Signature ) 

Note— To  be  used  when  the  Inventor  is 
dead;  may  also  be  used  with  appropriate 
changes  when  the  reissue  application  does 
not  seek  to  enlarge  the  claims  of  the  original 

patent. 

31.  Section  3.31  is  revised  to  read  as 

follows : 

§  3.31        Rei>>«ue  apjiiication.  oalii.   l>»    the 
imenlor. 

I,    ,    being    duly    sworn 

(or   affirmed)    depose  and  say   that  I  am  a 

citizen  of and  a  resident 

of  :  that  I  verily  believe 

myself  to  be  the  original,  first  and  sole  in- 
ventor    of     the     invention     described     and 

claimed  in  letters  patent  No. 

and  In  the  foregoing  specification  and 
for  which  Invention  I  solicit  a  reissue  pat- 
ent; that  I  do  not  know  and  do  not  believe 
that  said  invention  *-as  ever  known  or  used 
in  the  United  States  of  America  before  my 
Invention  thereof,  that  (continue  with  the 
statements  under  paragraphs  5  and  6  of 
J  1.175(a),  and  at  least  an  allegation  under 
one    of    the    appropriate    paragraphs    1-4) 


Inventor's  full  name- 
Post  Office  address. - 


(Signature) 


33    Section  3.32  is  revised  to  read  as 

follows : 

§3.32      Rei!>>ur     appiication.     oath:     b> 
a.^•>ignee. 

I,    - 

(name  of  company  officer)  (title) 

of being  duly  sworn  (or 

(name  of  company) 
affirmed),  depose  and  say  that  I  am  a  citizen 

of and  resident  of 

that  the  entire  title  to  letters 

patent  No. for 

granted  on to 

Is  vested  in   

(name  of  inventor)         (name  of  company) 

that  I  verily  t>elleve  said 

(Inventor) 

to   t>e  the  original,  first  and  sole 

inventor  of  the  invention  described  and 
claimed  In  the  aforesaid  letters  patent  and 
in  the  foregoing  specification  and  for  which 
invention  I  solicit  a  reissue  patent;  that  I 
do  not  know  and  do  not  believe  that  said 
Invention  vras  ever  known  or  used  in  the 
United  States  of  America  before  the  Inven- 
tion thereof  by  said :  that 

(name  of  inventor) 
(continue  with  the  statements  under  para- 
graphs 5  and  6  of  5  1.175(a) ,  and  at  least  an 
allegation  under  one  of  the  appropriate  para- 
graph 1-4.) 


Assignee's  full  name 
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Name  of  officer  of  assignee 
Post  Offlce  address 


(Signature) 


Signature 


Sworn  to  and  subscribed  before  me  this 
day  of 19 

[Seal]  --- 

(Signature  of  notary 
or  officer) 


fOfSclal  character  i 


Norr  May  be  used  only  when  the  reissue 
appr.ca:ion  does  not  seek  to  enlarge  the 
rlalnis  of  the  original  patent 

34.  Section  3.32a  is  revised  to  read  as 
follows : 

!5  3.32a     Rfi«*ue  appliralioii,  declaration; 
by  a«»ij;ti<<'. 

I 

(name  of  company  officer)  (title) 

of declare  that  I  am  a 

(name  of  company) 

citizen  of and  re.sldent  of 

that  the  entire  title  to 

letters  patent  No. for 

granted    on    

to Is  vested   In 

(name  of  inventor) 

,  that  I  verily  believe  said 

(name  of  company) 

to  be   the  origmal,   first 

(Inventor) 
and  sole  inventor  of  the  invention  described 
and  claimed  In  the  aforesaid  letters  patent 
and  in  the  foregoing  specification  and  for 
which  Invention  I  solicit  a  reissue  patent; 
that  I  do  not  know  and  do  not  believe  that 
said  Invention  was  ever  known  or  used  In 
the  United  States  of  America  before  the  In- 
vention thereof  by  said ; 

•  name  of  Inventor  i 
that  (continue  with  the  statements  under 
paragraphs  5  and  8  of  5  1  175 1  a),  and  at  least 
an  allegation  under  one  of  the  appropriate 
paragraphs  1-4  i 

I  further  declare  that  all  statements  made 
herein  of  my  own  knowledge  are  true  and 
that  all  statements  made  on  Information 
and  belief  are  believed  to  be  true;  and  fur- 
ther that  these  statem.ents  were  made  with 
the  knowled«;e  that  willful  false  statements 
and  the  like  so  made  are  punishable  by  fine 
cr  Imprisonment,  or  both,  under  Section 
1001  of  Title  18  of  the  United  States  Code, 
and  that  such  willful  false  statements  may 
Jeopardize  the  validity  of  the  application  or 
any  patent  lasulng  thereon. 
Assignee's  full  name 


,  8s: 

Subscribed  and  sworn  to  before  me  this 

day  of   -,  19 

(Seal]  --- 

(Signature  of  notary 
or  officer) 


application  for  letters  patent,  which  appli- 
cation was  filed  on  or  about  the day 

of ,  19 ,  for  an  im- 
provement    in     ,     serial 

number    ,   hereby   revoke 

the  power  of  attorney  (or  authorization  of 
agent)  then  given. 


(Official  character) 


(Signature) 


36.  Section  3.33a  is  added  which  reads 
as  follows: 

§  3.33a      [>erlaration  as  to  loss  of  letters 
patent. 

I ,  hereby  declare  that 

(Inventor  or  assignee) 

letters  patent  No. granted 

to on ■ 

19 has  been  either  lost  or  destroyed,  that 

I  have  made  a  diligent  search  for  said  patent 
m  all  places  where  the  same  would  probably 
be  found,  if  existing,  and  that  I  have  not 
been  able  to  find  It. 

I  further  declare  that  all  statements  made 
herein  of  m.y  own  knowledge  are  true  and 
that  all  statements  made  on  information  and 
belief  are  believed  to  be  true;  and  further 
tliat  these  statements  were  made  with  the 
knowledge  that  willful  false  statements  and 
the  like  so  made  are  punishable  by  fine  or 
imprisonment,  or  both,  under  Section  1001 
of  Title  18  of  the  United  States  Code,  and 
that  such  willful  false  statements  may 
Jeopardize  the  validity  of  the  application  or 
any  patent  Issuing  thereon. 


(Date) 

39.  Section  3.39  is  revised  to  read 
follows : 

§  3.39      .Amendment. 

Applicant    

Serial    No 

PUed 

For  

Date  

Group  Art  Unit 

Examiner    


To  the  CommUsioner  of  Patents  and 
Trademarks 


In     response 


to     the 
...  18-.- 


office     letter     of 
--,   please   amer.d 


Name  of  officer  of  assignee 
Poet  Office  Address 


(Signature) 

I  Date) 

37    Section  3  36  is  revised  to  read  as 

follows : 

§  3.36  Power  of  attorney  or  authoriza- 
tion of  agent,  not  arcompanying 
application. 

(If  the  power  of  attorney  or  authorization 
of  agent  be  given  at  any  tlfne  other  than 
that  of  making  application  for  letters  patent. 
It    will    be    In    substantially    the    following 

form  ■  1 

To  the  Commissioner  of  Patents  and 
Trademarks 

I,    the   undersigned,   having  on   or   about 

the      day     of      . 

19 made  application  for  letters  patent 

f.jr  an   Improvement  In   . 

serial    nimiber    hereby 

aopoint of . 

State    of    Registration 

No.    and   telephone   No. 

,    as    my    attorney     (or 

agent),  to  prosecute  said  application,  and 
to  transact  all  business  in  the  Patent  and 
Trademark  Office  connected  therewith. 


Signature 
Date 


(Signature) 


35    Section  3  33  i5  revised  to  read  as 
follows : 

S  3.3.3      Oath   ai  to  lo«<  of  letter*  patent. 

I.  -  - . - being  dulv  sworn  (or 

I  Inventor  or  assignee) 
a.llrmed),  depose  and  say  that  letters  patent 

No granted  to  .  .  - 

on    19 

has  been  either  lost  or  destroyed,  that  I  have 
made  a  diligent  search  for  said  patent  in  all 
places  where  the  same  would  probably  be 
found.  If  existing,  and  that  I  have  not  been 
able  to  find  It. 


(Date) 

38    Section  3.37  is  revised  to  read  as 

follows 

s  3.37      Ftevoeation  of  power  of  attorney 
or  authorisation  of  absent. 

To  the  Commissioner  of  Patents  and 
Trademarks 

I     the   undersigned,   having   on  or   about 

the     day     of     ^ 

19 ^   appointed   .  of 

'. ,  State  of  - --. 

as  Hay  attorney  (or  agent)   to  prosecute  an 


as  follows: 

Page ,  line ,  change  " 

■•  to  — — . 

Page line after  " 

"  insert  — — . 

Page line ,  to  end,  cancel. 

Cancel  claims  inclu- 
sive. 

Rewrite  claim as  fol- 
lows   

(See  !  1.121(b)). 

Add  the  following  claim* 

Remarks 

(Here  state  nature  and  purpose  of  the 
amendffients  and  ina,ke  all  explanations  nec- 
essary for  a  response  to  the  rejections  and 
objections  of  record,  etc  See  §§  1.111. 
1.115-1.126,  1.135.) 

Respectfully, 
Applicant 

Date 

By  

His    Attorney     ('or 

Agent)    (Include 

telephone   number ) 

40.  Section  3.41  is  revised  to  read  as 
follows: 

§  3.41  Notice  of  appeal  from  the  Pri- 
mary Examiner  to  the  Board  of 
Appeals. 

In  re  application  of  - 

Serial  No — 

Piled --- --- 

For -- --- 

Group  Art  Unit --- 

Examiner  

To  the  Commissioner  of  Patents  and 
Trademarks 

Sir:  Applicant  hereby  appeals  to  the  Board 

of  Appeals  from  the  decision  dated 

.- -..  of  the  Primary  Examiner  finally 

rejecting  claims 

Appeal  Fee  $50.00 ; 

I    I     Enclosed. 

[  1  Not  required  (fee  paid  In  prior  appeal 
In  this  application) . 
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(    1     Charge  to  Deposit  Account  NO.  —..- 

'    ' (One  additional  copy  of  this 

Notlce'is  enclosed  herewith  ) 


(Signature)  (5  1.191(b)) 

Date 

41,  Section  3.43  is  revised  to  read  as 

follows. 

§  3.43      Disclaimer  in  patent. 

To  the  Commissioner  of  Patents  and 
Trademarks 

J  residing  at 

I  name  of  dlsclaimant ) 

represent  that  I  am  i  here  sta^e 
the'exact  Interest  of  the  dlsclaimant:  if  as- 
signee, set  out  liber  and  page,  or  reel  and 
frame,  where  assignment  Is  recorded)  of 
United  States  Patent  No. ■ 

^■•--^^- - -  "r,"^' -"-fir 

day  of — 

and  that  I  have  reason 

to 'beTleve 'that  without  any  deceptive  inten- 
tion, claims  of  said  letters  patent  are  too 
broad  or  invalid,  and  therefore  hereby  di.s- 

claim  clalmis.   -  o^  ^^'^ 

patent 

Signed  at 
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the  earliest  US.  effective  filing  date  of 
said  application  and  subject  to  a,cceptAnce 
by  the"  Commissioner,  ai:d  request  that 
an  abstract  of  the  disclosure  thereof  be 
publL'^lied  m  the  Official  Gazette,  that  the 
complete  application  be  opened  to  inspec- 
tion bv  the  general  public  upon  publica- 
tion of  said  abstract,  and  that  the  applica- 
tion be  considered  pending  for  the  pur- 
pose of  interference,  and  I  f-orther  ex- 
presslv  abandon  said  app::;a::::i  the  aba:-,- 
donment  to  take  e!Tect  five  ^6.  years  after 
the  eaxliest  United  Stae.<^  effective  filiiig 
date  of  the  application  unles-s  within  that 
period  interference  proceedings  have  been 
initiated. 


(Date) 


(Signature  of 
lnvent<H') 


2T>91 

44.  Section  3  52  is  revised  to  read  as 
f  olJows ; 
§  3.o2      Amendnu  r.t  tratv-millal  letter. 

In  The  U-vrrix  Statxs  Patent  and 
Tead£m.akk  OmcE 

In    re    application    of: 

Serial  No 

Filed    r 

Group  Art  Unit 

Examiner    

For: 

The  Commissioner  of  Patents  and  Trade- 
marks, Washington,  DC.  20231, 

Sir  TrajiSmitted  herewith  is  an  amend- 
ment m  the  above-identified  application. 

The  fee  ha.s  been  calculated  as  shown 
below. 


Clatms  M  amended 


(1) 


(2) 

Claim?  remaining  after 
amendment 


(3)  (4) 

Highest  number  pre- 
viously paid  (or 


(5) 


(6) 


(7) 


Present     Rate    Additional 
extra  fee 


-.-,  State  of 

this day  of 


Total  claims 

Independent  claims.. 


(') 
(') 


Minus. 
...do... 


{») 


= X        t2 

- X       10 

Total  additional  lee  for  this  amendment 


19. 


i  Signature) 
Name  and  address  of  signer  - 


1  If  the  entry  in  col.  2  is  less  than  the  entry  in  col.  4,  write  "0"  in  col.  5.       ,.,„„      .^  „ 

i  II  Ihl "  Hilh^t  niimbex  previously  paid  lor"  in  this  space  is  less  than  10,  write  "IQ.- m  this  space. 


42   Section  3.46  is  revised  to  read  as 

follows : 

§3.46      Interfereneei    disclaimer    during 
interference. 


V 

,  Interference  No. 

In  the  matter  of  the  above  Identified  In- 
terference, under  the  provisions  of  and  for 
the  purpose  set  forth  in  S  1.262,  I  hereby  dis- 
claim the  subject  matter  of  all  the  counts 
of  said  interference. 


(Signature  of  Inventor) 

(Date) 
I,     the    undersigned, 


(full  name  of  officer) 


of 


(title  of  office) 
assignee  of  the  entire  right,  title,  and  in- 
terest In  the  application  of . 

Serial  No. filed 

for    hereby 

assents  to  the  foregoing  disclaimer. 


I  CORPORATE  seal] 

pany.   Inc. 


Com- 


By--- 

(Slgnatxire  of  offlcer  and 
title  of  office  1 

Date:  ^-- 

43,  Section  3.50  is  revised  to  read  as 
follows : 

§  3.50      ^  aiver    of    patent    right*    under 
§  1.139. 

Group  Art  Unit 

Examiner 

To    the    Commissioner    of    Patents    and 
Trademarks. 

I.  the  undersigned,  having  on 

-  filed  an  application  for  pvatent.  Serial 

No. entitled 

,  hereby  waive  my  right  to  an  en- 
forceable patent  based  on  said  application 
or  on  any  continuing  application  filed  after 
the  expiration  of  thirty   (30)    months  from 


1.  [     1   No  additional  fee  is  required. 

2.  (      )   A  check  In  the  amount  oft Is 

attached. 

3.  (      1   Charge  t to  Deposit   Account 

No. f 

\  duplicate  copy  of  this  sheet  is  en- 
closed 

4.  I      ■;    Please  charge  any  additional  fees  or 

credit  overpayment  to  Deposit  Ac- 
count No    A 

duplicate  copy  of  this  sheet  Is  en- 
closed 

45.  Section  3.53  is  revL'^ed  to  read  as 
follows: 

§  3.53      Terminal    disclaimer    in    applica- 
tion. 

In  re  application  of 

Serial    Number 

Filed - - 

For   -- 

Group  Art  Unit --- 

Examiner    

To    the    Commissioner    of    Patents    and 
Trademarks : 

I, residing  at 

(full  name  of  signer) 

m  the  county  of 

and   State  of    represent 

that  I  am 

I  here  state  exact  interest  of  the  dlsclaimant 
and.  If  an  assignee,  set  out  the  liber  and  page 
or  reel  and  frame  where  the  asslgrunent  is 
recorded ! 

of  application 

Serial  No.   filed  on  the 

day  of  19 

for I  hereby  disclaim  the 

terminal  part  of  any  patent  granted  on  the 
above-identified  application,  which  would 
extend  beyond  the  expiration  date  of  Pat- 
ent No. and  hereby  agree 

that  any  patent  so  granted  on  the  above- 
identlSed  application  shall  be  enforceable 
only  for  and  during  such  period  that  the  ;e«al 
title  to  said  patent  shall  be  the  san^e  as  the 

legal  title  to  United  States  Patent  No. 

this  agreement  t«  run  with  any 

patent  grar.ted  on  he  above-ldentiSed  appll- 
oatlon  and  to  be  blndnJg  upon  the  grantee 
Its  successor  or  assigns. 


(Date) 


( Signature  1 

46.  Section  3  54  is  revised  to  read  as 
follows: 

§3.5t      Division-eontinuation        program 
application  transniiUal  form. 

In  the  United  States  Patent  and  Trademark 
OmcE 

Docket  No- — 

Anticipated    Classification    of    this    applica- 
tion ■ 

Class Subclass 

Prior  application: 

Examiner 

Art  Unit... 


The  CioMMissiONEK  or  Patents  and  Trade- 
marks 

Washington.  DC.  20231. 
SIR  This  is  a  request  for  filing  a  [    1  con- 
tinuation 1    1  divisional  application,  under  37 
CFR  1.60,  of  pending  prior  application  Serial 

No. filed  on of - 

Date 

( Inventor  currently  of  record  in  prior 
application) 


for 


(title  of  Invention) 
1.   I    )     Enclosed  is  a  copy  of  Che  prior  ap- 
plication, Including  the  oath  or  declaration 
as  originally  filed. 

1  hereby  verify  that  the  attached  papers 
are  a  true  copy  of  prior  application  Serial 
No. as  originally  filed  on 

(date) 

and  further  that  this  statement  was  made 
with  the  knowledge  that  wlUful  false  state- 
ments and  the  like  so  made  are  punishable  by 
fine  or  Imprisonment,  or  both,  tinder  Section 
1001  of  Title  18  of  the  United  States  Code 
and  that  such  willful  false  statements  may 
Jeopardize  the  validity  of  taie  application  or 
any  patent  issuing  thereon. 

2  I  1  Prepare  a  copy  of  the  prior  ap- 
plication 

3.   1     1     The  filing  fee  l5  calculated  below 
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Claimt  o?  filed  in  the  prior  nppUration^  less 
any  claims  cancelled  by  amendment 
heloic 


For- 

Number  Number    Rale    Fee 
aied         extra 

Tnt&l  rlaimSi-        

-10= XJ2= 

Ir.dppeniient  claims. .. 
Basic    iw     minimum 

-  1  = X10= 

$65 

4,  (  1  The  Commissioner  Is  hereby  au- 
thorized to  charge  any  fees  which  may  be 
required,  or  credit  any  overpayment  to  Ac- 
count No.   A  duplicate  copy  of  this 

Bheet  13  enclosed. 

6.  I     )     A  check  In  the  amount  of  $ - 

Is  enclosed. 
6   I      )     Cancel  In  this  application  original 

claims of  «^ie  prior 

application  before  calculating  the  filing  fee. 
(At  least  one  original  independent  claim 
must  be  retained  for  filing  pvirpofies^ 

7.  (  )  Amend  the  speclncatlon  by  In- 
serting before  the  first  line  the  sentence:  — 
This  Is  a  I  1  continuation.  (  |  division,  of 
application  serial  no    filed 

8.  I  )  Traasfer  the  drawings  from  the 
prior  application  to  thl.s  application  and 
abandon  said  prior  appUcailon  as  o;  the  fil- 
ing date  accorded  this  appUratlon  A  dupli- 
cate copy  of  this  sheet  is  enclosed  for  filing 
In  the  pr.or  application  file.  (May  only  be 
xised  if  Signed  by  person  authorized  by 
5  1  138  and  before  payment  of  base  Lssue 
fee  ) 

8a.  I  1  New  formal  drawings  are  en- 
closed. 

Bb.  I     1     Priority  of  application  serial  no. 

filed  on In Is 

(country) 

claimed  under  35  U  S  C.  119. 

I  )  The  certified  copy  of  the  priority  ap- 
plication has  been  filed  in  prior  application 
serial  no. - -.  filed 

9.  I  1  The  prior  application  is  assigned 
of  : ecord  to --. 

10.  I  1  The  power  of  attorney  In  the  pri- 
or application  is  to 

(name,  registration  number, 
and  address  I 

a.  I  I  The  power  appears  in  the  original 
papers  in  the  prior  application 

b.  I  1  Since  the  power  does  not  appear 
In  the  original  papers  a  copy  of  the  power 
in  the  prior  application  is  enclosed 

c.  [  ]  Address  all  future  communica- 
tions   

(May  only  be  completed  by  applicant. 
or  attorney  or  agent  of  record.) 


(date) 
Address  of  signer : 


(Signature) 

I      1     Inventorls) 

..... I      j     Assignee       of 

complete 
Interest 

(      ]     Attorney  or 
agent  of 
record 

[      ]     F^led  under 
5  1  34(a) 

Dft-.ed    May  12.  1977 

C    Marshall  Dann. 
Ccrnimi^ioner  of  Patents. 

and  Trademarks. 

Approved:  May  15.  1977. 

Jordan  J    Baruch. 

Assistant  Secretary 

for  Science  and  Technology. 

IFR  Doc  77-15348  Piled  5-31-77;  8  45  am] 
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Title  39 — Postal  Service 

CHARTER  I— U.S    POSTAL  SERVICE 

PART   111— GENERAL   INFORMATION  ON 
POSTAL   SERVICE 

Contractor  Use  of  Agency  Official  Mail; 
Miscellaneous  Revib(ons  in  Regulations 
Govern(ng  Official  Mail  Privilege  of  Fed- 
eral Agenoes 

Correction 

In  FR  Doc.  77-13435,  appeariiig  at 
page  24266  in  the  issue  of  May  13,  1977. 
in  the  second  column  on  page  24270,  im- 
mediately before  the  last  paragraph 
which  begins  "(1)  Application,",  insert 
the  phra,se  "c.  Controlled  Circulation". 

Title  40 — Protect'^  n  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION   AGENCY 


SUBCHAPTER  C— AIR   PROGRAMS 
IFBL  739-11 

PART  52 — APPROVAL   AND   PROMULGA- 
TION  OF   IMPLEMtNTATION    PLANS 

Iowa:   Approval   and   Disapproval   of   Plan 

Revis(ons 

AGENCY:  Environmental  Protection 
Agency  (EPA). 

ACTION;  Pinal  Rule. 

SUMMARY:  This  document  formally 
approves  revised  air  pollution  control 
regulations  as  part  of  the  Iowa  State  Im- 
plementation Plan  'SIP).  Two  subrules 
are  disapproved.  Approval  of  the  regu- 
lations means  they  can  be  enforced  by 
the  EPA  as  well  as  the  State. 

EFFECTIVE  DATE:    June   1,   1977. 

FXDR  FURTHER  INFORMATION  CON- 
TACT: 

Dewavne  E.  Durst,  Chief,  Air  Support 
Branch,  Air  and  Hazardous  Materials 
Division.  EPA.  Region  Vn,  1735  Balti- 
more. Kansas  City,  Missouri  64108 
<816-374-3791). 

SUPPLEMENTARY  INFORMATION: 
On  May  31.  1973  (37  FR  10865),  pursu- 
ant to  .';e<:'tion  110  of  the  Clean  Air  Act 
and  40  CFTl  Part  51.  the  Administrator 
approved,  with  specific  exceptions,  the 
State  of  Iowa  plan  for  the  implementa- 
tion of  the  National  Ambient  Air  Quality 
Standards  iNAAQS).  On  November  5, 
1976  '41  FR  48750),  the  agency  an- 
nounced that  the  State  proposed  to  re- 
vise its  implementation  plan  by  making 
a  number  of  amendments  to  the  Iowa 
Rules  and  Regulations  Relating  to  Air 
Pollution  Control.  These  amendments 
were  adopted  in  public  hearings  after 
public  notice  by  the  Iowa  Air  Quality 
Commission  (lAQO  and,  in  one  case, 
by  the  Department  of  Environmental 
Quahty  iDEQ)  Executive  Committee, 
Rules  adopted  bv  the  Executive  Commit- 
tee aJTert  all  divisions  of  the  DEQ.  The 
significant  charges  are  discussed  below. 
On  November  20.  1975,  a  new  Chapter 
52  of  the  Iowa  Administrative  Code  was 
adopted  by  the  Executive  Committee,  es- 
tablishmg  a  procedure  for  release,  upon 
reouest.  of  information  submitted  to  the 
DEQ   Tlie  procedure  provides  for  confi- 


dential treatment  of  data  which  are  sub- 
ject to  a  valid  claim  of  confidentiality 
and  specifically  exempts  air  emissions 
data  from  confidential  treatment.  The 
chapter  was  made  effective  on  Janu- 
ary 19,  1976. 

in  accordance  with  the  above  action, 
the  lAQC  abolished  its  outi  regiJation 
2.H4),  "Confidentiality,"  effective  Feb- 
ruary 16,  1976. 

Chapter  3.  of  the  Air  Pollution  Con- 
trol Regulations,  is  amended  to  require 
the  director,  upon  written  reouest.  to 
determine  the  acceptabilitv  of  the  loca- 
tion of  proposed  new  equipment 

Chapter  3  now  also  requires  that  per- 
mit applications  be  complete  before  the 
60-day  limit  for  approval  or  denial 
begins. 

The  director  can  now  require  new  per- 
mits for  portable  equipment  which  has 
been  m.oved,  as  well  as  for  modifications 
to  existing  stationary  sources.  He  can 
also  require  additional  control  equip- 
ment on  a  portable  source  if.  in  its  new 
location,  it  will  prevent  the  attainment 
or  maintenance  of  ambient  air  quality 
standards. 

Exempted  from  permit  requirements 
are  fugitive  dust  controls,  unless  a  con- 
trol efficiency  can  be  assismed  to  the 
equipment,  equipment  which  eliminates 
all  emissions  to  the  atmosphere,  and 
equipment  which  emits  odors,  unless  It 
also  emits  particulate  matter  or  other 
air  contaminants. 

According  to  Chanter  3.  variances  from 
New  Source  Performance  Standards 
fNSPSi    are  not  allowed. 

Chapter  4,  "Emission  Standards,"  is 
amended  to  include,  bv  reference,  the 
federal  NSPS  for  electric  arc  furnaces 
promulgated  Ser^tember  23,  1975  (40  FR 
43850),  and  aL^o  bv  reference,  any 
changes  made  before  December  31,  1975. 
in  the  previouslv  adopted  NSPS. 

The  director  is  now-  allowed  to  impose 
an  exhaust  gas  limit  of  0.1  grain  of  par- 
ticulate matter  per  standard  cubic  foot 
on  anv  process  which,  though  meeting 
the  emission  limits  of  the  process  weight 
rate  table,  will  cause  air  pollution,  as 
defined  bv  Towa  State  law. 

A  new  Chanter  14  "Rules  of  Practice," 
has  been  adopted.  This  chanter  specifies 
an  organization  for  the  lAQC.  its  general 
methods  of  operation,  rules  of  practice, 
and  provides  a  description  of  the  vari- 
ous forms  used  by  the  DEQ  Air  Quality 
Management  Division. 

The  above  revisions  to  Chapters  2.  3. 
4  and  14  were  adopted  by  the  lAQC  on 
February  12.  1976,  and  became  effective 
April  26,  1976. 

A  section  of  Cliapter  14.  describing  a 
reporting  form  provided  to  owners  of 
vehicles  which  have  been  cited  for  \'lola- 
tion,  has  been  reworded  to  specifically 
make  submission  of  the  form  voluntary 
rather  than  mandatorj*.  This  corrects  an 
error  in  the  original  printing  of  Chanter 
14.  The  corrected  version  became  effec- 
tive June  7,  1976. 

Section  4.3 (3)  is  amended  to  increase 
the  sulfur  dioxide  'SO^)  emissic«i  limit 
to  8-pounds-per-million  Btu  heat  in- 
put for  existing  solid  fuel-burning 
sources    over    500-million-Btu-per-hour 
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heat  input  except  for  those  sources  lo- 
cated in  specified  counties  of  the  State 
A  limit  of  6-pounds-per-million  Btu  heat 
Input  applies  to  sources  over  500-million 
Btu  per-hour  heat  input  located  in  Uie 
following  counties :  Blacit  Hawk  >  Water- 
loo ^  :  Clinton  i  Clinton  >  ;  Des  Momes 
'  Burlington  1  :  Dubuque  'I>ubuque)  : 
Jackson.  Lee  'Keokuk)  ;  Linn  (Cedar 
Rapids*  :  Louisa.  Muscatine.  &nd  Scott 
' Davenport* .  A  6-pound  limit  is  in  effect 
statewide  for  new  sources  under  250-mil- 
lion  Btu  heat  input. 

It  should  be  noted  that  the  presently 
approved  SIP  emission  limit  for  SO, 
from  solid  fuel -burning  sources  is  5- 
pounds-per-million  Btu  heat  input.  The 
State  adopted  a  6-pound  limit,  but  re- 
quested that  EPA  not  take  action  ap- 
proving it  as  part  of  the  SIP  pending 
further  revision  of  the-reguIation.s  The 
regulation  adopted  by  the  State  is  in- 
tended to  supplant  both  the  previous 
State  regulation  of  6-poimds-per-million 
Btu  and  the  federally  approved  SIP  reg- 
ulation  of   5-pounds-per-million   Btu. 

Liquid  fuel-burning  sources  are  limited 
to  2.5  pounds  of  SO^  per-millicwi  Btu  ex- 
cept for  sources  subject  to  NSPS. 

Once  a  violation  of  the  SO.  ambient 
standards  has  occurred,  the  director  may 
subject  all  solid  fuel-burning  sources 
within  20  kilometers  of  that  particular 
monitoring  site  to  a  6-pounds-per-mil- 
lion Btu  emission  limit  rather  than  the 
8-pound  limit. 

The  revisions  to  Section  43' 3 >  were 
adopted  April  15,  1976.  and  became  ef- 
fective July  19.  1976. 

In  addition  to  the  above  revisions,  the 
State  has  made  a  number  of  revisions  in 
the  codification  and  internal  cross-ref- 
erencing of  the  regulations.  These  are 
minor  changes  that  do  not  affect  the 
control  strategy  in  the  SIP. 

In  the  notice  of  proposed  rulemaking, 
oublic  comment  was  solicited  with  re- 
gard to  Iowa's  amended  regulations  and 
the  opportunity  to  request  public  hear- 
ing was  provided.  Copies  of  the  materials 
submitted  bv  the  State  were  made  avail- 
able for  public  inspection  at  the  Agencv's 
Region  vn  office  in  Kansas  City.  Mis- 
souri: EPA  headquarters  in  Washing- 
ton. DC;  and  at  the  office  of  the  Iowa 
DEQ.  No  requests  for  public  hearing 
were  received  Comments  were  received 
from  the  Iowa  Manufacturers  Associa- 
tion and  the  Iowa  DEQ.  Both  comment- 
ers  supported  the  prooosed  revisions  to 
Section  4  3(3).  In  addition,  the  DEQ  of- 
fered additional  technical  information  in 
support  of  these  revisions. 

The  challenge  filed  by  the  Adminis- 
trative Rule.s  Review  Conimittee  of  the 
Iowa  General  Assembly  to  the  revisions 
which  specify  different  SO  limits  in  dif- 
ferent counties  has  been  rescinded  by 
the  Committee.  The  objection  was  dis- 
cussed in  the  proposal  document,  but 
since  it  is  withdrawTi.  it  does  not  affect 
the  approvability  of  the  regulations. 

All  the  above  changes  constitute  a 
proposed  revision  to  the  State  of  Iowa 
SIP.  The  Administrator's  decision  to  ap- 
prove or  disapprove  revisions  to  a  plan 
is  based  on  whether  or  not  thev  meet 
the  requirements  of  section   110ia)(2» 


(A'-'H)  of  the  Clean  Air  Act  and  40 
CFR  Part  51  "Requirements  for  Prep- 
aration. Adoption  and  Submittal  of 
State  Implementation  Plans." 

After  a  careful  review  of  all  the 
changes  contamed  in  the  proposed  revi- 
sion, the  Administrator  has  determined 
that  the  proposed  revisions,  to  the  SO. 
emission  limits  contained  in  Chapter  4 
are  inadequate  to  maintain  the  NA.-\QS 
for  SO 

Technical  documentation  subrmtted 
to  support  Subrule  4.3' 3'  a'  1  > .  which  re- 
laxes SO,  emission  UmiLs  for  major  solid 
fuel-burnmg  sources  m  all  but  10  coun- 
ties, was  madequate  to  demonstrate  con- 
tinued compliance  with  the  N.\AQS 
Subrule  4.3i3>ai5i  would  reduce  the  al- 
lowable emissions  from  8-pounds-per- 
milUon  BTU  to  6-pounds-per-million 
BTU  if  a  violation  of  the  NAAQS 
is  monitored  within  20  kilometers.  This 
provision  cannot  be  interpreted  as  ade- 
quately providing  for  attamment  and 
maintenance  of  the  NA.'VQS.  smce  a  vio- 
lation of  the  NAAQS  must  occur  before 
the  section  can  be  enforced.  It  could 
serve  as  a  back-up  provision  if  tliere  was 
an  adequate  demonstration  showing 
that  withm  the  technical  limitations  of 
predictive  dispersion  modeling  the  reg- 
ulations would  provide  for  maintenance 
of  the  NAAQS 

For  the  above  reasons.  Subrules  4  S'S  ' 
a'l'  and  4.31 3' a( 5  >  cannot  be  approved 
as  part  of  the  SIP. 

Subrule  4.3(2)  a.  which  permits  the 
Director  to  impose  a  particulate  matter 
emission  limit  of  0.1  grains-per-stand- 
ard-cubic-foot  of  exhaust  gas  upon  a 
source  meeting  the  generally  applicable 
process  weight  regulation  if  the  Director 
determines  that  the  source  is  causing  air 
pollution  in  a  specific  area  of  the  State, 
is  being  approved  by  the  Administrator. 
Approval  of  thLs  discretionary  mecha- 
nism, however,  does  not  in  itself  relieve 
the  State  from  submitting  to  the  Admin - 
Lstrator  for  review  and  approval  disap- 
oroval.  pursuant  to  section  110  of  the 
Clean  Air  Act.  a  control  strategy  for  par- 
ticulate matter,  including  categorical  or 
source  specific-emission  limitations  and 
supporting  air  quality  demonstrations 
pursuant  to  the  call  for  revisions  made 
on  July  16.  1976  '  41  FR  29479 ' .  The  im- 
position of  more  stringent  emission  limi- 
tations by  the  Director  under  Subrule 
4.3(2) a  may  result  in  emission  limita- 
tions which  are  sufficient  to  attain 
NAAQS  for  particulate  matter,  in  which 
case  the  plan  deficiencies  would  be  cor- 
rected upon  submission  to,  and  approval 
by,  the  Admmistrator  of  those  more 
stringent  emission  limitations.  However, 
since  the  limitations  under  Subrule  4  3 
(2 'a  are  not  federally  enforceable  until 
approved  by  the  Administrator  as  plan 
revisions,  and  since  it  cannot  be  deter- 
mined now  whether  exercise  of  Subrule 
4.3' 2) a  will  result  in  sufficient  control  to 
attain  and  maintain  NAAQS.  the  defi- 
ciencies identified  in  the  July  16.  1976. 
call  for  revisions  for  particulate  matter 
cannot  be  considered  to  have  been  cor- 
rected by  this  approval  action. 

With  the  exception  of  Subrules  4,3(3' 
ad)    and  4.3(3)a(5)    the   revisions  are 


determined  to  meet  the  requirements  of 
section  110  and  40  CFR  Part  51  Accord- 
ingly, with  the  exception  of  the  specified 
amendments  to  Chapter  4.  which  are  dis- 
appro\ed.  this  plan  revision  is  hereby 
approved  and  made  a  part  of  the  State 
of  Iowa  implementation  plan. 

(Sec    no.  301.  Clean  Air  Act  as  amended  (42 
use   1857C-5.  1857g)  ) 

Dated   May  25,  1977. 

Douglas  M  Costle. 

Administrator . 

Part  52  of  Chapter  I,  Title  40  of  the 
Code  of  Federal  piegulations  is  amended 

as  follows ; 

Subpart  Q — Iowa 

1  Section  52.820  is  amended  by  adding 
paragraphs  (ci(25)  and  (c)(26)  as  fol- 
lows. 

§  52.820      Idrntifiration  of  plan. 

•  •  •  •  •        ■ 

(c)  The  plan  revisions  listed  below 
were  submitted  on  the  dates  speci- 
fied:   •    •    • 

(25 1  Revisions  to  Rules  1.2.  2.1,  31, 
4  1.  4.3.  4  4,  and  new  Chapters  14  and  52 
of  the  Iowa  Administrative  Code  Relat- 
ing to  Air  Pollution  Control  were  sub- 
mitted June  9.  1976,  by  the  Department 
of  Environmental  Quality  'Subrules 
4  3' 3  >  a'l  I  and  4  3'3(a(5i  were  disap- 
proved) . 

26)  Additional  air  quality  modeling 
to  support  the  sulfur  dioxide  emission 
standards  of  Subrules  4.3'3)a'l)  and 
4.3<3>a'2)  was  submitted  March  4,  1977, 
by  the  Department  of  Environmental 
Quality  ( Non -regulatory ) . 

(FR  Doc.77-15478  Piled  6-31-77:8:46  am) 
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PART    52— APPROVAL    AND    PROMULGA- 
TION   OF   IMPLEMENTATION    PLANS 

Approval  of  Revisions  to  the  Texas  Plan 

AGENCY:     Environmental     Protection 

Agency. 

ACTION:  Fmal  rule. 

SUMMARY:  This  action  approves  revi- 
sions to  Rules  23  and  24  of  the  General 
Rules  of  the  State  Implementation  Plan 
(SIP'  for  Texas.  The  rules  as  revised 
reflect  the  requirement  of  applicable 
sources  to  comply  with  New  Source  Per- 
formance Standards  (NSPS)  and  Na- 
tional Emission  Standards  for  Hazard- 
ous Air  Pollutants  (NESHAPS'.  Ap- 
proval of  the  SIP  revisions  will  help  to 
ensure  compliance  with  NSPS  and 
NESHAPS  requirements  by  applicable 
sources. 

EFFECTIVE  DATE:  May  27.  1977. 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Oscar  Cabra,  Jr.,  Air  Program  Branch, 
Environmental  Protection  Agency,  Re- 
gion VI.  Dallas,  Tevas  75270  (214-749- 
3837* 

SUPPLEMENTARY       INFORMATION 
On  May  9.  1975,  the  Governor  of  Texas 
submitted  revisions  to  Rules  23  and  24 
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of  the  General  Rules.  .\s  revised.  Rules 
23  and  24  require  applicable  sources  to 
comply  with  the  requirements  of  NSPS 
;uid  NESHAPS  respectively  Review  of 
the  revisions  indicated  that  Texas  had 
met  all  procedural  requirements  for  sub- 
mitting SIP  revisions,  and  that  the  re- 
visiont)  were  approvable.  Accordingly,  a 
praix>sed  approved  of  the  revised  Rules 
23  ai-id  24  wivs  published  m  the  Feder.m. 
Register  on  March  21,  1977  (42  FR 
153431. 

Public  Comments 

In  the  proposed  approval  of  Rules  23 
and  24,  interested  persons  were  given 
30  days  m  which  to  submit  comments  for 
consideration  by  EPA  m  making  a  final 
approval  disapproval  decision.  No  com- 
ments on  the  proposed  approval  were 
received  Therefore,  there  is  no  evidence 
or  data  which  conflicts  with  a  final  ap- 
proval decLsion. 

Current  Action 

In  this  action,  approval  of  the  revi- 
sions to  Rules  23  and  24  is  being  promul- 
gated as  proposed. 

(  Sec,   110(ai .  Clean  Al 
V  SC   1857c tal  ).) 


Act.  as  amended   i42 


Dated,  May  25,  1977, 

DOUCL.AS  M    COSTLE, 

AdminwtTator 

Part  52  of  Chapter  I  Title  40  of  the 
Code  01  Federal  Regulations  is  amended 
a->  follows 

Subpart   SS — Texas 

1  In  5  52  2270.  paragraph  (c)  is 
an:ended  by  revising  subparagraph  <11) 
iuid  adding  subparagraph  '12'  its  fol- 
lows: 

§  32.2270       Idriilittcalioii  of  plan. 

*  *  «  *  • 

'11>  AdminLstrative  revisions  were 
submitted  by  the  Texas  An  Control 
Boai'd  with  the  .semiiumual  rc[X)rt  in  1974 
for  Sections  I.  n.  III.  IV,  XI.  and  XIII. 
and  with  the  .semiannual  report  m  1975 
for  Sections  I.  II.  XI,  and  XII  iNonregu- 
latorv  I  , 

'12'  RevLsions  to  Rule  23.  concerning 
compliance  with  New  Source  Perform- 
ance Standards,  and  Rule  24,  concerning 
compliance  with  National  Emission 
Standards  for  Hiizard'sus  .Mr  Pollutants, 
were  submitUxl  by  the  Governor  on  Maj" 
9,  1975 

2.  Section  52.2271  Ls  amended  by  add- 
ing paragraph  i  c  >  as  follows : 

§  52.2271        (la"-"!!'!"  ation  of  ri'tsion'*. 

•  •  «  *  • 

r  ■  The  revision  of  Section  II,  classi- 
fication of  regions,  submitted  by  the 
Texas  Air  Control  Board  with  the  semi- 
annual in  1975  Ls  dLsapproved 

I  FR  Doc  77-15481  Filed  ^J  1-77  B    ■•5am| 


Title  47 — Telecommunication 

CHAPTER   I — FEDERAL  COMMUNICA- 
TIONS COMMISSION 

IPCC  77-337] 

ELIMINATION  OF  COORDINATION  PROCE- 
DURES WITH  US  DEPARTMENT  OF 
AGRICULTURE  AND  US.  DEPARTMENT 
OF  THE   INTERIOR 

Miscellaneous  Changes  to  Chapter 

AGENCY        Federal      Communications 

Commission. 

ACTION:    Final   rule. 

SUMMARY  In  response  to  requests 
from  the  Office  of  Telecommunications 
Policy,  the  Department  of  the  Interior, 
and  the  Department  of  Agriculture  the 
Commission  is  deleting  from  its  rules  co- 
ordination procedures  between  the  Com- 
mLssion  and  the  US  Forest  Service  and 
the  Bureau  of  Land  Management  for 
handling  applications  for  transmitting 
facilities  to  be  located  on  lands  or  reser- 
vations under  the  jurisdiction  of  these 
Federal  departments. 

EFFECTIVE  DATE:  June  3,  1977. 

ADDRESS  Federal  Communications 
Commission.  Washington.  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr     Eueene    C     Bowler.    Safety    and 

Special   Radio  Services  Bureau   (202- 
632-6497' 

SUPPLEMENTARY  INFORMATION: 

Adopted:  May  18,  1977. 

Released:  May  27,  1977. 

In  the  matter  of:  amendment  of  Parts 
1.  21.  23,  73,  74.  81.  87.  89,  91.  93,  94,  95, 
9'(.  and  99  of  tlie  Commission's  Rules  and 
Regulations  to  elinnnate  the  coordina- 
tion procedures  with  the  US.  Department 
of  Agriculture  and  the  U.S.  Department 
of  Interior  when  proposing  to  install  or 
modify  tran.sniilting  facilities  on  certain 
lands  under  tiie  jurisdiction  of  these  De- 
partments. 

1  The  Commission  has  been  advised 
by  the  US  Department  of  Agriculture 
and  the  US  Department  of  the  Interior 
that  they  no  longer  have  a  need  for,  and 
consequently  propose  discontinuing  par- 
ticipation in.  the  coordination  proce- 
dures outlined  in  5  1  70  of  the  Commis- 
sion's Rules  and  Regulations.  The  OflBce 
of  Telecommunications  Policy  has  con- 
curred in  this  decision  and  Is  deleting 
these  procedures  from  the  OfiQce  of  Tele- 
communications Policy  Manual.  All  of 
these  parties  have  requested  the  Com- 
mission to  conform  its  rules  by  the  de- 
letion of  tiiesp  requirements. 

2  Since  the  rules  in  question  were 
adopted  to  satisfy  the  needs  of  these 
Federal  agencies,  and  were  designed 
solely  for  this  purpase.  and.  since  these 
agencies  now  indicate  no  need  for  such 
procedures  the  Commission  is  deleting 
them  from  its  rules. 


3.  Section  1  70  is  basically  a  procedural 
rule.  Therefore,  we  may  adopt  this  order 
to  delete  it  without  first  following  the 
notice  and  comment  procedures  pre- 
scribed in  Section  4  of  the  Administra- 
tive Procedu.-e  Act,  5  U  S  C.  553. 

4.  For  the  foregoing  reasons,  the  Com- 
mission has  concluded  that  the  public 
interest  will  be  served  by  adopting  these 
rule  amendments. 

Accordingly,  it  is  ordered.  Pursuant  to 
the  authority  contained  in  Sections  4(i) 
and  303  of  the  Communications  Act  of 
1934,  as  amended,  that  Parts  1.  21,  23,  73. 
74.  81,  87,  89,  91,  93,  95,  97,  and  99  are 
amended,  effective  June  3.  1977.  as  set 
forth  in  the  attached  appendix. 

(Sees.  4.  303,  48  Stat  .  as  amended,  1066,  1082 
(47  U,S.C.  154,  303)    I 

Federal  Communications 

Commission 
Vincent  J.  Mullins, 

Secretary. 


PART   I — PRACTICE  AND  PROCEDURE 

I.  Part  1  of  the  Commission's  Rules  is 
amended  as  follows:     . 

§1.70      (DelelMl] 

1.  Section  1.70  is  deleted. 


PART  21— DOMESTJC  PUBLIC  RADIO 
SERVICES  (OTHER  THAN  MARITIME 
MOBILE) 

II.  Part  21  is  amended  as  follows: 
1.  Section  21.15  is  amended  by  deleting 
and  reserving  paragraph  (b). 

§21.15      Terhniral     content     of    applica- 
tions. 

•  •  •  *  • 

(b)  [Reserved! 


PART  23 — INTERNATIONAL  FIXED  PUBLIC 
RADIOCOMMUNICATION   SERVICE 

m.  Part  23  is  amended  as  follows: 
1.  Section  23.20  is  amended  by  deleting 
and  reserving  paragraph  (c) . 

§  23.20      .Assignment  of  frequencies. 

•  *  •  •  * 

(c)   (Reserved! 


PART  73 — RADIO  BROADCAST  SERVICES 

rV.  Part  73  is  amended  as  follows: 

1.  Secticxi  73.18  is  amended  by  deleting 
and  reserving  paragraph  (b) . 

§  73.18      IVolificalion  of  filing  of  applica- 
tions. 

•  •  <  •  • 

(b)  [Reserved] 

•  •  *  •  * 

2.  Section  73.215  is  amended  by  delet- 
ing and  reserving  paragraph  (b). 
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§  73.215      Notification  of  filing  of  appli- 
cationi*. 
.  •  •  •  • 

(b)   [Reserved] 
.  .  .  •  • 

3.  Section  73.515  is  amended  by  delet- 
ing and  reserving  paragraph  (b). 

g  73.51.1       Notification   of   filing  of  uppli- 
cation;-. 
.  •  «  •  • 

(b)   [Reserved] 

•  .  »  »  • 

4   Section  73.624  is  amended  by  delet- 
ing and  reserving  paragraph  'b'. 

§  73.624      Notification  of  filing  of  appli- 
cations. 

*  »  •  *  » 

(b)   [Reserved] 
«  «  «  » 

5.  Section  73  711  is  amended  by  delet- 
ing and  reserving  paragraph  » b  > . 

§73.711      Notification  of   filins  of  appli- 
cations. 

»  »  *  *  * 

(b>   [Reserved] 


§  89.55      Filing  of  applications. 
.  .  •  • 

(f)  I  Reserved! 


PART  74 — EXPERIMENTAL,  AUXILIARY, 
AND  SPECIAL  BROADCAST,  AND  OTHER 
PROGRAM   DISTRIBUTIONAL  SERVICES 

V   Part  74  is  amended  as  follow.^: 
1.  Section  74.12  is  amended  by  delet- 
ing and  reserving  paragraph  ib 

^  74.12      Notification  of  filint:  of  applica- 
tion*. 

•  •  »  •  « 

(b)  [Reserved] 


PART  81— STATIONS  ON  LAND  IN  THE 
MARITIME  SERVICES  AND  ALASKA- 
PUBLIC   FIXED   STATIONS 

VI.  Part  81  is  amended  as  follows: 
1   Section  81.31  is  amended  by  deleting 
and  reserving  paragraph  '  c  i . 

§81.31       .''upplcnicntal     information     re- 
quired. 
»  >  •  »  » 

(b)   [Reserved] 


PART  91 — INDUSTRIAL  RADIO  SERVICES 
XI.  Part  91  is  amended  as  follows; 
1.  Section  91.54  is  amended  by  deleting 

and  reserving  paragraph  if'. 

§  91.54      Filing  of  applications. 

,  ,  •  •  • 

tf)  [Reserved] 


PART   93 — LAND   TRANSPORTATION 
RADIO   SERVICES 

X.  Part  93  is  amended  as  follows: 

1   Section  93.54  is  amended  by  deleting 

and  re.serving  paragraph  (f). 

§  93.54      Filing  of  appli<  ations. 

a  «  '  *  * 

(fi  [Reserved) 


PART  94 — PRIVATE   OPERATIONAL- 
FIXED   MICROWAVE   SERVICE 

XI.  Part  94  is  amended  as  follow.s 
1.  Section  94.25  i.^^  amended  by  deleting 
and  reserving  paragraph  'e' 

§  94.25      Filing  of  applications. 

«  •  •  •  • 

(e)  [Reserved] 


'-    PART   95 — CITIZENS   RADIO   SERVICE 

XII.  Part  95  is  amended  as  foUov.s : 
1   Section  95  17  IS  amended  by  deleting 
and  reserving  paragraph  (e». 

§  95.17       Filing  of  applications. 

.  •  >  * 

le)  [Reserved! 


PART  87— AVIATION    SERVICES 

VII.  Part  87  is  amended  as  follows: 
1.  Section  87.31  is  amended  by  deleting 
and  reserving  paragraph  (e». 

§87.31       .Application    for    ground    station 
authorization. 
•  •  •  »  *^ 

(e)  [Reserved] 


PART  97 — AMATEUR   RADIO   SERVICE 
XIII  Part  97  is  amended  as  follows: 
1.  Section  97  41  is  amended  by  deleting 
and  reserving  paragraph  'f'. 

§  97.41       .\pplicalion  for  stalitHi  license. 
»  •  *  •  • 

(fi  [Reserved] 


PART  89 — PUBLIC   SAFETY    RADIO 
SERVICES 

VIII.  Part  89  is  amended  as  follows: 
1   Section  89.55  is  amended  by  deleting 
and  reserving  paragraph  (f  > . 


PART  99— DISASTER   COMMUNICATIONS 
SERVICE 

XTV.  Part  99  .s  amended  as  follows: 
1.  Section  99.11  is  amended  by  deleting 
and  reserving  paragraph  (gJ. 

§99.11       Application-. 

»  •  •  •  • 

(g)    [Reserved] 

»  •  •  •  • 

[FR  Do<..77-15467  Piled  5-31-77:8:45  am] 


Title  49 — Transportation 

CHAPTER  II— FEDERAL  RAILROAD  ADMIN 
ISTRATION,  DEPARTMENT  OF  TRANS 
PORTATION 

:  KK.'^  LKc  K.et  No.  HS-2.  Notice  No.  51 

PART  228 — HOURS  OF  SERViCE   OF 
RAILROAD    EMPLOYEES 

Interim  Rules  or  Constructron  or  Recon- 
striiction  of  Railroad  Employee  Sleeping 
Quarters;  Revision 

AGENCY    Feaeral  Railroad  Administra- 
tion. Department  of  Transportation. 

ACTION    Revision  to  interim  rule. 

SUMM.ARY:  This  document  revises  the 
Federal  Railroad  AL;-::ini.';tration  iFRA^ 
interim  rules  on  the  construction*  or  re- 
cor^-strucuon '  of  railroad  sleeping  quar- 
ters in  the  vicinity  of  switching  or  hump- 
ing operations  to  correct  an  error  in  the 
original  interim  rules  The  revision  de- 
letes a  requirement  that  an  application 
for  approval  of  a  construction  site  withm 
one-half  mile  of  switching  or  humping 
operations  contains  a  separate  estimate 
of  the  number  of  anhydrou,';  ammonia 
cars  passing  through  the  facility  The 
ERA  has  determined  that  a  separate  esti- 
mate of  anhydrous  ammonia  cars  is  not 
e.ssential  to  evaluation  of  proposed  con- 
struction sites, 

EFFECTIVE  DATL    June  1.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Principal  Program  Person:  John  A. 
McNally  i202-426-9n»' .  Principal 
Lawyer  Grady  C.  Colhen,  Jr.  (202- 
426-8285  < 

SUPPLEMENT.A.R  Y  INFORMATION : 
Section  2'a-4'  of  the  Houi-s  of  Service 
Act,  as  amended  ^45  U.S.C.  62ia)<4)). 
prohibit";  the  construction  or  reconstruc- 
tion of  railroad  employee  ,<;leeping  quar- 
ters withm  or  m  the  immediate  vicinity, 
as  determined  m  accordance  with  rules 
prescribed  by  the  Secietary  of  Transpor- 
tation, of  any  area  where  switching  or 
humping  operations  are  performed.  On 
E>ecember  3,  1976.  FTIA  pubiL-^hed  in  the 
Feder.al  Register  interim  rules  for  de- 
termmmg  whether  proposed  locations  are 
.^ufTiCientiy  removed  from  switching  oi 
humping  opera'ions  in  light  of  all  rele- 
vant factors  FR  Doc.  76-3560;  41  FR 
53028). 

The  effect  of  the  revision  set  forth  be- 
low is  to  delete  the  requirement  that  a 
carrier  seeking  approval  of  a  site  for  the 
construction  or  reconstruction  of  sleep- 
ing quarters  withm  one-half  mile  of 
switching  or  humping  operations  must 
include  m  its  application  an  estimate  of 
the  average  daily  number  of  anhydrous 
ammonia  cars  passing  through  the  fa- 
cility The  rule  had  been  erroneous  in 
suggesting  that  such  cars  are  required  to 
be  handled  under  FRA  Emergency  Order 
No.  5  .39  FR  38230;  October  30,  1974). 
FRA  has  determined  that  requiring  de- 
velopment of  a  separate  computation  of 
anliydrous  ammcnia  cars  is  not  essential 
to  the  evaluation  of  proposed  sites.  Under 
the  rule  as  revised,  such  cars  must  still 
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be  included  in  the  overall  estimate  of 
placarded  hazardous  materials  cars 
which  a  petition  for  approval  must  con- 
tam. 

Since  this  revision  is  purely  procedural 
and  relates  to  regulations  mandated  by 
statute,  it  is  not  subject  to  the  Depart- 
ment of  Transportation  policy  concern- 
ing the  evaluation  of  regulatory  impact 
(41  FR  16200:  AprU  16.  1976' 

In  consideration  of  the  foregoing, 
paragraph  (b><7><ii)  of  Rule  2,  pub- 
lished at  page  53030  of  Vol.  41.  Fedkral 
Register,  is  revised  to  read  as  follows: 

Rule  2  Approval  procedure:  Construc- 
tion between  one-third  and  one-half 
mile  1.1.760  to  2.640  jeet^  (5J6  to  804 
meters  t . 

•  «  •  *  • 

lb)    *  •  • 

(7)    •  •  * 

(ii)  number  of  DOT  Specification  112 A 
and  114A  tank  cars  transporting  flam- 
mable gas  subject  to  FRA  Emergency 
Order  No.  5. 

•  •  •  *  « 
Issued  at  Washington.  DC.  on  May  10. 

1977. 

Bruce  M   Ftohr. 
Deputy  Administrator. 

(PR  Doc.77-15420med  5-31-77:8:45  ami 


Title  10 — Energy 

CHAPTER  II— FEOERAL   ENERGY 
ADMINISTRATION 

PART  430 — ENFRGY  CONSERVATION 
PROGRAM    FOR   APPLIANCES 

Test  Procedures  for  Room  Air  Conditioners 

AGENCY:  Federal  Energy  Administra- 
tion. 

ACTION:  Final  Rule. 

SUMMARY:  This  rule  prescribes  final 
test  procedures  for  room  air  conditioners. 
Apphance  test  procedures  are  one  ele- 
ment of  the  appliance  energy  efficiency 
program  required  by  the  Energy  Policy 
and  Conservation  Act. 

EFFECTIVE  DATE:  July  5.  1977. 

'  FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  A  Smith  'Program  Office*. 
Room  307.  Old  Poet  Office  Building. 
12th  and  Q^nnsylvania  Avenue  NW.. 
Washington.  D.C.  20461  i202)  566- 
4635. 

James  E.  Merna  (Media  Relations". 
Room  3104.  12th  and  Pennsylvania 
Avenue  NW..  Washington.  DC.  20461 
(202)    566-9833. 

Elliott  D.  Light  (Office  of  the  General 
Counsel".  Room  5116 — Federal  Build- 
ing, 12th  and  Pennsylvania  Avenue 
NW..  Washington.  DC.  20461  i202) 
566-9750  or  (202i    566-9380. 

SUPPLEMENTARY  INPORMATION: 

A    Background 

The  Federal  Energy  Administration 
iFEA>  hereby  amends  Chapter  Ilof  Title 
10.  Code  of  Federal  Regulations,  m  order 
to  prescribe  test  procedures  for  r<x)m  air 
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conditioners  pursuant  to  section  323  (42 
U.S.C.  6293)  of  the  Energy  Policy  and 
Conservation  Act  (Act'  (Pub.  L.  94-163). 

By  notice  issued  May  10.  1976  (41  FR 
19977.  May  14,  1976).  FEA  proposed  to 
establLsh  Part  430.  entitled  "Energy  Con- 
servation Program  for  Appliances."  in 
Chapter  II  of  Title  10  of  the  Code  of 
Federal  Regulations.  That  notice  pro- 
posed a  Subpart  A  to  Part  430,  contain-  ' 
ing  general  provisions,  and  a  Subpart  C, 
containing  proposed  energy  efficiency 
improvement  targets.  A  further  proposal 
of  Subpart  C  will  be  necessary  in  order 
to  meet  the  requirements  of  section  325 
(a>  1 1  >  of  the  Act  as  amended  by  section 
161  of  the  Energy  Conservation  and 
Production  Act  (Pub.  L.  94-385). 

By  notice  issued  July  22,  1976  (41  FR 
31237,  July  27.  1976  >.  FEA  proposed  an 
amendment  to  proposed  Part  430  to  add 
a  Subpart  B  which  would  contain  the 
appliance  test  procedures  required  to  be 
prescribed  by  section  323  of  the  Act. 
Among  its  provisions,  the  notice  issued 
July  22  set  forth  proposed  test  pro- 
cedures for  r(X)m  air  conditioners.  A  no- 
tice clarifying  the  sampling  provision  of 
the  proposed  air  conditioner  test  pro- 
cedure was  issued  March  24.  1977  (42  FR 
16811,  March  30.  1977).  Today  FEA  is 
establLshing  Part  430  as  an  amendment 
to  Chapter  II  of  Title  10,  Code  of  Federal 
Regulations,  by  prescribing  final  room  air 
conditioner  test  procedures  in  Subpart 
B  and  certain  associated  definitions  and 
general  provisions  in  Subpart  A  of  Part 
430. 

Both  the  July  22  and  the  March  24  no- 
tices solicited  oral  and  written  comments 
from  interested  persons.  A  public  hear- 
ing on  the  July  22  noti:e  was  scheduled 
September  10.  1976.  Because  only  one 
respondent,  the  Association  of  Home  Ap- 
pliance Manufacturers  (AHAM),  re- 
quested the  opportunity  to  present  its 
views  orally,  the  public  hearing  was  not 
held.  Instead,  on  September  30,  1976,  the 
AHAM  representativese  prsented  their 
vie*s  to  FEA  at  a  conference  held  in  the 
offices  of  FEA.  A  hearing  originally 
scheduled  on  April  15.  1977,  for  the 
March  24  notice  was  held  on  April  14. 
1977. 

B.  Discussion  of  Comments 

Comments  were  received  from  both 
consumers  and  industry.  Comments  from 
consumers  accounted  for  a  majority  of 
the  comments  received.  Moet  of  the  com- 
ments of  consumers,  however,  concerned 
the  content  of  the  label  and  the  manner 
in  which  the  energy-related  information 
should  be  expressed.  As  will  be  discussed 
below,  such  comments  are  not  relevant  to 
this  regulation,  but  will  be  considered  in 
the  development  of  regulations  pertain- 
ing to  labels.  Comments  from  industry 
were  directed  to  the  label  as  well  as  more 
technical  questions  concerning  the  pro- 
posed test  procedure.  The  major  issues 
raised  by  the  comments  are  discussed  be- 
low. 

/.  Representative  Average-Use  Cycle 
and  Useful  Information.  Several  com- 
ments focused  criticism  upon  the  deter- 
mination of  the  representative  average- 
u.se  cycle  for  room  air  conditioners  of  750 
hours  annually  and  upon  the  utility  to 


the  consumer  of  knowing  the  estimated 
annual  operating  cost  for  room  air  con- 
ditioners which  would  b€  developed  under 
FEA's  proposal. 

In  responding  to  these  comments  it  is 
important  to  note  that  section  323 fa.'  '4) 
<A)  of  the  Act  imposes  a  duty  upon  the 
Administrator  to  prescribe  test  proce- 
dure?, for  determining  the  estimated  an- 
nual operating  costs  of  room  air  condi- 
tioners and  other  covered  products  un- 
less he  determines,  pursuant  to  sections 
323  fa)  (6)  and  323  (b».  that  such  test  pro- 
cedures cannot  be  "reasonably  designed" 
or  would  be  "un(luly  burdensome  to  con- 
duct." Moreover,  in  section  323(b)(2). 
the  Act  requires  that  one  element  of  the 
estimated  annual  operating  cost  shall  be 
a  representative  average-use  cycle,  as 
determined  by  the  Administrator. 

FEA  has  reviewed  these  comm.ents.  as 
discussed  further  below,  and  has  deter- 
mined that  it  is  appropriate  to  include  in 
the  test  procedures  which  are  being  pre- 
scribed at  this  time  for  room  air  con- 
ditioners a  test  procedure  for  the  deter- 
mination of  estimated  annual  operating 
costs,  which  test  procedure  incorporates 
a  representative  average-use  cycle  of  750 
hours  per  year. 

(a)  Representative  average-use  cycle. 
The  proposed  regulations  contained  a 
representative  average-use  cycle  repre- 
senting a  national  average  annual  air 
conditioner  use  time  of  750  hours.  Crit- 
icism of  the  representative  average-use 
cycle  was  directed  at  the  meaningfulness 
oif  any  average  annual  use  figure  as  well 
as  the  value  of  750  hours  contained  in 
the  proposed  regulations.  It  was  also 
noted  that  the  proposal  was  unclear  as 
to  whether  this  was  750  hours  of  opera- 
tion time  or  of  compressor  operating 
time. 

The  comments  took  issue  with  the  use 
of  a  national  average  air  conditioner  ils- 
age  figure  on  the  grounds  that  it  would 
often  either  underestimate  or  overesti- 
mate the  time  of  operation  of  a  par- 
ticular air  conditioner,  depending  upon 
the  geographic  area  in  which  it  was  used. 
Thus,  any  value  for  the  estimated  annual 
operating  cost  of  room  air  conditioners 
based  on  the  average  use  figure  would 
be  similarly  inaccurate.  The  conclusion 
reached  in  the  comments,  however,  was 
that  test  procedures  for  the  estimated 
annual  operating  cost  should  not  be  pre- 
scribed at  all.  As  discussed  above,  this  is 
not  a  viable  alternative.  No  suggestions 
were  provided  with  regard  to  how  the 
estimated  annual  operating  cost  might  be 
otherwise  determined. 

Although  the  average  annual  operat- 
ing time  of  air  conditioners  is  admittedly 
an  approximation  and  may.  in  some 
cases,  misstate  the  actual  operating  time 
of  a  particular  unit,  it  is  representative 
of  actual  use.  Since  the  estimated  annual 
operating  cost  of  all  air  conditioners  will 
be  rated  using  the  same  value  for  the  an- 
nual operating  time,  consumers  will  have 
a  valid  basis  for  comparing  different 
units.  The  average-use  figure  thus  effec- 
tuates the  purpose  of  the  Act.  For  this 
reason,  it  has  been  retained  in  the  final 
regulations. 

Comments  were  also  directed  at  the 
750  hour  figure  itself.  The  only  data  sub- 
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mitted  were  for  air  conditioner  usage  in 
New  York  City  for  1974-1975  The  data 
were  neither  fully  explained  nor  was 
there  any  attempt  to  show  how  the  data 
affect  the  national  average  It  should  be 
noted  that  the  methodology  used  to  ar- 
rive at  the  750  hour  figure  included  de- 
termination of  the  average  hours  of  air 
conditioner  operation  in  138  cities  'in- 
cluding New  York)  weighted  by  popula- 
tion. A  change  in  the  value  for  New  York 
City  would  not  significantly  change  the 
value  of  the  national  average. 

In  the  proposed  regulations,  the  aver- 
age usage  cycle  was  established  to  be  750 
hours.  This  value  is  adopted  in  the  final 
regulations.  The  phrase  "hours  of  com- 
pressor operation"  has  been  added  to  the 
final  regulations  to  make  clear  that  the 
750  hour  figure  applies  to  compressor 
operating  time. 

(b)  Usefulna^s  to  Consumers.  For 
many  of  the  reasons  stated  above,  FEA 
believes  that  an  estimated  annual  oper- 
ating cost  for  room  air  conditioners  in- 
corporating a  750-hour  representative 
average-use  cycle  is  likely  to  assist  con- 
sumers in  making  purchasing  decisions. 
Moreover  the  utility  to  the  consumer 
of  this  information  on  appliance  labels 
is  subject  to  the  further  review  of  the 
FTC.  Section  324(c)(1)(A)  of  the  Act 
provides  that  the  estimated  annual  oper- 
ating costs  may  not  be  included  on  any 
label  if  the  FTC  "'^"termines  that  such 
disclosure  is  not  likely  to  assist  consum- 
ers in  -making  purchasing  decisions  or  is 
not  economically  feasible."  in  which  case 
the  FTC  "shall  require  disclosure  of  a 
different  useful  measure  of  energy  con- 
sumption (determined  in  accordance 
with  test  procedures  prescribed  under 
Section  323)  *  '  '"  'Emphasis  added  i 
Accordingly,  the  comments  concerning 
the  desirability  of  including  cost  data 
on  the  label  'bs  well  a-s  all  consumer 
comments  regarding  the  label)  have  been 
forwarded  to  the  FTTC  for  consideration 
in  developing  labeling  rules  applicable 
to  room  air  conditioners. 

2.  Use  of  nameplate  values :  number  to 
be  tested.  Comments  were  received  re- 
garding the  method  by  which  the  test 
variables  (energy  consumption  and  cool- 
ing capacity)  should  be  derived.  Specifi- 
cally, it  was  suggested  that  namenlate 
rather  than  measured  values  for  these 
parameters  should  be  used  in  the  re- 
quired calculations.  Comments  were  also 
directed  at  the  proposed  sampling  provi- 
sion (section  430.23(f) ) . 

The  comments  directed  at  the  proposed 
sampling  provision  are  closely  ti»d  to  the 
industry  suggestion  that  nameplate  val- 
ues for  electrical  Inout  and  cooling  ca- 
pacity be  used  to  determine  the  measures 
of  energy  consumption  applicable  to 
room  air  conditioners  A.s  proposed,  the 
sampling  provision  of  5  430.23(f)  re- 
quired te'itincf  of  units  taken  from  actual 
production.  The  FFA  .sampling  provision 
was  thus  to  be  aoplied  after  room  air 
conditioning  units,  were  in  full  produc- 
tion. 

Manufacturers  pointed  out  that  the 
namenlate  values  are  determined  prior 
to  production  through  prc^edures  which 
include  the  testing  of  units  which  are 


representative  of  production  units.  Such 
feinting  mciudes  calorimeter  testing  'the 
laboratory  methodology  incorporated  In 
Appendix  F' .  Production  units  are  mon- 
itored to  assure  the  accuracy  of  the 
nameplate  values  by  manufacturers 
usmg  test  methods  which  correlate  with 
the  calorimeter  procedure 

The  industry  objected  to  the  sampling 
provision  on  general  grounds  that  it 
would  severely  disrupt  current  industnr" 
practice  by  requiring  that  the  rating  of 
air  conditioning  units  be  delayed  until 
after  production  was  initiated.  This  could 
create  serious  scheduling  problems  in 
their  advertising  and  distribution  pro- 
grams, -^s  an  alternative,  the  industry' 
proposed  that  nameplate  values  be  used 
and  that  tolerances  be  placed  on  actual 
test  values  related  to  the  nameplate 
value.  A  manufacturer,  under  the  indus- 
try approach,  must  demonstrate  that  a 
particular  production  unit,  when  tested 
in  accordance  with  the  test  meth(Xiclogy 
of  Appendix  F.  would  be  within  these 
tolerances. 

The  purpose  of  FEA's  sampling  provi- 
sion was  to  assure  that  the  values  deter- 
mined by  a  manufacturer  for  measures 
of  energy  consumption  could  be  validly 
compared  with  the  values  of  such  meas- 
ures given  by  other  manufacturers.  FEA 
also  intended  tiiat  testing  of  room  air 
conditioners  not  be  unduly  burdensome 
to  conduct.  The  mdustry  commented 
that  a  sampling  approach  did  not  fulfill 
these  purposes.  First,  a  manufacturer 
could  meet  the  F^A  requirement  despite 
significant  variability  m  the  energy  con- 
sumption and  cooling  capacity  values  of 
production  units  simply  by  testing  a  large 
number  of  units.  Second,  application  of 
sampling  to  production  units  to  deter- 
mine the  rating  of  a  particular  basic 
model  would  be  burdensome. 

The  industry  comments  raise  serioiis 
questions  regarding  the  effect  of  the  pro- 
posed sampling  provision  on  present  in- 
dustry practice  However,  the  need  for 
representative,  comparable  values  for  the 
various  measures  of  energy  consumption 
remains  paramount.  For  this  reason,  the 
suggestion  that  nameplate  values  be  used 
as  the  basLs  for  these  measures  is  re- 
jected. The  nameplate  value  provides  no 
guarantee  that  it  is  representative  of  the 
t>  pical  or  average  performance  of  room 
air  conditioners. 

Having  determined  not  to  use  name- 
plate  values,  the  indastry's  criticisms  of 
the  proposed  sampling  provision  still  re- 
main. A  large  part  of  the  difficulty  with 
this  provision  is  due  to  its  scope  Tests 
procedures  prescribed  under  section  323 
of  the  Act  are  intended  to  be  used,  for 
example,  for  labeling  under  .'-t-ction  324. 
ir.  monitoring  of  the  progress  of  manu- 
facturers toward  accomplishing  the  en- 
ergy efficiency  improvement  targets 
under  section  325.  and  in  enforcement 
testing  under  section  328.  These  aspects 
of  the  appliance  program  have  not.  how- 
ever, been  implemented.  It  is  quite  possi- 
ble that  the  objectives  of  appliance  te.-^t- 
ing  under  each  of  these  parts  of  the  pro- 
gram, as  well  as  the  instructions  on  how 
a  test  procedure  should  be  applied  (e.g., 


sampling    of    production    units),    may 

differ. 

While  the  various  parts  of  the  appli- 
ance program  identified  above  are  not  in 
effect  at  this  time,  section  323(c)  of  the 
Act  provides: 

Effective  90  days  after  a  test  procedure  rule 
appUcable  Ui  a  covered  product  Is  prescribed 
under  this  section,  no  manufacturer,  dis- 
tributor. retaUer  or  private  labeler  may  make 
any  representation — 

(1)  m  wTlting  (includUig  a  representation 
on  a  label  i .  or 

(2)  In  any  broadcast  advertisement,  re- 
specting the  energy  consumption  of  such 
product  or  cost  of  energy  consumed  by  such 
product,  unless  such  product  hae  been  tested 
In  accordance  with  such  lest  procedure  and 
such  representation  fairly  discloses  the  re- 
sults of  such  testing. 

In  order  to  eliminate  the  problems 
discussed  above  associated  with  a  general 
sampling  provision,  proposed  ?  430.23(f) 
has  been  limited  in  the  final  test  proce- 
dures to  testing  which  section  323' c)  of 
the  Act  would  require  regardmg  the  ad- 
vertising of  room  air  conditioners.  The 
sampling  requirements  which  apply  only 
for  purposes  of  advertising  have  been  re- 
organized into  5  430  24*fi  of  the  final 
test  procedures.  Section  430.24(f)  is 
similar  to  propa-^ed  §  430.23f>  but  with 
several  revisions  Most  notably,  the  units 
tested  are  required  to  be  representative 
of  production  units  or  actual  production 
units  This  change  is  intended  to  reduce 
the  burden  which  might  be  caused  by 
requiring  post-production  rating  of  basic 
modeL*;  in  everv-  instance  of  testing  pur- 
suant to  section  323(c)  of  the  Act  E^'en 
pre-production  testing  pursuant  to  sec- 
tion 323ic'  must  be  calorimetric  testing. 

Manufacturers  are  not  required  to  test 
unless  they  choose  to  m.ake  representa- 
tions regardmg  a  measure  of  energy  con- 
sumption identified  in  or  based  upon 
5  430  22' f)  It  should  also  be  emphasized 
that  the  test  procedures  prescribed  today 
apply  only  to  the  initial  rating  of  a  basic 
model 

In  response  to  comments  from  the  in- 
dustry certain  technical  changes  have 
also  been  made  in  the  sampling  language. 
Specifically,  the  mean  of  the  sample  is 
reouired  to  be  within  5  percent  of  the 
estimate  of  the  true  mean  of  the  basic 
m(xlel  population. 

3.  Energy  savings  features.  As  noted 
in  the  com.ments.  the  proposed  regula- 
tions did  not  provide  a  mechanism  by 
which  the  contribution  of  special  design 
features  to  reduced  energy  consumption 
could  be  evaluated.  One  comment  identi- 
fied an  optional  automatic  fan  control 
as  such  an  energy  saving  feature  and 
recommended  a  methodology  by  which 
the  amount  of  energy  saved  by  this  fea- 
ture could  be  calculated. 

The  automatic  fan  cycle  is  designed  to 
reduce  energy  consump^^ostof  air  condi- 
tioners by  shutting  off  the  fan  v;heii  the 
thermostat  turns  off  the  compressor.  As 
with  most  energy  saving  features,  the 
automatic  fan  may  be  optional  with  the 
user  However,  unlike  features  on  other 
appliances,  use  of  the  optional  fan  cycle 
may  be  attended  by  effects  which  may 
act  to  reduce  the  theoretical  savings  or 
which  actually  result  in  greater  energy 
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consumption.    In    particular,    it    is   not 

known  how  the  cycling  of  the  fan  will 
affect  the  operation  time  of  the  compres- 
sor^ For  example,  thermastats  generally 
sense  air  temperature  as  it  arrives  at  the 
air  conditioner.  With  the  fan  also  turned 
off.  the  thermostat  may  sen.se  a  tempera- 
ture other  than  room  temperature.  This 
may  cycle  the  air  conditioner  on  and  off 
more  frequently  than  would  occur  if  the 
fan  operated  independently  of  the  ther- 
mostat. Consequently,  compressor  run- 
ning time  would  increase  and  the  amount 
of  energy  saved  by  cutting  off  the  fan 
would  be  reduced. 

Compressor  running  time  may  also  in- 
crease if  air  conditioner  use  patterns 
were  changed  as  a  result  of  tlie  auto- 
matic fan.  Such  a  change  might  result 
if  fan  .shut-off  were  to  affect  the  distri- 
bution of  conditioned  air  m  the  room  in 
which  the  air  conditioner  is  installed. 
The  user  may  find  lower  thermostat  set- 
tings necessary  to  achieve  the  same  level 
of  comfort  achieved  on  the  normal  cycle. 

The  problems  cited  above  should  not 
be  read  to  suggest  that  the  Agency  will 
not.  under  any  circumstances,  consider 
the  energy  savings  of  automatic  fan  cy- 
cles. However,  until  it  is  clear  how  these 
factors  can  be  taken  into  account,  it  is 
not  possible  to  evaluate  the  value  of  the 
automatic  fan  cycle  Manufacturers  are 
encouraged  to  submit  daui  with  regard 
to  ihe  energy  savings  attributable  to  the 
automatic  fan  cycle. 

While  the  final  regulations  do  not 
make  provision  for  the  optional  auto- 
matic fan  control  or  other  energy  sav- 
ings features  FEA  intends  to  m^pose 
modifications  to  the  final  regulations 
when  it  can  be  determined  thaf^a  par- 
ticular design  feature  contributes  Pr  re- 
duced eneigy  consumption  and  when  this 
contribution  can  reasonably  be  quanti- 
fied. 
'  C.  Regulations  Prescribed 

/.  Test  procedures.  The  test  proce- 
dures for  room  air  conditioners  pre- 
scribed today  are  included  in  Subpart  B 
and  are  substantially  the  sarrke  as 
those  proposed.  As  with  the  proposed 
procedures,  tests  methods  and  conditions 
are  based  upon  two  national  standards- 
American  National  Standard  Z234.1- 
1972,  "Room  Air  Conditioners,"  and 
American  Society  of  Heating.  Refrig- 
erating and  Air  Conditioning  Engineers 
SUindard  16-69.  "Method  of  Testing  for 
Rating  Room  Air  Conditioners."  The  ap- 
plicable provisions  of  each  of  these 
standards  is  incorporated  in  and  made  a 
part  of  FEA's  regulations  prescribing 
test  procedures  for  room  air  conditioners 
For  purposes  of  FEA's  program,  the  in- 
corporated provisions  of  the  referenced 
standards  remain  applicable  as  presently 
written.  regardle.s.s  of  any  subsequent 
amendment  of  either  standard  by  the 
standard  setting  organizations,  until 
further  amendment  by  FEA 

2.  General  provisions.  Also  prescribed 
today  are  certain  general  provisions  and 
certain  definitions  applicable  to  room 
air  conditioners  which  were  previously 
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proposed  in  Subpart  A  (41  FR  19977,  41 
FR  31237'.  No  comments  were  received 
regarding  these  definitions.  All  defini- 
tions appearing  in  section  321  of  the  Act 
were  incorporated  into  the  regulations 
bv  reference.  Definitions  of  the  terms 
"Administrator,"  "Btu,"  .and  "FEA" 
have  been  added  to  Subpart  A  for  the 
purpose  of  clarification.  The  definition 
of  the  term  "basic  model"  for  room  air 
conditioners  has  been  changed.  The  pro- 
posed definition  defined  basic  model  as 
having  identical  electrical  and  cooling 
output  ratings.  FEA  has  determined  that 
this  definition  was  too  restrictive  since 
everv  room  air  conditioner  manufactured 
will  possess  slightly  different  ratings. 
The  new  definition  of  basic  model  re- 
quires that  all  room  air  conditioners 
within  a  basic  model  have  essentially 
identical  functional  physical  and  elec- 
trical characteristics.  The  intent  is  to 
create  basic  models  that  contain  room 
air  conditioners  that  perform  with  es- 
sentially identical  cooling  output  and 
energv  input  ratings,  but  may  differ 
slightly  due  to  manufacturing  tolerances. 
Further,  acceptable  physical  differences 
can  include  non-functional  character- 
istics such  as  trim,  color,  mounting 
method,  sales  model  number,  and  brand 
name. 

It  should  be  noted  that  some  of  the 
definitions  prescribed  today  mav  be  ap- 
plicable to  test  procedures  for  other 
appliances  (some  of  which  have  re- 
centlv  been  proposed)  .-While  these  defi- 
nitions are  final,  comments  to  the  effect 
that  any  of  these  definitions  are  inap- 
plicable to  a  particular  appliance  will  be 
evaluated  to  determine  whether  amend- 
ment or  modification  is  appropriate. 

3.  Application  of  test  procedures.  As 
discussed  previously,  the  final  room  air 
conditioner  test  procedures  prescribed 
todav  must  be  applied  before  represen- 
tations regarding  a  measure  of  energy 
consumption  can  be  made.  Because  the 
purposes-  and  needs  of  the  different  ele- 
ments of  the  appliance  program  (e.g.. 
labeling,  targets*  vary,  application  of 
the  standard  test  methodology  prescribed 
todav  mav  differ  in  some  respects  for 
each  program  element.  Instructions  how 
to  apply  the  standard  test  methodology 
will  be  propos.ed  for  comment  as  these 
other  elements  of  the  appliance  program 
are  developed. 

The  requirements  of  §  430.24(f)  of  the 
final  regulations  apply  until  such  time 
as  final  labeling  requirements  for  a  par- 
ticular measure  of  energy  consumption 
and  the  associated  test  procedure  appli- 
cation provision  are  prescribed.  After 
that  time,  all  representations  regarding 
a  measure  of  energy  consumption  cov- 
ered by  a  labeling  rule  must  be  the  same 
as  represented  on  the  label. 

D.  Unit  Costs  of  Energy 

Under  section  323(b)(2)  of  the  Act, 
FEA  IS  to  provide  manufacturers  infor- 
mation as  to  the  representative  average 
unit  costs  of  energy.  This  information 
will  soon  be  provided  in  a  following  issue 
of  the  Federal  Register. 


In  consideration  of  the  foregoing, 
Chapter  II  of  Title  10,  Code  of  Federal 
Regulations  is  amended  as  set  forth  be- 
low, effective  July  5.  1977. 

(Energy  Policy  and  Conservation  Act,  Pub. 
L.  94-163,  as  amended  by  Pub.  L.  94-384; 
Federal  Energy  Administration  Act  of  1974, 
Pub.  L.  93-275,  as  amended  by  Pub.  L.  94- 
385;  E.O.  1 1790,  39  FR  23185. ) 

Issued  in  Washington.  DC,  May  24, 

1977. 

Eric  J.  Fygi. 
Acting  General  Counsel, 
Federal  Energy  Administration. 

Chapter  n  of  Title  10.  Code  of  Federal 
Regulations  is  amended  by  establishing 
Part  430,  to  read  as  follows: 

Subpart  A — General  Provisions 

Sec 

430.1       Purpose  and  scope. 

430  2       Definitions 

Subpart  B — Test  Procedures 

430.21  Purpose  and  scope. 

430.22  Test  procedures  for  measures  of  en- 

ergy consumption 

430.23  Units  to  be  tested  [Reserved). 

430.24  Representations  regarding  measures 

of  energy  consumption. 

Appendices  A-E     (Reserved] 

Appendix  P— Uniform  test  method  for 
measuring  the  energy  consumption  of  room 
air  conditioners. 

Subpart  A — General  Provisions 
§  430.1       Purpo>p  and  scope. 

This  part  establishes  the  regulations 
for  the  implementation  of  Part  B  of  Title 
ni  (42  use.  6291-6309)  of  the  Energy 
Policy  and  Conservation  Act  (Pub.  L.  94- 
163 »,  as  amended  by  Pub.  L.  94-385. 
which  establishes  an  energy  conserva- 
tion program  for  consumer  products 
other  than  automobiles. 
§  430.2      Definitions. 

For  purposes  of  this  part,  words  shall 
be  defined  as  provided  for  in  section  321 
of  the  Act  and  as  follows — 

"Act"  means  the  Energy  Policy  and 
Conservation  Act  (Pub.  L.  94-163),  as 
amended  by  Pub.  L.  94-385. 

"Administrator"  means  the  Adminis- 
trator of  the  Federal  Energy  Adminis- 
tration. 

"Btu"  means  British  thermal  unit, 
which  is  the  quantity  of  heat  required 
to  raise  the  temperature  of  one  pound 
of  water  one  degree  Fahrenheit. 

"Basic  model"  means  all  units  of  a 
given  type  of  covered  product  manufac- 
tured by  one  manufacturer  and: 

(l)-(5)    [Reserved] 

(6)  With  respect  to  room  air  condi- 
tioners, having  essentiaUy  identical 
functional  physical  and  electrical  char- 
acteristics. 

"FEA"  means  the  Federal  Energy  Ad- 
ministration. 

"Room  air  conditioner"  means  an  en- 
cased assembly  designed  as  a  imit  for 
mounting  in  a  window  or  through  the 
wall  for  the  purpose  of  providing  de- 
livery of  conditioned  air  to  an  enclosed 
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space.  It  includes  a  prime  source  of  re- 
frigeration and  may  mclude  a  means 
for  ventilating  and  heatmg. 

Subpart  B — Test  Procedures 

§430.21       Purposo  and  scope. 

This  subpart  contains  test  procedures 
required  to  be  prescribed  by  FEA  pur- 
suant to  section  323  of  tlie  Act- 

§  430.22      Te«l    prorediir<-«    for   measures 
of  energy  consunipiion. 

(a) -(e)    [Reserved] 

(f)  Room  air  conditioners. —  (1>  The 
estimated  annual  operating  cost  for 
room  air  conditioners,  expressed  in  dol- 
lars per  year,  shall  be  determined  by 
multiplying  the  following  three  factors: 
(i)  Electrical  input  power  in  kilowatts 
as  determined  m  accordance  with  4.2 
of  Appendix  F  to  this  subpart,  (ii)  The 
representative  average- use  cycle  of  750 
hours  of  compressor  operation  per  year, 
and  (iii)  A  representative  average  unit 
cost  of  electrical  energy  in  dollars  per 
killowatt-hour  as  provided  by  the  Ad- 
ministrator, the  resulting  product  then 
being  rounded  off  to  the  nearest  dollar 
per  year. 

(2)  The  energy  efficiency  ratio  for 
room  air  conditioners,  expre.ssed  in 
Btu's  per  watt-hour,  shall  be  the  quo- 
tient of:  li'  The  cooling  capacity  in 
Btu's  per  hour  as  determined  in  accord- 
ance with  4.1  of  Appendix  F  to  this  sub- 
part divided  by:  (iii  Tiie  electrical  in- 
put power  in  watts  as  determined  in 
accordance  with  4.2  of  Appendix  F  to 
this  subpart  the  resulting  quotient  then 
beinp  rounded  off  to  the  nearest  0.1  Btu 
per  watt-hour. 

(3)  The  average  annual  energy  con- 
sumption for  room  air  conditioners,  ex- 
pressed in  kilowatt -hours  per  year,  shall 
be  determined  by  multiplying  together 
the  following  two  factors:  (i)  Electrical 
input  power  in  kilowatts  as  determined 
in  accordance  with  4.2  of  Appendix  F 
to  this  subpart,  and  (iii  A  representative 
average  use  cycle  of  750  hours  of  com- 
pressor operation  per  year,  the  resulting 
product  then  being  rounded  off  to  the 
nearest  kilowatt-hour  per  year 

(4i  Other  useful  measures  of  energy 
consumption  for  room  air  conditioners 
shall  be  those  measures  of  energy  con- 
sumption which  the  Administrator  de- 
termines are  likely  to  assist  consumers 
in  making  purchasing  decisions  and 
which  are  derived  from  the  application 
of  Appendix  F  to  this  subpart. 

§  430.23      Unit*  to  be  tested.    [Reserved] 

§430.24      Representations      recurdin^! 
measures  of  energy  consumption. 

(a)-(e)    [Reserved! 

(f)  Room  air  conditioners. — (1)  Ex- 
cept as  provided  in  paragraph  (f)  (4)  of 
this  paragraph,  no  manufacturer,  dis- 
tributor, retailer,  or  private  labeler  of 
room  air  conditioners  may  make  any 
representation  with  respect  to  or  based 
upon  a  measure  or  measures  of  energy 
consumption  described  in  §  430.22' f(  un- 
less a  sample  of  sufficient  size  of  each 
basic  model  for  which  such  representa- 
tion is  made  has  been  tested  in  accord- 
ance with  applicable  provisions  of  this 


subpart  such  that,  for  each  such  measure 
of  energy  consumption,  there  is  a  prob- 
ability of  not  less  than  0.95  that  the 
mean  of  the  sample  is  within  ^5  percent 
of  the  estunate  of  the  true  mean  of  such 
measures  of  the  basic  model. 

1 2 1  The  sample  selected  for  paragraph 
(f)(1)  of  thus  section  shall  be  comprised 
of  units  which  are  production  units,  or 
are  representative  of  production  units,  of 
the  basic  model  being  tested. 

(3>  A  basic  model  having  dual  volt- 
age ratings  shall  be  separately  tested  at 
each  design  voltage  such  that  the  re- 
quirements of  paragraph  (fi(l)  of  this 
section  are  satisfied  at  each  rating. 

i4i  Whenever  a  rule  applicable  to 
room  air  conditioners  is  prescribed  under 
section  324  of  the  Act.  this  paragraph 
shall  not  apply  to  any  label  covered  by 
such  rule,  and  all  representations  of  any 
measure  of  energy  consumption  covered 
by  such  nile  shall  be  identical  to  the 
measure  of  energy  consumpticm  on  the 
label. 

Appendix  P — Uniporm  Test  Method  fob 
Measuring  the  Energy  Conscmption  of 
Room  Air  Conditioners 

1.  rest  method.  The  test  method  for  te.<it- 
ing  room  air  conditioners  shall  consist  of  ap- 
pUcatlon  of  the  methods  and  conditions  in 
American  National  Standard  (ANS)  ;i234.1- 
1972.  "Room  Air  Conditioners."  sections  4  5. 
6  1.  and  6  5.  and  in  American  Society  of  Heat- 
ing. Refrigerating  and  Air  Conditioning  En- 
gineers (ASHRAE)  Standard  r&-69.  Method 
of  Testing  for  Rating  Room  Air  Condition- 
ers." 

2.  Test  conditions.  Establish  the  test  con- 
ditions described  In  sections  4  and  5  of  ANS 
Z234  1-1972  and  In  accordance  with  ASHRAE 
Standard  16-69 

3  Measurements.  Measure  the  quantities 
delineated  in  section  5  of  ANS  Z234  1-1972 

4.  Calculatio-ns.  4.1  Calculate  the  cooling 
capacitv  (expressed  In  Btu  hr)  as  required 
In  section  6  1  of  ANS  Z234  1-1972  and  In  ac- 
cordance vtlth  ASHRAE  Standard  16-69 

4.2.  Determine  the  electrical  power  Input 
t  expressed  Tn  watis)  as  required  by  ■section 
65  of  AN.S  Z234.1-19T2  and  In  accordance 
with  ASHR.VE  Standard  16-69. 

[FR  Doc. 77-15419  Filed  5-31-77:8:45  am) 


PART  440 — WEATHERIZATION 
ASSISTANCE  FOR  LOW  INCOME  PERSONS 

Establishment  of  Regulations 
AGENCY:   Federal  Energy  Admmistra- 
tion. 

ACTION:  Final  rule. 
SUMMARY:  The  Federal  Energy  Ad- 
ministration iFEAi  hereby  establishes 
regulations  for  a  program  of  we^theri- 
zation  assistance  for  low-income  per- 
sons. These  regulations  set  forth  the  re- 
quirements for  the  development  and  im- 
plementation of  a  weatherization  pro- 
gram to  assist  in  achieving  a  healthful 
dwelling  environment  and  maximum 
practicable  energy  conservation  in  the 
dwellings  of  low-inccme  persons,  par- 
ticularly elderly  and  handicapped  low- 
income  persons,   in  order  both   to  aid 


those  persons  least  able  to  afford  higher 
energj-  costs  and  to  conserve  needed  en- 
ergv-. 

EFFECTIVE  DATE:  May  25,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mary  M.  Bell.  Director.  Office  of 
Weatherization  Assistance,  Room  6443. 
Federal  Energy  Administration,  Wash- 
ington, DC.  20461  '202-566-3091'. 

SUPPLEMENTARY  INFORMATION: 

A.  Introduction. 

B.  Definitions. 

C.  Allocation  of  funds. 

D.  State  applications. 

E.  Local  applications. 

P.  Administrative  requirements 

G.  Minimum  program  requirements 

H.  Allowable  expenditures 

1.  Labor  costs, 

2.  Installation  costs. 

3.  Cost  of  weatherization  materials, 

4.  Administrative  costs. 

I.  Standards  for  weatherization 
J.  Eligible  dwelling  units. 
K.  Administrative  review. 
L-  Technical  assistance 

A.  iNTBonrcnoN 

On  April  1,  1977.  the  Federal  Eaiergy 
Administration  published  a  proposed 
rule  (42  FR  17470)  to  establish  a  pro- 
gram of  weatherization  assistance  for 
low-income  persons. 

FEA  received  50  written  comments  on 
the  proposed  rulemaking,  and  106  in- 
dividuals testified  at  the  public  hearings 
held  by  the  Regional  Offices  during  the 
week  of  April  18.  1977.  and  by  the  Na- 
tional Office  on  April  25.  1977.  Virtually 
all  of  the  commenters  supported  the 
goals  and  concept  of  the  proposal,  but 
many  suggestions  were  made  that  re- 
sulted in  significant  changes  in  the  final 
rule. 

With  the  issuance  of  this  final  rule. 
the  Federal  Energv  Administration 
■  FEA>  amends  Chapter  n  of  Title  10. 
Code  of  Federal  Regulations,  to  establish 
a  program  of  weatherization  assistance 
for  low-income  persons  pursuant  to  Part 
A,  42  use.  6861-6872,  of  Title  IV  of  the 
Energy  Conservation  and  Production 
Act  (Act>.  Pub.  L.  94-385,  90  Stat  1125 
et  seq 

Although  most  of  the  comments  FEA 
received  addressed  specific  sections  or 
items  in  the  proposed  rulemaking,  some 
comments  were  more  general.  Thirteen 
commenters  expressed  the  view  that 
grants  should  be  made  directly  to  Com- 
munity Action  Agencies  (CAA'si  to 
avoid  creating  a  new  bureaucracy.  Since 
the  enabUng  legislation  provides,  with 
certain  clearly  defined  exceptions,  that 
funding  for  weatherization  projects 
must  be  administered  bv  the  States,  FEA 
has  not  incorporated  this  suggestion  in 
the  final  rulemaking. 

Twelve  commenters  recommended 
that  FEA  should  model  its  guidelines 
more  closely  after  those  developed  by 
the  Community  Services  Administration 
'CSA'  for  its  weatherization  program. 
However,  since  the  Act  delegates  respon- 
fibihtv  for  implementing  the  legisla^n. 
which  is  markedlv  different  in  manY  re- 
spects from  CSA's  authorizing  lea^sla- 
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tion.  to  FEA   FEA's  guidelines  must  ar- 
ticulate the  requirements  of  the  Act. 

Three  commenters  suggested  that  FEA 
should  coordmate  with  CSA.  Department 
of  Labor  tDOLi  and  the  Administration 
on  Aging  (AOAi  in  developing  regula- 
tions. FEA  IS  sensitive  to  the  importance 
of  coordination  mth  other  agencies  but 
considers  that  the  extent  to  which  it  has 
coordinated  its  activities  with  those  of 
other  relevant  agencies  is  sufficient. 

B.  Definitions — §  440.3 

FEA  received  six  comments  on  the 
definitions  in  the  proposed  rulemaking, 
all  of  which  suggested  that  ventilation 
and  vapor  barriers  should  be  specifically 
included  under  "weatherization  mate- 
rials"  The  final  guidelines  have  added 
vapor  barriers  to  the  materials  cited  in 
the  proposed  definition  F\irthermore. 
some  of  the  definitions  have  been  mod- 
ified, some  eliminated  and  ottiers  added, 
either  to  clarify  language  used  in  the 
proposed  regulation  or  to  reflect  changes 
made  bv  the  final  rulemaking.  Specif- 
icallv,  the  following  revisions  have  been 
made — "annual  degree  davs"  ha.s  been 
eliminated  and  "cooling  degree  days" 
and  "heating  degree  davs"  have  been 
added  in  order  to  clarifv  the  allocation 
formula;  "Indian  '  has  been  replaced  by 
"Native  American":  "sub-grantee"  has 
been  defined  more  precisely:  and  defini- 
.  tions  of  "local  applicant"  and  "CETA". 
as  an  abbreviation  for  the  Comprehen- 
sive Employment  and  Trainiiig  Act  of 
1973.  have  been  added. 

C  Allocation  of  Funds — S  440  10 

Proposed  §  440  10  sets  forth  the  al- 
location ^rov&ions  for  funding  of  the 
program  Twt5  comments  were  received 
stating  that  allocating  a  base  of  $100.- 
000  to  each  State  li  uniustified  because 
of  the  great  difference  in  need  between 
the  States  With  one  exceotion.  FEA  be- 
lieves that  the  need  factor  is  adequately 
treat^l  by  the  percentage  allocation 
provided  bv  the  proposed  formula.  With 
the  exception  of  Alaska,  each  State  will 
be   allocated   a   base  of   $100,000. 

FEA  ha.';  received  three  comments  re- 
garding Alaska's  allocation  under  the 
formula  The  commenters  have  recom- 
mended that  Alaska  be  exempted  from 
the  allocation  formula  and  that  Alaska's 
allocation  be  determined  separatelv.  Be- 
cause of  these  conunents  aa  well  as  the 
reasons  indicated  in  the  proposed  rule- 
makmg.  FEA  believes  an  adjustment  is 
merit/Cd  Accordingly.  Alaska  wlU  be 
given  a  base  allocation  of  $200,000  which 
is  double  the  amount  awarded  to  each 
of  the  other  States.  FEA  believes  that 
with  this  adiustment  adequate  provi- 
sion has  been  made  to  address  the 
unique  problems  encountered  in  Alaska. 

FE.A  has  retained  in  this  final  regula- 
tion the  proposed  formula  for  establish- 
ing the  percent  of  each  State's  share  of 
the  remaining  appropriated  funds. 

Twelve  comments  were  received  ques- 
tioning FEA's  assumption  that  the  cost 
of  weatherizing  a  multi-family  unit  is 
half  the  cost  of  weatherizing  a  single 
family  unit  No  reasonable  alternatives 
were  proposed  in  these  comments,  nor 


was  any  hard  data,  (on  a  nationwide 
basis)  produced.  FEA  will  retain  the  0.5 
factor  assigned  to  renter-occupied 
dwelling  units  because,  although  an  ap- 
proximation, it  represents  a  reasonable 
and  workable  correlation  between  the 
cost  of  weatherizing  this  type  of  dwell- 
ing unit  and  the  greater  cost  of  weather- 
izing single-family  dwelling  units. 

Six  commenters  recommended  that 
degree  days  not  be  squared  because 
squaring  overrempha-sizes  climate  in 
comparison  to  the  number  of  dwelling 
units  eligible  for  assistance.  FEA  has 
concluded,  however,  that  squaring  the 
degree  day  factor  places  a  greater  em- 
phasis on  the  States  with  extremes  of 
climate  where  the  greatest  need  for 
weatherization  and  potential  for  energy 
conservation  is  found. 

Four  comments  were  received  recom- 
mending that  more  emphasLs  be  given 
to  cooling  degree  days  in  the  formula 
because  the  proposed  formula  was 
biased  in  favor  of  the  colder  States. 
Four  comments  were  received  recom- 
mending that  even  greater  weight  be 
given  to  heating  degree  days  because 
weighting  the  funds  in  favor  of  the 
Northern  tier  will  yield  the  greatest 
energy  savings.  FEA  has  retained  the 
weighting  provided  by  the  percentages 
of  tfital  residential  energy  used  for  heat- 
ing or  cooling  respectively  in  the  pro- 
posed formula  because  it  is  consistent 
with  the  potential  for  energy  savings. 

One  commenter  recommended  inclu- 
sion in  the  formula  of  a  factor  for  re- 
gional cost  of  living  differences,  and  an- 
other recommended  a  factor  for  the  num- 
ber of  senior  citizens  in  a  State.  FEA  has 
concluded,  however,  that  the  factors  in- 
cluded in  the  formula  are  sufBcient  to 
distribute  the  funds  equitably.  A  factor 
for  senior  citizens  is  unnecessary  because 
the  Act  requires  that  priority  be  given  to 
assisting  elderly  low-income  persons. 
Moreover,  most  weatherization  projects 
in  operation  at  this  time  report  expend- 
ing 80-90  percent  of  their  resources  for 
weatherizing  the  dwellings  of  the  low-in- 
come elderly.  A  factor  for  regional  cost 
of  living  differences  is  unnecessary  be- 
cause, In  general,  those  areas  with  a 
higher  cost  of  living  are  the  Northern 
Tier  States  which  are  already  receiving 
a  greater  share  of  the  available  funds 
than  the  "sunbelt"  States.  With  respect 
to  Alaska,  the  Office  of  Management  and 
Budget  (OMB)  Poverty  Guidelines  take 
into  account  regional  cost  of  living  dif- 
ferences by  increasing  the  poverty  level 
to  25  percent  above  that  established  for 
the  other  States. 

D.  State  Applications — §  440.12 

Proposed  §  440.12  sets  forth  the  appli- 
cation procedures  for  a  State. 

One  commenter  recommended  that 
FEA  require  the  participaticHi  of  State 
agencies  on  aging  and  State  agencies 
assisting  handicapped  individuals  in  need 
of  weatherization.  This  commenter  also 
recommended  that  these  agencies  be  per- 
mitted to  participate  in  the  development 
of  priorities  for  the  provision  of  weath- 
erization assistance  to  elderly  and  handi- 
capped individuals.  It  should  be  noted 


that  the  regulation  does  not  restrict  the 
participation  of  interested  persons  in  the 
development  of  the  ^tate  plan  and  that 
these  persons  may  present  their  views  at 
the  public  hearing  for  the  proposed  plan. 
FEA  wishes  to  give  the  States  maximum 
flexibility  in  the  planning  phase  of  the 
program  and  declines  to  mandate  the 
participation  of  any  particular  organiza- 
tion. 

FEA  will  require  the  budget  to  include 
a  justification  and  explanation  of  any 
amounts  which  an  applicant  seeKs  to  ex- 
pend for  tools  and  equipment  or  trans- 
portation costs  or  vehicle  repair  or  in- 
surance. This  provision  is  necessary  to 
make  certain  that  the  limited  funding 
available  will  be  used  to  the  maximum 
extent  practicable  to  purchase  weatheri- 
zation materials. 

FEA  has  also  made  minor  technical  re- 
visions to  proposed  §  440.12  but  the  final 
version  contains  no  additional  substan- 
tive changes  or  additional  submission 
requirements. 

E.  Local  Applications — §  440.13 

FEA  has  revised  proposed  §  440.13  to 
provide  greater  clarity.  Only  one  substan- 
tive change  was  made:  to  require  the  Re- 
gional Administrator  to  give  written  no- 
tice to  all  local  applicants  in  a  State  if 
a  State  does  not  participate  in  the  pro- 
gram. The  30  day  application  period  for 
a  local  applicant  only  commences  to  run 
upon  receipt  of  written  notice.  FEA  be- 
lieves this  creates  a  fairer  opportunity 
for  local  apphcants  by  putting  them  on 
notice  of  their  potential  eligibility  for 
direct  funding. 

Three  commenters  recommended  that 
the  definition  of  "local  applicant"  in- 
clude non-profit  corporations,  consortia 
of  local  agencies,  and  other  community 
based  organizations.  There  may  be  many 
organizations  other  than  CAA's,  units  of 
general  purpose  local  government,  and 
Indian  tribal  councils  which  are  capa- 
ble of  establishing  and  operating  a 
weatherization  project.  H»wever.  FEA  is 
restricted  to  its  definition  of  local  appli- 
cant by  the  Act. 

P.  Administrative:  Requtrements — 
§  440.14 

Three  commenters  recommended  that 
the  final  rulemaking  should  provide  a 
right  of  appeal  for  a  CAA  which  applied 
for,  and  was  denied,  allocation  or  prior- 
ity funding.  FEA  is  concerned  that  per- 
mitting a  CAA  to  appeal  the  denial  of 
funding  to  a  Regional  Administrator 
could  unduly  delay  approval  of  a  State 
plan,  thereby  preventing  timely  distribu- 
tion of  funds'  to  other  sub-grantees.  Al- 
though the  final  rulemaking  does  not  per- 
mit a  CAA  to  appeal  a  denial  of  funding, 
final  }440.14'e>  requires  that  a  Gover- 
nor or  Regional  Administrator,  in  deter- 
mining whether  or  not  a  CAA's  emer- 
gency energy  conservation  program  has 
been  effective  in  meeting  the  purpose  of 
the  Act  or  has  the  capacity  to  support  a 
weatherization  project  of  the  scope  for 
which  the  grant  application  was  made, 
shall  consider  specific  factors.  These  fac- 
tors were  not  included  in  the  proposed 
regulation.  "Rie  regulation  now  requires 


FCOCRAL   WCISTEt,   VOL.    42,   NO.    105— WEDNESDAY,    JUNE    1,    1977 


RULES  AND   REGULATIONS 


27901 


that  the  Governor  or  Regional  Adminis- 
trator consider  the  extent  to  which  an 
existing  program  meets  its  goals,  the 
quality  of  work  performed,  and  the  num- 
ber, qualifications  and  experience  of  staff 
members.  This  will  provide  a  clearer  basis 
for  the  determination  without  delaying 
implementation  of  the  program. 

HEW  suggested  that  various  State 
agencies  dealmg  with  the  problems  of 
the  elderly  and  handicapped  should  be 
afforded  the  opportunity  to  review  and 
comment  on  proposed  State  plans.  FEA 
considers  this  suggestion  to  be  unwork- 
able In  light  of  applicable  time  con- 
straints. Furthermore,  the  Policy  Ad- 
visory Council's  <PAC's>  already  perform 
a  similar  function  to  that  identified  by 
the  commenter. 

Section  440.14  has  been  changed  in 
several  other  respects.  First,  the  notice 
provision  in  paragraph  'a)  specifically 
requires  a  State  to  give  not  less  than 
10  da>^  notice  reasonably  calculated  to 
inform  prospective  sub-grantees  that  a 
hearing  will  be  held.  Second,  subpara- 
graphs iQi  and  fH,>  have  been  added  to 
subparagraph  ( b  ><  l  >  and  require  a  final 
State  plan  to  include,  for  any  area  to  be 
served  by  a  weatherization  project,  esti- 
mates of  the  number  of  eligible  dwelling 
units  in  which  the  elderly  and  handi- 
capped reside.  Third,  subparagraph  (B> 
has  been  added  to  subparagraph  ibM2> 
and  requires  a  final  State  plan  to  Include 
an  explanation  of  the  method  used  to 
select  each  area  to  be  served  by  a 
weatherization  project.  Fourth,  subpara- 
graph (F)  has  been  redesignated  sub- 
paragraph (Hi  and  new  subparagraphs 
iF)  and  <G»  have  been  added  as  addi- 
tional submission  requirements  for  the 
plan.  Subparagraph  (F>  requires  a 
statement  of  the  amount  of  weatheriza- 
tion grant  fimds  allocated  to  a  State. 
Subparagraph  (G»  requires  an  estimate 
of  the  expected  average  cost  per  dwelling 
unit  to  be  weatherized.  These  changes 
facilitate  FEA's  review  of  the  plan. 

G.  Minimum  Program  Requirements — 
§  440.15 

The  final  rulemaking  expands  proposed 
§  440.15'a>  by  adding  subparagraph  (7) 
which  states  that  the  procedures  re- 
quired by  this  paragraph  shall  also  en- 
sure that  low- income  Native  Americans 
receive  benefits  equivalent  to  the  assist- 
ance provided  to  other  low-income  per- 
sons within  a  State  unless  the  applicant 
has  made  a  recommendation  in  accord- 
ance with  8  440.12(bi  (10 1. 

Subparagraph  <2>  has  been  added  to 
§  440.15(c)  to  require  that  a  PAC  shall 
be  responsive  to  the  needs  of,  and  in- 
clude a  person  who  represents.  Native 
Americans. 

H.  Allowable  Expenditures — ?  440  16 

1.  Labor  costs.  FEA  received  56  com- 
ments. Including  one  from  CSA.  three 
from  State  Governors,  10  from  represen- 
tatives of  State  agencies,  25  from  Com- 
munity Action  Agencies,  and  18  from 
other  interested  parties,  to  the  effect 
that  labor  should  be  an  allowable  ex- 
penditure imder  this  section  Thirteen 
commenters  suggested  that  if  a  grantee 


could  certify  and  document  bona  fide 
but  unsuccessful  attempts  to  secure  labor 
from  volunteers,  training  participants 
and  public  service  employment  workers, 
the  appropriate  State  PAC  should  be 
authorized  to  waive  the  restriction  on 
using  grant  funds  for  labor  After 
giving  lengthy  and  thorough  considera- 
tion to  the  many  comments,  FEA  has 
determined  not  to  adopt  this  suggestion 
ai  this  time  for  the  following  reasons: 
First,  the  Act  requires  that  funds  be 
applied  to  the  purchase  of  materials  to 
the  maximum  extent  practicable;  sec- 
ond, the  Act  requires  that  labor  be  pro- 
vided by  volunteers  and  CETA  workers 
to  the  maximum  extent  practicable: 
third,  the  Act  states  that  financial  assist- 
ance under  the  program  should  supple- 
ment, and  not  supplant.  State  or  local 
fimds  in  order  to  maximize  the  total 
amount  of  funding  available  for  weath- 
erization activities;  fourth,  allowing 
labor  costs  could  divert  funding  from 
weatherization  assistance  to  a  public 
employment  resource  and  manpower 
training  program.  While  this  latter  ob- 
jective may  be  independently  d'^sirable. 
the  Act  does  not  give  FEA  a  mandate  to 
incorporate  it  In  its  weatherization 
assistance  program. 

The  determination  to  prohibit  labor  as 
an  allowable  program  expenditure  was 
made  only  after  considerable  debate  and 
review.  This  determination  was  based  in 
pert  u{X)n  the  fact  that  neither  FEA  nor 
the  commenters  were  able  to  obtain  hard 
data  on  the  number  of  paid  workers 
needed  to  supplement  volunteers,  train- 
ing participants,  aiid  public  ser\ice  em- 
ployment workers,  or  firm  assurances 
that  adequate  CETA  positions  wixild  be 
made  available  to  support  FEA's  weath- 
erization program.  StUl,  the  projected 
availability  of  large  amounts  of  CETA 
funds  during  the  period  of  FEA's  weath- 
erization program  lends  compelling  sup- 
port to  the  position  that  States  will  have 
fully  adequate  funds  to  support  the  in- 
stallation of  the  weatherization  mate- 
rials purchased  under  this  regulati(5n. 
FEA  intends  to  monitor  this  situation 
closely  during  the  program  year.  If  FEA 
determines,  after  review  of  ongoing  pro- 
grams and  analysis  of  data  regarding 
the  adequacy  of  manpower,  that  suffi- 
cient volunteers,  training  participants, 
and  public  service  emoloyment  workers 
are  not  available  to  support  this  effort, 
FEA  will  reconsider  this  issue,  but  such 
reconsideration  will  necessarily  have  to 
include  a  review  of  how  States  used  their 
available  CETA  funds. 

Twenty-one  commenters  proposed  that 
if  labor  costs  are  disallowed  FEA  should, 
by  formal  agreement  with  DOL,  attempt 
to  ensure  the  availability  of  an  adequate 
supply  of  CETA  manpower  for  local 
weatherization  projects.  FEA  is  in  the 
process  of  developing  a  cooperative 
agreement  to  secure  coordination  with 
DOL. 

Ten  commenters  advocated  including 
costs  of  supervision  as  allowable  expend- 
itures. Proposed  5  440.16<b)  pro\nded 
that  expenses  incurred  for  supenisors 
or  foremen  are  allowable  as  administra- 


tive expenses,  and  this  provision  is  re- 
tained in  the  final  rulemaking 

2.  Installaiion  Coats.  FEA  received 
nine  comments  recommending  that  the 
purchase  price  of  weatherization  mate- 
rials installed  by  the  supplier  constitute 
an  allowable  expenditure  FTA  has  de- 
cided against  adopting  this  recommen- 
dation because  the  purchase  price  repre- 
sents an  expenditure  for  labor  to  the  ex- 
tent the  price  of  materials  includes  in- 
stallation costs. 

3.  Co5f  of  Weatherization  Materials 
Proposed  §440  16(ai  limited  allowable 
costs  for  weatherization  materials  to 
their  purchase  price  FOB  .  but  not  in- 
cluding mechanical  equipment  valued  In 
excess  of  fifty  dollars,  the  cost  of  trans- 
porting weatherization  materials,  in- 
cluding the  costs  of  maintaining,  operat- 
ing and  insuring  vehicles  U'^ed  to  trans- 
port materials,  but  excluding  the  costs 
of  purchasing  or  leasing  any  vehicles; 
and  taxes  Nineteen  commenters  ex- 
pressed the  view  that  transportation 
costs  should  include  expenditures  to  pur- 
chase and  lease  vehicles  FFA  has  deter- 
mined that  the  authorized  level  erf 
funding  for  this  program  would  be  over- 
burdened by  an  allowance  for  vehicle 
purchase  and  leasmg  costs. 

Six  commenters  suggested  that  FEA 
include  the  costs  of  transporting  work 
crews  as  allowable  expenditures.  FEA 
has  adi^ted  this  suggestion  and  has  made 
the  cost  of  transporting  work  crews  and 
tools  and  equipment  an  allowable  ex- 
penditure In  order  to  ensure  the  maxi- 
mum utilization  of  program  funds  for 
the  purchase  of  weatherization  materi- 
als. FEA  has  determined  that  there  must 
be  a  limit  placed  on  these  expenditures 
Since  the  Act  provides  that  the  Weather- 
ization Assistance  Program  is  to  be  co- 
ordinated with  other  Federal  programs, 
and  since  FEA  is  aware  that  the  ma.)ority 
of  the  weatherization  projects  receiving 
grant  funds  under  this  part  will  be  on- 
going programs,  FEA  has  determined 
that  funds  should  be  made  available  for 
transportation  principally  to  new  proj- 
ects which  require  start-up  money  After 
considering  the  limit  to  be  placed  on  the 
total  transportation  costs  within  a  State 
in  this  light.  FEA  has  set  a  maximum  of 
$7,500  of  a  States  all(x;ation  on  such  ex- 
penditures. This  limitation  is  contained 
m  $  440  16  a)  i2>. 

Seven  commenters  recom.mended  that 
essential  storage  and  in.surance  costs  con- 
stitute allowable  expenditures.  FEA  will 
not  allow  these  costs  In  order  to  maxi- 
mize the  funding  available  to  purchase 
weatherization  materials  However,  FEA 
has  amended  J  440  16ib>  to  provide  that 
allowable  administrative  expenditures 
may  include  the  costs  of  liability  insur- 
ance for  personal  Injurj'  and  property 
damage  for  a  weatherization  project 

FEA  received  45  comments  urging  that 
reasonable  costs  of  tools  and  equipment 
necessar>'  to  the  installation  of  weatheri- 
zation materials  constitute  allowable  ex- 
pen<iitures.  FEA  agrees  that  for  many 
weatherization  projects,  primarily  new 
projects,  these  expenses  will  be  essential. 
In  order  to  maximize  the  expenditure  of 
grant  funds  for  the  purchase  of  weather- 
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ization  materials,  while  at  the  same  time 
allowing  start-up  costs  for  new  projects. 
FEA  has  determmed  that  a  limit  must  be 
placed  on  expenditures  for  tools  and 
equipment.  Accordingly.  §440  16aii3i 
of  the  final  rulemaking  provides  that  to- 
tal allowable  expenditures  include  tools 
and  equipment  not  in  excess  of  $50  {ler 
Item  and  a  total  of  $5000  or  1  percent  of 
a  State's  allocation,  whichever  is  less. 

To  Implement  the  restriction  on  these 
expenditures.  FELA.  now  requires  the 
budget  submitted  wjth  Uie  application  to 
state  the  amount  of  expenditures  ac- 
companied by  an  explanation  and  jus- 
tification. Accordingly,  an  applicant 
must  anticipate  and  project  its  require- 
ments with  respect  to  transportation 
costs,  vehicle  repairs  and  insurance,  and 
tools  and  equipment  In  its  application. 

Ten  commenters  recommended  al- 
lowing the  costs  of  purchasing  high  ef- 
ficiency or  alternate  fuel  heating  imits. 
FEA  will  not  allow  this  expenditure  be- 
cause of  the  statutory  prohibition  on 
mechanical  equipment  in  excess  of  $50. 

Ten  commenters  suggested  that  the 
costs  of  cleaning  or  repairing  heating 
and  cooling  sources  should  constitute  al- 
lowable expenditures.  FEA  will  not  allow 
these  expenses  in  order  to  maximize  the 
amount  of  funds  used  to  purchase 
weatherization  materials.  Moreover,  the 
cleanmg  of  heating  and  cooling  sources, 
such  as  replacing  an  air  filter,  is  only 
a  short  term  energy  conservation  meas- 
ure. Finally,  the  repair  of  heating  and 
cooling  sources  entails  a  greater  level 
of  skill  than  can  reasonably  he  expected 
from  volunteers  or  public  service  em- 
ployment workers 

HEW  commented  that  dam.age  to  a 
dwelling  unit  caused  by  fire  or  other 
events  bevond  a  resident's  control  should 
justify  providing  weatherization  assist- 
ance to  a  family  unit  a  second  time.  FEA 
agrees  with  this  recommendation  and 
has  modified  5  440  16'ci  to  provide  an 
exception  to  the  proposed  rulemaking's 
restriction  on  the  use  of  grant  funds  to 
weatherize  a  dwelling  unit  that  had  pre- 
viously been  weatherized  with  fuiids  au- 
thorized under  the  Act,  Under  the  final 
regulation,  the  restriction  will  not  apply 
If  the  dwelling  unit  has  been  damaged 
as  a  result  of  fire,  flood  or  other  act  of 
God  and  the  cost  of  repairuig  the  dam- 
age to  weatherization  materials  is  not 
paid  for  by  insurance  coverage. 

4  Administrative  Costs.  Forty-one 
commenters  considered  that  the  10  per- 
cent allowance  for  administrative  costs 
was  insufficient  because,  among  other 
reasons,  grantees  are  required  to  audit 
annually,  and  monitor  pt'riodicallv.  local 
projects:  grantees  are  accountable  for 
their  sub-grantees'  noncompliance;  and 
both  grantees  and  sub-grantees  have 
recordkeeping  and  reporting  require- 
ments. Because  the  Act  -directs  FEA  to 
confine  the  allowance  for  administra- 
tive costs  to  10  percent  of  a  grant.  FEA 
is  unable  to  mcorporale  these  sugges- 
tions 

Six  commenters  recommended  that 
local  projects  be  entitled  to  the  full  10 
percent  allowance  and  that  an  additional 
10    percent   should   be   allowed   for   the 


State's  administrative  budget.  Two  other 
commenters  stressed  the  importance  of 
ensuring  that  sub-grantees  would  receive 
at  least  some  portion  of  the  10  percent 
administrative  budget.  FEA  wishes  to 
preserve  each  grantee's  flexibility  to  es- 
tablish an  optimal  administrative  budget 
in  light  of  local  needs  and  opportiuiities 
and  therefore  has  not  adopted  these 
recommendations. 

I.  Stand.'Krds  for  'Weatherization— 
5  440.17 

The  standards  for  weatherization  ma- 
terials and  energy  conservation  tech- 
niques are  prescribed  in  §  440.17.  With 
respect  to  standards  for  weatherization 
materials,  one  commenter  st-ated  that 
plastic  sheeting  should  not  be  used  as 
a  storm  window.  FEA  finds  no  justifica- 
tion at  this  time  for  prohibiting  its  use 
if  it  meets  or  exceeds  the  standards  in 
Appendix  A  and  if  a  grantee  finds  it  cost- 
effective. 

Two  other  commenters  identified  a 
more  serious  problem.  One  stated  that 
urea-formaldehyde  foam  should  be  ex- 
cluded because  it  may  generate  toxic 
fumes.  Another  recommended  the  use  of 
a  low-tec  solar  panel.  In  proposed 
5  440.17,  FEA  permitted  the  use  of 
weatherization  materials  for  which  it 
had  prescribed  no  standard.  FEA  believes 
that  this  does  not  meet  its  statutory 
obligation  to  prescribe  standards  under 
the  Act.  Moreover.  FEA  seeks  to  preclude 
the  use  of  weatherization  materials  which 
may  be  hazardous.  Finally,  a  weatheriza- 
tion project  should  be  required  to  use 
weatherization  materials  which  have 
been  demonstrated  to  be  cost-effective 
and  of  reliable  quality. 

Accordingly.  §  440.17(a)  now  provides 
that  a  weatherization  project  may  only 
u.se  weatherization  materials  for  which 
standards  have  been  prescribed  by  FEA. 
However,  FEA  may  approve  the  use  of  a 
weatherization  material  not  listed  in  Ap- 
pendix A  of  the  regulation  at  the  request 
of  a  grantee  or  sub-grantee.  In  consid- 
ering such  a  request,  FEA  will  evaluate 
the  extent  to  which  the  use  of  the  mate- 
rial will  achieve  a  balance  of  a  healthful 
dwelling  environment  and  maximum 
practicable  energy  conservation.  Fur- 
thermore, where  appropriate  FEA  will 
coordinate  its  evaluation  with  the  De- 
partments of  Housing  and  Urban  Devel- 
opment and  Health,  Education,  and  Wel- 
fare and  the  National  Bureau  of 
Standards 

With  respect  to  approaches  to  weath- 
erization, including  energy  conservation 
techniques,  22  comments  were  received. 

Five  commenters  recommended  that 
each  PAC  be  responsible  for  recommend- 
ing a  system  for  inspection  of  completed 
work  that  will  ensure; 

CD  That  the  principles  of  a  balanced  com- 
bination of  energy  conserving  improvements 
a.s  set  forth  in  the  CSA  Community  Planning 
CJulde  have  been  adhered  to; 

.  2 1  That  Infiltration  problems  hare  been 
dealt  with; 

I  3)  That  Insulation  materials  meet  mini- 
mum Federal  standards  of  effectiveness; 
and 

(4i  That  quality  of  workmanship  has 
been  maintained  in  accordance  with  stand- 


ards described  on  pages  27-29  of  the  Com- 
munity Planning  Guide. 

Another  commenter  stated  that  the 
"balanced  combination"  approach 
causes  problems  in  planning  and  that 
one  should  proceed  "normally"  with 
stopping  cold  air  Infiltration  and  with 
the  use  of  attic  Insulation.  Two  addi- 
tional commenters  suggested  that  the 
regulation  should  encourage  the  great- 
est overall  energy  savings  per  dollar 
spent  rather  than  the  optimal  weatheri- 
zation of  homes. 

Six  commenters  stated  that  the  Proj- 
ect Retro-Tech  manual  Is  too  limited  in 
its  coverage  of  the  techniques  of  weath- 
erlzlng  single-family  homes,  is  appli- 
cable only  to  standard  construction  and 
does  not  cover  &11  types  of  work  neces- 
sary to  properly ,  weatherize  a  dwelling 

After  full  consideration  of  these  com- 
ments, FEA  continues  to  believe  that 
Project  Retro-Tech,  at  this  tlm.e.  Is  the 
clearest  procedure  available  to  carry  out 
effective  weatherization  work.  However, 
since  FEA  wishes  to  encourage  local  ini- 
tiative, while  at  the  same  time  discharg- 
ing Its  statutory  obligation  to  prescribe 
standards  for  weatherization  techniques, 
FEA  will  follow  the  approach  of  pro- 
posed S  440.17(b)  and  will  permit  a 
grantee  to  use  alternate  techniques  ap- 
proved by  the  Regional  Administrator  If 
the  alternate  approach  meets  or  exceeds 
Project  Retro-Tech.  In  considering  such 
a  request,  the  Regional  Administrator 
will  use  the  evaluation  criteria  stated 
above  for  unlisted  weatherization  mate- 
rials. 

These  exceptions  for  weatherization 
materials  and  energy  conservation  tech- 
niques will  be  made  on  a  case-by-case 
basis.  FEA  will  consider  altering  its 
standards,  by  rule,  as  appropriate,  based 
upon  experience  with  the  program. 

J.  Eligible  Dwelling  Units — §  440.18 

Forty  comments  were  received  criticiz- 
ing FEA's  restrictive  Income  eligibility 
criteria.  The  overwhelming  concerns 
were : 

1.  The  "near  p)oor"  and  "working  poor" 
are  In  great  need  of  weatherization  assist- 
ance and  the  program  ignores  this  segment 
of  the  population;  and 

2.  Different  Income  eligibility  criteria 
cause  confusion  at  the  local  level 

The  definition  of  "low-lncom«^is  pro- 
vided by  the  Act  and  cannot  be  changed 
without  legislative  amendment.  Accord- 
ingly, FEA  has  retained  the  criteria  pre- 
scribed In  the  proposal. 

K.  Administrative  Review — §  440.30 

This  appeal  procedure  applies  only  to 
a  State  or  eligible  local  applicant  but 
not  to  a  sub-grantee,  such  as  a  CAA. 
For  example,  the  regulations  do  not  pro- 
vide an  appeal  right  for  a  CAA  which 
has  applied  as  a  sub-grantee  and  which 
has  been  denied  an  allocation  or  prior- 
ity in  accordance  with  the  requirements 
of  this  part.  One  commenter  recom- 
mended a  preliminary  hearing  but  FEA 
believes  this  would  only  complicate  and 
delay  the  funding  process. 

FEA  has  revised  proposed  §  440.30  to 
provide    greater    clarity.    The    changes 
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were  necessary,  in  part,  to  apply  the 
review  process  to  a  situation  where  the 
Regional  Administrator  intends  to  deny 
funding  to  a  local  applicant  whose  ap- 
plication meets  the  requirements  of  this 
part.  For  example,  two  local  applicants 
may  submit  applications  that  comply 
with  the  regulation  to  conduct  weather- 
ization projects  in  the  same  area.  In  this 
situation,  neither  party  needs  *to  correct 
Its  apphcation  but  the  Regional  Admin- 
istrator must  choose  one  or  the  other. 
In  this  event,  the  Regional  Administra- 
tor's Intent  to  deny  one  of  the  two  apph- 
catlons  will  be  subject  to  the  review 
process.  A  similar  situation  arises  wTiere 
the  level  of  funding  precludes  a  grant 
award  to  all  local  applicants. 

L.  Technical  Assistance 

Section  416  of  the  Act  authorizes  FEA 
to  use  up  to  10  percent  of  the  suir.s  ap- 
propriated for  FEA's  weatherization 
program  In  any  fiscal  year  to  provide 
technical  assistance  to  a  weatherization 
project.  Two  commenters  recommended 
that  FEA  provide  such  technical  assist- 
ance However.  FEA  has  decided  not  to 
exercise  this  authority  in  order  to  maxi- 
mize use  of  funds  for  actual  weather- 
ization work.  FEA  intends,  however,  to 
provide  as  much  necessary  technical  as- 
sistance as  It  can,  utilizing  whatever  ex- 
isting staff  and  resources  may  appropri- 
ately be  devoted  to  this  task. 

The  proposed  regulation  was  reviewed 
in  accordance  with  Executive  Order 
11821  and  OMB  Circular  A-107  issued 
November  7,  1974.  by  Executive  Order 
11949  and  has  been  determined  not  to 
be  a  major  proposal  requiring  an  evalu- 
ation of  Its  inflationary  Impact. 

(Part  A  of  Title  TV  of  the  Energy  Conserva- 
tion and  Production  Act.  Pub  L  94-385. 
90  Stat.  1125  (42  U.S.C.  6326 1;  Federal  En- 
ergy Administration  Act  of  1974.  as  amended. 
Pub.  L.  93-275,  15  U.S.C.  761;  Executive  Or- 
der 11790,  39  FR  23185.1 

In  consideration  of  the  foregoing. 
Part  420  of  Chapter  II  of  Title  10  of  the 
Code  of  F'ederal  Regulations  Is  amended 
as  set  forth  below,  effective  immediately. 

Issued  in  Washington,  D.C..  May  25, 

1977. 

Eric  J.  Fygi, 
Acting  General  Counsel. 
Federal  Energy  Administration. 

Subchapter  D.  Chapter  n  of  Title  10, 
Code  of  Federal  Regulations,  is  amended 
by  establishing  Part  440  as  follows: 

S^c 

440  1  Purpose  and  scope. 

440  2  Administration  of  grants. 

440  3  Definitions. 

440  10  Allocation  of  funds 

440.11  Native  Americans 

♦40.12  State  applications 

440  13  Local  applications. 

440.14  Administrative  requirements. 

440  15  Minimum  program  requirements. 

440.16  Allowable  expenditures 

440  17  Standards  for  weatherization. 

440  18  Eligible  dwelling  unite. 

440  20  Oversight  responsibility. 

440  21  Recordkeeping 

440  22  Quarterlv  rerwrts. 

440.30  Administrative  review. 


ArTHCWiTT:  Part  A  of  Title  IV  of  the 
Energy  Conservation  and  Production  Act. 
Pub.  L  »4-385.  90  Stat  1126  1 42  U  S.C. 
6326 1 ;  Federal  Energy  Administration  Act  of 
1974.  as  amended.  Pub  L  93-275.  15  U.S.C. 
761;  E.O.  11790.  39  FR  23183 

§  440.1      Purpose  and  s<-ope. 

This  part  contains  the  regulations 
adopted  by  the  Federal  Energy  Adminis- 
tration to  carry  out  a  program  of 
weatherization  assistance  for  low-in- 
come persons  established  by  Part  A.  42 
U.S.C.  6861-6872.  of  Title  IV  of  the  En- 
ergy Conservation  and  Production  Act. 
Pub.  L.  94-385,  90  Stat.  1125  et  seq. 

§  440.2      .Admini-tralion  of  prant*. 

(a*  Grant  awards  under  this  part 
shall  be  administered  in  accordance  with 
the  followmg — 

1 1 '  Federal  Management  Circular  73- 
2.  34  CFR  251.  entitled  "Audit  on  Fed- 
eral Operations  and  Programs  by  Execu- 
tive Branch  Agencies:  " 

1 2 1  Federal  Management  Circular  74- 
4.  34  CFR  255.  entitled  "Cost  Principles 
Apphcable  to  Grants  and  Contracts  with 
State  and  Local  Governments;" 

( 3  I  Federal  Management  Circular  74- 
7.  34  CFR  256.  entitled  "Uniform  Admin- 
Lstrative  Requirement:;  for  Grants-in- 
Aid  to  State  and  Local  Governments:" 

( 4 1  OfQce  of  Management  and  Budget 
Circular  A-89.  entitled  "Catalog  of  Fed- 
eral Domestic  Assistance;" 

( 5 1  Office  of  Management  and  Budget 
Circular  A-95.  entitled  "Evaluation.  Re- 
view and  Coordination  of  Federal  and 
Federally  Assisted  Programs  and  Proj- 
ects;" 

i6i  Office  of  Management  and  Budget 
Circular  A-97.  enUtled  "Rules  and  Regu- 
lations Permitting  Federal  Agencies  to 
Provide  Specialized  or  Technical  Services 
to  State  and  Local  Units  of  Government 
under  Title  III  of  the  Intergovernmental 
Coordination  Act  of  1968;" 

(7i  Treasurv-  Circular  1082.  entitled 
"Notification  to  States  of  Grant-in-Aid 

Information;"  and 

(8)   Such  procedures  applicable  to  this 

part  as  FEA  may  from  time  to  time  pre- 
scribe for  the  administration  of  grants, 
lb'  Tools  and  equipment  acquired 
with  grant  fimds  provided  under  this 
part  shall  be  the  property  of  the  grantee. 
as  more  particularly  provided  for  by 
paragraph  la)  i3»  of  this  section. 

§  44fl.3      Definitions. 

.As  used  in  this  part — 

"Act"  means  the  Energy  Con.ser%ation 
and  Production  Act,  Pub.  L.  94-385.  90 
Stat.  1125  et  seq. 

"Administrator"  means  the  Adminis- 
trator of  the  Federal  Energy  Adminis- 
tration. 

"CAA"  means  a  Community  Action 
Agency. 

"CETA"  means  the  Comprehensive 
Employment  and  Training  Act  of  1973, 
42  use.  2781  etseq 

"Communitv  Action  Agenrv'  means 
a  private  corporation  or  public  agency 
established  pursuant  to  the  Economic 
Opportunitv  Act  of  1964.  Pub.  L.  88-452. 
which  is  authorized  to  administer  funds 
received  from  Federal.  State,  local  or 


private  funding  entities  to  a«:ses.''  design, 
operate,  finance  and  oversee  antipoverty 
programs. 

"Cooling  degree  days"  means  a  popu- 
lation-weighted annual  average  of  the 
climatological  cooling  degree  davs  for 
each  weather  station  withm  a  State,  as 
determined  bv  FEA 

"Cosmetic  iten-i5  "  means  items  which, 
when  installed,  will  not  reduce  energy 
costs  m  a  cost-effective  manner.  Includ- 
ing, but  not  hmited  to  finishes,  decora- 
tive fenestration  matenals  and  eleva- 
tion materials  such  as  aluminum  siding, 
board  and  bar  clapboard,  brick,  shakes. 
or  a^sphalt  siding. 

"EWrector"  means  the  Director  of  the 
Communitv  Sennces  Administration. 

"Dwelling  unit "  means  a  house.  Includ- 
ing a  stationary  mobile  home,  an  apart- 
ment, a  group  of  rooms,  or  a  single  room 
occupied  as  separate  Ihing  quarters. 

"Elderly  Person  "  means  a  person  who 
is  60  years  of  age  or  older 

"Eligible  State"  means  any  of  the 
forty-eight  contiguous  States,  Alaska,  or 
-the  District  of  Columbia. 

•FEA'  means  the  Federal  Energy  Ad- 
ministration. 

"Family  unit"  means  all  persons  living 
together  in  a  dwelling  unit. 

"Governor'"  means  the  chief  executive 
officer  of  a  State,  including  the  Mayor 
of  the  District  of  Columbia. 

"Grantee"  means  the  State  or  other 
entity  named  in  the  Notification  of  Grant 
Award  as  the  recipient 

"Handicapped  person"  means  any  In- 
dividual '3'  who  is  a  handicapped  indi- 
vidual as  defined  in  section  7(6»  of  the 
Rehabilitation  Act  of  1973,  (b)  who  is 
under  a  disability  as  defined  in  section 
1614<ai  '31  'At  or  223 'd'  '1'  of  the  Social 
Security  Act  or  in  section  102' 7)  of  the 
Developmental  Disabilities^  Services  and 
Facilities  Construction  Act,  or  <c>  who 
Is  receiving  benefit^  under  chapter  11  or 
15  of  Title  38.  United  States  Code 

"Heating  degree  days"  means  a  popu- 
lation-weiehted  seasonal  average  of  the 
clim.atolopical  heating  degree  days  for 
each  weather  station  within  a  State,  as 
determined  by  F^A 

"Heating  or  cooling  source"  means  a 
device  the  operation  of  which  can  raise 
or  lower  temperatures  wnthln  a  dwelling 
unit  as  part  of  the  permanent  heating, 
ventilating  and  air  conditioning  system 
installed  m  the  dwelling  unit.  Including 
but  not  limited  to  furnaces,  heat  pumps, 
stoves,  boilers,  heaters,  fireplaces,  air 
conditioners,  fans,  and  solar  devices. 

"'Indian  tribe'"  means  any  tribe,  band, 
nation  or  other  organized  group  or  com- 
munitv of  Native  Americans,  Including 
anv  Alaska  native  village,  or  regional  or 
village  corporation  as  defined  in  or  es- 
tablished pursuant  to  the  Alaska  Native 
Claims  Settlement  Act.  Pub.  L  92-203; 
85  Slat.  688.  which  'ai  is  recognized  as 
eligible  for  the  special  programs  and 
services  provided  by  the  United  States  to 
Native  Americans  because  of  their  status 
as  Native  Americans;  or  'b>  is  located 
on.  or  m  proximity  to.  a  Federal  or  State 
reservation  cr  rancheria. 

•Local    applicant"    means   a   CAA   or 
unit  of  general  purpose  local  government. 


FEDERAL  REGISTEt,   VOL   42,   NO.    105— WEDNESDAY,   JUNE   1     1977 


2790-1 


RULES   AND   REGULATIONS 


■  Low-income"  means  that  income  in 
relation  to  family  size  which  ia>  is  at  or 
below  the  poverty  level  determined  in  ac- 
cordance with  criteria  established  by  the 
Director  of  the  Office  of  Management 
and  Budget,  or  'b*  is  the  basis  on  which 
cash  assistance  payments  have  been  paid 
during  the  preceding  12  month  period 
under  Titles  IV  and  XVI  of  the  Social 
Security  Act  or  applicable  State  or  local 
law 

"Mechanical  equipment"  means  a  con- 
trol device  or  apparatus  which  is  pri- 
marily designed  to  improve  the  heating 
or  cooling  efBciency  of  a  dwelling  unit, 
and  which  will  be  permanently  affixed 
to  an  existing  heating  or  cooling  source, 
Including  but  not  limited  to  a  flue 
damper,  clock  thermostat,  filter,  or  re- 
placement limit  switches. 

'Multi-family  dwelling  unit"  means  a 
dwelling  unit  which  is  located  in  a  struc- 
ture containing  more  than  one  dwelling 
unit, 

"Native  Amenran"  means  a  person 
who  IS  a  member  of  an  Indian  tribe. 

"Number  of  low-income,  owner- 
occupied  dwelling  unit-s  in  the  State" 
means  the  number  of  such  dwelling  units 
In  a  State,  as  determined  by  FEA. 

Number  of  low-income,  renter-occu- 
pied dwelling  units  In  the  State"  means 
the  number  of  such  dwelling  units  in  a 
State,  as  d-^termined  by  FEA. 

"Percentage  of  total  residential  energj- 
used  for  space  c::oling"  means  the  na- 
tional percentage  of  total  enersv  used  for 
space  cooling,  as  determined  bv  FEA 

"Percentage  of  total  residential  energy 
u.sed  for  space  heatine"  means  the  na- 
tional percentage  of  total  energy  u'^ed  for 
space  heating,  as  determined  bv  FE.'V 

"Retrional  Administrator"  means  a  Re- 
gional Administrator  of  the  Federal  En- 
ergy- .^dmini.'^tration. 

"Rental  dwelling  unit"  means  a  dwell- 
ing unit  occupied  by  a  person  who  pays 
rent  for  the  use  of  the  dwellmg  unit. 

"Separate  living  quarters"  are  those  in 
which  the  CK-cupant-s  do  not  live  and  eat 
with  any  other  persons  in  the  structure 
iin'"'  V, hich  have  either  'ai  direct  access 
from  the  out'Jide  of  the  building  or 
through  a  common  hall,  or  ibi  complete 
kit.-hen  facilities  for  the  exclusive  use  of 
the  occupants.  The  occupants  may  be  a 
single  family,  one  person  living  alone, 
two  or  more  families  living  together,  or' 
any  other  group  of  related  or  unrelated 
persons  who  share  living  arrangements 

"Sinele-family  dwelling  unit"  means 
a  structure  containing  no  more  than  one 
dwelling  unit 

"State"  means  each  of  the  States  and 
the  Di=;trict  of  Columbia 

"Sub-grantee"  me^ns  a  weatherization 
project  which  receives  a  granr  of  funds 
awarded  under  this  part  from  a  grantee. 

"Tribal  organization"  means  the  rec- 
ognized governing  body  of  any  Indian 
tnbe.  or  anv  legallv  established  orga- 
nization of  Native  Americans  which  is 
controlled,  .sanctioned,  or  chartered  by 
such  governing  body. 

"Unit  of  general  purpase  local  govern- 
ment" means  anv  citv.  countv.  town,  par- 
ish, village,  or  other  general  purpose  po- 
litical subdivision  of  a  State. 


"Weatherization  project"  means  a 
project  conducted  in  a  single  geograph- 
ical area  which  undertakes  to  weatherize 
dwelling  units  that  are  thermally  in- 
efBclent. 

"Weatherization  materials"  means 
items  intended  primarily  to  improve  the 
heating  or  cooling  efficiency  of  a  dwell- 
ing unit  including,  but  not  limited  to, 
ceiling,  wall,  floor  and  duct  insulation, 
vapor  barriers,  storm  windows  and  doors, 
and  caulking  and  weatherstripping,  but 
not  including  mechanical  equipment  val- 
ued in  excess  of  $50  per  dwelling  unit. 

§  440. 10      All.K-ation  «>f  funds. 

ia»  FEA  shall  provide  financial  as- 
sistance, from  sums  appropriated  for  any 
fiscal  year,  only  upon  annual  applica- 
tion 

(b'  FEA  shall  determine  the  alloca- 
tion for  each  State  as  follows — 

<  1 1  The  first  five  nullion  dollars  ap- 
propriated shall  be  divided  equally 
among  the  eligible  States;  an  additional 
one  hundred  thousand  dollars  shall  be 
allocated  to  Alaska. 

i2>  The  percentage  of  the  remaining 
available  funds  allocated  to  each  eligi- 
ble State  shall  be  determined  by  the  fol- 
lowing formula — 

I  i  I  The  square  of  the  number  of  heat- 
ing degree-days  in  a  State  multiplied  by 
the  percentage  of  total  residential  en- 
ergy used  for  space  heating; 

iii>  Plus  the  square  of  the  number  of 
cooling  degree-days  in  the  State  multi- 
plied by  the  percentage  of  total  residen- 
tial energy  used  for  sjjace  cooling; 

(ill I  Multiplied  by  the  sum  of  the 
number  of  low-income,  owner-occupied 
dwelling  units  in  the  State  and  one-half 
of  the  number  of  low-income,  renter- 
occupied  dwelling  imits  in  the  State; 

livi  Divided  by  the  sum  of  the  result 
produced  for  all  States  by  the  computa- 
tion outlined  in  subparagraphs  (i).  (11), 
and  ( iii  i  of  this  paragraph ;  and 

<v>   Multiplied  by  100. 

ic»  The  Administrator  shall  notify 
each  eligible  State  of  the  amount  of 
grant  funds  for  which  that  State  is  eli- 
gible to  apply 

§  440. 1 1      Nalivc  .Americans. 

fa'  Notwithstanding  any  other  provi- 
sion of  this  part,  the  Regional  Adminis- 
.  trator  may  determine,  after  taking  into 
account  the  amount  of  funds  made  avail- 
able to  a  State  to  carry  out  the  iJurposes 
of  this  part,  that — 

•  1)  The  low-income  members  of  an 
Indian  tribe  are  not  receiving  benefits 
tmder  thLs  part  equivalent  to  the  assist- 
ance provided  to  other  low-income  per- 
sons in  the  State  under  this  part,  and 

<  2»  The  members  of  such  tribe  would 
be  better  served  by  means  of  a  grant 
made  directly  to  provide  such  assistance. 

ib»  In  any  State  for  which  the  Re- 
gional Administrator  shall  have  made  the 
determination  referred  to  in  paragraph 
I  a  I  of  this  section,  the  Regional  Adminis- 
trator shall  reserve  from  the  sums  that 
would  otherwise  be  allocated  to  the  State 
under  this  part  not  less  than  100  percent, 
nor  more  than  150  percent,  of  ,an  amount 
which  bears  the  same  ratio  to  the  State's 


allocation  for  the  fiscal  year  involved  as 
the  population  of  all  low-income  Native 
Americans  for  whom  a  determination 
under  paragraph  (a)  of  this  section  has 
been  made  bears  to  the  population  of  all 
low-income  persoris  in  the  State. 

<c)  The  Regional  Administrator  shall 
make  the  determination  prescribed  in 
paragraph  'a)  of  this  section  in  the 
event  a  State  shall — 

(1)  Not  apply  within  the  90  day  time 
period  prescribed  In  §  440.14ia»  (2) , 

(2)  Recommend  that  direct  grants  be 
made  for  low-income  members  of  an  In- 
dian tribe  as  provided  in  §  440.12  ib)  UO), 

(3)  File  an  application  which  F^A 
determines.  In  accordance  with  the 
procedures  in  §  440.30.  not  to  make  ade- 
quate provision  for  the  low-income  mem- 
bers of  an  Indian  tribe  residing  in  the 
State,  or 

(4)  Have  received  grant  funds,  and 
FEA  determines,  in  accordance  with  the 
procedures  in  §  440.30.  that  the  State 
has  failed  to  implement  the  procedures 
required  by  §  440.15ia>  (7) . 

( d )  Any  sums  reserved  by  the  Regional 
Administrator  pursuant  to  paragraph 
(b)  of  this  section  shall  be  granted  to  the 
tribal  organization  serving  the  individ- 
uals for  whom  the  determination  has 
been  made,  or  where  there  is  no  tribal 
organization,  to  such  other  entity  as  the 
Regional  Administrator  determines  is 
able  to  provide  adequate  weatherization 
assistance  pursuant  to  this  part.  Where 
-the  Regional  Administrator  intends  to 
make  a  grant  to  an  organization  to  per- 
form services  benefiting  more  than  one 
Indian  tribe,  the  approval  of  each  Indian 
tribe  shall  be  a  prerequisite  for  the  issu- 
ance of  a  notice  of  grant  award. 

(e)  Within  30  days  after  the  Regional 
Administrator  has  reserved  fimds  pursu- 
ant to  paragraph  ib>  of  this  section,  the 
Regional  Administrator  shall  give  writ- 
ten notice  to  the  tribal  organization  or 
other  qualified  entity  of  the  amount  of 
fimcls  reserved  and  its  eligibility  to  apply 
therefor. 

(f)  Such  tribal  organizaticwi  or  other 
qualified  entity  shall  thereafter  be 
treated  as  a  unit  of  general  purpose  local 
government  eligible  to  apply  for  funds 
hereimder,  poirsuant  to  the  provisions  of 
5  440.13. 

§  440.12      State  applirations. 

(a)  To  be  eligible  for  financial  assist- 
ance under  this  part,  a  State  shall  sub-, 
mit  an  application  to  FEA  in  conformity 
with  the  requirements  of  §  440.15  not 
later  than  90  days  after  the  date  of  pub- 
lication of  this  part.  The  Regional  Ad- 
ministrator shall  review  each  timely 
State  application  and.  if  the  submission 
otherwise  complies  with  the  applicable 
provisions  of  this  part,  approve  a  final 
budget  and  issue  a  notice  of  grant  award. 

(b)  Each  application  shall  include — 

(1)  The  name  and  address  of  the  State 
agency  or  office  responsible  for  admin- 
istering the  program; 

(2)  A  copy  of  the  final  State  plan  pre- 
pared after  notice  and  a  public  hearing 
in  accordance  with  §440.14(a>,  except 
that  an  application  by  a  local  applicant 
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need  not  include  a  copy  of  the  final  State 
plan; 

i3 1  A  detailed  description  of  the  man- 
ner in  which  the  minimum  program  re- 
quirements of  §  440.15  will  be  met: 

(4)  The  budget  for  total  funds  applied 
for  under  ihe  Act  which  shall  mclude  a 
justification  and  explanation  of  any 
amounts  requested  for  expenditure  pur- 
suant to  §  440.16' a  i  (2)  or (31. 

1 5 )  The  total  number  of  dwelling  units 
proposed  to  be  weatherized  with  grant 
funds  during  the  budget  period  for  which 
assistance  is  to  be  awarded; 

(6)  A  schedule  for  implementation 
which  shall  indicate  the  number  of 
dwelling  uniis  which  are  expected  to  be 
weatherized  by  calendar  quarter; 

(7)  An  estimate  of  the  number  of 
single-family  and  multi-family  dwelling 
units  to  be  weatherized; 

(8)  An  estimate  of  the  minimum  num- 
ber of  dwelUng  units  to  be  weatherized 
where  elderly  persons  reside; 

( 9 )  An  estimate  of  the  minimum  num- 
ber of  dwelling  uniU  to  be  weatherized 
where  handicapped  persons  reside; 

(10)  An  estimate  of  the  minimum 
number  of  dwelling  units  to  be  weather- 
ized where  Native  Americans  reside,  or 
a  recommendation  that  a  tribal  organi- 
zation be  treated  as  a  local  applicant 
eligible  to  submit  an  application  pursu- 
ant to  §  440.12tb)  ; 

(11)  An  estimate  by  percentage  of  the 
Federal  manpower  programs,  volunteer 
labor  programs  or  other  labor  sources 
to  be  used  in  implementing  each  pro- 
posed weatherization  project; 

(121  Any  determination  made  in  ac- 
cordance with  §  440  14id>  not  to  provide 
funds  and  the  reasons  for  such  determi- 
nation, except  that  an  application  by  a 
locEil  applicant  need  not  include  this 
Information ;   and 

(13 1  Any  further  information  which 
the  Administrator  finds  necessarj^  to  de- 
termine whether  afl  application  meets 
the  requirements  of  this  part. 

§  440.13      Loral  applirations. 

I  a)  The  Regional  Administrator  shall 
give  written  notice  to  all  local  applicants 
throughout  a  State  of  their  eligibility  to 
apply  for  financial  assistance  under  this 
part  in  the  event^ — 

( 1 )  A  State,  within  which  a  local  ap- 
plicant is  situated,  fails  to  submit  an  ap- 
plication within  90  days  of  the  publica- 
tion of  this  part;  or 

(2)  The  Regional  Administrator  finally 
disapproves  the  application  of  a  State 
pursuant  to  ?  440.30  of  this  part. 

lb  I  To  be  eligible  for  financial  as.sist- 
ance.  a  local  applicant  shall  submit  an 
application  pursuant  to  §  440.12(b)  to 
the  Regional  Adminisirator  within  30 
days  after  receiving  the  notice  referred 
to  in  paragraph  (a)  of  this  section. 

'C »  In  the  event  one  or  more  local  ap- 
plicants submit  a  tmiely  application,  th? 
Regional  Administrator  shall  combme 
the  hearing  on  the  proposed  plan  pur- 
suant to  5  440.14' a)  with  a  hearing  on 
the  intention  to  deny  the  timely  appli- 
cation of  one  or  more  local  applicants. 
as  provided  in  §  440.30.  to  the  maximum 


extent  practicable.  Based  upon  the  final 
plan  developed  by  the  Regional  .Adminis- 
trator, the  hearing  and  information  sub- 
mitted by  a  local  applicant  and  otlier  in- 
terested persons,  the  Regional  Adminis- 
trator shall  determine  whether  or  not  to 
award  a  grant  to  a  local  applicant  and 
the  amount  thereof  The  Regional  Ad- 
ministrator may  provide  financial  as- 
sistance to  a  local  applicant  to  carry  out 
one  or  more  v.-eatherizatlon  projects. 

§  440.14      .4dmini."trative  requiremrnu. 

(a I  Before  submitting  an  application, 
a  State  shall  give  not  less  than  10  days 
notice  of  hearing,  reasonably  calculated 
to  inform  prospective  sub-grantees,  and 
shall  conduct  one  or  more  public  hear- 
ings for  the  purpose  of  receiving  com- 
ments on  a  proposed  State  plan.  The 
proposed  State  plan,  which  shall  iden- 
tify and  describe  proposed  weatheriza- 
tion pro.iects  including  a  .'Statement  of 
proposed  sub-grantees  and  the  amoimt 
each  will  receive,  shall  be  published  and 
made  available  throughout  the  State 
prior  to  the  hearing  The  notice  for  the 
hearing  shall  specify  that  copies  of  the 
plan  are  available  and  how  they  may  be 
obtained.  A.  transcript  of  the  hearings 
shall  be  prepared  and  written  submis- 
sions of  views  and  data  shall  be  accepted 
for  the  record 

(b>  Subsequent  to  the  hearing,  the 
State  shall  prepare  a  final  plan  which 
shall  identify  and  describe— 

H)  Each  area  to  be  served  by  a 
weatherization  project  within  the  State 
and  shall  inc'ude  for  each  area— 

III  The  number  of  dwelling  units  to 
be  weatherized; 

(ii)  The  climatic  conditions; 

(iii)  The  type  of  weatherization  work 
to  be  done; 

(iv)  The  need  for  weatherization  as- 
sistance among  low-income  persons; 

(VI  The  amount  of  energy  to  be  con- 
served; 

I  vi  1  Mechanisms  for  providing  sources 

of  labor; 

(vii»  An  estimate  of  the  number  of 
eligible  dwelling  units  in  which  the  elder- 
ly reside,  and 

(vifii   An  estimate  of  the  number  of 
•  eligible  dwelling  units  in  which  the  han- 
dicapped reside. 

( 2 )  The  manner  in  which  the  plan  is 
to  be  implemented  and  shall  include— 

li)  An  analysis  of  the  existence  and 
effectiveness  of  any  weatherization  proj- 
ect being  carried  out  by  a  CAA;    . 

(ii)  An  explanation  of  the  method 
used  to  select  each  area  to  be  served  by 
a  weatherization  project; 

(iii;  The  extent  to  which  priority  will 
be  given  to  weatherization  of  single- 
family  dwellmg  units  for  the  elderly 
and  handicapped; 

(iv)  The  amount  of  non-Federal  re- 
sources to  be  applied  to  the  program; 

IV)  The  amount  of  Federal  resources, 
other  than  FEA  weatherization  grant 
funds,  to  be  applied  to  the  program; 

(vi>  The  amount  of  weatherization 
grant  funds  allocated  to  the  State  under 
this  part; 

iviii  the  expected  average  cost  per 
dwelling  to  be  weatherized.  taking  into 


account  the  total  number  of  dwellings 
to  be  weatherized  and  the  total  amount 
of  funds.  Federal  and  non-Federal,  ex- 
pected to  be  applied  to  the  program:  and 

.viil'  the  number  of  rental  dwelling 
units  to  be  weatherized  by  project,  if  any. 

ici  The  plan  shall  insure  that  funds 
received  under  the  Act  will  be  allocated 
to  a  CAA  carrymg  out  a  program  under 
Title  II  of  the  Economic  Opportunity 
Act  of  1964.  42  U.S.Cr  2809,  or  to  other 
appropriate  aiid  qualified  entities  in  the 
State  or  geographical  area  so  that — 

.  1  >  funds  will  be  allocated  to  areas  on 
the  basis  of  the  relative  need  for  a 
weatherization  project  by  low -income 
persons,  taking  mto  account  the  factors 
referred  to  in  paragraph  'b)  <1'  of  this 
section :  and 

1 2  M 1 1  funds  allocated  to  a  geographi- 
cal area  served  by  an  emergency  energy 
conservation  program  carried  out  by  a 
CAA  under  section  222<a>(i2i  of  the 
Economic  Opportunity  Act  of  1964.  shall 
be  allocated  to  the  CAA.  and  >  ii '  priority 
m  the  allocation  of  funds  will  be  given 
to  the  CAA  m  so  much  of  the  geographi- 
cal area  served  by  it  as  is  not  served 
by  the  emergency  energy  conservation 
program. 

Id  I  Paragraph  (cii2'  of  this  section 
shall  not  apply  if  the  Governor,  or  the 
Flegional  Admmisrtrator  acting  on  behalf 
of  the  Governor  pursuant  to  ?  440.13ic>. 
determmes  on  the  basis  of  the  public 
hearing  provided  under  paragraph  (a) 
of  this  section  that  an  emergency  energy 
conservation  program  carried  out  by  a 

■  1 '  Has  been  tneflective  in  meeting  the 
purpose  of  the  Act :  or    • 

•  2  '  Is  clearly  not  of  sufficient  size  and 
cannot  in  timely  fashion  develop  the  ca- 
pacity to  support  the  scope  of  the  project 
to  be  carried  out  m  the  area  with  funds 
to  be  granted  under  this  part. 

(ei  In  making  a  determination  pur- 
suant to  paragraph  td)  of  this  section, 
the  Governor,  or  the  Regional  Adminis- 
trator acting  on  behalf  of  the  Governor 
pursuant  to  $440.13'C'.  shall  evaluate 
the  performance  of  the  CAA  and  shall 
consider — 

ID  The  extent  to  which  the  emer- 
gency energy  conservation  program  be- 
ing carried  out  achieves  the  goals  of  the 
program  in  a  timely  fashion; 

i2»    The  quality  of  work  performed; 
i3i    The   number,   qualifications   and 
experience  of  staff  members:  and 

141  The  ability  to  secure  volunteers. 
training  participants  and  public  service 
employment  workers,  pursuant  to  CETA. 
'fi  Any  eligible  local  applicant  may 
request  m  its  application  that  the  Re- 
gional Administrator  determine  that  the 
allocation  requirement  and  priority  set 
forth  in  paragraph  1  c '  1 2)  of  this  section 
shall  not  be  applied.  In  this  event,  the 
Regional  Administrator  shall  decide 
whether  to  make  the  determination  as 
part  of  the  notice  and  public  hearing 
procedure  required  by  5  440.30.  which 
hearing  may  be  consolidated  by  the  Re- 
gional Administrator  with  the  public 
hearmg  required  by  paragraph  (a)  of 
this  section. 
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§4M).1j      Minimum      proirr.uTi      rcquire- 
iiirnl*. 

'a I  Prior  to  the  expenditure  of  any 
grant  funds  each  grantee  shall  develop, 
publish  and  implement  procedures  to 
insure  that — 

1 1 1  No  dwelling  unit  may  be  weather- 
ized  without  documentation  that  the 
dwelling  unit  is  an  eligible  dwellmg 
unit  as  provided  in  §  440.18; 

'2 1  Priority  is  given  to  identifvine,  and 
providing  weatherization  assistance  to 
elderly  and  handicapped  low-income 
persons,  and  such  priority  as  the  appli- 
cant determines  is  appropriate  is  given 
to  single-familv  or  other  high-energ>'- 
consuming  dwelling  units; 

i3»  Financial  assistance  provided  un- 
der this  part  will  be  used  to  supplement, 
and  not  supplant.  State  or  local  funds. 
and.  to  the  maximum  extent  practicable 
as  determined  by  FEA.  to  increase  the 
amounts  of  these  funds  that  would  be 
made  available  in  the  absence  of  Federal 
funds  provided  under  this  part; 

<4»  To  the  maximum  extent  practica- 
ble, the  grantee  will  secure  the  .services 
of  volunteers,  training  participants  and 
public  service  employment  workers,  pur- 
suant to  CETA.  to  work  under  the  super- 
vision of  qualified  supervisors  and  fore- 
men: 

<5i  The  limitations  set  forth  in  §  440.- 
14' c>  shall  be  complied  with; 

'6'  To  the  maximum  extent  practica- 
ble, the  use  of  weatherization  assistance 
shall  be  coordinated  with  other  Federal. 
State,  local  or  privately  funded  programs 
m  order  to  improve  thermal  efficiency 
and  to  conserve  energy;  and 

1 7»  The  low-income  members  of  an  In- 
dian tribe  shall  receive  benefits  equiva- 
lent to  the  assistance  provided  to  other 
low-income  persons  withm  a  State  unless 
the  grantee  has  made  the  recommenda- 
tion provided  in  5  440.12' bi  (10> . 

'b'  If  a  grantee  decides  to  weatherize 
rental  dwelling  units — 

(I)  No  rental  dwelling  unit  shall  be 
weathenzed  without  first  obtiiimng  the 
written  permission  of  the  owner  of  the 
dwelling  unit  or  his  agent;  and 

'2'  The  grantee  shall  establish  pro- 
cedures to  be  approved  bv  the  Regional 
AdminLstrator  to  insure  that — 

(ii  The  benefits  of  weathenzation  as- 
sistance shall  accrue  primanly  to  low- 
income  tenants; 

'ii»  Rents  .shall  not  be  raised  because 
of  the  increased  value  of  dwelling  units 
due  solely  to  weatherization  as«stance 
prov^ded  under  this  part;  and 

'lii'  No  undue  or  excessive  enhance- 
ment shall  occur  to  the  value  of  the 
dwelling  units. 

CI  Pnor  to  the  expenditure  of  any 
grant  funds,  a  State  policy  advisory 
council  shall  be  established  by  a  State. 
or  by  the  Regional  Administrator  if  a 
State  does  not  participate  in  the  pro- 
gram, which — 

'  1  >  Has  special  qualifications  and  sen- 
sitivity with  respect  to  solving  the  prob- 
lems of  low-income  persons,  including 
the  weatherization  and  energ>-  conserva- 
tion problems  of  these  persons; 

<2i  Is  broadly  representative  of  orga- 
nizations and   agencies,  including  con- 


sumer groups,  that  represent  low-income 
persons,  particularly  elderly  and  handi- 
capped low-income  persons  and  low-in- 
come Native  Americans,  in  the  State  or 
geographical  area  in  question;  and 

<3>  Has  responsibility  for  advising  the 
appropriate  official  or  agency  adminis- 
tering the  allocation  of  financial  assist- 
ance in  the  State  or  area  with  respect 
to  the  development  and  implementation 
of  a  weatherization  a.ssistance  program. 

'di  No  person  in  the  United  States 
shall,  on  the  ground  of  race,  color,  na- 
tional origin,  or  sex.  or  on  the  ground  of 
any  other  factor  specified  in  any  Federal 
law  prohibiting  discrimination,  be  ex- 
cluded from  participation  in,  be  denied 
the  benefits  of.  or  be  subjected  to  dLs- 
criniination  under  any  program,  project, 
or  activity  supported  in  whole  or  in  part 
with  financial  assistance  under  this  part. 
Whenever  the  Administrator  determines 
that  a  recipient  of  financial  assistance 
under  this  part  h:^s  failed  to  comply  with 
this  paragraph  or  an  applicable  regula- 
tion, he  shall  notify  the  recipient  to  se- 
cure compliance.  If  within  a  reasonable 
period  of  time  the  recipient  fails  to  com- 
ply, the  Administrator  shall  (1)  refer  the 
mitter  to  the  Attorney  General  with  a 
recommendation  that  an  appropriate 
civil  action  be  instituted:  (2)  exercise  the 
power  and  functions  provided  by  Title  VI 
of  the  Civil  Rights  Act  of  1964  and  any 
other  applicable  Federal  nondiscrimina- 
tion law;  or  1 3  >  take  such  other  action  as 
may  be  provided  by  law. 

§  440.16      .Allowable  expenditures. 

(a  I  At  least  90  percent  of  the  grant 
funds  provided  to  a  grantee  under  this 
part  shall  be  used  to  purchase  weatheri- 
zation materials.  Allowable  expenditures 
for  weatherization  materiate  include 
only  the  following  costs — 

<  1 1  Purchase  of  weatherization  mate- 
rials. FOB.  but  not  including  mechanical 
equipment  valued  in  excess  of  fifty  dol- 
lars per  dwelling  unit; 

'  2  •  An  amount  authorized  by  the  Re- 
gional Admmistrator  during  any  one 
year  which  shall  not  exceed  a  total  ex- 
penditure, within  a  State,  of  $7,500  for — 

I  i '  Transportation  of  weatherization 
niTterials.  tools,  equipment,  and  work 
crews,  to  any  storage  site  and  to  the  site 
of  weatherization  work,  except  no  pur- 
chase or  lease  of  vehicles  shall  be  al- 
lowed; and 

(ii>  Maintenance,  operation,  and  in- 
surance of  vehicles  used  to  transport 
weathenzation  materials; 

(3>  An  amount  for  tools  and  equip- 
ment authorized  by  the  Regional  Ad- 
minLstrator during  any  one  year  which 
shall  not  exceed  a  total  expenditure 
withm  a  State  of — 

lii  $50  for  any  one  item;  and 

I  ii »  $5,000  or  1  percent  of  a  State's  al- 
location under  this  part,  whichever  is 
le.ss ;    and 

'4>  Taxes  related  to  other  allowable 
expenditures  for  weatherization  materi- 
als. 

ib>  No  more  than  10  percent  of  each 
grant  awarded  under  this  part  shall  be 
used  for  administrative  expenses.  Allow- 
able administrative  expenses  shall  not 


include  any  costs  of  labor  to  carry  out  a 
weatherization  project,  except  for  super- 
visors and  foremen.  Allowable  adminis- 
trative expenses  may  include  liability 
insurance  for  personal  injury  and  prop- 
erty damage  for  a  weatherization  proj- 
ect. 

(c)  No  grant  funds  aw.^rded  under  this 
part  shall  be  used  for  any  of  the  follow- 
ing purposes — 

ID  To  weatherize  a  dwelling  unit 
which  has  been  weatherized  previously 
with  grant  funds  authorized  under  this 
part  unless  such  dwelling  unit  has  been 
damaged  bv  fire,  flood,  or  act  of  God  and 
repair  of  the  damage  to  weathenzation 
materials  is  not  paid  for  by  insurance; 

1 2)  To  weatherize  a  dwelling  unit 
which  is  vacant  or  designated  for  acqui- 
sition or  clearance  bv  a  Federal.  State,  or 
local  program  within  twelve  months 
from  the  date  weatherization  of  the 
dwelling  unit  would  be  scheduled  to  be 
completed:  or 

(3)  To  purchase  cosmetic  items  or  a 
heating  or  cooling  source. 

Cd)  The  cost  of  weatherization  mate- 
rials provided  with  financial  assistance 
under  this  part  shall  not  exceed  $400  in 
the  case  of  any  dwelling  unit  unless  the 
State  policy  advisory  council,  estibli.shed 
pursuant  to  §440.15ici.  provides  for  a 
greater  amount  with  respect  to  specific 
categories  of  units  or  materials. 

§  440.17      StandardN    and    techniques    for 
wealherizaiion. 

(a)  Except  as  provided  in  paragraph 
<b^  of  this  section,  only  weatherization 
materials  which  meet  or  exceed  stand- 
ards prescribed  in  Appendix  A  to  this 
part  shall  be  purchased  with  funds  pro- 
vided under  this  part. 

(b>  Weatherization  materials  for 
which  standards  do  not  exist  in  Appen- 
dix A  may  be  approved  by  PEA  for  use 
in  a  weatherization  project  if  requested 
by  a  grantee  or  sub-grantee. 

(c)  A  weatherization  proiect  shall 
8ft>Ply  the  approaches  to  weatherization 
contained  in  Project  Retro-Tech.  FEA 
Conservation  Paper  Number  28.  includ- 
ing the  energy  conservation  techniques 
therein. 

<d)  Approaches  to  weatherization  not 
contained  in  Project  Retro-Tech  may  be 
approved  by  the  Regional  Administrator 
for  use  in  a  weathenzation  project  if — 

(1)  The  use  thereof  is  requested  by 
a  grantee  or  sub-grantee ;  and 

'2i  Such  approaches  are  equal  to  or 
exceed  the  approciches  provided  in  Proj- 
ect Retro- Tech. 

(e)  In  considering  a  request  made 
pursuant  to  paragraphs  'b)  or  (d>  of 
thL.  section,  FEA  or  the  Regional  Ad- 
ministrator shall — 

(1)  Evaluate  the  extent  to  which  the 
request  is  designed  to  achieve  a  balance 
of  healthful  dwelling  environment  and 
maximum  practicable  energy  conserva- 
tion; and 

(2)  When  appropriate,  coordinate 
evaluation  through  FEA  with  the  Secre- 
tary of  Housing  and  Urban  Develop- 
ment, the  Secretary  of  Health,  Educa- 
tion, and  Welfare,  and  the  Director  of 
the  National  Bureau  of  Standards  in  the 
Department  of  Commerce. 
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§440.18      Eligible  dwelling  units. 

No  dwelling  unit  shall  be  eligible  for 
weatherization  assistance  under  this 
part  unless  it  is  the  dwelling  unit  of  a 
family  unit — 

(a)  Whose  income  is  at  or  below  the 
poverty  level  determined  in  accordance 
with  criteria  established  by  the  Director 
of  the  OflSce  of  Management  and 
Budget;  or 

(b*  Which  contains  a  member  who 
has  received  cash  assistance  payments 
under  Title  IV  or  XVI  of  the  Social  Se- 
curity Act  or  applicable  State  or  local 
law  paid  during  the  12-month  period 
preceding  the  Federal  fiscal  year  in 
which  lunds  were  obligated  for  financial 
assistance  to  such  dwelling  unit, 

§  4-40,20      Oversight  responsibility. 

I  a)  The  AdminLstrator  and  the  ap- 
propriate Regional  Administrator,  In 
coordination  with  the  Director,  shall 
monitor  and  evaluate  the  operation  of 
projects  carried  out  by  CAAs  receiving 
financial  assistance  under  this  part 
through  on-site  inspections,  or  through 
other  means,  in  order  to  insure  the  ef- 
fective provision  of  weatherization  as- 
sistance for  the  dwelling  units  of  low- 
income  rersons. 

(b>  FEA  shall  also  carry  out  periodic 
evaJaations  of  a  program  and  weatheri- 
zation projects  that  are  not  carried  out 
by  a  CAA.  and  that  are  receiving  finan- 
cial assistance  under  this  part. 

<c'  The  Administrator  and  the  ap- 
propriate Regional  Administrator,  the 
Comptroller  General  of  the  United 
States,  and,  for  a  weatherization  project 
carried  out  by  a  CAA.  the  Director  or 
any  of  their  duly  authorized  representa- 
tives, shall  have  access  for  the  purpose 
of  audit  and  examination  to  any  books, 
documents,  papers,  information,  and 
records  of  any  weatherization  project 
receiving  financial  assistance  under  the 
Act. 

Id)  Each  grantee  shall  conduct,  on  an 
annual  basis,  an  audit  of  the  pertinent 
records  of  any  subgrantee  receiving 
financial  assistance  under  this  part. 


§  440.21      Recordkeeping. 

Each  grantee  or  sub -grantee  receiving 
Federal  financial  assistance  under  this 
part  shall  keep  such  records  as  FEA  shall 
require,  including  records  which  fully 
disclose  the  amount  and  disposition  by 
each  grantee  and  sub-grantee  of  the 
funds  received,  the  total  cost  of  a  weath- 
erization project  or  the  total  expenditure 
to  implement  the  State  plan  for  which 
such  assistance  was  given  or  used,  the 
source  and  amount  of  funds  for  such 


project  or  program  not  supphed  b;.  FEA, 
and  such  other  records  as  FEA  deems 
necessary-  for  an  effective  audit  and  per- 
formance evaluation.  Such  recordkeep- 
ing shall  be  m  accordance  w^th  Federal 
Management  Circular  74-7  and  any  fur- 
ther requirements  of  this  regulation  or 
which  FEA  may  otherwise  establish  un- 
der the  terms  and  conditions  of  a  grant. 

§  440.22      Quarterlv  reports. 

Each  grantee  receiving  financial  as- 
sistance under  this  part  shall  submit  a 
quarterly  program  performance  report 
and  a  quarterly  financial  report  to  the 
appropriate  Regional  Administrator.  The 
program  performance  report  shall  con- 
tain such  information  as  the  Adminis- 
trator may  prescribe  in  order  efTectively 
to  monitor  the  progress  of  a  grantee. 

§440.30      .Administratixe  roiew. 

(a)  If  a  timely  apphcation  submitted 
by  a  State  fails  to  meet  the  requirements 
of  this  part  and  the  Regional  Adminis- 
trator intends  to  deny  the  application, 
the  Regional  Admmistrator  shall  return 
the  application  to  the  State  together  with 
a  written  statement  of  reasons  therefor. 

(bi  The  State  will  have  a  reasonable 
period,  as  determined  by  the  Regional 
Administrator,  to  amend  its  application 
and  to  resubmit  it  by  a  specified  date  for 
reconsideration. 

ic)  The  Regional  Administrator  shall 
give  notice  to  the  apphcant  in  the  event 
that  the  Regional  Administrator  deter- 
mines that — 

1 1 1  Any  application  resubmitted  by  a 
State  in  accordance  with  paragraph  'b' 
of  this  section  fails  to  comply  with  this 
regulation; 

(2 1  Any  application  returned  to  a 
State  pursuant  to  paragraph  <ai  of  this 
section  is  not  timely  resubnutted  as  pro- 
vided in  paragraph  ib  i  ;  or 

(3*  The  Regional  Administrator  in- 
tends to  deny  the  application  of  a  local 
apphcant; 

(di  The  Regional  AdminLstrator  shall 
give  notice  to  a  grantee  in  the  eve^t  the 
Regional  Administrator  finds  thei%  is  a 
failure  by  the  grantee  to  comply  sub- 
stantially with  the  provisions  of  this 
part. 

(e)  The  Regional  Administrator  shall 
issue  such  notice  in  the  form  of  written 
notice  maUed  by  registered  mail,  return 
receipt  requested,  to  the  State,  local  ap- 
plicant or  grantee  and  other  interested 
parties,  including — 

<  1 )  A  statement  of  reasons  for  a  de- 
termination referred  to  m  paragraph  >  c  > 
of  this  section  which  the  Regional  Ad- 
minLstrator Intends  to  make  including  an 
explanation  whether  any  amendments  or 


other  actions  would  result  In  compliance 
witli  the  regulation: 

1 2 '  The  date,  place,  and  time  of  a  pub- 
he  hearing  to  be  held  by  the  Adminis- 
trator, one  subject  of  which  shall  be  the 
proposed  determination,  which  hearing 
shall  in  no  event  be  later  than  15  work- 
ing days  after  tlie  receipt  of  such  notice: 
and  <3 1  The  manner  in  which  views  may 
be  presented. 

I  f  I  A  party  which  has  received  notice 
under  paragraph  (e>  of  this  section — 

I I  >  May  make  a  written  submission 
of  its  views  with  supporting  data  and 
arguments  t-o  the  Regional  Administrator 
on  or  prior  to  the  date  of  the  public 
hearing:  and 

i2)  Shall  be  afforded  an  opportunity 
to  make  an  oral  presentation  at  the 
public  hearing. 

<g>  The  Regional  Administrator  shtill 
consider  all  relevant  views  and  data  in- 
cluding arguments  and  other  submis- 
sions made  at  the  public  hearing  The 
Regional  AdminLstrator  shall  make,  not 
later  than  5  working  days  after  the  pub- 
lic hearmg.  a  final  determination  in  wTit- 
ing  stating  the  reasons  for  the  determi- 
nation. 

I  h '  A  State  or  local  applicant  may  ap- 
peal in  writing  from  an  adverse  final 
determmation  made  by  the  Regional  Ad- 
ministrator under  paragraph  tgi  of  this 
section  to  the  Administrator  not  later 
than  10  working  days  after  receipt  of 
the  Regional  Administrator's  determina- 
tion. The  Administrator  shall  have  21 
working  days  to  consider  the  appeal  and 
take  any  action  with  respect  thereto 
which  he  deems  appropriate.  Any  action 
taken  by  the  Administrator  shall  be  the 
final  determination  of  FEA.  If  no  action 
has  been  taken  by  the  Administrator 
after  the  expiration  of  the  21  working 
day  period,  the  final  determination  of 
the  Regional  Administrator  shall  be  Uie 
final  determination  of  FEA. 

(i>  Anything  herein  to  the  contrary 
notwithstanding,  the  public  heanng  re- 
ferred to  in  paragraph  ieM2)  of  this 
section  may  be  combined,  at  the  discre- 
tion of  the  Regional  Administrator,  with 
any  other  public  hearing  in  the  State 
conducted  pursuant  to  this  part. 

«j'  Upon  issuance  of  the  notice  pro- 
vided in  paragraph  (d) .  the  Regional  Ad- 
ministrator may  suspend  payments  to 
any  grantee  pending  a  final  determi- 
nation. If  the  Regional  Administrator 
makes  a  final  determination  of  failure  to 
comply,  the  grantee  wUl  be  ineligible  to 
participate  in  the  program  unless  and 
until  the  Regional  Administrator  is  sat- 
isfied that  there  is  no  longer  &  failure 
to  comply. 


FEDERAL   REGISTER.  VOL.   42,   NO.    105— WEDNESDAY,   JUNE    1,    1977 


.,-y,)j^  RULES   AND   REGULATIONS 

APTENDIX  a— 3TANDARDS  FOB  WEATHERIZATION  MaTFRIALS 

Insulation— Mineral  nb«r  -.     ^     ^ 

Material  or  product  Standards 

Blanket/batt    -.  —  - Conformance     to     FS.'    HH-I-521E     and     ASTM 

0665-70. 

Board  -      Conformance  to  F  S.  HH-I-^26C  and  ASTM  0612-70 

" "  orC726-72. 

Duct    material Conformance  to  F.S.  HH-I-545B 

Loose   fill         — - --     Conformance     to     FS      HH-I-1030B     and     ASTM 

C764-73. 
Insulation— Mineral  cellular: 

Aecreeate    board Conformance  to  F.S.  HH-I-529B. 

Cellular  class Conformance     to     F.S.     HH-I-551B     and     ASTM 

C552-73. 

Periite     - — - Conformance     to     F.S.     HH-I-574A     and     ASTM 

C549-73. 

VermlcuUte -     Conformance     to     FS.     HH-I-585B     and     ASTM 

C516-67. 
Insulation — Organic  fiber : 

Cellulose — classes  25  and  75 Conformance  to  F.S.  HH-I-515C  and  ASTM  C739- 

73  (loose  nil). 

Cellulose — class   200 Conformance  to  F.S.  HH-I-515C  and  ASTM  C739-73 

(loose  fill)  and  fire  safety  requirements. 
Vegetable  Conformance  to  F.S.  HH-I-628B  and  fire  safety  re- 
quirements. 

Board  and  block Conformance  to  F.S.  LLL-I-S35A  and  ASTM  C208- 

73  and  fire  safety  requirements 
Insulation — Organic  cellular: 

Polystyrene  board Conformance  to  F.S.  HH-I-524B  and  ASTM  C578- 

C9  and  Are  safety  requirements 

Urethane  board Conformance  to  F  S.  HH-I-530A  and  ASTM  C591-69 

and  fire  safety  requirements 

Flexible    unicellular Conformance  to  FS.  HH-I-537B  and  ASTM  C534-70 

and  fire  safetv  requirements. 

Insulation — Airspaces:  Reflectire Conformance  to  F.S.  HH-I-1252A 

Storm  windows: 

Aluminum    frame Equivalent  to  ANSI  A134.3-1972. 

Wood   frame —      Conformance  to  Sec.  3  of  NWMA  Industry  Standard 

I.S2-73. 

Rigid  vinyl  frame Conformance    to   NBS   Product   Standard   FS26-70 

and  performance  guarantee 

Prameless  plastic  glazing Required  minimum  thickness.  6  mil  (0.006  in) . 

Storm  doors: 

Aluminum  -.. Equivalent  to  ANSI  A134.4-1972 

Wood: 

Pine Conformance  to  Sec.  3  of  NWMA  IS  5-73. 

Plr,   hemlock,  spruce Conformance  to  Sec  3  of  FHDA '5-75. 

Hardwood    veneered Conformance  to  Sec  E  of  NWMA  I  SJ.-73. 

Rigid   vinyl Conformance   to   NBS    Product   Standard   PS2e-70 

and  performance  guarantee. 

Cauiv-s   and   sealant* Commercial  availability. 

WcitherstnoDlng    Dq. 

Vaoor    barriers Conformance  to  AST\T  C755-73 

Clock    thermostats Commercial  availability. 

Notes 

'  F  S  means  federal  specifications  as  cited,  conies  of  which  may  be  obtained  from  Soeclflca- 
tlons  Sales.  Building  197.  Washington  Naval  Yard.  General  Services  Administration,  Wash- 
ington. DC  20407 

'For  fire  safety  requirements,  see  Sec  2  13  1  of  NB3TR  75-795  which  may  be  obtained 
from  FEA. 

[FR  Doc  77-15515  Filed  5-31-77:8  45  am) 


PART   211— MANDATORY    PETROLEUM 
ALLOCATION   REGULATIONS 

PART   212— MANDATORY    PETROLEUM 
PRICE    REGULATIONS 

Conforming  Amendments  to  Allocation  and 
Price  Reeulations  to  Implement  Pur- 
chase Authority  for  Strategic  Petroleum 
Reserve 

AGENCY  Fe(aeral  Energy  Administra- 
tion. 

ACTION     Pinal  rule. 

SUMMARY  The  Federal  Energ>'  Ad- 
ministration I  "FEA"  I  hereby  adopts 
amendments  to  the  price  and  allocation 


regulations  with  resnect  to  acquisition 
of  crude  oil  for  the  Strategic  Petroleum 
Reserve  ("SPR">.  These  amendments 
are  designed  to  facilitate  sales  for  the 
SFR  by  segregating,  insofar  as  practica- 
ble, the  effects  of  an  SPR  sale  of  crude 
oil  from  the  seller's  other  FEA-regulated 
sales.  Prices  charged  in  sales  of  crude  oil 
for  the  SPR  may  be  calculated  on  the 
basis  of  a  separate  price  computation  for 
each  such  sale  las  though  a  separate  in- 
ventory exists'.  Regulatory  provisions 
defining  a  "first  sale  into  U.S.  commerce" 
for  purposes  of  acquisitions  for  the  SPR 
are  also  adopted. 


EFFECTIVE  DATE:  June  1,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Deanna  Williams  (FEA  Reading 
Room).  12th  and  Pennsylvania  Ave- 
nue, NW.,  Room  2107.  Wa.<^hingt.on, 
D.C.  20461.  202-566-9161.  Ed  Vilade 
(Media  Relations),  12th  and  Pennsyl- 
vania Avenue,  NW..  Room  3104,  Wash- 
ingtx)n.  D.C.  20461,  2r,2-566-9833. 
Stuart  M:  Rosenblum  (SPR  Program' 
Of5ce).  1726  M  Street.  NW  .  Room  330, 
Washington,  DC.  20461.  202-634-5506. 
Doris  Dewton  (E:ntitlements  Program 
Office),  2000  M  Street,  NW.,  Room 
6128H.  Washington,  D.C.  20461,  202- 
254-8660.  Laura  Kuitunen  and  C'-aig 
Bamberger  lOflRce  of  General  Coun- 
sel), 12th  and  Pennsylvania  Avenue, 
NW.,  Room  5138.  Washington,  DC. 
20461,  202-566-9567. 

SUPPLEMENTARY  INFORMATION:   I. 

Background.   II.   Amendments   adopted: 

A.  Modifications  to  the  allocation  regu- 
lations concerning  application  of  the 
costs  and  sales  revenues  of  entitlements ; 

B.  Modifications  to  the  price  regulations; 

C.  First  sales  into  U.S.  commerce.  III. 
Issues  reserved. 

I.  Background 

Title  I,  Part  B  of  the  Energy  Policy 
and  Conservation  Act  ("EPCA"),  en- 
acted on  December  22,  1975,  set  forth 
requirements  for  the  Federal  Energy  Ad- 
ministration ("FEA")  to  acquire  up  to 
one  billion  barrels  of  crude  oil  and  re- 
fined petroleum  products  for  storage  in 
a  Strategic  Petroleum  Reserve  i "SPR"). 
On  December  14,  1976  FEA  submitted  to 
Congress  an  SPR  Plan  I'Plan")  detail- 
ing FEA's  proposals  for  designing,  con- 
structing, and  filling  the  storage  and  re- 
lated facilities  of  the  SPR.  The  Plan  was 
resubmitted  on  February  16,  1977  to  cor- 
rect a  technical  oversight.  This  Plan, 
which  took  effect  on  April  18,  1977,  pro- 
vides for  the  storage  of  150  million  bar- 
rels of  crude  oil  by  December  22,  1978, 
325  million  by  December  22,  1980,  and 
500  million  by  December  22,  1982.  To 
meet  these  goals,  FEA  has  already  com- 
menced crude  oil  acquisition  activities. 

In  the  SPR  Plan,  FEA  stated  its  in- 
tention to  use  the  authorities  granted 
in  the  Einergency  Petroleum  Allocation 
Act  of  1973,  as  amended  <"EPAA"),  to 
allow  the  Government  to  obtain  the 
benefl,ts  of  domestic  crude  oil  price  con- 
trols for  imported  crude  oil  for  the  SPR 
to  the  same  extent  that  refiners  receive 
such  benefits  under  the  entitlements  pro- 
gram for  processing  imported  crude  oil. 
The  Plan  also  provided  that  a  final 
choice  among  several  options  t)eing  con- 
sidered by  FFA,  including  amendments 
to  the  entitlements  program,  would  be 
made  following  completion  of  the  review 
process,  including  consideration  of  the 
requirements  of  the  National  Environ- 
mental Policy  Act  of  1969. 

As  part  of  the  review  process,  FEA  is- 
sued a  notice  of  proposed  rulemaking  on 
February  5,  1977  to  elicit  public  com- 
ments on  proposed  amendments  to 
FEA's  domestic  crude  oil  allocation  pro- 
gram (the  "entitlements  program")  re- 
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garding  acquisition  of  crude  oil  for  the 
SPR.  '42  FR  8362.  February  10,  1977' 
Final  amendments  to  the  entitlements 
program  regulations  regarding  acquisi- 
tion of  imported  crude  oil  for  the  SPR 
were  issued  April  25.  1977.  <42  FR  21761. 
April  29,  1977)  Other  issues,  such  as 
amendments  pertaining  to  acquisition  of 
domestic  crude  oil,  have  been  reserved 
for  fm-ther  consideration  and  are  ex- 
pected to  be  resolved  shortly. 

On  April  25.  1977  FEA  also  issued  a 
notice  of  proposed  rulemaking  and  pub- 
lic hearing  regarding  modifications  to 
pricing  provisions  of  its  regulations  to 
implement  the  purchase  authority  for 
the  SPR.  '42  FR  21789.  April  29,  1977' 
Eleven  wTitten  comments  were  received 
and  analyzed  by  FEA  in  deciding  upon 
final  amendments  in  this  rulemaking 
proceeding.  The  last  comment  received 
was  dated  Mav  12,  1977.  A  public  hear- 
ing was  scheduled  for  May  12,  1977  but 
not  held  because  of  lack  of  requests  to 
speak. 

The  purpose  of  this  notice  is  to  set 
forth  conforming  amendments  to  the 
price  provisions  of  FEA's  regulations 
concerning  sales  of  crude  oil  for  the  SPR. 

n.  Amendments  Adopted 

Sales  of  crude  oil  in  the  United  States 
are  either  exempt  from  PEA  price  regu- 
lations <as  "the  first  sale  into  U.S.  com- 
merce." pursuant  to  §  212.53' b)  :  as  the 
f5rst  sale  of  crude  oil  produced  and  sold 
from  a  stripper  well  property  pursuant 
to  i  212.54:  or  as  the  first  sale  of  U.S. 
owned  crude  oO  pursuant  to  the  provi- 
sions of  the  Naval  Petroleum  Reserves 
Production  Act  of  1976  and  §  212  55  >  or 
are  subject  to  price  regulations  (Subpart 
D  of  Part  212  applies  to  each  first  sale 
of  domestic  crude  oil  other  than  exempt 
sales  and  Subpart  F  of  Part  212  applies 
to  each  sale  of  crude  oil.  other  than  the 
first  sale,  by  refiners,  resellers,  reseller- 
retailers,  and  retailers. 

Although  the  competitive  procedures 
to  be  u.sed  in  the  procurement  of  crude 
oil  for  the  SPR  may  result  in  sales  at 
less  than  the  maximum  prices  permitted 
by  the  price  regulations,  the  price  regu- 
lations will  nevertheless  be  applicable  to 
such  sales  to  the  same  extent  as  they 
are  applicable  to  any  other  sales,  but  no 
amounts  unrecovered  in  the  SPR  sales 
may  be  applied  to  calculate  prices  for 
sales  to  other  purchasers.  The  purpose 
of  the  amendments  described  below  L«  to 
facilitate  the  sale  of  crude  oil  to  the 
Government  for  the  SPR  by  segregating, 
in<:ofar  as  practicable,  the  effects  of  an 
SPR  sale  of  crude  oil  from  the  seller's 
other  FEA-regulated  sales. 

a.  MODmCATIONS  TO  THE  ALLOCATION  REG- 
ULATIONS CONCERNING  APPLICATION  OF 
THE  COSTS  AND  SALES  REVENUES  OF 
ENTITLEMENTS 

The  current  ?  211  67(m)  provides  gen- 
erally that  the  cost  of  entitlements  pur- 
chased or  the  sales  revenue^  from  entitle- 
ments sold  are  to  be  apolied  by  a  firm 
to  adjust  its  cost  of  crude  oil  or  product 
in  inventory.  Inasmuch  as  entitlements 
issued  in  coniunction  with  .sales  of  crude 
oil  for  the  SPR  serve  as  partial  payment 
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to  the  seUer  of  that  crude  oU  and  are 
designed  to  reduce  the  cost  of  crude  oil 
to  the  Government,  there  does  not  ap- 
pear to  be  any  basis  for  a  requirement 
that  the  amount  of  entitlements  transac- 
tions attributable  to  sales  of  crude  oil 
for  the  SPR  be  applied  by  the  seller  as 
provided  for  in  §  211  67im>. 

Accordingly.  §21167(m)  is  amended 
to  provide  that  with  respect  to  entitle- 
ments issued  (and  sold  or  used  to  dimin- 
ish a  firm's  requirement  to  purchase  en- 
titlements I  in  connection  with  a  firm's 
sales  for  the  SPR.  or  with  respect  to 
entitlements  required  to  be  purchased 
in  connection  with  a  firms  sales  for  the 
SPR  neither  the  sales  revenues  from 
entiUements  sold  <or  the  reduction  m 
cost  of  entitlements  purchased  ' .  nor  the 
co=t  of  entitlements  required  to  be  pur- 
chased, are  to  constitute  an  adjustment 
to  the  cost  of  crude  oil  or  product  in  in- 
ventory of  any  firm  selling  crude  oU 
for  the  SPR 

It  should  be  noted  that  although  the 
amendments  to  the  entitlements  pro- 
gram issued  on  April  25.  1977  treat  un- 
ported  crude  oil  delivered  to  t::ie  Govern- 
ment for  the  SPR  as  "crude  oil  runs  to 
stills,"  such  treatment  is  for  purposes 
of  computing  entitlements  distributions 
only  and  does  not  apply  to  the  principles 
underlying  §211.67(m'. 

B      MODIFICATIONS    TO    THE    PBICE 
REGULATIONS 

A  new  5  212.95  is  added  to  Subpart  F 
of  Part  21?  to  specify  the  manner  m 
which  the  price  regulations  apply  to  sales 
of  crude  oil  for  the  SPR. 

As  stated  above,  the  purpose  of  the 
amendments  is  to  facilitate  the  sale  of 
crude  oil  to  the  Government  for  the  SPR 
by  segregating.  Insofar  as  pracUrable. 
the  effects  of  an  SPR  sale  of  crude  oil 
from  the  seller's  other  FEA-regulated 

CO  I  AC 

To  this  end,  i  212.95  provides  tliat  the 
maximum  lawful  price  for  sales  of  crude 
oil  to  the  Government  for  the  SPR  may 
be  calculated  on  the  basis  of  a  separate 
price  computation  for  each  such  sale 
1  as  though  a  separate  inventory  exLsts  < , 
that  the  value  of  entitlements  attribut- 
able to  each  such  sale  will  be  taken  into 
account  only  in  computing  the  net  re- 
turn to  the  seller  for  such  sale  to  the 
Government,  and  that  any  unrecovered 
increased  costs  attributable  to  crude  oil 
sold  to  the  Government  for  the  SPR  will 
not  be  available  to  be  apphed  in  deter- 
mining the  maximum  allowable  price 
with  respect  to  any  other  sale.  Additional 
costs  of  transporting  crude  oil  to  the 
Government  dehvery  point  may  be  in- 
cluded in  the  maximum  lawful  price. 
AD  sales  of  imported  crude  oil  to  the 
Government  for  the  SPR  are  first  sales 
into  U.S.  commerce  and  exempt  from 
FEA  price  controls. 

1.  PHce  rule.  Section  21'' 95  provides 
that  the  net  return  to  sellers  m  sales 
of  crude  oil  for  the  SPR  shall  not  exceed 
the  maximum  lawful  price,  if  any,  apph- 
cable  to  the  crude  oil  delivered  plus  ac- 
tual expenses  incurred  in  delivering  the 
oil  to  the  Government  not  alre:\dy  in- 
cluded in  the  maximum  allowable  price. 
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When  crude  oil  is  delivered  to  the 
Government,  sellers  will  be  required  to 
certify  <  1 )  the  volume  and,  if  applicable. 
the  maximum  lawful  price  under  «  212  93 
ibut  would  be  permitted  to  treat  each 
lot  of  oil  separately  acquired  as  a  sepa- 
rate "product  In  inventory"  whether  or 
not  it  has  hLstorically  done  so-,  <2i  the 
volume  and  any  applicable  ceiling  prices 
under  S6  212.73  or  212  74  for  first  sales 
of  domestically  produced  crude  oil.  or  >  3  ■ 
the  volume  and  that  no  ceiling  price  is 
applicable  to  a  first  sale  of  imported 
crude  oil  into  U.S.  commerce. 

Thus,  the  maximum  lawful  prices  for 
sales  of  crude  oil  to  the  Government 
for  the  SPR  are.  If  they  are  first  sales 
of  domestic  crude  oil  pursuant  to  Sub- 
part D.  subiect  to  the  existiiig  provisions 
of  that  Subpart.  No  maximum  lawful 
price  applies  to  first  sales  of  imoorted 
crude  oil  into  U.S.  commerce.  The  reg- 
ulations for  resales  of  crude  oil  pursuant 
to  Subpart  F.  with  respect  to  sales  for 
the  SPR.  are  amended  to  permit  a  sepa- 
rate price  computation  for  each  lot  of 
crude  oil  as  though  a  separate  inventory 

existed. 

The  new  §  212  95  specifies  that  the  net 
return  to  the  seUer  for  the  SPR  of  crude 
oil  subiect  to  a  first  sale  ceiling  price 
under  Subpart  D  or  to  maximum  lawful 
orices  computed  under  Subpart  F,  would 
be  deemed  the  selling  price  for  purposes 
of  determining  whether  the  price  regu- 
lations had  been  complied  with.  The  net 
return  includes  any  reduction  in  coeta 
incurred  or  anv  revenues  realized  in  en- 
titlement transactions  attributable  to 
such  sale,  but  does  not  mclude  actual 
costs  of  delivering  the  crude  oil  <not 
alreadv  included  in  the  maximum  lawful 
price)'  Section  212.95  further  provides 
that  the  pavment  obligation  of  the  Gov- 
ernment will  be  reduced  in  anv  sales  for 
the  SPR  in  which  the  net  return  to  the 
seller  exceeds  any  applicable  price  regu- 
lations (plus  allowable  delivery  cos^). 
No  adiustment  would  be  required^^Tor 
uncontrolled  oil. 

As  stated  in  the  April  25,  1977  notice, 
FE.^  intends  to  consider  a  number  of 
i<=sues  generally  relating  to  the  applica- 
bilitv  of  Subpart  F  to  resales  of  crude  oil 
in  a  separate  rulemaking  proceedmg. 
and  does  not  mtend  in  the  current  pro- 
ceeding to  preempt  the  resolution  of  any 
of  those  Isrues, 

2.  No  other  use  of  unrecovered  in- 
crea^pd  casis  associated  with  SPR  sales. 
Section  212  95  provides  that,  with  re- 
spect to  resales  for  the  SPR  of  crude  oU 
subiect  to  maximum  lawful  prices  com- 
puted pursuant  to  Subpart  F  or  £ub.iect 
to  fim  sale  ceiling  prices  pursuant  to 
Subpart  D.  if  the  net  return  to  the  seller 
I  which  excludes  actual  delivery  expenses 
and  anv  handling  fee)  is  less  than  the 
maximum  lawful  price,  the  full  maxi- 
mum lawful  price  is  to  be  deemed  re- 
covered In  order  to  segrecate  the  effects 
of  an  SPR  sale  of  crude  oil  from  the 
seller's  other  FEA-regulated  sales,  no 
carrv-forward  or  other  application  of 
any  unrecovered  amounts  to  sales  prices 
to  other  customers  is  permitted. 

3.    Interchangpability    of    lotrer    tier, 
upper  tier,  and  uncontrolled  oil.  FEA  has 
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not  concluded  its  consideration  of  the 
propased  provision  regarding  inter- 
chajigeabiluy  of  lower  tier,  upper  tier, 
and  uncontrolled  oil  but  reserves  the 
riKht  to  promulgate  a  final  rule  per- 
mitting such  interchangeability  under 
ell  or  some  circumstances. 

4  Handlina  fees  The  comment.'?  on  the 
issue  of  handling  fees  were  widely  diver- 
gent and  included  recommendations 
ranging  from  0  cents  to  32  cents  per 
barrel  flat  fees  to  any  fee  which  results 
in  a  competitive  price  for  domestic  crude 
oil.  It  was  generally  agreed  that  no  han- 
dling fees  are  required  for  exempt  im- 
ported crude  oil. 

FEA  has  not  concluded  its  considera- 
tion of  the  proposed  provision  but  re- 
serves the  right  to  promulgate  a  final 
rule  permitting  such  a  handling  fee 
under  all  or  some  circumstances. 

C.  FIRST  SALES  INTO  U.S.  COMMERCE 

Foreign  firms  would  be  permitted  to 
offer  crude  oil  to  the  Government.  For 
purposes  of  resolving  interpretive  issues 
arising  under  §  212.53.  it  was  proposed 
that  the  sale  by  a  foreign  firm  to  the 
Government  would  be  a  first  sale  into 
U.S.  commerce  and  exempt  from  Part 
212  pursuant  to  5  212.53' b» ,  and  that  no 
sales  by  domestic  firms  would  be  deemed 
first  sales  into  U.S.  commerce. 

FEA  requested  comments  on  whether  it 
is  possible  to  identify  sales  by  domestic 
firms  which  should  qualify  as  first  sales 
Into  U.S.  commerce  and  by  what  criteria 
such  sales  could  be  readily  identified. 
FEA  stated  that  such  sales  should  rep- 
resent Incremental  crude  oil  importa- 
tion that  would  not  have  occurred  but  for 
the  opportunity  to  sell  such  crude  oil  to 
the  Government  for  the  SPR. 

After  considering  the  proposal.  FEA 
ha.s  decided  not  to  adopt  it.  but  rather  to 
provide  that  all  imnorted  crude  oil  certi- 
fied as  such  according  to  §  212.95  and  de- 
livered to  the  Government  for  the  SPR  is 
exempt  from  the  price  regulations  pur- 
suant to  §  212  53  as  a  "first  sale  into  U.S. 
commerce." 

FEA  has  concluded  that  the  safeguards 
Inherent  in  the  competitive  bid  procure- 
ment procedure  are  sufficient  to  assure 
Uiat  the  crude  oil  is  offered  to  the  Gov- 
ernment at  or  below  prevailing  mar- 
ket prices  for  uncontrolled  crude 
oil  Furthermore,  if  the  proposed  rules 
were  adopted,  without  revision,  questions 
would  be  left  open  as  to  the  application 
of  the  price  regulations  to  imported  crude 
oil  sold  for  the  SPR  by  a  number  of  kinds 
of  firms  tsuch  as  U  S, -incorporated  and 
owned  firms  having  their  principal  place 
of  business  outside  the  US.i.  In  addi- 
tion, crjde  oil  sold  by  U  S.  firms  that  ac- 
quired the  crude  oil  from  foreign  affili- 
ates would  be  subject  to  the  transfer  pric- 
ing regulations  in  5  212  84.  Both  of  such 
consequences  would  result  in  significant 
time-consuming  and  costly  burdens  to 
FEA  'either  to  issue  interpretations  to 
firms  requesting  determmation  of  their 
status  as  foreign  f^rms  or  to  audit  the 
determmations  of  cost  m  transfers  be- 


tween foreign  and  domestic  affiliates  i 
and  competitive  inequities  among  firms, 
without  an>'  presently  discernible  bene- 
fit to  the  Government. 

FEA  does,  however,  reserve  the  right 
to  reconsider  the  prospective  application 
of  this  provision  witft  respect  to  any  pro- 
rpective  solicitations,  based  upon  experi- 
ence in  offers  received  in  prior  solicita- 
tions. 

in.  IsstTEs  Reserved 

FEA  specifically  reserves  the  right  to 
promulgate  further  amendments  to  the 
regulations  <1)  regarding  the  computa- 
tion of  actual  costs  of  delivering  crude 
oil  to  the  Government,  (2)  adopting  a 
handling  fee  for  sales  of  domestic  crude 
oil  to  the  Government  for  the  SPR,  (3> 
permitting  "interchangeability"  of  crude 
oil  from  various  sources  for  all  sales  of 
crude  oil  to  the  Government  for  the  SPR 
and  setting  forth  requirements  and  pro- 
cedures for  determining  circumstances 
when  "interchangeability"  is  to  be  per- 
mitted, and  i4i  regarding  prospective  ap- 
plication of  §  212.53  to  imported  crude  oil 
to  redefine  "first  sales  into  U.S.  com- 
merce." 

(Emergency  Petroleum  Allocation  Act  of 
1973.  Pub.  L.  93-159,  a.s  amended.  Pub.  L.  93- 
511.  Pub.  L.  94-99.  Pub.  L.  9t-133,  Pub.  L. 
94-163,  and  Pub.  L.  94-385;  Federal  Enerpy 
Administration  Act  of  1974.  Pub.  L.  93-275,  as 
amended.  Pub.  L  94-163.  as  amended,  Pub.  L. 
94-385;  EO    11790,  36  FR  23185) 

In  consideration  of  the  foregoing. 
Parts  211  and  212  of  Chapter  U.  Title  10 
of  the  Code  of  Federal  Regulations,  are 
amended  as  set  forth  below. 

Is.sued  in  Washington,  D.C.,  May  27, 
1977. 

Eric  J.  F^rci, 
Acting  General  Counsel, 
Federal  Energy  Administration. 

1.  Section  211.67  is  amended  in  para- 
graph <m)  to  add  a  new  subparagraph 
<5)  to  read  as  follows: 

§211.67      Allocalion    of   domestic   crude 
oil. 

*  •  •  *  • 

(m)  Adjustments  to  crude  oil  and 
product  costs.  •   •   • 

i5>  Strategic  petroleum  reserve  en- 
titlements transactions.  Notwithstand- 
ing the  other  provisions  of  this 
§  211.67<m» .  with  respect  to  entitlements 
issued  by  the  Government  to  a  firm  as- 
sociated with  acquisitions  from  that 
firm  for  the  Strategic  Petroleum  Reserve 
("SPR"  I  which  are  sold  by  that  firm 
<  or  which  dimmish  the  entitlements  pur- 
chase obligations  of  that  firm)  and  en- 
titlements which  are  required  to  be  pur- 
chased by  a  firm  because  of  sales  by  that 
firm  for  the  SPR.  FEA  shall  not: 

lit  Permit  or  require  any  adjustment 
to  that  firm's  cost  of  crude  oil  in 
1212.83(c)(2)  if  it  is  a  refiner; 

(iii  Permit  or  require  any  adjustment 
to  that  firm's  cost  of  product  in  inven- 
tory if  it  is  a  reseller  or  retailer;  or 

'iii»  Permit  or  require  any  adjustment 
to  that  firm's  prices  in  other  first  sales 
of  crude  oil  if  it  is  a  producer. 


2.  A  new  5  212.95  is  added  to  read  as 
follows : 

§212.95      Stratogir     Petroleum     Reserve 
Crude  Oil  Pricing. 

(a)  Scope.  This  section  applies  to  each 
sale  of  crude  oil  to  the  Government  for 
the  Strategic  Petroleum  Reserve 
("SPR"). 

(b)  Rule.  1 1 1  Crude  oil  shall  be  offered 
and  sold  to  the  Government  for  the 
SPR  at  a  net  return  to  the  seller: 

(i)  Of  not  more  than  the  applicable 
ceiling  price  under  §§  212.73  and  212.74 
for  a  first  sale  of  domestically  produced 
crude  oil,  or 

(ii)  Of  not  more  than  the  maximum 
lawful  price  imder  §  212.93  for  a  sale 
after  the  first  sale  of  domesticaUy  pro- 
duced crude  oil:  Provided.  That  the 
seller  may  treat  each  lot  of  crude  oil 
separately  acquired  as  a  separate  "prod- 
uct in  inventory"  whether  or  not  it  has 
historically  done  so,  or  (iii>  Not  re- 
stricted by  this  rule,  for  a  first  sale  of 
domestic  crude  oil  produced  and  sold 
from  a  stripper  well  property  in  accord- 
ance with  §  212.54  and  for  a  first  sale 
of  crude  oil  into  US.  commerce 
in  accordance  with  J§212.53(bi  and 
212.95(f). 

(2)  As  used  in  this  section,  the  "net 
return  to  the  seller"  means  the  payment 
to  the  seller  by  the  Government  for 
crude  oil  acquired  for  the  SPR.  plus  or 
minus  any  costs  or  revenues  (including 
reduced  purchase  obligations)  for  the 
purchase  or  sale  of  entitlements  that  are 
attributable  to  such  sale  of  crude  oil 
to  the  Government  for  the  SPR,  but  the 
"net  return  to  the  seller"  does  not  in- 
clude any  actual  expenses  incurred  in 
delivering  the  crude  oil  to  the  Govern- 
ment (that  are  not  already  included  in 
the  maximum  lawful  price) . 

(c)  Certification.  When  proposals  are 
submitted  and  when  crude  oil  is  deliv- 
ered to  the  Government,  offerors  and 
sellers  shall  certify  what  volumes  of 
crude  oil  are  lower  tier,  upper  tier,  or 
imported  or  domestic  uncontrolled  crude 
oil  and  shall  certify  the  ceiling  or  other 
maximum  lawful  price,  if  any,  appUcable 
to  the  volumes  so  classified. 

(d)  Net  return  to  sellers.  Payments  to 
sellers  shall  be  reduced  if  the  net  return 
to  the  seller  would  otherwise  exceed  the 
amount  provided  for  in  §  212.95 ib> . 

te)  No  other  use  of  unrecovered 
amounts.  If  the  net  return  to  the  seller 
Is  less  than  the  amoimt  permitted  in 
§212.95'b),  the  full  amount  is  deemed 
recovered,  and  no  carry-forward  or  other 
application  of  any  unrecovered  amounts 
to  sales  prices  to  other  customers  is 
permitted. 

(f  >  First  sales  into  U.S.  commerce.  Any 
sale  of  imported  crude  oil  to  the  Gov- 
ernment for  the  SPR  will  be  deemed  a 
first  sale  into  U.S.  commerce  under 
§  212.53(b). 

[FRDoc.77-15661  Filed  5-31-77;9  18  am| 
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proposed  rules 


these  notices  is  to  give 


to  th«  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
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interested  persons  an  opportunity  to  participate  m  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  Or   AGRICULTURE 

Agricultural  Marketing  Service 

[7CFRPart916] 

HANDLING   OF    NECTARINES    GROWN    IN 
CALIFORNIA 

Proposed  Rulemaking 

AGENCY:  Agricultural  Marketing  Serv- 
ice.   USDA. 

ACTION:  Proposed  rule. 

SUMMARY:  This  proposal  would  con- 
tinue through  Mar  31.  1978.  current  min- 
imum grade  and  .size  requirements  ap- 
plicable to  fresh  shipments  of  California 
nectarines.  The  proposed  amendment  is 
coiosistent  with  the  qualitv  and  size  com- 
position of  the  estimated  crop  of  Cali- 
fornia nectarines.  The  proposal  is  de- 
signed to  maintain  orderly  marketing 
conditions  in  the  interest  of  producers 
said  consumers. 

D.\TE:  Comments  must  be  received  on 
or  before  June  27.  1977. 

.ADDRESS:  Send  comments  to:  Hearing 
Clerk,  Room  1077,  South  Building. 
USDA.  'Washington,  DC.  20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT ; 

Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service.  U.S.  Depart- 
ment of  Agriculture.  Washington,  D.C 

20250.  I  202-447-3545 >. 

SUPPLEMENTARY       INPORM.ATION: 
The  proposed  amendment  was  submitted 
bv  the  Nectarine  Administrative  Com- 
mittee, established  pursuant  to  the  mar- 
keting    agreement,    as    amended,     and 
Order  No.  916.  as  amended  '7  CFR  Part 
916  >    which    regulates   the   handlmg   of 
nectarines  grown  in  Califonua.  This  is  a 
regulatory  program  effective  under  the 
Agricultural   Marketing   .Agreerie^ent   Act 
of  1937.  as  amended  i7  U.SC    601-674^ 
This  notice   invites  written  comment 
relative  to  a  proposed  amendment  that 
would  continue  Nectarine  Regulation  9 
'5  916  351;    42   FR   24229'    through   Mav 
31.  1978.  Said  regulation  will  expire  on 
July  16.  1977.  unless  extended   The  reg- 
ulation   prescribes    that    shipments    of 
Cahfomia  nectarines  grade  U.S.  No.   1 
except  that  '  1 '    a  slightly  smaller  area 
of  the  surface  of  each  fruit  mav  be  af- 
fected   by    fairly    hght    colored,    fairly 
smooth  scars,  and  (^>  an  additional  tol- 
erance is  provide  for  indmdual  fruit  not 
well   formed   but  not  badly   misshapen. 
The  regulation  also  prescribes  miniinum 
sizes  for  44  named   varieties.  The  pro- 
posal IS  designed  to  continue  to  provide 
markets  wntli  an  ample  supplv  of  desir- 
able size  and  quality  nectarmes  consist- 


ent with  the  available  supply  in  the  in- 
terest of  producers  and  consumers. 

All  persons  who  desire  to  submit  writ- 
ten ds^^,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed amendment  published  herein,  shall 
file  tlie  same,  in  duphcate.  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture.  Room  1077.  South 
Building.  'Washington,  DC.  20250.  not 
later  than  June  27.  1977.  All  written  sub- 
missions made  pursuant  to  this  notice 
will  be  made  available  for  public  inspec- 
tion at  the  office  of  the  Hearing  Clerk 
during  regular  business  hours  i7  CFR 
1.27ibi  ). 

Under  the  proposal,  the  provisions  of 
Nectarine  Regulation  9  '§916.351:  42 
FR  24229 »  are  revised  to  read  as  follows: 

§  916.351      Nectarine  Regulation  9. 

Order.  <ai  During  the  period  July  16, 
1977,  through  May  31,  1978.  no  handler 
shall  handle: 

( 1 )  Any  package  or  container  of  any 
variety  of  nectarines  unless  such  nec- 
tarines grade  at  least  US  No.  1:  Pro- 
vided, That  nectarines  2  inches  in  diam- 
eter or  smaller,  shall  not  have  fairlj- 
light  colored,  fairly  smooth  scars  which 
exceed  the  agregate  area  of  a  circle  ^a 
inch  in  diameter,  and  nectarines  larger 
than  2  inches  m  disuneter  shall  not  have 
fairly  light  colored,  fairly  smooth  scars 
which  exceed  an  aggregate  area  of  a 
circle  >2  inches  In  diameter:  provided 
further,  That  an  additional  tolerance  of 
25  percent  shall  be  permitted  for  fruit 
that  is  not  well  formed  but  not  badly 
misshapen. 

(2>  Any  package  or  container  of  May- 
red  variety  nectarines  unless: 

'11  Such  nectarines,  when  packed  m 
m.olded  forms  'tray  pack'  in  a  No.  22D 
standard  lug  box.  are  of  a  size  that  will 
pack,  in  accordance  witli  the  require- 
ments of  a  standard  pack,  not  more  than 
IIB  nectarines  m  the  lug  box; 

(ii»  Such  nectarmes  m  any  container 
when  packed  other  than  as  specified  in 
subdivision  a-  of  this  subparagraph  '2i 
are  of  a  size  that  a  16  pound  sample, 
representative  of  the  nectarines  m  the 
package  or  container,  contains  not  more 
than  112  nectarines. 

(3  I  Any  package  or  container  of  May- 
fair  variety  nectarines  unless: 

n>  Such  nectarines,  when  packed  m 
molded  forms  'tray  p>ack'  in  a  No.  22D 
standard  lug  box,  are  of  a  size  that  wUl 
pack,  in  accordance  with  the  require- 
ments of  a  standard  park,  not  mo.T  than 
1 12  nectarines  m  the  lug  box : 

'ii)  Such  nectarines  in  any  container 
when  packed  other  thsm  as  specified  in 
subdivision  'i'  of  this  subparagraph  '3' 
are  of  a  size  that  a  16  pound"  sample. 


representative  of  the  nectarines  in  the 
package  or  container,  contaiiis  not  more 
than  105  nectarines. 

( 4  •  Anv  package  or  container  of  Crim- 
son CJold,  June  Belle,  June  Grand,  May 
Grand,  Red  June,  Spring  Grand,  Arm- 
king,  or  Zee  Gold  variety  nectarines  un- 
less: 

«i)  Such  nectarines,  when  packed  in 
molded  forms  'tray  pack)  in  a  No.  22D 
standard  lug  box.  are  of  a  size  that  will 
pack,  in  accordance  with  the  require- 
ments of  a  standard  pack,  not  more  than 
108  nectarines  in  the  lug  box: 

(iii  Such  nectarines  in  any  container 
when  packed  otlier  than  as  specified  in 
subdivision  (i)  of  this  subparagraph  (4> 
are  of  a  size  that  a  16  pound  sample, 
representative'  of  the  nectarines  in  the 
package  or  container,  contains  not  more 
than  102  nectarines. 

« 5  >  Anv  package  or  container  of  Early 
Sungrand.  Independence.  Moon  Grand. 
Star  Grand  I.  Star  Grand  II,  Sun  Flame 
Surruner  Grand.  Sun  Grand.  Kent 
Grand.  Early  Star.  Firebright.  or  Red 
Diamond  variety  nectarines  unless: 

(i>  Such  nectarines,  when  packed  in 
molded  forms  (tray  pack'  in  a  No.  22D 
standard  lug  box,  are  of  a  size  tliat  will 
pack,  in  accordance  with  the  require- 
ments of  a  standard  pack,  not  more  than 
96  nectannes  in  the  lug  box;  or 

'  ii  I  Such  nectarines  in  any  container 
when  packed  other  than  as  specified  in 
subdivision  li)  of  this  subparagraph  '5> 
are  of  a  size  that  a  16  pound  sample, 
representative  of  the  nectarines  in  the 
packace  or  container,  contains  not  more 
than  90  nectarines 

'6'  Any  package  or  container  of  Au- 
tumn Grand.  Clinton-Strawberry.  Fan- 
tasia. Flamekist.  Flavortop.  Gold  King. 
Granderli.  Grand  Prize,  Harry  Grand, 
Hi-Red.  Late  Le  Grand.  Le  Grand,  Ni- 
agara Grand.  Red  Grand.  Regal  Grand, 
Richards  Grand.  Roval  Grand.  Septem- 
ber Grand.  Fairlane.  Red  Free.  Bob 
Grand,  or  Tom  Grand  variety  nectsu-ines 
unless : 

li'  Such  nectarines,  when  packed  in 
molded  forms  'trav  packi  in  a  No  22D 
standard  lug  box.  are  of  a  size  that  will 
pa:k.  in  accordance  with  the  require- 
ments of  a  standard  pack,  not  more 
than  88  necUnnes  in  the  lug  box:  or 

'ii'  Such  nectarines  in  any  container 
when  packed  other  than  as  specified  in 
subdivision  li'  of  this  subparagraph  '6) 
are  of  a  size  that  a  16  pound  sample, 
representative  of  the  nectarines  in  the 
package  or  container,  contains  not  more 
than  78  nectarines. 

'7>  'When  used  herein,  "U.S.  No.  1" 
and  "Standard  pack"  shall  have  the  same 
meaning  as  set  forth  in  the  United  States 
Standards  for  Grades  of  Nectarines  (7 
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CFR  51.3145-51.31601;  the  term  "No. 
22D  standard  lug  box"  shall  have  the 
same  meaning  as  set  forth  in  Section 
1387.11  of  the  "Regulations  of  the  Cali- 
fornia Department  of  Food  and  Agricul- 
ture", and  all  other  terms  shall  have  the 
some  meaning  as  when  used  in  the  mar- 
keting agreement  and  order. 

Dated:  May  26.  1977. 

CHARLE.S    R.    BRADER. 

Deputv  Director,  Fruit  and  Veg- 
etable   Division.    Agricultural 
Marketing  Service. 
|FR  DOC77-15513  Filed  5-31-77:8:45  am) 


[7  CFR  Part  923] 

HANDLING  OF  SWEET  CHERRIES  GROWN 
IN  DESIGNATED  COUNTIES  IN  WASH- 
INGTON 

Proposed  Grade,  Size.  Container 
Requirements 

AGENCY:  Agricultural  Marketmg  Serv- 
ice. USDA. 

ACTION:  Fropose<i- rule. 

SUMMARY:  This  notice  proposes  mini- 
mum grade,  size,  and  container  require- 
ments applicable  to  sweet  cherries 
other  than  Flainier,  Royal  Anne  and 
other  light  sweet  varieties,  grown  in  sLx 
counties  in  the  State  of  Washington.  The 
requirements  are  needed  to  provide  or- 
derly marketing  m  the  interest  of  pro- 
ducers and  consumers. 

DATES:  Written  comments  must  be  re- 
ceived by  June  17,  1977.  The  proposed  ef- 
fective dates  would  be  July  1.  1977. 
through  June  30.  1978. 

ADDRE3S  Comments  should  be  ad- 
dressed to  the  Hearing  Clerk,  United 
States  Dep:irtment  of  Agriculture.  Room 
1077.  South  Building.  Washington.  DC. 
20250.  Two  copies  of  all  wntten  com- 
ments should  be  submitted,  and  they  will 
be  made  available  for  public  inspection 
at  the  oflBce  of  the  Hearing  Clerk  during 
regular  business  hours  t7  CFR  1.27' b'  '. 

FOR  FURTHER  INFORMATION  CON- 

T.^CT 

Charles  R  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division.  Agri- 
cultural Marketing  Service.  U.S.  De- 
partment of  Agriculture.  Washington. 
DC   20250  '202-447-3545'. 

SUPPLEMENTARY  INTOR\L\TION : 
The  proposal  was  submitted  by  the 
Washington  Cherry  Marketing  Commit- 
tee under  §  923. 51  of  the  marketing 
agreement  and  Order  No.  923  <  7  CFR 
F*art  923  ■  regulatmg  the  handling  of 
sweet  cherries  grown  in  designated 
counties  in  the  State  of  Washington  The 
program  15  effective  under  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  ■  7  U.S.C.  601-674 ' . 

The  propo.'^ed  regulation  reflects  the 
Washington  Cherry  Marketing  Commit- 
tee's appraisal  of  the  need  for  regula- 
tion and  of  the  crop  and  current  and 
prospective  marketing  conditions.  It 
would  become  effective  July  1,  1977. 
Shipments  of  sweet  cherries  from  the 
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production  area  will  be  in  progress  when 
the  proposed  requirements  are  to  become 
effective. 

Under  the  proposal,  shipments  of  cher- 
ries, except  those  of  the  Rainier,  Royal 
Anne  and  similar  varieities  commonly 
referred  to  as  "light  sweet  cherries", 
would  be  required  to  grade  U.S.  No.  1 
or  better,  except  for  a  small  increase  in 
the  tolerance  for  defects.  The  cherries 
would  also  be  required  to  be  ^'■.,4  inch 
in  diameter  or  larger  in  all  containers, 
except  for  those  in  face-packed  contain- 
ers, 20-pound  containers  or  larger,  or  ex- 
perimental containers,  for  which  the 
minimum  size  would  be  ''-^.a  inch.  The 
proposed  container  requirements  would 
specify  the  minimum  amount  of  cher- 
ries, by  weight,  which  need  be  in  the 
various  types  of  containers.  Individual 
shipments  of  cherries  up  to  100  poimds 
sold  for  home  use  and  not  for  resale 
would  be  excepted  from  the  grade,  size, 
and  container  requirements,  if  certain 
conditions  are  met  to  prevent  their 
movement  into  commercial  markets. 

Under  the  proposed  grade  and  size  re- 
quirements, ample  supplies  of  cherries  of 
the  better  grades  and  more  desirable  sizes 
would  be  available  in  the  interest  of  pro- 
ducers and  consumers.  Orderly  market- 
ing conditions  would  be  maintained  by 
preventing  the  demoralizing  effect  on 
the  market  caused  by  the  shipment  of 
lower  quality  and  smaller-sized  cherries 
when  more  tJian  ample  supplies  of  the 
more  desirable  grades  and  sizes  are  avail- 
able to  serve  consumers"  needs.  The  pro- 
posed container  requirements  are  de- 
signed to  prevent  deceptive  packaging 
practices  and  to  promote  buyer  confi- 
dence. The  proposal  reads  as  follows: 

§  923.316      Cherry  K*-Kulalion  16. 

Order.  1  ai  Grade  and  sizes.  During  the 
period  July  1.  1977.  through  June  30, 
1978.  no  handler  shall  handle,  except  as 
otherwise  provided  in  paragraphs  ib) 
and  I  c  I  of  this  section,  any  lot  of  cher- 
ries, except  cherries  of  the  Rainer,  Royal 
Anne  and  similar  varieties  commonly 
referred  to  as  "light  sweet  cherries",  un- 
less such  cherries  meet  each  of  the  fol- 
lowing apphcable  requirements: 

<  1 1  US  No.  1  grade  except  that  the 
following  tolerances,  by  count,  of  the 
cherries  in  the  lot  shall  apply  in  lieu  of 
the  tolerances  for  defects  provided  in  the 
United  States  Standards  for  Grades  of 
Sweet  Cliernes : 

111  A  total  of  10  percent  for  defects 
including  In  this  amount  not  more  than 
5  percent,  by  count,  of  the  cherries  in  the 
lot,  for  serious  damage,  and  including  in 
this  latter  amount  not  more  than  one 
percent,  by  count,  of  the  cherries  in  the 
lot.  for  cherries  affected  by  decay:  Pro- 
vided. That  the  contents  of  individual 
packages  in  the  lot  are  not  limited  as  to 
the  percentage  of  defects  but  the  total 
of  the  defects  of  the  entire  lot  shall  be 
within  the  tolerances  specified. 

i2i  At  least  95  percent,  by  count,  of 
the  cherries  in  the  lot  shall  measure 
not  less  than  ^N,4  inch  in  diameter,  ex- 
cept as  hereinafter  provided  in  para- 
graph *b)'2'ili>  and  subparagraph  (3) 
of  this  paragraph. 


•  3)  At  least  90  percent,  by  count,  of 
the  cherries  in  any  lot  of  face-packed 
containers  or  any  containers  of  20 
pounds,  net  weight,  or  more  shall  meas- 
ure not  less  than  5^;4  inch  in  diameter 
and  not  more  than  5  percent,  my  count, 
of  such  cherries  may  be  less  than  *'*rA 
inch  in  diameter. 

(b)  Containers.  During  the  period 
July  1.  1977.  through  June  30.  1978.  no 
handler  shall  handle  any  lot  of  cherries, 
except  cherries  of  the  Rainer.  Royal 
Anne  and  similar  varieties  commonly  re- 
ferred to  as  "light  sweet  cherries",  unless 
such  cherries  are  in  containers  which 
meet  each  of  the  following  applicable 
requirements : 

(1)  The  net  weight  of  the  cherries  in 
any  container  having  a  capacity  greater 
than  that  of  a  container  with  inside 
dimensions  of  15 ^s  by  10' 2  by  4  inches 
shall  not  be  less  than  20  pounds:  and 
all  containters  of  cherries  shall  contain 
at  least  12  pounds,  net  weight,  of  cher- 
ries. 

(2)  Subject  to  the  provisions  of  sub- 
divisions (i)  and  <ii>  hereof,  shipments 
of  cherries  may  be  handled  in  such  ex- 
perimental containers  as  have  been  ap- 
proved by  the  Washington  Cherry  Mar- 
keting Committee. 

(i»  All  shipments  handled  in  such  con- 
tainers shall  be  under  the  supervision  of 
the  committee :  and 

(ii)  At  least  90  percent,  by  coimt.  of 
the  cherries  in  any  lot  of  such  con- 
tainers shall  measure  not  less  than 
''+iH  inch  in  diameter,  and  not  more 
than  5  percent,  by  count,  of  such  cher- 
ries may  be  less  than  *Sa  inch  In 
diameter. 

(c)  Exceptions.  Notwithstanding  any 
other  provisions  of  this  section,  any  indi- 
vidual shipment  of  cherries  which  meets 
each  of  the  following  requirements  may 
be  handled  without  regard  to  the  provi- 
sions of  paragraph  'a)  and  ib»  of  this 
section,  and  of  §5  923.41  and  923.55  of 
this  part: 

(1)  The  shipment  consists  of  cherries 
sold  for  home  use  and  not  for  resale : 

(2)  The  shipment  does  not,  in  the  ag- 
gregate, exceed  100  pounds,  net  weight, 
of  cherries ;  and 

(3)  Each  container  is  stamped  or 
marked  with  the  words  "not  for  resale" 
in'  letters  at  least  one-half  inch  in  height. 

(d)  Definitions.  Terms  used  in  the 
marketing  agreement  and  order  shall, 
when  used  herein,  have  the  same  mean- 
ing as  given  to  the  respective  term  in  said 
marketing  agreement  and  order;  "U.S. 
No.  1"  and  •diameter"  shall  have  the 
same  meaning  as  when  used  in  the 
United  States  Standards  for  Grades  of 
Sweet  Cherries  (7  CFR  51.264&-51.2660)  ; 
and  "face-packed"  means  that  cherries 
in  the  top  layer  in  any  container  are  so 
placed  that  the  stem  ends  are  pointing 
downward  toward  the  bottom  of  the 
container. 

Dated:  May  26,  1937. 

Charles  R.   Brader. 
Deputy  Director,  Fruit  and  Veg- 
etable  Division.   Agricultural 
Marketing  Service. 

|FR  Doc.77-166ia  FUed  5-31-77:8:45  am) 
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[  7  CFR  Part  989  ] 

I  Docket  No  AO-198-A9I 

RAISINS  PRODUCED  FROM   GRAPES 
GROWN    IN   CALIFORNIA 

Decision  on  Proposed  Further  Amendment 
of  the  Marketing  Agreement  and  Orde.' 

AGENCY :  Agricultural  Marketing  Serv- 
ice.  USDA 

ACTION :  Proposed  rule. 

SUMMARY :  This  decision  would  amend 
the  Federal  marketing  Eigreement  and 
order  covering  California  raisins.  The 
proposed  changes  were  recommended  by 
the  Raisin  Administrative  Committee. 
The  major  purpose  of  the  proposed 
changes  in  the  order  is  to  improve  pro- 
cedural operations. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
Charles  R.  Brader.  Deputy  Director. 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service,  Department 
of     Agriculture.     Washington.     DC 
20250  (202-447-3545). 
SUPPLEMENTARY  INFORMATION: 
Prior  Document  in  This  Proceeding 
Notice  of  Hearing— Lssued  October  21, 
1976;  published  October  27.  1976  '41  FR 
47059) . 

Notice  of  Recommended  Decision — 
Issued  March  28,  1977;  Published 
AprU  1,1977  1 42  FR  17463  >. 

Raisin  growers  will  vote  in  a  referen- 
dum to  determine  whether  or  not  they 
favor  issuance  of  the  proposed  changes. 
A  principal  change  would  make  each 
"varietal  type"  of  raisin  covered  under 
the  order  broad  enough  to  include  all 
raisins  with  similar  characteristics  and 
market  uses  regardless  erf  the  grape  va- 
riety or  method  of  drying  used  m  pro- 
ducing the  raisins.  Another  change 
would  provide  for  grading  requirements 
and  grower  district  representation  pro- 
visions to  be  moved  f  nxn  the  order  to  the 
rules  and  regulations  to  facilitate  refer- 
ence. Minor  changes  in  provisions  per- 
taining to  offers  of  reserve  tonnage 
raisins  to  handlers  would  also  be  made 
for  easier  administration  and  authority 
would  be  added  to  designate  certain  rai- 
sins for  production,  processing,  and  mar- 
keting research  and  development  proj- 
ects, and  for  exempting  these  raisins 
frcwn  any  or  all  regulation  under  the 
order. 

Prkliminart  Statebcent 

A  pubhc  hearing  was  held  upon  pro- 
posed further  amendment  of  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  989.  as  amended  (7  CFR  Part 
989).  regvilating  the  handling  of  raisins 
produced  from  grapes  grown  in  Califor- 
nia. The  hearing  was  held,  pursuant  to 
the  iHt)visions  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amwided  (7  U.S.C.  601  et  seq.)  and  the 
applicable  rules  of  practice  <7  CFR  Part 
900 ) ,  at  Fresno,  California.,  on  November 
5,  1976,  pursuant  to  notice  thereof. 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  tbe  record 
thereof,   the   Acting   Administf«^or.   on 


March  28,  1977,  filed  with  the  Hearing 
Clerk,  U.S.  Department  of  Agriculture, 
his  recommended  decision  containing  the 
notice  of  the  opportunity  to  file  written 
exceptions  thereto.  One  exception  was 
filed  by  the  Raisin  Administrative  Com- 
mittee. 

The  material  issues,  findings  and  con- 
clusions, rulings,  and  general  findings  of 
the  recommended  decLsion  are  hereby 
approved  and  adopted  and  are  set  forth 
in  full  herein,  subject  to  the  followmg 
modifications: 

1.  In  Material  Issue  <5i.  the  last  sen- 
tence of  paragraph  7  is  revised,  and  the 
words  "for  each  designated  project."  are 
added  immediately  after  the  words  "nat- 
ural condition  tons  annually"  in  the  third 
sentence  of  paragraph  11. 

2.  In  Material  Issue  ^6< .  the  phrase 
■'To  afford  maximum  flexibility  of  opera- 
tions under  this  provision."  is  removed 
from  the  last  sentence  of  paragraph  6. 
and  a  new  paragraph  is  added  before  the 
last  paragmph. 

Material  issues.  TTie  material  issues  of 
record  are  as  follows: 

(1»  Revising  the  definitions  of  'act", 
"varietal  t>-pe";  adding  definitions  for 
"other  failing  raisins",  and  "raisin  resid- 
ual material";  and  deleting  the  defini- 
tion of  "bleached  raisins" 

t2»  Deletmg  provisions  specifying 
grower  districts  for  the  purposes  of 
grower  representation  on  tlie  commit- 
tee; providing  for  the  establishment  of 
these  provisions  in  rules  and  regulations; 
and  making  conforming  changes  in  cer- 
tain related  provisions. 

'3i  Deleting  provisions  specifying  in- 
coming and  outgoing  grade  standards; 
providing  for  the  establishment  of  these 
standards  in  rules  and  regulations,  sim- 
plifying provisions  for  changing  these 
standards  in  below  or  above  parity  situ- 
ations; and  deleting  related  provisions 
which  are  no  longer  necessary. 

(4)  Adding  provisions  permitting  es- 
tablishment of  procedures  to  give  han- 
dlers the  option  of  eliminating  the  ini- 
tial inspection  check  for  a  certain  defect 
on  Incoming  raisins. 

t5»  Adding  provisions  for  designating 
raisins  for  certain  research  and  develop- 
ment and  for  exempting  these  raisins 
from  any  or  all  regulations  under  the 
order. 

(6)  Clarifying  provisions  on  the  sub- 
stitution of  reserve  tonnage  raisins;  de- 
leting authority  for  the  establishment  of 
minimum  export  prices  for  reserve  ton- 
nage raisins;  and  making  minor  changes 
in  the  provisions  on  offering  reserve  ton- 
nage raisins  to  handlers. 

(7)  Clarifying  provisions  on  handler 
services  performed  with  respect  to  re- 
serve tonnage  raisins. 

(8)  Deleting  an  obsolete  reference  to 
the  Raisin  Advisory  Board. 

(9)  Making  .«:uch  changes  in  the  order 
as  may  be  needed  to  bring  the  entire  or- 
der, as  amended,  into  conformity  with 
the  amendatory  action  resulting  from 
the  hearing. 

Findings  and  conclusions  The  follow- 
ing findings  and  conclusions  on  the  ma- 
terial issues  are  based  on  the  record  of 
hearing: 


(1)  The  definition  of  "act"  in  §  989  2 

should  be  revised  to  mean  Public  Act  No. 
10.  73d  Congress,  as  amended  and  as  re- 
enacted  and   amended  by  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  'Sees.  1-19,  48  Stat    31.  as 
amended;   7  U.S.C.  601-674'     This  up- 
dates the  citation  contained  in  the  defi- 
nition,   thereby   covering    the   complete 
statutory  authority  pursuant   to  which 
the    marketing    agreement    and    order 
(hereinafter,  in  thLs  text  of  the  Findings 
and  conclusions,  collective^-  referred  to 
as  the  "order"'  is  operative  The  citation 
'48  Stat.  31.  as  amended;  7  US  C.  601  et 
seq.;  68  Stat    906.  1047)   is  replaced  by 
<Secs.  1-19,  48  Stat.  31.  as  amended;  7 
U.S.C.  601-674' .  In  the  notices  of  hear- 
ing, the  propo,<5ed  definition  contained 
the  date  May  12   1933.  the  effective  date 
of  Public  Act  No    10.  73d  Congress    At 
the    hearing,    the    proponents    recom- 
mended that  this  date  be  deleted  be- 
cau'^e  it  was  not  needed 

When  the  order  was  established  in 
1949.  it  regulated  the  handling  of  raisins 
produced  from  Thompson  Seedless.  Mus- 
cat. Sultana,  and  Zante  Currant  raisin 
variety  grapes  grown  in  California.  At 
that  time,  these  comprised  all  of  the 
varieties  from  which  any  appreciable 
volume  of  raisins  were  produced  The 
raisin  Industry  recognized  that  raisins 
with  differing  characteristics  due  to  the 
particular  variety  of  grapes  or  the 
method  of  drying  crapes  into  rfil.'^tns.  or 
both,  could  entail  different  regulatory 
treatment.  Thus,  the  categorization  of 
raisins  into  varietal  types  was  established 
in  conjunction  with  the  application  of 
quality  and  volume  regulations 

In  the  ensuing  years,  the  raisin  indus- 
try became  concerned  that  other  grape 
varieties  'table  and  wine)  could  be  made 
into  raisins  and  compete  with  rai«lns 
made  from  the  traditional  raisin  variety 
grapes  These  grape  varieties  included, 
but  were  not  limited  to.  Alicante 
Bouschet.  Cardinal.  Carignane.  Italia. 
Malaga,  Monukka.  and  Zinfandel  So 
that  raisins  produced  from  these  grape 
varieties  would  be  regulated,  the  order 
was  amended  in  1960  to  cover  all  raisins 
made  from  grapes  produced  in  California, 
and  these  table  and  wine  grapes  were 
added  to  the  list  of  varietal  types  At  the 
same  time,  authority  was  added  per- 
mitting the  committee,  with  the  ap- 
proval of  the  Secretary,  to  change  the 
list  of  varietal  types  to  meet  changing 
conditions  in  the  future 

After  operating  under  this  extensive 
ILst  of  varietal  types  for  approximately 
10  years,  the  lndustr>'  discovered  that  the 
categorization  of  the  varietal  typ>es  wa« 
so  particularized  that  raisins  with  similar 
characteristics  smd  market  uses  had  been 
put  into  different  varieUl  t>-pes.  Needless 
to  say,  this  categorization  made  differen- 
tiation for  volume  and  quality  regula- 
tions quite  difficult.  Also,  the  raisin  in- 
dustry found  that  certain  varietal  types 
had  never  been  produced  in  commercial 
quantities.  Furthermore,  for  some  raisins 
there  are  no  grade  standards  and  these 
raisins  have  been  inspected  against  the 
standards  prescribed  for  the  raisins  they 
most  closely  resemble. 
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In  1973,  the  raisin  industn--  determined 
that  improved  order  operations  could  be 
achieved  if  raisins  with  similar  charac- 
teristics would  be  treated  as  the  same 
varietal  type  regardless  of  the  variety 
of  the  grape  or  production  processes  u-^ed 
to  dry  the  grapes  into  raisins.  An  example 
of  this  is  the  way  raisins  produced  from 
Cardinal.  Malaga,  and  Italia  are  treated. 
Raisins  produced  from  these  three  varie- 
ties of  grapes  possess  characteristics  sim- 
ilar to  Muscats  and  Valencias.  Through 
rulemaking,  they  are  being  treated  as 
Muscats  and  Valencias  for  regulatory 
purposes  To  cite  another  example  of 
varietal  type  combining,  in  1975.  it  was 
determined  through  rulemaking  that 
raisins  produced  by  the  various  dipping 
methods  pos-sess  characteristics  so  similar 
to  each  other  that  they  should  all  be 
classed  as  one  varietal  type.  Dipped  Seed- 
less. 

To  Incorporate  the  changes  already 
made  on  varietal  types  through  rulemak- 
ing into  the  order,  but  in  a  somewhat 
broader  degree.  §  989 10  should  be  re- 
vised to  describe  seven  varietal  types. 
Each  varietal  type  propa<;ed  is  intended 
to  be  broad  enough  to  include  all  raisins 
with  similar  characteristics  and  market 
uses  regardless  of  the  grape  variety  or 
method  of  drv'ing  used  in  producing  the 
raisins.  These  varietal  types  should  in- 
clude: (1'  Natural  '  sun-dried  >  Seed- 
less. (2)  Dipped  Seedless.  <3>  Golden 
Seedless.  <4)  Mu.-^cats  (including  other 
raisins  with  seeds >,  <5)  Sultana,  i6) 
Zante  Currant,  and  (7)  Monukka.  These 
raisins  are  generally  recognized  as 
possessing  characteristics  differing  from 
other  raisins  in  a  degree  sufficient  to 
make  necessary  or  desirable  separate 
identification  and  cla.ssiflcation.  The  sec- 
tion heading,  varietal  type,  was  used  in 
the  notice  of  hearing.  This  heading 
should  be  changed  to  "varietal  types" 
to  more  accurately  reflect -the  contents  of 
the  provisions  In  §  989  10. 

Category  (!>.  Natural  'sun-dried> 
Seedless,  should  include  all  sun-dried 
seedless  raisins  that  posse.ss  character- 
istics similar  to  natural  Thompson  Seed- 
less raisins  and  which  have  not  been 
dipped  in  or  sprayed  with  water,  with  or 
without  soda,  oil.  or  other  chemicals  prior 
to  or  during  the  drving  process.  This 
varietal  type  would  include  rai«ins  made 
from  such  grape  varieties  as  Thompson 
Seedless,  Emerald  Seedless,  or  Perlette 
which  are  dried  on  the  vine  or  dried  after 
removal  therefrom. 

Category  '2),  Dipped  Seedless,  should 
Include  seedless  rai.=;ins  produced  by  sun- 
dning  or  other  dehvdration  of  grapes 
which  have  been  dipped  In  or  sprayed 
with  water,  with  or  without  soda,  oil, 
or  other  chemicab  and  which  may  or 
may  not  have  been  sulfured  prior  to  dry- 
ing It  would  not  include  Golden  Seedless 
raisins,  but  could  Inrlnde  drled-on-the 
vine  rai'Jtns  This  varietal  tvpe  would  in- 
clude raisins  made  from  .<;uch  grape  va- 
rieties as  Thompson  Seedless,  Emerald 
Seedless,  and  Perlette 

Category  'S"",  Golden  Seedless,  should 
Include  raL^ins  whose  color  varies  from 
dark  to  golden  yellow  The  process  for 
making  these  raisins  is  similar  to  the 
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process  for  making  Dipped  Seedless  rai- 
sins, but  following  the  dipping  process, 
Golden  Seedless  raisins  are  moved  to  a 
sulfur  house  and  exposed  to  fumes  of 
burning  sulfur.  After  this,  they  are  dried. 

Category  (4> ,  Muscats  (including  other 
raisins  with  seeds)  should  include  all 
raisins  with  seeds.  Raisins  produced 
from  Muscat  grapes  <  Muscat  of  Alexan- 
dria and  Muscatel  Gordo  Blanco)  would 
be  the  most  common.  However,  raisins 
from  such  other  grapes  as  Malaga.  Va- 
lencia, Alicante  Bouschet.  Cardinal.  Car- 
ignane.  Italia,  and  Zinfandel  would  also 
be  included  Muscat  raisins  are  marketed 
in  three  forms:  Loose,  seeded,  or  layered. 
Loose  are  those  where  the  stems  are  re- 
moved, but  the  seed  is  Intact.  Seeded 
Muscats  have  both  stems  and  seeds  re- 
moved. Layered  Muscats  are  unstemmed 
and  left  in  bunches. 

Category  (5>.  Sultana,  should  Include 
all  raisins  with  an  undeveloped  (vestig- 
ial) seed.  The  most  prominent  raisins 
in  this  varietal  type  are  produced  from 
Sultana  grapes.  They  resemble  natural 
Thompson  Seedless,  but  are  not  as  plump. 

Category  (6^  Zante  Currant,  should 
include  all  raisins  produced  from  Black 
Corinth  or  White  Corinth  grapes.  They 
are  darker  than  natural  Thompson  Seed- 
less and  very  small. 

Category  (7) .  Monukka,  should  include 
raisins  produced  from  Monukka  and 
Black  Imperial  grapes.  These  raisins  are 
usually  larger,  darker,  and  plumper  than 
the  other  varietal  types 

A  distinction  between  natural  and 
dipped-made  raisins  should  only  be  made 
on  seedle.'^s  raisins,  not  raisins  with  seeds. 
At  this  time,  the  industry  does  not  be- 
lieve it  is  necessary  to  make  this  distinc- 
tion and  additional  dlfTerentiation. 

Types  of  raisins  in  the  future  may  pos- 
sess characteristics  sufficient  different 
from  tha=;e  known  todav  to  require  sep- 
arate identification  and  classification  for 
the  purposes  of  quality  or  volume  regula- 
tion under  the  order  Should  this  occur. 
the  new  varietal  tvpe  of  raisin  should  be 
added  to  the  list  of  varietal  types  by  rule- 
making and  not  necessitate  formal 
amendment  proceedings. 

The  inspection  agency  of  the  commit- 
tee would  be  responsible  for  classing 
raisin  lots  by  varietal  types.  Should  any 
question  arl^e  as  to  the  inspector's  clas- 
sification of  any  varietal  tvpe  delivered, 
the  tenderer  should  appeal  to  the  com- 
mittee. If  an  apneal  is  made,  the  com- 
mittee should  call  on  other  experts  in 
the  industry  to  classify  the  raisins  Into 
one  of  the  seven  recommended  types.  If 
the  raisin  is  new,  pos.sessing  character- 
istics significantly  different  from  those 
of  the  seven  listed,  then  it  shoiJd  be 
added  to  the  list  by  rulemaking. 

The  definitions  of  "other  failin?  rai- 
sins" and  "raisin  residual  material"  in 
5  989.59' f>  should  be  moved  to  that  por- 
tion of  the  order  devoted  to  "definitions" 
for  convenient  reference  and  to  Improve 
order  oreanization.  These  definitions 
should  be  included  in  5  989.24  together 
with  the  definitions  of  the  terms  "stand- 
ard raisins"  and  "off-grade  rai.sins". 
"Other  failing  raisins"  should  be  defined 
to  mean  any  raisins  received  or  acquired 


by  a  handler,  either  as  standard  raisins 
or  off-grade  raisins,  which  are  proce.ssed 
to  a  point  where  they  qualify  as  packed 
raisins  but  fail  to  meet  the  applicable 
minimum  grade  standards  for  packed 
raisins.  This  definition  is  the  same  as 
that  currently  contained  in  §  989.,'^9'f> . 
"Raisin  residual  material"  should  be 
defined  to  mean  defective  raisins,  stem- 
mer  waste,  sweepin^js,  and  other  residue 
accumulated  by  a  handler  from  recon- 
ditioning raisins  or  from  processing 
standard  raisins  and  other  failing  rai- 
sins. Except  for  the  deletion  of  the 
phrase  "which  may  be  received  or  ac- 
quired by  a  handler  or",  the  definition  is 
the  same  as  currently  contained  In 
5  989.59(f) .  The  phrase,  which  should  be 
deleted,  is  used  for  regulatory  purposes 
in  §  989.59if)  and  is  not  needed  to  define 
the  term  "raisin  residual  material". 

In  connection  with  moving  the  defini- 
tions of  these  two  terms  to  5  989.24.  con- 
forming changes  are  needed  in  the  defi- 
nition of  "off-grade  rai.sins".  The 
phrases  "for  the  purposes  of  disposition" 
and  "pursuant  to  5  989.59(f)"  are  no 
longer  needed  in  the  definition  and 
should  be  deleted.  With  the  deletion  of 
these  two  phrases,  "off-grade  raisins" 
would  mean  raisins  which  do  not  meet 
the  then  effective  minimum  grade  and 
condition  standards  for  natural  condi- 
tion raisins:  Provided.  That  raisins 
which  are  certified  as  off-grade  waisins 
shall  continue  to  be  .such  until  success- 
fully reconditioned  or  become  "other 
failing  raisins".  Section  989.13.  Proces- 
sor, and  ?  989.84.  Disnosition  limitation, 
both  contain  parenthetical  references  to 
the  definition  of  "other  falling  raisins" 
contained  in  ?  989.59(f).  These  refer- 
ences are  no  longer  needed  and  should 
be  deleted.  The  current  heading  of 
5  989.24.  Standard  raisins,  and  off-erade 
raisins,  was  published  in  the  not'ce  of 
hearing.  However,  the  heading  should 
be  changed  to  Standard  raisins,  off- 
grade  raisins,  other  failing  raisins,  and 
raisin  residual  material  to  more  accu- 
rately reflect  the  nrovisions  which  would 
appear  under  the  heading. 

The  term  "bleached  raisins"  in  5  989.6 
should  be  deleted  because  the  term  is 
obsolete  and  will  rto  ^onger  be  used  under 
the  order.  The  term  covers  (a)  any 
raisins  which  have  been  produced  by 
soda  dipping,  with  -or  without  oil. 
whether  sun-dried  or  artificially  dehy- 
drated, or  (b)  any  raisins  which  have 
been  produced  by  soda  dipping,  sulfur- 
Ing,  and  sun-drying.  Outside  the  raisin 
industry,  the  term  "bleach"  and  its 
various  forms  are  u-^ed  eenerally  in  con- 
nection with  the  rfmoval  of  color.  How- 
ever, in  the  raisin  !ndustr>'.  the  term 
refers  to  a  slowing  down  of  the  darken- 
ing proce.ss  (oxidation)  which  occurs 
during  drying.  The  lonsrer  it  takes  grapes 
to  dry  the  darker  the  raisins  become. 

The  tvpes  of  raisins  generally  included 
under  the  term  "bleached  raisins"  have 
been  called  Soda  Dipned  raisins.  Sulfur 
Bleached  raisins,  and  Valencia  rai-sins. 
However,  because  the  term  means  one 
thing  to  the  raisin  industrv  and  another 
to  persons  outside  the  industry,  the  in- 
dustry will  no  longer  use  this  term  under 
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the  order.  Moreover,  Soda  Dipped  raisins 
and  Sulfur  Bleached  raisins  would  be 
classified  as  Dipped  Seedless  raisins,  and 
Valencia  raisins  classified  as  Muscats 
under  the  recommended  revision  of 
s  989  10.  Varietal  types. 

In  connection  with  the  deletion  of  this 
term,  a  conforming  change  should  be 
made  in  5  989.8,  Natural  condition  rai- 
sins, by  deleting  the  words  "with  or 
without  bleaching".  Also,  conforming 
changes  should  be  made  in  the  provisions 
in  §  989.97  (Exhibit  B>  Grade  and  condi- 
tion standards  for  natural  condition  rai- 
sins, when  tliese  requirements  are 
moved  to  the  rules  and  regulations  as 
discussed  under  Material  Lssue  (3). 

(2)  The  provisions  of  §989.96  specify 
several  producer  districts  and  the  num- 
ber of  producers  to  represent  the  respec- 
tive dLstricts  on  the  Raisin  Administra- 
tive Committee.  In  1967,  these  provisions 
were  changed  to  require  producer  rep- 
resentation on  the  committee  to  be  re- 
viewed every  three  years  for  equitable 
producer  representation  and  any  neces- 
sary changes  made.  Pursuant  to  this 
changes  were  made  and  placed  in  the 
rules  and  regulations.  Hence,  provi- 
sions on  district  representation  are 
either  in  the  order  or  in  the  rules  and 
regulations.  This  format  requires  a  re- 
view of  the  applicable  order  provisions 
and  the  rules  and  regulations  to  be  sure 
of  finding  all  of  the  current  district 
representation.  To  eliminate  this  and 
thus  facilitate  reference  to  grower  dis- 
trict representation.  5  989.96  should  be 
deleted  and  the  provisions  on  district 
representation  prescribed  in  the  rules 
and  regulations.  Thus,  all  such  regula- 
tions would  be  in  the  same  place  and 
the  current  difficulties  with  the  present 
format  would  be  eliminated.  Further- 
more, the  review  makes  this  change 
logical  and  desirable. 

The  provisions  currently  in  §  989.96 
should  be  moved  to  the  rules  and  regula- 
tions at  or  after  the  time  the  recom- 
mended amendment  of  the  order  be- 
comes effective.  The  requirements  con- 
tained in  §  989.96  should  remain  in  effect 
until  October  1,  1977.  and  th.en  be  estab- 
lished in  the  rules  and  regulations. 

In  view  of  this  recommended  change, 
appropriate  changes  should  be  made  in 
the  provisions  of  I  989.22  District, 
§  989.26  Establishment  and  membership, 
and  §  989.26a  Changes  in  producer  re- 
presentation, as  follows:  'a'  In  §  989.22. 
the  phrase  "specified  in  §  989.96"  should 
be  changed  to  "designated  in  the  rules 
and  regulations";  'b'  in  the  second 
sentence  of  §  989.26.  the  term  "$  989.96" 
should  be  changed  to  "the  rules  and  reg- 
ulations": and  (CI  in  the  first  sentence 
of  §  989.26a.  the  term  "§  989.96"  should 
be  changed  to  "the  rules  and  regula- 
tions". 

( 3  >  Under  the  order,  all  natural  condi- 
tion raisins  tendered  to  the  handler 
must  meet  minimum  grade  and  condi- 
tion standards  before  the  handler  is 
permitted  to  acquire  or  receive  them. 
After  the  raisins  are  processed  to  the 
point  where  they  can  be  classified  as 
packed  raisins,  minimum  standards  for 
packed  raisins  are  applied  to  them  prior 


to  shipment  or  final  disposition.  The 
minimum  grade  and  condition  standards 
for  natural  condition  raisins  (incoming 
grade  standards)  are  closely  related  to 
those  for  packed  raisins  (outgoing  grade 
standards),  since  raLsins  m.eeting  the 
incoming  standards  have  to  be  of  a  quali- 
tv  and  condition  that  they  would,  when 
properly  processed,  meet  the  effective 
minimum   grade  standards   for   packed 

raisiiis. 

Section  989.58(a)  does  not  permit  a 
handler  to  acquire  or  receive  natural 
condition  raisins  which  fail  to  meet  the 
grade  and  condition  standards  set  forth 
in  §  989.97  (Exhibit  B)  or  as  later 
changed  and  then  in  effect.  No  handler 
may  ship  or  otherwise  make  final  disposi- 
tion of  packed  raisins  unless  they  at 
least  meet  the  miiiimum  grade  standards 
for  packed  raisins  specified  in  §  989  59- 

(a». 

Changes  in  the  applicable  grade  and 
condition  standards  are  authorized  pur- 
suant to  5§989.58'b)  and  989.59(b). 
Numerous  changes  have  been  made  in 
both,  the  natural  condition  and  packed 
standards,  by  rulemaking  since  the 
standards  have  been  effective.  Hence, 
standards  are  prescribed  in  one  part  of 
the  order  and  the  changes  are  m  rules 
and  regulations.  This  format  requires  a 
review  of  the  applicable  order  provisions 
and  provisions  in  the  rules  and  regula- 
tions to  be  sure  of  findmg  all  of  the 
current  incoming  and  outgoing  grade 
regulations. 

To  eliminate  this  and  facilitate  refer- 
ence to  the  applicable  regulations,  the 
minimum  grade  and  condition  standards 
for  natural  condition  raisins  set  forth 
in  §989.97  (Exhibit  B».  and  the  mini- 
mum grade  standards  for  packed  raisins 
in  §  989.59 )  a  i .  .should  be  deleted  and  pro- 
vision made  for  their  establishment  and 
relocation  in  the  rules  and  regulations 
along  with  changes  currently  prescribed 
therein. 

In  order  to  permit  the  establishment 
of  the  grade  and  condition  standards  in 
the  rules  and  regulations,  that  part  of 
the  first  sentence  of  5  989.58' a-  before 
the  proviso,  should  be  revised  to  provide 
that  no  handler  shall  acquire  or  receive 
natural  condition  raisins  which  fail  to 
meet  such  minimum  grade  and  condition 
standards  as  the  committee  may  estab- 
lish, with  the  approval  of  the  Secretary, 
in  applicable  rules  and  regulations. 

In  the  notice  of  hearing,  it  was  pro- 
posed that  the  ■ftord  "the"  follow  the 
infinitive  "to  meet"  in  the  first  senter.ee 
of  5  989  58(a)  Also,  the  word  "raisins" 
in  the  first  proviso  was  inadvertently 
omitted  after  the  phrase  "may  receive 
off-grade".  At  the  hearing,  the  propo- 
nents proposed  that  the  word  "such"  be 
inserted  in  place  of  "the"  because  it  is 
more  exacting  m  conveying  the  intent 
of  the  provision,  and  that  the  word 
"raisins"  be  inserted  after  the  phrase 
"may  receive  off-grade"  in  the  first 
proviso. 

Also,  in  the  notice  of  hearing,  the  last 
.sentence  of  §  989.58)3)  was  proposed  to 
be  amended  by  deleting  the  phrase  "the 
acquisition  or  receipt  of"  after  the  phrase 
"this  paragraph  shall  apply  to'    How- 
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ever  this  phrase  should  be  included  in 
the  last  sentence  of  §  989.58(a)  because 
its  deletion  alters  the  meaning  of  the 
sentence 

The  proposal  in  the  notice  of  hearing 
on  revising  5  989  59(a)    merely  brought 
the  minimum  grade  standards  for  packed 
raisins  into  conformity  with  the  recom- 
mended  revLsion  of  varietal  types  dis- 
cussed in  Material  Issue  d).  However, 
the  record  evidence  indicates  that  the 
minimum  standards  for  packed  raisins 
prescribed  in  paragraph   <a)   should  be 
deleted   and   provision   made   for   their 
establishment   by    rulemaking    in    rules 
and  regulations.  This  change  should  be 
made    for    the    same    reason    that    the 
change  in  5  989.58(a)   should  be  made; 
namelv.  to  facilitate  reference  to  the  ap- 
plicable regulations  by  eliminating  the 
need  to  look  in  the  order  and  the  regu- 
lations.   Therefore,    5  989.59(a)     should 
provide  that  unless  otherwise  provided  in 
this  part,  no  handler  shall;   (1»  Ship  or 
othen^^ise    make     final     disposition     of 
natural  condition  raisins  unless  they  at 
least  meet  the  effective  and  applicable 
minimum  grade  and  condition  standards 
for  natural  condition  raisins,  or  (2)  ship 
or  othenvise  make  final  disposition  of 
packed  raisins  unless  they  at  least  meet 
such  minimum  grade  standards  estab- 
lished by  the  committee,  with  the  ap- 
proval  of   the   Secretary,   in   applicable 
rules  and  regulations  or  as  later  changed 
or  prescribed  pursuant  to  Ihe  provisions 
of  paragraph   <b)    of  5  989  59.  The  two 
provisos  currently  in  paragraph  (a)  per- 
taining to  the  shipment  or  final  disposi- 
tion of  varietal  types  of  raisins  for  which 
no  standards  are  in  effect,  and  authoriza- 
tion to  grind  raisins  which  do  not  meet 
the    minimum    standards    for    packed 
raisins  because  of  mechanical  damage  or 
sugaring,  into  a  raisin  paste,  should  be 
retained  in  the  revision  of  §  989.59' a' 

The  grade  and  condition  standards 
currently  contained  in  »  989  97  (Exhibit 
B)  and  the  standards  for  packed  raisins 
currently  specified  in  5  989  59(a)  should 
be  moved  to  the  rules  and  regulations  at 
or  after  the  time  the  recommended 
amendment  of  the  order  becomes  effec- 
tive The  reouirements  contained  in 
5  989.97  (Exhibit  B)  and  5  989  59(a) 
should  remain  m  effect  until  October  1, 
1977.  and  then  be  established  in  the  rules 
and  regulations.  The  temporary  changes 
in  the  minimum  grade  standards  for 
packed  raisins  'terminating  Novem- 
ber 30,  1977)  set  forth  in  5  989  202  of 
Subpart— Supplementary  Regulation  '41 
FR  52645  '  should  be  recognized  when  es- 
tablishing the  minimum  standards  for 
packed  raisins  in  the  rules  and 
re'mlations. 

As  indicated  previously,  5  989  58' b) 
provides,  in  part  that  the  committee  may 
recommend  to  the  Secretar>-  changes  in 
the  minimum  grade  and  condition  stand- 
ards tor  natural  condition  raisins.  Simi- 
larly, 5  989  59<b)  provides,  in  part,  that 
the  committee  may  recommend  to  the 
Secretarv  changes  in  the  minimum 
grade  standards  for  packed  raisins  of  any 
varietal  tvpe  prescribed  in  paragraph  (a) 
of  that  section.  Section  989  61(a)  pro- 
vides that  the  provisions  of  Part  989  re- 
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lating  to  minimum  grade  and  condition 
standards  and  inspection  requirements, 
within  the  meaning  of  section  2' 3)  of  the 
Act,  and  any  other  provisions  pertaining 
to  the  administration  and  enforcement 
thereof,  shall  continue  in  effect  irrespec- 
tivi^  of  whether  the  estimated  season 
average  price  to  producers  for  raisins  is 
in  excess  of  the  parity  level  specified  in 
Section  2ai  of  the  Act.  Section  2(3) 
authorizes  the  Secret<ir>'  to  establish  and 
mamtain  such  minimiun  standards  of 
quality  and  maturity  and  such  grading 
and  inspection  requirements  for  certain 
agricultural  commodities,  other  than 
milk  and  its  products,  in  interstate  com- 
merce as  will  effectuate  the  orderlv  mar- 
keting of  those  commodities  as  will  be  in 
the  public  interest  Many  puestions  have 
been  asked  by  the  raisin  industry  over 
the  years  seeking  clarification  on  the 
types  of  changes  permitted  pursuant  to 
§5  989.58(b>  and  989  59'b>.  and  the  ap- 
plicability of  these  changes  in  below,  or 
above  parity  situations.  Consistent  with 
the  legislative  history  of  section  2(3>  of 
the  Act.  minimum  standards  of  quality 
are  intended  to  keep  ofiF  the  market  low 
quality,  off-grade,  culls,  unclassified,  or 
immature  products,  even  though  prices 
are  above  the  parity  level.  Such  action  is 
intended  to  be  in  the  interest  of  con- 
sumers, as  well  as  in  the  interest  of  pro- 
ducers. Any  changes  in  the  minimum 
standards,  whether  temporary  or  per- 
manent, to  be  applicable  in  above  i>anty 
situations,  must  be  justified  in  the  public 
interest.  Conditions  may  occur  in  any 
season  necessitating  changes  in  the  mini- 
mum standards.  These  conditions  can 
arise  from  many  circumstances,  includ- 
ing but  not  limited  to.  (ai  crop  condi- 
tions. <bi  changes  or  advances  in 
production,  processing,  and  packaging 
technology,  tci  conditions  requiring 
more  precise  correlation  between  the  in- 
coming and  outgoing  standards,  and  (d' 
changes  in  economic  factors  affecting 
the  orderly  marketing  of  raisins  in  the 
public  interest  With  respect  to  la) .  there 
have  been  two  years  <1958  and  1976 1  in 
which  a  large  portion  of  the  raisin  crop 
was  badly  damaged  by  rain.  All-out  ef- 
forts were  made  to  salvage  as  much  of 
the  crops  as  possible.  In  both  season.s, 
there  were  temporary  rela.xations  in  the 
minimum  standards.  The  purpose  of  the 
relaxations  was  to  permit  the  industry 
to  salvage  as  much  of  those  crops  as  pos- 
sible, but  still  be  able  to  market  a  product 
acceptable  to  consumers  and  other  users. 
These  changes  were  in  tiie  public  interest. 
However,  there  have  been  instances  in 
which  raisin  production  was  reduced  be- 
cause of  weather,  but  changes  in  the 
minimum  standards  were  unneces.sarj-. 
For  example,  in  1972.  the  production  of 
California  raisins  was  drastically  cur- 
tailed by  freezes.  Those  raisins  that  were 
produced  in  the  fall  of  1972  were  of  ac- 
ceptable Quality,  and  the  minimum 
standards  were  not  changed.  In  1973, 
production  returned  to  normal,  but  be- 
cause of  depleted  stocks  and  the  need  to 
fill  pipelines,  the  demand  for  1973  crop 
California  raisins  was  extremely  strong. 
The  minimum  standards  were  not 
changed  that  year.  In  both,  the  1972-73 


and  1973-74  crop  years,  the  season  av- 
erage price  to  producers  exceeded  parity. 
Regarding  <b»,  better  processing  ma- 
chinery may  be  developed  resulting  in 
more  efficient  processing  of  raisins.  For 
example,  such  machinery  could  achieve 
better  removal  of  stems  or  capstems  from 
the  pack,  thereby  enabling  a  reduction 
in  -the  tolerences  for  these  defects  and 
hence,  a  reduction  in  the  amount  of 
foreign  material  in  the  pack.  With  re- 
spect to  (c  I .  it  may  be  found  that  a  toler- 
ance for  a  particular  defect  in  the  incom- 
ing grade  and  condition  standards  is  too 
liberal  in  comparison  with  the  tolerance 
for  the  same  defect  in  the  outgoing  mini- 
mum grade  standards  for  packed  raisins. 
The  defect  may  be  of  such  a  nature  that 
it  cannot  be  removed  readily  during  proc. 
essing,  and  if  the  incoming  tolerance  is 
not  decreased  the  quality  of  the  outgoing 
pack  may  be  lower  than  the  effective 
minimum  standards  for  packed  raisins. 
Regarding  » d  > .  circumstances  such  as 
farm  labor  problems  including  the  high 
cost  and  difBculty  in  finding  adequate 
help,  may  force  the  raisin  industry  to 
find  an  alternative  method  of  harvesting 
raisins  by  mechanical  means.  This  could 
affect  the  quality  of  the  raisins  harvested 
in  such  ways  as  increased  mechanical  in- 
jury and  broken  skin.^If  these  defects  do 
not  affect  eating  quality,  less  restrictive 
tolerances  for  these  defects  may  be 
appropriate. 

Therefore,  changes  in  the  minimum 
standards  should  be  authorized  whether 
or  not  the  estimated  average  season  price 
to  growers  is  above  or  below  parity  level. 
These  changes  may  be  of  short  term  or 
long  term  duration.  In  order  that  any 
changes  are  effective  in  above  parity  sit- 
uations, such  should  be  based  on  a  spe- 
cific determination  by  the  Secretary  that 
these  changes  will  effectuate  the  orderly 
marketing  of  raisins  as  will  be  in  the 
public  interest 

Accordingly.  §  989.58(b)  should  be  re- 
vised to  provide  that  the  committee  m.ay 
recommend  to  the  Secretary  changes  in 
the  minimum  grade  and  condition  stand- 
ards for  natural  condition  raisins  of  any 
varietal  type  and  may  recommend  to  the 
Secretary  that  the  minimum  grade  and 
condition  standards  for  any  varietal  type 
be  added  or  deleted.  .As  discussed  herein, 
such  recommended  changes  may  be  more 
restrictive  or  may  relax  the  minimum 
standards  then  in  effect,  and  may  be 
made  whether  or  not  the  season  average 
price  to  producers  is  at>ove  parity.  Para- 
graph (b»  should  also  provide  that  the 
committee  shall  submit  with  its  recom- 
mend?^ion  all  data  and  information 
upon  which  it  acted  in  making  its  recom- 
mendation, and  such  information  as  the 
Secretary  may  request.  The  Secretary 
shall  approve  any  such  change  if  he  finds, 
upon  the  basis  of  the  data  submitted  to 
him  by  the  committee  or  from  other  per- 
tinent information  available  to  him,  that 
to  do  so  would  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

The  notice  of  hearing  did  not  contain 
a  proposal  to  revi.se  §989.59'b).  How- 
ever, the  record  evidence  indicates  that 
the  provisions  of  §  989  59(b>  should  be 
revised  in  conformity  with  the  recom- 
mended changes  in  §  989.59(a)   and  to 


keep  it  properly  related  to  ?  98958 ib). 
Therefore.  §989.59(bi  should  provide 
that  the  committee  may  recommend 
changes  in  the  minimum  grade  stand- 
ards for  packed  raisins  of  any  varietal 
type  and  may  recommend  to  the  Secre- 
tary that  minimum  grade  standards  for 
any  varietal  type  be  added  or  deleted. 
As  in  the  case  of  changes  pursuant  to 
§  989.58* b^ ,  any  changes  pursuant  to  this 
paragraph  may  be  more  restrictive  or 
may  relax  the  minimum  standards  then 
in  effect,  and  may  be  made  whether  or 
not  the  season  average  price  to  produc- 
ers is  above  parity.  The  committee  shall 
submit  with  its  recommendation  all  data 
and  information  upon  which  it  acted  in 
making  its  recommendation  and  such 
other  information  as  the  Secretary  may 
request.  The  Secretary  shall  approve  any 
such  change  if  he  finds,  upon  the  basis 
of  data  submitted  to  him  by  the  commit- 
tee or  from  other  pertiner.t  information 
available  to  him.  that  to  do  so  would  tend 
to  effectuate  the  declared  policy  of  the 
act.  Unless  a  change  pursuant  to  this 
paragraph  is  supported  by  a  justification 
by  the  committee  that  it  will  effectuate 
the  orderly  marketing  of  raisins  as  will 
be  in  the  public  interest  it  should  not  be 
effective  in  above  parity  situations. 

Provisions  currently  in  §  989.61  <b»  in- 
clude authorization,  criteria,  and  limits 
for  modifying  the  grade  standards  for 
natural  condition  and  packed  raisins 
when  the  parity  level  is  exceeded.  The 
recommended  revision  of  §§  989.58(b) 
and  989.59(b)  makes  this  paragraph  un- 
necessary and  it  should  be  deleted. 

The  first  sentence  of  S  989  61  in  the 
notice  of  hearing  unplies  that  the  provi- 
sions on  minimum  grade  and  condition 
standards  and  inspection  requirements 
and  any  other  provisions  pertaining  to 
the  administration  and  enforcement 
thereof  are  the  only  provisions  under 
the  order  that  continue  in  effect  in  above 
parity  situations.  However,  other  provi- 
sions under  the  order,  such  as  those  for 
expenses  and  a.sses.sments.  reporting,  and 
research  and  development  purposes  also 
remain  in  effect  in  above  parity  situa- 
tiqns.  Therefore,  the  first  sentence  of 
§  989.61  in  the  notice  of  hearing  should 
be  amended  bv  substituting  the  words 
"of  the  order"  in  place  of  "thereof". 

(4)  The  proviso  in  §  989.58(d)(1) 
should  be  revised  to  provide  that  the  ini- 
tial inspection  for  infestation  shall  not 
be  required  if  the  raisins  are  fumigated 
in  accordance  with  such  rules  and  pro- 
cedures as  the  committee  shall  establish 
with  the  approval  of  the  Secretary.  This 
proviso  currently  permits  handlers  to 
fumigate  lots  of  natural  condition  raisins 
received  by  them  prior  to  the  comple- 
tion of  the  inspection  and  certification 
process.  It  also  eliminates  the  need  to 
certify  a  lot  as  off-grade  raisins,  upon 
its  receipt  bv  a  handler,  if  fumigation 
only  is  needed  for  the  lot  to  be  certified 
as  standard  raisins  and  the  fumigation 
is  performed  successfiUlv  soon  after  the 
lot  is  received.  However,  because  it  may 
take  up  to  a  week  before  a  handler  has 
received  a  sufficient  volume  of  raisins  to 
fill  a  fumigation  chamber  or  build  a 
stack  of  raisins  and  cover  it  so  fumiga- 
tion can  be  performed,  the  completion 
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of  the  inspection  and  certification  proc- 
ess is  unnecessarily  delayed. 

The  recommended  revision  of  tiie  pro- 
visions in  §  989.58'  d  i  <  1 »  would  give  han- 
dlers who  have  a  policy  of  fumigating 
all  incoming  raisins  the  option  of  elim- 
inating the  inspection  check  for  infesta- 
tion at  the  time  of  receipt.  Moreover, 
this  revision  would  eliminate  the  unnec- 
essary delay  in  the  completion  of  inspec- 
tion and  certification,  becau.se  these  ac- 
tivities would  not  be  interrupted  for  the 
fumigation  process. 

To  the  extent  that  handlers  take  ad- 
vantage of  this  option  and  fumigate  soon 
after  completion  of  incoming  inspection 
and  certification,  the  quantity  of  natural 
condition  raisins  that  can  be  initially 
certified  as  standard  raisins  would  be 
increased,  and  the  workload  of  the  han- 
dlers, the  committee,  and  the  inspection 
agency  would  be  reduced. 

Authority  should  be  provided  for  rules 
and  regulations  to  prescrilje  such  things 
as  issuance  of  the  inspection  certificate 
prior  to  completion  of  fumigation,  re- 
quirements that  the  raisin  lots  remain 
under  the  supervision  of  the  inspection 
service  during  fumigation,  and  the  de- 
termination by  the  inspection  service 
that  fumigation  was  successful. 

(5 1  Authoritv  should  be  added  to  the 
order  for  the  ommittee  to  designate  rai- 
sins for  production,  processing,  and  mar- 
keting research  and  development  proj- 
ects and  for  exempting  the  acquisition 
and  disposition  of  these  raisins  from  any 
or  all  regulations  established  under  the 
order.  The  purpose  of  authorizing  the 
committee  to  grant  such  exemptions  is 
to  encourage  projects  which  will  encour- 
age cost  savings  and  better  raisins  and 
raisin  products.  Such  projects  would  be 
initiated  without  finanial  support  of  the 
committee,  but  would  be  for  the  long- 
run  benefit  of  the  entire  raisin  industry. 
The  type  of  research  contemplated 
under  these  provisions  includes  experi- 
mentation and  development  of  new  kinds 
of  raisins  (raisins  made  from  other  than 
the  traditional  raisin  grapes*  and  new 
techniques  in  making  raisins.  For  exam- 
ple, a  number  of  growers  have  indicated 
interest  in  planting  the  new  Fiesta  grape 
for  raisin  production  but  are  apprehen- 
sive, because  they  are  not  sure  of  the 
marketing  possibilities.  With  respect  to 
handlers,  the  possibility  of  having  to  set 
aside,  under  volume  regulations,  raisins 
for  diversion  is  unattractive  with  respect 
to  experimental  raisins. 

When  the  total  handler  acquisitions  of 
raisins  under  an  exemption  granted  by 
the  committee,  exceeds  500  natural  con- 
dition tons  or  a  larger  quantity  approved 
by  the  Secretary  upon  a  recommendation 
of  the  committee  the  exemption  should 
terminate.  Also,  each  exemption  granted 
for  a  particular  research  project  should 
be  for  not  more  than  five  years.  If  the 
research  project  is  not  completed  after 
the  fifth  year,  the  committee  should  re- 
view the  progress  made  and  decide 
whether  or  not  the  exemption  should  be 
continued. 

To  experiment  with  a  new  kind  of 
raisin  and  conduct  meaningful  test  mar- 
ket studies,  a  relatively  large  quantity  of 
exempt  tonnage  is  needed.  The  500  nat- 


ural condition  ton  limitation  as  set  out 
above  should  be  adequate  for  these  pur- 
poses and  is  designed  to  encourage  more 
than  one  producer  or  handler  to  partic- 
ipate in  similar  research.  The  record  evi- 
dence indicates  that  the  current  industry 
view  is  a  quantity  greater  than  500  tons 
would  be  of  commercial  significance, 
have  an  impact  on  the  market,  and 
should  be  subject  to  all  regulations  estab- 
lished under  the  order.  However,  the 
evidence  iiidicates  that  should  the  500 
ton  limitation  turn  out  to  be  too  restric- 
tive in  hght  of  operational  experience, 
the  order  should  authorize  an  increase 
by  the  Secretary,  upon  a  recommenda- 
tion of  the  committee,  and  that  formal 
amendment  proceedings  would  be  imnec- 
essary.  Five  years  is  deemed  ample  time 
for  completion  of  the  types  of  research 
projects  contemplated  initially. 

There  was  considerable  discussioh  at 
the  hearing  on  how  the  committee 
planned  to  administer  these  provisions. 
During  the  discussion,  possible  methods 
of  administration  were  illustrated  which 
would  afford  producers  and  handlers 
participating  in  such  research  activities 
maximum  flexibility,  and  lessen  the 
chances  of  noncompliance. 

According  to  the  record  evidence,  any 
request  for  such  an  exemption  would  be 
made  by  the  producer  or  handler  seeking 
the  exemption  at  a  committee  meeting. 
The  committee  would  review  the  request 
and  decide  whether  or  not  the  project 
involved  a  new  kind  of  raisin  or  a  new 
method  of  making  raisins.  If  the  project 
qualified,  the  committee  would  determine 
which  regulations  would  not  apply  and 
the  period  of  ti.Tie  the  exemption  would 
be  granted.  If  the  committee  granted  the 
exemption,  all  producers  and  handlers 
would  be  notified  of  the  project,  the  reg- 
ulations from  which  the  raLsins  were  ex- 
empt, and  the  length  of  time  for  which 
the  exemption  was  approved.  Notices 
would  be  sent  to  all  handlers  and  releases 
would  be  made  through  news  media. 

It  is  contemplated  that  an  application 
system  would  be  used  by  the  committee 
so  it  would  not  grant  exemptions  for  the 
same  research  project  for  more  than  500 
total  tons  in  any  one  crop  year.  In  other 
words,  each  producer  or  handler  request- 
ing an  exemption  for  the  particular 
raisins  and  research  project  would  indi- 
cate the  quantity  of  such  raisins  they 
expected  to  produce  or  market.  When 
the  500-ton  limitation  set  out  above  is 
exceeded,  no  further  exemptions  for  the 
designated  raisins  would  be  granted  by 
the  committee  and  all  exemptions 
granted  previously  by  it  for  those  raisins 
would  terminate.  The  preceding  sentence 
is  a  revision  of  the  sentence  contained  in 
the  findings  and  conclusions.  The  revi- 
sion, based  on  the  comment  received 
from  the  Raisin  Administrative  Commit- 
tee, clarifies  the  intent  in  the  evidence 
that  all  exemptions  granted  for  desig- 
nated raisins  terminate  when  the  500-ton 
limitation  is  exceeded.  The  committee  in- 
dicated that  the  sentence  was  not  con- 
sistent with  the  intent  of  the  proposal  be- 
cause it  left  the  impression  that  in  years 
when  the  production  of  the  exempt  rai- 
sins exceeds  500  tons,  the  first  500  tons 
would  be  exempted,  and  only  that  ton- 


nage in  excess  of  the  500  tons  would  be 
regulated.  The  revision  of  this  sentence 
does  not  necessitate  a  change  in  the  pro- 
posed language  of  the  provisions  con- 
tained in  §  989  60<c). 

The  corrunittee  should  maintain  a  com- 
plete record  of  all  exempt  acquisitions 
and  shipments  All  acquisitioiis  and  re- 
ceipts by  handlers  are  reported  to  the 
committee  by  handlers  on  a  weekly  basis, 
broken  down  by  varietal  type  indicating 
the  quantities  held  for  reconditioning. 
Shipments  are  reported  monthly,  broken 
down  by  destinations,  varietal  type,  and 
pack.  Also,  the  record  evidence  indicates 
that  any  exempt  tonnage  will  be  kept 
under  surveillance  by  committee  man- 
agement until  disposed  of  by  the 
handlers. 

The  method  of  administration  of  these 
provisions  should  be  based  on  the  com- 
mittee's study  and  operating  experience 
under  these  provisions.  The  provisions 
should  hot  identify  a  specific  means  of 
administration,  but  merely  provide  a 
broad  framework  upon  which  the  com- 
mittee can  base  its  decision  to  grant  ex- 
emptions Thus,  if  the  initial  method  of 
administering  the  provisions  turns  out 
to  be  defective  in  some  way,  the  commit- 
tee could  seek  other  means  of  adminis- 
tration. 

The  proFKJsal  in  the  notice  of  hear- 
ing required  the  Secretary  to  approve  the 
exemptions  granted  by  the  committee. 
However,  at  the  hearing  it  was  deter- 
mined that  approval  of  the  Secretary  was 
not  needed  because  no  committee  funds 
would  be  used  for  the  research,  and  the 
committee  could  administer  the  provi- 
sions adequately.  Also,  the  proposal  in 
the  notice  of  hearing  hmited  the  research 
covered  under  the  provisions  to  new 
grape  varieties  and  kinds  of  raisins,  and 
new  drying  methods.  The  record  evidence 
indicates  that  the  language  of  the  provi- 
sions should  be  broadened  to  include  pro- 
duction, processing,  and  marketing  re- 
search and  development  to  afford  the 
indu.stry  the  greatest  flexibility  possible 
in  operating  under  these  provisions 

In  view  of  the  foregoing,  a  new  par- 
agraph (CI  should  be  added  to  $989  60 
providing  that  the  committee  may  desig- 
nate such  raisins  as  it  deems  appropriate 
for  production,  processing,  and  market- 
ing research  and  development  The  pe- 
riod of  such  designation  shall  be  for  not 
more  than  five  years  unless  extended  by 
the  committee  The  volume  which  may 
be  acquired  by  all  handlers  shall  not  ex- 
ceed 500  natural  condition  tons  annually 
for  each  designated  project,  unless  in- 
creased by  the  Secretary  upon  a  recom- 
mendation of  the  committee.  Such  desig- 
nated raisins  may  be  acquired  and  dis- 
posed of  free  from  those  regulations 
specified  by  the  committee  In  any  crop 
year,  when  the  total  industry  acquisitions 
"of  designated  raisins  exceed  500  natural 
condition  tons  or  a  larger  quantity  ap- 
proved by  the  Secretary  upon  a  recom- 
mendation of  the  committee,  the  exemp- 
tion shall  not  apply. 

(6)  The  first  sentence  of  I989  66'b) 
(3)  currently  specifies  procedures  for 
handlers  to  substitute  for  any  quantity 
of  reserve  tonnage  raisins  a  like  quantity 
of  free  tonnage  raisins  of  like  quality  and 
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varietal  type  of  the  same  or  more  recent 
year's  production.  A  literal  interpreta- 
tion of  the  requireemnt  that  the  free 
tonnage  raisms  substituted  for  the  re- 
served tonnage  raisins  be  "like  quality" 
would  requ..e  the  free  tonnage  to  be 
Grade  A  if  the  reserve  tonnage  was 
Grade  A,  the  free  tonnage  to  be  Grade 
B  if  the  reserve  tonnage  was  Grade  B, 
and  so  forth.  However,  this  is  different 
from  how  the  committee  is  administer- 
ing this  provusion.  Since  all  raisins  ac- 
quired by  handlers  must  be  standard  rai- 
sins I  i.e.,  raisins  meeting  the  then  ef- 
fective minimum  grade  and  condition 
standards  for  natural  condition  raisins'. 
and  handlers  are  only  required  to  hold 
st.indard  raisins  to  satisfy  their  respec- 
tive reserve  obligations,  the  committee 
has  permitted  handlers  to  substitute 
standard  raisins  for  re.serve  tonnage  rai- 
sins Therefore,  for  t^e  purpose  of  bring- 
ing the  current  requirement  m  line  with 
committee  application,  the  first  sentence 
of  «i989  66'bM3i  should  provide  that 
each  handler  may.  under  the  direction 
and  supervision  of  the  committee,  substi- 
tute for  any  reserve  tonnage  raisins  a 
hke  quantity  of  standard  raisms  of  the 
same  varietal  type  and  of  the  same  or 
more  recent  year  s  production. 

The  provisions  m  5  989  67idiiii  au- 
thorizing the  establLshment  of  minimum 
export  prices  'packer  resale  prices i  for 
reserve  tonnage  raisins  .should  be  de- 
leted. The  committee  has  not  established 
minimum  export  prices  for  nearly  10 
years.  Currently,  there  is  no  need  for 
minim.um  export  prices  nnd  no  likeUhood 
that  any  would  be  established  in  the 
forej.rtjable  future. 

In  an  order  amendment  effective  Au- 
giist  4.  1976  '41  FR  32412'.  provisions 
pertaining  to  offers  of  reserve  tonnage 
to  handlers  for  free  tonnage  replacement 
were  modified  to  permit  the  committee 
to  make  such  replacement  offers  at  any 
time  prior  to  the  committee's  first  offer 
to  sell  reserve  tonnage  raisins  from  a 
new  crop  year. 

However,  in  that  amendment  action 
the  provisions  which  require  the  com- 
mittee to  announce  the  price  for  replace- 
ment tonnage  prior  to  or  at  the  begin- 
ning of  tlie  crop  year  were  not  changed. 
The  time  when  the  com.mittee  may  make 
a  replacement  offer  and  the  price  an- 
nouncement should  be  the  same.  To  ac- 
complish this,  the  .second  sentence  of 
;  989  67' f'  .should  specify  that  the  com- 
mittee may  establish  a  price  for  such 
replacement  tonnage  which  is  higher,  the 
same  as,  or  lower  than  that  for  reserve 
tonnage  in  the  first  offer  of  the  crop  year 

Section  989  67' j  I  currently  authorizes 
the  committee  to  sell  reserve  tonnage 
raisMLs  to  handlers  to  provide  them  with 
raisins  to  sell  a.s  free  tonnage  in  the 
event  'among  others'  of  national  emer- 
gency, crop  failure,  chang&s  in  economic 
or  marketing  conditions,  or  inadeauate 
carryover  Such  offers  are  made  to  han- 
dlers m  the  yame  mann?r  as  m  5  989  67 
I  d  >  f  1 1  and  shares  are  detennmed  on  the 
basis  of  handler  acquisitioixs  pursuant  to 
5  989  67'di '2  ' .  To  provide  more  flexi- 
bility in  the  disposition  of  reserve  ton- 
nage raisias.  the  shares  of  any  such  offer 
should  be  determined  on  the  basis  of 


either  handler  acquisitions  or  shipments. 
The  general  intent  of  this  proposal  is  to 
provide  those  handlers  who  have  dem- 
onstrated that  they  can  use  more  raisins 
with  additional  free  tonnage. 

Handlers  normally  do  not  acquire  more 
raisms  than  they  need  to  meet  trade  re- 
quirements. However,  incorrect  market- 
ing decisions  can  result  in  significant  dif- 
ferences between  acquisitions  and  ship- 
ments. Historically,  in  the  raisin  indus- 
try, increases  m  free  tonnage  shipments 
have  not  been  distributed  among  all  han- 
dlers equally  because  market  expansion 
can  be  the  result  of  the  Intensive  mar- 
keting efforts  of  some  handlers,  but  not 
others.  In  these  instances,  basing  the 
shares  of  any  such  offer  on  handler  ship- 
ments would  make  additional  tonnage 
available  to  those  who  have  been  expand- 
ing markets  for  free  tonnage  raisins. 
Basing  the  shares  on  acquisitions  in  this 
situation  would  be  contrary  to  the  pur- 
pose of  augmenting  the  supply  of  free 
tormage  with  reserve  tonnage  to  meet  in- 
creased market  demand,  since  handlers 
not  needing  tonnage  would  be  given  the 
opportunity  to  purchase  it  The  decision 
as  to  the  basis  of  determining  shares  of 
any  such  offer  should  rest  solely  with  the 
committee. 

Each  proposal  to  make  such  offers 
would  be  considered  by  the  committee 
in  light  of  information  available  at  the 
time.  Hence,  if  more  than  one  offer  is 
needed  during  a  crop  year,  it  could  hap- 
pen that  the  determination  of  shares  in 
one  offer  may  be  based  on  handler  acqui- 
sitions and  shares  of  the  other  may  be 
based  on  handler  shipments. 

Section  989  54id)  authorizes  the  com- 
mittee to  make  offers  of  reserve  tonnage 
raisins  for  use  as  free  tonnage  for  rea- 
sons other  than  specified  in  §  989.87iji, 
and  this  should  be  recognized  in  §  989.67 
I J » .  Two  sucii  offers  are  required  to  be 
made  to  handlers  pursuant  to  5  989.54 
Id'.  Tlie  first  offer  is  an  adjustment  offer 
of  10  percent  of  the  previous  year's  ship- 
ments which  is  allocated  to  handlers  on 
tile  basis  of  their  prior  year's  acquisi- 
tions to  enable  them  to  acquire  a  quan- 
tity of  raisins  equal  to  their  prior  year's 
shipments.  The  second  offer  is  a  growth 
offer  of  an  equal  percentage  which  is 
made  simultaneously  to  handlers  based 
on  their  prior  year's  shipments  to  provide 
them  with  additional  raisins  for  market 
expansion  if  they  desire  it. 

Tlie  proposal  published  In  the  notice 
of  hearing  and  the  record  evidence  state 
that  the  second  sentence  of  S989.67(j) 
should  provide  that  any  quantities  of 
reserve  raisins  offered  to  handlers  for 
free  use.  except  as  provided  in  S  989.54 
Id',  may  be  offered  to  them  on  the  basis 
of  shipments  or  acquisitions  and  if  on 
the  basis  of  acquisitions  shall  be  offered 
in  the  same  manner  as  in  subparagraph 
(1»  of  paragraph  (d>  of  5  989.67,  with 
shares  determined  pursuant  to  subpara- 
graph (2'  of  paragraph  'e)  of  that  sec- 
tion. However,  the  manner  and  pro- 
cedures were  not  specified  for  offers 
based  on  handler  shipments.  So  that  the 
manner  in  making  offers  based  on  ship- 
ments will  conform  with  the  manner  of 
making  offers  on  the  basis  of  acquisi- 
tions,    the     procedure     (formula)     for 


determining  handlers'  shares  should  be 
the  same  as  that  for  acquisitions  except 
that  shipments  should  be  used  as  the 
basis  instead  of  acquisitions.  Moreover, 
the  procedure  for  determining  handlers' 
shares  is  contained  in  paragraph  'd^  '2) 
of  S  989.67.  not  paragraph  le'  <2).  Thus, 
the  reference  should  be  corrected  to  sub- 
paragraph (2)  of  paragraph  id). 

The  committee  also  indicated  in  its 
comment  that  it  intended  that  regular 
reserve  offers  <i.e..  those  for  export  or 
government  purchases',  should  not  in- 
fluence, or  be  influenced  by,  free  use 
offers,  regardless  of  whether  or  not  han- 
dler shares  of  such  offers  are  based  on 
acquisitions  or  shipments.  This  com- 
ment merely  reaffirms  the  record  evi- 
dence and  no  change  in  the  propcvsed 
language  of  §989.67(j»   is  needed. 

In  view  of  the  foregoing,  the  second 
sentence  of  §  989.67' j'  .should  provide 
that  any  quantities  of  reserve  raisins 
offered  to  handlers  for  free  use,  except 
as  provided  in  S989.54id),  may  be 
offered  to  them  on  the  basis  of  handler 
shipments  or  acquisitions  in  the  same 
manner  as  in  subparagraph  ( 1 '  of  para- 
graph (d)  of  this  section.  If  offered  on 
the  basis  of  acquisitions,  shares  shall  be 
determined  pursuant  to  subparagraph 
(2)  of  paragraph  <d>  of  this  section;  if 
offered  on  the  basis  of  shipments,  the 
same  formula  shall  be  used,  except  that 
shipments  shall  be  used  as  the  basis 
instead  of  acquisitions  in  computing 
handlers'  shares. 

(7)  Under  the  order,  raisin  handlers 
are  compensated  for  services  performed 
with  respect  to  reserve  tonnage  raisins 
held  for  the  account  of  the  committee. 
Such  services  now  include  receiving, 
handling,  storing  and  fimiigation.  Fumi- 
gation has  been  paid  as  part  of  the  total 
package  of  handler  services  for  a  num- 
ber of  years.  Therefore,  for  clarification 
purposes,  the  word  "fumigating"  should 
be  added  after  the  word  "receiving"  in 
the  first  sentences  of  S«989.80ia)  and 
989.82,  and  after  the  word  "storing"  in 
the  next-to-the-last  sentence  of  S  989.79. 

(8)  In  an  order  amendment  effective 
August  4,  1976  1 41  FR  32412  > .  the  Raisin 
Advisory  Board  and  Raisin  Administra- 
tive Committee  were  abolished  and  re- 
placed with  a  new  administrative  com- 
mittee and  an  executive  operations 
committee,  respectively.  As  a  conforming 
change,  all  references  to  the  Board  were 
deleted  or  changed  to  "committee". 
However,  one  conforming  change  was 
inadvertently  overlooked  in  !i  989.80  (ci. 
regarding  funds  needed  to  carry  out  the 
functions  of  the  Board.  Since  funds  for 
the  Board  are  not  needed,  the  fourth 
sentence  of  5  989.80' c  should  read:  "In 
order  to  provide  funds  to  carry  out  the 
functions  of  the  committee  the  commit- 
tee may  accept  advance  payments  from 
any  handler  to  be  credited  toward  such 
asse,s.sments  as  may  be  levied  pursuant 
to  this  section  against  such  handler  dur- 
ing the  crop  year". 

(9)  Some  of  the  amendatory  actions 
Included  in  this  recommended  decision 
require  conforming  changes  elsewhere  in 
the  order,  as  amended.  Such  changes 
have  been  discussed  with  the  issues  to 
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which  they  are  pertinent.  All  such 
changes  should  be  incorporated  in  the 
recommended  amendment  of  the  order. 

Rulings  on  briefs  of  interested  persons. 
At  the  beginning  of  the  hearing,  the 
Administrative  Law  Judge  fixed  Novem- 
ber 26,  1976.  as  the  final  date  for  inter- 
ested persons  to  file  proposed  findings 
and  conclusions,  and  written  arguments 
or  briefs,  based  upon  the  evidence  re- 
ceived at  the  hearing.  No  briefs  were 
filed. 

General  findings.  Upon  the  basis  of 
•tlie  record,  it  is  foimd  that; 

(1)  The  findings  hereinafter  .set  forth 
are  supplementary,  and  in  addition,  to 
the  previous  findings  and  determina- 
tions which  were  made  in  connection 
with  the  issuance  of  the  marketing 
agreement  and  order  and  each  previ- 
ously issued  amendment  thereto.  Ex- 
cept the  findings  as  to  the  base  period 
for  parity  computation,  and  except  inso- 
far as  such  findings  and  determinations 
may  be  in  conflict  with  the  findiiigs  and 
determinations  set  forth  herein,  all  of 
said  prior  findings  and  determinations 
are  hereby  ratified  and  affirmed; 

(2)  The  marketing  agreement  and 
order,  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended,  and  all  of 
the  terms  and  conditions  thereof,  will 
tend  to  effectuate  the  declared  policy  of 
the  act: 

(3)  The  marketing  agreement  and 
order,  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended,  regulate 
the  handling  of  raisins  produced  from 
grapes  grown  in  the  production  area  in 
the  same  manner  as,  and  are  applicable 
only  to  persons  in  the  respective  classes 
of  commercial  and  industrial  activity 
specified  in.  the  marketing  agreement 
and  order  upon  which  hearings  have 
been  held; 

(4)  The  marketing  agreement  and 
order,  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended,  are  lim- 
ited in  their  application  to  the  smallest 
regional  production  area  which  is  prac- 
ticable, consistently  with  carrying  out 
the  declared  policy  of  the  act.  and  the 
issuance  of  several  orders  applicable  to 
subdivisions  of  the  production  area 
would  not  effectively  carry  out  the  de- 
clared policy  of  the  act; 

•  5i  There  are  no  differences  in  the 
production  and  marketing  of  raisins  pro- 
duced from  grapes  grown  in  the  produc- 
tion area  which  make  necessary  different 
terms  and  provisions  applicable  to  dif- 
ferent parts  of  such  area :  and 

(6i  All  handling  of  raisins  produced 
from  grapes  grown  in  the  production  area 
as  defined  in  the  marketing  agreement 
and  order,  as  amended,  and  as  hereby 
proposed  to  be  further  amended,  is  in  the 
current  of  Interstate  or  toreign  com- 
merce or  directly  burdens,  obstructs,  or 
affects  such  commerce. 

Rulings  on  exceptions.  In  arriving  at 
the  findings  and  conclusions,  and  the 
regulatory  provi'nons  of  this  decision, 
the  exception  to  the  recommended  deci- 
sion was  carefully  and  fully  considered 
in  conjunction  with  the  record  evidence. 
To  the  extent  that  the  findings  and  con- 
cliisions,  and  the  regulatory  provisions 


of  this  decision  are  at  variance  with  the 
exception,  such  exception  is  hereby 
overruled  for  the  reasons  previously 
stated  in  this  decision. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled,  respectively. 
"Marketing  Agreement,  as  Amended. 
Regulating  the  Handling  of  Raisins 
Produced  from  Grapes  Grown  in  Cali- 
fornia", and  "Order  Amending  the 
Order,  as  Amended,  Regulating  the 
Handling  of  Raisins  Produced  from 
Grapes  Grown  in  California",  which 
have  been  decided  upon  as  the  detailed 
and  appropriate  means  of  effectuating 
the  foregoing  conclusions. 

It  is  hereby  ordered.  That  this  entire 
decision,  except  the  annexed  marketing 
agreement,  be  published  in  the  FEDER.^L 
Register.  The  regulatory  provisions  of 
the  marketing  agreement  are  identical 
with  those  cont.ained  in  the  order  as 
hereby  eroposed  to  be  amended  by  the 
annexed  order  which  is  publislied  with 
this  decision. 

Referendum  order.  It  is  hereby  di- 
rected that  a  referendum  be  conducted 
in  accordance  w  ith  the  procedure  for  the 
conduct  of  referenda  (7  CFR  900.400 
et  seq.) .  to  determine  whether  tlie  is- 
suance of  the  annexed  order  as  amended 
and  as  hereby  proposed  to  be  amended, 
regulating  tlie  handling  of  raisins  pro- 
duced from  grapes  grown  in  California, 
is  approved  or  favored  by  producers,  as 
defined  under  the  terms  of  the  order, 
who  durmg  the  representative  period 
were  engaged  in  the  area  of  production 
in  the  production  of  the  regulated  com- 
modity for  market. 

The  representative  period  for  the  con- 
duct of  such  referendum  is  hereby  de- 
termined to  be  August  1,  1975,  through 
July  31,  1976. 

The  agents  of  the  Secretary  to  conduct 
such  referendum  is  hereby  designated  to 
be  Charles  Fuqua,  Richard  Van  Diest. 
and  William  J.  Higgins. 

Signed  at  Washington.  DC.  on  May 
24,  1977. 

Robert  H.  Meyer. 
Assistant  Secretary  for 
Marketing  Sendees. 

Order  ■  Amending  the  Order.  As  Amend- 
ed. Regulating  the  Handling  or  Rai- 
sins Produced  From  Grapes  Grown 
IN  California 

Findings  and  determinations.  The 
findings  and  determinations  hereinafter 
set  forth  are  supplementary  and  in  addi- 
tion to  the  findings  and  determinations 
previously  made  in  connection  with  the 
Issuance  of  the  aforesaid  order  and  of 
the  previously  issued  amendments 
thereto  Except  the  findings  as  to  the 
base  period  for  parity  computation,  and 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings   and   deterimnatiMis   set   forth 


1  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  }  900  14 
of  the  rules  of  practice  and  orocedure  pov- 
ernlne  proceedings  to  formulate  marketing 
ftKreement*  and  marketing  orders  have  been 
met. 


herein,  all  of  said  prior  findings  and  de- 
terminations are  hereby  ratified  and 
affirmed. 

la)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  provi- 
sions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  '7 
use.  601  et  seg.K  and  the  appUcable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
m.ents  and  marketing  orders  i7  CFR  Part 
900 ) ,  a  public  hearing  was  held  upon 
proposed  amendment  of  the  marketing 
agreement,  as  amended,  and  Order  No 
989.  as  amended  (7  CFR  Part  989 >.  reg- 
ulating the  handling  of  raisins  produced 
from  grapes  grown  in  California. 

Upon  the  basis  of  the  record  it  is  found 
that; 

(1)  The  order,  as  amended,  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof  will  tend 
to  effectuate  the  declared  policy  of  the 
act; 

i2i  The  order,  as  amended,  and  as 
hereby  further  amended,  regulates  the 
handling  of  raisins  produced  from  grapes 
growTi  in  the  production  area  in  the  same 
manner  as.  and  is  applicable  onlj'  to 
persons  in  the  respective  cla.sses  of  com- 
mercial and  industrial  activity  specified 
in.  the  marketing  agreement  and  order 
upon  which  hearings  have  been  held; 

(3'  The  order,  as  amended,  and  as 
hereby  further  amended,  is  limited  in  its 
application  to  the  smallest  regional  pro- 
duction area  which  Is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  tlie  act.  and  the  Issuance  of 
several  orders  applicable  to  subdivisions 
of  the  production  area  would  not  effec- 
tively carry  out  the  declared  policy  of  the 
act; 

<4)  There  are  no  differences  in  the 
production  and  marketing  of  raisins  pro- 
duced from  grapes  grown  in  the  produc- 
tion area  which  make  necessary  different 
terms  and  provisions  applicable  to  dif- 
ferent parts  of  such  area;  and 

(5>  All  handling  of  raisins  produced 
from  grapes  grown  in  the  production 
area  is  in  the  current  of  interstate  or 
foreign  commerce  or  directly  burdens, 
obstructs,  or  affects  such  commerce 

Order  Relative  to  Handling 

It  is  therefore  ordered.  That  on  and 
after  the  effective  date  hereof  the  han- 
dling of  raisins  produced  from  grapes 
grown  in  California,  shall  be  in  conform- 
ity to  and  m  compliance  with  the  terms 
and  conditions  of  the  order,  as  hereby 
amended,  as  follows: 

The  provisions  of  the  proposed  market- 
ing agreement  and  order,  amending  the 
order,  contained  in  the  recommended  de- 
cision issued  by  the  Acting  Administrator 
on  March  28,  1977.  and  published  in  the 
Pedfral  Register  on  April  1.  1977  <42  PR 
17463',  shall  be  and  are  the  terms  and 
provisions  of  this  order  amending  the 
order,  and  are  set  forth  in  full  herein. 

1.  Section  989.2  is  revised  to  read: 

§  989.2     Act. 

"Act"  means  Public  Act  No  10.  73d 
Congress,  as  amended,  and  as  re-en- 
acted and  amended  by  the  Agricultural 
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Marketing  Agreement  Act  of  1937.  as 
amended  iSecs.  1-19.  48  Stat.  31.  as 
amended ;  7  U.S.C.  601-674  > . 

§989.6      fDeloted] 

2.  Section  989.6  is  deleted. 
§989.8       fAmondedl 

3.  Section  989.8  i.s  amended  by  delet- 
ing the  phrase  "with  or  without  bleach- 
ing". 

4  Section  989  10  is  revised  to  read: 

§989.10      Varittal  Ivpi*. 

"Varietal  types"  means  raisins  gen- 
erally recognized  as  possessing  character- 
istics differing  from  other  raisins  in  a 
degree  sufficient  to  make  necessary  or 
desirable  separate  identification  and 
classification.  Varietal  type.s  are  the  fol- 
lowing: Natural  tsun-dnedi  Seedless. 
Dipped  Seedless.  Golden  Seedless.  Mus- 
cats (including  other  raisins  with  seeds) . 
Sultana,  Zante  Currant  and  Monukka: 
Provided.  That  the  committee  may.  sub- 
ject to  approval  of  the  Secretary,  change 
this  list  of  varietal  types. 

§989.13       I'.niondrd] 

5.  Section  989.13  is  amended  by  delet- 
ing the  phrase  "  >  as  defined  in  paragraph 
if>  of  S  989,59'". 

6.  feection  989.22  is  revised  to  read : 

§  989.22      District. 

"District"  mean.s  any  one  of  the  geo- 
graphical areas  referred  to  in  S;  989.26 
or  989  43,  and  designated  in  the  rules  and 
regulations. 

7.  Section  989.24  is  amended  by  revis- 
ing the  section  heading  and  paragraph 
lb),  and  adding  new  paragraphs  i  c '  and 
I d ' .  to  read : 

§  989.24  Standard  raisin,*,  ofT-grado 
raisin*,  otlwr  failing  raisin,«,  and 
rai»in  roidual  nuitcrial. 

(a»  •  •  • 

lb  I  "Off-grade  raisins"  means  rak;ins 
which  do  not  meet  the  then  effective 
minimum  grade  and  condition  stand- 
ards for  natural  condition  raisms:  Pro- 
vided. That  raisins  which  are  certified  as 
off-grade  raisins  shall  continue  to  be 
such  until  succe.ssfully  reconditioned  or 
become  "other  failing  raisins". 

ic  I  "Other  failing  raisins"  means  any 
raisins  received  or  acquired  by  a  handler, 
either  as  standard  raisins  or  off-grade 
raisms.  which  are  uroces.<ed  to  a  point 
where  they  qualify  a.*;  packed  raisins  but 
fail  to  meet  the  applicable  minimum 
grade  standards  for  packed  raisins. 

'd'  "Raisin  residual  material"  means 
defectr.e  raisins,  stemmer  waste,  sweep- 
ings, and  other  residue  accumulated  by  a 
handler  from  reconditioning  raisms  or 
from  processing  standard  raisins  and 
other  failing  raisins 

8  The  second  sentence  of  5  989.26  is 
revised  to  read : 

§  989.26  K>tabli!«hmrnt  and  mrmb«T- 
•Kip. 

•  •  •  The  producer  members  shall  be 
selected  in  the  number  and  for  the  dis- 
tricts as  designated  in  the  rules  and 
regulations,  or  as  such  number  or  dis- 


tricts may  be  authorized  pursuant   to 
§  989.26a.   '    *   ' 

9.  The  first  sentence  of  §  989.26a  is 
revised  to  read : 

5  989.26a      riianges    in    producer    repre- 
sentation. 

The  Secretary,  on  recommendation  of 
the  committee,  may  change  the  total 
number  of  producer  members  on  the 
committee,  may  change  the  number  of 
districts  designated  in  the  rules  and 
regulations,  may  redefine  such  districts 
into  which  the  production  area  is  di- 
vided, or  may  change  the  number  of 
producer  members  which  shall  be  se- 
lected to  represent  particular  districts. 

•      *      • 

10  Paragraphs  (a)  and  (b)  and  the 
proviso  in  paragraph  (d)(1)  of  §989.58 
are  revised  to  read: 

5  989.58      Natural  condition  raisins. 

(a)  Regulation.  No  handler  shall  ac- 
quire or  receive  natural  condition  raisins 
which  fail  to  meet  such  minimum  grade 
and  condition  standards  as  the  commit- 
tee may  establish,  with  the  approval  of 
the  Secretary,  in  applicable  rules  and 
regulations:  Provided,  That  a  handler 
may  receive  raisins  for  inspection,  may 
receive  off-grade  raisins  for  recondition- 
ing and  may  receive  or  acquire  off-grade 
raisins  for  disposition  in  eligible  non- 
normal  outlets:  And  provided  further. 
That  a  handler  may  acquire  natural 
condition  raisins  which  exceed  the  toler- 
ance established  for  maturity  under  a 
weight  dockage  system  established  pur- 
suant to  rules  and  regulations  recom- 
mended by  the  committee  and  approved 
by  the  Secretary.  Nothing  contained  in 
this  paragraph  shall  apply  to  the  acqui- 
sition or  receipt  of  natural  condition 
raisins  of  a  particular  varietal  type  for 
which  minimum  grade  and  condition 
standards  are  not  apolicable  or  then  in 
effect  pursuant  to  this  part. 

lb"  Changes  in  minimum  grade  and 
condition  standards  for  natural  condi- 
tion raz<:in."!.  The  committee  may  recom- 
mend to  the  Secretary  changes  in  the 
minimum  grade  and  condition  standards 
for  natural  condition  raisins  of  any  va- 
rietal type  and  may  recommend  to  the 
Secretary  that  minimum  grade  and  con- 
dition standards  for  any  varietal  type  be 
added  or  deleted.  The  committee  shall 
submit  with  lt.s  recommendation  all  data 
and  information  upon  which  it  acted  in 
making  its  recommendation,  and  such 
other  information  as  the  Secretary  may 
request.  The  Secretary  shall  approve  any 
such  change  if  he  finds,  upon  the  basis 
of  the  ddta  submitted  to  him  by  the  com- 
mittee or  from  other  pertinent  informa- 
tion available  to  him.  that.to  do  so  would 
tend  to  effectuate  the  declared  policy  of 
the  act. 

«  «  •  •  • 

(d)il)  *  •  •:  Prmnded.  That  the  ini- 
tial inspection  for  infestation  shall  not 
be  required  if  the  raisins  are  fumigated 
in  accordance  with  such  rules  and 
procedures  as  the  committee  shall  es- 
tablish with  the  approval  of  the  Secre- 
tary. •   •   • 


11.  Paragraphs  (a)  and  (b)  of  5  989.59 
are  revised  to  read : 

§  989. .59  Rf  Kulation  of  the  liandlinK  of 
rai$in.s  .subsociuent  to  their  a(iiiii«i- 
tion  by  handlers. 

(a)  Regulations.  Unless  otherwise  pro- 
vided in  this  part,  no  handler  shall:  d) 
Ship  or  otherwise  make  final  disposition 
of  natural  condition  raisins  unless  they 
at  least  meet  the  effective  and  applicable 
minimum  grade  and  condition  standards 
for  natural  condition  raisins;  or  '2)  ship 
cr  otherwise  make  final  disposition  of 
packed  raisins  unless  they  at  least  meet 
such  minimum  grade  standards  estab- 
lished by  the  committee,  with  the  ap- 
proval of  the  Secretary,  in  applicable 
rules  and  regulations  or  as  later  changed 
or  prescribed  pursuant  to  the  provisions 
of  paragraph  (h>  of  this  section:  Pro- 
vided, That  nothing  contained  in  this 
paragraph  shall  prohibit  the  shipment  or 
final  disposition  of  any  raisins  of  a  parti- 
cular varietal  type  for  which  minimum 
standards  are  not  applicable  or  then  in 
effect  pursuant  to  this  part;  And  pro- 
vided further,  That  a  handler  may  grind 
raisins,  which  do  not  meet  the  minimum 
grade  standards  for  packed  raisins  be- 
cause of  mechanical  damage  or  sugaring 
into  a  raisin  paste. 

(b)  The  committee  may  recommend 
changes  in  the  minimum  grade  stand- 
ards  for  packed  raisins  of  any  varietal 
type  and  may  recommend  to  the  Secre- 
tary that  minimum  grade  standards  for 
any  varietal  type  be  added  or  deleted 
The  committee  shall  submit  with  its  rec- 
ommendation all  data  and  information 
upon  which  it  acted  in  making  its  rec- 
ommendation, and  such  other  informa- 
tion as  the  Secretary  may  request.  The 
Secretary  shall  approve  any  such  change 
if  he  finds,  upon  the  basis  of  data  sub- 
mitted to  him  by  the  committee  or  from 
other  pertinent  information  available  to 
him,  that  to  do  so  would  tend  to  effectu- 
ate the  declared  policy  of  the  act. 


§989.59      [.Amended] 

12.  Section  989.59ff>  is  amended  by 
deleting  the  phrase  "<  including  defective 
raisins,  stemmer  waste,  sweepings,  and 
other  residue)"  from  the  first  sentence 
and  by  deleting  the  comma  following 
"standard  raisins",  and  the  second  sen- 
tence. 

13.  A  new  paragraph  lO  is  added  to 
§  989.60  to  read: 

§  998.60     Exemption. 

•  •  •  •  • 

(c)  The  committee  may  designate  such 
raisins  as  it  deems  appropriate  for  pro- 
duction, processing,  and  marketing  re- 
search and  development.  The  period  of 
such  designation  shall  be  for  not  more 
than  five  years  unless  extended  by  the 
committee.  The  volume  which  may  be 
acquired  by  all  handlers  shall  not  exceed 
500  natural  condition  tons  annually  for 
each  designated  project,  unless  increased 
by  the  Secretary  upon  a  recommendation 
of  the  committee  Such  designated 
raisins  may  be  acquired  and  disposed  of 
free  from  those  regulations  specified  by 
the  committee.  In  any  crop  year,  when 
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the  total  industry  acquisitions  of  the 
designated  rausins  exceed  590  natural 
condition  tons  or  a  larger  quantity  ap- 
proved by  the  Secretary  upon  a  recom- 
mendation of  the  committee,  the  exemp- 
tion shall  not  apply. 

14.  Section  989  61  is  revised  to  read: 

§  989.61       .\bovo  parity  situations. 

The  provisions  of  this  part  relating  to 
minimum  grade  and  condition  standards 
and  inspection  requirements,  within  the 
meaning  of  section  2i3)  of  the  act,  and 
any  other  provisions  pertaining  to  the 
administration  and  enforcement  of  tiie 
order,  shall  continue  in  effect  irrespec- 
tive of  whether  the  estimated  season  av- 
erage price  to  producers  for  raisins  is 
in  excess  of  the  parity  level  specified  in 
section  2(1)  of  the  act. 

15,  The  first  sentence  of  subparagraph 
•  3)   in  §  989.66ibi   is  revised  to  read: 

§  989.66      Reserve  tonnage  penerally. 


ately  following  the  words  "functions  of 
the  committee"  are  deleted. 

§989.84      I  Amended] 

19.  Section  989,84  is  amended  by  de- 
leting the  phrase  "(as  defined  in 
§  989,59(f))". 

§989.96      (Deleted] 

20  Section  989.96  is  deleted,  effective 
October  1,  1977. 

§989.97      [Revoked! 

21.  Section  989.97 (Exhibit  B>  is  de- 
leted, effective  October  1,  1977. 

[PR  Doc.77-15514  Piled  5-31-77:8:45  am) 


r»  • 


(b) 


(3)  Each  handler  may.  under  the  di- 
rection and  supervision  of  the  commit- 
tee, substitute  for  any  reserve  tonnage 
raisins  a  like  quantity  of  standard  rai- 
sins of  the  same  varietal  type  and  of  the 
same  or  a  more  recent  years  production. 


16.  The  last  sentence   of    §  989.67(d) 

1 1 )  is  deleted,  and  the  second  sentences 
of  paragraphs  (f)  and  ij>  of  §  989.67  are 
revised  to  read : 
S  989.67      Disposal  of  re««Tve  raisins. 

•  •  •  •  • 

(f)  •  •  •.  The  committee  may  estab- 
lish a  price  for  such  replacement  ton- 
nage which  is  higher,  the  same  as,  or 
lower  than  that  for  reserve  tonnage  in 
the  first  offer  of  the  crop  year.  •  •  • 

»  «  •  •  • 

(j)  •  •  '.  Any  quantities  of  reserve 
raLsins  offered  to  handlers  for  free  use, 
except  as  provided  in  5  989.54(d>,  may 
be  offered  to  them  on  the  basis  of  han- 
dler shipments  or  acquisitions  in  the 
same  manner  as  in  subparagraph  ( 1  >  of 
paragraph  (d>.  of  this  section.  If  offered 
on  the  basis  of  acquisitions,  shares  shall 
be  determined  pursuant  to  subparagraph 
i2>  of  paragraph  (d>  of  this  section.  If 
offered  on  the  basis  of  shipments,  the 
same  formula  shall  be  used,  except  that 
shipments  shall  be  used  as  the  basis  in- 
stead of  acquisitions  in  computing  han- 
dlers' shares.  *  *  ' 
§989.79  [Amended] 
§989.80      [Amended]  « 

§  989.82       [  Amended  ] 

17.  The  word  "fumigating"  is  add?d 
after  the  word  "receiving"  in  the  first 
sentences  of  I  989.80(a»  and  989.82.  and 
after  the  word  "storing"  in  the  next-to- 
the-last  sentence  of  I  988. 79. 

18.  In  the  fourth  sentence  of  §  989.80 
*c.),  the  words  "and  the  Board"  immedi- 


[  7  CFR  Part  1030  ] 

I  Docket  No    .^0-361^.^^1 

MILK  IN  THE  CHICAGO  REGIONAL 
MARKETING   AREA 

Rscommended  Decision  and  Opportunity  to 
File  Written  Exceptions  on  Proposed 
Amendments  to  Tentative  Marketing 
Agreement  and  to  Order 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA. 

ACTION:   Proposed  rule 

SUMMARY:  This  decision  recommends 
changes  in  the  present  order  provLsions, 
based  on  industry  proposals  considered 
at  a  public  hearing  held  June  15-18. 
1976.  Principal  changes  relate  to  per- 
formance standards  for  pool  plants  and 
the  rates  used  to  adjust  milk  prices  for 
different  plant  locations.  The  changes 
would  aid  the  efficient  handling  of  milk 
and  would  reflect  the  recent  increases  in 
hauling  costs. 

DATE:  Comments  are  due  on  or  before 
June  21,  1977. 

ADDRESS:  Comments  '4  copies*  should 
be  filed  with  the  Hearing  Clerk.  US. 
Department  of  Agriculture,  Washington, 
DC.  20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Clayton  H.  Plumb.  Marketing  Special- 
i.'it.  Dairy  i:>ivL-=ion,  Agricultural  Mar- 
keting £er\^ce.  US.  I>epartment  of 
Agriculture,  Washington.  DC.  20250 
I  202-447-6273). 

SUPPLEMENT.ARY  INTXDRMATION : 
Prior  E>ocuments  in  This  Proceitding 

Notice  of  Hearing— Issued  May  25, 
1976;  published  May  28.  1976  '41  FR 
21787). 

PRELIMIN.^Ry    Statftment 

Notice  is  hereby  given  of  the  filing  with 
the  Hearing  Clerk  of  this  recommended 
decision  with  respect  to  proix>sed  amend- 
ments to  the  tentative  marketing  agree- 
ment and  order  regulating  the  handling 
of  milk  in  the  Chicago  P..egional  market- 
ing area,  and  of  the  opportunity  to  file 
written  exceptions  thereto.  This  notice  is 
issued  pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.S.C.  601  et  seq). 


and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  ( 7  CFR  Part  900 ) . 

Interested  parties  may  file  written  ex- 
ceptions to  this  decision  with  the  Hear- 
ing Clerk.  United  States  Department  of 
Agriculture.  Washington.  DC  ,  20250.  by 
June  21.  1977.  The  exceptions  should  be 
filed  in  quadruplicate.  All  written  sub- 
missions made  pursuant  to  this  notice  will 
be  m.ade  available  for  public  inspection 
at  the  office  of  the  Hearing  Clerk  during 
regiUar  business  hours  «7  CFR  1.27ib)). 

The  hearing  on  the  record  of  which  the 
proposed  amendments,  as  hereinafter  set 
forth,  to  the  tentative  marketing  agree- 
ment and  to  the  order  as  amended,  were 
formulated,  was  conducted  at  Madison, 
Wisconsin,  on  June  15-18.  1976  pursuant 
to  notice  thereof  which  was  issued 
May  25.  1976. 

The  material  issues  (mi  the  record  of 
the  hearing  relate  to: 

1  Pooling  standards  for  distributing  plants 
and  supply  plants: 

2  Definition  of  producer  and  producer 
milk; 

3,  Plant  accounttnR  proceduree; 

4,  Classincatlon  of  milk; 

5,  Class  I  price  level; 

e  Location  adjustments  to  rwindlers  and 
producers;  and 

7,  Modification  of  payment*  to  producers. 

Findings  and  Conclusions 

The  following  findings  and  conclusions 
on  the  material  issues  are  based  on  evi- 
dence presented  at  the  hearing  and  the 
record  thereof: 

1.  Pooling  standards  for  distributing 
plants  and  supply  plants. — la)  Dis- 
tributing plants  The  unit  pooling  provi- 
sions applicable  to  distributing  plants 
should  he  m(xiified  by  making  the  10 
percent  in-area  rout*  disposition  re- 
quirement applicable  to  the  unit  as  a 
whole  rather  than  on  each  plant  in  the 
unit.  This  change  will  facilitate  the  effi- 
cient handling  of  Class  II  products  by 
operators  of  distributing  plants 

A  proprietary  operator  of  two  pool  dis- 
tributing plants  proposed  that  packaged 
fluid  cream  products,  cotta^^e  cheese, 
yogurt,  and  eggnog  be  defined  as  "asso- 
ciated fluid  milk  products"  and  that  the 
sales  of  such  packaged  products  count 
toward  meeting  the  minimum  "route 
disposition"  requirement  of  pool  dis- 
tributmg  plants  A  proposal  by  .several 
cooperative  associauons  would  include 
sales  of  packaged  fluid  cream  product* 
as  "route  disposition"  in  qualifying  a 
distributing  plant  for  pool  plaiit  status. 

Presently,  a  distributing  plant  quali- 
fies for  pooling  on  the  basis  of  its  total 
and  in-area  sales  of  packaged  fluid  milk 
products.  .^  spokesman  for  the  coopera- 
tives testified  that  prior  to  .August  1. 
1974.  packaged  fluid  cream  products 
were  also  considered  in  determming 
whether  a  distributing  plant  had  met  the 
minimum  sales  requirement  The  wit- 
ness stated  that  when  cream  producU 
were  put  in  a  separate  class  they  were 
unintentionally  deleted  as  qualifyir\g 
sales  for  a  distributing  plant 
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The  witness  is  mistaken  in  this  con- 
tention. The  final  "classification"  deci- 
sion issued  on  February  19.  1974.  '39  FR 
8202  ^  relative  to  the  Chicago  Regional 
order  states  as  follows : 

"With  the  reclassification  of  cream, 
movements  of  cream  to  or  from  a  plant 
no  longer  should  be  considered  in  deter- 
mining if  a  plant  meets  the  pooling  re- 
quirements of  the  order  To  accommo- 
date this,  cert-ain  changes  are  necessary 
to  those  pool  plant  definitions. that  make 
specific  reference  to  the  movement  of 
cream"  i39  FR  8208). 

A  spokesman  for  the  operator  of  two 
pool  distributing  plants  testified  that 
fluid  cream  products,  cottage  cheese, 
yogurt,  and  eggnog  are  generally  asso- 
ciat-ed  with  fluid  milk  products  in 
processing  and  distribution  and  are 
highly  perishable  a.';  are  fluid  milk 
products  He  said  that  the\-  are  largely 
distributed  through  fluid  milk  plants. 

The  witness  further  testified  that  in 
recent  years  there  has  been  a  tendency 
to  concentrate  the  production  of  these 
Class  II  products  in  fewer  and  fewer 
plants.  He  said  that  after  years  of  pro- 
ducing these  products  in  each  of  the 
handler's  distributing  plants  it  became 
apparent  that  the  production  of  these 
products  should  be  concentrated  in  one 
plant  if  they  were  to  be  handled  profit- 
ably 

The  witness  stated  that  for  the  market 
as  a  whole  the  concentrated  production 
of  "associated  fiuid  milk  products"  has 
raised  the  Class  I  utilization  of  the 
plants  where  they  were  formerly  pro- 
duced At  the  same  time,  however,  it  has 
lowered  the  Class  I  utilization  in  the 
plants  specializing  in  these  products. 
This,  he  concluded,  should  be  recognized 
in  the  order  bv  allowing  "associated  fluid 
milk  products  '  to  count  towards  pooling 
qualification. 

This  proposal  would  allow  a  plant  that 
had  no  distribution  of  fluid  milk  prod- 
ucts or  other  relationship  with  the  Class 
I  market  to  qualify  for  pooling  under  the 
order  For  example,  a  plant  specializing 
in  the  production  of  cottage  cheese  could 
qualify  for  pooling  under  this  proposal. 
Since  the  Clas.s  II  price  is  usually  below 
the  unifo'-m  price,  this — theoretically,  at 
least — could  drain  the  pool  of  money 
needed  to  attract  milk  for  Class  I  use. 

A  further  problem  associate  with  the 
proposal  IS  drawing  a  distmction  for 
pooling  purposes  between  certam  Class 
n  products.  For  example,  a  plant  special- 
izing in  the  production  of  cottage  cheese 
would  be  allowed  to  pool  under  the  order 
while  a  plant  specializing  in  ice  cream, 
another  Class  II  product,  would  not. 
Since  all  Class  II  disposition  returns  a 
uniform  value  to  the  pool,  such  disposi- 
tion should  be  treated  uniformly  m  any 
poolmg  provision. 

Accordingly,  it  would  not  be  appro- 
priate to  adopt  the  proposal  advanced 
by  proponents.  However,  the  problem  can 
be  mitigated  by  removing  the  in-area 
route  disposition  requirement  for  each 
distributing  plant  in  a  unit.  The  10  per- 
cent m-area  route  disposition  require- 
ment would  thus  apply  to  the  entire  unit. 
This  change  would  allow  a  handler  to 
specialize  m  the  production  of  Class  II 


products  in  one  of  his  plants  if  the  cOTn- 
bined  route  disposition  of  fluid  milk 
products  from  all  plants  in  the  unit  is  at 
least  10  percent  of  the  unit's  receipts 
used  for  determining  pool  plant  status. 

This  modification  of  the  proposal  will 
maintain  the  basic  pooling  base  by  re- 
quiring all  operators  of  distributing 
plants  to  have  at  least  a  minimum  pro- 
portion of  fluid  mUk  product  disposition 
in  the  marketing  area.  In  tliis  way,  all 
operators  of  distributing  plants  will  be 
contributing  some  higher  valued  Class 
I  utilization  to  the  market  and  all  will 
have  the  same  opportunity  to  benefit 
from  any  Class  II  utilization  -they  may 
have. 

The  present  10  percent  in-area  route 
disposition  requirement  should  not  be  re- 
duced to  5  percent  or  a  daily  average 
of  1000  pounds,  as  suggested  by  propo- 
nent. Proponent  testifled  that  the  present 
10  percent  in-area  route  disposition  re- 
quirement places  severe  restrictions  on 
new  sales  outside  the  marketing  area. 
Removal  of  the  10  percent  in-area  route 
disposition  requirement  for  separate 
plants  within  a  unit  should  eliminate 
the  restriction  referred  to  by  proponent. 
Any  further  relaxation  of  the  10  percent 
requirement  is  not  needed  at  this  time. 

With  removal  of  the  in-area  route 
disposition  requirement  for  each  plant 
within  a  unit,  the  possibility  exists  for 
a  distant  plant  to  become  pooled  under 
the  Chicago  Regional  order  by  virtue  of 
being  in  a  unit  with  a  distributing  plant 
that  has  ample  route  disposition  in  the 
mai'keting  area.  To  preclude  certain  pric- 
ing aberrations  which  could  result  by 
pooling  such  distant  plants,  the  order 
should  restrict  the  location  of  plants 
within  a  unit  to  the  State  of  Wisconsin 
and  that  portion  of  Illinois  that  is  within 
the  Chicago  Regional  marketing  area. 
Although  it  is  unlikely  that  any  distant 
plant  would  find  It  economically  advan- 
tageous to  become  regulated  under  the 
Chicago  order,  this  restriction  will  pro- 
vide a  degree  of  insurance  against  any 
potentially  disruptive  situations  that 
might  otherwise  occur.  There  are  no 
presently  regulated  distributing  plants 
that  wUl  be  affected  by  this  change. 

Removal  of  the  in-area  route  disposi- 
tion requirement  for  each  plant  in  a 
unit  requires  a  conforming  change  in  the 
order  terminology  applicable  to  a  unit, 
since,  in  effect,  some  plants  in  a  unit 
may  have  no  route  disposition.  Therefore, 
the  words  "two  or  more  distributing 
plants"  in  the  introductory  text  of 
§  1030. 7ia)  should  be  replaced  with  "at 
least  one  distributing  plant  and  one  or 
more  additional  plants  at  which  milk  Is 
processed  and  packaged  or  manufac- 
tured." This  change  will  permit  the  In- 
clusion of  any  plant  in  a  unit  at  which 
Grade  A  milk  is  processed  and  packaged 
or  manufactured;  Provided,  That  the 
total  and  in-area  route  disposition  from 
all  plants  in  the  unit  is  sufficient  to  meet 
the  minimum  requirements  for  the  en- 
tire unit. 

lb)  Supply  plants.  Several  changes 
should  be  made  in  the  supply  plant  pool- 
ing standards  on  the  basis  of  this  record. 

First,  with  respect  to  supply  plants 
qualifying  in  a  unit,  the  present  require- 


ment that  each  individual  supply  plant  in 
a  unit  must  ship  a  minimum  proportion 
of  its  receipts  of  milk  to  pool  distributing 
plants  should  be  dropped. 

Second,  supply  plants  that  are  included 
in  a  unit  should  be  located  in  the  State 
of  Wisconsin  or  that  portion  of  lUinois 
that  is  within  the  Chicago  Regional  mar- 
keting area. 

Third,  supply  plants  should  be  given 
credit  for  shipments  to  distributing 
plants  fully  regulated  under  other  Fed- 
eral orders.  However,  credit  for  ship- 
ments to  other  Federal  order  plants 
should  be  limited  to  the  amount  of  milk 
shipped  to  pool  distributing  plants  reg- 
ulated under  the  Chicago  Regional  or- 
der. Furthermore,  only  that  milk  which 
is  not  shipped  on  an  agreed  upon  Class 
II  or  m  classification  should  be  eligible 
for  pooling  credit. 

Fourth,  producer  milk  that  is  delivered 
by  the  operator  of  a  supply  plant  <  either 
a  cooperative  association  or  a  pix>prie- 
tary  handler)  directly  from  producers' 
farms  to  pool  distributing  plants  should 
be  considered  as  qualifying  shipments 
from  the  supply  plant.  This  should  be 
accomplished  by  allowing  producer  milk 
to  be  diverted  from  one  pool  plant  to 
another  pool  plant. 

Fifth,  the  period  for  which  supply 
plants  may  have  automatic  pool  plant 
status  should  be  changed  from  April 
through  July  to  April  through  August. 

Sixth,  receipts  of  other  source  milk 
should  be  excluded  from  a  supply  plant's 
receipts  in  computing  the  percentage  of 
its  receipts  that  must  be  shipped  to  dis- 
tributing plants  during  the  month  to 
qualify  for  pooling. 

1.  Presently,  each  supply  plant  in  a 
unit  must  ship  a  portion  of  Its  producer 
milk  to  distributing  plants.  Sfjecifically, 
it  must  ship  15  percent  of  its  producer 
milk  receipts  during  the  months  of  Sep- 
tember, October,  and  November,  and  10 
percent  in  each  of  the  months  of  August. 
December,  January,  February,  and 
March. 

Several  cooperative  associations  (pro- 
ponent of  proposal  No.  2)  proposed  the 
removal  of  the  requirement  that  each 
supply  plant  in  a  unit  be  required  to  ship 
a  minimum  quantity  of  milk  during  the 
months  mentioned  above.  However,  in  the 
event  a  temporary  increase  in  the  supply 
plant  shipping  percentage  was  issued  by 
the  Director  of  the  Dairy  Division,  they 
proposed  retaining  the  authority  to  re- 
quire an  individual  plant  to  ship  up  to 
50  percent  of  the  shipping  percentage 
applicable  to  the  entire  unit. 

A  similar  proposal  was  made  by  the 
National  Farmers  Organization  (NFQ), 
excent  that  its  proposal  would  not  retain 
the  option  of  requiring  a  minimum  level 
of  shipments  from  individual  plants  in  a 
unit  in  the  event  a  call  was  issued.  An 
NPO  spokesman  testified  that  the  pro- 
posal would  allow  a  handler  to  supply 
milk  from  the  closest,  least  costly  supply 
area  and  in  the  most  efficient  manner 
possible.  It  would,  he  said,  provide  sub- 
stantial savings  in  the  handling  of  the 
milk  involved. 

The  witness  testifled  th^t  the  present 
order  provision  causes  more  milk  to  be 
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handled  through  supplv  plants  than  is 
actually  necessary.  Moreover,  he  said 
that  lack  of  reciprocity  in  Grade  A  milk 
inspection  by  the  Chicago  Board  of 
Health  makes  it  difficult  and  sometimes 
impossible  to  pool  an  otherwise  qualified 
supply  of  milk  on  the  Order  30  market. 

A  spokesman  representing  proponents 
of  proposal  No.  2  testifled  that  the  total 
shipping  percentage  required  of  a  unit  of 
supply  plants  assures  handlers  and  the 
market  of  an  adequate  supply  of  milk  for 
Cla.=^s  I  and  II  use.  The  individual  plant 
shipping  requirement,  he  said,  results  in 
inefficiency  and  lower  returns  to  produc- 
ers because  it  does  not  permit  all  of  a 
unit's  shipments  to  come  from  the  most 
favorably  situated  plants. 

Individual  shipping  requirements  for 
plants  within  a  unit  were  incorporated 
in  the  order  in  a  Final  Decision  issued 
Julv  9.  1973.  At  that  time,  it  was  found 
that  distributing  plants  located  in  the 
Chicago  metropolitan  segment  of  the 
market  were  experiencing  difficulty  in 
obtaining  needed  milk  supplies  from  sup- 
ply plants.  To  remedy  this  situation,  in- 
dividual supplv  plant  shipping  require- 
ments were  adopted. 

Two  vears  later,  on  the  basis  of  a  hear- 
ing held  in  June  1975,  the  supply  plant 
shipping  requirements  were  lowered.  It 
was  found  at  that  time  that  producer 
milk  supplies  on  the  market  had  in- 
creased to  the  point  w-here  uneconomic 
shipments  of  milk  from  supply  plants 
were  being  made  simply  for  the  purpose 
of  meeting  the  pooling  requirements.  Ac- 
cordingly, supply  plant  shipping  require- 
ments were  lowered  by  5  to  10  percentage 
points. 

Since  June  1975,  more  milk  has  been 
pooled  under  Order  30  and  the  Class  I 
utilization  has  declined  further.  In  June 

1975.  818  million  pounds  were  pooled  and 
235  million  pounds,  or  29  percent  of  total 
receipts,  were  used  as  Class  I.  In  June 

1976,  producer  deliveries  had  increased 
to  892  million  pounds — 9  percent  more 
than  June  1975.  Producer  milk  used  in 
Class  I  increased  to  237  miUion  pounds, 
resulting  in  a  Class  I  utilization  of  26 
percent — 3  percentage  points  below  June 
1975. 

Perhaps  more  significant  than  the  to- 
tal amount  of  milk  on  the  market  is  the 
amount  of  milk  pooled  at  supply  plants 
approved  by  the  Chicago  Boerd  of 
Health,  since  pool  distributing  plants  dis- 
tributing milk  within  the  City  of  Chi- 
t-ago  have,  until  recently,  been  required 
to  receive  only  Chicago-inspected  milk. 
In  March  1976,  450  million  pounds  of 
milk  were  received  at  Chicago-approved 
supply  plants,  compared  to  413  million 
pounds  in  March  1975,  400  million  pounds 
in  March  1974,  and  375  million  pounds  in 
March  1973.  This  20  percent  increase  in 
Chicago-approved  milk  in  the  past  3 
years  has  reduced  the  need  to  require 
each  plant  in  a  unit  to  perform.  More- 
over, as  a  result  of  a  recent  court  deci- 
siOTi,"  the  Chicago  Board  of  Health  now 


'  Official  notice  Is  taken  of:  "Dixie  Dairy  Co 
vs.  The  City  of  Chicago."  355  F.  Supp.  1351. 
(N.D.  111.  1975)  affirmed  538  P.  2d  1303  (7th 
Clr.  1976)  cert.  den.  45  L.  W   3416  (1976) 


approves  the  sale  of  milk  on  a  reciprocal 
inspection  basis.  Thus,  there  is  an  abun- 
dant supply  of  milk  available  to  Chicago 
bottling  plants. 

In  conclusion,  the  reasons  previou.'^ly 
supporting  shipments  from  supply  plants 
within  a  unit  no  longer  exist.  There  are 
now  plentiful  supplies  of  milk  available 
to  the  market,  making  it  unnecessary  to 
require  shipments  from  individual  plants 
in  a  unit.  Removal  of  this  requirement 
will  allow  operators  of  supply  plant  units 
to  minimize  hauling  costs  in  supplying 
milk  to  the  market. 

There  is  no  need  to  retain  authority 
for  the  Director  of  the  Dair>'  Division  to 
reauire  individual  plants  within  a  unit 
to  ship  up  to  50  percent  of  the  shipping 
percentage  required  of  the  unit.  To  m- 
voke  this  requirement  on  a  short  notice 
basis  after  many  months  without  re- 
quiring shipments  would  likely  cau.se  in- 
creased transportation  costs  in  moving 
milk  to  market.  Moreover,  it  would  ad- 
versely affect  those  units  which  are  hav- 
ing no  difficulty  in  meeting  their  mini- 
mum deliveries  if  the  provisions  were  in- 
voked in  response  to  requests  by  other 
operators  of  units  which  are  experiencing 
difficulty  in  getting  their  plant  operators 
to  ship  milk.  Therefore,  it  is  more  ap- 
propriate for  the  unit  participants  them- 
selves to  determine  which  plants  in  a 
unit  should  ship  and  how  much  each 
should  ship. 

Presently,  the  cooperative  or  handler 
establishing  a  unit  furnishes  the  market 
administrator  with  a  hst  of  the  olants 
included  in  the  unit.  In  the  event  that 
shipments  from  the  unit  are  insufficient 
to  qualify  the  entire  unit  for  poohng,  the 
plant  first  on  the  list  is  excluded  from 
the  unit  first,  followed  by  the  plant  sec- 
ond on  the  list,  and  so  on. 

This  procedure  should  be  modified 
slightly  by  offering  the  handler  or  co- 
operative establishing  the  unit  the  option 
of  specifying  which  plant  or  plants 
shall  be  excluded  from  the  unit  when 
deliveries  are  ii"isufficient  to  qualify  the 
entire  unit.  This  option  will  allow  the 
cooperative  or  handler  to  exclude  the 
plant's)  of  those  parties  that  may  have 
failed  to  meet  their  obligations  to  supply 
a  certain  amount  of  milk,  while  protect- 
ing the  interests  of  those  operators  of 
plants  that  are  specified  at  the  begiii- 
ning  of  the  list  who  may,  in  fact,  be  ful- 
filling their  obligations.  If  a  handler  or 
cooperative  declines  to  identify  the 
plant^s)  that  will  be  excluded  from  the 
unit,  then  the  market  administrator  will 
simply  exclude  the  plants  siccording  to 
tlie  sequence  in  which  they  are  listed. 

This  modification  should  give  handlers 
and  cooperatives  more  leverage  in  insur- 
ing that  agreements  are  honored  by  unit 
participants.  It  will  replace  the  need  to 
allow  the  Director  to  require  shipments 
from  individual  plants  in  a  unit,  which 
as  mentioned  above,  would  be  unfair  to 
those  units  which  are  experiencing  no 
difficulty  in  meeting  their  delivery  c*)Ii- 
gation. 

2.  The  order  should  be  modified  to  re- 
strict supply  plants  that  qualify  for  pool 
status  as  part  of  a  unit  to  be  located  in 
either  the  State  of  Wisconsin  or  that 


portion  of  Illinois  that  is  within  the  Chi- 
cago Regional  marketing  area. 

Presently,  all  supply  plants — including 
those  in  a  unit — have  to  make  some  ship- 
ments to  p(x>I  distributing  plants.  This 
requirement  has  tended  to  restrict  the 
area  m  which  supply  plants  are  located, 
since  a  plant  located  a  great  distance 
from  the  market  would  find  it  uneco- 
nomical to  make  the  required  level  of 
shipments. 

With  the  removal  of  the  shipping  re- 
quirement for  individual  plants  in  a  unit, 
however,  it  would  be  possible  for  supply 
plants  located  at  great  distances  from 
the  market  to  pool  under  the  Chicago 
order  by  being  included  in  a  unit.  It  is 
probable  that  a  distant  plant  would  find 
It  undesirable  to  pool  under  Order  30 
after  the  Chicago  uniform  price  Ls  ad- 
justed to  the  plant's  location.  However, 
to  guard  against  any  unforeseen  pricing 
aberration  that  could  result,  a  geograp^iic 
restriction  encompassmg  the  historical 
supply  area  for  the  market  should  be 
placed  on  all  plants  qualifying  as  part  of 
a  unit  Since  all  plants  now  pooled  under 
Order  30  are  located  either  within  the 
State  of  Wisconsin  or  that  part  of  north- 
em  UlinoLs  that  is  in  the  Chicago  Re- 
gional marketing  area,  this  area  is  a 
reasonable  one  in  which  to  restrict  the 
location  of  plants  qualifying  as  part  of 
a  imit. 

3.  Several  proposals  by  cooperative 
associations  would  give  full  or  partial 
pooling  credit  for  shipments  of  milk  from 
Order  30  supply  plants  to  various  ncMi- 
Order  30  plants. 

Presently,  a  supply  plant  is  credited 
for  its  shipments  to  Order  30  pool  dis- 
tributing plants  and  plants  of  producer- 
handlers.  Credit  is  also  given  for  ship- 
ments to  plants  partially  regulated  im- 
der  Order  30  if  the  transhipped  milk  is 
Eissigned  to  Class  I  milk  distxxsed  of  in 
the  Chicago  Regional  marketing  area. 

One  of  the  proposals  would  also  give 
pooling  credit  for  shipments  to  plants 
fully  regulated  under  other  Federal  or- 
ders and  also  to  totally  unregulated 
plants  if  the  milk  transferred  received  a 
Class  I  classification  Proponent  con- 
tended that  these  proposals  would  en- 
courage pool  supply  plant  operators  to 
increase  their  Class  I  utilization  by  serv- 
ing additional  Class  I  outlets  and.  thus, 
be  of  benefit  to  producers  by  increasing 
the  uniform  price. 

Pooling  credit  should  be  granted  for 
supply  plant  shipments  to  plants  fully 
regulated  under  other  F'ederal  orders. 
Evidence  on  the  record  shows  that  dur- 
ing the  period  from  September  1975  to 
February  1976  Order  30  supply  plants 
shipped  bulk  milk  to  9  other  Federal  or- 
der markets  Such  shipments  went  as 
far  south  as  the  Oklalioma  Metropolitan 
market  and  as  far  east  as  the  Eastern 
Ohio-Western  Pennsylvania  market. 
The  greatest  volume  of  shipments  oc- 
curred during  January  1976.  when  more 
than  6  million  pounds  of  milk  were 
shipped  to  other  markets. 

Shipments  of  this  nature  are  primarily 
intended  for  Class  I  use  at  the  transferee 
plant.  The  Class  I  utilization  is  passed 
back  to  the  supply  plant  and  serves  to 
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increase  the  Class  I  utilization  and  uni- 
form price  of  Order  30.  Consequently, 
such  sales  serve  to  improve  the  returns 
of  all  producers  on  the  market. 

Up  until  now.  shipments  to  other  order 
plants  have  not  been  recognized  as  pro- 
viding a  service  to  the  market  and  the 
/  system  of  Federal  order  markets.  In  fact, 
the  current  pooling  standards  tend  to 
discourage  such  shipments  by  requiring 
the  minimum  shipments  to  be  made  to 
just  one  order.  Consequently,  a  supply 
plant  shipping  to  several  markets  would 
likely  not  qualify  for  pooling  under  any 
of  them 

The  trend  in  milk  marketing  has  been 
towards  larger  markets,  larger  producer 
organizations,  and  large,  centralized 
processing  plants.  Milk  now  moves  much 
farther  than  it  ever  did  before:  not  only 
is  It  procured  frpm  farther  distances  but 
also  distributed  over  a  much  wider  area. 
As  a  result  of  these  developments.  Fed- 
eral order  markets  have  been  merged  to 
provide  a  broader  sharing  of  returns 
over  much  wider  areas. 

Allowing  cooling  credit  for  shipments 
to  other  orders  is  one  means  of  provid- 
ing a  broader  sharing  of  the  Cla.'^s  I  mar- 
ket among  producers  where  merger  may 
not  be  a  feasible  solution.  It  represents 
a  logical  step  in  accommodating  move- 
ments of  milk  over  much  broader  geo- 
graphic areas  and  .■should  benefit  both 
the  transferee  and  transferor  markets. 

Some  of  the  proposals  provided  re- 
strictions on  the  amount  of  milk  which 
could  be  transferred  to  other  order 
plants  and  receive  credit  towards  the 
shipping  requirement  under  Order  30. 
One  proposal  restricted  such  credit  to 
the  amount  of  milk  shipped  to  Order  30 
distributing  plants.  Another  proposal 
provided  no  restrictions,  so  that  a  supply 
plant  could  conceivably  qualify  for  pool- 
ing under  Order  30  solely  on  the  basis 
of  shipments  to  other  order  distributing 
plants. 

Pooling  credit  for  shipments  to  other 
order  plants  should  be  limited  to  the 
equivalent  of  the  shipments  made  to  Or- 
der 30  distributing  plants,  nils  will  in- 
sure that  distributing  planus  in  thii  mar- 
ket  will  be  supplied  with  milk.  Unlimited 
credit  for  shipments  to  other  markets 
would  undermine  the  effectiveness  of 
the  pooling  standards  m  insuring  that 
consumers  in  the  Chicago  Regional  mar- 
ket will  be  supplied  with  fluid  milk  prod- 
ucts 

Only  that  milk  which  is  intended  for 
Class  I  use  at  the  other  order  plant 
should  count  towards  pooling  credit. 
Tlie  terms  of  Federal  orders  accommo- 
date the  transfer  of  milk  to  other  order 
plants  for  the  purpose  of  surplus  disposal 
as  well  as  for  fluid  use.  Thus,  m.ilk  which 
is  transferred  on  the  basis  of  requested 
Class  II  or  III  utilization  should  receive 
no  pooling  credit. 

The  order  now  provides  pooling  credit 
for  milk  transferred  to  a  oartially  regu- 
lated distributing  plant  and  assigned  to 
Class  I  milk  disposed  of  in  the  marketing 
area.  Smce  virtually  all  of  the  territory 
now  surrounding  the  Chicago  Regional 
market  is  included  in  some  other  market- 
ing area,  it  can  be  assumed  that  a  dis- 


tributing plant  partially  regulated  under 
Order  30  prcb.nbly  has  the  bull:  of  its 
sales  in  some  Federal  order  marketing 
ar3a.  As  just  indicated,  pooling  credit 
would  be  piven  for  shipments  to  dis- 
tributing plants  regulated  under  otlier 
orders.  In  view  of  this  and  in  view  of  the 
likelihood  that  a  partially  regulated 
plant's  sales  would  be  largely  in  regu- 
lated areas,  it  is  reasonable  that  a  supply 
plant  receive  pooling  credit  for  all  milk 
transferred  to  a  partially  regulated  dis- 
tributing plant  which  receives  a  Class  I 
classification. 

No  pooling  credit  should  be  given  for 
transfers  from  supply  plants  to  totally 
unregulated  plants.  Under  the  terms  of 
the  Chicago  Regional  order  the  operator 
of  an  unregulated  plant  is  assumed  to  be 
paving  his  own  producers  the  Federal 
order  uniform  price,  rather  Ulan  the 
Class  I  price  for  milk  utilized  in  fluid 
milk  products.  This  treatment  under  the 
order  is  based  on  the  assumption  that 
the  unregulated  plant  can  not  compete 
for  producers  unless  he  pays  at  least  the 
order  uniform  price.  But  since  this  is 
the  competitive  price  to  producers  the 
unregulated  h'lndler  is  not  likely  to  be 
paving  a  higher  price. 

The  Federal  order  Class  I  price  struc- 
ture IS  designed  to  include  in  the  Class  I 
orice  that  amount  necessary  to  carry  the 
burden  of  maintaining  an  adequate  re- 
.'^erve  supply  in  the  order  market.  Thus 
Federal  order  handlers  pay  a  Class  I 
price  designed  to  carry  a  reserve  supply 
for  the  regulated  market.  Unregulated 
handlers  do  not  contribute  to  this  bur- 
den on  a  year-around  basis  as  regulated 
handlers  do. 

To  encourage  transfers  to  unregulated 
distributing  plants  for  Class  I  use  would 
facilitate  an  unregulated  distributing 
plant  operator  in  escaping  the  burden  of 
carrying  his  own  reserve  milk  supplies. 
When  the  plant  operator  did  not  need 
supplemental  supplies,  the  pool  would  be 
forced  to  carry  this  milk  for  Class  III  u^e. 
Accordingly,  while  such  transfers  should 
not  be  prohibited  under  the  order,  they 
should  not  bf  encouraged  by  counting 
them  as  qualifying  shipments  for  the 
transferor  plant. 

4.  Cooperatives  and  proprietary  han- 
dlers should  be  allowed  to  meet  supply 
plant  shipping  requirements  on  the  basis 
of  direct  deliveries  from  producers' 
farms. 

The  National  Farmers  Organization 
and  Lakeshore  Federated  Dairy  Cooper- 
ative each  proposed  allowing  direct  de- 
liveries from  producers'  farms  to  pool 
distributing  plants  to  count  as  qualify- 
ing shipments  for  a  supply  plant. 

An  NFO  witness  testified  that  current 
order  provisions  provide  that  only  ship- 
ments from  supply  plants  count  towards 
meeting  the  supply  plant  shipping  re- 
quirements. This,  he  said,  causes  a  great 
deal  more  milk  to  be  handled  through 
supply  plants  than  is  actually  needed  to 
supply  the  fluid  market.  The  witness 
concluded  that  its  (NFO)  proposal 
would  make  it  possible  for  milk  to  be 
handled  more  efficiently.  This  would 
occur  by  having  milk  that  is  nor- 
mally   delivered    to   supply    plants    for 


transshipment  to  move  directly  from  the 
farm  to  pool  distributing  plants  but  still 
count  as  a  supply  plant  transfer  He  also 
pointed  out  that  its  proposal  would  re- 
duce shrinkage  of  milk  tas  a  result  of 
unnecessarily  pumping  it  into  a  supply 
plant)  and  would  result  in  less  deterio- 
ration in  the  quality  of  the  milk,  which 
is  also  a  result  of  pumping  it. 

Better  roads  and  bigger  trucks  now 
make  it  feasible  to  direct-ship  milk  to 
all  distributing  plants  in  the  '\\'isconsin 
segment  of  the  market.  For  Chicago 
metropolitan  area  distributing  plants,  it 
may  be  more  efficient  to  ship  milk 
through  supply  plants.  Whatever  the  in- 
dividual circumstances  may  be,  the  order 
should  encourage  milk  to  be  marketed 
in  the  most  efficient  wav  possible.  Tes- 
timony indicates  that  current  order  pro- 
visions have  encouraged  the  movement 
of  milk  through  supply  plants  when  it 
could  have  been  direct-shipped  to  a  dis- 
tributing plant  in  Wisconsin.  Inclusion 
of  direct  deliveries  as  qualifying  ship- 
ments will  remove  the  necessity  of  sup- 
plying milk  through  a  supply  plant — 
simply  to  keep  the  plant  qualified  for 
pooling — when  the  milk  can  be  more 
economicallv  supplied  directly  from  pro- 
ducers' farms. 

5.  The  period  for  which  supply  plants 
may  have  automatic  pool  plant  status 
should  be  changed  from  April  through 
July  to  April  through  August.  Presently, 
a  supply  plant  or  unit  of  supply  plants 
that  met  the  pool  performance  stand- 
ards for  each  of  the  months  of  August 
through  March  is  automatically  quali- 
fied for  pool  status  dunr.g  the  following 
months  of  April  through  July. 

The  Trade  Association  of  Proprietary 
Plants  proposed  dropping  August  as  a 
qualifying  month  for  supply  plants.  A 
spokesman  for  this  group  testified  that 
surrounding  orders  generally  use  Sep- 
tember as  the  first  month  in  the  quali- 
fying period.  He  said  that  the  Class  I 
utilization  during  August  is  more  related 
to  the  automatic  pooling  months  than 
to  the  higher  utilization  months  in  the 
fall  and  winter  He  also  stated  that  Sep- 
tember is  a  more  logical  month  to  use 
because  schools  in  the  Chicago  area  do 
not  usually  start  until  early  September. 
Testimony  bv  other  witnesses  indicated 
support  for  this  proposal. 

During  1976,  the  Class  I  utilization 
under  the  Chicago  order  was  signifi- 
cantly higher  during  the  months  of  Jan- 
uary through  March  and  September 
through  December  than  during  the  other 
months  of  the  year.  For  January,  Feb- 
ruary, and  March,  the  utilization  per- 
•'"ntages  were  36,  32.  and  33  percent,  re- 
spectively. For  September,  October,  No- 
vember, and  December,  they  were  35,  36, 
36,  and  32  percent,  respectively.  For 
April  through  August  they  were  30.  28. 
26,  28,  and  30  percent,  respectively.  These 
figures,  which  generally  follow  the  pat- 
tern of  the  previous  two  years,  indicate 
that  the  supply-demand  pattern  for  Au- 
gtist  is  more  com.parable  with  that  for 
the  current  month5  of  automatic  pooling 
than  with  that  for  the  months  when  sup- 
ply plants  Eire  now  required  to  ship  milk. 
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By  using  September  as  the  starting 
month  of  the  qualifying  period,  tlie 
Chicago  order  will  be  better  coordinated 
with  neighboring  orders,  such  as  the 
Upper  Midwest  order,  the  Central  Illinois 
order,  the  Indiana  order,  and  others. 
This  will  facilitate  planning  by  handlers 
and  cooperatives  concerning  which^ 
plants  and  producers  to  associate  with 
which  markets  during  the  qualifying 
period . 

Eligibility  for  automatic  pool  plant 
status  for  a  supply  plant  during  the 
April-August  period  should  not  be  denied 
a  plant  that  was  a  pool  plant  under  an- 
other order  in  one  month  during  the 
prior  September-March  period.  A  coop- 
erative association  proposed  that  any 
plant  that  was  a  supply  plant  under 
Order  30  shall  be  a  pool  plant  under 
Order  30  during  the  following  month  re- 
gardless of  the  volume  of  shipments 
made  to  other  order  distributing  plants. 
Proponent  stated  that  this  proposal  was 
made  for  the  purpose  of  insuring  that  a 
supply  plant  would  not  lose  its  eligibility 
for  pooling  during  the  automatic  pool 
plant  status  period.  Proponent  contended 
that  the  provision  was  needed  in  con- 
junction with  adoption  of  pooling  credit 
on  shipments  made  to  other  order  dis- 
tributing plants. 

It  would  not  be  workable  to  have  a 
pro\lsion  in  this  order  that  would  pre- 
clude a  plant  from  qualifying  as  a  pool 
plant  under  another  order.  Thus,  the 
proposal  as  published  in  the  notice  of 
hearing  can  not  be  adopted. 

However,  if  a  pool  supply  plant  were 
to  risk  the  loss  of  eligibility  for  pooling 
during  the  automatic  pool  plant  status 
period  by  shipping  enough  milk  to 
qualify  for  pool  status  under  another 
order,  it  would  tend  to  inhibit  such  plant 
operator's  willingness  to  supply  milk  to 
other  order  markets.  Thus,  to  comple- 
ment the  amendment  providing  for  sup- 
ply plant  pooling  credit  on  shipments  to 
other  order  distributing  plants,  the  pro- 
posal should  be  adopted  as  modified 
above, 

6.  A  proposal  to  exclude  receipts  of 
other  source  milk  from  a  supply  plant's 
receipts  for  purposes  or  determining  the 
amount  of  milk  which  must  be  shipped 
to  distributing  plants  during  the  month 
should  be  adopted. 

Presently,  to  determine  if  a  supply 
plant  or  unit  has  met  the  minimum 
shipping  percentage  specified  in  the 
order,  its  total  eligible  shipments  to  pool 
distributing  plants,  producer-handler 
plants,  and  partially  regulated  plants  are 
divided  by  the  volume  of  Grade  A  milk 
received  from  dairy  farmers  and  coop- 
erative associations  acting  as  handlers 
on  bulk  tank  milk,  including  milk  di- 
verted to  nonpool  plants,  but  excluding 
packaged  fluid  milk  products  which  are 
disposed  of  as  route  disposition  or  which 
are  moved  to  nonpool  plants. 

Generally,  Grade  A  milk  received  at  a 
pool  plant  from  dairy  farmers  is  "pro- 
ducer milk"  and  is  pooled  under  the 
order.  However,  there  are  certain  excep- 
tions to  this,  such  as  when  a  dairy  farm- 
er's milk  is  diverted  from  another  order 
plant.  In  such  case,  the  dairy  farmer 


would  be  a  producer  under  the  other 
order. 

A1.SO.  the  Chicago  order  was  amended 
in  1973  by  including  a  provision  that  ex- 
cludes from  producer  status  a  dairy 
farmer  whose  milk  is  received  at  a  pool 
plant  during  the  months  of  January 
through  July  if  the  dairy  farmer's  milk 
was  pooled  under  an  order  with  a  sea- 
sonal incentive  production  plan  during 
any  of  the  "payback"  months  of  the  pre- 
vious year  Con.sequently,  such  dairy 
farmer's  milk  is  not  pooled  under  the 
order 

In  both  cases,  the  milk  of  such  dairy 
farmers  is  now  part  of  a  suwly  plant's 
receipts  on  which  performance  is  based 
even  though  the  milk  is  not  producer 
milk  under  Order  30.  Such  other  source 
milk  is  part  of  the  reserve  milk  sup{>iy 
for  other  markets.  Milk  received  by  di- 
version from  another  order  plant  is  allo- 
cated to  CTass  II  or  Class  HI  use.  This 
treatment  under  the  order  is  for  the  pur- 
pose of  accommodating  the  disposal  of 
reserve  milk  supplies  of  other  order 
markets 

Similarly,  milk  received  from  :i  aairy 
farmer  who  was  associated  with  another 
market  during  the  prior  "payback" 
period,  which  is  the  season  of  low  pro- 
duction, is  essentially  part  of  the  reserve 
supply  of  such  other  market.  Thus  in 
both  situations,  receipts  of  such  milk  at 
an  Order  30  plant  represent  milk  sup- 
plies basically  associated  with  other  mar- 
kets Accordingly,  Order  30  plant  opera- 
tors should  not  be  required  to  move  such 
other  source  milk  .supplies  to  fluid  use 
outlets  when  the  Order  30  plants  are 
merely  facilitating  the  disposal  of  re- 
serve milk  supplies  of  other  markets. 

Since  pooling  credit  will  be  given  for 
movements  of  milk  In  bulk  or  packaged 
form  to  plants  which  are  fully  regulated 
under  other  Federal  orders,  there  is  no 
necessity  to  exclude  shipments  of  pack- 
aged fluid  milk  products  to  other  order 
plants  from  the  supply  plant's  receipts, 
as  the  order  now  provides.  However,  fluid 
milk  products  disposed  of  as  route  dis- 
position should  continue  to  be  excluded 
from  a  supply  plant's  receipts  for  the 
purpwse  of  determining  its  shipping 
performance. 

There  is  no  basis  for  adopting  a  pro- 
posal that  would  exclude  the  volume  of 
packaged  fluid  cream  products  that  are 
disposed  of  from  a  supply  plant  from  its 
receipts  for  the  purpose  of  determining 
its  shipping  performance.  As  discussed 
above  with  respect  to  pool  distributing 
plants,  pooling  standards  must  be  tied  to 
distribution  of  fluid  milk  products  Simi- 
larly, m  the  case  of  supply  plants,  only 
shipments  to  serve  the  fluid  m.ilk  product 
needs  of  distributing  plants  should  count 
towards  meeting  the  shipping  require- 
ment. Since  milk  used  in  fluid  cream 
products  at  a  pool  plant  is  pooled  under 
the  order,  the  supply  plant  should  be 
required  to  perform  on  that  quantity  of 
milk  also.  Hence,  there  is- no  basis  for 
subtracting  the  volume  of  fluid  cream 
products  utilized  from  the  plant's  re- 
ceipts, as  proposed. 

<c)  Distributing  plants  and  supply 
plants.  A  proposal  that  would  allow  a 


plant  to  qualify  as  a  pool  plant  in  the 
current  month  if  it  met  the  pool  jierform- 
ance  standards  in  the  immediately  pre- 
ceding three  months  should  be  adopted. 
Proponents  of  proposal  No  2,  a  group 
of  14  cooperative  associations,  proposed 
the  provision  to  accommodate  situations 
where  a  "natural  disaster",  such  as  an 
ice  storm,  wind  storm,  or  tornado,  has 
ca'osed  the  distributing  plant  or  supply 
plant  physical  destruction  such  that  the 
maintenance  of  pooling  during  the  cur- 
rent month  would  be  restricted. 

The  proposal  should  be  adopted,  but 
without  the  restriction  regarding  "natu- 
ral disasters."  It  is  not  uncommon  for  a 
plant  to  fail  to  qualify  for  pooling  for  a 
reason  unrelated  to  physical  ability  to 
pool  Such  reasons  could  include  mis- 
understandings, mistakes,  mathematical 
error,  a  strike,  breakdown  of  equipment, 
and  pcssibly  other  reasons  Since  the 
main  impact  of  failing  to  qualify  for 
pooling  falls  hardest  on  producers,  they 
should  be  protected  from  sudden  and  un- 
expected loss  of  producer  status  under 
the  order. 

Allowing  a  plant  that  failed  to  meet 
the  pooling  standards  for  the  month  to 
be  a  pool  plant  if  it  met  the  performance 
requirements  in  each  of  the  three  pre- 
ceding months  is  a  reasonable  and  equit- 
able basis  for  protecting  producers'  in- 
terests. It  will  afford  handlers  the  op- 
portunity to  make  corrective  adjustments 
in  their  operations  in  the  event  of  un- 
anticipated circumstances  or  a  miscal- 
culation, and  it  will  afford  producers 
reasonable  opportunity  to  find  an  al- 
ternative pool  outlet  for  their  milk 
without  losing  pool  privileges  in  the 
interim. 

It  Is  not  necessar>'  to  extend  the  one 
month  automatic  pooling  privilege  to 
supply  plants  that  are  included  in  a  unit 
since  such  plants  already  have  the  secu- 
rity of  being  in  a  unit.  Thus,  failure  to 
perform  does  not  mean  such  a  plant  will 
lose  its  pool  status  so  long  as  the  unit  as 
a  whole  performs. 

A  proposal  by  the  Southland  Corpora- 
tion that  would  provide  automatic  pool- 
ing for  six  months  in  the  event  of  a  work 
stoppage,  natural  disaster,  civil  disturb- 
ance, fire,  or  other  disaster  beyond  the 
control  of  the  plant  operator  should  not 
be  adopted 

Proponent  spokesman  testified  that  its 
Madison,  Wisconsin  plEOit,  which  spe- 
cializes in  the  production  of  Class  n 
products,  is  eUgible  to  pool  by  virtue  of 
being  in  a  imit  with  its  bottling  plant  in 
Chicago  Therefore,  if  the  Chicago  plant 
were  to  go  out  of  operation,  the  MadiscHi 
plant  would  also  lose  its  pool  status. 
This,  he  said,  would  make  it  impossible 
for  the  Madison  plant  to  purchase  milk 
for  Class  U  use  and  still  remain  com- 
petitive. 

This  proposal  goes  well  beyond  the 
limits  of  reasonable  stability  and  orderly 
marketing.  Producers  should  have  pro- 
tection against  unexpected  loss  of  pool 
participation  of  their  milk  because  a  dis- 
tributing plant  or  supply  plant,  over 
which  they  have  no  control,  failed  to 
qualify  as  a  pool  plant.  However,  the  six- 
month   automatic  pool  status   proposed 
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bv  Southland  provides  too  much  leeway 
and  could  be  subject  to  abuse  Beyond 
providing  a  reasonable  a  one-month  ad- 
justment period  to  allow  the  handler  to 
"make  alternative  arrangements,  nothing 
further  should  be  done 

A  provision  that  now  provides  auto- 
matic pool  status  for  a  supply  plant  tJiat 
fails  to  qualify  for  pooling  because  of  a 
work  stoppage  is  no  longer  needed  in 
view  of  the  alternative  provision  adopted 
aoove  Although  the  provision  now  in  the 
order  provides  automatic  pool  status  for 
two  months,  the  one  month  automatic 
pool  status  adopted  herein  i-  adequate 
to  protect  producers'  interests  and  in- 
sure orderly  marketing. 

2.  Definition  of  producer  and  producer 
milk—yb'  Producer  A  proposal  to  mod- 
ify the  treatment  of  a  dairy  farmer  who 
was  a  producer  under  an  order  with  a 
."leasonal  incentive  payback  plan  during 
the  preceding  year  should  not  be 
adoDted 

The  order  currently  provides  that  a 
dairy  farmer  who  was  a  producer  dur- 
ing any  'payback"  month  under  another 
Federal  milic  order  having  provisions  for 
a  seasonal  incentive  payment  plan  shall 
not  he  a  producer  during  the  following 
months  of  January  through  July.  '  Under 
a  seasonal  incentive  payment  plan,  or 
'•Loui.svnie  plan"  as  it  is  commonly 
known,  funds  are  deducted  from  the  pool 
during  the  flu^h  production  months  and 
added  back  to  the  pool  during  the  short 
production  months  m  the  fall  The  pur- 
pose of  the  plan  is  to  encourage  more 
even  production  of  milk  throughout  the 
year,  1  Milk  received  from  such  a  dairy- 
farmer  during  Januar\--July  does  not 
qualify  as  "producer  milk".  Instead,  it 
:s  treated  as  "other  source  milk"  and  al- 
ICH-ated  to  the  lowest  possible  use  class 

Proponents  of  proposal  No  2  proposed 
that  the  treatment  of  such  milk  be  modi- 
fled.  In  addition  to  proposing  a  new  sec- 
tion for  this  purpose  entitled  "dairy 
fanner  for  other  market",  proponents 
proposed  easing  the  present  restrictions 
lo  allow  any  handler  to  receive  milk  from 
any  three  such  dairy  famiers  described 
abC've  dunng  January'  through  July  as 
producer  mi'k  rather  than  as  other 
source  milk  In  other  words,  a  handler— 
at  each  of  his  pool  plants — would  be  able 
U)  receive  as  producer  milk  the  milk  of 
any  three  dairy  farmers  who  had  pre- 
viously been  producers  under  an  order 
with  a  Louisville  plan. 

Proponents  also  proposed  the  addition 
of  a  new  concept  by  excluding  from  pro- 
ducer status  any  producer  whose  produc- 
tion was  "disassociated"  with  the  Chi- 
cago Regional  order  and  subsequently 
sold  as  Class  I  ♦^o  an  unregulated  market. 
Any  dairv-  farmer  so  losing  producer  sta- 
tus would  not  be  again  eligible  for  such 
status  until  the  following  August 

Proponents  testified  that,  while  the 
present  provision  is  sound  in  principle, 
;t  has  caused  some  hardship  in  the  case 
of  a  tenant  dairy  farmer  who  moves  to  a 
different  farm  which  he  may  rent  or 
purchase,  particularly  when  the  dairy 
farmer  no  longer  ha.s  the  opportunity  to 
'hip  to  the  market  with  which  he  was 
previously  associated.  By  allowing  three 


dairy  farmers  who  would  ordinarily  not 
be  eligible  for  producer  status  to  qualify 
as  producers  under  the  order,  sijbh  hard- 
ships would  be  alleviated,  ac(prding  to 
proponents. 

Proponents  also  testified  that  produc- 
ers who  leave  the  market  to  take 
advantage  of  Class  I  sales  in  an  unregu- 
lated market  should  not  be  allowed  to 
come  back  to  the  market  as  producers 
until  the  following  August.  According  to 
proponents,  market-hopping  in  this 
manner  dose  not  contribute  to  orderly 
marketing  because  it  creates  a  price  dis- 
parity between  producers  regularly 
supplying  milk  to  the  marketwide  pool  at 
the  uniform  price  and  neighboring  dairy 
farmers  supplying  milk  for  Class  I  use 
tc  an  unregulated  market  at  a  higher 
price. 

Proponents  failed  to  show  that  dairy 
farmers  have  suffered  a  "hardship"  as  a 
result  of  the  present  order  provisions.  As 
cited  by  opponents  of  the  proposed  pro- 
vision, a  multiple  plant  handler  would  be 
in  a  position  to  "bring  back"  three  large 
producers  at  each  plant  and.  thus,  abuse 
the  intent  of  the  proposal,  McK^eover, 
since  the  present  provision  is  tied  to  the 
farm  rather  than  the  producer  who  oper- 
ates the  farm,  there  should  be  no  prob- 
lem m  marketing  m.ilk  of  a  tenant  who 
moves  to  a  different  farm. 

While  the  record  evidence  shows  that 
some  milk  previously  pooled  under  the 
order  has  been  moved  to  an  unregulated 
market,  no  specific  amount  of  milk  or 
number  of  producers  were  cited.  On  the 
basis  61  the  evidence,  it  is  diflBcult  to 
conceive  that  the  amount  of  milk  dis- 
associated from  this  market  would  have 
any  appreciable  effect  on  the  market- 
wide  blend  price  or  result  in  disorderly 
marketing,  F\irthermore.  since  the  mar- 
ket administrator  would  not  have  any 
basis  of  knowing  the  use  of  "depooled" 
milk  moved  to  an  unregulated  market, 
it  would  appear  to  be  an  impractical  and 
unworkable  proposal. 

For  the  reasons  stated  above,  the  pro- 
posal to  replace  the  provisions  now  con- 
tained in  the  order  in  5  1030.12fb)  (5) 
with  the  proposed  "dairy  farmer  for 
other  market"  pro'-ision  should  be 
denied. 

'bi  Definition  of  producer  milk.  The 
"producer  milk"  definition  should  be 
modified  to  '  1  >  base  diversion  limits  on 
the  aggregate  producer  milk  receipts  of 
a  handler  rather  than  on  an  individual 
producer  basis.  (2)  provide  authority  for 
the  Director  of  the  Dairy  Division  to 
temporarily  increase  or  decrease  the 
diversion  limits  by  10  percentage  points, 
and  i3>  allow  unlimited  diversion  during 
the  month  of  August. 

Presently,  handlers  may  divert  milk 
from  pool  plants  to  nonpool  plants  only. 
During  September.  October,  and  Novem- 
ber, the  amount  of  a  producer's  milk 
diverted  mav  not  exceed  twice  the  Quan- 
tity of  such  producer's  milk  received  in 
the  pool  plant  from  which  diverted;  dur- 
ing the  months  of  December  through 
March,  the  limit  is  four  times  such  quan- 
tities of  producer  milk  received.  No  diver- 
sion limits  applv  during  Anril  through 
July  for  a  producer  who  delivred  to  a 
pool   plant   anytime   during   the   prior 


August-December  period  and  who  main- 
tained producer  status  without  inter- 
ruption of  more  than  30  days  during 
January-March. 

National  Farmer's  Organiaation 
( NFO I ,  the  Trade  Association  of  Pro- 
prietary Plants,  Inc.,  and  Lakeshore 
Federated  Dairy  Cooperative  offered  pro- 
posals to  make  the  current  diversion 
provisions  less  restrictive. 

Essentially,  the  NFO  proposal  would 
permit  diversion  of  producer  milk  from 
a  pool  plant  to  a  pool  distributing  plant 
in  addition  to  nonpool  plants.  Diversion 
of  producer  milk  would  be  permitted 
during  each  month  if  one  day's  produc- 
tion of  a  producer  was  received  at  the 
plant  from  which  diverted. 

NFO  contended  that  its  proposals  to 
revise  the  diversion  rules  would  mini- 
mize unnecessary  hauling  and  handling 
of  milk  for  the  purpose  of  nooling.  Thus, 
proponent  contends  its  proposaJ  would 
result  in  more  efficient  marketing  of 
milk. 

The  provisions  regarding  the  diver- 
sion of  producer  milk  are  intended 
primarily  to  obtain  efficiency  in  the  dis- 
position of  milk  not  utilized  in  fluid 
form,  Nonpool  manufacturing  plants  are 
the  customary  outlets  for  the  market's 
reserve  supply  of  milk.  Only  a  few 
pool  plants,  distributing  or  supply,  have 
facilities  to  manufacture  cheese,  butter, 
nonfat  dry  milk,  or  condensed  dairy 
products. 

The  processing  and  packaging  of  fluid 
milk  products  at  distributing  plants  now 
takes  place  on  only  four  and  flve  days 
per  week.  On  nonprocessing  days  at  dis- 
tributing plants  milk  that  is  not  needed 
<\t  such  plants  is  usually  moved  to  non- 
pool  manufacturing  plants.  Production 
of  producer  milk  is  normally  the  high- 
est during  May  and  Jime,  the  lowest 
during  September,  October,  and  Novem- 
ber. Even  when  production  of  producer 
milk  is  the  lowest  (September-Novem- 
ber and  the  amount  of  packaged  Class 
I  products  is  relatively  high,  more  than 
half  of  the  total  receipts  of  producer 
milk  is  mov£d  to  nonpool  plants  for 
manufacturing  purposes. 

Under  the  ctirrent  marketing  condi- 
tions cited  herein,  it  is  appropriate  to 
revise  the  present  diversion  provisions 
to  permit  diversion  of  a  producer's  milk 
so  long  as  one  day's  production  during 
the  month  is  received  at  the  pool  plant 
from  which  the  milk  is  to  be  diverted. 
This  minimal  requirement  is  necessary 
to  demonstrate  that  a  producer's  mUk 
is  available  to  the  fluid  market.  Other- 
wise, milk  which  is  picked  up  at  a  farm 
in  a  tank  truck  also  containing  manu- 
facturing grade  milk  could  qualify  for 
pooling  even  though  the  farm  on  which 
it  is  produced  is  rem.ote  from  a  Grade 
A  milk  route  and,  thus,  could  not  be 
relied  on  to  supply  the  market. 

A  total  diversion  limit  for  proprietary 
plant  operators  and  cooperatives  should 
be  establishpd  to  insure  that  adequate 
supplies  of  Grade  A  milk  are  being  as- 
sembled to  meet  the  fluid  use  needs  of 
the  market.  Such  limitation  should  be 
based  on  a  percentage  of  the  quantity 
of  producer  milk  for  which  the  handler 
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is  accountable  rather  than  the  qixantity 
of  mUk  received  at  a  pool  plant  from 
each  producer.  This  change  wUl  pnv 
vide  greater  flexibility  to  haiidlei-s  m 
moving  excess  milk  supplies  to  nonpool 
plants.  For  example,  it  will  enable  a 
handler  to  divert  the  milk  of  tiiosc  pro- 
ducers whose  farms  are  most  distant 
from  his  pool  plant  more  often  than 
those  located  closest  to  his  plant.  Thus, 
it  may  enable  savings  in  hauling  costs. 

Limiting  the  diversion  of  producer 
milk  by  a  handler  to  nonpool  plants 
to  not  more  than  65  percent  during  the 
months  of  September,  October,  and 
November,  and  80  percent  during  the 
months  of  December  through  March,  of 
the  total  quantity  of  producer  milk  for 
which  It  Is  the  handler  corresponds  to 
the  quantities  of  producer  milk  that 
may  be  diverted  under  the  current  order 
provisions.  Presently,  the  order  limits 
the  quantity  of  milk  that  may  be 
diverted  to  not  more  than  twice  the 
quantity  of  eadh  producer's  receipts  dur- 
ing each  of  the  months  of  September, 
October,  and  November,  and  four  times 
the  qtiantlty  of  a  producer's  receipts  dur- 
ing the  months  of  December  through 
March, 

During  the  months  of  April  through 
August,  no  limitations  should  apply  to 
milk  diverted  from  a  pool  plant  to  non- 
pool  plants,  except  that  at  least  one  day's 
production  of  milk  of  a  new  producer 
must  be  received  at  the  pool  plant  prior 
to  any  diversion.  Under  the  present  order 
provisions,  a  dairy  farmer  must  have 
been  a  producer  sometime  during  the 
prior  August-December  period  and  must 
have  subsequently  maintained  producer 
status  without  interruption  for  more 
than  30  consecutive  days  In  order  to  be 
eligible  for  unlimited  diversions  diiring 
the  months  of  April  through  July.  Under 
the  ctirrent  market  conditions,  it  is  no 
longer  necessary  to  maintain  this  re- 
quirement. 

The  incentive  for  dairy  farmers  .to 
come  on  the  market  for  the  first  time 
during  the  April-August  period  Is  mini- 
mal, 'Virtually  all  of  the  Grade  A  milk 
supply  In  the  Chicago  Regional  order 
procurement  area  has  been  pooled  under 
Federal  orders  since  the  promulgation  of 
the  Upper  Midwest  order  In  June  1976. 
Accordingly,  Grade  A  producers  in  the 
area  are  now  sharing  in  the  proceeds  of 
the  fluid  market  that  affords  them  the 
most  favorable  returns.  Thus,  there  is 
little  likellhod  of  seasonal  reserve  sup- 
plies of  other  markets  being  shifted  to 
the  Chicago  Regional  market  pool. 

The  order  at  the  present  time  does  not 
specify  how  to  differentiate  between  pro- 
ducer milk  and  milk  diverted  in  excess 
of  diversion  limits.  Therefore,  a  provision 
is  added  which  provides  that  a  handler 
may  designate  the  dairy  farmers  whose 
diverted  milk  will  not  be  prodiKer  milk 
in  case  any  milk  is  diverted  in  excess  of 
the  prescribed  limits.  Lacking  a  decision 
by  the  handler,  the  milk  last  diverted,  on 
the  basis  of  an  entire  day's  production. 
Is  to  be  excluded  in  determining  which 
dairy  farmer's  milk  should  not  be  pro- 
ducer milk. 


Lakeshore  Federated  Dairy  Coopera- 
tive proposed  that  the  limitations  now 
placed  on  the  q\iantlty  of  producer  milk 
diverted  to  nonpool  plants  during  the 
month  be  increaseo,  or  decreased,  at  the 
discretion  of  the  Director  of  the  Dairy 
Division,  in  the  same  amount  now  speci- 
fied in  the  order  for  supply  plants.  iThe 
order  now  specifies  the  conditions  under 
which  shipping  standards  for  supply 
plants  may  be  temporarily  adjusted  up 
to  10  percentage  points.)  Lakeshore 
pointed  out  that  under  its  proposal,  if  the 
shipping  percentage  requirements  for 
supply  plants  were  increased  pursuant  to 
the  temporarj-  revision  provision  of  the 
order,  the  quantity  of  producer  milk  per- 
mitted to  be  diverted  to  nonpool  plants 
could  be  decreased;  conversely,  if  ship- 
ping requirements  were  decreased,  the 
quantity  that  could  be  diverted  could  be 
increased.  Lakeshore  contends  that,  if 
there  Is  a  large  Increase  In  the  market 
supply  of  produce  milk  requiring  lower 
shipping  requirements  for  supply  plants, 
then  the  most  economical  and  efficient 
means  of  handling  such  milk  would  be 
to  divert  It  to  nonpool  plants.  On  the 
other  hand,  if  a  decrease  In  the  supply 
of  milk  requires  greater  shipments  from 
supply  plants,  it  would  be  logical  to  re- 
duce the  amount  of  milk  that  may  be 
diverted  to  nonpool  plants.  In  sum, 
Lakeshore  beheves  Its  proposal  will  en- 
able anj'  needed  correlation  between 
shipping  percentages  and  diversion 
limitations. 

We  agree  that  better  coordination  is 
needed  between  shipping  requirements 
and  diversion  limitations.  Allowing  the 
Director  of  the  Dairj'  Division  to  adjust 
bfith  of  these  simultaneously  will  likely 
result  in  more  efficient  handling  of  milk. 
Therefore,  the  proposal  should  be 
adopted. 

The  Trade  Association  of  Proprietary 
Plants,  Inc.,  proposed  that  unlimited  di- 
version of  producer  milk  to  nonpool 
plants  should  be  pennitted  during  April 
through  August.  The  order  now  permits 
such  unlimited  diversions,  under  certain 
circumstances,  during  April  through 
July.  Proponent  noted  that  mast  neigh- 
boring orders  include  August  as  a  month 
of  unUmited  diversions.  They  also  noted 
their  propasal  would  conform  v»ith  the 
proposed  change  to  make  September, 
rather  than  August,  the  first  qualifying 
month  for  supply  plants. 

This  proposal  should  be  adopted.  It 
conforms  with  the  ciianges  previously 
adopted  In  this  decision  which  would 
make  September  the  first  qualifying 
month  for  supply  plants.  The  rea.sons 
stated  in  support  of  that  change,  i.e..  the 
seasonal  production  patterns  and  varia- 
tions in  Cla.ss  I  utilization,  and  the  fact 
that  Class  I  demand  increases  whei 
schools  open  in  September,  are  equally 
valid  for  i>ermiiting  unlim.ited  diversions 
in  August. 

As  previously  mentioiied  under  the  dis- 
cussion of  pooling  standards,  diversions 
should  be  allowed  between  pool  plants. 
This  will  allow  supply  plant  operators 
to  qualify  their  plants  for  pooling  either 
on  the  basis  of  shipments  from  the  plant 


or  shipments  directly  from  producers' 
farms.  It  will  also  allow  distributing  plant 
operators  to  divert  excess  milk  suE>plies 
to  other  pool  distributing  plants  or  to 
pool  supply  plants. 

The  order  should,  in  so  far  as  possible, 
promote  the  most  eflBcient  handling  of 
mUk.  To  this  end.  tiie  operator  ol  a  pool 
plant  siiould  be  permitted  to  direct  milk 
supphes  to  another  pool  plant  and  retain 
the  pooling  respoiisibility  for  such  milk, 
Witliout  such  a  provision,  a  handler 
wisiiing  to  retain  his  regular  producers 
on  hLs  payroll  for  Uic  entire  month  would 
have  to  physicallj*  receive  the  milk  of 
such  producers  into  his  plant  <so  that  it 
will  be  considered  "producer  milk" 
there' ,  then  pump  it  back  into  tlie  truck, 
and  deliver  it  to  the  other  pool  plant. 
Such  milk  would  then  be  considered  a 
transfer  from  one  plant  to  another  witli 
the  transferor  handler  accounting  to  the 
pool  for  the  milk  and  paying  those  pro- 
ducers as  well 

This  practice  is  obviously  uneconomic, 
resulting  In  unnecessary  and  costb' 
movaueuts  of  milk.  In  addition,  the  un- 
necessary pumping  of  milk  is  damaging 
to  Its  quality.  Permitting  diversions  of 
milk-  betweeai  pool  plants  will  promote 
efQclent  handhng  of  milk  and  also  will 
facilitate  more  simplified  accounting 
procedures  on  producer  milk  weiglits, 
butterfat  testirig,  and  pajrolling. 

3.  Plant  accounting  procedurce.  The 
option  for  the  operator  of  two  or  more 
pool  plants  to  file  a  single  report  of  re- 
ceipts and  utilization  should  be  deleted 
with  respect  to  the  classification  of 
shrinkage  imder  the  order. 

A  handler  operating  two  or  more 
plants  under  Order  30  may  now.  upon 
request  file  a  smgle  report  for  all  of  his 
pool  plants.  This  reporting  option  was 
originally  adopted  as  an  aid  to  multi- 
plant  operators  in  filing  required 
montlily  data  with  the  market  adminis- 
trator on  a  timely  basis. 

An  association  of  proprietarj-  plants, 
proponent  of  the  proposaJ  as  set  forth  in 
the  hearmg  notice  to  remove  the  report- 
ing option,  did  not  support  the  proposal 
on  the  hearing  record  or  in  its  brief. 
However,  the  operator  of  a  pool  distri- 
buting plant  offered  testimony  in  sup- 
port of  the  proposal.  This  handler  testi- 
fied that  the  present  pro\lsion  is  unfair 
because  it  allows  multi-plant  operators 
to  "balance"  losses  due  to  shrinkage  in 
one  or  m.ore  of  its  plants  with  overages 
or  lower  levels  of  shrinkage  in  its  other 
plants,  while  the  operator  of  a  single 
pool  plant  must  account  for  shrinkage  or 
overage,  as  the  case  may  be,  with  no  op- 
portunity to  Fimilarly  "offset"  shrinkage 
or  overages. 

A  group  of  cooperatives  and  two  pro- 
prietary handler^  opposed  the  proposal 
There  was  some  discussion  on  the  record 
as  to  whether  the  propasal  was  still 
valid.  The  cot>perative  as.<?ociations  and 
one  proprietary  handler  were  ar>parently 
of  the  opinion  that  the  proponent  of  a 
proposal  may  withdraw  it  from  consid- 
eration at  the  hearing  However,  the  Ad- 
ministrative Law  Judge  stated  on  the 
hearing  record  that  "once  a  proposal  l5 
made.  It  is  pait  of  the  proceedings  and 
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ani'one  can  come  here  with  the  Intention 
of  supporting  it."  We  concur  with  the 
Judge. 

The  cooperative  associations  opposing 
the  change  in  the  order  regarding  re- 
porting contended  that  multi-plant 
handlers  had  not  avoided  their  pool  ob- 
ligation or  enjoyed  an  unfair  advantage 
over  individual  plant  handlers.  Tl\ey  fur- 
ther maintained  that  "milk  from  the 
eame  farms  may  be  moved,  on  different 
days,  to  different  plants  operated  by  the 
handler  depending  upon  the  needs  of  the 
fluid  market.or  the  availability  of  proc- 
essing capacity  at  tiie  several  plant^s.  If 
such  a  handler  maintains  proper  records 
approved  by  the  market  administrator, 
he  should  be  pennltted.  as  a  matter  of 
convenience  and  fairness,  to  treat  his 
aggregate  receipts  and  utilization  at  all 
plants  as  tf  he  were  tlie  oix^rator  of  a 
single  plant." 

A  proprietary  handler  opposed  to  the 
proposal  testified  that  elimination  of  the 
single  report  option  would  result  in  addi- 
tional costs  to  the  handler. 

The  present  shrinkage  provision  of  the 
order  allows  the  combined  shrinkage  In- 
curred by  all  pool  plants  of  a  multi-plant 
handler  to  be  computed  and  cla.'y^ified  In 
total.  Thus,  an  overage  incurred  by  one 
plant  may  be  off.set  by  .shrinkage  of 
another  plant  operated  by  the  same  han- 
dler. Also,  since  the  total  allowable  Class 
III  shrinkage  for  all  plants  of  a  handler 
Is  likely  to  exceed  actual  shrinkage  at 
one  or  more  plants  of  a  handler  It  prac- 
tically assures  that  excessive  shrinkage 
Incurred  at  certain  plants  operated  by 
the  multi-plant  operator  will  retain  a 
Class  III  assignment.  This  is  particularly 
possible  when  a  multi-plant  handler  op- 
erates his  own  supply  plants  at  which 
very  little  shrinkage  is  normally  in- 
curred. The  allowable  shrinkage  not  in- 
curred by  a  multi-plant  handler's  supply 
plants  may  be  used  to  offset  excess 
shrinkage  incurred  at  any  of  the  multi- 
plant  handler's  distributing  plants.  Such 
"offset  privileges."  of  course,  are  not 
available  to  the  operator  of  a  single  pool 
distributing  plant  who  purchases  milk 
from  supply  plants  operated  by  other 
handlers. 

Implementation  of  the  proposal  to  re- 
quire separate  accounting  for  shriiokage 
classification  at  each  plant  of  a  handler 
would  Insure  that  overage  or  allowable 
shrinkage  not  inctirred  at  one  plant 
could  not  be  used  to  offset  excessive 
shrinkage  at  another  plant  of  the  same 
handler.  Thus,  all  plants  of  all  handlers 
would  be  equally  subject  to  any  required 
payments  for  overages  and  excess 
shrinkage. 

Handlers  are  now  required  to  report 
to  the  market  administrator  data  for 
each  plant  they  operate  to  the  extent 
necessary  to  determine  whether  or  not 
each  plant  qualifies  as  a  pool  plant  each 
month.  Thus,  receipts  and  dispo.sition  of 
each  plant  operated  by  a  multi-plant 
operator  must  be  determined  before  such 
data  can  be  combined  into  a  single  re- 
port. This  would  generally  be  the  case 
even  in  the  circumstances  of  milk  from 
the  same  farm  being  moved  to  two  or 
more   plants   of   a   handler   during  the 


month.  Accordingly,  little  If  any  addi- 
tional cost  would  be  incurred  by  a  mtiltl- 
plant  handler  In  transcribing  the  data 
on  separate  reports.  Moreover,  a  multi- 
plant  handler  would  no  longer  need  to 
summarize  individual  plant  data  for  us 
in  a  combined  report. 

The  present  option  allowing  a  multi- 
plant  handler  to  account  for  shrinkage 
on  a  system  basis  does  not  provide  equity 
as  among  handlers.  For  this  reason,  the 
proposal  to  remove  it  from  the  order 
should  be  adopted.  The  order,  however, 
should  still  provide  the  cation  of  system 
allocation  of  receipts  to  classes  of  utili- 
zation. No  testimony  was  presented  on 
the  record  with  respect  to  this  feature 
of  the  single  report  option  available  to 
handlers. 

4.  Classification  of  milk.  The  method 
of  classifying  yogurt  should  be  changed 
to  a  "used  to  produce"  basis  rather  than 
the  present  "disposed  of"  basis,  as  pro- 
posed by  a  proprietary  handler. 

In  support  of  this  change,  proponent 
stated  that  it  is  difficult  to  account  for 
skim  milk  and  butterfat  in  yogxirt  on 
a  sales  basis  because  of  tlie  large  volume 
of  flavoring  ingredients  Included  In  the 
product.  Proponent  pointed  out  that 
since  about  25  percent  of  the  product 
In  a  flavored  yogurt  cup  Is  ingredients 
other  than  skim  milk  and  butterfat.  It  is 
necessary  to  convert  the  total  sales  vol- 
ume of  flavored  yogurt  back  to  the  milk 
equivalent  Ingredients  In  the  product 
for  proper  accounting.  This  has  been  a 
problem  for  proponents  since  sales  per- 
sonnel account  for  yogurt  In  terms  of 
the  number  of  containers  of  product, 
which  includes  the  flavoring  ingredients. 
This  has  resulted  in  the  handler  having 
to  use  production  formulas  for  each 
flavor  of  yogurt  to  subtract  the  flavoring 
Ingredients  In  the  product.  Proponent 
Indicated  that  if  it  were  permitted  to 
account  for  yogurt  on  a  used  to  produce 
basis  this  would  facilitate  Its  record- 
keeping and  reporting  under  the  order. 
Proponent  also  contended  that  "dls- 
IX).sed  of"  accounting  Invariably  results 
In  significant  auditing  time  and  audit 
adjustments  that  could  be  reduced  by 
accounting  for  yogurt  on  the  basis  of 
production  records. 

In  recognition  of  the  difficulties  in- 
volved in  accounting  for  receipts  and 
disposition  of  yogurt  by  regulated 
handlers,  it  is  reasonable  that  the  order 
provide  for  the  accounting  of  yogurt  on 
a  used  to  produce  basis.  Yogurt  is  typi- 
cally made  with  a  number  of  different 
flavors,  each  of  which  may  require  a 
slightly  different  accoimtlng  factor  in 
determining  how  much  of  the  product 
In  each  package  consists  of  mUk  ingre- 
dients. To  meet  the  varied  demand  of 
consumers,  handlers  may  process  a  wide 
variety  of  yogurt  products  or  buy  such 
products  from  other  processors  for  dis- 
tribution on  routes.  In  reporting  the  re- 
ceipts and  sales  of  these  products,  as 
well  as  inventories  and  route  returns, 
handlers  now  must  keep  detailed  rec- 
ords of  each  yogurt  flavor  handled  and 
the  related  accounting  factors  needed 
for  determining  the  milk  ingredients. 
This  becomes  unnecessarily  burdensome 


in  view  of  the  alternative  accounting 
procedure  available. 

Under  the  used  to  produce  accoimtlng 
procedure  adopted  herein,  handlers 
would  accoimt  for  yogurt  In  the  same 
manner  as  now  provided  for  cottage 
cheese,  for  example.  A  handler  would 
report  from  his  production  records  just 
the  milk  Ingredients  used  In  making  the 
product.  There  would  be  no  need  to  con- 
vert the  total  sales  volume  of  packaged 
yogurt  back  to  a  milk  ingredients  basis 
for  proper  accounting.  Also,  receipts  of 
yogurt  at  a  pool  plant  would  no  longer 
be  other  source  milk  and  would  not  en- 
tall  the  additional  accounting  now-  as- 
sociated with  such  receipts  for  purposes 
of  the  inventory  and  allocation 
provisions. 

Another  accounting  proposal  by  pro- 
ponent would  treat  all  packaged  Class 
n  products  received  by  a  handler  and 
disposed  of  in  the  same  package  as  "pass- 
through"  products.  Such  treatment 
would  exclude  receipts  of  packaged  fluid 
cream  products  and  eggnog  from  the 
reporting,  inventory  and  allocation  pro- 
visions as  well  as  the  other  source  milk 
definition.  Presently,  such  treatment  is 
limited  to  receipts  of  packaged  Class  n 
products  at  a  pool  plant  that  are  ac- 
counted for  on  a  used  to  produce  basis. 

Proponent  stated  that  the  only  pack- 
aged Class  n  Item  purchased  by  his  com- 
pany Is  aerated  cream.  He  contented 
that  the  present  accounting  procedure  of 
reporting  receipts  and  disposition  of  such 
packaged  Class  n  products  requires  a 
lot  of  recordkeeping  which  Is  not  worth 
the  time  and  effort  Involved. 

The  March  1974  final  decision  (39  FR 
8209)  adopting  the  present  accounting 
procedure  stated  that  "It  Is  desirable  for 
accounting  purposes  that  such  receipts 
(packaged  fluid  cream  products)  be  de- 
fined as  other  source  milk.  This  account- 
ing procedui-e  will  preclude  the  record- 
keeping difBcultles  that  might  otherwise 
be*  experienced  in  accounting  separately 
for  inventories  and  sales  of  Class  n  prod- 
ucts processed  In  the  handler's  plant  ver- 
sus those  received  at  the  plant  In  pack- 
aged form  from  other  plants."  Thiw,  the 
basic  thrust  of  the  present  accoimtlng 
provisions  on  receipts  of  packaged  cream 
and  eggnog  by  a  handler  is  to  provide  the 
handler  with  greater  assurance  that  any 
such  receipts  be  allocated  directly  to 
Class  II  disposition  and  thereby  avoid 
being  allocated  to  Class  III  In  the  event 
of  insufficient  records  of  the  products 
being  held  in  Inventory  or  disposed  of. 
Accordingly,  If  the  proposal  were  adopted 
handlers  would  be  faced  with  the  need  to 
maintain  separate  records  of  Inventory 
and  disposition  of  purchased  products 
versus  like  products  produced  in  the 
plant. 

The  record  falls  to  demons  tate  that 
these  findings  are  not  still  valid.  Al- 
though proponent  may  not  be  manufac- 
turing a  Class  II  products  which  he  pur- 
chases from  anotlier  handler,  other 
handlers  in  the  market  may  be  both  pur- 
chasing and  manufacturing  the  same 
Class  n  products. 

Proponent  also  propased  that  a 
handler  be  given  a  maximum  Class  in 
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shrinkage  allowance.  To  determine  the 
Class  I  utilization  of  a  handler,  the  mar- 
ket administrator  would  verify  total 
Class  II  and  III  utilization  and  subtract 
such  utilization  from  the  total  receipts 
of  the  handler.  The  difference  would  be 
Class  I. 

Proponent  stated  that  tiie  intent  of  the 
proposal  Is  to  reduce  accounting  costs 
Incurred  by  handlers  and  to  reduce  mar- 
ket administrator  costs  of  auditing 
handler  reports.  In  his  brief,  however, 
proponent  added  that,  if  his  proposal 
would  not  reduce  the  costs  or  if  offsetting 
additional  costs  would  be  Incurred  In 
the  process  of  making  an  adequate 
audit,  then  the  proposal  should  not  be 
adopted. 

Several  handlers  noted  their  opposi- 
tion to  this  proposal  In  their  briefs, 
arguing  that  it  would  not  result  in  any 
savings  but  could  result  in  unequal  treat- 
ment among  handlers. 

To  carry  out  his  audit  of  receipts  and 
utilization,  the  market  administrator 
verifies  disposition  of  producer  milk  in 
all  tliree  classes  and  compares  it  to  the 
verified  total  receipts.  Any  difference  be- 
tween receipts  and  disposition  would  re- 
sult In  shrinkage  or  overage. 

The  order  presently  prescribes  specific 
limits  on  Class  HI  shrinkage.  However, 
if  a  handler  has  less  shrinkage  than  the 
prescribed  limits,  he  only  gets  credit  for 
the  actual  shrinkage.  The  proposal  would 
grant  the  handler  a  .shrinkage  classifica- 
tion whether  or  not  it  is  incurred.  Thus, 
for  some  handlers  the  proposal  could 
result  in  classifying  milk  receipts  as 
Class  ni  shrinkage  when  such  milk  is 
actually  disposed  of  in  packaged  fluid 
milk  product  form  for  (Tlass  I  use. 

This  could  be  particularly  true  in  the 
case  of  a  handler  who  oi>erates  a  dis- 
tributing plant  but  utilizes  a  large  pro- 
portion of  his  producer  milk  receipts  in 
Class  n  or  Class  III  products  that  are 
accounted  for  on  a  used  to  produce  basis. 
Such  handlers  would  likely  be  credited 
with  much  more  Class  III  shrinkage  than 
they  actually  Incurred  In  assembling 
milk  for  Class  II  or  Class  III  use.  In  this 
market,  where  a  majority  of  the  producer 
milk  Is  utilized  in  Class  HI,  the  proposal 
wo\ild  hkely  result  In  a  substantial  vol- 
ume of  milk  that  is  now  disposed  of  In 
Class  I  use  being  classified  as  Class  m 
shrinkage. 

Such  reclassification  from  Class  I  to 
Class  m  could  conceivably  amoijnt  to 
about  three  percent  of  present  Class  I 
use.  The  volume  of  producer  milk  ac- 
counted for  on  a  used  to  prod;ice  basis 
In  Class  n  and  Class  III  Is  about  twice 
the  volume  of  milk  used  In  Class  I.  Thus. 
If  handlers  were  credited  2  percent 
shrinkage  on  this  Class  n  and  III  vol- 
ume but  Incurred  only  0.5  percent 
shrinkage  in  such  use.  It  would  leave 
1.5  percent  of  Class  II  and  Class  lU  vol- 
ume, which  Is  equivalent  to  3  percent 
of  Cla'^s  I  volume.  cla.ssified  In  Class  m 
shrinkage  rather  than  Its  actual  use  In 
Class  I. 

Thus,  the  proposal  could  res'olt  in  a 
significant  departure  from  "classifying 
milk  In  accordance  with  the  form  In 
which  or  the  purpose   for  which   It  Is 


used."  as   it   required  by   the   Act.   Ac- 
cordingly. Uie  proposal  should  be  denied. 

5.  Class  I  price  level.  A  proposal  to 
reduce  the  Class  I  differential  by  86 
cents  per  hundredweight  should  be 
denied.  The  Class  I  differential  should 
be  continued  at  its  current  level  of  SI. 26 
per  hundredweight 

A  Kmiberly,  Wisconsm.  handler  rep- 
resenting himself  and  six  other  Order 
30  liandlers  proposed  that  the  Class  I 
differential  for  Order  30  be  set  at  40 
cents  over  the  basic  formula  price  for 
the  preceding  montli.  Proponent  argued 
that  such  a  reduction  is  necessary  be- 
cause the  current  Class  I  price  has  re- 
sulted in  excessive  production  of  Grade 
A  milk,  increases  in  "unnecessary  sur- 
pluses. "  and  decreasing  Class  I  sale-;. 

Proponent  handler  testified  that  the 
present  Class  I  price  level  is  contrary 
to  the  Agricultural  Marketing  Agreement 
Act.  which,  he  contends,  authorizes 
prices  which  will  ensure  consumers  of 
an  adequate  supply  of  pure  and  whole- 
some milk  orJy  for  fluid  u.se.  The  pro- 
ponent believes  that  about  oiie-half  of 
the  milk  now  pooled  under  the  order, 
which  would  result  in  a  Class  I  utiliza- 
tion of  about  50  percent,  is  all  that  Is 
necessary  for  the  market.  Thus,  he  con- 
tends that  about  one-half  of  the  mUk 
now  pooled  constitutes  "unnecessary 
surplus."  or  that  amount  of  milk  pooled 
that  is  In  excess  of  Class  I  needs  plus 
necessary  reserves.  He  feels  that  a  40- 
cent  Class  I  diffentlal  wUl  result  in  a 
uniform  price  that  will  reduce  the  In- 
centive for  the  "unnecessary-  surplus" 
supplies  to  be  pooled  under  the  order. 

A  witness  for  the  proponent  argued 
that  the  Chicago  Regional  market  only 
need  enough  milk  during  the  .-hortesl 
production  month  of  tlie  year  to  cover 
120  percent  of  the  Class  I  sales  in  the 
market  during  that  month.  The  witness 
testified  that  the  20-percent  reserve  dur- 
ing the  shortest  production  month  will 
cover  any  day-to-day  variations  in  fluid 
milk  requirements  and  that  it  will  also 
cover  milk  requirements  for  Class  n 
products. 

To  arrive  at  a  Class  I  differential  of 
40  cents,  proponent  computed  what  he 
considered  to  be  the  optimum  Class  I 
utilization  for  the  market.  Since  produc- 
tion in  the  highest  production  month 
exceeded  production  in  the  lowest  pro- 
duction month  by  22  percent  during  1975. 
proponent  feels  that  22  percent  of  the 
market's  milk  supplies  during  the  heav- 
iest production  month  is  part  of  the 
necessar>-  reserve  to  be  carried  by  the 
market.  Combining  the  22  percent  sea- 
sonal reserve  with  the  20  percent  reserve 
necessar,"  in  the  shortest  production 
month,  proponent  calculated  a  necessary 
reserve  of  42  percent,  leaving  a  Class  I 
utllizarion  of  58  percent.  With  a  58  per- 
cent Class  I  utilization,  proponent  con- 
tended, a  Class  I  differential  of  40  cents 
would  result  in  a  blend  price  that  is  23 
cents  above  the  ba^ic  formula  price: 
Provided.  The  basic  formula  price  for 
the  preceding  month  is  the  same  as  the 
basic  formula  price  for  the  current 
month.  In  his  brief,  proponent  stated 
that   15-20  cents  per  himdredweight  Is 


sufficient  to  encourage  the  production 
of  Grade  A  milk  relative  to  Grade  B 
milk. 

Proponent  apparently  advocates  a  flat 
Class  I  price  tJiroughout  the  marketing 
area.  As  to  the  location  adjustment  that 
is  now  applicable  to  the  Class  I  price, 
proponent  states  that  "producers  subsi- 
dize the  cost  of  hauhng  milk  into  the 
City  of  Chicago  through  the  location  ad- 
justment as  apphed  to  the  uniform 
price.  "  While  acknowledging  tliat  the 
cost  of  hauhng  milk  from  an  alternative 
supply  area  Is  an  appropriate  considera- 
tion in  determining  Class  I  prices  at 
soLiihem  or  other  distant  locations  of  the 
nation  which  are  not  surplus  producing 
regions,  proponent  feels  it  Is  mappro- 
pnate  for  tlie  Chicago  Regional  market. 

Several  parties  offered  testimony  in 
opposition  to  the  propa«;ed  reduction  in 
the  Cla.ss  I  differential.  Handler  wit- 
nesses testified  that  lowering  the  Class 
I  differential  would  make  it  impossible 
for  them  to  attract  milk  to  the  fluid 
market  and  would  disrupt  price  align- 
ment with  surrounding  markets.  More- 
over they  said  it  would  result,  during 
certam  months,  in  the  manufacturing 
grade  milk  price  exceeding  the  order  uni- 
form pric^. 

Cooperauve  spokesmen  statAl  that  the 
definition  of  "unnecessary  surplus"  de- 
scribed by  proponents  bore  no  reality  to 
the  Order  30  m^arket.  They  presented 
data  showing  that  on  certain  dav-s  of 
the  week,  especiallv  during  the  short 
production  .season,  there  is  wide  \'aria- 
tion  m  fluid  milk  requirements.  More- 
over, they  testified  that  many  distribut- 
ing plants  lack  storage  facihties  for  hold- 
ing milk  from  one  day  to  the  next  and 
that  union  contracts,  overtime  pay.  and 
certain  health  .standards  make  it  Im- 
possible to  store  milk  over  the  weekend. 

The  record  does  not  support  a  reduc- 
tion of  the  Order  30  Class  I  differential, 
as  proposed.  Adoption  of  the  proposal 
would  render  tlie  order  ineffective  in  in- 
suring the  market's  consumers  of  an 
adequate  milk  supply,  would  result  In 
disorderly  marketing  conditions,  and 
would  disrupt  pnce  alignment  with  sur- 
rounding markets. 

As  mentioned  above,  proponent  stated 
that  the  present  price  level  has  resulted 
in  excessive  production  of  Grade  A  milk, 
unnecessary-  surpli:ises.  and  decreasing 
Class  I  sales.  It  is  true  that  there  was 
more  Grade  A  milk  pooled  under  the 
Chicago  Regional  order  in  1975  than 
there  was  in  1970.  the  first  full  year 
that  the  order  m  Its  present  form  was 
in  effect;  it  Is  true  that  a  smaller  pro- 
portion of  the  milk  pooled  under  the 
order  in  1975  was  used  In  Class  I  com- 
pared to  1970;  and  it  Is  true  that  In 
1975  there  were  less  total  Class  I  sales 
under  Order  30  than  in  1970. 

.\  major  factor  contributing  to  the 
more  ample  milk  supplies  has  been  the 
conversion  of  Grade  B  mUk  suppUes  to 
Grade  A.  Producers  of  Grade  B  milk 
have  been  slowly  converting  to  Grade  A 
milk  production  for  a  number  of  years, 
not  only  in  the  Chicago  milk  supply  area 
but  also  in  areas  where  Grade  B  milk 
is  stm  produced  Modem  bulk  tank 
equipment,  better  roads,  stricter  health 
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standards,  and  other  factors  make  it  rel- 
atively easy  to  swlt<"h  from  Grade  B  to 
Grade  A.  Ajs  a  result,  in  many  markets, 
including  the  neighboring  Upper  Mid- 
west market,  there  is  more  Grade  A  milk 
now  priced  imder  the  orders  than  five 
years  ago.  There  Ls  no  Indication  that 
such  conversion  of  supplies  has  been  just 
in  respoii.se  to  the  level  of  prices  under 
Federal  orders. 

Proponents  argue  that  48.4  percent  of 
the  market's  supplies  are  unnecessary 
reserves.  However,  this  is  based  upon  the 
assumption  that  the  market  only  needs 
a  20  percent  reserve  for  day-to-day  fluc- 
tuations. 

An  exhibit  at  the  hearing  showed  that 
milk  requirements  of  distributing  plants 
varied  widely  from  one  day  to  the  next 
For  Instance,  during  October  1975  ship- 
ments by  the  Central  Milk  Sales  Agency 
supply  plant  unit  varied  from  13  loads 
on  Saturdays  to  132  loads  on  Thursdays 
and  averaged  78.5  loads  per  day.  These 
figures  Indicate  that  on  Thursdays  68 
percent  more  milk  is  required  than  dur- 
ing an  "average"  day  of  the  week.  Ac- 
cordingly, based  on  the  processing  pat- 
tern in  this  market,  a  day-to-day  reserve 
substantially  above  20  percent  Is  re- 
quired to  satisfy  the  milk  requirements 
of  distributing  plant  operators. 

As  noted  above.  Class  I  sales  under  the 
Chicago  order  have  declined  In  the  last 
five  years.  The  statistics  indicate  that 
total  Class  I  sales  in  1970  were  3.5  bil- 
lion pounds  compared  to  3.2  blUlon 
pounds  In  1975.  The  record  in  no  way 
demonstrates  that  this  decline  Is  attrib- 
utable to  the  present  Class  I  price  level 
under  the  order. 

Nevertheless,  in  assessing  the  impact 
of  the  present  Class  I  price  level,  one 
must  recognize  that  the  basic  formula 
price,  and  not  the  Class  I  differential.  Is 
the  major  determinant  of  the  price.  In 
January  1970.  the  basic  formula  price 
was  $4  67  per  hundredweight.  In  Janu- 
ary 1976,  it  was  $8.90  per  hundredweight, 
or  almost  twice  the  1970  level.  During 
this  period,  the  Class  1  differential  re- 
mained virtually  constant.  In  September 
1970,  three  new  price  zones  were  added 
in  the  area  within  70  miles  of  the  city  of 
Chicago  and  the  Class  I  differential  was 
changed  from  $1.20  to  $1.26.  This  did  not 
change  the  effective  differential  at  any 
location  beyond  70  miles  from  Chicago. 
As  a  percent  of  the  basic  formula  price, 
the  Class  I  differential  decreased  from 
30  percent  in  January  1970  to  14  percent 
in  January  1976.  Accordingly,  the  differ- 
ential is  becoming  less  and  less  signifi- 
cant in  terms  of  the  cost  of  Class  I  milk. 
For  this  reason,  it  is  unlikely  that  the 
Class  I  differential  Ls  contributing  sig- 
nificantly to  any  decline  in  Cla.ss  I  sales 
in  this  market. 

Any  decision  to  modify  the  pricing 
structure  under  the  Chicago  Regional 
order  must  take  into  consideration  its 
Impact  on  intermarket  price  alignment 
if  orderly  marketing  is  to  be  maintained. 

Federal  milk  order  marketmg  areas 
cover  territory  in  42  of  the  48  contiguous 
states  and  plants  regulated  under  the 
orders  receive  some  80  percent  of  all  the 
fluid  Grade  A  milk  used  in  the  United 
States    Moreover,    farms   of   producers 


supplying  Federal  order  plants  are  lo- 
cated in  each  of  the  48  contiguous  states. 
<  Official  notice  is  taken  of  Federal  Milk 
Order  Market  Statistics,  Annual  Siun- 
mary  for  1975  >. 

The  Chicago  Regional  market  supply 
area  encompasses  Northern  Illinois  and 
mast  of  Wisconsin,  which  is  the  leading 
milk  production  area  of  the  country. 
Neighboring  Federal  order  markets  also 
procure  milk  supplies  from  Wisconsin, 
Many  other  more  distant  markets  rely 
on  milk  produced  in  Wisconsin  aa  a 
source  of  reserve  milk  supplies. 

In  these  circumstances,  alignment  of 
prices  throughout  the  system  of  Federal 
milk  orders  Is  essential  to  orderly  mar- 
keting. Should  price  differences  between 
any  two  plant  locations  in  order  markets 
exceed  the  cost  of  transporting  milk  from 
one  plant  to  the  other,  it  would  unduly 
encourage  handlers  to  move  milk  sup- 
plies solely  to  take  advantage  of  sudh 
price  misalignment.  Similarly,  producers 
in  the  Chicago  Regional  milkshed  would 
seek  alternative  outlets  in  those  markets 
where  the  returns  would  be  higher. 

The  proposed  reduction  in  the  Class  I 
differential  imder  Order  30  would  have 
an  Immediate  and  severe  impact  upon 
neighboring  order  markets,  such  as  the 
Upper  Midwest.  Michigan  Upper  Penin- 
sula, Southern  Michigan.  Iowa,  Indiana, 
Central  Illinois,  and  perhaps  other  order 
markets.  To  take  one  example,  a  Chi- 
cago-based handler  presently  has  a  Class 
I  differential  cost  of  $1.26  compared  to 
$1.47  for  an  Indianapolls-based  handler, 
187  miles  away.  If  the  Chicago  han- 
dler's cost  of  Class  I  milk  were  reduced 
by  86  cents  per  hundredweight,  the  In- 
dianapolis Class  I  price  would  exceed  the 
Chicago  price  by  $1.07  per  himdred- 
welght.  At  a  reasonable  estimate  of  2 
cents  per  hundredweight  per  10  miles  to 
haul  milk,  it  would  cost  the  Chicago  han- 
dler 29  cents  to  haul  milk  to  Indianapo- 
ILs.  leavmg  him  with  a  price  advantage  of 
78  cents  per  hundredweight  over  the  In- 
dianapolis handler.  Similar  misalign- 
ment would  occur  with  the  other  orders 
mentioned. 

Another  very  real  problem  alluded  to 
by  opponents  is  the  pricing  relationship 
that  would  result  between  the  order's 
uniform  price  and  the  basic  formula 
price  for  the  month.  The  Class  I  price  is 
based  on  the  basic  formula  price  for  the 
second  preceding  month.  Assuming  a  40- 
cent  Class  I  differential  and  a  50  percent 
Class  I  utilization,  as  suggested  by  pro- 
ponent, anytime  the  basic  formula  price 
would  rise  more  than  20  cents  during  a 
two-month  period  the  Class  ni  price 
would  exceed  the  imiform  price.  This 
would  have  occurred  during  20  of  the  last 
48  months.  Such  pricing  under  the  order 
would  not  attract  a  milk  supply  for  the 
regulated  market  in  competition  with 
unregulated  manufacturing  plants. 

Even  if  the  Class  I  price  were  based  on 
the  Minnesota-Wisconsin  price  (I.e., 
basic  formula  price)  for  the  current 
month,  it  would  be  impossible  for  han- 
dlers in  the  Chicago  Metropolitan  area  to 
attract  a  milk  supply  at  the  order  price. 
While  20  cents  above  the  manufacturing 
grade  price  might  be  a  sufficient  induce- 


ment for  Grade  A  producers  In  Zone  12 
(190-205  miles  from  Chicago)  and  be- 
yond to  deliver  mUk  to  metropolitan 
area  plants,  this  presumably  would  not  be 
the  case  for  producers  in  those  zones 
closer  to  Chicago  since  uniform  prices  in 
alternative  neighboring  markets  would 
be  higher. 

Historically,  Chicago  handlers  have 
had  to  reach  out  to  about  Zone  18  to  find 
suflBcient  quantities  of  Chicago-inspected 
milk.  With  the  recent  court  decision  con- 
cerning the  Dixie  Dairy  case,  this  situa- 
tion may  change.  The  record  does  not  In- 
dicate what  impact  the  Dixie  Dairy  de- 
cisioft  will  have  on  marketing  practices 
in  the  Chicago  supply  area. 

If  Wisconsin-inspected  milk  were  util- 
ized by  Chicago-based  handlers,  it 
woiild  appear  unnecessary  for  such  han- 
dlers to  go  beyond  Zone  12  to  find  an  ade- 
quate supply  of  milk.  Moreover,  if  we  as- 
sume that  20-25  cents  over  the  manufac- 
turing grade  mUk  price  will  maintain  an 
adequate  supply  of  Grade  A  milk  within 
the  first  12  zones,  then,  based  on  the  mar- 
ket's current  Class  I  utilization,  a  Class  I 
differential  somewhat  lower  than  $1.26 
might  be  workable.  However,  in  view  of 
the  several  considerations  discussed 
above,  no  reduction  in  the  Class  I  differ- 
ential should  be  made  at  this  time. 

6.  Location  adjustments  to  handlers 
OTid  producers.  Location  adjustments  to 
Class  I  and  uniform  prices  under  the 
Chicago  Regional  order  should  be  re- 
vised to  reflect  increased  transportation 
costs.  Speciflcally.  location  adjustments 
between  Zones  1  and  5  should  be  In- 
creased from  2  cents  per  zone  to  3  cents 
per  zone;  location  adjiistments  for  Zones 
6  through  15  should  be  increased  from  2 
cents  per  15  miles  to  2.3  cents  per  15 
miles;  and  all  zones  beyond  Zone  15 
should  be  included  in  Zone  16  with  a 
maximum  location  adjustment  of  minus 
36  cents.  In  addition,  the  order  should 
provide  that  the  adjusted  Class  I  price 
and  the  adjusted  uniform  price  be  not 
less  than  the  Class  III  price  for  the 
month. 

A  proposal  to  imiformly  increase  the 
location  adjustment  rate  from  2  cents 
per  15-mile  zone  to  3  cents  per  zone 
should  be  adopted  with  the  above  speci- 
fied modifications.  Without  modification, 
this  proposal  would  seriously  disrupt 
alignment  of  prices  with  neighboring 
orders. 

A  handler  who  operates  a  distributing 
plant  located  in  Zone  1  proposed  the 
adjustment  rate  of  3  cents  per  zone  to 
reflect  the  present  cost  of  transporting 
milk  from  supply  plants  to  distributing 
plants  such  as  his.  A  handler  who 
operates  distributing  plants  located  in 
Zones  2  and  3  supported  this  proposal  in 
its  brief  for  this  same  reason.  A  witness 
for  a  large  cooperative  in  the  market 
stated  that  on  the  basis  of  recent  experi- 
ence in  the  market  hauling  costs  on 
supply  plant  milk  now  range  from  14  to 
18  cents  per  hundredweight  over  the 
transportation  allowance  now  provided 
in  the  order. 

Producer  associations  opposed  the 
proposal  on  the  basis  that  it  would  dis- 
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rupt  alignment  of  prices  with  neighbor- 
ing markets. 

The  Chicago  order  supply  area  extends 
into  the  Upper  Midwest  order  (Order 
68'  marketing  area  In  the  vicinity  of 
Eua  Claire.  Wisconsin,  at  Zone  19. 
Presently,  the  adjusted  Class  I  differ- 
ential at  Zone  19  is  $0.90.  The  adjusted 
Class  I  differential  under  the  Upper 
Midwest  order  is  $0.96  and  $1.02  within 
parts  of  the  Chicago  order  Zone  19.  If 
the  location  adjustment  rate  were  in- 
creased to  3  cents  per  zone  for  all  zones 
as  proposed,  the  adjusted  Class  I  differ- 
ential at  Zone  19  would  be  $0.72.  Such  a 
reduction  in  price  at  Zone  19  would  result 
in  a  misalignment  of  prices  between 
Orders  30  and  68,  as  pointed  out  by 
several  parties  in  their  opposition  to  the 
proposal.  For  example,  the  Universal 
Foods  Corporation  Order  30  supply  plant 
located  in  Eau  Claire,  Wisconsin,  would 
have  a  Class  I  price  30  cents  below  a 
competing  handler.  Dolly  Madison 
Dairies,  wliich  also  is  located  in  Eau 
Claire  and  regulated  under  Order  68. 

As  adopted  herein,  the  Class  I  price 
would  not  be  reduced  more  than  36  cents 
per  hundredweight.  Accordingly,  at  Zone 
16  and  beyond  the  adjusted  Class  I 
differential  would  be  leveled  off  at  $0.90. 
This  would  maintain  or  improve  the 
present  alignment.  deiJending  on  the 
zone  Involved,  with  the  Upper  Midwest 
order. 

The  present  2  cents  per  15-mile  zone 
location  adjustment  rate  in  the  (Chicago 
order  translates  to  about  1.3  cents  per 
10  miles,  which  is  below  the  1.5  cents  per 
10-mile  rate  provided  in  most  other  Fed- 
eral orders  that  obtain  milk  supplies 
from  Wisconsin.  The  latter  figure  is 
widely'  employed  in  orders  and  its  use  in 
Order  30  would  come  closer  to  reflecting 
current  transportation  costs. 

An  increase  in  the  Order  30  location 
adjustment  rate  to  1.5  cents  per  10  miles 
(i.e.,  2.3  cents  per  15-mUe  zone*  wUl 
provide  some  improvement  In  price 
alignment  among  orders.  Moreover,  it 
will  complement  the  amendment  to  the 
pooling  provisions  that  gives  pooling 
performance  credit  on  shipments  to 
other  Federal  order  distributing  plants 
by  better  accommodating  the  movement 
of  milk  supplies  from  pool  supply  plants 
to  other  order  plants. 

Historically.  Chicago  order  supply 
plants  have  been  a  major  source  of  sup- 
plemental milk  supplies  for  many  of  the 
markets  throughout  the  United  States. 
To  reflect  the  variable  cost  of  moving 
such  milk  to  distant  markets,  Class  I 
prices  in  Federal  order  markets  gradu- 
ally increase  the  more  distant  the  mar- 
kets are  from  the  Chicago  milkshed.  The 
gradation  of  prices  reflects  to  a  large 
degree  a  transportation  rate  of  1.5  cents 
per  hiuidredweight  per  10  miles.  ITie 
adoption  of  this  rate  within  the  CJhlcago 
milkshed  would  tend  to  provide  a  further 
coordination  of  Class  I  prices  on  *  geo- 
graphical b£isis. 

In  order  to  reflect  an  average  rate  of  1.5 
cents  per  10  mllee  between  most  supply 
plants  and  the  major  Chicago  metropoli- 
tan area  distributing  plants,  the  location 
adjustment  rate  for  Zones  2  through  5 


should  be  set  at  3  cents  per  15 -mile 
Zone.  This  will  compensate  for  the  fa^t 
that  no  location  adjustment  Ls  made 
within  the  first  40  miles  of  the  Chicago 
city  hall,  wliich  constitutes  Zone  1  Zones 
1  through  5  encompass  all  the  territory 
within  100  miles  of  tiie  City  of  Chicago 
wherein  about  80  percent  of  the  Class  I 
milk  is  processed. 

The  Chicago  metropolitan  area  han- 
dler normally  pays  the  lull  cost  of  trans- 
porting milk  from  supply  plants  This  is 
so  whether  he  operates  his  own  supply 
plant  or  another  handler,  such  as  a 
cooperative  association,  operates  the 
supply  plant.  In  the  latter  case,  the  buy- 
ing handler  normallM  Pays  tlie  hauler. 
Thus,  the  basic  cost  ^f  Class  I  milk  to 
a  Chicago  handler-ilicludes  the  full  cost 
of  transporting  milk  between  the  supply 
plant  and  his  bottling  plant. 

Wliile  the  location  adjustment  struc- 
ture adopted  herein  may  not  completely 
eliminate  the  need  for  some  out-of- 
pocket  hauling  costs  by  a  handler  in  pro- 
curing milk  from  supply  plants,  it  will 
provide  a  significant  degree  of  improve- 
ment over  the  existing  transportation 
allowance  reflected  in  the  order.  It  Is 
not  practical  to  provide  a  greater  rate 
of  location  adjustment  at  this  time. 

Lcx-ation  adjustments  should  be  ap- 
plicable through  Zone  16  for  a  maximum 
adjustment  of  36  cents  per  hundred- 
weight. Not  only  will  this  result  in  main- 
taining alignment  with  prices  under 
Order  68.  as  described  above,  it  will  also 
provide  an  increased  transportation  al- 
lowance on  supply  plant  milk  at  all 
plants  within  295  miles  of  Chicago,  or 
inside  of  the  present  Zone  19.  This  area 
encomjxisses  \irtually  all  of  the  supply 
plants  now  serving  the  market. 

Proposals  to  "floor"  the  Class  I  and 
uniform  prices  at  the  level  of  the  Class 
III  price  for  the  month  should  be 
adopted. 

Presently,  there  is  no  limit  on  the  loca- 
tion adjustment  applied  to  either  the 
Class  I  price  to  handlers  or  the  imiform 
price  to  producers.  Even  though  the  Class 
I  price  is  equal  to  the  basic  formula  price 
for  the  second  preceding  month  plus  a 
Class  I  differential  of  $1.26,  there  have 
been  instances  in  the  i>a6t  few  years  when 
the  adjusted  Class  I  prices,  and  more  fre- 
quently the  uniform  prices.  In  the  outer 
zones  of  the  market  have  actually  been 
below  the  basic  formula  price.  I.e.,  the 
Class  III  price  for  the  month.  This  has 
occurred  when  the  basic  formula  price,  or 
Minnesota-Wisconsin  price  as  It  is  com- 
monly known,  has  increased  sharply  in 
a  two-month  period.  The  two-month  lag 
in  reflecting  the  Minnesota-Wisconsin 
price  in  the  Class  I  pricing  formula  was 
incorporated  tn  all  Federal  milk  orders  in 
February  1972. 

Any  Grade  A  milk  pooled  under  the 
order  should  have  a  value  equal  to  at 
least  the  value  of  manufacturing  grade 
milk,  since  there  are  manufacturing 
plants  throughout  the  suK>ly  area  that 
could  realize  the  manufacturing  use  value 
for  such  mUk.  Therefore,  it  Is  Illogical  to 
charge  a  hsmdler  less  than  the  Class  m 
price  or  for  producers  to  realize  a  price 
that  is  below  the  Class  III  price. 


Moreover,  the  uniform  price  for  pro- 
ducer milk  shoiild  not  be  adjusted  below 
the  Class  III  price  because  this  would  dis- 
courage producers  from  making  milk 
available  to  distributing  plants  for  fluid 
use  There  are  distributing  plants  reg- 
ulat<?d  under  the  order  throughout  the 
supply  area,  including  one  located  in 
Zone  19.  If  the  uniform  price  were  to  fall 
below  the  alternative  manufacturing  use 
value  at  any  such  plant,  the  distributing 
plant  operator  would  have  to  pay  at  least 
the  manufacturing  use  value  to  his 
producers  to  obtain  a  supply  of  milk  for 
fluid  u.se.  Thus  if  the  uniform  price  were 
permitted  to  fall  below  the  Class  HI 
price,  it  would  negate  a  basic  function  of 
the  order — to  assure  distributing  plants 
of  an  adequate  supply  of  milk. 

7.  Modification  o/  payments  to  pro- 
ducers. No  change  should  be  made  in  the 
order  provisions  with  respect  to  partial 
pavmenis  to  producers. 

The  order  now  requires  handlers  to 
make  a  payment  to  individual  producers 
on  the  third  day  after  the  end  of  each 
month  for  the  producer  milk  received 
during  the  first  15  days  of  the  month. 
Payments  to  cooperatives  are  required 
by  the  first  day  after  the  end  of  the 
month.  In  making  the  partial  payment 
a  handler  may  deduct  from  a  producer's 
check  any  proper  deductions  authorized 
in  writing  by  the  producer. 

The  Trade  Association  of  Proprietan-' 
Plants.  Inc  .  a  group  composed  of  24  pro- 
prietary plant  operators,  proposed  that 
handlers  be  allowed  to  hold  authorized 
deductions  from  producers'  partial  pay- 
ment checks  until  the  time  of  final  pay- 
ment, approximately  15  days  later.  This 
proposal  was  supported  at  the  hearing 
by  an  additional  proprietary  handler  and 
by  two  other  handlers  in  their  briefs. 

Handlers  supporting  the  proposal  con- 
tended that  producers  have  complained 
about  imeven  payments  when  authorized 
deductions  were  made  only  at  the  time  of 
final  payment;  that  making  deductions 
for  assignments  authorized  by  producers 
is  a  service  to  producers;  and  that  extra 
expense  is  incurred  by  both  the  handler 
and  the  creditors  if  payments  are  made 
twice  each  month. 

A  producer's  written  authorization 
for  a  handler  to  deduct  monies  for  pay- 
ment to  an  assignee  does  not  relieve  the 
handler  of  his  obligation  to  make  pay- 
ment for  milk  by  the  date  prescribed 
in  the  order.  It  is  expected  that  the 
amoimts  deducted  by  handlers  will  be 
paid  to  assignees,  as  (directed  by  the  pro- 
ducer. This  is  necessary  to  insure  that 
all  handlers  are  paying  the  minimum 
class  prices  for  their  producer  milk 

Most  producers  in  the  Chicago  Re- 
gional market  are  members  of  coopera- 
tive associations  which  generally  collect 
payments  from  handlers  and  then  pay 
their  member  producers  and  their  as- 
signees. This  practice  relieves  handlers 
of  any  obligation  concerning  deduction 
of  assignments  and  correspcmding  pay- 
ments to  creditors  It  is  an  option  that  is 
presumably  available  to  any  handler  re- 
ceiving milk  from  producers  who  are 
members  of  a  cooperative  association 

For  those  handlers  receiving  mUk 
from  nonmember  producers,  the  record 
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demonstrates  various  payment  proce- 
dures that  will  meet  the  mtent  of  the 
order.  First,  a  handler  could  deduct  all 
of  a  producer's  authorized  deductions 
from  his  final  paj-ment  and  at  that  time 
pay  over  the  deductions  to  the  produc- 
er's creditors.  Secondly,  a  handler  could 
deduct  half  of  the  deduction  from  the 
partial  payment  and  half  from  the  final 
payment  and  pay  the  producer's  cred- 
itors twice  a  month.  Finally,  a  handler 
could  establish  an  escrow,  reserve,  or 
custodial  account  In  a  bank  for  the  sole 
purpose  of  depositing  assignment  deduc- 
tions for  later  disbursement  to  creditors- 
There  may  be  additional  alternatives 
that  would  also  be  acceptable  to  the 
marke  administrator,  who  ha.";  the  ad- 
ministrative dLscretlon  and  authoritj-  to 
prescribe  whatever  necessar>  rules  and 
regulations  are  needed  to  carr>-  out  the 
intent  of  the  order  In  these  circum- 
stances, it  is  not  necessar>-  to  prescribe 
in  the  order  provisions  the  specific  man- 
ner in  which  handlers  .shall  make  the 
required  timely  pa.vments  of  assignment 
deductions  to  creditors. 

Ri-TJNC  ON  Proposed  Findings  and 
Conclusions 

Briefs  and  proposed  ftndinsrs  and  con- 
clusions were  filed  on  behalf  of  certain 
interested  parties.  These  briefs,  pro- 
posed findings  and  conclasions.  and  the 
evidence  In  the  record  were  considered 
In  making  the  findlncrs  and  conclusions 
set  forth  above.  To  the  extent  that  the 
sugrgested  findings  and  conclusions  filed 
by  interested  parties  are  Inconsist- 
ent with  the  findings  and  conclusions  set 
forth  herein,  the  request  to  make  such 
findings  or  reach  such  conclusions  are 
deiUed  for  the  reasons  previously  stated 
m  this  decision. 

RtTLiNC  ON  Motions  .-vnd  Requests 

An  exhibit  Identified  at  the  hearing  as 
Exhibit  17  was  not  admitted  Into  evi- 
dence but  was  In.serted  In  the  hearing 
transcript  as  an  offer  of  proof  The  Ad- 
ministrative Law  Judge  upheld  an  ob- 
.iectlon  to  its  admission  in  evidence  on 
the  basis  that  the  exhibit  v.as  not  rele- 
vant to  the  hearing  proposal  under  con- 
.^Ideratlon.  The  exhibit  consists  of  an 
unexecuted  milk  supply  contract  form. 
The  handler  who  offered  the  exhibit  at 
the  hearln?  requested  in  iiLs  brief  that 
it  be  admitted  mto  evidence  "to  deter- 
mine whether  or  not  there  has  been  any 
abuse  of  the  privilege  of  exemptions  from 
the  antitrust  laws"  as  provided  In  section 
608d<  1 ' .  This  person  also  reque.sted  that 
Exhibit  14  be  admitted  for  the  same 
purpose.  Exhibit  14  Is  the  Central  Milk 
Producers  Cooperative's  Order  30  Mar- 
ket Service  Program  Pool  Announcement 
for  April  1976. 

This  proceeding  Is  for  the  purpose  of 
considering  those  prop"snl=  frpecifled  in 
the  notice  of  hearing.  Issues  regarding 
the  Secretary  of  Agricultures  powers  un- 
der section  608d'  1 '  of  the  Act  or  his  re- 
sponslbUlties  under  the  Cappcr-Vobtead 
Act  are  clearly  beyond  the  scope  of  the 
hearing  notice  Accordlnglv,  Exhibit  14. 
except  for  the  limited  purpa^e  for  which 
the  Administrative  Law  Judge  admitted 


it.  and  Exhibit  17  are  not  relevant  to  the 
Issues  raised  in  this  proceeding.  There- 
fore, the  motion  to  reverse  the  rulings 
of  the  Administrative  Law  Judge  with 
respect  to  Exhibits  14  and  17  Is  denied. 
The  handler  also  requested  In  his  brief 
that  oflficial  notice  be  taken  of  certain 
statements  In  prior  hearing  records  vn 
the  Chicago  Regional  order  and  of  the 
statements  of  Mr.  Herbert  L.  Forester. 
Director.  Dairy  Division.  AMS,  USDA. 
before  the  Subcommittee  on  Dairy  and 
Poultry,  Committee  on  Agriculture, 
House  of  Representatives.  United  States 
Congress,  on  July  1.  1976.  All  such  state- 
ments were  Incorporated  in  or  attached 
to  the  written  brief  filed  by  the  handler 
in  this  proceeding.  Such  matters  are 
from  sources  of  which  offlclal  notice  may 
be  taken.  Their  Incorporation  In  a  brief 
as  part  of  the  record  of  this  proceeding 
gives  other  Interested  persons  adequate 
opportunity  to  show  that  such  facts  are 
inaccurate  or  are  erroneously  noticed.  In 
this  circumstance,  the  request  for  official 
notice  as  filed  In  this  proceeding  by  the 
handler  Is  granted. 

Gener.^l  Findings 

The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  findings  and  deter- 
minations previously  made  In  connec- 
tion with  the  Issuance  of  the  aforesaid 
order  and  of  the  previously  issued 
amendments,  thereto:  and  sdl  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  in- 
sofar as  sucli  findings  and  determina- 
tions may  be  In  conflict  with  the  find- 
ings and  determinations  set  forth  herein. 

'a>  Tlie  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  therof.  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

I  b  >  Tlie  parity  prices  of  milk  as  deter- 
mined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  In 
the  marketing  area,  and  the  minimum 
prices  specified  in  the  tentative  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  stre  such  prices 
as  will  reflect  the  aforesaid  factors.  In- 
sure a  sufficient  quantity  of  pure  and 
whole-some  milk,  and  be  in  the  public 
interest;  and 

*c>  The  tentative  marketing  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  han- 
dling of  milk  in  the  same  manner  as. 
and  will  be  applicable  only  to  persons  In 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in,  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Recommended  M.^rkettng  Agreement 
AND  Order  Amfnding  the  Order 

Tlie  recommended  marketing  agree- 
ment Is  not  included  in  this  decision  be- 
cau.se  Uie  regulatory  provisions  thereof 
would  be  the  same  as  those  contained  in 
the   order,    as   hereby   proposed   to   be 


amended.  The  following  order  amend- 
ing the  order,  as  amended,  regulating 
the  handling  of  milk  In  the  Chicago  Re- 
gional marketing  area  Is  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out: 

1.  Section  1030.4  is  revised  to  read  as 
follows : 

§  1030.4      Plant. 

'Tlant"  means  a  building  together 
with  its  facilities  and  equipment, 
whether  owned  or  operated  by  one  or 
more  persons,  constituting  a  single  op- 
erating unit  or  establishment:  <a)  that 
has  facilities  adequate  for  cleaning  tank 
trucks.  Is  approved  by  an  appropriate 
health  authority,  and  at  which  milk 
moved  from  the  farm  is  transferred  and 
commingled  In  another  tank  truck  with 
other  milk  and  is  trans-shipped  in  such 
other  tank  truck  to  another  plant,  'b) 
At  which  milk  is  received  from  dairy 
farmers,  or  (c)  At  which  milk  is  proc- 
essed and  packaged  or  manufactured. 

2.  Section  1030.7  Is  re^ised  to  read  as 
follows : 

§  1030.7      Pool  plant. 

Except  as  provided  in  paragraph  (e) 
of  this  section,  "pool  plant"  means: 

(a)  A  distributing  plant  or  unit  de- 
scribed in  paragraph  (a)  <4)  of  this  sec- 
tion from  which  during  the  month  the 
disposition  of  fluid  milk  products  speci- 
fied in  paragraph  ^a»  (2»  of  this  section 
is  not  less  than  10  percent  of  the  receipts 
sjjeclfied  In  paragraph  (a)(1)  of  this 
section  and  from  which  the  disposition 
of  fluid  milk  products  specified  in  para- 
graph (a)  (3)  of  this  section  as  a  percent 
of  the  receipts  specified  in  paragraph 
(a)  <1)  of  this  section  is  not  less  than  45 
percent  In  each  of  the  months  of  Sep- 
tember, October,  November,  and  Decem- 
ber, 35  percent  In  each  of  the  months  of 
January,  February,  March,  and  August, 
and  30  percent  in  all  other  months. 

(1)  The  total  Grade  A  fluid  milk  prod- 
ucts, except  filled  milk,  received  dur- 
ing the  month  at  such  plant,  including 
producer  milk  diverted  to  nonpool  plants 
and  to  pool  supply  plants  pursuant  to 
§  1030.13,  but  excluding  producer  milk 
diverted  to  other  pool  distributing 
plants,  receipts  of  fluid  milk  products  In 
exempt  milk,  packaged  fluid  mflk  prod- 
ucts and  bulk  fluid  milk  products  by 
agreement  for  Cla.'s  IT  and  Class  m 
uses  from  other  pool  distributing  plants, 
and  receipts  from  other  order  plants  and 
unregulated  supply  plants  which  are  a.s- 
signed  pursuant  to  §  1030.44«a)  <8>  H) 
(O)  and  (li)  and  the  corresponding  step 
of  §  1030.44(b). 

(2)  Packaged  fluid  milk  products,  ex- 
cept filled  milk,  disposed  of  as  either 
roule  dispasitlon  in  the  marketing  area 
or  moved  to  other  plants  from  which  It  is 
disposed  of  as  route  disposition  in  the 
marketing  area.  Such  disposition  Is  to  be 
exclusive  of  receipts  of  packaged  fluid 
milk  products  from  other  pool  distribut- 
ing plants. 

(3)  Packaged  fluid  milk  products,  ex- 
cept fiUed  milk,  disposed  of  as  either 
route    disposition    or    moved    to    other 
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plants.  Such  disposition  is  to  be  exclusive 
of  receipts  of  packaged  fluid  milk  prod- 
ucts from  other  pool  distributing  plants. 

(4)  A  unit  consisting  of  at  least  one 
distributing  plant  and  one  or  more  addi- 
tional plants  of  a  handler  at  which  milk 
Is  processed  and  packaged  or  manufac- 
tured shall  be  considered  as  one  plant 
for  the  purpose  of  meeting  tlie  require- 
ments of  this  paragraph  If  all  such 
plants  are  located  within  the  State  of 
■Wisconsin  or  that  portion  of  the  mar- 
keting area  within  the  State  of  Illinois. 
and  If,  prior  to  the  flrst  day  of  the 
month,  the  handler  operating  such 
plants  has  filed  a  written  request  for 
such  plants  to  be  considered  a  unit  with 
the  market  administrator. 

(b)  A  supply  plant  or  unit  of  supply 
plants  described  in  paragraph  (b)  (6) 
of  this  section  from  which  the  quantity 
of  fluid  milk  products  (except  filled  milk) 
and  condensed  skim  milk  shipped  or 
transhipped  and  physically  unloaded 
Into  plants  described  In  paragraph  (b) 
(2)  as  a  percent  of  the  Grade  A  milk 
received  at  the  plant(s)  from  dalrj' 
farmers  (except  dairy  farmers  described 
In  §  1030.12(b))  and  handlers  described 
In  5  1030.9(c),  Including  producer  milk 
diverted  pursuant  to  §  1030.13  but  ex- 
cluding packaged  fluid  milk  products 
that  are  disposed  of  from  such  plant (s) 
as  route  disposition,  is  not  less  than  30 
percent  for  September,  35  percent  for 
each  of  the  months  of  October  and  No- 
vember, 25  percent  for  December,  and 
20  percent  for  all  other  months,  subject 
to  the  following  additional  conditions: 

(DA  plant  that  was  a  pool  plant  pur- 
suant to  this  paragraph  during  each  of 
the  months  of  September  through  March 
(or  during  six  such  months  and  was  an 
other  order  plant  during  one  such 
month)  shall  be  a  pool  plant  for  each 
of  the  following  months  of  April  through 
August  unless  written  application  is  flJed 
with  the  market  administrator  by  the 
plant  operator  on  or  before  the  flrst  day 
of  any  such  month  (April-August)  re- 
questing the  plant  be  designated  a  non- 
pool  plant  for  such  month  and  any  sub- 
sequent month  through  August:  Pro- 
vided, The  plant  does  not  otherwise 
qualify  as  a  pool  plant. 

(2)  Qualifying  shipments  pursuant  to 
this  paragraph  may  be  made  to  the  fol- 
lowing plants: 

(i)  Pool  plants  described  in  paragraph 
(a)  of  this  section; 

(11)    Plants  of  producer-handlers; 

(iil)  Partially  regulated  distributing 
plants,  except  that  credit  for  such  ship- 
ments shall  be  limited  to  tiie  amount  of 
such  milk  which  receives  a  CHass  I  clas- 
slflcatlon  at  the  transferee  plant;  and 

(Iv)  Distributing  plants  fuUy  regulated 
under  other  Federal  orders,  except  that 
credit  for  shipments  to  such  plants  shall 
be  limited  to  the  quantity  of  milk  shipped 
to  pool  distributing  plants  during  the 
month.  Shipments  to  other  order  plants 
may  not  be  made  on  the  basis  of  agreed- 
upon  Class  n  or  Class  m  utilization. 

(3)  The  operator  of  a  supply  plant 
may  include  as  qualifying  shipments  de- 
liveries to  pool  distributing  plants  di- 
rectly from  farms  of  producers  pursuant 
to  5  1030.13(d). 


>4)  The  quantity  of  fluid  milk  products 
moved  (including  minr  diverted)  from 
supply  plants  to  each  pool  plant  de- 
scribed In  paragra^Jhs  (a)  or  (d""  of  this 
section  that  shall  count  towards  meet- 
ing the  sliipping  requirements  of  this 
paragraph  shall  be  a  net  quantitj'  as- 
signable at  each  such  pool  plant  pro  rata 
to  supply  plants  in  accordance  with  total 
receipts  from  such  plants.  The  net  quan- 
tity shall  be  computed  by  subtracting 
from  the  quantity  of  fluid  milk  products 
received  from  supply  plants  the  follow- 
ing: 

li)  The  quantity  of  fluid  milk  products 
in  the  form  of  bulk  milk  and  skim  milk 
moved  from  the  pool  distributing  plant 
to  pool  supply  plants  plus  any  such  bulk 
shipments  to  nonpool  plants  as  Class  11 
or  Class  III  milk,  other  than: 

(A)  Transfers  or  diversions  classified 
pursuant  to  §  1030  40'bt  (3)  ;  and 

iBi  Transfers  or  diversions  on  New 
■year's  Day,  Memorial  Day.  July  4.  Labor 
Day.  Tlianksclving,  Christmas,  and  on 
any  Saturday  if  no  milk  Is  received  at  the 
pool  distributing  plant  from  a  supply 
plant,  in  an  amount  not  in  excess  of  120 
percent  of  the  average  daUy  receipts  of 
producer  milk  pursuant  to  §  1030.13(a) 
at  the  plant  during  tiie  prior  month,  less 
the  quantity  of  producer  milk  diverted 
pursuant  to  §  1030.13(d)  on  such  day. 
If  no  producer  milk  was  received  in  the 
distributing  plant  during  the  prior 
month,  the  average  daily  receipts  during 
the  current  month  shall  be  used  for  this 
purjxise:  and 

I  li  I  If  milk  is  di\ert-ed  from  the  pool 
distributing  plant  on  the  date  of  the 
receipts  from  the  supply  plant,  the 
the  quantity  so  diverted,  except  any 
diversion  of  milk  mot  to  exceed  3  days' 
production  of  any  individual  producer) 
made  because  of  any  emergency  situa- 
tion such  as  a  breakdown  of  trucking 
equipment  or  hazardous  road  conditions 
if  such  emergency  is  reported  to  the 
market  administrator. 

(5)  The  shipping  requirements  of 
this  para^aph  applicable  during  the 
months  of  September  through  March 
and  the  diversion  allowances  specified 
In  5  1030.13 (d)  (3)  applicable  during  the 
same  months  may  be  Increased  or  de- 
creased by  up  to  10  percentage  points  by 
the  Director  of  the  Dairy  Division  If  he 
finds  such  revision  is  necessary  to  obtain 
needed  shipments  or  to  prevent  uneco- 
nomic shipments.  Before  making  such  a 
finding,  the  Director  shall  Investigate 
the  need  for  revision  either  on  his  own 
initiative  or  at  the  request  of  Interested 
persons  and  if  his  investigation  shows 
that  a  revision  might  be  appropriate  he 
shall  Issue  a  notice  stating  that  revision 
Is  being  considered  and  Inviting  data. 
views,  and  arguments.  If  a  plant  which 
would  not  otherwise  qualify  as  a  pool 
plant  during  the  month  does  qualify 
as  a  pool  plant  because  of  a  reduction 
in  shipping  requirements  pursuant  to 
this  paragraph,  such  plant  shall  be  a 
nonpool  plant  for  such  month  if  the 
operator  of  the  plant  files  a  written  re- 
quest for  nonpool  status  with  the  market 
administrator. 

i6t  Two  or  more  plants  shall  be  con- 
sidered a  unit  for  the  purpose  of  meeting 


tlie  requirements  of  this  paragraph  If 
the  f oDowing  conditions  are  met : 

(1)  The  plants  are  located  within  the 
Stat*  of  ■Wisconsin  or  within  that  por- 
tion of  the  State  of  Illinois  within  the 
marketmg  area; 

I  il  I  The  plants  Included  in  the  imit  are 
owned  or  f'ally  leased  and  operated  by 
the  handler  establLshing  the  unit  and 
such  plants  were  pool  plants  during  the 
montli  prior  to  being  included  tn  a  unit. 
In  the  case  of  plants  operated  by  coopera- 
tive associations,  two  or  more  coopera- 
tive associations  may  establish  a  unit  of 
designated  plant*  by  filing  with  the  mar- 
ket administrator  a  written  contractual 
agreement  obligating  each  plant  of  the 
unit  to  ship  milk  as  directed  by  such 
cooperatives;  and 

I  Hi )  The  handler  or  cooperatives  estab- 
lishing the  unit  submits  a  wTitten  request 
to  the  market  administrator  prior  to  the 
first  day  of  September  requesting  that 
such  plants  quaUfy  as  a  unit  for  the 
period  September  through  August  of  the 
following  year.  The  request  shall  list  the 
plants  in  tiie  sequence  in  which  they  shall 
be  excluded  from  the  unit  if  the  mini- 
mum performance  standards  are  not  met. 
If  the  entire  unit  does  not  meet  the  mini- 
mum performance  for  the  month,  the 
handler  or  cooperatives  establishing  tlie 
unit  may  specify  wlilch  plant  or  plants 
shall  be  excluded  from  the  unit  until  the 
minimum  performance  standards  are 
met.  If  a  handler  or  cooperative  de- 
clines to  identify  the  plants  to  be  ex- 
cluded, then  the  market  administrator 
shall  exclude  the  plant  first  on  the  list 
followed  by  the  plant  second  on  the  list, 
and  continuing  in  this  sequence  until  the 
remaining  plants  on  the  list  have  met 
the  minimum  performance  standards. 
Each  plant  that  qualifies  as  a  pool  plant 
within  a  unit  sliall  continue  each  month 
as  a  plant  in  the  unit  through  the  follow- 
ing August  unless  the  plant  faik  subse- 
quently to  qualify  for  pooling  or  the 
handler  (or  cooperative  associations'  es- 
tablishing the  unit  submits  a  wrlten  re- 
quest to  the  market  administrator  that 
the  plant  be  deleted  from  the  unit  or  that 
the  unit  be  discontinued.  Any  plant  that 
has  been  so  deleted  from  the  unit,  or  tliat 
has  failed  to  qualify  In  any  month,  will 
not  be  part  of  the  unit  for  the  remaining 
months  through  August.  No  plant  may  be 
added  In  any  subsequent  month  through 
the  following  August  to  a  unit  that 
qualifies  In  September. 

(C)  A  plant  which  is  operated  by  a 
cooperative  association  and  which  is  not 
a  pool  plant  pursuant  to  paragraph  i  a ' . 
<  b  I .  or  <  d  >  of  this  section  shall  be  a  pool 
plant  if  at  least  50  percent  of  the  Grade 
A  milk  of  producer  members  of  such  co- 
operative association  is  received  at  pool 
plants  of  other  handlers  described  In 
paragraph  <a)  of  this  section  during  the 
month  and  WTitten  ajjplication  for  pool 
plant  status  is  filed  with  the  market  ad- 
ministrator on  or  before  the  first  day  of 
such  month. 

id)  Any  plant,  except  a  supply  plant 
Included  in  a  unit,  that  qualifies  as  a  pool 
plant  in  each  of  the  Immediately  preced- 
ing three  months  pursuant  to  paragraph 
<ai  of  this  section  or  the  shipping  i>er- 
centages  in  paragraphs  ibi  or  ic)  of  this 
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section,  unless  the  operator  of  the  plant 
files  wTitten  request  for  nonpool  status 
with  the  market  administrator. 

le)  The  term  "pool  plant"  shall  not 
apply  to  the  following  plants. 

1 1)  A  producer-handler  plant  or  ex- 
empt distributing  plant; 

(2)  A  plant  that  Is  fully  subject  to  the 
pricing  and  pooling  provLsions  of  another 
order  issued  pursuant  to  the  Act.  unless 
It  Is  qualified  as  a  pool  plant  pursuant  to 
paragraph  la),  'bi.  <c)  or  <d>  of  this 
section  aT.d  a  greater  volume  of  fluid 
milk  products,  except  filled  milk.  Is  dis- 
posed of  from  such  plant  In  this  market- 
ing area  as  route  dLspasition  and  to  pool 
plants  qualified  on  the  basis  of  route 
dlsixjsition  in  this  marketing  area  than 
is  so  disposed  of  In  the  marketing  area 
regulated  pursu.mt  to  such  other  order; 
and 

(3)  That  portion  of  a  plant  that  is 
physically  separated  from  the  Grade  A 
portion  of  such  plant,  and  Is  not  ap- 
proved by  any  regulatory  agency  for  the 
receiving,  processing,  or  packaging  of 
any  fluid  milk  product  for  Grade  A  dis- 
position. 

§  1030.9       [  \nictidt>dl 

3.  In  5  1030.9.  paragraph  'h)  Is  re- 
voked, the  word  "or"  Ls  added  after  the 
semicolon  at  the  end  of  paragraph  if>, 
and  the  semicolon  and  word  "or"  at  the 
end  of  paragraph  igi  are  replaced  ixlth 
a  period. 

4.  Section  1030.13  Is  revised  to  read  as 
follows ; 

§  lO.-JO.l.l       Prtxlur.r  milk. 

"Producer  milk"  mcms  the  .'^kim  milk 
and  builerfat  in  milk  of  a  producer  that 
ts: 

ia>  Received  at  a  pool  plant  directly 
from  producers  by  being  phvylcally  im- 
loaded  Into  processing  facilities,  a  stor- 
age tank,  or,  In  the  case  of  a  reload  facil- 
ity, another  tank  truck,  as  further  pro- 
vided below : 

il)  Any  shrinkage  of  milk  received 
from  producers'  farms  which  was  'not 
unloaded  In  a  pool  plant  shall  also  be 
producer  milk  under  this  paragraph; 
and: 

<2i  In  the  event  that  part  of  a  load  of 
milk  is  first  received  at  another  plant's) 
and  the  remaining  part  Is  then  unloaded 
In  the  pool  plant,  the  quantity  of  milk 
so  received  at  each  such  plant  shall  be 
prorated  over  the  total  quantity  of  milk 
picked  up  at  each  producer's  farm. 

(b)  Received  at  a  pool  plant  from  a 
handler  described  in  5  1030.9(c). 

ic)  Received  by  a  handler  described  in 
5  1030.9'ci  to  the  extent  of  the  shrmk- 
age  of  skun  milk  and  butterfat  received 
from  producers'  farms  which  was  not 
received  in  a  pool  plant  pursuant  to  par- 
agraph <b)  of  this  section.  In  applying 
5i  1030.52  and  1030.75.  such  skim  milk 
and  butterfat  shall  be  deemed  to  have 
been  received  at  the  location  of  the  pool 
plant  to  which  delivery  is  normally  made. 

Id'  Diverted  by  the  operator  of  a  pool 
plant,  or  by  a  handler  described  In 
S  1030.91  b  I ,  to  another  pool  plant  or  to  a 
noopool  plant  ithat  Is  not  a  producer- 


handler  plant) ,  subject  to  the  following 
conditions :  a- 

1 1 )  Milk  from  a  dairy  farmer  shall 
not  be  eligible  for  diversion  unless  dur- 
ing the  period  of  September  through 
March  at  least  one  day's  production  Is 
physically  received  during  the  month  at 
the  pool  plant  from  which  diverted; 

'  i2>  Milk  from  a  dairy  fanner  who  was 
not  a  producer  during  the  previoiis 
month  shall  not  be  eligible  for  diversion 
until  at  least  one  day's  production  Is 
received  at  the  pool  plant  from  which 
diverted: 

i3)  Milk  diverted  to  a  nonpool 
plant  s  >  for  the  account  of  the  operator 
of  a  pool  plant,  or  a  handler  described 
in  5  1030.9(b) ,  may  not  exceed  65  percent 
during  the  months  of  September,  Octo- 
ber and  November,  and  80  percent  during 
the  months  of  December  through  March, 
of  the  total  quantity  of  producer  milk 
for  which  it  is  the  handler  (or.  In  the 
case  of  a  cooperative,  the  producer  milk 
that  the  cooperative  association  causes 
to  be  delivered  to  or  diverted  from  pool 
plants;  subject  to  temporary  revision  of 
the  specified  percentages  pursuant  to 
5  1030. 7ib)  (5); 

(4.)  The  quantity  of  each  producer's 
milk  to  be  considered  as  diverted  milk 
when  a  portion  of  a  tank  load  of  milk, 
picked  up  at  the  farms  of  two  or  more 
producers,  is  unloaded  at  another  plant. 
shall  be  determined  by  prorating  the 
..-tSbil  quantity  unloaded  at  such  other 
plant  over  the  total  quantity  of  milk 
picked  up  at  each  producer's  farm; 

(5)  To  the  extent  that  milk  diverted 
by  a  cooperative  association  as  a  han- 
dler described  in  §  1030.9(b)  during  any 
month  would  result  in  a  plant  failing  to 
qualify  as  a  pool  plant  under  S  1030.7, 
such  diverted  milk  shall  not  be  producer 
milk; 

•  61  Any  milk  diverted  in  excess  of  the 
limits  prescribed  In  paragraph  (d)(2) 
of  this  section  shall  not  be  producer 
milk.  The  diverting  handler  may  des- 
ignate the  dairy  farmers  whose  diverted 
milk  will  not  be  producer  milk.  Other- 
wise the  milk  last  diverted — In  lots  of  an 
entire  day's  production — shall  be  ex- 
cluded first  In  determining  which  dairy 
farmer's  milk  should  not  be  producer 
milk;  and 

'7)  Diverted  milk  shall  be  priced  at 
the  location  of  the  plant  j:o  which  di- 
verted, except  tliat.  In  the  case  of  a  dis- 
tributing plant.  If  during  the  month  not 
more  than  4  days'  production  of  a  pro- 
ducer Ls  diverted  from  such  plant  or 
if  the  diverted  mUk  Is  part  of  a  tank 
truck  load  of  milk  that  "xceeds  the  milk 
storage  capacity  of  such  distributing 
plant,  such  milk  shall  be  priced  at  the 
location  of  the  plant  from  which  di- 
verted. 

5.  In  5  1030.30.  the  introductory  text  of 
paragraph  la)  and  paragraph  (a)  (3)  are 
revised  to  read  as  follows: 

§  1030..30      RoporU     and      receipts     and 
iitili/ation. 
•  •  •  •  • 

(ai  Each  handler,  with  respect  to  each 
of    his    pool    plants,    shaU    report    the 


quantities  of  skim  milk  and  butterfat 
contained  in  or  represented  by: 
(!)••• 

(2)  •  •  • 

(3)  Receipts  of  fluid  milk  products  and 
bulk  fluid  cream  products  from  other 
pool  plants,  including  a  separate  state- 
ment of  the  net  receipts  from  each  sup- 
ply plant  computed  pursuant  to 
§  1030.7(b)  (4).  except  that  during  the 
months  of  April  through  August  no  such 
separate  statement  need  be  made  If  re- 
ceipts from  supply  plants  are  only  from 
plants  that  were  pool  plants  during  the 
prior  months  of  September  through 
March. 

•  •  •  •  • 

6.  Section  1030.32  is  revised  to  read  as 
follows: 

§  1030.32      Other  r«'pt>ru. 

(a)  Each  handler  described  in  §  1030  9 
(a),  (b).  and  (g)  shall  report  to  the 
market  sidmlnlstrator  on  or  before  the 
10th  day  after  the  end  of  the  month  In 
detail  and  on  forms  prescribed  by  the 
market  administrator  as  follows: 

(1)  Each  handler  described  In 
S  1030.9(g)  shall  report  the  quantities  of 
skim  milk  and  butterfat  In  fluid  milk 
products  and  fluid  cream  products  moved 
for  his  account  from  each  pool  plant  and 
received  at  each  pool  plant  of  partially 
regiilated  distributing  plant  during  the 
month;  and 

<2)  Each  handler  pursuant  to  i  1030.9 
(a)  and  (b)  shall  report  for  each  load  of 
milk  diverted  for  his  account: 

(I)  The  quantity  of  each  producer's 
milk  so  diverted; 

(II)  Thedate(s)  of  pickup  of  each  pro- 
ducer's mUk;  and 

(III)  The  name  and  location  of  the 
plants  to  which  and  from  which  the  milk 
was  diverted;  and 

(3)  Each  handler  who,  during  the 
month,  received  milk  from  a  dairy 
farmer  from  whom  he  had  not  received 
milk  during  the  previous  calendar  month 
shall  report  the  name  and  address  of  the 
dairy  farmer  and  the  plant  to  which  each 
such  person  previously  delivered  milk. 
Each  handler  who  discontinues  receiving 
milk  from  a  producer  during  the  month 
shall  report  each  such  producer's  name, 
address,  and  the  plant  to  which  such 
person  transferred. 

(b)  In  addition  to  the  reports  required 
pursuant  to  paragraph  (a)  of  this  sec- 
tion and  §§  1030.30  and  1030.31,  each 
handler  shall  report  such  other  Informa- 
tion as  the  market  administrator  deems 
necessary  to  verify  or  establish  such  han- 
dler's obligation  under  the  order. 

7.  In  §  1030.41,  the  introductory  text 
of  paragraph  (a)  and  paragraph  (b)  (2), 
(4),  and  (7)  are  revised  to  read  as  fol- 
lows : 

§  1030.41      Shrinkape. 

•  •  •  •  • 

(a)  The  pro  rata  assignment  of 
shrinkage  of  skim  milk  and  butterfat.  re- 
spectively, at  each  pool  plant  to  the  re- 
spective quantities  of  skim  milk  and 
butterfat : 
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2793r, 


fb)    •  •  • 

(2)  Plus  1.5  percent  of  the  skim  milk 
and  butterfat,  respectively.  In  milk  re- 
ceived from  a  handler  described  tn 
§  1030.91  c)  and  in  millr  diverted  to  such 
plant  from  another  pool  plant,  except 
that  if  the  operator  of  the  plant  to  which 
the  milk  is  delivered  purchases  such  milk 
on  the  basis  of  weights  determined  from 
Its  measurement  at  the  farm  and  butter- 
fat tests  determined  from  farm  bulk  tank 
samples,  the  applicable  percentage  imder 
this  paragraph  shall  be  2  percent; 

•  •  •  •  • 

(4)  Plus  1.5  percent  of  the  skim  milk 
and  butterfat,  respectively.  In  bulk  fluid 
milk  products  received  by  transfer  from 
other  pool  plants; 

•  •  •  •  • 

(7)  Less  1.5  percent  of  the  skim  milk 
and  butterfat,  respectively,  in  bulk  fluid 
milk  products  transferred  to  other  pool 
plants  and  to  nonpool  plants  that  is  not 
In  excess  of  the  respective  amounts  of 
skim  mUk  and  butterfat  to  which  per- 
centages are  applied  In  paragraph  (b) 
(1),  (2).  (A),  (5),  and  (6)  of  this  section; 
and 

•  •  •         •  • 

8.  In  S  1030.42,  paragrai*  (A)  to  re- 
vised to  read  as  follows: 

§  1030.42      Oassificalion  of  tran-fers  and 
diversion*. 

(a)  Transfers  to  pool  plants.  Skim 
milk  or  butterfat  transferred  or  diverted 
In  the  form  of  a  fluid  miiir  product  or  a 
bulk  fluid  cream  product  from  a  pool 
plant  to  another  pool  plant  shall  b« 
classified  as  Class  I  milk  luiless  the  oper- 
ators of  both  plants  request  the  same 
classification  In  another  class.  The  skim 
milk  or  butterfat  classified  In  each  class 
shall  be  limited  to  the  amount  of  skim 
mdlk  and  butterfat.  respectively,  remain- 
ing In  such  class  at  the  transferee -plant 
or  dlvertee-plant  after  the  computations 
pursuant  to  §  1030.44(a)  (12)  and  the 
corresponding  step  of  5  1030.44(b) . 

•  •  •  •  • 
B(&).  In  5  1030.40,  paragraph   (b)(1) 

and  ( 4  i  ( v  .1  are  revised  to  read  as  follows : 

§  1030.40      Oasses  of  utilization. 

•  *  •  •  • 

(b)  •   •    • 

( 1 )  Disposed  of  in  the  form  of  a  fluid 
cream  product,  eggnog.  and  any  product 
containing  6  percent  or  more  nonmllk 
fat  (or  oil)  that  resembles  a  fluid  cream 
product  or  eggnog,  except  as  otlierwlse 
provided  in  paragraph  'c)  of  this  section. 


§  1030.43      General  cla«*ificalion  rule*. 

In  determining  the  classification  of  ^^ 

producer  milk  pursuant  to  }  1030.44,  the  ^°* 
following  rules  shall  apply : 

(a^   Each  month  the  market  admin-     

Istrator  shall  correct  for  mathematical     J- 

and  other  obvious  errors  all  reports  filed  j.I™l 

pursuant  to  5  1030.30  and  shall  compute  *-I — '- 

separately."  lor  each  pool  plant  and  for  g^^^" 

each   cooperative   association   with   re-  rl".." 

spect  to  milk  for  which  It  Is  the  handler     *^ 

pursuant    to    5  1030.9    (b)    or    (c)    the  io"..Il 

pounds  of  skim  mUk  and  butterfat,  re-     J^- 

spectively,  in  each  class  In  accordance     u 

with  55  1030.40,  1030.41,  and  1030.42;  icl — 

(b)  If  any  of  the  water  contained  in  i«.""'. 
the  mUk  from  which  a  product  Is  made 

Is  removed  before  the  product  Is  utilized  i  Inelnding  MilwantcM  Coonty.  wis.,  and  Wlnneb^o 

or  disposed  of  by  a  handler,  the  potmds  county,  lu. 

of  skim  milk  In  such  product  that  are  ^^K^=du»«  MJwmukoe  County.  »...  and  » .m,*h..po 

to  be  considered  imder  this  part  as  used  '  Beyond  250. 

^n  f™f  ^°f„vJ,.S'tiTfnnnSf^i^  <b)  The  mileages  applicable  pureuant 

an  amount  equivalent  to  the  nonfat  milk  }  1030.75   shaU   be 

solids   contained   In  such   product  plus  jltJttvTfr^^K^  ♦KT,^„.i,Jf  o^^^i,^  Vto»^ 

-.11 -*  *!,„    „.,,-    _i^ ii„  „™,(„*,^  .^tv,  determined  by  the  market  administrator 

all  of  the  water  originally  associated  with     ^„    .,„   v,„..,/ ^/   »k„   „!,„_,„,-,   v,i„u 

«iir<h  cnHHs- «TiH  °^  *"^   basls  Of   the   shortcst   highway 

sucnsouQs.ana  distance  between  the  handler's  plant  and 

(c)  The  classificaUon  of  producer  milk  ^^  ^Ity  hall  In  CHiicago-with  fractions 
for  which  a  cooperative  association  Is  rounded  up  to  the  next  whole  mile.  The 
the  handler  pursuant  to  J  1030  9  (b)  or  market  administrator  shall  notifv  each 
(c)  shall  be  detemilned  separately  from  handler  of  the  zone  or  mileape  "de-.er- 
the  (jperatlons  of  any  pool  plant  oper-  xnlnatlon,  which  shall  be  subject  to 
ated  by  such  cooperative.  redetermination  at  all  Umes.  In  the  event 


Distjuvifln 

Location 

milw  tnan 

adjnstment 

dtT  hall  ID 

rate  itmMs 

Chicago 

per  hoBdred- 

weight) 

O-«0 

0 

41-5.1 

-:!  0 

56-70 

-6  0 

'71-«S 

-».o 

» 86-100 

-U.  0 

101-115 

-14.3 

lift- 130 

-16.6 

131-14.S 

-18.9 

146-180 

-21.2 

161-17S 

-2S.S 

17&-190 

-25.8 

191-2K. 

-28.1 

206-220 

-SO.  4 

ZU-2SS 

-Si  7 

236-250 

-35.0 

(•) 

-36.0 

(4)    •    •    • 

(V)   Custards,       puddings, 
mixes,  and  yogurt;  and 


pancake 


9.  Section  1030  43  Is  revised  to  read 
ms  follows: 


10.  In  5  1030.44.  the  Introductory  text 
Is  revised  to  read  as  f oDows : 

§  1030. 4-t      Qas*.ifiration      of      producer 
milk. 

For  each  month  the  market  admiiiis- 
trator  shall  determine  the  classification 
of  producer  milk  of  each  handler  de- 
scribed in  5  1030.9  (a),  (b),  and  (o  by 
allocating  the  handler's  receipts  of  skkn 
milk  and  butt.erfat  to  his  utilization  pur- 
suant to  paragraphs  (ai  throiigh  (O  of 
this  section.  For  this  purpose  cmly.  a 
handler  described  In  {  1030.9(a)  who 
operates  more  than  one  pool  plant  may 
elect  to  have  his  receipts  allocated  for 
each  of  his  pool  plants  separately  or  for 
all  of  his  pool  plants  combined,  except 
that,  if  he  has  receipts  that  would  be  al- 
located pursuant  to  paragraph  (a)  (11) 
or  1 12 )  of  this  section  or  the  correspond- 
ing steps  of  paragraph  (b)  of  this  section, 
his  total  receipts  shall  be  allocated  for  all 
of  his  pool  plants  combined. 

•  •  •  •  • 

11.  Section  1030.52  is  revised  to  read  as 
follows : 

§  1030.52      riant      UMation      adju!>lment> 
for    liandii-n-. 

A  location  adjustment  for  each  handler 
shall  be  computed  by  the  market  ad- 
ministrator as  follows : 

(a)  The  market  administrator  shall 
determine  the  location  adjustment  rate 
for  each  plant  at  which  milk  Is  to  be 
priced  under  this  part  pursuant  to  the 
following  schedule,  except  that  in  no 
event  shall  the  adjustment  result  in  a 
price  less  than  the  Class  III  price  for  the 
month : 


a  handler  requests  a  redetermination  of 
the  mileage  pertaining  to  any  plant,  the 
market  administrator  shall  notify  the 
handler  of  his  findings  withm  30  days 
after  the  receipt  of  such  request.  Any 
financial  obligations  resulting  from  a 
change  in  mileage  shall  not  be  retro- 
active for  any  period  prior  to  the  redeter- 
mlnatiOTi  announced  by  the  market 
administrator. 

(c)  A  handler  who  operates  a  pool 
distributing  plant  tor  plants)  shall  re- 
ceive a  location  adjustment  credit 
computed  as  follows; 

(1)  Determine  the  aggregate  quantity 
of  Class  I  milk  at  such  plant  'or  at  all 
pool  plants  of  such  handler  for  which  his 
total  receipts  are  allocated  for  all  his 
pool  plants  combined  pursuant  to 
J  1030.44,  after  eliminating  duplication 
for  transfers  between  such  plants*  ; 

(2)  Subtract  the  receipts  of  exempt 
milk  and  the  quantity  of  packaged  fluid 
milk  products  received  at  the  handler's 
pool  plant (s>  from  the  pool  plants  of 
other  handlers  (or  other  pool  plants,  if 
applicable)  and  from  nonpool  plants  if 
assigned  to  Class  I  milk; 

13  >  Subtract  the  quantity  of  bulk  fluid 
mUk  products  shipped  from  the  handler's 
pool  plant fs)  to  pool  plants  of  other 
handlers  (or  other  pool  plants,  if  appli- 
cable^ and  to  nonpool  plants  that  are 
classified  as  Class  I ; 

I  4  '  Subtract  the  Class  I  milk  packaged 
by  pool  supply  plants  and  disposed  of  as 
route  disposition  or  to  other  plants; 

(5'  Subtract  tlie  quantity  of  bulk 
fluid  mUk  products  received  at  the 
handler's  pool  plant (s)  from  other  order 
plants   and   unregulated  supply   plants 
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that  are  assigned  to  Class  I  pursuant 
to  §  1030.44: 

'61  Assign  the  remaining  quantity  pro 
rata  to  receipts  during  the  month  from 
each  source  as  specified  in  paragrapii 
(c)'6>  I i)  and  (ii)  of  this  section: 

1 1 '  Receipts  at  the  liandler's  pool 
distributing  plant's)  of  producer  milk 
and  milk  diverted  from  other  pool 
plants,  except  that  if  the  quantity  pro- 
rated to  any  distributing  plant  exceeds 
the  Class  I  disposition  from  such  plant, 
such  quantity  shall  be  reduced  to  the 
amount  of  such  Class  I  disposition  and 
tlie  quantity  of  milk  represented  in  such 
reduction  shall  be  prorated  to  receipts 
of  producer  milk  at  other  distributing 
plants  of  the  handler  i  limited  in  each 
instance  to  the  amount  of  Class  I 
disposition  at  each  such  plant)  and 
receipts  of  bulk  fluid  milk  products  at 
such  distributing  plants  from  other  pool 
plants;  and 

Ui»  Receipts  of  bulk  fluid  milk 
products  at  such  distributing  plants  from 
each  other  pool  plant  according  to  the 
quantity  of  such  receipts  from  each  such 
source; 

i7»  If.  during  tlie  month,  receipts  at 
such  distributing  plants  of  producer 
milk,  milk  diverted  from  otlier  pool 
plants,  and  bulk  fluid  milk  products 
from  other  pool  plants  are  less  than  the 
quantity  to  be  assigned  pursuant  to  para- 
graph 'Cm6i  of  this  section,  prorata 
the  amount  of  such  excess  in  the  same 
marmer  over  such  receipts  in  ttie  next 
prior  month  in  which  there  were  re- 
ceipts in  excess  of  tiiose  assigned  m  that 
montli  pursuant  to  paragraph  (c)  (7>  of 
tins  section; 

<8>  Multiply  by  the  location  adjust- 
ment rates  applicable  at  the  transferor 
plants,  the  quantity  assigned  to  receipts 
of  producer  milk  and  milk  diverted  from 
other  pool  plants  at  such  distributing 
plant  pursuant  to  paragraph  (c)  (6»  li,) 
and  i7i  of  this  section; 

i9i  Multiply  by  the  location  adjust- 
ment rates  applicable  at  the  transferor 
plant,  the  lesser  of: 

it>  110  percent  of  tlie  quantities  as- 
signed to  receipts  from  each  other  pool 
plant  pursuant  to  paragraph  (c)  i6)  (ii) 
of  this  section;   or 

iii»  Receipts  specified  in  paragraph 
(0)1 6)  lit)  of  this  section; 

'IQi  Multiply  by  the  location  adjust- 
ment rates  applicable  at  the  transferor 
plants,  the  quantities  assigned  pursuant 
to  paragraph  i  c  >  i  7)  of  this  section  to  re- 
ceipts from  other  pool  plants  in  prior 
montlis; 

ill)  Multiply  tiie  quantity  of  bulk 
fluid  milk  products  shipped  from  the 
handler's  pool  plant's)  tononpool  plants 
and  classified  as  Class  I  by  the  location 
adjustment  rate  applicable  at  the  ship- 
ping plant: 

1 12 1  Multiply  the  quantity  of  Class 
I  milk  packaged  by  pool  supply  plants 
and  disposed  of  as  route  disposition  or 
to  other  plants  by  the  location  adjust- 
ment rat.es  applicable  at  the  pool  sup- 
ply plants  from  which  disposition  la 
made:   and 

'  13  I  Add  together  the  minus  amounts 
obtained  pursuant  to  paragraph  (c)  (8) , 


(9^  (10^  (11).  and  (12)  of  this  sec- 
tion. 

(d)  A  handler  (other  than  one  de- 
scribed in  paragraph  (c)  of  this  sec- 
tion) who  operates  a  pool  supply  plant 
shall  receive  a  location  adjustment  credit 
on  receipts  at  such  plant  of  producer 
milk  and  milk  diverted  from  other  pool 
plants  that  is  classified  as  Class  I  but 
is  not  shipped  as  a  bulk  fluid  milk  prod- 
uct to  a  pool  distributing  plant. 

(e)  The  Class  I  price  applicable  to 
other  source  milk  shall  be  reduced  at  the 
rates  set  forth  in  paragraph  (a)  of  this 
section. 

12.  Section  1030.53  is  revised  to  read  as 
follows : 

§  1030.5.3      Announcement  of  class  prices. 

The  market  administrator  shall  an- 
nounce publicly  on  or  before  the  fifth  day 
of  each  month  the  Class  I  price  for  the 
following  month  and  the  Class  II  and 
Class  III  prices  for  the  preceding  month. 

§  1030.71       [Amended] 

13.  In  §  1030. 71(b)(2). the  words"(but 
not  to  be  less  than  the  Class  m  price) " 
are  deleted. 

§  1030.76      [Amended] 

14.  In  §1030.76<a)  (4)  and  (5),  the 
words  "(but  not  to  be  less  than  the  Class 
III  price  I  "  are  deleted. 

Signed  at  Washington,  D.C.,  on  May 
26.  1977. 

William  T.  Manley, 
Acting  Administrator. 
(PR  Doc.77-15510  Piled  5-31-77:8:45  am] 

FEDERAL   ENERGY 
ADMINISTRATION 

[10  CFR   Parts  211   and  212] 

POST-EXEMPTION  MONITORING  OF 
MIDDLE   DISTILLATE   PRICES 

Hearings 

AGENCY:  Federal  Energy  Administra- 
tion. 

ACTION:    Further  Notice  of  Proposed 

Rulemaking  and  Public  Hearing. 

SUMMARY;  The  Federal  Energy  Ad- 
ministration CF^A")  hereby  gives  fur- 
ther notice  of  proposed  rulemaking  and 
public  hearmgs  regarding  middle  dis- 
tillate prices.  Written  comments  will  be 
received  with  respect  to  these  further 
liearings.  FEA's  index  prices  for  middle 
distillates  were  exceeded  in  January  and 
March  in  the  North  Central  region.  FEA, 
therefore,  held  earlier  hearings  in  Chi- 
cago on  tills  subject  on  April  4  and  April 
12,  1977  (42  FR  16807.  March  30.  1977). 
FEAs  index  prices  for  middle  distillates 
were  also  exceeded  nationally  during 
AprU. 

Tlie  purpose  of  these  further,  national 
and  regional  hearings  is  to  provide  an 
additional  opportunity  for  receipt  of 
comments  and  testimony  on  the  manner 
in  which  the  FEA  middle  distillate  price 
monitoring  system  operated  during  the 
past  heating  season  and  on  what  action, 
if  any,  ought  to  be  taken  by  FEA  with 


respect  to  possible  further  monitoring 
of  or  re-imposition  of  controls  on  mid- 
dle distillates  through  the  next  heating 
season. 

DATES;  Comments  by  July  6,  1977.  4:30 
p.m.;  requests  to  speak  by  July  1,  1977. 
4:30  p.m.; 

Hearing  Dates 

Washington  Hearing:  July  18,  1977, 
9:30  a.m.;  Boston  Hearing;  July  11,  1977, 
9:30  a.m.:  New  York  Hearing:  July  12, 
1977.  9:30  a.m.;  Philadelphia  Hearing: 
July  13.  1977,  9;30  a.m.;  Atlanta  Hear- 
ing; July  14,  1977.  9:30  am.;  Chicago 
Hearing;  July  13.  1977,  9:30  a.m.;  Dallas 
Hearing:  July  15,  1977.  9  30  a.m.;  Kan- 
sas City  Hearing:  July  14,  1977,  9:30 
a.m.;  Denver  Hearing:  July  11.  1977,  9:30 
a.m.;  San  Francisco  Hearing;  July  12, 
1977,  9:30  a.m.;  Seattle  Hearing;  July 
13,  1977,  9:30  a.m.; 

ADDRESSES:  All  comments  to:  Execu- 
tive Communications.  Room  3317,  Fed- 
eral Energy  Administration,  Box  LO, 
Washington,  D.C,  20461; 

Requests  to  Speak 

Washington  Hearing;  Attn;  Executive 
Communications,  12th  and  Pennsylvania 
Avenue  NW„  Room  3317,  Box  LO,  Wash- 
ington, D,C.  20461;  Boston  Hearing:  Fed- 
eral Energy  Administration,  Attn:  D. 
Novick,  150  Causeway  Street,  Room  700, 
Boston  Massachusetts  02114;  New  York 
Hearing;  Fedei-al  Energy  Administra- 
tion, Attn;  Eugene  W,  Hennessy,  26  Fed- 
eral Plaza,  Room  3200,  New  York.  New 
York  10007;  Philadelphia  Hearing:  Fed- 
eral Energy  Administration,  Federal  Of- 
fice Building.  Attn;  H.  Heitzer,  1421 
Cherry  Street,  Philadelphia,  Pennsyl- 
vania 19102;  Atlanta  Hearing:  Federal 
Energy  Administration,  Attn;  S.  Orr. 
1655  Peachtree  Street.  N.E.,  Atlanta. 
Georgia  30309;  Chicago  Hearing:  Federal 
Energy  Administration.  Attn;  Charles 
Swank,  175  West  Jackson  Boulevard, 
Chicago.  Illinois  60604;  DaUas  Hearing; 
Federal  Energy  Administration.  Attn;  S. 
Dickey,  P.O.  Box  3528,  2626  W.  Mocking- 
bird Lane.  Dallas,  Texas  75235;  Kansas 
City  Hearing;  Federal  Energy  Adminis- 
tration, Attn:  K.  Inboden,  1150  Grand 
Ave.,  P.O.  Box  2208,  Kansas  City.  Mis- 
souri 64142;  Denver  Hearing;  Federal 
Energy  Administration,  Attn;  R.  Drawe. 
1075  So.  Yukon  Street,  P.O.  Box  26247, 
Belmar  Branch,  Lakewood,  Colorado 
80226;  San  Francisco  Hearing:  Federal 
Energy  Administration,  Attn;  R.  Laffel, 
111  Pine  Street,  San  Francisco.  Califor- 
nia 94111;  Seattle  Hearing;  Federal  En- 
ergy Administration.  Attn ;  K.  Coronetz, 
Federal  Office  Building,  915  Second  Ave- 
nue, Room  1992,  Seattle,  Washington, 
98174; 

Hearing  Locations 

Washington  Hearing:  Room  3000A, 
12th  &  Pennsylvania  Avenue  NW..  9:30 
a.m.,  Washington.  DC.  20461;  Boston 
Hearing;  John  F. '  Kennedy  Federal 
Building.  Room  2003,  Government  Cen- 
ter. Boston.  Massachusetts  02114;  New 
York  Hearing:  Federal  Building,  Room 
305C,  26  Federal  Plaza,  New  York,  New 
York  10007;  PhUadelphia  Hearing:  Fed- 
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eral  Building.  Conference  Room  IIB, 
1421  Cherry  Street.  Philadelphia,  Penn- 
svlvania  19102;  Atlanta  Hearing;  At- 
lanta Civic  Center.  Room  201.  395  Pied- 
mont Avenue  NE..  Atlanta,  (jeorgta 
30308;  Chicago  Hearing;  Everett  Mc- 
Kinley  Dirksen  Building,  Room  204A. 
219  S.  Dearbome  Street.  Chicago,  Illi- 
nois 60604;  Dallas  Hearing:  Federal 
Energj-  Administration  Training  Room 
250,  2626  W.  Mockingbird  Lane,  Dallas, 
Texas  75235;  Kansas  City  Hearing:  Fed- 
eral Building.  Room  302.  911  Walnut 
Street.  Kansas  City.  Missouri  64106; 
Denver  Hearing:  Main  Post  Office  Build- 
ing. Room  269,  18th  k  Stout  Street, 
Denver,  Colorado  80226;  San  Francisco 
Hearing:  U.S.  Environmental  Protection 
Agency,  Second  Floor  Conference  Room 
(A  &'B).  100  California  Street,  San 
Francisco,  California  91411;  Seattle 
Hearing;  Federal  Building.  S.  Audi- 
torium, 4th  Floor,  915  Second  Avenue, 
Seattle,  Washington  98174. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Robert  C.  Gillette  (Hearing  Proce- 
dures), 2000  M  Street  NW.,  Room 
2214B,  Washington,  D.C,  20461  (202> 
254-5201. 

Ed  Vilade  (Media  Relations',  12th  & 
Pennsylvania  Avenue  NW..  Room 
3104,  Washington.  D.C.  20461  (202) 
566-9833. 

Bill  Gillespie  i Program  Office — Data), 
12th  k  Pennsylvania  Avenue  NW.. 
Room  4430,  Washington.  DC.  20461 
(202)  566-9307. 

Ed  Mampe  (Program  Office — Pricing) . 
2000  M  Street  NW.,  Room  2304.  Wash- 
ington, DC.  20461   (202)    254-7200. 

Laura  Kuitunen  (Office  of  (jeneral 
Counsel) ,  12th  &  Pennsylvania  Avenue 
NW.,  Room  5138.  Washington,  D.C 
20461    (202)    566-9567. 

SUPPLEMENTARY  INFORMATION; 

L  Introduction,  A.  Background.  B. 
Price  Monitoring  System  Adopted. 

n.  Index  Prices  Again  Exceeded. 

m.  FEA  Monitoring  Commitment 
Expired. 

rv.  Comments  and  Data  Requested. 

V.  Comment  Procedures.  A.  Written 
Comments.  B.  Public  Hearings. 

VI.  Other  Matters. 

I.  Introduction 

A.  B.^CKGROUND 

The  full  discussion  of  the  FEA's  mid- 
dle distillate  price  index  and  monitoring 
By^m.  and  of  the  Increases  In  survey 
prices  to  levels  above  the  index  levels  In 
the  North  Central  region  during  Janu- 
arv"  and  March,  is  contained  in  FEA's 
notice  issued  on  March  28,  1977  (42  PR 
16807.  March  30,  1977  (. 

In  that  notice  ^FEA  stated  that  final 
data  for  January  and  preliminary 
weekly  survey  data  for  March  indicated 
that  the  Index  prices  for  middle  distil- 
lates were  exceeded  by  survey  prices  to 
the  North  Central  region.  FEA.  there- 
fore. Issued  a  notice  of  proposed  rule- 
making and  held  hearings  In  Chicago  on 


this  subject  on  April  4  and  April  12.  1977. 

In  the  March  28.  1977  noUce,  FEA 
stated  tliat  at  the  time  of  the  July  1. 
1976  exemption  of  middle  distillates 
from  FEA's  price  and  allocation  regula- 
tions, FEA  adopts!  a  procedure  for 
monitoring  prices  of  middle  distillates; 
actual  prices  were  to  be  compared  to  the 
prices  projected  to  remain  in  effect  if 
controls  had  continued  '  index"  or 
"trigger"  prices),  nationally  and  re- 
gionally, as  described  below. 

On  June  15,  1976  FEA  Issued  and  sub- 
mitted to  the  Congress  two  separate 
amendments  which  provided  for  the 
exemption  of  middle  distillates  from  al- 
location and  price  controls.  The  first 
amendment  related  to  the  exemption  of 
No.  2  heating:  oil  and  No.  2-D  diesel  fuel 
and  the  second  amendment  provided  for 
the  exemption  of  No.  1  heating  oil.  No. 
1-D  diesel  fuel,  and  kerosene.  Since 
neither  of  these  amendments  was  dis- 
approved by  either  house  of  Congress 
pursuant  to  the  review  procedures  set 
forth  in  section  551  of  the  Energy  PoUcy 
and  Conservation  Act,  the  amendments 
became  effective  July  1.  1976, 

In  its  discussions  wiUi  members  of 
Congress  regarding  these  amendments, 
and  in  response  to  concerns  expressed 
by  these  members.  FEA  committed  to 
take  certain  actions  following  the  effec- 
tiveness of  the  exemption  to  assure  that 
no  unwarranted  price  Increases  would 
occur  once  controls  were  removed. 

More  specifically,  FEA  at  that  time 
stated  that  It  would  adopt  a  procedure 
for  monitoring  prices  of  middle  distillates 
with  tlie  following  three  main  elements; 

1.  A  quic:c-respoi«e  price  monltorUig  sys- 
tem on  a  weekly  basis  during  the  heating 
•-ea.'ion  and  monthly  at  other  tUnes  ( based 
on  FEAs  ciirrent  reporting  system  and  tele- 
phone surveys)  that  will  compare  actual 
prices  with  projections  of  what  prlce.'s  would 
have  been  li  regulatory  controls  were  still 
in  effect  (-controlled"  prices).  (41  FR  30281, 
July   22,    1976) 

FEA  had  earher  stated  that  the  projec- 
tion to  the  preceding  paragraph  would 
be  generated  by  taktog  lirto  account 
three  principal  factors; 

[a]  The  current  level  aiid  projected  in- 
crease In  the  cost  of  crued  oU  under  the 
pro\islons  of  the  Energy  PoUcy  and  Con- 
servation Act  and  incorporating  projections 
of  the  increased  dependen.«  on  ImportB  and 
imported  crude  prloe.s. 

[b]  An  index  that  beet  reflects  the  in- 
creased cost  of  doing  business  for  refiners 
and  marlteters.  The  specific  Index  to  be  used 
wlU  be  .^elected  after  aji  evaluation  of  com- 
ments as  to  the  appropriateness  of  alterna- 
tive indices  to  be  considered  at  the  public 
hearings. 

[c]  A  seasonal  pattern  of  price  variations 
derived  from  an  analysis  of  the  years  1968 
to  1972  inclusive.  This  will  provide  a  long 
enough  period  of  reasonable  market  con- 
ditions to  establish  an  appropriate  pattern 
of  seasonal  variations  to  be  expected  with- 
out controls.  (Letters  from  FYank  Zarb  to 
Senator  Henry  M.  Jackson  and  to  Senator 
Edward  M.  Kennedy,  June  25,   1976  ) 

The  other  main  elements  of  the  proce- 
dure were  stated  by  FEA  to  be: 

2  Establishment  of  two  cents  per  gallon 
as  the  maximum  amount  by  which  average 
actual     prlcea     oould     exceed     "controlled" 


prices  on  a  national  basis  and  still  be 
deemed  reasonable.  In  addition,  since  the 
foregoing  index  price  or  standard  could  be 
met  by  offsetting  excessive  price  increases  in 
one  region  by  price  reductions  in  another. 
FEA  also  agreed  to  estAblish  appropriate 
regional  index  prices  by  which  to  Judge  the 
reasonableness  of  price  increases  In  exctss 
of  "controlled"  prices  on  a  reglon-b"-reglon 
bast?. 

3.  Spei^ific  FEj\  obligations  to  take  certain 
actions  If  actual  prices  are  found  to  exceed 
the  foregoing  index  price  limltB — i.e..  (a) 
to  hold  public  hearmgs  within  ten  days  to 
determine  the  causes  of  the  excessive  price 
levels  and  to  solicit  comments  on  actions 
necessary  to  return  actual  prices  to  levels 
at  or  below  the  Index  price  level,  and  (b) 
to  take  within  ten  days  of  completion  of 
hearings  such  action  as  may  be  required  to 
restore  prices  to  those  levels  within  cne 
month.   (41  FR  30281.  July  22.  1976  ) 

B.  PRICE  MONITORING  SYSTEM  ADOPTED 

Pun^uant  to  its  commitments  to  mem- 
bers of  Congress,  as  indicated  above,  on 
September  15,  1976  FEA  adopted  the 
following  pnce  monitoring  system.  t41 
FR  41155,  September  21,  1976) 

1.  Wational  Index  Price. — In  general. 
two  separate  national  todex  prices  are 
computed  <each  month  through  Septem- 
ber 1976  and  each  week  from  October 
J976  through  March  1977)  based  on  ac- 
tual average  June  1976  prices  for  No.  2 
heating  oil  and  No.  2-D  diesel  fuel,  ad- 
justed to  take  into  account  <1)  seasonal 
price  variations  of  both  products  during 
1960-1967.  (2)  actual  tocreases- de- 
creases in  the  price  of  imported  and 
domestically  produced  crude  oil,  <3'  ac- 
tual tocreases  decreases  to  the  prices  of 
Imported  middle  distillates  (weighted 
by  their  monthly  relative  volumes  in 
1972,  the  last  normal  import  year  before 
the  embargo'.  <4)  tocreases  to  non- 
product  costs  or  refiners,  as  defined  and 
limited  under  FEA  cost  pass-through 
regulations,  and  estimated  tocreases  to 
operating  costs  of  resellers  and  retailers. 
and  <5)  the  two  cents/gallon  fiexlbility 
factor. 

Only  prices  for  No.  2  heattog  oil  and 
No.  2-D  diesel  fuel  are  tocluded  in  com- 
juting  the  todlces.  However,  prices  for 
No.  1-D  diesel  fuel,  kerosene,  and  other 
middle  distillates  not  tocluded  to  the 
todex  are  periodically  monitored  by  FEA 
using  sales  price  data  reported  to  F^A 
by  refiners  and  large  resellers.  If  price 
tocreases  for  such  products  not  to  the 
todex  differ  significantly  from  price  to- 
creases for  products  to  the  todex.  FEA 
undertook  to  tovestigate  and  take  appro- 
priate action. 

2.  National  Monitoring. — Actual  aver- 
age national  prices  for  No.  2  heating  oil 
and  No.  2-D  diesel  fuel  at  the  retail  level 
(i.e.,  prices  to  all  end  users,  tocludtog 
residential,  commercial,  and  todustriaJ) 
were  to  be  determined  by  FEA  on  a 
monthly  basis  through  September  1976 
and  on  a  weekly  basis  from  October  1976 
through  March  1977.  These  retail  prices 
are  compared  with  the  national  todex 
prices  for  the  corresponding  period.  FEA 
also  monitors  prices  at  the  reftoer  and 
reseller  levels  to  determtoe  relative  price 
changes  for  reftoers,  resellers,  and  re- 
tailers. 
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3.  Remedial  Process.— FEA  stated  that 
if  It  determined  that  actual  average  na- 
tional prices  had  exceeded  the  naiional 
index  prices,  the  remedial  process  out- 
lined in  Section  I.B.3.  above  would  com- 
mence, beginning  with  pubhc  hearings 
within  ten  days  to  determine  the  causes 
and  appropriate  remedies  for  the  prlc- 
ir.i<  exce^^. 

Option.-  available  to  FEA  to  restore 
prices  to  levels  at  or  below  the  national 
index  price  were  stated  to  include:  (li 
reimposition  of  complete  price  and  al- 
location controls  over  the  entire  mdus- 
try,  (2'  imposition  of  i>artial  price/al- 
location controls  over  the  entire  In- 
dustry, '31  miposition  of  full  or  partial 
controls  over  certain  segments  or  dis- 
tribution levels  of  the  iiidustry,  and  (4) 
modification  of  FEA's  entitlement-;  pro- 
gram to  reduce  the  cost  of  imported  mid- 
dle dLstlHates. 

4.  Regional  Index  Prices  and  Monitor- 
ing.—A  system  of  regional  index  prices 
was  adopted  to  protect  against  undtUy 
disproportionate  price  increases  m  one 
or  more  regions  even  though  actual  aver- 
age national  prices  did  not  exceed  the 
national  index  prices. 

Regional  index  prices  are  computed 
and  monitored  on  essentially  the  same 
basLs  as  the  national  Index  prices,  ex- 
cept that  the  June  1976  price  basis  and 
some  of  the  adjustment  factors  are  re- 
lated to  the  region  concerned  rather 
than  the  nation.  FEA  noted  that  regional 
index  prices  would  appropriately  differ 
from  the  national  index  prices  due  to 
variances  among  the  regions  in  June 
1976  average  middle  distillate  prices,  dif- 
ferences m  percentages  of  sales  by  non- 
refiners,  and  differences  in  the  adjust- 
ment for  imports. 

Actual  regional  price  data  would  be 
determined  m  a  maimer  similar  lo  that 
described  for  monitoring  actual  national 
price  levels.  FEA,  however,  also  moni- 
tors "rack"  prices  by  state. 

If  actual  average  regional  retail  prices 
were  to  exceed  the  index  prices  for  the 
region  concerned.  FEA  undertook  to 
Initiate  remedial  action  in  accordance 
with  the  same  procedures  outlined  above 
in  section  LB. 3.  for  national  prices. 

Four  regions  were  adopted:  Northeast, 
North  Central,  South,  and  West. 

FEA.  however,  inadvertently  mis- 
stated the  description  of  the  manner  in 
which  crude  oil  cost  increa-ses  are  re- 
flected in  the  FF^A  index  prices  which 
appeared  in  section  HE.  of  the  March 
28,  1977  notice  Tlie  correct  description 
follows: 


5.  Two-month  lag  in  cost  reflection  re- 
placed by  one-month  lag.  The  index  ori- 
ginally operated  so  that  the  factors  for 
mcrea-sed  crude  oil  costs  (as  well  as  in- 
creased prices  for  Imported  middle  dis- 
tillates and  refiners'  Increased  nonprod- 
uct  costs)  were  included  with  a  two- 
month  lag.  The  two-month  lag  was 
adopted  so  that  these  costs  could  be 
based  on  actual  data  reported  to  tlie 
FEA.  Under  continued  controls,  these 
costs  could  actually  have  been  passed 
through  with  a  one-month  lag.  FEA  spe- 
cifically recognized  the  additional  one- 
month  lag  problem  with  respect  to  crude 
oU  In  its  September  15,  1976  notice  and 
decided  to  continue  to  consider  alter- 
native methods  for  projections  witli  a 
one-month  lag. 

The  computation  of  the  index  value  in 
accordance  with  the  procedures  outlined 
In  the  September  15,  1976  notice  did  not 
permit  the  Index  price  to  reflect  OPEC 
price  Increases  imtfl  the  close  of  the  sec- 
ond month  following  the  month  in 
which  they  occurred.  Thus,  for  example, 
mider  the  September  15  procedure,  an 
increase  in  OPEC  prices  during  Decem- 
ber 1976  would  not  have  been  reflected  in 
the  index  price  until  the  end  of  Febru- 
ary 1977. 

Thus,  except  to  the  extent  that  actual 
Increases  In  middle  distillate  prices  re- 
sulting from  an  Increase  In  OPEC  prices 
were  absorbed  by  the  two-cent  per  gal- 
lon flexibility  factor,  the  Index  prices  as- 
siune  that  refiners  absorb  the  increased 
crude  oil  cost  rise  for  two  months.  Under 
continued  controls,  on  the  other  hand, 
refiners  would  have  been  required  to  ab- 
sorb the  Increase  for  only  one  month 
before  p«issin«  It  through.  Such  a  result 
was  not  conslstaat  with  the  intent  of  the 
index  vEilue  mechanism. 

Therefore,  effective  February  1.  1977, 
the  FEA  adopted  a  revision  to  the  index 
methodolo^-  outlined  In  the  September 
15,  1976  notice.  (42  PR  9415,  February  16, 
1977).  The  revised  procedure  reduced 
the  two-month  lag  in  incorporatmg  in- 
creased crude  oil  costs  to  one  month. 
EL  iNVEs.  Prices  Again  Exceeded 
Survey  prices  again  exceeded  index 
values  for  the  weeks  ending  April  9,  16, 
23.  and  30,  for  the  nation  by  0.1-0.2  cent, 
in  the  South  by  0.5-0.6  cent,  and  In  the 
North  Central  region  by  1.1-1  2  cents. 
The  survey  price  in  the  Northeast  region 
equalled  the  Index  value.  For  the  week 
ending  April  2,  the  survey  price  in  the 
South  exceeded  Its  index  value  by  0  1 
cent.  See  tables  below. 
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KIDDLE  DISTILLATES  POST-EXEMPTICX;  MQ^ITCRING  REPC«T 
April  30,    1977 


Table  I 
Heating  Oil  Survey  Price/Index  Price 
(Figures  in  cents  per  gallon) 


Jiatg 1  .^artb^ast .  1 . .  Sautb. 


Jun  76 
Jul  76 
Aug  76 
Sep  76 

Oct  ■'e 

ik)V  76 
Dec  "76 
Jan  77 
Feb  77 


;  38.2/40.2 

j  38.1/39.6 

j  38.6/40.7 

]  39.1/41.0 

1  39.6/41.5 

j  40.V42.0 

1  41.9/42.9 

)  43.2/43.5 

1  44.2/45.2 


j  34.3/36.3 

1  34.1/35.9 
1  34.4/36.7 
]  34.7/37.0 
1  35.0/36.9 
1  36.3/37.9 
]  37.3/38.8 
1  38.6/39.3 
1  39.7/40.7 


^icr 


:,h 


Jd&i 


.[...M'2' 


35.0/37.0 

35.2/36.6 
35.4/37.3 
35.V37.7 
36.0/37.6 
37.1/38.6 
38.6/39.5 
40.4/40.0 
41-1/41.4 


1  35.2/40.2 
j  38.1/39.8 
1  38.7/40.5 
j  39.5/40.9 
i  39.6/41.0 


]  39.4/42.8 
]  40.2/43.3 

1  40.9/44." 


]  36.6/38.6 

1  36.5/38.1 

1  36.9/38.9 

1  37.3/39.3 

1  37.7/39.4 

1  39.7/41.8  j  38.7/40.2 

39.8/41.1 

41.2/41.7 

42.1/43.2 


Mar  5 
Mar  12 
Mar  19 
Mar  26 

Apr  2, 
Apr  9 
Apr  16 
Apr  23 
Apr  30 


1  44.4/44.9 

]  44.5/44.9 

]  44.6/44.9 

;  44.7/44.9 

1  44.7/44.9 

1  44.7/44.7 

]  44.7/44.7 

1  44.7/44.7 

'  44.7/44.7 


;  39.9/40.5 
]  40.1/40.5 
1  40.4/40.5 
j  40.5/40.5 
1  40.6/40.5 
1  40.7/40.2 
1  40.7/40.2 
i  40.8/40.2 
1   40.8/40.2 


41.4/41.: 
41.6/41.2 

41.7/41.2 

41.8/41.2 

42.0/41.2 

42.0/40 

42.1/40 

42.1/40 

42.1/40 


\  41.0/44.5 
;  41.1/44.5 
\  41.2/44.5 
1  41.3/44.5 
]  41.5/44.5 
;  41.6/44.1 
1  41.7/44.1 
'  41.7/44-1 
':    41.7/44.1 


42.3/43.0 
42.4/43.0 
42.6/43.0 
42.7/43.0 
42.8/43.0 
42.8/42.7 
42.9/42.7 
42.9/42.7 
42.9/42.7 


Table  I  shows  the  results  of  the  FEA's  system  for  post-exemption 
monitoring  of  middle  distillate  prices.      Vhe  "index  price" 
(right  of  the  slash)   is  FEA's  best  estimate  of  what  average  prices 
would  have  been  under  controls  plus  a  two  cents  per  gallon  flexi- 
bility factor  to  account  for  st:atistical  error  and  factors  not 
otherwise  included  in  the  index  equatiion  that  could  have  affected 
prices  under  controls.     The  "survey  price"    (left  of  the  slash) 
for  heating  oil  is  a  four-wee)c  moving  average  price  for  all  sales 
to  ultLnate  cons'uners  calculated  fron  an  FEA  survey  of  refiners  and 
heating  oil  marketers.     Weekly  estimates  of  survey  prices  are 
revised  each  month  w.hen  the  monthly  survey  statistics  become  avail- 
able.    The  weekly  index  values  are  revised  tc  the  monthly  index 
values  as  soon  as  the  act'-ial  costs  data  usei  in  tne  calculaticr. 
of  the  monthly  index  value  become  available  tc  the  FEA.     A 
detailed  explanation  of  t:he  m:rnitoring  system  is  provided  in  tiie 
September  21,   1976,   Federal  Register  notice,   in  which  it  was 
indicated  that  FEA  might  subseg"uently  shift  tc  a  one-mont-h  lag 
for  including  cnx3e  oil  prices  in  the  index.     The  method  of  cal- 
culating crude  costs  in  the  index  was  changed  from  a  two-month  lag 
to  a  one-month  lag  on  February  5,    1977.     fqj-  further  details,   see 
.  ■  ^fihniflrY.l^i, .IS^."!!. .Feggraliis^stsrv 


Source:  Tu-. 
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Table  II 
RESIEOTTIAL  HEATING  OIL  PRICES. 
(Figures  in  cents  per  gallon) 


.  .Date . 

Jun.  76 
Jul  76 
Aug  76 
Sep  76 

Oct  75 

^^ov  76 

Dec  76 
Jan  77 
Feb  7-? 


Mar  5 

Mar  12 
Mar  ]^ 
Mar  26 

Apr  2 
Apr  9 
Apr  16 
Apr  23 
Apr  30 


North       1  1 

V     n^r.^^.1       \        V^enf  1  ■  .  ■  U.S. 


40.3 
40.1 
40.7 
41.2 
41.6 
42.7 
43.9 
45.2 
46.1 


46.3 
46.4 
46.5 
46.6 
46.6 
46.6 
46.6 
46.6 
46.7 


33.3 
38.0 
38.7 
39.0 
39.9 
41.6 
42.5 
43.3 
45.1 


J- 


37.4 
37.6 
37.8 
38.1 
38.5 
39.8 
41.3 
42.9 
43.7 


43.9 
44.1 
44.2 
44.4 

44.5 
44.5 
44.5 
44.6 
44.5 


41.5 
42.0 
42.2 
42.5 
43.5 
44.0 
43.8 
44.6 
45.4 


45.5 
45.6 
45.7 
45.9 
46.0 
46.1 
46.1 
46.2 
46.2 


39.3 
39.3 
39.8 
40.2 
40.7 
41.9 
43.0 
44.4 
45.3 


45.5 
45.6 
45.7 

45.8 
45.9 
45.9 
45.9 
45.9 
45.9 


Not<^:     The  prices  in  Table  II  are  four-veek  moving  averages. 

Actual  heating  oil  prices  for  any  particular  firm  may  be 
above  or  below  these  averages.     Within  each  region  and 
across  the  Nation  as  a  whole,  a  considerable  range  occurred 
in  residential  prices  among  individual  firms.     The  variation 
in  the  Northeast  for  the  week  ending  April  30,  for  exannple, 
ranged  from  about  41  to  50  cents  per  gallon  and  in  the  Vtest 
most  prices  fell  in  the  range  from  39  to  47  cents  per  gallon 
except  for  those  in  Alaska  which  rar.ged  up  to  61  cents  per 


Source:     FEA 


E-77-163 

m.  FEA  Monitoring  Commitment 

FEA  represented  to  the  Congress  >  and 
stated  In  its  prior  notices  i  that  If  sur\-ey 
prices  exceeded  Index  prices  either  re- 
gionally or  nationally  it  would  •••  •  • 
hold  public  hearings  within  ten  days  to 
determine  the  causes  of  the  excessive 
price  levels  •  •  •  and  •  '  •  take  within 
ten  days  of  completion  of  hearings  such 
action  as  may  be  required  to  restore 
prices  to  those  levels  within  one  month." 

FEA's  commitment  was  for  the  period 
September  1,  1976,  through  March  31. 
1977  I  but  the  weekly  monitoring  and  trig- 
ger system  was  voluntarily  extended 
through  April  30.  1977,  and  the  monthly 
monitoring  and  trigger  system  has  been 
extended  Indefinitely)  The  Congres- 
sional commitment  for  monitoring  and 
taking  corrective  action  because  of  the 
levels  of  survey  prices  described  above 


has,  therefore,  expired.  Nevertheless, 
FEA  intends  as  soon  as  practicable  after 
the  national  hearings,  to  take  any  fur- 
ther appropriate  action. 

IV.  Comments  and  Data  Requested 

Tlie  purpose  of  further,  national  hear- 
ings Is  to  provide  an  additional  oppor- 
tunity for  receipt  of  comments  on  and 
testimony  what  further  action,  If  any.  la 
appropriate  with  respect  to  middle  dis- 
tillates over  the  next  heating  season. 

Comments  are  specifically  requested 
on: 

Whether  any  of  the  price  increases 
were  cost- justified  (particularly  by  in- 
creased transportation  and  delivery 
costs)  but  not  reflected  In  FEA's  Index 
prices  (quantify  any  responses  to  relate 
any  such  increased  costs  to  regionaJ  or 
national  unit  sales  of  heating  oil,  e.g.. 


t50.000  in  extra  labor  costs  from  unusual 
overtime  in  the  North  Central  region  re- 
sulted in  a  0.2  cents  per  gallon  cost  in- 
crease for  heating  oil  in  that  region*. 

Whether  FEA  should  continue  the 
index  and  monitoring  system,  and.  if  so. 
with  what  revisions,  if  any. 

Whether  FT:a  should  expand  the  num- 
ber of  firms  surveyed  to  obtain  price  data 
that  is  statistically  valid  on  a  state-by- 
state  basis,  at  least  in  some  regions. 

Whether  such  aggregated  stat-ewide 
survey  data  should  be  made  available  to 
the  states  and  whether  state,  rather  than 
FEA,  monitoring  of  heating  oil  prices 
would  be  appropriate. 

Whether  som^form  of  heating  oil  set- 
aside  program  should  be  reinstituted 
during  the  next  heating  season  and,  if 
so.  whether  it  should  be  administered  by 
state  offices  or  by  FEA,  and 

Whether  some  form  of  price  and/or 
allocation  controls  should  be  reinstituted. 

FEA  intends  to  publish  within  about 
two  weeks  a  notice  setting  forth  an  anal- 
ysis of  the  dLstillate  monitoring  system 
survey  and  index  prices  on  a  national 
basis,  as  an  aid  to  persons  wishing  to 
participate  in  the  proceeding. 

V.  Comment  Procedures 

A.  WRITTEN   COMMENTS 

Interested  persons  are  Invited  to  par- 
ticipate in  this  rulemaking  by  submitting 
data,  views,  or  arguments  with  respect 
to  the  proposals  set  forth  in  this  no- 
tice to  Executive  Commujiications,  Fed- 
eral Energy  Administration.  Comments 
should  be  identified  on  ttie  outside  en- 
velope and  on  documents  submitted  to 
FEA  Executiv^Communications  with  the 
designation  "Middle  Distillate  Price 
Monitoring."  Box  LO.  Fifteen  copies 
should  be  submitted.  All  comments  re- 
ceived by  FEA  will  be  available  for  public 
Inspection  in  the  FEA  Reading  Room. 
Room  2107.  Federal  Building.  12th  and 
Pennsylvania  Avenue  NW..  between  the 
hours  of  8  a.m.  and  4:30  p.m.,  Monday 
through  I-Yiday. 

Any  information  or  data  considered  by 
the  person  furnishing  it  to  be  confiden- 
tial must  be  so  identified  and  submitted 
in  writing,  one  copy  only.  The  FEA  re- 
serves the  right  to  determine  tne  confi- 
dential stattis  of  the  information  or  data 
and  to  treat  it  according  to  its  determin- 
ation. 

B.  PUBUC   HEARINGS 

1.  Request  procedure.  The  times  and 
places  for  the  hearings  are  indicated  In 
the  dates  section  of  this  preamble.  If 
necessary  to  present  all  testimony,  the 
hearing  will  be  continued  at  9:30  a.m.  of 
the  next  business  day  following  the  first 
day  of  the  hearing. 

Any  person  who  has  an  interest  in  the 
proposed  amendments  issued  today,  or 
who  Is  a  representative  of  a  group  or 
class  of  persons  that  has  an  interest  in 
today's  proposed  amendments,  may 
make  a  written  request  for  an  oppor- 
tunity to  make  oral  presentation.  The 
person  making  the  request  should  be 
prepared  to  describe  the  interest  con- 
cerned. If  appropriate,  to  state  why  he 
or  she  Is  a  proper  representative  of  a 
group  or  class  of  persons  that  has  such 
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an  Interest,  and  to  give  a  concise  sum- 
mary of  the  proposed  oral  presentation 
and  a  i^cwie  number  where  he  or  she 
may  be  contacted  through  the  day  before 
the  hearing. 

Each  person  selected  to  be  heard  will 
be  so  notified  by  the  FEA  before  4:30 
p.m.,  local  time  July  6,  1977  and  mxist 
submit  100  copies  of  his  or  her  statement 
to  the  address  given  above  for  requests 
to  speak,  for  the  location  concerned,  be- 
fore 4:30  p.m..  local  time  on  July  15, 
1977. 

2.  Conduct  0/  the  hearings.  The  FEA 
reserves  the  right  to  select  the  persons 
to  be  heard  at  these  hearings,  to  sched- 
ule their  respective  presentations,  and  to 
establish  the  procedures  governing  the 
conduct  of  the  hearings.  The  length  of 
each  presentation  may  be  limited,  based 
on  the  number  of  persons  requesting  to 
be  heard.  An  FEA  official  will  be  desig- 
nated to  preside  at  the  hearings.  These 
will  not  be  judicial  or  e\1dentiary-type 
hearings.  Questions  may  be  asked  only 
by  those  conducting  the  hearings,  and 
there  will  be  no  cross-examination  of 
persons  presenting  statements.  Any  deci- 
sion made  by  the  FEA  with  respect  to 
the  subject  matter  of  the  hearings  will 
be  based  on  aU  information  available  to 
the  FEA.  At  the  conclusion  of  all  initial 
oral  statements,  each  person  who  has 
made  an  oral  statement  will  be  given  the 
opportunity.  If  he  so  desires,  to  make  a 
rebuttal  statement.  The  rebuttal  state- 
ments will  be  given  in  the  order  in  which 
the  initial  statements  were  made  &n.d. 
will  be  subject  to  time  Limitations. 

Any  Interested  person  may  submit 
questions  to  be  asked  of  any  person 
making  a  statement  at  the  hearings. 
Such  questions  must  be  submitted  to  the 
address  indicated  above  for  requests  to 
speak,  for  the  location  concerned,  before 
4:30  p.m..  local  time  July  6.  1977.  Any 
person  who  wishes  to  ask  a  question  at 
the  hearings  may  submit  the  question. 
In  writing,  to  the  presiding  oflBcer.  The 
FEA  or  the  presiding  officer,  if  the  ques- 
tion is  submitted  at  the  hearings,  will 
determine  whether  the  question  is  rele- 
vant, Eind  whether  the  time  limitations 
permit  It  to  be  presented  for  answer. 

Any  further  procedural  rules  needed 
for  the  proper  conduct  of  the  hearings 
will  be  announced  by  the  presiding 
officer. 

A  transcript  of  the  hearings  wiU  be 
made  and  the  entire  record  of  the  hear- 
ings. Including  the  transcript,  will  be 
retained  by  the  FEA  and  made  available 
for  inspection  at  the  Freedom  of  In- 
formation Office.  Room  2107.  Federal 
Building,  12th  and  Pennsylvania  Ave- 
nue NW.,  Washington,  D.C.,  between  the 
hours  of  8  a.m.  and  4:30  p.m.,  Monday 
through  Friday.  Anj-  person  may  pur- 
chase a  copy  of  the  transcript  from  the 
reporter. 

In  the  event  that  it  becomes  necessary 
for  the  FEA  to  cancel  a  hearing.  FEA 
will  make  every  effort  to  publish  advance 
notice  in  the  Federal  Register  of  such 
cancellation.  Moreover,  FEA  will  notify 
aU  persons  scheduled  to  testify  at  the 
hearings.  However,  It  Is  not  possible  for 
FEA  to  give  actual  notice  of  cancella- 
tions or  changes  to  persons  not  idwitifled 


to  FEA  as  participants.  Accordingly,  per- 
sons desiring  to  attend  a  beartng  are 
advised  to  contact  FEA  on  the  last  work- 
ing day  preceding  the  date  of  the  hear- 
ing to  confirm  that  It  will  be  held  as 
scheduled. 

VI.  Other  Matters 

This  proposal  has  been  reviewed  in 
accordance  with  Executive  Order  11821, 
issued  November  24,  1974,  and  has  been 
determined  not  to  be  of  a  nature  that 
requires  an  evaluation  of  Its  economic 
Impact  pui-^uant  to  Executive  Order 
11821. 

As  required  by  section  7(c)  (2  >  of  the 
Federal  Energy  Administration  Act  of 
1974,  Pub.  L.  93-275,  a  copy  of  this  no- 
tice has  been  submitted  to  the  Adminis- 
trator of  the  Environmental  Protection 
Agency  for  his  comments  concerning  the 
impact  of  this  proposal  on  the  quahty 
of  the  environment.  The  Administrator 
had  no  commeiits  on  the  pix>posal. 

(Emergency  Petroleum  Allocation  Act  of 
1973.  Pub  L.  93-159.  as  amended.  Pub  L  93- 
611,  Pub.  L.  94-99.  Pub.  L  94-133,  Pub.  L. 
94-163,  and  Pub.  L.  94-385;  Federal  Energy 
Administration  Act  of  1974,  Pub.  L.  &3-275.  as 
amended.  Pub.  L.  94-163,  as  amended.  Pub. 
L.  94-385;   E.O.   11790.  39  FR  23186.) 

In  consideration  of  the  foregoing, 
Parts  211  and  212  of  Chapter  H.  TiUe 
10  of  the  Code  of  Federal  Regulations.  Is 
proposed  to  be  amended  In  accordance 
with  the  foregoing  proposal. 

Lssued  In  Washington.  DC  .  May  26. 
1977. 

Eric  J.  Pygi, 
Acting  General  Counsel. 
Federal  Energy  Administration 
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[  10  CFR  Part  430  ] 

ENERGY  CONSERVATION   PROGRAM   FOR 
APPLIANCES 

Proposed  Rulemaking  and  Public  Hearing 
Regarding  Test  Procedures  for  Humidifiers 

AGENCY:  Federal  Energy  Admini^tra- 
tion- 

ACnON:  Proposed  rule. 

SUMMARY:  The  Federal  Energy  Ad- 
ministration hereby  proposes  to  amend 
its  regulations  in  order  to  prescribe  test 
procedures  for  humidifiers  xmder  the 
Energy  Policy  and  Conservation  Act 
The  Act  requires  that  standard  methcxis 
for  testing  humidifiers  be  prescribed  as 
part  of  the  energj-  conservation  program 
for  appliances.  The  intended  effect  of 
this  proposal  is  to  implement  the  Act's 
requirements  for  the  solicitation  of  pub- 
lic comments  before  the  test  procedures 
are  prescribed. 

DATES:  Comments  by  July  21,  1977, 
4:30  p.m.;  requests  to  speak  by  July  18. 
1977.  4:30  p.m.;  statements  by  July  21. 
1977,  4:30  p.m.;  hearing  to  be  held  on 
July  27.  1977.  at  9:30  a.m. 

ADDRESSES:  Comment.-  and  requests 
to  speak  at  the  heanng  to:  Executive 
Communications.  Room  3317,  Federal 
Energy  Administration.  Box  WV,  Wash- 
ington. D.C.  20461:  statements  to  Execu- 


tlT8  CcHnmunlcations,  Room  3317,  Fed- 
eral Energy  Administration,  12th  and 
Pennsylvania  Avenue  NW..  Washington, 
D.C.  20461.  Hearing  held  at:  Federal 
Building,  Room  3000A.  12th  and  Penn- 
sylvania Avenue  NW.,  Washington.  DC. 
20461. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  A.  Smith  ^Program  Office*. 
Room  307,  Old  Post  Office  Building, 
12th  Street  and  Pennsylvania  Avenue 
NW.,  Washington.  DC.  20461  '202- 
566-4635);  Robert  C.  Gillette  'Hear- 
ing  Procedures  > .  2000  M  Street  NW.. 
Room  2222A.  Washington.  DC.  20461 
1 202-254-5201  >  ;  Jim  Mema  'Media 
Relations*.  12th  and  Pennsylvania 
Avenue  NW..  Room  3104.  Washington. 
DC.  20461  '202-566-9833*  ;  William  J. 
Dennison  '  Office  of  General  Counsel  > , 
12th  and  Pennsylvania  Avenue  NW., 
Room  7148,  Washington,  DC.  20461 
'202-566-9750'. 

SUPPLEMENTARY       INFORMATION : 
A.  Background 

The  Federal  Ener-^y  Administration 
(FEA>  proposes  to  amend  Chapter  n  of 
Title  10.  Code  of  Federal  Regulations.  In 
order  to  prescribe  test  procedures  for 
humidifiers  under  section  323.  42  U.6.C. 
6293  of  the  Energs-  Pohcy  and  Conserva- 
tion Act  (Act'  (Pub.  L  94-163'  The  Act 
requires  that  FEA  prescribe  standard 
methods  for  testing  covered  appliances. 
Development  of  test  procedures  is  one 
discrete  part  of  the  energy  consenation 
program  for  appliances.  Even  when  pro- 
mulgated, final  test  procedures  will  not 
of  themselves  require  testing  to  be  con- 
ducted. They  will  merely  establish 
standard  methods  for  testing  when  test- 
ing is  otherwise  required  by  the  Act  it- 
self or  by  regulations  Implementing 
other  parts  of  the  program.  For  exam- 
ple, the  Federal  Trade  Commission 
(¥^Ck  In  exercLsing  its  appliance  en- 
ergy efficiency  labeling  authority  regard- 
ing a  particular  appliance  type,  may 
well  require  the  application  of  substan- 
tially less  than  all  of  the  final  test  pro- 
cedures apphcable  to  that  apphance 
type. 

By  notice  issued  May  10.  1976  41  FR 
19977,  May  14,  1976),  FEA  proposed  to 
establish  Part  430,  entitled  "Energy 
Conservation  Program  for  Appliances," 
in  Chapter  n  of  Title  10  of  the  Code 
of  Federal  Ftegulation.'^.  That  notice  pro- 
posed a  Subpart  A  to  Part  430,  contain- 
ing general  program  provisions,  and  a 
Subpart  C.  containing  proposed  energy 
efficiency  improvement  targets.  By 
notice  issued  July  22.  1976  '41  FR  31237, 
July  27,  1976' ,  FEA  projxieed  an  amend- 
ment to  proposed  Part  430  to  add  a  Sub- 
part B  which  would  contain  the  appli- 
ance test  procedures  required  to  be  pre- 
scribed by  section  323  of  the  Act  Sub- 
parts A  and  B  were  established  May  24, 
1977  '42  FR  27896.  June  1.  1977). 
Proposed  Subpart  C  has  not  yet  been 
finalized,  and  a  further  proposal  of  Sub- 
part C  will  be  necessary  In  order  to  meet 
the  requirements  of  section  325(a)  (1)  of 
the  Act  as  amended  by  sectlcwi  161  of 


FEDERAL   REGISTER,   VOL.    42,    NO.    105 — WEDNESDAY,    JUNE    1      1977 


27942 

the  Energy-  Conservation  and  Production 
Act  <Pub.  L   94-385  > 

The  notice  L'isued  on  May  24.  19r7,  In- 
cluded final  test  procedures  for  room  air 
conditioners  Bv  notice  Issued  March  17. 
1977  (42  FR  15423.  March  22,  1977) ,  FEA 
proposed  test  procedures  for  dish- 
washers. Tills  notice  also  included  cer- 
tain program  definition.^  which  have  not 
yet  been  finalized  Proposed  test  proce- 
dures for  water  heaters,  television  re- 
ceivers, refrigerators,  and  refrigerator- 
freezers,  freezers,  and  clothes  dr>-en? 
were  Lssued  on  April  21.  1977  <42  FR 
21576  et  seq.,  April  27.  1977'.  Proposed 
test  procedures  for  unvented  home  heat- 
ing equipment  were  L-^sued  on  May  4, 
1977  *42  FR  23860.  May  11.  1977'.  and 
proposed  test  procedures  for  automatic 
and  semiautomatic  clothes  washers  were 
Issued  on  May  11.  1977  f42  FR  25329. 
May  17,  1977'.  along  with  a  determina- 
tion that  test  procedures  cannot  be  pro- 
posed for  any  other  class  of  clothes 
washer.  By  this  notice,  FEA  Is  proposing 
test  procedures  for  humidifiers.  By  sepa- 
rate notice.  FEA  is  also  proposing  today 
test  procedures  for  dehumldlflers. 

Section  323<a)  i2)  of  the  Act  requires 
FEA  to  direct  the.  National  Bureau  of 
Standards  (NBS)  to  develop,  for  speclfl- 
caJly  named  types  of  covered  products, 
test  procediu-es  for  the  determination 
of  tlio  estimated  annual  operating  casts 
and  at  least  one  other  useful  measure  of 
energy  consumption  which  FEA  deter- 
mines Is  lllcely  to  assist  consumers  In 
making  purchasing  decb^ions.  Pursuant 
to  the  Act.  FE-\  directed  N'BS  to  develop 
test  procedures  for  FEA's  use  in  pre- 
scribing test  procedures  under  the  Act. 
As  part  of  this  undertaking.  NBS  evalu- 
ated existing  test  procedures  for  meas- 
uring energy  consumption  of  humidi- 
fiers. 

For  purposes  of  developing  test  pro- 
cedures for  the  determination  of  esti- 
mated annual  operating  costs,  humidi- 
fiers were  divided  into  two  classes  Room 
humidifiers  and  central  system  humidi- 
fiers. Room  humidifiers  provide  humldi- 
ficatlon  to  the  air  proximate  to  such 
humidifier  without  requiring  connection 
to  a  separate  air  dLstributlon  system. 
Central  system  humidifiers  add  humidi- 
fication  to  the  air  stream  of  a  central 
heating  system. 

NBS  has  transmitted  to  FEA  test  pro- 
cedure review  documents  which  reviewed 
existing  test  procedures  for  the  two 
classes  of  humidifiers,  room  and  central 
system  humidifiers,  and  recommended 
test  procedures  for  measUiing  energy 
consuniptlon.  Copies  of  these  review  doc- 
uments will  be  made  available  for  inspec- 
tion by  interested  ix^rsons  as  provided 
for  later  m  this  notice. 

NBS  has  reviewed  two  i:idustry  test 
standards  used  to  measure  humidifica- 
tlMi  rate  <  water  output  capacity*.  These 
two  standards  are  the  Association  of 
Home  Appliance  Manufacturers  ( AHAM) 
Standard  HU-1-72  for  room  humidifiers. 
and  the  Air  Conditioning  and  Refrigera- 
tion Institute  (ARI)  Standard  610-74  for 
coitral  system  humidifiers. 

AHAM  Standard  HU-1-72  was  used  to 
me&sure  the  humidlflcaUon  rate  of  room 
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humidifiers  in  the  NBS  laboratories.  Test 
results  were  found  to  be  accurate  and 
repeatable.  and  NBS  has  recommended 
to  FEA  that  AHAM  Standard  HU-1-72 
form  the  basLs  of  the  proposed  test  pro- 
cedures for  room  humidifiers. 

ARI  Standard  610-74  also  was  re- 
viewed at  NBS  and  found  to  be  accept- 
able for  determining  the  humidification 
rate  of  central  system  humidifiers.  NBS 
has  recommended  to  FEA  that  ARl 
Standard  610-74  form  the  basis  of  the 
proposed  test  procedure  for  central  sys- 
tem humidifiers. 

The  test  procedures  for  room  humidi- 
fiers recommended  by  NBS  and  proposed 
today  incorporate  the  test  method  and 
calculation  procedure  for  determining 
the  humidification  rate  from  the  AHAM 
Standard  HU-1-72.  The  test  procedures 
for  central  system  humidifiers  recom- 
mended by  NBS  and  proposed  today  In- 
corporate the  test  method  and  calcula- 
tion procedure  for  determining  the  hu- 
midification rate  from  the  ARI  Stand- 
ard 610-74. 

Today's  proposal  adds  to  §  430.2  a  def- 
inition of  "dehumldifier"  and  amends  the 
definition  in  §  430.2  of  "basic  model"  by 
adding  a  subparagraph  (ID  applying 
specifically  to  humidifiers.  In  addition, 
§  430.2  contains  definitions  promulgated 
or  proposed  previously  <42  FR  27896. 
June  1,  1977;  42  FR  15423.  March  22. 
1977).  some  of  which  are  applicable  to 
tlie  test  procedures  for  dehumldlflers. 
Comments  on  these  definiticwis  are  timely 
as  provided  below. 

B.  Measttres  of  Energy  Consumption 

The  Act  requires  FEA  to  prescribe  test 
procedures  for  the  determination  of  esti- 
mated  annual   operating   costs   and   at 
least  one  other  ascful  measure  of  energy 
consumption   which   the   Administrator 
determines  is  likely  to  assist  consumers 
in  making  purchasing  decisions.  The  es- 
timated annual  operating  cost  for  room 
and  central  system  humidifiers  In  pro- 
posed §§430.22(k)    (1>  and  (2)  is  based 
upon  the  average  annual  energy  con- 
sumption of  the  humidifier  and  the  rep- 
resentative average  unit  cost  of  energy. 
NBS  has  developed  a  method  of  calcu- 
lating a  typical  annual  cobt  of  operation 
for  room  and  central  system  humidifiers 
which  takes  into  account  the  energy  con- 
sumed by  humidlfler  motors  and  fans, 
integral  electric  resistance  heaters  within 
certain  humidifiers,  and  the  additional 
energy  used  by  the  furnace  to  supply  the 
heat  of  vaporization  of  the  water.  (Heat 
of  vaporization  Is  the  amount  of  heat.  In 
Btu's.  required  to  evaporate  one  pound 
of    water,    and   equais    1,060   Btu's   per 
pound  when  water  temperature  Is  60°  F.) 
Also  reflected  in  the  calculation  are  sea- 
sonal performance  factors  for  different 
t>'pes  of  heating  systems.  The  seasonal 
performance  factors  being  proposed  to- 
day were  recommended  by  NBS  and  were 
■  obtained  from  an  Air  Conditioning  and 
Refrigeration    Institute    submission    to 
NBS  on  a  method  of  calculating  energy 
efBclency  of  central  system  hucnldlflers. 

Also  proposed  In  J  430.22(k)  (3)  are 
test  procedures  regarding  the  estimated 
annual  operating  cost  by  geographic  re- 


gion of  the  United  States,  since  geo- 
graphic location  importantly  influences 
energy  consumption  and  armual  operat- 
ing costs  of  hiimldlflers.  Annual  cost  of 
operation  by  geographic  location  may  be 
useful  for  consumers  in  making  pur- 
chasing decisions  with  respect  to  humidi- 
fiers, in  addition  to  the  single  national 
average  value  applicable  to  any  specific 
unit,  under  proposed  §  430.22*k)  (1)  or 
(2>. 

The  proposed  humidified  test  proce- 
dures for  regional  costs  incorporate  a 
map  of  the  continental  United  States 
with  regional  factors  for  adjusting  the 
representative  average-use  cycle  '  typical 
annual  usage>  of  humidifiers  by  geo- 
graphic location.  The  regional  factors  are 
based  on  an  NBS  report  entitled, 
"Himiidifier  Operating  Hours."  copies  of 
which  will  be  made  available  for  inspec- 
tion by  interested  persons  as  provided 
for  later  in  this  notice. 

An  additional  proposed  measure  of  en- 
ergy consumption  (§§430.22ik>  <4)  and 
'5) )  that  is  likely  to  assist  consumers  in 
making  purchasing  decisions  is  the  en- 
ergy factor  for  humidifiers.  This  energy 
factor  for  room  humidifiers,  <l  430  22ik> 
•  5) ) .  Is  the  amount  of  water  evaporated 
by  the  humidlfler  per  unit  of  input 
energy  In  pounds  per  kllowatthour.  This 
room  humidifier  factor  does  not  include 
energy  supplied  by  the  furnace. 

The  energy  factor  for  central  system 
humidifiers  "(§  430.22(k)  (4))  is  dlmen- 
sionless.  This  factor  is  desigTied  to  make 
allowance  for  whether  the  humidifier  has 
a  humldistat.  NBS  has  reviewed  a  Carrier 
Corporation  report  entitled,  "Residential 
Humidifier  Seasonal  Energy  Usage,"  and 
has  determined  that  for  a  central  sys- 
tem humidifier  with  a  humidistat  in- 
stalled in  a  house  of  average  construc- 
tion, a  50  percent  energy  savings  Is  a 
typical  savings  when  compared  to  a 
humidifier  without  a  humidistat. 

PEA  recognizes  that  there  may  be 
additional  usefiil  measures  of  energy 
consumption  for  humidifiers  other  than 
the  measures  described  abo-ve.  Accord- 
ingly, today's  proposals.  In  proposed 
§  430.22(k)  (6),  provides  for  other  useful 
measures  which  the  Administrator  de- 
termines are  likely  to  assist  consumers  in 
making  purchasing  decisions.  T^ese 
measures,  however,  must  be  derived  from 
the  application  of  the  uniform  test 
methods  proposed  today  as  Appendices 
Kl  and  K2  to  Subpart  B.  Humidifier 
manufacturers  would.  If  required,  only 
have  to  perform  various  computations 
while  still  applying  the  same  test 
methods  contained  in  Appendices  Kl  and 
K2.  For  example,  if  the  Administrator 
determines  that  a  per-hour  cost  of  op- 
eration would  aid  consumers  in  making 
purchasing  decisions,  this  cost  could  be 
derived  by  applying  the  uniform  test 
method  to  obtain  the  estimated  annual 
operating  cost  and  then  by  dl^iding  this 
annual  cost  by  the  representative  aver- 
age-use cycle  (average  annual  hours  of 
use)  to  arrive  at  a  per-hour  cost. 

C.  Laboratory  Methodology 

Proposed  Appendix  Kl  to  Subpart  B 
provides  for  a  controlled  laboratory  mi- 
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vironment  for  measuring  energy  ccm- 
sumption  of  various  central  system 
humidifiers  which  are  available  to  the 
consumer.  The  p^roposed  test  method  in 
Appendix  Kl  measures  annual  energy 
consumption  In  the  operation  of  a  cen- 
tral system  humidifier,  taking  into  ac- 
coimt  the  additional  load  on  a  furnace 
system  to  provide  the  heat  of  vaporiza- 
ticm  of  the  water  evaporated,  the  elec- 
trical energy  consumption  to  operate 
motors  and  supplementary  heaters  of  the 
hmnldlfler.  and  the  energy  lost  as  heat  in 
waste  drain  water.  Calculation  proce- 
dures are  provided  for  estimating  the 
annual  energy  consumption  when  the 
himiidifier  is  attached  to  an  electric  fur- 
nace or  electric  resistance  heating,  an 
oil  furnace,  a  gas  furnace,  or  a  heat 
pump. 

The  proposed  test  procedure  for  cen- 
tral system  humidifiers  determines  the 
himiidification  rate  in  gallons  of  water 
evaporated  per  24  hours  of  continuous 
operation.  The  humidifier  is  operated 
imder  steady  state  continuous  operating 
conditions,  calculatioii.«  of  the  humidi- 
fication rate  in  gallons  per  day  are  made, 
and  the  corresponding  supplementary 
electrical  energy  consumption  In  kilo- 
watt-hours required  to  operate  the  unit 
is  measured.  "Supplementary  electrical 
energy  consimiption"  is  the  energy  con- 
simied  by  hmnldlfier  motors  and  fans, 
and  by  Integral  electric  resLstance  heat- 
ers within  some  humidifiers. 

Proposed  Appendix  K2  to  Subpart  B 
provides  for  a  controlled  laboratory  en- 
vironment for  measuring  energy'  con- 
sumption of  various  room  humidifiers 
which  are  available  to  the  consumer. 
The  proposed  test  method  in  Appendix 
K2  measures  annual  energy  consump- 
tion in  the  operation  of  a  room  humidi- 
fier, taking  Into  account  the  additional 
load  on  a  fumace  system  to  provide  the 
heat  of  vaporization  of  the  water  evap- 
orated and  the  electrical  energy  con- 
sumption to  operate  motors  and  supple- 
mentary heaters  of  the  room  humidlfler. 
"When  a  room  humidifier  has  self-con- 
tained heaters,  the  heat  load  on  the  fur- 
nace system  will  be  reduced  by  an 
amount  equal  to  the  heat  supplied  by 
the  humidifier  heaters.  Calculatlcai  pro- 
cedures are  provided  for  estimating  the 
annual  energy  consumption  when  the 
humidifier  Is  operating  with  an  electric 
resistance  heating  system,  an  electric 
furnace,  an  oil  furnace,  a  gas  furnace, 
or  a  heat  pump. 

The  proposed  test  procedure  for  room 
humidifiers  determines  thk  hurnldifica- 
tlon  rate  in  gallons  of  water  evaporated 
per  24  hours  of  continuous  operation  at 
standard  conditions  of  75'  P  and  30  per- 
cent relative  humidity.  However,  since 
energy  consumption  calculations  are 
made  for  normal  room  ambient  condl- 
ticwis  of  70*  P  and  30  percent  relative 
humidity,  a  correction  factor  of  0.93 
has  been  reconmiended  by  NBS  to 
correct  the  humidification  rate  de- 
termined at  standard  test  conditions 
to  what  would  be  the  humidification  rate 
at  normal  rocwi  cc«idltlons  (70*  F  and 
30  percent  relative  humidity) .  The  0.93 
correction  factor  was  analytically  deter- 


mined by  NBS  and  verified  by  tests  in 
the  NBS  laboratory.  The  derivation  of 
the  correction  factor  is  given  in  an  ad- 
dendum to  Appendix  A  of  the  room  hu- 
midifier test  procedure  review  document 
Copies  of  this  review  document  will  be 
made  available  for  inspecticxi  by  inter- 
ested persons  as  provided  for  later  In 
this  notice. 

D.   Represen-tati\-k   Average-Use   Cych 

Section  323(b)  12)  (42  U.S.C.  6293(b) 
(2>)  of  the  Act  provides  that  test  pro- 
cedures for  determining  estimated  an- 
nual operating  costs  o(  any  covered 
product  shall  be  calculated  from  meas- 
urements of  energy  use  In  a  representa- 
tive average-use  cycle  <as  determined  by 
the  Administrator)  and  from  represent- 
ative average  unit  costs  'as  provided  by 
the  Administrator)  needed  to  operate 
such  product  during  such  cycle.  FEA  has 
determined  that  the  representative  av- 
erage-use cycle  for  central  system  hu- 
midifiers Is  1.200  hours  of  operation  per 
year  and  600  hours  of  operation  for  room 
humidifiers.  This  determination  is  based 
upon  an  NBS  recommendation  and  an 
NBS  report  on  himiidifier  operating 
hours  which  are  available  for  inspection 
as  provided  for  later  in  this  notice. 

The  1.200  hour  usage  figure  for  central 
system  humidifiers  was  derived  In  an 
analj'sis  performed  by  NBS  which  con- 
sidered climate  data  extending  over  a  10 
year  period  at  each  of  50  locations  in  the 
continental  UnJted  States  It  was  as- 
sumed that  a  central  sj-stem  humidifier 
was  to  operate  on  demand  to  maintain 
a  30  percent  relative  humidity  in  the 
house  and  that  the  furnace  operating 
hours  exceeded  the  demand  hours  of  the 
humidifier.  A  limited  field  sur\'ey  of  10 
room  hum.idifiers  resulted  in  an  average 
usage  factor  of  approximately  0.5.  which 
means  that  for  a  particular  humid iflca- 
tlc«i  requirement  (In  gallons  per  day), 
the  typical  field  usage  was  approximately 
one  half.  The  representative  average-use 
cycles  of  1,200  hours  and  600  hours  for 
central  and  room  humidifiers,  respec- 
tively, are  being  prc^x)sed  today  for  use 
In  calculating  the  estimated  average  an- 
nual operating  costs.  The  usage  factor 
for  room  humidifiers  may  be  amended  aa 
more  complete  data  become  available. 

FEA  intends  to  develop  representa- 
tive average  unit  costs  of  energy  needed 
to  calculate  the  annual  operating  cost  for 
the  representative  average-use  cycle  and 
to  provide  this  Information  to  manufac- 
turers and  PTC  on  or  before  the  effec- 
tive date  of  test  procedures  for  humidi- 
fiers. 

E.  NrMBER  OF  Units  to  be  Tested 

Proposed  i  430.23  k)  would  provide  for 
sampling  of  each  b&slc  model  to  be  tested 
when  testing  of  humidifiers  is  required 
by  the  Act  or  by  program  regulations  of 
agencies  responsible  for  administering 
the  Act.  This  provision  is  intended  both 
to  provide  an  acceptable  level  of  assur- 
ance that  test  results  are  applicable  to 
any  entire  basic  model  for  which  testing 
Is  required  and  to  minimize  the  testing 
burden  on  manufacturers.  FEA  believes 
that  the  sampling  approach  proposed  to- 


da>'  will  enable  consumers  to  make 
meaningful  comparisons  of  information 
appearing  on  appliance  labels,  and  also 
wUl  meet  the  requirements  of  section 
323' b)  of  the  Act  iliat  test  procedures 
not  he  unduly  burdensome  to  conduct. 

Under  proposed  J  430.23  ik)  (1).  a  sam- 
ple of  sufficient  size  of  each  basic  model 
would  be  tested  to  assure  that,  for  each 
measure  of  energy  consumption  described 
in  §  430.221  k) ,  there  is  a  95  percent  prob- 
ability that  Uie  mean  of  the  values  of 
these  measures  of  the  sample  is  within  5^ 
percent  of  the  true  mean  of  these  meas-^ 
ures  of  the  basic  model.  The  size  of  the 
sample  of  a  particular  basic  model  will 
depend  upon  the  foUowing  factors: 

y&>  The  level  erf  confidence  required 
'  set  at  95  percent  in  the  proposed  regula- 
tions* ; 

(b)  The  maxunum  aUowable  difference 
between  the  sample  mean  and  the  mean 
of  the  basic  model  (expressed  In  the  pro- 
posal as  a  percent  of  the  true  mean  and 
set  at  5  percent)  ;  and 

ic>  The  relationship  of  the  mean  and 
standard  deviation  of  the  basic  model. 

The  relationship  of  the  mean  and 
standard  deviation  of  the  basic  model 
can  be  determined  from  data  available  to 
manufacturers.  'With  tills  Information 
and  using  standard  statistical  tech- 
niques, manufacturers  can  determine  tlie 
number  of  units  required  to  be  tested.  In 
any  case,  no  fewer  than  three  unit*  of 
each  basic  model  must  t>€  tested  Sample 
units  would  be  selected  randomly  from 
tlie  production  stream. 

Manufacturers  and  other  interested 
persons  are  encouraged  to  comment  on 
the  sampling  approach.  Manufacturers 
are  especially  encouraged  to  submit  any 
data  which  relates  to  the  size  of  the 
samples  which  the  provision  would  re- 
quire to  be  tested.  Comments  alleging 
that  tlie  sampling  provision  is  burden- 
some should  include  a  full  discussion  of 
the  facts  upon  which  such  allegation  is 
based. 

P.  Reqitest  for  Particttlar  Comments 

"While  FEA  Is  soliciting  CMnments  on 
all  aspects  of  the  proposed  test  proce- 
dures for  humidifiers.  FEA  is  particularly 
interested  in  receiving  comments  on  any 
other  useful  measures  of  energy  con- 
sumption or  data  on  typical  consumer 
use  of  humidifiers  in  addition  to  those 
proposed  today.  FEA  is  also  Interested  In 
receiving  comments  with  regard  to  the 
appropriateness  of  incorporating  the 
proposed  sections  of  AHAM  HU-1-72  and 
ARI  610-74.  In  addition,  FEA  is  inter- 
ested in  receiving  comments  on  any  defi- 
nitions already  promulgated  or  proposed 
in  i  430.2,  as  dlscus.sed  above,  as  these 
provisions  might  affect  the  testing  of 
humidifiers.  Comments  with  respect  to 
humidifiers  regarding  these  definitions 
In  prenously  proposed  5  430.2  are  timely 
imtU  the  close  of  tlie  written  record,  as 
specified  below. 

G.  Comment  Proceditre 

1.  Written  comment.  Interested  per- 
sons are  Invited  to  participate  in  this 
rulemaking  by  submlLtlng  data,  \1ews_or 
argiunents  with  respect  to  the  proposed 
test  procedures  for  humidifiers  set  forth 
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In  UiLs  notice  to  Executive  Communica- 
tions, Room  3317,  Federal  Energy  Ad- 
ministration, Box  MV,  Washington,  D.C. 
20461 

Comments  should  be  identified  on  the 
outfilde  of  the  envelope  and  on  docu- 
ments submitted  to  FEA  with  the  desig- 
nation ••Humidifiers— Proposed  Test 
Procedure."  Fifteen  copies  should  be  sub- 
mitted. All  comments  received  by  July  21, 
1977,  before  4 :30  p  m.,  e  d.t.,  and  all  other 
relevant  information,  will  be  considered 
by  FEA  before  final  action  is  taken  on 
the  propased  regulations. 

Any  information  or  data  considered  by 
the  person  furnishing  It  to  be  confiden- 
tial must  be  so  Identified  and  submitted 
in  wTitlng.  one  copy  only.  FEA  reserves 
the  right  to  determine  the  confidential 
status  of  the  information  or  data  and 
treat  it  according  to  its  determination. 

2.  Public  hearings. — a.  Request  proce- 
dure. The  time  and  place  of  the  public 
hearing  are  indicat-ed  at  the  beginning  of 
this  preamble.  The  hearing  will  be  con- 
tinued. If  necessary,  on  July  28.  1977. 

FEA  Invites  any  person  who  has  an 
Interest  tn  the  proposed  rulennaking  Is- 
sued today,  or  who  Is  a  representative  of 
a  group  or  cla.ss  of  persons  that  has  an 
Interest  In  today's  proposed  rulemaking, 
to  make  a  written  request  for  an  oppor- 
tunity to  make  an  oral  presentation. 
Such  a  request  should  be  directed  to  the 
address  Indicated  at  the  beginning  of 
this  preamble  and  must  be  received  be- 
fore 4:30  p.m.,  ed.t.,  on  July  18.  1977. 
Such  a  request  may  be  hand  delivered  to 
such  address,  between  the  hours  of  8 
ajn.  and  4:30  p.m.,  Monday  thmugh 
Friday.  A  request  should  be  labeled  both 
on  the  document  and  on  the  envelope 
'•Humidifiers-Proposed  Test  Procedure." 

The  person  making  the  request  should 
briefly  describe  the  Interest  concerned; 
If  appropriate,  state  why  she  or  he  Is  a 
proper  representative  of  a  group  or  class 
of  persons  that  has  such  an  Interest; 
and  give  a  concise  summary  of  the  pro- 
posed oral  presentation  and  a  telephone 
number  where  she  or  he  may  be  con- 
tacted through  July  26,  1977. 

FEA  will  notify,  before  4:30  p.m  ,  July 
20,  1977,  each  person  selected  to  appear 
at  a  hearing  Each  person  selected  to  be 
heard  mast  submit  50  copies  of  her  or 
his  statement  to  the  address  and  by  the 
date  given  in  the  beginning  of  this  pre- 
amble. In  the  event  any  person  wishing 
to  testify  cannot  meet  the  50  copy  re- 
quirement, alternative  arrangements 
can  be  made  with  the  Office  of  Regula- 
tions Management  in  advance  of  the 
hearing  by  so  indicating  in  the  letter 
requesting  an  oral  presentation  or  by 
calling  the  Office  of  Regulation.s  Man- 
agement at  202-254-3345. 

b.  Conduct  of  hearings.  FE.^  reserves 
the  right  to  select  the  persons  to  be 
heard  at  the  hearing,  to  schedule  their 
respective  presentations  and  to  estab- 
iLsh  the  procedures  governing  the  con- 
duct of  the  hearing.  The  length  of  each 
presentation  may  be  limited,  based  on 
the  number  of  persons  requesting  to  be 
heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearing  This  will  not  be 


a  Judicial  or  evident  la  rj-- type  hearing. 
Questlor:s  may  be  asked  only  by  those 
conducting  the  hearing,  and  there  will 
be  no  cross-examination  of  persons 
presenting  statements.  Any  decision 
made  by  FEA  ■with  respect  to  tlie  subject 
matter  of  the  hearing  will  be  based  on 
all  Information  to  FEA.  At  the  conclu- 
sion of  all  Initial  oral  statements,  each 
person  who  has  made  an  oral  statement 
will  be  given  the  opportunity  If  she  or 
he  so  desires,  to  make  a  rebuttal  state- 
ment. The  rebutuil  statements  will  be 
given  in  the  order  In  which  the  initlaJ 
statements  were  made  and  will  be  sub- 
ject to  time  limitations. 

Any  interested  person  may  submit 
questions  to  be  asked  of  any  person 
making  a  statement  at  the  hearing  to 
Executive  Communications,  FEA,  before 
4:30  p.m..  ed.t.,  July  21,  1977.  FEA  will 
determine  whether  the  question  Is  rele- 
vant, and  whether  tlie  time  limitations 
permit  it  to  be  presented  for  answer. 

Any  person  who  makes  an  oral  state- 
ment and  who  wLshes  to  ask  a  question  at 
the  hearing  may  submit  the  question,  In 
writing,  to  the  presidmg  officer.  The  pre- 
siding officer,  will  determine  whether  the 
question  is  relevant,  and  whether  the 
time  limitations  permit  it  to  be  presented 
for  answer. 

Any  further  procedural  rules  needed 
for  the  proper  conduct  of  the  hearing 
will  be  annoiuiced  by  the  presiding 
officer. 

A  transcript  of  the  hearing  will  be 
made  and  the  entire  record  of  the  hear- 
ing, including  the  transcript,  will  be 
retained  by  FEA  and  made  available  for 
inspection  at  the  FEA  Freedom  of  In- 
formation Office.  Room  2107,  Federal 
Building.  12th  and  Pennsylvania  Ave- 
nue NW.,  Washington,  D.C.  between  the 
hours  of  8  a.m.  and  4:30  p.m..  Monday 
through  Friday.  Any  person  may  pur- 
chase a  copy  of  the  transcript  from  the 
reporter.  A  copy  of  NBS's  recommenda- 
tions concerning  test  procedures  for 
humidifiers  along  with  the  NBS  Internal 
report  on  humidifier  operating  hoiu^,  the 
AHAM  Standard  HU-1-72  and  the  ARI 
Standard  610-74  will  also  be  made  avail- 
able for  inspection  at  the  FEA  Freedom 
of  Information  Office. 

H.  Environmental  and  Inflationary 
Review 

As  required  by  section  7(c^  (2)  of  tlie 
Federal  Energy  Administration  Act  of 
1974  'Pub.  L.  93-275),  a  copy  of  this 
notice  has  been  submitted  to  the  Admin- 
istrator of  the  Environmental  Protection 
Agency  for  his  comments  concerning  the 
impact  of  this  proposal  on  the  quality 
of  the  environment.  The  Administrator 
has  no  comments. 

The  National  Environmental  Policy 
Act  of  1969  requires  FEA  to  assess  the 
environmental  impacts  of  any  proposal 
by  the  Agency  for  "major  Federal  ac- 
tions significantly  affecting  the  quality 
of  the  human  environment."  Since  test 
procedures  under  the  conservation  pro- 
gram for  appliances  will  be  used  only  to 
standardize  the  measurement  of  energy 
usage  and  will  not  affect  the  quantity  or 
distribution  of  energy  usage.  FEA  has 


determined  that  the  action  of  prescrib- 
ing test  procedures,  by  Itself,  will  not 
result  In  any  environmental  Impacts.  On 
this  basis,  FEA  has  determined  that, 
with  respect  to  prescribing  test  proce- 
dures imder  the  conservation  program 
for  appliances,  no  environmental  impact 
statement  is  required. 

The  proposal  has  been  reviewed  in 
accordance  with  Executive  Order  11821 
as  amended  by  Executive  Order  11949, 
and  OMB  Circular  No.  A-107  and  has 
been  determined  not  to  be  a  major  pro- 
p>osal  requiring  evaluation  of  its  eco- 
nomic impact  as  provided  for  therein. 

(Energy  Policy  and  Conservation  Act,  Pub. 
L.  94-163,  as  amended  by  Pub.  L.  94-385;  Fed- 
eral Energy  Administration  Act  of  1974,  Pub. 
L.  93-276,  as  amended  by  Pub.  L.  94-385; 
E.O.  11790,  39  m  23185.) 

In  consideration  of  the  foregoing,  it  Ls 
proposed  to  amend  Chapter  n  of  Title 
10,  Code  of  Federal  Regulations,  as  set 
forth  below. 

Issued  in  Washington,  DC,  May  25, 
1977. 

Eric  J.  Fygi, 
Acting  General  Counsel. 
Federal  Energy  Administration. 

1.  Section  430.2  Is  amended  by  adding 
a  subparagraph  (11)  as  part  of  the  def- 
inition of  "basic  model,"  and  by  adding 
definitions  of  "central  system  humidi- 
fier," "humidifier,"  and  "room  humidi- 
fier," to  read  as  follows : 

§  430.2      Derinitioiis. 

•  •  •  *  • 

"Basic  model"  means  all  units  of  a 
given  type  of  covered  product  manufac- 
tured by  one  manufactiu-er  and — 

•  •  •  •  • 

(11)  With  respect  to  humidifiers,  hav- 
ing essentially  Identical  functional  phy- 
sical and  electric  characteristics. 

•  •  •  •  • 
"Central  system  humidifier"  means  a 

consumer  product  designed  for  the  pur- 
pose of  adding  moisture  into  the  air 
stream  of  a  heating  system. 

•  •  *  •  • 

"Hiunldifier"  means  a  central  system 
humidifier  or  a  room  humidifier. 
«  •  •  •  • 

"Room  humidifier"  means  a  consumer 
product  designed  for  the  purpose  of 
adding  moisture  directly  to  the  air 
proximate  to  such  humidifier  without 
requiring  connectlcm  to  a  separate  sys- 
tem for  heating,  distributing,  or  other- 
wise treating  circulated  air. 

•  *  •  •  • 

2.  Section  430.22  is  amended  by  adding 
partigraph  (k) ,  to  read  as  follows: 

§  4.30.22      Test   prtvt^lurp.s  for  nioaMircs 
of  energy  oonMiniplion. 

•  •  •  •  • 

(k)  Humidifiers.  (\)  The  estimated 
annual  operating  cost  for  central  system 
humidifiers  shall  be — 

(1)  Where  heat  Is  supplied  by  tin  elec- 
tric furnace  or  electric  resistance  heat- 
ing, the  sum  of:  (A)  The  product  of  the 
average  annual  electric  furnace  or  elec- 
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trie  resistance  heating  energy  consump- 
tion in  kilowatt-hours  per  year,  deter- 
mined according  to  4.1  of  Appendix  Kl 
of  this  subpart,  and  the  representative 
average  unit  cost  in  dollars  per  kilowatt- 
hour  as  provided  by  the  Administrate^- 
plus  (B)  the  product  of  the  average  an- 
nual supplementary  electrical  energy 
consumption  in  kilowatt-hours  per  year, 
determined  according  to  4.2  of  Appendix 
Kl  of  this  subpart,  and  the  representa- 
tive average  unit  cost  in  dollars  per 
kilowatt-hour  as  provided  by  the  Ad- 
ministrator, the  resulting  sum  then 
being  rounded  off  to  the  nearest  doUar 
per  year,  and 

(11)  Where  heat  is  supplied  by  an  elec- 
tric heat  pump,  the  sum  of:  (A»  The 
product  of  the  average  annual  electric 
heat  pump  energy  consumption  in  kilo- 
watt-hours per  year,  determined  accord- 
ing to  4.3  of  AppendLx  Kl  of  this  subpart, 
and  tiie  representative  average  unit  cost 
in  dollars  per  kilowatt-hour  as  provided 
by  the  Administrator  plus  'B'  the  prod- 
uct of  the  average  annual  supplementary 
electrical  energy  consumption  in  kilo- 
watt-hours per  year,  determined  accord- 
ing to  4.2  of  Appendix  Kl  of  this  subpart, 
and  the  representative  average  unit  cost 
in  dollars  per  kilowatt-hour  as  provided 
by  the  Administrator,  the  resulting  sum 
then  being  rounded  off  to  the  nearest 
dollar  per  year,  and 

( iii)  Where  heat  is  supplied  by  a  gas  or 
oil  fired  forced  air  furnace  the  sum  of: 
(A)  Tlie  product  of  the  average  annual 
gas  or  oil  furnace  energy  consumption  In 
Btu's  per  year,  determined  according  to 
4.4  or  4  5,  respectively  of  Appendix  Kl 
of  this  subpart,  and  the  representative 
average  unit  cost  in  dollars  per  Btu  for 
gas  or  oil.  as  appropriate  as  provided  by 
the  Administrator  plus  iBi  the  product 
of  the  average  annual  supplementary 
electrical  energy  consumption  in  kilo- 
watt-hours per  year,  determined  ac- 
cording to  4.2  of  Appendix  Kl  of  this  .sub- 
part, and  the  representative  average  unit 
cost  in  dollars  per  kUowatt-hour  as  pro- 
vided by  the  Administrator  the  resulting 
sum  then  being  rounded  off  t#  the  near- 
est dollar  per  year. 

<2>  The  estimated  annual  operating 
cost  for  room  humidifiers  shall  be — 

(1)  Where  heat  is  supplied  by  an  elec- 
tric furnace  or  electric  resistance  heat- 
ing, the  sum  of:  lAi  The  product  of  the 
average  annual  electric  furnace  or  elec- 
tric resistance  heating  energy  consump- 
tion in  kilowatt-hours  per  year,  deter- 
mined according  to  4.1  of  Appendix  K2 
of  tills  subpart,  and  the  representative 
average  unit  cost  in  dollars  per  kilowatt- 
hour  as  provided  by  the  AdminLstrator 
plus  iB)  the  product  of  the  average 
annual  supplementary  electrical  energy 
consumption  in  kilowatt-hours  per  year, 
determined  according  to  4  2  of  Appendix 
K2  of  this  subpart,  and  the  respresenta- 
tive  average  unit  cost  in  dollars  per  kilo- 
watt-hour as  provided  by  the  Adminis- 
trator, the  resulting  sum  then  being 
roimded  off  to  the  nearest  dollar  per 
year,  and 


(11)  Where  heat  is  supplied  by  an  elec- 
tric heat  pump,  the  sum  of:  (.A.1  The 
product  of  the  average  annual  electric 
heat  pump  energy  consumption  in  kilo- 
watt-hours per  year,  determined  accord- 
ing to  4.3  of  Appendix  K2  of  this  subpart, 
and  the  representative  average  unit  cost 
in  dollars  per  kilowatt-hour  as  provided 
by  the  Administrator  plus  'Bi  the  prod- 
uct of  the  average  annual  supplementary 
electrical  energy  consumption  in  kilo- 
watt-hours per  year,  determined  accord- 
ing to  4.2  of  Appendix  K2  of  this  sub- 
part, and  the  representative  average  unit 
cost  in  dollars  i>er  kilowatt-hour  as  pro- 
vided by  the  Administrator,  the  resulting 
sum  then  being  rounded  off  to  the  near- 
est dollar  per  year,  and 

fill)  Where  heat  is  supplied  by  a  gas 
or  oil  fired  forced  air  furance,  tlie  sum 
of:  (A)  The  product  of  the  average  an- 
nual gas  or  oil  furnace  energy  consump- 
tion in  Btu's  per  year,  deu-rmined  ac- 
cording to  4.4  or  4.5,  respectively,  of 
Appendix  K2  of  Uiis  subpart,  and  the 
representative  average  unit  cost  in  dol- 
lars per  Btu  for  gas  or  oil,  as  appropriate, 
as  pro\ided  by  the  Administrator  plus 
(B>  the  product  of  the  average  annual 
supplementary  electrical  energy  con- 
suHiptlon  in  kilowatt-hours  per  year,  de- 
termined according  to  4.2  of  Appendix 
K2  of  this  subpart  and  the  representative 
average  imit  cost  in  dollars  per  kilowatt- 
hour  as  provided  by  the  Administrator, 
the  resulting  sum  then  being  rounded  off 
to  the  nearest  dollar  per  year. 

(3>  The  estimated  annual  operating 
cost  for  humidifiers  by  geographic  region 
shall  be — 

fi)  Where  heat  is  supplied  by  an  elec- 
tric furnace  or  electric  resistance  heat- 
ing, the  product  of:  CA)  The  estimated 
annual  operating  cost  determined  ac- 
cording to  subparagraph  d  )  ( 1 1  of  this 
paragraph  for  central  system  humidi- 
fiers, or  subparagraph  ^2lal  of  this 
paragraph  for  room  humidifiers  and  (B) 
the  regional  f:u:tors  for  adjusting  the 
representative  average-use  cycle  of 
humidifiers  determined  according  to  5  of 
Appendix  Kl  of  this  subpart,  the  result- 
ing product  then  being  rounded  off  to  the 
nearest  dollar  per  year; 

<  ii  I  Where  heat  is  supplied  by  an  elec- 
tric heat  pump,  the  product  of:  (A>  The 
estimated  annual  operating  cast  deter- 
mined according  to  subparagraph  d) 
(ii>  of  this  paragraph  for  central  system 
humidifiers,  or  subparagraph  i2''ii>  of 
this  paragrajA  for  room  humidifiers  and 
iB*  the  regional  factors  for  adjusting 
the  representative  average-use  cycle  of 
humidifiers  determined  according  to  5 
of  Appendix  Kl  of  this  subpart,  the  re- 
sulting product  then  being  rounded  off 
to  the  nearest  dollar  per  year;  and 

(iii)  Where  heat  is  supplied  by  a  gas 
or  oil  fired  forced  air  furnace,  the  prod- 
uct of:  (A)  The  estimated  annual  oper- 
ating cost  determined  according  to  sub- 
paragraph 1 1  M  iii )  of  this  paragraph  for 
central  system  humidifiers,  or  subpara- 
graph (2)  (iii)  for  room  humidifiers  and 
(B)  the  regional  factor  for  adjusting  the 
representative  average-use  cycle  of  hu- 


midifiers determined  according  to  5  of 
Appendix  Kl  of  this  subpart,  the  result- 
ing product  then  being  rounded  off  to 
the  nearest  dollar  per  year. 

t4^  The  energy  factor  for  central  sys- 
tem humidifiers  shall  be  the  quotient  of: 
'i)  The  hourly  rate  of  energy  output  of 
a  central  system  humidifier,  lii  Btu's  per 
hour,  as  determined  according  to  4.9  of 
Appendix  Kl  of  this  subpart,  divided  by 
I  ill  the  sum  of  (A)  the  humidistat  fac- 
tor, in  Btu's  per  hour,  as  determined 
according  to  4.10  of  AppendLx  Kl  of  this 
subpart:  'Bi  the  hourly  rate  of  electri- 
cal energy  input  to  the  humidifier,  in 
Btu's  per  hour,  as  determined  according 
to  4.7  of  Appendix  Kl  of  this  subpart; 
(C)  the  hourly  rate  of  equivalent  elec- 
trical energy  input  for  b.vpass  humidi- 
fiers, in  Btu's  per  hour,  as  determined 
according  to  4.8  of  Appendix  Kl  of  this 
subpart;  and  >  D)  the  rate  of  waste  water 
energy  iq^)  in  Btu's  per  hour,  as  deter- 
nuned  in  4.1  of  Appendix  Kl  of  this  sub- 
part, tlie  resulting  product  then  being 
rounded  off  to  the  nearest  0.1. 

<  5  >  The  energy  factor  for  room 
humidifiers  shall  be  the  quotient  of  the 
hourly  humidiflcation  rate  of  the  hu- 
midifier, in  pounds  per  hour,  determined 
according  to  4.6  of  Appendix  K2  of  this 
subpart  divided  by  the  input  power,  in 
kilowatts,  as  determined  according  to  3.2 
of  Appendix  K2  of  this  subpart,  the  re- 
sulting quotient  then  being  rcxinded  off 
to  the  nearest  0.01  pounds  per  kilowatt- 
hour. 

i6)  Other  useful  measures  of  energy 
consumption  for  humidifiers  shall  be 
those  measures  of  energy  consumption 
for  humidifiers  which  the  Administrator 
determines  are  likely  to  assist  consumers 
in  making  purchasing  decisions  and 
which  are  derived  from  the  application 
of  Ap}x;ndice6  Kl  and  K2  of  this  subpart. 

3  Section  430.23  Is  amended  by  adding 
a  paragraph  <k^ ,  to  read  as  foll(j;^s; 

§  430.23       I  r»iL«  lo  b«    tot.  H. 

•  •  •  •  • 

ik)  Humidifiers.  (1>  'When  testing  of 
humidifiers  is  required  for  a  measure  or 
measures  of  energy  consumption  de- 
scribed in  §  430.22iki .  a  sample  of  suffi- 
cient size  of  each  basic  model  shall  be 
tested  to  ensure  that,  for  each  such 
measure  of  energy  consumption,  there  is 
a  95  percent  probability  that  the  mean 
of  the  sample  is  within  5  percent  of  the 
true  mean  of  such  measures  of  the  basic 
model,  except  that  no  fewer  than  three 
units  of  each  basic  model  shall  be  tested. 

1 2 1  The  sample  selected  for  para- 
graph I  k '  1 1 1  of  this  section  shall  be  a 
simple  random  sample  drawn  from  the 
production  stream  of  the  basic  model 
being  tested. 

(3)  A  basic  model  having  dual  voltage 
ratings  shall  be  separately  tested  at  each 
design  voltage  such  that  the  require- 
ments of  paragraph  (kui)  of  this  sec- 
tion are  satisfied  at  eacK  rating. 

4.  Subpart  B  of  Part  430  is  amended 
to  add  an  Appendix  Kl  and  an  Appen- 
dix K2.  to  read  as  follows: 
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An.  \   .\   K:   -Unifoiim  Test  Method  for  Measuring  the  Energy  Consumption 
OF  Central  System  Humidifiers 

1.  Definitions. 

1  1      "'ART"  mcan^i  tho  Air-Conditioning  and  Refrigeration  Institute. 

1  J  '■  AlU  61f>-74"  moanji  the  test  standard  published  by  the  ARI,  titled  "Standard 
f  r  C  •;:tral  Sv-t.  rn  Humidifiers,"  1974,  and  designated  as  ARI  610-74. 

1  )  'H^-i.;!-^  humidifier"  means  a  central  system  humidifier  In  which  the  air  for 
li  iiiiidificatinri  1--  taken  from  the  heated  air  of  the  furnace  plenum  and  drawn  through  & 
v\i  tt-td  el. Hunt  by  the  prci^sure  differential  of  the  furnace  blower  system. 

1.4  "Ilurnidific.ation  rate"  means  a  measure  of  the  ability  of  a  humidifier  to  add 
moisture  to  its  surrounding  atmosphere  expres.sed  as  the  number  of  gallons  of  water 
evaporated  per  24  hours  of  continuous  operation. 

1.5  "Sea.sonal  performance  factor"  means  the  ratio  of  the  seasonal  energy  output 
of  a  heating  sjstom  delivered  to  the  conditioned  space,  in  Btu's,  divided  by  the  seasonal 
energy  input  to  the  heating  system,  in  Btu's. 

2.  Testing  conditions. 

2.1  Installation.  Install  the  humidifier  according  to  manufacturer's  instructions 
and  in  accordance  with  section  A4  of  ARI  610-74.  In  the  event  of  a  conflict  between  the 
manufacturer's  instructions  and  ARI  610-74,  the  provision  of  ARI  610-74  shall  controL 

2.2  Energy  flow  instrumenialion.  InstaU  energy  flow  instrumentation,  or  other  in- 
strumentation as  appropriat-e,  in  accordance  with  section  A3  of  ARI  610-74.  A  watt- 
meter shall  be  installed  in  the  electrical  circuit  when  a  humidifier  is  connected  to  an 
electrical  supply  circuit.  The  wattmeter  shall  not  have  an  error  greater  than  1  percent, 
with  the  smallest  scale  division  not  greater  than  1  watt. 

2.3  Temperature  instrumentation.  Use  mercury-in-glass  thermometers  that  are  ac- 
curate to  within  0.1°  F  to  measure  both  the  wet  bulb  and  dry  bulb  temperatures.  The 
smallest  graduation  on  the  thermometers  is  to  represent  a  maximum  of  0.2°  F. 

3.  Testing  and  measurements. 

3.1  Humidification  rate.  Determine  the  humidification  rate,  H«,  of  the  humidifier 
under  test,  in  gallons  per  day,  according  to  the  methods  and  calculations  specified  in 
sections  A5  and  A6  of  ARI  610-74. 

3.2  Input  power  measurertient.  Measure  the  input  power  (P)  to  the  humidifier,  In 
watts,  when  the  humidifier  is  operating  under  fuU  load  conditions. 

3.3  liy-pass  atr  flow  rale  determination  for  by-pass  humidifiers.  The  air  flow  rate 
through  the  by-p!i.-^8  humidifier  (Fj)  shall  be  measured  in  cubic  feet  per  minute  using  air 
flow  nozzles  in  accordance  with  Figure  Al  described  in  paragraph  A3. 3.1  and  static 
pressure  taps  in  accordance  with  paragraph  A3. 3. 2  of  ARI  610-74. 

The  humidifier  shall  be  mounted  to  a  plenum  attached  to  the  outlet  of  a  fan  capable 
of  delivering  the  required  air  flow  for  the  conditions  of  the  test  in  accordance  with  6 
of  this  Ai>pendix.  The  by-pass  duet  of  the  humidifier  shall  be  connected  to  the  inlet  of 
the  air  measuring  duct  (AMD).  The  temperature  of  the  air  shall  be  room  temperature, 
70°  F  ±10°  F,  30  percent  relative  humidity,  and  the  static  pressure  in  the  duct  between 
the  fan  and  humidifier  shall  be  adjusted  to  0.2  in.  water  differential.  The  pressure  drop 
across  the  nozzle  shall  be  recorded  and  the  air  volume  calculated  using  the  equations 
cf  AtVl.l  and  A6.1.2  of  ARI  610-74. 

i.4  Temperature  measurement.  The  temperature  of  the  water  entering  the  humidifier 
shall  be  maintained  at  60°  F  ±  2°  F.  The  waste  water  temperature  from  the  humidifier 
shall  be  measured  and  recorded.  No  less  than  five  sets  of  readings  shall  be  taken. 

4.  Calculation  of  derived  results  from  test  measurements. 

4.1  Average  annual  electric  furnace  or  electric  resistance  heating  energy  consumption. 
Calculate  the  average  annual  electric  furnace  or  electric  resistance  heating  energy 
consumption,  Er-g,  expressed  in  kilowatt-hours  per  year,  to  vaporiBC  water  to  maintain 
a  room  relative  b.  ;nii(iitv  c  f  30  percent  at  a  room  temperature  of  70°  F,  and  defined  as: 


Wll' 


„        r<3.+Q-34i2Efl-|  r   1    -1 

^'-'=1 SWm J  L34I2J' 


Vc  =  average  annual  energy  output  of  the  humidifier  in  terms  of  heat  of  vaporiza- 
tion, in  Btu's, 


A'XH«(8.34X1060) 


24 


where 


!•  r  year,   the   representative    average-use  cycle  of  humidifier 


N^  1-00   hours 
operation 
//.     h uini'iificatiiin  rate  determined  in  accordance  with  3.1  of  this  Appendix,  In 

gallons  pi-r  day 
8.34  =  ponverMion  factor  u?  convert  gallons  of  water  to  pounds  of  water 
1060  =  heat  of  vaporization  of  waf^r  in  Btu's  per  pound  (Based  on  a  water  tempera- 
ture of  60"^  Fi, 
24 -conversion  factor  to  coii\t  rt  lifiys  to  hours 
Sl'Fg'- l.i).  seasonal  performance  factor  of  electric  furnace  or  electric  resistance 
heating  dimenjionless 
Q,y  =  average  annual  eneri^y  u>st  In  waste  water  from  the  humidifier  housing  or 
sump,  In  Htu's  per  vear, 
-.V>?., 
where 

S  as  (iefuieii  above,  and 

g,- rate  of  wsiste  wat-r  evwruv  \o~\,  in  Btu's  per  hour 
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ir=  measured  waste  water  drainoff  rate,  in  pounds  per  hour,  consisting  of  the  water 
quantity  determined  in  accordance  with  section   A,a,6.2  4  of   ARI  610-74, 
over  the  time  period  of  the  test. 
C=l,  specific  heat  of  water,  in  Btu's  per  pound— degree  Fahrenheit 
f  =  waste  water  temperature  rise,  in  degrees  Fahrenheit  ; 

=  ton.— 60°  F 
3412  =  conversion  factor  to  convert  Btu's  to  kilowatt-hours. 

Ea  as  defined  in  4.2  of  this  Appendix.  .        ^  ,     ,   ,       ,, 

4.2  Average  annual  supplementary  electrical  energy  consumption.  Calculate  the 
average  annual  supplementary  electrical  energy  consumption,  Es,  expressed  in  kilowatt- 
hours  per  j-car,  and  defined  as: 

_Ep+Ek 

^~    1000    ' 

£p  =  average  annual  electric  energy  consumption  to  operate  the  humidifier  deter- 
mined in  accordance  with  section  3.2  of  this  .\ppendix,  in  watt-hours  per  year 

=  NXP, 

where 

A'  as  defined  In  4.1 

P  as  determined  in  3.2  ,  ,        ,      ,  ,      ,      ■ 

£(,  =  additional  equivalent  electric  energy  required  by  the  funiace  fan  for  by-pass 
type  humidifiers,  in  watt-hours  per  year 
=  0.365  ViXN, 

where 

Vt=by-pass  flow  rate  determined  in  accordance  with  section  3.3  of  this  Appendix, 

"  in  cubic  feet  per  minute. 
0.365  =  furance  fan  power  to  operate  by-pass  humidifier,  in  watts  per  cubic  feet  per 

minute 
A'  as  defined  in  4.1.  .         ^  ,     ,  ,1     ... 

4  3  Average  annual  electric  heat  pump  energy  consumption.  Calculate  the  average 
annual  electric  heat  pump  energy  consimiption,  Er-FP,  expressed  In  kilowatt-hours  per 
year,  to  vaporize  water  to  maintain  a  room  relative  humidity  of  30  percent  at  a  room 
temperature  of  70°  F,  and  defined  as: 


Ef 


-HP  =  \ 


Q.  +  Q^-34l2Ea 


JL3412J' 


SPFar 

wii6ro 

SPFi/p=  1.5,  seasonal  performance  factor  of  electric  heat  pump,  dimenjionless 

3412  as  defined  In  4.1 

(?„  as  defined  in  4.1 

Q„  as  defined  in  4.1 

Es  as  defined  in  4.2  .        ^  ,     ,  ,  ,     ' 

4  4  Average  annual  gas  furnace  energy  consumption.  Calculate  the  average  annual  gas 
furnace  energy  consumption,  Er-a,  expressed  In  Btu's  per  year,  to  vaporize  water  to 
maintain  a  room  relative  humidity  of  30  percent  at  a  room  temperature  of  70    F,  and 

defined  as:  „ 

„  Q,  +  Q„-3Al2Es 

Er-a=  gpp^  • 

where 

SPFo=.&5,  seasonal  performance  factor  of  gas  furnace,  dimensionless 

Qc  as  defined  in  4.1 
Q„  as  defined  in  4.1 
Es  as  defined  in  4.2 

4.5  Average  annual  oil  furnace  energy  co7isumption.  Calculate  the  average  annual  oU 
furance  energy  consumption,  £/■-»,  expressed  in  Bru's  per  year,  to  vaporize  water  U> 
maintain  a  room  relative  humidity  of  30  percent  at  a  r  om  t^mperatuer  of  /O    I    and 

defined  as: 

Q.+  Q,-3il2Es 

where  ,     ,  .  ,.  .     , 

SPFo=. 75,  seasonal  performance  factor  of  oil  furnances,  dimensionless 
3412  as  defined  in  4.1 
Q„  as  defined  in  4.1 
Q»  as  defined  in  4.1 
Es  as  defined  in  4.2  .,,,.,.,...  »       r^ 

4.6  Hourly  humidification  rale.  Calculate  the  hourly  humidification  rate,  rt«A,  ex- 
pressed in  pounds  per  hour,  and  defined  as: 

„        8.34  g. 
^-*  =  — 24 
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whoro 

//„  a-s  defined  in  4.1 
8.34  as  defined  in  4.1 
24  a"  defined  in  4.1. 

4.7  Hourly  rale  of  electrifal  energy  input.  Calculate  the  hourly  rate  of  electrical  energy 
irjtut,  i/f,,  cxpro-iil  in  Btii*.-  per  hour,  and  defined  a.«: 

9p=  3.412  P, 
where 

P  ii<  (kleiniined  in  3.2 

3.  412  =  con version  factor  to  convert  watts  to  Btu's  per  hour. 

4.8  Hourly  rate  of  equivalent  electrical  energy  input  for  by-past  humidifiers.  Calculate 
the  hourly  rate  of  equivalent  electrical  energy  input  for  by-pa'^.s  humidifiers,  qt,  expressed 
in  Btu'?  pfr  hour,  and  (jcfinoij  as; 

9k  =  0.  305  I 'i  X  3.412, 
where  • 

0..36d  a.«  defined  in  4.2 
\'i,  as  defined  In  4.2 
3.412  as  defined  In  4.7. 

4.9  Hourly  rate  of  energy  output  of  a  central  system  humidifier.  Calculate  the  hourly 
rate  of  energy  otitput  of  a  central  humidifiier,  H„  ftr^jresscd  in  Btu's  jjer  hour  and 
defined  a.«: 

//.=  1060H,«», 
where 

10G0a.s  defined  in  4.1 
/7„j  a.«  defined  in  4.0. 

4.10  Huniidistat  factor,  lor  a  reutral  syateni  humidifier  with  a  huniidistat,  the 
humidistat  factor  is  equal  to  the  hourly  rate  of  energy  output,  as  defined  In  4.9,  In 
Btu's  per  hour.  J'or  a  central  system  humidifier  without  a  humidistat,  the  humidistat 
factor  is  eqnal  to  twice  the  hourly  rate  of  energy  output,  as  defined  in  4.9,  In  Btu's  per 
hour. 

5.      Regional   factors   for  adjusting   tJ2c^repr£senta_tJAre_  average-use  cycle  of  huifiidif icrs 


(f 

RG-:icn 
ror:.  Map) 

•Regional 
Factor 
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I 

c. : 

5.2 

IT 
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IV 

1.5 

5.5 

V 

2.0 
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VI 

2.5 
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6.     Installation  of  by-pass  humiaifiers  , 


Duel  V.'ork  With 
al  Least  1-20'  Eibow 


Damper  (OpUonal)       


by-Pass 
Humidifier 


—  12"x28"x3Ft. 


(a) 

n -.'.;.  to     AV:a  s;;-v.!-'d  210,  Figu-c  1  2  for  Details 


S;r:;;ah!o"or 


JL 


AMD 


♦—Variable  Blower 


(a) 


Nozzle 


Variable 
Exhaust 


■V 


/ 


Air  Moving   and   Conditioning  Association   Standard   210 


Appendix  K2-Uniform  Test  Method  roR  Me.\suring  the  Energy  Consumption 

OF  Room  Humidifiers 

1.  Definitions. 

1.1  "AHAM"  means  the  Association  of  Home  Appliance  Manufacturers. 

1.2  "AHAM  HU-1-72"  means  the  test  standard  published  by  the  AHAM,  titled 
"Appliance  Humidifiers,"  American  National  Standard  Z23.'S.  1-1972,  and  designated 
as  AIIAM  HU-72. 

1.3  "Humidification  rate"  means  a  measure  of  the  ability  of  a  humidifier  to  add 
moisture  to  its  surrounding  atmopshere  expressed  as  the  numbex  of  gallons  of  wat^r 
evaporated  per  24  hours  of  continuous  operation. 

1.4  "Seasonal  performance  factor"  means  the  ratio  of  the  seasonal  energy  output  of 
a  heating  system  delivered  to  the  conditioned  space,  in  Btu's,  di\ided  by  the  seasonal 
energy  input  to  the  heating  system,  in  Btu's. 

2.  Test  conditions. 

2.1  Installation.  Install  the  humidifier  according  to  manufacturer's  Instructions  and 
In  accordance  with  section  5.2  and  5.3  of  AHAM  Hl'-l-72.  In  the  event  of  a  conflict 
between  the  manufacturer's  instructions  and  AHAM  il  l'  1  72,  the  provision  of  AHAM 
HU-1-72  shall  control. 

2.2  Energy  flow  instrumentation.  Install  energy  flow  in.<trumentation  in  accordance 
with  section  5.1  of  AHAM  Ht'-l-72.  A  watt-hour  meter  shall  be  installed  in  the  elec- 
trlral  circuit  when  a  humidifier  is  connected  to  an  electrical  supply  circuit.  The  watt-hour 
meter  shall  not  have  an  erior  gieater  than  1  percent  with  the  smallest  scale  division  not 
greater  than  1  watt-hour. 

2.3  Temperature  instrunientation.  Use  mercury-in-gla.'^s  thermometers  accurat*  to 
within  0.1°  F  to  measure  wet  bulb,  dry  bulb,  and  water  reservoir  temperatures.  The 
smallest  graduation  on  the  thermometers  shall  not  be  greater  than  0.2°  F. 

2.4  Air  pressure  instrumentation.  Use  an  air  pressure  njoa.-urement  instrument 
accurate  to  within  0.1  inch  of  mercurj'. 

2.5  T:me  instrumentation.  Use  time  instrunientation  in  accordance  with  section  5.1.4 
of  AHAM  HU-1-72. 

2.6  WeicM  instrumentation.  U.-e  weight  instrumentation  in  accordance  with  section 
5.1.5.  of  AHAM  HU-1-72. 

3.  Te^t  procedures  and  measurements. 

3. 1  Humidification  rate.  Determine  the  humidification  rate,  Q,  of  the  humidifier  under 
test,  In  gallons  per  dav,  according  to  the  methods  and  calculations  specified  In  sections 
5.2  and  6  of  AHAM  H"U-l-72. 
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3.2  Input  power  measurement.  Connect  the  humidifier  through  a  watt^hour  meter  In 
accordance  with  eection  2.2  of  this  Appendix.  Humidifiers  with  electric  heaters  shall  be 
run  with  heaters  on  and  humidity  controls  set  at  maximum  levels.  Measure  the  total 
electrical  encrpy  consumption,  in  watt-hours,  at  the  end  of  the  two  hour  test  period- 
Calculate  the  input  power  to  the  humidifier,  P,  in  kilowatts  by  dividing  _the  energy 
consumption  measured  in  the  test  by  2,000  watt-hours  per  kilowatt 

3.3  Barometric  pressure.  Ilumidification  rate  shall  be  measured  when  barometric 
pressure  is  within  the  range  of  29.9  inches  (±1)  of  mercury. 

4.  Calculation  of  derived  results  from  test  measurements. 

4.1  Average  annual  electric  furnace  or  electric  resistance  heating  energy  consumption. 
Calculate  the  average  annual  electric  furnace  or  electric  resistance  heating  energy  con- 
sumption, Er-B,  expressed  in  kilowatt-hours  per  year,  to  vaporize  water  to  maintain  a 
room  relative  humidity  of  30  percent  at  a  room  temperature  of  70°  F,  and  defined  as: 


Ey 


where 


-"-[ 


Q.-M12Es' 


12  gflir     1 
SPFt      JL3412J' 


.1 


^,=  average  annual  energy  output  of  the  humidifier  in  terms  of  heat  of  vaporiza- 
tion, In  Btu's  per  year, 


=  .VX/:X  0X0.93 


8.34X1060 
24 


rherc 


A'=1200  hours  p<  r  year,  the  npn  Mutative  uvorage-use  cycie  of  humidifier 
operation. 
SPFt 

8.34  =  conversion  factor  to  convert  gallons  of  water  to  pounds  of  water 
1060=heat  of  vaporization  of  water  in  Btu's  per  pound  (Based  on  a  water  tem- 
perature of  60°  F) 
24  =  conversion  factor  to  convert  days  to  hotirs 

A' =  0.5,  field  usage  correction  factor  for  room  humidifiers,  dimenslonless. 
O  =  humldiricatlon  rate  (water  output  capacity)  determined  in  accordance  with 
section  3.1  of  this  Appendix,  In  gallons  per  day. 
0.93  =  correction  factor  to  adjust  the  humidifier  output  at  standard  conditions  of 
7')°  F  and  30  percent  relative  htunldlty  to  normal  room  conditions  of 
7U°  F  and  30  percent  relative  humidity,  dimenslonless. 
SPFg=^  1.0,  se.T.-onal  performance  factor  of  electric  furnace  or  electric  resistance 
heating,  dinieosiooless. 
3412  — conversion  factor  to  convert  Btu's  to  kilowatt-hours. 
I'^s  &■"  defined  In  4.2 

4.2  Average  annual  tupplemerUary  electrical  energy  consumption.  Calculate  the  average 
annual  supple mcntiu-y  electrical  energy  consiunption,  Es,  expressed  In  kilowatt-hours 
per  vcar,  and  defimd  a>: 

;•:;,=. vxP, 

where 

N  a"  defined  in  4.1 
P  as  determined  in  3.2 

4.3  Average  annual  electric  heal  pump   energy   consumption.   Calculate  the   average 
^nniml  electric  heat  pump  energy  constomption,  Er-sp,  expressed  In  kilowatt-hours  per, 
year,  to  vaporize  water  to  maintain  a  room  relative  humidity  of  30  percent  at  a  room 
temperatnre  of  70°  F,  and  defined  a.-^: 

ro.^34i2^-ir  1  -1 

where 

SPFuf^-  l.i,  MBSonal  performance  factor  of  electric  heat  pump,  dimenslonless. 
3412  a.'^  defined  in  4.1 

V,  a.s  defined  In  4.1 
Es  as  defined  In  4.2 

4.4  Average  annual  gas  furnace  energy  consumption.  Calculate  the  average  annual 
ga.-  funiacc  en<  rgy  consumption,  Er-o,  expressed  in  Btu's  per  year,  and  defined  as: 

•         -  p  Q.-3412ga 

Er-o=       SPFo       • 
where 

SPFo=.(}o,  seasonal  pci-forrnance  factor  of  gas  furnaces,  dimenslonless 

Q,  as  defined  in  4.1 

3412  as  defined  In  4.1 

Eb  as  defined  in  4.2  ^  '  i     n 

4.5  Average  anniuU  oil  furnace  energy  consumption.  Calculate  the  average  annnal  oU 
furnace  energy  consumption,  Er-^  expressed  in  Btu's  per  year,  to  vaporise  water  t« 
maintain  a  room  relative  humidity  of  30  percent  at  a  room  temperature  of  70°  F,  and 
defiii'-ti  as; 

Q,-Z412Ea 
SPF.       ' 
where 

SPF, =  .75,  sra.fonal  performance  factor  of  oil  furnaces,  dimenslonless 
3412  as  defined  in  4.1 
Q,  us  defined  In  4.1 
Eg  as  (j'^finr-ii  In  4.2 
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4.6     Hourlf  hxtmidifieaiion  rats.   Calculate  the   hourly  humidlfication  rate,   Qh,   ex- 
pressed in  pounds  per  hour,  and  defined  as: 

o       8.34Q 

where 

Q  as  defined  In  3.1 
S.34  as  defined  In  4.1 
24  as  defined  In  4.1. 
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[  10  CFR  Part  430  ] 

ENERGY  CONSERVATION   PROGRAM   FOR 
APPLIANCES 

Proposed  Rulemaking  and  Public  Hearing 
Regarding   Test    Procedures    for    Dehu- 
midifiers 
AGENCY:   Federal  Energv-  Administra- 
tion. 
ACTION:  Proposed  rule. 

SUMMARY:  The  Federal  Energy  Ad- 
ministration hereby  proposes  to  amend 
its  regulations  In  order  to  prescribe  test 
procedures  for  dehumidtfiers  under  the 
Energj'  Policy  and  Conservation  .'^ct.  The 
Act  requires  that  standard  methods  for 
testing  dehumldifiers  be  prescribed  as 
part  of  the  energy  conservation  program 
for  appliances.  The  Intended  effect  of 
this  proposal  Is  to  Implement  the  Act's 
requirements  for  the  soUcltatlon  of  pub- 
lic comments  before  the  test  procedurea 
are  prescribed. 

DATES:  Comments  by  July  21,  1977. 
4:30  p.m.;  requests  to  speak  by  Jtily  18, 
1977,  4:30  pjn.;  statements  by  July  21, 
1977:  hearing  to  be  held  on  July  27,  1977. 
at  1:30  p.m. 

ADDRESSES:  Comments  and  requests 
to  speak  at  the  hearing  to;  Executive 
Communications,  Room  3317.  Federal 
Energy  Administration,  Box  MW.  Wash- 
ington, D.C.  20461;  statements  to  Execu- 
tive CcHnmimlcations,  Room  3317,  Fed- 
eral Energy  Administration,  12th  and 
Pennsylvania  Avenue  NW.,  Washington, 
D.C.  20461. 
HEARING  HELD  AT: 

Federal  Building,  Room  3 000 A,  12th 
and  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.C.  20461. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  A.  Smith  (Program  OfiQce) , 
Room  307.  Old  Post  Office  Building, 
12th  Street  and  Pennsylvania  Avenue 
NW.,  Washington,  DC.  20461  (202) 
566-4635. 

Robert  C.  Gillette  (Hearing  Proce- 
dures), 2000  M  Street  NW.,  Room 
2222A.  Washington,  DC.  20461  (202) 
254-5201. 

Jim  Mema  (Media  Reliations).  12th 
and  Pennsylvania  Avenue  NW.,  Room 
3104,  Washington.  D.C.  20461  (202) 
566-9833. 

William  J.  Dennison  ( Office  of  G«ieral 
Counsel) .  12th  and  Pennsylvania  Ave- 
nue NW.,  Room  7148,  Washington,  D.C. 
20641  (202)  56«-rf&e. 


SUPPLEMENT.\RY  DEFORMATION: 

A.    BACKGROUlfD 

The  Federal  .gnergy  Administration 
iFEAi  proposes  to  amend  Chapter  n  of 
Title  10.  Code  of  Federal  Regulations,  in 
order  to  prescribe  test  procedures  for  de- 
humidifiers  under  section  323.  42  U  S.C. 
6293,  of  the  Energy  PoUcy  and  Conserva- 
tion Act  (Act)  'Pub.  L.  94-163  >  The  Act 
requires  that  FEA  prescribe  standard 
methods  for  testing  covered  appliances. 
Developwnent  of  test  procedures  is  one 
discrete  part  of  the  energy  conservation 
program  for  appliances.  Even  when  pro- 
mulgated, final  test  procedures  will  not 
of  themselves  require  testing  to  he  con- 
ducted. They  wiU  merely  establish  stand- 
ard methods  for  testing  when  testmg  is 
otherwise  required  by  the  Act  Itself  or  by 
regulations  Implementing  other  parts  of 
the  program.  For  example,  the  Federal 
Trade  Commission  'FTX"),  In  exercising 
Its  appliance  energy  efficiency  labelling 
authority  regarding  a  particular  appli- 
ance type,  may  well  require  the  applica- 
tion of  substantially  less  than  all  of  the 
final  test  procedures  applicable  to  that 
appliance  tji^e. 

By  notice  issued  May  10.  1976  '41  FR 
19977.  May  14,  1976),  FEA  proposed  to 
establish  Part  430,  entitled  •'Energy 
Conservation  Program  for  Appliances." 
in  Chapter  11  of  Title  10  of  the  Code  of 
Federal  Regulations.  That  notice  pro- 
posed a  Subpart  A  t-o  Part  430,  contain- 
ing general  program  provisions,  and  a 
Subpart  C,  containing  proposed  energy 
efficiency  Improvement  targets.  By  no- 
tice Issued  July  22,  1976  (41  FR  31237, 
July  27,  1976) ,  FEA  proposed  an  amend- 
ment to  propc^ed  Part  430  to  add  a  Sub- 
part B  which  would  contain  the  appli- 
ance test  procedures  required  to  be  pre- 
scribed by  section  323  of  the  Act.  Sub- 
parts A  and  B  were  established  by  notice 
issued  on  May  24,  1977  (42  FR  27896, 
June  1,  1977).  Proposed  Subpart  C 
has  not  yet  been  finalized,  and  a  further 
proposal  of  Subpart  C  wUl  be  necessary 
in  order  to  meet  the  reqtiirements  of 
section  325  >  a)  ( 1 )  of  the  Act  as  amended 
by  section  161  of  the  Energy  Consen^a- 
tion  and  Production  Act  iPub.  L.  94-385) . 

The  notice  Issued  on  May  24,  1977,  in- 
cluded final  test  procedures  for  room  air 
conditioners  By  notice  issued  March  17, 
1977  (42  FR  15423,  March  22,  1977)  FEA 
proposed  test  procedures  for  dishwash- 
ers. This  notice  also  Included  certain 
program  definitions  which  have  not  yet 
been  finalized.  Proposed  test  procedures 
for  water  heaters,  television  receivers,  re- 
frigerators and  refrigerator-freezers, 
freezers,  and  clothes  dryers  were  issued 
on  April  21,  1977   (42  FR  21576  et  seq.. 
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April  27.  1977 >  Proposed  te«t  procedurea 
for  imvented  home  heating  equipment 
were  issued  on  May  4.  1977  '42  FR 
23860,  May  11.  1977)  and  proposed  test 
procedure^  for  a'jtoir.atic  and  .<;em!a:;to- 
matic  clothes  washers  were  L-y^ued  on 
May  11.  1977  '  42  FR  25329.  May  17.  1977  '  , 
along  with  a  determination  that  test  pro- 
cedures cannot  be  proposed  for  any  other 
class  of  clothes  washer  By  this  notice, 
FEIA  t*;  proposing  test  pn>-ed\ire5  for  de- 
humidifiers.  By  se^>arat.e  n -uce  FE.^  is 
also  proposing  today  test  procedures  for 
humidifiers. 

Section  323'a'(2)  of  the  Act  requ:re5 
FEA  to  direct  the  National  Bureau  of 
Su^ndards  (NBS)  to  develop,  for  specifi- 
cally named  types  of  covered  products. 
t-est  procedure?  for  tJie  detcnr.inaL:on  of 
the  estimated  annual  ope.'Titing  costs  and 
at  least  one  other  useful  measure  of  en- 
ergy- consu.mption  whkh  FEA  determines 
is  likely  to  assist  con-^ume-'s  in  making 
r-urchasiiig  decision's,  P-jrsuant  to  the 
Act.  FEA  directed  NBS  to  develop  test 
procedures  for  F"EA's  use  In  prescribing 
test  procedures  under  tlic  .^ct.  As  paxt  of 
tills  undertaking,  NBS  evaluated  existlr^g 
test  procedure.s  for  measuring  energy 
consumption  of  dehum.idifie!T; 

NBS  has  transmitted  to  FE.^  a  test 
procedure  review  document  which  re- 
\1ewed  existing  test  procedure?  for 
measuring  energy  con.-iimptlon  for  de- 
humidifiers  and  recommended  a  test  pro- 
oedure.  Copies  of  this  review  document 
will  be  made  avallai)le  for  inspection  by 
interested  persons  as  provided  for  later 
In  this  notice. 

Thie  test  procedures  rr^ommeiided  by 
NBS  Eind  proposed  today  u: corporate  the 
procedure  used  to  detcrinme  t2ie  rated 
capacity  of  dehumldifiers  as  specL^ied  m 
the  American  National  Standard  i  ANS  > 
B149  1-1972.  sections  3.  4,  5  6  and  7  and 
In  addition,  using  the  datA  obtained  by 
tliat  test  method.  pro\ide  procedures  for 
determining  the  estimated  annual  op- 
erating cost,  the  estimated  annual  op- 
erating cost  by  region,  and  the  energy 
factor  for  dehumidtfiers.  .AN3  B149  1- 
1972  will  be  available  for  inspection  by 
interested  persons  as  pronded  for  later 
in  this  notice. 

Appendix  L  of  this  pro;x>sal.  Uniform 
Test  Meth.^d  for  Measuring  the  Energy 
Con-sumptlon  of  Dehumldifiers.  gen- 
erally foUows  the  ANS  standa.-d  B149  1- 
1972.  One  difference  between  Appendix 
L  and  the  ANS  standard  is  that  .Appen- 
dix L  does  not  contain  paragraph  6  3  of 
the  stand.ird.  Paragraph  6  3  of  ANS 
B149. 1-1972.  which  Is  not  applicable  in 
the  proposed  rule,  provides  that  any  rep- 
resentative production  unr  may  ha\e 
a  cafiacity  of  not  less  than  92  per  er.t  of 
the  rated  capacity,  as  measured  bv  tlie 
standard,  for  purposes  of  the  mcustry 
published  "rated  capacity"  .'^dd:tionaliy. 
section  8  and  section  5  1  '  which  n^f ers  to 
section  8)  of  ANS  B149  l-"i972  are  not 
incorporated  in  the  proposed  test 
method.  Section  8  of  ANS  B149  1-1972 
sets  forth  procedures  for  determining 
the  performance  of  the  dehumldilier, 
1  e.  the  dehumidifler's  caiJabUity  to  re- 
move moisture  from  the  ambient  air  un- 
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der  varying  conditions,  The  ANS  stand- 
ard Is  also  modified,  In  3.2  and  3.3  of 
proposed  Appendix  L,  to  provide  that  the 
energy  cor-^sumed  during  the  te.st  is  meas- 
ured and  recorded. 

Todays  proposal  adds  to  §  430.2  a  defi- 
nition of  ■dchumldifler"  and  amends  the 
definition  in  §  430.2  of  "basic  model"  by 
adding  a  subparagraph  (12 1  applying 
specifically  to  dehumldifiers.  In  addition. 
5  430.2  contains  definitions  promulgated 
or  proposed  previously  <42  FR  27896, 
June  1,  1977:  42  FR  15423.  March  22. 
1977),  some  of  which  are  applicable  to 
the  test  procedures  for  dehumldifiers. 
Comments  on  these  definitions  are  timely 
as  provided  below. 

B.  Measures  of  Energy  Consumption 

The  Act  requires  FEA  to  prescribe  test 
procedures  for  the  determination  of  esti- 
mated annual  operating  costs  and  at 
least  one  other  useful  measure  of  energy 
consumption  which  the  Administrator 
determines  is  likely  to  assist  consumers 
in  making  purchavsing  decisions.  NBS 
has  developed  a  method  of  calculating 
the  estimated  annual  cost  of  operation 
for  dehumldifiers  (§430.22(1)  (1  >) .  The 
estimated  annual  operating  coet  for  de- 
humldifiers is  the  product  of  the  repre- 
sentative average-use  cycle,  the  hourly 
energy  consumption  of  the  dehumidlfler. 
and  a  re^jresentative  average  unit  cost 
of  energy 

Also  proposed  f  §  430  22'1)  (2)  )  for  the 
determination  of  other  measures  of 
energy  consumption  which  are  likely  to 
a-ssLst  consumers  In  making  purchasing 
decisions  are  test  procedures  for  deter- 
mination of  the  estimated  annual  op- 
erating cost  by  geographic  region  of  the 
United  States. 

E>ehumidlflers  operate  In  many  dif- 
ferent ambient  environments,  which  are 
primarily  dependent  on  the  geographic 
location,  although  the  dehumldlfier's 
particular  location  In  the  home  and  the 
working  condition  of  the  dehumldlfier 
will  also  affect  the  energy  consumption 
of  the  dehumidlfler.  The  estimated  an- 
nual operatlrig  cost  by  geographic  region 
Is  the  product  of  the  regional  representa- 
tive average-use  cycle  as  determined  In 
AppendLx  L.  the  hourly  energy  consiunp- 
tlon  of  the  dehumidlfler.  and  a  repre- 
sentative average  unit  cost  of  energy. 
The  regional  average  use  data  Is  based 
on  an  NBS  dehumidlfler  regional  usage 
analysis  study,  copies  of  which  will  be 
available  for  Inspection  by  Interested 
persons  as  provided  for  later  In  this 
notice. 

An  additional  proposed  measure 
(§  430.22(11 13>  )  that  Is  likely  to  assist 
consumers  In  making  purchasing  deci- 
sions is  the  energy  factor.  The  energy 
factor,  expresses  as  pints  of  water  con- 
densate collected  per  kilowatt-hour,  is 
defined  as  the  quotient  of  the  quantity 
of  water  condensate  collected  by  the  de- 
humidlfler. in  pounds  (corrected  to  the 
standard  rating  conditions  or  80°P  dry 
bulb,  69.6'P  wet  bulb,  which  represents 
a  60  percent  relative  humidity  > ,  divided 
by  the  product  of  the  energy  consumpH 
tion.  In  kilowatt-hours,  and  a  cc«iverslon 
factor  of  1.04  pounds  per  pint.  Among 
other  possible  applications,  the  energy- 


factor  may  be  used  by  PEA  to  deter- 
mine the  efSclency  of  dehumldifiers  for 
the  purposes  of  the  efQclency  Improve- 
ment program  described  by  section  325 
of  the  Act. 

FEA  recognizes  that  there  may  be  ad- 
ditional useful  measures  of  energy  con- 
sumption for  dehumldiflers  other  than 
the  measures  described  above.  Accord- 
ingly, today's  proposal,  In  proposed 
5  430.22(1)  (4),  provides  for  other  use- 
ful measures  which  the  Administrator 
determmes  are  likely  to  assist  consumers 
In  making  purchasing  decisions.  These 
measures,  however,  must  be  derived  from 
the  application  of  the  uniform  test  meth- 
od proposed  today  as  Appendix  L  to 
Subpart  B.  Dehuniidifier  manufacturers 
would,  if  required,  only  have  to  perform 
various  computations  while  stUl  apply- 
ing the  same  test  method  contained  in 
Api^endlx  L.  For  example,  If  the  Ad- 
ministrator determined  that  a  per-hour 
cost  would  aid  consumers  in  making  pur- 
cha^sing  decisions,  this  cost  could  be  de- 
rived by  applying  the  uniform  test 
method  and  dividing  by  the  annual  usage 
to  aiTive  at  a  per-hour  figure. 

C.  Laboratory  Methodology 

Proposed  Appendix  L  to  Subpart  B 
provides  for  a  controlled  laboratory  en- 
vironment for  measuring  energy  con- 
sumption for  the  various  dehumldifiers 
which  are  available  to  the  consumer.  The 
proposed  test  method  In  Appendix  L 
measures  energy  consumption  to  kllo- 
watt-houi-s  per  test  for  the  dehumidl- 
fler under  test.  From  this  standard 
measure  of  energy-  consumption,  various 
determinations  of  dehumidlfler  energy 
costs  and  energy  consumption  can  be 
derived  in  a  standard  fashion. 

The  propo£;ed  test  method  also  de- 
termines the  rated  capacity  m  pints  of 
water  collected  per  24  hours  of  contin- 
uous operation  of  a  dehumidlfler  to  a 
room  under  the  standard  conditions  of 
80'P  dry  bulb.  69.6°P  wet  bulb,  which 
represents  a  relative  humidity  of  60  per- 
cent. 

The  test  is  conducted  with  the  dehu- 
midlfler to  a  constant,  steady-state  op- 
eration for  a  minimum  of  six  hours  In  an 
ambient  environment  of  the  specified 
standard  constant  temperature  and 
standard  constant  relative  humidity. 
Calculations  of  the  rated  capacity  to 
pmts  per  24  hours  are  made,  and  the 
correspondtog  electrical  toput  in  kilo- 
watt-hours (kWh)  required  to  operate 
the  unit  Is  recorded.  This  laboratory 
method  tosures  repeatable  and  accurate 
tests. 

Because  the  ambient  environment  Is 
not  allowed  to  vary  to  the  laboratory  test, 
the  dehumidlfler  Is  working  constantly 
to  remove  moisture  frcwn  the  air.  In 
actual  use,  however,  the  dehumidlfler 
works  only  to  remove  that  amount  of 
moLsture  from  the  air  that  Is  necessary  to 
obtato  the  relative  humidity  level  desired 
by  the  user.  When  this  relative  humidity 
level  is  achieved,  the  dehumidlfler  will 
automaticaUy  turn  off.  If  the  relative 
humidity  tocreases  to  a  level  above  that 
for  which  the  dehumidlfler  Is  set,  the 
dehumldlfier  will  turn  on  again. 


The  effect  of  the  dehumidlfler  turning 
"off  and  on,"  rather  than  being  con- 
stantly "on"  for  a  given  time  period, 
on  the  energy  consumption  and  efficiency 
of  a  dehimiidlfier  has  not  yet  been  de- 
termtoed  by  survey  data  or  laboratory- 
tests.  NBS  has  made  the  determtoation 
that  the  effects  of  such  "off/on"  opera- 
tions, if  any,  would  probably  be  insignifi- 
cant and  has  recommended  the  steady- 
state  operation  test  method  proposed  in 
Appendix  L  of  this  subpart. 

D.  Representative  Average-Use  Cycle 

Section  323(b)(2)  (42  U.S.C.  6293(bi 
(2))  of  the  Act  provides  that  test  pro- 
cedures for  determmmg  estimated  an- 
nual operating  costs  of  any  covered 
product  shall  be  calculated  from  meas- 
urements of  energy  use  to  a  representa- 
tive average-use  cycle  'as  determined  by 
the  Admtolstrator)  and  from  represent- 
ative average  unit  costs  (as  provided  by 
the  Administrator)  needed  to  operate 
such  product  during  such  cycle.  FEA  has 
determmed  that  the  representative 
average-use  cycle  for  dehumldifiers  is 
1,400  hours  of  operation  per  year.  This 
determtoation  Is  based  upon  NBS'  rec- 
ommendation to  FEA  and  an  NBS  re- 
port on  dehumidlfler  operating  hours. 
The  report  describes  the  analytical  pro- 
cedure used  to  derive  the  proposed  aver- 
age annual  usage  of  1.400  hours  of  opera- 
tion per  year  from  historical  climatic 
data  for  thirty-six  locations  to  the  con- 
ttoental  United  States,  as  well  as  home 
use  survey  data  and  regional  market 
saturation  data.  Both  of  these  documents 
are  available  for  Inspection  by  Interested 
persons  as  provided  for  later  to  this 
notice. 

FEA  Intends  to  develop  representative 
average  unit  costs  of  energy  needed  to 
calculate  the  annual  operating  cost  for 
the  representative  average-use  cycle  and 
to  provide  this  information  to  manufac- 
turers and  FTXT  on  or  before  the  effective 
date  of  test  procedures  for  dehumidlfler*!. 

E.  Nttmber  of  Units  To  Be  Tested 

Proposed  §  430.23(1)  would  provide  for 
sampling  of  each  basic  model  to  be  tested 
when  testtog  of  dehumldifiers  is  required 
by  the  Act  or  by  program  regiilatlons  of 
agencies  responsible  for  admtoistertog 
the  Act.  This  provision  Is  tatended  both 
to  provide  an  acceptable  level  of  assur- 
ance that  test  results  are  applicable  to 
any  entire  basic  model  for  which  testing 
is  required  and  to  mtolmlze  the  testing 
burden  on  manufacturers.  FEA  believes 
that  the  sampling  approach  proposed  to- 
day will  enable  consumers  to  make  mean- 
ingful comparisons  of  Information  ap- 
peartog  on  appliance  labels,  and  also 
will  meet  the  requirements  of  section 
323(b)  of  the  Act  that  test  procedures 
not  be  imduly  burdensome  to  conduct. 

Under  proposed  §  430.23(1)  (r>.  a  sam- 
ple of  sufQcient  size  of  each  basic  model 
would  be  tested  to  assure  that,  for  each 
measure  of  energy  consumption  described 
to  S  430.22(1) ,  there  is  a  95  percent  prob- 
ability that  the  mean  of  the  values  of 
these  measures  of  the  sample  Is  wlthto 
5  percent  of  the  true  mean  of  these  meas- 
ures of  the  basic  model.  The  size  of  the 
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sample  of  a  particular  basic  model  wlE 
depend  upon  the  followtog  factors: 

(a)  Tlie  level  of  confidence  required 
(set  at  95  percent  In  the  proposed  regu- 
lations) : 

(b)  The  maximum  allowable  differ- 
ence between  the  sample  mean  and  the 
mean  of  the  basic  model  (expressed  to 
the  proposal  as  a  percent  of  the  true 
mean  and  set  at  5  percent)  :  and 

(c)  The  relationship  of  the  mean  and 
standard  deviation  of  the  ba.-^ic  modeL 

The  relationship  of  the  mean  an4 
standard  deviation  of  the  basic  mod^ 
can  be  determtoed  from  data  available  to 
manufacturers.  With  this  Information 
and  ustog  standard  statistical  tech- 
niques, manufacturers  can  determine  the 
number  of  units  required  to  be  tested. 
In  any  case,  no  fewer  than  three  units  of 
each  basic  model  must  be  tested  Sample 
units  would  be  selected  randomly  from 
the  production  stream. 

Manufacturers  and  other  interested 
persons  are  encouraged  to  comment  on 
the  sampling  approach.  Manufacturers 
are  especially  encouraged  to  submit  any 
data,  which  relates  to  the  size  of  the  sam- 
ples which  the  pro\ision  would  require 
to  be  tested.  Comments  alleging  that  the 
sampling  pro%i.sion  is  burdensome  should 
include  a  full  discussion  of  the  facts 
upon  which  such  allegation  Is  based. 

F.  Request  for  Particular  Comments 

While  FEA  is  soliciting  comments  on 
all  aspects  of  the  proposed  test  procedure 
for  dehumldifiers.  FEA  Is  particiUarly 
totercsted  In  receiving  comments  on  any 
other  useful  measures  of  energv  con- 
sumption or  data  on  tyni'-al  ron.<tumer 
use  of  dehumldifiers  to  addition  to  those 
proposed  today.  FEA  is  also  Interested  to 
receiving  comments  with  regTd  to  the 
appropriatene.ss  of  tocorporatlng  the 
proposed  sections  of  ANS  B149. 1-1972. 
In  addition.  FEA  is  interested  in  receiv- 
ing comments  on  any  definitions  already 
promulgated  or  propc.sed  in  ?  430  2.  as 
discussed  above,  as  these  definitions 
might  affect  the  testing  of  dehumldifiers. 
Comments  with  respect  to  these  defini- 
tions In  5  430.2  are  timely  until  the  close 
of  the  written  record,  as  specified  below. 

G.  Comment  Procedure 

1.  Written  comment.  Interested  per- 
sons are  to-vlted  to  participate  In  this 
rulemaking  by  submitting  data,  views,  or 
arguments  with  respect  t/^  the  proposed 
test  procedures  for  dehumldifiers  set 
forth  In  this  notice  to  Executive  Com- 
munications. Room  3317.  Federal  Energy 
Administration.  Box  M^V,  Washington, 
DC.  20461. 

Comments  should  be  identified  on  the 
outside  of  the  envelojx^  and  on  docu- 
ments submitted  to  FEA  with  the  desig- 
nation "Dehumldifiers — Propo.sed  Test 
Procedure."  Fifteen  copies  ."^hould  be  sub- 
mitted. All  comments  received  by  July  21, 
1977.  before  4:30  p.m..  e.d  t .  and  all 
other  relevant  toformation,  will  be  con- 
sidered by  F^A  before  final  action  Is 
taken  on  the  proposed  regulations. 

Any  Information  or  data  considered 
by  the  person  furnishing  It  to  be  confi- 
dential must  be  so  Identified  and  sub- 


mitted to  writing,  one  copy  only.  FEA 
reserves  the  light  to  determine  the  con- 
fidential status  of  the  Information  or 
data  and  treat  it  accordtog  to  its  deter- 
mtoation. 

2.  Public  hearings. — a.  RcQuest  proce- 
dure. The  time  and  place  of  the  public 
hearmg  are  Indicated  at  the  begtoning  of 
this  preamble.  The  hearing  will  be  con- 
tinued, if  necessary,  on  July  28,  1977. 

FEA  tovltes  any  person  who  has  an 
interest  to  the  proposed  rulemaking  Is- 
sued today,  or  who  is  a  representative  of 
a  group  or  class  of  persons  tliat  has  an 
interest  to  today's  proposed  rulemaking, 
to  make  a  wTitten  request  for  an  oppor- 
tunity to  make  an  oraJ  presenUitlon. 
Such  a  request  should  be  directed  to  the 
address  todlcated  at  the  begtoning  of 
this  preamble  and  must  be  received  be- 
fore 4:30  p.m.,  e.d.t..  on  July  18.  1977. 
Such  a  request  may  be  hand  delivered  to 
such  address,  between  the  hours  of  8  a.m. 
and  4:30  p.m..  Monday  through  Friday. 
A  request  should  be  labeled  both  on  the 
document  and  on  the  envelope  "Dehu- 
mldifiers— Proposed  Test  Procedure" 

The  person  making  the  request  should 
briefly  describe  the  toterest  concerned; 
If  appropriate,  state  why  she  or  he  is  a 
proper  representative  of  a  group  or  class 
of  persons  that  has  such  an  Interest:  and 
give  a  concise  summary  of  the  proposed 
oral  presentation  and  a  telephone  num- 
ber where  she  or  he  may  be  contacted 
through  July  26. 1977. 

FEA  wUl  notify,  before  4:30  p.m., 
July  20.  1977.  each  person  selected  to 
api^ear  at  a  hcartog.  Each  ixrson  se- 
lected to  be  heard  must  submit  50  copies 
of  her  or  his  statement  to  the  address 
and  by  the  date  given  in  the  beginning 
of  this  preamble.  In  the  event  any  per- 
son -w-ishmg  to  testify  cannot  meet  the 
50  copy  requirement,  alternative  ar- 
rangements can  be  made  with  the  Office 
of  Regulations  Management  in  advance 
of  the  heartag  by  so  todlcattog  to  the 
letter  requesting  an  oral  presentation 
or  by  caUtog  the  Office  of  Regulations 
Management  at  202-254-3345. 

b.  Conduct  of  hearings.  FEA  reserves 
the  right  to  select  the  persons  to  be 
heard  at  this  heartog.  to  schedule  their 
respective  presentations  and  to  estab- 
lish the  procedures  govemtog  the  con- 
duct of  the  heartog.  The  length  of  each 
presentation  may  be  limited,  based  on 
the  number  of  persons  requesttog  to  be 
heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearing.  This  wUl  not  be 
a  judicial  or  evldentlary-type  heartog. 
Questions  may  be  asked  only  by  thase 
conducttog  the  heartag.  and  there  will 
be  no  croRS-examtaatlon  of  persons 
presenttog  statements.  Any  decL«?lon 
made  by  FEA  with  respect  to  the  sub- 
ject matter  of  the  heartog  will  be  based 
on  aU  information  available  to  FEA.  At 
the  conclusion  of  all  initial  oral  state- 
ments, each  perscm  who  has  made  an 
oral  statement  will  be  given  the  oppor- 
tunity If  she  or  he  so  desires,  to  make  a 
rebuttal  statement  The  rebuttal  state- 
ments will  be  given  to  the  order  to 
which  the  Initial  statements  were  made 
and  will  be  subject  to  time  limitations. 


Any  toterested  person  may  submit 
questions  to  be  asked  of  any  person 
maktog  a  statement  at  the  heartog  to 
Executive  Communications.  FEA,  before 
4:30  pjn..  e.d.s.t.,  July  21,  1977.  FEA  will 
determine  whether  the  question  is  rele- 
vant, and  whether  the  time  limitations 
permit  It  to  be  presented  for  answer. 

Any  person  who  makes  an  oral  state- 
ment and  who  wishes  to  ask  a  question 
at  the  heartog  may  submit  the  question, 
in  writing,  to  the  presldtog  officer.  The 
presiding  officer  will  determtae  whether 
the  question  Is  relevant,  and  whether 
tlie  time  limitations  permit  it  to  be  pre- 
.■^nted  for  answer. 

Any  further  procedural  rules  needed 
for  the  proper  conduct  of  the  heajing 
will  be  announced  by  the  presldtog 
officer. 

A  transcript  of  the  hearing  will  be 
made  and  the  entire  record  of  the  hear- 
ing, including  the  transcript,  will  be  re- 
tained by  FEA  and  made  available  for 
inspection  at  the  F^\  Freedom  of  In- 
formation Office.  Room  2107.  Federal 
Building.  12th  and  Pennsylvania  Ave- 
nue NW..  Washington.  DC.  between  the 
hours  of  8  a.m.  and  4:30  p.m..  Monday 
through  Friday  Any  person  may  pur- 
cha.se  a  copy  of  the  transcript  from  the 
reporter  A  copy  of  NBS's  recommenda- 
tions concern  tog  test  procedures  for  de- 
humidifiers  along  with  the  NBS  Internal 
report  on  dehumldlfier  operating  hours 
and  the  ANS  Standard  B149  1-1972  will 
ab^o  be  made  available  for  Inspection  at 
the  FEA  Freedom  of  Informatton  Office. 

H.  Environmental  and  Inflationary 
Review 

As  required  by  section  7(c)  (2)  of  the 

Federal  Energy  Admtolstratlon  Act  of 
1974  (Pub.  L.  93-275 >.  a  copy  of  this  no- 
tice has  been  submitted  to  the  Admini.v- 
trator  of  the  En\ironmcntal  Protection 
Agency  for  his  comments  concerning  the 
Impact  of  this  proposal  on  the  quality 
of  the  environment.  The  Administrator 
has  no  comments. 

The  National  Environmental  Policy 
Act  of  1969  requires  FEA  to  assess  the 
en\irorunental  impacts  of  .'Uiy  proposal 
by  the  Agency  for  "maior  pSederal  a''- 
tions  significantly  afiecttog  the  quality 
of  the  human  en\ironment  "  Since  test 
procediu-es  under  the  conservatlcm  pro- 
gram for  appliances  will  be  used  only 
to  standardize  the  measurement  of  en- 
ergy usage  and  will  not  affect  the  quan- 
tity or  distribution  of  energy  usage.  FEA 
has  determined  that  the  action  of  pre- 
.scriblng  test  procedures,  by  Itself,  will 
not  result  m  any  environmental  Impacts, 
On  this  basis,  PEA  has  determmed  that, 
with  respect  to  prescribing  test  proce- 
dures under  the  conser\'atlon  program 
for  appliances,  no  environmental  lmc>act 
statement  Is  required. 

The  proposal  has  been  re\iewed  to  ac- 
cordance with  Executive  Order  11821  as 
amended  by  Elxecutive  Order  11949.  and 
OMB  Circular  No.  A-107  and  has  been 
determined  not  to  be  a  major  prop>osal 
requiring  evaluation  of  its  economic  Im- 
pact as  provided  for  therein. 

(Energy  Policy  and  Conservation  Art,  Pub. 
L.   94-163,    as    amended   by   Pub.    L.   64-386; 
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Federal  Energy  Administration  Act  of  1974. 
Pub.  L.  93-275.  M  amended  by  Pub.  L.  94- 
385.  E.O   11790.  39  PR  23186  ) 

In  consideration  of  the  foregoing.  It 
is  proposed  to  amend  Chapter  n  of  Ti- 
tle 10,  Code  of  Federal  Regiilatlons,  as 
set  forth  below. 

Issued  in  Washington.  D.C  .  May  25, 

1977. 

Eric  J.  F\-gi, 
Acting  General  Counsel. 

Federal  Energy  Administration. 

1.  Section  430.2  Ls  amended  by  adding 
a  subparagraph  (12 1  as  part  of  the  defi- 
nition of  "basic  model"  and  by  adding 
the  definition  of  '-dehumidifier,"  to  read 
as  follows : 


§  130.2 


I)«'fiiiili«>ii«. 


"Basic  model"  means  all  units  of  a 
given  type  of  covered  product  manufac- 
tured by  one  manufacturer  and — 

•  •  •  •  • 
(12)    With   respect   to   dehumidifiers, 

havmg   essentially   identical   functional 
physical  and  electrical  characteristics. 

•  •  •  •  • 
"Dehumidifier"  means  a  self-con- 
tained, electrically-powered,  mechani- 
cally-refrigerated consumer  product  de- 
signed to  decrease  the  moisture  content 
of  air  In  an  enclosed  space  to  a  speci- 
fied level:  it  has  a  refrigerated  surface 
(evaporator I  onto  which  some  moisture 
from  the  air  condenses,  a  refrigerating 
system  that  includes  an  electric  motor, 
a  fan  for  circulating  air.  and  a  drainage 
arrangement  for  collecting  and  or  dis- 
posing of  the  condensation. 

•  •  •  •  • 

2.  Section  430  22  is  amended  by  adding 
paragraph  i  / ' ,  to  read  as  follows : 

§  1-30,22      T«'«t    prtH-ciJiir«-.^    for  measures 
of  eiierpy  con.oumption. 

•  •  •  •  • 

(I)  Dehumidifiers.  (D  The  estimated 
annual  operating  cost  for  dehumidifiers 
shall  be  the  product  of  the  following 
three  factors:  (i)  The  representative 
averaee-use  cycle  of  1.400  hours  per  year. 
'Ail  the  hourly  energy  consumption  In 
kilowatt-hours  per  hour,  determined  ac- 
cording to  4  3  of  Appendix  L  of  this  sub- 
part, and  '  ili'  tlie  representative  average 
unit  cost  in  dollars  per  kilowatt-hour  as 
provided  by  the  Administrator,  the  re- 
sulting product  then  beiiig  rounded  off 
to  the  nearest  dollar  per  year. 

i2i  The  estimated  annual  operatuig 
cost  for  dehumidifiers  by  region  shall  be 
the  product  of  the  following  three  fac- 
tors: 111  The  regional  representative 
average-use  cycle,  determined  according 
to  5  of  Appendix  L  of  this  subpart  (11) 
the  hourly  energy  consumption  In 
kUowatt-hours  per  hour,  determined  ac- 


cording to  4.3  of  Appendix  L  of  tiiis  sub- 
part, and  (lil>  the  representative  aver- 
age unit  cost  in  dollars  per  kilowatt-hour 
as  provided  by  the  Administration,  the 
resulting  product  tiien  being  rounded  oflf 
to  the  nearest  dollar  per  year. 

(3i  The  energy  factor  for  dehumidi- 
fiers, expressed  in  pints  of  water  con- 
densate collected  per  kWh  shall  be  the 
quotient  of  the  water  condensate  col- 
lected, in  poimds.  as  determined  In  3.2  of 
Appendix  L  of  this  subpart,  divided  by 
the  product  of  the  energy  consumption, 
in  kilowatt-hours,  as  determined  In  3.2 
of  this  Appendix,  and  a  conversion  factor 
of  1.04  pounds  per  pint. 

(4)  Other  useful  measures  of  energy 
consumption  for  dehumidifiers  shall  be 
those  measures  of  energy  consumption 
for  dehumidifiers  which  the  Administra- 
tion determines  are  likely  to  assist  con- 
sumers in  making  purchasing  decisions 
and  which  are  derived  from  the  applica- 
tion of  Appendix  L  of  this  subpart. 

3.  Section  430.23  is  amended  by  adding 
a  paragraph  (Z) .  to  read  as  follows: 


§  430.23      Units  to  be  tested. 

•  «  •  «  « 

(1)  Dehumidifiers.  (1)  When  testing  of 
dehumidifiers  is  required  for  a  measure 
or  measures  of  energy  consumption 
described  in  §  430.22(1),  a  sample  of  suf- 
ficient size  of  each  basic  model  shall  be 
tested  to  ensure  that,  for  each  such 
measure  of  energy  consumption,  there 
is  a  95  percent  probability  that  the  mean 
of  the  sample  is  within  5  percent  of  the 
true  mean  of  such  measures  of  the  basic 
model,  except  tliat  no  fewer  than  three 
units  of  each  basic  model  shall  be  tested. 

(2)  The  sample  selected  for  paragraph 
(Z)(l)  of  this  section  shall  be  a  simple 
random  sample  drawn  from  the  produc- 
tion stream  of  the  basic  model  being 
tested. 

(3)  A  basic  model  having  dual  voltage 
ratings  shall  be  separately  tested  at  each 
design  voltage  such  that  the  requirements 
of  paragraph  (2)(1)  of  this  section  are 
satisfied  at  each  rating. 

4.  Subpart  B  of  Part  430  is  amended  to 
add  an  Appendix  L,  to  read  as  follows : 

.\ppuNDix  L — Uniform  Test  Method  for  Measuring  the  Energy  Gonslmption 

OF  Dehumidifiers 

1 .  Definitions. 

1.1  "ANSI"  means  the  American  National  Standard  Institute. 

1.2  "ANS  B149.1-1972"  means  the  test  standard  published  by  the  ANSI,  titled 
"American  National  Standard — B149.1,  Dehumidifiers",  and  designated  ae  ANS 
B149.1-1972. 

1.3  "Capacity"  means  a  measure  of  the  abilty  of  a  dehumidifier  to  remove  moisture 
from  itj«  .surrounding  atmosphere. 

1.4  "Rated  capacity"  means  the  amount  of  water,  stated  in  pints  collected  per 
24  htiurs  of  continuous  operation  when  tested  in  accordance  with  this  Appendix. 

2.  Testing  conditions. 

2.1  Installation  and  Operational  conditions.  Install  the  dehumidifier  and  maintain 
the  operating  conditions  In  accordance  with  the  manufacturer's  instructions,  except 
that  where  the  manufacturer's  instructions  are  at  variance  with  the  test  method  specified 
in  ANS  B149. 1-1972,  as  amended  by  3.1  of  this  Appendix,  in  which  case  the  amended 
ANS  B149. 1-1972  shall  be  used.  Install  a  watt-hour  meter  with  an  error  not  greater 
than  O..')  percent.  The  smallest  scale  graduation  on  the  watt-hour  meter  shall  not  cxceril 
one  watt-hour. 

3.  Testing  and  measurements. 

3.1  Test.  Perform  a  test  by  establishing  the  testing  conditions  set  forth  in  2.1  of  this 
Appendix,  testing  the  dehumidifier  in  accordance  with  ANS  B149. 1-1972,  sections  3, 
4,  5,  6  and  7,  except  that  paragraphs  5.1  and  6.3  of  ANS  B149. 1-1972  .shall  be  deleted. 

3.2  Test  measurements.  Measure  the  energy  consumption  (E),  In  kilowatt-hours 
CkVVh),  and  the  water  condensate  collected  (CJ,  In  pounds,  during  the  test  performed 
in  3.1  and  measure  the  test  results  specified  in  section  7  of  ANS  B149. 1-1972. 

3.3  Recorded  values.  Record  the  energy  consumption  as  measured  in  3.2  of  this 
Appendix  and  the  values  determined  In  accordance  with  section  7  of  ANS  B149, 1-1972. 

4.  Calculation  of  derived  results  from  test  measurements. 

4.1  RaUd  cxipacily.  Calculate  the  rated  capacity,  Cr,  expressed  in  pints  of  water 
collected  per  24  hours,  in  j.ccordance  with  section  7.5  of  ANS  B149. 1-1972. 

4.2  Energy  factor.  Calculate  the  energy  factor,  EF,  expressed  in  pints  per  kWh  and 
defined  as: 

where 

C  =  the  condensate  collected,  in  pounds,  as  defined  in  3.2 -of  this  Appendix. 
E=the  energy  consumption,  in  kilowatt-hours,  as  defined  in  3.2  of  this  Appendix, 

and 
A'  =  the  factor  1.04,  used  to  convert  pounds  of  water  condensation  to  phats. 

4.3  Hourly  energy  consumption.  Calculate  the  hourly  energy  consumption  (Eh), 
exiires.^ed  in  kWh  per  hour  and  defined  as; 

Cn 


En^ 


EF 


where 


t'fi=the  r.ited  capacity  as  calculated  in  4.1  of  this  Appendix 
EF— the  energy  factor  as  calculated  in  4.2  of  this  Appendix 
5.  Regional  representative  average-use  cycle. 
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27955 


Region 


State 


Average-QSC 

cycle  (hours 

per  year) 


SI     Vpot  Knuland  Maine,  New  Hampshire,  Vermont,  Massacbusetts, 

S.l    .>.ew  it,ni,ianu Connecticut,  Rhode  L>!land. 

5"    Middle  Atlantic         Now  York,  New  Jersey,  Pennsylvania 

c!i    i..iiih  4il«ntir  .  -.  Delaware,  Maryland.  District  of  Columbia,  vuitinia. 

5.3    t.outn  .Miamic ^.^^^  Virginia.  North  Carolina.  South  Carolina. 

Georgia,  Florida. 

'>4    East  North-Central  -  -  --  Ohio,  Indiana.  lUinoi."!.  Muliu-aii.  Wisconsin 

5.b    Easl-iouth-Central.".'.";!;.".' pntuck^  Tennessee,  Alal.ama.  ML-Bissippi 

5.6  West -South-Central Arkansas,  Louisiaija.  Oklahoma  Teias..-. 

5.7  Wesi-Norih-Central Minnesota,    owa.  Missouri.  North   Dakota,  South 

Dakota,  Nebraska,  Kansas. 

58  Mouniain Arizona^  Wyoming,  Montana,  Idaho   Utah,  Colo- 

rado, New  Mexico.  Nevada. 

59  Pacific        - California,  Oregon,  Washington.  Alasika,  Hawaii 


704 


1.491 

■-'.  103 


1,166 

2.343 

2,840 

989 

82 

941 
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FEDERAL   DEPOSIT   INSURANCE 
CORPORATION 

[12CFRPart340] 

OFFERING   CIRCULAR   REQUIREMENTS 
FOR   PUBLIC   ISSUANCE 

Notice  of  Proposed  Rule  Making 
AGENCY:     Federal    Deposit    Insurance 
Corporation. 

ACTION:  Proposed  Rule-Republication 
for  comment. 

SUMMARY:  The  proposed  regulation 
would  establish  minimum  standards  for 
disclosure  of  material  facts  in  connection 
with  the  offer  and  sale  by  or  on  behalf 
of  an  insured  State  nonmember  bank  of 
securities  issued  by  the  bank  where  such 
offer  and  sale  meet  the  criteria  specified 
in  the  regulation.  Current  principles  of 
Federal  securities  antifraud  law  dictate 
that  pei-sons  issuing  and  selling  secu- 
rities must  make  sufficient  disclosure  of 
material  facts  to  enable  a  prospective 
pui-chaser  to  make  an  inlonned  invest- 
ment decision  relating  to  the  securities. 

DATES:  Comments  must  be  received  on 
or  before  June  30,  1977. 

ADDRESSES:  Send  comments  to  Alan  R. 
Miller.  Executive  Secretary,  Federal  De- 
posit Insurance  Corporation,  550  17th 
Street.  N.W..  Washington.  D.C.  20429. 
Comments  available  for  public  inspection 
at  same  address.  Room  6108. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Arthur  L.  Beamon.  Attorney,  Legal 
Division.  Federal  Deposit  Insurance 
CorporaUon.  Washington.  DC.  20429. 
(202-389-4637). 

SUPPLEMENTARY  INFORMATION : 
The  new  proposed  Part  340  was  origi- 
nally issued  for  comment  on  February 
25,  1974.  In  view  of  the  lapse  of  time 
since  the  original  publication  and  the 
substantive  natiire  of  certain  of  the 
changes  contemplated,  the  Corporation 
has  determined  that  the  regulation 
should  be  republished  for  a  new  com- 
ment period  of  a  minimum  of  30  days. 
The  proposed  regulation  would  be  Issued 
pursuant  to  the  authority  contained  in 
Sections  8  and  9  [Tenth]  of  the  Federal 
Deposit  Insiirance  Act  (tiie  "Act**)  (12 
U.S.C.  Sections  1818  and  1819  [Tenth]). 
During  the  nearly  three  years  since  the 
Initlail  publication  of  the  regulation  the 


Corporation  has  gained  extensive  experi- 
ence through  the  use  of  the  proposal  as 
a  number  of  banks  have,  on  their  own 
initiative,  sought  to  comply  with  the 
regulation  and  have  voluntarily  sub- 
mitted offering  circulars  for  review  by 
the  Conxiration's  staff.  The  Corporation 
has  encouraged  such  submissions  Based 
upon  the  experience  gained  with  the  pre- 
vious proposal  the  Corporation  is  con- 
vinced the  proposal  is  essentially  sound 
and  that  the  guidelines  established 
therein  are  workable.  The  revision  to 
Part  340  attached  hereto  follows  closely 
the  outline  of  the  original  draft  and  sets 
similar  standards.  Changes  have  been 
incorporated  to  reflect  staff  experience 
with  the  original  proposal  and  comments 
received  on  the  prior  proposal.  The  fac- 
tors in  the  original  proposal  most  fre- 
quently commented  upon  were:  il>  the 
appropriateness  of  the  $500,000  dollar 
amount  exemption,  (2>  the  State  exemp- 
tion, 1 3  I  the  definitions  contained  In  the 
regulation,  i4)  required  cover  page  in- 
formation. (5>  accounting  standards, 
and,  (6>  in  general,  how  the  regulation 
should  be  administered.  The  Corporation 
has  continued  to  receive  comments  on 
the  propasal  throughout  the  period  since 
its  publication,  the  most  recent  com- 
ments being  received  as  of  the  fall  of 
1976  and  January  1977.  The  Corporation 
is  soliciting  public  comments  on  the  revi- 
sions contained  in  the  propKisal  and  re- 
questing that  comments  be  addressed  to 
the  advi-sability  of  issuing  the  regulation 
in  the  form  of  a  policy  statement  or 
guidelines  to  be  followed  by  insured  State 
nonmember  banks  in  the  public  Issuance 
of  securities,  as  opposed  to  adoption  of 
the  regulation  as  an  addition  to  Title  12 
of  the  Code  of  Federal  Regulations. 

Significant  changes  to  the  regulation 
since  its  original  publication  include:  a 
broadening  of  the  State  exemption  to 
make  It  possible  for  more  states  to  qual- 
ify imder  the  exemption  '  §  340.4 1 .  provi- 
sion In  the  regulation  for  coverage  of 
securities  issued  or  to  be  issued  by  banks 
in  organization  <  55  340.1  and  340.2).  a 
change  In  the  effective  date  of  an  offer- 
ing circular  from  45  to  30  days  after  filing 
\mless  earlier  declared  effective  '  §  340.9) , 
Increased  disclosure  of  underwriting  ar- 
rangements I J  340.31  Item  3».  an  ex- 
panded description  of  the  business  of  the 
bank  (§340.31  Item  7),  a  completely 
re\ised  section  dealing  with  the  interests 
of  m,anagement  and  others   in  certain 


transactions  ( I  340.31  Item  15^,  signifi- 
cant changes  in  required  financial  state- 
ments « 5  340.31  Item  16 ^  and  changes  in 
required  exhibits  to  the  notification 
required  to  be  filed  with  the  Corporation 
<  §  340.61 ' .  The  new  proposal  also  adds  a 
new  section  dealing  with  amendments  to 
inaccurate  or  inadequate  offering  cir- 
culars <§  340.102'. 

The  proposed  Part  340  would  establish 
minimum  standards  for  disclosure  of 
material  facts  in  connection  with  the 
offer  and  sale  by  or  on  behalf  of  an  in- 
sured State  nonmember  bank  of  securi- 
ties issued  by  the  bank  where  such  offer 
and  sale  meet  the  criteria  specified  In  the 
regulation.  E.ssentially.  those  criteria  are 
that  the  securties  offering  must  be  of  a 
public  nature;  must,  when  aggregated 
with  any  other  securities  offerings  of  a 
similar  nature  during  the  two  years  pre- 
ceding the  offer,  exceed  the  lesser  of 
$500,000  or  50  percent  of  the  bank's  total 
equity  capital  accounts  (exclusive  of  the 
proceeds  of  the  offering  i ;  and  are  not 
subject  to  substantially  similar  State 
regulation. 

•Mtliough  securities  issued  by  a  bank 
are  exempt  from  the  registration  and 
prospectus-delivery  provisions  of  the 
Securities  Act  of  1933  1 15  U.S.C.  77a.  et 
seq.i.  they  are  subject  to  the  general 
antifraud  provisions  of  Section  17 (a)  of 
tliat  Act  il5  U.S.C.  77q(a))  and  Rule 
lOb-5  of  the  Securities  and  Exchange 
Commission  '17  CJ'.R.  240.10t)-5)  pro- 
mulgated under  Section  10 'b^  of  the 
Securities  Exchange  Act  of  1934  (15 
U.S.C.  78jtb»).  See  Lehigh  Valley  Trust 
Co.  v.  Central  National  Bank  of  Jackson- 
ville. 409  F.2d  989  '  5th  Cir.  1969  > . 

Current  principles  of  Federal  securi- 
ties antifraud  law  dictate  that  persons 
issuing  and  selling  securities  must  make 
sufficient  disclosure  of  material  facts  to 
enable  a  prospective  purchaser  to  make 
an  informed  investment  decision  relating 
to  the  securities.  Failure  to  comply  with 
the  foregomg  securities  antifraud  provi- 
sions can  result  in  legal  hability  leading 
to  a  judgment  for  damages  or  rescission 
of  the  securities  transaction.  The  failure 
of  a  State  nonmember  bank  to  adhere  to 
these  requirements  could  Involve  the 
bank  in  a  violation  of  law  and.  in  cer- 
tain circumstances,  in  an  unsafe  or  un- 
sound practice  in  conducting  the  busi- 
ness of  the  bank,  thereby  warranting  en- 
forcement action  by  the  Corporation  un- 
der Section  8'b>  of  the  Act  '12  U.S.C. 
ISlS'b)). 

In  addition,  the  normal  subordination 
of  capital  investors  in  an  insured  State 
nonmember  bank  to  claims  of  its  deposi- 
tors and  other  creditors  could  be  defeated 
by  a  court  judgment  holding  tlie  offering 
of  the  bank's  securities  legally  deficient 
because  the  bank  failed  to  provide  inves- 
tors with  adequate  material  iiiformatlon. 
See  Oppenheimer  v.  Harriman  National 
Bank  and  Trust  Co  .  301  U.S.  206  ^  1937) . 
Such  a  result  could  also  interfere  with 
the  Corporation's  general  responsibility 
imder  Section  ISil'il)  of  the  Act  (12 
U.S.C.  1828(1)  (D)  to  decide  whether  to 
approve  any  proposed  reduction  in  capi- 
tal by  an  insured  State  nonmember  bank. 
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In  addition,  in  view  of  the  provisions  of 
Section  5  of  the  Act  il2  US.C.  1815) 
which  require  the  Corporation's  Board  of 
Directors.  In  deciding  whether  to  approve 
an  application  for  Federal  deposit  Insur- 
ance, to  corvslder.  among  other  factors, 
•the  adequacy  pf  [the  bank's!  capital 
structure"  (Section  6  of  the  Act  (12 
use.  1816)  ) .  the  Board  has  determined 
that  its  review  of  such  an  application  by 
a  recently  organized  State  nonmember 
bank  which  had  raised  or  proposes  to 
raLse  capital  publicly  should  include  con- 
sideration of  whetlier  investors  are  pro- 
vided suf5cient  disclosure  of  material 
facts.  The  proposed  regulation  is  de- 
signed to  ensure  that  proper  disclosure  of 
material  facts  Ls  made  in  connection  with 
the  development  of  a  newly  organized 
bank. 

StTMM-'lRY    OF    PROrOSED    REGULATION 

The  regtilatlon  would  apply  to  any  In- 
sured State  nonmember  bank  which 
offers  or  sells  securities  Issued  by  it  to  a 
transaction  that  is  not  exempted  under 
§  340  4  of  the  regulation.  That  Section 
would  exempt  any  offering  of  a  bank's  se- 
curities which  is  not  of  a  public  nature 
and  any  public  offering  where  the  dollar 
amount  In  terms  of  the  actual  offering 
price  of  the  securities,  when  aggregated 
with  the  amount  of  any  similar  sales 
within  the  two  years  preceding  com- 
mencement of  the  offering,  does  not  ex- 
ceed the  lesser  of  $500,000  or  50  percent 
of  the  bank's  total  equity  capital  ac- 
counts 'excluding  the  proceeds  of  the 
offering! .  The  proposed  regxilation  would 
also  not  apply  to  securities  offerings  In 
statc.=;  where  the  Corporation  has  deter- 
mined that  substantially  similar  State 
regulation  exists. 

As  noted,  offerings  of  securities  which 
are  not  of  a  public  nature  would  not  be 
covered  by  the  regulation.  An  interpre- 
tative section  for  use  In  determining 
whether  such  a  nonpublic  offering  exists 
(5  340.101*  sets  forth  certain  criteria, 
com.moaly  used  In  making  such  determi- 
nations. Including:  sales  must  be  directly 
negotiated  between  the  bank  and  the 
purchasers;  purchasers  or  their  repre- 
sentatives must  be  sophisticated  In- 
vestors who  have  access  to  Information 
comparable  to  that  which  would  be  re- 
quired by  the  proposed  regulation:  the 
offering  must  be  made  to  not  more  than 
35  persons  In  any  12-month  period:  and 
the  securities  must  not  be  Intended  for 
redistribution. 

In  addition.  Issuers  claiming  an  ex- 
emption based  upon  the  nonpublic  na- 
ture of  an  offering  would  be  required  to 
file  a  notice  of  proposed  sale  containing 
prescribed  information  fifteen  days  prior 
to  any  actual  sale  i  §  340  4' a  i  >. 

The  disclosure  rcquu-ements  for  the 
offering  circular  are  set  forth  at  §  340.31. 
The  general  items  of  Information  covered 
are  similar  to  tho-^e  required  to  be  de- 
scribed in  connection  with  public  securi- 
ties offerings  subject  to  the  jurisdiction 
of  other  governmental  bodies,  most  not- 
ably the  Securities  and  Exchange  Com- 
mission. The  Comptroller  of  tlie  Cur- 
rency has  recently  adopted  similar  re- 
quirements at  12  CFRPart  16. 


All  interested  persons  are  Invited  to 
submit  comments  in  wTiting  on  or  before 
June  30.  1977  to  Alan  R.  Miller.  Execu- 
tive Secretary.  Federal  Deposit  Insur- 
ance Corporation,  550  17th  Street,  N.'W^ 
Washington,  D.C.  20429.  All  written  com- 
ments will  be  made  available  for  public 
inspection  during  regiUar  bislness  hours 
at  the  office  of  the  Executive  Secretary, 
Room  60108  at  the  above  address. 

The  proposed  new  Part  340  reads  as 
follows : 


Sec. 

340  1 

3402 

3403 

340  4 

340.5 

340.8 

3407 

3408 

340,D 

340  31 

S40.41 

340.81 

840.71 

840.101 

340  102 

PART  340 — MINIMUM  OFFERING  CIRCU- 
LAR REQUIREMENTS  FOR  PUBLIC  DIS- 
TRIBUTION OF  BANK  SECURITIES 

Scope. 

Definitions. 

Requirement  of  offering  circular. 

Exempted  transactions. 

Prohibition  of  mlareprefientatlon  or 
omission  of  material  fact. 

Piling  and  Inspection- 
Notification  and  underakLng. 

Advertisements  relating  to  Securi- 
ties. 

Effective  date  of  offering  circular. 

Offering  circular. 

Notice  of  nonpublic  sales 

Contents     of    notification     to     tbe 
Corporation. 

Financial  statements. 

Public  offering  concept. 

Amendments   of  Inaccurate  or  In- 
adequate offering  circulars. 

AuTHOBmr:  Sees.  8  and  0  [Tenth],  Fed- 
eral Deposit  Influranc«  Act,   13  UJS.C.   1818 

and  1819  [Tenth] 

5  3t0.1      .Soope. 

The  provl<;ions  of  this  I*art  apply  to 
a  bank  or  a  bank  In  organization  which 
offers  or  sells  any  security  issued  by  it 
in  any  transaction  which  Is  not  ex- 
empted under  §  340.4.  A  bank  in  organi- 
zation should  submit  its  offering  circular 
as  an  attachment  to  its  deposit  insur- 
ance application.  Such  circulars  may  be 
submitted  at  an  earlier  date  on  a  vol- 
untary basis. 

§  3  tO.2      Definitions. 

Generally,  terms  and  concepts  appli- 
cable to  this  Part  are  to  be  imderstood 
In  light  of  principles  developed  under  the 
federal  securities  laws,  particularly  the 
Securities  Act  of  1933,  15  UJS.C.  Tla,  et 
seq.,  and  the  Securities  Exchange  Act  of 
1934.  15  U.S.C.  78a,  et  seq.  For  the  pur- 
poses of  this  Part,  however,  the  defini- 
tions contained  in  §  335.2  of  this  Chapter 
are  applicable  anci,  in  addition,  certain 
fundamental  terms  are  specifically  de- 
fined as  follows : 

(a)  "Bank"  means  an  insured  State 
bank  not  a  member  of  the  Federal  Re- 
serve System  as  defined  in  Section  3  of 
the  Federal  Deposit  Insurance  Act,  12 
U.S.C.  1813,  and  includes  for  the  pur- 
poses of  this  Part  any  person  acting  on 
behalf  of  the  bank. 

(b)  "Bank  in  organization"  means  a 
person  that  has  appUed  or  intends  to 
apply  for  FederaJ  Deposit  Insurance 
pursuant  to  Section  5  of  the  Federal  De- 
posit Insurance  Act,  12  U.S.C.  1815. 

(c)  "Corporation"  means  the  Federal 
Deposit  Insurance  Corporation. 


(d)  "Equity  capital  accounts  '  means 
capital  stock,  surplus,  undivided  profits, 
and  reserves  for  contingencies  and  other 
capital  reserves . 

(e)  "Piled":  All  documents  required 
to  be  filed  under  this  Part  shall  be 
deemed  filed  when  received  by  the  Cor- 
poration at  Its  Washington  ofiBce.  550 
17th  Street  N.'W.,  Washington.  DC. 
20429.  ■ 

(f)  "Offer  to  sell,"  "offer  for  sale."  or 
"offer"  include  every  attempt  to  sell  or 
solicit  an  offer  to  buy  a  security,  or  in- 
terest In  a  security,  for  value,  including 
the  submission  for  a  vote  or  consent  of 
shareholders  pursuant  to  law  or  govern- 
ing instrument  of  every  merger,  consoli- 
dation, purchase  and  assumption  trans- 
action, or  other  reorganization  of  a  bank. 
except  an  advertisement  meeting  the  re- 
quirements of  §  340.8  shall  not  be  deemed 
an  offer  to  sell  a  security. 

<g)  "Person"  means  an  individual,  a 
corporation,  a  partnership,  an  a.ssocia- 
tion,  a  joint-stock  company,  a  trust,  any 
unincorporated  organization,  or  a  gov- 
ernment or  political  subdivision  thereof. 

(h)  'Trincipal  officer"  means  a  Chair- 
man of  the  Board  of  Directors.  Vice 
Chairman  of  the  Board,  Chairman  of  the 
Executive  Committee.  President,  Vice 
President  (except  as  Indicated  in  the 
next  sentence* ,  trashier,  Treasurer,  Sec- 
retary. Comptroller,  and  any  other  per- 
son who  participates  in  major  policy- 
making functions  of  the  bank.  In  some 
banks  (particularly  banks  with  officer.-; 
bearing  titles  such  as  Executive  Vice 
President,  Senior  Vice  President,  or  First 
Vice  President  as  well  as  a  number  of 
"Vice  Presidents"),  some  or  all  "Vice 
Presidents"  do  not  participate  in  major 
policymaking  functions,  and  such  per- 
sons are  not  principal  officers  for  the 
purposes  of  this  Part. 

(i>  "Sale"  or  "sell "  means  every  con- 
tract of  sale  or  exchange  or  other  dis- 
position of  a  security  or  interest  In  a 
security,  for  value,  including  every  merg- 
er, consolidation,  purchase  and  assump- 
tion transaction,  or  other  reorganization 
of  a  bank. 

.(j)  "Security  means  anv  interest  or 
instrument  commonly  known  as  a  "secu- 
rity." whether  in  tlie  nature  of  debt  or 
equity.  Including  any  stock,  bond,  note, 
debenture,  evidence  of  indebtedness,  in- 
vestment contract  or  any  participation 
in  or  right  to  subscribe  to  or  purchase 
any  of  the  foregoing.  The  term  "secu- 
rity" "does  not  Include  a  depasit  as  de- 
fined in  Section  3'Z»  of  the  Federal  De- 
posit Insurance  Act.   12  U.S.C.   1813  Zl 

(k)  "Verified  has  the  same  meaning 
as  that  contained  in  §  335.2 'dd)  of  this 
Chapter. 

§  340..1      Rc«piirrn»pnt     of     ..(Torin':     lir- 
rular. 

Except  in  the  case  ol  an  offering  v  hich 
meets  the  requirements  of  §  340.4. 

(a)  No  offer  to  sell  a  security  issued 
by  a  bank  shall  be  made  by  the  bank  un- 
less such  offer  is  made  through  the  use 
or  medium  of  an  offering  circular  filed 
[§  340.2(e)]  pursuant  to  and  prepared 
in  accordance  with  the  requirements  of 
this  Part,  except  (1>  A  communication 
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sent  or  given  after  the  effective  date  of 
the  offering  circular  (other  than  such 
circular) ,  if  it  is  proved  that  prior  to  or 
at  the  same  time  with  such  communica- 
tion a  written  offering  circular  meeting 
the  requirements  of  §  340.31  at  the  time 
of  sucli  communication  was  sent  or  given 
to  the  person  to  whom  the  communica- 
tion was  mad,  and  <  2  j  an  oral  offer  other 
than  by  means  of  radio  or  television. 

(b)  No  sale  of  a  security  Issued  by  a 
bank  shall  be  made  by  the  bank  unless 
at  or  prior  to  the  time  of  the  sale  the 
offering  circular  has  become  effective 
pursuant  to  §  340.9. 

(c)  The  delivery  of  a  security  or  con- 
firmation of  sale  must  be  accompanied 
or  preceded  by  an  offering  circular  that 
has  become  effective. 

(d)  At  anytime  the  bank  becomes 
aware  that  there  has  been  a  material 
change  in  any  matter  required  to  be  de- 
scribed in  an  offering  circular  pursuant 
to  this  Part,  the  offering  circular  must 
be  appropriately  amended  to  reflect  such 
change.  An  offering  circular  may  be 
amended  at  any  time  by  filing  the  pro- 
posed amendments  and  any  supporting 
documents  necessary  to  a  fuU  imder- 
standing  of  the  import  of  the  amend- 
ments. The  revised  circular  shall  then 
be  utilized  in  lieu  of  any  previous  offer- 
ing circulars.  In  any  event  an  offering 
circular  shall  remain  effective  for  no 
more  than  9  months  after  its  effective 
date. 

§  340.4      Exempted  transactions. 

fa)  The  provisions  of  this  Part  shall 
not  apply  to  any  offering  which  is  not  of 
a  public  nature.*  Provided,  however,  no 
sale  of  a  security  in  reliance  exclusively 
on  the  exemption  provided  by  this  para- 
graph (a)  shall  be  made  unless  the  bank 
shaU  have  flUed  a  notice  containing  the 
information  required  by  §  340.41  with  the 
Corporation  at  least  15  calendar  days 
prior  to  such  sale.  Provided  further,  That 
the  notice  requirement  of  the  preceding 
sentence  does  not  apply  in  respect  to 
any  transaction  with  another  bank  or 
financial  Institution  acting  for  its  own 
account  in  the  ordinary  course  of  bank- 
ing business. 

(b)  The  requirements  of  this  Part  shall 
not  apply  to  any  offering  where  the 
dollar  amount  in  terms  of  the  actual 
offering  price  of  the  securities  publicly 
offered  when  aggregated  with  the  amount 
of  any  similar  sales  within  the  ^o  years 
preceding  commencement  of  the  Subject 
offering,  does  not  exceed  the  lesser  of 
(1)  $500,000  or  <2)  50  percent  of  the 
bank's  total  equity  capital  accoimts  (ex- 
cluding the  proceeds  of  the  offering*. 

(c)  The  requirements  of  this  Part  shall 
not  apply  to  preliminary  negotiations  or 
agreements  between  a  bank  and  any 
underwriter  or  am.ong  underwriters  who 
are  or  will  be  in  privity  of  contract  with 
the  bank. 

(d»  State  Exemption :  The  Corporation 
may  determine  that  a  class  or  classes  of 
securities  of  a  bank  are  subject  to  re- 
quirements under  laws  or  regulations  of 
Its  chartering  state  or  territory  which  are 


See  Interpretations  §  340.101. 


substantially  similar  to  those  imposed 
hereunder,  and  that  such  state  or 
territory  has  made  adequate  provision 
for  enforcement  of  such  laws  or  regula- 
tions. Upon  such  a  determination  the 
Corporation  may  by  order,  regulation,  or 
rule  of  decision  exempt  the  offer  and  sale 
of  such  class  or  classes  of  bank  securities 
in  the  state  or  territory  from  compliance 
with  the  requirements  of  this  Part  for  a 
period  of  12  months  if  it  shall  appear 
that  such  securities  are  in  fact  subject 
to  requirements  of  the  state  or  territory 
that  are  substantially  similar  to  the  re- 
quirements of  this  Part.  This  12-month 
exemption  shall  oe  subject  to  renewal 
where  the  Corporaticni  determines  that  a 
state's  laws  or  regulations  remain  sub- 
stantially similar  to  the  requirements  of 
this  Part  and  that  during  the  prior  year 
there  has  been  adequate  enforcement  of 
such  laws  or  regulations.  The  Corpora- 
tion reserves  the  right  to  revoke  any 
exemption  if  at  any  time  it  determines 
that  the  law  or  regulation  of  the  state  or 
territory  does  not  in  fact  impose  require- 
ments which  are  substantially  similar  to 
those  Imposed  by  his  Part  or  that  there 
is  not  In  fact  adequate  provision  for  en- 
forcement. In  the  case  of  any  offer  or  sale 
of  bank  securities  pursuant  to  this  ex- 
emption, the  bank  shall  file  one  copy  of 
the  final  offering  circular  with  the 
Corporation  for  informational  purposes. 

Non — Any  exemption  granted  under  this 
Part  340  does  not  apply  to  the  requirements 
of  the  Securities  Exchange  Act  of  1934  or  the 
Corporation's  regulations  promulgated  there- 
under. 

(e)  Upon  application  and  for  good 
cause  shown,  the  Corporation  may  ex- 
empt any  offering  of  securities  or  any 
class  or  classes  of  securities  from  the 
requirements  of  this  Part  340. 

§  340.5      Prohibition    .of     misrepresenta- 
tion or  onii>>ion  of  malfrial  fart. 

It  shall  be  a  violation  of  this  Part  340 
for  a  bank  in  connection  with  any  offer 
or  sale  subject  to  this  Part  340  to  make 
any  untrue  statement  of  a  material  fact 
or  omit  to  state  a  material  fact  necessary 
in  order  to  make  the  statements  made, 
in  the  light  of  the  circumstances  under 
which  they  were  made,  not  misleading. 

§  340.6     FiliniE  and  inspection. 

The  offering  circular  required  by  this 
Part  shall  be  filed  in  accordance  with  the 
requirements  of  §  340.31.  Except  as  pro- 
vided herein,  all  information  filed  pur- 
suant to  this  Part  will  be  available  for 
public  inspection  at  the  Federal  Dejposit 
Insurance  Corporation.  550  17th  Street 
NW.,  Washington,  D.C.  In  addition, 
copies  of  the  effective  offering  circular 
will  be  available  for  inspection  at  the 
New  York.  Chicago,  and  San  Francisco 
Federal  Reserve  Banks  and  at  the  FDIC 
Regional  Office  in  the  region  in  which  the 
bank  is  located. 

§  340.7      Noli firation  and  undertaking. 

At  the  time  of  filing  the  offering  cir- 
cular there  shall  also  be  filed  a  notifica- 
tion containing  the  Information  and 
accompanied  by  the  documents  specified 


in  5  340.61.  Every  notification  required 
to  be  filed  pursuant  to  this  Part  shall 
contain  an  undertaking  that  immediately 
upon  completion  or  termination  of  the 
offering,  the  bank  shall  so  notify  tlie 
Corporation  by  letter. 

§  3  10.8      Advortisomenl*   Relating  lo  Se- 
curities. 

No  bank  shall  make  any  advertisement 
referring  to  a  current  or  proposed  offer- 
ing of  securities  issued  by  it  until  after 
the  filing  of  an  offeriiig  circular  cover- 
ing the  securities  to  be  offered  which 
contains  substantially  the  information 
required  by  this  Part.  In  tiddltion  any 
such  advertisement  must  contain  the 
following  information  and  no  more: 

la)  The  name  of  the  bank  issuing  the 
security  and  the  address  of  Its  principal 
place  of  business ; 

<b'  The  full  title  of  the  security  or 
securities  bemg  offered,  the  aggregate 
dollar  amount  and  number  of  securities 
being  offered,  the  per-tmit  offering  prices 
and  the  yield  or  probable  yield  in  the 
case  of  a  fbced  interest  debt  security; 

(c)  The  name  IS)  of  the  managing 
underwritens) ,  if  any; 

(d)  The  names  and  address  of  any  ad- 
vertiser; 

le)  Any  legend  required  by  state  law 
or  regulation: 

(f)  That  a  copy  of  the  preliminary 
offering  circular  or  offering  circular  is 
available  and  where  it  may  be  obtained; 

igi  Tlie  statement  required  by  Item 
1  A.  of  §  340.31.  if  the  offering  circular 
is  not  yet  effective: 

(h)  In  the  case  of  a  merger,  consolida- 
tion, purchase  and  assumption  transac- 
tion, or  other  reorganization  of  the  bank, 
the  names  of  the  parties  to  the  trans- 
action, the  date,  time  and  place  of  the 
meeting  of  security  holders  to  vote  on 
or  consent  to  the  transaction,  and  a  brief 
description  of  the  transaction  to  be  acted 
upon  and  the  basis  upon  which  such 
transaction  will  be  made;  and 

(i)  If  the  security  is  being  offered 
through  rights  issued  to  security  holders, 
the  class  of  securities  the  holders  of 
which  will  be  entitled  to  subscribe,  the 
subscription  ratio,  the  actual  or  proposed 
record  date,  the  date  upon  which  the 
rights  were  issued  or  are  expected  to  t>e 
issued,  the  actual  or  anticipated  date 
upon  which  they  will  expire,  and  the 
approximate  subscription  price. 

§  310.9      EfTcrlive    dale    of    offering    cir- 
cular. 

(a)  An  offering  circular  filed  under 
this  Part  shall  become  effective  30  calen- 
dar days  after  the  filing  of  the  original 
circular  or  30  calendar  days  after  any 
amendment  thereto,  whichever  is  later, 
unless  there  is  an  outstanding  request 
for  an  amendment,  or  unless  the  Corpo- 
ration has  determined  that  the  offering 
circular  may  become  effective  at  an 
earlier  date. 

(b) "  WTienever  it  shall  appear  to  the 
Corporation  that  an  offering  subject  to 
this  Part  is  not  in  full  compliance  with 
the  provisior^  thereof,  the  Corpartlon 
may  suspend  the  effectiveness  of  the  of- 
fering circular. 
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§3  to. 31       Offering  (ircular. 

General  iNsxRrcTioNS 

(a)  Each  offering  circular  required 
under  this  Part  shall,  to  the  extent  appli- 
cable, Include  at  the  minimum  the  In- 
formation called  for  under  each  of  the 
ttems  below.  Where  of  use  to  an  Investor 
In  locating  additional  information  with 
respect  to  a  statement  made,  appropriate 
cross-reference  should  be  made  to  such 
Information  identifying  tiie  page  upon 
which  it  appears.  In  the  preparation  of 
the  offering  circular  particular  attention 
should  be  given  to  the  defuiitions  con- 
tained In  §§  335.2  and  340.2  of  this 
Chapter. 

ib>  Tills  form  Is  not  to  be  used  as  a 
blank  form  to  be  filled  in  but  only  as  a 
g:ulde  In  the  preparation  of  an  offering 
circular,  .\ny  additional  Information 
deemed  necessary  to  clarify  or  explain, 
or  make  the  information  contained  In 
the  offering  circular  not  misleading, 
should  also  be  included. 

tc  I  Six  copies  of  each  offering  cucular 
shall  be  filed  with  the  Corporation  at  Its 
Washington  office,  550  17  Stree-t  NW.. 
W'ashlngton,  D.C,  20429. 

(d)  The  bodj-  of  a  printed  offering 
circular  shall  be  in  Roman  type  at  least 
as  large  as  10-point  modem  t\-pe.  To  the 
e.Ytent  necessary  for  convenient  presen- 
tation, however,  financial  statements 
and  oLiier  .statistical  or  ubular  data  and 
the  notes  thereto  may  be  in  t>-pe  at  least 
as  large  as  Slpoint  modern  type.  All  tj-pe 
shall  be  at  least  two  points  leaded. 

ie<  If  the  offering  circular  is  not 
printed,  all  copies  shall  be  clear,  easily 
read-able,  and  suitable  for  repeated 
photocopyiiig. 

(f)  The  printing  of  definitive  copies 
should  be  deferred  until  the  final  com- 
ments of  tlie  Corporation's  staff  have 
been  received  and  considered, 

igi  If  an  offering  circular  is  printed 
In  a  foreign  language,  each  copy  filed 
with  the  Corporation  shall  be  accom- 
panied by  a  translation  into  English, 

INFOBMATION    RrQCTRED    IN    OrFERING 
ClBCrXAR 

Item  1.  Required  information.  The  follow- 
ing Information  ahall  be  contained  on  the 
outside  front  cover  page  of  the  ottering 
circular ; 

A.  Until  an  offering  circular  has  become 
effective  pursuant  to  S  340.9  of  this  Park,  In 
red  Ink,  the  caption  ••FYel'.minary  Offering 
Circular,"  the  date  of  Ita  ts.suance.  and  the 
following  statenient  printed  in  type  as  large 
as  that  u.sed  generally  In  the  body  of  the 
offering  circular: 

This  offering  circular  and  a  related  notifi- 
cation have  been  filed  with  the  Federal 
Deposit  Insurance  Corporation  but  the  of- 
fering circular  has  not  yet  become  effective. 
Information  contained  herein  Is  subject  to 
completion  or  amendment.  Tnese  secvirltles 
may  not  be  sold  nor  may  offers  to  buy  be 
accepted  until  the  offering  circular  has  be- 
come effective. 

B.  The  exact  name  and  the  address  of  the 
principal  place  of  buslnes-s  of  the  issuing 
bank.  Where  the  securities  are  being  offered 
on  tiehalf  of  a  person  other  than  the  bank 
I  See  Item  4)  Btat«  also  the  name  and  ad- 
dress of  each  such  offeror. 

C.  Stat«  In  tabular  form:  (a)  the  niimber 
of  and  HoUar  amount  of  securities  being 
off*>red,    (b)    the  per-securlty  and  aggregate 


offering  price;  (c)  the  per-securlty  and  ag- 
gregate proceeds  to  be  received  by  the  bank; 
(d)  the  expenses  to  be  incurred  by  the  bank 
In  connection  with  the  offering;  and  (e)  the 
respective  amounts  of  proceeds  and  expenses 
attributable  to  the  bank  and  any  other  per- 
son (s)  on  whose  behalf  the  offering  Is  made. 

D.  The  following  statements  printed  In 
capital  letters  In  boldface  Romaji  type — 

( 1 )  These  securities  are  not  deposits  and 
will  not  be  Insured  by  the  Federal  Deposit 
Insurance  Corporation;  and 

(2)  These  securities  have  not  been  ap- 
proved or  disapproved  by  the  Federal  De- 
posit Insurance  Corporation  nor  has  the 
Corporation  passed  upon  the  accuracy  or 
adequacy  of  this  offering  circular. 

E.  In  addition  to  the  foregoing,  the  follow- 
ing Information  shall  be  printed  In  bold- 
face type  within  the  first  3  pages  of  the 
offering  circular — 

1 1 )  A  statement  that  the  securities  offered 
may  not  be  used  as  collateral  to  secure  a 
loftn  from  the  Issuing  bank; 

(2)  A  statement  that  none  of  the  securities 
offered  may  be  repurchased  by  the  Issuing 
bank  or  otherwise  retired  without  prior  ap- 
proval of  the  Federal  Deposit  Insurance 
Corporation; 

instuxjctions  as  to  rrEM   ie(2) 

1  The  specified  statement  need  only  be 
made  where  tlie  securities  Issued  constitute 
capital  of  the  bank  subject  to  Section 
18(1)  (1)  of  the  Federal  Deposit  Insurance 
Act,    12   U.SC.    5  1828(1)  (1). 

2.  In  the  appropriate  case  the  bank  may 
Indicate  that  such  approval  has  already 
been  obtained.  However,  If  such  approval 
only  relates  to  one  of  several  methods  under 
which  the  securities  may  be  retired,  state 
which  methods  have  been  approved  and 
which  methods  have  not  been  approved. 

Note. — WTierever  any  clause  related  to  ac- 
celeration of  the  stated  maturity  or  other 
similar  provision  relating  to  retirement  prior 
to  stated  maturity  is  referred  to  in  other 
parts  of  the  offering  circular  required  by 
this  Part,  it  shall  be  accompanied  by  appro- 
priate cross-reference  to  description  of  the 
general  requirement  for  Corporation  ap- 
proval of  actual  repayment. 

(3)  lu  the  ca.se  of  debt  securities  also  state 
the  extent  to  which  the  securltlee  are  sub- 
ordinate In  right  of  payment  to  depositors 
and  general  creditors; 

(4 )  Where  applicable,  a  brief  description  of 
the  material  risks  involved  In  the  purchase 
of  the  securities  and  a  cross-reference  to 
additional  discussion  In  the  body  of  the  offer- 
lug   circular. 

Item  2.  Recently  organized  banks.  If  the 
bank  was  opened  for  business  within  the  last 
three  years,  state  the  date  of  such  oi>enlng; 
the  percentage  of  outstanding  securities  of 
the  bank  which  will  be  held  by  directors,  offi- 
cers, and  promoters,  as  a  group,  and  the 
percentage  of  such  securities  which  will  be 
held  by  the  public.  If  aU  of  the  securities 
to  be  offered  are  sold;  and  the  aggregate  and 
per  share  amount  of  cash  and  other  con- 
sideration paid  therefor  by  such  group  and 
by   the   public. 

Item  3.  UnderjTTiting  arrangements,  (a)  If 
the  securities  are  being  offered  pursuant  to 
preemptive  rights,  or  are  to  be  allocated  In 
full  or  in  part  to  existing  shareholders  as 
of  a  given  record  date  based  upon  their  hold- 
ings of  securities  of  the  bank  as  of  such 
record  date,  describe  the  t«rms  relating  to  the 
exercise  of  preemptive  rights  or  the  alloca- 
tion based  upon  ownership  of  the  bank's  se- 
curities and  state  the  extent  to  which  di- 
rectors and  principal  offices  of  the  bank 
Intend  to  purchase  the  full  amount  which 
would  t)e  so  allocated  to  them. 

(b)  If  the  securltlea  are  to  be  offered 
through  underwriters,  state  the  names  of  the 


principal  underwriters  and  the  respective 
amounts  underwritten.  Identify  each  such 
underwriter  having  a  material  relationship 
to  the  bank  and  state  the  nature  of  the 
relationship.  State  briefly  the  nature  of  tlie 
underwriters'  obligations  to  take  the  securi- 
ties. Any  finders'  fees  or  similar  payments 
should  be  appropriately  disclosed. 

(c)  State  the  discounts  and  commissions 
to  be  allowed  or  paid  to  dealers.  Including 
all  cash,  securities,  contracts  or  other  con- 
sideration to  be  received  by  any  dealer  in 
connection  with   the  sale  of  the  securities. 

(d)  Where  the  securities  are  not  to  be 
offered  through  an  underwriter,  give  the 
proposed  means  of  distribution  and  the  ex- 
penses to  be  Incurred  In  connection  there- 
with. 

(e)  Describe  the  manner  in  which  shares 
will  be  allocated  if  the  offering  is  over- 
subscribed. 

Item  4.  Sales  for  security  holdera^  If  any 
of  the  securities  offered  are  to  be  sold  for  the 
account  of  any  person  (s)  other  than  the 
bank,  state  the  name  and  address  of  each 
Buch  security  holder:  his  relationship  to  the 
bank;  the  total  amount  of  each  class  of  the 
bank's  securities  which  he  presently  owns: 
the  amount  of  each  such  class  to  be  offered 
lor  his  account;  the  amount  of  each  such 
class  to  be  owned  after  the  offering,  and  the 
amount  of  expenses  he  will  Incur  In  con- 
nection with  the  offering.  This  Information 
mist  be  cross-referenced  to  the  required  dis- 
closure on  the  cover  page  of  the  offering  cir- 
cular and  vice  versa. 

Item  5.  Use  of  proceeds.  State  briefly  the 
principal  purposes  for  which  the  net  pro- 
ceeds to  the  bank  from  the  securities  to  be 
offered  are  Intended  to  be  used,  and  the 
approximate  amount  Intended  to  be  used  for 
each  such  purpose. 

INSTKUCnONS 

1.  Include  a  statement  as  to  the  use  to 
which  the  actual  proceeds  will  be  applied 
If  they  are  not  sufliclent  to  accomplish  the 
purposes  set  forth  and  the  order  of  priority 
In  which  they  will  be  applied. 

2.  If  any  material  amount  of  the  proceeds 
is  to  be  used  to  acquire  assets,  otherwise 
than  In  the  ordinary  course  of  business. 
briefly  describe  the  assets,  give  the  names  of 
the  persons  from  whom  they  are  to  be  ac- 
quired and  the  relationship,  If  any,  between 
such  persons  and  the  bank.  State  the  cost 
of  the  assets  to  the  bank  and  the  principle 
followed  In  determining  such  cost. 

Item  6.  Sales  othencise  than  for  cash.  If 
any  of  the  .securities  are  to  bt  offered  other- 
wise than  for  cash,  state  briefly  the  gener.'il 
purposes  of  the  offering;  the  basts  upon 
which  the  securities  are  to  be  offered  Includ- 
ing the  method  of  evaluating  the  securities 
or  other  property  lor  which  the  securities  of 
the  Issuing  bank  are  to  be  exchanged;  and 
the  amount  of  compensation  and  other  ex- 
penses of  the  offering  and  by  whom  they  are 
to  be  borne. 

rNSTRTTCTlONS 

1.  If  the  offering  is  to  be  made  pursuant 
to  a  plan  of  merger,  consolidation,  purchase 
and  assumption,  or  other  reorganization,  the 
offering  circular  shall  Include  the  Informa- 
tion required  by  Item-s  14  and  15(b)  of 
i  335.51  of  this  Chapter  of  the  Corporation's 
regulations. 

In  such  cases,  and  where  applicable,  thi«; 
offering  circular  may  be  used  to  satisfy  the 
requirements  of  {  335.5  of  this  Chapter  pro- 
vided the  circular  also  compiles  with  the  re- 
quirements Of  that  section  and  appropriately 
indicates  that  It  Is  to  be  used  both  as  an 
offering  circular  and  a  proxy  statement. 

3,  In  the  ca.se  of  a  bank  organized  within 
the  preceding  three  years,  where  appropriate, 
set  forth  a  comparison.  In  percentages,  of 
the  securities  to  be  offered  to  the  public  for 
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each  and  those  Issued  or  to  be  Is-^ued  tc  pro- 
■loters.  directors,  principal  olBcers,  control- 
ling persons  and  underwriters  for  cash,  prop- 
erty and  services,  describing  the  b&sla  on 
which  the  transactions  have  been  entered 
lnt/1. 

Item  7  Business  of  the  bank  (ai  Briefly 
describe  the  business  done  and  Intended  to 
be  done  by  the  bank  and  Its  subsidiaries  and 
the  general  development  of  such  business 
during  the  past  five  years,  or  such  shorter 
period  as  the  bank  may  have  been  engaged 
In  buslnes,'!  Include  a  tabular  presentatlaon 
of  selected  financial  statement  statistics 
which  are  indicative  of  .such  development. 
Information  should  be  given  concerning 
principal  balance  sheet  categories,  average 
rates  of  interest  earned  and  paid  by  loan  and 
deposit  or  borrowwlng  category,  distribution 
of  deposits  and  borrowed  money,  type  and 
maturity  of  the  bank's  securities  portfolio 
and  comparative  operating  ratios  relating  the 
bank's  performance  to  that  of  similarly  sized 
banks  headquartered  in  the  same  state.  The 
Corporation's  publication.  "Bank  Operating 
Statistics,"  may  be  utilized  for  this  purpose. 

(bl  State  briefly,  to  the  extent  material, 
the  services  offered  or  to  be  offered  by  the 
bank;  the  general  competitive  conditions  for 
>uch  services  In  the  area  in  which  the  bank 
operates  or  Intends  to  operate,  describing 
such  service  area;  and  the  relative  standing 
of  the  bank  In  the  area  Specialized  services. 
If  any,  should  be  described,  as  weU  as  any 
material  services  offered  by  most  or  many 
competing  banks  which  are  not  offered  by 
the  bank. 

(c)  Describe  princip.'il  aspect*  of  the  su- 
pervision and  regulation  of  the  bank.  This 
description  should  Include  restrictions  Im- 
posed by  state  or  federal  law,  or  regula- 
tion, relating  to  branching  limitations.  In- 
terest rates,  and  permissible  activities  for 
the  bank. 

(d)  Briefly  describe  the  bank  premises 
and  other  facilities.  Including  the  right 
In  which  the  property  is  held,  and  describe 
any    major   encumbrances    thereon. 

rNSTRUCTION 

In  the  case  of  a  bank  which  has  been 
opened  for  business  within  3  years  of  the 
offering  summarize  any  factors  which  make 
the    offering    of    the    securities    speculative 

Item  8.  Pending  legal  proceedings.  Describe 
briefly  any  material  pending  legal  proceed- 
ings, other  than  ordinary  routine  proceed- 
ings Incidental  to  the  business,  to  which  the 
bank  or  any  of  Its  subsidiaries  Is  a  party 
or  to  which  any  of  their  property  Is  the 
subject.  Include  the  name  of  the  court  or 
agency  In  which  the  proceedings  were  In- 
stituted, the  date  Instituted,  and  the  prin- 
cipal  parties   thereto. 

Any  material  proceedings  to  which  any 
director,  principal  officer,  or  affiliate  of  the 
bank,  or  person  who  owns  of  record  or 
beneficially  10  percent  or  more  of  the  out- 
standing capital  stock  of  the  bank,  or  any 
associate  of  any  such  director,  ofEcer,  or 
security  holder.  Is  a  party  adverse  to  the 
bank  or  any  of  Its  subsidiaries,  shall  also 
be   described. 

Item  9.  Description  of  securitie:^  bfing 
offered,  (a)  In  the  ca-se  of  equity  securities, 
briefly  describe  all  material  terms  and 
restrictions  relating  to  the  securities,  in- 
cluding any  dividend,  voting,  liquidation, 
preemptive,  and  conversion  rights,  redemp- 
tion and  sinking  fund  provision,  and  liability 
to  fiu^her  calls  or  to  a.ssessments. 

(b)  In  the  ca.se  of  debt  securities,  brief- 
ly describe  all  material  terms  and  restric- 
tions relating  to  the  seciirltles  Including: 

(1)  Any  provision  with  respect  to  in- 
terest, conversion,  maturity,  redemption, 
amcw-tleatlon,  sinking  fund,  or  retirement: 


(U'l  Any  prC'Vlslon  restricting  the  declara- 
tion of  Qlvldends  on  equity  securities  of 
tbe  bank  or  requiring  the  maintenance  of 
any  raUo  of  assets,  creation  or  maintenance 
of  reserves  or  the  maintenance  of  prc^jer- 
tiet 

I  lU  I  Any  proviijon  governing  the  Issuance 
of  additional  securities,  vk-lthdrawal  of  cash 
deposited  again-st  s  jch  Issuance,  Incurring  of 
additional  debt,  release  or  substitution  of 
assets  securing  the  Issue,  and  modification 
of  the  tern;s  of  the  security: 

(Iv)  Any  requirements  affecting  the 
securities  under  Section  18(1)  (1)  of  the  Fed- 
eral Deposit  Insurance  Act,  12  U.SC.  1828(1) 
(1),  and  the  Corporation's  Regulation 
§329.10  (12  CFR)  or  any  other  applicable 
law,  regulation,  or  contract. 

(V)  The  general  type  of  event  which  con- 
stitutes a  default  and  whetiier  or  not  any 
periodic  evidence  Is  required  to  t>e  fur- 
nished as  to  the  ab.sence  of  default  or  as 
to  the  compliance  with  the  terms  of  the 
Indenture 

INSTRUCTION 

In  describing  any  terms  relating  to 
reduction  or  retirement  of  the  Issue,  In- 
cluding terms  relating  to  deiault  or  ac- 
celeration of  payment,  there  shall  be  ap- 
propriate cross-reference  to  description  of 
the  general  requirement  for  Corporation  ap- 
proval for  reduction  or  retirement  pursuant 
to  Section  18(i)(l)  of  the  Federal  Deposit 
insurance  Act.  12  U^C.  |S  1828(1)  (1  i 

(vl)  If  there  Is  a  trustee  for  the  Issue, 
state  the  name  of  the  trustee  and  the  na- 
ture of  any  material  relationship  which  the 
trustee  may  have  with  the  bank  or  any  of 
Its  affiliates,  the  percentage  of  becuritles  "of 
the  class  necessary  to  require  the  trvistee  to 
take  action,  and  what  indemnification  the 
trustee  may  req\i:re  before  proceeding  to 
enforce  the  terms  of  the  Indeiure 

\c)  In  the  case  of  any  other  type  of  se- 
curity, fuml-sh  appropriate  information  of  a 
character  comparable  to  that  requi:-ed  by 
subsections   (a)    and   <h)   of  this  Item  9. 

(d>  If  there  Is  sm  established  market  for 
the  securities  being  offered,  set  forth  the 
high  and  low  sale  prices  of  the  hecurltles  for 
each  quarterly  period  viitJiln  the  past  two 
years,  the  nature  of  the  market  ar.d  sourc* 
of  the  quotations  In  the  case  of  trading  In 
the  over-the-counter  market  or  In  the  ab- 
sence of  trading  on  an  exchange,  during  a 
particular  period,  the  high  and  low  bid 
prices  should  be  given.  I?  the  securities  are 
traded  on  an  exchange,  the  name  of  the 
exchange  should  also  be  given.  If  there  Is 
no  established  tradmg  market  for  the  se- 
curities to  be  offered  ptirsu&nt  to  the  offer- 
ing circular,  so  state. 

Note.— the  existence  of  limited  or  sporadic 
quotations  should  not  of  itself  be  deemed 
to  constitute  an  established  tradinc  market. 
If  any  known  facts  indicate  the  absence  of 
an  established  trading  market,  reference  to 
quotations  In  the  offering  clrculas  should 
be  qualified  by  appropriate  explanation. 

Item  10.  Capi.'a/t;af:o7i.  State  In  tabular 
form  as  of  a  specified  date  within  90  days 
of  filing,  the  title  of  and  amount  in  each 
category  of  the  banks  capital  accounts,  the 
amount  authorized  or  to  be  authorized,  and 
the  amount  to  be  outstanding,  assuming  all 
the  securities  being  offered  are  sold 

Item  11.  Sximmary  of  earnings  Furnish  In 
comparative  form  a  summary  of  earnings  for 
the  bank  or  for  the  bank  and  Its  subsidiaries 
consolidated,  or  both,  as  appropriate,  for 
each  of  the  last  three  fiscal  years  of  the 
bank  (or  for  the  life  of  the  bank  and  Its  Im- 
mediate predecessors.  If  less)  and  for  any 
period  between  V.-.e  end  of  the  latest  of  such 
fiscal  ywars  and  the  date  of  the  latest  interim 
balEince  sheet  furnished  pursuant  to  J  340.71 
(a)(1)  of  this  regulation,  and  for  the  cor- 
responding   period    of    the    pi-ecedtnc    fiscal 


year  In  connection  with  such  summary, 
whenever  necessary,  reflect  information  or 
explanation  of  material  significance  to  Inves- 
tors In  appraising  the  restuts  tihown  or  refer 
to  such  information  or  explanation  set  forth 
elsewhere  In  the  offering  circular 

If  common  stock  Is  being  offered,  the  sum- 
mary shall  be  prepared  to  present  earnings 
applicable  to  cx^mmon  stock.  Per  shaj^  earn- 
ings and  dividends  declared  for  each  period 
of  tlie  svmimary  shall  also  be  included  unless 
Inappropriate. 

if  long-term  debt  or  preferred  stock  Is 
being  offered,  there  shall  be  shown  the  an- 
nual Interest  requirements  on  such  long- 
term  debt  or  the  annual  dividend  require- 
ments on  sucli  preferred  stock.  To  the  extent 
that  an  issue  represents  refunding  or  refi- 
nancing, only  the  additional  annual  lnt«rest 
or  dividend  requirements  shall  be  stated. 

rNSTErCTTONS 

1.  HistcricsJ  statements  of  Income  In  their 
entirety,  as  required  by  1340.71(B)(2).  may 
be  furnished  In  lieu  of  the  summary  of 
earnings. 

2.  If  summary  earnings  Information  is  pre- 
sented, show,  as  a  minimum,  operating  rev- 
enue.s.  operating  expenses,  income  before 
Income  taxes  and  securities  gains  (losses), 
applicable  Income  taxes.  Income  before  se- 
curities gains  ( losses  1,  securities  gains 
(losses),  and  net  income.  The  summary  shall 
ref.ect  retroactive  adjustments  of  any  ma- 
terial Items  affecting  the  comparability  of 
the  results. 

3  In  connection  with  any  summary  of  earn- 
ings for  an  Interim  period  or  periods  between 
the  end  of  the  last  fiscal  year  and  the  balance 
sheet  date,  and  any  comparable  prior  period. 
state  that  all  adjustments  necessary  to  a  fair 
statement  of  the  results  fcr  such  Interim  pe- 
riod or  periods  have  been  Included  and  re- 
sults of  the  Interim  period  for  the  current 
year  are  not  nec^s-sarlly  Indicative  of  results 
f:>r  the  entire  year.  In  addition,  there  shall 
be  furnished  In  such  cases,  as  supplemental 
Information  but  not  as  a  part  of  the  offering 
circular,  a  letter  describing  In  detail  the 
nature  and  amount  of  any  adjustments, 
other  than  normal  recurring  accruals,  enter- 
ing Into  the  determination  of  the  results 
shown. 

It.em  '-  Mariaoc^ment.  (a)  State  the  full 
name  of  aU  present  or  proposed  directors  and 
principal  officers.  Indicate  all  positions  and 
offices  held  with  the  bank  during  the  past 
five  years  by  each  such  person  named  and 
their  principal  occupations  during  that  pe- 
riod. If  the  bank  was  opened  for  btislness 
within  the  past  three  years,  give  the  full 
name  and  addresses  of  the  promoters  and 
Indicate  all  positions  and  offices  with  the 
bank  now  held  or  proposed  to  be  held  by 
each  such  promoter. 

INSTRUCTION 

The  applicable  definition  of  the  term  •pro- 
moter'   is  contained  In  J  335.2(2), 

(b)  Furnish  the  following  Information  In 
tabular  form  as  to  all  direct  remuneration 
paid  by  the  bank  and  Its  subsidiaries  dur- 
ing the  bank's  latest  fiscal  year  to  the  follow- 
ing persons  for  services  In  all  capacities: 

( 1 )  Each  director  of  the  bank  whose  ag- 
gregate direct  remuneration  exceeded  $40,000. 
and  each  of  tixe  three  hlghe-st  paid  officers 
of  the  bank  whose  tiggregate  direct  remuner- 
ation exceeded  that  amount,  naming  each 
such  director  and  officer. 

(2)  All  directors  and  principal  officers  of 
the  bank  as  a  grroup.  without  naming  them, 
but  stating  the  number  of  persons  Included. 

(c)  Briefly  describe  any  present  or  contem- 
plated bonus,  retirement,  pension,  stock  op- 
tion, or  other  similar  plan  or  provisions  and 
the  class  of  persons  covered,  and  also  state 
In    tabular   form    the    amount    set   aside    or 
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accrued  during  the  bank's  last  fiscal  year 
for  each  director  or  principal  officer  whose 
annual  remuneration  exceeds  $40,000,  named 
In  answer  to  Item  12(b)  (1). 

Items  13.  Options  or  warrants.  Briefly 
describe  all  options,  warrants  or  rights  pres- 
ently outstanding  or  proposed  to  be  granted 
to  purchase  securities  of  the  bank.  State  sep- 
arately the  amount  of  options,  warrant*  or 
right.s  held  or  to  be  held  by  each  director  or 
principal  officer  of  the  bank  named  In  answer 
to  Item  12(b)  (1).  and  each  associate  of  such 
director  or  principal  officer.  In  addition,  state 
the  total  amount  of  such  options,  warrants  or 
righta  held  or  to  b©  held  by  all  directors 
and  principal  officers  of  the  bank  a.s  a  group, 
without  naming  them. 

Item  14.  Principal  security  holders.  To  the 
extent  known: 

(a)  Give  the  name  and  relationship  to  the 
bank  of  any  person  who  owns  of  record  or 
beneficially  10  percent  or  more  of  the  out- 
standing capital  stock  of  the  bank,  stating 
the  amount  of  such  securities  owned  by  such 
person. 

(b)  State  the  percentage  of  outstanding 
securities  which  will  be  held  as  a  group,  by 
directors  and  principal  officers  of  the  bank, 
without  namtng  them.  State  the  percentage 
of  the  bank's  outstanding  equity  securities 
which  will  be  held  by  the  public  If  all  the 
securities  to  be  offered  are  sold. 

INSTRUCTION 

If.  to  the  knowledge  of  the  bank  or  any 
principal  underwriter  of  the  securities  to  be 
offered,  more  than  10  percent  of  any  class  of 
voting  securities  of  the  bank  are  held  or  are 
to  be  held  subject  to  any  voting  tnifit  or  other 
similar  agreement,  state  the  title  of  such  se- 
curities, the  amount  held  or  to  be  held  and 
the  duration  of  the  agreement.  Give  the 
names  and  addresses  of  the  voting  trustees 
and  outline  briefly  their  votmg  rights  and 
other  powers  under  the  agreement. 

Item  15.  Interest  of  management  and  oth- 
ers in  certain  transactions  (a)  Describe 
briefly,  and  where  practicable  state  the  ap- 
proximate amount  of  any  material  interest, 
direct  or  Indlrtct,  of  any  of  the  following  per- 
sons in  any  material  transaction  (excluding 
loans  or  other  extensions  of  credit)  occurring 
at  any  time  since  the  beginning  of  the  last 
fiscal  year  of  the  bank,  or  In  any  material 
proposed  transaction  (excluding  loans  or 
other  extensions  of  credit) ,  to  which  the  bank 
or  Its  subsidiaries  waa  or  Is  to  be  a  party: 

1.  Any  director  or  principal  officer  of  the 
bank, 

2.  Any  person  who  owns  of  record  or  bene- 
ficially 10  p>ercent  or  more  of  the  outstand- 
mg  capital  stock  of  the  bank; 

3.  Any  promoter  named  In  response  to  Item 
12(a):  or 

4.  Any  associate  of  any  of  the  foregoing 
persons. 

(b)  Loans  and  other  extensions  of  credit  to 
the  persons  specified  In  paragraph  (a)  of  this 
Item  must  be  disclosed  where  any  of  the  fol- 
lowing features  are  present: 

1,  A  person  together  with  his  associates 
imalntalned  aji  aggregate  balance  at  any  time 
during  the  preceding  year  which  exceeded 
10  percent  of  the  equity  capital  accounts  of 
the  bank,  or  $1  million,  whichever  Is  less; 

2  A  loan  or  extension  of  credit  Is  not  made 
on  substantially  the  same  terms.  Including 
Interest  rates  and  collateral,  as  those  pre- 
vailing at  the  time  for  comparable  trans- 
actions with  persons  other  than  those  speci- 
fied in  paragraph  (a)  of  this  Item; 

3.  K  loan  or  extension  of  credit  Is  not  made 
In  the  ordinary  course  of  business; 

4  A  loan  Involves  more  than  the  normal 
risk  of  collectibility  or  presents  other  un- 
favorable features. 


rNSTBtJCTIONS 

1.  Balances  of  any  letters  of  credit  or  simi- 
lar obligations  on  which  t±i«  bank  la  coo- 
tlngently  liable  shall  be  Included  to  deter- 
mining the  amount  of  extensions  of  credit 
for  the  purposes  of  this  Item. 

2.  For  purposes  of  this  paragraph,  any  ex- 
tension of  credit  which  violated  restxlctlons 
Imposed  by  State  and  Federal  law  shall  b« 
deemed  to  "present  other  unfavorable  fea- 
tures,'" 

(c)  If  aggregate  extensions  of  credit  to  the 
specified  persons,  tis  a  group,  exceeded  20 
percent  of  the  equity  capital  accounts  of  the 
bank  at  any  time  during  the  preceding  year, 
( 1 )  the  aggregate  amo\mt  of  such  extensions 
of  credit  .sliall  be  disclosed,  and  (2)  a  state- 
ment shall  be  Included,  to  the  extent  appli- 
cable, that  the  bank  has  had,  and  expects  to 
have  In  the  future,  banking  transactions  In 
the  ordinary  course  of  Its  btislness  with 
directors,  officers,  principal  srtockholders,  and 
their  associates,  on  the  same  terms.  Includ- 
ing Interest  rates  and  collateral  on  loans,  as 
those  prevailing  at  the  same  time  for  com- 
parable transactions  with  others.  For  the 
purpose  of  determining  "aggregate  exten- 
sions of  credit"  in  this  paragraph,  transac- 
tions which  are  exempted  from  disclosure 
pursuant  to  InstructKm  5  to  this  Item  may  be 
excluded, 

INSTRtJCTtlONS 

1.  The  applicable  definition  of  the  terms 
"associate  "  Is  contained  in  §  335.2(d)  of  this 
Chapter  of  the  Ciorporat Ion's  rules  and  regu- 
lations. 

2.  Include  the  name  of  each  person  whose 
Interest  In  any  transaction  Is  described  sind 
the  natiu^  of  the  relationship^  by  reason  erf 
which  such  Interest  Is  reqxilfed  to  be  de- 
scribed. Where  It  is  not  practicable  to  state 
the  approximate  amount  of  the  Interest,  the 
approximate  amount  Involved  to  the  trans- 
action shall  be  Indicated.  Where  the  trans- 
action involves  an  extension  of  credit,  B*ate 
the  applicable  approximate  amounts  in  terms 
of  the  high  and  low  points  for  the  preceding 
year,  and  the  current  balance. 

3.  As  to  any  transaction  Involving  the  pur- 
chase or  sal©  of  assets  by  or  to  the  bank  or 
any  subsidiary,  otherwise  than  to  the  ordi- 
nary course  of  business,  state  the  cost  of  the 
as.set8  to  the  purchaser  and  the  cost  thereof 
to  the  seller  of  acquired  by  the  seller  within 
2  years  prior  to  the  transaction. 

4.  No  information  need  be  given  under  this 
paragraph  as  to  any  remuneration  oc  other 
transaction  specifically  reported  In  response 
to  any  other  Ite-m  of  this  Part  340. 

5.  No  Information  need  be  given  under  this 
paragraph  as  to  any  fcransaotlon  or  any 
interest  therein  where: 

(I)  The  rates  or  chffl-ges  Involved  to  the 
transaction  are  fixed  by  law  or  determined 
by  competitive  bids; 

(II)  The  interest  of  the  specified  person  to 
the  traasaction  is  solely  that  of  a  director  of 
another  corporation  which  Is  a  party  to  the 
transaction: 

(III)  The  specified  person  Is  subject  to  this 
Item  15  solely  as  a  director  of  the  bank  (or 
associate  of  a  director)  and  his  Interest  to 
the  transaction  la  of  less  than  10  percent 
Interest  In.  another  person  that  Is  a  party 
to  the  iransactioti; 

(Iv)  The  transaction  Involves  services  as  a 
bank  depositary  of  funds,  transfer  agent, 
registrar,  trustee  under  a  trust  Indenture,  or 
other  similar  .services;  or 

(v)  The  interest  of  the  specified  person. 
Including  all  periodic  Installments  to  the 
case  of  any  lea.se  or  other  agreement  provid- 
ing for  periodic  Installments,  does  not 
exceed  $40,000. 

6.  Information  .shall  be  furnLshed  \inder 
this  paragraph  with  respect  to  transactions 


not  excluded  above  which  involve  remunera- 
tion, directly  or  todlrectly,  to  any  of  the  spec- 
ified persons  fof  services  in  any  capacity 
unless  the  Interest  of  such  persons  arises 
solely  from  the  ownership  Individually  and 
to  the  aggregate  of  less  than  a  10  percent  In- 
terest to  another  person  furnishing  the  serv- 
ices to  the  bank  or  Its  subsidiaries. 

Item  16.  Financial  statements,  (a)  Provide 
the  Information  called  for  to  5  340.71  of  this 
Part. 

INSTRUCTIONS 

1.  If  the  securities  to  be  offered  are  debt 
securities,  provide  In  tabular  form  for  each 
fiscal  year  or  other  period  as  to  which  finan- 
cial statements  are  filed  the  ratio  of  (a)  net 
operattog  Income  before  taxes  and  before  se- 
curities gains  or  losses  and  before  historical 
fixed  charges  for  long-term  debt  and  leases 
to  (b)  such  historical  fixed  charges.  A  pro 
forma  ratio  of  net  operating  Income  as  com- 
puted to  (a)  above  to  the  fixed  charges,  as 
computed  to  (b)  above,  adjusted  to  give  ef- 
fect to  the  Issuance  of  the  debt  securities  to 
be  offered,  shall  also  be  shown  for  each  fiscal 
year. 

2.  The  bank  shall  file  as  an  exhibit  under 
§  340.61(c)  (11)  a  statement  setting  forth  In 
reasonable  detail  the  oomputations  of  the 
ratios  required  by  lastructlon  1. 

(b)  As  to  banks  that  have  not  yet  com- 
menced operations,  or  have  commenced  op- 
erations within  the  past  12  months,  furnish 
a  tabular  presentation  of  the  pro  forma  and/ 
or  existing  capitalization  Indicating  the 
bank's  plan  of  operation  for  the  remainder 
of  the  fiscal  year  or.  If  the  offering  circular 
Is  filed  In  the  second  half  of  the  fiscal  year, 
the  bank's  plan  of  operation  through  the 
first  half  of  the  next  fiscal  year.  FurnLsh  a 
statement  of  cash  receipts  and  disburse- 
ments to  date.  Include  a  narrative  statement 
todlcattog  management's  opinion  as  to  the 
period  of  time  that  the  proceeds  of  the  offer- 
tog  wUl  satisfy  Its  capital  requirements  and 
whether  In  the  next  six  months  the  bank 
will  have  to  raise  additional  funds  to  meet 
Its  expenditures.  The  basis  of  such  optolon 
must  be  stated.  WTiere  such -statement  Is 
based  on  a  cash  budget,  such  budget  will  be 
furnished  to  the  Corporation  as  supplemen- 
tal Information,  but  need  not  be  filed  as  a 
part  of  the  offering  circular. 

Item  17.  Counsel  for  the  Bank.  State  the 
name  and  address  of  counsel  for  the  bank 
and  for  the  prtoclpal  underwTit.er  in  connec- 
tion with  the  offering.  Disclose  any  material 
Interest  In  the  bank  or  In  the  offering  held 
by  counsel  for  the  bank  or  counsel  for  the 
principal  underwriter. 

Item  18.  Annual  reports.  If  the  class  of  se- 
curities offered  Is  not  registered  with  this 
Corporation  pursuant  to  P'art  335  of  this 
Chapter,  indicate  whether  or  not  annual  re- 
ports of  the  bank  will  be  furnished  to  secu- 
rity holders. 

§  340.41      Notice  of  nonpublic  sales. 

The  notice  required  by  5  340.4(al 
shall  contain  the  following  information : 

(a)  Issuer.  The  name  and  address  of 
the  principal  place  of  business  of  the 
bank. 

(b)  Class  of  Security.  The  class  of  se- 
curity to  be  sold. 

(c)  Number  of  Offerees.  The  number 
of  persons  to  whom  the  securities  were  or 
are  to  be  offered. 

(d)  Offering  Price.  The  offering  price 
of  the  securities  on  an  aggregate  basis 
and  on  a  per  share  or  per  security  basis. 

(e)  Basts  of  Exemption.  A  general  de- 
scription of  the  facts  and  circumstances 
on  which  the  claim  of  exemption  is  based. 


FEDERAL   REGISTER,   VOL.    42,    NO.    105— WEDNESDAY,    JUNE    1,    1977 


PROPOSED   RULES 


27%! 


In  this  regard  attention  should  be  ad- 
dressed to  the  conditions  set  out  In 
J  340.101. 

if)  Signature.  This  notice  shall  be 
signed  and  dated  by  a  duly  authorized 
representative  of  the  bank. 

§  340.61      Content.'*  of  notificalion  lo  the 
corporation. 

The  notification  filed  pursuant  to  this 
Part  shall  cont.ain  the  following  informa- 
tion: 

INSTRUCTIONS 

Omls.sion  of  substantially  Identlca:  docu- 
ments. In  any  case  where  two  or  more  Inden- 
tures, contracts,  franchises,  or  other  docu- 
ments required  to  be  filed  as  exhibits  are 
substantially  identical  to  all  material  re- 
spyects  except  as  to  the  parties  thereto,  the 
dates  of  execution,  or  other  details,  the  bank 
need  file  a  copy  of  only  one  of  such  docu- 
ments, with  a  schedule  identifying  the  docu- 
ments omitted  and  setting  forth  the  material 
details  in  which  such  dcxruments  differ  from 
the  document  of  which  a  copy  is  filed.  The 
CorpKjratlon  may  at  any  time  to  Its  discretion 
require  the  filing  of  copies  of  documents  so 
omitted. 

f&)  Issuer.  The  name  and  address  of 
the  principal  place  of  business  of  the 
Issuing  bank,  and  reference  to  the  par- 
ticular offering  circular  to  which  the 
notification  relates. 

(b>  Prior  sales.  The  title  and  amount 
of  any  securities  Issued  within  the  last 
three  years  by  the  bank  or  any  of  its 
predecessors  or  aflBllated  Issuers,  and  a 
description  of  the  transaction  or  trans- 
actions in  which  such  securities  were  Is- 
sued. With  respect  to  a  transaction  as  to 
which  a  notice  was  filed  pursuant  to 
§  340.4(a) .  In  lieu  of  a  description  of  the 
transaction,  only  the  date  of  such  notice 
need  be  given. 

(c)  Ej^ibits.  As  exhibits  to  the  notifi- 
cation there  shall  be  filed  the  following 
documents  (except  that  any  such  docu- 
ments previously  supplied  to  the  Corpo- 
ration In  connection  with  another  offer- 
ing circular  or  filed  under  Part  335  of 
this  Chapter  may  be  omltt«d  where  ref- 
erence Is  made  to  such  filing)  : 

(1)  Copies  of  any  underwriting  con- 
tract with  a  principal  imder'wrlter.  any 
syndicate  agreement  and  any  purchase, 
sub-underwriting  or  selling  group  agree- 
ment or  letter  pursuant  to  which  the  se- 
curities being  offered  are  to  be  distrib- 
uted or.  If  the  terms  of  such  doouments 
are  not  determined,  the  proposed  forms 
thereof. 

(2)  Copies  of  any  plan  of  merger,  con- 
solidation. purcha.=;e  and  sis^umption.  or 
other  reorganization,  described  In  answer 
to  Item  6  of  §  340.31. 

(3)  If  not  previously  submitted  pur- 
suant to  this  Part,  romposite  copies  of 
the  bank's  articles  of  incorporation  and 
by-laws  or  comparable  instruments  as 
presently  In  effect  or  any  amendments 
thereto  since  the  date  of  the  last  such 
submission.  All  such  copies  shall  be  cer- 
tified by  a  bank  official  as  conformed  and 
up  to  date. 

(4i  Specimens  or  copies  both  facing 
and  reverse  sides  of  all  securities  being 
offered  hereunder  and  copies  of  all  con- 
stituent in.struments  defining  the  rights 


of  holders  of  long-term  debt  of  the  bank 
and  of  all  subsidiales  for  which  consoli- 
dated or  unconsolidated  flnanrial  state- 
ments are  required  to  be  filed. 

i5'  Copies  of  any  plan  setting  forth 
the  terms  and  conditions  upon  which 
outstanding  options,  warrants  or  rights 
to  purchase  securities  of  the  bank  or  Its 
subsidiaries  from  the  bank  or  any  of  Its 
afBliates  have  been  issued,  together  with 
specimen  copies  of  such  options,  war- 
rants, or  rights;  or,  if  not  Issued  pursu- 
ant to  such  a  plan,  copies  of  each  siKh 
option,  wan-ant.  or  right. 

'6'  An  opinion  of  counsel,  as  to  the 
legality  of  the  securities  being  offered, 
indicating  whether  they  will  when  sold 
be  legally  Issued,  fully  paid  and  whether 
in  what  respect  the  securities  are  assess- 
able, and.  If  the  debt  securities,  whether 
they  ■will  be  binding  obligations  of  the 
bank 

1 7  Copies  of  any  voting  trust  or  sim- 
ilar agreement  referred  to  In  answer  to 
Iton  14  of  J340J1. 

(8)  Copies  of  aH  pension,  retirement 
or  other  deferred  compensation  plans, 
contracts,  or  arrangements.  If  any  such 
plan,  contract  or  arrangement  is  not  set 
forth  In  a  formal  document,  furnish  a 
reasonably  detailed  description  thereof. 
Copies  of  any  a'vallable  booklet  or  other 
written  description  of  any  such  plan, 
contract  or  arrangement  shall  also  be 
filed. 

(9»  Copies  of  ever>-  material  contract 
not  supplied  tn  response  to  any  forego- 
ing instruction  which  was  not  made  In 
the  ordinary  course  of  business  and 
which  Is  to  be  performed  In  whole  or  In 
part  at  or  after  the  filing  of  the  offering 
circular  or  which  was  m&de  not  more 
than  two  years  before  filing. 

TSSTKV  CTICSS 

1  Only  contracts  need  be  filed  ae  to  which 
the  bank  or  a  subsidiary  of  the  bank  is  a 
party  or  has  succeeded  to  a  party  by  assump- 
tion or  assignment,  or  to  which  the  bank 
or  such  subsidiary  has  a  beneficial  toterest. 

2.  If  the  contract  Is  such  as  ordinarily 
accompanies  the  ktod  of  business  conducted 
by  the  bank  and  its  subsidiaries.  It  is  made 
to  the  orvlin.i.-y  course  of  bustoess  and  need 
not  be  f'"Kl.  unless  It  falls  wlthto  one  or 
more  of  lae  following  categories,  to  which 
ca.--e  It  should  be  filed  except  where  Imma- 
terial In  amount  or  significance:  tai  direc- 
tors, officers,  promoters,  voting  trusiees.  se- 
curity holders  named  In  answer  to  Item  14 
(8)  of  i  340.31  of  this  Part,  or  underwriters 
are  parties  thereto  exi^ept  where  the  contract 
is  subject  to  paragraph  (d)  of  this  i  340.61  or 
where  it  merely  Involves  purcha^^e  or  sale 
of  current  aasett  having  a  de  term  in  able  m.ar- 
ket  price.  &;  such  pri'-e;  (b)  It  Is  of  such 
materially  as  to  c<^  for  specific  referenoe 
to  11  in  the  offering  circular;  (c)  li  calls  for 
the  acquisition  or  sale  of  fixed  assets  for  a 
coiiblderatlon  exceeding  16  percent  of  all 
fixed  assets  of  the  bank  and  Its  subsidiaries: 
(d)  It  is  a  lease  under  which  a  -significant 
part  of  the  property  described  under  Item 
7(c)  of  i  340.31  of  this  Part  is  held  by  the 
bank;  or  (e)  the  amo'ant  of  the  contract,  or 
Its  Importance  to  the  business  of  the  bEink 
and  its  s\ibsi diaries,  are  material,  and  the 
terms  and  conditions  are  of  a  nature  of 
wliich  Investors  reasonably  should  be  to- 
formed. 

<10)  If  any  of  the  securities  proposed 
to  be  offered  hereunder  are  to  be  offered 


for  the  ac^'ount  of  any  person  other 
thaji  the  bank,  a  wniten  statement 
signed  by  the  bank  representing  that  the 
prop<ised  offering  will  not  interfere  with 
any  needed  financing  by  the  bank. 

ill'  The  statement  required  by  the 
second  instruction  to  Item  16' a>  ol 
i  340.31,  if  appUcable. 

112'  Tlie  undertaking  required  bv 
§  340.7. 

(di  Tlie  following  documents  shall  be 
filed,  but,  the  bank  may  request  that 
sucli  documenti  not  be  treated  as  ex- 
hibits and  be  kept  confidential :  any 
management  contract  or  bomi-s  or  prohl- 
sharuig  plan,  contract  or  arrangement 
lor  if  not  set  fortii  in  any  formal  docu- 
ment, a  written  description  thereof  > . 

SlCNATCTiES 

The  bank  has  duly  caused  this  offering  cir- 
cular and  notification  to  be  signed  on  its  be- 
half by  the  undersigned  thereunto  who  has 
been  duly  authorized  by  the  Board  of  Di- 
rectors (or  other  governing  body  i  of  the 
bank 


By 


(Name  of  Bank) 


(Date) 

§340.71      Financial  tstatciuentv. 

(a>  RcQuired  statements.  Every  offer- 
ing circular  filed  pursuant  to  this  Part 
shall  contain  the  foDowmg  financial 
statements : 

( 1 )  Balance  sheets  A  balance  sheet  as 
of  the  preceding  fiscal  year-end.  If  the 
preceding  fiscal  year  ended  more  than  90 
days  prior  to  the  filing  of  the  offering  cir- 
cular, also  provide  a  balance  sheet  as  of 
an  interim  date  no  more  tlian  90  days 
prior  to  the  filing  date  of  the  offering  cir- 
cular In  the  ca.se  of  an  amended  offer- 
ing circular,  such  interim  statements 
shall  be  a-s  of  a  date  no  more  thsui  90 
days  pnor  to  tlie  filing  date  of  the 
amended  offering  circular. 

(2)  Statevient  of  income.  Statements 
of  income  lor  tlie  preceding  three  fiscal 
years.  If  an  Interim  date  balance  sheet 
is  provided,  also  provide  an  income  state- 
ment covering  <i'  the  pencxl  between 
the  precediiig  fiscal  year  and  the  date  of 
the  interim  date  balance  sheet  and  (Ui 
the  corresponding  comparable  interim 
I>eriod  of  the  prior  year. 

(3 1  Statement  of  changes  in  capital 
accounts.  A  statement  of  changes  In 
capital  account-,  for  each  period  for 
wliich  a  statement  of  income  is  provided 

<4>  Statc7nent  of  changes  in  firuincial 
pos.ition.  A  statement  of  changes  in 
financial  position  for  each  period  for 
which  a  statement  of  Incom.e  is  provided. 

(5 1  Schedules.  'Wliere  applicable, 
scliedules  of  allowance  for  possible  loan 
losses  insider  loans  and  other  loans  for 
each  period  for  which  a  statement  of  in- 
come IS  provided. 

(b'  Preparaticm  of  statements. — (1) 
B:n':s  fihr.g  under  the  Securities  Ex- 
change Act.  Banlcs  wiiich  have  filed  reg- 
Lstraiion  s^tatemenus  pursuain  to  Sec- 
tion 12  of  the  Securities  Exchange  Act  of 
1934  <15  U.S.C.  78/t  shall  prepare  the 
financial  statements  required  by  this 
Part   in   accordance  with   the   require- 
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ments  of  Part  335  of  this  Chapter,  to  the 
extent  applicable,  and  shall  foUow  the 
requirements  of  paragraph  (b)  (2)  of 
this  section  as  to  the  statement  of 
changes  in  financial  position. 

<2)  Banks  not  filing  under  the  Secu- 
rities Exchange  Act.  Banks  which  have 
not  filed  a  registration  statement  pur- 
suant to  Section  12  of  the  Securities  Ex- 
change Act  of  1934  shall  prepare  finan- 
cial statements  required  by  this  Part 
as  follows: 

(i)  Balance  sheets  and  statements  of 
income.  Balance  sheets  shall  be  pre- 
pared in  accordance  with  the  instruc- 
tions to  FDIC  Form  64,  or  64  (Savings) 
Report  of  Condition,  and  statements  of 
income  shall  be  prepared  in  accordance 
with  the  instructions  to  FDIC  Form  73. 
or  73  'Savings)  Report  of  Income,  to  the 
extent  applicable. 

NoTT. — Banks  which  do  not  file  Forms  64 
or  64  (Savings)  or  73  or  73  (Savings)  on  the 
basis  of  accrual  accounting  will  be  required 
to  reflect  accrual  accounting  in  the  financial 
statements  filed  pursuant  to  this  Part  if  the 
accrual  basis  statements  reflect  financial 
position  or  results  of  operations  which  differ 
materially  from  nonaccrual  statements. 

fii>  Statement  of  changes  in  capital 
accounts.  The  statement  of  changes  in 
capital  accounts  shall  set  forth,  opposite 
descriptive  captions,  the  additions  to  and 
deductions  from  the  account-s.  Each  cap- 
ital account  shall  be  reconciled  sepa- 
rately. For  guidelines  as  to  format,  refer 
to  §335.71,  Fonn  F-9C  of  this  Chapter. 

iiii>  Statement  of  changes  in  financial 
petition.  The  statement  of  changes  in  fi- 
nancial position  shall  summarize  the 
sources  from  which  funds  have  been  ob- 
tained and  their  disposition.  The  state- 
ment should  disclose  separately  the  fi- 
nancing and  investing  aspects  of  all  sig- 
nificant transactions  during  the  period. 
Material  changes  in  the  component's  of 
net  funds  shall  be  shown  on  the  state- 
ment The  statement  may  be  in  balanced 
form  or  In  a  form  expressing  the  changes 
in  financial  position  In  terms  of  a  speci- 
fied account  or  specific  accounts.  As  a 
minimum,  the  following  shall  be 
reported: 

(A)  Source  of  funds.  'D  Current  op- 
erations (showing  separately  net  Income 
or  loss  and  the  addition  and  deduction 
of  specific  Items  which  did  not  require 
the  expenditure  or  receipt  of  funds:  e.g., 
depreciation  and  amortization,  deferred 
income  taxes,  undistributed  earnings  or 
losses  of  unconsolidated  persons,  etc.). 

'2 1  Sale  of  noncurrent  assets  (identi- 
fying separately  such  Items  as  Invest- 
ments, fixed  as.sets.  intangibles,  etc.). 

1 3 1  Issuance  of  debt  securities  or  other 
long-term  debt. 

(4i  Issuance  or  sale  of  capital  stock. 

'Hi  Disposition  of  funds.  (1)  Purchase 
of  noncurrent  assets  (identifying  sepa- 
rately such  Items  as  Investments,  fixed 
a.>sets.  intangibles,  etc.). 

(2)  Redemption  of  repayment  of  debt 
securities  or  other  long-term  debt. 

i3»  Redemption  or  purchase  of  capital 
stock. 

t.4)  Dividends. 


(C)  Increase  (decrease)  in  net  funds. 
(3)  Schedule  of  other  loans.  Present  a 
comparative  statement  In  tabular  form 
similar  to  that  prescribed  at  §  335.71, 
Form  F-9E.  Schedule  III  of  this  Chapter. 

(4)  Allowance  for  possible  loan  losses. 
Present  a  comparative  reconciliation  in 
tabular  form  similar  to  that  prescribed 
at  §  335.71,  Form  F-9E,  Schedule  VII  of 
this  Chapter. 

i5i  Schedule  of  insider  loans.  Present 
a  comparative  statement  In  tabular  form 
similar  to  that  prescribed  at  §  335.71,  for 
Form  F-9E,  Schedule  VIII  of  this 
Chapter. 

INSTRUCTIONS 

1.  A  note  to  the  financial  statements,  which 
includes  a  summary  la  tabular  form  and 
which  discloses  the  Information  required  by 
one  of  the  foregoing  schedules  may  be  sub- 
stituted in  the  offering  circular  in  lieu  of 
such  schedule. 

2.  SchediUes  should  be  referenced  against 
appropriate  financial  statement  captions. 

(c)  Notes  to  financial  statements .  In  addl-. 
tion  to  information  specifically  required,  aJl 
supplementary  information  necessary  to  a 
proper  understanding  of  each  financial  state- 
ment shall  be  provided  In  notes  presented  at 
the  end  of  the  statement,  numbered  sequen- 
tially, and  cross-referenced  agatnst  appropri- 
ate statement  captions.  At  minimum,  the 
following  areas  should  be  considered  when 
preparing  notes;  Inconsistent  application  of 
accounting  principles;  material  retroactive 
adjustments;  conversion  basis  of  foreign  cur- 
rency; asset  and  lease  oommltments;  Inter- 
company profits  and  losses;  preferred  shares; 
pensioin  and  retirement  plans;  stock  options; 
surplus  or  dividend  restrictions;  contingen- 
cies; depreciation  and  amortization;  consoli- 
dations; basis  of  book  value  of  Investment 
secxirities;  hypothecation  of  securities  and 
liens  on  as.sets;  market  value  of  investment 
securities.  If  significantly  different  from  book 
value;  valuation  of  trading  account  securi- 
ties; basis  of  accounting  for  fixed  assets  ac- 
quired before  January  1,  1960;  market  value 
and  cost  adjustments  of  other  real  estate 
owned;  mortgages  payable;  capital  notes  and 
debentures:  description  of  the  method  of  ac- 
counting for  loan  losses  and  disclosure  of 
the  portion  of  the  reserve  which  arose  from 
operating  charges  and  Is  therefore  considered 
a  valuation  reserve;  earnings  per  share  basis; 
and  variation  from  statutory  Income  tax  rate. 

td)  General  instriuctions.  (1)  Financial 
statements  sliall  be  prepared  In  accordance 
with  generally  accepted  accounting  principles 
and  practices  applicable  to  banks. 

|2)  In  addition  to  those  financial  state- 
ments specifically  required  above,  there  shall 
be  filed  such  other  financial  statements  with 
respect  to  unconsolidated  subsidiaries  and 
other  persons  as  are  material  to  a  proper 
understanding  of  the  financial  position  and 
results  of  operations  of  the  total  enterprise. 

(3)  The  Corporation  may,  upon  request  of 
the  bank,  and  where  consistent  with  the  pro- 
tection of  Investors,  permit  the  omission  of 
one  or  more  of  the  statements  herein 
required  or  the  filing  in  substitution  therefor 
of  appropriate  statements  of  comparable 
character.  The  Corporation  may  also  require 
the  filing  of  other  statements  In  addition  to, 
or  in  substitution  for,  the  statements  here- 
in required  In  any  case  where  such  state- 
ments are  necessary  or  appropriate  for  an 
adequate  presentation  of  the  financial  condl- 
ticKn  of  any  person  whose  financlsd  statements 
are  required,  or  whose  statements  are  other- 
wise necessary  for  the  protection  of  Investors. 

(4)  To  the  extent  practical,  financial  data 
shaU  be  presented  In  comparative,  columnar 
form. 


(5)  Statements  shall  be  verified  as  pro- 
vided at  §  335.7(b)  of  this  Chapter. 

INTERPRETATION'S 

§  31-0.101      Public  offering  concept. 

Section  340.4 <  a)  exempts  from  the 
offering  circular  provisions  of  this  Part 
the  offer  and  sale  of  securities  of  insured 
State  nonmember  banks  whlcii  are  is- 
sued by  or  on  behalf  of  the  bank  in  a 
transaction  which  is  not  of  a  public  na- 
ture provided  that  a  timely  notice  con- 
forming to  the  requirements  of  §  340.41  is 
filed  with  the  Corporation.  Section  340.2 
states  that  principles  developed  imder 
the  federal  securities  laws,  including  the 
Securities  Act  of  1933  (15  U.S.C.  77a.  et 
seq.)  are  to  be  followed  in  defining  con- 
cepts used  in  the  Part.  Certain  basic 
principles  to  be  followed  in  determining 
whether  an  offering  is  public  are  here 
generalized  for  guidance,  and  they 
should  be  addressed  when  preparing  the 
notice  outlined  in  §  340.41  of  this  Part. 

A  public  offering  will  not  generally  be 
deemed  to  exist  if  all  the  following  con- 
ditions are  met : 

(a)  The  offer  and  sale  of  the  securities 
are  made  by  means  of  direct  communi- 
cations between  the  bank  or  any(xie  act- 
ing on  its  behalf  and  the  purchaser  or  his 
authorized  representative. 

(b)  The  prospective  purchasers  or 
their  authorized  representatives  are, 
prior  to  sale,  provided  or  have  access  to 
the  same  kind  of  information  that  the 
offering  circular  required  by  this  Part 
would  provide  and  also  have  access  to 
any  additional  Information  necessary  to 
verify  the  accuracy  of  such  information. 

(c)  All  persons  to  whom  the  securities 
are  offered,  or  their  authorized  repre- 
sentatives, have  such  knowledge  and  ex- 
perience in  financial  and  business  mat- 
ters that  they  are  capable  of  using  the 
information  given  them  to  evaluate  the 
risks  of  the  prospective  investment,  are 
capable  of  making  an  Informed  invest- 
ment decision,  and  are  able  to  bear  the 
economic  risks  of  the  investment. 

(d)  The  securities  are  not  offered  to 
more  than  35  persons  In  any  twelve- 
month period  pursuant  to  the  exemption 
contained  in  §  340.4(a). 

(e)  The  purchaser  or  purchasers  of 
the  securities  presently  intend  to  hold  the 
securities  for  investment  and  do  not 
presently  Intend  to  redistribute  the  se- 
curities. The  certificates  evidencing  the 
securities  must  bear  a  conspicuous  re- 
strictive legend  to  that  effect. 

§  340.102     Amendments  of  inaccurate  or 
inadequate  offering  circulars. 

Where  an  offering  circular  has  been 
amended  because  of  Its  previous  inaccu- 
rate or  inadequate  nature,  the  Corpora- 
tion will  consider  in  requests  for  acceler- 
ation of  the  effective  date  of  the  offering 
circular  pursuant  to  §  340.9(a)  and  In 
considering  suspension  of  such  effective- 
ness pursuant  to  §  340.9(b)  whether  ap- 
propriate correcting  material  haa  been 
sent  to  persons  to  whom  the  inaccurate 
or  inadequate  material  was  sent. 
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By  order  of  the  Board  of  Directors. 
May  23,  1977. 

Federal  Deposit  Insurakci 

Corporation, 
hoyle  l.  rorinson. 

Assistant 
Executive  Secretary. 

[FR  Doc. 77-15541  Piled  5-Sl-77;8:45  am) 

DEPARTMENT  OF   DEFENSE 

Office  of  the  Secretary 

[  32  CFR  Part  276  ] 

DEPARTMENT  OF   DEFENSE 
INSTALLATIONS 

Solicitation  and  Sale  of  Insurance 

AGENCY:  Office  of  the  Secretary  of  De- 
fense. 
ACTION:  Proposed  rule. 

SUMMARY:  This  proposed  rule  updates 
Department  of  Defense  (DOD>  policies 
governing  the  standards  of  conduct  in 
soliciting  and  selling  insurance  on  DOD 
installations.  It  replaces  the  existing  cri- 
teria for  life  insurance  companies  ap- 
plying for  DOD  accreditation  to  operate 
on  military  installations  in  overseas  areas 
with  a  listing  of  B-i-  lor  better)  in  Best's 
Life-Health  Insurance  Reports.  This  ac- 
creditation process  was  adopted  in  our 
efforts  to  reduce  the  current  public  re- 
porting requirements.  Through  this  proc- 
ess, the  administrative  paperwork,  both 
at  the  DOD  and  by  insurers  seeking  ac- 
creditation, will  be  greatly  reduced. 

DATES:  Comments  must  be  received  on 
or  before  July  1,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Colonel  Robert  E.  Spencer.  USAF.  Di- 
rector. Personnel  Services  (MPP»,  Of- 
fice of  Assistant  Secretary  of  E>efense 
(MRA  &  L) ,  Room  3C-980  (Pentagon' , 
Washington,  D.C.  20301.  Area  Code 
202-697-9191. 

SUPPLEMENTARY  INFORMATION : 
On  March  16,  1972,  there  was  published 
In  the  Federal  Register  (37  FR  5491)  a 
final  rule  adoption  effective  January  21. 
1972,  which  approved  the  consolidation 
of  Parts  276  and  278  and  established 
standards  of  conduct  in  soliciting  and 
selling  all  types  of  Insurance  on  DOD  in- 
stallations. This  proposed  rule  incorpo- 
rates a  major  change  to  Part  276  in  the 
DOD  overseas  life  insurance  accredita- 
tion process.  It  also  addresses  the  offer- 
ing of  variable  Ufe  insurance  policies  and 
strengthens  the  prohibition  that  an  In- 
surance agent  may  not  serve  as  a  repre- 
sentative of  an  association  In  the  sale  of 
Insurance. 

Part  276  is  revised  as  follows: 

Sec. 

276.1  Reissuance  and  purpot^e. 

276.2  Objective  and  scope 

276.3  Applicability 

276.4  Definitions. 

276.5  General  policies  and  responsibilities 

276.6  Policies  on  life  Insurance. 

276.7  Overseas  accreditation  program. 

276.8  Policies  on  general  forms  of  Instirtuice 

AtjTHORrrT:  5  U.S.C   301. 


§  276.1      Reisituanre  and  purpose. 

This  part  updates  E>ep€irtment  of  De- 
fense policies  governing  the  standards  of 
conduct  In  soliciting  and  selling  »I1  tjrpM 
<rf  insurance  on  DOD  Installations.  It 
continues  the  established  annual  EKDD 
accreditation  requirement  for  life  in- 
surance companies  operating  in  overseas 
areas. 

§  27fi.2      Objective  and  scope. 

lai  The  policies  and  procedure.'-  con- 
tained In  this  part  are  designed  '  1 1  to 
promote  uniformity  of  approach  In  the 
conduct  of  insurance  solicitations  and 
sales  to  DOD  personnel  on  DOD  in- 
stallations on  a  world-wide  basLs.  and 
(2)  to  Initiate  protective  measures  for 
DOD  personnel  where  neither  Federal 
nor  State  consumer  protection  policies 
govern . 

(b)  It  sets  forth  <1)  limitations  in 
soliciting  the  sale  of  insurance  to  per- 
sonnel on  DOD  installations:  i2i  stand- 
ards governing  the  conduct  of  insurance 
companies,  associations,  insurance  car- 
riers, and  representatives  of  any  of  these 
organizations:  and  (3>  policies  on  the 
use  of  military  personnel  allotments  in 
payment  of  premiums  for  life  insurance 

§  276. 3      Applii  nltiliiv. 

The  provisions  of  this  part  apply  to 
the  Office  of  the  Secretary  of  Defense, 
the  Military  Departments,  the  Organiza- 
tion of  the  Joint  Chiefs  of  Staff,  the 
Unified  and  Specified  Commands  and 
the  Defense  Agencies  'hereinafter  re- 
ferred to  collectively  as  "DOD  Com- 
ponents"' . 

§  276.  t      Definitions. 

(a)  Insurer.  Any  company  or  as.socia- 
tion  engaged  in  the  business  of  selling 
insurance  policies  to  DOD  personnel. 

(b>  Association.  Any  organization 
which  has  been  established,  whether  or 
not  the  word  "Association  '  appears  in 
its  title,  and  which : 

(1)  Is  composed  of  and  serving  exclu- 
sively members  of  the  armed  forces  of 
the  United  State*  ion  active  duty,  in  a 
reserve  status,  in  a  retired  status,  or  in- 
dividuals who  entered  into  such  associa- 
tions while  on  active  duty  <  and  their 
dependents. 

(2)  Offers  its  members  life  insurance 
coverage,  either  di  as  part  of  the  mem- 
bership dues,  or  lii'  as  a  separately  pur- 
chased plan  made  available  through  an 
Insurance  carrier  or  the  association  as 
a  self-insurer,  or  a  combination  of  sub- 
divisions (i>  and  (ID  of  this  subpara- 
graph. 

(c>  Insurance  carrier.  An  Insurance 
company  issuing  Insurance  through  an 
association  or  reinsuring  or  coinsuring 
such  insurance. 

(d»  Solicitation.  The  conduct  of  any 
private  business.  Including  the  offering 
and  sale  of  insurance  on  a  miUtary  in- 
stallation. Solicitation  on  Installations  is 
a  privilege  as  distinguished  from  alight, 
and  its  control  is  a  responsibility  vested 
in  the  installation  commander  subject 
to  compliance  with  this  part  and  Part 
43  of  this  chapter. 

(e)  Agent.  An  individual  who  receives 
remuneration  as  a  .salesman  for  an  in- 


surer or  whose  remuneration  Is  depend- 
ent on  volume  of  sales  or  the  making  of 
sales. 

(f)  Insurance  policy  A  policy  or 
certificate  of  insurance  Issued  by  an  in - 
sxtrer  or  evidence  of  insurance  co\erage 
Issued  by  a  self-insured  association. 

ig)  DOD  Personnel.  IX)D  personnel  as 
used  in  this  part,  unless  the  conte.xt  indi- 
cates otherwise,  means  all  active  duty 
officers  and  enlisted  members  of  the 
Army.  Nav>-.  Air  Force,  and  Marine  Corps 
•  officers  include  commissioned  and 
warrant!  and  all  civilians,  officers,  and 
employees  including  special  Go\emment 
employees  of  all  the  offices,  agencies,  and 
departmenus  carrying  on  functions  on  a 
Defense  Installation  (including  nonap- 
propriated fund  instrumentalities*. 

S  27('<..'j      Gi-nrral    |>olirie»    and    respon^i- 
bilitios. 

ia>  The  Assistant  Secretarv-  of  De- 
fense I  Manpower,  Reserve  Affairs  and 
Logistics!  shall  be  responsible  for  overall 
administration  of  the  DOD  Insurance 
Program  and  for  assuring  iti  effective 
implementation  tliroughout  the  IXDD. 

ibi  EX)D  Components  shall  develop 
sound  internal  insurance  programs  to 
meet  the  var>'ing  requirements  of  per- 
sonnel under  their  jurisdiction.  These 
programs  will  be  supported  by  imple- 
menting instructions  which  are  consist- 
ent with  this  p>art;  Part  43  of  this  chap- 
ter; and  32  CFR  40  The  following  gen- 
eral policies  will  be  included: 

di  Solicitation,  tl)  Insurers  are  au- 
thorized to  solicit  on  DOD  installations 
provided  tliey  are  licensed  under  the  in- 
surance laws  of  the  State  in  which  the 
installation  is  located.  In  overseas  areas, 
DOD  Components  shall  limit  this  author- 
ization to  tliose  insurers  accredited  un- 
der the  provisions  of  ?  276.7. 

'  ii  i  Tlic  conduct  of  all  insurance 
business  on  DOD  installations  shall  be 
by  specific  appointment.  Disinterested 
third-party  counseling  shall  be  provided, 
interviewing  hours  set  aside  and  facilities 
supplied:  if  feasible. 

( ill  I  Interviews  by  appointment  at  the 
designated  areas  shall  be  extended  to 
all  agents  on  an  equitable  basis.  <  Where 
space  and  other  considerations  dictate 
the  limiting  of  the  number  of  agents 
using  the  designated  interviewing  area, 
the  DOD  installation  commander  may 
develop  and  publish  local  policy  consist- 
ent with  this  concept.) 

I  iv  1  The  DOD  installation  commander 
shall  deny  or  suspend  permission  to  an 
insurer  or  an  agent  to  solicit  DOD  per- 
sonnel on  an  installation  when  the  pro- 
visions of  this  Part  have  been  violated. 

<v)  The  solicitation  provisions  and 
suspension  procedures  outlined  in  Pert 
43  of  this  chapter  will  govern  in  all  sales 
of  insurance  on  DOD  Installations. 

1 2)  Supervision.  The  offering  and  sale 
of  insurance  to  DOD  personnel  on  DOD 
Installations  shall  be  appropriately 
supervised.  Particular  emphasis  shall  be 
placed  on  establishing  controls  on  regu- 
lating the  activities  of  former  military 
personnel  conducting  sales  on  military 
installations.  In  addition.  DOD  personnel 
will  be  expressly  prohibited  from  repre- 
sentmg  any  insurer  or  dealing  either  di- 
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recUy  or  Indirectly  with  any  Insurer  or 
ajiy  recognized  representative  of  an  In- 
surer as  an  agent  or  In  any  ofQclaJ  or 
bu5ine.ss  capacity  for  the  solicitation  of 
Insurance  to  personnel  on  a  military 
InsUllation  with  or  without  compensa- 
tion. This  is  in  addlUon  to  the  policies 
outlined  in  Part  43  and  Part  40  of  this 
chapter. 

i3»  ProhibitioTis.  In  addition  to  the 
solicitation  prohibitions  contained  in 
Part  43  of  this  chapt^-r.  DOD  Compo- 
nents shall  prohibit  the  following: 

a»  The  use  of  an  agent  as  a  partlcl- 
ptint  In  any  mlhtar^-sponsored  insur- 
ance education  or  orientation  program. 

1 11)  The  designation  of  any  agent  from 
assuming  or  using  titles  such  as  "BattaJ- 
lon  Insurance  Counselor."  "Unit  Insur- 
ance Ad  visor, ■■  "SGLI  Conversion  Con- 
sultant." etc. 

(ill'  Tlie  assignment  of  desk  space  for 
interviews  to  other  than  a  specific  pre- 
arranged appointment.  During  such  ap- 
pointment, the  agent  will  not  be  permit- 
ted to  display  desk  or  other  signs  an- 
nouncing name  or  companv  afHllation. 

(iv)  The  use  of  the  "Dally  Bulletin" 
or  any  otlier  notice,  offlclal  or  unofficial, 
announcing  the  presence  of  an  agent  and 
his  availability 

fv)  The  dLstrlbution.  or  availability 
for  dLstribution.  of  literature  other  than 
to  the  person  being  interv  iewed. 

§  276.6      I'oliiios  on  life  insurance. 

I  a)  Life  insurance  policy  content  pre- 
requisites <1)  Insurance  policies,  other 
than  certificates  or  other  evidence  of  in- 
surance Lssued  by  a  self-insured  associ- 
ation, offered  and  sold  to  personnel  on  a 
military  installation  worldwide  must: 

li)  Comply  with  the  msurance  laws 
of  the  State  or  country  in  which  the  In- 
stallation IS  located  and  the  procedural 
recruirementi?  of  thLs  part 

(11)  Contain  no  restrictions  by  reason 
of  mihtary  ser\ice  or  military  occupa- 
tional specialty  of  the  insured,  unless 
such  restrictions  are  clearly  indicated  on 
the  face  of  the  policy. 

(ill)  Plainly  Indicate  any  extra  pre- 
mium charges  Imposed  by  reason  of 
military  ser\ice  or  military  occupational 
specialty 

liv)  Not  provide  for  a  variation  In  the 
amoimt  of  death  benefit  or  premium 
based  upon  the  length  of  time  the  Rplicy 
has  been  in  force,  unless  any  such  vari- 
ations are  clearly  described  therein. 

I VI  For  the  purposes  of  this  para- 
graph, an  appropriate  reference  stamped 
on  the  face  of  the  policy  shaU  be  utilized 
to  draw  tlie  attention  of  the  policyholder 
to  any  extra  premium  charges  imposed 
and  to  any  variations  m  the  amount  of 
death  benefit  or  premium  based  upon  the 
length  of  time  the  policy  has  been  In 
force. 

(2)  Variable  life  insurance  policies 
may  be  offered  pro%ided  they  meet  the 
criteria  of  the  appropriate  Insurance 
regulatory  agency  and  the  Securities  and 
Exchange  Commission. 

(3)  Premiums  shall  reflect  only  the  ac- 
tual premiiuns  payable  for  life  Insurance 
coverage. 

I  b)  Use  of  the  allotment  of  pay  system. 
(1)   Allotments  of  military  pay*  for  life 


Insurance  premiums  shall  be  made  In  ac- 
cordance with  Part  59  of  this  chapter. 

(2)  For  personnel  In  pay  grades  E^l, 
Ei-2,  and  E-3,  at  least  7  days  shall  elapse 
for  counseling  between  the  signing  of  a 
life  Insurance  application  and  the  certi- 
fication of  an  allotment.  The  purchaser'^ 
comniandmg  oflacer  may  grant  a  waiver 
to  this  requirement  for  good  cause,  such 
as  the  purchaser's  imminent  permanent 
change  of  station. 

(c)  Associations — general.  The  recent 
growth  and  general  acceptability  of 
quasi-military  associations  offering  vari- 
ous insurance  plans  to  military  per- 
sonnel are  acknowi edged.  S<xne  associa- 
tions are  not  organized  within  the  super- 
vision of  insurance  laws  of  either  the 
Federal  or  State  Governments.  While 
some  are  organized  for  profit  others 
function  as  nonprofit  associations  under 
Internal  Revenue  Service  regulations. 

1 1  >  Regardless  of  the  manner  in  which 
insurance  plans  are  offered  to  members, 
the  management  of  the  association  is 
responsible  to  see  that  all  aspects  of  Ita 
insurance  programs  comply  fully  with 
the  Instructions  contained  herein  and 
the  spirit  of  this  part. 

(2)  A  life  Insurance  agent  may  not 
serve  as  a  representative  of  an  associa- 
tion on  a  military  installation,  regard- 
less of  title  designation,  except  to  assist 
in  the  processing  of  death  and  related 
benefits  on  the  occasion  of  a  claim  of  an 
association  member  or  his  dependent. 
This  precludes  a  representative  of  the 
association  from  approaching  a  prospec- 
tive as.'^ociation  member  on  the  Installa- 
tion and  soliciting  a  sale  of  the  Insur- 
ance program  for  which  he  Is  an  agent. 
It  also  prohibits  the  association  repre- 
sentative/agent from  soliciting  Insur- 
ance In  conj miction  with  an  association 
membership  drive  on  the  Installation. 

§  276.7      Overseas  accreditation  prosram. 

(a)  Accreditation  criteria. — (1)  Initial 
accreditation.  Insurers  must  be  listed  In 
Best's  Life-Health  Insurance  Reports 
and  be  assigned  a  rating  of  B+  (Very 
Good*  or  better  for  the  business  year 
preceding  the  fiscal  year  for  which  ac- 
creditation is  sought. 

(2)  Reaccreditation.  <l)  Insurers  must 
retain  a  Best's  rating  of  B+  or  better, 
as  described  above. 

Ill)  Insurers  mast  have  established  an 
agency  sales  force  in  one  of  the  over- 
seas commands  within  2  years  after 
initial  accreditation. 

(ill)  Insurers  must  have  complied  with 
tlie  provisions  of  applicable  DOD  Direc- 
tives as  evidenced  by  an  absence  of  sub- 
stantiated complaints  concerning  opera- 
tions and  sales  techniques. 

(Iv)  Waivers  of  the  above  provisions 
will  be  considered  for  those  insurers  ac- 
credited as  of  the  effective  date  of  this 
part. 

fb>  Application  instructions. — <1)  Ap- 
plications filed  annually.  During  the 
months  of  May  and  June  of  each  year 
insurers  may  apply  for  solicitation  priv- 
ileges for  personnel  assigned  to  U.S.  mili- 
tary installations  In  foreign  areas  for  the 
fiscal  year  beginning  the  following  Oc- 
tober 1. 


(2)  Application  prerequisities.  A  letter 
of  appliaction  (In  duplicate),  signed  by 
the  President,  Vice-President,  or  desig- 
nated ofBcial  shall  be  forwarded  to  the 
Assistant  Secretary  of  Defense  (Man- 
power. Reserve  Affairs  and  Logistics), 
Attention:  Directorate,  Personnel  Serv- 
ices, ODASD(MPP',  the  Pentagon, 
Washington,  D.C.  20301.  The  letter  will 
contain  information  set  forth  below,  sub- 
mitted in  the  order  listed.  (Where  not 
applicable  so  state) . 

(i)  Fiscal  years  accredited  by  the 
DOD  under  the  provisions  of  this  Part 
and  prior  issuance  thereof. 

(ii)  Overseas  commands  (e.g..  Euro- 
pean, Pacific,  Atlantic)  where  presently 
soliciting,  or  planning  to  solicit,  on  U.S. 
military  installations. 

(lU)  List  of  States  and  other  jiuisdlc- 
tlons  In  which  the  insurer  Ls  licensed  and 
the  effective  and  terminal  dates  of  such 
licensing. 

(Iv)  A  statement  that  the  Insurer  has 
complied  with,  or  will  comply  with.,  the 
applicable  laws  of  the  coimtry  or  coun- 
tries wherein  It  proposes  to  solicit  (by 
"laws  of  the  country"  is  meant  all  na- 
tional, provincial,  city  or  country  laws  or 
ordinances  of  any  country,  as  applica- 
ble). 

(v)  An  authenticated  copy  of  the  cur- 
rent Annual  Statement  as  filed  with  the 
insurance  department  of  the  state  of 
domicile. 

(vl)  A  current  Report  of  Examination 
from  an  Insurance  department  of  a 
State. 

(vU)  A  statement  that  the  policies  to 
be  offered  for  sale  conform  to  the  stand- 
ards prescribed  in  §  276.6  and  contain 
only  the  standard  provisions  such  as 
those  prescribed  by  the  laws  of  the  state 
of  domicile. 

(vlll)  A  statement  that  the  Insurer 
will  assume  full  responsibility  for  the 
acts  of  Its  agents  with  respect  to  solicita- 
tion In  accordance  with  Part  43  of  this 
chapter  and  this  part.  Sales  persoimel 
win  be  limited  In  numbers  to  1  General 
Agent  (or  company  manager  or  director) 
and  no  more  than  50  sales  personnel  for 
each  overseas  area.  If  warranted,  the 
number  of  agents  may  be  furiJier  lim- 
ited by  the  overseas  command  concerned. 

(Ix)  A  statement  that  the  Insurer  will 
not  utilize  agents  for  sale  to  DOD  per- 
sonnel on  or  off  mihtary  Installations 
overseas  who  have  not  been  accredited 
by  the  appropriate  overseas  command. 

(x)  Any  explanatory  or  supplemental 
comments  that  will  assist  in  evaluating 
the  application.  For  example,  in  the  year 
In  which  a  merger  is  involved,  the  An- 
nual Statement  referred  to  In  paragraph 
(b)  (2)  (v)  of  this  section,  should  be  sutH 
mitted  for  parent  and  subisidarj-  compa- 
nies. 

(xi)  Where  the  Department  of  Defense 
requires  detailed  facts  or  statistics  over 
and  beyond  that  normally  Involved  In 
accreditation  processing.  It  will  be  In- 
cumbent upon  the  applicant  to  provide 
the  necessary  Information  by  separata 
arrangcmeJits. 

(xil)  A  statement  that  the  General 
Agent  and  other  accredited  agents  are 
appointed   consistent  with  the  prereq- 
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ulsites  established  in  paragraph  (c)  of 
this  section. 

(xlii)  A  statement  as  to  whether  or  not 
the  General  Agent  and /or  agents  will  be 
permitted  to  offer  life  Insurance  and  se- 
curity sales  slmultarieously. 

(c>  General  agent  and  agent  require- 
ments. Unified  and/or  specified  com- 
manders shall  apply  the  principles  pre- 
scribed for  the  Secretaries  of  the  Military 
Departments.  Additionally: 

(1)  An  agent  must  be  a  U.S.  citizen. 
Unified  or  specified  commanders  may 
waive  this  requirement  for  Indigenous 
personnel  accredited  prior  to  January  21, 
1972. 

i2)  An  agent  must  possess  a  current 
State  license.  The  overseas  commander 
may  waive  this  requirement  on  behalf  of 
an  accredited  agent  who  has  been  con- 
tinuously residing  and  successfully  sell- 
ing life  insurance  in  foreign  areas  and 
forfeits  his  eligibility  for  a  State  license, 
through  no  fault  of  his  own,  due  to  the 
operation  of  State  law  (or  regulation) 
governing  domicile  requirements,  or  re- 
quiring that  the  agent's  company  be 
licensed  to  do  business  In  that  State.  The 
request  for  a  waiver  shall  contain  the 
name  of  the  State  or  jurisdiction  which 
would  not  renew  the  agent's  license. 

(3)  General  Agents  and  agents  will 
represent  only  one  accredited  commer- 
cial Insurance  company.  This  require- 
ment may  be  waived  by  the  overseas  com- 
mander if  multiple  representation  can 
be  proven  to  be  in  the  best  interest  of 
DOD  personnel. 

(4)  An  agent  (must  have  at  least  1  year 
of  successful  life  Insursmce  imderwrltlng 
In  the  United  States  or  Its  territories, 
generally  within  the  5  years  preceding 
the  date  of  application.  In  order  to  be 
Initially  employed  for  overseas  solicita- 
tion and  designated  as  an  accredited 
agent. 

(5)  Appropriate  overseas  commanders 
shall  exercise  further  agent  control  pro- 
cedures as  deemed  necessary. 

(6)  An  agent,  once  accredited  in  an 
overseas  area,  may  not  change  his  aflaiia- 
tlon  from  the  staff  of  one  General  Agent 
to  another,  unless  the  losing  company 
certifies  in  writing  that  the  release  is 
without  justifiable  prejudice.  Unified  or 
specified  commanders  will  have  final  au- 
thority to  determine  justifiable  prejudice. 

(7)  'Where  the  accredited  Insurer's 
policy  permits,  an  overseas  accredited 
life  Insurance  agent — if  duly  qualified  to 
engage  in  security  activities  either  as  a 
registered  representative  of  a  member  of 
a  National  Association  of  Securities 
Dealers  or  an  associated  person  of  a 
broker  dealer  registered  with  the  Secu- 
rities and  Exchange  Commission  only — 
may  offer  life  Insiu-ance  and  securities 
for  sale  simultaneously.  In  cases  of  com- 
mingled sales,  the  allotment  of  pay  for 
the  purchase  of  securities  carmot  be  made 
to  the  Insxrrer. 

(d»  Announcement  of  findings.  (1) 
Approval  by  the  DOD  upon  annual  ap- 
plications for  accreditation  of  Insurers 
shall  be  announced  as  soon  as  practicable 
to  each  applicant  and  by  a  listing  re- 


leased annually  In  September  to  the  ap- 
propriate ov«-seas  commander.  This  ap- 
proval does  not  constitute  DOD  endorse- 
ment of  the  insurer.  Any  advertising  by 
insurers  which  suggests  such  endorse- 
ment is  prohibited  (32  CFR  43  > 

(2)  In  the  event  accreditation  is  de- 
nied, specific  reasons  for  such  findings 
shall  be  submitted  to  the  appUcant. 

(i)  Upon  receipt  of  notification  of  an 
unfavorable  finding,  the  insurer  shall 
have  30  days  from  the  receipt  of  such 
notification  (forwarded  certified  mail 
return  receipt  requested'  in  which  to 
request  reconsideration  of  the  original 
decision.  Such  requests  must  be  accom- 
panied by  substantiating  data  or  infor- 
mation in  rebuttal  of  the  specific  reasons 
upon  which  the  adverse  findings  are 
based. 

(11)    Action  by  the  ASD'MRA&L'    on 

appeal  is  final. 

(iiii  If  the  applicant  is  presently  ac- 
credited as  an  insurer,  up  to  90  da,vs  from 
final  action  shall  be  granted  in  which  to 
close  out  operations  on  overseas  Instal- 
lations. 

(3)  Upon  receiving  the  annual  letter 
of  ficcreditation.  each  Insurer  shall  send 
to  the  applicable  unified  or  specified 
commander  a  verified  list  of  agents  cur- 
rently accredited  for  overseas  soUcita- 
tion.  Where  applicable,  the  insurer  shall 
also  include  the  names  of  new  agents 
for  whom  original  accreditation  and 
permission  to  sohcit  on  base  is  requested. 
Insurers  initially  accredited  will  be  fur- 
nished Instructions  by  the  DOD  for  agent 
accreditation  procedures  in  overseas 
areas. 

(4)  Material  changes  affecting  the 
corporate  status  and  or  financial  condi- 
tions of  the  insurer  which  may  occiu" 
during  the  fiscal  year  of  accreditation 
must  be  reported  at  the  time  of  occur- 
rence. The  Department  of  EVefense  re- 
serves the  right  to  terminate  accredita- 
tion if  such  material  changes  appear  to 
substantially  affect  the  financial  and  op- 
erational criteria  ( 5  276.7(a).  above)  on 
which  accreditation  was  based.  Failure  to 
report  such  material  changes  can  result 
In  termination  of  accreditation  regard- 
less of  their  effect  on  the  criteria 

(5)  If  an  analysis  of  information  fur- 
nished by  the  insurer  Indicates  that  there 
are  developing  unfavorable  trends  which 
may  possible  adversely  affect  its  future 
operations,  the  Department  of  Defense 
may,  at  Its  option,  bring  such  matters 
to  the  attention  of  the  insurer  and  re- 
quest a  statement  as  to  what  action.  If 
any.  Is  contemplated  to  deal  with  such 
unfavorable  trends. 

§  276.8      Policies    on    general    fornix    of 
insurance. 

(ai  Autornohile  insurance. —  '1'  Gen- 
eral requirements.  Operators  or  owners 
of  privately-owned  vehicles  allowed  driv- 
ing or  parking  privileges  on  military  in- 
stallations shall  comply  with  the  re- 
quirements, if  any.  of  the  State  or  host 
nation  in  which  the  installation  is  lo- 
cated unless  excused  therefrom  by  Fed- 
eral, State  or  host  nation  law 


(2)  r>ri\ing  and  parking  privileges  on 
military  installations  shall  be  tis  author- 
ized by  the  unified  or  specified  command- 
er and  or  the  Military  Department  In- 
volved. "Where  ccwitroLs  are  imposed  for 
on-base  privately -owned  vehicle  regis- 
tration, prixif  of  insurance  coverage  need 
only  be  certified  to  in  writing  by  any 
registrant. 

(3>  Motor  rvhicle  liability  insurance 
counseling— 'i'  General  Commanders 
shall  provide  counseling  for  militarj-  per- 
sonnel under  their  command  on  the  pur- 
chase of  motor  vehicle  liability  insurance 
and  publish,  periodically,  information  on 
driver  responsibility  under  State  and 
local  laws. 

( ii  I  Importance  of  a  safe  driving  rec- 
ord shall  be  stressed  in  counseling,  in- 
cluding the  information  that  some  In- 
surers offer  coverage  with  substantial 
savings  in  premium  to  Individuals  who 
have  removed  themselves  from  extra 
risk  classificjiUons  requiring  premium 
surcharges  by  successfuUy  completing 
driver  training  courses  or  by  maintain- 
ing accident-free  driving  records  which 
can  be  authenticated 

I  ill  I  Assistance  in  obtaining  assigned 
risk  insurance  shall  t>e  given  to  military 
personnel,  particularly  young  motor  ve- 
hicle operators,  who  are  otherwise  un- 
able to  obtam  automobile  liability  in- 
surance coverage.  Military  personnel 
shall  be  advised  that  assigned  risk  cover- 
age may  be  available  at  premiums  less 
than  those  offered  in  the  voluntary  mar- 
ket by  some  insurers. 

'iv»  Courses  in  driver  training  Instal- 
lation commanders  are  responsible  for 
administering  an  effective  driver  train- 
ing program  commensurate  with  per- 
sonnel and  budgetarj-  limitations. 

i4i  Cooperation  with  State  and  local 
authorities.  (\'  Installation  commanders 
shall  cooperate  with  State  and  local  of- 
ficials responsible  for  administering 
State  and  local  laws  and  regulations  re- 
lating to  the  insurance  and  operation  of 
motor  vehicles. 

I  ii )  Cooperation  may  be  extended  to 
school  officials,  automobile  associations. 
Armed  Forces  State  Traffic  Safety  Work- 
ship  Program,  commercial  private 
driver  training  course  operators,  and  to 
civic  groups  concerned  with  public  high- 
way safety. 

lb'  Health  insurance.  Personal  plans 
being  offered  through  personal  commer- 
cial solicitation  must  conform  to  the  li- 
censing requirements  for  t>oth  the  insur- 
ing company  and  its  agents  (Part  43  of 
this  chapter! . 

(CI  All  other  plans  of  insurance.  (1) 
Life  insurance  procedures  are  enumer- 
ated in  5  276  6 

(2)  All  other  Insurance  plans  made 
available  to  DOD  personnel  through  per- 
sonal commercial  solicitation  must  com- 
ply with  Part  43  of  this  chapter. 

Maurice  W.   Rocht. 
Director,  Correspondence  and 
Directives.  OASD  (Comptroller). 

May  24,    1977. 
IFR  Doc.77-16171  PUed  6-<31-77;8:45  am] 
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PROPOSED   RULES 


GENERAL   SERVICES 
ADMINISTRATION 

[  41  CFR  Part  5B-2  ] 

PROCUREMENT   BY   FORMAL 
ADVERTISING 

Solicitation  of  Bids;  Elimination  of  the  Re- 
quirement for  Bidders  to  Include  a  List- 
ing of  Subcontractors  as  Part  of  Their 
Bids 
AGENCY :  General  Serv  ices  Administra- 
tion. 

ACTION :  Proposed  nile. 
SUMMARY:  This  proposed  rule  would 
Jelete  the  requirement  for  bidders  to  in- 
clude a  listing  of  subcontractors  as  part 
o'.'    their    bids.    The    listing    of    subcon- 
tractors ha.s  been  found  to  delay  contract 
awards    and    result   In    financial    losses. 
This  proposed  rule  Is  intended  to  simplify 
the  procurement  procedures  and  mini- 
mize delays  and  losses. 
DATES:   Comments  must  be  received  on 
or  before  July  1, 1977. 
ADDRESSES:   Comments  should  be  ad- 
dressed to  the  General  Services  Adminis- 
tration (PCC>.  Washington.  DC.  20405. 

FOR  FURTHER  INFORMATION  CON- 

T.\CT: 
Mr.   T.   L.   Dunn,   Director.   Contract 
Systems  Division,  Office  of  Contruction 
Management.  Public  Buildings  Service, 
General       Services       Administration, 
Washington,     D.C,     20405.     (202-566- 
1860) . 
SUPPLEMENTARY       INFORMATION: 
In  1963,  the  Commissioner.  Public  Build- 
ings Service,  adopted  a  policy  which  re- 
quired bidders  on  certain  General  Serv- 
ices Administration  (GSA*   construction 
contracts  to  submit  with  their  bids  the 
names   and  addresses   of   their  sutxron- 
tnictors  for  designated  major  categories 
of  work.  Currently,  the  cat^'gories  desig- 
nated are  the  mechanical,  electrical,  ele- 
vator, and  or  escalator  divisions  of  the 
project  and  all  other  general  construc- 
tion categories  comprising  at  least  3 '2 
percent  of  the  estimated  cost  of  the  en- 
tire contracts.  The  purposes  of  this  re- 
quirement Is  to  curtail  the  practice  of  bid 
shopping   by   the   successful   bidder   for 
lower  suttcontract  prices  after  bids  have 
been  publicly  opened. 

During  the  past  several  months,  bid- 
ding problems  and  protests  directly 
related  to  the  listing  of  subcontractors 
requirement  have  increased  to  the  point 
where  they  are  adversely  affecting  the 
GSA  construction  program.  These  prob- 
lems have  resulted  In  delays  in  award  of 
contracts  and  in  some  cases  in  rejection 
of  low  bids,  thereby  preventing  the  timely 
accomplishment  of  important  projects 
and  causing  considerable  financial  loss. 

§  .-,R-2. 202-70      [nrl.ied] 
§.-.11-2.101      tUilittd] 

Therefore,  pursuant  to  the  authority  of 
the  Commissioner,  Public  Buildings  Serv- 
ice contained  in  Sec.  205*c',  63  Stat, 
390;  40  use.  486(0  ) ,  It  Ls  proposed  that 
Part  5B-2  of  Title  41  of  the  Code  of 
Federal  Regulations  be  amended  to  de- 


lete §§  5B-2. 202-70  and  5B-2.404  to 
eliminate  the  listing  of  subcontractora 
provision. 

Dated:  May  13.  1977. 

T.  L-  PEYTOif,  Jr., 
Acting  Commissioner, 
Public  Buildings  Service. 

[PR  Doc.77-15521  Piled  5-31-T7:8:45  am) 

DEPARTMENT   OF   HEALTH, 
EDUCATION,  AND  WELFARE 

Office  of  the  Secretary 

[45  CFR  Part  12] 

FEDERAL   PROPERTY   ASSISTANCE 
PROGRAM 

Conveyance  of  Former  Federal  Real  Estate 
for  Public  Health,  or  Educational  Purposes 

AGENCY;  OfQce  of  the  Secretary,  HEW. 

ACTION;  Notice  of  Proposed  Rulemak- 
ing. 

SUMMARY:  This  proposed  rulemaking 
revises  regulations  on  the  conveyance  of 
former  Federal  real  estate  for  public 
health,  or  educational  purposes.  The  pro- 
posed revisions  to  the  existing  Regula- 
tions v^-ill  provide  for  clarification  of  ter- 
minology, creation  of  new  procedures. 
and  revisions  to  existing  procedures  to 
increase  the  effectiveness  and  efficiency 
of  the  Federal  Property  Assistance  pro- 
gram. 

DATES :  Comments  must  be  received  by 
July  18,  1977. 

FOR  FURTHER  INFORMATION  CON- 
T.A.CT: 

C.  A.  Patterson,  Director,  Office  of  Fed- 
eral Property  Assistance,  HEW,  Room 
514  Reporters  Building,  300  Seventh 
Street.  S.W,.  Washington,  D.C.  20201. 
1202-755-8836', 

SUPPLEMENTARY  INFORMATION: 
Editorial  changes  are  reflected  through- 
out Title  45  Code  of  Federal  Regulations 
Part  12,  The  more  substantive  revisions 
to  existing  procedures  or  new  procedures 
are  discussed  below. 

It  is  proposed  to  amend  Part  12  of  the 
regulations  to  provide  specifically  for 
leasing  surplus  real  property  at  public 
benefit  dL^co\int  The  enabling  legisla- 
tion gave  the  Secretary  the  authority  to 
sell  or  lea.^e  real  property  for  educational 
or  public  health  purposes.  However,  the 
regulations  have  not  provided  for  leas- 
ing. This  change  would  benefit  those 
educational  and  publW  health  institu- 
tions or  programs  with  short-term  needs 
for  property. 

Paragraph  12,3(0  would  be  amended 
to  permit  payment  of  cash  In  lieu  of  use 
after  an  initial  period  of  12  months,  or 
36  months  where  construction  or  major 
renovation  is  contemplated.  This  would 
replace  the  reqvxirement  that  construc- 
tion commence  within  18  months  from 
the  date  of  the  deed.  Tills  provision  would 
eliminate  the  need  for  "deferred  use" 
transfers,  a  change  which  would  be  bene- 
ficial in  those  States  where  "deferred 
use"  transactions  are  not  permissible  un- 
der State  law. 


It  Is  proposed  that  subparagraph  12,9 
(c)  (8)  of  the  regxUations  be  revised  to 
eliminate  as  a  standard  condition  the 
right  of  the  Government  to  recapture 
property  during  a  National  emergency. 
As  proposed,  the  right  would  be  reserved 
only  In  cases  where  the  Department  of 
Defense  has  Indicated  in  its  report  of 
excess  that  the  proi>erty  has  a  potential 
for  use  in  a  National  emergency.  It  is  ex- 
pected that  the  Department  of  Defense 
would  only  earmark  certain  major  air- 
fields and  industrial  plants  as  potentially 
needed. 

Subparagraph  12,9(c)(9)  would  be 
amended  to  simplify  the  abrogation 
process  by  adoption  of  a  single  proce- 
dure, based  upon  the  unearned  current 
fair  market  value  of  the  property  at  the 
time  of  abrogation. 

Prior  to  final  adoption  of  the  proposed 
regulations,  consideration  will  be  given 
to  data,  views,  or  argimients  pertaining 
thereto  which  are  submitted  in  writing 
to  the  Director,  Office  of  Federal  Prop- 
erty Assistance,  at  the  above  address. 

Copies  of  all  comments  received  wlH 
be  available  for  public  Inspection  during 
regular  business  hours  at  the  same  ad- 
dress. 

The  proposed  revision  Is  Issued  under 
the  authority  contained  In  the  Federal 
Profjerty  and  Administrative  Services 
Act  of  1949.  as  amended,  (40  U.S.C.  471 
et.  seq.).  (Catalog  of  Federal  Domestic 
Assistance  Program  Number  13.606  Sur- 
plus Property  Utilization,) 

yroT^ — It  18  hereby  certified  that  this  pro- 
posal has  been  screened  pursuant  to  Eicecu- 
tiv«  Order  11821  and  OMB  Circular  .\-107, 
and  does  not  require  an  Inflatlonan-  Impact 
Statement. 

Dated;  April  18.  1977. 

John  D.  Young. 
Assistant  Secretary  for 
Management  aTid  Budget. 

Approved;  May  21,  1977. 

Joseph  A.  Califano.  Jr., 

Secretary  of  Health.  Education, 
and  Welfare. 

Part  12  of  Title  45  CFR  is  hereby 
amended  to  read  as  follows : 

PART  12— DISPOSAL  AND  UTILIZATION 
OF  SURPLUS  REAL  PROPERTY  FOR 
EDUCATIONAL  AND  PUBLIC  HEALTH 
PURPOSES 

Sec. 

12.1  Definitions. 

12.2  Scope. 

12.3  General  policies. 

12.4  Umltatlona. 

12.5  Awards. 

12.6  Notlc*  of  available  property. 

12.7  Applications  for  surplus  real  property. 

12.8  Assignment  of  surplus  real  property. 
12J>  General  disposal  terms  and  conditions. 

12.10  Compliance     with     the     preservation 

acts. 

12.11  Special  terms  and  conditions, 

12.12  Utilization. 

12.13  Form  of  conveyance. 

12.14  Compliance  inspections  and  reports. 
12.16     Reports  to  Congress. 

AtTTHORrrr:  The  provisions  of  this  part  IJ 
Issued  under  sec  203,  63  Stat.  385,  as  amend- 
ed: 40  U.S  C.  484. 
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§  12.1      Dcfiniliuns. 

(a)  "Act"  means  the  Federal  Property 
and  Administrative  Services  Act  of  1949, 
63  Stat.  377  (40  U.S.C.  471  et  seq.) .  Terms 
defined  In  the  Act  and  not  defined  In  this 
section  have  the  meanings  given  to  them 
In  the  Act. 

(b)  "Accredited"  means  having  the 
approval  of  a  recognized  accreditation 
board  or  association  on  a  regional.  State, 
or  national  level,  such  as  a  State  Board 
of  Education  or  Health.  State  University, 
or  the  Middle  States  Association  of  Col- 
lege and  Secondary  Schools,  "Approval" 
as  used  above  describes  the  formal  proc- 
ess carried  out  by  State  Agencies  and  In- 
stitutions In  determining  that  educa- 
tional or  health  organizations  or  pro- 
grams meet  minimum  acceptance  stand- 
ards. A  college,  university,  or  secondarj* 
school  may  be  said  to  be  accredited  If  the 
credits  Issued  by  It  are  and  have  been 
accepted  for  transfer  purpases  by  no 
fewer  than  three  accredited  colleges,  uni- 
versities, or  secondary  schools  not  con- 
nected or  associated  with  it, 

'c)  "Administrator"  means  the  Ad- 
ministrator of  General  Services, 

<d)  "Assigned  property"  mean^  real 
and  related  personal  property  which.  In 
the  discretion  of  the  AdmlnL'Jtrator  or  his 
designee,  has  been  made  available  to  the 
Department  for  transfer  for  educational 
or  public  health  purposes, 

'  ei  "Department"  means  the  U,S,  De- 
partment of  Health,  Education,  and  Wel- 
fare. 

ffi  "DL<;posal  agency''  mean.^  the  ex- 
ecutive agency  of  the  Government  which 
has  authority  to  assign  property  to  the 
Department  for  transfer  for  educational 
or  public  health  purposes. 

'g)  "Excess"  means  any  property 
under  the  control  of  any  Federal  agency 
which  is  not  required  for  its  needs  and 
the  discharge  of  Its  responsibilities,  as 
determined  by  the  head  thereof, 

(h)  "Fair  market  value"  means  the 
highest  price  which  the  prop>erty  will 
bring  by  sale  In  the  open  market  by  a 
willing  seller  to  a  willing  buyer. 

(1)  "Holding  agency"  means  the  Fed- 
eral agency  which  has  control  over  and 
accountability  for  the  propert>'  Involved, 

(j )  "Nonprofit  Institution"  means  any 
Institution,  organization,  or  association, 
whether  incorporated  or  unincorporated, 
no  part  of  the  net  earnings  of  which  in- 
ures or  may  lawfully  inure  to  the  bene- 
fit of  any  private  .shareholder  or  indi- 
vidual, and  which  has  been  held  to  be 
tax-exempt  under  section  501icW3)  of 
the  Internal  Flevenue  Code  of  1954. 

(k)  "Ofif-site  property"  means  surplus 
buildings,  utilities  and  all  other  remov- 
able Improvements,  Including  related 
personal  property,  to  be  transferred  by 
the  Department  for  removal  and  use 
away  from  the  site  for  educational  or 
public  health  purposes, 

(D  "On-site"  mearis  surplus  real  prop- 
erty, Including  related  personal  property, 
to  be  transferred  by  the  Department  for 
use  in  place  for  educational  or  public 
health  purposes, 

<m)  "Public  benefit  allowance"  meana 
a  dlscoxmt  on  the  sale  or  lease  price  of 
real  property  transferred  for  educational 


or  for  public  health  purposes,  represent- 
ing any  benefit  determined  by  the  Sec- 

retarj-  which  has  accrued  or  may  accrue 
to  the  United  States  thereby. 

(n)  "Related  personal  property" 
means  siny  personal  property :  1 1 )  Which 
Is  located  on  and  is  i  i  ■  an  Integra]  part 
of,  or  (li)  useful  in  the  operation  of  real 
property;  or  '2i  which  is  determined  by 
the  Administrator  to  be  otherwise  re- 
lated to  the  real  property, 

(o)  "Secretary-"  means  the  Secretary 
of  Health,  Education,  and  Welfare. 

<pi  "State"  means  a  State  of  the 
United  States,  and  includes  the  District 
of  Columbia,  the  Commonwealth  of 
Puerto  Rico,  and  the  Territories  and 
possessions  of  the  United  States. 

(qi  "Surplus"  when  used  with  i-espect 
to  real  property  means  any  excess  real 
property  not  required  for  the  needs  and 
the  discliarge  of  the  responsibilities  of 
aU  Federal  agencies  as  determined  by  the 
Administrator, 

§  12.2      Siopc. 

This  part  is  applicable  to  surplus  real 
property  located  within  any  State  which 
is  appropriate  for  assignment  to,  or 
which  has  been  assigned  to,  the  Depart- 
ment for  transfer  for  educational  or  for 
public  health  purposes,  as  provided  for 
In  section  203  <  k  >  of  the  Act. 

§  12.3      (.moral  PoH<  u  *. 

(a)  It  Is  the  policy  of  the  Department 
to  foster  and  a.ssure  maximum  utilization 
of  surplus  real  property  for  educational 
ar  d  for  public  health  purposes,  including 
research. 

<b>  Transfers  may  be  made  only  to 
States,  their  political  subdivisions  and 
Instrumentalities,  tax -supported  educa- 
tional or  public  health  institutions,  and 
nonprofit  educational  or  public  health 
Institutions  which  have  been  held  tax- 
exempt  under  section  501ic»'3'  of  the 
Internal  Revenue  Code  of  1954 

(c>  Real  propertj-  will  be  requested  for 
assignment  only  when  the  Department 
has  determined  that  the  property  is  suit- 
able and  needed  for  educational  or  for 
public  health  puiTx>ses.  The  amount  of 
real  and  related  personal  property  to  be 
transferred  shall  not  exceed  normal  op- 
erating requirements  of  the  applicant. 
Such  property  will  not  be  requested  for 
assignment  unless  it  is  needed  at  the  time 
of  application  for  educational  or  for  pub- 
lic health  purpose.s  or  will  be  so  needed 
within  the  immediate  or  foreseeable  fu- 
ture. Where  construction  or  major  reno- 
vation is  not  required  or  proposed,  the 
property  must  be  placed  Into  use  within 
twelve  1 1 2 )  months  from  the  date  of 
transfer.  When  construction  or  major 
renovation  is  contemplated  at  the  time 
of  transfer,  the  property  must  be  placed 
in  use  within  36  months  from  the  date  of 
transfer.  If  the  applicable  time  limita- 
tion is  not  met.  the  transferee  shall 
either  commence  payments  in  cash  to  the 
Department  for  each  month  thereafter 
during  which  the  proposed  iLse  has  not 
been  implemented  or  take  such  other  ac- 
tion as  set  forth  in  S  12.12  as  is  deemed 
appropriate  by  the  Department.  Such 
monthly  payments  shall  be  computed  on 
the  basis  of  the  current  fair  market  value 


of  the  property-  at  the  time  of  the  first 
payment  by  .subtracting  therefrom  any 
portion  of  the  purchase  price  paid  in 
cash  at  the  time  of  transfer,  and  by  di- 
viding the  balance  by  the  total  number 
of  months  in  the  period  of  restriction.  If 
the  facility  has  not  been  placed  into  use 
within  eight  (8)  years  of  the  date  of  the 
deed,  title  to  the  property  will  t>e  re- 
vested m  the  United  States,  or,  at  the 
discretion  of  the  Department,  the  restric- 
tions and  conditions  may  be  abrogated 
in  accordance  with  5  12.9, 

( d  >  Transfers  \^-ill  be  made  only  after 
the  applicant  has  certified  that  the  pro- 
posed program  is  not  in  conflict  with 
State  or  local  zoning  restriction.s,  build- 
ing codes,  or  similar  limitations. 

(et  Organizations  which  may  be  eligi- 
ble include  those  which  provide  elemen- 
tarj-,  secondary-,  post  secondary,  voca- 
tional, or  specialized  education,  public 
libra n.'  services,  or  similar  programs 
which  are  primarily  educational  in 
character  such  as  chUd  development 
programs  and  adult  education  programs 
(including  such  programs  for  older 
Americans ' .  Other  organizations  which 
are  eligible  include  those  which  provide 
care  and  training  for  the  physically  and 
mentally  ill.  Including  medical  care  of 
the  aged  and  infirm,  cUnlcal  services. 
other  public  health  services  (including 
water  and  sewer' .  or  similar  services  de- 
voted primarily  to  the  promotion  and 
protection  of  public  health.  Services 
which  have  as  their  principal  purpose 
the  providing  of  custodial  or  domiciliary 
care  are  not  elglble.  The  property  applied 
for  must  be  for  a  purpose  which  the  eligi- 
ble organization  is  auUiorized  to  carry 
out. 

^f)  An  applicant's  plan  of  operation 
will  not  be  approved  unless  It  provides 
that  the  applicant  will  not  discriminate 
becaase  of  race,  color,  sex,  handicap,  or 
national  origin  in  the  use  of  the  property. 

§  12. t      Limitation*. 

(a)  Surplus  property  transferred  pur- 
suant to  this  part  will  be  disposed  of  on 
an  "as  is.  where  is,"  basis  without  war- 
ranty of  any  kind. 

'  b  >  Unless  excepted  by  this  General 
Services  Administration  to  its  assigii- 
ment.  mineral  rights  will  be  conveyed  to- 
gether with  the  surface  rights. 

§   I  2.. J      Award*. 

Where  there  is  more  than  one  appli- 
cant for  the  same  pnnjerty.  it  will  be 
awarded  to  the  applicant  having  a  pro- 
gram of  utilization  which  provides,  to  the 
opinion  of  the  Department,  the  greatest 
public  benefit.  Where  the  property  will 
ser\e  more  than  one  program,  it  will  be 
apportioned  to  fit  the  needs  of  as  many 
programs  as  is  practicable, 

§  12.6      .Notice  of  availal)!*' pr<>p<rt> . 

Reasonable  publicity  will  be  given  to 
the  availability  of  surplus  real  property 
which  is  suitable  for  assignment  to  the 
De]>artment  for  transfer  for  educational 
or  for  public  health  uses.  Tlie  Depart- 
ment will  establish  procedures  reason- 
ably calculated  to  afford  all  eli^ble  users 
hav^ng  a  legitimate  interest  to  acquiring 
the  property  for  such  uses  an  opportu- 
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nlty  to  make  an  application  therefor. 
However,  publicity  need  not  be  ^ven  to 
the  availability  of  surplus  real  property 
which  is  occupied  and  being  used  for  eli- 
gible educational  or  public  health  pur- 
poses at  the  time  the  property  Is  declared 
surplus,  the  occupant  expresses  Interest 
in  the  property,  and  the  Department  de- 
termines that  it  has  a  continuing  need 
therefor. 

§   12.7      Applications     for     siirplus     real 
property. 

Applications  for  surplus  real  property 
for  educational  or  for  public  health  pur- 
poses shall  be  made  to  the  Department 
through  the  Regional  Office  si^ecified  In 
the  notice  of  availability. 

§  12.8      Assignment  of  surplus  real  prop- 
erty. 

(a)  Notice  of  Interest  In  a  specific 
property  for  educational  or  for  public 
health  purposes  will  be  furnished  the 
General  Services  Administration  by  the 
Department  at  the  earUest  possible  date. 

lb)  Requests  to  the  Administrator  for 
assignment  of  surplus  real  property  to 
the  r>epartment  for  transfer  for  educa- 
tional or  for  pubUc  health  purposes  will 
be  based  on  tlie   following  conditions: 

1 1 )  The  Department  has  an  accepta- 
ble application  for  the  property. 

(2)  The  applicant  Is  willing,  author- 
ized, and  In  a  position  to  assunae  imme- 
diate care,  custody,  and  maintenance  of 
the  property. 

(3)  The  applicant  is  able,  willing  and 
authorized  to  pay  the  administrative 
expenses  Incident  to  the  transfer. 

(4)  The  applicant  has  the  necessary 
funds,  or  the  ability  to  obtain  such 
funds,  to  carry  out  the  approved  pro- 
gram of  use  of  the  property. 

§  12.0      General  Ji«po«al  terms  and   eon- 
ditiona. 

I  a)  Surplus  real  property  transfers 
under  this  part  will  be  Limited  to  educa- 
tional or  public  health  purposes.  Trans- 
ferees shall  be  entitled  to  a  public  bene- 
fit allowance  in  terms  of  a  percentage 
which  will  be  applied  against  the  value 
of  the  property  to  be  conveyed.  Such  an 
allowance  will  be  computed  on  the  basis 
of  benefits  to  the  United  States  from  the 
u.^e  of  such  property  for  educational  or 
for  public  health  purposes.  The  compu- 
tation of  such  public  benefit  allowances 
will  be  m  accordance  with  Exhibits  A 
and  B  attached  hereto  and  made  a  part 
hereof. 

(b)  A  transfer  of  surplus  real  prop- 
erty for  educational  or  for  public  health 
purposes  is  subject  to  the  disapproval  of 
the  Administrator  within  30  days  after 
notice  is  given  to  him  of  the  proposed 
transfer. 

(c>  Traasfers  will  be  on  the  follow- 
ing terms  and  conditions : 

( 1 1  Tlie  transferee  will  be  obligated 
to  utilize  the  property  continuously  in 
accordance  w-ith  an  approved  plar  of 
operation. 

1 2)  The  transferee  will  not  be  per- 
mitted to  sell,  lease  or  sublease,  rent, 
mortgage,  encumber,  or  otherwise  dis- 
pose of  the  property,  or  any  part  thereof, 


without  the  prior  written  authorization 
of  the  Department 

(3)  The  transferee  will  file  with  the 
Departnaent  such  reports  covering  the 
utUization  of  the  property  as  may  be 
required. 

i4>  In  the  event  the  property  is  sold, 
leased  or  subleased,  encumbered,  dis- 
posed of,  or  is  used  for  purposes 
other  than  those  set  forth  In  the  ap- 
proved plan  without  the  consent  of  the 
Department,  all  revenues  or  the  reason- 
able value  of  other  benefits  received  by 
the  transferee  directly  or  indirectly 
from  such  use.  as  determined  by  the  De- 
partment, will  be  considered  to  have 
been  received  and  held  In  trust  by  the 
traiisferee  for  the  account  of  the  United 
States  and  will  be  subject  to  the  direc- 
tion and  control  of  the  Department.  The 
provisions  of  this  paragraph  shall  not 
impair  or  affect  tlie  rights  reserved  to 
the  United  States  in  paragraph  (c)  (6) 
of  this  section,  or  the  right  of  the  De- 
partment to  impose  conditions  to  Its 
consent. 

(5)  Lessees  wOl  be  required  to  carry 
all  perils  and  liability  insurance  to  pro- 
tect the  Government  and  the  Govern- 
ment's residual  interest  in  the  property. 
Transferees  will  be  required  to  carry 
such  flood  Insurance  as  may  be  required 
by  the  Department  pursuant  to  Pub.  L. 
93-234.  Where  the  transferee  elects  to 
carry  insurance  against  damages  to  or 
loss  of  on-site  property  due  to  fixe  or 
other  hazards,  and  where  loss  or  damage 
to  transferred  Federal  surplus  real  prop- 
erty occurs,  all  proceeds  from  Insurance 
.shall  be  promptly  used  by  the  transferee 
for  the  purpose  of  repairing  and  restor- 
ing the  property  to  its  former  condition, 
or  replacing  It  with  equivalent  or  more 
suitable  facilities.  If  not  so  used,  there 
shall  be  paid  to  the  United  States  that 
part  of  the  insurance  proceeds  that  is  at- 
tributable to  the  Government's  residual 
interest  in  the  property  lost,  damaged, 
or  destroyer  or.  in  the  case  of  leases, 
attributable  to  the  fair  market  value  of 
the  leased  facilities. 

(6)  With  respect  to  on-site  property,  in 
the  event  of  noncompliance  with  any  of 
the  conditions  of  the  transfer  as  deter- 
mined by  the  Department,  title  to  the 
property  transferred  and  the  right  to 
immediate  possession  shall,  at  the  option 
of  the  Department,  revert  to  the  Gov- 
ernment. In  the  event  title  is  reverted  to 
the  United  States  for  noncompliance  or 
voluntarily  reconveyed.  the  transferee 
shall,  at  the  option  of  the  Department, 
be  required  to  reimburse  the  CJovernment 
for  the  decrease  in  value  of  the  property 
not  due  to  reasonable  wear  and  tear  or 
acts  of  God  or  attributable  to  alterations 
completed  by  the  transferee  to  adapt  the 
property  to  the  educational  or  public 
health  use  for  which  the  property  was 
transferred.  With  respect  to  leased  prop- 
erty, in  the  event  of  noncompliance  with 
any  of  the  conditions  of  the  lease,  as  de- 
termined by  the  Department,  the  right  of 
occupancv  and  possession  shall,  at  the 
option  of  the  Department,  be  terminated. 
In  the  event  a  leasehold  is  terminated  by 
the  United  States  for  noncompliance  or 
is    voluntarily    surrendered,    the    lessee 


shall  be  required  at  the  option  of  the 
Department  to  reimburse  the  Govern- 
ment for  the  decrease  in  value  of  the 
property  not  due  to  reasonable  wear  and 
tear  or  acts  of  God  or  attributable  to 
alterations  completed  by  the  lessee  to 
adapt  the  property  to  the  educational  or 
public  health  use  for  which  the  property 
was  leased. 

With  respect  to  any  reverter  of  title  or 
termination  of  leasehold  resulting  from 
noncompliance,  the  Government  shall,  in 
addition  thereto,  be  reimbursed  for  such 
costs  as  may  be  incurred  in  recovering 
title  to  or  possession  of  the  property. 

Any  payments  of  cash  made  by  the  trans- 
feree against  the  purchase  price  of  prop- 
erty transferred  shall,  upon  a  forfeiture 
of  title  to  be  property  for  breach  of  con- 
dition, be  forfeited. 

(7)  With  respect  to  off -site  property,  in 
the  event  of  noncompliance  with  any  of 
the  terms  and  conditions  of  the  transfer, 
the  unearned  public  benefit  allowance 
shall,  at  the  option  of  the  Department, 
become  immediately  due  and  payable  or, 
if  the  property  or  any  portion  thereof  is 
sold,  leased,  or  otherwise  disposed  of 
without  authorization  from  the  Depart- 
ment, such  sale,  lease  or  sublease,  or 
other  disposal  shall  be  for  the  benefit 
and  account  of  the  United  States  and 
the  United  States  shall  be  entitled  to  the 
proceeds.  In  the  event  the  transferee 
faUs  to  remove  the  property  or  any  por- 
tion thereof  within  the  time  specified, 
then  in  addition  to  the  rights  reserved 
above,  at  the  option  of  the  Department, 
all  right,  title,  and  interest  in  and  to 
such  unremoved  property  shall  be  re- 
transferred  to  other  eligible  applicants 
or  shall  be  forfeited  to  the  United  States. 

f8)  With  respect  only  to  on-site  prop- 
erty which  has  been  declared  excess  by 
the  Department  of  Defense,  such  decla- 
ration having  included  a  statement  in- 
dicating the  property  has  a  know^n  po- 
tential for  use  during  a  national  emer- 
gency, the  Department  shall  reserve  the 
right  during  any  period  of  emergency  de- 
clared by  the  President  of  the  United 
States  or  by  the  Congress  of  the  United 
States  to  the  full  and  unrestricted  use  by 
the  Government  of  the  surplus  real  prop- 
erty, or  of  any  portion  thereof,  disposed 
of  in  accordance  with  the  provisions  of 
this  part.  Such  use  may  be  either  exclu- 
sive or  nonexclusive.  Prior  to  the  expira- 
tion or  termination  of  the  period  of  re- 
stricted use  by  the  transferee,  the  Gov- 
ernment will  not  be  obligated  to  pay  rent 
or  any  other  fees  or  charges  during  the 
period  of  emergency,  except  that  the 
Government  will: 

(1)  Bear  the  entire  cost  of  mainte- 
nance of  such  portion  of  the  property 
used  by  it  exclusively  or  over  which  it 
may  have  exclusive  possession  or  control ; 

( ii )  Pay  the  fair  share,  commensurate 
with  the  use  of  the  cost  of  maintenance 
of  such  siu-plus  real  property  as  it  may 
use  nonexclusively  or  over  w^hich  it  may 
have  nonexclusive  possession  or  control; 

(ill)  Pay  a  fair  rental  for  the  use  of 
improvements  or  additions  to  the  sur- 
plus real  property  made  by  the  purchaser 
or  lessee  without  Government  aid;  and 
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(Iv)  Be  responsible  for  any  damage  to 
the  surplus  real  property  caused  by  its 
use.  reasonable  wear  and  tear,  the  com- 
mon enemy  and  acts  of  God  excepted. 
Subsequent  to  the  expiration  or  termi- 
naticm  of  the  period  of  restricted  use,  the 
obligations  of  the  Government  will  be  as 
set  forth  In  the  preceding  sentence  and, 
in  addition,  the  Government  shall  be  ob- 
ligated to  pay  a  fair  rental  for  all  or  any 
portion  of  the  conveyed  premises  which 
it  uses. 

^9)  The  restrictions  set  forth  in  sub- 
paragraphs <  1 '  through  c  7 )  wiU  extend 
for  thirty  (30'  years  for  land  with  or 
without  improvements;  and  for  facilities 
being  acquired  separately  from  land 
whether  they  are  for  use  on-site  or  off- 
site,  the  period  of  limitations  on  the  use 
of  the  structures  will  be  equal  to  their 
estimated  economic  life.  The  restrictions 
get  forth  In  subparagraphs  (1)  through 
(7)  will  extend  for  the  entire  Initial  lease 
period  axxd  lor  any  renewal  periods  for 
property  leased  from  the  Department. 

(d)  Transferees,  by  obtaining  the  con- 
sent of  the  Department,  may  abrogate 
the  restrictions  set  forth  in  paragraph 
(c)  for  all  or  any  portion  of  the  prop- 
erty upon  payment  in  cash  to  the  De- 
partment of  an  amount  equal  to  the  then 
current  fair  market  value  of  the  proper- 
ty to  be  released,  multiplied  by  the  pub- 
lic benefit  allowance  granted  at  the  time 
of  conveyance,  divided  by  the  total  num- 
ber of  months  of  the  period  of  restric- 
tion set  forth  in  the  ctmveyance  docu- 
ment and  multiplied  by  the  number  of 
months  that  remain  in  the  period  of 
restriction  as  determined  by  the  Depart- 
ment. For  purposes  of  abrogation  pay- 
ment computation,  the  current  fair  mar- 
ket value  shall  not  Include  the  value  of 
any  improvements  placed  on  the  prop- 
erty by  the  transferee. 

(e)  Related  personal  property  will  be 
transferred  or  leased  as  a  part  of  the 
realty  and  in  accordance  with  real  prop- 
erty procedures.  It  wUl  be  subject  to  the 
same  pubUc  benefit  allowance  granted 
for  the  real  property.  Where  related 
personal  property  is  involved  In  an  on- 
site  transfer,  the  related  personal  prop- 
erty may  be  transferred  by  a  bill  of  sale 
Imposing  restrictions  for  a  period  not  to 
exceed  five  years  from  the  date  of  trans- 
fer, other  terms  and  conditions  to  be  the 
same  as,  and  made  a  part  of,  the  real 
property  transEuition. 

§  12.10      Compliance    Hilh    the    National 
Environmental    rolicy    .\et    of    196a 

and  other  related  at  Is   (en^  ironmen- 
lal  inipael). 

(&>  The  Department  will,  prior  to 
making  a  final  decision  to  convey  or 
lease,  or  to  amend,  reform,  or  grant  an 
approval  or  release  with  respect  to  a 
previous  conveyance  or  lease  of,  surplus 
real  property  for  educational  or  for  pub- 
he  health  purposes,  complete  an  en- 
vironmental assessment  of  the  proposed 
transaction  In  keeping  with  appUcable 
provisions  of  the  National  Environmen- 
tal Policy  Act  of  1969.  the  National  His- 
toric Preservation  Act  of  1966,  the  Na- 
tional Archeological  Data  Preservation 
Act,  and  other  related  acts.  No  permit 


to  use  surpliis  real  property  shall  allow 
the  permittee  to  make,  or  cause  to  be 
made,  any  irreversible  change  in  the 
condition  of  said  property,  and  no  use 
permit  shall  be  employed  for  the  pur- 
pose of  delaying  or  avoiding  compliance 
with  the  requirements  of  these  Acts. 

(b)  Applicants  shall  be  required  to 
provide  such  Information  as  the  Depart- 
ment deems  necessary  to  make  an  as- 
sessment of  tlie  impact  of  the  proposed 
Federal  action  on  the  human  environ- 
ment. Materials  contained  In  the  appll- 
cants  official  request,  responses  to  a 
standard  questionnaire  prescribed  by 
the  Director  of  the  Office  of  Federal 
Property  Assistance,  as  well  as  other 
relevant  information,  wUl  be  used  by 
the  Department  in  making  said  assess- 
ment. 

(c)  If  tlie  assessment  reveals  (1)  That 
the  proposed  Federal  action  Involves 
properties  of  historical  significance 
which  are  listed,  or  eUgible  for  listing, 
in  the  National  Register  of  Historic 
Places,  or  (2)  that  a  more  than  insignifi- 
cant Impact  on  the  human  environment 
is  reasonably  foreseeable  as  a  result  of 
the  proposed  action,  or  ( 3 )  that  the  pro- 
posed Federal  action  could  result  In  •'ir- 
reparable loss  or  destruction  of  archeo- 
loglcally  significant  items  or  data,  the 
Department  will,  except  as  provided  for 
in  paragraph  (d)  below,  prepare  and  dis- 
tribute, or  cause  to  be  prepared  or  dis- 
tributed, such  notices  and  statements 
and  obtained  such  approvals  as  are  re- 
quired by  the  above  cited  Acts. 

'd>  If  a  proposed  action  involves  other 
Federal  agencies  in  a  sequence  of  ac- 
tions, or  a  group  of  actions,  directly  re- 
lated to  each  other  because  of  their 
functional  interdependence,  the  Depart- 
ment may  enter  into  and  support  a  lead 
agency  agreement  to  designate  a  single 
lead  agency  which  will  assume  primary 
responsibility  for  coordinating  the  as- 
sessment of  environmental  effects  of 
proposed  Federal  actions,  preparing  and 
distributing  such  notices  and  state- 
ments, or  obtaining  such  approvsds,  as 
are  required  by  the  above  cited  Acts, 
The  procedures  erf  the  designated  lead 
agency  will  be  utilized  In  conducting  the 
environmental  assessment.  In  the  event 
of  disagreement  between  the  Depart- 
ment and  another  Federal  agency,  the 
Department  will  re."=erve  the  right  to  ab- 
rogate its  lead  agency  agreement  with 
the  other  Federal  Agency. 

§   12.1  1       .**peeial  terms  and  ef:nditions. 

(a)  Applicants  will  be  required  to  pay 
all  external  administrative  costs  which 
will  include,  but  not  be  limited  to  taxes, 
surveys,  appraisals.  Inventory  costs,  le- 
gal fees,  title  search,  certificate  or  ab- 
stract expenses,  decontamination  costs. 
moving  costs,  closing  fees  in  connection 
with  the  transaction  and  service  charges, 
if  anj-,  made  by  State  Agencies  for  Fed- 
eral Property  Assistance  under  the  terms 
of  a  cooperative  agreement  with  the  De- 
partment. 

(b)  In  the  case  of  off-site  property, 
applicants  will  be  required  to  post  per- 
formance bonds,  make  performance 
guarantee  deposits,  or  give  such  other 


assiirances  as  may  be  required  by  tlie 
Department  or  the  holding  agency  to  in- 
sure adequate  site  clearance  and  to  pay 
service  charvrei;,  If  any,  made  by  State 
Agencies  for  Federal  Property  .Assistance 
under  the  terms  of  a  cooperative  agree- 
ment with  the  Department. 

(ct  Wlienever  negotiations  are  under- 
taken for  disposal  to  private  nonprofit 
educational  or  public  health  organiza- 
tions of  any  surplus  real  property  which 
cost  the  Government  $1  milUon  or  more, 
the  Department  will  give  notice  to  the 
Attorney  General  of  the  United  States 
of  the  proposed  disposal  and  the  terms 
and  condition.^  thereof  The  applicant 
shall  funiish  to  the  Department  such 
information  and  documents  as  the  At- 
torney General  may  determine  to  be  ap- 
propriate or  necessary  to  enable  htm  to 
give  the  advice  as  provided  for  by  sec- 
Uon  207  of  the  Act. 

'd»  Where  an  applicant  proposes  to 
acquire  or  lease  and  use  in  place  Im- 
provements located  on  land  which  the 
Government  does  not  own.  he  shall  be 
req'-ured.  before  the  transfer  Is  consum- 
mated, to  obtain  a  right  to  use  the  land 
commensurate  with  the  duration  of  the 
restrictions  appUcable  to  the  improve- 
ments, or  the  term  of  the  lea.sc.  The  ap- 
phcant  will  be  required  to  assimie  or  ob- 
tain release  of.  the  Governments  obli- 
gations respecting  Uie  land  Including  but 
not  limited  to  obhgations  relatmg  to  res- 
toration, waste,  and  rent .  At  the  op- 
tion of  the  Department,  the  applicant 
may  be  required  to  post  a  bond  to  In- 
denuiify  the  Government  against  such 
obligations. 

te)  The  Department  may  require  the 
inclusion  in  the  transfer  or  lease  docu- 
ment of  any  other  provision  deemed 
desirable  or  necessary. 

(fi  Where  an  eligible  applicant  for  an 
on-site  transfer  proposes  to  construct 
new,  or  rehabilitate  old  facilities,  the 
financing  of  which  must  be  accomplished 
through  Issuance  of  revenue  bonds  hav- 
ing tenns  Inconsistent  with  the  terms 
and  conditions  of  transfer  prescribed  in 
J  12.9  (c),  <di.  and  <^e)  of  this  chapter, 
the  Department  may,  In  Its  discretion. 
Impose  such  alternate  terms  and  condi- 
tions of  transfer  in  lieu  thereof  as  may 
be  appropriate  to  assure  utilization  of 
the  property  for  educational  or  for  pub- 
lic health  purposes. 

§  12.12      Ltiliialion. 

lai  Wliere  property  or  any  portion 
thereof  is  not  t)elng  used  for  the  purposes 
for  which  transferred,  the  transferee  will 
be  required  at  the  direction  of  the 
Department ; 

(1)  To  place  the  property  into  imme- 
diate use  for  an  approved  purpose; 

<2i  To  retransfer  such  property  to 
such  other  educational  or  public  health 
user  as  the  Department  may  direct; 

<3  •  To  sell  such  property  for  the  bene- 
fit and  account  of  the  United  States: 

'4)  To  return  title  to  such  property 
to  the  United  States  or  to  relinquish  any 
leasehold  interest  therein: 

(5)  To  abrogate  the  conditions  and 
restrictions  of  the  transfer,  as  set  forth 
in  i  12  9(di  of  this  chapter,  except  that, 
where  property  has  never  been  placed  in 
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use  for  the  purposes  for  which  trans- 
ferreti.  abrogation  will  not  be  permitted 
except  under  extenuatuig  circumstances; 
or 

'61  To  make  payments  as  provided  for 
in  §  12  3 '  c )  of  this  chapter. 

(b)  Where  the  transferee  or  lessee  de- 
sires to  place  the  property  in  temporary 
use  for  a  purpose  other  than  that  for 
which  the  property  was  transferred  or 
leased,  approval  from  the  Department 
must  be  obtained,  and  will  be  conditioned 
upon  such  terms  its  the  Department  may 
impose. 


§  12. 1  ^      Form  of  i-onvryance. 

fa)  Transfers  or  leases  of  stirplus  real 
property  will  be  on  forms  approved  by 
the  Office  of  General  Counsel  of  the  De- 
partment and  will  include  such  of  the 
disposal  or  lease  terms  and  conditions  set 
forth  in  this  part  and  such  other  terms 
and  conditions  as  the  Office  of  General 
Cour.sel  may  deem  appropriate  or  nec- 
essar;.'. 

ib<  Transfers  of  on-site  property  will 
normally  be  by  quitclaim  deed  without 
warranty  of  title. 


§  12.14      Compliance  inspections  and  re- 
ports. 

The  Department  will  make  or  have 
made  such  compliance  msioections  as  are 
necessary  and  will  re<iuire  of  the  trans- 
feree or  lessee  such  compliance  reports 
and  actions  as  are  deemed  necessarj-. 

§  12.13      Reports  to  cong;re«s. 

The  Secretar>'  will  make  such  reports 
of  real  property  disposal  activities  as 
are  required  by  section  203  of  the  Act 
and  such  other  re{x>rts  as  may  be  re- 
quired by  law. 


EfflliaiT  A                            *^ 

PuDiic  Benefit  Allowonce  far  Transfer 

sf  Real  Properly  f 

or  Educotlonal  Purposes^ 

__ , 

PERCENT  ALLOWED 

Basic 
Public 
Benefit 

Allowance 

ORGANIZATION  ALLOWANCES 

UTILIZATION  ALLOWANCES 

Maximum 

Public 
Ber.efil 

Classlficailon 

Sol^    Accreditation 

1 

Federal 
Impact 

Public 
Service 
Training 

Hardship 

Inadequacy  of  Existing 
School  Plont  Facilities 

Introduction 
Of  New 

Instructponol 
Programs 

Student 
Health 

and 
Welfare 

Research 

Service 
to 

10-25% 

26-50%  51-100* 

Htnd.capped     Allciw:in:e 

Elementof/  ond  High  Schools 

50 

20 

20 

10 

10 

10 

10 

20 

30 

10 

10 

10 

10  ■ 

100 

Colleges  and  Universities 

50 

20 

20 

10 

10 

10 

20 

30 

10 

10 

10 

10 

100 

Speciolized  Schools 

50 

20 

20 

10 

10 

10 

20 

30 

10 

10 

10 

10 

100 

Reieorch  8.  Related  Activities 

1002 

' 

100J 

Public  Libraries  i,  EAicotionol 
Museums 

lOOl 

1002 

School  Outdoor  Education 

50- 

20 

20 

'i^ 

101 

100 

Centrol  Administrative  and  or 
Service  Centers 

100 

80< 

\ 

100 

80< 

'  TK;i  pubtTe  b«f>«'it  ollowanc*  opp!  el  3n!y  to  Ij-p'jf  r»fll  proptrty  b»!iq 
told  for  Dfili't  u\».    Wh«n  Joiplul  c«ol  property  i»  lo  be  wovtd  (lo™  tKe 

tile,  <  iaiic  public  fc«,-i«(il  oilo-onc.  ol  IMS  •ill  b«  jrant.d. 

*A|^Il£lllU  •^•n  Itiil  ll  ll-«  p-i-nar,  u..  lo  b<  mud,  of  lh«  prop.^V.  T  K. 
«ri>llc  benetil  •IIo«a-^j»  (or  lh«  o.«r  oil  p'ojfom  ll  oppllcobit  wht/i  jv;h 
fecililiti  art  con,»,ti  ai  o  oii.io:  ipirpontnl  ol  oth«r  facililiffi 


^TMi  ton  moy  include  r^cosnilion  ol  on  opprovobto  recreation  pragforn 
oparoloJ  In  lueh  a  ««T  ••  ">  '•  occeiilblo  lo  iho  public  |r«l  aniuelir 
compolibit  with,  ktit  iBboidinoio  lo,  iho  •ducalnnel  projiom. 

'rtio  mo.imuei  ollowenca  avollobia  lo  aligiblo  pfltref*,  non-profit  !n»iluf. 
lions,    ToK-supporlad  inilitulions  recoiva  100%  ollowonco. 


EXHIBIT  B 


Public  Benefit  Allowance  for  Transfer  of  Real  Property  for  Heolth  Purposes^ 


PERCENT  ALLOWED 

Basic 
Public 
Benefit 

Allowance 

ORGANIZATION  ALLOWANCES 

UTILIZATION  ALLOWANCES 

Maximum 
Public 
Benefit 

Allowance 

Classification 

Tax 

Support 

Accreditotion 

Hardship 

Unmet  Needs 

Integroted     _ 

Public 
Service 

Training 
Program 

10  to 
25% 

26  to 
50« 

51  to 

100% 

Keseorcit 
Program 

Services 

H3S3ifal$ 

50 

20 

20 

10 

10 

20 

30 

10 

10 

10, 

10 

100 

c:;n;c» 

50 

30 

20 

10 

10 

20 

30 

- 

100 

N  jfj'fiq  Mswes 

50 

20 

20 

10 

10 

20 

30 

K 

10 

100 

Public  Heolth  Administrotioit 

1002 

lOOJ 

Public  Refuse  Disposol 
Systems 

1002 

100^ 

Water  Systems 

lOOJ 

1002 

Rehabilitotiao  Focilily 

50 

20 

20 

10 

to 

20 

30 

10 

10 

10 

10 

100 

Soeciol  Servlcei 

50 

1     20 

20 

10 

10 

20 

30 

10 

100 

'  TWi  ptjVtic  benefit  o!l»wonc»  oppllai  only  to  surplus  real  properly'beli'g 
•  sld  lo*  »n'jlle  91*.  When  surplus  reel  property  Is  to  be  eiovej  from  the 
s'le,  0  fajjlc  p^b!::  te-.efil  allowance  ol  100".  will  be  jroniei. 


'Applicable  when  tWt  »•  the  primary  use  to  be  mode  of  the  property.    The 
public  benefit  ollowonee  for  the  overall  heolth  program  is  appllcoble 
•h«n  luck  foeililUl  Qte  conveyei  «s  o  minor  compor-em  ol-oiher  (osilities. 


[FR  Doc  77-15386  Piled  5-31-77;8:46  ami 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[47CFRPail64] 

[Docket  No  20828) 
COMPUTER   INQUIRY 

Notice  Listing  Parties  To  Be  Added  to 
Service  List 

AGENCY:      Federal      Communications 

Commission. 

ACTION:  Proposed  rjlemaking. 

SUMMARY:  The  Commission  is  publish- 
ing a  list  of  additional  parties  who  will 
be  participating  in  the  new  computer  in- 
quiry rulemaking  proceeding.  The  pur- 
pose of  the  list  is  to  enable  parties  to  the 
proceeding  to  serve  the  parties  listed  with 
a  copy  of  their  comments  and  reply  com- 
ments. This  list  is  being  prepared  to  re- 
flect additions  to  the  previous  service 
list  of  May  5,  1977. 

DATES:  Comments  must  be  received  on 
or  before  June  6,  1977,  and  Reply  Com- 
ments must  be  received  on  or  before  July 
25,  1977. 

ADDRESSES:  Send  Comments  to: 
Federal  Com^munications  Commission, 
Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  K.  Smith,  Common  Carrier  Bu- 
reau 632-9342. 

SUPPLEMENTARY  INFORMATION: 

Released:  May  25,  1977. 

In  the  matter  of  amendment  of 
5  64.702  of  the  Commission's  Rules  and 
Regulations  (Computer  Inquiry),  notice. 

1.  The  following  parties  have  stated 
their  intention  to  participate  in  this 
proceeding  and  are  to  be  added  to  the 
service  list  as  set  forth  in  Attachment 
A  of  the  Notice  released  May  5,  1977  in 
Docket  20828: 

Stuart  P.  Feldstein,  Esq.,  National  Cable 
Television  Association.  918  Sixteenth 
Street,   NW,   Washington,   DC.   20006. 

Wayne  V.  Black,  Esq.,  Keller  &  Heckman, 
1150  17th  Street,  N.W. — Suite  1000,  Wash- 
ington, DC  20036,  Counsel  for  Central 
OoQunlttee  on  Telecommunications  of  the 
American  Petroleum  Institute. 

Robert  E.  Jacobson.  Walter  J.  Siembab, 
School  of  Architecture  and  Urban  Plan- 
ning, University  of  California.  Loe  An- 
geles,  CA  90024. 

Federal  Communications 

Commission, 
Philip  V.  Permut. 

Acting  Deputy  Chief, 
Common  Carrier  BiLreau. 

[FR  Doc. 77-15464  FUed  5-3 1-77; 8; 45  am] 


[  47  CFR  Part  73  ] 

.(Docket  No,  20648! 

MULTIPLE  OWNERSHIP  OF  STANDARD, 
FM,  AND  TELEVISION  BROADCAST 
STATIONS 

Oixler  Extending  Time  for  Filing  Comments 
and  Reply  Comments  - 

AGENCY:      Federal      Communications 
Comnilsslon. 


See  43  PR  21630,  AprU  28,  1977, 


ACTION:  Extension  of  time. 

SUMMARY:  ExtenslCHi  (rf  time  to  which 
to  file  Comments  and  Reply  Co<nm«nt» 
In  Docket  No.  20548  Is  granted  to  order 
to  allow  parties  desiring  to  submit  Com- 
ments further  time  to  analyze  the  Notlc* 
of  Proposed  Rule  Making. 

DATES:  Comments  must  be  received  on 
or  before  August  22.  1977  and  Reply 
Comments  must  be  received  on  or  before 
September  1,  1977. 

ADDRESSES:  Send  comments  to-  Fed- 
eral Communications  Commission, 
Washington.  DC.  20554. 

FX3R  FURTHER  INFORMATION  CON- 
TACT : 

Dennis  S.  Kahane.  Broadcast  Bureau, 
telephone   (202)    632-9356. 

SUPPLEMENTARY       INFORMATION ; 

Adopted:  May  20, 1977. 

Released;  May  25,  1977. 

In  the  matter  of  ameridment  of 
§5  73.35,  73.240.  and  73  636  of  the  Com- 
mission's Rules  Relating  to  Multiple 
Ownership  of  Standard.  FM.  and  Tele- 
vision Broadcast  Stations,  order  extend- 
ing time  for  filing  comments  and  reply 
comments. 

1.  Before  the  Chief.  Broadcast  Bureau, 
is  a  "Motion  For  Enlargement  Of  The 
Time  Allowed  For  The  Filing  Of  Com- 
ments" in  Docket  No.  20548,  filed  May  18. 
1977,  by  the  National  Association  of 
Broadcasters  (NABi.  The  NAB  moves 
for  an  extension  of  ninety  days  of  the 
time  allowed  for  the  submission  of  com- 
ments to  this  docket.  The  Commission's 
Further  Notice  of  Proposed  Rule  Maktog 
to  this  docket  was  adopted  on  March  9. 
1977.  and  publication  was  made  to  the 
Federal  Register  on  March  25.  1977. 
The  dates  for  filing  com.ments  and  reply 
comments,'  as  extended  by  a  previous 
order,  are  presently  May  23.  1977.  and 
June  2.  1977,  respectively. 

2.  The  NAB  states,  to  support  of  its 
Motion,  that,  "Extensive  analysis  is  re- 
quired to  determtoe  what  practical  ef- 
fect, if  any,  the  proposed  changes  would 
have  upon  the  overall  operation  of  the 
multiple  ownership  rules.  Because  of  the 
extensive  analysis  required,  NAB  has 
been  unable  to  make  a  determtoatlon  as 
to  whether  it  will  file  comments  herein," 

3.  In  the  Further  Notice  the  Commis- 
sion stated  that.  "  •  •  •  (W)e  do  not 
believe  that  we  have  received  sufficient 
comments  from  members  of  the  public 
and  broadcasters  to  this  matter,  and  we 
believe  it  unwise  to  announced  a  rule 
change  m  so  significant  an  area,  with- 
out the  benefit  of  a  complete  record." 
The  Commission  said  further  that  its 
purpose  m  issuing  the  Further  Notice 
was  to  "enable  us  to  obtain  further  com- 
ments on  which  to  base  a  second  report 
and  order."  We  recognize  that  the  pro- 
posals made  to  this  docket  require  de- 
tailed study.  We  ftod  that  the  public  to- 
terest  would  be  served  by  an  ex-tension 
of  the  comments  and  reply  comments 
dates. 

4.  Therefore,  it  is  ordered.  That  the 
request  of   the  National  .Association   of 


Broadcasters  Is  granted,  and  the  dates 
for  filing  comments  and  reply  comments 
are  extended  to  and  tocluding  August  22, 
197^,  and  September  1,  1977.  respectively. 

reectlons  4(1).  6(dl(l),  t^zxi  S03(r)  orf  Xi» 
CommunlcaUons  Act  of  1934,  &■  amended, 
and  Sections  0J28i  and  i  4«  of  the  Comn^ils- 
slon'B  Rulee  ) 

FEDER.'KL  CoMMfNICATIONS 

Commission. 
Wailace  E.  Johnson. 
Chief,  Broadcoit  Bureau. 

FR  Doc  77-15461  PUed  5-31-77:8:45  am] 


[47  CFR  Part  73] 

(Do<*et  No.  20901;   RM-2626] 

FM    BROADCAST   STATIONS;    BREWER. 
MAINE 

Report  and  Order  Denying  Petition  for  Rule 
Making 

AGENCY:  Federal  Communications 
Commission. 

.ACTION:    Report    and  Order  denj'tog 

Petition  for  Rule  Making.  _ 

SUMMARY:    A    Report   and    Ord*r-'i»^ 

adopted  denying  a  i>eUtion  of  the  Bangor 
Broadcastmg  Corporation  proposing  as- 
signment of  Class  B  Channel  284  to 
Brewer,  Mame.  The  Report  and  Order 
todlcated  petitioners  showmp  wa,";  not 
suCBcient  to  todicate  that  either  a  Class 
B  assignment  was  needed  for  a  commu- 
mty  the  size  of  Brewer,  or  that  peti- 
tioner's intent  was  really  to  serve  Brewer, 
rather  than  the  nearby  and  much  larger 
urban  community  of  Bangor,  Matae. 

EFFECTIVE  DATE:  Non- Applicable. 

ADDRESSES  Federal  Communications 
Commission,  Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Victor  D  Ines,  Broadcast  Bureau  <202) 
632-7792. 

SUPPLEMENTARY       INFORMATION: 

Adopted:  May  20.  1977. 

Released:  May  26.  1977. 

In  the  niatter  of  amendment  of  5  73  - 
202  (b>.  Table  of  Assignments,  FM 
Broadcast  Stations  "Brewer,  Matoe ' , 
report  and  order,  i  Proceeding  Termi- 
nated. 

1.  Tlie  Commission  has  under  consid- 
eration its  Notice  of  Proposed  Rule  Mak- 
tog. adopted  August  27,  1976,  41  FR 
37345  (1976'.  toviting  comments  on  a 
proposal  to  assign  Class  B  FM  Channel 
284  to  Brewer,  Maine  as  a  first  FM  as- 
signment to  the  community.'  Tills  pro- 
ceedtog  was  Instituted  on  the  basis  of  a 
petition  filed  on  October  21,  1975.  by 
Bangor  Broadcastmg  Corporation  -pe- 
tltloner"!,  licensee  of  AM  Stat-ion 
WGUY.  Bangor,  Matoe,  Supporting  com- 
ments were  filed  by  petitioner,  and  com- 
ments oppostog  the  proposed  assignment 


•'  Since  Brewer  is  located  within  402  kUo- 
metera  (260  mlleo)  of  the  UJS -Canadian 
border,  the  Notice  Indicated  that  the  r«- 
quested  a.s.«;it:nment  would  requL'-e  Canadlar. 
concurrence 
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were  filed  by  Penobscot  Broadcasting 
Corporation  '"Penobscot"',  permittee  of 
a  new  FM  broadcast  station.  VTPBC.  In 
Bangor,  Maine,  and  by  Community 
Broadcasting  Service  '"Community"), 
licensee  of  FM  Station  WBGW  In  Ban- 
gor.' Petitioner  also  filed  a  reply  com- 
ment as  well  as  two  other  documents: 
"Supplemental  to  Petition  for  Rule  Mak- 
ing." and  "Comments  on  Petition  and 
Supplemental  Petition  for  Rule  Making." 

2.  Brewer  (pop.  9.300  >'  Ls  locat^>d  in 
Penob.scot  County  (pop.  125.393 >  approx- 
imately 8  kilometers  <5  miles)  southeast 
of  Bangor,  Maine  ipop.  33.168)  Because 
of  the  close  proximity  of  Brewer  to  Ban- 
gor, and  petitioner's  express  Intent  to 
provide  a  "first  24 -hour  broadcast  serv- 
ice to  Bangor  •  •  •."  the  Notice  had 
Indicated  the  possible  existence  of  a 
"Berwick"  issue '  and  requested  appro- 
priate corr.ments.  Additionally  the  No- 
tice requested  a  revised  preclusion  study, 
since  petitioner's  initial  study  had  failed 
to  note  that  Channel  286  had  been  de- 
leted from  Skowhecan  Maine,  and  re- 
placed by  Channel  294  .^ny  resulting 
changes  in  petitioner's  Roanoke  Raplds- 
Anamosa'  showing  of  any  first  and  sec- 
ond FM  or  first  and  second  aural  service 
was  also  requested. 

3.  In  its  comments,  petitioner  sub- 
mitted a  revLsed  preclusion  study  which 
Indicated  alternate  channels  were  avail- 
able to  areas  which  would  be  precluded 
by  the  assignment  of  Channel  284  to 
Brewer  Petitioner's  comments  again  as- 
serted that  the  assignment  of  Cliannel 
284  to  Brewer  would  pro\ide  a  first  FM 
service  and  first  nighttime  aural  service 
to  195  persons  In  an  area  of  980  square 
k-ilometers  '378  square  miles'  and  a  sec- 
ond nighttime  service  to  a  population  of 
2.630  persons  In  an  area  of  945  square 
kilometers  1 365  square  miles)  Petitioner 
asserted  that  a  Class  A  assignment  to 
any  of  the  six  precluded  communities 
witliout  an  F^I  as.sipnment  having  a 
population  of  2.500-5.000  persons  could 
not  provide  the  first  service  shown  above. 
Petitioner  also  pointed  out  that  Brewer 
Is  one  of  the  three  Maine  commimltles 
having  populations  in  excess  of  9.000 
which  lack  an  F\T  assicnmmt  and  noted 
that  the  other  two  are  located  within  19 
kUoraeters  il2  miles)  and  13  kilometers 
(8  miles)  of  Brewer.  However,  the  main 
emphasis  of  petitioner's  comments  was 
directed  to  the  possible  Berwick  question. 
Although  petitioner  acknowiedged  that 
Brewer  does  receive  1  mV  m  service 
from  three  existing  F^  stations  and  two 
full-time  AM  stations,  plus  petitioner's 


da>i.ime-only  Station  WGUY,*  it  asserted 
that  there  is  very  little  public  affairs  or 
news  programming  directed  towards  the 
residents  of  Brewer  by  these  stations. 
Petitioner  indicated  that  a  survey  had 
been  conducted  in  preparation  for  its 
request  to  move  its  AM  station  from 
Bangor  to  Brewer,  and  that  the  survey 
indicated  the  citizens  of  Brewer  consider 
themselves  part  of  a  separate  and  dis- 
tinct community  and  desire  a  local  radio 
service  to  "uplift  the  community  of 
Brewer  from  the  shadow  of  Bangor. 
•  •  •"  Although  petitioner  repeats  its 
intention  to  provide  a  "first  24 -hour 
service  to  Bangor,"  it  asserts  that  this 
situation  is  distinguishable  from  the 
facts  of  the  Berwick  case.'  Petitioner 
contends  that  current  Commission  policy 
eliminates  the  presumption  than  an  ap- 
plicant is  attempting  to  serve  a  larger 
community  when  he  applies  for  a  facility 
in  a  nearby  smaller  commimity.' 

4.  In  opposition,  Penobscot  and  Com- 
munity •  assert  that  Brewer  is  a  suburb 
of  Bangor  and  that  its  broadcasting 
needs  are  indistinguishable  from  those 
of  Bangor.  Penobscot  cited  a  case  where 
the  Commission  Itself  characterized 
Brewer  as  a  bedroom  community  In  ef- 
fect "part  of  downtown  Bangor.  Bangor 
Broadcasting  Corp.,  50  FCC  2d  232  at 
234  11973).  The  opponents  assert  that 
petitioner  is  attempting  to  obtain  in- 
directl.v  a  new  Bangor  station  and  cite 
petitioner's  previous  unsuccessful  at- 
tempts to  get  an  FM  station  in  Bangor." 
AdditionEilly.  Penobscot  suggests  that 
even  if  petitioner  received  an  FM  alloca- 
tion it  apparently  would  only  duplicate 
the  public  affairs  and  news  programming 
of  WGUY,  Bangor."  Penobscot  and  com- 


'  Conimunlty  1b  also  the  licensee  of  Stand- 
ard Broadcast  Station  WABI  and  TV  Station 
WABI-TV,  both  in  Bangor. 

•  All  population  data  are  from  the  1970 
U.S  CenRu.s. 

'See  Berwick  Broadcasting  Co,  12  F.C  C. 
2d  8  (1968>.  and  P.Ai  Broadcasting  Co..  40 
FCC.  2d  546  (1973).  which  states  Commis- 
sion policy  dtsfavorlng  an  FM  proposiil  for 
a  station  in  small,  suburban  communities 
when  It  appears  that  it  Is  designed  to  serve 
a  larger  nearby  community  Instead. 

•Roanoke  Rapids.  9  FCC  2d  672  (1967), 
and  Anamosa-Iowa  City.  46  FCC.  2d  520 
(1974). 


•  On  June  25,  1976,  WOUT  flled  an  applica- 
tion to  relocate  Ita  AM  station  In  Brewer  and 
operate  full-time. 

'  Petitioner  states  that,  unlike  Berwick.  th« 
current  proposal  will  provide  a  local  trans- 
mission facility  for  Brewer  rather  than  a 
prlnmry  facility  for  Bangor  It  also  asserts 
that  "distinct  tinsatlsfled  programming 
needs  separate  and  apart  from  Bangor"  have 
been  shown  which  were  not  shown  In  the 
Berwick  Case. 

"In  54  FCC.  2d  1.  the  Comml.sslon  relaxed 
the  307(b)  Surburban  policy  based  on  6 
mV  m  Incursion  In  AM  applications  How- 
ever, contrary  to  petitioner's  stsutement,  the 
Commission  has  continued  to  consider  Issues 
under  Berwick  and  PAX.  when  warranted 
diu-lng  the  FM  channel  assignment  process. 

•  Community's  opposition  was  In  the  form 
of  a  letter  sent  to  the  Commission  on  De- 
cember 16,  1976,  supporting  and  reiterating 
the  formal  comments  of  Penobscot. 

"In  1969.  petitioner  applied  for  an  FM 
station  in  Bangor,  and  the  application  was 
ultimately  denied  after  a  comparative  hear- 
ing. Bangor  Broadcasting  Corp..  50  FCC.  2d 
222  (1974).  Again  In  1975.  petitioner  was  un- 
successful In  an  attempt  to  have  a  new  FM 
channel  assigned  to  Bangor.  In  the  Matter  of 
Amendment  of  Section  73.202(b).  Bangor, 
Maine,  55  F.C.C.  2d  282  (1975).  See  also  Ban- 
gor. Maine.  29  FCC.  2d  476  (1971)  where  the 
Commission  denied  petitioner's  request  for  a 
third  Bangor.  Maine,  station  on  the  grounds 
the  petition  was  an  attempt  to  avoid  com- 
parative hearings  and  the  population  of  Ban- 
for  did  not  Justify  the  assignment. 

11  The  opposition  cites  petitioner's  "Appli- 
cation for  Authority  to  Construct  a  Broad- 
cast Station  on  Channel  225,  92.9  Mc"  (P.C.C. 
Form  301,  File  No.  BPH-6863) . 


munity  put  heavy  emphasis  on  the  asser- 
tion that  the  proposal  was  aesigned  to 
serve  Bangor  rather  than  Brewer,  and 
they  assert  that  three  elements  of  the 
Berwick  doctrine  are  applicable  to  the 
current  situation ''  and  conclude  that 
Brewer  has  no  "meaningful  separate  and 
distinct  programming  needs."  They  ako 
assert  that  the  petitioner  has  not  shown 
that  any  Brewer  advertisers  exist  who 
are  desirous  of  using  a  Brewer  rather 
than  a  Bangor,  radio  station,  much  le.ss 
that  there  are  a  suflBcient  number  of 
non-Bangor  oriented  advertisers  to  sup- 
port a  Brewer  station.  Penobscot  sug- 
gests that  even  if  a  new  FM  station  were 
assigned  to  Brewer,  Commission  policy 
dictates  assignment  of  a  Class  A.  not  a 
Class  B  channel,  to  a  community  of  this 
size.  Finally.  Penobscot  urges  that  If  a 
station  is  assigned  to  Brewer,  strict  con- 
ditions should  be  made  by  the  Commis- 
sion to  Insure  primar>'  service  to  Brewer 
and  not  to  Bangor. 

5.  In  Its  reply  comments,  petitioner 
again  asserts  that  Brewer  is  a  large  and 
separate  city  with  its  own  community 
problems,  needs  and  interests  which  Ls 
currently  without  needed  local  radio 
service.  Petitioner  contends  that  Brewer 
has  Its  own  economy,  government  and 
educational  system  and  asserts  that  the 
opposition  has  falsely  described  peti- 
tioner's motives  in  seeking  a  Brewer 
channel.  Petitioner  cites  examples  where 
the  Commission  assigned  Class  B  and  C 
channei.s  to  cites  smaller  than  Brewer, 
and  contends  that  in  the  Bangor,  Maine. 
55  P.C.C.  2d  282  (1975)  and  Bath.  Maine, 
55  F.C.C.  2d  285  (1975>,  decisions  the 
Commission  has  "encouraged  the  alloca- 
tion of  a  Class  B  FM  chajinel  at  Brew- 
er," and  submits  that  Penc*scot'E  oppo- 
sition to  petitioner's  request  is  merely  to 
delay  the  possible  allocation  and  stifle 
competition. 

6.  In  reaching  our  own  conclusions 
about  the  action  to  take  we  need  not  re- 
solve the  allegations  as  to  the  possible 
"motives"  of  the  various  parties.  Our 
primary  purpose  now  is  only  to  deter- 
mine if  the  public  interest  warrants  the 
assignment  which  was  proposed.  'We 
must  simply  determine  whether  a  Class 
B  assignment  (whether  ultimately  li- 
censed to  petitioner  or  not)  would  be  an 
appropriate  channel  for  the  community 
involved  based  on  the  facts  before  us.  Af- 
ter objectively  looking  at  those  facts,  we 
have  concluded  that  the  requested  as- 
signment would  not  be  ui  the  public 
interest. 

7.  In  making  our  determinalion,  we 
considered  whether  Brewer  warranted  an 
assignment  and  if  so  whether  it  should 
be  a  Class  B  channel.  We  also  considered 
whether  the  information  provided  by  pe- 
titioner was  adequate  to  put  to  rest  the 
Berwick  concern  as  raised  in  the  Notice. 


"The  Commission  has  looked  with  dis- 
favor on  FM  drop-Ins  where  ( 1 )  the  city  pro- 
posed to  be  tierved  is  the  suburb  of  a  larger, 
adjacent  central  city:  (2)  the  proposed  new 
station  would  place  a  city  grade  slcnal  over 
the  central  city  as  well  as  the  suburb;  and 
(3)  potential  licensees  of  the  new  station 
would  serve  primarily  the  central  city  rather 
than  the  suburb. 
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8.  As  to  our  first  question  ccmceming 
Brewer's  status  as  a  separate  community, 
sufacient  data  was  furnished  by  peti- 
tioner to  indicate  that  It  is.  Despite  the 
previous  indication  in  another  c^se  that 
"Brewer  is  part  of  downtown  Bangor,"  " 
we  now  feel  that  petitioner  has  made  a 
showing  that  the  community  is  suflB- 
ciently  separate  as  to  be  considered  for 
a  possible  FM  assignment. 

9.  Our  second  question  regarding  the 
need  of  Brewer  for  a  Class  B  station  w  as 
more  difficult.  Although  it  has  been  gen- 
eral Commission  policy  to  assign  a  Clas^ 
B  or  C  channel  only  to  communities  of 
over  10,000  persons."  exceptions  have 
been  made  when  the  assignment  would 
result  in  a  large  first  or  second  FM  serv- 
ice ■*  or  when  the  assignment  of  a  Class 
B  or  C  channel  would  enable  a  large 
rural  area  to  be  served."  It  appeared  that 
an  exception  might  lie  through  peti- 
tioner's showing  of  first  or  second  FM 
and  first  or  second  aural  nighttime 
service."  But  at  best  only  195  persons  in 
an  sirea  of  980  square  kilometers  (378 
square  miles)  would  receive  a  first  serv- 
ice. A  larger  number  was  said  to  be  able 
to  receive  a  second  FM  service  (17,671 
persons  in  an  area  of  2,510  square  kilom- 
eters (968  square  miles) )  and  a  second 
nighttime  service  (2,630  persons  in  an 
area  of  945  square  kilometers  (365  square 
mile6>).  However,  reliance  cannot  be 
placed  on  these  figures  as  petitioner 
f£tiled  to  comment  on  the  possible 
changes  which  could  occur  if  a  major 
modification  application  filed  by  Grind- 
stone Broadcasting  Corporation  were  ap- 
proved. Grindstone,  licensee  of  'WDEA- 
FM,  Ellsworth,  Maine,  has  an  application 
pending  (Pile  No.  BPH-10083)  proposing 
to  move  its  transmitter  from  Ellsworth 
to  a  point  about  half-way  between  Ells- 
worth and  Bangor,  and  this  move  could 
affect  the  first  and  second  showings  pre- 
sented by  petitioner.  'Without  better  data 
on  this  point,  we  are  unable  to  conclude 
that  an  exception  to  our  policy  of  assign- 
ing a  Class  A  channel  to  a  town  the  size 
of  Brewer  is  warranted. 

10.  An  additional  problem  is  presented 
by  the  policy  considerations  underlying 


^Bangor  Broadcasting  Corp  .  supra. 

^Revision  of  FU  Broadcast  Rules.  40 
P.C.C,  747,  758  (1963). 

^  Lyons,  Kansas,  42  FCC.  2d  215.  216 
(1973);  Lexington.  Missouri,  53  FCC  2d  893 
(1975). 

"  Clinton.  Oklahoma.  7  P.C.C.  2d  836,  839 
(1967);  Saratoga.  Wyoming,  41  FR  26575,  37 
R.R.  2d  813  (1976).  * 

■'  Although  the  petitioner  stated  the  Com- 
mission had  "encouraged"  a  Class  B  assign- 
ment to  Brewer  (see  paragraph  6  above)  In 
two  previous  Maine  cases,  such  was  not  our 
Intent.  In  denying  an  additional  channel  to 
Bangor,  the  first  case  merely  Indicated  a 
third  ctoannel  in  Bangor  "could"  result  In 
deprivation  of  radio  service  which  "might"  be 
better  used  In  an  outlying  community.  In 
assigning  Channel  290  to  Bath,  Maine,  the 
second  case  only  Indicated  Channel  284 
(along  with  two  Class  A  channels)  remained 
"available"  for  assignment  to  Brewer.  Any 
epeclflo  assignment  request  for  Brewer 
would  still  bave  to  be  evaluated  on  Its  own 
merits. 


Berwick  and  PAJL..  supra.  In  this  case, 
petitioner  was  asked  to  provide  informa- 
tion to  establish  that  It  Intoaded  to  serve 
Brewer  rather  than  nearby  (and  much 
larger)  Bangor.  In  this  case,  petitioner 
Itself  helped  create  the  very  doubts  it  was 
asked  to  resolve,  as  it  had  alleged  that 
"the  only  FM  channel  available  is  Chan- 
nel 284B."  This  representation  was  in- 
accurate since  at  least  two  Class  A  dian- 
nels  were  shown  to  be  available. 
Subsequentlv  petitioner  clarified  its 
statement  indicating  that  Channel  284 
was  the  only  channel  available  which 
would  allow  petitioner  to  provide  a  "first 
24-hour  service  to  Bangor.  "  This  inten- 
tion to  serve  Bangor  was  subsequenty 
described  as  a  "secondar>"  ccwisidera- 
tion,  but  if  the  need  of  Brewer  was  para- 
mount in  petitioner's  intentions,  it  was 
never  indicated  why  a  Class  A  assign- 
ment would  not  appropriately  respond 
to  the  needs  of  Brewer.  This  failure  un- 
dermines petitioner's  statements  regard- 
ing an  intent  to  serve  Brewer  not 
Bangor.  Since  the  petitioner  here  has 
specifically  and  repeatedly  stated  its  In- 
tention to  serve  Bangor,  we  continue  to 
have  serious  doubts. 

1 1 .  This  issue  of  what  class  of  channel 
to  assign,  if  any,  aside,  it  is  clear  that  the 
needs  of  Brewer,  such  as  they  may  be, 
need  not  go  unmet.  Petitioner  has  pro- 
posed to  meet  them  with  its  application 
to  move  its  AM  station  there  and  to  oper- 
ate full-time.  In  Granger-Hunter .  Utah. 
Report  and  Order.  Docket  No.  20890, 
Mimeo  69294  (adopted  April  7,  1977  > ,  the 
Commission  rejected,  under  facts  similar 
to  this  case,  a  petitioner's  request  for  a 
higher  class  channel  in  a  community  of 
9,029  persons,  and  In  doing  so  the  Com- 
mission noted  the  fact  that  the  petition- 
er's AM  station  would  Itself  respond  to 
the  needs  of  the  smaller  suburban  com- 
munity thus  diluting  the  need  for  the  FM 
assignment. 

12.  In  summary,  although  there  may 
well  be  a  need  for  an  FM  assignment  to 
Brewer,  none  has  been  established  for  a 
Class  B  assignment.  Since  petitioner  did 
not  indicate  sin  interest  in  a  Class  A 
channel  and  we  do  not  make  assignments 
without  such  an  expressed  interest,"  a 
Class  A  assignment  is  not  a  possible  al- 
ternative at  this  time.  However,  this 
action  does  not  preclude  consideration  of 
a  new  petition  should  petitioner  or  other 
parties  come  forward  in  the  future  with 
a  petition  whch  furnishes  the  necessary- 
interest  and  data  regarding  a  Class  A 
channel  for  Brewer 

13.  Accordingly,  t(  is  ordered.  That  the 
Petition  for  Rule  Making  submitted  on 
behalf  of  Bangor  Broadcasting  Corpora- 
tion, Docket  20901,  RM-2625.  is  denied. 

14.  It  is  further  ordered.  That  this  pro- 
ceeding Is  terminated. 

Federal  CoMM^^*ICATI0Ns 

Commission. 
■Wallace  E.  Johnson. 
Chief.  Broadcast  Bureau. 

[PR  Doc. 77-15465  FUed  5-31-77;8:46  am] 


[  47  CFR  Part  73  ] 

IDocket  No  21254.  RM-3860) 

FM  BROADCAST  STATION  IN  RICE  LAKE, 
WISCONSIN 

Change  in  Tabie  of  Assignments 

AGENCY:  Federal  Commimlcations 
Commission . 

ACTION:  Notice  of  proposed  rule  mak- 
ing. 

SUMMARY:  Proposed  action  assigning 
a  second  Class  A  FM  channel  to  Rice 
Lake.  Wisconsin.  Petitioner,  Red  Cedar 
Broadcasters,  Inc.,  states  that  the  pro- 
posed FM  channel  would  provide  Rice 
Lake  and  the  major  part  of  Barron 
County  with  its  first  choice  of  broadcast 
service  originating  in  Rice  Lake  or 
Barron  County. 

DATES:  Comments  must  be  received  on 
or  before  July  5.  1977,  and  reply  com- 
ments on  or  before  July  25,  1977. 

ADDRESS :  Federal  Communications 
Commission,  Washington,  D.C.  20554 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mildred  B.  Nesterak.  Broadcast  Bureau 
(202-632-7792). 

SUPPLE3^fENTARY  INFORMATION : 

Adopted:  May  18.  1977. 

Released:  May  24,  1977. 

In  the  matter  of  amendment  of 
iS73.202(bi,  Table  of  Assignments.  FM 
Broadcast  Stations.  (Rice  Lake,  'V^'iscon- 
sin )  ;  notice  of  proposed  rule  making 

1.  Petitioner,  proposal  and  comments. 
<a»  Petition  for  rule  making.-  flled  March 
2,  1977,  by  Red  Cedar  Broadcasters.  Inc. 
("petitioner"  > ,  proposing  tlie  assignment 
of  Channel  249A  to  Rice  Lake,  Wisconsin, 
as  Its  second  FM  assignment. 

(b '  The  channel  may  be  assigned  with- 
out affecting  any  existing  FM  assign- 
ments in  the  "Table.  There  were  no 
oppositions  to  the  proposal. 

(c»  Petitioner  states  that  It  will 
promptly-  file  an  application  for  a  con- 
struction permit,  and.  if  authorized,  will 
proceed  expeditiously  to  construct  and 
operate  an  FM  station. 

2.  Community  data.  <&)  Location.  Rice 
Lake  is  located  approximately  80  kilo- 
meters 1 50  miles  I  northwest  of  Eau 
Claire,  WLsconsin 

(bi  Population.  Rice  Lake — 7.278: 
Barron  County— 33,955.' 

(c»  Present  aural  services.  Rice  Lake 
presently  receives  local  service  from  AM 
Station  WJI^  (Class  IV)  and  Station 
■WJMC-FM  (Channel  242 » ,  both  licensed 
to  WJMCInc. 

(di  fconoTnic  con5zderaf:ons.  Petition- 
er states  that,  although  the  1970  Census 
shows  the  population  of  Rice  Lake  to  be 
7,278,  the  current  Chamber  of  Commerce 
figure  is  7,900.  It  points  out  that  the 
community  serves  a  prime  retail  trade 


"See  Atlanta,  Georgia.  56  P.C.C.  2d  92,  65, 
70  (1975). 


'  Public  Notice  of  the  filing  of  the  petition 
was  given  on  March  38,  1977  (Kept  No  1033) . 

•Both  population  figures  are  taken  from 
the  1970  U.8  Census. 
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area  of  rr.ore  than  2,000  square  mOe^.  We 
are  trld  that  Rice  Lake  Is  the  livestock 
auction  and  purcha^smg  center  of  north- 
western Wisconsin,  In  addition  to  being 
the  location  of  various  manufacturers. 

3.  Preclusion  studies.  Petitioner's  en- 
gineering study  showed  that  preclusion 
would  occur  only  on  the  proposed  co- 
channel.  Three  communities  are  located 
In  the  precluded  area:  Durand  (pop. 
2.103>;  Spooner  (pop.  2.444>,  and  Shell 
Lake  ipop.  928).  Durand  and  Shell  Lake 
each  has  an  FM  station  and  Spooner. 
which  IS  located  about  10  kilometers  '6 
mlle.'^'  from  Shell  Lake,  has  no  local 
aural  broadcast  ser%-ice. 

4  Petitioner  states  that  the  proposed 
FM  channel  would  provide  Rice  Lake 
and  the  major  part  of  Barron  County 
with  It.^  first  choice  of  broadcast  .ser-vice 
Drtginatm;::  In  Rice  Lake  or  Barron 
County.  The  assignment  of  Channel  249A 
to  Rice  Lake  would  rc-^ult  in  intermixing 
a  CTass  A  channel  with  a  Class  C  channel 
(Channel  242>.  The  Commission  has  a 
policy  against  Intermixture  of  clas.'^es  of 
FM  channels,  but  an  exception  Ls  made 
when  no  Class  C  channel  Ls  available  and 
the  petitioner  is  willing  to  apply  for  the 
proposed  Class  A  channel  in  spite  of  the 
intermixture  situation.  Yakima.  Wash- 
ington. 42  F.C.C.  2d  548.  550  <  1973  • .  Since 
petitioner  is  willing  to  apply  for  and 
operate  Channel  249A  at  Rice  Lake,  this 
assignment  could  be  made. 

5.  In  light  of  the  above  informa- 
tion and  the  fact  that  the  proposed  as- 
signment would  provide  the  community 
an  opportunity  to  develop  a  second  local 
FM  broadcast  service,  the  Commission 
proposes  to  amend  the  FM  Table  of  As- 
signments, 5  73. 202 'b>  of  the  Commis- 
sions Rule---,  with  rccard  to  Rice  Lake. 
Wisconsin,  as  follows: 


Channel  No. 


City 


Present 


Proposed 


Bice  Lake,  Wis. 


242 


242,  2*0 A 


6.  The  Commission's  authority  to  in- 
stitute rule  making  proceedings;  show- 
ings required;  cut-o£f  procedures;  and 
filing  requirements  are  contained  below 
and  are  incorporated  herein. 

Note— A  showing  of  continuing  Interest 
la  required  by  paragraph  2  below  beror© 
a  channel  Is  assigned. 

7.  Interested  parties  may  file  com- 
ments on  or  before  July  5,  1977,  and 
reply  comments  on  or  before  July  25, 
1977. 

Federal  Communications 

Commission. 
Wallace  E.  Johnson, 
Chief,  Broadcast  Bureau. 

\ .  Pursuant  to  authority  found  in  Sec- 
tloru;  4 1  i  1 ,  5  ■  d '  <  1 1 .  303  '  g  >  and  '  r  > ,  and 
3071  b'  of  the  Communications  Act  of 
1934,  as  an-.ended.  and  5  0.281'bii6i  of 
the  Commi.'^sion's   Rules,   li  is  proposed 
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to  amend  the  FM  Table  of  .Assignments, 
5  73.202  b)  of  the  Commission's  Rules 
and  Regulations,  as  set  forth  in  this 
Notice  of  Pro!>ofied  Rule  Making, 

2.  Showings  required.  Comments  are 
Invited  on  tlie  proposal  s^  discussed  in 
the  Notice  of  Proposed  Rule  Making. 
Proponent's'  will  be  expected  to  answer 
whatever  questions  are  presented  In  ini- 
tial comments.  The  proponent  of  a  pro- 
posed assignment  Is  also  expected  to  file 
comments  even  If  it  only  resubmits  or 
incorporates  by  reference  Its  former 
pleadings.  It  ."^hould  also  restate  Its  pres- 
ent intention  to  apply  for  the  channel 
if  It  is  assik-ned,  and.  if  authorized,  to 
build  the  station  promptly.  Failure  to 
file  may  lead  to  denial  of  the  request. 

3.  Cut-o^  procedure!:.  The  following 
procc-dures  will  govern  the  consideration 
of  filings  in  this  proceeding. 

(a I  Counterproposals  advanced  In  this 
proceeding  itself  will  be  considered.  If 
advanced  in  Initial  comments,  so  that 
parties  may  comment  on  them  In  reply 
com.ments.  They  will  not  be  considered  If 
advanced  in  reply  comments.  (See 
§  1.420' d'   of  CommLssion  Rules.) 

(b)  With  respect  to  petitions  for  rule 
making  which  conflict  with  the  pro- 
posal's) in  this  Notice,  they  will  be  con- 
sidered as  comments  In  the  proceeding. 
and  PubUc  Notice  to  this  effect  will  be 
given  as  lone:  as  they  are  filed  before  the 
date  for  f.lmg  Initial  comments  herein. 
If  filed  later  than  that,  they  will  not 
be  considered  In  connection  with  the 
decision  In  this  docket. 

4.  Comments  and  reply  comments: 
sen-ice.  Pursuant  to  applicable  proce- 
dures set  out  In  §5  1  415  and  1.420  of  the 
Commission's  rules  and  regulations,  in- 
terested parties  may  file  ccwnments  and 
reply  comments  on  or  before  the  dates 
set  forth  in  the  Notice  of  Proposed  Rule 
Making.  All  submissions  by  parties  to 
this  proceeding  or  persons  acting  on  be- 
half of  such  parties  must  be  made  in 
written  comments,  reply  comments,  or 
other  appropriate  pleadings.  Comments 
shall  be  served  on  the  petitioner  by  the 
person  filing  the  comments.  Reply  com- 
ment;; shall  be  served  on  the  person (s) 
who  filed  comments  to  which  the  reply 
is  directed.  Such  comments  and  reply 
commeni.s  shall  be  accompanied  by  a 
certificate   of  service.    (See   §1.420    (a), 

b'  and  (c)  of  the  Commission  Rules.) 
.5.  Number  of  copies.  In  accordance 
with  the  provisions  of  §  1.420  of  the 
Commission's  Rules  and  Regulations,  an 
original  and  four  copies  of  all  comments, 
reply  comments,  pleadings,  briefs,  or 
other  documents  shall  be  furnished  the 
Commission. 

6.  Public  inspection  of  filings.  All  fil- 
ings made  in  this  proceeding  wUl  be 
available  for  examination  by  Interested 
parties  during  regular  business  hours  in 
the  Comnv..ssion's  Public  Reference 
Room  at  its  headquarters,  1919  M  Street 
NW..  Wa.'ihlnsrton.  D.C. 

'PR  LVK  77-15466  Piled  5-31-77:8:45  am] 


[  47  CFR  Parts  89,  91,  93,  95  ] 

[IXx-ket  No,  21142] 

DIGITAL  VCMCE  MODULATION  IN  SECURE 
COMMUNICATIONS   SYSTEMS' 

Order  Extending  Time  for  Filing  Comments 
and  Reply  Comments 

AGENCY:  Federal  Comniunications 
Commission. 

ACTION:  Order,  granting  in  part  an  ex- 
tension of  time  for  filing  comments  in 
Docket  21142.  requested  by  the  General 
Electric  Company. 

SUM2VLARY:  The  General  Electric  Com- 
pany (GE)  petitioned  the  Commission 
for  a  six  month  extension  of  time  In 
which  to  file  comments  in  Docket  21142. 
on  the  basis  that  additional  time  would 
be  required  to  analyze  data  on  tlie  adja- 
cent channel  interference  potential  of 
digital  voice  and  other  types  of  systems 
requiring  bypass  of  the  presently  required 
low  pass  audio  filter.  The  Chief,  Safety 
and  Special  P^dio  Services  Bureau,  act- 
ing under  delegated  authority,  denied  the 
request,  arguing  that  the  Commission 
should  have  the  benefit  of  the  views  of  all 
interested  parties  on  the  sub-stantive 
issues  before  granting  such  an  extension. 
Also,  there  was  no  evidence  that  the 
concern  expressed  by  GE  was  shared  by 
others  in  the  radio  equipment  Industry. 
Lastly,  the  Commission  had  been  urged, 
in  early  comments  filed  by  several  police 
departments,  to  consider  the  proposals 
in  this  proceeding  as  early  as  possible. 
Nevertheless,  a  two  week  extension  of 
time  was  granted  in  order  to  allow  GE 
time  to  submit  its  views  on  the  issues. 

DATES:  Conxments  must  be  received  on 
or  before  June  7.  1977  and  reply  com- 
ments must  be  received  on  or  before 
July  7,  1977. 

ADDRESSES:  Send  Comments  to:  Fed- 
eral Communications  Commission, 
Washington,  D.C.  20554. 

FOR  FURTHER  INFORIiLMTON  CON- 
TACT: 

Mr.  James  E.  McNally,  Jr..  Safety  and 
Special  Radio,  Services  Bureau  (.202) 
632-6497. 

SUPPLEMENTARY       INFORMATION: 

Adopted:  May  23,  1977. 

Released:  May  24,  1977. 

In  the  matter  of  amendment  of  Parts 
89.  91,  93,  and  95  (General  Mobile  Radio 
Service)  of  |he  Commission's  Rules  and 
Regulations  to  provide  for  the  use  of 
F3Y  emission  (digital  voice  modulation* 
in  secure  communications  systems  and  to 
eliminate  the  low -pass  audio  filtering  re- 
quirements in  digital  voice,  automatic 
vehicle  monitoring  i.WM)  and  other 
high  bit  rate  digital  appUcations;  order 
granting  in  part  request  for  extension 
of  time  for  filihg  comments  and  reply 
comments. 


ifiee  4a  FB  21142.  AprU  25,  1977. 
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1.  The  Cliief,  Safety  and  Special  Radio 
Services  Bureau,  acting  under  delegated 
authority,  has  under  consideration  a 
petition  filed  by  General  Electric  Com- 
jDany  iGE)  for  a  six  month  extension  of 
time  m  which  to  file  comments  m  the 
above-captioned  proceeding  The  current 
time  for  filing  comment.';  end.-  May  24. 
1977.  and  the  time  for  filing  reply  com- 
ments ends  June  23,  1977. 

2.  GE  argues  that  additional  time  is 
needed  for  proper  evaluation  of  the  po- 
tential impact  the  proposed  changes  may 
have  on  adjacent  channel  interference. 
The  present  transmitter  audio  filtering 
requirements.  GE  pomis  out.  were  estab- 
lisiied  only  after  intensive  rule  making 
proceedings  invol\ing  industry  input 
thorugh  estabhshed  ad  hoc  committees 
which  measured  and  compared  adjacent 
channel  interference  data.  They  feel  that 
the  time  for  filing  conimenLs  is  not  ade- 
quate to  allow  meaningful  technical  par- 
ticipation by  anyone  who  had  not  formu- 
lated a  basic  position  on  tl:ie  issues  prior 
to  the  release  of  the  Docket, 

3.  Continuing,  GE  states  Uaal  if  the 
cui'rently -required  low  pass  audio  filter 
is  to  be  removed  for  digital  voice  systems, 
these  effects  must  be  understood,  and  the 
level  of  transmitter  sideband  suppression 
required  to  assure  no  degradation  of  sys- 
tem performance  must  be  established. 
Also,  a  measurement  method  to  assure 


compliance  must  be  developed.  Lastly,  GE 
contends  that  the  questions  of  co-chan- 
nel interference  betweoi  digital  and  non- 
digital  system*,  tlie  cteaj-  v<»ce  identifica- 
tion requirments.  and  the  impact  of  the 
proposed  changes  on  the  150  MHz  band 
15  kHz  channel  spacing  requirements  will 
not  readily  lend  themselves  to  solutions 
in  the  time  alloted  for  filing  comments. 
4.  We  agree  that  some  of  the  technical 
issues  raLsed  in  this  proceeding  are  com- 
plex and  that  it  may  take  .more  iime  and 
studies    before    they    may    be    resolved. 
However,  we  do  not  believe  that  granting 
GEs  request  is  the  appropriate  way  to 
jiroceed.  Instead,  we  believe  that  Uie  is- 
sue raided  by  GE.  that  is.  wiieiher  one 
or  more  of  the  substantive  questions  in 
this  proceedmg  can  indeed  be  resolved 
at  this  time,  should  be  addressed  by  the 
comments    aiid    tliat    tlie    Commission 
should  have  the  benefit  of  the  view  of 
all  interested  parties  on  Xlie  substantive 
Lssues  Lliemsblves  before  it  should  decide 
whether   addiuonal   studies  are   needed 
and.  if  so.  on  which  of  the  issues    For 
example,  the  Commission  after  consider- 
ing all  of  tlie  comments,  may  decide  that 
additional   data  are  needed   before  tiie 
maximum  permissible  sideband  emissiMi 
envelope  may  be  determined,  or  whether 
co-channel  sharing  between  clear  voice 
and  digital  scrambling  is  feasible.  On  the 


other  hand,  the  Commission  may  well  be 
in  a  position  to  decide  the  feasibility  of 
authorizing  digital  voice  modulation  on 
frequencies  above  450MHz  without  addi- 
tional inforniation  or  studies  In  short. 
we  behevo  tha;  ti\r  Commission  can  only 
maiie  tliese  decision!:  on  tlie  basis  of  tlie 
mformauon  and  cat*  submitted  in  tlie 
c..:..:..- :.-o  Mort-u.^r,  we  note  tliat  thero 
is  no  justification  in  the  petition  tha*, 
GE's  concerns,  and  its  views  about  the 
need  for  len«:thy  additional  studies,  are 
shared  generally  by  the  radio  equipment 
industry.  In  this  context,  we  feel  that 
tlie  six-montii  extension  asked  by  GE  is 
not  justified  at  tliis  time.  In  reaching 
this  conclusion  we  have  noted  that  the 
Commission  has  been  urged,  in  early 
(.omn-.e:its  filed  by  several  police  depart- 
ments to  consider  tne  proposals  m  this 
proceedm.;:  as  soon  as  possible. 

7.  Acrordingly.  the  petition  of  tr.e 
General  Electric  Company  for  a  six- 
month  cxKiision  of  time  is  denied  How- 
ever, m  order  to  allow  GE  sufficient  ti.me 
to  submit  its  views  on  the  issues,  the 
time  for  filing  comments  is  hereby  ex- 
tended to  June  7.  ly^".  and  the  time  for 
filing  reply  comments  to  July  7,  1977. 

Charles  A   Hjcginijotuam, 
Chief,  Safety  and  Special 
Radio  Services  Bureau. 

[FR  Doc. 77-16463  Plied  &-31-T7;8:46  «m| 
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DEPARTMENT  OF  AGRICULTURE 

Federal  Grain  Inspection  Service 

IOWA  GRAIN  INSPECTION  POINTS 

Grain  Standards 

Statement  of  considerations.  The  Des 
Moines  Grain  Exchange.  Inc.,  Des 
Molne.s,  Iowa,  has  requested  that  is  des- 
l(?natlon  under  section  7<f)  of  the  U.S. 
Grain  Standards  Act  (7  UJS.C.  79(f)) 
to  operate  a.s  an  official  agency  at  Des 
Molne.s  and  Iowa  Falls,  Iowa,  be  trans- 
ferred to  Messrs  James  A.  Tuttle  and 
Andy  E.  McComb.  who  have  contracted 
to  purchase  all  the  stock  of  the  ofHclal 
agency,  contingent  upon  approval  of  the 
transfer  of  designation  by  the  Depart- 
ment. 

Me.ssrs  James  A.  Tuttle  and  Andy  E. 
McComb  have  applied  for  deslgnatlcm  In 
accordance  with  the  Act  and  §  26.96  of 
the  regiilatlons  '7  CFR  26.96*  to  operate 
the  oCRcial  agency  at  Des  Moines  and 
Iowa  Falls,  Iowa.  This  application  does 
not  preclude  other  Interested  persons 
from  making  similar  applications. 

As  a  point  of  clarification.  It  should 
be  no^d  that  the  United  States  Grain 
Standards  Act  ( 7  U.S.C.  71  et  seq.) ,  here- 
mafter  referred  to  as  the  '■Act",  has  been 
amended  by  Public  Law  94-582,  effective 
November  20,  1976.  to  extensively  modify 
the  official  Inspection  system.  The 
amended  Act  provides  that  the  Admin- 
istrator of  the  newly-created  Federal 
Grain  Inspection  Service  iFGIS',  after 
conducting  inve.stigations  and  other 
studies,  will  designate  official  agencies 
at  the  various  Interior  pomt.s.  In  imple- 
mentmg  these  provi.'^ions,  FGIS  is  cur- 
rently in  the  proce.ss  of  reviewing  the 
de.slgnations  of  all  agencies  or  persons 
presently  designat«l  to  provide  official 
inspection  services.  The  amended  Act 
further  provides  that  exLsting  agencies 
may  contmue  to  operate  without  a  des- 
ignation under  the  new  law  until  the 
Administrator  either  grants  or  denies 
.such  designation  to  them  or  sets  a  period 
of  time  for  their  termination,  not  to  ex- 
ceed two  yaers  from  the  effective  date  of 
the  amended  .^ct,  provided  such  agencies 
pay  any  required  fees  to  FGIS. 

Accordingly,  the  transfer  of  designa- 
tion would,  if  approved  by  the  Depart- 
ment, be  on  an  Interim  basis  and  con- 
tinue until  the  Administrator  of  FGIS 
either  grants  or  denies  an  official  desig- 
nation under  the  amended  .^ct  to  the  ap- 
plicant or  set  a  period  of  time  for  it.s 
termination. 

Other  intere.^ted  persons  are  hereby 
given  opportunity  to  make  application 
for  designation  to  operate  as  an  official 
agency  at  Des  Moines  and  Iowa  Falls, 
Iowa,  pursuant  to  the  requirements  set 
forth    In    section    7'fiiliiA'     of    the 


amended  Act  (7  U.S.C,  79(f)(1)(A)). 
and  5  26.96  of  the  regulations  (7  CFR 
26  961. 

Note.  Section  7(f)  of  the  Act  (7  U.S.C. 
79(f)  )  generally  provides  that  not  more  than 
one  official  agency  shall  be  operative  at  one 
tune  for  any  geographic  area  as  determined 

by  the  Administrator. 

Any  interested  persons  who  wish  to 
subnut  views  and  comments  are  re- 
quested to  Include  the  name  of  the  per- 
son or  agency  which  Lhey  recommend 
to  be  designated  to  operate  as  an  official 
agency  at  Des  Moines  and  Iowa  Falls, 
Iowa. 

All  such  views  and  comments  should 
be  submitted  In  writing  to  the  Hearing 
Clerk,  U.S.  Department  of  Agriculture, 
Washington,  DC.  20250.  All  materials 
submitted  should  be  In  duplicate  and 
mailed  to  the  Hearing  Clerk  not  later 
than  July  1,  1977.  All  materials  submit- 
ted pursuant  to  this  notice  will  be  made 
available  for  public  inspection  at  the 
Office  of  the  Hearing  Clerk  during  regu- 
lar business  hours  i7  CFR  1.27(b)  ).  Con- 
sideration will  be  given  to  the  views  and 
comments  so  filed  with  the  Hearing 
Clerk  and  to  all  other  information  avail- 
able to  the  U.S.  Department  of  Agricul- 
ture before  final  determination  Is  made 
with  respect  to  this  matter. 

Done  in  Washington,  D.C..  on  May  26, 
1977, 

William  T.  Manley, 
Interim  Administrator. 

iFR  Doc  77-15,509  Filed  5-31-77:8:45  am] 

CIVIL  AERONAUTICS   BOARD 

[Order    77-5-133:    Docket   27813,    Agreement 
C.A.B    25711) 

INTERNATIONAL  AIR  TRANSPORT 
Order  Denying  Petition 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C.  on 
the  24th  day  of  May.  1977. 

By  petition  filed  August  3,  1976,  Don- 
ald L.  Pevsner,  Esq.  requests  that  the 
Board  disapprove  Resolutions  R-4.  Rr-8. 
R-9  of  Agreement  C.A.B.  25711,  adopted 
by  the  members  of  the  International  Air 
Transport  Association  (lATA).  which 
were  approved  in  Order  76-5-95,  May  21, 
1976.  Petiitoner  alleges  that  these  reso- 
lutions, which  establish  first-class  and 
economy  fares  as  well  as  proportional 
fares  between  the  United  States  and  the 
South  Pacific,  violate  Section  404ta)(2> 
of  the  Federal  Aviation  Act  of  1958  <the 
Act  I  insofar  as  the  fares  exceed  the  sum 
of  the  local  sector  fares  from  United 
States  to  Pago  Pago.  American  Samoa, 
and  from  Pago  Pago  to  South  Pacific 
points  in  New  Zealand  and  Australia.  In 
sui)port   of    this   contention,   petitioner 


cites  Orders  74-3-63,  March  13,  1974. 
and  74-4-92,  April  17.  1974,  wherein  the 
Board  required  that  lATA-agreed 
through  first-class  and  normal  economy 
fares  between  the  U.S.  Mainland  and 
points  in  the  South  Pacific  should  be 
no  greater  than  the  sum  of  the  local 
sector  fares  over  Hawaii  i.e.,  Mainland- 
Hawaii  plus  Hawaii-South  Pacific.  Here, 
by  Mr.  Pevsner's  calculations,  the  one- 
way tmdercuts  of  the  LATA  through  fares 
by  the  sum  of  the  local  fares  over  Pago 
Pago  amount  to  $270  and  $132.60,  Los 
Angeles-Sydney,  and  $315.20  and  $155,50, 
Los  Angeles-Auckland,  for  first  and 
normal  economy  class,  respectively.'  Fi- 
nally, Mr.  Pevsner  argues  that  tndividtial 
fares  to  the  South  Pacific  are  extremely 
high  and  that,  with  the  grant  of  his 
petition,  the  carriers  would  retain  more 
than  an  adequate  level  of  fares. 

Answers  In  opposition  have  been  filed 
by  Qantas  Airways  Limited  (Qantas), 
Pan  American  World  Airways,  Inc.  (Pan 
American ) ,  and  Air  New  Zealand  Limited 
(Air  New  Zealand) . 

Pan  American  contends  that  the  peti- 
tion seeks  to  apply  a  general  rule  with 
respect  to  fare  structure  in  a  manner 
and  in  circumstances  that  reduce  an 
otherwise  valid  rule  to  an  arbitrary  tech- 
nicality. The  carrier  notes  that  the 
Board's  earlier  decision,  that  through 
fares  to  the  South  Pacific  should  be  no 
higher  than  the  aggregate  of  interme- 
diat  local-sector  fares  over  Hawaii,  was 
based  largely  on  the  fact  that  the  ma- 
jority of  South  Pacific  service  is  routed 
via  Honolulu.  Here,  however,  only  a  de 
minimis  portion  of  total  South  Pacific 
service  is  provided  via  Pago  Pago,  ac- 
cording to  Pan  American.  Pan  American 
further  claims  that  none  of  the  foreign 
carriers  in  the  markfet  operate  U.S.- 
South  Pacific  service  via  Pago  Pago  and 
that  It  would  be  unreasonable  to  require 
these  carriers  to  reduce  their  through 
fares  to  the  level  of  local-sector  fares 
which  are  imrelated  to  the  service  they 
provide.  Even  the  biUk  of  Pan  American's 
South  Pacific  service  overflies  Pago  Pago. 


•  Changes  In  fares  since  the  filing  of  the 
petition  have  changed  the  applicable  figures 
somewhat,  but  the  undercuts  are  still  very 
substantial.  For  example,  the  current  Los 
Angeles-Sydney  LATA  normal  economy  one- 
way through  fare  is  $809,  whereas  the  com- 
bination of  local  fares  over  Pago  Pago  !£ 
$687.40  ($307.40  Los  Angeles-Pago  Pago  plus 
$380  Pago  Pago-Sydney),  a  difference  of 
$121.60.  Similarly,  the  current  Honolulu- 
Auckland  lATA  economy  through  fare  Is 
$628,  vs.  combined  local  fares  of  $475.40 
($188.40  Honolulu-Pago  Pago  plus  $287  Pago 
Pago-Auckland),  for  an  undercut  of  $152.60, 
or  nearly  25  percent  of  the  through  fare.  The 
undercuts  on  first-class  fares  are  about  twice 
as  great. 
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Pan  American  alleges  that  application 
of  the  r\ile  to  its  operations  would  resviX 
in  a  $6  5  million  annual  revenue  Iobs 
(based  on  data  for  the  year  ended  June 
30  1976 > .  Finally,  the  carrier  argues  that 
the  disparity  in  "fares  for  through  service 
and  sennce  via  Pago  Pago  reflects  dif- 
ferences in  load  factors  on  the  two  rout- 
ings which  are  expected  to  be  a  tempo- 
rary phenomenon. 

In  its  answer,  (Qantas  takes  issue  with 
the  petitioner's  claim  that  South  Pacific 
fares  are  too  high  and  claims  that  these 
fares  are  comparable  to  those  on  selected 
U.S.  domestic  and  North  Atlantic  routes. 
Qantas  argues,  as  does  Pan  American, 
that  the  Board  ruled  on  the  Honolulu 
combinations  as  It  did  because  the  over- 
whelming majority  of  South  Pacific  traf- 
fic actually  travels  via  Honolulu,  and 
that  the  same  consideration  Is  not  pres- 
ent here.  Qsintas  further  claims  that  ex- 
isting fares  on  the  Honolulu-Pago  Pago 
sectors  require  extremely  high  load  fac- 
tors, which  Qantas  and  other  foreign 
carriers  are  unable  to  achieve  because 
they  can  only  upUft  their  own  stopover 
traffic  on  cabotage  sectors.  Qantas  con- 
cludes that  fares  on  this  sector  cannot 
reasonably  or  logically  constitute  a  base- 
point  for 'establishing  through  fares  to/ 
from  the  Southwest  Pacific.  Finally, 
Qantas  alleges  that  grant  of  the  petition 
would  reduce  its  annual  revenues  on  this 
route  by  $10.2  million  'year  ending 
March  31,  1977). 

Air  New  Zealand  also  claims  that  the 
Board's  decision  in  Order  74-3-63, 
March  13.  1974.  has  application  only  to 
sector  fares  over  Hawaii  and  to  no  other 
offshore  United  States  territorj-.  The 
carrier  states  that  the  fares  it  has  on 
file  with  the  Board  between  points  in 
the  South  Pacific,  on  one  hand,  and 
points  in  Hawaii  and  the  US  Mainland, 
on  the  other,  are  those  agreed  to  by 
lATA,  and  that  It  has  not  filed  fares  that 
by  construction  would  permit  the  tin- 
dercutting  of  the  lATA  through  fare. 
Air  New  Zealand  asserts  that  it  cannot 
quote  a  combination  of  Los  Angeles- 
Pago  Pago  and  Pago  Pago-Auckland 
fares  since  it  does  not  have  traffic  rights 
between  Los  Angeles  and  Pago  Pago.  The 
carrl^  finally  claims  that  granting  the 
petitlOTi  would  reduce  fares  to  such  an 
extent  that  operations  of  transpacific 
carriers  would  be  rendered  totally 
uneconomic. 

Upon  consideration  of  the  petition, 
the  answers  thereto,  and  all  other  rele- 
vant matters,  the  Board  has  decided  to 
deny  the  request  that  it  dt<;approve 
Resolutions  R^.  R-S.  and  R-9  of  Agree- 
ment C.A.B.  25711.  Docket  27813,  which 
were  approved  in  Order  76-5-95.  May  21, 
1976.  However  the  Board  will  condition 
its  outstanding  approval  of  lATA  resolu- 
tions 056a  and  066a  which  establish 
first-class  and  economy  fares  In  the 
South  Pacific  to  require  that  the  through 
fares  applicable  to  passengers  making  a 
stopover  at  American  Samoa  shaD  not 
exceed  the  sum  of  the  local-sector  fares 
over  Pago  Pago. 

First,  It  should  be  emphasized  that  the 
reasonableness  of  the  long-haul  Inter- 
national fares  between  the  U.S.  Main- 


land Hawaii  and  other  nations  in  the 
Sooth  Pacific  is  a  separate  issue  from  the 
lawfxxlness  erf  the  spectflc  fare  anomalies 
pointed  out  by  petitioner,  Le..  the  under- 
cuts of  the  LATA  through  lares  by  com- 
bhiatlons  of  local  fares  over  Pago  Pago. 
Petitioner  assiimes  that  elimination  of 
these  anomalies   would   neces."=anly    In- 
volve a  drastic  reduction  In  the  long- 
haul  through  farcB.  This  is  not  neces- 
sarily  the   case,    the   anomalies   might 
also  "be  eliminated  by  increasing  the  U.S. 
Mainland  Hawaii-Samoa  local  fares,  the 
Samoa-South  Pacific  local  fares,  or  both, 
or  by  some  combination  of  such  increases 
and  decreases.  Since  the  local  traffic  in 
the  U.S.   Matnland/Hawail-Samoa   and 
Samoa-South  Pacific  markets  combined 
is  only  a  minor  fraction  of  the  total  U.S.- 
South  Pacific  traffic  flow,  an  adjustment 
of  the  fare  structtire  to  elimtoate  the 
anomalies    while   holding    the    carriers' 
total  South  Pacific  revenue  at  a  constant 
level  would  necessitate  relatively  large 
increases  In  the  local  fares  to  from  Sa- 
moa In  either  or  both  directions.  whUe 
permitting  only  relatively  small  decrease 
in  the  long-haul  Uirough  fares. 

Subsequent  to  the  filing  of  Mr. 
Pevsrier's  petition,  the  Board  in  Order 
77-2-32,  February  4,  1977,'  disapproved 
an  L\TA  agreement  increasing  certain 
fares  to  the  South  Pacific  on  the  grounds 
that  tlie  data  of  record,  as  adjusted  by 
the  Board,  showed  that  the  proposed 
fares  would  result  in  a  rate  of  return  of 
over  17  percent  for  Pan  American's  South 
Pacific  International  operations.  The 
rate  of  return  under  existing  South  Pa- 
cific fares  'which  continued  In  effect  as 
a  rtsult  of  the  Board's  disapproval  of 
the  proposed  Increases)  was  not  set  forth 
In  Order  77-2-32.  but  It  was  fractionally 
in  excess  of  12  percent'  Thus,  as  of  the 
date  of  that  order,  the  Board  had  no 
basis  for  forcing  any  material  reduction 
in  Pan  American's  overall  South  Pacific 
revenues,  or.  accordingly,  in  the  overall 
South  Pacific  fare  structure. 

If  the  Board  were  now  to  order  elimi- 
nation of  the  fare  anomalies  pointed  out 
by  petitioner,  therefore,  the  lATA  car- 
riers would  be  entitled  to  accomplish  this 
elimination  primarily  by  raising  the  local 
fares   west   of   Samoa.*   This,   however. 


•  Mr.  Pevsner  also  filed  a  cnmment  In  that 
proceeding,  opposing  the  fare  increases  and 
raising  the  same  issue  about  the  sum  of  the 
local  lares  over  American  Samoa  that  he  does 
here.  The  Board  Indicated  that  this  ls.=ue 
would  be  dealt  with  In  a  separate  order  re- 
sponding to  his  earlier  petition  In  the  present 
docket. 

•The  exact  figure  la  12.06  percent,  calcu- 
lated under  the  same  methodology  as  em- 
ployed In  the  "Adjiisted"  column  of  Appendix 
B  to  Order  77-2-32.  fThe  adjustment  made 
there  to  eliminate  Pan  American's  a.ssump- 
tlons  about  demand  elasticity,  however.  Is 
applicable  only  to  the  proponed  fares,  not  to 
the  existing  ones) .  It  should  be  noted  that  a 
petition  for  reconsideration  of  Order  77-3-32 
Is  pending,  which  will  be  dealt  with  in  a  sep- 
arate order;  the  present  order  la  not  to  b« 
construed  as  passing  Judgment  on  any  of  the 
issues  raised  In  said  petition. 

*IATA,  of  course,  has  no  Jurisdiction  over 
UJ3-  Mainland. 'Hawaii -Samoa  fares,  which 
an  at  lasne  In  the  Pacific  OrerMas  Pares  In- 
TMtlgatlon,  Docket  28004,  presently  awaiting 
decision  by  the  Board. 


would  be  quite  harmful  to  the  economy 
of  Amo-ican  Samoa,  a  dependency  for 
whose  welfare  the  US.  government  is 
responsible.  To  develop  and  strengthen 
its  economy.  Samoa  needs  to  increase 
tourism,  not  only  from  the  United  States, 
but  also  from  Australia  and  New  Zea- 
land.' A  large  Increase  in  Samoa-Aus- 
tralia New  Zealand  fares  would  un- 
doubtedly operate  to  ciicourage  tourism 
m  these  markets.  We  note  that  these 
fares  are  already  very  high  on  a  per- 
niile  basis — much  higher,  for  example, 
than  U.S.  Mainland  Hawaii-Samoa 
fares — and  there  certainly  is  no  indicp- 
tion  that  long-haul  travelers  axe  being 
called  on  to  cross -subsidize  the  carriage 
of  travelers  in  the  Samoa-Australia  New 
Zealand  markets. 

The  question  posed  by  Mr.  Pevsner's 
petition,  therefore,  is  whether  the  prin- 
ciples set  forth  In  the  earlier  orders  cited 
in  the  petition  nevertheless  require  the 
removaJ  of  these  particular  fare  anoma- 
lies, regardless  of  the  consequences.  We 
do  not  think  they  do.  This  appears  to  us 
to  be  a  case  of  a  sound  principle  at- 
tempted to  be  pressed  to  an  extreme  axid 
unrea-sonable  application. 

T.  should  be  noted  to  begin  with  that 
fare  anomahes  of  various  kinds  are  far 
from  being  unknown  in  the  arena  of  in- 
ternational a\iation,  wliich  Is  character- 
ized by  overlapping  and  sixnetimes  cou- 
flicUiig  ratemiking  jurisdictions  and 
median  isHLs.  in  which  there  is  no  single 
ultimate  authority  to  resolve  conflicts, 
but  which  is  ruled  by  a  multitude  of  na- 
tional governments  uhose  views  on  rate- 
making  policy  vary  widelj".  In  such  an 
arena,  ad  hoc  compromises  often  take 
the  place  of  a  consistent  and  logical  ap- 
plication of  agreed  principles.  Even  when 
our  own  ratemaking  philosophy  clearly 
indicates  a  particular  result  in  a  given 
case,  it  is  necessary  to  weigh  the  par- 
ticular circumstances  of  tlie  case,  and 
the  potential  adverse  effects  of  not  fol- 
lowing the  principle,  against  the  poa- 
.^ible  costs  of  insistuig  on  its  being  fal- 
lowed. 

The  principle  tliat  a  through  fare 
which  exceeds  the  sum  of  the  local  faxes 
over  an  intermediate  point  is  ordinarily 
considered  to  be  unreasonable  per  se. 
which  tiie  Board  first  applied  to  South 
Pacific  fares  in  Order  73-9-58,  Septem- 
ber 14,  1973.'  is  one  of  long  standmg. 
going  back  at  least  to  the  so-called  TAN 
caise  in  1957,'  and  has  recently  been  re- 


•The  exhibits  of  American  Sam*  In 
Docket  2803C  show  that  (Ignoring  nearby 
Western  Samoa)  New  Zealand  and  Australia 
are  the  second  and  third  largest  sources  of 
vlsltcir  trafBc  to  American  Samoa,  after  the 
United  States  Itself. 

•  See  al.«io  Order  73-7-55.  July  12.  1978.  at 
pp.  6-7.  where  the  Bo»rd  raised  the  Issue  of 
U.S.  Mainland-South  Pa<-:flc  lATA  through 
fares  exceeding  the  sum  of  the  local  fares  over 
Hawaii,  and  required  the  carriers  to  fi!e  sup- 
plemental Justifications,  although  It  did  not 
at  that  time  disapprove  the  resultant  fare 
structure  In  Order  73-11-30,  November  7, 
1973.  the  Board  dismissed  a  petition  for  re- 
Blderatlon  of  Order  73-8-58,  and  elaborate*! 
on  the  reasoning  of  the  earlier  order. 

'  IAT.\  Reclonal  TrafBc  Conference  Investi- 
gation. 24  C.AJB  463  (1957),  and  see  Order 
72-10-1,  Octotjer  2.  1972. 
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affirmed  In  Interstate  and  Intrastate 
Fares  In  California  and  Texas  Markets, 
Order  7e-7-23,  July  7,  1976.  In  enunciat- 
ing and  enforcing  this  principle,  the 
Board's  concern  has  not  been  so  much 
for  mere  theoretical  neatness  in  the  fare 
structure — hardly  an  attainable  goal  In 
the  International  area — as  for  the  prac- 
tical opportunities  for  unjust  discrimina- 
tion Inherent  In  a  situation  where  un- 
sophisticated travelers  are  quoted,  and 
pay.  the  higher  through  fare,  while 
more  knowledgeable  travelers  are  able  to 
take  advantage  of  the  lower  combination 
of  the  local  fares  over  the  particular  in- 
termediate point,  if  necessary  by  buying 
separate  tickets  for  each  portion  of  their 
trip. 

WTiere  the  intermediate  point  in  ques- 
tion L<;  a  major  connecting  point,  such  as 
Honolulu,  this  potential  for  discrimina- 
tion is  both  real  and  per%-aslve.  Most  U.S. 
South  Pacific  service  Ls  routed  by  way  of 
Honolulu;  there  are  several  flights  per 
day  between  Honolulu  and  the  major  for- 
eign destinations  In  the  South  Pacific. 
Australia  and  New  Zealand,  while  of 
course  there  are  multiple  daily  services 
between  Honolulu  and  a  variety  of  U.S. 
Mainland  points.  Thus,  If  the  Board  In 
Order  73-9-58  had  not  required  through 
fares  over  Hawaii  to  equal  the  sum  of 
the  local  fares  It  would  have  been  an 
easy  matter  for  a  sophisticated  U.S. 
Mainland-South  Pacific  traveler  to  ar- 
range for  connecting  service  over  Hono- 
lulu Involving  only  a  moderate  loss  of 
time,  and  minimal.  If  any.  expense  to 
offset  the  savmg.s  derived  from  the  use 
of  a  combination  of  the  local  fares  rather 
than  the  higher  through  fare. 

The  situation  a  Pago  Pago,  American 
Samoa.  Ls  entirely  different.  First,  the 
great  bulk  of  the  U.S. -South  Pacific  in- 
ternational traffic  uses  fliirhts  which  do 
not  transit  Pago  Pago  at  all.  Of  the  five 
carriers  which  provide  U.S. -South  Pacific 
service — Pan  American,  Qantas.  Air  New- 
Zealand,  UTA.  and  Canadian  Pacific — 
Qantas  and  Canadian  Pacific  do  not 
serve  Pago  Pafio  at  all.  whUe  UTA  oper- 
ates a  single  weekly  round  trip  between 
Noumea  and  Papeete  by  way  of  Nadl  and 
Pago  Pago,  and  Air  New  Zealaiid  oper- 
ates two  weekly  tumarouiid  flights  be- 
tween Auckland  and  Pago  Pago."  Of  Pan 
American's  eleven  weekly  round  trips  to 
the  South  Pacific,  three  serve  Pago  Pago 
between  Honolulu  and  Sydney,  while 
one  serves  It  between 
Papeete'  Thus  out  of 
weekly  round  trips  in 
Australia  New  Zealand 
Pan  Americans  three  stop  at  Pago  Pago. 

Moreover.  Pago  Pago  is  nothing  of  a 
connecting  point,  due  both  to  the  paucity 
of  flights  and  the  fact  that  for  the  mo.st 
part  they  arrive  and  depart  on  different 
aays  of  the  week.  Connections  between 
Pan  American  flights  ordinarily  involve 
a    mlnimiun   two-day    layover   at    Pago 


Honolulu    and 

nearly    thirty 

the   key    U.S- 

markets.    only 


Pago.  It  Is  theoretically  possible  to  arrive 
at  Pago  Pago  from  the  U.S.  via  Pan 
American  before  dawn  on  Wednesdays 
and  Fridays,  and  depart  again  for  Auck- 
land via  Air  New  Zealand  In  the  late  eve- 
ning of  the  same  days,'*  but  there  Is  no 
Indication  In  the  present  record  that  any 
significant  volume  of  U.S. -New  Zealand 
(or  U.S. -Australia)  traffic  actually  uses 
this  routing,  except  when  a  genuine 
stopover  at  Pago  Pago  is  desired  by  the 
traveler. 

Thus  it  appears  that  the  existence  of 
combinations  of  local  fares  over  Pago 
Pago  which  undercut  the  related  LATA 
through  fares  does  not,  as  a  practical 
matter,  offer  any  genuine  opportunity  for 
the  sophisticated  U.S. -South  Pacific 
traveler  who  is  not  Interested  In  a  stop- 
over r  1  American  Samoa  to  gain  an  un- 
fair advantage  over  the  less  sophisticated 
traveler.  Though  the  tmdercut  of  the 
through  fare  by  the  combination  of  the 
locals  is  considerable,"  the  difficulty  and 
Inconvenience  of  attempting  to  make 
connections  at  Pago  Pago  Is  also  formi- 
dable. When  this  is  weighed  against  the 
significant  Injury  to  the  economy  of 
American  Samoa  which  would  result 
from  a  large  Increase  In  the  Samoa- 
Australian  New  Zealand  local  fares,  such 
as  wx>iild  be  required  to  eliminate  the 
fare  anomalies — an  Increase  which 
would  be  balanced  by  at  most  a  very 
small  reduction  In  U.S.-Atistralia/New 
Zealand  fares — we  conclude  that  In  this 
particular  Instance  the  cost  of  eliminat- 
ing the  anomalies  Is  altogether  too  great 
in  relation  to  the  extremely  limited  pos- 
sibilities of  discrimination  stemming 
from  the  anomalies  themselves.  Accord- 
ingly, we  will  not  order  an  adjustment  of 
the  South  Pacific  International  fare 
structure  so  as  to  eliminate  the  anoma- 
lies, as  requested  by  the  petitioner. 

There  Is.  however,  a  more  limited  ac- 
tion which  we  can  and  will  take.  Among 
those  U.S. -South  Pacific  travelers  who 
desire  a  stopover  in  American  Samoa  en 
route  to  their  ultimate  destination,  there 
may  well  be  instances  of  unjust  discrimi- 
nation, since  It  Is  imclear  whether  these 
passengers  would  ordinarily  be  quoted 
the  local  sector  fares  or  the  LATA 
through  fare.  If  the  latter,  a  case  of  iin- 
jiLst  discrimination  would  be  created 
since  knowledgeable  stopover  passengers 
would  clearly  be  able  to  take  advantage 
of  the  local  sector  fares,  if  necessary  by 
double-ticketing,  while  less  knowledge- 
able stopover  pas.-;engers  would  be  paying 
the  higher  through  fare  for  exactly  the 
same  service. 

Accordingly,  as  a  condition  of  our  out- 
standing approval  of  lATA  Resolutions 
056a  and  066a.  which  establish  first-class 
and  econoniy  fares  in  the  South  Pacific, 
we  will  require  Pan  American  to  remove 
the  discrimination  among  stopover  pas- 


•  AU  8chedul»i  ptT  OJflclal  Airline  Guide 
Worldwide  ed  ,  April  15.  1977  (schedules  effec- 
tive M  of  May  1.  1977,  unless  otherwise 
indicated) 

•  The  Birni  of  the  local  fares  over  Pago  Pago 
doef*  not  undercut  the  IT  S  Mainland  Hawall- 
Papeeto  through  fare 


'"In  the  opposite  direction  It  Is  likewise 
possible  to  arrive  at  Pago  Pago  from  Auck- 
land via  Air  New  Zealand  In  the  early  evening 
on  Wednesday  and  Fridays,  and  dep«krt  for 
the  US  via  Pan  Am  shortly  after  midnight 
the  same  evening.  It  would  theoretically 
be  possible  for  U.S.-Au.stralla  traffic  to  move 
via  double  connections  at  Pago  Pago  (as 
above)  and  Auckland. 

"  See  footnote  1.  supra. 


sengers  by  publishing,  within  30  days, 
first-class  and  normal  economy  fares  for 
South  Pacific  services  Including  a  stop- 
over at  American  Samoa  which  are  set  at 
the  level  of  the  sum  of  the  local-sector 
fares  over  American  Samoa.'-*  This  action 
wiU  remove  the  possibility  that  passen- 
gers who  stop  over  in  American  Samoa 
wUl  be  quoted  the  LATA  through  fare 
and  thus  will  remove  the  potential  for 
unjust  discrimination  among  such  stop- 
over passengers  which  the  present  situa- 
tion presents.  Our  action  may  well  en- 
courage additional  travelers  in  both 
directions  to  make  stopovers  in  American 
Samoa,  which  should  be  beneficial  to  the 
economy  of  that  territory.  At  the  same 
time,  we  do  not  expect  the  lower  stop- 
over fare  to  dilute  the  carriers'  revenues 
to  any  significant  degree,  since  only  a 
relatively  small  minority  of  U.S. -South 
Pacific  long-haul  passengers  are  likely 
to  be  willing  to  add  a  Samoan  stopover 
to  their  Itineraries  to  take  advantage  of 
the  stopover  fare.  Thus  we  do  not  antici- 
pate that  the  existence  of  the  stopover 
fare  (already  available  to  the  knowl- 
edgeable travelers  by  double-tlcke1;lng> 
win  lead  to  increases  In  any  other  South 
Pacific  fares. 

ACCORDINGLY,  t^  is  ordered  that: 
1.  The  Board's  outstanding  approval  of 
LATA  resolution  056a  and  066a  which 
establish  first-class  and  economy  fares 
In  the  South  Pacific  Is  reaffirmed,  sub- 
ject to  the  condition  that,  for  transpor- 
tation between  the  United  States  and 
points  In  the  South  Pacific  Involving  a 
stopover  at  American  Samoa,  the 
through  fare  shall  not  exceed  the  siim 
of  the  local-sector  fares  over  Pago  Pago; 

2.  Pan  American  World  Airways,  Inc. 
shall  file  tariffs  In  conformity  with  para- 
graph one  above  not  more  than  thirty 
days  from  the  date  of  service  of  this 
order;  and 

3.  Except  to  the  extent  granted  herein, 
the  petition  and  motion  to  expedite  filed 
by  Donald  L.  Pevsner,  Esq.  In  Docket 
27813  be  and  they  hereby  are  denied. 

This  order  will  be  published  in  the  Fed- 
eral Register, 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 

Secretary. 

I  PR  Doc. 77-1 5483  FUed  &-31-77;8:45  am] 


fOrder  77-5-131;  Docket  30290] 

LINEAS  AEREAS  DE  NICARAGUA,  S.A.  AND 
AEROVIAS  CONDOR    DE   COLOMBIA,   S.A. 

Order  To  Show  Cause 

Adopted  by  the  CivU  Aeronautics 
Board  at  Its  office  In  Washington,  D.C., 
on  the  24th  day  of  May  1977. 


i^The  definition  of  stopover  Is  that  coa- 
tanled  in  the  lATA  resolutions  governing  pro- 
motional fares  In  the  South  Pacific:  ■••  •  • 
(8]topover  means  a  stop  at  an  Intermediate 
point  from  which  the  passenger  Is  not  sched- 
uled to  depart  on  the  date  of  arrival  or 
within  two  hours  after  midnight  of  the  date 
of  arrival;  provided  that  where  there  Is  no 
Bcheduled  connecting  departure  on  the  date 
of  arrival,  departure  on  the  next  day  within 
24  hours  of  arrival  shall  not  constitute  a 
stopover" 
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On  December  30,  1976,  Llneas  Aereas 
de  Nicaragua  (Lanlca)  and  Aerovlas 
Condor  de  Colombia  (Aerocondor)  Joint- 
ly filed  the  subject  application  fw  dis- 
claimer of  jurisdiction,  exemption,  or 
approval  with  respect  to  a  "blocked 
space  "  agreement.  The  facts  are  as  fol- 
lows : 

Aerocondor  holds  a  foreign  air  carrier 
permit  to  operate  between  a  point  or 
points  in  Colombia,  the  intermediate 
point  Port-au-Prince,  Haiti,  and  the 
terminal  point  Miami.'  Among  the 
points  in  Colombia  served  by  Aerocondor 
is  San  Andres  Island.  Lanica's  permit 
authorizes  It  to  engage  in  foreign  air 
transportation  between  a  point  or  points 
in  Nicaragua,  the  Intermediate  points 
S  anAndres  Isladn,  Colombia,  and  San 
Salvador,  El  Salvador,  and  the  terminal 
point  Miami.'  Thus,  each  airline  Inde- 
pendently may  carry  local  traffic  In  for- 
eign air  transportation  between  San 
Andres  Island  and  Miami.  Under  the 
agreement  In  question,  the  carriers  wish 
to  engage  In  a  joint  blocked  space  ope- 
ration utilizing  Lanica's  equipment  over 
the  San  Andres  Island-Miami  segment 
common  to  both  of  their  systems. 

The  agreement  stipulates  that  aircraft 
will  be  provided,  maintained,  and  in- 
sured by  Lanlca  and  that  exclusive  oper- 
ational control  will  rest  with  Lanlca. 
AeroconodoT  will  completely  control 
ground  operations  in  San  Andres,  In- 
cluding servicing,  airport  recleving.  and 
dispatching,  but  each  party  will  control 
Its  own  operations  in  Miami.  The  aircraft 
used  will  bear  exterior  identification  of 
both  carriers  but  sdl  passengers  wlH  be 
advised  that  the  aircraft  Is  operated  by 
Lanlca  crews.  In  all  other  major  respects, 
such  as  ticketing  and  passenger  han- 
dling, each  carrier  wlU  provide  Ite  own 
services.  Neither  party  wlU  pass  off  its 
services  as  those  of  the  other  or  In- 
dicate In  any  way  that  they  are  part 
of  a  united  system.  Two  to  four  round 
trips  per  week  will  be  operated,  typically 
over  a  Managua-San  Andres-Mlaml 
routing.  Aerocondor  will  be  allocated  48 
seats  on  each  fight  segment  between  San 
Andres  and  Miami  and  w-ill  pay  Lanlca 
$50.00  per  seat,  whether  or  not  each 
seat  is  actually  sold.  The  agreement  ex- 
plicitly prohibits  the  pooling  of  revenues. 

In  support  of  their  application,  the 
parties  allege  that  the  proposed  opera- 
tion w-ill  enable  them  to  Improve  the 
efficiency  of  their  respective  operations 
and.  thereby,  to  strengthen  their  posi- 
tions as  independent  international  car- 
riers. They  argue  that  no  United  States 
flag  carrier  serves  San  Andres  and. 
therefore,  that  there  will  be  no  adverse 
impact  on  any  U.S.  carrier.  Finally,  the 
parties  point  out  that  the  Governments 
of  Colombia  and  Nicaragua  have  already 
endorsed  the  agreement. 

An  answer  to  the  application  was  filed 
by  Pan  American  World  Airways.  Pan 
American  does  not,  in  terms,  either  sup- 


port or  oppose  the  agreement,  but  argues 
that  the  Board  should  undertake  a  for- 
mal proceeding  under  section  402  of  the 
Federal  Aviation  Act  becaiise  Lanlca  Is 
not  presently  authorized  to  engage  in 
foreign  air  transportation  on  behalf  of 
any  carrier  other  than  itseH.  Pan  Ameri- 
can notes  that  the  issuance  of  a  separate 
permit  is  consistent  with  precedent  and 
urges  that  the  procedure  be  followed  "to 
ensure  Board  control  over  this  type  of 
operation." 

Upon  consideration  of  the  pleadings 
and  all  the  relevant  facts,  we  tentatively 
find  (a)  that  Lanica  is  fit,  willing,  and 
able  within  the  meaning  of  section  402  of 
the  Act,"  and  (b)  that  It  Is  In  the  public 
interest  to  issue  Lanlca  a  separate  for- 
eign air  carrier  permit  to  conduct  opera- 
tions pursuant  to  the  agreement  until 
July  2,  1981.  subject  to  conditions.* 

There  are  no  provisions  either  in  the 
Federal  Aviation  Act  or  the  Board's  regu- 
lations which  deal  explicitly  with  blocked 
space,  as  opposed  to  wet  lease,  agree- 
ments.' However,  the  Board  has  periodi- 
cally considered  blocked  space  agree- 
ments (a)  between  U.S.  flag  and  foreign 
carriers  involving  both  passenger '  and 
cargo '  service,  and  (b)  between  two  for- 
eign carriers  Involving  passenger  serv- 
ice.' In  general,  the  Board  has  been  lib- 
eral In  approving  agreements  submitted 
by  U.S.  carriers  as  long  as  there  has  been 
no  Identifiable  adverse  economic  impact 
on  any  other  U.S.  carrier  not  a  party  to 
the  agreement.  A  similar  test  of  adverse 
impact  has  been  applied  In  the  few  cases 
involving  two  foreign  carriers. 

In  the  Instant  case.  It  Is  not  contended 
by  Pan  American  or  any  other  person 


'Issued  pursuant  to  Order  77-3-24.  ap- 
proved March  2.  1977. 

» ls.sued  pursuant  to  Order  76-7-8,  approved 
July    2.    1976. 


•In  support  of  this  tentative  finding,  w» 
rely  upon  our  findings  and  conclusions  made 
on  a  formal  evidentiary  record  less  than  one 
year  ago  in  Dockets  28107  and  28175.  Se» 
Order  76-7-8. 

*  The  agreement  by  Its  own  terms  Is  for  a 
one-year  period,  subject  to  automatic  re- 
newal unless  either  party  requests  ternolna- 
tlon.  It  becomes  effective  fifteen  days  alter 
approval  by  all  relevant  Governments  Is  ob- 
tained The  expiration  date  of  July  2  1981. 
has  been  chosen  because  Lanica's  permit  Is- 
sued pursuant  to  Order  76-7-8  expires  on 
that  date  and  there  are  no  circumstances, 
other  than  termination  of  the  agreement, 
which  would  require  an  earlier  expiration 

'Section  412  of  the  Act.  Subpart  P  of  the 
Rules  of  Practice  (14  CPR  Section  302  1601  et 
seq).  and  Part  261  of  the  Economic  Regula- 
tions generally  govern  all  types  of  agreements 
Involving  air  carriers. 

•Air  AXrique.  Foreign  Permit.  40  CAB.  759 
(1964);  W.A.'VC.  (Nigeria).  Limited.  Foreign 
Permit.  41  C.A.B.  1 1 1  ( 1964  ) . 

■  Pan  Amerlcan-Qantas  Agreement,  Order 
76-8-162.  August  31.  1976;  TWA-El  Al  Agree- 
ment. Order  E-26685.  April  18.  1968;  Seaboard 
World-Air  Canada  .Agreement.  Order  E-24976, 
April  13,  1967;  TWA-.^ir  Prance  Agreement 
Order  E- 20553.  March  6.  1964;  and  Seaboard 
and  Pan  American.  Blocked  Space  Agree- 
ments. Orders  E-20240  and  E-19922.  39  CAB. 
832  (1963). 

"Lineas  Aereas  de  Nicaragua.  Foreign  Per- 
mit, 50  CAB  66  (1969):  Austrian  Airlines 
and  Sabena.  Foreign  Permits.  49  CAB.,  408 
(1968);  and  Transportes  Aereos  Portugueses, 
Foreign  Permit,  44  C.^.B.  542  (1966). 


that  Implementation  of  the  Lanlca/Aero- 
condor  agreement  will  adversely  affect 
any  U.S.  flag  carrier  or  any  other  eco- 
nomic interest  of  the  United  States.  Be- 
cause there  will  be  affirmative  benefits 
accruing  both  to  tlie  applicant  and  to  the 
traveling  public,  and  because  the  agree- 
ment is  endorsed  by  two  foreign  Gov- 
ernments with  whom  the  United  States 
maintains  friendly  relations,  it  must  be 
concluded  that  the  agreement  is  not  ad- 
verse to  the  public  Interest.  The  Issue 
here  is  whether  or  not  Lanica  must  ob- 
tain a  new  or  amended  foreign  air  car- 
rier permit  to  carry  Aerocondor's  pas- 
sengers. We  find  that  a  new  permit  should 
be  issued  based  on  the  Board's  estab- 
lished method  of  handling  cases  such  as 
this  one.* 

Pan  American  submits  the  three  cases 
cited  at  note  7.  supra,  to  support  Its  ar- 
gument that  Lanica  needs  a  separate 
permit  to  operate  on  behalf  of  Aerocon- 
dor. It  Is  contended  that  Lanica  may 
only  engage  In  foreign  air  transporta- 
tion on  t)ehalf  of  Itself.  We  agree  with 
Pan  American's  interpretation.  In  ALM 
Dutch  Antillean  Airlines,  50  C.A.B.  18, 
20-21  (1969>.  which  Involved  the  opera- 
tion of  wet  lease  services  by  KLM  mi  be- 
half of  ALM,  the  Board  made  the  fol- 
lowing observation: 

EiquaUy  sound  is  the  examiner's  conclu- 
sion that  KLM'3  existing  permit,  which 
grants  KlJkl  Itself  th«-  right  to  engage  In 
foreign  air  transportation  over  the  routes  In 
question,  does  not  also  authorize  the  carrier 
to  engage  in  air  tran.sportatlon  on  behalf  of 
ALM.  As  the  carriers  recognize,  the  exam- 
iners conclusion  Is  supported  by  recent  de- 
cisions In  which  the  Board  granted  permits 
authorizing  lessor  carriers  to  perform  wet- 
lease  or  blocked-space  service  for  other  di- 
rect carriers,  even  though  the  lessor  carriers 
held  prior  permits  over  the  routes  in  ques- 
tion ( footnote  omitted) .  Those  declslotia  rec- 
ognize the  principle,  which  we  reaCarm  here. 
that  foreign  air  carrier  permits  do  not  Im- 
pliedly authorize  carriers  to  conduct  opera- 
tions, including  on-route  charters,  on  behalf 
of  other  foreign  direct  air  carriers. 

Implicit  in  the  Board's  position  Is  tlie 

fact  that  the  permit  provides  the  only 
handle  for  the  Board  to  maintain  control 
over  these  types  of  sen-ices.  Disclaimer 
of  jurisdiction  precludes  any  oversight 
and  there  are  no  provisions  in  the  Act  or 
the  Regulations  which  require  that 
agreements  between  two  foreign  air  car- 
riers be  submitted  for  approval.  'Wliile 
Lanica  and  Aerocondor  have  voliuitanly 
submitted  their  agreement,  the  Board 
has  no  power,  otlier  than  through  sec- 
tion 402  procedures,  to  assure  that  other 
airlines  will  do  so.  Tlierefore.  we  believe 


•  Although  the  parties  did  not  submit  an 
application  for  a  permit  through  diplomatic 
channels,  we  will  waive  the  requirement  In 
section  211  2  of  the  Economic  Regulations 
that  they  do  so  The  primary  purpose  of  this 
requirements  Is  to  assure  that  the.  foreign 
governments  endorse  the  application:  Lanica 
and  .\erocondor  have  at',ached  verified  state- 
ments from  their  respective  governments  to 
that  effect.  In  addition.  It  was  not  clear  that 
new  permit  authority  was  required  and  we  do 
not  wish  to  penalize  ;he  applicants  by  Inject- 
ing unnecessary  delay. 


FEDERAL    REGISTER,    VOL     42,    NO.    1 05— WEDNESDAY,    JUNE    1,    1977 


27980 


NOTICES 


that  It  Is  sound  policy  to  continue  to 
scrutinize  these  t>T>es  of  arrangements 
under  section  402." 

Finally,  consistent  with  precedent  and 
the  t«nns  of  the  acreement  itself,  we 
shall  impose  the  standard  conditions 
previously  imposed  in  slmDar  cases. 
These  conditions  are  designed  to  'insure 
that  each  carrier  will  maintain  Its  sepa- 
rate Identity  and  will  not  attempt  to  hold 
out  Its  services  as  those  of  the  other  or  as 
part  of  a  unified  system."  " 

Interested  per5;ons  will  be  given  21  days 
from  the  date  of  adoption  of  this  order 
to  show  cause  why  the  tentative  finding 
and  conclusions  set  forth  herein  .•should 
not  be  made  final.  We  except  such  per- 
sons to  support  their  objections,  if  any, 
with  deUxllcd  an.i'.vers,  .specifically  setting 
forth  tlie  tentative  findings  and  conclu- 
sions to  which  objections  are  taken.  Such 
objections  should  be  accompanied  by  ar- 
guments of  fact  or  law  and  should  be 
supported  by  legal  precedent  or  detailed 
economic  analysts.  If  a  further  eviden- 
tiary hearing  Ls  reque.sted,  the  objector 
should  state  In  detail  why  such  a  hearing 
Is  considered  necessary-  and  what  rele- 
vant and  material  facts  he  would  expect 
to  establish  through  such  a  hearing 
which  cannot  be  established  in  the  ab- 
sence of  a  hearing.  General,  vague,  or 
unsupported  objections  will  not  be 
entertained.'^ 

Accordingly,  it  is  ordered  that: 

1.  All  Interested  persons  are  directed 
to  show  cau.se  why  the  Board  should  not 
ls.<aie  an  order  making  final  the  tentative 
findings  and  conclusions  stated  herein 
and  Issumg  a  foreign  air  carrier  permit  in 
the  form  attached  hereto  to  Lineas 
Aereas  de  Nicaragua,  S  A.  'LANICAi  ; 

2.  The  exercise  of  the  privileges  ten- 
tatively granted  by  the  proposed  permit 
shall  be  subject  to  the  following  condi- 
tions regarding  operations  thereunder  to 
and  from  the  United  States: 

(a)  Lanlc«  and  .■\erocondor  shall  file  with 
the  Bijard  Ui  Docket  30290  all  written  agree- 
ments, amendments  to  existing  agreements, 
and  memoranda  setting  forth  the  clrcum- 
st*incea  of  oral  agreements  and  understand- 
ings between  them  affecting,  directly  or  In- 
directly, air  services  to  the  United  States. 

(b)  Lanlca  and  Aerocondor  shall  not  en- 
gage in  Joint  public  relations  activities  at 
p>olntc3  served  by  both  ctirrlers  which  tend  to 
pa.ts  off  the  services  of  one  carrier  as  the 
eerrlces  of  the  other  carrier  or  &s  past  of  a 
unified  system  of  which  each  Is  part. 

(c)  Where  either  Lanlca  or  .Aerocondor 
provlde.s  general  agency  services  fnr  the  other 
carrier  at  points  in  the  United  States  served 
by  Lanlca  and  Aerocondor,  Uanlca  or  Aero- 
condor shall  specifically  Identify  all  flights 
of  either  Lanlca  or  Aerocondor  a.s  flights  of 


"  See  Tran-sportes  Aereos  Nacionaies,  S.A. 
BJid  Servlclo  Aereo  de  Honduras,  S.A.,  Foreign 
Permlt«,  Orders  76-10-53,  October  14.  1976. 
and  77-1-20,  approved  January  4,  1977. 

"  Lineas  Aereas  de  Nicaragua.  Foreign 
Permit.  50  CAB.  at  67. 

'■■  Becau.se  there  will  be  no  Increase  In  op- 
erat{on.<i,  it  Is  tentatively  found  that  grant  of 
the  authority  requested  wUl  not  restilt  In  a 
major  federal  action  sltrnlflcantly  affecting 
the  quality  of  the  human  environment  with- 
in the  meaning  of  section  102(0";  (2)  of 
NEP.\. 


that  carrier  without  reference  to  any  reda- 
tlonshlp  to  the  carrier  performing  the  agencj 
services. 

(d)  Telephone  facilities  to  which  the 
public  has  access  at  points  served  In  tbe 
tJnited  States  by  Lanlca  and  Aerocondor  shall 
preserve  the  Identity  of  the  tndlvldual  car- 
riers. 

(C)  Where  Joint  traffic  or  sales  facilities 
are  maintained  by  Lanlca  and  Aerocondor  In 
the  United  States,  Che  separate  Identity  of 
each  carrier  shall  be  maintained  by  reason- 
ably comparable  use  of  display  advertising, 
desk  space,  personnel  uniforms,  and  otber 
facilities  and  activities. 

(f )  The  respective  personnel  of  Lanlca  and 
Aerocondor  shaU  preserve  the  individual 
Identity  of  the  respective  carriers  In  all  pub- 
Uc  dealings. 

(e)  Where  Lanlca  or  Aerocondor  sells  time 
payment  tickets  for  air  travel  over  the  other 
carrier  (except  interline  travel),  the  applica- 
tion form  shall  Identify  the  carrier  perform- 
ing tlie  tnuisportatlon. 

(h)  The  !ntt>r!or  of  the  aircraft  operated 
pursuant  to  the  agreement,  dated  October 
15,  1976,  between  Lanlca  and  Aerocondor, 
shall  con'Aln  a  sign,  prominently  displayed. 
which  clearly  identifies  the  carrier  whose 
cockpit  crew  Is  In  operational  control  of  the 
aircraft;  and  the  exterior  of  said  aircraft  shaU 
carry  a  prominent  Identification,  clearly 
visible  to  all  passengers,  showing  that  the 
capacity  of  the  aircraft  is  shared  by  Lanlca 
and  Aerocondor. 

3.  Any  interested  person  having  objec- 
tions to  the  issuance  of  an  order  making 
final  any  of  the  proposed  findings  and 
conclusions  set  forth  herein  shall,  within 
21  days  after  adoption  of  this  order,  file 
with  the  Board  and  serve  upon  all  parties 
listed  In  paragraph  6.  a  statement  of  ob- 
jections together  with  a  summary  of 
testimony,  statistical  data  and  other  evi- 
dence expected  to  be  relied  upon  to  sui>- 
port  the  stated  objections; 

4.  If  timely  and  properly  supported  ob- 
jections are  filed,  full  consideration  will 
be  accorded  the  matters  and  issues  raised 
by  the  objections  before  further  action 
is  taken  by  the  Board ; 

5.  In  the  event  no  objections  are  filed, 
all  furtlier  procedursd  steps  shall  be 
deemed  waived  and  the  Board  wUl  pro- 
ceed to  enter  an  order  In  accordance  with 
the  tentative  findings  and  conclusions  set 
forth  herein:  and 

6.  A  copy  of  this  order  shall  be  trans- 
mitted to  the  President  and  the  Depart- 
ment of  State  and  shall  be  served  upon 
LANICA,  AEROCONDOR  and  Pan 
American  World  Alruays. 

This  order  shall  be  published  in  the 
Federal  Register. 

By  the  Ci\ll  Aeronautics  Board. 

Phyllis  T.  Katlor, 
Secretary. 

Permit  to  Foreign  Aih  Carrikk 

Lineas  Aereas  de  Nicaragua.  8.A..  Is  hereby 
authorized,  rubjeci  to  the  provisions  here- 
inafter set  forth,  the  provisions  of  the  Fed- 
eral Aviation  Act  of  1958,  and  the  orders, 
rules,  and  regulations  Issued  thereunder,  to 
engage  In  foreign  air  transportation  with 
respect  to  persons,  property,  and  mall  ua 
follows: 

Between  a  point  or  points  In  Nicaragua, 
the  Intermediate  points  San  Andres  Island. 
Colombia,  and  San  Salvador,  El  Salvador,  and 
the  terminal  point  Miami,  Florida. 

The  foreign  air  transportation  authorleed 
herein  Is  limited  to  transportation  performed 


by  the  holder  pursuant  to  a  blocked  spate 
agreement,  dated  October  15,  1976,  between 
the  holder  and  Aerovlas  Condor  de  Ojlombla, 
S.A.  (Aerocondor). 

This  permit  shall  be  subject  to  the  condi- 
tion that  the  holder  shall  serve  MlamL 
Florida,  only  on  flights  originating  or  termi- 
nating at  a  point  In  Nicaragua. 

The  holder  shall  conform  to  the  airworthi- 
ness and  airman  competency  requlrement.s 
prescribed  by  the  Oovemment  of  Nicaragua 
for  Nlcaraguan  International  air  service. 

This  permit  shall  be  subject  to  all  appli- 
cable provisions  of  any  treaty,  convention,  or 
agreement  affecting  Inter.national  air  trans- 
portation now  In  effect,  or  that  may  become 
effective  during  the  {>erlod  this  permit  re- 
mains In  effect,  to  which  the  United  States 
and  Nicaragua  shall  be  parties. 

This  permit  shall  be  subject  to  the  condi- 
tion that.  In  the  event  any  practice  develops 
which  the  Board  regards  as  inimical  to  sound 
economic  conditions,  the  holder  and  the 
Board  will  consult  with  respect  thereto  and 
wUl  use  their  best  efforts  to  agree  up>on 
modifications  thereof  satisfactory  to  the 
Board  and  the  holder. 

The  holder  shall  keep  on  deposit  with  the 
Board  a  signed  counterpart  of  CAB  Agree- 
ment 18900,  an  agreement  relating  to  liabUlty 
limitations  of  the  Warsaw  Convention  and 
the  Hag:ue  Protocol,  approved  by  Board  Order 
E-23680.  May  13,  1966,  and  a  signed  cotmter- 
part  of  any  amendment  or  amendments  to 
such  agreement  which  may  be  approved  by 
the  Board  and  to  which  the  holder  becomes 
a  party. 

The  holder  (1)  shall  not  provide  forlegn  air 
transportation  under  this  permit  unless 
there  Is  In  effect  third-party  liability  in- 
surance In  the  amount  of  $1,000,000  or  more 
to  meet  potential  liability  claims  which  may 
arise  In  connection  with  Its  operations  under 
th\a  permit,  and  unless  there  Is  on  file  with 
the  Docket  Section  of  the  Board  a  statement 
showing  the  name  and  address  of  the  In- 
surance carrier  and  the  amounts  and  liability 
limits  of  the  third-party  liabUlty  insurance 
provided,  and  (2)  ahall  not  provide  foreign 
air  transportation  with  respect  to  persons 
unless  there  Is  In  effect  liability  Insurance 
sufficient  to  cover  the  obligations  assumed 
In  CAB  Agreement  18900  and  unless  there 
Is  on  file  with  the  Docket  Section  of  the 
Board  a  statement  showing  the  name  and 
address  of  the  Insurance  carrier  and  the 
amounts  and  liability  limits  of  the  passenger 
liabUlty  Insurance  provided.  Upon  request, 
the  Board  may  authorize  the  holder  to  sup- 
ply the  name  and  address  of  an  Insurance 
syndicate  In  Ueu  of  the  names  and  addrcs.'=es 
of  the  member  insurers. 

By  acteptlng  this  permit,  the  holder  waives 
any  right  It  may  p>osse!s,s  to  assert  any  defense 
of  sovereign  immunity  from  any  suit  in  any 
action  or  proceeding  Instituted  against  the 
holder  In  any  court  or  other  tribunal  in  the 
United  States  (or  Its  territories  or  pos.ses- 
aions)  based  upon  any  claim  arising  out  of 
operations  by  the  holder  under  this  permit. 
The  exercise  of  the  privUete.^  granted  here- 
by shall  be  subject  to  such  other  reasonable 
terms,  conditions,  and  limitations  required 
by  the  public  Interest  as  may  from  time  to 
time  be  prescribed  by  the  Board. 

This  permit  shall  be  effective  on 

and  shall  terminate  on  July  2,  1981,  or 

upon  the  expiration  or  termination  of  the 
joint  blocked  space  agreement  dated  October 
15,  1976,  between  the  holder  and  Aerovla» 
Condor  de  Colombia,  or  upon  the  termination 
of  the  permit  Issued  to  Aerovlas  Condor  d« 
Colombia  pursuant  to  Order  77-3-24:  Pro- 
vided,  however.  That  If,  in  the  period  durtnj 
which  this  permit  shaU  be  effectt»«,  the 
operation  of  the  foreign  air  transportation 
authorized  herein  becomes  the  subject  o€ 
any    treaty,    convention,    or    agreement    to 
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which  the  United  States  and  Nicaragua  are 
or  shall  become  parties,  then  and  In  that 
event,  this  permit  Is  continued  In  effect  dur- 
ing the  period  provided  In  such  treaty,  con- 
vention or  agreement. 

In  witness  whereof,  the  ClvU  Aeronautics 
Board  has  caused  this  permit  to  be  executed 
by  the  Secretary  of  the  Board,  and  the  seal 
of  the  Board  to  be  affixed  hereto,  on  the 


(seal) 


Secretary. 


Issuance  of  this  permit  to  the  holder  ap- 
proved by  the  President  of  the  United  States 
on In 

[FR  DDC.77-15482  Filed  5-31-77;8:45  am] 


DEPARTMENT  OF   COMMERCE 

Bureau  of  the  Census 

ANNUAL    SURVEY    OF    MANUFACTURES, 
SUPPLEMENT 

Determination 

In  conformity  with  title  13,  United 
States  Code,  sections  182.  224,  and  225, 
and  due  notice  having  been  published  on 
March  31,  1977  <42  FR  17153 »,  I  ha%-e 
determmed  that  the  data  received  from 
this  supplement  will  provide  the  infor- 
mation necessary  to  develop  accurate 
estimates  of  the  backlog  of  unfilled  or- 
ders in  manufacturing.  The  backlog  of 
unfilled  orders  data  and  the  estimates 
of  new  orders,  which  are  partiaUy  based 
on  the  backlog  data,  are  both  highly  im- 
portant indicators  of  economic  activity. 
Therefore,  these  data  wUl  have  signifi- 
cant application  to  tlie  needs  of  the 
public  and  industry.  They  are  not  avail- 
able from  nongovernmental  or  other 
governmental  sources. 

This  survey  is  a  supplement  to  the 
annual  survey  of  manufactures  and  will 
request  annual  shipments  and  end-of- 
year  unfilled  orders  data.  The  .survey  wUl 
include  all  multiestablishment  compa- 
nies currently  reporting  in  the  annual 
survey  of  manufactures  and  classified  in 
industries  in  which  a  backlog  of  unfilled 
orders  are  normally  maintained.  Data 
for  single  establishment  companies  are 
currently  being  collected  on  the  Annual 
Survey  of  Manufactures  Form  MA-100. 

Discussions  with  multiunit  companies 
indicate  that  unfilled  orders  data  are 
normally  maintained  on  a  divisional 
rather  than  establishment  baisis.  There- 
fore, unfilled  orders  data  and  correspond- 
ing shipments  data  will  be  collect-ed  on 
this  form  on  a  divisional  basis.  A  lorm 
requesting  total  domestic  company  ship- 
ments and  unfilled  orders  will  be  sent  to 
multiestablishment  companies  that  are 
classified  in  a  single  industry  groups. 
•  For  purposes  of  this  survey,  manu- 
facturing industries  are  grouped  into  79 
categories.) 

Tlie  resulting  unfilled  orders  estimates 
will  be  used  to  revise  the  levels  currently 
being  pubhshed  for  the  monthly  sui-vey 
of  manufactures  and  wUl  greatly  improve 
the  accuracy  of  the  data:  the  current 
estimates  are  based  on  a  small  sample 
and  may  be  subject  to  substantial  error. 

Copies  of  the  report  forms  are  avail- 
able upon  request  to  the  Director.  Bureau 
of  the  Census,  Washington.  D.C.  20233. 


I  have,  therefore,  directed  this  annual 
supplement  be  conducted  for  the  purpose 
of  collecting  the  data  hereinabove  de- 
scribed. 

Dated:  May  25,  1977, 

Manuel  D.  Plotkin. 

Director, 
Bureau  of  th€  Census. 
[PR  Doc.77-15456  Filed  5-31-77:8:45  am] 

COUNCIL  ON    ENVIRONMENTAL 
QUALITY 

NATIONAL  ENVIRONMENTAL  POLICY  ACT 
AND  ENVIRONMENTAL  IMPACT  STATE- 
MENT   REFORM 

Supplement  to  Notice  of  Public  Hearing 

As  previously  announced  in  the 
April  29  Federal  Register  (42  FR 
21836),  the  Council  on  Environmental 
Quality  will  hold  public  hearings  on  re- 
forfning  the  implementation  of  the  Na- 
tional Environmental  Policy  Act  (NEPA:>  , 
with  special  emphasis  on  the  environ- 
mental impact  statement  process. 

President's  Environmental  Message 

Thii  notice  supplements  the  previous 
notice  of  the  hearings  to  call  attention 
to  the  Environmental  Message  issued  by 
the  President  on  May  23.  1977  and  E.O. 
11991  <42  FR  26967'.  In  his  Message. 
President  Carter  stated  that  NEPA : 

'■•  •  •  is  best  known  for  requiring  federal 
agencies  to  prepare  environmental  Impact 
statements  before  taking  actions  having  sig- 
nificant environmental  effects.  In  the  seven 
yea's  since  Its  passage.  It  has  had  a  dra- 
matic— and  beneficial — influence  on  the  way 
new  projects  are  planned.  But  to  be  more 
useful  to  decision-makers  and  the  public, 
envlronjicutal  Impact  statements  must  be 
concise,  reac.able,  and  based  upon  competent 
pi'Ofessiunal  analysis  They  must  reflect  a 
cc'Ucern  with  quality,  not  quantity.  We  do 
not  want  impact  statements  that  are  meas- 
ured by  the  inch  or  weighed  by  the  pound. 
Accordingly.  I  am  today  Issuing  an  Execu- 
tive Order  directing  the  CouncU  on  Environ- 
mental Quality  to  Issue  regulations  requiring 
all  federal  agencies  to  meet  these  criteria 
and  the  provisions  of  Section  102i2)  of  the 
National  Environmental  Policy  Act  in  the 
Impact  statements  they  prepare  and  to  es- 
tablish a  procedure  for  referring  to  the 
Council  differences  among  agencies  concern- 
ing Implementation  of  the  National  Environ- 
mental Policy  Act." 

Your  views  on  how  best  to  implement 
the  President's  message  and  the  Execu- 
tive order  will  be  appreciated  in  addition 
to  tlie  matters  outlined  in  the  previous 
notice. 

The  Council  also  intends  to  propose 
measures  to  implement  the  substantive 
requirements  of  the  National  Environ- 
mental Pohcy  Act.  Your  views  on  the 
subject  will  also  be  appreciated. 

The  hearings  will  be  held  on  June  6-8. 
1977.  in  Washington,  DC.  at  Room  2008, 
New  Executive  Office  Building  >  located 
on  17th  Street  NVV..  between  Pennsylva- 
nia Avenue  and  H  Street  > . 

Thank  you  for  your  assistance. 

Charles  Warren. 

Chairman. 

IFR  Doc  77-15528  Filed  5-31-77,8:45  am) 


DEPARTMENT  OF   DEFENSE 
Department  of  the  Air  Force 

M-X  BURIED  TRENCH  CONSTRUCTION 
AND   TEST   PROJECT 

Intent  to  Prepare  Environmental  Impact 
Statement 

This  is  to  advise  that,  in  accordance 
with  the  National  Environmental  Policy 
Act,  PL- 91-190.  the  United  States  Air 
Force  intends  to  prepare  an  Environ- 
mental Impact  Statement  iEIS>  on  the 
proposed  M-X  Buried  Trench  Construc- 
tion and  Test  Project.  The  proposed  con- 
struction is  a  part  of  the  validation 
pha.se  for  determining  the  feasibility  of 
deploying  a  new  Intercontinental  Ballis- 
tic Missile  system  known  as  tlie  M-X  in 
a  buried  trench  configuration. 

The  proposed  action  would  include  the 
'construction  of  a  1.500  ft.  and  a  20,000 
ft.  trench  on  tlie  Luke  Air  Force  Range. 
Arizona,  in  the  San  Cristolbal  Valley  ad- 
jacent to  and  east  of  the  Mohawk  Moun- 
tain and  south  of  Interstate  Highway  8. 
Each  trench  will  be  a  minimum  of  21 
ffet  deep  and  at  least  17  feet  wide. 

Interested  persons  desiring  to  submit 
comments  on  the  proposed  action  should 
address  them  to  the  Special  Assistant  for 
Environmental  Quahty,  SAF  ILE.  Office 
of  the  Secretary  of  the  Air  Force.  Wash- 
ington, D.C.  20330. 

Frankie  S.  Estep, 
Air  Force  Federal  Register  Liai- 
son   Officer,    Directorate    of 
Administration. 

[FR  Doc.77-15490  Filed  5-31-77:8:45  amj 


Department  of  the  Army 

TRANSPORTATION    OF   CHEMICAL    MATE- 
RIAL FROM   ROCKY   MOUNTAIN  ARSENAL 

Filing  of  Draft  Environmental  Impact 
Statement 

In  compliance  with  the  National  En- 
vironmental Pohcy  Act  of  1969,  the  Army 
on  20  May  1977  provided  the  Council  on 
Environmenal  Quality  with  a  Draft  En- 
vironmental Impact  Statement  concern- 
ing tlie  Transportation  of  Chemical  Ma- 
terial from  Rocky  Mountain  Arsenal, 
Colorado  to  Tooele  Army  Depot  (South 
Area  > .  Utah. 

Copies  of  the  statement  have  been 
forwarded  to  concerned  Federal,  State 
and  local  agencies.  Interested  organiza- 
tions or  individuals  may  obtain  copies 
from  Commander.  USA  Armament  Ma- 
tenel  Readiness  Command.  ATTN: 
DRSAR^ASN  'CPT  A.  Crambletl>.  Rock 
Island  Arsenal,  IL  61201.  telephone  309- 
794-3193. 

In  the  Washington  area,  inspection 
copies  may  be  seen  in  the  Environmental 
Office,  Office  of  the  Assistant  Chief  of 
Engineers,  Room  1E676.  Pentagon. 
Washington.  DC.  20310.  telephone  202- 
694-1163. 

Dated:  May  26.  1977. 

Bruce  A.  Hildebrand. 
Deputy  for  Environmental  Af- 
fairs. Office  of  the  Assistant 
Secretary  of  the  Army  >  Civil 
Works ) . 
IFR  Doc  77-15489  Filed  5-31-77;8:45  am] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

I  [Doctcet  No.  21257;  OSC-160] 

CENTRAL   PLAINS   CABLE   TV,    INC 
Petition  for  Order  To  Show  Cause 

Adopted:  May  19.  1977. 
Released    May  26,  1977. 

1.  Forum  Communications  Company, 
licensee  of  Station  KSFY-TV  (NBC, 
Channel  13  >,  Sioux  Falls.  South  Dakota, 
ha^  filed  a  petition  requesting  that  the 
CommLssion  order  Central  Plains  Cable 
TV.  Inc.  to  cease  and  desist  from  car- 
riaire  of  the  signal  of  Station  KTIV 
(N'BC,  CTianncl  4*,  Sioux  City,  Iowa,  on 
the  cable  television  system  at  Mitchell, 
Soutli  Dakota.  Forum  alleges  that  the 
signal  Is  being  carried  unlawfully  and 
without  authorisation. 

2.  On  April  5,  1977.  the  Commission 
relea-jied  a  memorandum  opinion  and  or- 
der regarding  thLs  matter.  "Central 
Plains  Cable  TV,  Inc."  >  Mitchell.  South 

Dakota! .  FCC  77-231. FCC  2d 

'  1977) .  Therein  the  Commif.'^ion  directed 
the  subject  cable  television  system  to 
comply  vrith  the  requirements  of  §  76.63 
of  the  Commission's  rules  within  15  days 
and  to  advise  the  Chief.  Cable  TelevL^ion 
Bureau,  of  the  fact  of  compliance  within 
30  days.  .\lso.  the  Chief.  Cable  Television 
Bureau,  was  authorized  to  issue  an  order 
to  show  cause  to  be  directed  against  the 
subject  cable  television  system  If  It  did 
not  comply. 

3.  By  letter  of  April  12.  1977,  Central 
Plains  Cable  TV.  Inc.  advised  the  Chief. 
Cable  Television  Bureau,  that  It  declines 
to  terminate  carriage  of  tlie  signal  of 
KTTV.  Central  Plains  notes  that  It  ha^ 
filed  a  petition  for  reconsideration  of 
"Central  PlalrLs  Cable  TV.  Inc."  (Mit- 
chell. South  Dakota',  FCC  77-230, 

FCC  2d (1977),  a  Commission  deci- 
sion which  denied  Its  request  for  special 
relief  seeking  authorization  for  carnage 
of  the  signal  of  KTTV.  It  urges  that  the 
Instant  matter  'CSC-1.50)  be  consoli- 
dated with  the  other  (CSR-986>  and 
that  Issues  In  both  be  resolved  on  the 
record.  It  contends  that  the  two  Com- 
mission actions  raise  substantial  consti- 
tutional questions  and  are  not  within  the 
Connnission's  jurisdiction. 

4.  At  Issue  here  is  whether  the  subject 
cable  television  system  Is  in  compliance 
with  the  Commission's  rules.  Whether 
the  cable  system  may  subsequently  seek 
and  obtain  authorization  for  carriage  of 
the  signal  of  KTTV  does  not  bear  on  the 
Issue  at  hand.  Since  the  cable  system  has 
advised  the  Commission  that  it  con- 
tinues to  carry  the  signal  of  KTTV  and 
has  not  applied  for  a  stay  of  our  decision, 
an  order  to  show  cause  should  be  issued 
In  accordance  with  the  Commission's 
decision. 

In  view  of  the  foregobig.  a  grant  of 
the  petition  for  an  order  to  show  cause 
would  be  consistent  with  the  public 
interest. 

ArcordiriQlv  it  in  ordf'n-rd  That  the 
"Petition  for  Order"  iCSC-130'  filed  by 
Forum  Communications  Company  Is 
granted. 

/(  is  further  ordered.  That  pursuant  to 
sections  312  (b)  and  'C  of  the  Commu- 


nications Act  of  1934,  as  amended,  47 
U.S.C.  312  (b)  and  (O,  Central  Plains 
Cable  TV,  Inc.  IS  DIRECTED  to  show 
cause  why  it  should  not  be  ordered  to 
cease  and  desist  from  further  violation 
of  5  76  63  of  the  Commission's  Rules  and 
Regulations  on  Its  cable  television  sys- 
tem at  Mitchell,  South  Dakota. 

It  is  further  ordered,  That  Central 
Plains  Cable  TV.  Inc.  Is  directed  to  ap- 
pear and  give  evidence  with  respect  to 
the  matters  described  above  at  a  hear- 
ing to  be  held  before  an  Administrative 
Law  Judge  at  the  Commission's  head- 
quarters in  Washington,  D.C.  at  a  tlma 
to  be  specified  by  a  subsequent  order,  un- 
less the  hearing  Is  waived,  In  which  event 
a  written  statement  may  be  submitted. 

It  is  further  ordered.  That  Forum 
Communications  Company  is  made  a 
party  to  this  proceeding. 

It  is  further  ordered,  TTiat  the  Secre- 
tary, Federal  Conimunlcatlons  Commis- 
sion, shall  send  a  copy  of  this  order  by 
certified  mail  to  Central  Plains  Cable 
TV,  Inc. 

Federal  Commttnicattoits 

Commission, 
James  R.  Hobson, 
Chief.  Cable  Television  Bureau. 

!FR  Doc    77-15474  Filed  5-31-77;8:45  am] 


FM    BROADCAST    APPLICATIONS    READY 
AND    AVAILABLE    FOR    PROCESSING 

Adopted:  May  13,  1977. 

Released:  May  19,  1977. 

Notice  Is  hereby  given,  pursuant  to 
§  1.573(d)  of  the  Commission's  rules,  that 
on  July  12.  1977,  the  FM  broadcast  appli- 
cations listed  in  the  attached  Appendix 
below  will  be  considered  as  ready  and 
available  for  pr(x;essing.  Pursuant  to 
§§  1. -227(b)  (1)  and  1.591(b)  of  the  Com- 
mission's rules,  an  application.  In  order 
to  be  considered  with  any  appllcatlcai 
appearing  on  the  attached  list  or  with 
any  other  application  on  file  by  the  close 
of  business  on  July  11,  1977.  which  In- 
volves a  conflict  necessitating  a  hearing 
with  any  application  on  this  list,  must  be 
substantially  complete  a  tendered  for  fil- 
ing at  the  offices  of  the  Commission  In 
Washington.  DC,  by  the  close  of  business 
on  July  11,  1977.  The  attention  of  pro- 
spective applicants  is  directed  to  the  fsict 
that  some  contemplated  proposals  may 
not  be  eligible  for  consideration  with  an 
application  appearing  in  the  attached 
Appendix  below  by  reason  of  conflicts  be- 
tlons  appearing  in  previous  notices  pub- 
lished pursuant  to  5  1.573(d)  of  the  Com- 
mission's rules. 

The  attention  of  any  party  in  Interest 
desiring  to  file  pleadings  concerning  any 
pending  FM  broadcast  applications,  pur- 
suant to  section  309(d)  (1)  of  the  Com- 
munications Act  of  1934,  as  amended.  Is 
directed  to  5  1.580<i)  of  the  Commission's 
rules  for  provisions  governing  the  time 
for  filing  and  other  requirements  relating 
to  .such  pleadings. 

Federal  Communications 

Commission. 
Vincent  J.  Mullins, 

Secretary. 


Appendix 

BPH-9863  (new),  GrasonvUlc,  Md.,  Edward 
Mason  &  Joanne  P.  De  Maso.  Req:  103.1 
mHz;  Channel  No.  276A.  ERP:  3  kw; 
HAAT;  300  ft. 

BPH-e875  (KPAT),  Sioux  Palls,  SX)..  KSOO 
Kadlo,  Inc.  HAs:  97.3  mHz;  Channel  No. 
247C.  KRP:  51  kW;  HAAT,  1,880  ft.  (Uc). 
Req:  97.3  mHz;  Channel  No.  247C  ERP: 
29.8  kW;  HAAT;  221  ft. 

BHP-9886   (new),  Eupora,  Miss.,  Tri-Coimty 
Broadcasting  Co.  Req:  101.7  mHz;  Channel 
No.  269A.  ERP:  3  kW;  HAAT:  300  ft. 

BPH-9905  (WART),  Plainaeld.  Ind.,  A  &  R 
Broadcasting,  Inc.  H.^:  98  3  mHz:  Channel 
No.  252A.  ERP:  3  kW:  ILAAT:  2(X)  F^.  (lie.)  . 
Req:  98.3  mHz:  Channel  No.  262A.  ERP:  3 
kW  HAAT:  300  ft. 

BPH-9916  (new),  Columbia,  S.C,  Midlands 
Communications  Corp,  Req:  103.1  mHz: 
Channel  No.  276.A..  ERP;  3  kVV:  HAAT:  300 
ft. 

BPH-9998  (new),  Gregory.  SX».,  West  Central 
Investment  Co.,  Inc.  Req:  101.5  mHz: 
Channel  No.  268C.  ERP:  100  kW:  HAAT: 
640  ft. 

BPH-10089  (new) ,  Pauls  Valley.  Okla.,  Garvin 
County  Broadcasting,  Inc.  Req:  97.7  mHz: 
Channel  No.  249A.  ERP:  2  47  kW:  HAAT: 
303.1  ft. 

BPH-10094  (KGAB),  Camarlllo,  Calif.,  Hot 
Air  Radio.  Has:  95.9  mHz;  Channel  No. 
240A.  ERP:  3  kW:  HAAT:  166  ft.  (lie). 
Req:  95.9  mHz:  Channel  No.  240A.  ERP:  3 
kW:  HAAT:  296  ft. 

BPH-10116  (new).  Corpus  Chrlstl.  Tc.x  . 
Kuno  Radio,  Inc.  Req:  99.1  mHz;  Channel 
No.  266C.  ERP:-  100  kW:    HAAT:    754  ft. 

BPH-10116  (new),  Pattenson,  N.Y,  Patterson 
Broadcasting  Corp.  Req:  105.5  mHz;  Chan- 
nel No.  288A.  ERP:   1.11  kW;  HAAT:  450  ft. 

BPH-10324  (new),  Glasgow,  Mont,  Glasgow 
Broadcasting  Co.  Req:  93  5  mHz;  Channel 
No.  228A.  ERP:  3  kW;  H.A.AT:  29  ft. 

BPH-10325  (new),  Tucson,  Artz.,  Great 
Southwest    Communications,    Inc..     Req: 

107.5  mHz;    Channel  No.  298C.  ERP:    14.7 
kW;  HAAT:  3547  ft. 

BPH-10334   (new),  Avon  Park,  Fla..  Charles 

A.  Esposlto.  Req:   105  3  mHz;  Channel  No. 

292A.  ERP:  3  kW;  HAAT:   170  ft. 
BPH-10345     (new),    Tucson,    Ariz..    Tucson 

Community  Broadcasting,  Inc..  Req:   107.6 

mHz;    Channel   No.    298C     ERP:    14  4   kW: 

HAAT:  3527  ft. 
PBH-I0353    (new),   Dunedln,   Pla.,   Hispanic 

Broadcasting   Assoclatefl.    Req:    92.1    mHz; 

Channel  No.  221  A.   ERP:    1.8  kW;    H.^AT: 

362.6  ft.      

BPH-10354  (KTBP-PM),  Topeka,  Kans  ,  Har- 
ris Enterprises,  Inc.  Has:  100  3  mHz:  Chan- 
nel No.  2G20  ERP:  5  3  kW;  HAAT:  260  ft. 
(Uc).  Req:  100.3  mHz:  Channel  No  2620. 
ERP;   100  kW;  B.\-\T;  260.6  ft. 

BHP-10367  (new) .  Safety  Harbor.  Fla..  Tampa 
Bav  Concert  Radio,  Inc.  Req.  92.1  mHz; 
Channel  No.  221A.  ERP:  3  kW;  BAAT: 
288.6  ft.    (Allocated  to  Dunedln.  Fla  ) 

BPH-10369  (new).  Charlevoix.  Mich.  Island 
View  Broadcasting  Co.  Req:  105  9  mHz; 
Channel  No.  290C.  ERP:  100  kW:  BAAT; 
590  ft. 

BPH-I0370  (new),  Tucson,  Ariz..  Peter  M 
Marcus.  Req.  107.5  mHz:  Channel  No,  298C 
ERP:  14.1  kW;  HAAT;  3563  ft. 

BPH-I0371  (new).  Charlottesville.  Va., 
WUVA.  Inc.  Req:  92  7  mHz;  Channel  No. 
224A.  ERP:   .220  kW;  HAAT;   900  ft. 

BPH-10372  (new).  Hazlewood.  N.C..  Moun- 
tain Ridge  B/Ctlng  Media.  Inc  Req:  104.9 
mHz;  Channel  No.  285A.  ERP:  .125  kW 
BAAT;  1457  ft.  (Allocated  to  WaynesvUle, 
N.C.) 

BPH-10374  (new),  Yuma,  Colo..  Cen-Ten 
Productions.  Inc.  Req:  100.9  mHz;  Channel 
No.  285A.  ERP:  2.5  kW;  BA.\T;  340  ft. 

BPH-10375  (new) ,  Lubbock.  Tex  .  Radio  Lub- 
bock, Inc.  Req:  102  5  mHz;  Channel  No. 
273C.  ERP:   100  l^W;  B.^.^T:  228  ft. 
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BPH-10377      (KKEZ).     Fort     Dodge.-     low*. 
KWT.rr    Inc.  Has:   94.5  mHz:   Channel  No. 
233C     ERP:    50   kW;    H.\-^T:    290   ft.    (lie). 
Req:  94.5  mHz;  (Tharmel  No.  233C   ERP:  50 
kW:  HA.^T;  596  ft. 
BPH   103T9    (new  I.   Henderson.   Nev.,   KVOV, 
Inc.   Req:    100.5   mHz;    Channel   No.  263C. 
ERP:   10c  kW;  HAAT;  119  ft. 
BPH-10;)80    (new)     Saegertown.   Pa..  Saeger- 
town    Broadcasting    Corp.,    Inc.   Req:    94.3 
mHz;     Channel    No.    232A.    ERP:     3    kW; 
HAAT;  300  ft. 
BPH-10381  (new),  Forrest  Lake.  Minn  ,  Lakes 
Broadcasting    Co.,    Inc.    Req:     95.9    mHz: 
Channel  No.  240A.  ERP:  3  kW;  HAAT;  300 
ft. 
BPH-10382     (new),     Munice,     Ind.,     Munlce 
Broadca-stlng  Corp.  Req:  1ID4.9  mHz;  Chan- 
nel No.  285A    ERP:   3  KW;   HA-^T;   300  ft. 
BPH-10383    (new).    Canton.    Pa.    Galen    D. 
Ca.stlebiiry.   Jr    Req:    100  1    mHz:    Channel 
No.  261  A.  ERP:  500  kW;  HA.^T:  652  ft. 
BPH-10385    (KEBC).    Oklahoma    City.    Okla., 
Electronic  BroadcasUng  Co  Has:  94.7  mHz; 
Channel   No.   234C.   ERP:    5C   fcW;    HAAT; 
330  ft.   (Uc).  Req:  94.7  mHz:  Channel  No. 
234C.  ERP:   100  kW;  HA.^T;  440  ft. 
BPH-10387    (new).    Salmon     Idaho.    Dale    J. 
Smith    Req:   92  7  mHz;   Channel  No.  224A 
ERP:   1  8  kW;  H.AAT;        123."^  f! 
BPH-1033a    (new).    Dolograh.    Okla..    .Vmber* 
ProdU(  tions.  Inc.  Rec) :   i'>6  1  mHz:  cmnnei 
No.  29 IC.  ERP;    100  kW;   HAAT;   428  ft. 
BPH-i0389    (new).  Clyde.  Ohio.  The  Family 
B  cting    &    Communications.    Req:     100.9 
mHz;     Channel    No.    265.A.    ERP:     3    kW; 
H.^^T:  300  ft. 
BPH-10390   (WBYG).  Kankakee.  HI  .  WKAK. 
Inc.    Has:    99.9    mH?;     Channel    No.    260B. 
ERP:    6.6  kW;   HAAT;    210   ft.    (Uc).  Req: 
995  mHz;  Channel  No.  260B.  ERP;  50  kW; 
H.AAT;   500  ft. 
BPH-103P2     (new).    Richfield.    U'ah,    Sevier 
Valley    Broadcasting    Co.    Req:    93.7    mHz; 
Channel  No.  229C.  ERP:   27.2  kW;   HAAT; 
-821  ft. 
BPH-10393  (WPKG).  Concord.  NC  .  Concord- 
Kannapolis    B  ctlng    Co.,    Inc.    Has:    97.9 
mHz:    Channel    No.    250C.    ERP:     10    kW; 
HAAT;  390  ft.  (Uc).  Req:  97.9  mHz.  chan- 
nel No.  250C.  ERP:    50  kW;   HAAT;   393  ft. 
BPH-10394    (new).    Frankfort.    NY.    WBVM 
Associates     Req:    92  7    mHz;    Channel    Nq. 
224A.   ERP:    1.45   kW;    H.\AT;    410  ft.    (al- 
located to  Herkimer   NY) 
BPH-10395     (new).    Richland.    Wash,    Kale. 
Inc.    Req:    94.9    mHz;    Channel    No.    235C. 
ERP:  100  kW;  H.AAT;  1250  ft. 
BPH-10396   (WARY).  Wllminpton.  N.C.  New 
Hanover  Broadcastini;  Co.  Has:  102.7  mHz; 
Channel  No.  274C.  ERP:  50  kW;  H.AAT:  145 
ft.    (Lie).    Req:    102  7    mHz:    Channel    No. 
274C.-ERP:  100  kW:  HAAT:  357  ft. 
BPH-10400    (new).   Clean,   N.Y..   Great  Dane 
Broadca-stlng  Corp.  Req:  100.9  mHz;  Chan- 
nel No.  265A.  ERP:   155  kW;  HAAT:  405  ft. 
BPH-10402  (new),  Omak,  Wa.sh.,  Komw.  Inc. 
Req:   92.7  mHz:    Channel  No.  224A.  ERP: 
3  kW;  HAAT:  -836  ft. 
BPH-10404    (new),   Clinton,   Okla.,   Cllnton- 
Cordell    Broadcasting   Co.,   Inc.   Req:    95.3 
mHz;     Channel    No.    237A.    ERP:     3    kW; 
HAAT:   300  ft. 
BPH-10406  (KSAQ) .  San  Antonio.  Tex..  Radio 
Alamo.  Inc.  Ha.s:    100.3  mHz;   Channel  No. 
262C.  ERP:    100  kW,   H.^AT:    155  ft.   (Lie). 
Req:    100.3  mHz;   Channel  No.  262C.  ERP: 
100  kW;  HAAT:  501  ft. 
BPH-10407       (new),       MUUnocket.       Maine, 
Katahdln     Radio,     Inc.     Req:     97.7     mHz; 
Channel  No.  249A.  ERP:  3  kW;  HAAT:  190 
ft. 
BPH-10408    (WLTE),    Waycroes.    Gv.    Radio 
Waycross,   Inc   Has:    102  5    mHz;    Channal 
No.    273C.    ERP:     100    kW;    HAAT:    200    ft. 
(Lie).  Req;   102.5  mHsc  Cb&xinM  No.  273C- 
ERP:  100  kW;  HAAT:  511  ft. 


BPH-10413  (new),  Brady.  Tex..  Radio  Brady. 
Inc,   Req:    »5J    mHz;    (Channel   No    237A 
ERP:  S  kW;  HA.\T.  55  ft. 
BPH-10414    (B3XS  FM).    KlUeeiX    Tex.    Ac- 
cent Radio  Corp  ,  Has     933  mHz;   Channel 
No.    2a7C     ERP:    3 J    kW;     HAAT:     175    ft. 
(Lie).  Req:    93.3  mHz;    Channel  No    277C. 
ERP :  100  kW;  HAAT  :  516  ft 
BPH-10415     (new),    Newport.    Vt.,    Newport 
Broadcasting  Corp.,  Req:  107.9  mHz:  Chaji- 
nel  No.  30OC.  ERP:   25  kW;   HAAT:    711    ft. 
BPH-10416    (new),   Collins,   Miss..   C-ovtngton 
Coimtv  Broadca.st«T?   Inc   Req     101  7  mHz: 
Channel  No.  268 A.  ERP:  3  kW;  H.^^T:  300 
ft. 
BPH-10417   (new).  Terrell.  Tex..  Terrell  Ra- 
dio.  Req:    107.1    mHz;    Channel   No.   296A. 
ERP:   2  kW;   HAAT:   300  ft. 
BPH-10419    (new).   Oakdale.   Calif..   Oakdale 
Broadcasting  Corp    Req     95  1  mHz:  Chan- 
nel No.  236B    ERP:  50  kW;  HAAT    459  ft 
BPH-1(M20   (new),  Newport.  N C.  The  Jones 
C-o,   Req:    103  3   mHz;    Channel   No    STTC. 
»ERP:   100  kW:  HAAT:  451  ft.  (allocated  to 

Morehead-Beaufort.  Inc  ) 
BPH-10426  (KH.\K-FM).  Cedar  Rapids.  Iowa, 
Communications  Properties,  Inc,  Has     98  1 
mHz;    Channel    No.    25 IC     ERP      6  8    kW: 
HAAT:  210ft    (Lie)    Req    98  1  mHz    Chan- 
nel No.  251C    ERP:  50  kW;  H.AAT     863  ft 
BPH-10427    (KTDK).  Tahlequah.   Okia  .   KT- 
LQ   Radio,    Inc.   Has:    101  7   mHz;    Channel 
No.  269A.  ERP:   li>  kW;  HAAT:  75  ft    (Lie). 
Req:    101.7  mHz;  Channel  No.  269A.  ERP: 
3  kW;  HAAT:  300  ft. 
BPH-10435  (KTCH-FM)  .  Wayne,  Nebr  .  Theo- 
dore  S    Storck.   Has:    104  9   hM?:    Chainel 
No    285A   ERP:  3  kW:  HAAT:   116  ft.  (Uc). 
Req:    104.9  niHz:   Channel  No,  285.\.  ERP: 
3k W;  HAAT:  300  ft. 
BPH-10437  (new).  Calhoun  City.  Miss..  Jesse 
R.  Williams.  Req:   102. 3  mHz;  Channel  No. 
272A.  ERP:   3  kW;   H.AAT:   300  ft 
BPH-10440    (new).    Greenfleld.   Ma.«  .   Poet's 
Seat    Broadca,«tlng.    Inc    Req:    95  3    mHz; 
Channel  No.  237A.   EBP:    .713  kW:    HAAT: 
553  ft. 
BPH-10441     (new),    Falmouth.    Ky .    Norkey 
Enterprises.  Inc.  Req:   95.3  mliz.   Channel 
No,  237A,  ERP:  3  kW:  HAAT:  300  ft, 
BPH-10442    (new).   Grass  Valley,   Calif.,   Ne- 
vada County  Broadcastera.  Req:  92.1  mHz; 
Channel   No.   281.\.   ERP:    290  kW;    BA.'VT; 
980  ft. 
BPH-10143    (new).  Marshfleld,  Mo.  Webster 
Coxintv  Broadcasting  Co.  Req:    104  9  mHz: 
Channel  No.  285.V  ERP:   3kW;   BA.^T     120 
ft. 
BPH-10444    (newt    Mechauisbiurg,   Pa.,    West 
Shore    Broadcastlag    Co.    Req:    93.6    mHz; 
Channel  No    22S.A.  ERP:   3  kW;   BAAT:   300 
ft.  ( AUoca,ted  to  Carlisle,  Pa.) 
BPH  10448     (KBPI),     Denver.     Colo,,     KBPI 
Progressive   Broadcasters,    Inc.    Haa:    105.9 
mHz;    Chaimel    No.    290C.    EBP:     100    kW; 
BAAT;  57  ft.  (Lie).  Req:  106.5  mHz;  Chan- 
nel No.  290C,  ERP:    100  kW^   B.\AT:   770  ft. 
BPH-10459    (new).    Sulphur,   Okla...   Lula   M. 
Stone.  Req:  100  9  mHz;  Channel  No.  265A. 
ERP:  3  kW;  B.\AT:  300  ft. 
BPH-10460    (KPLA),   Plalnvle^.   Tex,   Plain- 
view    Broadca.'^lnp    Co     Has      97  3     mHz: 
Channel  No   247C.  KRP    3  kW:  B.AAT:   125 
ft.    (Lie).    Req:     97  3    mHz:     Channel    No. 
247C,  ERP:    100  kW;   BA.\T:   439  ft 
BPH-10464  (new),  Pequot  Lakes.  Minn.,  Min- 
nesota  (Thrlstlaji   Brockdcasters.    Inc,    Beq : 
ICiOl    mHz;    Channel    No.    261A    KRP;     3 
kW;    BAAT:    300  ft.    (Allocated   to   Nlsswa, 
Mn.) 
BPH- 10466    (new).   Forest   City,    Iowa.    PUot 
Knob  Broadcasting.  R«q:  102  3  niH^;  Chan- 
nel  No.   272A   ERP:    3  kW;    HAAT-    300   ft. 
BPH- 10467      (WBNC-PM).      Ojnway,      N.H-, 
North  Country  Radio,  Inc.,  Has:  93.5  mHz; 
Channel    Na    228A    ERP:    3    kW;    HAAT: 
-230  ft.    (Lie).  BBq:    93.4  mH»;    Chaanal 
No.  228A.  ERP:  146  kW;  HAAT;  410  fV 


BPH-10470   'new).  Gladwin.  Mich..  Gladwin 
BroadcastUig  Co  .  Req:  103.1  niHz;  Channel 
No    2T6.V  ERP:    3  kW;    H.\AT:    148  ft. 
BPH-1047a   ^new).  CZasUe  Rock,  Colo.,  Mau- 
rice J   Devait.  Req:  92.1  mHz;  Channel  No. 
iilA.  ERP:  3  kW  H-AAF:  2i'i)  it. 
BPH- 10473  (new),  Audreus,  Tex.,  ZIA  Broad- 
ca&ung  Co.  Req:    105.5  mHz;   Channel  No. 
288A.   ERP:    3   kW;    HAAT:    210  8   ft. 
BPH-10474    (new),   Lufkln.   Tex..   Darrell    E. 
Yates,  Req:   99,3  mHz;   Channel  No.  257 A 
ERP:  1.3  kW;  HAAT:  352  ft.         • 
BPH   10475    (K(aWB-FM),   Moorhead.   Minn, 
Midwest  Radio  Co..  Has:  98.7  mHz;  Chan- 
nel No.  254C.  ERP:   100  kW;  HAAT:  410  ft. 
(He).    Req:    98,7   mHz;    Channel   No,   254C. 
ERP:  100  kW;  HAAT:  375  ft. 
BPH-10477     (new),     Llhue.     Hawaii,     Com- 
monlco     Honl     Corp,     Req:      93.6     mHz; 
(Thannel  No.  228A  EBP;   0  11   kW;   HAAT; 
1590  a. 
BPH- 10478  (new) .  Trenton.  Tenru  Trentona 
Inc     Req      97  7    mHz;    Channel    No.   249A. 
ERP:   3  kW;   HAAT;  237.4  ft. 
BPH- 10488     (W\T)H-FM).    Hazlehvu^t.    Ga, 
Je!T    Davis    Broadcasters,    Inc,    Has:     93,5 
mHz;     Channel    No.    228A    ERP;     3    kW; 
H.A.\T:     230    ft.     (lie)      Req:     93.5     mHz; 
Channel    No     228A.    EUP:    3    kW;    HAAT; 
300  ft. 
BPH-10489   (new).  Fort  Walton  Beach,  Fla., 
White  Sands  Broadcasting.  Inc.  Req:   92  1 
mHz;     Channel    No.    231 A    EBP;     3    kW; 
H.AAT:   196  ft. 
BPH-10524      (KXEW-FM)       Tucson.      Ariz., 
Grabet,  Inc.,  Radio  Enterprises    Has:   93  7 
mHz:     Channel    No.    2290     KRP;    29    kW; 
H.'VAT;     38     ft.      (lie).     Req:     93.7     mHz; 
Channel  No.  229C.  ERP;   28  I   kW;   HAAT; 
194  ft, 
BPED-2142   (new).  Mlddlefleld,  Conn..  Con- 
necticut Educ.  Television  Corp.  Req:  90.8 
mHz:    Channel   No.    313B     ERP;    2.1    kW: 
HAAT;  578  ft. 
BPED-2282   mew).  West  Orange,  NJ,  Bd.  of 
Educ.  West  Orange,  N.J.  Req:   88.9  mHz; 
Channel  No,  205D  TPO;   ,01  kW. 
BPED-2332    (WNIWM).   Salem.  Mass..   Salem 
State  College.  Has:  91.7  mHz;  Channel  No. 
219D.  TPO:   .01  kW,  (Uc).  Req:  917  mHz; 
Channel    No.   219A.   ERP;    .13   kW;    H.AAT: 
85  ft 
BPKD  2351     (new).    Wlndna,    Minn..    Saint 
Marv's   CoUeee     Req:    90J)   mHz;    Channel 
No    215D    TRO:    ,01   kW. 
BPED-2371   (KIEP).  El  Paso   Tex..  University 
of    Texas    at    H    Paso.    Has:     88.6    mHz; 
Channel   No    203C    ERP;    38   kW;    H.AAT; 
1(>20  ft    (lie)    Req    88  5  mHz;  Channel  No. 
203C    ERP:   100  kW:   H.A.4T:   732  ft 
BPED  2385  (  WHSS)  .  Hamilton.  Ohio,  Hamll-  ^ 
ton   Cltv  School   District    Has:    89  5  mUx: 
Channel    No     2080,    TPO:    .01    kW.    (Uc). 
Req:    89  5   mHz;    Channel  No.  a08A  ERP; 
.188  kW;  H.AAT;  285  8  ft. 
BPEr>  2390  inew) .  Derby.  Conn..  Stand,  Inc. 
Re<j     90.1   mHz;   Channel  No.  211D.  TPO: 
,01  kW. 
BPFD-24fX>  fnew^ .  Dodee  Cltv   Kan*  .  Dodt'e 
Cltv   Communltv  College    Req:    919   mHz; 
Channel  No    220D    TPO:   .01  kW. 
BPED  2401      (KLTT),     Albuquerque,     N.M.. 
C^.rlstlan  B  Ctlng  Academy,  Inc.  Has:  88  3 
mH7;    Channel    No.    202C     ERP:    3,4    kW; 
H,\AT:     —400    ft      (Ue)      Req:    88.3    mHz; 
Channel    No    209O     EBP:    1.8    kW;    HAAT; 
1039  ft. 
BPED-2402  (new),  Charlotte.  NO..  Charlotte 
Communltv    B /Ctlng    Found.    Req:     91.7 
mHz:    Channel    No.    219C.    ERP.    100   kW; 
HAAT:   666  fV 
BPEI>  2404    (V.^RY),    Valhalla.    NY..    West- 
chester   Community    College.    HAS:     BBJ 
mllz:     (Channel    No.    2030.    ERP    .014    kW; 
BAAT:     440    fL     (Uc).     (Mt    Klsco,    N.Y.). 
Req:   BB.6  mHK   Channel  No.  20aD,  TPO; 
.01  kW    (Valhalla.  NY) 
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BPED  2410  i  NEW  I  ,  Jftmest-)wn.  NT.,  James- 
town Community  College  Req :  91. 6  mHz; 
Channel  No   218D  TPO;    01  kW. 

BPED-2411  I  NEW).  Borrego  Springs,  Calif.. 
Biirrego  Springs  Unified  School  Dtst.  R«q : 
89  7  mHz:   Channel  No    a09C    ERP;  60  kW; 

BPEr>'J412  (NEWi,  CouncU  Bluff.^,  Iowa, 
I  .wa  Western  Community  Colletre.  Req: 
89  1  mH/,  Channel  No  209C  ERP,  50  kW: 
HAAT:    1303  ft 

BPED  241 J  (WWNOi,  Ne-A'  Or'.eaii-  I.a  ,  La. 
Cnlv.  and  Afc-rlcu!  and  Mech.  Colleee. 
HAS:  89.9  niH/:  Channel  No.  210C.  ERP: 
115  kW;  HAAT:  600  ft  (LlC)  Req:  89  9 
mH?,;  Channel  No  210C.  ERP:  50  kW; 
HAAT:  600  ft 

BPED-3415  (NEW),  Baton  Rouge,  La,  Ea.st 
Baton  Ro'.ige  School  Board.  Req:  90  1  mHz: 
Channel  No   211D  TPO:    01  kW. 

BPED  2432  (NEW).  Thou.sand  Oaks,  CallT,. 
Conejo  Public  Broadcasters.  Inc  Beq:  91. 1 
mHz:  Channel  No  216B.  ERP;  4.75  kW: 
R.AAT:  1276  ft.  (allocated  to  Moorpark. 
Calif  < 

BPED-2451  (NEW  I.  Las  Vegas.  Nev  ,  Nevada 
Public  Radio  Corp  Req:  89  6  mHz;  Chan- 
nel No   208C    ERP;  9  kW;  HAAT  215  ft. 
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FEDERAL   ENERGY 
ADMINISTRATION 

PRICE   AND   ALLOCATION 
INTERPRETATIONS 

Interpretations  Indexes 

AGEN'CY  Federal  Eiierg^.-  Adminl.-tra- 
tion. 

ACncs  Notice  of  Interpretation  In- 
dexes. 

SUMMARY  Attached  are  indexes  to  In- 
t-erpre  tat  Ions  1974-1  through  1977-6  is- 
sued by  the  Federal  Energy  Administra- 
Uon  I  F'EA  1 . 

FOR  FURTHER  INTORMATTON  CON- 
TACT: 

Richard  S.  Greene  (OfBce  of  General 
Couru'^eli ,  12th  and  Penni^ylvanla  Ave- 
nue NW.,  Room  514A.  Washington, 
DC.  20461.  202-566-9567. 

SUPPLEMENTARY        INFORMATION : 

Pursuant  to  FE-A's  initial  notice  con- 
cerning publication  of  Interpretations  in 
the  FEnER.-^L  Register  (42  FR  7923,  Feb- 
ruary 8.  1977 >  VEL\  has  now  completed 
Its  program  to  publish  Interpretations  is- 
sued In  1974,  1975  and  1976  pursuant  to 
10  CFR  Fcirt  205,  Subpart  F.  In  addition, 
sLx  Interpretations  issued  In  1977  have 
t>een  published  and  FEA  plans  to  con- 
tinue to  publL'^h  iDterjiretations  from 
time  to  time  as  they  are  issued. 

FE.A  Interpretations  have  been  pub- 
lished a."^  indicat^'d  in  the  following 
table: 

ft.de:rm-  fiegistt-r  citatio.v.s  for  pea 
Interprtt.^tions 


rURi'VCit    19"; 


Mav   18. 


1974-1    throjk'h    1974   29:   42  FR  . 
19T7. 

1375-1  thr.^-.gh  1975  74:  42  FR  23722.  May  10, 
1977. 

1976-1    through    1976  23-    42    FR   7923,    Feb. 
ruary  8,   1977. 

1976-24:    4:2  FR   10963,  February  25,   1977. 

1976-25    42  FR  23722,  May  10,  1877. 

1977-1  Oirough   1977-5:  42  FR  10e«3,  Febru- 
ary 26,  1977. 

1G77-5;  42  FB  17100,  March  31,  1977 


NOTICES 

Now  that  a  body  of  some  130  FEA  In-  (Rents),    Subpart   H    (New   Items',    or 

terpretatlons  has  been  published,   FELA  Subpart  K   (Natural  Gas  Liquids)    be- 

belleves  it  Is  appropriate  also  to  publish  cause  these  subjects  are  treated  under 

Index  materials  relating  to  these  Inter-  the  subject  entries  contained  in  Appen- 

pretatlons.  It  Is  expected  that  the  ap-  dix  A. 

pended  Indexes,  by  facUitating  access  to  Allocation     Interpretations     are     not 

published  FEA  Interpretations,  wUl  pro-  cross-referenced  in  Appendix  B  because 

vide  signiflcant  additional   guidance  to  the  structure  of  10  CFR  Part  211  lend* 

the  public  and  thus  reduce  the  number  itself  weU  to  the  general  subject  entrv 

of  interpretation  reciue.'^t'^  submitted  in  system  of  Appendix  A  but  not  to  the 

the  future.  In  addition,  the  attached  in-  broad  regulatory  or  industrial  categories 

dexes  are  expected  to  facilitate  FEA  re-  of  Appendix  B 

view  of  pending  requests  for  interpreta-  Appendix  C  provides  an  index  of  In- 

^^°"          ,  terpretatlons  which  construe  or  comment 

Appendix  A  contains  a  general  index  of  ^n  FEA  Rulmgs  and  statutes  relating  to 

nearly  100  informal  price  and  allocation  pgA  re^ulatorv  authority, 

subject   entries,   such   as   "Base   Period  -«-.»   t   .          *  »•         J         j  ^      .v, 

c.  „ii„    ••  ..oioo       f  Eh,-  u^r.      ..  ..o*^  •  PEA  Interpretations  depend  for  their 

sale   Purchaser-Reseller  "   Thesp  *»ntrip<!  Statement  usea  as  a  oasis  lor  me  inier- 

saie  purcna^ei  Keieiier.      inese  entries  prgtatlon    (10    CPTR    205.84(a)  (2 •     and 
are  followed  in  each  case  by  the  refer-  ^e   rescinded   or   modified  at   any 

ence  number  of  published  Interpretations  ^^^^  ( §  205 .85  ^  d )  • .  Onlv  the  persons  to 

which  coivstrue  or  otherwLse  direcUy  re-  ^^^^^  interpretations  are  addressed  and 

late  to  the  subject  entry  concerned.  ^^^^^^       ^^^^,  ^.^^^^  mterpreta- 

Apf^dixB  provides  a  cross-index  to  ^^^^  ^^  ^^^  ^^  ^^titled  to  rely  on 

FEA  Price  Interpretations  according  to  ^^^^    (§205.85.0.    An    Interpretation 

the  major  regula  ory  subdivisions  of  10  ^^  modified  by  a  subsequent  amendment 

^   ^""V- rl^^r^X-\   ^^^^J^   °^^^°"  to  the  reflation. s.   or  ruling. s)   inter- 
ducers  of  Crude  OH .,  Subpar     E   (Re-  ^ed  thereby   to  the  extent  that  the 

finers..  and  Subpart   F   .Resellers  and  interpretation  is  inconsistent  with  the 

Retailers  .Appendix     B     provides     a  amended     regulaion(s)      or     mling.s) 

broader  mdex  ^-^uch  may  be  useful  in  ( 5  205.85 (e.  . .    In   addition.   Interpreta- 

cases  in  which  the  question  at  issue  re-  ^^0^3  ^re  subject  to  appeal.  The  Inter- 

lates  to  more  than  one  of  the  specific  pretations    indexed    herein    have    been 

subject  entries  in  Appendix  A,  relates  to  published  only  for  general  guidance  In 

Subpart^s  D,  E  or  F  generally,  or  relates  accordance  with  the  reasons  set  forth  in 

to  a  matter  for  which  no  spet ific  entry  ^he  FEA  Notice  first  cited  above, 
is  found  In  Appendix  A  Append Lx  B  may 

also   be   used    to  locate   Interpretations        Issued  in  Washington,  D.C.,  May  25, 

which  are  related  only  Indirectly  or  tan-  1977. 
gentiaUv  to  the  question  at  issue.  Eric  J.  Fygi, 

Appendix  B  does  not  include  other  sub-  Acting  General  Counsel. 

divisions  of  Part  212.  such  as  Subpart  Q  Federal  Energy  Administration. 

Appendix  A 

SUBJECT  INDEX  FOR  FEA  INTEPBETATIONS   (1974-1  TtlROVCTl   1977-6) 

Acquisition    rule 1976-9 

Affiliated  entitles,  def 1976-4 

Allegation  entitlement - 1974^17;  1976-37 

Allocation  entitlement,  method  of 1974-19 

Allocation   entitlement,   transfer  of 1974-28;  1975-35 

Alk.caUon  levels 1974-1 

Average  daily  production,  def. - 1974-22;  1976:  -4,-43 

.A-isigruiient  by  FEA 1976-26 

Base  period  supplies 1974:  -6,  -15:  1975:  -31,  -73 

Ba.se  period  supplier,  designation  of 1974-21 

Base  period  supply  obligations r—  1974-25:  1976-11 

Biuse  period  volume 1975-50 

Ba-^e  price —  1975-5 

BPCL  1975-27:  1976-18 

Base    rent'"r^le. 1974: -24, -28 

Ba.se  reiit  rule,  lease  termination lfl75-58 

Benzene  and  toluene,  special  rules  for 1976-10 

Blendlnc   oosts.   retailer 1975-74 

Bonded  fuel,  def._. 1»75:  -8,-26,  -46 

Bonded  fuel  exemption 1975:  -8,  -26,  -46 

Borrow-pay  back  rule ---a- 1975-30 

Burning  of  petroleum  products  by  power  genera-  1976-25 

r.,^"',  V,  1974-7     1975:  -6,  -8,  -33,  -81,  -47,  -«•; 

Cla.'is  of  purchaser — ^I'       .      .     -     -j, 

1976:  -1.  -6.  -7.  -70 

Commission  agents  or  consignees - '  1974-10;  1975:  -13,  -31.  -ffl 

Competitive  bids 1975-«6 

Cast  of  crude  oil,  def 1978-4 

Covered    products 1976-24        

crude  on    def —  ^^J^^-  '^'^-^ 

Crxide  oil  ceiling  prices  rules,  long-term  contracts  1977-2 

(premiums!.  ,onA^^    lOTd-ifl 

Current  cumulative  deficiency - -       —Tji, 

Customary    discounts J^Zt"^ 

D.  s:bp:-irt,   par'  212 1977-3 


Noncs 

AppuTDiz  A — Contlntied 

December  1  rule - 1974:  -a.  -S,  -4;  1975-46;  1»7«:  -1^  -• 

EPAA  supercesslon  of  other  Federal  laws 1974-37;  197B-16 

Entitlement*    program 1975-31;  1976-21,  1977-1 

Equal    application    rule — - — 1975-5;  1976-17 

Export  sales  deduction __- — 1975-21 

r   subpart:   part  31» 197&^:  1977-3 

p.,j.jn     def 1575:  -a. -30. -60. -M. -69;  1976:-».-at 

1977-6 

Fln>t  sale,  def -- - —  l>76--t 

Five  percent  rale 1974-14:  1977^ 

Guam    1975:  -8,-26. -i« 

Import    exemption —  1975-24  » 

Inventories     -• 1&75  23 

K,  subpart,  part  212 —  1976:  -2,-5;  1977-» 

Naphtha    allocation 1975-44 

N.  G.  L.  products 1974-13;  1977-S 

New  and  released  crude  oil 1975-2 

New  item  and  new  market  rule 1974    -23,  -24;  197tt:  -«.  -*:  197e:  -»,  -f 

"New"  motor  gasoline  retail  sales  outlet 1976-61 

"New"  wholesale  purcha-xer  reseller 1975-67 

Non-product  cost  increases 1975:  -48,  -59.  -74 

Normal    business   practices 1974:  -3,  -18,  -37;  1978:  -49.  -« 

Once-a-month     rule 1975-64 

Over-recoupment 1976-13 

Passenger  transportation  services 1975-65 

Posted   price,   def 197fv-i 

Price  octane  number  Information  and  posting 197S-9 

Procedural  requirements 1975-40;  1976-lJ 

Processing    acrreements 1974—6 

Producer,     def 1974  20 

Product  cost   InTea-ses 1974-5 

Product    cost    Increaaea,    carryover    of;    contracts  1975-16 
entered  Into  on  or  before  September  1.  1974. 

Prooane    al!.->cation 1975-14;  1976:  -19, -« 

Property,   def — -  193^-22;  1976:  -1 -t -27. -O;  19TT-1 

Refined  petroleum  products,  def 19.5-1 

Refiner,    def 19"+-13^  '^"^^'  '-^-^ 

Refiner  price  formula.  "V~  factor 1975-7 

Refinery   yield 1976-23 

Refunds  . -  l^'^^^ 

Rent,    def ^^^^ 

Rent  reenlations  fsee  also  base  rent  rule) 1975-69 

Reportlne    requirements,    reflner.— —  1975-11 

Reseller   def_    . -       '^^'^'  '^<^^'  ^^-* 

Residual   fuel  oil,  def 1975-29 

Retailer     def - l^^"*- '2:  197«^3 

Retaliatory    actions -      19J5^-«3 

Sales  by  Federal.  State  and  local  governments 1974-i;  1976-18 

Sanitation  services,  def 1974-1:  1975-39 

Seller    def 1976-8 

State  tax  Increase  pass-throu^ 1975-18 

Stripper   well    lease   exemption 1974:  -22, -26;  1975:  -4, -10, -41, -« 

Supplier,  def 1976-23 

Supplier  purchaser  relationship - IS"'*:  -^"^  -18,  -19;  1978:  -30.  -M;  19Tfc 

-13.-14,-18 

Supplier     substitution 1976-26 

Surplus  produrt.  purcha.se  of —      1974-19;  1975-30 

SNO   feedstock  allocation 1975-34 

Temporary  discounts  on  May  15.  1973 1975-6 

Transfer  pricing 1974-20 

Transportation    costs    to    reseller,- retailer    Inren-      1977-4 
tory. 

rnited  States,  def.. 19"5:  -8,-26.-48 

Unitization     -      1974-22;  1975;  -X -4. -10, -27 

Unleaded   gasoline 1976-3 

Waste  crude  oil,  reclamation  of 1974:  -11,  -20 

Wholesale   purchaser -consumer,    def 1975:  -S7.  -53 

Wliole   purchaser-reseller,   def ^974:    -la    -13;    1975-13.   -17,   -H.   -81, 

-37,  -38,  -63,  -eo,  -87  -68  -TO,  -71,  -tl 

Appendii  B 

PABTTaL  Ei:r.UL.\TOBTCROSS-rNDEX  FC>B  FIA  PWICX  rinXE.PErTATIONS    (1874-1   THROUGH  l»7T-«> 

Subpart  D — Produccrt  of  Crude  OH 
1974: -8. -11.-20, -22, -26.  v 

1975:  -2.  -4,  -10,  -27,  -29.  -41  -43  -43. 
1976:  -4.  -16. 
1977:  -1.-2,-3. 

Subpart  S — Be/hien 

1974:  -13,  -14.  -16,  -2a 

1975:  -1.  -3.  -5.  -7,  -11,  -12.  -16,  -22,  -31.  -«.  -47.  -83.  -68, 

1976:  -1,  -3,  -4,  -9,  -10,  -17. 

1977:  -6. 
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Apt^nxiix  B— Continued 
Subpart  F— Resellers  and  Retailers 
1974:  -6.  -7,  -12,  -14.  -23. 

1975:  -1,  -3,  -«,  -e,  -18,  -48,  -49   -  55.    59,  -64,  -74. 
1970:  -2.  -4,  -«.  -7,  -8.  -9 

1977:  -3,  -4,  -« 

Appendix  C 

statutes  and  fea  rulings  constkued  by  fea  interpretations 

{interpretations  1974-1  through  1977-«) 

FE.\  rulings:  FEA  Interpretations 

1974_3' 1975: -61, -62;  1976-26 

1974-4  ".'.'. - 197&-18 

1974-10 1974r-16 

1974^11   _— 1976-15 

1974-15 - -  1975-39 

1974-17  - 1975-66 

1974-18  1975: -6, -66;  1976-20 

1974_19    " 1974-15;  1975:  -52. -56 

1974-20  ■_■""'-""--'-— —  -  197*-24 

1974-24 1974-28 

1974-29  1975:^11.^3 

1975-1  — 1975-74:  1977-4 

19-5_2    '  1975:-22,^7, -63. -6G;  1976:  -1,-20 

1975-8  1975:  -33.  -60,  -67.  -70.  -71.  -72;   1976-23 

1975-9    ""."."-'."-'.'"II- -  1975-74,  1977-4 

1975-10    -.. 1977-4 

1975-12   -  1975: -41, -t3 

1975-14 - - -  197^8 

197.5-15 1975-42 

1977-1    1977-1 

Statutes  ^^^  Interpretations 

Emergency  Petroleum  Allocation  Act  of  1973,  as  1974:  -6,  -13,  -22;  1975:  -1.  -15:  1976:  -4. 
amended,  "^'  ~22.  -23 

Federal  Energy  AdmlnLstratlon  Act  of  1974 1974-13 

Economic  Stabilization  Act  of  1970.  as  amended-  1975-12 

IFR  Doc  77   15459  Filed  5-26-77;2:34  pm] 


and  served  upon  Barco  Inter - 
1  Corp. 

Leroy  F.  Fuller, 
Director,  Bureau  of 
Certification  and  Licencing. 

|FR  Doc.77-15607  Filed  5-31-77;8:45  am] 


FEDERAL   MARITIME   COMMISSION 

|I:;aLve;idei.t  Ocean  Frelgh'  F'.r.viirc   - 
License  No.  505-Rl 

AMCO   CUSTOM   BROKERAGE 

Order  of  Revocation 

Bv  1--Nr  dated  April  21.  1977.  Mr. 
.■\rthur  I.  Keegan,  Arnco  Custom  Broker- 
age, 208  South  3rd  Street,  Philadelphia, 
Pa.  19106,  was  advl.sed  by  the  Federal 
Maritime  Commission  that  Inciepedcr.t 
Ocean  Freight  Forwarder  License  No. 
505-R  would  be  automaticall.v  revoked 
or  su-'^t^ended  imless  a  valid  surety  bond 
was  filed  with  the  Commission  on  or  be- 
fo-e  May  21,  1977. 

Section  44'C'.  Shipping  Act.  1916, 
provides  that  no  independent  ocean 
freight  fonvarder  license  shall  remain 
in  force  unless  a  valid  bond  is  in  effect 
and  on  file  with  the  Commission.  Rule 
510  9  of  Federal  Maritime  Commission 
General  Order  4,  further  provides  that 
a  license  will  be  automatically  revoked 
or  s'L'iijended  for  failure  of  a  licensee 
to  niaintain  a  valid  bond  on  file. 

Arnco  Custom  Brokerage  has  failed 
to  fumL^h  a  valid  surety  bond. 

By  virtue  of  authority  vestc-d  in  me 
by  the  F<»deral  \Larutme  Commission  a-s 
set  forth  In  Manual  of  Manual  of  Orders. 
Commission  Order  No,  201.1  'Revised  > 
Section  5  01'C>   dated  June  30,  1975; 

It  is  ordered.  That  Independent  Ocean 
FYelght  Forwarder  License  No.  505-R  Is- 
sued to  Arnco  Custom  Brokerage  be  re- 
turned to  the  Commission  for  cancella- 
tion. 


/*  ^^  further  ordered.  That  Indepen- 
dent Ocean  Freight  Forwarder  License 
No.  505-R  be  and  Ls  hereby  revoked  ef- 
fective May  21,  1977. 

It  !.9  further  ordered.  That  a  copy  of 
this  Order  be  published  In  the  Federal 
Register  and  served  upon  Amco  Custom 
Brokerage. 

Leroy  F.  Puller, 
Director,  Bureau  of 
Certification  and  Licensing. 

IFR  Doc.77-16506  Piled  5-31-77:8:46  am] 


[Independent  Ocean  Freight  Forwarder 
License  No.  293] 

BARCO   INTERNATIONAL   CORP. 

Order  of  Revocation 

On  Mav  31,  1977,  Barco  International 
Corp  .  7875  NW.  29th  St.,  Miami.  Flori- 
da 33148.  voluntarily  surrendered  Its  In- 
deix>ndent  Ocean  Freight  Forwarder 
License  No.  293  for  revocation. 

By  virtue  of  authority  vested  to  me 
by  the  Fecieral  Mantiir.e  Commission  as 
set  forth  In  Manual  of  Orders,  Commis- 
sion Order  No.  201.1  (Revised),  Section 
5.01(b),  dated  June  30.  1975; 

It  is  ordered.  That  Independent  Ocean 
Freight  Forwarder  License  No.  293  Is- 
sued to  Barco  International  Corp..  be 
and  is  hereby  revoked  effective  May  31. 
1977  without  prejudice  to  reapply  for 
a  license  in  the  future. 

It  is  further  ordered.  That  a  copy  of 
this  Order  be  published  In  the  Pederal 


CERTIFICATES  OF   FINANCIAL 
RESPONSIBILITY   (OIL   POLLUTION) 

Certificates  Issued 

Notice  is  hereby  given  that  the  follow- 
ing vessel  owners  and  or  operators  have 
established  evidence  of  financial  respon- 
sibility, with  respect  to  the  vessels  In- 
dicated, as  required  by  Section  311<pi  '  1 ' 
of  the  Federal  Water  Pollution  Control 
Act.  and  have  been  issued  Federal  Mari- 
time Commission  Certificates  of  Finan- 
cial Responsibility  'Oil  Pollution  pur- 
suant to  Part  542  of  Title  46  CFR 

Certificate 

No.  Owner/Operator  and  vessels 

01015...     A  S  Rederlet  Odfjell:   Boic  Sky 
01039...     Den     Norske     Amerlkalln]e     A  S: 

Bergensfjord 
01172...     H.  Clark.son  &  Co.  Ltd,:  Clarkspey. 
01185 —     Aksjeselskapet    Kosmos:     Japana 
01330...     Shell   Tankers    (U.K  )    Ltd  :    Liti- 

opa. 
01935 —     Partnership     between     Steam.ship 

Co.  Svendborg  Ltd.  and  Steam- 
Co.  of   1912   Ltd,:    Karama   Ma- 

ersk. 
02037.-.     Shosen    Miteui     Kyaku.sen     KK: 

Nippon  Maru. 
02039...     "Gryf"     Deep     Sea     Fl.shing     Co  : 

Avoior. 
02195...     Welsh    Ore   Carriers    Ltd.:    Welsh 

Voyager. 
02286...     China    Union    Llne.s    Ltd.:     Union 

Fraternity . 
02287 International    Union    Lines    Ltd.: 

Union  Beauty. 
02341.    -     Konlnlljke  Nederlandsche  Stoom- 

boot-Maat«chappiJ     B  V        Hol- 

landia. 
02492 Interstate    and    Ocean    Transport 

Co.:  Ocean  262. 
02491..-     Transworld    Drilling    Co  :     Tran.t- 

world  Rig  61.  Transworld  DrUl- 

ing  Tender  IV. 
02660 Partenreederel    MS    Inge    Kruger- 

Korrespondentreeder  Hans  Kru- 

gerOMBH:  Inge  Kruger. 
02876 Kabu.shikl  Kalsha  Hokkaido  Gyo- 

gyo  Kosha:  Kohoku  Maru  No  15 
02958 Kawa.saki   Kisen   K.K,:    Shinanog- 

aua  Maru- 
02977...     J.    Ray    McDermott    &    Co,.    Inc: 

McDermott   Tidelands  015. 
03389 Sanwa    Shosen     K.K.:     Shinnichi 

Maru. 
03462...     Mitsubishi  Koseki  Yu.so  K  K  :  Nep- 
tune Diamond. 
03614 AS     Krlstian     Jebsens     Rederl: 

Bin^nes. 
03735...     Penrod    Drilling    Co.:    Penrod    66. 

Petlrod  68.  Penrod  69 

03893 Skaariip    Shipping    Corp  :    Feddy. 

03923...     Shlnwa  Kalun  Kalsha  Ltd.:  Tobata 

Maru . 
04012 Lib-Ore      Steamship      Co,      Inc.. 

Tarpon. 
04126 JngoUnlJa  Rijeka:   Klek.  Tuhobic, 

Visevica,    Zvir.    Kastav,    Kralje- 

vica.  Lovcen.  Pionir.  Treci  Maj. 

Nikola      Tesla.      Susak.      Drava, 

Losinj,     Opatiia.     Senj,     Bakar. 

Volosko.  Dunav,  Hreljin. 
04196...     Otto  Candles  Inc:   OC-350. 
04276...     Rlvto»-  Stralt,s  Ltd  :    Riitou:  Car- 
rier. 
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Certificate 

No.  Ovmer /Operator  and  Vessels 

04289.--     Dixie     Carriers     Inc:      ETT     110. 

ETT  lis. 
04386---     Maritime  Co.  of  the  Philippines: 

Palawan. 
04394...     Philippine    President   Lines    Inc.: 

Ocean  Royal. 
04413---     Leif  Hoegh  &  Co   .'i  S:  Hoegh  Mar- 
lin,     Hoegh     Musketeer.     Hoegh 
Mascot,  Hoegh  Merit. 
04520-.-     K    K,  Ibaragi-ken  Gyogyo  Kosha: 

Ibaraki  Maru. 
04532--.     Shohacht    Ohuchi:     Taisho    Maru 

No.   15. 

04535.--     Elzi  Uehara :    Kochi  Maru  No.  66. 

04542...     Choe    Okado:    Chokyu    Maru    No. 

2.  Chokyu  Maru  No.  11,  Chokyu 

Maru  No.  25. 

04594...     The  Velley   Line  Co.:    L.  J.   Sulli- 

i:an. 
04769--.     Texaco  Norway  AS:   Texaco  Ber- 
gen. 
04770 Texaco  Panama  Inc.:  Texaco  Car- 
ibbean. 
05004   -.     Flowers  Transportation  Inc.:  ilf iss 

KAE-D. 
05204--.     Steuart  Transportation  Co,:  STC- 

412. 
05239---     Zapata    OfT-Shore    Co.:     Vinegar- 

roon. 
05432...     Lloyd  Triestion-Societa  Per  Azionl 
Dl  Navigazlone:    Africa,  Lloydi- 
ana. 
05579---     Black   Sea   Shipping  Co.:    Soviet- 

skiye  Profsoyxtzy. 
05736...     Flota  Cvibana  De  Pesca:    Rio  Na- 

jasa.  Rio  Jibacoa. 
05767 Neptune   Orient  Lines  Ltd.:   Nep- 
tune Coral. 

06042 Luzon    Stevedoring    Cor,:    Parkin. 

06248 Commercial     C-orp.     ■■Sovrybflot": 

Antanas  Snechkw.  Taras  Shev- 
chenko. 
06399...     Totumaru     Kaiun     KK:     Eitoku 

Maru. 
06429---  Ta  Cheng  Marine  Co  .  L:d,:  Great 
Concert,  Great  Universe.  Great 
Welfare.  Great  Fort.  Great  Suc- 
cess. Great  Victory,  Great  Faith. 
Great  Glory. 

06511 Associated    Shipping    Corp.    Ltd.: 

Eastern  Confidence.  Camphor. 

06640 Aomori   Prefectura!    Government: 

Aoinori  Maru . 

06676 Overseas  Maritime  Ltd  :  Sachsen- 

hausen. 

06679 C-ompania  Arrendataria  Del  Mono. 

polio   De   Petroleos   S.A.:    Cairo 
Sotelo. 
06806.--     Korea  Marine  Transport  Co.  Ltd.: 
Korean   Crystal.   Korean   Emer- 
ald. 

06877 Societe   Prancai.';e   De   Transports 

Maritimes:  Sologne. 
06952---     F.ir  Ea.=t  Shipping  Co.  Ltd.:  Silver 
Cardinal. 

07235 A  S  Songa:  Late /tn;a, 

07360 Hokuyo  Suisan  Kabushiki  Kaisha: 

Hoyo  Maru  No.  21.  Hoyo  Maru 
No.  3.  Hoyo  Maru  No.  2,  Hoyo 
Maru. 

07398 Tasman    Navigation    Corp..    Ltd.: 

Propect. 
07640---      Exxon     Co..     USA:     CTCO     185, 

CTCO  186,  H  2008. 
07765-..     Tex  Barge  Inc  :  PC-260-1.  PC  1402 
B,PC-260-3. 

07816 Kabushiki     Kaisha     Kyodogi.mil: 

Sumi  Maru  9001. 

07880 Loglcon   Inc  :    Logicon    2702,   Star 

Shamrock. 
07942--.     Solstad     Rederl     A  S:      Wolfgang 
Russ. 

08847 P-AAl.  Flota  Argentina  Mineralera 

SA.  De  Navegaclon  C.IF.MI  : 
Ptinta  Indio. 


CertHlcate 

No.  Oicner  Operator  and  Vessels 

08370-.-     Indiana  &  Michigan  Electric  Co,: 

Ned  C    Sheats.  Haroid  Turner. 
08816...     Marukyu        Gyogyo        Kabushiki 
Kalsha:   Fukukyu  Maru  No.  15. 
Fukukyu  Maru  No.  21. 
08827...     P.E,  Bentsen  AS:  Anett  Bentsen. 
Susann  Bentsen,  Gerda  Bentsen, 

Birgitte  Bentsen. 
08948...     Veb        Deuttracht        Seereederel: 

Schuarzheide.  Lutzkendor), 

Heinersdorf,      Schuedt.      Grim- 

rien.  Wolfen.  Zeitz.  Grodeitz. 
09137.-.     Arne   Telgens   Rederl   A  S:    Tora- 

sund. 
09329...      Rederikommandltselskabet  Steen- 

coasters  IV:   Jytte  Steen. 
09422...     Inland        River        Transportation 

Corp  :  1-51. 
09423 Teh-Hu    Cargocean    Management 

Co.  Ltd.:    Spacious. 
09775---     South    East    Shipping    Co.    Ltd.: 

Central. 
10190...     Union     Gulf     Marine     Co.     S.A.: 

Union  Hong  Kong. 
10239...     The   Soo    River    Co  :    H.C.    Heim- 

becker. 
10273--.     Namyangsa  Co.  Ltd.:  Cipsa  No.  1. 

Cipsa  No.  2,  Cipsa  No.  5,  Cipsa 

No.  6. 
10352 Anglomar       Supertankers       Ltd.: 

Stolt  Lion. 

10409 Oy    Gustav    Paulig    Ab:    Patricia. 

10495--.     Shipmair     B.     V.      (Rotterdam): 

Passaat  Brasil. 
10829 Egyptian      Navigation      Co.:       Al 

Chatby. 
10910 Naviera   Peninsular   S.A.:    Azuero 

Cuatro. 
10962 Shoe!   Suisan   Kabushiki   Kalsha: 

Matsuei  Maru  No.  11. 

11381 Ulkokaupat  Oy:  if ara. 

11394--.     Sedco   Maritmie   Inc  :    Sedco   708. 
11492 Wakamatsu       Kalun      Kabushiki 

Kaisha:  Tensha  Maru  No  1. 
11611 Amphitrite  Shipping  and  Trading 

Corp,,  S.A:   Petrola's  Seama!:ter 

20. 
11638.-     SC   Deckshlps  3  Ltd.:    Delicia. 
11667 Ingram    Transportation    Co.:     IB 

2013  L.  IB  1106  B.  IB  1107  B,  IB 

2011    L,   IB    2012    T.   IB    2014    T. 

IB  2306  B.  IB  2307  B. 
11837...  A  S  Havfugl:  Har/a;;.-. 
11873 Cclumbia  Slarine  Lines  Inc.:  600, 

601.  602. 
11880 The    General    NationaJ    Maritime 

Transport  Co.:   Serir.   Marsa  Fl 

Harxga 
11931 Macklnnon      Mackenzie      &      Co, 

Ltd  :  Chanda. 
12051 Asahl  Gyogyo  Kabushiki   Kaisha: 

Ai^a^ii  Maru  No  8. 
12115. --     Nippon  Kyodo  Hogei  KK  :  Syonan 

Maru.     Syonan      Maru      So.      2. 

Konan     Maru     No.     21.     Konan 

Maru   No.  22,  Koruin  Maru   No. 

23,  Konan  Maru   No.   27.   Toshi 

Maru  No.  12. 
12180--.     Yacintos      Shipping      Co..      S  A  : 

Theodoros  V. 
12293-..     EHmitrios    M.    Kotsakis:    Northern 

Froft. 
12335.-.     United    Barge   Co  :    Peter  Fanchi, 

Ed  RenshaTT- 

12372 Kr.ma    Shipping    Corp  :    Zao 

12399---     K  S  Nova  Tanker  .V  S:  Dyvi  No;  a 
12405 Seecon   Schiffahrtskontor   GmbH 

Juhenas,  Gxgondas.  Comas. 
12422...     Linnet  Shipping  Co,  SA:   Linnet. 
12434 United        Arab        Shipping        Co 

(SAO.):      Ibn     Almoatz.     Ibn 

Sina,  Ibn  Malik,  Ibn  Khallikan. 

12459 Molena  Gamma  Inc:   Lorfri. 

12486...     Shine  Haei  Fisheries  Ltd,:   Sh:ng 

Hwei  No.  16. 


Certificate 

No. 
12487... 

12488--- 

12496-.- 

12497.-- 
12499... 
12503--- 

12507--. 
12514--- 

12517--. 

12522-.. 
12529... 

12547... 

12552... 

12559... 

12566... 


Owner /'Operator  and  Vessels 

William    Navigation    Corp..    S.A.: 

William. 
Rol>ert    Navigation    Corp,    S.A.: 

Don  Roberto. 
Rederlet    for    MS.    Pearl    Castle: 

Pearl  Castle. 
Harrlsburg  Machine  Co.:   MS-I. 
The  Q.B.L  Inc.:  Sea  Striker. 
Rederiet  Helleskov:    Marie  Helle- 

skov. 
Daewonsa  Co.  Ltd,:  Dae  Soon. 
Giant  Tarzan  Marine  Corp.:  Giant 

Tarzan. 
Navios   Marlneros   Oceanica   S.A.: 

Theodoti. 
Caratlan  Transport  Inc.:   Weyroc. 
Hoi   Loong   Navigation   Ltd  :    An- 

dros. 
Madourl  Shipping  Co..  Ltd  :   Ma- 

douri. 
Maxltanks    Shipping    Inc  :     Van- 
guard. 
Golden  Etolphin  Steamship   Inc.: 

Golden  Dolphin. 
Loquat  Shipping  Pte    Ltd.:  Aven- 

ticum. 


Bv  The  Commission. 


IFR  Doc  71 


Joseph  C.  Polking. 
Acting  Secretary. 

15508  Filed  5-31-77:8:45  ami 


PACIFIC   WESTBOUND   CONFERENCE 
Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763.  46 
use.  814  >. 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  oCBce  of  the  Federal  Man- 
time  Commission.  1100  L  Street  NW., 
Room  10126:  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York,  NY  ,  New  Orleans.  Louisiana,  San 
Fiancisco,  California  and  San  Juan, 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing. 
may  be  submitted  to  the  Secretary,  Fed- 
eral Maritime  Commission.  Washington, 
D.C.  20573,  on  or  before  June  21.  1977. 
Any  person  desiring  a  hearing  on  the 
propased  agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi- 
dence. An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statemen  shall  set  forth  with  par- 
ticularity the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri- 
ment to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  ha.s  been  done. 

Notice  of  agreement  filed  by: 

Edward  D  Ransom,  Esq.,  LllUck  McHose  and 
Charies.  Two  Embarcadero  Center.  San 
Francisco,  California  94111. 
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Agreement  No.  57-108  amends  Article 

12if>(4)  of  the  Pacific  Westbound  Con- 
ference Acrrecment  to  provide  that  the 
neutral  body  shall  be  authorized  to  as- 
stv^s  liquidated  damages  In  an  amount 
not  to  exceed  $120,000  for  each  breach 
of  the  agreement,  tariff  rates,  or  rules 
and  regulations.  Presently,  the  agree- 
ment provides  for  a  graduated  scale  of 
liquidated  damages  to  be  assessed  In  the 
following  respective  maximum  amounts 
for  the  first,  second,  third,  fourth  smd 
subsequent  breaches.  I.e..  $20,000, 
$60,000,  $80,000,  and  $120,000. 

By   Order   of    the   Federal   Maritime 
Commission. 

Dated:  May  25. 1977. 

Joseph  C.  Polking, 
Acting  Secretary. 

[FR  Doc  77-15504  FUed  5-31-77.8:45  am] 


PORT  AUTHORITY  OF  NEW  YORK  AND 
NEW  JERSEY  AND  UNIVERSAL  MARI- 
TIME  SERVICE   CORP. 

Agreements  Filed 

Notice  Ls  hereby  given  that  tlie  follow- 
ing agreements  have  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  4€ 
U.SC.  814 >. 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreements  at  the 
Washington  ofEce  of  the  Federal  Mari- 
time Commission.  1100  L  Street  NW., 
Room  10126;  or  may  Inspect  the  agree- 
ments at  theiFleld  OfBces  located  at  New 
York.  NY.,  New  Orleans,  Louisiana.  San 
Francisco,  California,  and  Old  San  Juan, 
Puerto  Rico.  Comments  on  such  agree- 
ments. Including  requests  for  hearing, 
may  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  Comniksion.  Washington, 
DC.  20573,  on  or  before  June  21,  1977. 
Any  person  desiring  a  heartns;  on  the 
profKised  agreement  shall  provide  a  clear 
£ind  concise  statement  of  the  matters 
upon  which  they  desire  to  swlduce  evi- 
dence An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by 
a  statement  describing  the  discrimina- 
tion or  unfairness  with  particularity.  If 
a  violation  of  the  .A.ct  or  detriment  to  the 
commerce  of  the  United  States  Is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri- 
ment to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreements  <  as  Indicated  hereinafter) 
and  the  statement  should  Indicate  that 
this  has  been  done. 

Notice  of  agreements  filed  by: 

Mr  Francis  A.  Mulhem.  Deputy  General 
Couoftel.  The  Port  Authority  of  New  York 
and  New  Jersev.  One  World  Trade  Center. 
New  York.  New  York  10048. 

Agreement  No.  T-2884-9.  between  the 
Port  Authority  of  New  York  and  New 
Jersey  fPort»  and  Universal  Maritime 
Service  Corporation  (UMS* ,  modifies  tlie 
parties'  basic  agreement  providing  for 
UMS'  lease  of  Pier  2  at  the  Brooklyn 


Port  Authority  Marine  Terminal  to  be 
used  &s  a  mazine  terminal  facility.  Ttie 
purpose  of  the  modification  Is  to  elimi- 
nate the  consent  of  a  surety,  since  the 
relationship  between  UMS  and  the  sure- 
ty has  changed. 

Agreement  No  T-2885-12,  between  the 
Port  and  UMS.  modifies  the  parties'  basic 
agreement  providing  for  UMS'  lease  of 
Piers  4  and  5  at  the  Brooklyn  Port 
Authority  Marine  Terminal  to  be  used 
as  a  marine  terminal  facility.  The  pur- 
pose of  the  modification  Is  to  eliminate 
the  consent  of  a  surety,  since  the  rela- 
tionship between  UMS  and  the  surety 
has  changed. 

By  Order  of  the  Federal  Maritime 
Commission. 

Dated:  May  26.  1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

[PR  Doc.77-16505  FUed  5-3 1-77; 8: 45  am] 

FEDERAL   POWER   COMMISSION 

( Dock  et  No  ER77-365  i 

ALABAMA   POWER   CO. 

Filing  of  Initial  Rate  Schedule 

May  25,  1977. 

Take  notice  that  Alabama  Power  Com- 
pany (Alabama)  on  May  9, 1977  tendered 
for  filing  an  Agreement  with  Wlregrass 
Electric  Cooperative.  Inc..  intended  as 
an  Initial  rate  schedule.  Alabama  Indi- 
cates that  this  filing  concerns  the  pro- 
posed Webb  delivery  point  of  the  Wire- 
grass  Electric  Cooperative.  Inc.  and  that 
the  delivery  point  will  be  served  by  Ala- 
bama's applicable  revision  to  Rate 
Schedule  REA-1  incorporated  in  FPC 
Electric  Tariff,  Original  Volume  No.  1. 
as  allowed  to  become  effective,  subject 
to  refund,  by  Commission  Orders  In  FPC 
Docket  Nos.  E-8851  and  ER7&-659.  Ala- 
bama indicates  that  Wlregrass  Electric 
Cooperative  has  requested  an  increase  in 
capacity  to  10,000  KVA  at  44  KV  for  its 
Columbia  delivery  point. 

Alabama  states  that  copies  of  the  fil- 
ing were  served  upon  Wlregrass  Electric 
Cooperative.  Inc.,  and  its  Agent,  Ala- 
bama Electric  Cooperative. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe- 
tition to  Intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street.  NE..  Washington,  D.C. 
20426.  in  accordance  with  §5  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  (18  CFR  1.8,  1.10).  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  3.  1977.  Protests  wUI 
be  considered  by  the  Commission  In  de- 
termining tlie  appropriate  action  to  be 
taken,  but  will  not  serve  to  mate  pro- 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of  this 
application  are  on  file  with  the  Commis- 
sion and  are  available  for  public  Inspec- 
tion. 

BIenneth  F.  Plumb. 
Secretary. 

IPR  Doc.77-16460  Filed  6-31-77:8:45  am] 


[Project  No.  2782) 

CITY  OF  DELTA,   COLO 

Application  for  Preliminary  Permit 

May  25, 1977. 
Public  notice  Is  hereby  given  that  an 
application  for  preliminary  permit  was 
filed  on  February  22,  1977,  under  the 
Federal  Power  Act,  16  U.S.C.  791a-825r, 
by  the  City  of  Delta,  Colorado  (Apph- 
canti  (Correspondence  to:  James  Mow- 
bray, Mayor.  P.O.  Box  19.  Delta.  Colo- 
rado 81416:  and  J.  V.  Williamson, 
Partner.  R.  W.  Beck  and  Associates,  200 
Tower  Building.  Seattle,  Washington 
98101)  for  Project  No.  2792  to  be  known 
as  the  Smith  Fork  Project.  Project  No. 
2792  would  be  located  on  the  Gunnison 
River  in  Delta  and  Montrose  Counties. 
Colorado  and  affecting  lands  of  the 
United  States  under  the  jurisdiction  of 
the  Bureau  of  Land  Management. 

According  to  the  application,  the  pro- 
posed project  would  consist  of:  (1»  a 
275-foot  high  concrete  arch  dam  located 
on  the  Gunnison  River  approximately 
3.5  miles  upstream  of  the  confluence  of 
the  North  Pork  and  one  mile  upstream  of 
Smith  Fork;  (2)  a  10.5  mile  long  reser- 
voir with  a  normal  maximum  power  pool 
at  approximately  elevation  5,425;  and 
(3)  a  powerhouse  located  at  the  down- 
stream toe  of  the  dam  containing  two 
generating  units  with  a  total  capacity 
of  35,500  kW. 

Applicant  proposes  to  use  the  energy 
generated  by  the  project  to  meet  its 
present  and  anticipated  load  require- 
ments with  any  surplus  capacity  and/or 
energy  being  sold  to,  or  exchanged  with, 
electric  utilities  In  the  area. 

Issuance  of  a  preliminary  permit  does 
not  authorize  construction  of  the  pro- 
posed project.  A  permit.  If  issued,  gives 
the  permittee,  during  the  term  of  the 
permit,  the  right  of  priority  of  applica- 
tion for  a  license  while  the  permittee 
undertakes  tlie  necessary  studies  and  ex- 
aminations to  determine  the  engineer- 
ing and  economic  feasibility  of  tlie  pro- 
posed project,  the  market  for  the  power. 
and  all  other  necessary  Information  for 
Inclusion  In  an  application  for  a  license. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  August 
8,  1977,  file  witli  the  Federal  Power 
Commission,  825  North  Capitol  Street. 
NE.,  Washington.  D.C.  20426,  a  peUtlon 
to  intervene  or  a  protest  in  accordance 
with  the  requirements  of  the  Commis- 
sion's Rules  of  Practice  and  Procedure. 
18  CFR  §  1.8  or  1.10  '1976).  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  It  In  determining  the  appro- 
priate action  to  be  taken,  but  wiU  not 
serve  to  make  the  protestants  parties 
In  any  hearing  therein  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
Commission's  Rules. 

The  application  Is  on  file  with  the 
Commission  and  Is  available  for  public 
inspection. 

Kenneth  F.  Plumb, 
Secretary. 
[FR  Doc. 77-15451  FUed  6-31-77;8  45  am] 
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[Project  No.  2795] 

CITY  OF  SEATTLE,  WASH. 

Application  for  Preliminary  Permit 

May  25,  1977. 
Take  notice  that  an  appUcation  has 
been  fiJed  on  March  29.  1977,  under  the 
Federal  Power  Act.  ( 16  U.S.C.  791a-825r) 
by  the  Department  of  Lighting  of  the 
City  of  Seattle.  Washington  *  Con-espond- 
ence  to:  Mr.  Gordon  F.  Vickery.  Super- 
intendent of  Lighting,  the  City  of  Seattle. 
1015  Third  Avenue.  Seattle.  Washington 
98104'*  for  a  preUminarv-  permit  for  pro- 
posed Project  No.  2795.  to  be  known  as 
the  Copper  Creek  Project,  located  on  the 
Skagit  River  in  Skagit  and  Whatcom 
Counties.  Washington.  The  project  would 
affect  lands  of  the  United  States  within 
the  Ross  Lake  National  Recreation  Area. 
The  proposed  project,  to  have  an  in- 
stalled capacity  of  120.000  kW,  would 
consist  of  a  combination  earth  and  rock- 
filled  dam  to  be  situated  on  the  Skagit 
River  approximately  10.4  miles  below 
Gorge  Powerhouse  lone  of  the  three  de- 
velopments included  within  Applicant's 
Skagit  River  Project,  FPC  No.  553)  and 
about  83.9  miles  above  the  confluence  of 
the  Skagit  River  with  Puget  Sound.  The 
dam  would  be  about  180  feet  high  with 
a  crest  length  of  about  1.900  feet.  Tlie 
f  uU  pond  elevation  of  the  reservoir  would 
be  495  feet.  The  project  would  regulate 
flows  from  Applicant's  upstream  Project 
No.  553  in  addition  to  producing  power. 
Such  additional  power  would  be  used  by 
the  City  of  Seattle  to  supply  customers 
in  its  existing  service  area. 

A  preliminary  permit  does  not  author- 
ize construction.  A  permit,  if  issued,  gives 
the  Permittee,  during  the  term  erf  the 
permit,  the  right  of  priority  of  applica- 
tion for  license  while  the  Permittee 
imdertakes  the  necessary  studies  and  ex- 
aminations to  determine  the  engineering 
and  economic  feasibility  of  the  proposed 
project,  market  for  the  power,  and  all 
other  necessary  information  for  inclu- 
sion in  an  application  for  license. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  file  with  the  Federal 
Power  Commission,  Washington,  D.C. 
20426,  a  petition  to  intervene  or  a  protest 
in  accordance  with  the  requirements  of 
the  Commission's  Rules  of  Practice  and 
Procedure  (18  CFR  1.8  or  1.10' .  All  such 
petitions  or  protests  should  be  filed  on  or 
before  .August  2,  1977.  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the 
Commission's  Rules.  The  application  is 
on  file  with  the  Commission  and  is  avail- 
able for  public  inspection. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  conferred 
upon  the  Federal  Power  Commission  by 
Sections  308  and  309  of  the  Federal 
Power  Act  <  16  U.S.C.  825g,  825h>  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure,  specifically    J  1.32'b)     <18   CFR 


1.32(b)),  (1976),  a  hearing  may  be  held 
without  further  notice  before  the  Com- 
mission on  Its  application  If  no  Issue  o«f 
substance  Is  raised  by  any  request  to  be 
heard,  protest  or  petition  filed  subsequent 
to  this  notice  within  the  time  required 
herein  and  If  the  applicant  or  initial 
pleader  requests  that  the  shortened  pro- 
cedirre  of  J  1.32 ib)  be  used 

Under  the  shortened  procedure  herein 
provided  for,  unless  otherwise  ad%ised.  it 
will  not  be  necessary  for  applicant  or 
initial  pleader  to  appear  or  be  repre- 
sented at  tiie  "nearing  before  the  Com- 
mission. 

Kenneth  F.  Plumb. 

Sec  re  tar  J/. 

(PR  Doc. 77-15452  FUed  5-31-77;8;45  am) 


slon  and  are  available  for  public  Inspec- 
tion. 

Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.77-15431  Piled  6-31-77,8:45  am] 


[E)ocket  No.  £-9595] 

CINCINNATI   GAS  &   ELECTRIC   CO.   AND 
UNION   LIGHT,   HEAT  &  POWER  CO. 

Application 

l,L\Y  24.   1977. 

Take  notice  that  on  May  12.  1977.  The 
Cincinnati  Gas  &  Electric  Company 
(CG&E)  of  Cincirinati,  Ohio,  and  The 
Union  Light  Heat  &  Power  Cc«npany 
'Union)  of  Covington.  Kentucky,  filed  a 
joint  apphcation  pursuant  to  Section  203 
of  the  Federal  Power  Act  seeking  an 
order  authorizing  Union  to  seU  and  dis- 
pose of,  and  CG&;E  to  purchase,  merge 
and  consolidate  substantially  all  of 
Union's  high-voltage  electrical  transmis- 
sion lines  and  appurtenant  sut>station 
facilities  used  in  the  transmission  of  elec- 
trical energy  in  interstate  commerce  be- 
tween various  points  in  and  between  the 
states  of  Ohio  and  Kentucky. 

CG&E  and  Union  indicate  that  the 
facilities  of  Union  proposed  to  be  sold  to 
(XJ&E  consists  of  approximately  110  cir- 
cuit miles  of  transmission  lines  operated 
at  voltages  of  69  kV,  138  kV,  and  345  kV, 
and  necessarv-  and  appurtenant  trans- 
formation and  other  substation  equip- 
ment in  six  t6)  separate  substation  sites 
of  Union;  all  ruch  facilities  being  located 
in  Boone,  Kenton,  and  Campbell  Coun- 
ties of  the  Commonwealth  of  Kentucky. 

CG&E  and  Union  allege  that  the  facili- 
ties involved  are  presently  almast  wholly 
dedicated  to  interstate  transmission  of 
electrical  energy  by  Union  for  CG&E 
under  rate  schedules  of  Union  on  file  with 
the  Federal  Power  Commission  and  are 
already  part  of  CG&E's  generation  and 
high-voltage  transmission  "power  pool". 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street,  NE.,  Washington,  DC. 
20426,  in  accordance  with  55  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  il8  CFR  1.8,  1.10).  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  1.  1977.  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of  this 
application  are  on  file  with  the  Commis- 


( Docket  No   ER77-366] 

FLORIDA   POWER   &   LIGHT   CO. 

New  Delivery  Point 

May  24,  1977. 
Take  notice  that  on  May  11,  1977.  Flor- 
ida Power  &  Light  Company  (FP&L) 
tendered  for  filing  a  Substitute  Original 
Sheet  No.  22  oi  Original  Volume  No  1 
of  its  FPC  Electric  Tariff,  which  provides 
for  a  new  point  of  deUvery  between  the 
Utilities  Commission  of  the  City  of  New 
Smyrna  Beach,  Florida-Smyrna  Substa- 
ticwn  and  FP&L. 

To  the  extent  necessary.  FP&L  re- 
quests tiiat  the  Cc«nmission  waive  its 
notice  requirements  to  permit  the  addi- 
tion of  the  new  delivery  point  to  become 
effective  as  of  April  13.  1977. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  Intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  NE..  Washmgton.  DC.  20426,  in 
accordance  with  55  18  and  1.10  of  the  , 
CommL«sion's  rules  of  practice  and  pro- 
cedure as  CFR  1.8.  1.10) .  All  such  peti- 
tions or  protests  should  be  filed  c«i  or 
before  June  1,  1977.  Protests  will  be  con- 
sidered by  the  Conimission  in  determin- 
ing the  appropriate  actic^  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  Intervene.  Copies  of  this  filing 
are  on  file  with  tlie  Commission  and  are 
available  for  public  Inspection. 

Kenneth  P.  Plumb, 
Secretary. 

[PR  Doc.77-15445  Piled  5-3 1-77; 8: 45  am] 


[Docket  No.  0-16139.  etc.] 
GULF  OIL  CORP.,   ET  AL 

Applications  for  Certificates,  Abandonment 
of  Service  and  Petitions  To  Amend 
Certificates 

May  20,  1977. 

Take  notice  that  each  of  the  Appli- 
cants listed  herein  has  filed  an  applica- 
tion or  petition  pursuant  to  section  7  of 
the  Natural  Gas  Act  for  authorization  to 
sell  natural  gas  in  interstate  commerce 
or  to  abandon  service  as  described  here- 
in, all  as  more  fully  described  in  the  re- 
spective applications  and  amendments 
which  are  on  file  with  the  Commission 
and  oijen  to  public  inspection. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
apphcatlons  should  on  or  before  June  20. 
1977,  file  with  tlie  Federal  Power  Com- 
mission, Wasliington.  DC  20426,  peti- 
tions to  intervene  or  protest  In  accord- 
ance with  the  requirements  of  the  Com- 


■  This  notice  does  not  provide  for  consoli- 
dation for  hearing  of  the  several  matter* 
covered  herein. 
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mission's  rules  of  practice  and  procedure 
<18  CFR  18  or  110).  All  protests  filed 
with  Uie  Coniral.-y^lon  will  be  considered 
by  it  In  determining  the  appropriate  ac- 
tion to  be  taken  but  will  not  serve  to 
make  the  pote.'^tants  parties  to  tiie  po- 
ceeduig.  Perborus  wishing  to  become  par- 
ties to  a  proceeding  or  to  participate  as 
a  party  in  any  hearing  therein  must  file 
rx^tltions  to  Intervene  in  accordance  with 
tlie  Commis.'^ion's  Rules. 

Take  further  notice  that,  pursuant  to 
the  autiiority  contained  in  and  subject  to 
the  jun^diction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
1.5  of  tlie  Natural  Gas  Act  and  the  Com- 
mission's rules  of  practice  and  procedure 
a  hearing  will  be  held  without  further 
notice  before  the  Commission  on  all  ap- 


plications in  which  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herem  if  the  Commission  on  its  own  re- 
view of  the  matter  believes  that  a  grant 
of  the  certificates  or  the  authorization 
for  the  proposed  abandonment  is  re- 
quired by  the  public  convenience  and 
necessity.  "Where  a  petition  for  leave  to 
intervene  is  timely  filed,  or  where  the 
Commission  on  its  own  motion  beheves 
that  a  formal  hearing  Is  required,  fur- 
ther notice  of  such  hearing  will  be  duly 
given. 

Under  the  procedure  herein  provided 
for,  imless  otherwise  advised.  It  will  be 
unnecess,ary  for  Applicants  to  appear  or 
to  be  represented  at  the  hearing. 

Kenneth  P.  Plttmb, 

Secretary. 


Docket  No. 
and  date  filed 


G-iei39 

V  5-12-77 


Applicant 


rurchaser  and  location 


Prteepw 
1,060  n> 


PressnPB 
base 


OuU  Oil   Corp..    P.O.    Box 
2inO,  Houston,  Tfx.  77001. 


CI64-1392 Monsanto  Co.  (Ojierator)  rt 

C  &-12-77  al.,  60S1  WeBUieimer,   130C 

Post  Oak  Tower,  Houston, 
Tpi.  77066. 

CI74-flK8 ..  C'olumJjia  Oasi  Di>vclopniPnl 

C  4-27-77  Corp.,     P.O.     Box     1350, 

Uouslon,  Tex.  77001. 

0177-401 Transco     Exploration     Co., 

C  S-9-77  P.O.    Box   139C,    Houston, 

Tex.  77001. 

CI77-463 Pucpo  Oil  Corp..  P.O.   Box 

B  fr-»-77  2356.  Tampa,  Tex.  7'J066. 

C177-4«4 Anwuioan  Natural  Gas  Pro- 

A  5-S-77  dutUon,  1  Woodward  Ave., 

_  Detroit,  Mich.  48226. 

CI(i-46.5 Beico    Development    Corp.. 

A  5-9-77  2^100   First   City   National 

Bank  Bldg.,  Houston,  Tex. 
77UU2. 

CI77-466 Thomas  C.  Hoffpauir  (suc- 

(C871-247)  cesser    to    Dow    Chemical 

(CI67-1363)  Co.),     Route    1.    Box    12. 

E  5-6-77  Lake  Arthur,  La. 

Crr7-4«7 Gas  Prcxluolng   Enterprises. 

B  5-9-77  Inc.,    5    Green  way    I'laja 

East,  Houston,  Tex.  77046. 

CI77-488 Anadarko    Production    Co., 

A  5-10-77  P.O.    Box    1330,    Houston, 

Tex.  7700L 

C177-4fl9 Mobil  Oil  Corp.,  3  Greenway 

A  5-11-77  Plaia     East,     Buile     800, 

Houston,  Tex.  77046. 

CI77-470. Edwin    L.    Cox,    3&00    First 

(CI61-11)  National  Bank  Bldg.,  Dal- 

B  5-11-77  las,  Tex.  75202. 

C 177-471 I'nion  Oil  Co.  of  California. 

5-11-77  A  P.O.    Box   76U),    Los   An- 

geles, CaUf.  90aM. 

CI77-472. Mesa   Petroleum    Co.,    P.O. 

5-0-77  A  Box   2009,   Amarillo,   Tex. 

7yl(V^. 

CI77-473 Kewanee  OU  Co..  P.O.  Box 

5-9-77  B  22»J,  Tuba,  Okla.  74101. 

CI77-474. Bift  Lake  Gas  Corp.  (Succes- 

(CI61-1.>42)  sor  to  Pecos  Co.) ,  700  Prae- 

5-11-77  E  torian  BUlg.,  1607  Main  St., 

Dallas,  Tex.  75201. 
CI77-475 Rf.l>crt     L.     Haynie,     1700 

(CS74-370J  Broadway,  Denver,  Colo. 

4-27-77  "  WI290. 

CI77-476 Herman    Geo.    Kalsei,    4120 

(CS71-179I  Ea.n    51st,    Tulsa,     Okla. 

.Via-77  B              741.^S. 
CI77-477 Herman  Goo.  Kaiser 

.V12-77  B 
CI77-478 Tenneco       Exploration       n, 

5-11-77  A  Ltd..  P.O.  Box  2511,  Hous- 

ton Tex.  77C01. 
CI77-479 Tenneco  Exploration,  Ltd.... 

5-11-77  A 

Filing  code:  A— Initial  service. 
B — Abandonment. 
( ' — Amendment  to  add  acreage. 
1) — Amendment  to  delete  acreage. 
F. — Suct'esslon. 
F— Partial  succession. 

Sec  toolnotee  at  mhI  of  table. 


14.65 

15.025 
1^025 


14.65 
14.71 

1£  OK 


Transweetem    Pipeline    Co.    (Alpar  (') 

(Ronkawa)        Field,        Hemphill 

County,   Tei.,   Panhandle  area  of 

Texas). 
Lone  Star  Gas  Co.  (North  Dibble  and  '  >  19. 2479* 

southeast     Boyle    area,     McClaiu 

County,  Okla.). 

Columbia    Gas   Transmission    Corp.  '  • » •  $1.  4M1 

(Block  118,  East  Cameron  area,  ou- 

sliore  Louisiana). 
Transcontinental     Gas     Pipe     Line  ■  $1. 42 

Corp.    (certain    acjeage    in    Myette 

Point  Field,  8t. "Mary  lansh,  La). 
Diamond  Shamrock  Corp.  tTokkawa  P; 

Field.  HemphiU  County,  Tex.). 
Michljran   Wisconsin    Pipe   Line   Co.  "$1.56680 

(Wheeler  County,  Tei.). 

Colorado  IntersUte  Gas  Co.  (Natural  '  $1. 45 

Buttes  imit  area,  TJlntab  Cotmty, 

Utali/. 

Michican     Wisconsin     Pipeline     Co.  •'•'•2R1W 

(soulliwest    Lake    Arthur    Field, 
Canieroii  Parish,  La.). 

Florida  Gas  Transmission  Co.  (Stat«  P) 

Tract  120,  oSsbore  Texas). 

Panhandle   Eastern    Pipe   Line    Co.  •'11.44 

(Manary   "A"   No.   1   Well,   North 

Richland     Center     Field,     Texas 

County,  Okla.). 
Natural  Gas  PlpeUiie  Co.  of  America  '  14&  50* 

(Block    306    Field,    Eugene   Island 

area.  Federal  offshore,  Louisiana). 
Penton    &    Penton    (Gordon    Field,  C) 

Beauregard  I'arish,  La.). 

Columbia    Gas  Transmission    Corp.  '  19CL  OOf 

(Wright    Field,    VermiUon    Parish, 

La.). 
Northern  Natural  Gas  Co.  (undesig-  tl-4f 

nated  field  (Chester)  Clark  County, 

Kans.). 
Zenith   Natural    Gas   Co.    (Medicine  « 

Ixxlpe      Field,      Barber      County, 

Kans.  I . 
El  Paso  Natural  Gas  Co.  (Bamhart  •  '»5R  8n2W 

(Big   Lake)    gas   processing    plant, 

RMB^au  County,  Tex.). 

Northwest  Pipeline   Corp.    (I.aPlata — 

County,  Colo.). 

Panhandle   Eastern    Pipe    Line   Co.  P)  — — 

(Tanglier  Field,  Woodward  County, 
Okla.). 

Northern  Natural  Gas  Co.  (Tangier  (»}  

Field,  Woodward  (bounty,  Okla.).  

Tenneco   Oil   Co.    (South   TlmbaUer        •1(6.fl02M  B-Oa 

Blocks  36  and  S7 ,  oflshore  Louisiana).  MR-  WSW 

flo  ."9ft  9r-x<  li.  OK 
i«.  »2:»« 


K7J 


14  73 


1.'.  Q2t 
K7J 


14  9£ 


Doekat  No. 
and  date  filed 


ApfAoMTl 


Pnrthtwr  and  loeatloD 


sr 


CB77-S94.    Maj- 

Oorporatloii, 
TB70a. 


CI77-480       .  .  Atlantic  Richfield  (Do.,  P.O. 
5-11-77  A  Box     »M.     DaDae,     Tex. 

7E221. 


Crr:-«S1     Tenneco  on  Co. 

5-11-77  A 


CIT7-482 do 

5-12-77  B 

CI77-483 CIG     EiploraUon,     Inc.     i 

5-12-77  A  Cireenway      Hiaia      Kast. 

Houston.  Tei.  mm. 
Crr7-484  The  Superior  OU  C^..  T.O. 

6-13-77  A  Box    1521.    lioosto.n.    Tex. 

770U1. 

CI7T-48S Southlar.d  RoysJty  Co.,  HOC 

5-13-77  A  Fir5t  National  Bi'l^..  Fort 

Worth,  Tex.  76101 


Northsn  Natural  Cias  Co.  (C.  EiSe-  'tl.4i  IL  n 

hrew  No.  I  Well,  sec  ttt.  Block  42, 

H.*  T.C.  eu,-vey,  RoNuTJ  C'ouiily, 

Tex.;. 
Tennessee   Gas  Pipeline  C-a.   (Sooth  • '  98,  KS5  15.035 

Tlmb&lier  Blocks  36  and  r .  oflsbore  MB.  OSB 

Looiaaiia,. 
Natural  Oas  Piff.li.-.e  r<j,  n!  .America  (")  _.-. — — 

(Denora     F>eid      l>eweT     CoontT, 

Okla. 
Colorado  IntersL&ie  r,a.>>  Co.  CNatm^  »' $1.5475  H.  »t 

Butt«s  Unit.  Uaitafc  County.  Utah). 

TTaii£west«m     Pipeline     Co.     (We*  '  tL  44S125  K.  tt 

Alota    Field.    Eddy    Countv,    N, 

Mei.  . 
Michipar-,     Wisconsin     Pipeline     Co.  '  144.  a34«  H.» 

(Mary  Cannon  No.  1  Well.  »ec  X, 

wwiiship  34  norih.  Ranire  W  West, 

EOU  C-oonty,  Okla.). 


i  Releaae..!  from  contract  due  to  low  pressure  and  smal!  vohime. 
'  Pubjwt  to  penr-lic  escalations. 
'  Inchi'ifi  Tax  reirat'ursf'mont. 
'  Plus  2r  yearly  escalalioi;. 

•  .Applicant  and  Purctias<'T  are  aflUiated. 

•  Suhje<-t  to  upward  and  downward  Btu  adjustmenis  ,   ,       v,     •«  .    _u„,  ».     -     . 

■  .Applicant  proposes  to  collect  the  applicalyle  national  r»t«  ai  preec-rt'ec  tr  opinion  No.  rW-A.  midicM  *o  taftm- 
meni?  C'jnU'ilned  therem. 
'  Uneconomical. 

•  Subject  to  downward  Btu  adjustments 

'•  Plus  if  quiincrly  escalations.  ,nftn».i 

n  If  buyer  in.otalt  wjmpression.  price  nylured  a  maxlmtnn  of  2r  P^  l.twin'. 

"  Well  pluKped  and  abandoned. 

u  Gathenup  allowance  Miuals  1. 4914<  at  14.73,1x1%.  ,.     v  ^  ■     j  v     .^ 

w  Applicant  fibne  to  c<intmue  sale  of  gas  to  a  pipeline  previously  m&ie  onde.'  a  contract  which  has  expired  by  tt» 
VWTX  terms,  and  covered  by  AppUcant's  small  prodoeer  eertlfVaite  in  Docket  No  CP74-rT  Applirjirt  believes  that 
this  filing  is  not  necessary,  but  the  purchaser  has  indicated  that  this  niinf  ts  necessary. 


[FB  Doc.77-15153  PUed  6-31-rT;8:*6  MB] 


[Docket  No.  CS77-S8fi,  etc.) 
HOLLY   ENERGY,    INC.,   ET  AL 

Applications  for  "Small  Producer" 
Certificates ' 

May  19,  1977. 

Take  notice  the  each  of  the  Applicants 
listed  herein  has  filed  an  application  pur- 
suant to  section  7(c)  of  the  Natural  Gas 
Act  and  §  157.40  of  the  regiilatlons 
thereunder  for  a  "small  producer"  cer- 
tificate of  pubUc  convenience  and  neces- 
sity authorizing  the  sale  for  resale  and 
delivery-  of  natural  gas  In  Interstate  com- 
merce. aU  as  more  fully  set  forth  In  the 
applications  which  are  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  should  on  or  before  June  20. 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington,  DC.  20426,  peti- 
tions to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10).  All  protests  filed 
with  the  Commission  will  be  considered 
by  it  in  determining  the  appropriate  ac- 
tion to  be  taken  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro- 
ceeding. Persons  wishing  to  become 
parties  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
file  petitions  to  intervene  in  accordance 
with  the  Commission's  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 


14. 
P.O 


19T7,    John    H.    Hendrtx 
Bc-i   82.    MldlhXid,    Texas 


[KR  Doc.77-15162  FUed  5-31-77)8:45  ami 


'  Tills  notice  does  not  provide  for  consoli- 
dation iar  hearing  of  the  several  matters 
covered  herein 


the  jurisdiction  corif erred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  will  be  held  without  further 
notice  before  tiie  Commi.sslon  on  ail  ap- 
plications in  which  no  petition  to  Inter- 
vene Is  filed  within  the  time  required 
herein  If  the  Commission  on  Its  own  re- 
view of  the  matter  believes  that  a  grant 
of  the  certificates  is  required  by  the  pub- 
lic convenience  and  necessity.  Where  a 
petition  for  leave  to  Intervene  is  timely 
filed,  or  where  the  Commission  on  Its 
own  motion  believes  that  a  formal  hear- 
ing is  required,  furtiier  notice  of  such 
hearing  wtU  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  wlU  be 
tmnecessary  for  Applicants  to  appear  or 
be  represented  at  the  hearing. 

Ktnnzth  p.  Plfmb, 

Secretari;. 

Docket  No.,  Date  Fued.  and  Applicant 

CS77-38C.  Mar.   10.    1977,  Holly   EneTpy,   Inc 
2001     Bryan    Tower     Suite    2680      Dallas 
Texas  75201, 

CS77-387,  Mar.  10.  1»77.  Armcl&r  Gas  Com- 
pany. RD  No.  I  Box  49,  New  Bethlehem. 
Pennsylvania  16242. 

CS77-388.  Mar.  :i.  1977.  R  H.  Peullle.  ilth 
noOT,  El  Pa.>!0  National  Bank  Bldg  E 
Paso.  Texas  7990: 

CS77-389  Mar  11,  1977.  Indlaji  Arrowhead 
Oil,  Inc  .  1140  N  W.  63rd.  Stilte  400,  Okla- 
homa City,  OV.lahoma  73116 

CS77-390.  Mar,  14.  1977,  PranzheLm  Invest- 
ment Gompai.y.  (A  Grantor  TYvLst } ,  2370 
The  Tran.*::^.  Tower,  Houston,  Texas  77056, 

OS77-391  Mar  14  1977  A  De  CJuevedo,  1211 
North  Sharte;  Oklahctna  City,  OkJahoma 
73103 

CS77-392.  Mar  14,  1977,  A.  Z.  Skeeters  & 
W.  C  Curry,  et  al,  PC  Box  1528.  Long- 
view,  Texas  75601. 

CS77-393.  Mar.  14.  1977.  Barbara  KeUey  Joste. 
Or&ntor  E  Trust.  2  HotistoQ  Center,  Suite 
800,  Hou5ton,  Texas  77002. 


[Docket  No    ER77-381 ) 

KANSAS   POWER   &   LIGHT   CO 

Prt>posed  Changes  in  Rates 

May  24.  1977. 

Take  n uIkc  that  Kansas  Power  and 
Light  Company  (Kansas)  on  May  16, 
1977.  tendered  for  filing  &n  Amendment 
dated  April  21,  1977,  to  a  Contract  dated 
September  21.  1973.  with  Leavenworth- 
JelTer^on  Electric  Cooperative,  Inc.  for 
wholesale  service  to  that  cooperative. 
Kan5a.N  Indicates  that  this  Contract 
dated  September  21.  1973,  has  been 
designated  KPL  Rate  Schedule  FPC  No. 
157  Kansas  further  indicates  that  the 
Amendment  to  this  Contract  will  pro- 
vide for  a  change  in  Uie  maximum  capa- 
cities of  four  delivery  points,  and  the 
addition  of  a  new  dcliver>-  point. 

K.T.r..'; r^';  requests  that  the  Commission 
waive  its  notice  requirements  and  allow 
an  effective  date  of  April  21,  1977. 

Kansas  ."states  that  copies  of  the 
Amendment  have  been  mailed  to  Leaven- 
worth-Jefferson Electric  Cooperative. 
Inc.  and  the  State  Commission  of 
Kansa": , 

Any  pernor,  desiring  to  be  heard  or  to 
protest  said  filing  .should  file  a  petition 
to  Intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  NE  Washington.  DC,  20426,  in 
accordance  tuith  ?§  1  8  and  1  10  of  the 
Commissions  Rule,«  of  Practice  and  Pro- 
cedure 118  CFR  1,8  and  1,10>.  All  such 
petltioas  or  protest";  should  be  filed  on  or 
before  June  3.  1977  Protests  will  be  con- 
sidered by  the  Commission  In  determin- 
ing the  appropriate  action  to  be  taken, 
but  wDl  not  serse  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  filing 
are  on  file  with  tlie  CcNnmission  and  are 
available  for  public  inspection. 


^ 


Kenneth  F.  Plttmb. 
Secret  an/. 

FR  Doc.77-15443  Piled  5-31-77:8:45  amj 


!r>v:ket  No    TD- 14731 

LELAN    F.    SILLIN.    JR. 

Application 

May  25,  1977. 
Take  notice  that  on  May  16.  1977.  Le- 
lan  P.  Sillin,  Jr.,  Chairman.  President 
and  Tmslee  of  Northea.'^t  Utilities  and 
Chairman  of  the  Board.  President  and 
Director  of  Northeast  Utilities  Service 
Company,  filed  a;i  application  pursuant 
to  Section  305«b'  of  the  Federal  Power 
Act  to  hold  the  following  positions: 

President ,  The  Conne<:  tlcut  Ught  and  Power 
CompanT.  Public  Utility 

President.  The  Hantord  Electric  Light  Com- 
pany, Public  UtSllty 

Preoldent,  Western  MassachusettB  Ele«trlc 
Oomp&ny.  Public  UtUlty. 
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i>;c^ldent.   irolyoke  Wat*r  Power  C5omp«uiy, 

Public  UUllty 
President.  Holyc*©  Power  and  Electric  Ootn- 

pany,  Public  Utility. 

Axiy  penson  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  mWrvene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street,  N.E.,  Washington.  DC. 
20426,  in  accordance  with  §5  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  ilB  CFR  1.8.  1.10).  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  20,  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken.  Any  person  wishing  to  become  a 
party  must  file  a  petition  to  Intervene. 
Copies  of  this  application  are  on  file  with 
the  Commission  and  are  available  for 
public  Inspection. 

Kenneth  F.  Plumb, 
Secretary. 

|PR  Doc.  77-15454  Piled  &-31-77;8:45  am] 


[Docket  No.  CP77-386| 

MICHIGAN   WISCONSIN  PIPE   LINE  CO. 

Application 

May  24,  1977. 

Take  notice  that  on  May  16,  1977, 
Michigan  Wisconsin  Pipe  Line  Company 
I  Applicant  > ,  One  Woodward  Avenue.  De- 
troit. Michigan  48226.  filed  in  Docket  No. 
CP77-386  an  application  pursuant  to 
Sei^tion  7' CI  of  the  Natural  Gas  Act,  as 
amended,  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  the 
construction  and  operation  of  facilities 
which  are  necessary  to  connect  to  its 
existing  offshore  gathering  system,  gas 
reserves  underlying  Eugene  Lsland  Area 
Blocks  307  and  327.  offshore  Louisiana, 
all  as  more  fully  set  forth  in  the  appli- 
cation on  file  with  the  Commission  and 
open  to  public  inspection. 

The  application  mdicates  tliat  as  a  re- 
sult of  active  drlllmg  and  development 
programs  in  offshore  Louisiana,  proven 
reserves  of  approximately  57  Bcf  have 
been  developed  in  Eugene  Lsland  Area 
Block  307.  and  proven  reser%'es  of  ap- 
proximately 32  Bcf  have  been  developed 
in  Eugene  island  Area  Block  327  In  ad- 
dition, potential  reserves  underlying 
Blocks  307  and  327  are  projected  to  be 
m  the  magnitude  of  25  Bcf  and  38  Bcf. 
respectively. 

.\pplicant  states  that  it  has  acquired 
the  preferential  right  to  purchase  all  gas 
produced  in  Block  307  attributable  to 
Atlantic  Richfield  Company's  23  percent 
interest,  and  the  contractual  right  to 
purchase  all  of  the  gas  attributable  to 
Cities  Ser\ice  Oil  Company's  '  Cities  i 
25  percent  interest.  Moreover.  Continen- 
tal Oil  Company  'Conoco)  has  agreed  to 
sell  to  Applicant  all  of  the  gas  attribut- 
j  able  to  Conoco's  25  percent  Interest  in 
Block  307  pursuant  to  a  contract  which 
is  currently  being  finalized  and  which 
will  be  in  substantially'  the  same  form 
as  the  contract  with  Cities.  Applicant 
further  states  that  It  has  acquired  the 
right  to  purchase  all  gas  produced  In 
Block  327  attributable  to  each  of  Amer- 


ican Natural  Gas  Production  Cc«np€iny's 
(Productioii  Company)  27.5  percent  In- 
terest, Dow  Chemical  Company's  (Dow) 
10  percent  Interest,  and  Energy  Re- 
serves Group,  Inc's  (ESiergy  Group) 
13.77  percent  interest. 

Applicant  states  to  connect  the  re- 
serves underlying  Block  327,  that  it  pro- 
poses by  the  Instant  application  to  con- 
struct approximately  9  miles  of  16"  OX). 
pipeline  extending  between  the  Block 
327  production  platform  and  the  south- 
erly terminus  of  its  existing  offshore 
gathering  system  in  Eugene  Island  Area 
Block  296.  Moreover,  to  connect  the  re- 
serves underlying  Block  307.  Applicant 
further  proposes  by  the  Instant  applica- 
tion to  construct  approximately  6  miles 
of  16"  O.D.  pipeline  extending  laterally 
between  the  Block  307  production  plat- 
form and  the  aforementioned  proposed 
16"  extension.  In  conjimction  with  the 
pil>eline  facilities.  Applicant  also  pro- 
poses to  install  and  operate  gas  measure- 
ment faculties  on  both  the  Block  327 
and  Block  307  production  platforms,  and 
cause  to  have  installed  400  horsepower 
of  compression  on  the  Block  307  produc- 
tion platform.  TTie  400  horsepower  of 
compression.  Including  associated  appur- 
tenances, will  be  wholly  owned  by  Ap- 
plicant but  designed,  installed,  and 
operated  by  Conoco  on  Applicant's  be- 
half and  subject  to  Applicant's  approval 
as  to  design,  material  and  constructi(m 
speciflcatlons,  construction  drawings, 
and  equipment  selections.  The  arrange- 
ment is  set  forth  in  a  Construction  and 
Operating  Agreement  between  Applicant 
and  Conoco  dated  March  30,  1977. 

The  application  Indicates  that  the 
facilities  for  which  authorization  is  re- 
quested are  estimated  to  cost  $15,356,680. 
Applicant  states  that  it  contemplates 
that  the  $15,356,680  will  be  financed  with 
treasury  fimds.  retained  earnings,  and 
other  fimds  generated  internally,  to- 
gether with  borrowings  from  banks  un- 
der short-term  lines  of  credit  as  may  be 
required. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  15.  1977. 
should  file  with  the  Federal  Power  Com- 
mission, Washington.  DC.  20426.  a  peti- 
tion to  intervene  or  a  protest  In  accord- 
ance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure ( 18  CFR  1.8  or  1.10) .  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
ser\e  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  In  any  hearing 
therein,  must  file  a  petition  to  Intervene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  hearing  will  be  held  without  fur- 
ther notice  before  the  Commission  on 
this  application  If  no  petition  to  inter- 


vene Is  filed  within  the  time  required 
herein,  if  the  Commission  on  Its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  Is  timely  filed,  or 
If  the  Commission  on  Its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised.  It  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.77-15444  Filed  6-31-77;8:45  am] 


(Docket  No8.  CPT7-106;  CP77-1311 

MISSISSIPPI  RIVER  TRANSMISSION  CO. 
AND  NATURAL  GAS  PIPE  LINE  CO.  OF 
AMERICA 

Order  Setting  Date  for  Hearing,  Consoli- 
dating Proceedings,  and  Granting  Inter- 
ventions 

May  24.  1977. 

On  December  22.  1976  Mississippi 
River  Transmission  Corporation  (MRT> 
filed  In  Docket  No.  CP77-106  an  applica- 
tion, pursuant  to  Section  7(c)  of  the  Nat- 
ural Gas  Act,  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  construction  and  operation  of  nat- 
ural gas  pipeline  facilities  for  the  sale 
of  natural  gas.  MRT  requests  authoriza- 
tion to  construct  and  operate  approxi- 
mately 12.3  miles  of  slx-lnoh  trunk  pipe 
line  running  from  a  point  in  the  Little 
Washita  area.  Grady  County.  Oklahoma, 
to  a  point  of  connection  with  an  existing 
eight-inch  pipe  line  of  Natural  in  Grady 
County,  Oklahoma.  MRT  also  requests 
authorization  to  sell  natural  gas  to  Nat- 
ural Gas  Pipe  Line  Company  of  America 
(Natural)  in  accordance  with  the  pro- 
visions of  a  November  18.  1976.  Gas 
Transportation  Sales  Agreement  between 
Natural  and  MRT. 

MRT  states  that  it  would  deliver  gas 
from  the  Little  Washita  area  to  Natural 
at  a  side  tap  to  be  Installed  by  Natural 
on  its  eight-Inch  Chltwood  pipe  line  In 
Grady  Coimty.  It  Is  further  stated  that 
the  maximum  volume  of  gas  which  Natu- 
ral Is  obligated  to  receive  at  the  point 
receipt  Is  15,000  Mcf  per  day.  Natural 
would  redeliver  to  MRT  at  an  existing 
gas  sales  point  in  Clinton  County.  Illi- 
nois, or  at  MRT's  option  at  an  existing 
point  of  Interconnection  in  Randolph 
County.  Arkansas.  75  percent  of  the  vol- 
umes of  gas  dehvered  by  MRT  to  Natu- 
ral at  the  point  of  receipt  in  Grady 
County,  and  the  remaining  25  percent  of 
the  volumes  would  be  sold  to  Natural 
MRT  states  that  for  the  transportation 
service  to  be  performed  by  Natural.  \rRT 
would  pay  Natural  15  cents  per  Mcf  of 
gas  redelivered.  It  is  further  stated  that 
MRT  would  sell  to  Natural  25  percent  of 
the  volumes  delivered  at  the  point  of 
receipt  In  Grady  County,  at  a  price  equal 
to  the  product  of  the  volume  of  such  gas 
times  the  volume-weighted  average  pur- 
chase price  per  Mcf  paid  by  MRT  for 
such   gas.   The   estimated    initial    price 
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which  MRT  would  charge  for  gas  sold  to 
Natural  would  be  $1.54  per  Mcf. 

MRT  states  that  the  total  estimated 
cost  of  the  six-Inch  trunkline  and  appur- 
tenant faculties  Is  $645,000.  MP.T  indi- 
cates that  this  cost  would  be  financed 
Initially  from  available  funds  and  or 
short-term  borrowings.  Any  gathering 
faciUtie?;  required  to  be  Installed  by  MRT 
In  order  to  effectuate  this  proposal  would 
be  constructed  imder  apphcanfs  budget- 
type  authorization  for  gas  purchase 
facilities. 

On  Januarv-  19,  1977.  Natural  filed  In 
Docket  No.  CP77-131  an  application,  pur- 
suant to  Sectlcai  7(c)  of  the  Natural  Oas 
Act  for  a  certificate  of  public  conveni- 
ence and  necessity  authorizing  the  trans- 
portation of  up  to  15.000  Mcf  per  day  of 
natural  gas  for  MRT  and  the  construc- 
tion smd  operation  of  facilities  to  effec- 
tuate such  transportation.  Natural  pro- 
poses to  construct  and  operate  an  addi- 
tional eight- inch  measuring  facUlty  at  Its 
Grady  Coimty.  Oklahoma,  Installation  to 
order  to  Implement  the  transportation 
service:  and  it  states  that  no  additlcmal 
facilities  would  be  required  at  the  Clin- 
ton County,  Illinois,  or  Randolph 
County,  Arkansas,  delivery  potots.  Nat- 
ural further  states  that  the  cost  of  addi- 
tional measuring  facilities  would  be  ap- 
IMT)xlmately  $29,000  and  would  be  fi- 
nanced from  funds  on  hand. 

Natural  states  that  the  subject  trans- 
portation and  sales  Eurangement  would 
be  beneficial  to  It  In  that  gas  retataed 
for  the  purchase  by  Natural  would  aug- 
ment Natural's  overall  gas  reserves  to  the 
benefit  of  all  Its  customers,  and  would 
have  no  effect  on  tiny  other  sales  or  serv- 
ices now  rendered  by  Natural. 

We  feel  these  applications  present  both 
sides  of  the  same  project  and  similar 
aspects  of  the  same  question:  reasonable 
rates  for  gas  transported  by  displace- 
ment, and  we  therefore  feel  that  the  pub- 
lic toterest  would  be  served  most  expedi- 
tiously by  the  consolidation  of  these 
matters  for  hearing.  At  such  time  the 
applicants  should  make  an  aflfirmatlve 
showing  of  their  actual  costs  and  the  pro- 
posed disposition  of  the  revenues. 

After  due  notice  of  the  application  in 
Docket  No.  CP77-106  by  publication  to 
the  Federal  Register  on  January  24. 1977 
(42  FR  4200'  and  in  Docket  No.  CP77- 
131  on  February-  8.  1977  <42  FR  7992'. 
MRT  filed  a  timely  petition  to  tatervene 
to  Docket  No.  CPll-131.  and  a  petition 
for  leave  to  totervene  out  of  time  was 
filed  in  Docket  No.  CP77-106  by  the  Illi- 
nois Power  Company.  No  other  toterven- 
tions  or  petitions  for  leave  to  totervene 
have  been  filed  in  the  subject  application. 
The  Co7JimL'!slon  finds.  <1)  It  Is  neces- 
sar>-  and  appropriate  in  carrj'tog  out  the 
provisions  of  the  Natural  Gas  Act  that  a 
public  hearing  be  held  on  the  matters 
Involved  hereto  and  the  issues  presented 
to  these  proceedings  as  hereinbefore  de- 
scribed. 

1 2  >  The  public  convenience  and  neces- 
sity warranto  the  consolidation  of  Docket 
Nos.  CP77-106  and  (rP77-131. 

(3)  Participation  to  these  proceedtogs 
by  the  aforementioned  totervenors  may 
be  to  the  public  toterest.  Permltttog  the 


filing  of  late  petitions  to  totervene  will 
not  delay  the  proceedmgs  and  may  be  to 
the  public  toterest. 

The  Commission  orders.  (A>  The  pro- 
ceedtogs in  Docket  Nos.  CP77-106  and 
CP77-131  are  consolidated  and  set  for 
hearing  and  disposition. 

<  B  •  Pursuant  to  the  Natural  Gas  Act, 
particulary  Section  4.  5,  and  15  thereof, 
the  Commission's  Rules  of  Practice  and 
Procedure  (18  CFR,  Part  I»,  and  the 
Regulations  under  the  Natural  Gas  Act 
(18  CFR.  Chapter  1.  Subchapter  (E)  > .  a 
pre-hearing  conference  shall  be  held  on 
June  2.  1977.  commencing  at  10  o'clock 
a.m.  to  a  hearing  room  of  the  Federal 
Power  Commission.  826  North  Capitol 
Street  NE..  Washington,  DC.  20426.  to 
discuss  procedural  Issues  and  the  clari- 
fication of  issues. 

(C)  An  Admtolstrative  Law  Judge,  to 
be  designated  by  the  Chief  Administra- 
tive Law  Judge  for  that  purpose  (see  Del- 
egation of  Authority.  18  CFR  3.5(d)), 
shall  preside  at  the  pre-hearing  confer- 
ence to  this  proceedtog  with  authority  to 
establish  and  change  all  procedural  dates, 
and  to  rule  on  all  motions  (with  the  sole 
exceptions  of  petitions  to  totervene.  mo- 
tions to  consolidate  or  sever,  and  motions 
to  dismiss) ,  as  provided  for  to  the  Rules 
of  Practice  and  Procedure. 

(D)  The  direct  case  of  Applicants 
Natural  and  MRT.  Including  testimony 
on  the  Issues  raised  by  this  Order,  shall 
be  filed  and  served  on  aU  parties,  the 
Presiding  Admtolstrative  Law  Judge, 
and  the  Commission  Staff  on  or  before 
June  17.  1977.  All  supporting  Intervenors 
shall  file  testimony  and  exhibits  com- 
pristog  their  cases-m-chief  on  or  before 
Jane  27,  1977.  Similarly,  opposing  In- 
tervenors and  Staff  may  file  their  testi- 
mony on  or  before  July  11.  1977.  and 
should  said  filing  give  rise  to  the  need 
for  Natural  or  MRT  or  supporting  In- 
tervenors to  file  to  rebuttal,  the  same 
shall  be  done  on  or  before  July  15.  1977 

(E)  The  aforementioned  are  jjermlt- 
ted  to  totervene  in  the  instant  proceed- 
tog. subject  to  the  Rules  and  Regula- 
tiCM3s  of  the  Commission:  Provided,  ?iov:- 
ever,  That  such  participation  by  the  In- 
tervenors shaU  be  limited  to  matters  £if- 
fecttog  asserted  rights  and  taterests  as 
specifically  set  forth  to  Uie  petitions  to 
totervene:  and  provided,  jurther.  That 
the  admission  of  such  Int-crvenors  shall 
be  construed  as  recognition  by  Uie  CX>m- 
mission  that  they  might  be  aggrieved  be- 
cause of  any  Order  of  the  Commission 
entered  to  the  proceeding. 

By  the  Commission. 

Kenneth  F.  PLtiMB, 

Secretary. 

|FRDoc.T7-15455  Filed  6-31-77:8:45  am] 


taup's  Rate  Schedule  FPC  No  36  for 
service  to  the  Mlddleboro  Municipal  Gas 
and  Electric  Department  fMiddle- 
boro"  > .  Montaup  todicates  that  the 
amendment  will,  on  an  annual  basis,  in- 
crease by  $7,032,000  the  charge  paid  by 
Mlddleboro  for  non-firm  transmission 
service  over  tiie  115  kV  radial  Itoe  con- 
necting Montaup  and  Mlddleboro. 

Montaup  states  that  the  existtog 
charge  to  Mlddleboro  Is  based  on  1975 
costs.  Montaup  further  states  that  the 
amended  Exlilblt  A  Ls  based  on  1976  costs. 
Montaup  has  requested  a  waiver  of  the 
Commissions  notice  requirements  to 
allow  a  January  1,  1977.  effective  date 
for  the  new  rate. 

Montaup  todicates  that  copies  of  the 
filtog  have  been  served  on  Mlddleboro 
and  the  Massachusetts  Department  of 
Public  Sen,-ice. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  peti- 
tion to  totervene  or  protest  with  the  Fed- 
eral Power  Commission.  825  NorUi  Capi- 
tol Street  KE..  Washington.  DC.  20426, 
to  accordance  with  5?  1-8  and  110  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1.8.  1  10'  All  sucli  peti- 
tions or  protests  should  be  filed  on  or 
before  June  8.  1977.  Protests  will  be  con- 
sidered by  the  Commission  In  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceedtog  Any  person 
wlshtog  to  become  a  party  must  file  a 
petition  to  totervene  Copies  of  this  ap- 
plication are  on  file  with  the  Commis- 
sion and  are  available  for  public  in- 
spection 

Kenneth  F.  Plumb. 

Secretary. 

|PR  Doc  77-15449  Piled  5-31-77:8  45  atn| 


lEtocketNo.  ER77-376I 

MONTAUP   ELECTRIC   CO. 

Tariff  Change 

May  25,  1977. 

Take    notice    that    Montaup   Electric 

CcMnpany     cMontaup "' .    on    May    17, 

1977,   tendered   for   filtog   an   amended 

Exhibit  A  to  Supplement  No   8  to  Mon- 


( Docket  No.  ER77-2531 

NIAGARA   MOHAWK   CORP. 

Tariff  Filing 

May  25,  1977 

Take  notice  that  Niagara  Mohawk 
Power  Corporation  (Niagara',  on  May 
18.  1977.  tendered  for  filtog  proposed 
changes  in  Rate  SchediUe  R^l  of  its  FPC 
Electric  Tariff.  Original  Volume  No.  1. 
Niagara  todicates  tiiat  the  proposed 
changes  would  tocrease  revenues  from 
jurisdictional  sales  and  service  by  $36.- 
747  based  on  the  12  month  pericxl  ending 
December  30,  1976. 

Niagara  states  that  the  increase  is  nec- 
essarj-  to  make  the  cliarges  contato.ed  in 
Rat<?  Schedule  R-1  comparable  to  Niag- 
aras  other  rates  charged  to  customers 
who  have  requirements  of  a  magnitude 
simUar  to  those  serviced  by  this  tariff. 

Niagara  further  states  that  copies  of 
the  fUing  have  been  served  upon  the  VU- 
lage  of  Green  Island,  New  York,  the  only 
customer  presenUy  served  under  this 
tariff. 

Any  person  desirtog  to  be  heard  or  to 
protest  said  application  shall  file  a  peti- 
tion to  totervene  or  protest  with  the  Fed- 
eral Power  Commission,  825  North  Cap- 
itol Street  NE..  Washington.  DC.  20426, 
to  accordance  with  §§1.8  and  1.10  of  the 
Commission's  rules  of  practice  and  pro- 
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redure  18  CFR  1.8,  1  10'  .\11  such  peti- 
tions or  protests  should  be  filed  on  or  be- 
fore June  8,  1977  Protests  will  be  con- 
sidered by  the  Commission  in  detemnn- 
mg  the  appropriate  action  to  be  taken. 
but  will  not  serve  to  nuike  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a  i:>e- 
tition  to  intervene.  Copies  of  this  appli- 
cation are  on  Rle  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  P.  Plimb. 
Secretary. 

(PR  Doc. 77-15448  Piled  5-31-77:8:45  ami 


iD'VkPt  Nn    HRTT   372; 

PACIFIC  POWER  &  LIGHT  CO. 
Filing  of  Revised  Exhibit 

May  24,  1977. 

Take  notice  that  Pacific  Power  &  Light 
Company  ( Pacific  i  on  May  11.  1977,  ten- 
dered for  filing,  in  accordance  with  Sec- 
tion 35  of  the  Commission's  Regulations. 
Revision  No.  1  of  Exhibit  A.  to  Pacific's 
Rate  Schedule  FPC  No  123  Pacific  indi- 
cates that  Rate  Schedule  FPC  No.  123 
provides  for  transmission  service  to  Tri- 
State  Generation  and  Transmission  As- 
sociation. Inc.  iTn-Statei.  Pacific  aLso 
indicates  that  Exhibit  A,  m  accordance 
with  the  terms  of  the  rate  schedule,  is 
revised  annually  by  Tn-State  and  ap- 
proved by  Pacific,  specifying  amounts  to 
be  transferred  for  the  fourth  year  of  the 
commitment  period. 

Pacific  requests  waiver  of  the  CommLs- 
sion's  notice  requirements  to  permit  the 
Exhibit  to  become  effective  on  February 
I.  1977.  which  Pacific  claims  is  the  date 
of  commencement  of  service.  Pacific  also 
claims  that  the  waiver  will  have  ho  ef- 
fect upon  purchasers  under  other  rate 
schedules. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe- 
tition to  intervene  or  protest  with  the 
Federal  Power  Commission.  825  North 
Capitol  Street  NE..  Washington.  DC. 
20426.  in  accordance  with  S5  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice  and 
Procedure  a8  CFTl  1.8.  1.10).  All  such 
petitions  or  protests  should  be  filed  on  or 
before  June  1.  1977.  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing thet  appropriate  action  to  be  taken. 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene  Copies  of  this  ap- 
plication are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc  77-15447  Piled  5  31-77:8  45  am] 


fUmg  on  AprU  29.  1977.  a  letter  agree- 
ment Supplement  to  Rate  Schedule  FPC 
No.  181  with  The  Empire  EUstrtct  Elec- 
tric Company  f  EDE> .  PSO  indicates  that 
the  pro{x>sed  Supplement  provides  for 
the  sale  by  PSO  of  50  MW  of  capacity 
from  its  Riverside  Station  Unit  No.  1  to 
EDE  during  the  12-month  period  begin- 
ning June  1.  1977,  and  ending  May  31, 
1978, 

Ally  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  NE..  'Washington.  D.C.  20426,  in 
accordance  with  §§18  and  1.10  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure '  18  CFR  1.8.  1.10) .  All  such  peti- 
tions or  protests  should  be  filed  on  or 
before  Jmie  3.  1977.  Protests  will  b«  con- 
sidered by  the  Commission  In  determi- 
ning the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wLshing  to  become  a  party  must  file  a 
{petition  to  interv^ene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  P.  Plumb, 
Secretary. 

(PR  Doc.77-15453  Filed  5-31-77;8:45  amj 


Docket  No    ER77  238| 

PHBIIC    SERVICE    CO.   OF  OKLAHOMA 

Capacity  Sdle 

May   25,    1977. 
Take  notice  that  Public  Service  Com- 
pany of  Oklahoma  iPSO»    tendered  for 


(Docket  No,  E-95921 

ROSCOE  E.   DEAN,  JR..  AND  WILLIAM   D. 
LOVIN  V,  GEORGIA  POWER  CO. 

Complaint  and   Request  for  Institution  of 
Investigation 

May  23,   1977. 

Take  notice  that  Roscoe  E.  Dean.  Jr.. 
and  William  D.  Lovin  on  April  11.  1977. 
tendered  for  filing  a  Complaint  alleging 
illegal  activities  on  the  part  of  Georgia 
Power  Company  and  requesting  that  the 
Federal  PowTr  Commission  institute  an 
Investigation  into  said  company.  The 
Complaint  alleges  that  kickbacks,  thefts. 
frauds  and  other  Ulegal  activities  have 
occurred  at  Georgia  Power  Plant  Hatch 
in  Baxley,  Georgia,  and  also  have  oc- 
curred at  other  power  plants  owned  by 
the  Georgia  Power  Company. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition  to 
intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  NE.,  Washington,  DC.  20426,  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure '18  CFR  1.8  and  1.10).  All  such 
petitions  or  protests  should  be  filed  on 
or  before  June  22,  1977.  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of  this 
filing  are  on  fUe  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  P.  Plumb, 
Secretary. 

[PR  Doc  77-15446  Piled  6-31-77;8:4&  am] 


(Docket  Noe.  C868-9«,  etc.] 

SABINE   PRODUCTION   CO.    ET  AL. 

Applications  for  Small  Producer 
Certificates 

May   19,   1977. 

Take  notice  that  each  of  the  Appli- 
cants listed  herein  has  filed  an  applica- 
tion pursuant  to  section  7(c)  of  the 
Natural  Gas  Act  and  §  157.40  of  the  regu- 
lations thereunder  for  a  "small  pro- 
ducer" certificate  of  pubUc  convenience 
and  necessity  authorizing  the  sale  for 
resale  and  deliverj'  of  natural  gas  in  in- 
terstate commerce,  all  as  more  fully  set 
forth  in  the  applications  which  are  on 
file  with  the  Commission  and  open  to 
public  inspection. 

Any  person  desiriiig  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  should  on  or  before  June  20. 
1977.  file  with  the  Federal  Power  Com- 
mission, Washington.  DC.  20426.  peti- 
tions to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's rules  of  practice  and  procedure 
118  CFR  1.8  or  1.10  >.  All  protests  filed 
with  the  Commission  will  be  considered 
by  it  In  determining  the  appropriate  ac- 
tion to  be  taken  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro- 
ceeding. Persons  wishing  to  become  par- 
ties to  a  proceeding  or  to  participate  as  a 
party  In  any  hearing  therein  must  file 
petitions  to  intervene  In  accordance  with 
the  Commission's  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's rules  of  practice  and  procedure. 
a  hearing  will  be  held  without  further 
notice  before  the  Commission  on  all  ap- 
plications in  which  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein  if  the  Commission  on  its  own  re- 
view of  the  matter  believes  that  a  grant 
of  the  certificates  is  required  by  the  pub- 
lic convenience  and  necessity.  'Where  a 
petition  for  leave  to  intervene  Is  timely 
filed,  or  where  the  Commission  on  its 
own  motion  beheves  that  a  formal  hear- 
ing is  required,  further  notice  of  such 
hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicants  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  P.  Plumb. 

Secretary. 

Docket  No.,  Date  filed,  and  Applicant 

CS66-96.  May  10.  1977,  Sabine  Production 
Company.  1200  Mercantile  Bank  Building. 
Dallas,  Texaa  75201. 

CS74-168.  November  26,  1976,  LAM  Oil  C::n- 
panv,'  P.O.  Box  9077,  Canton.  Ohio  44711. 

CS77-527.  May  9.  1977,  Michael  H.  Shelby, 
6116  N.  Central  Expressw-ay,  Suite  922,  Dal- 
las. Texas  75206. 

CST7-528,  Maf  9,  1977,  W.  P.  Properties  Cc«-- 
poratlon.  P  O.  Box  2250,  Denver.  Colorado 
80201. 


»  TliU  notice  does  not  provide  for  consoll- 
datlon  for  hearing  at  the  several  matters 
covered  herein. 
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CS77-529,  May  9.  1977,  Harmon  OU  and  Gas 

Company,  3626  Presno  Place.  Port   Smith. 

Arkansas  72901. 
CS77-530,  May  9.  1977,  Texlan  Oil  Company. 

Inc  ,  3821   Old  Bullard  Road,  Tyler,  Texas 

75701. 
CS77-531.  May  9,  1977,  Kathryn  McCormlck. 

2905    San    Pablo    NE  .    Albuquerque.    New 

Mexico  87110. 
CS77-532.  May  9.   1977,  OBK  1972  B.  301  Ut- 

tle  BuUdlng,  Ardmore.  Oklahoma  73401. 
CS77-533,    May    9,    1977.    E.    Etean    Thornton. 

Box    5041.    Midland.    Texas    79701 
CS77-534,  May  9,   1977.  bee  Duncan.  PO    Box 

12828,  Dallas,  Texas  75225. 
CS77-635,    Mav    9.    1977,    OBK    1976 
CS77-636,   May   9,    1977.   'Wmiam   C     Doenges. 

P.O.   Box  Z.  BartlesvUle,   Oklahoma  74003. 
CS77-537.   Mav   6.    1977.   'WUson    Estatep,   826 

Union    Center    BuUdlng,    'Wichita.    Kansas 

67202. 
CS77-538,  Mav   11,   1977,  Robert  L.  Hadwlger 

and  'WUUam  A.  Hadwlger.  Drawer  H.  Alva. 

Oklahoma  73717. 
CS77-639.  May  12,  1977.  Charles  E    Branham. 

2550  Uberty  Tower.  Oklahoma  City.  Okla- 
homa 73102. 
CS77-640.  May  13.   1977,  Patrick  J.  Hannifin. 

Quarters     E,      Washington      Navy      Yard. 

Washington,  DC   20374. 
CS77-541.  May  13.  1977.  Tom  P.  Marsh.  Op- 
erator.    PO      Box     174«,     Amarilo.     Texas 

79106. 
CS77-642.    May    16.    1977.    N.Y.    Petrominco. 

Inc..  339  Bloomfleld  Avenue,  CaldweU,  New 

Jersey. 
CS77-543,  May  16,  1977.  M&R  Properties.  Box 

776,  Pampa.  Texas  79065. 

I  PR  Doc.77-1 5150  Filed  6-31-77;  8  45  ami 


IDocket  No.  CI61-1265.  etc.  | 

SUPRON   ENERGY   CORP 

Application 

M.^Y   20.  1977. 

Take  notice  that  on  May  11.  1977. 
Supron  Energy  Corporation.  Smte  1700. 
Campbell  Centre.  8350  North  Central  Ex- 
presswav,  Dallas.  Texas  75206.  filed  an 
application  in  Docicet  Nos.  CI61-1265.  et 
al..  for  a  certificate  of  public  convenience 
and  necessity  to  render  service  previ- 
ously authorized  by  the  Commission  in 
certificates  of  public  convenience  aiid 
necessity  issued  to  Southern  Union  Pro- 
duction Company.  Supron  Energy  Cor- 
poration also  filed  for  a  Certificate  of 
Adoption  and  Request  for  Redesignation 
of  Southern  Union  Production  Company 
Rate  Schedules.  The  application  is  the 
result  of  the  transfer  of  oil  and  gas  prop- 
erties by  Southern  Union  Production 
Company  to  Supron  Energy  Corixjration. 
effective  April  18,  1977.- 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  10.  1977. 
should  file  with  the  Federal  Power  Com- 
mission, 'Washington,  D.C.  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the 
Commission's  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  consid- 
ered by  it  in  determining  the  appropriate 
action  to  be  taken,   but   will  not  serve 


=  LAM  Exploration  Is  the  successor  to  the 
L&M  Oil  Company. 

'  See  Exhibit  A  for  a  list  of  the  rate  sched- 
ules and  certificates  Involved 


to  make  the  protestants  parties  to  the 
proceeding.  Any  person  wishing  to  be- 
cc«ne  a  party  to  a  proceeding,  or  to  par- 
ticipate as  a  party  m  any  hearing  there- 
in, must  file  a  petiticai  to  intervene  in 
accordance  with  the  Commission's  Rules. 

Take  furtlier  notice  that,  pursuant  to 
the  authority  conUimed  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  .sections  7  and 
15  of  the  Natural  Gas  Act  and  tlie  Com- 
missions  rules  of  practice  and  procedure, 
a  hearing  will  be  held  witliout  further 
notice  before  the  Commission  on  this  ap- 
phcatlon  If  no  petition  to  intervene  is 
filed  within  the  time  required  herein,  if 
the  Commission  on  its  own  review  of  the 
matter  finds  that  a  giant  of  the  certifi- 
cate is  required  by  the  public  conven- 
ience and  necessity.  If  a  petition  for  leave 
to  intervene  Ls  timely  filed,  or  if  the  Com- 
mission on  its  owii  motion  believes  that  a 
formal  hearing  is  required,  further  no- 
tice of  such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessar>'  for  Applicant  to  appear  or 
be  represented  at  the  hearing 

Kenneth  F.  Plumb. 

Secretxiry. 

ExfUBrr  "A" 

Docket  Numbers  in  Which  CeTtificates  Were 
Issued  to  Southern  Union  Production 
Company.  Buyer,  and  Southern  Union 
production  Company.  Rate  Schedule  Nvri- 
ber 
CI-61-1265.  Southern  Union  Gathering  Com- 
pany. 3  and  6. 
CI-61-1265.  El  Paso  Natural  Oaj   Company. 

1  and  2. 
CI  61-1266,  El  Paso  Natural  Gas  Company. 

8 
CI-61-1267.  El  P-i«o  Natural  Gas  Company.  5 
CI- 61-1268.  El  Paso  Nattiral  Gas  Company.  7. 
CI-64-282,  El  Paso  Natural  Gas  Company.  10 
Ci-64-935,     Michigan     WLsconsln     Pipeline 

Company.  11. 
CI  65-26,    Champlln    Oil    &    Refining    Com- 
pany, 12. 
CI-65^263,  Northern  Natural   Gas  Company 

13, 
Ci-65-472,      Michigan      Wisconsin      Pipeline 

Company.  14. 
CI-65-767,  El  Paso  Natural  Ga<  Oompany.  15 
CI  65-767,   Northwest    Pipeline    Corporation. 

33. 
CI -65-846   EI  Paso  Natural  Gas  Company   16 
CI  66-403.    Arkansas    Louisiana    Ga--    Com- 
pany. 17, 
CI-66-772.  Arkansa.s  Louisiana  Gas  Company 

18 
Cl-68-1003.     Michigan     Wisconsin     Pipeline 

Company.  19 
d  66-1346.     Michigan     WLsoonsin     Pipeline 

Company    20 
CI -67-195   El  Pa&o  Natural  Cras  Comp>any   22 
CI  67  304,  Southern  Union  Gathering  Com- 
pany. 21- 
CI-6&-679.  El  Pa.so  Natursil  Gas  Company.  24 
CI-68-1107.    Western    Gas    Interstate    Com- 
pany. 25. 
CI  69-1163.    Arkansas   Louisiana   Gas    Com- 
pany. 26 
CI-73-606,    Arkansas    Louisiana    Gas    Com- 
pany, 32 
CI  75-136     Arkansas    Louisiana    Gas    Com- 
pany   34 
CI-77^14,   El   Paso  Natural   Gas   Company. 
35. 


FPt'    PEOCKKDINGS    IN    WHICH    StiUTHEaN    UNION 
PBODXTCnON   COMPANY    IS   A  PARTICIPANT 

National  Ra'^ 

K,.e  ProoeedtngB  Suspension  Dockets 

RM75    14     RI74-77 

R\r77-13    RI74-134 

Rn4-161 
RI74-209 
RI75-102 
RH  6-106 
RJ76-83 

|FR  Doc  77-15151  Piled  5-31   77,8:45  ami 


IDocket  Nos    ER76-303   and   ER76-3991 

WISCONSIN    ELECTRIC    POWER    CO     AND 

WISCONSIN   MICHIGAN  POWER  CO 

Order  Approving  Settlement 

May  25.  1977 
On  December  15.  1976.  the  Presiding 
Administrative  Law  Judge  in  these  pro- 
ceedings certified  to  the  Commission  the 
proposed  setUement  agreement  together 
with  the  record.  The  Commission  flnd-^ 
tliat  the  settlement  agreement  is  in  the 
public  interest  and  accept*  aiid  ap- 
proves it  as  hereinafter  ordered  and 
conditioned. 

Docket  No  ER76-303  was  initiated  on 
November  28  1975,  when  'Wisconsin 
Electnc  Power  Company  I'WEPCOi  and 
its  wholly-owned  subsidiary  ■Wisconsin 
Michigan  Power  Company  'WMPCO' 
joinUy  tendered  for  filing  mcreased  rates 
affecting  16  municipalities.  3  rural  elec- 
tnc cooperatives,  and  one  investor- 
owned  utUity.'  On  December  29.  197.=> 
WMPCO  submitted  for  Tiling,  in  Docket 
No.  ER76-399.  increased  rates  for  the 
Cities  of  Kaukauna  and  Menasha.  two 
electric-;:illy  interconnected  municipal 
utilities  acting  In  concert  as  a  single  cus- 
tomer. The  two  filings  proposed  a  total 
rau'  increase  of  $3,496,000.  By  orders  is- 
sued December  31.  1975  and  January  30 
1976.  the  Commission  accepted  tlie  pro- 
posed rates  for  filing  with  an  effective 
date,  subiect  to  refmid.  of  March  1.  1976 
for  ER76-303  and  May  1,  1976  for  ER76- 
399  By  order  issued  on  March  22.  1976. 
the  Commission  consolidated  the  subject 
dockets  for  hearma  and  decision. 

Under  the  proposed  settlement.  Joined 
by  all  parties,  the  rate  increase  would 
be  reduced  to  $2,072,000  based  on  the 
same  test  year,  tlie  70  percent  demand 
ratchet  would  be  ehminated  from  the 
rate  in  Docket  No.  ER7&-303.  and  there 
would  be  a  moratorium  on  rate  changes 
effective  before  Januarv  1.  1978.  The 
Staff  top  sheet  supports  tlie  increase  of 
$2.07  million  based  on  an  allowable  rate 
ol  return  of  8  78  percent  including  12.25 
percent  on  common  eqmty.  The  settle- 
ment agreement  does  not  resolve  the 
Sierra -Mobile  •  issues  relating  to  the  cit- 


» Application    Is    pending,    but    certificate 
has  not  yet  been  granted  In  this  docket 


The  cities  and  villages  ol  Ceaarburg. 
CUntonvUle.  Deerfleld.  Elkhorn.  Florence, 
Hartford,  Jefferson.  Kiel.  Lake  MUls.  New 
London.  Oconomowoc,  Oconto  Palls.  Sha- 
wano. Sllnger  and  Waterloo  Wlscon.sln  and 
Crystal  Palls,  Michigan;  Alger  Delta  Cooper- 
ative Elec  Association.  Oconto  Electric  Co- 
operative ai.d  Ontonagan  County  REA, 
Upper  Peninsula  Power  Company. 

'  FPC  V  Sierra  Pacific  Power  Co..  360  U.S 
348  (1956>;  United  Gas  Co  v  Mobile  Gas 
Corp  .  360  US   332  ( 1966) 
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NOTICES 


ies  of  Florence,  Kaiikauna,  New  Lon- 
don, and  Shawano,  which  are  reserved 
for  decision  by  the  Commission '  and  the 
courts.* 

Pubhc  notice  of  the  proposed  .'settle- 
ment was  issued  on  January  1.  1977. 
Both  the  Customers  and  Staff  filed  com- 
ments supporting  the  agreement.  No 
other  comments  were  received. 

The  Commission  finds.  The  proposed 
settlement  agreement  .should  be  ap- 
proved and  made  effective  as  hereui- 
after  ordered  and  conditioned. 

The  Cominission  orders.  <Ai  The  set- 
tlement agreement  certified  to  the  Com- 
mission in  these  proceedings  on  Decem- 
ber 15.  1976.  is  hereby  accepted,  incor- 
porated herein  by  reference  and  ap- 
proved, subject  to  the  following  condi- 
tions. 

(Bi  Within  30  days  from  the  date  of 
this  otder,  WEPCO  and  WMPCO  shall 
file  with  the  Commission  revised  tariff 
sheets  and  rate  schedules  in  conform- 
ance with  the  settlement  agreement. 

iC)  Within  30  days  after  the  com- 
pliance rate  filings  are  accepted  for  fil- 
ing, WEPCO  and  WMPCO  slmll  refund 
amounts  collected  in  excess  of  the  set- 
tlement rates  with  mterest  computed  at 
9  percent  per  annum. 

'D>  Within  15  davs  after  refunds, 
have  been  made.  WEPCO  and  WMPCO 
shall  file  with  the  Commi.'^ion  a  com- 
pliajice  report  showing  monthly  bilhng 
determinants  and  revenues  under  prior. 
present  and  settlement  rates;  the 
monthly  revenue  refmid;  and  the 
monthly  interest  computation  together 
with  a  summarj-  of  such  mformation  for 
the  total  refund  period.  A  copy  of  such 
report  shall  also  be  furnished  to  each 
State  Commission  within  whose  juris- 
diction the  wholesale  customers  distrib- 
ute and  sell  electric  energj-  at  retail. 

lE)  The  rates  to  the  Cities  of  Flor- 
ence. Kaukauna.  New  London,  and  Sha- 
wano, which  involve  the  reserved  Sierra- 
Mobile  issues,  are  subject  to  the  final 
determination  of  those  issues  by  the 
Commission   and   the  courts. 

(Fi  This  order  is  without  prejudice 
to  any  findings  or  orders  which  have 
been  made  or  which  will  hereafter  be 
made  by  tlie  Commission,  and  is  with- 
out prejudice  to  any  claims  or  conten- 
tions which  may  be  made  by  the  Com- 
mission, its  staff,  or  any  party  or  person 
affected  by  this  order,  in  aaj-  proceeding 


'  The  Cities  of  Florence,  New  Lond  >n  ajad 
Shawano.  Wisconsin,  on  July  14.  1976  moved 
for  reconsideration  of  the  Conamlsslon  order 
dated  February  9.  1976,  with  respect  to  the 
Sierra-Mobile  Usue,  The  Conamlarilon  l.saued 
a  Notice  of  Intention  to  Act  on  October  8. 
1976.  and.  on  April  20  1977.  the  Commission 
Issued  an  Order  on  Reconsideration  direct- 
ing WMPCO  to  file  a  revised  tariff  In  con- 
formance with  the  CommLsslon's  det.ermlna- 
tlon  of  the  Slerra-Moblle  l-wue 

♦The  CommLsslon'.i  denial  of  Kaukauna'.s 
motion  for  rehearing  with  respect  to  the 
Slerra-Moblle  Issue  (by  Order  dated  April  30. 
1978)  te  being  appealed  In  the  tJSCA,  DC. 
Circuit  75-1561 


now  pending  or  hereafter  instituted  by 
or  against  WEPCO  or  WMPCO  or  any 
S^rson  or  a^rty. 

I G I  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F.  Plumb, 
Secretary. 

I  PR  D11C.77-15430  Piled  5-31-77:8:45  am| 


(Docket  No.  ER77-375I 

GULF   STATES   UTILrTIES   CO. 

Cancellations 

May  26,  1977. 

Take  notice  that  Gulf  States  Utilities 
Company  (GSU)  on  May  13,  1977  ten- 
dered for  filing  six  (6)  notices  of  can- 
cellation pursuant  to  Section  35.15  of 
the  Commission's  Regulations.  GSU  re- 
quests waiver  of  the  notice  requirements 
of  Section  35.15  that  notices  of  can- 
cellations are  to  be  filed  not  more  than 
ninety  t90)  days  prior  to  the  dates  of 
termination.  GSU  tenders  notices  of  can- 
cellation of   the  following  agreements: 

Agreement  for  Electric  Service  between 
GSU  and  the  City  of  Liberty.  Texas,  dated 
December  10,  1963.  as  amended,  designated 
Rate  Schedule  FPC  No.  96 

Agreement  for  Electric  Service  between 
GSU  and  the  City  of  Vinton.  Louisiana, 
dated  December  1.  1935.  as  amended,  desig- 
nated Rate  Schedule  FPC  No.  24 

Agreement  for  Electric  Service  between 
GSU  and  the  City  of  Jasper.  Texas,  dated 
January  4.  1963.  as  amended,  designated 
Rate  Schedule  FPC  No.  95 

Agreement  for  Electric  Service  between 
GStJ  and  the  City  of  Livingston,  Texas,  dated 
February  20,  1953,  as  amended,  designated 
Rate  Schedule  FPC  No.  86 

Agreement  for  Electric  Service  between 
GSU  and  Sam  Houston  Electric  Cooperative, 
dated  May  25,  1950,  as  amended,  designated 
Rate  Schedule  FPC  No.  69 

Agreement  for  Electric  Service  between 
GSU  and  Jasper-Newton  Electric  Coopera- 
tive, Inc.,  dated  May  25,  1950,  as  amended, 
designated  Rate  Schedule  FPC  No.  71 

Any  person  desiring  to  be  heaxd  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission.  825  North  Capitol 
Street  NE.,  Washington,  DC.  20426.  In 
accordance  with  §5  18  and  1.10  of  the 
Commi-ssion's  Rules  of  Practice  and  Pro- 
cedure '18  CFR  1.8  and  1.10).  All  such 
petitions  or  protests  should  be  filed  on  or 
before  June  7,  1977.  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commissic«i  and  are 
available  for  public  inspection. 

Kenneth  F.  Pluvb. 
Secretary. 

I  PR  Doc  77-15702  Piled  6-31-77.12:03  am) 


FEDERAL  RESERVE  SYSTEM 

H    2,  ;977  No.  17) 

ACTIONS  OF  THE   BOARD 

Applications  and  Reports  Received  During 
the  Week  Ending  April  23,  1977 

.Actions  of  TtiE  Bo.\rd 

Purchase  of  a  computer  by  the  Minneapolis 
Federal  Reserve  BanJt. 

Equitable  Company  of  Texas,  a  wholly- 
owned  subsidiary  of  Mercantile  Texas 
Corporation,  DaJla.";,  Texas,  extension  of 
time  to  June  2.  1977,  within  which  to  di- 
vest of  shares  of  Liquldonlcs  Industries, 
Inc.^ 

Mllllk.ln  Bancshares,  Inc  .  Decatur,  niinols. 
extension  of  time  to  August  5,  1977.  within 
which  to  become  a  bank  holding  company 
through  the  acqulstlon  of  100  per  cent  of 
the  voting  shares  (less  directors'  qualify- 
ing shares)  of  the  successor  by  merger  to 
The  MUllkln  National  Bank  of  Decatur. 
Illinois.' 

Utah  Bagcorporation,  Salt  L\ke  City.  Utah, 
extension  of  time  to  July  21.  1977.  within 
which  to  acquire  shares  of  Utah  Valley 
Bank.  Orem.  Utah.  In  addition  to  an  ex- 
tensio  !  of  time  to  January  21.  1978.  within 
whlcli  Utah  Valley  Bank  must  of)en  for 
buslne^.' 

Citizens  Bank  and  Trust  Company,  Camp- 
bellsvUle.  Kentucky,  to  make  an  aiddltlonal 
Investment  in  bank  premises.' 

Elberfeld  State  Bank,  Elberfeld.  Indiana,  to 
make  an  additlonaJ  investment  In  bank 
premises.' 

United  California  Bank,  Ixxs  Anceles,  Oall- 
fomla,  extension  of  time  to  December  21, 
1977.  within  which  to  establLsh  a  branch 
In  the  vicinity  of  the  southeast  corner  of 
the  Intersection  of  Carlllo  and  Ca.«tllIo 
Streets,  City  of  Santa  Barabara,  Cali- 
fornia.' 

Commerce  Bank  of  Kirkwood.  Klrkwood, 
Missouri,  extension  of  time  to  October  12. 
1977,  within  which  to  complete  the  sfllo 
of  subordinated  capital  notes  to  the 
public' 

Citibank,  N.A.,  New  York.  New  York,  exten- 
sion of  time  within  which  to  establish  a 
branch  in  Hodelda,  Yemen  Arab  Republic' 

Anchor  Savings  Bank,  Brooklyn,  New  York, 
proposed  merger  with  North  New  York 
Savings  Bank,  White  Plains.  New  York, 
report  to  the  Federal  Deposit  Insurance 
Corporation    on    competitive    factors. ' 

Bank  of  Virginia-Southwest.  Blstol,  Vir- 
ginia, proposed  merger  with  Bank  of  Vir- 
ginia. N  A.,  Roanoke,  Virginia.  ref>ort  to 
the  Federal  Deposit  Insurance  Corporation 
on  competitive  factors. ' 

Second  NatlonaJ  Bank  of  Decatur,  Decat\xr, 
Illinois,  proposed  merger  with  The  MU- 
llkln National  Bank  of  Decatur,  Decatur, 
Illinois,  report  to  the  Comptroller  of  the 
Currency  on  competitive  factors.' 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Re- 
serve Act. 

APPR  jVEO 

The  Northern  Trust  Company,  Chicago,  Il- 
linois. Branch  to  be  eetabUshed  at  llS-iaO 
East   Oak   Street,    Chicago,   UllnoLs.' 


•Application  processed  on  behalf  ot  tJam 
Board  of  Governors  tinder  delegated 
authority. 

•AppUcatlon  processed  by  the  Reaerre 
Bank  on  behalf  of  the  Board  of  OoverQ0« 
under  delegated  authority. 
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Alexandria  Bank  Ckmipany.  Alexandria, 
Ohio.  Branch  to  be  eetabltohed  at  8300 
East  Main  Street,  Reynoldsburg.  Licking 
County.' 

.  •  •  •  • 

To  Establish  an  Overseas  Branch  of  a 

Member  Bank  Pursuant  to  Section  25  of 

the  Federal  Reserve  Act. 


APPROVED 


United    California    Bank:     Branch- 
Republic  of  the  PhUippines. 


-Manila, 


International  Investments  and  Other 
Actions  Pursuant  to  Sections  25  and  25 
(a)  of  the  Federal  Reserve  Act  and  Sec- 
tions 4(c)  (9)  and  4(c)  (13)  of  the  Bank 
Holding  Company  Act  of  1956.  as 
amended. 

APPROVED 

Bank  of  America:  Investment — additional  In 
Banca  Per  Plnanzlamentl  a  Medio  a  Lungo 
Termlne  SJ'-A  (Interbanca) .  Milan,  Italy. 
Mellon  International  Finance  Corporation: 
Investment— to  acquire  3.18  per  cent  of 
the  shares  of  Development  &  Investment 
Bank  of  Iran,  Tehran. 
Bamerlcal  International  Financial  Corpora- 
tion: to  continue  to  hold  the  shares  of 
Finamerica  Paraguaya  S.A..  Asuncion, 
-Paraguay  after  the  latter  issues  debt  obli- 
gations. 
Bamerlcal  International  Financial  Corpora- 
tion: to  continue  to  hold  the  dhares  of 
Bamerlcal  Mortgage  and  Finance  Oo.,  Inc, 
Hato  Rey,  Puerto  Rloo,  after  the  latter 
ISBuee  de>bt  obligations. 

»  •  •  •  • 

To  Withdraw  from  Membership  in  the 
Federal  R«serve  System  Without  a  Six- 
Month  Notice  as  Prescribed  by  Section 
9  of  the  Federal  Reserve  Act. 

DENIED 


Home  StAte  Bank,  Trent.  Texas. 

,  ,  •  •  • 

To  Form  a  Bank  Holding  Company 
Pursuant  to  Section  3(a)  (1 )  of  the  Bank 
Holding  Company  Act  of  1956. 

APPROVED 

Beylake  Corp..  Sturgeon  Bay.  Wisconsin,  for 
approval  to  acquire  80  per  cent  or  more  o* 
the  voting  shares  of  Bcuok  of  Sturgeon  Bey, 
Sturgeon  Bey.  Wisconsin  • 

Wllber  Co..  Wliber.  Nebraska,  for  approval  to 
acquire  100  per  cent  (less  directors'  quali- 
fying shares)  of  the  voting  shares  of  Saline 
State  Bank.  Wllber.  Nebraska 

Yoakum  County  Bancshares.  Inc.  Denver 
City,  Texas,  for  approval  to  acquire  96.04 
per  cent  of  the  voting  shares  (less  direc- 
tors' q^»ltfylng  shares)  of  Yoakum  County 
State  Bank.  Denver  City,  Texas 

»  •  •  •  • 

To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  3(a>  (3)  of  the  Bank 
Holding  Company  Act  of  1956. 

.\PPROVED 

First  Bankers  Corporation  of  Florida  Pom- 
pano  Beach,  Florida,  for  approval  to  acquire 
80  i>er  cent  or  more  of  the  voting  shares 
of  The  First  National  Bank  of  Winter  Gar- 
den. Winter  Garden.  Florida ' 

Chemical  Financial  Corporation.  Midland. 
Michigan,  for  approval  to  acquire  100  per 
cent  of  the  voting  shares  of  The  .Au  Ores 
State  Bank,  Au  Ores,  Michigan  • 


NOTICES 

Valley  Banoorporatlon,  Appleton,  WJsoonsln. 
for  approval  to  acquire  80  per  oent  or  more 
of  the  voting  shares  at  The  Bro-wnsvlUe 
State  Bank,  Brownsville,  Wtooonsln.* 

Woodford  BanwMporatlon,  Inc..  E  Paao,  Illi- 
nois, for  approval  to  acquire  an  addlticHial 
1.000  Bihares  of  the  voting  shares  of  Wood- 
ford County  Bank.  El  Paeo.  Illinois. 

.  .  •  •  • 

To  Expand  a  Bank  Holding  Company 

Pursuant  to  SectlMi  4<c>  t8^  erf  the  Bank 

Holding  Comi>any  Act  of  1956. 

REACTTS'ATED 

Union  Trust  Bancorp.  Baltimore  Maryland, 
notification  of  Intent  to  engage  in  de  novo 
activities  (acting  as  insurance  agent  or 
broker  In  offices  at  ■which  Bancfirp  or  its 
subsidiaries  are  oth«-wtee  engaged  In  busi- 
ness (or  In  offices  adjacent  thereto)  with 
respect  to  the  following  types  of  insurance: 
credit  life  insurance  and  credit  health  and 
accident  ii»urance  pursuant  to  group  poli- 
cies In  connection  with  extensions  of  credit 
by  subsidiaries  of  Bancorp)  at  Baltimore 
and  St  Paul  atreets,  Baltimore.  Maryland, 
through  a  subsidiary,  UTB  Agency.  Ine. 
(4   21/77 )» 

PERMrrrED 

Bank  of  Virginia  Company.  Richmond,  Vir- 
ginia, notlflcaUon  of  intent  to  relocate  de 
novo  activities  (making  loans  or  extensions 
of  credit  such  as  would  be  made  by  a  fi- 
nance company;    and  acting  as  agent  for 
credit  life  accident  and  health  insurance 
and    other    Insurance    written    to    protect 
collateral  during  the  period  of  credit  ex- 
tension) from  721  Braddock  Avenue.  Brad- 
dock.  Pennsylvania  to  The  Greater  Valley 
Shc^jplng    Center.    Room    L.    500    Lincoln 
Highway.    North    Versailles.    Pennsylvania, 
through    Its    indirect    suiiaidiary.    General 
Finance  Service  Corporation  (4/18 '77)' 
Security    Pacific    Corporation.    Los    Angeles, 
California,  notification  of  Intent  to  engage 
in  de  novo  activities  (making  or  acquiring, 
for  Its  own  account  or  for  the  account  of 
others,  loans  and  extensions  of  credit  In- 
cluding making  consumer  in.stallment  per- 
sonal loans,  purchasing  consumer  install- 
ment sales  finance  contracts,  making  loaii.« 
to  small  businesses  and  other  exten-slons  of 
credit  such  as  would  be  made  by  a  factor- 
ing company  or  a  commercial  finance  com- 
pany; and  acting  as  broker  or  agent  for  the 
sale    of    credit-related    life  accident    and 
health  Insurance)  at  Point  West  Executive 
Centre,   1465  Response  Road.   Sacramento. 
California,  through  Its  sut>sldlary,  Security 
Pacific  Finance  Corp.  (4  21  ^7  i ' 
Security    Pacific    Corporation.    Los    Angeles, 
California,  notification  of  Intent  to  engage 
in  de  novo  activities  (making  or  acquiring 
for  its  own  account  or  for  the  account  of 
others,  loans  and  extensions  of  credit  in- 
cluding making  consumer  installment  per- 
sonal loan?,  purchasing  con-sumer  install- 
ment sales  finance  contracts,  making  loans 
to  small  businesses  and  other  exteiisions  of 
credit  such  as  would  be  made  by  a  factor- 
ing company  or  a  consumer  finance  com- 
pany; and  acting  as  broker  or  agent  for  the 
sale    of    credit-related    life  accident    and 
health   insurance)    at  the  Warner  Victory 
Center.   6355  Topanga   Canyon   Boulevard. 
Woodland    Hills,    California,    through    Its 
subsidiary.  Security  Pacific  Finance  Corp 
(4  22/77)' 

Applications  Received 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Reserve 
Act. 


'  Application  processed  by  the  Reserve 
Bank  on  behalf  of  tbe  Board  of  C^ivernors 
under  delegated  authority. 


•  4(c)(8)   and  4(C)  (13)   notifications  proc- 
essed by  Reserve  Bcknk  on  heb«Jf  at  the  Bo»rd 

of  Governors  under  delegated  authority 
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Genesee  Merchant*  iank  A  Tl-ust  Co  Flint. 
Michigan  Branch  to  be  established  in  the 
TTiompeon  Shopping  Center  3400  block 
Richfield  Road.  Pllat,  Genesee  County. 

State  Bank  of  8t  Charles  St  Charles.  lUl- 
Qols  Branch  to  »e  established  at  the 
Southeast  Corner  o(  Oak  Street  and  Ran- 
dall Road.  St   Charles 

The  Central  Bank  of  Denver,  Denver.  Colo- 
rado. Branch  to  be  established  at  the 
Southwest  Corner  of  10th  &  Larimer 
Streets   Denver 

The  Farmers  Savings  Bank.  Marshall.  Mis- 
souri Branch  to  be  established  at  1255 
South  Ode;i  Avenue    Marshall. 

•  •  •  •  • 

Thirty-Day  Notice  of  Intention  to  Es- 
tablish an  Additional  Branch  of  a  Mem- 
ber Bank  In  a  Foreign  Countr>'. 

Bank  of  America  NT  &  SA  Branch — Addi- 
tional In  Red  Hook.  St.  Thomas,  Virgin 
Islands 

•  •               •  *               • 

To  EstablLsh  an  Overseas  Branch  of  a 

Member  Bank  Pursuant  to  Section  25  of 

the  Federal  Reserve  Act 

Chase  Manhattan  Bank  NA:  Branch— Ma- 
nila. Republic  of  the  Philippines. 

Crocker  National  Bank  :  Branch  — ManUa.  Re- 
public of  the  PhUlpplnee 

To  Withdraw  from  Membership  in  the 
Federal  Reserve  System  Without  a  Six- 
Month  Notice  as  Prescnbed  by  Section  9 
of  the  Federal  Reserve  Act. 
citizens  Bank  i  Ttust  Company,  Campbells- 

vlUe.  Kentucky. 
Home  State  Bank,  Trent,  Texas. 

•  •  •  •  * 

To  Form  a  Bank  Holding  Company 
Pursuant  to  Section  3 '  a  i  d  t  of  the  Bank 
Holding  Company  Act  of  1956. 

Banbogota,   Inc  .    New    York.    New   York,   for 
approval  to  directly  acquire  99.992  per  cent 
of  the   voting  shares  of  B€inco  de  Bogota 
Trust   Company.   New   York,   New   York,   a 
profHxed  new  bank 
Banco  de  Bogota.  Bogota,  Colombia,  for  ap- 
proval to  indirectly  acquire  99.99  per  cent 
of   the   voting   shares  of  Banco  de  Bogota 
Trust   Company.   New   York,   New  York,   a 
proposed  new  bank. 
Parmbanc    Company.    Chattanooga.    Tennes- 
see, for  approvsU  to  acquire  W  7  per  cent  of 
the    voting    shares    of    Farmers    National 
Bank,  Winchester,  Tennessee 
Goodlettsvllle  Ba«.hares.  Inc  .  Goodlelt.svlUe 
Tennessee,  for  approval  to  acquire  80  per 
cent  or  more  of  the  voting  shares  of  The 
Bajik     of     Ooodlett.s\'ille.     Goodlettsvllle 
Tenne^isee 
Brogan  Bankshares.  Inc    Kaukauna.  Wiscon- 
sin, for  approval  to  acquire  80  per  cent  of 
the   voting   shares   of   The   Bank   of  Kau- 
kauna. Kaukauna  Wisconsin. 
Pa:ihandle  Aviation.  Inc  ,  Clarluda   Iowa,  for 
approval  to  acquire  80  per  cent  or  more  of 
the  voting  shares  of  Citizens  State  Bank 
Clarlnda.  Iowa 
Berbanc.  Inc  .  Sallna.  Kansas,  lor  approval  to 
acquire  100  per  cent   (less  directors'  qual- 
ifying shares)   of  the  voting  shares  of  The 
Gypsum  Valley  National  Bank  of  GMJ'^fm- 
Gvpsum.  Kansas 
North  Fork  Corporation,  Paonia  Colorado,  for 
appro vtU   to  acquire   80  per   cent  or   more 
of  the  voting  shares  of  The  First  National 
Bank  of  Paonia.  Colorado 
Preferred     Management     Company.     Omaha. 
Nebraaka,  for  approval  to  acquire  an  addi- 
tional «J0  per  cent  of  the  voting  Sharep  oJ 
North  Side  Bank,  Omaha   Nebraska 
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To  Expand  a  Bank  Holding  Compeny 
Pursu^oit  to  Section  3  ■  a  h  3 )  of  the  Bank 
Holding  Company  Act  of  1956. 

Berco,  Inc,  BerLal:it;ton.  Kanaas.  for  approvai 
to  acquire  24  per  cent  of  the  votlnt;  shares 
of  Berbanc.  Inc^  SaJlna,  Kan-saa. 

*  •  •  •  * 

To  Expand  a  Bank  Holding  Company 

Pursuant  to  Section  4'ch  8)  of  the  Bank 

Holding  Company  Act  of  1956. 

Industrial  National  Corporation,  r>rov1donce. 
Rhode  Island.  noUflcatlon  of  Intent  to  re^ 
locate  de  novo  activities  (consumer  flnance 
and  Insurance  agency  for  any  Insurance 
directly  related  to  an  extension  of  credit  or 
provision  of  other  flnanclal  services)  from 
1768  Lawrencevllle  Highway,  Decatur. 
Georgia  to  2955B  N.  Druid  Hills  Road.  At- 
lanta, Georgia,  through  a  subsidiary. 
Southern  Discount  Company,  a  subsidiary 
of  Industrial  National  Corporation  (4/21/ 

■    77)  • 

Citicorp.  New  York.  New  York,  notification  of 
Intent  to  engage  in  de  novo  activities 
(making  consumer  Installment  personal 
loans,  purchasing  and  servicing  for  Its  own 
account  consumer  installment  sales  finance 
contracts,  making  loans  for  the  account  of 
others  such  as  one-to-foxir  family  unit 
mortgage  loans;  and  acting  as  agent  or 
broker  for  the  sale  of  credit  related  life/ 
accident  and  health  Insurance)  at  Vista 
Grand  Shopping  Center,  Colorado  Springs, 
Colorado,  through  Its  subsidiary,  Citicorp 
Person-to-Person  Financial  Center.  Inc. 
(4  22  77)  » 

Citicorp,  New  YcH-k,  New  York,  notdflcatlon 
of  intent  to  relocate  de  novo  actlvltleB 
(making  of  consumer  Installment  personal 
loans,  purchasing  consumer  Installment 
sales  finance  contracts:  sale  of  credit  re- 
lated life  accident  and  health  Insurance; 
sale  by  a  licensed  agent  of  Insurance  which 
protects  personal  property  subject  to  a 
security  a^eement  w-lth  Citicorp  Person- 
to-Person  Financial  Center)  from  6,'>44  E. 
22nd  Street,  Tucson,  Arizona,  4441  North 
Oracle  Ridge.  Tucson.  Arizona,  and  4754 
East  Grant,  Tucson.  Arizona  to  El  Con 
Shopping  Center.  Tucson,  Arl7:ona,  201 
Stone  Street.  Tucfion,  Arizona,  and  Park 
Mall  Center.  Tucson.  Arizona,  respectively 
through  Its  subsidiary  Nationwide  Finan- 
cial  Corporation   of    Arizona    (4/21/77)« 

Citicorp.  New  York,  New  York,  notlflcatlon 
of  Intent  to  engage  In  de  novo  activities 
(nvaklng  loans  for  the  account  of  others 
such  as  one-to-four  family  unit  mortgage 
Uxins)  at  2235  East  Brotvdway.  Tucson,  .^rl- 
zona,  169  Fry  Boulevard.  Sierra  Vlsttu,  .Ari- 
zona. 250  West  24th  Street.  Yum.%  Arizona, 
H  Con  Shopping  Center.  Tu^^aon.  .^Izona. 
201  Stone  Street,  Tucson.  .Arl/oria,  and  Park 
Mall  Center,  Tucson.  Arizona,  through  Its 
subsidiary.  Nationwide  Financial  Corpora- 
Uon  of  Arizona  (4'21  '77)« 

Citicorp,  New  York,  New  York,  notlflcatlon 
of  Intent  to  rel<:>cate  de  novo  actlvltleo 
(making  of  oonsunaer  In-stallment  personal 
loans,  purchasing  consiuner  Installment 
sales  finance  contracts:  sale  of  cjedlt  re- 
lated life  accident  and  health  liis-irance; 
sale  by  a  licensed  agent  of  Insurance  which 
protects  persona]  property  subject  to  a  se- 
curity agreement  with  Citicorp  Person-to- 
Person  Financial  Center)  from  1301  South 
Pueblo  Boulevard.  Pueblo.  Colorado  and 
Academy  Fatr  Shopping  C-enter.  1518  N. 
Academy  Boulevard.  Colorado  Sprlnsn.  Co- 
lorado to  Pueblo  .Mall,  148  West  29th  Street. 
Pueblo,  Colorado  and  Suite  2304.  JanlteQ 
Two  Building.  0*rden  Valley  Center.  2860 
Footnote '  on  prevloufl  folk>. 


South  Circle  Drive,  Colorado  Springs,  Colo- 
rado, respectively  tbrough  Ita  subsidiary. 
Nationwide  Financial  Corporation  of  Colo- 
rado   (4/31/ 77)" 

Cltlcocp,  New  York.  New  York,  notlflcatlon 
of  Intent  to  engage  In  de  novo  activities 
(making  loans  for  the  account  of  others 
such  as  one-to-four  family  unit  mortgage 
loans)  at  315  South  Circle  Drive,  Colorado 
Springs,  Colorado,  380  Main  St5re«t,  Secu- 
rity. Colorado,  1150  North  25th  Street, 
Grand  Junction,  Colorado,  Pueblo  Mall, 
148  West  29th  Street.  Pueblo,  Colorado, 
and  Suite  2304.  Janltell  Two  Building.  Oar- 
den  Valley  Center,  2860  South  Circle  Drive, 
Colorado  Springs,  Colorado,  through  its 
subsidiary.  Nationwide  Financial  Corpora- 
tion erf  Colorado  (4/21/77)' 

Citicorp.  New  York,  New  York,  notlfioation 
of  Intent  to  relocate  de  novo  actvltles 
( making  of  consumer  Installment  personal 
loans,  purchasing  consumer  Installment 
sales  finance  contracts;  the  sale  of  credit 
related  life  accident  and  health  Insurance 
to  be  hold  In  accordance  with  applicable 
State  laws  and  regulations;  In  regard  to 
the  sale  of  credit  related  Insurance,  the 
business  of  a  general  Insurance  agency  Is 
not  Included)  from  1465  Cassat  Avenue, 
Jacksonville.  Florida  to  2415  Blandlng 
BoiUevard.  Jacksonville,  Florida,  through 
Its  subsidiary.  Nationwide  Financial  Cor- 
poration of  Florida  (4 '22/77)  • 

United  Bank  Corporation  of  New  Yortc,  Al- 
bany. New  York,  notlflcatlon  of  intent  to 
relocate  de  novo  activities  (making  and 
acquiring,  for  Its  own  account  or  for  the 

.  account  of  others,  loans  and  other  exten- 
sions of  credit  such  as  could  be  made  by 
a  finance  company  Including  secured  and 
unsectu-ed  loans  to  Individuals,  discount- 
ing of  installment  salee  contracts,  and 
secured  commercial  financing  such  as 
dealer  floor-plan  financing  and  furnishing 
services  cxr  performing  services  In  the  leas- 
ing of  personal  property  and  equipment 
under  the  terms  of  leases  which  provide 
for  compensating  the  les.<?or  for  not  less 
than  the  lessor's  full  Investment  In  the 
property)  from  3588  Delaware  Avenue,  Buf- 
falo, New  York  to  Liberty  Bank  Building, 
Buffalo,  New  York,  through  Its  subsidiary, 
UBC  Leasing  of  New  York,  Inc.  (4/18/T7)' 

Barnett  Banks  of  Florida.  Inc..  Jacksonville, 
Florida,  notlflcatlon  of  Intent  to  engage  In 
de  novo  activities  (performing  or  carrying 
on  any  one  or  more  of  the  functions  or 
activities  that  may  be  performed  or  car- 
ried on  by  a  trust  company  Including  ac- 
tivities of  a  fiduciary,  agency  or  custodial 
nature  In  the  manner  authorized  by  Fed- 
eral and  State  law;  provided  however,  that 
loans  and  investments  vrtll  be  made  and 
deposits  accepted  only  In  conformity  with 
regulations  of  the  Board  of  Governors  of 
the  Federal  Reserve  System)  at  60  Cathe- 
dral Place,  St.  Augustine,  Florida,  throiugh 
a  subsidiary.  Barnett  Banks  Trust  Com- 
pany. NA.  (4/22./T7)« 

Third  National  Corporation,  Nashville.  Ten- 
nessee, notlflcatlon  of  Intent  to  engage  In 
de  novo  activities  (conducting  the  business 
of  a  mortgage  company  Including  the  mak- 
ing or  acquiring,  for  Its  own  account  or  for 
the  account  of  others,  loans  and  other  ex- 
tensions of  credit,  servicing  loans  and  other 
extensions  of  credit  for  any  persons;  and 
acting  as  agent  or  broker  In  the  sale  of 
mortgat;e  redemption  Insurance,  credit 
life  accident  and  health  Insurance)  at 
Third  National  Bank  BuUdlng.  201  Fourth 
Avenue.  North.  Nashville.  Tennessee. 
through  a  subsidiary.  Third  National 
Mortgage  Company  (4/19/77)' 
Continental  Illinois  Corporation.  Chicago, 
nunols,  for  approval  to  acquire  Great 
Lakes  Insurance  Company.  Phoenix,  Ari- 
zona   I  engaged    In    underwriting,    as   rein- 


surer of  credit  life  and  credit  accident  and 
healUi  lns\iranc«  directly  related  to  exten- 
sions of  credit  by  the  bank  holding  com- 
pany system) 

First  Bank  System,  Inc,  Mlnneap>olls. 
Minnesota,  notlflcatlon  of  Intent  to  engage 
In  de  novo  activities  (mortgage  banking 
business  Including  the  brokering,  origina- 
tion, purchase,  sale,  and  servicing  of  real 
estate  mortgage  loans)  In  the  metropolitan 
areas  of  Portland.  Oregon  and  Seattle, 
Washington,  throtigh  Its  subsidiary.  FBS 
Financial.  Inc.  (4  '20/77)  • 

NBO  Co.,  Lincoln.  Nebraska,  for  approval  to 
acquire  iOO  percent  of  the  voting  shares 
of  Fremont  State  Company.  Fremont 
Nebraska  (engaged  In  conducting  the  busi- 
ness of  an  Industrial  loan  and  Investment 
company,  pursuant  to  the  laws  of  the  State 
of  Nebraska,  Including  the  Issuance  of 
paid-up  certificates  of  Indebtedness  and  In- 
stallment certificates  of  Indebtedness,  and 
the  making  of  consumer  loans,  commercial 
lopns.  and  real  estate  mortgage  loans;  and 
acting  SIS  an  Insurance  agent  in  the  sale  of 
credit  life  and  credit  health  and  accident 
Insurance  directly  related  to  extensions  of 
credit  by  FVemont  State  Company  for  the 
purpose  of  assuring  the  repayment  of  ex- 
tensions of  credit  in  the  event  of  death  or 
disability  of  the  borrower) . 

Preferred  Management  Company.  Omaha, 
Nebraska,  for  approv.il  to  continue  to  en- 
gage In  the  sale  of  credit  life  Insurance, 
credit  accident  and  health  disability  In- 
siuTince,  and  property  damage  Insurance 
directly  related  to  extensions  of  credit  by 
North  Side  Bank,  Omaha,  Nebraska. 

Rainier  Bancorporation.  Seattle.  Washington, 
notification  of  Intent  to  engage  in  de  novo 
activities  (making  or  acquiring,  for  Its  own 
account  or  for  the  account  of  others,  loans 
and  other  extensions  of  credit  Including  the 
making  of  consumer  Installment  loans, 
purchasing  consumer  Installment  sales 
finance  contracts,  and  making  of  loans  to 
small  businesses;  leasing  personal  property 
and  equipment,  or  acting  as  agent, 
broker,  or  adviser  in  such  leasing  where  at 
the  Inception  of  the  Initial  lea.se  the  effect 
of  the  transaction  (and,  with  re,=;pect  to 
governmental  entitles  only,  reasonably  an- 
ticipated future  transactions)  will  yield  » 
return  that  will  compensate  the  lessor  for 
not  less  than  the  lessor's  full  Investment  in 
the  property  plus  the  estimated  total  cost 
of  financing  the  property  over  the  term  of 
the  lease;  acting  as  Insurance  agent  or 
broker  with  regard  to  credit  life  and  dis- 
ability Insurance  relating  only  to  exten- 
sions of  credit  by  Rainier  Credit  Company 
secured  or  unsecured,  with  the  limitation 
tJiat  the  initial  amount  of  such  Insurance 
Issued  with  respect  to  any  debtors  may  at 
DO  time  exceed  the  amount  owed  by  debt- 
ors) at  173S  Tuly  Road.  Modesto,  Califor- 
nia, through  its  subsidiary.  Rainier  Credit 
Company  (AprU  13,  1977).' 

•  •  •  •  • 

To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  4(c)  (12)  of  the 
Bank  Holding  Company  Act  of  1956, 

Helgi-ts  Finance  (Corporation.  Peoria,  nilnols, 
notification  of  Intent  to  indirectly  acquire 
the  assets  of  Mont.gomery  County  Loan 
Company.  HUlsboro,  Illinois,  tbrotigh 
CSommerce  Loan  Corporation  (April  21, 
1977).' 

Reports    RECErvTED 

Registration  Statement  Filed  Pursuant 
to  Section  12(g)  of  the  Securities  Ex- 
change Act. 

Farmers  &  Merchants  State  Bank,  Predericks- 
bvu^,  Virginia. 
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Current  Report  Piled  Pursuant  to 
Bection  13  at  the  SecuiitJeB  Exchange 
Act 

The  Bank  pf  Bden,  Kden,  North  Carolina. 
•  ••••• 

PmnONS    FOE    RULEMAKINC 

Notke. 

Botird  of  Governors  of  the  Federal  Re- 
•erve  System,  May  25,  1977. 

GEimTH    L.    GARW(X»D, 

Deputy  Secretary  of  the  Board. 
[FB  Doc. 77-15426  Filed  5-31-77;8:45  am] 


ACTIONS  OF  THE   BOARD 
[H.  2,  1977  No.  20] 

Applications  and  Reports  Received  During 

the  Week  Ending  May  14,  1977 

Actions  or  the  Board 

Begulatlon    B    Interpretation,    dealing    with 
Federal    or    State    special    purpose    credit 
programs;  the  Board  will  receive  comment 
through     June     17,     1977      (Docket     No. 
R-OlOO). 
Begtilatlon    C,    Home    Mortgage    Disclosure 
Act  of  1975.  the  Board  approved  continu- 
ance    of     the     exemption     It     previously 
granted   to   most  New  York   State  lenders 
from   the   disclosure   requirements   of   the 
Act  (Docket  No.  R^^X>47) . 
Eules    Regarding    Delegation    of    Authority, 
revocation  of  certain  previous  delegations, 
effective  May  9.  1977. 
Issuance   of   srubordlnated    capital    notee   by 
First  Trust  &  Savings  Bank  of  Kankakee, 
Kankakee,  Illinois. 
Issuance    of    subordinated    capital    notes    by 
Saxatoga  State  Bank,  Saratoga,  Wyoming, 
Jackson  State  Bank,  Jackson,  Wyoming,  ex- 
tension  of   Ume   to   July   30.    1977,   within 
wlilch  to  Issue  subordinated  capital  notes. 
The  Board  denied  the  request  of  Mr.  William 
J.  Kennedy  III.  to  permit  his  services  as  a 
member     of     the    board     of     directors    of 
Wachovia      Corporation,      Winston -Salem, 
North  Carolina:   Mr.  Kennedy  Is  presently 
a  director  of  Mechanics  and  Farmers  Bank. 
Durham.  North  Carolina. 
jnrst    Mlssotirl    Banks,     Inc..    Creve    Coeur. 
Missouri,    additional    extension    of    time 
untU  August  31.  1977,  to  open  Its  de  novo 
bank.  First  Ml.ssourl  Barik  of  West  County, 
8t.  Louis  County,  Mlsso\u1.' 
ICngo    Bankshares,    Inc.    Puxlco,    Missouri. 
a    profKjsed    one    bank    holding    company, 
request    for    an    additional    extension    of 
time  until  June  14.  1977,  to  acquire  shares 
of  Puxlco  State  Bank,  Fnixlco,  Mis.sourl.' 
Texas  Commerce  Bancsliares,  Inc.,  Houston, 
Texas,  extension  of  time  to  September  30, 
19777,   within  which  to  divest  of  two  re- 
maining properties  wtdch  had  been  agreed 
■Qpon.> 
Ttust  Company  of  (Georgia,  Atlanta.  Georgia, 
eoctenslon    of    time    until    August    1.    1977. 
within  which  to  acquire  the  First  National 
Bank  of  Albany  and  to  September  1,  1977. 
to    acquire    the    First    National    Bank    of 
Brunswick,  Brunswick,  Georgia.' 
Termination    of    registration    pursuant    to 
Regulation   G  for   Springfield   Production 
Credit    Association,    Sprtngfleld,    Tennes- 
see.' 
Mrst  International  Bancsharee.  Inc.,  Dallas, 
Texas,  extension  of  time  to  August  2.  1977. 
within  which  to  consummate  the  acquisi- 
tion of  Beaumont  State  Bank,  Beaumont. 
Texas.' 


Bucksport  Loan  and  Building  Association. 
Bucksport,  Maine,  propoeed  merger  with 
Brewer  Savings  Bank.  Brewer,  Maine,  re- 
port   to    the    Federal    Depoelt    Insurance 

Corportlon  on  competitive  factors  " 

Citizens  National  Bank  erf  Havre  de  Grac* 
Havre  de  Grace.  Maryland,  proposed  mer- 
ger with  Ekton  Banking  and  Trust  Com- 
pany of  Maryland,  Ekton.  Maryland  re- 
port to  the  Federal  Deposit  Insurance  Cor- 
poralion  on  competitive  factors.- 

First  National  Interim  Bank  of  Albany. 
Georgia,  Albany,  Georgia,  proposed  merger 
with  fnrst  National  Bank,  Albany.  Georgia. 
Albany,  Oecrgla.  report  to  the  ComptroUer 
of   the   Currency   on   competitive   factors- 

norlda  Coast  Bank  of  Pompano  Beach,  Pom- 
I>ano  Beach.  Florida,  proposed  merger  with 
Florida  Coast  Bank  of  Lighthouse  Point. 
Lighthouse  Point,  Florida,  and  Florida 
Coast  Bank  of  Oceanside,  Pompano  Beach. 
Florida,  report  to  the  Federal  Deposit  In- 
surance Corporation  on  competitive  fac- 
tors.' 

Lincoln  Center  Savings  &  Loan  Association, 
Ardmore,  Oklahoma,  proposed  acquisition 
by  Lincoln  Bank  *:  Trust  Company  Ard- 
more, Oklahoma  report  to  the  Federal  De- 
posit Insurance  Corporation  on  competi- 
tive factors.' 

I>arkway  National  Bank.  Grand  Prairie,  Tex- 
as, proposed  merger  with  Midway  National 
Bank  of  Grand  Prairie.  Grand  Prairie,  Tex- 
as, report  to  the  Comptroller  of  the  Cur- 
rency on  competitive  factors.' 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Resene 
Act. 

APPEOVXD 

American  Bank  of  lAke  Wales.  Lake  Wale,-- 
Florida  Branch  to  be  established  on  the 
East  Side  of  U.S.  Highway  27A  at  the 
Southeast  Corner  of  Llbby  Road  Intersec- 
tion. Babson  Park.' 

Royal  TYust  Bank  of  Tampa,  Tampla.  Flor- 
ida. Branch  to  be  established  on  the  South 
Side  of  Fowler  Avenue,  365  ft.  West  of 
22nd  Street,  in  the  City  of  Tampa  = 

Valley  Bank  of  Nevada.  Las  Vegas.  Nevada 
Branch  to  be  established  on  the  South- 
west Corner  of  the  Intersection  of  Olen- 
dale  Avenue  and  Rock  Boulevard.  Sparks  = 

•  •  •  •  • 

To  Establish  an  Overseas  Branch  of 
a  Member  Bank  Pursuant  to  Section  25 
of  the  Federal  Reserve  Act. 

APPEOVXD 

Citibank  National  Association:  Branch 
Tunis.  Tunisia. 

Citibank  National  Association:  Branch  Vic- 
toria, Seychelles. 


International  Investments  and  Other 
Actions  Pursuant  to  Sections  25  and  25 
(a)  of  the  Federal  Reserve  Act  and  Sec- 
tions 4'c)  (9)  and  4(c)  (13)  of  the  Bank 
Heading  Company  Act  of  1956,  as 
amended. 

APPROVED 

European-American  Bancorp,  New  York, 
New  York:  Investment — to  acquire  Furo- 
pean-American  Finance  (Bermuda)  Lim- 
ited &nA  Euro-Credit,  S  A. 

Morgan  Guaranty  International  Finance 
Corporation.  For  J.  P.  Morgan  Overseas 
Capital  Corporation,  N.Y..  to  issue  obliga- 


tions with  maturities  in  excess  of  one 
year 
Crocker  International  Investment  Corpora- 
tion :  Investment — establish  a  wholly 
owned  Plnanclai  Services  Company  in 
Hong  Kong. 

•  •  •  •  * 

To  Form  a  Bank  Holding  Company 
Pursuant  to  Section  3ia^  il)  of  the  Bank 
Holding  Company  Act  of  1956, 

APPHOVEO 

European -.Vraerican  Bancorp.  New  York.  New 
York,  for  approval  to  acquire  100  percent 
of  the  voting  shares  (leas  directors'  quali- 
fying shares)  of  Euroi)ean -American  Bank 
k.  Truit  Company,  New  York,  New  York. 

Security  Bancshares,  Inc.,  Shenandoah. 
Iowa,  for  approval  to  acquire  84.39  percent 
of  the  voting  shares  of  The  Security  Tl-ust 
and  Savings  Bank,  Shenandoah,  Iowa.= 

Washington  Bancorporation,  Washington. 
Iowa,  for  approval  to  acquire  80  percent  or 
more  of  the  voting  shares  of  The  National 
Bank  of  Washington.  Washington,  lona 
(a  proposed  new  bank)  the  successor  by 
merger  to  The  National  Bank  of  Washing- 
ton. Washington.  Iowa,  and  the  successor 
by  merger  to  Alnsworth  State  Bank,  Alns- 
worth,  Iowa. 

Klossner  Bancorporation,  Incorporated, 
Klossner.  Minnesota,  for  approval  to  ac- 
quire 81.3  percent  of  the  voting  shares  of 
Klossner  State  Bank.  Klossner.  Minnesota.' 


'  Application  processed  on  behalf  of  the 
Board  of  QovemorB  under  delegated 
•uthority. 


•  Application  processed  by  the  Reserve 
Bank  on  behalf  of  the  Board  of  Governors 
tinder  delegated  authority. 


Mahaska  Investment  Company.  Oskaloosa. 
Iowa,  for  approval  to  acquire  51.47  percent 
of  the  voting  shares  of  Farmers  Savings 
Bank,  Preemont.  Iowa.  The  Section  4(c)  (8) 
application  for  permission  to  continue  to 
engage  directly  in  the  activity  of  leasing 
real  property  or  acting  as  agent,  broker,  or 
adviser  In  leasing  such  real  property,  and 
to  engage  Indirectly,  tiirough  its  wholly 
owned  subsidiary,  MIC  Leasing  Co.,  Oska- 
loo.«^,  Iowa,  hereby  becomes  moot. 

To  expand  a  Bank  Holding  Company 

Pursuant  to  Section  3(a)  (3>  of  the  Bank 
Holding  Company  Act  of  1956. 

APPBOVED 

Alabama  Bancorporation,  Birmingham.  Ala- 
bama, for  approval  to  acquire  100  percent 
of  the  voting  shares  >  less  directors'  qualify- 
ing sharee)  of  the  guc/^eaBor  by  merger  to 
The  Farmers  i  Merchants  Bank,  Ashford. 
Alabama. 

DENIED 

National  Detroit  Corporation,  Detroit,  Michi- 
gan, for  approval  to  acquire  80  percent  or 
more  o  fthe  voting  shares  of  The  Brighton 
Slate  Bank.  Brighton,  Michigan 

•  •  •  •  • 

To  expand  a  Bank  Holding  Company 
Pursuant  to  Secticxi  4(c)  (8)  of  the  Baxik 
Holding  Company  Act  of  1956. 


Valley  Bancorporation,  Rexburg,  Idaho,  noti- 
fication of  intent  to  engage  In  de  novo  ac- 
tivities (making  or  acquiring,  for  its  own 
account  or  for  the  account  of  others,  loans 
secured  by  real  property  and  related  fix- 
tures and  or  personal  property  and  serv- 
icing such  loans  for  any  other  person,  cor- 
poration, firm  or  legal  entity*  at  110  East 
Main,  Rexburg:  1625  Northgate  Mile.  Idaho 
Falls:  1  Riverside  Fiaza.  Blackfoot.  910 
Yellowstone  Avenue,  Pocatellc:  30  West 
Main,  St.  Anthony:  603  Main.  Ash  ton,  and 
15  North  Main,  Drlggs,  all  located  In  Idaho. 
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through  Its  subsidiary,  Mountftln  Mortgage 
Company  (iUy  9.  1977)  • 

PESunrra 

Mellon     National     Corporatloo.     Plttsburgli, 
PennsylvBwila.  notification  of  Intent  to  re- 
locate de  novo  activities    (making  or  ac- 
quiring for  lis  own  account  secured  and 
unsecured  loans  and   other  extensions  of 
credit  such  as  would  be  made  by  a  finance 
company  which  activities  include  making 
direct  consumer  Installment  loans  and  pur- 
chasing consumer  Ins  tall  men  l  sales  finance 
contracts;    providing  credit  life  and  credit 
accident  and  health  insurance  in  conjunc- 
tion with  the  above  lending  activities,  such 
Insurance  will  be  provided  only  in  connec- 
tion   with    exten-slons    of    credit    by    Local 
Loan  Co.,  and  Its  wholly  owned  subsidiar- 
ies and  will  be  available  solely  at  the  op- 
tion of  the  borrower  and  the  borrower  Is 
advLsed   to   thlfl   option   in   advance)    from 
210  7th  Street,  Loe  Angeles,  California,  to 
910-A    North    Brand    Boulevard,    Glendale, 
California,  through  Its  wholly  owned  sub- 
sidiary.   Local    Loan    Co  ,    Chicago.   Illinois 
(May  14,  1977)  .' 
Merchants    National    Corporation.    Indlana- 
polLs.  Indiana,  notification  of  Intent  to  re- 
locate de  novo  activities  (leasing  of  capital 
goods  and  equipment  to  Industry,  books,  or 
others,   or  acting  as  agent,  broker,  or  ad- 
viser   in    leasing    such    personal    property 
where  at  the  inception  of  the  Initial  lease 
the  effect  of  the  transaction  will  yield  a 
return  that  will  compensate  the  lessor  for 
not  less  than  the  lessor's  full  investment 
In   the   property   plus    the   estimated   total 
cost    of    financing    the    property    over    the 
term  of  the  lease)  from  3625  N    16th  Street, 
Phoenix.  Arizona,  to  7806  North  27th  Ave- 
nue, Phoenix,  Arizona,  through  Its  sub.sldl- 
ary.  Pacific  American  Lea,slng  Corp.  May  9, 
1977).' 
BanJsAmerlca     Corporation.     San     Francisco. 
CaUfornla.  notification  of  Intent  to  engage 
In  de  novo  activities   (.making  and  acquir- 
ing,  for   Its  own  account  loans  and  other 
exteoslona  of  credit  such  as  would  be  made 
or    acquired    by    a    flnani-e    company    and 
servicing    loans    and    other    extensions    of 
credit;  such  activities  wlU  Include,  but  not 
be  limited  to.  making  loans  and  other  ex- 
tensions of  credit  to  small  bu.slnesses  and 
making  loans  .secured  by  persona;  property^ 
acting   as  agent  or   broker   for   the  sale  of 
credit  related  life  and  credit  related  acci- 
dent  and   disability   ln.-,urance   In  connec- 
tion with  extensions  of  credit  made  or  ac- 
quired by  FlnanceAmerlca  Corporation;   In 
addition.       FlnanceAmerlca      Corporation, 
doing  business  under  the  rictltlous  name. 
Plnance.Amenca    Mortgage    Services    Com- 
pany, proposes  to  engage  In  the  activity  of 
making  and  acquiring,  for  lt.s  own  account 
loans  and  other  extensions  of  credit  such 
as  would  be  made  or  acquired  by  a  finance 
company  and  servicing  loans  and  other  ex- 
tensions of  credit;  such  activities  will  in- 
clude, but  not  be  limited  to,  making  loans 
and    other    extensions    of    credit    to   smaU 
businesses   and    making    loans   secured    by 
real    property;    acting   as   agent   or   broker 
for  the  sale  of  credit  related  life  and  credit 
related   accident   and   disability    insurance 
in  connection  with  the  extensions  of  credit 
made  or  acquired  by  FlnanceAmerlca  Cor- 
poration, doing  business  under  the  fictiti- 
ous name.  FlnanceAmerlca  Mortgage  Serv- 
ices Company)   at  6021  West  Broad  Street 
Road.  Richmond,  Virginia,  through  its  In- 
direct subsidiary,   FlnanceAmerlca  Corpo- 


«  4(C)  (8  and  4(c)  (12)  notlflcatlona  proc- 
essed by  Reserve  Bank  on  t>ehall  of  the  Board 
of  Governors  under  delegated  authority. 


ration  (a  Virginia  Corporation).  d.bJi.  Fl- 
nanceAmerlca Mortgage  Servtcee  Company, 
a  direct  rubsldlary  of  FlnanceAmerlca  Cor- 
poration (May  9,  1977). • 

APPROVES 

BUTopean-.Vmerlcfin  Bancorp,  New  York, 
New  York,  tat  permission  to  acquire  all 
of  the  voting  sharee  (except  directors' 
qualifying  shares  and  130  additional 
shares)  of  European -Amerlcaa  Banking 
Corporation.  New  York.  New  York. 

•  •  •  •  « 

To  Expanii  a  Baiik  Holding  Company 
Pursuant  to  Section  4(c)  (12)  of  the 
Bank  Holding  Company  Act  of  1956. 

PERMrrTED 

Warner  Communications  Inc.,  New  York, 
New  York,  notification  of  Intent  to  ac- 
quire Mallbu  Grand  Prix  Corp.,  Orange, 
C?aUfomla  i  May  9,  1977).' 

Applications  Received 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Reserve 
Act. 
Long   Island  Trust  Company.   Garden  City. 

New  York.  Branch  to  be  established  In  the 

Southwest  Comer  of  Horseblock  Road  and 

County    Road    63.    ParmlngvUle,    Suffolk 

Oiunty. 
The  New  Waterford  Bank,  New  Waterford, 

Ohio.  Branch  to  bo  established  at  30  South 

Main     Street,     Columblanv     CVjlumblana 

<>>unty. 
Lake  View  Trust  and  Savings  Bank,  Chicago, 

nunols.  Branch  to  be  establlsbed  at  538  W. 

Dtversey  Parkway,  Chicago. 
First  State  Bank  of  Taoe,  Taos,  New  Mexico. 

Branch  to  be  established  on  Highway  No. 

68  and  Camlno  De  Santiago  (Soutb  Santa 

Pe  Road  Branch  ) .  Taos 

•  «  •  •  * 
To   form   a   Bank   Holding   Company 

Pursuant  to  Section  3' a)  (1)  of  the  Bank 
Holding  Company  Act  of  1956. 

United  Banks  Corporation,  Hanover.  New 
Hampshire,  for  approval  to  acquire  100 
percent  of  the  voting  shares  (less  directors' 
qualifying  shares)  of  the  successor  by 
merger  to  Hanover  Bank  &  Trust  Com- 
pany. Hanover.  New  Hampshire  and  to  ac- 
quire 100  percent  of  the  voting  shares 
( less  directors'  qualifying  shares)  of 
Lebanon  Bank  &  Trust  Company,  Lebanon, 
New  Hampshire,  a  proposed  new  bank. 

GEMA  Financial  Corporation.  Chicago,  1111- 
noLs,  for  approval  to  acquire  80  percent  or 
more  of  the  voting  shares  of  The  Lawndale 
Trust  and  Savings  Bank,  Chicago,  minols. 

Norris  Bancor  Ltd  .  Cantril.  Iowa,  for  ap- 
proval to  acquire  80  percent  or  more  of  the 
voting  .shares  of  State  Savings  Bank, 
Cantril,  Iowa. 

Ark  Valley  Bankshares.  Inc..  La  Junta, 
Colorado,  for  approval  to  acquire  83  per- 
cent of  the  voting  shares  of  The  La  Junta 
State  Bank.  La  Junta,  Colorado  and  to 
acquire  56  percent  of  the  voting  shares  of 
The  Empire  State  Bank,  Rocky  Ford, 
Colorado. 
To  Expand  a  Bank  Holding  Company 

Pur.suant  to  Section  3<ai  1 3>  of  the  Bank 

Holding  Company  Act  of  1956. 

The  Central  Bancorporatlon.  Inc.,  Cincinnati, 
Ohio,  for  approval  to  acquire  100  percent 
of  the  voting  shares  of  the  successor  by 
merger  to  The  Central  Security  National 
Bank  of  Lorain  County.  Lorain,  Ohio. 

The  Central  Bancorporatlon,  Inc.,  Cincinnati, 
Ohio,  for  approval  to  acquire  100  percent 
of  the  voting  shares  of  the  successor  by 


merger  to  First  National  Bank  of  Mercer 
County,  Celina,  Ohio. 

Old  Kent  Financial  Corporation,  Grand 
Rapldfl,  Michigan,  for  approval  to  acquire 
100  percent  ot  the  voUng  shares  (less  di- 
rectors' qualifying  shares)  of  Old  Kent 
Bank  of  Norton  Shores,  N.A.,  Norton 
Shores,  Michigan,  a  proposed  new  bank. 

Texas  Commerce  Bancahares,  Inc.,  Houston. 
Texas,  for  approval  to  acquire  100  percent 
of  the  voting  shares  (less  directors'  quali- 
fying shares)  of  Main  Street  National  Bank 
of  Dallas,  Dallas,  Texas. 

.  •  •  •  * 

To  Expand  a  Bank  Holding  Company 

Pursuant  to  Section  3(aM5)  of  the  Bank 

Holding  Company  Act  of  1956. 

DETTROITBANK  Corporation,  Detroit,  Michi- 
gan, for  approval  to  acquire  100  percent 
of  the  voting  shares  of  the  successor  by 
merger  to  Lake  Shore  Financial  Corpora- 
tion. Muskegon.  Michigan,  and  to  Indi- 
rectly acquire  Hackley  Union  National 
Bank  and  Trust  Company  of  Muskegon, 
Muskegon,  Michigan. 

»  •  •  •  • 

To  Retain  Bank  Shares  Acquired  in  a 

Fiduciary  Capacity  Pursuant  to  Section  3 

of  the  Bank  Holding  Company  Act  of 

1956. 

Texas  American  Bancshares  Inc.,  Fort  Worth. 
Texas,  for  approveJ  to  retain  575  sh^es  of 
Riverside  State  Bank,  Port  Worth,  Texas. 

To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  4(c)  (8)  of  the  Bank 
Holding  Company  Act  of  1956. 

First  Bancorp  of  N.H.,  Inc.,  Manchester,  New 
Hampshire,  notification  of  intent  to  engage 
in  de  novo  activities  (originating,  selling, 
and  servicing  both  residential  and  com- 
mercial mortgages;  originating  and  servic- 
ing construction  loans;  and  as  an  incident 
to  the  real  estate  lending  activities  provid- 
ing advice  EJid  appraisal  services  for  self 
and  others)  at  166  Main  Dunstable  Road, 
Nashua,  New  Hampshire,  through  Its  sub- 
sidiary, FlrstBank  Mortgage  Corp.  (May  13. 
1977  ).> 

Industrial  National  Corporation.  Providence, 
Rhode  Lsland.  notification  of  intent  to  en- 
gage In  de  novo  activities  (origination  and 
sale  of  residential  mortgages;  servicing  of 
residential  mortgage  loans;  and  Insurance 
agency  for  any  Lnstirance  directly  related 
to  an  extension  of  credit  or  provision  of 
other  financial  services)  at  100  Quintard 
Avenue,  Suite  410.  Annlston,  Alabama, 
through  its  subsidiary.  Mortgage  Associ- 
ates. Inc.  (May  9,  1977).' 

Industrial  National  Corporation.  Providence. 
Rhode  Island  notification  of  Intent  to  relo- 
cate de  novo  activities  (origination  and 
sale  of  residential  mortgages;  servicing  of 
residential  mortgage  loans;  and  insurance 
agency  for  any  insurance  directly  related 
to  an  extension  of  credit  or  provision  of 
other  financial  services)  from  5335  66th 
Street  North,  St.  Petersburg.  Florida,  to 
3601  Central  Avenue.  St.  Petersburg.  Flor- 
ida, through  its  subsidiary.  Mortgage  As- 
sociates. Inc.  (May  9.  1977)  ' 

Citicorp,  New  York.  New  York,  notification 
of  intent  to  engage  in  de  novo  activities 
(making  loans  for  the  account  of  others 
such  as  one-to-four  family  unit  mortgage 
loans)  at  5567  D  Memorial  Drive.  Stone 
Mountain.  Georgia:  2096  N  Decatur  Plaza. 
Decatur.  Georgia;  4471  Joneeboro  Road. 
Forest  Park.  Georgia;  3355  Lenox  Road  NE  , 
Atlanta,  Georgia;  204  Spring  Street.  Macon. 
Georgia;  and  5067  Austell  Road.  Austell. 
Georgia,  through  its  subsidiary.  Nation- 
wide Financial  Corporation  of  Georgia. 
(May  10.  1977). > 
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Citicorp,  New  York,  New  York.  notlficaUon  of 
Intent  to  engage  Ui  de  novo  activities  i  mak- 
ing loans  for  the  account  of  others  such 
as  one- to- four  family  unit  mortgage  loans) 
at  314  Gold  SW.,  Albuquerque.  New  Mexico; 
3416  Central  Avenue  SE  .  Albuquerque,  New 
Mexico;  2203  Central  Avenue  NW..  Albu- 
querque. New  Mexico;  1501  Eubank  Boule- 
vard NE.,  Albuquerque.  New  Mexico;  3601 
San  Mateo  NE.,  Albuquerque.  New  Mexico; 
10701  Lomas  Boulevard  NE..  Suite  106.  Al- 
buquerque. New  Mexico;  and  3157  Cerrillos 
Road.  Santa  Fe.  New  Mexico,  through  Its 
subsidlarv.  Nationwide  Financial  Corpora- 
tion  of  New  Mexico    (May    10.    1977). « 

Citicorp.  New  York.  New  York.  noUficaUon  o.' 
Intent  to  engage  In  de  novo  activities  (mak- 
ing loans  for  the  account  of  others  such  as 
one-to-four  family  unit  mortgage  loans) 
at  2702  NE  Broadway.  Portland.  Oxegon; 
4240  NE  122nd  Street.  Portland.  Oregon; 
1543  Hawthorne  Avenue  NE  .  Salem.  Ore- 
gon; 615  SW.  Park  Avenue.  Portland.  Ore- 
gon 939  River  Road.  Eugene,  Oregon;  and 
10615  SE.  Cherry  Blossom  Drive.  Portland, 
Oregon,  tlxrough  Its  subsidiary,  Natlonwlae 
Financial  Corporation  of  Oregon   (May  10, 

1977)  -^ 
Bank  of  Virginia  Company,  Richmond,  Vir- 
ginia, notification  of  Intent  to  relocate  de 
novo  activities  (making  loans  or  extensions 
of  credit  such  as  would  be  made  by  a  fi- 
nance  companv;    and   acting  as   agent  for 
credit  Ule  accident  and  health  insurance 
and    other    Insurance    written    to   protect 
collateral   during  the   period  of  credit  ex 
tension)     from    2920    West    Broad    Street. 
Richmond.   VL-ginia.    to   4509    West   Broad 
Street.  Richmond.  Virginia,  through  its  In- 
direct subsidiary.  The  Budget  Plan  Com- 
panv of  Virginia  iMay  13.  1977).' 
Barnett  Bank?  of  Florida,  Inc.,  Jacksonville. 
Florida,  notification  of  Intent  to  engage  in 
de  novo  activities  (performing  or  carrying 
on  any  one  or  more  of  the  functions  or 
acUvit'ies  that  may  be  performed  or  carried 
on  bv  a  trust  company,  including  activities 
of  a  "fiduciary,  agency  or  custodial  nature 
in  the  manner  authorized  by  Federal  and 
State    law;    provided    however,    that   loans 
and  Investments  will  be  made  and  deposits 
accepted  only  in  conformity  with  Regula- 
tions   of    the    Board    of   Oovemors   of   the 
Pedera;  Reserve  System)    at  1001  East  At- 
lantic    Avenue.     Delray     Beach,     Florida, 
through  a  subsidiary,  Bamett  Banks  Trust 
Company.  N  A.   (.^ay   12.  1977). » 
Bamett  Banks  of  Florida.  Inc.,  Jacksonville. 
Florida,  notification  of  Intent  to  engage  in 
de  novo  activities  (performing  or  carrying 
on   any   one   or   more  of   the   functions  or 
activities  that  may  be  performed  or  car- 
ried on  by  a  trust  company.  Including  ac- 
tivities of  a  fiduciary,  agency  or  custodial 
nature  In  the  manner  authorized  by  Fed- 
eral and  State  law;  provided  however,  that 
loans  and  investments  will  be  made  and 
depoeitfi  accepted  only  In  conformity  with 
Regulations  of  the  Board  of  Governors  of 
the  Federal   Reserve  System)    at   11   Fifth 
Street.  Southwest.  Winter  Haven,  Florida, 
through  a  siibsidi.ixy.  Barnett  Banks  Trust 
Company.  N.A.   (May  1^.  1977).' 
American  Fletcher  Corporation,  Indianapolis, 
Indiana,  notification  of  Intent  to  relocate 
de  novo  activities  (the  making  of  loans  and 
extending  of  credit,  and  providing  services 
Incident  to  such  loans  and  extensions  of 
credit  such  as  would  be  made  or  provided 
by  a  finance  company  including,  but  not 
limited   to.   making  conrumer  installment 
loans,  purchasing  Installment  sales  finance 
contracts,  extending  credit  secured  by  real 
or  personal  property;  and  acting  as  agent 
or  broker  for  the  sale  of  credit  related  life 
Insurance  in  connection  with  stich  financ- 
ing activities)  from  209  East  Liberty  Street. 
Ann  Arbor,  Mlcliigan,  to  2261  West  Liberty 


Street.  Ann  Arbor,  Mlcblgan,  through  it« 
subsidiary.      Local      Fmance     Corporation 
(May  9.  1977).' 
Merchants  National  Corporation,  Indianapo- 
lis, Indiana,  notification  of  Intent  to  relo- 
cate de  novo  activities  (leasing  of  capital 
goods  and  equipment  to  Industry,   bcuiks. 
or  others  or  acting  as  agent,  broker,  or  ad- 
viser   In    leasing    such    personal    property 
where  at  the  inception  of  the  Initial  lease 
the  effect  of  the  transaction  will  yield  a  re- 
turn that  will  compensate  the  lessor  for  not 
less  than  the  lesfior's  full  Investment  In  the 
property  plus  the  estimated  total  cost  of 
financing  the  property  over  the  term  of  the 
lea.se)    from   3110   S.   Wadsworth.  Denver, 
Colorado,  to  East  47th  Street.  Denver.  Colo- 
rado, through  its  Indirect  subsidiary.  Circle 
Leasing  of  C-olorado  Corp    (May  3,  1977)  • 
Bank.America    Corporation.    San    Francisco. 
California,  notification  of  intent  to  engage 
in  de  novo  activities  (making  or  acquiring. 
for  its  own  account  loans  and  other  exten- 
sions of  credit  such  as  would  be  made  or 
acxjulred  by  a  finance  company  and  serv- 
icing loans"  and  other  extensions  of  credit: 
such    activities    will    Include,    but   not   be 
limited   to.   making  consumer   installment 
loans,  purchasing  Installment  sales  finance 
contracts,  making  loans  and  other  exten- 
sions  of    credit    to   small    businesses,   and 
making  loans  secured  by  real  and  personal 
property;  acting  as  agent  or  broker  for  the 
sale  of  credit  related  life  and  credit  related 
accident  and  disability  ln.?urance  in  con- 
nection with  extensions  of  credit  made  or 
acquired  by  FTnanceAmerica  Corporation  i 
at   Turnpike   Tower   Office    BuDdlng,    7475 
Dakin  Street.  Denver.  Colorado,  through  Its 
subsidiary.  Plnance.Amerlca  Corporation  ( a 
Colorado  Corporation)    (May  4.  1977>  » 
BankAmerica    Corporation.     San     Francisco, 
Callforni.i.  notification  of  Intent  to  engage 
m  de  novo  activities  (making  or  actiulrtng, 
for  Its  own  account  loans  and  other  exten- 
sions of  credit  such  as  would  be  made  or 
acquired   by   an    industrial   loan    company 
and  servicing  loans  and  other  extensions 
of  credit;   such  activities  wlU  include,  but 
not     be     limited     to.     making     consumer 
installment  loans,  purchasing  installment 
sales  finance  contracts,  making  loans  and 
other   extensions  of   credit  to  small   busi- 
nesses, making  loans  secured  by  personal 
property,  issuin'j  certificates  of  indebted- 
ness under  the  authority  of  the  Minnesota 
Industrial  Loan  and  Thrift  Company  Act; 
acting  as  agent  or  broker  for  the  sale  of 
credit  related  life  and  credit  related  acci- 
dent  and   disability   Insurance   in   connec- 
tion with  extensions  of  credit  made  or  ac- 
quired by  FlnanceAmerlca  Plan.  Inc  )    at 
413  South  Broadway.  Rochester,  Minnesota, 
through    its    subsidiary.    FlnanceAmerlca 
Plan.  Inc.  (May  5.  1977) .' 
Bank.America     Corporation.     San    Francisco. 
California,  notification  of  Intent  to  engage 
In  de  novo  activities  (making  or  acquiring. 
for  Its  own  account  loans  and  otlier  exten- 
sions of  credit  such  as  would  be  made  or 
acquired  by   an   industrial  loan   tximpany 
and  servicing  loans  and  other  extensions  of 
credit;  such  activities  will  include,  but  not 
be   limited   to.   making  consumer   Install- 
ment loans,   purchasing  installment  sales 
finance  contracts,  making  loans  and  other 
extensions   of   credit   to  smaU  busines-ses, 
making  loans  sectired  by  pyersonal  property, 
issuing  certificates  of  Indebtedness  under 
the  authority  of  the  Minnesota  Industrial 
Loan  and  Thrift  Company  Act;  acting  as 
agent  or  broker  for  the  sale  of  credit  re- 
lated life  and  credit  related  accident  and 
disability  Insiirance  In  connection  with  ex- 
tensions  of   credit   made   or   acquired   by 
Flnance.Amerlca  Plan.  Inc  l    at  200  Wool- 
worth    Building.    St.    Cloud.     Minnesota. 
through    ItB    subsidiary.    FlnanceAmerlca 
Plan.  Inc    (Mav  5.  19771  » 


BankAmerica  Oc«TX>ratlon.  San  Francisco. 
California.  noUficatlon  of  intent  to  engage 
in  de  novo  activities  (making  or  acquiring, 
for  its  own  account  loans  and  other  ex- 
tensions of  credit  such  as  would  be  made 
or  acquired  by  an  Industrial  loan  company 
and  servicing  loans  and  other  extensions 
of  credit;  such  actlvlUes  wtU  include,  but 
not  be  limited  to.  making  consumer  In- 
stallment loans,  purchasing  installment 
sal^  fln.^uce  contracts,  making  loans  and 
other  extensions  of  credit  to  small  busi- 
nesses, making  loans  secured  by  personal 
property,  issuing  certificates  of  Indebted- 
ness under  the  authority  of  the  Minnesota 
Industrial  Loan  and  Thrift  Company  Act; 
acting  as  agent  or  broker  for  the  sale  of 
credit  related  life  and  credit  related  acci- 
dent and  disability  insurance  in  connec- 
tion with  extensions  of  credit  made  or 
acquired  by  FlnanceAmerlca  Plan,  Inc  )  at 
109  Oakland  Avenue,  West,  Austin,  Minne- 
sota, through  its  subsidiary.  Finance- 
America  Plan.  Inc.   (May  5,  1977). > 


To  E.xpand  a  Bank  Holding  Company 
Pursuant  to  Section  4<c)(12)  of  the 
Bank  Holdmg  Company  Act  of  1956. 

The  Sperry  and  Hutchinson  Co..  New  Y^trk.      ) 
New  York,  notification  of  intent  to  acqun*    / 
Harlan.     Incorporated.      Houston.     Texass/ 
(Mav  10.  1977)  » 

Reports  Received 

Current  Report  Filed  Pursuant  to  Sec- 
tion 13  of  the  Securities  Exchange  Act. 

Metropolitan  Bank.  Tampa.  Florida. 

The  Sylvanla  Savings  Bank  Company.  Sjl- 
vania.  Ohio. 

United  California  Bank.  Lo£  .Angeles,  Cali- 
fornia 


Pniri   'MS    FOR     Rl.LEM.\KING 

None. 

Board  of  Governors  of  the  Federal  Re- 
serve  System,  May  25,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  Vie  Board. 

IFR  Doc  77-15427  Piled  6-31-77;8  45  am] 


DCB    INVESTMENT  CO.,    INC. 
Formation  of  Bank  Holding  Company 

DCB  Investment  Co.,  Inc.  David 
City,  Nebraska,  has  applied  for  the 
Boards  approval  under  Section  3ia)  d) 
of  the  Bank  Holding  Company  Act 
1 12  U.S.C.  1842iat  ( 1 '  i  to  b(;comc  d  bank 
holding  company  through  acquisition  of 
80  percent  or  more  of  the  voting  shares 
of  David  City  Bank,  David  City,  Nebras- 
ka. The  factors  that  are  considered  In 
acting  on  the  application  are  set  forth 
in  Section  3'c)  of  the  Act  (\2  U.S  C, 
1842(c> ). 

The  application  may  be  inspected  at 
the  offices  of  the  Board  of  Governors 
or  at  the  Federal  Reserve  Bank  of  Kan- 
sas City.  Any  person  wishing  to  comment 
on  the  application  should  submit  views 
in  writing  to  the  Reserve  Bank,  to  be 
received  not  later  than  June  22, 1977. 

Board  of  Govemoi-s  of  the  Federal 
Reserve  System,  May  25.  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

[FR  Doc   77-15523.  Filed  5-31-77,8:45  am) 
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FULTON    NATIONAL  CORP. 
Acquisition  of  Bank 

The  Fulton  National  Corporatlco,  At- 
lainta.  Georgia,  has  applied  for  the 
Board's  approval  under  section  3ia)(3) 
of  the  Bank  Holding  Company  Act  (12 
U.S  C.  1842ia)i3>»  to  acquire  indirectly 
86  per  cent  or  more  of  the  voting  shares 
of  Duco,  Inc.,  rxiluth.  Georgia  ■••Duco''^ 
Diico.  a  bank  holding  company,  owns  61 
per  cent  of  tlie  voting  shares  of  The 
Bank  of  EXiluth,  EHiluth.  Georgia.  Appli- 
cant has  also  apphed  to  acquire  indirect- 
ly 85  per  cent  or  more  of  the  voting 
shares  of  EX>raco.  Inc  .  DoraviUe,  Georgia 
("Doraco">.  Doraco.  a  bank  holding 
company,  owils  82.9  per  cent  of  the  mol- 
ing shares  of  The  Nortliea.vt  Commercial 
Bank,  Doraville,  Georgia.  Applicant's 
wholly-owned  subsidiary,  Fulcorp..  Inc.. 
.Atlanta,  Georgia,  would  acquire  and  hold 
all  of  Applicant's  votmg  shares  of  Duco 
and  Doraco  and  accordingly  has  applied 
pursuant  to  §3'aMl)  of  the  Act  (12 
U.SC.  1842ia»ili>  to  become  a  bank 
holding  company.  The  factors  that  are 
considered  in  acting  on  the  applications 
are  set  forth  in  section  3'C>  of  the  Act 
tl2  U.SC.  5  1842(ci  '. 

The  applications  may  be  inrpected  at 
the  offices  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Atlanta. 
Any  person  wishing  to  comment  on  the 
applications  should  submit  views  in  writ- 
mg  to  the  Secretary,  Board  of  Governors 
of  the  Federal  Reserve  System,  Wash- 
ington, D.C.  20551,  to  be  received  not 
later  than  June  22,  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System.  May  25.  1977. 

Griffith  L.  Garwood, 
Deputy  Secretary  of  the  Board. 

'FR  Doc  77-  15524  Filed  5-31    77:8:45  iim| 

GENERAL   SERVICES 
ADMINISTRATION 

(Temporary  Reg,  P^261 

FEDERAL  PROPERTY  MANAGEMENT 
REGULATIONS 

Delegation  of  Authority 

1.  Pwpo.se.  This  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 
represent,  in  conjunction  with  the  Ad- 
ministrator of  General  Services,  the  in- 
terests of  the  executive  agencies  of  the 
Federal  Government  in  a  rate  increase 
proceeding. 

2  Effective  date.  This  regulation  is  ef- 
fective immediately. 

3.  Delegation  a.  Pursuant  to  the  au- 
thority vested  In  me  by  the  Federal  Prop- 
erty and  Administrative  Services  Act  of 
1949,  63  Stat  377.  as  amended,  particu- 
larly sections  •201'a>i4)  and  205  d)  i40 
U.SC.  481' ai '4>  and  486idi  ),  authority 
is  delegated  to  the  Secretary  of  Defense 
to  represent  the  consumer  interests  of 
the  e.xecutlve  agencies  of  the  Federal 
Government  before  the  Louisiana  Public 
Service  Commission  involving  the  appli- 
cation of  South  Central  Bell  Telephone 
Company  for  increases  in  Its  rates  and 
charges.  The  authority  delegated  to  the 
Secretary  of  Defense  shall  be  exercised 


concurrently  with  the  Administrator  of 
General  Services. 

b.  The  Secretary  of  Defense  may  re- 
delegate  this  authority  to  any  officer,  of- 
ficial, or  employee  of  the  Department  of 
Defense. 

c.  This  authority  shall  be  exercised  -in 
accordance  with  the  policies,  procedures. 
and  controls  prescribed  by  the  General 
Services  Administration,  and  shall  be  ex- 
ercised in  cooperation  with  the  responsi- 
ble officers,  officials,  and  employees 
thereof 

Robert  T.  Griffin, 
Acting  Administrator 
of  General  Services. 

May  19,  1977, 

|FR  D>x-  77   15491  Filed  5-31-77:8:45  am] 

DEPARTMENT  OF   HEALTH, 
EDUCATION,  AND  WELFARE 

I  lea'th  Care  Financing  Administration 

OKLAHOMA  HOSPITALS  MEDICARE 
UTILIZATION   REVIEW  OPTION    NOTICE 

Oklahoma  Hospitals  Participating  in  Medi- 
care and  m  a  Section  1115  Utilization 
Review  Demonstration  Project  Under 
Medicaid 

Notice  is  hereby  given  that  pursuant 
to  authority  contained  in  the  Medicare 
regulations  |ft  forth  at  20  CFR  405.1035 
ill  the  Secretary  of  Health.  Education, 
and  Welfare  has  decided  to  offer  an  op- 
tion to  hospitals  which  participate  both 
in  the  Oklahoma  Section  1115  (42  U.S.C. 
13151  utilization  review  demonstration 
project  (No.  ll-P-90321/6-01  entitled 
■'Oklahoma  Utilization  Review")  under 
title  XIX  I  Medicaid »  and  as  providers  of 
services  under  title  XVII  (Medicare). 
The  option  will  permit  hospitals  to  elect 
to  substitute  the  utilization  review  pro- 
^cedures  under  the  section  1115  <42  U.S.C. 
1315>  utilization  review  demonstration 
project  for  the  procedures  otherwise  re- 
quired by  §  405.1035  (a)  through  (k)  (20 
Cf'R  405.1035  (ai  through  (kK).  Any 
Oklahoma  hospital  participating  in  both 
the  section  1115  (42  U.S.C.  1315)  project 
and  as  a  title  XVni  provider  of  services 
which  chooses  to  elect  the  option  must 
notify  the  Secretary  in  writing  within 
30  days  of  this  notice. 

I  BACKGROUND.  On  January  5.  1977, 
an  amendment  to  Subpart  J  of  Part  405 
of  the  Code  of  Federal  Regulations  (20 
CFR  405.1035il))  was  published  in  the 
FEDERAL  Register  '42  FR  1028).  The 
amendment  allows  the  Secretary  of 
Health,  Education,  and  'Welfare,  imder 
certain  circumstances,  to  substitute  the 
procedures  imder  Utilization  Review 
Demonstration  Projects  in  effect  under 
title  XIX  'Medicaid),  pursuant  to  sec- 
tion 1115  of  the  Social  Security  Act  (42 
use.  1315).  for  title  XVm  utilization 
review  requirements  'Medicare), 

II.  EFFECTIVE  DATE  OF  OPTION. 
For  those  hospitals  which  notify  the  Sec- 
retary of  their  intent  to  elect  the  option 
ui  writing  within  30  days  aft«r  publica- 
tion of  this  Notice,  the  election  shall  be 
effective  for  patients  admitted  to  the 
hospital  on  the  fifteenth  day  after  the 
close  of  this  30-day  period,  or  on  the 


starting  date  of  the  project,  whichever  is 
later.  Once  a  hospital  elects  the  option, 
it  will  remain  in  effect  until  the  date  on 
which  the  section  1115  <42  U.S.C.  1315 > 
project  ceases,  imless  the  hospital 
chooses  to  withdraw  the  election  in  ac- 
cordance with  section  405.1035il» '2) 
(ill) .  Oklahoma  hospitals  which  choose 
to  elect  the  option  must  send  such  noti- 
fication to  the  Acting  Administrator. 
Health  Care  Financing  Administration. 
Department  of  Health,  Education,  and 
Welfare.  Room  5006,  HEW  South  Build- 
ing. 330  C  Street  SW.,  Washington.  DC. 
20201. 

(Sees.  1102.  1861  (e)  (6)  and  (k».  and  1871  of 
th.e  Social  Security  Act.  aa  amended.  49  Suit 
647.  as  amended;  79  Stat.  322,  as  amended: 
79  Stat.  331;  42  U.S.C.  1302.  1395x  (e)  (6)  and 
(k)  and  1395hh.) 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  13.800,  Health  Insurance  for  the 
■Aged  and  Disabled — Hospital  lastirance.i 

Dated:  Aprils,  1977. 

Don  I.  WoRTM.AN. 
Acting  Administrator, 
Health  Care  Financing  Administration. 

Approved:  May  25.  1977. 

Joseph  A.  Califano,  Jr., 

Secretary  of  Health.  Education, 
and  Welfare. 

jFR  Doc  77-15428  Filed  5-31-77:8:45  am] 


National  Institutes  of  Health 

National  Cancer  Institute 

PRESIDENFS  CANCER   PANEL 

Cancellation  of  Meeting 

Notice  is  hereby  given  of  the  cancella- 
tion of  the  meeting  of  the  President's 
Cancer  Panel.  National  Cancer  Institute. 
National  Institutes  of  Health.  June  7. 
1977.  which  was  published  in  the  Federal 
Register  on  April  29,  1977  ■  42  FR  21853  ) . 

Dated:  May  27,  1977. 

Thomas  E.  Malone. 
Acting  Deputy  Director,  NIH. 

|FR  Doc  77-15606  Fllde  5-31-77:8:45  am] 


Office  of  Human  Development 

(Program  Announcement  No    13612-771] 

FINANCIAL  ASSISTANCE  FOR  NATIVE 
AMERICAN   PROJECTS 

Announcement  of  Grants  for  FY  '77 

The  Ofi&ce  of  Native  American  Pro- 
grams, (ONAP),  Office  of  Human  Devel- 
opment, announces  that  applications 
will  be  accepted  until  July  21,  1977,  from 
Indian  tribes,  Alaskan  native  villages. 
Alaskan  regional  corporations,  and  In- 
dian organizations  in  rural,  non-reser- 
vation areas,  which  are  not  presently 
funded  by  ONAP  and  who  wish  to  com- 
pete for  grants  in  Fiscal  Year  1977,  au- 
thorized by  Section  803  of  the  Native 
American  Programs  Act  of  1974,  Title 
'VTH,  Headstart,  Economic  Opportunity, 
and  Community  Partnership  Act  of  1974, 
Pub.  L.  93-644. 

All  applications  received  by  the  closing 
date  which  are  complete  and  conform 
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to  the  requirements  of  this  program  an- 
nouncement will  be  accepted  for  review 
and  consideration  for  a  grant  award. 

Regulations  applicable  to  Native 
American  Project  grants  were  published 
in  the  Federal  Register  in  45  CFR  Part 
1336.  on  January  19.  1977,  (Program 
Rules  1 . 

A.  Program  Objectives 

The  purpose  of  this  program  an- 
nouncement, consistent  with  the  legisla- 
tive objectives  of  the  Office  of  Native 
American  Programs.  Is  to  promote  the 
goal  of  social  and  economic  self-sufiB- 
ciency  of  Native  Americans  by  support- 
ing projects  which.  If  successfully  Im- 
plemented, would  result  in  significant 
improvements  in  the  commimities  of 
the   ONAP  grantees. 

Financial  assistance  under  this  pro- 
gram announcement  is  to:  d'  Support 
projects  for  locally  determined  human 
services  priorities  which  fill  a  critical  gap 
and  which  are  not  available  elsewhere. 

(2)  Support  projects  to  strengthen 
Uie  administrative  capacities  of  the 
grantee,  particularly  with  regard  to 
planning  and  management.  These  proj- 
ects may  include  the  development  of  tiie 
appropriate  systems,  capacities  and  in- 
struments for,  and  the  implementation 
of,  needs  assessment  and  prioritization, 
resource  assessment  and  allocation,  com- 
prehensive planning,  program  and  proj- 
ect development,  project  monitoring  and 
self-evaluation,  as  well  as  the  coordina- 
tion of  plaiming,  programming,  budget- 
ing and  control  functions.  Also,  projects 
focusing  on  the  initiation  or  improve- 
ment of  record  keeping  and  information 
systems,  budget  formulation  and  finan- 
cial management,  personnel  manage- 
ment and  staff  development,  as  well  as 
the  development  of  special  management 

skills. 

B.  Eligible  Applicants 

The  governing  bodies  of  the  following 
public  and  nonprofit  private  agencies  will 
be  deemed  eligible  to  apply  for  a  NaUve 
American  Project  grant  If  they  are  not 
presently  funded  by  the  Office  of  Native 
American  Programs; 

Indian  tribes  on  Federal  or  State  res- 
ervations and  rancherias; 

Alaska  Native  Villages; 

Regional  corporations  established  by 
the  Alaska  Native  Claims  Settlement  Act. 

Indian  organizations  and  tribes  In 
rural,  non-reservation  areas  Governing 
body  means  those  duly  elected  or  ap- 
pointed representatives  who  have  the 
authority  to  pro'vlde  services  to.  and 
enter  Into  contracts,  agreements,  and 
grants  mi  behalf  of  their  constituency. 

Indian  tribes  or  organizations  who 
have  such  a  small  service  population  as 
to  make  it  Impractical  to  fund  directly 
may  consider  Joining  with  other  smedl 
groups  to  submit  one  application  to  serve 
the  consortium. 

C.  Available  Funds 

An  estimated  $200,000  Is  available  fOT 
new  grantees  pursuant  to  tills  program 
armouncMnent  during  Fiscal  Year  1977. 
It  is  anticipated  that  five  (5)  grant 
awards  will  be  made  with  a  range  ot 


NOTICES 

$30,000  to  $70,000  per  award.  The  project 
period  for  a  grant  may  be  up  to  three  (3> 
years.  Refunding  on  a  non-competitive 
basis  beyond  the  first  year  will  depend 
upon  the  grantee's  satisfactory  perform- 
ance of  the  project,  upon  availability  of 
funds,  and  upon  the  grantee's  compli- 
ance with  the  Native  American  Pro- 
grams Rules  and  Regulations. 

D.  Grantee   Share   or   Project 

It  L«  expected  that  grantees  will  pro- 
vide 20  percent  of  the  approved  cost  of 
the  project.  Grantee  contributions  may 
be  in  cash  or  in  kind,  fairly  evaluated, 
including,  but  not  hmited  to,  plant, 
equipment,  and  services,  and  must  t>e  al- 
lowable under  the  Department's  apph- 
cable  cost  principles  in  45  CFR  Part  74. 
Subpart  Q. 

Under  certain  circumstances,  some  or 
all  of  the  non-Federal  share  of  the  proj- 
ect may  be  waived  by  ONAP  Further 
explanation  is  contained  in  Section 
1336  32  of  ONAP's  Progrsim  Rules 
E.  The  Application  Process 

A-95    clearinghouse    NOTICE: 

In  compliance  with  the  Department  of 
Health,  Education,  and  Welfare's  im- 
plementation of  Office  of  Management 
and  Budget  Circular  No.  A-95  Revised 
(interim  procedures  at  41  FR  3160,  July 
29,  1976  ^  applicants,  with  the  exception 
of  Federally  recognized  tribes,  who  re- 
quest grant  support  must,  prior  to  sub- 
mission of  an  application,  notify  both  the 
State  and  Areawide  A-95  Clearinghouse 
of  the  intent  to  apply  for  Federal  assist- 
ance. Some  State  and  Area  Clearing- 
houses provide  their  own  form  for  the 
notification  of  intent  and  others  use  the 
facesheet  of  the  standard  application 
form.  Applicants  should  contact  the  ap- 
propriate State  Clearinghouse  (listed  at 
42  FR  2210,  January  10,  1977 1  for  in- 
formation on  how  they  can  meet  the 
A-95  requirements. 

application  submission 

In  order  to  be  considered  for  a  grant 
imder  this  program  announcement,  all 
applications  must  be  submitted  on  the 
Standard  forms  enclosed  In  ti\e  ONAP 
Application  Kit. 

The  application  shall  be  executed  by 
an  Individual  authorized  to  act  for  the 
applicant  agency  and  to  assume  obliga- 
tions imposed  by  the  terms  and  condi- 
tions of  the  grant  award.  Including  the 
Office  of  Native  American  Programs 
Final  Regulations. 

One  signed  original  and  two  copies  of 
tlie  application  including  all  attach- 
ments, are  required.  It  is  requested  that 
an  additional  three  copies  be  submitted 
to  facilitate  the  review  process 

APPLICATION    consideration  : 

The  Director  of  the  Office  of  Native 
American  Programs  determines  the  final 
action  to  be  taken  with  respect  to  each 
grant  application.  Applications  which  do 
not  conform  to  this  announcement  or  are 
late  or  are  not  complete  will  not  be  ac- 
cepted and  applicants  will  be  notified 
accordingly.  Otherwise,  all  applicants 
will  be  considered  for  fimdlng 
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All  accepted  grant  apphcations  are 
subjected  to  a  competitive  review  and 
evaluation  conduct.ed  by  qualified  per- 
sons outside  of  the  Office  of  Native  .'"Amer- 
ican Programs.  The  results  of  the  com- 
petitive review  supplement  and  assist  the 
Director's  consideration  of  the  competing 
apphcations  The  Director's  considera- 
tion also  takes  into  acxrount  the  com- 
ments of  the  A-95  Clearinghouse,  the 
headquarters  program  office,  and  other 
interested  organizations. 

After  the  Director  has  reached  a  deci- 
sion either  to  disapprove  or  approve  a 
competing  grant  apphcation.  the  appli- 
cant \^^ll  be  notified  of  that  decision 

grant  award 

The  Director  makes  grant  awards  con- 
sL^tent  with  the  purpose  of  the  Act,  the 
regulations,  and  program  announcement 
within  the  limits  of  Federal  funds  avail- 
able The  official  grant  award  document 
Ls  the  Notice  of  Grant  Awarded.  The 
Notice  of  Grant  Awarded  sets  forth  In 
writing  to  the  grantees  tlie  amount  of 
funds  granted,  the  purpose  of  the  grant, 
the  terms  and  conditions  of  the  grant 
award,  the  effective  date  of  the  award. 
the  budget  period  for  which  support  is 
given  and  the  amount  of  grantee  fi- 
nancial participation.  The  initial  award 
also  specifies  the  total  project  period 
for  which  support  is  contemplated 

F   Criteria  for  Review  and  Evaluation 
or  Applications 

Competing  grant  apphcations  will  be 
reviewed  and  evaluated  by  the  independ- 
ent panel  against  the  foUowmg  criteria 
1 100  points  total  I . 

Clear  identification  of  problems  and 
needs  facing  the  appUcant  de.  social, 
economic,  administrative',  with  regard 
to  achieving  successful  completion  of  the 
applicants  long  range  goals    (10  pointsj 

Specific,  quantifiable  objectives  and 
procedures  for  the  first  year  and  a  clear 
outline  of  the  objectives  and  prcKedures 
for  the  follow mg  two  years,  if  applica- 
ble, including  a  time  frame  for  the 
achievement  of  specific  project  objec- 
tives of  the  entire  project  pericxi.  (20 
points' 

That  insofar  a^  practicable,  the  pro- 
posed procedures,  if  well  executed,  are 
capable  of  attaining  project  objectives. 
( 12  points) 

That  the  project  objectives  include, 
are  identical  with,  or  are  capable  of 
achieving  the  specific  objectives  in  the 
program  annoimcemeit.  '7  points' 

That  the  estimated  cost  to  the  Gov- 
ernment of  the  project  is  reasonable 
consid3fcng  the  anticipated  results  '8 
points' 

That  (1)  project  personnel  are  well 
qualified  and  (2)  the  applicant  organi- 
zation has  adequate  facilities  and  re- 
,';ources  to  carry  out  the  project.  (8 
points) 

The  system  proposed  by  the  appUcant 
to  monitor  and  evaluate  the  project  Is 
reasonable  and  consistent  with  the  man- 
Eigement  system  of  the  applicant  (15 
points) 

The  application  as  a  whole  clearly 
demonstrates  the  appUcant's  capability 
to  achieve  project  objectives   (20  polntB> 
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G.  Closing  Date  for  Receipt  of 

.Applications 

The  closing  date  for  rece;pt  of  appli- 
cations for  Program  Announcement  No. 
13612-771  is  July  -'1.  1977.  Applications 
must  be  mailed  or  hand  delivered  to: 
Receiving  Orlire:  Divi.sion  of  Grants  and 
Contract  ManaRenient:  Office  of  Human 
Develoomeni.  DHEW:  Room  1427,  Mary 
E.  Switzer  Building.  SM  C  Street,  S.W.: 
Washington,  D.C.  20201  i  Attention: 
13612-771  >.  Hand  dehvered  application.s 
are  accepted  during  normal  working 
hotu-s  of  9:00  ajn.  to  5:00  p.m.,  Monday 
through  Friday. 

An  application  will  be  considered  to 
have  arrived  by  the  closing  date  if : 

1.  The  application  is  at  the  OHD  Re- 
ceiving OfiBce  on  or  before  the  closing 
date,  or 

2.  The  application  is  postmarked  at 
least  two  days  prior  to  the  closing  date. 

H.  Late  Applications 

Late  apphcations  wiU  not  be  accepted 
and  applicants  will  be  notified  accord- 
ingly. 
I.  Av.ml^bility  of  Application  Forms 

Application  Kits  which  contain  the 
prescribed  forms  and  Information  for 
the  applicant  may  be  obtained  by  writuig 
or  calling: 

Office  of  Native  American  Programs.  Office  of 
Human  Development.  DHEW.  Room  251  G. 
South  Portal  Building.  200  Independence 
Avenus,  S.W..  Washington.  D.C.  20201. 
(202)   426-6390.   (Attention:   13612-771.) 

(Catalog  of  Federal  Domestic  A.s.sistance  Pro- 
gram Number:  13.612  Native  American  Pro- 
grams.) 

Dated:  May  23, 1977. 

Dominic  J.  MASTRAPASQtTA, 

Acting  Director.  Office 
of  Native  American  Programs. 

Approved:  May  2G.  1977. 

Arabella  Martinez. 

Assistant  Secretarij  for  Human 
Development. 
|PR  Doc. 77 -15488  Filed  5  31  T7;8.45  am] 


Office  of  the  Secretary 

COLLECTION  OF  INFORMATION  AND 
DATA   ACQUISITION    ACTIVITY 

Comments 

Pursuant  to  Section  406<gH2)iB>. 
General  Education  Provisions  Act.  notice 
Is  hereby  given  as  follows: 

The  National  Center  for  Education 
Statistics,  and  the  U.S  Office  of  Educa- 
4ion  have  proposed  collections  of  Infor- 
mation and  data  acquisition  activities 
which  will  request  information  from 
educational  agencies  or  institutions. 

The  puri^ose  of  publishing  this  notice 
in  the  Federal  REcisTEa  is  to  comply 
with  paragraijh  -gi  i2)  iB;  of  the  "Con- 
trol of  Paperwork"  amendment  which 
provides  that  ea^h  educational  agency  or 
institution  subject  to  a  request  under  the 
collection  of  iniorniation  and  data  ac<iui- 
siUoo  activity  and  tlxeir  representative 
orgaxnzaUons  shall  have  an  opportunity. 
during  a  30-day  period  before  the  tcans- 
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mittal  of  the  request  to  the  Director  of 
the  Office  of  Management  and  Budget,  to 
comment  to  the  Administrator  of  the 
National  Center  for  Education  Statistics 
on  the  collection  of  infonnation  and  data 
acquisition  activity. 

These  data  acqusition  activities  are 
subject  to  review  by  the  HEW  Education 
Data  Acquisition  Council  and  the  Office 
of  Management  and  Budget. 

Descriptions  .of  the  prosxxsed  collec- 
tions of  information  and  data  acquisition 
activities  follow  below. 

Written  comments  on  the  proposed 
activities  are  invited.  Comments  should 
refer  to  the  specific  sponsoring  agency 
and  form  number  and  must  be  received 
on  or  before  July  1,  1977,  and  should  be 
addressed  to  Administrator,  National 
Center  for  Education  Statistics.  ATTN: 
Manager,  Infonnation  Acquisition,  Plan- 
ning, and  Utilization,  Room  3001,  400 
Marj-land  Avenue  SW.,  Washington,  DC. 
20202. 

Further  information  may  be  obtained 
from  Elizabeth  M.  Proctor  of  the  Na- 
tional Center  for  Education  Statistics, 
202-245-1022. 

Dated:  May  27,  1977. 

Marie  D.  Eldridge, 
Administrator.  National  Center 

for  Education  Statistics. 

DE.scT.iPTiON  or  A  Peoposehj  Collection  or 
Information  and  Data  AcQuismou  AcrrviTT 

I.    TITLE    OF    PROPOSED    ACTI\TrT 

Diicctory  of  Postsecondary  Schools  With 
Occupational  Progranxs,  1977-78,  and  Report 
on  Enrollments  and  Programs  In  Postsec- 
ondan'  Schools  With  Occupational  Prog^ms, 
1977-78. 

2.  agency/bubeau/office 
National   Center  for  Bducation  Statistics. 

3.  AGENCY    FORM    NUMBBK 

NCES   2358,   2358-1,   2358-2. 

4.    LEGISLATIVE    AtTTHOEITY     FOB    THIS     ACTIVrtY 

•  •  *  Tlie  (National)  Center  (for  Educa- 
tion Statistics)  shall  •  •  •  collect,  collate, 
and,  from  time  to  time,  report  full  and  com- 
plete statistics  on  the  condition  of  education 
In  the  United  States  •  •  *.  (Sec.  60Ua)  of 
Pub.  L.  93-380,   20  U.S.C.   1221e-l) 

S.    VOLtrNTART/OBLIGATOar    NATtntE  OF  THE 
KZSPONSX 


base  from  which  to  plan  changes  Ln  program 
offerings  at  tbe  State  and  local  levels. 

luformatlon  from  the  Directory  on  pro- 
grams offered  and  accreditatioa  status  of 
schools  wUI  help  provide  more  Informed 
guidance  to  students  planning  a  career. 

•7.    DATA    ACQUISmON    PLAN 

a.  Method  of  collection:  MaU. 


Time  of  collection:  Pall.  Winter  1977. 
Frequency:  Biennially. 


8.    RESPONDENTS 


Voluntary. 

6.    HOW    INFORMATION    TO    BE    COLLECTED    WILL 
BE   VSEO 

Ba.sic  information  collected  on  all  schools 
wUl  be  used  as  the  basis  for  publishing  a 
directory  of  these  schools  and  will  serve  as  a 
sampling'  frame  for  the  collection  of  data  on 
the  schools  and  on  the  students  enrolled. 

Information  on  student  enrollment  by  sex 
In  each  program  offering  will  aid  the  VS. 
Office  of  Educations  mandated  research  and 
evaluation  study  (Title  n,  Section  523(a)  of 
the  Education  Amendments  of  1976)  on  the 
extent  of  sex  discrimination  and  sex  stereo- 
tvping  in  certain  occupational  training  flelds. 

The  scope  and  role  of  pubUc  and  private 
T'.oncolleglate  schools  In  helping  to  meet  labor 
demand  for  specific  occ\ipaUons  will  be  ana- 
iraed  by  State  and  local  wlucaUon  and  man- 
power planners  by  evaluating  the  enroll- 
ments la  Lraintog  for  these  occupations.  The 
Inclusion  of  the  private  mectar  broadeos  for 
educational  decision  makers  the  information 


NCES  2358  or  2358-1 : 

a.  Type;  Vocational/ technical  postsecond- 
ary schools. 

b.  Number:  2,200 — sample. 

c.  Estimated  average  man-hours  per  re- 
spondent: 30  minutes. 

NCES  2358-2: 

a.  Type:  Vocational/technical  prwtaecond- 
ary  schools. 

b.  Number:  6,300-unlverse,  less  sample  of 
2.200. 

c.  Estimated  average  man-hours  per  re- 
sprandent:  10  minutes. 

9.    INFORMATION    TO    BE    COLLECTED 

NCES  2358-2: 

Name  and  address  of  school. 

Type  of  control  and  ownership. 

Programs  offered. 

Total,  full-time,  and  part-time  enroll- 
ments, by  sex. 

NCES  2358  or  2358-1 ; 

In  addition  to  above : 

Number  of  students  by  sex  and  race  eth- 
nicity. 

Length  of  program. 

Tuition  and  charges. 

Students  completing  program  or  leaving 
with  a  marketable  skill. 

Total,  full-time,  and  part-time  staff,  by 
scs. 

DESCRlniON     OF    A     PROPOSB3)     CoLiECTION     OT 

Information  and  Data  Acqulbition  AcTurrv 

1;   tttle  of  proposed   ACTi\'rrT 

National  Direct  Student  Loan  Program. 
Semiannual  Defaulted  Loan  Report. 

2.      AGENCY/  BUREAU,  OiFFICE 

U.S.  Office  of  Education  Bureau  of  Student 
Plianclal  Assistance  Division  of  Student  Fi- 
nancial Aid. 

3.      AGENCY      FORX      NUMBEB 
OE   574. 
4.     LEGISLATIVE    AUTHORITT     FOR    THIS    .^CTIVITT 

Section  463.  (a)  "An  agreement  with  any 
Institution  of  higher  education  for  the  pay- 
ment of  Federal  capital  contributions  under 
this  part  shall;  provide  that  where  a  note  or 
written  aecreement  evidencing  a  note  has 
been  in  default  for  (A)  one  hundred  and 
twenty  days,  in  the  case  of  a  loan  which  Is 
repa3rable  In  monthly  installments,  or  (B) 
one  hundred  and  eighty  days,  in  the  case  of 
a  loan  which  Is  repayable  in  less  frequent  in- 
stallments, notice  of  such  default  shall  be 
given  to  the  Commissioner  in  a  report  de- 
scribing the  total  number  of  loans  from  such 
fund  which  are  In  such  defauK,.  and  made  to 
the  Commlasloner  at  least  semiajanually." 
(Pub.  L.  93-^18,  Sec.  137(b).  30  U.S.C.  10e7cc, 
as  amended  under  Sec.  I30fc).  Pub.  L.  94- 
482.  Education  Amendments  of  1976.) 

5.     VOLUNTARY /OBLIGATORY     NATXTRI    OF 

RESPONSE 

Required  to  Obtain  or  Maintain  Benefits. 

8.  HOW  INFOUMIATION  TO  BE  COLLECTED  WILL  BZ 
trSED 

Tli^  report  Is  required  by  law  and  wUI 
serve  to  provide  InforiaaUon  about  the  capa- 
bility of  the  institutions  to  establish  and  ad- 
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minister  effective  collections  programs  The 
data  wlU  be  used  to  determine  the  effective- 
ness of  the  loan  activities  and  to  signal 
whether  the  InsUtuUons  are  following  the 
steps  necessary  in  the  performance  of  due 
diligence;  i.e..  (1)  compliance  with  eet&b- 
llshed  regulations  pertaining  to  collection 
practices,  such  as  regular  billing  and  follow- 
up  procedures,  and  collection  activities;  (2) 
institutional  administrative  capability:  and, 
(3)  practices  and  policies  established  to 
carry  out  due  diligence. 

7.  DATA  ACQUISITION  PLAN 

a.  Method  of  collection  :  Mai! 

b.  Time  of  collection:  Summer  (June  30); 
Winter  (December  31)  of  Each  Tear. 

c   Frequency:  Semiannually. 


8.      RESPONDENTS 

a.  Type:  Colleges  and  Universities — Voca- 
tional/Technical and  Proprietary  Institutions 
of  Postsecondary  Education. 

to.  Number:  4,000. 

c.  Estimated  average  man-hours  per  re- 
spondent :  5. 

9    INFORMATION  TO  BE  COLLECTED 

(1)  Nvimber  of  Borrowers  In  Default  Sta- 
tus. 

(2)  Principal  Amount  Outstanding 

(3)  Principal  Amount  in  Default. 

INSCRIPTION   or    A    Proposed    Collection    of 
Information  and  Data  Acquisttion  Acttvity 

1.   title   of  proposed   activity 

Bequest  for  Institutional  Eligibility  for 
Programs  Under  the  Higher  Education  Act 
of  1966.  a.s  Amended. 

2.      AGE3v'CY/BURKAU/OFFlCK 

Office  of  Education.  Bureau  of  Postsecond- 
ary Education  Division  of  Eligibility  |pd 
Agency  Evaluation. 

3.      AGENCY      FORM      NUMBER 

OE  Form  1059. 

4      LEGISLATIVE    AUTHORITY     FOR    THIS    ACnVITT 

■•The  term  •In.'^tltution  of  higher  educa- 
tion' means  an  educational  Institution  •  •  • 
which  (1)  admits  as  regular  students  only 
persons  having  a  certificate  of  graduation 
from  a  school  providing  secondary  educa- 
tion, or  the  recognized  equivalent  •  •  •.  (2) 
Is  legally  authorized  •  •  •  to  provide  a  pro- 
gram of  education  t>eyond  secondary  educa- 
tion, (3)  provides  an  educational  program 
for  which  It  awards  a  bachelor's  degree  or 
provides  not  less  than  a  two-year  program 
which  Is  acceptable  for  full  credit  toward 
such  a  degree,  (4)  Is  a  public  or  other  non- 
profit Institution,  and  (5)  is  accredited  by 
a   nationally   recognized   accrediting   agency 

•  •  •  or,  If  not  so  accredited.  (A)  is  an  In- 
stitution with  respect  to  which  the  Com- 
EolsEloner  has  determined  that  there  Is  sat- 
isfactory assurance,  •  •  •  that  the  Institu- 
tion wUl  meet  the  accreditation  standards  of 
such  an  agency  •  •  •  within  a  rea.'^onable 
time,  or  (B)  is  an  institution  wha'^e  credits 
are  accepted,  on  transfer,  by  not  less  than 
three  Institutions  which   are  so   accredited, 

•  •  •.  Such  term  also  Includes  any  school 
which  provides  not  less  than  a  one-year 
program  of  training  to  preptire  students  for 
painful  employment  In  a  recognized  occupa- 
tion •  •  •  (Pub.  L.  89-336;  20  U  S  C.  1141) 
"Such  term  also  Includes  a  public  or  non- 
profit private  educational  Institution  •  •  • 
which.  In  lieu  of  the  requirement  in  clause 
( 1 ) ,  admits  as  regular  students  persons  who 
are  beyond  the  age  of  compulsory  school  at- 
tendence  In  the  State  In  which  the  Instlta- 
tlon  is  located  and  who  have  the  ablUty  to 
benefit  from  tlie  training  offered  by  the  In 
stltutlon."   (Pub.  L.  M-483-,   20  U.SC    1141) 


Section  1301  fa)  of  the  Higher  Education  Act 
of  1965.  as  amended 

■•••',  the  term  "proprietary  Institution 
of  higher  education'  means  a  school  (A) 
which  provides  not  less  than  a  six-month 
program  of  training  to  prepare  students  for 
gainful  employment  In  a  recognized  occu- 
pation. (B)  which  meets  the  requirements 
of  clauses  il)  and  (21  of  section  1201(a). 
(C)  which  doe?  not  meet  the  requirement  of 
section  clause  (4)  of  section  1201iaK  (D) 
which  Is  accerdited  by  a  nationally  recog- 
nized accrediting  agency  •  •  •.  and  (K) 
Khlch  is  accredited  bv  a  nationally  recog- 
years  "  (Pub  L  90  675;  20  U.SC  1088)  Sec- 
tion 491  lb  I  .3)  of  the  Higher  Education  Act 
of  1965.  as  amended 

The  term  'vocational  school'  mearus  a  •  •  • 
school,  •  *  •,  which  (1)  admits  as  regular 
students  only  persons  who  have  completed 
or  left  elementary  or  secondary  school  and 
who  have  the  ability  to  benefit  from  the 
training  offered  •  •  •;  (2)  Is  legally  author- 
ized to  provide.  •  •  •  a  program  of  post- 
secondary  •  •  •  education  designed  to  fit 
Individuals  for  useful  employment  In  rec- 
ognized occupations;  (3)  has  been  in  exist- 
ence for  two  years  •  •  *:  and  i4i  l.-^  lA) 
accredited  bv  a  national  recognized  accredit- 
ing agency  •  •  •.  (Pub.  L  94-482:  20  U.SC 
1085)  Section  435(c)  of  the  Higher  Educa- 
tion Act  of  1965.  as  amended 

'Vocational  school'  means  a  •  *  *  school 
•  •  •  which  •  •  •  (2)  is  legally  authorized 
to  provide,  •  •  *.  a  program  •  •  •  of  edu- 
cation which  •  •  V  (11)  provides  no  les.s 
than  300  clock  hours  of  classroom  instruc- 
tion or  its  equivalent  or.  iii  the  ca.-e  of 
a  program  offered  by  correspondence,  re- 
quires not  less  than  an  average  of  12  hour'^ 
of  preparation  per  week  over  any  12  weeK 
period  and  completion  in  not  les-s  than  6 
months,  and  (ill)  In  the  case  of  a  flight 
school  program,  maintains  current  valid  cer- 
tification bv  the  Federal  Aviation  Admlnls- 
V"    (PL    89-329;   20  U  .S  C    1085, 


tratlon   •    • 
45CPRlT7.1(g)). 

Tlie  above  legislation  covers  over  95  per- 
cent of  the  institutions  which  seek  ellpibillty 
for  programs  under  the  Higher  Education 
Act  of  1965.  as  amended  The  following  sec- 
tions of  the  Act  contain  definitions  with  es- 
sentially the  same  elements,  provide  excep- 
tions for  specific  tj-pee  of  Institutions,  or 
concern  exclusions  for  religious  activities: 
Sections  113.  207,  302,  306.  435(ai,  443,  497A 
(d),  508.  526.  609.  781.  782.  903.  923,  945.  964, 
981.  1018,  1201(1).  In  addition.  Section  443, 
in  defining  an  "area  vocational  school"  uses 
the  definition  contained  In  section  108(2)  of 
the  Vocational  Education  Act  of  1963.  as 
amended  (Pub  L.  90-676;  20  U£.C  1248). 
TJie  foUovi-lng  sections  of  Title  45  of  the  Ckxle 
of  Federal  Reg-ulations  contain  It^ms  which 
expand  brleflv  on  parts  ciif  the  law  mentioned 
above:  Sections.  131.2.  144  2.  176  2,  177.1, 
190.2.  FUially.  there  is  one  notice  \n  the  Pid- 
er.\l  Register  which  expands  on  the  accept- 
ance of  credits  In  Ueu  of  accreditation  men- 
tioned In  section  1201(a)(5)(B),  35  FR 
13324. 

5.  VOLUNTARY.  OBLIGATORY  NATURE  OF  RESPONSE 

Required  to  obtain  or  maintain  benefit* 

6     HOW    INTORMATIO.N    COLUEOTED   WILL    BE   USED 

The  Information  collected  will  be  used  to 
determine  If  an  Institution  meets  the  condi- 
tions contained  In  tbe  statutes  cited  alwve. 
Depending  on  the  conditions  which  the  tn- 
Insiltutlon  meets,  it  wUl  be  determined  to  be 
eligible  to  receive  funds  for  Itself  or  Its  rta- 
dents  under  one  or  more  of  26  Office  of  Edti- 
cation  programs. 

7       DATA     ACQUISITION     PLAN 

a.  Method  of  eoUectlon:  MaQ 
b    Time  of  coUectton:  As  needed 
c.  Frequency;  Annually 


•      RXSFONSKNTE 

a.  Type:  CoUegea  and  Unlversltiee,  Non- 
publle  Junior  colleges.  Public  Junior  colleges, 
Vcxjatlonal  Technical  postsecondary  Institu- 
tions. 

b    Number    Universe  (1000  Institutions) . 

c  &tlmated  average  man-hours  per  re- 
spondent     "jj    hour 

•    INTORMATION  TO  BE  COLLECTED 

The  following  Information  will  be  collected 
from  all  respondents;  Name,  address  em- 
ployer Identification  number,  civil  rights 
compliances,  type  of  control,  legal  authoriza- 
tion, accredited  status  or  Its  alternatives, 
school  officials,  pending  government  legal  ac- 
tion, literature,  institutional  p>oUcies.  aca- 
demic calendar,  enrollment,  list  of  degrees  or 
programs  and  their  length,  telephone  num- 
ber 

Tlie  following  Information  will  be  collected 
from  some  respondents :  Former  name,  par- 
ent institution  if  any,  religious  training, 
owners  of  Institution,  pending  private  legal 
action  against  a  proprietary  Institution. 

Description    of    a    proposed    Collection    op 
Information  and  Data  Acquisition  Activity 

1.    TITLE    OF    proposed     ACTrVITY 

Cumulative  Report  and  Estimate  of  Fed- 
eral Funds  Required,  US.  Loan  Program  for 
Cuban  Students 

a.  AGENCY/BUREAU,  ornc» 

V  S  Office  of  Education 'Bureau  of  Student 
Financial  Assistance  Division  of  Student  Fi- 
nancial Aid. 

3.    AGENCY    FORM    NUMBER 

OE  Form  1141. 

4.     LEGISLATIVE    AUTHORrrY     FOB    THIS    ACTIVITY 

Sec.  2(bi  •  •  •  "(3)  for  assistance  to  or  In 
belialf  of  refugees  In  the  United  States  when- 
ever the  President  shall  determine  that  such 
assistance-  would  t>e  in  the  Interest  of  the 
United  States;  Proi>ided.  That  the  term  "ref- 
ugees" herein  used  means  aliens  who  (A) 
because  of  persecution  or  fear  of  persecution 
on  account  of  race,  religion,  or  political  opin- 
ion fled  from  a  nation  or  area  of  the  Western 
Hemisphere;  iBi  cannot  return  thereto  be- 
cause of  feiu  of  persecution  on  account  of 
race  religion,  or  political  opinion:  and  (C) 
are  in  urgent  need  of  assistance  for  the  es- 
sentials of  life;  •  •  •  (6)  for  establishment 
and  maintenance  of  projects  for  employment 
or  refresher  professional  training  of  Individ- 
uals who  meet  the  requirements  of  sub- 
paragraph (3)  (Other  than  clause  (C)  there- 
of) ,  and,  who,  having  regard  for  their  Income 
and  resources  need  such  employment  or  need 
assistance     in     obtaining     such     retraining 

•  •  •  Sec  3  (a)  In  carrying  out  the  purpobe 
of  this  Act.  the  President  is  authorized — ( 1  ) 
to  make  loans,  advance.-^,  and  grant  to.  make 
and  perform  agreements  and  contracts  with. 
or  enter  into  other  transactions  with,  any 
Individual,  corporation,  or  otiier  body  of  per- 
sons, government  or  government  agency, 
whether  within  or  without  the  United  States, 
and  •  •  • 

Sec.  4.  (a)(1)  The  President  is  authorized 
to  designate  the  head  of  any  department  or 
agency  erf  the  United  Statee  Government,  or 
any  official  thereof  wbo  Is  required  to  be  ap- 
pointed by  the  President  by  and  with  the 
advice  and  consent  of  the  Senate,  to  per- 
fonii,any  fuxkctlons  co;iferTed  upon  the  Presi- 
dent by  this  Act  •   •    •.-  Piib.  L.,  87-WO. 

•  .  VOLtTNTABY    C«LXGATORT  NATtTRB  OF  RKSPOKSa 

Required  to  obt*ln  benefit. 

•.  BOW  nrroEJCATioK  oauLxmo  will  ■■  u«b> 

M*nag«cn«nt  of  ttM  Cuban  Umui  Program, 
•nd  U>  ensure  ooilectaoc  of  kMned  tvaaOM. 
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7.    DATA    AOQUTSmOK   PI-AJf 

R.  Method  of  ooUectlon:  MaU. 

b.  Time  of  coUectlon:  Summer. 

c.  Frequency:  One. 

8.   aESPO>rDKNT8 

a.  Type:  Inatltutioos  of  Higher  EducatloBi. 

b.  Number;  50. 

c.  Estimated  average  man-hours  per 
respondent:  Vi  hoxir. 

9.  INrORMATION  TO  BS  COLl.ECmBD 

a.  Actual  and  estimated  number  of 
borrowers. 

b.  Amounts  of  cash  Involved. 

DEScaimow   of  a   Proposkd  Collictiow   or 

INFORM.ATION  ANT)  DATA  ACQUISmON    ACXrVTTT 
1.    TTTU    or   PROPOSED   ACTIVITJ 

Upward  Bound  Data  Osllectlon. 

2.  AGENCT,- BUREAIT/0>-FlCX 

Office  of  Education.  Bureau  of  Postsecond- 
ary  Education. 

3.  ACrNCT    FORM    NFMBEB 

OE  1196. 

4 .  LECISLATIVi:  Am-HORTTT  FOR  THIS  ACTlVrTY 

Sec.  417B.  "(a)  Ttie  Commissioner  1.'=  au- 
thorized •  •  •  to  make  grants  to,  and  con- 
tracts with.  Institutions  of  higher  education 
•  •  •  public  and  private  agencies  and  organi- 
zations •  •  •  and.  In  exceptional  cases,  sec- 
ondary schools  and  secondary  vocational 
schools,  for  planning,  developing,  or  carrv- 
Ing  out  within  the  St.ites  one  or  more  of  the 
services  described  In  subsection  (b)  of  this 
section. 

(b)  Services  provided  throuph  grants  and 
contracts  under  this  subpart  shall  be  spe- 
cifically designed  to  assist  In  enabling  youths 
from  low-Income  families  who  have  academic 
potential,  birt  who  may  lack  adequate  sec- 
ondary school  preparation,  who  may  be  phys- 
ically handicapped,  or  who  may  be  disad- 
vantaged because  of  severe  rural  isolation,  to 
enter,  continue,  or  resume  programs  of  post- 
secondary  education.  Including  •  •  • 

(2)  Programs,  to  be  known  aa  "Upward 
Bound".  (A)  which  are  designed  to  generate 
skills  and  motivation  necessary  for  success  In 
education  beyond  high  school  and  (B)  In 
which  enroUees  from  low-Income  back- 
grounds and  with  inadequate  secondary- 
school  preparation  participate  on  a  substan- 
tially full -time  basis  during  all  or  part  of 
the  program; 

•  •  *  *  • 

(h)  It  is  the  Intention  of  the  Congress  to 
encourage,  whenever  feasible,  the  develop- 
ment of  IndlvlduaUz^  prot-rams  for  disad- 
vantaged students  aofilitcd  under  this  sub- 
part." 

((20  use.  1070d-n  Ena.-ted  J\nie  21.  1073. 
Pub.  L.  92-318.  sec.  131fb)(l).  86  Stat.  258. 
259,  amended  Aug-ast  21.  1974,  Pub  I..  93- 
380.  sec.  833.  88  Stat.  603.  604.  amended  Oc- 
tober 12.  1976.  Pub.  L.  94-482,  Sec.  124.) 

8.    VOLUNTARY.OBLICATORY  NATURE  OF  RESPONSE 

Required  to  obtain  or  maintain  benefits. 

6.    HOW    tNTORMATION    TO    BE    COLLF-CTED 
WTLl.    BE    USSO 

frrygriim  M anag^rnent  The  report  serves 
two  major  functions:  (1)  The  monitoring 
of  a  grantee's  performance  In  terms  of  the 
law.  the  regulations,  and  an  Individual 
pant's  terms  and  condiUoas;  and  (2)  the 
evaluation  of  the  effectiveness  of  Individual 
projects  as  well  aa  the  efrecUvene«»  of  the 
Upward  Bound  piu^xti^xi  ad  i  whole. 

Other  Data  from  these  reports  al.so  will  be 
tLspd  til  respond  to  various  ad  hoc  Inquiries 


concerning  the  program.  Its  participants,  and 

Itj  achievements. 

7.    DATA    ACQtnSmON    f1.AH 

a.  Method  of  collection:  By  mafl. 

b.  Time  of  collection:  Throughout  the 
year. 

c.  Frequency:  40  (average  number  of  stu- 
dent reports  per  year  per  project) . 

8.  EESPOKDENT3 

a.  Type:  Upward  Bound  Project  Directors. 

b.  Number:  400  Upward  Bound  Project  Di- 
rectors. 

c.  Estimated  average  man-hours  per  re- 
sjxindent :  .20  per  submittal. 

9.    INTORMATION   TO   BZ   COLLECTED 

a.  Demographic  Information  on  each  par- 
ticipant (se.x.  age,  ethno-raclal  characteris- 
tics, veteran  status,  enrollment  status) . 

b.  Eligibility  criteria  on  each  participant 
(family  Income,  family  size,  grade  point 
average) . 

c.  Services  to  be  provided  to  the  partici- 
pant. 

d.  Educational  background. 

Description   or  a   Proposed   Collection   or 
Information   and   Data    Acquisition    Ao- 

TrVTTT 

1.  title  of  proposed  Acnvrrr 

Financial  Stattis  and  Performance  Reports 
for  Special  Community  Service  and  Continu- 
ing Education  Projects. 

2.  AGENCY/ BUREAU/OmCK 

U.S.  Office  of  Education,  Bureau  of  Poet- 
secondary  Education,  Division  of  Training 
and  Facilities. 

3.  AGENCY   FORM    NT7MBEK 

OE  1230-1  and  OK  1280-2. 

4.     LEGISLATIVE     ALTHORITY    FOR    THIS    ACTIVITT 

Sec.  106.  (a)  The  Commissioner  Is  au- 
thorized to  reserve  from  the  sums  appropri- 
ated pursuant  to  Sec.  101  for  any  fiscal  year 
an  amount  not  In  excess  of  10  percentum  of 
the  sums  so  appropriated  for  that  fi,scal  year 
for  grants  pursuant  to  subsection  (b).  (b) 
( 1 )  From  the  sums  reserved  under  subsection 
(a) .  the  Commissioner  Is  authorized  to  make 
grants  to.  and  contracts  with,  institutions 
of  higher  education  (and  combinations 
thereof)  to  assist  them  In  carrying  out  spe- 
cial  programs  and  projects,  consistent  with 
the  purposes  of  this  title,  which  are  de- 
signed to  seek  solutions  to  national  and  re- 
gional problems  relating  to  technolog^lcal  and 
.social  changes  and  environmental  pollution." 
Pub.  L.  80-329. 

Sec.  408. (a)  Each  administrative  head  of 
an  education  agency.  In  order  to  carry  out 
functions  otherwise  vested  la  him  by  law.  Is, 
subject  to  limitations  as  may  be  otherwise 
Imposed  by  law,  authorized,  (1)  to  make, 
promulgate.  Issue,  rescind,  and  amend  rules 
and  regulations  governing  the  manner  of  op- 
eration of  the  agency  of  which  he  Is  hetwl. 
Pub.  L.  93-380   (General  Provisions). 

Financial  Reporting  Requirement: 

Each  Federal  sponsoring  agency  shall  re- 
quire the  recipients  to  use  the  standardized 
Financial  Status  Report  to  repcwt  the  status 
of  funds  for  all  non-construction  projects  or 
programs. 

Performance  Report: 

Recipients  shall  submit  a  performance  re- 
port (technical  report)  for  each  agreement 
•  •  •  recipients  shaU  submit  the  perform- 
ance or  technical  reports  to  Federal  sponsca-- 
ing  agencies  and  the  Financial  Status  Re- 
ports covering  the  same  period  *  •  *.  Office 
of  Management  and  Budget  Circular  No.  A- 
119.  Federal  Regtster,  Vol.  41,  No.  148. 


5.  VOLtTNTART/OBLIGATORT  NATTTIK  OF  RESPONSE 

Required  to  obtain  or  maintain  benefits. 

6.  HOW   INFORMATION   COLLECTED    WILL   BE   USED 

Financial  Information  collected  will  be 
used  to  determine  accountability  of  each. 
grantee  in  terms  of  the  exp>endlture  of  funds. 
Information  collected  throUi,-h  the  Perform- 
ance Report  will  be  used  to  determine 
whether  goals  and  objective.s  are  achieved.  It 
will  also  serve  as  a  basis  in  the  evaluation  of 
future  application  from  the  grantee. 

7.    DATA    ACQUISITION    PLAN 

a.  Method  of  collection:  Mall. 

b.  Time  of  coUectlon:  30  days  after  the 
mld-polnt  of  grant  period  and  90  days  a.'ter 
the  end  of  grant  period. 

c.  Frequency:  Semi-annually. 

8.  respondent 

a.  Tjpe:  Institutions  of  Higher  Educa- 
tion. 

b.  Number:  2(X). 

c.  Estimated  average  man-hour  per  re- 
spondent: 10. 

9.    INFORMATION    TO    BE    COLLECTED 

Financial  liiformatlon  Items  are  those  on 
■  the  Office  of  Management  and  Budget  (OMB) 
standard  Financial  Status  Report  Form 
(OMB  Circular  No.  A-110,  Standard  Form 
269).  The  Performance  Rep-ort  collects  In- 
formation on  (1)  the  e.xtent  of  progress 
made  toward  the  stated  goals  a.nd  objectives 
and  fsictors  that  help  to  achieve  or  hinder 
the  progress,  and  (2)  the  population  groups 
served  and  factors  that  assisted  or  hindered 
the  selection  and  recruitment. 

|FR  Doc.77-15476  FUed  5-31-77:8:45  am] 

DEPARTMENT  OF   HOUSING   AND 
URBAN    DEVELOPMENT 

Federal  Disaster  .Assistance  Administration 

[Docket  No.  NFD-485:  FDAA-535-DR] 

MISSOURI 

Amendment  to  Notice  of  Major  Disaster 

Declaration 

AGENCY:  Federal  Disa^tlfer  A.ssistance 
Administration,  HUD. 

ACTION:  NoUce. 

SUMMARY:  This  Notice  amends  the  No- 
tice of  major  disaster  declaration  for  the 
State  of  Missouri  iFDA:\-535-DR,' , 
dated  May  7.  1977. 

DATED:  May  14,  1977. 

FOR  FURTHER  ^FORMATION  CON- 
TACT: 

Frank  J.  Muckenhaupt,  Chief.  Pro- 
gram Support  Staff.  Federal  Di.saster 
Assistance  Administration.  *  D€'part- 
ment  of  Housing  and  Urban  Develop- 
ment. Washington,  D.C.  20410,  (202)- 
634-7825. 

SUPPLEMENTARY  INFORMATION: 
The  Notice  of  major  disa.";ter  declaration 
for  the  State  of  Missouri  dated  May  7, 
1977,  is  Hpreby  amended  to  include  the 
following  'ipounties  among  those  areas 
determinett  to  have  been  adversely  af- 
fected by  the  catastrophe  declared  a 
major  disas^r  by  tiie  President  in  his 
declaration  »f  May  7.  1977: 

The  Counlies  of : 
Ray  Carron 
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(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Dlsasier  AssLstance. ) 

Thomas  P.  Dunue, 
Administrator,  Federal  Disaster 
Assistance  Administration. 


FR  I>,x:- 
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DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Indian  Affairs 

INDIAN  TRIBES  PERFORMING   LAW 
ENFORCEMENT   FUNCTIONS 

Determination — Amendment 

Mat  16.  1977. 

This  notice  Is  published  in  exercise  of 
authority  delegated  by  the  Secretary  of 
the  Interior  to  the  CommLssloner  of 
Indian  Affairs  by  230  DM2. 

Section  GOUdi .  Title  I  of  the  Onmibus 
Crime  Control  and  Safe  Streets  Act  of 
1968— Pub.  L.  90-351,  42  U.S.C.  3781 'd), 
placed  responsibility  on  the  Secretary  of 
the  Interior  to  determine  those  Indian 
tribes  which  perform  law  and  order 
functions.  The  listing  published  begin- 


ning on  page  13758  of  the  May  25.  1973 
Pfdej!al  Registtk  '38  FTl  13758'  identi- 
fied all  eligible  Indian  tritjes  and  the 
.■specific  Liw  enforcement  functions  tiiey 
i:ave  responsibility  t-o  exerci.?e.  Deter- 
!r.:nauon  and  certitic-ation  concerning 
Indian  Tribes  not  listed  are  made  on  an 
individual  basis  upon  application  by 
such  tribes  under  the  provisions  of  the 
Safe  Streets  Act  of  1968— Pub.  L.  90-351. 
The  Secretar>''s  authority  to  make  such 
determinations  was  delegated  to  the 
Commissioner  of  Indian  Affairs  by  230 
DM1. 

It  has  been  determined  by  tlie  Com- 
missioner of  Indian  Affairs  that  tiie 
Seneca  Nation  of  Indians  in  New  York 
has  responsibility  to  perform  the  sijc 
functions  listed  below. 

Therefore,  the  listing  published  begin- 
ning on  pace  13758  cf  the  May  25,  1973 
Federal  Register  i38  FTl  13758'  and  la,';! 
amended  at  page  4:^932  of  the  September 
24.  1975  Pedep.^l  Rfgister  '40  FTl  43932' 
is  fiirther  amended  by  adding  tfie  entry 
for  the  Seneca  Nation  of  Indians  in  the 
State  of  New  York  to  read  as  follows : 


rTribal  pntiilns 
ecognised  by 
the  Federal 

Oovemment  and 
listed  by  State 


To  em  ploy 
tribal  police 


To  ostaMish  a 
triUU  court 


To  adopt  a 

tribal  law  aud 

order  code 


To  undertake 
correclion 
functions 


To  undertake 

prosrrams 
aimed  at 
preventiHR 
adult  crimes 
and  juvenile 
deliDqtiaDey 


To  nnderfake 
adult  and 
juvenile 

rehabilitation 
profracu 


New  York, 

.S«ueca 


X 


Raymond  V.  BurtKR. 
Acting  Deputy  Commissioner  of  Indian  Affairs. 

[PR  Doc.77-15429  Piled  5-31-77;  8  45  am) 


Bureau  of  Land  Management 
ARIZONA 

[Serial  N'o.  A9973) 

Proposed    Withdrawal   and    Reservation   of 
Lands  For  Military  Purposes;  Correction 

In  FR  Doc.  77-13576  apj^earing  at  page 
24109  of  the  Federal  Register-  of  May  12. 
1977.  the  following  changes  are  made: 

1.  The  dates  in  the  15  th  and  16th  line 
of  the  first  paragraph  are  hereby  cor- 
rected to  read : 

"•  •  •  Order  8038.  of  Janiiarj-  25,  1939 
and  Public  Land  Order  5493  of  March  21, 
1975,  with  •    •    •" 

2.  The  date  in  the  Uth  line  of  the  5th 
paragraiA  is  hereby  corrected  to  read 

"•  •  •  5493  of  March  21,  1975  (Cabeza 
Prieta  •   •  •" 

Dated:  May  24,  1977. 

Robert  O.  Buffington, 

State  Director. 

[PR  DOC.77-X6492  Piled  5-31-77,P:45  amj 


of  1920  (30  U.S.C.  185>,  as  amended  by 
the  Act  of  Novemfc)er  16.  1973  (87  Stat. 
576) .  Phillips  Petroleum  Company  has 
applied  for  one  4'2-liich  natural  gas 
pipeline  right-of-way  across  the  follow- 
ing lands: 

New  Mexico  Principal  Mbsidian,  New  Mexico 
T   18  S.,  R.  32  E.. 

5^c.  34,  SEi-iNW;  and  E'^jSWU. 
T.  19  S..  R.  32  E  . 


Sec.       3,       \'    .VW14, 


SWi;>rwi4       and 


[N-M  30720] 

NEW   MEXICO 

Application 

May  23.  1977. 
Notice  Is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 


This  pipeline  will  convey  natural  gas 
across  1  447  mDes  of  national  ret^ource 
land  in  Lea  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  wlU  be  pro- 
ceeding with  consideration  whether  the 
application  should  be  approved,  and  if 
so,  under  what  terms  and  conditions. 

Interested  person  desiring  to  expre.s."^ 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management.  P  O. 
Box  1397,  Roswell,  New  Mexico  88201. 

Fred  E.  Padilla, 
Chief,  Branch  of  Lands  and 
Minerals  Operations. 
[PR  Doc.77-15493  Piled  5-3 1-77; 8: 45  am] 


'OR  8643] 

OREGON 

Order  Providmg  For  Open  ng  of  Public 
Land 

M.^Y  24,   1977. 

1.  In  an  exchange  of  lands  made  un- 
der the  provisions  of  section  8  of  the  Act 
of  June  28,  1934,  48  Stat.  1269.  1272,  as 
amended  and  supplemented,  43  U.S.C. 
315g  (1964),  the  following  land  has  been 
reconveyed  to  the  United  States: 

Willamette  Uekioiam 

T   ;^0  S  ,  R.  23  E.. 
sec.    19.  lot  8   (formerly  lot  3)    and  NEV4 

SWi,^. 

The  area  described  contains  80.02 
acres  in  Lake  County. 

2.  Tlie  subject  land  Is  located  near 
.Mkali  Lake  approximately  55  mllps  north 
of  the  town  of  Lakevlew.  Elevation  aver- 
aees  4.400  feet  above  sea  level,  and  the 
topography  Is  generally  flat.  Vegetation 
consists  primarily  of  sagebrush  and  na- 
tive grasses.  In  the  past,  the  land  has 
t»een  used  for  livestock  grazing  purposes, 
and  It  win  be  managed,  together  with 
adjoining  national  resource  lands,  for 
multiple  use. 

3.  Subject  to  valid  existing  rights,  the 
provi.^ions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law.  the 
land  described  in  paragraph  1  hereof  is 
hereby  open  to  operation  of  the  public 
land  laws,  including  the  mining  laws 
(Ch.  2,  Title  30  U.S.C.)  and  the  mineral 
leasing  laws.  All  vahd  apphcations  re- 
ceived at  or  prior  to  10:00  a.m.  June  29, 
1977,  shall  be  considered  as  simulta- 
neously filed  at  that  time.  Those  received 
thereafter  shall  be  considered  in  the  or- 
der of  filing. 

4.  Inquiries  concerning  the  land 
should  be  addressed  to  the  Chief.  Branch 
of  Lands  and  Minerals  Operations,  Bu- 
reau of  Land  Management,  P.O.  Box 
2965,  Portland,  Oregon  97208. 

ViRcn,  O.  Seiser, 
Acting  Chief,  Branch  of  Lands 
and  Mineral  Operations. 
(PR  Doc.77-15495  Piled  5-31-T7;8:45  am] 


OREGON 

Order   Providing  For  Opening  of  Public 

Lands 

May  24.  1977. 

1.  In  an  exchaiige  of  lands  made  un- 
der the  provisions  of  section  8  of  the  Act 
of  June  28,  1934,  48  Stat.  1269,  1272,  as 
amended  and  supplemented.  43  U.S.C. 
315g  (1964),  the  following  lands  have 
been  reconveyed  to  the  United  States : 
WiLXAMEm  Meridian 

T.  8  S..  R.  38  E.. 

Sec.  5.  lots  2  and  3  and  SE^iNW^. 
T    10  S..  R.  39  E.. 

Sec.  5,  lots  3  and  4  and  SW'^NW!^; 

Sec.  6.  SE'iNEV*. 
T.  11  S..  R.  40  E.. 

Sec    12,  SEi4NW'4  and  SW'4; 

Sec.  13.  N'Ei.iNWi.4,  Wf^NWi^,  NWV4SWV4, 
and  E'4SWi4: 

Sec.  14,  SE-4NE>4   and  N1E';SE>4. 
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Tlie  area.^  described  aggregate  796.95 
acres  In  Baker  County. 

2  The  United  States  did  not  acquire 
any  oU  and  gas  rights  vdth  the  lands 
lusted  In  paragraph  1  hereof. 

3.  The  subject  land.s  are  located  within 
a  radius  of  6  to  14  miles  west,  southwest, 
a.'.d  south  of  the  City  of  Baker.  Eleva- 
tion ranges  from  4,500  to  6.000  feet  above 
sea  level,  and  the  topography  Ls  generally 
rough  and  mountamous.  Vegetation  con- 
sists primarily  of  pine  and  fir  timber. 
In  the  past,  the  lands  have  been  used  for 
timber  production  and  some  parcels  aLso 
have  elk  and  deer  range  values.  The  lands 
wUl  be  managed,  together  with  adjoining 
niitional  resource  lands,  for  multiple  use. 

4.  Subject  to  valid  existing  rights,  the 
provLsions  of  exlstmg  withdrawals,  and 
the  requirements  of  applicable  law,  the 
lands  described  In  paragraph  1  hereof  are 
hereby  open  i  except  as  provided  In  para- 
graph 2  hereof  >  to  operation  of  the  pub- 
lic land  laws,  Including  the  mining  laws 
(Ch.  2,  Title  30  U.S  C.)  and  the  mineral 
leasmg  laws  All  vaUd  applications  re- 
ceived at  or  prior  to  10  a.m.  June  29.  1977, 
shall  be  considered  as  simultaneously 
filed  at  that  time.  Those  received  there- 
after shall  be  considered  In  the  order  of 
filing. 

5.  Inquiries  concerning  the  lands 
should  be  addressed  to  the  Chief,  Branch 
of  Lands  and  Minerals  Operations,  Bu- 
reau of  Land  Management,  P.O.  Box  2956, 
Portland.  Oregon  97208. 

ViRcn,  O.  Seiser, 
Acting  Chid.  Branch  of  Lands 
and  Minerals  Operatioru. 

jFR  Doc  77-16494  PUed  6-31-77:8  46  tan] 


NOTICES 

sons  submitting  commente  should  In- 
clude their  name  and  address  and  send 
them  to  the  District  Manager.  Bureau 
of  Land  Management,  1300  Third  Street, 
P.O.  Box  670,  Rawlins,  Wyoming. 

Harold  G.  Sttnchcomb, 
Chief,  Branch  of  Lands  and 
Minerals  Operations. 

IFR  Doc.77-15496  PUed  5-31-77; 8: 45  am] 


[Wvomlng  69474) 
WYOMING 
Application 

M.fY   23,   1977. 

Notice  Li  hereby  given  that  pursuant 
to  section  28  of  the  Mineral  Leasing  Act 
of  1920.  as  amended  (30  U.S.C.  185i, 
the  Northern  Gas  Company  of  Casper, 
Wyoming  filed  an  apphcatlon  for  a  right- 
of-way  to  con.=truct  a  2"  lateral  pipeline 
together  with  the  measuring  facilities  for 
the  purpose  of  transporting  natural  gas 
across  the  following  described  national 
resource  lands ; 

BrxTH  Principai,  Mekidian.  Wyoming 

T  27  N..  R  9J  W  . 

Bee   4.  SEUSWV*., 

Sec.  9.  N4NE''4,  NE'4l'rwV4; 

Sec.  10,  N'-jNU. 

The  pipeline  will  transport  natural  gtts 
to  the  Big  Eagle  Mine  Shop  owned  and 
operated  by  Lucky  Mac  Uranium  Cor- 
poration, located  In  Sweetwater  County, 
Wyoming. 

The  purpase  of  tliLs  nouce  i^  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
the.r  views  should  do  so  promptly   Per- 


IWyotnlng  67619-Aindt.l 

WYOMING 
Application;  Correction 

May  24,  1977. 
In  FR  Doc.  77-13580  appearing  at  page 
24110  in  the  Federal  Register  of  May  12, 
1^77,  the  first  paragraph  Is  corrected  In 
the  eighth  line  by  deleting  the  first  two 
words,  "natural  gas";  smd  is  further  cor- 
rected In  the  ninth  hne  by  deleting  the 
second  and  third  words,  "natural  gas" 
and  adding  in  their  place,  "oU  and  other 
synthetic  liquid  fuels." 

Hakolo  G.  Sttnchcomb, 
Chief.  Branch  of  Lands  and 

Minerals  Operationt. 

(PR  Doc. 77-16497  PUed  5-31-77,8  46  ami 


National  Park  Service 

SNOWMOBILE  USE  AT  PICTURED  ROCKS 
NATIONAL  LAKESHORE,  MICHIGAN 

Environmental  Assessment;  Negative 
Declaration 

After  conducting  a  review  of  the  en- 
vironmental assessment  of  snowmobile 
use  at  Pictured  Rocks  National  Lake- 
shore.  Michigan,  tlft  National  Park  Serv- 
ice has  decided  not  to  prepare  an  envi- 
ronmental impact  statement. 

In  the  environmental  assessment, 
made  available  to  the  public  on  Septem- 
ber 20,  1976.  the  National  Park  Service 
exEimined  the  effects  of  three  alternative 
approaches  to  snowmobile  use  at  the 
National  Lakeshore.  The  alternative 
selected  by  the  National  Park  Service 
and  the  reasons  lor  the  selection  are  an- 
nounced In  the  environmental  review. 

The  environmental  assessment  and 
environmental  review  are  on  file  and  will 
be  available  for  inspection  upon  request 
at  the  Midwest  Regional  Office,  National 
Park  Service.  1709  Jackson  Street.  Oma- 
ha. Nebraska  68102,  and  at  Picttu-ed 
Rocks  National  Lakshore,  P.O.  Box  40. 
Munislng,  Michigan  49862.  Anyone  wish- 
ing to  comment  on  these  documenta 
should  submit  such  comments  in  writing 
to  the  Regional  Director  at  the  Omaha 
address  on  or  before  July  1,  1977. 

The  National  Park  Service  intends  to 
proceed  with  Implementation  of  the  pre- 
ferred alternative  on  or  before  July  1, 
1977, 

Dated:  AprU29.  1977. 

Mkrrill  D.  Beal, 
Regional  Director. 
Midwest  Region. 

IFRDoc.77   16460  Piled  6-31-T7;8;46  am) 


Office  of  the  Secretary 

[Int PES  77-16) 

CALIFORNIA 

Availability  of  Final  Environmental  State- 
ment; Proposed  Crude  Oil  Transporta- 
tion System:  Valdez,  Alaska,  to  Midland, 
Texas 

Pursuant  to  Section  102<2)  (O  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Bureau  of  Land  Management, 
U.S.  Department  of  the  Interior,  has  pre- 
pared a  final  environmental  statement 
for  a  proposed  crude  oil  transportation 
system  from  Valdez.  Alaska,  to  Midland. 
Texas. 

The  proposal  involves  tanker  .shipment 
of  up  to  700,000  barrels  per  day  of  crude 
oil  from  Valdez,  Alaska,  to  Long  Beach, 
California;  construction  of  a  marine  ter- 
minal at  the  Port  of  Long  Beach  for 
crude  oil  offloading  and  storage;  con- 
struction of  new  pipeline  in  California. 
Arizona  and  Texas;  and.  conversion  of 
existing  natural  gas  pipelines  in  Cali- 
fornia, Arizona,  Texas,  and  New  Mexico 
to  crude  oil  transportation. 

The  environmental  statement  con- 
siders the  impacts  of  the  proposal,  miti- 
gating measuring  to  reducing  adverse 
Impacts,  and  reasonable  and  feasible 
alternatives  to  the  proposal.  In  addition 
to  all  other  required  analyses. 

Copies  of  the  final  environmental 
statement  are  available  for  inspection  at 
the  following  locations ; 

Office  of  Public  Affairs,  Bureau  of  Land  Man- 
agement, Interior  Building,  18th  and  C 
Streets  KW..  Washington,  D  C  20240,  Tele- 
phone (202)   343-5717. 

California  State  Office,  Bureau  of  Land  Man- 
agement. 2800  Cottage  Way.  Sacramento, 
California  95825,  Telephone.  (9161  484- 
4724. 

Arizona  State  Office,  Bureau  of  Land  Man- 
agement, 2400  Valley  Bank  Center,  Phoe- 
nix, Arizona  86073.  Telephone:  (602)  261- 
3831. 

VS.  Army  Corps  of  Engineers,  Loe  Angeles 
District  Library,  Room  6650.  300  N.  Lo3 
Angeles  St ,  Los  Angeles,  California  90053, 
Telephone:    (213)    688-6405. 

Port  of  Long  Beach,  Environmental  AfTalrs 
OfBce,  6th  Floor,  925  Harbor  Plaza,  Long 
Beach,  California  90801,  Telephone:  (213) 
4t37-0O41. 

New  Mexico  State  Office,  Bureau  oJ  Land 
Management,  Room  2220,  Post  Office  and 
Federal  Building.  Santa  Fe,  New  Mexico 
87501,  Telephone:    (505)988-1316. 

Federal  Power  ODmmlsslon,  Room  1000.  825 
N.  Capitol  St..  Washington,  DC  20426. 
Telephone:  (202)  275^i006. 

A  limited  number  of  copies  are  avail- 
able upon  request  to  the  State  Director. 
California  State  Office,  Bureau  of  Land 
Management  2800  Cottage  Way,  Sacra- 
mento, California  95825. 
Dated ;  May  27.  1977. 

Heather  L.  Ross, 
Acting  Deputy  Assistant 
Secretary  of  the  Interior 
[VR  Doc.r7-16609  Piled  6-31-77:8:46  ftm] 
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OUTER   CONTINENTAL   SHELF  ADVISORY 
BOARD 

Meeting 

This  notice  Is  issued  in  accordance 
with  the  provisions  of  the  Federal  Ad- 
visory Committee  Act.  Public  Law  No. 
92-643,  5  U.S.C.  App.  I  and  the  Office 
of  Management  and  Budget's  Circular 
No.  A-63,  Revised. 

The  Outer  Continental  Shelf  Advisory 
Board  will  meet  during  the  period  9;  00 
a,m.  to  5  p.m..  June  28.  1977  and  June 
29,  1977,  at  the  Interior  South  Auditori- 
um, 1951  Constitution  Avenue  N\V' . 
Washington,  D.C. 

The  meelmg  will  cover  the  following 
principal  subjects: 

(1)  Opening  statement — Secretary. 

(2)  OCS  Schedule 

(3)  Legislation: 

OCS  Lands  Act  Amendments.  Oil  Spill  Lia- 
bility  Tanker  Safety. 

(4)  OCS  Clearinghouse — Referral  Center. 

(5)  Ooast  Guard  briefing  on  conflicts  wtth 
marine  trafl^  and  OCS  platforms  and  tanV:er 
regulations. 

(6)  Consistency  provisions  of  CZA  amend- 
ments. 

(7)  Congressional  funding  of  308  program. 

(8)  Nearshore-onshore  studies 

(9)  Pipeline  corridor  studies 

(10)  Reports  of  regional  boards. 

(11)  Impact  of  the  following  on  (XJS  pro- 
gram: 

President's  energy  package  Reorganization 
of  energy  functions. 

(12)  DOT- DOT  transportation  responalbll- 
Ities. 

(13)  Report  of  Environmental  Studies  Ad- 
visory Committee. 

(14)  Jamison  Resolution. 

(15)  Impact  of  Baltimore  Canyon  sale 
court  decision  on  other  sales 

(16)  Termination  of  leases. 

(17)  Procedural  matters: 

Role  of  Board.  Procedures  to  consider  res- 
olutions, etc.  Increasing  number  of  private 
members.  Interaction  of  Board  with  Environ- 
mental Studies  Advisory  Committee 

(18)  Action  taken  to  Implement  resolu- 
tions previously  passed  by  Board. 

(19)  Argo  Merchant  oil  spUl. 

(20)  Protection    of    bays    from    oil    spiila. 

(21)  ITocedures  for  activating  a  .second 
EIS   between   exploration   and   development. 

The  meeting  is  open  to  the  public.  In- 
terested persons  may  make  oral  or  writ- 
ten preeentations  to  the  Board.  Such  re- 
quests should  be  made  no  later  than 
Jvme  22  to; 

Alan  I*owers.  Office  of  OCS  Program  Coor- 
dination, Department  of  the  Interior, 
\Va.shlngton,  DC.   20240  202  343-9311. 

Minutes  of  the  meeting  will  be  avail- 
able for  public  inspection  and  copying 
three  weeks  after  the  meeting  at  the 
Office  of  OCS  Program  Coordination, 
Room  4126.  Department  of  the  Interior. 
18th  &  C  Streets,  N.W.,  Washington,  DC. 

ALAif  D.  Powers, 
Director,  Office  of 
OCS  Program  Coordination. 

May  26,  1977. 

iFR  Doc  77-15603  Piled  fr-31-77;8  45  am] 


INTERNATIONAL  TRADE 
COMMISSION 

CAST  IRON  COOKING  WARE 

Report  to  the  President:  Resuits  of 
Investigation 

Mat  24,   1977. 

To  the  President : 

In  accordance  with  section  201(d)(1)  of 
the  Trade  Act  of  1974  (Trade  Act),  the 
United  States  International  Trade  Comnus- 
slom  herein  repcKrts  the  results  of  an  Investi- 
gation rel&tUig  to  cast-iron  cooking  ware. 

The  Investigation  ilnv.  No.  TA-201-21) 
was  undertaken  to  determine  whether  cook- 
ing ware,  wholly  or  almost  wholly  of  oast 
Iron,  provided  for  in  Item  653  95  of  the 
Tariff  Schedules  of  the  United  States 
(TSUS),  is  being  Imported  Into  the  United 
States  In  such  lncrea,sed  quantities  as  to  be 
a  substantial  cause  of  serious  injury,  or  the 
tiireat  thereof,  to  the  domestic  industry 
producing  an  article  like  or  directly  competi- 
tive with  the  imported  article. 

The  Commission  Instituted  the  investiga- 
tion, under  the  airthorlty  of  section  201(b) 
(1)  of  the  Trade  Act  on  February  12.  1977. 
following  receipt,  on  January  21,  1977,  of  a 
petition  for  Import  relief  under  section  201 
of  the  Trade  Act  of  1974  1 19  V.S.C  2251 )  filed 
by  The  Atlanta  Stove  Wos-ks,  Inc..  General 
Housewares  Corp  ,  and  Lodge  Manufacturing 
Co. 

The  Ocwimlsslon  held  a  public  hearing  on 
this  matter  in  Birmingham.  Ala.,  on  April  12. 
1977. 

Notice  of  ihc  institution  of  the  investiga- 
tion and  hearing  was  published  m  the  Fed- 
eral Recistee  of  February  22,  1977  (42  FR 
10347),  and  notice  of  the  time  and  place  of 
the  hearings  was  published  in  the  Federal 
Register  of  April  1.  1977  (42  FR  17537) . 

The  Information  for  this  rep>ort  wa.'^  ob- 
tained from  field  work  and  interviews  by 
members  of  the  Commissions  staff,  from 
other  Federal  agencies,  from  responses  to  the 
Commissions  questionnaires,  from  informa- 
tion presented  at  the  public  hearings,  from 
briefs  submitted  by  interested  parties,  and 
from  the  Commission's  files. 

A  transcript  of  the  hearings  and  copies  of 
briefs  submitted  by  interested  parties  In  con- 
nection with  the  investigation  are  attached.' 

Issued:  May  25.  1977. 

By  order  of  the  Commission. 

Kenneth  R.  Mason, 

Secretary. 

Determination  of  the  Commission 

On  the  basis  of  the  investigation  tlie 
Commission  determines  fC:Tiairman  Min- 
chew  dissenting,'  Commissioner  Leonard 
not  participating)  that  cooking  ware. 
wholly  or  almost  wholly  of  cast  iron,  pro- 


vided for  In  item  653  95  of  the  TSUS,  is 
not  being  imixirted  into  the  United 
States  In  such  Increased  quantities  as  to 
be  a  ?ub.'=tantial  (?ause  of  serious  Injury, 
or  the  threat  thereof,  to  the  domestic  In- 
dustry,- producing  an  article  like  or  di- 
rectly competitive  with  the  imported 
article. 

(FR  Doc.77-15402  Piled  5-31-77;8:45  am) 

DEPARTMENT  OF   JUSTICE 

CITY    OF    NEW   YORK 

■Proposed    Consent    Decree    in    Action    To 
Enjoin  Discharge  of  Air  Pollutants 

In  accordance  with  Departmental 
Policy.  28  CFR  J  50.7.  38  FR  19029,  notice 
is  hereby  given  that  on  May  11.  1977.  a 
propose(i  consent  decree  in  United  States 
V.  City  of  New  York,  was  lodged  with  the 
District  Court  for  the  Southern  District 
of  New  York.  The  proposed  decree  would 
require  the  City  of  New  Yo.rk  to  reduce 
immediately  the  pollutant  emissions  by 
a  combination  of  methods  including  up- 
grading of  certain  of  the  Incinerators,  the 
(losing  down  of  other  incinerators  and 
portions  tiiereof ,  and  the  modification  of 
operating  procedures. 

The  Department  of  Justice  will  receive 
until  July  1.  1977.  written  comments  re- 
lating to  the  proposed  judgment.  Com- 
ments should  be  addressed  to  the 
Assistant  Attorney  General  of  the  Land 
and  Natural  Resources  Division,  Depart- 
ment of  Justice.  Washington,  DC.  20530. 
and  refer  to  United  States  v.  City  of  New 
York.  D.J.  Ref.  90-5-2-l-t3. 

The  proposed  consent  decree  may  be 
examined  at  the  office  of  the  United 
States  Attorney.  One  St.  Andrew's  Plaaa, 
New  York.  New  York  10007;  at  the  Re- 
gion II  Oflfice  of  tlic  Environmental  Pro- 
tection Agency,  Enforcement  Division.  26 
Federal  Pl.\za.  New  York,  New  York 
10007;  and  at  the  Pollution  Control  Sec- 
tion, Land  and  Natural  Resources  Dh'l- 
sion  of  the  Department  of  Justice.  Room 
2625.  Ninth  Street  and  Pennsylvania 
Avenue  N\V.,  Washington,  DC  20530.  A 
copy  of  the  consent  decree  may  be  ob- 
tained in  person  or  by  mall  from  the 
Pollution  Control  Section,  Land  and 
Natural  Resources  Division  of  the  De- 
partment of  Justice. 

James  W.  Moormak. 
Acting  Assistant  Attorney  Gen- 
eral, Land  and  Natural  Re- 
sources Division. 

[PR  Doc.77-164«9  Filed  6-31-77;  8:45  am| 


'  Attached  to  the  original  report  sent  to 
the  President,  and  available  tor  inspection 
at  tht  US  International  TYade  Commission, 
except  for  material  submitted  in  confidence. 

■  Chairman  Mlnchew  determines  that  cook- 
ing ware,  wholly  or  almost  wholly  of  cast- 
iron,  provided  for  In  item  653.95  of  the  TStJS, 
Is  -being  Imported  Into  the  United  States  m 
such  Increased  quantities  as  to  be  a  substan- 
tial cause  of  the  threat  ciif  serious  Injury  to 
the  domestic  Industry  producing  articles  likB 
or  directly  competitive  with  the  Imported 
articles 


UNITED   STATES   CIRCUIT   JUDGE 
NOMINATING   COMMISSION 

Third  Circuit  Panel 

Chairman:  John  McLean,  Jr. 

The  first  meeting  of  the  nominating 
panel  for  the  Third  Circuit  of  the  United 
States  Circuit  Judge  Nominating  Com- 
mission will  be  held  on  June  14.  1977.  at 
10  a.m..  in  the  Third  Circuft  Judicial 
Council   Conference    Room.    20th   flo<M',  , 
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Room  20321.  6th  and  Market  Streets, 
Philadelphia,  Pennsylvania  19160. 

The  purpose  of  the  meeting  Is  to  pro- 
vide the  panel  members  with  a  history  of 
the  Circuit  Court  system;  an  explanation 
of  the  naent  selection  process;  and,  the 
quallflcations  to  be  sought  In  nominating 
candidates  for  Circuit  Court  Judgeships. 

Thl.s  meeting  will  be  open  to  the  pubUc. 

Joseph  A.  Sanches. 
Adinsory  Committee, 
Management  Officer. 

May  26.  1977. 

IFR  Doc  77-15620  Filed  6-31-77.8  45  am) 


NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S  YEAR 

MINNESOTA  COORDINATING 
COMMITTEE 

Minnesota  Women's  Meeting 

In  accordance  wlwth  Section  10(a)  (2' 
of  the  Federal  Advisory  Committee  Act 
•  Public  Law  92-463.  5  US  C  App.  H, 
armouncement  Ls  made  of  the  Minnesota 
Women's  Meeting  to  be  held  on  June  2-5. 
1977,  In  St.  Cloud  at  St.  Cloud  State 
University. 

The  purposes  of  the  meeting  are  to: 

( 1 1  R«copnLze  the  contributions  of  women 
t<'  the  development  of  our  country; 

(21  Asses.s  the  process  that  has  been  made 
to  date  by  both  the  private  and  public  sec- 
tors In  promotlnc  equality  between  men  and 
women  In  all  afpect«  of  life  In  the  United 
States; 

(3)  Assess  the  role  of  women  In  economic, 
social,   cultural,  and  political   development: 

(4)  Assess  the  participation  of  women  in 
efforts  aimed  at  the  development  of  friendly 
relations  and  cooperation  amonp  natlon.s  and 
to  the  stren^thenlnK  of  world  peace; 

(6)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
in  all  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  s\ich 
harriers  can  be  removed. 

(6)  Make  nomlnatloas  for  and  elect  26 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regulations 
promulgated  by  the  National  Commission  on 
the  Observance  of  International  Women's 
Year  and  coi^->i.ster.t  with  the  requirement 
that  the  National  Women's  Conference  shall 
be  comported  of 

la)  Repre-sentatlves  of  local.  State,  re- 
gional, and  national  Institutions,  agencies. 
organlzatlon.=  .  unions,  associations,  publica- 
tions, and  other  groups  which  work  to  ad- 
vance the  rights  of  women;  and 

lb)  Members  of  the  general  public,  with 
special  emphasis  on  the  representation  of 
low-lnoome  women  members  of  divers©  ra- 
cial, ethnic,  and  relli-ions  groups  and  women 
of  all  age* 

The  meeting  is  scheduled  to  begin  at 
fl  p  m.  on  June  2,  1977  and  end  after 
10  am  on  June  5.  1977. 

Workshops  and  other  discussions  have 
been  scheduled  for: 

1   30  to  3  00  p  m  ,  Thursday,  June  2,  1977. 
3  30  to  5  00  p.m.  Thursday,  June  2.  1977. 
10  30  ajn    to  12  noon,  Friday.  June  3,  1977 
1   30  to  3  p  m  ,  Friday,  June  3,  1977 
3  30  to  6  p  m  .  Friday    June  3.  1977. 

Topics  to  be  discussed  during  these 
periods  include  various  matters  relating 
to  the  health,  welfare,  employment,  edu- 
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cation,  economics,  and  legal  concerns  of 
women. 

The  election  of  delegates  to  the  Na- 
tional Women's  Conference  Is  scheduled 
as  follows: 

Nominating  Committee  Report  and  Floor 
Nominations.  8:30  p.m.  to  9:30  p.m.,  Friday, 
June  3,  1977. 

Election  of  delegates,  1  p.m.  to  8  p.m.,  Sat- 
urday, June  4,  1977. 

This  Meeting  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are 
residents  of  tlie  State  or  enrollees  at 
educational  Institutions  in  the  Stat« 
may  register  to  participate  In  all  activi- 
ties". Participation  in  some  activities  may 
be  limited  by  the  available  space. 

Registration  Is  premised  upon  a  satis- 
factory showing  of  residency  or  educa- 
tional Institution  enrollment  arid  the 
payment  of  a  nominal  fee.  All  partici- 
pants may  vote  on  recommendations 
and  delegates  if  they  have  registered  be- 
fore 12  noon,  Saturday,  June  4.  1977. 

All  Communications  regarding  this 
Meeting  should  be  addressed  to  Joan 
Anderson  Growe.  Chairperson.  Interna- 
tional Women's  Year  Coordinating 
Committee.  Secretary  of  State,  St.  Paul. 
Minnesota,  or  call  (612)   296-3834. 

General  notice  of  this  meeting  has 
been  publicized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  it 
necessary  on  an  emergency  basis  to 
postpone  publication  of  this  notice  tmtil 
this  time. 

Linda  Colvard  Dorian. 
General       Counsel,       National 
Commission  on  the  Observ- 
ance of  International  Wom- 
en's Year. 
|FR  Doc. 77-15531  Filed  5-31-77;8:45  am) 


MISSOURI   COORDINATING   COMMITTEE 
Missouri  Women's  Meeting 

In  accordance  with  Section  10<ai(2J 
of  the  Federal  Advisory  Committee  Act 
(Public  Law  92-463.  5  U.S.C.  App.  D, 
announcement  is  made  of  the  Missouri 
Women's  Meeting  to  be  held  on  June 
3-5.  1977  In  St.  Louis  at  Washington 
University. 

The  purposes  of  the  meeting  are  to: 

(I)  Recognize  the  contributions  of 
women  to  the  development  of  our  country; 

1 2)  Assess  the  progress  that  has  been 
made  to  date  by  both  the  private  and  pub- 
lic sectors  in  promoting  equality  between 
men  and  women  in  all  aspects  of  life  In  the 
United  States; 

(3i  Assess  the  role  of  women  In  economic. 
social,  cultural,  and  political  development; 
141  Assess  the  participation  of  women  ln_ 
efforts  aimed  at  the  development  of  friendly" 
relations  and  cooperation  among  nations 
and   to   the   strengthening   of   world   peace; 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
in  all  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  such 
barriers  can  be  removed; 

(6)  M*ke  nominations  for  and  elect  80 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regulations 
promulgated  by  the  National  Commission 
on  the  Observance  of  International  Women's 
Year  and   consistent  with  the  requirement 


that  the  National  Women's  Conference  shall 
be  composed  of: 

(a)  representatives  of  local.  State,  re- 
gional, and  national  institutions,  agencies, 
organizations,  unions,  associations,  publica- 
tions, and  other  groups  which  work  to  ad- 
vance the  rights  of  women;  and 

(b)  members  of  the  general  public,  with 
special  emphasis  on  the  representation  of 
low-income  women,  members  of  diverse 
racial,  ethnic,  and  religious  groups,  and 
women  of  all  ages. 

This  meeting  is  scheduled  to  begin  at 
7  pjn.  on  June  3,  1977  and  end  at  12  noon 
on  June  5,  1977, 

Workshops  and  other  discussions  have 
been  scheduled  for 

9:00  a.m.  to  11:30  am.,  and  7:30  p.m  to 
10:00  p.m.  Saturday,  June  4,  1977. 

Topics  to  be  discussed  during  these  pe- 
riods include  among  others,  women  In 
the  arts  and  humanities,  the  law  and 
family  economics,  child  care,  credit  and 
insurance,  female  offeriders.  education, 
employment,  and  womeji's  health  issues. 

The  election  of  delegates  to  the  Na- 
tional Womoi's  Conference  is  scheduled 
as  follows: 

Nominating  Conunittee  fi*pbrt  and  Floor 
Nominations  8  p.m.,  Friday,  June  3,  1077. 

Election  of  delegates  3  p.m.  to  6  p.m  ,  Sat- 
urday, June  4,  1977. 

This  meeting  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are  resi- 
dents of  the  State  or  enrollees  at  edu- 
cation Institutions  in  the  State  may 
register  to  participate  in  aU  activities. 
PartlclF>ation  in  some  activities  may  be 
limited  by  the  available  space. 

Registration  is  premised  upon  a  satis- 
factory showing  of  residency  or  educa- 
tional institution  enrollment  and  the 
payment  of  a  nominal  fee.  All  partici- 
pants may  vote  on  recommendations  £Uid 
delegates  if  they  have  registered  before 
9  a.m..  Saturday,  June  4,  1977. 

All  commimications  regarding  this 
Meeting  should  be  addressed  to  Jean 
Berg.  Chairperson.  International  Wom- 
en's Year  Coordinating  Committee,  Box 
1396,  St.  Charles.  Missouri  63301  or  call 
(314)   946-3077. 

General  notice  of  this  meeting  has 
been  publicized  in  the  media  and  the 
time  avallaOjle  for  organizing  the  de- 
tails of  the  program  schedule  have  made 
it  necessary  on  an  emergency  basis  to 
postpone  publication  of  this  notice  until 
this  time. 

Linda  Colvard  Dorian. 
General  Counsel.  National  Com- 
mission on  the  Observance  of 
International  Women's  Year. 

jFR  DOC.77- 15532  Filed  5-31-77:8:45  am] 


NEW   MEXICO  COORDINATING 
COMMITTEE 

New  Mexico  Women's  Meeting 

In  accordance  with  Section  10iai<2> 
of  the  Federal  Advisory  Committee  Act 
(Pubhc  Law  92-463,  5  U.S.C  app.  1) ,  an- 
nouncement is  made  of  the  New  Mexico 
Women's  Meeting  to  be  held  on  June  3-5. 
1977  in  Albuquerque  at  Kiva  Auditorium, 
Albuquerque  Convention  Center 
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The  purposes  of  the  meeting  are  to: 

( 1 )  Recognize  the  contributions  of  women 
to  the  development  of  our  country; 

( 3 )  Assess  the  progress  that  has  been  made 
to  date  by  both  the  private  and  public  sec- 
tors in  promoting  equality  between  men  and 
women  in  all  aspects  of  lUe  in  the  United 
States; 

(31  Assess  the  role  of  women  in  economic, 
social,   cultural,   and  political   development; 

(4)  Assess  the  participation  of  women  in 
efforts  aimed  at  the  development  of  friendly 
relations  and  cooperation  among  nations  and 
to  the  strengthening  of  world  peace; 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
In  all  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  such 
barriers  can  be  removed; 

(6)  Make  nominations  for  and  elect  14 
representatives  to  the  National  Women's  Con- 
ference in  accordance  with  regulations  pro- 
mulgated by  the  National  Commission  on 
the  Observance  of  International  Women's 
Year  and  consistent  with  the  requirement 
that  the  National  Women's  Conference  shall 
be  composed  of: 

(a)  Repre.sentatlves  of  local.  State,  re- 
gional, and  national  institutions,  agencies, 
organizations,  unions,  associations,  publica- 
tions, and  other  groups  which  work  to  ad- 
vance the  rights  of  women:   and 

(b)  Members  of  the  general  public,  with 
special  emphasis  on  the  representation  of 
low-income  women,  members  of  diverse 
racial,  ethnic,  and  religious  groups,  and 
women  of  all  ages. 

The  meeting  is  scheduled  to  begin  at 
9:30  a.m.  on  June  3,  1977  and  end  at  3 
p.m.  on  June  5,   1977. 

Workshops  and  other  discussions  have 
been  scheduled  for: 

3:40  p.m.  to  5:40  p.m..  Friday.  June  3, 
1977, 

8:30  a.m.  to  12:30  p.m.  and  2  p.m.  to  6  p.m.. 
Saturday,  June  4,   1977. 

Topics  to  be  discussed  during  these 
periods  include  various  issues  of  concern 
to  women  including  health,  employment, 
the  legal  and  economic  status  of  women, 
and  the  concerns  of  rural  women,  older 
women,  and  migrant  women. 

The  election  of  delegates  to  the  Na- 
tional Women's  Conference  Is  scheduled 
as  follows: 

Nominating  Committee  Report  and  Floor 
Nominations.  2p.m..  June  3.  1977. 

Election  of  delegates,  8  am.  to  6  pm., 
June  4,  1977. 

This  Meeting  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are 
residents  of  the  State  or  enrollees  at  edu- 
cational institutions  in  the  State  may 
register  to  participate  in  all  activities. 
Participation  In  .some  activities  may  be 
limited  by  the  available  space. 

Registration  Is  premised  upon  a  satis- 
factory showing  of  residency  or  educa- 
tional Institution  enrollment  and  the 
payment  of  a  nominal  fee.  All  partici- 
pants may  vote  on  recommendations  and 
delegates  if  they  have  registered  before 
10  am  ,  Saturday,  June  4,  1977. 

All  communications  regarding  this 
Meeting  should  be  addres,=;ed  to  Elaine 
Mondragon,  Chairperson.  International 
Women's  Year  Coordinating  Committee. 
P.O.  Box  602,  Albuquerque.  New  Mexico. 
87103  or  call  i505)   243-2014. 

General  notice  of  this  meeting  has 
been  publicized  tn  the  media  and  the 


NOTICES 

time  available  for  organizing  the  details 
of  tile  program  schedule  have  made  it 
necessary  on  an  emergency  l>asis  to  post- 
pone publication  of  this  notice  until  this 
time. 

Linda  Colvard  EXjrian. 
General  Counsel,  National  Com- 
mission on  the  Observance  of 
International  Women's  Year. 

IFR  DOC77-15533  Filed  5  31-77;8:45  am] 


NORTH    DAKOTA  COORDINATING 
COMMITTEE 

North  Dakota  Women's  Meeting 

In  accordance  with  Section  10<a'(2> 
of  the  Federal  Advisory  Committee  Act 
(Pubhc  Law  92-463.  5  U.S.C.  App  1'. 
announcement  is  made  of  the  North 
Dakota  Women's  Meeting  to  be  held  on 
June  3-5.  1977.  in  Bismarck  at  Bismarck 
Junior  College. 

The  purposes  of  the  meeting  are  to: 

( 1 )  Recognize  the  contributions  of  women 
to  the  development  of  our  country: 

( 2 )  As.sess  the  progress  that  has  been  made 
to  date  by  both  the  private  and  public  sec- 
tors tn  promoting  equality  between  men  and 
women  in  all  aspects  of  life  In  the  United 
States: 

(3)  Assess  the  role  of  women  in  economic, 
social,  cultural,  and  political  development; 

(4 1  Assess  the  participation  of  women  in 
efforts  aimed  at  the  development  of  friendly 
relations  and  cooperation  among  nation.*  and 
to  the  strengthening  of  world  peace; 

(6)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
in  all  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  such 
barriers  can  be  removed; 

(6)  Make  nominations  for  and  elect  12 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regulations 
promulgated  by  the  National  Commission  on 
the  Observance  of  International  Women's 
Year  and  consistent  with  the  requirement 
that  the  National  Women  s  Conference  shall 
be  composed  of: 

(a)  Representatives  of  local.  State,  re- 
gional, and  national  institutions,  agencies, 
organizations,  unions,  associations,  publica- 
tions, and  other  groups  which  work  to  ad- 
vance the  rights  of  women;  and 

(b)  Members  of  the  general  public,  with 
special  emphasis  on  the  representation  of 
low-income  women,  members  of  diverse 
racial,  ethnic,  and  religious  groups,  and 
women  of  all  ages. 

The  meeting  is  scheduled  to  begin  at 
6  p.m,  on  June  3,  1977  and  end  at  2  p.m. 
on  Jime  5.  1977. 

Workshops  and  other  discussions  have 
been  scheduled  for: 

8:30  a.m.  to  11  am.  Saturday.  June  4. 
1977. 

10  30  am  to  1  p.m..  Saturday,  June  4, 
1977 

2  p  m.  to  4  p.m..  Saturday.  June  4.  1977. 

4  p.m   to  6  p.m..  Saturday.  June  4.  1977. 

Topics  to  be  discussed  during  these 
periods  mclude  various  women's  Issues 
Including  among  others  women  In  em- 
ployment, women  in  the  media,  the  legal 
status  of  homemakers,  teenage  preg- 
nancy, rape,  the  creative  woman,  and 
Indian  women. 

The  electlMi  of  delegates  to  the  Na- 
tional 'Women's  Conference  is  scheduled 
as  follows; 
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Nominating  Committee  Report  and  Floor 
Nominjitlons.  8  p  m  to  10  p.m  ,  Fridar.  June 
3.  1977. 

Election  of  delegates.  12  noon  to  10  p.m.. 
Saturday.  June  4,  1977 

This  mating  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are  re- 
sidents of  the  State  or  enrollees  at 
educational  institutions  In  the  State  may 
register  to  participate  in  all  activities. 
Participation  in  some  activities  may  be 
limited  by  Uie  available  space. 

Registration  is  premised  up>on  a  satis- 
factory showing  of  residency  or  educa- 
tional institution  enrollment  and  the 
payment  of  a  nominal  fee.  Ail  partici- 
pants may  vote  on  recommendations  and 
delegates  if  they  have  registered  before 
11  a.m.,  Saturday,  June  4,  1977. 

All  communications  regarding  this 
Meeting  should  be  addressed  to  Shirley 
Peterson,  Chairperson,  International 
Women's  Year  Coordinating  Committee. 
509  South  10th  Street  Bismarck.  North 
Dakota.  58501. 

General  notice  of  this  meeting  has 
been  pubhcized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  it 
necessary  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  until  this 
time. 

Linda  Colvard  Dorian. 
General  Counsel.  National  Com- 
mission on  the  Observance  of 
International  Women's  Year. 
|FR  Doc  77-15534  Piled  &-31-77;8;46  am) 


WISCONSIN   COORDINATING  COMMITTEE 
Wisconsin  Women's  Meeting 

In  accordance  with  Section  10ia>*2> 
of  the  Federal  Advisory  Committee  Act 
'Pubhc  Law  92-488.  5  U.S.C.  app.  1),  an- 
nouncement is  made  of  the  Wisconsin 
Women's  Meeting  to  be  held  on  June  3-5. 
1977  in  Madison  at  the  Madison  Area 
Technical  College. 

The  Purposes  of  the  meeting  are  to: 

( 1 )  Recognize  the  contributions  of  women 
to  the  development  of  our  country: 

(2)  .Assess  the  progress  that  has  been  made 
to  date  by  both  the  private  and  public  sec- 
tors In  promoting  equality  between  men  and 
women  in  all  aspects  of  life  In  the  United 
States; 

(3)  .\.s,sess  the  role  of  women  in  economic, 
social,  cultural,  and  political  development; 

(4)  Assess  the  participation  of  women  in 
efforts  aimed  at  the  development  of  friendly 
relations  and  cooperation  among  nations  and 
to  the  str^gthenlng  of  world  peace: 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
in  all  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  such 
barriers  can  be  removed; 

(6)  Make  nominations  for  and  elect  28 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regulation* 
promulgated  by  the  National  Commission  on 
the  Observance  erf  International  Women's 
Year  and  consslsteni  with  the  requirement 
that  the  National  Women's  Conference  shall 
be  composed  of: 

(a I  Representatives  of  local  State  re- 
gional, and  national  institutions,  agvnclea, 
organizations,  unions,  a.ssoclattons.  publica- 
tions, and  other  groups  which  work  to  skd- 
vance  the  rights  of  women:   and 
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(b)  Members  or  the  general  public,  with 
gpeclal  emphasis  on  the  representation  of 
low-income  women,  members  of  diverse 
racial,  ethnic,  and  religious  groups,  and 
women  of  all  age.s. 

The  meeting  Is  scheduled -io  begin  at 
e  p-m.  on  June  3.  1977  and  end  after 
12:30  p.m.  on  June  5.  1977. 

Workshops  ai^id  oLiier  discussions  have 
been  scheduled  for; 

2:30  p  m  to  4  p  m..  and  4:30  p.m.  to  6  p.m., 
Saturday.  June  4,  1977, 

Topics  to  be  discussed  durtng  these 
periods  Include  a  variety  of  Issues  con- 
cemlnK  women  Including  their  health, 
education,  employment  and  economic 
and  leiral  status. 

The  election  of  delegates  to  the  Na- 
UoniiJ  Women's  Conference  is  scheduled 
as  follows: 

Nominating  Committee  Report  and  Floor 
Nominations.  10  a.m.  to  10:45  a  m  .  Saturday, 
June  4.  1977. 

Election  of  delegates.  2  p  m  to  8  p  m  . 
Satiirday,  June  4,  1977. 

This  Meeting  is  open  to  tlie  public.  All 
persons  16  years  old  or  over  who  &re  resi- 
dents of  the  State  or  enrollees  at  educa- 
tional InstltuUons  In  the  State  may 
register  to  participate  In  ail  activities. 
Participation  in  some  activities  may  be 
limited  by  the  available  space. 

Fleglstration  Ls  premised  upon  a  satis- 
factorj-  showing  of  re.<^ldency  or  educa- 
tional institution  enrollment  and  the 
pskyment  of  a  nominal  fee.  All  partici- 
pants may  vote  on  recommendations  and 
delegates  If  they  have  regL^Ured  before 
2:30  p.m..  Saturday.  June  4,  1977. 

All  communications  regarding  this 
Meeting  .should  be  addressed  to  Connie 
Threlnen.  Chairperson.  International 
Women's  Year  Coordinating  Committee, 
30  Mifflin  Street,  Madison,  WLsconsin. 
53703  or  call  608-266-5572. 

General  notice  of  this  meeting  has 
been  publicized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  it 
necessary  on  an  emergency  basLs  to  post- 
pone publication  of  this  notice  until  this 
time 

Linda   Colv.ard   Dorun. 
Generai  Counsel.  National  Com- 
mission   cm    the    Observance 
of      International      Women's 
Year. 

(FB  DOC.T7-15635  Plied  5-31   77:845  am] 


TIME:  9  a.m.  each  day. 

TYPE  OF  MEETING:  Open. 

CONTACT  PERSON : 
Dr.  Laura  P.  Bautz,  Staff  LlaLson,  NSF 
Advisory    Council,    National    Science 
Foundation,   Room   348,   Washington. 
DC    20550,  Telephone  202-632-4175. 

PURPOSE  OF  TASK  GROUP:  The  pur- 
pose of  the  Task  Group,  composed  of 
members  of  the  NSF  Advisory  Council, 
is  to  provide  the  full  Council  with  a 
mechanism  to  consider  numerous  issues 
of  interest  to  the  Council  that  have  been 
assigned  by  the  National  Science  Foun- 
dation. 

SUMMARY  MLNTJTES :  May  be  obtained 
from  tlie  Committee  Management  Co- 
ordination Staff,  IMvlsion  of  Personnel 
and  Management,  Room  248.  National 
Science  Foundation,  Washington,  D.C. 
20550. 

AGENDA:  To  consider  the  problems  or 
potential  problems  of  the  coming  dec- 
ades which  may  threaten  the  viability 
of  universities  as  centers  for  basic  re- 
search, and  what  present  NSF  programs 
are  likely  to  have  an  Impact  on  these 
problems. 

Dated:  May  26.  1977. 

M.  Rebecca  Winkler. 

Acting  Committee 
Management  Officer. 

IPR  DOC.T7-15472  PUed  5-31-77:8:45  am) 


AGENDA:  June  20-21.  To  evaluate  the 
impact  of  scientific  research,  on  educa- 
tional Institutions  and  on  Industry  of  an 
NSF  policy  to  support  basic  research  in 
small  business  (commercial)  scientific 
R  &D  firms. 

Dated.  June  26.  1977. 

M.  Rebecca  Winkler, 

Acting  Committee 
Manage-ment  Officer. 

[FR  Doc,77-15471  Piled  5-31-77;8:45  am] 


NATIONAL  SCIENCE   FOltNDATlON 

ADVISORY  COUNCIL  TASK  GROUP  NO.  1 

Meeting 

In  accordance  with  the  Federal  Ad- 
Tlsory  eommlttee  Act  Pub.  L.  93-^i63,  the 
National  Science  Foundation  announces 
the  following  meeting: 

NAME:    Task  Group  No.   1  of  the  NSF 
Advisory  Council 

PLACE     Room    511,    National    Science 
Poandatlon,  1800  G  Street  NW,  Wash- 
Ir^^toc  D.a  20550. 
DATE:  June  20-21,  1977. 


ADVISORY  COUNCIL  TASK  GROUP  NO.  3 

Meeting 

In  accordance  v,^th  the  Federal  Ad- 
visory Committee  Act,  Pub.  L.  92-463,  the 
National  Science  Foundation  announces 
the  following  meeting : 

N.AME:  Task  Group  No.  3  of  the  NSF 
Advisorj'  Council. 

PLACE:  Room  517.  National  Science 
Foundation,  1800  G  Street  NW..  Wash- 
ington. DC.  20550. 

DATE:  June  20-21,  1977. 

TIME :  9  a.m.  each  day. 

TYPE  OF  MEETING:  Open. 

CONTACT  PERSON: 

Mr.  T.  W.  Wirths,  Staff  Liaison.  NSF 
Advisor*'  Council,  National  Science 
Foundation,  Room  537.  Washington. 
DC.  20550,  telephone  202-«34-4017. 

PURPOSE  OF  TASK  GROUP:  The  pur- 
pose of  the  Task  Group,  composed  of 
members  of  the  NSF  Advlsor>'  Council. 
Is  to  provide  the  full  Council  with  a 
mechanism  to  consider  numerous  Issues 
of  interest  to  the  Council  that  have  been 
assigned  by  the  National  Science  Foun- 
dation. 

SUM^L\R  Y  MINL'TES :  May  be  obtained 
from  the  Committee  Management  Coor- 
dination Staff,  Division  of  Personnel  and 
Managanent,  Room  248,  National  Sci- 
ence Foundation,  Washington,  D.C. 
20550. 


ADVISORY  PANEL  FOR  ECONOMICS 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  Pub.  L.  92-463,  the 
National  Science  Foundation  announces 
the  following  meeting : 

NAME:  Economic  Advisory  Panal  Meet- 
ing. 

DATE:  June  17-18,  1977. 

TIME:  9  a.m.  to  6  pm. 

PLACE:  Room  628.  National  Science 
Foundation.  1800  G  Street  NW.,  Wash- 
ington, DC. 

TYPE  OF  MEETING:  Part  Open.  Open 
Portion:  June  18 — 10  ajn.  to  12  noon. 
Closed  Portion:  June  17—9  a.m.  to  6  p.m. 
June  18—9  a.m.  to  10  a.m.  and  1  p.m,  to 
6  p.m. 

CONTACT  PERSON: 

Dr.  James  H.  Blackman,  Program  Di- 
rector for  Economics,  Division  of  So- 
cial Sciences,  BBS.  telephone  202-632- 
5968. 

SUMMARY  \nNTrrES:  lOpen  Portion' 
May  be  obtained  from  the  Committee 
Management  Coordination  Staff,  Divi- 
sion of  Personnel  and  Management. 
Room  212,  National  Science  Foundation, 
Washington,  D,C,  20550. 

PURPOSE  OF  ADVISORY  PANEL:  To 
provide  advice  and  recommendations 
concerning  support  for  research  in  Eco- 
nomics. 

AGENDA:  June  18.  1977—10  am.  to  12 
noon.  open.  Discussion  of  research  topics 
to  be  considered  for  special  emphasis  in 
Fiscal  Years  1979  and  1980.  June  17, 
1977 — 9  ajn.  to  6  pjn.,  closed.  June  18. 
1977 — 9  a.m.  to  10  a.m.  and  1  p.m.  to  6 
pjn.,  closed.  To  review  and  evaluate  re- 
search proposals  and  projects  as  part 
of  the  selection  process  for  awards. 
REASON  FOR  CLOSING :  The  proposals 
and  projects  being  reviewed  Include  in- 
formation of  a  proprietary  or  confiden- 
tial nature  including  technical  informa- 
tion; financial  data,  such  as  salaries,  and 
personal  Information  concerning  Indi- 
viduals associated  with  the  proposals. 
These  matters  are  within  exemption  (4) 
and  (6)  of  5  U.S.C.  552  (b),  (cK  Gov- 
ernment In  the  Sunshine  Act. 
AUTHORITY  TO  CLOSE  MEETING: 
The  determination  made  by  the  Com- 
mittee Management  Officer  pursuant  to 
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provislona  of  Section   10(d)    of  Pidrfle 
Law  92^63. 

Dated:  May  26, 1977. 

M.  Rebecca  WmiCLKa. 
Acting  Committee 
Management  Officer. 

(FR  Doc.77-15470  Piled  &-31-77;8:45  am] 


SCIENCE  APPLICATIONS  TASK  FORCE 

Meeting 

In  accordance  with  the  Federal  Advi- 
sory Committee  Act,  as  amended,  Pub.  L. 
92-463,  the  National  Science  Foundation 
announces  the  following  meeting. 

NAME:  Science  Applications  Task  Force. 

DATE  AND  TIME:  June  20,  1977.  9  am. 
to  5  pm,  June  21,  1977,  9  a.m.  to  4  p.m. 

PLACE:  Room  540.  National  Science 
Foundation.  1800  G  Street  NW.,  Wash- 
ington, D.C. 20550. 

TYPE  OF  MEETING :  Open. 

CONTACT  PERSON: 

Gilbert  B.  Devey,  Executive  Secretary, 
Science  Applications  Task  Force.  Na- 
tional Science  Foundation,  telephone 
202-634-6608.  Persons  interested  in  at- 
tending the  meeting  should  inform  the 
Executive  Secretary  before  5  p.m.  on 
June  15,  1977. 

SUMMARY  MINUTES:  May  be  obtained 
from  the  Committee  Management  Coor- 
dination Staff.  Division  of  Personnel  and 
Management.  Room  248.  National  Sci- 
ence Foundation,  Washington,  D.C. 
20550, 

PURPOSE  OF  ADVISORY  GROUP:  The 
purpose  of  the  NSF  Task  Force  on  Sci- 
ence Applications  is  to  provide  advice 
and  assessments  and  make  recommenda- 
tions to  the  NSF  Director  on  science  ap- 
plication programs  and  related  organiza- 
tion and  management  issues. 

AGEND.\:  June  20.  1977.  Discussion  of 
final  report.  June  21,  1977.  Discus.sion  of 
final  report. 

Dated-  May  26,  1977. 

M,  Rebecca  Winkler. 
Acting  Committee 
Management  Officer. 

(PR  Doc.77-15473  Filed  5-31-77:8:45  am) 

DEPARTMENT  OF  STATE 

[Public  Notice  CM-7/72] 

ADVISORY  PANEL  ON   FOLK  MUSIC  AND 
JAZZ 

Meeting 

Pursuant  to  Public  Law  92-463.  the 
Federal  Advisory  Committee  Act.  notice 
Is  hereby  given  that  the  Advisory  Panel 
on  Folk  Music  and  Jazz  has  scheduled  a 
meeting  to  be  held  on  Friday,  June  17.  in 
Room  507  at  State  Annex  2.  Department 
of  State,  515  22nd  Street  NW..  Washing- 
ton, D.C.  The  meeting  hours  will  be  fnwi 
9:45  to  12:30  p.m.  and  from  2  p.m.  to 
5:30  p.m. 


The  sesslOQs  wlH  be  open  to  the  public. 
Ttxe  agenda  Is : 

(1)  BeTlew  of  program  pollclee  and  gulde- 
linea; 

(3)  Review  erf  recent  overeeas  tours  In  th« 
folk  muilc  Jazs  and  popular  music  field 
spoasor«d  by  the  Department  of  State: 

(3)  Evaluation  of  tape*  and  records  of 
folt.  Jazz  popular,  bluee  and  rock  music 
groups  planning  tours  abroad,  and  groups  in 
those  fields  wish  to  be  considered  as  candi- 
dates for  grants,  sponsorship  or  other  assist- 
ance in  connection  with  overseas  tours 

Members  of  the  public  in  attendance 
who  wish  to  comment  on  the  agenda 
items  may  do  so,  subject  to  restrictions 
of  time  and  direction  of  the  Chair. 

For  the  purpose  of  fulfilling  building 
security  requirements,  it  Ls  requested 
that  per.sons  wishing  to  attend  this  open 
session  advise  the  Executive  Secretary, 
Beverly  Gersteln,  by  telephone  before 
Jime  15;  the  telephone  number  is  202- 
632-2846. 

The  meeting  room  has  a  seating 
capacity  of  30.  so  the  public  will  be 
admitted  on  a  first-come,  first-served 
ba.'^is. 

Dated:  May  11.  1977. 

PAtiL  E.  Wheeler. 
Director.  Office  or 
International  Arts  Affairs. 

|FR  Dor  77-15499  PUed  5-31-77:8:45  am] 


[Public  Notice  CM-7/731 

SECRETARY  OF  STATE'S  ADVISORY  COM- 
MITTEE ON  PRIVATE  INTERNATIONAL 
LAW,  STUDY  GROUP  ON  MARITIME 
BILLS  Of  LADING 

Meeting 

A  committee  meeting  of  the  Study 
Group  on  Maritime  Bills  of  Lading,  a 
subgroup  of  the  Secretary  of  State's 
Advisory  Committee  on  Private  Inter- 
national Law,  will  be  held  at  10  a.m.  on 
Thursday.  June  23,  1977,  in  room  5519  of 
the  Department  of  State.  Members  of 
the  general  public  may  attend  up  to  the 
limits  of  the  capacity  of  the  meeting 
room  and  participate  in  the  discussion 
subject  to  instructions  of  the  Chairman. 

The  purpose  of  the  meeting  will  be  to 
consider  data  relatmg  to  the  value  of 
United  States  imports  and  exports  pre- 
pared by  the  I>epartment  of  Commerce 
and  to  formulate  recommendations  for 
the  United  States  position  concerning 
limits  of  liability. 

Entrance  to  the  Department  of  State 
building  Is  controlled,  and  members  of 
the  general  public  should  use  the  C 
Street  entrance.  Entry  will  be  facilitated 
If  arrangements  are  made  in  advance, 
and  it  is  requested  that  members  of  the 
general  public  who  plan  to  attend  the 
meeting  Inform  their  name,  affiliation, 
and  address  to  Miss  Dorothy  Fagan. 
Office  of  the  Legal  Adviser,  Department 
of  State,  prior  to  June  23,  1977.  The 
telephone  number  Ls  202-632-8134 

Dated:  May  5.  1977. 

Richard  D.  Kearney. 

Chairman. 

[PK  Doc.77-16500  PUed  5-31-77:8:45  am) 


J  Public  Nottoe  CM-7  74] 

SECRETARY  OF  STATFS  ADVISORY  COM- 
MITITE  ON  PRrVATE  INTERNATIONAL 
LAW,  STUDY  GROUP  ON  MARITIME 
BILLS   OF   LADING 

Meeting 

A  meeting  of  the  Study  Group  on  Mar- 
itime Bills  of  Lading,  a  subgroup  of  the 
Secretary  of  State's  AdvLsory  Committee 
on  Private  International  Law,  will  be 
held  at  10  am  on  Friday,  June  24,  1977. 
in  room  5519  of  the  Department  of  State, 
Members  of  the  general  public  may  at- 
tend up  to  the  limits  of  the  capacity  of 
the  meeting  room  and  participate  in  the 
discussion  subject' to  Instructions  of  the 
Chairman. 

The  purpose  of  the  meeting  will  be  to 
review  the  draft  United  States  Govern- 
ment response  to  a  questionnaire  of  the 
United  Nations  CommLssion  on  Inter- 
national Trade  Law  on  the  Convention 
on  the  Carriage  of  Goods  by  Sea. 

Entrance  to  the  Department  of  State 
building  Is  controlled,  and  members  of 
the  general  public  should  use  the  C  Street 
entrance.  Entry  will  be  facilitated  If  ar- 
rangements are  made  In  advance,  and 
It  is  requested  that  members  of  the  gen- 
eral public  who  plan  to  attend  the  meet- 
ing inform  their  name,  afflllation.  and 
address  to  Miss  Dorothy  Fagan,  OfiBce 
of  the  Legal  Adviser,  Department  of 
State,  prior  to  June  24,  1977.  The  tele- 
phone number  Ls  202-632-8134. 

Dated:  May  17,  1977. 

Richard  D.  Kearney, 

Chairman. 

|FR  Doc  77-15501  Piled  5-31-77;8:45  am) 


(Public  Notice  CM-7  75) 

SHIPPING  COORDINATING  COMMITTEE 
SUBCOMMITTEE  ON  SAFETY  OF  LIFE 
AT  SEA 

Meeting 

The  working  group  on  radiocommuni- 
cations  of  the  Subcommittee  on  Safety 
of  Life  at  Sea,  a  subcommittee  of  the 
Shipping  Coordinating  Committee,  will 
hold  an  open  meeting  at  9:30  am  on 
Wednesday,  June  22.  1977,  In  Room  8438 
of  the  Department  of  Transportation. 
400  Seventh  Street  SW,.  Washington. 
DC 

The  purpose  of  the  meeting  is  to  pre- 
pare ix)sitlon  documents  for  the  18th 
Session  of  the  Subcommittee  on  Radio- 
communications  of  the  Intergovernmen- 
tal Maritime  Consultative  Organization 
'EMCO'  scheduled  to  be  held  in  London 
September  12-16.  1977.  In  particular, 
the  working  group  will  discuss  the  fol- 
lowing topics: 

Code  of  safety  requirements  for  mobile  ofl- 
,5hore  drilling  units. 

Operational  standards  for  shipboard  radio 
equipment. 

Operational  requirements  for  emergency 
position-indicating  radio  beacons  and  port- 
able radio  apparatus  for  survival  craft. 

Matters  resulting  from  the  World  Maritime 
.Administrative  Radio  Conference,  1974,  and 
the  work  of  the  International  Radio  Con- 
sultative Committee. 


F€DE«Al  REGISTEI,   VOL    42,   NO.    105— WEDNESDAY,    JUNE    1,    1977 


2S01t 

Requests  for  further  Information  on 
the  meeting  should  be  directed  to  LT. 
P  N.  WUder.  United  States  Coast  Guard. 
He  may  be  reached  by  telephone  on  (area 
code  202)  426-1345. 

The  Chairman  will  entertain  com- 
ments from  the  public  as  time  permits. 

Carl  Taylor.  Jr.. 
Acting  Director, 
Office  of  Maritime  Affairs. 

Mat  19. 1977. 

(PR  Doc.77-16502  PUed  5-31-77;8:45  am] 


[Public  Notice  CM- T  711 

STUDY  GROUP  6  OF  THE  U.S.  NATIONAL 
COMMITTEE  FOR  THE  INTERNATIONAL 
RADIO      CONSULTATIVE      COMMITTEE 

(CCIR) 

Meeting 

The  Department  of  State  announces 
that  Study  Group  6  of  the  U.S.  National 
Committee  for  the  International  Radio 
Consultative  Committee  (CCIR)  will 
met^t  on  June  20-21.  1977  at  San  Diego, 
California.  The  meeting  will  open  on 
June  20  at  9  00  a.m  In  the  Cloud  Room 
of  Building  33  of  the  Naval  Ocean  Sys- 
tems Center.  271  Catallna  Boulevard. 

Study  Group  6  deals  with  matters  re- 
lating to  the  propagation  of  radio  waves 
by  and  through  the  Ionosphere.  The  pur- 
pose of  the  meeting  will  be  a  final  review 
of  work  programs  in  preparation  for  the 
tntematlonal  meeting  of  Stud>-  Group  6. 
Geneva.  January  1978, 

Members  of  the  general  public  may  at- 
tejid  the  meeting  and  join  In  the  dLscus- 
slons  subject  to  Instructions  of  the 
Chairman.  Admittance  of  public  mem- 
bers will  be  limited  to  the  seating  avail- 
able. 

Dated;  May  19. 1977. 

Gordon  L.  Huffcttt, 

Chair-man. 
US.  National  Committee. 

;?TlDoor7    ■549Binied5  31-77,8:45  am] 


DEPARTMENT  OF  THE  TREASURY 

Office  of  the  Secretary 

[Supplfment  To  Department  Glrrular  Public 
Debt  BerteB — No   IS- 77] 

TREASURY   NOTES  OF   SERIES  J-1981 
Interest  Rate 

May  25,   1977. 
The   SecreUry   of   the   Treasury    an- 
nounced on  May  24.  1977,  that  the  inter- 
est rate  on  the  notes  described  In  Depart- 
ment Circular— Public  Debt  Series— No. 
13-77,  dated  May   18,   1977.  will  be  6^4 
percent    per    annum.    Accordingly,    the 
notes  are  hereby  redesignated  6 '■4  per- 
cent Treasury   Notes   of   Series   J-1981. 
Interest  on  the  notes  will  be  payable  at 
the  rate  of  6%  percent  per  annum. 
David  Mosso, 
Fiscal  Assistant  Secretary. 
lFRDoc.77-15425PUe<l  5-31-77;  8:46  am] 


NOTICES 

INTERSTATE  COMMERCE 
COMMISSION 

Office  of  Hearings 

[Notice  No.  401 1 

ASSIGNMENT  OF  HEARINGS 

May  26,  1977. 

Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  ap- 
pear below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  Include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  Issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate steps  to  Insure  that  they  are  notlfled 
of  cancellation  or  postponements  of 
hearings  In  which  they  are  interested. 

MC  142399,  HIllerbroc)c  Trucking,  Inc.,  now 
belxig  assigned  July  18.  1977  (1  cUy),  at 
Omaha,  Nebraska,  In  a  hearing  room  to  b« 
later  designated.  Please  disregard  previ- 
ous Feds:rai.  Recisthi  notice  setting  hear- 
ing for  September  7,  1977,  at  Omaha,  Ne- 
braska. 
MC  114273  (Sub  290),  Crat,  Inc..  now  being 
assigned  Sept«mber  7,  1977  (1  day)  at 
Omaha.  Nebr,  In  a  hearing  room  to  be  later 
designated. 
MC    111231    (Sub  206),   Jones  Truck  Lines, 

Inc..  application  dismissed. 
MC  120477  (Sub  2),  International  Transport, 
Inc  .  common  carrier  application  now  as- 
signed July  11,  1977,  at  New  York.  New 
York,  Is  cancelled  and  reassigned  for 
Boeton,  Massachusetts,  on  July  11.  1977 
1 1  week ) ,  in  a  hearing  room  to  be  later 
designated. 
MC  42860  (Sub  17) .  National  Van  Lines,  Inc., 

application  dismissed. 
MC  142291,  MDI,  Inc  ,  now  assigned  June  7, 
1977.  at  Minneapolis.  Minnesota,  has  been 
canceled   and   reassigned   June   7,    1977    (1 
day),  in  Court  Room  2,  Federal  BuUdlng 
and    US     Courthouse,    316    North    Robert 
Street.  St.  Paul.  Minnesota. 
MC  127811  (Sub-8) ,  Brynwood  Transfer,  Inc., 
now  as.slgned  June  8,  1977  (1  day) ,  at  Min- 
neapolis,   Minnesota,    has    been    canceled 
and   reassigned   June   8.    1977    (1   day).   In 
Court  Room  2.  Federal  BuUdlng  and  VS. 
Coiirthouse.   316   North   Robert  Street.  St. 
Paul.  Minnesota. 
MC    113855    (Sub-358),  International  Trans- 
port,  Inc  ,   now  assigned  June  9,   1977.  at 
Minneapolis.  Minnesota,  has  been  canceled 
and  reassigned  June  9.   1977   (2  days),  in 
Court  Room  2,  Federal  Building  and  VS. 
Courthou.se.   316   North  Robert  Street,  St. 
Paul,  Minnesota 
MC— C-9394.  Tom  E    Tucker,  Individual — In- 
vestigation and  Revocation  of  C«^lflc*te8 
now  being  assigned  September  13.  1977  (2 
daysi,  at  BoLse,  Idaho.  In  a  hearing  room 
to  be  later  designated. 
MC  720   (Sub   19).  Bird  Trucking,  Inc..  now 
being  assigned  September  13.  1977  (2  days) , 
at  Madison,  Wisconsin.  In  u  hearing  room 
to  be  later  designated 
No.    W-1235     (Sub-No     2).    Security    Barge 
Line.    Inc  .    now    being    assigned    for   con- 
tinued hearing  on  July  6.  1977,  at  the  Of- 
fices of  the  Interstate  Commerce  Commis- 
sion. Washington.  DC. 
MC-C-8974,   Mrs.   Charles  Hodgens,  individ- 
XMl.   d.ba.    Tout  of   the   Month   Club  and 
Greyhound   World    Tows.   Inc    v.   S   A   O 


Oorporationn,  AAa.  Piedmont  Town,  eom- 
pialnt  dlflmlflsed. 

Robert  L.  Oswald, 
Secretary. 

[FR  Doc. 77-16516  PUed  6-31-77:8:45  am] 


[Notice  No.  402] 

ASSIGNMENT  OF  HEARINGS 

Correction 

May  26.  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation,  or  oral  argument  ap- 
pear below  and  wlU  be  published  only 
once.  This  List  contains  prospective  as- 
signments only  and  does  not  Include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  Issues  els 
presently  reflected  In  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appro- 
priate steps  to  Insure  that  they  are  noti- 
fied of  cancellation  or  postponements  of 
hearings  In  which  they  are  Interested. 

MC  142491  (Sub-No.  1).  D  &  E  Transport, 
Inc..  now  assigned  June  21.  1977.  at 
Omaha.  Nebraska,  will  be  held  In  Room 
616  Union  Pacific  Plaza,  110  North  14th 
Street.   Instead   of   June   23,    1977. 

Robert  L.  Oswald, 

Secretary. 

(PR  Doc.77-15517  Piled  5-31-77:8:45  am] 


INFORMAL  CONFERENCE  ON  TRANSPOR- 
TATION OF  HOUSEHOLD  GOODS  BY 
MOTOR  COMMON  CARRIERS  (AGENCY 
RELATIONSHIPS) 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION:  Notice  that  the  Commission 
Intends  to  conduct  fin  Informal  confer- 
ence on  agency  relationships  between  or 
affecting  motor  common  carriers  of 
household  goods  In  Interstate  or  foreign 
commerce. 

SUMMARY :  This  notice  Is  to  inform  the 
public  that  the  Interstate  Commerce 
Commission  wlU  conduct  an  Informal 
conference  on  the  agency  relationships 
of  motor  common  carriers  of  household 
goods  subject  to  tiie  Jurisdiction  of  the 
Commission.  Tlie  purpose  of  this  confer- 
ence is  to  discuss  the  extent  lif  any  >  to 
which  the  Commission  s  regulations  gov- 
erning those  agency  relationships  re- 
quire modification  to  make  them  more 
meaningful  to  the  Commission  and  pro- 
spective agents  while  making  them  less 
burdensome  to  principal  carriers.  This 
notice  lists  several  Items  which  will  be 
discussed  at  the  informal  conference  and 
Informs  Interested  persons  how  they 
may  be  Included  in  this  conference. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Michael  Erenberg,  Assistant  Deputy 
Director,  Section  of  Operating  Rights. 
Office  of  Proceedings,  Interstate  Com- 
merce Commission,  Washington,  D.C. 
20423  (202-275-7292). 
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SUPPLEMENTAL  INFORMATION :  The 
Interstate  Commerce  Commisslcwi  pro- 
poses to  conduct  an  informal  conference 
on  the  agency  relationships  of  motor 
common  carriers  of  household  goods  In 
intertsate  or  foreign  commerce. 

In  Ex  Parte  No.  MC  19  (Sub-No.  9), 
Practices  of  Motor  Common  Carriers  of 
Household  Goods  (Agency  Relation- 
ships), 115  M.C.C.  628  (1972t,  the  Com- 
mission promulgated  regulations  govern- 
ing the  filing  of  agency  agreements  of 
princiixil  carriers  (49  CFR  1056. 19>  and 
the  responsibilities  and  liabilities  of 
principal  carriers  (49  CFR  1056.20 » .  Sec- 
tion 1056.19  requires  principal  carriers 
to  file  copies  of  their  agency  agreements 
with  the  Commission  and  to  file  with 
those  agency  agreements  a  statement 
containing  certain  Information,  includ- 
ing evidence  of  the  financial  condition 
of  the  carrier's  agent  and  a  definite  plan 
of  action  designed  fully  to  police  the 
acts,  policies,  procedures,  and  practices 
of  agents.  Under  5  1056.20,  principal  car- 
riers are  required  to  use  due  diligence 
and  reasonable  care  in  selecting  their 
agents,  to  disclose  to  each  prospective 
agent  all  relevant  Information  relating 
to  the  carrier's  operations,  and  to  as- 
sume absolute  liability  for  the  acts  and 
omissions  of  their  agents. 

The  Commission's  Bureau  of  Opera- 
tions has  encountere(3  several  problems 
in  the  enforcement  of  these  regulations. 
Among  those  problems  are  ( 1 )  the  lack 
of  a  specific  deadline  for  the  filing  of 
agency  agreements,  whicii  results  in 
carriers'  failure  to  file  those  agreements 
promptly;  (2)  different  treatment  of 
agents  as  between  different  carriers;  (3) 
lack  of  certainty  as  to  the  contents  of 
the  statement  required  by  §  1056.19;  (4) 
differing  formats  for  the  presentation  of 
information  required  by  5  1056. 19ib), 
which  prevents  the  Commission  from 
making  meaningful  comparisons  between 
the  data  submitted  by  various  carriers; 
( 5 »  failure  of  carriers  to  Indicate  the 
manner  in  which  they  intend  to  police 
tlieir  agents,  as  required  by  §  1056.19(b> ; 
( 6»  failure  of  the  regulations  in  §  1056.20 
to  specify  the  contents  of  the  disclosure 
statement  which  the  principal  carrier 
must  give  to  a  prospective  agent;  and 
(7)  the  filing  of  possibly  unnecessary 
documents  when  an  agent  authorized  by 
its  principal  to  perform  one  type  of 
service  (e.g.,  transportation  of  miJitary 
shipments)  is  authorized  by  the  prin- 
cipal to  perform  other  services  (e.g., 
transportation  of  non -military  ship- 
ments* . 

.Accordingly,  the  Commission  intends 
to  conduct  an  informal  conference  at 
which  the  issues  raised  by  "its  Bureau 
of  Operations  will  be  di<^;ussed.  The  fol- 
lowing questions  will  be  among  those  on 
the  agenda  of  that  informal  conference: 
<  1 )  What  changes  should  be  made  to  the 
provision.?  of  49  CFR  1056.19  to  ensure  that 
specific  and  meanlngf'Jl  Information  con- 
cerning agency  agreements  Is  filed  with  the 
Ccmmission? 

2)  Should  principal  carriers  oontlnue  to 
be  required  to  file  copies  of  agency  agree- 
ment-s  when  those  agency  agreements  merely 
enlarge  or  contract  the  authority  which  the 
principal  has  previously  given  to  the  agent? 
(3)  Should  a  uniform  tigency  statement 
form,  which  all  carries  would  be  required  to 
complete,  be  prescribed? 


(4)  Should  a  deadline  be  established  with- 
in which  the  carrier  must  file  copies  of  Its 
agency  agreements  with  the  Com  mission? 

(5)  What  changes,  tf  any.  should  be  made 
to  the  provisions  of  49  CFR  1056. 19ib)  (7)  to 
ensure  that  principal  cajrlers  Institute  and 
file  copies  of  meaningful  plans  of  action 
designed  to  police  the  acts  and  practices  of 
their  agents? 

(6)  Should  49  CFR  1056.20  he  modified  to 
require  the  principal  carrier  to  furnish  addi- 
tional or  more  complete  information  to  the 
prospective  agent? 

(7)  Should  principal  carriers  be  required 
to  furnish  a  prospective  agent  with  the  In- 
formation required  by  section  1056.20  at  a 
specific  time  prior  to  the  signing  of  an  agency 
agreement? 

Other  aspects  of  agency  relatlonshlpa 
of  household  goods  carriers  will  also  be 
discussed  at  the  Informal  conference  If 
participants  wish  to  do  so. 

Persons  who  inteRd  to  participate  in 
this  conference  or  who  wish  to  have  Items 
relating  to  agency  relationships  con- 
sidered as  part  of  the  agenda  of  this 
conference  should  submit  their  names, 
addresses,  and  proposed  agenda  items 
(if  any)  to: 

Michael  Erenberg,  Assistant  Deputy  Director, 
Section  of  Operating  Rights.  OfBce  of  Pro- 
ceedings, Interstate  Commerce  Commis- 
sion, Washington,  DC.  20423. 

Participants  should  forward  this  In- 
formation on  or  before  June  15,  1977.  The 
conference  on  agency  relationships  wUl 
be  scheduled  sometime  during  the  month 
of  July  1977.  It  will  be  held  at  the  Com- 
mission's offices  at  12th  and  Con.stitutlon 
NW.,  'Washington,  D.C.  Notice  of  the 
exact  time  and  place  of  the  conference, 
a  copy  of  the  conference  agenda,  and 
copies  of  any  relevant  written  materials 
for  use  at  that  conference  will  be  for- 
warded to  those  who  inform  the  Cc«n- 
misslon  of  their  desire  to  participate  In 
this  conference. 

This  conference  will  be  informal  and 
wUl  be  cOTiducted  by  a  member  of  the 
Commission's  staff  and  attended  by  staff 
persons  from  the  Office  of  Proceedings 
and  Bureaus  of  Accounts.  Operations  and 
Investigations  and  Enforcement.  No 
written  submissions  are  required,  and 
no  transcript  will  be  kept.  All  interested 
persons,  including  individuals,  shippers, 
consumer  groups,  other  government 
agencies,  carriers,  and  carrier  associa- 
tions, are  invited  to  participate. 

If,  as  a  result  of  tills  conference,  it  is 

determined  that  the  institution  of  a 
rulemaking  proceeding  directed  toward 
the  elimination,  modification,  or  adop- 
tion of  certain  regulations  would  be  ad- 
visable, the  Commission  staff  or  parties 
present  at  the  conference  might  propose 
the  institution  of  such  a  rulemaking  pro- 
ceeding. Not  all  participants  will  be  ex- 
pected to  be  of  like  mind  with  respect 
to  the  effects  or  the  desirability  of  any 
such  proposals.  Tlierefore.  any  request 
for  the  in.<;titution  of  a  rulemakiner  pro- 
ceeding as  a  result  of  this  conference  will 
reflect  tlie  diverse  viewixiints  of  the  con- 
ference participants,  and  the  formal  re- 
quest for  that  rulemaking  prcx^eeding 
should  discuss  briefly  the  issues  raised  by 
all  of  the  conference  participants.  The 
informal  conference  will  not  involve 
sworn  testimony,  cross  examination,  or 


evidentiary  rulings.  Matters  discussed  at 
this  conference  will  not  be  binding  upon 
tlie  Commission,  and  may  not  later  be 
relied  upon  by  a  party  to  an  adversary 
or  other  formal  proceeding  as  "proof". 
The  Commission  reserves  to  itself  Uie 
right  to  deny  any  request  for  the  insti- 
tution of  a  rulemaking  proceeding. 

We  hope  that  this  conference  will  lead 
to  more  meaningful  regulations  govern- 
ing agency  relationships  and  will  aid  us 
in  our  attempt  to  ensure  that  principal 
carriers  disclose  fully  to  their  agents  the 
nature  of  their  operations,  to  ensure  that 
principal  carriers  furnish  to  t^e  Com- 
mission meaningful  information  on  the 
basis  of  which  to  analyze  agency  rela- 
tionships, and  to  ensure  that  principal 
carriers  adequately  police  the  actlnties 
of  their  agents. 

By  the  Commission. 

_         Robert  L.  Oswald. 
»  Secretary. 

(PR  Doc.  77-15519  Piled  5-31-77:8:45  am] 


(Notloe  No    1731 

MOTOR  CARRIER    BOARD  TRANSFER 
PROCEEDINGS 

June  I,  1977. 

Synopses  of  orders  entered  by  the 
Motor  Carrier  Board  of  the  Commission 
pursuant  to  Sections  212(b>.  206(a>,  211, 
312'b',  and  410(g)  of  the  Interstate 
Commerce  Act.  and  rules  and  reirula- 
tions  prescribed  thereunder  (49  CFR 
Part  1132>,  appear  below: 

Each  application  (except  as  otherwise 
.specifically  noted)  filed  after  March  27. 
1972.  contains  a  statement  by  applicants 
that  there  will  be  no  significant  effect  on 
the  quality  of  the  human  environment 
resulting  from  approval  of  the  applica- 
tion. As  provided  in  the  Commission's 
Special  Rules  of  Practice  any  interested 
person  may  file  a  petition  seeking  recon- 
sideration of  the  following  numbered 
pri^ceedings  on  or  before  June  21.  1977. 
Pur.suant  to  Section  17(8i  of  the  Inter- 
state Commerce  Act.  the  filing  of  such  a 
petition  will  ix>stpone  the  effective  date 
of  the  order  in  that  proceeding  pending 
its  disposition.  The  matters  relied  upon 
by  petitioners  must  be  specified  in  their 
petitions  with  particularity.     '    ' 

No.  MC-PC-75620.  by  order  of  May  26.  1977. 
the  Motor  Carrier  Board  approved  the 
transfer  of  C  &  P  Trucking.  Inc..  Garfield. 
New  Jersey,  of  Certificate  No.  MC  59463 
Sub-No.  1).  Issued  September  30.  1964. 
to  Towers  Transportation,  Inc.,  Elizabeth, 
New  Jersey,  authorizing  the  transporta- 
tion of  general  commodities,  except  those 
of  unusual  value.  Classes  A  and  B  explo- 
sive.?, household  gcxxls  as  defined  by  th-i 
Commission,  commodities  In  bulk,  com- 
modities requiring  special  equipment,  and 
those  injurious  or  contamlnatine  to  other 
lading,  between  New  Tork,  New  York,  on 
the  one  hand.  and.  on  the  other,  points  In 
Npvt  Je.-sey  within  40  miles  of  New  York. 
Rabert  B  Pepper.  168  Woodbridee  Avenue, 
Highland  Park,  New  Jersey  08904.  Attor- 
ney for  Transferee.  Samuel  W.  Eamshaw. 
833  Washington  Building.  Washington, 
D.C.  20005,  Attorney  for  Transferor. 

Robert  L.  Oswald. 

Secretary. 
[PR  Doc.77-11518  Piled  5-31-77:8:45  am] 
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This  section  of  the  FEDERAL  REGISTER  contains  notices  of  meetings  publrshed  under  the  "Govemmerrt  In  ttie  Sunshine  Act"  (Pub.  L  94-409), 
5  U.S.C.  552b(e)(3). 
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AGENCY  HOLDING  THE  MEET- 
ING: Federal  Commumcations  Com- 
mission. 

TIME  AND  DAIT:  9  30  a.m  ,  Wednes- 
day. June  1.  1977, 

PLACE:  Room  856.  1919  M  Street  NW., 
Washington,  D  C 

STATL'S  Stx-iial  Open  Comml^.sion 
Meeting 

MATTERS  TO   BE  CONSIDERED: 
Agenda.  Item  No.,  and  Subject 

Common   Ourler—l— Petition   against   t<infl 

revlsioiLs  reducing  some  charges  for  AT&Ts 

Serlee   2000    and   Series   3000    private    line 

services  (Docket  No.  20814) . 
Common        Carrier— 2— Petitions        at:ain.-.l 

AT&Ts    proposed    tariff    revisions    which 

terminate  Telpeik, 
Oommon    Carrier— 3— Reconsideration     and 

Clarification   of  Pinal   Decision   in   Docket 

No    18128. 
Common  Carrier — 1— Notice  of  Inquiry   and 

Propoeed  Rulemaking  regarding  the  Com- 

tnJaslon's    jurisdiction    over    swU<:hes    and 

switching  services 

CONTACT  PETJSON  FOR  MORE  IN- 
FORMATION 

Samuel  M  Sharkey,  FCX:  Public  In- 
formation Officer,  telephone  number 
202-632-7260 

Lssueti    May  25,  1977 

[S  518  77  Klled  5  26  77,2  22  pm] 


III.  Advisory  opinions:  AOR  1977-2,  AO 
1977-18,  AO  1977-19,  AO  1977-20. 

IV.  Proposal  for  rulemaking  hearings  on 
sponsorship  and  funding  of  candidate  de- 
bates. 

V.  Appropriations  and  Budget.  OMB  re- 
quest for  zero-base  budget  status  report, 
budget  execution  report. 

VX,  Agency  Job  classification  actions. 

VII.  Pending  legislation. 

VIII.  Liaison  with  other  Federal  agencies. 

IX.  Report  on  pending  litigation. 

X.  Routine  administrative  matters. 

Portions  Closed  to  the  Public 

XT    Executive  session,  personnel. 

PERSON  TO  CONTACT  FOR  INFOR- 
MATION: 


The  previously  announced  closed  item 
for  the  June  3,  1977  meeting  is; 

Draft  testimony  to  be  presented  before  the 
Senate  Committee  on  Banking,  Housing 
and  Urban  Affairs,  regarding  H.R  5675,  a 
bin  to  authorize  the  Secretary  of  the 
Treasury  to  invest  operating  cash  In  ( 1 ) 
obligations  of  depositories  maintaining 
tax  and  loan  accounts  and  (2t  obligation,-, 
of  the  United  States  and  United  Slates 
agencies. 

The  meeting  will  be  held  at  11  am 
In  the  Board's  offices  at  20th  Street  and 
Constitution  Avenue,  NW..  Washington, 
D.C.  Information  may  be  obtained  from 
Mr.  Joseph  R,  Coyne,  Assistant  to  the 
Board,  at  202-452-3204. 


AGENCY    HOLDING   THE    MEETING: 
Federal  Election  CommL>slon, 
DATE   AND  TIME     Thursday.  June  2. 
1977.   at    10   am 

PIJ^CE     1325  K  Street  NW,,  Washing- 
ton,   DC 

STATUS     PorUons  of  thts  meeting  will 
be  open  to  the  public  and  portions  wlH 
be  closed  to  the  public. 
MATTERS  TO  BE  CONSIDERED: 
Portions  Open  to  the  Pttblic 

T    l»\iture  meetings 

II    Correction  and  approval  of  minute* 


David  Fiske,  Press  Officer,  telephone        Board  of  Governors  of  the  Federal  Re- 


202-523-4065. 

Marjorie  W.  Emmons, 
Secretary  to  the  Commission. 

lS-519-77  Piled  5-36-77;2:25  pm] 


serve  System. 

Dated:   May  26,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

lS-521-77  PUed  &  26-77:4:33  pm] 


AGENCY  HOLDING  THE  MEETING: 
Federal  Maritime  Commission. 

'FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  May  20, 
1977,  42  FR  25950. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING:  10  a.m., 

May  25.  1977. 

CHANGES  IN  THE  MEETING:  Addi- 
tion of  the  following  item  to  the  closed 
session : 

2.  Civil  Penalty   Compromise   Guide- 
lines. 

|S  516-77  Piled  5-26-77;12:02  pml 


AGENCY    HOLDING    THE   MEETING: 
Federal  Reserve  System. 

ADDITION  OF  PREVIOUSLY  AN- 
NOUNCED AGENDA  ITEM:  The  Board 
of  Governors  ha.'^  previously  announced 
a  meeting  to  be  held  on  Friday,  June  3, 
1977,  which  will  be  closed  to  public  ob- 
servation under  exemption (s)  of  the 
Government  in  the  Sunshine  Act  ^5 
use,  552  lb)  (c)  I .  One  of  the  items  an- 
noimced  for  inclusion  at  that  meeting 
was  consideration  of  any  agenda  items 
carried  forward  from  a  previous  meet- 
ing. The  purpose  of  this  announcement 
Is  to  Inform  the  public  that  the  follow- 
ing such  Item,  postponed  from  May  18, 
1977,  will  be  considered  at  thL«  meeting: 

Possible  amendmenta  to  Section  23A  of  the 
Federal  Reserve  Act  to  be  submitted  to  tbe 
House  and  Senate  BanJilnp  Committer* 


IF.C.S.C.  Meeting  Notice  No.  8-77) 

AGENCY    HOLDING    THE    MEETING 
Foreign  Clamis  Settlement  Commission, 

ANNOUNCEMENT  IN  REC-^RD  TO 
COMMISSION  MEETINGS  AND  HEAR- 
INGS: The  Foreign  Claims  Settlement 
Commission,  pursuant  to  its  regulations 
(45  CFR  Part  504) ,  and  the  Government 
in  the  Sunshine  Act  (5  U.S.C,  552b  >. 
hereby  gives  notice  in  regard  to  the 
scheduling  of  open  meetings  and  oral 
hearings  for  the  transaction  of  routine 
Commission  business  and  other  matters 
specified,  as  follows : 

Date  and  Time,  and  Subject  Matter 
Thursday,  June  2.  1977.  at  10:30  a.m.,  routine 

business. 
Wednesday,  June  8    1977.  at  10  30  am  ,  rou- 
tine business 
Wednesday,  June  1.5,  1977,  at  10:30  am  ,  rou- 
tine business, 
Wednesday,  June  22,  1977,  at  10  30  a  m  ,  rou- 
tine business 
Wednesday,  June  29,  1977,  at  10  30  a  m    rou- 
tine business. 

Subject  matter  listed  above,  not  dis- 
po,sed  of  at  the  schp^luled  meeting,  may 
be  carried  over  to  the  agenda  of  the  fol- 
lowing meeting. 

All  meetings  are  held  at  the  Foreign 
Claims  Settlement  Commission,  1111  20th 
Street  NW.,  Washington,  D.C.  Requests 
for  information,  or  advance  notices  of 
Intention  to  observe  a  meetdng,  may  be 
directed  to:  Executive  Director,  Foreign 
Claims  Settlement  Commission,  1111  20th 
Street  NW^  Waditogton,  DC.  20579,  tele- 
phone 202-653-6156. 
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Dated  at  Wa^shington.  D.C  .  on  May  25. 

Francis  T,  MAsrERSON, 
Executive  Director 

IS-517-77  Filed  5-26-77:2:09  pm] 


AGENCY  HOLDING  THE  MEETING: 
Tlie  Renegotiation  Board. 

DATE  ANT)  TIME:  Tuesday.  Jime  7, 
1977,  at  10  a,m. 

PLACE:  Conference  Room.  4th  Floor. 
2000  M  Street  NW.,  Washmgton,  D.C. 
20446, 

STATUS:  Matters  1  through  11  will  be 
open  to  public;  Matter  12  will  be  closed 
to  public;  Matters  13  and  14  are  not  ap- 
plicable, 

MATTERS  TO  BE  CONSIDERED: 

1.  Appro\-a;  of  minutes  of  meeting  held  May 
31,  1977,  and  other  board  meetings,  if  any, 

2.  Recommended  clearances  without  a-sslgn- 
ment  i  list  No,  1874)  : 

a.  Brandel-Stephens  &  Co.,  Inc..  fiscal  year 
ended  Dec,  31.  1975, 

b.  Cooney's  Pipe  and  C'<>pper  Works,  Inc., 
fisc^il  year  ended  Dec,  28,  1975, 

c.  Stanley  Supply  Inc.  fLsca!  year  ended 
Dec,  28.  197'5. 

d.  Ball  Corp  ,  fiscal  year  ended  Dec   31,  1975 

e.  Ball  Brothers  Research  Corp  .  fiscal  year 
ended  Dec,  31,  1975. 

f.  HofTman  Electronics  Corp.,  fiscal  year 
ended  Dec,  31.  1975, 

g.  Information  Identification  Co..  flscaJ 
year  ended  Dec,  31,  1975, 

h.  M,  M,  Sundt  Construction  Co..  fiscal 
year  ended  Sept.  30,  1975 

3.  Recommended  clearances  without  as- 
signment (list  No.  1875): 

a.  WKMS.  Inc.,  fiscal  year  ended  Dec,  27, 
1975, 

b.  Vacuum  Atmospheres  Co  ,  fi^ral  year 
ended  Dec.  27,  1975. 

c.  McGraw-Hill  Inc.,  fiscal  year  ended  Dec. 
31,  1975. 

d.  McGraw-Hill  Continuing  Education 
Center,  Inc.,  fiscal  year  ended  Dec.  31,  1975. 

e.  Burtek,  Inc.,  fiscal  veeir  ended  Dec,  31, 
1975. 

t.  International  N!ck,el  Co,,  Inc,  fiscal  years 
ended  Dec.  31,  1974  and  1975. 

g,  ESB  Inc.,  fiscal  years  ended  Dec  31. 
1974  and  1975, 

h,  'Universal  Electric  Co.,  fiscal  years 
ended  Dec,  31,  1974  and  1976. 


1.  International  Nickel  Co.,  fiscal  yeeir 
ended  Dec.  31,  1975, 

J  ESB  Brands,  Inc,  fiscal  year  ended  Dec. 
31,  1974. 

k.  Circuit  Technology  Inc.,  fiscal  year 
ended  Sept.  30,  1974. 

4.  Recommended  clearances  without  as- 
signment (list  No.  1876)  : 

a.  Studebaker-Worthlngton,  Inc..  fiscal 
years  ended  Dec.  31,  1973  and  1974. 

b.  B  &  D  Associates,  fiscal  year  ended  Dec. 
31,  1975. 

c.  Sybron  Corp..  fiscal  year  ended  Dec.  31. 
1975. 

d.  A.  Ert  Paola  Co,  Inc.,  fiscal  year  ended 
July  31,  1974. 

e.  DyneU  Electronics  Corp.,  fiscal  year 
ended  Sept.  30.  1975. 

5.  Recommended  finding  or  determination 
of  excessive  profits  and  clearances: 

a.  LaPointe  Industries,  Inc..  fiscal  years 
ended  June  30.  1969  and  1970. 

b.  LaPointe  Industries,  Inc.  SIX:  Nortli- 
eastern  Engineering.  Inc..  fiscal  year  ended 
June  30.  1969, 

c.  ASC  Systems  Corp..  fiscal  years  ended 
June  30,  1969  and  1970. 

6.  Request  for  permission  to  make  un- 
timely fiJlng  of  application  for  commercial 
exemption:  HTL  Industries,  Inc..  LPI  No. 
97214,  fiscal  year  ended  September  30,  1976, 

7.  Exemptl6n  recommendations — ACE  list 
No,  2992, 

a.  Andrew  California  Corp,  fiscal  yeax 
ended  Sept.  30,  1976. 

b.  Biu-lington  Industries,  Inc.,  fiscal  year 
ended  Oct,  2.  1976. 

c.  DeLaval  Turbine,  Inc.,  flsoai  year  ended 
Dec.  31,  1975. 

d  Emerson  &  Cuming.  Inc,  fiscal  year 
ended  Aug,  31.  1976, 

e,  J,  O,  F\UTilture  Co.  Inc..  fiscal  ye-ai 
ended  Oct.  2.  1976, 

t.  J,  G,  Purnittire  Co,  Inc..  fi.sc&l  year 
ended  Jan,  1.  1977, 

g.  Rosemount  Inc.  fiscal  year  ended  .^ug, 
6,  1976. 

h.  Rosemount  Inc.  flBC&I  ye«j-  ended  Sept. 
24,  1976. 

8  Exemption  recommendations — .\CE  list 
No.  2993. 

a  Air  Products  and  Chemicals.  EscaJ  year 
e:ided  Sept   :3n,  I97ri, 

b,  .Air  Space  Devices,  Inc.  fiscal  yeaj  ended 
Dec,  31,  1975. 

c,  Allen-Bradley  Co  ,  flacAl  ye^ar  ended  Nov. 
30,  1976. 

d  -Andrew  Corp  ,  fiscal  year  ended  Sopt  30, 
1976. 

f  Cabot  Corp  .  fiscal  year  eoded  Sept.  SO, 
1976. 

f.  Llndberp  Corp  flsoai  yeai^ended  Dec.  SU 
1978. 


g  Sigma  Sales  Corp.  of  California,  fiscal 
year  ended  Dec.  31.  1975. 

h  Veeco  Instruments.  Inc.,  fiscal  year 
ended  Sept.  30,  1976. 

I.  Xerox  Corp..  fiscal  year  ended  Dec.  31, 
1976. 

9,  Recommended  finding  or  determination 
of  excessive  profits:  Pembroke,  Inc.,  flso&I 
year  ended  Oct.  31.  1974. 

10.  Proposed  Special  Accounting  Agree- 
ment: Black  Crow  &  Eldsneso.  Inc,  fiscal  year 
ending  on  or  after  I>ec.  31,  1972. 

II,  Report   of   the   chairman   concerning: 

a.  Budget. 

b.  Personnel  actions, 

c.  Reorganization  of  the  staff. 

d.  Rulemaking  and  regulations. 

12.  Recommended  finding  or  determina- 
tion of  excessive  profits: 

a.  American  Manufacturing  Co.  of  Texas, 
fiscal    years   ended   December   31.    1966-1970. 

b.  General  Industrial  Corp..  fiscal  yeart 
ended  Feb.  29,  1968,  Peb,  28,  1969  and  Mar,  31, 
1969-1972. 

c.  Industrial  Park  Supply  Co,,  fiscal  years 
ended  June  30.  1968-1972. 

13  Approval  of  agenda  for  meeting  to  be 
held  June  21.  1977. 

14,  Approval  of  agenda  for  other  meetings. 

Dated:  May  26,  1977. 

Goodwin  Chase. 

C/iairTTtan. 

[S  520-77  Filed  5-2&-77;3:57  pml 


•FEDERAL  REGISTER"  CITATION  OP 
PREVIOUS  -AN-NOL^NCEMENT:  May  17. 

1977,  42  FR  25406 

CH.\NGES  IN  ITIE  MEETING:  The 
closed  busu-ess  meeting  scheduled  for 
10:15  a,m,  on  Friday.  May  27,  1977.  will 
commence  ai  3  30  p.m.  on  Thursday. 
May  26,  1977,  and  will  then  continue  oa 
May  27,  at  11:30  a.m. 

ALTHORITY  FOR  THE  CHANGE: 
Order    of    Curtis    C.    Crawford,    Acting 

Chairman,  United  States  Parole  Com- 
mission. 

CONTACT  PERSONS  FOR  MORE  IN- 
FORMATION 

M.  E.  Malm  Foelirkolb,  Wash!ngt.on, 
•,C.,  202-724-3117  Helen  Moniz. 
Burlingame.  Calif,,  415-347^737. 

lS-525~77    Piled    6-27-77,10:52    am] 
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RULES   AND    REGULATIONS 


Title  50 — Witdlife  and  Fisheries 

CHAPTER  I— UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE,  DEPARTMENT  OF 
THE    INTERIOR 

BUBCHAPrtR  B— TAKING.  POSSESSION  TRANS 
PORTATION,  SALE.  PURCHASE.  EXPORTATION 
AND    IMPOWrATION    OF   WILDLIFE 

PART   17— ENDANGERED  AND 
THREATENED    WILDLIFE    AND    PLANTS 

Final  Determination  of  Captive.  Self- 
Su<itaining  Populations  for  3  Large  Cats, 
2  Primates  and  6  Pheasants;  Related 
Permit  Requirements,  and  the  Definition 
of  "Enhancins  the  Survival  of  the 
Species" 
AGENCY:  U.S.  Fish  and  Wildlife  Ser\- 
Ice 

ACTION:  Final  rule. 
SUMMARY:  T!u.^  rule  contains  the  de- 
terminauou  of  capUve.  self-sustaining 
populaUons  in  the  United  States  for  3 
species  of  large  cat5.  2  primates,  and  6 
phea-sants.  It  determines  these  popula- 
tions to  be  Threatened  species,  and 
makes  permits  available  for  activities 
such  as  interstate  CMmmerce,  which  can- 
not be  permitted  for  other  populations 
of  these  animals  that  are  Endangered 
species.  It  also  amends  the  permit  re- 
quirements to  buy.  sell,  Import,  export. 
or  otiierwisf  deal  with  such  wildlife.  This 
rule  defines  the  phrase  "enhancing  the 
surviv.il  of  the  species"  as  it  relates  to 
Endangered  and  Threatened  species,  in 
order  to  clartfy  the  purposes  for  which 
permits  may  be  Issued 
EFFECTIVE  DATE:  Jmie  1,  1977. 
FOR  FURTHER  ENTORMATION  CON- 
TACT: 

Richard   M.    Parsons.    Chief.    Federal 
Wildlife  Permit  Office.  U.S.  Fish  and 
Wildlife    Service.    Washington.    DC. 
20240.   1202-634-1496.1 

SUPPLEMENTARY  INFOR\LATION : 
The  Director.  U.S.  Fish  and  Wildlife 
Service,  hereby  issues  a  rule  pursuant  to 
Sections  4(a)  and  4(c>  of  the  Endan- 
gered ST>ecies  Act  of  1973  i  the  "Act,"  16 
use  1.531-1543:  87  Suit,  834)  determln- 
hig  ti\di  Captive,  Self-sustaining  Popu- 
latlon.-  '  "CSSP's")  of  the  follov,ln« 
Endangered  species  exist  In  Uie  United 
States : 

1.  Brcrwn-eared     pheasant.     CrossopUlon 
mantchuncum. 

2.  Edward's  pheasant,  Lophura  edwardsi. 

3.  Bax-taUed    pheasant,    Syrmaticui    hu- 
miae. 

4.  Mikado  pheasant.   Syrmaticus  mikadc. 

6.  Palawan   peacock    pheaseint,   Polyplec- 
tron  emphanum. 

6    Swlnhoe's  phea.=iant.  Lophura  svHnhoii. 

7.  Ttger.  Panthera  tigris. 

8.  Leopard.  Panthera  pardus. 

9.  Jagxiar.  Panthera  on<:-a. 

10.  Ring-tailed  lemur.  Lemur  catta 

11.  Black  lemur,  Lemur  macaco. 

This  rule,  pursuant  to  Sections  4(di 
and  10<  a  '  of  the  Act.  ako  amends  permit 
regulations  for  captive,  self-susuilnlng 
populations  (CSSP's'  and  defines  "en- 
haJiclng  the  survival  of  the  species." 

Backgrocnd 

Section  9  of  the  Act  sets  forth  pro- 
hibitions that  apply  to  any  Endangered 


species  of  ash  or  wlldhfe  listed  pursuant 
to  Section  4  of  the  Act.  With  some  excep- 
tions, these  prohibitions  apply  to  Indi- 
vidual animals  of  such  species  whether  In 
captivity  or  in  the  wild. 

The  primary  piu-pose  of  the  Act  Is  the 
conservation  and  continued  existence  of 
wild  populations  of  fauna  and  flora 
which  are  endangered  or  threatened,  and 
the  ecosystems  on  which  they  depend. 
The  Service  recognizes  that  the  survival 
of  Endangered  species  of  animals  In  cap- 
tivity is  to  some  extent  related  to  this 
purpose.  The  captive  Individuals  provide 
gene  pools  that  deserve  continued  pres- 
ervation, and  such  Individuals  make  It 
passible  to  re-establish  or  rejuvlnate  wild 
populations.  For  these  reasons,  the  Serv- 
ice will  continue  to  enforce  the  stringent 
prohibitions  of  the  Act  as  they  relate  to 
captive  individuals  of  a  species  that  is 
E:ndangered  In  the  wild,  and  for  which 
procedures  to  develop  CSSP's  have  not 
been  perfected. 

However,  there  are  other  species  that 
while  Endangered  m  the  wild,  are  being 
bred  in  captivity  in  such  numbers  that 
CSSP's  have  been  established.  The  suc- 
cessful maintenance  of  such  populations 
usually  depends  on  the  ability  of  zoos 
or  other  propagators  to  transfer  breed- 
ing .>tock  and  progeny  in  an  efficient  and 
expeditious  manner. 

T!ie  Service  recognizes  that  successful 
propagation  is  expensive  and  requires 
considerable  investment  in  facilities, 
food,  personnel  and  other  items.  It  often 
depends  on  the  propagator's  ability  to 
recoup  his  expenses  through  the  sale  of 
surplus  animaLs. 

In  order  to  enhance  the  ability  of  prop- 
agators to  breed  animals  in  captivity  in 
such  numbers  that  a  self-sustaining  pop- 
ulation Ls  maintained,  the  Service  has 
established  certain  rules.  Rules  in  §  17.7 
establish  the  basis  for  treating  CSSP's 
of  otherwise  Endangered  species  as 
Threatened.  The  determination  of 
whether  any  species  Is  so  treated  is  made 
pursuant  to  Section  4(a)  (5)  of  the  Act, 
which  states  that  "other  natural  or  man- 
made  factors  affecting  its  continued  ex- 
istence" are  among  the  factors  that  can 
lead  to  the  determination  of  Endangered 
or  Threatened  status.  In  the  case  of 
CSSP's.  successful  propagation  Is  the 
"manmade  factor"  that  leads  to  their 
treatment  as  Threatened. 

J'u.'rtifiicaaon  for  treating  CSSP's  as 
Threatened  while  wUd  populations  of 
tlie  .':arr;e  species  are  Endangered  was 
given  In  the  proposed  rule  In  the  May  5, 
1976,  Federal  Register  (41  FR  18619)  : 

The  Act  contains  sufficient  flexibility  to 
recognize  these  situations  and  provides  tat 
the  reoo^rnltlon  of  two  degrees  of  threat. 
It  provides  for  the  determination  of  En- 
dangered Species,  I.e.,  those  threatened  "-/Ith 
extinction,  <lnd  for  Threatened  Species,  1.©., 
those  threatened  w^th  becoming  Endangered. 
The  statute  Itself  limits  the  uses  that  can 
be  made  of  any  "En<iangered  Species."  How- 
ever, with  regard  to  a  "Threatened  Species" 
the  Act  authorizes  the  Secretary  to  "•  •  • 
issue  such  regTilatlons  as  he  deems  necessary 
and  advisable  to  provide  foe  the  conserva- 
Uori  of  Buch  species  •   •   •.- 

In  addltlor..  the  Act  mandates  considera- 
tion not  only  of  spedca  and  sub^>ecle6  but 
also  of   ••  •   •   •  any  other  group  of  fish   or 


wildlife  of  the  same  species  •  •  •  in  com- 
mon spatial  sxrangement  that  interbreed 
when  mature  •   •  *." 

One  might  consider  a  situation  in 
which  a  species  is  critically  endangered 
In  the  wild  but  for  which  a  self -perpetu- 
ating "population"  has  been  established 
among  zoos,  game  breeders,  aviculturists 
or  others  in  tliis  country.  This  captive 
population  is  being  husbanded  wisely  and 
is.  in  fact,  a  population  separate,  apart 
and  not  contributing  to  or  drawing  on, 
the  wild  populations  of  that  same 
species. 

Such  a  CSSP  fits  the  criteria  of  an 
"•  •  •  other  group  of  fish  or  wildlife  of 
the  same  species  •  *  *  in  conunon  spa- 
tial arrangement  that  interbreed  when 
mature  •  •  •"  and  may  be  considered 
a  "species"  pursuant  to  Section  3'  11 '  of 
the  Act.  Therefore  the  status  of  such  a 
captive.  Endangered  Species  can  be  re- 
viewed to  determine  whether  it  would  be 
classified  as  a  "Threatened"  rather  than 
an  "Endangered"  species. 

The  proposed  rule  presented  data  on 
each  of  the  16  species  that  had  been  pro- 
posed for  CSSP  status : 

Section  17.7  of  Part  17  of  Title  50  of 
the  Code  of  Federal  Regulations  sets 
forth  8  criteria  which  must  be  considered 
in  determining  whether  a  CSSP  of  an 
Endangered  Species  has  been  attained. 
These  are  paraphrased  below : 

1.  The  approximate  number  of  living 
specimens  of  that  species  that  exist  In 
captivity  in  the  United  States; 

2.  The  age  and  sex  ratios  of  such  cap- 
tive specimens: 

3.  The  number  of  persons  who  have 
successfully  propagated  the  species  in 
captivity ; 

4.  The  number  of  generations  of  the 
species  that  have  been  successfully  pro- 
duced in  captivity : 

5.  The  likelihood  that  persons  owning 
or  controlling  such  captive  specimens 
will  cooperate  in  insuring  the  continued 
existence  of  the  reproduction  among 
such  specimens ; 

6.  The  number  of  requests  to  take  or 
Import  wild  specimens  of  the  same  spe- 
cies during  the  24  months  immediately 
prior  to  the  date  consideration  of  the 
species  wa^  undertaken; 

7.  The  ratio  of  wild  born  versus  cap- 
tive bom  specimens  of  the  species  in 
captivity  in  the  United  States;  and 

8.  Sucl*  other  factors  as  the  Director 
deems  appropriate. 

Data  relative  to  these  criteria,  as  they 
apply  to  each  of  the  species  under  con- 
sideration are  set  forth  below.  To  con- 
serve space,  the  criteria  themselves  are 
not  repeated  for  each  species,  instead 
the  numbered  comments  following  the 
name  of  the  species  relate  to  the  criteria 
enumerated  above.  Thus,  comments 
adjacent  to  the  numeral  "4"  following 
the  name  of  the  "tiger."  would  relate  to 
the  number  of  generations  of  tigers 
known  to  have  been  produced  in  cap- 
tivity (criterion  number  "4"  above*. 

A.  Brown  eared  pheasant,  Crossoptilon 
mantchuTicum. 

1.  over  452 

2.  ago  ratio — the  462  documented  btrd.s  ai« 

breeding  age 
sex  ratio — approximately  1 : 1 
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3  about  80 

4  at  least  5 

5  high 

6.  none 

7.  all  captive  born 

B   Edward's  pheasant.  Lophura  edxcariai 

1.  over  305 

2.  age  ratio — the  305  documented  blrda  ar« 

breeding  age 
sex  ratio — approximately  1:1 

3  about  36 

4.  at  least  5 

5.  high 

6.  none 

7.  aU  captive  bom 

C.  Bar-tailed  pheasant,  Syrmaticui  humiae 

1.  over  445 

3.  age  ratio — the  446  documented  birds  are 

breeding  age 
sex  ratio — approximately  1:1 
3.  about  54 

4  at  lea.st  5 
6.  high 

6  none 

7  all  captive  born 

D.  Mikado  phesuiant.  ^yrmaticus  mikado 

1  over  430 

2  age  ratio — the  430  documented  birds  are 

breeding  age 
sex  ratio — approximately  1:1 

3.  about  66 

4.  at  least  5 

5  high 

6,  none 

7    all  captive  t>orn 

E    Palawan  peacock  pheasant,  Polyplectron 
ernphanum 

i    over  175 

2    age  ratio— the  175  documented  birds  are 
breeding  ago  ,. 

sex  ratio — approximately  1:1 

3.  about  17 

4.  at  least  5 

5.  high 

6  none 

7.  all  or  ne.<\rly  all  captive  born 

F,  Swlnhoe  pheasant,  Lophura  swinhoix 

1  over  1,638 

2  age  ratio — the  1  628  documented  birds  are 

breeding  age 
sex  ratio — approxiaiately  1:1 

3.  about  140 

4.  at  least  5 

5.  high 

6.  none 

7.  all  captive  bom 

O   White-eared  pheasant.  Crossoptilon 

c-ossoptilon 


8 


I.  over  48 

2    age  ratio — the  48  documented  birds  are 
breeding  age 
sex  ratio — approximately  1:1 
.3    about  2 

4.  at  least  5 

5.  high 

6.  none 

7.  all  captive  born 
the  apparent  low  number  of  this  species 

in  captivity  and  the  few  Individuals  who 
apparently  have  prc)pagated  them  give 
cause  for  concern  as  to  whether  a 
C.S.S  P  ,  for  this  bird  has  been  estab- 
lished. However,  .since  it  is  felt  that 
other  birds  of  this  species  are  being  pro- 
pagated by  persons  whose  data  are  not 
represented  In  the  above,  this  species  is 
being  proposecL  These  factors  will  be 
given  serious  consideration  In  reviewing 
data  submitted  In  response  to  this  pro- 
posal. 


H.  Nene  goose,  Branta  saridvicervsi* 

I.  loa 

1.  age  ratio — the  102  documented  birds  are 
breeding  age 
sex  ratio — approximately  1:1 
S    over  9 

4.  at  least  6 

5.  high 

6.  none 

7.  all  captive  t>.-)rn 

8.  see  comments  at  the  end  of  the  data  sum- 

mary 

I.  Hawaiian  duck,  Anas  tcyiHlliana 

1.  101 

2.  age  ratio — the   101  documented  birds  ar« 

breeding  ago 
sex  ratio — approximately  1:1 
3    over  14 

4.  at  least  5 

5.  high 

6.  none 

7.  all  captive  born 

8.  see  comments  at  the  end  of  the  data  sum- 

mary 

J.  Laysan  teal,  Anas  laysanensis 

1  approximately  283 

2  age  ratio — the  283  documented  birds  are 

breeding  age 
-sex  ratio — at  least   128  males    172  females 
and  42  of  uiiknnwii  .sex 

3.  over  13 

4.  at  least  6 

5.  high 

6.  none 

7  all  captive  born 

8  available   informati^'U   indicates   this   is   a 

difficult  species  to  breed  consistently  in 
captivity.  This  fact<;'»,  as  well  as  the  ad- 
ditional comments  at  the  end  of  the 
dat.a  !?ummary  will  be  given  careful  con- 
sideration, 

K.  Masked  bob  white  quail,  Coliniis 

yirginianus  ridgwayi 

1.  more  than  96 

2.  age   ratio — the  96   documented   birds   are 

breeding  age 
sex  ratio — approximately  1:1 

3.  over  9 

4.  at  least  5 

5.  high 

6.  none 

7.  all  captive  born 

8.  see   comments    at    the   end    of    the    data 

summary 

L.  Tiger.  Panthera  tigris 

1.  at  least  289 

2.  approximate  age  breakdowns:    103 — 1  yr., 

36—2  yr.,  16—3  yr..  17—4  yr.,  64—10  yr  , 
28 — 15    yr.,    15-20    yr  ,    and    5 — greater 
than  20  yr. 
sex  ratio — 1:1.3 

3  over  25 

4  at  least  4 

5.  high 

6.  none 

7.  1:67 

M.  Ljeot>ard.  Panthera  pardus 

1.  at  least  217 

2.  approximate    age    breakdowTi:     52  —  1    yr., 

13—2  yr..  16 — 4  yr.,  20 — 5  yr  .  70 — 10  yr., 
19 — 15  yr.,  8—20  yr  ,  6 — greater  than  20 

yr. 

sex  ratlo-^1 : 1.1 

3  over  18 

4  at  least  4 

5  high 

6  no  more  than  1 
7.  1:13 

N    J hguBiT,  Panthera  onca 

1.  at  least  141 

2.  approximate    age    breakdown:    31 — 1    yr., 

18 — 2  yr.  9 — 3  yr  .  13 — 4  yr.,  13—5  yr., 


33—10  yr..  17—18  yr,  5—30  yr  ,  and  3 
greater  than  20  yr. 
sex  ratk) — 1:1 

3  over  12 

4  at  least  4 
6    high 

6.  no  more  than  1 

7.  1:43 

O.  Ring-tailed  lemur,  Lemur  catta 

1.  at  lea.st  169 

2.  age  breakdL.wn.    24 — 1  yr..  13—2  yr,   18 — 

3  yr..  15 — 4  yr.,  16 — 6  yr.,  55—10  yr  ,  18 — 
15  yr.,  3—20  yr.,  2— greater  than  20  yr. 
.sex  ratio — 1 :1.4 

3  at  least  10 

4  at  least  3 

5.  high 

6.  none 

7.  approximately  1:10 

P.  Black  lemur,  l^mur  macaco 

1.  at  lea.st  146 

2  at  age  breakdown:  21 — lyr.,  11 — 3  yr..  17 — 

3  yr..  18 — ^  yr..  19—6  yr.,  2»— 10  yr,  21— 
18  yr.,  1—20  yr.,  and  9 — greater  than  20 

sex  ratio — 1 :1.1 

3  at  least  2 

4  at  least  5 
5.  high 

6  none 

7  approximately  1   4 

The  proposed  rule.  In  addition  to 
determming  CSSP's.  contained  pro- 
posed amendments  to  5S  IT  7  and  17.33. 
These  amendments  would  ha\e  made 
permits  available  pursuant  to  {  17  32  or 
17.33  for  CSSP's  They  would  have  pro- 
vided .5  17  32  r>emiits  to  autliorize 
taking,  importation  or  exportation  Per- 
mits would  have  been  available  pursuant 
to  5  17.33  "for  a  single  transaction,  a 
series  of  transactions,  or  activities  over 
a  specified  period  of  time  " 

The  proposal  would  have  amended 
the  i.s.suance  criteria  for  permits  in 
?  17.33  to  include  consideration  of  the 
opinions  or  views  of  scientists  or  other 
persons  or  organizations.  Applications 
for  permits  to  authorize  an  unlimited 
number  of  transactions  over  a  specified 
period  of  time,  and  such  others  as  the 
Director  deems  appropriate,  would  be 
pub^Lshed  m  the  Federal  Register. 

The  permit  conditions  in  §  17.33  would 
ha\e  been  amended  by  the  proposal  to 
require  the  tx--rmittee  to  transfer  owner- 
ship of  wildlife  held  under  the  permit 
only  to  another  holder  of  a  5  17.32  or 

5  17  33  i^ermit.  It  also  would  have  re- 
quired the  permittee  to  keep  records  and 
file  reports  of  his  activities,  and  may 
have  required  him  to  mark  wildlife  for 
identification  purposes.  The  duration  of 
permits  in  5  17.33  would  have  been 
limited  to  a  period  not  longer  than  two 
years. 

Another  subject  covered  In  the  pro- 
posed rule  was  the  definition  of 
"enhancing  the  survival  of  endangered 
wildlife."  Section  10 'a>  of  the  Act  states 
that  any  otherwise  prohibited  activity 
may  be  submitted  "to  enhance  the  prop- 
agation or  survival  of  the  affected 
species."'  The  proposal  would  have 
defined  "enhancing  the  survival"  by 
stating  that  it  included  conservation  ex- 
hibition, euthanasia  and  surplus  pools. 
Such  a  definition  would  make  permits 
available  for  activities  that  frequently 
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arLse  In  the  normal  course  of  maintain- 
ing captive  animals,  and  for  which  per- 
mits are  currently  unavailable.  It  would 
apply  to  activities  Involving  Endangered 
species  In  captivity,  even  though  they 
are  not  treated  as  CSSP's. 

Public  Comments 

Public  comments  were  received  from 
52  individuals,  organizations  and  State 
governments  in  response  to  the  proposed 
rule  '41  FR  18618).  Their  origins  were 
as  follows; 

Zoos  oj.d  zoological  societies l"? 

State    governments 1" 

Bird    breeders ^ 

Conservation    organizations 6 

Circuses  and  related  organizations.--  4 

Private   Individuals 4 

Animal     dealer ^ 

Falconry     club ^ 

The  comments  are  summarized  below, 
with  a  response  to  each  by  the  Service. 

1.  Comment.  CSSPs  should  not  be  reg- 
ulated by  the  Service.  Overly  restrictive 
regulations  are  counter  to  the  purpose  of 
the  Act.  Captive  populations  of  exotic 
species  should  not  be  regulated  iia  the 
United  States.  CSSP  Regulatioi:s  are  not 
needed  because  there  is  already  a  surplus 
of  animals  in  zoos. 

Response.  The  Service  recognizes  that 
overly  restrictive  regiilations  hamper  the 
tran.s'fer  of  breeding  stock  and  progeny 
among  animals  breeders.  In  this  way 
they  interfere  with  the  development  of 
large  populations  of  captive  animals.  The 
reason  why  the  Service  continues  to  reg- 
ulate captive  populations  of  exotic  ani- 
mals that  are  Endangered  in  tlie  wUd  Is 
that  they  constitute  important  gene  pools 
and  can  be  used  to  rejuvinate  or  re-in- 
troduce wild  populations.  The  justifica- 
tion for  the  CSSP  rules  Is  that  they  will 
reduce  the  degree  of  regulation  by  the 
Service  to  facilitate  the  transfer  of  breed- 
ing stock  and  progeny,  while  still  provid- 
ing some  control  of  activities  Involving 
Buch  animals.  These  more  lenient  rules 
wlU  help  to  alleviate  the  problem  of 
transferring  surplus  animals.  Previous 
rules  have  hindered  this  transfer  and 
have  led  to  the  development  of  localized 
stirpluses. 

2.  Comment.  Import  and  export  re- 
strictions should  not  be  weakened  by  the 
CSSP  rules  There  should  should  not  be 
any  Unpen  or  export  of  CSSP's.  Occa- 
sional Infusion  of  wild  blood  might  be 
desirable  Import  and  export  should  only 
by  allowed  if  Individual  animals  are  ac- 
counted for. 

Response.  The  Service  feels  that  im- 
poTt  and  export  must  be  strictly  regu- 
lated so  that  wild  populations  of  exotic 
species  are  not  exploited  for  purposes  of 
captivity,  aiid  so  that  captive  populations 
In  the  United  States  are  not  dispersed  to 
other  countries  for  purposes  that  would 
not  benefit  the  species.  Tlie  Service  rec- 
ognizes that  Import  and  export  of  CSSP's 
Is  occasionally  justified  to  enhance 
propagation,  but  that  It  must  be  much 
more  stringently  controlled  than  trans- 
fer from  one  propagator  to  another  with- 
in this  countr>'.  The  rules  make  permits 
available  for  import  and  export  pursu- 
ant to  :  17.33.  However,  animals  orlginat- 
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tag  outside  this  country  are  excluded 
from  treatment  as  CSSP's. 

3.  Comment.  The  purchasing  or  selling 
of  CSSP's  should  'should  not  be  allowed. 
Exploitation  of  CSSPs  by  roadside  zoos 
should  be  prohibited.  Private  zoos  sind 
propagators  should  be  allowed  to  obtain 
permits.  Dealers  should  be  allowed  to 
transfer  animals  between  zoos. 

Response.  The  Service  recognizes,  as 
mentioned  earlier,  that  propagation  of 
CSSP's  is  expensive  and  often  depends 
on  the  propagator's  ability  to  recoup  his 
expenses  through  the  sale  of  surplus 
animals.  This  is  not  the  major  reason 
for  the  CSSP  rules,  although  commerce 
is  often  Important  to  the  propagators. 
The  Service  is  not  concerned  about  the 
profit  involved  In  the  transfer  of  CSSP's, 
but  it  Ls  concerned  about  the  continua- 
tion of  the  CSSP's  themselves.  For  this 
reason,  §  17.33  provides,  in  part,  for  per- 
mits to  allow  commercial  activities  with 
CSSP's  to  the  extent  that  the  activities 
enhance  the  propagation  or  survival  of 
the  species. 

4.  Comment.  Criteria  need  to  be  estab- 
lished for  mdividuals  or  institutions  who 
may  obtain  a  CSSP  permit.  A  list  of  ap- 
proved zoos  should  be  developed.  Quali- 
fied institutions  or  tadividuals  can  be 
defined  by  criteria  of  the  American  As- 
sociation of  Zoological  Parks  and  Aquar- 
iums.  of  the  American  Game  Bird 
Breeders  Association  or  of  other  orga- 
nizations. Tlaey  can  also  be  defined  by 
licensing  in  cooperation  with  the  U.S. 
Department  of  Agriculture. 

Response.  The  Service  has  developed 
issuance  criteria  for  CSSP  permits,  which 
are  stated  in  §  17.33.  The  proposed  rules 
would  have  added,  as  a  further  criterion, 
that  the  opinions  or  views  of  scientists 
or  other  persons  or  organizations  be  con- 
sidered. Any  opinions  or  views  expressed 
by  the  organizations  mentioned  above  or 
by  anyone  else,  would  be  considered  by 
the  Director  in  deciding  whetlier  or  not 
a  permit  should  be  issued.  The  proposal 
aLso  would  have  established  that  any 
application  for  a  CSSP  permit,  to  allow 
an  unlimited  number  of  transactions 
over  a  specified  period  of  time  woiUd  be 
published  routinely  In  the  Federal  Reg- 
ister with  a  request  for  comments. 

5.  Comment.  Circuses  should/should 
not  be  allowed  to  obtain  CSSP  permits. 
Circuses  should  be  allowed  to  Import  and 
export  animals  if  they  are  Individually 
accounted  for.  The  prohibitions  regard- 
ing "commercial  activities"  shotild  not 
apply  to  circuses. 

Response.  Pemiits  to  conduct  other- 
wise prohibited  activities  with  CSSP's 
are  available  to  any  person  who  meets 
the  requirements  of  the  Service,  as  spec- 
ified in  §  17.33.  Circuses  will  receive 
consideration  equal  to  that  afforded  all 
other  organizations  or  Individuals  who 
applv  for  permits.  The  prohibitions  of 
the  Act  concerning  Interstate  and  for- 
eign commerce  "in  the  course  of  a  com- 
mercial activity"  likewise  will  be  en- 
forced for  all  organizations  and  In- 
dividuals, including  circuses.  Importa- 
tion and  exportation  of  CSSP's  may  be 
allowed  if  the  Service  is  satisfied  that 
the   animals   originated  In  captivity  In 


the  United  States  and  that  they  are  not 
being  exported  for  purposes  that  are  In- 
consistent with  the  purposes  of  the  Act. 
The  availability  of  the  requirement  of 
uniquely  marking  or  otherwise  Identify- 
ing individual  animals  will  aid  in  this 
respect. 

6.  Comment.  The  proposed  CSSP  per- 
mit system  is  too  burdensome  and  com- 
plicated. The  Service  does  not  need  to 
know  about  the  construction  details  of 
all  shipping  containers,  the  care  of 
animals  during  transportation,  the  oc- 
currence of  mortalities  In  the  past,  the 
faculties  In  which  animals  are  kept,  or 
how  animals  wiU  t>e  disposed  at  the  end 
of  the  activity.  Permits  should  be  issued 
for  a  period  longer  than  two  years.  Per- 
mit applications  should  not  be  pub- 
lished In  the  Federal  Register.  All 
transfers  of  animals  should  be  published 
ta  the  Federal  Register. 

Response.  The  basic  reason  for 
creating  the  CSSP  permit  system  is  to 
reduce  the  paperwork  to  the  minim.um 
needed  to  ensure -that  CSSP's  are  suc- 
cessfully maintained  and  that  animals 
are  not  used  for  purposes  that  are  in- 
consistent with  the  purposes  of  the  Act. 
The  application  requirements  for  a 
CSSP  permit  are  the  minimum  needed 
to  determine  if  a  person  is  qualified  to 
engage  in  activities  Involving  such 
animals.  The  Service  would  like  to  know 
about  the  care,  housing,  transportation 
and  disposition  of  animals  to  the  extent 
a  person  is  able  to  describe  these  Items 
at  the  time  he  applies  for  a  permit.  Ob- 
viously, changes  may  occur  In  the  course 
of  the  activities.  In  this  case,  they  must 
be  reported  when  renewal  of  the  permit 
is  sought. 

The  Service  will  provide  simple  three- 
ply  forms  to  each  CSSP  permittee,  on 
which  he  is  to  record  all  transfers  of 
animals  to  other  holders  of  CSSP  per- 
mits. The  first  copy  of  each  form  is  to 
be  retained  by  the  seller,  the  second  is 
to  be  retained  by  the  buyer,  and  the 
third  Is  to  be  sent  to  the  Service  for 
analysis.  The  data  from  these  forms  will 
be  used  to  determine  the  distribution 
and  cun-ent  status  of  CSSP's. 

By  Issuing  CSSP  permits  valid  for  a 
period  of  two  years,  the  Service  will  be 
able  to  obtain  reasonably  current  in- 
formation about  the  facilities  and  other 
Items  described  in  the  permit  applica- 
tion. A  longer  period  might  see  too  many 
unfavorable  changes.  A  shorter  period 
might  place  a  burdensome  requirement 
on  the  permittee. 

The  Service  Intends  to  publish  in  the 
Federal  Register  aU  applications  for 
CSSP  permits  to  conduct  an  unlimited 
number  of  transactions  over  a  specified 
period  of  time.  This  wiU  allow  an  oppor- 
tunity for  outside  comment  on  the  quali- 
fications of  the  applicant.  Publication  of 
each  transfer  of  an  animal  would  be 
unnecessary,  since  transfers  could  only 
occur  between  permittees. 

7.  Comment.  "Hie  genetic  quality  of 
CSSP's  needs  to  be  malntataed.  Genetic 
changes  can  occur  In  isolated  captive 
populations.  Birth  rates  may  decline 
over  successive  generations.  Continuity 
of  a  captive  population  cannot  be  as- 
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stired  without  loiig-term  btadlng  agree- 
ments. 

Response.  The  Service  recognizes  the 
Importance  of  maintaining  genetic  qual- 
ity in  CSSP's,  and  of  assuring  that  they 
continue  to  exist.  However,  scientific 
management  of  breeding  programs  In- 
volving CSSP's  is  currently  beyond  the 
scope  of  the  Service.  Federal  regulation 
to  the  extent  necessary  to  manage  genet- 
ic quality  is  not  practical  at  this  time  and 
might  not  be  desirable  at  any  time. 

8.  Comment.  The  care  of  animals 
should  not  be  considered  as  a  criterion  in 
Issuing  CSSP  permits.  The  Service 
should  not  assume  responsibilities  of  the 
U.S.  Department  of  Agriculture  under 
the  Animal  Welfare  Act  of  1972.  The 
Service  should  cooperate  with  the  U.S. 
Department  of  Agriculture  in  livspecting 
the  facihties  of  applicants. 

Response.  The  Service  needs  to  know 
about  the  care,  housing,  transportation 
and  disposition  of  animals,  a-s  mentioned 
above,  in  order  to  decide  if  an  applicant 
is  qualfied  to  undertake  otherwise  pro- 
hibited activities.  The  Service  is  clearly 
responsible  for  seeing  that  CSSP's  are 
properly  cared  for.  in  that  CSSP's  have 
some  relationship  to  Endangered  species 
In  the  wild.  'Views  expressed  by  the  U.S. 
Depairtment  of  Agrlciilture  would  be  con- 
sidered in  evaluating  the  qualifications 
of  permit  api^lcants,  as  would  the  views 
of  other  persons  or  organizations  c<Hn- 
menttng  on  applications  published  in  the 
Federal  Rbgistir. 

9.  Comment.  Marking  or  banding  of 
CSSP  animals  should  be  mandatory. 

Response.  The  Service  recognizes  the 
need  to  Identify  individual  animals  of 
CSSP's,  and  to  distinguish  them  from 
animals  caught  In  the  wild.  However, 
such  Identification  does  not  always  re- 
quire marking  or  banding  if  the  animal 
has  unique  color  patterns  or  other  dis- 
tinguishing features.  'Where  it  is  appro- 
priate, the  Service  will  require  that  ani- 
mals be  marked. 

10.  Comment.  The  following  species 
should  be  determined  to  be  CSSP's:  Ben- 
gal tiger,  Siberian  tiger,  leopard,  jaguar, 
Asian  elephant,  Bactrian  camel.  Dar- 
win's rhea  Hawaiian  goose.  Hawaiian 
duck,  Laysan  duck,  Swinhoe's  pheasant. 
Mikado  pheasant,  Turquoise  parakeet, 
and  Rothschild's  starling.  The  numbers 
of  birds  in  captivity  are  greatly  under- 
estimated for  the  species  of  pheasants 
listed  In  tlie  proposed  rules.  No  species 
should  be  treated  as  a  CSSP  if  it  is  native 
to  the  United  States. 

Response.  The  Service  will  continue  to 
review  the  status  of  captive  populations 
of  Endangered  species.  Requests  to  de- 
termine CSSP  status,  along  with  sup- 
porting data,  should  be  sent  to  the  Direc- 
tor. The  Service  recognizes  the  potential 
hazard  to  wild  populations  which  Is  espe- 
cially great  for  species  native  to  this 
country.  Import  restrictions  will  help 
protect  animals  of  exotic  species  that 
might  be  taken  from  the  wild. 

11.  Comment.  Permits  authorizing 
conservation  exhibition  of  Endangered 
■pedes  should  not  be  limited  to  surplus 
»n1mals,    but    should    Include    animals 


being  used  In  scioitific  or  breeding  pro- 
grams. The  use  of  captive-bred  peregrine 
faic<His  in  falconry  should  be  allowed  un- 
der permits  for  conservation  exliibltlon 

Response  The  Service  recognizes  that 
situations  may  arise  where  animals  in- 
volved in  a  scientific  or  breedmg  program 
could  also ''be  used  for  conservation  exlii- 
bltlon. In  such  cases,  permits  are  avail- 
able for  the  former  activities  and  need 
not  be  sought  for  conservation  exhibi- 
tion. The  falconry  rules  in  §  21.28.  Part 
21  of  Title  50.  Code  of  Federal  Regula- 
tions, prohibit  the  use  of  species  listed  as 
E^ndangered  in  5  17.11.  Thus,  even  if  a 
permit  were  to  be  issued  for  conservation 
exliibition  of  peregrine  falcons,  their  use 
in  falconrj-  would  still  be  prohibited. 

12.  Comment.  The  definition  of  eutha- 
nasia should  include  the  condition,  that 
the  animal  can  no  longer  reproduce. 

Response.  Tne  Service  intended  the 
term  "senile"  as  used  in  defining  eutha- 
nasia to  mean  that  the  animal  is  Infirm 
due  to  old  age.  Lack  of  reproductive  abil- 
ity is  only  one  cf  several  factors  which 
can  be  used  in  det^ermining  that  an  ani- 
mal is  infimi  due  to  old  age. 

Conclusion 

Tlie  Senice  has  decided  to  revLse  the 
proposed  rules  by  removing  the  white 
eared  pheasant.  Crossoptilon  cross- 
optilon,  from  the  list  of  CSSP's.  The  pro- 
posed niles  stated  that  there  were  appar- 
ently few  captive  individuals  of  this 
species.  No  additional  data  have  been 
presented  to  Indicate  that  more  than  48 
individuals  are  in  captivity,  but  the 
status  of  the  species  will  be  reconsidered 
if  additional  data  are  submitted. 

The  Service  has  also  decided  not  to 
include  as  a  CSSP  any  Endangered 
species  tliat  is  native  to  the  United 
States.  Such  treatment  would  seriously 
weaken  the  protection  afforded  to  such 
species,  since  animals  unlawfully  cap- 
tured in  the  wild  might  be  falsely  de- 
scribed as  belonging  to  a  CSSP. 

Based  on  comments  received,  the  Serv- 
ice is  revising  the  proposed  rules  con- 
cerning permits  for  CSSP's.  It  is  expand- 
ing the  provisions  of  §  17.33  to  cover  im- 
port and  export  instead  of  using  permits 
under  5  17.32  (for  Threatened  wildlife > 
to  cover  such  activities.  Permits  will  be- 
come available  for  scientific  purposes,  or 
the  enhancement  of  propagation  or  sur- 
vival, or  economic  hardship,  or  zoological 
exhibition,  or  educational  purposes,  or 
special  purposes  consistent  with  the 
purposes  of  the  Act.  Tl:c  expanded  provi- 
sions of  §  17.33  will  cover  aU  of  the  other- 
wise prohibited  activities  that  are  nor- 
mally Involved  in  managing  CSSP's. 

Permits  are  available  pursuant  to 
§  17.33  for  a  single  transaction,  a  series 
of  transactions,  or  activities  over  a  spe- 
cific period  of  time.  However,  where  ani- 
mals are  taken  or  exported  from  the 
United  States,  permits  will  only  be  avail- 
able for  a  single  transaction  or  a  series 
of  transactions.  The  purpose  of  this  Is 
to  avoid  an  unrestricted  drata  of  ani- 
mals from  the  CSSP's.  Such  permits  may 
authorize  the  return  of  the  same  Individ- 
ual animals  to  this  country.  'Where  other 


animals  are  Imported,  whether  or  not 
they  are  from  captive  populations  out- 
side the  United  States,  a  §  17.22  (Endan- 
gered species*  permit  is  required.  This  Is 
necessary  because  the  treatment  of 
CSSP's  as  Threatened  only  applies  to 
animals  in  the  United  States. 

The  Sen  ice  has  decided  to  retain  the 
proposed  amendments  to  5  17.33  that 
would  ia>  Include  consideration  of  the 
opinions  or  views  of  scientists  or  other 
persons  or  orgarazations  having  relevant 
expertise  in  the  Issuance  criteria  for  per- 
mits; lb'  make  permits  available  for  a 
single  transaction,  a  series  of  transac- 
tions or  activities  over  a  specified  period 
of  time  when  they  do  not  involve  ex- 
portation or  taking;  (c)  make  permits 
available  for  groups  of  similar  species; 
and  'd'  establish  as  permit  conditions 
that  permittees  may  be  required  to  mark 
animals,  and  that  transactions  must  be 
reported  on  forms  provided  by  the 
Service. 

The  Service  recognizes  that  tlie  defini- 
tion of  "enhancing  the  survival  of  en- 
dangered wildlife"  is  also  applicable  to 
Threatened  species.  The  definition  has 
been  modified  to  apply  to  both  Endan- 
gered and  Threatened  species,  including 
CSSP's.  It  has  also  been  changed.  In  re- 
sponse to  comments,  to  indicate  that 
euthanasia  may  be  permitted  for  animals 
that  are  infirm  due  to  old  age  or  genetic 
defects. 

The  Service  Intends  to  review  and,  if 
necessarj-,  revise  these  rules  In  the  fu- 
ture. Comments  on  them  are  welcc«ne 
and  should  be  .sent  to  the  Director.  Peti- 
tions to  determine  that  captive  popula- 
tions of  certain  exotic  species  are  CSSP's 
are  also  invited,  and  should  be  accompa- 
nied by  data  supportmg  the  criteria  given 
in  §  17.7. 

The  following  rules  take  effect  June  1, 
1977.  They  relieve  a  restriction  and. 
therefore,  do  not  require  a  delayed  effec- 
tive date  pursuant  to  5  U.S.C.  553(d». 
Please  note  that  application  require- 
ments for  permits  to  engage  in  interstate 
commerce  in  CSSP'.s  remain  the  same  as 
in  the  proposed  rules.  .As  a  result,  appli- 
cations that  were  submitted  under  the 
proposed  rules  need  not  be  amended  to 
meet  apphcatlon  requirements  of  the 
final  rules. 

This  regulation  was  originated  by  Ar- 
thur W.  Lazarowitz  and  Richard  L. 
Jachowski  of  the  Federal  'Wildlife  Permit 
Office. 

Note. — The  Service  has  determined  that 
this  document  does  not  contain  a  major  pro- 
posal requiring  preparation  of  an  Economic 
Impact  Statement  under  Executive  Order 
11949  and  OMB  Circular  A-107. 

Dated:  May  18,  1977. 

Lynn  A.  Greenwalt. 

Director. 

Fish  and  Wildlife  Service. 

Accordingly.  Part  17.  Subchapter  B. 
Chapter  I  of  "Htle  50,  Code  of  Federal 
Regulations,  is  amended  as  follows: 

1.  In  §  17  3,  Insert  the  foDowing  ma- 
terial between  the  end  of  the  sentence 
that  defines  "Endangered"  and  the  be- 
ginning of  the  sentence  that  defines 
"Harass"; 
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••Enliance  the  survival,"  Eniuir...ir.g  '.ne 
survival,"  or  "Enhancement  of  survival" 
includes,  among  other  things,  the  follow- 
ing activities,  when  it  can  be  shown  that 
such  activities  would  not  be  detrimental 
to  the  continued  survival  of  eithes  the 
wild  or  captive  populations  of  the  species 
in  question,  and  only  when  the  animals 
involved  are  already  ih  captivity  at  the 
time  an  application  is  submitted. 

la)  Conservation  exhibition.  The  live 
exhibition  of  animals  in  a  manner  de- 
signed to  educate  the  public  to  the  eco- 
logical role  and  conservation  needs  of  the 
species,  when  such  animals  are  not  then 
needed  in  any  known  scientific  or  propa- 
gative  program  due  to  surpluses  of  cer- 
tain age  or  sex  groups,  lack  of  compat- 
ible mates,  immaturity  or  other  rea,sons. 
and  when  such  exhibition  does  not  Im- 
pair the  future  use  of  the  exhibited  ani- 
mals for  scientific  or  propagative  pur- 
poses : 

(bi  Euthanasia  When  applied  to  an 
animal  that  is  terminally  ill,  critically  in- 
jured or  infirm  due  to  old  age  or  genetic 
defects  and  when  carried  out  under  the 
order  and  super\'islon  of  a  auallfied  vet- 
erinarian; and 
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<C'  Surplus  pools  "Hie  accumulation 
and  holding  for  future  propagation  or 
scientific  purposes  of  animals  that  are 
either  not  immediately  needed  or  suitable 
for  propagation  or  scientific  purposes, 
and  that  should  be  relocated  to  relieve 
crowding  or  other  problems  hindering 
the  scientific  or  propagative  program 
at  the  location  from  which  the  animal 
would  be  removed. 

2.  In  J  17.7.  paragraph  (d)  the  first 
sentence  is  revised  to  read  as  follows: 


§  17.7      Captive,    self-Sll^^:linitlg    popiilu- 
lloti«. 

•  •  •  •       •  • 

(d)  Permits  shall  be  available  only 
pursuant  to  §  17.33  for  persons  who  wish 
to  engage  in  otherwise  prohibited  activ- 
ities with  specimens  of  wlldlLfe  listed  aa 
threatened  under  this  section. 

•  •  •  •  • 

3  In  5  17.11(1),  add  the  following  In 
alphabetical  order: 

S  17.11      FnHiinKored       and       threatened 


(V 


SpedM 


Rant!* 


fommon  nain*     Scientific  nam* 


Poputetioo 


PorUor.  en' 
Kno\m        range  where 
di.'rtnl'iiUon  threatened  or 
endangered 


SUiUJI 


ilned 


S(»irt«i 


MAMMALS 


Juniar 


N/A 


ParUhrra  oiiea.  In    captivity    tn    the 
Unit«d  States 

I^-miir,  black Lemur  macaco do N/A 

Lemur,  ring-tailed.   Lemur  catta   do N/A 

Leopard Panlhfra  par-   do "/A 

du» 
Tig»r I'antheratUiTU do «/A 


Entire T(C/P) N/A 


...do T(C/P) N/A 

.  ...do T(C/P) N/A 

do. T(C/P) N/A 

do T(C/P) N/A 


BIRDS 


I'heasant.  lirown- 
eurt'd 


Ili''a.<>ant. 

Kdward's 
I'lieaisant,  lar- 

tailed 
Diea-'ant,  Mikado-   Syrmalieut 

mikado 
I'heasant, 

i'alawan  tn'a 

cock 
I'heasant. 

Swinhoe's 


CrottoptUiyn  In    capl;v  .-.y      ii     .be      N/A 

mantchuTx-  United  Suies 

cum 
IjojAura  do N/A 

eiwardti 
Syrmaticu*        do N/A 

....do N/A 


Entire. 


T(C/P) N/A 


PolyplfCtron     do. 

emi>hanum 


l.ophura 
twinhoii 


.do. 


N/A 

N.'A 


do T(C/P) N/A 

.do T(C/P) N/A 

.do T(C/P) N/A 

.do T(C/P) N/A 


do. 


T(C/P) N/A 


i.  .\mend  §  17.33  by: 

a.  Revising  the  first  paragraph  of  the 
introductory  language; 

b.  Adding  a  sentence  to  uie  e:..i  of  tne 
paragraph  titled  '■Example   . 

c.  Amending  paragraph  a',  .uid  re- 
vising paragraph    a '    1 • : 

d.  RedesignaiiuK  exustmg  paragraplis 
(b)(5)  and  'tv  6'  a^s  paragraphs  b'  ^6' 
and  (b)  (7)  re.-.pectively,  and  adduig  a 
new  paragraph  '  b  '  5  ■  ,  and  revising  the 
new   ' b) ' 6' ; 

e.  Revising  ;>a;-a«;-a;>h  -  Permit  con- 
d'.tinris,   axid 


f  .Vnicnding  paragraph  (d).  Duration 
of  permits.  As  amended,  §  17.33  reads  as 
follows: 

§  17. ."53     Ptrinit-^ — captive,  self-sustaining 
(lopulations. 

UpHjn  receipt  of  a  complete  application, 
ihe  Director  may,  for  any  purpose  spec- 
ified In  the  first  paragrajA  of  §  17.32 
LSvSue  a  ix'rmit  for  any  activity  otherwise 
prohibited  with  regard  to  threatened 
wildlife  for  specimens  of  a  captive,  self- 
s'.Lstaining  population  (see  §  17.7).  Such 
s[>ecies  are  lL>ted  In  5  17.11  with  the  no- 


tation "T(C/P)"  ill  the  current  status 
colimm.  Permits  may  authorize  a  single 
transaction,  a  series  of  transactions  or 
activities  over  a  specific  penod  of  time. 
However,  in  the  case  of  tran.=.actions  in- 
volving exportation  or  Uaking,  permits 
may  authorize  only  a  smgle  transaction 
or  a  series  of  transactions. 

Example:  A  breeder  of  exotic  endangered 
pheasants  wants  to  buy  and  sell  captive- 
reared  endangered  birds  for  the  purpose  of 
propagation.  The  species  he  has  have  all  been 
determined  to  have  captive,  self-sustalnii.i; 
populations  pursuant  to  §  17.7,  and  such  cap- 
tive populations  have  been  listed  as  threat- 
ened [T  (C/P)  1.  He  now  may  apply  for  a  per- 
mit to  authorize  the  interstate  sale  under 
this  §  17.33.  If  his  permit  is  Lssued.  and  is 
valid  for  2  years.  It  would  cover  all  transac- 
tions of  the  type  for  which  it  was  Issued  (such 
as  sales  In  Interstate  commerce)  for  that  pe- 
riod. A  separate  permit  and  application  fee  is 
not  required  for  each  tran.saction.  Individual 
transactions  are  accounted  for  by  the  re- 
porting and  recordkeeping  requirements  in 
the  regulations,  and  those  specified  on  the 
face  of  the  permit.  At  the  end  of  the  2-year 
period,  the  permit  may  be  renewed  by  fol- 
lowing the  renewal  procedures  in  Part  1.3 
(General  Permit  Procedures),  §13.24  (Re- 
newal). In  this  instance,  application  for 
renewal  should  be  made  60  days  before  the 
ciurent  permit  expires,  to  allow  for  admin- 
istrative handling  and  publication  In  the 
Fedeeal   Register. 

(a)  Application  requirements.  .-Appli- 
cations for  permits  under  this  section 
shall  be  submitted  to  the  Director  by  the 
intended  recipient  of  the  wildlife  Each 
such  application  must  be  submitted  on 
an  official  application  form  '  Form  3-200) 
provided  by  the  Service,  and  must  in- 
clude, as  an  attachment,  the  following 
information  for  each  group  of  similar 
species: 

(1)  The  common  and  scientific  names 
of  the  species  sought  to  be  covered  by 
the  permit,  the  activity  sought  to  be  au- 
thorized (such  as  selling  in  interstate 
commerce)  and  whether  such  authoriza- 
tion is  required  for  a  single  transaction, 
a  series  of  transactions  or  activities  over 
a  specific  peritxi  of  time. 

#  *  «  *  • 

(b)  •   '    ♦ 

(5)  The  opinions  or  views  of  scientists 
or  other  persons  or  organizations  hav- 
ing expertise  concerning  the  wildlife  or 
other  matters  germane  to  the  applica- 
tion that  have  been  received  <  publication 
of  the  complete  application  m  the  Fed- 
eral Register  requesting  public  review 
and  comment  for  a  30-day  period  shall 
be  routine  for  all  requests  for  permit-s 
to  authorize  activities  over  a  specific  pe- 
riod of  time  and  others  may  be  pub- 
lished as  the  Director  deems  appropri- 
ate) ; 

(6)  Whether  the  proposed  use  of  the 
wildlife  adequatly  fulfills  one  of  the  pur- 
poses for  which  permits  may  be  issued; 

•  •  •  •  • 

(c)  Permit  condmons-  In  addition  to 
the  general  conditions  set  forth  in  Part 
13  of  this  subchapter,  every  permit  is- 
sued under  this  section  shall  be  subject 
to  the  followmg  special  cxjnditions: 
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1 '  Unless  otherwise  authorized  by 
the  permit,  the  permittee  may  not  trans- 
fer the  ownership  of  any  animal  obtained 
or  held  under  the  permit  except  to  a 
ho'.dcr  cf  a  valid  permit  issued  under 
this  section  that  authorizes  such  trans- 
fers with  regard  to  the  species  Involved. 
I  2  '  Permittee  m-a.-t  keep  complete  and 
accurate   records    of   all   activities   con- 


activiiies,  including  Individual  transac- 
tions, must  be  made  by  the  permittee  on 
forms  provided  by  the  Service    or  in  ac- 


):t. 


:e 


cordance    with    instructions 
Service. 

(3)  Permittee  may  be  requi:e.;  u-  bund. 
tattoo,  mark  or  otherwise  permanently 
identify  wildlife  held  under  authority  of 


d'  Dwatiri  c'  ;:-.-'";::,  The  dura- 
tlo::  of  ;>em;:i»^  i.'-;  uec  ui:der  tJ:i5  section 
shall  be  dc'^lKnated  on  the  face  of  the 
permit,  but  in  no  c.ase  shall  any  s^ach  per- 
mit be  valid  for  longer  tiian  2  years. 

(Se<:j5    4,  10.  Pub    V   93-306.  81  St*t.  886,  eS«. 
<:€  U.S  C    1633    :.'W9).) 


;cted  under  the  pc:-mit.  Reports  of  such     such  permit. 


I  VK  I>> 


:63':h  p.;ec  5  3: 


8  i2  un] 
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Title  16 — Commercial  Practices 

CHAPTER   II— CONSUMER   PRODUCT 
SAFETY   COMMISSION 

PART  150O— HAZARDOUS  SUBSTANCES 
AND  ARTICLES;  ADMINSTRATION  AND 
ENFORCEMENT    REGULATIONS 

IRIS  and  Fabric,  Yarn,  or  Fiber- Containing 
TRIS;      Additional      Interpretations      as 
Banned  Hazardous  Substances 
AGENCY:     Consumer    Product    Safety 
Commission. 

ACTION;  Additional  banning  interpre- 
tations of  a  statutory  provision. 
SUMMARY;  On  April  8,  1977,  tlie  Com- 
mission banned  certain  cliildren's  wear- 
ing apparel  contaimng  the  chemical 
flame  retardant  TRIS  and  certain  imcut 
fabric  containing  TRIS  which  is  in- 
tended for  sale  to  consumers  for  use  In 
children's  wearing  apparel.  On  May  5. 
1977,  pursuant  to  an  order  of  a  Federal 
district  court  judge,  the  Commission 
also  banned  certain  fabric,  yam,  and 
fiber  containing  TRIS  and  TRIS  itself 
which  is  used  in  or  intended  for  use  in 
children's  wearing  apparel.  In  this  docu- 
ment the  Commission  is  reissuing,  under 
its  own  statutory  authority  rather  than 
pursuant  to  the  court  order,  its  expanded 
banof  May  5,1977. 

DATES:  The  new  banning  interpreta- 
tions are  effective  on  Jime  1,  1977. 
FOR  FURTHER  INFXDRMATION  CON- 
TACT; 
Alan  Shakin.  Office  of  the  General 
Counsel.  Consumer  Product  Safety 
Commission,  'Wa.-^hington.  DC,  20207 
'202-634-7770  I. 
SUPPLEMENTARY  INFORMATION : 
On  April  7,  1977.  the  Commi^ion  granted 
a  petition  from  the  Environmental  De- 
fense Fund  concerning  wearing  apparel 
containing  the  chemical  flame  retardant 
Tris  (2.3-dibrompropyli  phosphate 
("TRIS"'.  The  Commission  publi.shed 
in  the  Federal  Register  on  April  8  i42 
FR  188,50-541  an  Interpretation  thatccr- 
tam  TRIS-treated  children's  wearing 
apparel  and  certain  TRIS-treatcd  uncut 
fabric  intended  for  sale  to  consumers 
for  use  m  such  apparel  were  banned  ha- 
zardous'substances  under  section  2iq' 
(1)(A»  of  the  Federal  Hazardous  Sub- 
stances Act  iFHSA). 

The  apparel  and  fabric  that  was  in 
interstate  commerce  on  April  8  or  in- 
troduced after  that  date  was  banned. 
In  addition,  such  TRIS-treated  apparel 
and  fabnc  sold  to  consumers  before 
April  8  but  not  yet  washed  was  aLso 
banned. 

On  April  20.  1977,  the  American  Ap- 
parel Manufacturing  Association 
'AAM.'Vi  filed  an  action  against  the 
Commis.sion  m  U.S.  District  Court  for 
the  District  of  Columbia.  'The  Commis- 
sion had  met  with  representatives  of 
AAMA  on  March  31.  1977,  to  discuss 
economic  and  other  factors  relating  to 
potential  Commission  action  on  TRIS>. 
A.^MA  was  seeking  an  order  that  would 
ban  TRIS-treated  fabric,  fiber,  and  yam 
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that  Is  already  incorporated  or  intended 
to  be  incorporated  into  children's  wear- 
ing apparel.  A  ban  defined  in  this  man- 
ner would  require  manufacturers  of  such 
TRIS-treated  fabric,  fiber,  and  yam  to 
repurchase  the  items  from  their  cus- 
tomers under  section  15  to  the  PHSA. 

On  April  22.  1977,  representatives  of 
the  Independent  Cutters  and  Sewers  of 
Children's  Sleepwear  met  with  the  Com- 
nussion  and  submitted  a  petition  to 
reconsider  the  form  of  the  Commission's 
April  8  ban.  The  Commission  believes 
that  the  ban  issued  below  constitutes 
a  granting  of  that  petition.  In  addition, 
the  EDF  made  a  similar  request  in  an 
April  26  letter  to  the  Commission. 

U.S.  District  Judge  George  L.  Hart, 
on  May  3,  1977.  entered  an  order  finding 
that  the  Commission   acted  arbitrarily 
and  capriciously  In  limiting  its  April  8 
band  such  that  the  full  economic  burden 
of  the  ban  fell  only  on  retailers  and  gar- 
ment manufacturers.  The  court  enjoined 
the    Commission    from    enforcing    the 
FHSA    repurchase    provisions    against 
products  banned  on  April   8   unless   It 
expanded  the  scope  of  that  ban  within 
10  days.  Pursuant  to  Judge  Hart's  order, 
the  Commission  published  in  the  Fed- 
eral Register  of  May  5  (42  FR  22878-79) 
a  ban  wliich  added  to  its  ban  of  April  8. 
The  May  5  ban  classified  two  addi- 
tional categories  of  TRIS  products  as 
batrned     hazardous     substances;      'a> 
TRIS-treated    fabric,    yarn,    and    fiber 
which   is  used  or  intended  for  use  in 
children's  wearing  apparel  and  (b)  TRIS 
used  or  intended  for  use  in  children's 
wearing   apparel.   In  both   cases,   those 
products   sold   before   April   8   and   al- 
ready washed  *or  contained  in  wearing 
apparel  that  has  already  been  washed) 
were  not  within  the  scope  of  the  ban. 

The  additional  categories  of  TRIS 
products  did  not  ban  any  additional 
product  sold  to  consumers.  Rather,  the 
expanded  ban  required  additional  manu- 
facturers to  repurchase  the  TRIS- 
treated  wearing  apparel  and  fabric  that 
were  banned  on  April  8. 

On  May  12  the  U.S.  Court  of  Appeals 
for  the  Di.'^trict  of  Columbia  stayed 
Judge  Hart's  order  and  the  Commission's 
May  5  ban.  On  May  19  the  Court  of 
Appeals  lifted  the  stay  and  vacated 
Judge  Hart's  order  upon  the  representa- 
tion of  the  Commission  that  it  would 
take  prompt  and  decisive  action  in  the 
matter.  The  Commission  had  Indicated 
to  the  Court  that  it  would  expand  the 
ban  pursuant  to  its  own  authority 
rather  than  pursuant  to  Judge  Hart's 
May  3  order,  as  the  Commission  did  on 
May  5.  The  ban  issued  below  constitutes 
the  action  that  the  Commission  indicated 
It  would  Uike. 

On  May  23,  in  an  action  filed  in  the 
US.  District  Court  for  South  Carolina 
by  Springs  Mills,  a  textile  manufacturer, 
Judge  Robert  F.  Chapman  entered  a  pre- 
liminary injunction.  The  injunctlcai 
restrains  the  Commission  from  applying 
or  enforcing  its  TRIS  regulations  against 
Springs  Mills,  Inc.,  or  aganist  any  TRIS- 
treated  fabrics,  yams,  or  fibers  manu- 
factured by  Springs  Mills. 


Hazard 

A.    BACKGROtTND 

In  March  1976  the  Environmental  De- 
fense Fund  (EDF>.  a  health -oriented 
public  interest  organization,  petitioned 
the  Commission  to  require  cautionary- 
labeling  for  wearing  apparel  containing 
TRIS  in  surface  concentrations  in  exce.ss 
of  100  parts  per  million  tppm) .  This  pe- 
tition (HP  76-10)  was  based  on  data  that 
showed  that  TRIS  was  capable  of  induc- 
ing mutations  in  Salmonella  typhimu- 
rium  when  tested  in  both  the  presence 
and  absence  of  metabolic  activating  sys- 
tems <i,  2,  3'.'  The  petition  asserted  at 
page  10  that  this  test  has  been  shown 
to  be  a  "highly  reliable  predictor"  of  car- 
cinogenicity. 

The  Commission  conducted  a  search 
of  the  existing  literature  in  April  1976. 
and  initiated  a  biological  testing  program 
in  its  own  laboratories  in  June  1976  to 
evaluate  the  scientific  issues  raised  in 
the  petition.  In  addition,  the  Commission 
asked  the  National  Cancer  Institute 
(NCI)  to  expedite  its  rat  and  mouse  car- 
cinogenicity feeding  studies  involving 
TRIS  that  were  already  underway  (4). 
The  NCI  agreed  to  provide  the  Commis- 
sion with  preliminary  results  from  these 
studies  as  they  became  available  '5) . 

On  Pebmary  4,  1977  the  Commission 
obtained  the  preliminary  NCI  test  data 
(6> .  'Within  two  weeks,  the  Commission's 
Bureau  of  Biomedical  Science  (BBSi 
provided  a  statistical  analysis  of  the  NCI 
rat  and  mouse  bioassay  study  <7K 

Based  on  its  analysis  of  the  same  NCI 
preliminary  test  results.  EDF  petitioned 
the  Commission  on  February  8.  1977  (HF 
77-8) ,  to  ban  the  sale  of  wearing  apparel 
containing  TRIS  '  8 ' .  The  Commission's 
technical  staff  met  with  Dr.  Robert 
Harris,  Dr.  Joseph  Highland,  and  Mr. 
Robert  Ranch  of  EDF  on  February  18 
to  discuss  this  petition. 

On  March  2.  the  Commission  met  with 
Dr.  Marvin  Schneiderman,  an  Associate 
Director  of  the  National  Cancer  Insti- 
tute, and  on  March  8  the  Commission 
met  with  the  same  EDF  representatives 
that  had  met  with  the  staff.  All  of  these 
meetings  were  open  to  the  public  and 
transcripts  are  available  (9.  10.  Hi. 

Ms.  Joanne  Siegel  and  Dr.  Reuben 
Epstein  also  petitioned  the  Commission. 
on  February  1,  1977,  to  address  the  risk 
presented  by  wearing  apparel  containing 
TRIS  (121.  This  petition  (FP  77-1)  re- 
quests the  Commission  to  amend  or  re- 
voke its  flammabllity  standard  for  chil- 
dren's sleepwear  sizes  0-6X  (16  CFR  Part 
1615) .  issued  under  the  Flammable  Fab- 
rics Act,  which  has  encouraged  the  use 
by  manufacturers  of  TRIS  as  a  flame  re- 
tardant (although  this  standard  imposes 
performance  requirements  concerning 
flame  resistance,  it  neither  prohibits  nor 
requires  the  use  of  TRIS  or  any  other 
chemical  flame  retardant) . 

On  March  16.  1977,  an  updated  draft 
of  the  TRIS  bioassay  results  was  released 
by  NCI  for  the  March  25  meetings  of  the 


1  Th»  documents  cited  by  parenthetical 
numbers  correspond  to  the  docunaents  listed 
In  the  section  on  "References,"  below. 
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Data  Evaluation  and  Risk  Assessment 
Subgroups  of  the  Clearinghouse  on  En- 
vironmental Carcinogens  (13 ».  Tliese 
two  subgroups  act  as  statutory  advisory 
groups  to  the  NCI's  Division  of  Cancer 
Cause  and  Prevention.  At  its  March  25 
meeting,  the  Data  Evaluation  Subgroup 
reviewed  and  approved  the  NCI  bioassay 
results  for  TRIS  (14) . 

Early  in  April  1977,  the  Commission 
completed  its  final  report  <15»  on  its 
subchronic  dermal  and  oral  ingestion 
studies  along  with  radioactive  "C-TRIS 
tracer  studies  and  human  lifetime  risk 
estii^ates  of  cancer  in  the  human  popu- 
lation. These  will  be  discussed  in  more 
detail  in  the  section  below. 

B.    CARCINOGENICITY 

The  Commission  has  carefully  re- 
viewed the  preliminary  data  from  the 
National  Cancer  Institute  on  the  car- 
cinogenicity of  TRIS  (fi) .  Under  the  NCI 
testing  program,  begun  early  in  1974, 
rata  and  mice  were  fed  TRIS  dsiily  at 
two  dose  levels.  Weanling  animals  of  both 
sexes  were  placed  on  diets  containing  50 
(low  dose)  or  100  (high  dose)  ppm  TRIS 
in  the  case  of  rats;  500  Gow  dose)  or  1000 
(high  dose)  ppm  TRIS  in  the  case  of 
mice;  or  no  TRIS  (control  animals'. 
After  two  years  the  sui^aving  animals 
were  sacrificed  and  examined  for  patho- 
logical changes. 

The  test  mice  that  were  fed  TRIS 
developed  tumors  in  the  liver,  the  kidney, 
the  lung,  and  the  stomach  and  the  test 
rats  developed  tumors  in  the  kidneys 
(preliminary  Table  n  in  (6)  » .  These  test 
data  establish  TRIS  as  an  animal  car- 
cinogen in  two  species  and  at  multiple 
sites. 

The  Commission  has  no  conclusive 
data  that  establish  that  TRIS  has  caused 
cancer  in  humans.  Since  cancers  develop 
over  many  years  and  cannot  be  easily 
linked  to  particular  causes,  this  Is  not 
unexpected.  The  Commission's  Office  of 
the  Medical  Director  (OMD)  beUeves 
that  once  a  substance  is  established  as 
an  anim£d  carcinogen  it  can  never  be  as- 
sured as  a  safe  substance  for  human 
exposure  (16) .  In  addition.  OMD  believes 
that  all  known  human  carcinogens  have 
been  shown  to  be  carcinogenic  in  labora- 
tory animals  {16,  17). 

Dr.  Marvin  Schneiderman  of  NCI  has 
told  the  Commission  that  he  knows  of 
no  chemicals  that  provide  a  high  risk  to 
animals  but  no  risk  to  humans  (pp.  43- 
44  of  ( 10 )) .  The  February  1977  EDF  peti- 
tion tisserts  that  TRIS  is  as  potent  or 
more  potent  in  animals  than  a  number 
of  known  human  carcinogens  (pp.  13- 
13a  of  («)).  Research  Associate  N.  Kim 
Hooper  and  Professor  Bruce  N.  Ames  of 
the  University  of  California,  Berkeley's 
Department  of  Biochemistry,  have  stated 
in  a  March  21,  1977,  letter  to  Chairman 
Byingt<Hi  1.18)  that  TRIS  is  a  more  po- 
tent carcinogen  than  the  human  car- 
cinogen benzidine  or  B-naphthylamine 
(p,  3  of  (1«)). 

In  a  Jime  2,  1976,  report,  il9).  the 
National  Cancer  Advisory  Board  states; 
"A  major  soxxrce  of  data  on  carcinoge- 
nicity comes  from  bioassays  in  experl- 
menttd  animals.  Experience  has  indicated 
tiiat,  with  one  or  two  possible  exceptions. 


compoimds  that  are  carcinogenic  in 
humans  are  also  carcinogenic  m  one  or 
more  experimental  animal  bioassay  sys- 
tems. In  addition,  several  compounds 
first  detected  as  carcinogens  m  experi- 
mental animals  were  later  found  to  cause 
human  cancer  Demonstration  that  a 
compound  is  carcinogenic  in  animals 
should,  therefore,  be  considered  endence 
that  it  is  likely  to  be  carcinogenic  in 
humans,  miless  there  is  strong  evidence 
in  humans  to  the  contran,- '  'See  also 
p.  11  of  («>.» 

C.    MUTAGENICITY 

The  Commission  has  received  several 
reports  on  the  mutagenic  pKjtential  of 
TRIS.  Hooper  €md  Ames  (pp  1  and  3  of 
(18 >  )  focus  on  bacterial  systems  utilizing 
various  grades  of  TRIS  and  TRIS- 
treated  cloth.  They  aJso  point  out  that 
TRIS  is  a  potent  mutagen  in  Drosophila. 
causing  large  numbers  of  recessive  lethal 
mutations  m  offspring.  Moreover,  they 
assert  that  TRIS  is  capable  of  causing 
damage  to  DNA  synthesis  in  hiunan  cells 
in  tissue  culture. 

The  general  assertion  of  Hoc'per  and 
Ames  Is  that  TRIS  Is  mutagenic  and 
"likely  to  cause  genetic  birth  defects  in 
the  offspring  of  children  exposed  to  it " 
(.p.  1  of  (18>  I .  They  base  this  conclusion 
on  their  belief  that  TRIS  can  be  absorbed 
through  the  scrotum  and  could  effect 
spermatogenesis. 

Dr.  M.  Prival.  in  an  article  entitled. 
"Tris  (2.  3-Dibromopropyli  Phasphate 
Mutagenicity  of  a  Widely  Used  Flame 
Retardant"  i20',  has  found  TRIS  to  be 
mutagenic  in  histldlne-requiring  strains 
of  Salmonella  typhlmurium  (although 
he  does  not  believe  his  results  conclusive- 
ly demonstrate  that  TRIS  is  a  carcino- 
gen) . 

It  must  be  noted  that  the  BBS  analjsLs 
of  bcme  marrow  chromo<somes  obtained 
from  rats  which  received  either  a  single 
or  multiple  dally  oral  dose  of  TRIS  five 
days  per  week  for  13  weeks  did  not 
demonstrate  any  chromosome  aberra- 
tions (15 » . 

D.    EXPOSURE 

IRIS  is  mcorporated  mto  some  wear- 
ing apparel  in  at  least  two  ways,  accord- 
ing to  Information  obtained  by  the 
Commission's  Bureau  of  Engineering 
Sciences  (.21).  Certain  wearing  apparel 
is  manufactured  from  fabric  knitted  or 
woven  from  fibers  that  contain  TRIS. 
Other  apparel  is  manufactured  from 
fabric  that  has  been  topically  treated 
with  TRIS.  In  both  cases,  some  TRIS 
that  is  not  tightly  bound  or  contained 
within  the  fibers  can  be  removed  from 
the  garment  by  the  sucking,  or  "mouth- 
ing," of  an  infant  on  the  sleeve  or  other 
portion  of  the  garment.  The  TRIS  that 
infants  can  ingest  in  this  manner  is  a 
source  of  expasure  of  infants  to  TRIS. 
Another  source  of  exposure  is  absorption 
through  the  skin. 

The  Commission  has  reviewed  various 
estimates  of  the  amount  of  TRIS  to 
which  a  child  may  be  exposed  TTiese 
estimates  come  from  a  March  16,  1977, 
report  prepared  by  the  Bureau  of 
Biomedical  Science  ^22)  :  from  a  March 
8,  1977.  report  by  Robert  H.  Harris.  Ph. 


D  .  of  EDF  entitled  Estimating  the  Can- 
cer Hazard  to  Children  from  Tris-treated 
Sleepwear  <23  ;  and  from  the  March  21 
Hooper  and  Ames  letter  dS',  The  gen- 
eral assumptions  underlying  all  of  these 
estimates  are  <a)  that  a  child  mouths 
tlie  garment  and  ingests  available  TRIS; 
ib»  that  there  Is  absorption  through  the 
skin :  and  ( c '  tliat  the  child  wears 
numerous  garments  over  a  period  of  time 
containing  various  amounts  of  available 
TRIS. 

( 1 1  Bureau  of  Biomedical  Science.  BBS 
has  prepared  a  range  of  estimates  on  the 
amount  of  TRIS  to  which  a  child  could 
be  exposed  over  a  6-year  period,  both 
from  skin  absorption  and  from  mouth- 
ing. Their  estimates  of  total  TRIS 
absorbed  range  from  2.5  to  77,4  mg  kg. 
depending  upon  the  body  area  exposed 
to  TRIS-treated  garments. 

In  the  Commission's  subchronic  toxic- 
ity and  dermal  p^^netratlon  studies,  the 
groups  of  rats  which  received  daily  dcises 
01  TRIS  by  tlie  o.-al  route  '25  mg  kg  and 
250  mg/kgi  demonsti-ated  renal  nephro- 
sis following  a  13  week  period.  The 
weekly  dermal  application  of  1  ml  kg  of 
undiluted  TRIS  to  clipped  rabbits  pro- 
duced renal  nephrosis  and  testicular 
atrophy  also  at  the  end  of  a  13  week 
period.  These  data  correlate  well  with 
NCIs  finding  of  renal  carcinoma  in  rats 
and  mice  at  a  2-year  period. 

The  degree  of  penetration  of  TRIS  ui 
rabbit  and  rat  of  both  sexes  was  deter- 
mined following  dermal  application  of 
'C-TRIS  at  0  9  ml  kg  and  at  0,05  ml  kg 
Radiolabeled  TRIS  from  TRIS-treated 
cloth  was  also  shown  to  penetrate  the 
skins  of  rabbits.  Penetration  was  en- 
hanced by  the  presence  of  urine  on  the 
clotli.  The  kidney  was  found  to  be  the 
organ  of  highest  specific  radioactivity  in 
all  cases  Most  of  the  absorbed  radio- 
labeled TRIS  was  excreted  in  the  urine 
I  for  more  detail  see  (15)  » , 

'  2  I  Environmental  Defense  Fund.  EDF 
estimates  of  the  total  Ufetime  exposure 
for  a  child  range  between  0.085  mg  kg  to 
85  mg  kg  (p  15  of  (23>  )  and  are  based 
primarily  upon  dermal  absorption  for  a 
10  or  20  kg  child  exposed  to  one.  ten.  or 
20  pairs  of  TRIS  treated  sleepwear. 

'3'  Hooper  and  Ames.  Based  on  one 
year  of  exposure  of  a  7  kg.  cliild.  Ames 
and  Hooper  estimate  that  the  exposure 
due  to  deniial  absorption  would  be  70 
mg  kg  year  and  the  dose  a  child  receives 
by  sucking  is  estimated  as  one  percent  of 
tliat  obtained  through  skin  absorption 
dS', 

E.    RISK   ASSESSMENT 

The  Commission  has  considered  risk 
assessments  that  are  based  on  the  esti- 
mates of  exposure  cited  in  Section  D, 
above.  The  methods  used  to  prepare  the 
estimates  are  de.scribed  in  a  March  1977 
paper  entitled.  Estimates  of  Human 
Lifetime  Carcinogenic  Risk  from  Expo- 
sure to  TRIS,  prepared  by  Drs,  Charles 
Brown,  Marvin  Schneiderman.  and  Ken- 
neth Chu  of  the  National  Cancer  Insti- 
tute i24> .  The  statistical  extrapolations 
are  based  on  the  use  of  two  mathematical 
models:  the  single-hit  model  'linear  no 
threshold'  and  the  log-probit  model 
(Mantel-Bryan)       The     use     of     these 
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mathematical  models  and  the  extrapola- 
tions from  animals  to  man  rest  on  the 
following  assumption.s  uat  the  animal 
dose  can  be  converted  to  an  "aqTiivalent" 
human  exposure  level;  <b)  mouse  and 
man.  and  rat  and  man.  have  equal  sensi- 
tivities to  TRIS;  (O  infants  and  chil- 
dren are  no  more,  or  less,  sensitive  to 
TRIS  than  are  adults:  and  (d)  the  dose 
given  to  an  animal  during  its  entire  life 
can  be  converted  to  an  equivalent  daily 
dose  during  a  specific  period  of  time 
which  is  less  than  a  lifetime. 

(1>  Bureau  of  Biomedical  Science. 
BBS  has  projected  cancer  incidence  rates 
based  on  its  exposure  estimates  and  on 
data  from  the  NCI  study.  These  pro- 
jected rates  show  the  kidney  to  be  the 
primary  target  organ.  The  best  estimate 
of  BBS  '25'  Ls  approximately  300  kidney 
cancers  per  million  mnle  population  For 
females  the  projected  rate  Is  about  one- 
fifth  that  of  males. 

Based  on  the  single  hit  model  the  BBS 
estimates  for  lifetime  risk  of  cancer  of 
the  kidney  Is  between  60  and  1.800  ca.ses 
per  million  male  ixspulation.  For  the  log 
probit  model  the  estimates  range  from  25 
to  5,100  cases  per  million  males  All  of 
these  estimates  are  lifetime  risk  or  life- 
time incidence  estimates. 

<2>  Environmental  Defense  Fund  EDF 
also  provided  its  estimates  on  human 
exposure  to  NCI  which  used  the  same 
models,  and  these  data  provided  esti- 
mates of  a  lifetime  incidence  of  cancer 
of  as  high  as  6,000  per  million  male  popu- 
lation, based  on  maximum  exposure,  the 
rat  kidney  and  the  log  probit  model 

i3>  Hooper  and  Amet.  Hooper  and 
Ames  estimate  that  for  one  year  of  ex- 
posure. 1.7  percent  of  the  children  would 
develop  cancer  (17.000  cases  million'. 
An  exposure  throughout  childhood  would 
give  a  higher  risk  fp.  8  of  (f*)  > . 

F.     EFFECT    OF    W.ASHING 

There  Ls  evidence  both  from  the  March 
1976  EDF  petition  'i>  and  from  reports 
of  the  Commission's  Bureau  of  Engineer- 
ing Sciences  (21  >  that  the  amount  of 
TRIS  that  can  be  easily  removed  from 
a  garment  is  appreciably  reduced  by  re- 
peated washings.  The  March  1976  peti- 
tion states  at  pace  5  that  "•  •  •  most 
of  the  surface  TRIS  could  be  washed  out 
of  the  fabrics,  which  imphes  that  laun- 
dering in  use  will  reduce  exposure  to 
TRIS.  For  example,  two  samples  of  dif- 
ferent polyester  fabric  had  70.000  npm 
and  37.500  ppm  of  surface  TRIS  before, 
and  35  ppm  and  100  ppm  of  surface  TRIS 
after  wa."^hing.  resj^ectively  It  would  ap- 
pear from  these  studies  that  during  the 
first  three  washmgs  of  ixjlyester  fabncs. 
surface  TRIS  can  be  reduced  by  greater 
than  95  percent,  while  the  total  amount 
in  the  fabric  will  be  reduced  by  only 
about  12  percent."  (.The  fabric  contain- 
ing 70.000  ppm  had  been  specifically 
treated  for  test  purposes  and  has  not 
been  commercially  marketed.) 

According  to  the  BBS  review  of  liter- 
ature data,  acetate  fabrics  contain  65- 


600  ppm  "surface  TRIS"  '  'more  uniform 
and  lower  concentrations  that  polyester) 
and  polyester  fabrics  contain  260-37.500 
ppm  surface  TRIS.  Although  BES 
stresses  the  limited  reliability  of  these 
figures,  estimates  from  the  studies  show 
that  washing  removes  up  to  85  percent 
of  surface  concentration  in  acetate  fab- 
rics and  from  21  to  82  percent  in  poly- 
ester fabrics. 

G.  EFFECT  ON  FLAMMABILITY  INJURIES 

Much  of  the  use  of  TRIS  in  wearing 
apparel  is  to  meet  the  Commission's 
flammability  standards  for  children's 
sleepwear  (16  CFR  Parts  1615  and  1616>. 
The  Commission's  Bureau  of  Epidemi- 
ology iBEPi  believes,  based  on  an  anal- 
ysis of  injur>'  information  and  on  an  ar- 
ticle on  children  treated  by  physicians 
that  children  who  are  burned  whUe  wear- 
ing flame-resistant  sleepwear  tend  to 
sustain  less  extensive  bums  than  children 
who  are  burned  while  wearing  non- 
flame-resistant  sleepwear  (26).  Date  In- 
dicate that  the  number  df  deaths  to 
children  ages  1-4  due  to  clothing  ignition 
decreased  following  the  effective  date  of 
the  standard  for  children's  sleepwear  in 
sizes  0-6X. 

Because  the  Commission's  flammabil- 
ity standards  for  children's  sleepwear 
are  performance  standards,  the  Com- 
mission assumes  that  manufacturers  can 
and  will  comply  with  the  standard  with- 
out using  TRIS  or  any  other  chemical 
which  presents  a  hazard  to  the  con- 
sumer. There  are  fabrics  which  meet 
the  standard  without  using  any  chemical 
flame  retardants  1-27 1 . 

Marketing  Factors 

Garments  treated  with  TRIS  are  made 
of  either  100  percent  polyester  or  acetate 
and  triacetate  blends.  There  is  no  cer- 
tain \<-ay  to  distinguish  among  100  per- 
cent polyester  fabrics  that  are  untreated, 
treated  with  TRIS,  or  treated  with  an- 
other flame  retardant.  The  Commission 
understands,  however,  that  all  acetate 
and  triacetate  fibers  used  in  children's 
sleepwear  fabrics  contain  TRIS. 

The  Commission  has  found  that  flame 
resisunt  garments  currently  on  the 
market  are:  (a'  children's  sleepwear. 
sizes  0-14,  for  which  the  flame  resistant 
requirement  is  mandatory,  and  (b)  those 
which  resulted  from  voluntary  programs 
undertaken  by  a  few  major  retailers.  The 
Commission  believes  that  there  is  no 
significant  Inventory  of  flame-resistant 
garments  resulting  from  voluntary  pro- 
grams at  this  time  i  p.  4  of  1 27) ) . 
Tlie  Commission's  Bureau  of  Economic 
,  Analysis  'BEA' ,  In  a  March  21.  1977  re- 


« The  term  "surface  TRIS"  is  merely  one  of 
convenience.  Whether  or  not  the  easily  re- 
movable TRIS  Is  Uterally  on  the  surface  of 
the  fibers  Is  unknown.  The  more  funda- 
mental distinction  would  appear  to  b«  l>e- 
tween  that  amount  of  TRIS  that  Is  loosely 
bound  to  fibers  and  that  which  la  more 
tightly  bound,  wherever  It  may  be. 


port  <2S'i  has  estimated  that  18  million 
garments,  over  one-third  of  the  spring 
1977  production  of  children's  sleepwear, 
contain  TTRIS.  With  Inventories  taken 
Into  acx?ount,  the  portion  of  TRIS- 
treated  merchandise  was  estimated  in 
April  1977  to  be  over  40  percent  of  all 
children's  sleepwear  in  the  retail  pipe- 
line, or  about  20  million  garments.  About 
10-20  percent  of  this  had  already  been 
sold  to  consumers.  In  addition,  BEA  esti- 
mated that  about  7  million  square  yards 
of  TRIS-treated  fabric  was  then  in  in- 
ventory with  fabric  and  garment  pro- 
ducers. ' 

BEA  believes  tliat  a  small  number  of 
national  retail  chain  outlets  and  very 
large  discount  stores  account  for  more 
than  55  percent  of  children's  sleepwear 
sales,  while  department  stores  account 
for  20  percent,  and  specialty  and  variety 
stores  account  for  less  than  ten  percent 
of  annual  sales. 

Ein'iRONiiENTAi,  Impact 

The  Commission  has  considered  the 
environmental  Impact  of  its  ban.  A  pre- 
liminary environmental  assessment  was 
available  when  the  April  8  bar  was  pub- 
lished (29).  A  final  a.ssessment  is  now 
available  (30) ,  and  it  primarily  addresses 
the  questions  of  a)  disposal  of  TRIS- 
treated  garments,  fabrics,  fibers,  and 
yarns  and  b)  the  use  of  .substitute  chemi- 
cal flame-retardants  and  substitute  end- 
use  products.  The  Commi.sslon  has  begun 
work  on  an  environmental  impact  state- 
ment. 

Because  of  the  emergency  circum- 
stances of  the  ban  of  TRIS  products,  the 
Commission  has  been  in  contact  with 
the  Council  on  Environmental  Quality 
(CEQ)  concerning  alternative  arrange- 
ments for  complying  with  the  CEQ 
guidelines  on  the  National  Environ- 
mental Policy  Act.  A  Commission  letter 
to  CEQ  on  this  subject  and  a  response 
indicating  CEQ's  concurrence  are  avail- 
able (Z1.32). 
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STATtrroRT  Findings 

Section  2(f)(1)(A)  of  the  Federal 
Hazardous  Substances  Act  (15  UJ3.C. 
1261(f)  (1)  (A) )  defines  "hazardous  sub- 


stance" as  "any  substance  or  mixture  of 
substances  which  is  toxic  •  •  *  if  such 
substance  or  mixture  of  substances  may 
cause  substantial  personal  injury  or  sub- 
stantial illness  during  or  as  a  proximate 
result  of  any  customary  or  reasonably 
foreseeable  handling  or  use,  including 
reasonably  foreseeable  Ingestion  by 
children."  Section  2ig>  of  the  FHSA  US 
U.S  C.  1261igi  I  states  that  'itlhe  term 
'toxic"  shall  apply  to  any  substance  *  *  * 
which  has  the  capacity  to  produce  per- 
sonal injury  or  illness  to  man  through 
Ingestion,  inhalation,  or  absorption 
through  anv  bodv  pijrface."  Section  2iq) 
(1)(A)  of  the  FHSA  (15  U.S.C.  1261  iq' 
1 1)  (A>  )  defines  "banned  hazardous  sub- 
stance" as  "any  toy,  or  other  article  in- 
tended for  use  by  children,  which  is  a 
hazardous  substance,  or  which  bears  or 
contains  a  hazardous  substance  in  such 
manner  as  to  be  susceptible  of  access  by  a 
child  to  whom  such  toy  or  other  article 
is  entrusted." 

Section  15  of  the  FHSA  (15  U.S.C. 
1274)  concerns  the  repurchase  of 
banned  hazardous  substances  by  manu- 
facturers and  others  in  the  chain  of  dis- 
tribution. The  Commissions  ban  of  TRIS 
products  involves  more  than  one  type  of 
manufacturer,  including  manufacturers 
of  the  affected  chemical,  fiber,  fabric, 
yarn  and  garments.  Becau.se  such  a  mul- 
tiple manufacturer  situation  exists,  the 
Commi-ssion  must  clarify  a  number  of 
questions  concerning  repurchase  that 
have  been  raised.  The  Commission  ex- 
pects to  issue  such  a  clarification,  prob- 
ably by  publication  in  the  Federal  Reg- 
ister, as  soon  as  possible. 

The  Commission  has  already  found 
tliat  TRIS-treated  children's  wearing 
apparel  and  TRIS-treated  uncut  fabric 
intended  for  sale  to  consumers  for  use  in 
such  apparel  are  banned  hazardous  sub- 
stances if  they  were  in  interstate  com- 
merce on  April  8.  1977.  were  or  are  intro- 
duced into  interstate  commerce  after 
that  date,  or  were  sold  to  consumers  be- 
fore that  date  but  are  not  yet  washed  (42 
FR  18853).  Tlie  Commission  found  that 
such  items  are  'toxic"  within  the  mean- 
ing of  section  2ig)  of  the  FHSA  and  that 
tliey  may  cause  substantial  illness  as  a 
result  of  their  exposure  to  children 
within  the  meaning  of  section  2 'fi  (1>  iA> 
of  the  FHSA. 

The  Commi.'=?ion's  expanded  ban,  is- 
sued below,  does  not  ban  any  products 
sold  at  retail  that  were  not  already 
banned  on  April  8.  Ratlier,  it  bans  certain 
components  of  the  products  banned  on 
April  8.  Therefore,  the  statutor>-  findings 
as  to  the  risk  presented  are  identical. 

The  Commission  decided  that  the  only 
products  sold  to  consumers  before  April 
8  that  were  banned  were  those  products 
not  yet  washed  by  consumers.  There  were 
a  number  of  reasons  why  the  Commis- 
sion framed  its  ban  in  this  manner. 

E-vidence  before  the  Commission  indi- 
cated that  wa':hirLg  removes  much  of  the 
TRIS  In  clothing  and  fabric  that  might 
otherwise  be  available  for  absorption  and 
Ingestion.  The  Ctommlsslcm  believes  that 
most  of  the  clothing  and  fabric  that  con- 
sumers bought  before  April  8  has  been 
washed  one  or  more  times.  The  Commis- 


sion did  not  find  that  TRIS-treated 
clotliing  and  fabric  bought  before  April 
8,  and  already  washed  by  consumers.  Is 
necessarily  "safe." 

It  should  also  be  noted  that  the  Com- 
mission believes  that  TRIS-treated  cloth- 
ing, fabric,  yaxn.  and  fiber  not  yet  sold 
by  April  8,  even  If  washed  during  one  or 
more  stages  of  the  manufacturing  proc- 
esses, will  cause  substantial  Illness.  The 
Commission's  test  data  and  other  evalua- 
tions of  the  risk  of  TRIS  products  were 
based  for  the  most  part  on  garments 
already  manufactured  and  ready  for 
retail  sale. 

There  were  other  important  reasons, 
besides  wasliing  by  consumers,  why  the 
Commission  framed  its  ban  in  tlie 
manner  it  did.  These  Include  the  massive 
marketplace  disruption  that  such  a  ban 
would  undoubtedly  involve;  the  In- 
creased and  needless  anguish  that 
parents  of  children  who  have  been  ex- 
posed to  the  wnshed  clotliing  and  fabric 
would  feel;  and  the  practical  dlflScultles 
associated  witli  tracing  and  repurcliasing 
approximately'  120  million  items  that  are 
years  old  and  often  lacking  identifying 
labels. 

As  already  mentioned,  sections  2(f) 
1 1 1  I  Ai  and  2'g>  of  the  FHSA  define  the 
terms  "hazardous  s'jbstance"  and  "toxic." 
The  Commission  believes  that  Uie  TRIS 
products  it  has  banned,  on  April  8  and 
m  the  order  issued  below,  fall  clearly 
within  both  of  tho.sc  deflnltons.  Since 
they  arc  also  intended  for  use  by  chil- 
dren, they  are  banned  by  section  2'q)  (1) 
(A  I  which  defines  the  term  "banned  haz- 
ardous substance."  As  the  legislative  his- 
tor>-  srtates.  "[tloys  or  other  articles  in- 
tended for  use  by  children  which  bear  or 
contain  a  hazardous  sut>stance  are 
banned  by  the  language  of  the  bill  it- 
self •  •  •  "  (Senate  Report  No.  1551. 
89th  Cong  .  2d  Sess..  page  2) . 

The  Commission  has  the  discretion. 
under  section  3(a)  of  the  FHSA.  to  con- 
duct a  rulemaking  proceeding  before  it 
declares  a  substance  to  be  a  hazardous 
substance.  This  provision  is  available  for 
use  "[wlhenever  in  the  judgment  of  tlie 
[Commission]  such  action  will  promote 
the  objectives  of  tliis  Act  by  avoiding 
or  resohing  uncertainty  as  to  Its 
application  •   •   •". 

If  the  Commission  had  anj-  uncertainty 
about  whether  the  TRIS  products  were 
hazardous  substances,  it  would  have  con- 
ducted a  rule-making  proceeding  accord- 
ing to  the  procedures  prescribed  In  sec- 
tions 701  le),  (f) .  and  (g»  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act.  as 
required  by  section  3ia>  (2i  of  the  FHSA. 

The  ComLmission  found,  however,  that 
the  evidence  supporting  the  risk  of  illness 
presented  by  the  TRIS  products  is  over- 
whelming. The  two-j-ear  NCI  feeding 
study  sliows  the  potency  of  TRIS  as  a 
carclnc^^en  In  animals.  The  strong  link 
between  animal  carcinogens  and  human 
carcinogens  is  supported  by  numerous 
authorities.  The  available  tests  concern- 
ing absorption  of  TRIS  through  the  skin 
are  persuasive  and  the  resulting  risk 
assessments  performed  by  NCI  have 
enormous  Implications  for  the  health  of 
ciilldren   who   would   continue    to   wear 
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TRIS-treated  clothing.  The  fact  that  the 
cases  of  cancer  will  not  appear  immedi- 
ately does  not  rnir.inii/e  tJie  serio'isness 
of  the  present  n^i. 

Separate  from  the  ric^'; t.  '>f  a  pro- 
ceeding under  section  3  a  of  the  FHSA. 
there  is  the  consideration  that  the  Ad- 
ministrative Procedure  Act  imposes  re- 
quirements on  agencies  for  notice  of 
proposed  rulemaking,  opportunity  for 
public  participation,  and  a  delayed  ef- 
fective date  (5  U  S.C.  553 ».  However, 
these  requirements  are  not  applicable  to 
interpretive  rules  or  general  statements 
of  pohcy  and  are  therefore  not  applica- 
ble to  the  interpretation  announced  in 
this  document.  Even  if  the  rules  were 
to  be  considered  general  rulemaking, 
the  Commission  for  good  cause  finds  that 
notice  and  public  comment  and  a  de- 
layed effective  date  are  contrary-  to  the 
public  interest  because  the  statutory 
intent  and  structure  of  the  FHSA  is  that 
children's  articles  that  mav  cause  sub- 
stantial illness  based  on  tfu nr  'oxicity 
must  be  banned  without  any  delav. 

Although  codification  in  the  Code  of 
Federal  Regulations  is  not  rftjulred  in 
this  instance,  the  Comnii.v-.ion  believes 
that  a  precise  articulation  of  what  prod- 
ucts are  banned  hazardous  .substance.s  is 
necessary  and  appropriate  Con.^umers 
and  the  affected  industries  will  be  best 
informed  of  their  repurcha-se  rights  and 
obligations  by  tb.is  method.  As  v.  as  done 
on  April  8,  tiie  Cu!rjni,s.sion  Is  therefore 
listing  the  banned  TRIS  products  along 
with  other  children's  product^s  previ- 
ously 'o.inTied. 
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.Accordingly,  pursuant  to  provisions  of 
the  Federal  Hazardous  Sub^^tancea  Act 
r^ections  2  'f  1-  A',  g),  (q)  (1)  (A) 
and  10  a'.  74  Stat  372.  374,  as  amended 
80  Stat.  1305;  15  U.S.C.  1261  (f)(1)(A). 
!g|.  ;q)  (1)  (A),  1269(a) )  and  imder  au- 
thority vested  in  the  Consumer  Product 
Safety  Commission  by  the  Consimier 
Product  Safety  Act  (section  30(a),  86 
Stat.  1231;  15  U.S.C.  2079(a)),  the  Com- 
mission amends  16  CFR  1500.18(d)  by 
adding  the  following: 

§  1300.18     Banned  toys  and  other  banned 
artioles  intended  for  use  by  children. 


(c>    [Reserved] 

(d)  Toys  and  other  children's  articles 
presenting  toxicity  hazards.  Under  the 
authority  of  Section  2(f)(1)(A).  2(g), 
2tq)(l)'A),  and  10(a)  of  the  act,  the 
Commission  has  declared  that  the  fol- 
lowing articles  are  banned  hazardous 
substances  because  they  are  toys  or  other 
articles  intended  for  use  by  children 
that  are  hazardous  substances,  or  bear 
or  contain  hazardous  substances  in  such 
manner  as  to  be  susceptible  of  access  by 
a  child  to  whom  they  are  entrusted, 
based  on  the  fact  that  they  may  cause 
substantial  personal  Injury  or  substan- 
tial illness  during  or  as  a  proximate  re- 
sult of  any  customary  or  reasonably 
foreseeable  handling  or  use,  including 
reasonably  foreseeable  ingestion  by 
children,  because  of  their  toxicity: 


(3)  AH  fabric  yarn,  or  fiber  which 
contains  TRIS  2.3-dibromopropyl  > 
phosphate  and  which  is  used  or  intended 
for  use  In  children's  wearing  apparel 
(whether  the  fabric,  yam,  or  fiber  is  cut, 
uncut,  or  already  incorporated  in  chil- 
dren's wearing  apparel)  and  which  is 
interstate  commerce  on  April  8.  1977,  or 
which  is  introduced  into  interstate  com- 
merce after  that  date,  or  which  has  not 
yet  been  washed  (even  if  it  has  been  sold 
before  that  date) ; 

(4)  All  TRIS  '2,  3-dibromopropyl> 
phosphate  which  is  used  or  intended  for 
use  in  children's  wearing  apparel  and 
which  is  In  interstate  commerce  on 
April  8,  1977,  or  which  is  introduced  into 
interstate  commerce  after  that  date,  or 
which  is  in  such  apparel  which  is  un- 
washed and  is  in  the  hands  of  consum- 
ers. 

If  any  provision  of  the  April  8,  1977. 
order  or  this  addition,  or  the  application 
of  such  provision  to  any  person  or  cir- 
cumstance, shall  be  held  invalid,  no 
other  provision  of  the  April  8,  1977,  or- 
der, or  this  addition  thereto,  shall  be 
affected  thereby. 
Dated:  May  27.  1977 

RiC!;.\RD   E.   R.-M'PS, 
Sccrrtarij.  Consumer 
Product  Safety  CommissioH. 
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NOTICES 


INTERSTATE  COMMERCE 
COMMISSION 

(AB  145  iSDM)  1 

CARROLLTON    RAILROAD   CO 

System  Diagram  Map 

Notice  IS  hereby  given  that,  pursuant 
to  the  requirements  contained  in  Title 
49  of  the  Code  of  Federal  Regulations. 
Part  1121.22,  that  the  Carrollton  Rail- 
road Company,  has  filed  with  the  Com- 
mission its  color-coded  system  diagram 
map  in  docket  No.  AB  145  SDM).  The 
maps  reproduced  here  m  black  and  white 


are    reasonable    reproductions    of    liiai 
system  map. 

Color-coded  copies  of  the  map  have 
been  served  on  the  Governor  of  each 
state  in  which  the  railroad  operates  and 
the  Public  Service  Commission  or  similar 
agency  and  the  State  designated  agency. 
Copies  of  the  map  may  also  be  requested 
from  the  railroad  at  a  nominal  charge. 
The  maps  also  may  be  examined  at  the 
office  of  the  Commission,  Section  of 
Dockets,  by  requesting  docket  No  AB 
145    (SDM). 

Robert  L.  Oswald, 
Secretary. 
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[AB  13£   (SDM)  1 

CONDON.    KINQUA   &   SOUTHERN 
RAILROAD   CO. 

System  Diagram  Map 

T'.'otice  Is  hereby  given  that,  pursuer. i 
u.  the  requirenienu^  contained  in  Title  49 
(■f  the  Code  of  Federal  Reg^Liiation.'^  Part 
1121.22.  that  the  Condon,  Klnqua  & 
Southern  Railroad  Company,  ha.s  filed 
With  the  Commission  its  color-coded  sys- 


NOTICES 

tcm  diagram  map  In  docket  No.  AB  135 
SDM  I .  The  maps  reproduced  here  In 
black  and  whit,e  are  reasonable  repro- 
Quctions  of  tliat  system  map  and  the 
ConimLssion  on  May  12.  1977,  received  a 
('"ificat*  of  publication  as  required  by 
saxl  reg"ulation  which  Ls  con5.iGered  the 
efff..t;ve  date  on  v,-iiKh  the  syst.em  dia- 
^r.irji  mar  '■'■  i^  filet: 

Color-coded  copies  of   the  map  have 
been    served    on    the   Go\-err!or   of   e^arh 


2^067 

state  In  wiilch  the  railro&d  cjxiaU,^  ;md 
the  Public  Service  Commiesion  or  sin.i- 
lar  agency  and  the  State  deslgnateii 
agency.  Copies  of  the  map  may  aLs<i  b<' 
requested  from  tJie  railroad  at  a  nomlnaJ 
charge  The  mai:«  also  may  be  exiui^.tned 
at  the  office  of  the  CocmilssKin.  St-<..LK«'. 
of  Dockets-  by  re<r,;esitn>;  docket  NC'  AH 
135    SDM    . 

F?  >;  ERT  L.  Oswald, 

Secretxtry. 
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AB   189   .'SDMI 


rOr.NELLSVILLE    &   MONONGAHELA 
RAILWAY   CO. 

System  Diacram  Map 
Notice  Ls  hereby  Klven  that,  pursuant 
to  the  requiremento  a)ntaine<i  In  Title 
49  of  the  Code  of  FederaJ  Regulations, 
Part  1121.22,  that  the  Cor.nellivUle  L 
Monongahela  Railway  Company,  has 
filed  with  the  Commission  its  color-coded 
system  diagram  map  in  docket  No.  AB 
189  <SDM).  The,  maps  reproduced  here 
in  black  and  white  are  reasonable  repro- 
ductions of  that  system  map  and  the 
Commission  on  April  29,  luT7  received  a 
certificate  of  publication  a^  required  b;. 


NOTICES 

said  regulation  which  is  considered  the 
effective  date  on  whi'^h  the  system  dia- 
gram map  was  filed. 

Color -coded  copies  of  the  map  have 
been  served  on  the  Governor  of  each 
state  in  which  the  railroad  operates  and 
the  Public  Service  Commission  or  simi- 
lar agency  and  the  State  designated 
agency.  Copies  of  the  map  may  also  be 
requested  from  the  railroad  at  a  nominal 
charge.  The  maps  also  may  be  examined 
at  the  office  of  the  Commission.  Section 
of  Dockets,  by  requesting  docket  No.  AB 

189  tSDM). 

Robert  L.  Oswald, 

Secretary. 
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[AB  189  iSDM)  1 

CONNELLSVlLXJi       *      MONONGAilEL,*      RAILWAY 

Co.   Description   of  Linis  to   Accompant 
PANY  THE  System  Diagram  Map 

Category  1 — All  ILnes  or  portions  of  lines 
which  the  carrier  anticipates  will  be  the  sub- 
ject of  an  abandonment  or  discontinuance 
application  to  be  filed  within  the  three-year 
period  following  the  date  upon  which  the 
diagram,  or  any  amended  diagram,  is  filed 
wltii  the  Commission. 

None. 

Category  2 — All  Itnes  or  porfions  of  lines 
potentially  subject  to  abandonment  which 
the  carrier  has  under  study  and  believes  may 
be  the  subject  of  a  future  abandonment  ap- 
plication because  of  either  anticipated  oper- 
ating losses  or  excessive  rehabilitation  costs, 
as  compared  to  potential  revenues. 

None. 

Category  3 — All  lines  or  portions  of  lines 
for  wiiich  an  abandonment  or  discontinu- 
ance application  is  pending  before  the  Com- 
mission on  the  date  upon  which  the  diagram, 
or  any  amended  diagram,  is  filed  with  the 
Commission. 

(a)  Carrier's  designation  for  each  line. 

Entire  line  of  Oonnellsvllle  &  Mononga- 
hela Railway  Company. 

(b)  State  or  states  in  which  each  line  is 
located. 

Pennsylvania. 

(c)  County  or  counties  In  which  each  line 
Is  located. 

Fayette  County. 

(d)  Mlleposts  delineating  each  line  or  por- 
tion of  line. 

MP  0.00  to  MP  15.0 

(e)  Agency  or  terminal  stations  located  on 
each  Itne  or  portion  of  Une  with  mllepost 
designations. 

Milepost 
Stations  Designations 

Brownsville    0 

Simpson    2.8 

Allison 3.  8 

Republic  .... 6.  1 

Orient -     7-  1 

Palrbank 8  5 

Pootedale  10  5 

Ache    13.3 

Leckrone    15.0 
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[AB  102  (SDM)] 
MISSOURI-KANSAS  TEXAS  RAILROAD  CO. 
System  Diagram  Map 
Notice  is  hereby  given  that,  pursuant 
to  the  requirements  contained  in  Title  49 
of  the  Code  of  Federal  Regulations,  Part 
1121.22,  that  the  Missouri-Kan.-=as-Texas 
Railroad  Company,  ha,=-  filed  with  the 
Commission  its  color-coded  system  dia- 
gram map  in  docket  No.  AB  102  (SDM' . 
rhe  maps  reproduced  here  in  black  and 
white  are  reasonable  reproductions  of 
that  system  map  and  the  Commission  on 
May  2,  1977,  received  a  certificate  of  pub- 
lication as  required  by  said  regulation 
which  is  considered  the  effective  date  on 
■which  the  system  diagram  map  was  filed. 


NOTICES 

Color-coded  copies  of  the  map  have     from  the  railroad  at  a  nominal  charge 
been  served  on   the  Governor  of  each     The  mape  also  may  be  examined  at  the 

the  Public  Service  Commission  or  similar     jqj  (  sDM 

agency  and  the  State  designated  agency  Robert  L    Oswald. 

Copies  of  the  map  may  also  be  request-ed  Secrewi, 
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2sn71 

1.  LtNi  Description 

I  a  )    Fa;  e ;  ;€  Branch. 

(b)  State  of  Missouri.  ' 

(c)  County  of  Howard. 

(d)  MP  0-105.1  at  Franklin,  Mo.  to  MP 
0-94.32  at  Payette,  Mo. 

(e)  None,   i 

i/z.  Line  Description 

(a)  Columbia  Branch. 

(b)  State  ot  Missouri. 

(c)  County  of  Boone. 

(d)  MP  V-169.5  at  McBalne,  Mo.  to  MP 
V-178.3  at  Columbia.  Mo. 

(e)  None. 

3.  Line  Description 

(a)  Portion  of  Oklahoma  Subdivision. 

(b)  State  of  Kansas. 

(c)  Counties  of  Labett*  and  Montgomery. 

(d)  MP  A-139.08  at  Parsons,  Ks.  to  MP 
A-166.0  at  CoflTeyville.  Ks. 

(e)  None. 

4.  Line  Description 

(a)  Portion  of  Oklahoma  City  Subdivision. 

(b)  State  of  Oklahoma. 

(c)  Counties  of  Washington,  Osage,  Paw- 
nee   Payne,  Lincoln.  Logan  and  Oklahoma. 

I  d  MP  A-200  at  BartlesvUle.  Ok.  to  MP 
A-336  at  Oklahoma  City,  Ok. 

(e)  Hominy.  Ok.,  MP  A-236.0.  Cleveland. 
Ok.,  MP  A-248.2  and  Cushlng,  Ok.,  MP  280.2. 

5.  Link  Description 

(a)  Portion  of  Wllburton  Branch. 

(b)  State  of  Oklahoma. 

(c)  County  of  Pittsburg. 

(d)  MP   P.    !  34   a'    McAl ester.   Ok.   to   MP 

R~l'.  0 

I  e ;  Nune. 
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DEPARTMENT 
OF  STATE 


FISHERY  CONSERVATION 

AND  MANAGEMENT 

ACT  OF  1976 

Applications  For  Permits  to  Fish  Off 
Coasts  of  U.S. 


-^074  NOTICES 

DEPARTMENT  OF  STATE 

(Public  Notice  546! 

FISHERY  CONSERVATION   AND  MANAGEMENT   ACT   Of    1976 

Appftcations  for  Permits  to  Fish  Off  Coasts  of  Unrtad  StatM 

The  PlBheiT  Conservation  and  Management  Act  of  1»76  (Pub  L.  94-268  &fae  "Act"/  provldeB  that  no  flshlng  flhall 
be  conducted  by  foreign  flahlng  vesselB  to  the  Fishery  Conservation  Zone  of  the  United  States  after  February  28,  1977.  «- 
cept  in  accordance  with  a  vaUd  and  appUcable  permit  tesued  pursuant  to  Secttop  204  of  the  Act 

The  Act  also  requlree  that  all  appllcatlona  for  such  permits  be  publlahed  in  the  Pidkkai.  Fuwrsm. 

AppllcatkKifl  for  fishing  during  1977  have  been  received  from  the  Oovermneni  af  Japan  and  the  DnlOD  o*  Soviet 
Socialist  Republics  and  are  published  herewith 


Dated   May  23,  1977 
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4^4r«««    . ' , 

(Aiuio>**>,  ijsan  


It.      !«■■.«..«■       iOOO  «»»         li        ».ii»i.   <..«<    IXJ ^« 

ti.     rT»».i«i--      »i«««;    1       «'•••   .     .   tiai-i '11 •' ■  •  1' 

9f««T 

u.      Mk   ••' 
14. 


_A21i_ 


ir    (W    •••t«*allcr    •'    »«r«»««ti      *i   3*»» 

Mfttari  »> Cc».  **  O""-     n»-<i''      ^ 

»«k«r    ^ ^ . 

•   «   ■    f       ___^ 


tAt*r**«i««'        l*4L«    C4U     lilt 

■W14    rr..^.ti».    •••ic«*4        >y   »W. ^t*   ■»« 


MM  una  •fi-ifcinM  i«ra  (fhhqmi 


iL.Hlc.t.o.     «r  J1i-n-fl^i6 

Fvr    •••    Af     i«B«tBt    office 


1.     !«•.  tr  Till 


'rrXJ.K* 


»»»T'«t«i«  li^m,  '«."Ti 


••    m''---JgW*tlB  - 


,   oas" 


nw;«t 


•.t»  i.OiJ.* 


».      W^tk  _AJ.ft_«        «         |..«4[«     14.0    K         »        »Ttft_lilS   « 
M.     ■*?><*«•••      .XjB»^«»«  fciiM*  »»••<  i<.0 "• 

•tkai 


•flu...    . I] c»««         74  •»»»•     ■'.•cl'T'    I   f^f  ?*«• 

-II  ■ .      -     n>.r«  ui   •!•     «o'      ■     1.    T.i««r»»»7    I     I 


l»4it  fT»»«.--..   »»»n.-»<  KB  <p».   156.* 


u. 


•««ffa     :      ■.     !•"»'     '      s,     l*«*r        2  ''•tfcoB*!--  > 


rT«ak    Flab 
rtlh    »«a. 


*»; 


I 

sr.    a    .4       I   M.t«.«i 
T«nt«        1   n»ii   m: 


lAU 


rT»««««l*t     t«"B«««(     fll«lf«'»     *«ii»     Tap  •  ■  I  I  *  .'♦T  ) 

rr«*>«r  1   poa  10  at 


nahaaul    ri«>t 


1   PC 


l«.       rtakartaa    for    ./«>ir!i    »ar«t     l«    4aa'-«a»a 


■tf  M    (M      Mp' 


a-  »r  ,a,     la^ 


Taiioat    ri«h 
Cod 

a'     \«a«?      tpp-     ^t.d     to    ro 
"     :»c     ja  i ' a1     ■ '  n     a  1 


■l'>'a*ar    trr^ail 
iot'o*    croarfl 


•«T    >«tal 


la         t«*l(atl*«    Ea"ta*««ti       L«ria   C    (    t,    teran   4    '     '.    •«•«••    (    >• 

•mm     (      i         »••-..  la<.-  ■         -..ao^t-t     <      I, 

*""  -r  wT'i  LW  rr-jf fMMW** 

I  J.      0,    f»,      •».  ■^  i»        Cirii-  So«r« 


Om 


la  .:a-i     'la- 

fTMk  n»ii  _. 

rrMM  riak  . 

ria  smi  
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l*(li«r 


•tkar   W»"  a"    " 


nrtT" '  rUBt         t  poa         U)  »r 


rui«t  UM 


oc  1,1 


!•,      fishartM    for   vlilek  r«r«tt    !•   i«*»«f'*i«i 


I.      M^    t»4    ^f' 


fl  » t ;  i  *^ 


4a     '•«       («■-•: 


>%     «n*     ).«it«l 


HOfRAl  »€OtSTE».   VOC   42,  NO     105— WfONISDAf ,   AINi   \.    \m 


NOnCM 


280' 


I  < 


nsmM  icssa  tHnnunM  pdn  (FOtMt) 


Far«!l    F«rto4 
Apyitad   Fori    _ 


Andlcatloi    *».  m-'n-tJAJA 


l-HXI,19'y'>  For    !)••    ol    laaaKi   0(tl«« 

,  ,  ,  ,  .  -JiM   ^      _^ 


I.      Il.aa   of   »t...l        5TkiJCTS;jn 

I.       Faaaol    "c.i  «u  1  !    "c. 


itcH-at:-« 


kaglat  rat !•«   Ba. 


I.        aava     aad     ff-raat     »f     Twaat 

Kallnir«3ra«ii)ta>«   %«aa 

aa»«    a^»i-<  Thai-aT^rnrtfir,     ri.Q.ta 


■a»*    a»4    A«draaa    at    Cbartarar 


KjlnUiiqrac,U5St 


Cabla    addraaa 


Kallnioarad,  u» 


a.   Hoaapert  and  Staxa  of  Ra|latrF' 

».   Tya.  of  va.a.i   Saa  8«lv>9«  tm  and  aupport 

B.   Tonnana  (Croaa)     ^*"         Oat)  

Oangtk   ^t.«»  M.   «.   traadth  Jii?^»'   «•   Draft  *•*"  H. 


170C 


_ah9.   11.   Naalaua  Sp^.ri 


12. S 


IP    4oraapoaar 

1..   Frop.jli.xn:   Olaaal  <  >.  Staaa  (  ).  Blaaal 'Clact  rtc 


11.   Data  iMlIt 


Or  bar 


la    ((aabar  and  aarloaallcy  of  FaraoDncl. 


IS 


Crav 


» 


Ockar  (SoaclfV. 


IS,       :oaa«olc«'     -na:    »»r-rK    (     1.    AH/Sti.    »oli-^    '     1.     rale»rarn.    ( 


Intarnat  iroial    aadlo    Call    tlga 

tadlo   rraquanclaa   Hanlcorad 

,  ^       „     .          ,                .              Hcoordli>9   fo   Ucano«  of   amp 
other    Uorkina   Fraquaaclaa  ..L^Llvn 

Scha4nla  8-^4 . 


aar«lt   rartaa 

4*ylla4    >ari    _ 


.1*^ 


for     aaa     o'        •**;»!     .''        • 


atal a ' 
I.       t^aa    a(    Faaaal         SaiOtrt 


I.       taaaai    *t  .   «all    ta .    _J5™Z$25*— _    '•> 


I.       aaaa    aa^    adsraaa    of    ^vmar 
tallniiigraaaHaja  Baaa 
»>a   trnaa 


■  aaa    aod    ^adraaa    af    t\^Ki%z%l 


aaar.at        H.>Oba»n,l 

ILailiaDya,    3»P 

Caa.a     aaa  r  #  ■  a 


«.       l«..»or.      a--     l.ata     o'     l.f.     -.         .  _  IsftiJrf- i  34 :  a^^SSa 

».       T»a«    o!     ••••a.  tauoi     a!^lt     *.->a    ajptJvH 

a.    'Toaaata    'troaa)    . »4j.' "at)  2» 

?.   taaitt    tl.SlM  M.   •    ir.aatk   ».8«a-   •    araf t_J»»^ll. 

t*.   leraaposar   4008    aa».   11.   lailaaa  "^i-ai!  HJ "• 

II.   Profalalnni   Biaaal  (  ).  ttaaa  (  >,  Dlatal 'tlaetrle  f4». 

Orhar  ^ ..^ 

I  J.   »aca  ».llt    i»60 

1*.   aaabar  ai«  aatloaalltF  of  Fara.Tnal 12_  i^** _— .^ 

Ofllcara  It     Craa    It  Otkar  '<racHF)  

H.   Ceaaaalcai  • -™ai  t»P-»H  (  >.  «"*•».  »o'-'  I  i.  Talaira»fc»  (  ' 

Otfcar  ^_____ ^ 

lotarnatl-nal    ta41o   Call    (laa         U**! ^_^_^^__^_ 


la41o   fraqoairlaa   Hoaltoraa       SOO   1M«.21B1   m».l»»> 
Ocaar    aorV loa    fra 
Ichaasla    ft-H 


Otkar    aorVioa    Fraaaaactaa         »fcCc.raiOi    tc    llc^aaaa    of    aia£_ 


t  •»  .       aovldatlon    fni'oaanc;       Lcran    C    (     '.     Uoran    A    '      '.    0^a»a 
Dacca    1     1.    -Ij^Jt    (     1.    tadat    '     I.    '  n'noMtt."   '<    < 


lirher 


I  r .       ''.argo   Capac  Uy    {fIT) 


II*.       ^.ar|o    Rr  "^ 
aaabci 


«altad    Flah 
F'eoh    ftah    _ 
•rilaa   flak 

Fiah    naal   

.Ithar    


rraozar 
fry    Bold 
TanVa 

other 


la.       Procaaalng    e^iilpaaat    (Lndlcaca    -latlT    capacit». 
»c   aqolpaapt 


;0.       Fiahariaa    "■    "hica    Faralc       a    Aaicaatadi 

Jtaaa    tcaa      fai.Jd  ilXklM      -<tHPtititt      i-»4i^ 

(fro— '-)  Cattb    .gi: 

J.«  I-m'  Baa   »alaao»   T«c    a«d   aupport 


•  a.      •avlBactaa   Fa'ttaaaatt       Loraa   C    f    I.    toraa    A    (    I,    Oaafta    (    la 
•acca    (    1.     l^-'-at    (    I,    (adat    (    I.    rathaaatit    {    ). 
g,„,,       Daf>Th  5oaaid«r,3Yrocoaipa»»,PlfCtioc   '\oo^ 

IB.       CaaBf    »;  [<a.  a 


I'.      Cargo   fapacM*    (IT) 

faltad    Flab      _____ 

»rea»    Fiab    

rroaaa    Fla*    

Ptab    naal    

Ithar  


.<« 


' rarsar 

'srj    Hold 
'aak  a 
»t>»ar 


IB.      Procaaata«   Fnataaaac    lladleata    d^ilF    capacliF.KTI 
■b   aquipaaat  


>«         rla^arl•a    ^r       a*;cl    Faralt     ta    Baa'iaatadi 

>c^a    Ataa      Faf  ti>«  »aai.i.aa      itLHaijjLUtl      iMi    ul  M    til 

Si  I -XI"  patxx>:    an*    sapport 


II.       Kaaa    add    A-     •    "a    a#    Maal    appalatad    ta    ri 

profaaa    ia-.;»u    ta    cka    aall'd    ita'aai 


ear    laaal 


;l,      ■  .«a    .oa    ' 

p roc aaa     la-" 


;»a    vc I tr 
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•nsa  DunviamM  ran  dHoan 


1,     ••■•  •(   r*»«*i  

I.      *«M*i    t*^  iall    •«.    


Wfl«tt*tl««  ■•■       ut 


IMH    M^   M«rM<    t    Oksrtara 


M. 


Nonas 


i.  t*9a»«rt     ••<    Int.    •«    t«|HtrTi        X01 .    gW 

t.  Tt»«  »(  '••••;        rxMU* 

i.  r....(.   .«f»..'       ^«'.»  (••>•  t*4«.H 

r.  !.••«"  |,\^^    «        •         ■r<a4Et    iliZ?."         •■       »f«'t_iiJi    «■ 

l».  t«r«a>9«at    __I*OC__,,,  u.       liilna    lfa<<  ^*.' »>• 

U.  rraat^ilaa  ilaatl     <      '.     Itaaa  '.     » V  •  ••  1  't  i  at  E  r  i  c  .2m     5*0 


UcarMllaMi    la41a    Call    (I|a        gVHI 


Ia4ta    rr*«aas<lai    «oaltara4  )OT    fl 


•tkar    •arklil    rrxaaaflai  42S  .  «S«    468  .  *«C  .    faic 


nagpt;  rassK.  raunnsAiia  Km  (r-lgg) 


Itamlt  Fulad  tptaiMI  »or_ 


MT? 


fc  y<2.  •n'j^^ia.ik. 


1.    l«Mi   ar   <• 


JjAlHi'* 


L   «MMi  to.    ■oli   »:_ 

^  ■«■■   (Mi   Kldr*«a   ar  (^nar 


laclatntuta  1»    »-y>*9b 


^jy>jt;   ,    liMirir    rtr.K 


liAlpoCA,     -Riil 


and  MdrvM   3f  lbAi-««r*r 


»crMiV.jrt    anc    »%*i»    af    Stoir .;  rtn         t-Ujj«Qa,    03aB 


k   tcoaatia    ,»roM, ^>^ l*t  *^'^ 


».    »r»»ltl. 


aooo 


-•*  ■'"' 


ia.    Propuitiaa.    Dia«*i  (     *     } 

0%b»T 

1J.    3«tti   Sui.s  '•^''      

affloara  '"  ir».         '^ 


i2£__9-  nr«ag«rt_2iZ_ 


»PM<1_ 


(        )  m*Mly'*l*c«no  (        } 


92,  !j<«e 


OWier  t»l*olXy)_ 


Mkatala 


■•atgatlaa    t4aLa*aat<       L«raa    C     (     '.     toraa    i     (     I.    ••a|«     i     t, 
^•aaa    (    ),    lavaat    '     ).    Ea4ar    t     ).     fitkovatar    <    ), 
•tkar 


«5.   1iiiwii1ort'-an»:   TBT-W    ' 


Ut'SSB.    Tolo«   (    ♦     ) 


i7,      ««rta   Ca^aclcr    (TT) 
talla^    '!•> 


i9         Car|o    lyaca 


rrsT 


f r aa 1 «  r 

Taati  U    Vaal    Oil 

•  tkar  Paal  Otl    Tuik* 


If.       fT*aaaataf    l4alp»«at     lla41aat«    4allT    oayacity. 


rraa*    1 

ria* 

Ft  aaaa 

Flat 

Mat    IWal 

•thar 

Qbm(>        -     j   &»ooa  (    -     )   larajrt   (    *      ) 
tkdax         i     )   tmxtiam»x»i   (  ) 


p*' -        i^r^cs^jfc    fiiij*x  1 


!•-.       flaaarlaa    for    a^tck    Fa  nut     la    t«. 


Vraa«port*UaB  tt  faal  sil 
mmplLmm  to  Mm  (orlvt  n- 
■Iklag  »««  nil 


"7.    3«rgi'   3«i^««n;j      *r 

4aLi»»J   r^:. 

f«"9««i.    r:t»t > 


fTMC    t\Mt 
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1S«    Z%^  ^    ^^«k:« 


It.       «•••    t%4    A44raaa    af    4s»at    t^yolat  a*    to    racaiva    •*•     ;*(a; 
pr*«a*«    La«a*a    La    cka    9«lt«4    lta:aa: 


•«aD«^   fl.A  ao^c 


J-Li^ 


P«)«At  tmSTH.  VOC  43,  NO.    105— WBMfSOAr     jUNi    t     i9T7 


2a079 


r?.   ProMMlBB 


•■uy 


»  •/*« 


n^  wtf  piJB* 


390 


b1o«im 


K.    nBB«rl»»  tar  *lo* 


9  1*  a*.J»-^.J6.79     iui*» 


.t  u 


?   S« 


BurOot 


^A 


!«,».» 


5  *• 


otbmr 


956 


•T,».T 


yji-ii-ti2k\ 


(  ♦   ).  «%«n,  voio*  c   «  ) 


900,  n«a  iSk,c 


*F^  l*<l*-3-H*-><J  »-■' i^  >«*-»-• 


0    C         •    )    bM«B    1    C      •     ) 

(     .    )   D»oo*   C     *    '    larva*    (     •      ) 
■adio  41z*e«iia  flBMr  C>f>-9 


i?.    OOVB  0*pMl9    (0). 

trei—  n*»  

Otbn 


»M»^' 


flie  oU  -  27  • 


1ft.   Oairg*  Sf>«M 


». 


••  »»w»»  Mr  liH«J   »n>«»i 


lEau»4  IB  Ite  aal«M  3««CM 


Di7  low  _ 

125  »^ 

n«  oi2  - 

J5,r  »* 

, 

OUwr 

- 

«*7? 


Wrmlt   PtMod  t{>plt*d  rw_ 


nir  3m  of  IsanlDC  amo*_ 


or  rasMl 


ki%iJMa    nsjTn 


9«  Vm  ««  liliti  i—  <*  OoM* 

tlB<afes;«  teas  c>»Awia«  nata 


.,>s 


■nd  KUraa*  of  fSbtxtnwi 


♦.  Bii^tiaw  ml  •«>••  at  HnOM-aj  "i^.aaM 


»a.  TufUloi  OlM«i  (     ♦    )     atMB  (   "     )  l>lM»iy»l»<rcrlc   ( 


^y.  Dvta  Bkiit. 


_5 o»—     *^ 


92.    TJii! 


(8K)»elfy)_ 


^  Preeauiac  «qulp«int  (tndicmto  aai-ljr  ocpacltj,   K) 

i  fooBai  fr— Mn  <.  » 


1  tiet  —rtpi  m 


d.U 


»  «n»oel*?^  >  aao 


a.n 


a»  sjosmg  — atBaw  I^^qjBi 


S  *«      a».j»->j»Jt>.77 


^''** 


Jt.ar 


_2«_ 


**? 


9  n 


JtaT 


"I.OT 


I— ixt,   lA  ste  Tut— «  §«■»«■ 


nORAl  KOrSTEt.   VDt    «.   '^O     109 — ¥rH>»«KD*'r     iW»«   1     '9r7 
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1    ■«.  -  >M«i        ra*«  «■"» 

■    Taaaal  fiti  KiU  ■•           B"^>*W  __ 

m^^iMtrnMlmm     "-«W0* 

>.  mm  at  AMPMa  tf  Oan 

»*.««          «xx)aj 

?>ij— iiiiijurf.aB, 

TllUBn.BHM 

■^>  aid   Irlitrm  M  OMrMMT 

— 

4.   loMikiM  MM  MM*  tf  ■KU«er 

«kLUBa,IB^ 

4.  p,^  ^  faaaml                     ••«"  «»«-i«» 

M             «5.»8 

•.  IaB>«^         »•*             ».  ktMMfc 

**.3a»        9,  Br«xtt       »'» 

«Q.   1— .-n,..          ax»00                 ite 

r<.  BnUnBlMMl           ^            » 

It.  tXipMilani  m—tX  (      1    >     Mmb  (        4  OlMaValMtno  (     - 

«».    •>*■    iKllt     ,       ^** 

«».  >Mir  as  fctloBaUtT  oT  taMOB 

^i            9*  BK  3B3S 

acriMn        »         „  teN        'O 

OWm*  UoMlfr) 

vt-v-nu 


VUfe  nowv  •«UjMaBt 

1  CIO  MM  antfr  •  Mv) 

Oo^Omr  *U  aoUcn 

t  (400-4QO  fei  •  4i7> 

MNooiCT*  f  sac 

3  (oaVMl^  U  »0  mm) 

Mad  toLUas  awu-aueaiw* 

1  (iOaau  •  alaBM  ) 

■D.   nabnlM  far  rtaat  fcjniat  U  BxiDMtad 

»p»oiM     9sw*«^>Wti      ttw  H  W 


-«#-^i»M—  M|l 


?  u 

-          T^*!  MW 

■ST"  ■ 

?  ;  5 

•d.imoiua  MV^k 

SjO 

>>Ui«T  rinfiab 

--. 

.......                                    " 

and   Mklraa*  at   4C*nt   t«fiolB««d  M  *tOtlT»  Mr  I«cal  HOMM 


«>- 


vt-rtoiui 


(    ♦     ),    tfl/WB,    »OlM   <    ♦     > 


(    ♦     ) 


lite 


TiiMiBilK—1  ladlo  Oall  ai^  . 

tadle  IM«WM1M  lOttlMr**  __JWJ2iSSJSli2St2_ 


gwm 


Adte4Ri«  >»  i6 


(   -    )  BwxM  (   -    )  Ii[*m«t  (      -    ) 

(    t    }  rrthoMMT  C      I    ) 
Otl),P  inwpUo*  1 


fadla  lUvotlsB  riater  1 


ayaroioo»*eg  1 


17.  Ou«o  9apul«7  (B). 
rroaas  Vtafi  , 


*10 


trcati  nab  , 

nati  »<d  _ 


SO 


1A.  0«rtc  •paa* 

•r  


BX7  lU^iA 


0M>^  »H»1tf 


i«  t7 

ari<~<rt<i>  to     ,;rt  -  T7  -  iJ;iWJ5 

M<M                    'BSi' 

<      Km   at  t—»»l           aCEMT*?   BUOiU 

«-    fMa«i   »oi    BbAj   Io          :^»-0^i} 

»««i**M«i— ■•  ■-•WW 

1^         El«J4>«<l«Ca7m  a«ja  tndOToyo  flo'M 

y^iPtmm           »35ac*,»««iiK    •tx.iS 

ti»i^>«i»,a*ti* 

l<B   ■>«  4diirM»  «C  ab«rv«r«r       , 

— 

« 

».    ■nrinrt  aaa  r««t»  •«  iwiurtii    .     ..^^^M!***'*^ 

».  ero.  If  TmmI          '«'«•  »i»iw*  »•««>  »»MMi  bvOw 

4.  t«aD«n  ;aro«..            ♦^** 

IO.  •o«w>c««i          «»C                 ac  n. 

■ndaa  toMd,,      '*^         „  U 

U.   *toifaijk\mx>    &i«Ml   (      *      >     t«MB  ( 
Otbu 

-  )  DlM«V«laetrta  (    '  ) 

i».   BmM  lout              ^^'^ 

W.  taMMT  an  ■•tionai.it;  ar  Mvmom]^ 

«.aB8» 

ocriMTC        «         aw*     •» 

(MM>  (teaalte)                     _ 

PBflAi  MOISTM.  VOL  41.  Na   lOft— WIONtSOAY,   MM   »,    1*77 


MOTTCCS 


2J*081 


Vi-11'^ki 


1J.    'ii—iiil  I  ir  I  iim   THF-W  (   *     ),    lH'BaB,   TolM  (   *     ) 


a y--- ' '■   ixTAc^ioc  f lartiir  1 


^OC&X    1 


17.    0»-rxc  aa,K'««lV7    ■'»)_ 
Croar    


16.  Cargc  3p«o« 
ffuab«r  


:>I7   Hold 

J 

r«.ii» 

2 

Otrer 

cannwi  ti.»t  oalo  1 

r.^  aa>I  at..^  1 

£isHi.'5_»w8B;.jB«i«iKaiI^  ce_rcH|  _  J 


»»r«l»  l»«n«!   lppll»*  f«r_ 


5  IP    -     • 


1.    »BV   or  Tnral 


■•-^-a. 


■ 


l«|Li^rr«»^a»    fc_ 


»•■     -*t«»WMBr"-T 


Aaorvaa 

r^iv-r'^Qaa.'n...'    <iirw— » 

Him  a^  A6dr*M  atf  a6ar»«r«T       -.'"."L'"". 

v.*** 

if  Tr««lin« 

-■I<>»t; 

— 

JTt.'    TT 



fi-   «v*ijm«   9^T.  '    ■(l-»»-^ 

^   Bwncrt  u«  8««M  (T  >»clrtr7_ 
&.   toanac*   ,  Src— i 


■*« 


7.  »TOr«*_ 

Ota— 


^   i>r«ae)a_ 


:m*m:.  *i.>eQru 


) 


7"   ^ec,   ■ 


Qmi>»p«_ 


Qtm 


(»|)*«lly). 


Vl'l^'OKtS 


2  FTMMra  15Va»ti 


rid£  .^al  »i.aQt 

3^\J3ftiL  vJA'  ■ae*r:i«L, 

2  Pit   atti^r* 

<i-j,.-->i.   lf,'?»l) 

?  totoolarwa  0  eOO 

J^'  oana 

Saaiau.oiuitle   oao  ( 

ilnaiag 

aaohUM 

10  oonj   /olA 

2C.    riaoarlsa  for   ^UoL  P*TBlt  U  B*<]ua«t«4 

5  i«         10.C)»-1J.06.7?  fclaia  loat  B'.J*' 


5  »• 


lOM 


fci,a 


5  l« 


othaz 


«S 


Bt^I 


?1 .   ■«■•  and  Addraaa  of  igaBt  appelated  M  l»o«lT«  1B7  L*eai 
lamad  la  «ba  Obiwd  SVaMa 


CMt''71~C2U 


M.  iTiMiin TBj-m  { 

rad^a 
Talagrapv  C  )       OW>ar_ 


»»'88».    fcio* 


Intarcaila^al   tadls  O&il  31)9 
Radlc  fraquascias  aoclt^ratS  


>X   ch»,->i,f 


fe>*'',VtX>fc,^ 


Sotkadola 


( 


Eaflar    '      •  fmU^umn^l   ( 

I  ad  M    lix*c  r  Utt   t'  rwlar 


c«»aaitj  ^g)        toyr 


■r(.MB  rut 

Cxcar 


1..MW          ^'^  2 

ftaaa 

oil 

««B^ 

las  aaijd 

T«>U                 ^***2   -^ 

Jeaar 

FWfMl  IKMSm.   VOL   4J,   MO     >05 — WSDN«SO*Y     jUNI    1      i  <»T7 


28082 


Noncn 


l/#-77-^2^ 


t9.  ft<io«««1i<  Hn1jin«  (tadlwta  teUy  MpMlOy,   0] 


■>.  VUkBTtM  ror  Alok  MaO*  la 


8mi  tn« 


>-• 


^BS^SBB      S^USBBSsm^aSBm-        ^BHkJ&JB 


10.09-90.09 


la  »•  iu«M  MMM 


/ 


onKTB  rr  ian>uA«'  Me  no 


tMr-n-onS      *• 


«L    lM««l«t«U  MMta  f*       >. 


tt.  iM.  »«ii«J2«S- 


W.  iMkMr  art  BitlMkUtr 


(     ).  w—ii/n— <ti»  (     >. 


yi   BW . 


ott«<*»Mifir)_ 


(      ). 


▼•IM   (  ). 


<     ). 


ti«>i  tutu  a»u  ti«^ 


900  te,  19S,a  ae/a 


•*«  •«rKla«  rw.iii    ■t»yi,v<aiioa    ■wiim/<««>m 

•»»i.9/»9oe,e 

ft-e 


tt,  •rrtfitlMi  t^Mfiii > I   lem  S  (         ),  Iwa  1  (   ^  ), 
•««■   :       ),   »MM*  C       ),  Ikvaat  (       ),  ■■*»  (  *  >. 

»  i   '    ),  (Mho  fdlo  airaetlac  flaa»T 


noino  TK8XL  mmnanoi  rati  (rouiai) 


Tnvlt  f>.rlj4  lppU*<l  mri  ippllnUaa  —-  09.-11- Oi-<4i 

fw  Vm  •«  lMBli«  omo* 


•«•*•• 


of  T(e>«l 


•Id»p«7»" 


I.  T*M«1  lo.  I  San  lo.. 


}.   IBM  tad  44dT«n  ar  (^aar 

OaapaoT 
laaraaa     tBSB.   ia/>.   ^60*7 

IMcajB  avmn*  I, 
IcVrUn  taaaaMr  Oo^aiv 


■•fUtrttlOB  le.»-a611? 

ha*  tad  Idtfrtai  sf  Owrtcmr 

<a»  Board  af  *aaTrTt>tioio<tflo<" 

BSMDak-l. 


tct>rUa  WiMahij  Ocavaar 


"■a»xjM>oloan.<i** 


4.  ■■mil  aat  t«B«a  tt  ladatvn. 
>.  Hva  tf  faaeaJ^ 


Twninllii  BBBL. 


79^ 


Oh*), 


J»e 


^o.*       ■■<. 


ft,  «Btsc  Cayaol^  (»>  «,  Oaivo  Spaa* 


•altMl  n^^. 


>rt«i«r 


»»*«*   I'i-*— 


rij^ 


,.^   »/  P»26D  ai 


run  aaai^ 


Oailaata  taOy  miil^.  B) 


nOMAi  M«l$Tn.  VOL   41.  MO. 


^    ti 


28088 


tm-v-^  •• 


«900 


t1.  kxlai 


(  »l. 


(       ),    DiMai/llMtrU  {       ). 


tt.  laat  iBU^__22L 


faal  froaialea  tt  fiaklag  wan\a. 


K^Mr  aai  ■■ttaaalltr  af  »ai  »i«tl_ 
omaara 1*  (fcaa  g 


CMkar<a>a«lfy)_ 


19. 


Oi ilaatloaai  TD-n  (         ),   !■/■■»,  falaa  (         ), 

ladlo  telA.  naai  ■  I 

talacYapkj  <       ), 


tatarwucoal  la4i*  Call  »l(a_ 


3JT1 


aa41c  rrnaaaelaa  Boaltarat^ 


90C  ■»,   1^,8  aa/a 


OttMV  (ortlat  rra^*Mla«_ 


B-8 


i?6'",V"ia6(»    tr>iei/~t6»«» 


fe>»'».V*J06,» 


n. 


tt  k0m*  M»»l»*a<  «a  taaalva  aar 
U  tta  tBlta*  Mataai 


««.  liTlfitlaB  B^alpaaati  bwaa  e  (         ),  iMraa  I  C      }, 
aa^  (       ),  Saaaa  (       ),  laraat  (       ).  laaar  (  *    ), 


<    ■>  ). 


r«aie  41rao*t0B  flnAar 


nniM  TKsnL  anrmoknoi  roM  (rouiai) 

ranUt  r«rio«  IppUaa  ?ori  lyyUaaMoa  9^  Uf.-ll-OJ,'}^ 

r«r  Da*  af  Ta— 1m  Offlaa 


t7.  Oart«  Oapaol9  (R)  It.   ause 


■alta«  Kak^ 


•  *  a  t  at 


rraak  n^^ 


ftrr  BoU^ 


1.  laM  <rf  Taaaal  "Tajya' 


FU^. 


fcaka       a»/I»^6^  »^ 


t.  Taaaal  lo.  i  Bull  le.. 


«a«l»tratlOB  Io._J!^222L 


).  Baaa  and  Iddraaa  of  Araar 

■«-.    Latnan  3l«aaaMf 
Coapasj 


t  aa<  IMraaa  of  Ohartarwr 
"SaTtTlJbolodflot* 


Otfaar 


,ieyoi 


i«dr»aa        0688.  aiga.  3260*?  tB". 

»%doa»i  araana  2.                       tha  Boarfl  <rf  ■Brwgt»>oX<xtflgf 
latTlaa  Staaaahlp  Ooapai^  


etha_ 


19.  Paariiaat^  liljani  (Xadlaata  tally  aapMlty.  e) 


Oabla  Idtoaaa. 
Biga  <?,  Mkaja  avaaat  2, 

IctTlaa  ataaaahlp  Ooqpaar 


ma 


"Bavi^ytteilotflov  * 


«.  laMVcrt  aa<  Sta«a  tt  taalatm         Tatttapila.  DBM 

9.  trpa  if  Taaaal  taakar 

(.  *cn«i  («waa)_222 "h^l  9988 


T.  laaam  ''♦^J*       •.  fcaaa^       10.»»  !.«. 


RfOiSTR,  VOL  41  NO.   10»— WtONfiSOAY,  JUM   1     19r7 


280M 


NOTICfS 


C*-71-0*7>- 


M.  rUhtflM  r<r  ^tUk  rosll  U  ■•^MCt^i 


■pOM    Bid   fOkl    prOTUlOD    of    flAlllOB   VMM 


u. 


tt. 


ot-n-ov 

««. 

l^-rvi/tije  lqtti4)««B»»     * 

H«a9  19,  tens* 

(9.  (M*  »->t 

t»MM  ^j.  •«»*«»  <->.  » 

■to  O),  f»WbM<n 

<i). 

MbM  Igif— "'•-  noMr^ 

Tf, 

•itasc  5«p«o-.«y  ya; 

^  a' 

•—    JgJ 

•kiMal  »V*s___JS___— 

tVMMt            2 

1K7  IBIA        I 

noan  nA 

tMtfl   fUtS                 ■'^ 

WUt  awl 

>«iiii   IIA         frX 

0«kM          lo 

«*«u 

pi«  m^-,                7C 

OHM  .?<?  n*,?u_„ 

_ 

n. 

fowim  KraSMai  OalKMM  teUy  MtwMr.a) 
rzMMT                    -     2  pas         -     *»  « 

rub  sMi  »l«it  -    t 

po         -    »5  ■» 

10. 

rubcAM  fas  *K>b  PVBlt  U  l»«ia»«»»di 



Q» 

t  s^SW'- 

t-MJHLJiit 

(till 

aOO              llAntM  tJMl 

im  m§  Umi 

>■! lull   1*  «■   IfctW*   WMIII 

ummnatajm  ntt  dcman 


•«    fWMl 


Q*IJT 


a.         fMMl    10.1    MOI    lo. 


••«»^««*""  •»•    rtii 


t4*i»»  itf  aa«K<w 


TDBVH 


Tl*aiTo«»>t.     8838 


WIABTKBKM,   aOM 


t»MuiM    (>w>— )   ija^o ow)     aw. 9 

•<»*»po»»r     gOOO ihp.       tl.     Inlan*  Sp<»<l  _J2.6 rt. 


«.        »tM  Built 


lo 


•r  tni  iB'.ioMUtJ   of  I^r»oii-H(!   _    Jg PS8^_  „ 

Offlarm         ^0  Or—       49  OWmt  v8p»Ut>.  iijittiMSmw 

ottloMi      »1!»-m   (I),      A«/SSS.    folo«    (D,    t«l»gT«i*7   (3Ji 

lo 

o»rc 


lj»ira»ttaoal  latlls  OkU  Ufa 


I  -  » . 


tBMJs.  nawmaiirua  «■(  Ckoiw) 


cs:.' 


«  tmnat 


'IIL 


ISam  or  lualac 


"U2-^ 


■  *  **- 


•1 


tritiA    iiaii* 


f.       IBM  Mrf  Addn«  <t  Oanar 


TA- 


l^SBOk  »or»lio«c   »r*olor»tT» 


».     t>w  •<  »•— -        aaw;  r,»M;    a3l<L«li*  ga»l«r 

ft.        tMDUn      (*t>M    __i!i '*^' IjO 

jec  •&?.        n .     laxlao*  SpMd     12 »»• 


D  «  H  1    fcWw^lm 


».     nopuiiimj    m.Mi  ;').  wiMm  D.  niM«>.iiM«rio  (-), 

!»to« alio 

1^       IKKF  »<ii;t        .,gj._7  _ 


r.   fi8». 


atfiMxa        11  Ot»»      19  '>*««■  (B(iMlJy)     1  rtanff>ay 

».       ■imm.i^c.iwx*:     «[»-«  f  ),     i«/B8»,  ?<rtM  C  ),  talacxafkr  (^), 


KMRAi  MOISTU.  VOL  4J,  Ma  10«— WHmiSDAY    iUNf   V    1*77 


uioi-cyiD 


f  >,  lOTMa  (1,  •••■>  0).  »■*'■««»■  («>. 
1   aoaar.  r«ai»  dlraetloa  flotar  1.  ti\<)wmm.tm  K 
«9.     3u«>  a«i>aal«7  CV>  I*. 

saaM4  n.ak__jtuj__ 


Bill 


rroMS  HA  _iit_ 


mt 


rx**M* 

1  PT<i>Ma  heU« 

B«  leld 

alU 

tuka 

all: 

0«M> 

alU 

mil 


{Ia4io*U  Ik-lj  Mp*ei«7^} 


Fr«e 


T- 


"T 


a:.      ^»h.?rtM  for  «luiJk  !^iml»  l«  a»«u«»t»4i 

»» amnion-  O«llforai*  >r««  <r.0^3i-'C     ■  ^'l 

?coo     iiK   3^or»  Supply ■    Patrol 

i^,     lias  mil  4<Jlr*M  o*  »^a«  iippoLot««  oo  r»o*lT»  ur   l»*»i 
;^<n«M  x*«u«4  Ul  «ka  (tel«M  »l*t««i 


Noncn 


280S5 


LaMBl  (4,  Iamb  t  (i), 
0>*—1    WiT  1   rall1«  tor»gtK»  flnftT.   1ptooo«d>«^ 


(»)• 


1st 


ru*  iMi        «ii 


I  rnxMB  aeU* 

Iel4  ttlU 

kill 


sUl 


1%     rR>e*Miii«  lliiljil  CXaOia***  iMilf  mt»ait}  JB) 
ft«»Ml__J i 


KW     nilmlM  Tea  *lak  P<ial«  La  l»9aM**«i 

'  •ariag  •••  1  Alaatiaa  i«Ui^>  (T  . 0*- r  . '  l-    "»^ 

y,  F»o«     cad  3»on  SajfOj,   Patrcl 

It.     laat  aii  4itsi*ai  of  i«>M  «i>f>ouiM4  tc  kkmitv  tar  1  ipil 
iMa««  L>  Ma  BhltM  »t««**i 


nsanw  tssse,  -cDSBimonncm  row  c?ob]C9I) 


^nut  Pans* 
ippUa*  fopt 


.;  7  ' 


»OT  3m  Of  lUBl^  Ofifloa 


•taMi 


1.       »»a  of  raM«l  «     ■  A  1   »  A  l 

t.       TmmI  Io.i  BbU  Is.    TL-ObM 


-Q-fl,aj_ 


>*<la*moa  la. 


ill. 


J,      laaa  utf  AditxaM  gf  (^oar         laM  *i^  LMrMa  at  Aaraasw 
fcM"*M>(>dklnalcaya  Baaa 
AWlTBoiD  lorakodA  BS^VeXbTrtrC 

■akarori,}    oss  lakhedka 

■oratogp  Rytoloratra   m^jp^j^  ' 

*.      lOMpoia  and  Meat  at  >»tliiiji 
*•       *»1»  af  *aaMi         patrel  raaaal 

T.      !«,»   MJ ».      ^    i,,adifcjT~Z      »■'    artfa,,„,r 

to.       iCTMpoMj      900  .hn.       »i.     tecan.  ^.,M  _11^^ «. 

a.       Pi^palala^     Uaaal  0  ),  StMa  fr  ).   aiaa.Vi:.M«il»  C-), 

<»»*-*  — I aUi 

15.       Saaa  BolU         la^t 


JI*.' 


**"       ■»*««  at  lakLoaaiU^  tt  i%»onnal    __  r D   S   s  I 

^^^ 3J Otw, 1?  0«h»T  (Ipr-afy)  .    ,.^„,„j 

«*.      niaaauiatiooai    TBf-Di  d ),    is/sa,  toi^,  (,;_  T^ugr^i^  »  ), 

alU 

— B-<LAJ_ 


T«>»iaat|»iMi1  la«i«  oaU  tiff 


E  8  g  I 

t.      laM  af  raaaal 

•.      *aMM  •*.■  aoi  la.iy-Otoi 


n  i  i  I  i  2  s  A 


iiC 


j»ailatto<mBa»aya  Baaa 
Artlraog)  11)0)  ljliuli)»rrr»- 

'    »a»  

r*,i'  usn  itiB&ur~ 


«.  loMixsM  a«  ttaaa  of  Imfiwart 

V  «?»•  of  TmmI 

*■  *"■'—     (**«a)__£jj_ 

*•  »***  _21aL__ »•      •■    *»»J<»i>  s.;  t.      »,    armn    .sjL 

«.  »K>|>B1«0M       BlM^    (T),    »»Ma    (-),     nL.MVr.«VTl.    J.), 


ITt^ 


1*.       »aM  »<o.M     leifci 


am 


aa«  laaiaaaLU^  of  rtrmtxnmi         p     p   a  g  i 

• -JJ- Oi*a ]}        JtbT  ;B|»Tijty,    _;__iji«ji»cK» 


Oftli 
»5.        'Hlljii.«tloMi      TW-H   C  >,      »»./HBi,    7cl» 


•.•iT«i«r 


I  t  I  r 


Ia»ani«i.anal  Kadla  Oall  n^i 

°*"  •"*^  ''■la.MiM   .liA_«l»«_iUittrjLaKLJ)»iJU^£jaa 


m>iRAi  RfOiSTU,  VOL   4S,  NO.    105— WfONSSO* 


r     JUNI    1      1977 


28066 


MOfKiS 


yC.nT-oMw> 


uft-'n-o«^7 


«.     Obxcs  Otmin  UB> 


■oU 


0«ku 


1    flCI«S    !K>ill« 


■Hi 


kU4- 


^^     fcoMcslac 


OiAlarU  tallf  Wft^,^) 


TT99MI 


n.    n>bm««  for  *iiaa  pmbi*  u  ••^■•^•ii 

fc«tlli«toi:_  •JiJ.ijroraU   ir««  ''•6  -  9^-^C.T>- 

Itood  «od  9tora  SappXj ,   Patrol. 


(-). 


ft,       J*r^    ?5>«o« 

9uib«x 


_Ia. 


f-ioia:*  So 


0«TtO 


n«;  »»»i     Is 

3«>.r     ...  'jr--  .-:>N!£i 

n.       ?rCT«.«MW|   »ia..,*«ffl£    Oal^i*-*    I'-'J    J«i>»i^«7.Kf) 


iO,      nrtiari..   for   «tiJt   »»l«;t   1»  a»<!\u>»t«l« 


fOT 


901^00  IE 


n^matma  rvav  (YOBJcaa) 


gsiii'sr'  </!«  -  »/io/T7 


t.      fc"  •*  T..*.!      g    UM    iM— rah  nil], 


nadlvoatot,     tnes 


morir 


I  -  • 


»«nl  :    ».i-J~l'<M    ..    t»r>-  ,    ,.     A»»ilc.i!ot    »o.     Tf\    77-  Oij^?^ 


t.      ......   ••  .  •-.     »•-    »^'  ■'h:m»  :i.       i»ti.irm»«  »•.     Bll-3»7 


«.    tnuc     St-..     _ittui.Jui '"•" 1 


•^  b«  -    : „_ _____ 


U.       *•:<    I. 


^fL««t-«    J^^    f-i  ««f         a •«*«r     flf»<t(T'  ~ 

L>.       II  mill  I     I  I  I  1  I  I  rn-rt  M/t<«      *alci>     (»)  ,    Tal«|r<!»<     ' «)  . 

^k«i    ~ 

i  t  t   k 


»•»**.•'  JSa,IiHLiJLL_J 


mmAi  veisTH.  voc  a.  Ma  iM—wsMtsoAr,  mm  i.  1977 


NOTICB 


28081 


■T4  77- JJfrfJ 


J^ 


■^T-  ''  f/  a 


Ot««r 


IT.        Carts    Ca^actt*     i  iTT ) 

Jalitd    riah    ____^^ 
rrasfc     riih 
r  :  o  .-  .  «    f  1 1 

rus    Hal 


II  Caijo     St. 


i£i  i~»o<t; 


59  II  TiCJUJ: 
'"  >  Ti'a.a!-  Ta.ka 


19.        Frocaaaittg    CqwipBant     <lti 
111    OAl 


r     tafacity.KT) 


FUEUI 

2S£TS 

Wl    T    :>At 

■ro«:«i) 

(21   SJUU 

mziit 

2srrs 

laiT'DAr 

.CatllHCB) 

70.        riahtrlaa     for    nhich    ParBlt     ti     Eciiuaarte! 

Ocean    Area       Pa  r  I  j^  Spa  c  la»       Cop,  net  .  a  i<a 

('"■-T«)  v»<c>     '.rTi 


SEP,    «— VMLT        I 


Caai     tc    ta    Df| 


•TT*acc     I 
"•en's  ™»  iwat  fB»rr-  rs  uquESTU 


>!*»  re  ■  USE      duj  Krr 


(2)    »ICIE5        aiAU 

carrBB-uiTEr  c«to 

«  pcurrio  Of  tw  iuuxatio  j» 
3,7»c  imic  Tots  inii»u  icat, 


•^aRa     i-s    -i-trali    o'    Ajciic     appelated 
procaia     .i^uad    1  p.    tha    Uaitad    Statai. 


Sfi    AHACH^C     1. 


aA«    -r    ii    USiD        SMJi.    Kl 


I 


\ 


Q 


r4-77(^/<;5 


j/»  r  -s^' 


lUXE 

Icbin:      kAjLABuia 


idttss 


•olld*y     :,'.-        •»....-,«:.-     lv.«     50« 

25C»    Kiiooniia  *v« .    k.K. 
»»»^,l^«;ton   D.C.    J0007 
0.1. A. 

9*1    (203)337-7400   EXT    511« 
S13} 


S*<i*y\Jii    ^••hiw»9i                 Suite     :*  t:  n-       •  ' 

i'i  i        »»it,    k-  •  , 

AjK-hc.rag*  A^aalLa, 

f  .  S    A 


FKXKAi   MOISni,   VOL    43,    NO     lOJ — WEDNESDAY.    JUNE    1      1977 


2.H088 


NOTICES 


-j,<;.  ■^'''iDiii 


^-'A  iHtO    1 


Icftiro       «*Jt**ui  « 


5 
loliiav    !nn,    ll«lUnqtoa,«oo«    SOS 

KashifKJton    D    C.     2303"' 
a.S.A 

T«l     (2021  JJ7-'«Q0    ITT    51H 
5132 


(•<ct    (    ),    laoaat    (    ),    t*f<C    (•),    ra:>as«.>r       • 

«t»«r  ' ^ 

17.      e«tt*   Car«ctt7    (HT) 


*«lt«4  riak  . 
rc«»k  rt«k  _ 


rW    H.T 


rt«k  n*>i 
otk«t  


it>       Ctr|a    tpac« 

:,  II.  :;:    rscas  na  bou 

>t;    ••14 
Taaki 

\)tk«r 


K.       rocMSlai    C<alpli«at    <Iaaicaca    4allT    caF<clcr.>rT> 


fta<la  r^*  -    La  •n  .  w*  ^  . 


■••■..     <•-« 
AAchoraga,    XIaaXa, 

■J  .  I .  *  . 


la.   riakaclaa  Car  aklck  Faratt  la  ta^uaiceil 

pcaaa  Ataa   Farla<     fa"'"   t°"  t '"?  ■ ' '-'«   T»<t  •'  H  '-'"< 
(Ftaa-Ta)  ._liLiA.-UIU_ 


Jl.   llaM  aa<  A44raaa  a!  Ajaat  arralntal  ta  rtc«;»«  •"•  Ut"l 
pt.caaa  l.aaa4  1.  tka  »alta<  Jt.caa. 


^^f,   atLa^Md  i^*f*^ 


FlSMllli  (aUi  iD£«-'f:(U'10»(  '-OIK  iFOItiSII) 


lobb 


JDRO  'um 


NFBl  I 

onn  iMxnc  fuodbictis 


jPi.TI-ioti. 


■  a        1.  .  .      1  J 


I  •  t  L  «  '  r  J  '• 


ii:^) 


ya:ii.-j:.  3r;wf-^-i.T  ,  --.ftii    ^i. 


11 
i2 


ao,  i25,  *«,  500  mt 


tfOJ.  6303,  WOi,  12«*,  1M«,  i.  1?2.2,  4r'3.3, 
git*.*  I2«<fr.6,  UB6.*,  M-9.9.  *r'3.2,  lJf59.8 
«7*A.*,  UIO.},  6315.75,  W21,   l^'-Jl-?,   16W> 


4  iT-t  »a 


at '. 


:-r8.:3 


10 

i, - ..? 

11. 

Fr  »>  . 

:  1. 

9>  :  «     1 

i« 

...        laalaa-i     Ssjai     

t  t  ■  A  3  .       3  : 


Claccrlc    (    ). 


:  i  3  a  »  .      *  '1  ' 


J  3  ;  ■>  t  r        S  p  e  c  :  :  r  ' 


sczxu: 

WiTCH  «•« 

BBUO  SIA  IB)  lURmUl  ISUICS 

atir  or  luau 
tfumc 


01.00  Te  04. OO     (Off) 
M.OC  TO  23.00     (Off) 


H.OO  TO  21. OO     (OMT) 
23.00  TO  02.00     (out) 


12.CX3  TT  15. CO     (OKT) 

n.oo  TO  20.00    (an) 


A  ^'     SSI,      V  J  . 


TalaHtaphr     t     ) 


-     D 

<-x  K>,: 

■-V  Tv.x  it-a:^: 

ri^T?    I 

'■■"-J--'       ."•  •>:;  trr.- 
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NOTICES 


28088 


jft  m-/Ofci, 


1C1.5  '.  .'*  i 


-^ 


211.57  ^ 


■.nSHl?»r,  VESSEL  iDE»TinCfi:tON  FORU  itCSElC?!) 


lio.     10«7 


P.ruiC    P.rle^       ••**CH    1.1977    TO  Applle.tlo.    So.  JA-Q^-jp^? 

Appllsd    ror:  DBCgWM    31,1977  ^nx    Us*    af     l«»»l»j    Otfic« 


Stat*:  J*"W 


).        r*oe     --c     *ect»»t     (^      ^v(k<r 

CHIYODH-K.I  ,  IOC  ,  JAPOJk 

.»t;.    Aflcrt.i    ia:k    SHOe.Kr<   T<»tro 


teglBtratlen    Eo.      ^p^) 

>•••    tad   A44cass    af    Chartatar 


4.        (icBtpcrt     ar^fl     Jt«:'t     of     %*fl*tr)i:      rOKTO^JfcFW 


5.      T>p«    or    v««i«;         i«r>ic3ikA-  *    :KAwsP'yT 


10 


*.        Tor-«|,«     (Cio>»)         S    «^  ^    >* (li«t)  l,7>5.00 

L.B»t^     11-^0  H  I  (r.»c:h        ^  ^   » ?< .       ».       Draft   •    »     H . 


11.      P:cni.»'.  cr        ;^i««.;    f 

0  T  h  •  r      ___ 

14-         HbBhar     aad     latlssAllt' 
C  !  [  1  c  •  r  •  ^^' C  r  . 


r : «s«l/El«ctrlc  (  ), 


if  .  ..'AP^ft 


C  T.  ka  I   «lf  aclf  7) 


c  (^^awvBlc^t  ico»   vsr-rr:   .  .  k-.      iS?   Vcica  (  ),  Talagraphy  (•), 

0 1  b  •  r _^_ ^ 


Cine-       -<.  r  t       ^  J      ;    ■    ,  fl  .  •  r  ■.    ;  .  i  > .,,  Jij^     ^^I     ^ii.     I.-JIL   iili_ 

-...,£         -  SEi     THt    *TTACHEX)    P*F^B-I 


-rft  -l'^-   iG, 


io<*T 


AMiCEXT   PAPBt 

a.      RAM   AJtE   ADMK3    3»    AGJUII   APPOIITTK;   TC    8ECEIVI    lltT 
LMAL   PBOCtSS    ISSUm    IH   TSl   DIlTSr    STATEi 

lAJd  W  JiAlro    IaIaMIRa 

M  Sadayukl  LASHIf ASI 

kSSM&S, 

C/0   HOLIBAT    IIH.    »KJ.I»0TOI 

too*   iO.    504    AB 

250?   fI30O»SI«   AVE.,    I.t. 

fASHIIICTOII,    D.O.    70007 

D.S.A 


TELEPHOIIE 

?Oi-3i^-740C         iSXTKITTiOII         507i,    SOie  1 


1A,~    l>3>.^A:-cr    l<;^i|iatnc:        La  ran    C     (•),    Leraa    A    <•          •«>!•     u), 
Dacca    (    ),    la^aat    (    ),    ta4ar    (  •)  ,    FatkaMtar    (•  ) , 
OtKar 


17.       Car  to    Carat  li>     .  ;fT  1 


II.      Carga    S.aca 

Jla.kar  ka.a 


F  1  ih 

2.J0OM    -. 

Fraasac 


H.        Prt(....r.|     Uk,:>»*«t 


■pacitr.KT) 


7v  ?!§►■»'•.*•      fee      whi(^     Fail 


iFia»-To;  Cater     ■. -M  . 


P**< 


21*       *la»«    ani!    *(i«r«si     c'    Ajar-.     acpQlBta4    to    cacatva    aay    latal 

froca««       .>«u«e       .!  ::•      ..r.:t{      'tataai 


_:^:^__^h^"J^''!l.  Z'*/'-'*^ 


F«>etAL   HOISTfl,   VOi.   42,    NO.    105 — W€DN£SDAY,    JUNI    1,    1  f 77 


280S0 


NOTICES 


Tft-')0-|O<o7 


a-A-'T)-/ct7 


ATTACHED  PAPER 


21.      NAME   ARD  ADDRESS   Of   AOBIIT  APPOINTED   TO   RECEIVE   ANY 
LBOAL  PROCESS   ISSUED   IN   THE  ONITED  STATESt   , 

HAKE  MR   Ichiro   NAKAMORA 

MR  Sadayukl  EASRIfA'U 


ADDRESS 


8  8  8  8  8 

^  1  ^  ^  5 

&  S  S  I  I 

00000 

s  s  s  5  s 

8  8  8  8  8 

k!  s!  S  S  S 


C/0  HOLIDAY   INN,    f ELLINGTON 
BOOH  NO.    504   AB 
2505   WISCONSIN  AVE.,    N.*. 
WASHINGTON,    D.C.    20O37 
U.S. A 


TELEPHONE  „    , 

202-337-7400       (EXTEfllON       5072,  5081) 


3     -i 


\i 


ATTACHED    PAPER    II 


01-I0t7  fisHlMG.VESSEUDENTIflCATIOM  FOHH  (FOatlG?!) 


No.    1068 


CAJJOO   SP«CB 


i::ii;i;:iz.i 


rSKZEf    FISH    HOLD 


,,,„lt     Period    MARCH    1,1977   TO 
Applied    ror:        DBCEHBER    31.1977 

State: 

1.  «a=e    o:    v.. .el  -""O  '"''" 

2.  Vesxl    IIo.:l!ull    "o.  


Applic.tlon    •lo.,-rfl-00-lO(g? 
For    lis*    of     Istulr.5    OEticc 

JAPA^ 


rcgi«tr«tton  i;o.  Tri-fiq'> 


3.  r.en.    nnd    Addre..    of    Owner  Dane    and    Addr...    of    Ch.rt.rer 

H...        TAIYO   SHOSEW    KAISHA.LTD.     , _ 

Addre.t     4-1.    MARliWOUCHI.3    CHCME       _ 

CHIYCOA-KU  |T0KYO ,  lOO , JAPAN  : 

C.bl.    '■<■<'•'■'  TAITO   SH06EN    TOKYO 

4.  Ho.eport    •nd    3t.:«    of    tejiitry: 

5.  I„.    of    .---■  RBFRIGtRAIOR   TRANSPORT 

i.  T.iin.j.    (Cro..)         ^•*"°'' 

7.  ...nith     11110         II.    -«■       lr..dth  J1JE_!1.       '•       l>r.ft_Li£.T(. 

10.  Mor. . power  _»j:0OO__.hi;'.-  11.      II.«l..uri   Speed   1^ l>t. 

11.  Propul.loo:       DI..-.1     (.).    St..-    {    ),    Dl...l/El.ctrlc    (    ). 

.      •.  ■  Other — — 


TOKYO,    JAPAN 


1,»00.72 


IJ.        D<°t<    l-llt     N0VEWB«'.196S 

',  .  ,26,    JAPAN 

14.       llo.b«r    and    H.tton.lltj    of  Per.oenel 

nfHf.r.  10 


Creu        16  Othar    (Specify) 


.    15.       C.onu.lc.tlon.:     THF-rn    (•  )  .    All/SSJ.    Vole.     C     ).    T.l„r.phy     (•) 

Other  ^ . — — 

JJNX 


lotaraatlonal   Kadlo    Call    Siga 

l.4to   rr.,ua.cl.»    Monitored    _A1   A2    500   KHZ 


Al    A2    425    KHZ,    468    KHZ 
Other   Morklnj   TTequerclea      _^t-ZZ 

Sch.4l>l<  SEE   mC  ATTACHED    PAPER-I 


FEDEtAL   REGISTEI,   VOL.    42,    NO     1 05— WEDNESDAY     JUNE    1,    1977 


NOTICES 


I>091 


TA- Vi-'^*-^' 


16.      Oa»l»«ti^-    tsii    p.eat:       Loraa   C    {•I.    L*raa   A    (•),    0««ga    (•), 
!l«!f>  5..,,t     (     ),    ladar     (•  )  .    ratheoeter     (•), 


argo    Capacity    (HT) 

alted   Hah         

r.of    r :  >n  . 


'.  »  h     ■  ■  e  ■  . 


11. 

Car, 

0  Si. 

nvBb 

«x 

Fraeiar 

D  r  '  I!  c  ;  'f 

r.rk. 

iFE 

rsE 

Other 

^b:.    -'k:-t£-ii 


II.  r.  g     E<;i.:roent.      [  I  a  c  \  c  *  t  »     d*;l« 


Dc  ««  g    '^.'  *.  *        r  «  r  tod 


^  •  *  f      t  c     b  •_    L_i  •^ 


ATTAOCD    n^PCS    II 


^ft-00-|W»f 


21.        Htot'     artf     -'■1'trj^i     c;     A^ent     jpco;  f-c 
proces*     .••md     :  i-     the     unlets     ^t»t« 


•tal 


^AtOL     SP%^J 


^tt    oX^i£^<^  ,'-''•- i"-*-- 


r 


1515122210; 


'  ^  ■■.?>    ^     SH    HOU) 


,arft.Tl-iOfa£ 


jft.OO-|0(o( 


ITTjCKK    ?»fEJ( 


-^AJlI  >.n:   AiiJiiEss   ;?  ao.s;(t  kr'iK'.ii'rz  '-:  5-;"ErvF  iiir 
:,egai  ps:»;ess  issrsi  ;ii  T^;i  :«:*?.:  5r>'KS: 


3C  X  X  X  ^ 

o  o  o  o  o 

I  s  s  I  I 

o  o  o  c  o 

i  i  i  %  i 

tV  (M  fV  ^  N 

a  s  s  8  ^ 


i^0»    »    3C0ltS:K    iVt.  .    ». «. 

fA3R:>i:?3».   ;.;.   i:\xr. 

n.s.i 

2'X-3i7-740O       ,LirE.>';,»       5072»  5081) 


5 


\i  I g n 


FCOCtAL   (tfGISna,   VOL    4 J,    NO     105 — WEDNESDAY,    JUNE    1 ,    1 977 


i^(m 


nt),    1069 


nsHIHG  VESSEL  lOENTIflUTION  FORM  JOSEiGN) 

p.c>lc    r.tloJ    KWIOI    1,1977   TO  AjpUc.tlor    lo.    '^^--UllCkl 

«„li.<    r.riPggMBEIi    31.1977  for    U.t    of     Il.»ll.I    Offlc. 


Statt: 

1.  ■•■•    oJ    Vt««tl  NmO  H*RU 

2.  •...•I     llo.:Hull    Bo.  — 


JA"V 


Retlftratloo  to. 


.,,,,     -^.NBUKU    SA.NGYO  CO.  .    LTD 
.jj.,,,       ASAHl-CHO    ^-a. 


SHD^L^^-SHl,SMIZua^A-KB^  424,jAPm 


..pore     .nd    St.t.    of     t.,l.try:              SHIMLZU,    JAPAN 
.<      5'      (t...:  iSrV'.'JtSATOd    TRA.N^°'-igT 


7S2    62 (O.t)  ti''     •■' 


10. 

<j:..p.iu 

11. 

?r  jpu  i«  1 

13. 

D^  «     S  ..  L 

;• 

1 j«S«  r      ■ 

0(  1  I,  tri 

IS. 

Coaaar.  :^ 

,,        ,r..Jth      1A.50    ^.        '  3. ft     g.W  -!<. 

,hp.-    .:.        •■.,,:,^i    Sj;.l       16.  »  •  tc. 

,1     r  ).    Stt.a    (     1  .     Ol.seL     il.cccu     (     ). 


l»AHCH     19"'^ 


•i  •  f       )  .>  • 


NOTICES 


V4  f    f  n 

3c  l»  •  r 


t^riphy    (•). 


J-VOY 


T  B  t  •*r  n  ■  t  L  J  --  *  :     J  i  i  L   >     t  «  L  .      >  1  I  r> 


Al    A2     4:'Ji,KZ        4*.rtlC;-t2 


Schtdull  SSB    THE    ATTACHEl)    PAFCT-T 


o      o      o     o 


8 


8 


i  g  §  g 

rw        «•        iH        M 


I  g  E 

s  a  3  2 


z-fi,-')n-\o^ 


lOkV 


It.       Uivli-itloa    Cqiilpaeat;       Lor.Ti    C     (  •)  .     Loran    A    (•).    Oncj.     .     .. 


17.       Citjo    C«|>«cltr    (!IT) 


IB.        C«cgo    Spai^ 
fluabc  r 


Salcail    '!•» 
Ftcjli    ruh   _ 


F t ccie  r 
Drr    llol'l 


rroicn     rl•^  1.700    M   T.  T«nki. 


0  c  ha  r 


S££   r;E  Ar:A._i£l    fAPER-JI 


H.       Ptociialai    tqulpoant     (Indlcita    Jallji    capactcj.HT) 


10  ^l»^e:.1•      (  =  :      -.^l:^     "trait      li     l*qj«it«!l: 

Ot«t3     A-«»        '»'  y  S  >«;'.« »       Co«t«npl«ta<       Caar     Co    ia    C«a<l 

(rtpa-roj  Catch     IHT) 


ATTACHED    PAPBH    II 


V   I,  i' 


jtV  -11'  icfe"^ 


A  •  •  n  :       J  P  ?  7 


;;*..      JT       l«t«l 


'^'    Y^.u/^-^t 


OUKX>  SP*CB 


nmszeJL  I   I  1.  Jl  I  £ 


•  B^i^B^   f  :  Sh  holo 


HD£RAL  «ECISTiR,    VOL.    42,    NO.    105— WEDfrtSDAY.    JUNE    '      1977 


NOTICES 


i<i093 


f A    "^  "^  -  '-<rO 


jA-T^-fOOO 


attache:  .-aj-es 


21.     sua  ksi  AL»ESi   ;p  Ai.yrr  AFPi;?(-i:  t;  r.E:;.:.E  A.iy 
"_EGAi  PS5CEs=  rssi'ti  :v  thz  "j»:te:  sTi:E.ji 


14.       navt^ation    t(;uipacat:        Leraa    C     (  «)  ,    Leraa    A     (»).    Oi^af.a    (     ), 
-     >aeca    (     ),    lavaat    (     ),    ladar     (*  )  ,     ratkoaacec     (*>^. 

Otiier    - 


17.      Carso   Capacity    (MT) 


IB.       Cargo    Spaca 


KaME  m.Jchlro    lAAAJfURA 

ICI   Sad»yuA;   LiiKHAOI 

AiJDnESi 

C  3   HOLIDAT    Iirn.    tEXIIIGTOI 

BDOM   HO.    50«    AB 

?f>OS    •laCOKSIN    AVE.,    I.l. 

•a3h:.igto»,  i.:.  20007 

D.S.A 


Saltad    riak 
Praali    riaH   _ 


rtosaa    fitl         I.IOO  MX. 

riiii   tlaal  ZIZl— 

Other  ~~~*^_^ 


Pr actar 

Dry    lloM 

Tanka  *■*   "•    ATTACKED    PI^PEH-It 

Ot  bar 


19.       Ptocaaaiai{    tquipDsnt     (ladlcata    4ally    c  apac  1 1  y  .KT  ) 


TELEPHONE 

202-337-7400        (EXTEKTIOK        5072,   5081) 


20.       Flih«ri««    1 01    which    rcrati     1»    lL«^u«»t«d: 

0^t<o    Ac*«       f yr lo4  S»<c 1«|       Cob t <np l« t ed       C«yr  _  t o    hm    Dt >^ 

(Fr««-To)  C«tch     (MT) 


2t>       Tla»«    and    AiAre^t    of    Asvnc    sftpolitted    ro    r«c«l««    a  ay    l*tal 
process     '.^tuks  :h«    Ualtvd    Staca*: 


,j^ ^,:i4c<f  p^L/Wr 


FISHING  VESSEL  IDENTIFICATION  FORSJ  (FOREIGN) 


7^.11-1070 


,.r  =  lt    r.riod       ""C"   1,1977X0 
Appltcd    For:     DBCEMBBJi    31.1977 


Application   No.  rTA-TO-  IOTP 
For   lis*    of    laaulns   Offlca 


1.       tiaaa    of    Vcsaal 


£t  a ta : 
HAKUYO  HABU 


J.       Veaaal    tlo.:   Hull    t;o. 


Vcflatratlon    Ko. 


3.       (lane    jnd    Ad<lresa    of    Owaer 

'■   WV-R.fl.    KAIUN    rjG£.N    mi&HA 


n<:drcaa    of    Charcot 


AC-i-ess     21-5,     2    CHONB,     1     BANCHO 

MATSUYAMA-SHl  ,£HIHB-K.EN  ,  790  .JAPAN 

Cabla    Addr«»5               

4. 

Noaaport    and    St«:a    of    Ratlitry:     MATSLTAMA ,    EHI«,    JAPA« 

5. 

lyv*     of     Vt»s«:            REFRIGERATOB    TANSPORT 

6. 

TonnjR.      (Croi!                9«C     16                          (Rat)              4*4.30 

7. 
10. 

Lanith     81    86                       f.       Braadth     1 3 . -O   ^,       ,.       Draft    5.30    -« . 
Hor»«poutr             %,^M       iho.—  11.        Haxlnu-i    Spe«d               14.5             '^t- 

li  - 

Propu..  —  "          ri«.e.     (•   '  .     St«*o     f    >.    01«»«i/Elaccrlc    (    >, 

13. 

1  *■ 

Date     Built     NOVBMBEP  .1968 

C;f:ctrt            1^                          Cre^                                      C:n«r      (Specify,            

:  "i  - 

CoaoMs-.  c«tlor.  •;      Viir-f"      [               AJ'/SSB,      Toic»      (                T«l»;!r«phy      {* 
0 1  h  •  r 

In  ttVoaClontl     Radio     Cai;     S  l  j  r,             -'^X"'-^ 

ll*iio    Fraqu«cc),»«    !^-ri:ort<J      *-    *-    't.-'Okhz 

Othar    WortinK    F  r  .  c  .  •  -  c  laa           Al   A3     OSICHZ      46«ltH2 

Schcdula          SEE   TK£   ATTACHEO    RM-Efi-T 

•-^ 

^ 

H.'     ^."     hi 

X 

X 

X       X      :* 

o 

o 

o       c      o 

1 

s 

o 

8 

i 

S     §    8 
£    §    S 

ceo 

i  g    ?   S    s 

K  ?i  !*.         «         r.. 

^g  (V  fs.         ^         rM 

8  8^88 


S     5 


3  IS         O 


-^  i 


«Of»AL    «IOISn«,    VOL.    42     NO.    105 — WEDNESDAY,    JUNE    1      1V77 


■i^m 


^TTOLMii      :'*y^LSl     II 


■;  . 


I  1  jl  zi 


NOTICES 


--^,/J/J.|OlO  FISHING  VESSEL  IDENTIFICATIOH  FORM  (fOREIGH) 


,       1         J    — , 

1. 

r           J  — 5Z^ 

I 

12 

.       I 

FXZS*    fliH    HOLD 


F€tolt    fetloJ    MMtCH    l,!*-"?    TO 
tprllcd    For:        DBCBlgBli    31,1977 


For    Us*    of     lasulns    Office 


I. 


Stota: 

TOSA  MUnJ 


«••••!   Bo.:  Hull    Ho. 


Xoslstracloa    Uo.        TKI-4I4 


rane    and    Ad^raaa    of   Otfnar  Maaa   and   Aij 

Kaaa      S*mA   SEMFAKU  KABOSHITCI    KAISH* 

Addraaa        l-;9,AKASHI-CHO 


CHOO-KU. TOKYO.  104.  JA  PAH 


CakI*    Addraaa     SAWWA  SEMPAKU 


4.  loBaport    and   Staca    of    ^aflitry: 

5.  Typa  of  Taaaal      BErai(aiiATOK  TRAwsi^»T 


TOKYO,    JAPAK 


(Bat)  '}»!' 


».      Toaaaia    (Ctoaa)       '■.»'«^°5 

7.      Lsaicli       69.00         h.       ».      Braadth     UW  M. 

IS.      loraapeuar      ».«"  «l>a".~  11.     .lU«In««  Spa.d    13_2E 

II.      Fropalaloa:      Dlaa'al    (*  ) .    Staao    (    ).    Blaaal /El  «c  ;  r  Ic 

Oekat 

Daca    laLlc 


Dr«i  :       ft    "^^  . 


13 


19«0 


14.      (aakar  aad   lacloaallt/   of   r*r>a*a«l. 


JJ.JAPAJC 


Officara' 


Crow 


IS 


.     Othar     ($p«cifr> 


IJ.      CoBMalcatloaai    »ar-ril    (*),    All/SSS,    Toleo    (    ).    T,;.,t.j.hr    (    ), 
Otfcar  ^^_rZZ^Z__— ■ 


lacaraatloaal   tadlo   Call   SI|n 


tsdlo   rca^oaaclas    Honltorad     Al  Aa  JOO  KHZ 


Other   Uorklng   Fraquanclaa 

Schadnls  see  THE  ATTACHBP    PAPBH-I 


Al    Aa    425    KHZ.     «-"    KK^ 


ifTA  THE-     ;  K:   r"-^ 


:rA- 


10  -    D^D 


NAM-  ax:  i^jhS-.,    r  »:^'^T  appoixtso  to  ^-JLivi  txr 

LgOiL    PHJCES3    liSaM    :  "i    ?"£   ^M-iJ    iTiTS^i 
MR      aJar-«'-    iAjHUlDT 


ADDRESS 


c/0  HOUDAt   :SN,  fEi;:.i::TOn 

BOOM  no.    504    A3 

2505  fisooss:.'*  Av- . .   i.f. 
W4SHISGT0N.   :.:.   ixMi 

3  .  j  .  A 


TELEPHORE 

2O2.JJ7-740O        (SITE^IOS        50*2,   5081) 


-j(\-n^-i^ii 


16.  Ba.iI.ltIon    E,ulp.cnc:       Loran    C     (    ).    l-oran   A    (•  > ,    0»aea     (     ), 
Dacca    (    ).    Kav.at    (    ).    ladar    C).    fathooatcr    CT. 

'  Other  ^ . ' — 

17.  Carto    Capacity    CIT) 


18.       Carto    ; 
Bupb  e  ' 


Salted    Flah 
Fraah    Flah  _ 


Freexer 

Dry    llolH 


rrojan    Flah          1.400   M.T.  Tanka 

Flah   riaal  Othar 


SEE  rHE  attache:   p«"£i-n; 


Other 


U.   rrocaaalol  taolpoaot  (Indicate  dally  capacity. MT) 


10.   flakarla*  for  wklch  Fatatt  la  ';,  .••i: 

Oc.a.  Ar.a   Tarlod     S»«cl«T   ■=" ' '"P  {^if   ^^^^"^ 
-^ (Fro«-To)  .Catch  (MT) 


to   be    Und 


II.      na«a    aad   Addraaa    of    Ajaat    appointed     r.- 
procaaa    laa.ad    la    the   O.ltad   State.. 


:=:2l«c     40T      l«t»l 


KDCML   »EOI$Tf«,   VOL    42,   NO.    105— VlfEDNESDAY.    JUNE    i      1977 


NOTICiS 


28095 


jft-in-i.cTi 


-r-C  .  ■"'r-  .^n  I 


-ft 


21  . 


fiUD  Liz  AfiflMss  Of  AGwr  ij'--;:'ru  -    kK> 

_»6*i    PBOCISS    ISSOEI'    U    THI    '.'IITE    ^-ArEJi 


■)    lakAro    UXUtJkj 


ABDalSS 


s   4   «.   "!   « 

O         O         O         O         O 


O         O         O 


g    i    g    g    g 


§  a  B 


11 


iOO«    *C.    S04    Af 

?^o?  fisooieiii  iTr.,   ».!. 

•  iSHIKTOf,     D.C.     ^>,  '^ 
C.S.i 


Tli.£PHOAl 


--4X        tiri>rioi      5072,  50eu 


ATTAC    Ju     PAPER    II 


/ 


■TQ    tO-'CII 


>^ 


^  ! 


Jl/ ^.r.:.^=z3_      JTZZi  r" 

^  J=-l.._, 

;'     I 

1 

I 

/ 

/ 

/ 

1 
i 

1 

cj>jKx:  sphct 


FRBE-'Ei-  I      E      IB. 


Fi*:iZ£>    f:sh  »«x-d 


nSHiaC  VESSU  IDl«^'fiCATfO^  FORM  (fOSUCH)  ik..  1072 

ratDlt    P«rl»J  Mfc^ai   I,    1977  TO  Appllc«cion    3o.  ^A- W  1^7  j- 

Appltcd    Fori       BBTPMlfP   31,1977  f„,    u,,    „j     I«««l»j    Offle, 

i     ■»•:       - J&OCI 


1  .        ti  J  a  e         r      *  •  •  I  .        

3.       B«n«     anir     AtfP-»!is 


r^^Mu^KSU 


■  •DC    i.'-  '    '  >■  ^  ■  *  %»    of    Charttrer 


C*bl»     *-   iitii    ^VW-    5EHPAXU 


4.       lovcport    •«<:    rri;«    cf     <tti«cry:  TCKTO,    JAWW 


i.        "of-*|.        Crt.i  ;.vv-     '-■      (li«C)        1 .  574 .  »9 


T.        .tr|:^       -.  .K  ?■  ■  «  »T..eth      15.00    M.        «.        Br«ft     ■OO    "M . 

10.  >■  c  :  I «  p  o  w ,  r        S .  XX  t  >■  F  -11.       tU»tQ«»    Sp««J  16. OO  *tt. 

11.  ^rzf^.t'.ct         B:**t:  !*  9t«*o    (    ).    Bl*s«l/El«ctrlc     (     ), 

0 1  ^  •  !■  —— — ; ■ 


14.         Ncttb*!      aB4     Ha  I  loB«  :  1  [  *      ii  t     Tmr»o 


7^  >  ^-^^ 


k?      i  5 


i  ipaclfr) 


Ot  h  r  r     

l.:.c      rr.^u.rct.*     ^cri.c-..         ^.    A>     >X)    KHZ 


c«    (     ).    Tftlagrapliy    (     >. 


Other    Warcmg    F  r  •^utntr  i«s        Al    A2    425   KHZ,    4Sa    KHZ 
Seherfvlt  SEE    THE    ATTAC^D    PAP^t-T 


WDftAl   tEOISTEt,   VOt    42.    NO.    105 — WIONfSOAY,   JUNI    1      1977 


280% 


NOTICCS 


16.  Oa*tg.»tlott    Cquipacnc:        Lor«:>    C     ( 

OeHer   ^ — — 

17.  Cars*    C«p«cltr    (nT) 


18.       Cargo    $p«c« 

Bwbcr  Vaac 


f tec3  e  c 

°"    "°'^       SEE    THt    ArTACHED    PAt>E«-II 


rr»:<r>    ri.K  2    lOO    M.T.  T.nkJ- 

Other Z^ZZ^l— — 


H.       Fro-.....T(    M..lp!>i!r,t     (InJlcil.    4«1W    t«»«cltr.HT) 


20.  .    riili«tl«i    ««r    •hlcfc    rer.lt     ll    lequeitedi 

et...    AC.       r.rt..!  «..cl..       .t^'h.cnpl.icd       ^°"    ■»    >•    ""^ 

" (rr*«-T.>  C'""    1"^' 


ATTACHEO   fAPEB    II 


7^ IV  '-  i 


0- 


CAaOO  *F*CB 


preeiK    n«»«d    1"    tl>«    u«lc««    r.t.c«»: 


X  1  »  E  E  a 


FSDUy    FISH    HOL. 


JA-T'.- 


J<^ 


,00-IOl*L 


AltiCHKD   PAPER 

21.      RXaS   AKD  ADDRESS   dt   AGEHT   APPOIWED   TO    RECEIVE    ASY 
LBOAl  PROCESS   ISSOEB   III   THE  OintKIl  STATES: 

lAJIE         »  Tchlro   »Ai>Jf;aA 

MR  Ssdayuki  KASHIfASI 


»-  e  •-  *-  H 

X  «  «  «  » 

o  o  o  o  o 

§  1  I  §  § 

a  8  s  8  s 

o  o  o  o  o 

i  i  i  i  i 

^  ^  i  s  § 


A00AS33 


0/0  HOLIDAI   IIW,    WELLIIIOTOI 
■OOM  10.    ;04   AB 
290;   flSCOKSIH  ATE.,    I.(. 
WA3HIII0TOII,    D.C.    «X)07 
U.S. A 


"^°^°3o2-337-7AOO       (UTEOTIOH       507?.   5081) 


F€0€«AL   HECISTtl,    VOL.    4?.    NO     1 05— WFOfrtSDAY     JUNE    1,    \'*77 


NOTICES 


2^a9: 


FlSHiSG  VESSU  IDEWTIFianOH  FORM  (FOfitltl' 


*a.    1073 


jfv-no-zo'?? 


f.rolt    F.rlod    HtflCS   i.l^T?   TC  Application    3o.rTp-lO  '^077 

a  V.,\ Q~7  For    U««    of     Isftuibs    Offlc* 


Applied    For:     .i^ftSOJllUaZ: 

St ■ t«: 

1..     w,.*  9f  v#.,.!   SAwraro  mam: 

J.        US'!*     and     Ar]Ttr»st     e.'     Cwn.ir 


ftegtsc  rsttoe    Co . 


n«a* 

NANK 

i:rTT rxc  ^g . .  lit. 

c«.H 

r<,Mu  uNAasA. 

«;»«»- 

iNArniAian-aai .  aiT»-a 

C«bl« 

Add 

r  .  s  s                   

■  8-^  ^\.  JAP  AM 


*•        ■o»«^ort     and    Stj:«    of     «•»•.  ttry: 
5.        Typ.^of    Vassal  CABCQ  YESSJP. 


*.       TooBaja    (Croaa;      l^qBA.'St 


10.        Horaapouac         2,200      ^     ■  h  ^. -^    H.        !r»iiQu^    <pe«d  j;; .  ' -^j 

i:.        Propiiialos:        Olaaal     v'^.     Staao     (     ),     D:»sal,'t:«cc:;«     (     ), 

Othar  "        

11-        Data    B.llc    ^HM^iaia ^    ,    ,        .      ' 

i*.        loabar    aaA    Hactomaitty     of     Faraoaaal       14 ,«UftlC 


Qfflcaf  7  Craw  7 

13.        Co  ■■«  BtcatlOB*;     Tlf-rH     {     •  ,     AT/SSS,     7ol:i« 


0  t  ha  r     '■  S  p«c  Lf  T 


.  "  ^•urapf'T     (*•  t  , 


Oth« 


Id  tarostlooai    Radio    C«H    9  i  ga  ,f;^ 


«adlo    rra^ttAQclaa    naoltorad     A^iAi    WIP 


Otncr     Working     F  r  e  q  ^  •  n  c   '.  e  1  Al  ^    Ai    *g:>iqQ.     »^«Tg 

SIE  THE 
S  .-;  >^  c  d  -J  1  a  AT7AC?qg)   PAPEU-  I 


X        X       X       X 
o      c      o      o 


i  §  i  I  i 

8    8    8    g    i 
~    K    c    S    C 


a   d 


S    P     S   ^   I   ^   f 


TA-00-  e-i? 


ATTAC!!£tl  P-UU       T 


Jft-10-1073 


r£0     -.p.c  —T     (:IT> 


18.       Carjo    S t a c • 
gybe  r 


F 

est-     r  ■.  «  ^ 
0  :  •  n     r  ;  .  h 

— 

r 

_ 

r 

,»«C 

n 

ht  r 

— 

tcaezar 
Dry  Bo  1*1 


TE?    UTTACI^H    fA."Fll-n 


19.        Peoc«i«; nj     C^ulpcan:      'Ifldi.ii*     a*l,T     tjpaflty, KT) 


20.        Fiaharl.«»     for    witieh     Tarait     la     t«fuf*c«d 


Ocaaa  ,Ar  ay       f  t  r  iod  Spag  laa       Con  t  a^np  la  t  cd       Caar     ;q     t«     Uaec 

(Trow-Toi  Catch     (fT> 


ssuad      :e     rha     Jnira 


^1-c     «ri-      :*£, 


.<:^»      :>/r?//.^-^     >t:.;^^ 


FH>«Al  «©I$TH,   VOL    42,    NO     105 — ¥«DNKDAY,   JUNI    1      lf77 


2S098 


NOTICES 


•  Tft-OI-ZOIS 


iTTi^HiL    ?\--JS 


■,^-    .^l    <^l«^i    :■'    »-:•'■    i^-POmTBI)  TO   RECEIVE  AHY 


LEJAl    FH::S3i    A^j- 


:N    TH;    JNITK)   3TAT!3i 


AJU>RS33 


C^O  HOLIDAY   INN.    .2L.:'<3rOH 
■OM  no.    304    A3 

?*-*,    flJ—USI!!   AVE.,    «.«. 
.iJ.iltiTJ-t.   o.c.   20on 
Q.S.I  > 


TELKPHOIIE 


202-337-7400        (EIIEmOH       5072,  5081) 


:fft,no-i07i 


It.      Il4<l(4tl*«  I^ulfsaXI      k*taa  C    (•).    Lar>i> 

Dacca    I    ),    »a»aat    C    ).    »a«ac    ( .) ,    rilhoa.i.r    <  ,»• 

t;.      Caria   CapacUy    (lITi 


k    ih.   Oaaia    (    I, 

C    J,    »a«ac    (.),    filhoaaur    (    )■ 


SaUad  Flah  . 
ftaak  riah  _ 
Vraaaa   Flah 

riah   Haal  

Othar   ^^^^ 


800  M.T. 


1».         .TAJ     i»t  =  « 

riuabv  r  :>taa 

SB  TH£  imCHiD  PAfia  1 
rraax«c  '     i-<'-- 

laaki  -j  ■  ■•■•, .     ■ 

Ulhac  ..    '''"^    ■!•       ■■     ' 


11.      rcacaaatai   (qatiiBaat    (ladicana   daily -csfaclcy  .NT) 


JO.      rtaharlaa    for   xhlch   ratals    la   «aqu«ii«a. 

Ocoan    Ar^4       Period  So.cl.a       Con  r  cr.„  I  j  i  cd       Co.r    to    at    ^..d 
(Fro.-to)  .        e-'"-''    1"^) 

MMIITIC  .   ••''■;■'•    ■■■.  ' 

OULi'  CP  AUSU 

URna  SEA  AND  ALEUnUI  ISLANtE 

OiUZlOK  WASKIMOTCN  AHO  CUI^OiUIA' 

cniBAi  ?Aci?ic  ■  •.  .•; 

■    .  /  ■  .:  ^..^,, '.*■*'•"•***  •    •-  •■    '■"'     »|  •'    ■  "        ■♦^■ 

Jl.      tlaaa   atid   Addtaaa'of   Itaac    appolnt«rl    lo    cacalva   ao»    la»al 

prueata  laauad  In  cha  Uolcad  Stacas: 


.     \  .     •>   >«   ; 


1 074-^ 


a-0-O'^-l''^^ 


3A :  a*  -  ■ 


H. 


ii4»«     *-ii    *53ie««     Ji     :a«::«£«r 


■  «>•  .-is:d.'i  ^'T^-^- ■ 


tA.~»-*-<'X 


C«B.<    AJi:<**_ 


*.        4jat94C^     t->3    St*;«    oJ     »«i.i-rr         <«KN.tU-":    .\ 


:r..  .(  v.»i^   .  MyHn£^r>-  ■u>.3>ok'_ 


-1 11 ;»  _ 


0  .        I  r  •  A  J  :  ^. 


?'.y     _  *  1 3  ■ 


1«I^BJ«      S»3 


a:k«r    . _.,_ _ — . 


,  '  ■■    ; -•  V'-.V    *'.""r       il^•f 


.«|:  •?!/     (•  ) 


ls4ij     r:aq«iaca(*     ^l  j  a  .  t  a  r  ■  ^ 


nOC  OC  »:^'    «^- 


■ :;  '•2'^  •t>^  *'^-  '^■*- 


it. 


«D€»AL   leOISTTI,    VOL.    4J     NO     105 — WEDNESDAY     JUNE    1      1977 


NOTICES 


2x099 


J^-01-iOl  J 


attache;  :•»-;& 


21.      ^Aj(i    k»:    <i:.irE-S    "f    i^E.H'T    Ai>?OI»TKI)   TO   Si." 
LIGa:    -RXEii    ISSUED   III   THE  DiaTE    :'iTK: 


MR  ^ada.Tai;    i[Aj":iAGI 


A'DRESS 


HOLISAY    :S1I,    tELLIRGTO* 
goon    no.    504    AJ 

?505  Wisconsin  a»e.,  «.i. 
tiSHiNoron.  D.:.   ?0O37 


lELSPHOHE 

202-337-7400       (EiTEmO»       5072,  5081J 


■jft-.no-  lO^i" 


.■>>.  .-.  ,•  .f.                            ..:  I.      ... ;  I  '  ■-»  • 

I  ,           '  .-. 

It.      ka.ii.iisi    taaipaaaci      baiaa  C    (•),    laraa  4    (jl.    ^Mta    (  )>           T'j. 

'                    .  ■ .  '  •. 

i.ii,                •..•<:     ;     :,    tadar    I  .1  ,    Faikaaatar    (    ).  '^     I  7 

pi    •  '•  •  ■■•'  .... 

«""' ■ ■,:  ..-.l.fis 


17.       CaC(o 


.  .r    lilt) 


T 

II.       Carta    ipaca  ',■ 

WuoLc r                     lla>a  '    • 

SO.  Txi  AmcHU)  ^4ra  i  .> 

r  I  •  I  1  a  r                    •     1  p^  •  '  '          .  ^    /i 


ir  c«r*ciiy«>(T) 


!U.   I'.ihariat  ffli  «Aa^r  ftiati  i%    fts^nastad;  ^■> 

[;■  ^  t  .  -     A  r  .:  >       f  o  r  l_o  a  S  E  «  c  -■  ■  J      Co«t  <np  1  J  I  c^       Cf«y    to    fc«    U««< 

iFro«-T«)  Catch     (MTJ  ' 

ATUurnc  "'    *" 

BHiDlO  SiJl   AVD  ALCmAJI    Ii.U«!3S 


I   t  r  «*  '•  X 


«.«     ria     (  tt 


r^r.^««i     is^cv'e     la    cha    UzlC««    Stac«i: 


/  ^ 

w^  -/ 

^'^  -t 

(•!>   »« 


1075 

Fi&Minc  «£ssa  iBUiifiCAnoN  fosm  (foui&k) 

.  '     i     *■  ..a, '■/<...,'(     ^  ;  A  .1  a    .-  .■'.•,! 

f.ralt    f.rla*   ,.,.,,...,  ,            i         t'/  4»allnfJaa   Bo.   JA-I'^-  f!^^^ 

ASP....4    foe;           HARCIi'  '.  ■  '1977  TO     '  'ror    Uia    o(    I^aali,|   OMjca 
DO;£KBti  31,  1577 

■        ----     -    -        St.lai  -'«•** 


1,      iijac   oi   yaaaa) 


.1. 1 


SAKTT.  »ARV 


Vaaaa;    ae.j    iia.l    l|9. 


It  c  I  I  .  I  .-  a  t  ;  J  r 


j.       tlaaa    and    Addrvaa    at    i;wuat  k..no    ana    AC:ra.a    ^t     C  r.  a  i  ;  a  (  a  r 

"•a«    .:>-;.i  ^,^^^■   :^^^^^.^— ^t;   ccyr. . 


Add  r a  aa 


crA-7"?-  /&7r 


Cabi*  Addraaa 


A.   Hooapori  and  Scaca  ol    KaiLiiiry: 


^.   Trpc  o.'  Vaaaa. 

a.   ToDaafa  i-raaa; 

•.to 


ntyamtiATa  TxAjspjiiT 


va  ng :  A 


,11^     (.        Iraao! 


*.        S.-aJ:      '.■«- 


IQ.       Haraapetiar         2.XX)        '   a  h  p '        ...        rtaiiau-s    Ipaaa  - 

aI.       frep^iaisD.        Dlaaal     ('..     Waao  ,     Siaia.t.iccric 

Othar  

bdta    taiU    crT-:.^-y.   '^1 

Iwakar    «&d    fcat;edalll7    o(    Paraocial ^  "  * ' ' 

0  f  t  1 1  a  E «  '^ Craw  "  ;:uai     ,Sfac;tj) 


1] 


Coany  ;  c  a  c  Idea  ;     VliF-rn 
Otnar 


A»i.Sij.    Vtica    I    ),    Ia;a|r•p^,v    (.), 


I  ■  c  ar  Bat  1  ftaa  ^    Iddlo    Caw    S1|fi 
kadlg    Praavaaclaa    Realtarad 


5X   KHI  flSi    KHZ 


Ol^a^    worn«|    rr.,»aaela.        '•■V-'.  '■';<?■"■■   i*"-'^    '^*'^- 


ScKada^a    idATC^   TD'^lj ^bi."    .:   S  >    Af.:   a;..:-LvA    r^.^Alfc 


AH. 


O 


:"■ '-I 


FfDHAi   ttOISTn,   VOL    4 J,    NO     105 — WEDNESDAY,    JUNI    1      1977 


2*100 


NOTICES 


—,:^.-in-  lOir 


LTTaCSZD   i  i-P  ss 

LKi:  p^.x-Bj  lij::-::^  :■<  rn--  '.'"its:  ^tats;-'-- 


:,  J    KOLIDiT    :»T,    »KL  .I'CTOH  -■     ' 

H  XM    no.    S04    A.3  ,' 


It.       aavltatlH   t^KtyuStl       liSTH   C    (    ),    L*r<>   A    (|).    Oatia     (-1, 


■'■I  ..- 1  '.  .. ,  l-.i 


otKtr 


I 


W,      Circ*  Capacity    (UT) 
Salta4    rtali 


ti.      Cacia    tr^ca 

TluafaT        t    •  U«pa 


rraak   fit*  X  »r»    Ual4     I 

l>><ai   ri.h  '      fWO  mA  '        Taaka   . 


CO.  THt;  iTttClM  PWiS  1 


■  -I  II  ruipiiuvj  '■'..<  '«cLj 


ritii  naal 

Otkar   


^i     •■ 


eckac 


•  Xi  ..J,  ■."■  ■ 


1%.      rrocaittat   t^atyaaac    (lalltaCa    aatl?    coactcy .NT)- - 


TE'.JPW^'S 


\i  -  J 


37-7tOO        (EIIK-ITIOH        5072,   5081) 


Id.      riaharlaa    lot   <ihlcl>    raralc    ti   >aq>i<ac«at  •:„•...     ••• 

Oc««li    Acoa       P.Tloa  ili«cl»a      Connrnp  1  j  t  cil      Cj.r    ta    t«    Uii4 

(FcoarT?)    .  -■""■    '"'" 

inurtic 

001/  or  lusn      •••■"   '        •  • ' 

Bsmea  st»  akb  a:.git:/ji  isluik 

.    ORSOa  VlSHDiaTCH  iUU  CAUnSHIA' 

•      e»t!Ul  PACJTJC  ..;■..    .••..-.;-■.,• 


■y  ■-■.'■  ■■-''■  v\! ■':.•■{■  \ 

21.       ««■«    »il4.A4dr«t«    of    Aj«tlC    appointed    to    te-a.va    *^7     :«t«; 


^A^  '  rr^a^/i/J  n^fi^t. 


f**^ 
.i»»l>.-i« 


.    1076 


jfv  'n-  io?'< 


Fiii<i«ii  «tSii.  iDiK^HUrQH  fUitM  ;^G^r.iuN) 


i,  IJMC       jT       »t»a»i      

J.  *«•(•.       «J.      1-..        W- 


TU  MAHll    NO.     ■- 


*' d : • • •        " ' 


Caa.c     *4J[«**_ 


.  .  ^  xr.^   I.T.  (Net, 


I.        :.jaa4(« 


it.      f t jp-. 


U         3  .         1  r  s  4  i  ;  n 


,-l41l«a1      ^  iZ%i 


3:«fe<.<£ltccrLc     (     ), 


\\  .         3  4  t  ■     I  •*  1.  U 


3  :  M  r ^ — -  ..— - 


tt;ar<iitL3.i«.     K«JLa    ^<.i     S.^s 


l«jkj    >r«'^j«o..i»    iga::of«J  >-A    ^--^-^ 


Olb«(      <aari.iiis     ^r<^^«a 


Ic1i<  J.  ^t 
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NOTICES 


28101 


Tf^--n-  \^1'o 


inACSxn  FAFn 


21,       KAJIE   UTD   AUaeFSS    JF    iiSITf   AJT^IITK    r;    SErEI-'E    in' 
■Jt£,m.   P80CS33    :S3jEE    U    TH2   "BITE    STATE  i 


Xija       w 


lolLlro   lAXjJCiU 
'Sadayukl    tASHIlAiII 


C/C    HOUDiT    :in».    aC^-IHOTOi 

BOO*   no.    so*    Ai 

?505    WI30OIISIIS    AVE..    «.a. 

tisfiinGToii,  :.:.   /»r 
•.; .  3 .  A 


i».     «..iii 


\1. 

taltatf  risK 

,   -r  . 

. 

rtasaa  Ptah 

'.,;■>; 

Other 

II.      Carta   ipaca 

»a»*tt  Miac 

SO  TW  kmama  paj>d<  ii 

Fraciar      I    II    III    IV    PIUSBI   ri5«  HCXJ 


Drr  Bal4 
Taak's 

Otktl 


4«llj    capacltr.MTl 


TELEP"!;!!!: 

?0^-h7--aX  EITK'TI^K        5C^2,   5081) 


20.        FltKtrl.a     (or     wr.c^     Paralt     Ll    Katvaicaa: 

£i.t*'_i-*.4       Ft  1o4  '  f  «  ■   s  c  f        Cant  «nal  A  t  tj       c<»r    ta    »•    i]lc4 

(Fra«-To)  Cnc>    i:iT) 


21.       Maaa    aa^    Addreaa    o!    A]t«at    apaalMtcd    ta    r«cel*c    any     laial 
pracaaa    IsaiMd    In    ckia   Oalcaa   Scatca: 


_A^.^  flt^/f^LP^    jx^^^ 


1077 


FISHING  ViSSU  fDtNtiFiCAIiON  fOitM   ,fORUCN) 


aA-7-7-/*^-?'? 


P«r«U    r«rIod    >U>tIl    1,     1977   T\>  A»»llcjtloil    Tin .  ^A     T  7  "  i  0 1  7 

Applltd    for         i)txtJ<t*^  n.    IV77  For    Use    of     ItjuluR   OI(ie» 


1.  Of     o'      wri.fl     urUTOm  ilAHU 

2.  V«it«l    Mo.;    Mm  11     II o.     Z^IZmZ—^    Retlitrailpn    -o.         TH.1-9 


J.        riane     anrt    Xrfrircm     of     Owner 

"*■''    QGAWA    LJWES    lUBUSHIXI    KAl^HA 
A  ;  C  :  f  »  I     J  J  ^    KAIuUAtV-S,HL   IMyM^'-- 


C^  «  r [ c  r • r 


C«b.f     *atire«i» 


1.  Tyff      of      *«»t#,  BEyHIGmA-^H;    ?yAKSi*«.-T 

6.  'oorin*      lCro«i;  992  ■  27 .Nut 

7.  -.^r- 


'j«rc,   ;apa> 


^2^V 


Tfc.*: 


s        *rt.3tK     la.oo  :i.      ».      Draft. ^in     tl. 

10.  ;cr»tpcwtr  2 ,  TOO  ■  h  p .        11,        MaitBu^    Sp««d  13.0  fct« 

11.  PiopuAiion  nitttl     (*),     Staaa     (     ),     D t cf 1 1 / r 1 r r t r  ic     (      ), 


1).        0«t«     l«lll       APKIL   7.    1971 

14.         Muak«r      •nfl     M  ■  t  I  o  n  ii  1  1  C  y     of      Ptrt 

C  ■  f  :  :  «  r  «  :  :  -  c  ■-        ^i: 


V^A^ftSft 


15.       Co«non  :c  ■;  ;nr,i       vT-fM    <•).    AM/SSI,    Vole*    (     ).    T»  l«|icapl»)f    (     ). 


0:  S«r 

t  J  «  ;  ^     :  J 


■*"         Jt;*'- 


ladlo    Frc^M^arlea    rionltored  yJO  KHZ 


CtKc'     Wor!    !ni!     Fra^urnclrl  SB»   TK    ATTACHED   PAPCT    1. 

S  c  -  c  i  ,.      «  SKX    T>«    ATT«-HE."    PaPU)    I 


\^-MS»    W  »*».;<      '-RL-AaJ*.  :  f-"- 


•a.^'     s^-^    s'^k    46«    v8o    $oo    ;u    nu 

,»'-"    .\^         '.-.'M.      MTt      8-»t>8      12552      l*rH 
;lZ2«'       -.a"^ -^      b>0b.7^      &VJi9      12fcl3.5      I6*l8 

aaji^     '.i;;^.^     *33».25     ft*5i     iafc7fc.5     t69QC 
2a>67.5    ooi    i)oi.9    Moa     labo?     ibftM    22y>5 

^222  6333   A^V^   13666   16A88  22357-5  KHZ 
156.30   156.60   156.65   156.70   156.80 

157.00    157.20    157. a5    i57.y>    157.35  »«Z 


■  Ilfc    SC*    kJd    AjLTiAfi     .S.j^Of 


OliOO   TO   O4:00    (GMT) 
20:00    TO    23:00    (GHT) 


CaiT.J      >*     A^.Xit.« 


iBiOO  TO  21:00  (GMT) 
23:00  TO  02:00  (GftT) 


laiOO  TO  15:00  (GMT) 
I71OO  TO  20:00  (GHT) 
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■inur2 


NOTICES 


ATTJCtCO    PA«R    II 


rarjLK    »i  » 


1078 


FISHING  nSSU  lOENTIFICATIOII  FOIIM  (FOKtlGII) 


ferolt    r.rl.d     KliMt  1,   1977  TO  Af^llocloa   :io.  3"fi  -  T'  '  '"it 

AtfUti    f»t:      laCCgn  3X.1?'7  r»r   Ok   e«    I.»«liii   Oft-.:t 


JAfAK 


1.     atmt  <,!  v«»«<i         ion  mia;  ro.z; 


].       Veiaal    l>«.t  Hull    to. 


t«(t»tratlen   -o.      lit  1-3$ 


3,       Banc    and    Addroa    of    Owoar  laaa    i»<    mr.ii    of    CMrc^r.r 

II J .o     HOtKO  litlt'l  r.AJSBA  CO..   LTO. 

Addrtaa      95  nigUOiO.   liHAOiSm.  _^ 

isi'mwt-Kni.  JAPA» ^ - 


Cabit    Addrtaa 


i.      loaaporc    and    Stata    of    ta|latrr!       HAaAO.   JUif 

5.       Typo    of    Vaaaal  BECTICOUTDy  nurlSfOItt        

».      Tonnate    (Croao)         W6.W  (Hat)    ."'i',^ 


7.    J-enttt,        a.Sl       H.      ».      iraadth       7.S0    M.       '•       °r«"    l.gC     "• 

10.  Koracpo-ar  t<V>       am.       11.       Ila«l.i.i    Spaad    Ifl kt 

11.  Ptopulaloo!       Olaaal    <• ) ,    ttaan    (    ),    Otaaal /tl ae c r Ic    (    ), 

Othar  ^^;= 


.Lt£Aj_ 


1).       Date    lailt     nrrmia,    1<»« 

14.      Ruabar    and   Nactaaalicy    of    Feraoaaal 

.  Offlcara  <  Craw  A  Othat    (Spaclty)    

n.       Coonunlcatlona:     V'.IF-Plf    (     ),    All/Itl,    folca     (  •)  .    TaUir.phr     (     I. 
Othar  ^ 


International   ladia   Call    Sl|a 


ladio   Fraquenelea   Hoaicorad  SOQ     -.:  : 

Othar   Uorkln(   Fra^uanclaa         .Ig  m«  i•:^:>■a.'  'r..-^ — L. 
Schedvila        CZf.  BiS  ATTXMm  PAfCT     I 


j^p^.-ll-IOll 


kTTAjn'iz  :  li-ia 


Siiti  45i  iJjHKij  :.»  A.iir  /i.-?::yrij  ?o  receivb  ahy 

LBGAl   PR0CSS3    I330E0    IK    TH-    JHITED    ,3T4T-^: 
!(»ll,-  «R     :^lr-l     »AiA»rcr!* 

A2DRES3 

tA5ii»CT0S,   ;.c.    :ooj7 

U.3,» 


2O2.3j7.74OO         iiiTENT;./«        5072,    5081) 


'iP.-ii-ioii 


1».   »»yl»«H«n  [,«lfM«ti   tot..  C  (•».  lor..  A  (  ),  tM$t   (  ). 
Dacca  (  ).  Ia»aat  <  ),  Wdar  ( •) .  rathocatar  (  .), 
Other  _^ — — ■ 


17.   Carta  Capacity  (ItT) 


Salted  Flah 
rraab  Flah  _ 


II.  ir,-      io.c. 

•■  a  ■  s  c  :  ££QC_ 

Fraaaec     SI*   TV'-   >~.iy-U:-    P.iO'.      II 

I,  II,  n:    rsczts  FTa^  i-cu! 
Dry   Hold 


Taaka 

Otkat 


rraaaa    flah  yO     H.T 

riah   Ileal 

Othar  , . 

I.       rracaaalnt    t,»lp.ant    -(ladlcata    dalU    ..p.     .tr.MT) 


10.       flaheri.a    for    -hlch    Par.lt    la    >eq..eatad: 

Ocean    A,. a       Forlod  ?m>1H      Con  t  cnp  1 .  t  c.d       iitJ_- 

-^  (rro.-Io)  t'"''     i'''l 


21.       Maae    and    Addrc.a    o"    Afaat    appolatad    t.    r.co 
procaaa     i.auad    In    the    United    Stateei 


l*e    any     latal 


n-j'^^i^ 
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NOTICES 


2M03 


_J|<V-TT-i07?- 


TA-I^    ^c^« 


IOC   HAB   K.a 


ArTijaii  ;-AJEf. 


21.       FOB    Ajrr    ADDRESS    JF    aCIIT    AjJ^CIITL.    r.    r.E.:r:>!    .f 

ie.;a.-  ."RCCESi  :s3rci  :»  ri-i  vpi'.rc  state:. 


il  Air,  »2'    .s.,  .=«,  »«c    «c    ai 


41  Jtrs,    WSl,   319C,    OK,    Uf ,    »19e.',    U<»   ^    viC» 


SaJK  »    lotlr-j    lAiAJCRA 

IBi    S  ad  ikTMA  1    i_A.ir  1  •  A  ^ : 


ASSftBSS 


C/0  .hci;l*t  IRS.   «E„.;«jT-j» 
Rooii  ^z.   ^:4  <^r 

1 .1 .  k 


20E-337-"4X-  EITE"-:    »       S0T2,  5061) 


"T^.T^C    SEA    At'  ALKUTTAH    "H^^K 


K-X   T   ^3lOC      (IKT) 


CALT  or  AUSU 


18:00  TC   aiOC      (CWT) 

jjioo  TO  o!iOO    cor) 


KO»I  MAUD  1I0.2J 


.jft--j-7-/07e 


Fisi  iG  yfssu  iO£«nFic*'(Oii  fo»ii  iFOititH) 


1079 


r.ruii    r.ti..j    KAT^  :,   .=—  re  Appiicatina  i».  lA-TT-jLft.!.^ 

Appiird  For       a:r?fij  i:.--^  r.,-   ci.    -.■    ■...:.(  •;•:<. 


1.     ».. 


1.       feaaal    >o.:   Ilu  H    e  o 
J.       Tanc    and    Addreai    ef 

ii;»,      •^rs'.F:     aacaJa 


ta.     W  1-437 
el    Charterer 


Addraii  ^-;,  BBrm-HAa!, 

Cable  Adfir«»i       


4.  Hoaepor:     »-:     St<;t     c;     «i|:it?v 

5.  Type    c:     1.....  .-JiyFJ 3ffJL73>  TKAJCfCff 

A.  Taaaaia    (Craaa)  A9(.» ,«.:  y  .  - ^ 

7.  Length         53. fc  0      H  .       (-        lf«.cth       -..?.     ■  *.        :  :  t !  ■     ^.  ^ 

10.  Meraepo^ar        ^  X  •  >t  p  ■  •'•i.ai.t    Spaed  ^fl 

11.  Propulaloe         :  .  a  i  •  .     *•     ,     t-.aac  :.•  I  •. /Electric    (    }, 


13.  Date    •.lit       XTOTPL    i^^'f 

14.  K.aPa-      •f.s     Katieni.ltr      o^     '• 
.    01  1  nera  6  :r.v 


c : net  v&pec  t f y ; 


I).   Coanunlcat lo&p   V 


SSI   'olca  (a),  Tolairaphy  (  I, 
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2^104 


NOTICES 


7-,07f 


11       1.  -  .1 


IJ. 


(    ..   ...."   '    )•    •"-    •"■    "■■^"•"'      ' 

Ot««'   . "  '~ 

II.        C.rio    t»4=« 

,,.-..    r..^ -  ••'"• 


.Ift-n-iD^q 


.,     ,;,<.:.;.     ..;;r     =.,.ci:,,'lT) 


UatTO  NUB  K.26 


^f,-nn.>o^^ 


^p.Tl-|01<^ 


i?:-.   ■JL.'C  «.,» 


p»fTP    I 


ARACHKD  FAFES 

21.      lAlCB  kMD  ADDRESS  OF   AOKKT  APPOIWED  10  RSCEIVJ  WTf 
LBGAL  PB0CS3S   ISSUED  m  THE  DHITE;   STaTESi 


a 

<2 


UO,   M5,   wi*.   •St.    "*=<-     "^ 


ItrS,  2091 
U«6,   6279,    81-3 

42S0.5,  fr-.  '■^' 


aa.KKif 


W/  ^'>    *T  "* 


■AHS         MR  lohlro  lAKAIORA 

m'sadkTUkl  lASHIfASI 


ADDRESS 


C/0  HOLIDAI   IHH,    »n.LIltGTOJ 

ROOM  RO.    $04  AB 

2505  fISCOHSIR  AVE.,  R.t. 

VASHIRCTOR,  D.C.  20007 

O.S.A 


TKLEPH  ORE 

202-337-7400       (SITERTIOII       5072,  5081) 


u  i  ■:  i;j:-;i-i  '.SLua 


2o."»  TO  :jix    .  v:) 


CALX  Of    i.  A,  7.1 


iSi-r  -0  JiiX    lac) 

JJiiK  TO  0»lOO     iOB) 
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NOTICES 


28105 


FISHING  JLSStL  IDEKriFlCAnod  fOBM  iPOBtlCI) 


1080 


■TA-n-ioio 


1.       Bj-*e     a: 


2.       Vtttsl    He.:  Hull    Re 


Kaglatracton    -o.      Xf    i  -^  ■-' 


3.       Ii«aa    aad    Addras*    of    Owr.«; 


»««•     sntf 


Addr.et      ■     '-•■^tV  , 

IT  ; 

^A.H*-2'. 

30fiivAXi-3iC,  ::-3 

C«b;t     Addrcii 

:a:«     at     *t(ii 


^.        Iyp«    o£     V«ik«A 


-^ATOi'.  "v.-JST-:: 


6.  T&nii*««    <Cr»aa)      >9°.';g 

7.  Lanath        ;-.%  £  iri.a:- 

10.  Horaapowar        l')U.  • "  p  - 

11.  PropaXilon:       Qltsal     C  ' ,     Scaac 


Sf^.°- 

,».■.        ,?a;.;3 

^      • 

S  '      *       *• 

Dr«([    /.7^      H. 

«•.   1   9«T       «   pCid 

IC    •                   kt 

IJ.       Dat<    lulU        1962 


14.       Huabar    and    Nattonallt* 
.    Ofricari  <  :r 


iA£iS_ 


-  s  f  . , ;  f . ; 


15.   Coonuolcatloaa:  ISt-Tn    (  ),  All/SSI.  <c;:<  '•  1  ,  Talatrap^»  (  1. 
Othar  ;^:^ _^__— 


lo t erna c lona I  Ka4io  Call  Si|d 
Ka4io  Fraquenclea  MonlEcrtd 
Ochar  Worktnf  rraquanci««   , 


M  ;■>,■ 


TVE    t~Aji-    .'-xT 


Schedule  ■^  -VI    iTTACHtP   ?J..°E. 


u 

A? 


ilC,  425,   4«,   500 

4-22  «t 
4-16  H-I 


B»T.rM)  ^y^  .^M  A-.ii:**»  ^.A.'': 


'Air  rf  Ai.tn;A 


oiioo  TO  Q4ioo    (or) 

20100  TO  2)i00  (CIO) 


UiOO  TO  21:C0     (OHT) 
23iOO  TO  02100     (GMT) 


Caeca     ,     ).     bavta:     ' 
OE>icr 


17*       Carfio    Capjclt;     {'.IZ  i 


Tft-m-iojo 


Loraa   C    (>).    loraa   A    (  ^*    On«ta    <    >• 

i«  4  •  r     ,  • ,  ,     '"  a  c  h  0  B  a  :  a  r    (  a)  , 


Wane 


SaU«<l    Fl.fc 

r  t  c  =  -.    r  1 1  -. 

Pretao    flab         -f. 

pud    ::eal 

Ot  ic  r 

P  r  ,  ,  .  1  .  .  5  S     I  1  -  .  ?  a  .  -  ! 

... 

frtei.i      SE.   TMi    AlTACHM'    Pa"?!    II 
I,    II,    III      'yiiV   r-3i   HOIB 
Crr    U«14 


•  f  ..  Itjr.KT) 


^-U     ^Ju-J.      V. 


:rA-"Ji-iogo 


10.        riaher  .  c«     for    -r  l  ^ 


Ocaan     Area       P  c  r  i  c  c 

( Fro»-To  J 


11.        Mane     and    Addreaa    of    Ajant    appolntad     Co     raccivc     an*     .a^al 
procaas     laauad    In    cha    Ualcad    Scataa: 


,><L^^    a.^<SU^tJ^      >a^<:^^fc-f^ 
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2^106 


NOTICES 


T/^-11-tO?0 


a.     v^ME  v«-   ;l;:=k3s  :?  Ajiyr  iLPPOiirrc  to  rsceivs  »i«t 


ad;.-,  S3, 


:,  0  .•iciiDAf  i.fn.   «£iL:5.;r:» 

HOOK    <0.    ^3*    A3 


■^-^  ■    2«-337-7*00        ,EIT-nt:;h       5072,5081) 


l».      li»»l»«tlo«   t<ul».eoti       Lor««   '■    (    ),    Lota 

D«cc<    (    >■    na...t    (    ),    »«*«r    (•).    r.thcler    C  ) . 


A  (  1.  Onosa  (  ), 


Other 

17.   Cargo  Capacity  (MI) 


Saltan    Mall 
Fraah    flah  _ 


rroi.»   fl.h        -   ^950" 
rifb  lual 


II.       Carr.o    Spaca 

tlutibf  r  "anc 

SEI  TBI  ATTACHSD  PAPKa   U 
Fraalar  I   n   IH   If 

Dry    lloM 

Tanka 

Othar 


11.      rrocaaalnt    t,>ilpn«nt    (Indlcata    dally    capacity. MT) 


20.       riahatlaa    lor   whlcli    Tar. It    la   laiuaatad: 

Ocaan    Ara.      forlo4  jM'tM      Co,..cn,lat  c^      '•■'"    "    "'    ""-' 

(rro«-Io)  '^a"^"    l''^) 


II.      Maaa    anj    Addr.aa    of    Ajaat    appoUtod    to    t.ccl.c    an,    local 
procaaa    laa»ad    In    the    Unltod    r.tat.«: 


FiSMiKt  .r.Sa  IDEKIIFICAIION  FORM  (PORtIGN) 


1081 


•  .F>it  foriod   itASCH  1,  irrr  TO 
V,  .\\\       DEcasa  71.  1977 

AppUad    rot ! 


Application    :.o.lft-n-|Ogl. 
For    Uao    ot    liaulnj   iittlca 


Scatai 

saiimiiu  HAiiD 


JAPAI 


P.cilat  rat  Ion    ;io. 


Ilaaa    o!    Vcaaal 

Vaaaal    "o.:  I'ull    "o.    HTZ— 

„.„.    and    A.dro..    ol    O-n.r  Nan.    and    Addt...    o.'    C^.tt.t.t 

ll^^j    lASgim  lAIUl   HABUSHin    KAI5KA ^ 

jj^„„  ;-i;.  naonaAsai  ;  ohomi,  ^ 


CHDO-ni,   105.  lOlCTO-IO  J1PA« 


Cakla    Addre»»_ 


a.       Koaaport    and    S t a : .    o(    l.plttty 

».      t.nna.a    (Cto.a)    ,, ,  ?.etVU  "   -.    (»•'' 
I,    IX.''    (       Jl-       «•       'taadth     ^i/O 


TonO.   JAPAI 


••«-n  117 


;.       Lan(tli 


10. 
11. 


13. 

It. 


Horaapowat 


9 .       Drift  ';  -ji?    M  ■ 
ahp.       U.       na»tou->   Spaad       l''-!' ''• 


aaal     ^'1  .     Staaa    (     ).    n  I  o«  e  1  /  r.  1  tc 


t t u    (     I. 


Propalalon:       Di 

Otbar   ^ Z: 

Oata    i-llt      »*«"•   1^ 

•••bar    and    nationality    ot    Pationnal 

Ot  I  teat.   ___!__  Cr.>,   _i? Othar    (Opacity)  . 

C.cn^.lcitlona:     V^lF-r.l     (     ).     AM/5SJ,     Vole.     (     ).     I.l.»taphy     C    ,. 


19        JAPAI 


Intamatlon.l    tadlo    Call    Sljn 
ladlo    rt.iiufnclci    rionltorcd    — 


Otiiar    Uotklng    rteajoncta. 

TSL  m  »TTiCEE3  PAPtS   T 
SchaduU 


SSI  THJ   ATfACHSD  PAPSS    T 


TftT'-"^^' 


FA?3      I 


OTBJBI  ireBlCMO  rREQDESCIJS 


SEHPBDU  UBI 


Al 
12 


410,  425.   4*8,  480,  500  13m 

4181.8,  6272.7,  8365.6.   12545.4,   16727.2  22252  E. 
4186.2,  6279.5,  8572.4.   12558.6.   16744.8.  22244  Di 
4194.5.  6291.75,  8589,   12585.5.   16778,   22287.5  HH. 
4209.  6513.5.  8418.   12627,   lf85«.  22254  IHi 
4201.  6301.5.  8402.   12«03,   16804,   22305  Be 


SCBEOmj 

KATCS  Tmi 

BBIK  SIA  AID  ILmUI  ISUIS3 

OOL?  Of  ILASIA 

iTijjrric 


01. OO  TO  04.00  (skt) 
20.00  TO  23.00-  (OKI) 

18.00  TO  21.00  (GUT) 
23.00  10  02.00  (GUT) 

12.00  TO  15.00  (orr) 
17.00  TO  20.00  (cm). 
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NOTICES 


2S1()7 


3;;i-s3u  luii; 


7ft-77-/of/ 


FRMIRG  VESSEL  IDENTIFICATION  FORM  (FOREIGN) 


1082 


p. rait    Period   "UKH  1.   19^ 
Applied    far:       PgWBP  51.   1^-7 


Application   :io.   TA-T>-  lOt^ 
Tor    Uac    at    laauiivt  ^:'.::p 


S  t  a  t  a  I 

npFonAX  KAtu  n.  i 


1.      Raaa    ot    Veaaal 

I.      »ai«aj    Ho.;  Hall    Ho.    ; 

3,       nana    and    Addreat    of    Owner 

,,,,    TAIEytAILT    LABCSani    UISHA 
mt„,    18.    lAIBA  STOi-CBC    I  paMI 

CHirocA-r;  loi,  toito-to,  japa» 

Cakle    Addrc«»  — 


Kealatrat lor 


Nan.    and    Addr.t!!    of    Charterer 


4.       Neaaport     and    Sta:.    of    ^a|tlatry: 

iirac  SKATE  TBAispoir: 


TOnO,    .-AfAK 


3.  Type    of     V.aial 

4.  Tonnage     (Crosa 1 
J.       Length       l°9-° 


2.919.51  MT  (u.t) 


Sraadth       15.50m.       ,.       Dr,f.i£ii    '. . 


19.28 


iO.       Horaapowar       6,500  ahp.        11.       MaxlouT    Fpecd 

11.        Propulllon:        Diesel     (*  )  .     St. an     (     >.     Dl  c  a.  1  /  CI  ec  t  r  ic     (     ), 

otii.t ^i^ii; . 

Data    i-llt      26    SgTBreO.    1972 


13. 


21       JAfAH 


14.        Naabat    and    Nationality     of    Petacnnel_ 

,   Offlcera              9                 Creu          12                 Other     (Specify) 
13.       CaDnaalcatloaa:     VllF-PIl    <•  )  .     Ali/SSI.    Voice    (     ).    lelestarhy     (•  ' 
Othet    2!Z^II.^ ~^— 


]a  tarnat  lotial  Radio  Call  Sign 
Radio  Freeuenclca  nealtored  _ 
Other  Uorllng  Freawencl.e 
Schcdu  te 


:  r  n  c 


SSI  TEE  ATTACHET  PAfDI   I 


Sa  THI  ATTACHED  PAPEK    I 


Jl 


irTACHED   PAPER  « 

z: .     NAiE  aud  almess  3?  ASijiT  APPJiifTEi  TO  .-,^:e:vs  a.ST 
:,kgal  process  isshe^  ih  the  aniK)  statesi 

Kami  W    IitSro    HaKaHQ'a 

»    Sadayua;    LajHJIASI 

am.ress 

c  c  holiza"!  :»».   •eil;k3?o!' 

goon  no.   5:«  A- 

i^cf,  »;3:offs;!i  av- . .   i.t. 

iash:^cto>i.   :.:.   jxo7 

n.s.A 

TE"»EPM3IIE 

202-337-7400         ,EITE.'iT:,.1         5172,   5081) 


A    7^-  'Cil 


■ji\ii-ioi:i- 


16.   navltntlon  Cqutpacnc:    Loran  >'■     (*),  Loran  A  r  ).  OncR*  (  ). 
Dice*  (  ),  H**i«t  (  ),  ll«<«r  (  *>  .  rathoottcr  {*),   , 
Other ,     '. 


^17.   C^rjo  CapacUr  (''T) 

Saltid  riah  

Frtoh  riah     ' 

frostn  Fl»ii 
Fish  Meal  _ 
Other  


Ifl.        Carr. o    :>pac« 

ScEThE  attached  r-lFE?   n 
Fraeztfr         I     TO     TTI 

Dry    II oM 

Tank* 
Other 


H.       Prectatin(    t^ulp«eat     (Indicate    dally    capacity. MT) 


:0.       Flaherlas    (or    which    Pcralt     la    P.c^ueated: 

Octfp    Ar*a       f  cr  iod  Spec  tea      Cf^n  t  cn»  1  a  t  cd      Cear    to    be    I'tcd 

(Froa-To)  Catch     (MT) 


21.       Maiie    and    Addrc^a    c'.    Ajcnt    appointed    to    receive    any     l#t;«l 
prectss     laattfd    la    the    United    r.  catea: 


M^,    aJ^^^^   ^^^f^' 


FSOBUl   KOISTW,    VOL    4J,    NO     105 — WEONiSOAY,   JUNE    1,    1977 


28108 


^0-11- m^ 


NOTICES 


rft.-n-  ivk:)- 


npromiK  luiu  no.  i 


orrai  wuiK  nsaurnciEs 


F5 


410.    «J5.   43J.   454,    468,    460,   W,   512  Ili. 

4182.2,   6275.3.   85*4.4.    1J54<.«.   16726.8,    22254  1™. 

♦186.6.4279.9.   8?75.2.    »  5W.8.   16746.4.  22246  BZ 

4205.   6307.5.   8410.    12615,    16820,    22515  nil 

4193.5,  6290.25,  8587.  12580.5.' 16774,   22301.5  O. 

4226,    6339.   8452.    12678,    16904,    22367.5  O. 

01  ch  TO  28  ch 


«4TCB  TDtl 

mine   Sli  iD  U^rotllll   ISLAUDS 

CULT  or  ILiSU 

iTuurric 


01. OO  TO  04.00(orT) 
20,00  TO  23.00(5IIT) 
IB. 00  TO  21.0O(Oin) 
23.00  TO  02.00(3«) 
12.00  TO  15.00(3IIT) 
n.OO  10   20.0O(C«T) 


ATTiCHKD  PAPER 

ZI  .      RAMS  AND  ADDRESS   Of   AGEHT  APPOHTTED  "TO  RKCEIVg   ABY 
LEOAI  PR0CKS3   ISSOH)   III  WS  UHITED  3IAIg3« 


lAHE 


ADDRCS3 


W   Ichiro   lAJLAMORA 
■R  Sadayuki  EASHKAGI 

e/0  HOLiDAi  imi,  imiireioii 

BOOH  10.    904   AB 

2505   ■ISCOKSm  ATK.,    ■••. 

tASBIHCtOII,    D.C.    ZOCOrr 

D.3.A 


IB1EPH0«E^_^^^_^^^        (BITERTIOII        5072.  5061) 


PAFB    II 


o-A-n-ios^- 


1083 


riproinun  wino  »o.  i 


FISHINC  VESSn  IDEHTIHCATION  FORU  (FMEIGM) 


rcralt    P«rlo4__ 
Aprll«<    roc: 


Application  !io.    ^  n"  '    f  ~/<j;.3 


1977 
Stat«t 


JAPAK 


I., .  «...  .t  »....!        g»oiw«iiw.y __ 

J.      f....l   Ho.:  «»11   «»•  ,  «.,l..r.tl..  Wo.       'g"-233 


«.■•    ..<    A..r...    .f    OW..C  ».••    •n''    » <i  J    ■  >  ' 

,„,  —0  FtSHDIC  00.  ,   LTD. 

ki4t,,>    2-1,  i-onc.  Tsurtn.       

cBuo-iaj,  Torro.  japw  .— — — - 

c.ki.  A*4r..._55!Hi!! '    


ot    Charter. T 


4.      ....p.<t    a.4   St.ta   .f    ...l.tt,:    _  TOYO.   JAPAK ^ 

s.     T,M  .f  »....i       i>Pi«Ki'»™'  -nwspoitT .^ 

4.    _I......"(Cr,..,       .l.°57-91  -.T.       „.t,   _«?.5*J1.L _ 

».  ■■.... >      U.t6      H.     t.     «...4tfc  .u.c2_-i.      ■>.      '...;._i^-<. 

XO.       l.r..r»».r       l.TO  '"P-       11-       IU.l«.l    5»..cl    12,^2 ''• 

11.      rr«,tel.l...      Bla-ol    (*).    "••■■    '    >■    »l«"l'tl.cttlc    (    1, 

Otii.r  ^ 

IJ.      D.t.   l.ilt      AfKIl.  10.   1957  , 

14.      H.-Wr    ..4   ll.rl...lit,    of    r.r.....l 21   (AU  JAPAXESE] 

a.M,....  9  Cr..     _J2 otfc.r    (Sp.clfy)    

U.      C..n..lc.tlo..:    »ir-rH    (    ),    AH/SSI.    Vole.    (•),    T.l.tr.,l.r    (• 

Otk.t ^ ^ 

miy 


I.t.ra.tlon.l   Ia41o   Call   tl|i) 

ta41.   rr.<...cl..   H«oltor.4  ?"  '"'' 

Otli.r   llotll.t   Fr.,...cl..  SIT  T^JE  ATTAgED  PAPta  T 


Schc4»l.  HATCH  TIME    .    SEE  TOE  ATAOE)  PAPCT    H 


FCDftAl   IfWSTH,   VOC    4 J,    NO.    1 05— WK>«ESOAY,    JUNf    !      1977 


NOTICES 


28109 


Ik.      iavi|«tioB    l^ii^Btt'.         .«Tia   C    {* ) .    L«ram  &    (*)•    **•!•    (    )» 

5t:c«  ■■»•«'.  l*d«r     ^  ^  .     ^t'.\tia*xtT     1     *, 


-Zf^ni-ioij 


'.J     (HT) 


: .  - 1  •   J  ^  •  c  • 

6  u  *  h  »  T  an« 

SIS    *»£    17-  M^IE"  -       T  : 


i     »E>r^,  '^*   w:  AijA-TTV"   r;T  vto    21.00  TO  231OO  03«00  TO  05:00  cm.t. 

2;   a;-J   OF   Alj>Sk4  »,00  TO  22i00  Ol»00  TO  03i00  C.B.T. 


ctta;mi     C^HlpKCBC     Madica:*     £<i:o     c«p»cit«. 


ZO.        fl»>itrL«»     f»f     which     ^tr*!'-      ii     liquet'.  «4: 

>Fro»-T9>  C  ■  :  : h     .  '  '  . 


•  rvc<it     l«i««<     !■     ;>!•    Okiiae     S'.  •:»■ 


,7(f7^<^-<   ^Z^^,/^^ 


TA-'T7-;023 


Tfr-n-ioXi 


?Tn!  woRfiTic  Fm;aTr,crES 


/ 


KXC  »U«.    IIO.TI    CAKOC'    Sf  (CS 


1)  425      i68    ISZ 

2)  4197.5     6296.25     8395     12592.5     16"^     22295  OE 

3)  4209-5     6314.25     8419     12628.5     16636     22255  EC 


rtSB  OLD  FTSH  KILD 
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28110 


NOTICES 


^f3 


j>-7l-/(?tt/ 


trriJHE;  ;  o^ 


lSaA.1    FSOCiSS    :33-:£I)    :<    THi   DunEE   3?iTB3. 


^OKKSS 


gOOB   !I0.    504    *-3 

J^O^    1I3;0N3:»    *»2.  .    •••• 

flSHIfOTTTI,    I-.:.    >-"Jf3^ 


iPH^H 


j52-337-7400         :LiT;KT:    «        5Cr72, 


^061) 


Pico  (  ).  Isiaat  (  ).  (a4«r  (  •> ,  r<ck*a«t«r  (^, 
OtK«r  ^___^.^ 


1).   Carta  Caraclc;  (!1T)° 


laltaH 

riiii 

riah 

riak 
aal 

f  f  ae  =  cr 

Fraak 

f roaan 

rias  n 

♦00 

■t 

_     »rj  DoM 
_    laaka 

otkac 

nth«r 

rrxaa.lat 

t% 

alracat 

(1 

agitata  4ally 

II.       Carxe    Spaca 

Saa    %h»   attacbad   papar 
".Hi.    Proten   flah 


(Z) 


20.   riakarlaa  far  wklck  Paralc  la  Raquaatad: 

Hcaan  Araa   Parlo4     Saaclaa   Contaoal«ta<   Coat  to  b«  P.rj 
(rro»-Ta)  Caich  <»T) 


A.  B«rln«  »a»  and  Alautlon  Tth.".  ».--!  •  e-r-..-.^ 

B.  Ouir  of  Alaska  Trawl  Hsh« -' 

C.  Sablaflah  tiahtiy 

D.  Crabs  Flahary 
I.  Soalls  riaherr 


nat    fishery 


;i.       'lam*    i«d    A*!<lraaa    o!    Ajient    aapolntad    to    raccWc    any     lefal 
trocaa«     l««uad    In    tba    IJalcad    Stataa; 

(PJapan  M»h«rt»»  Aaaaclatlc n  laahlryrton  D.C.    I.    .laxmura 

c/o  Holiday  Inn.    Caorqato«»n   2505  «l«oon«la  Ay.,   W. f . 

iaahlngton  D.C.    ?0007  D.3..A. 

(2)J.r.A.   Anefaora^a  Alaska 


1084  TA^'lOf^ 

ruMiM  »E$sa  icf«nfiaTioi  foib  (Fo«Eit») 

'  Ittaehad  papar   (1)-  * 

.,,,        ,,.  .  ^  \  kHTP.   1,    I'm  TC  »,piicaiio«    Jo.    j7r  Tr  l^-i^  oth«r  forking  Frwjuanclar. 

•  K'.lca     r.r  /:     3CER      31.      l'^"'"  '"-     "•«     ■>'      '••-lot    Older 

5^,.  -^^1, A1A2     410  4«   45*   468  500  DiZ  Al      15of     A2     220f 

RYU5H<^IUHU~7^  Al         4179  4185.8  4181.8  4192.5     4209     6268.5     6278.7     6272.7 

I.  "...  ••••• 6288.75     6313.5     8358     8371.6     8363.6     8385     8418  12537 

,        ..::.ullii».   ---- ..-...^^..lon  uo.    FO  1-358  12557.4     12545.4     12577.5     12627     16716     16743.2     16727.2 

,.        ,..,...-.,...   o,   O.O..  ..,..,....,...   o,    c^.,..,.,  16770     16836     22230     22244     «232     22272.5     22254m 

a...    fuji  iulim  c:  ■   -T^-  ■ ■ — - 

-'   '••  -!i§MlL^:S2iO_^, :=^- Att.ch.d  pap.r  (l)-8 

■'  ^   -^  -*  '  377 tatch  Tl»a 

k.i.*    *jj-.f^» „ 

Baring  saa  and  Aleutian  Islands 

_  —  ^^^^  ^^  ^^^  jj,  ^_j_) 

».       aoaapori    1..4    ^t.:.    0!    «.<■•■.'.      ^^,^i£L.iSiit_.. .LAEaJ 20.00   to    23   00    (G.II.T.) 

J.     T,p.   ot    V....1     "E^sngKAT--^ ^^^^^'^ g^f  oj  Alaska 

«.,        ^1  l^  18.00  to  21. 00(0. at.) 

».       Toana,.    (Cro..-     .__l„:W*i ""       .--i-i^ia jj^qq    ^^    02. 00(  G.M.I. ) 

10.  ...,...,  j.-r  ■.,.::         ■ »  >  .■■        n«t;au-.     Spt.J     _i_Uii __"  • 

II,  »:>»,,.,  .-^  -.!«•..      '•      .     St.n     (         .     5lt»«i     Cl»ctric     (     1. 

14        ■j«^e'    «■*!    *!■      T.:;t.    >f    »«r<(iifl#;      : .' J  a  F  \  **  '^ '-  •■ 

Otdcar.  7  :f- i. ^'""       5?acl(r)    

11.  Coonurlr.r!     .,        .'«-'-      •      .     Kr    SSI.     ».::.     '     1.    Talasrapk:     (  •' . 

.; :  ^  <  r __^ ^_^_^_— — 

1.  ;.  r-.!   1  Jn.  .      ».i^>     ;•.!      ^H"  ^        * J^ Z 

.alio     !,.,.,-      ...     -....or.!     12^__l^5i 

3B5    THE    ATTAOiSl;    FA}-ER    ( 1 ) -A 
other     ta,-<      <4     f.iu.ici*.       

5    „,-,.,,,         3K£    'ME   ATTACHEB   PaPCT    '  1  i -B ^ 

F€OCtAl   leCISTft.    VOL    42,    NO.    lOS— WEDNfiSDAY,   JUNf    !,    1977 


NOTICES 


28111 


Attache*    raper   (2) 

it/S        RYTJSHO   -HARD    NO, 5 


J}'77-/or^ 


JA-Tl-iOts; 


^? 


4. 


1 


Occc:i    (     ).    tla»»«t     (     ),     Badjr     (•  )  a     r*tfcoo«tcr     (     ), 

0  c  ^  e  c  ■" 


17.        Cargo    Capacity     (UT) 

Sait.d    rtah         " 

Fresh    Flah         ' 

Frozen    Flah        - 


II .        C«  rgo    Spac« 

du«ber  Banc 


Fr  cc i«  t 

Dr V    Bold 

Tanks 


SEE  Tm.   ATTACHED    RAPER- II 


Ft»h    Ileal         l.-^OO   K/T  Other 

Other   ■  ■  '    ■■■■ 

15.   Frocesalog  Eq«lpocnt  (ladicacc  dally  capacity, HT) 


20.   Fiahcriea  for  which  farnlc  Is  Kc^oattsd:  ^ 

Oc«an  Ar»a   P«r lod      Sy«c  l>a   Cont  unplaced   Coar  Co  b»  Used 
(FroB-To)  Catch  (ttT) 

A.  Bering  Sea  and  Aleutian  Trawl  And  U«rriaq  Cillrvet 'Fiah«ry 

B.  Gulf  of  Alaska  Trawl  Fishery 


21.   Mane  and  A4<lr««s  of  Ajttac  appointed  Co  recolvc  a«y  l«t*l 
proccsa  laaucd  In  the  Unttad  Scaoa: 

c/o    Holiday  In"..  Oe^n  .-^trmtn        7^^--,  WlSffinsin  AVf..H.ll. 
Wathl ngton,  D.C-   20007 


(d-i    J.F.A.  ,  Anchorage,  Alaska 


1085 


Tl»mG  VtSSa  IDENTIFICAIIOM  FORM  (FOREIGN) 


y/\ll-i(X^ 


r.tult    Period    MARCH    1,1977  TO 
Applied    for;     PRtPlfB    T,  i  ;°7'' 


Application   30.   tTft'lT-IOriT 
For    Oaa    of    laaulos    Office 


Hatie    oS    Veaaal 


State: 

TSUgn  MARU 


Vaaael    Do.:  Hull    llo. 


Fetlstrstloo    Uo. 


Mane    and    Address    of    Ovner 
Kaee      MEIWA    KAILW   CO    LTO. 


Address     SUISAK    BLDC    13-18 
DAIKOKU-CHO   NAGASAKI-SHI 
NAC,ASAKI-KEN,852,  .'APA^ 


Nana    and    Addrasa    of    Charterer 


Cibl.    Address 


4.  koaaport    and    State    of    ^e(lscry:        NAGASAKI  .JAPAW 

5.  Type    of    Vaasel   CARGO  VESSEL 

k.  lonnaje    (Gross)        1,997, 25 (Bet)         1,H013 

7.  Length       89.10  ||.       t.       Ireadth     13.0°    M.       9.       Draft    5.61    -; . 

10.  Horsepower      2,5CX)  shp.*  11.       Haxiaui  Spaed        12. oo Ij-t. 

.  i 

11.  Propnlslcc:   Diesel  I').     Stesa  (  ),  0 1 esel /El ae t r  Ic  (  ). 

0 1  h  t  r    ~      -  

;'JWE,19s8 


13  . 
14. 


!c      >ii 


Nuaber    and    aaclooality     of    Peraoaael       21 , JABAH 

«  Crcu  12 


Off  Uers 


Ic 


OtKer     (Specify) 


V!iF-FM    (     ),    A)I/SS9.    Voice    (     ).    Talei^raphy     ('!, 

Other  ■ 


r.  a^lo    Call    Sign 


JLKG 


kadi:      frequencies     Monitored       AI.A2    5O0K}g 

Other    Voriirj    Frequencies  A;  .A2    425KHZ       aSOKKZ 


H  t^ 

»^ 

t^ 

a^ 

X        X 

X 

r 

X 

o   o 

o 

o 

o 

o   o 

o 

8 

1 

O 

i  i 

i 

(Va 

i 

i 

8    8 

8 

g 

8 

i 


3    3 


4     P 


Schedule         SLE    TKfc    ATTACHED    PAPEB-1 
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NOTICES 


ATTAriiO  PATER 


1(^-11- }oi^ 


CAJUJO   SPACE 

KUknEa 


■iUE 

risii  ueal  bold 


[PKDoc.r7-15231  PUed  5-31-". 8  45  a.:a] 
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I 


UM 


r 


I. 


cliol^ci 


For  an  advance  "look"  at  the 
FEDERAL  REGISTER,  try  our 
new  information  service.  A 
recording  will  give  you  selections 
fronn  our  highlights  listing  of 
documents  to  be  published  in  the 
next  day's  issue  of  the  FEDERAL 
REGISTER. 


AREA  CODE  202 


ll 


52S*50a2 


^ 


Vol.42— No.106 
6-2-77 

PAGES 

28113-28513 


THURSDAY,  JUNE  2,  1977 


highlights 

SUNSHINE  ACT  MEETINGS      28220     j 

NATIONAL     DEFENSE    STUDENT    LOAN     PRO- 
GRAM—NATIONAL    DIRECT     STUDENT     LOAN 

PROGRAM 

HEW/OE  notice  on  cancellation  r*  i>_a",  for  teaching  sc 

ice  (Part  Hi  cf  t^:s  issje,^  28263 

COAL  MINE  HEALTH  NOISE  STANDARD 

Intenor/MESA    proposes   the    use    of    mtegrat.ng    s„^-c 

level  meters:   comments  by  7-1S-77.  28151 

STATIONS  ON   SHIPBOARD   IN   THE   MARITIME 
SERVICES 

FCC   proposes   tc    rc'f^nt   aircra't   tc    use    Vr-F    niarit.''^e 
mcb-ie   treauenc  es:    com-".en!s    rv    7-&-''7        ..^ 28164 

HAZARDOUS  AIR  POLLUTANTS 

EPA    proposes    vinyl    chloncie    standard    a!r:endn-,ents; 
com-'e^ts    bv    8-l-:^7  281S4 

NATIONAL  FOREST  SYSTEM  LANDS 

USDA/FS  regulates  the  sale  and  disposal  of  t'ees 
portions  of  trees  and  other  forest  products,  effective 
6-2-77  (Part  n  cf  this  issue)  28251 

CAREER  EDUCATION  AND  CAREER 
DEVELOPMENT 

HEW/OE  proposes  the  addition  of  two  nev.   prcg;ams, 
co-'vnents   by  7-5-77      28159 

FREEDOM  OF  INFORMATION 

TEA  r-ropcses  amendments:  com,mien:s  ',_>  7-5-77  28147 

LIGHT  TRUCKS  AND  MULTIPURPOSE 
PASSENGER  VEHICLES 

DOTNMTSA     extends     indefinitely     current     occupant 

crash  protection  requirements;  effective  6-2-77  28135 

CLASSIFICATION  AND  EXEMPTION  OF  AIR  TAXI 
OPERATORS 

CAB  proposes  to  amerxl  Rabilrty  insurance  requirements; 
comments  by  7-18-77 28138 

^MH^^HH^HMMM^HIil^H^HMIM^HH    CONTINUED    INSIOS 


feminders 


(The  Items  in  this  Hst  were  editorially  compiled  as  an  aid  to  Federal  Registxk  users.  IncIUBlon  ot  ezcliision  from  this  list  has  no  legal 
significance.  Since  this  list  Is  Intended  as  a  reminder,  It  does  not  Include  effective  dates  that  occur  within  14  days  of  publication.) 


Rules  Going  Into  Effect  Today 


documents) 20117;  4-18-77, 

21609;  4-28-77,  22863;  5-5-77 


CPSC — Poison  prevention  packaging,  cer- 
tain preparations  containing  iron;  child- 
resistant  packagi-.g  sta-idj'-Js       22261; 

6-2-76 

DOT/FA.A — Standard  instrument  approach 
procedures:    changes    and    additions   (3 


List  of  Public  Laws 


Notk:  No  public  bills  which  have  become 
law  were  received  by  the  OflBce  of  the  Federal 
Register  for  inclusion  in  today's  List  of 
PtjBLic  Laws. 


AGENCY  PUBLICATION  ON   ASSIGNED  DAYS  OF  THE  WEEK 

The  six-month  trial  period  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/APHIS 

D0T/C0A3T  GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 

DOT/NHTSA 

USDA/FNS 

DOT'FAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT    OH MO 

CSC 

DOT/OHIVIO 

CSC 

DOT,/OPS0 

LABOR 

DOT/OPSO 

LABOR 

s 

HEW /FDA 

HEV\//FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday. 

Comments  on  this  program  are  stiil  invited.  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration.   Washington,    D.C,    20408.  -- 


ATTENTION:  For  questions,  corrections,  or  requests  for  information  please  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


0) 


Published  daily,  .Monday  thr  URh  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
holidays  ,  by  the  Offlce  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
.^d.nil.nlstration,  Washington,  DC  20408,  under  the  Federal  Register  Act  (49  Stat.  500,  as  amended;  44  US  C  , 
Ch  15)  and  the  reErulationa  of  the  .Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I)  ,  Distribution 
Ls  made  only  by  the  Superint<>ndeut  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC.  20402. 

r-.e  FEDin.'.L  Register  p.-o.  ides  a  ui.iform  system  for  making  available  to  the  public  regulations  and  legal  notices  Issued 
by  Federal  agencies  These  include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
gereral  appllcabllltv  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
d.:x-unients  of  public  interest  Documents  are  on  flle  for  public  inspection  in  the  Offlce  of  the  Federal  Register  the  day  before 
they  are  published,  unles-s  earlier  filing  L■^  requested  by  the  issuing  agency. 

-n^e  Feder.^i,  REGi.vrER  will  be  fur:ii.-,hed  bv  mail  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
in  advance  The  charge  for  Individual  copiee  Is  75  cents  for  each  Issue,  c*  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check,  or  money  order,  made  payable  to  the  Supermtendent  of  Documents.  US.  Government  Printing  Office,  Washington, 
DC    2VHO-2. 

There  are  no  restrictions  on  the  republication  of  material  appearing  in  the  Pedbral  Register. 
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INFORMATION  AND  ASSISTANCE 


Questions  and  requests  tor  specific  in^c 
may  be  made  by  dialing  202-523-5240. 


'mation  mav 


be  cirec-ea  to  the  fcuowtng  num.bers.  Gc-nc-ral  inquiries 


FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO)      

Subscription  problems  (GPO)  ....— 
"Dial  -  a  ■  Regulation"     (recorded 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 
Scheduling     of     documents     tor 

publication. 
Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR).. 
Finding  Aids 


202-7S3-323S 
202-275-3050 
202-523-5022 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 

523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders   and   Proclama- 
tions 
Weekly  Compilation  of  Presinential 

Documents. 
PuDMc  Papers  of  the  Preside-.ts  .. 
Index   

PUBLIC  LAWS: 

Public  Law  dates  and  nuribers    ... 

Slip  Laws 

U  S,  Statutes  at  Large 

Index   

U.S.  Government  Manual 

Automation    

Special  Projects 


523-5233 

523-5235 

523-5235 
523-^5235 

525-5237 
523-5237 
523-5237 
523-5237 

523-5230 

523-5240 

523-524C 


HIGHLIGHTS — Continued 


NEW  MOTOR  VEHICLES  AND  ENGINES 

EPA    adopts     emission     defect     reporting     regulations; 
effective  7-5- 


-77 


MEETINGS— 

Administrative  Conference  of  the  United  States:  Select 
Committee  on  Ex  Parte  Communications  in  Rule 
making,    &-6-77 

CRC:  Advisory  Committees: 

Illinois.   6-23-77 

Michigan,   6-17-77 

Wisconsin,    6-24-77 

Commerce/NOAA;  New  England  Fishery  Manage- 
ment Council's  Scientific  and  Statistical  Commit- 
tee.^ 6-21-77 

DOD/Army:  Shoreline  Erosion  Advisory  Panel,  6-23 
and    6—24—77. 

ERDA:  Advisory  Committee  on  Geothermal  Energy 
Technology  Utilization  Subcommittee,  6-17-77.-- 

NASA:  Research  and  Technology  Advisory  Council, 
Panel  on  General  Aviation  Technology,  6-22  thru 
6-24-77    


28130 


28180 

28182 
28182 
28182 


28182 
28183 
28183 

28192 


;e    of    I'lte' 


National    Commission    on    the    Obse- 
national  Women's  Year 

Arizona  Women's  Meeting,  6-3  and  b-A-11 28192 

Colorado  Women's  Meeting,  6-3  thru  6-5-77 28193 

Oregon  Women's  Meeting,  6-3  thru  b-^-11  28193 

SEC;    National    Market   Advisory    Board,   6-20,    6-21, 

7_18,  7-19,  8-15  and  8-16-7?       28179 

AMENDED  MEETING— 

HEW/ADA  &  MHA;  Personality  and  Cognition  Research 

Review  Committee,  6-18  thru  6-20-77  28136 

OE:  National  Advisory  Council  on  Women's  Educa 

tional    Programs,    6-8-77 28186 

HEARING— 

Library  of  Congress/Copyright  Office.  Pe'-?orniance 
Rights  in  Sound  Recordings,  7-6  thru  7-€  e^c 
7-26  thru  7-28-77   2B191 

SEPARATE  PARTS  OF  THIS  ISSUE 

Part  II,  USDA/FS   28251 

Part  III,  HEW./OE    28263 
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ADMINISTRATIVE  CONFERENCE   OF 
THE    UNITED   STATES 

Notices 

MtH'tir.gs: 

Kxparte  Coir.niunicatioiis  iii 
Rulemaking  Select  Com- 
mittee    28180 

AGRICULTURAL   MARKETING   SERVICE 

Rules 

Oraiues,  Valencia,  grown  in  Ariz. 

and  Cahf 28144 

Proposed   Rules 

Pears,  plums,  and  peaches  (fresh) 

grown  in  Calif  _.    28146 

AGRICULTURE   DEPARTMENT 

See  Agricultural  M.irketmg  Serv- 
ice; Federal  Crop  Insurance 
Cor;x5ration;   Furt\--t  Semce. 

ALCOHOL,    DRUG   ABUSE,    AND   MENTAL 
HEALTH   ADMINISTRATION 

Notices 

Meetings: 
Personality  and  Cognition  Re- 
search Review  Cunimittee;  lo- 
cation change 28186 

ARMY    DEPARTMENT 
Notices 

Meetings: 
Shoreline      Erosion      Advisory 
Panel 28183 

CIVIL   AERONAUTICS   BOARD 

Rules 

Charters : 
One-stop  inclusive  tours;   defi- 
nition   of    "North    American 
charters" 28122 

Travel    groups;     definition     of 

"North  American  charters"..   28121 

Proposed   Rules 

Air   taxi   operators,   classification 
and  exemption: 
Liability      insurance      require- 
ments     28150 

Notices 

Mai;   rates,  domestic  service  pri- 

ruy  and  nonpriority 28181 

//■■  :r;?igs.  etc.: 
International  Air  Transport  As- 
sociation  1 3  documents) 28180. 

28181 

CIVIL   RIGHTS   COMMISSION 

Notices 

Meetings,  State  advisory  commit- 
tees: 

Illinois    28182 

Michigan 28182 

Wisconsin  28182 

COMMERCE    DEPARTMENT 

5'V'  National  Ocesmic  and  Atmas- 
i)ner:c  Administration. 

COPYRIGHT   OFFICE,    LIBRARY   OF 
CONGRESS 

Notices 

Performance  right-s  in  sound  re- 
cordings;   hearings 28191 


contents 

DEFENSE    DEPARTMENT 

See  Army  Department. 

DRUG    ENFORCEMENT   ADMINISTRATION 

Notices 

Registration     applications,     etc.; 

controlled  substances: 
Applied    Science    Laboratories, 

Inc.  '2  documents; 28190 

•   Wmthrop  Laboratory 28190 

EDUCATION    OFFICE 

Proposed    Rules 

Career  education  and  development 

programs   28159 

Notices 

Meetings: 

Women's  Educational  Programs 
National  Advisory  Council —  28186 

National  direct  student  loan  pro- 
gram : 
Low-income  families,  schools 
with  high  concentration  of 
children  from;  list;  teacher 
service  loan  cancellation 28263 

ENERGY  RESEARCH  AND  DEVELOPMENT 

ADMINISTRATION 

■  t 

Notices 
Meetings : 

Geothermal  Energy  Advisory- 
Committee,  Technology  Utili- 
zation Subcommittee 28183 

ENVIRONMENTAL    PROTECTION    AGENCY 

Rules 

Air  pollution  control,  new  motor 
vehicles  and  engines: 
Certification    and    test   proced- 
ures; technical  changes 28130 

E;mission  defect  reporting 28123 

Air  quality  implementation  plans; 
various  States,  etc.: 
Cahfomia    28122 

Proposed   Rules 

Air    pollutants,    hazardous;    Na- 
tional emission  standards: 
Vinyl    chloride--- 28154 

Notices 

Noise  abatement  and  control, 
national  strategy  for;  availabil- 
ity of  document 28172 

Pesticides;      specific     exemptions 
and  experimental  use  permits: 
Idaho  State  Agriculture  Depart- 
ment    28172 

Washington   State  Department 

of  Agriculture 28172 

Water  pollution;  effluent  guide- 
lines for  certain  point  source 
categories: 
Pulp,  paper  and  paperboard; 
variances,  recommended  de- 
cision      28167 

FEDERAL   AVIATION    ADMINISTRATION 

Rules 

IFR  altitudes 28115 

Standard     instrument     approach 

procedures 28120 

T:  i:i--ition  areas  (4  documents).  28113, 

28114 


Proposed   Rules 

Definitions;  major  regulatory 
action  with  energy  impact;  ex- 
tension of  time 28148 

Transition  areas  (2  documents^--  28149 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Proposed  Rules 

Maritime  services,  land  and  ship- 
board stations: 
Aircraft  use  of  maritime  mobile 
'VHP  frequencies 28164 

FEDERAL   CROP   INSURANCE 
CORPORATION 

Rules 

Crop  insurance,  various  commodi- 
ties: 
Citrus,  Texas 28141 

FEDERAL   DISASTER  ASSISTANCE 

ADMINISTRATION 

Notices 

Disaster  and  emergency  areas : 

Alabama,  et  al 28186 

Drought  impact  areas,  emergency; 
various  States: 

Arkansas,  et  al 28187 

Colorado   28186 

Washington   28187 

FEDERAL    ENERGY   ADMINISTRATION 

Proposed   Rules 

Freedom  of  information 28147 

Notices 

Committees;     establishment,    re- 
newals, etc.: 
Food  Industry   Advisory  Com- 
mittee       28183 

FEDERAL   POWER   COMMISSION 

Notices 

Hearings,  etc.: 
Heeter.   George 28184 

FISH   AND  WILDLIFE   SERVICE 

Rules  N 

Endangered  and  threatened  spe- 
cies; fish,  wildlife,  and  plants: 
Marianas  mallard 281-36 

Proposed   Rules 

Endangered  and  threatened  spe- 
cies; fish,  wildlife,  and  plants: 
Snake,  Atlantic  salt  marsh 28165 

FOREIGN  TRADE   ZONES   BOARD 

Notices 

Foreign-tr«de  zone  applications: 

Miami,  Fla 28185 

FOREST   SERVICE 

Rules 

Timber,    sale    and    disposal,    and 
timber  management  planning--  28251 

Notices 

ESivironmental  statements;  avail- 
ability, etc.: 
Ashley  National  Forest,  Timber 
Management  Plan,  Utah  and 
Wyo    28180 


IV 
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GE^IERAL  ACCOUNTING  OFFICE 

Notices 

Regtilatory  reports  review;  pro- 
posals,  approvals,  etc 28185 

HEALTH,   EDUCATION,   AND  WELFARE 
DEPARTMENT 

See  Alcohol,  Drug  Abuse,  and 
Mental  Health  Administration; 
Education  Office;  Human  De- 
velopment Office. 

HOUSING   AND   URBAN    DEVELOPMENT 
DEPARTMENT 

See  Federal  Disaster  Assistance 
Administration. 

HUMAN   DEVELOPMENT  OFRCE 

Notices 

Social  services ;  Federal  allotments 

testates;  1978  FY;  correction..   28186 

IMMIGRATION   AND   NATURALIZATION 
SERVICE 

Rules 

Immigration  regulations: 

Reentry  permits,  extension;  au- 
thority of  Qatar  consular  of- 
ficers    28113 

INTERIOR    DEPARTMENT 

See  Fish  and  Wildlife  Service; 
Land  Management  Bureau. 
Mining  Enforcement  and  Safety 
Administration. 

INTERNATIONAL  WOMEN'S  YEAR 

OBSERVANCE,  NATIONAL  COMMISSION 

Notices 

Meetings,  Women  s  Coordinating 
Committees: 

Arizona    28192 

Colorado    28193 

Oregon ; 28193 

INTERSTATE   COMMERCE   COMMISSION 

Notices 

Fourth    section    applications    for 

relief    28202 

Hearing  assignments 28201 

Motor  carriers : 

Inegular    route    property    car- 
riers; gateway  elimination —  28202 
Temporary    authority    applica- 
tion <2  documents* 28201,  28214 

Railroad  car  service  rules,  manda- 
tory;   exemptions 28201 

JUSTICE   DEPARTMENT 

See  Drug  Enforcement  Adminis- 
tration; Immigration  and  Nat- 
uralization Service. 


■  CONTENTS 

LAND   MANAGEMENT   BUREAU 

Notices 
Applications,  etc.: 

Colorado --     28187 

New  Mexico 28187 

Coal  lease  offering  by  sealed  bid 
and  oral  auction : 

Colorado    28189 

Opening  of  public  lands: 

Oregon  '5  documents   .. .  28188   28189 

LIBRARY   OF   CONGRESS 

See  Copyright  Office. 

MATERIALS  TRANSPORTATION   BUREAU 

Rules 

Exemptions,  individual;  conver- 
sion to  regulation  of  general 
applicability    28132 

MIWN6   ENFORCEMENT   AND  SAFETY 
ADMINISTRATION 

Proposed   Rules 

Coal  mine  health  and  safety : 
Noise     standards;     integrating 

sound  level  meters  use 28151 

NATIONAL  AERONAUTICS   AND   SPACE 
ADMINISTRATION 

Notices 
Meetings : 

Research  and  Technology  Ad- 
visory Council.- 28192 

NATIONAL   HIGHWAY  TRAFFIC   SAFETY 
ADMINISTRATION 

Rules 

Motor  vehicle  safety  standards: 

Occupant  crash  protection 28135 

Notices 

Anthropomorphic     te.'~t     dummy; 

specification;   petition   against; 

General  Motors  Corp   _    28200 

NATIONAL  OCEANIC  AND  ATMOSPHERIC 
ADMINISTRATION 

Rules 

Marine  mammaLs ; 
Endangered  species  part^  and 
products;  certificates  of  ex- 
emption for  pre-Act  prohibi- 
tion ;  sperm  whale  oil  and 
scrimshaw       28137 

Notices 

Endangered  species  parts  or  prod- 
ucts :  certificates  of  exemption . 
Meeting: 
New  England  Fisher>'  Manage- 
ment Council's  Scientific  and 
Statistical  Committee 28182 


NATIONAL  TRANSPORTATION  SAFETY 
BOARD 

Notices 

Safety  recommendauons  and  ac- 
cident reports;  availability,  re- 
."^jxjnses,    etc .    28194 

NUCLEAR    REGULATORY   COMMISSION 

Proposed    Rules 

Plants  and  materials,  physical 
protection: 
Nuclear  power  reactors  physical 
protection ;  licensee  safe- 
guards contingency  plans ; 
correction   28147 

POSTAL  SERVICE 
Proposed   Rules 
Postal  Service  Manual : 

Second-class       mail;       novelty 

pages,  deletion 28153 

SECURITIES   AND   EXCHANGE 
COMMISSION 

Notices 

Meetmgs ; 

National       Market       Advisory 

Board 28179 

Self -regulatory         organizations; 

proposed  rule  changes : 
American  Stock  Exchange.  Inc.  28173 
Midwest  Stock  Exchange.  Inc..   28176 
New  York  Stock  Exchange.  Inc     28176 
Pacific  Stock  Exchange.  Inc.  '2 

documents) 28176,  28177 

Hearings,  etc.: 

Harbme  Financial  Service 28174 

Kimelman.  M  .  &  Co 28174 

Pacific  Stock  Exchange,  Inc 28178 

Standard  Oil  Co       2817S 

SMALL    BUSINESS    ADMINISTRATION 

Notices 
Applications,  etc.: 

Albuquerque  Small  Business  In- 
vestment Co 28199 

Canfta      International     Corp.. 

Inc    28197 

Certco  Capital  Corp 28197 

Chickasaw  Capital  Corp 28197 

R  &  L  Venture  Capital  Corp 28198 

Venture-Equity  Funding.  Inc.  .    28198 
Wats  Venture  Corp  .  Inr  28191* 

TRANSPORTATION    DEPARTMENT 

See  Federal  Aviation  Adniini.stra- 
tion;  Materials  Transportation 
Bureau:  National  Highway 
Traffic    Safety    Administration 
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list  of  cff  ports  of  fected  In  this  issue 


T'^e  'oHowins  nu,-ner.cai  guide  is  a  list  of  the  parts  of  each  title  of  the  Code  of  Federal  Regulations  affected  by  documents  published  in  today  s 
•SSL-    A  :.^muiav^e  iist  of  parts  affected,  cover. ng  the     ^.r-ent  month  to  date,  follows  beginning  with  the  second  issue  of  the  month. 

A  C  .-r  „  jtive  List  of  CFR  Se.tions  Affected  is  p.,c    shed  separately  at  the  end  of  each  month.  The  guide  lisU  the  parts  and  sections  affected 

by   ,!;„'■. rts  published  sinco  tre  rev.sion  date  of  e.i:"  tit.-? 


7  CFR 

.;;:j        23141 

908 "8144 

Proposed  Rules: 

917        2S146 

8  CFR 

223 -8113 

10   CFR 

Proposed  Rules: 

70 28147 

73 •-'ai47 

202 28147 

14   CFR 

71    4  dAUinente' 28113^28114 

95 28115 

97 28120 

372a  28121 

:i73a 28122 


14   CFR — ContinL.ea 

Proposed  Rules: 

1 28148 

71  (2  documents) 28149 

298 28150 

30   CFR 
Proposed  Rules: 

70 28151 

35   CFR 

2-i      28252 

223 28252 

39  CFR 
Proposed  Rules: 

111 28153 

40  CFR 

v^  28122 

8  s       28123 

86  28130 

Proi-osld  Rules: 

61 28154 


45  CFR 

Proposed  Rules: 

163 28159 

163a 28159 

47  CFR 
Proposed  Rtlfs 

83 ^. 281L4 

49  CFR 

172 28132 

173 28133 

174 28135 

178  _-  28135 

179- 28135 

571 28135 

50  CFR 

17   _  _  2813G 

217    28137 

222 28137 

Proposed  Rulxs: 

17 28165 
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ClIMULATIVE  LIST  OF  PARTS  AFFECTED  DURING  JUNE 


The  following  numerical  guide  is  a  list  of  parts  of  each 
Federal  Regulations  affected  by  documents  published  to 


7  CFR 

413 

905 

908 


Proposed  Rules: 

916 

917 

923 

989 

1030 


8  CFR 
223 


10  CFR 

211 

212 

430 

440 


28141 
27875 
28144 


„  I  ^  ;  1 

28146 

27912 
27913 
27921 


28113 

27908 
27908 
27896 
27899 


Proposed  Rules:   ' 

70 

73 

202 

211 

212 

430l 27941, 
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Title  8 — Aliens  and  Nationality 

CHAPTER  I — IMMIGRATION  AND  NAT- 
URALIZATION SERVICE,  DEPARTMENT 
OF  JUSTICE 

PART  223— REENTRY   PERMITS 

Authorization  of  Consular  Officers  in  Qatar 
To  Extend  Reentry  Permits 

AGENCY:  Immigration  and  Naturaliza- 
tion Service,  Justice. 

ACTION:  Final  rule. 

SUMMARY:  This  Is  an  amendment  of 
the  regulations  of  the  Immigration  and 
Naturalization  Service  intended  to  au- 
thorize United  States  consular  officers  in 
the  country  of  Qatar  to  extend  reentry 
permits.  This  amendment  was  requested 
by  the  Department  of  State. 

EFFECTIVE  DATE:  June  2,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  G.  Hoofnagle,  Jr^  Instructions 
Officer.  Immigration  and  Natuxaliza- 
tioa  Service,  425  Eye  Street.  N.W, 
Washington,  D.C.  20536,  Telephone 
202-376-8373. 

SUPPLEMENTARY  INFORMATION : 
The  final  rule  contained  in  this  order 
amends  8  CFR  223.2  to  authorize  United 
States  consular  officers  in  the  country  of 
Qatar  to  extend  reentry  permits.  This 
amendment  is  being  made  at  the  request 
of  the  Department  of  State  which  ad- 
vised the  Service  that  addition  of  Qatar 
to  the  list  of  Foreign  Service  Posts  au- 
thorized to  extend  reentry  permits  was 
desirable  in  Ught  of  the  large  number 
of  American  businessmen  with  alien 
wives  and  dilldren  In  Qatar. 

The  amendment  contained  in  this 
order  Is  issued  under  section  552  of  Title 
5  of  the  United  States  Code  (80  Stat. 
383),  as  amended  by  Pub.  L.  93-502  (88 
Stat.  1561)  and  the  authority  contained 
In  section  103  of  the  Immigration  and 
Nationality  Act  (66  Stat.  173:  8  U.S.C. 
1103),  28  CFR  0.105(b)  and  8  CFR  2.1. 
Compliance  with  the  provisions  of  sec- 
tion 553  of  Title  5  of  the  United  States 
Code  as  to  notice  of  proposed  rule  mak- 
ing and  delayed  effective  date  is  unnec- 
essary in  this  instance  because  the 
amendment  relates  to  agency  manage- 
ment and  confers  a  benefit  on  the  per- 
sons affected  thereby. 

In  the  light  of  the  foregoing  the  fol- 
lowing amendment  to  8  CFR  223.2  is 
hereby  prescribed : 

In  Pai-t  223,  In  §  223.2  the  first  sen- 
tence is  amended  by  inserting  "Qatar" 
between  the  countries  of  "Saudi  Arabia" 
and  "Syrian  Arab  Republic"  As 
amended,  the  first  sentence  of  ?  223  2 
reads  as  follows: 


§  223.2      E.xtoiisions. 

An  application  for  exten.=:ion  of  a  re- 
entry permit  shall  be  submitted  on  Form 
1-131  prior  to  the  expiration  of  the  re- 
entry permit's  validity  to  the  office  hav- 
ing Jurisdiction  over  the  applicant's 
place  of  residence  in  the  United  States, 
or  to  the  Immigration  officer  stationed 
outside  the  United  States  Imving  juris- 
diction over  the  place  where  the  appU- 
cant  is  temporarily  sojourning,  or  to  an 
American  consular  officer  in  South 
America,  In  those  areas  of  Asia  lying  to 
the  east  of  the  western  borders  of  Af- 
ghanistan and  Pakistan  (but  not  includ- 
ing Hong  Kong  and  adjacent  Islands, 
Taiwan,  Japan,  Okinawa,  Korea,  and 
the  Philippines),  In  Australia,  New  Zea- 
land, Bulgaria,  Czechoslovakia,  Hungary. 
Iceland,  Poland,  Romania,  the  Union  of 
Soviet  Socialist  Republics,  Yugoslavia, 
Iran,  Iraq,  Jordan,  Saudi  Arabia.  Qatar, 
Syrian  Arab  RepubUc,  Yemen,  Aden, 
Kuwait,  United  Arab  Emirates,  and  In 
Africa  (including  the  Arab  Republic  of 
EgjT^t)  when  the  applicant  is  tempo- 
rarily sojourning  in  one  of  the  afore- 
mentioned places.  •   •   • 

•  •  •  •  • 

(Sec    103.  66  Stat.  173;  8  U.SC    1103 

Dated    May  25,  1977. 

LEO>fEL  J.  Castillo, 
Ccnnmissioner  of 
Immigration  and  Naturalization^ 

[FR  Do<:,77-15560  Pled  6-1-77:8:45  am] 

Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN- 
rSTRATION,  DEPARTMENT  OF  TRANS- 
PORTATION 

[Airspace  Docket  No  77-NE-4I 

PART  71 — DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON- 
TROLLED AIRSPACE.  AND  REPORTING 
POINTS 

Designation  of  State  of  Vermont  Transition 
Area 

AGENCY:  Federal  Aviation  Administra- 
tion (FAA),DOT. 

ACTION    Final  rule 

SUMMARY:  This  rule  designates  the 
entire  State  of  Vermont  as  a  1200 -foot 
transition  area  consolidating  the  nu- 
merous 1200-foot  transition  areas  in  the 
state  and  converts  all  the  remaining  un- 
controlled airspace  in  the  state  to  con- 
trolled airspace,  to  be  known  as  the 
"State  of  Vermont  Trtmsition  Area." 
The  agency  is  taking  this  action  to  sim- 
plify charting  and  navigation.  The  effect 
of  the  rule  is  to  establish  a  uniform 
requirement  that  aircraft  operated 
abo^e  1200  feet  in  Vermont  mv;-it  comply 


with  the  regulations  applicable  to  f.:^:;it 
in  controlled  airspace 

EFFECTIVE  DATE:   July  13,   !97T. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  G.  CarLson,  Operatioi^  i^o- 
c«iure  and  Airspace  Branch,  .AJN'E- 
536,' Federal  Aviation  Administration. 
Air  Traffic  Division.  12  New  England 
Executive  Park,  Burlmgton.  Mtvssii- 
chusetts  01803,  Telephone  6:7-273- 
7385. 

SUPPLEMENTARY  LNFORM.ATION  A 
Notice  of  Proposed  Rulemaking  ■»  oS 
published  In  the  Federal  Recl'-ter  on 
Monday,  March  21,  1977,  '42  FR  15335'. 
which  proposed  to  designate  tiie  entire 
State  of  Vermont  a  1200-fool  transition 
area.  No  objections  were  rece:ved  f'om 
this  Notice. 

DrATTING    l.vroKMATlON 

The  principal  authors  of  this  docu- 
ment are  Richard  G.  Carlson.  Air  Traffic 
Division,  and  <3eorge  L.  Thomi:)son, 
Office  of  the  Regional  Counsel.  New 
England  Rcjclon. 

Accordingly,  §  71.181  of  Pari  71  of  tiie 
Federal  AvlaUon   Reg^alations    [14   CFR 
71,181]    is   amended,   effecUvc   July    i:^ 
1977,  as  follows: 

1.  By  designating  a  new  tran.-^Uion 
area  to  read : 

State  of  Vermont — 1 200-Foot  transi- 
tion area. 

That  airspace  cxtf lidliiK  upward  tr-  m  1200 
feet  above  U^e  stirface  wlUiln  the  u-rr-.tortal 
boiindarles  of  the  State  ot  Vermor,; 

(Sections  307(ft)  of  the  FVdent:  .fviaunr.  .Kci 
of  1968  (72  Stat.  749;  49  UBC.  1348  a  a."C! 
Section  6(C)  of  the  Department  of  Ttb:-.e- 
portatlon  Act  (49  U£.C    1665(c)  )  i 

NoT«:  The  Federal  AvlaUon  AdmlnL'-:ra- 
tlon  has  detenninMl  that  thle  docuraent  duee 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Bconomlc  Impact  Statement 
undeor  ExeciiUve  Order  ::831.  as  amended  by 
Executive  Order  11949.  and  0\!B  s'ir<  v;iar 
A-107. 

Issued  in  Burluigion  Massachusetts, 
on  April  27,  1977. 

WTI.!  lAM  E,  Crosey 

Acting  Director 
New  England  Region. 

,FK  Doi  TT    15568  Filed  &   n  77,8  46  anil 
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PART  71 — DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  COH- 
TR<M.LED  AfRSPACE,  AND  REPORTING 
POINTS 

Aiteration  of  Brunswick.  Georgia, 
Traasttion  Area 

AGENCY    Federal  Aviation  Administra- 
tion 'FAA      DOT, 
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ACTION:  Final  rule. 

SLTSEVLARY:  This  rule  alters  the  Bruns- 
wick. Gt^orgia.  transition  area.  Tlie  name 
of  the  Brunswick-Golden  Isles  Municipal 
Airport  has  been  changed  to  Glynco  Jet- 
port.  Tlie  action  of  the  Glynn  County 
Board  of  Conimis^sloners.  officially 
changing  the  airport  name,  requires 
thLs  to  be  reflected  in  tlie  transition  area 
description. 

EFFECTIVE  DATE:  0901  Gm.t,,  June 
16,  1977. 

ADDRESS  Federal  Aviation  Adminis- 
tration, Chief,  Air  Traffic  Division,  P.O. 
Box  20636,  Atlanta,  Georgia  30320. 

FOR  FURTHFJ^.  INTPORMATION  CON- 
TACT: 

Hiu-len  D.  Phillips,  Airspace  and  Pro- 
cedures Branch.  Federal  Aviation  Ad- 
niiriistration,  P.O.  Box  20636,  AtLonta, 
Georgia    30320;    Telephone:    404-763- 
7646. 
SUPPLEMENTARY  INFORMATION;  In 
a    regular    meeting   held   on   March    17, 
1977,  the  Glynn  County  Board  of  Com- 
missioners officially  changed  the  name  of 
tlie    Brunswick-Golden    Lsles    Municipal 
Airport  to  Glynco  Jetport.  Therefore,  it 
is  necessary  to  alter  the  description  of 
the  Brunswick,  Georgia,  transition  area 
to  reflect  the  name  change.  Since  this 
alteration  is  editorial  in  nature,  notice 
and   public   procedures   hereon   are  not 
necessary. 

Accordingly,  Subpart  G  of  Part  71  of 
the  Federal  Aviation  Regulations  '  14 
CFR  Part  71  >  is  amended,  effective  0901 
G.m.t.,  June  16,  1977.  by  altering  the 
Brunswick,  Georgia,  transition  area  as 
follow  s : 

"•  •  •  Brun.swick-Goldeii  L'-Ies  .Municipal 
Airport  •  •  •"  Is  deleted  and  ■  •  •  •  Glynco 
Jetport    •    •    '"Is   sub.stltut«d    therefor. 

Dr.\fting  Information 

The  principal  authors  of  this  document 
are  Donald  Ross,  Airspace  and  Proce- 
dures Branch,  Air  Traffic  Division  and 
Ronald  R.  Hagadone,  Office  of  Regional 
Counsel,  Federal  Aviation  Adminis- 
tration, P.O  Box  20636,  Atlanta.  Georgia 
30320. 

(Sec.  307(a>  of  the  Federal  Aviation  Act  of 
\9o8.  as  amended  (49  US.G.  1348tai  )  and 
Sec.  6(c)  of  the  Department  of  Transporta- 
tion .\ct  ^49  use.  1655(c)  ).) 

NoTK. — TTie  Federal  Aviation  .^diiiUiistra- 
tlon  has  determined  that  thl.s  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Rxecutlve  Order  11821.  a.s  amended  by 
Exe<Rit!ve  Order  11949,  and  OMB  Circular 
A-H>7. 

I.ssued  :n  Ea^t  Point,  Cra.,  on  May  20, 
1977. 

George  R.  LaCaille, 

Acting  Director, 
Southern  Region. 

[PR  Doc  77-15570  Piled  6-1-77:8  45  am] 


RULES   AND   REGULATIONS 

[Docket  No.  77-SO-181 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON- 
TROLLED AIRSPACE,  AND  REPORTING 
POINTS 

Alteration  of  Marianna,  Florida,  Transition 
Area 

AGENCY :  Federal  Aviation  Administra- 
tion <  FAA  > ,  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  alters  the  Mari- 
anna, Florida,  transition  area.  The  ex- 
isting transition  area  extension  will  be 
realigned  and  expanded.  This  is  neces- 
sary- due  to  revLsion  of  the  VOR  instru- 
ment approach  procedure  to  align  the 
intermediate  and  final  approach  seg- 
ments. 

EFFECTR'T:  DATE:  0901  G.m.t.,  Au- 
gust 11,  1977. 

ADDRESS:  Federal  Aviation  Adminis- 
tration Chief,  Air  Traffic  Division,  P.O. 
Box  20636,  Atlanta,  Georgia  30320. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Donald  Ross,  Airspace  and  Procedures 
Branch.  Federal  Aviation  Administra- 
tion. P.O.  Box  20636.  Atlanta,  Georgia 
30320:  Telephone:  404-763-7646. 

SUPPLEMENTARY  INFORMATION: 
The  procedure  turn  and  intermediate 
segments  of  the  VOR  instrument  ap- 
proach procedure  serving  Marianna  Air- 
port are  presently  established  on  the 
Marianna  VORTAC  125  degree  radial 
while  the  final  approach  segment  is  on 
the  313  degree  radial.  As  presently  estab- 
lished, pilots  executing  the  approach 
procedure  are  required  to  make  a  nine- 
degree  turn  when  passing  the  VORTAC 
to  depart- the  intermediate  segment  of 
the  procedure  and  begin  the  final  ap- 
proach segment.  The  instrument  ap- 
proach procedure  is  being  revised  to 
eliminate  this  turn  over  the  VORTAC. 
Tlierefore,  it  is  necessary  to  alter  the 
transition  area  extension  to  coincide  with 
the  revised  instrument  approach  proce- 
dure. Since  this  alteration  is  minor  in 
nature,  notice  and  public  procedure 
hereon  are  not  considered  necessary. 

Accordingly,  Subpart  G  of  Part  71  of 
the  Federal  .Aviation  Regulations  Q4 
CFR  71 '  Ls  amended,  effective  0901  GMT, 
Augtist  11,  1977,  by  altering  the  Mari- 
anna. Florida,  transition  area  as  follows : 

■  •  •  •  within  3  miles  each  side  of  Marianna 
VOR  125  radial,  extending  from  the  8.5- 
mile  radius  area  to  8.5  miles  southeast  of 
the  VOR  •'  Is  deleted  and  "•  •  •  within  4.5 
miles  northeast  and  6.5  miles  southwest  of 
the  Marianna  VORTAC  133'  radial,  extending 
from  the  8.5-mile  radius  area  to  11.5  miles 
southeast  of  the  VORTAC."  is  substituted 
therefor. 

DR.\FTTNC    iNFORMATIOIf 

Tlie  principal  authors  of  this  docu- 
ment are  Donald  Ross,  Airspace  and 
Procedures  Branch,  Air  Traffic  Division, 
and  Ronald  R   Hagadone,  Office  of  Re- 
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2S11-; 


gional  Counsel,  Federal  Aviation  Admin- 
istration, P.O.  Box  20636,  Atlanta,  Ga. 
30320. 

(Sec.  307(a)  of  the  Federal  Aviation  Act  of 
1958,  as  amended  (49  CSC.  1348(a))  and 
Sec.  6(c)  of  the  I>epartment  of  Transporta- 
tion Act  (49  U.SC.  1655(C)).) 

Note:  The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended  by 
Executive  Order  11949,  and  OMB  Circular 
A-107. 

Issued  in  East  Point,  Ga.  on  May  20, 
1977. 

George  R.  LaC.aille, 
<"  Acting  Director, 

Southern  Region. 

[FR  Doc.77-15571  Piled  6-1-77; 8: 45  am] 


[Airspace  Docket  No.  77-WE-9] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON- 
TROLLED AIRSPACE,  AND  REPORTING 
POINTS 

Alteration  of  Los  Bancs,  California, 
Transition  Area 

AGENCY:  Federal  Aviation  Administra- 
tion (FAA),  DOT. 

A(mON:  Final  rule. 

SUMMARY:  This  amendment  will  only 
change  the  name  of  the  reference  VOR 
TAG.  No  additional  airspace  is  required 
to  encqmpass  the  instrument  approaches 
to  Los  Banos  Municipal  Airport.  Panoche 
is  now  the  new  name  of  the  VORTAC. 

EFFECTIVE  DATE:  August  11,  1977. 

ADDRESSES:  Copies  of  this  final  rule 
may  be  obtained  from:  Federal  Aviation 
Administration.  Air  Traffic  Division 
Chief,  Airspace  and  Procedures  Branch, 
AWE-530.  15000  Aviation  Boulevard, 
Lawndale,  California  90261. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Thomas  W.  Binczak,  Airspace  and  Pro- 
cedures Branch,  Air  Traffic  Division, 
Federal  Aviation  .Administration,  15000 
Aviation  Boulevard,  Lawndale.  Cali- 
fornia 90261,  Telephone  213-536-6182. 

SUPPLEMENTARY  INFORMATION: 
The  purpose  of  this  amendment  to  Sub- 
part G  of  Part  71  of  the  Federal  Aviation 
Regulations  1 14  CFR  Part  71  •  is  to  alter 
the  Los  Banos,  California,  Ti-ansition 
Area.  The  name  of  the  Los  Banos,  Cali- 
fornia VORTAC  has  been  changed  to 
Panoche,  California  VORTAC. 

Under  the  circumstances  presented, 
the  FAA  concludes  that  the  rule  is  minor 
in  nature  and  does  not  impose  any  addi- 
tional burden  on  any  person  but  adds  to 
air  safety.  Therefore.  I  find  that  notice 
and  public  procedure  under  5  U.S.C. 
553(b)  is  unnecessary. 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Thomas  W.  Binczak,  Air  Traffic 
Division  and  Richard  G.  Wittry.  Esquire, 
Office  of  the  Regional  Coimsel. 


Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 
Subpart  G  of  Part  71  of  the  Federal  Avia- 
tion Regulations  (14  CFK  Part  71)  te 
amended,  effective  August  11.  1977,  as 
follows : 

1.  Amend  5  71.181  of  Part  71,  Federal 
Aviation  Regulations  to  read : 

Los    Bangs,    CAi.rFOR.vu 

That  airspace  extending  upward  from  700 
(eet  above  the  surface  within  a  three  mile 
radltis  of  Los  Banos  Munlclpcil  Airport  (lati- 
tude 370°03'43  ■  N,  longitude  120'62'06" 
W.)  and  within  three  miles  each  side  of  the 
Panoche  VORTAC  348*  radial,  extending 
from  the  three  mile  radius  area  to  six  mllee 
•outh  and  six  miles  north  of  the  airport. 

This  amendment  Is  proposed  under  the  aj- 
thoalty  of  Sec.  307(a)  of  the  Federal  Avla- 
tton  Act  of  1958.  as  amended  (49  US  C. 
1348(a)  )  and  Sec,  6(C)  of  the  Department  of 
Transportation  Act  (49  V&.C   J655  (c)  ) . 

Note — The  Federal  Aviation  .Administra- 
tion has  determined  that  this  document  does 
not  contain  a  majca-  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended  by 
Executive  Order  11949,  and  OMB  Circular 
A-107. 

Issued  In  Loe  Angeles,  California  on 
May  25,  1977. 

M.  C.   Beard, 
Acting  Devvty  Director, 
Western  Region 
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SUBCHAPTER    F— JMR    TRAFFIC    AND    GENERAL 
OPERATING   RULES 

{Docket  No    16863;   Amdt.  No    95-272] 
PART  95— IFR  ALTITUDES 
Miscellaneous  Amendments        ^^ 

AGEINCY:  Federal  Aviation  .-^dministra- 

yon  <FAA ' ,  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  adopts 
miscellaneous  amendments  to  the  re- 
quired IFR  (instrument  flight  rule)  alti- 
tudes and  c±iangeover  points  for  certain 
Federal  airways,  jet  routes,  or  direct 
routes  for  which  a  minimum  or  maxi- 
mum en  route  authorized  IFR  altitude 
Is  prescribed,  Tliese  regulatory  actions 
are  needed  because  of  changes  occurring 
in  the  National  Airspace  System.  Tliese 
changes  are  designed  to  pro\ide  for  the 
safe  and  efficient  use  of  the  navigable 
airspace  under  instrument  conditions  in 
the  £iffected  areas. 

EFFECTIVE  DATE:  Juj-ie  16.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  L.  Bersch,  Flight  Procedures 
and  Airspace  Branch  ( AFS-730) ,  Air- 
craft Programs  Division,  Flight  Stand- 
ards Service,  Federal  Aviation  Admin- 
istration. 800  Independence  Avenue, 
SW.,  Washington.  DC  20591:  tele- 
phone 202-426-6277. 


SUPPLEMENTARY  INFORM.\TION : 
This  amendment  to  Part  95  of  tlie  Fed- 
eral Anatlon  Regulations  ■■  14  CFR  Part 
95  I  prescribes  new,  amended,  suspended, 
or  revoked  IFR  altitudes  governing  the 
opei-ation  of  sdl  aircraft  in  EFR  fhght 
over  a  specified  route  or  any  portion  of 
tliat  route,  as  well  as  the  changeover 
pouits  COPS'  for  Federal  airways,  jet 
routes,  or  direct  routes  as  prescnt)ed  In 
Part  95.  The  specified  IFR  alUtude.s, 
when  used  in  conjunction  wiili  the  pre- 
scribed changeover  points  for  those 
routes,  ensure  navigation  aid  coverage 
that  is  adequate  for  safe  flight  opera- 
tions and  free  of  frequency  interference. 

The  reasons  and  circum.stances  which 
create  the  need  for  this  amendment  in- 
volve matters  of  flight  safety,  opera- 
tionaJ  efficiency  in  the  National  Airspace 
System,  and  are  related  to  published 
aeronautical  charts  that  are  es.sentlal  to 
the  user  and  provides  for  the  safe  and 
efficient  use  of  the  navigable  airspace  In 
addition,  those  various  reasons  or  cir- 
cumstances require  making  this  amend- 
ment effective  before  the  next  scheduled 
charting  and  publication  date  of  the 
flight  information  to  assure  Its  timely 
availability  to  the  user.  The  effective 
date  of  this  amendment  reflects  tlKJse 
considerations.  In  view  of  the  close  and 
Immediate  relationship  between  these 
regulatory  changes  and  safety  In  air 
commerce.  I  find  that  notice  and  pubUc 
procedure  before  adc^ting  this  axnend- 
ment  Ls  imnecessary.  Impracticable,  or 
contrarv'  to  tlie  public  Interest  and  that 
good  cause  exists  for  making  tlie  amend- 
ment effective  in  less  than  30  days. 

The  principal  authors  of  this  docu- 
m.ent  are  Rudolph  L.  Moretti.  Flight 
Standards  Senice,  and  Richard  W.  Dan- 
forth.  Office  of  the  Chief  Counsel. 

Adoption  or  the  Amendment 

Accordingly  and  pursuant  to  Uie  au- 
thority delegated  to  me  by  the  Adminis- 
trator, Part  95  of  the  Federal  Aviation 
Regulations  ( 14  CFR  Part  95  ■  is  amended 
as  follows  effective:  June  16.  1977. 

(Sees  307  and  1110,  Federal  Avia-.:on  Act  of 
1958  (49  r.S  C.  1348  and  15101  ;  Sec  6(c),  De- 
partment of  TransF>ortatlon  Act  (49  U.S.C. 
1655(c)  )  :   24  FR  5662  and  Paragraph  802  of 

Order  PSP  1  lOO.I.  as  amended  March  9.  1973.) 

Note. — The  Federal  Aviation  .AdmlnLstra- 
tlon  ha.s  determined  that  tliis  amendment 
does  not  contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact  State- 
ment under  Executive  Order  11821.  as 
amended  by  Executive  Order  i:?49  and 
OMB  Circular  A-107. 

Issued  in  Washington,  DC  on  May  26, 
1977. 

James  M.  Vines, 
Chief,  Aircraft  Programs  Division. 
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§95.7042  JET  ROUTE  HO.  42  U  o-wded  by  oJdiBj: 

FROM  "'^^ 

Dallas-Fort  Wortfi,  Tex.  VORTAC  Texorkano,  Ark.  VORTAC 

§95.7042  JET  ROUTE  HO.  42  ii  o«end«<l  to  it\t\t: 

FRO*,  "0 

Greater  Southwest,  Tex,  VORTAC  Texarkana,  Ark,  VORTAC 

595.7050  JET   ROUTE  HO.   50  is  omended  by  oddinj: 
FROM  "^^ 

Bokersf.eld,  Cah<.  VORTAC  Ontoric,  Cci^'.  VORTAC 

§95.7050  JET  ROUTE  HO.  50  ii  o«ended  to  delete: 

FROM  "^^ 

Los  Angeles,  Cc^',  VORTAC  O-tarlc,  Ca'if.  VORTAC 

J95.7052  JET    ROUTE   HO,  52  n  emended  by  odding: 
FROM  TO 

Ardnx>re,  Okie.  VORTAC  Dallas-Fort  *ortH,  Tex.  VORTAC 

Dallas-Foft  Worth,  Tex.  VORTAC  Texarkona,  Ark.  VORTAC 

595.7052  JET   ROUTE   HO.  52  is  amended  to  delete- 
FROM  TO 

Ardmore,  Okla.  VORTAC  Greoter  SoutJiwest,  Tex.  VORTAC 

Greater  Southwest,  Tex.  VORTAC  Texarkano,  Ark.  VORTAC 

§95.7055  JET  ROUTE  HO.  55  is  amended  by  adding: 
FROM  "TO 

Kennebunk,  Me.  VORTAC  Presque  isie,  Me,  VORTAC 

§95.7055  JET   ROUTE   HO.    55  is  emended  to  delete: 
FROM  ^0 

Kennebunk,  Me.  VORTAC  Bcngor,  Me,  VORTAC 

Bongor,  Me.  VORTAC  P-esquelsle    Me.  VORTAC 

§95.7058   JET    ROUTE    NO.    58  is  amended  by  adding: 

from'  to 

Wichita  Falls,  Tex.  VORTAC    •  '     Dallas- Fort  Worth,  Tex.  VORTAC 

Dallas-Fort  Worth,  Tex,  VORTAC  Alexandr.o,  Lo.  VORTAC 

§95.7058  JET   ROUTE  HO.  58  i>  omended  to  delete: 

FROM  TO 

Wichita  Falls,  Tex.  VORTAC  Greater  Southwest,  Tex.  VORTAC 

Greater  Southwest,  Tex.  VORTAC  Alexondria,  La,  VORTAC 

§95.7066  JET  ROUTE  HO.  66  is  tended  by  odding: 
FROM  TO 

Dallas-Fort  Worth,  Tex.  VORTAC  LUtle  Rcci<,  Ark,  VORTAC 

§95.7066  JET   ROUTE   HO.  66  is  onended  to  delete: 
FROM  TO 

Greater  Southwest,  Tex,  VORTAC  Little  Rock,  Ark,  VORTAC 

§95.7072  JET  ROUTE  HO,  72  is  omended  by  oddiiig: 
FROM  TO 

Wichita  Foils,  Tex.  VORTAC  Dallas-Fort  Worth,  Tex.  VORTAC 
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MEA 
18000 


MEA 
18000 


18000 


;?5.7072  JET  ROUTE  HO.  72  ii  amtniti  io  d«Itt«: 

FROM  "fO 

Wichita  Falls,  Tex.  VORTAC  Greotw  Southwest,  Tex.  VORTAC 

595.7076  JET  ROOTE  HO.  76  ii  aaended  by  oddiij: 

FROM  ^^ 

Wichita  FoIIj,  Tex.  VORTAC  Dalla*-Fort  Worth,  Tex.  VORTAC 

§95.7076  JET  ROUTE  HO.  76  li  a.eodtd  to  delete: 
Wlchifo  Falls,  Tex.  VORTAC  Gre«ter  Southwost,  Tex,  VORTAC 

:95.7t)87  JET  ROUTE  HO.  J7  is  amended  by  oddlng: 
FR3M  TO 

Hyoiie,  Tex.  VORTAC  Dallas-Fort  Worth,  Tex.  VORTAC 

Dallas-Fort  Worth,  Tex.  VORTAC  Tulsa,  OWa.  VORTAC 

395. 7087  JET  ROUTE  HO.  87  is  a«ended  to  delete: 
FROM  TO 

Hunble,  Tex.  VORTAC  Greater  Southwest,  Tex,  VORTAC 

Greater  Southwest,  Tex.  VORTAC  Tuljo,  OVIo.  VORTAC 

595.7)05  JET  ROUTE  HO.  105  ii  o-ended  by  oddinj: 

FROM  TO 

Dalbs-For-  Worth,  Tex.  VORTAC  Foyeftevnie,  Arit,  VORTAC 

595.7105  JET  ROUTE  MO.  105  is  a«««ded  to  it\*H: 
FROM  •      TO- 

Crealer  S^tjinwest,  Tex.  VORTAC  Fayetteville,  Ark.  VORTAC 

595.7131  JET  ROUTE  HO.  131  ii  ome«dod  by  oddiig: 

FROM  TO 

San  Antonio,  Tex.  VORTAC  Dallas-Forl  Worth,  Tex.  VORTAC 

Dollas-Fort  WortK  Tex.  VORTAC Texarkono,  Art.  VORTAC 

595.7131  JET  ROUTE  MO.  131  ii  o.eiided  t«  deleft: 
FROM  TO 

San  Antonio,  Tex.  VORTAC  Greater  Southwest,  Tex.  VORTAC 

Greoter  Southwest,  Tex.  VORTAC  Texarkana,  Afk.  VORTAC 

By  amending  StSb-part  D  as  follows; 

§95.M03YOR  FEDERAL  AIRWAY  CMAMGEOVER  POIHTS 
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AIRWAY  SEGMENT 

FROM 

y-4  ii  anended  by  addlag: 

Ellensburg,  Wash.  VOR 
Via  N  alter. 

V-44  is  aeiended  by  addi.19: 
Jefferson  Cry,  Mo.  VOR 

V-222  Ii  aaended  to  delete: 
Montgomery,  Ala.  VOR 


TO 

Pasco,  Wask.  VOR 
Via  N  fllfff. 


Forl$lell,Mo.VOR 

La  Grange,  Go.  VOR 
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CHANGEOVER  POINTS 
DISTANCE  FROM 


30         Elletttburs 
15         JefWrson  City 
10  La  Grange 


[I>-.-ket  No   16a=i3:  Amdt   No   1075] 

PART  97— STANDARD  INSTRUMENT 
APPROACH    PROCEDURES 

Miscellaneous  Arnendments 

AGELNCY:  Federal  Aviauon  Administra- 
tion iFAA>,  DOT. 

ACTION;  Pinal  rule. 

SUMMARY:  This  amendment  estab- 
ILshes,  amends,  suspends,  or  revokes 
Standard  Instrument  Approach  Proce- 
dures 'SIAPsi  for  operations  at  certain 
airports,    These    regulatory   actions   are 


needed  becau.se  of  the  adoption  of  new 
or  revLsed  criteria,  or  because  of  changes 
occurring  in  the  National  Airspace  Sys- 
tem, such  as  the  commissioning  of  new 
narigatiooal  facilities,  addition  of  new 
obstacles,  or  changes  in  air  traffic  re- 
quirements. These  changes  are  designed 
to  provide  safe  and  efficient  use  of  the 
navigable  airspace  and  to  promote  safe 
flight  operations  under  instrument  flight 
rules  at  the  affected  airports. 
DATES :  An  effective  date  for  each  SLAP 
Is  specified  In  the  amendatory  provisions. 


ADDRESSES:  AvailabOity  of  matters  in- 
corporated by  reference  in  the  amend- 
ment is  as  follows: 

For  examination — 1.  FAA  Rules  Dock- 
et. FAA  Headquarters  Building,  800  In- 
dependence Avenue  SW.,  Washington, 
D.C.  20591; 

2.  The  FAA  Regional  OfQce  of  tlie 
region  in  which  the  affected  airport  is 
located;  or 

3.  The  Plight  Inspection  Field  Office 
which  orlginated"Hhe  SLAP. 

For  purchase — Individual  SLAP  copies 
may  be  obtained  from:  1.  FA.A  Public  In- 
formation Center  ( APA-430) ,  FAA  Head- 
quarters Building,  800  Independence 
Avenue  SW..  Washington.  D.C.'20591;  or 

2.  The  FAA  Regional  Office  of  the 
region  in  which  the  affected  airport  is 
located. 

By  subscription— Copies  of  all  SIAPs, 
mailed  weekly,  may  be  ordered  from  Su- 
perintendent of  Documents.  U.S.  Gov- 
ernment Printing  Office.  Washington, 
D.C.  20402.  The  current  annual  subscrip- 
tion price  Is  $150:  add  $30  for  each  addi- 
tional copy  mailed  to  the  same  address. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  L.  Bersch.  Flight  Procedures 
and  Airspace  Branch  <AFS-730»,  Air- 
craft Programs  Division,  Flight  Stand- 
ards Service,  Federal  Aviation  Admin- 
istration, 800  Independence  Avenue 
SW,  Washington.  D.C.  20591;  tele- 
phone 202-42&-8277. 

SUPPLEMENTARY  INFORMATION: 
This  amendment  to  Part  97  of  the  Fed- 
eral Aviation  Regulations  il4  CFR  Part 
9)  prescribes  new.  amended,  suspended, 
or  revoked  Standard  Instrument  Ap- 
proach Procedures  i  SIAPs  1.  The  com- 
plete regulatory  description  of  each  SIAP 
is  contained  in  official  FAA  form  docu- 
ments which  are  incorporated  by  refer- 
ence in  this  amendment  under  5  U.S.C. 
§  552(a>,  1  CFR  Part  51.  and  §  97.20  of 
the  Federal  Aviation  Regulations 
(FARs).  The  applicable  FAA  forms  are 
Identified  as  FAA  Forms  8260-3,  8260-4, 
and  8260-5,  Materials  incorporated  by 
reference  are  available  for  examination 
or  purchase  as  stated  above, 

•me  large  number  of  SLAPs.  their  com- 
plex nature,  and  the  need  for  a  special 
format  make  their  verbatim  publication 
In  the  Federal  Register  expensive  and 
impractical.  Further,  airmen  do  not  use 
the  regulatory  text  of  the  SIAPs  but  re- 
fer to  their  graphic  depiction  on  charts 
printed  by  publishers  of  aeronautical 
materials.  Thus,  the  advantages  of  in- 
corporation by  reference  are  realized  and 
publication  of  the  complete  description 
of  each  SIAP  contained  in  FAA  form 
document  is  unnecessary-.  The  provisions 
oj  this  amendment  state  the  affected 
CFR  «and  FARi  sections,  with  the  types 
and  effective  dates  of  the  SIAPs.  This 
amendment  also  identifies  the  airport,  its 
location,  the  procedure  identification 
and  the  amendment  number. 

This  amendment  to  Part  97  Is  effective 
(Ml  the  date  of  publicaticai  and  contain* 
separate  SIAPs  which  have  compliance 
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dates  stated  as  effective  dates  based  mi 
related  changes  in  the  National  Airspace 
System  or  the  application  of  new  or  re- 
vised criteria.  Some  SIAP  amendments 
may  have  been  previously  Issued  by  the 
FAA  in  a  National  Flight  Data  Center 
(FDCi  Notice  to  Airmen  iNOT.AM)  as 
an  emergency  action  of  immediate  flight 
safety  relating  directly  to  published  aer- 
onautical charts.  The  circumstances 
which  created  the  need  for  some  SLAP 
amendments  may  require  making  them 
effective  in  less  than  30  days.  For  the 
remaining  SIAPs.  an  effective  date  at 
least  30  days  after  publication  is  pro- 
vided. 

Further,  the  SIAPs  contained  In  thta 
amendment  are  based  on  the  criteria 
contained  In  the  U.S.  Standard  for  Ter- 
minal Instrument  Approach  Procedures 
(TERPs) .  In  developing  these  SIAPs.  the 
TERPs  criteria  were  applied  to  the  con- 
ditions existing  or  anticipated  at  the 
affected  airports.  Because  of  the  close 
and  immediate  relationship  between 
these  SIAPs  and  safety  in  air  cc«nmerce. 
I  find  that  notice  and  pubUc  procedure 
before  adopting  these  SIAPs  is  unneces- 
sary. Impracticable,  or  contrary  to  the 
public  Interest  and.  where  applicable, 
that  good  cause  exists  for  making  some 
SIAPs  effective  in  less  than  30  days. 

The  principal  authors  of  this  docu- 
ment   are    Rudolph    L.    Piorettl,    Flight 
Standards  Service,  and  Richard  W.  Dan- 
forth.  Office  of   the  Chief   CounseL 
Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me.  Part  97  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  97) 
Is  amended  by  establishing,  amending, 
suspending,  or  revoking  Standard  Instru- 
ment Approach  Procedures,  effective  on 
the  dates  specified,  as  follows: 

1.  By  amending  §  97.23  VOR-VOR' 
DME  SIAPs  Identified  as  follows: 

•   •   •  effective  July  14.  1977. 

Pago   I*Rgo.   Tutulla   Is,    American   Samoa — 

Pago  Pago  Intnl.  VOB-D,  Amdt.  2 
Pago    Pago,    TutuUa    la.    American    Sanum — 

I>ago     Pago     International,     VOR.  T>ME-A 

(TACV  Original 
Pago   Pago,    Tutulla    Is.    American   Samoa — 

Pago    Pago    IntnX    VOR,  DM! -B     (TAG), 

Original 
Pago    Pago.    Tutulla   Is.    .A.merican    Samoa — 

Pago      Pago      International,      VORTAC -A, 

.\mdt.  2.  cancelled 
Pago   Pago,    Tutulla   Is.    American    Samoa — 

Pago  Pago  International,  VORTAC-B,  Orlg., 

cancelled 
Coldwater,    NH— Branch    County    Memorial, 

VORRwy  21,  Amdt.  3 
Alexandria.  MN— Alexandria  Muni.,  VOR  R»T 

22,  Amdt.  10 
Pa=co,  WA— Trt-Clties,  VOR  Rwy  21R,  Amdt. 

1 
Piisco,   VTA — Trl-Cltles,  VOR  Rwy  30.  .Amdt. 

4 
Pasco.     W.'V—Trl -Cities,     VOR-.^     .-Vmdt.     8, 

cancelled 
Milwaukee.    WI — Lawrence    J.    Tlmmerman. 

VOR  Rwy  4L.  Amdt.  2 
Milwaukee.    WI^Lawrence    J.    Tlmmerman, 

VOR  Rwy  15I-.  Amdt.  7 
Mosinee,     WI — Central     Wisconsin,     VOR-A, 
Amdt,  4 
Mosinee.  WI— Central  Wisconsin,  VOR/DMB 

Rwv  35,  Amdt.  2 
Rhinelander.  WT — Rhlnelander  -  Onel<l» 

County,  VOR  Rwy  5,  Amdt.  6 


Rhlnelander.  WI — Rhlnelander  -  Oneida 

Ckxmty.  VOR  Rwy  15,  Amdt,  S 
Flhlnelander,  WI— Riimelander  -  Or.e.da 

County,  VOR  X>ME  Rwy  23,  Amdv  4 


effective  May  19,  1977. 

Muni.. 


Note. — The  Incorporation  by  reference  in 
the  |>recedlng  document  was  approved  by  the 
Director  of  the  Federal  Register  on  May  12, 

1969. 

|FR  Doc.77-15592  PUed  6-1-77:845  am] 


VOR 
VOB 


Hutchinson,    KS — Hutchinson 

Rwy  3,  Amdt.  15 
Hutchinson,    KS — Hutchinson    MunL 

TAC   Rwy   31,   Amdt,   2 

2.  By  amending  §  97,25  SDF-LOC-LDA 
SLAPs  identified  as  follows: 

.   .   .  effective  July  14,  1977. 

Mosinee,    vn — Central    Wisconsin,    LOG    BC 
Rwy  28.  .Vmdt.  6 

•  •    •  effective  June  16,  1977. 

Bartlesvllle,   OK— Prank   Phillips,   LOG    Rvy 
17,  Orlg. 

•  •   •  effective  May  20.  1977. 

Brunswick.  QA — Glynoo  Jetport,  LOG  Rwy  T. 
Amdt.  3 

3.  By     amending     §  97.27     NDB./ADP 
SIAPs  identified  as  follows: 

•  •   •  effective  July  14,  1977. 

Pago    Pago,    TututUa    Is,    American    Sanao*. 

Pago  Pago  International,  NDB-C.  AmdV  2 
Fremont,  NE — Fremont  Muni.,  NDB  Rwy  IS, 

Amdt   1 

•  •   •  effective  May  20,  1977. 

Brunswick,  GA — Glynco  Jetport,  NX>B  Rwy  T, 
Amdt.  3 

4.  By     amending     S  91.29     JLB-MLB 
SIAPs  identified  as  follows: 

•  •   •  effective  July  14,  1977. 

Pago  Pago.  Tutulla  I*.  American  Samoa,  Pago 

Pago  International  ILS/DMB  Rwy  8,  Amdt 

7 

Pasco,  WA— Trl-Clties,  ILS  Rwy  SIR,  Amdt  7 

Mosinee.  VTl — Central  Wisconsin,  ILS  Rwy  8. 

Amdt   4 

5.  By  amending  5  97.31  RADAR  SLAPi 
Identified  as  follows: 

•  •   •  effective  May  24,  1977. 

Pago  Pago,  TutuUa  la.  American  Samoa — 
Pago  Pago  International,  RADAR-1,  Origi- 
nal, con  celled 

Columbia,  SC — Columbia  Metropolitan, 
RADAR-1,    Amdt    4 

6.  By  amending  i  97.33  RNAV  SIAPs 
Identified  as  follows: 

•  •   •  effective  Jui^  14.  1977. 
Lubbock,  TX — Lubbock  Regional,  RNAV  Rwy 

8,  Original 
Lubbock.  TX— Lubbock  Regional,  RNAV  Rwy 

26,  Original 
Mosinee,  WI — Central  Wisconsin,  RNAV  Rwy 

17,  Amdt.  2 

(Sec«,  307.  313(a^.  601.  and  :110.  Federal 
Aviation  Act  at  1968  (48  DflC.  ii  1348,  1364 
(a),  1421.  and  1610));  sec.  6(c),  Department 
of  Transportation  Act  (49  U.S.C.  1655(c)); 
delegation:  25  FR  6489  and  paragraph  802  ot 
order  FS  P  1100.1,  as  amended  March  9,  1973.) 

Norr. — The  Federal  AvlatiMi  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requlriiig  prep- 
aration ot  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended  by 
ExecuUv*  Order  11&49,  and  OMB  Circular 
A-107. 

Issued  in  Washington,  D.C.  on  May  27. 

1977. 

James   M.    Vines, 
Chief,  Aircraft  Programs  Dirision. 


CHAPTER  II— CfVlL  AERONAUTICS 
BOARD 

SUBCHAPTER    O — SPECIAL    REGULATIONS 

[Docket  No  395^9:  RetTilatlon  SPR-126. 
.\mdt  161 

PART   372a— TRAVEL   GROUP   CHARTERS 

Amendment  of  Definition  of  "North 
Amencan  Ctiarters" 

Adopted    by    the    Civil    Aeronautics 
Board  at  Its  office  in  Wa.shington.  DC. 

AGENCY:  Civil  Aer(Xiautics  Board. 

ACTION:  Final  nile. 

SUMMARY:  This  rule  amends  the 
Bo€ird's  Travel  Group  Charter  cTGC) 
regulations  by  reducmg  the  minimum 
duration  required  for  TGC  flights  be- 
tween the  United  States  and  Central 
America.  The  amendment  results  frojn 
a  request  by  an  operator  of  Uiese  char- 
ters. 

DATES:  Adopted:  May  26,  1977.  Effec- 
tive: Jime  2,  1977, 

FOR  FLTRTHER  INFOR^L'^TION  CON- 
TACT: 

Simon  J,  EilMiberg,  Rules  Division. 
Office  of  General  Counsel.  Civil 
AerofiauUcs  Board,  1825  Cormecticut 
Avenue  NW..  Wa5.hingtc«i.  D.C,  20428, 
202-673-5442. 

SUPPLEMENT.ARY  INFORM,\TION: 
By  Notice  of  Proposed  Rulemaking 
SPDR-51,'  the  Civil  Aeronautics  Board 
proposed  to  amend  the  Travel  Group 
Charter  'TGC'  rule  and  the  One-stop- 
inclusive  Tour  Charter  lOTC^  rule  (14 
CFR  Parts  372a  and  378a,  respectively > 
to  expand  the  definition  of  •'North  .^mer- 
ican  charter"  to  Include  the  couritries  of 
Central  .America.  The  proposed  rules 
have  the  effect  of  '1^  reducing  the  ad- 
vance purchase  period  for  Central 
American  OTCs  from  30  to  15  days,  (2) 
reducing  the  minimum  duration  of  Cen- 
tral American  OTCs  from  7  to  4  days, 
and  i3>  reducing  the  minimum  dura- 
tion of  Central  Amencan  TGC's  from 
10  to  7  days. 

The  Notice  was  is.'=ued  in  response  to 
a  petition  of  Nationwide  Leisure  Cor- 
poration iNLC>  which  asserted  that  the 
Board's  exclusion  of  Central  America 
from  the  definition  of  "North  American 
charter"'  is  anomalous  In  light  of  geo- 
graphical and  tourist  attraction  similar- 
ities between  Central  American  points 
and  certain  points  in  Mexico  and  the 
Caribbean,  which  are  presently  within 
the  "North  .American  charter"  region. 
Although  the  petitioner  had  sought  Is- 
suance of  a  final  rule  on  an  expedited 
ba-sLs,  the  Board  decided  instead  to  is- 
sue proposed  rules,  principally  to  allow 
for  comment  on  a  contention  made  by 


1  Dated  October  7,  1976,  41  rR  45028,  Oc- 
tober 14.  1976. 
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Pan  Amei-lcan  World  Airways  in  Its  an- 
swer to  the  petition — namely,  that  liber- 
alization of  restrictions  on  Central 
American  charters  would  be  miduly  di- 
versionarj'  of  scheduled  services  to  Cen- 
tral American  points.  Tlius.  while  the 
Board  tentatively  ocncluded  that  the  ad- 
vance purchase  and  minimum  duration 
requirements  for  Central  American 
TGC's  and  OTC's  should  be  conformed 
to  those  for  'North  American  charters," 
comment  was  specifically  invited  from 
scheduled  carriers  on  the  Lmpact  of  the 
propoc^ed  rules  on  scheduled  operatiorus. 

Three  comments  were  filed  iii  respon.se 
to  the  Notice.'  all  of  which  fully  sup- 
ported the  proposed  rules.  The  comm ent- 
ers generally  asserted  that  Central 
American  charter  destinations  are  geo- 
graphically comparable  to  many  loca- 
tions within  the  "North  American 
charter"  region  and  appeal  to  the  same 
t.vpes  of  vacation  travelers.  In  addition, 
NLC  argiied  that  the  proposed  rules 
posed  no  threat  to  Central  American 
scheduled  services,  because  even  under 
the  more  liberal  restrictions  develop- 
ment of  an  extensive  charter  program 
to  Central  America  Is  unlikely. 

Upon  consideration  of  the  comment^;, 
the  Board  has  determined  to  adopt  the 
rules  as  proposed. 

In  prescribing  different  restrictions  for 
"North  American  charters"  than  for 
charters  to  other  points,  the  Board's 
principal  concern  has  been  to  taUor  the 
regulatory  requirements  to  the  needs  of 
different  markets.  Thus,  In  first  adopt- 
ing the  dLstlnctlon  In  the  TGC  rule,  the 
Board  allowed  a  shorter  minimum  dura- 
tion for  "North  American  charters"  be- 
cause "vacation  travel  In  North  America 
is  likely  to  be  of  shorter  duration  than 
vacation  travel  from  the  United  States 
to  the  rest  of  the  world." '  In  carrying 
over  the  distinction  to  the  OTC  rule,  the 
Board  believed  that  advance  purchase 
and  minimum  duration  requirements 
should  be  more  restrictive  for  non- 
North  American  OTC's  in  order  to  stim- 
ulate the  development  of  OTC's  In  do- 
mestic markets  and  to  protect  interna- 
tional scheduled  ser\-ices  from  the  risk 
of  undue  diversion. 

However,  at  the  time  tiiese  rules  were 
adopted,  neither  the  Board  nor  the  com- 
menters  In  those  proceedings  had  fo- 
cused precisely  upon  the  question  of 
which  countries  should  be  included 
within  the  definition  of  "North  Ameri- 
can charter."  As  the  commenters  now 
point  out.  the  countries  of  Central 
America  do  not  appear  to  be  signifi- 
cantly different  from  some  of  those  In 
the  "North  American  charter"  region 
with  respect  to  geographic  distance  anu 
tourist  attractions.  Moreover,  despite 
tlic  Board's  specific  Invitation  In  this 
proceeding  for  comment  on  the  question 
of  diversion  from  scheduled  services,  no 
.'icheduled  carrier  has  chosen  to  file  a 


comment  addressing  this  Issue."  Thus, 
the  similarities  of  Central  America  to 
other  North  American  points,  taken  to- 
gether with  the  apparent  absence  of  any 
serious  contention  that  the  proposed 
rules  would  tlireaten  Central  American 
scheduled  sen'ices,  indicates  that  It  Is 
indeed  appropriate  to  include  Central 
American  TGC's  and  OTC's  within  the 
special  definition  of  "North  American 
charters." 

Becau.se  this  amendment  creates  no 
significant  additional  burden  for  any 
member  of  the  public,  and  public  benefit 
will  be  derived  from  putting  it  into  ef- 
fect without  delay.  It  Is  found  for  good 
cause  that  it  may  be  made  efifective 
immediately. 

Accordingly,  the  Civil  Aeronautics 
Board  hereby  amends  Part  372a  of  Its 
Special  Regiilations  (14  CFR  Part  372a) 
effective  June  2.  1977.  as  set  forth  below. 

The  definition  of  "North  American 
charter"  set  forth  in  §  372a.2.  Defini- 
tions, is  amended  to  read: 

§  372a.2      Derinilions. 

*  •  •  *  • 

"North  American  charter"  means  a 
travel  group  charter  between  a  point  or 
points  in  any  State  of  the  United  States, 
the  District  of  Columbia,  Puerto  Rico  or 
the  U.S.  Virgin  Islands,  on  the  one  hand, 
and  a  point  or  points  In  any  other  State 
of  the  United  States  or  in  Canada,  Mex- 
ico, Guatemala,  Belize,  Honduras,  El 
Salvador,  Nicaragua,  Costa  Rica,  Pan- 
ama, or  the  "Islands  of  the  Caribbean" 
<as  defined  In  Part  207  (14  CFR  Part 
207 1  I .  on  the  other  hand. 


(Sec.  101.  204.  and  416  of  the  Federal  Avia- 
tion Act  of  1958.  as  amended:  72  Stat.  737. 
743.  771;  49  U.S.C.  1301,  1324,  1386.) 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 
Secretary. 
|FR  Doc.77-15644  FUed  6-l-77;8:45  am) 


irx^ckel  No.  29509;  Reg    SPR-127,  Amdt.  10] 

PART  378a — ONE-STOP-INCLUSIVE  TOUR 
CHARTERS 

Amendment  of  Definition  of  "North 
American  Charters" 

Adopted    by    the    Civil    Aeronautics 
Board  at  Its  office  In  Washington,  D.C. 

AGENCY:  Civil  Aeronautics  Board. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  amends  the 
Board's  One-stop- Inclusive  Tour  Charter 
(OTC)  regulations  by  reducing  the  ad- 
vance purchase  time  period  and  the 
minimum  duration  required  for  OTC 
flights  between  the  United  States  and 
Central  America.  The  proceeding  was  in- 


'  Comment.s  were  filed  by  NLC  American 
Express  Company,  and  Happy  Wanderer 
Tours. 

'Regulation  8PR-61.  37  PR  30806,  October 
4.  1972 


'  Three  scheduled  carriers  did  file  answers 
to  the  rulemaking  petition,  however.  Al- 
though Pan  American  c^poeed  It,  TACA  In- 
ternational Airlines.  S.A.  and  Servlclo  Aereo 
de  Hondurae,  S.A — scheduled  carriers  which 
operate  between  the  U.S.  and  Central  Amer- 
ica— fully  supported  the  petition. 


stituted  by  a  petition  from  an  operator 
of  OTCs. 

DATES:  Adopted:  May  26.  1977.  Effec- 
tive: June  2,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Simon  J.  Eilenberg,  Rules  Division, 
OflQce  of  General  Counsel,  Civil  Aer- 
onautics Board,  1825  Connecticut  Ave- 
nue NW.,  Washington.  D.C.  20428.  202- 
673-5442. 

SUPPLEMENTARY  INFORMATION: 
For  the  reason  set  forth  In  SPRr-126,  is- 
sued contemporaneously  herewith,  the 
Civil  Aeronautics  Board  is  amending  iis 
One-stop-inclusive  Tour  Charter  (OTC> 
rule  (14  CFR  Part  378a)  to  expand  the 
definition  of  "North  American  charter" 
to  Include  the  countries  of  Central 
America. 

Because  this  amendment  creates  no 
significant  addition  burden  for  any  mem- 
ber of  the  public,  and  public  benefit  will 
be  derived  from  putting  it  into  eCPeci 
without  delay,  it  is  found  for  good  cause 
that  it  may  be  made  effective  immedi- 
ately. 

Accordingly,  the  Civil  Aeronautics 
Board  hereby  amends  Part  378a  of  its 
Special  Regulations  (14  CFR  Part  378a) 
effective  June  2,  1977,  as  set  forth  below. 

The  definition  of  "North  American 
charter"  set  forth  in  §  378a.2.  Definitions, 
is  amended  to  read: 

§  378a.2      DrfinilionH. 

*  •  *  *  • 

"North  American  charter"  means  a 
one-stop-inclusive  tour  charter  between 
^  point  or  points  in  any  State  of  the 
United  States,  the  District  of  Columbia, 
Puerto  Rico  or  the  U.S.  Virgin  Islands, 
on  the  one  hand,  and  a  point  or  points  in 
any  other  State  of  the  United  States  or 
in  Canada,  Mexico,  Guatemala,  Belize, 
Honduras,  El  Salvador,  Nicaragua,  Costa 
Rica,  Panama,  or  the  "Islands  of  the 
Caribbean"  (as  defined  in  Part  207  (14 
CFR  Part  207) ) .  on  the  other  hand. 

•  *  •  •  • 

(Sees.  101,  204.  and  416  of  the  Federal  Avia- 
tion Act  erf  1958.  as  amended:  72  Stat  737, 
743,  771:  49  U.C.C.  1301.  1324,  1386  ) 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 
Secretary. 

[FR  Doc.77-15643  FUed  6-1-77:8:45  am) 

Title  40 — ^*rotection  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION   AGENCY 

SUBCHAPTER   C — AIR    PROGRAMS 

[FRL  735-1] 

PART  52— APPROVAL  AND  PROMULGA- 
TION  OF   IMPLEMENTATION    PLANS 

Approval  of  Revisions  to  the  Sacramento 
County  Air  Pollution  Control  District's 
Rules  and  Regulations  in  the  State  of 
California 

AOENCY:  Environmental  Protection 
Agency. 
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ACTION:  F^al  rulemaking. 

SUMMARY :  It  is  the  purpose  of  this  ac- 
tion to  promulgate  final  approval  erf  re- 
visions to  the  Sacramento  County  Air 
Pollution  Control  District's  Rules  and 
Regulations  with  the  excepUon  of  regtila- 
tions  concerning  new  source  review, 
emergency  episodes,  and  gasoline  vapor 
recovery. 

Pursuant  to  section  110  of  the  Clean 
Air  Act,  as  amended,  and  40  CFR  Part  51, 
the  Administrator  is  required  to  approve 
or  disapprove  the  regulations  as  State 
Implementation  Plan  revisions.  The  Ad- 
ministrator finds  good  cause  for  making 
this  rulemaking  effective  immediately 
since  the  regulations  being  approved  are 
currently  being  enforced  by  the  State 
and  local  air  pollution  control  agencies, 
and  therefore  pose  no  further  require* 
ments  on  any  affected  facility. 

EFFECTIVE:  June  2.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  M.  Covington.  Director,  Air  and 
Hazardous  Materials  Ertvislon,  Envi- 
ronmental Protection  Agency,  Attn.: 
David  R.  Souten,  Chief,  California  SIP 
Section,  Air  Programs  Branch,  San 
Francisco,  California  94111  (415-55ft- 
7288 • . 

SUPPLEMENT.AL  INFORMATION:  On 
November  1,  1976  (41  FR  47952),  EPA 
proposed  approval  of  revisions  to  the 
Satramento  County  Air  Pollution  Control 
District's  Rules  and  Regulations  sub- 
mitted on  December  13.  1972.  July  25. 
1973.  January  22,  1974.  July  19,  1974. 
April  10,  1975,  July  22,  1975.  November 
3,  1975,  and  February  10,  1976.  These  re- 
visions were  submitted  by  the  California 
Air  Resources  Board  for  inclusion  in  the 
California  State  Implementation  Plan 
I  SIP  I  The  Proposed  Rulemaking  Notice 
provided  for  a  30-day  public  comment  pe- 
riod. The  County  of  Sacramento  HeaJth 
Agency  commented  'and  presented  ma- 
terials supporting  this  comment)  that 
Rule  30,  which  allows  exemptions  fnxn 
emission  regulations  to  be  granted  for 
certain  research  operations,  is  being  ad- 
ministered in  a  responsible  manner;  and 
that  the  administration  of  this  rule  will 
not  result  in  the  violation  of  air  quality 
standards.  While  this  presently  appears 
to  be  the  case,  there  is  no  regulatory  as- 
surance that  this  situation  will  continue, 
and  therefore  EPA  Ls  dLsapprovtng  Rule 
30.  A  description  of  the  regulations  being 
acted  on  in  this  rulemaking  is  available 
in  the  Proposed  Rulemaking  Notice. 

The  EPA  Is  approving  Rules  112  and 
113  for  new  source  performance  stand- 
ards and  hazardous  pollutants,  as  pro- 
posed. This  does  not  necessarily  con- 
stitute delegation  of  these  programs, 
which  is  handled  in  a  separate  Federal 
Register  Notice. 

The  California  Air  Resources  Board 
has  certified  that  the  rubllc  hearing  re- 
quirements of  40  CFR  51.4  have  been 
satisfied. 


(See.  110  ot  ttk*  Cle*n  Air  Act,  aa  amea<led 
(42  VA.C.  18570-6).) 

Dated:  May  26,  1977. 


Douglas  M.  Costlx. 

Administrator. 

Subpart  P  of  Part  52  of  Chapter  1, 
Title  40,  of  the  Code  of  Federal  Regula- 
tions Is  amended  as  follows: 

Subpart  F — California 

1.  Section  52.220,  paragraph  (c)  is 
amended  as  follows: 

§  S2.220      Identifiration  of  plan. 

•  •  •  •  • 

c)   •  •  • 

20)  •    •   • 

11)   Sacramento  County  APCD. 
A)   Rules  70-7X 

21)  •    •    •  

xxvitl)   Sacramento  County  APCD. 

A)  Rules  1-3. 

B)  Rules  21-29. 
C>    Rules  31-45. 

D)  Rule  46. 

E)  Rules  70-72. 
P)    Rules  90-97. 
G)   Rule  111. 
24)    •   •   • 
X)   Sacramento  County  APCD. 

A)  Rules  11. 12,25. 

B)  Rules  34,  39,  44. 

C)  Rules  70,  73. 

D)  Rule  96. 

E)  Rule  111. 

27)  •   •   • 
It)   Sacramento  County  APCD, 

A)  Rules,  12.  22,  25. 

B)  Rules  32,  33,  34.  38,  40. 

28)  •    •    • 
X 1   Sacramento  County  APCD. 

A)  Rules  93.  95. 

29)  •    •    • 

v)   Sacramento  County  APCD. 
A'    Rule  71. 

B)  Rules  112, 113. 

30)  •   •   • 

ix )    Sacramento  County  APCD. 
A)   Rules  94-97. 

2.  Section  52.224,  paragraph  'a)  Is 
amended  as  follows: 

§  52.224      General  requiremenU. 

(a)  •   •   • 
(2)    •   •   • 

( vl )   Sacramento  County  APCD. 

•  •  •  •  • 

3.  Section  52.246  paragraph  (b)  Is  re- 
vised as  follows: 

§  32.246      Control  of  dry  cleaning  solvent 
vapor  losses. 
«  •  •  •  • 

(b)  This  section  is  applicable  In  the 
Metropolitan  Los  Angeles,  San  Diego, 
Sacramento  Valley,  San  Joaquin  Valley, 
and  San  Francisco  Bay  Area  Intrastate 
Air  (Quality  Control  Regions  (the  "Re- 
gtons") ,  except  as  follows : 

(1)    In  the  following  portions  of  the 
Sacramento  Valley  Region,  this  section 
Is  rescinded : 
(1)  Sacramento  County  APCD. 


4.  Section  52.252  paragraph  (b)  Is  re- 
vised as  follows : 

§  52.252      Control    of   depreaoing   opera- 
tionA. 

•  •  •  •  • 

ibt  This  section  is  applicable  in  the 
Metropolitan  Los  Angeles.  San  Diego. 
Sacramento  Valley.  San  Joaquin  Valley, 
and  San  FYancisco  Bay  Area  Air  (Quality 
Control  Regions  <the  "Regions"!,  except 
as  follows ; 

il>  In  the  following  portions  of  the 
Sacramento  Valley  Region,  this  section  Is 
rescinded : 

(.1)  Sacramento  County  APCD. 

•  •  •  •  • 

5.  SecUon  52  253  paragraph  (b)  Is  re- 
vised as  follows : 

§  52.253      Metal  .«xirface  cojiting  thinner 
and  reducer. 

•  •  •  •  • 

(b)  This  section  Is  appUcable  in  the 
Metropolitan  Los  Angeles,  San  EHego, 
Sacramento  Valley,  San  Joaquin  Valley, 
and  San  Francisco  Bay  Area  Intrastate 
Air  Quality  Cootroi  Regions  tthe  "Re- 
gloos"  > ,  except  as  follows : 

(1)  In  the  following  portions  of  the 
Sacramento  Valley  Region,  this  section  is 
rescinded: 

d)  Sacramento  County  APCD. 

•  •  •  •  • 

6.  Section  52.254,  paragraph  (a)  Is  re- 
vised as  follows: 

§  52.254      Organic  solvent  usage. 

I  a)  •  •  • 

(3)  In  the  following  portions  of  the 
Sacramento  Valley  Region .  this  section  is 
rescinded : 

(i)  Sacramento  County  APCD. 

•  •  •  •  • 
(FR  Doc  77-15641  Filed  6-1-77:8  45  am) 


rFKL  718-3] 

PART  85 — CONTROL  OF  AIR  POLLUTION 
FROM  NEW  MOTOR  VEHICLES  AND 
NEW  MOTOR  VEHICLE  ENGINES 

Emission  Defect  Reporting  Regulations 

.AGENCi'  Environmental  Protection 
•Agency. 

ACTION :  Pinal  rule. 

SUMMARY:  This  action  promulgates 
regulations  requiring  manufacturers  of 
vehicles  or  engines,  for  which  a  certifi- 
cate of  conformity  to  emission  standards 
has  been  issued  by  the  Environmental 
Protection  Agency,  to  report  their  knowl- 
edge of  any  emission-related  defects  in 
those  products,  and  their  efforts  to  repair 
such  defects.  Manufacturers  receive 
feedback  on  the  in-used  performance  of 
their  products  from  a  number  of  sources, 
notably  from  their  warranty  claims 
systems.  There  are  no  existing  require- 
ments, statutory  or  regulatory,  for 
manufacturers  of  vehicles  or  engines  to 
report  to  the  EPA  their  knowledge  of 
emission- related  defects  in  their  prod- 
ucts— even   if    emissions    are    adversely 
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affected    thereby    or,    In    fact,    exceed 
applicable  standards. 

EFFECTIVE  DATE:  July  5,  1977. 

FOR  FURTHER  INFOR\L\TION  CON- 
TACT; 

Mr  Michael  Scibinico,  Environmental 
Protection  Agency.  Mobile  Source  En- 
forcement Division  tEN-340>.  401  M 
Street  SW.,  Room  3220,  Washington, 
DC.  20460.  t202)  755-0298. 

SUPPLEMENTARY  INFORMATION : 
Erplanatory  Statement.  Regulations  for 
the  reporting  of  emission  defects  to  the 
Envnronmental  Protection  Agency  (EPA) 
were  proposed  In  tlie  Federal  Register 
on  April  25.  1975  (40  FR  18176 >.  This 
publication  promulgates  those  regula- 
tions, modified  as  deemed  appropriate 
after  consideration  of  all  comments 
received. 

Tliere  are  no  existing  requirements, 
statutor>-  or  regulator^',  for  manufac- 
turers of  vehicles  or  engines  to  report  to 
the  EPA  their  knowledge  of  emission- 
related  defects  In  their  products — even 
if  emissions  are  adversely  affected  there- 
by or.  in  fact,  exceed  applicable  stand- 
ards. Although  a  small  number  of  emls- 
.'^lon-related  defects  may  also  be  safety- 
related  and.  as  such,  be  reported  to  the 
National  Highway  Traffic  Safety  Admln- 
Lstration  (NHTSA»,  the  information  so 
reported  is  not  Intended  to  relate  to  the 
emission  Impact  of  the  defect  and.  In  any 
case.  Is  not  reported  directly  to  EPA. 

The  final  regulations  are  contained  In 
eight  sections,  three  of  which  establish 
the  major  requirements' 

1.  Section  85,1902  defines  several  im- 
portant words  and  phrases,  including 
"emLsslon-related  defect."'  An  "emission- 
related  defect"  is  a  defect  in  design, 
materials,  or  workmanship  in  a  device, 
system  or  assembly  which  is  described  in 
the  approved  Application  for  Certifica- 
tion and  which  affects  any  parameter  or 
specification  enumerated  in  Appendix 
■VTII.  A  defect  need  not  cause  emissions 
to  exceed  standards  to  be  deemed  emis- 
sion-related. 

2.  Section  85.1903  describes  the  Emis- 
sion I>efect  Information  Report.  When  a 
manufacturer  determines  ia»  that  a 
.specific  defect  exists  In  a  device,  system, 
or  assembly  described  in  the  approved 
Application  for  Certification:  'b'  that 
the  defect  affects  a  parameter  or  specifi- 
cation enumerated  in  Appendix  Viil; 
and  '  c  1 .  that  such  defect  affects  twenty- 
five  or  more  vehicles  or  engines  of  a 
model  year  In  actual  use.  the  manufac- 
turer of  such  vehicles  or  engines  must 
submit  an  Emission  Defect  Information 
Report.  The  report  includes  a  descrip- 
tion of  the  emission -related  defect,  a 
description  of  the  classes  or  categories 
of  vehicles  or  engines  potentially 
affected  by  the  defect,  and  the  number 
of  vehicles  or  engines  in  each  class  or 
category  known  or  estimated  to  contain 
the  defect.  Technical  Information  to  be 
reported  Includes  an  evaluation  of  the 
emissions  impact  of  the  defect  and  any 
available  emission  data  which  relate  to 
the  defect.  If  any  of  the  Information 
submitted  as  part  of  the  original  defect 


information  report  is  found  to  be  incw- 
rect  or  changes  significantly,  the  manu- 
facturer is  required  to  update  the 
original  report  by  submitting  the  new 
information  as  an  amendment  to  the 
original  report. 

3.  Section  85.1904  describes  the  Volun- 
tary Emissions  Recall  Report.  When  any 
manufacturer  voluntarily  Initiates  a  re- 
call campaign  to  remedy  an  emission- 
related  defect,  he  is  to  submit  a  Volim- 
tary  Emissions  Recall  Report.  (Only 
those  campaigns  for  which  direct  notifi- 
cation to  vehicle  or  engine  owners  is  pro- 
vided are  subject  to  the  reporting  re- 
quirements of  this  section.)  The  volun- 
tary recall  report  Ls  required  to  include 
much  of  the  information  prescribed  by 
Section  85.1803  of  Subpart  S  of  Part  85, 
Emission  Recall  Regulations.  Thus  a 
voluntary  recall  report  would  contain  in- 
formation relating  to  the  particular 
remedial  repair  chosen  by  the  manufac- 
turer, the  method  by  which  vehicle  or 
engine  owners  will  be  identified  and 
notified,  any  conditions  on  eligibility  for 
the  remedial  repair,  and  copies  of  any 
written  notification  to  be  sent  to  vehicle 
or  engine  owners. 

The  Quarterly  Reporting  provision  of 
this  section  provides  for  the  submission 
of  information  concerning  the  imple- 
mentation and  the  effectiveness  of  the 
manufacturer's  voluntary  recall  effort. 
The  information  required  Includes  the 
number  of  vehicles  or  engines  inspected 
for  repair,  the  number  actually  receiving 
repair,  and  any  revisions  of  information 
previously  submitted.  The  Quarterly  Re- 
porting Provisions  are  also  modeled 
after  the  requirements  of  EPA's  Recall 
Regulations. 

Comments  Received 

I  In  the  discussion  to  follow,  section 
numt>ers  refer  to  the  final  regulations 
unless  otherwise  noted.) 

Comments  were  received  from  Ameri- 
can Motors  Corporation,  British  Ley- 
land,  Chrysler  Corporation,  Caterpillar 
Tractor  Company,  Cummins  Engine 
Company,  Ford  Motor  Company,  Gen- 
eral Motors  Corporation.  Fiat,  Interna- 
tional Harvester,  Toyota,  Toyo  Kogyo 
Company.  Volkswagen.  Volvo.  Peugeot, 
Renault,  "White  Motor  Company,  Mack 
Trucks  Incorporated,  and  Freightliner 
Corporation.  Comments  were  also  re- 
ceived from  the  Engine  Manufacturers 
Association,  Automotive  Exhaust  Sys- 
tems Manufacturers  Committee,  Inter- 
national Mobile  Air  Conditioning  Asso- 
ciation, Inc..  Motor  and  Equipment 
Manufacturers  A.ssociation.  Prestolite 
Electrical  Division.  Automotive  Service 
Industry  Association,  and  the  Automo- 
tive Liaison  Council. 

The  comments  received  can  be  most 
easily  discussed  by  separating  the  major 
issues  addressed  from  comments  di- 
rected at  specific  provisions  of  the 
regulations. 

•  I.   Major  Issues 
Comments   to  the  proposed  regula- 
tions  raised   questions   concerning  the 
authority  of  EPA  under  Section  208(a), 
the  definition  of  the  term  "defect",  the 


application  of  the  Information  obtained 
from  the  required  reporting  to  the  207'  a) 
emissions  warranty,  and  the  Inflationary 
impact  of  the  proposal. 

A.  EPA  AtJTHORITY  UNDER  SECTION  208 1  a  ) 

As  noted  in  the  proposal,  section  208 
(a)  authorizes  the  Administrator  to  re- 
quire a  manufacturer  to  provide  in- 
formation and  make  reports  which  are 
(1)  reasonable  and  (2)  which  will  en- 
able him  to  determine  whether  the 
queried  manufacturer  is  acting  or  has 
acted  in  compliance  with  the  Act  and 
relevant  regulations.  In  commenting  on 
the  numerical  criteria  for  filing  a  De- 
fect Information  Report,  (set  at  five 
hi  the  proposal),  many  manufacturers 
challenged  EPA's  authority  to  require 
reporting  of  defects  not  known  to  cause 
a.  nonconformity  to  emission  standards 
and  not  involving  a  "substantial  num- 
ber" of  vehicles  or  engines.  This  con- 
struction of  section  208(a)  was  said  to 
follow  both  from  the  requirement  of 
reasonableness  and  the  necessity  of  some 
nexus  between  an  EPA  inquiry  under 
208(a)  and  a  grant  of  enforcement  au- 
thority under  the  Clean  Air  Act. 
specifically,  section  207(c)  (the  recall 
authority). 

The  argument  that  the  defect  re- 
porting regulations  must  be  tied  to  a 
proven  nonconformity  to  emission  stand- 
ards is  without  merit.  The  section  208 
power  quite  clearly  specifies  that  its 
purpose  is  to  allow  the  Administrator 
to  assess  whether  a  manufacturer  Js 
meeting  his  obhgations  under  Title  II, 
Part  A  of  the  Act,  including  determina- 
tions of  nonconformities.  This  is  little 
merit  to  a  circular  construction  of  209 
which  would  require  the  Administrator 
to  know  of  a  violation  of  the  Act  be- 
fore he  can  request  information  to  "en- 
able him  to  determine"  whether  one 
exists. 

Section  202.  as  well  as  sections  206 
and  207.  make  it  clear  that  Congress 
intended  that  manufacturers  build  ve- 
hicles and  engines  that  would  comply 
with  applicable  standards  for  their  useful 
lives.  It  follows  that  regulations  reason- 
ably related  to  determining  whether  this 
obligation  is  being  met  are  within  the 
authority  of  section  208 1 a).  The  regula- 
tions promulgated  today  fit  that  descrip- 
tion for  they  cover  only  "defects,"  in  the 
COTnmon  meaning  of  that  term,  which 
affect  vehicle  or  engine  emission  per- 
formance. 

B.    DEFINITION    OF    DEFECT 

As  noted  in  the  preamble  to  the  pro- 
posed regulation,  a  workable,  non-circu- 
lar "definition"  of  "defect"  has  not  been 
developed.  Proposed  section  85.1901(a) 
defiiied  a  "defect"  as  including  defects 
in  design,  materials,  or  workmanship. 
The  comments  on  this  "Inclusive  '  ap- 
proach were  mixed  and  included  alter- 
nate definitions  and  suggestions  that  a 
definition  was  imnecessary.  In  some  re- 
spects, there  is  merit  to  the  observation 
that  "defect "  need  not  be  defined.  The 
discussion  on  this  question  in  the  pream- 
ble to  the  proposal  observed  that  al- 
though the  term  "defect"  had  been  in- 
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volved  in  legal  controversy  before  a  num- 
ber of  courts,  the  term  has  been  "de- 
fined" only  in  terms  of  itself.  The  in- 
dustry-wide iisage  of  the  term  (e.g.,  war- 
ranties, insurance)  and  the  lack  of  a 
firm  legal  definition  suggest  that  there 
has  been  little  need  for  a  definition  and 
Identify  "defect"  as  a  term  of  common 
usage. 

Yet.  the  comments  on  EPA's  proposed 
regulations  revealed  the  need  for  some 
definition  of  "defect"  beyond  the  com- 
mon understanding.  Many  of  the  sug- 
gested alternate  definlti<xis  would  in 
sMne  manner  exclude  either  design,  ma- 
terial, or  workmanship  defects.  For  ex- 
ample, It  was  suggested  that  a  defect  was 
a  "malfimctlon"  not  "rectifiable  by  .ad- 
justment" This  approach  ignores  the 
fact  that  a  defect  in  workmanship  would 
include  an  Improper  adjustment  or  lack 
of  adjustment  of  an  adjustable  device  or 
system.  Similarly,  the  attempt  to  con- 
nect the  existence  of  an  emission  related 
defect  to  proper  maintenance  as  sug- 
gested by  one  manufacturer  ignores  the 
fact  that  a  "defect"  carmot  be  created  by 
a  lack  of  proper  maintenance  since  a 
defect  is  by  nature  a  product  of  design  or 
production.  However,  the  purpose  of  the 
definition  of  "defect"  contained  in  these 
regulations  is  to  define  the  scope  of  the 
reporting  requirements.  The  inclusion  of 
defects  in  design,  materials,  and  work- 
manship within  the  purview  of  the  single 
term  "defect"  is  to  ensure  that  whatever 
a  particular  manufacturer's  general  per- 
ception of  the  term  "defect",  for  the  pur- 
pose of  this  regulation,  the  determina- 
tion of  the  existence  of  a  defect  is  to  be 
made  in  consideration  of  defects  in  de- 
sign, materials,  and  workmanship. 

The  final  regulations  merge  the  defi- 
nition of  "defect"  with  the  definition  of 
"emission-related  defect."  An  "emission- 
related  defect"  is  a  defect  in  design,  ma- 
terials, or  workmanrfiip  in  a  device  or 
system  described  in  the  approved  Appli- 
cation for  Certification  which  affects  a 
parameter  or  specification  of  Appendix 
Vm.  cnie  role  of  the  Application  for 
Certification  and  Appendix  "VTII  in  the 
final  regulations  is  discussed  in  Section 
m  below) . 

C.    EMISSIONS    WARRANTY    APPLICABILITY 

Tlie  preamble  to  the  proposed  regula- 
tions stated  that  it  was  EPA  policy  to 
evaluate  the  defects  reported  by  the 
manufacturers  and,  when  determined 
by  EPA  to  be  covered  by  the  emissions 
production  warranty  (Section  207(a)  of 
the  Act  I  to  make  public  announcements 
that  vehicle  or  engine  owners  could 
obtain  free  repair  imder  the  warranty. 
Some  manufacturers  objected  to  this 
policy  charging  that  EPA  had  no  au- 
thority to  become  involved  in  a  warranty 
between  an  owner  and  a  manufacturer. 
Further,  it  was  argued  that  a  unilateral 
determination  and  announcement  by 
EPA  of  warranty  coverage  could  present 
significant  logistical  problems  in  that 
manufacturers  and  dealers  would  not  be 
prepared  for  any  significant  public 
response  (e.g.,  parts,  special  diagnostic 
procedures).  Additional  problems  might 
arLse  when  vehicle  owners,  expecting  a 


"free"  repair,  learned  that  their  vehicle 
was  not  affected  by  the  alleged  defect 
and  are  charged  for  diagnoses  or  inspec- 
tions performed  to  determine  whether  a  * 
defect  exists. 

These  comments  raise  significant  ques- 
tions concerning  EPA's  role  with  regard 
to  the  207(a)  warranty.  However,  an 
extensive  discussion  of  the  authority  of 
EPA  to  take  action  with  regard  to 
potential  emissions  warranty  problems 
is  inappropriate  In  the  context  of  these 
regiilatlons.  EPA  has  published  an  Ad- 
vance Notice  of  Proposed  Rulemaking  on 
the  207(a)  warranty  (41  FR  50566, 
Tuesday,  Nov.  16,  1976)  and  is  in  the 
process  of  reviewing  the  comments 
Deceived  on  that  Notice.  As  to  the  ques- 
tion of  the  specific  use  of  Defect  Reports 
under  these  regulations,  it  has  been 
noted  that  the  use  of  the  phrase  "emis- 
sion-related defect"  could  cause  con- 
fusion as  to  the  warrantability  of 
reported  defects  (especially  since  Emis- 
sic«i  Defect  Information  Reports  are 
public  information).  Because  a  reported 
defect  does  not  necessarily  cauSfe  emis- 
sions to  exceed  standards  (a  precondition 
for  utilization  of  the  207(a)  warranty), 
the  fact  of  reporting  is  not  conclusive  as 
to  whether  a  reported  defect  is  also 
covered  under  207(a) .  In  order  to  obviate 
this  potential  confusion,  S  85.1908  has 
been  added  to  the  regulations  to  allow  a 
manufactiu-er  who  reports  a  defect  to 
include  a  statement  in  his  defect  in- 
formation report  that  the  mere  submis- 
sion of  a  report  is  not  conclusive  as  to  the 
applicability  of  the  207(a)  warranty. 

D.  COST  or  DETECT  REPORTING  REGULATIONS 

A  number  of  manufacturers  com- 
mented that  the  proposed  Emission 
Defect  Reporting  Regulation  was  defi- 
cient in  that  an  Infiation  Impact  State- 
ment (IIS)  was  not  prepared.  The 
following  analysis  demonstrates  that  on 
the  basis  of  the  Agency's  guideline  for 
determining  the  need  for  an  IIS  (i.e., 
$100  million  annual  cost),  no  nS  is 
required  for  these  regulations. 

The  analysis  to  follow  is  based  on  the 
following  Eissumptions.  <The  figures 
cited  below  should  be  considered  ex- 
treme values.!  : 

1.  Thirty  manufacturers  are  subject  to 
the  instant  regulations. 

2.  On  the  average,  each  manufacturer 
will  hire  an  individual  to  handle  techni- 
cal decisioiis  regarding  defects  at  $20.- 
000  annual  salary.  (Larger  manufactur- 
ers may  hire  more  than  one.  while  small- 
er manufacturers  may  not  require  an  in- 
dividual to  work  full  time  on  defect  re- 
porting matters ) . 

3.  Some  computer-related  costs  will  be 
imposed  because  of  the  need  for 

a.  Additional  programming.  (Compu- 
ter programmers  receive  between  $12,000 
and  S20.OO0  annually.) 

b.  Additional  resource/on  line  time. 
(Approximately  $900  hour.) 

4.  Because  the  regulations  are  modeled 
after  systems  presently  used  by  manu- 
facturers to  identify  defects  which  affect 
vehicle  safety,  it  is  not  anticipated  that 
significant  additional  data  will  be  re- 
quired by  manufacturers  to  comply  with 


them.  Thus  no  ccMnputer  costs  for  data 
input  are  attributed  to  the  final  regula- 
ticms. 

5.  The  number  of  rer>orts  received  un- 
der the  final  regulations  should  be  anal- 
ogous to  the  number  submitted  to 
NHTSA  (I.e.,  20  reports  per  month).  For 
the  purpose  of  this  analysis,  it  will  be 
assumed  that  an  equal  number  of  Emis- 
sion Defect  Information  and  Voluntary 
Emission  Recall  Campaign  Reports  are 
submitted  for  a  total  of  40  per  month. 

Using  the  above  figures,  the  additional 
costs  attributable  to  the  final  regula- 
tions can  be  calculated  as  follows: 

Personnel  Cost  {Indxatry  Wide) 

Task :  Technical  Support 

Salary:  $20,000  per  annum 

Number:  30  (Industry  "Wide) 

Total  Salary:  »600.000 

Overhead:  $600,000 

Total  Indxistry  Coet:  $1,300,000  per  annum 

Computer  Cost — Capital  Investment 

Man-years  Reprogramming  i  per  manufactxir- 

er)'   3 
Average  Coet  per  manye&r:  $16,000 
Cost  per  manufacturer  reprogramming:  $48,- 

000 
Total  Industry  Cost:  $1,440,000 

Administrative  Cosu 

Report*  per  month  (InduBtry  Total)  :  40 

Preparation  cost  per  report:  $400 

Total  Industry  Cost  (Annual):   $192,000 

DoUars 
Summary :                                          ( in  millions ) 
Capital  investments,  computer  re- 
programming      1.44 

Tot«a  capital  Investment -     1.44 

Annual  costs : 

Personnel  costs 1.20 

Computer  time 1.36 

Administrative  costs .192 

Total  annual  costs 2  743 

These  figures  are  well  below  the  thresh- 
old figure  of  $100  million  annual  cost 
necessary  to  require  the  preparation  of 
an  IIS.  On  the  basis  of  this  analysis,  no 
IIS  is  required  for  the  final  regulations, 
and  none  has  been  prepared. 

II.   Specific   Provisions 

This  section  will  discuss  the  comments 
directed  at  specific  pro\lsions  of  the  reg- 
ulations. Issues  developed  by  the  com- 
ments will  be  Identified  and  the  reason- 
ing supporting  the  particular  solution 
chosen  will  be  presented. 

a.  section  85.1902 — definition  of 

■defect"  and    ■emission-related  defect" 

The  comments  concerning  the  defini- 
tion of  defeat  were  addressed  in  section 
I  above  Comments  regarding  the  defini- 
tion of  'emission-related  defect  '  focused 
on  the  fact  that  not  every  defect  in  one 
of  the  Usted  items  would  cause  a  noncon- 
formity to  emission  standards  As  pointed 
out  above,  this  is  enough  if  it  is  reason- 
ably likely  that  defects  in  a  device,  sys- 
tem, or  assembly  which  affect  a  listed 
parameter  or  specification  will  lead  to  a 
violation  of  any  Clean  Air  .^ct  require- 
ments. 

The  final  regulations  define  ■■emission- 
related   defect"   as   a   defect  in  design. 
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materials  or  workinaii&hip  in  a  device, 
system,  or  assembly  described  in  the  ap- 
proved Application  for  Certification 
wliich  affects  amy  parameter  or  specifica- 
tion listed  in  Appendix  VTII.  A  dLscussion 
of  this  approach  naturally  involves  a  dis- 
cussion ol  the  comments  directed  to  Ai>- 
pendix  VTII  as  contained  in  the  proposed 
regulations. 

B     APPENDIX   Vin 1  LIST  OP   EMISSION   CON- 
TROL  PARAMETERS  AND   SPECIFICATIONS) 

1.  Background.  The  proposed  regula- 
tions included  a  list  of  device  and  sys- 
tems which.  Lf  determined  by  a  manu- 
facturer to  be  defective,  were  to  be  con- 
sidered "emission-related  defects."  T^ls 
was  the  Siime  list  published  with  the  Pro- 
posed Certificate  Coverage  Regulations 
(publLshed  in  39  FR  44246,  Monday,  De- 
cember 23,  1974). 

2.  Comments  received.  A  small  number 
of  manufacturers  suggested  that,  rather 
than  use  list  of  parameters  and  speclflca- 
Uons,  the  regulations  should  be  tied  to 
the  components  described  in  the  ap- 
proved Application  for  Certification. 
This,  it  was  noted,  would  provide  a  de- 
finitive list  of  each  manufacturer's  emis- 
sion-control systems,  and  thus  a  well- 
defined  scope  of  reporting  liability. 

The  use  of  a  list  of  parameters  and 
specifications  In  the  proposed  regulations 
was  Intended  to  limit  the  manufacturer's 
reporting  liability  by  establishing  a 
standard  against  which  "emlsslon-re- 
latedness"  could  be  determined.  How- 
ever, the  list  Is  broad  enough  to  encom- 
P€iss  many  defects  in  traditionally  non- 
emlsslon-related  parts,  perhaps  to  the 
extent  of  reaching  the  entire  vehicle.  Al- 
though reporting  liability  based  on  STich 
a  list  might  be  a  legitimate  regulatory 
requirement,  the  Agency  does  not  intend 
to  impose  It  with  these  regulations. 
Therefore,  although  the  Agency  has  re- 
tained use  of  a  list  of  parameters  and 
specifications  to  be  used  tn  determining 
which  defective  components  need  to  be 
reported.  It  has  modified  the  final  regu- 
lations to  require  a  report  only  for  such 
defects  In  de\ices.  systems,  or  assemblies 
which  are  described  In  the  approved  Ap- 
plication for  Certification. 

The  Agency  believes  that  use  of  these 
two  criteria  provides  &n  effective  limit  to 
reporting  liability  under  the  regulations. 
Combining  them  excludes  those  defects 
In  non-emission -related  components 
which  nevertheless  affect  basic  engine 
operating  characteristics,  as  well  as  de- 
fects in  emission-control  components 
which  do  not  affect  such  characteristics. 
Since  the  coverage  of  the  recommended 
format  for  the  Application  for  Certifica- 
tion is  necessarily  revised  annually  to  ac- 
count for  the  introduction  of  new  emis- 
sion-control systems  or  for  the  purposes 
of  clarification,  the  actual  components 
•  but  not  the  parameters  or  speciflca- 
tlonai  subject  to  the  reporting  require- 
ment may  vary  from  year  to  year.  How- 
ever, each  manufacturer  wiU  have  ade- 
quate notice  of  any  such  changes  well  In 
advance  of  the  introduction  of  his  ve- 
hicles for  sale  since  it  is  his  own  Applica- 
tion for  Certification,  when  approved, 
which  sets  the  bounds  of  his  liability. 


A  number  of  manufacturers  submit- 
ted comments  to  the  proposed  list  of  pa- 
rameters and  specifications,  some  in 
great  detail.  In  evaluating  these  corn- 
men  ts.  consideration  was  given  to  the 
purpose  of  the  regulations  and  the  desir- 
ability of  excluding  from  the  list  irrele- 
vant and  unnecessary  items.  This  process 
involved  identifying  parameters  and 
specifications  which  will,  if  affected, 
probably  affect  the  emissions  perform- 
ance of  the  vehicle  (or  engine  i .  The  re- 
vised list  of  parameters  and  specifica- 
tions included  in  the  final  regulations  has 
been  compared  with  the  comments  sub- 
mitted by  manufacturers.  Where  no 
comment  could  be  cited  as  supportive  of 
the  inclusion  of  a  particular  item  on  the 
list,  a  technical  rationale  was  included. 
Thus,  the  emlssion-relatedness  of  each 
Item  on  the  list  has  either  been  supported 
by  at  least  one  major  manufacturer  or  by 
technical  rationale.  lA  copy  of  a  paper 
discussing  the  basis  for  the  inclusion  of 
each  item  on  the  list  is  available  upon 
request  from:  Director,  Mobile  Source 
Enforcement  Division  iEN-340).  Envi- 
ronmental Protection  Agency.  401  M 
Street  SW.,  Washington,  DC.  20460.) 

In  the  preamble  to  the  proposed  reg- 
ulations it  was  stated  that  it  was  EPAs 
Intention  to  develop  a  list  which  would 
serve  the  purposes  of  both  the  Certificate 
of  Canformity  Regulations  and  the 
Emission  Defect  Reporting  Regulations. 
It  is  now  expected  that  the  regulatitms 
will  use  different,  although  technically 
consistent,  lists.  This  follows  from  the 
different  purposes  of  the  two  regulations. 
The  certification  process  is  the  first  op- 
portunity that  EPA  has  to  test  a  partic- 
ular vehicle  or  engine  design.  It  is  dur- 
ing this  process  that  the  emission  per- 
formance over  the  useful  life  of  a  vehicle 
or  engine  must  be  carefully  assessed  in 
order  to  minimize  the  risk  of  introducing 
Into  commerce  a  design  which  is  not 
capable  of  meeting  applicable  standards. 
By  nature,  this  process  requires  detailed 
knowledge  of  the  design  of  the  vehicle 
or  engine  submitted  for  certification 
which  may  be  reflected  in  a  more  In- 
clusive list  Incorporated  In  the  final 
Certificate  Coverage  Regulations.  On 
the  other  hand,  tlie  Defect  Reporting 
Regulations  serve  as  an  integral  part  of 
EP.A.'s  in-use  surveillance  network.  As  an 
element  of  a  larger  program.  Uie  defect 
regiilations  have  been  designed  to  locate 
defects  wliich  have  a  high  probability  of 
affecting  emissions.  For  this  reason,  the 
list  of  parameters  and  "ptcifications  con- 
tained in  these  regu'.ations  is  a  selective 
one.  Thus,  although  any  final  list  for  the 
Certificate  Coverage  Regulations  would 
encompass  a  majority  of  the  parameters 
and  specifications  of  the  list  included  In 
the  instant  regulations,  it  would  also 
contain  items  not  included  in  the  defect 
reporting  list 

3  Summary.  For  defect  reporting  pur- 
poses, tlie  term  "emission-related  de- 
fect" has  been  defined  to  cast  the  deter- 
mination of  emission-relatedness  In 
terms  of  any  effect  on  one  of  the  listed 
parameters  or  specifications  caused  by  a 
defect  In  a  device,  system,  or  assembly 


described  in  the  approved  Applk;ation  for 
Certification. 

The  final  regulations  thus  provide  for 
the  reporting  of  defects  when  the  follow- 
ing events  occur: 

1.  A  manufacturer  determines,  on  the 
basis  of  data  obtained  subsequent  to  the 
effective  date  of  the  regulations,  that  a 
specific  defect  exists  hi  a  device,  system, 
or  assembly  described  in  the  approved 
AppUcation  for  Certification.  As  noted 
throughout  the  development  of  these  reg- 
ulations, a  manufacturer  retains  the  de- 
fect determining  function.  However,  it 
siiould  be  made  clear  that  tJie  existence 
of  a  defect  does  not  depend  upon  the 
existence  of  a  nonconformity  with  emis- 
sion standards. 

2.  The  manufacturer  determines  that 
the  specific  defect  affects  any  paiam- 
eter  or  specification  listed  in  Appendix 
VUL 

3.  The  manufacturer  determines  that 
the  specific  defect  exists  in  the  requisite 
number  of  vehicles  ( discussed  below  > . 

The  function  of  both  the  approved 
AppUcation  for  Certification  and  Appen- 
dix Vm  can  be  clearly  identified  from 
the  above  discussion.  Only  defects  in  de- 
vices, systems  or  assemblies  described  in 
the  Application  must  be  considered.  Thus, 
no  liability  for  nonreporting  arises  un- 
der the  regulations  for  defects  In  com- 
ponents not  described  in  the  Application. 
The  manufactvurer's  familiarity  with  his 
own  Applications  makes  this  a  conven- 
ient touchstone  and  provides  each  man- 
ufacturer precise  notice  as  to  the  extent 
of  his  responsibilities  regarding  compo- 
nents. Appendix  Vm  serves  to  narrow 
the  scope  of  the  reporting  obligation  by 
enumerating  those  parameters  and 
specifications  which  must  be  affected  by 
the  specific  defect  before  the  duty  to  re- 
port arises.  Thus,  when  a  defect  found 
In  a  device,  system,  or  assembly  does  not 
in  any  way  affect  a  parameter  listed  in 
Appendix  VHI,  no  duty  to  report  that 
defect  attaches  even  if  the  defective 
component  Is  described  in  the  Appli- 
cation. 

C.    SECTION    85.1903    EMISSIONS    DEFECT 
FORMATION     REPORT 

The  proposed  regulations  would  have 
required  the  submission  of  a  defect  in- 
formation report  whenever  the  manu- 
facturer determined  that  a  "specific 
emission- related  defect"  existed  "in  five 
or  more  vehicles  or  engines"  unless  the 
defect  were  corrected  prior  to  the  sale  to 
an  ultimate  purchaser.  The  comments 
addressed  to  this  specific  provision  re- 
flect the  concern  of  the  manufacturers 
that  the  volume  of  reporting  required 
would  be  excessive  and  demonstrate  a 
diversity  of  interpretation  as  to  the  point 
in  a  manufacturer's  quality  audit  process 
when  the  duty  to  report  attaches. 

Manufacturers,  of  course,  receive 
feedback  on  the  In-use  performance  of 
their  products  from  a  number  of  sources, 
most  notably  from  their  warranty  claims 
systems.  EP.^  recognizes  the  inherent  re- 
liability problems  of  the  data  from  these 
sources.  The  interest  of  EPA  is  not  in  un- 
substantiated claims  but  in  actual 
known  defects.  Only  when  the  manu- 
facturer determines  that  a  defect  exists 
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and  that  it  is  an  emission-related  defect, 
does  the  duty  to  report  arise.  The  regu- 
lations are  not  intended  to  change  the 
systems  now  employed  by  manufacturers 
to  determine  whether  safety  defects  exist 
but  are  designed  to  utilize  such  systems. 
Further,  the  regulation  Imposes  a  duty 
to  report,  not  to  investigate.  Manufac- 
turers retain  their  broad  discretion  to 
separate  cases  worthy  of  pursuit  from 
those  which  are  not.  The  decision  to  al- 
low manufacturers  to  make  the  defect 
determination  is  predicated  on  the  excu- 
tion  of  this  responsibility  by  manufac- 
tiu-ers  in  good  faith.  Further,  it  repre- 
sents an  attempt  by  EPA  to  secure  the 
information  it  needs  without  the  com- 
plexities which  often  accompany  regiUa- 
tions  with  more  formal  standards  and 
sanctions  for  failure  to  CMnply  with  such 
standards.  In  large  part,  the  correctness 
of  this  approach  will  be  proved  by  the 
Industry  Itself. 

The  major  issue  raised  by  the  com- 
ments which  remains  to  be  considered  is 
the  threshold  number.  "Five",  it  was  ar- 
gued, was  far  too  low  a  threshold.  As 
noted  previously,  section  208(a)  grants 
the  Administrator  broad  discretion  to 
collect  information  relevant  to  the 
agency's  responsibilities  under  the  Clean 
Air  Act.  Exactly  how  much  detail  should 
be  required  in  reports  made  under  this 
section  is  to  a  large  extent  a  matter  of 
judgment  in  which  actual  experience 
with  an  actual  reporting  program  will 
give  the  best  guidance. 

In  order  to  accommodate  the  manu- 
facturer's concerns  about  the  degree  of 
paperwork  that  might  be  occasioned  by 
a  reporting  threshold  of  five  vehicles  or 
engines,  that  number  has  been  raised  to 
twenty-five.  There  is  no  mathematical 
reason  for  choosing  this  rather  than 
some  higher  or  lower  number:  experi- 
ence will  Indicate  whether  a  further  ad- 
justment in  the  reporting  threshold 
should  be  made.  The  regulation  makes 
clear  that  the  duty  to  report  extends  for 
five  years  from  the  date  of  manufacture. 
Finally,  the  twenty-five  defects  must 
occiu-  in  twenty-five  vehicles  or  engines 
of  the  same  model  year. 

The  actual  content  of  the  Emission 
Defect  Information  Report  is  similar  to 
the  requirements  of  the  proposed  regu- 
lations. However,  in  response  to  the  ob- 
jections of  a  number  of  manufacturers, 
Information  concerning  production  fig- 
ures and  vehicles  or  engines  within  a 
manufacturer's  (or  his  dealers')  control 
has  been  deleted.  Of  course,  when  such 
Information  is  necessary  to  describe  the 
class  or  category  of  vehicles  or  engines 
affected  by  the  defect,  the  final  regula- 
tions require  the  manufacturer  to  in- 
clude it  in  the  Emission  Defect  Informa- 
tion Report. 

It  should  be  noted  that  a  defect  in- 
formation report  is  to  be  submitted 
within  fifteen  working  days  after  an 
emission-related  defect  is  found  to  affect 
twenty-five  or  more  vehicles  or  engines. 
The  extension  of  time  from  five  to  fifteen 
working  days  reflects  the  comments  of 
foreign  manufacturers  who  noted  that 
five  days  was  InsufBcient  under  their 
particular  circumstances. 


D.    SECTION    85.1904    VOLUNTARY    EMISSION 
RECALL    report;    QUARTERLY    REPORTS 

Most  comments  directed  to  proposed 
Section  85.1903  (ECS  Repair  Reports) 
recommended  that  Its  requirements  be 
merged  with  those  of  the  Emission  De- 
fect Information  Report.  This  followed 
logically  from  the  suggestion  that  de- 
fect reporting  be  conditioned  on  a  find- 
ing that  a  defect  had  caused  a  substan- 
tial number  of  vehicles  not  to  conform 
to  standards  since,  given  such  a  finding, 
manufacturers  were  subject  to  the  re- 
call authority  of  Section  207 ic^  of  the 
un tartly  recall  or  be  ordered  to  recall. 
Having  rejected  the  suggested  conditions 
on  defect  reporting,  the  comments  to 
this  provision  are  of  little  assistance  in 
evaluating  Its  requirements.  It  was.  how- 
ever, proposed  that  reporting  of  a  manu- 
facturer's repair  efforts  be  limited  to 
those  campaigns  for  which  direct  notice 
to  owners  is  given.  This  suggeetion  has 
been  adopted. 

The  decision  to  require  only  the  re- 
porting of  voluntary  repair  campaigns 
involving  direct  notice  to  consumers  also 
refiects  the  Agency's  desire  to  encourage 
manufacturers  to  "recall"  'to  initiate  a 
repair  by  giving  consumers  notice)  de- 
fective vehicles  without  EPA  interven- 
tion. The  final  regulations  effectuate  this 
policy  by  allowing  EPA  to  distinguish 
reported  emission-related  defects-  sub- 
ject to  voluntary  recall  efforts  from  those 
which  are  not.  EPA  will  focus  its  atten- 
tion on  the  emission-related  defects  for 
which  no  voluntary  recall  has  been  In- 
stituted. By  successfully  recalling  defec- 
tive vehicles  and  engines  on  their  ovm. 
manufacturers  are  free  to  plan  their 
campaigns  without  the  necessity  of  EPA 
approval  and  without  the  need  to  follow 
strictly  the  requirements  established  in 
Subpart  S  for  campaigns  ordered  by 
EPA. 

To  the  extent  that  the  voluntary  cam- 
paign is  demonstrated  to  be  effective. 
EPA  will  take  no  recall  enforcement 
action  with  respect  to  the  sF>ecific  defect 
involved.  In  measuring  the  effectiveness 
of  a  campaign,  considerable  weight  will 
be  given  to  the  percentage  of  vehicles  or 
engines  affected  by  the  defect  which  are 
actually  repaired  or.  when  applicable, 
inspected  for  repair.  However.  EPA  rec- 
ognizes iliat  the  completion  rate  is  de- 
pendent on  a  number  of  variables  outside 
of  the  manufacturer's  control  (e.g..  ve- 
hicle or  engine  age.  the  nature  of  the 
repair'.  .Accordingly,  the  final  evalua- 
tion of  the  effectiveness  of  a  campaign 
will  also  depend  upon  tlie  quality  of  the 
remedial  plan,  vehicle  or  engine  age.  the 
nature  of  the  defect,  and  the  manufac- 
turer's response  to  problems  which  may 
develop  in  implementing  its  remedial 
plan. 

It  must  be  emphasized  that  EPA  does 
not  intend  to  approve  voluntary  plans. 
EPA  may.  in  exceptional  circumstances, 
comment  upon  a  plan  descrit)ed  in  a 
voluntary  emissions  recall  report  sub- 
mitted by  a  manufacturer  where  its  in- 
adequacy or  ineffectiveness  is  patent.  Be- 
cause voluntary  recall  plans  are  not  sub- 
ject to  EPA  approval.  submLssion  of  the 


■Voluntary  Emissions  R^all  Report  is  re- 
quired within  fifteen  working  days  of  the 
date  on  which  notification  was  com- 
menced, rather  than  prior  to  the  com- 
mencement date. 

One  of  the  formal  requirements  of  the 
Recall  Regulations  not  mandatory  for 
voluntary  recall  campaigns  is  the  label 
provision  (5  85.1803(0.  as  amended  by 
40  FR  28066.  Thursday.  July  3,  1975). 
EPA  considers  the  use  of  a  label  for  de- 
fect recalls  an  important  element  of  its 
recall  monitoring  program.  P-urthermore, 
the  recall  label  can  be  used  by  Insp>ec- 
tion  'Maintenance  sites  to  detect  nonpar- 
ticipating  vehicle  owners  Manufacturers 
are  encouraged  to  include  the  same  form 
of  emissions  recall  label  installed  in  the 
same  legation  m  all  their  voluntary  re- 
pair campaigns.  Provision  has  been  made 
for  the  submission  of  a  sample  of  the 
label  and  a  description  of  its  content  and 
location  on  the  vehicle  or  engine. 

D.     OTHER     PROVISIONS 

One  manufjtcturer  provided  comments 
on  proposed  5  85  1805.  Report  Codes  .Al- 
though the  comments  were  directed  at 
modifying  this  provision  a  review  of  the 
report  codes  section  revealed  little  to 
recommend  its  incorporation  in  the  final 
regulations.  The  requirement  that  manu- 
facturers assign  reports  report  codes  has 
therefore  been  deleted  from  the  final 
regulations. 

It  was  also  suggested  that  as  a  sepa- 
rate requirement.  EPA  require  manu- 
facturers to  submit  copies  of  all  service 
bulletins  and  consumer  bulletins  which 
concern  emissions  and  which  are  sent  to 
more  than  one  dealer  or  individual.  Un- 
der existing  regulations,  manufacturers 
are  required:  "to  submit  at  the  time  of 
issuance  by  the  manufacturer  copies  of 
all  instructions  regarding  the  use.  re- 
pair, adjustment,  maintenance  or  testing 
of  such  vehicle  relevant  to  the  control  of 
crankcase.  exhaust  or  evaporative  emis- 
sions, issued  by  the  manufacturer  for  use 
by  other  manufacturers.  •  •  •  dealers, 
and  ultimate  purchasers."  (§  86,077-7(b) 
and  similar  provisions) . 

The  provision,  though  l(^ical  in  the 
context  of  the  instant  regulations,  would 
duplicate  existing  requirements,  and  has 
not  been  included  in  the  final  regula- 
tions. However,  it  should  be  stated  that 
manufacturers  are  expected  to  comply 
fully  with  the  requirements  of  §  86.077- 
7  ( b  I  and  analogous  provisions. 

in.  Other  Comments 

Comments  were  received  from  the 
aftermarket  parts  and  service  industry 
and  the  heavy  duty  manufacturers  which 
require  special  attention. 

A.  aftermarket 

Most  of  the  comments  received  from 
the  aftermarket  parts  industry  con- 
cerned the  relationship  of  the  proposed 
list  (.Appendix  Villi  and  the  emissions 
defect  warranty  'Section  207(a)  of  the 
Act) .  Although  defects  affecting  items  on 
tlie  list  might  be  covered  by  the  207(a) 
warranty,  the  list  has  not  been  proposed 
for  that  purpose  in  these  regulations. 
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B,  HEAVY  DUTY  MANUFACTCRERS 

Comments  submitted  by  heavy  duty 
vehicle  and  engine  majiufacturers  (par- 
ticularly Fre'ghtliner  Corporation  and 
White  Motor  Corporation)  raised  the 
question  of  the  separate  duty  of  the  ve- 
hicle manufacturer  as  opposed  to  the 
engine  manufacturer  to  report  defects 
and  recalls  under  the  regrulations.  In  the 
case  of  voluntary  emission  recall  cam- 
^vaigns,  It  is  clear  that  the  manufacturer 
who  provides  the  owner  notification  Is 
the  manufactiurr  responsible  for  re- 
porting The  defect  reporting  obligation 
can  be  established  by  reference  to  the 
certification  requirements  of  heavy  duty 
vehicles  and  engines.  In  essence,  a  heavy 
duty  engine  manufacturer  certifies  that 
his  engines  meet  requisite  standards. 
(See.  for  example.  40  CFR  86.077-5 (a) 
(1>>.  The  vehicle  manufacturer  must 
ffubmlt  either  a  statement  to  EPA  that 
the  engines  to  be  used  In  his  vehicles 
will  not  be  modified  (other  than  to  In- 
stall themt  or  an  explanation  of  the 
modifications  he  Intends  to  make.  (See, 
for  example.  40  CFR  86.077-5(a>  (2n .  A 
certified  engine  Installed  to  accordance 
with  the  engine  manufacturer's  specifi- 
cations should  perform  to  the  vehicle  In 
a  certified  manner.  TTie  engine  manu- 
facturer is  thus  responsible  for  the  basic 
engine  system  and  components  of  the 
engine.  The  vehicle  manufacturer  Is  re- 
sponsible to  see  that  the  sj-stems  and  de- 
vices he  adds  to  the  engine  (e.g.,  cool- 
tag  s>-stem.  exhaust  system)  are  wlthto 
the  specifications  of  the  engine  mann- 
facturer  and  do  not  cause  damage  to  the 
basic  engtoe. 

It  follows  that  the  duty  to  report  de- 
fects should  parallel  the  responsibilities 
described  above.  This  essentially  pre- 
mises reporting  on  fault.  A  heavy  duty 
vehicle  manufacturer  is  obligated  to  re- 
port defects  in  those  sj'stems  and  com- 
ponents which  he  adds  to  the  engtoe 
and  which  he  determines  are  defective 
and  adversely  affect  emissions.  This  re- 
sult Is  sensible  both  to  the  context  of  the 
fault  concept  and  from  the  fact  that 
the  vehicle  manufacturer  Is  to  the  best 
position  (vis-a-vls  the  engtoe  manufac- 
turer) to  make  the  determinations  that 
a  defect  exists  to  these  add-on  devices 
and  that  the  defects  are  emission-re- 
lated. Similarly,  the  engtoe  manufac- 
turer has  the  expertise  to  make  deter- 
mtoations  with  respect  to  the  emissions 
impact  of  various  defects  to  basic  engtoe 
components  and  thus  is  responsible  to 
report  them  to  EPA. 

A  grey  area  exists  to  cases  in  which 
the  heavy  duty  vehicle  manufacturer 
receives  toformation  which  suggests  that 
a  defect  exL^ts  to  the  engtoe  <and  con- 
versely ' ,  Although  not  obligated  to  in- 
vestigate or  to  make  determinations  re- 
garding another  manufacturer's  product, 
the  proper  procedure  to  this  case  would 
be  to  refer  the  information  to  the  manu- 
facturer of  toterest. 

This  rule  Is  promulgated  under  au- 
thority of  section  301  (ai  of  the  Clean  Air 
Act  as  amended.  42  U.S.C.  1857gia).  The 
requirements  of  these  reg:ulations  are  im- 
posed pursuant  to  section  208 (a)  of  the 
Clean  Air  Act.  42  U.S.C  1857f-6'a'. 


Nam. — "Hie  Environmental  Protection 
Agency  haa  determined  that  tiila  document 
does  not  contain  a  major  proposal  requtrmg 
prejjaratlon  of  an  Inflation  Impact  State- 
ment under  Executive  Order  11821  and  OMB 
Circular  A-107. 

Dated    May  25,  1977. 

Douglas  M.  Costle. 
AdministratOT. 

Accordingly.  Part  85  of  "Htle  40  of  the 
Code  of  Federal  Regulations  Is  hereby 
amended  by  adding  a  new  Subpart  T  and 
Appendix  Vin  as  follows ; 

Subpart  T — Emission  D«fect  Reportinc 
Requirements 
Sec. 

88.1901  AppilcabUlty. 

86.1902  Deflnltlons. 

85.1903  Emissions  deJect  information  report. 

86.1904  Voluntary   emLsslon*   recall   TvporU 

quarterly  reports. 

85.1905  Alternative  report  formats. 
86.190fl     Report  flllng;  record  retention. 
86.1907     R««pon.sIbUlty     under    other    legal 

provisions  preserved. 
85  1906     Disclaimer  of  production  warranty 
applicability. 

Appsndix  vlu — Vbhicij!  a-vc  Enol^tb 

PAKAMXTBtS  AKD  SFTCTTICATIOtrs 

AtrrHORrrT:  Sections  208(a)  and  301(a)  of 
tbo  Clean  Air  Act,  as  amended  (43  T7J3.C. 
1857f-fl(a)  and  1867g(a)). 

Subpart  T — Emission  Defect  Reporting 
Requirements 

§85.1901      Appricabilitr. 

The  requirements  of  this  subpart  shall 
be  applicable  to  all  1972  and  later  model 
year  vehicles  and  engtoes.  The  require- 
ment to  report  emission-related  defects 
affecttog  a  given  class  or  category  of  ve- 
hicles or  engtoes  shall  remain  applicable 
for  five  years  from  the  end  of  the  model 
year  to  which  such  vehicles  or  engines 
were  manufactured. 

§85.1902      I)«nniJions. 

For  the  purposes  of  this  subpart  and 
unless  otherwise  noted : 

(a)  Act"  shall  mean  the  Clean  Air  Act, 
42  U.S.C.  1857,  as  amended. 

(bi  The  phrase  "emission-related  de- 
fect"  shall  mean  a  defect  to  design,  ma- 
terials, or  workmanship  to  a  device, 
system,  or  assembly  described  to  the  ap- 
proved AppllcatiOTi  for  Certification  (re- 
quired by  40  CFR  86.077-22  and  like  pro- 
visions of  Part  85  and  Part  86  of  Title  40 
of  the  Code  of  Federal  Regulations) 
which  affects  any  parameter  or  specifi- 
cation enumerated  to  Appendix  Vm. 

(c)  The  phrase  "useful  life"  shaU  be 
given  the  meaning  ascribed  to  it  by 
Section  202(d>  of  the  Act  and  regula- 
tions promulgated  thereunder. 

(d)  The  phrase  "Voluntary  Emissions 
Recall"  shall  mean  a  repair,  adjustment, 
or  modification  program  voluntarily  tol- 
tlated  and  conducted  by  a  manufacturer 
to  remedy  any  emission- related  defect 
for  which  direct  notification  of  vehicle  or 
engtoe  owners  has  been  provided. 

(e)  The  phrase  "ultimate  purchaser" 
shall  be  given  the  meaning  ascribed  to 
it  by  Section  214  of  the  Act. 

<f)  The  term  "manufacturer"  shall  be 
given  the  meantog  ascribed  to  it  by  Sec- 
tion 214  of  the  Act. 


§  85.1903      Emissions  defect  Lniurniation 
report. 

(a)  A  manufacturer  shall  file  a  defect 
toformation  report  whenever,  on  the 
basis  of  data  obtatoed  subsequent  to  the 
effective  date  of  these  regulations : 

cl)  The  manufacturer  determtoes  to 
accordance  with  procedures  established 
by  the  manufacturer  to  Identify  safety 
related  defects  (pursuant  to  15  U.S.C. 
1381  et  seq..  as  amended)  that  a  specific 
emission -related  defect  exists;  and 

(2)  That  the  specific  emission-related 
defect  exists  to  twenty-five  or  more 
vehicles  or  engtoes  of  the  same  model 
year. 

No  report  shall  be  filed  under  this  para- 
graph for  any  emission-related  defect 
c<HTected  prior  to  the  sale  of  tiie  affected 
vehicles  or  engtoes  to  an  ultimate  pur- 
chaser. 

(b)  Defect  Information  reports  re- 
quired under  psiragraph  (a)  of  this  sec- 
tion shall  be  submitted  not  more  than 
15  worktag  days  after  an  emission- 
related  defect  is  found  to  affect  twenty- 
five  vehicles  or  engines  of  the  same 
model  year.  Items  of  Information  re- 
quired by  paragrai*  (c)  of  tills  section 
that  are  either  not  available  wlthto  that 
period  or  are  significantly  revised  shall 
be  submitted  as  they  become  available. 

(c)  Except  as  provided  to  paragraph 
fb)  of  tills  section,  each  defect  report 
shall  contato  the  followtog  Information 
to  substantially  the  format  outltoed 
below: 

(1)  The  manufacturer's  corporate 
name. 

(2)  A  description  of  the  defect. 

(3)  A  description  of  each  class  or  cate- 
gory of  vehicles  or  engtoes  potentially 
affected  by  the  defect  tocludtog  make, 
model,  model  year,  and  such  other  to- 
formation as  may  be  required  to  Identify 
the  vehicles  or  engtoes  affected. 

(4)  For  each  class  or  category  of  vehi- 
cle or  engtoe  described  to  response  to 
paragraph  (c)  (3)  of  this  section,  the  fol- 
lowtog shall  also  be  provided: 

(1)  The  number  of  vehicles  or  engtoes 
knowni  or  estimated  to  have  the  defect 
and  an  explanation  of  the  means  by 
which  this  number  was  determtoed. 

(U)  The  address  of  tiie  plant  (a)  at 
which  the  potentially  defective  vehicles 
or  engines  were  produced. 

(5)  An  evaluation  of  the  emissions  im- 
pact of  the  defect  and  a  description  of 
any  drlveablUty  problems  which  a  defec- 
tive vehicle  might  exhibit 

(6)  Available  emissions  data  which  re- 
late to  the  defect. 

(7)  An  todicaticm  of  any  anticipated 
manufacturer  follow-up. 

§  8'>.190l      Voluntary  emissions  recall  re- 
port :  quarterly  reports. 

(a)  When  any  manufacturer  initlateB 
a  voluntary  emissions  recall  campaign 
tovolvlng  twenty-five  or  more  vehteteB 
or  engtoes,  the  manufacturer  shall  8ti1>- 
mit  a  report  describing  the  manufac- 
turer's voluntary  emissions  recall  plan 
as  prescribed  by  this  sectloo  within  IB 
worktog  days  of  the  date  owner  notlflca- 
tlon  was  begun.  "Hie  report  shall  con- 
tato the  followtog : 
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(1>  A  description  of  each  class  or 
category  of  vehicle  or  engtoe  recalled 
includmg  the  number  of  vehicles  to  be 
recalled,  the  model  year,  the  make,  the 
model,  and  such  other  informatics  as 
may  be  required  to  identify  the  vehicles 
or  engines  recalled. 

(2)  A  description  of  the  specific  modi- 
fications, alterations,  repairs,  correc- 
tions, adjustments,  or  other  changes  to  be 
made  to  correct  the  vehicles  or  engines 
affected  by  the  emission -related  defect. 

(3)  A  description  of  the  method  by 
which  the  manufacturer  will  determtoe 
the  names  and  addresses  of  vehicle  or 
engtoe  owners  and  the  method  by  which 
they  will  be  notified. 

(4)  A  description  of  the  proper  mato- 
tenance  or  use.  if  any,  upon  which  the 
manufacturer  conditions  eliglbOlty  for 
repair  under  the  remedial  plan,  an  ex- 
planation of  the  manufacturer's  reasons 
for  impostog  any  such  condition,  and  a 
description  of  the  proof  to  be  required 
of  a  vehicle  or  engtoe  owner  to  dem- 
oiistrate  compliance  with  any  such  con- 
dition. 

(5^  A  description  of  the  procedure  to 
be  followed  by  vehicle  or  engtoe  owners 
to  obtato  correction  of  the  nonccaiform- 
ity.  This  shall  include  designation  of 
the  date  on  or  after  wliich  the  owner 
can  have  the  nonconformity  remedied, 
the  time  reasonably  necessary  to  per- 
form the  labor  to  remedy  the  defect,  and 
tlie  designation  of  facilities  at  which 
the  defect  can  be  remedied. 

( 6 )  If  some  or  all  of  the  nonconform- 
ing vehicles  or  engines  are  to  be  reme- 
died by  persons  other  tlian  dealers  or 
authorized  warraiity  agents  of  the 
manufacturer,  a  description  of  the  class 
of  persons  other  than  dealers  and  au- 
tliorized  warranty  agents  of  the  manu- 
facturer who  will  remedy  the  defect 

» 7 )  Three  copies  of  the  letters  of  no- 
tification to  be  sent  to  vehicle  or  engtoe 
owners. 

(8'  A  description  of  the  system  by 
which  the  manufacturer  will  assure  that 
an  adequate  supply  of  parts  will  be  avail- 
able to  perform  the  repair  under  the  re- 
medial plan  including  the  date  by  which 
an  adequate  supply  of  parts  wUl  be  avail- 
able to  initiate  the  repair  c^impaign.  the 
percentage  of  the  total  parts  require- 
ment of  each  person  who  is  to  perfc«Tn 
the  repair  under  the  remedial  plan  to  be 
shipped  to  toltlate  the  campaign,  and  the 
method  to  be  used  to  assure  the  supply 
remains  both  adequate  and  responsive  to 
owner  demsuid. 

(9)  Three  copies  of  all  necessary  to- 
sti-uctions  to  be  sent  to  those  persons  who 
are  to  perform  the  repair  under  the  re- 
medial plan. 

(10 1  A  description  of  the  impact  of  the 
proposed  changes  on  fuel  consumpticai, 
driveability.  and  safety  of  each  class  or 
c.'itepory  of  vehicles  or  engines  to  be  re- 
called. 

a  1 )  A  sample  of  any  label  to  be  ap- 
plied to  vehicles  or  engtoes  which  partic- 
ipate in  the  voluntary  recall  campaign. 
lb)  Unless  otherwise  specified  by  the 
Admmistrator.  the  manufacturer  shall 
report  on  the  progress  of  the  recall  cam- 


paign by  submitting  subsequent  reports 
for  six  consecutive  quarters  commencing 
with  the  quarter  after  the  voluntary' 
emissions  recall  campaign  actually  be- 
gms.  Such  reports  shall  be  submitted  no 
later  than  25  working  days  after  the  close 
of  each  calendar  quarter.  For  each  class 
or  category  of  vehicle  or  engme  subject 
to  the  voluntary  emissions  recall  cam- 
paign, the  quarterly  report  shall  contato 

tlie:  ^ 

« 1 )  Emission  recall  campaign  number, 
if  any,  designated  by  the  manufacturer. 

(2)  Date  owner  notification  was  begun, 
and  date  completed. 

(31  Number  of  vehicles  or  engines  to- 
volved  to  the  voluntary  emissions  recall 
campaign. 

(4)  Number  of  vehicles  or  engtoes 
known  or  estimated  to  be  affected  by  the 
emission-related  defect  and  an  explana- 
tion of  the  means  by  which  this  number 
was  determined. 

(.5)  Number  of  vehicles  or  engines  to- 
spected  pursuant  to  the  voluntary  emis- 
sions recall  plan. 

(6>  Number  of  Inspected  vehicles 
found  to  be  affected  by  the  emission- 
related  defect 

(7)  Number  of  vehicles  actually  re- 
celv-tog  repair  under  the  remedial  plan. 

(8>  Number  of  vehicles  determtoed  to 
be  unavailable  for  insi^ection  or  repair 
under  the  remedial  plan  due  to  exporta- 
tion, theft,  scrapptag.  or  for  other  rea- 
sons I  specify  > . 

(9)  Number  of  vehicles  or  engines  de- 
termined to  be  ineligible  for  remedial 
action  due  to  a  failiire  to  properly  mato- 
tato  or  use  such  vehicles  or  engtoes. 

(10)  Three  copies  of  any  service  bul- 
letiiis  transmitted  to  de.-ilers  which  relate 
to  the  defect  to  be  corrected  and  which 
have  not  previously  been  reported. 

(IP  Three  copies  of  all  communica- 
tions transmitted  to  vehicle  or  engtoe 
owners  which  relate  to  the  defect  to  be 
corrected  and  which  have  not  previously 
been  submitted. 

(c)  If  the  manufacturer  determines 
that  any  of  the  Information  requested  to 
paragraph  (b)  of  this  section  has 
changed  or  was  tocorrect.  revised  Infor- 
mation and  an  explanatory  note  shall  be 
submitted.  Answers  to  imragraphs  'b>, 
(5) ,  (6) ,  (7) ,  {8> ,  and  *9)  of  this  section 
shall  be  cumulative  totals. 

id>  The  manufacturer  shall  matotata 
in  a  form  suitable  for  inspection,  such  as 
computer  toformation  storage  devices  or 
card  files,  the  names  and  addresses  of 
vehicles  or  engine  owners : 

(P   To  whom  notification  was  given; 

(2)  Who  received  remedial  repair  or 
inspection  under  the  remedial  plan:  and 

i3i  Who  were  determined  not  to  qual- 
ify for  such  remedial  action  when  eli- 
gibility is  conditioned  on  proper  mato- 
tenance  or  use. 

le)  The  records  described  to  para- 
graph (d)  of  this  section  shall  be  made 
available  to  the  Administrator  upon  re- 
quest 

§85.1903      Alternative  report  forma!*. 

(a)  Any  manufacturer  may  submit  a 
plan  for  making  either  of  the  reports  re- 


quired by  5  85.1903  and  §  85.1904  on  com- 
puter cards,  magnetic  tape  or  other  ma- 
chine readable  format  The  propased 
plan  shall  be  accompanied  by  sufficient 
technical  detail  to  allow  a  determina- 
tion tliat  data  requirements  of  these 
sections  will  be  met  and  that  the  data 
to  such  format  will  be  usable  by  EPA. 

I  b  I  Upon  approval  by  the  Administra- 
tor of  the  proposed  reporttog  system,  the 
manufacturer  may  utilize  such  system 
mitil  other^vLse  notified  by  the  Adminis- 
trator. 

§85.1906      Report   filing:    Record   reten- 
tion. 

(a^  The  reports  required  by  §  85.1903 
and  5  85.1904  shaU  be  sent  to:  Director. 
MobUe  Source  Enforcement  Division  i  EIN 
3401,  Environmental  Protection  Agency, 
401  M  St.  SW.   WashingUxi.  D.C.  20460. 

ibi  The  information  gathered  by  the 
manufacturer  to  compile  the  reports  re- 
quired by  §  85.1903  and  §  85.1904  shall 
be  retatoed  for  not  less  than  five  years 
from  the  date  of  the  manufacture  of 
the  vehicles  or  engines  and  shall  be  made 
avaUaWe  to  duly  authorized  oCQcials  of 
the  EPA  upon  request. 

§  85.1907      ResponsibililT      under     oilier 
lepal  pro>i»ioiis  pre*er>ed. 

The  filing  of  any  report  under  the  pro- 
visions of  this  Subpart  shall  not  afTect  a 
manufacturer's  responsibility  to  file  re- 
ports or  applications,  obtato  approval,  or 
give  notice  under  any  provision  of  law. 

§  85.1908      Disclaimer        of       prmliiclion 
v>arratily  applirability. 

(a>  The  act  of  filing  an  Emission  De- 
fect Information  Report  pursuant  to 
5  85.1903  is  inconclusive  as  to  the  exist- 
ence of  a  defect  subject  to  the  Produc- 
tion Warranty  provided  by  Section  207 
(a»  of  the  .i^ct. 

(b)  A  manufacturer  may  mclude  on 
each  page  of  its  Emission  Defect  Infor- 
mation Report  a  disclaimer  stating  that 
the  filing  of  a  Defect  Information  Report 
pursuant  to  these  regulations  is  not  con- 
clusive as  to  the  applicability  of  the  Pro- 
duction Warranty  provided  by  Section 
207(a)  df  the  Act. 

Appendix  VTII — Vehicle  and  Enctwx 
Parameters  and  SpEcmcATtONS 

A.    LIGHT    DT7TT    VTHlChM    PAKAMETEXS 

AtTD    SPECmCATIONS 

I.  Basic  Engine  Parameters-Reciprocating 
Engines. 

1.  Compro.sslon  ratio. 

2.  Cranking  compre-ssion  pressure. 

3.  Valves  ■  intake  and  exhaust) . 

a.  Head  diameter  dimension. 

b.  Valve  lUter  or  actuator  type  &nd  .valve 
lash  dlmen.siou. 

4.  Cam-shaft  timing. 
a.  Valve  opening  (degrees  BTDC) . 
b  Valve  closing  (degrees  ATDC). 

c.  Valve  overlap  dnch-degroee). 
n.  Basic  Engine  Parametera — Rotary  En- 
gines. 

1.  Intake  port(8). 

a.  Timing  and  overlap  IT  exposed  to  tba 
con>bustlon  chamber. 

2  Exhaust  port(s) . 

a.  Timing  and  overlap  If  exposed  to  the 
combustion  chamt)er. 

3.  Cranking  compression  pressure. 
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4  Compression  ratio. 
m.  Air  Inlet  System. 
1.  Temperature  control  system  calibration. 

IV   Fuel  Sj-stem. 

1.  General. 

a  Engine  Idle  speed. 
b.  Engine  Idle  mixture. 

2.  Carburetlon. 

a.  Air-fuel  flow  calibration. 

b.  Transient   enrichment  system   calibra- 
tion. 

c.  Starting  enrichment  system  calibration. 

d.  Altitude  compensation  system  calibra- 
tion. 

e.  Hot  Idle  compensation  system  calibra- 
tion. 

3.  Fuel  injection. 

a.  Control  parameters  and  calibrations. 

b.  Fuel  shutoff  system  calibration. 

c.  Starting  enrichment  system  calibration. 

d.  Transient   enrichment  system   calibra- 
tion. 

e.  Air-fuel  flow  calibration. 

f.  Altitude  compensation  system  calibra- 
tion 

g.  Operating;  pressure;  si. 

h.   Injector  tuning  calibrations. 
v.  Injection  System. 

1  Control  parameters  and  calibration. 

2  Initial  timing  setting. 

3.  Dwell  setting. 

4.  Altitude  compensation  system  calibra- 
tion. 

5.  Spark  plug  voltage 

\X  Engine  Cooling  System 
1  Thermostat  calibration, 
vn    Exhaust  Etoisslon  Control  System. 

1.  Air  injection  system. 

6.  Control  parameters  and  cAllbrations. 
b   Pump  flow  rate. 

2.  EQR  system 

a.  Control  paramet.ers  and  calibrations. 
b   EQR  valve  flow  calibration. 

3.  Catalytic  converter  system. 

a.  .Active  surface  area. 

b.  Volume  of  catalyst. 
c-  Conversion  efficiency. 
4    Backpres.sure. 

VIII    Evaporative    Emission    Control    Sys- 
tem. 

1.  Control  parameters  and  calibrations. 

2.  Fuel  tank. 

a   Pressure  and  vacuum  relief  setting*?. 
IX.   CranJccase  ESnisslon  Control  System. 

1  Control  parameters  and  calibrations. 
X  Valve  calibration. 

X    Auxiliary     Emission     Control     Devices 
{ .AECD  > 

1.  Control  paranieters  and  calibrations. 

2  Component  calibration  (s ) . 

XI.    Bmi.s.slon    Control    Related    Warning 
Systems. 

1.  Control  parameters  and  calibrations. 

2.  Component  calibrations. 
Xn.  DrlTellne  Parameters. 

1    Axle  ratio(s) . 

B      HEAVY    DUTY    GASOLINE    ENGINE    PARAMETEBS 
AND   SPECIFICATIONS 

1  Basic  Engine  Parameters. 

I.  Compres.>ion  ratio 

2  Cranlclng   compression   pressure. 

3  Svipercharfjer  turbocharger  calibration. 

4  Valves  I  Intake  and  exhauiit) . 
a    Hef.d  diAmeter  dimension. 

b    Valve  Ufter  or  actuator  type  and  veJve 
livsli  dimension. 

o    Cam-Shaft  timlr.g 
a    Valve  opening  (deirrees  BTDCl. 
b    Valve  closing  i  degrees  ATDC) . 
c    Valve  overlap  ( Inch -degrees ) . 

II.  Air  Inlet  System. 

1 .  Temperature  control  system  calibration. 


TIT.  Fuel  System. 

1.  General. 

a.  Engine  Idle  speed. 
b    Engine  Idle  mixture. 

2.  Carburetlon. 

a.  Air-fuel  flow  calibration. 

b.  Transient   enrichment  system   calibra- 
tion. 

c.  Starting  enrichment  system  calibration. 

d.  Altitude  compensation  system  calibra- 
tion. 

e.  Hot  Idle  compensation  system  calibra- 
tion. 

3.  Fuel  injection. 

a.  Control  parameters  and  calibrations. 

b.  Fuel  shutoff  system  calibration. 

c.  Starting  enrichment  system  calibration. 

d.  Transient   enrichment  eystem   calibra- 
tion. 

e.  Air-fuel  flow  calibration. 

f.  Altitude  compensation  system  calibra- 
tion. 

g.  Operating  pre8sure(8). 

h.  Injector  timing  calibration. 

IV.  Ignition  System. 

1.  Control  parameters  and  calibration. 

2.  Initial  timing  setting. 

3.  Dwell  settmg. 

4.  Altitude  compensation  system  calibra- 
tion. 

5.  Spark  plug  voltage. 

V.  Engine  Cooling  System. 
1.  Thermostat  calibration. 

VI.  Exhaust  Emission  Control  System. 

1.  Air  injection  system. 

a.  Control  parameters  and  calibrations. 

b.  Pump  flow  rate. 

2.  EGR  system. 

a.  Control  parameters  and  calibrations. 

b.  EGR  valve  flow  calibration. 

3  Catalytic  converter  system. 

a.  Active  surface  area. 

b.  Volume  of  catalyst. 

c.  Conversion  elEclency 
4.  Backpressure. 

VII.  Evaporative  Emission  Control  System 
1.  Control  parameters  and  calibrations. 

2   Fuel  tank. 

a.  Pressure  and  vacuum  relief  settings. 

VTII.  Crankcase  Emission  Control  System. 

1.  Control  parameters  and  calibrations. 

2.  Valve  calibrations. 

IX.  Auxiliary    Emission    Control    Devices 
(AECD). 

1.  Control  parameters  and  calibrations. 

2.  Component  calibrations. 

X.  Emission  Control  Related  Warning  Sys- 
tems. 

1.  Control  parameters  and  calibrations. 

2.  Component  calibrations. 

C     HEAVY  DUTY  DIESEI.  ENGINE  PARAMETERS  AND 
SPECIFICATIONS 

I.    Basic    Engine    Parameters -Four   Stroke 

Cycle  Reciprocating  Engines. 

1.  Compression  ratio. 

2.  Cranking  compression  pressure. 

3.  Supercharger  turbocharger  calibration. 

4  Valves  ( Intake  and  exhaust) . 
a.  Head  diameter  dlmenBlon. 

b    Valve  lifter  or  actuator  type  and  valve 
lash  dimension. 

5  Cani.ihaf»  timing 

a.  Valve  opening  {degrees  BTDC). 
b    Valve  closing   (degrees  ATDC). 
c    Valve  overlap  ( Inch -degrees ) . 
II.   Basic  Engine  Parameters — Two-Stroke 
Cycle  Reciprocating  Eiiglne. 
1.  -5  Same  as  Section  C.I. 

6  Intake  port  is) . 

a.  Timing  In  combustion  cycle. 

7  Elxhaust  port(8) . 

a.  Timing  in  combustion  cycle. 


m.  Air  Inlet  System. 

1.  Temperature  control  system  calibration. 

2.  Maximum  allowable  air  inlet  restriction. 

IV.  Fuel  System. 
1.  Fuel  injection. 

a.  Control  parameters  and  calibrations. 

b.  Transient  enrichment  system   calibra- 
tion. 

c.  Air-fuel  flow  calibration. 

d.  Altitude  compensation  system  calibra- 
tion. 

e.  Operating  pressure(8). 

t.  Injector  timing  calibration. 

V.  Exhaust  Emission  Control  System. 
1.  Maximum  allowable  backpressure. 

VI.  Crankcase  Emission  Control  System. 

1.  Control  parameters  and  calibrations. 

2.  Valve  calibrations. 

vn.    Auxiliary   Emission    Control    Devices 
(AECD). 

1.  Control  parameters  and  calibrations. 

2.  Component  calibration  ( s) . 
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PART  86 — CONTROL  OF  AIR  POLLUTION 
FROM  NEW  MOTOR  VEHICLES  AND 
NEW  MOTOR  VEHICLE  ENGINES:  CER- 
TIFICATION AND  TEST  PROCEDURES 

Technical  Amendments;  Corrections 

AGENC7Y :  Environmental  Protection 
Agency. 

ACTION:   Final  rule. 

SUMMARY :  This  action  is  a  publication 
of  several  technical  amendments  to  the 
motor  vehicle  certification  regulations. 
The  amendments  correct  errors  in  previ- 
ous publications,  and  malie  minor,  non- 
substantive changes  to  the  regulations. 
The  amendments  are  described  in  the 
table  below. 

DATES:  These  amendments  are  effec- 
tive July  5.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

E>avld  A.  Finley.  Regulatory  Manage- 
ment Staff,  Office  of  Mobile  Source  Air 
Pollution  Control  (AW-455),  Envi- 
ronmental Protection  Agency,  401  M 
Street.  S.W..  Washington,  D.C.  20460. 
202-755-0596. 

SUPPLEMENTARY  INFORMATION ; 
The  Agency  finds  that  good  cause  exists 
for  omittlrig  as  unnecessary  a  notice  of 
proposed  rulemaking  and  public  rule- 
making procedure  in  the  Issuance  of 
these  amendments  in  that  (1)  the 
amendments  primarily  clarify  the  regu- 
lations. (2)  they  make  non-substantive 
corrections,  and  (3i  they  impose  no  ad- 
ditional burden  on  the  regulated  indus- 
try In  complying  with  the  regulations 

Note:  The  EPA  has  determined  that  this 
document  does  not  contain  a  major  regula- 
tion requiring  preparation  of  an  Ek:onomlc 
Impact  Statement  under  Executive  Order 
11821,  as  amended  by  Executive  Order  11949. 
and  under  OMB  Circular  A-107. 

Dated:  May  26.  1977. 

Douglas  M.  Costle. 
Administrator. 
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Explanation  of  technical  amendment  changes 


Seedao 


Cbans* 


BcMoa 


1.  8«.077-24fb)(n  (W)  and  Ot) 
86.078-24a))(l)aT). 


Modify  lanjrimpf  describing  the  Tohlcle 
[laranwtMS  th«  Ibe  Aamm^st.'ator 
specilies  to  describe  emission-dsta 
test  vehicles. 


2.  8f'078  24(f)-  AHow  the  submission  of  emission  data 

Jrom  vehicles  not  previously  ceru- 

tirtl   (of    Uip   purjose  oi  oblmaim 
cunrnl  modfj  yna.'  certification. 

8.  86.078-28(a)(4)0y) Ti*    rvquin-mfMs    refturduw    which 

^  '^^"   '  sUifidards   oacli    tost    vehicle   irfst 

comply  with  are  clarified. 

4.  8«.177-6(a)(l).  (a)(4).  (O,  (d)(1),     Lowcj  t^mpereiure  hmlt  for  vehicle 
onrl  (fllfii  S(>Ak  rwlucfd  from  ,6°F  to  6b  F  lor 

^°^'^'^*'-  ia77  model  year  tesur.g. 


Provisionj  are  beinjt  rlarifW  to  mort 
cioseiy  confonc  to  the  currrvnl  inl«r- 
I>retation  o/  the  eiisun?  ir^tuisuons; 
n-.ates  U>e  firovi5aoii5  dcsJiii^  with 
ti'St  vehicl*  description?  rorLsistont 
with  such  descnptions  specified  else- 
where m  Uie  repulalioiis 

Irlcr-.tica!  toachanpe  mad»>  Ju;y  Ift.  1978 

l»r7    model    ye«r    socti.i:.      J  Si^  077- 

24  r ' 

The  chancre  corrects  s  similar  rhan|P« 
made  Mar  ».  1977  i42  KH  163tf7,,  to 
n.ore  clearly  eipress  ;!ic  inter.t  of  the 
VI  ro  vision 

This  cliange  is  oomjiauble  with  a 
change  that  was  previouiiy  i>uMished 
re^ardinj  1977  model  year  lestinj 
(i2  FB  16397.  Mar.  28.  1977). 


40  CFR  Part  86  Is  amended  as  follows: 
1.  In     J  86.077-24(b)  d',     paragrai^s 

(11)    and    (Iv)    are   rev-lsed   to    read   as 

follows : 

§  86.077-24      Test  vehicles  and  enginea. 


(b)   •  •  • 

(!)••• 

(ii)  Vehicles  of  each  engine  family  will 
be  divided  Into  engine  displacement- 
exhaust  emission  control  system -evapo- 
rative emission  control  system  combina- 
tions as  applicable.  A  projected  sales 
volume  will  be  established  for  each  com- 
bination for  the  model  year  for  which 
certification  Is  sought.  One  vehicle  of 
each  combination  will  be  selected  in  or- 
der of  decreasing  projected  sales  volume 
until  70  percent  of  the  projected  sales  of 
a  manufacturer's  total  production  of  ve- 
hicles of  that  engine  family  is  repre- 
sented, or  until  a  maximum  of  four 
vehicles  is  selected.  If  any  single  combi- 
nation represents  over  70  percent,  then 
two  vehicles  of  that  combination  may  be 
selected.  The  vehicle  selected  for  each 
combination  will  be  specified  by  the  Ad- 
ministrator as  to  such  features  as  engine 
code,  transmission  type,  fuel  system,  and 
inertia  weight  class. 

.  •  •  •  • 

(iv)  If  the  vehicles  selected  in  accord- 
ance with  paragraphs  (bMl>  (11)  and 
(iii)  of  this  section  do  not  represent  each 
engine-system  combination,  then  one  ve- 
hicle of  each  engine-system  combination 
not  represented  wOl  be  selected  by  the 
Administrator.  The  vehicle  selected  shall 
be  of  the  engine  displacement  with  the 
largest  projected  sales  volume  of  vehicles 
with  the  control  system  combination  in 
the  engine  family  and  will  he  designated 
by  the  Administrator  a.^;  to  such  features 
as  engine  code,  transmission  type,  fuel 
system,  and  inertia  weight  class. 
.  •  •  •  • 

2.  Section  86.078-24  (b)  *  1)  (iv)  and  (f) 
are  revised  to  read  as  follows: 

§  86.078—21      Test  vehicles  and  i-n?ine«. 

•  *  •  •  • 

(b>    *   •   *  "* 

(1)    •   •   • 

(iv)  If  the  vehicles  selected  in  accord- 
ance with  paragraphs  (b)(l>  (il»  and 
(iii)  of  this  section  do  not  represent  each 
engine-system  combination,  then  one  ve- 
hicle of  each  engine-system  combination 


not  represented  will  be  selected  by  the 
Administrator.  The  vehicle  selected  shall 
be  of  the  engine  displacement  with  the 
largest  projected  sales  volume  of  vehicles 
with  the  control  system  combmaticm  in 
the  engine  family  and  will  be  designated 
by  tiie  Administrator  as  to  such  features 
as  engine  code,  transmission  type,  fuel 
system,  and  inertia  weight  class. 

•  •  »  •  • 

(f )  In  lieu  of  testing  an  emission-data 
or  durability-data  vehicle  lor  engine) 
selected  under  paragraph  (b'  or  ic)  of 
this  section,  and  submitting  data  there- 
fore, a  manufacturer  may,  with  the  prior 
written  appro\-al  of  the  Administrator, 
submit  exhaust  emission  data  and/or 
fuel  evaporative  emission  data,  as  ap- 
plicable, on  a  similar  vehicle  lor  engine) 
for  which  certification  has  previously 
been  obtained  or  for  which  all  applicable 
data  required  under  5  86.078-23  has  pre- 
viously been  submitted. 

«  •  •  •  • 

4.  Section  86.078-28*a)  (4Miv)  is  re- 
vised to  read  as  follows; 

§  86.078—28  Compliance  witli  emission 
standards. 

(a)    •   •   • 

(4)    •   •   • 

ilv)  Before  any  engine  family-evapo- 
rative emission  family  combination  may 
be  certified,  every  test  vehicle  selected 
under  §  86.078-24(b>  (  D  dl)  through 
ibui)  (v)  to  represent  that  engine  fam- 
ily must  comply  with  all  exhaust  emis- 
sion standards  for  which  it  was  tested 
I  as  determined  in  paragraph  <&'  •4)  ilii) 
of  this  section)  and  every  test  vehicle 
selected  under  5  86. 078-24(bi  '  1 1 'viii  to 
represent  that  evaporative  emission 
family  must  comply  with  all  exhaust  and 
evaporative  emi.ssion  standards  for  which 
it  was  tested  las  determined  in  para- 
graph 'a)i4''iii,i   of  this  section^ 

•  •  •  •  • 

5.  In  5  86.177-9,  paragraphs  (a><l), 
(a)  (4'> ,  (ci ,  (d)  (1) ,  and  id»  *4>  are  re- 
vised to  read  as  follows ; 

§86.177-0  Evaporative  emission  rollec- 
tion  prtM-edure  for  gasoline-fueled 
vehicles. 


til  The  test  vehicle  sh.ill  be  allowed 
to  soak  in  an  area  where  the  ambient 
temperature  is  maintained  between  60° 


F  and  86°  F.  for  a  period  of  not  less  than 
10  hours.  (The  vehicle  preparation  re- 
quirements of  {  86  177-7  may  be  per- 
formed during  this  period.  >  It  shall  then 
be  transferred  to  a  soak  area  where 
the  ambient  temperature  is  maintained 
between  68*  F  and  86°  P.  Upon  admit- 
tance to  the  68°  F-86°  F  soak  area,  the 
prescribed  fuel  tank  therm (xrouple  shall 
be  connected  to  uhe  recorder  and  the  fuel 
and  ambient  temperature  recorded  at 
a  chart  speed  of  approxmaately  12  inches 
per  hour  (or  equivalent  record). 
•  •  •  •  • 

(A)  Artificial  means  shall  be  employed 
to  heat  the  fuel  In  the  tank  to  84°  F:t2'  P. 
"nie  prescribed  temperature  of  the  fuel 
shall  be  achieved  over  a  period  of  60 
minutes  :l10  minutes  at  a  constant  rate 
of  cliange  of  temperature  with  respect 
to  time.  After  a  minimum  of  1  hour 
following  admittance  to  the  68°  F.-86'  P 
soak  area,  the  vehicle  .«;hall  be  moved 
onto  the  dynamometer  stand  for  the  sub- 
sequent part  of  the  test  The  fuel  tank 
thermocouple  may  be  temporarily  dis- 
connected to  permit  niovli;g  the  test  ve- 
hicle. Plugs  shaD  be  removed  from  the 
exhaust  pripe(s)  and  Inlet  pipe  to  the  air 
cleaner. 

•  »  •  •  • 

!c>  Hot  soak  test.  Upon  completion  of 
the  dynamometer  run,  the  test  vehicle 
shall  be  permitted  to  soak  uith  hocxl 
dovrn  for  a  perl(xl  of  one  hour  at  an 
ambient  temperature  between  68°  P'  and 
86*  F.  This  operation  completes  the  test. 
The  traps  are  disconnected  and  weighed 
according  to  S  86.177-17. 

id)  •  •  • 

( 1 )  The  test  vehicle  shall  be  allowed 
to  soak  in  an  area  where  the  ambient 
temperature  Is  maintained  between 
60 °F  and  86*F  for  a  period  of  not  le^ 
than  10  hours.  (The  vehicle  preparation 
requirements  of  }  86.177-7  may  be  per- 
formed during  this  pericxl.,'  It  shall  then 
be  transferred  to  a  soak  area  where  the 
ambient  temperature  Is  maintained  be- 
tween 68°Fand  86'F. 


(4)  Artificial  means  shall  be  employed 
to  heat  the  fuel  In  the  tank  to  84* F-:  2 'F. 
The  prescribed  temperature  of  the  fuel 
shall  be  achieved  over  a  period  of  60 
minutes  -  10  minutes  at  a  constant  rate 
of  change  of  temperature  with  respect 
to  time  After  a  minimum  of  one  hour 
following  admittance  to  the  68°F-«6°F 
soak  area,  the  vehicle  shall  be  moved 
onto  the  dynamometer  stand  for  the 
subsequent  part  of  the  test.  The  fuel 
tank  thermocouple  may  be  temporarily 
disconnected  to  permit  moving  the  test 
vehicle.  Plugs  shall  be  removed  from  the 
exhaust  pipe  is)  and  inlet  pipe  to  the  air 
cleaner. 

•  >  •  •  • 

(Sees.  202,  206,  208  and  301(a).  C^ean  Air 
Act.  as  amended  i42  U.S.C.  1857f-l.  lS57f-5. 
l857f-6  and  1857g(a)).) 
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Trtle  49 — Transportation 

CHAPTER  I — MATERIALS  TRANSPORTA- 
TION BUREAU,  DEPARTMENT  OF 
TRANSPORTATION 

HAZARDOUS  MATERIALS,  CARRIAGE,  AND 
SHIPPING   SPECTFICATIONS 

IDotket  No   HM-139:  Amdt,  Nos.  172-36,  173- 
105.    174-28,    178-41,    179-18] 

Conversion  of  Individual  Exemptions  to 
Regulations  of  General  Applicability 

AGENCY  Materials  Transportation 
Ba.-eau,  DOT. 

ACTION ;  Final  rule 

SUMMARY:  This  action  Is  being  taken 
to  Incorporate  Into  the  Department's 
Hazardous  MaterlaLs  Regxilatlons  a  num- 
ber of  changes  ba^sed  on  the  data  anaJysis 
.supplied  in  selected  exemption  applica- 
tions, or  from  exL^ting  special  permits 
and  exemptions.  The  need  for  this  action 
ha.s  been  created  by  the  public  demand 
to  make  available  new  packaging  and 
shipping  alternatives  that  have  proven 
themselves  safe  under  the  Department's 
special  permit  and  exemption  programs. 
The  intended  effect  of  these  amendments 
Is  to  provide  wide  access  to  the  benefits 
of  transportation  innovations  recognized 
and  -shown  to  be  effective  and  safe. 

En=TECTIVE  DATE:  June  2.  1977. 
FOR  FI-RTHER  INFORMATION  CON- 
TACT: 
Dr  C  H  Thompson,  Acting  Director, 
Office  of  Hazardous  MaterlaLs  Opera- 
tions. 2100  Second  Street,  SW..  'Wash- 
ington.  DC.   20590,   202-426-0656. 

SIPPLEMEN^'ARY  INFORMATION: 
On  January  31.  1977.  the  Materials 
Transportation  Bureau  (MTB"  pub- 
lished a  Notice  of  Proposed  Rulemaking, 
Docket  KM-139:  Notice  77-1  (42  FR 
5708  >  which  proposed  these  amendments. 
The  background  and  the  basis  for  In- 
corporating these  exemptions  Into  the 
regulations  were  discussed  In  that  notice. 
Interested  persons  were  Invited  to  give 
their  views  prior  to  the  closing  date  of 
February  23,  1977.  Primary  drafters  of 
this  document  are  Darrell  L.  Raines  and 
George  Tenley, 

The  majority  of  conunent^s  received 
were  in  favor  of  the  rule  changes  as  pro- 
posed There  were  several  requests  to 
modify  slightly  the  wording  of  certain 
propasaLs  One  commenter  suggested 
that  the  proposed  amendment  to  5  173- 
289<a»  '2i  be  modified  to  delete  the  re- 
quirement that  DOT  Specification  lllA 
60ALW  be  'equipped  with  safety  vents" 
for  carriage  of  formic  acid.  It  Is  argued 
the  valves  or  vents  are  permissible  on 
this  type  of  car  and  relief  valves  are  often 
used  for  formic  acid;  however,  there 
should  be  no  mandatory  requirements 
for  the  safety  vents.  Upon  further  review 


of  IX)T-E  5375,  tlie  exemption  which 
gave  rise  to  this  rule  change,  the  Bureau 
agrees  with  the  commenter  and  the 
words  "be  equipped  with  safety  vents"  is 
deleted  from  the  amendment  to  S  173.- 
289<a) <2) . 

The  Department  of  Defense  requested 
that  the  amendment  to  §  174.104tb)  (10) 
be  revised  to  delete  reference  to  "MIL 
'VANS"  when  high  phasphorus  cast  iron 
brakeshoes  are  allowed  on  metal  deck 
flat  cars  in  COFC  TOFC  service.  The 
Bureau  agrees  with  this  suggestion  since 
the  safety  analysis  submitted  by  DOD  In 
support  of  DOT-E  7419  did  not  limit 
such  shipments  to  MILVAN  containers 
only.  Reference  to  "MILVANS"  is  there- 
fore deleted  in  the  amendment  to  §  174.- 
104<bi  (lOK 

Several  comments  were  directed  to  the 
proposed  addition  of  5  178.20^7(b)  (4) 
to  authorize  pressure-sensitive  tape  as  a 
method  of  closure  of  the  DOT  Specifi- 
cation 12B  fiberboard  box.  A  manufac- 
turer of  such  tape  agrees  with  the  pro- 
posal but  recommends  that  the  location 
of  the  amendment  be  changed  to  §  178.- 
205-17' ai '5) .  The  Bureau  agrees  with 
this  opinion  since  5  178.205-17  covers 
method  of  closures  while  5  178.205-7  cov- 
ers only  reinforced  gummed  tape.  Ac- 
cordingly the  amendment  for  pressure- 
sensitive  tape  has  been  added  as  new 
paragraph  i5t   in  §  178. 205-17 (a). 

The  only  negative  comments  on  Notice 
77-1  concerned  the  proposed  amendment 
to  Retest  Table  I  in  5  173.31.  This  pro- 
posal was  based  on  DOT-E  7047  which 
allows  the  retestlng  of  DOT  Specification 
111A60W2  and  111A100W2  tank  cars  us- 
ing commodities  for  which  the  tanks 
are  approved  when  the  tanks  are  less 
than  ten  years  old.  Several  commenters, 
including  the  Manufacturing  Chemists 
A-ssociation,  argue  that  to  change  the 
footnote  "d"  as  proposed  for  the  DOT 
111A60W2  and  111A100W2  tank  cars 
would  actually  provide  additional  re- 
strictive measures  for  ret-esting  these 
tanks  when  they  are  over  ten  years  old. 
The  Bureau  does  not  agree  wTth  this  In- 
terpretation of  the  rule  change  Tlie  In- 
tention of  footnote  "d"  is  not  to  restrict 
commodity  testing  of  certain  cars  when 
they  are  over  ten  years  old.  but  Is  rather 
to  permit  additional  commodities  to  be 
used  In  retestlng  cars  when  they  are  not 
over  ten  years  of  age  In  other  words,  a 
retest  which  falls  in  any  year  can  be  per- 
formed with  a  commodity  tliat  has  the 
properties  Indicated  In  5  173.31(c)(2). 
i.e.,  a  liquid  of  similar  viscocity  as  water. 
However,  when  performing  a  retest  with- 
in the  first  ten  years,  the  hquid  used  for 
retestlng  need  not  have  the  same  vis- 
cosity as  water,  but  need  only  be  a  com- 
modity for  which  the  tank  Is  approved. 
Three  other  changes  were  mitlated  by 
the  Bureau.  The  amendment  of  S  173.- 
63ie>    I  DOT-E   7039'    allows  two  S-mU 


polyethylene  bags  I'one  within  the  other> 
to  be  used  In  lieu  of  the  required  double- 
lining  paper  Inside  a  DOT  12H  fiberboard 
box  for  straight  gelatin  dsmamites.  The 
location  of  this  amendment  has  been 
changed  from  the  Introductory  para- 
graph in  §  173.63 fe)  as  proposed  to 
§  173.63(e)  (2) .  This  relocation  eliminates 
possible  confusion  that  may  be  caused  by 
placing  the  amendment  In  the  introduc- 
tory portion  of  that  section. 

Paragraph  <c*  of  49  CFR  173,242  has 
been  revised  by  deleting  the  word  "dry  ", 
This  change  is  necessary  to  completely 
eliminate  the  need  for  DOT-E  7045  and 
because  the  majority  of  packages  being 
shipped  which  are  subject  to  this  para- 
graph contain  required  amounts  of 
packaged  liquid  chemicals  which  are 
non-hazardous. 

The  proposed  amendment  to  §  173  - 
264fa)(12)  to  authorize  DOT  Specifica- 
tion 111A100W2  mnlinedi  tank  cars  for 
the  shipment  of  hydrofluoric  acid  of  70 
percent  strength  has  been  withdrawn 
Presently  DOT-E  6636  authorizes  only 
the  DOT  Specification  111A100W4  (rub- 
ber-lined) tank  car.  This  tank  car  was 
recently  added  to  §  173.264rai  (ID  in 
Docket  HM-139,  Amendments  173-104, 
177-38. 

Analysis  of  these  amendments  and 
comments  thereon  Indicate  that  the 
costs  of  regulatory  enforcement  will  not 
be  significantly  affected,  nor  will  addi- 
tional costs  be  Imposed  on  the  private 
sector,  consumers,  or  Federal,  State,  or 
local  governments,  since  these  amend- 
ments wlU  authorize  the  general  use  of 
shipping  alternatives  previously  avail- 
able to  only  a  few  users  imder  exemp- 
tions. The  safety  record  or  analysis  of 
shipments  under  the  exemptions,  identi- 
fied In  Notice  77-1,  demonstrate  that 
significant  environmental  Impacts  will 
not  result  from  any  of  these  amend- 
ments. 

Since  these  amendments  are  relaxa- 
tions of  existing  rules,  and  place  no  ad- 
ditional burden  on  any  person,  they  are 
being  made  effective  in  less  than  30  days 
after  publication  in  the  Federal  Regis- 
ter. 

In  consideration  of  the  foregoing.  49 
CFR  Parts  172,  173.  174.  178.  and  179  are 
amended  as  follows : 

PART  172— HAZARDOUS  MATERIALS 
TABLE  AND  HAZARDOUS  MATERIALS 
COMMUNICATIONS  REGULATIONS 

§  172.101       [  Amended  i 

1,  In  §  172.101  the  Hazardous  Mate- 
rials Table  is  amended  by  revising  the 
entry  for  vinyl  methyl  ether.  Inhibited, 
and  by  adding,  in  alphabetical  sequence, 
hexafluoropropylene  oxide  to  read  as 
follows : 
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i  172.101  Ilazardout  MaieriaU  TabU. 


CI* 

(2) 

Ha7.ardoiis  matpriftls 

descriptions  and  proper 

shipping  names 

(3) 
Haiard  claw 

(♦) 

LabeUs)  reqtiirwl 
(.if  not  exceined) 

(5) 
Packaging 

(6) 

Maximum  net  quantity 
in  one  pacWage 

(7) 
Water  shipments 

•  w  .\ 

(a)                O'l 

Eiceplions  Specific  re- 
qiliremenls 

(a) 

Passenger 

carrying 

aircraft  or 

rail  car 

(b) 

Cargo  only 
aircraft 

la) 
Tarso 

VfS.-**') 

Pa.<..-Migir        oiher  re- 
V(ssi-1          (iinrcMU'uls 

• 

1 1  pxalluoropropylene  oxide  - 

• 

(Revise) 
Vinvl  methvl  ether   

.  Nonnaiumablegas-, 

• 

.  Flammable  gas 

« 

,  NonfUmmablogas. 
FUuiimkble  gaf 

173.306          173. 3W, 
173,  314 

• 

173.306          173.304, 
173.314 

• 

laO 

• 

Forbidden . 

• 

...  SCO 

...  20  pounds.. 

1 

1.2 

• 

1.'-* 

• 

1.2 

• 

1    Stow  away 
from  living 

quarters. 

• 

• 

• 

§  173.31 


PART  173— SHIPPERS-GENERAL  RE- 
QUIREMENTS FOR  SHIPMENTS  AND 
PACKAGINGS 

2.    In    §  173.31(c»    Retest   Table   I    is  • 

amended  by  revLsing  the  entry  for  DOT         (c)    • 

Retest  T.\bi.e  I 


Specification  111A60W2  and  111A100W2 
tank  cars  to  read  as  follows: 

(.♦iialifiralion.  mainleiiaiire, 

and    u>p    of    t.mk    <ar-. 


Retest  interval  years  '—Tank  and 
interior  heater  systems 


Retest  pres<iue — per  square  inch 


Specification 


Up  to  10 
yr 


Over  10 
to22yr 


Over  22 
yr 


(Revi.^e) 
DOT-lllA6(iW2«. 


<15 


(Revise) 
DOT-inA10(lW2'". 


Safety 
reUef 
valve 


Tank 


Safety  relief  val-e 


Start  to 
discharge 


Napor 
light 


60 


ino 


35 


28 


60 


mixed  with  the  packaged  chemicals. 
Marking  prescribed  In  Part  172  of  this 
subchapter  is  not  required, 

7.  In  §  173.245  paragraphs  (aMi8)  and 
(aM32»   are  revised  to  read  as  follows: 

§  173.243      Ojrrosixe   liquids   not   s^pecifi- 
call>  provided  for. 

(a>   •   •  * 

(18)    Specification    12A    (§178,210   of 

this  subchapter' .  Fiberboard  boxes  with 
inside  glas.s.  polyethylene,  or  other  non- 
fragile  plastic  bottles  not  over  5-quart 
capacity  each.  Not  more  than  4  inside 
glass  bottles  exceeding  5-pint  capacity 
each  shall  be  packed  in  the  outside  con- 
tainer. Shipper  must  have  established 
that  the  completed  package  meets  test 
requirements  prescribed  by  5  178.210-10 
of  this  subchapter. 


3.  In  §  173.63  paragraph  (e>  <2)  is  re- 
vised to  read  as  follows : 

§  173.63      Hish  e\plo>i\e  >«illi  liquid  ex- 
plosive iiisrcdieiit. 
»  .  •  »  • 

(e^    ♦   *  * 

(21  Specification  12H,  23F.  23G.  or  23H 
(§  178.209,  178,214.  178.218,  178.219  of 
this  subchapter'.  Fiberboard  boxes. 
Specificatiop  23G  must  be  packed  in  an 
outer  container  consisting  of  at  least  7- 
ply  heavy  kraft  paper  'see  ?  173.25  for 
additional  required  marking'.  Two  3- 
mil  polyethylene  bags  tone  wuhin  the 
other  '  may  be  used  in  place  of  the  double 
lining  paper  when  Specification  12H  is 
the  outside  container.  Not  more  than  one 
such  double  bag  may  be  packed  m  the 
S!>ecification  12H  fiberboard  box. 
,  .  •  *  • 

4  In  S  173.139  paragraph  la)  <i)  is  re- 
vised to  read  as  follows : 

^173.139       Ethylene      inline.       inhibited, 
anil    propylene   iniinr.    inhiliitcd. 

(a»    •    *    • 

(4t  Specification  104W.  105A100W. 
and  111A60W1  (§179.100.  179.101.  179- 
200,  179.201  of  this  subchapter'.  Tank 
car.s.  for  ethylene  imine,  inhibited  only. 
Specification  111A60W1  tank  cars  must 
be  insulated  in  accordance  with  ?  179- 
200-4  of  this  subchapter. 


5.  In  §  173.163  paragraph  (a)  (7)  is  re- 
vised to  read  as  follows : 

§  173.163       C:iiloraIe  of  «oda.   chlorate  of 
pola>h.  and  other  chloralt's. 

(a)   •   •  • 

(7>  Chlorate  of  soda.  dry.  is  authorized 
for  shipment  m  aluminum  or  steel  tank 
car  tantLs.  cargo  tank  vehicles,  tight 
sift-proof  covered  hopper  cars,  or  tight 
sift-proof  covered  hopper  type  motor  ve- 
hicles. Tank  car  tanks,  cargo  tank  vehi- 
cles, hopper  cars,  and  hopper  type  motor 
vehicles  must  be  thoroughly  cleaned  be- 
fore loading.  Tank  car  tanks  may  have 
their  internal  operating  valve  removed 
provided  the  bottom  outlet  is  .securely 
capped. 

<  •  *  •  • 

6.  In  §  173.242  paragraph  (c>  is  revised 
to  read  as  follows: 

§  173.212       Holtle^i    eonlaining    eorro»i>e 
liquid*. 
.  «  •  •  • 

fc)  Corrosive  liquid  solutions  m  se- 
curely closed  bottles,  m  quantities  nec- 
essary for  preparing  photographic  proc- 
essing mixtures  and  efficiently  cushioned, 
may  be  packed  in  the  same  out.side  ship- 
ping container  with  required  amounts  of 
packaged  chemicals  not  classed  as  haz- 
ardous materials  by  these  regulations, 
provided  no  dangerous  reaction  would 
occur  biiould  the  contents  of  bottles  be 


'32'  Specification  103AW.  103.^-ALW, 
103ANW.  103BVV.  103CW.  103EW. 
105A200.«lLW,  IIIAIOOF^.  111A60ALW2, 
111A60W2.  111A60W5  '§5  179.100,  179- 
101.  179.200.  179.201  of  this  subchapter). 
Tank  cars.  Specification  105A200ALW 
tank  cars  authorized  only  for  acetic 
anlivdride. 


8    In   §  173.245b  paragraph   (a)(8)    is 
revised  to  read  as  follows: 

§   I73.24.'>b      (!«>rr«)»ive  solid*   not   »poeifi- 
eall>   pro\i«led  for. 

(ai    •    •    • 

(81  Metal  portable  tank  or  closed  bin 
not  over  7.000  poimds  gross  weight. 
»  •  •  •  • 

9.    5  173.268   paragraph    fc)  (2)    is   re- 
vised to  read  as  follows: 

S   I73.2')K       \ilri.   aeid. 


(c)    •  •  • 

'2'  Specification  103A-ALW  or 
111A60.A.LW2  (?§  179.200,  179.201  of  this 
subchapter ' .  Tank  cars.  Specification 
lll.\60ALW2  tank  cars  have  a  safety 
relief  valve  start-to-discharge  pressure 
setting  of  45  pounds  per  sqixare  inch. 
.  •  •  •  • 

10.  In   5  173  272  paragraph   (ii'22>    Is 
revised  to  read  as  follows: 
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.22)  Specification  103A.'  103AW, 
103CW,  105A300W,  111A60W2, 

111A100W6.  or  111A100F2  i55  1T9.100. 
179.101.  179.200,  179.201  of  thi^  subchap- 
ter 1 .  TcLnk  caxs.  .Authorized  for  sulfuric 
acid  of  concentrations  65.25  percent  or 
greater  concentratiorLs.  provided  the  cor- 
rosive effect  in  steel  Ls  not  greater  than 
that  of  65.25  percent  sulfuric  acid,  meas- 
ured at  100  =  F.  Tank  cars  used  for  sul- 
furic acid,  mi.xed  acid  (nitric  and  sul- 
furic acids'  'nitratmg  acid),  and  other 
fuming  acids,  may  be  equipped  with 
safety  vent^  incorporating  frangible 
discs  having  a  ig-inch  breatlier  hole  in 
their  center.  The  'a -inch  breather  hole  is 
not  permitted  in  frangible  discs  of  safety 
vents  on  oleum  tank  caj-s.  Specification 
103C\V  and  111.A100W6  must  have  tanks 
constructed  of  type  304-L  stainless  steel. 
«  •  •  •  • 

11.  In  5  173.273  paragraph  (a)  c4)  and 
Ca)  i4>  ill  are  revised  to  read  as  follov^-s: 

§   173.273       Sulfur  trioviiir.  "labiliAfd. 

(a>    •   •   • 

(4)  Specification  103  A,'  103  AW, 
105A100W,  111A60W2,  or  111A100F2 
(55  179.100.  179.101,  179.200.  179.201  of 
this  subchapter! .  Tank  caxs.  Authorized 
only  for  stabilized  sulfiu-  trtoxide.  Tank 
cars  must  have  safety  valves  of  approved 
design  and  not  .subject  to  rapid  deteriora- 
tion by  the  lading.  Cars  equipped  with 
Interior  heater  coiLs  not  permitted.  Spec- 
ification 103  AW  tank  cars  may  be 
equipped  with  standpipe  electrical  heat- 
ers approved  by  the  AAR  Committee  on 

Tank  Cars. 

(1)  Each  tank  car  must  be  marked 
"Sulfur  Trtoxide"  In  accordarice  with  the 
requirements  of  5  172  330  of  this  sub- 
chapter 

•  «  •  •  * 

12.  In  5  173  288  paragraph  if '  is  added 
to  read  as  follows: 

§  173.288      Cliloroformalos. 

^f)  Specification  111A100W2. 

111A100W4,  112A200W,  or  112A400F 
(55  179,100,  179,101.  179.200,  179.201  of 
this  subchapter! .  Tank  caj^.  Authorized 
only  for  ethyl  chloroformate  and  methyl 
chloroformate. 

13.  In  5  173  289  paragraph  (a>  i2i  and 
(ai  (2^  ii'  are  revised  to  read  as  follows: 

§   173.28"*       Foniiir   aril)    ;m«l    formic   arid 
.•.ohition*. 
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of  Type  304L  or  316L  stainless  steel. 
Specification  103ALW  tanks  without 
bottom  outlets  and  SpecLfication 
111.A.60ALW  tanks  are  authorized  only 
for  concentrations  of  97  percent  or 
greater  and  must  be  equipped  with  top 
loading  and  unloading  devices.  Specifi- 
cation 111A100W6  tanks  are  authorized 
only  for  concentrations  of  80  percent  or 
greater,  must  have  bottom  outlets  effec- 
tively sealed,  and  must  be  equipped  with 
top  loading  and  unloading  devices. 
Specifications  103ALW  and  111A60ALW 
are  not  authorized  for  transportation  by 
water. 


'ai 


•    •    « 


(i;>  Each  tarik  car  must  be  marked 
"FcBTnlc  Acid"  In  accordance  with  re- 
quirements in  §  172.330  of  this  subchap- 
ter. 

«  •  •  •  • 

14.  In  §  173.304  the  Table  in  paragraph 
i.&)  (2)  is  amended  by  revising  the  entry 
for  vinyl  methyl  ether,  inhibited  to  read 
as  follows: 

§  173.304      OiareitiR    of    cjlinilcr-    vviih 
litfuefied  compressed  gas. 

(a)    •  •  • 
(2)    •   •   • 


Kind  of  gas 


Madmum  permitted  fin- 
ing density  (see  note  1) 


Containers  marked  as  shown  In  this  column  or  of  the 
samn  lyi)e  with  higher  serrice  pressiire  must  be 
naed  except  as  proylded  in  f  173.34  (a>,  (bi,  |  173.- 
301  (})  (see  notes  following  table). 


(Revisel 
Vinye  methyl  ether  (see  not*  .S)  — 


88  DOT-4BI50,  without  braie<l  seams;  DOT-tBA22.i 
without  braied  seams;  DOT-tBW225;  DOT-3A15(l, 
DOT-3AA150  DOT-3B150;  DOT-25,  DOT- 
3K1800L 


(2;  Specification  103ALW,  103CW, 
103EW,  111A60ALW,  or  111A100W6 
'55  179.200,  179.201  of  this  subchapter). 
Tank  cars.  Specification  103EW  tanks 
must  be  of  Type  316  stainless  steel. 
Sperificatlon  111A100W8  tanks  must  be 


15.  In  §  173.314  the  table  in  paragraph 
(c)  Is  amended  by  revising  the  entries 
for  difluoroethane :  dimethylamlne,  an- 
hydrous; monomethylamine,  anhydrous; 
monochlorodifluoromethane;  monochlo- 
rotetrafluoroethane;  trlmethylamlne, 
anhydrous;  and  vinyl  methyl  ether,  In- 
hibited; and  by  adding,  In  alphabetical 
sequence,  an  entry  for  hexafluoropropyl- 
ene  oxide  to  read  as  follows: 

§  173.314      Hcquir«'nu'nts  for  c-onipre«»ed 
pa.«r»  ill  lank  cans. 
*  •  •  •  • 

(c)   •  •  • 


Kind  of  ga» 

Maiimunn 
permitted 

fillinjr 

density. 

Dstel 

Required  tank  car, 
■ee  (173.31  (a) 

(2)  and  (3) 

•                   • 

• 

•                                     • 

(ReTise> 
Difluoroetlianp.  not*  13. 

79 
TV 

M 

DOT-112A400W. 
DOT-106A500X, 

110A5«>-W,  note  7. 
DOT-106A300-W. 

!  Revise) 
Pimethyhmiine.  anhy- 
drous. 

S9 
U 

61 

I>OT-106A.500X. 
DOT-105A300-W, 

note  4. 
DOT-112A840W, 

11».400W. 

«                   • 

• 

•                                           • 

(.\.l.i 
lUiailuoropropylene 

oiidt;. 

110 

DOT-nOASOOw, 
note  7. 

•                   • 

• 

•                   « 

(Reviw^ 
MonochlorcxJifluoro- 
liipihaiie.  ::'Jle  13. 

105 

110 
108 

DOT-10GA.=i00X, 

110A500W,note7. 
DOT-106A300W. 
DOT-112A400W. 

(RevUel 
UoDochknroletrafiuoro- 
ethane,  note  13. 

125 

lae 

DOT-106A5flOX, 

nOA500W,note7. 
DOT-U2A400W. 

(ReTtse) 
Monomethylaraice.  an- 
hvd'-nus. 

eo 

e 

DOT-106A500X. 
DOT-105A300W, 

noU      4. 
DOT-112A340W , 

U2A400W. 

Mailmum 

Rp<juired 

permltte<i 

tank  car. 

Kind  ot  gaa 

fllllnK 

ff  i  17:}.31(at 

density. 

(2>  and  (3) 

note  1 

•                   • 

• 

•                                     • 

(Revise) 

Trimethylamino,  an- 

57 

DOT-106AM10X. 

hydrous. 

W 

DOT-105A300W, 

note  4. 

58 

DOT-U2A34<!W, 

• 

112A400W. 

(Revifie) 

Vinyl  methyl  ether; 

68 

ICC-106A1001, 

note  9. 

105A100W,  nntf  4 

fi) 

DOT-I06A5WX 

note  7. 

■                   • 

• 

• 

16.  In  §173.336  paragraph  (a»i3'  Ls 
revised  to  read  as  follows : 

§  173.336  Nitroj»en  dioxide,  liquid:  iii- 
Iroppn  ptToxide.  liquid:  and  nilropieri 
telroxid<',  liquid. 

(a)    •  •  • 

(3)  Specification  106A500X  or  llOA- 
500W  (55  179.300.  179.301  of  this  sub- 
chapter! tanks.  Each  tank  must  be 
equipped  with  gas  tight  valve  protection 
caps  which  must  be  approved  by  the 
Bureau  of  Explosives.  Tanks  must  not 
be  equipped  with  safety  devices  of  any 
type.  Outage  must  be  sufficient  to  prevent 
tanks  from  becoming  liquid  full  at  ISOT 
(55°C, !.  (See  §§  174.600  and  177.834(m! 
of  this  subchapter  for  special  require- 
ments for  rail  and  highway  shipments  > 
Specification  110A500W  tanks  must  be 
stainless  steel. 

«  *  «  •  • 

17.  In  §173.346  paragraph  <a"10i  Ls 
revised  to  read  as  follows : 

§  173.346  Poison  B  iMjuid?  nol  "pfciTi- 
rally  provided  for. 

(a>   *  •  • 

<10)  Specification  103,'  103W,  103A.' 
103ALW,  103AW.  103BW.  104,'  104W. 
105A100,'  105A100W,  109A30OALW,  lllA- 
60ALW1,  111A60F1,  111A60W1,  HIA- 
60W2,  111A100P2,  111A100W4.  115A- 
60W6,       or       ARA-IV-A'        f§§179  100. 
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179-101,  179.200,  179.201,  179.220.  179.221 
Of  this  subchapter! .  Tank  cars.  Specifica- 
tion 103BW  tank  cars  must  be  rubber- 
lined  and  are  authorized  only  for  arsenic 
acid  as  prescribed  in  §  173  348  of  this  sub- 
chapter. 

•  «  •  •  • 

18.  In  §  173.353  paragraph  (a)  C2)  is 
revised  to  read  as  follows: 

§  173.333  Methvl  bromide  and  mcllivl 
broniidf  mixtures. 

(a)    •   *  * 

(2)  Specification  15A,  15B.  15C,  16A, 
19A,  or  12B  (§§  178.168,  178.169.  178.170, 
178.185.  178.190,  178.205  of  this  subchap- 
ter) .  Wooden,  wire-bound  wooden,  or 
fiberboard  boxes,  with  inside  metal  cans 
containing  not  over  1 -pound  each,  or 
Inside  metal  cans  with  a  minimum  wall 
thickness  of  0.007-inch  containing  not 
over  134-poimd  each  The  1-pound  can 
must  be  able  to  withstand  an  interior 
pressure  of  130  psig  without  leakage  or 
permanent  distortion  and  pressure  of 
contents  must  not  exceed  130  psig  at 
130°F.  (55'C.).  The  134-POund  can  must 
be  able  to  withstand  an  interior  pressure 
of  140  psig  without  leakage  or  permanent 
distortion  and  pressure  of  contents  must 
not  exceed  140  psig  at  130  F.  '550.'. 
Outage  shall  be  such  that  the  cans  will 
not  become  liquid  full  at  130=F.  Cans 
must  be  of  tinplate  or  lined  with  suitable 
material  and  must  have  concave  or  pres- 
sure ends. 

.  «  •  «  • 

19.  In  §  173.358  paragraph  laWll)  is 
revised  to  read  as  follows: 

§  173.358  Hexaelliyl  telraphospliale, 
metlivl  paralhion,  organic  phosphate 
compound.  organic  phosphorous 
compound.  paralhion.  tetraelhvl 
dithio  pymphosphate.  and  telraeth>l 
p>roplfosphate.  liquid. 

(ai    •  •  •  • 

(ID  Specification  105A200ALW  or 
1O5A300W  (§§179.100,  179.101  of  this 
subchapter) .  Tank  cars.  Authorized  for 
parathion.  methyl  parathion,  and  liquid 
organic  phosphate  compounds  only.  The 
nominal  water  capacity  of  a  tank  car 
must  not  exceed  12,000  gallons. 


20.  In  §  173.370  paragraph  (a)  (2i  is 
added  to  read  as  follows : 

§  173.370      Cyanides    and    cvanide    mix- 
tures, dry. 

(a)    *  •   • 

(2)  Specification  12B40  <5§  178.205  of 
this  subchapter).  Fiberboard  box  with 
Inside  polyethylene  bottles  having  a  min- 
imum thickness  of  0.030-inch  and  not 
over  5-pound  capacity  each.  Maximum 
net  weight  of  contents  must  not  exceed 
25  pounds  per  box. 


§  174.104      Class  \  explosive*;  car  selec- 
tion,    prfparalion,     inspection,     and 
eerlifuation. 
•  <  •  •  • 

(b>    •   •   • 

(10)  The  car  must  be  equipped  with 
high-friction  composition  brake  shoes 
(except  metal  deck  flat  cars  used  for 
COFC  TOFC  service  may  be  equipped 
with  high  phosphorus  cast  iron  brake- 
shoes)  and  brake  rigging  de5igned  for 
this  type  of  brake  shoe.  Each  brake  shoe 
on  the  car  must  be  at  least  three-eighths 
inch  thick,  and  in  safe  and  suitable  con- 
dition for  service. 


PART  178 — SHIPPING   CONTAINER 
SPECinCATIONS 

22.  In  §  178.205-17  paragraphs  (a)(4) 
and  (4)  (5)  are  added  to  read  as  follows: 
§  178.20.>-17      Closing  for  shipment. 

(a)    *    •    ' 

(4)  All  closing  flaps  may  be  firmly 
glued  with  a  hot-melt  adhesive  of  100 
percent  solid  content  of  thermoplastic 
material  which  will  maintain  bond  at 
temperature  ranging  from  20 'F.  below 
zero  to  165 "F.  above  zero.  Adhesive  must 
be  applied  in  not  less  than  eight  stripes 
(except  as  specified  below*  on  each  in- 
ner flap,  each  stripe  having  a  minimum 
width  of  ^1.,-inch  after  compression. 
Stripes  may  not  be  more  than  1  '2  inches 
apart  and  not  less  tlian  four  stripes  must 
be  applied  on  each  side  of  center  seam 
on  eacli  inner  flap  for  full  length  of  flap 
overlap  area  with  one  stripe  not  more 
than  '2 -inch  from  each  side  of  center 
seam.  If  less  than  eight  such  stripes  are 
applied  on  each  inner  flap,  adhesive  must 
cover  and  securely  bond  not  less  than  25 
percent  of  flap  contact  area  with  bonded 
areas  extending  t-o  within  'o-i^ich  or  less 
of  center  seam. 

(5>  For  regular  slotted  containers, 
pressure-sensitive  tape  is  authorized  for 
application  over  the  center  seams  only 
and  extending  not  less  than  two  inches 
over  the  ends  of  the  box.  Tape  must  be 
not  less  than  2  inches  wide  and  have  a 
plastic  film  backing  of  polyester,  poly- 
propylene, or  equivalent  material.  Tape 
must  have  a  minimum  tehsile  strength  of 
45  pounds  per  inch  of  width  in  the  ma- 
chine direction  and  not  less  than  55 
pounds  per  inch  of  width  in  the  cross  Di- 
rection and  may  not  be  affected  by  tem- 
perature extremes  normally  encountered 
during  transportation.  Boxes  clased  by 
means  of  this  pressure -sensitive  tape 
must  be  capable  of  passing  performance 
tests  prescribed  in  §  178.210-10 


PART  174 — CARRIAGE  BY  RAIL 

21.  In  §  174.104  paragraph  (b)(10)  Is 
revised  to  read  as  follows : 


PART  179-^PECIFICATIONS   FOR  TANK 
^         CARS 

23.  §  179  202-13  is  revised  to  read  as 
follows : 

§  179.202-13      .Sulfur  Irioxide.  stabilized. 

Tank  cars  used  to  transport  sulfur  trt- 
oxide, stsU>llized  must  be  equipped  with 
safety  relief  valves  of  s^jproved  design. 


Tanks  equipped  with  interior  heating 
coHs  are  not  permitted.  Specification 
103 AW  tank  cars  may  be  equipped  with 
standpii:*  electrical  heaters  approved  by 
tlie  AAR  Committee  on  Tank  Cars. 

Effective  date:  This  amendment  is  ef- 
fective June  2,  1977, 
(49  U.S,C.  1803,  1804,  1808;  49  CFR  l,53(e).) 

Note — The  Materials  Transportation  Bu- 
reau ha.s  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Imi>»ct  St»teinent 
under  Executive  Order  11821  and  OMB  Cir- 
cular A-107. 

Issued  in  Washington.  D.C.,  on  May  23, 
1977. 

James  T.  Curtis,  Jr  , 
Director.  Materials 
Transportation  Bureau. 

[FR  DOC.T7-15653  Piled  6-1-77:8:45  am] 


CHAPTER  V — NATIONAL  HIGHWAY  TRAF- 
FIC SAFETY  ADMINISTTRATION,  DE- 
PARTMENT OF  TRANSPORTATION 


[Docket  N. 


;4    N. 


PART  571— FEDERAL  MOTOR  VEHICLE 
SAFETY   STANDARDS 

Occupant  Crash  Protection — 
Nonpassenger  Vehicles 

.AGENCY:  National  Highway  Traffic 
Safety  Administration.  DOT. 

A(?TION:   Final  rule. 

SUMMARY;  This  notice  amends  Stand- 
ard No  208.  Occunant  Crash  Protection, 
to  extend  indeflnitely  the  current  occu- 
pant crash  protection  requirements  for 
light  trucks  and  multipurpose  passen- 
ger vehicles  The  que.'^tion  of  future  re- 
quirements for  occupant  crash  protec- 
tion is  presently  being  considered  by  the 
Secretary  of  Transportation,  and  thus 
the  current  requirements  for  light  trucks 
and  multipurpose  pas.senger  vehicles 
should  be  continue  for  the  indefinite 
future. 
DATES:   Effective  Sate  June  2,  1977. 

ADDRESSES;  Requests  for  reconsidera- 
tion should  refer  to  the  docket  number 
and  be  submitted  to:  Docket  Section, 
Room.  5108,  National  Highway  Traffic 
Safety  Administration,  400  Seventh 
Street  SW..  Washington,  D.C.  20590. 

FOR  FURTHER  INTXDRMATION  CON- 
TACT; 

Guy  Hunter.  Motor  Vehicle  Programs, 
National  Highway  Traffic  Safety  Ad- 
ministration, Washington.  DC.  20590 
1202-426-2265). 

SUPPLEMENTARY  INFORMATION; 
The  requirements  of  Standard  No  208 
(49  CFR  571.208'  have  been  imple- 
mented in  three  stages  The  current 
stage  for  trucks  and  multipuri>ose  pas- 
senger vehicles  iMPV'sf  with  a  grass  ve- 
hicle weight  rating  'GVWRi  of  10,000 
pounds  or  less  specifies  a  choice  of  three 
means  to  provide  occupant  protection 
(S4.2.2I  and  is  scheduled  to  end  Augiist 
14,  1977.  After  that  date  many  of  these 
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vehicles  would  be  required  by  S4.2.3  of 
Standard  No.  208  to  provide  occupant 
crash  protection  by  means  that  require 
no  acUon  by  vehicle  occupants  tcom- 
monlv  know-n  as  passive  protection).  In 
the  original  promulgation  of  Standard 
No  208  In  [is  present  form  <36  FR  4600; 
March  10,  1971'  It  was  established  that 
this  modification  of  occupant  protection 
should  follow  a  simUar  modification  of 
prot«cUon  in  passenger  cars  by  two  years, 
to  provide  manufacturers  with  time  to 
assimllau?  and  benefit  from  passenger 
car  experience. 

The  Lv'iue  of  future  occutmnt  protec- 
Uon  in  passenger  cars  Is  being  decided 
at  this  time,  in  a  notice  of  proposed 
rulemaking  Issued  by  the  Secretary  of 
Transportation  (42  FR  15935;  March  24, 
1977) .  "nius,  Ught  truck  and  MPV  man- 
ufacturers have  not  had  the  benefit  of 
experience  with  new  systems  In  passen- 
ger cars  as  originally  anUclpated.  In  view 
of  this  fact  and  the  fact  that  they  are 
not  prepared  to  meet  requirements  other 
than  the  existing  performance  options 
after  Augxist  14.  1977.  the  agency  has  de- 
cided to  continue  the  existing  require- 
ments indefinitely. 

ThLs  acUon  does  not  preclude  future 
rulemaking  to  modify  occupant  crash 
protection  for  the  affected  vehicles,  but 
notice  and  opportunity  for  comment 
will  be  provided  prior  to  further  action. 
Because  this  action  represents  a  con- 
tinuation of  existing  manufacturing 
pracUces,  it  la  the  agency's  finding  th»t 
no  new  significant  economic  or  environ- 
mental impacts  result  from  this  amend- 
ment ,,  ,    , 

The  lawyer  principally  responsible  for 
the  preparation  of  this  document  Is  Tad 
Herllhy  of  the  NHTSA  Office  of  Chief 
Counsel. 

The  economic  and  Inflationary  im- 
pacts of  thla  rule  making  have  been 
carefully  evaluated  in  accordance  with 
OMB  Circular  A- 107,  and  an  Inflation 
Impact  Statement  is  not  required. 

In  view  of  the  fact  that  future  occu- 
pant protection  requirements  are  not 
established  and  manufacturers  are  pre- 
pared only  to  meet  existing  occupant 
protection  requirements  after  August 
1977.  the  agency  finds  that  notice  and 
public  procedure  on  this  amendment  to 
continue  exLstlng  requirements  Is  un- 
necessary and  contrar,'  to  the  public  in- 
terest in  knowing  next  model  year's  re- 
quirements as  soon  as  possible.  The 
agency  also  finds  that  this  amendment 
may  become  effective  immediately,  be- 
cause the  amendment  reliev'es  a  restric- 
tion. 

In  consideration  of  the  foregomg, 
Stfindard  No.  208  '49  CFR  571.208'  Is 
amendfKl  as  follows 

§  .">7  1.208       [  \ni«-nde«n 

1.  The  heading  and  text  of  S4.2.2  Is 
amended  in  part  to  read ; 

S4  2  2  Trucks  and  multipurpose  pas- 
senger vehicles,  with  GVWR  of  10.000 
pounoj  or  less,  manufactured  on  or  after 
^nuary  1.  1976.  Each  truck  and  multl- 
piirpose  passenger  vehicle,  with  a  gross 
vehicle  weight  rating  of  10.000  pounds 


or  less,  manufactured  on  or  after  Jan- 
uarv    1.    1976,   shall  meet   the  require- 
ments of  S4.1.2   (as  specified  for  pas- 
senger cars  •   •   •. 
2.  S4.2.3  is  revoked  and  reserved. 

(Sees.  103.  118.  Pub.  U  8»-663.  80  Stat.  TIB 

(15  U.S.C.  1392,  1407);  delegation  of  author- 
ity at  49  CFR  1  50.) 

Issued  on  May  27.  1977. 

Joan  Claybrook, 
Administrator. 

[FR  Doc  77   15640  Filed  5-27-77; 3: 59  pm) 

Title  50 — Wildlife  and   Fisheries 

CHAPTER  I — UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE,  DEPARTMENT  OF 
THE  INTERIOR 

SUBCHAPTER  B — TAKING,  POSSESSION,  TRANS- 
PORTATION. SALE.  PURCHASE,  EXPORTATION 
AND    IMPORTATION    OF   WILOUFE 

PART  17— ENDANGERED  AND 
THREATENED  WILDLIFE  AND  PLANTS 

Determination  that  the  Marianas  Mallard  is 
an  Endangered  Species 

AGENCY:  U.S.  Fish  and  WUdlife  Serv- 
ice, Interior. 


ACTION:  Final  rulemaking, 

SUMMARY:  The  Director.  UJ5.  Fish 
and  WUdlife  Service  (hereinafter,  the 
Director  and  the  Service,  respectively) , 
hereby  Issues  a  final  rulemakJng  pur- 
suant to  the  Endangered  Species  Act  of 
1973  (16  U.S.C.  1531-1543.  87  Stat.  884; 
hereinafter  the  Act) ,  which  would  deter- 
mine the  Marianas  mallard  (Anas 
oustaleti)  to  be  an  Endangered  species. 
This  species  occurs  in  the  island  of 
Guam  and  the  Msiriana  Lslands  of  Rota. 
Saipan,  and  Ttnian. 

DATE;  This  rulemaking  will  become 
effective  on  July  5,  1977. 

ADDRESS:  Materials  pertinent  to  this 
final  rulemaking  are  available  for  public 
inspection  during  normal  business  hours 
at  the  Service's  Office  of  Endangered 
Species,  Suite  1100,  1612  K  Street  NW., 
Washington.  D.C.  20240. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Keith  M.  Schreiner,  Associate  Di- 
rector, Federal  Assistance.  Pish  and 
WUdlife  Service.  U.S.  Departmert  erf 
the  Interior,  Washington.  DC.  20240. 

SUPPLEMENTARY  INFORMATION: 

Backcrocnd 

On  May  22.  1975.  the  Fund  for  Ani- 
mals, Inc..  requested  Uie  U.S.  Fish  and 
WUdlife  Service  to  list  216  taxa  of  plants 
and  animals  as  Endangered  species  pur- 
suant to  the  Act.  These  species  appear 
on  Appendix  I  of  the  Convention  on  m- 
temational  Trade  in  Endangered 
Species  of  WUd  Fauna  and  Flora,  but  do 
not  appear  on  the  U.S.  List  of  Endan- 
gered WildUfe.  Acting  on  this  request, 
the  Rsh  and  WUdltfe  Service  published 
in  the  P«DTHAL  Rbgisteh  (40  PR  44329' 
an.  September  26.  1975,  a  prc^xjsed  rule- 
miaklng  that  would  determine  these  216 
species  to  be  Endangered  species.  The 
Marianas  maUard  (Anas  oustaleti)  was 


included  in  this  proposed  rulemaking,  A 
final  rulemaking  that  determined  159  of 
the  216  taxa  to  be  Endangered  species 
was  published  la  the  Fedejul  Register 
(41  PR  24062)  on  June  14.  1976.  The 
Marianas  mallard  was  not  included  tn 
ihe  final  rulemaking  because  the  Gov- 
ernors of  the  "States"  in  which  this 
species  is  resident  were  inadvertently 
not  notified  of  our  proposal  as  required 
by  the  Act.  These  Governors  have  now 
been  notified  and  aUowed  the  required 
90  days  for  comment.  The  procedural  re- 
quirements of  the  Act.  having  thus  been 
fulfilled,  the  Fish  and  WUdlife  Service 
hereby  Issues  a  final  nU«naking  that 
determines  the  Marianas  mallard  to  be 
an  Endangered  species. 

Stjmmary  or  Comments 

Only  one  letter  of  ccxiunent  pertaiiung 
to  the  listing  of  the  Marianas  mallard 
was  received.  This  letter  was  in  support 
of  the  proposed  listing. 

Stjmmary  of  Factors  .Effecting  the 
Species 

Section  4(a)  of  the  Act  states  that  the 
Secretary  may  determine  a  species  to  be 
an  Endangered  or  a  Threatened  species 
because  of  any  of  the  f oUowing  reasons : 

( 1 )  The  present  ot  threatened  destruc- 
tion, modification,  or  curtaUment  of  its 
habitat  or  range; 

(J)  Ovemtlllzatlon  for  commercial, 
sporting,  scientific  or  educational  pur- 
poses; 

(3)  Disease  or  predation; 

<4)  The  inadequacy  of  existing  regu- 
latory mechanisms;  or 

(5i  Other  natural  or  manmade  fac- 
tors affecting  its  continued  existence. 

The  Marianas  mallard  Is  now  very 
rare  and  its  population  is  decreasing; 
popiUation  estimates  range  from  two  to 
twenty-five  birds  being  alive  today.  Wet- 
lands, particularly  freshwater  lakes  with 
reedbeds.  as  well  as  lagoons,  stream  beds. 
and  flooded  fields,  are  essential  habitat 
for  this  species.  These  wetlands  have 
been  and  are  continuing  to  be  exten- 
sively drained.  Hunting  of  ducks.  Includ- 
ing the  Marianas  maUard,  continues  in 
the  Marianas. 

Effect  of  the  Rulemaking 

The  effects  of  this  determination  and 
nUemaking  include,  but  are  not  neces- 
sarily limited  to.  those  discussed  below. 

Endangered  Species  regulations  al- 
ready published  in  Title  50  of  the  Code 
of  Federal  Regulations  set  forth  a  series 
of  general  prohibitions  and  exceptions 
which  apply  to  aU  Endangered  species. 
The  prohibitions  referred  to  above,  are 
found  at  §  17  21  of  Title  50  and.  for  con- 
venience, are  reprinted  below: 
{  17.21     Prohibitions. 

(a)  Except  a.s  provided  in  Subpart  A  of  this 
part,  or  under  permits  Issued  pursuant  to 
{  17.22  or  {  17.23,  tt  Is  tmlawful  for  any  per- 
son subject  to  tbe  JurlndlcUoo  of  tbe  United 
States  to  commit,  to  attempt  to  commit,  to 
aollelt  another  to  eommit  «  to  csum  to  be 
committed,  any  «rf  tl»«  acts  dewrlbed  to 
paragraphs  (b)  through  (fi  of  this  section 
in  regard  to  any  endangered  wildlife 
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(bi  Import  or  export  It  Is  unlawfvU  to  Im- 
port or  to  export  any  endangered  wildlife. 
Any  shipment  In  transit  through  the  United 
Btates  is  an  Importation  and  an  exportation, 
whether  or  not  it  has  entered  the  country  for 
customs  purposes 

(C)  Take.  (1)  It  is  unlawful  to  take  en- 
dangered wildlife  within  the  United  States, 
within  the  territorial  sea  of  the  United 
States,  or  upon  the  high  seas.  The  high  seas 
BhaU  be  all  waters  seaward  of  the  territorial 
sea  of  the  United  SUtes.  e.xcept  waters  offi- 
cially recognized  by  the  United  States  as  the 
territorial  sea  of  another  country,  under  in- 
ternational law. 

(2)  Notwithstanding  paragraph  <c)(ll  of 
this  section,  any  person  may  take  endangered 
wildlife  in  defense  of  his  own  life  or  the 
lives  of  others. 

(3)  Notwithstanding  paragraph  (Od)  of 
this  section,  any  employee  or  agent  of  the 
Service,  any  other  Federal  land  management 
agency,  the  National  Marine  Fisheries  Serv- 
ice, or  a  State  conservation  agency,  who  is 
designated  by  his  agency  for  such  purposes, 
may.  when  actmg  in  the  course  of  his  offi- 
cial duties,  take  endangered  wUdlife  without 
a  permit  If  such  action  is  necessary  to: 

(1)  Aid  a  sick.  Injured  or  orphaned  speci- 
men: or 

(11)  Dlspo.se  of  a  dead  specimen:  or 

fill)  Salvage  a  dead  specimen  which  may 
be  useful  for  scientific  study:  or 

(Iv)  Remove  specimens  which  constitute 
a  demonstrable  but  nonimmedlate  threat  to 
human  safety,  provided  that  the  taking  Is 
done  In  a  humane  manner:  the  taking  may 
Involve  kllllne  or  injuring  only  If  It  has  not 
been  reasonably  pos.slble  to  eliminate  such 
threat  by  Uve-capturlng  and  releasing  the 
specimen  unharmed.  In  a  remote  area. 

1 4)  Any  taking  pursuant  to  paragraphs 
(ci  (2)  and  (3 1  of  this  section  mu.st  be  re- 
ported in  writing:  to  the  United  States  Fish 
and  Wildlife  Service.  Division  of  Law  En- 
forcement. PO.  Box  19183.  Washington.  D.C. 
20036.  within  5  days.  The  specimen  may  only 
be  retained,  disposed  of.  or  salvaged  in  ac- 
cordance with  directions  from  the  Service. 

"(5)  Notwithstanding  paragraph  (c)(1)  of 
this  section,  any  qualified  employee  or  agent 
of  a  State  Conservation  Aeency  which  Ls  a 
party  to  a  Cooperative  A^eement  with  the 
Service  In  accordance  with  section  6(c)  of 
the  Act.  who  is  designated  by  his  ag-ency  for 
such  purposes,  may.  when  acting  In  the 
course  of  his  official  duties  take  Endangered 
Species,  for  conservation  programs  In  accord- 
ance with  the  Cooperative  Agreement,  pro- 
vided that  such  taking  Is  not  reasonably  an- 
ticipate to  result  In:  (li  the  death  or  per- 
manent disabling  of  the  specimen:  ili)  the 
removal  of  the  specimen  from  the  State 
where  the  taking  occurred:  (ill)  the  Intro- 
duction of  the  specimen  so  taken,  or  of  any 
progeny  derived  from  such  a  specimen.  Into 
an  area  beyond  the  historical  range  of  the 
species:  or  dvi  the  holding  of  the  specimen 
In  captlvitv  for  a  period  of  more  than  45  con- 
secutive davs." 

(d^  Possession  and  other  acta  irith  vntau- 
fully  taken  wildlife.  (1)  It  Is  unlawful  to 
possess,  sell,  deliver,  carry,  transport,  or  ship, 
bv  any  means  whatsoever,  any  endangered 
wildlife  whlchw  as  taken  In  violation  of  par- 
agraph (c)  of  this  section. 

Example.  A  person  captures  a  whooplne 
crane  In  Texas  and  gives  It  to  a  second  per- 
son, who  nuts  it  in  a  closed  van  and  drives 
th-rty  miles,  to  another  location  In  Texas 
The  second  per'^on  then  gives  the  whooping 
c^ne  to  a  third  person,  who  is  apprehended 
■  w'th  the  bird  in  his  possession.  All  three 
hT-e  violated  the  law — the  first  by  lllegallv 
t-> •-<»!!;  the  whooping  crane:  the  second  by 
•■-^"^tjortlng  an  lllegallv  taken  whooping 
c-iri°:  and  the  third  by  possessing  an  llle- 
-■"-  taken  whooping  crane. 

(2)  Notwithstanding  paragraph  (d)(1)  of 
th)-  section    Federal  and  State  law  enforce- 


ment officers  may  possess,  deliver,  carry, 
transport  or  ship  any  endangered  wildlife 
t&ken  In  violation  of  the  Act  as  necessary  In 
performing  their  official  duties. 

(e)  Interstate  or  foreign  comrrierce.  It  Is 
unlawful  to  deliver,  receive,  carry,  transport, 
or  ship  In  Interstate  or  foreign  commerce,  by 
any  means  whatsoever,  and  In  the  cotirse  of 
a  commercial  activity,  any  endangered 
wildlife. 

(f)  Sale  or  offer  for  sale.  (1)  It  Is  unlawful 
to  sell  or  to  offer  for  sale  In  interstate  or 
foreign   commerce   any   endangered   wildlife 

(2»  An  advertisement  for  the  sale  of  en- 
dangered wildlife  which  carries  a  warning 
to  the  effect  that  no  sale  may  be  consum- 
mated until  a  permit  has  been  obtained  from 
the  U.S.  Pish  and  WUdlife  Service  shall  not 
be  considered  an  offer  for  sale  within  the 
meaning  of  this  subsectioii. 

The  exceptions  to  these  prohibitions 
are  found  at  55  17.22  and  17.23  of  Title 
50  and  provide  for  the  issuance  of  per- 
mits authorizing  otherwise  prohibited 
activities  with  Endangered  species.  Such 
permits  involving  Endangered  species 
are  available  for  scientific  purposes  or  to 
enhance  the  propagation  or  sunival  of 
the  species.  In  some  instances,  permits 
may  be  issued  during  a  specified  period 
of  time  to  relieve  undue  economic  hard- 
ship which  would  be  suffered  if  such 
relief  were  not  available. 

Interagency  CoorERAiioN 

The  determination  that  the  Marianas 
mallard  is  an  Endangered  species  wlU 
make  the  species  eligible  for  the  protec- 
tion provided  by  Section  7  of  the  Act 
which  reads  as  f  oUows : 

The  Secretary  shall  review  other  programs 
administered  by  him  and  utilize  such  pro- 
grams m  furtherance  of  the  purposes  of  this 
Act  All  other  Federal  departments  and  agen- 
cies shall,  in  consultation  with  and  with  the 
assistance  of  the  Secretary,  utilize  their  au- 
thorities in  furtherance  of  the  purposes  of 
this  Act  by  carrying  out  program--  for  the 
conservation  of  endangered  and  threatened 
species  listed  pursuant  to  section  4  of  this 
Act  and  by  taking  such  action  necessary  to 
Insure  that  actions  authorized,  funded,  or 
carried  out  by  them  do  not  Jeopardize  the 
continued  existence  of  such  endangered  spe- 
cies and  threatened  species  or  result  lu  the 


destruction    or    modlhcstlon    of    habitat   of 

such  species  which  Is  determined  by  the  Sec- 
retary, after  consultation  as  appropriate 
with  the  affected  States,  to  be  critical. 

No  Critical  Habitat  is  being  deter- 
mined for  the  Marianas  maUard  at  this 
time  but  such  action  wiU  be  considered 
when  adequate  data  to  support  such  a 
determination  are  avaUable. 

National  Environmental  Policy   Act 

An  environmental  assessment  has  been 
prepared  in  conjunction  with  this  pro- 
pasal  It  is  on  file  in  the  Sen-ice's  Office  of 
Endangered  Species.  1612  K  Street.  NW., 
Washington.  D.C.  20240,  and  may  be  ex- 
amined during  regular  business  hours 
The  action  taken  in  determming  the 
Marianas  maUard  to  be  an  Endangered 
species  is  not  a  major  Federal  action 
which  would  significantly  affect  the 
quality  of  the  human  environment  with- 
in the  meaning  of  Section  102'2i  (C  of 
the  National  Environmental  Policy  Act 
of  1969,  thus  it  does  not  require  an  En- 
vironmental Impact  Statement. 

Tliis  final  rulemaking  is  issued  under 
the  authority  contained  in  the  Endan- 
gered Species  Act  of  1973  ^  16  U.S.C.  1531- 
1543;  87  Stat.  884  > .  The  amendment  wiU 
become  effective  on  July  5.  1977. 

This  final  rulemaking  was  prepared 
by  Mrs.  Lorraine  K.  WiUlams,  OfHce  of 
Endsmgered  Species. 

NiiTB — The  Department  trf  the  Interior  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Ek:onomic  Impact  Statement  under 
Executive  (Drder  11949  and  OMB  Circular 
A-107. 

Dated    Mav  26.  1977. 

George  W,  Mill-vs. 
Acting  Direct cr  Fish  and 
Wildlife  Service. 

Accordingly.  Part  17,  Subpart  B. 
§  17  11,  Title  50  of  the  Code  ol  Federal 
Regulations,  is  amended  as  set  fortli 
below: 

1.  By  adding  tlie  Marianas  maUard  to 
the  list  under  "Birds'  as  indicated  below: 


SpeciM 

Rane« 

Common  name 

Fopula- 
Bekmtific  name         tion 

Known  dis- 
tribution 

Portion  of  rangf 
where  threatened  Status 
•rendaBgered 

When      Bpecial 
listed      mlei 

Msllartl.  Mariana*. 

A  not  otitlaltti ...  N  A 

Island  of  Cioam. 
.Mariana  I.sland* 
(RoU.  Saipan, 
Tin]  an  1. 

Entire.                  K 

N'A 

(PR  Doc.77- 

15596  Filed  6   1-7' 

1.8:45  am) 

CHAPTER  il — NATIONAL  MARINE  RSH- 
ERIES  SERVICE,  NATIONAL  OCEANIC 
AND  ATMOSPHERIC  ADMINISTRATION, 
DEPARTMENT  OF   COMMERCE 

PART  217 — GENERAL   PROVISIONS 

PART  222— ENDANGERED   nSH   OR 
WILDLIFE 

Certificates  of  Exemption  for  Pre-Act  En- 
dangered Species  Parts  and  Products 
Held  in  United  States  on  December  28, 
1973,  in  Course  of  Commercial  Activity 

AGENCY:     National    Marine    Fisheries 

Service,  Commerce. 


ACTION:  Pinal  rule. 

SUMMARY:  This  rule  finalizes  interim 
regulations  aUowing  holders  of  sperm 
whale  oil  and  scrimshaw  legally  obtained 
before  the  Endangered  Species  Act  of 
1973  to  apply  to  the  Director.  NMFS,  for 
a  certificate  of  exemption  that  wUl  allow 
them  to  dispone  of  the  pre-Act  endan- 
gered species  parts  commercially  for  a 
limited  period  of  tune  Thi.s  regulation 
WiU  alleviate  some  of  the  economic  hard- 
ship caused  to  these  holders  by  discrep- 
ancies between  the  Endangered  Species 
Act  of  1975  and  its  1969  predecessor. 
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EFFECTIVE  DATE:  June  1.  1977. 
FOR  FLTITHER  INFORMATION  CON- 
TACT 
Eugene  A.  Bennett.  Special  Agent  in 
Charge  Enforcement  E>ivision,  Na- 
tional Marine  Fisheries  Service,  Wash- 
ington. D.C.  20235.  202-634-7265. 
SUPPLEMENTARY  INFOR^L^TION;  In 
1973  Congress  passed  the  Endangered 
Species  Act  of  1973  which  strengthened 
Its  1969  predecessor  by  prohibiting  not 
only  the  innx>rtatlon  but  also  tlie  sale  of 
endangered  species  and  their  parts  and 
products  in  interstate  and  foreign  com- 
merce. The  Endangered  Species  Act. 
however,  contained  no  exemptions  for 
the  interstate  sale  of  parts  of  endangered 
marine  mammaLs  which  were  held  for 
commercial  purposes  Under  the  Marine 
Mammal  Protection  Act  of  1972.  a  lim- 
ired  exemption  was  provided  for  parts 
and  products  held  for  commercial  pur- 
ix>ses.  As  a  result  of  this  inconsistency 
between  the  two  laws,  an  economic  hard- 
ship was  inflicted  upon  those  individuals 
who  were  engaged  in  commercial  activ- 
ities and  who  were  holding  inventories 
of  '^perm  whale  oU  and  scrimshaw  prior 
to  the  pa.ssage  of  the  Endangered  Species 
Act  In  order  to  alleviate  some  of  the 
e-;onornic  hardship  caused  by  the  Incon- 
sistency, the  amendments  allowed  hold- 
ers of  pre-Act.  legally-obtained  sperm 
whale  oil  and  scrimshaw  to  apply  to  the 
Director,  NMFS,  for  a  certificate  of  ex- 
emption that  will  allow  them  to  dispose 
of  these  pre-Act  endangered  species 
parts  commercially  for  a  limited  period 
of  time. 

On  August  18.  1976  the  NMFS  pub- 
lished, in  the  Federal  Register  at  41  FR 
34970.  interim  regulations  implementing 
tiie  Endangered  Species  Act  Amend- 
ments of  1976,  Although  the  interim  reg- 
ulations became  effective  upon  publica- 
tion, comments  from  interested  persons 
were  invited  through  September  20,  1976. 
Other  than  industr>-  people  directly  af- 
fected by  tlie  law  and  regulations,  no 
other  persons  or  groups  offered  any  com- 
ments on  the  interim  regulations.  Most 
of  the  romment^s  raise  questions  con- 
cerning the  practicability  of  the  proce- 
dures established  under  the  '•subsequent 
purcha.<er  "  provisions.  Additionally,  the 
comments  reveal  di.ssatisfaction  with  the 
three  year  limitation  placed  upon  Certif- 
icates of  Exemption  as  applied  to  Gen- 
eral Services  Admmistration  'G.S.A.) 
contracts  having  a  six  year  delivery 
schedule. 

While  amending  the  interim  regula- 
tions to  extend  the  duration  of  the  GSA. 
Certificate  of  Exemption  can  not  be 
accommodated,  we  beUeve  that  modifi- 
cation should  be  made  to  alleviate  the 
administrative  burden  arising  out  of  the 
subsequent  purchaser  provisions. 

Because  regulations  contradicting  or 
exceeding  the  scope  of  the  statute  under 
which  they  are  promulgated  do  not  have 
the  full  force  and  effect  of  law.  com- 
ments requesting  that  the  regulations  be 
amended  to  extend  the  time  limitation 
cannot  be  accommodated.  The  E?n- 
dangered  Species  Act  of  1973  clearly  pro- 
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vides  that  Certificates  of  ExempUon 
shall  have  a  three  year  duration  period. 
The  interim  regulations  repeat  this 
limitation  (50  CFR  222.11-9).  Neverthe- 
less, it  is  asserted  in  some  of  the  com- 
ments that  Congress  could  not  have  in- 
tended that  the  three  year  limitation  be 
applied  to  those  parties  which  had 
entered  into  contracts  with  G.S,A.  which 
stipulate  a  six  year  period  of  delivery. 
This  argument  depends  heavily  upon  the 
recent  amendments'  stated  goal  to 
validate  such  G,S,A.  contracts.  By  so 
expressly  providing  a  three  year  limita- 
tion. Congress  left  little  doubt  as  to  the 
extent  of  validation  of  G.S.A.  contracts. 
Furthermore,  legislative  intent  can 
hardly  be  invoked  to  allow  promulga- 
tion of  regulations  in  direct  derogation 
of  expressed  statutory  language.  Courts 
have  uniformly  dechned  to  accept  the 
legal  effectiveness  of  regulations  pro- 
mulgated outside  their  statutory  author- 
ity I  either  by  virtue  of  being  contradic- 
tory to  such  provisions  or  by  going  be- 
yond their  authorized  scope  > ,  Thus,  even 
if  regulations  were  promulgated  allowing 
a  variance  from  the  statutory  limitations 
in  tlie  special  case  of  G.S.A,  contracting 
parties,  it  is  highly  dubious  that  such 
regulations  would  carry  any  legal 
efficacy. 

The    "subsequent    purchaser"    provi- 
sions of  the  regulations  (50  CFR  222.11- 
8 1  have  created  considerably  more  trou- 
ble than  the  three  years  limitation  has. 
By  describing  the  magnitude  of  paper- 
w^ork,  the  number  of  transactions  cov- 
ered  by  such   regvdations.   public  com- 
ments have  eloquently  urged  for  a  more 
practical  method  of  controlling  distribu- 
tion of  exempted  products.  The  case  of 
sperm  whale  oil  distribution  is  striking. 
Many  products  made  from  sperm  whale 
oil    are   sold    in   small   portions.   These 
products  go  through  stages  of  distribu- 
tion and  stages  of  production  in  which 
they  are  transformed  from  oil  to  prod- 
ucts in  which  spenn  whale  oil  is  virtually 
beyond  recognition.  The  interim  regula- 
tions require  that  each   transaction  be 
accompanied  by  the  transfer  of  a  copy  of 
the  Certificate  of  Exemption  as  well  as  a 
signed  certification  to  each  purchaser  of 
such  part  that  the  part  may  be  lawfully 
sold.  This  means  that  every  purchaser 
of  a  jar  of  hand  cream  in  drug  stores  all 
across  this  country  must  receive  a  copy 
of  the  Certificate  of  Exemption  and  ac- 
companying certification.  In  addition  to 
the  above  discussed  transfer  docimients, 
these  regulations  require  extensive  rec- 
ordkeeping and  reporting  on  the  part  of 
all   certificate   holders   as   weU   as  each 
subsequent    purchaser    of    pre-Act    en- 
dangered tpecies  parts  for  the  purpose 
of  sale,  distribution  or  industrial  use  (50 
CFR  222.12-81.  These  provisions  result 
in   an  almost  overwhelming  amount  of 
paperwork.    One   commenter   estimated 
that  the  NMFS  could  expect  to  annually 
receive  in  excess  of  500.000  reports,  under 
§  222  11-8  of  the  interim  regulations,  as 
well  as  500,000  copies  of  the  Certificate 
of   Exemption    'i.e.    1    million   pieces   of 
paper  >  as  a  result  of  the  estimated  mere 
86,000  annual  sales  transactions  for  their 
product  alone. 


A  method  of  solving  this  problem  has 
been  incorporated  Into  these  final  regu- 
lations. Record-keeping  and  other  doc- 
umentation requirements  will  be  appli- 
cable only  when  the  endangered  species 
part  covered  by  a  certificate  of  exemp- 
tion (principally  sperm  whale  oU  and 
spermaceti)  retains  its  original  identity. 
This  would  obviate  the  need  to  report 
and  docimient  transactions  occurring 
after  it  had  been  converted  Into  a  new, 
commercially  salable  and  identifiable 
product  where  the  sperm  whale  oil  or 
spermaceti  camiot  be  readily  recaptured 
and  marketed  as  sperm  oil  or  spermaceti. 
This  will  greatly  simplify  and  ease  the 
huge  aiiminLstrative  burden  arising 
out  of  the  reporting  requirements  of 
J  222.11-8. 

Sections  222,13  and  222.13-1,  dealing 
with  exportations  from  the  United  States 
of  pre-Act  endangered  species  parts  and 
products,  have  been  revised  to  require 
that  such  exportations  be  accomplished 
only  at  designated  ports  specified  in  50 
CFR  Part  14.  Section  222.13-2.  previously 
reserved  for  future  use,  has  now  been 
finalized,  and  concerns  action  by  customs 
officials  in  dealing  with  such  exporta- 
tions. This  addition,  as  well  as  the  re- 
vision to  §§222.13  and  222.13-1,  have 
been  made  as  a  result  of  consultation  be- 
tween the  NMFS  and  the  U.S.  Customs 
Service. 

Although  the  changes  are  not  exten- 
sive, it  is  deemed  advisable  to  publish 
these  regulations  in  their  entirety  so  as 
to  have  the  complete  regulations  in  a 
single  document. 

Issued  at  Washington.  DC,  and  dated 
May  26,  1977. 

J,'VCK  Gehringer. 
Deputy  Director. 

50  CFR  Parts  217  and  222  are  hereby 
amended  as  follows : 

Amend  50  CFR  Part  217.  Subpart  B— 
Definitions,  §217.12  as  follows: 

§217.12       rAniended] 

1.  Insert  the  following  definition  before 
the  definition  of  "commercial  activity": 

"Act"  means  the  Endangered  Species 
Act  of  1973,  as  amended  (Pub.  L.  93- 
205). 

2.  Insert  the  following  definition  before 
the  definition  of  "country  of  exporta- 
tion" : 

"Commercial  Activity"  means  all  ac- 
tivities of  industry  and  trade,  including, 
but  not  limited  to,  the  buj'ing  or  selling 
of  commodities  and  activities  conducted 
for  the  purpose  of  faciUtating  such  buy- 
ing and  selling:  Provided,  however.  That 
it  does  not  include  the  exhibition  of  com- 
modities by  museums  or  similar  cultural 
or  historical  organizations. 

3.  Delete  the  definition  of  "permit"  and 
substitute  in  lieu  thereof  the  following 
definition : 

"Permit"  or  "Certificate  of  Exemp- 
tion" means  any  document  so  designated 
by  the  National  Marine  Fisheries  Service 
and  signed  by  an  authorized  ofBcial  of 
the  National  Marine  Fisheries  Service.  _ 

4.  Insert  the  following  definition  after 
the  definition  of  "possession": 

"Pre-Act  Endangered  Species  Part  ' 
means  any  sperm   whale  oil.   including 
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derivatives  and  products  thereof,  which 
was  lawfully  held  within  the  United 
States  on  December  28,  1973,  in  the 
course  of  a  commercial  activity;  or  any 
finished  scrimshaw  product,  if  such 
product  or  the  raw  material  for  such 
product  was  law^fully  held  within  the 
United  States  on  December  28.  1973,  in 
the  course  of  a  commercial  activity. 

5.  Insert  the  following  definition  after 
the  definition  of  Pre-Act  Endangered 
Species  Part: 

"Scrimshaw  Product,  means  any  art 
form  which  involves  the  etching  or  en- 
graving of  designs  upon,  or  the  carv'ing 
of  figures,  patterns,  or  designs  from  any 
bone  or  tooth  of  any  marine  mammal  of 
the  order  Cetacea." 

Amend  50  CFR  Part  222.  Subpart  C. 
§  222.24  by  adding  a  new  §  222.24(e),  to 
read  as  follows : 

§  222.24      Procedure*     for     i««iianre     of 
permils. 

*  •  >  •  • 

(e)  The  Director  may  waive  the  thirty- 
day  period  in  an  emergency  situation 
where  the  health  or  life  of  an  endangered 
animal  is  threatened  and  no  reasonable 
alternative  is  available  to  the  applicant, 
but  notice  of  any  such  waiver  shaU  be 
published  by  the  Director  in  the  Federal 
Register  within  ten  days  following  the 
Issuance  of  the  certificate  of  exemption 
or  permit.  The  requirements  of  this  sec- 
tion pertain  solely  to  the  permits  Issued 
pursuant  to  §  222.23, 

Amend  50  CFR  Part  222  by  incorporat- 
ing a  new  Subpart  B  as  follows : 

Subpart  B — Certificates  of  Exemption  tor  Pre-Act 
Endangered  Species  Parts 

Sec, 

222,11-1  General  certificate  of  exemption 
requirements, 

222.11-2     Application  procedure. 

222.11-3     Application  requirements. 

222  11-4  Procedures  for  Issuance  of  certifi- 
cates of  exemption. 

222.11-5  Application  for  modification  of  cer- 
tificate of  exemption  by  holder. 

222,11-6  Amendment  of  certificates  of  ex- 
emption. 

222.11-7  Procedures  for  suspension  or  revo- 
cation of  certificates  of  exemp- 
tion. 

222  11-8     Subsequent  purchaser  provisions. 

222  11-9  Duration  of  certificate  of  exemp- 
tion. 

222.12  Locations  covered  by  certificates  of 

exemption. 

222.12-1  Certificate  of  exemption  not  trans- 
ferable; exception. 

222.12-2  Change  of  address. 

222.12-3  Certain  continuances  of  business. 

222.12-4  Change  in  trade  name. 

222.12-5  State  or  other  law. 

222.12-6  Right  of  entry  and  examination. 

222.12-7  Records. 

222.12-8  Record  of  receipt  and  disposition. 

222.12-9  Importation. 

222.13  Exportation. 
222.13-1  P>rocedure  by  exporter. 
222.13-2  Action  by  Customs. 

222.13-3  Transportation  to  effect  exporta- 
tion. 

222.13-4  Contracts  with  the  General  Serv- 
ices Administrator. 

222.13-6  Documentation  reqiUrements.  for 
applicants  for  certificates  of  ex- 
emption. 

222.13-6     Burden  of  proof;  presumption. 


Subpart  B — Certificates  of  Exemption  for 
Pre-Act  Endangered  Sf>ecies  Parts 

§222.11-1      General     certificate     of     ex- 
emption require' men  I.*.. 

(a>  The  Director,  pursuant  to  the  pro- 
visions of  the  Endangered  Species  Act, 
and  pursuant  to  the  pro\islons  of  this 
subsection,  except  for  importation,  may 
exempt  any  pre-.\ct  eiadangered  species 
part  from  one  or  more  of  the  following: 

» 1 1  The  prohibition,  as  set  forth  in 
section  9(a.<  (1)  (A)  of  the  Act,  to  export 
any  such  species  part  from  the  United 
States: 

*2)  The  prohibitions,  as  set  forth  in 
section  9(a)  ( 1*  (Ei  of  tlie  Act,  to  deliver, 
receive,  carr>-,  transport,  or  ship  to  inter- 
state or  foreign  commerce,  by  any  means 
whatsoever  and  in  the  course  of  a  com- 
mercial activity  arxy  such  species  part; 

(3)  The  prohibitions,  as  set  forth  m 
section  9(ai  (l)  (F;  of  the  Act.  to  sell  or 
offer  for  sale  in  intei-state  or  foreign 
commerce  any  such  species  part. 

(b»  No  person  sliaU  engage  in  any  of 
the  above  activities  involving  any  pre- 
Act  endangered  species  part  without  a 
vaJid  certificate  of  exemption,  or  evi- 
dence of  a  right  thereunder,  issued  pur- 
suant to  this  Subpart  B. 

§  222.11-2      .Application  procedure. 

<  a)  Any  r>erson  desiring  to  obtain  such 
a  certificate  of  exemption  may  make  ap- 
plication therefor  to  the  Director,  The 
sufficiency  of  the  apphcation  shall  be  de- 
termined by  the  Director  in  accordance 
with  the  requiremeiits  of  this  part,  and, 
m  that  connection,  he  may  waive  any 
requirement  for  information,  or  require 
any  elaboration  for  further  information 
deemed  necessarj-. 

(bi  An  original  and  one  copy  of  the 
completed  application  shall  be  submitted 
to  the  Director,  National  Marine  Fisiier- 
ics  Service.  National  Oceanic  and  Atmos- 
pheric Administration  (NO.^A* .  U.S.  De- 
partment of  Commerce,  Washington, 
D,C.  20235. 

(c)  The  outside  of  the  envelope  sliould 
be  marked  "Certificate  of  Exemption 
Request."  Assistance  may  be  obtained  by 
writing  the  Director,  or  calling  the  Law 
Enforcement  Division,  NMFS,  in  Wash- 
ington, D,C.  (AC202  634-75211.  At  least 
45  days  should  be  allowed  for  processing. 
An  application  for  a  certificate  of 
exemption  shall  provide  the  information 
contained  in  §222.11-3  (when  the  in- 
formation requested  is  not  applicable, 
put  "N.A.'  I  and  such  other  information 
that  the  Director  may  require, 

(d)  All  applications  for  certificates  of 
exemption  must  be  received  by  the  Di- 
rector before  August  18,  1977. 

§  222.11—3      .Application  rjequirenicnis. 

(at  The  following  information  will  be 
used  as  the  basis  for  determining 
whether  an  application  for  a  certificate 
of  exemption  is  complete: 

(li  Title:  Application  for  Certificate 
of  Exemption  Under  Pub.  L.  94-359 

1 2)  The  date  of  application. 

(3)  The  identity  of  the  applicant  in- 
cluding complete  name,  address,  and 
telephone  number.   If   the  applicant  is 


a  corporation,  partnership,   or  associa- 
tion set  forth  the  details. 

1 4  <  The  period  of  time  for  which  a 
certificate  of  exemption  is  requested: 
however,  no  certificate  of  exemption,  or 
right  claimed  thereunder,  shall  be  effec- 
tive after  the  close  of  the  three-year 
period  beginning  on  the  date  of  the 
ortgiiial  issuance  of  the  certificate  of 
exemption. 

(5i  The  prohibitions  in  section  9* a" 
of  the  Act  for  which  an  exemption  Is 
requested. 

'  6i  A  complete  and  detailed  inventorj' 
of  all  pre-Act  endangered  species  parts 
for  which  the  applicant  seeks  exemption 

<7>  Documentation  to  prove  that  any 
endangered  species  part  claimed  by  the 
applicant  to  be  a  pre-Act  endangered 
species  part  is  in  fact  such  a  part.  The 
documentation  requirements  are  set 
forth  in  §  222.13.5. 

8'  A  certification  in  the  following 
language : 

I  here*>y  certify  that  the  foregoing  informa- 
tion is  complete,  true,  and  correct  to  the 
best  of  my  knowledge  and  belief.  I  under- 
stand that  this  information  is  submitted  for 
the  purpose  of  obtaining  a  certificate  of 
exemption  under  the  Endangered  Species 
.^ct  of  1973  Amendments  (Pub.  L  94-359  90 
Stat.  911)  and  regulations  Issued  thereunder, 
ajid  that  any  false  statement  may  stibject 
nie  to  the  criminal  penalties  of  18  tlB.C 
1001,  or  to  the  penalties  under  the  Endan- 
gered Species  Act  of  1973. 

'9>  Signature  of  the  applicant. 

lb)  Upon  receipt  of  an  incomplete  or 
improperly  executed  apphcation,  the  ap- 
phcant  shall  be  notified  by  Certified 
Mail  of  tlie  deficiency  in  the  apphca- 
tion. If  the  application  is  not  corrected 
and  received  by  the  Director  within  30 
days  following  the  date  of  receipt  of 
notification,  the  application  shall  be 
considered  as  havmg  been  abandoned. 

§222.11 — 1      Procedure-    for    Li^uanee   of 
lertilicale*  of  c\enipti«>n. 

la)  Whenever  application  for  a  cer- 
tificate of  exemption  is  received  by  tl'ie 
Director  which  the  Director  deems  suffi- 
cient, he  shaJl.  as  soon  as  practicable, 
publisli  a  notice  thereof  in  the  Federal 
Register.  All  information  received  by 
the  Director  as  a  part  of  the  apphcation 
shall  be  available  to  the  public  as  a 
matter  of  public  record  at  every  stage  of 
the  proceedmg.  An  interested  party  may 
withm  30  days  after  tlie  date  of  publica- 
tion of  sucii  notice,  submit  to  tlie  Direc- 
tor his  written  data,  views,  or  arguments 
with  respect  to  the  action  proposed  in 
the  application. 

<bi  As  soon  as  practicable  after  the 
end  of  the  30  days  succeeding  publica- 
tion of  the  notice  referred  to  m  para- 
graph (at  of  this  section,  the' Director 
shall  issue  or  deny  issuance  of  the  cer- 
tificate of  exemption.  Notice  of  tlie  deci- 
sion of  the  Director  shall  be  published 
in  the  Federal  Register  within  10  days 
after  the  date  of  the  L«suance  or  denial 
and  indicate  where  copies  of  the  certif- 
icate of  exemption.  If  Issued,  may  be 
examined. 
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§  2J2.I  !-.■>  \ppIii-ation  for  inodifiration 
of  ccTlilirate  of  j-vrniption  by  holder. 

Where  circumstances  have  changed  so 
that  an  applicant  or  certificate  of  exemp- 
tion holder  desires  to  have  any  material 
term  or  condition  of  his  application  or 
certificate  modified,  he  must  submit  in 
writing  full  justification  and  supporting 
information  in  conformance  with  the 
provisions  of  this  part.  Such  applications 
for  modification  are  subject  to  the  same 
issuance  criteria  as  are  original  applica- 
tions, as  provided  in  §  222.11-3. 

§222.11-6  Anundnicnl  of  ccrtifK-ales 
of  exemption. 

All  certificates  are  issued  subject  to  the 
condition  that  the  Director  reserves  the 
right  to  amend  the  provisions  of  a  cer- 
tificate of  exemption  for  just  cause  at 
any  time.  Such  amendments  take  effect 
on  the  date  of  notification,  unless  other- 
wise specified. 

§222.11-7  I'nuediir.-.  for  siispoiision 
(»r  rt-xtM-ulion  of  i-ertiliealo^i  of  ex- 
emption. 

I  a)  Any  violation  of  the  applicable 
provisions  of  Parts  217-222  of  tins  chap- 
ter, or  the  Act,  or  of  a  condition  of  the 
certificate  of  exemption  may  subject  the 
certificate  holder  to  the  following 
penalties: 

( 1 »  The  [penalties  provided  in  the  Act: 
and 

(2>  Temporary  suspension  of  the  cer- 
tificate of  exemption  for  a  specified 
period;  and  or 

(3i  Revocation  of  the  certificate  of 
exemption  When  revoked,  the  certifi- 
cate must  be  surrendered  to  the  Director 
on  demand. 

(b>  Except  in  ca.ses  of  willfulness  or 
those  in  which  the  public  health,  safety, 
or  interest  requires,  prior  to  any  sus- 
pension or  revocation  of  a  certification  of 
exemption,  the  certificate  of  exemption 
holder  .shall  be  given: 

( 1 1  Notice  by  the  National  Marine 
Fisheries  Service  in  writing  of  the  facts 
or  conduct  which  may  warrant  the  sus- 
pension or  revocation:  and 

12'  Opportunity  to  demonstrate  oi 
achieve  compliance  with  all  certificate  of 
exemption   requirements. 

§  222. 1  1-8      Sub«equent  purchaser  provi- 

*«ioti*. 

(a'  Any  person  granted  an  exemption 
pursuant  to  this  subpart,  upon  an  inter- 
state sale  of  any  exempted  pre-Act  en- 
dangered species  part,  shall  supply  a 
copy  of  the  certificate  of  exemption  as 
well  as  a  signed  written  certification  to 
each  purchaser  that  such  part  may  law- 
fully be  sold,  transported,  or  exported 
pursuant  to  the  tei-ms  of  an  exemption 
granted  under  the  Act  and  the  regula- 
tions promulgated  thereunder. 

(b>  Any  subsequent  purchaser,  unless 
an  ultimate  user,  shall  upon  an  interstate 
sale  supply  a  copy  of  the  certificate  of 
exemption  as  well  as  a  signed  written 
certification  to  each  purchaser  of  such 
part  that  such  part  may  lawfully  be  sold, 
transported,  or  exported  pursuant  to  the 
terms  of  a  certificate  of  exemption 
granted  under  the  Act  and  the  regula- 

\ 


tions  promulgated  thereunder.  An  ulti- 
mate user,  for  the  purposes  of  this 
paragraph,  shall  mean  any  person  who 
has  acquired  such  endangered  species 
part  for  his  own  consumption,  or  per- 
sonal use.  An  endangered  species  part 
shall  be  considered  to  be  consumed  when 
a  new,  commercially  salable  and  identi- 
fiable product  has  been  made,  fabricated 
or  processed  using  or  containing  sperm 
whale  oil.  including  spermaceti,  in  a 
condition  where  it  cannot  be  readily  re- 
captured and  marketed  as  sperm  oil  or 
spermaceti.  Provided,  however,  That  the 
processing  of  sperm  oil  to  merely  change 
its  precise  chemical  properties,  or  to 
convert  it  from  a  liquid  to  a  solid  or  vice 
versa,  shall  not  be  considered  a  new, 
commercially  salable  and  identifiable 
product  which  has  been  consumed. 

f  c  I  Any  interstate  purchaser  of  a  pre- 
Act  endangered  species  parts  shall,  un- 
less an  ultimate  user,  within  90  days 
after  the  receipt  of  such  parts,  submit  to 
the  Director  a  report  specifying  the 
quantity  of  such  parts  or  products  re- 
ceived, the  name  and  address  of  the 
seller,  a  copy  of  the  certification  supplied 
pursuant  to  paragraph  (a)  of  this  sec- 
tion, the  date  on  which  such  parts  were 
received,  and  the  Intended  use  of  such 
parts  by  the  purchaser. 

§222.11-9      Duration     of    eerlificale    of 
<"X»'niptioii. 

A  certificate  of  exemption  shall  not  be 
issued  for  a  period  exceeding  three  years 
from  the  date  of  issuance.  The  certificate 
of  exemption  shall  entitle  any  person 
having  a  right  thereunder  to  engage  In 
the  business  or  activity  specified  In  the 
certificate  of  exemption,  within  the 
limitations  of  the  Act  and  the  regulations 
contained  in  this  subpart,  for  ttie  period 
stated  in  the  certificate  of  exemption, 
unless  sooner  terminated. 

§222.12      Locations    covered    by    certifi- 
cate of  exemption. 

The  certificate  of  exemption  covers  the 
business  or  activity  specified  in  the  cer- 
tificate of  exemption  at  the  address 
de.scribed  therein.  Accordingly,  any 
change  in  business  address  must  be  re- 
ported to  the  Director.  Upon  such 
notification,  the  Director  will  record  the 
change  of  address  on  the  certificate  of 
exemption.  No  certificate  of  exemption  is 
required  to  cover  a  separate  warehouse 
or  similar  facility  used  by  the  certificate 
of  exemption  holder  solely  for  storage  of 
pre-.^ct  endangered  species  parts.  If  the 
records  required  by  this  subpart  are 
maintained  at  the  address  specified  in 
the  certificate  of  exemption  and  which 
is  served  by  such  warehouse  or  storage 
facility. 

§  222.12—1       (.erlificate  of  exemption  not 
Iran-ferable :  exception. 

Certificates  of  exemption  issued  under 
thLs  subpart  are  not  transferable;  Pro- 
vided, That  in  the  event  of  the  lease,  sale 
or  other  transfer  of  the  operations  or 
activity  authorized  by  the  certificate  of 
exemption  the  successor  is  not  required 
by  this  subpart  to  obtain  a  new  certificate 
of  exemption  prior  to  commencing  such 


operations  or  activity.  In  such  case,  the 
successor  will  be  treated  as  a  subsequent 
purchaser  and  must  comply  with  the 
record  and  reporting  requirements  set 
forth  in  §222.11-8. 

§  222.12-2      CJianise  of  address. 

A  certificate  of  exemption  holder  may 
during  the  term  of  the  certificate  of  ex- 
emption move  his  business  or  activity  to 
a  new  location  at  which  he  intends  regu- 
larly to  carry  on  such  business  or  activ- 
ity, without  obtaining  a  new  certificate 
of  exemption.  However,  in  every  case, 
notification  of  the  new  location  of  the 
business  or  activity  must  be  given  not 
less  than  10  days  prior  to  such  move  to 
the  Director.  In  each  instance,  the  cer- 
tificate of  exemption  must  be  submitted 
for  endorsement  to  the  Director.  After 
endorsement  of  the  certificate  of  exemp- 
tion the  Director  will  return  same  to  the 
person  to  whom  issued. 


222.12-3      Certain 
business. 


continuances 


of 


A  certificate  of  exemption  holder  who 
furnishes  his  certificate  of  exemption  to 
the  Director  for  corrections  or  endorse- 
ment in  compliance  with  the  provisions 
contained  in  this  subpart,  may  continue 
his  operations  while  awaiting  its  return. 

§  222.12—4      Chanse  in  irade  name. 

A  certificate  holder  continuing  to  con- 
duct business  at  the  location  shown  on 
his  certificate  of  exemption  is  not  re- 
quired to  obtain  a  new  certificate  of  ex- 
emption by  reason  of  a  change  in  trade 
name  under  which  he  conducts  his  busi- 
ness: Provided,  That  such  certificate  of 
exemption  holder  furnishes  his  certifi- 
cate of  exemption  for  endorsement  of 
such  change  of  name  to  the  Director 
within  30  days  from  the  date  the  cer- 
tificate of  exemption  holder  begins  his 
business  under  the  new  name. 

§  222.12-5      State  or  other  law. 

A  certificate  of  e.xemption  issued  under 
this  subpart  confers  no  right  or  privilege 
to  conduct  a  business  or  an  activity  con- 
trary to  State  or  other  law.  Similarly, 
compliance  with  the  provisions  of  any 
State  or  other  law  affords  no  immunity 
under  any  Federal  laws  or  regulations  of 
any  other  Federal  Agency. 

§  222.12—6      Right  of  entry  and  examina- 
tion. 

Any  person  authorized  to  enforce  tlie 
Act  may  enter  during  business  hours  the 
premises,  including  places  of  storage,  of 
any  holder  of  a  certificate  of  exemption 
or  of  any  subsequent  purchaser  for  the 
purpose  of  inspecting  or  examining  any 
records  or  documents  '■equired  to  t>e  kept 
by  such  certificate  of  exemption  holder 
or  successor  under  this  subpart,  and  any 
endangered  species  parts  at  such  prem- 
ises or  location. 

§  222.12-7      Records. 

The  records  pertaining  to  pre-Act  en- 
dangered species  parts  prescribed  by  this 
subpart  shall  be  in  permanent  form,  and 
shall  be  retained  at  the  address  shown 
on  the  certificate  of  exemption,  or  at  the 
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principal  address  of  a  subsequent  pur- 
chaser in  the  manner  prescribed  by  this 
subpart. 

§  222.12-8      R«M-ord   of   receipt    and    dis- 
poi>ition. 

(a)  Each  holder  of  a  certificate  of  ex- 
emption shall  maintain  records  of  all 
pre-Act  endangered  species  parts  he  re- 
ceives, sells,  transfers,  distributes  or  dis- 
poses of  otherwise.  Each  subsequent  pur- 
chaser of  the  pre-Act  endangered  spe- 
cies parts  shall  similarly  maintain  rec- 
ords of  all  such  parts  or  products  he  re- 
ceives or  distributes  for  the  purpose  of 
sale,  distribution  or  Industrial  use. 

(b)  Such  records  as  referred  to  in 
paragraph  (a)  of  this  section  may  con- 
sist of  invoices  or  other  commercial  rec- 
ords which  shall  be  filed  in  an  orderly 
manner  separate  from  other  commer- 
cial records  maintained,  and  be  readily 
available  for  inspection.  Such  records 
shall  (1)  show  the  name  of  the  seller  or 
other  transferor.  (2i  show  the  type, 
quantity,  and  identity  of  the  parts  or 
product,  (3)  show  the  date  of  such  acqui- 
sition, and  (4)  be  retained,  in  accordance 
with  the  requirements  of  this  subpart, 
for  a  period  of  not  less  than  three  years 
following  the  date  of  the  acquisition,  or 
transfer. 

(ci  Each  certificate  of  exemption 
holder  and  each  subsequent  purchaser 
shall,  when  required  by  letter  issued  by 
the  Director,  submit  for  the  periods  and 
times  specified  In  the  letter,  all  record 
information  required  by  this  subpart,  or 
such  other  record  information  as  the 
Director  may  specify  in  his  letter, 

(d)  The  Director  may  authorize  the 
record  information  to  be  submitted  in 
a  manner  other  than  that  prescribed  in 
paragraph  «b)  of  this  section  when  it 
is  shown  by  the  record  holder  that  an 
alternate  method  of  reporting  is  reason- 
ably necessary  and  will  not  hinder  the 
effective  administration  or  enforcement 
of  this  subpart. 
§  222.12-9      Importation. 

No  pre-Act  endangered  species  part 
shall  be  imported  into  the  United  States, 
and  a  certificate  of  exemption  issued  in 
accordance  with  the  provisiCHis  of  this 
subpart  confers  no  right  or  privilege  to 
import  into  the  United  States  any  such 
part. 
§  222.13      Exportation. 

(a»  Any  person  desirmg  to  export 
rom  the  United  States  any  pre-Act  en- 
dangered species  part  or  scrimshaw  prod- 
uct, must  file  with  the  Director  an  ap- 
plication for  a  certificate  of  exemption 
in  accordance  with  the  provisions  of  this 
subpart. 

ibi  In  addition  to  other  information 
required  by  this  subpart,  such  applica- 
tion shall  show  the  name  and  address  of 
the  foreign  consignee,  the  intended  port 
of  exportation,  and  a  complete  descrip- 
tion of  the  parts  to  be  exported.  When 
this  information  is  unknown  at  the  time 
application  is  made  for  a  certificate  of 
exemption,  a  certificate  of  exemption 
may  be  Issued  by  the  Ertrector  which  shall 
require  the  submission  of  such  informa- 


tion not  less  than  10  days  prior  to  ship- 
ment. 

(c)  No  pre-Act  endangered  species 
part  or  scrimshaw  pixKlucl  which  is  to  be 
exported  from  the  United  States  under 
a  certificate  of  exemption  issued  there- 
for, shall  be  exported  except  at  a  port 
or  ports  designated  by  the  Secretary  of 
the  Interior.  The  Secretarj'  of  the  In- 
terior may  permit  the  exportation  at 
non-designated  ports  for  any  reason  if 
he  deems  it  appropriate  and  consistent 
with  the  purposes  of  the  Endangered 
Species  Act.  as  amended,  or  it  wUl  facili- 
tate the  administration  or  enforcement 
of  the  Act  and  reducing  the  costs  thereof. 
Exporters  are  advised  to  see  50  CFR  Part 
14  for  a  listing  of  the  designated  ports. 

§  222.13-1       Pro<-edurf  b>  exporter. 

Shipment  may  not  be  made  until  the 
requirements  of  §  222.12-9  are  met  by 
the  exporter.  A  copy  of  the  certificate  of 
exemption,  and  any  endorsements  there- 
to, must  be  sent  by  the  exporter  to  the 
District  Director  of  Customs  at  a  desig- 
nated port  of  exportation,  and  must  pre- 
cede or  accompany  the  shipment  in  order 
to  permit  appropriate  inspection  prior  to 
lading. 
§  222. 1 3-2      .Actions  by  Customs. 

Upon  receipt  of  a  certificate  of  exemp- 
tion authorizing  the  exportation  of  pre- 
Act  endangered  species  parts  or  scrim- 
shaw products,  the  District  Director  of 
Customis  may  order  such  Inspection  as 
deemed  necessary  prior  to  lading  of  the 
merchandise.  If  satisfied  that  the  ship- 
ment is  proper  and  agrees  wltii  the  in- 
formation contained  in  the  certificate, 
and  any  endorsement  thereto,  the  Dis- 
trict Director  of  Customs  will  clear  the 
merchandise  for  export.  The  certificate, 
and  any  endorsements,  wUl  be  forwarded 
to  the  Chief,  Law  Enforcement  Division, 
National  Marine  Fisheries  Service. 
Washington.  D.C.  20235. 

§222.13-3      Transportation   (•>  t  ffed   ex- 
portation. 

Notwithstanding  any  provision  of  this 
subpart.  It  shall  not  be  required  that  au- 
thorization be  obtained  from  the  Direc- 
tor for  the  transportation  in  interstate 
or  foreign  commerce  of  pre-Act  endan- 
gered species  parts  to  effect  an  exporta- 
tion of  such  parts  authorized  under  the 
provisions  of  this  subpart. 

§  222.1.3—4      Cx)ntracis    with    the    General 
.•vTvices  Administrator. 

Any  person  who  has  entered  into  a 
valid  contract  with  the  Administrator  of 
the  United  States  General  Senices  Ad- 
ministration, prior  to  July  12.  1976,  and 
pursuant  to  the  notice  published  in  the 
Federal  Register  on  January  9.  1973.  for 
the  sale  of  government-owned  pre-Act 
endangered  species  parts  shall  not  be  re- 
quired to  obtain  a  certificate  of  exemp- 
tion prescribed  by  this  subpart:  Provided. 
That  the  purchaser  is  able  to  claim  a 
right  under  a  certificate  of  exemption  is- 
sued to  the  Administrator  of  the  Genertd 
Services  Administration:  Provided  fur- 
ther. That  if  such  pre-Act  endangered 
species  parts  are  commingled,  amalga- 


mated, or  otherwise  combined  with  sucii 
person's  current  Inventory  or  stockpile, 
so  as  to  preclude  a  reasc«iable  determina- 
tion of  one  stock  fr^m  the  other.  It  may 
not  be  further  sold  or  transferred  with- 
out a  certificate  of  exemption  first  hav- 
ing been  granted  therefor. 

§222.13—5  Documentation  require- 
ments for  applicants  for  certificate* 
of  exemption. 

Any  person  desiring  to  obtain  a  ceTif- 
icate  of  exemption  in  accordance  with 
the  provisions  of  this  subpart  shall,  in 
addition  to  other  requirements  of  this 
subpart,  submit  the  following  docu- 
mentation and  information  together 
with  each  application  for  a  certificate  of 
exemption : 

lai  Anj-  invoice,  contract,  bill  of  sale, 
or  other  document,  relating  to  the  ap- 
plicant's purchase  or  other  acquisition 
of  any  pre-Act  endangered  species  part 
and  which  sliows  quantities  obtained, 
from  whom  obtained  and  when  obtained; 
or 

'b'  Any  shipping  record.  includii>g 
bills  of  lading,  way-bills,  transit  lists, 
cargo  manifests,  or  other  document  of 
whatever  kind  relating  to  shipment 
showing  from  whMn  shipped,  quantity 
and  dates  of  shipment;  or 

•  ct  Any  other  record  or  document 
which  would  resisonably  tend  to  prove 
that  any  endangered  species  pari  claimed 
by  the  applicant  to  be  a  pre-Act  endan- 
gered sr>ecles  part  is  in  fact  such  a  part 

§  222.1,3— f»      Hurtlen  of  proof:  presump- 
tion. 

Any  person  claiming  the  benefit  of  an,v 
exemption  or  certificate  of  exemption 
under  Uie  Act  or  regulation.^,  sliall  have 
the  burden  of  proving  that  the  exemp- 
tion or  certificate  is  applicable,  has  been 
granted,  and  was  valid,  and  in  force  at 
the  time  of  the  alleged  violation. 

|FR  Doc  77-15602  Filed  6-1-77:8  45  arn] 

Title  7 — Agriculture 

CHAPTER  IV — FEDERAL  CROP  INSUR 
ANCE  CORPORATION,  DEPARTMENT 
OF  AGRICULTURE 

PART  413 — TEXAS  CITRUS  CROP 
INSURANCE 

Regulations  for  the  1977  aod  Succeeding 
Crop  Years 

AGENCY:      Federal      Crop     Insurance 
Corporation. 


ACTION :  Final  rule. 

SUMMARY:  TTiis  rule  provides  the  reg- 
ulations governing  the  Insuring  of  citrus 
grown  in  Texas  effective  with  the  1977 
and  succeeding  crop  years,  and  is  a 
revision  of  the  Texas  Citrus  Crop  In- 
surance Regulations  for  the  1969  and 
Succeeding  Crop  Yeans,  as  amended,  as 
published  in  the  Federal  Register  '  34 
FR  701,  January  17.  1969  > .  The  revisions 
made  in  this  document  are  nonsubstan- 
tive and  deal  with  the  format  in  an 
effort  to  improve  the  clarity  Tlie  intent 
and  force  of  the  regulations  will  remain 
unchanged. 
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KFFECnVE  DATE:  June  2,  19T7. 

FOR  FUR'niER  INFORMATION  CON- 
TACT; 

Peter  P.  Cole,  Secretary.  F^ederal  Crop 
Insurance  Corporation,  US.  Depart- 
ment of  Agriculture,  Washington,  D.C. 
20250.  202-447-3325. 

SUPPLEMENTARY       INFORMATION: 

Under  the  authority  of  the  Federal  Crop 
Insumnce  Act,  as  amended  (7  U.S.C. 
1501  et  seq.  > .  the  Federal  Crop  Insurance 
Corporation  is  revising  the  Texas  Citrus 
Crop  Insurance  Regulations.  7  CFR 
§1413^0  through  413.25.  effective  with 
tl»e  1977  crop  year  to  place  the  meaning 
of  terms  at  the  beginning  of  the  docu- 
ment, Instead  of  at  the  end,  to  make  it 
easier  for  the  reader  to  follow  the  lan- 
guAge  of  the  document;  eliminate  the 
application  in  the  current  regulations 
and  uUlize  the  Standard  Application 
Form  (PCI-12)  for  the  filing  of  applica- 
tions which  will  then  be  processed  in  the 
same  manner  as  applications  for  other 
insurable  crops;  and  make  minor  edi- 
torial changes  for  clarity. 

Since  the  above  revisions  will  not 
affect  the  Intent  or  force  of  the  Texas 
Citrus  Crop  Insurance  Regulations,  and 
since  the  revisions  are  only  in  the  format 
and  style  of  the  regulations,  the  Corpor- 
ation has  found  and  determined  that 
compliance  w  ith  the  procedure  for  notice 
and  public  paui.icipation  would  be  im- 
practicable and  contrary  to  the  public 
interest.  

Accordingly.  7  CFR  Part  413  Is 
amended  to  read  as  set  forth  below 
effective  with  the  1977  crop  year  with 
respect  to  Texas  citrus  crop  insurance 
contracts  for  the  1977  and  succeeding 
crop  years  until  amended  or  super- 
seded. The  provisions  of  the  Texas  Citrus 
Crop  Insurance  Regulations  for  the  1969 
and  Succeeding  Crop  Years  shall  be  In 
effect  for  the  1976  crop  year. 

Pursuant  to  the  authority  contained 
Ln  the  Federal  Crop  Insurance  Act.  as 
amended,  the  regulations  set  forth  in 
this  part  are  hereby  Issued  to  be  in  force 
with  respect  to  Texas  citrus  crop  in- 
surance contracts  for  the  1977  and 
succeeding  crop  years  until  amended  or 
superseded. 

4i3.20     Availability    or    Texas    citrus    crop 

Insurance. 
41331     Premium     rates     and     amounts     of 

Insurance. 
413  22     Application  for  insurance. 
413.23     Public  notice  of  Indemnities  paid. 
413  24     Creditors. 
413  25     The  policy. 

AtTTHORrrT  The  provisions  of  this  subpart 
are  Issued  under  sees.  506.  518.  62  Stat.  73. 
as  amended.  ''•.  as  amended;  7  U.S.C.  1506, 
1516. 

§41!^.20     A\Hilahilil>  of  Texas  ritru«  rrop 
inHurnnce. 

Citrus  crop  insurance  shall  be  offered 
for  the  1977  and  succeeding  crop 
years  under  the  provisions  of  §{  413.20 
through  413.25  In  counties  In  Texas 
within  limits  prescribed  by  and  In  ac- 
cordance with  the  provisions  of  the  Fed- 
eral Crop  Insurance  Act,  as  amended. 


The  counties  shall  be  designated  by  the 
Manager  of  the  Corporation  from  a  list 
of  counties  approved  by  the  Board  of 
Directors  of  the  Corporation  for  citrus 
crop  insurance.  The  counties  designated 
by  the  Manager  shall  be  published  by 
appendix  to  this  section. 

§  113.21      Prcniiura    rates    and    auionnl:* 
of   invurance. 

(a)  The  Manager  shall  establish  pre- 
mium rates  and  amounts  of  insurance 
per  acre  which  shall  be  shown  on  the 
actuarial  table  on  file  in  the  ofl3ce  for 
the  county.  Such  premium  rates  and 
amounts  of  insurance  may  be  changed 
from  year  to  year. 

(b)  The  following  shall  apply  to  the 
transfer  of  any  premium  reduction 
earned  under  the  provisions  of  section  7 
of  the  Policy  set  forth  in  §  413.25  if  the 
insured  Ls  a  partnership,  corporation,  or 
any  other  joint  enterprise  and  there  is 
no  break  in  the  continuity  of  participa- 
tion. Upon  dissolution  of  such  enterprise, 
such  premium  reduction  may  t>e  cred- 
ited to  the  contract  of  any  member  or 
stockholder  thereof  if  the  Corporation 
determines  that  such  person  is  operating 
only  land  formerly  operated  by  the  dis- 
solved enterprise.  Upon  formation  of  a 
joint  enterprise,  the  smallest  premium 
reduction  (zero  if  none) ,  which  the  Cor- 
poration determines  would  have  been 
applicable  to  any  insurable  acreage 
brought  Into  the  enterprise  if  the  en- 
terprise had  not  been  formed,  may  be 
credited  to  the  joint  enterprise  contract 


Vpplictition   for   insurance. 

An  application  for  insurance,  on  a 
form  prescribed  by  the  Corporation,  may 
be  submitted  at  the  office  for  the  county 
for  the  Corporation.  The  Corporation 
reserves  the  right  to  discontinue  the  tak- 
ing of  applications  in  any  county  upon 
its  determination  that  ihe  insurance  risk 
involved  is  excessive  prior  to  the  closing 
date  for  the  filing  of  apphcatlons.  Such 
closing  date  shall  be  the  August  15  of  the 
crop  year.  The  Corporation  further  re- 
serves the  right  to  reject  any  application 
or  to  exclude  any  definitely  Identified 
acreage  for  any  crop  year  of  the  contract 
if  upon  Inspection  it  deems  the  risk  on 
such  acreage  Is  excessive.  If  any  such 
acreage  is  to  be  excluded,  the  Insured 
shall  be  notified  of  such  exclusion  before 
insurance  attaches  for  the  crop  year 
for  which  the  acreage  is  to  be  excluded. 
The  Manager  of  the  Corporation  is  au- 
thorized in  any  crop  year  to  extend  the 
closing  date  for  acceptance  of  applica- 
tions In  any  county  by  publishing  a  no- 
tice in  the  Fedfr.^l  Registeh,  upon  his 
determination  that  no  adverse  selectivity 
will  result  during  the  period  of  such  ex- 
tension at  the  time  such  extension  Is 
authorized.  Provided,  however.  That  if 
adverse  conditions  should  develop  dur- 
ing such  period,  the  Corporation  will  im- 
mediately dLscontlnue  the  acceptance  of 
applications. 

§  413.23      Public    iKrti«e    of    in<J<-niniti<« 
paid. 

The  Corporation  shall  provide  for  the 
posting  annually  in  each  county  at  the 


count>-  courthoTise  a  listing  of  indemni- 
ties paid  in  the  county. 

§  413.24      Cxeditors. 

An  Interest  of  a  person  other  than  the 
insiu-ed  in  an  insured  crop  existing  by 
virtue  of  a  lien,  mortgage,  garnishment, 
levy,  execution,  bankruptcy,  or  any  in- 
volimtary  trsmsler  shall  not  entitle  the 
holder  of  the  interest  to  any  benefit  un- 
der the  contract  other  than  as  provided 
in  the  Policy  set  forth  below  in  J  413.25. 

§  413.25      Tlie  policy. 

The  provisions  of  the  policy  for  Texas 
Citrus  Crop  Insurance  for  the  1977  and 
Succeeding  Crop  Years  are  as  follows: 

Texas  Citrus  Crop  Lnsubancx  Poucy 

Subject  to  the  regulations  of  the  Federal 
Crop  Insurance  Corporation  {herein  oalled 
"Corporation")  and  in  accca-d&nce  with  the 
terms  and  conditions  set  forth  In  this  policy, 
the  Corporation  upon  acceptance  of  a  per- 
son's application  does  insure  such  person's 
citrus  crop  against  unavoidable  loee  of  pro- 
duction due  to  causes  of  loss  Insured  agsainst 
that  are  specified  In  this  policy.  No  torn  or 
condition  of  ihe  contract  shall  be  wklved  or 
changed  on  behalf  of  the  Corporation  except 
In  writing  by  a  duly  authorized  representa- 
tive ol  the  Corporation. 

TERMS    AND    CONDITIONS 

1.  Meaning  of  termt.  For  purposes  of  In- 
surance on  citrus  the  terms: 

(a)  "Acreage  report"  means  the  form  pre- 
scribed by  the  Corporation  for  Loltlally  re- 
porting and  revising  (if  necessary)  all  of  the 
insured's  acreage  and  share  therein  of  citrus 
in  the  coirnty. 

(b)  "Actuarial  table"  means  the  forms  and 
related  materials  approved  by  the  Corpora- 
tion which  are  on  fl^e  for  public  Inspection 
in  the  office  for  the  county,  and  which  show 
the  applicable  amounts  of  Insurance,  pre- 
mium rates,  and  related  information  regard- 
ing citrus  crop  Insurance  in  the  county. 

(c)  "Contlgiious  leind"  m^ans  land  which 
Is  touching  at  any  point,  except  that  land 
which  is  separated  by  only  a  public  c«-  pri- 
vate right-of-way  shall  bo  considered  con- 
tiguous. 

(d)  "Contract"  means  the  application, 
this  policy,  and  the  actmrial  table. 

(e)  "County"  means  tlue  county  shown  oa 
the  application  and  any  additional  Insurable 
land  located  in  a  local  producing  area  border- 
log  on  the  county,  as  shown  on  the  actuarhal 
table. 

(f)  "Crop  year"  means  tlie  period  begin- 
ning June  1  and  extending  through  May  31 
of  the  following  year  and  shall  be  designated 
by  the  calendar  year  In  which  the  Insurance 
period  begins. 

(g)  "Harvest"  means  any  severance  of 
citrus  fruit  from  the  tree  either  by  pulling, 
picking,  or  severing  by  mechanical  or  chem- 
ical means,  or  picking  up  the  marketable 
fruit  from  the  ground. 

(h)  "Insurable  acreage"  means  the  acres 
of  cltrtis  as  repnirted  by  the  Insured  or  as 
determined  by  the  Corporation,  whichever 
the  Corporation  shall  elect,  grown  on  the 
following:  (1)  land  classlHed  as  insurable  by 
the  Corporation  and  shown  as  such  on  the 
actuarial  map  or  appropriate  land  identifica- 
tion list  or  (2)  land  owned  or  operated  by  » 
person  to  whom  a  grove  classification  is  as- 
signed by  the  Corporation  or  as  otherwise 
provided  on  the  actuarial  table. 

(1)  "Office  for  the  county"  means  the  Cor- 
poration's office  serving  the  county  shown 
on  the  application  for  Insurance  or  suclx 
office  »s  may  be  designated  by  the  Corpora- 
tion. 
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(j)  "Person  "  or  "Insured"  means  an  Indi- 
vidual, i>artnershlp,  aasoctetlon,  corporation, 
estate,  trust,  or  other  business  enterprise,  or 
legal  entity,  and  wherever  applicable,  a  State, 
a  political  subdivision  of  a  State,  or  any 
agency  thereof. 

(k)  "Potential'  means  the  production 
which  would  have  been  produced  before 
damage  from  an  insured  cause  of  loss  oc- 
curred and  shall  Include  citrus  which  (1) 
was  picked  before  the  insured  damage  oc- 
curred; (2)  remained  on  the  trees  after  the 
damage  occurred;  (3)  was  lost  from  an  in- 
sured cause;  and  (4)  was  lost  from  an  un- 
insured cause.  The  potential  for  t.he  unit 
shall  not  be  less  than  four  tons  of  oranges 
and  five  tons  of  grapefruit  per  acre  and  shall 
not  include  citrus  lost  before  insurance  "ut- 
taches  for  any  crop  year  or  citrus  lost  bs 
normal  dropping. 

(1)  "Share"  means  the  share  of  the  insured 
as  landlord,  owner-operator,  or  tenant  In 
the  Insured  citrus  as  reported  by  the  insured 
or  as  determined  by  the  Corporation,  which- 
ever the  Corporation  shall  elect,  and  no 
other  share  In  the  cltriis  crop  shall  be  deemed 
to  be  Insurable. 

(m)  "Tenant"  means  a  person  who  rents 
land  from  another  person  for  a  share  of  the 
crop  or  proceeds  therefrom. 

(n)    "Time  of  loss"  means  the  earlier  of 

(1)  the  date  harvest  is  completed  on  the 
unit;  (2)  the  calendar  date  for  the  end  of 
the  Insurance  period;  or  (3)  the  date  the 
entire  crop  on  the  unit  is  destroyed,  as  de- 
termined by  the  Corporation. 

(o)  "Ton"  means  2.000  pound.*'. 

(p)  "T3rpes  of  citrus"  means  any  of  the 
following  three  types  of  fruit:  Type  (I) 
Elarly  and  mldseason  oranges;  Type  (II)  Late 
oranges  (Including  Temples) ;  and  Type  (III) 
Grapefruit. 

(q)  "Unit"  means  all  instirable  acreage 
In  the  county  of  any  of  the  three  citrus  types 
referred  to  In  subsection  (p)  of  this  section 
located  on  contiguous  land,  on  the  date 
Insurance  attaches  for  the  crop  year.  (  n  in 
which  the  Insured  has  a  100  percent  share: 

(2)  which  is  owned  by  one  person  and  op- 
erated by  the  insured  as  a  tenant;  or  (3) 
which  Ls  owned  by  the  Insured  and  rented  to 
one  tenant.  Land  rented  for  cash,  a  fixed 
commodity  payment,  or  any  consideration 
other  than  a  share  In  the  crop  on  such  land 
only  shall  be  considered  as  owned  by  the 
lessee.  The  Corporation  shall  determine  units 
as  herein  defined  when  adjusting  a  loss, 
notwithstanding  what  Is  shown  on  the  acre- 
age rep>ort.  and  has  the  right  to  consider  any 
acreage  and  share  reported  by  or  for  the 
insured's  spouse  or  child  or  any  member  of 
the  insured's  household  to  be  the  bona  fide 
share  of  the  insured  or  any  other  person 
having  the  bona  fide  share. 

2.  Cause  of  loss,  (a)  The  Insurance  pro- 
vided Is  against  unavoidable  loss  of  the  citrus 
fruit  occurring  within  the  Insurance  period 
resulting  from  freeze,  hurricane,  or  tornado. 

(b)  The  contract  shall  not  cover  any  loss 
or  damage  ( 1 )  to  the  blossoms  or  trees;  (2) 
due  to  neglect  or  malfeasance  of  the  In- 
sured, any  member  of  the  Insured's  hou.se- 
hold.  tenanus.  or  employees;  i3)  due  to 
failure  to  follow  recognized  good  grove 
management  practices:  or  (4)  due  to  any 
cause  not  specified  as  an  Insured  cause  In 
this  policy. 

3.  Citrus  in.iured.  (a)  The  citrus  insured 
shall  be  any  of  the  three  typteis)  of  citrus 
as  defined  in  section  Kpi.  and  not  excluded 
by  the  following  provisions  of  this  section, 
which  Is  located  on  insurable  acreage  as 
shown  on  the  actuarial  table,  and  In  which 
the  Insured  has  a  share  on  the  date  Insur- 
ance attaches:  Provided,  That  (1)  the  citrus 
fruit  can  be  expected  to  mature  each  crop 
year  In  the  normal  maturity  period  for  the 
variety,  and    (2i    the  trees  have  reached  at 


least  the  fifth  growing  seastm  after  being 
■etoirt. 

(b)  Upon  approval  of  tlie  Corporation,  tl>e 
Insured  may  elect  to  Inmire  or  exclude  from 
insurance  for  any  crop  year  any  reported, 
deecrll>ed,  and  designated  Insurable  acreage 
which  has  a  potential  of  lees  than  four  tons 
of  oranges  or  five  tons  of  grapefruit  per  acre : 
Provided,  That  (1)  if  the  Insured  elects  to 
insure  such  acreage,  the  Corporation  will, 
in  determining  the  amount  of  loss,  Increase 
the  per  acre  potential  on  such  acreage  to 
four  tons  for  oranges  or  five  ton.s  for  grape- 
fruit: (2)  If  the  Insured  elects  to  exclude 
such  acreage,  the  Corporation  will  disregard 
such  acreage  for  all  purposes  of  this  con- 
tract; (3)  if  the  Insured  does  not  report, 
exclude,  describe,  and  designate  any  such 
acreage,  the  Corporation  will  disregard  such 
acreage  if  the  production  is  less  than  four 
tons  of  oranges  or  five  tons  of  grapefruit: 
however,  if  the  production  from  such  acre- 
age equals  or  exceeds  four  tons  of  oranges 
or  five  tons  of  grapefruit  per  acre,  the  Cor- 
poration shall  determine  the  percent  of  dam- 
tige  on  all  of  the  Insurable  acreage  for  the 
unit,  but  will  not  permit  the  percent  of 
damage  for  the  unit  to  be  Increased  by  in- 
cluding such  acreage. 

(c)  The  Corporation  reserves  the  right  for 
any  frop  year  to  exclude  acreage  from  Insur- 
ance or  limit  the  amount  of  insurance  on 
any  acreage  which  was  not  Insured  the  pre- 
vious crop  year. 

4.  Life  of  contract  and  contract  changes. 
(a)  The  contract  shall  be  In  effect  for  the 
crop  year  specified  on  the  application,  and 
may  not  be  canceled  for  such  crop  year. 
Thereafter,  either  party  may  cancel  Insur- 
ance on  any  type  of  citrus  fc«-  any  crop  year 
by  giving  written  notice  to  the  other  by  the 
May  31  immediately  preceding  such  crop  year. 
In  the  absence  of  such  notice  to  cancel,  and 
subject  to  the  provisions  of  subsections  (b), 
(c).  and  (d)  of  this  section,  the  contract 
shall  continue  in  force  for  each  succeeding 
crop  year. 

(b)  If  the  Insured  Is  an  Individual  who 
dies  or  is  Judicially  declared  incompetent,  or 
the  insured  entity  Is  other  than  an  individ- 
ual and  such  entity  is  dissolved,  the  con- 
tract .^hall  terminate  as  of  the  date  of  death. 
Judicial  declaration,  or  dissolution;  however. 
If  such  event  occiu^  after  insurance  attaches 
for  any  crop  year,  the  contract  shall  continue 
In  force  through  such  crop  year  and  termi- 
nate at  the  end  thereof.  Death  of  a  partner 
In  a  partnership  shall  diasolve  the  piartner- 
shlp  unless  the  partnership  agreement  pro- 
vides otherwise  If  two  or  more  fjersons  hav- 
ing a  Joint  interest  are  insured  Jointly,  death- 
of  one  of  the  persons  shall  dleeolve  the  Jointly 
entity. 

(c)  If  the  premium  for  any  crop  year  is  not 
I>ald  by  the  May  31  following  the  calendar 
year  In  which  the  Insurance  p>eriod  begins, 
the  contract  shall  terminate  for  the  suc- 
ceeding crop  year:  Provided.  TTiat  the  date 
of  payment  for  a  premium  1 1 )  deducted  from 
a  loss  claim  shall  be  the  date  the  insured 
Signs  such  claim,  or  (2(  deducted  from  pay- 
ment under  another  program  administered 
by  the  US  Departmeiit  of  Agriculture  shall 
l>e  the  date  such  payment  was  approved. 

(d)  The  contract  shall  ternunate  if  no 
premliun  Is  earned  few  three  consecutive 
years. 

(e)  The  Corporation  reserves  the  right  to 
change  the  terms  and  conditions  of  the 
contract  from  year  to  year.  Notice  thereof 
shall  t>e  mailed  to  the  Insured  or  placed  on 
file  and  made  available  for  public  inspec- 
tion at  the  office  for  the  county  by  the  May  15 
immediately  preceding  the  crop  year  for 
which  such  changes  are  to  become  effective. 
and  such  mailing  or  filing  shall  constitute 
notice    to    the    Insured.    Acceptance    of    any 


changes  will  be  conclusively  presumed  In  the 
absence  of  any  notice  from  ttoe  insured  to 
cancel  the  contract  as  provided  In  subsec- 
tion (a)  of  this  section 

(f)  For  any  crop  year,  the  Insured  may 
with  the  consent  of  the  Corporation  change 
the  amount  of  insurance  per  acre  which  was 
previously  elected  by  notifying  the  Corpora- 
tion in  writing  not  later  than  the  closing  date 
for  filing  applications  for  such  crop  year 

5.  Respcmsibility  of  the  insured  to  report 
acreage  and  share  (a^  The  Insured  at  the 
time  of  ftltng  the  application  shall  also  file 
on  a  form  prescribed  by  the  Corporation  a  re- 
port of  all  the  acreage  of  citrus  of  the  type  In- 
sured In  the  county  in  which  the  Insured  has 
a  share  and  show  the  share  therein  Such 
report  shall  also  Include  a  designation  of  all 
the  acreage  of  citrus  which  Is  uninsurable  or 
excluded  under  the  provisions  of  section  3 
above  This  report  shall  be  revised  by  the  in- 
sured for  euiy  crop  year  before  Insurance  at- 
taches If  the  acreage  to  be  insured  cw  share 
therein  has  changed,  and  the  latest  report 
filed  shall  be  con'^ldered  as  the  basis  for  con- 
tinuation of  insurance  from  year  to  year 

( b  I  If  the  Insured  does  not  submit  an  acre- 
ape  report  for  any  crop  year  In  accordance 
with  the  provisions  of  subsection  la)  of  this 
section,  the  Corporation  may  elect  to  deter- 
mine by  units  the  inrured  acreage  and  share 
or  declare  the  Inrured  acreage  for  any  unit  i  s  i 
to  be  "aero" 

fl  Ina-uranre  period.  Instirance  attache? 
each  crop  year  on  June  1 .  except  that  for  the 
first  crop  year  If  the  application  is  accepted 
by  the  Corporation  after  that  date.  Insurance 
shall  attach  on  the  tenth  day  after  the  appli- 
cation Is  received  in  the  office  for  the  county 
and  as  to  any  portion  of  the  citrus  crop,  shall 
cease  upon  the  earlier  of  harvest  or  May  31 
of  the  crop  year 

7  .Annual  vremiurn  (a)  Tlie  annual  pre- 
mium for  ea'"h  ln.«rurance  unit  Is  earned  and 
pvayable  on  the  dste  Insurance  attaches  and 
shall  be  determined  bv  multiplying  the  ap- 
plicable amount  of  Insurance  for  the  In.'jured 
acreage  times  the  applicable  premium  rate 
times  t^e  In.sureds  share  at  the  time  Insur- 
ance attaches  ar^d.  where  applicable,  applying 
the  premium  reduction  or  adjustment  herein 
provided 

(bl  In  counties  where  the  actuarial  table 
does  not  provide  for  adiustments  In  pre- 
mium, the  tntal  annual  premium  on  all  unit.' 
shall  be  redui-ed  as  follows  after  consecutive 
years  of  Insurance  without  a  loss  for  which 
an  Indemnttv  was  paid  on  any  unit  here- 
under (ellmlnatlnB  anv  year  In  which  a  pre- 
mUim  was  not  earned'  5  percent  after  one 
and  two  years;  10  percent  after  three  and 
four  years;  15  percent  after  five  years;  20  per- 
cent after  six  vears;  and  25  percent  after 
.seven  or  more  vear«. 

However,  if  the  Insured  has  a  loss  for  which 
an  Indemnltv  Is  paid  hereunder,  the  number 
of  such  oonsenitlve  years  of  Insurance  with- 
out a  loss  shall  be  reduced  by  three  years,  ex- 
cept that  where  the  Insured  has  seven  or 
more  such  year*  n  reduction  to  four  shall  be 
made  and  where  t>^e  insured  has  three  or  less 
such  vesrs.  a  reduction  to  zero  shall  be  made' 
Provideii  TTiRt  If  at  ''nv  time,  the  cumula- 
tive Indemnities  paid  hereunder  exceed  the 
cumulative  Dremuim.s  earned  hereunder  from 
the  start  of  the  insuring  experience  through 
the  previous  crop  year,  the  5.  10.  or  15  per- 
cent premium  reductions  In  this  subsection 
shall  not  thereafter  apply  until  such  cumula- 
tive premiums  equal  or  exceed  such  cumula- 
tive indemnities 

(c)  In  counties  where  the  actuarial  table 
provides  f^r  eidlustments  In  premium,  the 
provisions  of  subsection  (b)  of  this  section 
shall  not  apply. 

(d)  If  there  is  no  break  in  the  continuity 
of  participation,  any  premium  reduction  or 
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adJu.■^l□leui  ftppUcaJsle  under  subsection  (b) 
Of  ic)  u;  tills  section  shall  be  transferred  to 
il)  the  contract  of  the  Insured's  estate  or 
surviving  spouse  In  case  of  death  of  the  In- 
sured: (3)  the  contract  of  tie  person  who 
succeeds  the  Lnsured  as  the  Irisured's  trans- 
feree la  operating  only  the  same  grove  or 
gjovea.  If  the  Corporation  fiiids  that  such 
transferee  iiid  previously  actively  partici- 
pated In  the  grove  operation  involved,  or  (3) 
tlie  contrftct  of  the  same  insured  who  stops 
operating  a  grove  In  one  county  and  starts 
operating  a  grove  Ln  another  county 

(e)  U  there  Is  a  break  In  the  coatUiu.ty 
of  participation,  subsection  (bi  of  this  .sec- 
tion, or  any  reduction  In  premium  earned 
under  such  subsection  (c)  of  this  section 
shall  not  thereafter  apply 

8.  Notice  of  damage  or  loss  lai  Ttie  i:\- 
sured  ahaU  give  notice  Uj  the  office  for  the 
county  Immediately  after  insured  damajje  to 
the  citrus  becomes  apparent  ^;lving  tlie 
dateis)  and  causeis)  of  such  damage  so  that 
an  Inspection  and  determlnatl  )n  of  the  ex- 
tent of  damage  can  be  made  prlo.-  u-  harve.-5t 

(b)  If  a  h'ss  is  to  be  claimed  n  any  unit. 
notwithstanding  any  prior  ,".oti-e  of  damae-e, 
the  Instxred  shtUl  n<itiry  l:-e  rrT^ce  for  fne 
county  of  tlie  intended  date  of  harvest  at 
least  seven  day^  prior  to  the  start  of  harvest 

(c)  If  a  loss  is  to  be  claimed  on  any  unit 
and  If  damage  occurs  within  the  seven -da  v 
period  prior  to  the  start  of  or  durlne  harvest, 
notice  of  damare  must  be  given  tmmedlately 
to  the  office  for  the  county. 

id)  The  C-irporation  reserves  the  rlsrht  to 
reject  any  claim  tf  any  of  the  requirements 
of  this  wtlon  are  n"t  met  and  the  Corpora- 
tion determines  that  the  amount  of  loss  can- 
not be  satisfactorily  determined. 

(e)  There  shall  be  no  abandonment  of  the 
citrus  crop  to  the  Corporation. 

9.  Claim  /or  loss,  (a)  Any  claim  for  lass  for 
any  unit  shall  be  submitted  to  the  Corpora- 
tion on  a  form  prescribed  by  the  Corporation 
within  60  days  after  the  time  of  loss  The  Cor- 
poration reserve^;  the  right  to  provide  addi- 
tional time  If  it  determines  that  circum- 
stances beyond  the  control  of  either  party 
prevent  compliance  with  this  provision. 

(b)  Losses  shall  be  adjusted  separately  for 
each  unit.  The  aniount  of  loss  with  respect 
to  any  utilt  shall  be  determined  by  i  n  multi- 
plying the  insured  acreage  of  citrus  on  the 
unit  by  the  applicable  amount  of  insurance 
per  acre;  (21  nv.iltlpUIng  the  product  thus 
obtained  by  the  average  percent  of  insured 
damage  In  excess  of  10  percent  i  l.e  averaee 
damage  45  'c  -  10'"  35%  payable):  and  (3) 
multlplytne  this  product  bv  the  insured 
share-  Prcn-ided.  Ttiat  for  the  pr.rpose  of  de- 
termining the  amount  of  loss  the  In.sured 
share  sh.i:;  :'.■'■-  ex'-'ed  the  Insured's  share  in 
the  citrus  crop  at  the  time  of  lass  or  the 
beginning  of  harvest,  whichever  is  eirller 

(c)  The  average  percent  of  Insured  dam- 
age to  the  citrus  crop  for  any  unit  shall  be 
the  ratio  of  the  production  lost  from  an  In- 
sured cause  to  the  potential. 

( d )  Any  clt  rus  *-hlch  ( 1 )  Is  harvested  prior 
to  an  Inspection  by  the  Corpor.itlon:  (2)  Is 
harvested  within  seven  days  after  freeze  dam- 
age occurs;  (3)  Is  on  the  ground  due  to  In- 
snred  damage  and  Is  picked  up  and  mar- 
keted: (4)  Is  damaged  solely  by  hurrlc:\ne  or 
tornado,  but  remains  on  the  tree:  or  (5)  has 
lost  less  than  15  percent  of  Its  Juice,  shall  be 
considered  as  undamaged 

.e)  Citr'.i--  partially  dan;  iged  by  freeze  will 
\>o  determined  by  the  Corporation  by  sam- 
pling representative  fruits  by  a  cut  method 
OT  any  other  method  which  establishes  the 
amount  of  damage  from  such  cause  The  "cut 
method"  of  determining  the  percent  of  dam- 
a^  8h«n  be  as  follows  A  fruit  shall  be 
damaad  to  have  loat  at  least  16  percent  of  Its 
'ulce.  and  shall  be  considered  lus  damaged.  If 


all  segments  are  dry  as  shown  on  a  transverse 

cut  across  tl;e  axl.s  of  the  stem-styler  en<te 
when  the  cut  is  made  one-fourth  the  distance 
fram  the  stem  toward  the  styler  end.  If  thlB 
cut  shows  dryness  In  ail  segments,  another 
transverse  cut  shall  be  made  at  one-half  the 
dlst.ince  between  the  su-m-styler  ends  of  the 
same  fruit  If  the  second  cut  shows  dryness  In 
one-half  or  less  of  the  segments,  the  fruit 
shall  be  considered  50  percent  damaged.  If 
the  second  cut  shows  dryness  In  more  than 
(ne-half  of  the  seeme:its,  the  fruit  shall  be 
considered  totally  loet. 

(f)  Citrus  on  the  ground  due  to  Insured 
damage  which  Is  not  picked  up  and  marketed 
shall  be  considered  totally  lost. 

(g)  If  any  claim  for  Indemnity  under  the 
provLsl  -ns  of  the  contract  Is  denied  by  the 
Corporation,  an  action  on  such  claim  may  be 
brought  against  the  Corporation  under  the 
provisions  of  7  use,  1508-0  Prot-id^d,  That 
the  same  be  'Drought  within  one  ycrir  after 
the  date  notice  of  denial  of  the  claim  is 
mailed  to  and  received  by  the  insured. 

10  Payrnent  of  indemnity  (at  Any  Indem- 
nity will  be  paya'ole  within  30  da>s  after  a 
cUlm  for  10S.S  is  approved  by  the  Corporation. 
However,  in  no  event  shall  the  Corporation  be 
ll.iblo  for  Interest  or  ilaniages  in  connection 
with  any  claim  for  indemnity  whether  such 
claim  be  approved  or  disapproved  by  the 
Corporation. 

(b)  If  the  Insured  is  an  Individual  who 
dies  or  Is  Judicially  declared  Incompetent,  or 
the  insured  entity  Is  other  than  an  Individual 
and  such  entity  is  dissolved  after  Instirance 
attaches  for  any  crop  year,  any  Indemnity 
will  be  paid  'o  the  pers  misi  the  Corporation 
determines  to  be  beneficially  entitled 
thereto 

n  Mi.<Teprpfenfatire  and  fraud.  The  Cor- 
poration may  void  the  contract  without  af- 
fecting the  insured's  liability  for  premium* 
or  waiving  any  right  or  remedy  including 
the  right  to  collect  any  unpaid  premiums  If 
at  any  time  either  before  or  after  any  loss, 
the  Insured  has  concealed  or  misrepresented 
any  material  fact  or  committed  amy  fraud 
relating  to  the  contract,  and  such  voldance 
Thall  be  effective  as  of  the  beginning  of  the 
crop  year  with  respect  to  which  such  act  or 
omi.ss!on  occurred. 

12  Collateral  asfticrnmeni .  Upon  submis- 
sion and  apprfi^val  of  form<?  prescribed  by  the 
Corporation,  the  Insured  may  assign  the 
right  to  an  Indemnity  for  any  crop  year  and 
the  assignee  shall  have  the  right  to  submit 
the  loss  notices  and  forms  as  required  by  the 
contract. 

13  Tran'1''r  of  injured  share.  If  the  In- 
.sured  transfers  all  or  any  part  of  the  Insvired 
share  in  any  crop  year,  the  Corporation  will, 
upon  submi.s.slon  and  approval  of  forms  pre- 
scribed by  the  Corporation,  continue  to  pro- 
vide protection  according  to  the  provisions 
of  the  policy  to  the  transferee  for  such  crop 
year  with  respect  to  the  transferred  share 
and  the  transferee  shall  have  the  same  rights 
and  responsibilities  under  the  contract  as 
the  transferor  for  the  current  crop  year. 

14.  Subrogation.  The  insured  (Including 
any  assignee  or  transferee)  assigns  to  the 
Corporation  all  rights  of  recovery  against 
any  person  for  loss  or  damage  to  the  extent 
that  payment  hereunder  Is  made  and  shall 
execute  all  papers  required  and  take  appro- 
priate action  to  secure  such  rights. 

15  Records  and  access  to  grove.  The  in- 
sured shall  keep  or  cause  to  be  kept  for  two 
years  after  the  time  of  loss,  separate  records 
of  the  harvesting,  storage,  shipments,  sale 
or  other  disposition  of  all  citrus  of  the  type 
insured  produced  on  each  unit  and  on  any 
uninsured  acreage  of  such  citrus  in  the 
county  In  which  the  In.siired  has  a  share. 
Any  persons  designated  by  the  Corporation 
shsiU  have  access  to  such  records  and  the 
grove   for   purposes  related   to   the  contract. 


15.  Forms.  Copies  of  forms  referred  to  In 
the  contract  are  avallahie  at  the  office  for 
the  county. 

NOTX. — The  ref>ortlng  requirements  con- 
tained herein  have  been  approved  by  the 
Bureau  of  the  Budget  In  accordance  with  the 
Federal  Reports  Act  of  1842. 

Note. — The  Federal  Crop  Insurance  Cor- 
poration has  determined  that  this  document 
does  not  contain  a  major  projxjBal  requiring 
preparation  of  an  Inflation  Impact  State- 
ment under  Executive  Order  11821  and  OMB 
Circular  A- 107, 

Ptter  p.  Cole, 
Acting  Manager.  Federal 
Crop  Insurance  Corporation. 

(FR  Doc. 77- 15587  Filed  6-1-77:8:45  am  j 


CHAPTER  IX — AGRICULTURAL  MARKET- 
ING SERVICE  (MARKETING  AGREE- 
MENTS AND  ORDERS;  FRUITS,  VEGE- 
TABLES.     NUTS),      DEPARTMEfTT     OF 

AGRICULTURE 

[Valencia  Orange  Reg,  558] 

PART  908— VALENCIA  ORANGES  GROWN 
IN  ARIZONA  AND  DESIGNATED  PART 
OF  CALIFORNIA 

Limitation  of  Handling 

AGENCY;  Agricultural  Marketing  Serv- 
ice. USDA. 

ACTION :  Final  rule. 

SUMMARY:  Tht^  regulation  establishes 
the  quantity  of  California-Arizona.  Va- 
lencia oranges  that  may  be  shipped  to 
fresh  market  during  the  ^-eekly  regula- 
tion period  June  3-9.  1977.  This  regula- 
tion is  needed  to  provide  for  orderly  mar- 
keting of  fresh  Valencia  oranges  for  the 
regulation  period  because  of  the  produc- 
tion and  marketing  situation  confronting 
the  orange  Indu.stry. 

EFFECTIVE  DATE:  June  3.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service,  U.S.  Etepart- 
ment  of  Agriculture,  Washington,  DC. 
20250,202-447-3545. 

SUPPLEMENTARY       INFORMATION: 

(a)  Findincjs  il'  Pursuant  to  the 
amended  marketing  agreement  and  Or- 
der No.  908,  as  amended  n  CFR  Part 
908) ,  regulating  the  handling  of  Va- 
lencia oranges  grown  in  Arizona  and  des- 
ignated part  of  California,  effective  un- 
der the  applicable  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  ( 7  U.S.C.  601-674) ,  and 
upon  the  basis  of  the  recommendations 
and  Information  submitted  by  the  Va- 
lencia Orantre  Admini.'^trative  Commit- 
tee, established  under  the  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  found 
that  the  limitation  of  handling  of  Va- 
lencia oranges,  as  provided  in  this  reg- 
ulation will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  The  need  for  this  regulation  to 
limit  the  quantities  of  Valencia  oranges 
that  may  be  marketed  from  District  1, 
District  2,  or  District  3  during  the  spec- 
ified week  stems  from  the  production  and 
marketing  situation  confronting  the  Va- 
lencia orange  industry. 
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(i)  Tlie  commUt.ee  has  submitted  its 
recommendation  for  the  quantities  ol 
Valencia  oranges  that  should  be  mar- 
keted during  the  specified  week.  The  rec- 
ommendation, designed  to  provide  equity 
of  marketing  opportunity  to  handlers  in 
all  districts,  resulted  from  consideration 
of  the  factors  covered  in  the  order.  The 
committee  further  reports  the  fre.-h  mar- 
ket demand  for  Valencia  oranges  is  rea- 
sonably brisk  at  present,  but  it  i.':  expected 
to  weaken.  Average  fob  price  was  $3.95 
per  carton  on  906  cars  for  the  week  ended 
May  26,  as  compared  with  $3.66  per  car- 
ton on  519  cars  the  previous  week.  Track 
and  rolling  supphes  at  481  cars  were  up 
106  cars  from  last  week. 

Uii  Having  considered  the  recommen- 
dation and  information  submitted  by  tiie 
committee,  and  other  available  informa- 
tion, the  Secretary  finds  that  the  quan- 
tities of  Valencia  oranges  which  may  be 
handled  should  be  established  as  pro- 
vided in  this  regulation. 

(3)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice. 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 


regulation  until  30  days  after  publication 
in  the  Fideral  Rkcistek  '5  USC.  5531, 
because  the  time  inter%-ening  between  the 
date  when  information  become  avail- 
able upon  which  this  regulation  ls  ba^ed 
and  the  time  when  this  regulation  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi- 
cient. A  reasonable  tinie  is  permitted  for 
preparation  for  .such  effective  time;  and 
pood  cause  exists  for  m.akuig  tlie  regula- 
tion effective  as  specified  The  commit- 
tee held  an  open  meeting  during  the  cur- 
rent week,  after  giving  due  notice,  to  con- 
sider supply  and  market  conditions  for 
Valencia  oranges  and  the  need  for  regu- 
lation. Interested  persons  were  afforded 
an  opportunity  to  submit  information 
and  views  at  thL<=  meeting.  The  recom- 
mendation and  support uig  information 
for  regulation  during  the  period  specified 
were  promptly  submitted  to  the  Secre- 
tary after  the  meeting  was  held,  and  in- 
formation concerning  such  provisions 
and  effective  time  has  been  provided  to 
handlers  of  Valencia  oranges  It  is  nec- 
essary, to  effectuate  the  declared  policy 
of  the  act,  to  make  this  regulation  ef- 
fective during  the  period  specified.  The 


committee  meetii'.g  was  held  on  May  31. 

1977 

i  'Mt8.8.'>{?       \  aliTi.  ia     Mraiijrf     Hieidation 

.■>,">!5. 

■b'  Order  1  T;.c  Q.;ai.i:;ie>  of  Va- 
lencia oranges  grown  iri  Arizona  ai.d  des- 
ignated part  of  Cahfonna  which  may  be 
handled  during  the  period  June  3.  1977, 
through  June  9.  1977,  are  hereby  fixed  as 
follows: 

li)    District  1:  287,000  cartons; 

(ii>   District  2:  413.000  cartons; 

iiii>   District  3:  Unlimited 

( 2  >  As  used  in  this  section,  "handled", 
•DL^trict  1".  •District  2",  "District  3", 
ani  "carton  ■  liave  the  same  meaning  as 
vshcn  used  in  the  amended  marketing 
agreement  and  order. 

(Sec.  1-19.  48  Stat.  31,  as  amended:  7  UJ3.C. 

601-674  ) 

Dated:  June  1.  1977. 

Charles  R.  Brader, 

Deputy  Director.  Fruit  and  Ves- 
etahle  Dtftston,  Agricultural 
Marketing  Service. 

jFR  Doc  77-15858  Filed  6-l-T7;ll  47  am] 
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proposed  rules 


This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  Interested  persons  an  opportunity  to  participate  in  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

[7CFR  Part  917] 

FRESH   PEARS,   PLUMS,  AND  PEACHES 
GROWN   IN  CALIFORNIA 

Proposed   Handling   Regulations 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA, 

ACTION:  Proposed  rule. 

SUMMARY:  This  proposal  would  con- 
tinue tlirough  May  31.  1978,  current 
minimum  grade  and  size  requirement's 
applicable  to  fresh  shipments  of  Cali- 
fornia peaches  except  that  it  would  (1> 
specify  a  larger  minimum  size  for  un- 
listed varieties  shipped  from  July  3.  1977, 
through  October  31.  1977.  and  t2i 
specify  a  larger  minimum  size  for  8 
named  varieties  shipped  from  April  1. 
1978.  through  May  31,  1978.  The  proposal 
IS  designed  to  provide  for  orderly  mar- 
keting in  the  interest  of  producers  and 
consuniers. 

DATE  Comments  miLst  be  received  on 
or  before  June  17.  1977. 

ADDRESS :  Send  comments  to :  Hearing 
Clerk.  Room  1077.  South  Building.  USDA. 

Wa.-huigtori.  DC.  20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.  Brader,  Deputy  Director. 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service.  U.S.  Depart- 
ment of  Agriculture.  Washington,  D.C. 
202.50.  202-447-3545. 

SUPPLE.VfENT.AR  Y  INFOR\L\TION : 
The  proposed  amendment  was  submitted 
by  the  Peach  Commodity  Committee, 
established  pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
917.  as  amended  '  7  CPR  Part  917  >  which 
regulate,s  the  handling  of  fresh  pears. 
plums,  and  peaches  grown  in  California. 
This  is  a  regulatory  program  effective 
under  tlie  Agricultural  Marketmg  Agree- 
ment Act  of  1937.  a^  amended  '1  U.S.C. 
601-6741.  The  proposal  is  to  amend 
§917.443  I  Peach  Regulation  9;  42  FR 
24230 1  by  '  1 »  continuing  through  May 
31,  1978,  the  U.S.  No.  1  minimum  grade 
requirement  applicable  to  all  varieties  of 
California  peaches  in  fresh  shipments, 
(2)  continuing  through  such  date  speci- 
fied minimum  size  requirements  except 
that  from  July  3,  1977,  through  October 
31,  1977,  size  80  would  be  the  minimum 
size  for  varieties  not  ILsted  in  the  regu- 
lation and  from  April  1.  1978,  through 
May  31.  1978.  size  96  would  be  the 
minimum  size  for  Armgold,  Desertgold. 
Golden  Supreme.  Pat's  Pride.  Roysd 
April.  Ro^al  Gold,  Sprlngold  and  Spring- 
time varieties  of  peaches.  Peach  Regula- 


tion 9  is  currently  effective  during  the 
period  May  14  through  July  2,  1977. 
The  proposal  1:3  designed  to  continue  to 
provide  markets  with  an  ample  supply 
of  desirable  size  and  quality  peaches  con- 
sistent with  the  available  supply  in  the 
interest  of  producers  and  consumers. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed amendment  published  herein, 
shall  file  the  same,  in  duplicate,  with  the 
Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture.  Room  1077,  South 
Building.  Washington,  D.C.  20250,  not 
lat«r  than  June  17,  1977.  All  written  sub- 
missions made  pursuant  to  this  notice 
will  be  made  available  for  public  in- 
spection at  the  office  of  the  Heaxing 
Clerk  during  regular  business  hours  t7 
CFR  1.27ibi  1. 

Under  the  proposal,  the  provisions  of 
Peach  Regulation  9  i§  917.443;  42  FR 
24230'  are  revised  to  read  as  follows. 

§<>17.4i3      Peach    rtjrulation   9. 

Order.  «a>   During  the  period  July  3, 

1977.  through  May  31,  1978.  no  handler 
shall  handle: 

1 1  >  Any  package  or  container  of  any 
variety  of  pfeaches  unless  such  peaches 
meet  the  requirements  of  U.S.  No.  1 
grade. 

<2>  Any  package  or  container  of 
Armgold.  Desertgold,  Pat's  Pride.  Royal 
April.  Royal  Gold,  Springold.  Spring- 
tmie  or  Golden  Supreme  variety  peaches 
unless: 

'i>  Such  peaches  when  packed  in 
molded  forms  itray  pack>  in  a  No.' 22D 
standard  lug  bo.x  are  of  a  size  that  will 
pat-k.  in  accordance  with  the  require- 
ments of  standard  pack,  not  more  than 
108  peaches  in  the  box:  Provided,  That 
during  the  period  April  1,  1978,  through 
May  31.  1978.  such  peaches  when  packed 
m  molded  forms  'tray  pack)  in  a  No. 
22D  standard  lug  box  are  of  a  size  that 
will  pack,  m  accordance  with  the  re- 
quirements of  standard  pack,  not  more 
tiian  96  peaches  in  the  box;  or 

liii  Such  peaches  in  any  container 
when  packed  other  tlaan  as  specified  in 
subdivision  iw  of  this  subparagraph  (2> 
are  of  a  size  that  a  16  pound  sample,  rep- 
resentative of  the  peaches  in  the  package 
or  container,  contains  not  more  than  108 
peaches:  Provided.  That  during  the 
period  April   1.   1978.  through  May  31, 

1978,  such  peaches  in  any  container 
when  packed  other  than  as  specified  in 
subdivision  (i)  of  this  subparagraph  (2) 
are  of  a  size  that  a  16  pound  sample, 
representative  of  the  peaches  in  the 
package  or  container,  contains  not  more 
than  96  peaches. 

1 3 1  Any  package  or^container  of  Rob- 
in, any  type  of  Babcock,  Blazing  Gold, 
Bonjour,  Cardinal.  Dixired,  Gold  Dust, 


June  Lady,  Merrill  Gemfree.  Royal  May. 
Early  Coronet,  Flavorcrest.  Springcrest, 
Early  Royal  May,  or  May  Lady  variety 
peaches  unless: 

<i)  Such  peaches  when  packed  in 
molded  forms  (tray  pack>  in  a  No.  22D 
standard  lug  box  are  of  a  size  that  will 
pack,  in  accordance  with  the  require- 
ments of  standard  pack,  not  more  than 
88  peaches  in  the  box : 

(ii)  Such  peaches  when  packed  in  a 
No.  12B  standard  fruit  (peach)  box  are 
of  a  size  that  will  pack,  in  accordance 
with  the  requirements  of  standard  pack, 
not  more  than  75  peaches  in  the  box;  or 

(iu)  Such  peaches  in  any  container 
when  packed  other  than  as  specified  in 
subdivisions  li)  and  lii)  of  this  sub- 
paragraph (3>  are  of  a  size  that  a  16 
pound  sample,  representative  of  the 
peaches  in  the  package  or  container, 
contains  not  more  than  83  peaches. 

(4>  Any  package  or  container  of 
Aurora,  Coronet.  Indian  Red,  Mer- 
rill Gem,  Peterson  Elberta,  Redhaven. 
Regina,  or  Redtop  variety  peaches  un- 
less: 

(i)  Such  peaches  when  packed  in 
molded  forms  (tray  pack»  in  a  No.  22D 
standard  lug  box  are  of  a  size  that  will 
pack,  in  accordance  with  the  require- 
ments of  standard  pack,  not  more  than 
80  peaches  in  the  box;  or 

Mi)  Such  peaches  when  packed  in  a 
No.  12B  standard  fruit  (peach'  box  are 
of  a  size  that  will  pack,  in  accordance 
with  the  requirements  of  standard  pack, 
not  more  than  72  peaches  in  the  box;  or 

(iii)  Such  peaches  in  any  container 
when  packed  other  than  as  specified  in 
subdivisions  'i)  and  lii'  of  this  subpara- 
graph (4)  are  of  a  size  that  a  16  pound 
sample,  representative  of  the  peaches  In 
the  package  or  container,  contains  not 
more  than  71  peaches. 

(5)  Any  package  or  container  of  Ala- 
mar,  Angelus.  Belmont,  Carnival,  Fair- 
time.  Fay  Elberta.  Fayette.  Fiesta,  Forty- 
niner,  Franciscan,  Halloween.  John  Gee, 
Jody  Gaye,  July  Elberta  (Early  Elberta, 
Kim  Elberta,  and  Socala ' .  Madera  Gem, 
Mardigras,  Merricle.  O'Henrj-,  Pacifica, 
Pageant,  Parade,  Paradise,  Preuss  Sim- 
crest,  Regular  Elberta.  Redglobe,  Red 
Lady,  Rio  Oso  Gem,  Scarlet  Lady,  Sum- 
merset, Summertime,  Suncrest.  Torea- 
dor, July  Lady,"  Windsor,  Gem  Crest, 
Autumn  Gem,  Cal  Red,  Early  Fairtlme. 
Early  O'Henry,  Fire  Red,  Red  Cal.  or 
Sparkle  variety  peaches  unless: 

(i)  Such  peaches  when  packed  in 
molded  forms  '  tray  pack  >  in  a  No.  22D 
standard  lug  box  are  of  a  size  that  will 
pack,  in  accordance  with  the  require- 
ments of  standard  pack,  not  more  than 
72  peaches  in  the  box : 

(ii>  Such  peaches  when  packed  In  a 
No.  12B  standard  fruit  (peach)  box  are 
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of  a  size  that  will  pack,  in  accordance 
with  the  requirements  of  standard  pack. 
not  more  than  65  peaches  in  the  box ;  or 

(iii)  Such  peaches  in  any  container 
when  packed  other  than  as  specified  in 
subdivisions  d)  and  (iii  of  this  subpara- 
graph (5'  are  of  a  size  that  a  16  pound 
sample,  representative  of  the  peaches  iii 
the  package  or  container,  contains  not 
more  than  64  peaches. 

(b)  During  the  period  July  3  through 
October  31,  1977.  no  handler  shall  handle 
any  package  or  container  of  any  variety 
of  peaches  not  specifically  named  in  sub- 
paragraphs (21.  (3>,  i4i  or  (5'  of  para- 
graph (a)  unless: 

(n  Such  peaches  when  packed  in 
molded  forms  (tray  pack'  in  a  No.  22D 
standard  lug  box  are  of  a  size  that  will 
pack,  in  accordance  with  the  require- 
ments of  standard  pack,  not  more  than  80 
peaches  in  the  box;  or 

(2 1  Such  peaches  when  packed  in  a 
No.  12B  standard  fruit  (peach*  bo*  are 
of  a  size  that  will  pack,  in  accordance 
with  the  requirements  of  standard  pack, 
not  more  tlian  72  peaches  in  the  box;  or 

(3)  Such  peaches  in  any  container 
when  packed  other  than  as  specified  in 
subparagraphs  d'  or  (2i  of  this  para- 
graph (b)  are  of  a  size  that  a  16  poimd 
sample,  representative  of  tlie  peaches  in 
the  package  or  container,  contains  not 
more  than  71  peaches. 

»  •  »  *  • 

Dated:  May  27,  1977. 

Charles  R.  Brader, 
Deputy  Director.  Fruit  and  Veg- 
etable  Division.    Agricultural 
Marketing  Service. 

[FR  Doc. 77- 15652  Filed  6-1   77;8.45  am) 

NUCLEAR   REGULATORY 
COMMISSION 

[  10  CFR  Parts  70,  73  ] 

LICENSING  OF  PRODUCTION  AND  UTILI- 
ZATION FACILITIES;  SPECIAL  NUCLEAR 
MATERIAL:  PHYSICAL  PROTECTION  OF 
PLANTS  AND   MATERIALS 

License  Safeguards  Contingency  Plans 

Correction 

In  FR  Doc.  77-14258  appearing  at  page 
25744  in  the  issue  for  Thursday.  May  19. 
1977,  on  page  25746.  §73.30(gi  and 
§  73.40  are  corrected  to  delete  the  effec- 
tive dates  which  were  computed  inad- 
vertantly and  inserted  within  these  sec- 
tions. As  corrected  these  sections  read 
as  follows: 

§  73.30      General  requirements. 

•  •  •  •  • 

(g)  By  [120  days  after  publication  of 
this  rule  In  effective  form],  each  licensee 
subject  to  the  requirementsc  of  para- 
graph ( a)  of  this  section  shall  submit  to 
the  Commission  for  approval  a  licensee 
safeguards  contingency  plaii  for  dealing 
with  threats,  thefts,  and  sabotage  relat- 
ing to  the  transport  of  the  special  nu- 
clear material  in  his  possession  and  con- 
trol. The  plan  shall  be  implemented  and 
followed  (when  appropriate  by  the  li- 
censee within  30  days  after  approval  by 


the  Commissic«i  or  300  days  after  [ef- 
fective date  of  this  amendment], 
whichever  is  later. 

§  73.40     Pliysical      Pmioelion:      General 
requirements  at  fixeil  sites'. 

Each  licensee  shall  provide  physical 
protection  against  industrial  .sabotage 
and  against  theft  of  special  nuclear  ma- 
therial  at  the  fixed  sites  where  licensed 
activities  are  conducted.  The  provisions 
of  a  licensee  s  security  plan  as  approved 
bv  the  Commission  shall  be  followed  by 
the  hcensee.  By  1120  days  after  publica- 
tion of  this  rule  in  effective  forml  each 
licensee  subject  to  the  requirements  of 
55  73.50.  73.55.  and  or  73.60  .shall  submit 
to  the  Conmiission  for  approval  a  licen- 
see ssifeguards  contingency  plan  in  ac- 
cordance with  tlie  criteria  set  forth  in 
Appendix  C  to  this  part  for  deaUng  with 
threats,  thefts,  and  industrial  sabotage 
relating  to  the  special  nuclear  material 
and  nuclear  facilities  licensed  under 
Parts  50  or  70  of  this  chapter  and  in  his 
possession  and  control.  The  plan  shall 
be  implemented  and  followed  ( when  ap- 
prorlate)  by  the  licensee  within  30  days 
after  approval  by  the  Commission  or 
300  days  after  [effective  date  of  this 
amendment!.  whi(ihever  is  later. 


FEDERAL   ENERGY 
ADMINISTRATION 

[  10  CFR  Part  202  ] 

FREEDOM   OF   INFORMATION   ACT 
PROVISIONS 

Miscellaneous  Amendments 

AGENCY:  Federal  Energy  Administra- 
tion (FEA). 

ACTION:  Notice  of  proposed  rulemak- 
ing. 

SUMMARY:  Tlie  FEA  hereby  gives  no- 
tice of  a  proposaJ  to  amend  the  regula- 
tions implementing  the  Freedom  of  In- 
formation Act.  Written  comments  will 
be  received. 

The  purpose  of  these  amendments  is 
( 1 1  to  reflect  the  reassignment  of  the 
FEA  FYeedom  of  Information  function 
from  the  Office  of  Communications  and 
Public  Affairs  to  the  Office  of  Manage- 
ment 1 2  I  to  modify  the  rule  concerning 
the  time  of  receipt  of  Freedom  of  In- 
formation requests  and  appeals  (3)  to 
reflect  a  revision  necessitated  by  the 
amendments  to  the  Freedom  of  Infor- 
mation Act  enacted  as  Pub.  L.  93-502 
(88  Stat.  1561)  and  (4)  to  clarify  the 
regulation  governing  the  processing  of 
administrative  appeals  from  initial  de- 
nials of  Freedom  of  Information  Act 
requests. 

D.^TES:  Com.ments  by  July  5.  1977. 

ADDRESSES:  Comments  to:  Executive 
Communications,  Room  3317.  Federal 
Energy  Administration.  Box  MO.  Wash- 
ington. DC.  20461. 

FOR  FLTITHER  INFORMATION  CON- 
TACTT: 

Deanna  Williams  (FEA  Reading 
Room',  12th  and  Pennsylvania  Ave- 
nue. NW..  Room  2107,  Washington. 
DC.  20461,  202-566-9161. 


John  Treanor  (Information  Access 
Office* ,  12th  and  Pennsylvania  Ave- 
nue. NW..  Room  2107,  Washington, 
D.C.  20461,  202-566-9840. 
WiUiam  D  Luck  (Office  of  General 
Counsel'.  12th  and  Pennsylvania  Ave- 
nue, N\\'..  Room  6144,  Washington. 
DC.  20461.  202-566-9296. 

SUPPLEMENTARY  INFORMATION : 
I.  Proposed  Amendments  to  10  CFR  Part 
202,  Subpart  A.  n.  Procedures  for  Re- 
ceiving Written  Comments  and  Public 
Hearings. 

I.  Profosed  Amendments  to  10  CFR  Part 

202,  SCBPART  A 

A.  The  FEA  Freedom  of  Information 
function,  formerly  contained  within  the 
Office  of  Communications  and  Public 
Affairs,  has  been  transferred  to  the  Of- 
fice of  Management.  Consequently,  it  Is 
proposed  that  the  FEA  regulations  imple- 
menting the  Freedom  of  Information  Act 
(5  U.S.C.  552 >  be  amended  to  reflect  this 
change  and  in  certain  other  respects  re- 
lated thereto: 

1.  10  CFR  202.1  is  amended  by  delet- 
ing the  words  "Office  of  Public  Affairs" 
and  inserting  the  words  "Information 
Access  Office"  in  lieu  thereof. 

2.  10  CFR  202.3(a)  Is  amended  by  de- 
leting in  the  heading  the  words  "Direc- 
tor of  Public  Affairs"  and  inserting  the 
words  "Information  Access  Officer"  in 
Ueu  thereof.  ThLs  section  is  also  amended 
by  deleting  in  the  bods-  of  the  pro\'ision 
tlie  words  "Director  of  Public  Affairs  ' 
and  making  no  insertion.  This  section  is 
further  amended  by  deleting  the  words, 
"Room  206.  Old  Post  Office  Building" 
and  inserting  the  words  "Room  2107. 
New  Post  Office  Building"  in  lieu  tliereof . 

3.  10  CFR  202.4(a)  is  amended  by  de- 
leting the  words  "Director  of  Public  Af- 
fairs" and  insertmg  the  words  "Associ- 
ate Administrator  for  Management"  In 
lieu  thereof. 

B.  Occa.«:ionally.  Freedom  of  Informa- 
tion reque-^ts  or  appeaLs.  although  cor- 
rectly addres.sed  and  marked  and  de- 
livered to  the  FE.^  National  Office  by  the 
United  States  Postal  Service,  are  not 
actually  received  by  the  FEA  Informa- 
tion Acce.ss  Office,  or  the  Director.  Ex- 
ceptions and  Appeals,  until  a  numt)er 
of  days  have  elapsed  The  time  limits 
contained  in  the  FYeedom  of  Informa- 
tion Act  for  agency  response  to  requests 
and  appeals  make  it  imperative  that  the 
offices  processing  such  ltem;>  be  accorded 
in  all  cases  the  full  statutory  time  nec- 
essar>'  to  answer  these  inquiries.  Since 
the  FEA  regulations  already  provide 
that  ( i  I  incorrectly  addressed  requests 
or  appeals  and  ( ii '  hand-delivered  re- 
quests or  appeals  are  deemed  to  be  re- 
ceived upon  actual  receipt  by  the  appro- 
priate office,  FEA  proposes  that  the  same 
treatment  obtain  when  such  requests  or 
appeals  are  correctly  addressed  and 
marked  and  mailed  to  the  Apency: 

10  CFR  202  3'a'  and  10  CFR  202  6a) 
are  amended  by  deleting  the  words 
"when  It  has  been  delivered  to  the  FEA 
National  Office  by  the  United  States 
Postal  Service  if  mailed  and"  also  the 
words   "if   hand-delivered"   and   by   In- 
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serting    the    word    'also"    between    the 
words  "marked"  and  "shall". 

C.»  Prior  to  the  amendments  to  the 
Freedom  of  Information  Act  contained 
in  Pub.  L.  93-502  (88  Stat.  1561 1.  sec- 
tion 552(aM4'  of  the  Act  provided: 
"Each  agency  having  more  than  one 
member  shall  maintain  and  make  avail- 
able for  public  inspection  a  record  of  the 
final  votes  of  each  member  in  every 
agency  proceeding."  Since  the  amend- 
ments referred  to,  this  provision  has  been 
designated  as  section  552iai  i5i.  Due  to 
administrative  oversight,  the  reference 
in  10  CFR  202.2tat  to  section  552' a  i  '4* 
was  never  amended.  Because  the  PEA  is 
not  an  agency  having  more  tlian  one 
member  the  provisions  of  section  552' a> 
<5i  do  not  apply  to  the  FEA  and  it  is 
now  proposed  that  10  CFR  202.2(a»  be 
amended  by  deleting  the  words  "and 
552<a) (4»". 

D.  As  it  is  presently  constituted,  10 
CFR  202.6.  the  regulation  which  governs 
the  processing  of  administrative  appeals 
from  initial  denials  of  Freedom  of  In- 
formation Act  requests,  provides  only 
that  the  requester  may  appeal  the  denial 
and  that  such  appeal  shall  be  in  wTiting 
and  directed  to  a  particular  office.  Oc- 
casionally requesters  submit  "appeals" 
which  do  not  assert  any  grounds  for  ap- 
peal and  which  do  not  provide  any  ex- 
planation as  to  the  errors,  if  any,  which 
occurred  in  the  initial  decision.  The  FEA 
Office  of  Exceptions  and  Appeals,  in 
"United  Mine  Workers  of  Amrica,"  2 
FEA  Paragraph  80,550  (March  14, 
1975  >  and  a  number  of  other  similar  de- 
cisions, has  determined  that  such  "ap- 
peals" are  procedurally  defective  for 
failure  to  identify  the  basis  of  the  ap- 
peal. Such  "appeals"  have  therefore 
been  dismissed,  but  always  witiiout  prej- 
udice and  with  leave  to  file  an  amended 
appeal  within  15  days.  The  proposed 
amendment  to  10  CFR  202.6  will  make 
explicit  the  requirement  tiiat  appeals  of 
Freedom  of  Information  Act  initial  de- 
nials slate  the  grounds  upon  which  the 
appeal  Ls  brought,  so  that  the  Office  of 
Exceptions  and  Appeals  will  not  have  to 
make  thi.s  requiren;ent  knowTi  on  a  case- 
by-ca.-^e  basis  and  requesters  seeking  to 
appeal  will  be  more  aware  of  the  filing 
requirements. 

In  order  to  enable  the  Office  of  Excep- 
tions and  Api^eals  to  more  easily  act 
within  tiie  .statutory  time  limits  con- 
tained in  Uie  Freedom  of  Information 
Act  for  agency  respon.se  to  appeal.^,  it  is 
also  proposed  that  10  CFR  202.6  be 
amended  to  provide  explicitly  that  a  copy 
of  the  initial  denial  that  is  tlie  subject  of 
the  appeal  be  submitted  with  the  appeal. 

Therefore,  in  consideration  of  the 
above  two  pomUs,  it  Ls  proposed  tha- 
10  CFR  202  6' a  1  be  amended  by  insert- 
mg  l>etween  the  words  "The  appeal  shall 
be  m  wrltmg  and  '  and  the  words  "shall 
be  addressed  to"  the  following  lan- 
guage; 

.■>hall  coraain  a  concise  statement  of  grounds 
upon  whicti  it  Is  brought  and  a  description 
of  tli»  relief  souglit  It  should  al.so  Include 
a  discussion  of  all  relevant  authorities,  In- 
cluding, but  not  limited  to.  FEA  rulings, 
regulations.  Interpretations  and  decisions  on 


appeals  and  any  Judicial  determinations  be- 
ing relied  upon  to  support  the  appeal.  A 
copy  of  the  order  that  Is  the  subject  of  the 
appeal  shall  be  submitted  with  the  appeal. 
The  appeal. 

II.  Procedures  for  Receiving  Written 
Comments  and  Public  Hearings. 

A.  Written  comment  procedures.  In- 
terested persons  are  invited  to  partici- 
pate in  this  rulemaking  by  submitting 
data,  views,  or  arguments  with  respect 
to  tlie  proposals  set  forth  in  this  notice 
to  Executive  Communications,  Fed- 
eral Energy  Administration.  Comments 
should  be  identified  on  the  outside  en- 
velope and  on  documents  submitted  to 
FEA  Executive  Communications  with 
the  designation  "Freedom  of  Informa- 
tion Act  Regulations,"  Box  MO.  Fifteen 
copies  should  be  submitted.  Any  infor- 
mation or  data  considered  by  the  per- 
son furnishing  it  to  be  confidential  must 
be  so  identified  and  submitted  in  writ- 
ing, one  copy  only.  The  FEA  reserves 
the  right  to  determine  the  confidential 
status  of  the  information  or  data  and 
to  treat  it  according  to  its  determina- 
tion. All  comments  received  by  July  5, 
1977  and  all  otlier  relevant  information 
will  be  considered  by  FEA.  Comments 
received  in  response  to  this  notice  will 
be  available  for  public  inspection  in  the 
FEA  Reading  Room,  Room  2107,  Federal 
Building,  12th  and  Pennsylvania  Ave- 
nue. NW.  between  the  hours  of  8  a.m. 
and  4:30  p.m..  Monday  through  FYiday. 

B.  Public  hearings  not  required.  It 
has  been  determined  that  the  require- 
ments of  section  7(1)  (D  (C)  of  the  Fed- 
eral Energy  AdminLstration  Act  of  1974 
I  Pub.  L.  93-275),  as  amended,  relating 
to  opportiuiities  for  oral  presentations, 
do  not  apply  because  the  proposed  reg- 
ulations* are  procedural  in  nature  and 
are  not  likely  to  have  a  substantial  im- 
pact on  the  Nation's  economy  or  large 
numbers  of  individuals  or  businesses. 

C.  Other  procedural  considerations. 
As  the  proposed  regulation  is  not  a  reg- 
ulation affecting  the  quality  of  the  en- 
vironment, the  provisions  of  section 
7icMl>  of  the  Federal  Energy  Admin- 
istration Act  of  1974  (Pub.  L.  93-275>, 
as  amended,  have  been  determined  to  be 
inapplicable  to  the  proposal. 

Additionally,  tlie  FEA  has  determined 
that  this  docunient  does  not  contain  a 
major  proposal  requiring  preparation  of 
an  Inflation  Impact  Statement  under 
Executive  Order  11821  and  Office  of 
Management  and  Budget  Circular  A- 
107. 

(Freedom  of  Information  Act.  5  U.S.C.  552, 
as  amended;  Federal  Energy  Administration 
Act  of  1974.  Pub.  L.  93-275,  as  amended; 
Executive  Order  11790,  39  J'R  23185.) 

Ill  consideration  of  the  foregoing,  It 
is  proposed  to  amend  Subpart  A  of  Part 
202,  Chapter  II  of  Title  10,  Code  of  Fed- 
eral Regulations,  as  set  forth  above. 

Issued  in  Washington,  D.C.,  May  25. 
1977. 

Eric  J.  Fyci, 
Acting  General  Counsel, 
Federal  Energy  Administration. 
|FR  Doc. 77-15636  Filed  6-l-77;8:45  am] 


DEPARTMENT  OF 
TRANSPORTATION 

Federal  Aviation  Administration 
[14   CFR   Part    1] 

[Docket  No.  16617:   Notice  No.  77   41 

DEFINITION  OF  A  MAJOR  REGULATORY 
ACTION  WITH  AN  ENERGY  IMPACT  RE- 
OPENING OF  COMMENT  PERIOD 

AGENCY;  Federal  Aviation  Adminis- 
tration ( FAA ) ,  IX>T. 

ACTION:  Notice  reopening  comment  pe- 
riod. 

SUMMARY:  This  notice  reopens  the  pe- 
riod for  submission  of  comments  in  re- 
sponse to  Notice  77-4.  Reopening  the 
comment  period  will  allow  additional 
persons  and  organizations  to  submit 
their  comments  to  the  E>ocket.  This  ac- 
tion was  requested  by  the  Federal  En- 
ergy Administration. 

DATES:  Comments  must  be  received  on 
or  before  June  15,  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  in  duplicate  to:  Federal  Avia- 
tion Administration,  Office  of  the  Chief 
Counsel,  Attn.:  Rules  Docket  (AGC-24), 
Docket  No.  16617,  800  Independence  Av- 
enue SW.,  Washington,  D.C.  20591, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Cynthia  T.  Zook,  Policy  Analysis  Divi- 
sion <AVP-210),  Office  of  Aviation 
Policy,  Federal  Aviation  Administra- 
tion. 800  Independence  Ave.  SW.. 
Washington,  DC.  20591.  telephone 
202-426-3420. 

SUPPLEMENTARY  INFORMATION : 
Notice  77-4  was  published  in  the  Fed- 
eral Register  on  March  31.  1977  i42  FR 
17135>.  The  notice  invited  interested 
persons  to  comment  on  a  proposal  to 
amend  Part  1  of  the  Federal  Aviation 
Regulations.  Tlie  proposal  would  define 
a  "major  regulatory  action"  with  respect 
to  energy  impact  pursuant  to  Section 
382(b)  of  the  Energy  Policy  and  Con- 
servation Act  (Pub.  L.  94-163;  89  Stat. 
939). 

By  letter  dated  May  23,  1977,  Mr. 
James  K.  Pont  of  the  Federal  Energy  Ad- 
ministration (FEA»  requested  an  ex- 
tension of  the  comment  period  for  No- 
tice 77-4  from  May  16,  1977,  to  June  6, 
1977.  Mr.  Pont  stated  tliat  the  FEA 
needs  additional  time  to  complete  its  re- 
view of  the  proposal  and  to  prepare  its 
comments. 

In  light  of  the  FEAs  authority  in  en- 
ergy related  matters  and  the  fact  that 
only  one  other  comment  has  been  re- 
ceived by  the  FAA  on  the  proposed  rule, 
the  FAA  concludes  that  reopening  the 
comment  period  would  be  appropriate. 
Therefore,  tlie  period  for  submission  of 
comments  in  response  to  Notice  77-4  is 
hereby  reopened  and  will  close  on  June 
15.  1977.  All  comments  received  after 
March  31,  1977.  and  on  or  before  June  15, 
1977,  will  be  considered  by  the  Adminis- 
trator before  taking  action  on  the  pro- 
posed rule. 

The  principal  authors  of  this  docu- 
ment are  Cynthia  T.  Zook.  Office  of  Avi- 
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ation  Policy,  and  Keith  S.  May,  OfBce  of 
the  Chief  Coimsel. 

(Sec.  382  of  Title  HI  of  the  Energy  Policy  and 
Conservation  Act  (Pub  L.  94-163;  89  St*t. 
939.) 

-NoTS. — The  Federal  Aviation  Administration 
has  determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Economic  Impact  Statement 
imder  Executive  Order  11821.  as  amended 
by  Executive  Order  11949,  and  OMB  Circular 
A-107. 

Issued  in  Washington,  D.C  ,  on  May 
31,  1977, 

S.  Scott  Sutton, 
Acting  Director  of 
ArHaUon  Policy. 

[PR  Doc.77-15664  Piled  6-l-77;8;45  am) 


[14  CFR  Part  71] 

[Airspace  Docket  No   77-NW-Ol  1 

TRANSITION  AREA;  LEWISTON,  IDAHO 

Proposed  Alteration  ' 

AGENCY:    Federal   Aviation   Adminis- 
tration (FAA) ,  DOT. 
ACTION:  Notice  of  proposed  rulemak- 
ing. 

SUMMARY:  This  proposed  rule  would 
alter  the  description  of  the  airspace 
forming  the  Lewiston,  Idaho  Transition 
Area  to  provide  controlled  airspace  pro- 
tection for  aircraft  holding  In  the  area. 
The  Federal  Aviation  Administration 
believes  the  proposed  realignment  will 
provide  more  efficient  use  of  the  naviga- 
ble airspace. 

DATES:  Comments  must  be  received  on 
or  before  July  11,  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  in  triplicate  to:  Chief,  Opera- 
tions, Procedures  and  Airspace  Branch, 
Northwest  Region,  Federal  Aviation  Ad- 
ministration FAA  Building,  Boeing 
Field,  Seattle.  Washington  98108. 

The  official  docket  may  be  examined 
at  the  following  location:  Office  of  the 
Regional  Counsel,  Northwest  Region, 
Federal  Aviation  Administration,  FAA 
Building,  Boeing  Field,  Seattle.  Wash- 
ington 98108. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Milton  O.  Sirois,  Operations.  Pro- 
cedures and  Airspace  Branch,  North- 
west Region,  Federal  Aviation  Ad- 
ministration, FAA  Building.  Boeing 
Field,  Seattle,  Washington  98108. 

SUPPLEMENTARY  INFORMATION : 
A  review  of  the  airspace  requirements 
for  holding  aircraft  on  the  Lewiston. 
Idaho  VOR  079°  radial  reveals  that 
additional  700  foot  Transition  Area  air- 
space is  required  to  provide  controlled 
airspace  protection  for  aircraft  executing 
the  procedure.  The  Federal  Aviation  Ad- 
ministration is  therefore  considering  an 
amendment  to  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71) 


1  Map  filed  as  part  of  original. 


to  provide  for  additional  airspace  in  the 
Lewiston,  Idaho  Transition  Area. 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desire.  Communications 
should  identify  the  airspace  docket  num- 
ber and  be  submitted  in  triplicate  to 
the  Chief,  Operations,  Procedures  and 
Airspace  Branch.  Northwest  Region, 
Federal  Aviation  Administration,  FAA 
BuUdlng.  Boeing  Field,  Seattle,  Wash- 
ington 98108.  All  communications  re- 
ceived on  or  before  July  11.  1977.  wUl 
be  considered  before  action  is  taken  on 
the  proposed  amendment.  The  proposals 
contained  in  this  notice  ma>-  be  changed 
in  the  light  of  comments  received.  All 
comments  submitted  will  be  available, 
tx)th  before  and  after  the  closing  date 
for  comments,  in  the  ofllcial  docket  for 
examination  by  interested  persons. 

Drafting   INFORM.^TION 

The  principal  authors  of  this  docu- 
ment are  Milton  O.  Sirois,  Operations, 
Procedures  and  Airspace  Branch,  North- 
west Region  and  Jonathan  Howe.  Re- 
gional Coimsel.  Northwest  Region.  Fed- 
eral Aviation  Administration. 

Proposed  Amendment 

Accordingly,  pursuant  to  the  autliori- 
ty  delegated  to  me,  the  Federal  Aviation 
Administration  proposes  to  amend  the 
description  of  the  Lewiston,  Idaho  Tran- 
sition Area  in  J  71.181  of  Part  71  of  the 
Federal  Aviation  Regulations  <14  CFR 
Part  71)  as  republished  (42  FR  440i  to 
read  £is  follows: 

Lewiston,  Idaho 

That  airspace  extending  upward  from  700 
feet  at>ove  the  surface  within  an  area  t>ound 
by  a  line  beginning  at  Latitude  4e'27'25"  N.. 
Longitude  116'59'20'  W,  east  to  Latitude 
46"2615"  N.,  Longitude  116=35  10  '  W..  south 
to  Latitude  46M500"  N..  Longitude  116" 
38'00"  W.,  west  to  Latitude  46'18'05'  N., 
Longitude  117*00'00"  W..  thence  via  the  arc 
of  a  5-mlle  radius  circle  centered  on  Lewis- 
ton — Nez  Perce  County  Airport  (Latitude 
46°2229"  N.,  Longitude  117'00'61"  W.)  to 
Latitude  46"2658"  N.,  Longitude  117'00  00  ' 
W.,  to  point  of  beginning;  that  airspace  ex- 
tending upward  from  1200  feet  above  the  sur- 
face bounded  on  the  east  by  W.  Longitude 
116^  bounded  on  the  south  by  N.  Latitude 
4fl»,  bounded  on  the  west  by  the  arc  of  a 
ig-mlle  radius  circle  centered  on  the  Walla 
Walla  VOR  (Latitude  4«'0e  13"  N..  Longitude 
118*17'29"  W.)  and  bounded  on  the  north 
by  V-536. 

(Sec.  307(a),  Federal  Aviation  Act  of  1958 
(49  U.S.C.  1348(a):  Section  6(c)  of  the  De- 
partment of  Transportation  Act  (49  VS.C. 
1655  (c))). 

Note:  The  Federal  Aviation  Administra- 
tion has  deterrnlned  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821.  as  amended  by 
Executive  Order  11949.  and  OMB  Circular 
A-107. 

Issued  in  Seattle.  Washington  on 
May  23,  1977. 

C.  B.  Walk,  Jr.. 
Director,  Northwest  Region. 

IFR  Doc.77-16669  Piled  6-1-77:8:45  am] 


[14CFRPart71] 

[Airapace  Docket  No.  T7-WE-81 

TRANSITION  AREA;   MADERA,  CAUF. 

Proposed  Designation 

AGENCY;  Federal  Aviation  Administra- 
tion (FAA),  DOT. 

ACTION ;  Notice  of  proposed  rulemaking. 

SUMMARY;  This  notice  proposes  to 
designate  a  700  foot  transition  area  at 
Madera.  California,  to  provide  protectiMi 
for  aircraft  executing  a  new  instniment 
approach  procedure  iVOR-Runway  30) 
to  the  Madera  Municipal  Airport. 

DATES:  Comments  must  be  received  on 
or  before  July  5,  1977 

ADDRESSES:  Send  comments  on  the 
proposal  to:  Federal  Aviation  Adminis- 
tration Chief,  Airspace  and  Procedures 
Branch,  AWE-530,  15000  AviaUCHi  Boule- 
vard, Lawndale,  California  90261. 

FOR  FURTHER  mFORMATION  CON- 
TACT; 

Thomas  W.  Binczak,  Airspace  and  Pro- 
cedures Branch,  Air  Traffic  Division. 
Federal  Aviation  Administration.  15000 
Aviation  Boulevard,  LawTidale,  Califor- 
nia 90261.  Telephone:  213-536-6182. 

SUPPLEMENTARY       INFORM^^TION: 

Comments  Invited 

Interested  persons  may  participate  m 
the  proposed  rulemaking  by  submiiting 
such  written  data,  views,  or  arguments 
as  they  may  desire.  Communications 
should "  identify  the  Airspace  Docket 
Number  and  l>e  submitted  in  triphcate 
to  the  Chief,  Airspace  and  Procedures 
Branch.  Federsd  Aviation  Administra- 
tion. 15000  Aviation  Boulevard.  Lawn- 
dale.  California  90261.  All  communica- 
tions received  on  or  before  June  30,  1977. 
will  be  considered  before  action  is  taken 
on  the  proposed  amendment.  The  pro- 
posal contained  in  this  notice  may  be 
changed  in  the  hght  of  comments  re- 
ceived. All  comments  received  will  be 
available  both  before  and  after  the  clos- 
ing date  for  comments  in  the  Rules 
Docket  for  examination  by  Interested 
persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  'NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Public 
Affairs.  Attention:  Public  Information 
Center.  APA-430,  800  Independence  Ave- 
nue, SW.,  Wajshington,  DC  20591.  or  by 
calling  202-426-8085.  Communlcatl(Mis 
must  identify  the  notice  number  of  this 
NPRM.  Persons  interested  in  bemg 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of  Ad- 
visory Circular  No.  11-2  which  describes 
the  application  procedures. 
The  Proposal 

The  FAA  is  considering  an  amendment 
to  Suljpart  G  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71) 
to   designate   the    Madera,    California, 
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700  foot  transition  area.  This  .action  will 
provide  additional  contxoUed  airspace 
to  accommodate  aircraft  executing  the 
VOR — Runway  30  approach  procedure 
to  the  Madera  Municipal  Airport. 

Accordingly,  the  Federal  Aviation  Ad- 
ministration proposes  to  amend  5  71.181 
of  Part  71  of  the  Federal  Aviation  Reg- 
ulations ( 14  CFR  Part  71)  by  adding  the 
following : 

Madeka.    C.UjrOBNlA 

That  airspace  extending  upward  from  700 
feet  above  the  surface  within  a  4.5  mll« 
radius  of  Madera  Municipal  Airport  ( latitude 
36"5915"  N.,  longitude  120°06'40  W).  and 
within  45  miles  each  side  of  the  Fresno 
VORT.'VC  291*  radial,  extending  from  the 
4  5  mile  radius  area  to  seven  miles  west  of 
the  VORTAC. 

(Sec.  307(a(  of  the  Federal  Aviation  Act  of 
1958.  as  amended  (49  U  S.C.  1348(a))  and 
Sec.  6(c)  of  the  Depajtment  of  Transporta- 
tion Act  (49  U.S.C.  1855(c) ) .)         * 

Note — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  doea 
not  contain  a  naajor  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821  as  amended  by 
Executive  Order  11949,  and  OMB  Circular 
A-107. 

Issued  in  Los  Angeles,  California,  on 
May  20. 1977. 

Robert  H.  Stanton, 
Director,  Western  Region. 

:FR  Doc  77-15567  Filed  6-1-77,8  45  am] 

CIVIL  AERONAUTICS   BOARD 

[14  CFR  Part  298] 

[Doclcet  No    30928,  EDR-326. 
Dated  May  26.  1977] 

CLASSIFICATION  AND  EXEMPTION  OF  AIR 
TAXI    OPERATORS 

Modification  of  Insurance  Requirements 

AGENCY:  Civil  Aeronautics  Board. 

ACTION:  Notice  of  proposed  rulemaking. 

SUMMARY:  This  notice  proposes  two 
changes  in  the  present  rules  for  air  taxi 
operators'  liability  insurance,  m  order  to 
ensure  that  there  is  no  break  in  coverage 
that  would  leave  the  public  unprotected. 
The  first  would  require  policies  to  pro- 
vide that  they  may  not  expire  or  be  can- 
celed by  either  party  until  after  10  days' 
notice  to  the  Board.  The  second  would 
require  air  taxis  to  have  an  insurance 
5X)llcy  that  covered  all  their  aircraft 
except  for  those  specifically  identified 
and  excluded,  which  would  be  covered 
by  one  or  more  secondary  policies.  The 
Board  is  initiating  the  rulemaking  based 
on  its  experience  with  the  Inadequacy 
of  the  existing  system. 

DATES    Comments  by  July  18,  1977. 

ADDRESSES :  Comments  should  be  sent 
to  Docket  30928.  Docket  Section.  Civil 
Aeronautics  Board.  Washington,  DC. 
20428.  Docket  comments  may  be  ex- 
amined at  the  Etocket  Section.  Civil 
Aeronautics  Board,  Room  711,  Universal 
Building.  1825  Connecticut  Avenue  NW., 
Washington,  D.C..  as  soon  as  they  are 
received. 


FOR  FURTHER  INFORMATION  CON- 

TAcrr: 

Richard  B.  Dyson.  Office  of  General 
Counsel.  Civil  Aeronautics  Board, 
Washington,  DC.  20428  (202-673- 
5444). 

SUPPLEMENTARY  INFORMATION: 
The  Board's  experience  with  insurance 
covering  air  taxi  operations  indicates 
that  in  two  respects  the  current  regula- 
tory system  Is  unsatisfactory.  In  that  It 
causes  unnecessary  administrative  bur- 
dens on  the  Board  and  the  regulated 
Industries,  and  more  importantly,  may 
not  provide  the  full  intended  protection 
to  the  traveling  public.  Two  amendments 
to  Part  298  are  therefore  proposed  to 
remedy  those  defects. 

Notice  or  Expiration  or  Cancellation 

The  first  problem  is  that  the  notice 
provisions  of  §  298.45  do  not  provide  tin 
adequate  mechanism  for  ensuring  that  a 
policy  has  not  expired,  or  been  canceled 
by  the  insured,  without  replacement. 
That  section  states  that  in  the  event  of 
cancellation  by  the  insured,  the  insurer 
"shall "  notify  the  Board  within  10  days 
of  receiving  notice  of  the  cancellation. 
Similarly,  it  states  that  10  days  before 
the  expiration  date  of  the  policy,  the  in- 
surer "will  notify"  the  Board.  The  diffi- 
culty in  both  cases  Is  the  same:  if  the 
insurer  fails  to  notify  the  Board  as  re- 
quired by  the  regulation,  the  coverage 
can  lapse  and  leave  the  public  unpro- 
tected. Experience  shows  that  some  In- 
surers do  fall  to  provide  timely  notice, 
and  as  the  regulations  currently  stand, 
the  provisions  are  not  self-enforcing. 
Thus,  although  an  insurer  may  be  sub- 
ject to  sanctions  for  failure  to  follow 
the  notice  requirements,  the  coverage  In 
question  ceases  nevertheless,  and  the 
public  is  to  that  extent  unprotected. 

The  remedy  hereby  proposed  is  to 
make  the  regulatory  provisions  self-en- 
forcing, so  that  a  failure  to  provide  the 
required  notice  to  the  Board  would  have 
the  effect  of  leaving  the  policy  fully  in 
effect.  Section  98.45  already  uses  this  de- 
vice with  respect  to  other  types  of  term- 
ination, viz,  cancellation,  withdrawal,  or 
modification  to  reduce  the  limits  of  li- 
ability to  the  insurer.  The  proposed 
amendment  would  simply  extend  this  ap- 
proach, that  the  policy  itself  shall  spec- 
ify that  it  "may  not  be  canceled  •  *  * 
until  after  10  days'  wTltten  notice 
•  •  •,"  to  the  remaining  areas  of  can- 
cellation by  the  insured  and  expiration 
by  the  policy's  own  terms.  A  new  sen- 
tence added  to  the  section  would  make 
clear  that  renewal  of  at  least  the  same 
extent  of  coverage  by  the  same  insurer 
at  the  end  of  a  policy's  stated  term  would 
not  constitute  expiration  within  the 
meaning  of  the  section,  and  would  not 
require  notice  to  the  Board.  "Replace- 
ment" of  a  policy,  i.e  ,  the  taking  on  of 
a  different  Insurer,  would  require  notice 
to  the  Board  by  the  retiring  insiu^r.  The 
word  "replaced"  would  accordingly  be 
added  to  the  first  paragraph  of  the  sec- 
tion, and  the  present  second  paragraph 
would  be  deleted. 


The  Intent  of  these  changes  would  be 
to  make  the  Insurer  fully  responsible  for 
notifying  the  Board  in  any  situation 
where  an  air  taxi  operator's  Insurance 
coverage  apparently  is  about  to  cease  or 
be  reduced.  If  the  Insurer  failed  to  notify, 
the  Board,  the  policy,  by  its  own  terms 
as  required  by  this  rule,  would  remain 
in  force  until  the  notice  was  given.  Mere 
renewal  of  the  Insurance,  however,  would 
not  require  notice.  Thus,  once  an  air 
taxi  operator  has  obtained  conforming 
Insurance  for  his  operations,  the  Board 
will  need  to  be  notified  only  when  there 
Is  a  prospective  gap  in  coverage,  or  an- 
other insurer  Is  to  be  engaged. 

Coverage  of  All  Aircraft 

The  second  problem  addressed  in  this 
notice  Is  the  adding  by  air  taxi*  opera- 
tors of  new  aircraft  that  may  not  be  cov- 
ered by  their  existing  policies  of  Insur- 
ance. Presently,  if  a  plane  is  added  by 
an  air  taxi  operator,  a  new  certificate 
must  be  filed  with  the  Board,  but  there 
is  no  way  the  Board  'or  the  public*  can 
be  assured  that  all  planes  of  an  operator 
are  insured. 

The  proposed  amendment  would  meet 
this  problem  by  requiring  that  each  air 
taxi  operator  have  in  effect  an  Insurance 
policy  that  covers,  explicitly,  any  and  all 
aircraft  operated  at  any  time  by  the  In- 
sured in  air  transportation  operations, 
except  for  any  aircraft,  identified  by 
PA  A  registration  number,  that  might  be 
specifically  excluded  from  coverage  by 
the  terms  of  the  policy.  Any  new  exclu- 
sions from  coverage  would  require  10 
days'  notice  to  the  Board,  under  the  pro- 
posed revision  of  §  298.45  discussed 
above.  After  such  a  primary  policy  was 
In  force,  the  operator  could  obtain  a 
secondary  poUcy  that  would  cover  speci- 
fic planes,  also  identified  by  FAA  regis- 
tration number.  Thus,  each  plane  spe- 
cifically excluded  from  the  primary  pol- 
icy must  be  specifically  included  in  a 
secondary  one,  and  the  certificates  on 
file  with  the  Board  for  each  operator 
would  provide  a  complete  picture  of  the 
Insurance  coverage. 

It  is  not  the  Intent  of  the  Board  to 
force  the  primary  Insurer  to  cover,  with- 
out recourse,  whatever  planes  an  opera- 
tor might  acquire.  Such  an  Insurer  could 
put  protective  provisions  Into  its  policies, 
for  example,  increasing  the  premiums 
for  after-acquired  aircraft,  requiring 
that  secondary  policies  be  obtained  for 
them,  or  even  prohibiting  such  acquisi- 
tions under  the  sanction  of  cancellation, 
subject  of  course  to  the  requirement  to 
give  notice  to  the  Board.  In  this  respect 
the  proposal  differs  from  the  rule  that 
was  in  effect  previousI,y  (ER-548.  No- 
ve..iber  29.  1968,  33  FR  18231)  and  sub- 
sequently revoked  (ER-628.  June  22, 
1970.  35  FR  105071,  which  required  the 
insurer  to  cover  any  after-acquired  air- 
craft. The  explicit  provisions  for  sec- 
ondary policies,  and  the  corollary  right 
of  the  insurer  to  limit  or  prohibit  sub- 
sequent acquisitions  or  substitutions, 
should  avoid  the  objections  that  were 
raised  to  the  previous  rule.  The  point  of 
these  proposed   amendments,  however. 
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Is  that  the  risk  that  the  operator  will 
ignore  the  policy  and  the  regulations, 
and  temporarily  fly  unreported  aircraft, 
would  be  on  the  insurer  and  not  on  the 
unsuspecting  public. 

These  provisions  would  be  contained 
in  two  paragraphs  added  to  5298.41, 
Basic  requirements.  The  present  require- 
ment In  paragraph  <a)  of  that  section 
that  the  certificate  of  insurance  "list  the 
types  or  classes  of  aircraft"  to  which  the 
policy  apphes  would  be  deleted,  and  a  re- 
quirement that  the  certificate  specify 
the  aircraft  covered  In  accordance  with 
the  new  paragraphs  would  be  substituted. 

In  light  of  the  foregoing,  it  Is  pro- 
posed that  the  following  changes  be 
made  in  14  CFR  Part  298,  Classification 
and  Exemption  of  Air  Taxi  Operators: 

1.  In  I  298.41,  Basic  requirements,  the 
sentence  in  paragraph  (bi  beginning  "In 
addition,    the    certificate    of    insurance 

.shall would  be  amended,  and  two 

new  paragraphs  <e)  and  <f)  would  be 
added  to  the  section,  so  that  the  affected 
paragraphs  would  read : 

§  298.41       Ba^i<■  requirrments 

•  •  •  •  • 

(b)  *  *  •  In  addition,  the  certificate 
of  insurance  shall  specify  the  aircraft  to 
which  the  policy  of  insurance  applies,  in 
accordance  with  paragraphs  (ei  and  <f ) 
of  this  section,  and  shall  set  forth  the 
area  •  •  •  « 

»  •  •  •  • 

<e)  Each  policy  of  Insurance  Issued  in 
satisfaction  of  the  requirements  of  this 
subpart,  except  for  policies  issued  in  ac- 
cordance with  paragraph  (f )  of  this  sec- 
tion, shall  explicitly  cover  "all  aircraft 
operated  at  any  time  by  the  insured  in 
air  transportation  operations."  except 
for  those  aircraft,  identified  by  FAA  reg- 
istration number,  that  the  Insurer  may 
specifically  exclude  from  cov^erage. 

(f)  A  policy  of  aircraft  habihty  In- 
surance issued  in  satisfaction  of  the 
requirements  of  this  subpart  may  be  lim- 
ited to  the  coverage  of  specific  aircraft, 
identified  by  FAA  registration  number, 
only  if  at  the  time  such  a  pohcy  would 
become  effective  the  Insured  has  in  effect 
an  all-aircraft  liability  pohcy  conform- 
ing to  the  requirements  of  paragraph 
(e>  of  this  section. 

2.  §  298  45  would  be  revised  to  read  as 
follows : 

§  298.4.5  ('.iinfrllalion.  witlidriiwal.  pumI- 
ifiration.  e\piralioii.  or  rcplacrnu'Til 
of  in'ijirsinrr  rov«'rapr. 

Each  policy  of  Insurance  shall  specify 
that  it  shall  remain  In  force,  and  may 
not  be  replaced,  canceled,  withdrawn,  or 
In  any  way  modified  to  exclude  any  air- 
craft or  reduce  the  limits  of  liability  or 
the  extent  of  coverage,  by  the  insurer  or 
the  insured,  nor  expire  by  its  owti  terms, 
until  10  days  after  written  notice  by  the 
Insurer  dn  the  event  of  replacement,  by 
the  retiring  insurer),  describing  the 
change,  to  the  Board's  Bureau  of  Operat- 
ing Rights,  Washington,  DC.  20428, 
which  10-day  notice  period  shall  start  to 
rim  from  the  date  such  notice  Is  actually 
received  by  the  Board.  For  purposes  of 


this  sulvart,  a  policy  will  not  be  c<»- 
sldered  to  have  expired  If  the  same  In- 
surer renews  Its  coverage  without  reduc- 
tion In  the  extent  of  coverage  or  limits 
of  liability,  and  without  a  break  in  cover- 
age, whether  or  not  a  new  policy  Is  issued, 
and  notice  to  the  Board  is  not  required 
In  that  event. 

Rkjuest  for  Comments 

Interested  persons  may  take  part  In 
this  rulemaking  by  submitting  20  cc^Jies 
of  written  data,  views,  or  arguments  on 
the  subjects  dlsciissed.  All  relevant  mate- 
rial received  by  the  date  shown  at  the 
beginning  of  this  notice  will  be  coti- 
sidered  by  the  Board  before  taking  final 
action  on  the  proposed  rules. 

Indi^'idual  members  of  the  general 
public  who  wish  to  express  their  interest 
as  consumers  by  Informally  taking  part 
in  this  proceeding  may  do  so  by  sub- 
mitting comments  In  letter  form  to  the 
Docket  Section,  without  having  to  file 
additional  copies. 

(Sec.  204.  416.  Federal  Aviation  Act  of  1968, 
a£  amended,  72  Stat  743,  771.  49  T7.S.C.  1334, 
1386.) 

By  the  Civil  Aeronautics  Board. 

Phtllis  T.  Katlor, 

Secretary. 

[FR  Doc.77-15642  Piled  6-1-77:8:45  am] 


DEPARTMENT  OF  THE   INTERIOR 

Mining  Enforcement  and  Safety 
Administration 

[  30  CFR  Part  70  ] 

COAL  MINE  HEALTH  NOISE  STANDARD 

Noise  Dosimeters 

AGENCY:  Mining  Enforcement  and 
Safety  Administration,  Department  of 
the  Interior. 

ACTION:  Notice  of  Proposed  Rulemak- 
ing. 

SUMMARY;  The^e  proposed  amend- 
ments will  permit  the  use  of  integrating 
sound  level  meters  i noise  dosimeters)  to 
meet  the  noise  measurement  require- 
ments of  Parts  70  and  71  of  Title  30,  CFR. 
Current  regidations  were  adopted  before 
the  introduction  of  noise  dosimeters,  and 
they  allow  only  hand  held  sound  level 
meters  to  be  used.  Hand  held  sound  level 
meters  require  constant  monitoring  and 
do  not  afford  proximity  to  many  mining 
operations.  These  proposed  amendments 
will  allow  noi-^e  dosimeters  to  be  worn  by 
Individual  miners  and  will  require  httle 
direct  involvement  by  a  second  party. 

DATES:  Comments,  suggestions,  objec- 
tions and  requests  for  hearing  must  be 
received  on  or  before  July  18.  1977. 

ADDRESS:  Comments,  suggestions, 
objections  and  requests  for  hearing 
should  be  sent  to:  The  Assistant  Admin- 
istrator, Coal  Mine  Health  and  Safety, 
Mining  Enforcement  and  Safety  Admin- 
istration. I>epartment  of  the  Interior, 
Room  818,  Ballston  Tower  No.  3,  4015 
Wilson  Boulevard,  Arlington,  Virginia 
22203. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Joseph  Lamonlca,  Chief,  Division  of 
Health,  Coal  Mine  Health  and  Safety, 
MESA.  Room  830.  Ballston  Tower  No. 
3.  4015  Wilson  Boulevard.  ArUngton, 
Virginia  22203.  703-235-1358  or  Vem 
Rose,  Director  of  the  Division  of 
Criteria  Documentation  and  Stand- 
ards Development,  NIOSH.  5600  Fish- 
ers Lane,  Roc^kvlUe,  Maryland  20857, 
304-443-3680. 

SI  TPLEMENT  AR  Y  INFORM  ATION : 
The  Secretary  of  the  Interior,  under  sec- 
tion 101 'd'  of  the  Federal  Coal  Mine 
Health  and  Safety  Act  of  1969  i30  U.S  C 
811<d'  >.  has  authority  to  publish  pro- 
posed mandatorj'  health  standards  which 
have  been  developed  by  the  Secretan'  of 
Health,  Education,  and  Welfare  Based 
CHI  that  authority,  it  is  proposed  that 
Subpart  F  of  Part  70.  Title  30.  Code  of 
Federal  Regulations,  be  amended  as  set 
forth  below . 

Section  70  505<at  presently  requires 
that  noise  level  mea.";uremenLs  be  taJcen 
only  with  equipment  which  meets  the 
operational  specifications  of  the  Ameri- 
can National  Standards  Institute 
iANSI>.  "Sr>ecification  for  Sound  Level 
Meters".  SI  4-1971  (T>-pe  S2A'.  The 
purpose  of  the  propa«;ed  amendments  is 
to  Incorporate  the  use  of  the  integrating 
sound  level  meters  (also  known  as  noise 
dosimeters '  with  the  continued  use  of 
the  present  sound  level  meters. 

The  integrating  sound  level  meter 
<noise  dosimeter t  differs  from  the  pres- 
ent sound  level  meter  In  that  the  dosim- 
eter automatically  computes  the  accu- 
mulated noise  exposure  for  a  working 
shift  and  displays  this  as  a  percentage 
of  the  allowable  exposure.  Additionally, 
the  noise  dosimeter  is  lighter  and  smaller 
and  is  designed  to  be  worn  by  the  miner 
Because  it  can  be  worn,  the  noise  level 
measurements  may  be  taken  more  safely 
on  mobUe  equipment  with  adequate  seat- 
ing capacity  for  only  the  miner  oper- 
ating the  equipment.  A  definition  of 
integrating  sound  level  meter  has  been 
added  as  paragraph 'f^  of  ?  70.500. 

Pror>osed  ?  70.506'bi  provides  that 
calibration  of  the  noise  dosimeter  is  re- 
quired only  t)efore  and  after  each  shift, 
and  modifies  present  regulations  so  that 
a  sound  level  meter  Is  also  required  to 
be  calibrated  only  before  and  after  each 
shift.  The  definition  for  "dB.^"  has  been 
broadened  and  Figure  1  has  been  revised 
to  covt-r  the  use  of  the  integrating  sound 
level  meter  Certain  provisions  in  present 
?!  70  ,'^05  pnd  70.506  have  also  been  re- 
arranged to  reflect  more  clearly  the  dis- 
tinction between  mea.«:urement  equip- 
ment and  measurement  procedure. 

Propcsed  §  70.505  makes  reference  to 
integrating  sound  level  meters  which 
have  been  foimd  to  be  "acceptable"  by 
the  mining  Enforcement  and  Safety  Ad- 
ministration <  MESA  I.  Tlie  Department 
of  Health,  Education,  and  Welfare  and 
the  Department  of  the  Interior  are  pres- 
ently developing  procedures  for  approval 
of  operational  specifications  of  noise 
measurement  equipment.  Until  such  an 
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approval  program  Is  In  effect,  MESA  will 
evaluate  the  performance  characteristics 
of  Integrating  sound  level  meters  based 
on  the  test  procedures  and  data  In  a  re- 
port entitled  "Noise  Dosimeter  Perform- 
ance—A Second  Evaluation",  by  Tim- 
othy Y  Yen  and  Kenneth  C^  Stewart  'to 
be  published  at  a  lat^r  dat<>  as  a  Bureau 
of  Mines  Report  of  Invcsti£?atlon  > ,  Cop- 
ies of  the  test  procedures  and  criteria 
used  to  determine  acceptability  mav  be 
examined  at  the  Noise  Branch.  Pltt,s- 
buri?h  Technical  Support  Center,  Mming 
Enforcement  and  Safety  Administration. 
4800  Forbes  Avenue.  Pittsburgh.  PA 
15213.  Currently  the  following  integrat- 
ing sound  level  meters,  when  used  with 
a  rem^ote  microphone,  have  been  found 
to  be  "acceptable"  by  MESA: 

(n  Bruel  .t  KJaer   Tv-pe  4425. 

(2)  rXipont.  Model  D-  100. 

(3)  Edmon'.-WU.son.   Model  60-250. 

(4)  GenRad.  Type  1944. 

(5)  Quest,  Model  M-6. 

MES.\  proposes  also  to  identify  from 
time  to  time  by  a  separate  notice  in  the 
Federal  Register  those  integrating 
sound  level  meters  which  it  has  found 
to  be  acceptable. 

In  the  development  of  these  proposed 
health  standards,  the  Department  of 
Health.  Education,  and  Welfare  con- 
sulted w:!h  iiersons  and  organizations  as 
required  bv  section  ini'd'  of  the  Fed- 
eral Coal  Mine  Health  and  Safety  Act 
of  1969.  There  were  several  comment.s, 
during  con.'iultatlons.  about  the  need  to 
revise  current  regulations  pertaining  to 
sound  level  meters.  These  romment.s  are 
t)elng  considered  for  Inclusion  In  a  pend- 
ing complete  revision  of  Subpart  F.  Part 
70.  Title  30.  Code  of  Federal  Regulations. 

Dunng  consultation,  one  commentor 
expressed  concern  that  false  localized 
noises  occurring  Intentionally  or  through 
normal  usage  could  introduce  errors  Into 
noLse  dosimeter  readings.  WTiile  this  is 
a  possibility,  it  Is  felt  that  the  solution 
lies  In  the  education  and  training  of 
miners  or  the  presence  of  the  qualified 
person  for  as  long  as  necessary  to  ensure 
that  the  noL=;e  dosimeter  reading  ac- 
curately reflects  the  noise  exposure  of 
the  miner  under  consideration.  Further, 
proposed  5  70  505  permits  the  use  of 
either  the  noise  dosimeter  or  the  present 
sound  level  meter. 

A  question  concerning  tlie  accuracy  of 
the  noLse  dosimeter  was  also  raised.  The 
current  MESA  acceptance  criteria  for 
noise  dosimeters  allows  a  *2  dBA  toler- 
ance in  the  instrument  measurement. 
Therefore.  MESA  intends  to  issue  viola- 
tions only  for  measurements  which  ex- 
ceed this  tolerance  which  Ls  equivalent 
to  a  noise  dosmieter  reading  of  132  per 
centum.  For  readings  falling  witlim  the 
tolerar.."e.  alternate  m.ethods.  such  as  a 
soimd  level  meter  survey,  could  be  used 
by  MES.\  to  determme  compliance.  The 
reliability  of  the  manufacturer's  calibra- 
tion procedures  was  also  questioned.  In 
this  regard,  since  the  manufacturer's 
calib ration  procedures  are  used  Ln  deter- 
mining the  acceptability  of  noise  dosi- 
meters. It  is  appropriate  to  use  the  same 
calibration  procedures  in  the  field. 


■VVtule  these  proposed  standards  would 
be  promulgated  under  Part  70  Manda- 
tory Health  Standards — Underground 
Coal  Mines,  it  should  be  noted  that  the 
proposal  would  also  apply  to  30  CFR 
Part  71— Mandatory  Health  Stand- 
ards— Surface  Work  Areas  of  Under- 
ground Coal  Mines  and  Surface  Coal 
Mines.  Section  71.301  specifically  pro- 
vides that  "each  operator  shall  measure 
the  noise  level  •  •  •  in  the  manner 
prescribed  m  Subpart  F,  Part  70,  of  this 
Subchapter  O. " 

Interested  persons  may  submit  written 
comments,  suggestions,  objections  and 
requests  for  pubUc  hearing  to:  Assistant 
Administrator.  Coal  Mine  Health  and 
Safety.  Mining  Enforcement  and  Safety 
Administration,  Department  of  the  In- 
tenor,  Room  818,  Ballston  Tower  No.  3. 
4015  Wilson  Boulevard,  Arlington,  Va. 
22203.  All  submissions  received  on  or  be- 
fore July  18,  1977  will  be  considered. 

Note:  It  has  been  determined  that  this 
d'Xrument  does  not  contain  a  major  propoeal 
requiring  preparation  of  an  Economic  Im- 
pact Statement  under  Executive  Order  11821 

and  OMB  Circular  A-107. 

Dated :  May  26,  1977. 

Joan  M.  Davenport, 

Assistant 
Secretary  of  the  Interior. 

It  is  proposed  to  amend  30  CFR  Part 

70  as  follows: 

1  In  §  70.500  paragraph  (a>  is  revised 
and  a  new  paragraph   (f)   Is  added  as 

follows : 

§  70.300      Oefinilions. 

<a>  "dBA"  means  noise  level  In  deci- 
bels, relative  to  a  reference  level  of  20 
micro  p.^scals,  as  measured  by  the  use 
of  an  A-welghting  and  slow  metering 
characteristic  as  specified  In  American 
National  Standards  Institute  (ANSI), 
•  Specification  for  Sound  Level  Meters," 
SI. 4-1971  iT>-pe  S2A). 

•  •  •  •  • 

tf)  "Integrating  sound  level  meter" 
means  equipment  which  performs  noise 
level  measurements  along  with  exposure 
time  measurements.  The  circuitry  of  the 
instrument  Is  such  that  it  automatically 
performs  the  computation  of  the  mul- 
tiple noise  exposure  specified  in  §  70.502. 

2  By  revising  §5  70.505  and  70.506  to 

read  as  follows ; 

§  70,,'jO.T      Noise        level        measurement 
equipment. 

Noise  level  measurements  shall  be 
taken  only  with  equipment  which  is  ap- 
proved by  the  Mining  Enforcement  and 
Safety  Administration  as  permissible 
electric  face  equipment  under  the  pro- 
visions of  Part  18  of  this  chapter  (Bu- 
reau of  Mines.  Schedule  2G)  and  which, 
in  the  case  of  soimd  level  meters,  meets 
American  National  Standards  Institute 
|.ANSI\  "Specification  for  Sound  Level 
Meters".  SI. 4-1971  (Type  S2A),  or  In  the 
case  of  integrating  sound  level  meters, 
has  been  found  to  be  acceptable  by  the 
Mining  Enforcement  and  safety  Admin- 
Meters',   Sl.4-1971    (Type  S2A>,   or  in 


the  case  of  Integrating  sound  level 
meters,  has  been  found  to  be  acceptable 
by  the  Mining  Eiiforcement  and  Safety 
Administration. 

§  70.506      Noise  level  measurement  pro- 
cedures. 

(a)  Noise  level  measurement  instru- 
ments specified  in  §  70.505  shall  be  set 
to  operate  with  the  A-weighted  network 
and  slow  response. 

(b)  a)  Soimd  level  meters  and  inte- 
grating sound  level  meters  used  by  an 
operator  In  fulfilling  the  requirements  of 
this  subpart  shall  be  acoustically  cali- 
brated in  accordance  with  the  manufac- 
turer's instructions  before  and  after  each 
shift  on  which  the  meter  is  used. 

(2)  Sound  level  meters  and  integrat- 
ing sound  level  meters  used  by  an  au- 
thorized representative  of  the  Secretary 
shall  be  acoustically  calibrated  In  ac- 
cordance with  the  manufacturer's  in- 
structions or  by  another  equivalent  pro- 
cedure before  and  after  each  shift  on 
which  the  meter  is  used. 

Cc)  Noise  level  measurements  made 
with  soimd  level  meters  shall  conform 
to  the  following : 

(1)  Noise  level  measurements  shall  be 
made  at  locations  where  the  noise  is  typi- 
cal of  that  entering  the  ears  of  the 
miners  whose  exposure  is  imder  consid- 
eration. 

(2)  Five  mea.«urements  shall  be  made 
for  each  type  of  noise  exposure  produc- 
ing operation  to  which  the  miner  under 
consideration  is  exposed. 

(3)  Each  measurement  shall  be  made 
by  observing  the  A-scale  readings  for  30 
seconds  and  recording  the  noise  level. 

(4)  The  average  of  the  five  noise  level 
measurements  shall  be  considered  as  the 
noise  level  measurement  which  is  repre- 
sentative of  the  operation. 

(5)  Where  different  and  distinct  noise 
levels  occur  at  various  phases  of  an  op- 
eration, noise  level  measurements  shall 
be  made  in  accordance  with  this  section 
for  each  distinct  phase. 

(6)  The  noise  levels  and  the  esti- 
mated length  of  time  the  miner  is  ex- 
posed to  each  level  during  a  normal  work 
shift  shall  be  reported  for  the  operation. 
The  range  of  the  five  noise  level  meas- 
urements used  in  paragraph  ic)(4)  of 
this  section  shall  also  be  reported. 

Cd)  Noise  level  measurements  made 
with  integrating  sound  level  meters  shall 
conform  to  the  following : 

(1>  For  the  miner  whose  noise  expo- 
sure is  imder  consideration,  noise  level 
measurements  shall  be  made  with  the 
integrating  sound  level  meter  micro- 
phone located  at  the  top  of  the  shoulder, 
oriented  in  a  vertical  upward  position. 

(2)  The  integrating  sound  level  meter 
shall  be  worn  by  the  miner  whose  noise 
exposure  is  imder  consideration  for  an 
entire  normal  work  shift  and  the  accu- 
mulated per  centum  of  the  noise  expo- 
sure shall  be  reported. 

(e)  Acoustical  calibrators  which  are 
used  to  calibrate  sound  level  meters  and 
integrating  sound  level  meters  shall  be 
recalibrated  once  a  year,  biased  upon  Na- 
tional Bureau  of  Standards  calibrations. 
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3.  By  £uiding  a  new  §  70.511  as  follows: 

§  70.51  1       Incorporation  bv  reference. 

In  accordance  with  5  U  S.C  552ia)  (1) , 
the  technical  publication,  "Specification 
for  Sound  Level  Meters".  SI  .4-1971 
(Tjpe  S2A^  Issued  by  the  .American  Na- 
tional Standards  Institute  (ANSI) ,  April 
27.  1971,  referenced  in  this  Subpart  F  is 
hereby  incorporated  by  reference  and 
made  a  part  hereof.  The  incorporated 
technical  publication  is  available  for 
examination  at  MES.A,  4015  Wilson 
Boulevard,  Arlington.  Virginia  22203:  the 
National     Institute     for     Occupational 


(Submit  one  form  for  each  miner) 


Safety  and  Health.  S600  Fishers  Lane^ 
Rockville,  Maryland  20857:  and  each 
Coal  Mine  Health  and  Safety  District 
and  Subdistrlct  OfBce.  In  addition,  copies 
of  the  document  can  be  purchased  from 
the  American  Nat'onal  Standards  Insti- 
tute (ANSI),  1430  Broadway,  New  York. 
New  York  10018. 

Note  — Incorporation  by  reference  provi- 
sions approved  by  the  Director  of  the  Fed- 
eral Register  on  ( dAte  to  be  Inserted  »t  time 
of  final  rulemaking) . 

4.  By  revising  Figure  1  as  follows: 


Figure  1 


COAL  MINE  NOISE  DATA  REPORT 


Date : 


Company; 


/ 


/ 


mo. 


day 


Mine  Name 


Mine  I. D. Number: 

Section/Pit  Number: 

Miners  Name: 

Miners  SSN: 


Occupation  Code: ^ 

Initial Periodic Supplemental_ 

Hearing  Protective  Device  Used: 

Yes No  If  Yes  "R"  Value  

Equipment  in  Operation: 

Manufacturer 

Type 


Model  Number 


Serial  or  Company  Number_ 

Dosimeter  Reading: 


Operations 
(Loading , Tramming , Etc. ) 


Noise  Level 
dBA  Average 


Minutes 
Exposure 


Signature  of  Qualified  Person 


(Sec.   101.   Putt,  k.   91-173,   83   Stat.   746    (30  U^.C.  811) -) 

[FR  Dcx:.'n-15476  inied  fr-l-77;8:45  am] 


POSTAL  SERVICE 

[  39  CFR  Part  111] 

WHAT  MAY  BE  MAILED  AT  THE  SECOND- 
CLASS   RATES 

Deletion  of  Certain  Novelty  Pages 

AGENCY:  Postal  Service. 

ACTION:   Proposed  rule 

SUMM.^RY  Postal  regulations  state 
that  "pages  having  printed  illustrations 
permanently  pasted  to  them"  are  novel- 
ty pages  tiiat  may  be  included  m  sec- 
ond-class publications  These  regulations 
were  originally  adopted  to  assist  pub- 
lishers of  second-class  mail  matter  be- 
cause it  was  easier  and  cheaper  to  paste 
color  illustrations  on  a  pre-printed  sheet 
than  to  print  the  illustrations  directly 
on  the  siieet  These  regulations  are  pro- 
posed to  be  deleted,  however,  since  the 
current  state  of  the  art  in  the  printing 
Industry  permits  color  iUustrations  to  be 
printed  directly  on  the  sheet  without 
dlfBculty. 

DATE :  Comments  must  be  received  on  or 
before  July  5.  1977. 

ADDRESS:  Written  comments  should  be 
directed  to  the  Director.  OfBce  of  Mail 
Classifications.  Rates  and  Classification 
Department,  U.S.  Postal  Service.  Wash- 
ington, D.C.  20260. 

FOR  FLTRTHER  XNTORMATIGN  CON- 
TACT: 

Arthur  Cahn.  202-24S-4604. 

SUPPLEMENTARY  INFORMATION: 
Under  the  provisions  of  39  CFR  111.3  the 
Postal  Service  proposes  to  delete  5  132.- 
473d  of  tlie  Postal  Service  Manual  for 
the  reason  stated  above.  The  deletion  is 
also  proposed  because  this  regulation 
has  been  frequently  relied  upon  to  justify 
the  attachment  to  printed  pages  of  other 
materials  not  witiim  tiie  original  pur- 
pose and  intent  of  the  regulation.  These 
inappropriate  materials  include  sample 
labels  pasted  to  advertisements  for  such 
labels  and  "scratch  and  snlfT"  patches 
attached  to  adverti.^e.ment5  for  products 
such  as  perfume  and  soap 

Accordingly,  although  exempt  from 
the  notice  and  comment  requirements  of 
the  Administrative  Procedure  Act  (5 
use.  553  ibi.  'Ci  I  regarding  proposed 
rulemaking.  39  U.S.C.  410'at,  the  Postal 
Service  mvites  public  comment  on  the 
following  proposed  revision^  of  Uie  Postal 
Service  Manuad: 

Papt  132 — Second  Class 

132.47  enclosures.  additions.  and 
novelty  paces 


.473d       |Uelcti>dl 

In  132.47  delete  .473d  and  redesignate 
.473  e.  f.  and  g  as  473  d.  e,  and  f  respec- 
tively.   

An  appropriate  amendment  to  39  CFR 
1113  to  reflect  these  changes  will  be 
published  if  the  proposal  is  adopted. 

(39    U.SC.    401i2)   ) 

RoGEH  P.  Craig, 
Deputy  General  Counsel. 

JFR  I>oc.77-158S7  PUed  6-1-77.8:45  amj 
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ENVIRONMENTAL  PROTECTION 
AGENCY 

[  40  CFR  Part  61  ] 

(FRL  728-5] 

VINYL  CHLORIDE 

National  Emission  Standards  for  Hazardous 
Air  Pollutants 

AGENCY:  Environmental  Protection 
Agency. 

ACTION :  Proposed  rule. 
SUMMARY :  The  proposed  amendments 
are  being  made  to  the  vinyl  chloride 
sUndard  which  has  promulgated  Octo- 
ber 21.  1976,  and  would  apply  to  new 
and  existing  ethylene  dichloride.  vinyl 
chloride,  and  polyvinyl  chloride  plants. 
The  standard  and  the  proposed  amend- 
ments implement  the  Clean  Air  Act  and 
are  based  on  the  Administrator's  deter- 
mination that  vinyl  chloride  is  a  hazard- 
ous air  pollutant.  The  intended  effect  of 
the  proposed  amendments  is  to  require 
improved  effectiveness  of  control  tech- 
nology at  existing  plants,  impose  more 
stringent  emission  limits  on  new  sources, 
and  prohibit  an  emission  increase  within 
the  vicinity  of  an  existing  source  due  to 
the  construction  of  a  new  source. 

DATES :  Comments  must  be  received  on 
or  before  August  1.  1977. 

ADDRESSES :  Comments  should  be  sub- 
mitted (preferably  in  triplicate)  to  the 
Emission  Standards  and  Engineering 
Division,  Environmental  Protection 
Agency,  Research  Triangle  Park,  North 
Carolina,  Attention:  Mr.  Don  R.  Good- 
wm. 

All  public  comments  received  may  be 
inspected  and  copied  at  the  Public  In- 
formation Reference  Unit  (EPA  Li- 
brarv'.  Room  2922,  401  M  Street,  8W., 
Washington.  D.C. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Don  R  Goodwin,  Emission  Standards 
and  Engineering  Division.  Environ- 
mental Protection  Agency.  Research 
Triangle  Park,  North  Carolina  27711, 
Telephone  No.  91^688-6146.  ext.  271. 

SUPPLEMENTARY       INFORMATION: 

BACKCROtTND 

On  October  21,  1976.  EPA  promulgated 
a  standard  for  vinyl  chloride  under  the 
authority  of  section  112<bi  d'  (B»  of  the 
Clean  Air  Act.  as  amended  (41  FR 
46561'.  The  standard  applies  to  ethyl- 
ene dichloride.  vinyl  chloride,  and  poly- 
vinyl chloride  plants. 

On  November  19.  1976.  the  Environ- 
mental Defense  Fund  (EDF'  petitioned 
the  United  States  Court  of  Appeals  for 
the  District  of  Columbia  Circuit  to  review 
the  standard.  Motions  to  intervene  were 
subsequently  filed  on  behalf  of  the  So- 
ciety of  the  Plastics  Industry,  Inc.,  the 
Goodvear  Tire  and  Rubber  Company  and 
Air  Product-s  and  Chemicals,  Inc.,  and 
were  granted  bv  order  of  the  Court  on 
January  18.  1977.  On  March  24,  1977. 
EDF  and  EPA  moved  to  dismiss  the 
proceedings  in  view  of  a  settlement 
agreement  requiring  EPA  to  take  certain 


additional  actions.  These  include  a  re- 
statement of  EPA's  policy  for  regiilattng 
carcinogens  under  section  112  of  the 
Clean  Air  Act;  the  proposal  of  amend- 
ments which  would  require  increased 
eflaciency  of  existing  control  equipment, 
require  more  stringent  control  at  new 
sources,  and  prohibit  increases  in  emis- 
sions within  the  vicinity  of  an  existing 
source  due  to  new  construction ;  and  the 
initiation  of  a  review  of  tlie  vinyl  chlo- 
ride standard  three  years  after  the  pro- 
mulgation of  the  amendments. 

Zero  Emission  Goal 

The  \1nyl  chloride  standard  has  been 
criticized  for  allegedly  placing  unwar- 
ranted emphasis  on  technological  rather 
than  health  con.'^iderations.  Although 
EPA  disagrees  with  this  criticism,  it 
seems  appropriate  to  restate  EI'A's  ap- 
proach to  the  regulation  of  carcinogens 
in  general  and  under  Section  112  of  the 
Clean  Air  Act.  and  to  explain  how  the 
vinyl  chloride  standard  and  the  pro- 
posed amendments  are  consistent  with 
this  approach  and  with  the  protection 
of  public  health. 

On  Mav  25.  1976,  EPA  published  In- 
terim procedures  and  guidelines  for 
health  risk  and  economic  impact  assess- 
ments of  suspected  carcinogens  (41  FR 
21402  ^  which  define  EPA's  approach  to 
regulatory  action  for  suspect  carcino- 
gens. As  indicated  in  that  publication, 
there  are  two  steps  involved  in  the  deci- 
sion-making process  with  regard  to  the 
regulation  of  a  potential  carcinogen.  Al- 
though different  EPA  statutory  author- 
ities impose  different  requirements,  in 
general  two  decisions  must  be  made  with 
regard  to  each  potential  carcinogen.  The 
first  decision  Ls  whether  a  particular  sub- 
stance constitutes  a  cancer  risk.  The 
second  decision  is  what  regulatory  ac- 
tion, if  any.  should  be  Uken  to  reduce 
that  risk. 

In  deciding  whether  a  cancer  -risk 
exists.  EPA  will  consider  a  substance  a 
presumptive  cancer  risk  when  it  causes 
a  statistically  significant  excess  incidence 
of  benign  or  malignant  tumors  in  hu- 
mans or  animals.  In  the  case  of  vinyl 
chloride.  EPA  evaluated  all  available 
data  and  concluded  that  a  cancer  risk 
exists.  In  deciding  how^  and  whether  to 
regulate,  EPA  examined  section  112  of 
the  Clean  Air  Act.  Section  112  of  the  Act 
requires  that  emission  standards  be  set 
"at  the  level  which  in  the  judgment  of 
the  Administrator  provides  an  ample 
margin  of  safety  to  protect  the  public 
health  from  such  hazardous  air  pollut- 
ants." This  requirement  appears  to  as- 
sume that  each  pollutant  regulated  will 
have  a  threshold  level  of  effects  below 
which  no  health  effects  will  occur.  As 
explained  in  the  documentation  for  the 
current  standard  (40  FR  59532.  Decem- 
ber 24.  1975;  41  FR  46560,  October  21, 
1976),  it  has  not  been  possible  to  deter- 
mine if  there  is  a  threshold  level  of 
effects  for  vinyl  chloride  and  it  Is  not 
certain  that  such  a  threshold  may  be 
determined  in  the  near  future.  In  the 
absence  of  strong  evidence  to  the  con- 
trary, then,  the  only  level  of  vinyl  chlo- 
ride which  would  appear  to  be  absolutely 
protective  of  health  is  zero,  which  may 


be  achievable  only  by  banning  vinyl  chlo- 
ride emissions  ccKnpletely.  That,  In  tunx 
would  require  closing  the  entire  industry. 
As  explained  in  the  eai  ller  rulemaking  It 
is  not  clear  that  Congress  would  have 
intended  this  result,  so  instead  EPA  re- 
quired the  lowest  level  achievable  using 
technological  means.  (See  40  FR  59534 
and  41  FR  46562  >. 

In  order  to  insure  that  the  standard 
continues  to  approach  the  only  level  of 
emissions  which  is  known  to  be  abso- 
lutely protective  of  health,  namely  zero 
emissions,  EPA  is  proposing  amendments 
which  require  more  efficient  use  of  exist- 
ing control  technology  at  existing  plants 
and  more  effective  controls  at  new 
plants,  and  which  encourage  technology 
to  reach  this  goal  without  banning  vinyl 
chloride. 

More  STRINGE^fT  Standards  for  Existing 
Sources 

EPA  is  proposing  amendments  which 
would  require  sources  presently  subject 
to  a   10   ppm  emission  limit  to  reduce 
emissions  to  5  ppm  within  three  years  of 
promulgation  of  the  amendments.  The 
affected  sources  include  ethylene  dichlo- 
ride purification;  vinyl  chloride  forma- 
tion and  purification;  reactors,  strippers; 
mixing,  weighing,  and  holding  contain- 
ers;   mc«iomer    recovery    systems;    and 
fugitive  emissions  which  have  been  cap- 
tured in  accordance  with  the  existing 
regulation.*  If  the  owner  or  (^)erator  of 
a  source  believed  that  a  control  system 
would  not  be  capable  of  meeting  the  5 
ppm  limit,  he  would  be  able  to  request 
that  the  Administrator  approve  an  in- 
terim   emission    limit   for    that   source. 
Such  requests  would  have  to  be  made  one 
year  before  the  compUance  date.  In  re- 
questing an  interim  emission  limit,  the 
owner  or  operator  would  have  to  submit 
supportive  data  and  meet  with  EPA  to 
discuss  his  particular  problems  in  attain- 
ing compliance.  The  meeting  would  be 
announced  in  the  Federal  Register  and 
any  Interested  party  would  be  allowed  to 
attend  and  submit  written  or  oral  com- 
ments. If  an  interim  emission  limit  were 
granted  to  the  source,  the  required  emis- 
sion level  would  be  specified  in  a  written 
notification  from  EPA  and  in  the  Fed- 
eral Register.  Each  soiu-ce  granted  an 
interim  emission  limit  would  be  reviewed 
every  three  years  to  determine  whether 
emissions  could  be  reduced  to  5  ppm,  or 
at  least  to  a  lower  interim  emission  limit. 
In  proposing  the  reduction  from  10  to 
5  ppm,  it  is  not  EPA's  intent  that  a  con- 
trol system  which  has  been  installed  to 


•As  an  explanatory  note,  paragraph  ib)  of 
S  61.65  contains  nine  fugitive  eml.s.slon  regu- 
lations. For  several  of  these,  the  fugitive 
emissions  are  required  to  be  captured  and 
ducted  to  a  control  device  meeting  19  ppm. 
According  to  the  proposed  amendments,  the 
emissions  from  this  control  device  wotild 
have  to  be  reduced  to  5  ppm  In  the  same  way 
any  other  source  currently  required  to  meet 
10  ppm  would  have  to  do.  Rather  than  In- 
corporating both  the  5  and  10  ppm  emission 
limits  m  each  paragraph  in  5  61.e5(b),  a 
separate  paragraph  (c)  containing  these 
emission  limit*  Is  being  added  to  i  61  66.  All 
the  other  paragraphs  In  (b)  are  cross- 
referenced  In  paragraph  (c). 
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meet  the  10  ppm  emission  limit  be  re- 
moved and  replaced  with  another  more 
efficient  control  system  or  that  a  second 
control  sjrstem  be  added  behind  the  first 
control  system.  The  purpose  of  the  pro- 
posed amendment  is  to  force  owners  and 
operators  to  maximize  the  effectiveness 
of  existing  control  systems. 

More    Stringent    Standards    for    New 
Sources 

The  proposed  amendments  would  also 
require  more  stringent  controls  for  new 
sources;  i.e.,  sources  for  which  construc- 
tion is  commenced  after  the  date  of  pro- 
posal of  these  amendments.  According 
to  §  61.02  of  the  General  Provisions, 
"commenced"  means  that  an  owner  or 
operator  has  undertaken  a  continuous 
program  of  construction  or  modification 
or  that  an  owner  or  operator  has  entered 
into  a  contractual  obligation  to  under- 
take and  complete,  within  a  reasonable 
time,  a  continuous  program  of  construc- 
tion or  modification. 

New  sources  of  types  which  would  be 
subject  to  the  10  ppm  emission  liijiit 
tmder  the  current  standard  would  be 
required  under  the  amendments  to  meet 
a  5  ppm  emission  limit  at  the  time  of 
startup.  With  new  sources  tliere  would  be 
no  provision  allowing  requests  for  EPA 
approval  of  an  intei'Lm  emission  limit. 
New  sources  would  be  required  to  meet 
the  more  stringent  emission  limit  at  the 
time  of  startup,  because  they  have  an 
opportunity  to  design  tlieir  equipment  to 
meet  the  5  ppm  emission  limit  at  the  time 
construction  is  commenced.  Existing 
sources,  on  the  other  hand,  require  time 
to  maximize  the  effectiveness  of  their 
control  systems. 

The  proposed  amendment  would  also 
require  ethylene  dichloride-vinyl  chlor- 
ide plants  to  control  emissions  from  new 
oxychlorinatlon  reactors  to  5  ppm.  This 
requirement  is  based  on  installation  of 
a  recycling  and  oxygen  feed  system  with 
an  incinerator  or  equivalent  control  de- 
vice. The  current  standard  limits  emis- 
sions from  the  oxychlorinatlon  reactor 
to  0.2  g/kg  (0.0002  lb/lb  >  of  the  100  per- 
cent ethylene  dichloride  product  from 
the  oxychlorinatlon  reactor.  This  emis- 
sion limit  can  be  met  by  changing  proc- 
ess parameters,  rather  than  Installing  a 
control  device.  During  the  development 
of  the  ciu*rent  standard  EPA  considered 
requiring  existing  sources  to  control 
emissions  with  an  Incinerator  or  equiva- 
lent technology,  but  rejected  this  ap- 
proach because  a  large  quantity  of  fuel 
would  be  required  to  reduce  emissions 
from  a  relatively  small  source.  An  exist- 
ing oxychlorinatlon  reactor  typically  has 
a  large  volume,  low  hydrocarbon  effluent 
gas  stream,  and  large  quantities  of  sup- 
plemental fuels  would  be  required  for 
combustion  of  Its  emissions. 

A  new  plant  can  reduce  the  volume  of 
Its  effluent  gas  stream  and  make  It  more 
concentrated  by  recycling  the  gas  stream 
and  using  oxygen  instead  of  air  to  feed 
Into  the  process.  (3,  4)  the  current 
standard  was  not  beised  on  this  technol- 
ogy because  It  was  not  considered  feasi- 
ble to  retrofit  existing  plants  so  that  Qiey 
could  use  oxygen  Instead  of  air.  The  re- 


cycling and  oxygen  feed  methodolgj-  is 
considered  feasible  for  new  oxychlorina- 
tlon reactors  because  It  can  be  incorpo- 
rated at  the  time  of  construction.  Since 
the  use  of  this  technology  would  elimin- 
ate the  supplemental  fuel  problem  re- 
ferred to  above.  It  1?  EPA's  judgment  that 
new  oxychlorinatlon  reactors  should  be 
controlled  to  the  same  extent  that  is 
proposed  for  other  emission  sources. 

The  proposed  amendment  aLso  includes 
a  more  stringent  emission  limit  for  new 
polyvinyl  chloride  resins  being  processed 
in  equipment  following  the  stripping 
operation.  That  is,  the  amendment 
would  apply  to  resins  for  which  produc- 
tion for  the  purpose  of  marketing  was 
commenced  after  the  proposal  of  the 
amendment.  The  amendment  would  re- 
quire all  new  resins  except  new  dl-^per- 
sion  resins  to  be  stripped  to  100  ppm  and 
new  dispersion  resins  to  be  stripped  to 
500  ppm.  These  limits  for  new  products 
would  be  one-fourth  of  the  limits  con- 
tained in  the  standard  for  existing  prod- 
ucts. Consistent  with  the  current  stand- 
ard, the  amendment  would  permit  the 
use  of  control  devices  rather  than  strip- 
ping technology  to  meet  the  emission 
limit.  In  this  case  equipment  being  used 
to  process  all  new  resins  except  new  dis- 
persion resins  would  have  to  be  con- 
trolled to  0.01  kg/kg  product  and  the 
equipment  used  for  new  dispersion  resins 
would  have  to  be  controlled  to  0.05  kg/  kg 
product. 

A  "new  source"  is  defined  in  40  CFR 
61.02  as  a  stationary  source,  the  con- 
struction or  modification  of  which  is 
commenced  after  proposal  of  a  standard. 
There  was  some  question  based  on  this 
definition  as  to  whether  the  amendment 
to  the  stripping  standard  for  new  sources 
should  apply  to  new  polyvinyl  chloride 
resins  or  the  installation  of  new  equip- 
ment following  the  stripper  If  the  ap- 
plicability of  the  amendment  for  new 
sources  were  based  on  the  installation  of 
new  equipment  following  the  stripper,  it 
would  be  difficult  to  determine  what  con- 
stitutes a  new  source  at  an  existing  plant. 
This  is  based  on  the  reasoning  that  the 
stripping  standard  requires  that  all 
equipment  following  the  stripper  in  the 
process  be  controlled  as  a  unit  "ITie  series 
of  equipment  following  the  stripper  in- 
cludes pumps  and  conveying  equipment 
which  might  be  expected  to  be  replaced 
on  a  frequent  and  routine  basis.  Replac- 
ing one  of  these  pieces  of  equipment 
would  in  effect  cause  the  whole  series  of 
equipment  following  the  stripper  to  have 
to  meet  the  standard  for  new  sources.  In 
other  words,  all  resins  processed  in  the 
series  of  the  equipment  would  have  to 
meet  the  lower  standard  even  though 
only  a  minor  part  of  the  equipment  had 
been  replaced. 

EPA  decided  that  a  more  reasonable 
and  direct  approach  was  to  make  the 
proposed  amendment  apply  to  the  pro- 
duction of  new  polyvinyl  chloride  resins. 
This  Is  based  on  the  reasoning  that  emis- 
sions from  the  equipment  following  the 
stripper  are  a  function  of  the  amoimt  of 
vinyl  chloride  left  In  the  resin  after  the 
stripping  operation  Is  completed;  I.e., 
the  resin  is  the  source  of  the  emissions 


rather  than  the  equipment  The  same 
equipment  can  be  used  to  process  differ- 
ent resin  grades.  Variations  in  the  emis- 
sions from  the  equipment  are  a  function 
of  the  resin  being  processed  rather  than 
the  characteristics  of  the  eqviipment.  The 
control  technology  which  is  used  for  the 
equipment  foUowing  the  stripper  Ls  like- 
wise more  directly  Imked  to  the  resin 
than  the  equipment  Stripping  is  used  to 
control  the  emissions  due  to  the  vinyl 
chloride  in  the  resin  before  the  resin  is 
proce.<;sed  in  the  equipment. 

Before  the  hazards  of  \inyl  chloride 
became  known,  stripping  technology  was 
employed  by  polj'vinyl  chloride  manu- 
facturers to  recover  raw  materials  for 
economic  purposes  As  a  result  of  a 
stAndard  promulgated  by  the  Occupa- 
tional Safety  and  Health  Administration 
(39  FR  358901,  some  companies  investi- 
gated improvements  in  stripping  meth- 
odolog>'  for  emission  control  purposes. 
(1) 

Optimum  stripping  corsists  of  a  set  of 
operating  conditions  which  must  be  de- 
veloped experimentally  on  an  Individual 
basis  for  the  many  resins.  In  developing 
the  current  standard.  EPA  recognized 
that  stripping  technology  for  dispersion 
resins  had  not  been  refined  to  the  same 
extent  as  it  had  been  for  other  resins  and 
that  there  was  more  difficulty  in  strip- 
ping dispersion  resins  tlian  other  resins. 
For  this  reason  a  less  .stringent  emission 
limit  was  established  for  dispersion  res- 
ins. Dispersion  resins  are  permitted  a 
higher  emission  limit  under  the  proposed 
amendment  for  the  same  reason. 

EPA  believes  that  for  some  resins, 
companies  have  already  developed  strip- 
ping technology  which  would  meet  the 
proposed  amendment  (2'  For  other 
resins,  the  proposed  standard  would  re- 
quire additional  Improvement  in  strip- 
ping technology.  If  stripping  technology 
has  not  been  developed  to  the  extent 
necessary  to  meet  the  proposed  amend- 
ment for  a  particular  resin,  the  manu- 
facturer would  have  the  option  of  de- 
veloping the  technology  or  not  producing 
the  resin. 

The  current  standard,  unlike  the 
proposed  amendment,  was  not  ba.sed  on 
the  premise  that  an  owner  or  operator 
would  have  the  option  of  not  prtxluclng 
a  particular  resin.  It  is  EPA's  judgment 
that  the  owner  or  operator  making  a  new 
product  has  more  freedom  of  choice  than 
the  owner  or  operator  already  making  a 
particular  product  in  selecting  those 
resins  which  are  to  be  produced  EP.^'s 
standard  would  be  included  in  the 
variables  under  consideration  when 
decisions  are  being  made  as  to  which 
resins  are  to  be  prcjduced. 

Tlie  proposed  amendment  would  apply 
to  any  new  source,  whether  it  constituted 
replacement  of  an  existing  source  in  an 
existing  plant,  the  expansion  of  an  exist- 
ing plant,  or  part  of  an  entirely  new 
plant.  That  is.  if  a  new  oxychlorinatlon 
reactor  or  a  new  poly^nnyl  chlcHide  re- 
actor were  Installed  at  an  existing  plant. 
It  would  be  subject  to  the  emission  limits 
for  new  sources.  This  means  that  as 
existing  sources  are  gradually  replaced 
with  new  sources  In  an  existing  plant. 
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the    overall    emission    level    from    that 
exuitmg  plant  would  be  reduced. 

Emission  Offset 

Because  the  present  vinyl  chloride 
standard  focuses  on  reducing  emissions 
rather  than  attaining  a  particular  am- 
bient air  quality  concentration,  there  is 
no  provLsion  for  limiting  the  size  of 
plants  or  the  clustering  of  plants  in  a 
geographical  area.  The  doubling  of  the 
size  of  an  existing  plant  or  the  construc- 
tion of  a  new  plant  beside  an  existing 
plant  would  considerably  increase  the 
ambient  air  concentrations  of  vinyl 
chloride  in  the  vicinity  of  the  plant(s) 
even  If  the  vin^l  chloride  standard  was 
met.  EPA  determined  at  the  time  of 
promulgation  of  the  current  standard 
that  the  costs  of  prohibiting  the  produc- 
tion of  vinyl  chloride  and  polyvinyl 
chloride  were  too  high  and  the  continued 
operation  of  exLsting  plants  should  be 
allowed.  EPA  believes,  however,  that  the 
standard  should  Include  a  mechanism 
for  prohibiting  an  increase  in  ambient 
concentrations  of  vinyl  chloride  due  to 
new  construction  in  areas  where  existing 
sources  are  already  located. 

Accordingly.  EPA  is  proposing  an 
amendment  which  would  prohibit  an  in- 
crease in  emissions  within  8  kilometers 
I  km  I  I  approximately  five  miles  >  of  an 
existing  source  due  to  the  construction 
of  a  new  emission  source.  This  means 
that  If  a  new  source  were  added  to  an 
existing  plant,  the  increase  in  emissions 
due  to  tiiat  new  .source  would  have  to  be 
offset  by  a  reduction  in  emissions  from 
other  existing  sources  within  that  plant 
or  at  other  plants  within  8  km  of  the 
construction  site  of  the  new  source.  Simi- 
larly, a  ne^v  plant  could  not  be  con- 
structed witlun  8  km  of  an  existing 
plant's  I  unless  the  emission  increase 
due  to  the  new  plant  were  offset  by  an 
emission  reduction  at  the  existing  plant 
or  plants  This  provision  may  result  in 
few  existing  plant-s  t>einK  expanded  and 
few  new  plants  being  constructed  in  the 
viciruty  of  existing  planus.  However,  the 
proposed  amendment  does  not  preclude 
tlus  possibility. 

The  offset  provision  would  apply  only 
to  new  construction  which  results  in  an 
increase  in  production  rate.  Replacing  or 
adding  equipment  such  as  pumps,  com- 
pressors, agitators,  sampling  equipment 
and  unloading  hoses  is  a  routine  practice 
at  existing  plants.  Additioiis  of  equip- 
ment of  this  nature  would,  in  and  of  it- 
self, be  expected  to  result  in  httle.  if  any. 
Increase  in  emissions.  In  EPA's  judg- 
ment, a  plant  should  not  be  required  to 
prove  this  fact  each  time  one  of  these 
pieces  of  equipment  is  added  The  addi- 
tion of  this  type  of  equipment  in  con- 
junction with  major  process  equipment, 
however  is  likely  to  result  m  both  an  in- 
crease in  emissions  as  well  as  an  in- 
crease in  production  rate,  and  is  there- 
fore covered  by  the  off.set  provision. 

If  the  offset  provision  were  adopt-ed. 
the  reduction  m  emissions  could  be 
achieved  In  the  production  rate  of  an 
existing  source  or  sources.  The  baseline 
emission  rate  would  be  determined  based 
on  the  maximum  production  rate  which 


had  been  attained  by  each  existing 
soiirce.  The  allowable  emission  rate  for 
each  source  would  be  based  on  the  maxi- 
mum production  rate  at  which  that 
source  would  be  operated  in  the  future. 

Also,  if  the  emissions  frwn  an  existhig 
source  were  already  below  the  emission 
limit  appUcable  to  It.  the  proposed 
amendment  would  give  tlie  source  credit 
for  the  difference  between  the  emission 
limit  and  the  actual  emission  level.  That 
is  the  baseline  emission  rate  would  be 
based  on  the  standard  rather  than  on  an 
emission  test.  It  is  EPA's  judgment  that 
this  is  a  more  equitable  approach  than 
penaUzing  a  source  wlilch  has  already 
taken  measures  to  reduce  emissions  below 
the  standard.  Such  a  source  would  have 
less  room  for  further  reducmg  emissions. 

The  emission  limits  applicable  to  both 
the  existing  and  new  sources  involved 
in  the  offset  arrangement  woiHd  be  con- 
tained In  the  approval  of  new  construc- 
tion granted  by  the  Administrator  under 
40  CFR  61.08. 

EPA  believ-es  that  a  policy  of  no  net 
increase  in  emissions  due  to  new  con- 
struction is  justified  because  of  the  haz- 
ardous nature  of  vinyl  chloride.  How- 
ever, EPA  recognizes  the  potential  diffi- 
culties in  implementing  such  a  policy 
and  interested  persons  are  urged  to  sub- 
mit comments  and  factual  information 
relating  to  this  policy. 

RE\^EW  OF  Standard 

EPA  plans  to  undertake  a  full-scale 
review  of  Subpart  F  of  40  CFR  Part  61 
beginning  three  years  from  the  promul- 
gation of  any  amendments.  In  the  study 
EPA  will  review  information  concerning 
technological  advances  In  the  control  of 
vinyl  chloride  emissions  to  determine 
what  further  changes  might  then  be  ap- 
propriate to  move  toward  the  goal  of 
zero  vfnyl  chloride  emissions.  EPA  will 
also  consider  recent  health  data  to  de- 
termine whether  tlie  approach  for  regu- 
lating vinyl  chloride  should  be  altered. 

Environmental  Impact 

The  proposed  amendment,  in  contrast 
to  the  current  standard,  would  encourage 
the  development  of  new  technology  and 
improvements  in  existing  technology  and 
would  have  the  following  three  positive 
environmental  impacts:  (1»  further  re- 
duction of  emissions  at  existing  plants. 
1 2  I  no  increase  in  emissions  within  8  km 
of  an  existing  source,  and  <3>  lower 
emissions  from  new  sources  than  would 
be  accomplished  through  the  current 
standard  regardless  of  the  construction 
site.  These  environmental  impacts  would 
provide  progress  toward  the  ultimate 
goal  of  zero  emissions  without  banning 
vinyl  chloride,  and  in  the  process  would 
provide  additional  protection  of  public 
health  by  further  minimizing  the  health 
risks  to  the  people  living  in  the  vicinity 
of  existing  plants  and  to  any  additional 
people  who  are  exposed  as  a  result  of  new 
construction. 

Specifically,  for  those  existing  sources 
which  are  currently  subject  to  a  10  ppm 
emission  limit,  emissions  would  be  re- 
duced by  half  within  three  years  after 
the  promtUgation  date  of  these  amend- 
mei^u  At  both  an  existing  average-sized 


ethylene  dichloride-vinyl  chloride  plant 
and  an  existing  average-sized  polyvinyl 
chloride  plant,  which  contain  other 
sources  than  the  ones  required  to  meet 
a  5  ppm  emission  limit,  It  is  estimated 
this  will  have  the  effect  of  reducing  total 
emissions  by  less  than  one  percent.  Emis- 
sions at  existing  plants  would  be  further 
reduced  as  existing  oxychlorination  re- 
actors are  replaced  with  new  oxychlori- 
nation reactors  and  as  new  polyvinyl 
chloride  resins  are  preduced  to  replace 
existing  ones. 

Under  the  proposed  amendment,  emis- 
sions from  new  plants  would  be  consider- 
ably lower  than  they  would  be  imder  the 
current  standard.  For  a  typical  new 
average-sized  ethylene  dichloride-vinyl 
chloride  plant  <  318x10'  kg  yr  or  700 
XlO"  Ibyr  produced',  the  hourly  emis- 
sions would  be  5.1  kg  ill.S  Ibi  instead 
of  10.3  kg  (23.1  lb>.  For  a  t\-pical  new 
average-sized  dispersion  polyvinyl  chlo- 
ride plant  (46x10"  kg/yr  or  lOOxlO" 
Ib/yr  production',  the  emissions  would 
be  about  9  kg/hr  (20  Ib/hr)  instead  of 
17.5  kg/hr  (39  Ib/hr)  and  for  a  typical 
new  average-sized  suspension  polyvinyl 
chloride  f 68x10'  kg/yr  or  150x10'  Ib/yr 
production)  the  emissions  would  be  13.5 
kg/hr)  (30  Ib/hn  Instead  of  16  kg  hr 
(36  Ib/hr) .  These  emissions  are  calcu- 
lated based  on  tlie  emission  factors  pub- 
lished In  the  documentation  for  the  ex- 
isting standard,  (f )  Ambient  air  concen- 
trations are  expected  to  be  reduced 
proportionately. 

The  only  negative  environmental  im- 
pact would  be  an  increase  in  hydrogen 
chloride  emissions  at  ethylene  dlchlo- 
rlde-vlnyl  chloride  plants  if  incineration 
were  used  to  control  emissions  from  new 
oxychlorination  reactors.  However,  due 
to  the  corrosion  problems  which  would 
otherwise  occur  on  plant  property  and 
In  the  community,  plants  are  expected 
to  use  scrubbers  to  control  the  hydrogen 
chloride  emissions.  The  proposed  amend- 
ment is  not  expected  to  have  a  signifi- 
cant impact  on  energ>'  consumption. 

Economic  Impact 

The  potential  economic  impacts  of  the 
proposed  standard  are: 

(1)  Costs  for  research  and  develop- 
ment of  improved  methodology  for  oper- 
ation of  existing  control  technology  so 
that  it  can  be  used  to  meet  the  5  ppm 
emission  limit. 

12'  Costs  for  research  and  develop- 
ment of  improved  stripping  techniques 
to  meet  the  standard  for  new  polyvinyl 
chloride  resins. 

(3)  Cost  of  research  and  development 
or  licensing  for  converting  over  to  the 
oxygen  system  for  a  new  oxychlorination 
reactor, 

(4)  Possibly  increased  transportation 
costs  of  raw  materials  In  the  case  that 
the  offset  policy  results  in  the  construc- 
tion of  a  new  plant  farther  from  an 
existing  plant  than  it  otherwise  wotild 
have  been. 

(5)  Costs  of  building  a  new  plant  more 
than  8  km  from  an  existing  plant  In  the 
event  that  the  oflfset  requirement  pre- 
cluded the  expansion  of  an  existing 
plant. 
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(6)  Delay  in  tlie  production  of  a  par- 
ticular resin  due  to  time  spent  develop- 
ing stripping  technology  for  that  resin. 

(7i  No  growth  in  the  production  of  a 
particular  resin  due  to  the  inability  to 
strip  that  resin  to  required  levels. 

The  types  of  costs  which  have  been 
named  would  be  difficult  to  quantify.  The 
costs  would  be  expected  to  vary  consider- 
ably from  one  plant  to  another  depend- 
ing on  the  amount  of  research  and  de- 
velopment than  had  already  been  done, 
the  extent  to  which  technology  could  be 
transferred  from  other  plants  and  proc- 
esses, and  the  plans  for  new  construction. 

One  area  in  which  cost  estimates  can 
be  generated  is  the  use  of  an  oxygen- 
recycle  oxychlorination  process  as  op- 
posed to  an  air-based  system.  The  pro- 
posed amendment  does  not  require  the 
use  of  the  oxygen-recycle  system,  but 
many  plants  wotild  be  expected  to  em- 
ploy this  system  to  avoid  the  high  costs 
of  incinerating  the  high  voliune  gas 
stream  from  a  typical  air-based  system. 
The  primary  cost  of  using  the  oxygen- 
recycle  system  is  the  cost  of  the  oxygen 
Itself.  The  cost  of  the  oxygen  for  a  par- 
ticular plant  would  depend  on  whether 
the  plant  was  located  where  there  Is  a 
considerable  demand  for  both  the  oxygen 
and  nitrogen  products  of  air  separation. 
According  to  one  recent  article,  if  it  is 
assumed  that  such  a  demand  exists,  the 
cost  of  the  oxygen  ($14.34/ton)  would 
be  approximately  equivalent  to  the  cost 
of  compressing  air  for  use  in  the  air- 
based  system.  « 1 )  Another  report  In 
which  this  assumption  was  not  made  and 
the  economics  of  the  air  and  oxygen  sys- 
tems were  being  compared,  it  was  con- 
cluded that  overall  production  economics 
"favor  the  oxygen  process  even  if  vent 
gas  incineration  wotild  not  be  required 
for  &.n  air-based  plant  since  the  sum  of 
all  remaining  advantages  offered  by 
oxygen-based  plant  operation  more  than 
outweighs  the  incremental  cost  for  the 
oxygen  feed."  (2) 

Miscellaneous:  The  Administrator  in- 
vites comments  on  all  aspects  of  the  pro- 
posed amendments. 

(Section  112  of  the  Clean  Air  Act.  sec.  4ra)  of 
Pub.  L  91-€04.  84  Stat.  1685  (42  U.SC.  1857c- 
7»  and  section  30Ua)  of  the  Clean  Air  Act, 
sec.  2  of  Pub.  L.  No.  90-148.  84  Stat.  504  as 
amended  bv  sec.  ( 15)  (c)  (2)  of  Pub  L.  91-604. 
84  Stat  1713  (42  U.SC.  1857  gia)).  Sees, 
61  67  and  61,68  al.so  proposed  under  the  au- 
thority of  section  114  of  the  Clean  Air  Act. 
as  added  by  sec,  4(a)  of  Pub,  L  91-604,  84 
Stat,  1687  an(f  amended  by  Pub,  L,  93-319, 
sec,  61  a)  (41,  88  Stat.  259  (42  USC, 
1857C-9),) 

Note. — Tlie  Environmental  Protection 
Agency  has  determined  that  this  document 
does  not  contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact  Analysis 
under  Executive  Orders  11821  and  11949  and 
OMB  Circular  A-107. 

Dated:  May  27,  1977. 

Douglas  M.  Costle, 

Administrator. 
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It  is  proposed  that  Subpart  F  of  40 
CFR  Part  61  be  amended  as  follows: 

1.  In  §  61.08.  paragraph  tb*  is  revised 
to  read  as  follows , 

§  61.08      Approval  bv  tlio  ,\dniini!>lrator. 
«  •  «  *  • 

(bi  If  the  Administrator  determines 
that  a  stationary  source  fbr  which  an 
application  pursuant  to  §  61,07  was  sub- 
mitted will  not,  if  properly  operated, 
cause  emissions  in  violation  of  the 
standard  or  violation  of  §  61.73.  he  will 
approve  the  construction  or  modification 
of  such  source. 


2.  Section  61.62  is  revised  to  read  as 
follows : 

§61.62      Emi-sion  ^landart!   for  clbylene 
dirhloride  planl>. 

An  owner  or  operator  of  an  ethylene 
dichloride  plant  shall  comply  with  the 
requirements  of  this  section  and  5  61,65. 

la)  Ethylene  dichloride  purification: 
Except  as  provided  in  §61.65iai.  the 
concentration  of  vinyl  chloride  in  all 
exhaust  gases  discharged  to  the  atmos- 
phere from  any  equipment  used  in 
ethylene  dichloride  purification  is  not 
to  exceed  the  appropriate  emission  limit 
as  follows: 

(1)  Each  source  for  which  construc- 
tion had  commenced  on  or  before  idate 
of  proposal  of  these  amendments  i,  10 
ppm  until  <  date  three  years  after  pro- 
mulgation of  these  amendments  i  tind 
5  ppm  after  'date  three  years  after  the 
promulgation  of  these  amendments.) . 

(21  Each  source  for  which  construc- 
tion commenced  after  June  2.  1977,  5 
ppm. 

(bi  Oxychlorination  reactor:  Except 
as  provided  in  §61,65<a>,  emissions  of 
vinyl  chloride  to  the  atmosphere  are 
not  to  exceed  the  appropriate  emission 
limit  as  follows: 

di  Each  source  for  which  construc- 
tion had  commenced  on  or  before  (date 
of  proposal  of  these  amendments),  0.2 
g.'kg  (0.0002  lb  lb  of  the  100  percent 
ethylene  dichloride  product  from  the 
oxychlorination  reactor. 

(2>  Each  source  for  which  construc- 
tion commenced  after  June  2,  1977,  5 
ppm. 

(c>  The  requirements  of  this  section 
do  not  apply  to  equipment  that  has  been 
opened,  is  out  of  operation  and  met  the 
requirement  in  §  61,65'b' '6i  <  i>  before 
being  opened. 

3.  Section  61,63  is  revised  to  read  as 
follows : 

§  61.63      F.ini«»ion     i'tandard     for     vinyl 
chloride  plants. 

An  owner  or  operator  of  a  vinyl  chlo- 
ride plant  shall  comply  with  the  require- 
ments of  this  section  and  5  61,65, 


(a)  Vinyl  chloride  formation  and  pu- 
rification: Except  as  provided  in 
5  61.65(ai,  the  concentration  of  vinyl 
chloride  m  all  exhaust  gases  discharged 
to  the  atmosphere  from  any  equipment 
used  in  vinyl  chloride  formation  and  or 
purification  is  not  to  exceed  the  appro- 
priate emission  limit  as  follows: 

( 1 »  Each  source,  for  which  construc- 
tion had  commenced  on  or  before  Jime  2, 
1977.  10  ppm  until  (date  three  years  af- 
ter promulgation  of  these  amendments) 
and  5  ppm  after  'date  three  years  after 
promulgation  of  these  amendments  < . 

i2(  Each  source  for  which  construc- 
tion commenced  after  June  2.  1977.  5 
ppm. 

ibi  The  requirements  of  this  section 
do  not  apply  to  equipment  that  has  been 
opened,  is  out  of  operation,  and  met  the 
requirement  in  5  61,65i  b>  (6  > 'it  before 
being  opened 

4,  Section  61,64  is  amended  by  revis- 
ing paragraphs  (a) '  1  > ,  (b>,  (c* ,  (d)  and 
( e »  and  by  adding  paragraph  » f  >  as  fol- 
lows : 

§  61.64      Kmi>sion  >landard  for  polyvinyl 
rhloride  plaiit'>. 

An  owner  or  operator  of  a  poUv vinyl 
chloride  plant  shall  comply  with  the  re- 
quirements of  this  section  and  §  61,65. 

I  a )  Reactor ;  The  following  require- 
ments apply  to  reactors : 

1 1 )  Except  as  provided  in  paragraph 
(ai  (2)  of  this  section  and  §  61,65iai .  the 
concentration  of  vinyl  chloride  in  all  ex- 
haust gases  discharged  to  the  atmos- 
phere from  each  reactor  is  not  to  exceed 
the  appropriate  emission  limit  as  fol- 
lows : 

u'  Each  source  for  which  construction 
had  commenced  on  or  before  June  2.  1977 
10  ppm  until  'date  three  years  after  pro- 
mulgation of  these  amendments'  and  5 
ppm  after  >  date  three  years  after  pro- 
mulgation of  these  amendments  > , 

(ill  Each  source  for  which  construc- 
tion commenced  after  June  2,  1977,  5 
ppm, 

«  s  •  •  • 

(bi  Stripper:  Except  els  provided  in 
;6165'ai,  the  concentration  of  vinyl 
chloride  in  all  exhaust  gases  discharged 
to  the  atmosphere  from  each  stripper  is 
not  to  exceed  the  appropriate  emission 
limit  as  follows : 

'1)  Each  source  for  which  construc- 
tion had  commenced  on  or  before  Jtme 
2.  1977  10  ppm  until  'date  three  years 
after  promulgation  of  these  amend- 
ments' and  5  ppm  after  (date  three 
years  after  final  promulgation  of  these 
amendments  > . 

1 2  '  Each  source  for  which  construction 
commenced  after  June  2,  1977,  5  ppm 

'O  Mixing,  weighting,  and  holding 
containers:  Except  as  provided  in  5  61  - 
65'ai,  the  concentration  of  vmyl  chlo- 
ride in  all  exhaust  gases  discharged  to 
the  atmosphere  from  each  mixing,  weigh- 
ing, or  holding  container  m  vinyl  chlo- 
ride service  which  precedes  the  stripper 
(or  the  reactor  if  the  plant  has  no  strip- 
pen  in  the  plant  process  flow  is  not  to 
exceed  the  appropriate  emission  limit  as 
follows : 

<li  Each  source,  for  which  construc- 
tion had  commenced  on  or  t)efore  (date 
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of  proposal  of  tliese  amendments'.  10 
ppm  until  <date  three  years  aft«r  pro- 
mulgation of  these  amendments'  and  5 
ppm  after  tdate  three  years  after  pro- 
mulgation of  these  amendments » . 

(2)  Each  source  for  which  construc- 
tioir  commencd  after  June  2,   1977.  5 

(d)  Monomer  recovery  system.  Except 
as  provided  In  §  61.65(a> .  the  concentra- 
tion of  vinyl  chloride  in  all  exhaust  gases 
discharged  to  the  atmosphere  from  eiich 
monomer  recovery  system  is  not  to  ex- 
ceed the  appropriate  concentration  as 
follows : 

(1)  Each  source  for  which  consti-uc- 
tion  had  commenced  on  or  before  (date 
of  proposal  of  these  amendments*.  10 
ppm  until  (date  three  years  after  pro- 
mulgation of  these  amendments*  and  5 
ppm  after  (date  three  years  after  pro- 
mulgation of  these  amendments'. 

(2 1  Each  source  for  which  construc- 
tion commenced  after  June  2.  1977.  5 
ppm. 

( e  I  Sources  following  the  stripper(s> : 
The  following  requirements  apply  to 
emissions  of  vinyl  chloride  to  the  atmos- 
phere from  the  combination  of  all 
sources  following  the  stripper's »  [or  the 
reactor(s)  if  the  plant  has  no  stripper] 
in  the  plant  process  flow  Includmg.  but 
not  limited,  to  centrifuges,  concentra- 
tors, blend  tanks,  filters,  dryers,  conveyor 
air  discharges,  baggers,  storage  con- 
tainers, and  Inprocess  wastewater. 

( 1  >  In  polyvinyl  chloride  plants  using 
stripping  technology  to  control  vinyl 
chloride  emissions: 

I  i'  For  a  grade  or  grades  of  polyvinyl 
rhionde  resin  which  have  been  produced 
bv  the  plant  on  or  before  June  2.  1977. 
the  weighted  averase  residual  vinyl 
chloride  concentration  In  all  the  grades 
processed  through  the  stripping  opera- 
lion  on  each  calendar  day,  measured  Im- 
mediately after  the  stripping  operation 
i.s  completed,  may  not  exceed  the  appro- 
pnate  emission  limit  as  follows: 

(A)  2.000  ppm  for  polj-vinyl  chloride 
dispersion  resins,  excluding  latex  resins; 
'B'  400  ppm  for  all  other  polyvinyl 
chloride  resins,  including  latex  resins, 
averaged  separately  for  each  type  of 
resm; 

fli)  For  a  grade  or  grades  of  pc)l>-vinyl 
chloride  resin  which  have  not  been  pro- 
duced bv  the  plant  on  or  before  June  2, 
1977.  the  weighted  average  residual 
vinvl  chloride  concentration  in  all  the 
grades'  processed  through  the  stripping 
operation  on  each  calendar  day.  meas- 
ured immediately  after  the  stripping  op- 
eration is  completed,  may  not  exceed  the 
appropriate  emission  limit  as  follows: 

(A)  500  ppm  for  polyvinyl  chloride 
dispersion  resins,  excluding  latex  resins; 
(B'  100  ppm  for  all  other  polv-vinyl 
chloride  resins,  including  latex  resins, 
averaged  separately  for  each  type  of 
resin;  or 

(2)  In  polyvinyl  chloride  plants  con- 
trolling vinyl  chloride  emissions  with 
technology  other  than  stripping  or  in 
additicwi  to  stripping: 

a>  For  sources  being  used  to  process 
a  grade  or  grades  of  polyvinyl  chloride 
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resm  all  of  which  had  been  produced  by 
the  plant  on  or  before  June  2.  1977: 

(A)  2  g/kg  (0,003  lb/lb)  product  from 
the  stripper' SI  [or  reactor's)  If  the 
plant  has  no  stripper(s»  1  for  dispersion 
polyvinyl  chloride  resins,  excluding  latex 
resins,  with  the  product  determined  on 
a  diT  solids  basis; 

(B)  0.4  g  kg  (0.004  lb/lb)  product 
from  the  stripper(s)  (or  reactor(s)  If 
the  plant  has  no  stripper  (s))  for  aU 
other  polyvinyi  chloride  resins,  Including 
latex  resins,  with  the  product  deter- 
mined on  a  dry  solids  basis. 

(ii)  For  sources  being  used  to  process 
any  grade  of  polyvinyl  chloride  resin  not 
produced  by  the  plant  on  or  before  June 
2,    1977:  ^     ^ 

I  A)  0.5  g  kg  (0.0005  lb/lb)  product 
from  the  stripper (s)  (or  reactor(s)  If  the 
plant  has  no  stripper(s))  for  dispersion 
polyvinyl  chloride  resins,  excluding  la- 
tex resins,  with  the  product  determined 
on  a  di-y  solids  basis; 

(B)  0.1  g/kg.  (0.0001  lb/lb)  product 
from  the  strippers  (or  reactor  (si  if  the 
plant  has  no  stripper(s))  for  all  other 
poh-vinyl  chloride  resins.  Including 
latex  resiiis.  with  the  product  deter- 
mined on  a  dry  solids  basis. 

(f)  The  requirements  of  paragraphs 
(b>.  (ci.  and  (d)  of  this  section  do  not 
apply  to  equipment  that  has  been 
opened  is  out  of  operation,  and  met  the 
requirement  in  5  61.65(b)  (6X1)  before 
being  opened. 

5.  Section  61.65  is  amended  as  follows: 

A.  By  replacmg  the  phrase  "10  ppm" 
witla  the  phrase  "the  apprc«>riate  emis- 
sion limit  specified  in  §61.65(0"  In 
paragraphs  (bXlMii).  (b)(2).  (b)(3) 
(i)  (bH3)(li),  (b)(3)(m).  (b)(3)(lv), 
(b)(3)(v).  (b)(5).  (b)(6)(U).  and  (b) 
(9)  (11); 

B.  By  revising  paragraph  (c)  and  add- 
ing paragraph   (di    as  set  fortJi  below. 

§  61.f»o  Emi-sion  standard  for  elhylcnc 
dichloride.  vinvl  chloridr.  and  polv- 
vinvi  chloride  plants. 

•  •  •  • 

(c»  The  emission  limit  which  is  not 
to  be  exceeded  is  as  follows:  (1)  Each 
source,  for  which  construcUon  had  com- 
menced on  or  before  June  2,  1977.  10 
ppm  until  (date  three  years  after  pro- 
mulgation of  these  amendments)  and 
5  ppm  after  'date  three  years  after  pro- 
mulgation of  these  amendments) . 

(2»  Ecich  .source  for  which  construc- 
tion commenced  after  June  2.  1977,  5 
ppm. 

(d>  The  requirements  in  paragraphs 
(b)(l'.  (b)(2).  (b)(5).  (b)(6i,  (b)(7) 
and  (b)  (8)  of  this  section  are  to  be  in- 
corporated into  a  standard  operating 
procedure,  and  made  available  upon  re- 
quest for  inspection  by  tlie  Administra- 
tor Tlie  Etandaid  operating  procedure 
is  to  include  provisions  for  measuring 
the  vinyl  cloloride  in  equipment  ^4.75 
m'  (1250  gal)  in  volume  for  which  an 
emission  limit  is  prescribed  in  5  61.65 
(b)(6)  (i)  prior  to  opening  the  equip- 
ment and  using  Test  Method  106,  a  port- 
able hvdrocarbon  detector,  or  an  equiv- 
alent or  alternative  methol.  The  meth- 


od of  measurement  Is  to  meet  the  re- 
quirements In  J  61.67(g)  (5)(i)(A)  or 
(g)  (5)(l)(Bi, 

6.  In  5  61.67,  paragraph  (a)  is  revised 
to  read  as  f  oUows : 

§61.67      Emission  tej>ls. 

(a)  Unless  a  waiver  of  emission  test- 
ing Is  obtained  under  §  61.13.  the  owner 
or  operator  of  a  source  to  which  this 
subpart  applies  shall  test  emissions 
from  the  source  as  follows: 

(1)  For  an  existing  source  or  a  new 
soiure  which  has  an  initial  startup  date 
preceding  (October  21.  1976: 

(1)  Within  90  days  following  October 
21,  1976.  and 

(li)  For  those  sources  subject  to 
§§  61.62(a):  61.63(a>;  61.64  (a)'l),  (b). 
(c),  and  (d) ;  and/or  61.65'b)(l),  (b) 
(2),  (b)(3),  (bi(5),  (b)(6).  and/or  (b) 
(9) ,  within  90  days-following  (date  three 
years  after  the  promulgation  date  of 
these  amendments ) . 

(2)  For  a  new  source  for  which  initial 
startup  occurs  after  October  21,  1975, 
within  90  days  of  startup. 

•  •  •  •  •  ♦ 
7.  In  5  61.68.  paragraph  (c)  is  revised 

to  read  as  follows : 

§  61.68      Emisttion  nionilorin;:. 

•  •  •  •  • 

(c)  A  daily  span  check  is  to  be  con- 
ducted for  each  vinyl  chloride  monitor- 
ing system  used.  For  all  of  the  sources 
listed  In  paragraph  (a)  of  this  section, 
except  for  the  one  for  which  an  emission 
limit  Is  prescribed  in  5  61.62(b)  <V.  the 
daily  span  check  is  to  be  conducted  with 
a  concentration  of  vinyl  chloride  equal  to 
the  concentration  emission  limit  appli- 
cable to  it.  For  a  source  subject  to  the 
emission  limit  prescribed  in  .5  61.62(b) 
(1),  the  daily  span  check  is  to  be  con- 
ducted with  a  concentration  of  vinyl 
chloride  which  is  determined  to  be 
equivalent  to  the  emission  limit  for  that 
source  based  on  the  emission  test  re- 
quired by  §  61.67.  Tlie  calibration  is  to  be 
done  with  either: 

.  •  •  •  * 

8.  A  new  I  61.72  is  added  to  read  as 
follows : 

§  61.72      Reqiicsl     for    interim     rmi-sf'ion 
limit. 

(a)  If  in  the  opinion  of  the  owner  or 
operator  of  an  existmg  source,  that 
source  will  be  unable  to  comply  with  the 
5  ppm  emission  limit  in  §§  61.62(a)  (D  ; 
61.63(a)(1);  61.64  (a)(l)(i).  (bXD, 
(c)(P.  (di(l);  and/or  ei.es^cxi^  on 
or  before  (date  three  years  after  pro- 
mulgation of  these  amendments),  the 
owner  or  operator  of  that  source  may  re- 
quest that  the  Adminstrator  approve  an 
interim  emission  limit  for  that  source. 
The  request  is  to  be  in  writing  and  is  to 
be  submitted  to  the  Administrator  within 
six  months  prior  to  (date  two  years  after 
promulgation  of  these  amendments). 
The  request  is  to  include: 

(1)  Tlie  reasons  the  source  is  in- 
capable of  being  in  compliance  with  the 
5  ppm  emission  limit  and  data  to  support 
those  reasons,  and 
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(2)  A  suggested  interim  emission  limit 
and  description  of  the  methodology  for 
attaining  that  Umit. 

(b)  Any  owner  or  operator  of  a  source 
who  has  submitted  to  the  Administrator 
a  written  request  for  an  interim  emis- 
sion Umit  in  accordance  with  §  61.72(a) , 
shall  within  60  days  of  the  date  of  the 
written  request  meet  with  the  Admin- 
istrator concerning  the  information  con- 
tained in  the  request.  The  meeting  is  to 
be  open  to  interested  persons,  who  are 
to  be  allowed  to  submit  oral  or  written 
testimony  relevant  to  comphance  of  the 
source. 

(c)  The  Administrator  will  within  120 
days  of  receipt  of  the  wTitten  request 
reqtiired  by  paragraph  (a)  of  this  sec- 
tlOTi,  notify  the  owner  or  operator  in 
writing  of  approval  or  denial  of  approval 
of  an  interim  emission  limit. 

(d)  If  an  interim  emission  Umit  is  ap- 
proved the  notification  is  to  include  the 
level  of  the  interim  emission  Umit.  which 
may  be  the  level  requested  or  a  more 
stringent  one. 

(e)  A  determination  to  deny  approval 
of  an  interim  emission  limit  is  to  set 
forth  the  specific  grounds  on  which  such 
denial  is  based. 

(f )  Approval  for  any  interim  emission 
limit  granted  for  any  source  under 
§  61,72 (c)  shaU  expire  three  years  from 
the  date  of  issuance.  The  owTier  or  op- 
erator may  request  an  extension  of  ap- 
proval for  an  Interim  emission  Umit  or  a 
lower  interim  emission  Umit.  The  re- 
quest is  to  be  in  writing,  is  to  be  sub- 
mitted within  six  months  prior  to  a  year 
before  the  expiration  date  and  is  to  in- 
clude the  Information  listed  in  §  61.72 
(b),  (c),  (d),  and  (e)  are  to  apply. 

9.  A  new  §  61,73  is  added  to  read  as 
follows : 

§  61.73      Oflfset  of  emissions  due  lo  new 
construction. 

(a)  No  owner  or  operator  is  to  con- 
struct a  new  source  which  alone  or  in 
combination  with  other  sources  being 
constructed  at  the  same  time  results  In 
an  Increased  production  rate  imless  he 
demonstrates  to  the  Administrator's  sat- 
isfaction that  such  construction  will  not 
cause  an  Increase  in  vinyl  chloride  emis- 
sions within  8  km  of  any  other  source 
which  is  subject  to  this  subpart. 

(b)  Reduction  in  production  rate  Ls 
an  allowable  mechanism  for  attaining  an 
offset  in  emissions. 

'  c )  The  baseline  emission  rate  is  to  be 
determined  based  on  the  level  of  emis- 
sions aUowable  by  the  standard. 

(di  Reducing  emissions  from  an  In- 
terim emission  limit  to  the  standard  for  a 
source  is  not  an  acceptable  means  of 
achieving  an  emission  offset. 

(e)  In  the  application  for  approval  of 
construction  required  by  §  61.07,  owners 
or  operators  of  sources  subject  to  this 
subpart  shall  include,  in  addition  to  the 
information  required  by  §  61.07,  the  fol- 
lowing information: 

(1)  The  name,  address,  and  location 
of  any  plant  subject  to  this  subpart 
which  Is  located  within  8  km  of  the  pro- 
posed location  of  the  source  to  be  con- 
structed. 


(f)  The  emission  limits  applicable  to 
both  the  new  source (s)  and  the  source (s) 
at  which  emissions  are  being  reduced  to 
balance  the  increase  in  emissions  due  to 
the  new  construction  are  to  be  estab- 
lished by  the  Administrator  in  the  ap- 
proval for  construction  required  by 
§  61.08. 

(Sees.  112  and  301(a)  of  the  Clean  Air  Act, 
sec.  4(a)  of  Pub.  L.  No.  91-604.  84  Stat  1683: 
sec.  2  of  Pub.  L.  No.  90-148,  81  Stat.  504  (42 
U.S.C.  1855C-7,  I857g(a)).  Sees.  6167  and 
61.68  also  Issued  under  sec.  114  of  the  Clean 
Air  Act,  sec  4(a)  of  Pub,  L.  No.  91-604,  84 
Stat.  1687  (42  U.S.C.  1867C-9).) 
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DEPARTMENT   OF    HEALTH, 

EDUCATION,  AND  WELFARE 

Office  of  Education 

[  45  CFR  Parts  163  and  163a  ] 

CAREER  EDUCATION  AND  CAREER 
DEVELOPMENT 

Addition  of  Programs 

AGENCY:  Office  of  Education,  HEW. 

ACTION:  Proposed  rule. 

SUMMARY:  The  Commissioner  of  Edu- 
cation, with  the  approval  of  the  Secre- 
tary of  Health,  Education,  and  Welfare, 
proposes  to  add  two  new  career  educa- 
tion programs  as  enacted  by  the  Educa- 
tion Amendments  of  1976.  Part  163  con- 
tains provisions  for  a  new  one-year  pro- 
gram of  finsincial  assistance  to  States  and 
other  aUottees  for  Fiscal  Year  1978  to 
plan  for  the  Improvement  and  develop- 
ment of  career  education  and  career  de- 
velopment programs  and  activities  for 
individuals  of  all  ages.  Part  163a  con- 
tains pro-visions  for  the  Commissioner  of 
Education  to  conduct  a  number  of  career 
information  activities  during  Fiscal  Year 
1978,  including  the  coUection,  analysis, 
and  dissemination  of  information  per- 
taining to  career  trends  and  options  in 
the  United  States  as  weU  as  exemplary 
materials  from  the  career  education 
field.  Both  these  programs  are  new  au- 
thorizations for  which  no  funding  has 
been  requested  by  the  Administration. 

DATES:  Comments  must  be  received  on 
or  before  July  5,  1977, 

ADDRESSEES:  Comments  should  be  ad- 
dressed to  Sidney  High,  U.S.  Office  of 
Education.  7th  and  D  Streets,  S.W., 
Room  3108-A,  Washington,  D.C.  20202. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Sidney  High,  202-245-2331. 

SUPPLEMENTARY  INFORMATION: 
(a)  Organization.  Part  163  (sections 
331-334  of  Pub.  L.  94-482).  as  set  forth 
in  this  proposed  rule,  contains  those  pro- 
visions which  are  applicable  to  the  pro- 
gram of  Federal  assistance  to  States  .and 
other  aJlottees  to  enable  them  to  plan  for 
the  development  of  career  education  and 
career  development  programs.  The  as- 
sistance provided  under  this  Part  is  also 
subject  to  the  appUcable  provisions  con- 
tained in  the  Office  of  Education  General 
Provisions  Regulations  published  in  45 
CFR  Parts  100  and  100b  (38  FR  30654, 


November  6,  1973).  Part  163a  (section 
335  of  Pub.  L.  94-482)  contains  those 
provisions  applicable  to  the  program  of 
collection,  analysis,  and  dissemination 
by  the  Commissioner  of  career  informa- 
tion and  exemplary  materials.  To  the  ex- 
tent the  Commissioner  proceeds  by  con- 
tract, as  authorized  by  section  335  of  Pub. 
L.  94-482.  the  program  wiU  also  be  gov- 
erned by  the  appUcable  provisions  of  tlie 
Federal  Procurement  Regulations.  41 
CFR  Chapters  1  and  3.  To  tlie  extent  Uie 
Commissioner  proceeds  by  grant,  the  ap- 
pUcable provisions  of  45  CFR  Part  100a 
(38  FR  30662,  November  6,  1973)  will 
apply. 

(b)  Comments  and  responses.  In  the 
Notice  of  Intent  to  Issue  Regulations 
(pubhshed  in  41  FR  51550  on  November 
22.  1976)  the  Commissioner  requested 
pubhc  comment  on  a  nimiber  of  specific 
issues  in  addition  to  inviting  expressions 
of  pubUc  sentiment  on  any  issue  consid- 
ered worthy  of  cc«nment.  In  the  thirty 
days  afforded  Interested  persons  in  which 
to  make  their  'iews  known,  64  State  and 
national  organizations,  associations,  and 
agencies  and  3  lndi\'iduals  submitted 
comments.  The  comments  on  the  specific 
issues  listed  in  the  Notice  of  Intent  are 
summarized  below: 

(1)  Given  the  apparent  overlap  be- 
tween the  planning  authorities  contained 
in  section  406 '  f )  ( 2 )  of  Pub  L.  93-380  and 
sections  331-34  of  Pub.  L.  94-482,  how 
can  the  latter  program  be  designed  to 
avoid  dupUcatlon  of  the  former  pro- 
gram? (a^  Should  plarming  under  sec- 
tions 331-34  focus  on  career  education 
for  Individuals  beyond  the  secondary 
school  level?  (b»  Should  States  be  re- 
quired to  explEiin  the  relationship  be- 
tween activities  carried  out  and  proposed 
imder  the  two  authorities' 

The  commenters  were  overwhelmingly 
supportive  of  the  view  that  duplication 
of  activities  conducted  under  both  au- 
thorities (Pub.  L.  93-380  and  Pub.  L.  94- 
482)  should  be  as  Umited  as  r>ossib]e. 
They  clearly  thought  the  regulation 
should  require  a  careful  explanation  of 
the  relationship  between  these  two  plan- 
ning efforts.  It  was  suggested  that  plan- 
ning activities  conducted  pursuant  to 
Pub.  L.  94-482  might  properly  extend  and 
augment  the  planning  already  begun 
under  Pub.  L.  93-380.  It  was  also  noted 
by  several  commenters  that  State  plan- 
ning already  being  conducted  under  Title 
I  and  Title  X  of  the  Higher  Eklucation 
Act  of  1965  (20  use  lOOletseq.'  should 
also  be  coordinated  with  planning  efforts 
conducted  pursuant  to  Pub  L  94-482  be- 
cause those  titles  deal  with  the  continu- 
ing education  of  adults  and.  therefore, 
are  closely  related  to  the  concept  of 
career  education  for  individuals  of  all 
ages.  The  proposed  5  163  6'bi  attempts 
to  avoid  duplication  by  requiring  the 
allottee  to  explain  the  relationship  be- 
tween planning  activities  carried  out  un- 
der Pub.  L.  93-380  and  proposed  under 
Pub.  L.  94-482  in  the  event  that  the  plan- 
ning is  addressed  to  the  same  age  groups. 

On  the  related  question  of  priorities 
between  K-12  and  ix>stsecondary  plan- 
ning, while  the  majority  of  commenters 
identified  the  need  for  ccwperation  be- 
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tween  the  two  planiung  areas,  the  gen- 
eral consensus  was  that  poetsecondary 
planning  should  be  the  primary  focus 
under  Pub.  L  94-482.  'It  was  noted  that 
postsecondar>-  education  also  should  In- 
clude adult  education.  I  Tliis  proposed 
regulation  is  silent  on  this  Issue  and 
leaves  to  each  allottee's  discretion  the 
emphasis  it  wishes  to  place  upon  plan- 
ning for  career  education  for  individuals 
in  various  age  groups. 

<2t  Whereas  section  406(f)  i2.>  of  Pub. 
L.  93-380  designates  the  "State  educa- 
tional agencv"  as  the  recipient  of  funds. 
sections  331-34  of  Pub.  L.  94-482  merely 
Indicate  that  assistance  goes  "to  States." 
I  a  <  Should  the  Office  of  Education  regu- 
late which  agency  may  apply  on  behalf 
of  a  State?  ib'  If  so.  what  limits,  if  any. 
should  be  imposed?  (c)  Are  regulations 
needed  to  avoid  having  more  than  one 
State  agency  within  a  State  seek  the 
allotment? 

Most  commenters  indicated  that  the 
Commissioner  should  regulate  to  avoid 
receiving  multiple  applications  from  in- 
dividual allottees.  The  largest  number  of 
commenters  Indicated  that  the  allotment 
should  be  given  to  an  agency  or  commis- 
sion representing  a  diverse  constituency. 
It  was  suggested  that  the  governor  of 
each  State  authorize  one  agency  or  com- 
mission to  conduct  the  planning  under 
this  section.  The  next  largest  number  of 
commenters  felt  that  the  State  educa- 
tional agencies  should  receive  the  allot- 
ments. Others  indicated  that  the  past- 
secondary   planning  commission   estab- 
lished under  section  1202  of  the  Higher 
Education  Act  of  1965  '20  US  C   1142a) 
should    conduct    the   planning.    Several 
commenters  stressed  the  need  to  coor- 
dinate the  planning  under  this  Act  with 
previous  career  education  planning.  Still 
others  thought  that  botli  the  St.ite  edu- 
cational   agency    and    other    concerned 
boards   and   agencies   within   the  State 
should   jointly   sign   the   application   to 
Indicate  their  willingness  to  coo;)erate. 
The  proposed  5  163.6'ai  simply  requires 
the  governor  or  chief  executive  officer 
to  designate  as  the  authorized  applicant 
for  these  allotments  an  agency  or  com- 
ml.ssion  which  ha.s  broad  enough  scope 
of  authority  to  encompas^s  comprehen.sh-e 
planning  for  the  career  education  and 
career  development  of  those  age  groups 
for  whom  the  applicant  intend.s  to  plan. 
(3)   Section  334  requires  the  State  to 
agree,  as  a  condition  to  receiving  funds, 
to  submit  a  report  on  its  planning  activ- 
ities  to  the  Commt-ssioner.  Should   the 
Com:nissioner  regulate  on  any  additional 
Information  or  assurances  which  must  be 
provided  by  tlie  State  to  receive  its  allot- 
ment? 

Slightly  over  half  of  the  commenters 
indicated  that  tlie  Commissioner  should 
regulate  on  additional  information  or  as- 
surances. However,  of  those  who  said 
that  the  Commissioner  should  not  regu- 
late on  any  further  Information,  one- 
haJf  did  go  on  to  make  specific  regtila- 
tory  suggestions.  In  general,  the  com- 
menters felt  that  evidence  of  commu- 
nity participation,  sound  fiscal  manage- 
ment, well-defined  objectives,  a  sound 
evaluation  design,  and  coordination  with 


guidance  and  counseling  activities  and 
similar  Office  of  Education  programs 
should  be  required. 

In  order  to  accommodate  the  Individual 
needs  of  each  allottee,  while  simultane- 
ously seeking  to  assure  accoimtabillty, 
tlic  Commissioner  has  kept  application 
requirements  to  a  minimum  in  the  pro- 
posed §  163.6:  however,  he  has  sug- 
gested in  5  163.8  that  certain  types  of 
optional  application  information  may  be 
provided. 

i4i  What  specific  activities  and  ex- 
penditures are  encompassed  within  the 
authorization  of  "planning"  in  section 
334? 

A  wide  range  of  activities  and  expendi- 
tures, such  as  resource  identification,  re- 
search, needs  assessment.  Identification 
of  evaluation  strategies,  dissemination 
workshops,  travel,  office  supplies,  and 
advisory  council  activities,  were  sug- 
gested by  the  commenters.  Many  of  these 
activities  are  allowable  under  the  Office 
of  Education  General  Provisions  Regula- 
tions (45  CFR  100  et  seq.).  One  com- 
menter  suggested  that  implementation 
activities  be  permitted.  The  statute  does 
not  provide  the  authority  to  conduct  this 
type  of  activity,  and  the  proposed  §  163.5 
ib>  does  not  permit  it. 

<5i  Do  the  terms  "career  education" 
and  "career  development"  need  to  be  de- 
fined bv  the  regulation?  If  so,  how?  Note 
that  section  406(d>  of  Pub.  L.  93-380 
contains  a  definition  of  "career  educa- 
tion" for  the  purposes  of  that  section. 

As  with  the  other  Issues,  there  was 
some  division  of  opinion  on  this  ques- 
tion. However,  it  should  be  noted  that 
nearly  two-thirds  of  those  commenting 
on  this  point  felt  that  it  was,  indeed. 
necessary  to  define  these  terms.  Several 
commenters  felt  that  the  current  defini- 
tion of  career  education  (provided  by 
Pub.  L.  93-380 »  should  be  utilised.  One 
commenler  who  favored  definitions 
urged  that  the  terra  "career  develop- 
ment" be  defined  broadly,  while  another 
stated  that  it  should  be  left  undefined. 
Those  who  did  not  feel  the  terms  needed 
definition  were  of  the  opinion  that  def- 
initions would  prove  restrictive  and  In- 
hibit creative  and  innovative  approaches. 
Several  commenters  felt  that  the  defini- 
tions should  be  left  to  the  States.  The 
propased  5  163.2  provides  ciefinitions  that 
are  broad  enough  to  allow  flexibility  at 
the  State  and  local  levels. 

'6»  Section  335  authorizes  career  in- 
formation activTties  to  be  carried  out 
within  the  Office  of  Education  or  through 
grant  or  contract.  In  the  event  that  the 
Commissioner  decides  to  award  grants 
under  these  provisions,  how  should  these 
activities  be  focused,  and  what  priorities 
and  evaluation  criteria  would  be  appro- 
priate? 

A  multitude  of  directions  and  priori- 
ties were  suggested  for  the  career  infor- 
mation program.  Some  felt  that  dissemi- 
nation of  career  information  should  be 
a  priority.  Others  stressed  staff  develop- 
ment and  activities  concentrated  at  the 
postsecondary  and  adult  levels.  Still 
others  stressed  the  need  to  avoid  dupli- 
cation of  activities  performed  by  other 
agencies  and  organizations. 


No  priorities  have  been  set  for  the  ca- 
reer information  program.  Pursuant  to 
the  statute,  for  the  puiTX)se  of  the  career 
information  program,  information  per- 
taining to  careers,  career  trends,  and 
career  options  is  distinguished  in  the 
proposed  §  163a.4  from  information  per- 
taining to  exemplarj'  career  education 
programs  and  practices  in  the  United 
States. 

If  the  Commissioner  decides  to  award 
grants,  the  proposed  §  163a. 4  requires 
grantees  to  not  only  gather  and  analyze 
one  or  both  t5T)es  of  information,  but 
also  to  disseminate  it. 

The  public  raised  a  miscellany  of  other 
Issues.  A  large  number  of  commentei"s 
stressed  the  need  to  involve  members  of 
the  business,  labor,  industrj'.  govern- 
ment, and  professional  commimities  In 
both  career  education  programs.  An 
equal  number  emphasized  the  need  to 
address  special  populations,  such  as  the 
handicapped,  gifted  and  talented,  mi- 
norities, and  educationally  disadvan- 
taged. One  commenter  doubted  that  all 
the  purposes  of  the  career  information 
program  could  be  adequately  accom- 
plished in  one  year.  As  far  as  po.ssible 
these  comments  have  been  taken  into 
consideration  in  drafting  these  propo.sed 
regtilatlons.  Some  of  the  comments  may 
be  useful  in  drafting  Requests  for  Pro- 
ixjsals  if  the  Commissioner  chooses  to 
award  contracts  for  the  career  informa- 
tion program. 

(c)  Citations  of  legal  authority.  As 
required  by  section  43K  ai  of  the  General 
Education  Provisions  Act  (20  U.S.C. 
1232(a) ) .  a  citation  of  statutory  or  other 
legal  authority  for  each  section  of  the 
regulations  has  been  placed  In  parenthe- 
ses on  the  line  following  the  text  of  the 
section. 

(d)  Invitation  to  comment.  Interested 
persons  are  Invited  to  submit  comments, 
suggestions,  and  recommendations  to  be 
considered  prior  to  the  issuance  of  the 
fl.nal  rule.  Comments,  suggestions,  or 
recommendations  may  be  sent  to  the  ad- 
dress given  at  the  begirming  of  tliis  no- 
tice. AH  comments  received  on  or  before 
July  5.  1977  will  be  considered.  All  com- 
ments submitted  will  be  available  for 
public  inspection  both  during  and  after 
the  comment  period,  in  Room  3108-A. 
Regional  Office  Building  3,  7th  and  D 
Streets.  S.W..  Wa.shington,  D.C..  be- 
tween 8:30  a.m.  and  4; 00  pjn.,  Monday 
through  Friday  of  each  week. 

Commenters'  attention  is  specifically 
directed  to  the  following  provisions : 
(1)  The  requirement  that  allottees 
must  use  the  assistance  authorized  by 
sections  331-334  of  Pub.  L.  94-482  and 
Part  163  to  support  at  least  one  of  the 
planning  purposes  specified  in  sections 
331  and  163.5(a).  but  need  not  pursue 
activities  designed  to  achieve  all  of  them 
(45  CFR  163.5(a))  ; 

(2)  The  requirement  that  allottees  re- 
questing assistance  for  career  education 
planning  efforts  submit  an  application  to 
the  Commissioner  (45  CFR  163.6) ; 

<3)  The  requirement  (in  place  of  reg- 
ulating definitively  upon  the  nature  of 
the  person,  agency,  or  organization  au- 
thorized  to   apply  for  this   assistance) 
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that  each  application  contain  a  state- 
ment from  the  governor  or  chief  execu- 
tive officer  that  the  applicant  is  the  only 
a«;ent  authoriiied  to  make  the  application 
(45  CFR  163.2  and  163.6(a) ) : 

14)  The  requirement  that,  if  the  al- 
lottees State  educational  agency  re- 
ceived a  career  education  planning  grant 
authorized  by  section  406  of  Pub.  L.  93- 
380,  and  the  applicant  proposes  to  con- 
duct planning  activities  designed  to  af- 
fect children  in  grades  K-12.  the  appli- 
cation should  explain  the  relationship 
between  tlie  two  planning  efforts  (45 
CFR  163.6fb) )  : 

(5)  The  requirement  that,  in  the 
event  the  Commissioner  decides  to  award 
grants  for  the  career  information  activi- 
ties authorized  by  section  335  of  the  Act, 
grantees  will  be  required  to  perform  the 
full  range  of  program  activities,  from 
data  collection  and  analysis  through  its 
dissemination  (45  CFR  163a. 4) ;  and 

(6)  The  requirement  that  the  Com- 
missioner, if  choosing  to  proceed  with 
career  information  activities  by  grant  or 
by  contract,  may  not  enter  into  con- 
tracts or  make  grants  for  more  than  two 
years*  duration  (45  CFR  163a. 6^ . 

Authority.  This  proposed  rule  is  issued 
under  the  authority  of  sections  331-335, 
Part  C.  Title  m  of  the  Education 
Amendments  of  1976,  Pub.  L.  94-482. 

NoTH. — The  Office  of  BMuoation  has  deter- 
mined that  this  document  does  not  contain  a 
major  proposal  requiring  preparation  of  an 
Inflationary  Impact  Statement  under  Execu- 
tive Order  11821  and  OMB  Circular  .^-107 

(Cataiog  of  FedM-al  Domestic  Assistance 
Number  13.654;   Career  Education  Progrram.) 

Dated:  February  22,  1977. 

William  F.  Piekce. 
Acting  U.S.  Commissioner 

of  Education. 

Approved:  May  26,  1977. 

Joseph  A.  Caufano,  Jr.. 

Secretary  of  Health,  Education, 
and  Welfare 

It  Is  proposed  to  add  Parts  163  and 
163a  to  read  as  follows : 

PART  163 — FEDERAL  ASSISTANCE  TO 
ALLOTTEES  TO  ENABLE  THEM  TO  PLAN 
FOR  THE  DEVELOPMENT  OF  CAREER 
EDUCATION  AND  CAREER  DEVELOP- 
MENT PROGRAMS  FOR  INDIVIDUALS 
OF  ALL  AGES 

Subpart  A — Scope 

Sec. 

163.1  Applicability. 

163.2  Definitions. 

Subpart  B — Allotment  Procedures 

163.3  Eligible  allottees. 

163.4  Allotments. 

163.5  Purposes. 
163  6  Applications. 

163.7  Reports, 

163.8  Optional  application  Information. 

Appendix 

Attthoriit:  Sec.  331-334,  Pub.  L.  94-482.  90 
StBt.  2221  (20  D.S.C.  2501-25(H) ,  tmless  otiier- 
wls*  notAd. 


Subpart  A — Scope 

§  16S.1      AntUcmUUty. 

(a;  The  regulations  In  thla  Part  are 
aprriicabie  to  the  program  of  FtedCTml  ••- 
sistance  to  States  and  other  alloUeee  to 
enable  them  to  plan  for  the  improve- 
ment and  development  of  career  educa- 
tion and  career  development  jjrograms 
for  Individuals  of  all  ages  authorized  by 
sections  331-334  of  Pub.  L.  94-482  and 
subpart  B  of  this  Part. 

(b)  A.ssistaiwe  provided  under  this 
Part  is  subject  to  applicable  provisions 
land  relevant  appendices)  of  the  OfBce 
of  Education  General  Provisions  Regula- 
tions, 45  CFR  Parts  100  and  100b. 

(c)  The  text  of  sections  331-336  of 
Pub.  L.  94-482  is  set  out  in  the  appendix 
to  this  Part. 

(20  use    2501-2504.) 
§  163.2      Deiinitions. 

As  used  in  this  Part:  "Allottee"  means 
any  of  the  States  of  the  United  States. 
the  District  of  Columbia,  the  Common- 
wealth of  Puerto  Rico,  the  Virgin  Islands. 
Guam.  American  Stmioa.  and  the  Trust 
Territory  of  the  Pacific  Islands. 

"Applicant"  means  the  sigency.  board, 
or  commission  submitting  the  applica- 
tion for  assistance  authorized  by  sub- 
part B  on  behalf  of  the  allottee. 

"Career  education"  means  an  educa- 
tional process  in  the  areas  of  awareness. 
exploration,  planning,  and  decisionmak- 
ing designed  to — 

(a)  Increase  the  relationship  between 
schools  and  society  as  a  whole: 

(b)  Provide  opportunities  for  counsel- 
ing, guidance,  and  career  development 
for  individuals  of  all  ages : 

(ci  Relate  the  subject  matter  of  the 
curricula  of  schools  to  tlie  need  of  per- 
sons to  function  fully  in  society; 

(d)  Extend  the  concept  of  the  educa- 
tion process  beyond  the  school  into  the 
area  of  employment  and  the  community ; 

(e)  Poster  flexibliity  in  attitudes,  skills, 
and  knowledge  in  order  to  enable  persons 
to  cope  with  accelerating  change  and 
obsolescence: 

(f )  Make  education  more  relevant  to 
emplojinent  and  functioning  in  society; 
and 

I  g )  Eliminate  any  distinction  between 
education  for  vocational  purposes  and 
general  or  academic  education. 

"Career  developKnent"  means  a  process 
which  is  part  of  human  growth  and  de- 
velopment, which  extends  over  the  life 
cycle,  and  which  involves  career  aware- 
ness, exploration,  decisionmaking,  plan- 
ning, implementation,  and  maintenance 
designed  to  make  work,  paid  and  unpaid, 
a  meaningful  part  of  thme  Individual's 
total  Lifestyle. 

"State"  mearjs  any  of  the  several 
States  and  the  District  of  Columbia. 

"State  Educational  Ageno"  means  the 
State  Board  of  Education  or  other  agency 
or  ofHcer  primarily  responsible  for  the 
State  supervision  of  public  elementary 
and  secondary  schools;  or.  If  there  is  no 


such  agency  or  officer,  an  agency  or  of- 
ficer designated  by  the  goremor  or  by 
State  law. 

(20  XJ&JC.  2501-2504  ) 

Subpart  B — AJkJtment  Procwlures 
§  lba.3      t.U^ible  alU»llet>. 

Each  State,  the  Commonwealth  of 
Puerto  Rico,  the  Virgin  Isiandi,  Guam, 

American  Samoa,  and  the  Trust  Tem- 
torv  of  the  Pacific  Islands  may  apply  for 
the  assistance  allotted  them  by  this  sub- 
part. 

(20US.C  2S02.) 
§  163.1      AlJolnirnts. 

I  a)  The  Commissioner  *,hall  allot  to 
Puerto  Rico,  the  Virgin  Islands.  Guam. 
American  Samoa,  and  tlie  Trust  Terri- 
tory- of  the  Pactflc  Islands  no  more  than 
tliri&e  percent  of  the  sum  reserse*  for 
allotments  under  this  subpart  according 
to  their  relative  need. 

(b)  From  the  remainder  of  the  sum 
reserved  for  allotments  under  this  sub- 
part, the  C^ommlssloner  shall  first  allot 
$100,000  to  each  State.  If  a  portion  of  Uie 
sum  remains  unallotted.  Uiis  remaining 
portion  shall  be  allotted  among  the 
States  according  to  a  ratio  which  bears 
the  same  relation  as  the  ptopuiaUon  of 
each  State  does  to  tlie  population  of  all 
the  States. 
(20U.S,C  2502) 
§  163.3      I'urpofies. 

(a I  Ttiis  subpart  authoriaes  Federal 
assistance  to  allottees  to  support  plan- 
ning for  the  development  and  improve- 
ment of  career  education  and  career 
develo])nient  programs  and  activities  for 
inditiduals  of  all  ages  Allottees  must  use 
this  assistance  to  plan  for  one  or  any 
combination  of  the  following  purposes — 

ill  .The  development  of  information 
on  the  needs  for  career  education  and 
career  development : 

(2)  Promotion  of  a  national  dialogue 
on  career  education  and  career  develop- 
ment designed  to  encourage  each  State 
and  local  educational  agency  to  deter- 
mine and  adopt  the  approach  best  suited 
to  tiie  needs  of  the  individuals  served  by 
each  agency; 

<  3 )  Assessment  of  the  status  of  career 
education  and  career  development  pro- 
grams and  practices,  including  a  re- 
a.ssessment  of  the  stereotyping  of  career 
opportunities  by  race  or  by  sex; 

(4)  Demonstration  of  the  best  of  tlie 
current  career  education  and  career  de- 
velopment programs  and  practices  by 
planning  to  develop  and  test  exemplary 
programs  and  practices  using  various 
theories,  concepts,  and  approaches  with 
respect  to  career  education  and  Uirough 
planning  for  a  nationwide  system  of  re- 
gional career  education  centers; 

(5>  The  training  and  retraining  of 
persons  for  conducting  career  education 
and  career  development  programs;  and 

(61  The  development  of  State  and 
local  plans  for  implementing  programs 
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designed  to  ensure  that  every  person  has 
the  opportunity  to  gain  the  knowledge 
and  skills  necessary  for  gainful  or  maxi- 
mum eraploj-ment  and  for  full  participa- 
tion In  American  society  according  to  his 
or  her  ability. 

<bi  Allottees  shall  use  the  assistance 
authorized  under  this  subpart  exclu- 
sively for  planning  purposes. 

(20U.se  2501.) 

§  163.6      Application!). 

Each  allottee  requesting  assistance 
under  this  subpart  must  submit  an  ap- 
plication to  the  Commissioner  which 
contains  the  following  information — 

(a>  A  statement  from  the  governor  or 
chief  executive  officer  that  the  appUcant 
has  broad  enough  scope  of  authority  to 
coordinate  and  conduct  planning  ac- 
tivities for  the  career  education  and  ca- 
reer development  of  individuals  of  those 
age  groups  for  whom  the  allott«e  pro- 
poses to  plan,  and  that  the  applicant  is 
the  sole  agent  authorized  by  the  allottee 
to  apply  for  the  assistance  provided  un- 
der this  subpart. 

(b»  A  description  of  the  proposed 
planning  purposes  and  activities,  Includ- 
ing the  ages  of  the  persons  to  be  affected 
bv  the  planning  undertaken  with  this 
assistance.  If  the  State  educational 
agency  of  the  allottee  received  a  career 
education  planning  grant  authorized  by 
section  406  of  Pub.  L.  93-380  i Education 
Amendments  of  1974  i .  and  the  applicant 
proposes  to  conduct  planning  activities 
designed  to  affect  children  in  grades 
K-12.  the  application  must  contain  an 
explanation  of  the  relationship  between 
the  two  planning  efforts. 

ic  A  budget  .showing  that  the  allot- 
tee's contribution  to  the  total  cost  of  the 
planning  shall  not  be  less  than  20 
percent. 

Id'  An  a.s.surance  that  the  allottee  will 
submit  to  the  Commissioner,  by  Decem- 
ber 31.  1978.  a  report  of  any  planning  un- 
dertaken pursuant  to  this  subpart. 

(20  use  2501-2504.  20  VS  C   1232c.) 
§  163.7      K«'iM>riH. 

The  allottee  must  submit  to  the  Com- 
missioner by  December  31.  1978,  a  report 
on  any  planning  conducted  pursuant  to 
this  siibpart.  The  report  may  be  in  what- 
ever form  the  allottee  desires  and  may 
include  planning  proposals  for: 

(a»  Extending  career  education  and 
career  development  programs  and  serv- 
ices to  all  individuals  in  the  State: 

(b'  Extending  the  concept  of  the  edu- 
cation process  bpyond  the  school  into  the 
area  of  employment  and  community  af- 
fairs, and  relating  the  subject  matter 
curricula  of  schools  to  the  needs  of  in- 
dividuaLs  to  function  in  society: 

ic)  The  implementation  of  new  con- 
cepts in  career  education  and  career  de- 
velopment and  for  the  replication  of 
concepts  which  have  demonstrated 
success ; 

(di  The  development  of  training  pro- 
grams, including  inservice  training  pro- 
grams, for  teachers,  counselors,  other 
educators,  and  administrators; 

tei  Postering  cooperative  arrange- 
ments with  such  community  groups  and 


agencies  as  the  public  employment  serv- 
ices, vocational  rehabilitation  services, 
community  mental  health  agencies,  ed- 
ucation opportunity  centers,  and  other 
community  resources  concerned  with  vo- 
cational development  and  guidance  and 
counseling,  in  order  to  avoid  unnecessary 
duplication  in  the  provision  of  services 
in  the  community  or  area  to  be  served; 
and 

(f)  Inventories  of  State,  local,  and 
private  resources  available  for  the  de- 
velopment of  career  education  and 
career  development  programs  and 
services. 

(20  U.S.C.  2504.) 

§  163.8      Optional    application    informa- 
tion. 

To  insure  accountability  and  to  maxi- 
mize the  utilization  of  resources,  the  ap- 
phcalion  may  contain  an  operational 
plan  which  provides  the  following  in- 
formation— 

<a»  The  nature  and  scope  of  the  plan- 
ning the  apphcant  intends  to  conduct; 

(h>  The  specific  planning  objectives 
the  applicant  intends  to  achieve; 

(c  The  metliods  the  applicant  plans 
to  u.se  to  achieve  these  objectives  In- 
cluding— 

( 1  >  The  techniques  for  involving  rep- 
resentatives of  business,  industry,  labor, 
and  the  professions,  and  other  segments 
of  Uie  commimity  in  the  planning 
process; 

(2i  A  description  of  the  relationship 
between  this  planning  and  previous 
career  education  planning  efforts;   and 

1 3 '  A  description  of  anj-  consideration 
given  to  planning  for  special  popula- 
tions, such  as  the  handicapped,  minori- 
ties, and  the  educationally  disadvan- 
taged. 

(d»  A  description  of  the  personnel  and 
other  resources  the  apphcant  intends  to 
use  in  the  planning  process; 

(ei  The  procedures  the  applicant 
plaiis  to  use  to  evaluate  the  extent  to 
which  planning  objectives  are  achieved; 
and 

(f)  A  timeline  indicating  the  planning 
objectives  and  the  dates  by  which  the 
applicant  intends  to  achieve  them. 
(20  U.S.C.  2501-2504,  20  U.S.C.  1232c.) 
AppE>n)ix— Part  C   of  TrrLE  lU   or  Pub   L. 
94-482 

P.^RT     e — C/VREER     Education     and     C.kreeh 
Development 

PURPOSE 

Sec.  331.  It  Is  the  purpose  of  this  part  to 
provide  Federal  asslstanc*  to  States  to  en- 
able them  to  plan  for  the  development  of 
career  education  and  career  development 
programs  and  activities  for  Individuals  of  all 
ages,  and  to  plan  for  the  Improvement  of 
exUstlng  programs  and  activities.  In  the  areas 
of  awareness,  exploration,  plannmg,  and  de- 
cisionmaking of. individuals  served  with  re- 
gard to  career  opportunities  and  career  de- 
velopment throughout  the  lUetlmes  of  such 
Individuals,  through — 

( 1 )  planning  for  the  development  of  In- 
formation on  the  needs  for  career  education 
and  career  development  for  all  Individuals; 

(2)  planning  for  the  promotion  of  a  na- 
tional dialogue  on  career  education  and 
career  development  designed  to  encourage 
each  State  and  local  educational  agency  to 


determine  and  ^  adopt  the  approach  best 
suited  to  the  needs  of  the  individuals  aerved 
by  each  such  agency: 

(3)  planning  for  the  asBeaement  of  the 
status  of  career  education  and  career  devel- 
opment programs  and  practices.  Including  a 
reaaeeesment  of  the  stereotyping  of  career 
opportunities  by  race  or  by  sex; 

(4)  planning  for  the  demonstration  of  the 
best  of  the  current  career  education  and 
career  development  prc^rams  and  practices 
by  planning  to  develop  and  test  exemplary 
programs  and  practices  using  various  theo- 
ries, concepts,  and  approaches  with  respect 
to  career  education  and  through  planning 
for  a  nationwide  system  of  regional  career 
educational  centers; 

(5)  planning  for  the  training  and  retrain- 
ing of  p>erson.s  for  conducting  career  educa- 
tion and  career  development  programs;  and 

(6)  developing  State  and  local  plans  for 
Implementing  programs  designed  to  ensure 
that  every  person  has  the  c^portunlty  to 
gain  the  knowledge  and  skills  necessary  for 
gainful  or  maxlmvini  employment  and  for 
full  participation  In  our  society  according  to 
his  or  her  abUlty, 

AUTHORIZATION   OP   APPROPRIATIONS; 

AXXOTMENT 

Skc.  322.   (a)   There  are  authorized  to  be 

appropriated  for  the  purpose  of  this  part 
$10,000,000  for  flscal  year  1978.  The  provi- 
sions of  section  414  of  the  General  Educa- 
tion Provisions  Act  shaU  not  apply  to  tbs 
authorization  made  by  this  subsection. 

(b)  (1)  From  the  sums  appropriated  un- 
der this  part,  the  Commissioner  of  Educa- 
tion shall  reserve  an  amount  not  to  exceed 
$2,000,000,  for  t^e  purpose  of  carrying  out 
section  335  of  this  port. 

(2)  From  the  remainder  of  the  sums  ap- 
propriated under  this  part,  the  Commis- 
sioner shall  reserve  such  amount,  not  to  ex- 
ceed 3  per  centum  thereof,  as  he  may  de- 
termine necessary  and  shall  allot  such 
amount  among  the  Commonwealth  of 
Puerto  Rico,  the  Virgin  Islands,  Guam, 
American  Samoa,  and  the  Trust  Territory  of 
the  Pacific  Islands,  according  to  their  rela- 
tive need  for  assistance  under  this  part. 

(3)  (A)  Of  the  remainder  of  the  sums 
appropriated,  the  Commissioner  shall  allot 
to  each  State  $100,000,  and  of  the  remainder 
of  the  sums  appropriated  the  Commissioner 
shall  allot  to  each  State  an  amount  which 
bears  the  same  ratio  to  such  sums  for  such 
year  as  the  population  of  the  State  bears  to 
the  population  of  all  States,  for  purposes  of 
carrying  out  section  331 . 

(B)  For  purposes  of  this  paragraph,  the 
term  "State"  means  any  of  the  Several 
States  and  the  District  of  Columbia. 

(c)  The  Federal  Share  of  funds  allotted  to 
States  under  this  part  shall  not  exceed  80 
per  centtim  of  the  total  cost  of  the  plan- 
ning undertaken  pursuant  to  this  pan 

PROGRAM   ADMINISTRATION 

Sec.  333.  The  provisions  of  this  part  shall 
be  carried  out  by  the  Commissioner  through 
the  Office  of  Career  Education  established 
pursuant  to  section  406(c)  of  the  Edvi cation 
Amendments  of  1974. 

USE   OP   FUNLIS 

Sec.  334.  Any  State  desiring  to  receive  the 
amount  for  which  it  l.s  eligible  for  any  fiscal 
year  pursuant  to  this  part  shall  agree  to 
submit  to  the  Commlslsoner  by  December  31. 
1978.  a  report  of  any  planning  undertaken 
pursuant  to  this  part  Such  report  shall  be 
In  such  form  as  the  State  may  desire,  and 
may  include  planning  proposals  for — 

(1)  Extending  career  education  and  ca- 
reer development  programs  and  services  to 
all  Individuals  In  the  State: 

(2)  Extending  the  concept  of  the  educa- 
tion process  beyond  the  school  Into  the  area 
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of  employment  and  commnnlty  affairs,  end 
relating  the  subject  matter  currlculumB  of 

schools  to  the  needs  of  individuals  to  func- 
tion In  society; 

(3)  The  implementation  of  new  concepts 
In  career  education  and  career  development 
and  for  the  replication  of  concepts  which 
have  demonstrated  success; 

(4)  The  development  of  training -pro- 
grams. Including  inservice  training  programa, 
for  teachers,  counselors,  other  educators,  and 
administrators; 

(5)  F\3sterlng  cooperative  arrangements 
with  such  community  groups  and  agencies  as 
the  public  employment  services,  vocational 
rehabilitation  service,  community  mental 
health  agencies,  education  opportunity  cen- 
ters, and  other  community  resources  con- 
cerned with  vocational  development  guid- 
ance and  counseling.  In  order  to  avoid  un- 
necessary duplication  in  the  provision  of 
services  In  the  community  or  area  to  be 
served;   and 

(6)  InTcntories  of  State,  local,  and  private 
resources  available  for  the  development  of 
career  education  and  career  development 
programs  and  services. 

CAREER    INFORMATION 

Sec.  335.  (a)  The  Commissioner  shall  pro- 
vide, either  directly  or  bv  grant  or  contract, 
for— 

(1)  The  gathering,  cataloging,  storing, 
analyzing,  and  disseminating  Information  re- 
lated to  the  availability  of.  and  preparation 
for.  careers  in  the  TTnlted  States,  including 
information  concerning  current  career  op- 
tions, future  career  trends,  and  career  edu- 
cation; 

(2)  The  ongoing  analysis  of  career  trends 
and  options  in  the  United  States,  using  In- 
formation from  both  the  public  and  private 
sectors.  Including  such  sources  as  the  Bureau 
of  Labor  Statistics,  the  Department  of  Com- 
merce, the  Tariff  Commission,  economic  ana- 
lysts, labor  unions,  and  private  industry; 

(3)  The  publication  of  periodic  reports 
and  reference  works  using  analj^ls  prepared 
pursuant  to  this  section  and  containing  ex- 
emplary materials  from  the  career  ed'.icatlon 
field,  including  research  findings,  results, 
and  techniques  from  successful  projects  and 
programs,  and  highlights  of  ongoing  analyses 
of  career  trends  In  the  United  States:  and 

( 4 )  The  conduct  of  seminars,  workshops, 
and  career  information  sessions  for  the  pur- 
pose of  disseminating  to  teachers,  guidance 
counselors,  other  career  educators,  admin- 
istrators, other  education  personnel,  and  the 
general  public  Information  complied  and 
analyzed  under  this  section. 

(bi  In  carrying  out  the  provLslons  of  this 
part,  and  to  the  extent  practicable,  the  Com- 
missioner shall  (1)  make  use  of  existing  of- 
fices, centers,  clearinghouses,  and  research 
capabilities,  (2)  coordinate  among  the  offices, 
centers,  clearinghouses  and  research" capa- 
bilities In  carrying  out  hLs  career  informa- 
tion responsibilities,  and  (3)  use  the  career 
Information  capabilities  of  the  Education 
Division. 

NATIONAL    AD\'TSORT    COT7KC11, 

Sec.  336.  The  National  Advisory  Council 
for  Career  Education  established  pursuant 
to  section  406(g)  of  the  Education  Amend- 
ments of  1974  shall.  In  addition  to  Its  duties 
under  that  section,  advise  the  CommlssioDer 
with  respect  to  the  implementation  of  this 
part. 

PART  163a— COMMISSIONER'S  AUTHORI- 
ZATION   TO  GATHER,    ANALYZE,    AND 
DISSEMINATE  CAREER  INFORMATION 
Subpart  A — ^Scepa 

163a. 1     ApplicabDltf. 
163a.2     Definitions. 


163a.3  Eligible  appUeaata. 

I63a.4  Program  puiposes. 

163a. 5  Grants. 

163a  6  Duration. 

AuTHOErrr;  Sec.  335.  Pub.  L.  »4-48a.  90 
Stat.  2223  (20  VS.C.  2506)  unless  other«rlse 
noted. 

Subpart  A — Scope 

§  163a.l      Applicability. 

(a""  The  regulations  in  this  part  are 
applicable  to  the  Commissioner's  pro- 
gram to  provide  either  directly  ot  by 
grant  or  contract  for  gathering,  anal3^- 
ing,  and  disseminating  iniormatlcm  per- 
tainmg  to  career  trwids  and  options  in 
the  United  States  as  well  as  exemplary 
materials  from  the  career  education 
field,  authorized  by  section  335  of  Pub. 
L,  94-482  and  subpart  B  of  this  Part. 

(b>  To  the  extent  the  Commissioner 
proceeds,  as  authorized  by  subpart  B  of 
this  Part,  by  contract,  the  Commissioner 
shall  also  be  subject  to  the  applicable 
provisions  of  the  Federal  Procurement 
Regulations,  41  CPR  Chapters  1  and  3. 
To  the  extent  the  Commissioner  pro- 
ceeds by  grant,  the  applicable  provisions 
of  45  CFR  Part  100a,  the  Office  of  Educa- 
tion's General  Pro-visions  Regulations, 
shall  also  apply. 

(c)  Tlie  text  of  section  335  of  Pub.  L. 
94--t82  is  set  out  in  the  appendix  to  Part 
163, 

(20  U.S.C.  2505.) 
§  163a. 2      Definitions. 

As  used  in  this  part.  "Career  educa- 
tion" means  an  educational  process  In 
the  areas  of  awareness,  exploration, 
planning,  and  decisionmaking  designed 
to- 
la) Increase  the  relationship  between 
between  schools  sind  society  as  a  whole; 

(b)  Pro\-ide  opportunities  for  counsel- 
ing, guidance,  and  career  development 
for  individuals  of  all  ages: 

ic)  Relate  the  subject  matter  of  the 
curricula  of  schools  to  the  needs  of  per- 
sons to  function  fully  in  society: 

(dJ  Extend  the  concept  of  the  educa- 
tion process  beyond  the  school  into  the 
area  of  employment  sind  the  community; 

(e>  Foster  flexibUity  in  attitudes, 
skills,  and  knowledge  in  order  to  enable 
persons  to  cope  with  accelerating  change 
and  obsolescence; 

(f)  Make  education  more  relevant  to 
employment  and  functioning  in  society; 
and 

(g»  Eliminate  any  distinction  bet »'een 
educatJMi  for  vocational  purposes  and 
general  or  academic  education. 

"Career  information"  means  knowl- 
edge or  data  concerning  career  educa- 
tion programs  and  practices  In  the 
United  States  as  well  as  career  options 
and  trends. 

"Exemplary  career  education  pro- 
grams" means  those  career  education 
projects  which  have  achieved  the  stand- 
ard of  performBUice  prescribed  by  the 
Joint  Dissemination  Rerlew  Panel  of  the 
Education  Division  of  the  Department  of 
Health,  Education,  and  Welfare. 

(20  U.S.C.  2505  ) 


Stitapart  B — Career  Information 

§  163a. 3      Elipible  applicants. 

This  subpart  authorizes  the  Commis- 
sioner to  provide  Tor  the  gathering, 
analyzing  and  dissemination  of  Informa- 
tion pertaining  to  career  trends  and  op- 
tions in  the  United  States  as  well  as  ma- 
terials from  exemplary  career  education 
programs  during  flscal  year  1978  In  the 
event  the  Commissioner  chooses  to 
award  grants  or  enter  Into  contracts, 
both  public  and  private  agencies  and  or- 
ganirations  may  apply, 

(30  u  S.C.  2505  ) 

§  163a.  1      I'rograni  purpt>»c». 

llie  Commissioner  may  make  grants, 
enter  into  contracts,  or  provide  directly 
for  one  or  both  of  the  following  pur- 
poses— 

a)  To  pwxrride  Information  about  the 
availabihty  of  and  preparation  for  ca- 
reers In  the  United  States,  including  in- 
formation ccfficemlng  current  career  op- 
tions and  future  trends  through  the 

1 1  >  Gathering,  cataloging,  and  storing 
of  information; 

(2>  Ongoing  analysis  of  career  trends 
and  options;  and 

<3)  Dissemination  of  Information 
gathered  and  analysed  by  publishing  pe- 
riodic reports  and  research  findings,  and 
by  conducting  seminars,  workshop.'^  and 
career  information  sessions  for  career 
educators,  other  education  pei^sonneL 
and  the  general  pubUc. 

<b>  To  provide  information  about  ex- 
emplary career  education  programs  and 
practices  in  the  United  States  through 
the— 

'1>  Gathering,  cataloging,  and  stor- 
ing of  information; 

<2<  The  analysis  of  exemplary  pro- 
gram material  and  techniques;  and 

'3 1  The  dissemination  of  findings 
through  periodic  reports,  seminars,  work- 
shops, and  career  information  sessions 
for  career  educators,  other  educational 
personnel,  administrators,  and  the  gen- 
eral public. 

(20  U.SC    2306) 
§  163a. !>     Grants. 

(a)  Each  applicant  for  a  grant  au- 
thorized by  this  subptul  must  submit  an 
application  which  contains  the  following 
information — 

(l.>  An  identiflcation  of  the  purpose  or 
purposes  from  J  163a.4  lai  and  (b)  for 
which  the  application  is  submitted  and 
a  description  of  the  apphcant  s  resources 
and  experience  in  conducting  this  type 
of  activity; 

(2)  The  objectives  the  applicant  In- 
tends to  achieve: 

1 3 )  The  metliods.  resources,  and  ac- 
tivities the  applicant  proposes  to  use  to 
achieve  the  objectives.  Including  a  de- 
scrtpUon  ot  the  duties.  respoosibiliUes, 
and  qualificaU.(»is  of  personnel; 

f4>  A  description  of  the  methods  the 
applicant  plans  to  use  to  evaluate  the 
extent  to  which  It  achieves  each  stated 
objective,  including  a  descrlptloD  ot 
the^ 

(1)  Procedures  the  appUcant  proposes 
to  use  to  evaluate  the  processes  it  uses 


HOMAi  KCiSTEt,  VOL.  42.  NO    106 — THUMiDAX.  JUN£  2.   1977 


28ie4 

to  gather,  analyze,  and  disseminate  in- 
formation: 

<iii  Methods  the  applicant  proposes 
to  u-se  to  assess  the  needs  of  Its  audiences 
at  workshops,  seminars,  or  other  career 
information  sessions  as  well  as  the  Im- 
pact of  the  career  information  it  dis- 
seminates; and 

(iiii  Criteria  to  be  used  to  determine 
when  and  to  what  extent  each  of  the 
applicant's  objectives  have  been  achieved. 
(b>  In  selecting  applications  for 
grants,  the  CommLssioner  shall  apply 
the  following  objective  criteria  '  100 
points'  — 

(1 )  1 15  poinUs'  The  applicant's  ability 
to  respond  to  the  purpo.ses  Identified  in 
5  163a  4.  including  evidence  of  the  ap- 
plicant's resources,  the  qualifications 
and  e.xi>enence  of  its  personnel,  the  ex- 
tent to  which  the  applicant  propo.'^es  to 
use  Information  obtained  from  both  the 
public  and  private  sectors,  and  the  ex- 
tent to  which  the  applicant  proposes  to 
coordinate  its  activities  with  other  of- 
fices, centers,  and  clearinghouses; 

(2 1  <20  points  I  The  extent  to  which 
the  applicant  identifies  objectives  which 
are  specific,  capable  of  being  measured, 
capable  of  being  attained,  and  which  re- 
spond to  the  purposes  specified  in  the 
application; 

(3i  '30  poinLs>  The  extent  to  which 
the  application  describes  the  resources, 
methods,  and  activities  to  be  used  to 
achieve  the  stated  objectives,  and  the 
extent  to  which  those  methods,  re- 
sources, and  activities  are  appropriate  to 
achieve  the  stated  objectives; 

(4)  (20  points  1  The  extent  to  which 
the  application  describes  the: 

I i  I  Procedures  used  to  evaluate  the 
attainment  of  each  objective : 

(111  Methods  u.sed  to  evaluate  the 
process  or  means  of  achieving  each  ob- 
jective; and 

(ilJi  Methods  used  to  determine  the 
needs  of  audiences  at  workshops,  semi- 
nars, and  other  career  information  ses- 
sions, as  well  as  the  impact  of  the  in- 
formation disseminated  to  them; 

i5)  1 10  points'  The  extent  to  which 
the  applicant  presents  evidence  that  the 
individuals  and  groups  whose  assLstance 
is  needef!  are  willing  to  provide  assist- 
ance; and 

i6i  1 5  points'  The  extent  to  which 
the  apphcation  contains  evidence  to  as- 
sure that  the  size,  scope,  and  duration  of 
the  project  are  reasonable,  and  that  the 
estimated  cost  is  reasonable  in  relation 
to  the  anticipated  results. 

(20U,S.C  2505.) 

§  U)3a.6      Duration. 

The  Commissioner  shall  provide  fimds 
for  the  purposes  set  out  In  5  163a. 4  only 
during  FLscal  Year  1978.  Grants  awarded 
and  contracts  entered  Into  for  these  pur- 
poses shall  not  exceed  two  years, 

(20U8C   2606.) 
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PROPOSED   RULES 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR  Part  83  ] 

(Docket  No.   21255;    FCC  77-339] 

STATIONS   ON    SHIPBOARD    IN   THE 
MARITIME   SERVICES 

Permitting  Aircraft  To  Use  Maritime  Mobile 
VHP  Frequencies  Under  Certain  Conditions 

AGENCY:  Federal  Communications 
Commission. 

ACTION:  Notice  of  Proposed  Rule 
Making. 

SUMMARY:  Amendment  of  rules  to  per- 
mit aircraft  to  use  VHP  maritime  mobile 
frequencies.  This  action  was  generated 
bv  the  Commission  to  make  Its  rules  con- 
sistent with  the  international  radio  regu- 
lations. 

D^TES:  Comments  must  be  received  on 
or  before  July  5,  1977,  and  Reply  Cwn- 
mcnts  must  be  received  on  or  before 
July  15.  1977. 

ADDRESS:  Send  Comments  to:  Federal 
Commimtcations  Commission,  'Washing- 
ton, DC  20554. 

FOR  FURTHER  INFORMATION  CON-. 
TACT : 

Robert  DeYoung,  Aviation  and  Marine 
Division.    Safety    and    Special   Radio 
Services  Bureau,  202-632-7197, 
SUPPLEMEN"rARY  INFORMATION; 
Adopted:May  18, 1977, 
Released:  May  27, 1977. 

1  At  the  1974  Maritime  World  Admin- 
istrative Radio  Conference  cWARC). 
certnn  changes  to  the  international 
r.idio  regiilations  were  adopted  which 
permit  aircraft  stations  to  use  maritime 
frequencies  in  the  VHF  band  156  to  174 
MHz  under  certain  limited  circum- 
stances. This  rule  making  proceeding  is 
intended  to  incorporate  those  changes  to 
the  radio  regulations  into  the  Commis- 
sion's rules. 

2  The  proposed  amendment,  as  set 
forth  below,  is  Issued  pursuant  to  the 
authority  contained  in  sections  4(i>  and 
303  (b>.  <e),  (f>,  and  «r)  of  the  Com- 
munications Act  of  1934.  as  amended, 

3  Pursuant  to  the  applicable  proce- 
dures set  forth  in  Section  1,415  of  the 
rules  interested  persons  may  file  com- 
ments on  or  before  July  5,  1977,  and  reply 
comments  on  or  before  July  15,  1977. 
Section  1.419  of  the  rules  requires  the 
original  and  5  copies  of  comments  or 
reply  comments  to  be  filed.  Comments 
and  reply  comments  received  in  response 
to  this  Notice  of  Proposed  Rule  Making 
will  be  available  for  public  inspection 
during  regular  business  hours  in  the 
Conimission's  Public  Reference  Room  at 
Its  headquarters  in  Washington,  B.C. 

Federal  Comscunications 

Commission. 
'Vincent  J.  Mullins, 

Secretarv- 


Part  83  of  Chapter  I  of  Title  47  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows : 

1.  In  §83.351,  paragraph  (a)  is 
amended  by  adding  numeral  "73"  to  the 
table,  and  paragraph  (b)  is  amended  by 
adding  a  new  footnote,  numbered  73.  to 
read  as  follows ; 

§  83.331      Fretpiencies  available. 

(a)  •  •  * 


Carrier 

Conditions  of  us« 

frequency  ■ 

(ki)ohertt) 

Section                     Limitations 

MEt-AHEBTZ 

• 

•                  •                  •                  • 

156.275. 

83.359 40,  41,  45,  73, 

15«,.3n0 - 

83.106,  83,359 34,  40,  44,  73, 

156.32.5 

S3.mi -  40,  41.  45,  73. 

1.W.350 

83.359 40,  41,  49,  73, 

156.375 

83,359 40,49,73. 

156.400 

83.359 40,49,73, 

1.56,425 

83J59 _ 40,  41,  .50,  54,  73. 

1,56.450 

83.359 40,  41,  49,  50,  73. 

156.475 

83.359 40,  41,  .5(1.  ,54,  73. 

156.500 

83,359 40,41,  i'J,  7:i. 

156..525 

83.359,  83.361 40.  50,  52,  7.!. 

156.5,50 

83.350,  83.361 40,  41,  4C,  W.  73. 

156.575 

83.359 40,  41,  ,Vi,  54,  73, 

156,600 

.  83..-«9,  83.381.. 40,  41,  4.^.  r,H,  73. 

156.625 

.  83.359. 40,50,52,73. 

• 

•                     •                     •                     • 

1,56.675 

83„359 35,  40,  41,  45,  73, 

156.700 

83,359,  8.3,361 40,  41,  45,  58,  73. 

156,72.5 

.  83.359 35,40,41,45. 

• 

156,800 

•                                         •                                          •                                          • 

.  83.106,83,233,8.3.359 40,41,4.3.73, 

• 

156.875 

.  83.359 40,49,73. 

1.56.M00 

.  83.359 40,41,49,73, 

156.925 

.  83.359 40,  41   50,  54,  73. 

1,56.9.50 

83.359 40,41,49,7,3, 

156.975 

■  83.359 '.--  40,41,49,73. 

157.000 

:  83.359 40,41,45,73. 

167.025 

.  83J59 30,41,49,73. 

• 
157.200 

.                    •                    •                    • 
.  83.359 38,41,51,73. 

157.225 

.  83.359 ^■«'^1'"- 

157.250 

.  83.359 —  -  38,4  ,5  ,73. 

1,57.275 

.  83.359... 38,41,6  ,73, 

157.300 

.  83.359 38'*  ■5'''3- 

1.57,325 

.  83.a59 ^.5  .13.., 

157,350 

.  83.359 S'l!'?i'  '^• 

1,57.375 

.  83.359 _ ^•^M?-, 

157.400 

1,57.425 

H3  359               38,41,61,  <3. 

.'.  83'.359ir 40,49,55,73. 

<b)    *  ♦  • 

(73)  These  frequencies  may  be  used  by 
aircraft  subject  to  the  limitations  on 
such  usage  set  forth  in  §  83.359. 

2.  Section  83.359  is  amended  as  fol- 
lows: 

§  83.359      Frequencies  in  the  band   156- 
162  MHz  available  for  assignmenl. 

(a>  The  frequencies  in  the  following 
table  are  available  for  assignment  to 
stations  as  indicated. 

.  •  •  • 

(b)  In  addition  to  the  limitations  con- 
tained in  §  83.351 'b'  i34>  and  1 551,  air- 
craft may  use  certain  of  these  frequen- 
cies imder  the  following  circumstances 
and  subject  to  the  following  limitations : 

(1)  The  altitude  of  aircraft  stations 
shaU  not  exceed  1000  feet,  except  for 
reconnaissance  aircraft  participating  in 
ice-breaking  operations  where  an  alti- 
tude of  1500  feet  is  allowed; 

(2)  The  mean  power  of  aircraft  sta- 
tion transmitters  shall  not  exceed  five 
watts;  however,  a  power  of  one  watt  or 
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!ess  shall  be  used  to  the  maximum  extent 
possible; 

i3i  Aircraft  stations  shall  use  Inter- 
ship,  port  operations  or  public  corre- 
spondence frequencies  only; 

(4i  Communications  of  an  aircraft 
station  shall  be  brief  and  limited  to  op- 
erations in  which  stations  of  the  mari- 
time mobile  service  are  primarily  in- 
volved and  where  direct  communication 
between  the  aircraft  and  the  ship  or 
coast  station  is  required; 

(5»  Tlie  frequencies  156.3  and  156.8 
may  be  used  by  aircraft  stations  for 
safety  purposes  only. 

|FR  Doc  77-15479  Filed  6-1-77:8:45  am) 

DEPARTMENT  OF  THE   INTERIOR 

Fish   and  Wildlife  Service 

[50  CFR   Part   17] 

ENDANGERED  AND  THREATENED 
WILDLIFE   AND   PLANTS 

Proposed  Threatened   Status  for  the 
Atlantic  Salt   Marsh   Snake 

AGENCY:  U.S.  Fisl\  and  Wildlife  Serv- 
ice, Interior. 

ACTION:  Proposed  rulemaking. 

SUMMARY:  The  Director.  U.S.  Fish  and 
Wildlife  Service  'hereinafter,  the  Direc- 
tor and  the  Service,  respectively  < ,  hereby 
issues  a  proposed  rulemaking,  pursuant 
to  Section  4  of  the  Endangered  Species 
Act  of'l973  '  16  U.S.C.  1531-1543;  87  Stat. 
884:  hereinafter  the  Act*,  which  would 
determine  the  Atlantic  salt  marsh  snake 
(Natrii  fasciata  taeniata\  to  be  a 
Threatened  species.  This  snake  occurs  in 
Volusia,  Brevard,  and  Indian  River 
Counties  in  Florida. 

DATES:  All  relevant  comments  and 
materials  with  regard  to  this  proposed 
rulemaking  received  no  later  than  Sep- 
tember 1.  1977  will  be  considered  by  the 
Director  U.S.  Fish  and  Wildlife  Service. 

ADDRESSES:  Comments  and  materials 
concerning  this  proposed  rulemaking, 
preferably  in  triplicate,  should  be  sent  to 
the  Director  (FWS/OES>,  U.S.  Fish  and 
Wildlife  Service,  U.S,  Department  of  the 
Interior,  Washington,  D.C.  20240. 

Comments  and  materials  received  will 
be  available  for  public  inspection  during 
normal  business  hours  at  the  Service's 
Office  of  Endangered  Species,  Suite  1100, 
1612  K  Street  NW.,  Washington,  D.C, 
20240. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mr,  Keith  M.  Schreiner,  Associate 
Director — Federal  Assistance,  Fish  and 
Wildlife  Service,  U.S.  Department  of 
the  Interior,  Washington,  D.C.  20240 
(202-343-4646). 

SUPPLEMENTARY       INFORMATION: 

Background 

Section  4<a)    of  the  Act  states: 

General. —  (1)  The  Secretary  shall  by 
regulation  determine  whether  any  species  is 
an  endangered  species  or  a  threatened  ^ecles 
because  of  any  of  the  following  factors: 


(1)  The  present  or  threatened  destruc- 
tion, modification,  or  curtailment  of  the 
habitat  or  range: 

(2)  Overutilization  for  commercial,  sport- 
ing,  scientific,    or  educational   purpK»e6; 

(3)  Disease  or  predatlon: 

(4)  The  inadequacy  of  existing  regulatory 
mechanisms;  or 

(5)  Other  natural  or  manmade  factow 
affecting  its  continued  existence. 

This  authority  has  been  delegated  to 
the  Director. 

Although  originally  described  in  1895. 
very  few  specimens  of  this  snake  are 
known  to  exist:  a  1974  report  listed  only 
35  individuals  to  be  known  to  science  A 
paper  published  in  1942  'Carr.  A  F..  Jr 
and  C.  J.  Gom.  Proc.  New  England  Zool. 
Club.  21:47-54'  and  a  thesis  in  progress 
by  Mr.  Howard  I.  Kochman  (Florida 
State  Museum!  are  apparently  the  only 
studies  conducted  on  this  rare  species. 
The  Florida  Committee  on  Rare  and 
Endangered  Plant,s  and  Animals  has 
listed  this  species  as  "Endangered."  How- 
ever, ba.sed  on  data  supplied  by  Kochman 
ipers.  commun.i,  it  appears  that  this 
species  should  be  listed  as  Threatened 
as  defined  bv  the  Endangered  Species  Act 
of  1973, 

Summary  of  Factors  Affecting 
THE  Species 

These  findings  are  summarized  herein 
under  each  of  the  five  criteria  of  Section 
4iai  of  the  Act.  These  factors,  and  their 
application  to  the  Atlantic  salt  marsh 
snake  are  as  follows: 

1  The  present  or  threateried  destruc- 
tion, modification,  or  curtailment  of  its 
habitat  or  ranqe  This  rare  snake  has  a 
small  range  within  which  there  is  a  very 
limited  amount  of  remaining  habitat. 
The  coastal  salt  marsh  and  brackish- 
water  areas,  to  which  this. form  is  re- 
stricted, have  been  the  object  of  intensive 
drainage  and  development.  If  habitat 
destruction  continues,  this  snake  may  be 
extirpated  from  the  Florida  coastal 
herpetofauna.  Although  the  historical 
range  of  this  species  has  probably 
changed  only  slightly,  habitat  destruc- 
tion is  believed  to  have  caused  a  dechne 
in  the  numbers  of  snakes. 

2.  Overutilization  for  commercial. 
sporting,  scientific,  or  educational  pur- 
poses. Not  applicable  for  this  species. 

3.  Disease  or  predation.  Unknown. 

4.  The  inadequacy  of  existing  regula- 
tory mechanisms.  There  are  no  exLstmg 
regulatorj-  measures  to  protect  this 
species. 

5.  Other  natural  or  manmade  factors 
affecting  its  continued  existence.  Altera- 
tion of  the  coastal  marsh  ecosystem  has 
led  to  the  direct  decline  of  available 
habitat  of  this  species.  It  has  also  led 
to  the  breakdown  of  the  ecological  isolat- 
ing mechanisms  separating  the  various 
races  of  salt  marsh  snakes  along  the 
coast  of  Florida.  Therefore,  hybridiza- 
tion with  adjacent  species  of  salt  marsh 
snakes,  as  a  result  of  mans  activities, 
could  cause  a  further  decline  in  the 
viable  numbers  of  this  unique  species. 

Effect  of  the  Rulemaking 

The  effects  of  these  determinations  and 
this    rulemaking    include,    but   are   not 


necessarily  limited  to,   tliose  disctissed 
below. 

Endangered  Species  regulations  al- 
ready published  in  Title  50  of  the  Code 
of  Federal  Regvilations  set  forth  a  series 
of  general  prohibitions  and  exceptic«is 
which  apply  to  all  Endangered  Species. 
All  of  th&se  prohibitions  and  exceptions 
also  apply  to  any  Threatened  Species 
unless  a  Special  Rule  pertaining  to  that 
Threatened  Species  has  been  published 
and  indicates  otherwise.  The  regulations 
referred  to  above,  which  pertain  to  En- 
dangered and  Threatened  Species,  are 
found  at  §§  17.21  and  17.31  of  Title  50 
and,  for  the  convenience  of  the  reader. 
are  reprmted  below. 
I  17.21     Prohibitions 

(a)  Except  as  provided  in  Subpart  A  of 
this  part,  or  under  permits  Issued  pursuant 
to  5  17.22  or  517.23,  it  is  unlawful  for  any 
person  subject  to  the  jurisdiction  of  the 
United  States  to  commit,  to  attempt  to  com- 
mit, to  solicit  another  to  commit  or  to 
cause  to  be  committed,  any  of  the  acts 
described  in  paragraphs  (b)  through  (f)  of 
this  section  in  regard  to  any  endangered 
wUdllfe. 

(b)  Import  or  export.  It  is  unlawful  to  im- 
port or  to  export  any  endangered  wildlife 
Any  shipment  in  transit  throxigh  the  United 
States  is  an  lnip)orlation  and  an  exportation, 
whether  or  not  it  has  entered  the  country 
for  customs  purposes. 

( c)  Take.  ( 1 )  It  is  unlawful  to  take  endan- 
gered wildlife  within  the  United  States,  with- 
in the  territorial  sea  of  the  United  Slates, 
or  upon  the  high  seas.  The  high  seas  shall 
be  all  waters  seaward  of  the  territorial  sea 
of  the  United  States,  except  waters  officially 
recognized  by  the  United  States  as  the  ter- 
ritorial sea  of  another  country,  under  In- 
ternational law. 

(2)  Notwithstanding  paragraph  (c)(n 
of  this  section,  any  person  may  take  en- 
dangered wildlife  in  defense  of  his  own  life 
or  the  lives  of  others. 

(3)  Notwithstanding  paragraph  (c)(l( 
of  this  section,  any  employee  or  agent  of 
the  Service,  any  other  Federal  land  manage- 
ment agency,  the  National  Marine  PWherles 
Service,  or  a  State  conservation  agency,  who 
is  designated  by  his  agency  for  such  pur- 
poses, may,  when  acting  in  the  course  of 
his  official  duties,  take  endangered  wUdllfe 
without  a  permit  if  such  action  is  necessary 
to: 

(li  Aid  a  sick,  injured  or  orphaned  speci- 
men;  or 

(li)   Dispose  of  a  dead  specimen;   or 

(111)  Salvage  a  dead  specimen  which  may 
be  useful  for  scientific  study:  or 

(ivt  Remove  specimens  which  constitute 
a  demonstrable  but  nonlmmediate  threat  to 
human  safety,  provided  that  the  taking  is 
done  in  a  humane  manner:  the  taking  may 
involve  killing  or  injuring  only  if  It  haa 
not  been  reasonably  p>osslble  to  eliminate 
such  threat  by  llve-captiiring  and  releasing 
the  specimen  unharmed,  in  a  remote  area. 

(4)  Any  taking  pursuant  to  paragraplxs 
(CI  (2)  and  (3)  of  thLs  section  must  be 
reported  in  writing  to  the  United  States 
Fish  and  Wildlife  Service,  Division  of  Law 
Enforcement.  PO  Box  19183.  Washington. 
DC.  20036.  within  5  days  The  specimen  may 
only  be  retained,  disposed  of,  or  salvaged 
In  accordance  with  directions  from  the 
Senice 

"(6)  Notwithstanding  paragraph  (c)(1) 
of  this  section,  any  qualified  employee  or 
agent  of  a  State  Con.servatlon  Agency  which 
Ls  a  party  to  a  Cooperative  Agreement  with 
the  Service  In  accordance  with  section  6(c) 
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of  the  Act,  who  is  designated  by  his  agency 
for  such  purposes,  may,  when  acting  in  the 
course  of  his  official  duties  Uke  Endangered 
Sfjecles,  for  conservation  programs  In  ac- 
cordance with  the  Cooperative  Atrreement. 
provided  that  such  taking  Is  not  reasonably 
anticipated  to  result  In:  (1)  the  death  or 
permanent  disabling  of  the  specimen;  (11) 
the  removal  of  the  specimen  from  the  State 
where  the  taking  occurred;  (111)  the  In- 
troduction of  the  specimen  so  taken,  or  of 
any  progeny  derived  from  such  a  specimen. 
Into  an  area  beyond  the  historical  ranee  of 
the  species;  or  (Iv)  the  holding  of  the  speci- 
men In  captivity  for  a  period  of  more  than 
45  consecutive  days." 

(d)  Possession  and  other  acts  with  unlaw- 
fully taken  wildlife.  ( 1 )  It  Is  xinlawf ul  to  pos- 
sess, sell,  deliver,  carry,  transport,  or  ship, 
by  any  means  whatsoever,  any  endangered 
wildlife  which  was  taken  In  violation  of  par- 
agraph (c)  of  this  section. 

Example.  A  person  captures  a  whooping 
crane  in  Texas  and  glvee  It  to  a  second  per- 
son, who  puts  It  In  a  closed  van  and  drives 
thirty  miles,  to  another  location  In  Te.xas. 
The  second  person  then  gives  the  whooping 
crane  to  a  third  person,  who  is  apprehended 
with  the  bird  In  his  possession.  All  three  have 
violated  the  law— the  first  by  Ulegally  taking 
the  whooping  crane;  the  second  by  traasport- 
Ing  an  Illegally  taken  whooping  crane;  and 
the  third  by  possessing  an  Illegally  taken 
whooping  crane. 

(2)  Notwithstanding  paragraph  (d)(1)  of 
this  section.  Federal  and  State  law  enforce- 
ment officers  may  ptossess.  deliver,  carry, 
transport  or  ship  any  endangered  wildlife 
taken  In  violation  of  the  Act  as  necessary  In 
performing  their  official  duties. 

(e)  Interstate  or  foreign  commerce.  It  Is 
unlawful  to  deliver,  receive,  carry,  transport, 
or  ship  In  Interstate  or  foreign  commerce,  by 
any  means  whatsoever,  and  In  the  course  of 
a  conMnerclal  activity,  any  endangered  wild- 
life. 

(f)  Sale  or  offer  for  sale.  (1)  It  Ls  unlawful 
to  sell  or  to  offer  for  sale  in  Int-erstate  or 
foreign  commerce  any  endangered  wildlife. 

(2)  An  advertisement  for  the  sale  of  en- 
dangered wildlife  which  carries  a  warning 
to  the  e!Tect  that  no  sale  may  be  consum- 
mated until  a  permit  has  been  obtained 
from  the  U  S  FLsh  and  Wildlife  Ser^-lce  shall 
not  be  con.'^dered  an  offer  for  sale  within 
the  meaiUiit:  of  this  subsection. 

§  17.31      Prt>hil)ilions. 

(a)  Except  as  provided  In  Subpart  A  of 
this  Part,  or  In  a  permit  Issued  under  this 
Subpart,  all  of  the  pro«slons  In  5  17.21  shall 
apply  to  threatened  wildlife. 

(b)  In  addition  to  any  other  provlslorus  of 
this  F^rt  17,  any  employee  or  agent  of  the 
Service,  of  the  National  Marine  Fisheries 
Service,  or  of  a  State  conservation  agency 
which  Is  operating  under  a  Cooperative 
Agreement  with  the  Service  or  with  the  Na- 
tional Marine  Fisheries  Service.  In  accord- 
ance with  section  6(c)  of  the  Act.  who  is 
designated  by  his  agency  for  such  purposes, 
noay,  when  acting  In  the  course  of  his  official 
duties,  take  any  threatened  wildlife  to  carry 
out  scientific  research  or  conservaUon  pro- 
grams. 

(c)  Whenever  a  special  rule  !n  §§  17  40  to 
17  48  applies  to  a  threatened  species,  none 
of  the  provisions  of  paragraph*  (a)  and  (b) 
of  this  section  will  apply.  The  special  rule 
will  contain  all  the  applicable  prohibitions 
and  exceptions. 


PROPOSED   RULES 

Tlie  determination  set  forth  In  tiiese 
Rules  also  makes  this  species  eligible  for 
the  consideration  provided  by  Section  7 
of  the  Act. 

That  section  reads  as  follows: 

INTERAGENCT    COOPEKATION 

Section  7.  The  Secretary  shall  review  other 
programs  administered  by  him  and  utilize 
such  programs  in  furtherance  of  the  pur- 
poses of  this  Act.  All  other  Federal  depart- 
ments and  agencies  shall.  In  consultation 
with  and  with  the  .xsslstance  of  the  Secre- 
tary, utilize  their  authorities  In  furtherance 
of  the  purpases  of  this  Act  by  carrying  out 
programs  for  the  conservation  of  endangered 
species  and  threatened  species  listed  pur- 
suant to  section  4  of  this  Act  and  by  taking 
such  action  necessary  to  Insure  that  actions 
authorized,  funded,  or  carried  out  by  them 
do  not  Jeopardize  the  continued  existence  of 
such  endangered  species  and  threatened 
species  or  result  In  the  destruction  or  modifi- 
cation of  habitat  of  such  species  which  is 
determined  by  the  Secret«kry,  after  consulta- 
tion as  appropriate  with  the  affected  States, 
to  be  critical. 

Although  no  Critical  Habitat  has  yet 
been  determined  for  this  species,  the 
other  provisions  of  Section  7  are 
applicable. 

Regulations  published  in  the  Federal 
Register  of  September  26,  1975  (40  FR 
44412  I  provided  for  the  issuance  of  per- 
mits to  carry  out  otherwise  prohibited 
activities  involving  Endangered  or 
Threatened  Species  under  certain  cir- 
cumstances. Such  permits  Involving  En- 
dangered Species  are  available  for  scien- 
tific purposes  or  to  enhance  the  propa- 
gation or  survival  of  the  species.  In  some 
instances,  permits  may  be  issued  during 
a  specified  period  of  time  to  relieve  un- 
due ec-onomic  hardship  which  would  be 
suffered  if  such  relief  were  not  available. 

Pursuant  to  Section  4(b)  of  the  Act, 
the  Director  will  notify  the  Governor  of 
Florida  with  respect  to  this  proposal  and 
request  his  comments  and  recommenda- 
tions before  making  final  determina- 
tions. 

Public  Comments  Solicited 

Tlie  Director  intends  tliat  the  rules 
finally  adopted  will  be  as  accurate  and 
effective  as  possible  In  the  conservation 
of  any  Endangered  or  Threatened 
species.  Therefore,  any  comments  or 
suggestions  from  the  public,  other  con- 
cerned governmental  agencies,  the  scien- 
tific community,  Industry,  private  in- 
terest or  any  other  interested  party  con- 
cerning any  aspect  of  these  proposed 


rules    are    hereby    sohcited.    Comments 
particularly  are  sought  concerning: 

(1)  Biological  or  other  relevant  data 
concerning  any  threat  (or  the  lack 
thereof)  to  the  Atlantic  salt  marsh 
snake ; 

(2)  The  location  of  and  reasons  why 
any  habitat  of  tiie  Atlantic  salt  marsh 
snake  should  or  should  not  be  deter- 
mined to  be  "Critical  Habitat"  as  pro- 
vided for  by  Section  7  of  the  Act; 

<3)  Additional  information  concern- 
ing the  range  and  distribution  of  tlie 
Atlantic  salt  marsh  snake. 

Final  promulgation  of  the  rules  on  the 
Atlantic  salt  marsh  sn&ke  will  take  into 
consideration  the  comments  and  any  ad- 
ditional Information  received  by  the  Di- 
rector and  such  communications  may 
lead  him  to  adopt  final  regulations  that 
differ  from  tliis  proposal. 

An  environmental  assessment  has 
been  prepared  in  conjunction  with  this 
proposal.  It  is  on  file  in  the  Service's 
Office  of  Endangered  Species,  1612  K 
Street  NW.,  Washington.  D.C.  20240.  and 
may  be  examined  during  regular  busi- 
ness hours.  A  determination  will  be  made 
at  the  time  of  final  rulemaking  as  to 
whether  this  is  a  major  Federal  action 
which  would  significantly  affect  the 
quality  of  the  human  environment 
within  the  meaning  of  Section  102i2> 
(C)  of  the  National  Environmental 
Policy  Act  of  1969. 

This  proposed  rulemaking  is  issued 
under  the  authority  contained  in  the  En- 
dangered Species  Act  of  1973  '  16  U.S.C. 
1531-1543;  87  Stat.  884>,  and  was 
prepared  by  Dr.  C.  Kenneth  Dodd.  Jr.. 
OfQce  of  Endangered  Species.  202-343- 
7814. 

Note. — The  Department  of  tlie  Interior 
hsis  determined  that  this  document  does  not 
contain  a  major  fwoposal  requiring  prepara- 
tion of  an  Economic  Impact  Statement  un- 
der Executive  Order  11949  and  OMB  Circu- 
lar A-107. 

Dated:  May  10,  1977. 

Lynn  A.  GREEN^v.^LT. 

Director. 
Fish  and  Wildlife  Service. 

Accordingly.  It  is  hereby  proposed  to 
amend  Part  17.  Subchai>ter  B  of  Chapter 
1.  Title  50  of  the  Code  of  Federal  Regula- 
tions, as  set  forth  below: 

It  Is  proposed  to  amend  §  17.11  by  add- 
ing In  alphabetical  order  the  following 
to  the  list  of  animals: 


§  17.11      Endangertnl  and  threatened   vildlifr. 


Spee'ss 


Range 


Common  nanM       Scientific  nmme 


Popula- 
tion 


Known  dis-  Portion  of  range  When     Special 

tribntioD  where  thrnatejud  Status     Usted       rules 

or  endangered 


Reptiles: 

frittke,  Atlantic 
salt  marsh. 


Natrii  fntcial* 
taeniat*. 


n;a 


U.S.A.  (Florkla).-  BnUre _  T 


N/A 


[PB  Doc.  77-15665  FUed  6-1-77:8:45  am] 
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notices 
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ENVIRONMENTAL  PROTECTION 
AGENCY 

[FRL  739-21 

LOUISIANA   PACIFIC   CORP.   AND  CROWN 
SIMPSON    PULP  CO. 

Requests  for  Variances  From  BPCTCA-— 
Recommended  Decision  of  the  Adminis- 
trator 

AGENCY:      Environmental     Protection 
Agency. 

ACTION:  Notice  of  Recommended  De- 
cision of  Administrator.  • 

SUMMARY:  On  March  17.  1977  the  Cal- 
ifornia State  Water  Resources  Control 
Board  adopted  orders  finding  that  vari- 
ances from  EPA's  BPCTCA  effluent  limi- 
tations guidelines  for  the  Pulp,  Paper 
and  Paperboard  Point  Source  Category 
(40  CFR  Part  430)  would  be  appropriate 
for  the  Louisiana-Pacific  Corporation 
(NPDES  No.  CA  0005894)  and  the  Crown 
Simpson  Pulp  Company  (NPDES  No.  CA 
0005282 1 .  In  essence,  the  State  Board 
found  that  the  two  pulp  and  paper  mills 
in  question  discharge  their  wastes  to  the 
Pacific  Ocean  and  that  treatment  of 
these  discharges  to  the  degree  required 
by  applicable  EPA  regulations  would  re- 
sult in  little  lif  any>  water  quality  im- 
provement while  at  the  same  time  creat- 
ing non-water  quality  environmental  im- 
pacts. The  EPA  regulations  in  question 
are  national  standards  which  are  to  be 
met  by  all  point  sources  of  pollution 
within  the  bleached  kraft  sector  of  the 
pulp,  paper  and  paperboard  category  by 
July  1,  1977  pursuant  to  sections  301(b) 
(l)(A».and  304(b)(1)  of  the  Federal 
Water  Pollution  Control  Act,  as  amended 
(Pub.  L.  92-500).  Each  of  these  regula- 
tions, known  as  best  practicable  con- 
trol technology  currently  available 
(BPCTCA)  effluent  limitation  guidelines, 
contains  a  variance  provision  which  pro- 
vides that  upon  a  finding  that  one  or 
more  factors  pertaining  to  a  particular 
discharger  are  fundamentally  different 
from  the  factors  considered  by  EPA  in 
establishing  the  BPCTCA  regulatiCMis,  al- 
ternative requirements  may  be  estab- 
lished for  that  discharger.  The  Adminis- 
trator must  approve  any  such  variance. 

On  March  29.  1977  the  State  Board 
forwarded  its  orders  to  EPA  and  re- 
quested the  Administrator's  approval  of 
variances  for  the  two  mills.  The  State 
Board  orders  also  adopted  discharge  re- 
quirements for  the  two  mUls  which 
would  be  appUed  if  the  variance  requests 
are  approved.  These  requirements  are 
substantially  less  stringent  than  the  re- 
quirements based  upon  the  national 
.'iiandards. 

The  purpose  of  this  notice  is  to  an- 
nounce  that  I  have  issued  a  Recom- 


mended Decision  of  the  Administrator 
which  denies  the  variance  requests.  I  find 
that  the  Federal  Water  Pollution  Con- 
trol Act  forbids  consideration  of  the  na- 
ture or  quality  of  particular  receiving 
waters  in  adopting  BPCTCA  effluent  Um- 
itations  guidelines  and  m  applying  them 
to  individual  point  sources.  Under  the 
Act  water  quality  standards  may  require 
a  discharger  to  meet  more  stringent  re- 
quirements than  BPCTCA.  but  water 
quality  considerations  may  not  be  the 
basis  for  less  stringent  requirements. 
BPCTCA  effluent  hmitations  are  nation- 
ally uniform  tec hnolog\- -based  regula- 
tions which  are  to  be  imposed  "regard- 
less of  ( the  >  location  '  of  point  sources  i 
or  the  nature  of  the  water  into  which  the 
discharge  is  made  •  '  *."  Conference 
Report  at  126,  A  Legislative  History  of 
the  Water  Pollution  Control  Act  Amend- 
ments of  1972  at  309. 

The  Recommended  Decision  is  pub- 
lished in  its  entirety  as  an  Appendix  to 
this  notice.  Although  decisions  concern- 
ing individual  variance  requests  will 
normally  not  be  publisiied  in  the  Federal 
Register,  I  believe  that  this  decision  will 
be  of  particularly  wide  interest.  All  in- 
terested persons  may  submit  comments 
on  this  Recommended  Decision.  All  com- 
ments received  within  30  days  of  the  date 
of  this  notice  will  be  considered  prior 
to  issuance  of  a  final  decision  of  tlie 
Administrator. 

DATE:  Comments  by  July  5.  1977. 

ADDRESS:  Written  comments  may  be 
addressed  to  Office  of  General  Counsel, 
Water  Quality  Division  (A-131»,  U.S. 
Environmental  Protection  Agency,  401 
M  Street.  SW..  Washington,  DC.  20460. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  A.  Rogers.  202-755-0760. 

Dated:  May  26. 1977. 

G.  William  Prick. 
General  Counsel. 

In  the  M.'^tters  of  LotrisiANA-PACinc  Cor- 
poration [NPDES  No  CA  0005894)  and 
Crown  Simpson  Pulp  Company,  [NPDES 
No.  C A  00052821 

recommended  decision  of  the  administrator 

/.  Procedural  Background.  The  Adminis- 
trator has  been  asked  to  consider  the  grant- 
ing of  variances  from  effluent  limitations 
guidelines  for  two  pulp,  paper,  and  paper- 
board  mills  located  on  the  Pacific  Coast  of 
California.  In  this  recommended  decision 
these  requests  for  variances  from  EPA's  na- 
tional  regulations   are   denied. 

On  March  29.  1977,  Mr.  Bill  B  Dendy,  Ex- 
ecutive Officer  of  the  Bute  Water  Resources 
Control  Board  for  the  State  of  California, 
submitted  extensive  materials  constituting 
the  complete  record  of  the  actions  taken 
before  the  California  Regional  Water  Quality 


Control  Board,  North  Coast  Region,  and 
before  the  State  Board  Itself,  with  respect  to 
these  two  mills  A  summary  of  the  enclosures 
to  that  March  29.  letter  appears  In  the 
margin  ■  Mr  Dendy  noted  in  his  March  29 
letter  that  the  'state  board  finds  that  a  vari- 
ance Is  warranted  for  the  two  dischargers 
•  •  •  on  the  grounds  that  tl»  environ- 
mental benefits  (If  any)  to  be  derived  from 
the  application  of  the  treatment  required 
to  meet  the  guideline  limitations  for  BOD 
and  pH  would  be  far  outweighed  by  the  non- 
water  quality  environmental  costs  Including 
use  of  energy."  Mr.  Dendy  went  on  to  say 
that  he  believes  "that  variance  based  on 
these  grounds  Is  in  accordance  with  the 
precedents  established  In  the  decisions  of 
several  US  Court  of  Appeals,  particularly 
the  Fourth  Crlculfs  decision  In  the  case  of 
Appalachian  Power  v.  Train  (545  P.  2d  1351 
(1976)  ).'■ 

B  Tran-scrlpt  of  hearing  before  the  State 
Board  December  22.  1976. 

C.  Tran-scrlpt  of  hearing  before  the  Re- 
gional Board  July  29,  1976. 

D.  Transcript  of  hearing  before  the  Re- 
gional Board  August  26.  1976. 

E.  "Written  Comments  on  Tentative 
Orders  presented  to  the  Regional  Board  July 
21,  1976-. 

P  "Reque.'^t  for  Variance  In  EPA  Limita- 
tions on  the  Basis  of  Fundamentally  Different 
Factors  "  dated  June  21.  1976. 

Q  Written  Statement  of  Dr.  Herman  R. 
Amberg"  dated  July  19,  1976. 

H  'Written  Comments  on  Tentative  Waste 
Discharge  Orders"  dated  December,  1976 

I.  InterofBce  Memorandum  from  John  R. 
Hannum  to  DC  Joseph  and  Gary  Grimm 
dated  Decemt)er  13.  1976. 

J  "Non-water  Quality  Environmental  Im- 
pacts" calculation  by  Dr  Amberg:  presented 
at   State   Board  Hearing   December  22.    1976. 

K  Letter  from  Dr  C  Edward  Taylor  to  Mr. 
W    Don  Maughan  dated  January  13,   1977. 

In  reviewing  the  submissions  by  the  State 
of  California  and  the  extertslve  materials,  in 
eluding  legal  briefs  submitted  by  the  Louisi- 
ana Pacific  Corporation  and  the  (Trown-Slmp- 
.son  Pulp  Company  to  the  State  which  have 
been  included  in  the  State  record.  I  have  as- 
sumed for  the  purposes  of  this  opinion  as 
factually  accurate  the  statements  by  the 
State  and  the  industry  as  to  the  essential  na- 
ture of  operations  at  these  facilities,  the 
water  quality  effects  of  the  di.scharger.  the 
energy  impacts,  the  costs  of  application  of 
the  technology  which  would  be  required  to 
meet  EPA's  national  limitations,  and  other 
major  relevant  facts.  The  Environmental 
Protection  Agency  has  conducted  no  in- 
dependent review  of  the  facts  following  the 
submission  of  the  requests  for  variances.  In 
other  words,  the  record  of  the  State  Board 
hearing  with  the  addition  of  the  Develop- 
ment Document  for  the  effluent  limitations 
guidelines  applicable  to  these  mills,  consti- 
tutes the  record  which  I  have  reviewed  While 
the  Development  Document  was  not  formally 
forwarded  to  me  as  part  of  the  record.  I  not© 
that  it  Is  referred  to  repeatedly  In  the  various 
materials  which  are  part  of  the  record.  In- 
cluding the  opinion  and  order  of  the  State 
Board,  and  It  Is  therefore  properly  before  me. 


»  A    State  Board  Order  No  WQ  77-6  (with 

exhibits  thereto  i 
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As  I  discuss  In  detail  below,  the  Issues 
which  are  to  be  resolred  Ln  these  variance  re- 
quests are  solely  legal,  and  do  not  require 
an  independent  analysis  or  weighing  of  facts. 
This  Is  not  to  say,  however,  that  In  other 
variance  requests  it  would  not  be  appropriate 
to  conduct  factual  reviews. 

The  Crown  Simpson  Pulp  Company  and 
thfi  Loulslana-Paclflc  Corporation  each  op- 
erate bleached  krafl  pulp  mills  on  the  Samoa 
Peninsula,  oq  the  west  side  of  the  Humboldt 
Bay.  near  Eureka.  California.  Louisiana- 
Pacific  also  operates  a  plywood  mill  at  this 
location.  Each  mi:i  proiduces  about  600  air 
dry  tons  per  day  of  bleached  kraft  pulp;  the 
Xxjulslana  Pacitic  saw  mill  also  produces 
about  600.000  board  feet  per  day  of  lumber. 
Each  mill  principally  discharges  tlu-ough 
separate  ocean  outfalls  about  2500  feet  from 
shore  and  at  a  depth  of  approximately  30 
to  40  feet.  The  outfalls  are  about  one  mile 
apart,  and  each  has  a  dlffuser  at  the  end. 

On  December  4.  1974  the  Regional  Board 
of  the  California  Water  Resources  Control 
Board  adopted  waste  discharge  requirements 
for  these  dischargers;  at  that  time  national 
effluent  limitation'}  guidelines  for  these 
sources  were  not  available.  EPA  Region  IX 
objected  to  the  Regional  Board  orders  on  the 
grounds  that  the  Regional  Board  failed  to 
Implement  the  provisions  of  Section  301  and 
304  of  the  Federal  Water  Pollution  Control 
Act  as  Amended,  by  not  Imposing  effluent 
limitations  in  those  orders  which  would 
require  achievement  of  best  practicable  con- 
trol technology  currently  available  by  July 
1,  1977.  The  State  Board  reviewed  the  re- 
gional orders  and.  after  a  hearing  on  March 
7,  1975,  remanded  the  orders  to  the  Regional 
Board  with  directions  the  effluent  limita- 
tions based  on  best  practicable  control 
technology-,  or  "BPT".  be  Included.  These 
BPT  limitations  were  to  be  ba.sed  on  pro- 
mulgated national  regulations  If  available, 
otherwise  the  Regional  Board  was  directed 
to  establish  the  numbers  based  on  Its  best 
Judgment  as  to  what  constituted  BPT. 

On  February  19.  1976.  EPA  promulgated 
interim  final  effluent  limitations  guidelines 
for  the  bleached  kraft  sector  of  the  pulp 
paper,  and  paperboard  point  source  category. 
40  CFR  Part  430  Subparts  F-I.  EPA  Issued 
final  amendments  to  these  regulations  Jan- 
uary 6.  1977,  The  validity  of  the  naUonal 
regulations  Is  not  at  issue  In  this  variance 
proceeding.'  Each  national  limitation  con- 
tains a  variance  clause '  which  in  essence 
provides  tiiat  a  discharger  may  submit  evi- 
dence that  factors  such  as  the  age  or  size 
of  plants,  raw  materials,  manufacturing 
processes,  treatment  technology  available, 
energy  requirements  and  costs,  or  other  «iuch 
factors,  are  fundamentally  different  from  the 
factors  considered  during  the  establishment 
of  the  national  efRuent  limitations  guide- 
lines. 


•The  regulations  are  being  challenged  In 
Weyerhaeuser  Company,  et  al.  v.  Train,  No. 
7&-1674.  et  al.  before  the  United  States 
Court  of  Appeals  for  the  District  of  Colum- 
bia Circuit. 

•For  example.  Section  430  72(ai  reads  in 
part  as  follows:  (a)  In  estHbllshlnj:  the 
limitations  set  forth  in  this  .section.  EPA 
took  Into  SMicount  all  Information,  it  was 
able  to  collect,  develop  and  solkit  with 
respect  to  factors  (such  as  age  and  size  of 
plant,  raw  materials,  manufacturing  proc- 
esses, products  produced,  treatment  tech- 
nology available,  energy  requirements  and 
coKts)  which  can  affect  the  industry  sub- 
categorlzatlon  and  effluent  levels  established. 
It  Is.  however,  poeslble  that  data  which 
would  affect  the.=e  llmlt«tions  have  not  been 
•vailable  and.  as  a  resxilt.  the.se  limitations 


In  accordance  with  the  Instructions  from 
the  State  Board,  the  Regional  Board  con- 
ducted hearin^B  with  respect  to  these  two 
mills,  on  June  34,  July  29,  and  August  26, 
1976  The  discharge  restrictions  for  Crown 
Simpson  and  Louisiana-Pacific  established 
by  the  Regional  Board  did  not  follow  the 
EP.\  national  effluent  limitations  guidelines. 
On  September  3.  1976  EPA  Region  IX  Issued 
a  letter  of  objection  to  the  Regional  Board 
orders,  noting  that  the  regional  board  had 
In  effect  granted  variances  from  the  national 
limitations  without  submitting  the  matter 
to  the  Administrator  of  EPA  for  approval. 
This  action  by  EPA  prompted  the  two  mills 
to  seek  review  in  the  United  States  Court 
of  Appeals  for  the  Ninth  Circuit  (Nos. 
76-3161  and  76-3287).  Those  actions  have 
been  stayed  pending  decision  on  this  mat- 
ter. 

On  October  21.  1976,  the  State  Water 
Resources  Control  Board  adopted  resolution 
76-108  to  revel w  the  action  of  the  Regional 
Board  with  respect  to  these  two  mills.  On 
December  22,  1976.  the  State  Board  held 
a  hearing,  and  on  March  17,  1977.  the  Board 
Is-sued  Us  opinion. 

The  Board  ordered  that  the  Regional 
Board  Orders  Nos.  76-133  and  76-134  be  set 
aside  and  replaced  by  the  limitations  estab- 
lished by  the  State  Board.  It  also  ordered 
the  Executive  Officer  of  the  StAte  Board 
to  forward  to  EPA  all  necessary  Informa- 
tion, data  and  documents  for  a  prompt  de- 
cision on  this  matter.  The  dischargers  also 
were  granted  an  extension  of  time  until 
July  1.  1983.  to  meet  the  effluent  quality 
requirements  for  chromium  contained  in 
the  California  Ocean  Plan.  And  the  Board 
remanded  to  the  Regional  Board  the  mat- 
ters should  it  be  necessary  for  the  State 
to  revise  the  permits  to  bring  them  into 
conformance  "with  the  effluent  limitations 
determined  to  be  appropriate  by  the  Ad- 
ministrator  of   EPA." 

The  differences  between  the  permit  condi- 
tions based  on  the  national  effluent  limita- 
tions piilde'.lnes  on  the  one  hand  and  those 
which  win  result  from  the  granting  of  the 
variances  from  those  guidelines,  on  the  other 
hand,  are  substantial.  In  NPDES  Permit  No. 
CA0005882  the  llmltaUon  on  BODS  (daUy 
niaxlmum)  is  18.540  pounds,  and  the  limits 
on  total  solids  Is  36.480  pounds.  The  pH  must 


should  be  adjusted  for  certain  plants  In  this 
Indu.stry  An  Individual  discharger  or  other 
Interested  person  may  submit  evidence  to  the 
Regional  Administrator  (or  to  the  State.  II 
the  State  has  the  authority  to  Issue  HPDES 
permits)  that  factors  relating  to  the  equip- 
ment or  faculties  Involved,  the  process  ap- 
plied, or  other  such  factors  related  to  «uch 
discharger  are  fundamentally  different  from 
the  factors  considered  In  the  establishment 
of  the  guidelines.  On  the  basis  of  such 
evidence  or  other  available  Information,  the 
Regional  Administrator  (or  the  State)  will 
make  a  written  finding  that  such  factors  are 
or  are  not  fundamentally  different  for  that 
facility  compared  to  those  specified  in  the 
Development  Document.  If  such  factors  are 
found  to  exist.  *he  Regional  Administrator 
or  the  State  shaU  establish  for  the  dis- 
charger effluent  limitations  in  the  NPDES 
permit  either  more  or  less  stringent  than  the 
limitations  established  herein,  to  the  ex- 
tent dictated  by  such  fundamentally  differ- 
ent factors.  Such  limitations  must  be  ap- 
proved by  the  Administrator  of  the  En- 
vu-onmental  Protection  Agency.  The  Ad- 
mlnlstratory  may  approve  or  disapprove 
such  limitations,  specify  other  limitations, 
or  Initiate  proceedings  to  revise  these 
regulations 


be  maintained  within  the  range  of  5  0 — 9  0 
According  to  the  terms  of  the  permit.  "Upon 
approval  by  the  Administrator  of  EPA  of  the 
finding  of  'fundamental  difference'  •  •  • 
the  following  limitations  shall  apply  In  lieu 
of  the  limitations  [set  forth  above]".  These 
are  96,000  pounds  per  day  of  BODS  dally 
maximum  and  pH  within  range  3  0  and  1 0.0. 
Por  the  Louisiana-Pacific  Mill  (NPDES 
permit  No.  CA0005894I  the  differences  are 
similar.  In  all  cases  the  BOD  figures  cited 
pertain  to  the  pulp  operations,  which  are 
by  far  the  major  sources  of  BOD  at  these 
faculties. 

//.  Recommended  Decision  on  the  Legal 
Issue.  The  heart  of  the  Louisiana-Pacific 
and  Crown  Simpson  presentatlon-s  to  the 
State  Boards  was  the  absence  of  a  need 
to  control  BOD  and  pH  In  essence,  wh.it  the 
companies  argue  Is  that  t>ecause  they  are 
located  In  the  Pacific  Ocean,  with  Its  va.st 
dilution  and  regenerative  powers,  one  need 
not  be  concerned  with  pollution  require- 
ments which  are  designed  solely  to  protect 
the  oxygen  levels  or  pH  of  receiving  streams. 
They  argue  that  the  oxygen  level  even  in  the 
Immediate  area  of  their  discharge  pipes  Is 
not  a  matter  of  concern. 

BOD  is  not  a  metal  or  a  chemical  com- 
pound or  a  specific  substance  that  pollutes 
the  environment.  It  Is  a  measure  of  the 
quantity  of  oxygen  required  for  the  biologi- 
cal and  chenucal  oxidation  of  water-borne 
substances  under  ambient  or  test  conditions 
The  BODS  test  Is  a  procedure  which  provides 
an  estimate  of  the  oxygen  consumed  by 
microorganisms  utilizing  the  degradable  mat- 
ter present  In  a  waste  under  conditions  that 
are  representative  of  those  that  are  likely  to 
occur  In  nature.  Standard  conditions  of  time 
(5  days),  temperature,  suggested  microbial 
seed,  and  dilution  water  for  the  wastes  have 
been  defined  and  are  incorporated  In  stand- 
ard analytical  procedures.  As  noted  in  the 
Development  Document  for  the  Effluent  Lim- 
itation Guidelines  (BPT)  for  the  Bleached 
Kraft.  Groundwood.  Sulfite.  Soda,  Delnk.  and 
Non-lntergraded  Paper  Mills  Segment  of  the 
Pulp,  P^per.  Paperboard  Point  Source  Cate- 
gory, at  pages  267  and  268: 

The  BOD  of  a  waste  exerts  an  adverse 
effect  upon  the  dissolved  oxygen  resources  o: 
a  body  of  water  by  reducing  the  oxygen  avail- 
able to  fish,  plant  life,  and  other  aquatic 
species.  Conditions  can  be  reached  where  all 
of  the  dissolved  oxygen  In  the  water  is  used 
rosxiltlng  in  anaerobic  conditions  and  the 
production  of  undesirable  gases  such  as 
hydrogen  sulfide  and  methane.  The  reduction 
of  dissolved  oxygen  can  be  detrimental  to 
fish  populations,  fish  growth  rate,  and  orga- 
nisms used  as  fish  food.  A  total  lack  of 
oxygen  due  to  the  exertion  of  an  excessive 
BOD  can  result  In  the  death  of  all  aerobic 
aquatic    Inhabitants    In    the    affected    area 

•  r  •  •  • 

The  BODS  test  is  also  an  Indicator  of  the 
total  organic  load  that  is  being  discharged 
to  a  receiving  stream  Compounds  contrib- 
uting to  this  total  organic  waste  load  found 
in  pulp  and  paper  mill  wastes  Includes  ter- 
penes,  resin  acids,  fatty  acid?,  phenois. 
formic  acid,  sacharlnic  acids  and  other  small 
organic  acids.  These  compounds  also  con- 
tribute to  the  toxicity  of  a  pulp  and  paper 
mill  waste. 

There  are  substantial  test:moi;y  and  a 
number  of  documentary  materials  referred  to 
in  the  record  Indicating  that  the  waste 
materials  discharged  by  Crown  Simpson  and 
Loulsiana-P'aclfic  through  their  ocean  out- 
falls are  not  causing  a  significant  environ- 
mental problem  with  respect  to  oxygen  re- 
duction or  pH  levels  In  the  receiving  waters. 
I  do  not  believe  that  it  Is  necessary  to  con- 
sider the  extent  of  that  problem  or  debate 
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mich  Issues  u  the  limits  of  the  mixing  zone 
for  the  dischargers. ••  For  the  purposes  of 
reviewing  these  appllCftUODS  for  variances. 
I  will  asstime  th&t  the  arguments  of  Crown 
Simpson  and  Louisiana-Pacific  are  correct  In 
ttiat  there  Is  not  a  need,  based  purely  on 
water  quality  considerations,  to  control  the 
BOD  emanating  from  these  mUla  beyond 
thoee  levels  conttOned  in  the  variance- t>ased 
permits.  WTille  the  facts  and  arg-uments  are 
less  clear  with  respect  to  the  pH  rec^ulre- 
ments  contained  in  the  national  effluent 
limitations  gr'aidellnes,  I  wlU  also  assume  for 
the  purposes  of  this  proceeding  that  thra^ 
is  no  overwhelming  need  to  limit  the  pH 
discharge  other  than  as  contained  in  the 
California  permits  based  on  the  variances 
In  Its  March  17,  1&77,  opinion  the  Suite 
Board  noted  that  the  dischargers  had  sub- 
mitted evidence  regarding  the  chemical  re- 
quired should  they  be  forced  to  treat  their 
wastes  to  meet  BTA  national  guidelines,  the 
direct  and  indirect  power  requirements  as- 
sociated with  such  treatment  and  the  po- 
tential bk>log1cal  sludge  disposal  problems 
which  results  from  the  use  of  EPA  recom- 
mended technology  (Opinion  pages  15-18). 
Again  for  the  purpoecs  of  this  variance  re- 
Tlew  proceeding.  I  consider  as  true  the 
Board  findings  In  these  respects.* 

To  complete  the  factual  review,  one  must 
consider  the  transcripts  of  the  several  hear- 
ings. Particularly  relevant  is  the  testimony 
of  Dr.  Herman  R.  Amberg,  IMrector  of  En- 
vironmental Sciences  for  Crown-Zellerl>ach 
Corporation,  a  witness  on  behalf  of  Louisi- 
ana-Pacific and  Crovm  Simpson.  In  responses 
to  questions  posed  by  Mr.  Sam  Johnson,  a 
■tea  engineer  for  the  State,  at  the  Decem- 
ber 22,  1976  hearing  he  said  (Tr.  79,  80.  82)  : 
Mr.  JOHNSON:  Q.  With  regard  to  the  tesue 
erf  variance  and  fundamental  difference.  Is 
ttiere  any  difference  In  your  plant  and  the 
plants  that  were  examined  by  KPA  with  re- 
gard to  age  of  the  facilities  that  would 
support  a  variance? 
A.  No.  sir. 

Q.  The  process  employed? 
A.  It's  essentially  the  same  process. 
Q.  The  engineering  a.spects  of  the  control 
technology? 

A.  I  don't  think  so.  rm  not  that  f&mlllar 
with  the  25  mills  that  they  used. 

Q.  The  process  changes  required  by  the 
guidelines? 

A.  I'm  not  sure. 

Q.   Is   the  Installation   of  the   technology 
■pecifled  by  EPA  in  the  development  docu- 
ment   as    BPCTCA    within    the    economic 
e*paclty  of  your  company' 
A.  Yes. 

Q.  How  does  your  plant  compswe  In  the 
area  of  non-water  quality  envtrorumental 
Impacts  with  the  plants  that  EPA  utilized  In 
developing  the  guidelines? 

A.  I  don't  think  there's  that  much  differ- 
ence. However.  I  should  pwint  out,  too,  that 
those  plants  that  EPA  considered,  there  was 
a  need  for  secondary  treatment  in  that  they 
did  Improve  water  quality  There  was  a  bona 
flde  need  for  Improvement  of  the  water 
qnallty  while  here  there  will  be  no  benefit 
•8  far  as  water  quality  Is  concerned,' 


*  I  note  that  the  State  Board  observed 
that  "some  of  the  organic  compov;nds  which 
contribute  to  the  BOD  may  cause  problems 
tn  the  receiving  water  •   •   *."  Opinion  p.  7. 

♦  The  Board  did  not  make  Indepedent  find- 
ings of  fact  with  respect  to  several  of  these 
fibctors;  It  merely  stated,  "the  dischargers 
submitted  evidence  regarding  (these  fac- 
tors. 1"  In  effect,  I  am  accepting  as  true  the 
■aoertlons  of  the  companies  before  the  State 
Boards,  for  the  purposes  of  this  proceeding. 

•  Dr.  Amberg'B  comments  apply  equally  to 
the  tvo  mills.  His  oouneel  aoked  htm:  "And 


There  was  testimony  to  the  effect  that  red- 
wood pulp  produces  more  BOD  than  any 
other  wood  species,  and  that  these  two  mllla 
may  be  the  only  mills  using  that  wood  (TR. 
47 ) .  but  there  la  no  explanation  in  the  record 
as  to  the  contribution  this  factor  would  have 
to  the  much  higher  BOD  allowed  under  the 
variance-based  permits.  Moreover.  I  note  that 
this  Issue  WELS  not  pressed  as  an  Important 
fact  by  the  companies  or  relied  upon  by  the 
State  Board  I  am  unable  to  find  In  the 
Board's  opinion  a  clear-cut  statement  that 
there  are  any  fundamental  differences  with 
respect  to  these  mUls. 

The  Issue  to  be  resolved  is  straightforward: 
does  the  Federal  Water  Pollution  Control 
Act.  as  amended  (-FWPCA")  allow  EPA  to 
vary  technology-based  water  pollution  regu- 
latlorLs  simply  because  tlie  receiving  water 
quality  at  particular  sites  wUl  not  be  meas- 
urably Improved  by  compliance  with  those 
regulations?  Counsel  for  the  companies 
stated  the  matter  this  way  in  a  brief  before 
the  State  Board : 

[Crown  Slmp,son]  and  [Louisiana  Pacific] 
are  not  asking  this  Board  to  countenance  a 
wholesale  return  to  an  ineffectual  water 
quality  approach.  Rather,  they  submit  that 
they  have  affirmatively  demonstrated  that 
there  Is  a  fundamental  difference  between 
the  marine  environment  Into  which  they  dis- 
charge and  ail  other  receiving  waters.  None 
of  the  dilatory  or  obscurantlc  tactics  some- 
times encountered  vnder  the  old  system  are 
p>osslble  when  the  applicant  bears  the  burden 
of  proving  its  entitlement  to  a  variance  And 
whUe  most  differences  In  receiving  waters  are 
ones  of  degree,  which  may  be  burdensome 
administratively  to  distinguish,  the  differ- 
ence between  the  ocean  and  inland  waters  la 
categorical,  so  that  the  dlfferentness  of  the 
ocean  need  only  be  decided  once,  (p  24) 

Counsel  for  Crown  Simpson  reiterated  this 
point  during  the  December  hearing  (Tr. 
101)  : 

What  the  companies  arc  saying  is  that 
essentlaUy  all  of  the  requirements  can  be 
met  with  the  exception,  perhaps,  of  the 
chromium  heavy  metal  requirement  through 
the  use  of  internal  procedures.  It  can  be  met 
at  a  certain  cost.  To  Impose  the  BOD  limita- 
tion Is  to  impose  on  them  an  ehormous  addi- 
tional cost  with  no  environmental  benefit. 

When  Congress  enacted  the  Federal  W^ater 
Pollution  Control  Act  Amendments  of  1972. 
It  iHought  a*x)ut  a  major  change  in  the  ap- 
proach to  water  pollution  control.  CongTes.s 
declared  In  unmistakable  statutory  language 
that  certain  key  regulations  were  to  be  based 
on  pollution  control  technology,  not  water 
quality.  Localized  Improvement  in  water 
quality  as  the  result  of  compliance  with 
technology-based  regulations  was  desired. 
but  the  existence  of  the  nexus  was  not  to 
be  dispositive  aa  to  the  appUcatlon  of  those 
regulations  The  Senate  Committee  on  Pub- 
lic Works  explained  the  reasons  for  the 
change  In  approach : 

The  water  quality  standards  program  Is 
limited  in  its  success.  After  five  years,  many 
Btates  do  not  have  approved  standards.  Of- 
ficials are  still  working  to  establish  relation- 
ships between  pollutants  and  water  uses. 
Time  schedules  for  abatement  are  slipping 
away  because  of  failure  to  enforce,  lack  of 
effluent  conta-ols.  and  disputes  over  Federal- 
State  standards. 

The  Committee  adopted  this  stibstantlal 
change  because  of  the  great  difficulty  asso- 


ciated with  establishing  reliable  and  enforce- 
able precise  effluent  lunitatlons  on  the  basis 
erf  given  stream  quality.  Water  quality 
standards,  in  addition  to  their  deficiencies 
In  relying  on  the  assimliailve  capacity  of 
receiving  waters,  often  cannot  be  translated 
into  effluent  limitations — defend&ble  in 
court  tests,  because  of  the  Imprecision  of 
modeXs  for  water  quality  and  the  effects  of 
elEuents  in  moet  waters. 

Under  '.i^'.s.  .»<-;  the  basis  of  pollution  pre- 
vention and  elimination  will  be  the  appli- 
cation of  effluent  limitations  Water  quality 
will  be  a  measure  of  program  effectiveness 
and  performance,  not  a  means  of  elimina- 
tion and  enforcement. 

The  Committee  recommends  the  change 
to  effluent  limitations  as  the  best  available 
mechanisms  to  control  water  poUutlon.  With 
effluent  limits,  the  Administrator  can  require 
the  best  control  technology;  he  need  not 
search  for  a  precise  link  between  pollution 
and  water  quality.' 

S  Rept  No.  92-414.  Md  Cong,  ist  Sess.  at 
8  ( 1971 1 ,  Committee  Print,  A  LeglslaUve  His- 
tory of  the  Water  Pollution  Control  Act 
Amendments  of  1972,  93d  Cong.  1st  Sess. 
(1973)  (2  vol.s  )  (hereafter  cited  as  Leg. 
Hlsti. 

Both  the  Act  and  lis  legislative  history 
clearly  Indicate  that  section  301  (bi  effluent 
llmJtjitlons  are  not  to  be  based  on  the  nature. 
quality  or  location  of  receiving  wat«rs  Sec- 
tion 304(b)  of  the  Act.  which  lists  the  factors 
which  must  be  t&ken  into  account  in  devel- 
oping section  301  (bi  Industrial  effluent  11ml- 
tatloi'.s — from  which  Cn>wn  Slmp!»on  and 
Louisiana -Pacific  seek  relief — conspicuously 
omits  any  reference  to  water  quality.  Simi- 
larly, section  304(d)(1).  which  requiref  the 
Administrator  to  publish  information  on 
"the  degree  of  effluent  reduction  attainable 
through  the  applicable  of  secondary  treat- 
ment"  for  the  purpose  of  developing  section 
301  (b  I  effluent  limitations  for  niunlcli>al 
treatment  works,  contains  no  reference  to 
the  nature  or  quality  of  the  receiving  waters. 
Cleari",  section  301  (bi  effluent  limitations 
are  not  to  be  ba.'^i'd  on  ambient  water  quality 
considerations  Tt".e  Committee  hearings  a::d 
Congressional  debates  show  tl:iat  there  was 
no  misunderstanding  of  this  vital  point  by 
the  CX>ngres8men  voting  for  this  major  bUl.' 
It  perhaps  is  best  summed  up  In  the  remarks 
of  Representative  CiiiU'tcn,  House  conferee: 


just  to  clarify  for  the  entire  part  of  your 
testimony,  are  the  Louisiana  Pacific  and 
Crown  Simpson  tClls  sulBcleDtly  similar  so 
that  what  you  have  testified  to  with  respect 
to  Crown  Simpson  would  equally  apply  to 
Louisiana  Pacific?"  His  response  was  "Yes." 
(Tr.  en.  68). 


•From  1965  until  their  enactment,  the 
quality  of  Interstate  waters  had  been  reg- 
ulated primarily  by  St.ate  water  quality 
standards,  which  States  were  required  to 
promulgate  and  have  approved  by  the  Fed- 
eral Government  tinder  the  Water  Quality 
Act  of  1965. 

'  See  e.g.:  * 

From  the  Senate  Report:  The  application 
of  Phase  I  technology  to  Industrial  point 
source?  Is  based  upon  the  control  technolo- 
gies for  those  sources  and  to  publicly  owned 
sewage  treatment  works  Is  based  on  sec- 
ondary treAtment.  It  Is  not  based  on  ambient 
water  quality  couslderatlr^ns.  [Leg.  Hist,  at 
1461  (emphasis  added).]  Tiie  use  of  any 
river,  lake,  stream  or  ocean  as  a  waste  treat- 
ment system  is  unacceptable.  [Leg.  Hist  at 
1425  (emphasis  add«d).| 

Prom  the  House  Report:  T^e  determina- 
tion of  the  best  practicable  control  tech- 
rxolocy  currently  available  under  Section  301 
(b)  n  )  Is  not  to  be  governed  by  the  existing 
quality  of  the  receiving  waters  [Leg  Hist  at 
788  1 

From  the  Corxterence  Report:  •  •  •  [TJhs 
Intont  of  the  Conferees  Is  that  effluent  Uml- 
tations  appUcable  to  Individual  point  sum  ess 
within  a  given  category  or  claas  be  as  uni- 
form as  poHSIble.  Tbe  Admlnlstratar  Is  •■- 
p«ct«d  to  be  precise  In  his  gxtldsitDas 
(Section  304(b)  ],  ao  m  to  assure  tba*  i 
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Now.  and  I  emphasla  this,  such  "best  prac- 
tlc»b;«  control  technology"  wtU  b«  required 
oven  IX  the  qu-nlUy  of  the  receiving  waters 
do  Isle]  not  re<iu!re  the  impoeJtion  of  effluent 
limitations  consistent  with  beat  prnctlcabl© 
control  technology  This  Is  a  technological 
Btandard.  (Leg   Hist  at  378). 

Water  quality  stAi.dards  remain  a  vital 
part  of  the  amended  ;aw.  but  they  aro  not 
to  b«  iLsed  as  a  means  to  avoid  compliance 
with  eai'.ient  limitations  guidelines  and  new 
source  standards;  the  discharger  must  com- 
ply with  all  applicable  regulations.  The  fol- 
lowing appears  In  the  Senate  P\ibllc  Works 
Committee  Report: 

Section  301(b)(1)(C)  provides  adequate 
authority  to  apply  new  Information  to  exist- 
ing water  quality  requirements  and  upgrade 
effluent  UmJts  accordingly. 

In  other  words,  wherever  the  Administra- 
tor determines  that  application  of  the  best 
practicable  treatment  requirements  of  Phase 
I  will  not  provide  for  Implementation  of 
existing  water  quality  standards  for  Inter- 
state or  Intrastate  streams  he  must  tighten 
the  requirements  against  a  source  of  dis- 
charge or  group  of  sources.  Leg.  Hist,  at  1462. 

The  same  Is  true  for  water  quality  related 
effluent  limitations  under  section  302: 

Where  application  of  the  best  available 
control  technology  •  •  •  will  not  attain  •  •  • 
[the  prescribed  1  standard  of  water  quality. 
more  stringent  effluent  limitations  or  alter- 
native control  strategics  can  be  Imposed 
(under  section  302). 

•  •  •  •  • 

Section  302  is  interided  to  furnish  a  sup- 
plemental basis  /or  im!)Toving  water  quality, 
and  not  be  a  cause  for  delay  in  executing  the 
requirements  of  Section  301.  or  for  requiring 
any  less  stringent  effluent  limitations  (Leg. 
Hist,  at  1464,  1466  (emphasis  addedl  )  .^ 

Congressman  Wrleht,  a  House  conferee. 
expre.s.sed  his  belief  that  EPA  and  the  States 
would  approach  their  regulatory  duties  as 
the  Senate  had  outlined  He  stated  that  the 
combination  of  technology-based  and  water- 


p>olnt  sources  with  similar  characteristic's,  re- 
gardless of  their  location  or  the  nature  of 
the  water  Into  which  the  discharge  Is  made, 
will  meet  slmUar  effluent  limitations.  (Leg. 
Hist    at  309.] 

Prom  Congressional  Debates:  Remarks  of 
Senator  Muiikle.  Chairman,  Senate  Subcom- 
mittee on  Air  and  Water  Pollution,  Leg  Hist 
at  170  Remarks  of  Representative  Jones 
(  Alabama).  Huuse  Conferee.  Leg.  Hist  at  231, 
Remarks  of  Senator  Timney.  Leg.  Hist,  at  209. 

"See  also  Leg  Hist  at  791  (House  Report 
characterizes  Section  302  as  providing  au- 
thority to  'tupplement  any  etBuent  limita- 
tions set  pursuant  to  (Section  301(b)  1 2l)" 
and  notes  that  proposed  effluent  limitations 
under  Section  302  'shall  In  no  case  operate 
to  delay  the  application  of  any  effluent  limi- 
tation established  under  Section  301');  209 
(Senator  Tunney  observes  that  effluent  limi- 
tations are  only  "a  minimum  measure  of 
compliance"!;  246  (Representative  Harsha,  a 
House  conferee,  notes  that  "Tlie  water  qual- 
ity requirements  are  not  Intended  to  be  In 
lieu  of  the  techno.oglcal  requirements  for 
1877  but  are  required  to  be  the  basis  for 
water  quality  control  If  they  are  more  strin- 
gent than  the  effluent  !lmltatloi\8  determined 
by  'best  practjcable  control  technology  cur- 
rently available'  ".  and  that  "section  303  •  •  • 
Is  intended  to  be  a  supplement  to  the  1977 
and  1983  requirements  ") .  1261.  1283.  1286 
(Senator  Bentsen.  a  Senate  Committee  mem- 
ber, notes  that  "Iwlhere  a  State  or  the  Ad- 
mlnUtraUx  finds  (Section  301(b)(1)  limita- 
tions) arw  Insufficient  under  tbe  criteria  of 
section  302.  tougher  effluent  limitations  and 
alternative  control  strategies  must  be  estab- 
lUhed."). 


qu&llty  based  restrictions  on  discharge*  was 
"a  new  system  of  cleaning  up  streams  by  a 
limitation  up>on  point  discharges,  a  dual 
approach  (which]  provides  that  whichever 
Is  the  stronger  shall  apply."  Leg.  Hist,  at  488, 
The  Supreme  Court  recently  acknowledged 
the  roles  water  quality  and  technological 
feasibility  play  under  the  PWP»CA; 

TThe  reasons  for  the  statutory  scheme  have 
been  described  as  follows:  "Such  direct  re- 
strictions on  discharges  facilitate  enforce- 
ment by  making  It  unnecessary  to  work 
backward  from  an  overpoUuted  body  of  wa- 
ter to  determine  which  point  sources  are 
respoiLslble  and  which  must  be  abated.  In 
addition,  a  discharger's  performance  Is  now 
measured  against  strict  technology-based  ef- 
fluent limitations — specified  levels  of  treat- 
ment— to  which  It  must  conform,  rather 
than  against  limitations  derived  from  water 
quality  standards  to  which  It  and  other  pol- 
luters must  collectively  conform."  EPA  v. 
State  Water  Resources  Control  Board.  426 
U.S.  200,  204-205,  96  S.  Ct.  2022.  2024.  48  L. 
Ed   2d  578  (footnotes  omitted).  E.  I.  duPont 

de  Nemours  and  Co.  v.  Train, U.S. , 

97  S    Ct.  965.  572.  n.  3   (1977). 

Wlien  Congress  intended  there  to  be  devia- 
tion from  technology  standards  due  to  water 
quality  considerations.  It  provided  definite 
indication  of  that  intent.  Thus,  section 
316(a)  provides  for  relaxation  of  technology- 
based  limitations  for  thermal  discharges, 
when  a  case  has  been  made  that  the  en- 
vironment win  be  protected  adequately.' 

It  Is  against  this  strong  Congressional  sen- 
timent against  water-quality  based  excep- 
tions froim  national  technology  standards 
that  the  Crown  Simpson  and  Louisiana- 
Pacific  appeals  must  be  considered,  and 
agaii^t  which  the  decisions  of  the  Califor- 
nia Water  Resources  Control  Board  must  be 
viewed.  To  the  extent  that  the  Board  Opinion 
assumes  regulatory  authority  to  relax  Imple- 
mentation of  technology -based  standards  for 
reiisons  related  to  water  quality,  that  Opinion 
is  wrong.  If  massive  BOD  loadings  directly 
to  the  Pacific  Ocean  will  not  harm  the  re- 
ceiving water  environment,  will  the  same 
loadings  to  the  Columbia  River,  as  an  ex- 
ample, also  cause  no  discernible  harm?  Or  If 
half  the  dally  loadings  to  the  Columbia  River 
will  cause  no  harm,  is  EPA  to  modify  the 
technology  standards  only  to  the  point  where 
water  quality  Is  affected?  That  is  precisely 
the  calculation  Congress  forbade,  yet  the 
Crown  Simpson  and  Louisiana-Pacific  ap- 
peals lead  to  this  dilemma.  Counsel  for  the 
companies  recognized  this  before  the  State 
Board,  when  they  stated: 


•That  section  states:  With  respect  to  any 
point  source  otherwise  subject  to  the  pro- 
vLs»»ns  of  section  301"  or  section  306  of  this 
Act.  whenever  the  owner  or  operator  of  any 
such  source,  after  opportunity  for  public 
hearing,  can  demonstrate  to  the  satisfaction 
of  the  Administrator  (or.  If  appropriate,  the 
State)  that  any  effluent  limitation  proposed 
for  the  control  of  the  thermal  component  of 
any  discharge  from  such  source  will  require 
effluctit  limitations  more  stringent  than  nec- 
essary to  assure  the  projection  and  propaga- 
tion of  a  balanced,  indigenous  population  of 
shellfish,  fi.sh.  and  wildlife  In  and  on  the 
body  of  water  Into  which  the  discharge  Is 
to  be  made,  the  Administrator  (or.  If  appro- 
priate the  State)  may  Impose  an  effluent 
limitation  under  such  sections  for  such 
plant,  with  respect  to  the  thermaJ  com- 
ponent of  such  discharge  (taking  Into  ac- 
count the  Interaction  of  such  thermal  cc«n- 
ponent  of  such  dLscharge  with  other  pol- 
lutants) that  will  assure  the  protection  and 
propagation  of  a  balanced  Indlgenotis  popu- 
lation ot  shellfish,  fish,  and  wildlife  In  and 
on  that  body  of  water. 


And  while  most  differences  In  receiving 
water  are  ones  of  degree,  which  may  be  bur- 
densome administratively  to  dlstlngailsh.  the 
difference  between  the  ocean  and  Inland 
waters  Is  categorical,  so  that  the  dlfferent- 
ness  of  the  ocean  need  only  be  decided  once. 

This  may  be  an  eminently  reasonable  ap- 
proach, but  Congress  chose  not  to  adopt  It. 
Recent  proposals  raised  in  the  House  of  Rep- 
resentatives would,  If  adopted,  provide  some 
relaxation  from  regulations  for  publicly 
owned  treatment  works  which  discharge  into 
the  ocean  and  satisfy  other  criteria.  In  their 
"Request  for  Variance  in  EPA  Limitations  on 
the  Basis  of  Fundamentally  Different  Fac- 
tors", before  the  California  Regional  Water 
Quality  Control  Board.  North  Coast  Region, 
counsel  for  the  mills  In  effect  acknowledged 
that  their  position  Is  not  yet  the  law: 

As  stated  previously.  Crown-Simpson  and 
Louisiana  Pacific  believe  there  Is  a  funda- 
mental difference  between  fresh  water  and 
open  ocean  water.  The  U.S.  House  of  Repre- 
sentatives apparently  agrees.  It  passed  a  bill 
In  June  of  this  year  that  would  amend  §  301 
of  the  Federal  Water  Pollution  Control  Act 
Amendments  of  1972  by  emfKiwerlng  the  EPA 
to  delay  compliance  dates  for  discharges  by 
publicly  owned  treatment  works  into  ocean 
waters  and  that  would  direct  the  EPA  to 
adopt  different  standards  for  such  ocean  dis- 
charges. See  H.R.  9560. 

The  companies'  analogy  to  the  requirement 
of  secondary  treatment  for  municipal  out- 
falls Is  particularly  unhelpful  to  them,  be- 
cause "secondary  treatment"  Is  defined  on  a 
national  basis  to  mean  technology  capable  of 
maintaining  effluent  levels  not  exceeding  30 
milligrams  per  liter  BODS.  40  CPR  5  133.102. 
Indeed.  H.R.  9560  did  not  provide  for  auto- 
matic relief  from  compliance  simply  because 
there  was  an  ocean  outfall.  The  House  Re- 
port on  H.R.  9560  emphasizes  that  Congress 
is  the  forum  for  requesting  relief  for  ocean 
dischargers,  and  that  the  present  law  clearly 
does  not  provide  that  reliefs.  Moreover,  even 
were  H.R.  9560  to  be  enacted.  It  provides  no 
relief  for  industrial  sources  discharging  into 
the  oceans.'* 


"  Since  the  enactment  of  PL.  92-500. 
there  has  been  considerable  discussion  of  the 
necessity  of  requiring  secondary  treatment 
for  publicly  owned  treatment  works  which 
have  or  plan  outfalls  Into  ocean  waters  or 
other  coastal  waters  having  dlsi)ersion  char- 
acteristics of  deep  ocean  waters  (hereinafter 
referred  to  as  "ocean  outfalls").  Most  of  the 
municipalities  affected  have  argued  that  BOD 
and  suspended  solids,  major  pollutants  ad- 
dressed secondary  treatment  regulations 
promulgated  by  the  EPA  are  not  of  concern 
In  many  marine  waters  and  that  expendi- 
tures for  secondary  treatment  of  ocean  dis- 
charges waste  public  funds. 

The  EPA's  definition  of  secondary  treat- 
ment In  regulations  Includes  limitations  of 
BOD,  suspended  solids,  pH.  and  fecal  con- 
form bacteria.  These  regulations  are  uniform 
and  applicable  nationwide.  Under  present  law 
consideration  cannot  be  given  to  levels  of 
treatment  less  than  secondary  for  ocean  out- 
falls based  on  water  quality  needs  specific 
to  ocean  discharges. 

•  •  •  •  • 

On  the  question  of  ocean  discharges,  as  all 
other  cases,  section  13  of  H.R.  9560  does  not 
eliminate  the  secondary  treatment  require- 
ment; It  only  postpones  It.  It  will  be  for  Con- 
gress to  relax  the  requirements,  at  a  future 
date  if  Justified  by  the  environmental  assess- 
ments, operating  experience,  and  research, 
development  and  demonstration  programs- 
H.  Rep.  94-1107  (94th  Cong.,  2nd  Sees.)  at 
18.  17. 
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The  March  17.  1977.  Order  and  Opinion  of 
the  California  Water  Resource*  Control 
Board  does  not  directly  dispute  the  Inter- 
preUtion  of  the  FWPCA  which  I  have  dis- 
cussed. Instead,  the  Board  appears  to  rely 
heavily  on  r«cent  Judicial  discussion  of  KPA's 
variance  clause  to  support  Its  approval  of 
variances  for  Crown  Simpson  and  Louisiana- 
Pacific  However,  I  cannot  agree  with  the 
Boards  determination.  One  reason  is  that  I 
do  not  believe  the  cases  support  the  legal 
position  adopted  by  the  Board.  Second.  I 
believe  the  Board's  action  In  effect  Is  the 
Exanting  of  water  quality-based  variances, 
which  Is  prohibited 

Essential  to  a  careful  review  of  the  Board's 
determination  are  the  following  findings  by 
tbe  Board: 

1.  "There  do  not  appear  to  be  any  environ- 
mental benefits  which  wUl  be  derived  by  re- 
quiring these  discharges  to  meet  either  the 
(California  State)  Ocean  Plan  or  Guideline 
Umltatlons  for  BOD  or  pH."  (Board  Opin- 
ion p.  9.) 

2  "In  appraising  the  evidence  related  to 
non  water  quality  environmental  effects  and 
energy  requirements  the  Board  must  at  least 
in  part  appraise  the  significance  In  terms  of 
the  potential  environmental  benefits  to  be 
gained  as  a  result  of  the  Imposition  of  the 
EPA  Guidelines."  (Board  Opinion  p.  16  ) 

The  variances  were  granted  not  because 
the  non-water  quality  environmental  im- 
pact-s  of  BPT  were  of  themselves  funda- 
mentally different  from  tbe  impacts  consid- 
ered in  the  development  of  the  effluent  lim- 
itations guidelines,  but  Instead  because  this 
factor  In  relation  to  the  absence  of  water 
quality  problems  was  deemed  to  be  funda- 
mentally different.  Although  the  Board  does 
not  extensively  outline  the  basis  for  Its  opin- 
ion, the  following  appears  to  be  the  rationale 
for  the  decision   (at  p.  17)  : 

(Tlhere  Is  no  expected  or  predictable 
■water  qualtty  to  be  achieved  as  the  result  of 
imposition  »f  EPA  Guidelines.  In  light  of 
these  facts  fthe  magnitude  of  the  chemical 
and  energy  requirements,  and  the  potential 
(fclr  and  land  management  problems  associ- 
ated with  sludge  disposal)  we  can  only  con- 
clude the  evidence  Justifies  the  variance  re- 
quested. 

It  must  be  recalled  that  Dr.  Amberg.  a  wit- 
ness appearing  In  behalf  of  the  two  compa- 
nies, stated.  "I  don't  think  there's  that  much 
difference"  with  respect  to  non -water  quality 
environmental  Impacts. 

■nie  only  aspect  of  the  Crown  Simpson 
and  Louisiana-Pacific  situation  which  Is  dif- 
ferent from  most  other  nUlls  Is  that  they 
discharge  directly  Into  the  ocean."  The  com- 
panies have  candidly  admitted  that  this  Is 


the  •fundamental"  difference  tiirough  the 
proceedings," 

The  Issue  reeolves  Into  asking  whether 
water  quality  conr5lderatl<XJ8  are  TaJld 
grotinds  for  variances  ftom  effluent  llmlta- 
tk>ne  based  upon  best  pratlcable  technology. 
The  answer  to  this,  as  the  California  Board 
stated,  is  that  It  is  not  a  valid  b€«ls: 

The  argument  advanced  by  the  dischargers 
(Tariance  b*sed  on  type  of  the  receiving 
water)  Is,  In  our  opinion,  the  eeaence  of  what 
Congress  Intended  to  avoid  with  the  Federal 
Water  Pollution  Control  Act  Amendments  of 
1972.  The  legislative  history  of  the  Admend- 
ment£  reflects  a  conclusion  that  regulations 
of  pollution  based  on  a  plant  by  plant  basis 
was  unworkable  from  a  practical  regulatory 
standpoint.  Congress  based  the  Amendments 
on  predefined  minimum  levels  of  treatment 
technology  which  were  to  be  applied  regard- 
less of  the  type  of  receiving  water    (Opinion. 

p.  €  ) 

In  considering  variances  from  effluent 
lUnltatlons  EPA  Is  as  constrained  by  the 
language  and  legislative  history  of  the  Act 
with  regard  to  this  issue  as  it  Is  In  promul- 
gating the  national  limitations.  Variances 
can  only  be  based  c«i  fundamental  differences 
In  factors  which  are  appropriate  to  technol- 
ogy-based regulations  and  i imitations  de- 
rived through  tiie  variance  process  must  still 
meet  tJie  congreeslonal  deflnitlon  of  best 
practicable  control  technology  currently 
available. 

The  State  Board  also  recognized  that  water 
quality  considerations  cannot  be  utilized  to 
grant  a  variance  through  a  weighing  of  coets 
and  benefits  with  regard  to  an  Individual 
mill.  The  Board  properly  rejected  the  com- 
panies' contention  that  while  their  costs  of 
compliance  are  not  substantially  different  ^ 
from  the  ooets  EPA  found  would  be  sus- 
tained on  an  industry-wide  basis,  that  their 
ooEts  weighed  against  the  local  water  quality 
benefits  justify  a  variance.  The  legislative 
history  of  the  Act  firmly  rejects  any  Individ- 
ualized coet/benefit  analysis,  and  no  court 
has  ever  required  !t." 

The  Conferees  agreed  upon  this  limited 
cost-benefit  analysis  In  order  to  maintain 
uniformity  within  a  class  and  category  of 
point  sources  subject  to  effluent  limitations, 


•■  The  problems  associated  with  sludge  dis- 
posal on  the  Samoa  peninsula  was  mentioned 
by  the  Board  as  If  this  were  a  fundamentally 
different  factor.  But  the  record  Is  timblguous 
on  the  FKjInt.  The  companies  did  not  rely  on 
this  difference  in  their  requests  for  variances 
to  the  State.  And  If  sludge  disposal  Is  a  seri- 
ous problem,  one  might  assume  that  it 
would  afTect  casts  to  the  extent  that  they 
wou^d  be  significantly  more  than  as  stated 
In  the  Development  Document.  But  that  is 
not  the  ca.se.  Moreover,  there  Is  no  reason 
shown  why  the  sludge  problem  would  re- 
quire the  deviation  from  effluent  limitations 
guidelines  to  those  levels  which  are  pre- 
sented In  the  varliinces.  At  most  the  sludge 
tasue  Is.  as  stated  by  the  Board,  a  "potential- 
problem,  which  to  not  a  valid  basts  for  the 
Tarlancea. 


and  to  avoid  imposing  on  the  Administrator 
any  reviulremenl  to  consider  the  location  of 
sources  within  a  category  or  to  aBcertaln 
water  quality  impact  of  effluent  controls,  or 
to  determine  the  economic  impact  of  controls 
on  an  individual  plant  in  a  single  community 
Leg  Hlft  at  170  See  also  I^eg  Hist,  at  304, 
309  (Conf  Rept  K  Even  the  Fourth  Circuit 
In  Appalachian  Power  Co.  v  Tratn.  545  F  ad 
1351  (4th  Cir.  1976).  although  it  found  the 
variance  clause  too  narrow,  noted  that: 

Ln  requiring  that  EPA  give  weight  to  the 
relevant  statutory  factors  In  developing  a 
subsequent  variance  provision,  we  In  no  way 
Intend  to  Imply  that  EPA's  regulations  must 
provide  for  a  detailed  cost-benefit  analysis  at 
the  pe.-mlt  granting  stage  As  we  Indicated 
In  [Lm  Pont  v  Tratn  641  F  2d  1018  (4th  Clr  . 
1976)).  an  overall  coft-benefit  analysis  for 
each  category  or  subcategory  satisfies  tlie 
mandate  or  {  304  in  thL<!  regard  The  variance 
provision  should,  however,  allow  the  permit 
Issuer  to  consider  significant  cost  differen- 
tials of  the  particular  point  source  Involved 
545  F.  2d  at  1360.  n   23. 

Where  the  State  Board  erred  was  In  finding 
grounds  for  variances  on  the  basis  of  non- 
water  quality  environmental  Impacts.  As  I 
have  already  observed,  the  Board  did  not  find 
these  Impacts,  of  them.selves.  to  be  funda- 
mentally different  from  the  Impacts  consid- 
ered on  a  naUonal  basis  Lntsead.  the  Board 
found  these  Impacts  to  be  the  basis  for  va- 
riances when  weighed  against,  or  considered 
In  light  of,  the  lack  of  environmental  \:r.- 
provement. 

First  of  all.  the  Act  does  not  require  that 
non-water  quality  environmental  Impart  (or 
energy  req'alrements)  be  weighed  against  en- 
vironmental benefit  Tills  factor  Is  only  to  be 
given  "cons'.derallon  Section  304i  b)  ( 1 )  (B) 
Moreover,  it  should  be  obvious  that  where 
t>tt«  factor  la  deemed  fundamentally  differ- 
ent, i-.ot  In  Its  own  right  but  only  because 
v^-Bler  quality  effects  are  different,  then  the 
distinction  between  a  variance  granted  on 
this  basis  and  one  granted  directly  for  water 
quality  re&aoDf  Is  only  a  form  of  words.  A 
water  quality  based  variance  cannot  be 
granted  merely  becaiise  it  Is  In  the  guise  ot 
a  non-water  quality  environmental  Impact 
based  variance.'* 


"  Witnesses  for  the  companies,  and  coun- 
sel in  their  behalf,  have  stated  that  these 
mills  were  never  considered  by  KPA  in  draft- 
ing national  regulations  The  State  Board 
opinion  also  states  this  (p.  5)  According  to  a 
key  to  the  Identification  of  plants  used  In 
the  preparation  of  the  Developnient  Docu- 
ment, which  key  has  been  made  available  to 
all  who  have  requested  access — Including 
Crown  Simpson  and  Loulslana-F'aclfic.  both 
nallls  were  evaluated  by  EPA.  For  example. 
on  page  188  of  the  Development  Document. 
plant  185  ((?rown  Simpson)  and  plant  186 
(Louisiana-Pacific)  are  listed  Data  for  pro- 
duction, flow.  BODS,  and  TSE  for  the  Crown 
Simpson  mill  were  used  In  calculating  na- 
Uonal limitations.  There  were  Insufllclent 
data  for  Louisiana  Pacific's  mill  to  be  used 
tills  way. 

"»  Opinion  p.  14. 

'"  As  noted  by  Senator  Muskle : 

The  modification  of  subsection  304(b)(1) 
is  Intended  to  clarify  what  Is  meant  by  the 
term  ''practicable".  T^e  balancing  test  be- 
tween total  cost  and  effluent  reduction  bene- 
fits is  intended  to  limit  the  ^plication  of 
technology  only  where  the  additional  degree 
of  effluent  reduction  Is  wholly  out  of  propor- 
tion to  the  costs  of  achieving  such  marginal 
level  of  reduction  for  any  class  or  category 
of  sources. 


^Appalachian  Power  Co.  v.  Train,  supra, 
does  not  suppc«a  the  State's  Opinion  on  this 
point.  Nothing  in  that  court's  opinion  au- 
thorizes any  balancing  of  non-water  quality 
benefits  with  water  quality  benefits,  or  any 
other  localized  consideration  of  water  quality 
Improvement  In  fact,  the  court  rejected  a 
request  by  Con.solldated  Edison  Company 
that  it  be  relieved  from  meeting  the  effluent 
limltailcns  for  Its  Industry  t)ecause  of  the 
high  cobt  and  non-water  quality  environ- 
mental Impacts  of  the  regulations  as  applied 
to  it  as  weighed  against  an  asserted  lack 
of  water  quality  Improvement  In  New  '^"ork 
harbor    The  court  responded: 

So  far  as  [Con  Ed's]  petition  may  be  read 
as  a  request  for  leniency  because  of  the  al- 
ready polluted  condition  of  the  harbor.  It 
must  be  rejected.  The  1972  amendments  to 
the  statute  changed  the  system  from  that 
of  control  of  the  quality  of  the  body  of 
water  to  effluent  limitations  as  we  have  be- 
fore noted 

&45  F.2d  at  1378.  In  any  event,  the  continu- 
ing vitality  of  the  criticism  of  the  variance 
claiLse  In  Appalachian  Power  Is  now  In  doubt 
in  light  of  the  recent  decision  of  the  Su- 
preme Court  In  E.  1.  du  Pont  de  Nemours  and 

Co.    V.    Tram,    U,S     .   97   S.   Ct. 

9«6  (1977)  In  that  case  the  Supreme  Court 
reviewed   an   earlier   decision   of  the   Fourth 
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Conclusion 

Providing  relief  from  technoiogy-baaed 
effluent  Uniitacloiia  g-aldellneB  duo  solely  to 
the  discharge  of  pollutants  Into  ocean  waters 
and  the  absence  of  measurable  resulting 
water  quality  problems  Is  a  matter  for  Con- 
gress. I  am  convinced  that  the  law  does  not 
permit  exemption  of  Crown  Simpson  and 
Louislana-Paclflc  from  effluent  limitations 
guidelines  on  the  record  before  me.  in  which 
I  discern  the  type  of  receiving  water  as  be- 
ing the  "fundamental  difference"  between 
Crown  Simpson's  and  Louislana-Paclflc  Sa- 
tiioa  Peninsula  mlUs  on  the  one  hand,  and 
other  pulp  and  paper  mills,  on  the  other 

Accordingly,  I  recommend  denial  of  the 
variance  requests  and  dLsapproval  of  the 
effluent  restrictions  contained  In  NPDES 
Permit  No.  CA0005282.  paragraph  B4,  and 
NPDES  Permit  No   CA0005894    pani^raph  B5 

Dated:  May  26.  1977. 

G.  William  Frich. 
General  Counsel. 

|FR  Doc.77-15539  PUed  6-1-77:8  45  am| 
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;FRL73»-4;  OPP-1801181 

IDAHO   STATE   DEPARTMENT   OF 
AGRICULTURE 


Issuance  of  a  Specific  Exemption  To  Use 
Dinoseb  To  Control  Various  Broadleaf 
Weeds  in  Lentils 

Tlie  Environmental  Protection  Agency 
lEPAi  has  granted  a  .specific  exemption 
to  the  Idaho  State  Department  of  Agri- 
culture (hereafter  referred  to  as  the 
"Applicant"!  to  use  dinoseb  for  the  con- 
trol of  various  broadleaf  weeds  Infesting 
30.000  acres  to  be  planted  in  lentils.  This 
exemption  was  granted  In  accordance 
with,  and  Ls  subject  to.  the  provisions  of 
40  CFR  Part  166.  which  prescribes  re- 
ciuirements  for  exemption  of  Federal  and 
State  agencies  for  use  of  pesticides  under 
emergency  condition.s 

This  notice  contains  a  summary  of 
certain  information  required  by  regula- 
tion to  be  Included  in  the  notice.  For 
more  detailed  infonnation,  Interested 
parties  are  referred  to  the  application 
on  file  with  the  RegLstration  Division 
<WH-567>.  OfHce  of  Pf.sticide  Programs, 
EPA.  401  M  St.  S\V  Room  E-31.5.  Wash- 
ington. DC.  20460. 

According  to  the  Applicant,  broadleaf 
weeds  constitute  a  high  priority  problem 
in  growing  lentils,  and  threaten  con- 
tinued production  in  the  State  of  Idaho: 
lack  of  weed  control  in  lentiLs  not  only 
reduces  yield,  but  increases  weed  prob- 
lems in  succeeding  rotational  crops.  The 
Applicant  states  that  herbicide  treat- 
ment must  be  made  within  a  few  days 
after  planting  and  before  crop  emer- 
gence. 

There  are  currently  no  registered 
herbicides  for  controlling  broadleaf 
weeds  in  lentils.  Dinoseb  2-sec-butyl-4- 
6-dlnitrophenol ' .  alkanolamine  salt-s  of 
the  ethanol  series  Ls  currently  registered 


circuit  concerning  EPA  effluent  limitations 
and  noted  that  "consideration  of  whether 
EPA's  varlaiu-e  provision  has  the  prt)per 
ricope  would  be  prennature  '  97  S.  Ct  at  975. 
n.  19.  See  also  Natural  Resources  Defense 
Council  V.  gPA,  537  P  2d  642.  647  i2d  Clr. 
1976);  American  Petroleum  Irutitute  V  EPA, 
540  P    2d   1033   (10th  Clr    1978) 


as  a  preemergence  treatment  for  control 
of  broadlesif  weeds  In  peas  and  other 
crops  at  rates  aa  high  as  nine  i9>  pounds 
active  Ingredient  per  acre.  The  Applicant 
proposed  to  use  one  application  of  the 
products  called  Preemerge  3  Dlnltro 
Amine  Herbicide  (EPA  Reg.  No.  464-490) 
and  Premerge  Dinitro  Weed  Killer  i  EPA 
Reg.  No.  464-146)  at  the  rate  of  three 
(3>  pounds  active  ingredient  per  gallon. 
Growers  will  apply  one  gallon  of  con- 
centrate per  acre  in  enough  water  for 
uniform  distribution  as  a  broadcast  pre- 
emergence treatment.  This  application 
will  be  made  to  30.000  acres  in  counties 
in  northern  Idaho.  The  application  will 
be  made  between  March  and  May.  All 
applications  will  be  made  by  State- 
licensed  commercial  applicators  or  qual- 
ified growers. 

A  tolerance  for  residues  of  dinoseb 
iDNBP)  in  or  on  lentils  of  0.1  ppm  has 
been  proposed  isee  42  FR  13129.  March  9, 
19771.  Current  information  indicates 
that  there  Ls  a  possibility  of  N-nltros- 
amines  as  impurities  in  the  Preemerge  3 
and  Premerge  formulations,  which  con- 
tain DNBP  as  alkanolamine  salts.  The 
pastu'.ated  sources  of  the  N-nitrosamine 
contamination  in  the  products  are:  the 
presence  of  N-nitrosamlnes  as  impurities 
in  the  starting  materials,  and  the  formu- 
lation of  N-nltrosamines  during  the 
manufacturing  of  the  amine  salt  formu- 
lations. However,  EPA  has  determined 
that  real  residues  of  DNBP  are  not  ex- 
pected to  result  in  dry  lentils,  lentil  for- 
age, or  lentil  hay  from  the  proposed  use; 
therefore,  EPA  would  not  expect  N- 
nltrosamines  to  persist  or  appear  in  the 
commodities  to  any  greater  extent  than 
DNBP  Furthermore,  lentils  appear  to  be 
of  low  consequence  in  the  human  diet. 

The  Applicant  estimated  that  poten- 
tial crop  losses  due  to  laick  of  weed  con- 
trol could  be  as  high  as  twenty-five  (25) 
percent.  Yields  in  Idaho  last  year  aver- 
aged over  1.000  pounds  per  acre  and  len- 
tils are  currently  worth  $0.26/poimd. 

After  reviewing  the  application  and 
other  available  information,  EPA  has 
determined  that  la)  a  pest  outbreak  of 
various  broadleaf  weeds  has  or  is  about 
to  occur;  (b)  there  Is  no  pesticide  pres- 
ently registered  and  available  for  use  to 
control  these  weeds  in  lentils;  (c)  there 
are  no  alternative  means  of  control,  tak- 
ing into  account  the  efficacy  and  hazard: 
(d)  significant  economic  problems  may 
result  if  the  weeds  are  not  controlled; 
and  'e>  the  time  available  for  action  to 
mitigate  the  problems  posed  is  insuffi- 
cient for  a  pesticide  to  be  registered  for 
this  use.  Accordingly,  the  Applicant  has 
been  granted  a  specific  exemption  to  use 
the  pesticide  noted  above  until  May  15, 
1977,  to  the  extent  and  In  the  maimer  set 
forth  in  the  application.  The  specific  ex- 
emption is  also  subject  to  the  following 
conditions: 

1.  The  dinoseb  products  Preemerge  3 
Dinitro  Amine  Herbicide  (.EPA  Reg.  No. 
464-490)  and  Premerge  Dinitro  Weed 
Killer  'EPA  Reg.  No.  464-146>  wlU  be 
used; 

2.  A  single  application,  not  to  exceed 
three  ( 3 )  pounds  of  active  Ingredient  per 
acre,  will  be  made; 


3.  The  herbicide  wUl  be  mixed  with 
sufflclent  water  to  ensure  uniform  distri- 
bution; 

4.  A  maximum  of  90.000  pounds  of  ac- 
tive ingredient  will  be  applied ; 

5.  All  applications  will  be  made  by 
State-licensed  commercial  applicators  or 
qualified  growers; 

6.  A  residue  level  for  dinoseb  from  the 
application  of  its  phenol  or  of  its  readily 
hydrolyzable  salts  (ammonium,  Alkanol- 
amine or  sodium)  not  in  excess  of  0.1 
ppm  in  or  on  lentils,  lentil  forage  and 
lentU  hay  has  been  determined  to  be 
adequate  to  protect  the  public  health. 
The  Pood  and  Drug  Administration  of 
the  U.S.  Department  of  Health  Educa- 
tion, and  Welfare  has  been  advised  of 
this  action; 

7.  The  Applicant  is  responsible  for  en- 
suring that  the  restrictions  pursuant  to 
this  specific  exemption  are  met;  and 

8.  All  applicable  directions,  restric- 
tions, and  pre  cautions  on  the  EPA- 
registered  labels  are  to  be  followed. 

Sec.  18.  Federal  Insecticide,  Punglclde,  and 
RodenUclde  Act  (PITRA),  aa  amended  (88 
Stat.  973;  89  Stat.  751:  7  U  SO.  136(a)  et 
seq.).) 

Dated:  May  25,  1977. 

James  M.  Conlon, 
Deputy  Assistant  Administrator 
for  Pesticide  Programs. 
(PR  Doc   77-15536  Piled  6-1-77:8:45  am] 


[FRL  702-31 

TOWARD  A   NATIONAL  STRATEGY  FOR 
NOISE    ABATEMENT   AND   CONTROL 

Availability  of  Document 

The  Environmental  Protection  Agency 
announces  the  availability  of  the  docu- 
ment Toward  a  National  Strategy  for 
Noise  Abatement  and  Control. 

Persons  desiring  copies  of  the  docu- 
ment may  obtain  it  by  writing:  John  F. 
Etegnan,  Environmental  Protection 
Agency,  Office  of  Noise  Abatement  and 
Control.  AW-471,  401  M  Street  SW , 
Washington,  DC  20460. 

Dated:  May  24.  1977. 

Edward  F.  Tuerk. 
Acting  Assistant  Administrator 
for  Air  and  Waste  Management. 
(PR  DOC77-15538  Piled  6-1-77:8:45  am] 


I  FRL  739-'?:   OPP- 180117) 

WASHINGTON  STATE  DEPARTMENT  OF 
AGRICULTURE 

Issuance  of  a  Specific  Exemption  To  Use 
Dinoseb  To  Control  Various  Broadleaf 
Weeds  in  Lentils 

The  Environmental  Protection  Agency 
(EPA)  has  granted  a  specific  exemption 
to  the  Washington  State  Department  of 
Agriculture  (hereafter  referred  to  as  the 
"Applicant")  to  use  dinoseb  for  the  con- 
trol of  various  broadleaf  weeds  Infesting 
60.000  acres  to  be  planted  in  lentils.  Thl3 
exemption  was  granted  In  accordance 
with,  and  is  subject  to,  the  provisions  of 
40  CFR  Part  166,  which  prescribes  re- 
quirements for  exemption  of  Federal  and 
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State  agencies  for  use  of  pesticides  under 
emergency  cwiditlons. 

This  noUce  cOTitalns  a  summary  of 
certain  tnfonnatlcm  required  by  regula- 
tion to  be  included  in  the  notice.  For 
more  detailed  Inform  atlcHi,  interested 
parties  are  referred  to  the  application  (an 
file  with  the  Registration  Division  (WH- 
667) ,  Office  of  Pesticide  Programs.  EPA. 
401  M  St.  SW..  Room  E-315,  Washing- 
ton, D.C.  20460. 

According  to  the  AppUcant.  broadleaf 
weeds  constitute  a  high  priority  problwn 
In  growing  lentils,  and  threaten  con- 
tinued production  in  the  State  of  Wash- 
ington; lack  of  weed  control  in  lentils 
not  only  reduces  yield,  but  increases 
weed  problems  in  succeeding  rotational 
crops.  As  a  result  of  the  recent  drought 
In  that  State,  the  competition  by  weeds 
for  water  wtU  make  already  low  levels  of 
soil  moisture  critical.  The  Applicant 
states  that  herbicide  treatment  must  be 
made  within  a  few  days  after  planting 
and  before  crop  emergence. 

There  are  currently  no  registered 
herbicides  for  controlling  broadleaf 
weeds  in  lentils.  Dinoseb  (2-sec-Butyl-4- 
6-dinltrophenol) ,  alkanolamine  salts  of 
the  ethanol  series,  is  currentlj-  registered 
as  a  preemergence  treatment  for  control 
of  broadleaf  weeds  in  peas  and  other 
crops  at  rates  as  high  as  nine  ( 9 )  pounds 
active  Ingredient  per  acre.  The  Appli- 
cant proposed  to  use  one  application  of 
a  product  called  Preemerge  3  (EPA  Reg. 
No.  464-490)  at  the  rate  of  three  (3) 
pounds  active  Ingredient  per  acre  in 
twentv  (20)  gallons  of  water.  This  ap- 
plication will  be  made  to  60.000  acres  in 
Whitman  and  Spokane  Coimties.  De- 
pending upon  the  climate  and  soil  mois- 
ture, the  applications  will  be  made  from 
March  to  May.  AH  applications  will  be 
made  by  State-licensed  commercial  ap- 
plicators or  qualified  growers. 

A  tolerance  for  residues  of  dinoseb 
(DNBP)  in  or  on  lentils  of  0.1  ppm  has 
been  proposed  (see  42  FR  13129,  March 
7,  1977).  CTurrent  information  Indicates 
that  there  Is  a  possibility  of  N-nitrosa- 
mtnes  as  impurities  in  the  Preemerge  3 
formulation,  which  contains  DNBP  as  al.- 
kanolamine  salts.  The  postulated  sources 
of  the  N-nitrosamtne  contamination  in 
the  product  are:  the  presence  of  N-ni- 
trosamlnes as  Impurities  In  the  starting 
materials,  and  the  formulation  of  N-nl- 
trosamlnes  during  the  manufacturing  of 
the  amine  salt  formulation.  However. 
EPA  has  determined  that  real  residues  of 
DNBP  are  not  expected  to  result  in  dry 
lentUs.  lentU  forage,  or  lentD  hay  from 
the  proposed  use;  therefore,  EPA  would 
not  expect  N-nltrosamines  to  persist  or 
appear  in  the  commodities  to  any  greater 
extent  than  DNBP.  Furthermore,  lentils 
appear  to  be  of  low  consequence  in  the 
human  diet. 

The  Applicant  estimated  that  a  po- 
tential loss  tn  yield  of  twenty-five  (25) 
percent  Is  expected  if  the  weeds  are  not 
controlled;  this  amounts  to  a  loss  in  yield 
of  S50  poimds  per  acre.  The  dollar  loss 
for  60,000  acres  could  be  as  high  as 
$5,4«0,000,  according  to  the  AppUcant. 
After  reviewing  the  appllcatlc«i  and 


otlier  available  information,  EPA  has 
determined  that  (a^  a  pest  outbreak  of 
various  broadleaf  weeds  has  or  is  about 
to  occur;  (b)  there  is  no  pesticide  pres- 
ently registered  and  avsiilable  for  use  to 
control  these  weeds  in  lentils;  (c)  there 
are  no  alternative  means  of  control,  tak- 
ing into  account  the  efficacy  and  hazard; 
(d)  significant  economic  problams  may 
result  if  the  weeds  are  not  controlled;  and 
(c  the  time  availi^le  for  action  to  miti- 
gate the  probl«ns  posed  is  Insufficient  for 
a  pesticide  to  be  registered  for  this  use. 
Accordingly,  the  Applicant  has  been 
granted  a  specific  exemption  to  use  the 
.pesticide  noted  above  until  1977.  to  the 
extent  and  in  the  manner  set  forth  tn 
the  application.  The  specific  exemption  Is 
also  subject  to  the  foUowing  conditions: 

1.  .K  dinoseb  product  (Precmerce  3  Dmltro 
AmUie  Herbicide.  EPA  Reg  No  464-490)  will 
be  used: 

2.  The  application  rate  will  not  exceed 
tliree  (3)  pounds  of  active  Ingredlein  In 
twenty  gallons  of  water  per  acre; 

3.  A  single  application  wUl  be  made. 

4.  A  maximum  of  180.000  pounds  of  active 
blurred  lent  will  be  applied: 

5.  All  applications  will  be  made  by  State- 
licensed  commercial  applicators  or  qualified 
growers: 

6  A  residue  level  for  dlr.oseb  from  the  ap- 
plication of  Its  phenol  or  of  Its  readily  hydro- 
lyzable salts  (ammonium.  Alkanolamine  or 
sodi-:m)  not  in  excess  of  0.1  ppm  In  or  on 
lentils,  lentil  forage  and  le:-;tn  hay  has  been 
determined  to  be  adequate  to  protect  the 
public  health.  The  Pood  and  Drug  Admin- 
istration of  the  US  Department  of  Health. 
Education,  and  Welfare  has  been  advised  of 
this  action; 

7,  The  .Applicant  Is  responsible  for  ensur- 
ing that  the  restrictions  pursuant  to  this 
spec'-flc  exemption  are  met:  and 

8.  All  applicable  directions,  restrictions. 
and  precautions  on  the  FP.^-regt.'tered  label 
are  to  be  followed 

(Sec.  18,  Federal  Insecticide  Fungicide,  and 
Rodentlclde  Act  fFIFRA  i .  a.<:  amended  (86 
Stat.  973;  89  Stat  751;  7  tJSC.  136(a)  et 
■eq.)  ). 

Dated:  May  25.  1977. 

James  M.  Coxlon. 
Deputv  Assistant  Administrator 

for  Pesticide  Programs. 

[FR  Doc  77-15537  FUed  S-l-T7;8:45  am] 

SECURFTIES  AND   EXCHANGE 
COMMISSION 

[Release    No.    S4-13569;    FUe    No     SR-Amex- 
77-11] 

AMERICAN   STOCK   EXCHANGE,    INC. 

Proposed  Rule  Change  by  SHf-Regulatory 

Organization 

Pursuant  to  Section  19<b)il)  of  the 
Securities  Exchange  Act  of  1934  (the 
"Act") ,  15  UJ5.C.  7851  b)  (1) ,  as  amended 
by  Pub.  L.  No.  &4-29.  16  (Jime  4,  1975\ 
notice  is  hereby  given  that  on  May  13, 
1977  the  above-mentioned  self-regula- 
tory organization  filed  with  the  Securities 
and  ^change  Commission  a  proposed 
rule  change  as  follows : 

Amx's   Statdoent   of   Teucs   or   8tib- 

BtAKCX   or   THZ  PSOPOSED   RULM  CRANCK 

The  Amex  patiposes  to  amend  the  third 
paragraph  of  Its  Rtile  602  to  driete  the 


proMsion  providing  for  five-person  ar- 
bitration panels  in  arbitrations  between 
a  member  and  a  noii-member  involving 
$1,000  or  more.  The  proposed  amend- 
ment is  set  forth  below  Brackets  [  ]  In- 
dicate words  to  be  deleted  and  italics  in- 
dicate words  to  be  added. 

If  the  controversy  involves  $1,000.00  or 
more,  and  is  between  members,  member 
organizations,  partners  thereof,  or  offi- 
cers therein,  the  Arbitration  Director 
may.  in  his  sole  discretion,  require  tlie 
selecticMi  of  five  arbitrators.  [If  the  Ar- 
bitration Director  .-lo  requires,  and  the 
contro\ersy  is  between  a  member  and  a 
non-member,  said  arbitrators  sliall  be 
chosen  by  drawuig  by  lot  the  names  of 
two  from  Group  1.  two  frtMn  Group  2  and 
one  from  Group  3  selected  pursuant  to 
Rule  601.  except  that  where  the  Ex- 
change had  designated  a  location  outside 
the  New  York  City  area  for  the  hearing 
the  Chairman  of  tlie  Exchange  snail 
designate  five  arbitrators,  two  to  be 
qualified  in  Group  1.  two  in  Group  2  and 
one  in  Group  3.  as  descnoed  tn  Rule  601. 
If  the  controversy  is  between  members, 
member  organizations,  partners  thereof, 
or  officers  therein,]  Said  arbitrators  shall 
be  chosen  by  drawing  by  lot  five  names 
from  Group  1  selected  pursuant  to  Rule 
601 
Amexs  Statement  of  Basis  and  PtmposE 

The  basis  and  purpose  of  the  foregoing 
proposed  rule  change  Is  as  follows ; 

Under  existing  Rule  602,  in  a  contro- 
versy, between  a  member  and  a  non- 
meniber  involving  $1,000  or  more,  the 
.^mex  Arbitration  Director  may  establish 
a  five-person  arbitration  panel  consist- 
ing of  two  principals  of  an  Amex  mem- 
ber firm,  two  non-Amcx  members  who 
are  active  In  the  securities  business  and 
one  non-member  not  in  the  securities 
business.  Thus,  In  situations  Involving 
members  of  the  Investing  public,  four 
out  of  five  panel  members  could  be  per- 
sons engaged  tn  the  .securities  bu.siness. 

The  proposed  elmiinaiion  of  tlie  provi- 
sion for  five-person  panels  in  memh)er- 
customer  disputes  would  require  that  ar- 
bitration panels  to  sucJi  disputes  be 
three-person  panels,  of  which  two  mem- 
bers would  be  persons  engaged  In  the 
securities  business.  This  change  Is  con- 
sistent with  the  Amex's  purpose  to  have 
arbitrations  administered  In  a  manner 
protective  of  the  interests  of  the  invest- 
ing public. 

The  amendment  to  Rule  602  is  pro- 
posed pursuant  to  the  provisions  of  Sec- 
tion 6ibj  <5)  of  the  Act.  whicii  mandates 
that  the  rules  of  a  national  securities  ex- 
change be  designed  to  protect  investors 
and  the  public  Interest. 

No  comments  were  solicited  or  re- 
ceived with  respect  to  the  proposed  rule 
change. 

The  Amex  has  determined  Umt  no  bur- 
den on  competition  will  be  Imposed  by 
the  proposed  rule  change. 

On  or  before  July  7.  1977.  or  within 
such  longer  period  d)  ae  the  Commls- 
sloD  may  designate  op  to  90  days  of  such 
date  If  it  finds  such  k>nger  pertod  to  be 
appn^riate   and   publishes   Its   reasons 
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for  so  finding  or  (11^  as  to  which  the 
above-mentioned  self -regulatory  organi- 
zation consents,  the  Commission  will : 

I  A I  by  order  approve  such  proposed 
rule  change,  or 

'  B I  institute  proceedings  to  det-er- 
mine  whether  tiie  proF>osed  rule  change 
should  be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit written  data,  views  and  argiunents 
concerning  the  foregoing.  Persons  de- 
siring to  make  written  submis-sions 
should  file  .SIX  i6>  copies  thereof  with 
the  Secretar>-  of  the  Commission.  Secu- 
rities and  Exchange  Commission.  Wash- 
ington, DC.  20549  Copies  of  the  filing 
with  respect  to  the  foregoing  aiid  of  all 
written  submissions  will  be  available 
for  inspection  and  copying  in  the  Public 
Reference  Room,  1100  L  Street.  N.W., 
Washington,  D.C.  Copies  of  such  filing 
will  also  be  available  for  Inspection  and 
copying  at  the  principal  office  of  the 
above-mentioned  self-regi.ilatory  organi- 
zation. All  submissions  .should  refer  to 
the  file  number  referenced  in  the  cap- 
tion above  and  should  be  submitted 
within  21  days  of  the  date  of  this  pub- 
lication. ■ 

For  the  Commission  by  th?  Division  of 
Market  Regrilafion,  pursuajit  to  delegated 
authority. 

George  A.  Pitzsimmons. 
Secretary. 

[FR  Doc  77-15583  Piled  6-l-77;8:45  am| 


r  Release  No  588:  803-31 

HARBINE    FINANCIAL    SERVICE 

Notice  of  and  Order  for  Hearing  on 
Application 

^^¥24,  1977. 

Notice  Is  hereby  given  that  Harbine 
Financial  Service,  112  Roasevelt  Street, 
Cloister.  New  Jersey  07624  ( "Applicant"  > . 
a  sole  proprietorship  regi.-tcrcd  as  an 
investment  adviser  under  the  Investment 
Advisers  Act  of  1940  i"Act">,  filed  on 
July  13.  1976  an  application  pursuant 
to  Section  206A  of  the  Act  for  an  order 
of  the  Commission  exempting  It  from 
Section  205 1 1  >  of  the  Act  and  the  rules 
thereunder  in  connection  with  a  pro- 
posed fee  schedule  which  would  be  based 
in  part  on  Applicant's  receiving  a  por- 
tion of  the  capital  gains  upon  its  clients' 
funds.  .All  interested  per.-ons  are  referred 
to  the  application  on  file  with  the  Com- 
mission for  a  statement  of  the  represen- 
tations contained  therein,  which  are 
summarized  below. 

Section  205<1>  of  the  Act,  in  pertinent 
part,  prohibits  an  Investment  adviser 
from  entering  into  or  performing  any 
investment  advisory*  contract  which  pro- 
vides for  compensation  to  the  investmert 
adviser  on  the  basis  of  a  share  of  the 
capital  gains  upon  or  the  capital  ap- 
preciation of  the  funds  or  any  portion 
of  the  funds  of  a  client. 

Applicant,  which  manages  investment 
advisory  accounts  for  clients  based  on 
the  clients'  individual  needs,  has  filed 
this  application  seeking  the  exemption 
from  Section  205'  1  >  and  the  rules  there- 


under necessary  to  permit  It  to  use  a 
fee  schedule  which  requires  certain  of 
Applicant's  cUents  to  pay  Applicant  an 
advisory  fee  ranging  from  15%  to  45% 
of  the  client's  net  earnings,  which  are 
defined  to  Include  both  the  capital  gains 
and  the  dividends  upon  the  client's 
portfolio.  The  fee  percentage  varies 
based  on  the  particular  investment  plan 
the  client  selects. 

Applicant  represents  that  it  does  not 
believe  that  it  has  earned  a  fee  unless 
its  clients  have  profited  from  Its  recom- 
mendations and  that  a  fee  based  on  the 
client's  net  earnings  is  therefore  ap- 
propriate. Applicant  also  believes  that  an 
investment  adviser  will  be  more  con- 
scientious about  Its  advisory  activities  if 
its  receipt  of  an  advisory  fee  is  con- 
tingent on  the  success  of  its  clients' 
investments. 

Applicant  further  represents  that  it 
has  no  intention  of  engaging  in  specula- 
tive investments  on  behalf  of  its  clients 
and  that  it  believes  that  the  Commission 
should  permit  investors  to  enter  into 
any  type  of  compensation  arrangements 
with  their  investment  adviser  as  long  as 
they  do  so  voluntarily.  Accordingly,  Ap- 
plicant has  filed  an  application  pursuant 
to  Section  206A  of  the  Act  for  an  ex- 
emption from  Section  205 Q)  of  the  Act 
and  the  rules  thereunder.  Section  206A  of 
tiie  Act  provides  that: 

The  Commission,  by  rules  and  regula- 
tions, upon  Its  own  motion,  or  by  order 
upon  application,  may  condltlonaUy  or  un- 
condltlonaUy  exempt  any  person  or  transac- 
tion, or  any  class  or  classes  of  persons,  or 
transactions,  from  any  provision  or  provi- 
sions of  this  title  or  of  any  rule  or  regula- 
tion thereunder.  If  and  to  the  extent  that 
such  exemption  la  necessary  or  appropriate 
in  the  public  Interest  and  consistent  with 
the  protection  of  investors  and  the  pur- 
poses fairly  Intended  by  the  policy  and 
provisions  of  this  title, 

It  appears  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  that  a 
hearing  be  held  with  respect  to  the 
application.  Accordingly, 

It  is  ordered.  Pursuant  to  Section 
21I1C1,  that  a  hearing  on  the  aforesaid 
application  under  the  applicable  provi- 
sions of  the  Act  and  the  rules  of  the 
Comm Lesion  thereunder  be  held  on  the 
29th  day  of  June  1977  at  10  a.m.,  in 
the  offices  of  the  Commission,  500  North 
Capitol  Street  NW.,  Washington,  D.C. 
20549.  At  such  time  the  Hearing  Room 
Clerk  uill  advise  as  to  the  room  in  which 
such  hearing  will  be  held.  Any  person, 
other  than  the  Applicant,  desiring  to  be 
heard  or  otherwise  wishing  to  participate 
in  the  proceeding  is  directed  to  file  with 
the  Secretary  of  the  Commission,  on  or 
before  the  27th  day  of  June  1977,  his  re- 
quest pursuant  to  Rule  9(c)  of  the  Com- 
mission's Rules  of  Practice.  A  copy  of 
such  request  shall  be  served  personally 
or  by  mail  upon  Applicant  at  the  address 
noted  above,  and  proof  of  service  (by 
affidavit,  or.  in  the  case  of  an  attorney- 
at-law.  by  certificate)  shall  be  filed  con- 
temporaneously with  the  request. 

It  is  further  ordered.  That  any  ofBcer 
or    officers    of    the    Commission    to   be 


designated  by  It  for  the  purpose  shall 
preside  at  said  hearing.  The  officer  so 
designated  Is  hereby  authorized  to  exer- 
cise all  the  powers  granted  to  the  Com- 
mission under  Sections  209(b)  and  212 
of  the  Act,  and  to  a  hearing  officer  under 
the  Commission's  Rules  of  Practice. 

The  Division  of  Investment  Manage- 
ment has  advised  the  Commission  that 
it  has  made  a  preliminary  examination 
of  the  application,  and  that  up>on  the 
basis  thereof  the  foDcroing  matters  are 
presented  for  consideration  without 
prejudice  to  its  specifying  additional 
matters  upon  further  examination : 

(1)  Whether  Section  205<  1)  of  the  Act 
and  the  rules  tliereunder  permit  Appli- 
cant to  usl  its  proposed  fee  schedule; 
and 

'2»  Whether  the  requested  exemption 
is  necessary  or  appropriate  In  the  public 
interest  and  consistent  with  the  protec- 
tion of  Investors  and  the  purposes  fairly 
intended  by  the  policy  and  provisions  of 
the  Act. 

It  is  further  ordered.  That  at  the 
aforesaid  hearing  attention  be  given  to 
the  foregoing  matt-ers,  and 

It  is  further  ordered.  That  the  Secre- 
tary of  the  C6mmi.sslon  shall  give  notice 
of  the  aforesaid  hearing  by  mailing  a 
copy  of  this  Order  by  certified  mall  to 
the  Applicant,  and  that  notice  to  all 
persons  shall  be  given  by  publication  of 
this  Order  In  the  Federal  Register,  and 
that  a  summary  of  the  Order  shall  be 
included  In  the  "SEC  News  Digest"  and 
that  a  copy  of  this  Order  shall  be  pub- 
lished in  the  "SEC  Docket." 

By  the  Commission. 

George  A.  Fitzsimmons, 

Secretary. 

(FR  Doc.77-15576  Piled  6-1-77:8:45  am] 


[Release  No.  9777;  812^070] 
M.    KIMELMAN   &  CO. 

Notice  and  Order  for  Hearing  on 

Application 

May  24,  1977. 
Notice  is  hereby  given  that  M.  Kimel- 
man  &  Co..  20  Exchange  Place,  New 
York.  New  York  10005  ("Applicant") ,  a 
broker-dealer  registered  with  the  Com- 
mission pursuant  to  Section  15(b)  of  the 
Securities  Exchange  Act  of  1934,  filed  an 
application  on  December  27,  1976,  and 
amendments  thereto  on  April  4,  1977  and 
May  9,  1977,  pursuant  to  Section  610 
of  the  Investment  Company  Act  of  1940 
("Act"),  for  an  order  exempting  from 
the  provisions  of  Section  17 <e)  of  the 
Act,  a  proposed  receipt  by  it  of  a  finder's 
fee  of  $750,000  from  Talley  Industries. 
Inc.  ("Industries"),  allegedly  earned  by 
Applicant  in  connection  with  a  merger 
in  May,  1970.  of  Industries  and  Gen- 
eral Time  Corporation  '"General 
Time").  At  times  relevant  hereto. 
American  Investors  Fund.  Inc.  <"Fund") . 
registered  under  the  Act  as  a  diversified 
open-end  management  investment  com- 
pany, was  an  affiliated  person  of  Indtis- 
tries.  one  of  whose  directors  wa«  a  lim- 
ited partner  of  Applicant.  All  Interested 
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persons  are  referred  to  the  application 
on  file  with  the  Commlssdon  for  a  state- 
ment of  the  representations  contained 
therein,  which  are  siimmarized  below. 

Applicant  states  that  it  is  a  New  York 
limited  partnership  consisting  of  four 
general  partners.  Including  Michael 
Kimelman.  and  one  limited  partner, 
Oscar  Kinielman  (.Michael  Kimelman's 
father),  who  was,  from  1&61  until  Au- 
gust. 1969.  a  director  of  Industries.  Ap- 
plicant represents  that,  as  part  of  its 
conduct  in  the  investment  banking  and 
general  securities  business,  it  has,  from 
time  to  time  prior  to  the  transaction 
which  is  Uie  subject  of  this  appUcation, 
made  presentations  of  investment  and 
acquisition  opportunities  to  corporations, 
with  a  view  toward  earning  a  finder's  fee. 

Ac<:ording  to  the  application,  the  gen- 
eral partners  and  an  employee  of  Ap- 
plicant collaborated  in  October,  1967,  on 
an  extensive  analysis  of  General  Time's 
business  operations,  capital  structure, 
financial  situation,  and  growth  potential 
and,  In  December,  1967.  Michael  Kimel- 
man  recommended  the  stock  of  General 
Time  to  Franz  G.  Talley  ("Talley"), 
president  of  Industries,  for  considera- 
tion as  an  investment  and  merger  pos- 
sibility for  Industries.  Applicant  repre- 
sents that  there  was  at  that  time  a 
mutual  understanding  between  Michael 
Klmelman  and  Talley  that  a  finder's  fee 
would  be  payable  to  Applicant  If  General 
Time  was  acquired  by,  or  merged  Into, 
Industries.  Apphcant  states  that,  on  Jan- 
uary 3,  1968,  after  Talley  notified  Mi- 
chael Klmelman  that  the  Fund  was  In- 
terested In  learning  about  General  Time, 
Michael  Klmelman  and  another  general 
partner  of  Applicant  made  a  presenta- 
tion to  George  A.  Chestnutt.  Jr.  ("Chest- 
nutt") ,  president  of  the  Fund  and  presi- 
dent of  Chestnutt  Corporation,  the 
Fund's  investment  adviser,  concerning 
the  investment  potential  of  General 
Time. 

According  to  Applicant,  Industries 
placed  an  Initial  order  for  the  purchase 
of  General  Time  shares  on  December  26, 
1967,  and  the  Fund  placed  a  similar  Ini- 
tial order  on  Janu^rj'  5,  1968.  Applicant 
states  that  between  January  5,  1968.  and 
February  15,  1968,  Applicant  filled  the 
Fund's  order,  acquiring  210,000  shares  of 
General  Time  at  an  average  price  of 
$28.49  per  share;  that  Industries  ac- 
qxiired  a  net  total  of  191,500  shares  of 
General  Time  between  December  26. 
1967.  and  February  23,  1968,  at  an  aver- 
age price  of  $36,15  per  share,  aLso 
through  Apphcant  as  broker.  Applicant 
states  further  ( 1 )  that  all  purchases 
were  executed  on  the  New  York  Stock 
Exchange,  and  (2)  that  It  received,  In 
connection  with  all  such  purcha.'^es.  the 
usual  and  customary  brokerage  com- 
missions which,  at  that  time,  were  at  a 
fixed  rate. 

On  April  19.  1968,  the  Commission  Is- 
sued an  opinion  concluding  that  the 
Fund  and  Industries,  an  affiliate  of  the 
Fund  by  reason  of  the  Fund's  ownership 
of  more  than  5%  Industries'  stock,  had 
entered  Into  a  Joint  arrangement  in  vio- 
lation of  Section  17(d)   of  the  Act  by 


reason  of  the  aforementicmed  concur- 
rent acquisitions,  both,  of  General  Time 
stock  (Investment  Company  Act  Release 
No.  5358,  April  19,  1968  >. 

Applicant  states  that  following  an  un- 
accepted merger  proposal  by  Industries 
to  the  board  of  directors  of  General  Time 
on  Februanv-  19.  1968.  and  despite  a  pro- 
tracted ensuing  period  of  Utigation  cited 
by  Apphcant.  ( 1  *  proxies  were  solicited 
by,  among  others,  partners  of  Apphcant, 
lii  favor  of  the  election,  at  General 
Time's  ant^ual  shareholders  meeting,  of 
a  slate  of  directors  proposed  by  Indus- 
tries; (2 1  those  directors  were  elecK^  to 
the  board  of  General  Tiine  on  Apnl  22. 
1968;  and  (3'  in  May.  1970,  General 
Time  and  Industries  merged.  Applicant 
states  its  belief  that,  as  a  result,  the 
Fund  received  shares  of  Industries  in  ex- 
change for  its  previously  accumulated 
233.396  shares  of  General  Time.  In  ac- 
cordance with  a  previous  order  of  the 
Commission  exempting  the  Industries- 
General  Time  merger  from  the  provl- 
sions  of  Section  17(a)  of  the  Act. 

Applicant  represents  that  In  Februarv". 
1969,  after  Industries  had  gained  control 
of  General  Time  but  prior  to  the  merger, 
Michael  Kimehnan  and  Talley  agreed 
that  the  amount  of  the  finder's  fee 
should  be  $750,000.  which  amotmt  was 
subsequently  approved  by  Industries' 
board  of  directors. 

Section  2(a)(3)  of  the  Act  Includes. 
within  the  definition  of  "affiliated  per- 
son" of  another  perscm,  (1)  any  person 
more  than  five  percent  of  whose  voting 
securities  are  owned  by  such  other  per- 
son, and  (2)  any  director,  partner  or  co- 
P£irtner  of  such  other  person.  Thus,  at 
the  time  when  Apphcant  states  that  It 
(1)  performed  the  services  for  which  It 
now  se^cs  the  finder's  fee.  and  (2)  nego- 
tiated the  amount  of  that  fee.  Oscar 
Klmelman  was  an  affiliated  person  of  an 
afnilated  person  ( Indastries  >  of  the 
Fund. 

Section  17(e)  (1>  of  the  Act  provides. 
In  part,  that  it  Is  unlawfiJ  for  an  afflU- 
ated  person  of  an  affiliated  person  of  a 
registered  Investment  company,  acting 
as  agent,  to  accept  from  any  source  any 
compensation  for  the  sale  of  property  to 
or  for  such  registered  company.  As  pre- 
viously noted,  the  merger  of  Industries 
and  General  Time.  In  connection  with 
which  Applicant  seeks  Its  fee,  resrilted  in 
the  acquisition  by  the  F\md  of  shares  of 
Industries  In  exchange  for  its  shares  of 
General  Time.  However,  Applicant  as- 
serts that  Oscar  Klmelman  has  re- 
nounced his  right  to  receive,  and  will  not 
receive,  any  jjortion  of  the  proposed  find- 
er's fee 

Applicant  states  Its  belief  that.  In  con- 
nection with  Industries'  proposed  proxy 
materials  dated  April  16.  1970.  the  staff 
of  the  Commission  raised  a  question  as 
to  whether  receipt  by  Apphcant  of  the 
proposed  fee  would  violate  Section  17(e) 
and  that,  accvdlngly.  Industries,  with 
the  acquiescence  of  Applicant,  stated  In 
that  proxy  material  that  Applicant 
would  not  accept  payment  of  the  fee 
absent  a  determination  by  "an  appro- 
prtate  tribunal"  that  i^ecelpt  o<  the  fee 
by  Applicant  would  not  contravene  Sec- 


tion 17(e).  Applicant  does  not  concede 
that  Section  17 (ei  would  proiiibit  Uic 
proposed  receipt  by  It  of  the  finder's  fee 
however.  It  states  that  it  has  filed  the 
application  in  order  to  exempt  that  pro- 
posed receipt  frc«n  the  provisions  of  Sec- 
tion 17' e'  to  the  extent  that  Section 
might  be  appUcable  and  to  meet  the 
aforementicwied  condition  in  Industries' 
prorry  material, 

Apphcant  asserts  that  the  tenns  of  the 
asreeinent  under  which  It  would  receive 
the  proposed  finder's  fee  of  $750,000  are 
fair  and  reasonable  and  do  not  Involve 
overreaching.  It  states  that  the  fee  was 
negotiated  at  arm's  length  by  Talley  and 
Michael  Kimelman.  that  Oscar  Klmel- 
man did  not  participate  in  any  such 
negotiations  and  did  not  participate  In 
the  approval  of  the  payment  of  the  fee 
by  Industries'  board  of  directors,  and 
that  the  fee  represents  reasonable  com- 
pensation for  the  Investment  service  per- 
formed by  Apphcant  for  Industries  Ac- 
cording to  the  application,  the  amount 
of  tiie  fee  was  fixed  by  reference  to  the 
total  market  value  of  the  Crcneral  Time 
shares  outstanding  at  the  time  of  the 
negotiation  of  the  agreement,  rather 
than  as  of  the  date  of  the  anticipated 
merger,  because  Talley  feared  that  the 
market  value  of  General  Time  shares 
would  continue  to  rise  Setting  a  value  of 
$40  per  sliare  of  General  Time,  sllghtlj' 
less  than  tiie  month's  average  market 
value  at  the  time  of  approximately  $45. 
the  total  value  of  the  outstanding  Gen- 
eral Time  stock  wa-?  calculated  by  Ap- 
phcant to  be  $100000.000.  ApplicaiU 
asserts  that  the  proposed  finder's  fee  of 
$750,000,  which  does  not  bear  interest.  Is 
lower  than  would  have  been  cu.«!tomar>- 
through  appUcation  of  what  is  descnt>ed 
as  the  "5-4-3-2-1"  formula:  Five  per- 
cent of  the  first  million  dollars  of  the  ac- 
quisition price,  four  percent  of  the  sec- 
ond mllUon  dollars,  and  so  on  to  one 
percent  of  the  excess  over  five  million 
dollars  Application  of  this  formula 
would  have,  Apphcant  states,  produced  a 
calculated  fee  of  $11  millicHi,  Accord- 
ing to  the  application,  the  proposed 
amount  of  the  fee  reflects  the  fact  that 
Applicant  had  received  $88,000  in  bro- 
kerage. In  the  course  of  lU";  business,  for 
Its  purchases  of  General  Time  shares  few- 
Industries 

Apphcant  a.sserts  that  It  performed 
extensive  services  In  return  for  which  it 
seeks  Its  fee.  Including  d)  the  prepara- 
tion of  an  extensive  analysis  of  General 
Time's  business  operations,  capital 
structure.  financial  situation  and 
growth  potential;  <2)  visits  to  (jcneral 
Time's  faculties;  <3  ■  meetings  with  that 
company's  management;  (4>  preixira- 
tion  and  submission  of  Industries  of  a 
"confidential  memorandum"  analyzing 
General  Time  as  a  merger  candidate; 
and  (5)  extensive  conversation  with  In- 
dustries' personnel  regardmg  General 
Time 

Finally,  Applicant  asserts  that  It  did 
not  violate  Section  17<d)  to  the  afore- 
mentioned Joint  acquisition  of  General 
Time  stock  by  Industriee  and  the  Fund; 
that  It  was  not  a  party  to  any  agreement 
which  might  have  been  reached  by  the 
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Fund  and  Ind'istries  to  act  In  concert  In 
such  joint  acquLsttlon;  that  Applicant 
never  discussed  the  possibility  of  a  Gen- 
eral Time-Industries  merger  with  rep- 
resentatives of  the  Fund,  and  that  Ml- 
chiiel  Kimelman  did  not  leam  until  sev- 
eral weeks  after  January  3,  1968  tthe 
date  of  Applicant's  presentation  to 
Chestnutt  of  the  Invastment  potential 
of  General  Time,  that  Industries  had 
decided  to  undertake  the  acquisition  of 
General  Time  > 

Section  6'ci  of  the  Act  provides,  m 
part,  that  Uie  CommLssion  may  condi- 
tionally or  unconditionally  exempt  any 
person  or  transaction  from  any  provl- 
.sion  of  the  Act.  if  and  to  tlie  extent  that 
such  exemption  is  appropriate  in  the 
public  interest  and  consistent  with  tiie 
protection  of  Investors  and  the  purpose 
fairly  intended  by  the  policy  and  pro- 
visions of  the  Act 

It  appearing  to  tiie  CommLssion  that 
It  is  appropriate  In  the  public  interest 
and  In  the  Interest  of  Investors  that  a 
hearing  be  held  with  respect  to  the  ap- 
plication: 

It  i5  ordered.  Pursuant  to  Section  40 
I  a'  of  the  Act,  that  a  ii^aring  on  the 
aforesaid  application  under  the  applica- 
ble provisions  of  the  Act  and  the  Rules 
of  the  Commission  thereunder  be  held 
on  July  18.  1977.  at  10  a.m..  in  Room 
858.  at  the  offices  of  the  Securities  and 
Exchange  Commission,  500  North  Cap- 
itol Street  NW..  Washington.  DC. 
20549. 

Any  person  other  than  tlie  Applicant 
desiring  to  be  heard  or  otherwise  wish- 
ing to  participate  In  this  prcK-eedlng  is 
requested  to  file  with  the  Secretary  of 
the  CommLssion,  on  or  before  July  1. 
1977.  hLs  application  pursuant  to  Rule 
9'C>  of  the  Commission's  rules  of  prac- 
tice settmg  forth  the  nature  and  extent 
of  his  interest  in  the  proceeding  and  any 
issues  of  law  or  fact  which  he  desires  to 
controvert  or  any  additional  issues 
which  he  deems  raised  by  this  Notice 
and  Order  or  by  such  application.  A 
copy  of  such  request  shall  be  served 
personally  or  by  mall  upon  Applicant  at 
the  address  noted  above,  and  proof  of 
such  service  <by  affidavit  or.  in  case  of 
an  atton)ey  at-law.  by  certificate'  shall 
be  filed  contemporaneoi;.sly  with  the  re- 
quest. Persons  filing  an  application  to 
participate  or  be  heard  wUl  receive  no- 
tice of  any  adjournment  of  the  hearing 
as  well  as  other  actions  of  the  Commis- 
sion Involving  the  subject  matter  of  this 
proceeding. 

It  is  further  ordered.  That  any  officer 
or  officers  of  the  Commission,  designated 
by  it  for  that  purpose,  shall  preside  at 
said  hearing.  The  officer  so  designated 
Is  hereby  authorized  to  exercise  all  the 
powers  granted  to  the  CommLssion  un- 
der Sectlona  41  and  42(b)  of  the  Act 
and  to  an  Administrative  Law  Judge 
under  the  Commission's  Rules  of  Prac- 
tice. 

The  Division  of  Investment  Manage- 
ment has  determined  that,  based  upon 
examination  of  the  application,  the 
following  matters  and  questions  are 
presented    for    consideration,    without 


prejudice  to  lt«  specifying  additional 
matters  and  questions  upon  further  ex- 
amination: 

( 1 )  Whether  the  terms  of  the  proposed 
transaction.  Including  the  consideration 
to  be  received,  are  fair  and  reasonable 
and  do  ru)t  involve  overreaching  on  the 
part  of  any  person  concerned ; 

1 2)  Whether  the  proposed  transaction 
Is  consistent  with  the  general  purposes  of 
the  Act:  and 

'  3 1  Whether  it  is  necessary  or  appro- 
priate in  the  public  interest  and  consist- 
ent with  the  protection  of  Investors  and 
the  purposes  fairly  intended  by  the  policy 
and  provisions  of  the  Act  to  exempt  the 
proposed  receipt  of  the  finder's  fee  from 
the  provisions  of  Section  17(e)  of  the 
Act.  particularly  in  view  of  ( 1 )  the  role 
of  Applicant  as  broker  for  both  the  Fund 
and  Industries  in  their  1968  acquisition 
of  General  Time  stock,  and  (2>  the  fact 
that  such  acquisition  has  previously  been 
determined  to  have  violated  Section  17 
(d)  of  the  Act. 

It  K  further  ordered.  That  at  the 
aforesaid  hearing  attention  be  given  to 
the  foregoing  matters. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  give  notice 
of  the  afor&sald  hearing  by  mailing  a 
copy  of  this  Notice  and  Order  by  certified 
mail  to  M.  Kimelman  &  Co.  at  the  ad- 
dress noted  hereinabove,  that  notice  to 
all  other  persons  be  given  by  publica- 
tion of  this  Notice  and  Order  in  the  "SEC 
Docket,  "  and  that  an  announcement  of 
the  aforesaid  hearing  shall  be  included 
in  the  "SEC  News  Digest," 

By  the  Commission. 

George  A.  Fitzsimmons. 
Secretary. 

|FR  Doc  77-15577  Piled  6-l-77;8:45  am] 
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MIDWEST  STOCK   EXCHANGE,    INC. 

Order  Approving  Proposed  Rule  Change 

May  26,  1977. 

On  March  28.  1977,  the  Midwest  Stock 
Exchange,  Incorporated.  120  South  La- 
Salle  Street.  Chicago.  lUlnols  60603 
cMSE"),  filed  with  the  Comnalsslon, 
pursuant  to  Section  19(b)  of  the  Secu- 
rities Exchange  Act  of  1934  (the  "Act"), 
as  amended  by  the  Securities  Acts 
Amendments  of  1975.  and  Rule  19b-4 
thereunder,  copies  of  a  proposed  rule 
change  to  effect  a  change  in  the  execu- 
tion procedure  for  dual  issue  odd-lot 
market  orders  from  a  next, sale  basis  to 
a  last  sale  basis. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of 
the  proposed  rule  change  was  given  by 
publication  of  a  Commission  Release 
(Securities  Exchange  Act  Release  No. 
13417,  (March  30,  1977) )  and  the  publi- 
cation In  the  Federal  Register  (42  FR 
18676  'Aprils,  1977)). 

The  Commission  finds  that  the  pro- 
posed rule  change  Is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  re«iilatlons  thereunder  applicable  to 
national  securities  exchange,  and  In  par- 


ticiilar,  the  requirements  of  Section  6 
and  the  rules  and  regulations  there- 
under. 

It  is  therefore  ordered,  Piu-suant  to 
Section  19(b)  (2)  of  the  Act.  that  the  pro- 
posed rule  change  filed  with  the  Com- 
mission on  March  7,  1977,  be,  and  it 
hereby  ls,^pproved. 

For  the  Commission,  by  the  Division 
of  Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmqns, 

Secretary. 

[PR  Doc.77-15573  Piled  6-l-77;8:45  am) 


[Release  No.  1356«;  SR-NYSE-76-571 
NEW  YORK  STOCK   EXCHANGE,   INC. 
Order  Approving  Proposed  Rule  Change 
May  23,  1977. 
On  November  26,  1976,  the  New  York 
Stock   Exchange.    11    Wall   Street.   New- 
York.   New   York    10005,   filed  with  the 
Commission,  pursuant  to  Section  19(b> 
of  the  Securities  Exchange  Act  of  1934 
(the  "Act") .  as  amended  by  the  Secu- 
rities Acts  Amendments  of  1975.  and  Rule 
19b-4  thereunder,  copies  of  a  proposed 
rule  change.  The  proposed  amendments 
will  redefine  the  term  "percentage  order" 
and  include  new  procedures  within  the 
rules  of  the  Exchange  to  facilitate  the 
handling  of  such  orders. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of  the 
proposed  rule  change  was  given  by  publi- 
cation of  a  Commission  Release  (Secu- 
rites  Exchange  Act  Release  No.  13040 
(December  3.  1976) )  and  by  publication 
In  the  Federal  Register  '41  FR  55013 
(December  16,  1976) ) . 

The  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereimder  applicable  to 
national  securities  exchanges,  and  in 
particular,  the  requirements  of  Section 
6,  and  the  rules  and  regulations  there- 
under. 

It  is  therefore  ordered.  Pursuant  to 
Section  19(b)  (2)  of  the  Act,  that  the 
proposed  rule  change  filed  with  the  Com- 
mission on  November  26,  1976,  be,  and 
it  hereby  is,  approved. 

By  the  Commission. 

George  A.  Fitzsimmons, 

Secretary. 

[PR  Doc.77-15578  Piled  6-l-77;8:45  am] 


PACIFIC   STOCK   EXCHANGE,    INC. 

Notice  of  Application  for  Unlisted  Trading 
Privileges  and  of  Opportunity  for  Hearing 

May  24,  1977. 
The  above-named  national  securities 
exchange  has  filed  an  application  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  SecUoa  12(f)  (1)  (B)  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  12f-l  thereunder,  for  unlisted  trad- 
ing privileges  in  the  security  of  the  com- 
pany as  set  forth  below,  which  security 
is  listed  and  registered  on  one  or  more 
other  national  securities  exchanges: 
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Houston    Industj-ies,    Inc.,    FUc    No     7-4946, 
comnaon  stock,  no  par  value 

Upon  rec^pt  of  a  request,  on  or  before 
June  9,  1977.  from  any  Interested  person, 
the  Commission  wlU  determine  whetlier 
the  application  witli  respect  to  the  com- 
pany named  shall  be  set  down  for  hear- 
ing. Any  such  request  should  state  briefly 
the  title  of  the  security  in  which  he  is 
interested,  the  nature  of  the  interest  of 
the  person  making  the  request,  and  the 
position  he  proposes  to  take  at  the  hear- 
ing, if  ordered.  In  addition,  any  inter- 
ested person  may  sutanit  his  views  or 
any  additional  facts  bearing  on  the  said 
application  by  means  of  a  letter  ad- 
dressed to  the  Secretary,  Securities  and 
Exchange  Commission.  Washington,  D.C. 
20549  not  later  than  the  date  specified. 
If  no  one  requests  a  hearing  with  respect 
to  the  particular  application,  such  appli- 
cation will  be  determined  by  order  of  the 
C<Hnmlsslon  on  the  basis  of  the  facts 
stated  therein  and  other  information 
contained  in  the  official  files  of  the  Com- 
mission pertalrdng  thereto 

Pot  the  Commission,  by  the  Division 
oi  Market  RegiUatlon.  pursuant  to  dele- 
gated authority. 

George  A.  Fit2bimmons. 
Secretary. 

jFR  Doc.77-15579  Filed  e-l-77:8;45  am) 


[Release  No.  34-13666;  PUe  No. 
8R.-PSB-77-10) 

PACinC  STOCK  EXCHANGE,   INC. 

Proposed  Rule  Change  by  Self-Regulatory 
Organizations 

Pursuant  to  Section  19(b)  (1)  of  the 
Securities  Exchange  Act  of  1934,  15 
XJB.C.  78s(b)  (1) ,  as  amended  by  Pub.  L. 
No.  94^29,  16  (June  4,  1975),  notice  is 
hereby  given  that  on  April  20,  1977,  the 
atwve-mentioned  self-regulatory  orga- 
nization filed  with  the  Securities  and 
Exchange  Commission  a  proposed  rule 
change  as  follows: 

Exchange's  Statement  or  the  Terms 
or  Sttbstance  of  the  Proposed  Rule 
Change 

•nie  Pacific  Stock  Exchange  Incor- 
porated ("PSE")  hereby  requests  to 
amend  Sections  40  (Commentary  .01), 
67,  58,  79(b)(2),  and  79  (Commentary 
.02)  of  Rule  VI,  Floor  Procedure  Advice 
D-8,  item  No.  17  of  the  PSE  Floor  Clta- 
tlOTi,  and  the  Definltic«is  Section  of  the 
Rules  of  Its  Board  of  Governors  by 
amending  Section  Km*  and  adding  Sec- 
tions Ks)  and  la)  as  follows  'brackets 
Indicate  deletions  and  Italics  indicate 
additions) : 

RuLF   'VI.   Exchange   Options  Trading   MrsT 
QrvE   Up   Clearing   Member 

Sec.  40.  For  each  trtuisactlon  In  which  he 
participates,  a  member  must  Immediately 
give  up  the  name  of  the  cJearing  member 
through  who«n  the  transaction  will  be 
cleared.  If  there  Is  a  subsequent  change  in 
WenUty  of  the  clearing  member  through 
whom  a  transacUon  will  be  cleared,  the 
memljer  must,  as  promptly  as  possible,  re- 
port Buch  change  to  the  clearing  member  on 
the  other  side  of  the  tran.sactlon. 


Commentarj/ 

01  The  Options  Floor  Trading  Oomtnii- 
tre  has  determined  thit  Section  ifumid  noi 
be  applicable  to  Market  Maker  transactions. 

CERTAIN  TYPES  OF  ORDERS  DETINXT 

Sec.  57.  (c)  Contingency  order  A  con- 
tingency order  la  a  limit  or  market  order 
to  buy  or  sell  that  is  contingent  upon  a 
condition  being  satisfied  while  the  order  to 
at  the  FKDSt. 

(1)  Stop-Umlt  order  A  stop-llmii  order  ia 
a  contingency  order  to  buy  or  sell  at  a  lim- 
ited price  when  the  market  fcB-  a  particular 
option  contract  reaches  a  specified  price.  A 
■top-limit  order  to  buy  becomes  a  Umlt  order 
when  the  option  contract  trades  at  or  above 
the  stop-price  A  stop-limit  order  to  sell  be- 
comes a  Umlt  order  when  the  option  contract 
trades  at  or  below  the  stop  price 

(2)  Stop  [Stop-losf)  order  A  stop  order 
is  a  contingency  order  to  buy  or  tell  when 
the  viarket  for  a  particular  option  contract 
reaches  a  specified  price.  A  stop  order  to  buy 
becomes  a  market  order  when  the  option  con- 
tract trades  at  or  above  the  stop  pnce  A 
stop  order  to  sell  becomes  a  market  order 
when  the  option  contract  trades  at  or  below 
the  stop  pnce. 

ACCOMMODAnON    UQUIDATIONS 

Sbc  58.  I  Cabinet  trading )  Trading  under 
the  following  terms  and  oondltlons  iball  be 
avaUahle  for  closing  transactions  only  in  each 
serieB  of  option  contracts  open  for  trading 
on  the  Exchange: 

(1)  Trading  shall  be  conducted  in  ac- 
cordance with  other  Exchtuige  Rules  except 
as  otherwise  provided  herein 

(U)  lOnly  limit]  Limit  orders  labeled  at 
a  price  of  1»1  per  contract  may)  Ic  per  share 
at  option  must  be  placed  [in  ttoe  cai>lnet) 
with  the  Order  Book  Official. 

(Ul)  Orders  may  be  placed  for  customer, 
firm  and  Market  Maker  aocounta.  with  priori- 
ty baaed  UF>on  the  sequence  in  which  such 
orders  are  placed  |ln  cabinet]  with  the  Order 
Book  Official.  The  spUt  price  prlCM-lty  provi- 
sions of  Section  51  shall  not  apply. 

(Iv)  Market  Makers  shall  not  be  subjected 
to  the  requirements  of  Section  79  for  orders 
placed  pursuant  to  this  Section. 

(V)  The  Order  Book  Official  appointed  to 
each  class  of  option  shall  be  responsible  for 
I  the  cabinet]  J«  orders  for  that  claas  All  bids 
and  oBein  must  be  submitted  to  the  Ordea- 
Book  Official  in  wriUng.  and  displayed  as 
such  in  accordance  icith  Section  69,  and 
me  Order  Book  OfflclaJ  shaU  effect  all 
[cabinet]  ruch  transactions  during  the  day 
by  matching  such  orders  placed  with  him 

(vi)  AU  transactions  at  a  price  of  14  per 
share  at  option  shall  be  reported  to  the  Ex- 
change   following    the    close    e.ach    business 

day. 

Commentary 

.01  An  Order  Book  Official  who  receives  a 
closing  bi«|r  order  for  1*  per  share  at  option 
shall  attempt  to  execute  the  order  against 
any  1*  closing  sell  orders  in  his  possession. 
If  any  part  of  the  buy  order  cannot  be  im- 
mediately executed  the  Order  Book  Ojf,rial 
shall  display  the  If  bid. 

Upon  receiving  a  closing  sell  order  jor  If 
per  share  at  option  the  Order  Book  Official 
shall  attempt  to  execute  the  order  at  the 
best  pnce  available.  If  any  part  of  the  sell 
order  cannot  be  immediately  executed  the 
Order  Book  Official  shall  display  the  order 
as  a  H  offering  However,  since  a  market  or 
a  i-if  opening  buy  order  may  come  to  the 
market  place  next,  the  If  closing  tell  order 
thould  be  Aled  in  time  tequ^nce  with  any 
order  to  sell  at  ^«.  This  provides  the  abUitf 
to  execute  the  closing  sett  order  at  I0  if  m 
closing  If  buy  order  arrives  next,  or  at  Vit  if 
an  opening  buy  order  arrives  next. 


OBUGATIONS     or     MARKKT     KAKEKS 

Bac.  19. 

(b)    Appointment  as   a  Principal   Market 
Maker. 

( 1 )  No  change 

(2)  Bidding  no  more  than  II  lower  and 
or  offering  no  more  than  91  higher  than  the 
last  preceding  transaction  price  for  the  pftf- 
tlcul^  option  contract  However,  tills  stand- 
ard shall  not  ordinarily  apply  if  the  price  per 
share  (or  other  unit  of  trading)  of  the  un- 
derlying security  has  changed  [by  more  than 
tl]  since  the  last  preceding  traii."iactlon  for 
the  particular  option  contract  \  ]  .  in  which 
event  a  Market-Maker  may  then  bid  no  lower 
than  or  offer  no  more  than  tl  plus  the  ag- 
gregate change  in  the  price  per  share  {or 
other  unit  of  trading)  of  the  uruirrlying  se- 
curity since  the  time  of  the  last  preceding 
transarlion  lor  the  particular  option  con- 
tract .SoThing  m  this  subparagraph  <b)(2) 
s'lall  alter  the  masirnum  bid-ask  differen- 
tial establiihed  by  subparagraph  (bid)  of 
this  fcction 

{3^  Whenever  in  the  judgement  of  tico 
Floor  Officials  the  interest  of  maintaining  a 
fair  and  orderly  market  so  requires,  thore 
Floor  Officials  may  wane  the  requirements  0/ 
(bi  (^1   07J  a  case  by  case  basis. 

Commentary 

va  Pun-uant  to  paragraph  ib)  1 1)  of  this 
Section  the  Options  Floor  Trading  Oom- 
mlttee  has  adopted  the  following  bld-a5k 
dlfflerentlal  guldellnef^  Market  Makers  shall 
make  bids  and.  or  oflers  so  as  to  create  a  dif- 
ferential between  the  highest  bid  and  the 
lowef-t  offer  In  each  serlee  of  no  more  than 
',4  ii:hen  the  last  sale  of  the  option  «  tO.SO 
01  less  1-2  when  the  last  sale  cw  the  options  is 
[•10  or  less  1  greater  than  $0.50  but  does  noi 
exceed  tlO  \  when  the  last  sale  of  the  op- 
tions Is  greater  than  $10  land  leK.o  than)  but 
does  ru>t  exceed  taO  1  when  the  last  sale  of 
the  option  Is  »ao  or  more 

The  bid-ask  differentials  as  stated  above 
shall  apply  to  all  but  the  longest  term  op- 
tion series  open  for  trading  in  each  option 
clas-s.  For  thefie  series  the  bld-a«k  differen- 
tial shall  be  twice  that  stated  above 

PSB   OPTIONS   FLOOR   PROCEBUBB  ASVICB 

Subject  Marking  Orders  To  Reflect  -'Bpllf 
Transactions  Reference  is  made  to  Sections 
61  I  a)  and  (b)  of  Rule  VI  whlci  permit  spe- 
cial priori  lies  to  purchases  or  sales  under 
8p>ecifled  conditions  These  purchases  or  sales 
constitute  the  type  of  transactions  common- 
ly referred  to  as  "splits". 

In  order  that  such  transactions  may  be 
readily  identified  In  the  event  of  subsequent 
questions  pertaining  to  priority,  the  Options 
Floor  Trading  Committee  request*  that  all 
members  effecting  "splits"  shall  ao  indicate 
on  the  ticket  by  writing  the  word  "split"  next 
to  the  executed  price. 

In  addition,  tradirig  m  "splits"  will  be 
considered  as  contingent  orders,  and  there- 
fore one  nde  cannot  be  executed  without 
the  other 

PACIFIC    8TOCK    EXCHANGE    FLOOR    CITATION 

Codes  For  Violations  Appearing  On  Cita- 
tion 17  Member  participated  In  ja  whisper 
trade  and/or  pre-arranged  trade]  an  i^n- 
properly  WHoJisfd  trade 

DEFIXmONS 

See  1  Whenever  and  wherever  used  herein 
\inJess  the  context  requires  otherwise,  tto* 
following  terms  shall  be  deemed  to  have  tbm 
meanings  indicated: 

(m)  "Participant'  shall  mean  any  mem- 
ber, allied  member,  partner,  or  oontroOtMt 
person  [approved  pecrson,  stockholder  aoao- 
clate.  registered  employee  or  other  ful'-tlm* 
employee]  of  a  member  organisation 
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(s)  •'Controlling;  person"  MtuLD.  in«*n  vaj 
person  directly  or  indzTectly  controUlMg,  con- 
trolled bji  or  under  common  control  xoitk  a 
mem'ber  organization  ichether  by  contractual 
arrangement  or  othervHse,  provided  that  the 
right  to  exercise  iniestment  discretion  with 
respect  to  any  account,  icithout  more,  shall 
not  constitute  control.  A  person  shall  be 
presumed  to  control  another  person,  if  such 
person  has  a  right  to  participate  to  the  ex- 
tent of  more  than  25  percent  in  the  profit* 
Of  such  other  person  or  owns  beneficially. 
directly  or  indirectly,  more  than  25  percent 
of  the  outstaTiding  voting  securities  of  such 
person. 

yt)  ''Companion  person"  shall  mean  any 
approved  person,  participant,  officer,  stock- 
holder associate,  registered  employee,  or  any 
other  employee  of  a  member  organization. 

Exchange's  Statement  of  Basis  and  Purpose 

The  basis  and  purpose  of  the  foregoing  pro- 
posed rule  change  is  as  follows: 

The  purpose  of  the  proposed  rule  change 
Is  to  update  certain  provisions  and  proce- 
dures In  Rule  VI.  Sections  40.  58.  and  79  and 
Floor  Procedure  Advice  E>-8.  Item  No.  17  of 
the  PSE  Floor  Citation,  and  the  Deflnltlons 
Section  of  the  Rules  of  the  Board  of  Gov- 
ernors of  PSE. 

The  proposed  rule  change  by  updating 
ceruun  provisions  and  procedures  and  by 
defining  terms  presently  used  In  the  Rules 
of  the  PSE  but  which  are  now  undef.ned. 
contributes  to  the  ability  of  the  PSE  to  carry 
out  the  purposes  of  the  Act  and  to  enforce 
compliance  by  Its  members  with  the  Act  and 
lu  Rules. 

Comments  have  neither  been  solicited  nor 
received  from  members  on  the  proposed  rule 
change 

The  propO!M;d  rule  change  imposes  no  bur- 
den upon  competition. 

Within  thlrty-flve  (35)  days  of  the  date 
of  publication  of  this  notice  in  the  Federal 
Registtr.  or  within  such  longer  period  (1)  as 
the  Conunls.slon  may  designate  up  to  ninety 
(90)  days  of  such  date  If  it  finds  such  longer 
period  to  t>e  appropriate  and  publishes  Its 
reasons  for  so  finding  or  (11)  as  to  which  the 
abovementloned  self-regulatory  organization 
consents,  thfe  Commission  will: 

(A)  By  order  approve  such  proposed  rule 
change,  or 

(B)  Institute  proceedings  to  determine 
whether  the  proposed  rule  change  should  be 
disapproved. 

Interested  persons  are  invited  to  sub- 
mit wTitten  data,  •view's  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  subm^isstons  should 
file  six  copies  thereof  with  the  Secretary 
of  the  Commi-sslon,  Securities  auid  Ex- 
change Commission,  Wa-shlngton.  D.C. 
20549  Copies  of  the  filing  with  respect  to 
the  foregoing  and  of  all  written  submis- 
sion will  be  available  for  inspection  In 
the  Public  Reference  Room.  1100  L  Street 
NW..  Washington.  D.C.  Copies  of  such 
filing  will  also  be  available  for  inspection 
at  the  principal  office  of  the  abovemen- 
tloned self- regulatory  organization.  All 
submissl-yns  should  refer  to  the  file  num- 
ber referenced  in  the  caption  above  and 
should  be  .submitted  on  or  before  July  5. 
1977. 

I-\>r  the  Commission,  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

OcoKGK  A.  Fmsnaioifs. 

Secretarg- 
Mat  23,  lyn. 

(PB  Doc.Tr-lSeea  nied  8-1-77,8  45  am] 


[Release  No.  S4-135«7;  me  No. 
3B-PSB- 77-13) 

PACinC  STOCK  EXCHANGE,   INC. 

Proposed  Rule  Change  By  Self-Regulatory 
Organizations 

Pursuant  to  Section  19(b)  (1>  of  the 
Securities  Exchange  Act  of  1934,  15  U.S.C. 
78s(  b)  ( 1) ,  as  amended  by  Pub.  L.  No.  94- 
29.  16  I  June  4.  1975".  notice  is  hereby 
given  that  on  May  16,  1977,  the  above- 
mentioned  self -regulatory  organization 
filed  with  the  Securities  and  Exchange 
Commission  a  proposed  rule  change  as 
follows : 

Exchange's  St.atement  of  the  Terms  or 
Substance  op  the  Proposed  Rxtlz  Chanck 

The  Pacific  Stock  Exchange  Incorpo- 
rated <  "PSE"  1  proiX)ses  a  revision  to  its 
plan  for  options  trading  to  eliminate  the 
physical  wall  presently  separating  its  op- 
tions trading  floor  from  its  equity  trad- 
ing floor  in  San  Francisco. 

Exchange's  Statement  of  Basis  and 
Purpose 

The  basLs  and  purpose  of  the  foregoing 
propased  rule  change  is  as  follows.:  The 
proposed  nile  change  is  being  made  in 
order  to  further  the  integration  of  equity 
and  options  trading  on  PSE.  The  pro- 
posed rule  change  would  facilitate  mem- 
bers on  the  floor  effecting  transactions 
in  connection  with  both  options  and 
equities.  The  approval  to  act  as  a  floor 
broker  with  respect  to  options  would  stUl 
be  separate  from  the  approval  required 
to  act  as  a  floor  broker  with  respect  to 
equities,  and  separate  approvals  would 
be  required  to  act  as  a  market-maker 
with  resi^ect  to  options  and  to  act  as  a 
market-maker  with  respect  to  equities. 

By  removing  an  artificial  barrier  to 
trading,  the  proposed  rule  change  facili- 
tates competition  on  the  floor  of  PSE, 
and  contributes  to  the  removal  of  im- 
pediments to  and  perfection  of  the 
mechanism  of  a  free  and  open  market. 

Comments  regarding  the  proposed  rule 
change  were  neither  solicited  nor 
received. 

The  proposed  rule  change  does  not  im- 
pose any  burden  on  competition.  Rather 
the  proposed  rule  change  would  remove 
a  physical  barrier  which  has  inhibited 
competition. 

On  or  before  August  1,  1977,  or  within 
such  longer  period  '  D  as  the  Commission 
may  designate  up  to  90  days  of  such  date 
If  It  finds  such  longer  period  to  be  ap- 
propriate and  publishes  Its  reasons  for 
so  finding  or  'ID  as  to  which  the  above- 
mentioned  self-regulatorj-  organization 
consents,  the  Commission  wlH: 

iA>  by  order  approve  such  proposed 
rule  change ;  or 

(B^  institute  proceedings  to  determine 
whether  the  proposed  rule  change  should 
be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submLssions  should 
file  6  copies  thereof  with  the  Secretary 
of  the  Commission,  Securities  £ind  Ex- 
change Commis&loix  Washington,  D.C. 
20549.  Copies  of  the  filing  with  respect 


to  the  foregoing  and  of  all  written  sub- 
missions will  be  available  for  Inspection 
and  copying  In  the  Public  Referaice 
Ro<Mn,  1100  L  Street,  NW..  Washington. 
D.C.  Copies  of  such  filing;  will  also  be 
available  for  inspection  and  copying  at 
the  principal  oflBce  of  the  above-men- 
tioned self- regulatory  organization.  All 
submissions  should  refer  to  the  file  num- 
ber referenced  in  the  caption  above  and 
should  be  submitted  on  or  before  June  23. 
1977. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Pitzsimmons. 

Secretary. 
May  23.  1977. 
I  PR  Doc.77-15581  PUed  6-l-77;8.45  am] 


I  File  No.  3-5223] 

STANDARD  OIL  CO. 

Notice  of  Application  and  Opportunity  for 
Hearing 

May  26,  1977. 

In  the  matter  of  the  Standard  Oil 
Company  (an  Ohio  corporation)  File 
Nos.  2-52637  (22-8221).  2-58261  (22- 
9142).  Trust  Indenture  Act  of  1939  Sec- 
tion 310'b»  (1>  (ii). 

Notice  is  hereby  given  that  the  Stand- 
ard Oil  Company  'an  Ohio  corporation) 
(the  "Applicant")  has  filed  an  applica- 
tion under  clause  lii)  of  Section  310(b) 
(1>  of  the  Trust  Indenture  Act  of  1939 
(the  "Act")  for  a  finding  by  the  Securi- 
ties and  Exchange  Ccxnmission  that  the 
trusteeships  of  Citibank,  N.A.  ("Citi- 
bank"; imder  two  indentures  which  are 
qualified  under  the  Act,  are  not  so  likely 
to  involve  a  material  conflict  of  Interest 
as  to  make  it  necessary  In  the  public  in- 
terest or  for  the  protection  of  investors 
to  disqualify  Citibank  from  acting  as 
trustee  under  one  of  such  indentures. 

Section  310(b)  of  tlie  Act  provides,  in- 
ter alia,  that  if  a  trustee  under  an  in- 
denture qualified  under  the  Act  has  or 
shall  acquire  any  conflicting  interest  (&a 
defined  in  the  Section),  it  shall  within 
ninety  days  after  ascertaining  that  it  has 
such  conflicting  interest  either  eliminate 
such  conflicting  interest  or  resign.  Sub- 
section (1)  of  this  Section  provides,  with 
certain  exceptions,  that  a  trustee  la 
deemed  to  have  a  conflicting  interest  If  It 
is  acting  as  trustee  imder  another  In- 
denture of  the  same  obligor.  However, 
pursuant  to  clause  (li)  of  subsection  (1), 
there  may  be  excluded  from  the  opera- 
tion of  this  provision  another  Indenture 
or  Indentures  under  which  other  securi- 
ties of  such  obligor  are  outstanding,  if 
the  issuer  shall  have  sustained  the  bur- 
den of  proving  on  application  to  the 
Commission,  and  after  opportunity  for 
hearing  thereon,  that  trusteeship  under 
the  indentures  is  not  so  likely  to  Involve 
a  material  conflict  of  interest  as  to  make 
it  necessary'  in  the  public  interest  or  for 
the  protection  of  investors  to  disqiialify 
such  trustee  from  acting  as  trustee  under 
one  of  such  Indentures. 

The  Applicant  alleges  that:  1.  Citibank 
has  entered  into  an  Indenture  dated  as 
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of  February  1,  1975  (the  'Capital  In- 
denture") with  Sohio/BP  Trans  Alaska 
Pipeline  Finance  Inc.  (which  name  has 
since  been  changed  to  Sohlo/BP  Trans 
Alaska  Pipeline  Capital  Inc.) ,  a  Delaware 
corporation  ("Capital"),  pursuant  to 
which  there  have  been  issued  $250,000,- 
000  principal  amount  of  Capital's  8%% 
Notes  Due  1983  (the  "Capital  Notes") 
and  imder  which  Citibank  Is  acting  as 
Trustee.  The  Capital  Indenture  was  filed 
as  Exhibit  4(a)  to  Registration  State- 
ment No.  2-^2637  under  the  BecuriUes 
Act  of  1933  and  has  been  qualified  under 
the  Act. 

2.  On  March  23,  1977  the  Applicant 
Issued  $250,000,000  principaJ  amount  of 
Its  8%*  Debentures  Due  2007  (the 
"Debentures"),  under  an  indenture  (the 
"New  Indenture ')  dated  as  of  March 
15,  1977  and  between  the  Apjidicant  and 
Citibank,  Trustee.  "Hie  New  Indenture 
was  filed  as  Exhibit  2  to  Registration 
Statement  Na  2-58261  filed  under  the 
Securities  Act  of  1933  and  has  been  qual- 
ified under  the  Act. 

3.  Capital  is  owned  67.8%  by  Sohlo 
Pipe  Line  Company,  a  whoUy -owned 
Busidlary  of  the  Applicant  ("8<*io  Pipe 
Line"),  and  32.2%  by  BP  Pipelines  Inc. 
("BP  Pipelines"),  a  wholly-owned  sub- 
sidiary of  The  British  Petroleum  Com- 
pany Limited  ("BP").  Simultaneously 
with  the  Issuance  and  sale  of  the  (Capital 
Notes.  Capital  applied  the  proceeds 
thereof  to  the  purchase  of  a  note  of 
Sohlo  Pipe  Line  (the  "Sohlo  Pipe  Line 
Notes")  In  a  principal  amount  equal  to 
67.8%  of  the  Capital  Notes  and  a  note 
of  BP  Pipelines  in  a  principal  amoimt 
equal  to  32.2%  of  the  Capital  Notes.  The 
Sohio  Pipe  Line  Note  is  guaranteed  by 
the  Applicant  and  has  been  pledged  to 
Citibank,  as  Trustee  under  the  Capital 
Indenture,  to  secure  payment  of  tlie 
Capital  Notes.  The  Capital  Notes  are 
also  secured  by  the  pledge  of  rights 
under  the  completion  agreement  and 
throughput  agreement  of  the  Applicant 
referred  to  below.  The  Applicant  Is 
obUgated  with  respect  to  67.8%  In  prin- 
cipal amount  of  the  Capital  Notes 
pursuant  to  Its  unsecured  guarantee  of 
the  Sohlo  Pipe  Line  Note  and  it  is  also 
committed  imder  a  completion  agree- 
ment and  a  throughput  agre^nent  with 
Sohlo  Pipe  Line  to  advance  funds  suf- 
ficient to  enable  Sohlo  Pipe  Line  to  pay 
Its  share  of  the  construction  costs  of 
Its  interest  in  the  Trans  Alaska  Pipe- 
line System  and  all  of  its  finannlal  ob- 
ligations, including  its  obligations  under 
the  Sohio  Pipe  Line  Note,  as  they  be- 
come due.  BP  is  obligated  with  respect 
to  the  remaining  32.2%  in  princip«il 
amount  of  the  Capital  Notes. 

4.  No  default  has  at  any  time  existed 
imder  either  the  Capital  Indenture  or 
the  New  Indenture.  The  Applicant's  ob- 
ligations in  respect  of  the  Capital  Notes 
and  the  Debentures  are  wholly  unsecured 
and  rank  on.  a  parity  with  each  other. 
There  are  no  material  differences  be- 
tween the  provisions  of  the  Capital  In- 
denture and  the  New  Indenture  relating 
to  the  covenants  of  the  Applicant  which 
apply  to  the  future. 


5.  Such  differences  as  exLst  between 
the  New  Indenture  and  the  Capital  In- 
denture are  not  so  likely  to  Involve  a 
material  conflict  of  Interest  as  to  make 
it  necessary  in  the  public  Interest  or 
for  the  protection  of  investors  to  dis- 
qualify Citibank  from  acting  as  Trustee 
under  one  of  the  said  Indentures. 

6.  Section  6.08(c)(1)  of  the  New  In- 
denture contains  the  provision  per- 
mitted by  the  proviso  of  Section  310(bi 
(1)  of  the  Act  and  specificallj-  permits 
Citibank  to  act  sus  Trustee  under  the 
Capital  Indenture,  as  well  as  under  the 
New  Indenture.  Accordingly,  no  confilct 
Is  deemed  to  exist  under  the  New  In- 
denture, which  has  been  qualified  under 
the  Act,  as  a  result  of  Citibank's  acting 
as  Trustee  thereunder  and  under  the 
Capital  Indenture. 

7.  Section  8.09(c)  of  tiie  Capital  In- 
denture provides  in  part  as  follows: 

(c)  For  the  purposes  of  vhls  Section  8 09 
the  Trustee  shall  be  deemed  to  have  a  con- 
flicting interest  \t:  (1)  the  Trustee  is  trustee 
under  another  indenture  under  which  any 
other  securities,  or  certificates  of  Interest  or 
participation  In  any  other  securltlee.  of  an 
Obligor  are  outstanding,  unless  auch  other 
Indenture  is  a  collateral  trust  indenture  un- 
der which  the  only  ccdlateral  conslste  erf  the 
Notes:  Provided.  That  there  shall  be  ex- 
cluded from  the  operation  of  this  paragraph 
any  other  indenture  or  Indentures  under 
which  other  securities,  or  certificates  of  In- 
terest or  participation  in  other  securities,  of 
an  Obligor,  are  outstanding  If  such  Obllgca' 
shaU  have  sustained  the  burden  of  proving, 
on  application  to  the  Securities  and  Ex- 
change CJonomlRfiion  and  after  oppc«-tunity 
few  hearing  thereon,  that  the  trusteeship 
under  this  Indenture  (including  the  Note 
Purchase  Agreements  i  and  such  other  In- 
denture or  indentures  Is  not  so  likely  to  In- 
volve a  material  conflict  of  Interest  as  to 
make  It  necessary  in  the  public  interest  or 
for  the  proi.«-tion  of  investors  to  disqualify 
the  Trustee  from  acting  as  stich  under  one 
of  such  Indentures;" 

The  Applicant  is  an  "Obligor"  as  de- 
fined In  the  Capital  Indenture. 

8.  As  stated  above,  under  the  provi- 
sions of  the  New  Indenture  no  conflict 
is  deemed  to  exist  by  reason  of  Citi- 
bank's also  acting  as  Trustee  under  the 
Capital  Indenture.  However,  under  Sec- 
tion 8.09(c)  (1)  of  the  Capital  Indenture, 
Citibank  Is  deemed  to  have  a  conflicting 
interest  because  it  Is  acting  as  Trustee 
under  the  New  Indenture  and  the  Capi- 
tal Indenture,  unless  it  Is  deemed  not 
to  have  such  a  conflicting  interest  by 
reason  of  a  finding  by  the  Commission 
after  an  c^portunlty  for  a  hearing  that 
Its  acting  as  Trustee  under  said  Inden- 
tures is  not  so  likely  to  Involve  a  mate- 
rial conflict  of  Interest  as  to  make  It 
necessary  In  the  public  Interest  or  for 
the  protection  of  Investors  to  di.>;quallfy 
Citibank  from  so  acting. 

The  Applicant  has  waived  (ai  notice 
of  hearing,  (b)  hearing  on  the  Issues 
raised  by  said  application  and  (ci  all 
rights  to  specify  procedures  under  Rule 
8(b)  of  the  Commission's  Rules  of  Prac- 
tice. 

For  a  more  detailed  account  of  the 
matters  of  f«k;t  and  law  asserted,  all 
persons  are  referred  to  said  apidlcaticm. 


which  It  &  public  document  on  file  m 
the  offices  of  the  Commission  at  the 
Public  Reference  Room.  1100  L  Sti-eet. 
NW..  Waslilngton  DC 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June 
20,  1977.  request  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  interest,  the  reasons  for 
such  request,  and  the  issues  of  law  or 
fact  raised  by  such  application  which  he 
desires  to  controvert,  or  he  may  request 
that  he  t>e  notified  If  the  Commis.sion 
should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed:  Sec- 
retar>-.  Securities  and  Exchange  Com- 
mission. Washington,  DC  20549  At  any 
time  after  said  date,  the  Commi.sston 
may  issue  an  order  granting  the  appli- 
cation, upon  such  terms  and  conditions 
as  the  Commission  may  deem  necessary 
or  appropriate  in  the  public  interest  and 
the  Interest  of  Investors,  unless  a  hear- 
ing is  ordered  by  the  Commission 

For  the  Commission,  by  the  Division 
of  Corporation  Finance,  pursuant  to  del- 
e^rated  authority. 

George  A  F^tzsimmons, 

Secretary. 

Service  Ll-^t 

George  J  Dunn,  Iteq  Vice  President  and 
General  Counsel.  Tb*  Standard  OU  Com- 
pany. Midland  Building  Cleveland.  Ohio 
+4115 

John  B.  MUler,  Vice  President.  Finance,  The 
Standard  OU  Comf>any,  Midland  Building 
Cleveland.  Ohio  44115 

Karen  F  Shanahan.  l/e^eA  Department,  Tlie 
Standard  OU  Company.  Midland  Building 
Cleveland.  C»ilo  44116 

Richard  S  Lasker  Esq  Shearman  A  Sterl- 
ing. 53  Wal!  Street  Nei*-  York,  New  York 
10<X>5 
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NATIONAL    MARKET  ADVISORY    BOARD 
Notice  of  Meeting 

This  is  to  give  notice,  pursuant  to  Se<' - 
tlon  10ia>  of  the  Federal  Advisory  CcMn- 
mittee  Act.  5  U.S:C  App.  1  10(a),  that 
the  National  Market  .\d\nson,'  Board  will 
conduct  open  meetings  on  June  20  and 
21.  1977.  in  Room  776  500  North  Capitol 
Street  Wa'^hington.  DC.  and  on  July  18 
and  19  and  August  15  and  16,  1977,  at 
locations  to  be  determined  later.  Initial 
notice  of  the  June  meeting  wa.';  published 
In  the  Federal  Register  on  April  1,  1977. 

The  summarized  agenda  for  the  July 
and  August  meetings  will  be  published 
in  the  Federal  Register  at  a  later  date 
The  summarized  agenda  for  the  June 
meeting  L«  as  follows : 

1  Discussion  of  regulation  of  special- 
ist--^  and  market  makers  in  light  of  the 
removal  of  off-board  trading  restrir- 
tions. 

2  Di.^cussion  of  what  constitutes  an 
effective  rompasite  quotation  system  for 
listed  .securities. 

3  Discussion  of  a  broker's  obligation 
to  obtain  "best  executlcm"  for  Its  custo- 
mer. 

4  Discussion  of  such  other  matters  as 
may  properly  be  brought  before  the 
Board. 
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FurUier  information  may  be  obtained 
by  writing  Martin  L.  Budd.  Executive 
Director,  National  Market  Advisory 
Board  Staff.  Securities  and  Exchange 
Commission,  Washington,  D.C.  20549. 

George  A.  Fitzsimmons, 

Secretary. 

Ua\  20,  1977,^ 

I FR  Doc.77/l5^F  Kiled  6   1   77  8;45  am] 


ADMiNISTRATl\4E   CONFERENCE 
OF   THE    UNiTED   STATES 

SfLECT    Cn.MMITTtE    ON    EX    PARTE 
COMMUNICATIONS    iN    RULEMAKING 

Meeting 

Pursuant  to  the  Federal  Advisory 
Conunittee  Act  (Pub.  L.  92-463 '.  notice 
is  hereby  givtn  of  a  meeting  of  the  Se- 
lect Committee  on  Ex  Pa:  te  Communica- 
tions In  Rulemaking  of  the  Administra- 
tive Conference  of  the  United  States,  to 
be  held  at  2:30  p.m..  June  6.  1977  iii  the 
offices  of  the  Administrative  Conference 
of  the  United  State<^.  21J0  L  ShTft  N\V., 
Washington.  DC. 

The  Committee  v,ill  meet  to  con.=;ider 
organizational  matters  and  the  prepa- 
ration of  a  report  and  proposed  recom- 
mendation on  tlie  rubjoct  of  treatment 
of  ex  parte  communications  to  agency 
officials  in  informal  rulemaking. 

Attendance  i-s  open  to  the  interested 
public,  but  limited  to  the  space  available. 
Persons  wishing  to  attend  are  requested 
to  notify  this  office  the  morning  of  the 
meeting.  The  Committee  Chairman  may, 
if  he  deems  it  appropriate,  permit  mem- 
bers of  the  public  to  present  oral  state- 
ments at  the  meeting;  any  member  of 
the  public  may  file  a  written  statement 
with  the  Committee  before,  during  or 
after  the  meeting. 

This  meeting  has  been  scheduled  on 
short  notice  because  of  the  need  for 
prompt  action  to  get  this  study  under 
way.  Any  Committee  decision  re^^arding 
the  content  of  a  proposed  recommenda- 
tion will  be  subject  to  furtl^er  considera- 
tion at  a  subsequent  Committee  meeting. 

For  furtiicr  uiformation  concerning 
this  Committee  meeting  contact  Richard 
K.  Berg  '202i  254-7020.  Minutes  of  the 
meeting  will  be  available  on  request. 

RICH.^Rn  K    Berg. 
E.TfCttfire  Dirtctor. 
May  31,  1977. 
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DEPARTMENT   OF   AGRICULTURE 

Forest  Service 

ASHLEY   TIMBER   MANAGEMENT  PLAN 

Availability  of  Draft  Environmental 
Statement 

Pursuant  to  section  102i2iiC>  of  the 
National  Environmental  Policy  Act  of 
1969.  the  Forest  Service,  Department  of 
.Airriculture.  has  prepared  a  draft  en- 
vironmental statement  for  Ashley  Tim- 
ber Management  Plan.  Ashley  National 
Poorest,  Utah  Wyoming  The  Forest  Serv- 


NOTICES 

ice    report    number    is    USDA-PS-DES 
i.Admi    R4-77-4. 

The  Ashely  National  Forest  Timber 
Management  Plan  describes  the  full 
range  of  timber  managemet  objectives 
and  activities  from  land  and  resources 
allocated  by  Ranger  District  Multiple  Use 
Plans.  The  timber  management  plan  re- 
flects changes  in  potential  jield  resulting 
from  land  allocated  for  timber  manage- 
ment in  these  revised  multiple  use  pans 
and  from  a  timber  resource  inventory 
conducted  in  1972.  While  the  proposed 
plan  is  based  on  the  1969-72  multiple  use 
plans,  it  is  consistent  with  management 
decisions  in  two  land  management  plans 
being  developed  and  tlie  Vernal  plan  ap- 
proved in  1974. 

This    draft   environmental   statement 
was  transmitted  to  CEQ  on  May  25.  1977, 
Copies  are  available  for  inspection  dur- 
ing regular  working  houi-s  at  the  follow- 
ing locations : 

usn.^,  Forest  Service,  South  Agriculture 
Bidg  .  Room  3230,  12th  St.  and  Independ- 
ence Ave.,  SW  ,  Washington,  D.C.  20250. 
Regional  Planning  &  Budget  Office,  USDA. 
Forest  Service.  Federal  Building,  Boom 
4120,  324-25th  Street,  Ogden,  Utah  84401. 
Forest  Supervisor,  Ashley  National  Forest, 
437  East  Main  Street,  Vernal,  Utah  84078. 

A  limited  number  of  single  copies  are 
available  upon  request  to  Forest  Super- 
visor Rjbert  A  Rowen,  Ashley  National 
Forest,  437  East  Main,  Vernal,  Utah 
r.4078. 

Copies  of  Ihc  enviroiunental  statement 
have  been  sent  to  various  Federal.  State, 
and  local  agencies  as  outlined  in  the  CEQ 
Guideiines. 

Comments  are  invited  from  the  public, 
and  from  State  and  local  agencies  which 
are  authorized  to  develop  and  enforce 
environmental  standards,  and  from  Fed- 
eral agencies  having  jurisdiction  by  law 
or  special  expertise  with  respect  to  any 
environmental  impact  involved  for  which 
comments  have  not  been  requested  spe- 
cifically. 

Comments  concerning  the  proposed 
action  and  requests  for  additional  in- 
formation should  be  addressed  to  Forest 
Supervisor  Robert  A.  Rowen,  Ashley  Na- 
tional Forest.  437  East  Main,  Vernal, 
Utah  84078. 

Comments  must  be  received  by  July 
25.  1977,  in  order  to  be  considered  In 
the  preparation  of  the  final  envlron- 
ment.al  statement. 

Dated:  May  25.  1977. 

Georgk  Bobinsok. 
Acting  Director, 
Regional  Planning  and  Budget. 
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CIVIL  AERONAUTICS  BOARD 

[Docket    29133.    .^reement    C.A.B.    26622, 
Order  TT-.5-136] 

INTERNATIONAL  AIR   TRANSPORT 
ASSOCIATION 

Passenger  Fares 

Issued  under  delegated  authority.  May 
25,  iy77. 


An  agreement  has  been  filed  with  the 
Board  pursuant  to  section  412(a)  of  the 
Federal  Aviation  Act  of  1958  (tlie  Act' 
and  Part  261  of  the  Board's  Economic 
Regulations  between  various  air  carriers, 
foreign  air  carriers,  and  other  camere 
embodied  in  the  resolutions  of  the  Joint 
Traffic  Conferences  of  the  International 
Air  Transport  Association  iIATA).  Tlie 
agreement,  adopted  by  mail  vote,  has 
been  assigned  the  atxjve  C.A.B.  agree- 
ment number. 

The  agreement  would  estabhsh  add-on 
fare  levels  used  to  construct  through 
fares  between  Aleppo,  Syria  and  inter- 
national points.  The  effect  of  this  action 
would  common-fare  Aleppo  with  Dama.';- 
cus,  to  reflect  the  recent  institution  of 
direct  international  service  for  Aleppo. 
The  agreement  has  direct  apphcation 
in  air  transpK)rtation  insofar  as  it  in- 
volves fares  to  from  United  States 
points,  and  it  will  herein  be  approved, 
provided  that  approval  is  subject,  where 
applicable,  to  conditions  previoiisly  im- 
posed by  the  Board. 

Pursuant  to  authority  duly  delegated 
by  the  Board'.s  Regulations  14  CFR 
385.14,  it  is  not  found  that  PwCsolutions 
200,  JT12,  JT23(Mail  125)  005mm,  in- 
corporated in  Agreement  C.AJB.  26622, 
are  adverse  to  the  public  interest  or  in 
violation  of  the  Act  insofar  as  they  have 
direct  application  in  air  transportation 
as  defined  by  tlie  Act.  provided  that  ap- 
proval is  subject,  where  applicable,  to 
conditions  previou.'^ly  imposed  by  the 
Board. 

Accordingly,  it  is  ordered.  That:  Agree- 
ment C.A.B.  26622  be  and  hereby  is  a-  - 
proved  subject,  where  applicable,  to  con- 
ditions previously  imposed  by  the  Board. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order  pursuant  to  the 
Board's  Regulations.  14  CFR  385.50.  may 
file  such  petition  within  ten  days  after 
the  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be- 
come the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above  pe- 
riod, unless  within  such  period  a  petition 
for  review  thereof  is  filed  or  the  Board 
gives  notice  that  it  will  review  this  order 
on  its  own  motion. 

This  order  will  be  published  Ln  the 
Federal  Register. 

Phyllis  T.  K,\yior, 
Secretary. 

(FR  Doc.77-156n  Piled  8-1-77:8:45  am] 


[Docket  29123.  Agreement  CAB.  26623,  R-1 
and  R-2.  Agreement  CAB.  26624,  R~l 
through  B-*,  Order  77-5-138] 

INTERNATIONAL  AIR  TRANSPORT 

ASSOCIATION 

Passenger  Fares 

Issued  under  delegated  authority 
May  25.  1977. 

Agreements  have  been  filed  with  the 
Board  pursuant  to  section  412 ia>  of  the 
Federal  Aviation  Act  of  1958  (the  Act) 
and  Part  261  of  the  Board's  Ecc«iomlc 
Regulations  between  various  air  carriers, 
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foreign  air  earners,  and  other  carriers 
embodied  in  the  resolutions  of  the  Joint 
Traffic  Conferences  of  the  International 
Air  Transport  Association  (LATA).  Tbe 
agreements  were  adopted  by  mail  vote 
and  have  been  assigned  the  above  CAB. 
agreement  numbers. 

The  agreements  would  amend  the  res- 
olutions establishing  add-on  fare  levels 
used  to  construct  through  fares  between 
Interior  points  In  FYance  and  points  in 
tiie  Western  Hemisphere.  In  general, 
sidd-on  amounts  for  first-class  and  econ- 
omy-class fares  from  Nice  and  Paris  to 
French  provincial  points  would  be  in- 
creased, to  reflect  recent  Increases  in 
French  domestic  fares. 

We  will  approve  the  agreement  inso- 
far as  the  fares  established  under  these 


agreements  are  combinable  with  fares 
to  from  the  United  States  and  thus  have 
Indirect  application  In  air  transportation 
as  defined  by  the  Act,  provided  that  ap- 
proval Is  STjbject,  where  applicable  to 
conditions  pre\iously  imposed  by  the 
Board. 

Piirsuant  to  authority  duly  delegated  by 
the  Boards  Regulations  14  CFR  385.14, 
it  is  not  found  that  the  following  resolu- 
tions, incorporated  in  the  agreements  in- 
dicated and  which  have  indirect  applica- 
tion in  air  transportation  as  dcfmed  by 
tlie  Act.  are  adverse  to  the  public  interest 
or  In  violation  of  the  Act.  provided  that 
approval  Is  subject,  where  applicable,  to 
conditions  previously  imposed  by  the 
Board: 


Till.';  order  shall  be  effective  and  be- 
come the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above 
period,  luiless  within  such  period  a  peti- 
tion for  re\1ew  thereof  Is  filed  or  the 
Board  gives  notice  that  it  will  review  this 
order  on  its  own  motion. 

Tills  order  will  be  published  in  tlie 
Federai  Register. 

Phyllis  T.  Kaylor. 
Secretary 
IFB  Doc  77-15613  Filed  6-l-77;8:45  ani| 


Agreemeut 
CAB 


lATA  No. 


Title 


ApplicttUoD 


26623: 

R-1...- 

R-2.... 
2««*24: 

R-1.... 

R-2.... 

R-8...- 


OMa  North  AllanUc  Normal  First-Class  Fares  (Amending) 1/3. 

0643  North  AUanlic  Economy-Clas.*  Fares  (Amending) 1/8. 

064b  Mid  Atlantic  Normal  Firyt -Class  K<j-e£  (Amending) 1/8. 

064b  Mid  AUanUc  Econotny.Class  Fare-s  (.^Jnendingl 1/3. 

054c  Sooth  AUantif  .Normal  Fir5tt-Cla.ss  Fares  (Amending) 1/2. 

064c  South  Atlantic  Economy  ria.<i.>:  Faros  (Amending) 1/2. 


Accordingly,  it  is  ordered,  That: 
Agreement  CA.B.  26623.  R-1  and  R-2, 
and  Agreement  CA.B.  26624,  R-1 
through  R^4,  be  and  hereby  are  ap- 
proved, provided  that  approval  Is  sub- 
ject, where  applicable,  to  conditions 
previously  imposed  by  the  Board. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order,  pursuant  to  the 
Board's  Regulations,  14  CFR  385.50.  may 
file  such  petitions  within  ten  days  after 
the  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be- 
come the  action  of  tiie  Civil  Aeronautics 
Board  upon  expiration  of  the  above  peri- 
od, unless  within  such  period  a  petition 
for  review  thereof  is  filed  or  the  Board 
gives  notice  that  It  will  review  this  order 
on  Its  own  motion. 

ThlB  order  win  be  published  In  the 
Pkdiral  Register. 

Phyllis  T.  Kaylor. 
Secretary. 

|FR  E)oc.77-15fll2  FUed  »-l-77;8:45  am] 


(Docket  2©123,  Agreement  CA3    06616,  R-1 
ttorough  KS,  Order  77-6-140] 

INTERNATIONAL  AIR  TRANSPORT 
ASSOOATION 

Baggage  Matters 

Issued  under  delegated  authority 
May  26,  1977. 

An  agreement  has  been  filed  with  the 
Boexd  pursuant  to  section  412(a)  of  th© 
Federal  Aviation  Act  of  1958  (the  Act) 
and  Part  261  of  the  Board's  EcMiomlc 
Regulations  betweoi  various  air  carriers, 
foreign  air  cfUTlesrs,  and  other  carriers 
embodied  In  the  rescdutions  of  the  Traffic 
Conferences  of  the  International  Atr 
Transport  Association  (lATA) .  The 
agreement,  adopted  by  mall  vote,  has 
been  assigned  the  above  CA.B.  agree- 
ment numbo'. 

The  agreement  vould  aet  forth  recom- 
mended procedures,  which  are  not  bind- 


ing upon  all  member  carriers,  to  follow 
when  a  passenger's  free  baggage  allow- 
ance is  based  upon  number  of  pieces  of 
baggabe  rather  than  weight.  The  teclini- 
cal  procedures  cover  alterations  to  flight- 
coupons,  involuntar>-  change  of  routing, 
pooling  of  free  allowances,  a  choice  of 
free  baggage  system  at  the  passenger's 
option  for  those  tickets  issued  prior  to 
Implementation  of  the  piece  system,  and 
several  other  changes  to  existing  recom- 
mended practices  to  facilit.ate  tran.sfer 
from  a  weight-based  to  a  piece-based 
baggage  system.  We  will  approve  the 
agreement  inasmuch  as  the  new  and 
changed  recommended  practices  repre- 
sent changes  necessary  to  the  implemen- 
tation of  the  piece -ba-sed  baggage  system 
recently  approved  by  the  Board  In 
Order  77-4-97.  April  20,  1977.  Our  ap- 
proval of  course.  Is  subject  to  all  condi- 
tions set  forth  in  that  April  order. 

Pursuant  to  authority  duly  delegated 
by  the  Board  In  the  Board's  Regulations 
14  CFR  385.14,  It  is  not  found  that  the 
following  recommended  practices.  In- 
corporated In  Agreement  CA.B.  26615 
as  Indicated,  are  adverse  to  the  pubUc  in- 
terest or  In  violation  of  the  Act  provided 
that  approval  Is  subject,  jis  may  be  ap- 
plicable, to  conditions  laid  down  by 
Order  77-4-97. 
AgT«eme>nt 

28616:  lATA  resolution 

R-l.. 100    (Man    130)1008,    200 

(MaU       130)1008,      300 
(Man  13011006 

R-2..- _■     100(Mall    180)  1303c,    300 

(MaU     130)  1803c,     300 
(MaU  180)  1303c. 

R-3- 100(MftU     130)1310,     200 

(Man      130)1310,      300 
(MaU  130)1810 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order,  pursuant  to  the 
Board's  Regulations,  14  CFR  385.50  may 
file  Bucb  petlUoDs  within  ten  days  after 
the  date  of  service  of  this  order. 


I  Docket  23080-2.  Order  77  5   i:?4) 

PRIORITY  AND  NONPRIORITY  DOMESTIC 
SERVICE   MAIL   RATES — PHASE   2 

Order  Fixing  Temporary  Mail  Rates 

Issued  under  delegated  auU-ionty  May 
25,  1977. 

By  Order  77-5-47.  dated  May  11,  1977. 
the  Board  directed  all  Interested  persons, 
particularly  the  Postmaster  General  and 
all  carrier  pari-ies  of  record  in  Docket 
23080-2,  to  show  cause  wliy-  tlie  Board 
should  not  amend  Its  temporao'  rate 
order '  so  as  to  reflect  the  minimum 
chargeable  weight  and  pickup  and  deliv- 
er>-  chfirgep  profx>sed  in  the  show-cause 
order  for  U3-X  containers 

The  time  deslgiiated  for  filing  notice 
of  objecuon  has  elapsed  and  no  notice 
of  objection  or  answer  to  the  order  has 
been  filed  by  any  person  All  parties  have, 
therefore,  waived  the  right  to  a  hearing 
and  all  other  procedural  steps  short  of  a 
final  decision  by  the  Board. 

Upon  considerauon  of  the  record,  tlie 
findings  and  conclusions  set  forth  in  said 
Order  are  hereby  reaffirmed  and  adopted. 

.'Vccorduigly,  pursuant  to  the  Federal 
A\iation  .^ct  of  1958.  as  amended,  and 
particularly  sections  204(a)  and  406 
thereof,  tlie  regulations  promulgated  in 
14  CFR  Part  302,  and  the  autliorlty  duly 
delegated  by  the  Board  In  its  Organiza- 
tion Regulations.  14  CFR  385.16<gi: 

It  is  ordered.  That  1  Subparagraph.* 
ie»  and  ig>  of  ordering  paragraph  3  of 
Order  74-1-89.  January  16.  1974.  be  and 
hereby  are  amended  by  changing  "LXX- 
W"  In  tlie  columns  headed  "Container 
Type'  to  "LD-'W  LI>-X' 

2.  The  temporarj-  service  mail  rates  es- 
tablished herein  shall  be  paid  in  Uieir  en- 
tirety by  the  Postmaster  General  and 
shall  be  subject  to  retroaotive  adjust- 
ment as  may  be  required  by  the  order  es- 
tablishing final  service  ,mall  rates  In 
Docket  23080-2:  and 

3.  This  order  shall  be  served  upon  all 
parties  to  Docket  23080-2. 

Persons  entitled  to  petition  the  Board 
for  review  of  thL^  order  pursuant  to  the 
Board's  Regulations,  14  CFR  385.50.  may 
do  so  within  ten  days  after  the  date  of 
service  of  this  order 

This  order  shall  be  effective  and  be- 
come the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above  pe- 
riod unless  within  such  period  a  petition 
for  review  thereof  Is  filed  or  the  Board 


'Order     74-1-68,     January     16 
amended. 


1974 
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gives  notice  that  It  wOl  review  this  order 
on  Its  own  motion. 

This  order  shall  be  published  in  the 
Federal  Recistkh. 

Phyllis  T.  Kaylor, 

•         Secretary. 

I  FR  Doc. 77-15610  Piled  &- 1-77;  8  45  ami 


CIVIL  RIGHTS  COMMISSION 
ILLINOIS  ADVISORY  COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  is  licreby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  UJ5.  ConamLssion  on  Civil  Rights, 
that  a  planning  meeting  of  the  Illinois 
Advtsoi-y  Committee  tSAO  of  the  Com- 
mission will  convene  at  1 :00  p  m.  and  will 
end  at  3:30  p.m.  on  June  23.  1977,  at  230 
South  Dearborn  Street.  Room  3280.  Chi- 
cago. Illinois  60604. 

Persons  wishing  to  attend  tliis  open 
meeting  siiould  contact  the  Committee 
Chairperson,  or  the  Midwestern  Regional 
Office  of  the  Commission.  230  South 
Dearborn  Street.  32nd  Floor.  Chicaeo,  Il- 
linois 60604. 

The  purpose  of  thi<  meeting  is  to  de- 
velop a  proposal  for  tlie  Chicago  school 
desegregation  project  by  the  Education 
Subconimittee. 

This  meeting  will  be  conducted  pur- 
.^uant  to  the  provisions  of  the  Ri.ilcs  and 
ReguUUons  of  the  Commission- 
Dated  at  Washington.  DC.   May   27. 
1977. 

John  I.  Binkley. 
Advisory  dnnviittee 
Management  Officer 

IFRDoc.77  15603  FUcd  6   1   77;8  45  am] 


MICHIGAN    ADVISORY    COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  L=;  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  CommLssion  on  Civil  Rights, 
that  a  planning  mectmg  of  tiic  Michigan 
Advi.'-ory  Committee  iSAC)  of  the  Com- 
mission will  convene  at  10  00  a.m.  and 
will  end  at  5  00  p  m  on  June  17.  1977.  at 
the  Holiday  Inn.  175  and  Holland  Ave- 
nue, Saginaw.  Michigan  48605. 

Persons  wishing  to  attend  this  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Midwestern  Re- 
gionsil  Office  of  the  Commission.  230 
South  Dearborn  Street.  32nd  Floor.  Chi- 
cago, Illinois  60604 

The  purpose  of  this  meeting  is  to  con- 
tinue discussion  of  future  projects  and 
receive  preliminary  ijiformatlon  on 
Traverse  City  and  Indian  concerns  and 
monitor  local  HUD  programs  and  otlier 
business. 

This  meeting  will  be  conducted  pur- 
.suant  to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

Dated  at   Washington.   DC  .   May  27, 

John  I.  Binkley, 
Advisory  Committee 
Management  Officer. 

[FR  Doc. 77   15604  Piled  *  1  77:8:45  am] 
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WISCONSIN  ADVISORY  COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  Is  hereby  given,  pursuant  to  th« 
provisions  of  the  Rules  and  RegiUatlMM 
of  tlie  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Wiscon- 
sin Advisory  Committee  (SAC)  of  the 
Commission  will  convene  at  1  pjn.  and 
wiU  end  at  5  p.m.  on  June  24.  1977,  at  the 
Madison  Concourse  Hotel.  1  West  Day- 
ton, Madison,  Wisconsin  53703. 

Persons  wishing  to  attend  this  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Midwestern  Regional 
Office  of  Commission,  230  South  Dear- 
born Street,  32nd  Floor,  Chicago,  Illi- 
nois 60604. 

The  purpose  of  this  meeting:  1.  State 
Advisory  Committee  functions  and  op- 
erations Commission  structure  and  op- 
erations: 2.  Role  of  Regional  Office  and 
3.  Discuss  and  priorities  civil  rights  Is- 
sues. 

This  meeting  will  be  conducted  pursu- 
ant to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

Dated  at  Washington.  D.C.,  May  27, 
1977. 

John  I.  Bit.kley. 
Advisory  Committee  Management 

Officer. 

pp.  Doc  77   15605  Piled  6-l-77;8:45  am] 

DEPARTMENT   OF  COMMERCE 

National  Ocean-c  and  Atmospheric 
Administration 

ENDANGERED   SPECIES 

Re-c^  t  of  Amplications  for  Certificates  of 
Exemption 

Notice  is  hereby  given  that  the  follow- 
ing applicants  have  applied  in  due  form 
for  Certificates  of  Exemption  under  Pub. 
L.  94-359.  and  the  regulations  issued 
thcreimder  (50  CPR  Part  222,  Subpart 
B> .  to  engage  in  certain  commercial  ac- 
tivities with  respect  to  pre- Act  endan- 
gered species  parts  or  products. 

Applicants: 

1  PhUUps  Gift  Center.  Inc.  a  k/a,  Scrim- 
shaw Handicrafts.  230  Commercial  Street, 
Provincetowa.  Massachusetts  02657. 

Period  of  Exemption:  The  applicant 
re<3uests  that  the  period  of  time  to  be 
covered  by  the  Certificate  of  Exemption 
begin  on  the  date  of  the  original  issuance 
of  the  Certificate  of  Exemption  and  be 
e!Tr  ctive  for  a  3 -year  period 

Commercial  activities  exempted:  (i'> 
The  prohibition,  as  set  forth  in  section 
9^aMlMA>  of  the  Act,  to  export  any 
such  species  part  from  tlie  United  States ; 
1  ii;  The  prohibitions,  as  set  forth  in  sec- 
tion 9(a)<l>(E)  of  the  Act.  to  deliver, 
receive,  carry,  transport,  or  ship  in  inter- 
state or  foreign  commerce,  by  any  means 
whatsoever  and  in  the  course  of  com- 
mercial activity  any  such  species  part; 
(111)  The  prohibitions,  as  set  fortJi  in 
section  9(ai!l)(F)  of  the  Act.  to  sell 
or  offer  for  sale  in  interstate  or  foreign 
commerce  any  such  species  part. 

Ports  or  products  exempted:  Finished 
scrimshaw  products  to  be  made  from  ap- 
proximately 2.500  pounds  of  raw  whale 


teeth,  500  pounds  of  polL-^hed  whale 
teeth.  5,000  slices  of  whale  teeth  (3-4 
mm.  thick)  and  200.000  odd  shaped  pieces 
ot  whale  teeth  (10-20  mm.  thick) . 

a.  Jerry  Howard  WlUlamson.  112  Southern 
Street,  Pensacola,  Florida  32503. 

Period  of  Exemption:  The  applicant 
requests  that  the  period  of  time  to  be 
covered  by  the  Certificate  of  Exemption 
begin  on  the  date  of  the  original  issuance 
of  the  Certificate  of  Exemption  and  be 
effective  for  a  3 -year  period. 

Commercial  activities  exempted:  (D 
The  prohibition,  as  set  forth  in  section 
9(a)  (1)  (E)  of  the  Act.  to  deliver,  receive, 
carry,  transport,  or  ship  in  interstate  or 
foreign  commerce  by  any  means  whatso- 
ever and  in  Jhe  course  of  commercial  ac- 
tivity any  such  species  part;  (11)  The 
prohibition,  as  set  forth  in  section  9(a> 
(1)  (F)  of  the  Act.  to  sell  or  offer  for  sale 
in  interstate  or  foreign  commerce  any 
such  species  part. 

Parts  or  products  exempted:  FinLshed 
scrimshaw  products  to  be  made  from 
approximately  408  raw  sperm  whale 
teeth. 

Written  comments  on  these  applica- 
tions may  be  submitted  to  the  Director. 
National  Marine  Fisheries  Service,  De- 
partment of  Commerce,  Washington, 
D.C.  20235  within  30  days  of  the  publi- 
cation of  this  notice. 

Dated:  May  26.  1977. 

Robert  J.  Aykrs, 
Acting    Assistant    Director    lor 
Fisheries    Management.    Na- 
tional Marine  Fisheries  Serv- 
ice. 
IFR  Doc.77-15628  Filed  6-l-77;8:45  am] 


NEW  ENGLAND  FISHERY  MANAGEMENT 
COUNCIL'S  SCIENTIFIC  AND  STATISTI- 
CAL  COMMITTEE 

Public  Meeting 

Notice  is  hereby  given  of  a  meeting 
of  the  Scientific  and  Statistical  Com- 
mittee of  the  New  Eiigland  Fishery 
Management  Council,  established  by 
section  302  of  the  Fishery  Conservation 
and  Management  Act  of  1976  (Pub.  L. 
94-265 ) . 

The  New  England  Fishery  Manage- 
ment Council  has  authority,  effective 
March  1,  1977,  over  fisheries  within  the 
fishery  conservation  zone  adjacent  to  the 
states  of  Maine,  New  Hampshire,  Mas- 
sachusetts. Rhode  Island,  and  Connect- 
icut. The  Coimcn  will,  among  other 
things,  prepare  and  submit  to  the  Secre- 
tary of  Commerce  fishery  manage^ment 
plans  with  respect  to  fisheries  witliin  its 
area  of  authority,  prepare  comments  on 
applications  for  foreign  fishing,  and  con- 
duct public  hearings  The  Scientific  and 
Statistical  Committee  assists  the  Coun- 
cil in  the  development,  collection  and 
evaluation  of  such  statistical,  biological, 
economic,  social  and  other  scientific  in- 
formation as  is  relevant  to  the  Council's 
development  and  amendment  of  illshery 
raa^iagement  plans. 

The  meeting  of  the  Scientific  and 
Statistical  Committee  will  be  held  on 
June  21,  1977,  from  9:30  a.ni.  to  4  pan. 
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respectively,  at  the  New  England  Fishery 
Management  Council,  Peabody  Office 
Building,  One  Newbury  Street,  Peabody. 
Massachusetts.  The  meeting  may  be  ex- 
tended or  shortened  depending  on  pro- 
gress on  the  agenda. 

Proposed  Agenda 

1.  Review  of  Nonhwest  Atlantic  SUKk  Ajb- 
sessments 

2.  Review  of  Status  of  Herring  Stocks. 

3.  Management  Objectives.  Herrtng.  Scal- 
lops and  Whiting 

4.  Other  Business. 

This  meeting  Is  open  to  the  pubhc  and 
there  will  be  seating  for  approximately 
twenty  public  members  available  on  a 
first-come,  first-served  basis.  Members 
of  the  public  having  an  Interest  in  spec- 
ific items  for  discussion  axe  also  advised 
that  agenda  changes  are  at  times  made 
prior  to  the  meeting.  To  receive  informa- 
tion on  changes,  if  any,  made  to  the 
agenda.  Interested  members  of  the  pub- 
lic should  contact:  on  or  about  June  10, 
1977: 

Mr  Spencer  Apollonlo.  Executive  Director, 
New  England  Fishery  Management  Ooun- 
cU.  Peabody  Office  Building.  One  Newbury 
Street,  Peabody,  Massachusetts  01960.  817- 
636-6+60. 

At  the  discretion  of  the  Council  stnd 
Its  Committees,  Interested  members  of 
the  public  may  be  permitted  to  speak 
at  times  which  wUl  allow  the  orderly 
conduct  of  business.  Interested  members 
of  the  public  who  wish  to  submit  written 
statements  should  do  so  by  addressing 
Spencer  Apollonlo  at  the  above  address. 
To  receive  due  consideration  and  facil- 
itate Inclusion  of  these  comments  in  the 
record  of  the  meetings,  tjTJewritten 
statements  should  be  received  within  10 
days  aiter  the  close  of  the  meetings. 

Dated:  May  31.  1977. 

WlNFRED  H.  MEIBOHM. 

Associate  Director,  National 
Marine  Fisheries  Service. 

(PR  Doc.77-16807  Filed  6-  l-77;8:45  ami 

DEPARTMENT  OF  DEFENSE 

Department  of  the  Army 

SHORELINE   EROSION  ADVISORY   PANEL 

Open  Meeting 

Pursuant  to  Section  10(a)  of  the  Fed- 
eral Advisory  Committee  Act  (Pub.  L.  92- 
463) ,  notice  is  hereby  given  of  a  meeting 
of  the  Shoreline  Erosion  Ad\isory  Panel 
on  23-24  June  1977. 

The  meeting  will  be  held  in  the  Shen- 
andoah BC  Room  of  the  Ramada  Iim. 
1900  Fort  Myer  Drive.  ArUngton  (Ross- 
lyn),  Virginia,  from  0830  hours  to  1630 
hours  on  23  Jtme  and  from  0830  hours  to 
1245  hours  on  24  June  1977. 

The  meeting  will  be  devoted  to  pres- 
entatlcwis  c«i  Interlocking  concrete 
blocks  as  a  shore  protection  device:  on 
the  Low  Cost  Shore  Protection  Program 
at  the  Virginia  Institute  of  Marine  Sci- 
ences; briefings  on  preliminary  plans  of 
the  San  Francisco.  Buffalo,  Charleston, 
Jacksonville.  MobDe.  and  Philadelphia 
Districts  and  discussions  by  the  Panel; 


on  OCE  Guidance  to  the  Coastal  Engi- 
neering Research  Center  and  the  Panel 
on  data  compilation  and  report  preptira- 
tlon;  and  dissemination  of  information 
discussion. 

Participation  by  the  pubUc  is  sched- 
uled on  the  agenda  at  1530  hours  on  23 
Jime  1977. 

All  of  the  meeting  will  be  open  to  the 
public  subject  to  the  following  limita- 
t.ons: 

a.  As  the  seating  capacity  of  the  meet- 
ing room  is  limited,  it  Is  desired  that 
advance  notice  of  intent  to  attend  be 
provided.  This  will  assure  adequate  and 
appropriate  arrangements  for  all  attend- 
ants. 

b.  Written  statements,  to  be  made  a 
part  of  the  minutes,  may  be  submitted 
prior  to.  or  up  to  30  days.'  following  the 
meeting,  but  oral  participation  by  the 
public  is  limited  because  of  the  time 
schedule.  Inquiries  may  be  addressed  to 
Colonel  John  H.  Cousins.  Executive  Sec- 
retary. Shorehne  Erosion  Advisory  Panel, 
Kingman  Building,  Fort  Belvolr.  Virginia 
22060,  Telephone  325-7000. 

Dated:  May  18, 1977. 

By  authority  of  the  Secret.ar>-  of  the 
Army. 

Rome  D.  Smyth, 
Colonel,  United  States  Army  Di- 
rector,  Administrative  Man- 
agement. 

IFR  Doc .77 -15663  Piled  6-1-77:8  45  am] 

ENERGY   RESEARCH   AND 
DEVELOPMENT  ADMINISTRATION 

ADVISORY  COMMITTEE  ON  GEOTHERMAL 
ENERGY.  TECHNOLOGY  UTILIZATION 
SUBCOMMITTEE 


Meeting 


May  27.  1977. 


In  siccordance  with  provisions  of  Pub. 
L.  92-463  (Federal  Advisory  Committee 
Act),  the  Technology  Utilization  Sub- 
committee of  the  Advisory  Committee  an 
Geothermal  Energy  wUl  hold  Its  first 
meeting  on  FYlday.  June  17.  1977.  from 
9:30  a.m.  to  4:30  p.m.,  Arizona-Nevada 
Room,  28th  floor,  Tlshman  Building,  525 
Market  Street,  San  FYancisco,  California. 
This  meeting  will  be  open  to  the  public. 
The  purpose  of  this  meeting  is  to  review 
plans  and  activities  of  the  Division  of 
Geothermal  Energj-,  U.S.  Energy  Re- 
search and  Development  Administration ; 
in  particular,  to  discuss  and  to  provide 
advice  on  programs  and  approaches  to 
effective  government-industry  coopera- 
tion with  respect  to  technology  utiliza- 
tion problems  in  the  development  of  geo- 
thermal energy. 

The  tentative  agenda  for  the  meeting 
is  as  follows : 

9:30  ajn. — Introductory  remarks.  Ben  Holt. 
CThalrman. 

9:45  am— ERDA'B  plans  for  1978  and  be- 
yond. Ronald  S   H.  Toma.  ERDA. 

11  am — ErtscuBslon  of  utilization  exi>erl- 
ments.  Jack  Thomas. 

12  noon — Lunch. 

1  p.m — Discussion  of  hydrothermal  tech- 
nology  application.   Vaael   Roberts. 


9  pjn. — Dlscu86ion  of  advanced  technology 
application.  Olenn  Ooury 

S  pjn. — Dl3C\i86k>n  of  environmental  con- 
trol studlee,  Robert  Axtmann. 

4  pjn. — Ooncluslons  and  recommendations, 
Ben  Holt 

4:30  p.m — Adjourn. 

Practical  considerations  may  dictate  al- 
terations in  the  above  agenda. 

This  will  be  a  working  meeting  and 
the  Chairman  Is  empowered  to  conduct 
the  meeting  in  a  marjier  that  In  his 
Judgment  will  facilitate  the  orderly  con- 
duct of  bu.«iness. 

With  res[:)ect  to  public  participation 
In  agenda  items,  scheduled  above,  the 
following  requirements  shall  apply: 

(ai  Persons  wishing  lo  submit  written 
statements  on  agenda  items  may  do  so 
by  mailing  12  copies  thereof,  postmarked 
no  later  than  June  8  1977.  to  the  Direc- 
tor, Division  of  Geothermal  Energy,  U.S. 
Energy-  Research  and  Development  Ad- 
ministration, 20  Massachusetts  Avenue 
NW..  Washington.  DC.  20545.  Comment 
shall  be  directly  relevant  to  the  above 
agenda  items.  Minutes  of  tiie  meeting 
will  be  kept  open  for  30  days  for  the  re- 
ceipt of  written  statements  for  the 
record. 

<b)  Information  as  to  whether  the 
meeting  has  been  rescheduled  or  relo- 
cated can  be  obtained  by  a  prepaid  tele- 
phone call  on  June  14.  1977,  to  the  Divi- 
sion of  Geothermal  Energy,  Energy  Re- 
search and  Development  Administration. 
Helen  Kni{X)vich  on  202-376-4904  be- 
tween 8:30  a.m.  and  5  pm..  EST 

(c>  Questions  at  the  meeting  may  be 
propounded  only  by  members  of  the  Sub- 
committee and  ERDA  official  a.ssigned  to 
participate  with  the  Subcommittee  In  its 
deliberations. 

id'  Seating  to  the  public  will  be  made 
available  on  a  first-come,  first-served 
basi.-^ 

e'  Tlie  use  of  stiU,  movie,  and  tele- 
vision camera.^  Uie  physical  installation 
and  presence  of  which  will  not  Interfere 
with  the  cotirse  of  the  meeting,  will  be 
permitted  both  before  and  after  the 
meeting  and  during  the  recess.  Tl:ie  use 
of  such  equipment  will  not.  however,  be 
allowed  whUe  the  meeting  Ls  in  session. 

(fi  Copies  of  minutes  will  bo  made 
available  for  copying  following  their 
certification  by  the  Chairman  in  accord- 
ance with  the  FWieral  Advisory  Com- 
mittee Act.  at  the  Energy  Research  and 
Development  Administrations  Public 
Document  Room  20  Massachusetts 
Avenue  NW.,  Washington.  DC.  20545. 
upon  payment  of  all  charges  required 
by  law 

Harrt  L,  Peebles, 
Deputy  AdrHsory  Committee 

Management  Officer. 

[PR  Doc  77-16616  Piled  6-1-77.8:46  am] 

FEDERAL  ENERGY 
ADMINISTRATION 

FOOD  INDUSTRY  ADVISORY  COMMITTEE 

Charter  Amendment 

Tixe  notice  is  to  advise  of  a  revision  in 
tti«  Charter  of  the  Food  Industry  Ad- 


FEDERAl   REGISTE«,    VCX.    45,    NO     10* — THURSDAY,    JUNE   5,    1977 


visory  Committee  to  the  Federal  Energy 
Adminls  txaUon. 

The  Charter  pubLb-hed  In  the  Au^iist 
27,  1976.  Issue  erf  U^ie  F'kderai.  Keoistkm. 
(41  FR  36254)  Is  amend fd  to  rhange  the 
name  of  the  Natural  Gas  Subcommittee 
to  Access  to  Sources  of  E:iergr>-  Subcom- 
mittee. SpecLflcally.  tiie  Charter  ia 
amended  by  revising  Section  B-9  to  read 
as  follows: 

9.  Subcommittees — The  Food  Indus- 
try Advisory  Committee  shall  have  sub- 
committees as  follows: 

(a)  Dlstxlbutton  and  Transportation  Sub- 
committee. 

(b)  Equipment    Efficiency    S\xbcommlttecL 
(C)  RetaU  Stores  Subcommittee. 

(d)  FVxxl  Service  Operations  Subcommit- 
tee. 

(el  Industrial     Education    Subcommittee. 

(f)  Government  Regulations  Subcommit- 
tee. 

(g)  I^ture  Planning  Subcommittee. 

(h)  Accesa  to  Sources  of  Energy  Subcom- 
mittee. 

(1)  Energy  Use  Data  Subcommittee. 

(J>  Energy  Audit  Prograins  Subcommittee. 

(k)  Federal  Reporting  Program  (EPCA) 
Subcommittee. 

(1)  State  Programs/Contingency  Plana 
SubcomnUttee. 

(ml  Agriculture  Subcommittee. 

in)   Financial  Incentives  Subcommittee 

The  objective  of  these  .subcommittees 
is  to  make  recommendations  to  the 
parent  Committee  with  re.spect  to  n.at- 
ters  concemmz  food  inda'?tr>-  asix>ct.s  of 
P'EA  policies  and  prot,Tams.  The  .■sub- 
committees .shall  be  compn.sed  of  such 
members  of  the  p>arent  Committee  as 
may  be  determined  by  the  Chairman  of 
the  parent  Committee.  .Ml  actions  of  the 
subcommittees  shall  be  con.=;l,stent  witii 
the  provisions  of  B-1  through  B-11. 

The  above  amendment  is  effective  im- 
mediately. 

Issued  at  Washington.  D.C.,  on 
May  26.  1977. 

John  F.  OLe.^ry. 

Administrator. 

(FR  Doc  77-15620  Piled  6-l-77;8;45  am] 

FEDERAL   POWER   COMMISSION 

(Docket    No.    RI77-24  1 

GEORGE    HEETER,    d/b/a   VENTURE   GAS 
CO. 

Order  Granting  Petition  for  Special  Relief 

May  24.  1977, 
On  January  10.  1977,  G'-offCe  Heeter. 
dyb'a  Venture  Gas  Company  (Venture) 
filed  a  petition  for  special  relief  pursuant 
to  §  2.76  of  the  Commission's  General 
Policy  and  Interpretations.'  Venture  re- 
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quested  a  total  rate  of  61  71  cents  per  Mcf 
at  15  326  psla  for  the  sale  of  all  gas  pro- 
duced from  the  B'lln  No.  1  Well,  Redbank 
Township,  Arm.strong  County,  Pennsyl- 
vania Appalachian  .Area*,  which  la  be- 
ing sold  to  Columbia  Gas  Transmission 
Conwration  'Columbia)  pursuant  to  a 
contract  between  Venture  and  Columbia 
ciat^  E)ecember  20,  1976.  Venture  owns 
87.5%  net  working  interest  (the  total  net 
working  interest)  in  the  gas  from  this 
welL 

In  its  petition  Venture,  a  small  pro- 
ducer, states  that  in  Jung.  1971.  it  nego- 
tiated an  informal  agreement  with  Co- 
lumbia providing  for  the  rate  increase 
sought  herein  '  in  consideration  of  which 
Venture  fractured  the  Bain  No.  1  Well  on 
June  5.  1976,  at  a  total  cost  of  $5,017. 
However,  as  a  result  of  issuance  of  Order 
No.  553  on  July  27,  1976.  which  required 
smaU  producers  to  reduce  their  rates 
to  the  applicable  just  and  reasonable 
ceilings  prescribed  in  Opinion  No.  742-A,* 
Venture  was  unable  to  collect  the  in- 
creased rate  which  it  had  been  promised, 
but  instead  had  to  lower  its  rate.  Its 
present  rate  is  37.75  cents  per  Mcf  at 
15.325  psia. 

The  fracturing  referred  to  above  will 
enable  applicant  to  produce  an  addi- 
tional 28.980  Mcf  of  gas  and  no  liquids 
over  the  ne.xt  eight  years  according  to 
an  estimate  of  the  FPC  Staff  based  on 
data  supplied  by  Venture. 

Notice  of  the  petition  was  issued  on 
February  11,  1977  i42  FR  10039,  Febru- 
ary 18.  1977K  No  protests  or  petitions  to 
intervene  were  filed. 

Staff  has  reviewed  the  cost  and  reserve 
data  submitted  by  Venture  *  and  based 
thereon  has  determine  that  the  proposed 
rate  Ls  cost  justified.  Upon  consideration 
of  the  data  submitted  and  Staff's  anal- 
ysis thereof,  we  conclude  that  the  peti- 
tion should  be  granted. 

The  Comxnission  finds:  The  petition 
for  .special  relief  filed  by  Venture  in 
Docket  No.  RI77-24  meets  the  criteria 
set  forth  in  Section  2.76  of  the 
Coir.mission's  General  Policy  and 
Interpretations. 

The  Commission  orders:  (A)  The  peti- 
tion for  special  relief  filed  by  George 
Meeting,  d  b  a  Venture  Gas  Company, 
in  Docket  No  RI77-24,  is  hereby  granted. 


^ 


(B)  Venture  is  authorized  to  collect 
from  Columbia  Gas  Transmission  Cor- 
poration a  total  rate  of  61.71  cents  per 
Mcf  at  15.325  psia  'inclusive  of  all  ad- 
justments and  charges  of  whatever 
kind)  for  all  gas  produced  from  its  Bain 
No.  1  Well.  Redbank  Township,  Arm- 
strong County,  Pennsylvania,  effective 
upon  Issuance  of  this  order,  provided 
that  within  30  days  of  issuance  of  this 
order,  Venture  files  (1)  a  statement 
signed  by  Columbia  stating  that  the 
work  done  on  the  above-mentioned  well, 
as  referred  to  in  the  body  of  this  order, 
has  been  done  to  Columbia's  satisfaction 
and  (2)  an  amendment  to  its  contract 
with  Columbia  to  provide  for  the  price 
set  forth  In  tills  paragraph. 

By  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

Aftkndix  a 

George  Fleeter  doing  huHne^s  as  Vmture 
G(U  Co.  {Docket  So.  RITJ-t^],  Duane 
Hain^  WeU  No.  1.  Redbank  Township, 
Artrutronff  County,  Fa. 


'  18  CPR  2  7S  IXjUcy  With  Respect  To  Rate* 
Where  Red  ..rt-d  ITes.i'.i.res.  Need  FVr  Reoon- 
Ultionlnij,  Deeper  Drt::in|?.  Or  Otiier  Factor* 
.MaJce   f^i.-'.her   Production   Uneconomical   At 


»  U:-der  Order  No.  428,  45  FPC  454,  a  small 
producer  was  permitted  to  collect  his  con- 
tract  rate   without   refund   liability. 

•Opl.'-.lon  No.  742-A  Opinion  And  Order 
Denying  Rehearing  And  Reconsideration,  Is- 
sued July  27,  1976, 

*  See  .\ppeadl.x  A  hereto. 


LiM 

No. 

Item 

Amoant 

1 
2 
3 

UNIT  COST  0?  O.V8 

Net  working  intcrsst  ToiumeB: 

Oas  (1,000  ft'  »t  i.S..t.\VlD>a)  ' 

Liqaids  (barrels).  

25,3S8 
0 

Cost  of  producUon: 

Return  on  rate  base  si  15  pet  •.. 

D.D.  <fc  A.« 

ProducUon  expense  « 

Rfpilatory  expense  » 

Total  cost  of  production 

Unit  ca'!t  of  gas  (cents/l.OOO  ft»): 

Cost  of  producUon  ' 

I'roducUoQ  lai  '.„ 

4 

6 
8 

5.017 
10,440 

25 

9 

10 
11 
1-2 

IS,  066 

71.24 
0 

13 

71.24 

>  28,980,000  fl'  times  0.87S  net  working  InleresC 
"  Line  15  of  schedule  3  limes  0.15  limea  8  year  produc- 
Uon life. 

•  From  Uoe  6  of  scbedule  2. 

•  Based  on  estimated  1977  nro<luction  expense  of  $1,114 
escalated  5  pel  per  year  for  the  1st  5  years. 

•  Line  2  times  0.1  oentA.OOO  ft*  per  opinion  No.  749. 
■  Line  9  divided  by  line  2. 

'  No  production  lax  in  Pennsylvania. 

IN\'E8TMENT 


Lin* 
No. 


Item 


(a) 


Amount 
(b) 


1  Investment: 

2  Remainintr       net        book        ralo* 

Jan,  1,  1U77 0 

3  WeU  tracing $5,017 

4  Total  investment 5,017 

Fl           Lfss  salvage  value ' 0 

6  Depreciat-ile  inv  esunent S,  017 

7  DepreciaUon  per  unit  of  productioD  *.  $0. 197847 


■  No  salvage  valoe  considered  dne  to  life  of  project. 
»  Line  6  divided  by  Z\3.'ili,OO0  ft '. 
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AnntKti  Rc4«  Base 


sr 

N  W-!. 
pradocUian 

0» 

Beglnninf 
m  yvai' 
hut 

Men; 

«e) 

i;>«>P»T«i»- 

Year 
tavest- 

ArttTVe 

▲v«ac<  invMtaMBt: 

i,I5C,00C 

4.41a  oat 

».  780.  Cm 

1,  jk;,  r.i- 

X  73a  On.' 
J.  no.  occ 

L»6.0<X' 

uasi.ooo 

ti.0]: 

no: 

1,72/' 

1. 1S5 

728 

S33 

872 
748 
634 

4.S7 
3»5 
333 

n,97« 
1107 

1,725 

1.1S5 

72^ 

X33 

0 

K498 

t.&43 

1.  73?. 

4 

i(Hi 

1,455 
96^ 

Total 

Average  annual  mveetment  I.... 

530 
166 

H 
U 

.    s.w.(n) 



4.W 



U.923 
1,990 

innnal  rate  (mm: 

Average  annual  mTwlmeol 

Average  annual  wxirklng  capital  aUov- 
aac«  '. 

B 

a 

u 



-- - 

1,990 
163 

Total  ariPTial  mXf-  bft.'*e 

- 

u 

2.1U 

<  Coi.  <B>  times  line  7  of  schednle  2. 

•  OoL  ie)  pins  ool.  (e;  divided  by  2. 

•OoL  CT  ol  Une  10  divided  by  8-year  productive  life. 

MJV  times  line  7  of  schedule  1  divided  by  8-year  productive  llle. 

(FR  I>oc  77-15432  nied  6-1-77 ?'^5  a.n.; 


DEPARTMENT  OF  COMMERCE 

Foreign-Trade  Zones  Board 

[Docket  No.  S-T7] 

GREATER  MIAMI  FOREIGN  TRADE  ZONE, 

INC. 

DADE  COUNTY,    FLORIDA 

Amended  Application 

Notice  Is  hereby  given  that  an  amcnd- 
■lent  has  been  made  by  the  Greater 
Miami  Foreign  Trade  Zone.  Inc.,  Dade 
County,  Florida,  a  non-profit  corporation 
and  aCailate  of  the  Greater  Miami  Cham- 
ber of  Commerce,  to  its  application  to 
the  Porelgn-TTade  Zones  Board  (the 
Board)  requesting  a  grant  of  authority 
to  establish  a  foreign -trade  zone  In  Dade 
Coimty  on  a  section  of  land  located  about 
fear  miles  west  of  the  Miami  Interna - 
tlonEd  Airport. 

The  application  was  filed  on  March  16. 
1977  and  notice  was  given  In  the  Federal 
RxGiSTKR  on  March  23  (42  PR  15755> . 
Pursuant  to  the  notice  a  public  hearing 
was  held  In  Miami  on  April  21.  The  re- 
cord period  closed  on  May  23.  1977. 

On  May  20  an  amendment  to  the  ap- 
plication was  submitted  by  the  appli- 
cant for  relocation  of  its  proposed  per- 
manent zone  site.  The  change  Involves 
the  use  of  a  73  acre  tract  in  the  north- 
west comer  of  the  same  land  section 
within  a  mile  of  the  originally  prtHXJsed 
166  acre  tract  in  the  southeast  comer  of 
the  section. 

The  new  site  is  the  subject  of  a  con- 
tract of  purchase  and  sale  between  its 
owner,  SJ3JM.  Realty,  Inc.,  and  the  pro- 
posed zone  operator. 

"nils  change  to  the  proposal  does  not 
affect  other  aspects  of  the  plan,  including 
the  temporary  site,  and  Is  being  made 
because  the  originally  proposed  site  is  In- 
volved tn  legal  intK^edlngs  whlidi  the 
•CiCdlcant  Indicates  would  at  least  create 
kxig  delays  In  getting  the  ztxie  project 
vnderway. 


Interested  parties  are  Invited  to  submit 
their  cxKnments  tn  writing  (original  tind 
ten  copies*  postmarked  on  or  before 
June  17.  1977.  to  the  Board's  E:xecutlve 
Secretary  at  the  addr^s  below. 

A  copy  of  the  application  and  tlie 
amendment  will  be  available  during  this 
time  for  public  inspection  at  each  of  the 
following  locations : 

Office  of  the  Director.  VS.  Department  of 
Commerce.  District  Office,  Room  921.  City 
National  Bank  BuUdlng.  36  Weet  Flagler 
St.-eet.  Mia.-^!!.  Florida  33130 

Office  of  the  Executive  Secretary.  Porelgn- 
Trade  Zozics  Bo&rd  U  .s  Dt-partment  of 
Coromerce.  Room  6886  B  Washingtcn, 
D  C.  20230, 

Dated:  May  27,1977. 

John  J.  Da  Ponte,  Jr.. 
Executive  Secretary. 
Foreign-Trade  Zones  Board. 

tPR  Dr^?  77- 15638  Piled  6-1-77  8:45  am] 

GENERAL  ACCOUffTlNG  OFRCE 

REGULATORY   REPORTS   REVIEW 
Receipt  of  Report  Proposals 

The  following  request  for  clearance  of 
reports  intended  tot  use  tn  effecting  In- 
formation from  the  public  was  received 
by  the  Regulatory  Reports  Review  Staff, 
GAO,  on  May  25,  1977.  See  44  UJS.C. 
3512  (C)  and  (d».  Ttie  purpose  of  pub- 
lishing this  notice  In  the  Fkdekal  Rrc- 
iSTER  Is  to  Inform  the  public  of  such 
receipt. 

The  notice  Includes  the  title  of  each 
request  received;  the  name  of  the  agency 
sponsoring  the  proposed  coUectlon  of  In- 
formation; the  agency  form  number.  If 
applicable;  and  the  frequency  with 
which  Uie  informaticHi  Is  proposed  to  be 
collected. 

Written  comments  on  the  poroposed 
FTtr  requests  are  tnvlted  from  all  Inter- 
ested persons,  organlzstlosis,  pubUc  In- 
terest groups,  and  affected  biislneBseB. 


Because  of  the  limited  amount  of  time 
G.^O  has  to  nmew  the  fjroi.xfced  req'je.sts, 
coiiuuents  'in  trlpbci^te  ■  mu5t  be  re- 
ceived on  or  before  June  20.  1977.  and 
should  be  addresse-.i  to  Mr  John  M. 
Lovelady.  .\rtinp  .Vv^i.stant  Director, 
Retiilatorj-  Reports  Review.  United 
SU'it^s  Generii]  .^ccountlng  OflQce,  Room 
6033.  441  G  Street  NW.,  Washington. 
D.C.  20548. 

I'^art'r.cr  information  may  be  obtained 
from  Palsy  J.  Stuart  of  the  Regulatory 
Reports  Review  Staff,  202-275-3532. 

PYderal  Trade  Commission 

"FVC  requests  clearance  of  a  new, 
.slngle-tinie.  voluntary  questionnaire  to 
be  sent  to  the  accountancy  licensing 
board?  of  the  50  states,  the  District  of 
Col-ojnbia.  Commonwealth  of  F^uerto 
Rico,  Gua.^l  and  the  Virgin  Mands.  This 
questionnaire  Is  part  of  a  non -public 
law  enforcement  investigation  and  re- 
quests information  concerning  the  regu- 
lation of  accountancy  practice.  "Hie  over- 
all p-iarpopc  of  the  FTC  Investigation  Is 
to  determine  wheUier  or  not  providers  of 
accounting  servicer  may  be  engaged  In 
unfair,  deceptive,  or  anticompetitive 
practices  in  violation  of  Uie  Federal 
Trade  CommLviion  Act  PTC  sta.i.e.'r  po- 
tential respondents  are  tlie  54  ac^-oiuit- 
ancy  licen.=lng  boards  and  that  report- 
ing burden  Is  estimated  to  average  two 
liOurs  F)er  resixinse. 

P^C  request;  an  extension  no  change 
clearance  of  the  Corporate  Structure 
Sched'ole  "Forms  CS-1.  CS-2)  and 
Nature  of  Business  'Forms  NB-1.  NB-2i 
which  arc  sent  to  com.panie5  introduced 
into  the  Quarterly  Financial  Report  sur- 
vey Tile  CS-1  and  N&  1  forms  are  sent 
to  manufacturing  compauies,  while  the 
CS-2  and  NB-2  forms  are  sent  to  retail 
trade.  whf)le?alc  trade  and  mining  com- 
panies Information  reque.'^ted  by  the 
forms  concern.";  legal  organization  of  the 
corporation,  source  of  gross  receipts,  per- 
centage of  groR.=  receirt":  relative  to  each 
sourc^e,  and  raw  matenuL"=  a'-ed  FTC 
sUit-ts  that  the  non-material  changes  to 
the  forms  are  primarily  correctne  ajid 
editorial  in  nature  to  correct  printing 
format  errors,  to  bnn^-  the  forms  into 
compliance?  with  the  FTC  form  number- 
ing system  requirements  and  to  add  the 
request  for  tlie  Fimi-loyer  Identification 
Num'oer  on  the  CS  forTn.<;  lo  a.'v'^i.'-t  the 
FTC  in  determining  If  the  company  re- 
porting Ls  the  same  compan>  which  FTC 
Intended  to  c.-Tiw  into  the  sample  F^T" 
states  that  the  efTert  of  these  changes  on 
corporations  sampled  will  be  negligible. 
FTC  estimates  approximately  7.000  re- 
spondents will  file  forms  NM-1  and  NB-3 
annually  and  that  reportirig  burden  will 
aveirage  one  hour  per  response  FTC  also 
estimates  that  i^sproiimately  800  re- 
spondents win  file  fcKTos  OS-  1  and  CS-l 
^nnn«.iiy  axkd  that  reporting  burden  wtH 
average  35  minutes  per  response. 

NoucAJi  F.  HxTi^ 
Refrulaiorg  ReporU, 
Review  0§Loer. 

ira  Doc.n- 16663  nied  S-l-rr.SrM  mmI 
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NOTICES 


DEPARTMENT  OF  HEALTH, 
EDUCATION.  AND  WELFARE 

AJcohol,    Drug  Abuse,   and   Mental   Health 
Administration 

PERSONALI-nr  AND  COGNITION 
RESEARCH    REVIEW  COMMITTEE 

Meeting  Change 

In  Federal  FIegister  Document  77- 
13357  appearing  at  paite  23881  in  the 
Issue  of  Wednesday.  May  11,  1977.  the 
place  for  the  June  18-20  meeting  of  the 
Personality  and  Cognition  Rese-arch  Re- 
view Committee  was  given  us  Old  Town 
Holiday  lim.  Alexandria.  Vii-ginla.  The 
location  lor  tins  meeting  has  been 
changed  to  the  Ramada  Iim,  Shenan- 
doah A  Suite.  1900  North  Fort  Myer 
Drive.  Arlington.  Virginia  22209  All  otlier 
information  atxjut  the  meeting  remains 
the  same. 

Dated:  May  26,  1977. 

Carolyn  T.  Eva.v.=;, 
Committee  Management  Officer 
Alcohol.     Drug     Abuse,     and 
Mental    Health    Administra- 
tion. 
ira  Doc.77-15552  Filed  6-1  77;8:45  am] 


Office  of  Education 

NATIONAL  ADVISORY  COUNCIL  ON 
WOMEN'S    EDUCATIONAL   PROGRAMS 

Meeting 

This  is  to  amend  the  notice  of  public 
meeting  of  the  National  Advisory  Council 
on  Women's  Educational  Programs 
which  appeared  in  the  Federal  Register 
of  May  23,  1977,  on  page  26249  to  clarify 
tiie  time  and  place  of  the  meeting  of  the 
Executive  Committee  of  the  Council. 
That  meeting,  cited  in  colunin  two,  para- 
graph three,  line  seven.  wlL  take  place  on 
June  8.  1977.  at  the  Copley  Plaza  Hotel, 
B.vrlc  Bay  Room.  Copley  Plaza.  Boston, 
Ma.ssachu;>etts,  from  7  to  10  p.m.  The 
meeting  of  tiie  Executive  Committee  is 
jpen  to  Che  public. 

Signed  at  Washington.  D.C..  on  Mav 
21.  1977. 

Kathleen  Maurer. 
Administrative  Officer. 

|PR  Doc  77-15630  PUed  6-1-77:8:45  am] 


Office   of   Human   Development 

FEDERAL  ALLOTMENT  TO  STATES  FOR 
SOCIAL  SERVICES  EXPENDITURES  PUR- 
SUANT TO  TITLE  XX  OF  THE  SOCIAL 
SECURITY  ACT 

Promulgation  for  Fiscal  Year  1978: 
Correction 

In  FR  Doc  7&-35148  publLshed  in  the 
FEDERAL  Register  at  page  52544  on  No- 
vember 30,  1976,  the  amounts  promul- 
gated for  Fiscal  Year  19*18  for  Social 
Services  Expenditures  for  Colorado  and 
Louisiana  were  Incorrect.  Accordingly, 
the  promulgation  contained  In  such  doc- 
lunent  for  Colorado  and  Lotilsiana  Is  re- 
scinded. The  correct  Federal  allotment 
is  set  forth  below: 


Colorado,  tt9, 760,000 
Louisiana,  »44,500,000. 

Dated:  May  27,  1977, 

Arabella  Martinez, 
Assistant  Secretary  for 
Human  Development. 

(PR  Doc.77-15634  FUed  6-1-77:8:46  am] 

DEPARTMENT   OF    HOUSING   AND 
URBAN    DEVELOPMENT 

Federal  Disaster  Assistance  Administration 
(Docket  No.  N-77-765J 

TEMPORARY   HOUSING   PROGRAMS  IN 
CERTAIN    MAJOR    DISASTER   AREAS 

Notice  of  Certain  Determinations  and  a 
Redelegation  of  Authority 

AGENCY.  Federal  Disaster  Assistance 
Administration.  HUD. 

ACTION:  Notice. 

SUMMARY:  Tliis  is  a  notice  of  certain 
determinations  and  a  redelegation  of  au- 
thority to  the  Assistant  Secretary  for 
Housing,  Federal  Housing  Commissioner. 
Department  of  Housing  and  Urban  De- 
velopment, relating  to  the  administer- 
ing of  temporary  housing  programs  un- 
der the  provisions  of  Section  404(a), 
Pubhc  Law  93-288.  in  the  major  disasters 
m  Kentucky  iFDAA-529-DR),  'Virginia 
iFDAA-530-DR),  West  Virginia  (FDA- 
531-DR^ .  and,  in  one  instance,  Alabama 
'FDA.\-532-DR). 

Dated:  May  17.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT ; 

Hugh  Richardson.  Individual  Assist- 
ance Office.  Federal  Disaster  Assist- 
ance Administration,  Washington,  D.C. 
20410,  202-634-7860. 

NOTICE:  Pursuant  to  the  authority 
ve.^ted  ill  me  to  exercise  certain  of  the 
powers  and  authorities  of  the  President 
wltii  respect  to  Federal  disaster  assist- 
ance pursuant  to  Section  1  of  the  Execu- 
tive Order  entitled,  'Delegating  Disaster 
Relief  Functions  Pursuant  to  the*  Dis- 
a.st«r  Rehef  Act  of  1974"  lEO  11795,  39 
FR  25939,  dated  July  11.  1974  >.  and  the 
delegation  from  the  Secretary  of  Hous- 
ing and  Urban  Development  (39  FR 
28227,  dated  August  5,  1974),  I  made  the 
following  determinations  and  redelega- 
tion of  authority  to  the  Assistant  Secre- 
tary for  Housing,  Federal  Housing  Com- 
missioner In  administering  the  tempo- 
rary housing  programs  under  the  provi- 
.-;lons  of  Section  404(ai ,  PL  93-288,  In  the 
major  disasters  in  Kentucky,  FDAA-529- 
DR.  'Virginia,  FDAA-530-DR.  and  West 
VirKima.  FD.'L'V-531-DR: 

1.  On  April  14.  1977.  a  determination 
that  "it  is  more  economical,  accessible 
and  in  the  public  interest  to  develop  at 
Federal  expense,  the  required  group  sites, 
complete  with  essential  utilities,  for  mo- 
bile homes,  in  the  subject  major  dis- 
asters. It  Is  understood  that  first  prior- 
ity will  be  given  to  utilizing  private  and 
commercial  sites.  'Where  feasible,  group 
sites  should  be  placed  on  publicly -owned 


lands  prior  to  leswing  or  renting  of  pri- 
vate lands." 

2.  On  April  15,  1977,  a  determination 
that  "It  is  In  the  pubhc  interest  to 
upgrade  a  commercial  site  for  a  gov- 
emmait-provlded  mobile  home  and  to 
install  utilities  on  such  site,  where  re- 
quired,"  In  the  subject  major  disasters. 

3.  On  April  15,  1977.  a  determination 
that  (also  E>ertains  to  Alabama.  FDAA- 
532-DR)  "the  following  actions  are  m 
the  public  interest: 

(a)  Waiver  of  the  ca-t  limitation  for- 
mula contained  In  24  CFR  2205  45ih> 
(4) .  The  minimal  rei>air  program  '  MRP ' 
cost  limitation  Ls  $5,500  per  dwelling 
repaired  using  the  scope  of  work  au- 
thorized in  24  CFR  2205  45(hM3i.  with 
the  exception,  which  follows: 

(b)  Suspension  of  the  "repair  only" 
provision  relating  to  wells  contained  in 
the  MRP  scope  of  work  '24  CFR  2205.45 
(hH3)(i).  You  may  authorize  the  dig- 
ging of  new  wells  and  irLstall  new  septic 
systems,  where  required,  to  make  an 
MRP  dwelling  sanitary  and  to  provide 
water.  The  cost  for  each  of  these  it^'ins 
shall  not  exceed  $1,200." 

4.  ,On  April  15.  1977,  a  redelegation  of 
"the  authority  under  Section  302  of  the 
Act.  specifically  to  direct  the  Corps  of 
Engineers  to  perform  work  and  services 
necessary  to  the  accomplishment  of  the 
temporary  housing  assistance  i  mobile 
home  group  site  development  and  the 
minimal  repair  program  >  authorized  by 
the  following  Notices  to  Proceed:  EUsas- 
ter  No.  FDAA-529-DR.  Kentucky. 
April  6.  1977:  FDAA-530-DR.  Virginia, 
April  7.  1977:  FDAA-531-DR.  West  Vir- 
ginia, April  7,  1977.  You  may  redelegate 
this  authority  to  employees  of  the  De- 
partment of  Housing  and  Urban  Devel- 
opment. ' 

5.  On  May  12.  1977.  a  determination 
that  •  •  •  "the  following  actions  are  in 
the  public  interest  for  an  otherwise  eli- 
gible disaster  victim  who  has  purchased 
his  own  mobile  home  for  use  as  his  tem- 
porary or  permanent  residence,  but  is  un- 
able to  occupy  it  t)ecause  he  does  not  have 
a  prepared  site  available  to  him : 

•  1)  Private  site  development,  complete 
with  the  essential  utilities. 

(2)  Provision  of  e.ssential  furniture 
items  and  household  items." 

Thomas  P.  DtrNNE,, 
Adminvitrator,  Federal  Disaster 
Assistance  Administration. 
[FR  EK.C  77-15590  Filed  6-l-7'7:8:45  am] 


(PDAA-3025-EM:   Docket  No.  N-77-764| 

COLORADO 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:  Federal  Disaster  Assistance 
Administration.  HUD. 

ACTION:  Notice. 

SUMMARY:  This  Notice  amends  the 
Notice  of  emergency  declaration  for  the 
State  of  Colorado  (FDAA-3025-EM), 
dated  January  29,  1977. 
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DATED:  May  18,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank   J.   Muckenhaupt.   Chief,  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance    Administration,    Depart- 
ment of  Housing  and  Urban  Develop- 
ment. Washington,   D.C.   20410,   202- 
634-7825. 
NOTKJE:  The  Notice  of  emergency  for 
llie  State  of  Colorado  dated  January  29. 
1977.    and    amended    on    February    15. 
1977,  March  10,  1977,  and  April  4.  1977. 
to  hereby   further  amended   to  Include 
tlie    following    counties    among    those 
areas  determined  to  have  been  adversely 
affected  by  the  catastrophe  declared  an 
emergency  by  the  President  on  Janu- 
ary 29.  1977: 

The  Counties  of: 
L*  Plata  Montezuma 

The  p'orpose  of  this  designation  i£  to 
provide  emergency  hvestock  feed  assist- 
ance and  cattle  transportation  assist- 
ance only  in  the  aforementioned  affected 
areas  effective  the  dat«  of  this  amended 
Notice. 

(Catalog  of  Federal  r>omest!c  As.«istince  No. 
14  701.  Dlsa.ster  Assistance  ) 

Thomas  P.  Dunne, 
Administrator,  Federal  Disaster 

Assistance  Administration. 

(PR  Doc.77-15589  Filed  6   1    77;8:45  am  | 


communities  must  meet  the  separate  eli- 
gibility requlr«nents  established  by  each 
agency  before  assistance  may  be 
provkied. 

Under,  the  authority  granted  to  the 
Administrator  as  Secretary  to  the  Com- 
mittee by  the  Memorandum  of  Agree- 
ment 1 42  FR.  21865.  April  29.  1977'.  I 
haye  provided  the  list  of  deFlgnat^xi 
counties  for  the  pubhc  record. 

William  B  (Crockett. 
Acting    Administraior,    Federal 
Disaster    Assistanc-:    A'^min- 
istration. 
(PR  Doc.  77-15588  FUed  6-i-77;8:45  am) 


INTERAGENCY  DROUGHT  EMERGENCY 
COORDINATING   COMMITTEE 

Designation  of  Additional  Emergency 
Drougtit  Impact  Areas 

[Docket  No    N -77   759] 

AGENCY:  Federal  Disaster  Assistance 
Administration.  HUD 

ACTION:  Notice. 

SUMMARY:  This  is  a  Notice  of  the  des- 
ignation of  additional  counties  as  Emer- 
gency Drought  Impact  Areas  by  tlie  In- 
teragency Drought  Emergency  Coordi- 
nating CcHnniittee  of  1977. 

DATED:  May  23.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Jack  W.  McGraw,  Director  Preparodaes.-^  Of- 
fice. Poderal  Disaster  Assistance  Adminis- 
tration, Department  of  Housing  and  Urban 
Develc^>ment.  Washlngxon.  D.C  20410  202- 
634-7845. 

Acting  upon  tlie  request  of  the  respec- 
tive Governors,  the  Interagency  Drought 
Emergency  Coordinating  Committee  des- 
ignated the  following  counties  as  Emer- 
gency Drought  Impact  Areas 

As  KANSAS 

Entire  Stat«  designated. 

Texas 
Hudspeth 

Jac'rLso.n 

K&lXa&ka 

•Manistee 


Michigan 

Mason 

Montcalm 

Newaygo 


(FDAA-3037-EM;  Docket  No.  N-77-7661 

WASHINGTON 

Amendment  to  Notice  of  E.nergency 
Declaratton 

AGENCY:    Federal   Disaster   Assistance 
Administration.  HUD. 

.\CTION:  Notice. 

SUMMARY:  ThLS  Notice  amends  the 
Notice  of  emergency  declaration  for  the 
State  of  Washington  (FDAA-3037-EM> 
dated  March  31,  1977. 
DATED:  May  18,  1977. 
FOR  FURTHER  LNFORMATION  CON- 
TACT: 

Franii  J.  Muckeuhaupt.  Chief,  Pro- 
gram Support  Staff,  Federal  Disaster 
Assistance  Administration.  Depart- 
ment of  Housing  and  Urban  Develop- 
ment. Wa.shington.  D.C.  20410,  202- 
634-7825. 

NOTICE:  The  Notice  of  emergency  for 
the  SUte  of  Washington  dat«d  March  31. 
1977.  and  amended  on  April  4.  1977,  May 
6.  1977.  and  May  10,  1977.  is  hereby  fur- 
ther amended  to  Include  the  following 
count:.'  among  those  areas  determined  to 
have  been  adversely  affected  by  the  ca- 
tastrophe declared  an  emergency  by  the 
President  on  March  31.  1977: 

Tlic  County  ol: 
Chelan 

The  purpose  of  this  designation  Is  to 
provide  emergency  livestock  feed  assist- 
ance and  cattel  transportation  assistance 
only  in  the  aforementioned  affected  area 
effective  the  date  of  this  amer.ded  Notice. 

(Catalog  of  F-ederal  Domestic  A--is-,,ince  No. 
14.701,  Disaster  Assistance  t 

ThOM.^S  p.  Dun-NE. 
Administrator,  Federal  Disaster 

Assistance  Administration. 

\PR  Dcm:  77-15591  Piled  ft- 1-77  8   45  am] 


of  1920  t41  SUL  449). .as  amended  (30 
U.S.C.  185',  I.G.C.  Production  Company. 
P.O.  Box  7608,  Boise.  Idaho  R3707,  has 
applied  for  a  right-of-way  for  a  series  of 
4 -Inch  lateral  natural  gas  gathering  plpe- 
hnes  tot.aling  approximately  12  Vj  miles 
In  length  across  the  following  NatlonrJ 
Resource  Lands: 

Sixth  Principal  Meridian.  Colorado 

T  3  S    R.  100  W.. 
Sec      5.  S4SWI4: 
Sec      6.      SWi^N^'V,.      SE^NW,;,     KW^ 

SWV4,  NViSKi,;.  SEi^SES: 
Sec.     7.    Lots    3    and    4.    SWhNEV*.    NE'* 

SWi,«,  ■W^SE',4; 
Sec.     8.   SE>iNEi,4,  NW>4NW^4.  N\4S>.4: 
Sec.   16.   E'jNEVi.    SWK4NEV4.  S4NWi^; 
Sec.   17.  EU.SE>^: 
Sec.   18.   Lot   1.   Wi^NEti,    W^SW^,  SE'.; 

SWi.^: 
Sec.  19.    E':jNE',i.    NWV^NEVi.    EUNW'.*. 

SW'4.  6WViSE'4; 
Re-    20    KE%SE%: 
Sec.  21.  SW><,NW%.  •WV4SW%: 
Sec    28.  W^NWi^.  NW%SW«;. 
T    3  S  .  R    101  W.. 
S«c.   12.  E',EVj. 
Sec.   13.    Ei4NEi4.   SWViNKl^.   SW'^NWV.. 

NLjS'Wl;.  VW'.4SE^: 
Sec    24.  S',SE».;. 

The  propascd  facilities  are  a  part  of 
the  East  Douglas  Creek  Gathering  Sys- 
tem and  will  enable  applicant  to  supply 
naturr.l  gas  to  its  customers. 

The  purposes  of  this  notice  are:  To  in- 
form the  public  that  the  Bureau  of  Land 
Manacrement  will  be  proceeding  with  the 
pr'p:. ration  of  environmental  and  other 
fu-.a'yscs  necessary  for  determining 
whether  the  apphcation  should  be  ap- 
proved and,  if  so.  under  what  terms  and 
conditions:  to  allow  interested  parties 
to  comment  on  the  application,  and  to 
allow  any  persc.ns  a'^serting  a  claim  to 
tlie  lands  or  having  bona  f.de  o^ijections 
to  the  prorKx-^ed  nat:iral  gas  pipeline 
right-of-way  to  file  their  objections  in 
this  office.  Any  per.son  a<^serting  a  claim 
to  the  lands  or  having  bona  fide  objec- 
tions must  include  evidence  that  a  copy 
thereof  has  been  serv-ed  on  the  applicant 

Any  comment,  claim,  or  objections 
mu.st  he  filed  with  the  Chief.  Branch  cf 
Adjudication.  Bureau  of  Land  Manage- 
ment. Colorado  State  Office .  Room  700 
Colorado  Stat^  Bank  BuUding.  1600 
Broadway.  Denver.  Colorado  80202,  as 
promptly  a-;  possible  after  publication  of 
thLs  notice 

Rodney  A.  Roberts. 
Acting  Chief,  Branch  of 
Adjudication 

(FR    Doc. 77-15618    Died    6-1-77; 8  4S    am] 


Tlie  designation  of  a  county  or  an  en- 
tire State  as  jm  Emergency  En-ought  Im- 
pact Area  does  not  confer  entitlement  to 
drought     assistance.     Individuals     and 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of   Land   Management 

(Ctolorado  253;>S  E;  Colorado  26359-Q 

Through  Colorado  25369-Kl 

I.G.C.   PRODUCTION   CO. 
Pipelir>e  Appylication 

May  24.  1977. 

Notice  is  hereby  given  that,  pursuant 
to  section  28  of  the  Mineral  Leasing  Act 


[NM  305681 
NEW   MEXICO 

Application 

May  24,  1977 
Notice  Ls  hereby  given  that,  pursuant 
to  section  28  of  the  Mineral  Leading  Act 
of  1920  (30  use.  185>,  as  amended  by 
the  Act  of  November  16.  1973  (87  Stat 
576 1 ,  Natural  Ga5  Pipeline  Company  of 
America  has  applied  for  four  4-lnch  nat- 
ural gas  pipeline  rights-of-way  across 
the  follomng  lan(is: 
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NOTICES 


N«w  MEXJCX3  PirNCiPAi,  Mbridian,  New  Mbkioo 

T    21  S  .  R,  34  E.. 

Sec  8.  lou  19,  26  eknd  37 
T   31  S.  R.  aVK, 

S«C.  7.  E4B'4. 
T   20  3,  B.  28  E.. 

Sec.   I,  lot»  1.  a,  3W';;4ire|««,  S^NWIi  and 

3ec.    10.    SViNKVi.    NEi.43W'4    and    NW% 
SE  *''  ' 

Sec.  11.  NVjNWi.^  and  SW^NW^; 

Sec.  31.  WVaNKV* 
T    19  S  ,  R-  29  E.. 

Sec     31.    lot    4.    SE'4NE'.4.    E'/iSWV*    and 
NWi-4ri£'4 
T   20  S.  R   29  E.. 

Sec   6.  lot  4. 

These  pipelines  will  co^^vey  natural  g»» 
acrosa  5.306  tnllee  of  national  resoiirces  landa 
in  Eddy  Covin ty.  New  Mexico. 

The  purp(»e  of  this  notice  Is  to  Uifonn 
the  public  that  the  Bureau  will  be  pro- 
cetKluig  with  consideration  of  whether 
the  appUcaUon  should  be  approved,  and 
If  -SO,  under  what  terms  and  conditions. 

I  Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager. Bureau  of  Land  Management,  P.O. 
Box  1397,  Roewell,  New  Mexico. 

Fred  E.  Padilla, 
Chief.  Branch,  of  Lands  and 
Minerals  Operation*. 

iFRDoc   77    15621  Piled  ft- 1 -77; 8  46  am| 


[OB  3738] 
OREGON 

Order  Providing  for  Opening  of  Publte  Land 

Mat  25.  1977. 

1.  In  an  exchange  of  lands  made  under 
the  provisions  of  the  Act  of  July  31,  1939, 
53  StaL  1144.  tne  following  land  has  been 
reconvened  to  the  United  States: 

WrLL.\MBTT«     MOIIDIAK 

T   40  S  .  R    3  E,  Sec.  9.  lota  4,  5,  6.  and  7. 

The  area  described  contaloB  16180  acrea 
In  Jackson  County  Buid  l3  administered  under 
the  policy  ot  sustained -yield  forest  manage- 
ment which  ^^vema  the  administration  of 
the  reve.sted  Oregon  and  California  Railroad 
!and.s 

2.  Subject  to  valid  existing  rights,  the 
provLslons  of  existing  withdrawals,  and 
the  requirements  of  law  applicable  to 
revested  Oregon  and  CEdifornia  Railroad 
Linds.  the  land  described  in  paragraph  1 
hereof  is  hereby  open  to  operation  of  the 
public  land  laws,  including  tlie  mining 
laws  «Ch.  2.  Title  30  US.C.»,  and  the 
mineral  leasing  laws.  All  valid  applica- 
tions received  at  or  prior  to  10:00  a.m. 
June  30,  1977,  s^all  be  considered  as  si- 
multaneously filed  at  that  time.  Those 
received  thereafter  shall  be  considered  m 
the  order  of  fiUng 

3.  Inquiries  concernmg  the  land  should 
be  addre-ssed  to  the  Chief.  Branch  of 
Lands  and  Minerals  Operations,  Bureau 
of  Land  Management,  PO  Box  2965, 
Portland,  Oregon  97208 

ViRcn.  O.  Seiser, 
Acting  Chief,  Branch  of  Lands 

and  Minerals  Operations. 

iFRDoc   77-15622  Piled  5-1-77,8:45  am] 


f<»4S061 
OREGON 

Order  Providing  for  Opening  of  PubOc 
Lands 

Mat  25,  1977. 

1.  In  an  exchange  of  lands  made  under 
the  provisions  of  section  8  erf  the  Act  of 
June  28,  1934,  4«  Stat.  1269,  127Z  aa 
amended  and  supplemented.  43  UJ3.C. 
315g  a964) ,  the  following  lands  have 
been  reconveyed  to  the  United  States: 

WlLL.\METTE  MERIDIAK 

T.  32  3,  R.  21  E.. 

.Sec.  16,  K14SWV4.  NEHSEI4.  and  wy2SE>4. 
T  32  3  .  R.  23  E., 

Sec.  16,  EV2 
T.  37  S.,  R.  24  E.. 

Sec.  5.  Lot  14; 

Sec.  19.  NE^NEV*: 

Sec   29.  SWr^SWi;. 

The  areas  described  aggregate  643.64  acres 
tn  Lake  County. 

2.  The  United  States  did  not  acquire 
any  mineral  rights  In  the  lands  listed  in 
paragraph  1  hereof. 

3.  The  subject  lands  consist  of  scat- 
tered parcels  located  approximately  25  to 
45  miles  northeast  of  the  town  of  Lake- 
view.  EHevatlon  ranges  from  4,500  to  5.500 
feet  above  sea  level,  and  the  topography 
varies  from  generaly  flat  to  rough  and 
steep.  Vegetation  consists  primarily  of 
sagebrush.,  native  grasses,  and  some  west- 
em  juniper.  In  the  past,  the  lands  have 
been  used  for  livestock  grazing  purposes, 
and  they  will  be  fnanaged,  together  with 
adjoining  nationsd  resource  lands,  for 
multiple  use. 

4.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law.  the 
lands  described  in  paragraph  1  hereof 
are  hereby  open  to  operation  of  the  oubllc 
land  laws,  including,  to  the  extent  appli- 
cable, the  mineral  leasing  laws.  All  valid 
applications  received  at  or  prior  to  10:00 
a.m.  June  30.  1977,  shall  be  considered  as 
simultaneously  filed  at  that  time.  Those 
received  thereafter  shall  be  conslderedin 
the  order  of  filing. 

5.  Inquiries  concerning  the  lands 
should  be  addressed  to  the  Chief.  Branch 
of  Lands  and  Minerals  Operations,  Bu- 
reau of  Land  Management,  P.O.  Box 
2965.  Portland.  Oregon  97208. 

Virgil  O.  Seiser, 
Acting  Chief.  Branch  of  Lands 

And  Minerals  Operations. 

IFR  Doc  77-15623  Filed  6  1-77:8:45  ami 


(OR  24801 

OREGON 

Order  Providing  for  Opening  of  Public 
Lands 

Mat  25,  1977. 

1 .  In  an  exchange  of  lands  made  under 
the  provisions  df  .sectlcwi  8  of  the  Act  of 
June  28.  1934.  48  Stat  1269.  1272.  as 
amended  and  supplemented.  43  U.S.C. 
315g  (1964>,  the  following  lands  have 
been  reconveyed  to  the  United  States:, 


WiLLAMiTn  MratroiAH 
T.  IS  S,  R.  4£  K., 

3«a  11.  8Wi4SW%  and  B>48W|4: 

Sec  IS,  SW^  and  S>4SS>4: 

Sec  14.  NW%NW>4; 

Sec  1&.  NEV4NK%; 

Sec  24,  24.  N'^NBV;  and  NWy«; 
T.  18  S..  B.  48  K, 

Sec  18,  lot  4; 

Sec  19.  lot  1. 

The  areas  described  aggregate  846.91  acre* 
In  Malheur  County 

2.  All  mineral  rights  were  acquired  by 
the  United  States  with  12ie  exception  ot 
the  following  lands  In  which  only  one- 
half  of  the  mineral  rights  were  acxjuired : 

WtLLAMETTE    MS31IDIAN 

T.  18  3.,  R.  45E.. 

Sec.  11.  SWV4SWV4  and  E'aSW'/*; 

Sec.  13,  SVaSEVi; 

Sec.  14.  NWV4NW1.4: 

Sec.  15.  NE'/iNEV4: 

Sec.  24.  NWV4NE'4  and  NW''4. 
T.  16  3,  R.  46  E.. 

Sec.  18.  lot  4. 

3.  The  subject  lands  are  located  ap- 
proximately 14  miles  northwest  of  the 
City  of  Ontario.  Elevation  ranges  from 
2.500  to  3,000  feet  above  sea  level,  and 
the  topography  is  moderately  sloping. 
Vegetation  consists  primarily  of  native 
grasses  and  sagebrush.  In  the  past,  the 
lands  have  been  used  for  livestock  graz- 
ing purposes,  and  they  will  be  managed, 
together  with  adjoining  national  resource 
lands,  for  multiple  use. 

4.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law,  the 
lands  described  in  paragraph  1  hereof 
are  hereby  open  <  except  as  provided  in 
paragraph  2  hereof'  to  operation  of  the 
pubUc  land  laws,  including  the  mining 
laws  iCh.  2.  Title  30  U.S.C.  1  and  the 
mineral  leasing  laws.  All  valid  applica- 
tions received  at  or  prior  to  10  a.m. 
June  30.  1977,  shall  be  considered  as  si- 
multaneouslj'  filed  at  that  time.  Those 
received  thereafter  shall  be  considered 
in  the  order  of  filing. 

5.  Inquiries  conceming  the  lands 
should  be  addressed  to  the  Chief.  Branch 
of  Lands  and  Minerals  Operations,  Bu- 
reau of  Land  Management,  P.O.  Box  2965. 
Portland.  Oregon  97208. 

Virgil  O.  Seiser, 
Acting  Chief.  Branch  of  Lands 
and  Minerals  Operations 

(PR  DOC77-15624  Piled  6-1-77:8:45  ami 


[OR  44181 
OREGON 

Order  Providing  for  Opening  of  Public 
Lands 

Mat  25.  1977. 
1.  In  an  exchange  of  lands  made  under 
the  provisions  of  section  8  of  the  Act 
of  June  28,  1934.  48  Stat.  1269,  1272,  as 
amended  and  supplemented,  43  U.S.C. 
315g  (1964).  the  following  lands  have 
been  reconveyed  to  the  United  States: 
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Willamette  Mexisian 

T.  1 1  S.,  B.  46  B., 

Secll.WViB^. 
T  0  S    K  4€  £ 
'sec. '34,  31^3514  andNEiiSE^; 
Bee  S6,  that  portion  of  the  WVs.  contain- 
ing 339  acree,  more  or  lens,  lying  weat- 
erly  <rf  the  a.OeS-foot  deration  contour 
line  as  described  In  warranty  deed  to  tbe 
United  States  recorded  October  1.  1969. 
under    deed    No.    89-39-080,    records    ot 
Baker  County,  Oregon. 
T.  10  S..  R.  46  E.. 
Bee.  17.  SE^SEti.  except  that  parcel  con- 
taining 1  acre,  more  or  leas,  conveyed  to 
Baker  Ck>unty  for  road  right-of-way  by 
deed  recorded  June  9,  1959.  at  Book  169, 
Page  665,  records  of  Baker  County,  Ore- 

ro°: 

(Sec.  20.  NEi/iNK'.^,  except  that  parcel  con- 
taining 2  acres,  more  or  less,  conveyed 
to  Baker  County  for  road  right-of-way 
by  deed  recorded  June  8.  1959,  at  Book 
169.  Page  655,  records  of  Baker  County. 
Oregon; 

Bee.  21,  SWV4NWV4  and  WHSW,*.  except 
that  parcel  containing  3  acres,  more  or 
leas,  conveyed  to  Baker  County  for  road 
right-of-way  by  deed  recorded  June  9, 
1969.  at  Book  169.  Rage  666,  records  ot 
Baker  County.  Oregon,  and  N'jNWr*. 
SE'4NW»4.  and  E^^SW^; 

Bee.  32,  W^KViNE'^. 
T.  11B..R.46E. 

Sec.  6,  Wi4SWi,4  and  SEUSWi,4: 

Sec.  6,  lots  2,  3.  4,  5.  and  6,  and  SE^Ii^^V^-^. 
NE»4SWV4.  and  N%SE',4. 

The  tireas  described  aggregate,  after  mak- 
tn«  the  afc«-esald  exceptions.  1.449  15  acres 
tn  Baker  County. 

2.  All  the  minerals  in  the  following 
lands  were  and  continue  to  be  in  United 
States  ownership  and  are  already  open 
to  operation  of  the  mining  laws  (Ch.  2. 
Title  30  use.  >  and  the  mineral  leasing 

laws: 

^VIl.L.^MLm  Mf.ridan 

T.  11  S.  a.  45E., 

Sec.  11,  WijE'^. 
T.  10S.,R.  46E., 
Sec.  21,  W>2. 
T.  lis.,  R.  46E.. 
Sec.  5.  NWi,4SWi4: 
-  Sec.  6,  lots  2,  3.  4.  5.  and  6,  and  SE'^NW'^. 
NEViSW',.  and  N'-jSE'^. 

3.  The  subject  lands  are  located  near 
or  adjacent  to  the  Snake  River  approxi- 
mately 35  miles  east  of  the  City  of  Baker, 
Elevation  ranges  from  2,000  to  5,500  feet 
above  sea  level,  sind  the  topography  Is 
generally  rough  and  mountainous  with 
■ome  gentle  sloping  terrain.  Vegetation 
consists  primarily  of  native  grasses  with 
some  groves  of  young  Douglas  fir  timber. 
In  the  past,  the  lands  have  been  lised  for 
livestock  grazing  purposes,  and  they  will 
be  managed,  together  with  adjoining  na- 
tional resource  lands,  for  multiple  use. 

4.  Subject  to  valid  existing  right.'?,  the 
provisions  of  existing  wlthdrawEils.  and 
the  requirements  of  applicable  law.  the 
lands  described  In  paragrai^  1  hereof 
are  hereby  open  (exc«>t  as  already  pro- 
vided In  paragraph  2  hereof)  to  opera - 
tkn  of  the  publk:  land  laws,  tncludtng 
ttie  mining  laws  (Ch.  2,  Title  30  UJ3.C.) 
end  the  mineral  leasing  laws.  AH  valid 
iQjpUcatlons  received  at  or  prior  to  10 
tuxL  June  30,  1977,  shall  be  considered 
as  slmultaneoiisly  filed  at  that  time. 
rtMBe  receired  ttiereafter  shall  be  con- 
■klered  tn  the  order  of  fUmg. 


5.  Inquiries  conceming  the  lands 
should  be  addressed  to  the  Chief,  Branch 
of  Lands  and  Minerals  Operations,  Bu- 
reau of  Land  Management.  P.O.  Box 
2965.  Portland,  Oregon  97208. 

Virgil  O  Seiser, 
Acting  Chief,  Branch  of  Lands 

and  Mineral  Operations. 
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of  Lands  and  Muierais  Operations,  Bu- 
reau of  Land  Maiiagemeut,  P.  O.  Box 
2965.  Portland,  Oregon  97208. 

ViHcn.  O  Seiser. 
Acting  Chief.  Branch  of  Lands 

ond  Minerals  Operations. 
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[OR  8191] 
OREGON 


Order  Providing  for  Opening  of  f*ublic 
Lands 

May  25,  1977. 

1.  In  an  exclMinge  of  lands  made  under 
the  provisions  of  section  8  of  the  Act  of 
June  28.  1934,  48  Stat.  1269.  1272,  as 
amended  and  supplemented,  43  U.S.C. 
315g  a964\  the  following  lands  have 
been  reconveyed  to  the  United  Stales : 

WUXAMETTE    MEKIBIA.N 

T   22  S..  R.  24  E., 

Sec.  24,  SEi4SW%.  NEViSEiii.  and  SViSEi4 
T.  23  8.,  B.  24  E  . 

Sec    35.  NWViSE><4. 
T.  24  S.,  R   24  E.. 

Sec.  1,  lots  1  and  2 
T.  22  S.    R.  25  E  . 

Sec   31,  KWi:,NEi4 
T   23  8  .  R  25  E., 

Sec    31.    lot  4.   SEi.,Ni:-H.    and   SEL^SW^; 

Sec.    32,    SW'-hNBV;,    B-^Syf^.    Ni4SW>4, 
SEViSWi^.and  NWi4SE>,4. 
T.  24  S.,  R.  26  K., 

Sec.  6,  lets  2.  3.  4.  and  5 
T.  25  S  .  R.  25  E., 

Sec      1,     S'jNWV;,     NViSWl^.     SE-4SWV4. 
\VijSEi4.  and  SE'4SE'4. 
T.  23S..*R.  26E  . 

Sec  28,  SW1.4NW1.4; 

Sec.  29,  SEV4NEV4  and  SEI4; 

Sec.  31: 

Sec.  33: 

Sec.  36. 

The  areas  described  aggregate  3,348  73  acres 
In  Harney  County 

2.  The  subject  lands  are  located  in  the 
vicinity  of  Chlckahomlny  Reservoir  ap- 
proximately 30  miles  west  of  the  City 
of  Bums.  Elevation  ranges  from  4.400  to 
5,000  feet  above  sea  level,  and  the  topog- 
raphy Is  generally  flat  to  moderately 
sloping.  Approximately  80  acres  of  the 
subject  lands  are  inundated  by  Chicka- 
hcaniny  Reservoir.  The  vegetation  con- 
sists primarily  of  sagebrush,  native 
grasses,  and  some  western  Juniper.  In  the 
past,  the  lands  have  been  used  for  live- 
stock grfiizing  purposes,  and  they  will  be 
managed,  together  with  adjoining  na- 
tional resource  lands,  for  multiple  use. 

3.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law,  the 
lands  described  In  paragrafAi  1  hereof  are 
hereby  open  to  operation  ot  the  public 
land  laws,  including  the  mining  laws 
(Ch.  2,  TlUe  30  U£.C.)  and  the  mineral 
leasing  laws.  AD  valid  applications  re- 
ceived at  or  prior  to  10  ajiu  June  30, 
1977.  shall  be  considered  as  simultane- 
ously filed  at  that  time.  Those  received 
thereafter  shall  be  cocisldered  in  the 
order  of  filing. 

4.  Inquiries  eoncemln^  the  lands 
^lould  be  addressed  to  tbe  Chief,  Branch 


[OQlac»<loia384| 

LANDS  IN  ROUTT  COUNTY,  COLO 

Coal  Lease  Offering  by  Seated  Bids 

US  Department  of  the  Interior. 
Bureau  of  Land  Management.  Colorado 
State  Office.  Denver.  Colorado  Notice  is 
here+jy  given  that  certain  coal  resources 
in  the  land.*;  hereinafter  described  In 
Routt  Co'onty.  Colorado,  will  be  offered 
for  lease  by  sealed  bid  to  the  qualified 
bidder  of  the  highest  ca<:h  tunoimt  per 
ac!-e  cr  fraction  thereof.  These  resources 
were  previously  scheduled  for  sale  offer- 
ing on  May  25,  1977.  The  sale  now  wiD  be 
held  at  2  p  m..  June  21.  1977  in  Room 
708.  Colorado  Suue  Bank  Bui.ding.  Den- 
ver. Colorado.  Sealed  bids  will  be  opened 
and  read  and  the  highest  bid  will  be  an- 
nounced. The  proposed  lessee  will  be 
notified  by  mail  after  the  State  Director 
has  made  his  decision  No  bids  received 
after  2  p.m.,  June  21,  1977,  will  be  con- 
sidered. Sealed  bids  may  not  be  modified 
or  withdrawn  unless  such  modification  or 
withdrawal  is  received  before  the  date, 
time  and  place  set  for  oj^enin^  of  such 
bid.<^  Payment  of  the  bonrj;  shall  be  on  a 
deferred  basis,  one -fifth  due  on  the  day 
of  Lhe  sale,  and  the  balance  in  equal 
annual  installments  on  the  first  four  an- 
niversary' dates  of  the  lease.  The  success- 
ful bidder  ts  obligated  to  pay  for  the 
newspaper  publications  of  this  notice. 

Warning  to  bidders.  A  lease  will  not 
be  issued  to  a  bidder  who  holds  or  con- 
trols more  than  46.080  acres  of  Federal 
coal  leases  in  any  one  state  or  100,000 
acres  of  Federal  co'a.1  leases  in  Uie  United 
States. 

A  high  bidder  must  demonstrate  that 
he  meeu*^  short-term  criteriai-  If  the  high 
bidder  L'  other  than  the  applicant,  a 
period  of  30  days  will  be  allowed  to 
f'omish  evidence  that  he  meets  the  short- 
term  criteria.  In  accordance  with  the 
Federal  Coal  Leasing  Amendments  Act 
of  1975,  it  wUl  be  necessary  that  the 
high  bidder,  as  a  prospective  lessee,  dis- 
close the  nature  and  extent  of  his  coal 
holdings  to  the  Department  of  Justice 
before  issuance  of  the  lease. 

Coal  offered  The  lands  are  Icx^ated  in 
Routt  County  approximately  6  miles 
northwest  of  Oak  Creek,  Colorado,  on 
County  Road  No.  27.  The  lands  are  de- 
scribed as  follows:  T.  5  N.,  R.  86  W.,  6th 
PM..  Colorado.  SecUon  33.  SEUNWU. 
E'2SEi-4:  Section  34.  SW'-4NWi4.  WH:- 
SWV4;  and  T.  4  N.  R.  86  W,  6th  PM.. 
Colorado.  SecUon  10,  Lot  3,  containing 
263.11  acres. 

The  coal  resources  to  be  offered  In- 
clude all  available  coal  within  the  Wadge 
and  all  overlying  coal  beds.  Ttie  esti- 
mated recoverable  coal  reserves  ^are  a^ 
follows:  Strip-mining  methods — 1.463- 
970  tons;  underground  mtrtlng  meth- 
ods—339,066  tons;   total  1,803.036  tons. 
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Rental  and  royalty.  A  lease  as  &  result 
of  this  oaerlng  will  provide  for  payment 
of  an  annual  rental  of  W  per  acre  or 
fraction  thereof  and  a  royalty  payable 
CO  the  United  States  at  the  rate  of  l^Vx 
percent  for  coal  mined  by  strip-mining 
methods,  and  8  percent  for  coal  mmed  by 
underground  methods  of  the  value  of 
coal  as  defined  In  30  CFR  211  63.  The 
royalty,  bonus,  and  rental  together  re- 
flect those  factors  considered  to  be  sig- 
nificant In  determining  tlie  fair  market 
value  of  the  coal  resources  for  this  speci- 
fic sale.  For  this  specific  sale,  the  3  per- 
cent royalty  above  the  12 '2  percent  re- 
quired by  law  was  added  to  reduce  the 
bonus  bid.  Tlie  15  4  percent  royalty  rep- 
resents, except  for  rentals,  the  estimated 
fair  market  value  of  this  tract. 

Public  comments.  The  public  is  invited 
to  submit  written  comments  on  fair  mar- 
ket value  and  the  above  royaHy  rates  to 
the  State  Dire<nor  '  AH  CO-946  > .  Bureau 
of  Land  Management.  Colorado  State 
Office.  Colorado  State  Bank  Building, 
Room  700.  1600  Broadway.  Denver.  Col- 
orado 80202.  through  Thursda.v.  June  9, 
1977. 

Notice  of  availability.  All  case  file  doc- 
uments and  written  comments  submitted 
by  the  public  on  fair  market  value  or 
rovaltv  rates  except  tha«e  portions  iden- 
tified as  proprietary  by  the  commenter 
and  meeting  exemptioiis  slated  in  the 
Freedom  of  Information  Act  will  be 
available  for  public  inspection  at  the  Bu- 
reau of  Land  Management.  Room  701, 
Colorado  State  Bank  Building.  1600 
Broadway.  Denver.  Colorado. 

Dale  R.  Andrus. 
State  Director.  Colorado. 

[PR  Doc  77-15662  Piled  6-l-77;8:45  am) 


DEPARTMENT  OF   JUSTICE 

Drug  Enforcement  Administration 

IMPORTATION   OF   CONTROLLED 
SUBSTANCES 

Application 

Pursuant  to  Section  1008  of  the  Con- 
trolled Substance  Im;x)rt  and  Export  Act 
'  21  US  C  958 1  h)  I .  the  Attorney  General 
shall,  prior  to  issuing  a  registration  un- 
der this  section  to  a  bulk  manufacturer 
of  a  controlled  substance  in  schedule  I 
or  II.  and  prior  to  Issuing  a  regulation 
under  section  1002ia'  authorizing  the 
importation  of  such  a  substance,  provide 
manufacturers  holding  registrations  for 
the  bulk  manufacture  of  the  substance 
an  opportimity  for  a  hearing. 

Tiierefore  in  accordance  with  Section 
1311  42  of  Title  21,  Code  of  Federal  Regu- 
lations 'CFR',  notice  Is  hereby  given 
that  on  May  10,  1977.  Applied  Science 
Labs.,  Inc..  139  North  GUI  Street.  Box 
440.  State  College.  Pemisylvanla  16801, 
made  appUcatJon  to  the  E>rug  Enforce- 
ment Administration  to  be  registered  aa 
an  importer  of  the  baste  classes  of  con- 
trolled substances  listed  below,  which.  If 
Imported,  will  be  suppUed  exclusively  for 
authorized  research  or  as  chemical  anal- 
ysis standards: 


NOTICES 

Dnig:  Schedule 

3,4-mettoylenedloxy  ampbetamtae-  I 

BufoMolna I 

Diethyl ta-yptft.mtrvB   I 

Dtmethyltryptamlne    I 

Ptmlnodlne     - --     ^   ^ 

As  to  the  basic  classes  of  controlled 
substances  listed  above  for  which  appli- 
cation for  registration  has  been  made, 
any  other  applicant  therefor,  and  any  ex- 
isting bulk  manufacturer  registered 
therefor,  may  file  written  comments  on 
or  objections  to  the  issuance  of  such  reg- 
istration and  may,  at  tlie  same  time,  file 
a  written  request  for  a  hearing  on  such 
application  in  accordance  with  21  CFR 
1301.54  m  such  form  as  prescribed  by  21 
CFR  1316.47.  Such  comments,  objections 
and  requests  for  a  hearing  may  be  filed 
no  later  than  July  6. 1977. 

Comments  and  objections  may  be  ad- 
dressed to  the  DEA  Federal  Register 
Representative,  OfBce  of  Chief  Counsel, 
Drug  Enforcement  Administration, 
Room  1203,  1405  Eye  Street  NW..  Wash- 
ington. D.C. 20537. 

This  procedure  is  to  be  conducted 
simultaneously  with  and  independent  of 
the  procedures  described  in  21  CFR  1311.- 
42  <b>.  <c).  <di,  (e)  and  f f ) .  As  noted 
in  a  previous  notice  at  40  FR  43745-46 
(September  23.  1975'.  all  applicants  for 
registration  to  import  a  basic  class  of 
any  controlled  substance  in  schedule  I 
or  II  are  and  will  continue  to  be  required 
to  demonstrate  to  the  Administrator  of 
the  Drug  Enforcement  Administration 
that  the  requirements  for  such  registra- 
tion pursuant  to  21  U.S.C.  gSSCa"),  21 
U.S.C.  ■823(a),  and  21  CFR  1311.42  ta). 
ibi.  ic>.  'd>,  'e>  and  'f>  are  satisfied. 

Dated;  May  26,  1977. 

Donald  E.  Miller. 
Acting  Deputy  Administrator. 
Drug  Enforcement  Administration. 
[PR  Doc.77-15658  Piled  6-l-T7;8;45  am] 


Pursuant  to  5  1301.43  of  Title  21  of  the 
Code  of  Federal  Regxilations  (CFR) ,  no- 
tice is  hereby  given  that  on  1  undated  < . 
Applied  Science  Laboratories,  Inc.,  139 
North  Gill  Street  <Box  440)  State  Col- 
lege, Pennsylvania  16801,  made  applica- 
tion to  the  I>rug  Enforcement  Adminis- 
tration to  be  registered  as  a  bulk  manu- 
facturer of  the  basic  class  of  controlled 
substances  listed  below : 

Drug: 


MANUFACTURE   OF   CONTROLLED 
SUBSTANCES 

Application 

Section  303' aid)  of  the  Comprehen- 
sive Drug  Abuse  Prevention  and  Control 
Act  of  1970  <2I  U.S.C.  823 fa)  (1) )  states: 

The  .attorney  (jeneraJ  shall  register  an 
applicant  to  manufacture  controlled  sub- 
stances In  schedue  I  or  n  If  he  determines 
that  such  registration  Is  consistent  with  the 
public  interest  and  with  United  States  ob- 
ligations under  international  treaties,  con- 
ventions, or  protocols  in  effect  on  the  effec- 
tive date  of  thla  part.  In  determining  the 
public  interest,  the  following  factors  shall  be 
considered: 

(1)  Maintenance  of  effective  controls 
against  diversion  of  partlctilar  controlled 
substances  and  any  controlled  substance  In 
schedule  1  or  II  compounded  therefrom  Into 
other  than  legitimate  medical,  scientific,  re- 
search, or  industrial  channels,  by  limiting 
the  Importation  and  bulk  manufacture  of 
such  controlled  substances  to  a  number  of 
establishments  which  can  produce  an  ade- 
quate and  uninterrupted  supply  of  these  sub- 
stances under  adequately  competitive  con- 
ditions for  legitimate  medical,  sclenttflc.  re- 
search, and  industrial  purposes; 


Mescaline    

Lysergic  acid  dlethylamlde. 


ScheduJe 

I 

I 


Pursuant  to  Section  301  of  the  Con- 
trolled Substances  Act  (21  U.S.C.  821'. 
and  in  accordance  with  21  CFR  1301.43 
I  a) ,  notice  is  hereby  given  that  the  above 
fimj  has  made  application  to  the  Drug 
Enforcement  Administration  to  be  reg- 
istered as  a  bulk  manufacturer  of  the 
basic  class  of  controlled  substances  In- 
dicated, and  any  other  such  person,  and 
any  existing  registered  bulk  manufac- 
turer of  the  above  substances  may  file 
written  comments  on  or  objections  to 
the  issuance  of  such  registration  and 
may,  at  the  same  time,  file  a  written  re- 
quest for  a  hearing  on  the  application 
in  accordance  with  21  CFR  1301.54  in 
such  form  as  prescribed  by  21  CFR  1316. 
47.  Such  comments,  ob.iections  and  re- 
quests for  a  hearing  may  be  filed  no 
later  than  July  6.  1977. 

Comments  and  objections  may  be  ad- 
dressed to  the  DEA  Federal  Register 
Representative,  Office  of  Chief  Counsel. 
Drug  Biforcement  Administration, 
Room  1203,  1405  Eye  Street  NW..  Wash- 
ington. D.C.  20537. 

Dated :  May  26,  1977. 

Donald  E.  Miller. 
Acting  Deputy  Administrator, 
Drug  Enforcement  Administration. 

[  FR  Doc  77- 15659  FUed  6- 1  -77;  8 :  45  am  | 


MANUFACTURE  OF  CONTROLLED 
SUBSTANCES 

Application 

Section  303(a)  (1)  of  the  Comprehen- 
sive Drug  Abuse  Prevention  and  Control 
Act  of  1970  (21  U.S.C.  823ia>  il'  >  states: 

The  Attorney  General  shall  register  an  ap- 
plicant to  manufacture  controlled  substances 
in  schedule  I  or  n  If  he  determines  that  such 
registration  ts  consistent  with  the  public  In- 
terest and  with  United  States  obligations  un- 
der International  treaties,  conventions,  or 
protocols  In  effect  on  the  effective  date  of 
this  part.  In  determining  the  public  Inter- 
est, the  following  factors  shall  be  considered: 

( 1 )  Maintenance  of  effective  controls 
against  diversion  of  particular  controlled 
substances  and  any  controlled  substance  in 
schedule  I  or  II  compounded  therefrom  into 
other  than  Legitimate  medical,  scientific,  re- 
search, or  Industrial  channels,  by  limiting 
the  Importation  and  bulk  manufacttu-e  of 
such  controlled  substances  to  a  number  of 
establishments  which  can  produce  an  ade- 
quate and  uiUnterrupted  supply  of  these  sub- 
stances under  adequately  competitive  con- 
ditions for  legitimate  medical,  scientific,  re- 
search, and  Industrial  purposes; 

Pursuant  to  5  1301.43  of  Title  21  of  the 
Code  of  Federal  Regulatlona  (CFR) ,  no- 
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tlce  Is  hereby  given  that  on  April  13. 
1977,  Wlnthrop  Laboratory.  Div.  of  Ster- 
ling Drug,  Inc.,  33  Riverside  Ave..  Rens- 
selaer. New  York  12144.  made  applica- 
tion to  the  Drug  Enforcement  Admlnis- 
tratlcxD  to  be  registered  as  a  bulk  manu- 
facturer of  pethidine,  a  basic  class  of 
controlled  substance  In  schedule  II. 

Pursuant  to  Section  301  of  the  Con- 
troUed  Substances  Act  (21  U^.C.  821  >, 
and  In  accordance  with  21  CFR  1301.43 
(a) ,  notice  is  hereby  given  that  the 
above  firm  has  made  application  to  the 
Drug  Enforcement  Administration  to  be 
registered  as  a  bulk  manufacturer  of  the 
btisic  class  of  controlled  substance  Indi- 
cated, and  any  other  such  person,  and 
any  existing  registered  bulk  manufactur- 
er of  pethidine,  may  file  WTitten  com- 
ments on  or  objections  to  the  Issuance  of 
Buch  registration  and  may.  at  the  same 
time,  file  a  written  request  for  a  hear- 
ing on  the  application  In  su^cordance 
with  21  CFR  1301.54  In  such  form  as 
prescribed  by  21  CFR  1316.47.  Such  com- 
ments, objections  and  requests  for  a 
hearing  may  be  filed  no  later  than  July 
e,  1977. 

Comments  and  objections  may  be  ad- 
(Iressed  to  the  DEA  Federal  Register 
Representative,  Office  of  Chief  Counsel, 
Drug  Enforcement  Administration, 
Room  1203,  1405  Eye  Street  NW.,  Wash- 
ington, D.C.  20537. 

Dated:  May  26.  1977. 

Donald  E.  Miller, 
Acting  Deputy  Administrator. 
Drug  Enforcement  Administration. 
{TR  Doc. 77-15654  Filed  6-1-77.8:45  am] 


LIBRARY  OF  CONGRESS 

Copyright  Office 

(S  77-&-A1 

PERFORMANCE  RIGHTS  IN   SOUND 
RECORDINGS 

Public  Hearings 

AGENCY:   Library  of  Congress.   Copy- 
right Office. 
ACTION:  Notice  of  Public  Hearings. 

SUMMARY:  This  notice  of  public  hear- 
tog  Is  Issued  to  advise  the  public  that  the 
Copyright  Office  of  the  Library  of  Con- 
gress Is  preparing  a  report  to  Congress 
under  section  114(d)  of  Pub.  L.  94-553 
(90  Stat.  2541),  the  Act  for  General  Re- 
Tlfilon  of  the  Copyright  Law.  pertaining 
to  performance  rights  in  ctn^yrlghted 
sound  recordings.  This  notice  announces 
»nd  Invites  participation  In  two  public 
hearings  Intended  to  elicit  views,  com- 
ment and  Information  from  Interested 
members  of  the  public  which  will  assist 
the  Cop3Tlght  Office  In  considering  al- 
ternatives, farmiUaUng  a  reixirt,  and 
making  legislative  recommendations.  If 
•ny. 

DATES:  The  hearings  wIQ  be  held  ta 
Arlington.  Virginia  00  July  6,  1,  and  8, 
1977.  aod  to  Beverly  HUb,  Caltfomla  00 
July  28,  n,  and  28.  1977.  commencing  st 
9:30  ftjn. 


Members  of  the  public  desiring  to  tes- 
tLfy  should  submit  written  requests  to 
present  testimony  for  the  Virginia  hear- 
ing before  June  21.  1977.  and  for  the 
California  hearing  before  July  11.  1977 
to  the  address  set  forth  below.  The  re- 
quests should  clearly  identify  the  Indi- 
vidual or  group  requesting  to  testify,  the 
hearing  at  which  testimony  will  be  of- 
fered, and  the  amount  of  time  desired 

ADDRESS:  The  Virginia  hearing  will 
be  held  in  Room  910.  Crystal  Mall  Build- 
ing No.  2,  1921  Jefferson  Davis  Highway. 
Arlington.  Virginia.  The  C-alifomia  hear- 
ing will  be  held  In  the  Monaco  Suite. 
Beverly  HUton  Hotel.  9867  WUshire 
Boulevard,  Beverly  mils.  CaUfomia 
90210.  Requests  to  present  testimony 
should  be  addressed  to :  Harriet  L.  Oler. 
Senior  Attorney.  Office  of  the  General 
Couni^el,  Copyright  Office.  Llbrarv-  of 
Cougrcs.s  Washington.  D.C.  20559. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harriet  L.  Oler,  Senior  Attorney.  Office 
of  the  General  Counsel.  CopjTight 
Office.  Library  of  Congress.  Washing- 
ton. D.C.  20559  1 703-557-^737'. 

SUPPLEMENTARY  INFORMATION 
Section  114  of  the  newly  enacted  copy- 
right law.  Pub.  L.  94-553.  specifies  that 
the  exclusive  rights  of  the  owner  of  copy- 
right in  a  sound  recording  are  limited  to 
the  rights  to  reproduce  the  sound  re- 
cording In  copies  or  phonorecords.  to  pre- 
pare derivative  works  based  on  the  soimd 
recording  and  to  distribute  copies  or 
phonorecords  of  the  sound  recording  to 
the  public.  Paragraph  (a)  of  section  114 
states  explicitly-  that  tlie  owner's  rights 
"do  not  include  any  right  cf  performance 
under  section  106 '4)." 

Congress  had  considered  the  argu- 
ments in  favor  of  establishing  a  limited 
performance  right,  to  the  form  of  a  com- 
pulsory license,  for  copv-righted  sound 
recordtogs  but  concluded  that  the  issue 
required  further  study.  Paragraph  (d)  of 
Bectlon  114  directs  the  Register  of  Copy- 
rights to  consult  with  various  Interests  to 
the  broadcasting,  recordtog.  motion  pic- 
ture and  entertatoment  todustrles:  arts 
M^anlzatlons;  and  representatives  of 
copyright  owners,  organized  labor  and 
performers,  and  to  report  to  Congress  by 
January  3,  1978  whether  section  114 
should  be  amended  to  provide  for  per- 
formers and  copyright  owners  any  per- 
formance rights  to  such  material.  The 
report  to  to  describe  the  statxis  of  such 
rights  to  foreign  countries,  the  views  of 
major  toterested  parties,  and  specific 
legislative  or  other  recommendations.  K 
any. 

To  assist  the  Copyright  Office  ta  for- 
mulating the  report  and  recommenda- 
tion, the  Office  published  a  notice  in  the 
F*DBRAL  REGISTER  (42  FR  2127-28,  April 
27,  1977)  sollclttag  public  comment  cwi 
the  Bubject  of  performance  rights  ta 
Kjxmd  recordings.  Copies  of  all  comments 
received  are  available  for  public  tnsiiec- 
tkm  and  copying  between  the  hours  of 
8  ajn.  and  4  pjn^  Monday  through  Fri- 


day, to  the  Copyright  Office  Information 
OfBce. 

The  Copyright  Office  believes  that  pub- 
lic heartags  are  appropriate  forums  to 
secure  responses  to  these  »Tltten  com- 
ments and  reply  comments  and  to  obtato 
additional  Information,  data  and  public 
comment  on  the  subject  of  performance 
rights  ta  copyrighted  sound  rccordtags, 
yhe  Office  Is  toterested  to  receiving 
te.stlmony  on  the  foUowta^  questions,  re- 
lated observations  are  welcome. 

1 1 )  What  are  the  constitutional  and 
legal  constratats  and  problems  aristog 
from  a  performance  royalty  ta  sound 
record  mgs? 

i2>  What  arc  the  arguments  for  and 
against  a  performance  royalty  ta  sound 
recordmgs?  \^'hat  projected  economic  ef- 
fect would  it  have  on  performers,  record 
companies,  broadcasters,  catrie  systems, 
owners  of  copyright  ta  musical  composi- 
tions, background  music  services,  juke- 
box operators,  record  consumers  and 
other  tatere.sted  parties? 

1 3)  In  the  event  that  a  performance 
right  is  enacted,  who  should  enjoy  It?  If 
both  record  producers  and  performers 
enjoy  it,  what  royalty  split  would  be  ad- 
visable? 

(4)  If  a  performance  royalty  is  en- 
acted, what  mechanism  should  be  e.<;tab- 
llshed  to  Implement  It'  Are  voluntary 
negotiations  possible  and  or  preferable? 
Would  a  compiilsors-  Ucenstog  system 
work?  If  so,  who  should  determtae  the 
rates,  who  should  distribute  the  pro- 
ceeds and  how  should  the  beneficiaries 
be  identified?  What  role,  if  any.  should 
the  Copyright  Office  play? 

i5>  What  effect  would  perform .niice 
rights  legislation  have  on  United  States 
taternational  copyright  relations''  If 
such  legislation  is  enacted  should  the 
United  States  join  the  1961  International 
Convention  for  the  Protection  of  Per- 
formers. Producers  of  Phonograms  and 
Broadcasting  Organizations  (Rome  Con- 
vention >  ?  If  not.  would  the  United  States 
accord  national  treatment  to  foreign 
sound  recordings  imder  the  Universal 
Copyright  Convention? 

Written  Statements :  All  -Ritnesses  are 
requested  to  provide  10  copies  of  a  writ- 
ten statement  of  their  testimony  to  the 
Office  of  the  General  Counsel  by  June  28, 
1977  for  testimony  to  be  presented  at  the 
Virginia  hearing,  and  by  July  18,  1977  for 
testimony  to  be  presented  at  the  Beverly 
HUls  hearing. 

The  record  of  the  proceedings  will  be 
kept  optTi  untn  August  26,  1977  for  re- 
ceipt of  written  supplemental  state- 
ments. 

(Tttto    It    tfC    Om    XTnlted    Bt&ten    Code    a« 
-Tw^wlt^l  by  Fob.  L.  M-6^     Bee   1 14  < 

Dated:  May  26,  1977. 

Barbara  Ringek. 
Register  of  Copyrights. 
Approved : 

DAITIZL   J     BOORiSTIN. 

Librarian  of  Congress. 

\rR  Txxn-lbeOO  Filed  8-1-77; 8: 45  am] 
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NATIONAL  AERONAUTICS  AND 
SPACE  ADMINISTRATION 

Notice  No   77-40! 

NASA  RESEARCH  AND  TECHNOLOGY  AD- 
VISORY COUNCIL  PANEL  ON  GENERAL 
AVIATION    TECHNOLOGY 

Meeting 

The  ^fASA  Research  and  Technology 
Advisory  Council  Panel  on  General  Avia- 
tion Technology  vuU  meet  on  June  22-24, 
1977  at  the  Amc.s  Re-search  Center.  Mof- 
fett  Field.  Caliiornia  94035  The  meeting 
will  be  held  in  the  Auditorium,  Buildins 
245.  The  meeting  Ls  open  to  the  public  on 
a  first-come,  first-served  basis,  up  to  the 
seating  capacity  of  the  room  which  is 
about  40  persorts.  All  visitors  mu^t  report 
to  the  Am&s  Research  Center  Reception- 
ist in  Building  200.  Appropriate  badges 
and  directions  for  reaching  the  desig- 
nated meeting  place  will  be  i.^sued  there. 

The  NASA  Research  and  Tec'nnolo.gy 
Advisory  Council  Panel  on  General  Avia- 
tion Technology  provides  technical  ad- 
vice and  recommendations  on  program 
goals,  scope,  and  content  and  balance  in 
the  general  aviation  technology  research 
and  development.  There  are  12  members. 
The  following  list  sets  forth  the  approved 
agenda  and  schedule  for  the  June  22- 
24.  1977  meeting  of  the  Panel  on  General 
Aviation  Technology.  For  further  infor- 
mation, please  contact  Mr.  Roger  L.  Win- 
blade.  NASA  Headciuarters,  iCode  RAG' . 
Washington,  DC  20546,  t202'  755-2399. 
June  22,   1977 

Time  Topic 

9am.- -     Welcoming  Remark.5.  iPur- 

•  pose:  To  officially  wel- 
come the  members  of 
the  General  Aviation 
Technology  Panel  to  the 
Ames  Research  Center  ) 

9:20  am Chairman's  Report.  (Pur- 
pose: To  summarize  ac- 
tion taken  at  the  Febr\i- 
ary  1977  meeting  of  the 
Research  and  Technol- 
ogy AdvLsorv  Council 
and  to  review  for  dispo- 
sition recommendations 
previously  made  by  the 
jMinel.) 

10  :i  m Executive  Secretary's  Re- 
port. (Purpose:  To  brief 
the  Panel  on  develop- 
ments since  last  meet- 
ing Including  any  pro- 
gram and  organizational 
changee.  and  current 
status  of  FY  1977  78  pro- 
gram .Mso  to  defvrlt>e 
OAST  plannlru;  activities 
leading  to  potential  new 
Initiatives  In  aeronautics 
t«chnoI'<gy  and  other 
Panel  comments  and 
recommendatlon.s. 

1   30    pm- Tour    of    Facility.    -^Pur- 

poae:  To  provide  the 
Panel  with  the  oppor- 
tunity to  observe  and 
discuss  the  most  prom- 
Intent  facilities  availa- 
ble for  us©  In  conduct- 
ing ^neral  aviation  re- 
l.^ted  research  at  th» 
Ames  Research  Center.) 


NOTICES 

Tim*  Topic  Time 

2:30    pm Review        of        Composite      1  p.m.-- 

Workshop  and  Status 
of  Current  Activities. 
( Pxxrpose :  To  provide 
Panel  members  with  re- 
sults of  workshop  on 
the  use  of  composite 
materials  In  light  air- 
craft   construction    and      l:30p.m 

to  open  the  subject  for 
discussion  and  recom- 
mendatlorw  from  the 
Panel.) 
3:30  pm NASA  Program  In  Satel- 
lite Detection  and  Lo-  ' 
cation      of      Emergency 

Locator       Transmitters.     2  p.m 

(Purpose:  To  provide 
Panel  members  with 
background  and  current 
status  on  1978  NASA 
program  utilizing  a  sat- 
ellite base  system  for 
the  location  of  downed 

aircraft.)  2:45  p.m 

4  :50  pm General  Aviation  Propel- 
ler Research  Program. 
(Purpose:  To  describe 
for  Panel  comment  and 
recommendation  cur- 
rent planning  activities 
relateid  to  researcM  and 
technology  program  for 
optlnilzed  general  avia- 
tion propellers.)  3:15  p.m 

June  23.  1977 

8:30  am Aerial  Application  Tech- 
nology Program  Plan- 
ning Status  Report. 
(Purpose:  To  provide 
the  Panel  members  with 
current  status  of  plan- 
ning   activities    related 

to       agricultural       air-      3:45  pm 

craft.) 

0    am Hydrogen  Enrichment 

Program  Status  Report. 
( Purpose :  To  provide 
Panel  wltii  px-ellmlnary 
results  and  current 
status  of  flight  test 
phase  of  hydrogen  en- 
richment system  for 
fuel  savings.)  8    a.m ,. 

9:20  a.m Stall  Spin  Research  Pro- 
gram Status  Report. 
(Purpose:  To  review 
current  activities  at  the 
Ames  and  Langley  Re- 
search Centers  In  ex- 
panded stall  spin  re- 
search program  for 
P>anel  comment  and 
recommendation. ) 

10  am Cooling     Drag    Reduction 

Program  Status  Report. 
( Purpose :  To  review 
current  activities  at  the 
Ames  and  Langley  Re- 
search Centers  In  cool- 
ing drag  reduction  re- 
search program  for 
Panel  comment  and  rec- 
ommendations. ) 

10:30am General  Aviation  Avionics 

Research  and  Tech- 
nology Development 
Program  Status  Report. 
( Purpose :  To  review 
current  activities  at  the 
Ames  and  Langley  Re- 
search Centers  directed 
toward  advanced  avi- 
onics systems^  and  com- 
ponents for  general  avi- 
ation.) 


11:30  a.m- 


Topic 

.  Langley  Research  Center 
Status  Report.  ( Pur- 
pose: To  provide  the 
Panel  with  current 
status  and  progress  In 
general  aviation  pro- 
grams at  Langley  Re- 
search Center  ) 

_  Wallops  Flight  Center 
Status  Report.  (Pur- 
pose: To  provide  the 
Panel  with  current 
status  and  progress  in 
general  aviation  pro- 
grams at  the  Wallops 
Flight   Center  ) 

-  Lewis      Researcii      Center 

Status  Report.  (Pur- 
pose: To  provide  the 
Panel  with  current 
status  and  progress  in 
general  aviation  pro- 
grams at  Lewis  Research 
Center.) 

-  Free  Wing  Flight  Test  Ve- 

hicle Concept.  (Purpose: 
Dryden  Flight  Research 
Center  personnel  will 
describe  a  proposed 
manned  flight  test  pro- 
gram of  the  free  wing 
otJncept  for  Panel  com- 
ment and  recommenda- 
tions. I 

Industry  Views  on  Air- 
frame and  Engine  Icing 
Research  Needs.  ( Pur- 
pose: To  provide  an  op- 
portunity for  presenta- 
tion, discussion  and 
comment  on  the  need 
for  research  activities  in 
airframe  and  engine 
Icing.  1 

Panel  Discussion  of  Rec- 
ommended Long  Range 
Goals.  (PurpKJse:  To  dis- 
cuss Industry  views  on 
the  most  appropriate 
long  range  goals  fcr 
NAS.A  research  In  gen- 
eral  aviation  I 

June  24.  1977 

.-  Member  Reports  and  Rec- 
ommendations. (Pur- 
pose: To  provide  the  op- 
portunity for  individual 
member  reports  and  dis- 
cussions and  the  for- 
mulation of  recommen- 
dations.) 

.  -     Adjournment, 


Kenneth  R.  Chapman. 
Assistant  Administrator  for  De- 
partment of  Defense  and  In- 
teragency Affairs.  National 
Aeronautics  and  Space  Ad- 
ministration. 

May  25,  1977. 

[FR  Doc.77-155.'il   Filed  6-1-77:8:45  am] 

NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S   YEAR 

ARIZONA   WOMEN'S   MEETING 

Meeting 

In  accordance  -vvith  Section  10iaH2> 
of  the  Federal  Adivsory  Committee  Act 
(Public  Law  92-463,  5  U.S.C.  App.  1), 
announcement  is  made  of  the  Arizona 
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Women's  Meeting  to  be  held  on  June 
3-4,  1977  In  Phoenix  at  the  Phoenix 
Civic  Plaza 

The  purposes  of  the  meeting  are  to: 
<1)  Recognize  the  contributions  of 
women  to  the  development  of  our 
country; 

(2>  Assess  the  progress  that  ha^  been 
made  to  date  by  both  the  private  and 
public  sectors  In  promoting  equahty 
between  men  and  women  In  all  aspects 
of  life  In  the  United  State.'^ : 

(3)  Assess  the  role  of  women  in  eco- 
nomic, social,  cultural,  and  political 
development: 

(4>  Assess  the  participation  of  women 
In  efforts  aimed  at  the  development  of 
friendly  relations  and  cooperation 
Rm(Mig  nations  and  to  the  strengthening 
of  world  peace : 

»5)  Identify  tlie  barriers  that  prevent 
women  from  participating  fully  and 
equally  in  all  aspects  of  national  life. 
and  develop  recommendations  for 
means  by  which  such  barriers  can  be 
removed ; 

(6)  Make  nominations  for  and  elect 
18  representatives  to  the  National 
■Women's  Conference  in  accordance 
with  regulations  promulgated  by  the 
National  Commission  on  the  Observance 
of  International  Women's  Year  and 
consistent  with  the  requirement  that 
the  National  Women's  Conference  shall 
be  composed  of : 

(a)  Representatives  of  local.  Stat*,  re- 
gional and  national  institutions,  agen- 
cies, organizations,  unions,  associations, 
publications,  and  other  groups  which 
work  to  advance  the  rights  of  women: 
and 

(b)  Members  of  the  general  public, 
with  special  emphasis  on  the  representa- 
tion of  low-income  women,  members  of 
diverse  racial,  ethnic,  and  religious 
groups,  and  women  of  all  age.*;. 

This  meeting  is  scheduled  to  begin  at 
7:30  ajn.  on  June  3.  1977  and  end  at  4:30 
p.m.  cm  Jime  4.  1977. 

Workshops  and  other  discussions  have 
been  schedtiled  for : 

10:S0  ^Tn  to  13:30  pjn  and  3:30  pjn.  to 
4:80  pxa^  Frt<Jay,  Jtbm  t,  1977  «nd  10  »xn  to 
13  liooEL,  Sftturday,  jTMie  4,  lOTl 

Topics  to  be  discussed  during  these 
periods  Include  a  variety  of  Issues  con- 
cerning women  Including  their  health, 
welfare,  education,  employment,  and 
economic  stattis 

The  election  of  delegates  to  the  Na- 
tional Women  s  Conferene  Is  .scheduled 
as  follows: 

Nocnlnation  Oocnmlttee  Repkort  and  Floor 
NomlnattoDB — ^9:60  *.m.  to  10:30  am,  Fri- 
day, June  3,  1977. 

Election  o*  deteg&tes — 4  pjn.  to  7:30  pjn^ 
Friday,  June  8,  1977  mod.  trom  8  »,m  to  10:30 
•  m  ,  &atvHxl*y,  June  4,  1977. 

This  meeting  is  open  to  the  public.  All 
persons  16  years  <^d  or  over  who  are 
residents  <rf  the  State  cw  enroUees  at  edu- 
cational tnsUtutloEU  In  the  State  may 
register  to  participate  In  an  activities. 
Partlclpatlac  In  some  activities  may  be 
limited  by  tiie  avaflable  space. 


Regisirauon  is  premised  upon  a  satis- 
factory showmg  of  residency  or  educa- 
tional institution  enrollment  and  the 
payment  of  a  nominal  fee  All  partici- 
pants may  vote  on  recommendations  and 
delegates  if  they  have  registered  before 
2:30  p.m  .  Friday.  June  3.  1977.  or  before 
10  a.m..  Saturday.  June  4.  1977. 

All  communications  regarding  this 
Meeting  should  be  addressed  to  Trudy 
Multine  Chairperson,  International  Wo- 
men's Year  Coordinating  Committee.  Ill 
West  Osbom.  Street.  Suite  130.  Phoenix 
Arizona  85013  or  call  '602'  271-4160. 

General  notice  of  thl-^  meeting  has 
been  publicized  in  the  media  and  the 
tune  available  for  organizing  the  details 
of  the  program  schedule  have  made  it 
necessary  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  until  this 
time. 

Dated    May  27.  1977 

Linda  Col\<iKd   Doki\n 
General  Counsel.  National  Com- 
mission on  the  Obseri^ance  of 
Internattonal  Wom.en's  Year. 

'  FR  Doc  77-15655  PUed  &-l-77;8:46  am| 


COLORADO   WOMEN'S   MEETING 
Meeting 

In  accordance  with  Section  10  a  2i 
of  the  Federal  Advisory  Committee  Act 
(Public  Law  92-463.  5  U.8  C.  App.  1), 
announcement  is  made  of  the  Colorado 
Women's  Meeting  to  be  held  on  Jime 
3-5,  1977  in  Boulder  at  the  University 
of  Colorado. 

The  purpose.'^  <.'l  tlie  meeting  are  to: 
( 1 1  Recognize  the  contributions  of 
women  to  the  development  of  our 
country . 

'2)  Assess  the  progress  that  has  been 
made  to  date  by  both  the  private  and 
public  sectors  in  promoting  equality 
between  men  and  women  in  all  a."?pect6 
of  life  in  the  United  States : 

i3)  Assess  the  role  of  women  in  eco- 
nomic, social,  cultural,  and  political 
development: 

(4)  Assess  the  participation  of  women 
in  efforts  aimed  at  the  development  of 
friendly  relatlcms  and  cooperation 
among  nations  and  to  the  strengthen- 
ing of  world  peace; 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fuDy  and 
equally  in  all  aspects  of  national  life, 
and  develop  recommendations  for 
means  by  which  such  barriers  can  be 
removed : 

<6)  Make  nominations  for  and  elect 
20  representatives  to  the  National 
Women's  Conference  In  accordance 
with  regulations  promidgated  by  the 
National  Commission  mi  the  Observ- 
ance of  International  Women's  Year 
and  consistent  with  the  requlremrait 
that  the  National  Women's  Conference 
shall  be  composed  of : 

(a)  Representatives  of  local.  State, 
reglcHial,  and  national  instltutlocks,  agen- 
cies, organizations,  unions,  assoclatloos, 
publications,   and   other   groups   which 


vork  to  advance  tbe  lights  of  women; 
and 

(b)  Members  of  the  general  public, 
with  special  emphasis  on  the  representa- 
tion of  low-lncOTne  women,  members  of 
diverse  racial,  ethnic  and  rellpious 
groups,  and  women  erf  all  ages. 

Tiie  meeting  Is  scheduled  to  begin  at 
8:00  am.  on  June  3.  1977  and  end  at  4  00 
p.m.  on  June  5.  1977. 

Workshojis  and  other  discussions  have 
been  ."scheduled  for: 

10  to  11  a  m  .  1 1  a  m  to  12  noon  2  p  m  to 
3  15  p  ni  and  3  30  to  5  pjn.,  Friday,  June  8. 
1S77  and  &l  9:00  ».m  to  10:16  »-m  ,  2  pjn  to 
315  p.m  and  3  30  to  6:00  p.m.  Saturday. 
June  4    1977. 

Topics  to  be  discussed  during  these  pe- 
riods Include  a  variety  of  issues  of  con- 
cern to  women  including  health,  educa- 
tion, employment,  and  the  economic  and 
legal  stattis  of  women. 

The  election  of  delegates  to  the  Na- 
tional Women  s  Conference  is  scheduled 
as  follows: 

Nominating  Coiumitie'e  Report  aud  Floor 
Nominations — 11:16  a.m.  to  12  noon,  Satur- 
day. June  4  1977  and  from  7:15  pm  to  8 
p  m.,  Saturday.  June  4.   1977 

Ele<Mlon  of  del«»pat«s — 12  noon  to  1  30  p  m, 
Sunday   June  5    1977. 

This  meeting  is  open  to  tlie  public  All 
persons  16  years  old  or  over  who  are  resi- 
dents of  the  State  or  enroll ees  at  educa- 
tional institutions  in  the  State  may 
register  to  parUcipate  In  all  acUvitles. 
Participation  In  some  activities  may  be 
limited  by  the  available  sj»ace 

Registration  Ls  premised  ujxm  a  sati.s- 
factorj-  showing  of  residency  or  educa- 
tional Institution  enrollment  and  the 
pajTnent  of  a  nominal  fee  All  partici- 
pants may  vote  on  rerommeKdation.s  and 
delegaU't-  if  the>-  ha\e  regi.st<>r(x:  before 
10  a.m..  Sunday,  Jime  5,  1977. 

All  commimications  regarding  this 
Meeting  should  be  add.'-e.v-ed  to  Janet 
Beardsley.  Chairperson  International 
Women's  "i'ear  Coordinating  Committee, 
CO  Depl  of  Commerce  R.c>om  2555C.  32» 
Broadway,  Boulder  Colorado  80302  or 
call  (303)  499-1000,  ext  3354. 

General  notice  of  this  meeting  ha-s  been 
pubUcized  in  the  media  and  the  time 
available  for  organizing  tl^e  details  of  the 
program  schedule  have  made  It  necessary 
Ml  an  emergency  basis  to  postpone  publ!- 
catioo  of  this  notice  lantil  this  time 

Dated    May  27,  1977. 

IjKIkA   COLTJlU)    E>0IL1AN 

General  Counsel,  National  Com- 
missiom  on  Vie  Obtervcmce  of 
International  Womem^  Year. 

rPRDoc77-16«57»lied6-l-T7;8:46  ami 


OREGON  WOMEN'S  MEETING 

Notice  of  Meeting 

In  accordance  with  Sectidh  lOa  2) 
of  the  Federal  Advisory  Committee  Act 
(Public  Law  92-463.  i  VB.C.  App.  1). 
announcemoit  to  made  o^  the  Oregon 
Women's  Meeting  to  be  held  on  June 
S-5,  1977  In  Salem  at  WUlamette  Univer- 
sity 
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The  purposeB  of  the  meeting  are  to: 
<  1 )  Recognize  the  contrlbutlWM  at 
women  to  the  development  of  our  coun- 
try; 

1 2)  Assess  the  progress  that  has  been 
made  to  date  b^  both  the  private  and 
pubhc  sectors  In  promoting  equality  be- 
tween men  and  women  In  all  aspects  of 
life  in  the  United  States: 

I  3*  Asses.s  the  role  of  women  In  eco- 
nomic, social,  cultural,  and  political  de- 
velopment: 

4'  Assess  the  participation  of  women 
In  efforts  aimed  at  the  development  of 
friendly  relations  and  cooperation  among 
nations  and  to  the  strengthening  of 
world  peace: 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and 
equaU>'  tn  all  aspects  of  national  life,  and 
develop  recommendations  for  means  by 
which  such  barriers  can  be  removed: 

(6)  Make  nominations  for  and  elect  18 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regula- 
tions promulgated  by  the  National  Com- 
mLssion  on  the  Observance  of  Interna- 
tional Women's  Year  and  consistent  with 
the  requirement  that  the  National  Wom- 
en's Conference  shall  be  composed  of: 

ia>  Representatives  of  local.  State, 
regional,  and  national  institutions, 
agencies,  organizations,  unions,  as- 
sociations, publications,  and  other 
groups  which  work  to  advance  the 
rights  of  women:  and 

(b)  Members  of  the  general  public, 
with  special  emphasis  on  the  repre- 
sentation of  low-income  women,  mem- 
bers of  divers  racial,  ethnic,  and 
religious  groups,  and  women  of  all  ages. 

The  meeting  is  scheduled  to  begin  at 
4  p  m.  on  June  3.  1977  and  end  at  1  p.m. 
on  June  5,  1977. 

Workshops  and  other  discussions 
have  been  scheduled  for: 

11:00  to  12.30  p  m.  and  3:30  to  5  p.m, 
June  4.  1977. 

Topics  to  be  dLscus.-ed  during  these 
periods  Include  various  issues  concern- 
ing women  Including  health,  education, 
employment,  and  the  economic  and 
leeal  status  of  women. 

The  election  of  dele<?ates  to  the  Na- 
tional Women's  Conference  is  scheduled 
as  follows : 

Nominating  Comxnltteo  Report  and  Floor 
Nominations — 9:00  to  9  30  am..  Saturday, 
June  4,  1977. 

Election  of  delegates — 2  p  m.  to  8  p  m, 
Saturday,  Jane  4.  1977. 

This  meeting  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are 
residents  of  the  State  or  enrollees  at 
educational  Institutions  In  the  State 
may  register  to  participate  in  all  activi- 
ties. Participation  In  some  activities 
may  be  limited  by  the  available  space. 

Registration  Is  premised  upon  a  satis- 
factory showing  or  resi(icncy  or  educa- 
tional Institution  enrollment  and  the 
payment  of  a  nominal  fee.  All  partici- 
pants may  vote  on  recommendations  and 
delegates  If  they  have  registered  before 
9  a.m..  Saturday.  June  4,  1977. 

All  communications  regarding  this 
Meeting  should  be  addressed  to  Oregon 


NOTTCES 

WooMSi's  Conference,  730  Summer 
Street,  Ni^  Salem,  Oregon,  or  call  t503) 
378-8189. 

General  notice  of  this  meeting  has 
been  publicized  In  the  media  and  the 
time  available  for  organi2±ng  the  details 
of  the  program  schedule  have  made  It 
necessary  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  imtil  this 
time. 

Dated:  May  27,  1977. 

Linda  Colvard  Dorian, 
General  Counsel.  National  Com- 
mission on  the  Observance  of 
InternatioTval  Women's  Year. 

i  PR  Doc.77-15656  Piled  6-1-77:8:45  am] 

NATIONAL  TRANSPORTATION 
SAFETY   BOARD 

IN-AR77-22] 

SAFETY  RECOMMENDATIONS.  RE- 
SPONSES AND  RELATED  CORRESPOND- 
ENCE 

Availability  and  Receipt 

Aviation  Safety  Recommendations 
A-77-26  through  29. — The  National 
Transportation  Safety  Board's  continu- 
ing investigation  of  the  Texas  Interna- 
tional Airlines.  Inc..  DC-9  accident  at 
Denver,  Colorado,  last  November  16  hsis 
disclosed  several  unsafe  conditions  that 
should  be  corrected — crewmember  emer- 
gency evacuation  training,  tail  cone  exit 
designation.  passenger  Information 
cards,  and  tail  cone  emergency  lighting. 

Accordingly,  by  letter  of  May  23,  the 
Safety  Board  recommended  that  the 
Federal  Aviation  Administration — 

Require  that  the  emergency  evacxiatlon 
training  program  of  all  DC-9  operators  com- 
ply with  the  Intent  of  14  CFR  Part  121.417, 
specUlcally  with  regard  to  training  in  the 
operation  of  the  tall  cone  exit.  (A-77-26) 

Insure  that  safety  information,  which  is 
developed  and  disseminated  as  a  result  of 
accident  experience,  receives  the  proper  at- 
tention from  principal  air  carrier  inspectors 
and  operators  of  slmUar  equipment  and  that 
they  comply  with  directives  related  to  such 
information.  (A- 77-27) 

Issue  an  Air  Carrier  Operations  Bulletin 
clarifying  the  designation  of  the  DC-9  tan 
cone  exit  as  a  required  exit  and  requiring  that 
principal  operations  Inspectors  assigned  to 
DC-9  operators  Insure  that  their  assigned 
air  carriers  provide  Instructions  In  their  pas- 
.senger  briefings  and  on  their  passenger  Infor- 
mation cards  on  the  availability  and  opera- 
tion of  the  tall  cone  exit  as  an  emergency  exit. 
(A-77-28) 

Lssue  an  Airworthiness  Directive  to  require 
that  an  emergency  light  source  be  located  In 
close  proximity  to  the  DC-9  tall  cone  release 
handle  or  that  the  handle  t>e  self-lUumlnat- 
Ing.   (A-77-29) 

Each  of  these  recommendations  Is  des- 
ignated "Class  n — Priority  Followup." 

In  addition  to  describing  the  defi- 
ciencies noted  while  investigating  the 
Denver  accident,  the  Safety  Board  in  its 
May  23  recommendation  letter  to  PAA 
cities  comparable  training  deficiencies 
Identified  with  the  North  Central  AlrUnes 
DC-9  accident  In  Chicago,  Illinois,  on 
December  20,  1972.  Later.  FAA  reeval- 
uated North  Centrals  emergency  evacu- 


ation  training  program  and  Informed 
the  prlnclpfil  Inspector  assigned  to  this 
airline:  "We  do  not  consider  emergency 
training  in  which  pictorial  presentations 
take  the  place  of  actual  operation  of 
emergency  exits,  either  on  the  airplane 
or  a  realLsticv  mockup,  to  be  consistent 
with  the  intent  of  FAR  121.417.  We  in- 
clude in  this  connection  the  DC-9  tail 
cone  exit."  The  Safety  Board  was  sur- 
prised to  learn  that  action  was  appar- 
ently taken  only  with  regard  to  North 
Central  AirUnes  even  though  Air  Car- 
rier Operations  Bulletin  No.  73-1  speci- 
fied that  an  evaluation  be  made  of  each 
air  carrier.  "Hie  Safety  Board  believes 
that  all  DC-9  operators  should  be  advised 
that  the  DC-9  tail  cone  exit  Is  a  required 
exit. 

Aviation  Safety  Recommendations  A- 
77-30  and  31. — In  a  second  letter  of  May 
23  addressed  to  the  Federal  Aviation  Ad- 
ministration, the  Safety  Board  notes 
that  within  the  past  year,  four  accidents 
in  Enstrom  helicopters  have  been  caused 
by  material  failures.  Before  these  recent 
failures,  only  two  other  accidents  had  oc- 
curred as  a  result  of  such  failures — one, 
6  years  ago  and  another.  8  years  ago.  The 
Board  believes  that  these  failures,  which 
are  detailed  in  a  table  attached  to  the 
recommendation  letter,  demonstrate  a 
need  for  Immediate  corrective  action. 

The  Board  stated  that  three  of  the 
accidents  were  caused  by  fatigue  failures 
in  tail  rotor  spindle  P,\N  28-15202.  In  all 
three  of  these  failures,  high-cycle  reverse 
bending  occurred  In  the  seating  radius 
for  the  blade  grip  bearing  journals. 
Metallurgical  examination  of  two 
spindles  revealed  tensile  strengths  below 
minimum  specification  for  normal  steel 
material.  The  spindles  failed  at  145  and 
483  hours.  Metallurgical  examination  of 
the  third  spindle,  which  failed  at  1,222 
hours,  revealed  that  fatigue  began  be- 
cause of  Improper  machining. 

The  fourth  accident  was  caused  by 
separation  of  a  tall  rotor  blade  grip, 
P/N  28-15017.  Metallurgical  examination 
revealed  that  the  part  was  not  heat 
treated  to  the  proper  specifications.  The 
PAA's  Aeronautical  Center  Issued  an 
emergency  Airworthiness  Directive  on 
March  2,  1977,  to  require  that  the  part 
be  replaced. 

There  have  been  other  cases  of  manu- 
facturing discrepancies  on  main  rotor 
spindles,  P/N  28-14282,  and  shafts.  P/N 
28-13104,  that  have  been  recalled  by  Air- 
worthiness Directive. 

In  view  of  the  above,  the  Safety  Board 
believes  that  further  corrective  action  is 
necessary  and,  therefore,  recommends 
that  the  FAA— 

Inspect  the  quality  assurance  program  of 
the  Enstrom  Helicopter  Corporation  to  in- 
sure that  all  materials,  pieces,  parts,  and 
components  used  In  the  manufacture  of 
helicopters  comply  with  the  certificating  pro- 
visions of  14  CPR  21.33(b)  (2)  through  (4). 
(A-77-30)   (Cla.ss  I — Urgent  PoUowup) 

Review  the  certification  engineering  data 
to  Insure  that  critical  tolerance  considera- 
tions are  included  In  the  fatigue  replace- 
ment time  evaluation  of  the  taU  rotor 
spindle  as  set  forth  In  14  CPR  27.571(c).  In 
addition.  In  view  of  the  low- time  failures  and 
possible  fatal  consequnces,  require  that  tall 
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rotor  spindle  (P/N  38-16202)  be  added  to  the 
critical  parts  list.  (A- 77-31)  (Class  II— 
Priority  Followup) 

Highway  Safety  Recommendation  H- 
77-6. — In  view  of  the  need  to  ronlnd 
cargo  tank  vehicle  drivers  of  the  hazards 
of  lateral  surge  of  liquid  cargo,  the 
Safety  Board  on  May  27  addressed  a 
Class  I — Urgent  Followup  recommenda- 
tion to  the  Federal  Highway  Admlnlstra- 
tkMi.  The  recommendation  results  from 
Investigation  of  the  May  11.  1976, 
accident  in  Houston,  Texas,  involving  a 
Transport  CcHnpxany  of  Texas  tractor 
cargo  tank  semitrailer  which  was  trans- 
porting a  partial  load  of  anhydrous 
amnKHiia  at  the  time  it  overturned. 
Under  date  of  April  25.  the  Safety  Board 
addressed  three  other  recommendations 
to  FHWA,  H-77-4  and  5  and  1-77-1, 
which  relate  to  the  Houston  accident. 
(See  42  PR  22963.  May  5.  1977.) 

In  Its  May  27  letter  to  FHWA.  as  in  Its 
April  25  letter,  the  Safety  Board  repeats 
recommendation  H-72-45.  Issued  after 
Investigation  of  the  September  5.  1971. 
tractor  cargo  tank  semitrailer  overturn 
•ccldent  In  Moscow,  Pennsylvania.  H- 
72-45  recommended  that — 

The  Bureau  of  Motor  Carrier  Safety 
(BMCS)  (Federal  Highway  Administration). 
In  cooperation  with  affected  Industries,  as 
represented  by  the  Tank  Truck  Technical 
Council,  conduct  an  Investigation  designed 
to  reaolve  the  overturn  stability  problems 
created  by  Uquld  stuping  of  partially  loaded 
tank-truck  combinations.  The  ultimate 
objective  of  such  a  research  program  should 
be  tiie  promulgation  of  Federal  regulations 
to  limit  the  effects  of  surge  to  a  specific 
degree.  Such  regulations  might  be  based  on 
acceptable  Uquld  cargo  outage  and  or  damp- 
ening requirements,  con.^lstent  with  safe 
tank -truck  operation. 

In  response  to  this  recommendation. 
BMCS  Initiated  a  research  project.  "Ve- 
hicle Handling  and  Control  Due  to  Cargo 
Shifting."  which  is  scheduled  to  be  com- 
pleted In  August  1977.  The  Safety  Board 
has  been  informed  that  this  date  may  be 
extended,  however. 

Considering  the  len^h  of  time  before 
the  completl<m  of  the  BMCS  research 
and  tnltlatioo  of  any  corrective  action, 
and  because  similar  accidents  continue  to 
occur,  the  Safety  Board  recommends 
that  the  Bureau  of  Motor  Carrier  Safety 
of  ttie  Federal  Highway  Administra- 
tion— 

Issue  an  ON-GUAEX)  BuUetln  to  v&m  the 
drivers  of  cargo  ttmk  trucks  and  of  tractors 
hauling  cargo  tank  setnltrallM-s  of  the  hazard 
of  lAteraJi  surge  at  Uquld  oargoes,  and  to  In- 
form the  drivers  at  the  oMreot  operating 
procedures  to  tise  whenever  the  tank  is  par- 
tially loaded.  (H-77-6) 

Respoksbs  to  Safety  Recommendations 

Marine:  M-72-24.— UJS.  Coast  Guard'a 
letter  o«f  May  18  furttier  updates  Its  Feb- 
ruary 25  response  (42  PR  14941,  March 
17,  1977)  to  this  recommendation  which 
was  issued  following  Investigation  of  ttie 
structural  failure  and  slnktog  of  the  SS 
TEXACJO  OKLAHOMA  on  March  Yl. 
1971.  "ni*  recommendation  aeked  Coast 
Ouard  to  require  another  inflatable  Mfc- 
raft  to  be  Instaned  on  the  after  section 


of  tankships.  either  in  addition  to  or  in 
lieu  of  the  lifeboats  now  required. 

In  response.  Coast  Guard  notes  that 
the  covered  lifeboats  referred  to  In  its 
February  25  letter  are  "totally  enclosed 
lifeboats  similar  to  the  survival  capsules 
and  enclosed  lifeboats  used  on  drilling 
rigs. "  The  term  "totally  enclosed  life- 
boat" will  Identify  these  craft  and  is  a 
better  description  than  "covered  life- 
boat" which  can  mean  a  conventional 
open  lifeboat  with  the  standard  fabric 
cover.  Coast  Guard  stated.  According  to 
the  present  IMCO  (Intergovernmental 
Maritime  Consultative  Organization) 
draft  of  SOLAS  (Subcommittee  on  Life- 
saving  AppUances)  Chapter  in.  Coast 
Guard  reports,  the  totally  enclosed  life- 
boat that  will  be  required  on  tankers  will 
have  sprinkler  systems  on  the  outside  and 
pure  air  supply  systems  for  tlie  engine 
and  persons  inside  to  enable  the  boat  to 
pass  through  fire  on  the  water. 

Coa.-t  Guard  further  reports  that  the 
target  date  for  prasenting  the  draft 
SOLAS  Chapter  m  to  the  IMCO  As- 
sembly is  the  Assembly  meetmg  for  1979, 
probably  to  be  held  in  tlie  fall  of  that 
year.  Proposed  rules  for  Great  Lakes 
vessel  ILfesaving  systems  shoiOd  be  pub- 
lished by  the  end  of  1977.  Proposed  rules 
for  exposure  suits  on  Great  Lakes  ves- 
sels should  be  published  during  July  1977. 
Proposed  rules  for  Mobile  Offshore 
Drilling  Units  appeared  in  the  Federal 
Register  on  May  2.  1977  '42  FR  22296). 
Coast  Guard's  May  18  letter  re  M- 
72-24  provides  tiie  followiiig  additional 
information  on  lifeboats  and  launching 
s>'stems  for  lifeboats  and  llferaft- 

Present  launching  system-s  for  lifeboats  re- 
quire that  a  boat  be  lowered  from  the  stowed 
position  In  the  dartts  to  the  embarkation 
deck.  There  it  Is  la^ihed  to  the  vessel  and  only 
then  can  It  be  boarded  When  the  boat  Is 
loaded.  It  must  be  lowered  to  the  water  by  a 
deck  crew  which  must  renialr:  aboard  the 
vessel  until  it  is  safely  launched  The  deck 
crew  then  must  get  to  the  water  level  via  a 
chain  ladder  hung  overboard  from  the  etn- 
barkation  deck  This  time  consuming  pro- 
cedure Is  Unproved  by  new  launching  sys- 
tems either  now  In  the  first  stages  of  produc- 
tion or  still  In  development.  In  which  the 
crew  boaixls  the  lifeboat  at  the  position  In 
which  It  is  stowed.  Depending  upon  the  de- 
sign of  the  vessel,  direct  aocese  from  the 
deckhouse  to  the  boat  may  t>e  possible,  with- 
out having  to  cross  an  open  deck  The 
latmching  is  then  completely  controlled  from 
within  the  craft,  eliminating  the  need  for 
someone  to  stay  behind  and  operate  the 
winch.  This  makes  for  a  much  faeter  and 
safer  escape.  Davit  launched  llferafts  solve 
the  proWem  of  getting  the  crew  from  a  high 
deck  on  the  vessel  to  a  raft  In  the  water.  A 
single  fall  davit  suspends  the  raft  outboard 
at  the  embarkatksn  deck.  It  is  inflated  there 
and  twarded.  The  last  man  in  the  raft  fyulls  a 
Une  and  controlled  lowering  into  the  water 
begins.  The  raft  Is  automatically  released 
from  the  hook  when  it  is  waterborne.  and  the 
r»ft  le  launched  with  the  crew  dry  and  no 
one  remaining  on  deck. 

The  totally  encloeed  lifeboat  has  made 
noat-free  latinchlng  of  lifebotttB  a  poasibmty. 
The  enclostire  aasures  that  ttie  boat  wlU  itay 
dry  malde  U  water  rteee  over  the  gunw»le 
before  a  fkMt-free  hydrostatic  TtifiaM  la  ao- 
tav»ted.  The  bo«t  wUl  be  released  od  the  sur- 
face and  ts  available  to  any  suttIvote  In  the 


water  It  is  aisc  possible  for  a  orew  to  i^ve 
boarded  the  boat  but  not  hav*  hatd  time  to 
Vaunch  It.  The  fk>et-free  release  would  auto- 
matloalty  launch  the  boat  wKh  the  crew 
aboard  as  the  veesel  aLnks.  This  oonoept  ti 
BtlU  under  develc^ment  by  aome  Mfeboat 
builders,  and  a  prototype  system  has  ye<  to 
l)e  deanoiistrat<d. 

The  totally  enclosed  lifeboat  and  the  davit 
launching  system  for  lifeboats  and  llferaft* 
should  enable  the  entire  crew  to  be  launched 
without  getting  into  the  water  or  even  get- 
ting wet  Keeping  survivors  dry  Is  the  pri- 
mary way  to  prevent  hypothermia  Once  In 
the  water,  the  encloeure  of  an  encloeed  life- 
boat and  the  llferaft  canopy  protect  the 
survivors  from  the  elements  and  therefore 
also  prevent  the  onset  of  hypothermia  Ex- 
pofiure  suits  (survival  sultsi  are  a  comple- 
ment to  lUeboats  and  llferafts  In  that  they 
provide  protection  to  the  wearer  in  case 
something  goes  wrong  In  launching  the  life- 
boat or  ilfera,ft  and  they  are  forced  to  enter 
the  water 

Descriptive  information  on  some  of  tlie 
above  items  is  attached  to  Coast  Guard's 
letter 

Railroad:  R-76-50  and  51. — Letter  of 
May  13  from  the  Federal  Railroad  Ad- 
mirustration  is  in  response  to  recom- 
mendation made  following  Board  In- 
vestigation of  the  head -01:1  collision  of 
two  Penn  Central  Transportation  Com- 
pany freight  trains  near  Pettl8^'ille. 
Ohio.  February  4,  1976  'See  41  FR  47290. 
October  28,  1976.) 

Recommendation  R-76-50  asked  FRA 
to  promulgate  rules  to  require  engine 
crews  to  conununicate  fixed  signal  &.<;- 
pects  to  conductors  while  trains  are  en 
route  on  signalized  track  In  answer,  FRA 
notes  that  for  many  years  U.S.  railroads 
have  had  in  their  books  of  operating 
rules  a  rule  34  which.  In  essence,  states: 

All  members  of  the  crew  in  a  cab  of 
engine  must,  and  other  members  of  train 
crews  will,  when  practicable,  communicate 
to  each  other  by  its  name,  the  Indication  of 
each  signal  affecting  the  movement  ol  their 
train  or  engine  as  soon  as  it  l>ecomes  visible 
or  audible.  It  Is  the  recponslblilty  of  the  en- 
gineer to  know  that  these  requirements  are 
compiled  within  cab  of  engine  (The  Stand- 
ard Code  of  AAR  Operating  Rulee.  Block 
Signal  Rules.  Interlocking  RiUes) 

FRA  believes  that  In  keeping  train 
crews  alert  "a  diligent,  carrier  conducted 
rules  instruction  and  testing  program  on 
operating  rules  would  be  a  great  deal 
more  effective  tlian  would  be  Federally 
promulgated  rules  of  the  type  recom- 
mended in  R-76-50."  FRA  states.  "Fed- 
eral refnilationji  would  be  vii-tuaUy  im- 
enforceable  for  two  basic  reasons.  First, 
fellow  employees  are  extremely  hesitant 
to  report  rule  infractions,  and  secondly, 
conduct  of  uiiannounced  Federal  inspec- 
tor observations  in  the  locomotive  cab  is 
impossible."  To  this  end,  FRA  is  analyz- 
ing carrier  submissions  required  by  Part 
217 — Railroad  Operating  Rules  to  deter- 
mine what  minimum  operating  employee 
testing  and  training  program  standar(i! 
should  be  required  by  Federal  regulation 

Recommendation  R-76-51  asked  FRA 
to  promulgate  rules  to  require  the  traln'a 
engine  crew  to  exchange  signals  with 
engine  crews  passing  trains  SLnd/or  way- 
side employees;  If  passing  crews  do  not 
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acknowledge  the  signal,  the  re-sponslve 
engine  crew  or  wayside  employee  shall 
notify  the  dLspatcher  and,  or  conductor 
of  the  nonresponslve  engixie  crew  for  cor- 
rective action. 

In  response,  FRA  notes  that  railroads 
require  all  employees  capable  of  observ- 
mg  the  movement  of  a  train  pas.sing  la 
the  vicinity  of  their  work  area  to  give 
that  train  a  "roll  by"  inspection  and  to 
take  appropriate  action.  As  a  result  of 
employee  diligence  and  cooperation.  FRA 
said,  the  practice  has  been  very  effective 
in  preventing  accidents,  and,  for  those 
few  instances  in  which  employees  fall  to 
make  "roll  by"  inspections.  FRA  doe^  not 
believe  Federal  regulation  "would  auto- 
matically Instill  conscientiousness  In  the 
inattentive  employee."  Alternatively, 
FRA  does  believe  proper  training  will 
better  ensure  employee  diligence  and 
conscientiousness.  Tlnerefore.  carrier 
submittals  under  Part  217  are  being  an- 
alyzed to  determine  what  minimum 
standards  for  operating  employee  train- 
ing and  te.-;tlng  programs  should  be  re- 
quired by  Federal  regulation. 

In  addition  to  R-76-50  and  51.  the 
Safctv  Board  s  narrative  report  on  Perm 
Central's  PettisvlLle  collision  '  fn^B- 
RAR-76-lOi  reiterated  four  recommen- 
dations Issued  to  FRA  after  investiga- 
tions were  conducted  into  other  train 
collisions  FRA's  May  13  letter  also  re- 
sponds to  these  earlier  recommenda- 
tious  R-73-8  and  9,  R-73-11.  and  R-76- 
3 

Recommendation  R-73-8  asked  for 
FRA,  in  cooperation  with  the  Associa- 
tion of  American  Railroads,  to  develop 
a  fall-safe  device  to  stop  a  train  if  the 
engineer  becomes  incapacitated  by  slck- 
ne.ss  or  death,  or  falls  asleep,  and  to 
promulgate  regulations  to  require  instal- 
lations, use,  and  maintenance  of  ^uch 
a  device. 

FRA  reports  that  It  has  received  from 
Transportation  Systems  Center  two 
studies  on  locomotive  crew  vigilance — 
one  study  surveying  literature  on  vigi- 
lance as  It  relates  to  railroad  operation 
and  the  other  study  concerning  rall- 
vK'.ti  '  rew  alerting  devices.  FR.\  ,';ald  that 
^tU'iy  results  will  be  validated  empirical- 
ly FRA  Ls  procunnff  a  Research  Loco- 
motive and  Train  Handling  Evaluator 
which  will  provide  controlled  test  con- 
ditions for  studying  rail  operation  hu- 
man factors  safety  related  Lssues.  FRA 
said  that  crew  vigilance  will  be  one  of 
the  top  priority  areas  of  study  when  the 
evaluator  ts  o;>eratlonal.  FRA  will  con- 
sider promulgating  regulations  to  re- 
quire installation  and  use  of  a  device  like 
that  recommended  in  R-73-8  upon  com- 
pletion of  the  e^-'aluator  study. 

Recommendations  R-73-9  asked  FRA 
to  Include  In  its  present  investigation  of 
the  safety  of  locomotive  control  com- 
partments a  study  of  environmental  con- 
ditions that  could  dLstract  crews  from 
their  duties  or  cause  them  to  fall  asleep 
at  the  controLs,  and  to  promulgate  reg- 
ulations to  correct  any  imdesirable  con- 
ditlona  disclosed.  As  with  reference  to 
R-73-8,  FRA  states  that  environmental 
conditions  will  be  of  prime  Importance 
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to  studying  train  operator  vigilance. 
"VV'hen  the  empirical  study  Is  completed, 
regulations  will  he  promulgated  to  cor- 
rect undesirable  conditions  as  necessary. 

Recommendation  R-73-11  asked  FRA, 
In  promulgating  regulations  governing 
railroad  operating  rules  where  resporLsi- 
blllty  for  safe  operation  of  the  train  is 
assigned  jointly  to  the  engineer  and  the 
conductor,  to  require  that  they  be  lo- 
cated and  informed  so  that  they  can 
make  quick,  effective  decisions.  This  rec- 
ommendation was  previously  reiterated 
in  the  Board's  report  on  the  May  30, 
1975,  accident  Involving  two  Texas  &  Pa- 
cific Railway  Company  freight  trains  at 
Meeker,  Louisiana  iNTSB-RAR-75-9). 
FRA's  comments  In  response  to  the 
Meeker  report  and  recommendations 
were  made  July  26.  1976  (41  FR  34126. 
August  12.  1976K  In  its  May  13  letter, 
FRA  states  that,  recognizing  the  need 
for  improved  radio  communications,  a 
final  rule.  Part  220 — Radio  Standards 
and  Procedures,  was  published  by  FRA 
in  the  Federal  Register  on  January  27, 
1977.  Procedures  relative  to  operating 
conditions  of  radios  are  described  in 
§  220.37— Voice  Test. 

Recommendation  R-76-3  asked  FHA 
to  promulgate  regulations  to  require  an 
adequate  backup  system  for  mainline 
freight  trains  that  will  insure  that  a 
train  Is  controlled  as  required  by  the 
signal  system  In  event  the  engineer  falls 
to  do  so.  FRA  initially  responded  to  this 
recommendation,  originally  issued  to  the 
above-noted  Meeker,  Louisiana,  accident 
report,  on  July  26,  1976,  stattog.  "The 
most  fail  safe  'backup  system'  to  the  ex- 
isting wayside  signals  would  be  an  auto- 
mated train-stop,  or  a  complete  trato 
control  system  which  could  also  supple- 
ment a  cab  signal  system.  FRA  believes, 
however,  that  the  immediate  answer  lies 
with  training  given  to  employees  on  the 
operattog  rules,  and  through  an  effective 
testing  program,  rather  than  mstallatlon 
of  additional  mechanical  and  electrical 
devices."  FRA  said  in  the  May  13  letter 
that  It  currently  Is  analyzing  carrier  sub- 
missions under  Part  217  to  determtoe 
what  minimum  standards  for  operating 
employee  testtag  and  tratotog  should  be 
required  by  Federal  regulation. 

Safety  Board  Comments  on 
Proposed  Rules 

Last  week  the  Safety  Board  forwarded 
to  the  following  Federal  agencies  cpm- 
ments  on  notices  of  proposed  rulemak- 
ing, recently  published  to  the  Federal 
Register,  which  relate  to  earlier  safety 
recommendations : 

Federal  AHation  Administration  re 
Docket  No.  77-NW-9-AD,  published 
April  11,  1977.  at  42  FR  18861.  In  its 
letter  of  May  19.  the  Safety  Board  con- 
curred to  FAA's  proposal  to  add  a  new 
airworthmess  directive  to  require  Inspec- 
tions of  the  B.  S.  910  floor  beams  to  the 
Boeing  Model  727  aircraft.  The  Bocird 
notes  that  this  action  is  to  response  to 
Its  recommendation  A-77-11.  (See  42  FR 
13370,  March  10.  1977.) 


U.S.  Coast  Guard  (Marine  Safety 
Council)  re  Notice  No.  CGD  7&-148,  pub- 
lished May  9,  1977,  at  42  FR  23517.  The 
Safety  Board  to  its  May  27  letter  con- 
curs to  Coast  Guard's  proposal  to  amend 
46  CFR  Part  35  concerning  Tank  "Vessels 
Manual  on  Cargo  Transfer  Procedures. 
The  Board  notes  that  this  proposal  is  to 
response  to  Its  recommendation  M-74-31, 
issued  after  investigation  into  the  SS 
WILLIAM  T.  STEELE  marine  casualty 
at  Guayanilla,  Puerto  Rico,  November  18, 
1972. 

Federal  Railroad  Administration  re 
Docket  No.  RSC-76-6.  Notice  No.  1,  pub- 
lished AprU  13,  1977,  at  42  FR  19359. 
concemtog  minimum  safety  require- 
ments for  railroad  caboose  cars.  The 
Safety  Board,  expresstog  Its  concern 
about  the  crashworihlness  and  other  de- 
sign considerations  of  railroad  equip- 
ment which  affect  employee  safety,  re- 
fers to  its  extensive  comments  on  the 
crashworthiness  to  locomotive  cab  de- 
sign as  part  of  the  general  usefulness  of 
a  design  to  assisttog  the  locomotive  en- 
gineer to  perform  his  work  efficiently. 
The  Board's  comments  are  dated  May  2(^ 

Following  tovestlgation  of  one  acci- 
dent, at  Riverdale,  Ultools,  on  Septem- 
ber 8,  1970,  the  Board  recommended  that 
the  "Federal  Railroad  Administration 
and  the  railroad  industry  conttoue  and 
expand  their  cooperative  efforts  toward 
the  timely  Improvement  of  crashworthi- 
ness of  railroad  equipment  •  •  •"  I  Rec- 
ommendation R-71-44)  Other  related 
accidents  investigated  by  the  Safety 
Board  and  referenced  to  its  May  20 
letter  to  FRA  are  the  Perm  Central 
Transportation  Company  accident  at 
Soimd  View,  Connecticut.  October  8, 
1970;  the  Texas  and  Pacific  Railroad  at 
Taft,  Louisiana,  February  21.  1973:  and 
the  accident  on  Southern  Pacific  Trans- 
portation Company  tracks  near  Indlo, 
California,  June  25,  1973. 

The  Board  states  that  it  believes  the 
design  and  performance  deficiencies 
cited  by  the  Railway  Labor  Executive 
Association  do  not  Include  all  of  the 
problems  and  hazards  that  are  evident 
to  current  caboose  design.  A  complete 
design  review,  as  recommended  by  the 
Safety  Board,  and  a  task  analysis  of  the 
caboose  crew  would  be  beneficial  and 
should  be  considered  by  FRA.  The  Board 
further  states  that  the  1.058  tajuries 
among  brakemen  and  conductors,  Identi- 
fied by  FRA  to  1975,  that  "may  be  attrib- 
utable to  the  design  deflclences"  show 
the  need  for  prompt  action  in  requiring 
minimum  design  specifications  and  per- 
formance standards  for  railroad  ca- 
booses. 

The  Safety  Board  will  offer  additional 
comments  as  the  proposed  rules  are 
formulated.  "Certainly."  the  Board 
states,  "PTlA's  toltlatlon  of  rules  con- 
cemtog caboose  design,  communications, 
lllumtoatlon,  safety  appliances,  and  re- 
duction of  hazards  Is  to  keeptog  with  the 
totent  Oif  the  Railroad  Safety  Act  of  197a 
Methods  for  reducing  equipment  ha«- 
ards  should  be  implemented  expedi- 
Uously.* 
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NoTB — The  above  Bummarlzes  Safety 
Board  recommendatlona  made  avaUable  and 
recommendation  re6pon.see  rec«lved  during 
the  week  preceding  publication  of  this  notice 
In  the  Pedkral  Registek  Single  copies  of  the 
safety  recommendation  letters  are  avaUable 
to  the  general  public  without  charge  Copies 
of  the  full  text  of  responses  to  recommenda- 
tlon.s  and  related  correspondence  are  obtain- 
able at  a  cast  of  $4  00  for  service  and  10< 
per  page  few  reproduction.  All  requests  must 
be  In  writing.  Identified  by  the  recommenda- 
tion number  and  date  of  publication  of  this 
notice  In  the  Pedkhai.  Registis.  Addrees  in- 
quiries to:  PubUc  Inquiries  Section,  National 
Transportation  Safety  Board,  Washington, 
D.C.  20594. 

(Sees.  804(a)  (2)  and  307  of  the  Independ- 
ent Safety  Board  Act  of  1874  (Pub.  L.  93-633, 
88  Stat.  2189,  3172  (49  U^.C.  1903,  1906  >  )  ) 

Margaret  L.  Fisher. 
Federal  Register 
Liaison  Officer. 

May  27,  1977. 
[PR  DOC.T7-1 6660  Piled  6  1-77,8  45  ami 


SMALL  BUSINESS 
ADMINISTRATION 

CARIFTA  INTERNATIONAL  CORP.,   INC. 

Application  for  Ucense  as  a  Small  Business 
Investment  Company 

An  application  for  a  license  to  operate 
Eus  a  small  bustoess  tovestment  company 
under  the  provisions  of  the  Small  Busi- 
ness Investment  Act  of  1958.  as  amended 
(Act)  (15  U.S.C.  661  et  seq.)  has  been 
filed  by  Cartfta  International  Corpora- 
tion, Inc.  (Applicant)  ;  Application  No. 
02/02-5325  with  the  Small  Bustoess  Ad- 
mlnistratlon  (SBA)  pursuant  to  13  CFR 
107.102  (1976 ». 

The  officers  and  directors  are  as  fol- 
lows ; 

Milton  A.  Teplin.  38  Sus.sex  Road.   New  Ro- 

chelle,  N.Y.  10804,  President.  Director. 
Carl  S.  Tlnklepaugh,  RR  2,  Box  166,  Monett, 

MlSBOurl  86708,  Vice  President,  Director 
Colin  C.  M.  Jupp,  6  Huckleberry  Lane,  8e- 

tuaket,    N.Y.    11733.    Secretary  Treasurer. 

Director. 

The  applicant  will  maintato  its  prtocl- 
pal  place  of  bustoess  at  30  East  42nd 
Street.  Suite  730,  New  York,  N.Y.  10017. 
It  wlU  begto  operations  with  $300,000  of 
private  capital  derived  through  the  sale 
of  common  stock  to  the  three  officers 
shown  at)Ove. 

As  a  small  bustoess  tovestment  com- 
pany under  Section  301(d)  of  the  Act, 
the  Applicant  has  been  organized  and 
chartered  solely  for  the  purpose  of  per- 
formtog  the  fimctlons  and  conducttog 
the  activities  contemplated  under  the 
Small  Bustoess  Investment  Act  of  1958, 
as  amended  from  time  to  time,  and  will 
provide  assistance  solely  to  small  busi- 
ness concerns  which  will  contribute  to 
a  well-balanced  national  economy  by 
facilitating  ownership  to  such  concerns 
by  persons  whose  participation  to  the 
free  enterprise  system  Is  hampered  be- 
cause of  social  or  economic  dis- 
advantages. 

Matters  tovolved  to  SBA's  considera- 
tion of  the  Applicant  toclude  the  general 
bustoess  reputation  and  character  of  the 


propoeed  owners  and  management  tind 
the  probability  of  successful  operation  of 
the  Applicant  under  their  management, 
tacludtog  adequate  profitability  and  fi- 
nancial soundness,  to  accordance  with 
the  Smtdl  Bustoess  Investment  Act  and 
the  SBA  rules  and  regulations. 

Notice  is  hereby  given  that  any  person 
may,  on  or  before  June  17,  1977,  submit 
to  SBA  written  comments  on  the  pro- 
posed Applicant.  Any  such  communica- 
tion should  be  addressed  to  the  i:>eputy 
Associate  Administrator  for  Investment, 
Small  Bustoess  AdminLstratlon,  1441  L 
Street  NW.,  Washington.  DC.  20416. 

A  copy  of  this  notice  shall  be  pub- 
lished to  a  newspaper  of  general  circu- 
lation to  New  York,  NY. 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011  SmaU  Business  Investment 
Companies. ) 

Dated;  May  25,  1977. 

Peter  F.  McNeish. 
Deputy  Associate  Administrator 
for  Investment. 

IFR  Doc.77-15564  PUed  6-1-77:  8 :45  am ) 


CERTCO  CAPITAL  CORP. 

Application  for  a  License  as  a  Small 
Business  Investment  Company 

Notice  is  hereby  given  of  the  filtog  of 
an  application  with  the  Small  Bustoess 
Administration  (SBA'  pursuant  to 
i  107,102  of  the  SBA  Regulations  (13 
CFR  107.102  '1977))  by  Certco  Capital 
Corporation;  Proposal  No.  05 '05-0119. 
6150  McKee  Road.  Madison.  Wisconsto 
53707  for  a  license  to  operate  as  a  small 
business  tovestment  company  <SBIC) 
under  the  provisions  of  the  Small  Busi- 
ness Investment  Act  of  1958  (the  Act), 
as  amended  a5  US.C.  661  et  seq.V 

The  proposed  oflBcers,  directors,  and 
sole  shareholder  are : 

Name  and  AddTe.ss  arid  Title  and 
Relationship 

Howard  E  Hill,  2209  Westchester  Road.  Mad- 
ison, Wisconsin  63711.  President  and 
Director. 

Robert  T.  Kunstman,  309  Plympton  Street, 
Verona,  Wisconsin  B3593,  Vice  President 
and  Director. 

Donald  E.  Watzke,  1513  Forest  Glen  Road, 
Oregon,  Wisconsin  53676,  Secretary,  Treas- 
urer and  Director. 

Certco,  Inc  ,  6160  McKee  Road  Madison.  Wis- 
consin 63707,  Sole  Shareholder  100  percent 
of  ownership 

Certco,  Inc..  is  engaged  principally  In 
the  purchastog  and  wholesale  distribu- 
tion of  groceries  and  related  products 
to  its  shareholder-member  todependent 
retail  grocery  stores. 

The  Applicant  will  begto  operations 
With  a  capitalization  of  $405,000  and  will 
be  a  source  of  equity  capital  and  long 
term  loetn  funds  for  qualified  small  busi- 
ness concerns  to  the  todependent  retafl 
food  todustry. 

Prospective  borrowers  will  not  be  re- 
quired, as  a  condition  of  the  Appli- 
cant's financing,  to  jHirchase  goods  and 
services  from  Certco,  Inc.,  or  any  asso- 
ciate of  Certco,  Inc,  However,  Certco, 


Inc  ,  will  benefit  todirectly  from  the 
SBIC  fmanclng  of  todependent  food 
merchants  that  are  also  customers  of 
Certco,  Inc.  These  customers  will  be  pro- 
curing food  and  allied  products  from 
C?ertco,  Inc  ,  but  they  are  not  com- 
pelled by  contract  or  other  agreement  to 
purchase  their  products  or  services  from 
Certco.  Inc.  Customers  buy  from  Certco, 
Inc.,  solely  at  their  option  and  are  not 
required  to  concentrate  their  purchases 
as  a  condition  of  utillztog  the  programs 
offered  by  Certco.  Inc. 

Matters  mvolved  to  SBA's  considera- 
tion of  the  application  toclude  the  gen- 
eral bustoess  reputation  and  character 
of  the  proposed  owner  and  manage- 
ment, and  the  probability  of  successful 
operations  of  the  new  company  under 
their  management,  tocludtog  adequate 
profitability  and  financial  soundness.  In 
accordance  with  tlie  Act  and  Regula- 
tions. 

Notice  IS  further  given  that  any  person 
may,  not  later  than  15  days  from  Uie 
date  of  publication  of  this  Notice,  sub- 
mit written  comments  on  the  proposed 
SBIC  to  the  Deputy  Associate  Admto- 
istrator  for  Investment,  Small  Business 
Admtoistratlon,  1441  "L"  Street  NW, 
Washtogton,  DC.  20416. 

A  copy  of  this  Notice  will  be  published 
to  a  newspaper  of  general  circulation  to 
Madison,  Wisconsin. 

(Catalog  of  Pe<ler£i]  Domestic  Assistance  Pro- 
gram No  59  011,  Small  Business  Investment 
Companies.! 


Dated:  May  24.  197?. 

Peter  F    McNeish 
Deputy  Associate  Administrator 

for  Inx>estment. 

IFR  Doc  77-15558  Piled  6-1-77:8.45  am] 


CHICKASAW  CAPITAL  CORP. 

Application  for  License  to  Operate  as  a 
Small  Business  Invesftnent  Company 

An  application  for  a  Ucense  to  oper- 
ate as  a  small  business  tovestment  com- 
pany under  the  provisions  of  Section 
301«d  I  of  the  Small  Bustoess  Investment 
Act  of  1958.  as  amended  (15  US  C,  661 
et  seq.t  has  been  filed  by  Chicka.saw 
Capital  Corporation  < Applicant'  :  Appli- 
cation No.  04  04-5128,  with  the  Small 
Bustoess  Administration  'SBA',  pursu- 
ant to  13  CFR  107.102  (1977). 

The  officers,  directors  and  stockholder 
of  the  applicant  are  as  follows: 

Henry  M  Brookfield  lU,  61«  TVln  Wood* 
Avenue,  Memphis,  Tennesf-ee  38128  Pre«- 
ident.  Director 

Rudolph  H  Holmes  III,  2318  Llttlemore,  Cor- 
dova, Tennessee  38018,  Secretary -Treas- 
urer, Director. 

Lewln  Q  McPherson.  441  No  2  North  High- 
land, Memphis,  Tennease*  38122,  Director. 

Union  Planters  National  Bank  of  Memphis, 
67  Madison  Avenue.  Memphis,  Tennew^ee 
38147,   100  percent  Stockholder 

The  applicant,  a  Tennessee  corpora- 
tion, with  Its  prtocipeJ  place  of  bustoess 
located  at  67  Madison  Avenue,  MenaphlA. 
Tennessee  38147,  will  begin  openiti<Hia 
with   $500,000   trf   p«ild-ta   capital   uxl 
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paid-in  surplus,  derived  from  the  sale  of 
1,000  shares  of  common  stock. 

Tlie  applicant  will  conduct  Its  activi- 
ties principally  in  the  State  of  Tennes- 
see, and  in  other  areas  within  the  United 
States  of  America. 

Applicant  intends  to  provide  assistance 
to  all  qualified  socially  or  economically 
disadvantaged  small  business  concerns 
as  the  opportunity  to  profitably  assist 
such  concerns  is  presented. 

As  a  small  business  investment  com- 
pany under  Section  301(d)  of  the  Act, 
the  applicant  has  been  organized  and 
chartered  solely  for  the  purpose  of  per- 
forming the  functions  and  conducting 
the  activities  contemplated  under  the 
Small  Business  Investment  Act  of  1958. 
as  amended  from  time  to  time,  and  will 
provide  assistance  solely  to  small  busi- 
ness concerns  which  will  contribute  to 
a  well-balanced  national  economy  by  fa- 
cilitating ownership  in  such  concerns  by 
persons  wiiose  partii  ipation  m  the  free 
enterprise  system  Ls  iiampcred  because 
of  social  or  economic  disadvantages. 

Matters  involved  m  SB.-\'s  consider- 
ation of  the  applicant  Include  the  gen- 
eral bu.-;iness  reputation  and  character 
of  the  proposed  management,  and  the 
proijaL-ihty  of  >ucces.sf ill  operation  of  the 
applifiint  under  tlieir  management,  in- 
cludmg  adequate  profiLiibthty  and  finan- 
cial soundness,  in  accordance  with  the 
Sir.iUl  Business  Investment  Act  :ind  SBA 
Pwules  and  Regulations. 

Any  person  may.  on  or  before  June  17, 
1977,  submit  to  SBA  written  comments 
on  the  proposed  applicant.  Any  such 
communication  should  be  addressed  to 
the  Deputy  Associat*?  Admirustrator  for 
Investment.  Shall  Business  .\dminLstra- 
tion,  1441  L  Street  NW..  Wa.^hmgton, 
DC.  20416. 

A  copy  of  this  notice  shall  be  published 
In  a  newspaper  of  general  circulation  in 
Memphis,  Tennessee. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No    59  011,  Small  Bu.slne.ss  Investmeat 

Companies.) 

Dated:  May  24,  1977. 

Peter  F.  McNeish, 
Deputy  Associate  Administrator 

for  Investment. 

(FR  Doc.77-15559  Plied  6-1-77:8:45  am] 


R&L   VENTURE   CAPITAL   CORP. 

Application   for  a  License  to  Operate  as  a 
Small  Business  Investment  Company 

.\n  application  for  a  license  to  oper- 
ate .us  a  small  busiiu\^  investment  com- 
;i:u:y  under  Section  301 'di  of  the  Small 
Bii.>iness  Investment  Act  of  1958,  as 
amended  'Act>  <15  U  S.C.  661  et  seq.' 
hjvs  been  filed  by  R&L  Venture  Capital 
Corporation  i  Applicant'  :  .Application 
No.  04  04-5127  with  the  Small  Business 
^Administration  (SBAi  pursuant  to  13 
CFR  107  102  (1977). 

T.'ie  officers  and  directors  are  as 
f  jUoas: 

Staven  J.  Gre«n.  9020  Old  Cutler  R..>ad,  MSa.-nl, 
Florida  S3 154,  Chalrtaaa  of  the  Board,  As- 
sistant Secretary. 


NOTICES 

Jero.Tie  C.  Berlin.  10901  S-W.  93nl  OorjrU 
Mlamt  Florida  3317«,  PreeldenVTrea^urei, 
Director. 

MorrU  L.  Stol»  n,  9T30  S.W.  147th  Strftot. 
MlamL  Florida  3317(1,  VTc«  President. 
Secretary. 

Joseph  J.  Dempsey.  Jr.,  10760  3.W.  IMth 
Street,  Miami,  Florida  33178,  Vice  Presi- 
dent. Comptroller. 

The  applicant  will  maintain  an  oCQce 
at  201  S.W,  13th  Street,  Miami  Florida 
33130  and  will  begin  operations  with 
paid-in  capital  and  paid-in  stirplus  of 
$1,000,000  derived  from  the  sale  of  1000 
of  common  stock  at  $1,000  per  share  to 
the  Roblno-Ladd  Corporation,  a  large 
public  company. 

.\^  a  small  business  investment  com- 
pany under  Section  301(d)  of  the  Act, 
the  applicant  has  been  organized  and 
chartered  solely  for  the  purpose  of  per- 
forming the  functions  and  conducting 
the  activities  contemplated  under  the 
the  act,  as  amended,  from  time  to  time, 
and  v,ill  provide  assistance  solely  to 
.small  business  concerns  which  will  con- 
tribute to  a  well-balanced  national  econ- 
omy by  facilitating  ownership  In  such 
coiicerna  by  persons  whose  participation 
in  the  free  enterprise  system  Is  hampered 
because  of  social  or  economic  disadvan- 
tages. ^_ 

Matters  involved  in  SBA's  considera- 
tion of  the  Applicant  include  the  general 
business  reputation  and  character  of  the 
proposed  owner  and  management  and 
the  probability  of  successful  operations 
of  the  .Applirant  under  this  management. 
Including  adequate  profitability  and  fi- 
nancial soundness,  in  accordance  with 
the  Act  and  SBA  Rules  and  Regulations. 

Any  person  may,  on  or  before  June  17, 
1977,  submit  to  SBA  written  comments 
on  the  proposed  Applicant.  Any  such 
commimlcation  should  be  addressed  to 
the  Deputy  Associate  Administrator  for 
Investment,  1441  L  Street  N.W.,  Wash- 
ington, DC.  20416. 

A  copy  of  ihif,  notice  shall  be  published 
in  a  newspaper  of  general  circulation 
in  Miami,  Florida. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011,  Small  Business  Investment 

C-ompanles.) 

Dated:  May  25, 1977. 

Peter  F.  McNeish, 
Deputy  Associate 
Administrator  for  Ini}e^tment. 
IFR  Doc.77- 15555  Filed  6-1-77; 8:45  am) 
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VENTURE  EQUITY    FUNDING,    INC. 

Application  for  a  License  as  a  Small 
Business  Investment  Company 

.•\n  apphcation  for  a  license  to  operate 
as  a  Small  Busmess  Investmertt  Com- 
pany uncitr  the  provisions  of  the  Small 
Busmess  Investment  Act  of  1958,  aa 
amended  1 15  U.S.C.  661  et  seq.)  has  been 
filed  by  Venture-Equity  Pimding.  Inc. 
-applicant'  ;  Application  No.  09/09-5198 
with  tile  Small  Business  Administration 
pursuant  to  13  CFR  107.102   (1977). 

The  officers  and  directors  are  as  fol- 
lows : 


Aqnut  J.  Mcria,  laCB 
West  Saeramento  At«. 
No.  31,  Chkso,  C*lit 

Clarence  L.  Ilovard,  1175 
Victoria  Ave..,  Loe 
AnReles,  CaUL  90019. 

Arthur  L.  Parka,  U734 
WUlshir*  Blv(L,  Lot 
Aii«elea,  CaUf.  90025. 

Leon  L.  Wagner,  7763 
Romaine  No.  8,  Holly- 
wood, CaUL  DOOiS. 


Chairman 

71 

Presideiu  and 
cUr«cwr. 

m 

Kifcntive  t1o« 
[:ir«ader.;  and 

director. 

5«'<Telary  and 

di.'pctor. 

9 

The  applicant' will  maintain  Its  prin- 
cipal place  of  business  at  1175  VlctorUi 
Avenue,  Los  Angeles,  California  90019.  It 
will  begin  operations  with  $505,000  erf 
private  capital  derived  from  the  sale  ol 
505,000  shares  of  common  stock  to  the 
ofiBcers  and  directors  as  shown  above. 

In  order  to  meet  the  diverse  require- 
ments of  prospective  applicants  for  fi- 
nancing and  maintain  sufficient  flexi- 
biUty,  the  applicant  will  establish  a  broad 
financing  policy. 

As  a  small  business  investment  com- 
pany under  Section  301  id)  of  the  Act. 
the  applicant  has  been  organized  and 
chartered  solely  for  the  purpose  of  per- 
forming the  functions  and  conducting 
the  activities  contemplated  under  the 
Small  Business  Investment  Act  of  1958, 
as  amended  from  time  to  time,  and  will 
provide  assistance  solely  to  small  busi- 
ness concerns  which  will  contribute  to  a 
well-balanced  national  economy  by  fa- 
cilitating ownership  in  such  concern  by 
persons  whose  participation  in  the  free 
enterprise  system  is  hampered  because 
of  social  or  economic  disadvantages. 

Matters  involved  in  SBA's  considera- 
tion of  the  applicant  include  the  general 
business  reputation  and  character  of  the 
proposed  owners  and  management  and 
the  probability  of  successful  operation 
of  the  applicant  imder  their  manage- 
ment, including  adequate  profitability 
and  financial  soundness,  in  accordance 
with  the  Small  Business  Investment  Act 
and  the  SBA  rules  and  regrulations. 

Notice  Is  hereby  given  that  any  person 
may,  on  or  before  June  17,  1977,  submit 
to  SBA  written  comments  on  the  pro- 
posed applicant.  Any  such  communica- 
tion should  be  addressed  to  the  Deputy 
Associate  Administration  for  invest- 
ment. Small  Business  Administration, 
1441  L  Street,  N.W.,  Washington,  D.a 
20416. 

A  copy  of  this  notice  shall  be  published 

in  a  newspaper  of  general  circulation  In 

Los  Angeles,  California. 

(Catalog  of  Federal  Domestic  A.ssl.stance  Pro- 
gram No.  59.011  Small  Business  Investmexxt 
Companies.) 

Dated:  May  25,  1977. 

Peter  P.  McNeish, 
Deputy  Associate 
Administrator  for  InvestntenL 

|FR  Doc.77-16556  Filed  6-l-77;8:45  am] 


WATS  VENTURE  CORPORATION,   INC. 

Application  for  a  License  to  Operate  as  a 
Small  Business  Investment  Company 

An  applicatlcffi  for  a  license  to  operate 
as  a  Small  Business  Investment  Com- 
pany imder  the  provisions  of  the  Small 
Business  Investment  Act  of  1958,  as 
amended  il5  U.S.C.  661  et  seq.)  has 
been  filed  by  Wats  Venture  Corporation 
(appUcanti  ;  Application  No.  05/05-5120 
with  the  Small  Business  Administration 
pursuant  to  13  CFR  107.102  <1977i. 

The  ofiicers  and  directors  are  as  fol- 
lows: 

John  J.  Rudzewlcz,  7514  Capri.  Mllford. 
Michigan  48092,  President  and  Director 

Gordon  R.  Folimer,  2692  W  Long  I^ake  Road. 
OrcTiard  Lake.  Michigan  4«032.  Secretary 
TYeasure.--.  Director  and  General  Manager. 

Loren  S  Daniels,  2919  V^^llttier  Drive, 
Bloomfield  Hill?,  Michigan  48075,  Director. 

Mark  T.  J&cohs^m.  23739  Riverside.  South- 
neld,  Michigan  48075. 

Ju-icph  Hamway.  26077  Hope.  Detroit,  Mich- 
igan 48239. 

The  applicant  will  maintain  its  prui- 
cipal  place  of  business  at  30215  South - 
field  Road,  Southfleld.  Michigan  48076. 
It  will  begin  operations  with  $500,000 
of  private  capital  derived  frc«n  the  sale 
of  100  shares  of  common  stock  ipar 
value  $500  per  sliare)  to  each  of  the  five 
stockholders  shown  above 

The  applicant  wlU  conduct  its  opera- 
tions on  a  national  basis  and  will  estab- 
lish a  broad  financing  pohcy.  Elmphasis 
will  be  placed  on  those  firms  whose 
growth  potential  can  be  best  maximized 
through  an  injection  of  capital  on  a  loan 
or  equity  basis. 

As  a  small  business  investment  com- 
pany under  Section  301 'd'  of  the  Act, 
the  applicant  has  been  organized  and 
chartered  solely  for  the  purpose  of  per- 
forming the  functions  and  conducting 
the  acti\ities  contemplated  under  the 
Small  Business  Investment  Act  of  1958, 
as  amended  from  time  to  time,  and  wiU 
provide  assistance  steely  to  small  busi- 
ness concerns  which  will  contribute  to  a 
weU-balanced  national  economy  by  fa- 
cilitating ownership  In  such  concerns  by 
persons  whose  participation  in  the  free 
enterprise  system  Is  hampered  because 
of  social  or  economic  disadvantages. 

Matters  Involved  In  SBA's  considera- 
tion ot  the  applicant  Include  the  general 
business  reputation  and  character  of  U\e 
prt^x>sed  owners  and  managMnent  and 
the  probability  of  successful  operation  of 
the  applicant  xmder  their  management. 
Including  adequate  profitability  and  fi- 
nancial soundness,  in  accordance  with 
the  Small  Business  Investment  Act  and 
the  SBA  rules  and  regulations. 

Notice  is  hereby  given  that  any  person 
may,  on  or  before  June  17,  1977,  submit 
to  SBA  written  comments  on  the  pro- 
posed applicant.  Any  Buch  commimlca- 
tion should  be  addressed  to  the  Deputy 
Associate  AdministratOT  for  Investment, 
Small  Business  Adminlstratltwn,  1441  L 
Street,  N.W.,  Washlngt<wi,  D.C.  20416. 


A  copy  of  this  notice  shall  be  pub- 
lished In  a  newspaper  of  general  clrcula- 
UoD  In  Southfleld,  Mlciilgan. 

(0»t&log  ot  FedersJ  Domeetlc  Assistance  Pro- 
gram No  6©. Oil  Small  Businet^.'  Invef^.ment 
Oompanles  i 

Dated:  May  25,  1977. 

Pkter  F.  McNeish 
Deputy  Associate 
Administrator  for  Inve^tmt^t. 

|FR  Doc  77-15557  Filed  6   1   77,8  45  am] 


(Proposed  License  No.  06  06-0191) 

ALBUQUERQUE   SMALL   BUSINESS 
INVESTMENT   CO. 

Application  for  a  License  To  Operate  as  a 
Small  Business  Investment  Company 

Notice  u^  hereby  given  that  an  Appli- 
cation has  been  filed  with  the  Small 
Business  Administration  (SBA-  pursu- 
ant to  5  107  102  of  the  Regulations  gov- 
erning small  busine.s,?  inve'itment  com- 
[xmies  '13  CFR  107.102  (1977-'i  under 
liie  name  of  Albuquerque  Small  Business 
Investment  Co.  (Applicant',  501  Ti.ie.'-as 
Avenue,  N.W..  P  O,  Box  487  Albuquerque, 
New  Mexico  87103,  for  a  licen.'-e  to  oper- 
ate as  a  small  business  investment  com- 
pany I SBIC  •  under  the  provisions  of 
the  small  Business  Investment  Act  of 
1958.  as  an.ended  <the  Act).  (15  U.S.C. 
661  et  seq  1 ,  and  the  Rules  and  Regu- 
lations promulgated  hereunder. 

Tlie  Applicant  will  conduct  Its  opera- 
tions principally  in  the  State  of  New 
Mexico  and  in  other  artci.-  v^iUiin  the 
United  State*;  of  America  and  its  terri- 
tories and  possessions  as  may  from  time 
to  time  be  approved  by  SBA. 

Initially,  the  proposed  officers,  direc- 
tors and  shareholders  are  as  follows : 

Albert  T.  Ussery,  5110  Eakes  Road,  N.W.,  Al- 
buquerque. New  Mexico  87103  President, 
Treasurer.  Director  33.33 '^,   Owner 

Margaret  O  Dssery.  5110  Eakes  Rciad.  N  W, 
Albuquerque.  New  Mexico  87103  Vice  Pres- 
ident, Director,  66.67^  Owner 

1.  Lamar  Parrlsh,  1805  Doe  Court  N.E..  Al- 
buquerque. New  Mexico  87110  Secretary, 
Director 

There  will  be  two  classes  of  stock  au- 
thorized: One  milUon  shares  of  com- 
mon stock  with  a  par  value  of  one  dollar 
per  share,  and  10,000  share?  of  preferred 
stock  with  a  par  value  of  $100  per  share. 
It  is  proposed  that  Initially  302.000  shares 
of  the  Applicant's  common  stock  will  be 
issued  at  one  dollar  per  share.  It  is  in- 
tended that  the  Usserys  will  Invest  an 
additional  $198,000  in  the  Applicant 
within  one  year  after  licensing. 

The  Applicant  Intends  to  render  man- 
agement consiilting  services  to  chenta 
and  other  small  business  concerns.  Such 
services  will  be  performed  by  officers  and 
directors  of  the  Applicant. 

Matters  involved  to  SBA's  considera- 
tion of  the  application  Include  the  gen- 
eral business  reputation  and  character 
of  shareholders  and  management,  and 
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NOTICES 


the  probability  of  .Tuccessful  operations 
of  the  new  company  In  accordance  with 
the  Act  and  Regulations. 

Notice  Ls  further  given  that  any  Inter- 
ested person  may,  not  later  than  June  17, 
1977,  submit  to  SBA.  In  writing,  com- 
ments on  the  proposed  licensing  of  this 
company.  Any  such  communications 
should  be  addressed  to:  Associate  Ad- 
ministrator for  Finance  and  Investment, 
Small  Business  Administration,  1441  "L" 
Street  NW.,  Washington,  DC.  20416. 

A  copy  of  this  notice  shall  be  published 
by  the  proposed  Licensee  In  a  newspaper 
of  general  circulation  m  .Mbuquerque, 
New  Mexico. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011,  Small  Business  Investment 
Companleo.) 

Dated:  May  24,  1977. 

Peter  F.  McNeish, 
Deputy  Associate  Administrator 
for  Investment. 

(PR  Doc. 77-15607  Piled  6-1  -77;8:45  am] 
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ANTHROPOMORPHIC  TEST  DUMMIES 

Delay  of  Response  To  Petitions  for 
Reconsideration 

TliLs  notice  announces  a  delay  until  ap- 
proximately July  1,  1977,  of  the  National 
Hlgh'Aay  Traffic  Safety  Administration's 
(NHTSAi  respon.se  to  two  petitions  for 
reconsideration  that  have  been  filed  con- 
cerning a  recent  amendment  (Febru- 
ary 7.  1977;  42  Pli  7148)  of  the  agency's 
test  dummy  specification  'Part  572,  An- 
tli.ro;)omorphic  Test  Dummy,  49  CFR 
Part  572' .  It  Ls  the  poUcy  of  tlie  NHSTA 
to  respond  to  petitions  for  reconsidera- 
tion within  120  days  of  the  publication 
of  a  fmal  rule  i49  CFR  Part  553,  Appen- 
dix ' ,  which  would  necessitate  a  response 
by  June  7,  1977,  in  this  in-stance.  When 
a  res;«)n.se  will  not  be  i.ssutxl  witliln  120 
d^iys,  it  Ls  the  agency's  policy  to  publish 
In  tlie  Feder.^l  Rfgister  notice  of  the 
dftte  by  whlcii  It  expected  that  action 
will  be  taken. 

A  ix^titlon  file<i  by  Genertil  Motors  Cor- 
poration requesu-d  correction  of  lumbaj 
load  and  angle  requirements  and  also 
commented  on  "wliole  sy.>L*m"  objectiv- 
ity and  lateriU  impact  response  of  the 
dummy.  Ford  Motor  Company  al.so  re- 
quested the  same  lumbar  load  correc- 
UorLs.  quesllonetl  lateral  impact  re.s;x>nse, 
and  rcquc-ste<l  reconsldenttior.  of  Uie  re- 
quirement that  the  dummy  he  used  for 
testing  without  requiring  recalibration. 
The  petitions  are  on  file  in  tlie  NHTSA 
public  docket  (Room  5108,  400  Seventh 
Street  SW..  Washington.  DC.  20590 ». 


'Hie  Part  572  test  dummy  Is  u^ed  to 
hide  for  purposes  of  evaluating  certain 
simulate  the  occupant  of  a  motor  ve- 
types  of  crash  protecticai  systems  pro- 
vided in  accordance  with  Standard  No. « 
208,  Occupant  Crash  Protection  (49  CFR 
571.208).  The  Department  of  Transpor- 
tation has  recently  proposed  three  ap- 
proaches to  future  occupant  protection 
imder  Standard  No.  208  (March  24, 
1977;  42  FR  15935),  and  one  of  the  pro- 
posed approaches  entails  use  of  the  Part 
572  dummy  as  a  compliance  test  instru- 
ment. The  objectivity  of  the  dummy  as  a 
measiu-ement  device  was  the  issue  that 
the  NHTSA  addressed  In  the  February 
1977  amendment  that  gave  rise  to  the 
GM  and  Ford  petitions. 

The  agency  assumes  frc«n  the  small 
number  of  petitions  for  reconsideration 
that  it  Is  aware  of  and  has  addressed  £ill 
of  the  questions  about  objectivity  that 
are  known  to  interested  persons  with  the 
exception  of  the  two  subject  petitions. 
However,  the  NHTSA  would  accept  any 
additional  comments  regarding  the  Part 
572  dummy  to  ensure  that  this  a-ssump- 
tlMi  Is  correct  and  to  permit  resolution 
of  outstanding  Issues  by  July  l,  1977,  If 
possible. 

Interested  persons  are  also  advised 
that  the  development  of  a  new  foaming 
agent  to  replace  the  Nltrosan  foaming 
agent  presently  specified  for  the  diunmy 
in  Part  572  is  nearly  completed.  Progress 
reports  on  contracts  HS-&-01326,  HS- 
6-01514,  and  HS-6-01325  have  been  filed 
in  the  public  docket  to  permit  comment 
by  interested  persons.  The  characteristics 
of  the  vinyl  foam  made  with  the  replace- 
ment materials  are  similar  to  the  vlnjd 
foam  made  with  Nltr^an  In  aU  relevant 
respects,  and  are  superior  In  terms  of 
aging  effects.  Thua,  there  appears  to  be 
no  problem  in  permitting  use  of  either 
material  in  manufacture  of  the  test 
dummy. 

While  adequate  Nltrosan  remains  at 
the  agency's  disposal  to  assure  the  avail- 
ability of  dummies  for  Standard  No.  208 
test  purposes  for  the  foreseeable  future, 
it  Is  likely  that  an  alternative  foaming 
agent  can  be  allowed  as  an  equivalent 
option  to  Nltrosan  for  the  manufacture 
of  diunmles. 

Rulemaking  on  the  use  of  new  foaming 
agents  as  an  option  Is  expected  to  begin 
shortly. 

Issued  on  May  27,  1977. 

Joan  Claybrook, 
AdmiTiistrator. 

(FRDoc.77-15639  Plied  5-27-77;3:59  pm] 


INTERSTATE  COMMERCE 
COMMISSION 

NOTICE  TO  THE  PUBLIC  REGARDING  EX- 
TENSION OF  TEMPORARY  AUTHORITY 
GRANTED  UNDER  SECTION  210a{b)  OR 
311(b)  OF  THE  INTERSTATE  COM- 
MERCE ACT 

AGEN<Ti':    Interstate   Commerce   Com- 
misslon. 

ACnON:  Notice  to  the  public  regarding 
extension  of  temporarj-  authority  granted 
under  section  210aib)  or  311ib'  of  the 
Interstate  Commerce  Act. 

SUMMARY;  Tlie  purpose  of  this  docu- 
ment Is  to  Inform  the  pubhc  that  due 
to  tlie  prior  modification  of  the  regula- 
tions it  is  no  longer  necessary  for  the 
Commission  to  serve  an  order  extend- 
ing temporary  authority  granted  under 
section  210aib>  or  Sllib)  of  the  Inter- 
state Commerce  Act.  The  parties  should 
be  advised  that  the  Commission  may 
terminate  temporary  operations  for 
cause. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

G.  M.  Bober,  Section  of  Finance.  Of- 
fice of  Proceedings.  Interstate  Com- 
merce Commission.  Washington,  D.C. 
20423  (202-275-7564). 

On  November  9,  1976,  the  Commission 
modified  the  regulations  at  49  CFR  Part 
1101,  pubhshed  November  18,  1976,  page 
,50827.  with  regard  to  the  duration  of 
temporary  authorities  ls.~ued  under  sec- 
tion 210a<b)  and  Sll'b'  of  the  Inter- 
state Commerce  Act.  Previously  these 
authorities  were  granted  for  180  days. 
Prior  to  the  termination  of  this  period. 
an  order  woiild  be  served  wliich  would 
extend  temporary  authority  imtil  the 
corresponding  permanent  application  is 
finally  determined.  Now  they  will  con- 
tinue in  force  automatically  untU  the 
corresponding  permanent  application  is 
finally  determined. 

In  viey  of  this  amendment  to  the  reg- 
ulations, no  order  extending  temporary 
authority  is  necessary,  and  none  wUl  be 
issued,  with  regard  to  those  authorities 
which  were  Issued  before  this  change  in 
the  regulations  and  which  are  .still  pend- 
ing. Parties  should  be  advised,  however, 
that  the  Commission  may  terminate  tem- 
porary operations  for  cause  upon  a  fail- 
ure to  comply  with  the  criteria  set  forth 
In  section  558  of  the  Administrative  Pro- 
cedure Act. 

By  the  Conunlssion,  Division  3,  Com- 
missioners    Brown,     MacParland.     aiwl 

cnapp. 

Robert  L.  Oswald. 

Secretarg. 

[FR  Doc.77-15666  FUed  5-l-77;8:45  am] 


NOTICES 

once.  This  Ust  contains  prospective  as- 
signments only  and  does  not  include  cases 
previously  assigned  hearing  dates.  The 
hearings  will  be  on  Uie  issues  as  present- 
ly reflected  in  the  Official  Docket  of  tlie 
Commission.  An  attempt  will  be  made  to 
publish  notices  of  canceUation  of  hear- 
ings as  promptly  a^  poBsible.  but  in- 
terested j>arties  should  take  appropriate 
steps  to  ui.sure  tiiat  tiiey  are  notified  of 
cancellation  or  postponem>ent.s  of  hear- 
ings in  wliich  they  are  interested. 

MC-P- 12872.  East  Texas  Motor  Freight  Lines, 
Inc..  d  b  a.  ErTMF  S\-st<Mns — Purchase  (Por- 
tion)— Traii-sAmerK-an  Freight  Lines.  Inc.; 
MC       10761       (Sub-281),       Transamerlcan 
Freight   Lines,   Inc..   and  MC   41432    iSub- 
148).  East  Texas  Motor  Freight  Lines,  Inc., 
continued  to  June  13,   1977,  at  the  OCBces 
of  the  Interstate  Commerce  Comnilsslon. 
Washington..  D.C. 
MC   52709    (Sub  341),  Rlngsby  Truck  Lines. 
Inc.,    now   being   assigned  July   7,    1977    (1 
day),  at  Seattle,  Washington,  in  a  hearing 
room  to  be  later  designated. 
No.  36515,  AT~izona  Electric  Power  Coopera- 
tive, Inc.  V.    The   Denver  and  Rio  Grande 
Western  Railroad  Company,  et  nJ..  now  as- 
signed June  7.   1977.   foe  pre-he«ing  con- 
ference  at   Washington,   DC.   Is  cancelled. 
MC  120477   (Sub  2).  International  Trans- 
port. Inc.  Common  carrier  application  now 
assigned  July  11,   1977.  at  Boeton.  Massa- 
chusetts,   Is   being   postponed   indefinitely. 
MC    141033.    Continental    Contract    Carrier 
Corp,    now    being    assigned    September   7. 
1977  (1  day) ,  at  Memphis,  Tenn.,  In  a  hear- 
ing room  to  be  later  designated, 
MC-C-9297,     Henry    Edwards    db.a.     Henry 
Edwards    Trucking    Company    v.    Paschall 
Truck    Lines,    Inc..    now    being     assigned 
September  8.   1977    (2  days),  at  Mempnls, 
Tenn.,  is  a  hearing  room  to  be  later  desig- 
nated. 
MC    100666    (Sub-No.    341),    Melton     Truck 
Line?,   Inc.,    now   being   a<;slgned   Septem- 
ber 12,  1976  (1  day),  at  Memphis,  Tenn.,  in 
a  hearing  room  to  be  later  de?lt;nftted. 
MC    138177     (Sub-No     8).    Brown    Trucking. 
Inc.,    now    being    a.<;.signed    September    14. 
1977    (3   days),   at   Memphis,   Tenn,   In   a 
hearing   room   to  be  :ater   de^lpnated 
MC     142845.     David     Beneux     Produce     and 
Trucking.    Inc.,    now    being   assigned    Sep- 
tember    13,     1977     (1     day),     at    Memphis, 
Tenn.,  In  a  hearing  room  to  be  later  desig- 
nated. 
.\B  18  Sub  17,  Chesapeake  and  Ohio  Railway 
Company,    abandonment    portion,    Green- 
brier Brant  h  between  North  Caldwell  and 
Durbin,     in     Greenbrier    and     Prnrahontaa 
rountles,    Wert    Virginia,    ar.d    FD    28109, 
Western     Maryland     RaUwav     Company— 
lea.sc   and   operate — Chesapeal^e   and   Ohio 
Railway    Company    between    I>.:rctn    and 
Bartow  in  Pocahontas  County,   West  Vir- 
ginia, now  being  assigned  July  25.  1977   (1 
week)    at   MarllnUm,   West   Virginia,    In    a 
bearing  room  to  be  later  designated. 

Robert  L.  Oswald, 

Secretary. 

irRDoc.77-5646  Piled  6-1-77.8  45  am] 


[Notioe  4031 
ASSIGNMEffT  OF  HEARINGS 

Mat  27,   1977. 
Cases  sissigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  aj>- 
pear  beiow  and  win  be  published  only 


'Twenty-eighth   ReT.   Exempt;, .n  No    90.    Ex 
Parte  No  241  j 

CLARENDON  AND  PITTSFORD  RAILROAD 
CO^    ET   AL 

Exemption  Under  Mandatory  Car  Service 
Rules 

It  appearing  that  the  railroads  named 
below  own  numerous  50-ft.  plain  box- 
cars; that  under  present  conditions  there 
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are  substantial  surpluses  of  these  cars 
on  their  lines;  that  return  of  these  cars 
to  the  owners  would  result  in  their  being 
stored  idle:  that  such  cars  can  be  used 
by  other  carriers  for  transporting  traffic 
offered  for  shipments  to  points  remote 
from  the  car  owners:  and  that  compli- 
ance with  Car  Service  Rules  1  and  2  pre- 
vents such  use  of  these  cars,  resulting  in 
unnecessary  loss  of  utilization  of  such 
cars. 

It  is  ordered.  That,  pursuant  to  the 
authority  vested  In  me  by  Car  Service 
Rule  19,  50-ft.  plain  boxcars  described  in 
the  Official  Railway  Equipment  Register, 
I.C.C.-R.E.R.  No.  403.  issued  by  W.  J. 
Trezise,  or  successive  issues  thereof,  as 
ha\lng  mechanical  designation  "XM", 
and  bearing  reporting  marks  assigned  to 
the  railroads  named  below,  shall  be  ex- 
empt from  the  provisions  of  Car  Service 
Rules  1,  2(a),  and  2ib). 

The  Clarendon  and  Plttsford  Railroad  Com- 
pany. 

Reporting  Marks :  CLP. 
Green  Mountain  Railroad  Corporation. 

Reporttng  Marks:  OMRC. 
Greenville  and  Northern  Railway  Company. 

Reporting  Marks:  QRN. 
Greenwich  &  JohnsvlUe  Railway  Company. 

Reporting  Marks:  OJ. 
Lake  Erie,  Franklin  &  Clarion  Railroad  Com- 
pany. 

Reporting  Marks:  LEP. 
Louisville  and  Wadley  Railway  Company. 

Reporting  Marks:  LW. 
Louisville,  New  Albany  &.  Corydon  Railroad 
Company. 

Reporting  Marks:  LNAC. 
McCloud  River  Railroad  Company. 

Reporting  Marks:  MR. 
Ogdensburg   Bridge  and  Port  Authority. 

Reporting  Marks:    NSL. 
Pearl   River   Valley   Railroad   Company. 

Reporting   Marks:    PRV 
The    Pittsburgh    and    Lake    Erie    Railroad 
Company. 

Reporting  Marks:  P&LE. 
Providence    And    Worcester    Company. 

Reporting   Marks:    PW. 
P.aritan  River  Rail   Road  Company. 

Reporting  Marks:  RR. 
Sacramento  North  Railway. 
Reporting    Marks:    SN, 
St    John.'ibury  &  Lamoille  County  Railroad. 

Reporting  MarlKs:    SJIj. 
Sierra    Railroad    a^mpany. 

Rep:>rt:ng    Marks:    SER.V 
Tidewater  S^nithern  Railway  Company. 

Reporting    Mark."-    TS. 
Toledo.    Peoria    &    Western    Railroad    Com- 
pany. 

R/>porting   Marks:   TPW. 
Vermont   Ral'.wav,    Inc. 

Report Ing    Mark.?:    VTK. 
WCTr   Railroad    O  mpa-v 

Rep'->rtlne   Ma'Ks:    wrTR- 
Treka   Western   Railroad   C'^mpany. 
Reporting  Mark.x:    YW 

Effective  May  31.   1977,  and  continu- 
ing in  effect  until  further  order  of  this 

Com.T.Lsslon. 

Issued  at  Wa<=hington.  DC.  May  23, 

1977. 


LvTER-STATi    Commerce 

CoMjnssioif, 
Joel  E.  Bcrns, 

.Agent. 

i  FR  Doc.77-15650  Piled  ft-l-77;8:45  am] 
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FOURTH  SECTION  APPLICATION  FOR 
REUEF 

May  27,  1977. 

An  application,  as  summarized  below, 
has  been  flJed  requesting  relief  from  the 
requirement,s  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  desi_Tlbed  in  the  appli- 
cation to  maintain  higher  rates  and 
charges  at  Intermediate  points  than 
those  sought  to  be  established  at  more 
distant  points 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  (49  CFR  1100.40'  and  filed  on 
or  before  June  17. 1977. 

FSA  No.  43365— Perlite  Rock  from 
Points  in  Colorado  Filed  by  Southwest- 
em  FreiETht  Bureau.  Agent  fNo.  B-679 ' . 
for  interested  rail  carriers.  Rates  on  per- 
llte  rock,  crude,  not  further  processed 
than  broken,  crushed  or  ground,  in  car- 
loads, as  described  In  the  application, 
from  Antonito  and  Florence.  Colorado,  to 
points  In  southwestern  territory. 

Grounds  for  relief— Rate  relationship. 

Tariff— Supplement  294  to  Southwest- 
ern Freight  Bureau.  Agent,  tariff  270-F. 
ICC  No  4832  Rates  are  published  to 
become  effective  on  July  13.  1977. 

By  the  CommLssion 

Robert  L.  Oswald. 
Secretary. 

|FR  Doc.77-15648  Piled  6-1-77,8:45  am] 

IRREGULAR  ROUTE   MOTOR  COMMON 
CARRIERS   OF   PROPERTY 

Elimination  of  Gateway  Letter  Notices 

M.KY  27.  1977. 

The  following  letter-notices  of  propos- 
als to  eliminate  gateways  for  the  purpose 
of  reducing  highway  congestion,  alleviat- 
ing air  and  noise  pollution,  minimizing 
safety  hazards,  and  conserving  fuel  have 
been  filed  with  the  Interstate  Commerce 
Conunl-ssion  under  the  Commission's 
Gateway  FJimlnation  Rules  '49  CFR 
Part  1065' .  and  notice  thereof  to  all  in- 
terested persons  Ls  hereby  given  as  pro- 
vided in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis- 
sion on  or  before  June  13,  1977  A  copy 
mu.st  also  t>e  .served  upon  applicant  or  its 
repr-^sentative.  Protests  against  the  elim- 
ination of  a  gateway  will  not  operate  to 
stay  commer.cement  of  the  proposed  op- 
eration. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the.se  rules  will  be 
numbered  consecutively  for  convenience 
in  identification.  Protests,  if  any.  must 
refer  to  such  letter-notices  by  number. 

No.  MC  40215  < Sub-No.  E28> .  filed  May 
17.  1974  Applicant:  RICHARDSON 
TRANSFER  &  STORAGE  CO  .  INC  .  246 
N  Fifth  Avenue.  Salina,  Kan.  67401.  Ap- 
plicant's representative:  James  F.  Flint. 
Ephraim  and  Polydoroff.  Suite  600.  1250 
Connectitcut  Ave.  NW.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 


NOTICES 

common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transport,lng :  Household 
goods,  as  defined  by  the  Commisskm.  (1) 
Prom  points  in  Tennessee  to  points  In 
Arizona,  California.  Colorado,  Idaho,  Ne- 
braska, Nevada,  New  Mexico,  South  Da- 
kota, Utah,  and  Wyoming;  (2)  (A)  from 
points  in  Termessee  to  points  In  Minne- 
sota on  and  west  of  a  line  beginning  at 
the  International  Boundary  between 
United  States  and  Canada  and  extending 
south  along  Minnesota  Highway  72  to 
junction  U.S.  Highway  71,  thence  south 
along  U.S.  Highway  71  to  the  Mirmesota- 
lowa  State  line;  (Bi  from  points  in  Ten- 
nessee on  and  west  of  a  line  begmning  at 
the  Kentucky-Tennessee  State  line,  and 
extending  south  along  U.S.  Highway 
641  to  junction  Tennessee  Highway  77, 
thence  south  along  Tennessee  Highway 
77  to  junction  Tennessee  Highway  22, 
thence  south  along  Tennessee  Highway 
22  to  the  Tennessee-Alabama  State  line, 
to  points  ill  Minnesota  on  and  west  of  a 
line  beginning  at  the  Iowa-Minnesota 
State  line,  and  extending  north  along 
U.S.  Highway  63  to  tlie  Minnesota-Wis- 
consin State  line;  (3)  from  points  In 
Tennessee  to  points  in  Missouri  on  and 
west  of  a  line  beginning  at  the  Missouri- 
Iowa  State  line,  and  extending  south 
along  U.S.  Highway  65  to  junction  Mis- 
souri Highway  83,  thence  west  along  Mis- 
souri Highway  83  to  jimction  U.S.  High- 
way 54,  thence  west  along  U.S.  Highway 
54  to  junction  U.S.  Highway  71,  thence 
south  along  U.S.  Highway  71  to  the  Mis- 
courl- Arkansas  State  line; 

1 4 )  Prom  points  in  Tennessee  to  points 
m  Oklahoma  on  and  north  and  west  of 
a  line  beginning  at  the  Oklahoma- 
Arkansas  State  line,  and  extending  west 
along  Oklahoma  Highway  33  to  junction 
Interstate  Highway  40.  thence  along  In- 
terstate Highway  40  to  junction  U.S. 
Highway  81,  thence  south  along  U.S. 
Highway  81  to  the  Oklahoma -Texas 
State  line; 

15)  All  points  and  places  in  Tennessee 
to  points  in  Texas  on  and  west  of  a  line 
beginning  at  the  Texas -Oklahoma  State 
line  and  extending  south  along  U.S. 
Highway  83  to  junction  U.S.  Highway 
277.  thence  along  U.S.  Highway  277  to 
junction  Texas  Highway  29,  thence  west 
along  Texas  Highway  29  to  jimction 
Texas  Highway  349.  thence  south  along 
Texas  Highway  349  to  the  International 
Boundary  between  the  United  States  and 
Mexico.  Tlie  purpose  of  this  filing  Is  to 
eliminate  the  gateways  of:  Part  H),  (3), 
<4k  (5)  points  In  Kansas;  Part  (2) 
Kansas  City,  Kans. 

No.  MC  40215  (Sub-No.  E29),  filed 
Mav  17.  1974.  Applicant:  RICHARDSON 
TR.\NSFER  &  STORAGE  CO..  INC.,  246 
N.  Fifth  Avenue.  Salina,  Kans,  67401. 
Applicant's  representative:  James  F. 
Flint.  Ephraim  i  Polydoroff,  Suite  600, 
1250  Connecticut  Ave.  NW..  Washington, 
D.C.  20036.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  trsmsportlng: 
Household  goods,  as  defined  by  the  Com- 
ml.'^slon.  (D  (A)  Prom  points  In  Texas  on 
and  west  of  a  Itne  beginning  at  tiie 
Texas -Oklahoma  State  line,  and  extend- 


ing south  along  UJS.  Highway  85  to  junc- 
tion U.S.  Highway  80,  thence  west  along 
UJ3.  Highway  80  to  the  International 
Boundary  line,  between  United  States 
and  Mexico,  to  points  in  Arkansas  on  and 
north  and  west  of  a  line  beginning  at 
the  Arkansas -Termessee  State  line,  and 
extending  west  along  Interstate  Highway 
40,  to  junction  U.S.  Highway  70,  thence 
west  along  U.S.  Highway  70  to  the 
Arkansas-Oklahoma  State  line. 

(B)  FYom  points  In  Texas  on  and  west 
and  south  of  a  line  beginning  at  the  Gulf 
of  Mexico,  and  extending  along  U.S. 
Highway  75,  thence  north  on  U.S.  High- 
way 75  to  junction  U.S.  Highway  59. 
thence  south  on  U.S.  Highway  59  to  junc- 
tion U.S.  Highway  77.  thence  south  on 
U.S.  Highway  77  to  the  International 
Boundary  between  United  States  and 
Mexico,  to  points  In  Arkansas  on  and 
west  of  a  line  beginning  at  the  Missouri- 
Arkansas  State  line,  and  extending  along 
U.S.  Highway  62,  thence  south  on  U.S. 
Highway  62  to  the  Oklahoma-Arkansas 
State  line. 

(C)  Prom  El  Paso,  Tex.,  to  points  in 
Arkansas  on  and  north  of  a  line  begin- 
,nlng  at  the  Arkansas-Oklahoma  State 
line,  and  extending  east  along  U.S.  High- 
way 270  to  junction  U.S.  Highway  70. 
thence  east  along  U.S.  Highway  70  to  the 
Arkansas -Tennessee  State  line. 

(2)  Prom  points  m  Texas  on  and  east 
and  north  of  a  line  beginning  at  the 
Oklahoma  Texas  State  line,  and  extend- 
ing south  along  U.S.  Highway  287,  to 
junction  U.S.  Highway  87,  thence  along 
U.S.  Highway  87  to  junction  U.S.  High- 
way 84 ,  thence  southeast  along  U.S. 
Highway  84  to  junction  Texas  Highway 
16,  thence  south  along  Texas  Highway 
16  to  jimction  U.S.  Highway  281,  thence 
south  along  US.  Highway  281  to  the 
Gulf  of  Mexico,  to  points  in  California. 

(3)  (A)  From  points  In  Texas,  to  points 
In  Colorado  on  and  east  of  a  line  begin- 
ning at  the  Colorado-New  Mexico  State 
line  and  extending  to  the  Colorado - 
Wyoming  State  Une. 

(B>  From  points  in  Texas  on  and  east 
of  a  line  beginning  at  the  Texas-Okla- 
home  State  line  and  extending  south 
along  U.S.  Highway  83  to  junction  Texas 
Highway  36,  thence  east  along  Texas 
Highway  '  j  to  junction  Texas  Highway 
16,  thence  south  along  Texas  Highway 
16  to  junction  U.S.  Highway  87,  thence 
south  along  U.S.  Highway  87  to  junction 
U.S.  Highway  281,  thence  south  along 
U.S.  Highway  281  to  the  International 
Boundary  line  between  United  States 
and  Mexico,  to  points  In  Colorado. 

<4>  Proan  points  in  Texas  on  and  west 
of  a  line  iieginnlng  at  the  Oklahoma- 
Texas  State  line  and  extending  along 
U.S.  Highway  271,  thence  south  on  U.S. 
Highway  271  to  junction  U.S.  Highway 
69,  thence  south  on  UJS.  Highway  69  to 
junccion  U.S.  Highway  59,  thence  south 
and  west  on  U.S.  Highway  59  to  the  In- 
ternational Boundary  line  between 
United  States  and  Mexico,  to  the  Dis- 
trict of  Columbia. 

(5)  Prom  points  In  Texas  on  and  east 
of  a  line  beginning  at  the  Texas -New 
Mexico  State  line,  and  extending  south 
along    U.S.    Highway    285    to   Junction 
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TexEis  Highway  17,  thence  along  Texas 
Highway  17  to  junction  U.S.  Highway 
67,  thence  along  U.S.  Highway  67  to  the 
International  Boundary  line  between 
United  States  and  Mexico,  to  points  in 
Idaho. 

(6>  FYom  points  in  Texas  to  points  in 
Illinois,  Michigan,  Minnesota.  Nebraska, 
South  Dakota,  Wisconsin,  and  Wyo- 
ming. 

(7i  <A^  From  points  in  Texas  on  and 
west  of  a  line  beginning  at  the  Okla- 
homa-Texas State  line,  and  extending 
along  U.S.  Highway  271.  thence  along 
U.S.  Highway  271  to  junction  U.S.  High- 
way 24,  thence  south  along  U.S.  High- 
way 24  to  junction  Interstate  Highway 
45,  thence  south  along  Interstate  High- 
way 45  to  the  Gulf  of  Mexico,  to  points 
in  Indiana  on  and  north  of  a  line  he- 
gmning  at  the  Kenutcky-Indlana  State 
line,  and  extending  along  U.S.  Highway 
231,  thence  north  alcmg  VS.  Highway 
231  to  junction  U.S.  Highway  50,  thence 
east  along  U.S.  Highway  50  to  the  In- 
diana-Ohio State  line. 

(B)  Prom  points  in  Texas  to  points  In 
Indiana  on  and  north  of  a  line  begin- 
ning at  the  minols-Indiana  State  line, 
and  extending  along  U.S.  Highway  24. 
thence  east  along  U.S.  Highway  24  to 
the  Indiana-Ohio  State  line. 

1 8)  Prom  points  in  Texas  to  points 
In  Iowa  and  Kansas. 

( 9)  Prom  points  in  Texas  on  and  west 
of  a  line  beginning  at  the  Texas-Okla- 
homa State  line,  and  extending  south 
along  U.S.  Highway  83  to  junction  U.S. 
Highway  287,  thence  east  along  U.S. 
Highway  287  to  junction  U.S.  Highway 
183.  thence  south  along  U.S.  Highway 
183  to  junction  U.S.  Highway  281,  thence 
south  along  U.S.  Highway  281  to  the 
Gulf  of  Mexico,  to  points  in  Kentucky. 

(10)  From  points  in  Texas  on  and 
west  of  a  line  beginning  at  the  Okla- 
homa-Texas State  line,  and  extending 
south  along  U.S.  Highway  259  to  junc- 
tion U.S.  Highway  69,  thence  south 
along  U.S.  Highway  69  to  the  Gulf  of 
Mexico,   to   points   in   Maryland. 

(11)  (A)  Pr(Mn  points  in  Texas  to 
points  in  Missouri  on  and  west  and 
north  of  a  line  beginning  at  the  Mis- 
souri-Arkansas State  line,  and  extend- 
ing north  along  U.S.  Highway  65  to 
junction  U.S.  Highway  66.  thence  north- 
east along  U.S.  Highway  66  to  St.  Louis, 
Mo. 

<B>  From  points  in  Texas  on  and  west 
of  a  line  beginning  at  the  Texas-Okla- 
homa State  line,  and  extending  south 
along  U.S.  Highway  283  to  junction  U.S. 
Highway  87,  thence  south  along  U.S. 
Highway  87  to  junction  U.S.  Highway  81. 
thence  south  along  U.S.  Highway  81  to 
the  International  Boundary  between 
United  States  and  Mexico,'  to  points  in 
Missouri. 

( 12)  f  A)  From  points  in  Texas  on  and 
east  of  a  line  beginning  at  tlie  Texas- 
New  Mexico  State  line,  and  extending 
south  along  U.S.  Highway  87  to  junction 
U.S.  Highway  237,  thence  south  along 
U.S.  Highway  237  to  junction  U.S.  High- 
way 277,  thence  south  along  U.S.  High- 
way 277  to  the  International  Boundary 
between  United  States  and  Mexico,  to 


points  In  Nevada  on  and  north  of  a  line 
beginning  at  the  Nevada -CalL'omla 
State  line,  and  extending  east  along 
U.S.  Highway  40  to  the  Nevada -Utah 
State  line. 

(B)  From  points  in  Texas  on  and  east 
of  a  line  beginning  at  the  Texas-Okla- 
homa State  line,  and  extending  south 
along  U.S.  Highway  87  to  junction  U.S. 
Highway  84.  thence  southwest  along  U.S. 
Highway  84  to  junction  U.S.  Highway  83. 
tlience  along  U.S.  Highway  83  to  junction 
U.S.  Highway  57,  thence  west  along  U.S. 
Highway  57  to  the  International  Boun- 
dary between  the  United  States  and 
Mexico,  to  points  In  Nevada. 

( 13i  FYom  points  in  Texas  to  points  in 
New  York. 

1 14)  ( A»  From  points  in  Texas  on  and 
west  and  south  of  a  line  beginning  at  the 
Texas-Oklahoma  State  line,  and  extend- 
ing south  along  U.S.  Highway  271  to 
junction  Texas  Highway  49.  thence  east 
along  Texas  Highway  49  to  the  Texas- 
Louisiana  State  line,  to  jwlnts  in  Ohio. 

(B)  Prom  points  In  Texas  to  points  In 
Ohio  on  and  north  of  a  hne  beginning  at 
the  Ohio-Indiana  State  hne.  and  extend- 
ing east  along  Ohio  Highway  129  to  junc- 
tion Ohio  Highway  4,  thence  along  Ohio 
Highway  4  to  junction  Ohio  Highway  63, 
thence  along  Ohio  Highway  63  to  junc- 
tion Ohio  Highway  350,  thence  east  along 
Ohio  Highway  350  to  junction  U.S.  High- 
way 22,  thence  east  along  U.S.  Highway 
22  to  junction  Interstate  Highway  70, 
thence  east  along  Interstate  Highway 
70  to  the  Ohio-West  Virginia  State  line. 

1 15)  From  points  in  Texas  to  points  in 
Pennsylvania. 

(16)  Prom  points  in  Texas  on  and  west 
of  a  hne  beginning  at  the  Texas-Okla- 
homa State  line,  and  extending  south 
along  U.S.  Highway  83  to  junction  U.S. 
Highway  277.  thence  along  U.S.  Highway 
277  to  junction  Texas  Highway  29, 
thence  along  Texas  Highway  29  to  junc- 
tion Texas  Highway  349.  tiience  south 
along  Texas  Highway  349  to  the  Inter- 
national Boundary  between  United 
States  and  Mexico,  to  points  in  Tennes- 
see. 

(17)  FrcHTi  points  in  Texa<;  on  and  east 
of  a  hne  beginning  at  the  Texas-Okla- 
homa State  line,  and  extending  south 
along  U.S.  Highway  385  to  junction  Tex- 
as Highway  137.  thence  south  along  Tex- 
as Highway  137  to  junction  Texas  High- 
way 163,  thence  south  along  Texas  High- 
way 163  to  junction  U.S.  Highway  90  to 
the  International  Boundary  between 
United  States  and  Mexico,  to  points  in 
Utah. 

(18j  iA»  From  points  in  Texas  on  and 
west  of  a  line  beginning  at  the  Okla- 
homa-Texas State  line,  and  extending 
south  along  Interstate  Highway  35  to 
junction  U.S.  Highway  77,  thence  south 
along  U.S.  Highway  77  to  the  Interna- 
tional Boundar>-  Ijetween  United  States 
and  Mexico,  to  points  in  Virginia  on  and 
north  of  a  line  beginning  at  the  West- 
Virginla-Vtrginia  State  ime,  and  extend- 
ing east  along  U.S.  Highway  33  to  junc- 
tion Virginia  Highway  20.  thence  east 
along  Virginia  Highway  20  to  the  Po- 
tomac River  near  Fredericksburg.  Va. 

(B)  From  points  in  Texas  on  and 
north  and  west  of  a  line  beginnin'g  at  the 


Texas-Oklahoma  State  line  and  extend- 
ing west  along  US  Highway  66.  to  junc- 
UOD.  US  Highway  385.  thence  south 
along  U.S.  Higliway  385  to  junction  Tex- 
as Highway  115.  thence  southwest  along 
Texas  Highway  115  to  junction  U.S. 
Highway  80,  thence  west  along  U.S. 
Highway  80  to  junction  Texas  Highway 
17.  thence  south  along  Texas  Highway  17 
to  the  International  Boundary  between 
United  States  and  Mexico,  to  points  in 
Virginia  on  and  west  of  a  line  beginning 
at  the  Virginia-West  Virginia  State  line, 
and  extending  south  along  U.S.  Highway 
52  to  the  Virgmia-North  Carolina  State 
line. 

il9>  Prom  points  in  Te.xas  on  and 
West  of  a  line  beginning  at  the  Texas- 
Oklahoma  State  line,  and  extending 
souUi  along  U.S.  Highway  271  to  junc- 
tion Texas  Highway  19.  thence  along 
TexjLS  Highway  19  to  junction  U.S.  High- 
way 79-.  thence  south  along  U.S  Highway 
79  to  junction  U.S.  Highway  77,  thence 
souUi  along  U.S.  Highway  77  to  junction 
U.S.  Highway  87,  thence  south  along  U.S. 
Highway  87  to  the  Gulf  of  Mexico,  to 
pomts  in  West  Virginia. 

The  purpose  of  this  filing  Is  to  elim- 
inate the  gateways  of :  Part  (1 ) ,  (2) ,  (3 ) . 
(5'.  i6>.  I  9).  (11),  (12),  (13),  (14).  (16), 
(17',  (19) — points  in  Kansas;  Part  (4), 
(10»,  (15),  (18» — points  in  Kansas  and 
Portage  County,  Ohio;  Part  (7),  (8)  — 
points  in  Kansas  City.  Mo. 

No.  MC-40215  (Sub-No.  E30) ,  filed 
May  17.  1974.  Applicant:  RICHARI>SON 
TRANSFTIi  ii  STORAGE  CO..  INC.,  246 
N.  F^fth  Avenue.  Salina.  Kans.  67401.  Ap- 
plicant's representative:  James  F.  Flint, 
Ephraim  and  Polydoroff,  Suite  600.  1250 
Connecticut  Ave.  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  House- 
hold goods,  as  defined  b>-  the  Commission, 
(1)  FYom  points  in  Utah  to  points  In 
.A.rkansas,  Illinois,  Indiana,  Michigan. 
Ohio 

'  2 '  From  points  In  Utah  to  F>oints  in 
Washingtc«i,  DC,  Maryland.  New  York. 
West  Virginia. 

i3A)  FYom  points  in  Utah  to  points  in 
Iowa  on  and  east  and  south  of  a  line  be- 
ginning at  the  Iowa-Missouri  State  line, 
and  extendmg  north  along  U.S.  Highway 
63  to  junction  U.S.  Highway  30,  thence 
east  along  U.S.  Highway  30  to  junction 
Iowa  Highway  64.  thence  east  along  Iowa 
Highway  64  to  the  Iowa -Illinois  State 
line. 

(B)  From  points  in  Utah  on  and  south 
of  a  line  beginning  at  the  Utah -Colorado 
State  line,  and  extending  west  along  In- 
terstate Highway  70  to  junction  Utah 
Highway  26.  thence  west  along  Utah 
Highway  26  to  jimction  U.S.  Highway  50, 
thence  west  along  U.S.  Highway  50  to  the 
Ut.ih-Nevada  State  line. 

1 4  I  FYom  points  in  Utah  to  points  in 
Kansas  on  and  south  and  east  of  a  line 
beginning  at  the  Kansas-Colorado  State 
line,  and  extending  east  along  US  High- 
way 40  to  junction  U.S.  Highway  83. 
thence  north  along  U.S.  Highway  83  to 
the  Kansas-Nebraska  State  line. 

(5'  From  points  in  Utah  to  points  in 
Kentucky,  Missouri.  Oklahoma,  Pennsyl- 
vania, Tpiuiessee. 
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'6)  From  points  In  Utah  on  and  south 
of  a  line  beginning  at  the  Utah-Colorado 
Sute  line,  and  extending  west  along  In- 
t*-n,tate  Highway  70  to  Junction  U.S. 
Hlk-'hway  89.  thence  south  along  UJ3. 
Highway  89  to  Junction  Utah  Highway 
153.  thence  along  Utah  Highway  153  to 
junction  Utah  Highway  81,  thence  along 
Utah  Highway  81  to  the  Utah-Nevada 
State  line,  to  points  In  Minnesota. 

1 7 )  Prom  points  In  Juab,  Sanpete,  Car- 
bon, Millard.  Emery.  Grand,  Sevier. 
Beaver.  Piute,  Wayne,  San  Juan,  Iron. 
Garfield,  Washington,  and  Kane  Coun- 
ties. Utah,  to  points  in  South  Dakota  on 
and  e&st  of  a  line  beginning  at  the  South 
Dakota-North  Dakota  Stat*  line,  and 
extending  south  along  U.S.  Highway  281 
to  the  South  Etekota-Nebraska  State  line. 

(8'  From  points  in  Utah,  to  points  In 
Texas  on  and  east  of  a  line  beginning 
at  the  Texa^-Oklahoma  State  line,  and 
extending  south  alona  US  Highway  385 
to  Junction  Texas  Highway  137,  thence 
south  along  Texas  Highway  137  to  junc- 
tion Texas  Highway  163.  thence  south 
along  TexLi.';  Highway  163  to  junction 
U.S.  Highway  90.  thence  along  U.S.  High- 
way 90  to  the  International  BQundarj' 
between  United  States  and  Mexico. 

i9»  From  points  in  Utah  to  points  in 
Virginia  on  and  east  of  a  line  beginning 
at  the  Virginia-West  Virginia  State  line. 
and  extending  south  along  U  S  Hi.^hway 
21  to  the  Virginia-North  Carolina  State 
line. 

I  lOAi  From  points  in  Utah  to  points  in 
Wisconsin  on  and  east  and  south  of  a 
line  beginning  at  Lake  Superior  and  ex- 
tending south  along  U.S.  Highway  63  to 
junction  Wisconsin  Highway  77.  thence 
west  along  Wisconsin  Highway  77  to  the 
Wisconsin-Minne.M3ta  State  line 

'Bi  From  points  in  Utah  on  and  south 
of  a  line  bec.nning  at  the  Utah-Colorado 
Stat*  line  and  extending  along  US. 
HlKhway  40  to  junction  US  Highway 
189.  to  junction  U.S.  Highway  bO.  thence 
southwest  along  US.  Highwav  50  to  the 
Utah-Nevada  State  line,  to  points  in  Wis- 
consin. The  purpose  of  thLs  filing  Ls  to 
eliminate  the  gateways  of  Sections  iD, 
<3>,  i6',  <7>,  (10 1,  Garden  City.  Kans.; 
Sections  (2',  <9',  points  In  Garden  City, 
Kans..  and  Portage  County.  Ohio;  Sec- 
tions i4i.  '5'.  i8i.  points  in  Kansas. 

No.  MC  40215  (Sub-No.  E32>,  filed 
May  17,  1974  Applicant:  RICHARDSON 
TRANSFER  &  STORAGE  CO.,  INC  ,  246 
N.  Fifth  Avenue,  Sallna.  Kans.  67401. 
Applicant's  representative;  James  F. 
Flint,  Ephraim  and  PolydorolT.  Suite  600. 
1250  Connecticut  Ave  N'W..  Washington, 
DC   20036. 

Authority  sought  to  operate  as  a  com- 
7non  carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Household 
ooods.  as  defined  by  the  Commission.  (1) 
From  poliits  In  West  Virginia  to  points  in 
Arizona.  CalLfomia.  Nevada,  and  Utah. 

1 2 1  From  points  In  West  Virginia  to 
points  In  Colorado. 

'3»  From  points  in  West  Virgmia  on 
and  east  of  a  line  beginning  at  the  Ohio- 
West  Virginia  State  line,  and  ext€ndlng 
south  along  Interstate  Highway  77  to 
junction  Uj8.  Highway  33,  thence  east 
along  U.S.  Highway  33  to  junction  West 


Virginia  Highway  16,  thence  south  along 
West  Virginia  Highway  16  to  junction 
U.S.  Highway  60,  thence  east  along  U.S. 
Highway  60  to  juncUon  U.S.  Highway 
219,  thence  along  U.S.  Highway  219  to 
the  West  Virginia- Virginia  State  line,  to 
points  In  Idaho. 

(4)  From  points  In  West  Virginia  to 
points  In  Iowa  on  and  west  of  a  line  be- 
ginning at  the  lowa-Mlnnesota  State 
line,  and  extending  south  along  U.S. 
Highway  59  to  the  lowa-Mlssourl  State 
line. 

<5>  From  points  in  West  Virginia  to 
points  in  Kansas. 

(6»  From  points  In  West  Virginia  to 
points  In  Missouri  on  and  west  of  a  line 
beginning  at  the  Mlssourl-Iowa  State 
line,  and  extending  south  along  U.S. 
Highway  65  to  the  Missouri-Arkansas 
State  line. 

<7i  From  points  in  West  Virginia  to 
points  in  Nebraska,  and  Oklahoma. 

(8)  (At  From  points  in  West  Virginia 
to  points  in  New  Mexico  on  and  west  of  a 
line  beginning  at  the  New  Mexico-Colo- 
rado State  line,  and  extending  south 
along  U.S.  Highway  285  to  junction  New 
Mexico  Highway  41,  thence  south  along 
New  Mexico  Highway  41  to  junction  New 
Mexico  Highway  14.  thence  along  New 
Mexico  Highway  14  to  junction  U.S. 
Highway  54.  thence  south  along  U.S. 
Highway  54  to  the  International  Bound- 
ary between  United  States  and  Mexico. 

( B I  From  points  in  West  Virginia  ex- 
cept points  in  Mingo,  McDowell,  Wyo- 
ming, and  Marcer  Counties,  to  points  in 
New  Mexico. 

1 9)  From  points  in  West  Virginia  to 
points  in  South  Dakota  on  and  west  and 
south  of  a  line  beginning  at  the  North 
Dakota-South  Dakota  State  line,  and  ex- 
tending south  along  South  Dakota  High- 
way 37  to  junction  Interstate  Highway 
90,  thence  east  along  Interstate  Highway 
90  to  the  South  Dakota-Minnesota  State 
line. 

aO>  Fiom  points  in  West  Virginia  to 
pomts  in  Texas  on  and  west  of  a  line 
beginning  at  the  Texas-Oklahoma  State 
line,  and  extending  south  along  U.S. 
Highway  271  to  junction  of  Texas  High- 
way 19,  thence  south  along  Texas  High- 
way 19  to  junction  U.S.  Highway  79, 
thence  south  along  U.S.  Highway  79  to 
junction  U.S.  Highway  77.  thence  south 
along  U.S.  Highway  77  to  junction  U.S. 
Highway  87,  thence  south  along  U,S. 
Highway  87  to  the  Gulf  of  Mexico. 

11)  From  points  in  West  Virginia  on 
and  north  of  a  line  beginning  at  the  West 
Virginia-Ohio  State  line,  and  extending 
east  along  U.S.  Highway  50  to  the  West 
Virginia-Maryland  State  line,  to  points 
in  Wyoming.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of:  Parts 
1 1 1,  (3),  (8). -Garden  City,  Kans.,  and 
Portage    County,    Ohio;    Parts    (6). (7), 

10' -points  in  Kansas;  Parts  (2), (ID- 
points  In  Kansas  and  Portage  County, 
Ohio;  Parts  (4)  ,<9> -Kansas  City,  Mo., 
and  points  in  Kansas;  Parts  (5) -Kansas 
City,  Mo. 

No.  MC  40215  '  Sub-No  E33 » ,  filed  May 
17.  1974.  Applicant:  RICHARDSON 
TIL\NSFER  &  STORAGE  CO.,  INC.,  24fl 
N  Fifth  Av^nue.  Sallna.  Kans,  67401.  Ap- 


plicant's representative:  James  F.  Flint, 
Ephraim  and  Polydoroff,  Suite  600,  1250 
Connecticut  Ave.  NW.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Household 
goods,  as  defined  by  the  Commission,  ( 1  > 
Prom  points  In  Wisconsin  to  points  in 
Arizona. 

',2»  From  points  In  Wisconsin  on  and 
west  of  a  line  beginning  at  the  Wisconsin- 
Minnesota  State  line,  and  extending 
along  U.S.  Highway  53.  thence  extending 
south  along  U.S.  Highway  53,  to  the  WLs- 
consin-Minnesota  State  line,  to  point.s  in 
Arkansas  on  and  west  of  a  line  beginning 
at  the  Missouri-Arkansas  State  line,  and 
extending  along  U.S.  Highway  62  to 
junction  U.S.  Highway  65,  thence  south 
along  U.S.  Highway  65  to  the  Louisiana- 
Arkansas  State  line. 

(3)  (A)  From  points  in  Wisconsin  on 
and  east  and  south  of  a  line  beginning  at 
Lake  Superior,  Wis.,  and  extending  south 
alcmg  U.S.  Highway  63  to  junction  U.S. 
Highway  12.  thence  west  along  U.S.  High- 
way 12  to  the  Wisconsin-Minnesota  State 
line,  to  fwlnts  In  California. 

<B)  From  points  in  Wisconsin  to  points 
In  California  on  and  west  and  south  of 
a  Une  beginning  at  the  California-Oregon 
State  Une  and  extending  south  along  Jn^  " 
terstate  Highway  5  to  junction  Califor- 
nia Highway  44,  thence  east  along  Cali- 
fornia Highway  44  to  junction  Califor- 
nia Highway  36,  thence  east  along  Cali- 
fornia Highway  36  to  junction  U.S.  High- 
way 395,  thence  along  U.S.  Highway  395 
to  California-Nevada  State  line. 

(4>  From  points  in  Wisconsin  to  points 
In  Colorado,  New  Mexico.  Oklalioma.  and 
Texas. 

(5)  Prom  points  In  Wisconsin  on  and 
east  and  south  of  a  line  beginning  at 
the  Wisconsln-Hlinois  State  line,  and 
extending  north  along  Wisconsin  High- 
way 778  to  junction  U.S.  Highway  51, 
thence  north  along  U.S.  Highway  51  to 
junction  Wisconsin  Highway  64,  thence 
east  along  Wisconsin  Highway  64  to  the 
Wisconsin -Michigan  State  line,  to  points 
in  Idaho  on  and  south  of  a  line  begin- 
ning at  the  Idaho-Montana  State  line, 
and  extending  south  and  east  along  U.S. 
Highway  93  to  junction  Idaho  Highway 
21,  thence  west  along  Idaho  Highway  21 
to  junction  Idaho  Highway  55,  thence 
south  and  east  along  Idaho  Highway  55 
to  the  Idaho-Oregon  State  line. 

(6)  Prom  points  in  Wisconsin  to  points 
in  Kansas. 

(7)  From  points  in  Wisconsin  on  and 
east  and  north  of  a  line  beginning  at 
Lake  Superior  and  extending  south  along 
U.S.  Highway  53  to  junction  U.S.  High- 
way 8.  thence  east  along  U.S.  highway 
8  to  junction  Wisconsin  Highway  47, 
way  8.  thence  east  along  U,S.  Highway 
47  to  junction  Wisconsin  Highway  64, 
thence  east  along  Wisconsin  Highway  64 
to  the  Wisconsin-Michigan  State  line,  to 
points  In  Missouri  on  and  south  and 
west  of  a  line  beginning  at  the  Missouri- 
Kansas  State  line,  and  extending  east 
along  U.S.  Highway  36  to  junction  Mis- 
souri Highway  13,  thence  south  along 
Missouri  Highway  13  to  junction  U.S. 
Highway   65.   thence  south   along   US 
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Highway  65  to  the  Missouri-Arkansas 
State  line. 

(8)  (A)  Prc«n  points  In  Wisconsin  to 
points  In  Nevada  on  and  south  of  a  line 
beginning  at  the  Nevada-Utah  State  line, 
and  extending  west  along  U.S.  Highway 
40  to  the  Nevada-California  State  line. 

iSt'B)  From  points  In  Wisconsin  on 
and  east  and  south  of  a  line  beginning  at 
Lake  Superior  and  extending  south  along 
U.S.  Highway  63  to  junction  Wisconsin 
Highway  77,  thence  west  along  Wisconsin 
Highway  77  to  the  Wisconsin-Minnesota 
State  line,  to  all  points  and  places  In 
Nevada. 

(9)  (A)  FYom  points  In  Wisconsin  to 
points  In  Utah  on  and  south  of  a  line 
beginning  at  the  Utah-Colorado  State 
line,  and  extending  along  U.S.  Highway 
40  to  junction  U.S.  Highway  189,  to 
j miction  U.S.  Highway  50  to  the  Utah- 
Nevada  State  llne.- 

(9>(B)  From  points  In  Wisconsin  on 
and  east  and  south  of  a  Une  beginning  at 
Lake  Superior  and  extendifig  south  along 
U.S.  Highway  63  to  junction  Wisconsin 
Highway  77,  thence  along  Wisconsin 
Highway  77  to  the  Wisconsin-Miiinesota 
State  line,  to  points  in  Utah.  The  pur- 
pose of  this  filmg  Is  to  eliminate  the 
gateways  of:  Part  (1),  (3),  (5),  (8), 
(9),  Garden  City,  Kans.;  Part  (4),  (7.'», 
points  in  Kansas:  Part  (2),  Manhat- 
tan, Kans.,  and  Kansas  City,  Mo.;  Part 
(6)  Kansas  City,  Mo. 

No.    MC    40215    (Sub-No.    E34>.    filed 
May  17,  1974.  Applicant:  RICHARDSON 
TRANSFER  &  STORAGE  CO  .  INC  .  246 
N.  Fifth   Avenue,   Salina,   Kans.   67401. 
Applicant's    representative:     James    F. 
Flint,  Ephraim  and  Polydoroff.  Suite  600, 
1250  Connecticut  Ave..  NW.,  Washing- 
ton, D.C.  20036.  Authority  sought  to  oper- 
ate as  a  coTTiOTon  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Household  goods,  as  defined  by  the  Com- 
mission, ( 1 )  From  points  in  Wyoming  to 
points  in  Arkansas.  (2)   From  points  in 
Wyoming  to  points  in  Washington.  D.C. 
1 3)  Frwn  points  in  Wyoming  to  points  in 
Illinois  on  and  south  of  a  line  beginning 
at  the  MLssourl-IUlnois  State  line,  and 
extending  north  along  U.S.  Highway  67 
to  junction  Illinois  Highway  16,  thence 
east  along  Illinois  Highway  16  to  junc- 
tion U.S.  Highway  66,  thence  northeast 
along  U.S.  Highway  66  to  junction  US. 
Highway  24,  thence  east-  along  US  High- 
way 24  to  the  minois-Indiana  State  line. 
(4>  (A^i     FrOTn    points    in    Wyoming    to 
points  in  Indiana  on  smd  south  of  a  line 
begimilng  at  the  Illinois-Indiana  State 
line,    and    extending    along    Interstate 
Highway  70.  thence  east  on  Interstate 
Highway  70  to  the  Indiana-Ohio  State 
line.    (B>    From  points  in  Wyoming  on 
and   west   of    a   line   beginning   at   the 
Montana-Wyoming  State  line,  and  ex- 
tending along  State  Highway  120.  thence 
.south  on  Wyoming  Highway  120  to  junc- 
tion U.S.  Highway  26,  tlience  south  on 
U.S.  Highway  26  to  junction  Wyoming 
Highway  789,  thence  south  on  Wyoming 
Highway  789  to  junction  Wyoming  High- 
way 28,  thence  south  on  Wyoming  High- 
way 28  to  junction  U.S.  Highway   187, 
thence  south  on  U.S.  Highway  187  to 
junction  Wywnlng  Highway  430,  thence 


south  on  Wyoming  Highway  430  to  the 
Wyonaing-Colorado  State  line,  to  points 
m  Indiana.  ( 5  >  From  points  in  Wyoming 
to  points  in  Kansas  on  and  south  and 
ea^^t  of  a  line  beginning  at  the  Kansas- 
(Tolorado  State  line,  and  extending  east 
along  U.S.  Highway  50  to  junction  U.S. 
Highway  156,  thence  east  along  U.S. 
Highway  156  to  junction  U.S.  Highway 
283,  thence  north  along  U.S.  Highway 
283  to  the  Kansas-Nebraska  State  line. 
( 6 1  Prom  points  In  Wyoming  to  points  In 
Kentucky.  Oklahoma.  Tennessee,  and 
Texas.  (7)  (A)  From  points  In  Wyoming 
on  and  west  and  south  of  a  line  begin- 
ning at  the  Wyoming-Montana  State 
line,  and  extending  south  along  Wy.a- 
ming  Highway  59  to  junction  Wyoming 
Highway  20,  Uience  east  along  Wyoming 
Highway  20  to  the  Wyoming-Nebraska 
State  line,  to  points  in  Maryland.  (B) 
From  points  in  Wyomiiig  to  points  in 
Mar\iand  on  and  south  of  a  line  begin- 
ning at  the  Mar>iand-Pcnnsylvania 
State  line,  and  extending  east  along  U.S. 
Highway  40.  to  junction  U.S.  Highway 
15,  thence  north  along  U  S.  Highway  15 
to  junction  Marjiand  Highway  26, 
thence  east  along  Marjiand  Highway  26 
to  Baltimore,  Md.,  and  the  Chesai^eake 
Bay, 

( 7  I   From  points  in  Wyoming  on  and 
west  and  south  of  a  line  beginning  at  the 
Montana-Wyoming  State  line,  and  ex- 
tending along  U.S.  Highway  310.  thence 
south  along  U.S.  Highway  310  to  junc- 
tion  U.S.   Highway   16   and   20,   thence 
south  on  U.S.  Highway  16  and  20  to  junc- 
tion U.S.  Highway  20  and  26,  thence  east 
on  U.S.  Highway  20  and  26  to  junction 
U.S.  Highway  18  and  \JB.  Highway  20, 
thence  east  on  U.S.  Highway  18  and  20 
to  the  Wyoming-Nebraska  State  line,  to 
points  in  Michigan.  (8)  'At  FYom  points 
In  Wyoming  to  points  in  Missouri  on  and 
east  and  south  of  a  line  beginning  at  the 
Missouri-Iowa  State  line,  and  extending 
south  along  U.S.  Highway  169  to  junc- 
tion U.S.  Highway  36,  thence  west  along 
U.S.  Highway  36  to  the  Missouri-Kansas 
State  line.  (Bt  From  points  in  Wyoming 
on  and  west  of  a  line  beginning  at  the 
Wyoming-Montana  State  line,  and  ex- 
tending south  along  Wyoming  Highway 
120  to  junction  U.S.  Highway  20.  thence 
south  along  L"r  s.  Highway  20  to  junction 
U.S.  Highway  26,  thence  along  U.S.  High- 
way to  26  to  junction  Wyoming  Highway 
789,  thence  south  along  Wyoming  High- 
way 789  to  junction  Highway  28,  thence 
south   along   Wyoming   Highway   28   to 
junction  US.  Highway  187,  thence  along 
U.S.  Highway  187  to  junction  U.S.  High- 
T^ay  30,  thence  west  along  U.S.  Highway 
30  to  junction  Wyoming  Highway  530, 
thence  south  along  Wyoming  Highway 
530  to  the  Wyoming-Utah  State  line  to 
points  in  Missouri.   (9' 'A)    Prom  points 
in  Wyoming  to  points  in  New  York  on 
and  west  of  a  line  beginning  at  the  New 
York-Vermont  State  line,  and  extending 
along  New  York  Highway  7  to  junction 
U.S.    Highway   20,    to    the    New    York- 
Massachusetts    State    line.     ^B^     Prom 
points   in   Wyoming   on   and   west   and 
south  of  a  line  beginning  at  the  Wyo- 
ming-Montana State  line,  and  extending 
south  along  U.S.  Highway  87  to  junc- 


tion U.S.  Highway  20.  thence  east  along 
U.S.  Highway  20  to  the  Wyoming -Ne- 
l^raska  State  line,  to  points  in  New  York. 
ilO>'A)  Prom  points  in  Wyoming  to 
points  in  Ohio  on  and  south  of  a  line 
beginning  at  the  Ohio- Indiana  State  line, 
and  extending  east  along  U.S.  Highway 
30  and  SON  to  the  Ohio-Pennsyl\ania 
State  line.  iB>  From  points  in  Wyoming 
on  and  west  and  south  of  a  Une  begin- 
ning at  the  Wyoming -Montana  State 
line.  Sheridan  Wyoming  and  extending 
.south  along  U.S.  Highway  87  to  junction 
U.S.  Highway  20,  thence  east  along  U.S. 
Highway  20  to  the  Wyommg -Nebraska 
State  line,  to  points  In  Ohio. 

1 11 1  (A)   From  points  in  Wyoming  to 
point.s  in  Pennsylvania  on  and  east  of  a 
line  beginning  at  the  Pennsylvania-New 
York   State   Ime.   and   extending  south 
along  Pennsylvania  Highway  29  to  junc- 
tion Pennsylvania  Highway  309,  thence 
south  along  Pcnn.^ylvania  Highway  309 
to  Philadelphia,   Pa.,   at   the  Delaware 
River.  (B)  FYom  points  in  Wyoming  on 
and  west  and  south  of  a  Une  t>eginnlng 
at   the   Nebraska-Wyoming   State   line. 
and  extending  west  along  US.  Highway 
20  to  junction  U.S.  Highway  87.  thence 
north    along   U.S.    Highway    87    to   the 
Wyoming-Montana  State  line,  to  pomts 
In  Pennsylvania.  (12)  (A)  FYom  points  In 
Wyoming  to  points  in  Virginia  on  and 
east  of  a  Une  beginning  at  the  Virginia- 
North  CaroUna  State  Une,  and  extending 
north  along  U.S.  Highway  258  to  junction 
U.S.  Highway  60.  thence  east  along  US. 
Highway  60  to  the  Atlantic  Ocean.  'B) 
From  points  in  Wyoming  on  and  west 
and  south   of   a  line  beginning   at  the 
Wyoming -Montana  State  Une,  and  ex- 
tending south  along  U.S.  Highway  89.  to 
junction  U.S.  Highway  26,  thence  east 
along  U.S.  Highway  26  to  Junction  US, 
Highway  20.  thence  east  along  U.S  High- 
way 20  to  Lhe  Wyoming-Nebraska  State 
Une.  to  points  on  and  east  of  a  line  be- 
ginning at  Virginia- West  Virginia  Slat© 
Une.  and  extending  southeast  along  Vir- 
ginia Highway  39,  to  its  intersection  of 
U.S.  Highway  60  at  Lexington,  Virginia. 
thence  east  along  U.S.  Highway  60  to 
junction  U.S.  Highway  29.  thence  south 
along  U.S.  Highway  29  to  the  Virginia- 
North   Carolina   State  line.    (13^    From 
points  in  Wyoming  to  points  In  West  Vir- 
ginia on  and  east  of  a  line  beginning  at 
the  West  Virginia-Ohio  State  line,  and 
extending    east    along    West    Virginia 
Highway  50  to  the  West  Virginia-Mary- 
land State  line.  Tlie  purpose  of  this  filing 
Is  to  eliminate  the  gateways  of:  Part  cl) , 
(3),  i4>.  (7> — Garden  City.  Kans.;  Part 
(6).   (8),   (10^ — points  in  Kansas;   Part 
'5' — Garden   City,   Kans.,   and  Kansas 
City,  Mo.;  Part  (2),  (9),  dH.  (12» — Gar- 
den  City,  Kans..   and   Portage   County. 
Ohio;  Part  (13) — points  In  Kansas  and 
Portage  County,  Ohio. 

No.  MC  60014  (Sub-No.  £253'.  filed 
August  28,  1976  Applicant;  AERO 
TRU(rKING.  INC  .  P  O  Box  308.  Monroe- 
ville.  Pa.  15146.  AppUcant's  representa- 
tive: WilUam  J.  Rorison  <same  as  above* . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregxiiar 
routes,  transporting:  Iron  and  steel 
angles,  bars,  channels.  coTiduit,  fencing. 
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flooring,  joists,  lath.  mesh,  piling,  pipe, 
posts,  rails,  rods,  roof  bolt  mats,  roofing, 
strip,  structurals.  tank  parts,  tubing  and 
iL-ire  in  coils.  < except  commodities  requir- 
ing special  equipment!,  from  points  in 
Vermont  on  and  north  of  U.S.  Highway 
4,  to  points';  In  Kentuckj'.  Gateways  to  be 
eliminated:  <1>  polnt.s  In  that  part  of 
Massachusetts,  on  and  east  of  a  line  be- 
gmnlng  at  the  Massachusetts-New 
Hampshire  State  line  and  extending 
southwardly  along  US.  Highway  202  to 
junction  Mii,s.«achusetts  Highway  68  lat 
or  near  BaldwinvUle.  Mass.'.  thence 
along  Massachusetts  Highway  68  to  junc- 
tion Massachusetts  Highway  56  'at  or 
near  Hubbardston.  Mass.).  tlience  over 
Massachusetts  Highway  56  to  junction 
Massachusetts  Highway  12  tnear  Roch- 
dale, Mass. ) ,  thence  along  Massachusetts 
Highway  12  to  the  Massaciiusett5-Con- 
nectlcut  State  line.  <  except  points  in 
Barnstable.  Dukes,  and  Nantucket  Coun- 
ties, Mass,  '2i  points  in  Massachusetts 
on  and  east  of  US  Highway  5.  <3) 
Greenwich.  Conn  i4)  points  in  New- 
York.  (5'  Wheeling.  W.  Va. 

No  MC  60014  <Sub-No.  E254 '  filed 
August  28.  1976.  Applicant:  AERO 
TRUCKING.  INC.,  PC.  Box  308.  Mon- 
roevUle,  Pa.  15146.  Applicant's  represent- 
ative: William  J.  Rorison  isame  as 
above'  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting :  /rori  ayid 
iiteel  anoles.  bars,  channels,  conduit, 
fencing,  flooring,  joists,  lath.  mesh,  pil- 
ing, pipe,  posts,  rails,  rods,  roof  bolt 
mats,  roofing,  strip,  structurals.  tank 
parts,  tubing  and  unre  in  coils,  i except 
toirmodlties  requiring  special  equip- 
ment' .  from  points  in  Vermont,  to  points 
tn  Kentucky  on  and  west  of  a  line  begin- 
ning at  the  Indiana-Kentucky  State  line 
extendmg  alon^  US  Highway  460  to 
to  junction  of  Kentucky  Highway  203. 
thence  along  Kentucky  Highway  203  to 
the  junction  of  Kentucky  Highway  1010. 
thence,  along  Kentucky  Highway  1010,  to 
the  junction  of  Kentucky  Highway  1612, 
thence  along  Kentucky  Highway  1612  to 
the  junction  of  Kentucky  Highway  15, 
thence  along  Kentucky  Highway  15  to 
the  junction  of  Kentucky  Highway  30. 
thence  along  Kentucky  Highway  30  to 
the  junction  of  Kentucky  Highway  80. 
thence  along  Kentucky  Highway  80  to 
the  junction  of  U  S.  Highway  27,  thence 
along  U.S.  Highway  27  to  the  junction 
of  Kentucky  Highway  90.  thence  along 
Kentucky  Highway  90  to  the  Junction  of 
Kentucky  Highway  200  to  the  Kentucky- 
Tennessee  State  line.  Gateways  to  be 
eliminated:  (1>  points  in  that  part  of 
Massachusetts,  on  and  east  of  a  line 
beginning  at  the  Massachusetts-New 
Hampshire  State  line  and  extending 
southwardly  along  U.S.  Highway  202  to 
junction  Massachusetts  Highway  68  (at 
or  near  Baldwlnville.  Mass.>,  thenoe 
along  Massachusetts  Highway  68  to 
jimctlon  Massachusetts  Highway  56  (at 
or  near  Hubbardston,  Mass  > ,  thence  over 
Massachusetts  Highway  56  to  Jimctlon 
Massachusetts  Highway  12  (near  Roch- 
dale, Mass.),  thence  along  Massachu- 
setta  EOgfaway  13  to  the  Massachusetts - 
Connecticut  State  line,  (except  points  In 


Barnstable.  Dukes,  and  Nantucket  Coun- 
ties. Mass.t  '2)  points  In  Massachusetts 
on  and  east  of  U.S.  Highway  5.  (3) 
Greenwich,  Conn.  '4'  points  in  New 
York.  (5>  Wheeling,  W.  Wa. 

No.  MC  60014  (Sub-^o.  E255).  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING,  INC.,  P  O.  Box  308.  Monroe- 
vlUe,  Pa.  15146.  Applicant's  representa- 
tive: William  J.  Rorison  (same  as  above) . 
Authority  sought  to  operate  as  a  common 
earner,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Iron  and  steel 
angles,  bars,  channels,  conduit,  fencing, 
fioorinq.  joists,  lath,  mesh,  piling,  pipe, 
points,  rails,  rods,  roof  bolt  mats,  roof- 
ing, strip  structurals,  tank  parts,  tubing 
and  wire  in  coils,  (except  commodities 
requiring  special  equipment),  from 
points  In  Vermont,  to  points  in  Alabama 
on  and  west  of  a  line  beginning  at  the 
Tennessee-Alabama  State  line  extending 
along  Alabama  Highway  17  to  the  junc- 
tion of  U.S.  Highway  43,  thence  along 
US  Highway  43  to  the  junction  of  U.S. 
Highway  90  to  the  Alabama-Mississippi 
State  line  Gateways  to  be  eliminated: 
( 1 )  points  in  that  part  of  Massachusetts, 
on  and  east  of  a  line  beginning  at  the 
Mas.sachusett.s-New  Hampshire  State  line 
and  extending  southwardly  along  U.S. 
Highway  202  to  junction  Massachusetts 
Highway  68  (at  or  near  BaldwinvUle, 
Mass.).  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  <at  or  Near  Hubbardston, 
Mass.) .  thence  over  Massachusetts  High- 
way 56  to  junction  Massachusetts  High- 
way 12  (near  Rochdale,  Mass.).  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut  State  line, 
I  except  points  In  Barnstable,  Dukes,  and 
Nantucket  Counties,  Mass.  (2)  points  In 
Massachusetts  on  and  east  of  U.S.  High- 
way 5.  <3)  Greenwich,  Conn.  (4)  points 
in  New  York   (5)  Wheeling.  W.  Va. 

No.  MC  60014  Sub-No  E256 ' ,  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING,  mc.  P  O.  Box  308,  Monroe- 
ville,  Pa.  15146.  Applicant's  representa- 
tive :  William  J  Rorison  (same  as  above) . 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  irreg- 
ular routes,  transporting:  Iron  and  steel 
angles,  bars,  channels,  conduit,  fencing, 
flooring,  joists,  lath,  me.sh,  piling,  pipe, 
posts,  rails,  rods,  roof  bolt  mats,  roofing, 
strip,  structurals,  tank  parts,  tubing  and 
wire  In  colls,  i  except  conunodities  re- 
quiring special  equipment)  from  points 
in  Vermont  on  and  north  of  a  line  be- 
ginning at  the  New  York-Vermont  State 
line  extending  along  U.S.  Highway  4  to 
the  Vermont-New  Hampshire  State  line, 
to  points  In  Alabama.  Gateways  to  be 
eliminated:  (1)  points  in  that  part  of 
Massachusetts,  cm  find  east  of  a  line  be- 
ginning at  the  Massachasetts-New 
Hampshire  State  line  and  extending 
southwardly  along  US  Highway  202  to 
Junction  Massachusetts  Highway  68  (at 
or  near  BaldwinvUle,  Mass. ) ,  thence 
along  Massachusetts  Highway  68  to  junc- 
tion Massachusetts  Highway  56  (at  or 
near  Hubbardston,  Mass.).  thence  over 
Massachusetts  Highway  56  to  junction 
Massachiisetts  Highway  12  (near  Roch- 
dale, Mass/i .  thence  along  Massachusetts 


Highway  12  to  the  Massachusetts-Con- 
necticut State  line,  (except  points  In 
Barnstable.  Dukes,  and  Nantucket  Coun- 
ties, Mass.)  (2)  points  In  Massachusetts 
on  and  east  of  U.S.  Highway  5.  (3) 
Greenwich.  Conn.  (4)  points  tn  New 
York.  (5)  'Wheeling,  W.  Va. 

No.  MC  60014  I  Sub-No.  E257),  filed 
August  28.  1976.  Applicant:  AERO 
TRUCKING.  INC..  P.O.  Box  308.  Mon- 
roeville.  Pa.  15146.  Applicant's  repre- 
sentative: William  J.  Rorison  (same  as 
above ) ,  Authority  sought  to  operate  as 
a  co77i  mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Iron  and 
steel  angles,  bars,  channels,  conduit, 
fencing,  flooring,  joists,  lath,  mesh,  pU- 
ing,  pipe,  posts,  rails,  rods,  roof  bolt 
mats,  roofing,  strip,  structurals.  tank 
parts,  tubing  and  wire  in  coUs,  (except 
commodities  requiring  speciaJ  equip- 
ment) .  between  points  in  Vermont  north 
and  east  of  a  line  beginning  at  the  Ver- 
mont-New Hampshire  State  line  extend- 
ing along  U.S.  Highway  5.  thence  along 
U.S.  Highway  5  to  junction  of  Vermont 
Highway  103,  thence  along  Highway  103 
to  junction  of  Vermont  Highway  100, 
thence  along  Vermont  Highway  100  to 
junction  of  U.S.  Highway  4,  thence 
along  U.S.  Highway  4  to  jimction  of  Ver- 
mont Highway  100,  thence  along  Ver- 
mont Highway  100  to  junction  of  Ver- 
mont Highway  101.  thence  along  Ver- 
mont Highway  101  to  junction  of  Ver- 
mont Highway  105.  tlience  along  Ver- 
mont Highway  105  to  Vermont-Canada 
boimdary,  on  the  one  hand,  and,  on  the 
other  points  in  New  York  east  and  south 
of  a  line  beginning  at  New  Jersey-New 
York  State  line  extending  along  Inter- 
state Highway  287,  thence  along  Inter- 
state Highway  287  to  junction  of  Inter- 
state Highway  684,  thence  along  Inter- 
state Highway  684  to  New  York-Con- 
necticut State  line.  Gateways  to  be 
eliminated:  d)  points  in  that  part  of 
Massachusetts,  on  and  east  of  a  line 
beginning  at  the  Massachusetts-New 
Hampshire  State  line  and  extending 
southwardly  along  U.S.  Highway  202  to 
junction  Massachusetts  Highway  68  (at 
or  near  BaldwinvUle,  Mass.),  thence 
along  Massachusetts  Highway  68  to 
junction  Massachusetts  Highway  56  (at 
or  near  Hubbardston.  Mass.).  thence 
over  Massachusetts  Highway  56  to  junc- 
tion Massachusetts  Highway  12  (near 
Rochdale.  Mass.).  thence  along  Massa- 
chusetts Highway  12  to  the  Massachu- 
setts-Connecticut State  hne,  <  except 
points  In  Barnstable,  Dukes,  and 
Nantucket  Counties,  Mass.  (2)  points 
within  10  miles  of  Greenwich.  Conn. 

No.  MC  60014  (Sub-No.  £258'.  filed 
August  28.  1976.  Applicant:  AERO 
TRUCKING,  INC.,  P.O.  Box  308.  Mon- 
roevllle.  Pa.  15146.  Apphcant's  repre- 
sentative: WiUiam  J.  Rorison  (same  as 
above).  Authority  sought  to  operate  as 
a  com.mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Iron  and 
steel  angles,  bars,  channels,  conduit, 
fencing,  flooring  joists,  lath,  mesh,  pil- 
ing, pipe,  posts,  rails,  rods,  roof  bolt  mats, 
roofing,  strip,  structurals,  tank  parts, 
tubing  and  vHre  in  coUs,  between  points 
In  Vermont  on  and  west  of  a  line  begln- 


FEOERAL   «EGISTE«,    VOL    42,    NO.    106 — THURSDAY,   JUNE   2,    1977 


NOTICES 


28207 


nlng  at  the  New  HampBhlr^VennoRit 
State  line  extending  along  Vermoot 
Highway  30,  thence  aloog  Vermont  High- 
way 30  to  junction  ot  VoTnont  Highway 
11.  thence  along  Vermont  Highway  11  to 
Junction  of  U.S.  Highway  7.  thence  along 
U.S.  Highway  7  to  jimctlon  of  Vermont 
Highway  4A,  thence  along  Vermont  High- 
way 4A  to  junction  erf  Vermont  Highway 
100,  thence  along  Vermont  Highway  100 
to  junction  of  Vermont  Highway  107, 
thence  along  Vermont  Highway  107  to 
junction  of  Vermont  Highway  12,  thence 
along  Vermont  Highway  12  to  junction 
of  U,S.  Highway  2,  thence  along  U.a 
Highway  2  to  junction  of  Vermont  High- 
way 14,  thence  along  Vermont  Highway 
14  to  junction  of  U.S.  Highway  5.  thence 
along  U.S.  Highway  5  to  the  Vermont- 
Canada  International  boundary  hne.  on 
the  one  hand.  and.  on  the  other  points 
in  New  Hampshire  on  and  south  of  a 
line  beginning  at  the  Massachusetts- 
New  Hampshire  State  line  extending 
along  New  Hampshire  Highway  13. 
thence  along  New  Hampshire  Highway 
13  to  junction  of  New  Hampshire  High- 
way 130,  thence  along  New  Hampshire 
Highway  130  to  junction  of  U.S.  High- 
way 3,  thence  along  U.S.  Highway  3  to 
junction  of  New  Hampshire  Highway  111, 
thence  along  New  Hampshire  Highway 
111  to  junction  of  Interstate  Highway  93, 
thence  along  Interstate  Highway  93  to 
junction  of  New  Hampshire  Highway  97, 
thence  along  New  Hampshire  Highway 
97  to  the  New  Hampshire -Massachusetts 
State  line. 

Gateways  tt^be  eliminated:  iD  points 
tn  that  part  of  Massachusetts,  on  and 
east  of  a  line  beginning  at  the  Massachu- 
setts-New Hampshire  State  line  and  ex- 
tending southwardly  along  U.S.  High- 
way 202  to  junction  Massachusetts  High- 
way 68  (at  or  near  BaldwinvUle.  Mass.), 
thence  along  Massachusetts  Highway  68 
to  junction  Massachusetts  Highway  56 
I  at  or  near  Hubbardston,  Mass.) ,  thence 
over  Massachusetts  Highway  56  to  Junc- 
tion Massachusetts  Highway  12  mear 
Rochdale.  Mass.),  thence  along  Massa- 
chusetts Highway  12  to  the  Massachu- 
setts-Connecticut State  line,  (except 
points  in  Barnstable,  IXikes,  and  Nan- 
tucket Counties,  Mass.) 

No.  MC  60014  (Sub-No.  E259),  filed 
August  28.  1976.  Applicant:  AERO 
TRUCKING.  INC..  P.O.  Box  308.  Mon- 
roeviUe,  Pa.  15146.  Apphcant's  repre- 
sentative: WUliam  J.  Rorison  (same  aa 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  7ron  and 
steel  angels,  bars,  channels,  conduit, 
fencing,  flooring,  joists,  lath,  mesh,  pil- 
ing, pipe,  jyosts,  rails,  rods,  roof  bolt  mats, 
roofing,  strip,  structurals,  tank  parts, 
tubing,  and  wire  in  coils,  between  points 
in  Vermont  on  and  north  of  a  line  begin- 
ning at  the  Vermont-New  York  State 
hne  extending  along  Vermont  Highway 
17  to  the  junction  of  Vermont  Highway 
100,  thence  along  Vermont  Highway  100 
to  the  junction  of  Vermont  Highway 
lOOB,  thence  along  Vermont  Highway 
lOOB  to  the  Junction  of  Interstate  High- 
way 89,  thence  along  Interstate  Highway 


S9  to  the  Junctkn  of  Interstate  91.  thence 
along  Interstate  Highway  91  to  the  Junc- 
tion of  Vermont  Highway  11.  thence 
eUang  Vennont  Highway  11  to  the  Ver- 
mont-New Hampshire  State  line,  on  the 
one  hand,  sind.  on  the  other  points  In 
Connecticut  on  and  east  of  a  line  begin- 
ning at  the  New  York-Cormecticut  State 
line  extending  along  U.S.  Highway  6/202, 
thence  along  U.S.  Highway  6/202  to  the 
junction  of  U.S.  Highway  202,  thence 
along  U.S.  Highway  202  to  the  Connecti- 
cut-Massachusetts State  line.  Gateways 
to  be  eliminated:  d)  Points  in  that  part 
of  Massachusetts  on  and  east  of  a  line 
beginning  at  the  Massachusetts-New 
Hampshire  State  Ime  and  extending 
southwardly  along  U.S.  Highway  202  to 
junction  Massachusetts  Highway  68  lat 
or  near  BaldwinvUle,  Mass.),  tlience 
along  ^Massachusetts  Highway  68  to 
junction  Massachusetts  Highway  56  *at 
or  near  Hubbardston,  Mass.) ,  thence  over 
Massachusetts  Highway  56  to  junction 
Massachusetts  Highway  12  inear  Roch- 
dale. Mass.  I .  thence  along  Massachusetts 
12  to  the  Massachusetts-Connecticut 
State  hne  i  except  points  in  Barnstable, 
Dukes,  and  Nantucket  Counties.  Mass. ) . 

No.  MC  60014  (Sub-No.  E290).  filed 
August  28.  1976.  Apphcant:  AERO 
TRUCKING.  INC.,  P.O.  Box  308.  Mon- 
roeville.  Pa.  15146.  Applicant's  represen- 
tative: Wmiam  J.  Rarlson.  P.O.  Box  308, 
MonroevUle,  Pa.  15146.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Iron  and  steel  angles,  bars,  channels, 
conduit,  fencing,  flooring,  loists,  lath, 
mesh,  piling,  pipe,  posts,  rails,  rods,  roof 
bolt  mats,  roofing,  strip,  structurals  tank 
parts,  tubing,  and  wire  coils,  between 
points  In  New  York  on  and  nortli  of  a  line 
beginning  at  the  St.  Lawrence  River  and 
extending  along  New  York  Highway  58, 
thence  along  New  York  Highway  58  to 
junction  New  York  Highway  184.  thence 
along  New  York  Highway  184  to  junction 
of  New  Yorii  Highway  86.  thence  along 
New  York  Highway  68  to  junction  of  U.S. 
Highway  11.  thence  along  U.S.  Highway 
11  to  junction  of  New  York  Highway  374, 
thejice  along  New  York  Highway  374  to 
the  New  York-Canada  International 
Boundary',  on  the  one  hand.  and.  on  the 
other,  points  in  Connecticut  on  and  east 
of  a  hne  beginning  at  the  Massachusetts- 
Connecticut  State  line  and  extending 
along  Interstate  Highway  91  thence  along 
Interstate  Highway  91  to  the  Atlantic 
Ocean.  Gateway  to  be  eliminated:  (1) 
Between  points  in  that  part  of  Massachu- 
setts, on  and  east  of  a  line  beginning  at 
the  Massachusetts-New  Hampshire  State 
line  and  extending  southwardly  along 
U.S.  Highway  202  to  junction  Massachu- 
setts Highway  68  (at  or  near  Baldwln- 
viUe,  Mass.) .  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston, 
Mass.) ,  thence  over  Massachusetts  High- 
way 56  to  Junction  Massachusetts  High- 
way 12  (near  Rochdale,  Mass.),  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Cormectlcut  State  line 
(except  p(^ts  in  Barnstable,  Emkes,  and 
Nantucket  Counties,  Mass.). 


No.  MC  60014  ^Sub-No.  E291),  filed 
August  28,  1976.  Apphcant:  AERO 
TRUCKING,  INC.,  P.O.  Box  308.  Monroe- 
vUle, Pa.  15146.  Applicant's  r*«resenta- 
tlve:  WiUiam  J.  Rorison,  P.O  Box  308. 
Mon^oe^^Ue.  Pa  15146.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: lYon  and  steel  angles,  bars,  chan- 
nel", ccmduit.  fencing,  flcxyring,  joists, 
lath,  mesh,  piling,  pipe,  posts,  rails,  rods, 
roof  bolt  mats,  roofing,  strip,  structurals, 
tank  parts,  tubing,  and  wire  in  coils  (ex- 
cept commodities  requiring  special  equip- 
ment) .  betw  een  points  In  the  IMstrict  of 
Columbia,  on  the  one  hand,  and.  on  the 
other,  points  in  Connecticut,  Maine.  New 
Hampshire,  Massachusetts,  on  and  east 
of  a  line  beginning  at  the  Vermont -Mas- 
sachusetts State  line  extending  along  US. 
Highway  5  to  the  Massachusetts-Con- 
necticut State  line,  points  in  Rhode  Is- 
land on  and  east  of  a  line  beginning  at 
the  Connecticut-Rhode  Island  State  line 
extending  along  Rhode  Lsland  Highway 
138  to  the  junction  of  Rhode  Island 
Highway  108.  thence  alang  Rhode  Island 
Highway  108  to  Rhode  Island  Sound  and 
points  in  Vermont  on  and  east  of  a  line 
beginning  at  the  New  York-Vermont 
State  line  extending  along  Vermont 
Highway  149  to  the  junction  of  Vermont 
Highway  30  thence  along  Vermont  High- 
way 30  to  the  junction  of  Vermont  High- 
way 100.  tlience  along  Vermont  Highway 
100  to  junction  of  Vermont  Highway  112. 
thence  along  Vermont  Highway  112  to 
the  VeiTHont-Massachusetts  State  line 

Gateways  to  be  eliminated  <  1 )  points 
in  New  York:  (2)  points  within  10  miles 
of  Greenwich.  Conn.:  (3  '  between  points 
in  that  part  of  Massachusetts,  on  and 
east  of  a  line  beginning  at  the  Massachu- 
setts-New Hampshire  State  line  and 
extending  southwardly  along  U.S.  High- 
way 202  to  junction  Massachusetts  High- 
way 68  I  at  or  near  Baldwin  vlUe.  Mass.). 
thence  along  Massachusetts  Highway  68 
to  junction  Massachusetts  56  '  at  or  near 
Hubbardston.  Mass.).  thence  over  Mas- 
sachusetts Highway  56  to  junction  Mas- 
sachusetts Highway  12  <near  Rochdale. 
Mass.).  thence  along  Massachusetts 
Highway  12  to  the  Massachusetts-Con- 
necticut State  line  (except  points  In 
Barnstable.  Dukes,  and  Nantucket  Coun- 
ties. Mass.) . 

No.  MC  60014  (Sub-No.  E292).  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING.  INC..  P.O.  Box  308,  Mon- 
roevUle, Pa.  15146.  Apphcant's  repre- 
sentative: WiUiam  J.  Rorison.  P.O  Box 
308.  Monroe\lUe.  Pa  15146.  Authority 
sought  to  operate  as  a  commcm  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Iron  and  steel  angle!:,  bars, 
channels,  conduit,  fencing,  flooring, 
joists,  lath.  mesh,  piling,  pipe,  posts, 
rails,  rods,  roof  bolt  mats,  roofing,  strip, 
structurals.  tank  parts,  tubing,  and  wire 
in  coils,  the  transportation  of  which,  by 
reason  of  their  size  or  weight,  require  the 
use  of  special  equipment,  points  In  the 
District  of  Columbia,  on  the  one  hand 
and.  on  the  other,  points  in  Ohio  Gate- 
ways to  be  eliminated :  ( 1 )  Points  In  Wert 
Virginia;    (2)    between   points   In   that 


FEDEIAL  REOISTEt,  VOL  43,   NO.   106— THURSDAY,  JUNS  2,   1977 


2S208 


NOTICES 


part  of  Ohio  on  and  south  of  U.S.  High- 
way 30  on  and  east  of  a  line  beginning  al 
junction  U.S.  Highway  30  and  Ohio 
Highway  13  mear  Mansfield,  Ohlo>,  and 
extending  In  a  southward  direction 
along  Ohio  Highway  13  to  junction  U£. 
Highway  33  inear  Athen5,  Ohloi .  thence 
southwardly  alontr  U.S.  Highway  33  to 
junction  Ohio  Highway  33  to  junction 
Ohio  Highway  7  mear  the  Ohio  River', 
thence  westerly  along  Ohio  Highway  7 
and  U.S  Highway  33  to  Pomeroy.  Ohio 
•  except  points  In  Licking  County,  Ohio) . 

No,  MC  60014  1  Sub-No  E293>.  fUed 
August  28,  1976  Applicant  AERO 
TRUCKING.  INC  .  P.O  Box  308.  Mon- 
roeville.  Pa.  15146.  Applicant's  represen- 
tative: William  J.  Rorison.  P.O.  Box  308. 
Monroeville,  Pa.  15146.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Iron  and  steel  angles,  bars, 
channels,  conduit,  fencing,  flooring, 
joists,  lath.  mesh,  piling,  pipe,  posts, 
rails,  rods,  roof  bolt  ynats.  roofing,  strip, 
structurals.  tank  parts,  tubing,  and  wire 
m  cotif.  between  point*  in  New  York 
on  and  north  of  a  line  begmning  at 
the  Pennsylvania-New  York  Swte  line 
extendin.c  along  New  York  Highway 
167.  tlience  along  New  York  Highway 
167  to  junction  of  New  York  Highway  7, 
thence  along  New  York  Highway  7  to 
junction  of  New  York  Highway  2.  thence 
along  New  York  Highway  2  to  the  New 
York-Ma.-<.sachusetts  State  line,  on  the 
one  hand,  and,  on  the  other  points  In 
Rhode  Island. 

Gateway  to.  be  eliminated.  <1)  Be- 
tween points  in  that  part  of  Ma.varhu- 
.■setu^,  on  and  ea.st  of  a  line  beginning  at 
the  Mas.sachu.sett.'^-New  Hampshire  State 
line  and  extending  southwardly  along 
U.S.  Highway  202  to  junction  Ma.~.sachu- 
setts  Highway  68  lat  or  near  Baldwin- 
ville,  Mass.).  thence  along  Massachu- 
setts Highway  68  to  junction  Massachu- 
setts Highway  56  lat  or  near  Hubbard- 
ston.  Mass,  I.  thence  over  Massachusetts 
Highway  56  to  Junction  Massachusetts 
Highway  12  (near  Rochdale.  Mass  > . 
thence  along  Massachusetts  Highway  12 
t<3  the  Massacha-^etts-Connectlcut  State 
line  'except  points  in  Barnstable.  Duke.<, 
and  Nantucket  Counties.  Mass.) 

No  MC  60014  I  Sub-No  £294'  filed 
Augiist  28,  1976  Applicant:  AERO 
TRUCKING,  INC  ,  P  O.  Box  308.  Monroe- 
ville. Pa.  15146  Applicant's  representa- 
tive: 'William  J.  Rorison.  PO  Box  308. 
Monroeville.  Pa.  15146  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Iron  and  steel  angles,  bcrs.  chan- 
nels, conduit,  fencing,  flooring,  joists, 
lath.  mesh,  piling,  pipe,  posts,  rails,  rods, 
roof  bolt  mats,  roofing,  strip,  strttcturals. 
tank  parts,  tubing,  and  wire  in  coils,  be- 
tween points  In  New  York  on  and  south 
of  a  line  beginning  at  the  New  Jersey- 
New  York  State  line  extending  along  In- 
terstate Highway  87/287.  thence  along 
Interstate  Highway  87/287  to  Junction 
of  Interstate  Highway  287,  thence  along 
Interstate  Highway  287  to  the  New  York- 
Connecticut  State  line  on  the  one  bcuid. 
and.  on  the  other,  points  In  Rhode  Lsland 


on  and  east  of  a  line  beginning  at  the 
Massachusetts-Rhode  Island  State  line 
extending  along  Rhode  Island  Highway 
146,  thence  along  Rhode  D;land  Highway 
146  to  junction  of  Rhode  Island  Highway 
117,  thence  along  Rhode  Island  Highway 
117  to  the  Atlantic  Ocean. 

Gateway  to  be  eUminated:  Between 
IX)ints  in  that  part  of  Massachusetts,  on 
and  east  of  a  line  beginning  at  the  Mas- 
sachusetts-New Hampshire  State  line 
and  extending  southwardly  along  U.S. 
Highway  202  to  junction  Massachusetts 
Highway  68  (at  or  near  Baldwin vllle, 
Mass.),  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston, 
Mass." .  thence  over  Massachusetts  High- 
way 56  to  junction  Massachusetts  High- 
way 12  (near  Rochdale.  Mass.),  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut  State  line 
(except  points  in  Bamstftble.  Dukes,  and 
Nantucket  Counties.  Mass.). 

No.  MC  60014  (Sub-No.  E295'.  filed 
Aupru.st  28.  1976.  Applicant:  AERO 
TRUCKING.  INC..  P.O.  Box  308,  Mon- 
roeville. Pa.  15146,  Applicant's  represent- 
ative. 'William  J.  Rorison.  P.O.  Box  308, 
Monroeville,  Pa.  15146.  Authority  sought 
to  operate  as  a  cormnon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing :  Iron  and  steel  arigles,  bars,  channels, 
conduit,  fencing,  flooring,  joists,  lath, 
mesh,  piling,  pipe,  posts,  rails,  rods,  roof 
bolt  mats,  roofing,  strip,  structurals.  tank 
parts,  tubing,  and  u^ire  in  coils,  between 
points  In  New  York  on  and  south  of  a 
line  beginning  at  Lake  Ontario  extending 
along  New  York  Highway  13.  thence 
along  New  York  Highway  13  to  junction 
of  New  York  Highway  69,  thence  along 
New  York  Highway  69  to  junction  of  New 
York  Highway  365.  to  junction  of  New 
York  49.  thence  along  New  York  High- 
way 49  to  junction  of  New  York  High- 
way 5,  thence  along  New  York  Highway 
5  to  junction  of  New  York  Highway  7. 
thence  along  New  York  Highway  7  to 
junction  of  New  York  Highway  2.  thence 
along  New  York  Highway  2  to  the  New 
York-Massachusetts  State  line  on  the 
one  hand,  and,  on  the  other,  points  In 
New  Hampshire  on  and  east  of  a  line 
beginning  at  the  Massachusetts-New 
Hampshire  State  line  extending  along 
New  Hampshire  Highway  12,  thence 
along  New  Hampshire  Highway  12  to 
junction  of  New  Hampshire  Highway  119. 
thence  along  New  Hampshire  High- 
way 119  to  junction  of  U.S.  Highway  202, 
thence  along  U.S.  Highway  202  to  junc- 
tion of  New  Hampshire  28,  thence  along 
New  Hampshire  Highway  28  to  junction 
of  New  Hampshire  Highway  16.  thence 
along  New  Hampshire  Highway  16  to 
junction  of  New  Hampshire  Highway  25. 
thence  along  New  Hampshire  Highway  25 
to  Junction  of  New  Hampshire  Highway 
153.  thence  along  New  Hampshire  High- 
way 153  to  Junction  of  New  Hampshire 
Highway  113.  thence  along  New  Hamp- 
shire Highway  113  to  the  New  Hamp- 
shire-Maine State  line. 

Gateways  to  be  eliminated:  d)  Be- 
tween points  in  that  part  of  Massachu- 
setts, on  and  east  of  a  line  beginning  at 
the  Massachusetts -New  Hampshire  State 


line  and  extending  southwardly  along 
UJ5.  Highway  202  to  Junction  Massachu- 
setts Highway  C8  (at  or  near  Baldwin- 
vllle,  Mass.).  thence  along  Massachu- 
setts Highway  68  to  junction  Massachu- 
setts Highway  56  (at  or  near  Hubbard- 
ston, Mass.),  thence  over  Massachusetts 
Highway  56  to  jimctoln  Massachusetts 
Highway  12  (near  Rochdale,  Mass). 
thence  along  Massachusetts  Highway  12 
to  the  Massachusetts-Connecticut  State 
line,  (except  points  in  Barnstable.  Dukes, 
and  Nantucket  Counties,  Mass.>. 

No.  MC  60014  (Sub-No.  E296).  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING,  INC..  PO  Box  308,  Mon- 
roeville, Pa.  15146.  Applicant's  repre- 
sentative: 'WUliam  J.  Rorison.  P.O.  Box 
308.  MonroevUle.  Pa.  16146.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Iron  aTid  steel  angles,  bars. 
channels,  conduit,  fencing,  flooring, 
joists,  lath,  Tnesh,  piling,  pipe,  posts,  rails, 
rods,  roof  blit  mats,  roofing,  strip,  struc- 
turals, tank  parts,  tubing,  and  wire  m 
coils,  between  points  in  New  York  on 
and  west  of  a  line  beginning  at  the  Penn- 
sylvania-New York  State  line  extending 
along  New  York  Highway  14.  thence 
along  New  York  Highway  14  to  junction 
of  New  York  Highway  13.  thence  along 
New  York  Highway  13  to  junction  of 
U.S.  Highway  20.  thence  along  U.S 
Highway  20  to  junction  of  New  York 
Highway  12.  thence  along  New  York 
Highway  12  to  junction  of  New  York 
Highway  5,  tlience  along  New  York  High- 
way 5  to  junction  of  New  York  High- 
way 30A,  thence  along  New  York  High- 
way 30A  to  junction  of  New  York 
Highway  29,  thence  along  New  York 
Highway  29  to  junction  of  New  York 
Highway  22,  thence  along  New  York 
Highway  22  to  the  New  York-Vermont 
State  line  on  the  one  hand,  and, 
on  the  other,  points  in  Connecticut  on 
and  east  of  a  line  beginning  at  the 
Connecticut-Massachusetts  State  line 
extending  along  Connecticut  Highway 
12,  thence  along  Connecticut  Highway 
12  to  junction  of  Connecticut  High- 
way lA,  thence  along  Connecticut  High- 
way lA  to  the  Atlantic  Ocean. 

Gateway  to  be  eliminated:  Between 
points  In  that  part  of  Massachusetts,  on 
and  east  of  a  line  beginning  at  the  Mas- 
sachusetts-New Hampshire  State  line 
and  extending  southwardly  along  U.S. 
Highway  202  to  junction  Massachusetts 
Highway  68  (at  or  near  Baldwinville. 
Mass.).  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston. 
Mass.) .  thence  over  Massachusetts  High- 
way 56  to  jimcticwi  Massachusetts  High- 
way 12  (near  Rochdale,  Mass.),  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut  State  line 
(except  points  In  Barnstable,  Dukes,  and 
Nantucket  Counties,  Mass.) . 

No.  MC  60014  (Sub-No.  E297),  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING,  INC.,  P.O.  Box  308,  Mon- 
roeville, Pa.  15146.  Applicant's  repre- 
sentative: 'William  J.  Rorison,  P.O.  Box 
308.  McmroevUle.  Pa.  15146.  Authority 
sought  to  operate  as  a  common  carrier. 
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by  motor  vehicle,  over  Irregular  routes, 
transporting :  Iron  and  steel  ancles,  bars, 
channels,  ccmdtiit,  fencing,  flooring. 
joists,  lath,  mesh,  piling,  pipe,  posts,  rails, 
rods,  roof  bolt  mats,  roofing,  strip,  struc- 
turals. tank  parts,  tubing,  and  wire  in 
coils,  between  points  in  New  York  on 
and  north  of  a  line  beginning  at  the 
Pennsylvania-New  York  State  line  ex- 
tending along  New  York  Highway  17, 
thence  along  New  Ycn-k  Highway  17  to 
junction  of  New  York  Highway  30,  thence 
along  New  York  Highway  30  to  junc- 
tion of  New  York  Highway  28,  thence 
along  New  York  Highway  28  to  junction 
of  U.S.  Highway  9'W.  thence  along  U.S. 
Highway  9W  to  junction  of  New  York 
Highway  199,  thence  along  New  York 
Highway  199  to  junction  of  U.S.  Highway 
44,  thence  along  U.S.  Highway  44  to  the 
New  York-(3onnecticut  State  line  on  the 
one  hand,  and.  on  the  other,  points  in 
Connecticut  north  and  east  of  a  line  be- 
ginning at  the  Connecticut-Massachu- 
setts State  Une  extending  along  Con- 
necticut Highway  12,  thence  along  Con- 
necticut Highway  12  to  junction  of  U.S. 
Highway  6,  thence  along  U.S.  Highway 
6  to  the  Connecticut -Rhode  Island  State 
line. 

Gateways  to  be  eliminated:  Between 
points  in  tJiat  part  of  Massachusetts,  on 
and  east  of  a  line  beginning  at  the  Mas- 
sachusetts-New Hampshire  State  line 
and  extending  southwardly  along  U.S. 
Highway  202  to  junction  Massachusetts 
Highway  68  (at  or  near  Baldwinville, 
Mass.).  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston. 
Mass.) .  thence  over  Massachusetts  High- 
way 56  to  junction  Massachusetts  High- 
way 12  (near  Rochdale.  Mass.'.  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut  State  line 
(except  points  in  Barnstable.  Dukes,  and 
Nantucket  Counties.  Mass.  > . 

No.  MC  60014  (Sub-No.  E298'.  filed 
August  28.  1976.  Applicant:  AERO 
TRUCKING,  INC.,  P.O.  Box  308.  Monroe- 
ville. Pa.  15146.  Applicant's  representa- 
tive: William  J.  Rorison.  P.O.  Box  308, 
Monroeville,  Pa.  15146.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Iron  and  steel  angles,  bars, 
channels,  conduit,  fencing,  flooring, 
joists,  lath,  mesh,  piling,  pipe,  posts  rails, 
rods,  roof  bolt  mats,  roofing,  strip,  struc- 
turals. tank  parts,  tubing,  and  wire  in 
coils,  between  points  in  Maine  on  the  one 
hand,  and,  cm  the  other,  points  in  Con- 
necticut and  Rhode  Island. 

Gateways  to  be  eliminated:  Between 
points  In  that  part  of  Massachusetts,  on 
and  east  of  a  line  beginning  at  the 
Massachusetts-New  Hampshire  State  line 
and  extending  southwardly  along  U.S. 
Highway  202  to  Junction  Massachusetts 
Highway  68  (at  or  near  Baldwin vlUe, 
Mass.),  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston, 
Mass.) ,  thence  over  Massachusetts  High- 
way 56«to  junctlMi  Massachusetts  High- 
way 12  (near  Rochdale,  Mass.') ,  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut    State    line 


(except  points  in  Barnstable,  Dukes,  and 
Nantucket  Counties.  Mass.  * , 

No.  MC  60014  (Sub-No.  E299'.  filed 
August  28,  1976.  Applicant:  AERO 
TRUCKING,  INC.,  P.O.  Box  308,  Mon- 
roeville, Pa.  15146.  Applicant's  repre- 
sentative: WUlismi  J.  Rorison,  P.O.  Box 
308.  Monroeville.  Pa.  1514«.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Iron  and  steel  angles, 
bars,  channels,  conduit,  fencing,  floor- 
ing joists,  lath.  Tnesh.  piling,  pipe,  posts, 
rails,  rods,  roof  bolt  Jnats.  roofing,  strip, 
structurals.  tank  parts,  tubing,  and  tcire 
in  coils,  between  points  in  Maine  north 
and  west  on  a  line  beginning  at  the 
Maine-New  Hampshire  State  line  ex- 
tending along  U.S.  Highway  202,  thence 
along  U.S.  Highway  202  to  junction  of 
Maine  Highway  4A.  thence  along  Maine 
Highway  4A  to  junction  of  Maine  High- 
way 4,  thence  along  Maine  Highway  4 
to  junction  of  Maine  Highway  5,  thence 
along  Maine  Highway  5  to  junction  of 
Maine  Highway  11.  thence  along  Maine 
Highway  11  to  junction  Maine  Highway 
26.  thence  along  Maine  Highway  26  to 
junction  of  Maine  Highway  232.  thence 
along  Maine  Highway  232  to  junction 
Maine  Highway  17.  thence  along  Maine 
Highway  17  to  junction  of  Maine  High- 
way 4.  thence  along  Maine  Highway  4 
to  junction  of  Maine  Highway  16.  thence 
along  Maine  Highway  16  to  junction  of 
Maine  Highway  27.  thence  along  Maine 
Highway  27  to  the  Maine-Canada 
boundary,  on  the  one  hand.  and.  on  the 
other,  points  in  New  Hampshire  east 
and  south  on  a  line  beginning  at  the  New 
Hampshire-Vermont  State  line  extend- 
ing along  New  Hampshire  Highway  9  to 
junction  of  New  Hampshire  Highway 
101,  thence  along  New  Hampshire  High- 
way 101  to  junction  of  New  Hampshire 
Highway  lOlA.  thence  along  New  Hamp- 
shire Highway  lOlA  to  junction  of  New 
Hampshire  Highway  111,  thence  along 
New  Hampshire  Highway  111  to  junc- 
tion of  Interstate  Highway  93,  thence 
along  Interstate  Highway  93  to  junctions 
of  New  Hampshire  Highway  97.  thence 
along  New  Hampshire  Highway  97  to  the 
New  Hampshire-Massachusetts  State 
line. 

Gateways  to  be  eliminated :  Between 
points  in  that  part  of  Massachusetts,  on 
and  east  of  a  line  beginning  at  the  Mas- 
sachusetts-New Hampshire  State  line 
and  extending  southwardly  along  US. 
Highway  202  to  junction  Massachusetts 
Highway  68  (at  or  near  Baldwinville, 
Mass.),  thence  along  Massachusetts 
Highway  68  to  junction  Massachusetts 
Highway  56  (at  or  near  Hubbardston, 
Mass. ) ,  thence  over  Massachusetts  High- 
way 56  to  junction  Massachusetts  High- 
way 12  (near  Rochdale,  Mass  ) .  thence 
along  Massachusetts  Highway  12  to  the 
Massachusetts-Connecticut  State  line 
(except  points  In  Barnstable,  Dukes,  and 
Nantucket  Counties,  Mass,) . 

No.  MC  105045  (Sub-No.  E235)  fUed 
April  22,  1976.  Applicant:  R.  L.  JEF- 
FRIES TRUCKING  CO.,  INC.,  P.O. 
Box  3277,  Evansville,  Ind.  47701.  Ap- 
plicants representative:  George  H. 
Veech     (same     as     above).     Authority 


sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  trregiilar  routes, 
transporting:  Aluminum  billets,  bloomt, 
ingots,  pigs,  and  slabs  except  in  bulk'. 
from  the  facilities  of  Culp  Smelting  & 
Refining  Co.,  Inc.,  at  or  near  Steele,  Ala., 
to  points  In  (California,  Connecticut. 
Idaho.  Maine.  Massach'osetts.  Minne- 
sota. Montana.  Nebraska,  Nevada.  New 
Hampshire,  New  York.  North  I>akota, 
Oregon,  Pennsylvania.  Rhode  L'iland, 
South  Dakota,  Utah.  Vermont.  Wash- 
ington, and  Wyoming.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway 
from  the  plant  site  and  storage  facilities 
of  Consolidated  Aluminum  Corporation 
at  CarroUton.  Ky. 

No.  MC  105045  >  Sub-No.  £236'.  filed 
April  22,  1976,  Applicant:  R.  L.  JEF- 
FRIES TRUCKING  CO.  INC,  P  O. 
Box  3277.  Evans\ille.  Ind  47701  Ap- 
plicant's representative:  George  H 
Veech  '  same  as  above '  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting-  Aluminum  billets,  blooms, 
ingots,  pigs,  and  slabs  'except  in  bulk). 
from  the  facilities  of  Culp  Smelting  & 
Refining  Co..  Inc..  at  or  near  Steele.  Ala  , 
to  points  in  New  Jersey  on  and  north 
and  east  of  a  line  beginning  at  the  New 
Jersey-Pennsylvania  State  line,  and  ex- 
tending along  New  Jersey  Highway  42 
to  the  Atlantic  Ocean.  The  piirpose  of 
this  filing  is  to  eliminate  the  gateway 
from  the  plant  site  and  storage  facili- 
ties of  Consolidated  Aluminum  Corpo- 
ration at  CarroUton.  Ky. 

No  MC  105045  'Sub-No  E237  ■ ,  filed 
.«ipril  22,  1976.  Applicant  R  L.  JEF- 
FRIES TRUCKING  CO  .  INC  ,  P  O  Box 
3277,  ElA-ans\ille,  Ind  47701.  Applicant's 
representative:  George  H.  Veech  (same 
as  above)  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Aluminum  billets,  blooms,  ingots,  pigs 
and  slabs,  'except  in  bulk) ,  from  the  fa- 
cilities of  C?ulp  Smelting  &  Refining  Co,. 
Inc..  at  or  near  Steele.  Ala.,  to  points  in 
Colorado  and  New  Mexico  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
from  the  plant  site  and  storage  facilities 
of  Consolidated  Aluminum  Corporation 
at  or  near  Murphysboro.  111. 

No.  MC  105045  'Sub-No.  E238).  filed 
April  22.  1976.  Applicant:  R.  L.  JEF- 
FRIES TRUCKING  CO  .  Inc..  PO  Box 
3277.  Evansville,  Ind,  47701.  Applicant's 
representative:  (jeorge  H.  Veech  (same 
as  above  >  Authority  .sought  to  operate  as 
a  common  carrier,  by  motor  \ehicle.  over 
irregular  routes,  transporting:  Alumi- 
num billets,  blooms,  ingots,  pigs,  and 
slabs  '  except  in  bulk  ' .  from  the  facilities 
of  Culp  Smelting  &  Refining  Co..  Inc.,  at 
or  near  Steele,  Ala.,  to  points  in  Indiana 
on  and  north  of  a  line  beginning  at  the 
Indiana-Kentucky  State  line,  and  ex- 
tending along  Indiana  Highway  7  to 
junction  Indiana  Highway  46.  thence 
along  Indiana  Highway  46  to  junction 
Interstate  Highway  70,  thence  along  In- 
terstate Highway  70  to  the  Illtnai«-Indi- 
ana  State  line.  The  purpose  of  this  fil- 
ing Is  to  eliminate  the  gateway  from 
the  plant  site  and  storage  facilities  of 
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CotLsolldated  Almnlnum  Corporation  at 
or  near  Murphysboro.  111. 

No.  MC  105045  (Sub-No.  E239>  (cor- 
recUon),  filed  March  24,  1976.  published 
tn  the  Federal  Rzgi.ster  Issue  of  April 
37.  1977.  as  MC  105045  <Sub-No.  E204 > , 
and  republLshed.  as  corrt-cted.  this  Issue. 
Applicant:  R.  L.  JEFFRIES  TRUCKING 
CO..  INC..  P.O.  Box  3277.  Evana\'llle,  Ind. 
47701.  Applicant's  representative: 
George  H.  Veech  i  same  as  above ' .  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehlclo.  over  irregular 
routes,  transporting:  Aluminum  and 
mluminum  products  'except  commodities 
tn  bulk  I  which,  because  of  their  size  or 
weight,  require  the  use  of  spocial  equip- 
ment, except  machlnerj'.  equipment,  ma- 
terials, and  supplies  used  In.  or  In  con- 
nection with  the  discovery-,  development, 
production,  refining,  manufacture,  proc- 
esstixg.  storage,  transmission,  and  dis- 
tribution of  natiiral  gas  and  potroleiun 
and  their  products  and  by-products: 
Machinery.  materuiL'!.  equipment,  and 
twpplif^  used  to.  or  In  connection  with, 
file  construction,  operation,  repair,  pick- 
ing up  of  pipe  except  the  sU"lngtog  or 
picking  op  of  pipe  in  connection  with 
m&ln  or  trunk  pipe  lines,  from  points  In 
Texas  to  points  in  Delaware.  The  pur- 
pose of  this  filing  Is  to  elimtoate  the 
gateway  from  the  plant  site  and  storage 
facilities  of  Consolidated  Aluminum  Cor- 
poration at  or  near  M'jrphv-sboro,  111 

Vorre — The  purpa"*  of  this  republication 
li  to  desltmate  the  correct  "E"  No.  239.  In 
Heu  of  "E"  No    204  a-s  prevloiwly  publLshecl. 

No.  MC105045  (Sub-No.  E240)  (Cor- 
rection*,  filed  March  24,  1976,  published 
In  the  Federal  Rkcistzh  Issue  of  AprU  27, 
im.  as  MC  105045  (Sub-No.  E205>.  and 
republished,  as  corrected,  this  Issue.  Ap- 
plicant: R.  Lu  JeEfries  Trucking  Co.,  Inc., 
P.O.  Box  3277.  Evansvllle,  Ind.  47701. 
Applicant's  representative:  George  H. 
Veech  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
▼ehlcle,  over  Irregular  routes,  transport- 
ing: Aluminum  and  aluminicm  products 
(except  commodities  In  bulk)  which,  be- 
cause of  their  size  or  weight,  require  the 
use  of  special  equipment,  except  machta- 
ery,  equipment,  materials,  and  supplies 
used  In,  or  in  connection  with  the  dis- 
coverv-.  development,  production,  refin- 
tng,  manufacture,  proces.sing.  storage, 
t^an.'^mi^slon  and  distribution  of  natural 
ras  and  petroleum  and  their  products 
and  by-products;  .Vai-hinrri;  rr.atfriiils. 
equipment,  and  supplies  used  to,  or  to 
connection  with,  the  construction,  op- 
eration, repair,  pickmcr  up  of  pipe  except 
the  striiiging  or  picking  up  of  pipe  to 
the  connection  with  mam  or  trunk  pipe 
Bnes.  between  potots  to  Kansas  on  and 
north  of  a  Itoe  begtontos  at  the  Kansas- 
MLssouri  State  line  and  extending  along 
U-S  Highway  54  to  Junction  U.S.  High- 
way 154,  thence  along  U.S.  Highway  154 
to  U.S.  Highway  50.  thence  along  XJS. 
Highway  50  to  the  Kansas -Colorado 
State  Une,  on  the  one  hand,  and,  on  the 
other,  potots  to  Florida  The  purpose  of 
this  filing  is  to  elimtoate  the  gateway 
from  the  plant  site  and  storage  facilities 


of  Consolidated  Alumtoum  Corporation 
at  or  near  Murphysbojo.  111. 

NoTK. — The  purpoee  of  thla  repnbUcatlon  !• 
to  deslgnAt©  the  correct  "K"  No.  340  In  Ueu 
of  "K"  No.  205,  85  previously  published. 

No.  MC  105045  (Sub-No.  E241)  (cor- 
rection', filed  March  24.  1976.  published 
to  the  Federal  Register  issue  of  April  27, 
1977.  as  MC-105045  (Sub-No.  E206) .  and 
republished,  as  corrected,  this  Issue.  Ap- 
plicant: R.  L.  JEFRIES  TRUCKING 
CO..  INC.,  P.O.  Box  3277,  EvansvlUe,  Ind. 
47701.  Applicant's  representative:  George 
H.  Veech  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Aluminum  and  aluminum 
products  (except  commodities  to  bulk) 
which,  because  of  their  size  or  weight, 
require  the  use  of  special  equipment,  ex- 
cept machtoery,  equipment,  materials, 
and  supplies  used  to,  or  to  connection 
with  the  discovery,  development,  produc- 
tion, refirktog.  manufacture,  processtog. 
storage,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-prcxlucts;  Machinery, 
materials,  equipment,  and  supplies  used 
to.  or  to  connection  with,  the  construc- 
tion, operation,  repair,  plcktog  up  of  pipe 
except  the  stringing  or  picktog  up  of  pipe 
In  connection  with  mato  or  tnink  pipe 
lines,  between  potots  to  Kansas  on  and 
north  of  a  Itoe  beglnntog  at  the  Kansas- 
Missouri  State  line,  and  extending  along 
U.S.  Highway  54  to  Junction  U.S.  High- 
way 154,  thence  along  TJS.  Highway  154 
to  junction  U.S.  Highway  50,  thence 
along  U.S.  Highway  50  to  the  Kansas- 
Colorado  State  Itoe.  on  the  one  hand, 
and,  on  the  other,  potots  to  Georgia.  The 
purpose  of  this  filing  is  to  elimtoate  the 
gateway  from  the  plant  site  and  storage 
facilities  of  Consolidated  Alumtoum  Cor- 
poration at  or  near  Murphysboro.  ni. 

Note. — The  purpose  of  this  republication 
b  to  designate  the  correct  "E"  No.  241.  in 
lieu  of  "E"  No    206,  as  previously  published. 

No.  MC  105045  (Sub-No.  E242)  (Cor- 
rection!, filed  March  24.  1976.  published 
to  tlae  Federal  Register  Issue  of  April  27, 
1977,  as  MC  105045  iSub-No,  E207>.  and 
republLshed,  as  corrected,  this  Issue.  Ap- 
plic;int:  R.  L.  JEFFRIES  TRUCKING 
CO..  INC..  P.O.  Box  3277.  Evansville.  Ind, 
47701.  Applicant's  representative:  George 
H.  Veech  ( same  as  above » .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transportmg:  Aluminum  and  aluminum 
products  (except  commodities  to  bulk) 
which,  because  of  their  size  or  weight,  re- 
quire the  use  of  special  equipment,  ex- 
cept machtoery,  equipment,  materials, 
and  supplies  used  to  or  to  connection 
with  the  dL'JCovery,  development,  produc- 
tion, refintog,  manufacture,  processtog, 
storage,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-products;  Machinery, 
materials,  equipment,  and  supplies  used 
to.  or  to  connection,  with,  the  construc- 
tion, operation,  repair,  picktog  up  of  pipe 
except  the  stringtag  or  picktog  up  of 
pipe  Ltoes.  between  potots  to  Nebraska, 
on  the  one  hand,  and.  on  the  other,  potots 


In  Alabama,  Florida,  and  Georgia,  "nie 
purpose  of  this  filing  1b  to  eliminate  the 
gateway  from  the  plant  site  and  storage 
faculties  of  Consolidated  Aluihlnum  Cor- 
poration at  or  near  Murphysboro,  IlL 

Note. — The  purpoee  of  this  republication  )a 
to  designate  the  correct  "B"  No  242.  tn  Ben 
of   "E"  207,  as  prcvlouflly  pubUshed. 

No.  MC  112070  (Sub-No.  E89).  filed 
June  4.  1974.  Applicant:  GRAY 
MOVING  k  STORAGE.  INC..  1290  South 
Pearl,  Denver,  Colo.  80210.  Applicant's 
representative:  D.  R.  Gray  (same  aa 
above) .  Authority  sought  to  operate  as  a 
ccnnm.on  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transportmg:  House- 
hold 'goods,  as  deftoed  by  the  Commis- 
sion, (a)  Between  potots  to  Missouri  on 
the  one  hand,  and,  on  the  other,  potots 
to  New  Mexico  on  and  west  of  a  Itoe 
beglnntog  at  the  Colorado-New  Mexico 
State  Itoe  and  extendtog  along  Interstate 
Highway  25.  thence  along  Interstate 
Highway  25  to  Junction  New  Mexico 
Highway  90,  thence  along  New  Mexico 
Highway  90  to  the  Arizona-New  Mexico 
State  Itoe;  (b'  Between  potots  to  Mis- 
soxiri,  on  the  one  hand.  and.  on  the  otlier. 
those  potots  to  New  Mexico  on  and  west 
of  a  Itoe  beglnntog  at  the  Colorado-New 
Mexico  State  Itoe.  and  extendtog  along 
Interstate  Highway  25  to  junction  New 
Mexico  Highway  3,  thence  along  New 
Mexico  Highway  3  to  junction  U.S.  High- 
way 60.  thence  along  U.S.  Highway  60  to 
junction  Interstate  Highway  25,  thence 
along  Interstate  Highway  25  to  Junction 
New  Mexico  Highway  90.  thence  along 
New  Mexico  Highway  90  to  the  Arizona- 
New  Mexico  State  Ime;  <c)  Between 
potots  to  Missouri,  on  the  one  hand.  and. 
on  the  other,  potots  to  Utah,  and  points 
to  San  Juan  County.  New  Mexico:  id) 
Between  those  points  to  Missouri  on  and 
north  of  a  line  beglnntog  at  the  Missouri- 
Kansas  State  Itoe,  and  extendtog  along 
U.S.  Highway  36.  thence  along  U.S.  High- 
way 36  to  the  Missouri -Ultools  State  line. 
on  the  one  hand,  and,  on  the  other,  to 
points  to  Rio  Arriba,  Sandoval.  McKtoley 
and  San  Juan  Counties,  N.  Mex.  The  pur- 
pose of  this  filing  Is  to  elimtoate  the  gate- 
way of  Denver.  Colo.,  and  potots  withta 
10  miles  thereof. 

No.  MC  112070  (Sub-No.  E128).  filed 
June  4.  1974.  Applicant:  GRAY  MOV- 
ING &  STORAGE,  INC..  1290  South 
Pearl.  Denver,  Colo.  80210.  Apphcant's 
representative:  D.  R.  Gray  (same  as 
above  ■».  Authority  sought  to  operate  aa 
a  common  carrier,  by  motor  veliicle.  over 
Irregular  routes,  transporttog:  House- 
hold goods,  as  deftoed  by  the  Commis- 
sion. (A)  between  potots  to  Delaware,  on 
the  one  hand,  and.  on  the  other,  potots 
to  South  Dakota,  and  Wyoming;  (B)  be- 
tween potots  to  Delaware,  on  the  one 
hand,  and,  cm  the  other,  potots  to  Utah, 
and  those  potots  to  New  Mexico  on  and 
west  of  a  Itoe  begtonlng  at  the  Colorado- 
New  Mexico  State  Mne.  and  extending 
along  Interstate  Highway  25,  thence 
along  Interstate  Highway  25  to  the  New 
Mexico-Texas  State  Itoe.  The  purpose  of 
this  filtog  te  to  eliminate  the  ^teways 
of:  (A)  Easton,  Pa.,  and  points  in  Penn- 
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sylvania  wlthto  15  miles  oi  Easton,  Pa., 
and  potots  to  Illinois  and  Iowa;  (B)  Eas- 
ton. Pa.,  and  potots  to  Pennsylvania 
withto  15  miles  of  Easton,  Pa.,  and  potots 
to  Illtoois  and  Denver.  Colo.,  and  points 
withto  10  mUes  thereof. 

No.  MC  112304  (Sub-No.  £112'.  filed 
October  15.  1976.  Applicant:  ACE  DO- 
R.\N  HAULING  it  RKjGING  CO..  1601 
Blue  Rock,  Ctociimati,  Ohio  45223.  Ap- 
plicant's representative:  A.  Charles  Tell, 
Suite  1800,  100  K  Broad  St.,  Columbus. 
Ohio  43215.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregTilar  routes,  transporting:  Alu- 
minum and  aluminum  articles,  which  by 
reason  of  size  or  weight  require  the  use 
of  special  equipment,  from  points  to  New 
York,  to  points  to  Tennessee  on  and  west 
of  a  Une  beginning  at  the  Tennessee- 
Kentucky  State  line  and  extending  along 
U.S.  Highway  231  to  Junction  Interstate 
Highway  40.  thence  along  Interstate 
Highway  40  to  junction  Interstate  High- 
way 65.  thence  along  Interstate  Highway 
65  to  the  Tennessee-Alabama  State  Itoe. 
The  purpose  of  this  filtog  is  to  elimtoate 
the  gateway  of  the  facilities  of  Consoli- 
dated Aluminum  Corporation  at  or  near 
Car  ronton,  Ky. 

No.  MC  112304  (Sub-No.  El  13),  filed 
October  15,  1976.  Applicant:  ACE 
DORAN  HAULING  &  RIGGING  CO., 
1601  Blue  Rock,  Ctoclnnatl,  Ohio  45223. 
.Applicants  representative:  A.  Charles 
Tell.  Suite  1800,  100  E.  Broad  St..  Colum- 
bus. Ohio  43215.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aluminum  and  aluminum  articles. 
which  by  reason  of  size  or  weight  require 
the  use  of  special  equipment,  from  points 
in  New  York,  to  potots  in  Alabama  on 
and  west  of  a  line  beglnntog  at  the 
Alabama -Tennessee  State  Itoe  and  ex- 
tending along  U.S.  Highway  231-431  to 
junction  U.S.  Highway  231,  thence  along 
U.S.  Highway  231  to  junction  Alabama 
Highway  79.  thence  along  Alabama 
Highway  79  to  Jimctlon  Interstate  High- 
way 59.  thenfe  along  Interstate  High- 
way 59  to  junction  U.S.  Highway  43. 
thence  along  U.S  Highway  43  to  Junc- 
tion Alabama  Highway  163.  thence  along 
Alabama  Highway  163  to  Dauphin 
Island.  The  purpose  of  this  filing  Ls  to 
eliminate  the  gateway  of  the  facilities 
of  Consolidated  Aluminum  Corporation 
at  or  near  Carrollton.  Ky. 

No.  MC  112304  I  Sub-No.  El  14'.  filed 
October  15.  1976.  Applicant:  ACE 
DORAN  HAULING  &  RIGGING  CO.. 
1601  Blue  Rock.  Ctoclnnatl,  Ohio  45223. 
Apolicant's  representative:  A,  Charles 
Teil.  Suite  1800.  100  E.  Broad  St..  Colum- 
bus, Ohio  43215.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aluminum  and  aluminum  articles. 
which  by  reason  of  size  or  weight  require 
the  use  of  special  equipment,  from  points 
in  New  York,  to  points  to  Illinois  on  and 
south  of  a  line  begirming  at  the  HUnols- 
Indlana  State  Itoe  and  extendtog  along 
Interstate  Highway  70  to  junction  Inter- 
state Highway  57.  thence  along  Inter- 


state Highway  57  to  junction  nimois 
Highway  121,  thence  along  nitoois  High- 
way 121  to  U.S.  EDghway  136,  thence 
along  U.S.  Highway  136  to  the  Illinois - 
Iowa  State  Itoe.  The  purpose  of  this  fil- 
ing is  to  eliminate  the  gateway  of  the 
facilities  of  Consolidated  Aluminum  Cor- 
poration at  or  near  Carrollton,  Kj-. 

No.  MC  112304  (Sub-No.  E115).  filed 
October  15,  1976.  Applicant:  ACE  DOR- 
AN HAULING  &  RKjGING  CO..  1601 
Blue  Rock,  Cmctonatl,  Ohio  45223.  Ap- 
plicant's representative:  A.  Charles  Tell. 
Suite  1800,  100  E.  Broad  St.,  Columbus, 
Ohio  43215.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Alu- 
minum and  aluminum  ariicles.  which  by 
reason  of  size  or  weight  require  the  use 
of  special  equipment,  from  points  in 
Ohio,  to  points  to  Alabama  on  and  west 
of  a  line  beginning  at  the  Alabama -Ten- 
nessee State  line  and  extendtog  along 
U.S.  Highway  231-431  to  junction  U.S 
Highway  231.  thence  along  US.  Highway 
231  to  jimctlon  Alabama  Highway  79. 
thence  along  Alabama  Highway  79  to 
junction  Interstate  Highway  59,  thence 
alonEr  Interstate  Highway  59  to  junction 
US.  HlEjhway  43,  thence  along  U.S.  High- 
way 43  to  Junction  Alabama  Highway 
163.  thence  along  Alabama  Highway  leij 
to  Dauph to  Island.  The  purpose  of  this 
filtog  is  to  eliminate  the  gateway  of  the 
facilities  of  Consolidated  .\lumlnum 
Corporation  at  or  near  Carrollton.  Ky. 

No.  MC  112304  (Sub-No.  El  16).  filed 
October  15.  1976  Applicant:  ACE  DOR- 
AN HAULING  &  RIGGING  CO  .  1601 
Blue  Rock.  Cincinnati.  Ohio  45223.  Ap- 
plicant's representative:  .\  Charles  Tell. 
Suite  ispo.  100  E.  Broad  St  .  Columbus. 
Ohio  432'! 5.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
0%'er  irregular  routes,  transporting:  Alu- 
minum  and  aluminum  articles,  which  by 
reason  of  size  or  weight  require  the  use 
of  special  equipment,  from  points  in 
Ohio,  to  potots  in  Tennessee  on  and  west 
of  a  line  begtontog  at  the  Tennessee- 
Kentucky  State  line  and  extending  along 
U.e.  Highway  231  to  Junction  Interstate 
Highway  40,  thence  along  Interstate 
Highway  40  to  Junction  Interstate  High- 
way 65,  thence  along  Interstate  High- 
way 65  to  the  Tennessee-Alabama  State 
line.  The  purpose  of  this-  filing  is  to  elim- 
toate the  gateway  of  the  facilities  of  Con- 
solidated Aluminum  Corporation  at  or 
near  Carrollton,  Ky. 

No.  MC  113855  I  Sub-No.  E390>.  (cor- 
rection', filed  July  2,  1976,  published  to 
the  Federal  Register  issue  of  April  27. 
1977,  and  republished,  as  con-ected.  this 
issue.  AppUcant :  INTERNATIONAL 
TRANSPORT,  INC..  2450  Marion  Rd  SE.. 
Rochester,  Minn.  55901.  Applicant's  rep- 
resentative: Michael  E.  Miller.  502  First 
National  Bank  BuUdtog,  Fargo,  N.  Dak. 
58102.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporttog:  Metal  and 
Metal  Articles,  between  potots  to  Mis- 
souri on  and  west  of  U.S.  Highway  71  be- 
ginning at  the  Missouri-Iowa  State  Itoe 
to  St.  Joseph,  Mo.,  on  the  one  hand,  and, 
on  the  other,  potots  to  Massachi'setts  on 


and  east  oi  Massachusetts  Highway  12. 
New  York  on  and  south  of  U.S.  Highway 
44  beglnntog  at  the  New  York-Connecti- 
cut State  Itoe,  thence  along  US.  Hlghwa.v 
44  to  junction  US.  Highway  209,  thence 
along  U.S.  Highway  209  to  the  New  York- 
Connecticut  State  Itoe,  and  potots  in 
Connecticut  and  Rhode  Island.  The  pur- 
pose of  this  filtog  is  to  elimtoate  the  gate- 
ways of  South  Dakota  and  potots  in 
Pennsylvania  on  and  west  of  a  Itoe  be- 
gtontog at  the  Mar>'land-Pennsylvania 
State  Ime  and  extendtog  along  tinnum- 
bered  highway  (formerly  portion  US 
Highway  15)  to  junction  Bustoess  U.S 
Highway  15  near  Fairplay,  Pa.,  thence 
along  Bustoess  US  Highway  15  through 
Gettysburg,  Pa.,  to  Junction  U.S.  High- 
way 15.  thence  along  U.S.  Highway  15  to 
junction  unnumbered  highway  (formerly 
portion  of  U.S.  Highway  15',  thence 
along  unnumbered  highway  through 
Clearsprtog,  Pa.,  to  junction  US.  High- 
way 15,  thence  along  U.S.  Highway  15  to 
the  Pennsylvania-New  York  State  Itoe 
(except  points  to  Berks.  Bucks.  Chester. 
Delaware.  Montgomery,  and  Philadelphia 
Counties.  Pa.,  and  potots  to  Peiuisylvania 
on  and  ea^t  of  the  above  described  line 
to  Adams,  York.  Cumberland,  Perry. 
Dauphin.  Lebanon,  and  Lancaster  Coun- 
ties. Pa.,  and  potots  to  Pennsylvania  on 
and  east  of  U.S.  Highway  15  and  north 
of  the  East  Branch  of  the  Susquehanna 
River  in  Tioga.  Bradford.  Lycoming,  Sul- 
livan, Union,  Snyder.  Northumberland. 
Montour,  and  Columbia  Counties,  Pa  • 

Note  — The  pvupose  of  this  correction   is 
to  state  the  correct  Erat«way  to  be  eliminated 

No  MC  113855  (Sub-No  E405)  (par- 
tial correction',  filed  July  6.  1976.  pub- 
lished in  the  Federal  Register  issue  of 
April  27.  1977,  and  republished,  as  cor- 
rected, this  issue  Applicant:  INTERNA- 
TIONAL TRANSPORT.  INC..  2450 
Marion  Rd  SE..  Rochester.  Mton.  55901. 
Applicants  representative:  Michael  E. 
Miller.  502  First  National  Bank  Building. 
Fargo.  N.  Dak,  58102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Metal  and  metal  articles.  (A' (2' 
Between  points  to  Nebraska  on,  north, 
and  west  of  a  line  beglnntog  at  the  Ne- 
braska-Iowa State  line  and  extendtog 
along  Nebraska  Highway  51  to  junction 
U.S.  Highway  81,  to  junction  U.S.  High- 
way 30,  to  junction  U.S.  Highway  283  to 
the  Nebraska-Kansas  State  line,  on  the 
one  hand.  and.  on  the  other,  points  to 
Kentucky  west  of  Interstate  Highway  75 
and  east  of  a  line  beginning  at  the  In- 
diana-Kentucky State  line  and  extending 
along  Interstate  Highway  65  to  jimction 
Kentucky  Highway  90,  to  junction  Ken- 
tucky Highway  63  to  the  Kentucky-Ten- 
nessee State  line  <B)  (2)  Between  potots 
to  Nebraska  on  and  west  of  U.S.  Highway 
183.  on  the  one  hand,  and.  on  the  other, 
points  to  New  York  west  of  a  line  be- 
glnntog at  Lake  Ontario  and  extending 
along  New  York  Highway  57  to  junction 
Interstate  Highway  81  to  the  New  York- 
Permsylvania  State  Itoe.  and  on  and  east 
of  U.S.  Highway  15  i  South  I>akota  and 
potots  to  Pennsylvania  on  and  east  of  a 
hne  beglnntog  at  the  Maryland-Pennsyl- 
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var.la  Stat*  line  and  extending  aJong  im- 
numbered  highway  ^  formerly  portion 
U£.  Highway  15'  to  Junction  Business 
D-S.  Highway  15.  to  Junction  JJ3.  High- 
way 15  to  Junction  unnumbered  highway 
(formerly  portion  US.  Highway  15),  to 
Junction  U.S.  Highway  15  to  the  Pennsyl- 
vania-New York  State  line  (except  points 
In  Berks,  Bucks.  Cheeter.  Delaware. 
Montgomery,  and  Philadelphia  Counties, 
Pa  ,  and  points  In  Pennsylvania  on  and 
ea.st  of  the  above  described  line  In  Adams, 
York,  Cumberland,  Perr>-.  Dauphin. 
Lebfinon.  and  Lancaster  Counties,  Pa.. 
and  points  In  Pennsylvania  on  and  east 
of  US.  Highway  15  and  north  of  the  East 
Branch  of  the  Susquehanna  River  In 
Tioga.  Bradford.  Lycoming.  Sullivan. 
Union,  Snyder.  Northumberland.  Mon- 
tour, and  Columbia  Counties,  Pa.>  •  The 
purpose  of  this  filing  Ls  to  eliminate  the 
raceways  Indicated  by  asterisks  aJx>ve. 

HoTX — The  pxirpose  of  ttvla  correction  1« 
to  state  the  correct  terrltorl»l  deecrlptliMl. 
Tbe  renmlnder  of  thla  letter-notice  remain* 
ks  previously  publlataed. 

No  MC  113855  (Sub-No.  E407) .  (par- 
tial correction  I,  filed  July  6,  1976.  pub- 
lished In  the  Federal  Register  Issue  of 
April  27.  1977,  £ind  republished, -ag  cor- 
rected.  tills  Issue  Applicant:  INTERNA- 
TIONAL TRANSPORT,  INC..  2450 
Marlon  Rd.  8E..  Rochester,  Minn.  55901. 
Applicant's  representative:  Michael  E. 
Miller.  502  First  NaUonal  Bank  Building, 
Fargo.  N  Dak.  58102  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
tog:  Metal  and  m^tal  articles.  (B)  Be- 
tween Elgin,  ni..  c«i  the  one  hand,  and,  on 
the  other,  points  In  Pennsjivanla  on  and 
east  of  a  itae  beginning  at  the  Mary- 
land-Pennsylvania State  Itoe  extending 
along  unnumbered  highway  (formerly 
portion  U.S.  Highway  15>  to  Jimctlon 
Business  U.S  Highway  15.  thence  along 
Business  U.S  Highway  15  to  Junction 
U.S.  Highway  15.  thence  along  U.S.  High- 
way 15  to  J\mctlon  unnumbered  highway 
formerly  portion  U.S.  Highway  15  >, 
thcTK^e  along  imii'imberE>d  highway  to 
Jxmctlon  US.  Highway  15.  thence  along 
U.S.  Highway  15  to  the  Pennsylvania- 
New  York  State  Itoe  (except  potots  to 
Berks.  Bucks.  Chester.  Delaware. 
Montgomery,  and  Philadelphia  Counties. 
Pa  .  and  points  to  Pennsylvania  on  and 
east  of  the  above  described  Itoe  to  Adams, 
York.  Cumberland.  Perr>-.  E>auphln,  Leb- 
anon, and  Lancaster  Counties,  and 
potnti  to  Pennsylvania  on  and  cast  of 
US.  Highway  15  and  north  of  the  East 
Branch  of  the  &jsquehanna  River  to 
Tioga.  Bradford.  Lycoming,  SuDtvan. 
Union.  Snyder.  Northumberland.  Mon- 
tour, and  Columbia  Counties  Ohio* ) .  (C) 
Between  Davenport.  Iowa,  on  the  one 
hand.  and.  on  the  other,  potots  In  In- 
diana on  and  east  of  a  itoe  beginning  at 
Lake  Michigan  and  extending  along  U.S. 
Highway  421  to  Junction  Indiana  High- 
way 43.  thence  along  Indiana  Highway 
43  to  Junction  US.  Highway  52,  thence 
fclong  UJ3  Highway  52  to  Junction  In- 
diana Highway  37,  thence  along  Indiana 
Highway  37  to  the  Indiana-Kentucky 
State  itne.  potots  to  Kentucky  to  and  east 


of  Breckenridgc,  Grayson.  Edmonson, 
Barren,  and  Monroe  Counties,  potots  to 
Ohio.  Kentucky,  and  West  Virginia, 
Scran  ton.  Readtog,  AUentown,  Harrts- 
burg,  Lancaster,  and  Hazleton,  Pa.,  and 
mtoes  to  that  part  of  Pennsylvania  south 
and  west  of  a  Itoe  beginning  at  the  Penn- 
sylvania-Ohio State  Itoe  extendtog  along 
U.S.  Highway  224  to  jimctlon  U.S.  High- 
way 422,  thence  along  U.S.  Highway  422 
to  junction  U.S.  Highway  19,  thence 
along  U.S  Highway  19  to  Junction  un- 
numbered highway  near  PortersvUle.  Pa.. 
to  junction  U.S.  Highway  422.  thence 
along  U.S.  Highway  422  to  Junction  U.S. 
Highway  22.  thence  along  U.S.  Highway 
22  to  Junction  U.S.  Highway  522,  thence 
along  U.S.  Highway  522  to  Junction 
Pennsylvania  Highway  641  (formerly 
Pennsylvania  Highway  433 ' .  thence  along 
Pennsylvania  Highway  641  to  Jimctlon 
Pennsylvania  Highway  997,  thence  along 
Pennsylvania  Hlghu-ay  997  to  the  Penn- 
sylvania-Maryland State  Itoe  tocludtog 
potots  on  the  todlcated  portions  of  the 
highways  specified  'Elgin,  111*  i .  (E)  Be- 
tween Davenport.  Iowa,  on  the  one  hand, 
and.  on  the  other,  potots  to  New  York  to 
and  east  of  Oswego,  Onondaga,  Court- 
land.  Tompkins,  and  Chemung  Counties 
(except  potots  to  Oswego  County  west  of 
U.S.  Highway  11  >,  potots  to  Massachu- 
setts, Connecticut,  Rhode  Island,  fJew 
Jersey,  Delaware,  potots  to  Maryland  on 
and  east  of  a  line  beglnntog  at  the  Mary- 
land-Pennsylvania State  Itoe  extendtog 
along  U.S.  Highway  140  to  Jimctlon 
Maryland  Highway  97,  thence  along 
Maryland  Highway  97  to  the  Maryland- 
District  of  Columbia  line,  potots  to  Vlr- 
grtola  to  and  east  of  Southampton,  Sussex. 
Prtoce  George.  C^iarles  City,  New  Kent, 
Ktog  William.  Ktog  and  Queen.  Essex, 
find  Ktog  CJeorge  Counties,  and  points 
to  Hyde,  Washtogton.  Tyrell.  r>are.  CTio- 
wan.  Gates.  Perquimans.  Pasquotank, 
Camden,  and  Currituck  Counties.  N.c' 
(Elgin,  m..  and  Scranton,  Reading. 
AUentown.  Harrlsburg,  Lancaster,  or 
Hazleton.  Pa.'>.  The  purpose  of  this 
filing  Is  to  eliminate  the  gateways  todl- 
cated  by  asterisks  above. 

Note — The  purpose  of  this  partial  correc- 
tion U  to  Stat*  the  correct  territorial  descrip- 
tion The  remainder  of  this  letter-notice  re- 
maln.s  as  previously  published. 

No.  MC  113855  (Sub-No.  E411)  (par- 
tial correction!,  filed  July  6.  1976.  pub- 
lished to  the  Federal  Register  Issue  of 
AprU  27.  1977.  and  republished,  as  cor- 
rected, this  Issue.  Applicant:  INTERNA- 
TIONAL TRANSPORT.  INC..  2450 
Marlon  Rd.  SE  .  Rochester,  Mlrm.  55901. 
Applicant's  reprefentatlve:  Michael  F. 
Miller.  502  First  National  Bank  Bulldtog. 
Fargo.  N.  Dak.  581C2.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  traiisport- 
tog:  Metal  ajid  metal  articles  (a>  be- 
tween potots  to  South  Dakota,  on  the 
one  hand.  and.  on  the  other,  potots  to 
Minnesota  (Mtoot.  N.  Dak.,  or  potots  to 
North  Dakota)  south  of  a  Itoe  beglnntog 
at  the  Montana-North  Dakota  State  Itoe 
and  extendtog  along  U.S.  Highway  2  to 
Juncaon  North  Dakota  Highway  1. 
thence  along  North  Dakota  Highway  1 


to  the  United  States-Canada  Interna- 
tional Boundary  Itoe.  or  potots  to  Min- 
nesota on  and  south  of  JJS.  Highway  12 
and  on  and  west  of  a  Une  beglnntog  at 
the  Wisconsto-Mlnnesota  State  Une  and 
extending  along  U.S.  Highway  65  to  junc- 
tion Mmnesota  Highway  50  (formerly 
portion  UJS.  Highway  65),  to  Junction 
Bklinnesota  Highway  3  (formerly  portion 
U.S.  Highway  65) .  to  junction  U.S.  High- 
way 65,  to  junction  Minnesota  Highway 
30  (formerly  portion  UJS.  Highway  65). 
to  junction  unnumbered  highway  near 
Ellendale,  to  junction  U.S.  Highway  65 
to  the  Minnesota-Iowa  State  Itoe)  '.  The 
purpose  of  this  filing  is  to  elimtoate  the 
gateways  todicated  by  asterisks  above. 

NoTi. — The  purpoee  of  this  partial  correc- 
tion ifl  to  Indicate  where  the  parenthesis  Bet 
off  "Mlnot,  N.  Dak.,  or  points  In  North  Da- 
kota". The  remainder  of  this  letter-notice 
remains  as  previously  pubUsbed. 

No.  MC  113855  (Sub-No.  E414)  (Cor- 
rection), filed  July  6,  1976,  published  to 
the  Federal  Register  issue  of  April  27, 
1977,  and  republished,  as  corrected,  this 
issue.  AppUcant:  INTERNATIONAL 
TRANSPORT.  INC.,  2450  Marlon  Rd. 
S.E.,  Rochester.  Minn.  55901.  Applicant's 
representative:  Michael  E.  Miller,  502 
First  National  Bank  Bulldtog,  Fargo, 
N.  Dak.  58102.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporttag: 
Metal  and  metal  articles,  between  points 
to  North  Dakota  (except  potots  In  Divide. 
Williams,  and  McKenzle  Counties) ,  on 
the  one  hand,  and,  on  the  other,  potots 
to  Washington  (Montana:  South  Dakota 
east  of  South  Dakota  Highway  73)  ♦.  The 
purpose  of  this  filtog  Is  to  eliminate  the 
gateways  Indicated  by  asterisks  above. 

Non. — The  purpose  of  this  correction  Is 
to  delete  the  parenthesis  that  was  inserted 
after  the  word  "Montana"  which  should  not 
have  been  Included. 

No.  MC  113855  (Sub-No.  E453).  filed 
July  15,  1976.  Applicant:  INTERNA- 
TIONAL TRANSPORT.  INC.,  2450 
Marion  Road,  S.E.,  Rochester,  Mmn. 
55901.  Applicants  representative: 
Michael  E.  Miller.  502  First  National 
Bank  Buldtog.  Fargo,  N.  Dak.  58102.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Metal  and  metal 
articles  from  points  to  Nevada  to  potots 
to  Mississippi.  Tlie  purpose  of  this  filiiig 
is  to  elimtoate  the  gateway  of  pomts  to 
California. 

No.  MC  113855  (Sub-No.  E455).  filed 
July  15,  1976.  Applicant:  INTERNA- 
TIONAL TRANSPORT.  INC.,  2450  Mar- 
lon Rd.  S.E.,  Rochester.  Miim.  55901.  Ap- 
plicant's representative:  Michael  E.  Mil- 
ler. 502  First  National  Bank  Bldg.,  Fargo, 
N.  t)ak.  58102.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporttog ; 
Metal  and  Metal  articles,  (a)  between 
potots  to  California,  on  the  c«ie  hand, 
and,  on  the  other,  potots  to  North  Da- 
kota (Utah  or  Nebraska,  and  South  Da- 
kota)*; (b)  between  potots  to  Oregon, 
on  the  <»ie  hand,  and,  on  the  other, 
potots  to  South  Dakota  (Utah  or  Mon- 
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tana)*;  (c)  between  potots  in  Oregon, 
on  the  one  hand,  and,  on  the  other, 
points  to  Nebraska.  Iowa,  Missouri,  Illi- 
nois, Ohio,  Kentucky.  West  Virginia, 
Pennsylvania,  New  Jersey.  Massachus- 
etts. Connecticut,  New  York.  Rhode  Is- 
land. Delaware.  Maryland.  Virgtoia, 
North  Caroltoa,  and  the  District  of  Co- 
lumbia (Utah)*;  (d)  between  potots 
m  Oregon,  on  the  one  hand.  and. 
on  the  other,  points  to  Kansas  '  Utah 
and  South  Dakota)';  lei  between 
points  in  Oregon,  on  the  one  hand, 
and.  on  the  other,  points  in  Minne- 
sota (Utah  and  South  Dakota,  or  Mon- 
tana, potots  to  South  Dakota  east  of 
the  Missouri  River  and  North  Dakota » ' ; 
(f )  between  points  to  Oregon,  on  the  one 
hand.  and.  on  the  other,  pomts  m  Mich- 
igan and  WLsconsin  'Utah;  or  Montana 
and  points  in  South  Dakota  ■  '  .  igi  be- 
tween points  in  Washtogton.  on  the  one 
hand.  and.  on  the  other,  potots  in  Ne- 
braska. Iowa.  Illinois.  Missouri.  Ken- 
tucky, Iowa.  UlinoLs,  Missouri.  Kentucky, 
Indiana,  Ohio.  West  Virginia.  Virginia. 
North  Carolina.  Pennsylvania.  Maryland. 
Delaware.  New  Jersey,  New  York.  Con- 
necticut, Rhode  Island.  Massachusetts, 
and  the  District  of  Columbia  (Utah;  or 
Montana  and  points  in  South  Dakota 
east  of  the  Missouri  River)*:  (h)  be- 
tween points  in  Washington,  on  the  one 
hand,  and,  on  the  other,  points  in  Min- 
nesota (Montana,  points  in  South  E>a- 
kota  east  of  the  Mis-souri  River  and 
North  Dakota)  *; 

(ii  between  points  in  Washtogton.  on 
the  one  hand.  and.  on  the  other,  points 
in  Michigan  and  Wisconsin  (Utah;  or 
Montana  and  points  in  South  Dakota 
east  of  South  E)akota  Highway  73  •  * : 

(j)  between  points  to  Nevada,  on  the 
one  hand.  and.  on  the  other,  point*  in 
Connecticut.  Delaware.  IHinois.  Indiana. 
Iowa.  Kentucky,  Maryland.  Ma.ssachu- 
setts.  Michigan.  Missouri.  Nebraska.  New 
Jersey.  New  York.  North  Carolina.  Ohio. 
Pennsylvania.  Rhode  Island.  Virginia. 
West  Virginia.  Wisconsin,  the  District  of 
Columbia,  and  South  Dakota  lUtah)*; 
I  k  I  between  potots  in  Nevada,  on  the  one 
hand,  and.  on  the  other,  potots  in  North 
Dakota  and  Minnesota  (Utah  and  South 
Etekota)*:  (1)  between  points  in  Idaho, 
on  the  one  hand,  and.  on  the  other,  points 
to  Connecticut.  Delaware,  Illinois.  In- 
diana. Kentucky.  Maryland.  Massachu- 
setts. Missouri.  New  Jersey.  New  York. 
North  Carolina.  Ohio.  Pennsylvania. 
Rhode  Island.  Virginia,  West  Virginia, 
and  the  District  of  Columbia  (Utah)*; 
tmi  between  potots  to  Idaho,  on  the  one 
hand.  and.  on  the  other,  points  in  Wis- 
consin (Utah  or  Montana  or  Montana 
and  South  Dakota )  * ;  < n)  between  points 
in  Idaho,  on  the  one  hand,  and.  on  the 
other,  points  to  Mtonesota  (Utah  and 
South  Dakota;  Montana  and  potots  to 
South  Dakota;  Montana  and  potots  to 
South  Dakota  east  of  the  Missouri  River 
or  North  Dakota )  * ;  and  ( o)  between 
points  m  Idaho  on  the  one  hand.  and. 
on  the  other,  potots  to  Iowa  (Utah  or 
potots  in  South  Dakota  east  of  the  Mis- 
souri Fliver)  • .  The  purpose  of  this  filtog 
is  to  elimtoate  the  gateways  Indicated  by 
a.sterlsks  above. 


No.  MC  123407  (Sub-No.  E287>,  filed 
March  30.  1978.  Applicant:  SAWYER 
TRANSPORT,  INC,  U.S.  Highway  6. 
South  Havai  Square,  Valparaiso,  Ind. 
46383.  Applicant's  representative:  Rich- 
ard L.  Loftus  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Iron  and  steel  furring, 
studdin(}.  lathing,  and  ribbing,  from 
Chicago.  111.,  to  potots  to  North  Caroltoa 
and  South  Caroltoa.  restricted  to  the 
transportation  of  traffic  ongmating  at 
the  plant  sites  and  storage  facilities  of 
Chicago  Metallis  Corporation  at  Chi- 
cago. 111.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  New  Castle. 
Ind 

No.  MC  123407  (Sub-No.  ESOS'.  filed 
Februap.-  29.  1976.  Applicant;  SAWYER 
TRANSPORT.  INC..  U.S.  Highway  6. 
South  Haven  Square.  Valparaiso.  Ind. 
46383.  Applicants  representative:  Rich- 
ard L.  Loftus  'same  as  above).  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Lumber  and  forest 
products  'except  wood  chips  and  com- 
modities in  bulk) .  press'ire  treated  poles, 
pressure  treated  posts,  and  pressure 
treated  lumber,  when  used  as  materials 
and  accessories  in  the  installation  of 
composition  board,  from  Lawrence  and 
Pennington  Counties,  S.  Dak.,  to  points 
in  Pennsylvania.  Ohio,  Indiana.  Illinois, 
and  Wisconsin  in  and  south  of  the 
counties  of  Marinette.  Oconto.  Menom- 
inee. Shawano,  Portage.  Monroe,  and 
Vernon:  and  Missouri  in  and  east  of  the 
counties  of  Scotland.  Knox.  Shelby. 
Monroe.  Boone.  Osage.  Maries.  Pulaski. 
Texas,  and  Howell.  The  purpose  of  this 
filing  i.,  to  eliminate  the  gate\vay  of 
Dubuque.  Iowa. 

No.  MC  123407  'Sub-No.  E311'.  filed 
February  29.  1976.  Applicant:  SAWYER 
TR.\NSPORT,  INC..  U.S.  Highway  6. 
South  Haven  Square.  Valparaiso.  Ind. 
46383.  Applicant  s  representative:  Rich- 
ard L.  Loftus  'same  as  above >.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Lu?7iber.  used  as  a 
building  material,  from  Pennington 
Counties.  S.  Dak.,  to  points  in  Alabama; 
Florida;  Georgia  in  and  south  of  the 
counties  of  Polk.  Paulding.  Cobb.  Flilton, 
De  Kalb.  Rockdale,  Newton,  Ja.sper.  Put- 
nam. Hancock,  Warren.  McDuffie  and 
Columbia;  and  S«»uth  Carolina  m  and 
south  of  the  counties  of  Edgefield.  Aiken, 
Lexington.  Richland.  Sumter,  Lee,  Flor- 
ence. Marion  and  Horr>-.  The  purpose  of 
this  filing  is  to  elimtoate  the  gateway  of 
the  plantsite  of  Certain-Teed  F^roducts 
Corporation  at  East  St.  Louis,  111.,  and 
the  plantsite  of  Georgia-Pacific  Corpora- 
tion at  Taylorsville.  Miss. 

No.  MC  123407  (Sub-No.  E312'.  filed 
February  29.  1976.  Applicant;  SAWY'ER 
TRANSPORT.  INC..  U.S.  Highway  6. 
South  Haven  Square,  Valparaiso,  Ind. 
46383.  Applicant's  representative:  Rich- 
ard L.  Loftus  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 


transporting:  Forest  products  'except 
wood  chips,  and  commodltle*  to  bulk  > , 
pressure  treated  poles,  pressure  treated 
posts,  and  pressure  treated  lumber,  used 
as  a  building  material,  from  potots  in 
Lawrence  and  Penntogton  Counties,  S. 
Dak.,  to  points  in  West  Virginia.  Virginia. 
North  Carolina.  Kentucky  to  and  east  of 
tlie  counties  of  Union,  Webster.  Hopkins, 
and  Clirlstian.  and  Tennessee  m  and  east 
of  the  counties  of  Montgomery.  Dickson, 
Hickman,  Lewis,  and  Lawrence  The  pur- 
pose of  tills  filmg  is  to  elimtoate  the  gate- 
way of  Brookville.  Ind. 

No.  MC  123407  'Sub-No.  E313),  filed 
February  29.  1976.  Apphcant:  SAWYER 
TRANSPORT.  INC.,  U.S.  Highway  6. 
South  Haven  Square.  Valparaiso.  Ind. 
46383.  Apphcanfs  representative:  Rich- 
ard L  Loftus  'same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporttog;  Lumber  and  forest  prod- 
ucts 'except  wood  chips  and  commodities 
m  bulk',  pres.'iure  treated  poles,  pressure 
treated  posts,  and  pressure  treated  lum- 
ber, used  as  a  building  material,  from 
Lawrence  and  Pennington  Counties.  S. 
Dak.,  to  pomts  to  Kentucky  to  and  east 
of  the  coimties  of  Jefferson.  Bullitt,  Nel- 
son. Larue.  Green.  Metcalfe,  and  Monroe, 
and  points  to  Tennessee  to  and  east  of 
the  counties  of  Clay.  Jackson,  F>utnam, 
Wiiite,  Van  Buren.  Bledsoe,  and  Hamil- 
ton. The  purpose  of  this  fUing  is  to  ehm- 
inate  the  gateway  of  Port  CUnton,  Ohio. 

'No.  MC  123407  'Sub-No,  E314i,  filed 
February  29.  1976.  Apphcant;  SAWYER 
TRANSPORT.  INC..  US.  Highway  6. 
South  Haven  Square.  Valparaiso,  Ind. 
46383.  .Applicant's  representative:  Rich- 
ard L.  Loftus  '  same  as  above ) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Forest  products  (except 
wood  chips  and  commodities  to  bulk'. 
pressure  treated  poles,  pressure  treated 
posts,  and  pressure  treated  lumber,  used 
as  a  building  material,  from  points  in 
Lawrence  and  Pennington  Counties,  S. 
Dak  ,  to  points  to  West  Virginia.  Vir- 
gtoia. and  North  Carolina.  The  purpose 
of  this  filtog  is  to  elimtoate  the  gateway 
of  Brood%llle.  Ind. 

No  MC  123407  'Sub-No.  E315i.  filed 
February  29.  1976  Apphcant:  SAWYER 
TRANSPORT  INC.  U.S.  Highway  6. 
South  Haven  Square.  Valparaiso.  Ind 
46383  Apphcanfs  representative;  Rich- 
ard L.  Loftus  'same  as  above).  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transponing:  Lumber  and  forest 
products  'except  wood  chips  and  com- 
modities in  bulk' ,  pressure  treated  poles, 
pressure  treated  posts,  and  pressure 
treated  lumber,  used  as  a  building  mate- 
rial, from  points  in  Lawrence  and  Pen- 
nington Coimties,  S.  Dak.,  to  points  in 
Tennessee,  Mississippi,  and  Arkani.;v.s  in 
the  counties  of  Cleveland,  Bradley.  Liii- 
coto.  Drew.  Ashley.  Phillips.  (Thlcot,  and 
Desha  The  purpose  of  this  filing  is  to 
elimtoate  the  gateway  of  the  plantsite  of 
Certato-Teed  Products  Corporation  at 
East  St  Louis.  111. 


FEDERAL    REGISTER,    VOL    42,    NO     106 — THURSDAY     JUNE    2,    1977 


28211 

No  MC  123407.  < Sub-No.  E3 16).  filed 
February  29.  1976.  AppUcant:  SAWYER 
TRANSPORT,  INC.,  U.S.  Highway  6. 
South  Haven  Square,  Valparaiso.  Ind. 
46383  Applicant's  representative:  Rich- 
ard L.  Loftus  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes. 
transporting:  Lumber  and  forest  prod- 
ucts (except  wood  chips  and  commodities 
in  bulk! .  pressure  treated  poles,  pressure 
treated  posts,  and  pressure  treated  lum- 
ber used  as  a  building  material,  from 
points  in  Lawrence  and  Pennington 
Coimtles.  S  Dak  .  to  points  In  Pennsyl- 
vania. The  purpose  of  this  filing  Is  to 
elmiinate  the  gateway  of  Warren.  III. 

No.  MC  123407  (Sub-No.  E31  > ,  filed 
February  29.  1976.  Applicant:  SAWYER 
TRANSPORT.  INC..  U.S.  Highway  6, 
South  Haven  Square.  Valparaiso.  Ind. 
46383.  Applicant's  representative:  Rich- 
ard L.  Loftus  (same  as  above*.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  Wallboard.  pulp- 
board,  and  fiardboard.  from  points  In 
Lawrence  and  Pennington  Counties,  S. 
Dak  ,  to  points  in  North  Carolina.  Geor- 
gia. South  Carolina,  and  Tennessee  In 
and  east  of  the  counties  of  Hancock. 
Grainger.  Knox.  Ixiudon,  McMlnn.  and 
Bradley,  and  Florida.  In  and  east  of  the 
counties  of  Gadsden.  Leon,  and  Wakulla. 
The  purpose  of  this  filing  Ls  to  eliminate 
the  gateway  of  Cloquet,  Minn. 

No  MC  123407  (Sub-No.  E318'.  filed 
February  29.  1976.  Applicant:  SAWYER 
TRANSPORT.  INC..  U.S.  Highway  6. 
South  Haven  Square.  Valparaiso,  Ind. 
46383.  Applicant's  representative:  Rich- 
ard L.  Loftiis  (same  as  above > .  Authority 
Bought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Composition  board,  from 
points  In  Lawrence  and  Pennington 
Counties.  S.  Dak.,  to  points  in  Alabama. 
Kentucky,  and  Louisiana  In  and  east  of 
the  parishes  of  Union.  Ouachita.  Cald- 
well. LaSalle,  Avoyelles.  St.  Landry.  St. 
Martin,  and  Iberia.  The  purpose  of  this 
filing  L-5  to  eliminate  the  gateway  of  Du- 
buque. Iowa. 

No  MC  123407  i  Sub-No.  E319).  filed 
February  29.  1976  Applicant:  SAWYER 
TRANSPORT,  INC..  U.S.  Highway ♦lo.  6, 
South  Haven  Square.  Valparaiso.  Ind. 
46383  Applicant's  represenUtive : 
Richard  L.  Loftus  '  same  as  above ' .  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes.' transporting:  Lumber,  pressure 
treated  poles,  pressure  treated  posts,  and 
pressure  treated  lumber,  from  points  in 
Lawrence  and  Pennington  Counties  S. 
Dak.,  to  points  in  New  Ha#Bpshlre. 
Maine.  Massachusett=;.  RIkkIc  Island. 
New  York,  Pennsylvania,  Connecticut, 
Delaware.  New  Jersey.  District  of 
Columbia.  Vermont.  Virginia  In  and  ea^t 
of  the  counties  of  Loudoun,  Fauquier. 
Culpeper.  Orange.  LouLsa,  Fluvanna. 
Cumberland.  Prince  Edward.  Lunenburg, 
and  Brunswick,  and  North  Carolina  in 
and  east  of  the  counties  of  Warren, 
Nash,  Johnston.  Sampson,  Cumberland. 
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piftAf>n  and  Columbus.  The  purpose  of 
tiie  filing  Is  to  eliminate  the  gateway  of 
Dollar  Bay.  Mich. 

No.  MC  125777  (Sub-No.  E7).  filed 
June  4,  1974.  Applicant:  JACK  GRAY 
TRANSPORT.  INC.,  4600  East  15th  Ave- 
nt>e.  Gary.  Ind.  46403.  Applicant's  repre- 
sentative: Robert  A.  Tatge  (same  as 
above) .  Authority  sought  to  operate  as  a 
comm^m  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Scrap 
metals,  in  dump  vehicles.  (1)  between 
points  to  Wisconsin.  Ullnols.  Michigan, 
Indiana.  Ohio.  Pennsylvania  (except 
Mifflin  County ' ,  on  the  one  hand,  and, 
on  the  other,  points  in  Virginia,  Ten- 
nessee, North  Carolina.  South  Caroltaa, 
Georgia.  Florida.  Alabama,  Mississippi 
and  Louisiana.  (2)  between  points  In 
Michigan,  on  the  one  hand,  and,  on  the 
other,  points  in  Tennessee  on  and  south 
of  U.S.  Highway  70.  points  in  Georgia  on 
and  west  of  Interstate  Highway  75.  and 
potots  to  Florida,  and  <3)  between  points 
In  Indiana,  on  the  one  hand.  and.  on  the 
other,  points  in  Flortda.  The  purpose  of 
this  filtag  is  to  eliminate  the  gateway  of 
points  In  Kentucky  (except  Marshall 
County » . 

No.  MC  125777  (Sub-No.  E37).  filed 
June  4.  1974.  Applicant:  JACK  GRAY 
TRANSPORT,  INC..  4600  East  15th  Ave- 
nue. Osry.  Ind.  46404.  Applicant's  rep- 
resentative: Robert  A.  Tatge  (same  as 
above  I .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Scrap 
metals.  In  dump  vehicles,  between  points 
in  Montana.  Wyoming.  Colorado.  Ari- 
zona, New  Mexico.  North  Dakota.  South 
Dakota,  Nebraska,  Kansas.  Oklahoma, 
Texas,  and  Arkansas.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Iowa  and  Missouri. 

No.    MC    125777    (Sub-No.   E38),   filed 
June  4.    1974.  Applicant:    JACK  GRAY 
TRANSPORT.     INC.,     4600     East     15th 
Avenue.    Gary.    Ind.    46404.    Applicant's 
representative:   Robert  A.  Tatge   (same 
as  above'.  Authority  sou^    t  to  operate 
as  a  Common  carrier,  by  motor  vehicle, 
over     irregular     routes,     transporting: 
Scrap    metaU.    in    dump    vehicles,    (a) 
between     points     in     Montana.     Wyo- 
ming.   Colorado.   Arizona.   New   Mexico, 
Texas.    Oklahoma.    Kansas,    Nebraska. 
South  Dakota,  North  Dakota.  Minnesota, 
Iowa,  Missouri,  and  Arkansas,  on  the  one 
hand,  and,  on  the  other,  points  In  Wis- 
consin.    Indiana.     Ohio,     Pennsylvania, 
(except  Mifflin  County),  Kentucky   (ex- 
cept MarshaU   County).  Michigan,   and 
We.-^t  Virginia.  The  purpose  of  this  filing 
Is  to  eliminate  the  gateways  of  points  In 
Illinois,  Iowa,  and  Missouri,  (b)  between 
points   in  Louisiana,  on  the  one  hand. 
and.  on  the  other,  points  in  Kentucky 
(except  Marshall  County).  The  purpose 
of  this  filing  Ls  to  eliminate  the  gateways 
of  points   in  Illinois  and  Missouri.   (O 
between  points  In  Minnesota,  on  the  one 
hand,  and,  on  the  other,  points  in  Wis- 
consin. The  purpose  of  this  filing  is  to 
eliminate  the  gateway's  of  points  to  Iowa 
and  Illmois.  <d)   between  points  to  Ar- 
kansas, on  the  one  hand,  and,  on  the 


other,  potots  to  Ultools.  The  purpose  of 
this  filing  Is  to  elimtoate  the  gateway  of 
potots  to  Missouri. 

By  the  CMnmission. 

Robert  L.  Oswald, 
Secretary. 

[PR   Doc.77-15647    PUed   «-l-77;8:45    am] 
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MOTOR   CARRIER  TEMPORARY 
AUTHORITY   APPLICATIONS 

May  27, 1977. 
The  followtog  are  notices  of  flltog  of 
applications    for    temporary    authority 
under  section  210(a)    of  the  Interstate 
Commerce  Act  provided  for  imder  the 
provlslo(ns  of  49  CFR  1131.3.  These  rules 
provide   that   an   origtaal   and  six    (6> 
copies  of  protests  to  an  application  may 
be  filed  with  the  field  official  named  to 
the    Federal    Register    publication    no 
later  than  the  15th  calendar  day  after 
the  date  the  notice  of  the  filtog  of  the 
application  is  published  to  the  Federal 
Register.  One  copy  of  the  protest  must 
be  served  on  the  a^pllcant,  or  Its  author- 
ized representative,  if  any,  and  the  pro- 
testant  must  certify  that  such  service 
has  been  made.  The  protest  must  Iden- 
tify the  operating  authority  upon  which 
It   is    predicated,    specifying    the   "MC" 
docket  and  "Sub"  number  and  quottog 
the  particular  portion  of  authority  upon 
which  it  reUes.  Also,  the  protestant  shall 
specify  the  service  It  can  and  will  pro- 
vide and  the  amount  and  type  of  equip- 
ment It  will  make  available  for  use  to 
connection    with    the    service    contem- 
plated   by    the    TA    appUcatlon.    The 
weight  accorded  a  protest  shall  be  gov- 
erned by  the  completeness  and  perti- 
nence of  the  Protestant's  toformatlon. 

Except  as  otherwise  specifically  noted, 
each  applicant  states  that  there  wHl  be 
no  significant  effect  on  the  quality  of  the 
human  environment  resulttog  from  ap- 
proval of  its  application. 

A  copy  of  the  application  Is  on  file, 
and  can  be  examtoed  at  the  Office  of  the 
Secretary.  Interstate  Ccwnmerce  Com- 
mission, Washington,  D.C.,  and  also  to 
the  ICC  Field  Office  to  which  protests 
are  to  be  transmitted. 

Motor  Carriers  of  Property 

No.  MC  2960  (Sub-No.  8TA).  filed 
May  4.  1977.  Applicant:  ENGLAND 
TRANSPORTATION  COMPANY  OF 
TEXAS,  INC.,  2301  McKtoney  Street 
Houston,  Tex.  77023.  Applicant's  repre- 
sentative: E.  Larry  Wells,  P  O.  Box  45538. 
Dallas,  Tex.  75245.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
tog:  Roofing  material,  composition  shiri- 
gles.  rolled  roofing  compounds  and  aeces- 
sories.  from  the  plantsite  of  Elk  Roofing 
Company  located  at  Stephens.  Ark.  and 
Elk  Roofing  Company's  storage  facilities 
located  to  East  Camden.  Ark.  to  points 
to  Alabama.  Louslana,  Mississippi,  Tex- 
as, Oklahoma,  Tennessee,  and  Kentucky, 
for  180  days.  Applicant  has  also  filed  an 
underlj-tog  ETA  seeking  up  to  90  days  of 
operattog  authority.  Supporttog  shipper : 
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Elk  Roofing  Products,  P.O.  Box  37. 
Stephens.  Ark.  71764.  Send  protests  to: 
John  F.  Menstog.  District  Supervl'^or.  In- 
terstate Commerce  CCTnmlssion  8610 
Federal  Bldg.,  515  Rusk.  Houston.  Tex. 
77002. 

No.  MC  4491  (Sub-No.  16TA).  filed 
April  11.  1977.  Applicant:  GREAT 
COASTAL  EXPRESS.  INCORPO- 
RATED, 501  South  14th  Street,  Rich- 
mond. Va.  23219.  Applicant's  representa- 
tive: Francis  W.  Mclnemy,  1000  16th 
Street  NW..  Washtogton.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties, between  Charlottesville,  Va.  and 
Roanoke.  Va.:  from  Charlottesville.  Va., 
over  U.S.  Highway  250  to  junction  Inter- 
state Highway  81.  thence  over  Interstate 
Highway  81  to  Roanoke,  Va.,  and  return 
over  the  same  route.  Between  State 
Road,  Del.,  and  Norfolk.  Va.;  From 
State  Road,  Del.  over  U.S.  Highway  40  to 
Baltimore.  Md.,  thence  over  U.S.  High- 
way 1  to  Richmond.  Va..  thence  over  In- 
terstate Highway  64  to  Norfolk,  Va..  and 
return  over  the  same  route.  From  State 
Road.  Del.  over  connecting  Highway  to 
junction  Interstate  Highway  95.  thence 
over  Interstate  Highway  95  to  Rich- 
mond, Va..  thence  over  Interstate  High- 
way 64  to  Norfolk.  Va.,  and  return  over 
the  same  route.  Between  Washington, 
D.C.  and  Charlottesville.  Va.;  From 
Washtogton.  DC.  over  Interstate  High- 
way 95  to  Richmond.  Va..  thence  over 
Interstate  Highway  64  to  Charlottes- 
ville, Va.,  and  return  over  the  same  route. 
Between  Washtogton.  D.C.  and  Lynch- 
burg, Va.;  From  Washington.  D.C.  over 
Interstate  Highway  95  to  junction  U.S. 
Highway  360,  thence  over  U.S.  Highway 
360  to  junction  U.S.  Highway  460,  thence 
over  U.S.  Highway  460,  to  Lynchburg. 
Va..  and  return  over  the  same  route,  for 
180  days.  Supporttog  shipper <si  There 
are  approximately  twelve  (12)  state- 
ments of  support  attached  to  the  appli- 
cation, which  may  be  examtoed  at  the 
Interstate  Commerce  Commission  in 
Washtogton.  DC.  or  copies  thereof  which 
may  be  examtoed  at  the  field  office  named 
below.  Send  protests  to:  District  Super- 
visor Paul  D.  Collins.  Interstate  Com- 
merce Commission,  Bureau  of  Opera- 
tions. Rm.  10-502  Federal  Bldg..  400 
North  8th  Street.  Richmond,  Va.  23240. 

No.  MC  58166  (Sub-No.  15TA).  filed 
May  16.  1977.  Applicant:  GIBSON 
TRUCK  LINE.  La  Jara.  Colo.  81140.  Ap- 
plicant's representative:  Fred  T.  Gibson 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
trsinsporttog :  Negotiable  papers,  be- 
tween La  Jara,  Colo„  smd  Santa  Fe.  N. 
Mex.,  for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seektog  up  to  90 
days  of  operating  authority.  Supporttog 
shipper (s)  :  The  First  National  Bank  of 
La  Jara,  P.O.  Box  71.  La  Jara,  Colo. 
81140.  Send  protests  to:  Herbert  C. 
Ruoff.  District  Supervisor,  Interstate 
Commerce  Commission,  492  UB.  Cus- 
toms House,  721  19th  Street.  D«iver, 
Colo. 


No.  MC  106674  (Sub-No.  230TAi .  filed 
May  5,  1977.  Applicant:  SCHILLI  MO- 
TOR LINES,  INC.,  P.O.  Box  123.  Rem- 
ington, Ind.  47977.  Applicant's  repre- 
sentative: Ltoda  J.  Sundy  (same  address 
as  applicant).  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irreg\ilar  routes,  transport- 
ing: Gypsum  and  gypsum  products  and 
building  materials  (except  commodities 
to  bulk) ,  from  the  plantsite  of  the  United 
States  Gypsum  Company  located  at 
River  Rouge,  Mich.,  to  potots  in  IlltooLs. 
for  180  days.  Supporting  shipper:  United 
States  Gypsum  Company.  101  S.  Wacker 
Drive.  Chicago.  111.  60606.  Send  protests 
to:  J.  H.  Gray.  District  Supervisor.  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission.  343  West  Wayne  St..  Suite 
113.  Fort  Wayne.  Ind.  46802. 

No.  MC  106674  (Sub-No.  233TAi.  filed 
May  9,  1977.  Applicant:  SCHILLI 
MOTOR  LINES.  INC..  P.O.  Box  123, 
Remtogton.  Ind.  47977.  Applicant's  rep- 
resentative: Jerry  L.  Johnson  (same 
address  as  applicant » .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Fertilizer,  dry.  m  bulk,  to  dump 
vehicles,  from  North  Bend.  Ohio,  to 
points  in  Indiana,  for  180  day.'=.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. SupF>orting  shipperis'  :  Occi- 
dental Chemical  Company,  P.O.  Box 
1185,  Houston,  Tex.  77011.  Send  protests 
to:  J.  H.  Gray.  District  Supenisor. 
Bureau  of  Operations.  Interstate  Com- 
merce Commission.  343  West  WavTie 
Street.  Suite  113,  Fort  Wayne,  Ind.  46802. 

No.  MC  108119  (Sub-No.  61TA).  filed 
May  6.  1977.  Applicant:  E.  L.  MURPHY 
TRUCKING  COMPANY.  P.O.  Box  3010. 
3303  Sibley  Memorial  Hwy.,  St.  Paul. 
Minn.  55165.  Applicant's  representative- 
Andrew  R.  Clark.  lOOC  First  National 
Bank  Bldg..  Minneapolis.  Minn.  55402. 
Authority  sought  to  operate  as  a  coinmon 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Pre-cut  log  build- 
ings, knocked  down,  and  material's  and 
supplies  used  in  the  construction  of  such 
commodities  from  Claremore.  Okla.  to 
IX)ints  in  Illinois,  Missouri,  Arkansas. 
Louisiana.  Texas.  Kansas.  Colorado. 
Nebraska.  Iowa.  Mmne.'^ota  and  Soutii 
Dakota,  for  180  days.  Applicant  has  also 
filed  an  underlytog  ETA  seeking  up  to 
90  days  of  operating  authority.  Support- 
ing shipper:  Beaver  Log  Homes.  P.O.  Box 
1145.  Claremont,  Okla.  74017.  Send  pro- 
tests to :  Marion  L.  Cheney.  Transporta- 
tion Assistant.  Interstate  Commerce 
Commission,  Buerau  of  Operations,  414 
Federal  Bldg.  and  U.S.  Courthouse,  110  S. 
4th  St..  Minneapolis.  Minn.  55401. 

No.  MC  109124  (Sub-No.  29TA).  filed 
May  13,  1977.  Applicant:  SENTLE 
TRUCKING  CORPORATION.  Box  7850, 
Toledo,  Ohio  43612.  Applicant's  repre- 
sentative: James  M.  Burtch.  100  E.  Broad 
Street.  Columbus,  Ohio  43215.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Oyptttm,  ffypfum  prod- 
ucts and  buHdinff  materidU  (except  com- 


modities in  bulki  from  the  plantsite  of 
United  States  Gv-psum  Company  at  River 
Rouge.  Mich.,  to  potots  to  Eltools.  Indi- 
ana. Ohio  and  Kentucky,  for  180  days. 
Applicant  has  also  filed  an  imderlytog 
ETA  seektog  up  to  90  days  of  operattog 
authority.  Supporttog  shipper:  United 
States  Gypsum  Co..  101  S.  Wacker  Drive. 
Chicago,  111.  Send  protests  to:  Keith  D. 
Warner.  District  Super%'lsor.  Bureau  of 
Oi^erations.  Interstate  Commerce  Com- 
ini-ssion.  313  Federal  Office  Bldg..  234 
Summit  St..  Toledo.  Ohio  43604. 

No.  MC  109533  iSub-No.  89TA),  filed 
Mav  11.  1977.  Applicant:  OVERNITE 
TRANSPORTATION  COMPANY.  1000 
Semmes  Ave..  Richmond.  Va  23224.  Ap- 
plicant's representative:  Clarence  H. 
Swanson  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar routes,  transporttog:  General  com- 
modities (except  those  of  unusual  value. 
Classes  A  and  B  expl(5sives.  household 
goods  as  defined  by  the  Commission, 
commodities  to  bulk,  and  those  requir- 
ing special  equipment),  servtog  Fernan- 
dina  Beach  and  Yulee,  Fla.  as  off-route 
points  to  connection  with  earner's  pres- 
ently authorized  regular  route,  for  180 
days.  AppUcant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Applicant  intends  to 
interline  with  other  carriers  at  Atlanta, 
Ga  .  Birmingham,  Ala.,  Louisville.  Ky  , 
Baltimore.  Md  ,  Richmond,  Va.,  Char- 
lotte, N.C.,  Memphis,  Tenn.,  and 
Charleston.  W.  Va.  Supporttog  shipper: 
Terminal  Paper  Bag  Company,  Inc.. 
Yulee.  Fla.,  Container  Corporation  of 
America.  Fernandtoa  Beach,  Fla  Send 
protests  to:  District  Supervisor  Paul 
Collins,  Interstate  Commerce  Commis- 
sion. Rm  10-502  Federal  Bldg  ,  400  North 
8th  St.,  Richmond.  Va,  23240 

No.  MC  109638  Sub-No.  31TA'.  filed 
May  12.  1977.  Applicant:  EVERETTE 
TRUCK  LINE,  INC.,  Hodges  St.  (P.O. 
Box  145',  Washington.  N.C  27889  Ap- 
plicant's representative:  Broxie  J.  Nel- 
son. 310  Raleigh  Bldg.,  5  W.  Hargett  St.. 
Flaleigh,  N  C.  27602.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  trEinsport- 
ing.  Lumber  and  lumber  products,  he- 
tween  points  to  New  York.  Pennsylvania. 
New  Jersey.  r>elaware.  Maryland.  Vir- 
ginia. North  Caroltoa,  South  (Carolina, 
Georgia,  Florida.  Kentucky.  Ohio.  West 
Virginia  and  Tennes.see  for  the  account 
of  McCoy  Lumber  Industries.  Inc..  for 
180  days.  Applicant  has  also  filed  an  un- 
derlj-ing  ETA  seeking  up  to  90  days  of 
operating  authority.  Supix>rting  shipper: 
McCoy  Lumber  Industries.  Inc..  P.O.  Box 
22101.  Greensboro.  NC.  27420.  Send  pro- 
tests to:  Archie  W  Andrews,  District  Su- 
per\-isor.  Bureau  of  Operations.  Inter- 
state Cc«nmerce  Commission.  P.O.  Box 
26896,  Raleigh.  N.C.  27611. 

No.  MC  109708  (Sub-No.  70TA',  filed 
May  12.  1977  Applicant:  INDIAN  RIVER 
TRANSPORTATION  CO..  doing  bastoess 
as  INDIAN  RIVER  TRANSPORT.  INC  . 
P.O.  Box  966,  908  North  N  W.  Park  St., 
IXmdee,  Fla.  33472.  AppUcanfs  repre- 
sentative: James  E.  'WliartOTi,  Suite  811, 
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Metc-alf  Bldg  ,  100  S.  OranKe  Ave..  Or- 
lando, Fla.  32801.  Authority  sought  to 
operate  as  cxmimon  carrier,  by  motor 
vehicle,  over  IrreKular  routes,  transport- 
ing: Vinegar.  In  bulk,  from  points  In 
Ma.ssachusetts  to  points  In  South  Caro- 
lina, for  180  days.  Supporting  shipper: 
Plggle  Park  EnUTpru^cs.  P  O.  Box  847. 
West  Columbia,  S  C.  29259  Send  pro- 
tests to:  Donna  M.  Jones.  Transporta- 
tion Assistant,  Interstate  Commerce 
Commission.  Monterey  Bldg.,  Suite  101. 
8410  N  W.  53rd  Terrax-e.  Miami.  Fla. 
33166 

No  MC  114211  (Sub-No  SOITA'.  filed 
Mav  13.  1977.  Applicant:  WARREN 
TRANSPORT,  INC  .  PO  Box  420.  324 
Manhard  Street.  Waterloo.  Iowa  50704. 
Applicant's  representative:  James  High- 
tower.  136  Wynnewood  Professional 
Building,  Dallas.  Tex.  75224.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  tl'  Lumber,  pit/wood  and 
particleboard.  from  Plneland.  Tex.,  to 
points  In  Kansas.  Oklahoma,  Arkansas. 
Missouri  and  '2'  Lumber,  plvwood, 
flberboard  and  particleboard.  from 
Dlboll,  Tex.,  to  points  In  Kansas.  Arkan- 
sas. Missouri  and  Oklahoma,  for  180 
days  Applicant  has  also  filed  an  under- 
lying FTA  seeking  up  to  90  days  of  op- 
erating authority.  S\ipportlng  ship- 
per's" :  Temple  Ind'.istrles.  P.O.  Drawer 
N.  Dlboll.  Tex.  75941  Send  protests  to: 
Herb^-'rt  W  All-n,  Dl'?tri'-t  Supen'isor, 
Bureau  of  Operations.  Interstate  Com- 
merce Commls.slon,  518  Federal  Build- 
ing, Des  Moines,  Iowa  50309. 

No  MC  115162  < Sub-No  358TA',  filed 
May  3.  1977.  Applicant:  POOLE  TRUCK 
LINE,  INC.,  P  O.  Drawer  500,  Evergreen. 
Ala.  36401  Applicant's  representative: 
Robert  E  Tate  'same  address  as  ap- 
plicant' .  Authority  sought  to  operate  as 
«  common  carrier,  by  motor  vehicle,  over 
tnTgtilar  routes,  transporting:  Alfalfa. 
from  points  to  Ellis  Coimty.  Okla..  to 
points  In  the  States  of  New  York.  Michi- 
gan, Ohio,  New  Hampshire,  New  Jersey, 
Pennsylvania,  Georgia,  Florida.  Dela- 
ware and  Maryland,  for  180  days.  Sup- 
porting shipper! s)  :  Shattuck  Farms. 
Inc  Box  246.  Shattuck.  Okla.  73858  Send 
protest*  to;  Clifford  W.  'White,  District 
Supervisor,  Bureau  of  Operations,  Inter- 
state Commerce  Commission,  Room  1616, 
3121  BuUdlng.  Birmingham.  Ala.  35203 

No.  MC  115162  (Sub-No.  363TA\  filed 
May  17.  1977  Applicant:  POOLE  TRUCK 
LINE.  INC..  P  O.  Drawer  500.  Evergreen, 
Ala.  36401.  Applicant's  representative: 
Robert  E  Tate  <same  address  as  appli- 
cant >  .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Cans  and 
containers,  from  Ponca  City.  Okla..  to 
Chattjinooga,  Tenn..  for  180  days.  Ap- 
plicant has  also  filed  an  underlying  ETTA 
•eeklng  up  to  90  day^  of  operating  au- 
thority. Supporting  8hlpper(8>  :  Owens- 
minots.  Inc..  PC  Box  1035,  Toledo.  CSilo 
43666.  Send  protests  to:  Clifford  'W. 
White.  District  Supervisor,  Bureau  of 
OperatiocLS,  Interstate  Commerce  Com- 
BimoD,  Room  1616.  2121  Building.  Blr- 
l»1|tngh<m>^  Ala.  35203. 
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No.  MC  117119  (Sub-No.  630TA) .  filed 
May  16,  1977.  Applicant:  WILLIS  SHAW 
FROZEN  EIXPRESS.  INC.,  P.O.  Box  188. 
Elm  Springs.  Ai^.  72728.  AppUcant's  rep- 
resentative: L.  M.  McLean  (same  address 
as  applicant*.  Authority  sought  to  oi>- 
enite  as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Chemical  compounds  (except  commodi- 
ties in  bulk » .  from  the  facilities  of  Amer- 
ican Cyanamld  at  Woodbridge.  N.J.  to 
points  In  Mississippi.  Oklahoma.  Texas, 
Utah  and  Wyoming,  for  180  days.  Sup- 
porting shipper:  Rotary  Drilling  Services, 
Inc.,  P.O.  Box  45286.  Tulsa.  Okla.  74145. 
Send  protests  to:  District  Supervisor  Wil- 
liiim  H.  Land.  Jr..  3108  Federal  Office 
Bldg.,  700  "West  Capitol,  Little  Rock,  Ark. 
72201. 

No.  MC  118159  (Sub-No.  211TA).  filed 
May  9.  1977  Applicant:  NATIONAL  RE- 
FTUGERATED  TRANSPORT,  INC..  P.O. 
Box  51366.  E>aw.son  Station,  Tulsa,  Okla. 
74151.  Applicant's  representative:  War- 
ren Taylor  *same  address  as  applicant). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Charcoal,  tTom 
Cotter.  Ark.,  to  Concordville,  Pa.,  and 
Toledo.  Cincinnati.  Canton,  Lima, 
Youngst-own,  and  Bedford  Heights,  Ohio: 
Covington,  Ky.;  Detroit,  Mich.;  Chicago, 
m.;  and  Johnson  City.  NY.,  for  180  days. 
Apphcant  has  also  filed  an  imderlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper(s)  :  Se- 
bring  Forest  Industries,  Inc.,  450  Court- 
ney Rd.,  Sebring,  Ohio  44672.  Send  pro- 
tests to:  District  Supervisor  J(3e  Green, 
Rm.  240,  Old  Post  Office  Bldg.,  215  N.W. 
3rd  St.,  Oklahoma  City,  Okla.  73102. 

No.  MC  123255  (Sub-No.  102TA).  filed 
May  16.  1977  Applicant;  B  i  L  MOTOR 
FREIGHT.  INC.,  140  EA^erett  Avenue, 
Newark,  Ohio  43055.  Applicant's  repre- 
sentative: C.  F.  Schnee.  Jr.  (same  ad- 
dress as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Malt  beverages,  from  Newport,  Ky., 
U-)  all  points  in  the  States  of  Ohio  and 
Michigan,  for  180  days.  Supporting  ship- 
pen  si  :  G.  Heileman  Brewing  C<Mnpany, 
Inc  .  925  South  3rd  Street,  LaCrosse,  Wis. 
54601  Send  protests  to:  Frank  L.  Cal- 
vary-. Di.^trict  Supervisor,  Interstate  Com- 
merce Commission.  220  Federal  Bldg.. 
and  U.S.  Courthouse.  85  Marconi  Boule- 
vard, Coltmibus,  Ohio  43215. 

No.  MC  125522  (Sub-No.  IOTA),  filed 
May  5.  1977.  Applicant;  SUNBURY 
TRANSPORT  LIMITED.  Hoyt,  New 
Brunswick.  Canada.  Applicant's  repre- 
sentative: Francis  E.  Barrett,  Jr.,  10  In- 
dustrial Park  Road.  Hingham.  Mass. 
02043.  Authority  sought  to  operate  as 
a  ccnnm^n  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Waste- 
paper  and  VDastevo.ver  products,  from 
Presque  Isle,  Portland.  Westbroofc, 
Maine:  Portsmouth  and  Manchester. 
N.H.;  Bridgewater,  Worcester,  Pall 
River,  Qulncy,  and  Salem,  Mass.;  Cum- 
berland and  Hope  Valley.  R.I  ;  Water- 
bury  and  Portland.  Ccmn.  to  ports  of 
entry    on    the    United    States-Canada 


Boundary  line  l(x;ated  at  or  near  Houl- 
ton  and  Calais,  Maine,  for  180  days.  Sup- 
porting shipper:  Lake  Utopia  Paper 
Limited,  P.O.  Box  269.  St.  George,  New 
Brunswick,  Canada  EOG2YO.  Send  pro- 
tests to:  Donald  G.  Weiler,  District  Su- 
pervisor, Bureau  of  Operations,  Inter- 
state Commerce  Commission.  RM.  307, 
76  Pearl  Street,  Portland.  Maine  04111. 

No.  MC  126421  (Sub-No.  8TA).  filed 
May  5.  1977.  Applicant:  GYPSUM 
TRANSPORT,  INC.,  East  Hwy.  80.  P.O. 
Box  2679,  Abilene,  Tex.  79604.  Appli- 
cant's representative:  Mike  Cotten.  P.O. 
Box  1148,  Austin,  Tex.  78767.  Authority 
sought  to  operate  as  a  comrnon  carrier, 
by  motor  vehicle,  over  irregular  routes, 
tra^isporting:  Adhesives.  Building  mate- 
rials, paint  and  paint  products,  from  the 
facilities  of  United  States  GjTisum  Com- 
pany at  Dallas,  Tex.  to  points  In  Colora- 
do, Kansas,  Louisiana,  New  Mexico  and 
Oklahoma,  for  180  days.  Appllcsmt  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Send 
protests  to:  Robert  J.  Kirspel.  District 
Supervisor,  Rm.  9A27  Federal  Bldg.,  819 
Taylor  St..  Fort  Worth.  Tex.  76102. 

No.  MC  128273  (Sub-No.  250TAi .  filed 
February  18.  1977.  AppUcant:  MID- 
WESTERN DISTRIBUTION.  INC.,  P.O. 
Box  189.  121  Humboldt  St..  Fort  Scott, 
Kans.  66701.  Applicant's  representative; 
Elden  Corgan  (same  address  as  appli- 
cant). Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregtilar  routes,  transporting ;  Stone  and 
stone  products,  from  Costilla  County. 
Colo.,  to  points  In  Arkansas,  Indiana, 
Illinois,  Iowa.  Kansas.  Louisiana  Michi- 
gan, Minnesota,  Missouri,  North  Dakota, 
Ohio,  South  Dakota,  Texas  and  Wiscon- 
sin, for  180  days.  Applicant  has  also  filed 
an  imderlying  E^TA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per: Colorado  Aggregate  Co..  Inc..  P.O. 
Box  106,  Mesita.  Colo.  81142.  Send  pro- 
tests to:  ME.  Taylor,  District  Supervi- 
sor, Interstate  Commerce  Commission, 
101  Lltwln  Bldg.,  110  N.  Market,  Wichita. 
Kans.     67202. 

No.  MC  133566  (Sub-No.  86TA),  fUed 
May  6.  1977.  Applicant:  GANGLOFF  & 
DOWNHAM  TRUCKING  CO..  INC.,  P.O. 
Box  479,  Logansport,  Ind.  46947.  Appli- 
cant's representative:  Charles  W.  Beln- 
hauer,  One  World  Trade  Center,  Suite 
1573.  New  York,  N.Y.  10048.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Foodstuffs,  in  vehicles 
equipped  with  mechanical  refrigeration 
(except  commodities  In  bulk),  from  the 
plantsite  and  storage  facilities  of  Stouf- 
fer  Poods  at  or  near  SoIoti.  Ohio,  to 
points  in  Connecticut.  Delaware.  Illi- 
nois, Indiana,  Iowa,  Kan-vtA,  Kentucky, 
Maine,  Maryland,  Massachusetts,  Michi- 
gan, Minnesota,  Missouri.  Nebraska,  New 
Hampshire.  New  Jersey.  New  YcK-k,  Penn- 
sylvania. Rhode  Island,  Texas,  Wiscon- 
sin. Vermont  and  the  District  of  Colum- 
bia, for  180  days.  Suwwrtlng  shipper: 
Stouffer  Poods,  5750  Harper  Road.  So- 
lon. Ohio  44139.  Send  protests  to:  J.  H. 
Gray.  District  Supervisor,  Bureau  of  Op- 
erations, Interstate  Commerce  Commls- 
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sion,  343  West  Wayne  St.,  Suite  113,  Port 
Wayne,  Ind.    46802. 

No.  MC  133566  (Sub-No.  87TA) ,  filed 
May  6,  1977.  Applicant  ;  GANGLOFF  & 
BOWNHAM  TRUCKENO  CO.,  INC.,  P.O. 

Box  479.  Logansport,  Ind.  46947.  Appli- 
cant's representative:  Charles  W.  Bein- 
hauer.  One  World  Trade  Center,  Suite 
1573.  New  York.  N.Y.  10048.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Foodstuffs,  in  vehicle 
equipped  with  mechanical  refrigeration 
(except  commodities  In  bulk.  In  tank 
vehicles! ,  from  the  plantsite  and  storage 
owned  and 'or  utilized  by  J.  H.  Filbert 
Inc.  In  Baltimore  City.  Anne  Arundel, 
Baltimore,  Howard,  and  Prince  Georges 
Counties,  Md.  to  points  In  Connecticut, 
Delaware,  Illinois,  Indiana,  Kentucky, 
Maine.  Maryland,  Massachusetts.  Michi- 
gan, Minnesota  Missouri,  New  Hamp- 
shire, New  Jersey,  New  York.  Ohio.  Penn- 
sylvania. Rhode  Island.  Vermont  Vir- 
ginia. West  Virginia  and  Wisconsin,  re- 
stricted to  traffic  originating  at  the  above 
named  plant^ltes  and  destined  to  points 
in  the  named  destinations  states,  for  180 
days.  Supporting  shipper;  J.  H.  TObert 
Inc.,  3701  Southwestern  Blvd..  Baltimore, 
Md.  21229.  Send  protests  to;  J.  H.  Gray, 
District  Supervisor.  Bureau  of  Opera- 
tions, Interstate  Commerce  Commis-slon, 
343  West  Wayne  St.,  Suite  113.  Fort 
Wayne,  Ind.  46802. 

No.  MC  133689  (Sub-No.  127TA>.  filed 
May  13.  1977.  Applicant:  OVERL-^iND 
EXPRESS.  INC..  719  First  St  S.W..  New 
Brighton.  Minn.  55112.  Applicant's  rep- 
resentative: Robert  P.  Sack,  P.O.  Box 
6010.  West  St  Paul.  Minn.  55118.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Cleaning,  washing 
and  scouring  compounds,  sodium  bicar- 
bonate, sodium  carbonate,  borax,  health 
and  beauty  aids,  and  sal  soda  (except 
commodities  In  bulk),  from  Syracuse. 
N.Y.  to  points  in  Iowa,  Kansas,  Minne- 
sota. Missouri.  Nebraska.  North  Dakota, 
South  Dakota,  nUnoLs.  Indiana  Michi- 
gan and  Wisconsin,  for  180  days.  Sup- 
porting shipper:  Church  &  Dwlght  Co., 
Inc..  P.O.  Box  369,  Piscataway,  N.J. 
08854.  Send  protests  to:  Marion  L. 
Cheney,  Transportation  Assistant.  Inter- 
state CcHnmerce  Commission,  Bureau  at 
Operations.  414  Federal  Bldg.  and  U.S. 
Court  House,  110  S.  4th  St.  Minneapolis. 
Minn.  55401. 

No.  MC  133741  (Sub-No.  21TAi.  filed 
May  12.  1977.  Applicant:  OSBORNE 
TRUCKING  CO..  INC..  1008  Sierra  Drive, 
Riverton.  Wyo.  82501.  Applicant's  repre- 
sentative; John  T.  Smith,  1600  Broad- 
way. 2310  Colorado  State  Bank  Bldg., 
Denver.  Colo.  80202.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing; Lumber  and  lumber  products,  from 
the  facilities  ultized  by  Louisiana-Pa- 
cific Corporation  in  the  Riverton.  Wyo. 
commercial  zone  to  points  in  Utah,  im- 
der  a  continuing  contract  <w  contracta 
Louisiana -Pacific  Corporation,  for  180 
days.  Applicant  has  also  filed  an  underly- 
ing ETA  seeking  up  to  90  days  of  operat- 


ing authority.  Supporting  shipper;  Loul- 
slana-Padflc  Corporation,  1300  S  W  5th 
Ave..  Portland.  Oreg-  97201.  Send  protests 
to;  EUstrict  Supervisor  Paul  A.  Naughton. 
Rm.  105  Federal  Bldg.  and  Courthouse, 
111  South  Wolcott  Casper,  Wyo.  82601. 

No.  MC  134387  (Sub-No.  48TAi.  filed 
May  16.  1977.  AppUcant:  BL.\CKBURN 
TRUCK  LINES.  INC.,  4998  Branjon  Ave.. 
South  Gate.  Calif.  90280.  Applicant's 
representative;  Lucy  Kennard  Bell.  606 
South  Olive,  Suite  825.  Los  Angeles,  Calif. 
90014.  .Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Empty 
glass  containers,  from  Alameda  and  Con- 
tra Costa  Counties,  Calif.,  to  points  in 
Washoe  County,  Nev.,  for  180  days.  Ai>- 
piicant  has  al.so  filed  an  underb'lng  ETA 
seeking  up  to  OO  days  of  operating  au- 
thority. Supporting  shipper:  Glass  Con- 
tainer Corporation,  David  Hlbbard. 
Western  Area  Traffic  Manager.  505  North 
Euclid  Street.  Anaheim,  Calif.  Send  pro- 
tests to;  Irene  Carlos.  Transportation 
Assistant,  Interstate  Commerce  Commis- 
sion. Bureau  of  Operations,  Rm.  1321 
Federal  Bldg..  300  North  Los  Angeles  St., 
Los  .Angeles,  Calif.  90012. 

No.  MC  134405  (Sub-No.  34TA) .  filed 
May  10,  1977.  Applicant;  BACON 
TRANSPORT  CO  .  PO  Box  1134.  .Ard- 
more.  Okla.  73401.  Applicant's  represent:- 
atlve;  Wilbum  L.  Williamson.  280  Na- 
tional Foundation  Life  Bldg..  3535  N.W. 
58th  Street.  Oklalioma  City,  Okla  73112. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting.-  Zero  pen  asphalt.  In 
bulk,  in  tank  vehicles,  from  Houston. 
Tex.,  to  El  Dorado,  Kans..  for  180  days. 
Supporting  sliippe-r'S' ;  Riffe  Petroleum 
Co.,  1700  Philtower  Bldg..  Tulsa  Okla. 
74103.  Send  protests  to:  District  Super- 
visor Joe  Green,  Rm.  240.  Old  Post  Office 
Bldg.,  215  Northwest  Third  St,  Okla- 
homa City,  Okla  73102. 

No.  MC  136407  (Sub-No.  15TA).  filed 
May  6.  1977  AppUcant:  COORS  TRANS- 
PORTATION COMP.ANY.  5101  York  St., 
Denver.  Colo.  80216.  .Applicant's  repre- 
sentative: LesUe  R.  Kehl,  Suite  1600 
Lincoln  Center  Bldg..  1660  Lincoln 
St.,  Denver,  Colo.  80264.  Authority 
sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irreg- 
ular routes,  transporting:  (1)  Malt 
beverages,  from  points  in  Jefferson 
Cotmty,  Colo,  to  points  in  Nebraska: 
and  (2)  equipment,  material!:,  and  sup- 
plies, 'except  commodities  in  bull:)  used 
and  dealt  in  by  breweries,  from  points 
in  Nebraska  to  Jefferson  County.  Colo., 
uiider  a  continuirig  contract  or  ctmtracts 
with  Adolph  Coors  Company,  for  180 
days.  Supporting  shipper;  Adolph  Coors 
Company.  Golden.  C::olo.  80401.  Send  pro- 
tests to;  Herbert  C.  Ruoff.  District  Super- 
visor, 721  19th  St.,  492  U.S.  Customs 
House,  Denver,  Colo.  80202. 

No  MC  138314  (Sub-4TA) .  filed  May 
10,  1977.  AppUcant;  SHARKEY  TRANS- 
PORTATION, INC,  P.O.  Box  546, 
Qtilncy,  HI.  62301.  Applicant's  represent- 
ative: Kenneth  P.  Dudley,  611  Church 
St,   P.O.  Box  279.  Ottumwa.  Iowa  52501. 


Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting  Malt  beverages,  in 
containert,  from  Milwaukee,  Wis.,  and 
Peoria.  lU.,  to  Jefferson  City,  Mo.,  under 
a  continuing  contract,  or  contracts,  with 
A.  H.  Jones  Distributing  Co.,  Inc..  for  180 
days  Applicant  has  also  filed  an  imder- 
lying ETTA  seeking  up  to  90  days  of  oper- 
ating authority  Supporting  shlpperis); 
Rita  Nier  Secretary  Treasurer.  A  H. 
Jones  Distributing  Co..  Inc..  1313  A  In- 
dustrial Drive.  Jefferson  City.  Mo  65101. 
Send  protests  to;  Harold  C.  Jolllff.  Dis- 
trict Supervisor,  Interstate  Commerce 
Commtssion.  PO.  Box  2418,  Springfield, 
m,  62705, 

No.  MC  141205  (Sub-No.  7TA).  filed 
.AprU  26.  1977  Applicant:  HUSKY  GEL 
TRANSPORTATION  COMPANY.  600 
South  Clierry  St..  Denver.  Colo.  80222. 
Applicant's  representative:  Karl  P. 
Anuta  (same  address  as  appUcant)  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Crude  oil,  in  bulk. 
In  tank  trucks,  from  oil  wells  l(x:ated  In 
Nye  County,  Nev.  to  FYedonia.  Ariz,  and 
within  ten  miles  thereof  under  a  con- 
tinuing contract  or  contracts  with  Husky 
on  Company,  for  180  days  Applicant  has 
also  filed  an  underlying  ETA  seeking  ul> 
to  90  days  of  operating  authority  Sup- 
porting shipper:  Husky  Oil  Company  600 
S.  Cherry  St.,  Denver,  Colo.  80222  Send 
Protests  to;  Herbert  C  Ruoff.  District 
Supervisor.  721  19th  St.,  Denver,  Colo. 
80202. 

No.  MC  143013  <  Sub- No.  ITA)  (cor- 
rection), filed  March  21.  1977.  published 
In  the  Federal  Rjecisteb  issue  of  .^.pril  20. 
1977.  republished  as  a  correction  this  is- 
sue. .Applicant:  ROGER  (THILTON.  do- 
ing business  as  CHILTON  TRUCKING 
(X)MPANY,  PO  Box  841.  Beaiunont 
Tex.  77704.  AppUcant's  representative: 
Jc*in  W.  Carlisle.  4100  Greenbrtar,  Suite 
215,  Houston,  Tex.  77098  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes. 
traiisportlng .  Engine  or  motor  parts  and 
eguipment  and  parts  thereof,  used  on 
ships  and  vessels;  tl)  between  Intercon- 
tinental Airport  Houston.  Tex  ;  Rio 
Grande  VaDey  Airport  Bn>w7isville, 
Tex  :  Con>us  Christl  International  Air- 
port. Corpus  (Jhrlsti.  Tex.;  Jefferson 
County  Airport.  Beaumont.  Tex.;  Scholea 
Field.  Galveston.  Tex.;  Gulfpcwa-Biloxl 
Mtmicipal  Airport,  Gulfjx>rt-Blloxi, 
Miss.;  GreenviUe  Municipal  .Anx>rt. 
Green \ilie.  Miss.;  RvEin  Airport  Baton 
Flouge,  Iji  ;  Moisant  Ainx>rt.  Metalrie, 
La.;  and  Lake  Charles  Murilci;>al  Air- 
port. Lake  Charles,  La.,  and  the  Gulf- 
ports  of  Houston  Na%-igat.ion  District, 
Bav'town-LaPoi-te.  (jalveston.  Corpus 
Christl.  Port  Lavaca,  Orange,  Bix>wns- 
vUie.  Port  Artliur.  Beaumont.  Freeport. 
Port  Neches  and  Texas  City.  Tex  :  Lake 
(Tharles.  Baton  Rouge  and  New  Orleans. 
La;  Gulf  port  Biloxl.  Pascagoula  and 
GreenviUe,  Miss. ,  aiid  ( 2 '  between  the 
Gulf  Ports  named  in  '1;  above;  i3i  be- 
tween the  foUowli^  seaports:  HousUxi 
Navigation  District  Barber's  Cut  Bay- 
town.  LaPorte,  Corpus  Christl.  Galves- 
ton, Port  Lavaca,  Orange,  Port  Arthur, 
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Brown^-nie.  Beaumont,  Freeport.  Port 
Nec-hcB  and  Texas  City,  Tex:  Lake 
rhaj-les.  Baton  Rouge  and  Ne^-  Orleans, 
La;  Gulf  port.  BUoxl.  Pasca«oula  and 
Greenville,  MKs  .  on  the  one  hand,  and, 
on  the  other;  (4)  The  foUo^ving  sea- 
ports. Mobile.  Ala.;  Perusacola,  Panama 
r;rv.  St.  Petersburg,  Tampa.  Ft.  Myers. 
Fr  Lauderdale.  Key  West,  Miami,  West 
i'.ilm  Beach.  Ft.  Pierce.  Daytona  Beach, 
St,  AugiLstine.  Fla.;  BrurLs\v1ch  aiid 
Savannali,  Ga  :  Charleston,  SC;  Wil- 
mington and  New  Bern,  N.C  ;  Norfolk, 
Hampton  and  Cape  Charlee,  Va.;  WU- 
mington.  Del.;  Atlantic  City.  N  J  ;  New 
York,  N.Y.;  Ne^^-  London,  Conn.;  New 
Bedford  and  Boston,  Mass  :  Portsmouth, 
N  H.;  and  Portland.  Maine 

i5i    Between   the   following   airports: 
Bates  Field,  MobUe,  Ala.;  Ferguson  Re- 
gional Airport.   Pensacola,  Fla.;    Clear- 
water Airport  and  Albert  Whltted  Air- 
port. St.  Petersburg.  Fla  :  Tampa  Inter- 
national Airport,  Peter  O.  Knoght  Air- 
port  and   Vandenberg   Airport.  Tampa, 
Fla.:  Page  Field,  Ft  Myers,  Fla.;  Execu- 
tive Airport  and  Hollywood  International 
Airport,  Ft.  Lauderdale.  Fla.;  Key  West 
International   Airport,   Key  West.   Fla.; 
Miami    International    Airport,    Miami. 
Fla  :  Palm  Beach  International  Airport, 
West  Palm  Beach,  Fla.;  Harry  W,  Nel- 
son  Airport.   Ft.   Pierce,   Fla.;    Daytona 
Beach  Regional  Airport.  Daytona  Beach. 
Fla.;    St.   Augustine  Municipal  Airport. 
St  Augu-stlne,  Fla. ;  Golden  Isles  Munlcl- 
Pixl  Airport  and  Malcolm  McKlnnon  Alr- 
!Ktrt.  Brunswick,  Ga. :  Savannah  Munic- 
ipal  Airport,   Savannah.   Ga.;    Charles- 
ton Municipal  Airport  and  Johns  Island 
Airport.  Charleston.  SC;  New  Hanover 
Coimty  Airport,  WUmlngton,  N.C;  Slm- 
mon-s  Nott  Airport,  New  Bern,  N.C:  Nor- 
folk International  Airport,  Norfolk,  Va.; 
Hampton  Municipal  Airport.  Hampton. 
Va  ;    Cape   Charles   Municipal   Airport, 
Cape  Charles,  Va.:  Greater  Wilmington 
Airport.  Wilmington.  Del.;  Atlantic  City 
Airport  Bader  Field  and  NAFEC  Airport, 
Atlantic  City.  N.J  ;  John  F  Kennedy  and 
La  Guardla  Airports,  New  York,  N.Y.; 
Trumbull  Airport,  New  London,  Water- 
ford    Municipal    Airport,    New   London. 
Conn.;    Theodore   Francis   Green    State 
Airport,  Providence,  RI  ;   New  Bedford 
Mimicipal  Airport,  New  Bedford.  Mass.; 
General  Edward  Lawrence  Airport  and 
Tagan    International    Airport,    Boston. 
Ma-ss  ;    Portsmouth    Municipal    .Mrport, 
Portsmouth.    NH.;     Portland    Interna- 
tional Jetport.  Portland.  Maine,  on  the 
one  hand,  and,  on  the  other,  the  seaports 
n.imed  In  i3i   and  <4i   above:   (6'   from 
freight   temiinaL';   located   at   or  In  the 
vicinity  of  the  .■seaportxS  named  In    •!) 
and  (4>   above,  to  ships  docked  at  sea- 
ports named  in  1 1  >  and  i4)  above,  and 
(7>  from  the  following  seaports. 

Houston  Navigation  District,  Barder's 
Cut.  Bay  town,  LaPorte.  Corpus  Chrlstl, 
Galveston.  Port  Neches,  Orange,  Port 
Arthur  Brown.svllle.  Beaumont,  Free- 
port,  Port  Lavaca  and  Texas  City,  Tex.; 
Lake  Charles,  Baton  Rouge  and  New 
Orleans  La  ;  Gulf  port.  Biloxi.  Pa.<;ca- 
goula  and  Greenville,  Miss.,  to  the  fol- 
lowing airports:  Intercontinental  Air- 
port. Hou.ston.  Tex.;  Gulfport-Blloxi  Mu- 
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nicipal  Airport.  Gulfport-Blloxl.  Miss.; 
Ryan  Airport  Baton  Rouge,  La.;  Green- 
ville Municipal  Airport.  Greenville, 
Miss.;  Rio  Grande  Valley  Airport, 
Brownsville.  Tex.;  Moisant  Airport, 
Metairle,  La.;  Corpus  Chrlstl  Interna- 
tional Airport,  Corpus  Chrlstl,  Tex.; 
Lake  Charles  Municipal  Airport,  Lake 
Charles,  La.;  Jefferson  County  Airport. 
Beaumont,  Tex.,  and  Scholes  Field,  Gal- 
veston, Tex.  Restrictions:  Transporta- 
tion is  restricted  to  pick-up  and  delivery 
service  at  the  airports  named  above  and 
at  port  facilities  at  or  near  the  Seaports 
named  above:  Transportation  is  re- 
stricted to  shipments  having  a  prior  or 
subsequent  movement  In  interstate  or 
foreign  commerce:  Trajisportation  Is  re- 
stricted to  shipments  moving  between 
Mississippi  and  Louisiana  under  United 
States  Customs,  for  180  days.  Applicant 
has  also  filed  an  underlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shippers):  There  are  ap- 
proximately 14  statements  of  support  at- 
tached to  the  application,  which  may  be 
examined  at  the  Interstate  Commerce 
Commission  In  Washington,  D.C,  or 
copies  thereof  which  may  be  examined 
at  the  field  office  named  below.  Send  pro- 
tests to:  John  Menslng,  District  Super- 
visor, Interstate  Commerce  Commission, 
515  Rusk,  Room  8610,  Houston,  Tex. 
77002.  The  purpose  of  this  republication 
Is  to  correct  the  territorial  description  in 
part  (6)  of  this  proceeding. 

No.  MC  143016  (Sub-No,  1TA>.  filed 
May  9,  1977.  Applicant:  FRED  R.  SALIS- 
BURY, doing  business  as  BIG  RED'S 
TRUCKING  &  EXCAVATING.  12601 
South  State  Street.  Draper.  Utah  84020. 
Applicant's  representative:  Anthony  M. 
Thurber.  211  East  300  South,  Suite  216. 
Salt  Lake  City,  Utah  84111.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
tran.sporting :  Bulk  coal,  from  C.  M.  C 
Mining  Cor{K)rations  mine  at  Cameo, 
Colo  to  the  Navajo  Generating  Station 
In  Page.  Ariz.,  for  180  days.  SUPPORT- 
ING SHIPPER:  C.  M.  C.  Mining  Cor- 
poration, P.O.  Box  W,  Palisade,  Colo. 
81526.  Charles  L.Sllengo.  Send  protests 
to:  District  Supervisor  Lyle  D.  HeKer. 
Interstate  Commerce  Commission,  Bu- 
reau of  Operations.  5301  Federal  Bldg., 
125  South  State  St.,  Salt  Lake  City,  Utah 
84138 

No.  MC  143083  (Sub-No.  2TA) .  filed 
May  16.  1977.  Applicant:  C  T.  S.  LINES, 
INC..  602  Airport  Road,  Greenville,  S.C 
29615.  Applicant's  representative:  Mar- 
tin J.  Leavitt,  22375  Haggerty  Road, 
Northvllle.  Mich  48167  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Dry  animal  and  poultry  feeds,  min- 
eral mixtures,  tonics.  m,edicines.  insecti- 
cides, pesticides,  feeders  and  equipment 
and  advertising  matter  arid  premiums  re- 
lated to  such  comm^Miities.  except  the 
transportation  of  Liquid  commodities  in 
bulk,  from  the  plantsite  and  warehoxise 
facilities  of  the  Moorman  Manufactur- 
ing Company  at  or  near  Qulncy,  111,  to 
points  In  South  Carolina,  Georgia  and 
Florida,  under  a  continuing  contract  or 


contracts  with  Moorman  Manufactur- 
ing Company,  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper :  Moorman  Manufactur- 
ing Company,  1000  North  30th  St.,  Quin- 
cy,  m.  62301.  Send  protests  to:  E.  E, 
Strotheid,  District  Supervisor,  Interstate 
Commerce  Commission.  1400  Pickens  St., 
Columbia,  SC. 

No.  MC  1431 15TA.  filed  May  5.  1977. 
Applicant:  LYLE  O.  LOWE,  doing  busi- 
ness as  LYLE  O  LOWE  TRUCKING, 
10905  N.  E.  58th  Ave.,  Vancouver,  Wash. 
98665.  Applicant's  representative:  Lyle  O. 
Lowe  (same  address  as  applicant) .  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Uncrated  new  fur- 
niture, restricted  to  traflBc  moving  in 
shipper  owned  trailers,  from  Vancouver, 
Wash.,  on  the  one  hand  to  points  In  Ore- 
gon, California,  Idaho,  Montana,  Wyo- 
ming, Utah.  Colorado,  also  Port  of  entry 
near  Blaine,  Washington,  for  traffic  des- 
tined to  points  in  British  Columbia,  un- 
der a  continuing  contract  or  contracts 
with  Allied  Upholstery  Mfg.,  Inc.,  for 
180  days.  Supporting  shipper:  Allied  Up- 
holstery Mfg.,  Inc.,  18626  8.  Reyes  Ave., 
Compton,  Calif  90221,  Send  protests  to: 
R.  V.  Dubay.  District  Superisor.  Bureau 
of  Operations,  Interstate  Commerce 
Commission.  114  Pioneer  Courthou.se. 
Portland,  Oreg.  97204. 

No.  MC  143221TA.  filed  May  4,  1977. 
Applicant:  E.  W.  FEDDERLY.  544  Ave- 
nue B.  Redondo  Beach,  Calif.  Appli- 
cant's representative:  William  David- 
son, 2455  E.  27th  Street.  Vernon,  Calif. 
90058.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Sash. 
aluminum  bar,  glazed  and  unglazed; 
doors,  aluminum  bar,  glazed;  window 
and  wall  sections,  steel,  aluminum  and 
glass,  separate  or  combined;  and  parts, 
fittings  and  hardware,  also  return  move- 
ments of  steel,  glass,  chemicals,  paint. 
aluminum,  and  aluminum  extrtcsions. 
between  Seattle  and  points  within  a  25- 
mlle  radius  thereof,  on  the  one  hand, 
and.  on  the  other,  construction  sites  In 
Nevada.  Oregon,  Colorado.  Utah,  Wyo- 
ming, Idaho.  Arizona.  California.  New 
Mexico,  and  Montana,  with  a  return 
movement  of  raw  aluminum,  aluminum 
extrusion,  steel,  paint,  glass  and  chemi- 
cals, between  points  in  Nevada,  Oregon. 
Colorado.  Wyoming,  Idaho,  Arizona. 
California.  New  Mexico,  and  Montana, 
for  180  days.  Supporting  shipper:  Fen- 
tron  Industries,  Inc..  2801  N.W.  Market 
St.,  Seattle,  Wash.  98107.  Send  protest.'; 
to:  Irene  Carlos,  Transportation  Assist- 
ant, Interstate  Commerce  Commission, 
Rm.  1321  Federal  Bldg..  300  North  Los 
Angeles  St..  Los  Angeles,  Calif.  90012. 

No.  MC  143223TA,  fUed  May  4.  1977. 
Applicant:  CARL  CRAWFORD,  doing 
business  as.  CARL  MOBILE  HOMES, 
North  Road,  Houlton.  Maine  04730.  Ap- 
plicant's representative:  Howard  H. 
Dana.  Jr..  Two  Canal  Plaza,  Portland. 
Maine  04112.  Authority  sought  to  oper- 
ate  as  a  contract  carrier,  by  motor  ve- 
hicle, over  Irregular  routes,   transport- 
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Ing:  Mobile  and  modular  homes,  from 
Pine  Grove,  Pa.  to  Brewer,  Houlton, 
Newport  and  Calais,  Maine,  restricted 
to  transportation  F>erformed  under  con- 
tinuing contract  or  contracts  with  New- 
port Homes,  Pine  Grove,  Pa.,  for  180 
days.  Supporting  sliipper:  Newport 
«  Homes,  Rt.  443,  Pine  Grove,  Pa.  Send 
protests  to:  Donald  G.  Weiler,  District 
Supervisor,  Bureau  of  Operations,  Inter- 
state Commerce  Commission,  Rm.  307, 
76  Pearl  St.,  Portlajid,  Maine  04111. 

No.  MC  143224  (Sub-No.  ITA'.  filed 
Mav  5,  1977.  Apphcant:  LAPREY'ROUSE 
GRAIN  CORPORATION  OF  MISSIS- 
SIPPI, P.O.  Box  41,  Lucedale,  Miss. 
39452.  Applicant's  representative:  Fred 
W.  Johnson.  Jr..  1500  Deposit  Guaranty 
Plaza,  P.O.  Box  22628,  Jackson,  Miss. 
39205.  Authority  .^ought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Fertilizer, 
bagged  and  in  bulk,  <  1  >  from  the  facih- 
ties  of  Kerr-McGee  Chemical  Corpora- 
tion at  Cottondale  and  Pensacola,  Pla- 
to points  in  Mississippi;  and  (2)  from 
the  facilities  of  Kerr-McGee  Chemical 
Corporation  at  Franklingtom,  La.,  to 
points  in  Mississippi,  under  a  continuing 
contract  or  contracts  with  Kerr-McC><?e 
Chemical  Corporation,  for  180  days. 
Supporting  shiftier:  Kerr-McGee 
Chemical  Corporation,  P.O.  Box  25861. 
Oklahoma  City.  Okla.  73125.  Send  pro- 
tests to:  Alan  C.  Tarrant  District  Super- 
visor. Interstate  Commerce  Commission, 
Rm.  212,  145  East  Amite  Bldg..  Jackson. 
Miss.  39201. 

No.  MC  143226TA,  filed  May  5,  1977. 
Applicant:  LOON  AIR  CAR(30 
LIMITED,  763  Lajoie  Avenue.  Dorval. 
Quebec,  Canada  H9P  1G7.  Applicant's 
representative:  EMeter  Wende,  406 
Crepeau  Ave,  St.  Laurent  Quebec.  Can- 
ada H4N  1N3.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Machinery  parts,  bits,  sawblades,  abra- 
sives, die  castings,  aircraft  paris.  radio 
transmitting  equipment,  diesel  engine 
parts,  computer  and  typewriter  parts, 
electronic  parts  and  small  machinerg, 
television  broadcast  equipment,  elec- 
trical apparatus,  communications  equip- 
ment and  parts,  limited  to  maximum 
weight  of  350  pounds  per  piece,  re- 
stricted to  shipments  having  a  prior  or 
subsequent  movement  by  air,  for  180 
days.  Supporting  shlpperfS)  :  There  are 
approximately  7  statements  of  support 


attached  to  the  application  which  may 
be  examined  at  the  Interstate  Oommerce 
Commisslcxi    in    Washington,    D.C,    or 

copies  thereof  which  may  be  examiJied  at 
the  field  office  named  below.  Send  pro- 
tests to:  District  Supervisor  Da^ld  A. 
De.'ners,  Interstate  Commerce  Commis- 
sion, P.O.  Box  548.  87  State  St,  Mont- 
pelier,  Vt  05602. 

No.  MC  143232TA,  filed  May  6.  1977. 
AppUcant:  DIAL  TRANSFER.  INC..  834 
S.W.  13th  Avenue.  Miami.  Fl.  33135. 
Applicant's  representative:  John  P. 
Bond.  2766  Douglas  Road.  Miami,  Fl. 
33133.  Autiionty  sought  to  operate  as  a 
common  carrier,  by  motor  veliicle,  over 
irregular  routes,  transporting:  General 
commodities  (except  articles  which  be- 
cause of  size  or  weight  require  special 
handling  and  special  equipment:  Class 
A  and  B  explosives :  comviodities  requir- 
ing refrigeration;  Jiousehold  goods;  live- 
stock; commodities  in  bulk,  motor  ve- 
hicles and  cement ' .  between  all  points 
in  Dade  County,  lying  East  of  State 
Pvoad  27,  South  of  State  Road  826,  North 
of  State  Road  94  and  West  of  the  At- 
lantic Ocean,  all  shipments  having  a 
prior  or  subsequent  movement  by  water, 
for  180  days.  Supportmg  shippers:  Atlas 
International.  2406  N.W.  72nd  Ave., 
Miami  FL  33122;  Exparts.  Inc.,  7805 
S.W.  24th  St..  Suite  121,  Miami  Fl. 
33155;  Rapid  Export  tt  Import  Corp., 
3296  N.W.  36th  St.,  Miami  PI.  33142:  J. 
Perez  Packers,  Inc..  Bldg.  2140,  ML\D, 
Door  S-12,  Miami,  Fl.:  Miramar  Inter- 
national Electric  Supply  Co.,  7033  N.W. 
36th  Ave.,  Miami.  Fl.  33147.  Send  pro- 
tests to:  Donna  M.  Jones,  Transporta- 
tion Assistant,  Inter^-tate  Commerce 
Commission,  BOp,  Monterey  Building. 
Suite  101,  8410  N.W,  53rd  Terrace,  Miami, 
Fl.  33166. 

No.  MC  143233TA.  filed  May  5,  1977.. 
Applicant:  DENNY  TRANSPORT,  ENC, 
3435  Industrial  Parkway,  JeSersonvllle, 
Ind.  47130.  Applicant's  representative: 
Donald  W.  Smith.  Suite  2465 -One  Indi- 
ana Square.  Indianapolis,  Ind.  46204. 
Authority  sought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Prepared 
foodstuffs  (except  In  bulk'  In  vehicles 
equipped  with  mechanical  refrlgeratlCMi 
from  the  plantsite  and  warehouse  facili- 
ties of  the  PUlsbury  Company  at  New 
Albany,  Ind,  to  points  in  Nortli  Carolina, 
South  Carolina,  Michigan.  Ohio,  Ten- 
nessee,  Kentucky,   West   Virginia,   and 


Virginia,  restricted  to  services  to  be  per- 
formed under  a  continuing  contract  or 
contracts  with  the  PUlsbury  Company. 
for  180  days.  Supporting  shipper:  The 
Pillsbury  Company.  608  Second  Ave. 
South,  Minneapolis,  Minn.  55402.  Send 
protects  to:  William  S.  Ennis.  Inter- 
state Commerce  Commission,  Federal 
Bldg.  and  U.S  Courtliouse.  46  East  Ohio 
St.,  Rm.  429.  Indianapolis,  Ind.  46204- 

No.  MC  143264  (Sub-No.  1TA>.  fUed 
April  25.  1977.  Applicant:  DAIRY  LE.\S- 
ING  SERVICE.  INC  .  803  Herring  Ave.. 
Wilson.  N  C.  27893  Apphcaxifs  repre- 
sentative: Thomas  N.  WUless.  1000  Six- 
teenth St.  N.W.,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  cort- 
tr act-carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Ice  cream 
arui  ice  cream  novelties,  from  Wilson  and 
HamJet  N.C.  to  Hyatts\llle.  Md  .  under 
a  continuing  contract  or  contracts  with 
Coastal  Dairies,  Inc.,  for  180  days.  Ai>- 
plicant  has  also  filed  and  underh-ing 
ET.A.  seeldng  up  to  90  days  of  operating 
authority.  Supporting  shipper:  Coastal 
Dairies,  Inc  .  400  S  Douglas  St..  Wilson, 
N.C.  27893.  Send  protests  to:  .Archie  W. 
.\ndrcws.  Di-Jtrict  Super\'isor.  Bureau  of 
Operations,  P  O.  Box  26896.  Raleigh,  N.C. 
27611. 

W.ATER  Application 

.No  W  1316T.\  (correction* .  By  order 
entered  May  10,  1977  the  Motor  Carrier 
Board  granted  .American  Exix>rt  Ltnea. 
Inc  .  17  Battery  Place.  New  York.  NY. 
10004,  180-da>'s  temporary  authority  to 
engage  in  the  business  of  transportatlf^i 
by  water  vessel.  In  interstate  commerce, 
by  self  propelled  Break  bulk  vessels  of 
internal  reactor  components  and  acces- 
sories, from  Portsmouth.  N.H.,  via  th« 
Panama  Canal,  to  Long  Beach.  Calif., 
under  a  continuing  contract  with  Com- 
bustion Engineering.  Inc.  A.  E.  Leo,  17 
Battery  Place.  New  York.  NY.  10OO4 
representative  for  applicant.  Any  Inter- 
ested person  may  file  a  petition  for  re- 
consideration witiiin  20  daj-s  of  the  data 
of  this  publication.  Within  20  days  after 
the  filing  of  such  petition  with  the  Com- 
mission, any  interested  person  may  file 
and  serve  a  reply  thereto.  The  purpose  of 
this  republication  Is  to  Indicate  the  type 
vesseL 

Bj-  the  Commission. 

Robert  L.  Oswald, 

Secretarp. 

iniDoc.  77   15649   FUed  6-1-77    8  46  %m] 
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AGENCY    HOLDING   THE    MEETING: 
Civil  Aeronautics  Board 

TIME  AND  DATE    10  am..  June  2.  1977. 

PLACE:  Room  1027,  1825  Connecticut 
Avenue  NW.  Washington.  D.C.  20428. 

SUBJECT  1  Docket  29139,  EDR^296. 
Reexamination  of  the  Board's  Pohcies 
Concerning  Deliberate  Overbooking  and 
OversiUes;  2  Laker  Airways  Limited 
(Skytralni,  Docket  25427.  Application 
for  a  Scheduled  Foreign  Air  Carrier 
Permit  and  Docket  25457.  Application 
Outstandmg  Charter  Foreign  Air  Car- 
rier Permit. 

STATUS:  It«m  I— Open:  Item  2— 
Closed. 

PERSON  TO  CONTACT: 

PhylLLs  T.  Kaylor.  the  Secretar>',  i202- 
673-5068). 

SLTPLEMENT-ARY  IN'FORMATION: 
The  following  Members  have  voted  that 
the  discussion  of  Item  2  will  be  closed 
to  public  observation:  Acting  Chairman 
Lee  R.  West,  Member  G.  Joseph  Mlnettl, 
Member  R.  Tenney  Johnson.  Vice  Chair- 
man O'Mella  was  not  here 

Explanation  of  toe  Closing  of  Item  2 

This  case  concenis  a  foreign  air  car- 
rier permit  apphcatlon  which  involves 
the  construction  and  application  erf  vari- 
ous provisions  of  the  U.S.-U.K.  Air 
Transport  Services  Agreement.  Negoti- 
ations are  currently  pending  for  renego- 
tiation of  that  Ageement  which,  as  a 
result  of  the  U-K.  denunciation,  will  ex- 
pire on  June  21,  1977. 

We  have  been  advised  by  the  Depart- 
ment of  State  that,  since  discussion  of 
the  application  is  almost  certain  to  in- 
clude foreign  relations  matters  which 
are  directly  related  to  the  UJ3.-U.K.  avi- 
ation negotiations,  a  public  meeting  could 
adversely  affect  U.S.  Interests  in  those 
negotiatlona  (see  attached  letters.  The 
Board  believes  that  disclosure  of  Its 
Tl«wi  on  the  critical  aspects  of  foreign 
p<*cy  tavolved  to  the  case  would  be  in- 


consistent with  the  provisions  of  section 
801  of  the  Federal  Aviation  Act  which 
provides  for  transmission  of  the  Board's 
decisions  on  permits  and  certificates  to 
the  President  before  publication.  Addi- 
tionally, the  premature  public  disclosure 
of  the  Board's  views  on  the  interpretation 
of  the  Agreement  and  its  relationship  to 
this  matter  could  seriously  jeopardize 
the  negotiations,  and  the  implementa- 
tion of  the  Board  s  decision  In  the  case. 
Accordingly,  the  Board  finds  that  pub- 
lic observation  of  Its  discussion  of  Item 
2  would  be  likely  to  disclose  matters  that 
are  specifically  exempted  from  disclo- 
sure by  a  statute  wiilch  refers  to  par- 
ticular types  of  matters  to  be  withheld 
and  would  be  likely  to  significantly  frus- 
trate the  implementation  of  proposed 
agency  action  within  the  meaning  of  the 
exemptions  provided  under  5  XJ£.C.  552b 
ici  (3»iBi  and  i9iiB)  respectively  and 
14  CFR  310b. 5  (3MB)  and  (9)  (B)  re- 
spectively and  that  the  discussion  of 
Item  2  will  be  closed. 

Persons  Expected  to  Attend  Item  2 

BOARD    KEMBE31S 

Acting  Chairman  Lee  R.  West.  Member  Q. 
Joseph  Mlnettl,  Member  R.  Tenney  John- 
son 

ASSISTANTS   TO    BOARD    MEMBERS 

Mr  John  Golden,  Mr.  Ellae  C.  Rodrlquez. 
Mr  Frederic  D  Houghtellne.  Mr.  Robert  B. 
Cx;>hn.  Mr  John  R  Hancock.  Mr.  Charles  B. 
Ra!n?.  Mr   James  L   Casey. 

OFFICE    OF    THE    MANAGING    DIRECTOR 

Dr    Norma  Maln«  Loeser. 

OFFICE    OF    THE    GENERAL    COtJNSEL 

Mr  James  Schultz,  Mr.  Peter  Schwarzko|rf. 

BUHEAtr    OF    INTHINATIONAL    ATTAISS 

Mr  Donald  Litton,  Ms.  Mary  Pett,  Mr  Jo- 
seph Chesen. 

OFFICE    or    THB    SECRETABT 

Mrs  Phyllis  T  Kaylor,  Mrs  Deborah  A 
Lee 


for  a  permit  for  London-New  York  scheduled 
service. 

If,  for  reasons  of  CAB  procedure,  a  Board 
meeting  to  consider  the  application  Is  neces- 
sary, the  State  Department  requests  that  the 
meeting  be  held  In  closed  session.  The  rea- 
son for  our  request  la  that  the  discussion  of 
the  appUcatlon  is  almost  certain  to  include 
foreign  relations  matters  which  are  directly 
related  to  the  US -UK  aviation  negotiation;; 
and  which.  If  they  became  public,  could  ad- 
versely affect  U.S.  Interests  In  those  negotia- 
tions. 

Sincerely  yours, 

Joel  W.  Billkr. 
Deputy      Assistant      Secretary      for 
Transportation,      Telecommunica- 
tions, and  Commercial  Affairs. 

IS-532-77  Piled  6-27-r7;3:59  pm] 


Aiderson  Reporting  Oomp«uiy,  Ms.  Boee 
BaslUko 

General  Counsel  Certification 

I  certify  that  the  discussion  of  Item 
2  may  be  closed  to  the  public  under  5 
UJ3.C.  552b'c)  (3>(Bi,  and  (9)(B),  and 
14  CFR  310b. 5  i3'  (B^  and  (9'>B. 

James  C.  Schttltz, 
General  Counsel. 
May  26    1977. 

DC.WJTMKNT   OF   STATK, 

Washington.  D.C  ,  May  28.  1977. 

The  Honorable  Lee  Wist. 

Artiru]    Chairman     CitHl    Aeronautic*   Board, 
Washington.  DC 

Dear  Mr  Chairman  :  I  am  writing  In  refer- 
ence to  the  application  of  Li^er  Airways  Ltd. 


AGENCY  HOLDING  THE  MEETING: 
Commodity  Futures  Trading  Commis- 
sion. 

TIME  AND  DATE:  10  a.m.,  June  2,  1977. 

PLACE:  2033  K  Street,  NW.,  Washing- 
ton, D.C,  5th  Roor  Hearing  Room. 

STATUS:  Closed. 

MATTERS  TO  BE  CONSIDERED;  En- 
forcement matters. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Jane  Stuckey,  The  Secretariat,   254- 
6314. 

IS-540-77  Piled  5-31-77,10:49  ami 


AGENCY  HOLDING  THE  MEETING: 
Commodity  Futures  Trading  Commis- 
sion. 

"FEDERAL  REGISTER  "  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:  S-511- 
77,  42  FR  27713.  May  31,  1977. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING:  10  a.m.. 
May  31,  1977. 

CHANGES  IN  MEETING:  Delete  the  fol- 
lowing item  from  the  Agenda: 

Maintenance   of   Minimum   Plnanclal   Re- 
quirements by  PCars/Early  Warning  System 

[S-&27-77  PUed  6-27-77; 3  :»3  pm] 


AGENCY   HOLDING   THE  MEETING: 

Consumer  Product  Safety  Commission. 

TIME  AND  DATE  OP  MEETING:  9:30 
a.m.  and  2  p.m.,  June  9, 1977. 

LOCATION:  3rd  Floor  Hearing  Room, 
1111   18th  St  NW^  Woshlnffton.  D.a 
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STATUS;  Open. 

M.'^TTERS  TO  BE  CONSIDERED: 

9:30  a.m.:  Possible  Substantial  Prod- 
uct Hazard:  AMF  Volt  scuba  regulator. 
ID  77-22  The  staff  has  recommended 
that  the  CommLssion  close  this  ca-se  in- 
volving possibly  defective  scuba  slit  reg- 
ulators, based  on  a  staff  determination 
that  the  defect  poses  less 'than  a  substan- 
tial product  hazard. 

Evaluation  of  Case  .Authority  Delega- 
tion; and  Flammable  Fabrics  Act  Case 
.Authority  for  Delegation  on  Mattresses 
and  Carpets — Proposed  Mattress  Com- 
pliance Program.  A  briefing  by  staff. 

2  p.m.:  Asbestos.  A  staff  briefing  on 
follow-up  action  to  the  Commission's 
April  28,  1977,  decision  to  ban  certain 
consimier  pi-oducts  containing  asbestos. 

(CONTACT  PERSON  FOR  ADDITIGNAL 
INFORMATION : 

Sheldon  D.  Butts.  A.'^sistant  Secretary, 
Office  of  the  Secretarj".  Suite  300,  1111 
18th  St.  NW.,  Washington,  DC.  20207, 
telephone  202-634-7700. 

[S-538-77  Filed  5-31-77:9:58  am] 


.AGENCY   HOLDING   THE    MEETING: 
Consumer  Product  Safety  Commission. 

TIME  AND  DATE  OF  MEETING:  9:30 
a.m.,  June  8.  1977. 

LOCATION:    3rd  Floor  Hearing  Room, 
1111    18th    St.    NW..    Washington.    D.C. 

STATUS:  Open. 

TvL^TTERS  TO  BE  DISCUSSED: 

Revised  Rules  for  Substantial  Product 
Hazard.^:  sections  15  and  16 ib)  of  the 
Consumer  Product  Safety  Act.  A  staff 
briefing  on  the  "substantial  product  haz- 
ard" section  of  the  CPSA  i  section  L5) 
and  reporting  requirements  under  sec- 
tion 16<b) . 

CONTACT  PERSON  FOR  .\DDITIONAL 

mPORMATION : 

Shelton  D.  Butts.  Assistant  Secretary, 
Office  of  the  Secretary,  Suite  300.  1111 
18th  St.  NW.,  Washingt<Ki,  DC.  20207, 
telephone  202-634-7700. 

lS-537-77  Piled  5-31-77:9  58  am] 


.\GENCY    HOLDING    MEETING:    Fed- 
eral Power  Commission. 

The  followang  notice  of  meeting  is 
published  pursuant  to  Section  3(a»  of 
the  Government  in  the  Sunshine  Act 
'Pub.  L  No.  94-409) ,  5  U.S.C.  552B. 

TIME  .AND  DATE:  2  pjn.,  June  1,  1977. 

PLACE:  825  North  Capitol  Street. 

STATUS;  Open. 

MATTERS     TO     BE      CONSIDERED: 

<  .A.genda ' . 

NoTX. — ^Items  listed  en  tihe  ageDd*  may  b* 
deleted  without  further  noUoe. 

CONTACT  PERSON   FOR   MORE    IN- 
FORMATION: 


Kenneth    F.    Plumb.    Secretary,    tele- 
phone 202-275-4166. 

This  is  a  list  of  the  matters  to  be 
considered  by  the  Commission.  It  does 
not  include  a  listing  of  all  person.';  rel- 
evant to  the  items  on  tlie  agenda.  How- 
ever, all  public  documents  may  be  ex- 
amined in  the  Office  of  Public  Informa- 
tion, Room  1000. 

Power  Agenda.  7626th  Meeting.  JtrwB  1.  1977. 
RECvruiR  Meeting,  Part  I    (3  p.m.) 

P_l — Docket  No.  E-7795,  Philadelphia 
Electric  Company. 

P-2.— Docket  No.  ER77-277,  ER77-102, 
Pennsylvania  Power  Company. 

P-3.— Docket  No.  ER77-356,  Florida  Power 
&  Gas  Company. 

P-1.— Docket  No.  ER77-354.  Missouri  Utili- 
ties Company. 

P-5.— Docket  No.  E-9563,  U.S.  Department 
of  the  Interior,  BonnevUl*  Power  Admlnla- 
tratlon. 

P-6.— Docket  No  ER76  739,  Kentucky-LQ- 
dlana  Power  Pool  .Agreement. 

P-7. — Docket  No,  E-7871,  Blandln  Paper 
Company,  et  al 

P-8. — I>ocket  No  ES77-34,  Iowa  Power  and 
Light  Company. 

P-9. — Project  No.  2677.  City  of  Kaukauna 
( Wisconsin ) , 

Miscellaneous  .Agenda.  7fi26TH  Mefttnc. 
June     1,     1977,     Regoxjir    Meeting,    Pabt    I 

M-1 — Reserved 

M-2. — Reserved- 

M-3A — I3ocket  No.  RAr76-15,  regulation  of 
small  producers. 

M-3B— FPC  Gi\s  Rate  Schedule  Nos.  5^. 
555,  556.  557.  559  and  560.  Phillips  Petroleum 
Coir.fmny.  FPC  Gas  Rate  Schedule  Nos.  537. 
538,  639,  561.  662,  5c7,  569,  572.  576  and  577, 
Sun  Oil  Company. 

M^.— Docket    No.     ,     Infill     wells 

drilled  pursuant  to  New  Mexico  OU  Con-ser- 
vatlon  C-ommlss!on  Order  No.  R-1670-T. 

M-5— Docket  No    RM77- revisions  to 

uniform  systems  of  accounts  for  natural  gaa 
companies  to  provide  accxjunts  f.or  base  load 
UquLfled  natural  gas  terminalln^  and  proc- 
e.ssmg  facilities. 

Qas  .Agent>4,  7626rH  Meeting,  Jttne   1,   1977. 
Regclai  Meeting.  Pajit  I 

G -I— Docket  No.  RP75- 19  Texas  Gaa 
Transmission  Corporation. 

G-2 — ^Dockpt  No.  RP76-38,  Arizona  Elec- 
tric Power  Cooperative,  Inc.  and  the  city  of 
WlUcox,  .\r1zona  v.  El  Paso  Natural  Gaa 
Company. 

0-3 —Docket  Noo  RP71-2e.  et  al.  (Phase 
rni.  RP75-69.  RP75-71.  United  Craa  Pip* 
Line  Company 

G-4-Belco  Petroleum  Corporation.  FPC 
Gas  Rate  .Schedule  Nos  1,  2.  3.  5.  6.  7.  12.  and 
17. 

G-5— Exxon  Corporation.  FPC  Gas  Rata 
Schedule  Noo  477  and  604.  Louisiana  Ij«xm1 
and  Exploration  Oomp>any.  FPC  Gas  Rate 
Schedule  Nos.  7  and  10. 

0-6— Docket  No.  R-389-B.  Placid  OD 
Companv.  et  al. 

0-7.  — Docket  No  RI77-1,  United  Special- 
ties Company. 

G-8— Docket  No  CI74-319.  James  M.  Por- 
gotson.   Operator   for  Oulf  Coast  Venture. 

G-9 — Docket  No.  CI77-298,  Tenneco  Inc., 
Amoco  Production  Ooompany.  et  al. 

G-10. — Docket  No.  cr76-743,  Ladd  Petro- 
leum Corporatlan. 

G-11  A— Docket  No  CPTT-SIS.  Texas  East- 
em  Transmission  Oorporation. 

O-llB— Docket  No.  RP77-95.  Texas  East- 
em  Transmission  Corporatloo.. 

a-13.— Docket  Ifo.  CF74-S14.  XI  Pmmy  N*t- 
ural    Gas    Company.    Docket   No.    CP74-S2T, 


Northwest  Pipeline  Corporation.  Docket  No. 
,  Sun  OU  Co  .  et  al. 

Q-IS.— Etocket  Nos.  CP7 5-131  and  CP76- 
129.  Mountain  Fuel  Supply  Corporation.  Doc- 
ket No.  CP76  94,  Phillips  Petroleum  Com- 
panv. 

Q-14 — Docket  No.  CP76-500,  Cities  Senrtce 
Gas  Company. 

G- 15— Docket  No.  CP76-399.  Southwest 
Gas  Corporation,  applicant.  Northwest  Pipe- 
line Corporation,  respondeat. 

G-16. — Docket  No  CP76-170,  Mls&Lisippl 
River  Transmission  Corporation. 

Power  Agentja,  7620th  Meeting.  June  1,  1977, 
Regctab  Meeting,  Paet  II 

CP-1.— Docket  No.  ER77-343,  Rochester 
Gas  &  Eectrtc  Corporation. 

CP-2 — Docket  No.  ER77-360,  Boston  Bdl- 
son  ComptLny. 

CP-3. — Docket  No.  E-7453,  lowa-DllnoU 
Gaa  and  Electric  Company. 

CP-4. — Docket  No.  ES77-30,  Oulf  State* 
Utilities  CoimF>anv. 

CP-5 — Docket  No.  IBS77-S5,  Coemnunlty 
Public  Service  Cooxpany. 

CT-6  —Project  No.  2529.  Centrai  Main* 
Power  Company. 

CP-7— Project  No.  619,  Pacific  Gas  and 
Hectrlc  Companv. 

CP  8— (A)  Docket  No  ERT?  264,  Detroit 
Edison  Company  iB)  Project  No  2580.  Con- 
sumers Power  Compyany. 

Miscellaneods  Agenda,  7626th  Meeting, 
JvNE  I,  1977,  REcrL.\E  Meeting,  Pabt  n 

CM-1 — Electric  Power  Supply  and  De- 
mand for  1977-1986. 

CM-2. — Commission  minute*. 

Gas  .Agenda.  7626th  Meeting,  June  1.   1977. 
Regulae  Meeting.  Past  II 

OG-1— Docket  No.  RP77-58,  Mid  Lo<ulslan» 
Gas  Comi»ny. 

CG  2  — Docket  No  RP73-77  i  PGA  No  77- 
6).  .'Mabame-Tennessee  Natural  Gaa  Oom- 
I>any, 

CQ-3. — Docket  No  RP77-3fl,  Consolidated 
Gas  Supply  Corj>oration. 

CO^  —Docket  Noe  CI72  440,  et  al  .  Amooo 
Production  Con\p>any.  etal. 

CO-5— Docket  No  CI77-288.  PennaoO 
I.ouislarm  and  Texas  Offshore,  Inc.  Docket 
No  CI77  337.  Uiuon  Texas  Petroleum,  a  divi- 
sion of  Allied  Chemical  Oorporation.  Docket 
No   CI77-345.  A.'noco  Production  Oocnpany 

CG-6  —Docket  No.  CI77-332,  El  Ran  Inc. 

CG  7  —Docket  No  cn4-56«.  Amoco  Pro- 
duction Company 

CG  8  -Docket  No  CP76-241.  TransconU- 
nent^U  Gas  Pipe  Line  Corporation  Docket 
No  CP77~156.  Natural  Gas  Pipeline  Company 
of  America. 

CG-9  — Do- ket  No  CP77^3,  Transconti- 
nental Gas  Pipe  Line  Oi>rTX}raUon 

CO-10  —Docket  No.  CP76-5I4.  Transcontt- 
nental  Gas  inpe  Line  CorpK>ratlon  Docket  Noi. 
CP76-529.  United  Gaa  Pipe  Line  Company 

CO-11  —Docket  No  CP77-317,  United  Oa« 
Pipe  Line  Company. 

CG-12  —Docket  No.  CP77-227.  Sea  Robin 
PlpeMne  Company 

CG-13— Docket  No.  CP77-310,  Michigan 
Wisconsin  Pipe  Line  Company  United  Gaa 
Fnpe  Line  Comp>any. 

CO-14  —Docket  No  CP77-174.  Mid  Louisi- 
ana Gas  Company  Docket  No.  CP77-ai4, 
Ejanaas- Nebraska  Natural  Gas  Oonxpany.  Inc. 
Docket  No  CP77-261.  Panbandle  Hasten 
Pipe  Line  Comp>any  and  Trunkllne  Gaa  Cooa- 
pany. 

00-I5— Docket  No.  0-4288.  MltcheO 
Enengy  Corporation  (operator) .  et  al. 

CO-16— Docket  No.  G-10143.  et  a!  .  At- 
lantic mcMleld  Ootnpany,  et  aL 

OO-l  7.— Docket  Mo.  BPT7-M.  Sanatcr 
Howard    Metzenbaum,    compleilnant,    ▼.    0»- 
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lumbla  Oat^   Transmission   Corporailou.   de- 
fendant 

CO- 18A  ^Docket  No  CP77-130,  Northern 
Natural  Gas  Company 

CO-18B— Ekx'ket  No  CP7&  428  et,  ai  Sea 
Robin  Pipeline  Company,  et  al 

CO-18C— Docket  No«(  C871-331,  et  kl., 
McRoran  Exploration  Company,  Burmont 
Company  and  Pelmont  International  Inc , 
et  al. 

CO- 19A— Superior  Oil  Company  v    FPC 
6lh  Clr.  No,  77-1851, 

CO-I9B — Sea  Robin  Pipeline  Company  v. 
PPC  ,5th  Clr   No  77-1890 

CG-19C  — Belco  Petroleum  Corporation  v 
FPC,  DC  Clr,  No,  77-1416 

Kenneth  F,  Plumb, 
Secretary. 

lS-634-77  Piled  6-31  -77, 8  47  am ) 


AGENCY    HOLDING   THE   MEETING, 
Indian  Claims  Commission, 

TIME  AND  DATE:    10' 15  a.m  ,  June  8, 

1977, 

PLACE:   Room  600,  1730  K  Street  NW., 

Washington,  D.C, 

STATUS   Open  to  the  public. 

Dockets  64,  335,  and  338  Shawnee 
Docket  272,  Creek 

FX3R  MORE  INFORMATION; 

David  H  Blgelow,  Executive  Director, 
Room  640,  1730  K  Street  NW.,  Wash- 
ington, DC  200O6,  Telephone  202-653- 
6184 

IS-633  77  FUed  6-31-77:8  47  ami 
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AGENCY    HOLDING    THE    MEETLN'G 
United  Stat^.s  International  Trade  Com- 
mission 

TIME  AND  DATE  9  30  am  June  9, 
1977. 

PLACE:  Room  119.  701  E  Street  NW,, 
Washington,  D,C,  20436 

STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public  The  rest  of  the  meet- 
ing will  be  closed  to  the  public 

MATTERS  TO  BE  CONSIDERED  Por- 
tion.^ open  to  the  public : 

1,  Reorganization.  2.  Agenda  3  Minutes 
4.  Ratlflcatlons  5  Steel  Drum  Plugs  from 
Japan  (Inv  AA 193 1-163) — staff  briefing  and 
final  vote  6  Item.=  left  over  from  previous 
agenda 

PORTIONS  CLOSED  TO  THE  PUBLIC: 

1  Reorganization  (portions  respecting  the 
■election  of  personnel),  7  Reassignment  of  a 
wtnO  member — see  action  jacket  OOl-77-OO. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION 

Kenneth  R.  Mason,  Secretary  (202- 
623-0161). 

IS-639-77  Filed  6-31-77;  10:86  am] 


SUNSHINE    ACT   MEETINGS 

FEDERAL  REGISTER  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:  42  FR 
25405,  May  17,  1977, 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING:  9:30 
am,.  May  31,  1977, 

CHANGES   IN   THE   MEETING:    Addl- 

iional  agenda  item: 

8,    Request   from    the   Senate    Agriculture 
(ommlttee  on  beef, 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Kenneth   R    Mason,   Secretary    (202- 
523-0161), 

18-535-77  Piled  5  31-77:8:47  am] 
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AGENCY  HOLDING  THE  MEETING: 
The  Renegotiation  Board. 

FEDER.AL  REGISTER  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  42  FR 
24801.  May  16,  1977,  as  changed  In  42  FR 
26285,  May  23,  1977. 

PREVIOUSLY  ANNOUNCED  DATE 
AND  TIME  OF  MEETING:  Tuesday, 
May  31,  1977,  10  a.m. 

CHANGES  IN  MEETING.  The  date  and 
time  for  consideration  of  Item  9  of  the 
aiinounced  agenda  is  changed  to  June  7, 
1977.  at  10  ajn. 
Dated:  May  27.  1977. 

Goodwin  Chase, 
Cfiairman. 

IS-528-77  Piled  6-27-77;3:32  pm) 
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AGENCY    HOLDING   THE   MEETING: 
Renegotiation  Board, 

Pursuant  to  RBR  1482,3 (a)  of  Its  reg- 
ulations, the  Renegotiation  Board 
hereby  announces  that  It  conducted  a 
meeting  as  follows: 

DATE    AND  TIME:    Tuesday,   May   24, 
1977  at  9  ajn, 

PLACE:    Conference   Room,   4th   Floor, 

2000   M  Street  NW..   Washington.  DC. 

20446 

STATUS:    Open    to    the    public. 

SUBJECT  MATTER :  Budget. 

CONTACT    PERSON    FOR    MORE    IN-. 
FORMATION : 

Kelvin  H,  Ertcklnaon,  Assistant  Gen- 
eraJ  Counsel — Secretary.  2000  M 
Street  NW^  Washington,  DC  20446 
(202-254-8277). 

Dated:   May  27.  1977. 

Goodwin  Chase, 
Chairman. 

[8-629-77  PUed  8-37-T7;8:33  pm] 


Pursuant  to  RBR  1482,3 (a)  of  Its  reg- 
ulations, the  Renegotiation  Board 
hereby  announces  that  it  conducted  a 
meeting  as  follows: 

DATE  AND  TIME:  Tuesday  May  24. 
1977.  at  2:55  p.m. 

PLACE:  Chairman's  Office,  4th  Floor, 
2000  M  Street  NW,,  Washington,  D,C. 
20446. 

STATUS:  Closed  to  the  public. 

SUBJECT  MATTER:  Selection  of  the 
General  Counsel. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Kelvin  H.  Dickinson,  Assistant  Gen- 
eral Counsel — Secretary.  2000  M 
Street  NW.,  Washington.  D.C,  20446 
(202-254-8277). 

Dated:   May  27,  1977. 

Goodwin  Chase, 
Cfiaimuin 

I S- 530- 77  Piled  6-27-77; 3: 33  pm] 
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AGENCY  HOLDING  THE  MEETING: 
The  Renegotiation  Board. 

Pursuant  to  RBR  1482.3(a)  of  Its  reg- 
ulations, the  Renegotiation  Board  hereby 
announces  its  intention  to  conduct  a 
meeting  as  follows: 

DATE  AND  TIME:  Friday,  Jmie  3,  1977 
at  2  p.m. 

PLACE:  Conference  Room,  4th  Floor, 
2000  M  Street  NW.,  Washington.  D.C. 
20446. 

STATUS :  Closed  to  the  pubUc. 

SUBJECT  MATTER:  Selection  of  the 
General  Counsel. 

CONTACT  PER,SON  FOR  MORE  IN- 
.^ORMATION: 

Kelvin  H,  Dickinson,  Assistant  General 
Counsel — Secretary.  2000  M  Street 
NW,  Washington.  DC.  20446  '202- 
254-6277). 

Dated:  May  27,  1977, 

Goodwin  Chase, 
Cfiairman. 

IS-531-77  Piled  6-27-77:3  33  pm) 


AGENCY  HOLDING  THE  MEEnNQ: 
rrnited  State  International  Trade  Com- 
mission. 
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AGENCY   HOLDING  THE  MEETINO: 
Tbe  Renegotlatkn  Board. 


14 

AGENCY    HOLDING   THE    MEETING: 
Securities  and  Exchange  Commission, 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Government  in  the  Sim- 
shine  Act,  Pub  L.  94-409,  that  the  Se- 
curities and  Exchange  Commission  will 
hold  the  following  meetings  during  the 
week  of  May  30,  1977.  In  Room  825,  500 
North  Capitol  Street,  Washington,  D.C. 
All  meetings  will  begin  at  10  a.m  unless 
otherwise  stated: 

Closed  meetings  will  be  held  on  Wed- 
nesday, June  1,  1977.  and  Thursday,  June 
2,  1977. 

The  Commissioners,  their  legal  assist- 
ants, the  Secretary  of  the  Commission 
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and  recording:  secretaries  wlH  attend  th« 
meetings.  Certain  sta£r  members  who  ar» 
responsible  fcx*  the  calendared  matters 

may  be  present 

Tlie  (General  Counsel  of  the  Commis- 
sion or  his  designee,  has  certified,  that  In 
his  opinion,  the  Items  to  be  consider  k1  nt 
the  closed  meetings  may  be  so  considered 
pursuant  to  one  or  more  of  the  exemp- 
tions set  forth  in  5  U.S.C.  552b(c)  (4)  (8) 
igiAand  (10)  and  17  CFR  200,402 'a)  (4) 
(8)    (9)  (1)   and  (10). 

Chairman  Williams.  Commissioners 
Loomis.  Evans  and  Pollack  voted  to  hold 
the  aforesaid  meetings  in  closed  session. 

The  subject  matter  of  the  closed  meet- 
ing scheduled  for  Wednesday,  June  1. 
1977,  will  be: 

1  Formal  orders  of  Investigation 

2  Institution  of  injunctive  actions. 

3.  Settlement  of  injunctive  action 

4.  Referral  of  Investigatlre  files  to  Federal. 

State,  or  self  regulatory  authorities, 

5.  Application  for  re-entry  to  the  securities 
Industry  by  disqualified  persona, 

6  Regulatory  matters  arising  from  or  bear- 
ing enforcement  Implications, 

7,  Other  litigation  matters, 

8.  Freedom  of  Information  .^ct  .Appeal. 

The  subject  matter  of  the  closed  meet- 
ing scheduled  for  Thursday.  June  2,  1977 
at  2:30pjn.  will  be: 

1    Opinion, 

The  subject  matter  of  the  open  meet- 
ing scheduled  for  Thursday,  June  2,  1977 
will  be: 

1,  Request  for  approval  of  application 
of  Channel  Companies.  Inc,  for  an  order 
exempting  it  from  the  reporting  pro- 
vLsions  pursuant  to  section  12ihi  of  the 
Securities  Exchange  Act  of  1934,  for  the 
period  ending  January  31,  1978,  when  its 
responsibilities  thereunder  would  be 
suspended  because  it  has  only  one 
shareholder. 

2,  Request  for  approval  of  application 
of  The  Kansas  City  Star  Company  for  an 
order  exempting  the  company  from  the 
reporting  provisions  pursuant  to  section 
12 'h)  of  the  Securities  Exchange  Act  of 
1934.  for  the  period  ending  December  31, 
1977.  when  its  responsibilities  thereunder 
would  otherwise  be  suspended. 

3.  Recommendation  concerning  Com- 
mission authorization  to  the  Division  of 
Corporation  Finance  (a)  to  declare  effec- 
tive, pursuant  to  delegated  authority, 
post-effective  amendments  to  registra- 
tion statements  on  Form  S-16  which 
involve  a  plan  of  distribution  of  the 
common  stock  of  Minnesota  Mining  and 
Manufacturing  Company  that  con- 
templates the  writing  of  call  options ;  and 
(b)  to  issue  a  interpretative  letter.  In  the 
form  of  a  Commission  Release,  stating 
that  the  delivery  of  shares  subject  to 
Rule  145 'd)  imder  the  Securities  Act  of 
1933  can  be  made  by  the  seller  of  an 
exchange-listed  call  option  'written  on 
Burroughs  Corporation  stock)  without 
thereby  violating  the  brokers'  trans- 
action requirement  of  Rule  144(fi. 

4.  Recommendation  concerning  Com- 
mission affirmation  of  the  Division  ot 
Corporation  Finance's  denial,  pursuant 
to  delegated  authority,  of  an  extension 
of  time  to  file  Form  10-K  annual  report 


for  fiscal  year  ended  Decranber  31,  1976. 
due  March  31.  1977.  with  regard  to 
United  American  Life  Insurance  Com- 
pany, 

5,  Recommendation  concerning  Com- 
mission affirmation  of  the  Division  of 
Corporation  Finance's  denial,  pursuant 
to  delegated  authority,  of  an  extension 
of  time  to  file  Form  10-K  annual  report 
for  fiscal  year  ended  December  31,  1976. 
due  March  31,  1977,  with  regard  to 
Chicken  Unlimited  Enterprises,  Inc. 

6,  Recommendation  concenung  pro- 
posed Commission  adoption  of  new  Rule 
264  under  the  Regulation  A  exemption 
from  the  registration  requirements  of 
the  Securities  Act  of  1933  to  permit  an 
order  abandoning  inactive  filings  as  well 
as  the  delegation  of  this  authoriiy  to  the 
Regional  Administrators, 

7.  Proposed  concerning  Commission 
Incorporation  into  a  rule  the  ppovlsiona 
of  an  order,  which  has  been  grants!  on 
a  relatively  frequent  basis,  exempting 
certain  persons  from  the  status  of  inter- 
ested person  under  the  Investment  Com- 
pany Act  and  the  Investment  Advisers 
Act. 

8.  Recommendation  concerning  ap- 
peal from  staff's  denial  of  access  to  cer- 
tain records  regardmg  Hcrward  R. 
Hughes,  Summa  Coj-poration.  and 
Hughes  ■  Air  West  with  regard  to  tlie 
Freedom  of  Information  Act  Appeal  of 
Abe  Rosenberg. 

9,  Proposed  amendment  to  Commis- 
sions Conduct  Regulations  regarding 
procedures  for  law  firms  to  obtain 
waivers  of  imputation  of  disqualification 
where  the  firm  would  be  disqualified  from 
participating  in  a  particular  matter  be- 
fore the  Commission  because  a  partner 
or  an  associate  of  the  firm  is  personally 
disqualified  by  virtue  of  his  or  her  pre- 
vious employment  with  tlie  government, 

10,  Proposed  transmission  to  the  Con- 
gress of  letter  of  comment  expressing 
Commission  views  with  respect  to  H.R. 
557.  766,  1035,  1180.  and  2301.  bills  which 
would  require  certain  reporting  by  in- 
dividuals engaged  In  lobbying  activities. 

11.  Application  of  Willard  G  Berge  for 
permission  to  be  employed  as  a  registered 
representative  of  a  broker-dealer,  in  a 
non-supervisory,  non-proprietary  ca- 
pacity. -Ritii  adequate  supervLsion. 

12,  Proposed  Rule  and  Form  for  ^-ith- 
drawal  by  Transfer  Agents  of  registra- 
tion with  the  Commission. 

13,  Consideration  of  letter  of  comment 
to  the  President  and  the  Congress  on  the 
Sixth  Annual  Report  of  the  Securities 
Investor  Protection  Corporation. 

14.  Proposed  amendments  to  New  York 
Stock  Exchange  Rule  405— the  "Know 
Your  Customer  Rule  " 

15.  Proposed  delegation  of  a'^thorlty 
to  the  Division  of  Market  Regulation  to 
exchange  notices  and  reports  of  exami- 
nation with  bank  reg\ilatory  agencies, 

16.  Consideration  of  publication  for 
comment  proposed  Exchange  .\ct  Rule 
15b7-l  establishing  qualification  stand- 
ards for  brokers,  dealers  and  asscx:iated 
persons;  proposed  rescission  of  Rule 
15b8-l  concerning  qualifications  for 
SECO  brokers,   dealers   and   associated 


persons:  proposed  am«idments  to  Rule 
15b  10-4  relatmg  to  supervision :  proposed 
adoption  of  Form  U-6  i,noUce  of  termi- 
nation form  '  :  and  proposed  preliminary 
comments  on  National  .As.sociation  of 
Securities  Dealers  proposed  amendments 
to  qualifications  requirements. 

17,  Proposed  affirmation  of  Duty  Offi- 
cer approval  of  extension  of  time  for 
self  regulatory  organizations  to  file  in- 
itial plans  for  allocation  of  regulatory 
responsibilities  pursuant  to  Exchange 
Act  Rule  17d-2  and  approval  of  publi- 
cation of  notice  of  filing  of  six  allocation 
plans. 

18,  Propoc^ed  affirmation  of  Duty  Offi- 
cer approval  of  pniblicatlon  for  comment 
on  the  National  Securiues  Clearing  Cor- 
porations plan  for  the  consolidation  of 
its  three  operating  divisions, 

19,  Proposed  rescission  by  the  New 
York  Stock  Exchange  of  a  policy  which 
prohibited  direct  communications  by 
member  organizations  between  the  trad- 
ing floors  of  different  national  securities 
exchanges. 

Dated:  May  26,  1977. 

lS-526-77  rued  6-27-77;  11  ;58  am] 
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AGENCY  HOLDING  THE  MEETING: 
Tennessee  Valley  Authority. 

TIME  AND  DATE :  10  a.m.,  June  3.  1977. 

PLACE:    Conference  Room  B-32.  West 

Tower,  400  Commerce  Avenue,  Knoxville, 
Tennessee, 

ST.'^TUS:  Open, 

MATTERS  TO  BE  CONSIDERED:  Dis- 
cussion witli  the  Cherokee  Lake  Com- 
mittee concerning  Cherokee  Lake  and  its 
future.  Cherokee  Lake  is  located  on  the 
Holston  River  in  northeast  Tennessee. 

CONT.^CT  PERSON  FOR  MORE  IN- 
FXDRMATION: 

Jolin  Van  Mol,  Director  of  Informa- 
tion, or  a  member  of  his  staff  can  re- 
spond to  requests  for  information 
about  this  meetmg.  Call  61S-632-3257. 
Knoxville,  Tennessee.  Information  is 
also  available  at  TVA's  Washington 
Office.  202-343-4537. 

[S-536-77  PUed  6-31-77;8:47  am] 
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AGENCY  HOLDING  THE  MEETING: 
Nuclear  Regulatory  Conunission. 

TIME  AND  DATE:  9:45  a.m.,  Friday, 
June  3. 1977. 

PLACE:  Commissioners'  Conference 
Room,  1717  H  St.  N.W.,  Washington.  D.C. 

STATUS :  Open. 

^L'^TTERS  TO  BE  CONSIDERED:  Af- 
firmation of:  1.  NRC  Inspection  Alter- 
natives, 2,  FOIA  .Appeal:  Documents 
Pertaining  to  the  Safeguards  Supple- 
ment. (The  affirmation  wtO  consist  of 
votes  on  matters  previously  reviewed  In- 
dividually by  the  Commissioners  and  la 
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AOKNi   V     iU'liJlNO    THL.     Mt,i;riN<-". 
S\i'-lfiiT  Reguiatory  Coinmi.-sion 

DATES     Wednesday     Jure    :    and    Prl- 
ciay,  Juries.  1977 

Pl„\rE        Commissioners'      Conference 
H...ni-i    1717  H  St   NW  .  Wa-^hlnpton   DC, 


SUNSHINE    ACT    MEETINGS 

STATUS;  Open/Closed. 

OPFN   MAT^ITy-'.S   T^"*   BE 
(■{.  )NSIDFFi-:F' 

F'-iday.  Ju\'    J        30  pjn.— Dlscussl<m 
of  Retiue.sus  for  Delay  of  Implementatloc 
of   10  CF"R  73  55  on  Safeguards   (O;*-: 
Rurtlon^ 

CLOSED  NLATTERS  TO  BE 

C0N'SIDL-:RED: 

W'dnescUiy.  Jun--  :  ;  p.m. — Discussion 
oi  i't  Tiding  FxtKirt  Licenses  for  Shipment 
of  HiRh  Enr!  Tied  Uranium  (Exemption 

■;  •  ■  .-Xpprox   1  hour 


Friday.  June  3  F 
or.  Pubilc  RcF'iist'  o: 
ancy  (MITP*  Data 
I  Appro.x.  1  hour 

I  2)    Dlscu.s.si(in  oi 
of  HEU  Shipment.'^ 
prox    1  hour/ . 


'  am.— (1)   Briefing 
'  Inventory  niscrei>- 

■  Exen.;'>tl' in."    1,    4) 

Pny.sicHi  Protection 
(Exemption  1)  (Ap- 


2  pjn  1 '  Dlscuslon  of  Requests  for 
Delay  of  Implementation  of  10  CFR  73.55 

on  3cifecriaard5  'Closed  Portion — Exemp- 
tions 4  and  9 

(2)  Dlscast-ion  of  Proposed  Corrmii5- 
'lon  Legislative  Program  and  Proposed 
CcKnmlsslon  Testimony  on  June  13.  1977 
(Exemption  9)  (Approx.  1  hour) . 

(3)  Discussion  of  Houston  Lighting  b 
Power  'Exemption  10)  (Approx.  1  hour' 

CONTACT    PERSON    FOR    MORE    IN- 
PORMATION 

Walter  Mat-'ef  202-634-1410. 

Walter  Magee 
Office  of  Vie  Secretary. 

JUNi  1,   1977. 

IS-6M-T7  Piled  6-1-77, 12;  13  pui] 
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PLANNING;  SALE  AND 

DISPOSAL  OF  TIMBER 

Implementation  of  Procedures  and 
Reorsanization 
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TrtJe  36 — Partes,  Forests,  and  Public 
Property 

CHAPTER   II— FOREST  SERVICE, 
DEPARTMENT   OF   AGRICULTURE 

PART   221— TIMBER    MANAGEMENT 
PLANNING 

PART   223— SALE   AND   DISPOSAL   OF 
TIMBER 

Implementation   of  Procedures  and 
Reorganization 

AGENCY:  Forest  Sen-ice,  USDA. 

ACTION;  Final  rule. 

SUMMARY:  ThLs  rule  seLs  forth  regula- 
tions Implementing  timber  sale  proce- 
dures under  the  National  Forest  Man- 
agement Act  or  1976  (90  Stat.  2949'.  In 
addition.  It  recodifies  most  of  the  mate- 
rial presently  covered  in  Part  221  Into  a 
new  part  223.  The  rule  provides  perma- 
nent regulations  governing  the  sale  and 
disposal  of  trees,  portions  of  trees,  and 
other  forest  products  from  National 
Forest  System  land.;. 

EFFECTIVE  DATE:  June  2.  19"7. 

In  order  to  provide  time  for  tiie  de- 
velopment of  revised  timber  sale  con- 
tract provisions  and  road  construction 
Bpeclficatlons.  and  for  training  and  other 
steps  necessary  for  the  Implementation 
of  Section  14<li  of  the  National  Forest 
Management  Act,  it  Is  not  expected  that 
the  opportunity  for  small  business  firms 
to  elect  to  have  the  Government  build 
permanent  roads  will  be  available  before 
July  1,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

George  Roether  or  George  Leonard, 
Timber  Management  Staff.  Forest 
Service.  USDA,  P.O.  Box  2417,  Wash- 
ington.   DC.    20013,    202-447-4051. 

SUPPLEMENTARY  INTX3RMATION : 
On  February  23.  the  Secretarj-  of  Agri- 
culture published  a  proposed  rule  '42 
FR  10806)  which  would  establish  pro- 
cedures for  the  sale  of  National  Forest 
timber.  ThL";  document  proposed  estab- 
lishing a  new  Part  223  in  the  Code  of 
Federal  Regulations.  Its  purpase  was  to 
eet  forth  regulations  to  implement  Sec- 
tion 14  of  the  National  Forest  Manage- 
ment Act  of  1976  Tl^e  proposal  would  re- 
place rei^ulatlons  which  were  adopted 
under  provisions  of  the  Orcanic  Act  of 
June  4.  1897,  which  were  codified  in  Part 
221  of  the  Code  of  Federal  Regulation.-:. 
Many  respon.ses  to  the  proposed  regu- 
lations were  received.  Including  input  at 
public  hearinrrs  held  throughout  the 
coimtr>-.  virtually  all  of  the  responses 
suggested  changes  in  one  aspect  or  an- 
other of  the  proposal.  Many  of  the  re- 
sponses Included  detailed  review  and 
comment  on  the  proposal  with  sugges- 
tions for  substantive  changes. 

DisctrssioN  OF  Major  Elements 
Section  223.1  Authorization  for  sales. 
Several  commenters  suggested  that  tlie 
authorization  to  make  sales  clearly  Iden- 
tify that  Umber  could  be  sold  to  achieve 
the  program  developed  imder  the  Forest 
and  Flangeland  Renewable  Resources 
Planning  Act  of  1974.  as  amended   The 


RULES   AND   REGULATIONS 

proposed  wording  of  §  223.1  (a)  was  re- 
vised to  reflect  this  purpose  for  timber 
sales. 

Earlier  authorizations  to  make  sales 
set  forth  at  36  CFR  221.1  provided  direct 
delegation  to  the  Chief,  Forest  Service, 
to  sell  timber.  It  was  suggested  that  this- 
authorization  be  retained  or  that  the 
delegation  of  authority  in  7  CFR  2.60  be 
revised  to  clearly  establish  this  delega- 
tion. 7  CFR  2.60  provides  full  delegation 
to  the  Chief  for  administration  of  the 
National  Forests  except  for  certain  func- 
tions reserved  by  the  Secretary-.  The  gen- 
eral delegation  of  authority,  tliereimder, 
fully  covers  the  sale  and  disposal  of  Na- 
tional Forest  timber;  therefore,  no 
change  in  either  the  propo.sed  rule  or  7 
CFR  2.60  is  needed. 

Section  223.2  Where  timber  may  he  cut. 
A  commenter  suggested  that  the  limi- 
tation on  cutting  timber  on  lands  not 
suited  for  timber  production  was  worth- 
less because  the  exceptions  provided  for 
the  sale  of  salvage  timber  or  sales  de- 
signed to  protect  other  multiple-use 
values.  This  paragraph  was  not  changed 
because  these  exceptions  to  the  limita- 
tions were  clearly  Identified  In  the  Na- 
tional Forest  Management  Act.  In  re- 
spon.se  to  other  commenters,  however, 
the  paraprraph  was  modified  to  Indicate 
that  the  identification  of  lands  not  suited 
for  timber  production  was  to  be  done  in 
the  land  management  plan. 

Another  commenter  suggested  that 
none  of  the  responsibilities  set  forth  in 
Section  6(g)  and  elsewhere  In  the  Act 
have  been  fulfilled  in  §  223.2.  This  Is  true. 
The  proposal  Is  designed  to  set  forth 
procedures  for  the  sale  of  timber.  The 
National  Forest  Management  Act  pro- 
vides for  the  development  of  a  plarmlng 
process  which  will  Include  the  provisions 
of  Section  6'  g>  of  the  Act.  The  Act  allows 
a  2-year  period  for  the  development  of 
this  process.  Implementing  regulations 
for  the  planning  process  will  be  proposed 
as  a  separate  rulemaking  document. 

It  was  pointed  out  that  certain  prohi- 
bitions presently  set  forth  in  Part  221 
were  omitted  from  the  proposed  rules. 
On  January  14,  1977,  the  Secretary 
adopted  Part  261  of  the  Code  of  Federal 
Regulatioixs  which  combined  In  one  place 
various  prohibitions  regarding  occu- 
pancy and  use  of  the  National  Forests. 
Duplication  in  this  proposal  is  not  neces- 
sary. 

Section  223J  Contract  conditions.  A 
number  of  commenters  suggested  that 
specific  mention  of  wildlife  or  other  re- 
sources be  Included  at  various  places  In 
the  regulations.  For  example,  It  was  sug- 
gested that  the  phrase  "protection  and 
enhancement  of  wildlife"  be  inserted  be- 
tween Items  5  and  6  to  §  223.3(a) .  There 
are  opportunities  to  protect  and  enhance 
•wildlife  values  under  a  timber  sale  and  tt 
is  Intended  that  contractual  provision 
will  be  used,  where  appropriate,  to  obtain 
these  objectives.  There  are  also  oppor- 
tunities and  needs  related  to  recreation, 
range,  and  other  resources.  Section  223.3 
(a )  1 8)  provides  overall  guidance  for  such 
provisions  relating  to  all  National  Forest 
resources. 


Several  commenters  suggested  th;»t 
tfaere  should  be  direction  to  provide  addi- 
ttonal  time  tmder  a  timljer  sale  contract 
where  there  are  delays  or  interruptions 
caused  by  the  Government  or  other  cir- 
cimastances  i>eyond  the  purchaser's  con- 
trol. A  "force  majeure"  provision  has 
long  been  a  feature  of  Forest  Service 
timber  sale  contracts.  This  contract  fea- 
ture will  be  retained.  In  order  to  remove 
any  uncertainty  on  this  issue,  specific 
direction  was  added  at  §  223.3  ik) . 

There  were  several  comments  on  the 
length  of  timber  sales.  One  commenter 
asserted  that  10  years  was  Ux)  long  to 
commit  a  public  resource.  Another  com- 
menter questioned  how  an  optimum  sys- 
tem of  timber,  waterslied,  grazing  and 
wildlife  can  be  developed  on  National 
Forests  with  7  to  10  years  beiiig  a  con- 
tract period.  Most  timber  sale  contracts 
are  short  term— imder  5  years.  This  pat- 
tern Is  expected  to  continue.  There  is  a 
need,  however,  to  adopt  sale  lengths  to 
meet  the  requirements  on  Individual  sale 
offerings,  and  It  was  not  Judged  desirable 
to  further  constrain  the  flexibility  au- 
thorized under  the  Act. 

Many  commenters  stressed  the  need 
for  flexibility  in  scheduling  sale  opera- 
tions to  accommodate  market  conditions, 
weather,  and  other  unpredictable  cir- 
cumstances. Tliey  lu-ged  that  the  operat- 
ing plan  be  general  in  nature  and  that 
opportunity  for  periodic  change  be  pro- 
vided. Lumber  and  other  wood  product 
markets  are  highly  volatile.  Other  fac- 
tors affecting  sale  operations  are  subject 
to  change.  The  need  for  flexibility  is 
recognized.  It  is  Intended  that  the  plan 
of  operations  be  general  in  nature.  It  will 
be  supplemented  by  an  annual  operating 
schediile,  a  longtime  feature  of  the  tim- 
ber sale  contract.  Section  223.3 (c>  was 
revised  to  better  describe  the  nature  of 
the  plan  of  operations. 

Concern  was  expressed  that  §  223.3(h) 
might  be  Interpreted  as  applying  to  tem- 
porary road«  which  were  in  existence 
prior  to  the  contract  and  that  the  pur- 
chaser's obligations  for  treating  tem- 
porary roads  would  extend  for  10  years 
after  use  of  the  road.  The  section  was 
revised  to  make  it  clear  that  the  obliga- 
ticHi  applied  only  to  roads  constructed 
or  used  by  the  purchaser.  When  a  pur- 
chaser completes  use  of  such  roads,  he 
will  be  required  to  take  the  necessarj- 
measures  to  provide  for  the  establish- 
ment of  vegetation.  Every  effort  would 
be  made  to  establish  such  vegetation 
during  the  first  growing  sea-^on  after 
use,  but  in  some  areas,  such  as  areas  of 
low  rainfall,  reestablishment  may  be  de- 
layed until  favorable  moisture  condi- 
tions can  be  obtained.  Under  such  cir- 
cumstances, where  establishment  of 
vegetation  cannot  be  obtained  during 
the  contract  period.  It  would  be  the  pur- 
chaser's obligation,  prior  to  the  termina- 
tion of  the  sale,  to  leave  the  roadbed  and 
otho-  disturbed  areas  in  a  condition 
favorable  to  the  establishment  of  vege- 
tation when  moisture  conditions  are 
adequate. 

A  number  of  suggestions  were  re- 
ceived regarding  appropriate  log  scaltog 
rules.  Moat  ccxnoaenters  were  opposed  to 
cvttcfalng  from  traditional  board  foot 
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rules  to  cubic  measurement.  Sectic«a  223 
'g)  authorizes  the  use  o(  a  number  of 
different  methods  of  measuring  trees, 
portions  of  trees,  or  other  forest  prod- 
ucts. Each  of  the  methods  described  is 
widely  used  as  the  basis  for  payment 
.  under  the  timijer  sale  contract  through- 
out the  country.  It  is  not,  therefore, 
deemed  desirable  to  restrict  their  use. 

Questions  were  raised  aboirt  the  rela- 
tion-ship  between  5  223.3 iD  Xvhich  estab- 
lishes standards  for  roads  built  under 
timber  sale  contracts  and  the  limitations 
on  requiring  timber  piurhasers  to  bear 
road  costs  in  excess  of  those  necessary 
to  remove  timber  from  the  sale  estab- 
lished by  Pub.  L.  88-657.  Clarifying  lan- 
guage was  added  to  the  provision  to  as- 
sure that  purchasers  were  not  required 
to  bear  the  cost  of  constructing  such 
lilgher  standard  roads. 

Section  6'i)  of  the  National  Forest 
Management  Act  requires  that  existing 
plans,  permits  and  contracts  shall  be  re- 
vised as  soon  as  practicable  to  be  con- 
sistent with  land  management  plans  and 
revisions  thereto.  In  order  to  implement 
this  requirement,  two  provisions  were 
proposed — §223.3'j)  which  would  au- 
thorize modifications  of  the  contract  to 
make  it  consistent  and  5  223.3ik)  which 
would  authorize  cancellation  for  the 
convenience  of  the  Government  when  it 
was  not  possible  to  make  the  contract 
consistent  with  the  land  management 
plan. 

Many  comments  were  received  sug- 
gesting that  it  was  inappropriate  to  give 
the  Forest  Service  unilateral  authority 
to  modify  flmber  sale  contracts  to  make 
them  consistent  with  land  management 
plans,  without  recognizing  the  impacts 
such  modifications  might  have  on  oper- 
ating costs.  It  was  anticipated  that  im- 
plementing contract  language  would 
provide  for  appropriate  adjustment  in 
rates  of  payment.  Section  223. 3(j)  was 
revised  to  make  this  clear. 

Commenters  objected  to  the  broad  au- 
thority for  cancellation  provided  in  the 
proposal  and  to  the  lack  of  provision  for 
compensation  to  the  contract  holder.  It 
was  agreed  that  tiie  objections  were 
va.UA  and  §  223.3) ki  was  revised  to  limit 
the  circumstances  in  which  cancellation 
was  authorized  and  to  require  provision 
for  compensation  to  the  purchaser  for 
certain  specified  costs. 

Section  223.4  Appraisal  and  pricing. 
Several  commenters  objected  to  the  pro- 
vLsion  authorizing  the  use  of  transaction 
evidence  in  appraisals.  The  Forest  Serv- 
ice has  long  used  transaction  evidence 
in  the  appraisal  of  certain  types  of  tim- 
ber .sales.  The  Inclusion  of  the  language 
in  §  223.4  merely  authorizes  the  long- 
standing practice. 

Suggestions  were  made  for  basjc  re- 
visions to  the  Forest  Service  appraisal 
system  including  proposals  that  the  re- 
-sidual  value  pricing  system  be  combined 
with  a  system  based  on  estimates  of  av- 
erage investments  and  the  combined 
pricing  system  be  adopted  for  all  sales. 
Implementation  of  this  proposal  would 
represent  a  radical  def>aj-ture  from  the 
system  used  for  over  70  years  In  the  sale 
of  NaUonal  Porert  timber.  It  does  not 
seem  appropriate  to  Initiate  such  a  radi- 


cal change  in  public  policy  through  this 
rulemaking  action,  particularly  since  It 
was  not  an  issue  which  was  brought  to 
the  attentic«i  of  other  pe<H>le  who  re- 
viewed the  proposed  regulations.  In  any 
event,  it  seems  that  the  Cc«igress  would 
be  the  more  appropriate  forum  to  ad- 
dress the  significant  pubUc  policy  is- 
sues implicit  in  this  suggestion. 

Much  concern  was  expressed  about 
the  proposed  change  in  the  metlnxl  of 
setting  minimum  stiunpage  rates  to  ac- 
commodate requirements  of  Section 
14) i)  of  the  National  Forest  Manage- 
ment Act.  In  reviewing  the  issue,  it  was 
determined  that  it  is  possible  to  assure 
payment  of  the  full  estimated  cost  of  the 
road  when  a  small  business  asics  the 
Forest  Service  to  build  the  road  without 
changing  the  current  contract  pricing 
system.  This  approach  was  adopted. 

It  was  suggested  that  all  appraisals 
should  include  a  cost-benefit  evaluation. 
Costs  to  include,  but  not  be  limited  to: 
'1>  Direct  and  indirect  costs  of  appropri- 
ated public  monies  and  (2)  any  and  all 
costs  charged  to  selling  value  of  the 
prciducts.  Interest  rates  used  were  to  be 
representative  of  current  borrowing  by 
the  Federal  Government  and  time  and 
growth  rates  from  applicable  timber 
management  plans.  Section  6/)  of  the 
National  Forest  Management  Act  directs 
the  Secretary  to  formulate  and  imple- 
ment a  cost  accoimting  system  and  to 
provide  a  comparison  between  expendi- 
tures and  returns  to  the  (government. 
Work  on  this  system  is  underway  and 
should  be  responsive  to  this  recom- 
mendation. 

Section  223.5  Advertisements  and  bids. 
It  was  suggested  that  the  regulations 
should  require  that  on  all  Small  Business 
set-aside  sales,  bids  from  other  than 
small  b'.isiness  firms  would  be  considered 
if  no  valid  bids  were  received  from  small 
•  business  firms.  This  has  been  normal 
procedure  on  set-aside  sales.  However, 
when  sales  are  advertised  for  preferen- 
tial bidding  by  small  business,  it  is  im- 
likely  that  other  firms  will  invest  the 
money  needed  to  examine  this  sale  just 
on  the  chance  that  no  small  business 
firm  would  bid.  The  regulations  have 
been  revised,  therefore,  to  provide  that 
if  there  are  no  small  business  bidders, 
the  sale  will  be  readvertised  without  re- 
striction on  the  size  of  bidders. 

Section  223.6  Biddivcg  methods.  The  re- 
quirement of  Section  14' e)  of  the  Na- 
tional Forest  Management  Act  relating 
to  bidding  methods  has  been  highly  con- 
troversial. Shortly  after  the  Act  became 
law,  comments  were  requested  on  how 
this  provision  should  be  implemented. 
Over  2.000  responses  were  received.  The 
House  Subcommittee  on  Forests  held 
oversight  hearings.  Based  on  this  input, 
proposed  regulations  were  developed  and 
published  along  with  other  timber  sale 
regulations  on  February  23,  1977.  Sub- 
sequently, a  large  niunber  of  written 
comments  were  received  and  opportuni- 
ties were  provided  for  oral  presentations 
at  public  heajings  throughout  the  coun- 
try. Hearings  befcH*  the  Subcoimmlttee 
OD  Forests  on  HA.  6362  were  directed 
toward  this  issnt. 


Comments  on  the  provisions  relating 
to  the  methods  of  bidding  were  over- 
whelmingly In  favor  of  oral  auction 
bidding.  While  the  National  Forest  Man- 
agement Act  authorizes  departures  from 
sealed  bidding  when  provided  by  regu- 
lation, there  is  not  imlimited  authority 
to  return  to  bidding  methods  in  use  prior 
to  passage  of  the  Act.  The  regulations 
were  revised  to  increase  the  normal  por- 
tion of  oral  auction  bidding  in  areas 
tributary  to  dependent  communities  and 
to  authorize  increases  to  100  percent 
oral  auction  w-hen  neces.sary  to  give 
local  fii-ms  an  opportunity  to  meet  out- 
side competition. 

Section  223.7  Awards.  Considerable 
concern  was  expressed  about  the  pro- 
loosed  delay  in  award  when  a  small  busi- 
ness firm  elects  to  have  the  Forest  Serv- 
ice build  the  permanent  roads  on  the 
sale.  The  problems  such  a  delay  causes 
for  timber  purchasers  are  recognized. 
However,  it  is  not  deemed  appropriate 
for  the  Forest  Senice  to  enter  into  a 
contract  until  it  has  reasonable  assur- 
ance that  it  can  fulfill  its  obligations 
thereunder. 

Section  223.8  Contract  administration 
Changes  were  made  irv  the  provisions  re- 
lating to  contract  modification  to  reflect 
the  suggestions  discussed  under  §  223.3. 
Section  223.9  Cancellation  and  debar- 
ment Changes  were  made  in  the  provi- 
sion relating  to  cancellation  to  prevent 
environmental  damage  to  reflect  sugges- 
tions discussed  under  5  223.3. 

Section  223.10  Timber  export  and  sub- 
stitution restrictions.  Several  comment- 
ers suggested  revisions  of  export  rules, 
including  redefinition  of  what  consti- 
tutes "primary  manufacture."  Because 
the  export  rules  were  developed  follow- 
ing extensive  pubhc  review,  it  was  not 
considered  appropriate  to  revise  this 
section  of  the  regulations  without  full 
public  review  of  proposals. 

Section  223.11  Administration  of  co- 
operative or  Federal  sustained  yield 
units.  Language  was  suggested  to  clarify 
how  the  National  Forest  Management 
Act  of  1976  relates  to  the  Sustained- 
Yield  Forest  Management  Act  of  1944 
and  cooperati^•e  agreem.ents  developed 
thereunder.  Areas  of  possible  conflict  be- 
tween the  two  Acts  are  primarily  pro- 
\isions  of  the  1976  Act  which  relate  to 
limitation  on  timber  removal  and  land 
management  planning.  Until  regulations 
implementing  these  sections  of  the  Na- 
tional Forest  Management  Act  are  de- 
veloped, it  is  prematiu-e  to  determine 
v^hat  conflicts,  if  any.  may  exist. 

There  were  many  suggestions  for  mi- 
nor revisions  of  an  editorial  nature 
thro-oghout  the  regulations.  These  were 
accommodated  where  appropriate.  The 
comments  and  suggestions  which  were 
offered  were  very  helpful  In  developing 
and  refining  the  regulations  w-hich  are 
set  forth  below. 

Accordingly.  Part  221  of  Title  36,  Code 
of  Federal  Regulations  is  recaptioned  as 
Timber  Management  Planning  and 
§§221.1.  2212,  and  221.4  through  221.29 
are  deleted. 

A  new  Part  223  is  established  as  fol- 
lows: 
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323  1       Authorization   for  sale   Ukl   (Uspoaftl 

of  amber. 
223  3       Where  timber  Eoay  be  cut. 
333  3       Contract  conditions. 
233  4       Appraisal  and  pricing. 
223  5        AdvertLsement  and  bids. 
223  8        Blddlr.;!  methods. 
223  7       Awards 

223  8       Contract  administration 
223  9       Cancellation  and  debannent. 
233  10     Timber   export   and   subetltutlon   re- 

Btrlctlons. 
223  1 1     Administration    of    cooperative    and 

Federal  sustained  yield  units. 

AtrrHORiTT:  Sec.  14.  Pub  L.  94-588,  90 
Stat.  2958.  16  U  S.C.  472a,  unless  otherwise 
noted. 

§  223.1        Vulliori/alioii    for    -al«-    ami    dis- 
posal of  tiiiibtT. 

la)  Trees,  portions  of  trees,  and  other 
forest  products  on  National  Forest  Sys- 
tem lands  may  be  sold  for  the  purpase  of 
achieving  the  policies  set  forth  In  the 
Multiple- Use  Sustained-Yield  Act  of 
1960.  as  amended  '74  Stat  215:  16  U.S.C 
528-531 1 .  and  the  Forest  and  Rangeland 
Renewable  Resources  Pliuming  Act  of 
1974,  a.s  amended  ^88  Stat.  476:  as 
amended.  16  U.S.C.  1600-1614^  and  the 
Program  thereimder. 

ib>  Trees,  portions  of  trees,  or  other 
forest  products  In  any  amount  on  Na- 
tional Forest  System  lands  may  be  dl.«;- 
posed  of  for  admmi.strative  u.'^e,  bv  sale 
or  without  charge,  as  may  be  most  ad- 
vantageous to  the  United  States,  subject 
to  the  ma.ximum  cut  fixed  In  accordance 
with  establLshed  policies  for  management 
of  the  National  Forests.  Such  adminis- 
trative use  shall  be  limited  to  tlie  follow- 
bis  conditioiis  and  purpose-s: 

'  1 1  For  construction,  maintenance  or 
repair  of  roads,  bridges,  trails,  telephone 
lines,  fences,  recreation  areas  or  other 
Improvements  of  value  for  the  protectlcm 
or  the  administration  of  Federal  lands. 

i2'  For  fuel  In  Federal  campe.  build- 
ings and  recreation  areas. 

(3)  For  research  and  demonstration 
project^:. 

1 4 1  For  use  in  disaster  relief  work  con- 
ducted by  public  agencies. 

<5>  For  disposal  when  removal  is 
desirable  to  protect  or  enhance  multiple- 
xise  values  in  a  particular  area. 

ic  Seized  material  < trees,  portions  of 
trees  or  other  forest  products  cut  In 
trespass  from  National  Forest  System 
lands  >  may  be  sold  to  the  highest  bidder 
under  specific  authorization  from  the 
Regional  Forester.  If  advertisement  Is 
Impractical,  sales  of  material  with  an 
appraised  value  of  less  than  $10,000  will 
be  made  on  Informal  bids. 

(d'  Trees  or  portions  of  trees  may  be 
exchanged  for  land  under  laws  au- 
thorizing the  exchange  of  National 
Forest  timber.  Cutting  of  exchange 
timber  must  comply  with  the  purposes 
cited  in  paragraph  (a>  of  this  section. 

(43  Stat.  4«6,  16  U.SC    486.  45  8tat    1215.  18 
•D.8C  818.) 

(e)  (1)  F^ree  use  may  be  granted  to  In- 
dtvlduals  for  firewood  for  personal  use, 
except  that  snch  use  may  be  limited  to 
boDa  fide  settlers,  miners,  residents  and 
prospecton  llvtn«  wtttoin  or  taunedtetely 


adjacent  to  the  National  Forest  when  the 
available  supply  Is  Insufficient  to  meet 
the  total  demand.  Free  use  may  be 
granted  to  such  bona  fide  settlers, 
miners,  residents  and  prospectors  for 
minerals,  for  fencing,  building,  mining, 
prospecting  and  domestic  purposes. 

(Sec.  1.  30  Stat  35.  as  amended.  16  UjS.C. 
477.  551.) 

( 2  >  Free  use  will  be  granted  individuals 
primarily  to  aid  In  the  protection  and 
Eilvicultural  Improvement  of  the  foiests. 
Except  in  unusual  cases,  the  material 
will  be  restricted  to  dead.  Insect-infested, 
or  diseased  timber,  logging  debris,  and 
thinnings.  Other  material  may  be 
granted  in  unusual  cases  where  Its  re- 
fusal would  cause  unwarranted  hardship. 
Where  limited  supply  or  other  conditions 
justify  such  action,  the  free  use  of  green 
material  may  be  refused. 

(3)  Supervisors  may  designate  por- 
tions or  all  of  a  National  Forest  as  free- 
use  areas  where  such  action  is  compat- 
ible with  land  management  plans  and 
shall  give  public  notice  of  their  action. 
Witliin  such  free-use  areas,  any  dead 
timber  or  anj'  green  timber  previously 
marked  or  designated  by  forest  officers 
may  be  cut  and  removed  for  personal  use 
for  domestic  purposes.  Cutting  and  re- 
moval of  timber  in  free-use  areas  shall 
be  in  accordance  with  such  rules  as  may 
be  prescribed  by  the  district  ranger  to 
prevent  fires,  minimize  damage  to  un- 
cut trees  and  other  resources,  and  to 
avoid  confusion  among  users.  Similar 
material  may  be  cut  outside  of  a  free-use 
area  without  permit  In  cases  of  emer- 
gency, but  the  person  taking  such  mate- 
rial shall  promptly  notify  the  district 
ranger.  Small  quantities  of  material 
needed  by  transients  whUe  In  the  forest 
may  also  be  taken  without  permit;  sub- 
ject to  such  rules  as  may  be  prescribed 
by  the  Forest  Supervisor,  pursuant  to 
§  261.70.  In  all  other  cases  permits  will 
be  required  for  green  material. 

<4)  Forest  officers  whom  the  super- 
visor may  designate  are  authorized  to 
grant  free  use  of  timber  to  Individuals  up 
to  $20  In  value  in  any  one  fiscal  year.  Su- 
pervisors may  grant  permits  for  mate- 
rial not  exceeding  $100  In  value.  Re- 
gional Foresters  may  approve  perniits 
for  larger  amounts,  and  In  times  of  emer- 
gency may  delegate  authority  to  super- 
visors for  not  over  $500  in  value.  Prior 
review  by  the  Chief  of  the  Forest  Serv- 
ice will  be  given  if  the  amount  Involved 
exceeds  $5,000  in  value. 

1 5  I  Regional  Foresters  may  authorize 
supervisors  to  permit  the  removal  of  spe- 
cific elates  of  material  without  scaling 
or  measurement. 

<6'  Free  use  will  be  granted  to  an 
owner  of  a  mining  claim  located  subse- 
quent to  July  23.  1955,  or  of  a  mining 
claim  which  is  otherwise  subject  to  Sec- 
tion 4  of  the  Act  of  July  23.  1955  (69 
Stat.  367),  If  at  any  time  said  claim 
owner  requires  more  timber  for  his  min- 
ing operations,  to  connection  with  that 
claim,  than  Ls  available  on  that  claim 
because  of  Forest  Service  timber  disposal 
therefrom  subsequent  to  location  of  that 
claim.  He  will  be  granted,  free  of  charge. 


timber  from  the  nearest  National  For- 
est land  which  Is  ready  for  harvesting 
imder  the  applicable  management  plan, 
substantially  equivalent  in  kind  and 
quantity  to  that  estimated  by  the  Forest 
Service  to  have  been  cut  under  Forest 
Service  authorization  from  that  claim 
subsequent  to  its  location.  Forest  officers 
may  be  delegated  authority  to  grant 
amounts  of  timber  not  in  excess  of  those 
which  these  officers  are  authorized  to  sell 
In  commercial  sales. 

(Sec.  4,  69  Stat.  368,  16  U5.C,  612.) 

(f)  Bona  fide  settlers,  miners,  resi- 
dents, and  prospectors  for  minerals  in 
Alaska  may  take  free  of  charge  green  or 
dried  timber  from  the  National  Forests 
In  Alaska  for  personal  use  but  not  for 
sale.  Permits  will  be  required  for  green 
saw  timber.  Other  material  may  be  taken 
without  permit.  The  amount  of  material 
granted  to  any  one  person  In  1  year  shall 
not  exceed  10.000  board  feet  of  saw  tim- 
ber and  25  cords  of  wood,  or  an  equiva- 
lent volume  In  other  forms.  Persons  ob- 
taining materials  shall,  on  demand,  for- 
ward to  the  supervisor  a  statement  of 
the  quantity  taken  and  the  location  from 
which  it  was  removed. 
(Sec.  1.  30  Stat.  35,  16  U.S.C.  477.) 

fgi  <l)  National  Forest  timber  will 
be  granted  free  of  charge  to  other 
branches  of  the  Federal  Government 
when  authorized  by  law.  Permits  may  be 
approved  by  forest  officers  for  amounts 
not  greater  than  tJiey  are  otherwise  au- 
thorized to  sell. 

(2)  Permits  for  timber  Issued  here- 
under shall  be  in  accordance  with  the 
conditions  prescribed  In  §  223.3(a>.  The 
permittee  may  be  required  to  report  to 
the  supervisor  the  amount  of  timber,  by 
species,  actually  cut  or  may  be  required 
to  furnish  scalers  for  work  under  the  di- 
rection of  the  forest  officers  In  charge 
or,  if  authorized,  to  provide  funds  for 
the  employment  by  the  Forest  Service  of 
scalers  to  scale  or  measure  the  timber 
cut.  The  permittee  may  be  required  to 
dispose  of  the  slash  as  cutting  proceeds. 
or  to  employee  people  to  work  under  the 
direction  of  a  forest  office-  in  disposing 
of  the  slash,  or,  if  auUiortzcd,  to  provide 
funds  for  the  employment  of  pe<^le  for 
slash  dispasal  imder  the  direction  of  a 
forest  officer. 
(38  Stat.  1100.  as  amended;  16  U.S.C.  492.) 

(h)  Pernlission  may  be  granted  to  cut. 
damage,  or  destroy  trees,  portions  of 
trees,  or  other  forest  products  on  Na- 
tional Forest  System  lands  without  ad- 
vertisement when  necessary  for  the  occu- 
pancy of  a  right-of-way  or  other  author- 
ized use  of  National  Forest  System  land. 
Pajmient  for  timber  of  merchantable  size 
and  quality  wlU  be  required  at  Its  ap- 
praised value,  but  at  not  less  than  appli- 
cable minimum  prices  established  by  Re- 
gional Foresters,  and  pajm:i«it  wlU  be 
required  for  young  growth  timber  be- 
low merchantable  size  at  Its  damage 
appraisal  value.  Payment  will  not  be 
required: 

(if  Por  timber  necessarily  killed  or 
cut  In  connection  with  land  oses  which 
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are  of  substantial  benefit  to  the  National 
Forests : 

i2>  Por  timber  necessarily  killed  or  cut 
and  used  by  the  permittee  which  woiUd 
have  been  granted  free  under  other  ap- 
plicable regulations :  or 

'3i   For  timber  which  will  t>e  cut  by 
the  permittee  which  the  Forest  Service 
retains  for  sale  in  log  or  other  product 
form. 
(Sec.    1.   30  Stat.   35,   as  amended.   16   U.S.C. 

551. :> 

'  i '  Forest  officers  authorizing  free  use 
shall  ensure  that  such  lise  Is  in  compli- 
ance with  applicable  land  management 
plans  and  is  conducted  in  a  manner 
which  protects  National  Forest  System 
resource  values. 

§  22.S.2       Where  linibtT  ma>  he  eul. 

ia>  The  cutting  of  trees,  portions  of 
trees  or  other  forest  products  may  be  au- 
thorized on  any  National  Forest  System 
lands,  except  for: 

( 1 )  Timber  reserved  by  a  grantor  of 
land,  during  the  life  of  such  reservation. 

'  2 '  Timber  reserved  from  cutting  un- 
der otlier  regulations. 

i3i  Timber  on  unpatented  mining 
claims  located  prior  to  July  23.  1955,  lui- 
less  the  claimant  has  executed  a  waiver 
pursuant  to  Section  6  of  the  Act  of  July 
23,  1955  (69  Stat.  367'.  or  imless  pursu- 
ant to  a  proceeding  under  Section  5  of 
that  Act,  the  claimant  has  failed  to  file 
a  verified  statement  or  has  failed  to 
establish  the  validity  and  effect i\eness  of 
his  asserted  rights. 

1 4)  Timber  on  lands  identified  in  land 
management  plans  as  not  suited  for  tim- 
ber production,  except  that  .salvage  sales 
or  sales  necessitated  to  protect  other 
multiple-use  values  may  l>e  made. 

<b)  The  cutting  of  timber  on  mining 
claims  shall  be  conducted  in  such  man- 
ner as  not  to  endanger  or  materially  in- 
terfere with  prospecting,  mining  or  proc- 
essing operations. 

tc)  Timber  on  an  unpatented  claim 
to  which  the  United  States  does  not  oth- 
erwise have  dlsp)Osal  rights  may  be  dis- 
posed of  with  tiie  written  consent  of  the 
claimant,  or.  in  emergencies  without  the 
consent  of  the  claimant. 

(d)  Timber  on  an  unpatented  claim 
may  be  cut  by  the  claimant  only  for 
the  actual  development  of  the  claim  or 
for  uses  consistent  with  the  purposes 
for  which  the  claim  was  entered.  Any 
severance  or  removal  of  timber,  other 
th£in  severance  or  removal  to  provide 
clearance,  shall  be  in  accordance  with 
plan  of  operations  required  by  Part 
252  of  this  chapter,  and  with  soimd 
principles  of  forest  management. 

(e>  With  prior  approval  by  the  Re- 
gional Forester,  timber  on  lands  under 
option  by  the  United  States  or  on  offered 
lands  included  in  an  approved  land 
exchange  agreement  may  be  sold.  Before 
the  sale  Is  made,  a  cooperative  agree- 
ment must  be  made  with  the  owner  of 
the  land  authorlztag  the  Forest  Service 
to  conduct  the  sale  and  providing  for 
return  of  stumpage  receipts  to  the  own- 
er If  title  to  the  land  Is  not  accepted 
by  the  United  States. 


(f)  With  prior  a;H>roval  by  the  Re- 
gional Forester,  catting  of  exchange 
timber  described  In  {223.1(d)  may  be 
authorized  to  advance  of  the  acceptance 

of  title  to  the  non-Federal  land  offered 
in  exchange. 

§  223.3      Conlracl  euiitlition?. 

(ai  The  approvmg  officer  will  insure 
that  each  timber  sale  contract,  permit 
or  other  authorized  form  of  National 
Forest  timber  disposal  is  consistent  with 
applicable  land  and  resource  manage- 
ment plans  and  environmental  quality 
standards  and  includes,  as  appropriate, 
requirements  for: 

( 1 1  Fire  protection  and  suppression; 

i2i  Protection  of  residual  timber: 

(3'  Regeneration  of  timber  as  may  be 
made  nece.ssarj-  by  harvesting  opera- 
tions: 

(4 1  Minimizing  increases  in  soil 
erosion : 

<5i  Pro\idmg  favorable  conelitions  of 
water  flow  and  quaUty: 

<6i  Utilization  of  tlie  timber  resource 
to  provide  for  the  optimum  practical 
use  of  the  wood  material  as  may  be 
obtained  with  available  technology,  con- 
sidering opportunities  to  promote  more 
efficient  wood  utilization,  regional  condi- 
tions and  species  characteristics; 

(7>  Reduction  of  the  likelihood  of  loss 
to  destructive  agencies;  and 

i8i  Minimizing  adverse  effects  on.  or 
providing  protection  for  and  enhancing 
other  National  Forest  resources,  uses  and 
improvements. 

(b)  Sale  contracts  shall  not  exceed 
10  years  to  duration,  unless  there  is  a 
finding  by  the  Chief.  Forest  Service,  that 
better  utilization  of  the  vairious  forest 
resources  (consistent  with  the  provisions 
of  the  Multiple-Use  Sustamed-Yield  Act 
of  1960>  will  result. 

(c>  Sale  contracts  with  a  term  of  2 
years  or  more  shall  provide  for  the 
filing  of  an  operating  plan  as  soon  as 
practicable  sifter  execution  of  the  con- 
tract, such  plan  shall  be  a  part  of  the 
contract.  The  plan  of  operation  shall  be 
general  to  nature,  outlining  the  expected 
timing  and  order  of  sale  development, 
including  such  major  operations  as  road 
construction,  felling  and  removal  of  tim- 
ber, distribution  of  timber,  and  con- 
tractual requirements  for  erosion  pre- 
vention and  slash  disposal.  The  plan  of 
operation  and  revisions  thereto  shall  be 
subject  to  concurrence  by  the  Forest 
Service. 

.d'  Sale  contracts  exceeding  7  years 
to  duration,  and  those  of  shorter  dura- 
tion to  the  extent  found  desirable  by 
the  approving  officer,  will  provide  for  the 
redetermination  of  rates  for  stumpage 
and  for  required  deposits  at  tatervals  of 
not  more  than  5  years,  exclusive  of  any 
period  allowed  for  the  construction  of 
improvements. 

let  Sale  contracts  shall  provide  that 
timber  and  forest  products  be  paid  for 
in  advance  of  cutttog.  except  that,  when 
the  contract  or  permit  so  specifies,  pay- 
ment may  be  made  after  the  timber  Is 
cut  and  scaled  provided  the  purchaser 
prior  to  cutttog  fiunlshes  a  bond  with 
corporate  surety,  satisrfactory  to  the 
Forest  Service  or  in  lieu  thereof  depaslts. 


with  a  Federal  depositorj-.  through  the 
Forest  Service,  negotiable  securities  of 
the  United  States,  having  a  market  value 
not  lower  than  the  value  of  the  timber 
to  be  cut  before  payment  Is  made  and 
acc(Knp€inied  by  power  of  attorney  and 
agreement  authorizing  the  bond  approv- 
ing officer  to  sell  or  collect  such  .securi- 
ties if  pa>-ment  is  not  made  for  timber 
cut.  Sums  deposited  for  pe>-ment  to  ad- 
vance of  cutting  in  excess  of  amoimts 
found  to  be  due  the  United  States  shall 
be  refunded  to  original  depositors,  their 
local  representatives,  or  to  successors  in 
interest. 

f)  Timber  sale  contracts  may  require 
the  purchaser  to  furnish  a  performance 
bond  for  satisfactory  compliance  with  its 
terms. 

<  g »  1 1 1  Timber  .sale  contracts  may 
provide  for  volume  determination  by 
scaling.  mea.suring.  weighing,  or  coimt- 
ing  the  logs  or  other  products,  or  by 
measuring  the  trees  before  cutttog  If 
the  contract  or  ;>ermit  provides  for  the 
determination  of  volume  by  tree  meas- 
urement and  the  timber  has  t>een  paid 
for.  the  marking  or  otherwise  designat- 
ing of  the  tree  authorizes  cutttog  and 
removal  Otherwise  no  timt>er  cut  under 
any  contract  shall  be  removed  from  the 
place  designated  until  it  has  been  scaled, 
measured,  or  counted  as  provided  in  the 
timber  sale  contract,  unless  such  removal 
is  *i>ecifically  authorized  in  the  con- 
tract. 

1 2 1  National  Forest  timber  sold  on 
board  foot  scale  .^hall  be  scaled  by  the 
Soribner  Decimal  C  Log  Rule,  or  if  the 
advertisement  and  contract  or  permit  so 
state,  by  the  International  '4-toch  log 
rule  or  by  the  Intel-national  '4 -inch 
Decimal  log  rule.  National  Forest  timber 
may  also  be  sold  by  the  cubic  volume  rule 
or  by  cords,  each  as  used  by  the  Forest 
Sen  ice 

'hi  Timber  sale  contracts,  permits 
and  other  doruments  authorizing  the 
cutting  or  removal  of  timber  or  forest 
products  shall  require  the  purchaser  to 
trfeat  temporary  roads  constructed  or 
used  thereunder  so  as  to  permit  the  rees- 
tablishment  by  artificial  or  natural 
means,  of  vegetative  cover  on  the  road- 
way and  areas  where  the  vegetative 
cover  was  disturbed  6y  the  construction 
or  use  of  the  road,  as  necessary  to  mini- 
mize erosion  from  the  disturbed  area. 
Such  treatment  shall  be  designed  to  re- 
establish vepetativp  cover  as  .soon  as 
practicable,  but  at  least  within  10  years 
after  the  termination  of  the  (X)ntract. 

(i>  Road  construction  authorized  im- 
der timber  sale  contracts,  permits  and 
other  docimients  authorizing  the  cutttog 
or  removal  of  timber  or  forest  products 
shall  be  designed  to  standards  appropri- 
ate for  the  totended  uses,  considering 
safety,  cost  of  transportation,  and  im- 
pacts on  land  and  resources  If  the  sale 
contract  provides  for  roswl  design  stand- 
airds  to  excess  of  those  needed  for  th« 
harvest  and  removal  of  timber  from  thai 
sale,  tocludtog  measures  to  protect  ad- 
jacent resource  values,  provision  ahaH  be 
made  to  the  contract  for  compensatto* 
the  purchaser  for  the  additional  costo, 
unless  the  purchaser  elects  Oovemmen* 
construction  under  section  14(0  of  th* 


FEDERAL  REGISTER,    VOl     42;    NO     106— THURSDAY.    JUNE   2,    1977 


28256 

National    Forest    Management    Act    of 

1976. 

ij)  Timber  sale  contracts,  permits 
and  other  such  InstrumeiitB,  authoriz- 
ing the  harvesting  of  tree^s  or  other  for- 
est products,  with  terms  of  longer  than 
2  years,  shall  provide  for  revision  of  con- 
tract terms  as  necessary  to  make  them 
consistent  with  guidelines  and  standards 
devolor^ed  to  Implement  section  6  of  the 
Forest  and  Rangcland  Renewable  Re- 
sources Planning  Act  of  1974,  as 
amended,  and  with  land  management 
plans  developed  or  revised  thereunder. 
The  contract  shall  provide,  that  rates  of 
payment  for  timber  shall  be  adjusted  a,s 
necessary  to  reflect  resulting  changes.  If 
any,  in  the  value  of  the  timber,  resulting 
from  the  revision, 

iki  Timber  sale  contracts,  permits. 
and  other  such  tnstnmients.  authorising 
the  harvesting  of  trees  or  other  forest 
products,  with  terms  of  longer  than  2 
years,  shall  provide  for  cancellation  In 
order  to  prevent  serious  environmental 
damage  or  when  they  are  significantly 
InconsLstent  with  land  management 
plans  adopted  or  revised  in  accordance 
with  section  6  of  the  Forest  and  Range- 
land  Renewable  Resources  Planning  Act 
of  1974.  as  amended  Such  provision 
shall  provide  for  reasonable  compensa- 
tion to  the  purchaser  for  unrecovered 
costs  Incurred  under  the  contract  and 
for  the  difference  between  the  current 
contract  value  and  the  average  value  of 
comparable  National  Forest  timber  sold 
during  the  preceding  6-month  period. 

'1>  Each  contract  having  a  provision 
for  construction  of  specified  roads  with 
total  estimated  construction  cost  in  ex- 
cess of  $20  000  will  include  a  provision  to 
ensure  that  if  the  purcha'^er  elects  Gov- 
ernment road  construction,  he  pays  for 
the  timber  an  amount  no  less  than  the 
sum  of  estimated  road  construction  cost 
and  base  rate  value,  as  defined  in 
I  223.4 rb). 

I  m  '  '  1  >  For  timber  sales  with  an  ad- 
vertLsed  value  exceeding  $2,000,  the  For- 
est Service  may  permit  transfer  of  un- 
used effective  purchase  credit  earned 
after  December  16.  1975.  from  one  tim- 
ber sale  account  to  another  timber  sale 
account  to  the  same  pHirchaser  within 
the  same  National  Forest,  provided  the 
sale  contracts  provide  procedures  for  the 
use  of  purchaser  credit  Approval  for 
transfer  shall  not  be  granted  for 
amounts  needed  to  satisfy  unfulfilled 
payment  obligations  or  claims  for  dam- 
ages due  the  United  States.  Purchaser 
credit  transferred  under  this  paragraph 
may  be  used  to  meet  current  or  subse- 
quent charges  for  timber  Such  trans- 
ferred purcha.^er  credit  may  be  used 
only  to  cover  charges  for  timber  in  ex- 
cess of  the  total  of  base  rates,  required 
deposits  and  any  amount  required  for 
cultural  work  In  accordance  with  the 
original  sale  area  betterment  plan,  or 
revLslonjs  thereto  approved  prior  to 
July  1.  1976. 

(2)  To  assure  protection  of  the  United 
States  to  connection  with  the  Implemen- 
tation 0*  this  regulation,  contract  prt>- 
TtelocLs  shall  not  prevent  the  Forest 
Berrlce  from  carndng  out  wAlectiooa 
rights,  authorized  by  the  Claims  Collec- 
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tlon  Act.  between  contracts  Involved  In 
the  transfer  of  purchaser  credit.  Such 
clalmA  against  the  ccaitract  receiving  the 
transferred  purchaser  credit  shall  be 
limited  to  the  amount  transferred. 

i3>  As  used  in  paragraph  (m)  (1)  of 
this  section,  the  term  "Purchaser"  In- 
cludes any  single  individual,  corporation, 
company,  firm,  partnership,  joint  ven- 
ture, or  other  business  entity  or  the  suc- 
cessor in  Interest  of  any  of  the  foregoing 
business  entitles  having  timber  sale  con- 
tracts on  the  same  National  Forest.  The 
tei-m  "National  Forest"  shall  be  con- 
sidered as  a  unit  of  the  National  Forest 
System,  regardless  of  how  it  was  estab- 
lished, which  maintains  a  separate 
identity  with  respect  to  the  distrtbutipn 
of  receipts  earned  thereon  to  the  States 
and  counties.  The  term  "Effective  Pur- 
chaser Credit"  means  unused  purchaser 
credit  which  does  not  exceed  current  con- 
tract value  minus  base  rate  value.  The 
term  "base  rate  value"  is  the  sum  of  the 
products  of  base  rate  and  estimated  re- 
mamlng  unsealed  volimies  by  species  of 
timber  included  In  a  timber  sale  contract. 

(4'  Not  later  than  E>ecember  31,  1977, 
an  opportunity  will  be  provided  for  Inter- 
ested parties  to  comment  on  the  provi- 
sions of  this  paragraph  and  to  suggest 
changes  which  may  be  desirable, 

I  n  I  Timber  sale  contracts  may  provide 
for  adjustment  of  the  termination  date 
to  provide  additional  time  to  compen- 
sate for  delays  In  road  construction  and 
timber  removal  due  to  those  causes  be- 
yond the  purchaser's  control,  which  may 
include  but  are  not  limited  to  acts  of 
God,  acts  of  the  public  enemy,  acts  of  the 
Government,  labor  disputes,  fires,  insur- 
rections or  floods. 

»o>  The  date  of  completion  of  perma- 
nent road  construction  obligations  as  set 
forth  in  the  Notice  of  Sale  shall  be  In- 
corporated Into  the  timber  sale  contract. 
This  date  Is  applicable  to  construction 
by  both  the  Forest  Service  and  the  tim- 
ber purchaser.  The  date  Is  not  applicable 
to  roads  not  needed  by  the  purchaser  for 
timber  removal.  The  date  for  completion 
may  be  revised,  if  additional  time  Is 
needed,  under  guidelines  provided  by  the 
Chief.  Forest  Service,  Including  but  not 
limited  to  ( 1  >  default  of  contractors  or 
(2)  design  changes,  physical  changes,  or 
catastrophic  damages  which  necessitate 
modification  of  specified  road  construc- 
tion work.  If  Forest  Service  failure  to 
perform  results  in  delay  In  road  comple- 
tion, tlie  termination  date  shall  be  ad- 
Justed  In  accordance  with  the  contract 
term  adjustment  provisions  of  the  timber 
sale  contract.  If  there  is  substantial  de- 
lay in  perfomiance  by  the  FHarest  Service, 
the  contract  shall  provide  that  rates  of 
paj-ment  may  be  redetermtoed.  at  the 
request  of  the  purchaser,  to  accordance 
with  guidelines  established  by  the  Chief, 
Forest  Service.  If  the  purchaser  retains 
responsibility  for  road  construction,  the 
date  of  completion  for  permanent  roads 
may  be  modified  to  conform  to  the  ap- 
proved plan  of  operation. 

§  22."^. 4      Apprai*Hl  and  pricing. 

(a^  The  objective  of  National  Forest 
timber  appraisals  is  to  estimate  fair  mar- 
ket value    The  basic  procedure  will  be 


analytical  iippraisal  under  which  stump- 
age  value  is  a  residual  value  determined 
by  subtracting  from  the  selling  value  of 
the  products  normally  manufactured 
from  the  timber  the  sum  of  estimated 
operating  costs.  Including  costs  to  the 
purchaser  for  construction  of  roads  or 
other  developments  needed  by  the  pur- 
chaser for  removal  of  the  timber,  and 
margins  for  profit  and  risk.  Costs  and 
product  values  under  the  residual  value 
method  shall  be  those  of  an  ojierator  of 
average  efBciency  and  related  to  the 
operating  difficulties  and  to  size  and 
quality  of  the  timber.  Other  valid  ap- 
praisal methods,  including  transaction 
evidence  procedures,  or  independent 
estimates  based  on  average  investments, 
may  be  used  subject  to  approval  by  the 
Chief.  Forest  Service.  Under  the  ap- 
proved procedures,  pertinent  factors  af- 
fecting market  value  shall  be  considered. 
Including  but  not  limited  to,  prices  paid 
and  vraluatlons  established  for  other  pur- 
poses for  comparable  timber.  Considera- 
tion of  such  prices  and  valuation  may 
recognize  and  adjust  for  factors  which 
are  not  normal  market  influences. 

(b)  The  Chief,  Forest  Service,  shall 
establish  minimum  stumpage  rates,  i.e., 
"base  rates."  for  species  and  products  on 
Individual  National  Forests,  or  groups  of 
National  Forests.  Timber  shall  be  sold 
for  appraised  value  or  minimum  stimip- 
age  rates,  whichever  Is  higher.  No 
timber  may  be  sold  or  cut  under  timber 
sale  contracts  for  less  than  minlmiun 
stumpage  rates  except  to  provdde  for  the 
removal  of  insect-Infested,  diseased,  dead 
or  distressed  timber  or  in  accordance 
with  contract  provisions  specifically 
providing  for  catastrophlcally-affected 
timber  and  incidental  amounts  of  mate- 
rial not  meeting  utilization  standards  of 
the  timber  sale  contract.  For  any  timber 
sale  offering  where  deposits  are  to  be 
required  for  reforestation  under  the  Act 
of  June  9,  1930,  as  amended  (46  Stat. 
527;  16  use.  576-576b>  which  exceed 
the  value  of  the  established  minimum 
stumpage  rates,  the  mlnmum  rates  may 
be  Increased  by  the  approving  officer  as 
necessary  to  the  amount  of  such  required 
reforestation  deposits  and  a  minimum 
deposit  to  the  Treasury.  Minimum  rates 
In  timber  sale  contracts  wiU  not  be  set 
higher  than  established  minimum  rates 
for  purposes  other  than  assuring  ade- 
quate funds  for  reforestation. 

(c)  Appraisal  may  also  establish 
stumpage  value  as  if  unconstructed  roads 
or  other  developments  needed  by  the 
purchaser  for  removal  of  the  timber  were 
In  place.  When  timber  Is  appraised  and 
sold  on  such  basis,  "purchaser  credit" 
for  road  construction,  not  to  exceed  the 
estimated  construction  co6t  of  such  roads 
or  other  developments  specified  In  the 
timber  sale  contract  shall,  when  such 
construction  Is  accomplished  by  pur- 
chaser, be  deducted  from  stumpage  pay- 
ments made  by  or  due  from  purchaser 
under  the  timber  sale  contract  for  other 
than  minimum  stumpage  rates  and  re- 
quired deijoslts  for  slash  disposal  and 
roed  maintenance.  As  used  to  this  sec- 
tion "estimated  construction  costs" 
means  the  total  cost  of  constructing  aU 
permanent  roads  specified  to  the  timber 


FEDERAL  «£CISTE«,   VOL    42,   NO.    106— THURSDAY,    JUNE   2,    1977 


/ 


RULES  AND  REGULATIONS 


28257 


sale  contract,  estimated  as  If  construc- 
tion Ifi  to  be  accomplished  by  an  tode- 
pendent  contractor  who  is  not  the  timber 
purchaser.  In  determlntog  the  purchaser 
credit  amount  applicable  against  timber 
pajTnents,  the  estimated  construction 
cost  may  be  reduced  for  the  effect  of 
differences  in  applicable  wage  rates, 

<d>  Timber  shall  be  advertised  for 
sale  at  Its  appraised  value,  or  its  ap- 
praised value  plus  specified  road  costs. 
In  either  event,  the  advertised  rates  shall 
be  not  less  than  minimum  stumpage 
rates,  except  that  sales  of  insect-infested, 
diseased,  dead,  or  distressed  timber  may 
be  sold  at  less  than  minimum  rates  when 
harvest  of  such  timber  is  necessary  to 
protect  or  improve  the  forest  or  prevent 
waste  of  u.-;eable  wood  fiber. 

<ei  Timber  may  be  appraised  and  sold 
at  a  lump-sum  value  or  at  a  rate  per 
unit  of  measure  which  rate  may  be  ad- 
justed during  the  period  of  the  contract 
and  as  therein  specified  to  accordance 
with  formulas  or  other  equivalent  spec- 
ifications for  the  f ollowtog  reasons :  a  ^ 
Variations  in  lumber  or  other  product 
value  todlces  between  the  price  index 
base  specified  to  the  contract  and  the 
price  index  actually  experienced  during 
the  cutttag  of  the  timber;  (2>  variance 
between  advertised  rates  and  rates  re- 
determtoed by  appraisal  at  dates  speci- 
fied in  the  contract;  *3>  variance  be- 
tween redetermined  rates  and  rates 
appropriate  for  changes  in  costs  or  sell- 
ing values  subsequent  to  the  rate  rede- 
termination which  reduce  conversion 
value  to  less  than  such  redetermined 
rates;  and  (4)  substantial  loss  of  value 
due  to  physical  deterioration  of  green 
timber  or  other  phv'slcal  damage  to  the 
sale  area  or  access  to  the  timber. 

(f>  The  value  of  exchange  timber 
(§  223.1(d))  will  be  determined  by  the 
appraisal  methods  to  paragraph  <a)  of 
this  section.  Where  the  residual  value 
method  is  used,  prices  paid  for  com- 
parable timber  will  be  considered  and 
the  residual  value  adjusted  accordingly, 

(g>  The  value  of  timber  required  to  be 
cut  for  the  occupancy  of  a  right-of-way 
or  other  authorized  use  of  National  For- 
est System  land  (§  223.1(h)  1  for  which 
pavinent  will  be  made,  will  be  determined 
by  the  apuralsal  methods  in  paragraph 
ia>  of  this  section.  Where  the  residual 
value  method  Is  used,  prices  paid  for 
comparable  timber  will  be  considered  and 
the  residual  value  adjusted  accordinglv. 

^  22.^..?      .4d\erti»«-nifiit  and  h'ul^. 

lai  Except  as  otherwise  provided  in 
this  part  each  sale  in  which  the  ap- 
praised value  of  the  timbef  or  other  for- 
est products  exceeds  $10,000  will  be  made 
only  after  advertisement  for  a  period  of 
30  days  or,  if  to  the  optoion  of  the  officer 
authoriztog  the  sale,  the  quantity,  value 
or  other  conditions  justify,  a  longer  pe- 
riod; and  any  sale  of  smaller  appraised 
value  win  be  advertised  or  toformal  bids 
solicited  from  potential  purchasers /if .  to 
the  judgment  of  the  officer  authoriztog 
the  sale,  such  action  Is  deemed  advisable. 

lb)  In  emergency  situations  where 
prompt  removal  of  timber  tocluded  to  a 
sale  Is  essential  to  avoid  deterioration  or 
to  minimize  the  likeltoood  of  the  spread 


of  insects,  the  approving  officer  may  au- 
thorize 5hcwt«iing  the  formal  advertis- 
ing period  to  not  less  than  7  days. 

(c)  When  timber  or  other  forest  prod- 
ucts are  offered  for  preferential  blddtog 
to  accordance  with  the  Small  Busmess 
Act  (15  U.S.C.  631  et  seq.)  as  amended, 
the  advertisement  shall  state  that  the 
offering  is  set  aside  for  competitive  bid- 
ding by  smaD  busmess  concerns. 

(d)  The  advertisement  will  include: 
(1)  The  location  and  estimated  quanti- 
ties of  timber  or  other  forest  products 
offered  for  sale. 

*2»  The  mtoimum  acceptable  stump- 
age or  other  unit  prices, 

<3'  The  amount  or  rate  of  anj'  re- 
quired additional  payments. 

t4)  Tlie  place  where  complete  infor- 
mation on  the  offering  may  be  obtained. 

<5i  The  time  and  place  at  which  d) 
sealed  bids  wUl  be  opened  to  public,  or 
lii)  .sealed  bids  will  be  opened,  to  public, 
followed  by  an  oral  auction, 

I  6)  The  amount  of  deposit  which  each 
bidder  must  make,  or  which  must  be 
made  promptly  by  the  successful  bidder 
in  an  oral  auction. 

<7»  The  right  to  reject  any  and  all 
bids. 

i8>  Notice  that  a  prospectus  is  avail- 
able to  the  public  and  toterested  poten- 
tial bidders. 

>ei  For  each  sale  outside  of  the  State 
of  AlavSka,  which  tocludes  a  provision  for 
purchaser  credit  for  construction  of  per- 
manent roads  with  a  total  estimated 
construction  cost  exceeding  $20,000,  the 
advertisement  will  also  toclude: 

1 1 )  The  road  standards  applicable  to 
construction  of  permanent  roads  or  a 
reference  to  the  source  of  such  toforma- 
tion. 

i2)  The  total  estimated  construction 
cost  of  the  permanent  roads. 

( 3 )  The  purchaser  credit  Imilt. 

(4)  The  date  of  final  completion  for  all 
permanent  roads. 

<5)  A  statement  extending  to  small 
business  concerns  qualified  under  the 
Small  Busmess  Act,  as  amended,  for  pref- 
erential bidding  on  timt)er  sales,  and 
the  regulations  issued  thereunder,  the 
option  to  elect,  when  submltttog  a  bid, 
to  have  all  permanent  roads  constructed 
by  the  Forest  Service. 

(6»  A  statement  explatoing  how  the 
Forest  Service  intends  to  perform  road 
construction,  force  account  or  contract, 
if  the  high  bidder  elects  Forest  Service 
construction. 

<7)  The  maximum  period  for  which 
timber  sale  contract  award  wUl  be  de- 
layed while  the  Forest  Service  seeks  a 
satisfactory  construction  bid.  The  period 
stated  will  not  exceed  120  days  unless 
the  Regional  Forester  approves  a  longer 
period.  A  longer  period  may  be  approved 
where  necessary  to  assure  access  to  con- 
struction sites  by  potential  construction 
bidders.  Also  a  longer  period  may  be  es- 
tablished for  sales  to  be  advertised  prior 
to  January  1.  1979,  for  which  precon- 
struction  engineering  was  to  have  been 
accomplished  by  the  timber  purchaser. 
As  used  to  this  part,  a  satisfactory  bid 
la  an  acceptable  bid  imder  Federal  Pro- 
curement Regulations. 


(f)  For  each  sale  described  to  para- 
graph (e)  of  this  secUcai,  the  bid  form 
must  toclude  provislcwi  for  a  small  busi- 
ness concern: 

(1)  To  elect  road  construction  by  the 
Forest  Service  and  where  such  election 
is  made; 

i2>  To  certify  as  to  small  bustoess 
status,  and 

13)  To  todicate  knowledge  d)  of  the 
road  construction  completion  date,  'ii) 
that  the  Forest  Service  expects  to  con- 
tract for  road  construction  with  a  third 
party,  uii'  that  the  timber  sale  contract 
will  not  be  awarded  unless  a  satisfactory 
road  construction  bid  Is  received  or.  If 
the  Forest  Service  fails  to  receive  such 
a  bid  within  a  maximum  period  stated 
in  the  advertisement,  the  bidder  agrees 
to  perform  road  construction.  tiv»  that 
the  Forest  Sen  ice  may  extend  the  max- 
imum award  delay  time  by  the  amount 
of  tune  needed  to  confirm  the  bidder's 
size  status  or  by  any  time  to  excess  of 
40  days  from  limber  sale  bid  opening 
needed  to  begin  solicitation  of  construc- 
tion bids,  and  <vi  that  if  the  Forest  Serv- 
ice extends  the  maximum  award  delay 
period  because  solicitation  of  the  road 
contract  is  delayed,  the  bidder  may  with- 
draw his  bid  without  penalty 

'gi  Forest  officers  may  .sell,  wlthm 
their  authorization,  without  further  ad- 
vertisement, at  not  less  than  the  ap- 
praised value,  any  timber  previously  ad- 
vertised for  competitive  bids  but  not  sold 
because  of  lack  of  acceptable  bids  and 
any  timber  on  uncut  areas  tocluded  to 
a  contract  which  has  been  termtoated  by 
abandomnent.  cancellation,  contract  pe- 
riod expiration,  or  otherwise  if  such  tim- 
ber would  have  been  cut  under  the  con- 
tract. This  authority  shall  not  be  utilized 
if  there  is  evidence  of  competitive  m- 
terest  to  the  timber. 

<h)(li  Except  as  otherwise  provided 
in  this  section,  no  bid  will  be  considered 
to  the  resale  of  timber  remaining  from 
any  uncompleted  timber  sEtle  contract 
from  aiiy  person,  or  from  an  afflUate  of 
such  person,  who  failed  to  complete  the 
original  contract  <li  because  of  termtoa- 
tion  for  purchaser's  branch  or  fil) 
through  failure  to  cut  designated  timber 
on  portions  of  the  sale  area  by  the  ter- 
mination date,  unless  acceptance  of  such 
bid  is  determined  to  be  m  the  public 
interest. 

1 2  I  The  no  bid  restriction  in  the  pre- 
ceding paragraph:  <ii  shall  only  apply 
when  50  percent  or  more  of  the  timber 
included  m  the  resale  is  timber  remam- 
ing  from  the  uncompleted  contract  and 
the  resale  is  advertised  within  3  years 
of  the  date  the  uncompleted  contract 
lemimated.  'li'  when  miposed  because 
of  failure  to  cut  designated  timber  on 
portions  of  the  sale  area  by  the  termtoa- 
tion  date,  shall  not  apply  to  resales  of 
timber  for  which  the  original  contract 
was  awarded  prior  to  April  30.  1972.  un- 
less the  contract  is  extended  thereafter; 
and  (ill)  shall  not  apply  to  (Ai  resales 
of  timber  withto  a  sustained  yield  unit 
unless  cMnpetltlon  may  be  invited  under 
the  policy  statement  for  the  unit.  'B) 
resales  of  timber  on  contract  which 
would    ordtoarily    have    been    awarded 
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prior  to  April  30.  1972.  If  award  was  de- 
layed through  no  fault  of  the  purchaser, 
and  iCi  resales  of  timber  on  contracts 
not  extended  because  of  environmental 
considerations. 

(3)  Wliere  a  third-party  agreement 
has  been  approved  In  accordance  with 
{  223.8 'e)  :  the  original  purchaser  shall 
not  be  affected  by  this  section  unless 
such  purchaser  Ls  an  af&liate  of  the  tliird 
party. 

(4)  As  used  in  this  section,  "person 
Includes  any  Indh-ldual.  corporation, 
company,  association,  firm,  partnership, 
Boclety.  Joint  stock  company,  or  otlier 
business  entlt>'  or  the  successor  in  In- 
tere.'=;t  of  any  of  the  foregoing  business 
entitles.  A  person  Ls  an  -affiliate"  when 
either  directly  or  Indirectly  'D  a  person 
controls  or  has  the  power  to  control  the 
other,  or  dV  a  third  person  or  persons 
control  or  has  the  power  to  control  both. 

g  223.6       Hidtiins  nulhods. 

fa)  Definitic«is:  (1>  "Adjacent  de- 
pendent community"  means  an  area 
with  common  social  and  economic  in- 
terests bounded  by  established  dally 
marketinR  and  workforce  connecting 
pattem.s.  and  encompassing  one  or  more 
primary  wood  product  manufacturing 
facilities  located  within  or  adjacent  to 
a  specific  area  of  National  Forest  timber 
open  which  it  is  dependent  for  its  timber 
rupply  and  where  10  percent  or  more  of  • 
the  community  workforce  is  employed  in 
the  primary  manufacture  of  wood  prod- 
U'  us.  including  logging  and  log  trans- 
portation, and  National  Forest  timber 
accounted  for  at  least  30  percent  of  tlie 
timber  ased  in  the  primary  wood  product 
manufacturing  facilities  in  the  last  5 
calendar  years. 

<2)  "Tributary-  area  '  means  a  specific 
tlmbcrshed  identified  by  transportation 
facilities,  major  topographic  features  or 
adminLstratlve  boundaries  which  Is  the 
source  of  National  Forest  timber  for  pri- 
mary wood  product  manufacturing  fa- 
cilities In  adjacent  dependent  commu- 
nities. An  entire  National  Forest  may  be 
considered  to  be  a  single  tributary  area, 
or  ruch  forest  may  be  subdivided  Into 
two  or  more  tributary  areas:  provided, 
that  any  such  subdivision  has  been  con- 
sidered by  the  public  under  procedures 
provided  by  the  forest  supervisor  before 
It  Ls  established. 

(bi  Sealed  bidding  will  be  used  for 
competitive  sale  of  National  Forest  tim- 
ber, except  as  provided  in  paragraphs 
Cbi    a)    through   (5'    of  this  section. 

m  Oral  auction  bidding  may  be  used 
tn  area5  where  pre-exLsting  agreements 
require  the  sale  of  National  Forest  tim- 
ber by  oral  auction. 

(2i  OraJ  auction  may  be  used  where 
there  is  urgent  need  to  salvage  Insect- 
Infested  or  damaged  tbnber  in  order  to 
prevent  the  spread  of  Insects  or  product 
deterioration. 

(31  In  areas  tributary  to  adjacent  de- 
pendent communities,  a  mix  of  bidding 
methods  consLstlng  of  approximately  T5 
I)ercent  oral  auction  and  25  percent 
■ealed  bid  sales  by  volume  may  be  used 
for  sales  with  an  appraised  ralue  of 
$10,000  or  more.  In  addition,  any  IndM- 
duaJ  sale  comprising  over  20  i)ercent  of 
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the  volume  planned  for  sale  in  the  trib- 
uUry  area  in  a  fiscal  year  may  be  of- 
fered by  oral  auction. 

(4  >  A  record  of  National  Forest  Umber 
sales  purchased  by  firms  with  primary 
manufacturing  facilities  outside  of  ad- 
jacent dependent  communities  will  be 
maintained  where  a  mix  of  bidding 
methods  Is  used.  U  the  volume  of  pur- 
chases by  such  firms  equals- or  exceeds 
previous  purchase  levels,  the  forest 
supervisor  may  increase  the  proportion  of 
volume  sold  by  oral  auction. 

<  5 )  The  Chief.  Forest  Service,  may  au- 
tliorize  the  testing  and  evaluation  of  al- 
ternative bidding  methods. 

(c )  The  Chief,  Forest  Service,  may  au- 
thorize departures  from  the  bidding 
methods  set  in  paragraph  (b)  of  this 
section  when  he  determines  such  depar- 
tures are  necessary  to  protect  the  public 
interest.  ,  ^ 

( d  >  One  year  after  the  effective  date  of 
tills  regulation,  and  periodically  there- 
after, the  Chief,  Forest  Service,  will  re- 
view the  methods  of  bidding  for  National 
Forest  timber  for  compliance  with  the  ob- 
jectives of  Section  14(a)  of  the  National 
Forest  Management  Act  of  1976  and  shall 
report  the  results  of  this  review,  along 
with  any  recommendations  for  change, 
to  the  Secretary. 
§  22."?. 7      .\«ar(ls. 

tai  Advertised  timber  will  be  awarded 
to  the  highest  bidder  upon  satLsfactory 
showing  by  him  of  ability  to  meet  fi- 
nancial requirements  and  any  other  con- 
ditions of  the  sale  offer  vmless: 

1 1 )   E>etermination  is  made  to  reject  all 

bids. 

(2*  Two  or  more  bidders,  all  of  whom 
meet  the  requirements,  submit  equal  bids 
which  are  the  highest  bids,  in  which  case 
award  may  be  by  the  drawing  of  lots. 
Equal  bids  from  parties  having  direct  or 
indirect  common  control  or  association  in 
logging,  processing  or  marketing  may  be 
consolidated  to  the  extent  deemed  neces- 
sary by  the  awarding  officer  in  order  to 
give  to"  any  others  who  have  bid  the  same 
amount  an  equitable  opportunity  In  the 
drawing  of  lots. 

(31  The  highest  bidder  is  notoriously 
or  habitually  careless  with  fire,  or  has 
failed  to  comply  with  the  requirements  of 
previous  contracts  for  National  Forest 
timber. 

(4i  Monopoly,  Injurious  to  the  public 
welfare,  would  result  from  the  control  of 
large  amounts  of  public  or  of  public  and 
private  timber. 

( 5  >  The  award  would  result  in  remov- 
ing or  materially  lessening  opportimitles 
for  gainful  employment  to  local  labor;  or 
would  be  against  the  Interests  of  local 
users  dependent  on  National  Forest  tim- 
ber; or  would  cause  the  aibandorunent  or 
prevent  the  establishment  of  a  local  In- 
dustry which  should  furnish  a  desirable 
permanent  market  for  National  Forest 
products. 

(6 1  The  high  bidder  has  elected  Forest 
Service  road  construction  in  response  to 
an  advertisement  extending  such  an  op- 
tion, the  Forest  Service  cannot  perform 
the  construction  and  in  response  to  solic- 
itation has  not  received  a  satisfactory 
bid    for   such   construction   within   the 


period  stated  In  the  advertisement  and 
the  high  timber  sale  bidder  is  unwilling 
to  perform  the  construction. 

(b)  Any  bidder  or  applicant  for  a  sale 
may  be  required  to  fumLsh  a  statement 
of  his  relation  to  other  bidders  or 
operators,  including.  If  desired  by  the 
supervisor  or  Regional  Forester,  a  certi- 
fied statement  of  stockholders  or  mem- 
bers of  the  firm,  and  the  holders  of 
bonds,  notes  or  other  evidences  of  In- 
debtedness, so  far  as  known,  so  that  the 
statement  will  show  the  extent  of  the  in- 
terest of  each  in  the  bidder  or  applicant 

(c)  If  the  highest  bid  Is  not  accepted 
and  the  sale  Ls  still  deemed  desirable, 
all  bids  may  be  rejected  and  the  timber 
readvertlsed :  or.  Lf  the  highest  bidder 
cannot  meet  the  requirements  under 
which  the  timber  was  advertised  or  the 
withholding  of  award  to  him  is  based  on 
one  or  more  of  paragraphs  (ai  (3),  (4'. 
(5».  and  <6)  of  this  section,  award  at 
the  highest  price  bid  may  be  offered  to 
the  next  highest  qualified  bidder  or  to 
the  other  qualified  bidders  In  order  of 
their  bids  until  the  award  is  accepted  by 
one  or  refused  by  all  of  the  qualified 
bidders. 

(d>  If  timber  is  advertised  as  set  aside 
for  competitive  bidding  by  small  biisiness 
concerns,  award  will  be  made  to  the  high- 
est bidder  who  qualifies  as  a  small  busi- 
ness concern  and  who  has  not  been  de- 
termined by  the  Small  Business  Admin- 
istration to  be  Ineligible  for  preferential 
award  of  set-aside  sales.  If  there  are 
no  qualified  small  business  bidders  any 
readvertlsexnent  shall  be  without  restric- 
tion on  the  size  of  bidders. 

(e)  When  necessary  in  the  judgment 
of  the  approving  officer,  any  applicant  or 
bidder  may  be  required  to  submit,  before 
expense  is  incurred  in  acting  on  the  ap- 
plication or  before  award  is  made  in  re- 
sponse to  a  bid.  a  satisfactory  showing  of 
financial  ability  and  bidder  may  be  re- 
quired to  show  that  he  has  or  can  obtain 
equipment  and  supplies  suitable  for  log- 
ging the  timber  and  for  meeting  the  re- 
source protection  provisions  of  the  con- 
tract. 
§  223.8      Contrait  administration. 

(a)  The  Chief.  Forest  Service,  after 
approval  of  conditions  of  ssde.  may  au- 
thorize Regional  Foresters  formally  to 
execute  timber  sale  contracts  and  related 
papers  tn  sale^  exceeding  the  volume 
which  the  Regional  Forester  has  been 
authorized  to  sell. 

(b^  This  paragraph  is  to  Implement 
the  provisions  of  section  242 (a> .  (b) .  and 
(c>  of  the  Disaster  Relief  Act  of  1970  (84 
Stat.  1956 1  which  relate  to  contracts  for 
the  sale  of  National  Forest  timber  In 
connection  with  areas  damaged  by  major 
disaster  as  designated  by  the  President 
pursuant  to  the  Act. 

(1)  Where  an  existing;  contract  for 
the  sale  of  National  Forest  timber  does 
not  provide  relief  from  major  physical 
change  not  due  to  purchaser's  negligence 
prior  to  approval  of  construction  of  any 
section  of  specified  road  or  other  speci- 
fied development  facility  and,  as  a -re- 
sult of  a  major  disaster  In  a  designated 
area  a  major  physical  change  results  in 
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additional  construction  work  by  the  pur- 
chaser in  connection  with  such  a  road 
or  facility,  the  United  States  shall  bear 
such  increased  construction  cost  if,  as 
determined -by  the  Chief,  Forest  Service, 
the  estimated  cost  is  (H  more  than  $1,000 
for  sales  under  1  million  board  feet,  or 
(ill  more  than  $1  per  thousand  board 
feet  for  sales  of  1  to  3  million  board  feet, 
or  (iii)  more  than  $3,000  for  sales  over  3 
million  board  feet. 

(2)  Where  the  Chief,  Forest  Senice. 
determines  that  damages  are  so  great 
that  restoration,  recon.struction,  or  con- 
struction is  not  practical  under  the  cost- 
sharing  arrangement  in  paragraph  (b> 
<1)  of  this  section,  he  may  allow  cancel- 
lation of  the  contract  notwitlistanding 
provisions  therein  or  in  §  223.9. 

(3)  The  Chief,  Forest  Service,  is  au- 
thorized to  reduce  to  7  days  the  mini- 
mum time  to  advertise  the  sale  of  Na- 
tional Forest  timber  whenever  he  deter- 
mines that  ( 1  >  the  sale  of  such  timber 
will  assist  in  the  construction  of  any  area 
of  a  State  damaged  by  a  major  disaster. 
<ii)  the  sale  of  such  timber  will  assist  in 
sustaining  the  economy  of  such  area,  or 
(iii>  the  sale  of  such  timber  is  necessary 
to  salvage  the  value  of  timber  damag#d 
in  such  ma  lor  disaster  or  to  protect  un- 
damaged timber. 

(4»  Any  request  for  relief  under  para- 
graphs (b)  (1)  or  (2t  of  this  section  shall 
be  made  in  writing  to  the  Forest  Super- 
visor having  administrative  responsibil- 
ity for  the  land  involved. 

(Sec.  242  (a),  (b).  and  (c),  84  Stat.  1756.  42 
U.S.C.  4461) 

(c)  Timber  sale  contracts  may  be  mod- 
ified only  when  the  modification  will  ap- 
ply to  unexecuted  portions  of  the  con- 
tract and  will  not  be  injurious  to  the 
United  States.  Modifications  may  be 
made  by  the  officer  approving  the  sale, 
by  his  successor,  or  by  his  superior,  ex- 
cept as  provided  in  paragraph  (a)  of  this 
section. 

id)  Timber  sale  contracts  may  be  mod- 
ified to  prevent  environmental  damage 
or  to  make  them  consistent  with  guide- 
lines and  standards  developed  to  imple- 
ment Section  6  of  the  Forest  and  Range - 
land  Renewable  Resources  Planning  Act 
of  1974,  as  amended,  and  with  land  man- 
agement plans  adopted  thereunder. 
Modifications  shall  be  subject  to  the  pur- 
chaser's valid  existing  rights.  Rates  of 
payment  for  timber  shall  be  adjusted  to 
reflect  changes,  if  any,  in  the  value  of 
the  timber,  subject  to  existing  contract 
limitations  on  rates. 

(ei  No  agreement  permitting  a  third 
party  to  acquire  the  rights  of  a  pur- 
chaser under  a  timber  sale  contract  may 
be  recognized  and  approved  by  the  For- 
est Service  except  in  writing,  signed  by 
the  officer  apnrovine  the  sale,  his  succes- 
sor, or  superior  officer.  Such  approval 
shall  not  relieve  the  purchaser  of  his  re- 
sponsibilities or  liabilities  under  the  tim- 
ber sale  contract  and  may  be  given  only 
if  '  1 )  the  third  party  is  acceptable  to  the 
Forest  Service  as  a  purchaser  of  timber 
under  the  conditions  and  reauireraents 
then  in  effect  for  similar  timber  sales  and 
as.sumes  in  writing  all  of  the  obligations 
to  the  Forest  Service  under  the  terms  of 


the  timber  sale  contract  as  to  the  un- 
completed portion  thereof,  or  (2)  the 
rights  are  acquired  in  trust  as  security 
and  subject  to  such  conditions  as  may 
be  necessary  for  the  protection  of  the 
public  interests. 

<  f  I  The  term  of  any  contract  or  permit 
shall  not  be  extended  unless  the  approv- 
ing officer  finds:  ( 1 1  That  the  purchaser 
has  diligently  performed  in  accordance 
with  contract  provisions  and  an  ap- 
proved plan  of  operation ;  or 

(2>  That  the  substantial  overriding 
public  interest  justifies  the  extension. 

§  223.9      Canrellation  and  drbarmcnl. 

(a)  Timber  sale  contracts  and  permits 
may  be  canceled :  <  1  •  For  serious  or  con- 
tinued violation  of  their  terms. 

<2i  UpcHi  application,  or  with  the  con- 
sent of  the  purchaser,  when  such  action 
is  of  advantage  to  the  United  States  or 
not  prejudicial  to  its  interests 

( 3 )  Upon  application  of  the  purchaser 
if  the  value  of  the  timber  remaining  to 
be  cut  is  diminished  materially  because 
of  catastrophic  damage  caused  by  forces 
beyond  the  control  of  the  purchaser  re- 
sulting in  (D  physical  change  in  the  sale 
area  or  access  to  it.  or  <ii)  damage  to 
timber  remaining  to  be  cut. 

i4i  For  conviction  of  violation  of 
criminal  statutes  or.  following  final 
agency  or  judicial  determination,  of 
violation  of  civil  standards,  orders, 
permits,  or  other  regulations  for  the 
protection  of  environmental  quality 
issued  by  a  Federal  agency,  State  agency, 
or  political  subdivision  thereof,  m  the 
conduct  of  operations  thereimder.  on 
National  Forest  System  land,  unless 
comphance  with  such  laws  or  regula- 
tions would  preclude  performance  of 
other  contractual  requirements. 

<5)  Upon  determination  by  the  Chief. 
Forest  Service,  that  operations  there- 
under would  result  in  serious  environ- 
mental degradation  or  resource  damage 
and  with  reasonable  compensation  to 
the  purchaser  for  unrecovered  costs  in- 
curred under  the  contract  £ind  the  dif- 
ference between  the  current  contract 
value  and  the  average  value  of  com- 
parable National  Forest  timber  sold 
during  the  preceding  6-month  period. 

lb)  Cancellation  will  be  by  the  Chief, 
Forest  Service.  Authority  to  cancel  con- 
tracts under  paragraph  (aid)  through 
(4»  of  this  sectic«i  may  be  delegated  to 
Regional  Foresters  for  sales  within  their 
authorization.  All  contract  cancella- 
tions under  paragraph  (ai(5i  of  this 
section  shall  be  by  the  Chief.  Forest  serv- 
ice, whose  decision  shall  be  the  final 
agency  decision. 

<c)  Section  1-1  604,  Title  41,  US.C, 
authorizes  debarment  or  suspension  of 
a  firm  or  Individual  for  willful  violation 
of  a  contract  provision  or  for  a  record 
of  failure  to  perform,  or  of  unsatisfac- 
tory performance,  in  accordance  with 
the  provisions  of  one  or  more  contracts 
which  the  agency  regard  as  so  serious 
as  to  justify  debarment  or  suspension. 
The  Forest  Service  regards  as  so  serious 
as  to  justify  debarment  or  suspension 


the  willful  violation  or  repeated  failure 
to  perform  or  satisfactorily  periorm 
timber  sale  contract  provisions  relatmg 
to  the  following 

1 1 )  Fire  suppression  or  prevention  and 
tlie  disposal  of  slash. 

(2  >  Protection  of  soil,  water  and  resid- 
ual trees  when  such  failure  causes  sig- 
nificant environmental  or  resource  dam- 
age. 

(3»  Removal  of  designated  timber 
when  such  failure  causes  substantial 
product  deterioration  or  conditions  fa- 
vorable to  insect  epidemics. 

14'  Restrictions  on  the  exportation  of 
timber  included  under  the  contract. 

(5)  Access  by  the  Forest  Service  upon 
its  request  to  purchaser's  books  and  ac- 
counts; and 

'6>  Restrictions  on  the  disposal  of 
timber  on  small  business  set-aside  sales. 

§  223.10      Timbrr  rxporl  and  !sub»lilution 
rf^Irirtions. 

(a I  Unless  restricted  as  provided  in 
this  section  or  unless  it  is  detennined  by 
the  Secretarj'  of  Agriculture  that  the 
supply  of  timber  for  local  use  is  endan- 
gered, timber  lawfully  cut  on  any  Na- 
tional Forest  may  be  exported  from  the 
State  where  grown  to  any  other  State 
lor  processing.  As  used  in  this  paragraph, 
"supply  of  timber  for  local  use'  means 
the  supply  of  timber  necessary  for  con- 
sumption by  local  users 

(44  Sta\   242,  16  US.C.  616) 

'bi  Unprocessed  timber  as  defined  in 
paragraph  (ci  of  this  section,  purchased 
after  March  8.  1974,  from  National  For- 
est System  lands  located  west  of  the 
100th  Meridian  in  the  contiguous  48 
States,  may  not  be  exported  from  the 
United  St-ates  nor  used  as  a  substitute 
for  timber  from  private  lands  exf)orted 
by  the  purchaser.  The  above  limitations 
on  export  and  substitution  do  not  apply 
to  species  of  timber  previously  found 
to  be  .surplus  to  domestic  needs;  addi- 
tional species,  grades,  or  quantities  of 
timber  found  by  the  Secretarv-  of  Agri- 
culture after  public  hearing  to  be  surplus 
to  domestic  needs;  or  to  sales  having  an 
appraised  value  of  less  than  $2,000.  As 
used  in  this  section  .and  as  further  de- 
fined is  paragraph  (di  of  this  section, 
"export"  means  either  direct  or  indirect 
export  and  "purchaser"  means  the  pur- 
chaser or  his  affiliates.  "Private  lands" 
means  lands  held  or  owned  by  a  private 
person  <  individual,  partnenship,  corpora- 
tion, association,  or  other  legal  entity*. 
Norprivate  lands  include  but  are  not 
limited  to.  lands  held  or  ov.ned  by  the 
United  States,  a  State  or  political  sub- 
division thereof,  or  otiier  public  agency, 
or  lands  held  in  trust  by  the  Uni'ed 
States  for  Indians 

(c)  As  used  in  this  section,  the  term 
"unproces.sed  timber'  shall  mean  any 
loes  of  species,  quantities,  or  grades 
which  have  not  been  found  surplus  do- 
mestic to  needs  and  having  a  net  scale 
content  not  less  than  33 '3  percent  of  the 
gross  volume  in  material  meeting  the 
peeler  or  sawmill  requirements  published 
in  the  Julv  1,  1972.  official  Log  Scaling 
and  Grading  Rules  used  bv  West  Coast 
Log  ScaUng  and  Grading  Bureaus;  cants 
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to  be  subsequently  remanufactured  ex- 
ceeding 8^4  inches  in  thickness:  cants 
of  anv  thickness  reassembled  into  logs; 
and  split  or  round  bolts,  or  other  round- 
wood  not  processed  to  standards  and 
specifications  suitable  for  end-product 
use.  Unprocessed  timber  shall  not  mean 
pulp  (utilitv)  grade  logs  and  Dougla-s-f^r 
special  cull  logs  or  timber  proces.sed  into 
the  following: 

il'  Lumber  and  construction  timbers, 
regardless  of  size,  sawn  on   four  sides; 

(2»  Chips,  pulp  and  pulp  products  'ex- 
cept that,  in  Alaska,  chips  from  loggmg 
and  milling  wastes  only  shall  be  consid- 
ered to  be  processed  >  : 

( 3  1    Green  veneer  and  plvwood : 

14  >  Poles  and  piling  cut  or  treated  for 
use  as  such ; 

1 5)   Cants  cut  for  remanufacture.  8^4 

inches  in  thickness  or  less. 

Id  I  As  used  in  this  section,  unproc- 
essed timber,  either  from  National  For- 
est Svstem  lands  or  from  private  lands. 
is  exported  directlv  when  exported  by  the 
National  Forest  timber  purchaser,  his 
subsidiary,  subcontractor,  parent  com- 
panv.  or  anv  other  affiliate  Business  en- 
tities are  considered  to  be  affiliates  when 
one  controls  or  has  the  power  to  control 
the  other  or  when  both  are  controlled 
directlv  or  indirectlv  bv  a  third  entity 
Timber  is  exported  indirectly  when  ex- 
port occurs  as  a  result  of  a  sale  to  an- 
other person  or  as  a  consequence  of  any 
subsequent  transaction. 

(e»  As  used  in  this  section,  .'substitu- 
tion is  the  purchase  of  timber  from  Na- 
tional Forest  Svstem  lands  to  be  used  as 
replacement  for  timber  export-ed  from 
private  lands.  Such  replacement  occurs 
when  with  respect  to  historic  levels  ■  1 ' 
the  purchaser  continues  to  export  and 
increase  his  purcha.se  of  National  Forest 
timber,  or  '2»  the  purchase  of  National 
Forest  timber  continues  while  the  pur- 
chaser increases  hLs  export  of  unproc- 
essed timber  from  private  lands  tribu- 
tarv  to  the  plant  for  which  National 
Forest  timber  covered  by  a  specific  con- 
tract is  expected  to  be  delivered.  His- 
toric level  is  defined  as  the  purchase  or 
export  during  1974  or  anv  subsequent 
calendar  vear  of  not  to  exceed  110  per- 
cent of  the  average  annual  volume  pur- 
cha=;ed    or   exported    in    calendar    years 

1971,  1972   and  1973, 

■  fi  To  be  eligible  to  bid  on  a  sale  of 
timber  from  National  Forest  System 
lands  west  of  the  lOnth  Meridian  in  the 
48  contiguous  States,  a  bidder  must 

(1)  Certifv  that  purcha-se  of  the  tim- 
ber will  not  constitute  substitution  as  de- 
fined in  paragraph   lei    of  this  section; 

i2i  Agree  to  furnish  to  the  Forest 
Service,  prior  to  beemnmg  operations 
under  the  contract  the  names  and  ad- 
dresses of  processing  plants  or  other  lo- 
cations to  which  the  tim.ber  us  expected 
to  be  delivered;  the  names  and  adver- 
tised volumes  of  timber  sales  purchased 
by  the  purchaser  for  deliverv  to  each 
such    lo-^atlon    in    calendar    years    1971, 

1972,  and  1973:  the  volumes  of  timber 
from  private  lands  tnbutarv  to  each  lo- 
cation listed,  exported  bv  the  purchaser 
In  calendar  years  1971.  1972.  and  1973. 
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(3)  Agree  to  furnish  the  information 
required  by  paragraph  (f><2»  of  this 
.section  to  the  Forest  Service  prior  to 
log  hauling  to  any  location  not  included 
in  the  list  required  by  paragraph  (f)  of 
this  section, 

i4i  Agree  to  make  available  to  the 
Forest  Service,  upon  request,  all  of  his 
records  dealing  with  origin  and  destina- 
tion of  exported  timber.  For  false  certi- 
fication the  Forest  Service  may  cancel 
the  contract,  debar  the  purchaser  from 
bidding  on  Federal  timber,  and  impose 
such  other  penalties  as  may  be  provided 
by  law  or  regulation. 

(gi  Contracts  for  sales  of  unprocessed 
timber  from  National  Forest  System 
lands  as  described  in  paragraph  ib)  of 
this  section,  entered  into  after  March 
8.  1974.  shall,  with  respect  to  the  timber 
covered  by  said  contracts,  prohibit  the 
purchaser  from  exporting  said  timber  or 
selling  it  for  export  and  from  substitut- 
ing said  timber  for  timber  which  the  pur- 
chaser has  exported  or  sold  for  export 
from  private  lands,  except  that  these 
limitations  will  not  apply  to  species  of 
timber  previously  found  surplus  to 
domestic  needs  and  additional  species. 
grades,  or  quantities  of  timber  found  by 
the  Secretary  of  Agriculture,  after  pub- 
lic hearing  to  be  surplus  to  domestic 
needs  Where  appropriate,  contracts 
shall  include: 

(li  Restrictions  on  the  export  of  un- 
processed timber  or  the  use  of  said  tim- 
ber in  substitution  of  timber  exported 
from  private  land,  including  a  provision 
that  before  the  purchaser  sells,  ex- 
changes, or  otherwise  disposes  of  the 
included  timber  restricted  from  export, 
the  purchaser  shall  reouire  his  buyer, 
exchanges,  or  other  recipient  to  enter 
into  an  agreement  not  to  export  un- 
processed timber  as  defined  in  this  sec- 
tion. 

'  2  I  Penuirements  for  showing  comoli- 
ance  with  the  timber  export  restrictions 
and  exemptions  and  the  restrictions 
against  the  purchaser  using  said  timber 
m  substitution  for  timber  exported  from 
private  land 

'3'  The  Quantities  and  species  of  un- 
proce,<;sed  timber,  if  any,  which  may  be 
exported. 

I  h '  No  additional  species  not  previous- 
ly determined  to  be  surplus,  specified 
quantities  or  grades  of  unprocessed  tim- 
ber may  be  sold  for  export  as  surplus  to 
domestic  npeds  unless:  a  public  hearing 
IS  authorized  by  the  Secretary  of  Agricul- 
ture and  is  held  to  seek  advice  and  coun- 
sel as  to  the  quantities,  grades,  and 
species  of  unprocessed  timber,  if  any, 
surplus  to  the  needs  of  domestic  users 
and  proce.'N^ors.  and  a  determination  Is 
made  by  the  Secretary  of  Agriculture 
that  the  specific  quantities,  grades,  and 
species  of  unprocessed  timber  are  sur- 
plus to  the  needs  of  domestic  users  and 
processors.  The  Secretary  of  Agriculture 
shall  give  notice  in  the  Federal  Register 
of  the  quantities,  grades,  and  species  of 
unprocessed  timber  which  are  deter- 
mined to  be  surplus  Hearings  will  be 
conducted  in  accordance  with  the  fol- 
lowing procedures; 


(1)  Notice  will  be  published  in  a  news- 
paper of  general  circulation  wlthm  the 
area  of  the  specific  quantities,  grades. 
and  species  under  consideration  at  least 
15  days  prior  to  the  hearings,  and  known 
parties  or  organizations  with  special  In- 
terest in  the  quantities,  grades,  and 
species  should  be  notified  directly. 

•  2)  The  time,  place,  and  conduct  of 
the  hearing  will  be  coordinated  with 
the  Department  of  the  Interior  and  held 
at  a  convenient,  centralized  location 
within  the  area  of  the  specific  Quantities. 
grades,  and  species  under  consideration. 

(3)  The  hearing  record  shall  remain 
ooen  for  at  least  5  calendar  days  follow- 
ing the  hearing  for  receipt  of  additional 
written  statements, 

<l)  Subject  to  the  other  provisions  of 
this  section,  timber  cut  from  the  Na- 
tional Forests  in  the  State  of  Alaska  may 
not  be  exported  from  Alaska  in  the  form 
of  logs,  cordwood.  boUs.  or  other  similar 
products  necessitating  primary  manu- 
facture elsewhere  without  prior  consent 
of  the  Regional  Forester  This  require- 
ment is  determined  to  be  necessary  in 
order  to  assure  the  development  and 
continued  existence  of  adequate  wood 
t>rocessing  capacity  in  that  State  essen- 
tial to  the  sustained  utilization  of  tim- 
ber from  the  National  Forests  located 
therein  which  is  geographically  isolated 
from  other  processing  capacity.  In  deter- 
mining whether  consent  will  be  given 
to  the  export  of  such  timber,  considera- 
tion will  be  given,  among  other  things. 
to  whether  such  export  will  <  1 )  permit 
a  more  complete  utilization  of  material 
on  areas  being  logged  primarily  for  prod- 
ucts for  local  manufacture.  '2'  prevent 
loss  or  serious  deterioration  of  logs  un- 
salable locallv  because  of  an  unforeseen 
loss  of  market.  '3i  permit  the  salvage 
of  timber  damaged  by  wind,  insects,  or 
fire,  14)  bring  into  use  a  minor  species 
of  little  importance  to  local  industrial 
development,  or  '5'  provide  material  re- 
quired to  meet  urgent  and  unusual  needs 
of  the  Nation, 
(Sec,  301.  90  Stat,   1063.  Pub.  L,  94-373) 

§223.11       Administration    of   rcx)pcrative 
or  FVdoral  »u-taiiipd  ?iold  unit*. 

With  respect  to  sustained  yield  units 
established  pursuant  to  the  provisions 
of  the  Act  of  March  29,  1944  <58  Stat 
132;  16  use,  583-583f).  the  Chief. 
Forest  Service,  with  authority  to  dele- 
gate to  other  officers  and  employees  of 
the  Forest  Service: 

ia>  Shall  provide  that  National  Forest 
timber  in  any  sustained  yield  unit  shall 
be  available  in  sufficient  amounts  to 
meet  the  needs  of  bona  fide  farmers, 
settlers,  miners,  residents  and  prospec- 
tors for  minerals  for  personal  and 
domestic  use  as  provided  by  law  and  by 
regulation. 

(b)  May  offer  for  sale  to  cooperators. 
without  competition  but  at  not  less  than 
appraised  value,  timber  on  National  FHJr- 
est  lands  within  an  appro\.'ed  cooperative 
sustained  yield  unit;  or.  if  the  approved 
sustained  yield  unit  consists  entirely  of 
Fed.erally  owned  or  administered  forest 
land  and  if  necessary  for  the  mainte- 
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nance  of  a  stable  community  or  com- 
munities, may  offer  National  Forest  tim- 
ber for  sale  to  responsible  operators 
within  such  comm.unity  or  communities. 
at  not  less  than  appraised  value  but  with- 
out competition  or  with  competition  re- 
stricted to  responsible  operators  who  will 
manufacture  the  timber  to  at  least  a 
stated  degree  within  the  community  or 
con-munities  to  be  maintained.  Each 
such  sale  which  involve?  more  than  $500 
in  stumpage  value  may  be  made  only 
after  notice  has  been  given  in  advance 
by  such  means  as  may  be  deemed  effec- 
tive in  informing  the  public  of  the  pro- 
po.<:ed  action,  including  in  any  event. 
publication,  once  weekly  for  four  con- 
secutive weeks  and  witii  additional  in- 
sertions if  needed,  in  one  or  more  news- 
papers of  general  circulation  m  the  vi- 
cinity of  the  place  where  the  timber  is 
located,  of  a  notice  of  the  proposed  sale 
stating  at  least  <1>  the  location,  esti- 
mated quantity  and  appraised  value  of 
the  timber  to  be  cut:  <2>  the  name  and 
address  of  the  proposed  purcliaser  or 
those  of  the  operators  among  whom  bid- 
ding is  to  be  restricted :  1  3  '  the  time  and 
place  of  a  public  advisory  heanng  on 
the  proposed  sale,  to  be  held  not  earlier 
than  30  days  after  the  first  publication 
of  said  notice,  if  requested  by  the  State 
or  county  where  the  timber  Is  located  or 
by  any  other  person  deemed  to  have  a 
reasonable  interest  in  the  proposed  sale 
or  In  Its  terms;  and  '4i  the  title  and 
address  of  the  officer  of  the  Forest  Serv- 
ice to  whom  any  request  for  such  hearing 
should  be  made.  Such  requests  need  be 
considered  only  if  received  at  the  place 


designated  in  the  notice  not  later  than 
15  days  after  the  first  publication  of  such 
notice.  If  a  public  advisory  heanng  is  to 
be  held,  notice  of  it  sliall  be  published  in 
the  same  newspaper  or  newspapers  as  llie 
original  notice,  stating  the  place  where 
it  will  be  held  and  the  time,  which  shall 
not  be  earlier  than  10  days  after  the  first 
publication  of  the  said  notice  of  hearing, 
and  shall  appear  once  each  week,  but  not 
for  more  than  four  successive  weeks  m 
any  event,  until  the  date  set  for  the 
hearing.  Any  such  hearing  .~~hall  be  con- 
ducted bv  the  Chief  or  by  any  officer 
designated  by  him  as  his  representa- 
tive, except  that  if  the  amount  of  the 
prop-xsed  sale  is  not  in  excess  of  that 
which  the  Regional  Forester  has  been 
authorized  to  sell  without  prior  ap- 
proval of  the  Chief  the  hearing  may 
be  held  by  the  Regional  Forester  con- 
cerned or  by  his  representative  and 
decision  may  be  by  the  Regional  For- 
ester, At  any  such  hearing  opportu- 
nity shall  be  given  to  those  having  a 
reasonable  interest  to  make  oral  state- 
ments or  to  file  written  statements  dis- 
cussing the  advantages  and  dLsadvan- 
tages  of  the  proposed  sale  and  the  officer 
holding  the  heanng  may.  in  his  discre- 
tion, permit  the  filing  of  such  statements 
within  a  reasonable  penod  after  the 
close  of  the  hearing  to  become  part  of 
the  record  for  consideration  before  a  de- 
cision is  made. 

(ct  Shall  keep  available  for  public  in- 
spection. <li  durmg  the  life  of  any  sus- 
tained yield  unit,  the  minutes  or  other 
record  of  the  hearing  held  on  the  estab- 
lishment  thereof,   and   the   determma- 


tion  of  action  uken  following  the  hear- 
ing includmg  any  modification  of  the 
•proposals  as  submitted  at  the  hearing; 
and  •2>  during  the  life  of  any  coopera- 
tive agreement  for  coordinated  manage- 
ment the  similar  record  of  the  hearings 
and  actions  determined  upon;  and  <3i 
du!  uig  the  life  of  any  sustained  yield  unit 
the  sunilar  record  of  any  public  hearing 
which  may  be  held  on  a  sale  made  with- 
out competition  or  with  restricted  com- 
petition and  the  action  determined  upon. 
Such  records  of  any  case  may  be  kept 
in  any  office  of  the  Forest  Ser\'ice  des- 
ignated by  the  Chief  as  being  suitable 
and  convenient  of  access  for  probably 
interested  persons. 

'd  Shall  make  provision,  in  any  con- 
tract for  the  purchase  of  timber  without 
com4>etition  or  with  restricted  competi- 
tion, if  that  contract  is  of  more  than  7 
years'  duration  and  m  his  discreUcm  in 
any  case  of  shorter  duration,  for  the  re- 
determination of  rates  for  stumpage  and 
for  required  depw^its  to  be  paid  by  the 
puichasers.  such  redetermination  to  be 
effective  at  intervals  or  dat«i  stated  In 
the  contract:  but  the  sum  of  such  re- 
determined rates  for  stumpage  and  sale 
area  bettennent  shall  not  be  less  than 
the  base  rates  in  Uie  published  notice  of 
the  proposed  sale 

le'  May  modify  and  revise  existing 
cooperative  agreements  entered  into 
under  said  act  alt#r  taking  appropriate 
action. 

M    Rupert  Cutler, 
Assistant  Secretary. 

May  27,  1977. 

IFR  Doc.77-15631  Filed  6-l-77;8:45  am| 
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NOTICES 


DEPARTMENT   OF   HEALTH, 
EDUCATION,  AND  WELFARE 

Office  of  Education 

NATIONAL  DEFENSE  STUDENT  LOAN 
PROGRAM  AND  NATIONAL  DIRECT 
STUDENT   LOAN    PROGRAM 

Cancellation  of  Loan  for  Teaching  Service 

List  of  schooi-3  determined  to  have  a 
high  concentration  of  students  from 
low-income  famihes — list  of  schools  in 
which  the  enrollment  of  students  from 
lov.-income  families  exceeds  thirty  per- 
cent of  the  total  enrollment  of  students. 

Defense  Loans 

Under  the  National  Defense  Student 
Loan  Program,  borro.vers  performing 
full-time  teaching  service  in  public  or 
other  nonprofit  elementary  or  secondary 
schools  which  ( 1  >  are  m  school  districts 
of  loc  educational  agencies  eligible  for 
assista  ic°  under  Title  I  of  the  Elemen- 
tary and  Secondary  Education  Act  of 
1965.  and  (2»  have  been  determined  by 
the  Commissioner,  after  consultation 
with  the  appropriate  State  educational 
agencies,  to  be  schools  with  a  high  con- 
centration of  students  from  low-income 
families,  are  entitled  to  have  the  entire 
amount  of  their  loan  cancelled   at   tie 


complete  academic  year  of  teaching  serv- 
ice '  20  use.  425(b)  (3)  (A)  (i) ;  45  CFR 
144  52   b>  ) 

Tiie  Commissioner  has  determined 
that  for  the  1976-77  and  1977-78  aca- 
demic years  teaching  service  in  the 
schools  set  forth  below  qualify  for  can- 
cellation in  accordance  with  the  above 
provision. 

DirtECT  Loans 

Under  the  National  Direct  Student 
Loan  Program,  borrowers  performing 
full-time  teaching  service  in  public  or 
other  nonprofit  elementary  or  secondary 
schools  which  (1)  are  in  school  districts 
of  local  educational  agencies  eligible  for 
assistance  under  Title  I  of  the  Elemen- 
tarv  and  Secondary  Education  Act  of 
1965.  and  i2i  have  been  determined  by 
the  CommiSvSioner,  after  consultation 
with  appropriate  State  educational  agen- 
cies, to  be  schools  in  which  th^  enroll- 
ment of  children  described  in  section 
103ic)  (1)  <A),  (B).  or  (O  (formerly 
clauses  (A>,  <B)  or  (C>  of  section  103 
lai  i2i  of  Title  I  of  the  Elementary  and 
Secondary  Education  Act  of  1965,  ex- 
ceeds 30  percent  of  the  schools'  enroll- 
ment, are  entitled  to  have  the  entire 
amouni  of  their  loan  cancelled.  The  rate 
of  rancellation  is  as  follows:  15  percent 


rate  of   li   perrer.'.   pev  ar,!r.;:i!  for  ea- !i      per  annum  for  each  of  the  first  two  com- 


plete years  of  teaching  service.  20  per- 
cent for  each  of  the  third  and  fourth 
complete  years  of  teaching  service,  and 
30  percent  for  the  fifth  complete  year 
of  such  service. 

The  Commissioner  has  determined 
that  for  the  1976-77  and  1977-78  aca- 
demic years  teaching  service  in  the 
schools  set  forth  below  qualify  for  can- 
cellation in  accordance  wUii  the  above 
provision. 

The  school  lists  appear  m  alphabetical 
order  by  State.  The  entries  for  American 
Samoa,  Guam.  Puerto  Rico,  the  Trust 
Territory  of  the  Pacific  Islands,  and  the 
Virgin  Islands  appear  following  the  iLst 
for  the  State  of  Wyoming.  The  District 
of  Columbia  ii  included  in  the  alphabet- 
ical sequence. : 

Inquiries  concerning  these  lists  may  be 
made  to  the  appropriate  State  educa- 
tional agency  or  to  the  Program  Devel- 
opment Branch,  Division  of  Student  Fi- 
nancial Aid.  Bureau  of  Student  Financial 
Assistance,  U.S.  Office  of  Education 
Washington,  D.C.  20202. 

Dated;  May  31,  1977. 

(Catalog  of  Federal  Domestic  Assistance 
Number  13.470;  Higher  Education — NUlonal 
Defense  Direct  Student  Loan  Cancellations  ) 

Ernest  L.  Boyer, 
U.S.  Commissioner  of  Education 
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Student   Loan   and   National   Direct   S 
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Location 


Code 


School   Name 


Lccatior, 


Code   *     School    Same 


ABBEVILLE 

AKRON 
ALBERTA 
ALBERTVILLE 
ALEXANDER  CITY 


ALICEVILLE 


ALPINE 

ALTOONA 
ANDALUSIA 


ANDERSON 
ANN IS TON 


ANSLEY 

ARDMORE  (TENN.) 

ARITON 

ASHFORD 

ASHLAND 

ATHENS 


ATMORE 


ATTALLA 


AUTAUGAVILLE 

BAILEYTON 

BAKERHILL 

BANKS 

BARTON 

BAY  MINETTE 

BEAR  CREEK 
BEATRICE 

BERRY 
BESSEMER 


ABBEVILLE  K-6 

ABBEVILLE  7-12 

AKRON  COMMUNITY  K-12 

ALBERTA  1-6 

ASBURY  1-9 

ALEXANDER  CITY  7-9 

JIM  PEARSON  1-2 

LAUREL  3-4 

NEWSITE  1-12 

RAONEY  5-6 

ALICEVILLE  K-4 

ALICEVILLE  9-12 

ALICEVILLE  5-8 

HANNAH  J.  MALLORY  1-6 
WINTERBORO  1-12 
WEST  END  1-6 
ANDALUSIA  K 
CHURCH  STREET  K-5 
EAST  THREE  NOTCH  K-5 
PLEASANT  HOME  1-12 
STRAUtiHN  1-12 
ANDERSON  1-9 
ANNISTON  10-12 
COBB  7-9 
CONSTANTINE  1-6 
CCX>PER  4-6 
JOHNSTON  1-6 
NORWOOD  1-3 
RANDOLPH  PARK  K-6 
TENTH  STREET  K-6 
SHELLHORN  K-6 
ARDMORE  1-12 
ARITON  1-12 
ASHFORD  1-12 
ASHLAND  1-6 
CLAY  CO.  7-12 
CLEMENTS  1-12 
EAST  LIMESTONE  1-12 
JOHNSON  1-9 
OWENS  1-9 
PINEY  CHAPEL  1-9 
REID  1-5 
A.  C.  MOORE  1-4 
ESCAMBIA  CO.  9-12 
ESCAMBIA  5-8 
RACHEL  PATTERSON  1-4 

ATTALLA  1-6 

CURTISTON  1-6 

DUCK  SPRINGS 

HINSON  7-9 

IVALEE  1-6 

STOWERS  HILL 

AUTAUGAVILLE 

AUTAUGAVILLE 

BAILEYTON  1-9 

BAKERHILL  K-12 

BANKS  K-9 

BARTON  1-4 

BAY  MINETTE  1-12 

WHITE  HOUSE  1-6 

PHILLIPS  K-12 

BEATRICE  K-4. 

J.  F.  SHIELDS  7-12 

BERRY  1-12 

ABRAMS  8-12 

ADDISON  1-6 

ARLINGTON  K 

CLARENDON  5-8 

DAVI-S  5-8 

DUNBAR  K-4 

DUNBAR  5-7 

GASTON  7-9 

GREENWOOD  K-4 


1-6 


1-6 
1-6 
7-12 


BESSEMER  (CONT'D) 


BILLINGSLEY 
BIRMINGHAM 


BLOUNTSVILLE 
B0A2 

BOLIGEE 

BON  SECOUR 

BOYKIN 

BRANTLEY 

BREMEN 

BRENT 

BREWTON 


BRIGHTON 

BROOKWOOD 

BRUNDIDGE 


BUHL 
BUTLER 


CAMDEN 


CAMP  HILL 

CANTONMENT  (FLORIDA) 
CARBON  HILL 


GREENWOOD  1-9 

HARD  K-4 

HARD  5-8 

JONESBORO  K-4 

UNIER  9-12 

McNEIL  1-9 

ROOSEVELT  1-6 

SHANNON  1-6 

VANCE  K-4 

MESTHILLS  K-4 

BlUINGSLEY  1-12 

ALA  YOUTH  SERV  CHALKVILLE 

AVONOALE  1-3 

CALLOWAY   1-8 

CENTER  STREET  1-8 

DAVIS  1-8 

ALA  YOUTH  SERV  ROEBUCK     1-10 

EAGAN     1-8 

EDGEWATER     5-9 

GATE  CITY   1-8 

GIBSON   1   8 

HILL   1-8 

HUDSON  1-8 

LAKEVIEW  1-8 

LEWIS   1-8 

LINCOLN  1-8 

MARTIN   1-4 

NORTHS  ICE   1-8 

OLIVER  1-8 

PARKER  9-12 

PATTERSON  1-8 
PHILLIPS  9-12 

POWELL   1-8 
PRINCETON  1-8 
SANDUSKY   1-6 
SHERMAN   HEIGHTS   1-8 
SHIELDS   1-8 
SPRINGDALE    1-7 
TUGGLE   1-8 
TUXEDO   1-8 
WENONAH   l-€ 
WENONAH-9-12 
sumu  1-6 
CARLISLE   1-6 
CENTER  POINT  1-6 
PARAMOUNT  1-12 
SWIFTS   1-7 
BOYKIN  K-6 
BRANTLEY  K-12 
COLD  SPRINGS   1-12 
BRENT  5-6 
NORTH  BREWTON  1-9 
SOUTHERN  NORMAL  7-12 
W.    S.    NEAL   1-12 
BRIGHTON   1-6 
BRIGHTON  7-12 
BROOKWOOD  K-6 
BROOKWOOD  7-12 
NEW  HOPE   1-9 
PIKE  CO.    K-6 
PIKE  CO.    K;7-12 
SPRING  HILL  K-6 
BUHL   K-6 
BUTLER  K-8 
CHOCTAW  CO.    9-12 
EAST  CHOCTAW     K-8 
CAMDEN  ACADEMY     K-4 
CAMDEN  ACADEMY     5-8 
WILCOX  CO     9-12 


1-12 


EDWARD  BELL 
BELFOUNTAIN 
CARBON  HILL 
CARBON  HILL 
CARBON  HILL 


1-12 
1-6 
1-4 
9-12 

5-8 


*  Code  1  -  Schools  desigaated  tor  both  Nat 
Code  2  -  Schools  designated  for  National 
Code    3    -    Schcxjls    designated    for    National 


loaal    Defense    and   National    Direct    Student   Loan   cancellation   6>enefits 
Defense    Student    Loan    cancellation    benefits    onlv 
Direct    Student    Loan    cancellation    benefits    on  1  v 
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Stu 
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Location 

Code  » 

Schriol  Name 

Location          Code 

•  S 

chool  NajTie 

CARROLLTON 

CARROLLTON  K-12 

ELBA 

ELBA  K-4 

CASTLEBERRY 

CONECUH  CO  K-12 

ELBA  5-6 

CENTREVILLE 

BIBB  COUNTY  7-12- 

GOODMAN  1-9 

CENTREVILLE  K-4 

ELBERTA 

ELBERTA  1-9 

1 

SIX  MILE  1-6 

ELKMONT 

LIMESTONE  CO  1-12 

CHATOM 

CHATOM  1-5 

ELMORE 

FRANK  LEE  YOUTH  CENTER  4-9 

CHATOM  6-8 

ENSLEY 

CaiNCILL  1-8 

WASHINGTON  CO  9-12 

MOORE  1-6 

CHEROKEE 

ALLSBORO  1-8 

ENTERPRISE 

MT  PLEASANT  1-9 

! 

CHEROKEE  1-4 

EUFAULA 

ADMIRAL  MOORER  6-8 

i 

CHEROKEE  5-8 

COMER  K-12 

CHEROKEE  VOCATIONAL  9 

-12 

EUTAW 

EATMAN  1-9 

[      CHILDERSBURG 

A.  H.  WATWOOD  1-4 

EUTAW  10-12 

CHILDERSBURG  1-4 

EUTAW  1-9 

CHILDERSBURG  9-12 

EVERGREEN 

EVERGREEN  CITY  K-3 

f      CLANTON 

WHEATLEY  5-3 

EVERGREEN  9-12 

CHILTON  CO  9-12 

LYEFFION  K-12 

CLANTON  1-4 

MARSHALL  6-8 

i      CLAYTON 

CLAYTON  K-12 

SOUTHSIDE  4-5 

'      CLIO 

CLIO  K-12 

EXCEL 

EXCEL  K-12 

;     CLOVERDALE 

CLOVERDALE  1-9 

FAIRFAX 

FAIRFAX  1-6 

COATOPA 

BELMONT  1-8 

FAIRFIELD 

C.J.  DONALD  1-6 

COFFEE  SPRINGS 

COFFEE  SPRINGS  1-12 

FAIRFIELD  9-12 

COFFEEVILLE 

COFFEEVILLE  K-6 

FOREST  HILLS  7-8 

COFFEEVILLE  7-12 

ROBINSON  1-6 

COKER 

WESTWOOD  K-6 

FAIRHOPE 

FAIRHOPE  1-T2 

' 

COLLINSVILLE 

COLLINSVILLE  1-12 

FAYETTE 

FAYETTE  1-12 

COLUMBIA 

HOUSTON  CO  1-12 

HUBBERTVILLE  1-12 

COLUMBIANA 

COLUMBIANA  1-5 

FIVE  POINTS 

FIVE  POINTS  1-6 

COLUMBIANA  6-8 

FIVE  POINTS  7-12 

CORDOVA 

CORDOVA  1-4 

FLOMATON 

FLOMATON  1-12 

COTTONWOOD 

COTTONWOOD  1-12 

FLORALA 

FLORALA  9-12 

COURTLANO 

COURTLAND  K-8 

• 

FLORALA  CITY  1-8 

COURTLANO  9-12 

FLORENCE 

BRANDON  1-6 

COY 

TATES  CHAPEL  K-6 

1 

CENTRAL  1-12 

CRAGFORO 

MELLOW  VALLEY  1-12 

GILBERT  1-6 

CROSSVILLE 

KILPATRICK  1-9 

OAKLAND  1-6 

CUBA 

KINTER3ISH  1-9 

POWELL  1-6 

CULLMAN 

JONES  CHAPEL  1-9 

FOLEY 

FOLEY  1-12 

WELTI  1-9 

" 

FORKLAND 

BIRDINE  1-9 

. 

WEST  POINT  1-12 

FORT  PAYNE 

FOREST  AVENUE  K-4 

OADEVILLE 

DADEVILLE  1-6 

FOSTERS 

MYRTLEWOOD  K-6 

DAOEVILLE  7-12 

FRISCO  CITY 

FRISCO  CITY  K-5 

DANVILLE 

DANVILLE  1-12 

FRISCO  CITY  6-12 

NEEL  1-6 

FRUITDALE 

FRUITDALE  1-12 

SPEAKE  K-12 

FT.  DEPOSIT 

LOWNDES  CO.  1-12 

DAPHNE 

DAPHNE  1-9 

FT.  PAYNE 

ADAMSBURG  1-8 

DAVISTON 

DAVISTON  1-12 

FISCHER  1-6 

OEATSVILLE 

HOLTVILLE  1-12 

RUHAMA  1-9 

DECATUR 

LAKEVIEW  1-5 

FULTON 

FULTON  K-6 

SOMERVILLE  ROAJ  1-5 

FYFFE 

FYFFE  1-12 

WESTLAWN  1-5 

GADSDEN 

CARVER  4-5 

DEMOPOLIS 

DEMOPOLIS  7-8 

CATHEY  1-4 

EASTSIDE  K-6 

DISQUE  6-3 

JOHN  ESSEX  K-12 

DONEHOO  1-5 

DETROIT 

DETROIT  K-7 

DRAKE  5 

DIXIANA 

BRADFORD  1-6 

ELLIOTT  1-3 

DIXONS  MILL 

MARENGO  K-12 

FORREST  6-8 

DORA 

DORA  10-12 
DORA  5-9 

LITCHFIELD  8-10 

LOOKOUT  MOUNTAIN  K-6 

DOTHAN 

EAST  HIGHLAND  K-2 

MITCHELL  1-5 

GIRARO  K-3 
GRANDVIEW  5-6 

SMITH  1-5 
STRIPLIN  1-5 

HEARD  K-3 

WAGNER  1-5 

HIGHLANDS  K-6 
MONTANA  STREET  4-6 
ROSE  HILL  K-3 

GARDEN  CITY 

WALNUT  PARK  1-5 
WASHINGTON  1-5   " 
GARDEN  CITY  1-7 

DOZIER 

SOUTHSIDE  4-6 
STRINGER  STREET  3-4 
DOZIER  K-12 

GARDENDALE 
GEORGIANA 

GARDENDALE  1-6 
GEORGIANA  1-3; 9-1 2 
R.  L.  AUSTIN  K;4-8 

DUNCANVILLE 
EAST  TALLASStE 
ECLECTIC 

MAXWELL  K-6 

EAST  TALLASSEl  1-2 

ECLECTIC  1-12 

GERALDINE 
GILBERTOWN 

WHITON  1-6 
GILBERTOWN  K-8 

♦  Code 

1  -  Schools  designated  for  ooth 

National  Defense  and  National  Direct 

Student  Loan  cancellation  benefits 

Xode 

2  -  Sc 

hools  designated  for  National 

Defense  Student  Loan  cancellation  benefits  only 

Code 

3  -  Sc 

hools  designated  for  National 

Direct  Student  Loan  cancellation 

bene 

fits  only 

FEDERAL     PtG'STEB      VOI 


K— THURSDAY,   JUNE  2,    1977 


NOTICES 


28267 


ALABAMA 


List  of  Schools  Determined  to  have  High  Concentrations  cf  Students  from  Low-Income  Faailies 
Hational  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  19T6-T7  and  1977-78  School  Years 

School  Name 


ratir^n 


Cede 


Location 


Code  •  School  Name 


600DWATER 

GORDO 

GOSHEN 

GRANT 

GREENSBORO 

GREENVILLE 


GROVE  HILL 

GROVE  OAK 

GUNTERSVIILE 


HALEY VI LLE 

HAMILTON 
HANCEVIlLE 
HARTFORD 
IfffiTSELLE 

HARVEST 
HAYNEVILLE 


HA:eL  GREEN 
HEADLAND 

HELENA 
HENAGAR 
HIGHLAND  HOME 
HILLSBORO 

HOBSON  CITY 
■^L: ."  POND 

r^OtT 

HONORAVILLE 
HOPE  HULL 
HUEriOWN 
HUNTSVILLE 


HURTSBORO 

HUXFORD 
IRONDALE 
JACK 
JACKSON 


JASPER 


JEMISON 


GOODWATER  1-5 

GOODWATER  6-12 

GORDO  K-6 

GORDO  7-12 

GOSHEN  K-5 

GOSHEN  6-12 

HEBRON  1-6 

GREENSBORO  K-12 

BAPTIST  HILL  K 

GREENVILLE  4-6 

GREENVILLE  9-12 

GREENVILLE  7-8 

W.  0.  PARMER  1-3 

CLARKE  CO.  8-12 

GROVE  HILL  K-7 

GROVE  OAK  1-9 

CARLISLE  PARK  6-8 

CHEROKEE  4-5 

CLAYSVILLE  1-9 

61INTERSVILLE   1-3 

WARRENTON   1-6 
3         HALEYVILLE    1-5 
3  HALEYVILLE    5-7 

3         GRAVEL   SPRINGS   1-9 

2  riANCEVlLLE    1-12 

1        GENivi  :o.   1-12   , 

3  SuRLESON  1-5 

3  FiAINVIEW  1-6 

1  HARVEST  1-8 

1  CENTRAL  1-6 

1  HAYNEVILLE  1-12 

1  LOWNDES  CO.  TRAINING  7-12 

1  RUSSELL  1-6 

1  WHITE  HALL  1-8 

3  NEW  SHARON  1-8 

1  HEADLAND  K-6 

1  HEADLAND  9-12 

1  HELENA  1-6 

3  HENA6ER  1-9 

1  HIGHLAND  HOME  K-12 

3  CHALYBEATE  K-9 

1  TENNESSEE  VALLEY  K-9 

1  CALHOUN  CO.  TRAINING  1-3 

3  HOLLY  POND  1-12 

3  HOLT   HIGH   10-12 

1  HONORAVILLE  K-9 

1  PINTLALA   1-6 

3  ZINNERM.AN   1-6 

3  CAMLRt    rilLL   1-2 

1  CENTRAL   1-8 

3  COLONIAL  HILLS  1-6 

1  EAST  CLINTON  1-5 

1  FARMERS  CAPITAL  1-8 

1  LINCOLN  1-5 

3  MONROVIA  1-8 

3  RIVERTON  1-8 

3  STONE  6-8 

1  TERRY  HEIGHTS  1-5 

3  UNIVERSITY   PLACE   3-6 

1  WEST  HUNTSVILLE  1-5 

1  RUSSELL  K-8 

1  RUSSELL  9-12 

1  HUXFORD  1-6 

3  IRONDALE  1-8 

3  ZION  CHAPEL  1-12 

1  GILLMORE  K-4 

1  HARPER  5-8 

1  JACKSON  9-12 

3  CURRY  1-6 

3  ELDRID6E  1-9 

3  T.  R.  SIMMONS  K-6 

1  WEST  JASPER  K.-6 

2  JEMISON  1-12 


JOPPA 

KELLYTON 

KENNEDY 

KINSTON 

LACEYS  SPRING 

LAFAYETTE 


UNETT 

LANGDALE 
LEEDS 

LEIGHTON 


LEROY 

LESTER 
LETOHATCHEE 

LINCOLN 

LINDEN 

LINEVILLE 


LIPSCOMB 

LISMAN 

LIVINGSTON 

LOACHAPOKA 

LOCKHART 

LOGAN 

LOUISVILLE 

LOWER  PEACHTREE 

LOXLEY 

LUVERNE 

MADISON 


MAPLESVILLE 

MARION 

MARION  JUNCTION 

MCCALLA 
MCINTOSH 


MCKENZIE 
MENTOIE 

MIDFIELD 

MIDWAY 

MILLBROOK 


MILLERS  FERRY 
MILLERVILLE 

MILLPORT 

MILLRY 

MOBILE 


3    JOPPA  1-9 

3    KELLYTON  1-9 

3    KENNEDY  K-12 

3    KINSTON  1-12 

3    LACEYS  SPRING  1-6 

1    CHAMBERS  CO  1-12 

1    EASTSIDE  1-3 

1    LAFAYETTE  8-12 

1    PLAINVIEW  1-6 

1    SOUTHSIDE  4-7 

3    HUGULEY  1-6 

3    SOUTH  5-6 

3    LAFAYETTE  LANIER  1-6 

3    LEEDS  1-5 

LEEDS  6-8 

HAnON  1-6 

LEIGHTON  1-4 

LEIGHTON  5-8 

LEROY  1-12 

WEST  LIMESTONE  1-12 

CALHa'N  1-6 

Ck^^yiN     7-12 

C  »  DRCi^  5-8 

't.LADEGA  CO  l-4;9-12 

GEORGE  P  AUSTIN  7-12 

LINDEN  K-6 

BARFIELO  1-9 

LINEVILLE  1-6 

LINEVILLE  7-12 

LIPSCOMB  1-9 

LISMAN  K-8 

LIVINGSTON  10-12 

SUMTER  CO  TRAINING  1-9 

LOACHAPOKA  1-12 

W  A  HARUN  1-8 

LOGAN  1-9 

LOUISVILLE  K-12 

MONROE  K-12 

LOXLEY  1-9 

LUVERNE  K-12 

BOB  JONES  9-12 

MADISON  5-8 

t»£ST  MADISON  1-4 

ISABELLA  1-12 

MAPLESVILLE  1-12 

HEIBERGER  1-8 

MARION  K-6 

MARION  7-12 

WESTSIDE  1-12 

HAZEN  HARRELL  1-9 

WESTLAWN  1-6 

MCADORY  1-12 

FRANK  BOYKIN  1-6 

MCINTOSH  7-12 

REEDS  CHAPEL  1-6 

MCKfN::E  K-12 

MOON  .AKE  1-6 
MIDFIELD  1-6 
MERRITT  K-9 
MILLBROOK  4-6 
ROBINSON  SPRINGS  1-3 
STANHOPE  ELMORE  7-12 
WILCOX  CO.  TRAINING  K-6 
BIBB  GRAVES  7-12 
MILLERVILLE  1-6 
MILLPORT  K-12 
MILLRY  1-12 
CRAIGHEAD  1-5 
CRICHTON  1-5 
DUNBAR  6-8 
FONVIELLE  1-5 
LEINKAUF  1-5 
MURPHY  9-12 
OLD  SHELL  ROAD  1-5 


Code  1  -  Schools  designated  for  t>otb  Nat 
Code  2  -  Schools  designated  for  National 
Code  3  -  School*  designated  for  National 


lonal  Defense  and  National  Di 
Defense  Student  Loan  cancell 
Direct  Stude.Tt  Loan  cancella 


rect  Student  Loan  canctllatloa  benefits 
atlon  benefits  only 

tlon  benefits  only 
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For  national  Defense 


List  of 

Student 


Location 


Code  * 


ALABAMA 

Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 

Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  19T6-TT  ^d  19TT-73  -"^hool  Yea,  s 

School  Na^ie Location Code  «   School  H«ne _ 


MOBILE  (CONT'D) 
MONROEVILLE 
MONTEVALLO 
MONTGOMERY 


MOULTON 


MOUNDVILLE 

MT  HOPE 
MT  MEIGS 
MT  VERNON 

MULGA 
MUNFORD 

NAUVOO 

NEW  BROCKTON 

NEW  MARKET 

NEWBERN 

NEWVILLE 
NORTHPORT 


NOTASULGA 
OPELIKA 


OPP 


1 

3 

1 

3 

1 

1 

3 

3 

2 

3 

3 

3 

1 

1 

1 

2 

3 

1 

3 

1 

1 

3 

1 

1 

3 

3 

3 

1 

1 

3 


1 

3 

3 

3 

3 

3 

3 

1 

1 

1 

3 

1 

3 
1 
3 
3 
3 
3 
1 
3 
3 
1 
3 
3 
3 
3 
3 
3 


STANTON  ROAD  1-5 
WILLIAMSON  9-12 
WOODCOCK  1-5 
MONROE  CO.  8-12 
MOfiROEVILLE  K-4 
MONROEVILLE  5-7 
MONTEVALLO  1-5 
MONTEVALLO  9-12 
MONTEVALLO  6-8 
BALDWIN  7-9 
BELLINGER  HILL  1-6 
BELLINGRATH  1-9 
BOOKER  WASH.  1-6 
CAPITOL  HEIGHTS  1-5 
CAPITOL  HEIGHTS  7-9 
CARVER  1-6 
CARVER  7-9 
CATOMA  1-6 
DAISY  LAWRENCE  1-6 
FEWS  1-6 

FOREST  AVENUE  1-6 
GOODWYN  7-9 
HAYNEVILLE  ROAD  1-6 
HIGHLAND  AVENUE  1-6 
HIGHLAND  GARDENS  1-6 
HOUSTON  HILL  7-9 
.lEFF  DAVIS  10-12 
LANIER  10-12 

LEE  10-12 

LOVELESS  1-6 

MACMILLAN  1-6 

MCIfiTYRE  7-9 

PATERSON  1-6 

RESURRECTION  CATHOLIC  1 

ST  JOHN  THE  BAPTIST  1-8 

ST  JUDE  9-12 

LAWRENCE  CO.  7 

MIDWAY  K-7 

MOULTON  K-3 

MOULTON  4-6 

HALE  CO  7-12 

MOUNDVILLE  K-6 

MT  HOPE  K-12 

ALA  YOUTH  SERV  MT  MEIGS 

BELSAW  6-8 

CAlCEDEAVER  1-6 

MULGA   1-4 

HILL  1-6 

MUNFORD  7-12 

NAUVOO  1-9 

NEW  BROCKTON  1-12 

NEW  MARKET  1-8 

WALNUT  GROVE  1-8 
NEWBERN  K-8 
SUNSHINE  K-12 
7-8 

1-6 
K-6 
7-9 
1-12 


-12 


HENRY  CO 
FLATVJOODS 
MATTHEWS 
NORTHPORT 
NOTASULGA 
REELTOWN  L 
BEAUREGARD 
BROWN  4-6 
CARVER  1-3 
DIXIE  K-6 
JETEP   1-3 
MAi»^:N  4-6 
OPEtlKA  9-12 
OPELKA  7-8 
PEPPERE^L  4-6 
SANFORO  4-9 
3JJE  SPRINGS  1 
FLEETA  1-8 
^'^TH  HIGHLAriDS 


12 
1-3;10-12 


1-5 


ORRVILLE, 

1     FIVE  POINTS  1-4 
1     KEITH  5-12 
1     SALEM  1-5 

OWNES  CROSS  ROADS 

3    OWENS  CROSS  ROADS  1-8 

OZARK 

3     D  A  SMITH  7-9 

1     EMMA  P  FLOWERS  K-6 

3     JOSEPH  LISENBY  1-6 

PANOU   I 

1     NORTH  SUMTER  1-9 

PANSEY 

3     HARMON  1-9 

PARRISH- 

3     PARRISH  1-4 

PELL  CITY 

3    0  D  DURAN  7-9 

PERDIDO 

3     PERDIDO  1-9 

PETERMAN 

1     GREER  K-6 

PHENIX  CITY 

1     CENTRAL  1-6 
1     CENTRAL  11-12 
1     MEADOWLANE  1-5 
1     PHENIX  CITY  K-2 
1     PHENIX.  CITY  7-8 
1     RIDGECREST  K-5 
1     SOUTH  GIRARD  9-10 
1     SUMMERVILLE  K-5 
1     SUSIE  E  ALLEN  3-5 

/ 

1     WESTVIEW  K-5 

PINCKARD 

3     SOUTH  DALE  6-8 

PINE  APPLE 

1     MOORE  ACADEMY  K-6 
1     W  J  JONES  7-12 

PINE  HILL 

1     PINE  HILL  K-4 
1     PINE  WILL  9-12 
1     PINE  HILL  5-8 

PITTSVIEW 

1     PITTSVIEW  K-9 

PLANTERSVILLE 

3     DALLAS  CO  7-12 
1     J  E  TERRY  1-6 

PUTEAU 

1     MOBILE  CO  TRAINING  6-8 

-8 

1     WHITLEY  1-5 

PRATT  CITY 

3     PRATT  1-8 

PRICHARD 

2     BLOUNT  9-12 
1     GLENOALE  1-5 
1     PALMER  1-5 

1  PRICHARD  6-8 
ROBBINS  1-5 

2  VIGOR  9-12 

QUINTON 

3     WEST  JEFFERSON  1-12 

RAMER 

3     DUNBAR  1-6 

7-12 

1     MONTGOMERY  CO.  7-12 

RANDOLPH 

1     RANDOLPH  1-6 

RED  LEVEL 

1     RED  LEVEL  1-12 

REFORM 

1     PICKENS  CO.  6-12 
1     REFORM  K-5 

REPTON 

1     NICHBURG  K-8 
1     REPTOH  K-12 

RIVERVIEW 

3    BEULAH  1-12 
3    RIVERVIEW  1-6 

ROANOKE 

3     HANDLEY  7-12 

3     HANOLEY  3-6 

3     KNIGHT-ENLOE  1-3 

ROSA 

1     SOUTH  MACON  1-12 

ROBERTSDALE 

1     ROBERTSDALE  1-12 

ROCK  MILLS 

3     ROCK  MILLS  1-8 

ROCKFORD 

1     COOSA  CO.  1-12 

RUSSELLVILLE 

3     BELGREEN  1-12 
3     MT.  STAR  1-9 
3    ROCKWOOD  1-9 
3     THARPTOWN  1-9 

SAFFORD 

1     MARTIN  STATION  1-5 

SALEM 

3     WACOOCHEE  7-8 

SAMANTHA 

1     NORTHSIDE  7-12 
1     WALKER  K-6 

SAMSON 

3     SAMSON  1-12 

SARDIS 

1     HUNTER  MISSION  1-6 
1     SHILOH  1-9 

SAHYERVILLE 

1     SAWYERVILLE  K-8 

SEALE 

1     CHAVALA  7-12 
1     MT.  OLIVE  K-12 
1     OLIVER  K-6 

, 

^  ._  I  n  nxonLf^n>^J  ^     ^ , : ***-*  ■  *-"  "  " — 

*  Code  iT-  SchDols  deslRnaCed  for  both  National  Defense  and  National  Direct  Student  Loaa  caacellation  benefits 
Cod€  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  )  -  School*  designated  for  National  Direct  Student  Loan  canccllatloa  benefits  only 
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:r  Ngticnal  Defen: 


List  of  Schools  Determined  to  have 
;e  Student  Loar.  and  l.'atioral  Direct  S 


ALABAMA 


it  ic  n 


High  Concentrations  of  Students  froa 

tudent  Loan  Cancellation  Benefits  for 
Lccation Code  • 


Low-Income  Families 

the  1976-77  and  1977-76  School  Years 


School    Rjune 


SELMA 


SHAWMUT 
SHEFFIELD 


SHORTER 
SILAS 


SKIPPERVILLE 

SLOCOMB 

SMITHS 

SOMERVILLE 
STAPLETON 
SULLIGENT 
SUMITON 

SUMMERDALE 
SWEET  WATER 
SYCAMORE 

SYLACAUGA 


SYLVANIA 
TALLADEGA 


TALLASSEE 

TANNER 
THOMASTON 

THOMASVILLE 
TONEY 

TOWN  CREEK 


TOWNLEY 
TRINITY 


ALABAMA  LUTHERAN  ACADEMY  9- 

BRANTLEY  1-9 

BYRD  K-6 

CLARK  K-6 

EAST  END  K-6 

EASTSIDE  7-8 

FRANCES  THOMAS  K-6 

KNOX  K-6 

PAYNE  K-6 

SELMA  10-12 

SOUTHSIDE  1-12 

SUTTLE  COfWUNITY  1-12 

TIPTON  1-9 

VALLEY  GRANDE  1-6 

WESTSIDE  7-9 

SHAWMUT  1-6 

BLAKE  1-5 

BRICK  1-6 

SOUTHEAST  1-5 

SOUTHWEST  1-5 

THREA06ILL  1-5 

WILLSON  6-8 

D.  C.  WOLFE  1-12 

SHADY  GROVE  K-8 

SILAS  K-6 

SOUTHERN  CHOCTAW  9-12 

GEORGE  W.  LONG  1-12 

SLOCOMB  1-12 

SMITH  STATION  2-6;9-12 

SMITHS  1 

COTACO  1-9 

STAPLETON  1-6 

SULLIGENT  K-12 

SUMITON  6-9 

UNION  CHAPEL  1-9 

SUMMERDALE  1-9 

SWEET  WATER  K-12 

SYCAMORE  1-3 

SYCAMORE  4-9 

B.  B.  COMER  1-12 

EAST  HIGHLAND  7-8 

FAYETTEVILlE  1-12 

MAIN  AVENUE  1-5 

MOUNTAINVIEW  1-6 

PINECREST  1-5 

STEWARTVILLE  1-8 

SYLACAUGA  9-12 

SYLVANIA  1-12 

CENTRAL  K-4 

GRAHAM  K-4 

HAL  HENDERSON  K-4 

IDALIA  1-6 

JONESVIEW  1-6 

R.  L.  YOUNG  K-4 

SALTER  K-4 

TALLADEGA  CO.  TRAINING  1-12 

TALLADEGA  5-8 

SOUTHSIDE  6-3 

TALLASSEE  3-5;9-12 

WORESVILLE  BELLE  MINA  1-9 

TANNER  1-12 

MARENGO  CO  K-12 

MARENGO  CO  TRAINING 

THOMASVILLE  1-12 

MADISON  CROSS  ROADS 

TONEY  1-8 

HATTON  K-6 

HATTON  7-12 

HAZLEWOOO  K-6 

HAZLEWOOD  7-12 

TOWNLEY  1-9 

WEST  MORGAN  1-12 


12 


K-12 
1-8 


TROY 


TRUSSVILLE 
TUSCALOOSA 


TUSCUMBIA 


TUSKEGEE 


TUSKEGEE  INSTITUTE 

TYLER 

UNION  GROVE 
UNION  SPRINGS 


UNIONTOWN 

URIAH 

VALLEY  HEAD 
VANCE 

VERBENA 
VERNON 
VINA 
VINCENT 

VINEMONT 

MADLEY 

WAGARVILLE 

WALNUT  GROVE 

WATERLOO 

WEBB 

WEDONEE 


wedogufka 
west  6l0ct0n 

wetum'pka 


WHISTLER 
WILSONVILLE 
WOODLAND 
YORK 


CHARLES  HENDERSON  9-12 

CHARLES  HENDERSON  6-8 

COLLEGEVIEW  1-5 

OAKUND  HEIGHTS  1-3 

TROY  1-5 

HEWITT  7-9 

BOTELER  7-9 

CENTRAL  K-6 

DRUID  10-12 

EAST  END  K-6 

ENGLEWOOD  K-6 

HILLCREST  7-9 

HOLT  K-6 

OAKDALE  K-6 

PARKVIEW  K-6 

STAFFORD  K-6 

STILLMAN  HEIGHTS  K-6 

THIRTY-SECOND  AVENUE  K-6 

TUSCALOOSA  7-9 

TWENTIETH  STREET  K-6 

WESTLAWN  7-9 

LITTLEVILLE  1-8 

NEW  BETHEL  1-8 

NORTHSIDE  4-7 

SOUTHSIDE  1-3 

SPRING  VALLEY  5-8 

UNDERWOOD  1-8 

EAST  MACON  1-7 

TUSKEGEE  1-8 

WASHINGTON  1-7 

LEWIS  ADAMS  1-7 

TUSKEGEE  INSTITUTE  9-12 

TYLER  UNION  1-6 
UNION  GROVE  1-9 
BULLOCK  CO  K-9 
SOUTH  HIGHLANDS  5-7 
UNION  SPRINGS  K-4 
UNION  SPRINGS  10-12 
UNION  SPRINGS  8-9 
ROBERT  C  HATCH  1-12 
UNIONTOWN  1-12 
J  U  BLACKSHER  K-4;8-12 
URIAH  5-7 
VALLEY  HEAD  1-12 
VANCE  K-6 
VERBENA  1-12 
VERNON  K-12 
VINA  1-12 
VINCENT  1-6 
VINCENT  7-12 
VINEMONT  1-12 
WADLEY  1-12 

WAGARVILLE  1-6 

WEST  END  7-12 

WATERLOO  1-12 

WEBB  1-9 

FOLSOM  1-9 

RANDOLPH  CO  1-3; 7- 12 

WEDOWEE  4-6 

WEOGUFKA  1-12 

WEST  BLOCTON  K-6 

WEST  BLOCTON  7-12 

J  F  INGRAM  STATE  VOCATIONAL 

SEWELL  MEMORIAL  1-6 

WALLSBORO  1-6 

WETUMPKA  1-5 

WETUMPKA  8-12 

WETUMPKA  6-7 

THOMAS  1-5 

WILSONVILLE  1-6 

WOODLAND  1-12 

SUMTER  CO  10-12 

YORK  WEST  END     1-9 


4-9 


*  Code    1    -    Schools   designated    for   both   National    Defense~anT-KaTr-7rr^-T7;7.,    c^    a     '.—, ■ 

Code    3    -    Schools    designated    for    National    Direct    St.dent    Loan    cancellation    beneflt^cn> 
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■  AIASKA 


i'cr  K-^tioiial  Defense 


List  of  Schools  Determined  to  ha 
Student  Loan  and  national  Direct 


ve  High  Concentrations  of  Students  from 
Student  Loan  Cajacellation  Benefits  for 


Low-Income  Families 

the  1976-T7  and  19TT-T6  School  Years 


Location 


Code   •      5c hoc]    tlajie 


Akhiok              1 

Akhiok  1-8 

Akutan              1 

Akutan  1-8 

Aleknagik 

Aleknagik  1-8 

Aleknagik  N.S.        1 

Aleknagik  N.S.  1-4 

Allakaket           1 

Allakaket  1-8 

Ambler               1 

Ambler 

Anchorage          1 

Chugach  Eleiiientary 

Oenali  Elementary 

Fairview  Elementary 

Anaktuviak  Pass       1 

Anaktuviak  Pass  1-8 

Angoon 

Angoon  1-8 

Aniak              1 

Aniak  1-12 

Anvik               1 

Anvik  1-8 

Artie  Village        1 

Artie  Village 

Atka               1 

Atka  1-8 

Atmauthluak          1 

Atmauthluak  1-8 

Belkofski           1 

Belkofski 

Bethel              1 

Bethel  K-12 

Settles             1 

Settles  1-8 

Birch  Creek          1 

Birch  Creek  1-8 

Buckland            1 

Buckland  1-8 

Chalkyitsik          1 

Chalkyitsik  1-8 

Chignik             1 

Chignik  1-8 

Chignik  Lagoon        1 

Chignik  Lagoon  K-8 

Chignik  Lake         1 

Chignik  Lake  1-8 

Chuathbaluk          1 

Chualhbaluk  1-8 

Clarks  Point         1 

Clarks  Point  1-8 

Craig 

Craig  k-12 

Crooked  Creek 

Crooked  Creek  1-8 

Oeering 

Deering  1-8 

Eagle 

Eagle  1-8 

Egigik 

Egigik 

Ekuk 

Ekuk  1-8 

Ekvo!: 

Ekwol;   1-8 

Emmonak 

Enmionak  H.S.  9-12 

English  Bay 

English  Bay  9-12 

False  Pass 

False  Pass  1-8 

Fort  Yukon 

1   Fort  Yukon  K-12 

Fortuna  Ledge 

Fortuna  Ledge  1-8 

Galena 

1   Galena  1-8 

Holy  Cross 

Holy  Cross  1-10 

Hoonah 

1   Hoonah  K-12 

Hughes 

1   Hughes  1-8 

Hydaburg 

1   Hydaburg  K-12 

Iquigig 

1   Iguigig  1-8 

Ivanoff  Bay 

1   Ivanoff  Bay 

Kake 

1   Kake  K-12 

Kaltaq 

1   Kaltag  1-8 

Karluk 

1   Karluk  1-8 

Kenny  Lake 

1   Kenny  Lake  1-8 

Kivalina 

1   Kivalina  K-12 

Kobuk 

1   Kobuk  1-8 

Kokhanok 

1   Kokhanok 

Koliganik 

1   Koliganik  1-8 

Kongiqanak 

1   Kongiganak  1-8 

Location          Code 

•   School  Kame 

Kayuk               1 

Kayuk  1-8 

Koyukuk             1 

Koyukuk 

Larson  Bay          1 

Larson  Bay  1-8 

Levelock            1 

Levelock  1-8 

Manokatok           1 

Manokatok  1-9 

McGrath             1 

McGrath  1-12 

Mentasta  Lake        1 

Mentasta  Lake  1-8 

Metlakatla          1 

Metlakatla  K-12 

Minto                1 

Minto  1-8 

New  Stuyahok         1 

New  Stuyahok  1-8 

Nickolai            1 

Nicholai  1-8 

Nikolski            1 

Nikolski  1-8 

Ninilchik            1 

Ninilchik  1-12 

Noatak              1 

Noatak  1-8 

Nome              1 

Nome  Elementary 
Nome  Beltz  H.S 

Noorvik             1 

Noorvik  1-12 

Northway  ^          1 

Northway  1-9 

Nuiqsuit            1 

Nuiqsuit  K-8 

Ohgsenakle          1 

Ohgsenakle  K-8 

Old  Harbor           1 

Old  Harbor  K-8- 

Ouzinkie            1 

Ouzinkie  K-8 

Palmer              1 

Glacier  View  K-8 

Valley  Christian      1 

Valley  Christian  K-12 

Pedro  Bay            1 

Pedro  Bay  1-8 

\ 

Perryville           1 

Perryville  1-8 

Pilot  Point          ' 

Pilot  Point  1-8 

Pitka's  Point 

Pitka's  Point  1-8 

Point  Hope 

Point  Hope  1-8 

Point  Lay 

Point  Lay  1-8 

Port  Graham 

Port  Graham  1-8 

Port  He i den 

Port  Heiden  1-8 

Port  Lion 

Port  Lion  1-8 

Rampart 

Rampart  1-8 

Ruby 

Ruby  1-8 

Russian  Mission 

Russian  Mission  1-8 

Selawik 

1   Selawik  K-12 

Seldovia 

1   Susan  B.  English  1-8 

Shishmaref 

1   Shishmaref  1-8 

Shungnak 

1   Shungnak  1-9 

Sleetmute 

1   Sleetmute  1-8 

St.  Mary's 

1   St.  Mary's  Preschool 

1   Elicaruicuar  Elementary  1-8 

Stevens  Village 

1   Stevens  Village  K-8 

Stoney  River 

1   Stoney  River  1-8 

Takotna 

1   Takotna  1-8 

Talkeetna 

1   Talkeetna  1-8 

Tanacross 

1   Tanacross  1-8 

Tatatlik 

1   Tatitlik  K-8 

Teller 

1   Teller  1-8 

Togiak 

1   Togiak  1-10 

Tok 

1   Tok  1-12 

Twin  Hills 

1   Twin  Hills  K-8 

Tyonek 

1  •  Bob  Bartlett  Elementary 

Wales 

1   Wales  1-8 

White  Mountain 

1   White  Mountain  1-8 

Sac  tonal    Defense   and   National   Direct   Student   Loan   cancellation    benefits 


Code  1  -  Sc^'o's  He-i.T,areJ  tor  both  

Code  2  -  Schools  dcslanated  f'^r  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  tor  National  Direct  Student  Loan  cancellaclon  beneflca  only 
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ARIZO^iA 


List  of 

ir  National  Defense  Student 


Schools  Determined  to  have 
Loan  and  National  Direct  E 


High  Concentrations  of  Students  from 
tudent  Lc>an  Cancellation  Benefits  for 


Low-Income  Families 

the  1976-77  and  19T7-T6  School  Years 


ication 


Code 


School  Name 


Location 


School  Nane 


A  jo 

Alpine 

Amado 

Apache  Junction 

Arlington 
Avondale 


Benson 

Bowie 
Buckeye 

Casa   Grande 


Cashlon 
Chandler 

Chinle 


Chloride 

Clifton 
Colorado  City 
Concho 
Coolidge 


Dateland 

Douglas 


Dimcan 
Eager 
Ehrenberg 
Eloy 


Flagstaff 


2 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

1 

1 

1 

1 

1 

1 

2 

1 

2 

1 

1 
1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

2 

1 

1 

1 

1 

1 

2 

2 

1 

2 

1 

2 

2 

1 

1 

2 

1 

1 

1 

1 

1 

2 

2 

2 

2 

1 
1 
1 
2 
1 
1 


Ajo  JHS 

Ajo  HS 

Alpine  Conservation  Center  (4-12) 

Continental  EL 

Four  Peaks  EL 

Superstition  Ht .  EL 

Arlington  EL 

Avondale  EL  #1  (K-4) 

Avondale  JHS 

Lattie  Coor  EL 

Benson  Primal^ 

Benson  Middle  EL 

Bowie  EL-HS  Unified 

Buckeye  EL 

Harquahala  Vly  EL 

Casa  Hrande  JHS 

Casa  Grande  HS 

Eleven  Mile  Cor-er  EL 

Evergreen  EL 

Ocotillo  EL 

Palo  Verde  EL 

St.  Anthony  EL 

Littleton  EL 

Underdovm  JHS 

Chandler  Heights  (K-2) 

Denver  (K-6) 

Galveston  (K-6) 

Chinle  EL 

Chinle  JHS 

Chinle  HS 

Manv  Faniis  EL 

Red  Mesa  EL 

Red  Mesa  HS 

Round  Rock  EL 

Chloride  EL 

Mt.  Tipton  EL 

Clifton  EL 

Colorado  City  EL 

Concho  EL 

Coolidge  HS 

Interiuediat-e 

JH  School 

Kenllworth  EL 

North  (5) 

South  (3) 

West  (K-2) 

Dateland  EL 

A  Avenue  EL 

Joe  Carlson  EL 

Claws on  EL 

Fifteenth  St.  EL 

Sarah  Marley  EL 

Twelfth  St.  JHS 

Duncan  EL 

Eager  Unit  (4-8) 

Ehrenberg  EL 

Central  (3-5) 

Curiel  (1-3) 

Curiel  (K) 

Eloy  JHS 

Santa  Cruz  Vly  UHS 

Coconino  HS 

East  Flagstaff  JHS 

Flagstaff  JHS 

Flagstaff  HS 

ICinsey  EL 

Leupp  EL 

Marshall  EL 

Mt.  El  Jen  EL 

South  Beaver  EL 

Thoaas  EL 


Florence 
Ft.  Defiance 

Ft .  Thooas 
Fredonia 

Ganado 
Glendale 


Globe 
Ueber 
Higley 
Holbrook 


Humboldt 

Kayenta 

Keans  Canyon 
Laveen 

Marana 
Maricopa 


McNary 

McNeal 

Mesa 

Miami 


Mohave  Valley 
Nogales 


Page 
Parker 

Patagonia 

Payson 

Peach  Springs 

Pearce 

Peoria 


Phoenix 


♦  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan 
Code  2  -  Schools  designated  for  national  Defense  Student  Loan  cancellation  benefits  crl 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  or.'.v 


Arizona  State  Prison 

Florence  HS 

Ft.  Defiance  EL 

Ft.  Defiance  JHS 

Window  Rock  EL 

Window  Rock  HS 

Ft .  Tho«as  EL 

Kt .  Thonas  HS 

Kredonia  EL 

Fredonia  HS 

Moccasin  EL 

Ganado  EL 

Ganado  HS 

Glendale  HS 

lues  EL 

Harold  Smith  EL 

Rice  HS 

Sitgreaves  EL 

Higley  EL 
Holbrook  JHS 

Holbrook  HS 

Hulet  EL 

Pittaan  EL 

Sheldon  EL 

Woodruff  EL 

Humboldt  EL 
Lake  Valley  EL 

Kayenta  EL 

Monument  Vly  HS 

Reams  Canyon  EL 
Cash  EL 

Laveen  EL 

0 

Marana  EL 

I 

"uaricopa  EL 

1 

Maricopa  HS 

2 

fendergast  EL 

1 

McNar?  EL 

2 

McNarv  HS 

1 

Double  Adobe  EL 

Franklin  EL 

Buena  Vista  EL 

Inspiration  EL 
Lower  (Unml  EL 
Mohave  Vly  EL 
Elm  Street  EL 
Lincoln  EL 
Wade  Carpenter  JHS 
A.  J.  Mitchell  EL 
Nogales  JHS 
S  ^ales  HS 
■'.cry  Welty  EL 
Sacret  Heart  EL 
Page  EL 
Page  HS 
Blake  Primary 
La  Pera  EL 
Wallace  EL 
Patagonia  EL 
Patagonia  UHS 
Julia  Randall  EL 
Peach  Springs  EL 
Ash  Creek  EL 
Central  EL 
Dysart  EL 
tn-sart  RS 
E:  Mirage  EL 

-o.tnwest  Indian  School 

(1-12) 

Adobe  Mountain  (4-12) 

Barr  EL 

Bethune  EL 

Butler,  A.  E.  (K-6) 

Capital  EL 

Coe,  P.  T.  (1-6) 

ancellation  benefits 
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List  of 

ARIZONA 

Lov-Inconie  Families 

Schools  Determined  to  have  High  Cojicentrations  of  StudoBtB  from 

Kor  KAtionai 

Defence 

Student 

Lean  and  National  Direct  Student  Loan  Cancellation  Benefits  for 

the  i9T6-77  and  197T-78  School 

Years 

T  r-i  c  n  t  ion 

Code  • 

School  Name 

Phoen  ix  (cont ' d ) 

Court  EL                            Thatcher                2 

Thatcher  EL 

Crockett  EL                          Tolleson                2 

Tolleaon  11  EL  (K-4) 

Dunbar  EL                                                  2 

ToUeaon  #2  EL  (5-8) 

Edison  EL            .                                      2 

Tolleson  CHS 

Eaerson/Monterey  EL                                        1 

Onion  EL 

Garfield  EL                          Tonopah                2 

Ruth  Fisher  EL 

Grant  EL                            Tuba  City               1 

Tuba  City  EL 

Cray/Herrera/Llncoln  (K-8)                                  1 

Tuba  City  HS 

Hawkins  EL                          Tucson                 1 

Apollo  JHS 

Isaac  JHS                                                  1 

Arizona  Youth  Center 

Julian  EL        "                                             1 

Borton  EL 

\ 

Kennedy  EL                                      ■■•                   1 

Carrlllo  EL 

Mr.R  EL                                                                1 

Cavett  EL 

I.on^reilow  EL                                                 1 

Craycroft  EL 

Long-/ lew  EL                                                   1 

Davis  EL 

Lowell  EL                                                  2 

Dill,  Mary  E.  EL 

Madrid  EL                                                     1 

Drachman  EL 

Mountain  View  EL                                              1 

Drexel  EL 

Hurphy  *1  EL                                                  1 

Elvira  EL 

Murphy  " 3  EL                                        -1 

Bollinger  EL 

Ott  EL                                                        1 

Holloday  EL 

Palmdale  EL                                                2 

Lawrence  EL 

Palomino  EL                                                1 

Liberty  EL 

Phoenix  LTIS                                                   2 

Los  Nlnos  (K-6) 

Rio  Vista  EL                                               2 

Los  Ranchltos  (1-6) 

Roosevelt  EL                                               1 

Manro  EL 

Rose  Linda  EL  "^^                                          1 

Menlo  Park  EL 

St.  Mary's  HS                                         .     1 

Mission  View  EL 

St.  Matthew's  EL                                           2 

Nash  EL 

Sierra  Vista  EL                                            2 

Pistor  JHS 

Skiff  EL                                                   2 

Prince  EL 

South  Mountain  HS                                          1 

Pueblo  Gardens  (1-6) 

Sullivan  EL                                                1 

Pueblo  HS 

Sunland  EL                                                 1 

Richey  EL 

Sutton,  J.  B.  (1-6)                                         1 

Rose  EL 

Washington,  B.  T.  EL                                        1 

Roskruge  EL 

Yavapai  EL                                                 1 

Roosevelt  EL 

Zito,  J.  (K-61                                             1 

Safford  EL 

Picacho 

Picacho  EL                                                 1 

Safford  JHS 

Pima 

Pima  US                                                       2 

Santa  Clara  EL ■ 

Plrtleville 

Plrtleville  EL                                             i 

San  Xavler  Mission  EL 

PrescotC 

Dexter  EL                                                  i 

Spring  JHS 

Queen  Creek 

Combs  EL                                                   l 
Queen  Creek  EL                                             x 

Sunnyside  JHS 
Sunnyside  HS 

Sacaton 

Sacaton  EL                                                 2 

Tanque  Verde  EL 

Safford 

Lafe  Nelson  (3-6)                                           2 
Dorothy  Stinson  C^-Z)                                       j 

Tolson  EL 

Tucson  HS 

Safford  JHS                '                                j 

TuUy  EL 

Salome 

Salome  EL                                                  2 

University  Heights  EL 

San  Carlos 

Rice  KL                                                    1 

Utterback  JHS 

Sanders 

Puerco  EL                                                  i 
Valley  HS                  .                                i 

Van  Buskirk  EL 
Wakefield  JHS 

San  Simon 

San  Simon  EL                         Vail                   1 
San  Simon  HS                         Wellton                1 

Vail  EL 
Antelope  UHS 

Sells 

Baboqulvari  HS                                             ^ 
Sells  JHS                           „  ^           ., 
Sells  EL                           ^Zl        .                                       . 
Topowa  EL                          Whiteriver             1 

Wellton  EL 
Wenden  EL 
Alchesay  HS 
Seven-Mile  EL 

Snowflake 

Heber  EL 

SnowfLake  EL 

Snowflake  JHS                                                 j- 

Snowflake  HS                        Wlllcox                2 

Taylor  EL                                                  * 

SolomonvlUe  EL                      Williams                2 

Vftilteriver  EL 
Whiteriver  JHS 
Wtllcox  School  (K-4) 
WlUcox  School  (5-8) 

• 

Solomon 

Williams  EL 

^  ^J  A  l.#ui^#  am 

Comer ton 

0.  L.  Carlisle  EL                                          ^ 

Williams  HS 

Sprtngerville 

SpringervlUe  Unit  (K-3)             Window  Rock             1 

Window  Rock  EL 

Stanfleld 

Stanfleld  EL                        Winslow                2 
Agullas  EL                                                    2 
Frank  EL                                                  ^ 

Bonnie  Brennan  EL 
Jefferson  El 

Tempe 

Washington/Lincoln  EL 

Scales  EL                                                  2 

Winslow  JHS 

Thew  EL                                                   ^ 

Winslow  HS 

Wood  EL                              Arizona  listing  cx>ntinued  on  next  page 

Waggoner  EL 

* 

Code 

T 

-  Schools  designated  tor  Soth  Nation^;  Defense  and  National  Direct  Student  Loan  cancellation  benefits 

Code 

2 

-  Schools  designated  for  National  Defense  Student  Loan  cancellatioa  beocflO  only 

C  ide 

1 

-   ,C^-.v^ 

U  desUnated  for  Natlona'.  Direr-  St,He-t  Lo»r.  cancellation  b«Q«flCa  •nly 
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Ai^tZW 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  Mationai  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years. 

Code  •  School  Na.-.ie  Location  Code  •_  School  Name 


Location 

Wittnan 
Yoimg 


School  Na.".ie 

1  Nadaburg  EL 

1  Young  EL 

1  Carver  EL 

2  Crane  Pueblo  (K-5) 
2  Crane  Rancho  (K-5) 
2  Fourth  Avenue  JHS 

/         ■■ 


Location 

Yuma     (cont'd) 


2  0.    C.    Johnson   EL 

2  C.    W.    McGraw  EL 

2  Pecan  Grove  Et 

1  M.    E.    Post    EL 

1  Roosevelt    EL 


AP>.J1NSAS 


List    of    Schools    Determined    to    have    High    Concentrationt    of    Studentt    from  Low- 
For    National    Defense    Student    Loan   and    National    Direct    Student    Loan    Cancellation    Benefits 


Fa?T ;  '. 


Location 


Code   *      School    Name 


Location 


G^e 


School    N*a 


A  "exa^.der 

1 

Arkansas  Training  School 

for 

Cale 

Cale  K-12 

Alna 

2 

Alma  1-12 

G 

rls  K-12  , 

Calico  Rock 

Calico  Rock  1-12 

Alpena 

Alpena  1-12 

1 

Camden 

Camden  7-8 

Altheimer 

Altheimer  K-5 
Altheimer  6-8 
Altheimer  9-12 

Camden  9-12 

Carver  K-2 
Cleveland-Northside  3 

Altus 

Altus-Denrving  1-6 
St.  Mary's  1-6 

Fairview  K-4 

Fred  Whiteside  4-6 

Arkadelphia 

Central  1-4 
Perritt  1-4 

riarmony  Grove  1-6 
harmony  Grove  7-8 

Arkansas  Ci 

ty 

East  K-4 

Carlisle 

Carlisle  1-12 

West  5-8 

Casa 

Casa  K-8 

Annorel 

Armorel  K-12 

Casa  9-12 

Ashdown 

Ashdown  10-12 
Brown  7-9 

Cherry  Valley 

Cherry  Valley  K-6 
Cross  County  7-12 

Burke  Street  K-3 

Chidester 

Chidester  K-12 

C.  D.  Franks  4-6 

Clarendon 

Clarendon  K-4 

Atkins 

Atkins  1-6 
Atkins  7-12 

Clarendon  5-8 
Clarendon  9-12 

AuDrey 

Aubrey  K-6 

Clinton 

Alread  1-12 

Augusta 

Augusta  K-4 

Coal  Hill 

Coal  Hill  K-12 

Augusta  5-8 

Compton 

Coispton  1-8 

Augusta  9-12 

Concord 

Concord  K-12 

Bald  Knot) 

Bald  Knob  1-6 

Conway 

€11en  Smith  1-5 

Banks 

Banks  1-12 

Corning 

Corning  K-12 

Ecrion 

Barton  K-3 

Cotter 

Cotter  1-12 

Barton  4-6 

Cotton  Plant 

Cotton  Plant  K-5 

Barton  7-12 

Cotton  Plant  6-8 

Batesville 

Central -Batesville  K- 

6 

Cotton  Plant  9-12 

East-Batesville  K-6 

Cove 

Van  Cove  1-6 

Seventh  Day  Adventist 

-Southside  1-6 

Crawfordsville 

Crawfordsville  K-6 

Bay 

Bay- Brown  K-12 

Crawfordsville  7-12 

Bearden 

Bearden  K-12 

Crossett 

Hastings  1-5 

Beedeville 

Beedeville  k-9 

Cushman 

Cushman  K-12 

Bel  lev  1  lie 

Belleville  1-12 

Dardanelle 

Dardanelle  K-4 

Benton 

Angle  Grant  1-6 

Dardanelle  5-8 

Westside  K-6 

Deer  . 

Deer  K-12 

Bentonvi 1 le 

Bentonvi  1 le  6-8 

Oelaplaine 

Oelaplaine  1-12 

Thomas  Jefferson  K-5 

Delight 

Delight  K-12 

E 1 ge 1 ow 

East  End  1-u 

Dell 

Dell  K-12 

Big  Flat 

Big  Flat  1-12 

Dermott 

Dermott  K-12 

Black  Rock 

Black  Rock  K-12 

Des  Arc 

Des  Arc  K-6 

Blevins 

Belvins  1-12 

Des  Arc  7-12 

Blytheville 

Blytheville  10-12 

Central  4-6 
East  7-9 
Fairview  4-6 
Franklin  1-3 
Harrison  K-9 
Robinson  1-3 
west  7-9 

/ 

DeValls  Bluff 
DeWitt 

Doddridge 

Oumas 

DeValls  Bluff  K-12 
DeWitt  6-8 
DeWitt  9-12 

Southside  1-3 
Westside  4-5 
Bright  Star  1-12 
Central  K-2 

Plumas  7-8 

Bocneville 

A.  R.  Hederick  1-6 

Seed  3-6 

Bradford 

Bradford  K-12 

Dyess 

Dyess  K-6 

Bradley 

Bradley  K-12 

Dyess  7-9 

Brickeys 

Nat  nan  hale  K-6 

Earle 

Earle  1-6 

Briqgsv 1 1 1 e 

fourche  Val ley  1-12 

Earle  7-9 

E—nkle,' 

Erinkley  5-8 
BrinKley  9-12 
C.  B  Partee  1-4 

Edmonson 
Elaine 

Earle  10-12 
Wedlock  1-6 

Elaine  7-9 

Buraette 

Burdette  K-6 

Elaine  10-12 

Calowei 1 

Caldwell  1-5 

Lucilia  Wood  K-6 

* 

Code  1 

-  School 

s  designated  for  both 

National  Defense 

and  National  Direct 

Student  Loan  cancellation  bene 

fits 

Code  2  • 

-  School 

«  designated  for  National 

Defense  Student  Loan  cancellation  ben« 

flti  onlv 

Code  3 

-  School 

«  designated  for  National 

Direct  Student  Loan  cancellation 

bene 

^lt»  only 
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Li3t  of 

ARKANSAS 

tudenta  from 

Low-Income  Families 

•  Schools  Detonnineri  to  hcve  iiigh  Concentrations  of  S 

Kor  Kational  Dofeni3e 

Student 

toar.  and  national  Direct  Student  Loan  Cancellation 

Benefits  for 

the  1976-77  and  1977-76  School 

Vears 

i.tication 
El  Dorado 

Code  • 

School  Saiiie                             Location 

Barton  7-9                      Hattieville 

UO(2tr 

Wonderview  1-12 

East  10                         Havana 

Havana  K-12 

Fairview  K                      Heber  Springs 

West  Side  K-12 

Hugh  Goodwin  1-6                  Helena 

Helena  Crossing  1-6 

Morning  Star  6 

Jefferson  1 

Murmil  Heights  I-*) 

J.  F.  Wahl  3-6 

Northwest  1-5 

Lake  View  K-6 

Retta  Brown  1-6 

North  End  2 

V 

Rogers  7-9 

V.  C.  White  7-12 

Southside  1-6                    Hermitage 

Hermitage  K-12 

Watson  6                        Hickory  Ridge 

Hickory  Ridge  K-6 

yest  11-12                     Holly  Grove 

Holly  Grove  1-5 

West  Woods  1-S 

Holly  Grove  6-8 

Yocuiii  1-5 

Holly  Grove  9-12 

Union  1-11                    ,  Hope 

Beryl  Henry  1-5 

Elkini 

Elkins  K-12                     * 

Brookwood  1-5 

Emerson 

Emerson  1-12 

Garland  1-5 

Emmet 

Emmet  1-12 

Hope  9-12 

England 

England  9-12 

Hopewell  6 

Eudora 

Eudora  K-2 

Paisley  K-3 

Eudora  3-6 

Verger  7-8 

Eudora  10-12                     Horatio 

Horatio  K-12 

Johns  7-9                       Hot  Springs 

Central  7-9 

Ross  Van  Ness  1-8 

East  Side  1-6 

Everton 

Bruno-Pyatt  1-12 

Gardner  1-6 

Fayetteville 

Jefferson  K-6 

Greenwood  1-6 

T.  L.  Bates  K-6 

Goldstein  1-6 

Flippln 

Flippin  K-1? 

1 

Hot  Springs  10-12 

Floral 

Floral  K-12 

Jones  1-6 

Fordyce 

Fordyce  K-4 

Monastery  of  Our 

Fordyce  7-8 

Lady  of  Charity  1-8 

J.  E.  Wallace  5-6 

Oaklawn  1-6 

Forenan 

Foreman  K-5 

Park  1-6 

Foreman  6-9 

Rix  1-6 

Foreman  10-12 

Southwest  7-9 

Forrest  City 

Central  4-6                      Hoxie 

Hoxie  1-12 

Evans  1-6                       Hughes 

Hughes  1-6 

Forrest  City  7-9 

Hughes  7-12 

Forrest  City  10-12                Humnoke 

Humnoke  K-12 

Forrest  Hills  1-5                 Humphrey 

Humphrey  K-12 

Primary  1-3                      Huntsville 

Bill  D.  Watson  1-5 

Stewart  1-3 

Huntsville  6-9 

Stewart  4-6 

Huntsville  10-12 

Fort  Smith 

Belle  Point  1-6                  Huttig 

Huttig  K-12 

O^f-by  7-9                      Imboden 

Sloan-Hendrix  K-12 

Duval  1-6                       Jasper 

Jasper  K-12 

Howard  K-6                      jgiper 

Shawnee  1-6 

Parker  K-6 

Shawnee  7-9 

Spradling  1-6                    Jonesboro 

East  1-6               , 

Suttofi  1-6 

West  1-6 

Trusty  K-6                     Judsonia 

Judsonia  K-12 

Fountain  Hill 

Fountain  Hill  K-12                Junction  City 

Junction  City  1-12 

Fox 

Rural  Special  1-12                Keiser 

Keiser  1-6 

Gillett 

Gillett  K-12 

Keiser  7-9 

Gould 

Gould  K-12                      Kensett 

Kensett  1-12 

Grady 

Grady  1-12                      Kingsland 

Kingsland  K-12 

Cuiiriins  Intermediate               Kingston 

Kingston  K-12 

Reformatory  1-8                 Knobel 

Knobel  K-12 

Cunmiins  Women's  Reformatory  1-8      Knoxville 

Knoxville  1-8 

Green  Forest 

Green  Forest  K-12                 Lafe 

Lafe  1-6 

Griffithville 

Griffithville  K-12 

Lafe  7-9 

Grubbs 

Grubbs  K-12 

Lafe  10-12 

Gurdon 

Gurdon  K-4                       Lake  City 

Dixie  1-6 

Gurdon  5-8                      Lake  Village 

Central  4-6 

Guy 

Guy-Perkins  K-12 

Central  7-9 

Hamburg 

Hamburg  K-5 

Lakeside  K 

Hamburg  6-8 

Lakeside  1-3 

namburg  9-12             i 

Lakeside  10-12 

nampton 

nafopton  K-12                     Lamar 

Lamar  1-6 

Hardy 

Cherokee  Village  K-6               Lawson 

Lawson  K 

Highland  7-12                    Leachville 

Leachville  1-12 

Harrisbyrg 

Central -Curmon  K-12                Lead  Hill 

Lead  Hill  K-12 

Hartford 

Hartford  1-12                     Lepanto 

Lepanto  K-12 

Hartnan 

ri.irtjiia'  •  -''■2                                                    Lesi  ie 

Leslie  1-12 

♦  Co<J«  1 

-  ScKools  desisnated  for  both  Mationsl  Defease  anH  Hattooul 

Direct  St,Ki».ot  Ixian  canccllaci(70  beti«flt» 

Code  2 
Code  1 

-  Schoo 

-  ^  r  "^  O-'' 

1»  designated  for  *«tloa«l  Defense  Student  Loan  cance 
Is  designated  for  National  Direct  Student  Loan  cancel 

!  lat  i   >*"  *>**ne  _ 

fits  -^nlv 

1  at  ton  beaetlts  o-ly 
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ARKANSAS 


For  national  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Student 
Student  Loan  and  Hational  Direct  Student  Loan  Cancellation  Benefi 
School  Maine 


Code 


Location 


s  froB  Low-Inco«e  Families 

ts  for  the  1976-77  and  1977-78  School  tears 

Code  •   School  Same 


Lewi svi lie 

Lincoln 
Little  Rock 


Lonoke 


Luxora 

Lynn 

McCrory 

McGehee 


McRae 
Madison 
Magazine 
Magnolia 


Malvern 


Mammoth  Spring 

Manila 

Marianna 


Marion 


Marked  Tree 


Marmaduke 
Marshall 
Marvel  1 


Mayflower 

Maynard 

Melbourne 

Mena 


Menifee 

Monette 
Monticello 


Moro 
Morrilton 

Moscow 

Mountainburg 

Mountain  Home 
Mountain  View 


1  Lewisville  1-4 

3  Lewisville  9-12 

1  Lincoln  K-12 

2  Central   10-12 

3  Fair  Park  1-3 
3  Garland  1-5 

3  Stephens  4-5 

3  Lonoke  1-3 

3  Lonoke  K  &  4-6 

1  i  onoke  7-9 

3  Lonoke  10-12   • 

1  Luxora   1-12 

1  Lynn   K-12 

1  McCrory   K-6 

1  McCrory  7-12 

i  NteSehee  1-6 

3  McGehee  7-9 

3  McGehee  10-12 

3  McRae  K-12 

1  Madison  1-6 

3  Magazine  K-12 

1  East  Side  1-4 

3  Magnolia  K 

1  Magnolia  5-9 

3  Magnolia  10-12 

1  Walker  K-12 

1  Fields  1-6 

3  Gifford  1-4 

3  L.   C.    Smith  1-6 

3  Malvern  K 

3  Malvern  7-9 

3  Pratt  1-6 

3  Mammoth  Spring  1-12 

1  Manila  K-6 

1  Futrall   9 

1  Lee  10-12 

1  Strong  3-5 

1  Strong  6-7 

1  Strong  8 

1  Whitten-Nunnally  K-2 

3  J.   S.   Phelix  5-6 

3  Marion  3-4 

3  Marion  7-8 

3  Marion  9-12 

1  Marked  Tree  6-8 

3  Marked  Tree  9-12 

1  Normandy  K-5 

3  Marmaduke  K-12 

1  Marshall    K-12 

1  Marvell    K-4 

1  Marvell   5-8 

3  Marvell    9-12 

3  Mayflower  K-12 

3  Maynard   1-12 

3  MeiL«3urne  1-12 

3  Louise  Durham  1-4 

3  Mena  7-9 

3  Stilwell   5-6 

1  East  Side  K-12 

3  Monette  K-12 

3  City  Park  5-6 

3  Drew  Central   K-12 

1  Monticello  7-9 

3  Monticello  10-12 

1  W.   C.   Whaley  1-4 

1  Moro  K-6 

3  Northside  1-6 

1  Southern  Christian  Home  1-4 

1  Linwood  K-6 

1  Samuel  Vaster  7-12 
3  Mountainburg  1-12 

2  Nelson-Wilks  1-6 

3  Mountain  View  K-5 
3  Mounta'in  View  6-8 


Mount  Holly 
Mount  Ida 

Mount  Judea 
Mount  Pleasant 
Nashville 
New  Edinburg 
Newark 
Newport 


Norfork 

Norphlet 

Norman 

North  Little  Rock 


Oark 

Oden 

Oil  Trough 

Okolona 

Oxford 

Ozark 

Palestine 

Pangburn 

Paragould 

Paris 

Parkdale 

Parkin 


Patmos 

Perry 

Piggott 


Pine  Bluff 


Pleasant  Plains 

Plumerville 

Pocahontas 

Portland 

Poughkeepsie 

Prairie  View 

Prescott 

Quitman 

Ravenden  Springs 
Rison 
Rohwer 

Rose  Bud 
Rosston 
St.  Charles 
St.  Joe 
St.  Paul 


Code  1 
Code  2 
Code  3 


-  Schools  designated  for  both  National  Defens*  and  National  Dlrec 

-  Schools  designated  for  National  Defense  Student  Loan  canccllati 

-  Sc^^ools  desicnatef  for  National  Direct  Student  Loan  cancellallo 


3  McRae  K-12 

3  Ben  Cravens  1-6 

3  Mount  Ida  7-12 

1  Mount  Judea  K-12 

3  Mount  Pleasant  K-12 

1  Nashville  K-6 

3  New  Edinburg  1-12 

3  Newark  1-12 

1  Castleberry  K-6 

1  Gibbs  Albright  K-6 

1  Newport  9-12 

3  New:..rt  7-8 

3  Vr'^rk  1-12 

3  rujrphlet  K-12 

3  Caddo  Hills  7-12 

3  Argenta  K-6 

1  Baring  Cross  K-6 

1  Boone  Park  K-6 

1  Central  7 

3  Glenview  K-6 

3  Levy  K-6 

3  McRae  K-6 

3  Pine  Street  K-6 

1  Poplar  8-9 

3  Redwood  K-6 

3  Rose  City  K-6 

3  Seventh  Street  K-6 

1  Dark  1-12 

3  Oden  K-12 

3  Oil  Trough  1-12 

1  Okolona  K-12 

1  Oxford  1-6 

3  Elgin  B.  Milton  K-6 

3  Pleasant  View  K-12 

3  Palestine  K-12 

3  Pangburn  K-12 

3  East  K-6 

3  Paris  1-6 

1  Parkdale  K-10 

1  Parkin  5-7 

1  Parkin  8-12 

1    Stella  Campbell  K-4 
3    Patmos  1-6 

1    Perry  1-6 

1    Piggott  K-4 

3    Piggott  7-12 

1    Pollard  6 

1    St.  Francis  5 

1    Barnes  Memorial  K-9 

3    Dollarway  K-2 

3    Dollarway  7-9 

3    Dollarway  10-12 

1    Knox-Nelson  Training  School 
for  Boys  K-12 

1    Pine  Crest  3 

1    Townsend  Park  4-6 

3    Pleasant  Plains  K-12 

3    Plumerville  1-12 

1    Pocahontas  7-12 

1    Portland  K-12 

3    Poughkeepsie  1-12 

3    Prairie  View  K-8 

3    Prescott  k-4 

3    Prescott  5-8 

3    Quitman  K-12 

1    Oak  Ridge  Central  1-12 

1    Rison  K-12 

1    Delta  7-9 

1         Desha-Central    1-6 

3         Rose  Bud  1-12 

1         Oak  Grove  1-12 

3         St.   Charles  1-12 

1         St.  Joe  K-12 

3         St.    Paul   K-12 

t    Student    Loan   cancellation    benefits 
c^    bene  fits    onl v 
n    ben*^  t  1 1  s    c.l  - 
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ARKANSAS 


For  National  Def' 


List  of 
snse  Student 


Schools  Determined  to 
Loan  and  National  Dire 


fjocat  ion 


Code   •      School    Naiae 


have  High  Concentrations  of  Students  from 
ct  Student  Loan  Cancellation  Benefits  for 
Location Code  * 


Low-Income  Families 
the  1976-T7  and  197T-78  School  Years 
School  Name  ' 


Salem 

Saratoga 
Scotland 

Scranton 

Selma 

Sherrill 

Shirley 

Smackover 


Snowball 

Snow  Lake 
Springdale 

Stamps 
Star  City 


Stephens 

Strawberry 

Strong 

Stuttgart 


Swifton 

Taylor 

Texarkana 


Thornton 
Tillar 

Timbo 
Traskwood 
Trumann 
Tucker 

Tuckenr.an 
Turrell 
Tyronza 
Urbana 


3  Salem  K-8 

3  Salem  9-12 

1  Saratoga  1-12 

1  Scotland  1-6 

1  Scotland  7-12 

3  Scranton  9-12 

3  Selma  1-8 

1  Barrett-Rosenwald  K-8 

3  Shirley  K-12 

3  Smackover  K-5 

3  Smackover  6-8 

3  Smackover  9-12 

1  Snowball  1-6 

1  Snowball  7-12 

1  Snow  Lake  1-8 

3  Jones  K-6 

3  Washington  K-6 

1  Stamps  1-4 

3  Stamps  5-8 

1  Stamps  9-12 

3  Glendale  1-12 

3  Star  City  K-5 

3  Star  City  6-8 

3  Star  City  9-12 

1  Stephens  K-12 

3  Strawberry  K-12 

1  Gardner  1-6 

1  Strong  7-12 

3  Buerkle  1-4 

3  Holman  5 

3  Julia  Shannon  1-4 

3  Lincoln  K 

3  Northside  1-4 

3  Stuttgart  6-7 

3  Stuttgart  8-9 

3  Swifton  K-12 

3  Taylor  K-12 

3  Carver  K 

1  College  Hill  1-4 

1  College  Hill  7-9 

3  Fairview  1-4 

1  Union  1-4 

3  Vera  Kilpatrick  1-4 

1  Washington  5-6 

3  Thornton  K-12 

1  B.  C.  Prewitt  Memorial 

1  Desha-Drew  7-12 

1  Timbo  1-12 

3  Traskwood  1-4 

1  Trumann  K-5 

1  Tucker  Intermediate 
Reformatory  1-8 

1  Tuckerman  K-12 

1  Turrell  1-12 

3  Tyronza  K-12 

1    Urbana  1-9 


K-6 


Van  Buren 

Vandervoort 

Vanndale 

Village 

Viola 

Wabbaseka 

Waldo 

Walnut  Ridge 
Warren 
Washington 
Watson 

Weiner 
West  Helena 


West  Memphis 


West  Ridge 

Western  Grove 

Wheatley 

Widener 

Wilburn 

Williford 

Wilmar 

Wilmot 

Wilson 


Winslow 
Witts  Springs 

Wright 
Wrightsville 


Wynne 


Yellville 


3    Oak  Grove  1-6 
1    Sophia  Meyer  1-6 
3    Vandervoort  1-8 

Vanndale  K-6 

Village  1-12 

Viola  1-12 

J.  S.  Walker  K-8 

Wabbaseka  9-12 

Waldo  K-12 

Walnut  Ridge  K-12 

East  Side  K-4 

Lincoln  K-12 

Delta  10-12 

Watson  1-6 

Weiner  K-12 

Beech  Crest  1-2 

Central   9-12 

Eliza  Miller  7-8 

Westside  3-4 

Woodruff  5-6 

Avondale-Marion  1-2 

Bragg  1-6 

Dabbs  1-6 

East  7-9 

Jackson  1-6 

Maddux  1-6 

Richland  1-6 

Weaver  1-6 

West  7-9 

West  Memphis  10-12_ 

Wonder  1-6 

Wonder  7-9 

Missco  K-6 

Mississippi  County  7-12 

Western  Grove  K-12 

Wheatley  K-12 

DeRossitt  1-6 

Wilburn  K-12 

Williford  K-12 

Wilmar  K-12 

Wilmot  K-12 

Rivercrest  10-12 

Wilson  1-6 

Wilson  7-9 

Winslow  K-12 

Witts  Springs  1-6 

Witts  Springs  7-12 

Plum  Bayou  1-12 

Arkansas  Training  School 
for  Boys  K-12 

Wynne  1-3 

Wynne  4-5 

Wynne  6-8 

Wynne  9-12 
3    Oakland  1-6 
3    Yellville-Summit  K-12 


code    1    -    ScK.o'..    He.v  =  n.aF7<rFo7"-r-^l..al    Defease  ^nd  N.tlon.l   D  r.ct   Studen     Loan   c.acellatloo   benefit. 
Code        -    'chool,    designated    for   National    Defense   Student   Loan  c.ncell.tloo   benefits   only 
code        -        'o^        .est    aated    for    National    Direct    Student   Loan  c.aceU.tlon  benefit,   only 
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riLifOfihiA 


List  of  cchrcl!  [x^t'Toined  to  have  Hij?h 
For  Waticr.al  Def-^rse  rti.:ent  Lean  ar,-:  Sa-.ional  Direct  Studen 


Location 


School  Haae 


PLEASE  NOTE  that  all  nonpublic  nonprofit  elementary  and 
secondary  schools  located  within  the  attendance  boundari.es 
of  the  public  schools  on  the  California  list  are   also  con- 
sidered to  meet  the  qualification  of  a  high  concentration 
of  students  from  low-income  families.  Nonpublic  nonprofit 
elementary  and  secondary  school  location  must  be  verified 
by  the  appropriate  local  out'ic  siHoc;  aoency. 

ALAMEDA    COUNTY 


Concentrations   of   Students   froa  Lov-Inccae  Fuiilies 
t   Loan  Cancellation  Benefits   for  the   1976-77   and  1977-78  School  Ye»r« 

Code  *  School  Kaae 


Location 


OAKLANr  I'NlFirD   fCcnt'd) 


4.:ameda  city  unified 


Hs  ignt    EL 
Mastick  EL 
Washington  EL 


AMtOA    COraiY    SUPERINTENDENT 

1        Chabot    Ranch   School 
1         Juvenile    Hall 
1         Las   Victas    Schcol 
1        Los   Cerros    School 
1         Snedigar    Cottage 


ALBANY  CITY   UNIFIED 
2 


BERKELKY   UNIFIED 


EMERY   UNIFIED 


FREMONT    UNIFIED 


HAYVARD   UNIFIED 


Vista 


Cragmont    Primary 
Home    Teaching 
John   >fciir    Primary 
Le    Ccnte    Pi  imar  v 
Longfellow    Int  enced  iate 
MalcolB   i    Intermediate 
Washington    Primary 
Wh  1  tt  ier    Pr  mar  . 


Anna    Yatt*-    tL 

Emery    US 

Ralph    Uauley    EL 

Brier    EL 
Hacienda  EL 


Bidwell    EL 
Bowman    CL 

Burbank    EL 
Cher rv land    FL 
Glassbrook    EL 
Harder    £1 
Hillcrest    EL 
Laurel    EL 
Longwood    EI. 
Markhan;    EL 
.Huir    FI. 
Shepherd    EL 
Trepview   EL 
Tvrrel!    JH« 


SAM   LORENZO   UN  IF  IE 


Is^    Hammarskjold    EL 

E.    Morris   Cox   EL 

Elisabeth  Sherman  £L 

ElBhurst  JUS 

EmersOn  EL 

Frankl in. EL 

Fred  Finch  Youth  Center 

Frenont  HS 

Frick  JHS 

Fruitvale  EL 

Garfield  EL 

Golden  Gate  EL 

Hamilton  JHS 

Havenscourt  JUS 

Havthorne  EL 

Highland  EL 

Horace   Mann   EL 

James    Madison   JHS 

- .  : : t  r  >  o  n   EL 

John   Marshall    EL 

Lafayette    EL 

Lakeview   EL 

Laiear    EL 

Lincoln   Child   Center 

Lockwood    EL 

Longfel  low  EL 

Lowell  JHS 

Luther  Bur bank  EL 

Hanzanita  EL 

Markham  EL 

Martin   Luther   King 

Maxwell    Park   EL 

McClymonds    HS 

Melrose    EL 

Oakland    US 

Parker   EL 

Peralta   Year-Round 

Piedmont    Avenue    EL 

Prescott    EL 

Roosevelt    JHS 

Santa   Fe    EL 

Sobrante  Park  EL 

Stonehurst  EL 

Toler   Heights   EL 

Washington  EL 

Webster   EL 

We  St  lake    JKS 

Whit  tier    EI- 

WoodIan<i    E! 

Uoodrcw   Wilscn   JHS 


Ashla-r"    K! 
Sun s e  t    EL 


Jr  .  ,    EL 


EL 


LIVERMORE    VALLEY    JOINT    UNIFIED 

2         Fifth    Street    EL 


OAKLAND   UNIFIED 


2  All  end g I e    EL 

1  Be ; la    Vi sta    EL 

1  Brookfield    Villajie    EL 

2  Bur ckb alter    EL 

1  Castlesont    US 

2  CiareooQt    JHS 

1  Clawscn    EL 

2  Cleveiaad    EL 
1  Ccle    EL 


AMADCfi  CObNTY 

CALIFORNIA   rOUT>-   AlTHCRITY 

1  Frestofi  Schoc"    cf    InGuslr>, 
BUTTE    COUNTY 

EANc^'R    UNION   l!LEM!NTAflY 

2  Bangor    EL 

BIGGS    UNIFIED 

!         Biggf    EL 
BUTTE   COLINTY    SL  PER  I  NTENDE  NT 

i         Tar:t    Hov.rtain   School 


.cne 


CHICC    UNIFIED 


O-  a  pa  a  n    El 


r^.  t       c   w     ,      !!   7*^     1   :       M-ti-Ml   Defenae  St«le.t   U>»n  ca-cellatlo-  benefit,  only 
Code  3  -   Schools   de.l«».te4   for  HatleMl   Mrect   Stmiet   Loaa  «a«eU.tio.  be»eftt.   only 
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NOTICES 

CALIFORNIA 


List  of  Schools  Determined  to  have  High 
For  National  Defense  Student  Loan  and  Hational  Direct  Studen 
Location  Code  »   School  Name 


Concentrations  of  Students   from  Low-Income  Families 
t  Loan  Cancellation  Benefits   for  the  1976-77   and   1977-78  School  Years 
Location Code   *     School   Name 


pr^-rwKK    t,xi.L=    UNION   tLEMENTARY 

1  Festher    Falls    EL 

GOLDEN  FEATHER  UNION  ELEMENTARY 

2  Spring  Valley  EL 

CRIDLEY  UNION  ELEMENTARY 

2  McKinley  EL 
2  Sycamore  EL 
2   Wilson  EL 


GRIDLEY  UNION  HIGH 


2    Esperanza  HS 


OROVILLE  CITY  ELEMENTARY 

1    Bird  Street  EL 

I 

2 

2 

1 

2 


Burbank   EL 

Centra!     ■:'.. 
EastsiJe    EL 
Oakdale    Heights    El. 
Stanford   Avenue    EL 


PALERMO   UNION  ELEMENTARY 

2        Helen  M.    Wilcox   EL 
2        HoncuC    School 
2         Pa'.  ■■n:>    EL 

PIONEER  UNION   ELEMENTARY 

2       Berry   Creek   EL 

THERMALITO  UNION  ELEMENTARY 

2        Nelson   Avenue    EL 
2         Poplar    Avenue    EL 


CALAVERAS   COUNTY 


COLUSA  COUNT* 


2        West    Point    EL 


COLUSA  COUNTY   SUPERINTENDENT 

1         Fouts    Sprint 


PIERCE   JOIwT   UNIFIED 

2        Ounnigan   EL 


CONTRA  COSTA  COUNTY 
ANTIOCH   I'NUIiO 

BRENlwOOO  UNION   EL 


1  Frp:iiont    KL 

2  Marsl-    EL 


:anyon  el 


1  Brentwood    EL 

2  Garin    EL 


1        Canyon   EL 


CONTRA  COSTA  COUNTY  SUPEMNTrNDoM 
1        aoys'    Ranch 
1        Girls'    Ranch 
1        Preplacere.^nt    Centf>r 
1         Edgar    ChiMrtv-. 's    Center 
1         Juvenilf    Hail    ichao! 


MT.    DU«LO  UNIFIED 


1  Bel   Air   EL 

2  Cambridge   EL 

2  Crawford  Village  EL 

2  Loma  Vista  Intermediate 

I  Pacifica  HS 

1  Riverview  Inter^ip^  late 

1  Shore  Acres  EL 

I  Teal  Houae 

1  Teen  Hope  Foundation 

1  Williams  Group  Home 

2  Willow  Creek  EL 

1  Youth   Homes,    Inc.,    Walnut   Creex 


OAKLEY  UNION  ELEMENTARY 

2       Gehringer   Primary 


Oaltley  Middle 


PITTSBURG   UNIFIED 


RICHMOND   UNIFIED 


1 

Central  JHS 

2 

Heights  EL 

2 

Hillview  JHS 

1 

Los  Medanos  EL 

1 

Marina  EL 

2 

Parkside  EL 

2 

Pittsburg  HS 

2 

Village  EL 

2 

Adams  JHS 

Alvarado  EL 

Bay view  EL 

Belding  EL 

Broadway  EL 

Coronado  EL 

Cortee  EL 

Crespi  JHS 

De  Anza  US 

Dover  EL 

Downer  JHS 

El  Cerrito  HS 

El  Portal  EL 

Ells  HS 

Fainnede  EL 

Ford  EL 

Grant  EL 

Helms  JHS 

Kennedy  HS 

King  EL 

Lake  EL 

Lincoln  EL 

Mountalvin  Manor  EL 

Nystrom  EL 

Peres  EL 

Portola  JHS 

Rancho  EL 

Richmond  HS 

Riverside  EL 

Serra  EL 

Stege  EL 

Verde  KL 

Washington  EL 

Woods  EL 

JOHN   SWETT  UNIFIED 


2        Carr^-t-ion    Heights    EL 
2         H'.llcrest    EL 


M.A.^riNEZ    UNIFIED 


<1.artiiez    >■-.. 
2        Mountain    Vi.'w    Pr  iT.ary 


DEL  NORTE   COUNTY 

DEL  NORTE   COUNTY  UNIFIED 

2        Bess  Maxwell   EL 

DEL  NORTE   COUNTY  SUPERINTENDENT 

I         Bar   0  Boys'    Ran 

EL   DORADO  COUNTY   SUPERINTENDENT 

1        Juvenile  Hall 


-i-^^^TT^^choot.    designated    for    both   National    Defease   ^  National   Direct   Student  LoMCWicellatlon   benefits 
Code    2    -    Schools    designated    for   National    Defense    ,tudent    Loan  c.octllatlon  benefits   only 
Code    3    -    Sch«:.ls    designated    for   National    Direct    Student    Loan    c  ancellatlon  benefit,    -^n-v 
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CALiFORMA 


List  of  Schools  Determined  to  have   High  Concentrations   of  Students    from   Low-IncoBe  Fa»ilies 
Frr   Naticr.al    r°fenEg   gtudent    Loan   and  National   Direct   Student    Loan   Car,ce:  lation'  Benefits    for   the   1976-77   and   1977-78  School    Tears 


Location 


Code    •      School    «a»e 


l/fcal  ion 


Code   *      School   M 


■RESNC   COl'NTY 

AMERICAN   UNION  ELEMENTARY 

2        American   EL 

BIOLA-PERSHING  UNION  ELEMENTARY 

1    Biola-Pershing  EL 


KER.".\fi    UNION  HIGH 


Buena   Vista    HS 
Kenoan    HS 


KERMAH-FLOYD   UNION  ELEMENTARY 

2        Keraan-FIoyd    Intermediate 

2         K*^  niian- >  1  rvd    SEL 


CENTRAL   UNION   Hltil 


CLOVIS   UNIFIED 


Central    HS 


Nelson  EL 

Pinedale   EL 


FIREBAUGH   JOINT   EL 


FOWLER   UNIFIED 


Arthur    E.    Mills    Intermediate 
Firebaugh    JHS 

F3i»6i.l>>    ^rinary 


Mc  .  .i^d,  Kuoke  1    EL 


FRESNO  COLONY  ELEMENTARY 

1    Fresno  Colony  EL 
1    Ivy  EL 

FRESNO  COUNTY  SUPERINTENDENT 

1    John  M.  Ashjiau  Education  Center 


FRESNO  UNIFIED 


1 
2 
1 
2 
1 

1 
1 
1 

2 

^ 

J 
2 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 


Addams   EL     . 
Addams    JHS 
Bethune    EL 
Birnej  EL 
Burroughs   EL 

Calwa   EL 
Carver   EL 

Columbia    EL 
Del    Mar   EL 
Edison   HS 

Ewing    EL 
Fi ankl in    EL 
FrpKint    EL 
Fresno    HS 
Heaton   EL 
Irwin  JHS 
Jackson   EL 
Jefferson  EL 
King    EL 
Kirk    EL 
Lane   E 
Lincoln   EL 
Lowell    EL 
Mayfair   EL 
Muir    EL 
Norseman   EL 
Roosevelt    HS 
Rowell    EL 
Sequoia   JUS 
Slater    EL 
Sunset    EL 
Tph:pite    JHS 
T-  .  iir.an    EL 
xebster    EL 
Winchell    EL 
Yosemite    JHS 


KINGS    CANYON  JOINT   UNIFIED 

2         Jefferson   EL 
2        L.    W.    McCord   KL 
2         Sheridan    EL 

KINGSBURG    JOINT   UNION   HIGH 

2         Kingsbur;     r.S 

LATON  JOINT  UNIFIED 

2   Conejo  EL 


MENDOTA  UNION  EL 


2    -<CdC-  EL 
2    McCabe  SEL 
2   Washington  EL 


MONROE  ELEMENTARY 

2    Monroe  EL 

ORANGE  CENTER  ELtyENlAXV 

2    Or  ars''  '.  *  n  t  er  EL 

PARLIER  UNIFIED 

2  Central  EL 

1  Mendocino   JHS 

2  Parlier    HS 

2  T  im;  ]  lauie    EL 

SAN   JOAQUIN   ELEMENTAL ^ 

2         ban    Joa<^io   EL 


SANGER  UNIFIED 


SELMA  UNIFIED 


2        Del    Re y    EL 
2         Taft    EL 
2         WiUon    EL 


FRIANT    ,;N1CN    ELEMENTARY 

Fti, 


EL 


1  F  !  1  c     «* ,  1  t  e    E . 

2  '-■*-:'  ^  ^     '»,;,'.'  .   ,  1 1  0 n    EL 
2  -'  aw  s    Gar  !  le  1  d    EL 

i  Kooaeveit    LL 

2  Selir.a    ri'; 

2  Thoiraf     .le:  terser    FL 

SUN   EMPIRE   UNION   ELE"VN"-r> 

2  ,r    U.pire   EL 

TEAGUE    ELEMENTARY 

1  league    EL 

TRANQUILLITY    UNION   HIGH 

2  T-ancuillitjr  HS 

WASHINGTON   UNION   HIGH 

1  »-s^  1  r.^  t  or.    H: 

WEST   PARK   ELEMENTARY 

2  west     Fark    EL 

HUMBOLDT   COUNTY 

ARCATA    ELEMENTARY 

2         Siinsn     t .. 


HERNDC^N    ELEMENTAR> 


he  T  nJ 


EL 


BRIDGEVILLE  ELEMENTAIY 


5r idgev I  lie  Fl 


♦  CdA*    1    -    Schools    (iesigtiated    for    both   National    Defease    and   Ratlooal    Direct    Student    Lo»n   cancellation    aeartm 
Code   7    -   Schools    designated    for  National    Defease    Student    Loan   cancellation    benefits    only 
Code   3    -    Schools    designated    for  Rational    Direct    Student    Loan   cancellation   benefits   only 
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CALIFORNIA 

List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  l?TT-78  School  Years 
Location  Code  »   School  Name  Location Code    School  Ha-ie 


HUMBOLDT  COUNTY  (Cont'd) 


EUREKA  CITY  ELEMENTARY 

2    Alice  Birney  EL 
2   Franklin  EL 

1  Jefferson  EL 

2  Lincoln  EL 


DELANO   UNION  ELEMENTARY 

2        Fre«onC    EL 

2        Valle   Vista  EL 

EL  TEJON   UNION  ELEMENTARY 

2        Fraiier   Park  EL 

ELK  HILLS    ELEMENTARY 

2       Elk  Hills   Elementary 


EUREKA  CITY  HIGH 


1        Von   Humboldt    HS 


KLAMATH-TRINITY   JOINT   UNIFIED 

2        Jack   Norton   EL 
1        Ueitchpec    EL 

MAPLE   CREEK  ELEMENTARY 

1   Maple  Creek  EL 


FAIRFAX  ELEMENTARY 

2  Fairfax  EL 

2  Virginia  Avenue  EL 

KERN  COUNTY  SUPERINTENDENT 

1  Camp  Erwin  Owen 

1  Juvenile  Hall  (Central  High) 

1  Shelter  Care 

1  Youth  Facility 


RIO  DELL  ELEMENTARY 

2    Rio  Dell  EL 

2    Rio  Dell  Primary 


KERN  UNION  HIGH 


2   Central  Valley  Cont.  HS 
2   East  Bakersfield  HS 


ROHNERVILLE  ELEMENTARY 

2   Rohner  EL 

SOUTHERN   HUMBOLDT    JOINT   UNIFIED 

2        Agnes   J.    Johnson   EL 

2        Redway    EL 

1         Whitethorn    EL 


IMPERIAL  COUNTY 

BRAWLEY  ELEMENTARY 

CALEXICO   UNIFIED 


2        Hidalgo  EL 

2        J.    W.    Oakley   EL 


2        Jefferson   EL 
2        Mains   EL 


CALIPATRIA   UNIFIED 


2         Fremont    EL 
2        Nil  and    EL 


LAMONT   ELEMENTARY 


LERDO   ELEMENTARY 


MOJAVE    UNIFIED 


2  Alicante    Avenue    EL 

2  Lamont    EL 

2  Mountain  View  EL 

2  Myrtle   Avenue    EL 


2        Lerdo  EL 


1        Red    Rock  EL 


SIERRA   SANDS   UNIFIED 

2        Rand   EL 

SOUTH  FORK  UNION  ELEMENTARY 

2   South  Fork  EL 

SOUTHERN   KERN   UMIFIED 

2        Rosamond   EL 


EL  CENTRO   ELEMENTARY 

2        Washington   EL 


STANDARD  ELEMENTARY 
2 


Standard   EL 


IMPERIAL   COUNTY   SUPERINTENDENT 

1  Esther    Huff   School 

MEADOWS   UNION  ELEMENTARY 

2  Meadows    EL 


KERN  COUNTY 


3.\KrRSFIELD  CITY  ELEMENTARY 

Bessie  E 


Owens  EL 
Casa  Looa  EL 
College  Heights  EL 
Colonel  Thomas  Baker  EL 
Emerson  EL 
Franklin  EL 
Fremont  EL 
Jefferson  EL 
Leo  C.  Pauly  EL 
Lincoln  EL 
McKinley  EL 
Mount  Vernon  EL 
Roosevelt  EL 
Wa sh 1 ngt on  EL 
Ways  ide  EL 
Wi  1  I  lam    Per.n  EL 
w  ;  1  ',  1  air  s  E 1. 


TAFT  CITY  ELEMENTARY 

2   Conley  EL 

VINELAND  ELEMENTARY 

2    Sunset  EL 


KINGS  COUNTY 


CENTRAL  UNION  ELEMENTARY 

2   Central  EL 

CORCORAN  JOINT  UNIFIED 

4  2  Bret  Harte  EL 

2  Corcoran  HS 

2  Fremont  EL 

2  John  Mu.ir  EL 

2  Kings  Lake  HS 

2  Mark  Twain  EL 


HANFORD  ELEMENTARY 


2  Jefferson  EL 

2  Lee  Richmond  EL 

2  Lincoln  EL 

2  Monroe  EL 

2  Roosevelt  EL 

2  Wilson  EL 


•  Code  1  -  "s7b.-^ol5  desUnated  for  !>oth  National  Defense  and  National  Direct  Student  Loan  ranee!  !at  ion  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  caocellatloo  benefits  oclv 
Code  3  -  Schools  designated  for  National  Direct  StaHear  Loan  rancellatlon  benefit*  onl> 
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CALlFOflNIA 


List   of  Schools   Determined 
For   Hational   Defense  Student    Loan   aixi  National 
LocatiOQ 


to   hare   High   ConceBtrations  of  Students    fro*   Low-Inroroe  Families 
Direct   Student   Loan  Capcellatlcn   Benefits   for  the   1976-77  and  1977-78  Schccl  Tears 


Code  •   School  Name 


Loc  at  i  on 


Cede  *   School  Name 


HANFORD  JOINT  UNION  HIGH 

2   Earl  F.  Johnson  US 

ISLAND  UNION  ELEMENTARY 

2    Island  EL 

KINGS  COUNTY  SUPERINTENDENT 

1  Juvenile  Center 

LAKESIDE    UNION  ELEMENTARY 

2  Gardenside   EL 
2        Lakeside   EL 

REEF-SUNSET  UNION  ELEMENTARY 

2        Avenal    EL 

LAKE   COUNTY 

KONOCTI    UNIFIED 

2  aurns    Valley  EL 

1  East    Lake    EL 

2  Lower   Lake    HS 
2  Lower   Lake   JHS 
2  Oak   Hill 


BALDWIN  PARK  UNIFIED  (Cont'd) 

1  De  Ansa  EL 

2  Elwin  EL 
2  Foster  EL 
2  Geddes  EL 
2  Kenaorc  EL 

2  Landis  Intermediate 

2  Hargaret  Heath  EL 

2  Olive  Intermediate 

2  Pleasant  View  EL 

2  Sierra  Vista  HS 

2  Tracy  EL 

2  Vineland  EL 

2  Walnut  EL 

BASSETT  UNIFIED 


BELLFLOWER  UNIFIED 


LUCERNE  ELEMENTARY 


2   Lucerne  EL 


MIDDLETOWN  UNIFIED 

2   Minnie  Cannon  EL 

UPPER  LAKE  UNION  HIGH 

2   Upper  Lake  HS 


LASSEN  COUNTY 

HERLONG  ELEMENTARY 

WESTWOOD  UNIFIED 

LOS  ANGELES  COUNTY 
ABC  UNIFIED 


2 

£as5ett    EL 

2 

Don  Jul i an   EL 

2 

Et  h*^  1     r       Kpenan    EL 

2 

Siin.;^;     t. 

2 

TtiotLa5    M.    E!*..n   EL 

2 

Albert    Baxter    EL 

2 

Ernie    Pvle   EL 

2 

Frani.     S-       Wo<  -     jff   EL 

2 

Famine    H 

I 

W  ,  W     ?i^y't-r  s    EL 

2 

Disney    EL 

2 

Fr  anK 1  in   EL 

2 

«cKi-ley    EL 

2 

Washington   EL 

2   Herlong  EL 


2   Westwood  HS 


1  Bloomfield  EL 

1  Furgesca  EL 

2  Hawaiian  EL 

2  Killingsworth  JHS 

2  Melbourne  EL 

ALHAMBRA  CITY  ELEMENTARY 

2  Garfield  EL 

2  Park  EL 

2  William  Northrup  EL 

2  Tner  EL 


BURBANK  UNIFIED 


CALIFORNIA  YOUTH  AUTHORITY 

1   Fred  C.  Nelles  School,  Whittier 

1  Southern  Reception  Center  Clinic, 

Norwatk 

CASTA IC  UNION  ELEMENTARY 

2  Castaic  EL 

CENTINELA   VALLEY    UNION   HIGH 

2        Lennox    US 
CLAREMONT   UNIFIED 

1        Vista    Del    Valle    EL 


COMPTON   UNIFIED 


ALHAMBRA   CITY   HIGH 


AZUSA  UNIFIED 


Mark    Keppel    HS 


2  Center   Intermediate 

2  Charles   H.    Lee   EL 

1  Clifford   D.    Murray   EL 

2  Mountain   View  EL 
2  Oak  Grove   EL 

2  Paramount    EL 

2  Valleydale   EL 

2  W.    R.    Powell    EL 

BALDWIN   PARK   UNIFIED 

2  Baldwin   Park   HS 

2  Central    EL 

7  Charles    D.    Jones    Interraed!! 


1  Anderson   EL 

1  Bunche   JUS 

1  Bursch   EL 

1  Caldwell  Street  EL 

1  Carver  EL 

1  Centennial  HS 

1  Compton  HS 

1  uavis  JHS 

1  Dickison  £L 

1  Dominguez  HS 

1  El  Segundo  EL 

1  Baerson  EL   ~ 

1  Enterprise  JHS 

1  Foster   EL 

2  Jefferson  EL 
1  Kelly   EL 

1  Kennedy,    Robert    F.,    EL 

1  Laurel    Street    EL 

1  Lincoln   EL 

1  Longfellow  EL 

1  Mark  Twain  EL 

1  Martin  Luther  King  EL 

1  Mayo  EL 

1  McKinley  EL 

2  Ralph  Bunche  EL 


♦  Code  1  -  Schools  designated  for  both  Na 
Code  2  -  Schools  designated  for  Hatlona 
Code    3    -    Schools    designated    for   Nat lona 


tlonal    Defense    and   National    Direct    Student    Loan    cancellati: 
1    Defense   Student    Loan   cancellation    benefits    onlv 
1    Direct    Student    Loan   cancellation   benefits    onlv 
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List  of  Schools  Determined  to 
For  National  Defense  Student  Loan  and  National  Dire 

School  Name 


Loca'  i 


Code 

COKPT'.*  UNIFIED  (Cont'd) 

1  Roosevelt  EL 

1  Roosevelt  JHS 

1  Rosecrans  EL 

1  Tibby  EL 

1  Vanguard  JHS 

1  Walton  JHS 

1  Washington  EL 

1  Whaley  JHS 

1  Willowbrook  JHS 

COVINA-VALLEY  UNIFIED 

2  Lark  Ellen  EL 
2  Merwin  EL 


CALIFORNIA 

v,ave  iiigh  Concentrations  of  Students  from  Low-Income  Families 

■ct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
Location"         Code  *   School  Name 


CULVEH  CITY  UNIFIED 
I 


DOWNEY  UNIFIED 


DUARTE  UNIFIED 


Betsy  Ross  EL 
Washington  EL 

Alameda  EL 
Gauldin  EL 
Ward  EL 


Beardslee  EL 
Duarte  HS 
Maxwell  EL 
Northview  Middle 
Royal  Oaks  EL 


EAST  WHITTIER  CITY  ELEMENTARY 

2   Evergreen  EL 

EASTSIDE  UNION  ELEMENTARY 

2   Eastside  EL 


EL  MCNTE  ELEMENTARY 
1 
2 
•2 
1 

2 
1 
1 
2 

2 

EL  MONTE  UNION  HIGH 
I 
2 


EL  RANCHO  UNIFIED 


CARVEY  ELEMENTARY 


Columbia  EL 
Corlada  EL 
Legore  EL 
Loma  EL 
Mulhall  EL 
Norwood  EL 
Potrero  EL 
Shirpser  EL 
Wilkerson  EL 
Wright  EL 


El  Monte  HS 
Mountain  View  HS 


'Maizeland  EL 
North  Ranchito  EL 
Pio  Pico  EL 
Ruben  Salazar  HS 
South  Ranchito  EL 


Dan  T.  Williams  EL 
Eldridge  Rice  EL 
Fern  EL 

Frances  E.  Willard 
John  Marshall  EL 
Margaret  Duff  EL 
Monterey  Vista  EL 
Ralph  Waldo  F.-nerson  EL 
Richard  Carvey  EL 


GLENDALE  UNIFIED 


Columbus  EL 
Dunsmore  EL 
Edison  EL 
Mann  EL 
Marshall  EL 


HACIENDA-LA  PUENTE  UNIFIED 

2   Amar  EL 

2 

2 

2 

2 

2 

2 

2 


Del  Valle  EL 

La  Puente  HS 

Nelson  EL 

Shadybend  EL 

Sierra  Vista  EL 

Sparks  EL 

Sparks  Intermediate 


HAWTHORNE  ELEMENTARY 
2 
2 
2 
2 


INGLEWOOi)  UNIFIED 


Williams  EL 
York  EL 

Yukon  Intermediate 
Zela  Davis  EL 


Bennett  EL 
Center  Park  EL 
Centinela  EL 
Crozier  JHS 
Freemen  EL 
Highland  EL 
Inglewood  HS 
Kelso  EL 
Kew  EL 

La  Tijera  EL 
Lane  EL 
Monroe  JHS 
Morningside  HS 
Oak  Street  EL 
Payne  EL 
Woodworth  EL 


KEPPEL  UNION  E 


.EMENTARY 

2   Almond  ale  FL 
1    Alpine  EL 
I    Antelope  EL 


LA  CANADA  UNIFIED 

2    Chilao  Mountain  EL 

LANCASTER  ELEMENTARY 

2   Desert  View  EL 
2   Mariposa  EL 


EL 


LAWNDALE  ELEMENTARY 

2 

Anderson  EL 

1 

Betsy  Ross  EL 

2 

Billv  Mitchell  EL 

2 

Jane  Addams  EL 

2 

Roosevelt  EL 

2 

Will  Rogers  Intermediate 

2 

William  Green  EL 

LENNOX  ELEMENTARY 

' 

2 

Buford  EL 

2 

Felton  EL 

2 

Jefferson  EL 

1 

Larch  EL 

1 

Whelaa  EL 

LITTLE    LAKE   CITY  ELEMENTARY 

2        Lakeland   EL 


LONG  BEACH  UNIFIED 


Addams  EL 
Barton  EL 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  fceneiiis 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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.Ii^ORMA 


List  of  Schools  Detenained  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  National  Direct  Student  Lean  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

Location 


Location 

LfflJG   BEACH    L-NIFIED 
(Cont'd; 


Code 


Naine 


Code  •  School  Name 


^  Bryant  EL 
Burbank  EL 

1  Burnett  EL 

2  Burroughs  EL 

1  Ccllegp    Intermedi 

1  Edison    EL 

1  Frankl m    JHS 

1  Garfield  EL 

2  Grant  EL 

2  Hamilton  JHS 

2  Harte  EL 

;  Hughes  JHS 

2  Jefferson  JHS 

2  Jordan  HS 

:  King  EL  ■ 

1  Lafayette  EL 

1  Lee  EL 

I  Lincoln  EL 

1  Lindbergh   JHS 
:  Hann    EL 

2  McKialey    EL 

1  Muir    EL 

:  ReU    BS 

I  Rooseve 1 :    EL 

!  Signal    Kill    EL 

:  Stephens    JHS 

1  Stevenson    EL 

1  Sutter    EL 

1  Washington  JHS 

i  Webster  EL 

1  Whittier  EL 

I  Willard  EL 


LOS  ANGELES  LNIFIED 


LOS  ANGELES  UNIFIED  (Cont'd 
2  Burbank  JHS 
1 
2 
2 
1 
2 
2 
1 
2 
1 
2 
1 
2 


Ad  am  s  JH  S 

2  Albion  Street  EL 

2  Aldama  EL 

2  Alexandria  Avenue  EL 

2  A.I e  sandro  EL 

i  Allison  McKinncn  Home 

1  Alpha  Home  for  Boys 

1  Alt  a  Loma  EL 

1  Amani  Manor 

2  Ambler  Avenue  LL 
1  Angeles  Mesa  EL 

1  Ann  Street  EL 

2  Annandale  EL 

2  Aragon   Avenue    EL 

1  Arlington    Heights    EL 

1  Ascot  Avenue  EL 

2  Audubon  JHS 

2  Avalon  Gardens  EL 

1  Avere 1 1 /Westmore 1  and  Boys'  Home 

1  Baldwin  Hills  EL 

2  Bandini  Street  EL 
2  Banning  HS 

1  Barton  Hill  EL 

2  Bell  HS 

2  Belvedere  EL 

2  Belvedere  JHS 

2  Berendo  JHS 

1  Bethune  JHS 

1  Big  Sister  League 

2  Bcnita  Street  EL 

1  Boys'  Republic,  Silver  lake 

2  Braddock  Drive  EL 
2  Breed  Street  EL 

2  Bridge  Street  EL 

1  B  r  o  ad  wa  y  L  L 

1  ErooklvTi  Avenue  EL 

1  Buchanan  Street  EL 

1  Bud  long  Avenue  EL 

2  Burbank  Boulevard  EL 


Bushnell   Waj^L 
Cabrillo  AveT?ue    EL 
Cahuenga   EL 
California   Youth   Homes 
Camellia   Avenue    EL 
Cancga   Park   EL 
':  amsr  ^    y  a  ^  o r 
Carh:n    btreet    EL 
Carver    JHS 
CatskiU    Avenue    EL 
Ci-nturv    F„^k    EL 
Cheretn    vft    Avenue    EL 
'-. :  e  r.  e  ^-  a    E  2 

EL 


!  L  :  e  r  e  y  a    E  2 

2  C  iiEfi: :  "  r.    Avenue 

2  City   Terrace   EL 

2  Clay   JHS 

2  Cliffcra    >-reer    EL 

2  C«ha86et    S:r»-f  '.    EL 

2  Col^water    Caayoa    Avenue    EL 

2  C»iiMu«weal  tti    Aveaue    EL 

1  Comptot    Avenue    EL 

1  Convent    ;:  f    t  ne    Good   Shepherd 

2  Corona  Avenue  EL 
2  Cortez  Street  EL 
1  Cren.^.sav    H'~ 

1  Crescent    He.^r.-*    Boulevard    EL 

2  Da.-otah    Street    EL 
2  Corns    Place    EL 

1  L>orsey    KS 

1  Drew    JHS 

2  Dublin  Avenue  EL 
2  Dyer   Street    EL 

2  EfistiEan    Avenv^e    EL 

1  Ec;60-  .•-:- 

2  E:  Dcrad:  Avenue  EL 

1  El  Nido  Lodges 

2  El  Sereno  EL 

1  £1  Sereno  JHS 

1  Elizabeth  Street  EL 

2  Elysian  Heights  EL    "" 
2  F.cT  lira  St  reet  EL 

1  t'-' t  '.u.ar,    Avenue  EL 

2  Euc  1  id  Avenue  EL 

1  Evergreen  Avenue  EL 

2  ^  a ; r  Avenue  EL 
2  Fanrda  '.  e  EL 

:  Fenton  Avenue  EL 

2  Ft  mange  lea  EL 

2  Fifteenth   Street   EL 

1  Fifty-Fourth   Street   EL 

1  Fifty-Ninth   Street    EL 

1  Fifty-Second    Street    EL 

1  F  :  jjue  r.;a    Street    EL 

1  F 1 Imr  re    St  reet    EL 

2  First    .-treet    EL 

2  F  .  s "-;  I  ^ : ;-.    Avenue    EL 

2  Fletcher    Drive    EL 

2  Florence    Avenue    EL 

1  Florence    Crittenton  Services 

2  Fcrd    Boulevard    EL 

1  Forty-Ninth  Street  EL 

1  Forty-Second  Street  EL 

1  Fcshav  JHS 

2  Fourth  Street  EL 
2  Franklin  HS 

1  Fremont  HS 

2  Fries  Avenue  EL 
2  Gage  JhS 

2  Garden  (  r  've  Avenue  EL 

2  Gardena  E. 

2  Gardner  -•  r  ec  •  ■  ' 


•  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Cod*  3  -  Schools  designated  for  National  Direct  Student  Loan  caacellacloo  bcocfits  only 


ion    bene  1 1 1  $ 
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List  of  Schools  Determined  to  have  High 
r  l.'atiorial  Defense  Student  Loan  and  National  Direct  Studen 

School  Name 


Concentrations  of  Students  from  Low-Income  Fainilies 

t  Loan  Cancellation  Benefits  for  the  1976-77  and  19T7-78  School  Years 


Location 


!;ode 


Location 


Code 


School  Nane 


LOS  ANGELES  UN 


FIED  (Cont'd) 
Garfield  HS 
Carvanza  EL 
Gates  Street  EL 
Gateway  Mental  Health 
Glassell  Park  EL 
Glen  Alta  EL 
Clenwood  EL 

Golden  State  Christian  Home  for  Chi 
Gompers  JHS 
Graham  EL 
Grant  EL 
Grape  Street  EL 
Griffin  Avenue  EL 
Griffith  JHS 

Group  Home  Association  of  Southern 
Gulf  Avenue  EL 
Haddon  Avenue  EL 
Hamburger  Home 
Hammel  Street  EL 
Harbor  City  EL 
Harrison  Street  EL 
Hart  Street  EL 
Harte  JHS 

Hathaway  Home  for  Children 
Hawaiian  Aver,  le  EL 
Hazeltne  Av-r.ue    EL 
Heliotrope  Avenue  EL 
Hillcrest  Drive  EL 
Hillside  EL 
Hobart  Boulevard  EL 
Hollenbeck  JHS 
Hollygrove  Children's  Home 
Holmes  Avenue  EL 
Hooper  Avenue  EL 
Hoover  Street  EL 
Humphreys  Avenue  EL 
Huntington  Drive  EL 
Hyde  Park  EL 

Immaculate  Conception  Home  for  Girl 
Incentive-One  Boys  Home 
International  Home 
Irving  JHS 
Jordan  HS 

Kennedy  EL,  Robert  F. 
Kittridge  Street  EL 
La  Salle  Avenue  EL 
Langdon  Avenue  EL 
Lankershim  EL 
Latona  Avenue  EL 
Laurel  EL 
Le  Conte  JHS 
Liberty  Boulevard  EL 
Liggett  Street  EL 
Lillian  Street  EL 
Lincoln  HS 
Locke  HS 

Lockwood  Avenue  EL 
Logan  Street  EL 
Loma  Vista  Avenue  EL 
Lorena  Street  EL 
Loreto  Street  EL 
Los  Angeles  HS 
Los  Feliz  EL 
Mac  lay  JHS 
Magnolia  Avenue  EL 
Main  Street  E.L 
Malabar  Street  EL 
Manchester  Avenue  EL 
Manhattan  Place  EL 
Mann  JHS 
Ma"vi!  *rts  HS 


LOS  ANGELES  ONiFIED  (Cont'd) 

2  Marina  Del  Rey  JHS 

2  Mark  Twain  JHS 

1  Markham  JHS 

1  Marquez  Avenue  EL 

2  Mayberry  Street  EL 

1  HcCobb  Homes  for  Boys 

I  McKinley  Avenue  EL 

1  Menlo  Avenue  EL 

2  Micheltorena  Street  EL 
2  Middleton  Street  EL 

2  Miles  "Avenue  EL 

1  Miller  EL 

1  Miramonte  EL 

2  MontagMe  Street  EL 

2  Monte  Vista  Street  EL 

1  Monterey  Residence  Boys  Home 

2  Mornings ide  EL 
1  Mt.  Vernon  JHS 

1  Muir  JHS 

2  Multnomah  Street  EL 
1  Murchison  Street  EL 

1  National  Foundation  for  Treatment 

of  Emotionally 

Handicapped  (Penny  Lane) 

2  Napa  Street  EL 

1  Nevin  Avenue    EL 

1  Nightingale  JHS 

2  Nimitt  JHS 

1  Ninety-Fifth  Street  EL 

1  Ninety-Ninth  Street  EL 

1  Ninety-Second  Street  EL 

1  Ninety-Seventh  Street  EL 

1  Ninety-Sixth  Street  EL 

1  Ninety-Third  Street  EL 

1  Noble  Avenue  EL 

L  Nomandie  Avenue  EL 

1  Normont  EL 

1  Horwood    Street    EL 

1  O'Melveny   EL 

I  One  Hundred  Eighteenth  Street  EL 

1  One  Hundred  Eleventh  Street  EL 

1  One  Hundred  Ninth  Street  EL 

1  One  Hundred  Second  Street  EL 

1  One  Hundred  Seventh  Street  EL 

1  One  Hundred  Sixteenth  Street  EL 

2  One  Hundred  Thirty-Fifth  Street  EL 
1  One  Hundred  Twelfth  Street  EL 

1  One  Hundred  Twenty-Second  Street  EL 

1  Optimist  Boys'  Home  and  Ranch 

2  Osceola  Street  EL 
2  Oxnard  Street  EL 

1  Pacific  Lodge  Boys'  Home  Inc. 

1  Pacoima  EL 

2  Pacoima  JHS 
2  Palms  EL 

1  Park  Avenue  EL 

2  Park  Western  Place  EL 

1  Parmelee  Avenue  EL 

2  Pasteur  JHS 

2  Pinewood  Avenue  EL 

1  Plummer  EL 

2  Point  Fermin  EL 
2  Purche  Avenue  EL 

1  Queen  Anne  Place  EL 

I  Ramoaa  EL 

1  Rancho  San  Antonio 

I  Raymond  Avenue  EL 

1  Riggin  EL 

1  Ritter  EL 

2  Rockdale  EL 

1  Roosevelt  HS 

2  Roscoe  EL 

2  Rosemont    Avenue    EL 


*  Code  1  -  Schools  dessenated  ror  both  Nations' 
Code  r  -  ^cho~ls  desUnated  for  National  Defe 
Code    1    -    -U-oc'.«    de'ilenated    for    National    Dire 


Defense    and    National   Direct    StiMi«nt    Ix>«n    cancellari^n    bener 
,se    Student    Loan  cancellattan  benefits   on!. 
:t    Studer-     :,o«^      ancellctlon   benefits    on",  v 


FEDERAL   REGISTER,    VOL     42     NO 


106- 


^nv.<i'- 


\  9- 


NOTICES 


2»2<S5 


CALIFORNIA 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Lov-Incoi»e  Fainilies 
For  National  Defense  Student -Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1?T6-7T  and  l?77-78  School  Years 


jocation 


Code 


School  Name 


Location 


School  Sane 


LOS  ANGELES  UNIFIED  (Cont'd) 

2   Rowan  Avenue 


LOS  ANGELES  UN 


EL 


1 

1 
2 
2 
1 
2 
2 
1 
2 
1 
1 
1 

1 

1 

2 

1 

2 

1 

1 

1 

1 

1 

1 

2 

2 

1 

2 

1 

2 

1 

2 
1 
2 
2 
2 
2 
2 
1 
1 
1 
2 
1 
2 
1 
1 
1 
2 
1 
2 
2 
2 


Russell    EL 

Salvation   Army    Booth   Menorial    Center 

San    Fernando    EL 

San    Fernando   JHS 

San    Fernando   HS 

San   Gabriel    Avenue    EL 

San    Pedro    Street    EL 

Santa    Barbara   EL 

Santa   Monica    Boulevard    EL 

Saturn    Street    EL 

Second    Street    EL 

Selma    Avenue    EL 

Se%enty-Fif th    Street    EL 

Seventy-Fourth    Street    EL 

Sharp    Avenue    E1- 

Shenandoah    Street    EL 

Sheridan    Street    EL 

Sierra    Park    EL 

Siena    Vista    EL 

Sixth    Avenue    EL 

Sixty-Eighth    Street    EL 

Sixty-First    Street    EL 
,  Sixty-Sixth    Street   EL 

Solano    Avenue    EL 

South    Gate    JHS 

South    Park    EL 

Stanford  Avenue  EL 

Stevenson  JHS 

Stoner  Avenue  EL 

Stona  Centers  for  Teenagers 

(Institute  for  Rehabil itation) 

Sun  Valley  JHS 

Sunair  Home  for  Asthmatic  Children 

Sylmar  EL 

Sylvan  Park  EL 

Tarzana  EL 

Telfair  Aver.^e  EL 

Tenth  Street  EL 

Thirty-Second    Street    EL 

Thirty-Seventh    Street    EL 

Thirty-Sixth    Street    EL 

To  I  and   Way   EL 

Trinity  Street  EL 

Tweedy  EL 

Twentieth    Street    EL 

Twenty-Eighth    Street    EL 

Twenty-Fourth   Street   EL 

Union   Avenue    EL 

Utah    Street    EL 

Van    Ness   Avenue    EL 

Van   Nuys    EL 

Vanalden  Avenue  EL 

Vaughn  Street  EL 

Vermont    Avenue    EL 

Victoria   Avenue    EL 

Victory   Boulevard    EL 

Vine    Street    EL 

Vinedale   EL 

Virgil    JHS 

Virginia    Road    EL 

Vista   Del    Mar    Child-Care    Service 

Uadsworth   Avenue    EL 

Washington   HS 

We igand    Avenue    EL 

West    Athens    EL 

West    Vernon   Avenue    EL 

Western   Avenue    EL 

We  s  trTii  nster   Avenue    EL 

We  St  side    Girls    Homes 

Wilmington  Boys    Home 

Wilaington  JHS 


FIED  (tonfai 

Wilmington  Park  EL 

Wilshire  Crest  EL 

Wilson  HS 

Woodcrest  EL 

Wood  lawn  Avenue  EL 

Yorkdale  EL 

Young   Women's   Uoae 


LOS  ANGELES   COUNTY   SUPERINTENDENT 


Af  f 1 erbaugh-Pa  ige 
California    Youth   Homes 
Centinela   C.D.C.    School 
Central    Juvenile    Hall 
Children's   Baptist    Horn* 
Church    Home    for   Children 

of   the    Protestant  Episcopal    Church 

Circle   Y  Ranch    (California   Youth   Homes) 
David    and    Margaret    Home,    Inc. 
David    Gonzales    Boys'    Camp    ScIm>o1 
Five   Acres — The    Boys'    and   Girls' 

Aid    Society  of   LA    County 
Fred    Miller   Boys    Coip   School 
Glenn    Rockey    Boys'    Camp   School 
Ingleside    Lodge 
Joseph    Scott    Boys    School 
Ker.:n    i      Scudder    Boys    School 
Los    Falctas    School    for    Girls 
Lathrj;     Ka : I    Girls'    School 
LeRov    b. '.  s      -ame,    Inc. 
Los    Padrinos    Juvenile   Hall 
MatLaren    Hall    School 
Hartin-Shaw   Center,    Inc. 
Haryvale 

McKinlev    Hone    for   Boys 
Mendenr.ail    School 
Munz    School 
Oak    Knolls    Boys    Home 
Pasadena   Children's    Training    Society 
Rosemarv    Cottage,    Inc. 

Rosselli's   Boys    Ranch 
Sumnona    Home    for   Boys 
Unfinished    Symphony    Ranch 
Vernon   Kilpatrick   Boys'    School 
Wavside    Juvenile   Hall    School 


LOS    NIETOS    ELEMENTARY 
2 


Rancho   Santa  Gertrudes  EL 


LYNWOOD   UNIFIED 


MONROVIA    UNIFIED 


1  Abbott  EL 

1  Fred  W.  Hosier  JHS 

1  Lincoln  EL 

1  Lindbergh  EL 

1  Lugo  EL 

1  Lynwood  HS 

1  Mark  Twain  EL 

1  Roosevelt  EL 

1  Washington  EL 

2  Will  Rogers  EL 
1  Wilson  EL 


2  Bradoaks  EL 

2  Clifton  Middle 

2  Mayflower  EL 

1  Monroe  EL 

2  Monrovia  HS 
2  Plyaouth  EL 

2  Santa  Fe  Middle 

2  Wild  Re  s *^  PL 


♦  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancpTa' 
Code  2  -  Schools  designated  for  Rational  Defense  Student  Loan  cancellation  benefits  onlv 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  onlv 
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-.t  Loan  Cancellaticn  Benefits  for  the  19T6-7T  and  1977-78  School  Years 


Location 


Code 


School  Name 


MONTEBELLO  UNIFIED 


2 

1 

1 

1 

1 

1 

2 

1 

1 

1 

2 

2 

2 

2 

2 

1 

1 

1 

2 

2 


Bandini  EL 

Bell  Gardens  EL 

Bell  Gardens  HS 

Bell  Gardens  Intennediate 

Colmar  EL 

Eastnont  EL 

Eastmont  Intermediate 

Fremont  EL 

Garfield  EL 

Greenwood  EL 

La  Mesced  Intermediate 

Montebello  Gardens  EL 

Montebello  HS 

".■iuntebello  Intermediate 

Montebello  Park  EL 

Rosewood  Park  EL 

Suva  EL 

Suva  Intermediate 

Uashington  EL 

Winter  Gardens  EL 


PASADENA  UNIFIED  (Cont'd) 

1  Haailtoa  Primary 

1  Intermediate  Opportunity 

1  Jackson  EL 

1  Jefferson   Primary 

2  Linda  Viata   Primary 
2  Loaa  Alta  EL 

1  Longfellow  EL 

1  Mad i SOB  EL 

2  Marshall  Fundamental 

1  McKinley  JHS 

2  Muir  US 

2  Noyes    Primary 

1  Pasadena   HS 

2  San   Rafael    Primary 

1  Sierra  Madre  Primary 

1  Washington  EL 

1  Webster  Primary 

1  Uillard  Primary 

1  Wilson  JHS 


MOUNTAIN  VIEW  ELEMENTARY 

2   Baker  EL 

1 

1 

1 

1 

2 

1 

2 

2 

1 


POMONA  UNIFIED 


Charles  T.  Kranz  Intermediate 

Cogswell  EL 

La  Primaria  EL 

Linda  Vista  EL 

Maxson  EL 

Miramonte  EL 

Monte  Vista  EL 

Parkview  EL 

Willard    F.    Payne   EL 


NORWALK-LA   MIRAIM   UNIFIED 

2  Centennial    Intermediate 

2  Earl    E.    Edmondson   EL 

2  foster    Kodd    EL 

2  Jul  la    B  .    Mv  rrison   EL 

2  Loretta    Lampton  EL 

2  Nettie    L.    Waite    EL 

2  Ralph   Nottingham   EL 

2  Thomas   B.    Moffitt    EL 


PALMDALE  ELEMENTARY 
2 
2 
2 
2 


PARAMOUNT   UNIFIED 


PASADENA  UNIFIED 


2 
1 
2 
1 
2 
2 
1 
2 

1 
2 

1 

1 
1 
1 
2 
1 
2 
1 
1 
2 
1 
1 


Manzanita  EL 
Roy  R.  Maryott  EL 
Tumbleweed  EL 
Yucca  EL 


Alondra  Intermediate 

Clearwater  Intermediate 

Collins  EL 

Gaines  EL 

Hollydale  EL 

Lincoln  EL 

Los  Cerritos  EL 

Major  Lynn  Mokler  EL 

Mark  Keppel  EL 

Paramount  HS 

Roosevelt  EL 

Allendale  Primary 

Altadena  EL 

Audubon  Primary 

Blair  hS 

BurbanR  Primary 

Cleveland  EL 

Don  Benito  Primary 

Edison  EL 

Eliot  JHS 

Field  EL 

Frankl in  Pr imary 


1  Alcott  EL 

2  Allison  EL 

1  Arroyo  EL         , 

1  Boys  Republic 

2  Emerson  JHS 
1  Fremont  JHS 
1  Hamilton  EL 
1  Harrison  EL 

1  John  Marshall  JHS 

1  Kellogg  EL 

2  Kingsley  EL 

1  Lexington  EL 

1  Lincoln  EL 

1  North  San  Antonio  EL 

1  Palomares  JHS 

2  Park  Avenue  HS 
2  Philadelphia  EL 

1  Rooaevelt  EL 

2  San  Jose  EL 
2  Simons  JHS 

1  Washington  EL 

2  Westmont  EL 


REDONDO  BEACH  CITY  ELEMENTARY 

2   Birney  EL 
2   Madison  EL 


ROSEMEAD  ELEMENTARY 
2 

Encinita  EL 

ROWLAND  UNIFIED 

2 

Giano  Intermediate 

2 

Hurley  EL 

2 

Jellick  EL 

2 

La  Seda  EL 

2 

Northam  EL 

2 

Ro rimer  EL 

2 

Villacorta  EL 

SANTA  MONICA  UNIFIED 
2 

Edison  EL 

2 

John  Muir  EL 

2 

Madison  EL 

SOUTH  WHITTIER  ELEMENTARY 

2   Carmela  Intermediate 
2   Loraa  Vista  EL 
2   Los  Altos  EL 
2    Sunnyside  EL 
2   Telechron  EL 


Code  1  -  Sc''To!»  dfsiznated  for  both  Nat 
Code  2  -  5cbool9  designated  f^r  National 
Cade  1  -  -c^jols  designated  fir  Satlona". 


lonal  Defense  and  National  Direct  Student  Loan  cancellation  benefit- 
Defense  Stude-it  Loan  cancellation  benefits  only 
Dlrec:  St  idenc  lonn  cancellation  benefits  only 
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SULPHUR  SPRINGS  UNION  ELEMENTArV 

2    Mint  Car.von  LL 


HENDOCINO  COUNTY  SUP^RIKTESUE  S^  ^  ^^^^  ^^^^^^^^    ^^^^^ 

i         Ba-r-.nia-    Hill    School 

1         Sei.    - ,  c*    Private    School 


WHITTIER  CITY   ELEMENTARv  ,,,.,:.    gi. 

1  Lvdia  Jackson  EL 

2  Mill  EL 

2    West  Whittier  EL 


WILSOKA  ELEMENTARY 


MADERA  COL'NTY 


1   Wilsona  EL 


CHOWCHILLA  ELEMENTARY 

2  Fairmrac  EL 

2  Her  ie  L.  fu'.  '. er  EL 

1  Stephens  EL 

MADERA  CCl-NTY  ;  .-pERISTENDENT 

1    Juvenile  Ka.T  School 


MADERA  UNIFIED 


1  George  «'ashi-igton  EL 

2  James  Monroe  EL 
2   Madera  HS 

1  Millv.ew  EL 

2  Sierra  V; sta  KL 

Thomas    Jefferson    Upper    EL 


MENDOCINO   UNIFIED 


1         Cooptche    EL 

1  Greenwood  EL 

2  Mendocino  EL 


ROUND  VALLEY  UNIFIED       ,„,,.,., 
2   Round  Valley  EL 


URIAH  UNIFIED 


WILLITS  UNIFIED 


2  Calpella  EL 

2  Frank  Zeek  EL 

2  Hopland  EL 

2  Elver  EL 


1        Laytonville   HS 


MERCED  COUNTY 

ATWATER    E-E-^-ENTARY 

DELHI  ELEMENTARY 


2    Aileen  Colburn  EL 
2    Thomas  Olaeta  EL 


El    Capitan    EL 
Schendel    EL 


MARIN  COUNTY 

BOLINAS-STINSON    L-NION   ELEMENTARY 
2        Bolinas    EL 

MARIN   COUNTY   SUPERINTENDENT 

1  Loma  Alta  School 
1  ".arm  Foundation 
1        St.    Vincent's   Roman   Catholic   Orphan   Asylum 

of   San   Francisco    for   Boys 
1         Sunny    Hills    Children's    Services 
1        Synanon   Foundation 

SAN    RAFAEL  CITY  ELEMENTARY 

1         bar.a    ..sta    EL 

SAUSALITO   ELEMENTARY 

1    Bayside  EL 

1  Martin  Luther  King  EL 

UNION  JOINT  ELEMENTARY 

2  Union  EL 

MARIPOSA  COUNTY 

MARIPOSA  COUNTY  UNIFIED 

2   Hornitos  EL 

MENDOCINO  COUNTY 

^RfNA  rNlL'N  ELEMEVTAFY 

:    Ar,;.a  EL 

FORT  BRAGG  UNIFIED 

2  Leggett  Vallev  EL 

1  Ocean  View  h-.ime 

1  Wi  1  1  cv  H.ome  ,  Inc  . 

HANC  HESTER   UNION   ELEMENTARY 

2  Manchester  EL 


DOS  PALOS  JOINT  JNIOli  ELtilENTARY 

2  Bryant  tL 

2  Dos  Palos  EL 

2  George  Christian  EL 

DOS  PALOS  JOINT  UNION  HIGH 

1    Do  5  Palos  High 


EL  NIDO  ■.,eh;-stas> 


LE  GRAND  UNION  HIGH 


El  Nido  EL 


Le  Grand  HS 


LIVINGSTON  UNION  ELEMEKTARY 

2    Campus  Park  EL 

2   Livingston  Intermediate 

2   Selaa  Herndon  EL 

LOS  BANGS  UNIFIED 

:  H.  -r  .  Miller  EL 

2  Los  Bancs  EL 

2  Los  Bancs  HS 

2  Miano  EL 

1  San  Luis  HS 

MERCED  CITY    tLEMEKT-VFY 

Ada   Givens    EL 

2  Charles  Wright  EL 
1    Frankl m  EL 

1  John  Fremont  EL 

2  Jcr.r,  M...r  EL 
Margaret  Sheehy  EL 

:   Rjd.?lph  Rivera  Intermediate 

MERCED  COUNTY  SUPER  INTt  NLtM 

1   Juvenile  Hall 


MERCED  UNION  HIGH 


2   Livingston  HS 


*  Code  1  -  Schools  designated  for  both  National  Defense  £nd  National  Direct  Student  .o.r  can»<.  .  .  a 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  or.lv 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  on.v 


,  „    ->»■-,  f  •::  t 
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List   of  Schools   Determined   to  have   High  Concentrations   of  Students  from  Low-Inoome  Families 
For  Hational  Defense  Student   Loan  and  Hational  Direct  Student   Loan  Cancellation  Benefits   for  the  iyr6-7T   Mid   1977-T6  Sctiool  Years 
t,ocatiqn Code    *      School    Na-T.e Location Code   *     School    Kame . , 


PLANADA   ELEMENTARY 


PI  arada    EU, 


HEAVER  UNION  ELEMESIARY 

2        Weaver    EL 


WINTON  ELEMENTARY 


2    Frank  Sparks  EL 
2   Winton  EL 


MODOC  COUNTY 

MODOC  JOINT  UNIFIED  SCHOOL  DISTRICT 
2   Arlington  EL 

TULELAKE  BASIN  JOINT  UNIFIED 

2    Newell  EL 

MONO  COUNTY 

EASTERN  SIERRA  UNIFIED 

2   Antelope  EL 

MONTEREY  COUNTY 

DEPARTMENT  OF  CORRECTIONS 

1   Correctional  Training  Facility, 

Soledad 

ALISAL  UNION  ELEMENTARY 

1  Alisal  EL 

2  Fremont  EL 

1  Sanborn  EL 

GONZALES  UNION  ELEMENTARY 

2  Fairview  Middle 

2    La  Gloria  EL 


Location 
NAPA  COUNTY 


HOWELL  MOUNTAIN  ELEMENTARY 

I   Howell  Mountain  EL 


NAPA  VALLEY  UNIFIED 
2 
2 
1 
2 

NEVADA  COUNTY 


Capell  EL 
Dee  T.  Davis  EL 
Lincoln  EL 
Shearer  EL 


NEVADA  COUNTY  SUPERINTENDENT 

1    Milhous  Boys  Ranch 


Cherokee  EL 
North  San  Juan  EL 


SAN  JUAN  RIDGE  UNION  ELEMENTARY 

2  Birchville  EL 

2 

2 

ORANGE    COUNTY 

ANAHEIM  ELEMENTARY 

J  Franklin  EL 

2  Gauer   EL 

2  Henry  EL 

2  Jefferson   EL 

2  Price  EL 

2  Revere   EL 

1  Washington  EL 

BUENA  PARK  ELEMENTARY 

2  Carl  E.  Gilbert  EL 

2  Charles  A.  Lindbergh  EL 

2  J.  B.  Sullivan  EL 


GREENFIELD  UNION  ELEMENTARY 

2   Greenfield  EL 


FOUNTAIN  VALLEY  ELEMENTARY 

2   John  B.  Bushard  EL 


MONTEREY  COUNTY  SUPERINTENDENT 

1    Jardine  Boys  Ranch 
1   Natividad  Boys  Ranch 
1    Juvenile  Hall  School 


MONTEREY  PENINSULA  UNIFIED 

2    Bay  View  LL 

2 

1 

1 

1 

2 

2 

2 

2 

2 


Del  Hance  EL 
Eldon  J.  Covell  EL 
Highland  EL 
■Juan  Cabril lo  EL 

Manzanita  EL 

Marina  Del  "Jr  EL 

K,irtin  Lu".  vr  K:ng  JHS 

^rJ  r-rrd.'^  EL 

r  n  QT.  J  J  ^'  •  L  a  r  K  1  p.  t  L 


PACIFIC  GROVE  UNIFIED 

2  Robert  Do«rr.  EL 

SALINAS  CITY  ELEMLNTARi 

2  Boronda  EL 

2  El  Cabilan  EL 

:  Lincoln  EL 

2  Roosevelt  EL 

[  bnerwood  EL 


SALINAST  UNION  HIGH 


Al  i  sai  h;) 


SOLEDAD  UNION  ELEMENTARY 

2   Main  Street  EL 

1    5an  Vincente  EL 


GARDEN  <»OVE  UNIFIED 

2  Bryant  EL 

2  Clinton  EL 

2  Ethel  «.  Evans  EL 

2  Heritage  EL 

2  R.  F.  Hazard  EL 

2  Rosita  EL 

HUNTINGTON  BEACH  CITY  tLLEMENTARY 

2   Agnes  L.  Smith  EL 

MAGNOLIA  ELEMENTARY 

2        Jonas    Salk  EL 

2        Robert  M.    Pyles   EL 

NEWPORT-MESA  UNIFIED 

2       Pomona   EL 
2        Whittier  EL 

OCEAN  VIEW  ELEMENTARY 

2   Oak  View  EL 


SANTA  ANA  UNIFIED 


2  Andrew  Jackson  EL 

1  Lincoln  EL 

2  Lowell  EL 

2  Monte  Vista  EL 

1  Mountain  View  HS 

2  Roosevelt  EL 

2  Spurgeon   Intermediate 

2  Wilson   EL 


WESTMINSTER   ELEMENTARY 

2        Anderson   EL 
2        Webber   EL 
2        Hillmore    EL 


Code  1  -  Schools  rle^lgnsted  for  both  Mat 
Code  2  -  Schools  designated  for  National 
Code    3    -    Schools    designated    for   National 


lona!    Defense    and    National    Bii»ct    Student    Loan    cancellation    benefits 
Defense    Student    Loa-    canceUattO'i   benefits    only 
Dtrec    S;  ider"    Los-      nicellatlon   t>eneflts   only 
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List   of  Schools  Determined   to   have   High   Concentrations   of   Students    from  Low-Income  Faailies 
-,r   National   Defense  Studer.t   Loan   and   National   Direct  Student   Loan  Cancellation   Benefits   for  the   19T6-T7   and   197T-T8  School 
LocEtion  Code    •      g-hoc-1    Sarae Location Code   *      School    Name 


Years 


PLACER   COUNT 


ALT^-DLTCH   FLAT    L-NION   ELEMENTARY 

2        Alta-Dutch  Flat    EL 


COLFAX   ELEMENTARY 


Colfax  EL 


PLACER    HTLLS    I'NION    ELEMENTARY 

;        Hcllv   Acres    School,    Inc 

i         Placer    county    Juvenile    Treatment    Center 

ROSEVILLE    CITY   ELEMENTARY 

2        Cirby    EL 
2         Kaseberg    EL 
2        Woodbridge    EL 


DESERT   SANDS  UNIFIET    (Cont'd) 

2        Thomas    Jefferson    Intermediate 
2        Woodrow  Wilson    Intermediate 

ELSINORE  UNION  ELEKENTAKY 

1  Elainore   EL 

2  Machado   EL 

2        Wildoaar    EL 


ELSINORE  UNION   HIGH 

2 

HEMET  UNIFIED 


Elsinore  JHS 


Kerne '.  EL 


JURUPA  UNIFIED 


lAhwE-LRLCKIt    CNIFIE: 


Kir.f 


Beach    EL 


WESTERN    PLACER    UNIFIED 

2        Sheri^a-    E. 

PLUMAS  COUNTY 

PLUMAS  U^^IFIED    ^    ^^.^^  _,.^  ,i_ 

RIVERSIDE    COUNTY 

DEPART^CNT  OF  CORRECTIONS 


2  Glen   Avon  EL 

1  Ina  Arbuckle  EL 

2  "  .  ss  ion  Bell  EL 

;  M; 55  ion  JHS 

2  Fed  ley  EL 

2  Rubidoux  HS 

2  Rustic  Lane  EL 

1  «fs!  Rivers  id  a  EL 


MORENO  VALLEY  LNIFIED 
2 
i 


Edgemont  EL 
Moreno  Boys 
Sunnvmead  LL 


1  California  Rehabilitation  Cente'',  Cc-ona   p-^^ 


SFSINGS  CNIFIED 


ALVORD  UNIFIED 


B.acSNINC  ■.'NTFIED 


BEAUMONT    UN  I FIE I 


Ar la-za    EL 
La    Granada    EL 
Mvra    Lmn    EL 
Norte    Vista    HS 


2  Banning    HS 

1  Central    EL 

2  Coombs    Intenceciare 
2  Hemfflerl ine    EL 

2  Hoffer    EL 

i  St^     John's    Srhccl    for    B^^vs 


i  Americar.    Boys    Ranch 

1  Hanaony    Home    for    &^?vs 

2  Intermediate 
2  Pain    EL 

1  Robertson    Memorial    Home 

2  SumiEi  t    EL 

2  WeUwood   EL 


FERRIS    ELEMENTARY 


2  Cielc    Vista    EL 

2  Liesert    Hot    Springs    EL 

1  Good    Hope    Interaediate 

1  Perns    Primary 


PERRIS    UNION   HIGH 


RIVERSIDE    COUNTY 


RIVERSIDE   UNIFIED 


CORONA-NORCO    UNIFIED 

1  Gc  od    S  am 

COACHELLA  VALLEY  UNIFIED 

2  Coachei; 
2 


Home 


Feriis  vall-ey  JHS 

?Ek1NTESL»  NT 

}.    h   6. -,  -ert.eld  School 
Tv.r  Pines  high  School 
Van  Hcrr.  Youth  Center 


Brvar.  t  l~ 
Emerson  E^ 
f  r  emo  n  t  E  ^ 
Grant  EL 
Hawthorr;e  E^ 
Je  f  f  e  r  6  c  n  EL 
Liberty  EL 
Longf  e  '■  1  ow  EL 
Houn tail  View  EL 
Opportunity  Houses 
Washington  EL 


ley  HS 


DESERT    SANDS    UNIFIED 


Dateland    EL 
John    Ke 1  lev    EL 
Palm   View    EL 
Peter    Pendieto 
Vai ley    View    EL 
Wescside    EL 


Andrew    Jackson    EL 
Dwight    Eisenhower    EL 
Indio    HS 

Martin    Van    Bi^rep    El, 
Theodore    Roo»evelt    El 


RC*tL'LANL    tl-EMENTARY 


SAN    JACINTC    UN'FIEL 

1 
2 
1 

VAL    VERDE    ELEMENTARY 


Roraoland    EL 


Edward    Hva  t  i    EL 
Melcxiy  1  ani    fa—  " 
San    J  a  c  ;  r,  t  r    E  ^ 
Wa  :  er  1 1  ;)w    f-  anch 


Head    Val  1  e  ■    EL 
Val    Ver^it    EL 


Academy 


Code    1    -    Schools    designated    for    both   National    Defense   and   National   Direct    Student    Loan    cancellation    o«-ellts 
Co4*   2   -   Schools   designated   for  National   Defense   Student   Loan  cancellation  benefits   onlv 
Co<l«   3   -   School*  designated   for  National   Direct   Student   Loan  cancellation  benefits   only 
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List  of  Schools  Detenr.ir.fd  to  have  High  Concen 
For  Rational  Defense  Student  Loan  and  Hational  Direct  Student  Loan 
'  Location . Code  *   School  Name 

SACRAMENTO  COL'NTY 

CALIFORNIA  lOf-  AUTHORITY 

1  Northern  Reception  Center  Clinic, 

Sacramento 

DEL  PASO  HEIGHTS  ELEMENTARY 

Del  Paso  Height*  EL 
Fairbanks  £L 
Garden  Valley  EL 
Morey  Avenue  EL 
North  Avenue  EL 

ELK  GROVE  UNIFIED 

2  David  Reese  EL 
2  Florin  EL 
2  William  Daylor  HS 

ELVERTA  JOINT  ELEMENTARY 

Z        Alpha  EL 
2    Elverta  EL 

FOLSOM-CORDOVA  UNIFIED 

2    Blanche  Sprentr  EL 
2   Rancho  Cordova  EL 

2   Theodore  Judah  EL 
2   White  Rock  EL 

GALT  JOINT  UNION  ELEMEHTARY 

2    Fairsite  EL 

2   Gait  EL 

2    Valley  Oaks  EL 


trations  of  Students  from  Low-Income  FasiilieE 
Cancellation  Benefite  Tor   the  1976-77  and  1977-T8  School 
Location Code  *  School  Mame      


NOTICES 

List  of  Schools  Deter«tned  to  have  High  Concentrations  of  Students  from  Lo«-lnco«e  Families 

— .      .        .     »  _  _a    n-^-- 1     n^.^^^4.    a*..,A^^*    ',  ^ary    P«  ii^ol  1  « t  i  f^n    R^T>eri  +  s    f o  r    the    IC 


2S291 


if  ears 


List  of  Schools  Deter«tned   to  have  Bigh  Concentrations  oi   ^jtuaents   irom  ix>«-incoiK  raauiici, 
For  national   Defense  St.ir^ent   I/>an   and   Bational   Direct   Student    Loan   Cancellation   Benefits    for   the   1976-77   ""3   19T7-76  •'School   Year? 
— : : :: — : = — ^    I      T;    u ly^r'ntinn  Code   •      School    Maae  ! 


Locatio 


ode  •   School  Me--Te 


ROBLA  ELEMEliTARY 

1  Bell  Avenue  EL 

1  Robla  EL 

1  Taylor  Street  EL 

SACRAMENTO  CITY  UNIFIED 

2  Bowling  Green  EL 


SAN  BERNARDINO  COUNTY 

CALIFORNIA  YOUTH  AUTHORITY 

1   Youth  Training  school.  Chmo 


Location 

NEEDLES    UNIFIED 


Code   *      School   Haiae 

1  Amboy    EL 

2  Grace   Henderson   EL 


ADELAKTO  ELEMENTARY 
2 


t' 


GRANT  JOINT  UNION  HIGH 
2  C 
1 
2 
2 
2 
1 
2 
2 
2 
2 


ipos  Verdes  JHS 
Del  Paso  JHS 
Don  Julio  JHS 
Foothill  Farms  JHS 
Grant  HS 
Las  Palmas  JHS 
Norte  Del  Rio  HS 
Rio  Linda  JHS 
Rio  Tierra  JHS 
Valle  Vi  3ta  JHS 


NORTH  SACRAMENTO  ELEMENTARY 

2    Alethea  B 

1 

2 

1 

1 


ne  EL 


Ben  All  EL 
D.  W.  Babcock  EL 
Dos  Rios  EL 
Hagginwood  EL 


1  Harmon  Johnson  EL 

2  Hazel  Strauch  EL 
1  McClellan  EL 

1  Moral  to  EL 

1  NorthUDOd    EL 

2  wood  lake    EL 

RIO   LINDA  UNION   ELEMENTARY 

1  Aerohaven  EL 

2  Allison  EL 

2  Dry  Creek  EL 

2  Fruitvale  EL 

1  Kohler  Ei 

2  Larchmont  t,- 
2  M.idison  tL 

1  uakJale  cL 

2  Orchard  EL 

1  Rio  Linda  EL 

2  Sierra  View  EL 
2  Vine.dnd  -■ - 

1  Westside  EL 


1  Bret  Harte  EL 

2  Caleb  Greenvood  EL 

1  Camellia  EL 

Z  Charles  M.  Goethe  JHS 

2  Clayton  B.  Wire  EL 

2  ColUs  P.  Huntington  EL 

1  Colona  EL 

1  Donner  EL 

1  Earl  Harren  EL 

1  Edward  Kemble  Annex 

1  Edward  Kemble  EL 

1  El  Dorado  EL 

1  Elder  Creek  EL 

2  Ethel  I.  Baker  EL 
1  Ethel  Pfciliips  EL 
1  Free[>ort  EL 

1  Fremont  EL 

1  Fruit  Ridge  EL 

2  a.  W.  Harkness  EL 
2  Hollywood  Park  EL 

1  Jedediah  Smith  EL 

2  Joaquin  Miller  JHS 
2   John  Bidwell  EL 

2    John  D.  SI  oat  EL 
2   John  F.  Morse  EL 
2    John  H.  Still  JHS 
2    Joseph  Bonnheim  EL 

1  Maple  EL 

2  Mark  Hopkins  EL 
2   Mark  Twain  EL 

1    Marshall  EL 

1  Newton   Booth   EL 

2  Nicholas  EL 

1        Oak   Ridge   EL 

1  Pacific   EL 

2  Parkway  EL  • 
2        Peter   Burnett    EL 

1        Peter  Lassen   JHS 

1        Phoebe   A.    Hearst   EL 

1        Sacramento   Children's   Home 

i        Sacramento   HS 

1  St.    Patrick's   Home    for   Children 

2  Sierra   EL 

1    Stanford  Lathrop  Memorial  Home 

1  Sutter  JHS 

2  Tahoe  EL 

2   Theodore  Judah  EL 

2   Will  C.  Wood  JHS  ' 

2   William  Land  EL 

1   Woodbine  EL 


BARSTOW  UNIFIED 


2 
2 
2 
2 
2 


Adelanto  EL 


Crestline  EL 
Hinkley  EL 
Newberry  EL 
Thomson  EL 
William  J-  Ingels  EL 


CHAFFEY  UNION  HIGH 


CHINO  UNIFIED 


2   Ontario  HS 


1  Boys'  Republic,  Chino 

2  Gird  EL 

2  Gird   Primary 

1  Hillview  Acres   Children's   Home 


ONTARIO-MONTCLAIR   ELEMENTARY 

2        Berlyn   Avenue    EL 

-  2 
2 
2 
2 
2 
2 

1 

2 

2 

1 

1 

1 

2 

2 

2 


Bon  View  EL 

Central    EL 

Corona  EL 

De    Anra    Intermediate 

Del    Norte    EL 

Edison   EL 

Euclid    EL 

Imperial    Intermediate 

Kingsley   EL 

Lehigh   EL 

Mariposa   EL 

Mission  EL 

Ramona   EL 

:5u  i '.  fins    EL 

V;r.tvard    EL 


ORG   GRANDE    ELEMENTARY 

1        Oro  Grande   EL 


SACRAMENTO  COUNTY   SUPERINTENDENT 
1        Boys '    Ranch 
1        Girls's   School 
1        Juvenile   Hall 


COLTON  JOINT  UNIFIED 
2 

Alice  Birney  EL 

2 

Bloomington  HS 

2 

Bloomington  JHS 

2 

Colton  HS 

2 

Colton  JHS 

1 

Deseret  Centers,  Inc. 

1 

Diamond  L  Ranch 

2 

Lincoln  EL 

2 

Paul  J.  Rogers  EL 

1 

Ruth  Grimes  EL 

2 

Walter  Zimme'Tan  EL 

1 

Woodrc-  W.if  ::  EL 

CUCAMONGA  ELEMENTARY 
2 
2 

Cacamonga  EL 

Los  toigos  Intermediate 

FONTANA  UNIFIED 

2 
1 

Alder  JHS 

Fontana  Home  (Ettie  Lee  Homes  for 

1 

Headstart 

1 

Juniper  EL 

2 

Jurupa  Hills  EL 

2 

Live  Oak  EL 

2 

Maple  EL 

1 

Neil  Howard  Home  (Ettie  Lee  Homes 

2 

North  Tamarind  EL 

2 

Oleander  EL 

1 

Poplar  EL 

2 

Randall  Pepper  EL 

1 

Rtdwood  EL 

2 

S-Qa-ia  JHS 

2 

Si-tf-  Tumarind  EL 

2 

West  Ra-.aa;l  EL            _ 

REDLANDS    UNIFIED 


RULTO  UNIFIED 


Clement   JHS 
Lugonia   EL 
Mission  EL 
Victoria   EL 


2  Boyd   EL 

2  Cssey   EL 

1  Kelley  EL   ^ 

2  Myers  EL 

RIM  OF  THE  WORLD  UHIFIED 

1  Cedu  Foundation 

1  Mary  Tone  EL 

1  Running  Springs  EL 

2  Valley  of  Enchantment  EL 


Boys) 


SAN  BERNARDINO  CITY  UNIFIED 


for  Bovs) 


HELENDALE  ELEMENTARY 
2 


Helendale  EL 


SAN  JUAN  UNIFIES 


1  Children's    Receiving    Home 

2  Del    Paao   Manor   i^I 
1  Dyer-Kelley    El 

1  Good    Samaritan    Soyt    borne 

1  Greer   EL 

2  Howe   Avenue    Intermediate 
2  Mariposa  Avenue    EL 

a  Orange   Grov^    f\ 


HESPERIA  ELEMENTARY 

2        Joshua  Circle  EL 
2        Juniper   EL 

LOS    FLORES   ELEMENTARY 

2        Los   Flores   EL 


MORONGO   UNIFIED 


1  Alessandro  EL 

2  Arrowview  JHS 
1  Bradley  EL 

1  Burbank  EL 

2  Cajon  HS 

1  California  EL 

2  Cole  Avenue  EL 

1  Curtis  JHS 

2  Cypress  EL 
2  Davidson  EL 
2  Fairfan  EL 
2  ¥.•:'•  f    F'. 

1  j..-n.:a:  .  tL 

2  Lar.KersMis  EL 
1  Lincoln   EL 
1  Lytle   Creek   EL 
1        Monterey   EL 
1        Mount   Veriron 
1        Muscott    EL 

1  Muscoy  EL 

2  Nevmark  EL 
2    Pacific  HS 

1    R: char i son  JHS 

1    Rilev  EL 

1    Rio  V; «ta  EL 

1  Rorfevelt  EL 

2  Sar  Bernardino  HS 
2    Sandin  Hills  JHS 


EL 


2        Joshua   Tree   EL 


National  Direct  St»»dent  lam  ca-icel '.at  lor   benefits 


Cod*    1    -    Schools    desigtvaced    for    both    National    Defense    and 

Code    2    -    Schools   designated    for   Hational    Defense   Stjdent    Loan   cancellatloa   benefits  only 

Code    3    -    Schools    de5l,?nated    for    National    Dlrec-    Stjdert    Loan    c^nc.r-»'l-    s,-eM-^    -n' v 


*  Code    1    -    Schools    designated    for   both  lUtlona 


1    Delenae   and   Hational   Direct    Student    Loac    cancel  lat  lor    Wn^f's 


Code   2    -    schools   designated    for  lUttonal   Defen.e   Student    U>.n  "-^'"'"^J^ 
CodI    3    -    school,   designated    for  liatloaal   Dlr^t   Stod.nt    U.«»  c*«c.U.tt««  b— 


Loan  c»«celi«tloo   benefits   onlv 
fits    only 
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List 
. For  National  Defense  Stud 
Location 


of  Schools  DeterminecKto 
ent  Loan  and  National  Dire 


Code  •   School  Name 


CALIFORNIA 

have  High  Concentrations  of  Students  from  Low-Income  Families 

ct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-T8  School  Years 

T ^^n«  r'  ,^1^  ^      w  Qr»K^A^^T       Harris 


Location 


Code  *   School  Name 


SAN  BERNARDINO     2 

CITY  UNIFIED      2 

(Cont'd)  1 

2 

2 

SAN  BERNARDINO  COUNTY 
1 


Sierra  HS 
Urbita  EL 
Vermont  EL 
Warm  Springs  EL 
Wilson  EL 

SUPERINTENDENT 


OCEANSIDE  CITY  UNIFIED 


SAN  DIEGO  CITY  UNIF 


lED 


UPLAND  ELEMENTARY 


Burton  Thrall  School 
Verdenont  Ranch  for  Boys 

Foothill  Knolls  EL 
Upland  EL 


VICTOR  ELEMENTARY 


Irwin  EL 


YUCAIPA   JOINT   UNIFIED 
2 
1 

SAN    DIEGO  COUNTY 

CAJON  VALLEY  UNION  El 
2 
2 
I 
2 
2 

CARLSBAD  CITY  UNIFIED 
2 

CHULA  VISTA  CITY   E  L.E.' 

2 

2 


Dunlap  EL 

Guadalupe  Home  for  Boys 


i >•..-. N  TAR V 
BostJTia  EL 
Cuyamaca  EL 
John  Ballantyne  EL 
Lexington  EL 
N d  r  a r, .  d  EL 


Pine  EL 

ESTAS'i' 
Harsorsiie  EL 
J   Ca'.v-m  Lauderbaoh  EL 
Mdt"  L   Feaster  EL 
R.-bert  L-  Mueller  EL 
Vista  S;:arH  EL 


ESCONDIDO  UNION  ELEMENTARY 
2   , 


GROSSMONT  UNION  H  L_.H 

1 

.A  '^e>a-d?r:su  valley 


r  a  -     L  -. 

:ln    EL   and    Preschool 


i :-.■•>'    and    Girls'    A.d    Society   of    San    Diego,    Ltd. 

The    Samaritan's    Outreach 

ELEMENTARY 
Bancrott    EL 


LEMON   GROVE    ELEMESTAR" 
2 
2 


MOUNTAIN    EMPIRE    LNIFI 
1 
2 
2 


Golden   Avenue    EL 

Preschool 

Vista    La    Mesa    EL 


ijain  f>o    EL 
Clover    F'.ats    EL 
JacLimba    EL 
Mountain    Er.pire    JHS 


SAN  DIEGO  COUNTY 


NATIONAL    ELEMENTARY 

1 

J. 

L 

-> 

2 


i,en  r  r  a  i  t  l 
El  To  von  EL 
John  A.  Ccis  EL 
Kimball  EL 
Las  Palooas  EL 
Lincoln  Acres  EL 
01  ivewood  EL 
Palmer  Wav  EL 


SAN  YSIDBO  ELEMENTARY 


Clair  W.  Burgener  EL 
Ditmar  EL 
Laurel  EL 


Adams  EL 

Audubon  EL 

Baker  EL 

Balboa  EL 

Band  in i  EL 

Birney  EL 

Brooklyn  EL 

Burbank  EL 

Carson  EL 

Central  EL 

Chollas  EL  • 

Darnall  EL 

Edison  EL 

Emerson  EL 

Encanto  EL 

Euclid  EL 

Florence  EL 

Freese  EL 

Fulton  EL 

Gompers  JHS 

Hamilton  EL 

Hoover  HS 

Horton  EL        , 

Jefferson  EL 

Johnson  EL 

Keiller  EL 

Kennedy  EL 

Knox  EL 

Lincoln  HS 

Linda  Vista  EL 

Logan  EL 

Lowell  EL 

Marshall  EL 

McKinley  EL 

Mead  EL 

Memorial  JHS 

Mission  Beach  EL 

Morse  HS 

O'Farrell  JHS 

Oak  Park  EL 

Ocean  Beach  EL 

Poor  Sisters  of  Narareth 

Roosevelt  JHS 

Rowan  EL 

San  Diego  Chidren's  Home  Association 

San  Diego  HS 

Sherman  EL 

Stockton  EL 

Townhouse  Foundation,  Inc. 

Twain  EL 

Valencia  Park  EL 

Washington  EL 

Webster  EL 

Wilson  JHS 

SUPERINTENDENT 

Hillcrest  School 
Rancho  del  Campo  High  School 
Sarah  Anthony  School 
Sierra  Vista  High  School 


Beyer  Middle 
La  Mirada 


*  Code  1  -  Schools  designated  for  both  National  Defense  and   N«tlon»l  Direct  Student  Loan  cancellation  benefits 
Cod*  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 
Coda  3  -  Schools  designated  for  National  Direct  Student  Loan  csnce'latlon  benefit?  onlv 
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_ -"jp    *      .  '.'.ool   Sassc 


Location 


Code 


School   TJime 


Lrocation 


SAK  YSIDRO   ELEMENTARY(Cont'd) 

1  Smythe  EL 
1  Sunset  EL 
1        Willow  EL 


SOUTH   BAY   UNION   ELEMENTARY 

2   Bayside  EL 

2 

2 

2 

2 


Central  EL 
Emory  EL 
Harbor  View  EL 
Howard  Pence  EL 


SWEEIVATER  UNION  HIGH 
2 
2 
2 
2 

SAN  FRANCISCO  COUNTY 

SAN  FRANCISCO  UNIFIED 
1 
2 
2 
1 
2 
2 
1 
2 
2 
2 
1 
2 
2 
2 
2 
1 
2 
2 
1 
2 
2 
1 
1 
2 
2 
2 
2 
2 

2 
2 
2 
1 
1 
1 
2 
2 
2 
2 
1 
1 
2 
1 
1 
1 


Montgomery  HS 
National  City  JHS 
Southwest  HS 
Sweetwater  Union  HS 


L..'g  Cabin  Ranch  School 
2  Longfellow  EL 
^      2  Mark  Twain  EL 

1  Marshall  EL 

2  McKinley  EL 
2  Niralona  EL 
2  Monroe  EL 

1  Mount  St.  Josephs  Home  for  Girls  (Roman 

Catholic  Orphan  Asylum) 

2  "a.-:  fir    Hf  ights    EL 

1  :  1 1  >  ,»  ;  d  ,     I : 

2  Fa:r  .     K    hfnry    EL 

1  Pa  . .    Re»  fr<-    Annex 

2  •  a  ^'.    Kevere    EL 

2  F.trero    Hill    JHS 

2  kaoha.  :    Weill    KL 

1  Rf^dmf    EL 

2  Ko^ert    Louip    Stevenson   EL 
1  Sar    Franc  i»co   Boys'    Home 

1  : -iv    .Mi);uel    EL 

1  san,  •  ,'Z    EL 

2  Sarab  B.  Cooper  EL 
2  Sher  idan  EL 

1  Sir  Prances  Drake  EL 

1  Spring  Valley  EL 
Starr  King  EL 

2  Sunnyside/Corbett  Community  EL 
2  Sutro  EL 
2  Treasure  Island  EL 
2  Twin  Peaks  EL 
2  Ulloa  EL 
2  Visitacion  Valley  EL 

1  Washington  Irving  EL 

2  West  Portal  EL 
2  Verba  kuena  EL 

SAN  JOAQUIN  COUNTY 

CALIFOftNI*  VOL'T^-  A'JThOPIir 

ueviitt  i^t'son  Training  Center,  Stockton 

i  Ka'-"  ri^.rc"-  School,  Stockton 

1  0.  r-  Ciose  School,  Stockton 

DEPARTMENT  OF  CORRECTIONS 

1  Deuel  Vocational  Institution,  Tracy 


Alvarado  EL 

Andrew  Jackson  EL 

Argonne  EL 

Bessie  Carmichael  EL 

Bret  Harte  EL 

Bryant  EL 

Buena  Vista  Annex 

Buena  Vista  EL 

Burnett  EL 

Candlestick  Cove  EL 

Charles  Drew 

Clarendon  EL 

Cleveland  EL 

CoMDodore  Sloat  EL 

Comatodore  Stockton  EL 

Convent  of  the  Good  Shepherd 

Daniel  Webster  EL 

Diamond  Heights  EL 

Douglas  EL 

Dudley  Stone  EL 

Edison  EL 

Ed^ewood,    The    San    Francisco   Protestant 

Edward   R.    Taylor    EL  Orphanage 

El    Dorado   EL 

Everett    JHS 

Fairmount   EL 

Francis    Scott    Key  EL 

Frank    McCoppin    EL 

Fremont    EL 

Garfield   EL 

George    Pea'body    EL 

George    Washington    Carver    EL 

Girls'    Residential    Treatment 

Glen    Park    EL 

Golden  Gate  EL 

Grattan  EL 

Guadalupe  EL 

Hancock  EL 

Hawthorne    EL 

Hidden   Valley   Ranch   School 

Hillcrest    EL 

Ho«evood    Terrace,    Inc. 

Horace    Mann    JHS 

Irving    M.    bcott    EL 

Jean    Parker    EL 
2         John    McLaren    EL 
!         John    Muir    EL 
1         Jtinipero    Serra    EL 

1  Kate    Kennedy   EL 
^        Lajtuna    Honda    EL 

2  Lakesnore    EL 
1         Le    Conte    EL 

•  Co<J«    1    -    Schools    designated    for    both   National    Dafense   aod   National    01r«:t   StwlMt    Loan    cancel 
Code   2    -    Schools   designated    for   Natloaal   Defease   Stu4«it    U>a«  caaceUatloo    bsMflts   ool, 
Code    3    -    Schools   designated    for   Natlooal   Direct    Student    Loan  cancellation  bcaaflts   oolv 


Center    School 


LODl   UNIFIED 


MANTECA  UNIFIED 

2 
2 
2 
2 

NEW   HOPE   ELEMENTARY 


RIPON  UNIFIED 


Lincoln  CL 


French  Camp  EL 
Lathrop  EL 
Sequoia  EL 
Yoaeoite  £L 


Kew  Hope  Elementary 


2 

Ripona  EL 

STOCKTON  CITY   UNIFIED 

1 

August    EL 

1 

Burbank   EL 

1 

Children's   Hooe   of   Stockton 

I 

Cleveland    EL 

1 

Edison    HS 

2 

El    Dorado    EL 

1 

El^wcfxi    F-; 

1 

E  t  t  I  e    \.^*^    h  int  j- 

2 

F  :  '  lwiT>:    EL 

'! 

Frank;-.-    HS 

" 

Frf'wont     „*Wc 

ben»  f  1 1  ^ 
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List   of  Schools   Determined 
for  National  Defense   Student   Loan  and  NationtLl. 


Location 


Code 


School  Name 


CALIFORNIA 

I  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
Loc at i on Code  *   School  Hame 


STOCKTON  CITY  UNIFIED  (Cont'd) 


1  Garfield  EL 

I  Grant  EL 

'  "runsky  "^L 

I  la.nil  ton  JHS 

I  lazclton  EL 

I  Jack8on  tL 

1  Jefferson  EL 

1  King   EL 

2  Madison  EL 

1  !<arshall   JHS 

1  McKinley   EL 

1  Monroe  EL 

2  Montezuma  EL 

1  Nightingale  EL 

2  Roosevelt  EL 

1  Smith  Group  Home 

2  Stockton  JHS 
1  Taft  EL 

1  Taylor  EL 

1  Van  Buren  EL 

2  Victory  EL 

1  Washington  EL 

2^  Wilson  EL 


REDWOOD  CITY  ELEMENTARY 

1  Edison  EL 

1  Fair  Oaks  EL 

1  Garfield  EL 

2  Hawes  EL 

1  Hoover  EL 

1  Taft  EL 

1  Washington  EL 

SAN  MATEO  CITY  ELEMENTARY 

2  Lawrence  Childhood  Center 

SAN  MATEO  COUNTY  SUPERINTENDENT 

1  Glenwood  Boys'  Camp 

SEQUOU  UNION  HIGH 

2  Ravenswood    HS 

SOUTH  SAN  FRANCISCO  UNIFIED 

2   Spruce  EL 

SANTA  BARBARA  COUNTY 


CASMALIA  ELEMENTARY 
2 


Casual ia  EL 


TRACY  ELEMENTARY 


2   El  Portal  EL 

2    South  EL 

1    West  Park  EL 


GOLETA  UNION  ELEMENTARY 

2   Isla  Vista  EL 


LOMPOC  UNIFIED 


2    El  Caaino  EL 


SAN  LUIS  OBISPO  COUNTY 

CALIFORNIA  YOUTH  AUTHORITY 

I   El  Paso  de  Robles  School , 


LUCIA    MAR   UNIFIED 


Paso  Robles 


2  Frances  Judkins  Intermediate 

2  Grover  City  EL    •  - 

2  Grover  Heights  EL 

2  North  Oceano  EL 

2  Oceano  EL 

:  Shell  Beach  EL 

PASO  ROBLES  UNION  EUIMENTARY 

2  Georgia  Brown  EL 

SAN  LUIS  COASTAL  UNIFIED 

2  Emerson  EL 

SAN  MATEO  COUNTY 

BRISBANE  ELEMENTARY 

2  Natalie  Lipman  In teraed iate 

JEFFERSON  ELEMENTARY 

2  Colma  Intennediate 

2  Woodrow  Wilson  EL 


SANTA  BARBARA  CITY  ELEMENTARY 

2  Cleveland  EL 

2  Franklin  EL 

•  2  Lincoln  EL 

1  McKinley  EL 

2  Roosevelt  EL 
2  Wilson  EL 

SANTA  BARBARA  CITY  HIGH 

I    La  Morada-Santa  Baibara  County 
Residence  for  Teenage  Girls 

1  Phoenix  of  Santa  Barbara 

2  Young  Mothers  Program 

SANTA  BARBARA  COUNTY  SUPERINTENDENT 

1  Los  Robles  High  School 

SANTA  MARU  ELEMENTARY 

2  Alvin  Avenue  EL 
1   R.  T).  Cook  EL 

SANTA  YMEZ  VALLEY  HIGH 

1  Santa  Ynez  Ranch  School 

VISTA  DEL  MAR  UNION  ELEMENTARY 

2  Vista  Del  Mar  EL 


LACUNA  SALADA  UNION  ELEMENTARY 

2   Westview  EL 


MILLBRAE    ELEMENTARY 


:ta    Part    EL 


RAVENSWOOD  CITY    ELEMES.AR 
1  Bel 


Haven    EL 
1  Brentwood    EL 

1         '^ostar-io    EL 

1        barJen    OaKS    Intennediate 
I        C.rt»en    ja*.s    Intermediate 
I  KavanaL.^;'     "L 


SANTA  CLARA  COUNTY 

ALUM   ROCK   UNION   ELEMENTARY 

1    A.  J.  Dorsa  EL 

1 

I 

1 

2 

2 

1 

1 

1 

1 

1 


Ben  Painter  EL 
Clyde  Arbuckle  EL 
Clyde  L.  Fischer  Middle 
Donald  J.  "te.er  EL 
Grandin  Miller  EL 
Harry  Slonaker  EL 
Lee  Mathson  Middle 
Lester  W.  Shields  EL 
Lyndale  EL 
Mayfair  EL 


Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellati^-  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Los^  ,-,nce,:«--:  -  "wriefiti  only 
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ALUM  ROCK  UNION  ELEMENTARY  (Cont'd) 

Mildred  Goss  EL 
Millard  McCoUaB  *|7"^ 


1 
2 
1 
2 
1 
1 

1 
2 
1 

2 

CAMBRUN  ELEMENTARY 
2 
2 


0.  S.  Hubbard  ELy-' 
Ocala  Intermediate 
Pal  a  Middle 
Richard  E.  Conniff  EL 

San  Antonio  EL 
Sylvia  Casaell  EL 
Thooas  A.  Ryan  EL 
William  L.  Sheppard  Middle 


Caabrian  EL 
Steindorf  EL 


MOUNTAIN  VIEW  ELEMENTARY 

2   Kenneth  K.  Slater  EL 
2   Mariano  Castro  EL 

MT.  PLEASANT  ELEMENTARY 

2   August  Boeger  EL 


CAMPBELL  UNION  EUMENTARY 

2   Hamilton  EL 

1  Rosemary  EL 

2  Sherman  Oaks  EL 


EAST  SIDE  UNION  HIGH 
2 
2 
2 
1 
1 

EVERGREEN  ELEMENTARY 
1 
1 
1 


Andrew  P.  Hill  HS 
Mt .  Pleasant  HS 
Silver  Creek  HS 
Hillime  C.  Overfelt  HS 
Yerba  Buena  US 


Evergreen  EL 
Katherine  R.  Smith  EL 
0.  B.  Whaley  EL 


2 

Fred  Marten  EL 

2 

Mt.  Pleasant  EL 

OAK  GROVE  ELEMENTARY 

2 

Del  Roble  EL 

2 

Edenvale  EL 

2 

Samuel  Stipe  EL 

SAN  JOSE  UNIFIED 

1 

Abraham  Lincoln  HS 

1 

Anne  Darling  EL 

2 

Broadway  EL 

2 

Canoas  EL 

1 

Empire  Gardens  EL 

1 

Gardner  EL 

1 

Grant  EL 

1 

Herbert  Hoover  JHS 

2 

Hester  EL 

2 

Hora-f  "at'  EL 

I 

Lowe  ;  ,  E . 

2 

Merritt  Trace  EL 

1 

Peter  Burnett  JHS 

1 

San  Jose  HS 

2 

Selma  Olinder  EL 

1 

Walter  L.  Bachrodt  EL 

I 

Washington  EL 

FRANKLIN-MCKINLEY  ELEMENTARY 

2   Franklin  EL 

1 

2 

I 

I 

1 

1 

2 

2 


Intermediate 


Hillsdale  EL 

J.  Wilbur  Fair 

Los  Arboles  EL 

McKinley  EL 

Robert  F.  Kennedy  EL 

Santee  EL 

Seven   Trees   EL 

Sylvandale   Intermediate 


GILROY   UNIFIED 


1  Eliot   EL 

1  Glen   View  EL 

2  Las   Animas    EL 

1  Odd    Fellows-Rebeka   Children's   Home 

2  Rucker    EL 

2  San  Ysidro  EL 

LOS   GATOS  UNION  ELEMENTARY 

1  Ming  Quong  Children's   Center 


SANTA   CLARA   COUNTY   SUPERINTENDENT 

1  Adolescent   Rehabilitation   Center 

1  Arbutus   Ranch    for   Boys 

1  Because   of   Youth 

1  C.    W.    Washington   School 

I  Eastfield   Children's    Center 

1  Harold    Holden  Ranch    for   Boys 

1  Muriel    Wright    Residential 
Center    for   Girls 

I  Operation   SER 

1  Osborne   School    Juvenile   Center 

1  William   F.    James   Boys'    Ranch 

1  Palomares,    Inc. 


LUTHER   BURBANK  ELEMENTARY 

2        Luther 


.irbank    EL 


MILPITAS   UNIFIED 


MORELAND  ELEMENIARY 
2 
2 


Joseph  Weller   EL 
Robert   W.    Randall    EL 


James   D.    Phelan   EL 
Leroy  Anderson  EL 


SANTA  CLARA  UNIFIED 

2 

Bennett  EL 

2 

Bracher  EL 

2 

Brown  EL 

2 
2 
2 

George  Mayne  EL 
Kathryn  Hughes  EL 
Scott  Lane  EL 

2 

Washington  EL 

SUNNYVALE  ELEMENTARY 
2 

Bishop  EL 

2 

Carson  EL 

2 

Ellis  EL 

2 

Morse  EL 

2 

San  Miguel  EL 

MORELAND  HILL   UNIFIED 

2        Burnett    EL 

2        P.    A.    Walsh   KL 

2        Raymond    Gwinn   EL 

2        San    Martin    EL 


WHISMAN   ELEMENTARY 

2        Powell    EL 

SANTA  CRUZ 

LIVE   OAK  ELEMENTARY 

2        Live    Oak  EL 


♦  Code    1 


"schools    designated    for    both   National    Defense    and    Batlooal    Direct    Student    Loan    cancel  iat  Icr    3er,ellt» 


Code    2    -    Schools    designated    for   National    Defense   Student    Loan   cancellation    (wnefits    onlv 
Code    3    -    Sc-o<3;!    designated    for  National    Direct   Student    Loan   cancellation   benefits   only 
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Location 


Code  •  School  Name 


PAJARO  VALLEY   JOINT   IffllFIED 

2   Freedom  EL 

2 

2 

2 

1 

1 


H.  A.  Hyde  EL 
Hall  District  EL 
J.  W.  Linscott  EL 
Pajaro  EL 
Renaissance  HS 


H.  R.  Radcliff  EL 
Watsonville  HS 


SAN  LORENZO  VALUY  UNIFIED 

2   Boulder  Creek  EL 
2   San  Lorenzo  EL 

SANTA  CRUZ  CITY  ELEMENTARY 

2    Bay  View  EL 
2   Branciforte  EL 
2   Gault  EL 

SANTA  CRUZ  COUNTY  SUPERINTENDENT 

1  County  Probation  Center 

SOQUEL  UNION  ELEMENTARY 

2  Capitola  EL 

2   Santa  Cruz  Gardens  EL 

SHASTA  COUNTY 

BUCKEYE  ELEMENTARY 

2   Rocky  Point  EL 

CASCADE  UNION  ELEMENTARY 

2   Anderson  Heights  EL 
2   Meadow  Lane  EL 
2   Verde  Vale  EL 

INDIAN  SPRINGS  ELEMENTARY 

2   Indian  Springs  EL 

MOUNTAIN  UNION  ELEMENTARY 

2   Cedar  Creek  EL 

2   Montgomery  Creek  EL 

PACHECO  UNION  ELEMENTARY 

2    Prairie  EL 

REDDING  ELEMENTARY 

1  Cypress    EL 

2  Juniper    EL 

SHASTA   UKE    UMION  ELEMENTARY 

,  2        Deer    Creek   EL 

2   Project  City  EL 
2    Toyon  EL 

WHITMORE  UNION  ELEMENTARY 

2   Whitmore  EL 

SIERRA   COUNTY 

SIERRA-PLUMAS   JOINT   UNIFIED 

1  Alleghany    EL 

SISKIYOU  COUNTY 

FORKS    OF    SALMON   ELEMENTARY 

2  Forks  EL 


HORNBROOK  ELEMENTARY 
2 


Hornbrook  EL 


SOLANO  COUNTY 


FAIRFIELD-SOISUN  UNIFIED,^ 

2   Anna  Kyle  EL 

2   Crescent  EL 

2   Crystal  Intermediate 

2   E.  Ruth  Sheldon  EL 

2   Fairview  EL 

SOLANO  COUNTY  SUPERINTENDENT 

1   Juvenile  Hall  School 


VACAVILLE  UNIFIED 

2 
1 
1 

VALLEJO  CITY  UNIFIED 
2 
1 
2 
1 
2 
2 
1 
2 
1 
1 

2 
2 
2 
2 

SONOMA  COUNTY 


Eugene  Padan  EL 

Sierra  Children's  Home,  Inc. 

Ulatis  EL 


Beverly  Hills  EL 
Curry  EL 

Elsa  Widenmann  EL 
Farragut  EL 
Federal  Terrace  EL 
Franklin  JHS 
Grant  EL 
Highland  EL 
John  Davidson  EL 
Lincoln  EL 


Lena  Vista  EL 
Steffan  Manor  EL 
Vallejo  JHS 
Vallejo  HS 


ALEXANDER  ^ALLEY  UNION  ELEMENTARY 

2   Alexander  Valley  EL 

BELLEVUE  UNION  ELEMENTARY 

2   Bellevue  EL 
2   Kawana  EL 


CLOVERDALE  UNIFIED 


Jefferson  EL 


COTATI  ROHNERT  PARK  ELEMENTARY 
2   Cotati  EL 
2   Thomas  Page  EL 

FORESTVILLE  UNION  ELEMENTARY 

2   Forestville  EL 

GUERNEVILLE  ELEMENTARY 

1  Guerneville  EL 

HEALDSBURG  UNION  ELEMENTARY 

2  Fitch  Mountain  EL 
2   Uealdsburg  EL 


HORICON  ELEMENTARY 


Horicon  EL 


WILLOW  CREEK  ELEMENTARY 

2   Willow  Crer-k  EL 


MONTE  RIO  UNION  ELEMENTARY 

1   Monte  Rio  EL 

MONTGOMERY  ELEMENTARY 

1  Montgomery  EL 

PETALUMA  CITY   ELEMENTARY 

2  McNear  EL 

2   Valley  Vista  EL 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  '.'atlonal  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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ROSELAND  ELEMENTARY 

2  Roseland  EL 

2  Sheppard  EL 

SANTA  ROSA  ELEMENTARY 

2  Brook  Hill  EL 

2  Burbank  EL 

1  Doyle  Park  EL 

2  Lincoln  EL 

1  Monroe  EL 

2  Proctor  Terrace  EL 

2  Steele  Lane  EL  Annex 

2  Steele  Lane  EL 


SANTA  ROSA  BIGH 


Santa  Rosa  JHS 


SEBASTOPOL  UNION  ELEMENTARY 

2   Pine  Crest  EL 

SONOMA  COUNTY  SUPERINTENDENT 

]    Mobile  Camp 


PATTERSON  JOINT  UNIFIED 

1  Grayson  EL 

2  Las  Palnas  EL 
2   Northmead  EL 
2   Patterson  HS 


RIVERBANK  ELEMENTARY 
2 

STANISLAUS  COUNTY 


Rio  Altura  EL 


1  E.  Ross  Clark  Home 

STANISLAUS  UNION  ELEMENTARY 

2  Josephine  Chrysler  EL 

TURLOCK  JOINT  ELEMENTARY 

2   Crane  EL 

TURLOCK  JOINT  UNION  HIGH 

2   Roselawn  HS 


WATERFORD  ELEMENTARY 
2 


Reinway  Avenue  School 


SONOMA  VALLEY  UNIFIED 

2   Flowery  EL 

1  Hanna  Boys'  Center 

WEST  SIDE  UNION  ELEMENTARY 

2  West  Side  EL 

WINDSOR  UNION  ELEMENTARY 

1  '  Starr  EL 
1   Windsor  EL 


2   Wright  EL 


WRIGHT  ELEMENTARY 

STANISLAUS  COUNTY 

CERES  UNIFIED 

2  Don  Pedro  EL 

2  Walter  White  EL 

2  Westport  EL 

EMPIRE  UNION  ELEMENTARY 

2   Empire  EL 

KEYES   UNION   ELEMENTARY 

1  Faith   Home    Teen   Ranch,    Inc. 

2  Keyes   EL 

MODESTO  CITY   ELEMENTARY 

2   Bret  Harte  EL 

2 

2 

2 

1 

2 

1 

1 

1 
-  1 

2 

1 

2 


Burbank  EL 
Fairview  EL 
Franklin  EL 
James  Marshall  EL 
John  Muir  EL 
Mark  Twain  Intermediate 
Orville  Wright  EL 
Robertson  Road  EL 
Shackelford  EL 
Tuolumne  EL 
Washington  EL 
Wilson  EL 


MODESTO  CITY  HIGH 


Modesto  HS 


NEWMAN-CROWS   LANDING  UNIFIED 

;        Bonita   EL 


SUTTER   COUNTY 

YUBA  CITY   UNIFIED 

TEHAMA  COUNTY 


LOS  MOLIHOS   UNIFIED 
2 


Bridge    Street    El 
Preschool    Prograi 


Los  Holinos   EL 


MANTON  JOINT    UNION   ELEMENTARY 

1  Honton  EL 

RED  BLUFF  UNION  HIGH 

J    Red  Bluff  HS 

TRINITY  COUNTY 

BURNT  RANCH  ELEMENTARY 

2  Burnt  Ranch  EL 

1  Grover  Ladd  EL 

DOUGLAS  CITY  ELEMENTARY 

2  Douglas  City  EL 


LEW IS TON  ELEMENTARY 
2 


Lewiston   EL 


TULARE   COUNTY 


ALLENSWORTH   ELEMENTARY 

1        Allensworth   EL 


ALPAUGH   UNIFIED 


2        Alpaugh   EL 
2        Alpaugh   J-SHS 


ALTA  VISTA   ELEMENTARY 

1  Alta  Vista   EL 

CUTLER-OROSI   JOINT   UNIFIED 

2  Cutler   EL 

2        El    Monte    EL 
2        Orosi    HS 
2        Yettem   EL 


♦   Code    1    -    Schools    designated    for    both    National    Defense    and    National    Direct    Student    Loan    cancella-ion    aenetlts 
Code    2    -    Schools   designated    for    National    Defense   Student    Loan   cancellation    benefits    onlv 
Code    3    -    Schools    designated    for   National    Direct    Student    Loan   cancaXiatlon   benefits    only 
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CALIFORNIA 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  Rational  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

Location . 


Location 


Code  *   School  Name 


Code 


School  Name 


DINUBA  ELEMENTARY 


2   Jefferson  EL 
2   Washington  EL 
2   Wilson  EL 


EARLIMART  ELEMENTARY 
1 
2 

EXETER  UNION  HIGH 


Earlimart  EL 
Earlimart  Intennediate 


1    Kaweah  HS 

FARMERSVILLE  ELEMENTARY 

1   George  L.  Snowden  EL 
1    J.  E.  Hester  EL 

KINGS  RIVER  UNION  ELEMENTARY 

1   Kings  River  EL 


VISALIA  UNIFIED 

1  Crowley  EL 

-        2  Elbow  Creek  EL 

1  Fairview  EL 

1  Goshen  EL 

2  Green  Acres  Intermediate 
1  Highland  EL 

1  Houston  EL 

2  Ivanhoe  EL 
2  Linwood  EL 

2  Mineral  Ring  EL 

2  Redwood  HS 

1  Union  EL 

2  Valley  Oak   Intermediate 
2  Washington  EL 

WOO»LAKE    UNION  ELEMENTARY 

2  Francis   J.    White   Learning   Center 

2  Wood  lake    Intennediate 


LINDSAY   UNIFIED 


2-      Jefferson   EL 
2        Lindsay    JHS 
2       Washington   EL 


MONSON-SULTANTA   JOINT   UNION   ELEMENTARY 

2        Monson-Sultanta    EL 

OUTSIDE    CREEK  ELEMENTARY 

2       Outside   Creek   EL 

PALO   VERDE    UNION   ELEMENTARY 

1  Palo   Verde   EL 

PIXLEY  UNION  ELEMENTARY 

2  Pixley  EL 

PLEASANT  VIEW  ELEMENTARY 

1  Pleasant  View  EL 

PORTERVILLE  ELEMENTARY 

2  Bartlett  Intermediate 


1 

John   J.    Doyle   EL 

1 

Olive    Street   EL 

2 

Pioneer    Intermediate 

2 

Roche    EL 

2 

Vandal ia   EL 

2 

West    Putnam   EL 

RICHGROVE    ELEMENTARY 

1 

Richgrove   EL 

HOCKFORD  ELEMENTARY 

2 

Rockford    EL 

STONE   CORRAL    ELFWFT-J, 

RY 

Stone    Corral    EL 

TERRA   BELLA   UNION    Z^ 

MFST^SY 

2 

T-rra    3--'.  !a    EL 

TULARE  CITY  ELEMENTARY 

1    Alice  G.  Mulcahy  EL 

1    Lincoln  EL 

1   Maple  EL 

1    Roosevelt  EL 

1   Wilson  EL 


TULARE   COUNTY  SUPERINT;  SDENT 
1         Robert 

TULARE  UNION  HIGH 


>1evers    (Youth   Center)    H 


Tulare    nS 
Tua 1  re    Wp  s 
Val lev    HS 


HS 


WOOBVILLE  ELEMENTARY 

2   Woodville  EL 

TUOLUMNE  COUNTY 

CHINESE  CAMP  ELEMENTARY 

2   Chinese  Camp  £L 

SUMMERVILLE  ELEMENTARY 

2   Summerville  EL 

TUOLUMNE  COUNTY  SUPERINTENDENT 

1   Henri  Home 

1   Hilltop  Boys'  Ranch 

I   Whispering  Pines  Boys  Ranch 

VENTURA  COUNTY 

CALIFORNIA  YOUTH  AUTHORITY 

1  Ventura  School,  Camarillo 

HUENEME  ELEMENTARY 


1   Art  Haycox  EL 

1  Hueneme  EL 

OCEAN  VIEW  ELEMENTARY 

2  Mar  Vista  EL 


OXNARD  ELEMENTARY 


OXNARS  UNION  HIGH 


RIO  ELEMENTARY 


Curren  EL 
Driffill  EL 
Elm  Street  EL 
Juan  its  EL 
Kamala  EL 
HcKinna  EL 
Ranona  EL 


Channel  Islands  HS 


Rio  Real  EL 


SANTA  PAULA  ELEMENTARY 

2        Barbara  Webster   EL 

1  Grace   S.    Thille   EL 

SANTA   PAULA  UNION  HIGH 

2  Santa   Paula  Union   HS 

VENTURA  COUNTY  SUPERINTENDENT 

1        Colston  Youth   Center 


♦   Code    1    -    Schools    designated    for    i>oth    National    Defense    anji    Nattnn«l    Direct    Student   Loan   cance'.lati: 
Code   2    -    Schools   deslgrwated    for   National    Defense    Student    Loan    cancellation  benefit*  only 
Code    3    -    Schools   designated    for   National    Direct    Student    Loan   r«r\te!:^r '.    n   Senef'f)   only 
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CALIFORNIA 

List   of  Schools   Determined  to  have   High   Concentrations   of  Students   from  Low-Incone   Families        _ 
.For  National  Defense   Student   Loan  .nd   National   Direct   Student   U>an   Cancellation  Benefxts   for   the   1976-77   .^.d   1977-78  School   Year- 
'Location  Code   »      School    Nair.e  .  I^oation Code  School   Name 


VENTURA  UNIFIED 


2 

Arnaz   EL 

1 

Avenue    EL 

2 

De   Anza   JHS 

2 

E.    P.    Foster    EL 

2 

Mill    EL 

2 

Pierpont   EL 

2 

Sheridan   Way   EL 

2 

Washington   EL 

2 

Will    Rogers    EL 

COUNTY 

WASHINGTON 

UNIFIED 

. 

Alyce   Norman   EL 
Broderick   School 
Bryte    EL 

Elkhorn  Village   EL 
Evergreen   EL 
Westfield  Village   EL 


WOODLAND  JOINT   UNIFIED 

2  Beamer  EL 
2  Dingle  EL 
2        Rhoda  Maxwell   EL 


YUBA  COUNTY 


CAMPTONVILLE  ELEMENTARY 

2   Camptonville  EL 

MARYSVILLE  JOINT  UNIFIED 

2   Alicia  Intennediate 
2   Cedar  Lane  EL 
2    Dobbins  EL 

1  Ella  EL 

2  Johnson  Park  EL 

1  Linda  EL 

2  Olivehurst  EL 

2   Walter  Kynoch  EL 

2   Yuba  Gardens  Intermediate 


YUBA  COUNTY  SUPERINTENDENT 

1   Harry  P. 


B.  Garden  School 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  lUrect  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 


fFOlRAl  Br 


•fB 


VCl  i1      NO   '0^ — •fHURSDtY   JUNE  7   1<>77 


2So<MI 


For  National 


NOTICES 


COLORADO 


List  of 
Defense  Student 


Schools  Determined  to 
Loan  and  national  Dire 


have  High  Concentrations  of  Students  from 
ct  Student  Loaa  Cancellation  Benefits  for 


Low-Incone  Families 

the  1976-77  and  197T-T6  School  Tears 


Liocation 


Cede  •  School  Name 


Location 


Code 


School  Name 


AGATE 
AGUILAR 

AKSON 


ALAMOSA 


ANTONITO 

ARAPAHOE 

ARICKAREE 

ARRIBA 

ARVADA 

AL'LT 


AURORA 


AVONDALE 

BAXTER 

BAYFIELD 

BENNETT 

BERTHOCD 

BETHUNE 

BEULAH 

BLANCA 

BOONE 

BOULDER 


BRANSON 
BRIGHTON 


(See  LIMON) 

1 

1 
2 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
'  2 
1 

1 
1 
1 

2 

1 

1 

1 

1 

1 

1 

2 

2 

1 

1 

2 

1 

1 

1 

1 

(See  ALAMOSA) 

(See  LAMAR) 

(See  AKRON) 

(See  LIMON) 

(See  LAKEWOOD) 

2 

2 

3 


AGUILAR  EL 

AGUILAR  J-SHS 

AKRON  EL 

HOLYOKE  EL 

REVERE  HS 

ALAMOSA  JHS 

ALAMOSA  HS 

ANTONITO  EL 

.ANTONITO  JHS 

ANTONITO  HS 

BC*  EL 

CENTENNIAL  JHS 

CENTENNIAL  HS 

CENTER  EL 

CENTER  JHS 

CENTER  HS 

DELNORTE  J«S 

DELNORTE  HS 

EVANS  EL 

MESA  EL 

MONTE  VISTA   EL 

MONTE  VISTA  JHS 

MONTE  VISTA  HS 

MTN  VALLEY  J-SHS 

ROMEO  EL 

SAN  LUIS  EL 

SANFORD  HS 

SANGRE  DE  CRISTO  EL 

SANGRE  DE  CRISTO   7-12 

SARGENT  EL 

SARGENT  HS 

SIERRA  GRANDE  HS 

L'NDFRWGOD  EL 

CENT Are I  HS 

LA  JARA  EL 

MANASSA  EL 

CEVTAUP.I  JHS 

VALLEY  CHURCH   1-8 


An.T  EL      K-3 
HIGHLAND  MIDDLE 

>:i'S'N    EL 


BRUSH 

2 
2 
2 

BRUSH  HS 
CENTRAL  EL 
THOMSON  EL 

BURLINGTON 

(See 

LMON) 

BYERS 

(See 

LIMON) 

CALHAN 

2 
2 

UOODLAND  tAKK 
EVANS  EL 

CAMPO 

(See 

LAMAR) 

CANON  CITY 

• 

2 
2 
2 
2 
2 
2 

CANON  CITY  JHS 
CANON  CITY  HS 
HARRISON  Q. 
LINCOLN  EL 
MC  KINLEY  EL 
WASHINGTON  EL 

CENTER  (See  ALAMOSA) 

CHEYENNE  MTN(See  CALHAN) 
CHEYENNE  WELLS    (See  LAMAR) 


2        CF.^IZRAL   HS 

2        CRAWFORD    FL 

2        WEST   MIDDLE    SCHOOL   6-8 
(See   PUEBLO  RURAL) 
(See   PUEBLO   RITUL^ 

2         BAYFIPI.D    KL 
(See  LIMON) 
(See  LOVELEND) 
(See  LIMON) 
(See   PUEBLO   R11L\L) 
(See   ALAMOSA) 
(See    rrEBLO    RURAL) 

2       AUKC'RA   :   n. 

2         COLIXBINE    n 

2         LAFAYFTTE    Fl, 

1  LINCrLN    FI, 

2  MARTIN    PARK    FL 

2       «h:ttifr  FL 

2  ?A:  RFI!    r:;_-ART    SCHOOL 

1  SR-ANS'^N    EL 

!  tLAI-FLTINF.    EL 

1  NORTH    FI. 

2  SOUTH    FL 

2    WATTFR  L  VIKAN  JHS 


COLORADO  CITY  (See  PUEBLO  RURAL) 

COLORADO  SPRINGS       1 

ADAMS  EL 

1 

BRISTOL  EL 

2 

BUENA  VISTA  EL 

2 

COLUMBIA  EL 

2 

GARFIELD  EL 

1 

HELEN  HUNT  EL 

2 

IVTWILB  £L 

2 

LniCQU  EL 

1 

LOWELL  EL 

2 

NORTH  JHS 

2 

SOUTH  JHS 

2 

WASHINGTON  EL 

1 

WEST  JHS 

2 

WHITTIER  EL 

1          ; 

TAYLOR  EL 

CORPUS  CHRISTI  fCHOC;!   F.-« 

2 

SACRED  HEART  EL 

K-8 

COMMERCE  CITY          2 

ADAMS  CITY  JHS 

2 

ADAMS  CITY  HS 

2 

ALSUP  EL 

2 

CENTRAL  EL 

2 

MONACO  EL 

2 

ROSE  HILL  EL 

2 

ASSUMPTION  SCHOOL  1-8 

CORTEZ                2 

CORTEZ  JHS 

2 

KEMPER  EL 

1 

MANAUGH  EL 

• 

1 

ISSA  EL 

2 

MONTEZUMA  CORTEZ 

HS 

1 

DOWNEY  EL 

CRAIG                 2 

CRAIG  JHS 

2 

MOFFAT  HS 

2 

SUNSET  EL  K-A 

CREED      (See  ALAMOSA) 

CRIPPLE  CREEK (See  CALHAN) 

DEER  TRAIL  (Sec  LIMON) 

DEL  NORTE   (See  ALAMOSA) 

DELTA                 2 

CEDAREDGE  HS 

7-12 

2 

CRAWFORD  EL 

K-8 

1 

DELTA  JHS 

7-8 

2 

DELTA  HS 

9-12 

1 

GARNET  MESA  EL 

K-4 

2 

HOTCHKISS  EL 

K-6 

2 

HOTCHKISS  J-SHS 

I 

CEDAREDGE  EL 

K-6 

2 

LINCOLN  EL 

5-6 

2 

PAONU  PRIMARY  EL   K-4 

2 

P AON LA  INTERMED 

FL  5-8 

2 

PAONLA  HS 

1 

SAINT  MICHAEL  SCHOOL  1-6 

DENVER                2 

BAKER  JHS 

2 

BARNUM  EL 

2 

BARRETT  EL 

1 

BOULEVARD  EL 

*  Code  1  -  Schools  designated  tor  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  deslgnateH  for  National  Direct  Student  Loan  cancellation  benefits  only 
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COLORADO 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  froa  Low-Income  Fan-.ilies 
For  Hational  Defense  Student  Loan  and  Mational  Direct  Student  Loan  Cancellation  Benefits  for  the  197^-77  «"d  1977-T8  School  Year? 
Location Code  *  School  Name     I^«*^'-°" — 


Code 


School   Warne 


DE3*-v'ER 

(CONT'D) 

2 
2 

BROWN  EL 

BRYANT  WEBSTER  EL 

2 

BYERS  JHS 

1 

CHr.  TEMiA.",  EL 

2 

COLE  JHS 

2 

COLF.AX  r_ 

2 

COLLEGE  VIEW  EL 

2 

COLUMBIAN  EL 

2 

COLUMBINE  EL 

2 

COWELL  EL 

1 

CROFTON  EL 

; 

LA  GL  ETON  n. 

1 

EAST   HS 

2 

EBERT  EL 

•   2 

EDISON  EL 

1 

EEL  PUEBLO  EL 

-) 

e>!i:rson  el 

1 

FAIR.MCNT  EL 

1 

FAIRVIEW  EL 

2 

GARDEN  PLACE  EL 

1 

GILPIN  EL 

2 

GOLDRICK  EL 

2 

GRANT  JilS 

1 

GREENLEE  EL 

2 

GUST  EL 

1 

KARRINGTON  FT 

2 

HDRACF  MA.N-N  JE:P 

2 

JOHN  F.  KENNEDY  HS 

2 

KEPNER  JHS 

2 

KNAPP  EL   . 

-} 

LAKE  JHS 

2 

LINCOLN  EL 

2 

><ANLA1  HS 

2 

KF.RRILL  JHS 

1 

MITCHr^L  EL 

2 

MOORE  EL 

*. 

MOREY  JHS 

2 

MUKROE  EL 

2 

NORTE  HS 

1 

REMINGTON  EL 

2 

RISHEL  .raS 

2 

ROSEDALE  EL 

2 

SKINNER  JHS 

2 

SMEDLFY  EL 

2 

SMILEY  JHS 

2 

SMITH  FL 

. 

2 

STEDMAN  El 

2 

SWANSEJ^  EL 

2 

TliATCHER  EL 

; 

V/ALDE7   EL 

2 

VALVERDE  EL 

2 

UTST  HP 

2 

V.T5TW00D  EL 

1 

WHITTIEK  FT 

1 

WTATT  ET 

2 

V.TMAN  EL 

2 

A_NNLNCIATION  SCHOOL  1-8 

; 

CENTRAL  CATHOLIC  HS  8-12 

1 

LOYOLA  EL           1-6 

2 

PRESENTATION  SCHOOL  1-8 

2 

SACREL  HEART  SCHOOL  1-8 

1 

ST.  FRANCIS  DE  SALES  EL 

1 

ST.  JOSEPH  GRADE  SCHOOL 

DEVINE 

DOLORES 

DURANGO 


EADS 


•ee    PL'EBLO   RI'RAL) 

2         rWLORF.S    ET 
1         FORT    LEVIS 


KESA  EL 


MILLER  JH.F 
NEEDPAM  EL 
P.ARK  EL 
RIVERVir-  EL 
SACRED  HEART  1-8 


EAGLE 

1 

MCCOY  EL 

«NTCRN  MIDDLE  SCHOOL 

VSH   CLIFF  EL 

EATON 

z 

EATON  EL 

z 

EATON  JHS 

EDGEVV.TER 

ee 

LAKEWOOD) 

ELBERT 

.See 

-Ji,I.R.AN1 

ELIZABETH 

■^  ee 

..Al  :-^A.S 

ELLICOTT 

CSec 

CALh.AI^ 

ENGLEWOOD 

2 

ENCLEWX)D  HS 

1 

WASHINGTON  EL 

2 

WILLIAM  E.  BISHOP  EL 

EVERGREEN 

1.  See 

■U^YSVOODT 

FLAGLER 

(See 

LIMON) 

FLEMING 

(See 

AKRON) 

FLORENCE 

2 

Fumrr  el 

1 

PEOTtOSE  EL 

F^l-N-AIN 

I 

L^RR-'IV'"  EL 

F  S-NTAI^  MESA  EL 

FOl-NTAIN 

(See 

CALHAN) 

FOWLER 

*> 

4. 

WEST  EL 

FRUITA' 

(See 

GRAND  JUNCTION) 

FT.  COLLINS 


FT.  LUPTON 


2 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
1 


(See  LiyTN^ 


CILCREST 


CACHE  LA  KICDRE  EL 
DUNN  EL 
IRISH  EL 

juan  fullana  el 
laurel  el 

lincoln  jhs 

pitna.v  el 

tavelli  el 

timnatk  el 

eye  stone  el 

fort  lupton  intermediate  5-8 

fokt  lupton  hs  9-12 

leo  vm.  butler  el 

:j>.  '".allf  el 
ssr~h  vai.:  ey 

FLATTEVILLr    EL 

S  ilTH   VALLEY    KIDDLE   SCHOOL 

VALLEY      HS 


GOLDEN     (See  LAKE'WOOD) 

" 

GRANADA    (See  LAMAR) 

GRAND  JUNCTION        2 

CLIFTON  EL 

1 

COLUMBINE  EL 

2 

COLUMBUS  EL 

2 

SHELLEDY  EL 

2 

SCENIC  EL 

2 

HOLY  FAMILY  K-6 

GREELEY              2 

ARLINGTON  EL 

1 

CENTENNIAL  EL 

1 

CFAPPELOW  MIDDLE 

1 

E>."  MEH^RLAL  EL 

1 

FRANKLIN  MIDDLE 

2 

GREri.EY  CENTRAL  HS 

i. 

CRFELFY  WEST  HS 

1 

HEATH  .-HS 

^ 

CASK  SON  EL 

1 

JOHN  TVMiS   JHS 

1 

JEFFEr.SON  EL 

1 

¥.-A.-iSON  C 

2 

WAPLEW01I  MIDDLE 

1 

E  ILL  IE  MARTINEZ  EL 

1 

GREELEY  CATHOLIC  SCHOOL  1-6 

1 

TRIN'TT  IITHFSA;.-  SCHOOL  1-8 

GYTSL-M     iSec  LAG1.E) 

HANOVER   (See  CALHAN) 

HARRISON             2 

cen-en'nia:,  el 

' 

CFA.^ER:  IN  FL 

1 

STRATTON  KFADOWS  EL 

^ee    AJIR'"N) 


AMAR) 


Code  1  -  Schools  designated  for  both  National  defense  and  National  Direct  Stjdent  I 
Code  2  -  Schools  designated  for  Mational  Defense  Student  l^ar  cancellation  be-iefi!- 
Code    3    -    Schools    designated    for    National    Direct    Student    Loan    cancellation    benefits 


cancellation   benefits 
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jsammL 


List  of  Schools  Determined  to 
for  Watiorwl  Defense  Student  Loan  and  National  Dir 

School 


Location 


Cede 


Raoe 


hare  High  Concentrations  of  Students  from  Low-Income  Families 
ect  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  Scboc:^  Years 
Location . 


Code 


School  Hame 


HOEHNE 


HOLLY 

HOLYOKE 

HUDSON 

HUGO 

IGNACIO 


1 

HOEHNE    EX 

1 

BCEHNE    .THS 

1 

HOElfSE   lis    9-12 

2 

SKAN1*ER    K, 

(See  AKKON^i 
(See  KEENESBURG) 
(See  LIMON) 

1 

1 


JOHNSTOWN 

, JUIESBURG  (See  AKRON) 
KARVAL  (See  LIMON) 
KEENESBURG 

KERSEY 


IGNACIO  EL 

ICKACIO  JBS 

I(:^ACIC  HS 

LETTOSD  FL 
MILLIKEN  mi: 


WELD   CENTR.\L   J-SHS 
HUDSON    EL 

PLATTE   VAMFY   J-SHS 
PL.A7Ti;    V.-U.LFY   EL 


KIM  (See    LAMARv 

KIOWA  (See    CALHAN) 

KIT   CARSON(See  LL*«DN) 
LA  JARA        (See  ALAMOSA) 
LA  JUNTA  1 

1 
1 
1 
1 
1 
1 

LA  NBTE      (See  FT.   COLLINS) 
LA  SALLE     (See  GILCREST) 


COLUMBIAN    EL 

EAST    SIX  CEVTER  EL 

LA   JUNTA  JHS 

LA  JUNTA  HS 

NORTH  LA  JL^NTA   EL 

SOUTH    r.:. 

WEST    Fi 


LAKEWOOD 


LAMAR 


LAS    AMy.^'^ 


LIMON 


da>;:fxs  n. 

EDCE'-^TER    EI. 
FOSTER    Fl, 
LA'-RENCF    Tl 
lUKSERC    n 
MOLHOLM   EL 

PF>rNiNcr:'''N  fl 

PLESANT  VIEW  EL 

RUSSELL  EL 

SC  LTK  ALAMEDA  EL 

cTFiN  f;. 

LAVAS     ,'^'S 
lAHAR   HS 

Liscou;  n. 

ARAPAiiOE    fl 
GRANADA    FL 

WILEY    KL 

COLUMBIAN    U. 

LAS   ANIMAS   JHS 

LAS   ANIMA?    HS 

MEMORIAL    FL 

ST.    MARY'S    EL    1-6 

BENNETT    EL 

BURLUfCTriN   EL 

BUBLIHCTON    MIDDLE 

BL-llINGTON   HS    9-12 

BYERS    EL 

fXAGLER    EL 

RUCO    EL 

KIT    CARSON    EL 

LIMON   r^ 

STRASBURC    EL 

HI    PLAIS'^    EL 


LIVER.HDiiE  (See  FT .  COLLIN' 
LONE  STAR  (See  AKRON) 
LONGMONT  2 

2 
2 


CFNTRAL    FL 
COLL'MBINF    FL 
ERIE    EL 
FREDERICK    EL 
FFKDFRICK    JHS 
^PANHLFJl    IX 


LOVELAND 


MANCOS 


MANITOU  SPRINGS 

MANZANOLA 

MAPLETON 


MC  CLAVE   (See  LAMAR) 
MERINO    (See  AKRON) 
MILLIKEN   (See  JOHNSTOWN) 
MINTURN   (See  EAGLE) 
MOFTAT    (See  ALAMOSA) 
MONTE  VISTA  (See  ALAMOSA) 
MONTROSE  2 

2 
MDNUMFNT   (See  CALHAN) 
MOSCA     (See  ALAMOSA) 
NATURITA  2 

2 
NORTHGLENN  (See  THORNTOH) 
NORWOOD 
NUCLA 
NUNN 
ORDWAY 


2 

BALL  JHS 

1 

BLAIR  EL 

2 

LOVELAND  HS 

2 

MONROE   EL 

2 

TRUSCOTT   EL 

1 

WINONA   EL 

1 

MANCOS   EL 

1 

MANCOS   HS 

2 

MANITOU   SPRINGS   EL 

1 

MANZANOLA   EL 

2 

BERTHA   HE  ID   EL 

2 

HIGHLAND   HS 

2 

YORK  HS 

MORGAN  EL 
NORTH  SIDE  EL 


NATURITA  JHS 
NUCLA  EL 


BASIS  EL 


(See  NATURITA 
(See  AULT) 

1 
1 
1 

OTIS      (See  AKRON) 
OVID (SEDGWICK) See  AKRON 
PALISADE   (See  GRAND  JUMCTIOB) 
PALMER  LAKE  (See  CALHAN) 
PARADOX   (See  NATURITA) 
PEETZ     (See  AKRON) 
PEYTON    (See  CALHAN) 
PIERCE    (See  AULT) 
PLATTEVILLE(See  GILCREST) 
PRIMERO    (See  WESTON) 
PRITCHETT  (See  LAMAR) 
PUEBLO  CITY 


CROWLEY  COUNTY  EL 
CROWLEY  JHS 
CitOULEY  HS 


PUEBLO  RURAL 

REDCLIFF  (See  EAGLE) 
ROCKY  FORD 


2 

BESSBBR  EL 

2 

BRASFOU)  EL 

2 

CEWmmiAL  HS 

2 

CBRKAL  GRADE   SCHOOL   K-5 

2 

CEWriAL   HS 

2 

CORWIN  MIDDLE 

2 

EAST   9-12   HS 

2 

FOUNTAIN   EL 

2 

FREED  MIDDLE 

2 

FBLXeH  HEIGHTS   EL 

1 

EPANN    EL 

2 

HYDE    PARK   EL 

2 

IRVING   EL 

2 

JAMES   H.    RISLEY  MIDDLE 

2 

MmMEQUA    El. 

2 

PAW  VIFV    n. 

2 

KEATING   MIDDLE 

2 

THATCHER     ^^  '- 

1 

HASHIMCTON  EL 

2 

BOONE  EL 

2 

PUEBLO  COUN^>'    HS 

2 

JEFFERSON    JHS 

1 

LXBEETY  EL 

1 

LIMCOUi   EL 

1 

ROCKY  FORD  HS 

1 

WASHINGTON   EL 

RDSB 

RYE 

SAGUACHE 


(See  CALHAN)r 

(See  PUEBLO  RURAL) 

(See  ALAMOSA) 


Co^    1    -    Schools    designated    for    botVi   H«tional    Defen»«   asti  National   Direct   Student   Loan    cancellation   benefits 
Code    2    -    Schools    designated    for   ?*atlonal    Defense    Student   Loan   cancellation   benefits   only 
Code    3    -    'Schools    designated    for   (♦atlonal    Direct    Student   Loan  cancellation   benefits   only 
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2^303 


-.01  f)RAac 


List  of  Schools  Determined  to 
For  National  Defense  Student  Loan  and  National  Dir 


Location 


:^ode  *   School  Naae 


have  Kign  Concentrations  of  Students  froo  Low-Income  Families 
ect  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years 

Lccaticr. Code  *  School  Name 


SALIQA 

SAN  LUIS 
5ANF0RD 
SARGENT 
SECURITY 


(See 
(See 
(See 


ALAMOSA) 

ALAMOSA) 
ALAHCjSA) 

2 
1 
2 


SEIBERT 
SHERIDA-S 


(See  LIMON) 


LONGFELLOW  EL 


MARTIN  LUTEER.  KING 

NORTH/WILSON  EL 

PINELLO  K. 

SOITH    SECURITY     EL 

SPROUL   J    JHS 

WT;DEEirLD  HS 

J, A.  TALBOTT  EL 

FORT  LOGAS  EL 
ORA  OLIVER  EL 
SKEF1DA.N  MIDDLE 


EL 


SHERIDAN  LAKE  (See  LAMAR) 

SLMLA      (See  CALHAN) 
SPRINGFIELD (See  LAMAR) 
STRASBL-RG  (See  LIMON) 
(See  LIMON) 


STRATTOK 
SWINK 

THORNTON 

TIMNATH 
TRINIDAD 


1  SWINK   EL 

1  SWINK   JHS 

2  FEDERAL    HIIGETS 
2  THORNTON    EL 


(See   FT.    COLLINS) 


TRIMDAT:    .res 
EAST    STREET    EL 
ECKHAKT    EL 
PARK    STREET    EL 
RICE   MIDDLE 
TRINIDAD   HS 
HOLT   TRINITY    SCHOOL 
MOLVT    C.ARMIX   K-8 


P-S 


URAVAN 
VAIL 


(See 

(See 


KATURITA) 
EAGLE) 


VILAS  (See 
VINELAND  (See 
VIRGINIA   DALE 

PUEBLO 

(See   FT 

RURAL) 
CS'LLINS) 

VONA  (See 
WAL SEN BURG 

LLMOK) 

GARDNER    n. 
HILL    EL 

1 
1 

MIDDLE    S."«r>;L 
WA1.SE.NBURC    HS 

1 

WASHINiGTON    H 

ST.    -ARY'S    SCH'V-'L    1 

W.ALSH  (See 
WELDOi'.A 

V.TLLINGTON(See 
WESTCLIFEE 

LAy 

FT. 

CO 

1 

WELD'-'N    V.^LLFY    EL 
CUSTER    CC.    CSKS,    V. 

WESTMINSTER 

1 

1 
I 

X 

iAJ.EF,    F.L 

BERKELEY    GA.FJ  ENS    r 

CLARA  E.  y.rr:  e: 

rXAL-DE    E.    R-CH'!-'H    EL 
FAIRVIEW    EI 
HARRIS    P.ARJ    EL 
J.    HODGKINS    THS 
SHERRELM^'iE    iX 
SKYXINF   VISTA    FL 
WTSTMINSTEK    Fl 
TENNYSON    KNOLL-    EL 
MESA    EL 

VTSTCN 

1 

I 

WESTON    EL 
PRIMERO    UNDIV  HS 

WHEATRIDGECSee 
W'DEFIELD    (See 

LAKEWT 
SFCLT.I 

lor) 

TYl 

WIGGINS 

w:(JGTNS    EL, 

r.-d 


WILEY  (See   LAMAR) 

WOODLAND   PARF:    (See   CALHiAN) 
WRAY  (See    AKRON) 

YODEE  (See   CALHAN) 

YLTIA  vSee   .'JJIOK) 


CONNECTICUT 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  froa  lov-Income  Families 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  lQ'T--^8  School  Years 
Location  Code  *  School  Name _^^^ Location Code_! — School  Name 


ANSOSIA 


BRAN FORD 


BRIDGEPORT 


2  Larkin  elen. 

2  Lincoln-Hayes  middle 

2  Nolan  elea. 

2  Peck  elem. 

2  Willis  middle 

2  Branford  Hills  elem. 

2  St.  Mary  Public  elem. 

2  Stony  Creek  elem. 

1  Bamum  elem. 

2  Bassick  high  school 
2  Beardsley  elem. 

2  Blackham  el 

1  Blessed  Sacrament  elem. 

2  Bryant  elem. 
2  Cathedral  hs 

2  Central  high  school 

1  Columbus  elem. 

1  Cross  elem. 

1  East  Side  middle 

2  Edison  el 

1  Garfield  el 

2  Hall  el 

2  Hallen  el 

1  Holy  Rosary 

1  Ho«e  el 

1  Johnson  el 

1  Longfellow  el 

2  Madison  el 

2  Kaplewood  el 

1  McKinlev  el 


BRIDGEPORT  (CONT'D) 


BRISTOL 


CROWMWELL 


DAN BURY 


DEEP  RISER 


1 
2 
I 
2 
1 
2 
1 
2 
2 
1 
2 
1 
I 
2 

{ 
2 
2 
2 
2 
I 
2 
2 
2 
2 
2 
2 
2 
2 
1 


Newfield  el 
Read  el 
Roosevelt  el 
Shelton  el 
Sacred  Heart  el 
St.  Ambrose   1-8 

Anthony   el 

Augustine  k-S 

Charles   1-8 

Cyril  &  Methodius  el 

Patrick  1-8 

WaltersviUe  el 

Warren  Harding  high  school 

Webster  el 

Whittier  el 

Franklin  el  . 

Edgewood  el 

O'Connell  el 

St.  Ann  el 

South  Side  el 

Children's  Hoik    •I 

Beaver  Brook  el 

Hayestown  el 

Morris  St.  el 

Park  Ave.  el 

Roberts-Locust  el 

St.   Joseph        1-8 

Shelter  Rock   el 

South  St    el 

Mt.    St.    John   el. 


St. 
St. 
St. 

St. 
St. 


*  Code  1 
Code  2 
Code   3 


Schools    designated    for    txjth    National    Defense    and    National    Direct    Student    Lo«^    csnr 
Schools    designated    for   National    Defense    Student    Loan   cancellation    benefits    onlv 
Schools    designated    for   National    Direct    Student    Loan   cancellation   benefits    only 


I  at  ion    •>tnrtilt 
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NOTICES 


CONMECTICUT 


For  National  Defense 
Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  froia  Low-Income  Families 
Student  Loan  and  Hational  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-T8  School  Years 

Code  *  School  Name 


Code 


School  Name 


Location 


DERBY 


EAST  HARTFORD 


\ 


EAST  HAVEN 


ENFIELD 


GREENWICH 
GRISWOLD 


GROTON 
HAMDEN 
HARTFORD 


HIGCANUM 


KILLINCLY 


,1  itHnrfoaTU 


el 


Franklin  el 

Irving  el 

Lincoln  el 

St.  Michael  ^-^ 

Burnslde  el 

Center  el 

Hayberry  el 

Norrls  el 

Second  North  el 

Silver  Lane  el 

South  Grammar  el 

Willowbrook  Park 

Gillis  el 

Hays  el 

Momauguin  el 

Enfield  Intermediate  el 

Hlggins  el 

St.  Adalbert 

Hamilton  el 

Criswold  el 

Griswold  h.s. 

St.  Mary  el 

Claude  Chester  el 

Eastern  Point  el 

Handen-N.H.  Co-op 

Whitney  Hall  el 

Arsenal  el 

Barbour  el 

B.  Brovm-Escuelt  ra  Billnen^l 

Batchelder  el 

Bulkeley  h.s. 

Burns  el 

Burr   el 

Cath.  of  St.  Jc't-pr     '^ 

Children's  Vlllas-e  «'- 

Clark  el 

Children-Youth  Services 

Correction  Department   hs 

Dwight  el 

Fisher  el 

Fo  X  p  1 

Kc  X  3iiddle 

Hdr t tord  h.s . 

Hooker  el 

Jones  el 

Kennelly  el 

Hinsella  el 

McDonough 

May  lor  el 

New  Park  el 

tur  Ladv  of  Sorrows  el 

QuirK  Btddle 

Raws  on  el 

St.  Anne  el 

St .  Aug jst  ine  el 

Cvril  i    Methodius 
el 


MANCHESTER 


MERIDEN 


MIDDLETOWN 


MILFORD 


el 


MONTVILLE 


NAUGATUCK 


MEV   BRITAIN 


NEW  HAVEN 


St  . 
St  . 


k-8 

Just  i 
St.     Peter        e- 
'^  Impsop.-Waver  iy    el 
Tw  a  1  n    e  i 
Vine    el 
Weaver    el 
Web-^rer    ei 
West    MLiJie    el 
W 1 s h    el 

Burr    District    el 
Haddam   el 

Udddami'tUiiiDSfvorth  J. H.S. 
C.oodvear    el 
Centra!    el 
Memor  tal    el 
Killing ly   JHS 
Saint    James 
KlUlnfwt'''f^    el 


2 
2 
2 
2 

Bently  el 
Nathan  Hale  el 
Keenly  el 
Robertson  el 

2 

2 
2 

1 
2 

St.  James  el 
Verplaak  el 
Washington  el 
Barry  el 
Jefferson  middle 

2 

Lincoln  middle 

2 

Piatt  h.s. 

2 

Pulaski  el 

2 

Putnam  el 

2 

St.  Laurent  el 

2 
2 
2 

Sherman  el 
Trumbull  el 
Bielefield  el 

2 

Farm  Hill  el 

2 
2 
2 
2 

Keigwin  Middle 
MacDonough  el 
Moody  el 
Saint  Sebastian  k-8 

2 

I 
2 
2 
2 

Snow  el 
Stillman  el 
Wesley  el 
Beach  el 
Ft.  Trumbull  el 

2 
2 
2 

Kay  Ave.  el 
Pumpkin  Delight  el 
St.  Gabriel  el 

2 

Seabreeze  el 

2 
2 

2 

Slnon  Lake  el 
Fair  Oaks  el 
Palmer  Memorial  el 

2 
2 

Uncasvllle  el 
Andrew  Ave.  el 

2 

1 

Western  el 
Burritt  el 

2 

2 
2 
2 

Dl  Loretto  el 
Gaffney  el 
Holy  Cross  1-9 
Jefferson  el 

2 
2 
2 

Lincoln  el          > 
Mary  Inmaculate  JHS 
Bathan  Hale  JHS 

2 

New  Britain  h.s. 
Northen  el 
Sacred  Heart  el 
Smalley  el 
Smith  el 
Washington  JHS 

Baldwin  el 
Barnard  el 

Beecher  el 
Betsy  Ross  Middle 
Bishop  Woods  el 
Brennan  el 

Cheever  el 

Clinton  el 

Conte  el 
Coluabus  el 

Day  el 
Dwlght  el 
East  Bock  el 
Fairhaven  Middle 

Grant  el 

Hill  Central  el 

Hlllhouse  h.s. 

JepsoB  el 

KlBberly  el 

Ivy  el 

Martin  Luther  King  el 

Lee  h.B. 
Llncoln-Bas'iet  t  ei 

*  Code    1    -    School*   designated    for   both   NacloMl    Defense    »od  Natlrmal    01r»ct   Stitrfeat  loan  eanceHsdon    benefltl 
Code    2    -    School*   designated    for   HaClo»*l    Defenae   Student    Loan   cancellation   benefits   only 
Code    3    -    Schools    designated    for    National    Direct    Student    Loan    ranee llaiion   benefits   only 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  Rational  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-7'^  and  19T7-T8  School  Years 

Location  


Location 


NEW  HAVEN  (CONT'D) 


NEW  LONDON 


NORWALK 


NORWICH 


PLAINFIELD 


PLAINVILLE 

PORTLAND 

PUTNAM 

SHELTON 


1 

2 

1 

1 

1 

I 

2 

2 

1 

2 

2 

2 

2 

2 

2 

1 

1 

1 

1 

1 

1 

1 

2 

1 

2 

2 

1 

2 

2 

1 

2  ■ 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 


School  Name 

Prince  el 

Quinnipiac  el 

Sacred  Heart  el 

Scranton  el 

Sheridan  Middle 

Sherman  el 

Sr.  Aedan   P''"' 

St.  Francis  el 

St.  Martin  de  Porres  el 

St.  Mary  Grade 

St.  Mary  h.s. 

St.  Michael  el 

St.  Peter  el 

St.  Rose  el 

St.  Stanislaus  el 

Strong  el 

Troup  Middle 

Truman  el 

Welch-Welch  Annex  el 

West  Hills  el 

Winchester  el 

Wilbur  Cross  h.s. 

Woodward  el 

Edgerton  el 

Harbor  el  ' 

Jennings  el 

Nameaug  el 

New  London  JHS 

New  London  h.s. 

Winthrop  el 

Benjamin  Franklin  Middle 

Brien  McMahon  h.s. 

Broad  River  el 

Columbus   el 

Cranbury  el 

Fitch  el 

Fox  Run  el 

Honey  hill  el 

Jefferson  el 

Magrath  el 

Marvin  el 

Naranake  el 

Nathan  Hale  el 

Norwalk  h.s. 

Roton  Middle 

St.  Joseph  el 

Silvermlne  el- 

Tracey  el 

West  Rocks  Middle 

Wolfpit  el 

Bishop  el 

Broad  St. el 

Buckingham  ^^ 

Elizabeth  St.   el 

Greeneville    6l 

Kelley  JHS 

St.  Joseph  el 

Smith  el 

Teachers  Memorial   el 

Uncas  el 

Veterans'  Memorial  el 

Wequonnoc  el 

West  Thames  el 

All  Hallows   el 

Moosup  Elem 

St.  John  el 

Torrant   el 

Trask  el 

Central   el 

Putnam  el 

Coinnodore  Hull  el 

Ferry  e] 

Lafayette  el 


Code 


School  Name 


STAFFORD 


STAMFORD 


STRATFORD 


TORRINGTON 


VERNON 


VOLL'NTOWN 
WALLINGFORD 


WATERBURY 


2 

Borough  el 

2 

Plnney  el 

2 

Stafford  Middle 

2 

Belltown  el 

2 

Davenport  Ridge  el 

2 

Dolan  Middle 

2 

Franklin  ^1 

2 

Hart  el 

2 

Holy  Naae  of  Jesus  ^"8 

2 

Murphy  el 

2 

Newfleld  el 

2 

Northeast  el 

2 

Rlverbank  el 

2 

Rogers  el 

2 

Roxbury  el 

2 

Ryle  el 

2 

Sacred  Heart  el 

2 

Springdale  el 

2 

Stark  el 

2 

Stillmeadow  el 

2 

Toquam  el 

2 

Turn  of  River  Middle 

2 

Westover  el 

2 

Wlllard  el 

2 

Blrdseve  el 

2 

Franklin  el 

2 

Honeyspot  el 

2 

North  el 

2 

St.  Mary  el 

2 

South  el 

2 

Southeast  el 

2 

Southwest  el 

2 

WetBore  el 

2 

Center  Rd  el 

2 

Maple  el 

2 

Northeast  el 

2 

St.  Bernard  el 

2 

Skinner  Rd.   el 

2 

Sykes  Memorial  el 

2 

Vernon  Center  Middle 

2 

Voluntown  el 

2 

Beach  el 

2 

Stevens  el 

2 

Whittelsey  el 

1 

Bishop  el 

2 

Buckes  Hill/Regan  el 

1 

Croft/Maloney  el 

2 

Crosby  h.s. 

1 

Driggs  el 

2 

Duggan  el 

2 

East  Farms  el 

2 

Gllmartin  el 

2 

Hopevllle  el 

2 

Kennedy  h.s. 

2 

Kingsbury  h.s. 

1 

Merriman  el 

2 

Russell   el 

2 

Sacred  Heart  el 

2 

Slocua  el 

2 

St.  Ann  el 

2 

St.  Francis  Xavler  el 

2 

St.  Lucy  el 

2 

St.  Mary  el 

2 

Slocua  el 

2 

Sprague  el 

2 

Wallace  Middle 

I 

Walsh/Hendriken  el 

2 

Washington  el 

I 

Webster  el 

2 

Wilby    hs 

I 

Wilson   el 

2 

Mulvey  el 

2 

Elawood  el 

WESTBROOK 
WEST  HARTFORD 

Coruiecticut  listing  continued  on  next  page 


*  Code 
Code 
Code 


1  -  Schools  desienated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel'.at 

2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 

3  -  Schools  desienated  for  National  Direct  Student  Loan  cancellation  benefits  on!v 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  national  Defense  Student  Loan  and  National  IHrect  Student  Ix^an  Cancellation  Benefits  for  the  1976-77  and  19TT-T8  School  Years, 
t^catior  Code  »  School  WaKie  Location       _  Code    School  liaae 


WEST  HAVEN 


2  darrlgan  Middle 

2  First  Ave.   el 

2  Forest   el 

2  Giannotti  Middle 

2  Molloy  el 

2  Noble  el 

2  Stiles  el 

2  Tho«pson  el 

2  Union  el 

2  Washington  el 

2  West  Haven  h.s. 

2  School  of  SC .  Louis 


WESTPORT 
WINCHESTER 

WINDHAM 


2  Assumption  el 

2  Hinsdale  el 

2  St.  Anthony  el 

2  Kramer  Middle 

2  Natchaug  el 

2  North  Windham  el 

2  St.  Mary  -  St.  Joseph 

2  Sweeney  el 

2  Windham  h.s. 


el 


el 


DELAWARE 


For  National  Defense 
Locrvtion . 


List  of 

Student 
Cede  • 


Schools  Determined  to  have  High  Concentrations  of  Student 
Loan  and  National  Direct  Student  Loan  Cancellation  Benefi 
--^^^^    Wn^.  Loc ati on 


s  from  Low-Income  Fauilies 

ts   for  the   197^^-77   ^"d  1977-"^»  ^'^^^""^  '^^^'"^ 

Code   *     School    Name  ^     ,  ,  ,  — 


Bridgeville 


Clayton 
Delaware   City 
Dover 


Felton 

Frankford 
Frederica 
Georgetown 

Greenwood 
Harrington 

Hartly 

Houston 

Middletown 


Mil  ford 


1  Bridgeville  EL 

2  Woodbridge  HS 
1  Woodbridge  JHS 

1  Clayton  EL 

2  Delaware  City  EL 

1  Etover  Central  Middle 

2  Dover  HS 

2  East  Dover  EL 

2  Fairview  EL 

2  South  Dover  EL 

2  Towne  Point  EL 

2  West  Dover  EL 

2  William  Henry  Middle 

2  Lake  Forest  HS 

1  Lake  Forest  North  EL 

1  Frankford  EL 

2  Lake  Forest  East  EL 
2  Georgetown  EL 

2  Sussex  Central  EL 

1  Greenwood  EL 

1  Lake  Forest  South 

2  W.T.  Chlpman  JHS 
2  Hartly  EL 

1  Morris/West  EL 

2  Middletown  HS 

1  Redding  Middle 

2  Silver  Lake  EL 
1  Benjamin  Eanneker 

1  Lulu  M.  Ross  EL 

2  Milford  HS 
1  Milford  Middle 


EL 


Mlllsboro 
New  Castle 


Ocean  View 

Odessa 

Seaford 


Selbyville 

Smyrna 


'iownsend 
Wilmington 


EL 


2   East  Millsboro  EL 
2   Sussex  Central  JHS 

1  Colwyck  EL 

2  De  La  Warr  HS 

1   Harry  0.  Eisenberg  JHS 
1   Mlnquadale  EL 

1  Rose  Hill  EL 

2  Lord  Baltimore  EL 
2   Odessa  EL 

2   Frederick  Douglass  Intermediate 

2   Seaford  Central  EL 

2   Seaford  Central  JHS 

2   Seaford  HS 

2   West  Seaford  EL 

1  Phillip    Showell    EL 

2  Selbyville  Middle 
2        Smyrna   EL 

2        Smyrna   hS 

2        Smyrna  Middle 

Smyrna    North    EL 

Townsend    LL 

Bancroft  Middle 

Cool   Sprinps    EL 

Drew-Plye   EL 

Uunleith    5-6 

hlbert-Palmer   EL 

George  Gray   EL 

Lore    EL 

Martin  Luther   King,    Jr.    tL 

Stubbs    EL 

Williams   EL 


Code  1  -  Sr"- 
Code  :  -  :' 
Code    3    -    Sc^ 


\T7i^~7^{7('~t77Ti^'~^    Sar  tonal    -)«-fense    and   National   Direct   Student   Loan   cancel 
■s    dfsl^nated    tor    Vatlonal    Def^n-ie    St  idenr    tonr.   cancellation   benefits  only 
15    designated    for   National    Direct    St^deat    Loan   cancellation  benefits   only 


laricn    benefits 
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DISTRICT  OF  COLUMBIA 


List  of  Schools  Deter«ined  to  have  High  Concentrations  of  Students  fr«a 
For  Kational  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 

Location  C-?de  *   School  Hame 


Low-Income  Faailies 

the  1976-77  *nd  1977-78  School  Years 


Location 


Code  •  School  Hame 


'.'ashington,    D.    C. 


J 
3 
1 
1 
1 
1 
2 
3 
3 
1 
1 
1 
3 
I 
1 
1 
1 
3 

3 
1 
1 
3 
2 
•I 


Adams    EL 
Alton   EL 

Amidon-Bowen-Syphax   EL 
Anacostla   HS 
Ballou   HS 
Bancroft    EL 
Banneker    JHS 
Bell    Vocational   HS 
Elrney    EL 
Blow-Pierce   EL 
Browne    JHS 
Eruce-Monroe    EL 
Eryan   EL 
B'vichanan   EL 
Eundv   EL 

Eurdick    Vocational    HS 
Eurrville    EL 
Cardozo    RS 
Carver   EL 

Char-.berlaln    Vocational    HS 
Cleveland    EL 
Congress   Heights   EL 
K.D.    Cooke    EL 
J , ? .    C  ook 

I.e.    Street   Acadeiiiy  HS 
Etoiiglas    JHS 
reaper    EL 
r>rew   EL 
Dunbar    HS 
Eastern  HS 
Ecklr-.gten   EL 
EJnonds-Peabody   EL 
Eliot    THS 
ET^er^-   Fl, 
Evar.s    JHS 

For    Love   of  Children    (ungraded) 
Francis    JHS 
Friendship   EL 
Cage    EL 
Garfield   EL 
'.arnet-Patterson  JHS 
Garrison   EL 
Gibbs    El 
Ciddings    EL 
Coding   EL 
Green   EL 
Grimke   EL 
Hamilton   JHS 
Harris    EL 
Harrison   EL 
Hart   JHS 
Hendley  EL 
Hine  JHS 

Holy   Comforter    1-8 
Holy  Name    1-8 
Holy   Redeemer    1-8 
Houston  EL 

Immaculate    Conception   1-6 
Jefferson   JHS 
Johnson   JHS 
Kenilworth   EL 
Ketcharr   EL 
Kingsman   EL 
Kramer    JHS 
Langdon   EL 
Langston-Slater   EL 
l^nox    EL 
Levis    EL 
Lincoln    JHS 
Loca--    KL 


Washington,    !>.    C. 


Lorton,   Virginia 
(D.C.    Department 

of   Corrections) 
Occoquan,   Virginia 
(D.C.    Department 

of  Corrections) 


■K-8 


Loveloy  EL 

Ui low- Taylor  EL 

n-,:rolrr   X    EL 

H.  CrOgney  EL 

>rr!tt    EL 

■^vpr    EL 

Miller    JHS 

Miner  EL 

>tontgoroery  EL 

H  rf:a-    F! 

■•i-tfn   TL 

M.-tt    F.L 

H,ihar3T;ad  University   of    Islam  #<• 

Na'.le    EL  ^'^^ 

N 1  -  h    1 s   Avenue   EL 

'Vr    ;.ady   of   Perpetual   Help  K-6 

PorV    View   EL 

Payne    EL 

Phelps  Vocational  HS 

Plumner  EL 

Randall  JHS 

Raymond  EL 

Richardson  EL 

Roper  JHS 

Ross  EL 

St.  Cecelia  HS  9-12 

St.  Martin  K-8 

S.S.  Paul  and  Augustine 

St.   Peter     1-8 

Savoy    EL 

Seaton  EL 

Shadd   EL 

Stiaw   JHS 

Sinittons   EL 

Simon  EL 

Sixteenth  &  Butler  EL 

Slowe   EL 

Smothers   EL 

Splngarn  HS 

Stanton  EL 

Stevens   EL 

?ti:art    JHS 

Terrell    JHS   _ 

Thomas    FI. 

Thor-.son    EL 

Txit:man   EL 

Turner   EL 

■^.-ler    F: 

Var,    Net  J-    EL 

Walker-Jones   EL 

Washington  Highland  EL 

Washington  Urban   League   Preparatory  and 

1  Lx    Street   Academy  HS 
y_.\.    Washington  Vocational   HS 
-at  V  ins    EL 
Weatherless    EL 
-e:  :     EL 
„-  (-..tley  EL 
-ilsjn  EL 
Woodson  RS 
Woodson  JHS 
Young   EL 
Youth  Center   #1    (HS) 

Youth  Center  i'2    (HS) 


*   Code    1    -    Schools    designated    for    both    National    Defease  ^   National    Direct    Student    Loar^.    ca.cenatton    ben,. 
Code   2    -    School,   designated    for   Rational    Defen.e   Stu<«.t   U>ao  cancellation    l>eneflt.    orlv 
Code    3    -    Schools    designated    for   Kational    Direct    Stu«ieot    Loao  cancellatloa   benefit!    onlv 
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FLORIDA 


r^or  National  Defense  S 


L-'cati-- 


Code  •   School  Name 


Alachua 

Alford 

Anthony 
Apalachicola 
Alturas 
Apopka 


Archer 
Arcadia 


Atlantic  Beach 
Auburndale 

Avon  Park 

Babson  Park 

Baldwin 

Bartow 


Belle  Glade 


Blountstown 
Boca  Raton 
Bonifay 


Bonita  Springs 
Bos  tick 
Bowling  Green 
Boy n ton  Beach 
Bradenton 

Branford 
Brooksvi  He 


Bunne 1 1 
Bushnell 

Campbelton 
Canal  Point 

Cantonment 

Cape  Coral 
Center  Hill 
Century 

Chai.-es 
Chandler 
Chiefland 
Chipley 

Citia 

Clearwater 

Clewibton 


St  of  Schools  Determined  to  have  High  Concentrations  of  Student 
udent  Loan  and  Hatiqnal  Direct  Student  Loan  Cancellation  Benefi 


s  from  Low-Income  Families 

ts  for  the  1976-77  and  1977-78  School  Years 


Location 


Code 


School  Name 


Alachua  Elementary 

Mefcane  Middle 

Alford  El 

Santa  Fe  High  School 

Anthony  El 

Apalachicola  HS 

Chapman  EL 

Apopka  HS 

Lovell  EL 

Wheatley  El 

Archer  EL 

DeSoto  Correctional  Institution 

DeSoto  Start  Center 

West  Elementary  EL 

Atlantic  Beach  EL 

Auburndale  Central  EL 

Auburndale  JHS 

Avon  Park  EL 

Avon  Park  Middle 

Babson  Park  EL 

Mamie  A.  Jones  EL 

Bartow  JHS 

Bartow  Middle 

Bartow   Elementary 

Floral    Avenue    Elementary 

Gibbons  Street  EL     ■ 

Go  If  view  7 

Belle  Glade  EL 

Glade  View  EL 

Glades  Ce-t-al 

Go V e  EL 

Lakeshore  EL 

Lakeshore  JHS 

Blountstown  EL 

Boca  Raton  Middle 

Bethlehem  US 

Boni  fay  EL 

Hillscrest  Ungraded 

Holmes  County  HS 

Bostick  EL 

Bowling  Green  EL 

Poinciana    Elementary 

Manatee  EL 

Manatee  HS 

Branford  HS 

Brooksville  K  •         ^ 

Brooksville  Primary 

Hernando   HS 

Northside  EL 

Shady  Hills  EL 

Bunnell  EL 
Flagler-Palm  Coast  HS 

Bushnoll  FL 

Sunter  Correctional  Institution 

Grace vil le  HS 

Canal  Point  EL 

Jim  Allen  EL 

Molino  EL 

Ranson  Middle 

Caloosa  Middle 

Center  Hill    EL 

Carvel,   G.W.   Middle 

Century  EL 

Cnaires  EL 

Lake  Ueir  HS 

Chiefland  EL 

Roi/lhack   Midd'e 

S'^itn,    <.".    L;. 

Norti   Marion   "iddle 

Sd^Cy   Lane  tL 

Clew  IS  ton   EL 

Harlem  Academy  K 


Cocoa 


Coleman 
Coral  Gables 

Cotton dale 
Crawfordville 
Crescent  City 

Crestview 
Cross  City 


Crystal   River 
Dade  City 


Dania 

Davenport 
Daytona  Beach 
Oaytona  Beach 


Oeerfield  Beach 


DeFuniak  Springs 
Del  ray  Beach 


Dover 

Dundee 

Ounnellon 

East  Point 
Eaton vi lie 
Ellington 
Eloise 
Fellsmore 
Femandina  Beach 
Ft.   Lauderdale 


Clearlake  Middle 

Pineda  EL 

Pamett  Middle 

Saturn  EL 

Coleman  EL 

Coral   Galbes  HS 

Ponce  De  Leon  JHS 

Cottondale  K-12 

Wakulla  HS 

Cresent  City  Community  Ek 

Cresent  City  Jr.-Sr.   High 

Northwood  EL 

Anderson,   James  EL 

Cross   City  Correctional 

Dixie  County  HS 

Crystal   River  EL 

Lacoochee  EL 

Pasco  Comprehensive 

Pasco  EL 

Pasco  JHS 

Moore-Mickens   Middle 

Rodney  B.   Cox  EL 
Collins  EL 
Olson  Middle 
Davenport  EL 
Bonner  EL 
Longstreet  EL 
Campbell  Center  JHS 
North  Ridgewood  EL 
T.T.   Small   EL 
Westride  EL 
Deerfield  Beach  EL 
Deerfield  Beach  HS 
Peerfield  Beach  Middle 
Deerfield  Park  EL 
Maude  Sanders  EL 
Cavier  Middle 
Hagen  Road  EL 
'Pine    Grove   El 

Dover  EL 
Dundee  El 
Dunne  lion  EL 
Dunnellon  Middle 
Eastpoint  El 
Hunteford  EL 
Blackburn  EL 
Snivley,  J.   EL 
Fellsmore  K-6 
Ft.   Clinch  Start  Center 
Bennette  EL 
Broward  Estates  EL 
C.A.  Moore  EL 
Dillard  EL 
Dillard  HS 
Edgewood  EL 
Everglades  Middle 
Ft.   Lauderdale  HS 
Hartt  EL 
Larkdale  EL 
Lauderdale  Manors  EL 
Lauderhill  Middle 
Lincoln  Park  EL 
New  River  Middle 
North  Fork  EL 
North  Side  EL 
Northeast  HS 
Parlojay   Kiddle 

Rickards  Middle 

Riverland  EL 

Rogers  Middle 

Sabal  PalmtL 
2        Stranahan  HS 
1  Stephen   roster  EL 


*   Code    1    -    Schools    designated    for   both   national    Defense    and   National   Direct 
Code    2    -    Schools    designated    for   National    Defense    Student    Loan   cancellatlor 

Code    3    -    Schools    designated    for   National    Direct    Stjd?-->:    L.jgn   cancellatloti 


Student  Loan  cancellation   benefits 

S^ne  f 1 ^  5    only 
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List  of  School's  Determined  to  have  Hieh 
For  Kational  Pefense  gtudent  Loan  and  Tlational  Direct  Studen 

Location Code  *   School  iiame ___ 

Ft.  Lauderdale  (Cont'd) 

Sun'OTo  Park  EL' 
~?un;ot   iTLementary 

S4i;irisf  Middle 

Walker  ZL 

Westwood  Heights  EL 

Wilton  Manors  EL 
Fort  ftcCoy  1  Ft.  HcCoy  EL 

Ft.  Myers  3  Baysbore  EL 

Cypress  Lake  Middle 

OMnbai    EL 

Dunbar  Kiddle 

Edison  Park  EL 

Heights  EL 

J.   English  EL 

Lee  Middle 

Mictiigen  EL 

Grange  River  EL 

Orangewood  EL 

Riverdale  HS 

Riverside  School 

St.  Francis  Xavier 

TiCc  I!;e-.ent6ry 

Villas  EL 
Ft.   Pierce  1  Fairlaen  EL 

Ft.   Pierce  Central 

ft.  Pierce  EL 

Garden  City  EL 

Lawni^od  EL 

Lincoln  Park  School   9 

McCarthy,   D.   Middle 

K^ans  Court  il 

Moore,  C.A.,  EL 

St.  Lucie  County  Youth  Hall 

St.  Lucie  Middle 

St.  L-ucie  School 

Sweet,   F.K.,  EL 

Ft.  White  EL 

Frostproof  El 

Putnum  Start  Center 

Buchholz  HS 
3  Eastside  High 

2  Ft.   Clark  Middle 

2  Gainesville  HS 

l-toward  W.   Bishop  Kiddle 

Lake  forest  EL 

I  ircoln  Middle 

orairie  View  EL 
liestwood  Middle 
Williams  EL 
Indian  River  Middle 
Tate  HS 
Graceville  HS 
Popular  Springs  K-12 
Grand  Ridge  K-12 
Green  Acres  EL 
tie.-inett    txementary 

Green  Cove  Springs  Middle 
Greensboro  HS 
Greenville  HS 
Greenville  Middle 
Greenville  Primary 
Gretna  EL 
Davis  EL 
Groveland  High 
Gulfport  EL 
Alta  Vista  El 
Bethune  EL 
Bethune  Middle 
Eastside  EL 
Haines  City  JHS 
Haines   City  SHS 


Concentrations   of   BtudentF    fr-on 
t  ix>aji  Cancellation  Benefits   ft-r 

Code  * 


L>w-Inca«ie  FMiilies 

the  1976-77  and  1977-76  Sebool  Te»rg 


jjocati^i: 


School   Haae 


Ft.   White 
Frostproof 
Frui  tland 
Gainesville 


Hal landala 

Hampton 
Hastings 

Havana 


Hawthorne 
Hialeah 
High  Springs 
Holly  Hill 

Hollywood 


Holt 
Homestead 


Hudson 

Irpokalee 


Indiantown 

Interlachen 

Inverness 
Jacksonville 


Gifford 

Gonzalez 

Graceville 

Grand  Ridge 
Green  Acres  City 
Green  Cove  Springs 

Greensboro 
Greenville 


Grenta 
Groveland 


Gulfport 
Haines  Cfiy 


Hal landale  tL 
Hallandale  Middle 
Hoore,   C.A.,   K 
Hastings  EL 
Hastings  Jr-Sr  HS 
Havana  HS 
Havana  Middle 
St.   Johns   EL 
Hawthorne  High 
Shell  El 

Filer,   Henry  H.   JHS 
Hialeah-Kiami    Lakes  HS 
High  Springs  EL 
Spring  Hill  Middle 
Holly  Hill  EL 
Holly  Hill    JHS 
Try  Center 
Walter  A.   Hurst  EL 
Apollo  Middle 
Attucks  Middle 
Bethune  EL 
Colbert  EL 

Hollywood  Central  EL 
Hollywood  Hills  HS 
Lake  Forest  EL 

HcNicol  Middle 

Avacoda  EL 

A.L.   Lewis 

Leisure  City  EL 

Hudson  EL 

Imrno^alee  HS 

lorokalee  Kiddle 

Pinecrest  Pre-K  -  K 

Indiantown  Middle 

Warfield  EL 

irter"achen  Conmunity  EL 

inter lachet  HS 

Inverness  Middle 

Arlington  Heights  EL 

Axson,   J.   Al len  EL 

bayview  EL 

Bcal,   B.    EL 

Bethune,  M.M.   EL 

Biltacre  EL 

Brentwood  EL 

Brook  view  EL 

browr ,   R.L.   EL 

E„tkr.  E.J.   7 

Carver,  G.W.    EL 

Culver,   L.M.    EL 

ijaniels,   R.V.    EL 

r ■ nsmore  EL 

Douglas  Anderson 

Duport,  A.I.   JHS 

Fletcher,  D.  JHS 

Forest  Hill  EL 

Garden  City  EL 

Gilbert,  M.W.  7 

Gorrie,  John  JHS 

Grand  Park  Ungraded 

Gregory  Drive  EL 

Hardor  View  EL 

Highlands  EL 

Highlands  Jr.  High 

Hull,  S.A.  EL 

Hyde  Grove  EL 

i-;>-dp  Perk  a 

Jdcson.    ft.    HS 
Jefttrson   Davis  JH 
Jefferson  7  EL 
west  Jacksonville  EL 
Jacksonville  Heights  EL 


Code  1  -  Schools  designated  for  both  National 
Code  2  -  Schools  designated  for  National  Defe 
Code    3    -    Sci'ocls    designated    for   National    Dire 


Defense    and   National    Direct    Student    Loar.   cancellation   benef 
nse    Stiident    Loan   cancellation   benefits   only 
Student    Loan   cancellation   benefits    orly 
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FLORIDA 


List  of  Schools  Determined  to  have  High 
For  National  Defense  Student  Loan  and  NationaJ.  Direct  Student 


Concentrations  of  Students  from 
Loan  Cancellation  Benefits  for 


Location 


Code  *   School  Name 


Loc  at  ion 


Low-Income  Families 

the  1976-77  and  1977-78  School  Years 


Code  *   School  Hame 


JACKSONVILLE    (Cont'd) 


Jasper 

Jennings 
Lake  Butler 

Lake  City 


Lakeland 


Kirby-Smith  JHS 
Lackawana  EL 
Lake  Forest  EL 
Lake  Shore  JHS 
London  JHS 
Livingston,  S.P.   EL 
Long  Beach  EL 
Love  Grove  EL 
Love,   John  EL 
Moncrief  EL 
Morgan ,   E .A ,    EL 
Morse  Ave.    EL 
North  Shore  EL 
Northweastern  JHS 
,  Norwood  EL 
Oak   Hill  £L 
Oakland  UNG. 
Oceanway 
Palm  Avenue  Ung. 
Paxon  JHS 
Paxon  Sr.   High 
Payne,  R.E.   EL 
Pickett  EL 
Pinestate  EL 

Pine   Estates    Elementary 
San   Mateo   Elementary 
Upson,    R.N.    Elementary 

Raines,  W.   HS 

Romana  EL 

Reynolds  Lane  EL 

Ribault  JHS 

Ribault  HS 

Riverside  Central   EL 

Rutherford,  M.  EL  ^ 

Ruth  N.  Upson 

Sandalwood  JHS 

Scott,  S.   EL 

Sheffield,  J.S.  EL 

Sherwood  Forest  EL 

Southride  Estates  EL 

Southside  JHS 

Spring  Park  EL 

Stanton  HS 

Stuart,  J.E.B.  JHS 

Timucuan  EL 

Tobbert,  S.E.  6 

Windy  Hill  EL 

Woodland  Acres  EL 

Woodson,  C.G.  EL 
Central  Hamilton  EL 
Hamilton  Middle 
North  Hamilton  EL 
Lake  Butler  EL 
Lake  Butler  Middle 
Columbia  HS 
Eastside  EL 
Five  Points  EL 
Kindergarten  Center 
Lake  City  JHS 
K'e'rcse  EL 
Sunr',}r5  tl 
Central  A-e-^ue  EL 
Conbee  EL 
Jeiie  'een  EL 
Jo 'in  E  .  Cox  EL 

Laieland  J-iS 
Lake' and  HS 
Lincoln  Avenue  EL 
Roche  1  ^e  E 


JHS 


tjT  '>  c  r  -^  ■' 


Lake  Placid 
Lake  Wales 


Lake  Worth 


Largo 


Lauderdale  Lakes 

Lawtey 
Leesburg 

Live  Oak 


Lowell 

Laxzhatchee 

Lutz 

Lynn  Haven 

Macclenny 

Maderia  Beach 

Madison 


Malone 

Mango 

Marco   Island 

Margate 

Marianna 


Mascotte 

Mattacha  Station 
Mai bourne 
Melrose 
Mi  ami 


Lake  Placid  EL 
Hillcrest  Primary 
Janie  Howard  Wilson  EL 
Lake  Wales  JHS 
Lake  Wales  HS 
Polk  Avenue  EL 
Roosevelt  Pre-K  -  7 
Spook  Hill   EL 
Lake  Worth  HS 
North  Grade  EL 
South  Grade  EL 
Bardnxjor  EL  , 

Largo  Middle 
Starkey  EL 
Anderson  Boyd  H.   HS 
Lauderdale  Lakes  Middle 
Lawtey  EL 
Leesburg  HS 
Treadway  EL 
Suwannee  EL 
Suwannee  HS 
Suwannee  Middle 
Suwannee  Primary 
Lowell   Correctional    Institution 
West  Gate  Elementary 
Mort  EL 

Lucille  Moore  EL 
Macclenny  EL 
Maderia  Beach  Middle 
Madison  HS 
Madison  Middle 
Madison  Primary  EL 
Malone  K-12 
Mango  EL 

Tommie  Barf i eld  EL 
Margate  Middle 
Dozier  School   for  Boys 
Golson,   F.M.   EL 
.-Hope  School   UNG. 
Marianna  High 
Marianna  Middle 
Riverside  EL 
Mascotte  EL 
Midway  EL 
Pine  Island  EL 
Stone  Middle 
Melrose  EL   — - 
Allapattah  EL 
Buena  Vista  K-3 
Carribean  EL 
Citrus  Grove  EL 
Con stock  EL 
Drew  EL 
Douglas  EL 
Dunbar  EL 

Earlington  Heights  EL 
Edison   Park   El 
Evans  L.C.   EL 
Floral  Heights  EL 
Gesu  School 
Holmes  El    -^         •   • 
Little    River  El' 
Liberty  City  EL 
Miami   Park 
Naranja  EL 
Olinda  El 
Orchard  Villa  EL 
Pharr.  K.  EL 
Pine  Villa 
Poinciana  Park  EL 

Redland  EL 

Riverside  EL 


Code  1  -  Schools  deslf?n«ted  for  both  r*atton«l  Defe 
Code  2  -  Schools  designated  for  National  !>fense  S 
Code    3    -    SchooU    designated    for   National    Direct    St 


nse    and   National   Direct   Student 
tjdent    Loan  cancellation  benefit 
jdent     Loan    c ancellatlOO    benefits 


Loan    cancellation    benefits 

S   on  1  V 
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NOTICES 


2VU1 


FLORIDA 


for  Hational  Defense 


List  of 
Student 


Schools  Determined  to  have 
Loan  and  Bational  Direct  St 


High  Concentrations  of  Students   froB 
udent   Loan  Cancellation  Bejiefit.s   for 


Low-IncivBe  Faniilies 

the  1976-77  *nd  1977-76  School  Year?  " 


L,-^cation 


Code  •   School  Name 


L--cat,i-n 


Cole   *      School    Kanie 


MIAMI      (Cont'd) 


Miami  Beach 
Miami   Springs 

Milton 

Minneola 

Monticello 


Moore  Haven 
Naples 


Newberry. 

Now  Port  Richey 


New  Smyrna 

Nocatee 

North  Miami 
North  Pinellas 
Park 

Oak  Hill 
Ocala 


2 
1 
2 
1 

2 
2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

3 

2 

1 

2 

2 

2 

2 

2 

3 

2 

2 

2 

2 

2 

2 


Shenandoah  El 
West  Dunbar  £L 
West  little  River  EL 
Wheatley,  P.   El 
ELEMENTflRY  A-^D  SECONIDftRY 
AUapattah  JHS 
Miami   Edison  Middle 

SECONDARY 
Cutler  Ridge  JHS 
Drew,   C.R.  "3HS 
Kinloch  JHS 
Lee,   Robert  E.   JHS 
Madison  JHS 
Mann  JHS 
Mays  JHS 

Miami   Carol   City  HS 
Miami   Central   HS 
Miami   Edison  HS 
Miami   Jackson  SH 
Miami   Killian  HS 
Mi.imi  Northwestern  HS 
Miami    Paliiiettu  HS 
Miami   Senior  HS 
North  Dade  JHS 
North  Miami   Beach  SR-JR 
Richmond  Heights  JHS 
Shenandoah  JHS 
South  Dade  SH 
South  Miami   Sr.   HS 
Miami   Beach  HS 
Miami   Springs  JHS 
Miami   Springs  Sr.  HS 
Oakhurst  EL 
Minneola  EL 
Hov.'ard  Middle 
Jefferson  County  EL 
Jefferson  County  HS  »■ 
Moore  Haven  EL 
East  Naples  Middle 
Highlands  EL 
Lake  Trafford  EL 
Pinecrest  K 
I4ewberry  EL 
Newberry  Jr.  Sr.   HS 
Ahclote  El 
bryonet  "ornt  JliS 

Cypress  EL 
Gulf  JHS 
Northwest  EL 
Richey  EL 
Faulkner  St.   El  1 
Read-Patillo  EL 
Nocatee  EL 


2 
3 

I 
3 
3 

1 
1 
1 


3 
3 

1 

1 

1 

1 

2 

2 

1 

1 

1 

1 

1 

2 

2- 


North  Miami   Sr.   HS 

Pinellas  Central   EL 
Skyview  EL 
Burns -Oak  Hill   EL 
College  Park  Primary  EL 
Fellowship 

Fesseiider  EL  -  Middle 
'  Forrest  HS 
Fort  King  Middle 
Howard  Upper  EL 
Hoivard  Middle 
Madison  Sr.   -  Primary  EL 
K.H.   Jones  Upper  EL 
Ocala  Grils  School 
Ocala  Middle 
Vanguard  HS 


Okeechobee 


Old  Town 
OrUndo 


Oniond  Beach 

Osteon 
Pahokee 


Palatka 
Palatka 


Palm  Bay 
Palm  Beach 
Gardens 
Palm  Springs 
Palmetto 
Panama  City 


Paxton 
Pensacola 


1     Okeechobee  EL 

1      Okeechobee  JHS 

1     Okeechobee  School  for  Boys 

1      Okeechobee  Primary  EL 

1  Okeechobee  South  EL 
\  Old  Town  EL 

2  Carver  JHS 

3  Columbia  EL 
)  Dolaney  EL 

1  FVrn  Creek  EL 

1  Grand  Avenue  EL 

1  Hillcrest  EL 

2  Howard  JHS 

1     Ivcy  Lane  EL 

3  Lake  Como  El 
3     Dak  Hill  EL 

1  Crla  Vista  EL 
3  Pine  Hills  EL 
3     Pineloch  EL 

2  Rabinswood  JHS 

3  Tdngelo  Park  EL 

2  Union  Park  JHS 

3  Ormond  Beach  EL 
3     Osceola  EL 

1     Osteen  EL 

1  East  Lake  Middle 

1  Pahokee  EL 

1  Pahokee  Jr.-Sr.   HS 

1  Browing-Pearce  EL 

1  Long,  J. A.  EL 

3     Palatka  Central  HS 

2  Palatka  Kiddle 

2  Palatka   South  HS 

1  Silver  Lake  Conmunity  EL 

2  Palm  Bay  EL 

2  A.L.  Watkins  JHS 

2  Palm  Beach  Gardens  HS 

2  Kirklane  EL 

T  Tillman  EL 

2  A.C.   Mosely 

2  Bay  High  HS 

1  Cedar  Grove  EL 

1  Everitt  JHS 

2  Jinks  JHS 
2  Mowat  JHS 

2  Rosenwald  JHS 

2  Rutherford  HS 

Southport  EL 

Springfiled  EL 

Belleview  Middle 

Bbbb,   Spencer  EL 

Blount,  A.W.  Middle 

Brentwood  EL 

Brentwood  Middle 

Brown-Barge  EL 

Browasville  Middle 

C.A.  Weis  EL 

Clubbs,  A.V.  Middle 

Cook,  M.B.  EL 

OeVaughn  EL 

Dixon  EL 

Gibson  EL 

Hallmark  EL 

HcMillan  EL 

O.d.   Sensmer  EL 

Olive  EL 

Pensacola  HS 

Petree  Special  Education 

Pine  Meadows  EL 

Washington  Sr.  HS 

Medgewood  Middle 

Woodhan  HS 


/ 


*  Code    1    -    Schools    desienatec    tor    both    National    Defense    and    National    Direct    Student    Loan    cancel  Vat  lorriieneritT 
Code    2    -    Schools    designated    for    National    Defense    Student    Loan    cancellation    benefits    onlv 
Code    3    -    Schools    designated    for   National    Direct    Student    Loan   cancellation   benefit!   onlv 
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NOTICES 


FLORIDA 


List  of 
ror  National  Defense  Student 


Location 


Code  • 


Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 

Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

School  Name  Location         Code  *  School  Name 


Pensacola  (Cont'd) 

Pe  rry 

Preison 
Pinellas  ^'a^k 


Plantdtion 
Plant  City 

Pompane  Beach 


Ponce  DeLeon 
Quincy 


Raiford 
Reddick 

Ri verview 


Riveria  Beach 

Ruskin 

St.   Ajgustine 


St.    Petersburg 


2 
2 
2 
2 
1 
3 
2 
3 
2 
3 
1 
1 
1 
1 
1 
1 

1 
3 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 
3 
3 

3 

3 

3 

3 

1 

1 

2 

1 

3 

? 

3 

1 

1 

2 

2 

1 

1 

2 

1 

2 

3 

3 

2 

1 

? 

1 

1 
2 

3 


Yriestia  EL 

Young,  P.L.  EL 
Perry  Primary  EL 
Steinhatchee  EL 
Preison  EL 
Cross  Bayou  EL 
Pinellas  Park  EL 
Pinellas  Park  Middle 
Plantation  Middle 
Plantation  HS 
Plantation  HS 
Burney  EL 
Cork  EL 
Plant  City  HS 
Robinson  EL 
'Tom! in  JHS 
Turkey  Creek  JHS 
Blanche  Ely  K 
Charles  Drew  EL 
Cresthaven  EL 
Crystal  Lake  Middle 
Markham  EL 
Par.>^  Ridge  ZZ 

Pompano  beach  EL 

Pompano  Beach  Middle 

Pompano  Beach  HS 

Sanders  Park  EL 

Ponce  DeLeon  K-12 

Carter  Parramore  HS 

Greensboro  EL 

Havana  EL 

Monroe  EL 

Ouincy  JHS 

Shanks  HS 

Stewart  St.  EL 

Union  Correctional  Institution 

Collier  Primary  EL 

North  Marion  Upper  E/M 

East  Bay  HS 

Eisenhower  JHS 

Gibsonton  EL 

Riverview  EL 

J.F.  Kennedy  Middle 

Lincoln  EL 

Ruskin  EL 

Crookshank  EL 

E.  Homblen  EL 

Ketterlinus  JHS 

Mills   Creek  EL  Tampa 

Blanton   EL 
Boca  Ciega  HS 
Campbell   Park  EL 
Childs   Park  EL 
Dirrton  Middle 
Dixie  Hollins  HS 
Gibbs   HS 

mnaculate  Conception   Day  Care  Center 
Lakewood  EL 
Lakewood  HS 
Lealman  Avenue  EL 
lyr.ch   EL 

■■V' a  jowl  awn  Middle 
Mel  rose  EL 
Northeast  HS 
Perkins   EL 
Riveria  Middle 
Seventy-Fourth  Street  EL 
Seventeenth  Street  Middle 
Soutn  Side  Alt.   School 
f,*      Petersburg  HS 
.,'1 '  :^wood  tL 
Wood! awn    EL 


Sanioset 
Sanford 


Sarasota 


Sebring 

Seminole 

Si Iver  Springs 

Sneads 

South  Bay 

South  Da'ytona 
Sparr 

Starke 


Steinhatchee 
Stuart 
Sunwierfi  rid 
Sunrise 
Tallahassee 


Samoset  EL 
Grooms  9 
Goldsboro  EL 
Lakeview  Middle 
Midway  El 
Pine  Crest  EL 
Stanford  Grammar  EL 
Stanford  Middle 
Seminole  HS 
Souths ide  EL 
Booker  Bay  Haven  Campus 
Mcintosh  JHS 

Sarasota  County  Student  Center 
Sarasota  JHS 
Sebring  Middle 
Woodlawn  EL 
Seminole  EL 
East  Marion  EL 

Apalachee  Correctional  Institution 
Sneads  K-12 
Rosenwald  EL  _ 
South  Bay  EL 
South  Davtona  El. 
North  Marion  HS 
Sparr  EL 
Bradford  HS 
Bradford  Middle 
Florida  State  Prison 
Southside  EL 
Steinhatchee  EL 
2     Stuart  Middle 

1  Lake  Weir  Middle 

2  Horizon  EL 

2     Amos  P.  Godby  HS 
2     Augusta  Raa  Middle 

1  Bond  EL 

2  Elizabeth  Cobb 

2  Fairview  Middle 

1  Frank  R.  Nims  6-8 

3  Griffin  Middle 

2  James  Rickards  HS 

1  John  G.  Riley  EL  - 

2  Leon  HS 

1  Leon  Start  Center 

1  Leonard  Wesson  EL 

1  Oak  Ridge  EL 

1  Pineview  EL 

3  Walter  T,  Moore 

1  Alexander  EL 

3     Ballast  Point  EL 

2  Bellamy  EL 
2     Blake  7 

1  Broward  EL 

2  Buchanan  JHS 

2  Chamberlain  HS 

3  Chiaranioute  EL 
3  Citrus  Park  EL 

1  Cleveland  EL 

2  Clair  Mel  EL 

3  Crestwood  EL 
1     Cuesta  EL 

1     DeSoto  EL 
1     Dickerson  EL 
3     Dowdell  JHS 
1     Edison  El 
1     Foster  EL 
3     Franklin  7 

1     Gary  EL 
1     Graham  El 


*  Code  1 
Code  2 
Code  3 


School 
School 
5  c  ^  oc  1 


s  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefl 
5  desli^aated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 
5  designated  for  National  Dirfc-  st  idfnr  Loan  cancellation  benefits  only 
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NOTICES 


N''>i:? 


FLORIDA 


For  National  Defense 


Location 


List  of  Schools  Deterauned  to  have   High  Concentrations   of  Students   frora 
Student  Loan   and  national  Direct   Student   Loan   Caacellation  Benefits   for 

IjOC  at  i  on Code   * 


Code 


School   Name 


Low-Income  Families 
the   19T6-T7  and  1977-78  School  Years 
School   Same 


TAMPA      (Cont'd) 


Thomotosassa 
Titusville 

Trenton 

Umatilla 
Vernon 

Vero  Beach 


Wabasso 

Wauchula 


Wahneta 

Warrington 

Webster 

Weisdale 
West  Hollydale 


.      Greco  JHS 

Hillsborough  HS 
Hillsborough  Start  Center 
Jackson  Heights  EL 
Jefferson  HS 
Kenly  tlenentary 

Lavoy  Ung. 
Lee  EL 

Lockhart  EL  " 

Lois  EL 

McFarland  Park  EL 

Madison  JHS 

Mann  JHS 

Manhattan  EL 

Marshall  7 

McLane  JHS 

Meachan  EL 

Middleton  JHS 

Mitchell  EL 

Monroe  JHS 

Oakgrove  7 

Oak  Park  EL 

Orange  Grove  EL 

Palm  River 

Pierce  JHS 

1  Potter  Elementary  _ 

2  Robinson  HS 

3  Robles  EL 
Roosevelt  EL 
St.   Joseph's  K-8 
St.   Peter  Claver  Day  Care  Center 
Seminole  EL 
Shore  EL 
Sligh  JHS 

Suplhur  Springs  EL 
Tampa  Bay  Boulevard  EL 

2  Tampa  Bay  Vo-Tech  HS 

2  Twins  Lake  El 

S  Van  Buren  JHS 

Villa  Madonna  Academy 

Washington,  Booker  T.   7 

Washington,  G.   JHS 

Webbs  JHS 

West  Tampa  JHS 

Williams  EL 

Young  JHS 

Thonotasassa  El 

Brevard  Start  Center 

Whispering  Hills   EL 
Lancaster  Youth  Development  Center 
Trenton  K-12 
Un-,atilla  EL 
Vernon  EL 
Vernin  HS 
Clemons  EL 
Vero  Beach  JHS 
Vero  Beach  HS 
Douglas  EL 
Hardee  Middle 
Hardee  HS 
■  Wauchula  EL 
Warrington  Middle 
Wahneta  EL 
Warrington  EL 
South  Sumter  Middle 
Webster  EL 
Stanton  Primary  EL 
Carver  Ranches   EL 
Henry  D.   Perry  Middle 


West  Hollywood 
West  Palm  Beach 


Westville 

Wewahi  tchka 
White  Springs 
Whitehouse 
Wildwood 


Williston 
Wimauma 
Winter  Garden 

Winter  Haven 


Youngstown 
Zellwood 
ZoUo  Springs 


TTatkins  EL 

Jefferson  Davis  Middle 
Military  Trail   EL 
Pain  Views  EL 
Roosevelt  EL 
Roosevelt  JHS 
k(yni«brook  EL 
OarMngton  EL 
Prosperity  EL 
South  Har.il  ton  EL 
Whitehouse  EL 
Hildhood  EL 
Wildwood  Middle 
Wildwood  High 
Williston  Intermediate 
Winauna  EL 
Maxey  EL 
Tildenville  EL 
Brighman  EL 
Dension  JHS 
Gamer  EL 
Jefc'ell   EL 
Northeast  JHS 
ZelKood  EL 
Zolfo  EL 


*  Code  1  -  Schools  designated  for  both  ?)atlon»l  Defense  and  National  Direct  Student  L^a- 
Code  2  -  Schools  deslsiated  for  National  Defense  Student  Loan  cancellation  benefits  or- 
Code    3    -    Schools   designated    for   National    Mrect    Student   Loan   cancellation   benefits    o"l 


rancellatlon  benefits 
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NOTICES 


, For  National 


L.oration 


GEORPiIA 

List  of  Schools  Determined  to   have  High  Concentrations   of  Students   from  Low-Income  Families 
Defense  Student   Loan   and  National   Direct   Stnrtpnt   Loan  Cancellation  Benefits    for   the    1976-77   and   1977-78  Schcol   ^ears 
r„H^   »     School    n^T.e  Location  Code .  •      School   Name 


Allay 

Alamo 

Albany 


A  IlUd 

Alto 

Am  b  r  c  s  e 
Aaericus 


Ar  1  Ir  i^t  on 
AshOi.  r  :-. 


Athc-s 
At  la:^:a 


Co  ,    EL  , 


1  e    E  .    r-. 


EL 
EL 


EL 
EL 


JHS 


Montgomery 
Wheeler   Co. 
Wheeler    Co, 
Brosaan  ,    Han 
Carver   JHS 
Coachman    Pd  rk 
Dougherty    JHS 
Fllntside    EL 
Raiard    EL 
Highland    EL 
Isabella    EL 
Jackson    He  1^:^,1 
Lincoln    Hel^hi 
Madison    EL 
Monroe   HS 
River    Road    EL 
River    Road   JHS      ' 
Souths  Ide    JH^ 
Sylvandale    EX 
Bacon   Co.    EL 
Bacon    Co  .    JUS 
Alto    Educ  .    i    Eval 
Ga  .    Indus  .    InaC  . 
Ambrose    EL 
Cherokee    EL 
Eastvlev    EL 
Cobb,    Sarah 
Scaley   JHS 
Ca  Ihoun    Co 
Turner    Co  .    EL 
Turner    Co.    HS 
Turne  r    Co  -    EL  , 
Whitehead    Road    EL 
Anderson    Park    EL 
Archer    HS 

Atlanta    Youth    Dev  . 
Benteen    El. 
B«?thune    EI, 
Blair    Village    EL 
Blalock    tX 
Butler    EL 

Boyd    EL 
Catnpbell    El. 
Capitol    View    EL 
Carey    EI, 
Carter    El. 
Carver    HS 
Cleveland    EL 
Cook    EL 

Craddock    EI. 

Crogman    EL 

Dobbs    EL 

Drew    EX 

Dunbar    EL 

East    Atlanta    HS 

English    Avenje    EL 

English    Avenue    PRI 

Finch    EL 

Forrest    EL 

Foviler    El. 

Fulton    HS 

Gideons    EL 

Grant    Park 

Culce    EL 

Hardnett    T^ 

Ha  rper  ,    C  .    F  , 

Harris    EL 

Harwell    Road 

Hemdon,    A. 

Hill    EL 

Home    Park    El 

Hope  ,    John 

Hnward    HS 


rHS 


Atlanta   (Cont'd) 


Attapulgus 
Augusta 


PRI 


rX 


EL 


Bainbridge 

Baldwin 

Barnesvllle 

Baxley 


Blakely 


Bowman 

Broxton 

Brunswick 

Buerj  Vista 

Buford 
Butler 


Hubert    EL 

Jones,    Jerome    EL 

Jones ,    J.  M.    EL 

Jones  ,   M.   A, 

Kennedy,    John  MIDDLE 

King  MIDDLE 

Kirkwood    EL 

Long  MIDDLE 

Mayson  EL 

McGill    EL 

Oglethorpe    EL 

O'Keefe   MIDDLE 

Parks   MIDra,E 

Peeples   EL 

Perkerson  EL 

Pitts    EL 

Price  HS 

Pryor   EL 

Ragsdale   EL 

Reynolds   EL 

Robinson   EL 

»ask  EL 

S««tt    EL 

Slater   EL 

Slaton    EL 

Snith   HS 

Spring    EL 

Stanton,    3.    H.    EL 

Thoaaaville   Heights    EL 

Toomer  EL 

Village    of   St.    Joseph 

Walden  MIDDLE 

Wa  re    EI. 

Waters    EL 

Wesley    EI. 

WtfS  t    AZia:  --a    T^. 

Williams  ,    A.    :■.    EL 

Woodson    El 

Williams,   L.    E.    EL 

Augusta  Youth   Dev.    Ctr. 

Collins   EL 

Craig  EL 

Davidson   EL 

Houghton    EL 

Jenkins    EI 

Johnson,    A.    R.    JHS 

Josey  HS 

Lamar  EL 

Laney  HS 

Mllledge    EL 

Sand    Bar    Ferry    EL 

Sand   Bar   Ferry  JHS 

Tbbman  JHS 

Walker    EL 

White    EL 

Elcan-King   EL 

Baldwin   EL 

Barnesvllle   EL 

Lanar  Co.   HS 

Appling  Co.   HS 

Appling   Co.    JHS 

Baxley    EL 

Early  Co.   EL 

Early  Co.   JHS 

Ea  rl  y   Co  .      HS 

Bowman    EL 

Hayes  ,    Mary    E.    EL 

Burroughs-Mollet te    Ctr      El. 

Marion   Co.    EL 

Tri-County    HS 

Ga.    Tng,    &   Dev.    Ctr, 

Taylor   Co.    Boys'    EL,    JHS,    tiS 

Taylor   Co.    Girls'    EL,   JHS,    HS 


Code    1    -    Schools    designated    tor    both    National    Defense   and  National   Direct   Student  Loan   cancellation    benefits 
Code    2    -    Schools    designated    for    National    Defense    Student    Loan   cancellation  benefits   only 
Code    3    -    Schools   designated    for   National    Direct   Student    Loan  cancellation   benefits   only 
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NOTICES 


28315 


GEORGIA 


List  of  Schools  Determined  to  have  High 
For  National  Defense  Student  Loan  and  National  Direct  Student 


Concentrations  of  Students  from 
Loan  C-jincellation  Benefits  for 


Low- Income  Families 

the   19T6-7T   and   1977-78  School   Years 


Location 


School    Ke 


Location 


Schcxil    Name 


Byromvi  1  le 
Cairo 

Ca  I  vary 
Cami  1  la 

Cass  vi  I  le 

Cedartown 


Chatsworth 
Clarkes  vil le 


Clermont 
Cleveland 


Cochran 

College    Park 


Collins 
Columbus 


Concord 
Cordele 


Cornel ia 
Covington 
Crawfordville 
Cuthbert 

Da  1 1  on 


Darien 

Dawson 

Daw  8  on  VI  j  i? 
Decatur 
De mores t 


B>ro<Dville    EL 

Ca  1  ro    HS 

Washington  MIDDLE 

Beckbranch   Kdgn.    Ctr.    K 

Mitchell    Co.    EL 

Mitchell    Co.    HS 

Cass    HS 

Ca  t  -  .- 1  a    EX 

Benedict    EX 

Cedartovin   HS 

Cedartown   JHS 

College    St.    EL 

Northside    EX 

Purks    EL 

Westside    EL 

Chiatsworth    EL 

Clarkesville    EX 

North    Habersham  JHS 

Claxton    EL 

Claxton   HS 

Evans    Co.    JHS 

Clermont    EL 

Seventh   Day   Adventlst 

Whi  re   Co.    EL 

Vh.ite   Co.    HS 

Wh.lte    Co.    MIDDLE 

Cochran    EL 

Avery   EX 

Beavers    EL 

Thomas,    Eva   L,   HS 

Collins    JHS 

Carver   EL 

Columbus    JHS 

Da--.s    EL 

Fifth  Ave.    EL 

Fox  EL 

Muscogee   EL 

Rose   Hill    EL 

Talbotton   Road   JHS 

Thirtieth  Ave.    EL 

Waverly,    Terrace    EL 

Wood   EX 

Commerce    EL 

Cocanerce  MIDDLE 

Pike   Co.    JHS 

Blackshear  Trail   EL 
Clark,   A.   S.   EL 
O'Neal   EL 

Pate,   J.   S.   EL 

Southwestern  EL 

South  Habersham  JHS 

Ficquett,    E.   L,    EL 

Taliaferro  Co.    EL,   JHS,   HS 

Randolph    Comprehensive   HS 

Randolph   Co.    EL 

Antioch    EL 

Dug  Gap    EX 

Eastbrook  MIDDLE 

Eastside   EL 

Eulonia    EL 

Mcintosh   Co.    Academy  HS 

Sapelo   Island    EL 

Todd -Grant    EL 

Carver   EL 

Cooper,   Lillle   EL 

Terrell   Co.    HS 

Terrell    JHS 

Dawson  Co  .    EL 

Dawson  Co.    HS 

Decatur  HS 

Westchester   EL 

Demorest   EL 

Falrview   EL 


Devereux 
Dexter 

Bonaldsonville 
Douglas 


Dublin 


Dudley 
Easta  nolle 


Eastman 
East  Point 


Eatonton 


Edison 
Elberton 


Elko 

El la  vi  lie 

Ellijay 


Ephesus 
Eton 
Fargo 
Fitzgerald 


Flowery  Branch 
Folkston 

Forest  Park 
Forsyth 

Ft.  Gaines 
Ft.  Valley 


Franklin 


GabbettviUe 
Gainesville 


Garden  City 

Gay 

Geneva 


1  Southwest    EL 

1  Northwest   Laurens    Pri  .    EL 

2  Seminole      Oo.    KS 
2  Central    EL 

:  Coffee   Co.    HS 

;  Coffee    JHS 

1  East   Laurens    EL 

1  Last   Laurens    HS 

1  hast  Laurens    Pri.    EL 

2  Saxon   Heights   EL 

!  Southwest  Laurens  Pri 

i  West  Laurens  JHS 

1  West  Laurens  HS 


EL 


I 

Northwest   Laurens    EL 

i 

Northwest   Laurens    Pri 

1 

Eastanollee    EL 

1 

Stephens    Co.    HS 

Stephens   Co.    JHS 

2 

Eastman    EX 

T 

Cert  ra  1     !"..  -  f     'C 

I 

East    Point     tX 

1 

Quilllan    EL 

■y 

butler-Baker    EX 

-> 

Eatonton   Grammar    EX 

Putnam   Corr.    Inst. 

■^ 

Putnam  Co.    HS 

Calhoun   Co.    HS 

1 

beaverdam   EL 

I 

Blackwell    EL 

1 

Blackwell   JHS 

1 

Central    EL 

1^ 

Elbert   Co.    HS 

I 

Falling  Creek    EL 

3 

Stevens    EL 

1 

Southslde    EX 

Schley   Co.    EL 

1 

East   Ellijay   EL 

I 

Ellljay    EL 

1 

Gilmer  HS 

1 

Oakland    EL 

1 

Southwestern   EL 

3 

Ephesus    EX 

1 

Eton    EL 

1 

Fargo  EL 

1 

Fitigerald    EL 

1 

Fitzgerald    HS 

1 

Fitzgerald  JHS 

2 

flowery   Branch   O. 

2 

BeChune  MIDDLE 

2 

Folkston    EL 

2 

A«h   Street    EL 

1 

Hubbard    EX 

1 

Persons,    Mary   JHS,    HS 

2 

Clay  Co.    EL 

1 

Ft.    Valley  MIDDLE 

1 

Fourth  Grade   School 

2 

Hunt,    H.    A.    EL 

1 

Centralhatchee    EX 

1 

Heard  Co.    EL 

1 

Heard  Co.    HS 

2 

Center   EL 

1 

Candler   EL 

I 

East  Hall   HS 

1 

Gainesville  Mill    EL 

I 

Lyman  Hall    EL 

1 

Main  Street   EL 

1 

Miller   Park   EL 

2 

South   Hall    JHS 

1 

Tadmore    EX 

1 

White   Sulphur  EL 

1 

Chatham  Corr.    Inst. 

1 

McCrary   EL 

1 

South   Talbot    EL 

Cede  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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Student  Loan  and  national  Direct  Student 


Code 


School  Name 
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Code 
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the  1976-77  and  1977-78  School  Years 
School  Name 


Georgetown 

Gibson 

Glllsville 

Cirard 

Glennvi lie 


Clenwood 

Cough 

Greensboro 

Greenville 

Griffin 


Guy ton 
Hamilton 


HarJ-jlck 

Hawkins ville 
Hazlehurs t 

Hlr.i'iville 

Hoboken 
Hogansvllle 

Homer vl lie 


Ideal 

Jac  k  .<!  on 
Jasper 

Jefter sen 

Je  f  I  e  rsonvl 1 le 
Kings  land 
LaGrange 


Lakeland 


LeesS.rg 


Lexington 
Llthonla 

Louis vi lie 

Ludovilc  i 
Lumber   City 
Lumpkin 
Macon 


Quitman  Co.    EL 

Quitman   Co.    HS 
Glascock    Co  .    Cons 
Cl  11 9  vl  11  e    EL 
Ctrard    El. 
Glennvi  llo    HS 
Glennvtlle    MIDDLE 
Secklnger    Pri .    EL 
Wheeler   Co,    ^^DDLE 
Cough    EX 
Greensboro    EL 
Green    Co.    HS 
Greenvl  1  I  r?    EX 
Greenville    H.S 
Atkinson    EL 
Moore    EX 
Northside 
Guy ton    EL 
Karris    Co 
Harris    Co 


Macon    (Cont''' 


fX  , 


HS 


EL 


J'HS 
HS 


Mountain   Hill    EL 
Colony    Farm    Corr.    Inst. 
Georgia    Rt=habi  1 1  ta  t  ion    Ctr. 

lor    Woolen 
Puldskl    Co.    EL 
PuldSkl    Co  .    .MIDDLE 
Jeff    Davis    Co.    MIDDLE 

,i-  'o.     FL 

Hiawassee-Macedcti  la    El, 
Towns    Co.    HS 
Racon    Pri  .    EL 
Hinesvllle    MIDDLE 
Hoboken    El. 
Hogansvllle    EL 
Hogansvllle    HS 
Hogans ville    Pri.    EL 
Banks    Co.    EL,    HS 
Banks   Cc.    PRIM 
Hiicervi  He    EL 
Clinch    Co.    HS 
Clinch    Co.    JHS 
Ideal    Modem   EL 
Ga  .    Diag.    i   das'?      Ctr. 
Jasper    rX 
Plcken?    Co.    HS 
Jefferson    EL 
Jefferson    l-X.  ,    J^iS  ,    HS 


Je Jferson. 

1  1  1  e 

EL 

Kingsland 

a. 

Hillcrest 

EL 

Ros  emor  z    rX 

South   Side 

Pri 

EL 

Tdtun    EL 

Troup    H-S 

Troup    JHS 

Lanier    Co  . 

EL 

Lanier   Co. 

HS 

Lanier    Cc  . 

Pri 

.    EL 

Lee    Corr 

Inst 

Lee    Co .    EL 

Lee    Co.    HS 

Lee    Co.    Ip 

per 

EL 

Oglethorpe 

Co. 

EX 

r  ^of.eviK'W 

.^L 

Louisville 

Aca 

deir.v    EL 

Louisvil  le 

EL, 

JHS ,    HS 

Long   Co.    School    EL,    JHS,    HS 

Lumber    City    EL 

Lutrpkln    EL. 

Alexander  II  EL 

Appling,  P.  C.  JHS 

Ballard-'iudson    HS 

Banks  ,    Ada    J  .    EI. 


Madison 


Manor 

Marietta 


MarsKallville 
McRae 


Metter 


Mldville 

Midway 
Milan 

Mllledgevllle 
Millen 


Mllner 

Mineral  Bluff 
Monroe 
Montezuma 


Monticello 

Morgan 
Morven 
Moultrie 


Hountvllle 
Mt.  Vernon 

Nahunta 

Newnan 

Newton 
Nlcholls 
Norwood 
Ocilla 


2 
2 
2 
2 
2 
2 
1 
2 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 


Bruce,   Charles    EL 

Burdell,   M.  M.   EL 

Burke,   J.   W,    EL 

Butler,   Minnie   EL 

Catver,   G.  W.   EL 

Clisby ,  Joseph  EL 

Green  St.  EL 

Fort  Hawkins  EL 

Hamilton,  Eugenia  EL 

Macon  Youth  Dev.  Ctr. 

Hartley,   Matilda    EL 

Hughes ,   Dudley   HS 

Ingram,    B.    S.    EL 

A.L.    Miller   JHS 

Pye,   Maude    EL 

Stephens,    Pearl    EL 

Unionville    EX 

Williams,   L.    H.    EL 

Wlnship   EL 

Morgan   Co  .    EL  ,    JVS 

Morgan  Co.    HS 

Morgan  Co.    Pri  .    EX 

Manor  EL 

Lockheed  EL 

Marietta  JHS 

Marietta  HS 

Park  St.    EL 

Pine   Forest   EL 

Wright   St.    EL 

Lamson   Richardson  EL 

Central  MIDDLE 

McRae-Helena    EL 

Telfair  Co.    HS 

Workmore  EL 

Metter   EL 

Metter   HS 

Metter  Pri.    EL 

Dinkins,    S.    R.    EL 

Liberty   EL 

Milan  City  EL 

Milledgeville   Youth   Dev.    Ctr. 

Jenkins   Co.    KL,   JHS 

Jenkins   Co.    HS 

Jenkins   Co.    Pri      El 

Milner  MIDDLE 

Mineral    Bluff   EL 

Monroe   Area   HS 

Pouglass,    D.    F.    EL 

Douglass,    D.F.   HS 

Macon  Co.    Pri.    EL 

Macon  Co.    HS 

Jasper  Co.   HS 

Washington   Park   EL 

Singleton   EL 

Morven   EL 

Gray   EL 

Moultrie   JHS    8 

Moultrie   JHS  9 

Moultrie   HS 

Mount ville    EL 

Hontgomery   Correctional    Inst. 

Montgomery  Co.   HS 

Brantley  Co.    HS 

Nahunta    EL 

Brown,   Maggie   K 

East    Newnan    EL 

Baker   Co.    EL,    JHS  ,    HS 

NichoUs    EL,    JHS,    HS 

Norwood    EL 

Irwin  Co.    EL 

Irwin  Co.   HS 

Irwin  Co.    JHS 

Iiwln   Co.    Middle    EX 


•  Code    1    -    Scho    !s   desiznated    for   both   !Iatlonal    Defense    and   National   Direct   Student   Loan   cancellation    benefits 
Code    2    -    Schools   desli^nated    for   National    Dettfnse   St  ident    Loaf.    .  ancellation   benefits   only 
Code   3   -    Schools   designated    for   National    Direct    Student    Loan   caocellatloo  benefits   only 
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Low-Incone  Families 
the  1976-77  and  1977-76 


jhool  Years 


.'x:hool    fjane 


OdtoB 

Oglethorpe 
Palaet to 
Pa  vo 

Pel  ham 

Perry 


Pine  Mouptai 

Plains 
Preston 
(^i  Cman 


R£ids-, 


Rent! 

Reynolds 

Ra  c  h  1  a  nd 

Roberta 

Rochel le 
Roc'rJaart 


Rock    Springs 
Rijcky    Face 
Rome 


Sande  rs-.'i  1  le 

Sard  1 9 

S  a  va  n  ~a  h 


Smryna 
Social    Circle 

Soperton 

Sparta 


Stone   Mountain 
Summervi  He 
Surrency 


2 
2 
3 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
1 

^ 

2 
2 

2 

3 

1 

1 
1 


Wayne   Corr.    Inst. 
Macon   Co.    JHS 

Palmetto   EL 

Pavo    El- 
North    EL 
South    EX 
Kings    Chapel    EL 
Sew    Hope    EL 
Perry   Annex  EL 
Perry    EL 
Perry   HS 
Perrv    JHS 
T'lcker    EL 
Pine  Mt.    EL 
l.'estsiae    ZL  1 

Webster  Co.    O. 
Brooks    Co.    JHS 
C^ltman   EL 
Ga  State   Prison 
Reldsville    HS 
Tattnall    EL 
Southwest   Laurens    EL 
Reynolds    Boys'    EL 
Reynolds    Girls'    EL 
Richland    EL 
Stewart   Co.   JHS 
Crawford   Co.    EL 
Crawford   Co.    JHS,   HS 
Rochelle-Excelsior   EL 
Eastside    EL 
Euharlee    EL 
Goodyear   EL 
Rockmart   HS 
R.)ckmart   JHS 
Walker   Corr.    Inst. 
West    Side    EL 
Davis,   Anna   K.    EL 
East    Rome   JHS 
Main   EL 
McHenry    EL 
Southeast    EL 
West    Central    EX 
West    Rome    JHS 
Elder,    T.    J.    EL 

Elder.    T,    J.    JKS 

Sandersville    EX 

Cousins    EX 

Sardis-Girard-Alf xarder    KS 

Barnard    EL 

Ellis-Th.lrty-Eighth    EL 

Gadsden-Low    EL 

Heard-Anderson    EX 

Henry-J.   G.    Smith    EL 

Herty-Spencer   EL 

Hodge-Hesse    EX 

Howard-Hubert-Tybee    EL 

Port  Wentworth-Strong-Bartow  EL 

Ri  ley-Isle   of  Hope    EL 

rhunderbolt-37thStreet   EL 

White    Bluff -Florence   EL 

Whi tney-Penn.    Ave.    EL 

Windsor   Forest-Jackson   EL 

Hawthorne    EL 

Social   Circle    EL 

Social   Circle   HS 

Treutlen   EL 

Treutlen   HS 

Hancock   Central    EL 

Hancock   Central    HS 

Sparta    EX 

St,    Mt .    Corr.    Inst. 

Sunmerville    EX 

Fourth   District    EL 

Surrency   EL 


Swainsboro 

Sycamore 
Sylvan  la. 

Sylvester 


ta  ■.  botton 


Tate 
Tennillc 


Thomas  ton 
Thomasville 


Toe  c  oa 

Tyrone 
Unadi  1  la 

Union  Point 
Valdosta 


Vidalia 


Wadley 

Waresboro 
Warner  Robins 

Warrenton 

Wash! ngton 
W.5V,  rly    Hall 
Wayc  ross 


Waynf  sboro 


West  Point 

Woodbine 
Woodb-ory 
Wrens 


Zebulon 


1  Swainsboro   EL 

1  Swainsboro   PRI 

1  Turner   Co.    EL 

2  Central   MIDDLE 
2  Sylvania   EL 

2  Deariso  FL 

2  Holley.  J.  W.  JHS 

2  Sylvester  EL 

1  Central  EL 

1  .  Central  HS 

2  "  Tate  EL 

2  Crawford,  D.  D.  EL 

2  Tennille  EL 

;  N.  Thomas  ton  EL 

1  Balfour  EL 

3  Harper   1  - 

1  '^f;  ■    li3      JHS 

1  Mr  r  r ; ;  I  s    EL 

i  To.': .:  >a    EL 

3  T-.rore    EL 

1  Una  i-.Ws    EI. 

1  Unadi  1  '. a    C -.S  .    HS 

1  Union    Point    EX 

1  Ellis  .   Leila    EL 

1  Looax-Pinevale   EL 

1  L^iwndes    Corr.    Inst. 

I  Southeast    EL 
South   Str.    K 

1  Valdosta    HS 

1  Valdosta    JHS 

1  West   Cordon   □. 

2  Dickerson,   J.   D.   EL 
2  .Maadjws   EL 

1  Viema    EL 

1  Vienna   tiS 

;  Vienna    Interaediate 

1  Vlenni    PRI 

1  Carvrr    EL 

Wvc;  ..•    EL,    JHS,   HS 

1  Wart-   -or       EL 

I  Elbeito    a. 

1  Watson    EX 

1  Warrenton    EX 

1  Warren   Co.    HS 

1  Washington-Wilkes   PRI,    MIDDLE, HS 

i  Waverly   Hall    EL 

1  Alice   Street    EL 

1  Center  JHS 

1  Crawford   Str.    EL 

1  Emerson    Park    EL 

1  Gilchrist    Park   EL 

I  McDonald   Street    EL 

1  Memorial    Drive    EL 

1  Morton  Ave .    EL 

1  Reedsvllle   Head   Start 

2  Wacona    EL 

1  Ware   Corr.    Inst. 

1  Wayc  ross   Day  Care 

1  Waycross   HS 

1  Blakeney   EL 

2  Blakeney   JHS 

2  Waynesboro   EL 

1  Waynesboro    HS 

2  Gray    Hill    EL 

1  West    Point   PRI,    EL,    HS 

2  Woodbine  EL 
1  Woodbury  EL 
1  Wrens    EL 

1  Wrens    JHS ,    HS 

1  V  c>u  n  g    "-a  r  ■  ■-  ■     71^ 

1  Pike    Cc.    EL 
Pike   Co.    HS 

1  Pike    Co.    PRI 


•  Code 
Code 
Code 


■^ WW.  .^  ..^j -- — . ^ . — _ 

1  -  Schc^cls  designated  for  both  National  De 

2  -  Schools  designated  for  National  Defense 

3  -  Schocls  designated  fcr  National  Direct 


fense  and  National  Direct  Stode 

Student  Loan  cancellation  bene 

Student  Loan  cancellation  benef 


n  t  Lo  a  n  c  a  n  c  e  J  1 « 
fits  onl V 
its  o  n 1 V 


Se  n  e  f  •!  ' 
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List   of  Schools  Detemlned   to   have  High   Concentrations  of  Students   from 
Defense  Student   Loan  aod  national  Direct  Student   Loan  Cancellation  Benefits   for 

■    School  -■  — rrrrr— ;  f::;^^-^ 


Code 


ilame 


Location 


Code 


Low-Income  Families 
the  1976-77  and  1977-76  School  Years 
School  Name 


Mea 

Captain  Cook 

Ewa 

Ewa  Beach 

Haiku 

Haleiwa 

Hana 

Hanalei 

Hauula 

Hilo 


Holualoa 
Honaunau 
Honolulu 


2  A 1  ►  J    E  lem  . 

2  *,iirLalu   Elem. 

1  H.«  K'.n.i    ■  lem. 

2  F.w.i    •-  ;.:-  . 

2  Potiakea   tlem. 

1  Haiku  Elem. 

2  Haieiwa  Elem. 

2  Hana  Elem. -High  School 

2  Hanalei  Elem. 

2  Hauula  Elem. 

1  Haaheo  Elem. 

2  Hilo  Inter. 

1  Hilo  Union  Elem. 

1  Kapiolani  Elem. 

1  Kaumana  Elem. 

1  Keaukaha  Elem. 

2  Waiakea  Elem. 

1  Holualoa  Elem. 

2  Honaunau  Elem. 
2  Ala  Wai  Elem. 
2  Anuenue  Elem. 
1  Central  Inter. 

1  Dole  Inter. 

2  Farrlngton  High  School 

1  Fern  Elem. 

2  Jarrett  Inter. 

1  Jefferson  Elem. 

2  Kaahumanu  Elem. 
1  Kaewal  Elem. 

1  Kaliilani  Elem. 

2  Kalakaua  Inter. 

1  Kalihi  Flem. 

2  Kalihi-kai  Elem. 
2      Kalihi-uka  Elem. 

1  Kalihl-waena  Elem. 

2  Kuhio  Elem. 

2  •'  Lanakila  Elem. 
2  Likelike  Elem. 
X  Linapuni  Elem. 

2      Lincoln  Elem. 
1      Palolo  Elem. 

1  Puuhale   Elem. 

2  Royal   Elem. 

2      Washington  Inter. 


Hoolehua 

Kaaawa 

Kahuku 

Kailua 
Kaneohe 


Kapaa 

Kaumakani 

Kaunakakal 

Kealakekua 

Kihei 

Kilauea 

Kona 

Kualapuu 

Maunaloa 

htountain  View 

Naalehu 

Nanakull 

Pahoa 

Paia 

Uahlawa 

Waialua 

Uaianae 


Wailuku 
Waimanalo 


Waipahu 


2  Molokai  Inter.  &  High  School 

1  Kaaawa  Elem. 

1  Kahuku  Elem.  &  High  School 

2  Sunset  Beach  Elem. /Kahuku  Annex 
2  Kailua  Elem. 

2  Kahaluu  Elem. 

2  Ring  Inter. 

1  Benjamin  Parker  Elem. 

1  Uaiahole  Elem. 

2  Heeia 

2  Kapaa  Elem. 

2  Kaumakani  Elem. 

1  Kaunakakal  Elem. 

1  Kilohana  Elem. 

2  Konawaena  Elem. 

2  Konawaena  Inter.  &  High  School 

2  Klhel  Elem. 

2  Kilauea  Elem. 

2  Kealakehe  Elem. 

1  Kualapuu   Elem. 

2  Maunaloa  Elem. 

2  Mountain  View  Elem. 

2  Naalehu  Elem . 

1  Nanalkapono  Elem. 

2  Hanakuli    Inter.    4  High   School 
X  Pahoa  Elem.    &  High   School 

1  Paia  Elem. 

2  Illahi  Elem. 
2  Waialua  Elem. 
1  Maill  Elem. 

1  Makaha  Elem. 

1  Waianae   Elem. 

X  Walanae  High   SChool 

1  Waianae  Inter. 

2  Waihee  Elem. 
2  Wailuku  Elem. 
2  Pope  Elem. 

1  Waimanalo  Elem.  &  Inter. 

1  Waipahu  Elem. 


IDAHO 

'  List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 

For  National  Defense  Student  Loan  and  national  Direct  Student  Loan  Cancellation  Benefits  for 

Location   Code  *  School  Name Lcc_aUon_         Code  • 


Low-Income  Families 
the  1976-77  and  1977-78  School  Years 
School  Name . 


Arco 

1 

Blackfoot 

2 

Bliss 

Boise 

Bonners  Ferry 

Burley 

2 

1 

Howe  EL 
Blackfoot  JHS 

Central  EL 

Elmwood  EL 

Fort  Hall  EL 

I.  T.  Stoddard  EL 

Irving  EL 

St.  Margaret's  School 

Stalker  EL 

Bliss  School  EL 

Lincoln  EL 

Sacred  Heart    School   K 

St.    Mary's   School  K-7 

Whittier   EL 

Evergreen  EL 

Naples  EL 

Albion  EL 

Burley  JHS 

Declo  EL 

Declo  JHS 

Declo  SHS 

Mtn.  View  EL 


K-7 


Burley  (Cont'd) 


Caldwell 


Cascade 

Castleford 

Council 

Culdesac 

Dubois 

Eden 

Fairfield 
Filer 

Firth 

Glenns  Ferry 
Gooding 
Grace 


1  Oakley  EL 

1  Overland  EL 

2  Southwest  EL 

2  Springdale  EL   » 

1  Van  Buren  EL 

2  Washington  EL 

1  West  Canyon  EL  (#139) 

2  Wilson  EL 
1  Cascade  EL 

1  Castleford  EL 

2  Counc  i  1  EL 
2  Culdesac  EL 

2  Lindy  Ross  EL 

2  Eden  EL 

2  Haselton  EL 

2  Caiias  County  EL 

2  Filer  EL 

2  Hollister   EL 

2  A.    W.    Johnson  EL 

1  Glenna  Ferry   EL 

2  Gooding   EL 
1  Grace   SHS 


»   Co<J*    1    -    Schools    designated    for    ooth    National    Defense   and   National   Direct   Student   Loan   cancellation    benefits 
Code    2    -      chorls    designated    for    National    Defense   Student    Loan   cancellation   benefits   only 
Code    3    -    Sc^ov'is    designate**    for   National    Direct    StiKient    Loan    cancellation   benefits   only 
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Location 


Grar.' 


Hagerr.an 
Har.ser 


Homedale 
Idaho   Falls 


Irwin 

Jeraire 


Kellogg 
F.e.-idrick 

KiBiterly 

Lapwai 

Leadore 

Lew:  st:on 
Mackay 

Kalad   City 


Meridian 
Hidvale 

Mullan 

Murtaugh 
Nampa 


Se^  Meadows 
New  ri;Tnouth 


Notus 


Pama 


Payette 


■  1  -OTiEer 
FcK:a*  el  I 


=  -■.->  '.c 
R-pet '. 


St.  Maries 
Sandpoint 


List  of  Schools  Determined  to  have  IU«b  Concentrations  of  Students 
Student  Loan  and  Hational  Direct  Student  Loan  Cancellation  Benefit 

Code  •  School  Na-me Location C 

1  Bruneau  EL 

1  Grand  view  EL 

2  Rimrock  JHS 

1  RimrocK  SHS 

2  Hagerrar,  EL 

2  Har.sej-.  EL                   v... 

2  Hansen  JHS 

1  Harrison  EL 

1  Kootenai  J-SHS 

1  Rose  Lake  EL 

1  Homedale  El 

1  Cora  Erioksor  EL 

2  '  Osgood  EL 
1  Swan  Valley  il 
1  Jefferson  LL 
1  Jerome  JHS 
1  Jerome  SHS 

1  Lincoln  EL 

2  Washington  EL 
2  Elk  Creek  EL 
2  Juliaetta  EL 
2  Kendrick  J-SHS 
2  Kimberly  EL 
2  Timberly  J-SHS 
1  Lapwai  EL 
1  Lapwai  J-SHS 
1  Leadore  School  EL 

1  Tendoy  EL 
"  1  Whitman  EL 

2  Mackay  EL 
2  Mackay  SHS 
;  Ma  lad  EL 
2  Malad  SHS 
1  Stone  EL 
1  Marsing  EL 
1  Marsing  J-SHS 

1  Marsing  Job  Corps  Center 

2  Star  EL 

1  Midvale  EL 

2  Midvale  J-SHS 
2  John  Mullan  EL 
2  Murtaugh  EL 

1  Centennial  EL 

2  Central  EL 
1  Eastside-Greenr.urst  EL 

1  Lakeview-Farkv;ew  FL 

2  Roosevelt  EL 
2  Meadows  Valley  EL 
2  Meadows  Valley  JHS 
2  New  Plymouth  EL 
2  New  Flv-mouth  JHS 
2  New  Flymcuth  SHS 


from  Low-Inca«e  Families 
s  for  the  1976-77  and  1977-78  School  Years 
ode  *  School  Naae 


Shelley 

Troy 

Twin  Falls 

Weiser 

Wendell 
Wilder 


1 
1 
1 
2 
2 
1 
1 
1 
1 
1 

1 

2 

1 

2 

1 

2 

2 

1- 

1 

2 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 
2 
2 
2 
1 
1 
1 
1 
2 
2 
1 
1 
2 
2 
1 
1 
1 
1 
2 


Notus  EL 

Notus  J-SHS 

Parma  EL 

Parma  .TBS 

Roswell  EL 

Easts ide  EL 

Payette  JHS 

Payette  SHS 

Westside  EL 

Flumr^er  EL 

Roosevelt  EL 

Tyhee  EL 

Whittier  EL 

Rockland  EL 

Acequia  EL 

Heyburn  EL 

Lincoln  EL 

Meoorial  EL 

Pershing  EL 

Pioneer  EL 

St.  Nicholas  School  H- 

Hashington  EL 

npriver  EL 

Clark  Fork  EL 

Colburn  EL 

Farmin  EL 

Idaho  Hill  EL 
Rocte;;ai  EL 

1 ;  -,r  :  -  EL 

N  r; -  - : -e  EL 

Frifs-  l^ake  EL 

Priest  River  EL 

Priest  River  JHS 

Souths ide  EL 

Maahington  EL 

Dean  Goodsell 

Taylor   EL 

Bovill   EL 

Deary  EL 

Bickel   EL 

Lincoln  EL 

Mornings ide   EL 

Park   EL 

Pioneer    EL 

Weiser    JHS 

Weiser    SHS 

Wendell    EL 

Wendell   JHS 

Wendell    SHS 

HolBtes   EL 

Wilder   J-SKS 


EL 


For  National 


Location 

Addison 

Akin 

Albion 

Algonguin 

Alsey 
Al  ton 


ILLINOIS 

List  of  Schools  Determined  to  have  High  Concentrations  of  Students  fro-  Low-Inco.'.e  F»»^i^"^ 
n.rense  Student  L^an  .nd  National  Direct  Student  T..n  CanoHlation  Benefits  for  -■'^<'/^T6-7T  and  197,-76  School  .ear. 
— : — T^^Q+-i^n  Code  *  bchooi  Name  


Code 


School  Name 


1  Lutherbrook  Childrens  EL 

1  Akin  Corar.  Cons.  EL 

2  Albion  Grade  EL 

2  Algonquin  Middle  JHS 

2  Lake  ■"  tie  Hills  EL 

2  A 1  s  e  V  E  ^ 

2  I'ton  MS 

1  Caf-.c'ic  Childrens  '^or-e 

1  Centra"  JHS 

1  Clara  Barton  EL 

7  East  JHS 

1  Eunice  Smith  EL 

2  Horace  Mann  -  James     EL 
1  Irving   EL 


Location 
Alton  (Cont'd) 


Amboy 
Anna 


Arcc". 


Lincoln  tL 
Mark  Twain  EL 
McKinley-Delmar  EL 
Milton  EL 
Ruf'us  Easton  EL 
^homas  Jefferson  EL 
(iashingtor  EL 
West  JHS 
Amboy  HS 

Anna-Jonesboro  HS 
Anna  HS 
Davie  EL 
Lincoln  EL 
trcola  EL 
Ssadad  EL 


-«  Cod,    1    -    Schools    designated    for    Sotb    National    Defence  ^  National    Direct    .tuoen      .can    cancellation    benefit. 
Code   2    -    Schools    designated    for    National    Defense    Student    U>an   cancellatlon^entflts    orlv 
Code    3    -    Schools    designated    for  National    Direct    Student    Loan   cancellation   benefits    on.y 
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List  of 

Schools  Determined  to  haii 

ILLINOIS 

ents  from 

Low-Income  Fsmilies 
the  1976-77  and  1977-78  School 
School  Name 

e  High  Concentrations  of  Stud 

For  National  Defense 

Student 

Loan  and  national  Direct 

Student  Loan  Cancellation  Benefits  for 
Location          Code  ±_ 

Years 

Lx>catiori 
Arqo 

Code  * 
1 

ocnooi  name 
Argo  EL 

Brookfield 
Brookport 

2 

1 

Congress  Park  EL 
Brookport  EL 

Aroma  Park 

2 

Aroma  Park  EL 

2 

Brookport  k-12 

Arthur 

1 

Arthur  EL 

1 

Unity  EL 

2 

Arthur  JR.-SR.  High 

Browning 

2 

Browni  ng  EL 

1 

North  EL 

Buncombe 

2 

Lick  Creek  EL 

1 

Otto  Middle  JHS 
Ashley  EL 

Bunker  Hill 

1 

Meissner  EL 

Ashley 

2 

Burbank 

2 

Nottingham  EL 

Assumption 

2 

Bond  EL 

Bushnell 

2 

East  EL 

2 

Assumption  Jr-Sr.  High 

Cahokia 

2 

CAhokia  HS 

Auburn 

2 

Auburn  EL 

2 

Elizabeth  Morris  EL 

Augusta 

2 

Southeastern  HS 

1 

Huffman  EL 

Aurora 

2 

Abraham  Lincoln  EL 

2 

JeroBW  EL 

2 

C.  F.  Simmons  JHS 

2 

MapleMood  EL 

2 

C.  M.  Bardwell  EL 

2 

Penniman  EL 

2 

K.  D.  Waldo  JHS 

1 

Wirth  JHS 

1 

L.  D.  Brady  EL 

Cairo 

1 

Bennett  EL 

2 

Mary  Todd  EL 

1 

Cairo  HS 

2 

Nancy  Hill  EL 

1 

Cairo  JHS 

2 

Nicholas  A.  Hermes  EL 

1 

Cairo-Egyptian  Adult  HS 

2 

Olney  C.  Allen  EL 

1 

Cairo-Egyptian  EL 

2 

Smith  EL 

1 

Emerson  EL 

1 

W.  S.  Beaupre  EL 

Calumet  Park 

2 

Burr  Oak  EL 

Barry 

2 

Barry  Com.  K-12 

2 

Calumet  EL 

Bartelso 

2 

Bartelso  EL 

Cambria 

2 

Cambria  EL 

Bath 

2 

Balyki  HS 

Canton 

2 

Isaac  Swan  EL 

Beckemeyer 

1 

St.  Anthony  School  k-12 

Carbondale 

2 

Brush  EL 

Be11ev1l1e 

2 

Abraham  Lincoln  EL 

1 

Lakeland  EL 

2 

Buns  en  EL 

1 

Lewis  EL 

1 

Central  JHS 

2 

Lincoln  JHS 

2 

Franklin  EL 

2 

Thomas  EL 

2 

Henry  Raab  EL 

2 

Unity  Point  EL 

2 
2 

Jefferson  EL 
Roosevelt  EL 

Carlinville 

2 

_  i/lnkler  EL 
Carlinville  HS 

2 

2 

Washington  EL 

Carlyle 

2 

Carlyle  EL 

Bellmcnt 

2 

Bellmont  EL 

2 

ST.  Mary's  EL  . 

Bellwood 

2 

Roosevelt  EL 

Caniii 

1 

Big  Prairie  EL 

Benld 

2 

Benl~d  EL 

1 

Browrmille  EL 

Benton 

2 

Benton  HS 

2 

Carwi  HS 

1 

Douglas  EL 

2 

Carmi  JHS 

2 

Grant  EL 

1 

Jefferson  EL 

2 

(jashinqton  EL 

Carpentersville 

2 

Hickory  Middle  JHS 

2 

Webster  JHS 

1 

Josephine  Perry  JHS 

Berwyn 

2 

; r V 1 n q  EL 

1 

Kings  Road  EL 

2 

mawdtf-a  EL 

1 

Meadowdale  EL 

Bet  ha  1  to 

2 

*i ibur  Trimpe  JHS 

Carrier  Mills 

2 

Carrier  Mills  EL 

Bloomington 

2 
2 

Bent  FL 
Pl(X)«irgton  JHS 

Carroll  ton 
Carterville 

1 
2 

Carroll  ton  EL 
Crainville  EL 

\ 

2 

Blocington  HS 

Carthage 

■  .2 

Carthage  HS 

2 

Jefferson  EL 

^u 

Lincoln  EL 

1 
2 

Irving  EL 
Lincoln  EL 

Caseyville 

2 

1 

Union  Douglas  EL 
Bluff  View  Park  EL 

1 

Marc  Center  K-12 

2 

Caseyville  EL 

1 

Sheridan  EL 

2 

Hollywood  Heights  EL 

Blue  Island 

2 

O.D.  Eisenhower  HS 

Cave  In  Rock 

1 

Cave  In  Rock  EL 

2 

E.F.  'err   JMS 

2 

Cave  In  Rock  HS 

1 

Gar'^le'd  EL 

2 

Stiewmaker  JHS 

t 

Sreenwcxx!  EL 

Central  la 

2 

Central ia  HS 

1 

Mrnn  fL 

2 

Field  EL 

2 

MC'tner  0*"  Scrrcwi  -^S 

1 

Grand  Prairie  EL 

2 

Nithdr.  ".a'e   £L 

1 

Lincoln  EL 

2 

S*nd€'-s  EL 

2 

north  Wamac  EL 

2 

Whittier  EL 

1 

Schiller  EL 

Bluffs 

1 

Bluff  Comm.   k-12 

2 

Washington  EL 

Bluford 

2 

Bluford  EL 

Champaign 

2 

Carrie  Busey  EL 

1 

Farrington  EL 

2 

Centennial  HS 

2 

Webber  TWP  HS 

1 

Co>t«iib1a  EL 

Bone  Gap 

2 

Bone  Gac  EL 

1 

Em  Howard  EL 

Bowen 

2 

Sc.thedstern  JHS 

2 

Franklin  JMS 

Breese 

2 

Central  Comm.  HS 

1 

Garden  Hills  EL 

Bridgeport 

2 

Fifth  &  Sixth  Attendance 

Ct.  EL 

2 

Jefferson  JHS 

Brighton 

2 

Brighton  EL 

Chandlerville 

--  1 
2 

Lottie  Switzer  EL 
Chandlerville  K-12 

Broadview 

? 

Roosevelt  EL 

Chester 

2 

Chester  EL 

♦   Code    1    -    Schools   dfsijsnateri    for    both   National    Defense   and   Nacional   Direct   Student   Loan   cancellation    benefits 
Code    2    -    Schools   designated    for   National    Defense    SCiideat   Loan  cancellation   benefits   only 
Code    3    -    School?    designated    for   National    Direct    Student   Loan   cancellation  benefits   only 
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LlGt  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 

For  National  rtefense  Student  Loan  and  Hational  Plrect  Student  Loan  Cancellation  Benefits  for 

Location      ?ode  »   School  Name  Locat_i_on_  Code  • 


Low-Inco«e  Families 

the  1976-77  and  1977-78  School  Years 


Chicago 


k-12 


JHS 


P     EL 
JHS 


JHS 


K-12 


1  Abbott  EL 

1  Academy  of  St.   Janies     K-12 

2  Agassiz  EL 
2  Alcott  EL 

1  Aldridge  EL 

2  All  Saints  School 

1  Altgeld  EL 

2  Amundsen  HS 
1  Andersen  Ed  Voc  Guid 

1  Andersen  EL 

2  Armour  EL 

1  Armstrong  EL 

2  Armstrong  BRANCH  EL 
2  Assumption  BVM  k-12 
1  Attucks  EL 
1  Augustana  Nursery  & 
1  Austin  Area  Middle 
1  Austin  HS 

1  Austin  Branch  HS 

2  Avalon  Park  EL 

1  Banneker  EL 

2  Barnard  EL 
2  Barton  EL 
1  Bass  EL 
1  Bates  EL 
1  Beale  EL 
1  Beale  Upper  Grade 
1  Beethoven  EL 

1  Beidler  EL 

2  Bennett  EL 
1  Bethel  Cam  Christian 
1  Bethune  EL 

1  Birney  EL 

2  Black  EL 
2  Blaine  EL 

2  Blessed  Sacrament  EL 

1  Bond  EL 

1  Bontemps  EL 

2  Bowen  HS 

1  Bradwell  EL 

2  Brenan  EL 

2  Brenan  School  Poe  Branch  EL 

1  Brenneman  EL 

2  Brentano  EL 
2  Bright  EL 

1  Brown  EL 

1  Brownell  EL 

1  Bryant  EL 

2  Bryn  Mawr  EL 

1  .Buckingham  EL  _ 

1  Bunche  EL 

1  Burke  EL 

2  Burley  EL 
2  Burnham  - 
2  Burnham  - 
1  Burns  EL 
1  Burnside  EL 

1  Burr  EL 

2  Burroughs  EL 
2  By  ford  EL 

1  Byrd  EL 

2  Caldwell  EL 
2  Caldwell  -  McDow  EL 
1  Calhoun  North  EL 
1  Calumet  HS 

1  Cam  Academy  HS 

2  Cameron  EL 
1  Carnegie  EL 
1  Carpenter  EL 
1  Carter  EL 
1  Carver  Area  HS 
1  Carver  EL 
1  Carver  Upper  JHS 
1  Gather  EL 


Chicago  (Cont'dT         1 


Anthony  EL 
Goldsmith 


Cnaln-ers  EL 

Chase^EL 

Chicago  Metroplatr  Study  K-12 

Chicago  Urban  Day  School   EL 

Chicago  Vocational   HS 

Child  Development  Center  EL 

Childrens  Memorial  Hospital  EL 

Chopin  EL 

Chopin  Upper  JHS 

Christ  The  King  Luthe  EL 

Christopher  EL 

Clark  Middle  JHS 

Clemente  HS 

Coles  EL 

Colman  EL 

Colman  Modular  EL 

Columbus  EL 

Cook  EL 

Cooley  Ed  &  Voc  Guidence  EL 

Cooley  Vocational  HS 

Cooper  EL 

Cooper  Upper  JHS 

Copernicus  EL 

Corkery  EL 

Cornell  EL 

Corpus  Christian  K-12 

Crane  HS 

Cregier  Vocational  HS 

Crown  EL 

Cuffe  EL 

Curie  HS 

Darwin  EL 

Delano  EL 

Deneen  EL 

Depriest  EL 

Dett  EL 

Dewey  EL 

Dickens  Center  EL 

Disney  Magnet  EL 

Dixon  EL 

Dodge  EL 

Don i at  EL 

Donoghue  EL 

Doolittle  Inter-Upper    EL 

Doolittle  Primary  EL 

Douglas  EL 

Brake  Ed  Voc  Guidence  Center  JHS 

Drake  EL 

Drew  EL 

DrutiiTKjnd  EL 

Dubois  EL 

Dulles  EL 

Dumas  EL 

Dunbar  Vocational  HS 

Dunne  EL 

Dusable  HS 

Ousable  JHS 

Dvorak  EL 

Dyett  Middle  JHS 

Earle  EL 

Earle  Hermitage  EL 

Earle  -  60th  (,  Marshfield  EL 

Einstein  EE 

Ellington  Branch  EL 

Ellington  EL 

Emmet  EL 

Englewood  HS 

Englewood  Manor  Day  Center  EL 

Epiphany     IC-12 

Ericson  EL 

Esmond  EL 

Everett  EL 

Evprs  ri_ 


*  Code  1  -  Schools  designated  for  ^oth  Nati:'nfl'  :>eie-.sf  and  National  Direct  Htjdent  '^:s' 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  or 
Code   3    -    Schools    designated    for   National    Direct    Student    Loan   cancellation    benefits    on! 


Lancellatloo   benefits 
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List  of  Schools, Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  national  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-7T  and  1977-78  School  Years 

Location 


Location 


Code 


School  Name 


Code 


School  MaJoe 


Chicago  (Cont'd) 


Faraday  EL 

Farragut  HS 

Farren  EL 

Farren  -  Taylor  EL 

Felserthal  EL  ■ 

Fenger  HS 

"e-'.er   -    Curtis  K-12 

F  p  rn  i  I !_ 

Fernwood  EL 

FTske  EL 

Flower  Vocational  HS 

Foreman  Hf, 

Forrestville  JHS 

Fort  Dearborn  EL 

Forest  Park  EL 

Franklin  EL 

Frazier  EL 

Fuller  EL 

Funston  EL 

Gage  Park  HS 

Gage  Park  Branch  K-12 

Gale  EL 

Garvey  EL 

Gershwin  EL 

Gillespie  EL 

Gillespie  Upper  JHS 

Gladstone  EL 

Gladstone  Allen  EL 

Goethals  Ed  Voc  Guidence  JHS 

Gcethe  EL 

Goldblatt  EL 

Gompers  EL 

Good  Shepherd  EL 

Goudy  EL 

Graham  EL 

Grant  EL 

Greeley  EL 

Greene  EL 

Gregory  EL 

Gresham  EL 

Guggenhein  EL 

Haines  EL 

Haines  -  Hilliard  EL 

Hales  Franciscan  HS 

Hamilton  EL 

Hamline  EL 

Haimond  EL 

Harlan  HS 

Harper  HS 

Harrison  HS  2850  West  24th 

Harrison  HS  2021  West  21st 

Hartiqan  EL 

Harvard  EL 

Hawthorne  EL 

Hay  EL 

Hazel  St.  Wilson  Avenue  JHS 

Hearst  EL 

Heart  of  Mary  HS 

^p^i^ps   EL 

"er'e'-an  EL 

■.pr  it^son  EL 

-pr.ir'cks  EL 

heriaon  EL 

Herbert  EL 

Herzl   EL 

Hess  Upper     JHS 

Hibbard  EL 

Hitjgiris  tL 

Hinton  tL 

Hirsch  HS 

holdcn  LL 

holmes   EL 

Holy  Haiiie  of  Vary 


Chicago  (Cont'd) 


1  i.oly  Trinity  EL 
,         hockway  EL 

^         hope  Middle     JhS 
^         Hortier  EL 

2  Howe  EL 

1    Howl  and  EL 
^    hughes  EL 

Hughes  Lanston  LL 
]    Hyde  ParK  Career  Acaa.  HS 
1  *  Imr.iaculate  Conception  El^ 

1  Industrial  Skill  Center  hS 

2  Irving  EL 

1   •  J.  Thorp  EL 
1    J.  Ward  LL 

1  Jackson  LL 

2  Jackson.  Mahal i a  Ei 
2    Jahn  tL 

1    Jefferson  EL 
1    Jenner  EL 
1    Jensen  EL 
1    Jirka  EL 
I    Johtison  tL 

1  Jones  Connercial  HS 

2  Joplin  EL 

1  Judd  EL 

2  Julian  KS  - 
Z          Jungiiian  LL 

NL-lly  l,S 
c         ,\elvyn  Park  HS 
2    Kennedy  HS 

KenwooG  HS 

Kershaw  LL 

key  EL 

King  ED  Voc  Guioence  Center  JhS 

King  EL 

King  HS 

Kipling  EL 

Kohn  EL 

Komensky  EL 

Kosciuszko  EL 

Kozminski  EL 

LaSalle  EL 

La  Fayette  EL 

Lake  View  HS 

Lane  Tech  HS 

Las  Casas  Occupational  HS 

Lathrop  EL 

Laura  Ward  EL 

Lawless  Upper  Grace  JhS 

Lawrence  Upper  Graoe  JHS 

Laws  on  EL 

Lenioyne  LL 
Lewis-Char,iplir.  FL 

Libby  EL 
2         Li  net  loir.  Tech  HS 
2         Linnt  EL 

2         Little  Flower  School   K-12 
2         Loiirfelloh  EL 

Lm/  Upper  Grade  Center     JHS 
Lowell   EL 
Luella  EL 
M.  Sheridan  EL 
Madison  LL 

Magellan  Eo  Voc  Guidence  JHS 
Manierre  EL 
rlanley  KS 
Mann  EL 
Harcori   EL 
Marshall  FS 

ilarshall   Upper  Grade     JHS 
Masoti  EL 

r^cion  Prirary  EL 
Mason  Upper  Crac'e     JHS 
2         Mather  HS 


Code  1  -  Schools  Hf  s  ;  «■  nat  e^J 
Code  ^  -  Schools  JesWTated 
Code    3    -    "'-~!o',s    He>i.;natpd 


3o'\    Njttoiil    Defense    and  National   Direct    StudeoC   Loaa  cancellation    benefits 
Naiiona!     :jete;,>;e    Student    Loan   cancellation   benefits   only 
N^itlona'.    ^i  recr    S t  jdon;  ^an  cancellation  benefits   only 
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r.'KjOif    L-ftemin'd    to    nave   nigh 


oncentrat  kt.;-    : 


?tjdet:t.6    '. 
benefits 


tne   -jZi- 


Fan: 


Ecrtco^    Name 


chcK.,    "iaitf 


Chicago  (Cont'd) 


) 
1 

1 

2 
i 

2 
1 
1 
1 

C 

1 
2 

1  ^ 
2 
1 
1 
1 

2 

1 
2 
1 

L. 

2 

2 

1 

1 

2 

2 

1 

2 

2 

1 

1 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

2 

1 

2 

1 

1 

2 

2 

2 

2 

2 

1 

2 

1 

1 

1 


Hay  £L 
Mftyer  LL 

H»yo  L^ 

McCora:'ck    ll 

HcCosn  EL 

McClel  ".an  EL  < 

McCorkle  EL 

HcCutcreon  EL 

McCutct-.tcr  UrancI,  EL 

McL'ade  LL 

McKinley  Upper  Craue   JHS 

hcLartr  EL 

McLaren  Cccupatio/^i     KS 

ttePherson  EL 

Hedill   Ini  i  Upper     EL 

Medill  Primary  LL 

Meloc:;,    tL 

HUcrell   EL 
(^cllison  EL 

Mot; rot    EL 

HOOS     IL 

Morgan  EL 

Hcrtjar  Park  hS 

Horns  EL 

Mcrse  EL 

Mortor    Upper  Grade  Center  JHS 

Mount  Vernon  EL 

Mozart  EL 

Mul  ligan  EL 

Nash  EL 

Nettelhorst  EL 

NoAerry  EL 

Newton  EL 

Nixon  EL 

Nobel   EL 

Notre  Dame  hS 

CoKthwdld  (North)  EL 

Oakenwald  (Scutt.)  EL 

Oakenwalfl  fiorth-P.obinsot.  EL 

Oakland  EL 

Oglesby  EL 

Okeeffe  EL 

Orr  hS 

Otis  EL 

O'Tcole  EL 

Ou"-  ^ec>   0*   uu^Qa5u^'e  EL 

'^K.'    1 6t.j    ;■'  ■  u.-gary  EL 

Our   i.ad>   of  Lourdes 

uur  ^idy  of  Sorrows 

Our  Lady  of  the  Garden  EL 

Overton  EL 

P.    She'-ioar.  EL 

-auerews"-    EL 

Park   H&ncr  EL 

Paritr  EL 

Parker  hS 

CarKiran  EL 

Park  Side  EL 

ftabcCj   c^ 

Perm   lL 

Perry  EL 

Phillips  HS 

Phillips  School   -  tblott  KS 

Piccclc  EL 

P-cccio  Middle  JKS 

Ptckard  EL 

Pirie  EL 

Planodoii  EL 

Pope  LL 

Precious  Blocd  EL 

Prescctl   El 

Presenta'.Toi.  LL 

Price   EL 

Prosstf    \-Ccfoncl    HS 


Fulaski   EL 
Raster  EL 

Raveiinc-oo  EL 
RayF.onc    lL 
Reaves  EL 
Reed  EL 

Reillv   EL 

Pfcvtrt    [. 

Richa-cs    v :'.  etior.al   l!S 

Rils  i. 

Robic/.aux  ll 

Roentgen  Ed  Voc  Gtiidence  JHS 

Roostvelt  hS 

Ross   L^ 

Rugg'iei   EL 

Ryder  EL 

Ryerson  LL 

SdbT   EL 

Sacreo  neart  EL 

Salazar  Bilingual   Center  LL 

Startarc  LL 

Scanlan  EL 

Schiller  EL 

Sctwid  EL 

Schneivier  EL 

Scott  EL 

Senr.  US 

Seventy-fifU.  &  S  EL 

Sev/aro  EL 

Sexton  LL 

Lhaktsft-art-  LL 

^rt:-      El 

'■> '  t  rr .c ;     EL 

,'  erwcoC   EL 

:.,noe!>r'  U<   EL 

Sheep  EL 

Siena  HS 

Sineon  Vocatlcf.al  i;S 

Simpson  Fariily  Liviric  HS 

Skinner  EL 

Smith, W.   EL 

Si»yth  EL 

South  Central  Adolescent  HS 

Souf    .erfal   Children  EL 

So'Jtr    Snore   hS 

Soutnern  K-12 

Spalding  EL 

Spalding  HS 

Spencer  EL 

Spry  EL 

Spry  Upper  JHS 

St.   Adalbert  EL 

St.   Agatha  EL 

St.    tvebroie  EL 

St.    ftn"   L. 

St.    An^elm  EL 

St.    Basil   EL 

St,      oerr.grc     [L 

St.  .=        .'uS   EL 

St.  Sar  :•  a^sr  EL 

St  .,'  c    t      ^wanga  EL 

St.  Francis  DePaula 

St.  Hedwig  EL 

St.  James    U 

jt.  jcsep"-   .arondelet  EL 

St.  Josepfis 

St.  Justir  Martyr  EL 

St       ^aurer.^':    t. 

St.  ^ec   '■  e    jr.  ;t  EL 

^t.  ^oOtrr  '  'e   L.. 

St.  Mar*    L. 

St.  Martyr    L. 

St.  Hary   Certe--   EL 

St.  MeT  L. 

St.  Mic^ae   '    _e-tral   HS 


Code    1    -    Schools    designated    for    both   National 
Co<ie    2    -    Schools   designated    for   National    Defen 
Code    3    -    Schools    designated    for  National    Dlrec 


Defense    and    National    Direct    Student    Loan    csncel 
se    Student    Loan   cancellation    benefits    only 
t    Student    Loan   cancellation   benefits    only 


'.  atl.-r    -)*n»fits 
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List  of  Schools  Determined  to  have  High  Concentrations  or  Students  from  ^--^°^_^"!/^^'i^^.  ,9  School  Years 
^^_^,,„.  .......  .......   I.an  and  Nation.1  Hlre.t  Student  Loan  C^j^mop   ^^'^^^^Jfl  rr.llf-.2:"'    '''   '  - 

U.ca'.ion  Code  •  School  Nan-.e  U,c^txon_ 


Chicago  (Cont'd) 


St.  Pius  V.  School  EL 

St.  Raphael  EL 

St-  Sabina  K-12 

St.  Sebastian  K-12 

St.  Stanislaus  Kostka  K-12 

St.  Teresa  EL 

St.  Thomas  Aquinas  EL 

St.  Willibrord  HS 

St,  Elizabeth  EL 

St.  Frances  Xavier  K-12 

St.  Procopius  HS 

Stagg  EL  • 

Stewart  EL 

Stockton  EL 

Stockton  Upper  JHS 

Stowe  EL 

Sturgis  Voc  Ed  Guidence  EL 

Suder  EL 

Sullivan  EL 

Sullivan  House  EL 

Sumner  EL 

Swift  EL 

Talcott  EL 

Tanner  EL 

Tennyson  Ed  Voc  Guidence  JHS 

Terrell  EL 

Terrell  School  -  Taylor  EL 

Tesla  EL 

Thorp  Ed  Voc  Guidence  Center  JHb 

Thorp  Ed.  Voc  Guidence  Center  HS 

Thresholds  K-12 

Til  den  HS 

Tilton  EL 

Trumbull  EL 

Truth  EL 

Tubman  Family  Living  HS 

Tuley  Middle  JHS 

Tuley  Miudle-Diego  EL 

Turner  EL 

Unity  HS 

Van  Vlissingen  EL 

Van  Vlissingen  East  EL 

Victor  C.  Neumann  K-12 

Visitation  EL 

Von  Humboldt  EL 

Von  Humboldt  Branch  EL 

VonSteuben  HS 

W.  Green  EL 

Wadsworth  EL 

Wadsworth  Upper  JHS 

Waller  HS 

Walsh  EL 

Webster  EL 

Wells  HS 

Wentworth  EL 

Wescott  EL 

West  Garfield  Park  JHS 

West  Pullman  EL 

Westinghouse  Area  Voc  HS 

Whistler  EL 

Whittier  EL 

Widoer  Park  EL 

Wicker  Park  JHS 

Willard  EL 

Wi  1 1  lams  EL   . 

Wirth  JHS 

Wm.  Dawson  Day  Care  EL 

Woodson  North  EL 
Woodson  South  EL 

Wright  EL 

Yale  EL 

Yates  EL 

Yates  Upper  JHS 

Young  Magnet  HS 


Chicago  Heights 


Christopher 

Cicero 
Cisne 


Clay  City 

Cobden 
CoUinsville 


Cornel  1 
Cottage  Hills 

Cowden 

Creal  Springs 

Crossville 

Cypress 

Dahlgren 

Dale 

Dallas  City 

Danville 


Decatur 


DeKalb 
Desoto 
Des  Plaines 


2  Beacon  Fill  EL 

2  Bloom  HS 

2  bloom  Township  HS 

1  Dr.  Charles  E.  Gavin  EL 

1  Garfield  EL 

2  Jefferson  EL 
1  Lincoln  EL 

1  Washing-McKinley  EL 

2  Wilson  EL 

1  Christopher  Comm.  HS 

1  Christopher  EL 

2  T.  RoosevtJt  EL 

1  berry  EL 

2  Cisne  HS 

2  Cisne  Middle  JHS 
1   '   Clay  City  EL 

1  Clay  City  HS 

1  Cobden  EL 

2  Dorr is  EL 

1  KreitnerJL 

2  North  JHS 

1  State  Park  EL 

1  Webster  EL 

2  Webster  JHS 
2  Cornell  EL 

2  Cottage  Hills  EL 

2  Forest  Homes  EL 

2  Cowden-Herrick  HS 

1  Creal-  Springs  EL 

2  Crossville  EL 
1  Cypress  EL 

1  Dahlgren  EL 

1  Dale  EL 

1  Dallas  City  EL 

2  Cannon  EL 
2     Daniel  EL 

1  Douglas  EL 

2  East  Park  JHS 
T     Elmwood  EL 

2     Fairchild  EL 
2     Garfield  EL 
1     Lincoln  EL 

1  Lynch  EL 

2  North  Ridge  JHS 

1  Northeast  EL 

2  Oaklawn  EL 

2     South  View  JHS 

2     Tilton  EL 

2     Brush  College  EL 

2     Dennis  EL 

■\  Durfee  EL 

2     Garfield  EL 

2     Grant  EL 

2     Johns  Hill  JHS         r 

2     Lakeview  HS 

1  Lincoln  EL 

2  Mary  W.  French  EL 
2     Mound  Middle  JHS 

2     Orville  Spencer  £L 
2     Pershing  EL 

1  Progress  Resources  K-12 

2  Roach  EL 

2  Roosevelt  Middle     JHS 

2  Southeast  EL 

2  Stephen  Decatur  HS 

2    ■        Thomas  Jefferson  Middle  JHS 
'     1  Ullrich  EL 

2  W.  Wilson.  Middle  JUS 

1  Washington  EL 

1  William  Harris  EL 

2  DeKalb  HS 
2  Desoto  EL 
2     North  EL 


Code  1  -  Schoo!5  designated  for  Soth  Natioofl".  ?'< 
Code  2  -  Schools  designated  for  National  Defensi 
Code  3  -  5c*-ix^is  desti^nated  for  Naclonai  Dlrec; 


»n<ie  and  National  Direct  Student  Loan  cancel 
-tudent  Loan  cancellation  benefits  only 
c  :denr  Loan  cancellation  benefits  only 


ar  ion    bene  fit s 
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List"  of 

Schools   retemlned   tc    have 

Higi; 

■wOncentrat  icnf    -;f    ; 

t  ..dents 

fro« 

l>-w-;r;     me    .'ajailies 

For   national   Defense   Student 

lyr^ar,    and    Rati  .r.al    Direct    Studen 

t,    U3«n   Ca.-.cei:.at  1^  r. 

Be.-.ef  Its 

r  '    y- 

the    \'pt-'r   and   1977-78  School   Years 

Location                             Code   • 

School    Name 

U.gali.:.n 

Code    • 

Sc."..---".    TSaffif 

Oixmoor                                  1 

Lincoln  EL 

L  ;  g  1  r, 

L. 

C-anr-nc   hsemor-al   EL 

1 

McKlnley   EL 

z 

Ellis  JHS 

Do  i  tor.                                    2 

Thornndge  HS 

1 

Garfield  EL 

Dongola                                  2 

Dongola  K-'2 

tS=' 

2 

Grant  EL 

DuQuoin                                2 

J .   B.   Ward  lL 

,  ark  in  nomt   for  Children  IC-12 

2 

Lincoln  EL 

2 

Larsen  JHS 

2 

i^.    A,    Wheatley   EL 

2 

SheriQar   t^ 

Dundee                                  2 

Dundee  Highlands   EL 

I 

Wing  E. 

va)  ley  CooMrat' ve   K-12 

Eli  zabet- town 

2 

Karbers   K-ace   l;. 

Oupo                                        2 

Dupe-  EL 

Elkville 

4' 

EUv'l'e  ■/ 

2 

Dupe  Jun' or-Sen' c-r  hS 

2 

tlve'-aac  -S 

2 

Hougti   El 

FlPjsc 

2 

Jefferson  Park  EL 

Last  Alton                          2 

Franci 5   G.    Blair  i^ 

1 

Lincoln  El 

Energy 

2 

Lnergv    El 

East  Carondelet                 2 

East  Carondelet  L. 

Enfield 

2 

Boctn  tL 

East  Chicago  Heignts       1 

Cottage  Grove  EL 

2 

Enfield  EL 

1 

Medger  Evers   EL 

Evd-stor 

2 

Central   EL 

1 

Woodlawn  £L 

2 

Chute  Middle  JHS 

East  Kcline                        1 

Hoffman  £L 

2 

Haver  P^idGie  JHS 

2 

Mckinley  EL 

2 

Miller    [. 

East  Peoria                          2 

Lincoln  EL 

2 

Nicncls  J'.ittfllfi-JMS 

East  St.    Louis                   i 

ftlta  Si  to  EL 

1 

Nor-th    S'^Crt    k-12 

2 
1 

AssLBiiptior.  rtS 
Attucks   EL 

2 

Oak  tor.   L. 

Skiles  H'dflle   JHS 

1 

Brown   EL 

Fairfield 

2 

Center  stree:    L. 

1 

Cannady  EL 

1 

Fair'ield  riS 

1 

Centery 1  lie  EL 

2 

MerriaiT:  EL 

1 

Chenot  EL 

■~ 

2 

North   Side  EL 

1 

Clark  JHS 

Far-na 

1 

Lagrcve  l^ 

1 

Dvjnbar  EL 

2 

Lagrove  riS 

East  St.    Louis   HS 

Fi  c-a 

2 

Flora  JHS 

1 

East  St.    LOu's-Lincoln  HS 

2 

Mora  HS 

Edgemont  EL 

2 

imccln  EL 

1 

Franklin   EL 

L 

•^cendree  EL 

1 

Garfielo   EL 

1 

Washington   EL 

1 

Garrison  EL 

Fox  Lake 

2 

Shady   Lane   ll 

1 

Golden  Carder   EL 

Freeburg 

2 

freeburg    ".'. 

1 

Harding  tl 

Freeport 

2 

Carl   SanoDu'-',  w^acle  JHS 

1 

Hawthorne  l. 

2 

Center  £1. 

1 

Hugnes-Quinn  JmS 

2 

[)ouglas  £L 

1 

Jackson  EL 

2 

Freeport  HS 

] 

Jefferson  EL 

2 

Freepc-t  JriS 

Johnson  EL 

1 

Taylor   fart    el 

i 

Kennedy  EL 

FuUs 

1 

Cedar  Bluff  EL 

1 

king  JHS 

Ga'ata 

1 

Galatia  HS 

1 

1 
1 
1 

Lafayette  EL 

Lalumier  EL 
Lansdowne  JriS 
Lilly-Freeman   EL 
Longfel low  EL 
Lucas   £L 

GalfeSDu'-g 

2 

2 

2 

Galatea  EL 
tl'en  fd'>   EL 
Cooke  El 
L0(*a-d  JHS 
Steele  Middle  JHS 
xestor  EL 

■~"~                                                                          ] 

Manners   EL 

Georgetown 

1 

'razier  EL 

1 

Monroe  EL 

2 

'George towr    JHS 

1 

Morrison  EL 

Gillespie 

2 

Gil  lespie  New  EL 

1 

Park   EL 

Godfrey 

2 

North   JHS 

1 

Partcsiae  EL 

Gclconda 

1 

Pope   Co.    EL 

1 

Rotmsor   ll 

1 

Pope  Co.     HS 

1 

Rock   JriS 

Gorevi 1 le 

2 

Gorevi 1 le  EL 

1 

Rose  Lake  EL 

Gorham 

L 

Gorhain  hi^n   4   [^  .  K-12 

Slade  Annex   lL 

Grand  Chain 

1 

Century   t... 

1 

St.   Josepn  El 

Grand  Tower 

1 

Granc   "awe'-   EL 

1 

Washington  EL 

Granite  Citv 

2 

Erne  "-son  ll 

1 

Webster  EL 

c 

Granite   City   HS 

1 

Wl  ison    ll 

i. 

Logan  EL 

Edel  stein                           1 

tdelstein  EL 

i 

Marshall    L^ 

Edoewood                             .2 

Edgewood  EL 

2 

Mckin'ey   t^ 

LffinQham                           2 

South  Side  tL 

2 

Prather   J^-S 

2 

West  Side  EL 

2 

Pre-Schoo'    £L 

tl dorado                               -2 

Eldorado  h,S 

2 

Washington    £L 

Hillcrest  EL 

2 

Webster  [. 

1 

Je^'ferson  El 

G'-av  vi  1  le 

L 

Grayv'":'e  riS 

1 

Lincoln   EL 

2 

WeMs  E. 

2 

Washington  JHS 

*  ro<1«    1    -    Schools    designated    for   both   Nat: 

onal 

Defense    and   Nations 

1    Direct 

Student    Loan    cancel  latiT    b*  or  f '.  r  > 

Code   2    -    Schools   designated    for   National 

Defense   Student    Loan   cancellation    benefits    onlv 

Coda   3   -    Schools   designated    for   National 

Direct    Student    Loan   cancellation 

b«neflts    only 
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For  national  Defense 


vocation 


List 

Stude 

Code 


ILLINOIS 

of  Schools  Determined  to  have  High  Concentrations  of  students  fro„  ^^r^o^rn  ^d  1QTT-78  School  Years 

nt  T.an  and  National  Dire.t  Student  L^an  CancH  n  1on  Benef.ts^for  the^l9T6^77^an    PIT  T  -—- 

School  Name , L/Ocatxun  


Great  Lakes 
Greenfield 
Greenview 
Greenvi lie 

GrlggsvUle 

Hardin 
Harrlsburg 


Hartford 
Harvey 


Hazel  Crest 
Herrlck 
Herri  n 


Hillsboro 

Hlllview 
Hinsdale 
Hoopeston 


Hopkins  Park 


Hume 

Hurst 

Hutsonvllle 

Industry 

lola 

luka 

Jacksonville 


Jerseyvll 1e 


Johnsonvllle 
Johnston  City 

r 

Jollet 


EL 


EL 


2  Forrestal  EL 

2  Greenfield  EL 

2  Greenvlew  K-12 

2  Greenville  EL 

2  Greenville  JHS 

2  GrlggsvUle  EL 

2  Girggsville  HS 

2  Hardin  EL 

2  Harrlsburg  HS 

2  Mai  an  JHS 

2  McKinley  EL 

1  Phillips  EL 

2  Hartford  EL 
1  Elmer  G.  Kich 
1  Emerson  EL 
1  Lowell -Longfellow  EL 
1  Riley  EL 
1  Sandburg  EL 
1  St.  Susanna  EL 

1  Taft  EL 

2  Thornton  HS 
1  Washinqton  EL 

1  Whittier  EL 

2  Warren  Palm  EL 
2  Herrlck-Cowden 
1  Chittyvllle  EL 
1  Lincoln  EL 

1  North  Side  EL 

2  South  Side  EL 

1  West  Side  EL 

2  Beckemeyer  EL 
2  •   Burbank  EL 

1  Hillview  EL 

2  Palisades  EL 

1  Honeywell  EL 

2  Hoopeston  East  Lynn  JHS 
1  John  Greer  EL 

1  G.  Washington  Carver  EL 

1  Lorenzo  R.  Smith  EL 

1  Whitney  Younq  EL 

2  Shiloh  EL 
2  Shiloh  HS 

1  Hurst  EL 

2  Hutsonvllle 
2    Industry  K- 
2    lola  EL 

2    luka  EL 

2  Jacksonville  HS 

1  Lincoln  EL 

2  Nell  A.  Armstrong  JHS 
2  North  Jacksonville  EL 
2          Washington  EL 

2  mini  JHS 

2  Jersey  HS 

2  Jerseyvllle  East  EL 

2  Jerseyvll le  West  EL 

2  Johnsonvllle  EL 

2  Jefferson  EL 

1  Johnston  City  HS 

1  Washington  EL 

2  A.  0.  Marshall  EL 
2    Dirksen  JHS 

1  Edna  Keith  EL 

2  Eisenhower  EL 

1     Eliza  Kelly  EL 
1     F.  E.  Marsh  EL 
V    Farragut  EL 
1     Forest  Park  EL 
1    GoniDers  >S 

1  Guardian  Angel  Home  EL 

2  Hcifford  JHS 


EL 
-12 


Jollet  Two 


n  UC 


Jollet  (Cont'd) 


Jones  boro 

Joppa 
Kankakee 


Kansas 
Kell 
Kenney 
Kewanee 


Keyesport 

Kings 

LaGrange 

LaSalle 

Lake  Villa  • 

Lawrenceville 

Lebanon 
Leaf  River 
Leroy 
Litchfield 


Little  York 

Littleton 

Lockport 


Lomax 

London  Mills 
Louisville 

Lovejoy 
Loves  Park 
Macomb 
Madison 


Manchester 
Mansfield 
Marengo 
Marlon 


2  Laraway  EL 

1  Lincoln  EL 

1  McKinley  Park  EL 

2  .  Parks  EL 

2  Sheridan  EL 

2  St.  Mary  -  Sacred  Heart  EL 

2  St.  Thaddeus  EL 

2  T.  E.  Culbertson  EL 

2  Thompson  EL 

1  Washington  JHS 

1  Woodland  EL 

1  Jonesboro  EL 

1  Ware  EL 

2  Joppa  HS 

1  Abraham  Lincoln  Middle  EL 

2  Eastridge  HS 

2  Franklin  Middle  EL 

1  John  F.  Kennedy  Upper  JHS 

1  Lafayette  EL 

1  Longfellow  EL 

2  Mark  Twain  EL 

1  Martin  L.  King  Upper  JHS 

2  Steuben  EL 

2  Thomas  Edison  EL 

2  Washington  EL 

2  Westview  HS 

2  William  H.  Taft  EL 

2  Kansas  EL 

2  Kell  EL 

2  Kenney  EL 

2  B.  Alexander  EL 

2  Lyle  EL 

2  Wethersfleld  EL 

2  Keyesport  EL 

1  Kings  EL 

2  Hodgkins  EL 
2  Jefferson  EL 

2  Avon  Center  EL 

1  Lincoln  EL 

2  Parkview  JHS 
2  Lebanon  EL 

2  Leaf  River  k-12 

1  Leroy  EL 

2  J.   D.   Colt  EL 
2  Litchfield  JHS 
2  Russell   EL 

2  Sihler  EL 

2  Yorkwood  Middle  EL 

1  Littleton  EL 

1  A.F.   Hill   EL 

1  Fairmont  EL 

1  Fairmont  JHS 

2  Taft  EL 
2  Walsh  EL 

1  Lomax  EL 

2  Spoon  River  Valley  EL 

2  Louisville-Bible  Grove  EL 

1  Oskaloosa  EL 

1  Lovejoy  K-12 

2  Marshall  Middle  JHS 
1  Lincoln  EL 

1  Blair  EL 

1  Dunbar  EL 

1  Harris  EL 

1  Louis  Baer  EL 

1  Madison  JHS 

1  Madison  HS 

2  Manchester  EL 
2  Mansfield  EL 
2  Locust  EL 

2  Crab  Orchard  EL 

2  Jefferson  EL 

2  Lincoln  EL 


Code 
Code 
Code 


1  -  Sc 

2  -  3c 

3  -  Sc 


.  designated  for  both  Nat  tonal  l^^Tense  and  National  Direct  Student  Lo.n  cancellation  benefits 
hools  designated  for  National  Defense  Student  Loan  cancellation  benefit*  only 
Hools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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List   of 

Schools   Determined    to 

have  Hich  < 

Concentrations    of  Students 

froB 

Lcv-lncoi»e  ra«llies 

?or   National  Defense 

Student 

Loan  and  Kational   Direct  Student 

Loan  Cancellation  Benefits   for 

the   1976-17  and  1977-78  School  Years 

Location 

Code   • 

School  Nane 

I>ocation                       Code   * 

School   Maae 

Marion  (Cont'd) 

2 

Logan  EL          -  —  — 

Mount  Verrton   (Cont'd) 

( 

>.   Andy  Hall   a 

2 

Longfellow  EL 

1 

Edison  EL 

"> 

Ma  r '  on  J  '^S 

1 

Franklin   E: 

', 

McKinley   EL 

1 

Horace  Manr  n 

* 

2 

Washington  EL 

2 

Lincoln   E. 

Marlssa 

2 

Marissa  EL 

2 

Mount   Ve'-'^O'-    HS 

2 

Marissa   HS 

Mulberry  G'-ove 

2 

Mu'ber'-..   G''"ve   i'^ 

"arkHair 

2 

Canterbury  JHS 

2 

Mulberry  Grcve  Jr.   Sr.  HS 

1 

Lemon  EL 

Hjl  keytown 

2 

Mulkeytown  K-12 

2 

Markham  Park  EL 

Mindelein 

2 

Diamond  Lake  EL 

2 

McClaughry  EL 

Murphysboro 

2 

Carruthers   JHS 

Marshall 

2 

South  EL 

1 

Lincoln    FL 

Mascoutah 

2 

Mascoutah  '^S 

2 

^ogan   El 

2 

Mascoutah  JHS 

2 

Lor»g*e-o   El 

2 

Sixth  Street  EL 

2 

Mcelvai-   E. 

Mattoon 

2 

Bennett  EL 

2 

Mu'-physbc'-c  Township  K-12 

1 

Grant  Park  EL 

1 

Orcha'-d  Hills  EL 

V 

Sevenf  Day  K-12 

1 

Washington  EL 

1 

Washington  EL 

• 

Ne*   5a2e' 

2 

St.    George   EL 

Maywood 

2 

E'ne-SCr    EL 

Sew  h-^rr-t-^i 

2 

New  Burns'de  EL 

2 

I'-ving   E_ 

New  OcuQ'as 

2 

New   Douclat   E. 

2 

Washington  EL 

New   HO  i  la  no 

2 

New  Ho" '  anc-''"':  etjwn  EL 

McClure 

1 

McClure  EL 

Newton 

2 

Sewtcr   ^i 

McLeansbcro 

1 

Beaver  Creek   EL 

2 

Newtor   V    4   Je-tral    EL 

1 

McLeansboro  East   S- 

de  EL 

Nilwood 

2 

Nllwood  EL 

1 

McLeansbcro   HS 

Noble 

2 

West  Richland  EL 

9 

McLeansboro  West  Si 

de  EL 

Nckomls 

2 

Nokoir*s   ^i 

Melrose  Park 

2 

Melrose  Park  EL 

2 

NckoH-is   Sojth  JHS 

Metropolis 

2 

Centra"    EL 

2 

NokoBils   North   EL 

2 

FranKlir   EL 

Norris   City 

2 

Norris   CUy-Omaha   EL 

1 

Geo.    R.   Clark  EL 

1 

Norris   City-0»r.aha   HS 

2 

Jef'^erson   EL 

North  Chicago 

2 

North  Chicago  hS 

1 

Maple  Grove  EL 

2 

Novak-King  EL 

2 

Metropolis   K-12 

O'Fallon 

2 

J.   Ejwwtt  Hinchcliffe  EL 

1 

Metropolis  JHS 

Oak  Lawn 

2 

HL    Richarcs   HS 

1 

Washington  EL 

Oakland 

1 

Lake  Crest  EL 

Middletown 

2 

N.   Holland  -  Middli 

StOK-^    JHS 

2 

Dakland   "S 

Midlothian 

2 

Spaulding  EL 

Oblong 

1 

Bend   El 

Mil  ford 

2 

Milford  EL 

2 

Hardin  El 

Mill    Shoals 

1 

Mill    Shoals  EL 

Odin 

1 

Odin  EL 

Milton 

2 

East  Pike  H^g'-   &  " 

^"'t-r    K-12 

Ohiman 

1 

Ohiman  EL 

Mol ine 

2 

Blackhawk   Eu 

Oiney 

1 

Central    EL 

1 

Ericsson   EL 

Olympia  Fields 

C^ 

R-ch  Cenfal   Campus  HS 

1 

Grant  EL 

Opdyke 

2 

Ocxiyke  Attendance  Center  EL 

2 

Horace  Mann  EL 

Ora'^gev  " "  e 

2 

jrangeville  EL 

2 

McKinley   EL 

2 

Orangevllle  JR-SR  HS 

2 

Mol Ine  HS 

Gttawa 

2 

Col  inbjs   EL 

.Mocnence 

2 

Je-Neir  Ei, 

Palestine 

2 

Palestine  EL 

2 

Momence  HS 

Painiy-a 

2 

Northwest-e^^   V. 

2 

Momence  JHS 

Pales   "a'-k 

Lt.    Josepn  '■ .    Kennedy  K-12 

2 

Range  EL 

Pana 

2 

Lincoln  EL 

Monnouth 
Montgomery 

Mooseheart 

1 

1 

2 

1 

Harding  EL 
Nicholson  EL 
Rose  E.    Krug  EL 
Mocseheart  K-12 

Panama 
Paris 

• 

1 
2 
2 
2 

1 
2 

Panama  El 
Carolyn  Wenz   ■_ 
Crestwood   EL  4  Jr  HS 
Menorla^    EL 
Re<Snon   EL 
*loQonQu1n  EL 

More 
Morrisonvi 1 le 

2 

2 
2 

Meadowtrook-North 
Morrisonvllle  EL 
Morrlsonvllle  JR-5 

EL 

:'    -S 

Park   forest 

Lo*<ell    EL 
Meridian  HS 
Meridian  JHS 

2 

Blackhawk   EL 

Mound   C^'ty 
Mounds 

1 

1 
1 

2 
2 

Blackhawk  J^^S 
;.akewood  E. 

1 

Thistlewood   El 

2 
2 

Mohawk  EL 
Sauk  ""ra^'    EL 

1 

"itus   EL 

Mount  Carmel 

Mount   Carroll 
Mount   Erie 
Mount  C" 1 ve 

2 
2 
2 

2 
2 

Mt.    Carmel   "idd'e 

South  EL 

Mt.    Carroll    HS 

Mount   Erie  EL 

Mt.    Olive  ^ortn   E; 

JHS 

Park    R-dge 

Patokj 
Patterson 

2 

2 
1 
2 

Westwood   E.                      .        / 

Wildwood   EL 

Jeani  ne  Scnu' t2     K-12 

Patoka   K-'2 

Patterson  EL 

Mount   Sterling 

Brown   County   HS 

Pax  ton 

2 

Pax  ton  :^'i 

2 

Horth  Grade  EL 

Pearl    City 

2 

Pear"    C^ty   ^^ 

2 

South  EL 

Pekin 

2 

Roosevelt  E. 

Mount    Ve'-nor 

1 
1 

.  i 

Bethel  EL 
Casey  JHS 
Dodds  EL 

Peoria 

2 

Wilson   EL 

Bl  aIne-Sijnne'-   EL 

Cabrln   Ha"'    HS 

*  Code   1 

-    School 

•   designated    for    both 

National    Defense    and   National    Direct 

Student    Loan    cancellation    beneflti 

""                    Co<l«  2 

-    School 

s    designated    f"'   national    Defense   Student    Loan  cancellation    bene 

fits    only 

Coda   ■• 

-    School 

s  designated   for  Rational   Direct 

Student   Loan  caocallation 

benefits    only 
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NOTICES 


ILLINOIS 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  19T6-7T  and  1977-76  School  Years 


Location 


Code 


School  Name 


Location 


Code 


School  Name 


Peoria  (Cont'd) 


Perry 

Phoenix 
Pinckneyvil  le 
Pittsburg 
Pittsfield 


Pleas  int  hi  11 

PlyiKJ'jth 

Pocahontas 

Pontiac 


p^<^  ^r- 


Qu1 ncy 


■'HOT 

Rd  I  e  1  g  n 
Ramsey 

Rantoul 


■^enau  1 1 
Pi  jqway 


Roce' '  e 
Pock   Fal 1 s 


Children's   Home  EL 

Cr I ttenton  nome  HS 

Garfield  EL 

Greeley  EL 

Guardian   Arqei    Hone  EL 

Harrison  EL 

Harrison  n.^p^es  jay  'iw .    EL 

Hires  EL 

!  rv  1  rx;  EL 

<,'ngnan  £L 

Late  Afternoon  HS 

Learning   Tree  K-12 

Lincoln   EL 

Longfel 1 ow   EL 

"an'.al    hS 

"^cici-ley   EL 

Meads   Kiddie  <are  EL 

Ne'qhborriccd  House  <-12 

''oosevel  t  EL 

Salvation  f^n'y  Zay  Care  K-12 

South   Side  "'ssion   K-12 

Trev«yr    jHS 

"yng    EL 

•lebster   EL 

.rfhite  EL 

Hoodrvi*''  -S 

routh   Fanr  us 

Atrj   -   Nursery   EL 

Perry    EL 

Per'-y    HS 

Ccol'idge  JhS 

Pi nckneyvi 1 1 e  EL 

Lincoln   EL 
2  Pittsfield  HS 

2  Pittsfield  South  EL 

2  Pittsfiela-xiqbee  EL 

2  Pleasant  Hill    EL 

2  Pleasant  Hi  11    HS 

2  r'lymouth   K-12 

2  Pocahontas   EL 

2  Central    EL 

1  Ladd  EL 

2  Pontiac  JHS 
2     Gordon  JHS 
2    Posen  EL 

1  Ziebell  EL 

2  Berrian  EL 

1  Franklin  EL 

2  Irving  EL 

1  Jefferson  El 

2  Qui ncy  JHS 
2     Qui  ncy  HS 

■  2     St.  John  the  Baptist  EL 

1  iJashington  EL 

2  Webster  EL 

1  St.  Michael   EL 

1  Raleigh  EL 

2  Ramsey   EL 
2  Ramsey  HS 

2  J.W.    Eater  JHS 

2  >*yT\a  Thofnpson  El 

2  Nortnview  EL 

2  Rantoul    Twp  HS 

1  Renaul t  EL 

1  Ridgxay  EL 

i  Ridgway  HS 

1  Childs   EL 

1  Kel lar  JHS 

1  Turner  EL 

2  Lincoln  EL 
2  Dillon  EL 

2  P*  verdal  e  EL 


Rockford 


•  Code    1    -    Schools    designated    for    both   Maclonal 
Code    2    -    Schools    designated    for   •Utlonil    D«fen 
Cod*    3    -    Schools    designated    for   National    Dlrec 


Rock  Island  1  Audubon  EL 

1  Central  JHS 

2  Earl  H.  Hanson  EL 
1  Franklin  JHS 

1  Grant  EL 

1  Hawthorne- Irving  EL 

1  Lincoln  EL 

2  Rock  Island  HS 
1  Barbour  EL 
1  Beyer  EL 
1  Church  EL 

1  Ellis  EL 

2  Franklin  Middle  JHS 
2  Garrison  EL 

1  George  B.  Haskell  EL 

2  Guilford  EL 

1  Henrietta  EL 

2  Hoffman  Middle  JHS 
2  J.  F.  Kennedy  JHS 

1  Kishwaukee  EL 

2  Lathrop  EL 
2  Lincoln  Middle  JHS 

1  Lincoln  Park  EL 

2  Marquette  EL 

1  Martin  Luther  King  EL 

2  Morris  Kennedy  Middle  JHS 
2  North  Love  Christian  EL 
2  Olson  Park  EL 
2  Riverdahl  EL 
2  Riverside  EL 

1  Rock  River  EL 

2  Rockford  Auburn  HS 
1  .Roosevelt  Middle  JHS 
1  Stiles  EL 

1  Turner  EL 

2  W.  Ray  Mcintosh  EL 
2  Washington  Middle  JHS 
2  West  Senior  HS 
2  Whig  Hill  EL 
2  Wight  EL 

1  William  A.  Dennis  EL 

2  Wm.  Nashold  EL 

1  Woodrow  Wilson  Middle  JHS 

2  Ridge  View  EL 
2  North  Greene  EL 
2  Rosamond  EL 
2  Parkside  EL 
2  Roseville'EL 
1  Rosiclare  EL 
1  Rosiclare  HS 

1  Stone  Church  EL 

2  John  T.  Kagee  JHS 

1  Zeigler-Royalton  EL 

2  Rushville  EL- JHS 
2  Rushville  HS 
2  Webstef-  EL 
2  Sadorus  EL 
2  Central  EL 
1  Oak  Park  EL 

1  Salem  HS 

2  Salem  JHS 
2  Selmaville  North  EL 
2  Sandoval  EL 
2  Sandoval  HS 
2  Lincoln  Middle  JHS 
2  Washington  EL 

1  Shawneetown  EL 

2  Shawneetown  Jr-Sr  HS 
2  Main  Street  EL 
2  Moulton  EL 

.1  Sims  EL  ' 

2  College  Hill  EL 

2  Walker  EL 


Romeoville 

Rood house 

Rosamond 

Roselle 

Roseville 

Rosiclare 


Round  Lake 
Royal  ton 
Rushville 


Sadorus 
Salem 


Sandoval 

Savanna 
Sesser 

Shawneetown 

Shelbyville 

Sims 
Skokie 


Defense    and    National    Dl 

»e    Student    Lo«n    c«nce'.  I 
t    Student    Loan   cancel  I« 


recc   Student   Loan  cancellation    benefits 
at  ton    benefits  only 
tlon   benefit*  only 
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NOTICES 


28329 


ILLIWIS 


For  national  Defense 


List  of 
Student 


Schools   determined   to    have   High 
Loan   and   National   Direct    Student 


Concentrations    of  Studen 
Loan   Car.cellation   Benef 


ts    fr.:)Ei  Low-Incoiae   Faailies 

its   for  the   1976-77   and   1977-T8  School   Years 


location 


Code 


Sch'X)!    Najne 


Location 


Code   *     School   Neme 


Smi  thl.ort 

Smithfield 

Sorento 

South  Beloit 


South  Chicago  Hgts. 
South  Hollana 

South  Pekin 
Spar!  and 
Sparta 

Springfield 


St.  Anne 

St.  David 
St.  Elmo 

St.  Francisville 
St.  Marys 
St.  Peter 
Stecen 

Sterl  i  nq 

Stewardson 

Stockton 


Stonington 
Streator 


Tamms 
Tampico 
Taylorvil le 
Texico 

Thooipsonville 

Toulon 
Tower  Hill 
Ullln 
Urbana 


2 

2 

1 

2 

1 

1 

2 

1 

2 

2 

t 

2 

2 

1 

2 

1 

1 

2 

2 

2 

2 

1 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

1 

1 


Saiithboro  El. 

Sm1thf1eld  EL 

Sorento  EL 

R'verview  EL 

Sout*^   Beloit 

Wheeler  EL 

U.S.    Grant  EL 

Eisenhower  EL 

Madison  EL 

South  Pekin  EL 

Spaniard  EL 

Soarta-Lincoln  EL 

Harvard  Park  EL 

Hay- Edwards  EL 

Hazel   Dell    EL 

lies  EL 

Jefferson  Middle  JHS 

Lincoln  EL 

Matheny  EL 

McClearnana   EL 

Pleasant  niii   EL 

Ridgeiy  EL 

Southern   i/iew   E^ 

Springfield   Southeast  riS 

Ursul ine  Acadeny     EL 

Wanless  EL 

Washington  Middle  JHS 

Webster  EL 

Wi throw  EL 

St.    Anne  HS 

W1 chert  EL 

St.    David  EL 

St.    Elmo  EL 

St.    Elmo  HS 

St.    Francisville  K-12 

Kaskaskia   Island   EL 

LaGrove  JHS 

Central   JHS 

Parkview  EL 

Central    EL 

Stewardson-Strasburg  EL 

Stockton  EL 

Stockton  Middle  JHS 

Stockton  HS 

Stonington  K-12 

Eagle  EL 

Greeley  EL 

Northlawn  EL 

Oakland  Park  EL 

Egyptian  EL 

Tanpico  EL 

Memorial  EL 

Field  EL 

Thompsonville  EL 

Thompsonville  HS 

Toulon  EL 

Tower  Hill  EL 

Century  HS 

Leal  EL 

M.L.King  Jr.  EL 

Prairie  EL 

Thomas  Paine  Eu 

Urbana  JHS  (Brookens) 

Urbana  (Fisher)  JHS 

Washinqtcn  El 

Webber  EL 


Vandal ia 

2 

Jefferson  EL 

2 

Washinqtcn   EL 

ve-'ce 

1 

Venice  EL 

1    ■ 

Venice  HS 

Vergen^es 

2 

Elverado  JHS 

1 

Vergennes  EL 

Vienna 

2 

Vienna  EL 

Villa  Grove 

2 

Villa  Grove  K-12 

Waltonville 

2 

Waltonville  EL 

Wamac 

1 

Bronson   EL 

Wamenv ',  • "  e 

1 

Daystar  Christian  EL 

^arsax 

2 

Warsaw  E^ 

2 

Warsa*  M'-c'e  !.  -igh  HS 

«  a  t  s  e « a 

2 

Glenn    P.ayT-.cnQ    El 

»auKecan 

1 

Andrew  Cooke  EL 

2 

Clearview  EL 

2 

Daneil    Webster  JHS 

1 

Gertrude  Cannan  EL 

1 

Jackson   EL 

2 

Lyon  EL 

2 

North  EL 

2 

.     St.   Joseph  EL 

1 

Thomas  Jefferson  JHS 

2 

Waukeqan   East  HS 

2 

Wajkeoa'   xest  HS 

2 

West  EL 

2 

Whittier  EL 

wayne  City 

1 

Oak  Grove  EL 

1 

Wayne  City  EL 

1 

Wayne  City  HS 

West  Frankfort 

2 

Central    JHS 

2 

Denninq   EL 

2 

Frankfort  EL 

Westfield 

2 

westfield  EL 

Westville 

2 

Judith  Giacona   EL 

2 

McMillan  EL 

Wheeler 

2 

Muddy   EL  &  JR  HS    (EL) 

Wheel ing 

1 

R.   L.   Stevenson  EL 

White  Hall 

2 

North  Greene  HS 

2 

White  Hall   EL 

Willow  Hill 

2 

Willow  Hill  &  East  Jr.     EL 

Winchester 

2 

Winchester  EL 

Witt 

2 

Witt  K-12 

Wolf  Lake 

2 

Shawnee  J-SHS 

2 

Wolf  Lake  EL 

Wood  River 

2 

East  Alton-Wood  River  K-12 

2 

Lincoln  EL 

Woodl awn 

o 
L 

Wood  lawn  EL 

Xenia 

1 

Orchardville  EL 

2 

Xenia  EL 

Yates  City 

2 

Vates   City  K-12            , 

Zeigler 

1 

Leiter  EL 

Zion 

2 

Beulah  Park  EL 

2 

Central   JHS 

1 

Eluvood  EL 

2 

Shilo*-  Park  EL 

2 

«est   El 

♦   Code    1    -    Schools    designated    for    ■>oth    National    r>efen!ie    and    Natl^nai    IDlrect    Student    Loan    can.cf;;?.r 
Code    2    -    Schools    designated    for    National    Defense    Student    Loan    cancellation    benefits    or.lv 
Code    3    -    Schools    designated    for   National    Direct    Student    Loan   cancellation    benefits    onlv 


>«ne  f  1  ts 
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NOTICES 


INDIANA 


For  National  Defense 


List  of 
Student 


Schools  Determined  to  fiave  High 
Loan  and  National  Direct  Student 


Concentrations  of  Students  from 
Loan  Cancellation  Benefits  for 


Lov-Income  Families 

the  1976-77  and  19T7-78  School  Years 


Location 


Albion 


Alfordsvil le 
Anderson 


Angola 

Arlington 

Attica 

Aurora 
Austin 


Batesville 
Bedford 


Bentonville 

Berne 

Bicknell 

Birdseye 
Bloofflington 


Bluffton 

Bourbon 
Brazil 


Code  *   School  Name 

Albion  EL 

Chain-o- Lakes  Youth  Camp 

Green  Center  EL 

Wolf  Lake  EL 

Alfordsville  EL 

Brentwood  EL 

Bronnebag  Christian  Home 

Columbia-Riley  EL 

East  Side  Jr.  High 

Great  Commission  K-12 

Hazelwood  EL 

Hillcrest  Christian  Home 

Indiana  Christian  Academy 

Longfellow  EL  k-12 

Madison  Hgts.  HS 

Park  Place  EL 

St.  Ambrose  K-6 

St.  Mary's  K-6 

Seventh  Day  Adventist  1-8 

Seventh  Street  EL 

Shadeland  EL 

South  Side  JHS 

Twenty-ninth  Street  EL 

Washington  EL 

Westvale  EL 

Flint  EL 

Arlington  Middle 

Attica  EL 

Attica  HS 

Aurora  EL 

Austin  EL 

Austin  HS 

Austin  Middle 

Batesville  HS 

Bedford  JHS 

Bedford-North  Lawrence  HS 

Englewood  EL 

Lincoln  EL 

Parkview  EL 

Shawswick  1-8 

Stalker  EL 

Bentonville  EL 


Location 


Code   •     School  Name 


Bremen 
Bristol 
Brook 
Brookville 


Burney 
Butler 
Cambridge  City 


Geneva    EL 
Central    EL 
North    Knox      HS 
Birdseye    K-8 
Arlington  K-5 
Dyer   6-8 
Fairview   EL 
Harrodsburg    1-5 
Templeton   K-5 
Unionville   K-5 
Columbian   EL 
Triton   EL 
Annuniciat ion   1-6 
Brazil    JHS 
Brazil    SHS 
Eastside   EL 
Forest    Parks    EL 
Jackson   Twp .    EL 
Meridian   EL 
Van    Buren   EL 
Van   Buren   HS 
Bremen   EL 
York   EL 
Brook   EL 
Brookville    EL 
St.    Michaels    1-8 
Springfield    1 -4 
Burney   EL 
Riverdale   EL 
Central    EL 
Lincoln    HS 
TarVwav     IHS 


Campbellsburg 

1 

West  Washington  EL 

2 

West  Washington  J-SHS 

Cannelton 

2 

Cannelton  J-SHS 

2 

Myers  EL 

1 

St.  Michael's  EL 

Carlisle 

2 

Carlisle  EL 

2 

Carlisle  JHS 

Cedar  Grove 

2 

Whitewater  5-9 

Cedar  Lake 

2 

McArthur  EL 

Celestine 

2 

Celestine  EL 

Central 

2 

Heth-Washington  K-8 

Chesterton 

2 

Brummitt  EL 

Chrisney 

2 

Chrisney  EL 

Churubusco  EL 

2 

Churubusco  EL 

Clarksburg 

2 

Clarksburg  EL 

Clarksville 

2 

George  Rogers  Clark  EL 

Clay  City 

2 

Clay  City  EL 

2 

Clay  City  J-SHS 

Clinton 

2 

CentralEL 

2 

Glendale  EL 

2 

Ernie  Pyle  EL         x 
Van  Duyn  EL            ^ 

2 

College  Corner 

2 

Union  EL 

Columbia  City 

1 

Coesse  School  K-8          " 

2 

Columbia  City  Joint  HS 

2 

Etna-Troy  K-12 

1 

Huntington-Whitley  County 
Group  Home  for  Girls  Sch 

1 

Washington  Center  K-8 

Columbus 

•  2 

Clifty  EL 

2 

East  HS 

2 

Fodrea  EL 

/ 

1 

Lincoln  EL 

2 

McDowell  EL 

2 

McKinley  EL 

2 

Petersville  EL 

1 

Frances  Comfort  Thomas 
Children's  Home  Sch 

Comminskey 

2 

Graham  Creek  EL 

Connersville 

2 

Eastview  EL 

2 

Fayette  Central  K-6 

1 

Frazee  EL 

2 

Grandview  EL 

2 

Maplewood  EL 

2 

Waterloo  EL 

2 

St.  Gabriel  1-6 

Croydon 

2 

Corydon  EL 

2 

Corydon  JHS 

Cromwell 

2 

Cromwell  EL 

Cross  Plains 

2 

Cross  Plains  EL 

Crothersville 

1 

Crothersville  EL 

Crown  Point 

2 

Timothy  Ball  EL 

Culver 

2 

Culver  EL-JHS 

Dale 

2 

David  Turnham  EL 

Decker 

2 

Decker  EL 

Dublin 

2 

Dublin  EL 

Dubois 

•  2 

Southside  EL 

Dugger 

2 

Dugger  EL 

2 

Union  HS 

Dunkirk 

2 

West  Jay  JHS 

East  Chicago 

1 

St.  Joseph  Carmelite  Home 
for  Girls  Sch 

1 

Block  JHS 

1 

Columbus  EL 

1 

Field  EL 

1 

Franklin  EL 

1 

Carrie  Gosch  EL 

2 

Indiana  Harbor  Catholic  EL 

1 

Lincoln  EL 

1 

Riley  EL 

1 

Washington  EL 

East  Gary 

2 

Edison  HS 

2 

Polk  EL 

•   Code    1    -    Schools    deslj!n»ted    for    both   National    Defense    and    National    Direct   Student   Loan  cancellaClOD   benefits 
Co<le    3    -    schools    designated    for    National    Defense    St'jdent    Loan    cancellation   benefits   only 
Code    3    -    Schools    designated    for  National    Direct    Student    Loan   cancellacion  bcneftta  only 
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NOTICES 


28331 


INDUHA 


For   Baitionaj.    Defense 


List    ci 
Student 


Scho--.^E   Ijetersined   to   hfcve    High  Concentrations    of   Students    frc-a 
Loar,   and   national    Direct   Student    Loan   Cancellation   BeaefitE    for 


Location 


•      Sc  hc>c  1    Na»e 


Location 


C-xle 


the   :.97b-";   ajd  1977-76  School  Years 

Sch>:.^    Kaaw^ ^_ 


1 

Elnora 

2 

2 

Elwood 

-> 

English 

1 

Evans  ton 

^ 

Evans v;  lie 

1 

1 

1 

Edinburg         1     East  Side  EL 

2     Edinburg  Exper  :iiien:  u  1  Middle 
Edwardspcrt       2     East  EL-JHS 
Elizabeth        2  Elizabeth  Grade  K-4 

2     South  Central  'SHS 
Elkhart  1     Beardslev  EL 

1     Beck  EL 

1     Hawthorne  EL 
Lincoln  El 

1  Pierre  Moran  "-9 
Roosevelt  EL 
Elnora  EL 
N . Daviess  J  SMS 
Washington  EL 
English  1  12 
Clay-Huff  EL 
Cedar  Hill  K-8 
Columbia  K-8 
Culver  K-8 

;     Delaware  K-8 

2  Dexter  K-« 
2     Evans  K- 8 
2     Glenwood  K-8 
2     Helfrich  Park  K-S 
1     Hillcrest -Washing! :n  Homt 

1  Lincoln  K-8  Sch 

2  Lodge  K  t 
2  Perrv  Heights  K-8 
2     Howard  Roosa  K-8 
2     St.  Anthony  1-8 
2     Stockwell  k-b 
2     Tokoppel  K-8 

Washington  K- 8 

Daniel  Wertr  K-6  ■ 

Fairbanks  E! 

Farmersburg  EL 

Fayetteville  EL 

Ferdinand  K-S 

Flat  Rock  EL 

Ho  1  y  Cross  1  -  5 

Marlette  EL 

Christian  Youth  H  ire 
Assn . ,  Inc .  Sch 

Allen  County  Children  s 
Home  Sch 

Bunche  EL 
2     Cathedral  Catholic  1-8 
2     Emraans  Lut-heran  IS 
2     Emmanuel  -  St.  Michael 

1  Fort  Wavne  Area  Lifeline 
Homes ,  Inc .  Sch 

i     Fort  Wayne  Children' 

2  Hanna  EL 
2     Harmar  EL 
2     McCulloch  EL 
2     Memorial  Park  EL 
2     St.  Paul  Lutheran  18 

1  St.  Vincent  Treatment  Center 

2  Sunnymede  EL 
2     Washington  EL 

1  Wood  Youth  Center  Sch 

2  Gi 1  lam  EL 
2     West  Central  EL 
2     West  Central  J-SHS 
2    Francisco  EL 
2    Clinton  Prairie  JHS 
2     Clinton  Prairie  HS 
2     Jackson  EL 
2    Jefferson  EL 
2    Mulberry  EL 
2     Caston  Education  Center 
1     Bethune  K-6         "-'^^ 
i     Beveridge  K-6 
1     Black  Oak  EL 


2 

2 

Fai  rbanks 

2 

Faraersburg 

2 

Fayett evi 1 le 

2 

Ferdinand 

2 

Flat  Rock 

2 

Fort  Branch 

2 

2 

Fort vi 1 le 

1 

Fort  Wayne 

1 

2 

F  r  a  n  c  e  5  V 1 1 1  e 


Franc  isco 
Frankfort 


Fulton 
Garv 


Luth 


Home 
Sch 


tUry  (Cont'd 


Glenwood 
Goodl and 
Goshen 


Gospor t 
Graysvilie 

Greencastle 


Greensburg 


Greenwood 

Grovertown 

Hall 

Haailton 

Hamlet 

Hammond 


Hanover 

Haubstadt 

Helmsturg 

He! -on  v i 1 1 
H  e  n  r  .■  v    1  '.  t 


Ca  1  uiset     •- : 

Carver    k-6 

Chase    K-6 

Douglas    K-6 

Drew    C-fc 

Duncan    K-6 

Edison    6-8 

Froebel    7-8 

GrissoB    EL 

Holy    Ar.gels    EL 

Holv    Trinity   EL 

Hos'ford    Park    EL 

I\anhoe    »     ^ 

J.F.    Dallas    EL 

Jefferson   K-6 

Lake   Countv   Children' sHome 

Lake    Ridge    JHS  Sch 

Lincoln    K-6 

Locke    K- 6 

Longfellow  EL 

Miller    k-2 

Norton    K-6 

P  J 1  a  •;  k  1    6-8 

Py  i  e    K-6 

St.    Hedwig   EL 

St.    Monica    EL 

Spaulding    K-4 

Vohr   K-5 

Williams   K-6 

Orange   EL 

Good  land    FL 

Bashor    Home    of    the   United 

Method;bt   Church, Inc. Sch 
Chamberlain   EL 
Fairfield   J-SHS 
Jefferson    EL 
Go sport    EL 
Graysvilie   EL 

Belle   Union   EL 
Fillmore    EL 
Greencastle   JHS 
Indiana    State   Farm   Sch 
Jones   EL 

Marv   Allison   Childrens   Home 
Miller    EL  Sch 

Northeast    EL 
ReeUville    EL 
Ridpath    EL 
N.Decatur    J-SHS 
Sandcreek    EL 
Sandusky   EL 

Lifeline   Youth  Home-Unit    I 
Oregon  EL 
Hall   EL 
Hamilton  EL 
Davis   EL 

Carmelite   Home    for   Boys   Sch 
Columbia   EL 
Eggars   Middle 
.  Irving   EL 
Lafayette   EL 

Mayflower   Home   for  Girls   Sch 
Maywood  EL 
Riverside   EL 
Spohn   Middle 
Wallace    EL 
Wilson    EL 
Southwestern   EL 
St.    Peter    f,    Paul    EL 
Heimiburg    EL 
Heltonville   EL 
Clark    Countv    Youth    Camp    .Sch 


*  Code  1  -  Schools  designated  for  both  Hatiooal  Defense  and  National  Direct  Stude 
Code  2  -  Schools  designated  for  National  Defense  Student  Lojin  cancellation' bene 
Code    3   -    Schools   designated    for  national    Direct    Student    Loan  cancellation   bet>ef 


ot    Loan   cancellst 
fits   only 
Its    onlv 


^«n»  ?  i ! 
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NOTICES 


INDIANA 


List  of 
For  National    Defense  Student 
Location Code  * 


Schools  Determined  to  have  High  Concentrations  of  Students  from 
Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 
School   Name Location ^°<^g  * 


Low-Income  Families 
the  1976-77  and  1977-78  School  Yearr 
School  Name         


Hobart 


Holton 
Hope 


Howe 

Hunt ingburg 


Hymera 
Indianapolis 


Jamestown 
Jasonville 


Evans    EL 
Meister    EL 
River    Forest   EL 
River    Forest    HS 
River    Forest   JHS 
River  View   EL 
Holton   EL 
Holton  JHS 
Cross   Cliff   1-6 
Hauser   J-SHS 
Hope      1-6 
Brighton   EL 
Crestview  EL 
Holland   EL 
Maple   Park   EL 
Hymera   EL 
*1      K-6 


Jef fersonville 


»3 

#4 

#8 

#14 

#15 

#20 

»22 

#26 

#27 

#28 

#30 


K-8 
K-8 


K-6 
K-8 
K-6 
K-8 
K-6 


#33  K-6 
#34  K-8 
#38    K-8 


#41 
#42 
#44 
#45 
#47 
#48 
#56 
#60 
#63 


K-8 
K-8 
K-8 
K-6 
K-8 
K-6 
K-8 
K-6 
K-6 


#73    K-6 

#74    K-6 

#76    K-6 

#87    K-8 

#110    K-8 

#112    K-8 

#114    K-6 

Garrard  House   Sch 

Indian   Creek   EL 

Indiana   Girl's    School 

Indiana   Women's   Prison  Sch 

Lawrence    EL 

Lifeline  Youth  Home-Unit  II 

Lutherwood  of  Lutheran  Child 

Welfare  Sch 
Lynwood  EL 
Mallon  House  Sch 
Marion  County  Children's 

Guardian  Home  Sch 
Marion  County  Juvenile 

Center  Sch 
Morris  House  Sch 
Pleasant  Run  Children's 

Home,  Inc.  Sch 
St.  Elizabeth's  Home  Sch 
Southeastern  Children's  Home 
Stephen  Decatur  EL       Sch 
Valley  Mills  EL 
Wheeler  Girl's  Residence  Sch 
Granville  Wells  EL 
Shakamak  EL 
Shakamak  HS 
Shakamak  Middle 


Kentland 
Knightstown 

Knox 


Kokomo 


Laconia 
Ladoza 

Lafayette 


Laketon 
Lakeville 


LaPorte 
Larwill 
Laurel 
Lawrenceburg 

Leavenworth 
Lebanon 


Leiters  Ford 
Leopold 

Lexington 
Liberty 


Ligonier 

Lincoln  City 

Logansport 

Lynn 

Lyons 

Mackey 

Madison 


Manilla 


;  Alternate'  HS 

2  •  McCulloch  EL 

2  Maple  EL 

1  Rose  Hill  EL 

1  South-Central  Christian 

Children' s  Home  Sch 

2  Spring  Hill  EL 

2  Thomas  Jefferson  K-6 

2  Utica  EL 

2  Kentland  EL 

1  Indiana  Soldiers  5  Sailors 
Children's  Home  Sch 

1  California  EL 

2  Foltz/Palmer  EL 
2  Knox  JHS 

1  Washington  EL 

2  Columbian  EL 

1  Friendship  Home, Inc.  Sch 

2  Indian  Heights  K-6 
2  Jefferson  EL 

2  Lincoln  EL 

2  Meridian  EL 

2  Palmer  EL 

2  Pettet  Park  EL 

2  Roosevelt  EL 

2  Sycamore  EL 

2  Taylor  EL 

2  Laconia  Grade  Sch 

1  Indiana  Children's  Christian 
Home  Sch 

1  Jessie  Levering  Gary  Home  for 

Children  Sch  ^ 

2  Linwood  EL  ' 
2  Miller  EL 

2  Murdock  EL 

2  Tippecanoe  JHS 

1  Washington  EL 

2  Laketon  EL 

2  Lakeville  EL 

2  LaPaz  EL 

2  LaVille  J-SHS 

2  Washington  EL 

2  Larwill  EL 

2  Laurel  K-12 

2  Central  EL  .^ 

2  Greendale  Middle 

1  Leavenworth  Sch 

1  Indiana  United  Methodist 
Children's  Home  Sch 

1  Stokes  K- 5 

2  Aubbeenaubbee  EL-JHS 
2  Perry  Central  EL 

2  Perry  Central  J-SHS 

2  Lexington  EL 

2  Kitchel  EL 

2  Liberty  EL 

2    Liberty  JHS 

2  Union  County  HS 

2    Ligonier  EL 

2    Perry  EL 

2    Heritage  Hts.HS 

1    Cass  County  Children's  HomeSch 

1    Randolph  Southern  EL 

1  L  5  M  Sch  1-12 

2  Mackey  EL 

1  Canaan  EL 

2  Central  EL 
2-    Deputy  EL 
2     Dupont  EL 

1    Eggleston  EL 

1  Lydia  ^iddleton    EL 

2  EO   Muncie    EL 
2          Manilla   EL 


Schools    desunated    for   both   Nactcnal    Defense   and   National   Direct   Student   Loan  cancellation    benefits 
Schools   designated    for   National    Defense   Student    Loan  cancellation   benefits   only 


Code 
Code 
Code    3    -    Schools    designated    for    National    Dlrec    Stjrfe 


L.^«r   cancellation  benefits  only 
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IXDIAW^ 


List  of 

Schools  Determined  tc  hf.^ 

t  Hik!-. 

Concentrat  :  .-.r.?   T  .^tudernf 

frsB 

'^:v-l^,:om^    fajtllles 

For  ■ationta  Defense 

Student 

Loan  and  Sational  Direct 

St  uder.t 

L.-a.'-,  Jar.ie..  at :  ~  n  h€r,efit 

E  f;r 

-  .5*   • 

tre  :o-6-~-  'v.-.n  :;""-"?  School  Years 

Location 
Marengo 

Marion 

Code  • 
1 

School  Name 

Ma  r  e  n  g  0  1  ■  i  ; 
Clayton  Brownlee  EL 

^:rat  - ;  r.          C 

New  Paris 

NcK  Point 

2 

New  Pans  EL 
New  Point  EL 
Sew  Salem  Middle 

1 

Grant  County  Children 

•s 

New  Sale* 

2 

Home  Sch 

Ninevah 

2 

5pr  jn 1 . a  EL 

2 

Thomas  Jefferson  EL 

North  Judson 

1 

L  1  b  <=  T  t  ■.  E  L 

2 

Lincoln  EL 

2 

Nrrt^  \.ison  JHS 

2 

Frances  Sic;  urn  EC 

North  Ma-  «.  hr^".  r 

2 

central  JHS 

Martinsville 

2 

North  EI 

; 

Chester  EL 

-t .  Mar> ' s  EL  ' 

Mays 

2 

Mays  EL 

North  Vernon 

^ 

Medaryville 

1 

Jasper- Pulask 1  Youth 

Camp 

Odon 

- 

Raglesville  EL 

Me do  ra 

2 

Carr  Twp.  Sch 

Sch 

1 

Mesphi s 

2 

Memphis  El 

Ool  itic 

2 

Oolitic  Sch  1-8 

Me tamer a 

2 

Metamore  EL 

Orland 

■? 

Orland  EL 

Michigan  City 

2 

Barker  JHS 

Osgood 

1  . 

Osgood  EL 

1 

Central  Sch  K-6 

Otwell 

2 

Otwell  El 

Eastport  EL 

Owensville 

•> 

Owensville  K-8 

2 

Elston  SHS 

Paoli 

1 

Paoli  J-SHS 

1 

Indiana  State  Prison 

Sch 

1 

Stalcup  EL 

2 

Krueger  JHS 

1 

Throop  EL 

1 

Mullen  Sch  Kb 

Patricksburg 

1 

Patricksburg  EL 

1 

N 1 eman  Sch  Kb 

Pekin 

Eastern  EL 

1 

Park  Sch  K-b 

2 

East  err.  HS 

2 

Pine  Sch  K-6 

2 

Franklin  EL 

1 

Riley  Sch  K-6 

4. 

Pierce  EL 

2 

Rogers  SHS 

"* 

Poll.  EL 

1 

Springfield  Sch  K-6 

Pendleton 

1 

indiar.a  kc  t  Tiratory  Sch 

Milan 

2 

Milan  El 

Pershing 

-> 

Pershing  EL 

Mil  lersburg 

2 

MiUershurg  EL 

Peru 

1 

Central  EL 

Milltown 

1 

Milltown  Sch  1-12 

1 

Elmwood  EL 

Milroy 

2 

Milroy  EL 

1 

Grant  EL 

Milton 

-) 

Milton  EL 

1 

Hoi  man  EL 

Mishawaka 

1 

Batteil  EL 

-> 

Lincoln  EL 

Bingham  EL 

•y 

Peru  JHS 

1 

Family  5  Children's  Center 

2 

Peru  SHS 

Inc.  Sch 

2 

South  Peru  EL 

2 

LaSalie  EL 

2 

Victory  EL 

2 

Phillips  EL 

Petersburg 

2 

Petersburgh  EL 

1 

South  Side  EL 

2 

Pike  Central  HS 

Mitchell 

2 

Burns  EL 

0 

Pike  Central  Middle 

a~v^  ^^^i»»»*^^  ^ 

1 

Emerson  EL 

Plainfield 

1 

Indiana  Boys  Sch 

Hatfield  EL 

1 

Indiana  Youth  Center  Sch 

1 

Huron  EL 

Plainville 

4. 

Plainville  EL 

Monon 

2 

Monon  EL 

Pleasant  ! ake 

2 

Pleasant  Lake  EL 

Monroe  City 

2 

South  Knox  EL 

I 

Salem  EL 

2 

South  Knox  HS 

Playmouth 

2 

West  EL 

Men  ro v  i  a 

2 

Monrovia  EL 

Portage 

1 

Central  EL 

2 

Monrovia  J-SHS 

1 

Cnsma  EL 

Hont  e  rey 

2 

Mohtercy  EL-'JHS 

1 

Gar.  t.  r,  EL 

Mont  gomery 

2 

Barr  EL 

1 

Jones  LL 

2 

St.  Peter's  K-7 

1 

Kyle  EL 

Moore  1  and 

2 

Blue  River  Valley  #1 

K-6 

1 

Myers  EL 

Morgantown 
Morris  town 

2 

Morgantown  EL 

1 

Savior  EL 

2 

Morristown  EL 

1 

South  Haven  EL 

Mt .  Summit 

2 

Blue  River  Valley  #2 

K-4 

Portland 

2 

East  EL 

2 

Blue  River  Valley  J- 

SHS 

■  2 

East  Jay  JHS 

Napoleon 
Nashvi lie 

1 

Napoleon  Grade  Sch  K 

-6 

Princeton 

2 

Lowell  EL 

2 

Brown  County  HS 

Redkey 

«- 

Redkey  EL 

2 

Nashville  El 

Reynolds 

z 

Reynolds  EL 

2 

Van  Buren  EL 

Ri  chmond 

2 

Baxter  EL 

Needraore 

2 

Needmore  EL 

2 

Boston  JHS' 

Nlw  Albany 

2 

East  Spring  EL 

2 

Fairview  EL 

1 

Lillian  Emery  EL 

2 

Finley  EL 

2 

Scribner  Sch 

2 

Garrison  EL 

2 

S.  Ellen  Jones  EL 

2 

Hibherd  EL 

2 

West  Spring  K-6 

2 

Hibberd  JHS 

New  Castle 

2 

Chrysler  HS 

1 

Nicholson  EL 

2 

Hernly  EL 

1 

Richmond  Learning  Center 

2 

Holland  EL 

(ungraded) 

2 

Parkview  JHS 

2 

Richmond  SHS 

2 

Weir  EL 

2 

Southview  EL 

2 

Wright  EL. 

2 

Starr  EL 

New  Harmony 

2 

New  Harmony  K-12 

2 

Test  JHS 

New  Middleton 

2 

New  Middleton  K-8 

2 

Vaile  EL 

♦  Code   1    -   School*   designated    for   both   Natloaal    Defense   and   National    Direct    Student   Loan   cancellarlor    l>en»f!;5 
Code   2    -   Schools   designated    for  National    0«fen»e   Student   Loan   cancellation   benefits   only 
Cod«   3   -   Schools   designated    for  Rational   Direct    Student   Loan   cancellation   benaflti    only 
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List  of 

For  National  Defense  Student 

Location 


Code 


Schools  Determined  to  have  Higl 
Loan  and  National  Direct  Student 
School  Name 


INDIANA 


Concentrations  of  Students  from 
T^an  Cancellation  Benefits  for 


Location 


Code 


Low-Income  Families 
the  1976-T7  and  1977-T8  School  Years 
School  Name 


Richmond  (Cont'd) 

Rockville 
Rolling  Prairie 
Rosedale 

Rushville 


St. 

Anthony 

St. 

John 

St. 

Meinrad 

St. 

Paul 

Saratoga 

Sch 

ererville 

Sch 

nellville 

Scottsburg 

Sellersburg 

Shelburn 
Shelbyville 


Sheridan 

Shipshewana 

Shoals 


Sidney 
Somervi 1 le 
South  Bend 


Springville 
Staunton 

Sull ivan 


1  Warner  EL 

1  Wernle  Children' s -HomeSch 

2  Whitewater  EL 
2  Rockville  EL 

1  Rockville  Training  Center 

2  Galena  EL 
2  Hudson  EL 

2  Bridgeton  1-8 

2  Mecca  EL 

2  Montezuma  K-12 

2  '  Rosedale  EL  5  JHS 

2  Andersonville  Sch  1-4 

2  Rushville  Consolidated  HS 

2  Rushville  EL 

2  Rushville  JHS 

2  St.  Anthony  Sch 

2  Grimmer  Middle 

2  Kahler  Middle 

2  Peifer  EL 

2  St.  Meinrad  EL 

1  St.  Paul  EL 

2  Ward  EL 

1  Hoosier  Town  Inc. Sch 

2  Schnellville  Sch  1-8 
2  Finley  EL 

1  Johnson  EL 

2  Scottsburg  EL 
2  Third  St.  EL 

2  Vienne  EL 

1  Maple  Manor  Christian  Home 

Inc.  Sch 

2  Shelburn  EL 
2  Addison  EL 
2'  Coulston  EL 

2  Hendricks  EL 

1  Lifeline  Youth  Home 

Unit  III  Sch 

2  Loper  EL 

2  Pearson  EL 

2  Marion-Adams  HS 

2  Shipshewana-Scott  EL 

2  Shoals  Community  HS 

2  Shoals  EL 

2  Shoals  Middle 

1  Sidney  EL 

2  Somerville  EL 

2  Central  Middle 

1  Colfax  EL 

2  Harrison  EL 

1  Kennedy  EL 

2  Lincoln  EL 

2  Muessel  K-8 

2  Oliver  EL 

2  Our  Lady  of  Hungary  1-8 

1  Perley  EL 

2  St.  Casimir  K-8 

1  Stucljebaker  EL 

2  Spril^ville  EL 
1    Staunton  EL 

1  Staunton  HS 

2  Central  EL 


Switz  City 
Taswell 
Terra  Haute 


Thorntown 
Topeka 

Tunnelton 
Union  City 


Union  Mills 
Valparaiso 

Vernon 
Versailles 

Vincennes 


Wabash 

Waldron 

Walton 

Warsaw 

Washington 

Waterloo 

Wawaka 

West  Lafayette 

West  Lebanon 


Wheatfield 
Whitestown 

Williamsburg 

Winamac 

Winchester 

Winslow 

Wolcottville 

Zenas 


2  Central  Sch  K-12 

1  Patoka  Sch  1-8 

2  Chauncey  Rose  JHS 
1  Crawford  EL 

1  Cruft  EL 

2  Davis  Park  Sch  K-6 
1  Deming  Sch  K-6 

1  Father  Gibault  Sch  for  Boys 

1  Franklin  K-6 

2  Fugua  Sch  K-6 

1  Greenwood  Sch  K-6 

1  Johnston  Youth  Comm  Sch 

2  Lange  Sch  K-6 

2  Maple  Ave.  Sch  K-6 

2  Montrose  Sch  K-6 

1  Rea  Sch  K-6 

1  Sandison  Sch  K-6 

2  Sarah  Scott  JHS 

1  Vigo  County  Home  for  Dep. 
Children  Sch 

1  Warren  Sch  K-6 

2  West  Vigo  EL 
2  Thorntown  EL 

2  Honeyville  EL 

2  Westview  J-SHS 

2  Tunnelton  EL 

2  North  Side  EL 

2  Union  City  Comm  HS 

2  West  Side  Middle 

2  South  Central  EL 

1  Baptist  Children's  HomeSch 

1  Shults-Lewis  Children's  Home 

2  Vernon  EL  Sch 
2  South  Ripley  JHS 

2  Versailles  EL 

2  LaSalle  EL 

2  Riley  EL 

1  Tecumseh-Harrison  EL 

2  Vigo  EL 

1  White's  Institute  Sch 

2  Waldron  EL 

1  Sangralea  Boys's  Fund  Sch 

2  Jefferson  EL 
2  West  EL 

2  Waterloo  EL 

2  Wawaka  EL 

2  Morton  EL 

2  Pine  Village  Sch  K-8  - 

2  Warren  Central  K-6 

2  Williamsport  K-8 

1  Christian  Haven  Inc.  Sch 

1  Rain'-ow  Valley  Children's 

Christian  Home, Inc.  Sch 

2  Williamsburg  EL 
2  Star  City  EL 

2  Morton  EL 

2  Winslow  EL 

2  Mi  ford  EL 

2  Wolcottville  Sch  K-8 

2  Zenas  EL  1-6 


♦  Code    1    -    Sch^'ls    desi?naterf    for    ■>o[;h   Natloaal    Defense    and   National   Direct   Student   Loan   cancella'ljn    benefits 
Code   2    -    Schools   designated    for   National    Defense   Student    Loan  cancellatioa  benefits   only 
Code    3    -    Schools   designated    fnr   National    Direct    Stjtie";    ;.o«r,    cancellation  benefits     -nlv 
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lOHH 


List  of 

Schools  Determined  to   have  High  Concentrations  of  Students 

froa 

Low-Incoae  Fastilies 

For  Rational  Defense  Student 

Loan   and  National  Direct  Student   Loan  Cancellation  Benefits 

for 

the  1976-77  ajid  1977-78  School  Years 

liocation 

Code  » 

School    Naine                                                                  Location                        Code   * 

School  Rase 

Afton 

I 

Afton   EL                                                                 Centerville 

-> 

Central   EL 

1 

Arispe   EL 

Cincinnati   EL 

1 

East  Union  JHS-HS 

Garfield    EL 

1 

Lortmor   EX 

Howar   JHS 

Albl* 

1 

Albla    HS 

Lakevlew   EL 

2 

Grant   EL 

Lincoln   EL 

2 

Jefferson  EL 

Mystic   EL 

1 

Lincoln  Middle                                                    Clearfield 

Clearfield  EL 

1 

Lovilta   EL 

Clearfield  JHS-HS 

2* 

Melrose    EL                                                             Clinton 

Irving  EL 

2 

Washington  EL 

Klrkwood   EL 

Alburne  tt 

2 

Toddville    EL                                                        College    Springs 

Braddyville   EL 

Alton 

2 

Alton   EL 

Coin  EL 

2 

Floyd    valley   HS 

College    Springs   EL-JI'.S-HS 

2 

Floyd    valley  JHS                                               Collins 

Collins    EL 

2 

Hospers    EL                                                             Colunbus    Junction 

Columbus    Junction  JHS 

2 

Newkirk  EL 

Conesville   EL 

Ames 

2 

Whittier  EL                                                       Corning 

Corning  EL 

Anamcsa 

1 

Iowa   Men's    Reformatory 

Corning   HS 

.AnJr'.-w 

1 

Andrew  JHS-HS 

Corning  JHS 

Anita 

2 

Anita    EL                                                                  CorrectionviUe 

CorrectionviUe    EL 

2 

Anita   JHS-HS                                                         Corydon 

Allerton  EL 

Apllngton 

2 

Apllngton  JHS-HS 

Cambria  JHS 

Argyle 

I 

Argyle    EL 

Corydon  EL 

1 

Central   Lee   JHS 

Wsv-ie    »" 

2 

Donne  Uson  EL                                                      Council    Bluffs 

B 1     .irT>f'  T     lL 

2 

Montrose    EL 

D  i  v>OCMr  I      J  HS 

Atlantic 

1 

Jackson  EL 

Edison   EL 

2 

Lincoln  EL                              ' 

Edison  JHS 

Ayrshire 

•2 

Ayrshire   EL 

Longfellow  EL 

Bagley 

2 

Bagley   EL 

Longfellow  JHS 

1 

Yale    EL 

Peterson   EL 

1 

YJB   HS 

Pusey  EL 

Bayard 

2 

Bayard    EL 

Roosevelt  EL 

Bedford 

1 

Bedford  EL 

Tinley  EL 

I 

Bedford   HS                                                             Cresco 

Cresco  EL 

I 

Conway  EL 

Crestwood  HS 

1 

Gravity   JHS 

Crestwood  JHS 

Belle    Plalne 

2 

Central  Middle 

Elma   EL 

2 

Lincoln  EL 

Line    Springs    EL 

2 

Longfellow  EL 

Ridgeway   EL 

Benne  tt 

1 

Bennett  EL                                                             Creston 

Burton  Jones   JHS 

2 

Bennett   JHS-HS 

Creston  HS 

Blakesburg 

2 

Blakesburg  EL 

Cromwell   EL 

Bloomf  leld 

2 

Bloomfleld   EL 

Franklin  EL 

2 

Middle   EL 

Jefferson-Crest  Center  EL 

2 

Pulaski   EL                                                         Davenport 

Buffalo  EL 

2 

Troy  EL 

Holy   Trinity,    1-8 

Bode 

2 

Live  more    EL 

Hoover  EL 

Boone 

1 

Garfield   EL 

Jefferson  EL 

2 

Lincoln  EL 

Lincoln  EL 

Boxholm 

2 

Boxholn  EL 

Madlaoo  EL 

2 

Pilot  Mound   EL 

Monroe   EL 

Buffalo  Center 

2 

Buffalo  Center  EL 

St.    Alphonsus,    K-8 

Burlington 

Flint   Hills   EL 

Smart   JHS 

Grimes   EL 

Young  JHS 

Salter  EL                                                               Dayton 

Dayton  EL 

Bussey 

Attica   EL                                                               Decorah 

North  Winneshiek   EL 

Cantrll 

Fox  valley  EL 

North  Winneshiek  JHS-HS 

Carson 

Macedonia    EL                                                        Delhi 

Delhi    EL 

Cedar   Falls 

North   Cedar  EL 

Hopkinton  EL 

Cedar   Rapids 

Fillmore   EL                                                          Delroar 

Delwood    EL 

- 

Harrison   EL 

Oelwood    JHS-HS 

riavfs    EL                                                                 Des   Molnei 

Brooks    EL 

Iniai^jla    e    Conception,    1-8 

Cai'.anan   JHS 

Johnson  EL 

Cssaiv    n 

McSinley   JHS 

Dun  lap    11 

Polk  EL 

Edmunds    EL 

St.    Ludmlla,    1-8 

Elraw-ood    EL 

St.    Patrick's,    1-8 

F;-idipv    EL 

Taylor   EL 

For  ■-    :<es    Moines    EL 

1 

Tyler   EL 

Harding  JHS 

Van    Buren   EL 

Hiatt   JHS 

2 

W;l6on    JHS 

Irving  JH? 

* 

Coda 

1    -    Schools    designated    for    both   Natloaal    Defense   and   National    Direct 

Student   Loan   cancellation    benefits 

Code 

2    -    Schools   designated    for   National    Defense   Student    Loan   cancellation    benefits    only 

Coda 

3   -   Schools   designated    for  National   Direct   Student   Loan  cancellation 

benefits   only 
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NOTICES 


lOUA 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 

Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-7S  School  Years 

Location 


For  National  Defense 


Code  •  School  Name 


Location 


Code  *  School  Name 


Des  Moines    (Cooc'd) 


Diagonal 

Dow  City 
Dubuque 


Duaont 

Dunlap 


Early 
Eddyville 

Edge  wood 

Eld  on 


Eldora 

Elgin 

Eone  tsburg 
Essex 
Exira 
Fairfield 

Farley 

Fannington 

Farragut 


Fontane  He 
Fort    Dodge 


Fort  Madison 
Freaont 

C.a  rna  VI I  lo 

Garwin 
Glenwood 


I  King  EL 

I  Logan   EL 

1  Longfellow   EL 

1  Lucas    EL 

2  "icKlnley   EL 
2  Mitchell    EL 

1  Moulton  EL 

2  Norvoodville    EL,    Saydel 

2  Ph:lUp8    EL  Consolidated 

2  S  towi'    EL 

2  Tech    HS 

2  Wallace    EL 

2  Washington   EL 

2  Weeks    JHS 

1  WiUard   EL 

2  Wilson   JHS 

1  Diagonal   EL 

1  Diagonal    JHS-HS 

1  A  r  i  on   EL 

2  Audubon  EL 
2  Fulton  EL 
2  Jackson  EL 

2  Jefferson  JHS 

1  Prescott   EL 

2  Table    Mound    EL 
2  Dumont   EL 

2  Dumoot   Middle 

2  Dunlap  EL 

2  Dunlap  HS 

2  Dunlap   JHS 

1  Crestland    EL 

2  Eddyville    EL 
2  Eddyville    HS 

I  rMi^ewood-Colesburg  EL 

1  EJgtwood-Colesburg  JHS-HS 

1  A<encv    Middle 

2  Hrf'avia    EL 
I  .Kid on   EL 

1  Eldora    EL 

2  Eldora   JHS-HS 

1  Training  School    for   Boys 

2  Clermont    EL 
2  Elgin   EL 

2  South    EL 

2  Essex   EL 

2  Extra    EL 

2  Pleasant    Plain   EL 

1  Roose  ve  1  t    EL 

2  Bernard    EL 
2  Eoworth    EL 

2  Bonaparte    EL 

1  Hi  1  Is  bore   EL 

2  Farragut   EL 

2  Farragut    HS  - 

2  Ri  vert  on   EL 

2  Bvidgewater    EL 

1  Arev    EL 

2  Sadger   EL 

1  Butler    EL 

2  Dunconibe    EL 
2  Haw  ley    EL 

2  Highland    Park    EL 

1  Hi  Here  St    EL 

1  Otho   EL 

1  Riverside    FL 

1  Sc"irp    JHS 

2  lackson   EL 

2  Freaont    K-12 

2  arnavillo  EL 

2  Garnavillo  JHS-HS 

2  Garwin  EL 

2  Pacific   Junction  EL 

1  Charlotte    KL 

2  Elvira    EL 


Goose   Lake    (Cont'd) 
Grinnel I 

Griswold 

Gruver 

Guttenberg 

Hamburg 

Hastings 

Hedrlck 

Humeston 

Huxley 
Independence 

Inwood 

Iowa    City 

Irwin 

Jackson  Junction 

Jewell 
Keller  ton 

Keokuk 


Keosauqua 
Kingsley 

Klemme 
Lake    City 
Lake   Park 

LakoCa 
Lansing 


Lenox 

Leon 
Llneville 

Little-Rock 
Logan 

Lost   Nation 
Malvern 

Manchester 


Manilla 
Manly 


2  Goose    Lake   EL 

2  Northeast  JHS-HS 

1  Davis   EL 

2  Grinnell  HS 
2  Grinnell  JHS 
2  Elliott  EL 

2  Lewis  EL 

2  Lincoln  Central  K-12 

I  Guttenberg  EL 

1  Hamburg  JHS-HS 

1  Marnie  Simons  EL 

2  Nishna  Valley  EL 
2  Nishna  Valley  HS 
1  Hedrick  EL 

1  Hedrick  HS 

1  Humeston  EL 

I  LeRoy  EL 

1  Mormon   Trail   HS 

2  Cambridge   EL 
2  Kelley  EL 

2  Slater  EL 

2  East   EL 

2  Independence   Middle 

2  South  EL 

2  West  EL 

2  West  Lyon  EL 

2  West  Lyon  HS 

2  West  Lyon  JHS 

1,  Coralville   Central  EL 

2  Henry   Sabin  EL 

2  Irwin  EL 

2  Irwin  JHS-HS 

2  Turkey   Valley    1-12 

2  Turkey   Valley  Kindergarten 

2  Randall   EL 

1  Grand   Valley  EL 

1  Grand   Valley  JHS-HS 

2  Garfield   EL 
2  Jefferson  EL 
2  Keokuk  JHS 

1  Lincoln  EL 

1  Wells-Carey  EL 

2  Douds   EL 

2  Kingsley  EL 

2  Pierson  EL 

2  Klemme   EL 

2  Central   EL 

1  Harris-Lake    Park  EL 

1  Harris-Uke    Park  JHS-HS 

2  Lakota   EL 
2  Kee    HS 

2  Lansing  EL 

2  Lansing  Middle 

2  New  Albin  EL 

2  Lenox  EL 

2  Lenox   HS 

I  Decatur  EL 

I  ACL  EL-JHS 

1  ACL  HS 

2  Little   Rock  K-12 

2  Logan  EL    (K-3)-JHS-HS 

1  Magnolia   EL 

1  Lost   Nation  K-12 

1  Chantry  EL 

1  Malvern  JHS-HS 

2  Dundee   EL 
2  Greeley  EL 
2  Lambert  EL 
2  Primary 

2  Ryan  KL 

2  Manilla   EL-JHS 

2  Hanlontown  EL 

2  North   Central  JHS-HS 

2  Plymouth  EL 


*  Code  1  -  Schools  designated  for  both  National  Defe 
Code  2  -  Schools  dealgnated  for  National  D«fep.se  S 
Code    3    -    Schools    designated    for   National    Direct    St 


nit    and  National   Direct   Student   Loan   cancellation    benefits 
tjd»nt    Loan  cancellation   benefits   only 
jdenr    Loan   cancellation   benefits  only 
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low* 


For   National  Defense 


List    of 
Student 


Schools   Letermiried    to    r.ave   Rigi".   Concentrations    of   St„^er,ts    froii 
Loan  and  National   Direct   Student   Loan  Cancellation  Benefits   for 


Lov-IncoDe  Faadlies 

the  1976-T7  and  1977-76  School  Tears 


Location 


Code  *   School  Naae 


Location 


Code   •     School   Naaie 


Maple  tor. 


MaquoRe  ta 

M»  ra  rhon 

^^8  r  5  ha  1 1 :  owr 


Msson   City 

Ma  9  s  e  na 

rtavnard 

McGregor 


Mediapol  ■.  s 

Melcher 
Miles 

M;  llersbiirg 

Mitchellville 

Mondamin 

Monona 

Montezuma 

Monticello 


Moravia 
Moulton 


New   Market 

New    providence 

Nora  Springs 

North    English 
N  o  ru-a  V 
Ochevedan 
Oelwein 


Olin 

Onawa 
Osceola 


Cskaloosa 


Ot  tuCTwa 


2  Gas  tana    EL 

1  Maple    Valley    HS 

2  Maple    Valley   JHS 
2  Mapleton  EL 

2  Cardinal   EL 

2  Marathon   EL-JHS 

:  Click   EL 

2  Palmer    EL 

2  Woodbury   EL 

2  Garfield   EL 

1  Grant   EL  >, 

1  McKinley   EL 

2  C   and   M  JHS-HS 
I  CurSerland    EL 

1  Mavnard    EL 

2  Mavnard    HS 

2  Randal  la    EL 

I  Mar-Mac    EL-HS 

1  Marquette    EL 

1  McGregor    Middle 

2  Huron  EL 

2  Medlapolis    EL 

2  Melcher  JHS-HS 

2  East   Central    EL-HS 

2  East  Central   Middle 

1  Deep  River-Mi  llersourg  EL 

1  Deep  Rlver-Millersburg  JH? 

1  Training  School    for   Girls 

2  Plsgah    EL 
2  Monona    JHS 

2  Monte 2 u."!!*    EL 

2  Carpenter    EL 

2  Monticello   HS 

2  Monticello  JHS 

2  Shannon   EL 

2  Moravia    EL 

2  Moravia   JHS-HS 

1  Moulton-Udell   EL 

1  Moulton-Udell    JHS-HS 

1  Moulton-Udell   Middle 

1  Franklin  EL 

1  Garfield   EL 

1  Jefferson  EL 

2  Madison  EL 

2  Washington  EL 

1  New  Market   EL 

1  New   >terke  t    JHS-HS 

2  New   Providence    EL 

1  New   Providence    JHS-HS 

2  Nora    Springs    EL-JHS-HS 

1  Rock   Falls    EL 

2  English    Valleys   EL 
2  Norway   EL 

1  Ocheyedan  EL 

2  Harlan  EL 

1  Hazle  ton  EL 

I  Parks  ide   EL 

1  Stanley   EL 

1  Wings   Park  EL 

2  Olin  EL 

2  Blencoe   EL 

1  Clarke    HS 

2  Clarke    JHS 
1  East   EL 

1  North  EL 

1  Weldon  EL 

2  Garfield   EL 

,     1  Jefferson  EL 
2         Lincoln   EL 

2  Agass-.i    EL 
2        Douma    EL 
2        Evans   JHS 
1        Fairview  EL 
1         Franklin   EL 
1        James    EL 


Ottimxa    (Cont'd; 


Oxford   Junction 
Packwood 


Minora 

?e  r ;  ■- 

?e  te  r  son 


Fleasantvi  lie 


r  .XTrf'  r  ^-  - 
Pof : VI l ie 
Pra.rie    City 
Pre  8  ton 

Red    Oak 

Redf  leld 
Rembrandt 
Renwick 
Riceville 


Rockwell   City 


Royal 
Runne lis 
Ruthven 

Saint  Ansgar 
Seymour 


Shelby 

Shellsburg 
Shenandoah     \ 


Sibley 
Slgourney 

Sioux  City 


Sioux  Rapids 
Solon       ' 

Some  r  9 


: 

Lincoln   EL 

1 

Washington  JHS 

I 

Wilson  EL 

2 

Oxford  Junction  EL 

2 

Ollle   EL 

2 

Richland  EL 

1 

Panora -Linden  Middle 

2 

Dawson    EL 

2 

Lmn    .^ro-vt    PL 

2 

Pf -.ersrr.    EL 

2 

Sio.x    vsiley  HS 

1 

East    EL 

I 

North   EL 

I 

Pleasantville   JHS-HS 

I 

Pocnerov    EL 

1 

darling   EL 

2 

Prairie    City   EL 

1 

Preston   EL 

I 

Preston    HS 

2 

Jefferson   EL 

1 

Washington  EL 

2 

Dexfield    EL 

2 

Rembrandt  K-12 

2 

Vernon  EL 

2 

Riceville    EL 

2 

Riceville    HS 

1 

Riceville   JHS 

2 

Rockwell    City  EL 

2 

Rockwell   City   HS 

I 

Rockwell    City   JHS 

2 

Clay   Central   EL 

1 

Delaware   EL 

1 

Ruthven   EL 

1 

Ruthven   JHS-HS 

2 

Carpenter   EL 

2 

Proiiise    City   EL 

1 

Sewal   EL 

2 

Seymour   EL 

2 

Shelby    HS 

2 

Shelby    EL-JHS 

2 

Shellsburg   EL 

I 

Broad    Street   EL 

I 

Central    EL 

2 

Fifth  and    Sixth  EL 

1 

Lowell  Avenue   EL 

2 

Shenandoah   HS 

2 

Shenandoah  JHS 

2 

Franklin  EL 

2 

Sibley   Middle 

2 

North   EL 

2 

Sigourney  Middle 

2 

Sigourney   HS 

1 

South  EL 

I 

Cooper  EL 

2 

Enerson  EL 

1 

Everett  EL 

2 

Franklin  EL 

1 

Grant   EL 

1 

Hopkins    EL 

I 

Irving  EL 

2 

Longfellow  EL 

I 

McKinley  EL 

2 

Riverside   JHS 

2 

Riverview  EL 

2 

Smith   EL 

1 

Webster  EL 

2 

West     1 K? 

1 

w  a<5d  r  CIV    W  i  1  s  on   J  HS 

2 

Sioux    Rapids    EL 

2 

Sioux    Rapids    HS 

0 

Lake  view   EL 

2 

Solon   JHS-HS 

2 

Cedar    Valley  Middle 

•  Code  1  -  Schools  designated  for  both  Nat 
Code  2  -  Schools  designated  for  National 
Coda  3  -  Schools  designated  for  National 


lonal  Defense  and  National  Direct  Stude 
Defense  Student  Loan  cancellation  bene 
Direct  Student  Loan  cancellation  benef 


nt  Loan  cancellation  benefit* 

fits  onlv 
its  onlv 
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For  national  Defense 


List  of  Schools  Detemined  to  have  High 
Student  Loan  and  National  Direct  Student 


NOTICES 


IQHft 


Concentrations  of  Students  from 
Loan  Cancellation  Benefits  for 


Location 


Code  *  School  Hame 


Low-Income  Families 

the  1976-77  and  1977-78  School  Years 


Location 


Code  •     School   Hame 


Suncon 


State    Center 
Stii«rt 


Suaner 


Sutherland 


Taaa 


Thornburg 

Thornton 

Tiffin 

Toledo 

Traer 

Truro 


Union 

Victor 

VllUsca 


Wall   Lake 

Walnut 

Washington 


2  Stanton   JHS-HS 

2  Valley   View  EL 

1  demons    EL 

2  ^fcnlo   EL 

2  Stuart   EL 

2  Stuart-Menlo   HS 

2  Stuar;-Henlo  JHS 

2  Durant    EI. 

2  S  um  ne  z    '^S 

2  Sumner     JHS 

2  Calumet    JHS 

2  Sutherland   EL 

2  Sutherland    HS 

2  Montour   EL 

2  Tama    Inte  mied  ia  te 

2  .  ^  oia    p  r  I  ma  r  V 

2  Whdr     :heer    EL 

2  Me^ervey    EL 

I  Clear    Creek   EL 

1  State    Juvenile    Home 

2  Clutier   EL 

2  Interstate    35   HS 

2  New   Virginia   EL 

2  St.    Charles   EL 

I  Union   K-IHS-HS 

1  Whi  teen    EL 

2  HLV  JHS-HS 

2  Hartvlck   EL 

2  Udora    EL 

I  r,  ".a  t  lOn    EI. 

1  S oda wa y    EL 

2  VilUsca    JHS-HS 
2  Wall    Lake    EL 

2  Walnut   EL 

I  Brighton   EL 


Waterloo 


Waukon 


Webster   City 

We  3 1    Be  nd 

West   Des  Moines 
West   Liberty 


West  Union 
Westside 


Wlnterse  t 

Wlnthrop 

WyODilng 


1  City    View  EL 

1  Grant  EL 

1  Hawthorne   EL 

2  Jewett  EL 
2  Krieg  EL 

I  Lincoln  EL 

I  Logan  JHS 

1  Longfellow  EL 

1  Lowell  EL 

1  McKlnstry  JHS 

1  Roosevelt  EL 

1  St.   John-St.   Nicholas,    1-8 

1  St.    Mary's.    1-8 

1  Van  Eaton  EL 

2  Allamakee  JHS 
1  Dorchester  EL 
1  East   EL 

1  Waterville   EL 

2  West  EL 

2  Hilltop  EL 

1  Lawn  Hill  EL 

2  West   Bend  EL-HS 
1  West    Bend   Middle 
1  Phenlx  EL 

1  Nichols   EL 

1  West  EL 

2  West  Liberty  Middle 
2   "     Hawkeye   EL 

2  Arcadia   EL 

2   -   Ar-We-Va   JHS-HS 

2  Vail   EL 

2  South  Ward  EL 

2  South  EL 

2  Center  Junction  EL 

1  Monnou  th  EL 

2  Onslow  JHS 


ICANSAS 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  national  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
Code  •  School  Name ; Location Code  *  School  Name 


Location 
Abilene 


Albert 


^1m 


>..  ■  im— .  t 


.Andale 
Arkansas 


City 


Atchison 

Atwood 


McKlnley  Bl. 

"arfield   El. 
AJ»ire    El. 
ULstri.-t    #11    S, 
Otls-Bls.-n    Prli 
Otls-Blson    Jr. 
Otls-Blson    Prli 


D.A.    at    Bison   El. 
lary   at    Tlnken 
High   at   Bison 
larv    at   Albert 


Otla-Blson    Intermediate    at    Otis 

Otl.s-Blson   HS    at    Otis 

Paxl.-o    El. 

Al«>na    El. 

^aIUK    Is  land    El  . 

.^  go  1  a   El. 

■' 1 !  1  =  -Fal  rvlew-bdrtlet  t    El. 

rtina    El  . 

Mound    V.illey    El. 

S  t  .       i  iX'      L  1 . 

Lincoln   hi. 
Pershing  El. 
Roosevelt    El. 
-^leeth    EI  . 
Washington   F.I . 
f-rances    *i  I  lard   El . 

Arma    El. 
.St)rtheast    HS 
Arcadia    El. 
Martin   West    El. 

Acwood    El. 
Atwood   HS 


Axtell 


Balleyvllle 


Baldwin  City 
Barnes 


Baxter  Springs 

Beloit 

Bennington 

Bird  City 
Buffalo 


Burden 


Burllngaae 

Burlington 
Burr  Oak 


1  Sunerfleld  El. 

2  Axtell   El. 

2  St.    Benedict  El. 

2  Balleyvllle  El. 

2  B   &  B   Jr.    High 

2  Marion  Springs   El. 

1  Barnes   El. 

1  PalBKr  El. 

1  Trinity  Lutheran  El. 

1  St.    John's   Lutheran  El. 

1  Hollenberg  El. 

2  St.    John's   Catholic  El. 
2  Hanover  El. 

2  Lincoln  El. 

1  Youth  Center  at  Beloit 

2  Tescott  El. 

2  Bennington  El. 

2  McDonald   El. 

1  Altoona-Midway   Jr.    High 

2  Altoona  El. 
2  Midway  El. 

1  Grenola  El. 

2  Atlanta  El. 

2  Caob ridge  El. 

2  Lincoln  El. 

2  Schuyler  El. 

2  Burlington  El. 

1  Burr  Oak  El. 


Code    1    -    Schools    designated    for    borh    Hattona!    Defense   and   National    Direct    Student   Loan  cancellation   benefits 
Code    2    -    Schools   designated    for   National    Defense   Student    Loan   cancellation   benefits   only 
Code    ^    -    Schools   designated    for   National    Direct    Student    L;3an    c  anr» '  :  »>lon   benefits  only 
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List  of  Schools  Deterrainecl  to  have  High 
For  National  Defense  Student  Loan  and  National  Direct  Student 


Concentrations  of  Students  froB  Low-Inecoe  Families 
Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years 


■?at,i^.n 


;;ode  •   SchocI  Name 


Code  *  School  Name 


Burrton 
Caney 
Cauker  City 


Cedar  Vale 
Qianute 


Cherokee 


CJierrvvale 


Oiec  opa 
Clrcleville 
Claflln 
Clav    Center 


Clifton 
Cof feyville 


Co  1  umb  us 


Concordia 


Cottonwood    Falls 
Co'jncil   Grove 


Courtland 
Cunnincjiair. 

Denton 
Derby 

Dodge   City 


2  Burrton   El. 

1  Lincoln    Memorial    El. 

1  Dovns    El. 

1  Glen    Elder    El. 

2  Tipton    El. 

1  Cedar   Vale    Public  Schools    (K-12) 

1  Alcott    El. 

1  Roosevelt    El. 

2  Hutton   El. 

2  Fairfield  El. 

2  Chanute    HS 

2  Murray  Hill    El. 

2  Royster   Jr.    High 

1  Mineral   El. 

1  Weir   El. 

1  Oierokee   El. 

1  Southeast   HS 

1  McCine    El. 

2  McCune    HS 

1  Lincoln    Central    El. 

2  McKlnley   El. 

2  Cherr>'vale   Jr.    High 

1  Chetopa  El. 

2  Jackson  Heights  El. 

1  Claflln  El. 

2  Garfield   El. 
2  Green   El. 

2  Morganvllle  El. 

2  Lincoln  El. 

1  aifton  El. 

1  Clyde   El. 

1  Liberty  El. 

1  Lowell  El. 

1  Whittler  El. 

1  Longfellow   El. 

1  Cedar  Bluff  El. 

1  Clymore   El. 

2  McXinley   El. 
2  Garfield   El. 

'  1  Greenlawn  El. 

1  Highland   El. 

1  Spencer  El. 

1  Scammon   El. 

1  Park  El. 

1  Central  El. 

1  Garfield  El. 

2  Lincoln  El. 

2  Concordia  Middle   School 

2  McXinley    El.  •  " 

2  Jamestown  El. 

1  Strong   City   El. 

1  Cottonwood    Falls   El. 

1  Dunlap    El. 

1  Wilsey    El. 

1  Washington  El. 

1  Garfield   El. 

1  Dwight    El. 

2  Alta  Vista  El. 

2  Courtland   El.     — ' 

2  Norway   El. 

2  Scandla   El. 

1  Wlllowdale    El. 

1  Cunnlngnam  Public   Schools    (K-12) 

1  Nashville   El. 

1  St.    Leo   El. 

1  Zenda  El. 

1  Denton   El. 

2  Bendena  Middle   School 
2  Paul    B.    Cooper  El. 

2  Oaklawn   El. 

2  Carlton    Jr.    Higr. 

1  Miller   El. 

1  )4ethodist    Youthville 


Dodge  City   (con't) 


Douglass 
Efflng^aa 


Elllnwood 

Ellis 

Ellsworth 

Elwood 

Eaporla 


Erie 


Eskridge 


Eudora 

Eureka 


Fort   Scott 

Fredonia 


Frontenac 
Galen 


Garden    City 


Gamett 
Girard 

Goodland 

Grainfleld 

Great   Bend 
Hamilton 

Hartford 

Haven 

Haviland 

Hiawatha 

Highland 

Hill   Cify 
Hoislngton 

Hoi  ton 


1 

Lincoln   El. 

1 

SiHinyside   El. 

2 

Central    Kl. 

2 

Wll roads    El. 

•2 

Dodge      itv    Jr.    Hl^ 

1 

L.    C.    Seal    El. 

1 

JB  4    El. 

2 

Huron  El . 

2 

Laicaster  El. 

2 

Potter  El. 

2 

Elllnwood  El. 

■1 

Washington    El. 

^ 

Ellsworth   HS 

2 

Elwood    FiiUlc    Schools    (K-12) 

1 

Havnard    El . 

2 

Wiliia*   Allen   White    El. 

2 

Logar.    Avenue    El. 

1 

Stark    E! . 

1 

St.     Paul    El. 

2 

Thaver    EI  . 

2 

Galesburg   El . 

2 

Erie    El  . 

1 

Harvf' vvi  lie    Kl . 

1 

Miss  ion    Val lev    HS 

-> 

F^k  ridge    El. 

2 

Dpve  r    El. 

4. 

Not  t  Ingham  El. 

1 

Tonovav    El . 

1 

Kindergarten  El. 

1 

Sorthslde   Middle   Sdiool 

2 

Toronto    El  . 

2 

Randoa   Primary 

2 

Mulberry-    Fl. 

2 

Eugene    Ware    El . 

I 

Lincoln    El. 

1 

ben    S .    Paulen    Fl - 

2 

Fredonia    Jr.     »■  .  gr. 

2 

Fredonis   HS 

1 

Washington   El. 

2 

Liberty    El. 

2 

Spring  Grove    El. 

2 

Galena  HS 

i 

Buffalo    Jones    El. 

1 

Garfield   Annex  El. 

1 

Jennv    Barker    El. 

1 

Plercevllle/Plv^ell    El. 

2 

H  ut  cr.  inson    E.  . 

2 

Ai  t  a   Brown   El . 

2 

i^ertrude    Walker   El. 

1 

Holy    Angels    El. 

2 

St.     J  oh  ns    El . 

1 

Girard  Middle   School 

2 

Lowell    El. 

Girard    HS 

1 

Kanoradc    El. 

1 

West    El. 

2 

Central    El. 

2 

Gove    El. 

2 

Grainfleld    F; . 

2 

Rilev    Ei  . 

Hamilton    El. 

1 

Heosho    Rapid*    El. 

2 

Elren-a    El. 

1 

Haviiand    El. 

1 

Robinson    El. 

1 

Robinson    Jr.    Hl^ 

Hiawatha    El. 

^ 

Hlgliland    El. 

2 

Highland  HS 

2 

Hill    Cltv    El.     \ 

2 

Roosevelt    El. 

2 

Lincoln    El . 

2 

Colorado   El. 

*  Code    1   -    Schools'destgnated    for   both   National    Defense    and   National    Direct    Student    Loan   cancellarior    benefits 
Code   2    -   Schools   designated    for   National    Defense   Student    Loan   cancellation   benefits   only 
Coda   3    -    Schools   designated    for  National    Direct    Student   Loan   cancellation   benefits   only 
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List  of  Schools  Determined  to  have  High 

Concentrations   of  Students   fro«  Lov-Incone  Faailies 

For  National   Defense 

Student   Loan  and  National  Direct   Student 

Loan  Cancellation 

Benefits   fc 

r  the   19T6-77  and  19T7-78  School   Years 

Location 

"   -i'    •      School    Nam- 

Location 

Code 

•      School   Name 

Rol ton     ( CO  n     c / 

2          Central    El. 

Lawrence    [con 

'^              \ 

Woodlawn  El. 

2          Denlson  El. 

I 

Plnckney  El. 

2          South   Holton    Kl. 

■ 

1 

India  El. 

Horton 

1          Everest   Mlidle    School 

2 

Riverside   El. 

2           Horton    El. 

2 

Cordley  El. 

Howard 

1           .Mo  1 1  ne    ^  1  . 

Leavenworth 

1 

Anthony  El.                                           .        . 

2           --^tivery    rJl. 

2 

Lincoln  North  Broadway    El. 

Hoxle 

1          Hoxle   El. 

Lenora 

1 

Edmond  El. 

1          Hoxle   HS 

2 

Lenora  El. 

Hugotoo 

1           S.it  dntd   Kl  . 

Leoti 

1 

R.    B.    Stewart   El. 

2          >  JD  1  e  t :  e    F  1  . 

1 

Wichita  County  Jr.   High 

Humboldt 

1           H  umbo  lit    £.1. 

LeRoy 

2 

Grldley  Kl. 

Hutchinson 

1           L 1 .1  c  o  1  n    HI. 

2 

LeRoy  El. 

1           Aver. Lit    A   HI. 

Lewis 

2 

Lewis   Piilic  Schools    (K-12) 

1           o.-ier-^iri    Ir.    High 

Uberal 

2 

Washington  El. 

1          Uinaiis    El. 

Longton 

1 

Elk  Valley  El. 

1          Grandvlew    El. 

1 

Elk  Valley  HS 

2           McCdndless    El. 

Lorraine 

2 

Lorraine   El. 

2           .-Ulen    HI. 

Lost   Springs 

2 

Pllsen  El. 

Independence 

2          Washington   El. 

Lyons 

2 

Park  El. 

lola 

2          loU   El. 

2 

Lyons   Jr.   High 

2           i  ■.)  1 3    '  r      :  1 1  i.;h 

2 

South  El. 

Jewell 

1           Jewell    .HI. 

Madison 

1 

Madison  El. 

2           Randall   .Hlddie    School 

1 

Madison  HS 

Junction   City 

1          Wes  tuood   E 1 . 

Mahaska 

1 

North    Central  El.    of  Haddam 

1           Washington    El. 

Manhattan 

1 

Bluonont  El. 

2          Grandview   El. 

2 

Ogden  El. 

2          Lincoln   El. 

2 

Seven  Dolors   El. 

Kansas   City 

1         Bryant   El. 

2 

Woodrow  Wilson   El. 

1          Banneker  El. 

Marion 

2 

Florence  El. 

1          Northeast    Jr.    High 

Marysvllle 

2 

Bethlehem  El. 

1          Douglass    El. 

Mayetta 

1 

Mayetta  El. 

K 

1          Grant    El. 

2 

Royal  Valley  HS 

1          Northwest    Jr.    High 

2 

Hoyt  El. 

1          Tundaro    El. 

Medicine  Lodge 

2 

Sharon  El. 

1          Fairfax   El. 

Melvem 

1 

Quenemo  El. 

1          'Whit  tier   El. 

Minneapolis 

2 

Minneapolis   Jr.   High 

1          Enerson   El. 

2 

Minneapolis   El. 

1          Major  Hudson   El. 

Moran 

1 

ElsBore   El. 

1          Hawthorne   El. 

2 

Moran  El.                  ^ 

1          Lowell   El. 

Mound  City 

1 

Mound   City  El. 

1           Chelsea    El. 

1 

Blue  Mound  El. 

1          John    Flske    El. 

1 

Prescott  El. 

1          Central    El. 

Mullinvllle 

2 

Mullinvllle  El. 

1           Stanley    El. 

Neodesha 

1 

North   Lawn  El. 

1           Nobel    Prentis    HI. 

2 

Heller  El. 

1           M,.>rse    HI. 

Newton 

1 

Washington  El, 

1           Rivervlew    EI. 

2 

Uncoln  El. 

1           Prescott    El. 

2 

Santa  Fe  Jr.   High 

1           Parke  r    HI . 

2 

Cooper  El. 

1           Hrd.-.K.    Rjsl:.ia    HI. 

Nickerson 

2 

South  Hutchinson   Bl. 

1           Qiiitral    Jr.    High 

2 

Nickerson  El. 

1          Sumner  HS 

Norton 

2 

Elsenhower  El. 

1           Wvdndot  te    H" 

Oberlin 

1 

Norcatur  El. 

1           L.    M.    Alcjtt    El. 

Olathe 

1 

Spring  Hill   El. 

1           McKlnlev    HI. 

2 

Millbrook  Jr.   Hl^ 

1          Argentine    .Middle    School 

2 

DeSoto  Annex  El. 

I           Rosedale   Middle    School 

2 

Falrvlew  El. 

Kensington 

1          West    Snltn    County    Jr.-Sr.    High 

2 

Central  El. 

Klncaid 

2          Crest   West    El. 

Onaga 

1 

Havens vllle  El. 

2           Crest    East    El. 

2 

Wheaton  El. 

Kingman 

1           Murdock    El. 

Osawatorale 

2 

East   Kl. 

Kiowa 

Kirwin 

LaCygne 


Langdon 
Lawrence 


Snuth    Barber    E 
South    Barber    E 
Kirvln    El  . 
LaCygne    El. 
Fontana   El. 
Parker   El. 
lar:^n    El. 
Sylvia    El. 
Sew    York    HI  . 
East    Heights    El 
Kaw   Vallev    El. 


.1 1    H  H  r  d :  r 
at    Ktc^wa 


Osborne 
Oevego 


Ottawa 


Palco 


2  West  El. 

2  Osawatonle  Jr.   Hi^  (5-S) 

2  Alton  El. 

1  Neosho  Heights   El. 

1  Eaatside   El. 

2  Oswego  HS 

1  Hawthorne   El. 

2  Eugene  Field  El. 
2  Sacred  Heart  El. 
2  Lincoln  El. 

1  Zurich  El. 


*  Code  1  -  Schools  designated  for  both  National 
Code  2  -  Schools  designated  for  Vatlonal  Defen 
Code  3  -  Schools  designated  for  National  Dlrec 


Defence  and  National  Direct  Student  Loan  cancellation  benefits 

se  Stjdent  Loan  cancellation  benefits  only 

r  St  ident  Log,-,  cancellation  benefits  only        _  .  ^. 
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For  national  Defense 


KANSAS . 

List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 


Low-Inco«e  Families 

the   1976-77  ahd  1977-78  School  Years 


Location 


C^de 


School  Name 


Location 


Code  •   School  Name 


Parsons 


Piper 


Pittsburg 


Plain vllle 

Pleasanton 

Powhat  tan 
Pratt 

Pretty  Frai 
Ransom 
Russel  1 
Sallr.a 


Sedan 

Sharon    Springs 


Shawnee   Mission 

Stafford 

St.    Francis 

Sterling 
Stockton 
Topeka 


1 
1 

1 
2 
2 
2 
2 
2 
1 
1 

1 
2 

1 
2 
1 
2 
2 
1 
2 
1 
1 
2 
2 
2 
2 
1 
2 
1 
2 
2 
2 
2 
2 
2 


• 

2 

2 

2 

2 

Tume  r 

1 

Udall 

2 

Ulvsses 

2 

Uniontown 

2 

Vermillion 

1 

2 

Victoria 

2 

Washburn    Ru 

ral 

2 

Watervllle 

1 

« 

2 

Waverly 

1 

2 

* 

Code 

1   - 

Schoo 

Code 

2   - 

Schoo 

Code 

3   - 

Schoo 

Lincoln    El. 

McKinley   El. 

Parsons   Jr.    Higji 

Garfield  El. 

Washington   El.  — 

Pleasant    Ridge   El. 

Maywood  El. 

Piper  Middle   School 

Brauer   El. 

Eugene   Field  El. 

Washington  El. 

Wests Ide   El. 

Lincoln   El. 

Roosevelt   Jr.    Hi^ 

Codell    El. 

Pleasanton  Pi*lic   Schools    (K-12) 

Powhat  tan   Public   Schools    (K-12) 

Southwest    El. 

Pretty    Prairie   El. 

Ransom  El. 

Lucas   El. 

St.    Frances   Boys  Home 

Hawthorne   El. 

Oakdale   El. 

Whittler  El. 

Roosevelt-Lincoln   Jr.    High 

Sunset    El. 

Sedan  El. 

Sedan   HS 

Wallace   El. 

Sharon   Springs    El. 

Wallace    County  HS 

Greenwood   El. 

Central   El. 

St.   Francis   El. 

St.    Francis   Secondary  School 

Sterling  El. 

Stockton  El. 

Lafayette   El. 

Parkdale   El. 

Belvoir  El. 

East    Topeka   Jr.    High 

Quincy   El. 

Grant  El. 

Higjiland  Park   Jr.    High 

Rice    El. 
Hudson   El. 

Sumner   El. 

Avondalfe    East   El'. 

Polk    El. 

Hlgt-.land   Park    North    El  . 

Youth    Center    at    Topeica 

Lowman   H 1 1 1    E 1 . 

Quinton   Helots    El. 

Holliday   Jr.    High 

State   Street   El. 

Central    Park    El. 

Highland    Park    Central   El. 

Boswel 1   J r .    High 

Eisenhower    Jr.    High 

Luidgren   El. 

Roosevelt    Jr.    H;gr. 

Muicie   El. 

Udall   HS 

Hickok   El. 

Uniontown  El. 

Vermillion  El. 

Coming  El. 

Pfeifer   El. 

Pauline    Central    El. 

Valley   Heights    El,    at    Blue    Rapids 

Valley   Heights    El.    3-    Watervllle 

Waverly   El  . 

Lebo   El. 


Westmorelaid 


Whitewater 
Wichita 


Winfield 
Winona 
Yates   Center 


Flush  El. 

Westmoreland   El. 

St.    George   El. 

Westmoreland  HS 

Potwln  El. 

Little   Early   Childhood 

Educational    Center 
L'Ouverture  El. 
Mueller  Bl. 
Ingalls    El. 
Park    El  . 
Washington    El. 
S  t  a.n  i  e  V    El. 
MacArthur   El. 
Ri^gers.    El.  ^ 

Uncc'ln    El. 
Veils    El. 

Our    !.ad\    '^ f    ("-uadaiupe    El. 
H .   :  .       a  v.     r     -  . 
!  ;nw,i..v-.    H.  . 
:  :  V ;  r:  ji    f  ,  . 
Kx.^ogg    LI. 
Harry  Street    El. 
Payne    El. 
Longfellow  El. 
Fins  ton  El. 
aoud  El. 
Dodge   El. 
Franklin  El. 
Alcott   El. 
L.«i/rence   El. 
McCormlck  El. 
Jefferson   EI. 
Meridian    El. 

Arkant-ai,    A vi-    je    (FT)    El. 
1  rv;  r.  t    F  1  . 
W;  nora    i-  .  , 


Yau 


.^-  ter    El. 
Center  HS 


Is  designated  for  both  National  Defense  and  National  Direct  Stude 
Is  designated  for  National  Defense  Student  Loan  cancellation  bene 
Is   designated    for  National    Direct    Student    Loan   cancellation    bene 


nt    Loan    cancel iatl 
fits    only 
its    on  1 y 


t>*  rte  f  1 '  s 
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For  national  Defense 

Location 


75 


'dalrvm* 


Albany 


Al  legre 
Allen 
Alva 
Anchorage 

Arjay 

Arcemua 

Ary 

Ash  Camp 


Auburn 
Atisler 

:  d  r. : .  e  : 
Barbourvllle 


Bard^town 


Batt letown 
Baxter 
Bear  Branch 
Beattyi^lle 


Bedford 

Beecbjncint 


Bethany 
Bethel 

Bethalridge 
Betay  Layne 

Bever Iv 

Bevinsvi  ',  le 
Slg    ;.ajrel 
3  1  a  1  ne 
Bledfoa 
B  Ijotnr  ield 


Bonanza 

Bonnievll le 
Boonav 1 1 ; e 


St  of  Schools  Determined  to  have  High  Concentrations  of  Students  fron  Low-Inco»e  Faailles 
uderit  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

School  Name .. 


de 


School  Name 


El 


Area 

EL 

HS 


Educ  . 


AdalrvlUe 

Adairvll! 

A^es  f:. 

Albanv  iil 

CUntjn  C 

Clinton  Co. 

Clinton  Co. 

Irwin  EL 

Alieijre  EL 

Allen  EL 

Black  Star  EL 

Lynnwood  Treatment  Tenter 

Ormsby  Village  HS 

Arjay  EL 

Artemua  EL 

Roblnaon  EL 

Sycataore  EL 

Boyd  Co.  Area  Voc.  Educ.  Center 

Clay  EL 

Condtc  EL 

Crabbe  EL 

Hatcher  EL 

Russell  EL 

Auburn  EL 

Chandlers  EL 

Augusta  EL 

A':xler  EL 

BU  .-reek  EL 

;  ap.Le  Is  Creek 

Barbourvi  He 

BarbourvL  He 

Boone  EL 

Hampton  EL 

Jesse  D  Lay  EL 

Knox  Central  aS 

Bardstown  EL 

Bardstawn  Trar.si  t  lor.al 

roster  Heights  EL 

Nelson  Co.  SR  HS 

"^Id  Kentucky  Home  JHS 

St ,  Thomas  £L 

Battletovn  EL 

Rosspoint    EL 

Big   Creek   EL 

Bea  1 1  y\'  1  U-»-St ' 

Canvjin   flails    EL 


EL 
EL 
HS 


SCH 


Lee    Co.    Area    V 

Lee    Co.    HS 
Lee   Co.    MID 
South    Side    EL 
Bedford    EL 
Mu^haa    rClrk    EL 
Eenham   EL 
Kingston    EL 
S 1  Iver    Creek   E 
Bethany    EL 
Bethel    EL 
Garrett    EL 
Betsv    Layne    EL 
Betsy    Layne    HS 
Red    Bird    EL 
Red    Bird    HS 
W   D    "■sborne    £'_ 
Abners    Branch 
Blaine    EL 
■;reen   Hills    EL 
Bijonifiald    EL 
Bloomflald    JHS 
EU    H    Brown   JR 
Bonanza    EL 
ikmaievi  1  le    EL 
Owsley    Co.    EL 
Owslev   Co.    HS 
Turner    EL 


Educ 


EL 


Location 
'Boston 
Bowling  Green 


Bradfordtville 

Bremen 

Brodhead 

Bromley 

Brownsville 

Buckhorn 

Buffalo 
Burdinc 
Burkesvllle 

Bumalde 

Buay 
Cadla 

Campbellsville 


Campton 

Cane  Valley 

Caneyville 

Cannel  City 

Carlisle 

Carpenter 

Carr  Creek 

Carrollton 

Carter 

Catlettsburg 

Cave  City 

Cawood 

Centertown 

Chaplin 

Chaviea 

Clarkson 

Clay  City 

Clearfield 

Clifford 

Cllfty 

Clinton 


Cloverport 
Col ton 
Columbia 


Columbus 
Cooper svl lie 
Corbin 


Code 


Corinth 
Covington 


Boston  EL 

Delafield  EL 

Dishman  McGlnnls  EL 

L  C  Curry  EL 

Parker  Bennett  EL 

Potter  Gray  EL 

Potter  Orphan  Home  6  Sch  EL 

Bradfordavllle  EL 

Bremen  EL 

Brodhead  EL 

Broaley  EL 

Brownsville  EL 

Buckhorn  EL 

Buckhorn  HS 

Buffalo  EL 

Burdine  EL 

Burkesvllle  EL 

Cumberland  Co.  HS 

Bumalde  EL 

Bumslde  HS 

Ulllard  EL 

Trigg  Co.  EL 

Trigg  Co.  MID 

Campbellsville  EL 

Campbellsville  MID 

Taylor  Co.  EL 

Taylor  CO.  HS 

Taylor  Co.  MID 

Campton  EL 

Wolfe  Co.  HS 

Cane  Valley  EL 

Caneyville  EL 

Cannel  City  EL 

Nicholas  Co.  EL 

Poplar  Creek  EL 

Carr  Creek  EL 

Highway  42  EL 

Ninth  Street  EL 

Carter  EL 

Eldson  EL 

Caverna  EL 

Cawood  EL 

Western  EL 

Chaplin  EL 

Chavies  EL  ^ 

Clarkson  EL 

Clay  City  EL 

Clearfiedl  EL 

Clifford  EL 

Cllfty  EL 

Central  EL 

Fulghaa  EL 

Hickman  Co.  HS 

Frederick  Fralie  HS 

Colson  Consolidated  EL 

Adair  Co.  HS 

Col  William  Casey  EL 

John  Adair  MID 

Shepherd  EL 

SparkaviUe  EL 

ColuDd>us  EL 

Rocky  Branch  KL 

East  Ward  EL 

Felts  EL 

Lynn  Camp  EL 

Lynn  Camp  HS 

Oak  Grove  EL 

South  Ward  EL 

St.  CamlUui  Acad.  EL 

Corinth  EL 

Bishop  Howard  Songraded  EL 

Carlisle  EL. 
Covington  JHS 
Eleventh  District  EL 


Cod*  1  -  Schools  deslgnacad 
Coda  2  -  Schools  designated 
Coda  3  -  Schools  designated 


for  both  National  Defense  and  National  Direct  Student  Loan  cancallacioo  benefits 
for  National  Defense  Student  Loan  cancellation  benefits  only 
for  National  Direct  Student  Loan  cancellation  Benefits  3nl» 
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Lis+  of  Schools  Determined  to  have  High  Concentrations  of  Students 

from  Low-Income  Families 

For  Hational  Defense 

Student  Loan  and  National  Direct 

Stuc 

lent  Loan 

Cancellation  Benefits 

for  the  1976-77  and  1977-78  School  Years 

Location 

Code  •   School  Name 

Location 

Code  •   School  Name 

Covington  (con't> 

1   Fourth  District  EL 

Ewing 

1   Ewlng  EL 

1   Slen.r  '^ .    Swir.g  EL. 

Erel 

1   Etel  EL 

3   HcLnes  CF  HC 

r  a  1  r  ds  1  e 

3   Coral  Ridge  EL 

3   Holsaes  HS   _ 

3   South  Park  EL 

1   John  G  Carlisle  EL 

Fallsburg 

1    Fallsburg  EL 

3   Latonia  EL 

Eslmouth 

3    Pendleton  Co.  MID 

:    Mar.th  District  EL 

3   Southern  EL 

3   Ryiand  Heights  EL 

Fanaers 

3   Farmers  EL 

3   St   Aloysius  EL 

Feds  Creek 

3   Feds  Creek  HS 

1    St  Ann  EL 

1   St  Benedict  EL 

1   St  John  EL 

Ferguson 
Flat  Gap 
Flat  Lick 

1    ,'ackson  Rowe  EL 

3   Ferguson  EL              , 

1    Flat  Gap  EL 

3   Sixth  District  EL 

1    Flat  Lick  EL 

1   Third  District  EL 
1    ■Twelfth  District  EL 

Fleming 

1    Fleming  Neon  EL 
3   Flmlng  Neon  HS 

Coxs  Creek 

3   Coxs  Creek  EL 

Flemingsburg 

3   Fleming  Co.  HS 

Crab  Orchard 

1   Broughtontown  EL 
1    Crab  Orchard  EL 

3    Fleming  Co  Mid. 
3    ?lercing8burg  EL 

Cranks 

1    Cranks  EL 

3    Mt  Cannel  EL 

Creston 

1    Phillips  EL 

Fordsville 

3    Fc-rdsville  EL 

Crittenden 

1    Northern  Kentucky  Rec e  pt 

ion 

Center 

3   r^rdsville  HS 

Crockett 

1    Crockett  EL 

Fountain  Run 

1    Fount  sin  Run  EL 

Crofton 

..   3    Crofton  EL 

-G-r  Mile 

1    Lone  Jack  EL 

Croniwell 

1    Green  River  'io%s'  "anp 

3   Lone  Jack  HS 

Cropper 

3   Cropper  EL 

Frakes 

1    brakes  EL 

Cub  Run 

1    Cub  Run  EL 

1    -enderson  Settleinent  HS 

Cubage 

1    Cubage  EL 

1    Pme  Mountain  EL 

Cumberland 

3   Cuni>erland  EL 
3   Cumberland  HS 

Frankfort 

3    Bald  Knob  EL 

3   Franklin  Co.  Area  Voc.  Educ.  Center 

Custer 

3   Custer  EL 

3    Rosenwald  Laboratory  EL 

Cythiana 

3    Harrison  Co.  Area  Voc.  Educ. 

Center 

3    Second  ^tref  F '.  e^ientary 

3   Northside  EL 

Franklin 

3    Franklin  E'. 

Daaa 

1    Prater  EL 

3    Lincoln  EL 

Danville 

3   Toliver  EL 

3    Prospect  Hill  EL 

Dawsor.  Springs 

3   Charleston  EL 

3   Dawson  Springs  EL 

3    Sound  Pond  EL          ' 
3   West  Sin^>son  EL 

Dayton 

3   Lincoln  EL 

Fradvill* 

1    John  T  Amett  EL 

Dcbord 

1    Venters  Branch  EL 

FrMbam 

1    Freeburn  EL 

Decov 

1    Lecoy  EL 

Frenchburg 

1    Frenchburg  Boys'  Center 

Dewitt 

1    Dewitt  EL 

Frenchburg  Correctional  Facility 

Dixon 

3    Dixon  EL 

1    Menifee  Co.  Botts  EL 

Dongola 

1    Cowan  EL 

Menifee  Co .  EL 

Dorton 

1    Dorton  EL 

3    Menifee  Co.  HS 

Drakesboro 

3    Dorton  HS 

3    Drakesbor©  Consolidated 

EL 

Ft.  Campbell 

Fulton 

3    Lincoln  EL 
3   Cayce  EL 

3    Drakesboro  Ccnsolidsted 

-S 

Gamaliel 

3    Gamaliel  EL 

Drift 

I    Drift  EL 

■ 

1   Gamaliel  HS 

Dundee 

3   Dundee  EL 

Garrett 

1   Garrett  EL 

E  Somerset 

1   Mt  Victory  EL 

Garrison 

1    Garrison  EL 

Earlington 

3   Earlington  EL 

Georgetown 

3   Garth  EL 

1    iTinaculate  Conception  EL 

Girdler 

1   Girdler  EL 

East  Bernstadl 

3    East  Bernstadt  EL 
1    Haiel  Green  EL 
1    Haiel  Green  JHS 

Glasgow 

3   E  B  Terry  EL 
3    Liberty  St.  EL 
3   Fjlph  Bunche  EL 

East  View 

3   Western  EL 

3   Temple  Hill  EL 

Eastern 

3   Allen  Central  H.- 

Glencoe 

3   Glencoe  EL 

Eddyville 

1    Kentucky  State  Penitent 

Lsry 

Grahan: 

3   Graham  EL 

Edmonton 

"■    1    Edmonton  EL 

1    Metcalfe  Co,  HS 

Grahn 
Gray 

« 

1   Grahn  EL 
1   Grays  EI 

Ekron 

» 

3    Ekron  EL 

Grays  Knob 

1   H.all  El 

Elisabethtown 

1    Valley  View  EL 

Grayson 
Greensburg 

3    Prichard  FL 

Elkhom  City 

3    Elkhom  Citv  EL 

1   Green  "o ,  Area  Voc.  Educ.  Center 

Elkton 

3    Elkton  EL 

3   Greensburg  FL 

EUiottville 

3   EUiottville  EL 

3   Pierce  EL 

Emlyn 

1    Enilvn  EL 

Greenup 

3   Argillite  EL 

Emnalena 

1    Emnalena  EL 

3   Greenup  EL 

Endicott 

1    Home  Branch  EL 

1   Grevsbranch  EL 

Eolia 

3   Eolia  EL 

1    Upper  C'jmberland  EL 

Grethel 

1   Warnoci  EL 
1   J  M  St  umbo  EL 

Gu«rz«nt 

1   Highland  EL 

Eubank 

■'   1    Eubank  EL 
.  3   Eubank  HS 

-   Hagar   HIH 

3   Guthrie   EL 
I   Porter  EL 

Evarts 

1    Evarts  El 
1    Evarts  HS 
1    Evarts  MID 

Kaldeman 
•oa  1 1  i  e 
Happy 

3   Haldemar.  EL 

1   Catspbells  Branch  EL 

1   Robert  W  "xmits  E; 

* 

Code 

1  -  Schools  designated  for  both  N 

ational  Defense  and  National 

Direct 

Student  Loan  cancel  !  at  Icn  ber-c  •' •.  •  t 

Code 

2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 

Code 

3  -  Schools  designated  for  National  Direct  StL 

dent  Loan  cance 

nation 

benefits  only 

>. 
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List  of  Schools  Detensined  to  have  Higii  Concentrations  of  Students   fro.  Low-lDcooe 


Faail ies 


For  National  Defense 

Location 


Student  Loan  and  national  Direct  Student  Loan  Cancellation  Benefits 
^ii^  Location        Codj 


or  the  1976-77  and  1977-76  School  Years 


Code 


*     School  lla»e 


Hsrdliuburg 

Hardshell 

RsrdyvlUe 

Uarlaa 


Barold 

torroJar-.-rt; 

Haiard 


lUsal  Grean 

Helller 

Helton 
Mender  s::^! 


Hendrtcki 

He  end,)!. 

HLCIOM  ■-! 


Hidalgo 
Highland    r-,;;  s  , 
Hlllsboro 
Hlndman 


Htael 
HUe'/ille 

Hit  chin* 
Hodgenv  1. 1  le 

Hogue 

Holmes    ".ill 
HoaaK.er 
Honev    L^ee 
Hopk  i  ns-.'  ills 


Hors*    Branch 
Hone    Cave 


Hogk tn3 ' ^ 
Hvevsv  I  1  '. 


Hardlnsburg   EL 

St    Roouald    HS 

Caney   Con»olldated    EL 

Memorial    EL 

!\lco    Guthrie    EL 

riarlan   EL 

Hjrlan   HS 

Holy   Trinity    EL 

Jaaea    A   Cawood    [tS 

Harold    EL 

Evan   Ha r lav   EL 

Harrodlburg   Area    Voc . 

.'ordia    EL 

Cord  la    HS 

Dennia  C  Uooton  EL 

M  C  Kapler  HS 

Open  Door  EL 

Roy  C  Eversole  KL 

Walkertovn  EL 

Hazel  Jreen  Acad  HS 

led  River  Valley  EL 

Helller  EL 

Beech  Fork.  EL 

Audubon  EL 

Sarret  MID 

Central  EL 

Hebbardsvii le  EL 

Henderion  Cltv  HS 

Jefferson  EL 

Seventh  Street  EL 

South  Hel^hta  EL 

Middle  Fork  EI 

South  Christian  EL 

Fulton  Co.  Area  Voc. 

Pulton  Co.  HS 

Hickman  EL 

Western  EI 

pjveraburg  EL 

St  .  .John  EL 

Hlllsboro  EL 

Big  Branch  of  Ball  r 

Hlndoan  EL 

NX.ott  Co.  Area  Voc. 

tnott  Co  Central  HS 

Hlsel  EL 

Hiaevllle  EL 

HLsevllle  JHS  - 

Hltchina  EL 

Hodgenvllle    EL 

Larua   Co.    MID 

Hogue   EL 

Holmes   Mill    EL 

Spruce    Pine    EL 

Eagle   EL 

Attacks   Mm 

Beliiant    EL 

Booker   T  Washington  MID 

Christian    Co.    MID 

Highlatxi    EL 

Holiday  EL 

Hopkiajville  MID 

Indian  Hills  EL 

1-acy    EL 

Milibrooke    EL 

Mornings ide   EL 

Sinking   Fork   EL 

Horse    Branch    EL 

Cavema   HS 

LeCrande   EL 

Stinnett    EL 

Joshua   EL 

Saltlick    EL 

"pper   Quicksand    EL 


Educ.    Center 


Educ ,    Center 


Educ .    ( enf  er 


Bulen 

Huatonvllle 


log ram 


1  rv  I  n>;!  t  ,-ir. 

laland 

I  son 

Isoav 1 1 le 

Jabex 

Jacfchorn 

JackaoQ 


Jeff 
Jelllco 

;ah 
unct ■ on  City 

Keavy 

•  env  i  r 

Kettle 

Kimper 

Knifley 

Kona 

La  Grange 

Lancaster 


Langlev 

l^t  ocla 

l.awrenceburg 

':4iwt:oa 
[«at  herwo'^^ 
Lebanon 


Leltchfield 


..e  )unior 
:«tcher 

l,evl8burg 
l^»in^ton 


FaIuc.    Center 


Area 

HS 


Voc.    Educ.    Center 


HS 


HS 


♦  Code  1 
Code  2 
Code    3 


BUckaont  EL 
Cos  Ct 

Buatorivllle   EL 
Bydan     E! 

Leslie   (X).    Are-a    Voc.    Educ.    Center 
Leslie   Co.    HS 
Ine«    EL 

Martin    Co. Area    Voc. 
Mouth    of    Turkey   EL 
Sheldon  Clark   HS 
Buckeye   EL 
EatlU    Co.    MID 
Hargett    EL 
Irvtngton   EL 
Island   KL 
Cjjw    Branch    EL 
;>onvlUe    EL 
lahea    EL 
HeaphtU    EL 
Breathitt    Co. 
p.  r  ea  t  h  i  1 1    Co  . 
iackaon   EI, 
Jactaon    HS 
L   B     :    EL 
Little    Red   MTI 
Mt    Cannel    EL 
Mt    tSanael    HS 
'>akdale   Christian 
Jane  s  t  own   EL 
Union   Chapel    EL 
D   C   Coiabs   Memorial 
Boston    EL 
Grassy  EL 
Jimction   City    EL 
Keavy   EL 

Black  Mountain    EL 
Kettle    EL 
Kiaiper    EL 
Knifley    El- 
Martha    Jane    Potter 
Kentucky   State    Reformatcry 
Buckeye   EL 

Garrard   Co.    Area   Voc.    Educ.    Center 
lancaster   EL 
Haytown  EL 
Holy   Croas   EL 
Holy    Croas    HS 
Rutherford    EL 
Western    HS 
;  jwt  on    EL 
Leathervood   EL 
Calvary    EL 
Glasacock   EL 
Lebanon  EL 
I>ebanon   JHS 
Marion  Co.    SR  HS 
St.    Auguatlne   EL 
St.    tliarles    EL 
St  ,    Charles    JHS 
Sec    Johnson   EL 
Grayson   Co.    MID 
H  W   rfllkey   EL 
St    Paul    EL 
Shields    EL 
Letcher    El 
Letcher    Hi, 
levisburg    El 
*.sr-,  land    EL 

Blackburn   Correctional   Conplei 
rtoifcer   T.    Washinj^ton  EL 
Briar    Hill    EL 
Ha  r  r  I  son    EL 
Johnson    EI. 
Lexington     'HS 
Stadenf 


EL 


Schools   designated    for   both   Ilatlooal    Defease    and   national    Direct    Student    Loan   cancellacloo   benefits 
Schools   designated    for   National    Defense   Student    Loan   caoceHatloc    benefits    only 
Schools   designated    for  Rational   Direct   Student    Loan   cancellattoo    b«r»«fit«    anly 
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For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Ccncentrations  of  Students  from  Low-IncoDoe  Families 

Student  Lo6m  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years 

Code  *   School  Name  Location Code  *   School  Name 


Lexington  (con't) 


Liberty 

Llda 

Lily 

Llnefork 

Livingston 

London 


Lookout 
Loretto 

Lost  Creek 


Louisa 
Louisvil  le 


3 

1 

3 

3 

1 

3 

1 

1 

3 

3 

1 

3 

1 

1 

1 

1 

1 

1 

3 

3 

3 

3 

1 

1 

1 

1 

1 

1 

3 

3 

1 

1 

3 

3 

I 

3 

3 

1 

3 

I 

1 

3 

3 

1 

1 

3 

3 

1 

1 

1 

1 

3 

3 

3 

3 

3 

1 

3 

1 

1 

3 

3 
3 
3 


Madeline  M.    Breckinridge  EL 

Majfwell   EL 

Meadowthorpa   EL 

Russell  Cave  EL 

Russell  EL 

Yates  EL 

Casey  Co.  Area  Voc.  Educ.  Center 

Douglas  EL 

Liberty  EL  II 

Liberty  I  MID 

Bush  EL 

Bush  JHS 

Lily  EL 

Lily  JHS 

Kingdotn  Come  Settlement  EL 

Livingston  EL 

Camp  Ground  EL 

Colony  EL 

Johnson  EL 

London  EL 

London  JHS 

Sublimity  EL 

Lookout  EL 

Holy  Cross  EL 

St  Francis  of  Assisi  EL 
Marie  Roberts  EL 

Riverside  Christisn  TRG  EL 

Riverside  Christian  TRG  HS 

Louisa  EL 

Louisa  HS 

Abraham  Lincoln  EL 

Ahrens  Voc.  Technical  HE 

Atkinson  EL 

Audubon  EL 

Brandeis  EL 

Brown  EL 

Bruce  MID 

Byck  EL 

Cane  Run  EL 

Carter  EL 

Central  Kentucky  ~Tea'.aent    Center 

Central  SR  HS 

Cerebrsl    Palsy   EL 

Coleridge   Taylor   EL 

CoOTQunity   Catholic    EL 

Dixie   EL 

Dupont   Manual    HS 

Duvalle    JHS 

Elisabeth  Breckinridge  EL 

Engelhard  EL 

Falrdale  Area  Voc.  Educ.  Center 

Foster  EL 

Razelwood  EL 

Indian  Trail  EL 

Iroquois  JHS 

Jacob  EL 

Jewell  Manor  Treatment  Center 

Johnsontown  Road  EL 

Jones  EL 

KinB  EL 

Longfellow  ALT 

Lowe  1 1  EL 


Louisville  (con't) 


HS 


Male  SP 


HS 


Ma ryv 11 1 e  EL 
McFerran  EL 
Meyreek  JHS 
Newburg  MID 
Noe  Middle  School 
Parkland  EL 
Parkland  JHS 
Perry  EL 
Portland  EL 
Price  EL 
Roosevelt  EL 
>ls 


Loyal 1 

Lucas 

Lynch 


Lyndon 

Lynn 

Mackvllle 

Madisonville 

Magnolia 

Ma  i  e  6 1  i  L 

Manchester 

Mannsville 
Marion 
Marrowbone 
Hart  m 
Mav:  ield 


Mavs  Lick 
Maysville 


Mc  jowe. . 

Mc  Henry 
McKee 

McKinnev 

McCJuady 

McRobert  s 

Melbourne 

Melvin 

Middlesburg 

M  i  d  d  1  e  8  r-  o  r  o 


3   Schaffner  EL 

3   Scott  Detrick  Vocational  Center 

1    Shawnee  EL 

1   Shawnee  JHS 

3   Slaughter  EL 

I   Southwlck  EL 

3   SS  Simon  &  Jude  EL 

1   St  Aloysius  EL 

1   St  Ann  EL      ^ 

1   St  Clement  EL 

1   St  Columba  EL 

3   St  George  EL 

3   St  Joseph  EL 

3   St  Therese  EL 

3   St  Vincent  DePaul  EL 

1   Strother  EL 

3   Watson  '.jne  EL 

1  West  End  Catholic  EL 

1   Western  JHS 

1  Wheat  lev  EL 

1  Whitney  Youtig  EL 

I  Woerner  JHS 

1   Loyal!  EL 

3  Austin  Tracy  EL 

3   Lvnch  EL 

3   Lvnch  HS 

Joshua  Everett  School 
Kentucky  Ch.ildrens'  Hcwje 
Lynn  EL 
Mackville  EL 

Madisonville  -"hrlstian  SCH  EL 
Pride  Avenue  E'. 
Waddill  Avenue  EL 
Magnolia  EL 
Majestic  Knox  Lreek  EL 
Burning  Springs  EL 
Clay  Co.  HS 
Goose  Rock  EL 
Hacker  EL 
Horse  CreeV,  EL 
Laurel  Creek  EL 
I      Manchester  EL 
3   Mannsville  EL 
3   Frances  EL 
I      Marrowbone  EL 
1   Martin  EL 
3   Mayfield  ■■.? 
3   Mayfield  MID 
3   St  Joseph  EL 
3   Washltigton  EL 
1   Mavs  Lick  JL  _ 
3   Earle  D  Jones  EL 
3   Mason  Co.  MID 

1   Mavsville  Ares  Voc.  Educ.  Center 
3   Maysville  MID 
3   Orangeb'-irg  EL 
3   Washington  EL 
1   McDowell  EL 
1   He  Dowe  1  i  H  ? 
3   Central  Park  EL 
1   Jackson  Co.  HS 
1  McKee  EL 
1  McKlnney  EL 
1   McQuady  EL 
3   Mc Roberts  EL 
3   St  FlillF  EL  o- 

1   Melvin  EL 
1   Middlebutf  E: 
1   East  End  EL 
:   Middlesboro  HS 
1   Middlesboro  MID 
1  Ward  Cbjpel  EL 
1  West  End  EU 
1   Yellow  Creek  ■CTf  ■; 


*  Code  1  -  Schools  deslgaated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel latior 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  onlv 
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List  of  Schools  Detervlaed  to  have  High  Concentrations  of  Studen 
for   National  Defense  Student  Loan  and  Natlonag  Direct  Student  Loan  Canceiqatlon  Benef 

;.  1- .,.n  Code  *   3: ho/.  Naae  Location 


Code  *  School  ■«■>■ 


M 1  dvB  v 

MI  llerstHirg 

>fcnc ; .ello 


Mcoret    Cre«k 
.Horehe*d 


Morgatuleld 


vmeldj 


O»c«laoi« 
Oweiuboro 


rtorr.-ns    .;*p 

3 

.SCv,5  1^ 

1 

Mt       .  tvet 

T 

M;    jreriln^ 

Mt     '.  er-.on 

Mun ;ordvi 1 ie 

Mur ■«. 

S   Miirlle;.'wn 

>Uncv 

Maples 

Nevlidale 

New   Castie 

.New   ;i«ven 

Sevp.  r  t 

^-AK  '.and 

Oil     J  p  r  L  r>)(  • 

Olinow. 

Olive    Hlil 

^'lOLSC  e«d 

v'oc  .    Educ  .    Center 


MId«y    EL 

Mllleriburg  EL 

Htoervi  KL 

Lake    CuaberUnd    Boyi'    Canp 

Mont  ice ILo    EL 

Montlcello   US 

Sinking    Consolidated    EL 

Wa  yne    Co .    EL    1 

Wavne   Co.    EL   3 

Wartie    Co.    HS 

Wayne    Co.    MID 

Mooraa    Creak    EL 

Morehead    EL 

forehead  Treatment  Center 

Kcvan  Co.  Area  Voc .  Educ .  Center 

Rowan  Co.  HS 

TUdon   Hogge    EL 

Morganileld    EL 

Horganflald    JHS 

Fifth  District  EL 

Fourth  District  EL 

Morgan town  EL 

Mortons  Cap  EL 

Jones  Fork  £L 

:>ein  1.1(4  "''- 

Demlng  HS 

Camargo  FL 

Mapleton  EL 

Montgomery  Co.  .\rea 

Montgomerv  Co.  JHS 

Blue  Springs  EL 

Mt  Vernon  EL 

Rockcastle  Co.    HS 

Roundstone  EL 

Hart  Co.  HS 
Munfordvl lie  EL 

East  EL 

Sorth  Middletown   EL 

riancy   EL 

Sancy   HS 

Danlayton  EL 

Nevlsdale    EL 

New  Castle    EL 

f*»v  Haven   EL 

Sew  Haven    JHS 

St    Catherine   EL 

A   D   Owens    EL 

Arnold    EL 

Corpus    Christ  1    EL 

Dora    Cunning    EL 

Newport    Alternate    HS 

Newport   Alternative    School    Program 

Newport    MID 

Oakland   EL 

Oil    Springs    EL 

Oldtown   EL 

Carter   Co.    Area    Voc.    Educ.    Center 

Clark   Hill    EL 

Olive   Hill    EL 

Upper   Tygart    EL 

West    Carter   Co.    HS 

Oloiataad   EL 

Olmstead    HS 

Big   Creek   EL 

ijneida    Baptist    Institute   HS 

Oneida    EL 

Kingdom  Cooe  EL 

Cravens  EL 

Es'as  MID 

Foust  MID 

Goodloe  EL 
L«e  EL 
Lincoln  EL 
Mattlngly  EL 


OMcnsboro  (con't) 


Jwenton 
iwlQj^svllla 

?aducah 


Paint    Lick 
?«  1  n  t  s-v  '.  n  e 


Park   Clrv 

raynev  1  1  Hi 

;*«  i  I  /  i  I  .  t' 

Pemb  roke 
[*ewee    v«  I  It 
f^\elp8 

rti  t !  p<:j  t 
r*yl  Its 
Plkev : lie 


^1  L  gr  IB 

^1  ne    KiK^ 


;'in»ootor» 
Plppa  passes 
PittBbur>{ 
Pleasant    View 
Prestonaburs^ 
"Tlncet  -ni 
Ranain 
Ravenna 
Raywick 
aeve 1 0 

Rlchardrwllle 
Rlch«5nd 


Roark 

Rob  I  ns  on 

Rochester 

Rockfleld 

Roc  ldH>  1  d  a 

Rogers 

Rousseau 

Rowdy 

Rush 


fro*  Low-Inc 


1 1  ies 


for  the  1976-T7   and    1977-76  School  Years 


Pnclooa  Blood  EL 
Seven  Hills   EL 
SS    Joseph   and    Paul    EL 
St    Peter   El 
St    Stephen   EL 
VesJ:    'jaulrvllle   EL 
.'iweti    ixi .    EL 
iwlngsville    EL 
Clav    EL 

XKiper   Whiteside    EL 
■  s  c  kson    EL 
■ft  ton     JHS 

Horthalde    Special    SerT^icea 
St    Francis    DeSalea 
Paint    Lick   EL 
Johnson   Central    HS 
PalntsvlUe   EL 
Palntsville   HS 
Center    Hill    EL 

1  totocrvl  lie   EL 
kuddlea   Mills    EL 
Seventh    Street    EL 
Southaide  MID 
Park    City    EL 
ke<i    vioss    EL 

ross    Road    EL 
Pavneville    EL 
:->ei;vllle    EL 
Pembroke    El 

Kentucky   Correctional    inatitutlon 
i»ielp«    EL 
i*ie  1  pa    HS 

Marv   Carrico  Heaorial   EL 
Crapevloe   EL 
[ohna   Creek   EL 
Mi  I  lard    EL 
-lilard    HS 
"11,1 1  ins    EL 
Ptkeville   EL 

%Hith   of    .f^geon   Rooae   EL 
•ine    Knot    EL 
_»tne    Knot    HS 
3*  i  i    rx>.    HS 

Hanaonv   EL 
?»ge    EL 
pinevtlle    EL 
Pinevllle    HS 
fiuTivon   F.I 
Caney    Creek    EL 
Pittsburg    EL 
Pleasant    View   EL 
^Tpstonaburg   EL 
West    Side    EL 
Riackberry    EL 
Rjivenna    EL 
kavwick    EL 
Revelo    EI 
Rtchardsville   EL 
&e  1 1  evue    E  L 
KlrfcsviUe    EL 

Madison   Co.    Area    Voc.    Educ.    Center 
Madison   HS 
Madison  MID 
Hayfield    EL 

lacks    Creek    Settlement   EL 
Robinson   Creek  EL 
n, '. rd   District   IL 
R..ickfield    EL 
i(0ckhold   EL 
Kiigers    EL 
Rousseao    EL 
Uist    Creek   EL 
Gamar    EL 
Star   EL 


•  Coda  1  -  Schools  designated  for  both  National  Defense  «u^  National  Ofr» 
Code  2  -  Schools  deslgoatcd  for  lUCiooal  Dafense  Student  Loan  caiw:«!l«t 
Cod*    3    -    Schools   designated    for  Batloaal    Direct    Student    l^oan   canceUstl 


rr    Student    Loan   cancellation    bet 
loo    !>eneflts   only 
on    bene  ?  1 1 «    on  1  y 


iflts 
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For  national  Defense 
Location 


Location 


Ruaaell  Springe 


Russellville 

Sadleville 
Salt  Lick 
Sa  Iversvi  He 


Samuels 
Sand  Gap 
Sandy  Hook 


Saul 

Scottsvllle 


Sebree 
Sharon  Grove 
Shelbiana 

ShelD>-vlIle 


Shepherdsville 


Shopvllle 

Sidney 

Silver  Grove 
Smith  Mills 
Smiths  Grove 
Smithtovn 
So  Carrollton 
So  Portsmouth 
Somerset 


Sonora 
South  Irvine 

South  Shore 


Spottsville 
Springfield 


St .  Charles 
St  Helens 
Stamping  Ground 
Stanford 
Stanley 
Stanton 


Stearns 
Stephens port 
Stoney  Fork 
Straight  Creek 
Sulphur  Well 
SuBxner  Shade 
Sumneraville 
Sweeden 


Edut .  Center 


Cente: 


List  of  Schools  Determined  to  have  High  Concentrations  of  Student 
Student  Loan  and  Kational  Direct  Student  Loan  Cancellation  Benefi 

Code  *  School  Same 

3  Russell  Co.  Area  Voc.  Educ.  Center 

3  Russell  Springs  EL 

3  Salem  EL 

3  Logsn  EL 

3  Russellville  MID 

3  Sadleville  EL 

Salt  Lick  EL 

1  Millard  Hens  ley  EL 

I  Prater  Borders  EL 

1  Salyers  EL 

1  Salyersville  EL 

3  Salyersville  HS 

I  St  Gregory  EL 

1  Sand  Gap  EL 

1  Elliott  Co.  HS 

1  Lakeside  EL 

1  Sandy  Hook  El 

1  Lower  Leatherwood  EL 

3  Allen  Co.  Ares  Voc.  Educ.   enter 

3  Allen  Co.  MID 

3  Sixth  Grade  Center 

3  Sebree  EL 

3  Sharon  Grove  EL 

1  Greasy  Creek  EL 

1  Shelbiana  EL 

3  North  Side  EL 

3  Shelby  Co.  Area  Voc. 

3  Shelby  Co.  East  MIP 

3  Bullitt  Co.  Area  Voc 

3  Cedar  Grove  EL 

3  Roby  EL 

1  Shopvllle  EL 

3  Shopvllle  HS 

3  Bevlns  EL 

3  Silver  Grove  EL 

3  Smith  Mills  EL 

3  Chalybeate  EL 

1  Smithtown  EL 

3  South  Carrollton  EL 

1  South  Portsmouth  EL 

3  Hopkins  EL 

3  Meece  MID 

1  Memorial  EL 

1  Parker  EL 

3  Pulaski  EL 

1  White  Lily  EL 

3  Woodstock  EL 

3  Sonora  EL 

1  South  Irvine  EL 

1  Greenup  Co.  Area  Voc.  Educ. 

3  McKell  EL 

1  Sunshina  EL 

3  Spottsville  EL    ^ 

1  Frerfricktown  EL 

1  Springfield  MID 

3  St  Dominic  EL 

3  Washington  Co.  EL 

3  Washington  Co.  HS 

3  St  Charles  EL 

1  St  Helens  EL 

3  Stamping  Ground  EL 

3  Stanford  EI 

3  Stanley  EL 

1  Bowen  E  L 

1  Rodney  T  Clark  MID 

3  Stanton  EL 

1  Stearns  EL 

3  Milner  EL 

1  Right  fork  CTR  EL 

1  Straight  Creek  EL 

1  North  Metcalfe  EL 

1  Sunmer  Shade  EL 

3  Simiaersville  EL 

3  Fvrock  EL 


s  frcxB  Low-Incoae  Faailies 

ts  for  the  1976-77  and  1977-78  School  Tears 

Code  *  School  Bane 


Taylorsville 

3 

Taylor»vllle  EL 

Toler 

3 

Varrw^    EL 

ToUesboro 

3 

Tollesborc    EL 

3 

Tollesborc    HS 

Tolu 

1 

Tolu    EL 

Tomahawk 

1 

Icxaahawk    EL 

Tompkins\ ; I Ie 

Joe    Harrison    i^z'er    EL 

3 

Monroe    Co .    Area    '»  ov  .    F.< 

1 

To«pkln8ville    El 

1 

Towpkinsv  i I Ie    HS 

Top»ost 

1 

Beaver    ureek    EL 

Totr 

1 

Tots    EL 

Turkev    .reek 

1 

Turkey    Creek    EL 

Tvner 

1 

Tvner    EL 

Union 

1 

Hamilton    EL 

Vniontown 

3 

St   Agnes    EL 

3 

l>n  ion  town    EL 

3 

LVniontcJwn    JHS 

Valley  Station 


Vanceburg 


Varne> 

Verda 

Versa i 1 Ies 

Vest 

Viper 

^'  1  re  1  e 

W  Prestoascurg 

Waco 

Wal lingf ord 

Kal  Ims 

Warf leld 

Warsaw 

Wavland 

Wavnesrurg 


Wes:  Irvine 
West  Liberty 


West  Point 

wiiee  IvTight 
iihite  Mills 
White    Plains 

Whitesburg 


Whi tesville 
Whit  lev    City 

WlUard 
Williamsburg 


Wlllia:ii&po 


Center 


J 
3 
1 
1 
1 
1 
3 
1 
3 
1 
1 
3 
1 
3 

1 

1 

1 

3 

1 

3 

1 

1 

3 

1 

3 

3 


I 
1 
3 
1 
1 
I 
1 
3 
1 
1 


vrost    MIT 

Medora    EL 

Valley   EL 

Covedale    EL 

Kinniconick    EL 

Laurel    EL 

Lewis    Cc  .    Ler. t  ral   EL 

Brushy    EL 

Verda    EL 

Nor^such    EL 

Bee  khan   Lombs    £L 

Viper    EL 

George  F  Johnson  EL 

Charles  Clark  EL 

Waco  EL 

Fox  Vallev  E. 

Wal  Una  in 

Warfield  EL 

Gallatin  Co.  EL 

Wayiand  EL 

Highland  El 

Kings  Mounts  ir.  EL 
Wa'-Tiesburg  EL 

West  Irvine  EL 

Morgan  ^:.o  .  Area 
Morgan  Cc .  HS 
Morgan  Co,  Mil 

West  Liber; V  K! 

Woodsbend  Bovs'   anip 

Nichols  E: 

West  Point  EL 

Wheelwright  HS 

Lvnnvale  El 

White    Plains    EL 

Letcher   Co.    Area  Voc.    Educ.'  Center 

West    Whitesburg    EL 

WhitesburR   MIJ 

St    Marv    of    the    Woods    EL 

McCreary   Co.    HS 

Whit  ley    City   EL 

Willard    EL 

Jellico  Lreek  EL 

Liberty  EL 

Whitley    Caj  .    HS 

Wh.it  lev    Co   MID 

Williamsburg    HS 

W o f  f  0 rd    EL 

Meade   Memorial    EL 


Ed„ 


Kentucky  continued  on  next  paqe 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellatlc 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation 


Student  Loan  cancel's: 
.  benefits  only 
benefits  only 


tx"  n  e  M  ! 
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KFNTUCtCY 

Liat  of  Schools  Determined  to  have  High  Concentrations  of  students  from  Lov-Income  Faailies 
7.r   National  Defense  Student  Loan  a^d  National  Direct  Student  I^an  Cancellation  Benefits  for  the  19T6-7T  and  197T-78  School  Years 
'  Location  Code  »  School  Name  _Lpcation 


Code 


School  Name 


Wllllsburg 
Winchester 


WtUlsburij   EL 
3eckn«rville   E'. 
Central    EL 
raanle    Bush    £L 
Pilot    Vtev  EL 
She»rer   EL 
Tr.pp    EL 


Windsor 

nielps  EL 

Wittenaville 

W  R  Ceatlo  Memorial  EL 

Woodbine 

Woodbine  EL 

WooCon 

W  B  Huocy  EL 

Wrlgley 

Wriglay  EL 

Wurtland     * 

3 

Wurtland  EL 

Yeeddiss 

1 

Hayes  Lewis  EL 

LmiT-^TANA 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
:!r  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-73  School  Years 

Location 


L,ication 


3ode 


School  Name 


Code  *  School  Naae 


■Abbeville 


M.exandrla 


Amice 


Anacoco 
Angle 

Angola 
Arabl 


Arcadia 

Amaudville 

Aahland 
Atlanta 
Athens 

'\verv    Island 
A'."!r.dale 

Baljulr. 

Baratarla 
3  IS  1  If 


3 

3 

3 

3 

3- 

3 

3 

3 

3 

1 

1. 
3 
3 
1 
1 
1 
3 
1 
1 
1 
1 
3 
3 
3 
3 
3 
1 
1 
1 
1 
1 
1 
1 
1 
3 
3 
3 
1 
1 


Abbeville  JHS 

Abbeville  HS 

East  Abbeville  EL 

East  Broussard  HS 

Eaton  Park  EL 

Forked  Island  EL 

Herod  EL 

Xeaux  KS 

Mount  Canael  EL 

Aaron  Street  EL 

Acadian  EL 

Brasher,  Mabel  EL 

Holy  Savior  Menard  HS 

Jones  Street  "tlS 

Lincoln  Road  EL  *1 

Lincoln  Road  EL  '2 

Our  Ladv  of  Pronip:  ^'jccor  EL 

Peabo<lv  ".S 

Peabody  EL 

Poland  HS 

Reed  Avenue  EL 

i^uby-Wlse  JHS 

Rosenthal  EL 

Rugg  EL 

St.  Francis  Cabrlni  EL 

St.  Rita  EL 

Silver  City  EL 

South  Alexandria  EL 

South  .Alexandria  Primary 

Amite  EL 

-Amite  H3 

Fifth  Ward  EL 

Westside  Middle 

Woodland  HS 

Anacoco  H3 

Angle  JHS 

Weslev  Rav  EL 

Louisiana  State  PenltenClarv  HS 

Jackson  Barracks  HS 

St.  Louise  de  Marlllic  EL 

St.  Robert  Bell.iralne  EL 

Arcadia  KS 

Cravford  EL 

Amaudville  HS 

Little  Plover  EL 

Asnland  HS 

Atlanta  HS 

Athens  Kl 

Athens  H? 

Avery  Island  EL 

Ford,  Henrv  JHS 

Bains  EL 

Hamilton  ■;.  W.  EL 

Baratarla  EL 

Bastle  HS 

Steward,  W .  V .  ^T, 

B  as  k  1  n  -^  '^ 


Bastrop 


Batchelor  -  Innis 
Baton  Rouge 


Bayou  Goula 
Belcher 
Belle  City 
Belle  Rose 

Benton 

Bemlce 
BleavUle 

Bogalusa 


1  Adams  EL 

3  Bastrop  JHS 

1  East  Side  EL 

1  Oak  Hill/Carver  EL 

1  Our  Lady  Help  of  Christians  EL 

1  South  Side  EL 

I  West  Side  EL 

1  Upper  Pointe  Coupee  HS 

3  Alsen  EL 

3  Banks  EL 

3  Beechwood  EL 

3  Buchanan  EL 

1  Capitol  EL 

3  Capitol  JHS 

3  Capitol  HS 

3  Crestworth  EL 

3  Crestworth  JHS 

3  Dufrocq  EL 

1  Eden  Park  EL 

3  Greenville  EL 

3  Harding  EL 

3  ,  McKlnley  HS 

3  '  McKtnley  JHS 

3  Nicholson  EL 

3  North  Scotlandvllle  EL 

3  Park  EL 

3  Polk  EL 

3  Progress  EL 

1  Reddy  EL 

3  Ryan  EL 

3  Sacred  Heart  EL 

3  St.  Anthony  EL 

3  St.  Francis  Xavler  EL 

1  Scenic  High  School 

3  Scott  K 

3     Scotlandvllle  JHS 

3     Scotlandvllle  HS 

1     South  Greenville  EL 

3     University  Terrace  EL 

3     Zlon  City  EL 

1     Bayou  Goula  EL 

1     Hemdon  JHS 

3     Belle  City  HS 

1     Belle  Rose  Primary 

1     Belle  Rose  Middle 

3     Benton  EL 

3     Benton  US 

3     Bernice  HS 

1     Bienville  HS 

1     Central  EL 

3  Annunciation  EL 

3     Byrd  Avenue  EL 

3     Denhamtown  EL 

1     Long  Avenue  EL 

3  Northslde  EL 

3  Pleasant  Hill  EL 

3     Superior  Avenue  EL 

3  Terrace  EL 


and  National  Direct  Student  Loan  cancellation  benefits 


Code  1  -  Schools  designated  for  both  MaClonal  Defense  ari_ 

Code  2  -  Schools  de.tgnaced  for  National  Defense  Student  Loan  cancellation  benefits  only 

Code  3  -  School,  de.lgnated  for  National  Direct  Student  U>*n  cancellation  benefits  only 
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List  of  Schools  Determined  to  have  High 
For  National  Defewe  Student  loan  sad  National  Direct  Student 


nm^iANA 


oncpr.trations  of  Students  from  Low-Ir.r  jcf  -aailies 

Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 


Location 


Code  •  School  Heme 


Location 


Code  •     School  Heme 


Bonlta 

Bordelonvi; le 
Bossier  City 


Bovce 

Branch 
Breaux  Bridge 


Broussard 


Bruslev 


Bunkie 


Bush 
Calhoun 
Calvin 
Cameron 
Campt  1 

Carencrc 


Carl  is le 

Castor 

Cecilia 


Charenton 
Chalmette 

Chataigner 

Chatham 

Chauvin 

Cheneyvllle 
Church  Point 


Clarence 

Clayton 

Clinton 


Clout  ierville 

Coll  Ins  ton 
Co  1  f  ax 
Columbia 


Convent 
Cottonport 


1 
3 
3 

1 
3 
1 
1 
1 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
1 
1 
1 
1 
1 
3 
1 
3 
3 
3 
3 
3 
3 
3 
3 
1 
1 
1 

i 
3 
3 
3 
1 
1 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

i 

1 
1 
1 

3 

3 


Bonlta    THS 

Bordelonvi;  le    HS 

Bossier  EL 

Butier  EL 

Central  ParK  EL 

Boyce  EL 

Wettenaark    HS 

Branch    EL 

Breaux  Bridge  Primary 

Breaux  Bridge  EL 

Breaux  Bridge  JHS 

Breaux  Bridge  HS 

Teche  EL 

Broussard  EL 

Catherine  Drexel  EL 

St.  Cecelia  EL 

Brusly  Middle 

Brusly  HS 

Lukeville  EL 

Bunkie  EL 

Bunkie   Middle 

Bunkie    H? 

St .    Anthony    EL 

Fifth   Ward    JHS 

Central    EL 

Calvin  HS 

Johnson    Bayou    HS 

Campt i    EL 

Campt 1    HS 

Carencrc    EL 

Carencrc    Catholic    EL 

Carencro   Heights   EL 

Phoenix  HS 

Castor  HS 

Cecilia   Primary 

Cecilia   JHS 

Cecilia   HS 

Charenton   EL 

Our   Lady   of    Praapt    Succor    EL 

St.    Mark's    EL 

Chatalgnier  HS 

Carver  EL 

Chatham  HS 

Henderson,  Jasper  EL 

Boudreaux  Canal  EL 

Lacache  JHS 

Little  Caillou  EL 

Upper  Little  Caillou  EL 

Cheneyvllle  EL 

Lincoln  Williams  EL 

Church  Point  JHS 

Church  Point  HS 

Our  Mother  of  Peace  EL 

Richard  EL 

Clarence  EL 

Clayton  EL 

Clinton  EL 

Clinton  Upper  EL 

Clinton  JHS 

Clinton  HS 

Eighth  Ward  EL 

Relley  EL 

Cloutiervllie  HS 

Springhill  HS 

Coll  ins ton  EL 

Colfax  JHS 

Caldwell  Paris:-,  HS 

Caldwell  Parlsn  JHS 

Central  EL 

Columbia  El 

Romeville  Primary 

Rooeville  £L 

Cottonport  HS 

St  .  Marv  '  s  EL 


Cotton  Valley 
Coushatta 


Covington 


Crowley 


Crowville 
Darrow 
Delcambre 
Delhi 


DeQulncy 


DeRldder 


Destrehan 

Dodson 

Donaldsonville 


Downsville 

Doy line 

Dry   Prong 
IXibach 

Dubber  iy 

Duson 

Edgard 


Eff  ie 
Elmer 
Elton 

Enterprise 

Epps 

E  r  a  f r 

Ea  t  he  rwood 

Ethel 

Eunice 


1 
3 

1 
1 
1 
3 
3 
3 
3 
1 
3 
3 
1 
3 
3 
3 
1 
3 
1 
1 
1 
3 
1 
1 
1 
3 
3 
1 
3 
3 
3 
3 
3 
3 
3 
3 
1 
1 
1 
1 
3 
1 
3 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
3 
3 
1 
1 
3 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Evangeline 


Co;  tor.   Valley   HS 
Coushatta    HS 
Coushatta    El 
Fairview-Ali -..1    HS 
Martin    HS 
SpTlrisvlUe    EL 
Springviile    JHS 
Covington    EL. 
Cov  1  ag  t  on   Mi  dd  le 
Covington    JHS 
Lvor.    r. 
Pineview    JHS 
St.    Peter    Parochial    EL 
CrowleT    Kindergarten 
Crofc-lev   Miac'.  t 
Crowie-,     'HS 
Notre    Dame    ES 
Red  emp  t  c  r  !  s  t    EL 
Rose    E; 

*;  t  ,    M  ;  c  hat ;    E: 
South   Crowley   EL 
CrcTwvllle    HS 
Marc  hand    EL 
oe  1 :_  amb  r  t    H  S 
Delhi   Primary 
Delhi   JHS 
Delhi   HS 
DeQuincv    EL 
DeQuincv  Middle 

Louisiana   Correctional    a.-^c    industrial 
Carver    EI  8^ 

Eaat    Side    Ipper    E; 
DeRldder    FJ_ 
;>eFidder     'HS 
P  Inewood    EI 

^t  .    Charles    horr.^meo    EL 
r>odson    HS 

Ascension    Ca:  t^ollc   HS 
r>onaldsonvi  1  le    Primary    EL 
r^onaldsonvi  1  le    EL 
Donald sonv ;  1  le   JES 
Donaldsonville    HS 
Downsvilie   HS 
Dovilne    HS 
Union    EL 
Drv    Prong    HS 
Dubach   HS 

Hlco    EL  . 

Central    JHS 
l>ub6erjv    EL 
Duson    EL 
Edgard    HS 
Lucy    EL 

Secoad    'Ward    EL 
Second    Ward   HS 
Laf  argue   HS 
Oak    Hill    KS 
Elton   JHS 

Elton    HS  _ 

Enterpri.se    HS 
Epi>6    HS 
Henry    HS 
EatherwL«.x:    El 
Spears    El- 
Central    El. 
East    EL 
Eunice    El 
Eunice    JHS 
Eunice    HS 
Ciendale    EL 
Highland    EL 
St  .     Edmund    EI 
St .    Edmund    H^ 
Evangeline    EI 


*  Cod*    1    -   Schools   designated    for   both   Natlooal   Def 
Code   2    -   Schools   deaignated    for   National   Defense 
Code  3  -   Schools  designated   for  National  Direct  S 


ense    and   National    Direct 
Student   Loan   cancellation 
tudenc   Loan  caoccllation 


Student    Lo«n   cancellation   benefits 

benefits   only 
benefits   only 
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For  WatloiMj.  Defense  S 


Location 
Evans 
Evergreen 
Famervllle 


Pent on 
Ferrlday 


Fields 
FolsoB 

Forest 
Forest  Hill 
Fore  Necessity 

Franklin 


LOUISIANA 

St  of  Schools  Determined  to  have  High  Concentrations  c<"  Student 
udent  Loan  and  Hatlonal  Direct  Student  Loan  Cancellation  Benefl 
^de  •  School  Name Location 


Frankllncon 


Garyvllle 

George  ti?vn 
Glb3.a:.J 

Gibson 

Gilbert 
Glenmora 

Gloater 
Goldonna 
Co  run 
Grand  Coteau 


Gravson 
Gonza  I^s 

Or  ush  ^  LP.e 

Gramercy 
Greensburg 

Gretna 


Cuev^l.in 

Hahnv  III* 
Rail    SuomlC 


s   fro«  Low-Income  Families 

ts  for  the  1976-77  and  1977-78  School  Years 


Code  *  School  Ha 


Lvans  Hs 
Evergreen  EL 

Farmerville  EL 
ranDervlLle  HS 
Farmerville  Middle 
Rocky  Branch  EL 
Fentcn  HS 

Ferridav  7th  grade 
Ferrlday  8th  grade 
Pern  Jay  South  HS 
Ferriiay  North  HS 
Ferrlday  Lower   EL 
Ferrlday  Upper  EL 

Hyatt  HS 

Folsoa  EL 

Folsom  JHS 

Forest  HS 

Forest  Hill  EL 

Fort  Necessity  HS 

E.  A.  Jrowell  EL 

U.  P,  Foster  EL 

Glencoe  EL 

Hanson  H3 

Thonas  jlbbs  EL 

St.  Jonn  Acadfny  EL 

Verdunvtlle  F'.. 

Willow  3tree:  F,L 

Enon  EL 

Frankllncon   JHS 

Frankllnton   EL 

Fraattltnton    Primary 

Frankllnton  HS 

Fine  EL 

Thomas  EL 

Gar%'vllle  EL 

Sixth  Ward  EL 

Georgetown  HS 

Glbsland  EL 

Gibsland-Coler.aa  HS 

Gibson  EL 

Greenwood  Middle 

Gilbert  HS 

Glenmora  HS 

Plalnvlew  HS 

Second  Ward  HS 

Goldonna  HS 

Go run  HS 

Academy  Jt  SacreJ  Heart  HS 

Grand  Coteau  EL 

St.  Peter  Claver  H5 

St  .  Ignat  lu.-i  "L 

Gravson  EL 

St .  Theresa  o:  Avila  EL 

.^-onzales  EL 

Or  ambling  HS 

Gr ambling  EL 

Gramercy  EL 

Greensburg  HS 

St .  Helena  EL 

5c .  Helena  HS 

Gretna  »1  EL 

Gretna  Middle 

St  .  .Ant  hony  EL 

St  .  'oseph  r^L 

Gueydan  HS 

St.  Peter's  EL 

Hatinvllle  EL 

Hall  SuTnnlt  KS 

Annie  Eastman  Seventh 

Crystal  Street  EL 

Hamnond  EL 

HamaonJ  JHS 

Mooney  EL 

Pine  Rld<te  EL 


Hanmond     (con't) 

Hanna 
Harrisonburg 

Harvey 

Haughton 
Haynesville 

Hcflln 
Hessmer 
Hicks 
Hodge 

Holly  Ridge 
Homer 


Hornbeck 

Hosston 

Houma 


Independence 


Iota 

Iowa 
Jackson 

Jeanerette 


Jena 


Jennings 


Jonesboro 


Jonesvilla 


Junction  City 
(Arkansas  and 
Louisiana) 
Kaplan  • 


Kelly 


*  Code 
Code 
Coda 


1  -  Schools  designated  for  both  National  Defense  and  National  Dire 

2  -  Schools  detignated  for  National  Defense  Student  Loan  csncellatloo 

3  -  Schools  designated  for  National  Direct  Scude-i"  1..  an  cancellation 


Woodland  Park  K-3 
Holy  Ghost  EL 
Hanna  EL 
Harrisonburg  EL 
Harrisonburg  HS 
Harvey  EL 
Homed ale  EL 
St.  Rosalie  EL 
Haughton  HS 
Piatt  EL 
Haynesville  EL 
Haynesville  JHS 
Heflin  EL 
Hessmer  HS 
Hicks  HS 
Hodge  EL 
Union  EL 
Holly  Ridge  HS 
Homer  EL 
Homer  JHS 
Homer  HS 
Hornbeck  HS 

Hosston  JHS 

Bayou  Black  EL 

East  Houma  EL 

Grand  Caillou  JHS 

Honduras  EL 

St.  Francis  de  Sales  EL 

Southdoirra  EL 

Village  East  Middle 

West  Park  EL 

Independence  Girls  HS 

Independence  Boys  HS 

Independence  EL 

Mater  Dolorosa  EL 

Iota  EL 

St.  Francis  EL 

Watson,  J.  I.  EL 

Jackson  EL 

Jackson  HS 

Canal  Street  EL 

Jeanerette  EL 

Jeanerette  JHS 

Jeanerette  HS 

Grand  Marais  EL 

Goodplne  Middle 

Jena  EL 

Jena  JHS 

Jena  HS 

Trout-Goodpine  EL 

Central  EL 

Hathaway  HS 

Jennings  HS 

Northslde   JHS 

Our   Lady    lamaculate   EL 

Ward  EL 

West   End   EL 

Hawk  EL 

Jonesboro-Hodge  HS 

Rundell   JHS 
Southside   EL 

Block  HS 
Central  HS 

Jonesville  EL 

Jonesvllle  JHS 
Manifest   EL 
Junction  City   EL 
Junction  City  HS 

Kaplan  EL 
Kaplan  JHS 
Kaplan  HS 
Maltrait   EL 
Kellv   EL 


tudcaC  Loan  cancellation  benefits 
benefits  only 
benefits  only 
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LOUISIANA 


For  National  Defense 


List 
Stude 


of  Schools  Determined  to  hav 
nt  Loan  and  National  Direct 


e  High  Concentrations  of  Students  from 
Student  Loan  Cancellation  Benefits  for 


Low-Inco«e  Families 

the  1976-77  end  1977-76  School  Years 


Location 


Code  •   School  Same 


Location 


Code  •  School  Hane 


llenner 


Kentwood 


Kilboume 
Killona 
Rrotz  Springs 
Labadieville 

LaBarre 

Lacassine 

Lacombe 

Lafayette 


Lafitte 
Lake  Arthur 

Lake  Charles 


3 
3 
3 

1 

1 

1 

1 

3 

1 

1 

3 

1 

3 

1 

3 

1 

1 

3 

3 

1 

3 

3 

3 

3 

3 

1 

3 

3 

1 

3 

1 

1 

1 

1 

3 

3 

3 

1 

3 

3 

3 

!■ 

1 

3 

3 

3 

3 

1 

1 

1 

1 

1 

3 

1 

1 

3 

3 

3 

3 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

3 

3 

1 


Barbe  JHS 

Our  Lady  of  Perpetual  Help 

Washington  EL 

Chesbrough  HS 

Kentwood  EL 

Kentwood  HS 

New  Zion  EL 

Spring  Creek  HS 

Kilboume  HS 

Killona  EL 

Krotz  Springs  EL 

Labadieville  Middle 

St.  Philomena  EL 

Labarre  EL 

Lacassine  HS 

Bayou  Lacombe  JHS 

Chahta-lma  JHS 

Acadian  EL 

Alleman,  L.  J.  EL 

Boucher,  Alice  EL 

Breaux,  Paul 

Cathedral-Carmel  EL 

Cathedral-Carmel  HS 

Carencro  HS 

Father  Teur lings  HS 

Faulk,  J.  W.  EL 

Holy  Rosary  7-12 

Immaculate  Heart  EL 

James,  J.  W.  EL 

Lafayetrte  EL 

LeRosen,  W.  A.  EL 

Moss,  N.  P.  Middle 

Myrtle  Place  EL 

Northslde  HS 

Our  Lady  of  Fatima  EL 

Our  Lady  of  Fatima  HS 

Prairie  EL 

St.  Antoine  EL 

St.  Genevieve  EL 

St.  Leo  EL 

St.  Paul  EL 

Truman  EL 

Vermilion  EL 

Fisher  HS 

Lafitte  EL 

Lake  Arthur  EL 

Lake  Arthur  HS. 

Gorettl  EL 
Barbe  EL  , 

Carver  EL 

Central  EL 

Cherry  Street  EL 

Cooley  EL 

Boston,  W.  0.  HS 

Eastwood  EL 

Fairview  EL 

Greinwich  EL 

Hamilton  EL 

Inmaculate  Conception  EL 

Imaaculate  Heart  EL 

Jackson  Street  EL 

Kennedy  EL 

Marlon  HS 

Mill  Street  EL 

Molo  JH? 

Opelousas   Street    EL 

Re>'naud   JHS 

Riverside  EL 

Rosteet  EL 

Rosteet  JHS 

St.  Margaret  EL 

Sacred  Heart  EL 

Washington  HS 

Watson,  Pearl  JHS 


EL 


Lakeland 

Lake  Providence 


LaPlace 
Lawtell 


LeBeau 
LeCompte 


Leesvllle 


Lconvllle 

Lillie 

Llnville 

Lisbon 

Livonia 

Logansport 

Loranger 

Loreauville 

Lutcher 


Mamou 


Mangha 


Mansfield 


Many 

Mansura 
Maringouin 

Marion 

Harrero 


Marksvllle 


Martnavllle 
Maurice 
Melrose 
Melville 


Mer  Rouge 

Mermentau 
Merryville 
Metalrle 
Midland 


1  St.  Al«a  EL 

1  Lake  Providence  JHS 

1  Lake  Providence  HS 

1  >4:>ntecello  HS 

1  Northslde  EL 

1  Southside  EL 

1  John  L.  Ory  EL 

3  St.  Joan  of  Arc  HS 

1  Lavtell  EL 

1  Lawtell  HS 

1  Immaculate  Conception  EL 

1  Carter  C.  Raymond  HS 

1  Leconpte  EL 

3  Rapides  HS 

1  East  Leesvllle  EL 

3  Leesvllle  JHS 

3  Leesvllle  HS 

3  West  Leesvllle  EL 

1  LeonvlUe  LE 

1  Leonville  HS   . 

3  Lillie  EL 

3  Llnville  HS 

1  Pineview  HS 

1  Livonia  HS 

1  Logansport-Rosenwald  HS 

1  Loranger  EL 

3  Loreauville   EL 

3  Loreauville  HS 

1  Lutcher   EL 

1  Lutcher   JHS 

3  U^tcher    HS 

1  Maino.,    Lower   EL 

1  Mamoo   Upper   EL 

1  Mamou    HS 

1  ^.ant'iam   HS 

1  Mangham   EL 

1  Ma^.f;^laa   ..^HS 

1  ".leSotc    Kb 

1  Jonnson   EL 

3  Mansfield    EL 

1  Man-.    EL 

3  --anv    JHS 

3  .Mansura  HS 

1  Upper  Maringouin  EL 

1  Valverda  EL 

3  Marion  HS 

1  .toes    EL 

3  A'crrishop   Shaw  HS 

3  5ut;er         EL 

3  Silencer    EL 

3  Hope   Haven   EL 

3  Imaculate  Conception  EL 

1  Lincoln  JHS 

3      St.  Joseph  the  Worker  EL 

3      Wall  EL 

3      Fifth  Ward  HS 

3      Marksvllle  EL 

3      Marksvllle  Middle 

3      Marksvllle  HS 

3      Marksvllle  Catholic  EL 

1      Marthavllle  HS 

3      Maurice  HS 

1      St.  Matthew  HS 

1      Melville  Middle 

1      Melville  EL 

1      Melville  HS 

3      Delta  HS 

1      Mer  Kouge  EL 

1      Mermentau  EL 

3      Merryville  HS 

3      St.  Lawrence  the  Martyr  iC-8 

3     Midland  I'.S 


Code  1  -  Schools  designated  for  both  Nat 
Code  2  -  Schools  designated  for  National 
Code  3  -  Schools  designated  for  National 


ional  Defense  and  National  Direct  Student  Loan  cancfl 
Defense  Student  Loan  cancellation  benefits  onlv 
Direct  Student  Loan  cancellation  benefits  only 


benefits 
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For  Hatlonal  Defense 


List  of  Schools  Deternnnsd  t.  ha 
Student  Loan  and  National  Direct 


-LJUISIAHA 


ve   High   Concentrations   of  Students 
Student  Loan  Cancellation  Benefit 


■  i' 


5am^ 


Location 


Code 


Monroe 


>fc  n  t  e  gu  t 
Hontgomery 

'toreauvllle 
x.or^jr.    City 


MDrgMwa 
Nontarey 

Morse 
Morrow 

Sount  Herman 
Napoleonv  i I le 


Sat d 1 bdnv 


Natchez 

Nat Lnl toches 


Newe  1  1 1  JP. 
New  Iberia 


) 


Ha  r  ;ve  r  El 

Jones  EL 

U>we  Middle 

Hlnden  HS 

Phillips  Middle 

Richardson  EL 

Stewart  EL 

Webster  JHS 

Barkdull  Fauin  El 

Berg  Jones  El. 

Carroll  JHS 

Ca  r  r  o  1 1  H  S 

Carver  EL 

Clara  Hall  EL 

Clark  EL 

letter  son  CHS 

L^e    JHS 

Ltda  Benton  EL 

Lincoln  EL 

Little  Flower  of  JesMS  EL 

Ouachita  JHS 

:>jr    Ladv    of    Fatina    EL 

Richwood    HS 

Robinson   EL 

3t  .    Frederick    iiS 

Shadv   Crove   EL 

Sherrouse    EL 

Southslde    HS 

Swavse    EL 

Wcssman    HS 

^lontegut    EL 

Point e-Aux-Chenes    EL 

Ca Ines,    J.    W •     iHS 

"^tjnt  isomer y   HS 

Moreauvllle    HS 

Sacred    Heart    EL 

Holy   Cross    EL 

Sacred  Heart  EL 

M.  D.  Shannon  EL 

Stephenvllle  EL 

Horganza  K-12 

Honterey  EL 

Horse  EL 

Morrow  HS 

Ho  r  row  EL 

Mount  Herman  HS 

Cabadievllle  Primary 

Napoleonvllle  Priinarv 

Sapoleonvi 1 le  Middle 
Midway  EL 

Natalbany  Middle 

Satchez  EL 

F^sc  Natchitoches  JHS 

Satchicoches  Central  HS 

Sorth  Natchitoches  EL 

Northwestern  JHS 

Parks  EL 

Newellton  HS 

Rou  t  hwood  EL 

Anderson  Street  JHS 

Bank  Avenue  EL 

Catholic  HlKh 

Center  Street  EL 

Coteau  EL 

Hopkins  Street  ?i 

New  Iberia  JHS 

Lee  Street  EL 

Live  Oak  EL 

Magnolia  EL 

North  Street  EL 

Peebles  EL 

Pesson  Addition  EL 

Railroad  Avenue  EL 


Mew  Iberia  (con't) 
Mew  Orleans 


OB  Low-Income  Families 


•or  the  1976-77  and  1977-78  School   Years 


*     School  Haae 


St.   Bdward*  EL 

Mount  Carael  HS 

Baudult ,    Agnes    EL 

Bell,   Andrew      .    JHS 

Belleville   EL 

Behrman   CHS 

Ben'aain    EL 

Bienville   EL 

Carver   EL 

Carver  JHS 

Carver  HS 

Chester,    Florence   EL 

Clark,    Joseph   S.    HS 

Cohen  HS 

Colton   JHS 

Corpus   Christ i    EL 

Couvent ,    Marie   EL 

Craig,   Joseph  A.    EL 

Crocker  EL 

Daivls,    Jeffernor.    EL 

Danneel   #2   EL 

Derhan  JHS 

Dunbar   EL 

Dunn,   Henderson   H.    EL 

Edison  EL 

Edvards,  Helen  EL 

Epiphany  EL 

Fischer,   William   EL 

FisW,   Abijah   EL 

Frederick  JHS 

Franz   EL 

Gayerre,  Charles  E.  EL 

Guste,  Williaa  EL 

Hardin  EL 

Harney,  Edgar  P.  EL 

Henderson,  Murray  EL 

Hoffman,  John  W.  EL 

Holy  Ghost  EL 

Howard  #1  EL 

Jackson,  Aixirew  EL 

Jefferson,  Thooas  EL 

Johnson,  Janes  W.  EL 

Jones,  Valeria  C.  EL 

Kohn  JHS 

Lafon,  Thony  EL 

Landry,  L.  R.  HS 

Laurel  EL 

Lawless  EL 

Lawless  JHS 

Lawton,  Peters  EL 

Lewis,  Ja»es  EL 

Live  Oak  EL 

Live  Oak  JHS 

Lockett,  Johnson  EL 

Macarty  EL 

McDonough,  John  HS 

McDonough,  #6  EL 

McDonough  #7  EL 

McDonough  #10  EL 

McIXmough  #11  EL 

McDooough  #19  EL 

McDonough  #24  EL 

McDonough  #30  EL 

McDonwjgh  i2l    EL 

McDonough  #32  EL 

McDonough  #35  HS 

McDonough  #36  EL 

McDonough  #33  El 

HcDonough  #40  EL 

McDonough  #4  2  EL 

Moton,  Robert  EL 

Nelson,  Medard  H.  EL 

Our  Lady  of  Good  Counsel  EL 

Palner,  3.  L.  EL 


Code    1    -    Schools   designated    for   both   National    Defense    and   Na",    -lal   Direct   Student   Loan   cancellation   benefits 
Code   2    -    Schools   designated    for   national    Defense   Student    Lo«n   csncellatlon   benefits   only 
Code    3    -    Schools    designated    for   National    Direct    Student    Loan    cancellsM^n    -.en^'ft-i    nnlv 
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List  of 
For  National  Defense  Student 
Location Code  * 


Schools  Determined  to  have  High  C 
Loan  and  National  Direct  Student 
School  Name 


La  IT  ST  AHA. 


oncentrations  of  Students  from 
Loan  Cancellation  Benefits  for 
Location    Code 


Low-Income  Families 

the  1976-7T  ^^  1977-T6  School  ^e""^ 


•     School   Name 


New   "rleans     (con't) 


New  Roads 


Nor  CO 


Worwood 
Oak  Grove 


Oak  Ridge 

Oil  City 
Opelousas 


Palncourtville 
Palmetto 
Patterson 
Paulina 

Pelican 

Pine  Grove 
Pine  Prairie 
Pineville 


Pioneer 
Pitkin 


Peters  JHS 

Phillips,  Edward  H.  EL 

Phillips  JHS 

Priestley  JHS  . 

Rlverview  HS 

Rogers,  William  0.  EL 

St.  Alphonsus  EL 

St.  Mary  of  the  Angels  EL 

St.  Monica  EL 

St.  Peter  Claver  EL 

St.  Phillip  the  Apostle  EL 

St.  Raymond  EL 

St.  Stephen  EL 

Schwartz,  Louis  EL 

Semmes,  Thomas  J.  EL 

Shaw,  John  A.  EL 

Washington,  George  EL 

Washington,  B.  T.  HS 

Wheatley,  Phyllis  EL 

Wicker,  Albert  EL 

Williams,  Sylvania  EL 

Wilson,  Andrew  H.  EL 

Woodson  JHS 

Wright  JHS 

Catholic  High  of  Pointe  Coupee 

Poydras  HS 

Rosenwald  US 

Good  Hope  EL 

Norco  EL 

Sacred  Heart  EL 

Norwood  EL 

Fiske  Union  EL 

Goodwill  JHS 

Oak  Grove  EL 

Oak  Grove  HS 

Oak  Ridge  EL 

Oil  City  JHS 

Christ  the  King  EL 

Courtableau  EL 

Creswell  EL 

East  JHS 

Grolee  EL 

Northeast  EL 

North  EL 

Opelousas  JHS 

Opelousas  HS 

Opelousas  Catholic  EL 

Opelousas  Catholic  JHS 

Opelousas  Catholic  HS 

Park  Vista  EL 

Plaisance  HS 

Plaquemlne  Point  EL 

South  Street  EL 

Southwest  EL 

St.  Elizabeth  EL 

Palmetto  K-12 

Watts,  H.  A.  EL 

Paulina  EL 

Chanel  Interparochial  EL 

All  Saints  HS 

Pelican  HS 

Pine  Grove  EL 

Pine  Prairie  HS 

Camp  Beauregard  HS 

Lessie  Moore  EL 

Lakeside  EL 

Pinehurst  Girls  HS 

Pineville  HS 

Slocum,  T.  S.  EL 

Pioneer  LL 

Pioneer  HS 

Pitkin  HS 


Plaquenine 


Plain  Dealing 


Pleasant  Hill 
Plaucheville 

Pollock 

Pontchatoula 


Port  Allen 


Port  Barre 

Port  Sulphur 

Poydras 

Prairieville 

Princeton 
Rayne 


Ravville 


Reserve 


legglo 

Ridgecrest 

Ringgold 


Roanoke 
Robe line 

Rosedale 

Rose land 

Roseplne 

Ruston 

Saline 

St.  Amant 

St.  Francisvllle 

St.  Gabriel 

St .  James 


Crescent  EL 
Crescent  Bend  EL 
Gay,  E.  J.  Middle 
Iberville  Middle 
Plaquemine  EL 
Plaquemlne  JHS 
Plaquemine  HS 
Plain  Dealing  EL 
Plain  Dealing  HS 
Rocky  Mount  HS 
Pleasant  Hill  HS 
Plaucheville  HS 
St.  Joseph  US 
Pollock  K-8 
Champ  Cooper  EL 
Reeves,  D.  C.  EL 
Tucker  EL 
Vinyard  Middle 
Chamberlin  EL 
Cohn  Middle 
Devall  Middle 
Holy  Family  EL 
Port  Allen  EL 
Port  Allen  HS 
Port  Barre  EL 
Port  Barre  HS 
St.  Jude  Catholic  EL 
Gauthler,  J.  F.  EL 
Prairieville  EL 
Galvez  EL 

Princeton  JHS 
Armstrong  EL 

Central  Rayne  EL 
Mire  EL 

Rayne  HS 

Rayne  Catholic  EL 

South  Rayne  EL 

Rayville  Primary 

Rayville  JHS 

Rayville  HS 

Godchaux,  Leon  EL 

Our  Lady  of  Grace  EL 

Reserve  JHS       ^ 

Reserve  Rosenwald  EL 

St.  Peter's  Parochial  EL 

Sebastien  Roy  EL 
%idgecrest  EL 

Ringgold  HS 

Ringgold  EL 

Southslde  JHS 

Welsh  Roanoke  JUS 

Allen  HS 

Robeline  HS 

Shady  Grove  HS 

Levy,  T.  A.  EL 

Big  Zion  EL 

Roseland  K-3 

Rosepine  HS 

Rougon  HS 

Cypress  Springs  EL 

Glenview  JHS 

Hillcrest  EL 

Ruston  EL 

Saline  HS 

Shady  Grove  HS 

St.  Amant  EL  » 

St.  Francisvllle  HS 

St.  Francisvllle  JHS 

St.  Gabriel  EL 

Louisiana  Correctional  Institute  for 
Fifth  Ward  EL  Mo^en  H-^ 

St.  Janes  HS 
St.  James  JHS 


*  Code  1  -  Schools  designated  for  bot^  National  Defense  and  National  Direct  Student 

Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 


B-.   c»-,cellation   benefits 


FEDERAL  REGISTER,   VOL.   42,    NO.    106 — THURSDAY.   JUNE   2,    1977 


iN?54 


h40T1CES 


LOUISIAHA 


List  of  Schools  Deterained  to  h«ve  High  Concentrations  of  Students  from 
Tor  HatiorwJ.  Defense  Student  Loan  ar.d  Halional  Direct  3tud«nt  Loan  Cancellation  Beoeflta  for 


Lov-Income  families 

the  1976-77  and  1977-78  School  Years 


Locati-n 


''->.-ie   •      School   Name 


Location 


Code  *  School  Hame 


St.  Joseph 

St.  Harclnville 


St.  Maurice 
St.  Rose 

Schr lever 

Scocc 


Shongaloo 

Shreveport 


Sibley  . 
Sicily  Island 


Slkea 

Slmaboro 
Sloaesport 


Singer 

Slaughter 

Slldell 


Spear 3Vt 1 le 


Davidson,  J.  M.  HS 

Tenaas  ZL 

."jtahoula  EL 

CXir  Lady  of  Mercy  HS 

Parks  Prlmarv 

PirkB  EI 

St.    Hartlavlile    Pr  ..jiary  ^ 

St.    HartlnvlUe    EL 

St.    MartlnvlUe   JHS 

it .    Martlnvlll   HS 

Trinity   Catholic    EL 

Trlnltv    Prlmarv 

New   Enterprise    El. 

St  .    Rose   MiddU 

St  -    Rose   ?r tm^ry 

Caldwell    Middle 

Schrlever    EL 

L,    Leo   Judlce    rX 

.'ad  Ice    EI. 

jcott    EL 

West  side    EL 

Shcng.aloo    HS 

-Atlcir.i    EL 

Barret    EL 

Bethune   JHS 

Caddo   Heights   EL 

Claiborne   EL 

Central    KL 

Central    Free    >^etno<Jlst    EL 

Clark,    .; .    S.    JHS 

Liien    Sardens    EL 

r^en    C.arder.s    JHS 

Etgh'.--Ftrst    EL 

Fairfield    EL 

Jreen  Oaks   HS 

Hamilton  Terrace  EL 

Herndon    JHS 

HoUyvood    EL 

Ingersoll   EL 

Ijikeahore    JHS 

Lad  re  1    EL 

Linear    JhS 

Linwooci    JHS 

.Hooretovr.    EL 

Sorth   Caddo   HS 

Northside    EL 

^^otre  Dame   HS 

Oak   Park   EL 

'3ur    Lady    of    Blessed    Sacrament    EL 

Pierre    Avenue    EL 

Pine   Grove   EL 

Newton  Smith  EL 

^Xieensboro  EL 

St  oner  Hill  EL 

Valencia  JHS 

Walnut  Hill  JHS 

Washington,  Booker 

Werner  Park  EL 

«'eRC  Shr  evt-r-'^rt  EL 

^  1 D  !  e  V  :i  > 

"-art  In  JHS 

sicilv    Island    EL 

-Icllv    Island    HS 

-ilites    HS 

Slamsboro    HS 

Evani^ili^al    C 

Siaimesport    El 

SioBesport    HS 

Singer    HS 

Slaughter    EL 

5,  It  on    IHS 

Sovet    JHS 

•> '  .    T duana a  /    JHS 

Spearsville    HS 


HS 


Tr  ist  -..ir.   Day   EL 


Sprln«hill 


Starks 
Start 

Starllngton 
Sulphur 


SuMerfield 
&ma«t 


Sunshine 
Tallulah 


Terlot 

Tlckfaw 

Transylvania 

Tunica 

Vacherle 


Vamado 

Vicksburg,  Miss. 

(Madison  Parish) 

Verda 

Vllle  Platte 


Vldalla 

Vinton 

Violet 

Vivian 

Waggaaan 

Washington 

Waterproof 

Waverly 
Welsh 

West lake 
West  Monroe 


Hestvego 


White  Castle 


Winnfield 


Browning  EL 
Brown  Middle 
Howell  EL 
Starks  HS 
Start  HS 
Sterllngton  HS 
Key,  E.  K.  EL 
Perkins  EL 
Aionzo  LeBlanc  JHS 
SuBBfrfield  HS 
Bristol  EL 
Cankton  EL 
Sunset  EL 
Sunset  HS 
Sunshine  HS 
McCall  JHS 
McCall  HS 
Tallulah  EL 
Tallulah  HS 
Thomastown  HS 
Wright  EL 
Dularge  EL 
NesoiB  EL 
Transylvania  EL 
Tunica  EX 
Sixth  Ward  EL 
VaCherie  Primary 
Vacherle  EL 
Wallace-Rosenwald  EL 
Varnado  EL 
Vamado  HS 
Australia  Island  EL 

Verda  EL 

Bayou  Chicot  HS 
Hester  Heath  EL 
Jaaes  Stephen  EL 
Sacred  Heart  HS 
Vldrine  HS 

Vllle  Platte  Lower  EL 
Vllle  Platte  HS 
Vldalla  Lower  EL 
Vldalla  Upper  EL 
Vldalla  JHS 
Vinton  JHS  ^ 

Vinton  EL 
Borgnetnouth  EL 
Millaudon  Middle 
North  Caddo  HS 
Rlllleux  EL 
Cratxl  Prairie  HS 
Washington  HS 
Lisbon  EL 
Waterproof  iiS 
Waverly  EL 
Welsh  HS 
Welsh  EL 
Mossvllle  EL 
Crosley  EL 
Mitchell  EL 
RansoB  EL 
Richardson  JHS 
St.  Paschal  EL 
Bridge  City  EL 
Live  Oak  EL 
Pltre  EL 
Strehle  EL 
Westwego  EL 
jorse'V^'ille  JHS 
Sams  t  nvTi  EL 
White  Castle  HS 
East  Side  EL 
West  Side  EL 
Winnfield  JHS 


Code  1  -  Schools  deslgnateti  for  both  national  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2    -    Schools  designated  for  Matlonal  Defense  Student  U)«n  csncellatloa  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Lo«n  cancellaCloo  benefit*  only 


FEOEIAl  tEOISTEl,  VOL.  42,  NO  106— THUtSOAY,  JUNE  7,    1977 


NOTICES 


28855 


( 


inill^IAHA 


■1st   of   Schools   Deteraine-J   tc    have   V.igh   Concentrations  of  Students    from  Low-Inco«e  faMiliea 
For   national   Defer.se   ."r  ,dent.   I^an   and   Nstionai   Direct    Student    1^   Cancellation   Benefits   for   the    19T6-7T   >°d   l?77-78  School   lears 
Location  


Code   *      School    Nane 


Locatlcr. 


Code 


School   Ss 


Winnsboro 


Wisner 


Youngsville 


Ogden   HS 
Ward    III   H? 
Winnsboro  'upper    EL 
Wlnnsborc   Lower    EL 
Winnsboro   JHS 
Winrtsboro   HS 
Wisner   EL 
Wisner   JHS 
Wisner   HS 
Lindon,    '"-    T.    EL 
Youngsville   EL 


lachary 


Zwolle 


Port   Hudson   EL 
Bortlwutcm  Middle 
Zachary  EL 

Zachary   HS 

St .    Joseph    EL 

Zwolle    Ir,term«<i  late 

Zwoile    El. 

Cvc lie    V  S 


KAINF 


For   Sational   Defense 


1,1  St 

Bfjd 


SchooiS   Determined    -c    have   High   Concentrations   of 
ent   Lear,   and   Hational   Direct   Student   Loam   Cancellatio 


Student?    iron    Lo>-- Jryc.^ie    Fsjri.ies 
n  Benefits   fcr  the   19  •&-•''   apd   1977-76  Scbooi  Tears 


Location 


Code 


School    KsBie 


Location 


Code 


Schc 


Name 


Acton 
Addison 
Alexander 
Alia gash 
Anson 


Atkinson 
Auburn 


Baileyville 

Baldwin 

Belfast 

Belgrade 

Berwick 


Biddeford 


Bingha*. 
Blue  Hill 
Boothhay 

Boothbay  Harbor 

Bowdoir.ham 

Bradford 

Bridgewater 

Brooklin 

Brookton 

Bucksport 

Burn^.din 

Canbridge 

Caaden 

Canaan 

C^Lratunk 

Caswell 

Cherryf leld 

ColujBlDia  Falls 

CcruK>r 

Corinth 

Cornvilie 

Detroit 

Dresden 

Edgecoab 

El  Iswor  t_h 
Babder. 


2  Acton   Elesiertary   School    ^-o 

2  Daniel   W.    Merritt   School    K-8 

2  Alexander    Eleicier.tary   K-8 

2  Allagash   School    K-12 

2  Carrabac   High   School 

2  Hark   E»ery   School    K-e 

2  Garret   Schenck   School    r-« 

1  Athens    Elementary    School    K-5 

1  SOBersst  Acadeay  6-8 

2  Atkinson  Elementary  School  K-4 
2  Chamberlain  School  K-5 

2  Franklin  School  t;-3 

2  St.  Louis  Public  School  K-6 

1  Woodland   High    Schocl 

2  Baldwin   Consolidated   Schocl    T-6 
2  Kermit    S.    Nickerson   Sciiool    1-6 

1  Belarade   Central    School    K-fc 

1  Estabrook-Doran   School    K-fc 

1  Noble   High    Schocl 

1  Noble   Jr.    High    Sc.iool 

2  Biddeford   High   School 

1  John   F.    Kennedy    Memorial    School    K-6 

1  St.    Andre   Public    School    1-3 

2  St.    Andre  School    H-B 

2  2ui»by   Elementary    School    3-fc 

2  George  Stevens   Jhcadem)    rf-'il 

2  Boothbay    Center   School    K-fi 

2  East  Boot-nbay    Schocl    1-4 

2  Boothbay   Harbor    GrasBBr   Scnocl    K-fi 

2  Boothbay    Re<5ion   High   Scnocl 

1  CosDunity  School  3-5 

2  Coombs  School  K-l 

2  Bradford  Elementary  School  K-5 

2  Bridgewater  Primary  Schocl  It-4 

2  Brooklin  Jr.  High  School 

1  Brookton   Elesientary    K-7 

2  C.    Herbert    Jewett    School    2-5 
2  Luian   Warrer.   Schocl    K-1 

1  Buxrihaa  Village   School    K-3 

2  Cambridge   Elementary   School   K-4 
1  The   Coiwunity   Schocl    9-12 

1  Canaan    GraiaBar    Schocl    r-fc 

2  Caratunk   School    3-fc 

1  Caswell    Pit.    Elementary    SchcK)!    K-7 

2  Cherryfield   Elementary    K-e 

2  Columtia    Falls    Elementary    K-6 

1  Connor    Co.isolidated   School    K-S 

2  Central   High    School 

1  Cornvilie  Consolidated  School    K-e 

1  JXirothy   R.    Cookson   School    2-3 

2  Bridge   Acadoiy   Public   School    7-8 
2  Dresden  Elementary  School   K-fc 

2  Bdgecoob  Central    School    K-6 

2  General   Bryant    E.    ttoore   School    4-t 

2  Embden   Elamentary   School   K-6 


Etr.a 

rarmington 

Franxlir, 

-iecrgetown 

^jouldsborc 

Grand    Isle 

Greenville 

Guiiford 
Hal  l.oweil 
Ka.ncock 
Haxpswell 

Karr incton 


Hodgdon 

HoulLon 


Hudson 
Island    Falls 

f.ez^z    Fails 
Kingf leid 

Ki.ngBa.': 
Lagrar.ge 

Lewistcn 


Lincoln 

Lincoln  Pit. 

Litchfield 

Littleton 

Livermcre  Fails 

2 

Lubec 

Etna-DixEont    Elementary  School   K-6 

Sandy    River    ^c.^cvl    ^-11 

Fra.iXlir.   .Jolsi,  .  idate>-.    _>r  .inmwi •    School   1-8 

Georgetcwr.   Certrai    bcnool    K-to 

Gouldabcrc    .jraamer   School    K-8 

LincolTi    School    K-fc 

Louit   Oakas   High   School 

Nickerson   Elementary   School   K-6 

Guilford   Kiddle   ochool    4-8 

Maria    Clark    Scr.ocl    K-3 

Ha.ncock    Graaoar    School   K-S 

Harpswell    Island    Schocl    K-fc 

West    Harpswe-i    E.ieme.-.tary   School   K-6 

Han  i.'^gtor.    E.M»er.iar%'    School    K-8 

N4rxa5".iagus    -Hiar    ^c:.'"*-3l 

Mt.    Cutler   E.eaertaj.    School  K-5 

Hodgdon    Elamertar^    r- cnool    K-8 

Hodgdon   Kigr.   Sc-ioc. 

Bowdolr.   Street  Scrvool    4 

Houiton    Elementary    School    K-3 

Koulton   High    School 

Lai^ert   Schoc  1    i-fc 

Roosevelt   ic:noc,    3-8 

St.    Mary's    Schoo^    1-8 

Hudson   Eleaientary   School   K-6 

So.    Aroostooji    CoMBur.ity  High  Sdiool 

So.    ArooetooK   Comiiii.j  ity  Jr.   Bi^^  School 

Killiker   Scnoci    ^  -  ;• 

Kingfield    liementary   School    K-3 

Kingfield    Grammar   School    4-8 

Kmgmar.    Exementary   School    K-6 

Lagra.nge    Primary    School    K-4 

Farwell    Elementeiry   School   K-S 

Fry*    Elementary    Sdiool    2-5 

Jordan    ElementaLry   School    2-5 

Holy   Family   Fciclic   Elea.    School   K-5 

Leviston   .'I  .    high   School 

Lewiston    h.gfi    School 

Martel   School   K-5 

Thomas   J.    McMahor    L^«ne    tary  School  K-5 

Montello    Intermediate    c.-;.;>ol   6-7 

Muiti -Purpose    Educatijr.al    Ctr  . 

Pet ting  ill    Eie»entary    School   K-5 

Hiiiace    Elementary    School    K-5 

Ella    F.    Burr   School    1-4 

Wilson's   Mills    Elementary 

Llbby-Toxier   School    4-8 

Litchfield   Central   Schocl 

LittletjDr.   Schocl    K -fc 

Livermore   Elamentax>    .- -thool   K-6 

Lubec    H 1  gr.    S  chool 

Lubec   Hilltop    SchcK:.^    t  -4 

South    Street    Eleme-ntar-y         rK>c  1    5-8 


School  K-8 
K-3 


♦  Code  1  -  Schools  designated  for  both  lUcional  Defense  and  Natl 
Code  2  -  Schools  designated  for  Ratioaal  Defense  Stodeot  Loan 
Code  3  -  Schools  designated  for  Batlooal  Direct  Student  Loan  c 


onal  Direct  Student  Loan  canceUitlon  benefits 
cancellation  benefits  only 
ancellatioo  beaeflts  onljr 
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HA  INF 


For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
Student  Loon  and  National  Direct  Student  Loan  Cancellation  Benefits  for 

Location 


Code 


School  Name 


Code 


Low-Income  Families 
the  1976-77  and  1977-78  School  Years 
School  Name 


Madison 


Medway 
Mercer 

Milbridge 
Jtonticello 

Northeast  Harbor 
Norridgewock 
North  New  Portland 
Northport 
Oakland 


Old  Orchard  Beach 

Old  TCT«n 

Orland 
Orono 

Orrington 

Owla  Head 
Parsonsf ield 
Pembroke 
Perhan 
Perry 

Phillips     , 

Pittsfield 


Portage   Lake 

Porter 

Portland 


Princeton 
Ranaeley 

Richmond 

Ripley 

Rockland 


Sitnford 


Searsmont 

Sidney 

Sinclair 


1  Madison  Jr.  High  School  6-e 

1  Madison  High  School 

1  Old  Point  Avenue  School  1-3 

1  Weston  Avenue  School  K-1 

1  Sebastian  Rasle  School  4-5 

2  Medway  Elementary  School  K-8 

1  Mercer  Elementary  School  K-2 

2  Milbridge  Elementary  School  K-8 
1  Monticello  School  4-6 

1  Wellington  School  K-3 

2  Mt.  Desert  Elementary  School  K-8 

1  Central  Grade  School  K-6 

2  Central  Elementary  School  K-8 
2  Edna  Drinkwater  School  1-6 

2  Messalonskee  High 

2  Oaklcind  Elementary  School  K-5 

1  M.  L.  Willieuns  Jr.  High  School 

2  Jameson  School  3-5 

2  School  Street  Elementary  School  K-2 

2  Indian  Island  School  K-5 

2  Old  Town  High  School 

2  Orland  Consolidated  School  K-8 

2  Asa  C.  Adams  School  K-6 

1  Skitikuk  School  K-12 

2  Orono  Jr.-Sr.  High  School 

2  Blanche  K.  Blake  School  4-5 

2  Cener  Drive  School  6-8 

1  OwlB  Head  Central  School  4-6 

2  Parsonsfield  Consolidated  School  4-6 
2  Pembroke  Elementciry  School  1-8 

1  Per ham  Elementary  School  1-6 

1  Beatrice  Rafferty  School  (Pleasant  Point) 

2  Clark  School  1-8  K-8 
1  Phillips  Elementary  School  K-6 

1  Phillips  Gramnar  School  7-8 

1  Manson  Park  School  K-1 

1  Pittsfield  Gramnar  School  2-3 

1  Vickery  School  4-6 

1  Warsaw  Jr.  High  School 

2  Portage  Central  School  K-5 

2  Porter  Elementary  School  4-6 

1  Marada  Adams  K-2 

1  Emerson  Scnool  5-5 

2  Fred  P.  Hall  School  K-6 

1  William  B.  Jack  Jr.  High  School   

1  King  Jr.  High  School 

2  Lincoln  Jr.  High  School 

1  Peaks  Island  School  K-6 

2  Thomas  B.  Reed  School  K-6 

2  Howard  C.  Reiche  Community  School  K-6 

1  Shailer  School  3-4 

1  West  School  K-6 

2  Princeton  Elementary  School  1-8 

1  Rangeley  Elementary  School  K-6 

2  Rangeley  High  School 

2  Marcia  Baker  SchcxDl  K-5 

2  Courser  Memorial  School  K-8 

2  McLain  Eleme.'-.tary  School  K-5 

1  North  School  K-5 

1  Rockland  District  Jr.  High  School 

2  Rockland  District  High  School 
1  South  School  K-6 

1  Edison  School  1-3 

2  Emerson  School  1-3 

1  Lafayette  School  1-3 

2  Lincoln  School  1-3 
2  Roosevelt  School  K 

2  Sanford  Jr.  High  School 

2  Sanford  High  School 

2  Sanford  .Middle  School  4-6 

2  Gladys  Weymouth  Elementary  School  5-7 

1  Jaaes  H.    Bean  School  K-6 

2  Patrick  Theriault  School  K-6 


S  kowhegan 


Smithfield 
Solon 
Sorrento 
South  Hiram 
Southport 
South  Portland 


South  Thomaston 

Starks 

Steuben 

Stratton 

Strong 

Sullivan 

Tremont 
Unity 
Van  Buren 


Veazie 

Warren 


Wales 
Washburn 


Waterville 


Wellington 
Wells 


West  Forks 
Winter  Harbor 
Wiscasset 
Woolwich 
Yarmouth 


1  Academy  School  1-2 

1  Garfield  School  3-4 

1  Lincoln  School  1-3 

2  North  Elementary  School  K-3 
1  Park  School  1-4 

1  Skowhegan  Area  Jr.  High  School 

1  Skowhegan  Area  High  School 

1  Margaret  Chase  Smith  School  4-6 

1  Smithfield  Elementary  School  3-6 

2  Solon  Elementary  School  K-8 

1  Sorrento  Gramnar  School  K-8 

2  Sacopee  Valley  Jr.-Sr.  High  School 
2  Southport  Central  School  K-8 

2  Frank  I.  Brown  School  K-6 

2  Helena  H.  Dyer  School  K-6 

2  Simon  Hamlin  School  K-6 

2  George  F.  Henley  School  K-6 

2  Lincoln  School  K-6 

2  Daniel  F.  Mcihoney  Jr.  High  School 

2  Memorial  Jr.  High  School  7-9 

2  James  Otis  Kaler  School  K-6 

2  Roosevelt  School  K-6 

2  Waldo  T.  Skillin  School 

2  Dora  L.  Small  School  K-6 

2  South  Portland  High  School 

2  Willard  School  K-5 

2  Gilford  Butler  School  K-3 

1  Starks  Elementcury  School  K-5 

1  Ella  Lewis  School  K-8 

1  Stratton  School  K-8 

1  Mt.  Abram  High  School 

I  Strong  Elementary  School  K-8 

1  Sullivan  Grammau:  School  K-8 

2  Sumner  Memorial  High  School 

2  Tremont  Consolidated  School  K-8 

2  Unity  Elementary  School  K-6 

1  Champlain  School  4-6 

1  Keegan  School  2-4 

1  Kindle  School  K 

1  St.  John  School  1-3 

1  Van  Buren  Di,strict  High  School 

1  Van  Buren  District  Jr.  High  School 

1  John  R.  Graham  School  K-8 

2  Frank  D.  Rowe  Primary  School  K-3 
2  *Jarren  Intermediate  School  4-6 

2  Wales  Central  School  K-8 

1  W.  C.  Foster  School  5-8 

1  Washburn  Elementary  School  K-4 

1  WJishburn  District  High  School 

2  Brookside  Elementary  K-6 
2  South  Graminar  School  K-4 
2  Waterville  High  School 

1  Wellington  Elementary  School  K-3 

2  Ogunquit  Village  School  K-5 
2  Tatnic  Hill  School  8-12 

2  Wells  Elementary  School  K-6 

2  Wells  Jr.-Sr.  High  School 

2    C.E.  Ball-Franklin  School 

2  Winter  Harbor  Grammar  School  K-8 

2  Wiscasset  Primary  School  K-3 

2  Woolwich  Central  School  K-8 

2    North  Yarmouth  Academy  7-12 


Code  1  -^Schools  designated  for  i>o!:b  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  5tident  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cance".  Tttlon  benefits  only 
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2H357 


KARYLfllffil 


List  of  Schools  Determined  to   have   Higr.    ".;  .-rentrstions    of  Students    fron.    L,?w- 
For  Hationetl   Defense  Student   Loan  aad  Hatlonal  Direct  Student   l^j-ap  Cancellation  Benefits   for    the 


>f    >  ami  lies 
lyiO-Ti    and  1977-78  School  Years 


Location 


Code   •      School    Same 


Location 


Code 


School  Same 


Aberdeen 


Abingdon 

Accokeek 

Adams  to\.Ti 
Ad  el  phi 
Annapolis 


Arnold 
Avenue 
Baltimore 


Aberdeen  HS 
At>erdeen   JHS 
Bakerfield  EL 
Hall's  Cross  Roads   EL 
Hillsdale   EL 
Old    Post    Road    EL 
William    Paca   EL 

Accokeek    EL 

Cdrroll  Manor  EL 

Adelphl  EL 

Annapolis  EL 

Annapolis  HS 

Annapolis  JHS 

Eastport  EL 

Germantown  EL 

Parole  EL 

Rolling  Knolls 

Tyler  Heights  EL 

West  Annapolis  EL 

Arnold  EL 

H^l-.  Angels  EL 

So.  2,  javid  E.  Wegleln  EL 

Nc.  i,    Steuart  Hill  EL 

No.  6,  William  Fell  EL 

No.  7,  Cecil  EL 

No.    8,   City  Springs   EL 


Baltimore  (con't) 


10,  James  McHenry  EL 

11,  Eutaw  EL 
13,  Tench  Tilghman  EL 

Johnston  Square  EL 
Franklin  D.  Roosevelt  EL 
Lexington  Terrace  EL 
George  Washington  EL 
Westside  EL 
Madison  Square  EL 
CooiDodore  John  Rodgers  EL 


No. 
No. 
No. 
No. 

No. 
No. 
No. 
No. 
No. 
Ho. 
No. 
No. 
No. 
No. 
No. 
No.  35,  Harlem  Park  EL 


16 

18 
19 
22 
24 
26 
27 

28,  William  Plnderhughes  EL 

29,  Matthew  A.  Henson  EL 

30,  George  Street  EL 
32,  Guilford  Avenue  EL 
3U,    Barrister  Charles  Carroll  EL 


37,  Patrick  Henry  EL 
No.  48,  James  Monroe  EL 
No.  50,  Abbottston  EL 

52,  SpringhlU  EL 

53,  Margaret  Brent  EL 

54,  Barclay. EL  , 
61,  John  F.ager  Howard  EL 
63,  Rosemont  EL 

No.  68,  Betsy  Ross  EL 

No.  74,  Oliver  Cromwell  EL 

No.  81,  North  Bend  EL 

No.  95,  Franklin  Square  EL 

97,  Collington  Square  EL 

98,  Samuel  F.  B.  Morse  EL 

100,  Joseph  Harrison  Lockerman  EL 

101,  Elmer  A.  Henderson  EL 

102,  Thooias  G.  Hayes  EL 
107,  Gilmor  EL 
109,  Broadway  EL 
112,  William  K.  Alexander  EL 

No.  113,  Benjamin  Banneker  EL 
No.  117,  Ellington  EL 

122,  Samuel  Coleridgt  Tdvlcr  lL 

124,  Bav-Brook  EL 

125,  Furmar    L.    Templeton   EL 
132,    Coppin   El 

Samuel   Chase   EL 

Robert    Fulton  EL 
139,    Charles   Carroll    of   Carrol Ito; 
141,    Abraham    Lincoln    EL 
1-2,    Robert    W.    Coleman   EL 


No. 


No. 
No. 
No. 
No. 
No. 


No. 

No. 
No. 
No. 
No. 
No. 
No. 
No. 


No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 


135, 

138, 


Bel   Air 

2 

2 

Berlin 

2 

2 

2 

B«ch««<l« 

2 

Bladensburg 

2 

2 

2 

B  -"'Onsbcrc 

: 

Sown 

2 

BrandsT-ir.e 

2 

EL 


Brentwood 
Brunswick 


No.    145,    Alexander   Hamilton  EL 
No.    149,    Rutland   EL 
No.    150,    Bentalou   EL 

M?unt   Wlnans  EL 
George   G.    Kelson  EL 
Cherry  Hill   EL 
Fannie    L.    Barbour  EL 
Patapaco  EL 
Arundel    EL 
Jack  11     Robinson   EL 
;.afeyette    EL 
Pimllco   EL 
ft.    Helena   EL 
Holablrd   EL 
Victory   EL 
240,    Graceland    Park-0'Donnell    Heights 
250,    Dr.    Bernard   Harris  EL  ^^ 

n    Luther   King   EL 
.    Baer  EL 
ool    EL 


No. 

15fc, 

No. 

I'.?, 

Nc. 

15S, 

No. 

161, 

No. 

163, 

No. 

164, 

No. 

20c, 

No. 

202, 

Ne. 

'>o  - 

Sc  . 

227, 

N.-  . 

22«, 

So. 

22?, 

No 

No 

No.    2':-,    ;.'r.    Yhi 

No.    301,    Willlan 

Bal t laore    Jail    S 

Battlt   Grore    EL 

Brooklyn    Park   ti. 

Erooklvn    Park    HS 

Chase    El 

Chesapeake    Terrace    EL 

Cylbum   Children's   Home   EL 

l>undalk   EL 

Eastwood    EL 

Edgcmere    EL 

Fir  her    rv.arles   Hall  EL 

" lenmar    F  L 

Gray  Manor   EL 

House    of   Good    Shepherd   EL 

y.ad.->nna    EL 

Mar.    and    ".raining    School,    K-12 

Ml  J -■  1  eborough   EL 

^.  id  J  le  st;x    EL 

Our    Lady  Queen   of  Angels  EL 

Queen    of   Peace   EL 

'>  8  1  oh    Young  JHS 

ke  lav    EL 

ScxigerE    "^orge    EL 

Rosa     ro  :  t^h    EL 

St.    Ambrose   EL 

St.    Cecelia 

Ss.    James   &  John  EL 

Sf.    RilUlp  (,  James   EL 

St.    Katharine   EL 

St.    Leo  EL 

St.    Michael   EL 

St.    Patrick  EL 

Westowne   EL 

Woodboume   Child   Study  Center 

Youth  Residence   Center 

Hickory   EL 

Bel    Alton   JHS 

Berlin   JHS 

Buckingham  EL 

Stephen    DeCater   J-SHS 

Bethesda    EL 

Bladensburg  EL 

Eladensburg  JHS 

Bladensburg  HS 

Rogers  Heights  EL 

Boonsboro  JHS 

Boon shore  HS 

High    fcridge   EL 

Baden    EL 

Gwvnn    Park   HS 

GwN'nr,    Park    JHS 

Ormc    EL 

Colmar   ►'.anc^    EL 
BrunsvicK     '-SHS 


•  Code    1    -    Schools   designated    for   both   National    Defense    and  National    Direct    Student    Loan   cancellation    b«n«fi:f 
Code    2    -    Schools   designated    for    National    Defense    Student    Loan  cancellation    benefits    only 
Coda    3    -    Schools    designated    for   National    Direct    Student    Loan   cancellation   b«n«ftts    only 
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NOTICES 


For  National  Defense 
Location 


List  of  Schools  Determined  to 
Student  Loan  and  National  Dir 


MABYLANO 


■Bryan  t  own 

Bushwood 
Cambridge 


Camp  Springs 
Capitol  Heights 


Cardiff 

Cecilton 

Centrevllle 


Chaptico 
Charlestown 
Chesapeake  City 

Cheverly 

Church  HIU 
Clear  Spring 

College  Park 

Conowlngo 

Cordova 

Crellln 

Crlsfield 


Crowtisvllle 
Cumberland 


Damascus 

Darlington 
D«vld«ODvllle 
Deal  Island 

Dlckerson 
Di'strict  Heights 


E  a  a  t  on 


P»9:    Hlv.-rXale 
Ed^ewO':xl 


I.  :<r\<li- 


Code 
2 
1 
1 
2 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
1 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
1 
2 
1 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
1 
2 
2 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 


Jl S c  h pel    Name 

St. 


have  High  Concentrations  of  Students   from 

ect   Student   Loan  Cancellation  Benefits   for 

Location Code   *     School   Name 


Low-Income  Families 

t^e  1976-77  and  1977-78  School  Years 


Mary  EL 
T.C.   Martin  EL 
Bethune  EL 
Cambridge  HS 

East   Cambridge   EL 

Mace's    Lane    JHS 

Peach    Blossom  EL 

Sandy  Hill   EL 

St.    Clair   EL 

Crossland  HS 

Bradbury  Heights   EL 

Capitol   Heights  EL 

Do swell   E.    Brooks   EL 

John  E.    Howard  EL 

Lyndon   Hill   EL 

Walker  Mill   JHS 

Slate   Ridge 

Cecilton   EL 

Centrevllle  EL 

Centrevllle    JHS 

Kennard    EL 

Queen  Anne's  County  HS 

Dynard  EL 

Charlestown  EL 

Bohemia  Manor    J-SHS 

Chesapeake   City  EL 

Cheverly-Tuxedo  EL 

St.    Ambrose   EL 

Church  HIU   EL 

Clear  Spring  HS 

Clear  Spring  JHS 

Paint  Branch  EL 

Conowlngo  EL 

Cordova  EL 

Crellln  EL 

Crlsfield  #1  EL 

Crlsfield  #3  EL 

Crlsfield  HS 

Sarah  Peyton  EL 

South  Shore  EL 

Allegany  HS 

Braddock  JHS 

Columbia  Street  EL 

East  Side  EL 

fort    Hill    J-SHS 

Gephart    EL 

John   Humblrd    EL 

Johnson  Heights   EL 

Northeast   EL 

Pennsylvania   Avenue   EL 

St .    Mary'  s   EL 

Sr  .     Patrick  EL 

Washi-i^ton    JHS 

Wc5'.    Side    fL 

Ddioasc-iS    r!  L 

Damascus    J-SHS 

Darlington   EL 

Davldsonvllle    EL 

Deal    Island    EL 

Monocacy   EL 

Concord    EL 

District    Heights    FL 

Districl;    Heights    Parkwa;, 

East  on    HS 

Easto'i    JHS 

GlenwiX>d    EL 

Idleul!d    EL 

Mt.     Pleasant    EL 

Templeton   EL 

Edgewood   EL 

Edgewood    HS 

Edgewood    JHS 

Elkridge    EL 


Elkton 

2 

2 

2 

ElUcott   City 

2 

2 

2 

Emmltsburg 

2 

Faulkner 

1 

Federalsbcrg 

1 

Fishing  Creek 

1 

Fllntstone 

1 

Forestville 

2 

2 

Fort   Howard 

2 

Fort  Meade 

2 

2 

Frederick 

2 

2 

2 

2 

2 

1 

2 

Frlendsville 

2 

Frostburg 

2 

Frultland 

2 

2 

Galena 

1 

2 

Galesville 

2 

GambrlUs 

2 

flen  Burnle 

2 

2 

2 

2 

2 

2 

2 

2 

Glenelg 

2 

Grantsville 

1 

Grasonville 

1 

Great  Mills 

2 

Greenbelt 

2 

2 

2 

2 

2 

Greensboro 

.,       2 

Hagerstown 

2 

2 

2 

2 

1 

•^ 

1 

2 

2 

2 

1 

2 

2 

Hancock 

2 

2 

1 

Hanover 

2 

Harwood 

2 

Havre   de  Grace 

1 

2 

2 

2 

Hebron 

1 

Helen 

1 

Elkton  EL 

Elkton  HS 

Holly  Hall  EL 

Howard  HS 

Mt.    Hebron  HS 

Rockland  EL 

Emmltsburg   EL 

Glasva  EL 

Federalsburg  EL 

Hoopers  Island  EL 

Boys  Forestry  Camps 

Forestville  EL 

Longflelds  EL 

Fort  Howard  EL 

MacArthur  JHS 

Van  Bokkelen  EL 

East  Frederick  EL 

Elm  Street  EL 

Frederick  HS 

Governor  Thomas  Johnson  J-SHS 

Linganore  J-SHS 

South  Frederick  EL 

West  Frederick  JHS 

Frlendsville  EL 

Beall  HS 

Frultland  EL 

Frultland  Intermediate 

Galena  EL 

Galena  JHS  '~- 

Carrie  R.  Weedon  EL 

Arundel  HS 

Corkran  JHS 

Freetown  EL 

Georgetown  East  EL 

Glen  Burnle  HS 

Llndale  JHS 

Marley  EL 

Marley  JHS 

Richard  Henry  Lee  EL 

Glenelg  HS 

Grantsville  EL 

Grasonville  EL 

Great  Mills  EL 

Greenbelt   JHS 

Greenbelt   Center  EL 

Greenbelt   North  End   EL 

SpringhlU    Uke  EL 

St.    Hughs  EL 

Greensboro  EL 

Bester  EL 

Broadway  EL 

Ensa  K.  Doub  EL 

Fountain  Rock  EL 

Maryland  Correctional  Institution 

Maryland  Correctional  Training  Center 

Patomac  Heights  EL 

Salem  Avenue  EL 

South  Hagerstown  HS 

Surrey  EL 

Washington  Street  JHS 

Winter  Street  EL 

Hancock  EL 

Hancock  EL- JHS 

Hancock  HS 

Harman  EL 

Southern  HS 

Havre  de  Grace  EL 

Havre  de  Grace  HS 

Havre  de  Grace  JHS 

Meadowvale  EL 

Westside  EL 

Margaret  Brent  JHS 

Mother  Catherine  Spalding  EL 


Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Co<l«  2  -  Schools  designated  for  Satlonal  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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NOTICES 


28359 


WiYlAW 


List   of  Schools   Determined    t~    .rave    High    Concentrat i.^.rs    n.'   Stujr-r.ts    fron    '^jc'j -\:i': jfae    raji:.lies 
For  fctlonal   Defense   Student    Loa..-.    -^r.i    Natipna-    Direct   Studer.t    Loan   Canrellation   Benefits    for   the   1976-77   and  1977-78  School  Tears 


Iiocatlon 


r:de 


L-c  Ti : 


School  Ra 


Rlllcrest    Heights 
Hur  locic 

Hvat  t  svil le 


Jopps 

Ke« Jvsvi 1 ie 
Kensltigton 


K.itrmlller 

Knoxvill* 

Landover 


Lanhaa 
LaPiata 

Laurel 


LeonardtowTi 

Lexington  Park 

Llnthlcuffi 

Lisbon 

Lonaccmlng 

Lothian 

Lovevl  He 

Lushv 

Uither.'i  1  le 

Manchester 

Marburv 

Hardela 

Marlon 

Mechanlcsville 


Mlllers'-ille 
MlUington 
Morganxa 
Mount  Alrv 

Mount  Savage 

Naniemov 

Ncwburg 
New  Market 
New  Windsor 
Northeast 


2  green  Valley  EL 

2  UlUcrest  Heights  EL 

1  Hurlock   EL 

2  Hurlock   EL- JHS 

2  North    Dorchester    J-SHS 

2  Concordia    Lutheran 

2  Hyatt  svl  He    EL 

2  Hyattsville  THS 

2  Kent  JHS 

2  Kent  land  EL 

2  Lang  lev    Park    EL 

2  McConnick   El. 

2  Wllliao  Wirt  JHS 

2  Magnolia  EL 

2  .'eisup  EL 

2  Keedysvllle  EL 

1  Albert  Einstein  HS 

2  Newport  JHS 

2  Pleasant    View  EL 

1  Kltmiller    EL 

1  Pleasant    Vallev    EL 

2  Columbia    Park   EL 
2  Dodge    Park    EL 

2  .'ohn    Carroll    EL 

2  Kenmore    EL 

2  K-enmore     THS 

2  Matthew   Henson    EL 

2  Oancreit    EL 

2  Palmer    Park   EL 

2  Randolph   Village    FL 

2  St .    Marv's   EL 

2  Thomai    PuUen   JHS 

2  William    Pace    EL 

2  Catherine    T.    Ree  ■!    FL 

2  DuVal    HS 

2  Archbishop   Keale    FL 

2  LaPlata   HS 

2  W.    J.    Mitchell   EL 

2  Laurel   JHS 

2  Laurel   HS 

2  Margaret    Edmonstor    FL 

2  0.    W.    Phair   EL 

2  Whiskey   Bottom  EL 

2  Leonardtown   EL 

2  Carver    EL 

2  Andover   HS 

2  Lisbon   EL 

2  Valley    J-SHS 

2  Lothian   EL 

2  Southern    JHS 

2  Banneker    FL 

2  Appeal   EL 

•  1  St .    Vincent ' s    EL 

2  Manchester    EL 

2  Gale    Bailev    EL 

1  Mardela    J-SHS 

1  Marlon  EL 

2  Mechanlcsville  FL 
2  Oakville  EL 

2  White  Marsh   EL 

2  MlUersvllle    EL 

2  MilUngton   EL 

1  Choptlcon   HS 

2  Mount    Alrv   EL 

2  Thomas    Stone    EL 

2  Mount    Savage    EL 

2  Mount    Savage    J-SHS 

2  Mount    Hope    EL 

2  Nanjemov    EL 

2  Wavalde    EL 

2  New  Market    EL 

a  New   Windsor    JHS 

2  Bay   View   EL 

2  Northeast    EL 


itortneast   (con't) 

2 

Northeast    HS 

Oak  land 

2 
2 

Northeast     mC 
Center    Strett    EL 

2 

Dennett    Road    EL 

2 

Oak    Street    EL 
Red   House    EL 

t 

Southern    .'-SHS 

Od  en  t  on 

2 

Arundel     "riS 

OHtown 

2 

Oldtcwn    EL 

2 

Oldtown    J-SHS       • 

Park    Kail 

2 

Park    Hal  \    FL 

Park  tor. 

2 

Seventh    District     EL 

Pa  s  a  d  en  a 

1 

George    Foi    JHS 

2 

High    Point     FL 

1 

L 

Lake    Shore    FL 

2 

Northeast    HS 

Pe  r  rvv It ' e 

2 

Perrvvi lie    F  L 

2 

pt  r  r  \-v  i  :  1  e    H  S 

Pit  t  5V!  :\e 

2 

Pi  1 1  svi  lit    F  _ 

2 

Pi  ttsvllle    H:- 

-1 

PittsviUe   JHS 

Pocjnic^e    City 

2 

Pocomoke    EL 

-^ 

PocOBOke    HS 

Poof  ret 

Poo  1  e  8  v  1 !  1  e 

2 
2 

PcKTcmokf    JH<: 

Craik    EL 

Poolesvi 1 le    :-SHS 

Port    Deposit 

1 

Balnbridge    EL 

Port    Republic 

2 

Island    Cretn    EL 

Port    Tobacco 

2 

Port    To&accc    FL 

Prince    Frederic* 

1 

Central    F  L 

Princess    Anne 

■> 

Princess    Anne    EL 

2 

Scwierset    JHS 

Pylssvllle 

2 

Washington   HS 
North    Harfor.i    J-SHS 

Qosntico 

Westside    EL 

Rei  St  erst  cvr> 

1 

Montrose    School 

Rldg«- 

1 

Ridge    EL 

Ridgelv 
Rl  verdale 

2 
2 

RtdgeU    EL 
Parkdale    KS 

2 

Ri  verdale    EL 

2 

Ri  verdale    Hi  I  is    FL 

2 

Wlldercroft    EL 

R:>c>;    Hall 

2 

Rock    Hall    FL 

2 

Rock   Hail     :h$ 

Roc  it. i  i  le 

2 

Flower    Vs  1  lev    EL 

2 

Marwale    EL 

2 

Meadow   Hail    EL 

2 

Park    Street    EL 

2 

Richard   Montgomery   1 

2 

Rockvl  lie    HS 

Rohreravll  le 

2 
2 

South lawr    JHS 
Rohreravl  1  ii-    EL 

Salisbury 

1 

Beaver    Run    EL 

2 

Bennett    JHS 

2 

East    Sallsburv    EL 

2 

James   M.     Bennett    HS 

1 
2 

Pembe  r  t  on    F  L 
Prince    Street     FT. 

2 

Sallsburv    tL 

Sandv    Spring 

') 

Sherwood    FL 
Sherwood    ,'-SHS 

Seabrook 

2 
2 

Gaywocxi    EL 

Robert    Goddarc    .JHS 

Seat     Pleasant 

2 
2 

Central    HS 

Seat    Pleasant    EL 

2 

St .    Margaret  '  s   EL 

Severn*    Park 

2 
2 

Oak   Hill    EL 
Sevema    Park    HS 

2 

Sevema    Park    JHS 

Shadv   Side 

Sharpsburg 
Silver    Spring 

2 
2 
2 
2 

Shady    Side    EL 
Sharpsburg    EL 
Eastern   JHS 
Four    Corners    EL 

2 

McKenney    Hills    EL 

♦  Code  1 
Code  2 
Coda  3 


Schools  designated  for  both  Nat 
Schools  designated  for  National 
Schools   dcaigaated   for  National 


lonal    Defense    and   National   Direct    Student    Loan   cancellation    benefits 
Defense   Student   Lo«n  cancellation   benefits   only 
Direct   Student   Loea  caocallatioa  beosfits   only 
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NOTICES 


For  national  Defense 


List   of  Schools   Determined 
Student   Loan   and   National 


MARYLArtfl 


Location 


Code  •   School  Name 


to  have  High  Concentrations  of  Students  from 
Direct  Student  Loan  Cancellation  Benefits  for 
Location . Code  * 


Low-Income  Faailies 
the  1976-77  and  1977-T8  School  Years 
School  Same 


Silver  Spring  (con't) 


Smithsburg 
Snow  Hill 


Sparks 
Stevensville 

St.  Michaels 


Street 
Sudlersvllle 

Suit  land 


Tatcoma    Park 


Tall  Timbers 
Taneytown 
Temple   Hills 
Thunnont 


2  Montgomery-Blalr  HS 

2  Oak  View    FL 

2  Takoma  Park  JHS 

2  Smithsburg  HS 

2  Smithsburg  JHS 

2  Snow  Hill  EL 

2  Snow  Hill  HS 

2  Snow  Hill  JHS 

2  Sparks  EL 

2  Kent  Island  EL 

2  Stevensville  JHS 

2  St.  Michaels  EL 

2  St.  Michaels  HS 

I  St.  Michaels  JHS 

1  Dublin  FL 

2  Highland  EL 

1  Sudlersvllle  EL 

2  Sudlersvllle  JHS 

2  Andrew  Jackson  JHS 

2  Benjamin  Foulois  JHS 

2  Shadyslde  EL 

2  Spaulding  JHS 

2  Sultland  HS 

2  Sultland  JHS 

2  Thomas  Claggett  EL 

2  William  Beanes  EL 

2  Woodley  Knoll  EL 

2  J  .  Enos  Ray  EL 

2  Rolling  Terrace  EL 

2  Takoma  Park  EL 

2  Plney  Point  EL 

2  Taneytown  EL 

2  Sandymount  EL 

2  Catoctln  J-SHS 

2  Thunnont  JHS 


Towson  2  Towson  EL 

Tracys  Landing        2  Tracys  EL      , 

Union  Bridge  2  Elaer  A.  Wolfe  EL 

2  Francis  Scott  Key  HS 

Upperco  2  Fifth  District  EL 

Upper  Marlboro       2  Frederick  Douglass  HS 

2  Frederick  Sasscer  JHS 

2  James  Madison  JHS 

2  Kettering  EL 

2  Largo  HS 

2  Marlton  EL 

2  Melwood  EL 

2  Patuxent  EL 

2  St.  Mary  of  the  Assumption  EL 

2  John  Hanson  JHS 

2  Malcolm  EL 

2  Thomas  Stone  HS 

2  Walkersvllle   J-SHS 

D.C.  2  Beaver  Heights   EL 

2  Fairmont   Heights   HS 

2  Francis   Scott   Key   JHS 

2  John  H.    Bayne   EL 

2  Mary  M   Bethune   JHS 

2  Momlngslde  EL 

2  Bruce   J-SHS 

2  St.    Peter's  EL 

2  Westemport   EL 

2  Westminster  HS 

1  Westover  EL 

2  Highland  View  EL 
2  Holiday  Park  EL 
2  Joseph  Belt  JHS 
2  Wheaton  HS 
2  Kent  HS 
2  Worton  EL 


Waldorf 


Walkersvllle 
Washington, 


Westemport 


Westminster 

Westover 

Wheaton 


Worton 


MASSACHUSEHS 


List  of  Schools  Determined  to  have  High  Concentrations 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellat 


of  Students  from  Low-Income  Families 

ion  Benefits  for  the  1976-77  and  1977-76  School  Years 


Location 


Code  *   School  Name 


Location 


Code  *  School  Name 


Adams 


^■*i  *urj 


^uTiherst 

Andover 

Arlington 

Ashhv 

Athol 


*tt leboro 


'  w J  nvi 1 le 
■itible 


^irre 


3err  ^ev 
Sever  Iv 


2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
I 
1 
2 
2 

2 
2 
1 
2 

i. 

2 
2 


Adams    Memorial  Jr.    High    7-8 

Hoosac    Street    K-3 

:.otre    Sane    ?-12 

F-..-inKet  Intermediate  -*-d 

-orace  Mann  K 

AmesDury  Elementary  K-4 

Sharles  ;.  Casfiman  TL 

Amesburv  Middle  5-8 

Marks  Meadow  Elementary  '^-6     f^ 

Amr.erst  Montessori  N-i" 

greater  Lawrence  =,ee .  Vdc,  Tecri  UG 

St.  Anne  ''-12 

Ashbv    Eiementarv    K-o 

Athol    Jr.    Hif;h    7-8 

ri*er.    Bi^eiow    !--» 

?;.easant    St.    l-"* 

r>anders    Str'eet    f-- 

3iiss  School  1-5 

Joseph  rinber^  1-5 

Richardson  1-5 

°«t«r  Thacher  Middle  6-3 

Narraganset:  Regional  -.igh  7-12 

Sotuit  Elem«ntar-/  K-6 

Hvannis  Slementarv  K-5 

Naiaref-i  Kail  on  the  Cape  UG 

Stetson  Home  for  Boys  K-UG 

3«cket  Sonsolidated  3-7 

3«rkl8v  Junior  High  6-3 

Aiira.iair,  Edwards  K-6 

Thomas  Beadle  Jr.  School  K-6 


Blackstone 


Bland  ford 
Boston 


1  Blackstone  Grade  6 

2  Blackstone  Millville  Reg.  7-12 
2  Blandford  Elementary  K-U 

1  Agassi z  K-7 

1  Alexander  Hamilton  K-6 

1  Jackson  and  Mann  1-6 

1  Audubon  K-3 

1  Beethoven  K-6 

1  Benedict  Fenwick  K-6 

1  Bigelow  K-6 

1  Bowditch  K-6 

1  Bunker  Hill  K-6 

1  Carter  K-14 

1  Champlain  Middle  K-5 

1  Chapman  K-S 

1  Charles  E.  Hackey  K-E 

1  Charles  Sumner  K-6 

1  Charles  H.  Taylor  K-6 

1  Curtis  Guild  K-8 

1  Dante  Allghleri  K-3 

1  David  L.  Barrett  K-t 

1  David  A.  Ellis  K-6 

1  O*arbom  K-6 

1  Dennis  C.  Haley  N-7 

1  Oooald  McKay  K-8 

1  Ed»u»d  Tileston  K-6 

1  Edward  Everett  K-6 

1  Edwin  P.  Seaver  K-7 

1  Elihu  Greenwood  K-6 


♦  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  Statlonal  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  coocellatloa  beocfl^s  only 
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List  of  Schools  Deter-;ne;  t   nave  Hifjj  Concentrations  of  Students  .' .- •a  :^-h-::,._  .nnf   Kaailies 
For  National  Defense  Student  Loan  and  Sational  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  19T7-78  School  Years 


Ijocaticn 


Code  •     School   Name 


Location 


Code  *  ScEool  Ha 


Boston  ( con ' t ) 


1 
1 
1 
2 
Jl 

i 

1 

1 
1 
I 
1 
1 
1 
1 
1 
I 
I 

X 
X 
X 
X 
X 
X 
X 

1 
1 
1 
1 
1 
1 

2 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
■  1 
1 
1 
2 
1 
1 
1 
1 
1 
X 
1 


Eliot  Elementary  K-6 
Ellen  H.  Richards  N-w 
Ellis  Mendell  K-6 
Emily  A.  Eifiald  K-5 
Fainaoimt  K-6 
Earragut  K-6 
Jennie  L.  Barren  ^chool 


Boston     (con't) 


K-5' 


Francis    Parkman    ,►-» 

Eranx    >'.    Thompson   Middle    6-8 

Franxlin   S.    Rooseve-t    »-6 

George  Bancroft  1-6 

George  H.  Conlev  K-5 

Harriet  A.  Baldwin  K-6 

Wiliiain  L.  Sa.inor.  K-6 

Henry   Airahams    K-"* 

herj^   Grew   K-5 

Henry  1.  Higginson  K-6 

Hugh  Roe  C Donne  11  <-'* 

James  Condon  Eiementarv  K-8 

James  A.  Garfield  Elementary 

James  W.  Hennigan  K-6 

James  J.  Chittick  K-6 

James  Otis  K-6 

James  J.  Storrow  K-3 

John  Chevarus  K-8 

John   F.    Kennedy   K-6 

John   P.    Holland   K-9 

John    '-.    Motley    K-6 

John  Boyle  OReilly  K-t 

John  :;.  Philbrick  K-6 

Dorchester  HS  Whittler  UG 

John  Marshall  K-3 

John  W.  McConoacx  "-6 

John  Winthrop  K-5 

Joseph  P.  Tvnan  JS 

Joseph  J.  Hurley  K-6 

Joseph  Lee  K-7 

Joseph  P.  Manning  K-6 

Joseph --Tuckermar.  K-u       ^ 

Harvard-Kent  JG 

Longfellow  K-6 

Lucy  Stone  K-6 

Manas sah  E.  Brad lev  K-6 

Kargaret  Fuller  K-6 

Martin  Milmore  K-6 

Harv  Lyon  K-6 

Maurice  J.  Tobin  K-6 

Michael  '.    Perkins  K-4 

Mozart  K-6 

Richard  J.    Murphy  UG 

KJathan    Hale    K-6 

Oak   Square   K-3 

0.    H.    Perry   K-5 

Oliver   Koiden   K-2 

William    H.    Ohrenberger    K-6 

Patrick    F.    Lyndon   K-6 

Patrick  J.    Kennedy   K-6 

Patrick   OHearn    K-5 

Paul   A.    Dever   K-3 

Pauline  Agastir  Shaw  K-6 

Philip  H.  Sheridan  K-5 

Phillips  Brooks  K-5 

Prince  K-8 

?uincy  E.  Dickerman  K-5 

Quincy  K-6 

Ralph  Waldo  Q»«r9on  K-6 

Robert  Treat  Paine  K-5 

Rochambaau  K-6 

Roger  Clap  K-5 

Wa.  Bradford  Annex  1-6 

Saauai  Adam  K-6 

Saaual  W.   Hasoa   K-6 

Saxvah  Greanwood   K-6 

Sophia  H.    Ripler   K-6 


K-6 


douroe 

Brain  tree 
Brid«et«ter 


1 
1 

1 
1 
1 
X 
X 
X 
X 

1 
1 
1 
1 

2 

1 
1 
1 
1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

2 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 
1 


Middle   6-8 


Theodore    Lv»ar.    K-6 

ParXer    Eiementarv    K-3, 
Theodore    Roosevelt    Middle    2-B 
Thoiaas    Gardner    K  - 1 
Thoiaas    J  .    Kennv    K  - 1 
Warren- Pre s CO tt    K-t 
Willian    iiradfor<:    >-": 
Willian   tl-erv    :>.ar.nir.g   K-6 
'William   1.    Lndicott    > -« 
Willian   McKinlev    X- 
Willia«   Llovc    Garrison    K-5 
Williaa   E.    Russell    K-^ 
Wiliiae   Honroe    "rctter    K-5 
Kinship    Ele»entarv    '-5 
He»enway   K-6 
Ja»ea    M.    C-urlev    K-fc 
Blackstone    '^.-.i^re   Caam.    K-6 
Joseph   H.    Barnes    Middle   7-9 
Martin    Luther    Kin;-   Jr. 
Grover    Clevelanc    6-i 
Harv   E.    Curlev    Middle   7-9 
Thoeas   A.    Exlison   Jr.    High   7-9 
Clarence    R.    Edwards   Middle  7-9 
Patrick    F.    Gavin  Middle   8-9 
Oliver    Wendell   Hol»es,   Jr.    7-9 
Washington    Irving  Middle   7-9 
Solo»on    L#wenl>erg   Middle   7-9 
Levis    Middle    School    6-8 
Michelangelo   Middle   7-9 
Ml.    E.    Rogers   Middle    7-9 
Robert    Sould    S.haw   Middle   7-9 
■  i:.liam   H.    Taft    Middle   7-9 
James    F.    Tiitiltv   Middle   7-9 
Woodrow   Wilson    Misdle    7-9 
Brighton   high    10- ii 
Sharlestowr.    hig^    10-12 
S>orchester    High    10-12 
Jeremiah    E.    Burke    High   9-12 
East    Boston    High   9-12 
The   English   High   10-12 
Hadisor,    Park    High   9-12 
Roxbury    High   S-12 
Boston    Latin   Acadewv    7-12 
Hyde    Park    High   Annex    10-12    ' 
Jamaica    Plain    '-igh    9-12 
Boston   Latin    ''--2  ~ 

Roslindale    High    10-12 
South   Bostor,    High   9-12 
Boston    Tech   High   9-12 
English   Language  Center  UG 
boston   Trade   High   9-12 
Boston   high   School    9-12 
Copley    Square    High   9-12 
Rafael   Hemandei    K-** 
Gar^iinal    Ashing    High   9-12 
Cathedral    Srameiar    1-8 
EiESoanuel    House    K.dg  ^    W-K 
East    Boston   Gen.    Catholic     K-8 
Fitton    High    9-12 
Kanville   LC 

CXir   Lady   of    Perpetua-    'leip  1-8 
Msgr.    Ryan    Meieorial    "i«'    9-1" 
St.    A»brose    --c 
St.    Joseph    1-6 
St.    Laxarus    --c 
St.    Matthew    1-5 

St.    Peter'  K-=  *  .- 

St.    Peter   1-6 

■    Shaw   Prep   i(>-i'< 

Hontessori    Children    tiousi- 
Ella   F.    Hoxie   School   K-6 
Upoer   Cape   Cod    Voc-Tech    9-13 
LlTfing  and   Learning   N-K 
Willia*   H.    McE^wain    K-7 


N-K 


*  Cod*  1  -  Schools  designated  for  both  S»t 
Coda  2  •  Schools  designated  for  National 
Co<>«   3   -   Schools   4«sl«n«te<l   for  National 


lonal    Defease    and  National    Direct    Student    Loan   cancellation    oenefits 
Defease   Student   Loan  caBcellatloe   benefits   only 
Direct   Student   Loan  caocellatloa  beocflts  onl; 
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MASSACHUSETTS 


For  national  Defens 
Location 


List 
e  Stud 


of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income- Families 
ent  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  19T6-TT  and  1977-78  School  Years 

School  Name 


Code  *   School  Name 


Location 


Code 


Wridaewater  (con 
Brockton 


Brookline 


Cambridge 


Canton 

Carver 
Char lemont 

Chelsea 


'"hest  er 
Chicopee 


Chilmark 

Clarksburg 

Clinton 


Danvers 
Deerf ield 
Douglas 

Dracut 

oudlev 
EasthasptoD 
E>ving 
Everett 


•t)  2 

2 

2 
1 
1 
1 
1 
1 


Code 
Code 
Cod« 


Williams  Middle  u-S 

Dr.  A.  r.  Hunt  K-3 
Ashfieid  1-6 
BrooKfieli  1-6 
'ames  Edgar  l-"* 
Fran»:iir.  1-5 
Giljnore  1-6 
Huntin^tor.  1-6 
Keitn  1-6 

Oscar  r.  Ra-/^ond  1-6 
3.  B.  yjssell  1-6 

j.-«3W  1-5 

laorge  3.  Paine  1-6 

vrfhivmar.  1-6 

■  mtriTop  1-6 

l/ownev  1-6 

Last  lunior  Hifh  7-8 

Sortr.  Junior  High  7-8 

South  Junior  High  7-8 

William  H.  Lincoln  K-8 

Pierce  K-8 

Sewall  K-3 

Pollock  School,  Inc.  UG 

St.  Marv  of  the  Assumption  1-8 

New  Perspectives  School,  Inc.  UG 

Acnievamer.t  7-8 

H.    l.    Fitzgerald  K-8 

Fletcher  r-S 

Charles  G.  Harrington  K-8 

King  K-8 

Gore  Street  K-5 

Abraham  Lincoln  K-6 

Longfellow  K-3 

Morse  f-a 

Robert  T.    Kennedy  K-8 

Roberts  K-8 

John  M.  Tobin  K-8 

Webstar  K-8 

Cambridge  Alternative  K-5 

Central  School  NlK 

Charles  River  Acad»:nv  UG 

Henenway  K-5 

"ov.  John  Carver  1-5 

Hawlemont  Regional  K-6 

Mary  C.  B'jrke  ''-S 

Prattvil^e  )'-t 

Shurtleff  Elerrer.tary  K-6 

Williams  Eler.er.tarv  K-6 

Williams  Jr.  higr.  '"-3 

Chelsea  High  9-12 

St.  Rose  Fiarentarv 

-.';e3t9r    L^errien tar'/ 

3drrv  .-  -  -J 

bowe  ."-a 

.>d.T:jflrt-.^v jie  r.-6 

Chilmark  Eiementarv 

Clarksburg  Elementar'. 

Ireelav  K-3 

"1a;or  Walsh  U-S 

Holy  Rosary  Public  t-6 

Our  Ladv  of  Jasna  Gora  1 

PiverGide  K-3 

La^'labroof':  ^-'3 

l^O'iglas  Center  ^ 

Last  l-ougias  Flemeritary  K-5 

iTacut  middle  5-7 

jeorge  Ft.  Englesby  Jr.  High  S-9 

^A-dlev  Fiementary  2-U 

White  3roo»  Middle  School  5-8 

Lrving  Llementarv  K-5 

Adams  Fiementary  K-5 

Alonio  H.  Evar.s  7 

Centre  f-^ 

Sevens  l<-5 

Ber.  ;a'~i:i  Fran'^-ir.  ' -^ 

^iairi  L^exett    riale    K-6 
lo !  s    designated    for    both    National 
mis    de»ti(r\ated    for 


''verett       (con't) 


Fairhaven 


Fall  River 


-8 


1-6 
3-8 


Falaouth 


Fitchburg 


-8 


Florida 

Framing ham 


Franklin 

Gardner 
Gloucester 


1 
1 
2 
2 
2 
1 

1 

2 

1 

1 

2 

2 

2 

1 

1 

2 

1 

1 
■  1 

2 

1 

1 

1 

1 

2 

1 

1 

1 

2 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
2 
1 
2 
1 
1 
2 
2 
2 
1 
1 
1 
1 
1 
i 
1 
1 
1 
3 
2 
1 
3 
1 
2 
2 
2 
1 
2 
2 
1 


George  G.  Hamilton  K-6 

Lafayette  K-6 

Albert  W.  Lewis  K-5 

Lincoln  6-7 

Horace  Hann  K-6 

Nichols  K-U 

Webster  K-4 

Winslow  K-6 

Everett  Vocational  High  9-12 

Job  C.  Tripp  K-6 

Leroy  Wood  K-6 

Fairhaven  High  10-12 

Diman  Reg.  Voc.  Tech  High  S-IU 

James  M.  Aldrich  K-u 

Hector  L.  Belislo  K-5 

Braxton  Avenue  K-6 

Charles  V.  Carroll  K-5 

Carroll  Annex  K-3  * 

William  Connell  K-2 

Davol  K-i* 

John  J.  Doran  N-u 

John  J.  Doran  Annex  K-"* 

Hugo  A.  Dubuque  K-U   » 

Jerome  Dwelly  K-6 

Fowler  Elementary  K-e 

Hartwell  Street  Elementary  3-8 

Hartwell  Street  Annex  l-u 

Harriet  T.  Healy  K-6 

Highland  K-6 

Uurell  Lake  K-6 

Leontine  Lincoln  K-6 

Lincoln  Annex  K-14 

John  J.  McDonough  6-8 

Osbom  Street  UG 

Pine  Street  K-u 

John  J.  McDonough  Annex  5-5 

Slade  K-8 

Ralph  M.  Small  K-U 

George  B.  Stone  K-6 

Samuel  Watson  K-6 

Wastall  K-e 

William  J.  Wiley  K-6 

Susan  H.  Wixon  K-8 

Fall  R*iver  Middle  5-8 

Morton  North  K-8 

Henry  Lord  Junior  High  7-9 
James  Madison  Morton,  Jr.  7-9 

Espirito  Santo  K-8 

Bishop  Gerrad  High  9-12 

St.  Patrick  K-8 

St.  Vincent  UG 

East  Falmouth  Elementary  K-5 

Teaticket  K-t 

Morse  Pond  School  5-6 

Bartlay-Nolan  t-6 

Crocker  EiementeurTr  K-6 

Goodrich  Street  K-6 

Reingold  1-5 

South  Fitchburg  K-u 

Walnut  Street  K-6 

Sheridan  Street  K-u 

B.  F.  Brown  Junior  High  7-9 

McKay  Campus-FSC  7-9 

Florida  Consolidated  K-8 


Linco^  Elementary  K-5 
Memorial  1-5 
Saxonvilla  Elementary 
Woodrow  Wilson  1-5 

Four  Corners  1-u 

Ray  1-U 

School  Street ^1-7 

Babsoo  K-5 

Beenan  Memorial  1-5 

Maplewood  K-5 

Veterans  Memorial  1-6 


K-5 


''o<- 


Defense    and   National   Direct    Student    Loan   cancellation    benefits 
National    Defense  Student   Loan  cancellaclon  benefits  only 
desUnated    for   National    Jir-rt    Student   Loan  cancellation  benefits   only 
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F-r   National   Defense   St 


St   of   Scbools   L.eterai.".ed   to   have   Hiph 
udent    Loan   and    Hational    Direct    Stvidept 


Concenlrat  :or.5 
Loan    Cajicc^at 


■'  ^  - '~ 


^SJr;     les 
\r,c    1977-78  School   Yeej-8 


Location 


Jode 


Schocl    Na 


Location 


Code 


;cho<--.    Naitif- 


Grafton 

jreenfieid 


Harwich 
Haverhill 


H  in'5'iale 

Holland 

Holyoke 


Hopedale 

Hubbardston 

Hudson 


Hull 


Funtir,  cjton 

Lancaster 
Lawi;«nce 


Leoninstn? 
Lowell 


2  Fisherrille  1-3 

2  Beacon  Street  School  K    ,- 

2  Federal  Street  South  K-"» 

1  Green  River  K-6 

1  Wevton  Elementary  K-6 

2  Greenfield  Junior  High  ^-9 

2  Cape  Cod  Region  Voc.  Tech.  9-l'« 

1  Bartless  K-U 

2  Bumhaa  K-U 

1  Fox  1-u 

2  Caleb  Dustin  Hunking  5-8 
1  Moody  K-U 

1  St.  Jaaes  Eleaentary  5-8 

1  School  Street  K-u 

1  Tilton  K-U 

1  Winter  Street  K-u 

2  R.  L.  Wood  1-U 

1  Consentino  5-8 

2  Kittridge  K-6 

2  Holland   Ele»entarv   K-£ 

1  Morgan   K-6 

1  Springdale  K-fc 

1  West  Street  K-6 

1  Wllliaa  Whiting  K-6 

1  Lt.  Clayre  Sullivan  K-6 

1  Lawrence  Elementary  K-6 

1  John  J.  Lynch  Jr  High  ''-9 

1  Hary  lanaculate  K-3 

1  Our  Lady  of  Perpetual  Help  K-8 

1  Sacred  H^rt  K-B 

2  Park  Street  K-3 

2  Hubbardston  Center  K-6 

2  Felton  Street  1-3 

1  C.  A.  Furley  Middle  5-8 

2  John  F.  Kennedy  Middle  5-8 
2  Leonard  L.  DaiKm  K-5 

1  HeKcial  Middle  6-8 

2  Lillian  M.  Jacobs  1-5 
2  Hull  High  9-12 

2  Gateway  Regional  Middle  5-8 

2  Murrayfield  Elementary  K-u 

1  R.  F.  Kennedy  Action  Corps  -^ 

1  Arlington  K-3 

1  John  Breen  K-U 

1  Alexander  B.  Bruce  K-6 

1  James  F,  Hennessey  K-5 

1  J.  P.  Kane  South  Jr  High  7-8 

1  Francis  M.  Leahy  K-6 

1  James  F.  Leonard  K-6 

1  Oliver  Jr.  High  7-6 

1  John  R.  Rollins  K-6 

1  Charles  S.  Storrow  UG 

1  John  K.  Tarbox  u-6 

1  I^ily  G.    Wetberbee   U-6 

1  Park   Street   K-3 

1  Salen  Street  u-6 

2  Lawrence  High  9-12 
2  Fall  Brook  K-6 

1  Lancaster  Street  K-6 

2  Gallagher  Jr.  High  7-9 

1  Cardinal  CJCotmell   K-5  ' 

1  Central   Street   1-2 

1  Colbum  1-5 

1  E.    N.    Rogers    K-a 

1  Eliot    1-2 

1  Greeohalga  K-u 

2  Jospeh  G.  Pyne  1-8 
1  Laura  E.  Lee  K-3 

1  Abraham  Lincoln  K-e 

1  Greater  Lowell  Regional  Voc.  Tech 

2  Hiddlesex  Village  K-5        ''-^3 

1  Hugh  J.  Nolloy  K-6 

2  Pawtucketvllle  Memorial  K-6 
1  Henry  L.  Robinaon  5-9 


Lowell  (con't) 


Ludlow 
Lynn 


Maiden 


Mar  itx3  rough 


Maynard 

Medford 


Melrose 
Methuen 

Hidaleborough 


"irtdlef ield 
Miiford 


Miliviiie 

Montague 

Monterey 


1  Rogersoo    i-2 

1  Sbaufhaessv   t-'. 

1  Tenth    Street    i-t 

7  Vami*   K-u 

1  Amea    Street    >-3 

i  Bartiett    Eiementarv   K-6 

1  Bartiett   Junior   -.;gh  7-9 

1  Lowell    High   9-12 

1  Hellenic   American    »-t 

1  Holy   Unioc   Specia;.    Scriool  OG 

1  Sacred   Heart    1-6 

2  St  • .    J  eanne    :>arc    K-3 
i  St.    Patrick    1-6 

1  St.  Peter  1-e 

2  Child  Lang.  Inst.  N-. 
2  Breed  Elementary  1-6 

1  Brickett  Elementary  1-6 

i  Julia  F.  Callahan  i-6 

1  Cobbet  Eiementarv  1-t 

1  Wm.  p.  Connerv  1-t 

1  E.J.  Karr  ingt  on  1 - 1 

1  Highland  1-fc 

1  Ingails  1-6 

2  Lewis  1-6 

1  OKeefe  1-6 

1  Tracy  1-6 

1  Washington  Coomunirr    1-6 

1  Light   Street    1-fc 

1  Breed  Junior   High   "-i 

1  Cobbet   Junior   High   "-^ 

7  Eastern   Junior   High    7-9 

1  Voc.    Tech.    Institute    1>-17 

1  Jr.    Voc.    Tech    "-9 

1  St.    Michael   1-S 

i  Charles    A.    Daniels    K-fc 

2  Q»er»oB   Eiementarv   K-b 
7  Chester    W.    Holmes    Y-k 
1  Leonard   K-6 

1  Lincoln  Eiementarv    '-6 
7  Linden   K-6 

2  Maplewood   K-u 
1  Salm«»ood   u-5 

1  Lincoln   Junior    -iigh    "-  j 

2  Ii«*culate   Conceptior.    E:.eo>«r.tarN'    .-8 
7  Bigelow   K-t 

1  Hary   Immaculate    :T.-'sr.    r.i_gt\  7-12 

1  Livii^  and   Learning   »-K 

1  The  Co^mmitv   School   H-K 
i  Columbua   K-6 

i  Hail   Av»nue    Build  in?    .JG 

7  Hillside    K-6 

2  Osgood  K-6 

1  Tufts  K-6 

2  Milton  Fuller  Roberts  Jr  '•-6 
2  M^lford  Voc  Tech  Hig-  9-12 

2  Lincoln  K-fc 

1  Hilltop  UG 

2  Oakland  K-t 

1  Flora  M.  Ciarn  1-2 
7          Mayflower  K-u 

2  Haude  Demaranviile  ^ 
2    Plymouth  Street  1 

2    Pratt  Free  3-u 

2  School  Street  s-u 

3  Union  Street  f-^ 
7         West  Side  K-u 

2  Henry  B.  Burklano  5-6 
2  Memorial  Jr.  High  7-B 
1    Middlefield  Elementary  Y-- 

1  Oliver  Street  2-5 

i  Central   Elementary-    '-  '. 

7  Loogfeliow   K-6 

2  Hillcreat  X- 
2  Monterey   K 


*  Code    1    -    Schools   dcslgoatcd    for   both  Rational    Defease   mni   Rational    Direct 
Code  2   -   Schools  designated   for  Rational   Defense   Student   Loan  caacellatloo 
Co4e   3  -   Schools   designated   for  Rational   IMrect   Scudeac   Loan  caacellatloo 


Student    Loan   cancellstioo    benefit! 

benefit!    only 
bcoeflta    only 
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NOTICES 


MASSACHHSFTTS 


For  National  Defense 
Location  


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  low-Income  Families 

Student  Loan  and  National  Direct  Student  Ix^an  Cancellation  Benefits  for  the  1976-TT  and  197T-T6  School  Years 
— ;:; — '  "  r *.,'««  rr^rto    *       5^nhrinl  NAine 

School  Name . 


Code 


Location 


Code 


Nahant 

Natick 

Naw  Bedford 


*^ewt;  ur"/7'Ort 
New  'lariloro.^r 

Wew  ^  a  1  er" 
NorfolK 
Norti"!  A^dms 


NorthdWCton 


North    ^:tl«^-orougr; 


Nort-.or  .1i?e 


North  Brookfield 
North  Reading 
Oak  Bluffs 
'Orange 


Peajbody 


Pepperel 1 

Peru 

Pittsf ield 


Valley  Road  3-u 
Wilson  1-2 
Center  u-6 
Acushr.at  Avenue  .<-3 


<  oc , 


3roo' 


-12 


Centra.  --- 


9-13 


Sew  BaJfor; 
Cliiabetn  Carter 
Cames  3.  Congdon  N-i 
Cohn  B.  Devalles  K-6 
Tnomas  Donaghy  K-6 
Ceorge  H.  Dunbar  ."-o 
T.  A.  Creene  K-o 
John  Hannigan  K-^ 
Ellen  ?. .  Kathaway  !'-6 
haydan  and  Hcfadden  ^- 
R.    C.  Ingrahair.  K-6 
County  Street  i-b 
Sarah  Z.    Dttiwell  K-6 
*(t .  Pleasant  K-5 
John  Avery  Parker  K-'C 
Phillips  Avenue  K-6 
Casmir  Pulaski  •■-  = 
Thomas  R.  Rodman  K-6 
William  H.  Tavlor  K-6 
Holy  Family-rioCv  Name 
St.  Hary  Home  1-6 
Rupert  A.  Nock  "iddle 
^oibume  K-10 
New  ^'arlboroug' 
New  Salem  Center  K-*: 
Alvin  J.  Freeman  K-3 
Charles  H.  McCann  Te-" 
East  K-6 
3r«yiock  K-a 
North  Adams  "iddle  5-3 
Sarah  T.  Haskins  K-6 
Florence  Grammar  1-6 
Jackson  Street  K-u 
Lilly  Kindergarten  K 
Vernon  Street  K-6 
School  Street  K-5 
John  Woodcock  K-3 
Richards  Avenue  School  '*-5 
W.  Edward  Balmer  3-5 
Grammer  School  >fig-    Ctr.  K 
Cross  Street  K-2 
North  Brookfield  Flenentary  K-7 
Marea  J.  Murphy  K-5 
Oak  Bluffs  Elementary  K-8 
Butterfield  '♦-S 
Dexter  Park  .'-3 
Gale  Brooks  I-- 
Otis  Consolidated  K-8 
Bondsville  Grammar  K-7 
Park  Street  1-" 
Thomdike  Gra-nroar  K-7 
Thomas  Carroll  K-6 
Center  K-6 

William  E.  Welch,  Sr.  K-5 
St.  John  The  Baptist  K-8 
J.  Henry  Higgins  Jr.  High  7-9 
Peter  F.  Fitzpatrick  K-5 
Sroton  Street  "l 
Clara  M.  Shattucx  2 
Doris  S.  Smith  School  -"- 
Briggs  Follow  Through  Program  K- 
Crane  K-6 
)   Mercer  K-5 
!   Pl'unkett  Elementary  »-5 

Pontoosuc  K-6 
2   Russell  K-6 

1  Wast  Side  Comounity  School  N-K 

2  John  C.  Crosby  Jr.  hign  --9 
2       Hedge  1-3 

2   Manomet  Elementar-.-  1-5 

2   Mount  Pleasant  1-3 

2   Nathaniel  Morton  Elementary  '*-5 


Provincetown 
(>iincy 
Randolph 
Revere 


Rockland 
Royalston 

Rus  sell 
Salem 


Salisbury 
Saugus 

Sonerville 


SoUthbridg* 


Spencer 


Springfield 


2  Provincetown  Elementary  K-U 

2  Nathaniel  S.  Hunting  K-6 

2  Belcher  1-6 

1  Liberty  K-7      ^ 

2  Abraham  Lincoln  K-8 
1  Louis  Pasteur  K-5 

1  Paul  Revere  K-8 

1  Wolcott  K-8 

1  Janes  A.  Garfield  Jr.  High  9 

2  HcKinley  K-6 

1  South  Royalston  3-5 

2  Russell  Elementary  K-U 

1  Bentley  K-u 

2  Bowditch  5-8 
2  Carlton  K-u 
1  Endicott  K-i* 

1  Horace  Mann  Laboratory  K-8 

1  Phillips  5-8 

1  Saltonstall  K-8 

1  St.  John  The  Baptist  1-8 

2  Memorial  1-6 
2  Armitage  Y.-^ 

2  Benjamin  G.  Brown  K-6 

1  Martin  W.  Carr  K-6 

1  Cunnings  K-5 

X  S.  Newton  Cutler  K-6 

1  GrinBons  K-6 

1  Arthur  D.  Healey  K-5 

2  Powder  House  Commumity  K-6 
1  John  F.  Kennedy  K-6 

1  Lincoln  Park  Coranunity  K-6 

1  Martha  Perry  Lowe  K-U 

1  Charles  G.  Pope  K-6 

1  E.  Somerville  Community  K-6 

1  George  0.  Proctor  K-5 

1  Winter  Hill  Coirmunity  N-UG 

1  Northeasterp  Jr.  High  7-9 

2  Southern  Jr.  High  7-9 
2  Western  Jr.  High  7-9 
1  Sonerville  High  10-12 

1  Somerville  Tec  Trade  High  3-12 

1  Little  Flower  1-8 

2  St.  Anthony  1-8 

1  St.  Catherine  of  Senoa  1-8 

2  St,  Jospeh  1-8 

1  St.  Polycarp  1-8 

1  Full  Circle  School  9-12 

1  Charlton  Street  K-5 

2  Eastford  Road  K-5 

1  Pine  Street  5 

2  Mary  E.  Wells  Jr.  High  6-8 

1  Pre-Vocational  School  7-8 

2  Lake  Street  K-5 
2  Maple  Street  5 

2  West  Main  Street  1-"* 

2    David  Prouty  Jr.  High  6-8 

2    Grove  Street  K-3 

1  Arwory  Street  K-6 

1    Thonas  M.  Balliet  K-6 

1    Saauel  Bowles  K-6 

1    Elias  Brookings  K-6 

1    William  N.  Deberry  K-5 

1    Hiram  L.  Dorraan  K-6 

1    Margaret  C.  Ells  K-6 

1    Glenwood  K-6 

1  Alfred  M.  Glickinan  K-5 

2  Frederick  Harris  K-'JG 
2    Homer  Street  K-« 
1    Indian  Orchard  El^pentary 
1    Jefferson  Avenue  K-i 
1    Kensington  Avenue  K-6 
1    Lincoln  K-6 
1    Mary  0.  Pottenger  K-6 
1    Page  Program  8-12 


K-6 


*  Code  1 
Code  2 
Code    3 


Schools   designated    for   both   National    Defense    »nd    National   Direct   Student   Loan   cancellation   benefits 
Schools   designated    for   National    Defense    Student    Loan   cancellation   benefits   only 
Schools    designated    for   National    Direct    Student    Loan   cancellation  benefit*   only 
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_^^.';Ar.HlJSETTS 


For  National  Defense 
Location 


List  of  Schools  Determined  to  have  Higr. 
Student  Loan  and  Bational  Direct  Student 
Code  •  School  Haae 


rations  of  Students  froei 
i/.:ian  uajcellation  Benefits  for 


Low-Inco«e  Faailies 

the  1976-77  and  1977-76  School  tears 


Location 


Code  *  School  Nane 


Springfield    (LOnt'd) 


Stoughton 
Taunton 


Templeton 
Tewksbury 


Tr-uro 
Wakefield 
Wales 
Waltham 


Ware 

Warren 

Water town 

Webster 

WalieSi€v 


1  Suaner  Avenue  f-' 

1  Arthur  T.  Talmadge  K-6 

1  Warner  K-t 

1  White   Street    K-6 

1  New   North   Conmunity   School  i»-6 

1  Chestnut    Street   Jr.    High   7-9 

1  John  J.    Duggan   Jr.    High   7-9 

1  Forest    Fark   Jr.    Kis;h   7-9 

2  M.    MjLTCus    Kiley   Jr.    High   7-9 
1  High   School   of    Comiierce   10-12 
1  Technical   High   10-12 

1  Putnam   Voc.    Tech.    High    School    9-lC 

1  Cathedral   Elenentarv    1-8 

1  Mount   Carmel   K-8 

i  Sacred   Heart   Elementarv    l-S 

1  St.    Joseph   1-8 

1  St.  Thomas  Aquinas  1-S 

1  Eastern  Avenue  -in 

i  Edwin  A.  Jones  2-c 

1  Caleb    Barn-JB   1-5 

2  Casweil   1-5 
1  Cohdnnet    5-3 

1  Joseph   h.    Martin   6-3 

2  Lowell    M.    Kaxhajc    1-5 
i  Sheridan   Street    1-5 
2  Walker   1-5 

1  Weir   Grair«»ar    1-5 

2  Baldwinville  Elementarv  K-6 
2  East  Templeton  ^-^: 

2  Otter  Fiver  '• 

2  Foster  3-6 

1  Shawsheen  1-" 

2  St.  Williams  Public  5-6 

1  Truro  Central  K-6 
School  for  Wee  Lads  an.:  l^ass  N-K 
Wales  Elementarv  ,>-E 
Ezra  C,  Fitch  K-** 
Chauncey  Newhall  K-"* 
School  Street  5-6 
Thoiaas  .-.  Plympton  K-5 

Royal  E.  Robbins  5-6 
Henry  Whittemore  K-6 

2  Central  Junior  High  ''-i 
2  South  Jr.  High  7-3 

2  Waltham  vocational  High  10-13 

1  Gaei.ler   Sch.ocl   IJ'G-IO 

2  Tho»as    -ill   K-'' 

2  Churcn   St.    Intertned-ate   7-8 

2  South   Street   K-2 

2  John   William   Decis   1-5 

1  Ev>irett    K 

2  Minot   Forest   "t-fc 
2  Onset   K-3 

2  Jr-Sr    High   3-12 

2  Quaboag  negional  High  7-12 

2  Warren  tiementarv  K-5 

2  Cooiid.go  K-6 

2  Marshall    Spring   k-b 

1  Palfrev   Street    5-12 

1  Filmer   !-'♦ 

1  Tbonpson    1-3 

1  lntera«c-ate   .A.nnex    '■-7 

1  Negus  Street  3-6 

2  Joseph  E.  Fiske  K-5 


Nendel ' 

Vest   Bpoorfie.^ 

West  field 


•  es: '  ord 

West   Springfield 

w.^^^    Yarmouth 
i»e'*'TrK3ut  h 

Wh  i  tman 
Williaasburg 

WLncisnuon 

Wobum 


Worcester 


i~.  --5 


2 
1 
2 
1 

1 
2 
2 
2 

1 


K-5 
School  K-5 
.  High  9-12 

5-8 


.ementary 


Wendell  Center  --- 

■  est  Brookfield  Elen'en 

'ort  "eadow  K-6 

Mose-ey  K-5 

?TK)s::ect  Hill 

Was.".ingtor.  .^ 

«estf-eld  Vcc. 

Camerxjr.  r  -  - 

Westport  "...iC-e 

Main  Street  K-6 

Memorial  n-6 

Park  Avenue  >-'- 

Marguer  i  t  e  E .  > 

Mattacr.eese  --•= 

James  Humphj^ev  '-6 

Onion  Street  .>-6 

..ver  K-** 

Anne  7.  >un^hv  i-3 

Haydenville   enter  K-1 

Helen  E.  Jamft  "i-b 

Heooriai  K-5 

turuocV  Senior  High  9-12 

"inc'-endon  Middle  6-8 

ieorge    I.    Clapp   1-6 
-inscott-Ruaford  1-6 

Flvmpton    1-6 

S.^amrocx    MerxDrial   1-6 

HalcoliT.   WS'.ite    1-6 

Marv   C.    Altavesta   1-5 

Abbott    Street    f-6 

Aaams   Street    »-t 

Belmont    Street    Coaminity  K-6 

BlooBingdale   K-6 

^ambridge    Street   K-6 

Clark    ;treet    ► -6 

Colonb.uS    .''ar*    K-6 

Downing   Street    K-5 

Edgewort^    Street    K-6 

Elm    Parf     .ooerun.tv    K-6 

•'reelanc    street    ^-6 

Sage  Street  ."-6 

Graftoc  Street  K-6 

i^amartine  Street  K-6 

Mill  Swan  K-6 

•^iliaurv    'treet    K-6 

Oxford   Street    K-5 

Vuinsigciiaonc 

St.    Nic.ic^E 

Thorndy*.e    Koa::    K-6 
Jnion    -.111      -'.ool    K-6 
Winslow    Ctr^i *    • -6 
Woodland  '  :  .       .r„~;unity  K-6 
Bumcoat    Street   Jr.    High   7-9 
Worcester   East   Middle   7-9 
Providence  Street  Jr.   High  7-9 
north  High  10-12 
Teshiva   He:. re**    -'^v   Acadeeiy  N-8 


K-X 


, oom.   Sch  K-8 


~*   Code    1    -    Schools    designated    {or    both    National    Defense    and    National    Direct    Student    Loan    canceUatloo    benefits 
Code   2    -   Schools   deslgr\ated    for    National    Defense   Student    Loan   cancellation   benefits   only 
Code   3   -    Schools   designated    for   National    Direct    Student   Loan   cancellation   benefits   onl» 
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NOTICES 


For  National  Defense 
I/Dcation 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  tow-Income  Families 

Student  I^an  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
— — = — : 1 — ::   "     ~  '  rTTTfrTTTn  Cnrif   •   School  Nane 


School  Name- 


Location 


^rian 


Akron 
ALanson 


Alba 
Albion 


Alden 

Algonac 

Allegan 


Allendale 

Alaa 

Alpena 


Alto 

Ann  Arbor 


Arcadia 

Arnold 
Ashley 

Atlanta 

Atlantic  Mine 
Au  Gres 

Auburn 

Auburn  Heights 

Augusta 

Baldwin 


Bangor 


Baraga 
Bark  River 
Barryton 

Barton  City 
Battle  Creek 


5-9 


1  Comstock  EL 

2  Drager  MID 
2    Garfield  EL 
1    Jefferson  EL 

1  Madison  EL 

2  Madison  10-12 

1  Mlchener  EL 

2  Akron  Fairgrove 
2    Littlefield  EL 

2     Littlefield  7-12 

1  Alba  K-12 

2  Albion  10-12 
Crowell  EL 
Dalrymple  EL 
Harrington  EL 
Washington  Gardner  7-9 
Alden  EL 
Algonac  EL 
L  E  White  7-9 
Pine  Trails  EL 
South  Ward  EL 
West  Ward  EL 
Allendale  EL 
Allendale  7-12 
Alma  MID 
Hlllcrest  EL 
Alpena  SDA  EL 
An.ia  H  Beaser  7-9 
Cordon  EL 
Hinks  EL 

Lincoln  Conmunlty  EL 
Maple  Ridge  EL 
Alto  Area  EL 
Arbor  Heights  Center  UNG 

Chlldrens  Cotmnunlty  EL 
Clifford  E  Bryant  Community  EL 
Dicken  EL 
Mack  EL 

Northslde  EL 

Arcadia  EL 

Wells  Township  EL 

Ashley  Community  10-12 

Ashlev  FI 

Atlanta  Jjaim^r. ity  EL 

Atlanta  Conmunlty  7-12 

E.  B.  Holuan  EL 

Au  Gres  Sims  EL 

Au  Gres  Sims  7-12 

Western  10-12 

ElDwood  EL 

Augusta  EL 

Galesburg  A^g-sta  7-9 

Baldwin  EL 

Baldwin  10-12 

Nelson  EL 

Bangor  5-6 

Bangor  EL 

Bangor  10-12 

Bangor  7-9 

Philip  Latendresse  EL 

Ford  River  EL 

Barryton  EL 

Barryton  7-9 

Barton  City  EL 

Ann  J  Kellogg  EL 

Battle  Creek 

Coburn  ':'.'.. 

Dudley  EL 
Franklin  EL 

Lincoln  EL 

McKlnley  EL 

Northwestern  7-9 

Post  EL 
Roosevelt  EL 
Southeastern  '7-9 


tral  10-12 


Battle  (~r»»eV  (con't) 


Bay  City 


Bay  Fort 
Bear  Lake 

Beaverton 
Beldlng 


Belleville 
Belmont 

Benton  Harbor 


Benzonia 
Bergland 
Berkley 

Berrien  Springs 


Bessemer 


Big  Bay 
Big  Rapids 


Blanchard 
Bloomingdale 


Boon 
Boyne  City 

Brethren 


Code  •  School  Name 
1 
2 
2 
1 
2 
1 
1 
1 
2 
1 
1 
1 
1 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 


Southwestern  7-9 

W  K  Kellogg  7-9 

Washington  EL 

Wilson  EL 

Central  10-12 

Dolsen  EL 

Dorland  EL 

Farragut  EL 

Holy  Trinity  St  Hedwlg  EL 

Rlegel  EL 

St  James  EL 

Trl  County  Center  UNG 

Trombley  EL 

Whittler  EL 

Woodslde  EL 

Bay  Port  EL 

Bear  Lake  EL 

Bear  Lake  7-12 

Beaverton  EL 

Beaverton  7--9 

Beldlng  7-12        

Beldlng  MID 

Ballpark  EL 

Orchard  Hills  EL 

Sumpter  EL 

Assumption  Bless  Virgin  Mary  EL 

Moffitt  Hill  EL 

Bard  EL 

Benton  Harbor   10-12 

Benton  Harbor   7-8 

Boynton   EL 

Cilvin  Britain  EL 

Columbus  EL 

Education  Center  UNK 

Fair  Plain  Northeast  EL 

Fair  Plain  7-8 

Henry  C  Morton  EL 

Hull  EL 

Hull  7-8 

Johnson  EL 

Lafayette  EL 

Louis  Cassius  Upton  Tech  Ctr  UNG 

Martin  Luther  King  Jr 

Martlndale  EL 

North  Shore  EL 

Seely  McCord  EL 

Sorter  EL 

Sterne  Brunson  EL 

Stump  Nickerson  EL 

Crystal  Lake  EL 

Bergland  7-12 

Berkley  EL 

Pattengill  EL 

Berrien  Springs  MID 

Berrien  Springs  SDA  EL 

Marrs  St  EL 

Sylvester  Avenue  EL 

A  D  Johnston  10-12 

St  Sebastian  EL 

Washington  EL 

Powell  Township  EL 

Big  Rj«>id8  7-9 

Big    R*plda    10-12 

Fr-.,  itside    FL 

;  ^^'  w<;KXi    RL 

Hillcrast    EL 

Pine view  «L 

1o«t«b«_lla    K-8  « 

hi, rT'JWB    EI 

-rai.d   Cuncti^n  EL 

Pullman  EL 

Forest  View  EL 

Boyne   City  MID 

Central  EL 

Brethren  7-12 


*  Code  1 
Code  2 
Code    1 


Schools    designated    for    both    National    Defense    and  national   Direct    Student   Loan   cancellation    benefits 
Schools    designated    for   National    Defense    Student    Loan   cancellation   benefits   only 
Schools    designated    for   National    Direct    Sfjden'    Lou-,    t  a-.cellstlon   benefits   only 
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JliDiiiiftiL 


For   National   Defense 


List    of   Sc.i<-.>ol6    I'etermine.;    t?   have   High 
Student    Loan   ajd   National    Direct   Student 


Locatica 

Code 

•      SchooC    Naae 

Brlaley 

Brimlsy   EL 

Brimlsy    7-12 

Bronson 

Anderson   EL 

Bronson   10-12 

Bronsoo   MID 

Ryan   EL 

Brown   City 

■> 

Brown  CltT   Later   EL 

Bruce   Crossing 

2 

Paynes villa   EL 

Buchanan 

.k 

Moccasin   EL 

Buckley 

1 

Buckley   Comnunlty   r-i2 

Burr  Oak 

1 

Burr  Oak    7-12 

Burton 

2 

East    Bendle    EL 

Cadillac 

1 

Cass   EL 

"orKentrations   of   Studentf    : 
L.:.&a  Cancellation   benefits 


f Jr  tr^e   lj7t-":   !vaJ  IVTT-TQ  School  Teeirs 


^cation 


Sch.x.C    Naaf 


Caluaet 

Carney 

Caro 

Carson   City 

Caanovla 

Cass   City 

Cedar 

Cedarville 

Centerllne 
Central   Lake 
Chasssl 


Cheboygan 


Dearborn  Heights 


^et ro  It     ( con  '  t  > 


Clayton 

2 

Coldwater 

1 

2 

Coleman 

2 

Coloma 

1 

Constock 

1 

1 

Cooks 

1 

Covert 

1 

1 

Cross   Village 

1 

Croswell 

i. 

Crystal 

1 

Curtis 

2 

Custer 

1 

1 

Dafter 

1 

Daggett 

1 

Dearborn 

1 

2 

1 

Decatur 

Deckervilla 

Detour   Village 

Detroit 

- 

2  Kenwood   EL 

1  Lincoln  EL 

2  MM  Morrison   El 

2    Sacred  Heart  Central  FL 

1  Carney  Nadeau  K-i2 

2  Ben  H  McConb  EL 
2    Carson  City  7-12 

1  Casnovia  EL 

2  Cass  City  MID 

1  Holy    Rosary   EL 

1  Les   Cheneaux   Comunlty    ^- 

1  Les  Cheneaux   EL 

1  Harry  U  Miller  EL 

2  Central   Lake    7-12 

1  Chassell    7-12 

2  Chassell  New  EL 

1  Southwell  EL 

2  Black  River  EL 

2  Cheboygan    Catholic    EL 

1  Cheboygan  Catholic    10-12 

1  East  EL 

2  Inverness  EL 
2    West  EL 

Clayton  EL 

Franklin  EL 

St  Charles  EL 

Coleman  EL 

Pier  EL 

East  EL 

West  EL 

Big  Bay  D«  Noc  K-12 

Covert  EL 

Covert  7-12 

Cross  Village  EL 

Frostick  MID 

Crystal  EL 

Curtis  EL 

Eastern  7-12 

Mason  County  '.'.astern  EL 

Bruce  Township  EL 

Daggett  EL 

Fordson  10-12 

Miller  EL 

Sallna  EL 

Sallna  7-9 

Federal  EL 

Lafayette  Allen  7-9 

Roblchaud  10-12 

Volinia  KL  - 

Deckervilla   EL 

Detour   EL 

A  L  Holmes   EL 

Alger  EL 

Amos   EL 

Angell   EL 

Angell    Primary   EL 
1        .  Atkinson   EL 
1  Balch   EL 

1  Barbour    7-9 

1  Barton    EL 

1  Beard  EL  . 


Bell    EL 

Ballevue    EL 

Bennett    EI 

Berry    EL 
Blddle   EL 

Bimey   EL 

Boynton    EL 

Brady   EL 

Breitmeyer   EL 

Brooks    "-S 

Bunche    EL 

Bums    EL 

Burroughs    "-9 

Burton    EL 

Butiel    "-9 

Cadillac    FL 

Cadillac    "-^ 

Campau   Primarv    EL 
Campbell    EL 

Car let on   FL 

Cars  tens    EL 

Cary   EL 

Centra:.    lC-12 

Cerveny    ^-^ 

Chadsey    L3-i2. 

Chandler    EL 

Chaney   EL 

Charles    K-    Crew    '-= 

1 
.1 

1 

Chiidrens    Village    Intamat  lor^a, 

Clark    EL 

..enter 
EL 

1^ 

Cleveland    7-9 

1 

Clinton    EL 

2 

Cllppert    EL 

i. 

Cllppert   KID 
Coffev    --9 

1 

Coliasbian    EL 

1 

Columbiatj    Prlmar-.    Ai.r.ei    L^ 

T 

Colunbua    '-M 

1 

Condon    '-9 

1 

Continuing    Ed    for   Girls   UHG 

1 

Cooper   EL 

1 

Cortland    Primary   EL 

1 

Courtis    EL 

1 

Courville   EL 

1 

Couiens   EL 

1 

Craft    KL 

1 

Crosman   EL 

1 

Custer    EL 

1 

Damon    C    Keith    EL 

.k 

Dancy    School    .  f    Observation  UNG 

1 

Davison   EL 

1 

Detroit   Chlldrens    School   EL 

1 

Detroit    Free   School    7-12 

1 

Dexter    Special    LTJC 

1 

Doty    EL 

2 

Dow   EL 

1 

Dow   World    c.    WcrK    '.'FiX 

1 

Dubois    10-12 

1 

Duffield    EL 

i 

Nuffield   Special    LTJG 

1 

Durfee    ~-i 

I 

Dwver   EL 

1 
1 

Earhart    7-9 

East    Catholic    10-12 

Eistside    Vicar lote    EL 

-  -  - 

1 

Edmonson   EL 

1 

Ellis   EL 

x 

Fairbanks   EL 

1 

Farrand   7-12 

1 

Farwell    7-9 

1 

Ferry   Annex   EL 

1 

Ferry   EL 

1 

Field   EL 

i 

Finney    10-12 

♦  Co<J«   1   -   Schools  designated   for   both  National   Defease   and  Batlonal   Direct 
Co<I«   2   -   Schools   designated   for  lUtlonal   Defense   Student  loan  cancelUtloo 
Cod*  3   -   Schools  designated   for  lUtlonal   Direct   Student   Loan  cancellation 


Student   Loan   cancellstlon    t>«n«fl;i 

benefit*   only 
beoafiti   only 
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NOTICES 


MICHIGAN 


List   of  Schools   Detennined   to   have   High   Concentrations  of  Students   fro-  LcW-Inco-e  Fa-ilies 
For   national  Defense   Student   Loan   and   National   Direct    Student   Loan   Cancenation  Benefits    for   ttie   I976-TT  "d   19T7-T8  School    Years 
Code   •      School   Mame  Location 


Location 

Detroit    (con't) 


Detroit   K-12 


12 


Fisher  EL 
Fitzgerald  EL 
Foch  7-9 

Foster  EL 

Frankl  In.  i'-L 

Friends  School 

George  EL 

George  Ford  EL 

George  Ford  MID 

Glazer  EL 

GlorluB  Freedom 

Goldberg  EL 

Gompers  EL 

Goodale  EL 

Grant  EL 

Grayling  EL 

Greenfield  Park  EL 

Greenfield  Peace  Lutheran  EL 

Greusel  7-9 

Guest  Primary  EL 

Guest  EL 

Hally  EL 

Hamilton  EL 

Hamptcn  "-9 

Hancock  Primary  EL 

Hanneman  EL 

Hansteln  EL 

Harding  EL 

Harding  ^-9 

Harms  FL 

Harris  EL 

H  e  rman  EL 

H  IgginbothajB  EL 

Hlggins  EL 

Hlllger  EL 

Holy  Redeemer  EL 

Holy  Redeemer  10-12 

Holy  Trinltv  EL 

Hosmer  EL 

Howe  EL 

Hubert  EL 

Hunter  EL 

Hutchlns  7-9 

Hutchinson  EL 

Ilene  Primary  EL 

Ives  EL 

Jackson  7-9 

Jamieson  EL 

Jefferson  7-9 

Jeffries  EL 


netrolt  (con  '  t) 


Code 

2 

2 


School  Maae 


EL 
EL 
Annex 

-Q 


10-12 


Joffe 
Jones 
Jones 
Joy 

Joyce  EL 
Keating  EL 
Keldan  EL 
Kennedy  EL 
Ke".  Coring 
King  EL 
King,  Martin 
Knudsen  7-9 
Krolik  EL 
Law  MID 
Lessenger  ''-9 
LllllbrlJge  E 
Lincoln  EL 
Lingemann  EL 
Logan  EL 
Long!  e  How 
L'TOch  EL 
Lyster  MIL 
MacCulloch 


.uther    10-12 


-9 


Mackenzie  10-12 

Macoafc  EL 

Marcy  EL 

Mark  Twain  EL 

Marxhausen  EL 

Marxhausen  Prinary   EL 

Maybee  EL 

Ftaybury  EL 

McFarlane  EL 

McGraw  EL 

McGregor  EL 

McKerrow  EL 

McKlnstry  EL       _ 

McMichael  7-9 

McMillan  EL 

Mettetal  7-9 

Miller  7-9 

Monica  Primary  EL 

Monnler  EL 

Montelch  EL 

Moore  EL 

Moore  School 

Mv»nger  7-9 

Murphy  7-9 

Murray  Wright  10-12 

Myrtle  EL 

Nelnas  EL 

Newberry  EL 

Nichols  EL 

Noble  7-9 

Noble  EL 

Nolan  7-9 

Northeastern  10-12 

Northern  10-12 

Northwestern  10-12 

Norvell  EL 

0  W  Bolnes  EL 

Owen  EL 

Palmer  EL 

Parke  Annex  EL 

Parke  EL 

Parker  EL 

Parkaan  EL 

Pattengill  EL 

Peck  EL 

Pelhaa  MID 

Pierce  EL 

Pingree  EL 

Post  7-9 

Preston  EL 

Priest  EL 

Region  7  MID 

Remus  Robinson  MID 

Richard  EL 

Roosevelt  EL 

Rose  EL 

Ruddiman  7-9 

Ruthruff  EL 

Saint  Brigid  EL 

Sampson  EL 

Sanders  EL 

Sctipps  EL 

Servlte  10-12 

Sherrard  MID 

Sherrlll  EL 

Southwestern  10-12 

Spain  7-9 

St.  Ambrose  EL 

St.  Casimlr  EL 

St.  Cecilia  EL 

St.  Clair  EL 

St.  Francis  Hoot  fc 

St.  Gabriel  E! 

St.  Hvaclnth  EL 


Observation  MID 


"-^ 


Bovs  EI. 


Code  T  -"Schools  designated  for  bor^h  National  Defense  and  National  Direct  Stixlent  Loan  caocellatloa  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  caocellatloa  benefits  only 
Code  5  -  Schools  designated  for  National  Direct  Student  Loan  caocellatloa  benefit*  only 
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For  National  Defense 


List  of  Schools  Determined  to  have  High 
Student  Loan  and  National  Direct  Student 


MjCHliWVN^ 


na   of   Students    from  Low-Income   Families 
nation  Benefits   for  the   1976-77  and  j.977-76  School  Years 


Location 


rode 


School    Name 


Code 


School  Wane 


netrolt  (con  '  t) 

St.  John  Berchmans  EL 
St.  Leo  EL 

St.  Martin  De  Forres  10-12 

St.  Theresa  Visitation  EL 

St.  Vincent  MID 

Stark  EL 

Stephens  EL 
Stewart  EL 

Tappan  EL 
Tendler  EL 

The  Learning  Place  UNK 

Thirkell  EL 

Thomas  EL 

Irombly  EL 

Washington  Careers  Center  7 

Webber  7-9 

Webster  EL 

Western  10-12 

White  EL 

Whitney  M  Ycxng  MID 
Williams  EL 

Wilson  7-9 

Wingert  EL 
Winship  7-9 

Winterhalter  7-9 

Woodward  EL 

Dorr 

Dowagiac 

Sycamore  EL 
Central  7-9 

Kincheloe  EL 

Lincoln  EL 

McKinley  EL 

Patrick  Hamilton  EL 

Sister  Lakes  EL 

Durand 

East  Lansing 

Bertha  Ncal  EL 
South  Side  EL 
Goodman  EL 
Red  Cedar  EL 

East  Tawas 
Eau  Claire 
Eben  Junction 
Bcorse 

East  Tawas  EL 

Lybrook  EL 

Eben  7-12 

Claude  J  Miller  EL 

John  f^K^nnedy  EL 

Elberta 

Ellsworth 
Elmlra 
Engadine 
Escanaba 

Elberta  EL 

Ellsworth  Coamiunlty  EL 

Elmira  EL 

Engadine  EL 

Escanaba  7-9 

Franklin  EL 

Old  Jefferson  EL 

Pine  Ridge  EL 

Soo  Hill  EL 

Washington  EL 

Webster  EL 

Evar  t 

Ewen 

Fairvlew 

Evart  EL 
Ewen  EL 
Fairvlew  EL 

Falmouth 

Farmlngton 

Falmoutn  EL 
Cioverdale  UNK 
Larkshire  EL 

William  Grace  EL 

FarmlBgton  Hills 

1 

Center  for  Aitemstlve  EJ;jc 

Farwell 

i 

Farwell  7-12 
Farwell  MID 

Fe  1  c  n 

*. 

Farwell  Upper  EL 
North  Dickinson  "-12 

Fennville 

1 

Anna  Mi c hen  EL 

flint     (con  '  t) 


Fernoale 


Fife   Lake 
Flint 


-12 


i-yr, 


2  Fennville    10-12 

1  Fennville   MI? 

1  Carvar    EL 

2  U«  0   Clark  EL 

1  Marta   Jardot  Vocational 

1  Fife    Lake   ODramunity   EL 

1  .Armstrong   6^7 

2  Beecher   10-12 


7-;2 


1 


Fowlerville 

Frankfort 
Eraser 

Frederic 
Freesoil 

Fremont 
Gage  town 
Gay  lord 

Geraf  asu: 

Gla.;8tone 

Cladwm 


Glen 

Gieanie 
lioties 


*  Co<lc  1  -  School*  dcdgnatcd  for  both  Nat 
Co<)c  2  -  School*  designated  for  National 
Code  3   -   School*  designated    for  Kaclooal 


1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 

1 

1 

I 

1 

1 

1 

1 

1 

1 

1 

2 

1 

2 

1 

1 

1 

1 

1 

1 

1 

2 

2 

1 

1 

1 

2 

1 

1 

1 
1 

1 

2 

2 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

2 

2 

1 

2 

2 

2 

1 


Brownell  EL 
Bryant  7-9 
Buell  EL 
Bunche  EL 
Carpenter  Reed  EL 
Civic  Par*  Fl. 
Cody  EL 
Cook  EL 
Dewey  EL 
Dort  EL 
Purant  EL 
Eisenhower  EL 
Emerson  MID 
Emerson  7-9 
Fiedler  EL 
First  Flint  SDA  EL 
Garfield  EL 
J.undrv  »L 
H  0 Ime  s  7-9 
Home dale  EL 
'efferson  EL 
Johnson  EL 
Kennedy  EL 
King  EL 
Kurtz  FL 
Lincoln  EL 
Longfellow  7-9 
Love  11  7-9 
Manley  EL 
Martin  EL 
Merrill  EL 
Mest^er  El 
Mlcnael  Haaac-.  EL 
Scrthgate  EL 
Scrthwestem  10-12 
Oak  EL 
Parkland  EL 
Plerscn  EL 
Potter  EL 

Schools  of  Choice  7-12 
Scott  EL 
Selby  EL 
Stevenson  EL 
Stewart  EL 
Sunail  t 

Washington  EL 
Weston  EL 
Westwood  EL 
Whlttier  7-9 
-ilkir.*  EL      w 
Willlaiss  EL 
Woodland  EL 
Z  inme  rman  7-9 
Z ink  EL 
Carlson  EL 
Parkers  dcrr.erb  EL 
Frankfort  EL 
Robe  ft  Frcst  EL 
Frederic  EL 
Freescll  -onoj^in: 


coaninlty 


Freesoil 
Lcrdon  EL 
GagetowT.  EL 
South  Haple  EL 
St  Mary  FL 
Germfaak  Fi. 
Flat  Rock  EL 
B  C  Cameron  EL 
Beavertor  Area 
Gladwin  EL 
Gladwin  A-S 
Glen  £L 
Gletmie  EL 
v^bla*  EL 
Gob;.e*  7-12 


7-12 


lonal  Defense  and  National  Direct  Student  Loan  caocellacloa  beoaflt* 
Dcfaast  Student  Loan  caocellatloa  benefit*  oalr 
Direct  Stadeat  Loan  caocallatloo  beaeflt*  only 


1 


I 
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NOTICES 


MICHIGAN 


For  National   Defense  S 


Ix>cation 
Grand  Haven 


Code 


St  of  Schools  Determined  to  have  High  Concentrations  of  Students  frcm 
udent  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 

School 


Grand  Harais 
Grand  Hap  ids 


Grayling 


Greenville 


Gulliver 
Hale 

Hamtramrk 


Same 


Location 


Code 


Low-Incone  Fa«ilies 
the  1976-77  and  1977-78  School  Years 
School  Haae 


Park 

Park 


EL 

7-9 


UNG 


Central  EL 

Elliott  EL 

Robinson  EL 

Burt  Township  K-12 

Aberdeen  EL 

Alexander  EL 

Alger  EL 

Buchanan  EL 

Burr  Oak  EL 

Burton  EL 

3urton  7-9 

Caapau  Park  EL 

Central  7-12 

Child  Guidance  UNK 

City  10-12 

Colt  EL 

Congress  EL 

Dickinson  EL 

East  Kelloggsville  EL 

East  Leonard  EL 

Eastern  MID 

Fountain  EL 

Franklin  EL 

Hall  EL 

Harrison 

Harrison 

Henry  EL 

Hlllcrest  EL 

Iroquois  MID 

Jefferson  EL 

Ken  0  Sha  Park  EL 

Kensington  EL 

Kent  Education  Center 

Kent  Occupational  UNG 

Le*ington  EL 

Lincoln  UNG 

Madison  Park  EL 

Michigan  Oak  EL 

Mulick  ParV  EL 

North  Park  EL 

Northeast  7-9 

Oakdale  EL 

Palmer  EL 

Park  UNG 

Roosevelt  Park  EL 

Sheldon  EL 

Sibley  EL 

Sigsbee  EL 

South  East  ConDunlty  Ed  Cntr  UNK 

South  MID 

St  Andrew  EL 

St  Mary  EL 

Stocking  EL 

Straight  EL 

Street  Academy  UNG 

Union  10-12 

Vandenberg  EL 

Villa  Maria  10-12 

Walbrldge  Academy  UNG 

Wellerwood  EL 

West  Kelloggsville  EL 

West  7-9 

Gaylord  Grayling  SDA  EL 

Grayling  EL 

Grayling  10-12 

Grayling  7-9 

Greenville  7-9 

Lincoln  Heights  EL 

Walnut  EL 

Doyle  EL 

Hale  Ar.-a 

Hale  \rea 

Dickinson 

Haatraack 


FL 
7-12 
EL 
10-12 


Hantraack  (coa't) 
Hancock 


Harbor  Springs 
Harris 


Harrison 


Hart 


Hartford 
Hastings 
Hazel  Park 

Hemansville 

Herron 

Hesperia 

Highland 
Highland  Park 


Hillman 


Holland 


Holt 
Homer 
Honor 
Houghton 

Houghton  Lake 

Howard  City 
Hubbard  Lake 

Hubbardstone 
Idlewild 
Indian  River 
Inkster 


7-12 


2    Holbrook  EL 

2    Kosciuazko  EL 

2  EL  Wright  EL 

2  Edward  Ryan  EL 

2  Ripley  EL 

1    Holy  Childhood  EL 

1    Bark  River  Harris  EL 

1    Bark  River  Harrlf 

1    C  A  Aable  El 

1  Harrison  Coomuntty    10-12 

1         Harrison   7-9 

1  Hillside  EL 

1  Robert  M  Larson  EL 

1  Elbrldge  Coaanmity  EL 

2  Hart  EL 
2    Spltler  EL 
1    Weare  Crystal  EL 

1  Woodside  EL 

2  Southeastern  EL 
2    United  Oaks  EL 
2    Webster  EL 

Hermansville  Bldg.  EL 

North  Central  Area  7-9 

Wilson  Connunity  EL 

Hersey  EL 

Hesperia  EL 

Hesperia  7-12 

Duck  Lake  EL 

Cortland  EL 

Donald  Thomson  EL 

Ferris  7-9 

Frances  E  Willard  EL 

Henry  Ford  7-9 

Liberty  EL 

Kidland  EL 

Robert  E  Barber  MID 

Hillman  EL 

MontBorenci  EL 

Rust  EL 

Beechwood  EL 

Federal  EL 

Lincoln  EL 

Longfellow  EL 

North  Holland  EL 

St  Francis  De  Sales  EL 

Thomas  Jefferson  EL 

Vanraalte  EL 

Washington  EL 

Sycaaore  EL 

Hoaer  Coanunity 

Platte  River  EL 

HoughtoD  Central  EL 

Houghton  Priaary  EL 

Collins  EL 

North  Shore  EL 

MacNaughton  EL 

Caledonia  EL 

Ossineke  EL 

Hubbardston  EL 

Yates  EL 

Inland  Lakes  EL 

Carter  G  Woodsoo  EL 

Carver  EL 

Cathedral  Christian  Aradeiay  EL 

Daly  EL 

David  Ulcka  EL 

Douglass  EL 

Fellrath  7-8 

Florence  Roberts  EL 

Inkster  10-12 

Lincoln  Child  Develop  Center  EL 

McNair  EL 

Mokersky  EL 

Farkxood  EL 


7-12 


Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefl 
Code  3  -  Schools  designated  for  National  Dlrec"  Stu'len;  Lo«        "   '""  '    '" 


Loan  cancellation  benefits 
t»  onlv 
ncellatloa  beneflta  ^nlv 
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MICHIGAN 


For  national  Defense 


List  of  Schools  Determined  to  have  High 

Student  Loan  and  National  Direct  Studen 


Concentrations  of  Students  fn.>« 
t  Loan  Cancellation  Benefits  for 


Low-Incoae  Faallies 

the  1976-77  and  1977-78  School  Years 


Location 


Code 


School  Name 


Location 


Code  *   School  ■aae 


Solllvan  EL 

Allen  Street    EL 

Rarnes    Averiue   EL 

C   W   Otto    7-9 

Cavanaugh    EL 

Cedar    Street   EL 

Cuaberland    EL 

Everett    EL 

Forest    Road    EL 

Genesee    !^treet   EL 

Gier   Park   EL 

Grand    River   Avenue    EL 

Harr\    F   Uardner    7-9 

Harry   Hill    10-12 

Henry  R  Pattengill  7-9 

High  Street  EL 

Holaes  Street  EL 

Lansing  SDA  EL 

Haln  Street  EL 

Maple  Hill  EL 

Michigan  Avenue  EL 

Moores  Park  EL 

Northwesttm  EL 

Oak  Park  El 

Pleasant  V-.  ev  EL 

Reo  K,l 

Sht-r.dar.  -.-ad  EL 

-alter  F:.rich  7-9 

Wlllovi    Slreet    EL 

Uoodcreek    EL 

Lawrence   EL 

Lawrence    7-12 

Lawton   MID 

Leruy    EL 

Lewiston  EL 

Meyer   EL 

Alcona   Co^ninity   7-12 

Black    River  EL 

Lincoln   EL 

Lafayette  EL 

Bushnell  EL 

Lowell  MI& 

Runi  ii»an  Riverside  EL 

St  Mary  EL 

Foster  EL 

Luther  EL 

Mackinaw  island  K-12 

Mackinaw  City  EL 

Edison  EL 

Mancelona  EL 

Lincoln  EL 

Madison  EL 

Trinity  Lutheran  EL 

Washington  EL 

Fairvlew  EL 

Hiawatha  EL 

Lakeside  EL 

Lincoln  EL 

Manistique  Central  7-12 

Hanton  Consolidated  EL 

Harrt llus  EL 

.r^-.and  7-9 

Ha:  -..r,  7-12 

fi  her  EL 

i.iavtraet  MID 

Ma:  Lee  K-12 

Ma  r  I  -n  EL 

Mass  Greenland  EL 

McBrides  EL 

Golden   Co^Kinity  EL 

Mecosta   EL 

Boswell   EL 

Lincoln   EL 

Menoainee    10-12 


Ionia 

Iron  Mountain 
Iron  River 

Ironwood 


Jackson 


Johannesburg 

Jonesville 
Kalamazoo 


Kaleva 
Kalkaska 


Kawkawlin 
Keego  Harbor 
Kent  City 

Kinde 

Kingsley 

Kingston 

Lachlne 

Lake 

Lake  City 
Lake  Leelanau 

Lake  Linden 

Lake  Odessa 
Lake  Orion 


2  Coon  EL 

1  Ionia  SDA  EL 

2  East  EL 
1  Bates  EL 

1  Central  EL 

1  Central  EL 

2  Ironwood  Catholic  10-12 
1  Newport  EL 

1  Norrle  EL 

1  Roosevelt  EL 

2  Allen  EL 

2  Helmer  EL 

2  Hunt  7-9 

1  Jackson  Alternative  UNG 

1  Lincoln  EL 

1  Northeast  7-9 

2  Ridgeway  EL 
1  TA  Wilson  EL 

1  Toalinson  EL 

2  Trumbull  EL 

1  Johannesburg  EL 

1  Johannesburg/Leviston  7-12 

1  The  Manor  Foundation  UNG 

2  Arcadia  EL 
1  Brucker  EL 
1  Burke  EL 

1  Continuing  Education  Center  10-12 

1  Edison  EL 

2  Greenwood  EL 
1  Hillside  7-9 
1  Lakewood  EL 

1  Lincoln  EL 

2  Loy  Norrix  10-12 
1  McKinley  EL 

1  MilwDod  EL 

1  Milwood  7-9 

1  Northeastern  7-9 

1  Northglade  EL 

1  Oakwood  EL 

1  Oakwood  7-9 

1  South  7-9 

1  Spring  Valley  EL 

1  Upjohn  UNG 

1  Vine  EL 

1  Washington  EL 

2  Westmain  EL 
1  Winchell  EL 

1  Woodrow  Wilson  EL 

1  Woodward  EL 

2  Kaleva  EL 

1  Evergreen  Christian  Academy  EL 

2  Kalkaska  EL 

2  Kalkaska  10-12 

2  Kalkaska  7-9 

2  Kawkawlin  West  EL 

1  Roosevelt  EL 

2  Kent  City  MID 
2  Main  EL 

1  North  Huron  EL 

1  North  airon   7-12 

2  Kings le\  Area   EL 

1  St  Mary  Learning  Center  EL 

1  Kingston  El'' 

2  Kingston  7-12 
1  Green  EL 

1  Long  Rapids  EL 

2  Lake   EL 

2  Lake   City  K-12 

1  St  'Mary   10-12 

1  St  Marys  EL 

1  Lake   Linden  Hubbell   EL 

1  Lake   Linden  Hubbell    7-12 

2  Lakewood   10-12 
1  Leeward  EL 


L  Anse 
Lansing 


2 

Lawrence 

Lawton 

Leroy 

Lewiston 

Lexington 

Lincoln 

Lincoln  Park 

Lowell 

Ludington 

Luther 

Mackinac  Island 

Mackinaw  City 

Madison  Heights 

Mancelona 

Manistee 

Manistique 

Man ton 

%  2 

Marcellus 

Marion 

Marquette 

Marshall 

Martin 

Mass 

McBrides 

Mears 

Mecosta 

Menominee 

2 

♦   Code    1    -    Schools    designated    for    both    National 
Code    2    -    Schools    designated    for   National    Defen 
Code    3    -    Sc"^ools    de^lEnated    for    National    Dlrec 


Defense    and    National    Direct    Student    Loan    cancella' 
se    Student    Loan    cancellatioo    benefits    only 
Student    Loan   cancellation    benefits    only 


fits 
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NOTICES 


MICHIGAN 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Lov-Income  Paailies 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-7^  School  Years 

Location 


Location 


Code 


School  Name 


Code  *  School  Name 


Mp-oni"<ee  (co«'  t) 

Mesick 

Michigan  Center 
Midland 


Milan 

Mllford 

Minden 

Mio 


Mohawk 
Monroe 

Morley 

Mt .  Clemens 


Mt.  Morris 


Mc.  Pleasant 


Mulr 
Munis ing 
Munich 
Muskegon 


Musk-.i^v  r    r't:  :  .^n  t  d 


2  Menominee  7-9 

2  Roosevelt  EL 

2  Meslck  Consolidated  EL 

2  Clement  EL 

2  Averlll  EL 

2  Longview  EL 

1  Mills  EL 

1  State  Street  EL 

2  Glenn  Bralnard  EL 

1  Brooks  EL 

2  Minden  City  EL 

1  Maple  Grove  Parochial  EL 

2  Mio  Ausable  EL 
1  Mio  SDA  EL 

1  Mohawk  EL 

2  Hollywood  EL 

1  Lincoln  EL 

2  Morley  EL 

1  Christian  Clemens  EL 

2  George  Washington  EL 
2  Little  Mack  EL 

2  Martin  Luther  King  EL 

2  Rainbow  EL 

1  William  Nicke  EL 

1  Briggs  EL 

1  Dailey  EL 

2  Dolan  7-9 

1  lone  Riley  EL 

2  Montague  EL 

1  Ganlard  EL 

2  Mary  McGuire  EL 

2  St  Joseph  The  Worker  EL 

1  Hayes  EL 

2  Washington  EL 
2  Eldon  Katz  EL 
1  Angell  EL 

1  Bates  EL 

2  Carr  EL 
1  Craig  EL 

1  Father  Marquttte  EL 

1  Froebel  EL 

2  Fruitland  Township  IF  EL 
1  Glenside  EL 

1  Gustafson  EL 

2  Holy  Trinity  EL 

1  Jibson  EL 

2  Jolman  EL 

1  Marquette  EL 

1  Marsh  EL 

•  1  McLaughlin  EL 

1  Moon  EL 

1  Multicap  Program  UNO 

2  Muskegon  10-12 

1  Muakegon   SDA  K-12 
1  Nelson    F.L 

1  Niais  EL 

2  Oakrldge  10-12 
1     Oakrldge  ^-i 

1    Oakview  EL 

1  Orchard  View  EL 

2  Orchard  View  7-9 
1    Phillip*  EL 

1     St  Michael  EL 
1    Vanderlaan  UNu 

1  Walter  9  Steele  7-9 

2  Wol flake  EL 
1    Central  EL 

1     C^^arle8  A  Lindbergh  F.L 

1    E  Grace  Loft  Is  EL 

1     Ednewocd  EL 

1    Glendale  EL 

1     Martin  Luther  Kir.g  -Ir.  EL 

1     Muskegon  Height-,  7-9 


Muskeno^  Hetfhts  (co«'t) 

National  City 
New  Haven 

Newaygo 

Newberry 

Niles 


North  Muskegon 
North  Street 
Norway 
Nunica 
Oak  Park 

Onaway 


Ontonagon 

Orleans 

Oscoda 

Oshtemo 

Ovid 

Owendale 

Owosso 

Painesdale 

Palmer 

Palo 

Paradise 

Paw  Paw 

Peck 

Pelkie 

Pellston 

Perkins 

Petoskey 

PewaiBO 

Pigeon 

Pinconning 

Plymouth 

Pontlac 


1    Muskegon  Heights  10-12 
1    Theodore  Roosevelt  EL 
1    Sherman  EL 

1  Frank  Lemmon  EL 

2  New  Haven  7-9 
2    Newaygo  MID 

2    Newberry  7-12 
2    Brandywlne  7-9 
1    Cedar  Lane  UNG 
1    Central  EL 
1    Electtic  Light  EL 

1  Northslde  EL 

2  Oak  Manor  EL 

2    Ring  Lardner  7-9 
2    McMillan  EL 
2    Charles  Gratiot  EL 
2    Holy  Spirit  Central  EL 
2    Nunica  EL 
2    Clinton  7-9 
2    Frost  MID 
2    Onaway  EL 
Onaway  7-12 
Onaway  7-9 

Ontonagon  Area  10-12 
Ontonagon  MID     t 
Orleans  EL 
County  Line  EL 
Chime  Street  EL 
North  EL 
Owen  Gage  7-12 
Bryant  EL 
Jeffera  7-12 
Pine view  EL 
Palo  Community  EL 
Whlteflsh  Twp.  No.  16  K-12 
Cedar  Street  EL 
Peck  Community  EL 
Peck  Community  7-12 
Laird  EL 
Pelkie  Agr.  EL 
Pellston  EL 
Pellston  7-12 
Baldwin  Township  7-12 
Baldwin  Township  EL 
Sheridan  EL 
2    St  Joseph  EL 
2    Pigeon  Cetrter  EL 
2    Pinconning  Central  EL 
2    Central  EL 

Alcott  EL 

Bagley  EL 

Bethune  EL 

Crofoot  EL 

Emerson  EL 

Hawthorne  UNG 

Herrlngton  EL 

James  Madison  MID 

Jefferson  HID 

John  F  Kennedy  7-9 

Le  Baron  EL 

Lincoln  EL 

Longfellow  EL 

Malklm  EL 

Hark  Twain  EL 

McCarroll  EL 

Owen  EL 

Pontlac  Central   10-12 

Robert  L  Frost  EL 

Ualter  Whitman  EL 

Washington  MID 

Webster  EL 

Wever  EL 

Whitfield  EL 

Whltaar  Ounn  Resource  Center  EL 


♦  Code 
Code 
Code 


^r^   Schools   dpslgnated    for   both   National    Defen»e    and   National   Dlrec 

2  -    SehooU   deslgoated    for   Sational   Defense   Student    U-sn   canceUattoi    -.-ner'.--,      nlv 

3  -    <^chocl»   designated    for   National   Direct   Student   Loan  cancellation   txneitt.   only 


Student  Loin  canccllatioo   benefits 
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wirHirj^s 


List  of  Schools  Detencir^ea  !■.  :, 
For  National  Defensp  E-.u^ent  Loar.  ar.d  Naticnal  Dire.- 


High  7cn:er.' rations  of  Students  fro«  L«.>v- iru  «»'  'aic.ies 
tudent  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Yeairs 


Location 


*   Schc'ol  Na::;*^ 


Location 


Code  •  School  Rame 


Po«t i»c  (ro« ' t ) 


Port  Austin 
Port  Hope 


Port  Huron 


Fosen 


Powers 

Ramsay 
Rapid  City 
Ravenna 

Reading 
Reed  City 

River  Rougfc 

Riverdale 
Riverside 
Roches  ter 
Rock 

Rockland 
Romulus 


Rosionmcr. 

Rose  City 
Roseville 

Royal  Oait 

Ruth 

Saginaw 


2 

2 

1 

1 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

1 

1 

2 

1 

1 

1 

1 

1 

2 

1 

2 

1 

2 

1 

2 

1 

2 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 
1^ 

1 
2 
1 

1 


Whlttier  EL 

Will  Rogers  EL 

Willis  EL 

Port  Austin  K-12 

Jericho  Bloomfield  -4  7-9 

Port  Hope  K-i; 

St  Johns  Lutheran  El 

Chippewa  7-9 

Cleveland  EL 

Garfield  EL 

Grant  EL 

Harrison  EL 

Jefferson  EL 

Kimball  7-9 

Negaunee  EL 

Port  Huron  10-12 

Ruth  N  Bacon  EL 

Washington  7-9 

Woodrow  Wilson  EL 
Posen  Consolidated  EL 

Posen  Consolidated  7-12 

St  Casinir  EL 

North  Central  Aiea  10-12 

Powers  Building  El 

Rams  ay  EL 

Rapid  City  EL 

Ravenna  EI. 

updyke  EL 

Reynolds  EL 

Reed  City  EL 

Reed  City  7-9 

Northrup  EL 

River  Rouge  10-12 

Riverdale  EL 

Riverside  EL 

Precious  Children  K-12 

Rock  EL 

Rock  7-12 

Rockland  EL 

Beverly  EL 

Gordonier  EL 

Harrison  EL 

Romulus  EL 

Roscommor.  EL 

Roscommon  MID 

Rose  City  K-8 

Edgewood  EL 

Oak  1  ar.d  EL 

U  S  Grant  EL 

Saints  Peter  and  Paul  EL 

St  Mary  EL 

A. A.  ciaytor  EL 

Arthur  Eddy  7-9 

Buena  Vista  10-12 

C.C.  Coulter  EL 

Central  7-9 

Child  Guidance  Clinic  UNG 

Edith  Baillie  EL 

Emerson  EL 

Heavenrich  EL 

Henry  A  Doerr  EL 

Highland  Park  EL 

Houghton  EL 

Jessie  Loomis  EL 

Jessie  Rouse  EL 

John  Moore  EL 

Jones  EL 

Kaufmann  £L 

Longfellow  EL 
Martha  Longstreet  EL 
Merrill  Park  EL 
ftorley  EL 

Nelle  Haley  Annex  'JNG 
Nelle  Haley  EL 
Orville  EL 


S<i  •»<< 


Sand  Creek 

Sanford 

Saranac 


V 


Sault  Ste.  Marie 


Scottvllle 


Shelby 


Shepherd 

Sheridan 

Skanee 

Sodus 

South  B..ar(inLan 

South  Haven 


South  Range 
Southfield 
Sparta 
Springfield 

Sprlngport 

St  .  ."harles 

St.  Helen 
St.  Ignece 


1 

"otter    El. 

2 

Ricker    7-9 

1 

Sagloav    10-12 

1 

Salina    Ei. 

1 

St    Marv    (athccral    10-12 

2 

Webber    EL 

Webber    7-9 

2 

Ruth   Hcoregor    EL 

2 

Meridian   EL 

2 

Saranac    EL 

2 

Saranac    ~-12 

2 

Saranac    "-9 

1 

Plnlavson    El 

1 

Garfield    EL 

Jef  f erson    Ki 

2 

Lincoln    EL 

2 

HcKlnlev    EL 

2 

Sault    Area    7-9 

1 

River  ton    EI 

2 

Scottvllle    El 

i 

Virtorv    El 

1 

Benona    Coonur;  1 1  y  CL 

1 

Feri-y   Co«Kmitv    EL 

2 

Shelbv    7-^ 

I 

Thoaas    Read    Fl 

1 

Toner    Me»orla..    EL 

1 

Sheperd    /-i2     ■ 

i 

Sheperd    Ki 

2 

Sheridan    El 

i 

Arvon   Tc*msh:p    EL 

2 

Sodus    EL 

1 

South    Boardma:     «ria   EL 

1 

Central    EL 

2 

Indiana    EL 

1 

Lincoln    EL 

2 

Maple    Grove   EL 

1 

South    Haven    10-12 

!_ 

South    Haven    7-8 

South    Range   EL 

2 

John   Grace    EL 

St.    James 

" 

2 

St.   Joseph 

1 

i 

St.   Louis 

2 

.7 

S  tamt-  aug.'; 

-1 

1 

S  t  an  d  i  s  h 

2 

2 

Stanton 

1 

Sterling 

1 

Stockb ridge 

2 

St..rgls 

2 

2 

2 

1 

2 



1 

Sumner 

1 

Tavlor 

2 

2 

White    EL 

Valley    View   EL 

Sprlngport    10-12 

Mlna   J   Miller   EL 

St    Charles    Comsnjnlty   7-12 

St    Helen    El 

Bert  rand   EL 

Gros    Uap    EL 

l.aSalle    7-12 

HcCarui   Street    EI 

St    Ignace   Tcjvnsi.i^'    F" 

Beaver    Island      omiiur  .  :  v   EL 

Beaver    Island    .omtD^,.ty    10-12 

!.akeview   Card   MID 

Washington   EL 

Carrie   Knause    EL 

Michigan    Avenue    EL 

T.S.    Numberger    7-9 

Staabaugh    El. 

West    Iron    County    7-9 

Standish   EI. 

Standlsh    Sterling    MID 

Statoc   EL 

Sterling   Fl- 

Eama   Salth   EL 

Central    7-'J 

F«wn    River    EL 

Jerolene    El 

Park    EL 

Sturgis    10- I  : 

Weniel    EL 

West    EL 

Bemlere    Mc  I«jwe  1 1    EL 

Clarence    Randal'.    FI 


•  Code  1  -  Schools  designated  for  both  lUt 
Code  2  -  Schools  designated  for  National 
Code  3  -  School*  deslgoated  for  Natlooal 


ional  Defense  and  National  Direct  Studeot  Loan  car>cellatloo  twneflti 
Defense  Student  Loan  cancellatlOB  bcoeflts  only 
Direct  Student  Loan  caocellacloo  benefits  only 
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NOTICES 


For  WatlODSl  Defense 


List  of  Schools  Determine 
Student  Loma  ajid  National 


MirHIMN 


d  to  have  High  ConcentratlonB  of  Students  from  Low-Income  Faallles 

Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years 


Location 


Code  •  School  Name 


T«  ■'  ^-  (    ri«'  t) 

2 

Edison  EL 
Eurek-adale  EL 

^'.vera  EL 

Treadweli  EL 

Thonpsonvllle 
Three  Rlver» 

3et8le  Valley  EL 
Henry  P  Barrows  EL 
Murrav  J  Huss  EL 
Three  Rivers  10-12 

Tolvola 

Tower 

Trsverse  City 

Trenarv 

Tus'-lr. 

Twtoir.ii 

Ubly 

Helkklnen  EL 

Tower  EL 

Oai  Park.  EL 

Machias  Townsnip  K-12 

Tu3ttn  EL 

Arenac  ;:,astem  K-l^ 

LTjly  Community  EL 

Union  City 
Vanderbilt 

VarBontville 
Vestaburg 

Union  City  HID 
Vanderbilt  EL 
Maplevood  EL 
Sock  Lake  Bible  EL 
Vestaburg  Connnunity  EL 

Wakefield 

Vestaburg  Cocanuntty  7-12 

Central  EL 

Waldron 

Waldron  EL 
Waldron  10-12 

Wallcervir.e 

Walicervllle  EL 
Walkerville  7-12 

'-.a  ^  1   n  .-a<e 

Melrose  EL 

^  i  r  r  c  n 

Harding  EL 
Lincoln  EL 

Lincoln  "-5 

Macomb  Pant  EL 

Wasnm^tjn  EL 

Location 


Code  *  School  Name 


Watersmeet 

Watersmeet  Ta«ra9hip  EL 

Watervllet 

Watervllet  7-9 

Wayn* 

Vandenberg  EL 

Waidman 

Weldman  EL 

Uells 

Wells  Central  EL 

Wcllston 

WeUston  EL 

-eit  Branch 

Chester  F  Surline  K-8 

Was :  .and 

Jefferson  EL 

Patchln  EL 

~n.  te  Cloud 

White  Cloud  EL 

White  Cloud  7-12 

Whitehall 

Whitehall  EL 

Whitehall  7-9 

Whlttemore 

Prescott  EL 

Whlttemore  EL 

Whlttemore  Prescott  7-12 

Williams  ton 

Wllilamaton  Memorial  EL 

Wllllamaton  SDA  EL 

Winona 

Elm  River  Township  EL 

Wolverine 

Wolverine  Conmunlty  EL 

Wolverine  Community  7-12 

Wyandotte 

Garfield  EL 

McKinley  EL 

Wyoming 

South  Godwin  EL 

Yale 

Fremont  EL 

Ypsllantl 

E.S.  George  EL 

High  Scope  Tr.  and  Dev. 

L.C.  Perry  EL 

Rawsonville  EL 

\ 

Roberto  Clemente  Center 
West  MID^ 

1 

Woodruff  EL 

Center 


7-12 


MINNESOTA 


For  National 
Location 

Adrian 
Aitkin 

Akeley 

Albany 


Albert  Lea 
Argyle 


Austin 
Badger 

Bag  ley 

Balaton 

Beardsley 

B«lgrade 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 
Co^g  »   School  Mame  r^^o+l^r,  Cnd.. 


Location 


2    Adrian  EL 
2    Adrian  7-12 

St.  Anthony  and  St.  Kilian 

Aitkin  JHS-HS 

Palisade  EL 

Ripplcsldii  EL 

Akeley  EL 

Akeley  7-12 

Alba.iy  EL 

Albany  JHS 

Albany  SHS 

Avon  EL 

Fanning  EL 

Freeborn  County  Group  Home 

Argyle  EL 

Argyle  7-12 

Rose  of  Lima 

Lincoln  EL 

Minnesota  Sheriff's  Boys  Ranch 

Badger  EL 

Badger  7-12 

Baaley  EL 

Baglcy  JHS-SMS 

Shcvl  in  EL 

Balaton  EL 

Balaton  7-12 

St.  Peter 

Beardslcv  EL 

Beards ie,  '-12 

Belgrade  EL 

»•'  .^ra-ie  7-12 
Elrosa  EL 


Be  11 Ingham 
Bemldjl 


Benson 
Bertha-Hewitt 


Bird  Island 


Blackduck 
Bralnerd 


Brooklyn  Center 
Brooten 


Code 
1 
I 
1 
2 
2 
1 
2 
1 
I 
2 
1 
2 
2 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
I 
1 
1 
1 
1 
2 
1 
1 
1 


Low-Income  Families 
the  1976-77  and  1977-78  School  Years 
School  Name 


-if 


Be  11 Ingham  EL 

Be  11 Ingham  7-12 

Archdeacon  CilflUan  Center 

BemidjI  JHS 

Bemldjl  SHS 

Central  EL 

Lincoln  EL 

NW  Juvenile  Treatment  Center 

Pleasant  Valley  EL 

St.  Philip 

Smith  EL 

Solway  EL 

Souths ide  EL 

Bertha  EL 

Bertha-Hewitt  7. 

Hewitt  EL 

Bird  Island  EL 

Bird  Island  7-12 

Lake    Lillian  EL 

Blackduck  EL 

Blackduck  7-12 

Brainerd   HS 

Franklin   EL 

Garfield   EL 

Garrison   EL 

Harrison   EL 

Lowell    BL 

Pine   Center   EL 

St.    Francis    of   Assisi 

Washington   JHS 

Welcome   Home   North 

Brooten   EL 

Brooten   7-12 


«  Code    I    -"sThooli    designated    for    both   National    Defense    and    National   Mrert   Student   Loan   canc.Uatlon   benefits 
Code    2    -    Schools   designated    for   National    I>ef«nse    Student    Loan   cancel  ;«t;i^    -.enef'.;«    onlr 
Code    3    -    Schools    designated    for  National    Direct    Student    Loan    cic.l  1»'.  <  -r,    -,«n«fi;«    -aly 
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For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Incom 
Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976- 
Code  *  School  Name Location Code  *  School  Name 


Families 
and  1977-76  School  Years 


B  r  owe  rv  i  1 1  e 
Browns  Valley 
Brownton 
Butterf ield 


CamL  ridge 
Cainpbell-Tintah 


Canby 


Cass  Lake 


Centennial 

(Circle  Pines) 


Chandler-Lake  Wilson 
Chokio-Alberta 

Clara  City  . 

Clarissa 

Clinton 
Cloquet 


Coleraine 


Comf rey 

Cosmos 
Crosby 


Deer  Creek 
Deer  River 

Dclavar. 
Detroit  Lakes 

Duluth 


Browerville  EL 

Browerville  7-12 

Browns  Valley  EL 

Browns  Valley  7-12 

Broi.-nton  EL 

Brownton  7-12 

Butterfield  EL 

Buttcrfield  7-12 

Odin  EL 

Isanti  EL 

Campbcll-Tintah  EL 

Canpbell-Tintah  7-12 

Canby   EL 

Canby   JHS-HS 

St.    Leo 

St.    Peter 

Bena   EL 

Cass    Lake    EL 

Cass    Lake    7-12 
2  Centennial   JHS 

2  Centennial    SHS 

2  Centerville    EL 

2  Gold   Lake    EL 

1  LovcU    EL 

1  Minnesota   Metrooolitan   Training   Center 

1  Chandler-Lake    Wilson   EL 

1  Chandler-Lake   Wilson   7-12 

1  Chandler  Christian 

2  Choklo-Albert^  EJ, 

2     Chokio-Alberta  9-12 
2    Chokio-Alberta  Middle 
1    Clara  City  EL 

1  Clara  City  7-12 

2  Clarissa  EL 

2    Clarissa  7-12 

1  Clinton  EL 

2  Cloquet  JHS 

2     Churchill  EL 

2    Garfield  EL 

2     I^ach  EL 

2    Washington  EL 

2     Conner  JHS  "■ 

2    Greenway  HS 

2     Murray  EL 

2     Pengilly  EL 

1  Taconite  EL 

2  Marble  EL 

1     Comfroy  EL 
1     Comfrey  7-12 

1  St.    Paul 

2  Cos'uos    EL 

2  CosiiiOi   7-12 

2     Central  JHS-HS 

2     Decrwood  EL 

2     Emily  EL 

2     Franklin  EL 

2     Ironton  EL 

2     St.  Joseph 

2     Deer  Creek  EL 

2    Deer  Creek  7-12 

1  Deer    River   JHS-HS 

1    King  EL 

1    North  EL 

1    Delavan  EL 

1    Belavan  7-12 

1  Callaway  EL 

2  Conrnunity   HS 
2  Holy   Rosary 

1    Washington  EL 

1     Bethany  Lutheran  Home  for  Children 

1  Emerson  EL 

2  Endion  EL 

2     Fatrmojit  EL 
:     Grant  EL 


Duluth  (Conr  i.iued) 

Lincoln  EL 
MacArthur  EL 

Nettleton  EL 

Northwcod  Children's  Home 

St.  Anthony 

St.  James 

, 

St.  J,- in 

Woodland  Hills 

Young  Peoples  Resident  Center 

Eagle  Bend 

East  Grand  Forks 

Eagle  Bend  EL 
Eagle  Bend  7-12 
Valley  EL 

Eden  Val ley-Watkins 

Eden  Val Icy-Uatkins  EL 

Eden  Val ley-Watkins  7-12 
St.  Anthony 

Edgerton       --^ 

Edgcrton  EL 
Edgerton  7-12 
Edgcrton  Christian 

Holland  Christian 

Southwest  Christian 

Elbow  Uke 

Agnes  Lynn  EL 

Elbow  Uke  JHS-HS 

Ellsworth 

Ellsworth  EL 

Ellsworth  7-12 

Erskine 

Erskine  EL 

Erskine  7-12 

Fairfax 

Emanuel  Lutheran 

Fairfax  EL 

Fairfax  7-12 

St.  Andrew 

FaribauTt 

St.  John  Lutheran 
Lincoln  EL 

McKinley  EL 

Fergus  Falls 
Fertile 

Jefferson  EL 
Fertile  EL 

Fertile  7-12 

Floodwood 

Floodwood  EL 

Floodwood  7-12 

Foley 

Foley  EL 
Foley  7-12 

St.  John 

Fosston 

Fosston  JHS-HS 

Magelssesn  EL 

Franklin 

Franklin  EL 

Franklin  7-12 

Frost 

Frost  EL 

Fulda 

Frost  7-12 
Fulca  EL 

Fulda  7-12 

St.  Paul's  Lutheran 

Gary 

Gaylord 

Gary  EL 
Gary  7-12 
Gaylord  EL 

Gibbon 

Gaylord  7-12 
Ini..inuel  Lutheran 
Gibbon  EL 

Gibbon  7-12 

Glyndon-Felton 
Gonvick 

Fclton  EL 

Glyndpn-Fclton  7-12 
Gonvick  EL 

Goodhue 

Gonvick  ^-12 
Goodhue  EL 

Goodhue  7-12 

Goodrldge 

St.  Johns  Lutheran 
Goodridge  EL 
Goodridge  7-12 

Graceville 

Big  Stone  Hutterite  Colony 

Graceville  EL 

Graceville  7-12 

Grand  Rapids 

1 

Trinity  Uitherpn 
Balsam  EL 
Big  Fork  Effle  EL 
Cohasset  EL 

Froi  •  ier  Ea-,  - 

•  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  canceHati: 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 


&»ne  *  Its 
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NOTICES 


For  National  Defense 


[/>cRt  ion 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  fro«  Low-IncoBe  FaMllies 

Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

/-_j.   »      c-v,„^i    M0..0  ~    "^     Location  Code   *     School   Name 


Code 


School   Name 


Gr««d    R«pid»    (co»'t) 


Crygla 

Halstad 

Harmony 
Henning 
Herman 

nibbing 
Hill   City 

Hoffman 
Holdingford 
Howard   Lake 

Isle 

Ivanhoe 

Jasper 

Kcrkhovcn-Sunburg 

Lake    Benton 

Lake   of   tlie  Woods 

Lake    Superior 
Lamberton 

Lancaster 

Lanesboro 

Lewlston 

Long   Prairie 
Little   Falls 


Llttlefork 


Hade  1 ia 


2     Grand  Rapids  7-12 
2     Grand  Rapids  Middle 
2    Grand  Rapids  SHS 
2     Murphy  EL 
2     Rivcrvltw  EL 
1     Squaw  Lake  EL 
1     St.  Joseph 

1  Togo    EL 

2  Warba   EL 

1     Gatzke  EL 
I     Grygla  EL 

1  Grygla  7-12 

2  Halstad  EL 

2     Halstad  7-12 
2     Harmony  EL 
2     Harmony  7-12 
2     Henning  EL 
2     Henning  7-12 
1     Herman  EL 

1  Herman  7-12 

2  Alice  EL 

2    Hill  City  EL 
2    Hill  City  9-12 
2     Swatara  El, 
2     Hoffman  KL 
2     Hoffman  7-12 
1     Holdingford  EL 

1  Holdingford   7-12 

2  Howard   Lr.ke   EL 

2    Howard  Lake  7-12 

2    St.  Jar.es  Lutheran 

1     Isle  EL 

1     Isle  7-12 

1     Ivanhoc  EL 

I     Ivanhoc  7-12 

1    Jasper  EL 

1  Jasper  7-12 

2  Kcrkhovcn-Sunburg   EL 

2  Kerkhovpn-Sunburg    7-12 

2  Lake    Benton   EL 

L.->k?   Benton   7-12 
Baudcttc    EL 

Lake   of   the  Woods    7-12 
Willians    FL 
North   Shore    EL 

LAmbcrton    EL 

Lamberton   JHS-HS 

Lancaster   EL 

Lancaster   7-12 

L«inesboro   EL 

lanesboro   7-12 

Altura    EL 

Lewlston   EL 

Ltulston   7-12 

Long    Prairie    EL 

Long   Prairie   JHS-HS 

St.    Mary   NP 

Trinity  Lutheran 

Little  Falls  Middle 

Lindbergh  EL 

Lincoln  E!, 

Little  Falls  HS 

Our  Lady  of  Lc.irdes 

Randall  EL 

St.  Francis 

St.  Mary 

Bif;  Falls  KL 

Llttlefork  EL 

Llttlefork  7-12 

Made  11a  EL 
2    Madella  7-12 
2     St.  Mary 


Madison 


Mahnomen 


Hahtomedi 
Marietta 

Marshall 
Maynard 

McGregor 


Mcintosh 


Melrose 


Menahga 


Milan 


Minneapolis 


y 


2    Madison  EL 
2    Madison  JHS-HS 
2    St.  Michael 
1    Mahnomen  EL 
1     Mahnomen  7-12 
1     Naytahwaush  EL 
1     St.  Michael 

1  Jamestown 

2  Marietta  tL 

2    Marietta  7-12 

1     Lyon  C.  Resident  Facility     ^ 

1    Maynard  EL 

1  Maynard  7-12 

2  ^fcGrath  EL 
2    McGregor  EI, 

2    McGregor  7-12 
2    Mcintosh  EL 
2    Mcintosh  7-12  V 

2    Winger  EL 
Melrose  EL 
Melrose  JHS 
Melrose  HS 
New  Munich  EL 
St^  John-St.  Andrew 
St.  Mary 
Spring  Hill  EL 
Menahga  EL 
Menahga  7-12 
2    Milan  EL 
2    Milan  7-12 
2    Agassiz  EL 
2    Ascension  EL 
2    Bremer  Cluster  EL 
Bcthunc  Cluster  EL 
Bryant-Anthony-Ramsey  3HS 
Central  HS 
Franklin  JHS 

Hans  Christian  Anderson  EL 
Hennepin  County  Home  School 
Holland  EL 
Holy  Cross 
Hcly  Rosary 
Incarnation 
Inraanuel  Lutheran 
Jonathan  Croup  Home 
Jordan  JHS 
Juvenile  New  Gate 
Laura  Ingalls  Wilder  EL 
Lincoln  Cluster  EL 
Lind  EL 
Lutheran  Social  Service  friendship 

Lyndale  EL 

Native  American  Boys  Home 
Native  American  Group  Honrf; 
North  SHS 
Northstar  EL 
Our  Lady  of  Victory 
Pharn  House 
Phillips  JHS 
St.  Albert  the  Great 
St.  Anne 
St.  Bridget 
St.  Cyril 

St.  Joseph's  Hone  for  Children 
2     St.  Stephen 

1  Seward  EL 

2  Sheridan  EL 

2  South  Parks  Consolidated  EL 

2  Tri  Cluster  EL 

1  United  Indian's  Group  Home  (Boys) 

1  United  Indian's  Group  Home  (Girls) 

1  West  Cluster  EL 

1  Youth  CcCTTiunity 


*  Code  I 
Code  : 
Cod*   3 


"    School*   designated    for   both   National    Defense    and  National   01r*ct   Student  liO«n  canctUatioa   benefit* 

-  School*   de«lga»ted    for   National    Defense   Student    Loan    i»nrplUt<>n      enaflta  only 

-  School*    de*lgnated    for   Natloaal    Direct    Student    Loan   cancellation    sea«>flt»  only 
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MINNESOTA 


List  of  Schools  Deternined  to  have  High  Concentrations  of  Students  from 

For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Ceincellation  Benefits  for 

Location 


Lov-Inconc  Families 

the  1976-77  and  1977-78  School  Years 


Location 


Code 


School  Name 


Code 


School  JIaae 


Hinneota 


■•■ajntevideo 


Moorhcad 

'K->rgan 


Mounds  View 
>^rdock 

Nett  Lake 
New  Richland 


Nicollet 
North  St.  Paul 

Oklee 

Onamia 

Osakis 

Park  Rapids 


Parkers  Prairie 
Paynesvlllc 

Perham 

Peterson 
Pierz 

Pillager 
Pine  River 
Plummer 

Raymond       ' 
Red  Lake 

Red  Lake  Falls 
Red  Wing 


Minncota  EL 

Mlnneota  7-12 

St.  Edward 

St.  Eloi 

Middle  School 

Montevideo  SHS 

Ramsey  EL 

Sanford  EL 

Sibley  EL 

Lincoln  EL 

Morgan  EL 

Morgan  7-12 

St.  Michael 

Morton  EL 

^torton  7-12 

Oak  Grove  High  School 

Murdock  EL 

Mirdock  7-12  ^ 

Nett  Lake  EL  ^ 

Hart  land  EL 

New  Richland  EL 

New  Richland  7-12 

Imraanjc I  Lutheran 

Nicollet  EL 

Nicollet  7-12 

Carver  EL 

Castle  EL 

Hazelwood  EL 

Webster  EL 

Oklee  EL 

Oklec  7-12 

Mi  He  Lacs  Reservation  Group  Hone 

Volunteers  of  America 

Osakis  EL 

Osakis  JHS-HS 

St.  Agnes 

Central-  EL 

Frank  White  FL 

Middle  School 

Osage  EL 

Park  Rapids  HS 

Pine  Point  EL 

Parkers  Prairie  EL 

Parkers  Prairie  7-12 

Payncsville  EL 

Paynesville  Middle 
Payr.esville  9-12 
Dent  EL 

Perham  EL     - 

Pcrhan  JHS-HS 

Peterson  EL 

Peterson  9-12 

Harding  EL 

Healy  7-12 

St.  Joseph 

St.  John  Nepomuld 

St.  Michael 

Pillager  EL 

Plllaacr  7-12 

Pine  River  EL 

Pine  River  JHS-HS 

Pluimier  EL 

Plumner  7-12 

Raymond  EL 

Raymond  7-12 

Poneman  EL 

Red  Lake  EL 

Red  Lake  7-12 

St.  Mary's  Mission 

Red  Lake  Falls  EL 

Red  Lake  Falls  7-12 

St.  Joseph  EL 

Minnesota  State  Training  School 


Remcr 

Renvil le 
Roseau 

Rothsay 
Rounu  Lake 
Rushford 
Russell 
Ruthton 
Sacred  Heart 
St.  Cloud 


St.  Francis 

St.  James 

St.  Louis  County 


St.  Paul 


Longville  EL 
Reiner  EL 
Reracr  7-12 
Renville  EL 
Renville  JHS-HS 
Malung  EL 
Roseau  JHS-SHS 
V'annaska  EL 
Rothsay  EL 
Rothsay  9-12 
Round  l,ake  EL 
Round  Lake  7-12 
Rushford  EL 
Rushford  JHS-HS 
Russell  EL 
Russell  7-12 
Ruthton  EL 
Ruthton  7-12 
Sacred  Heart  EL 
S.-.crcd  Heart  7-12 
Apollo  SHS 
Central  EL 

Garfield  Washington  EL 
Jefferson  EL 
Kennedy  EL 
Lincoln  EL 
Madison  EL 
North  JHS 
Roosevelt  EL 

St.  Cloud  Children's.  Home 
South  JHS 

State  Reformatory  for  Men 
Technical  SHS 
Wilson  EL 

Bar-N'onc  Ba>-s  Ranch 
Minnesota  Sheriffs  Boys  Ranch 
St.  James  EL 
Alango  EL 
Albrook  7-12 
Brooks  ton  EL 
Buyck  EL 
Toivola  EL 
Ames  EL 

Arlinpton  Hcuse  (Hoys) 
ArUni;ton  House  (Girls) 
Battle  Creek  EL 
■Blessed  Sacrament 
Boy's  Totem  Town 
Brown  House 

Bush  Vicmoiinl  Children's  Center 
Cathedral 
Clcvela:iJ  JHS 
Como  Efc 

Dayton  Bluff  EL 
East  Consolidated  tL 
Franklin  EL 
Friendship  Hail 
Humboldt  Roosevelt  JHS 
Jackson  EL 
Jefferson  EL 
Maxf ield-Galtlei  EL 
Neptune  Cluster  EL 
New  Connection 
Phalcn  Park  EL 
Sacred  Heart 
St.  Adalbert 
St.  Agnes 
St.  Agnes  (Sec) 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loa 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  or) 
Coda  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  onU 


St. 

Bernard 

St. 

Casimir 

St. 

Francis 

de 

Sal 

es 

St. 

Matthew 

St. 

Patrick 

Lea 

n  :  a  n  c  e  '. 

«• 

ion 

bene 

flta 
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For  national  Defense 
Location 

»t.  Paul  (con't) 

St.    Peter 
Sanborn 


Sartel  1 
Sauk  Centre 
Scbcka 

Silver    l^Uc 


Sioux  Valley 
Sleepy  Eye 

South  Koochiching 


Springfield 

Spring  Valley 
Staples 

Stephen 
Storden-Jef fers 

Strandquist 

Swanvil  le 


List  of  Schools  Determined  to  have 
Student  Loan  and  National  Direct  St 
Code  •   School  Name 


NOTICES 


HINNFSQTA 


Hi^   Concentrations  of  Students   fro« 
udent  Loajn  Cancellation  Benefits   for 
Location  Code 


Low-Incoae   Psuai  i  les 
the   1976-77  and   197T-7B  School   Years 
School  lane 


Webster    rL 

West    Side   EL 

South   EL 

Sanborn   EL 

Sanborn  7-12 

Zion   Lutheran 

Sartel 1    EL 

Minnesota    Home    School 

Sgbi-k.i    F.L 

Scbcka   JIIS-HS 

Silver    Lake    FI, 

Silver   Lcikc    7-12 

Silver    Ldkc   Catholic 

Sioux  Valley   EL 

Sioux  Valley   7-12 

St.    Jolm    Lutheran 

St.    M.iry's 

School  of  Japanesu  Mdityrs 

Sleepy  Eye  EL 

Sleepy    Eye   JHS-SHS 

Border   EL 

Indus    9-12 

Loinan   EL 

Hizpah    EL 

Northi-iiie   7-12 

St.    Raphael 

Springfield  EL 

Springfield  JHS-SHS 

Spring  Valley   EL 

Spring  Valley  7-12 
Model  £L 

Norths idc  EL 

Sac  rod  ItoarC 

Staples  JIIS-HS 

Stephen  EL 

Stephen  7-12 

Storden-Jef fers  EL 

Storden-Jef f crs  7-12 

Strandquist  EL 

Strandquist  9-12 

Swanville  EL 

Swanville  7-12 


Togo 
Tower- 


Soudan 


Tracy 

Twin  Valley 

Tyler 

Ulcn-Hittcrdal 

Verdi 

Vemdale 

Villard 

Wabasha 

Walnut  Grove 

Warren 

Waubun 

Welcooc 

WiUmar 
Winona 


Winsted 
Winthrop 


Wykoff 


I 

Thistledew  Forestry  Camp 

2 

Soudan  EL 

2 

Soudan  JHS 

2 

Tower  SHS 

2 

Currlc  EL 

2 

Tracy  EL 

2 

Tracy  JHS-HS 

2 

St.  Mary 

2 

Twin  Valley  EL 

2 

Twin  Valley  7-12 

1 

Tyler  EL 

1 

Tyler  7-12 

2 

Ulen-Hitterdal  EL 

2 

Ulen-Hitterdal  7-12 

1 

Verdi  EL 

1 

Verdi  9-12 

1  . 

Verndale  EL 

1 

Verndalc  7-12 

1 

Villard  EL 

1 

Villard  7-12 

2 

Kellogg  EL 

2 

Wabasha  EL 

1 

Walnut  Grove  EL 

1 

Walnut  Grove  7-12 

2 

Warten  EL 

2 

Warren  JHS-HS 

1 

Ogcma  EL 

1 

Waubun  EL 

1 

Waubun  7-12 

1 

White  Earth  EL 

2 

Welcome  EL 

2 

Welcome  7-12 

1 

Kandyohi  County  Group  Home 

.  2 

Jefferson  EL 

1 

Lamberton  Home  for  Childre 

2 

Stockton  EL 

2 

Winsted  EL 

2 

Winthrop  EL 

2 

Winthrop  7-12 

1 

St.  Johns  Lutheran 

1 

Wykoff  EL 

1 

Wykoff  7-12 

UUilSSUTl 


for 


Lltt    of   School!   Deteralned    to   have   High    Coocentnt  lona    of   StudMXa    fio«  Low-Iaco^    Faalllai 
lUtlonal    Defena*    Student    Loan   and    National    Direct    Student    Loan    C«acell«tioo    B«n»flti    for    the    1976-77    School    Year 


Loc  a  1 1  on 


Aberdeen 


Ackeman    '  " 

Anguilla 

Areola 

Ashland 

Avon 
Bassfleld 

Batasvllle 

Bay  Springs 

Beaumont 

Becker 

Belden 

Belaont 

Belsoni 

Beooit 


Code   *     School   Rai 


1 
1 

1 
1 
1 
1 
1 
1 
3 
3 
1 
1 
1 
1 
1 
3 
3 
1 
1 
3 
3 
3 
1 
1 


Aberdeen   EL 

Vine   St    EL 

Aberdeen   Hdl   EL 

Prairie  JHS 

Shivers   JHS 

Ackerman   EL 

North    Sharkey   EL 

Cha»bt?rs    Att.    Crt .    EL-JKS 

Old  Sdlem  EL-JHS 

Aahland  HS 

Riverside  EL-JHS-HS 

Bassfleld  EL 

Bassfield  HS 

Batesville  EL 

Batesville  JHS 

Bay  Springs  EL 

Bay  Springs  JHS-HS 

Beai«ont  EL 

Beaianont    JHS-HS 

Becker    EL-JHS 

b*^  1  len    EL-  ''HS-rtS 

B^^liD-jn*    rL-JH5-HS 

rljnphreys    Co   Educ    Park    EL-JHS-HS 

Nugent    Center    EL-JHS-HS 


Loca t loo 


Cod*  *     School    Naa 


Benton 
Bentonia 

Biloxi 


Blaine 
Bogue  Chitto 

Bolton 
Booneville 


Boyle 

Brazil 

Brookhaven 


•  Code  1  -  Schooli  designated  for  both  Saclooal  Defe 
Code  2  -  Schooli  deilgrvated  for  National  D«fen»«  S 
Co<l«  3  -  Schooli  dolgnated  for  Rattooal  Dir«t  St 


3 
3 
3 
1 
X 
1 
3 
3 
3 
1 
1 
1 
1 
3 
3 
3 
3 
3 


Benton   HS 
Gibbs   EL-JHS 
Bentonia  HS 
Howard   II   EL 
Gorenflo  EL 
Central  EL 
Lopez  EL 
Beauvolr  EL 
Nichols  JHS 
Blaine  EL-JHS 
Enterprise   EL-HS 
Bogue   Chitto   EL-HS 
Bolton   EL-JHS 
Anderson   JHS 
Thrasher   EL-JHS-HS 
Junpertown  EL-JHS-HS 
Booneville   EL 

Boone V 11 le  HS 
Bell   EL 
Johnson   El 
Loyd  Star   EL-HS 
W.    Lincoln   EL-HS 
Eva  Harris   JHS 
Brookhaven  HS 
Alexander  JHS 


nse  and  Sariona!  01 
t udent  Loan  cancel  1 
udent    Loan   caocei'.  * 


rect    Student    Loan   cancellation   bcoaflti 

•tlon    benefits    only 
1 1  >n    benefits    only 
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JILSSISSIPPI 


List  of  Schools  Determined  to  have  Hi£.-. 
For  Rational  Defense  Student  Loaji  and'Hational  Direct  Student 


"cncentrations  of  Students  fro« 
Loan  Cancellation  Benefits  for 


Low-Incc»e  Fa«ilies 

the  1976-77  and  19T7-78  School  Tears 


Location 


Code  •  School  Na 


Location 


Brookliavan  (con'  t) 


Brooksville 
Bruce 

Burnsvllle 
Buckatunna 

Byhaii3 
Caldeonia 
Calhoun  City 
Camden 
Canton 


Carthage 


Carriers 
Centreville 

Chalybeate 
Charleston 

Clarksdale 


Cleveland 


Clinton 

Coahoraa 
Coffeeville 

Coldwater 


Collins 
Columbia 


Columbus 


Como 
Corinth 


Crawford 


3    Lipsey  EL-JHS 

3    Mull Ins  EL 

3    Mart  in  EL 

3    Brookhaven  EL 

1    Wilson  EL-JHS 

1     Bruce  EL-JHS-HS 

3    Burnsvllle  EL-JHS-HS 

3    Buckatunna  EL 

3    Buckatunna  JHS-HS 

1    Henry  EL-JHS 

3    Caldeonia  EL-JHS-HS 

Calhoun  City  EL-JHS-HS 
Velma  Jackson  EL-JHS-HS 
Luther  Branson  EL-JHS 
McNeal  EL 
Canton  EL 
Nichols  EL-JHS 
Canton  Pub  JHS-HS 
Thomastown  EL-JHS-HS 
S.  Leake  EL-JHS-HS 
Carthage  EL-JHS-HS 
Pearl  River  Central  EL-JHS-HS 
Finch  Att.  Ctr.  EL 
William  Winans  Att.  Ctr.  JHS-HS 
Chalybeate  EL-JHS 
Charleston  EL 
Charleston  Mdl  EL-JHS 
Roundaway  EL-JHS 
Sherard  EL-JHS 
Sandy  Bayou  EL-JHS 
Clarksdale  JHS 
George  Oliver  EL 
Rivertown  Interm  JHS 
Oakhurst  EL 
Washington  EL 
Myrtle  Hall  EL 
Coahoma  AHS  HS 
Nailer  EL 
East  Side  JHS-HS 
•  3    Parks  EL 
3    Margaret  Green  JHS 
3    Pearman  EL 
3    Cleveland  HS 

Sumner  Hill  JHS-HS 
Lovett  EL 
Hull  EL-JHS 
Coffeeville  JHS-HS 
Coffeeville  EL 
Tate  Co  Att  EL 
E.  Tate  Att  EL 
Coldwater  Att  JHS-HS 
Hopewell  EL 
Collins  EL-JHS-HS 
Improve  EL-JHS 
Marion  Co  EL-JHS-HS 
Columbia  Primary  EL 
Columbia  EL 
Jefferson  Mdl  EL-JHS 
E.  Columbia  EL-JHS-HS 
Motley  EL-JHS-HS 
Plum  Grove  EL-JHS 
W.  Lowndes  EL 
Hughes  EL 
Mitchell  EL 
Coleman  EL 
Stokes  Beard  EL 
Barrow  EL 
Como  EL-JHS 
3    Farmington  EL 
3    Gift  EL-JHS 
3    Eiggersville  EL-JHS-HS 
1    Crawford  EL-JHS 
1    Moor  EL-JHS-HS 


Crenshaw 

Crowder 
Crystal  Springs 

Decatur 

DeKalb 

Dorsey 

Drew 

Dublin 
Duck  Hill 

Duncan 
Dundee 
Durant 

Edlnburg 

Edwards 

Enterprise 

Ethel 

Falcon 

Falkner 

Fayette 


Fern wood 
Flora 


Code  •  School  Hame 


Forest 


Foxworth 
French  Camp 
Friars  Point 
Fulton 

Glen 

Glen  Allan 

Glendora 

Gloster 

Golden 

Goodman 

Grpenville 


Greenwood 


Crenshaw   EL 
:  •' .    Crenshaw   EL-JHS 

1  Crowder   EL-JHS 

3  Crystal   Springs   EL-JHS 

3  Crystal   Springs   EL-HS 

3  Boler  Mdl   EL-JHS 

3  Decatur  Att   Ctr   EL-HS 

U.    Kemper   EL-JHS-HS 

'«       F,prnf>er-    EL 


A.    W.    James   EL 

Hunter  Mdl   EL 

Dublin  EL-JHS 

Duck    Hill   EL-JHS 

Duck    Hill    JHS-HS 

Brooks    EL-JHS 

Dundee   Att   EL-JHS 

Durant    Att    Ctr  EL-JHS-HS 

Durant    Sep  EL-JHS-HS 

Edinburg  Att   Ctr  EL-JHS-HS 

Edwards   EL-JHS 
Enterprise  EL-JHS-HS 

Ethel   JHS-HS 

Falcon   EL-JHS 

Falkner   EL»JHS-HS 

Jefferson  EL 

Jefferson  JHS 

Jefferson  HS 

Fernwood  EL 

East  Flora  EL-JHS-HS 

Flora  EL-JHS 

North  Scott  EL-JHS 

Scott  Central  EL-JHS-HS 

Forest  EL-HS 

Forest  Mdl  EL-JHS 

W.  Marion  EL-JHS-HS 

French  Caiip  EL-JHS 
Friars  Point  EL-JHS 
3    Fulton  GraoBar  EL 
3    Fulton  JHS 
3    Central  JHS-HS 
3    Glendale  EL 
1    Glen  Allan  EL-JHS-HS 
1    Black  Bayou  EL 
3    Amite  Co  Tm  EL-JHS 
3    Gloster  Att  Ctr  EL-JHS-HS 
3    Fairview  EL-JHS 

Goodaan- Pickens  EL-JHS 

Bass  JHS 

McBride  EL 
•  Darling  EL 

Garrett -Hall  EL 

Weddington  EL 

Fulwiler  EL 

Boyd  EL 

Stem  EL 

Manning  EL 

Coleman  JHS 

Solomon  JHS 

Weston  HS 

Greenville  HS 

Webb  EL 

Akin  EL 

Trigg  EL 

O'Bannon  EL-JHS-HS 
Aiaanda  Elzy  EL-JHS-HS 

Rising  Sun  EL-JHS 
W.  C.  Williams  EL-JHS 
Davis  EL-JHS 
Green%«xx3  HS 
Threadgill  EL-JHS 
Stone  Mdl  EL-JHS 
Stone  Primary  EL 
Bankston  EL-JHS 
St.  Francis  EL 


*  Code  1  -  Schocls  dfslsiated  for  both  National  !> 
Code  2  -  Schoo's  designated  for  National  Defense 
Code  3  -  Schools  deslgnatec'  fer  National  Direct 


fense  and  National  Direct  Stude 

Student  Loan  cancellation  bene 

Studenr  Loan  cancellation  benef 


nt  Loan  cancellar i-^n  heneflts 

flt»  onlv 
lt»  only 
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NOTICES 


For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 

Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-76  School  Years 

Code  •  School  Name  Location Code  *  School  Name 


Greenwood  Springs 
Grenada 


Gulfport 


Gunnison 
Gun town 
Hamilton 
Harrisville 
Hattiesburg 


Hazlehurst 
Heidelberg 
Hernando 

Hickory 

Hickory  Flat 
Hollandale 
Holly  Bluff 
Holly  Springs 


Horn  Lake 

Houlkd 

Houston 


Independence 
Indlanola 


Inverness 
Itta  Bena 

Jackson 


HS 
JHS 


ii.ib^e  EL 
;,a,>e  :.;. 
W-ilton  EL 
Johnson  EL 
Rowan  JHS 
oaKer  EL 
Poin-iexter 
Brown  E  L 


Jonestown 

Kilmlchael 
Kosciusko 


Kossuth 

Lake 

Lakeshore 

Lamar 

Lambert 

Laurel 


Co<J« 
Cod* 
Co<i« 


1  - 

2  - 

3  - 


1  Jonestown  Att  Ctr  EL 

1  Jonestown  EL-JHS 

1  Kilmichael  EL-JHS 

1  Zaroa  EL-JHS 

1  Kosciusko  Lower  EL 

1  Kosciusko  Mdl  EL 

1  Kosciusko  Upper  EL 

3  Kossuth  EL 

1  Lake  EL-JHS-HS 

1  Gulfview  EL-JHS 

1  Slayden  JHS 

1  Southside  EL-JHS 

1    Lambert  EL-JHS 

1    Shady  Grove  EL-JHS 

3    Pendorff  EL-JHS 
3    Glade  EL-JHS 
3    Myrick  EL-JHS 
3    Calhoun  EL-JHS 
3    Powers  EL-JHS 
1    Sandy  Gavin  EL 
1    Oak  Park  EL 
1    Nora  Davis  EL 
1    Maddox  JHS 
3    Stainton  EL 
3    Prentiss  EL 
3    Leakesville  EL-JHS-HS 
Dean  EL-HS 
Lincoln  EL-JHS 
Lena  EL-JHS 

Lexington  Att  Ctr  EL-JHS-HS 
Lexington  EL 

Central  School  El-JHS-HS 
Liberty  Att  Ctr  EL-JHS-HS 
Beulah  Hubbard  EL-JHS-HS 
Louisville  Mdl  EL-JHS 
3    Louisville  EL 
3    Nanih  Waiya  EL-JHS-HS 
3    Louisville  HS 
Lula  EL-JHS 
10th  Ave  EL 
Lumberton  JHS-HS 
Lyon  EL-JHS 
Haben  JHS-HS 
Haben  EL 
HcAdaras  JHS-HS 
Greenlee  EL 
McLain  EL-JHS-HS 
Macon  EL-JHS 
Noxubee  EL 
Rosa  Scott  EL-JHS 
Madison-Ridgeland  HS 
Hagee  EL-JHS-HS 
Eva  Gordon  EL 
Magnolia  EL 
South  Pike  JHS 
South  Pike  HS 
3    Mantachie  EL-JHS-HS 
3    Marietta  EL-JHS 
3    Houston  EL-JHS 
1    Westside  EL-JHS 
1    Harks  EL-JHS 
1    Quitman  Co  HS 
1    Franklin  EL 
3    Franklin  JHS-HS 
3    Mendenhall  EL-JHS-HS 
3    Witherspoon  EL 
3    Kate  Griffin  JHS 
3    Northwest  JHS 
3    Ht .  Barton  EL 
3    Parkview  EL 
3    Oakland  Heignts  EL 
■  3    „arver  EL-JHS 
3    Meridian  High-Karris  ^ampu 
'a    Highland  EL 

. 3    Crestwood  EL 

Schools  deilgruted  for  both  National  Defenie  tnd   National  Direct  Student  Loan  cancellation  benefit* 
Schooli  dcalgnatad  for  Itational  Defense  Student  Loan  caacallatlon  benefits  c^tly 
Schooli  deslgaated  for  National  Direct  Student  !o«n  :•»;  f e'i!«t  1  ■-.  b«ni>fU 


Greenwood  Springs  EL-JHS 
Grenada  HS 
Jones  Rd  JHS 
Lizzie  Horn  EL 
Dotson  EL 
Wilson  EL 
Gaston  Point  EL 
Twenty-Eighth  St  EL 
North  Central  EL 
West  JHS 
Bob  Woods  EL 
Guntown  EL-JHS 
Hamilton  EL-JHS-HS 
Harrisville  EL-HS 
Runnelstown  EL-JHS-HS 
Central  Forrest  EL 
Earl  Travillion  EL-JHS 
Mary  Bethune  EL 
Hawkins  JHS 
W.  H.  Jones  EL-JHS 
Eaton  EL 

Lillie  Burney  JHS 
Davis  EL-JHS 
Grace  Love  EL-JHS 
Walthall  EL-JHS 
Eureka  EL 

North  Hazlehurst  EL 
South  Hazlehurst  EL 
South  Side  EL-JHS 
Heidelberg  HS 
Hernando  EL-JHS 
Hernando  EL 
Hernando  HS 
Harris  Mdl  EL-JHS 
Hickory  Att  Ctr  EL-HS 
Hickory  Flat  EL-JHS-HS 
Simmons  EL-JHS-HS  ' 

Holly  Bluff  Line  EL-JHS-HS 
Galena  EL-JHS 
C.A.D.E.T.  EL-JHS 
Holly  Springs  Primary  EL 
""Holly  Springs  Intern  EL-JHS 
Holly  Springs  HS 
Horn  Lake  EL 
Houlka  EL-JHS-HS 
Houston  EL 
Houston  Mdl  EL-JHS 
Houston  HS 

Independence  Att  Ctr  JHS-HS 
Carver  EL 
Carver  Mdl  EL-JHS 
Indlanola  JHS 
Lockard  EL 
Gentry  HS 
Inverness  EL-JHS 
L.  S.  Rogers  EL 
Leflore  "o  EL-JHS-HS 
West  Side  EL-JHS 
Van  Winkle  EL 
Interim  Educ  Ctr  JHS-HS 
Bradley  EL 
Smith  EL 
"«i;.l-way  EL 
r  :•.  :,c-  EL 


Leakesville 
Leland 

Lena 
Lexington 

Liberty 

Little  Rock 
Louisville 


Lula 
Lumberton 

Lyon 
Haben 

McAdams 
HcCool 
HcLain 
Hacon 

Madison 

Magee 
Magnolia 


Mantachie 
Marietta 

Marks 

Headvlll* 

Mendenhall 
Meridian 


HS 


onl 


FEDERAL  REGISTER,   VCL.   42,   NO.    106 — IHURSDAr,   JUNE   2,    I9?7 


NOTICES 


28381 


HTSJISSTPPT 


List  of  Schools  Determined  to  have  High- Coocentrations  of  Students  frtus  l^ov- :  n  me  t-fvailiea 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

School  Naae Location Code  *  School 


Location 


Code 


Meridian  (con' t> 


Merigold 
Minter  City 

Mize 

Money 

Monticello 


McJntpelier 
Mooreville 
Moorhead 

Morgan  City 
Morton 
Hound  Bayou 


Mt.  Olive 
■Mt.  Pleasant 
Hyrtle 

Natchez 


■aae 


Nettleton 

New  Albany 

New  Augusta 

Newhebron 

New  Site 

Newton 

North  Carrollton 

Noxapater 
Oakland 

Okolona 
Olive  Branch 


Osyka 
Oxford 


Pace 

Pass  Christian 

Pearlington 

Perkinston 

Pheba 

Philadelphia 


Piney  Woods 

Pinola 

Plantersville 
Pontotoc 

Poplarville 


3    Magnolia  EL-JHS 

3    Meridian  High-North  Cajipus  HS 

3    West  End  EL 

3    Poplar  Springs  EL 

3    Merigold  EL 

T.  Y.  Fleming  EL-JHS 

Sunnyside  EL-JHS 

Mize  EL-JHS-HS 

Wilkes  EL-JHS 

Monticello  EL-JHS 

Monticello  EL 

Topeka-Tilton  EL-JHS-HS 

Clay  Co  EL-JHS-HS 

Mooreville  EL-JHS-HS 

E.  Moorhead  EL-JHS 

Moorhead  EL 

R.  B.  Schlater' EL-JHS 

Morton  EL-JHS-HS 

I.  T.  Montgomery  EL 

John  F.  Kennedy  JHS-HS 

St.  Gabriel  EL 

Mt.  Olive  EL-JHS-HS 

Sand  Flat  EL-HS 
3    West  Union  EL-JHS-HS 
3    Myrtle  EL-JHS-HS 
3    Thonpson  JHS 
3    North  Natchez  HS 
3    Norths ide  EL 
3    Brumfield  EL 
3    Braden  EL 
3    Carpenter  I  EL 
3    West  EL 
3    Martin  JHS 
3    Washington  EL 
3-    Moreanfown  EL-JHa_ 
1    Prince  St  EL 

3  Morgantown  EL 

1  Holly  Family  EL 

3  Nettleton  Primary  EL 

3  Nettleton  EL 

3  Ingomar  EL-JHS-HS  ^ 

1  New  Augusta  EL-JHS-HS     ^^^ 

1  Newhebron  EL-JHS-HS     -"^ 

3  New  Site  EL-JHS-HS 

3  Newton  Public  EL-JHS-HS 

1  Marshall  EL 

1  J.  Z.  George  JHS-HS 

3  Noxapater  EL-JHS-HS 

1  Oakland  EL 

3  Oakland  EL-JHS 

1  Okolona  EL 

1  Olive  Branch  EL 

1  Olive  Branch  EL-JHS 

1  Olive  Branch  HS 

1  Osyka  EL-JHS 

1  Lafayette  Schools  EL-JHS-HS 

3  Oxford  JHS 

3  Oxford  EL 

3  Braralett  EL 

1  Pace  EL 

1  Hancock  North  Central  EL-JHS-HS 

1  Charles  B.  Murphy  EL-JHS 

1  Perkinston  EL 

1  Beasley  Att  Ctr  EL-JHS-HS 

3  Neshoba  Central  EL 

3  Neshoba  Central  JHS-HS 

3  Philadelphia  EL 

1  Piney  Woods  Country  Life  EL-JHS-HS 

3  Pinola  EL-HS 

3  West  Union  EL-JHS 

3  Plantersville  EL-JHS 

3  Pontotoc   EL-JHS-SBS 

3  Poplarville  JHS-HS 

1  Poplarville  ijpper  EL 


Poclarvlll»  'ron't) 


Port  Gibson 


Potts  Camp 


Prentiss 


Progress 
Quitman 


Raleigh 
Raymond 

Redwood 
Richton 
Ridgeland 
Rienzi 
Rolling,  Fork 


Rosedale 


Ruleville 

Sallis 

Saltillo 

Sandersville 

Sarah 

Sardis 

Satartia 
Schlater 
Scooba 

Sebastapol 

Seminary 

Senatobia 

Shannon 

Shaw 

Shelby 

Shuqualak 
Silver  Creek 

Sledge 

Soso 
Starkville 


State  Line 

Sturgis 

Sxanmit 


Sumner 


Sunflower 
Taylorsville 
Tchula  . 


PoplarvTlle  Lower  EL 
Buck  Branch  EL 
Addison  EX- JHS 
Port  Gibson  HS 
Richardson  IX 
Mary  Reed  EL 
Potts  Camp  EL-JHS-HS 
Prentiss  EL 
Prentiss  Mdl  EL 


p?isHr ''«' 


iss 

ips   „_ 

Progress  EL-JHS 

Quitman  Cons  HS 

Quitaan  EL 

Quitman  EL-JHS 

Raleigh  EL-JHS-HS 

G.  W.  Williams  EL-JHS-HS 

Carver  EL-JHS 

Redwood  EL 

Sand  Hill  EL-JHS-HS 

Ridgeland  EL 

Rienzi  EL-JHS 

Rolling  Fork  EL 

Rolling  Fork  Sec  EL-JHS-HS 

Henry  Weathers  JHS-HS 

Rosedale  JHS 

West  Bolivar  EL 

Rosedale  EL 

Bolivar  Co  Distr  11  HS 

Ruleville  Central  EL-HS 

Ruleville  Public  JHS 

Long  Creek  EL-JHS 

Saltillo  EL-JHS-HS 

Sandersville  EL-JHS 

St ray horn  Att  EL-JHS 

Greenhill  EL 

Sardis  EL-JHS 

Satartia  EL-JHS 

Sam  Balkin  EL-JHS 

E.  Kemper  EL 

E.  Kemper  EL-JHS-HS 

Sebastapol  EL-JHS-HS 

Seminary  EL-JHS-HS 

Senatobia  Sep  EL-JHS-HS 

Shannon  EL-JHS-HS 

Mc Evans  EL 

Shaw  JHS-HS 

Broad  St  JHS-HS 

Shelby  EL 

Reed  EL-JHS 

Silver  Creek  EL-JHS 

Beulah  Williams  EL 

Sledge  EL-JHS 

Soso  EL-JHS 

Alexander  EL-JHS-HS 

Starkville  HS 

Starkville  Mdl  EL-JHS 

Overstreet  EL 

Henderson  JHS 

Sudduth  EL 

Emerson  EL 

Ward  EL 

State  Line  EL-JHS-HS 

Sturgis  EL-JHS-HS 

North  Pike  HS 

North  Pike  EL-JHS 

North  Pike  EL 

Sumner  EL 

West  District  EL 

West  District  JHS 

East  Sunflower  EL-JHS 

Taylorsville   EL-JHS-HS 

Hileston   EL-JHS 

Tchula    Att    Ctr    EL-JHS-HS 


*  Code    1    -    Schools   designated    for    both   National    Defense    and   National    Direct    Student    Loan    caiscel  let  loo    bene.MtT" 
Code    2    -    Schools   designated    for   National    Defense    Student    Loan   caacellat loo    benefits   only 
Code   3   -   Schools   deslgoated    for  National   Direct   Student   Loan  cancellation  benefit*  only 
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NOTICES 


For  National 
Location 
Terry 


List  of  Schools  Detemiined  to  have 
Defense  Student  Loan  and  Hational  Direct  St 
Code  •  School  Name 


Tie  Plant 
Tippo 

Tishomingo 
Trenton  t 
Tunica 

Tutwiler 
Tylertown 


Union 
Utica 

Vaiden 
I 

Vardaman 
Vaughan 
Verona 
Vicksburg 


3    Terry  JHS-HS 

3    Ferryman  EL 

3    Tie  Plant  EL 

1    Tippo  EL 

3   Tishomingo  EL-JHS-HS 

3    Tremont  EL-JHS-HS 
Rosa  Fort  EL-HS 
Tunica  JHS 
Hopson  Bayou  EL 
Tylertown  EL 
Salem  EL-JHS-HS 
D«xter  EL-JHS-HS 
Tylertown  JHS-HS 
Union  Pub  EL-JHS-HS 
Mixon  EL 
Hinds  Co  AHS  HS 
North  Vaiden  EL 
Vaiden  JHS-HS 
Vardaman  EL-JHS-HS 
Linwood  EL-JHS 
Verona  EL-JHS 
Kings  EL 
Jett  EL 

Vicksburg  Mdl  EL-JHS 
Bowmar  EL 
Cherrv  lL 
Grove  lL 

Vicksburg  HS     _ 
3    Halls  Ferry  EL 
3    Vicksb'^rg  JHS 


iUgh  Concentrations  of  Students  fro.  Low-Income  Families 

„.'nt  I^an  Cancel  i->t.^on  Benefits  for  th.  1976-7T  and  19TT-T8  School  Years 

~  Location  Code  »  School  Name ^==,..«__ 

Walls  EL-JH3 

Union  Center  EL-JHS 

Halnut  EL-JHS-HS 

Beat  Four  EL-JHS-HS 

Waynesboro  Central  EL 

Riverview  EL-JHS 

Webb- Swan  Lake  EL 

Weir  EL-JHS-HS 

Wesson  EL-JHS 

Copiah-Lincoln  AHS   HS 

Carmack  EL-JHS 

Cast  Side  EL 

West  Side  EL 

South  Side  EL 

Central  EL-JHS 

Wheeler  EL-JHS-HS 

Stone  EL 

Stone  EL-JHS 

Winona  EL 

Winona  JHS-HS 

Woodland  EL-JHS-HS 

Wilkinson  Co  Trn  EL-JHS-HS 

CecJar  Falls  EL-JHS 

Annie  Ellis  EL 

Main  St  EL 

Wool folk  EL 

Webster  st  EL 

Yazoo  JHS 


Walls 

3 

Walnut 

3 

1 

Waynesboro 

3 

1 

1 

Webb 

1 

Weir 

1 

Wesson 

3 

3 

West 

1 

West  Point 

3 

3 

3 

3 

Wheeler  .  . 

3 

Wiggins 

1 

3 

Winona 

1 

3 

Woodland 

1 

Woodville 

1 

Yazoo  City 

3 

1 

1 

1 

1 

1 

For  Hational 


List 
Defense  Stud 


;-ocatlrn 


^ode 


A' tc^ 
Ar,ile's;n 

Annapol is 

Aooieton  C' 

Bell  City 

Be  on  y  1 ' '  e 
3ri.se!ey 


of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 

ent  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-7T  and  1977-76  School  Years 

»  School  Naree Location Code  *  School  Name 

Bunceton 


1 
1 
1 

1 
2 
1 
1 

2 

2 
1 
1 
2 
1 
1 
1 
1 


Alton  J-5HS 
Anderson  EL 
Noel   £1 

Rockv   Comfort  EL 
Southwest  City  EL 
White  Rock  EL 
South    Iron   EL 
South   Iron  7-12 
Aopleton  City  EL 
Rockville  EL 
Robinson  3-8 
Ava    EL 
Ava  Middle 
Ht.   Zion  Bible  1-12 
Plalnview  EL 
Sakers'^ield   EL 
Bakersfield   7-12 
Bell   City  EL 
Bell   City  7-12 
Bel leview  EL 

Bernie  EL 

kelly   EL 

Sis-Tdrck  EL 

Training  School    'or 

Bradlevville  EL 

B^adie/y  1  He  "-12 

^one  Star   -L 

P1ne  El 

Msk   EL 

Oulin  EL 

Twin  Rivers  HS 

Lonq   Lane  EL 

D.    A.   Hal  lory  EL 


Bcvs 


Bunker 
Cabool 
Cadet 


Camden  ton 
Campbel 1 


Cape  Girardeau 

Cardwell 
Carl  Junction 

Carthage 

Caruthersville 


Cassvine 
Centervllle 
Chadwlck 
Charleston 


2 

1 

1 

1 

1 

2 

1 

1 

1 

2 

1 

1 

1 

2 

1 

2 

2 

2 

1 

1 

2 

1 

1 

1 

1 

2 

1 

1 

1 

2 

1 

1 

1 


Bunceton  EL 
Bunceton  7-12 
Bunker  EL 
Bunker  7-12 
Cabool  EL 
Cabool  7-12 
Bellefountaine  EL 
Cruise  EL 
St.  Joachim  1-8 
Camdenton  EL 
Campbel 1  EL 
St.  Teresa  1-8 
May  Green  EL 
Washington  EL 
Southland  HS 
Carl  Junction  EL 
Waco  EL 

Carthage  7-9 

St.  Ann  1-8 

Caruthersville  JHS 

Caruthersville  HS 

Lee  Rood  EL 

Pemiscot  R-III  EL 

Southside  EL 

Westslde  EL 

Cassvllle  EL 

Centervllle  EL 

Chadwick  EL 

Charleston  JHS 

Charleston  K 

Charleston  HS 

Hearnes  £L 

A.    0.    ^imoson   EL 


Code  1  - 
Code  2  - 
Code    5    - 


School,  deilgnated  for  both  Hatton.l  D«f«ni*  ind  N.-> 
School,  de.lgnated  for  lUtton.l  IXfen.e  Student  Loan 
School,    de.lgaated    for   Netlon.l    Direct    Stadeat    U>«-    • 


I  nee  ': 


direct   StiKlent    Lo«n   cancellation    benefits 
i . a  t loo   bene  f 1 " «    on  1 y 

■.iir',-.!-i   ben«fl'«    onlv 
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KISSQURI 


For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
Student  Loan  and  Hational  Direct  Student  Loan  Cancellation  Benefits  for 
Code  •   School  Name Location  .  __   _  _  Code 


Low-Income  Families 

the  1976-77  and  1977-7S  School  Years 


Chillicothe 

Clarksburg 

Clarkton 

Clearwater 

CI inton 

Conception  Junction 

Cooter 

Couch 

Craig 

Crane 

Crocker 
Crystal  City 
Cuba 
Deering 

DeSoto 

Dexter 
Dixon 

Doniphan 

Dora 

East  Prairie 


Edgar  Springs 

El  Dorado  Springs 

Ellsinore 


Eminence 
Essex 


Excelsior  Springs 
Exeter 

Fair  Play 
Falcon 
Fayette 
Ferguson 


Festus 
Fillmore 

Flat  River 

Fcrd I  and 


Fredericktown 
Gainesville 


Training  School  for  Girls 

Clarksburg  EL 

Clarkton  EL 

Clarkton  7-12 

Patterson  EL 

2  Piedmont  EL 

2  Southeast  EL 

2  Jefferson  EL 

1  Jefferson  7-12 

1  Cooter  EL 

1  Cooter  7-12 

1  Couch  EL 

1  Couch  7-12 

2  Craig  EL 

1  Craig  HS 

2  Crane  EL 

2  Crane  8-12 

1  Crocker  EL 

2  Crystal   City  EL 
2  Cuba  EL 

1  Delta  EL 

1  Delta   7-12 

2  Athena  EL 

2  OeSoto  EL    - 

1  Central   EL 

1  Dixon  EL 

1  Dixon  Middle- 

1  Doniphan  EL 

1  Doniphan  JHS 

1  Fairview  EL 

1  Dora  EL 

1  Dora  7-12 

1  R.  A.   Doyle  EL 

1  A.  J.   Martin  EL 

1  A.   L.   Webb  JHS 

1  Edgar  Springs  EL 

2  Central  EL 

1  East  Carter  HS 

1  E 1 1 s  i  nore  EL 

1  Grandin  EL 

1  Eminence  EL 

1  Eminence  7-12 

1  Richland  7-12 

1  South  Richland  EL 

1  West  Richland  EL 

1  Islev  EL 

1  Exeter  EL 

1  Exeter  8-12 

1  Fair  Play  EL 

1  Gasconade  1-8 

2  Fayette  Middle 

1  Airport  EL 

2  Berkeley  JHS 
1  Caroline  EL 

1  Dunbar  EL 

2  Frostfield  EL 

1  Holy  Ghost  K-8 

1  Kennedy  JHS      ' 

1  Kinloch  EL 

1  Kinloch  HS 

1  Our  Lady  of  Angels  K-3 

1  SRiith  EL 

2  Springdale  EL 
2  Festus  EL 

1  Fillmore  HS 

2  Central    EL 
2  East  EL 

2  FordlapC   i^ 

1  Fordlanc   8-12 

1  Fordlanc  '^onc  Camr   (Corrections) 

2  FredericKowr   Ll 
1  Mill    Creek  EL 

1  Gainesville  EL 

1  Gainesvi  He   ""-l  2 


liatewood 
Gideon 

Gilman  City 
Glenwood 
Golden  City 
Gorin 

Graham 
Grant  City 
Greenville 


Hannibal 
Haytl 

Hermitage 

Hoi  comb 

Hoi  lister 
Hume 

Hurley 

Iberia 
Independence 


Ironton 
James port 
Jameson 
Jefferson  City 


Jenkins 
Joplin 


School  Name 


Kansas  City 


1  liatewooo  tL 

1  Gideon  EL 

1  Gideon  7-12 

2  Gilman  City  JHS 

1  Glenwood  EL 

2  Golden  City  EL 
1  Gorin  EL 

1  Gorin  HS 

2  Skitinore  5-8 

1  Worth  Co.   R-III  EL 

1  Greenville  EL 

2  Greenville  7-12 

1  Williamsville  EL 

1  Central  4-6 

1  Eugene  Field  EL 

2  Hannibal  7-9 
1  Hayti  5-8 

1  Hayti  HS 

1  North  EL 

1  South  EL 

1  Hermitage  EL 

1  Hermitage  JHS 

1  Holconb  EL 

1  Holcomb  7-12 

1  Hoi  lister  HS 

1  Hume  EL 

2  Hume  7-12 

1  Hurley  EL 

2  Hurley  7-12 

1  Iberia  EL 

2  Chrisman  7-9 

2  Chrisman  10-12 

1  Noland  EL 

2  Fort  Osage  HS 
2  Fort  Osage  JHS 

1  Sibley  Ungraded 

2  Arcadia  Valley  EL 

2  Arcadia  Valley  7-12 

1  Tri -County  EL 

1  Tri  County  7-12 

1  Jameson  EL 

1  Jameson  7-12 

1  Intermediate  Reformatory 

2  Osage  Bend  EL 

1  State  Penitentiary 

1  Jenkins  EL  ^ 

2  Alcott  EL 

1  East  Central  Ungraded 

1  Jefferson  EL  ' 

1  Lincoln  Ungraded 

2  McAuley  Regional  HS 
1    Washington  EL 

1    West  Central  EL 

1    Allen  EL 

1    Ashland  EL 

1    Attucks  EL 

1    Askew  EL 

1    Bancroft  EL 

1    Bishop  Helming  Early  Childhood  Center 

1  Blenheim  EL 

2  Border  Star  EL 
1    Central  JHS 

1    Central  HS 

1    Chick  EL 

1    Clay  EL 

1    DeSalle  Education  Center  9-12 

1    Douglass  EL 

1    East  8-12 

1    Facon  EL 

1    C.  A.  Franklin  EL 

1    Graceland  EL 

1    Garrison  EL 

1         Greenwood  EL 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Stude 
Code  2  -  Schools  desigr«ted  for  National  Defense  Student  Lo.r  c.ncell.tton  bene 
Code   3    -    Schools    deslgoated    for  National   Direct    Student    Loan   cancellation    benef 


nt    Loan    csncrllarlon    benefit! 
fits    onlv 
its    only 
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NOTICES 


For  Kfctional  Def 


LocBttor 
Kansas  Ci t. 


MISSOURI 

List  of  Schools  Determined  to  have  High  Concentrations  of  Students  froB 
ense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for 
^"^^  »   Pch.^ol  Name , .      Location      Code — 


Low-Incoi»e  Families 
the  1976-TT  and  1977-T8  School  Years 
School 


Name 


Kennett 


Keytesville 
Knob  Lick 
Koshkonong 

Lathain 
Leadwood 


Lebanon 


Leopold 

Lesterville 
Licking 


"ol.-es  tL 
Karnes  EL 
Kensington  EL 
King  7-9 
Knotts  EL 
Kumpf  EL 
Ladd  EL 

Leeds-Dunbar  7 
Lincoln  JHS 
Lincoln  HS 
Linwood  EL 
Longan  EL 
Longfellow  EL 
Manchester  EL 
Manns  EL 
Manual  Annex  9 
Manual  HS 
Marlborough  EL 
Martin  EL 
McCoy 

Melcher  EL 
Maservey  EL 
Moore  EL 
NeUon  EL 
Nor-a"  1. 
2    Nor:"ea;t  10-12 
2    Northeast  7-9 
2    Nowlin  8-9         . 

Our  Lady  of  the  Americas  K-8 

Paseo  8-12 

Pershing  EL 

Pinkerton  EL 

Phillips  EL 

Richardson  EL 

Rollins  EL 

St.  Martin  de  Porres  1-8 

St.  Therese  <-8 

Scarritt  EL 

Seven  Oaks  EL 

Southeast  HS 

Southeast  JHS 

Stark  EL 

Switzer  EL 

Thacher  EL 

Troost  EL 

Mark  Twain  EL 

Washington  EL 

Weeks  EL 

Westport  8-12 

West  8-12 

Wheatley  EL 

Whittier  EL 

Willard  EL 

Woodland  EL 

Yates  EL 

Kennett  JHS 

Byron  Masterson  EL 

South  EL 

Keytesville  EL 

Knob  Lick  EL 

Oregon- Howell   EL 

Oregon-Kowel'    7-12 

Latham  EL 

Frankclay  EL 

Irondale  EL 

Leadwood  EL 

Hillcrest  EL 

Lebanon  7-9 

Mark  Twain  EL 

Leopold  EL 

Leopold  7-12 

Lesterville  EL 


Lowry  City 

Louisiana 
Lutesvllle 
Lutie 
Maiden 


Manes 

Marquand 

Marshall 

Marshfield 

Maryland  Heights 

Meadow  Heights 

Mercer 

Mexico 

Miller 

Moberly 


Mori  ey 

Morrisonville 
Mountain  Grove 

Mountain  View 


Nay lor 
Neelyville 


Neosho 
Nevada 

Newburg 

New  Franklin 
New  Madrid 


Niangua 

Norborne 

Normandy 


Norwood 

Osceola 
Otterville 
Pacific 
Perryville 


2  Deepwater  EL 

2  Lakeland  HS 

2  Meriwether  EL 

2  Lutesville  EL 

1  Lutie  EL 

1  Beckwith  EL 

1  Maiden  JHS 

1  Smith  EL 

1  Manes  EL 

2  Marquand-Zion  EL 

1  Center  Ungraded 

2  Marshfield  EL 
2  Pattonville  HS 

1  Patton  EL 

2  North  Mercer  EL 
2  Mexico  5-8 

2  East  Halltown  EL 

1  Rescue  EL 

2  Moberly  JHS 

1  North  Park  EL 

1  Training  Center  for  Men 

2  West  Park  EL 

1  Scott  Central  EL 

1  Scott  Central  8-12 

2  Marion  C.  Early  EL 

1  Mountain  Grove  EL 

2  Mountain  Grove  7-12 
1  Birch  Tree  EL 

1  Liberty  7-9 

1  Liberty  HS 

1  Mountain  View  EL 

1  Naylor  EL 

1  Naylor  7-12 

1  Coon  Island  EL 

1  Hillview  EL 

1  Neelyville  EL 

1  Neelyville  7-12 

1  Westview  C-6  EL 

2  Nevada  5-8 

2  Jefferson  EL 

1  Newburg  EL 

2  Newburg  7-12 

1  New  Franklin  EL 

1  Boekerton  4 

1  Conran  5-6 

1  Howardville  4-8 

1    Kewanee  5-6 

1    Lilbourn  EL 

1    Lilbourn  HS 

1    Main  Street  EL 

1  Marston  EL 

1    Matthews  EL 

1    Matthews  7-12 

1    New  Madrid  7-12 

1    Parma  EL 

1    Parma  7-12 

1    Portageville  EL 

1    Portageville  7-12 

1  Scott  Street  3-4 

2  Niangua  EL 
2    Norborne  EL 

1  Child  Center  of  Our  Lady  of  firace  1-12 
^    Garfield  EL 

2  Normandy  HS 
2    Normandy  JHS 
1    Pine  Lawn  EL 

1    St.  Paul  the  Apostle  K-8 

1  Norwood  EL 

2  Norwood  7-12 
2    Osceola  HS 

1  Otterville  HS 

2  Coleman  EL 

2         Perryville  EL 
1         St.  Joseph  1-8 


T:-;5^r-i^Tn;;771i7rr?;7F7cTcT^;;FT^T^^  Dtr.ct  student  I^.nc.nceU.tl.n  benefits 

cod.    2    -    Sch.ol,   de.tg..r.d    for   Naclon.l    IXfen,.    Stadeo.    Loan  "~«   i'^^^^.f      %   "t' 
Cod.    3    -    School,    d..li!n.ted    for   National    Dlrec-    =-t,der^    -o-.r    canc.U.tton   ben.fl..    o.,,. 


FH>e«AL   MOISTEI,   VOt.    4 J,    NO.    >0«— THURSDAY,    JUNE    2,    1977 


NOTICES 


2^^H:) 


For  national  Defense 
Location 


List  of  Schools  Determined  to  have  High 
Student  Loan  and  National  Direct  Student 
Code  •   School  Name ' 


Ml-S-SOIIR! 


Concentrations  of  Students  from  Low-Incone  FaBilies 
Loan  Cancellation  Benefits  for  the  1976-TT  and  1977-78  School  Years 

Location Code  *  School  Name 


Pierce  City 
Poplar  Bluff 


Potosi 


Prairie  Home 
Ravanna 

Raymondvi ''.  1  e 
Ree<!  Spring 
Rich  Hill 
Richland 

Richmond 

Richwoods 

Risco 

Roscoe 

Rueter 

St.  Charles 


St.  Elizabeth 
Ste.  Genevieve 
St.  James 
St.  Joseph 


St.  Louis 


1 

1 

1 

2 

2 

1 

1 

1 

1 

1 

1 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

2 

2 

2 

1 

1 

2 

2 


2 

2 

2 

1 

1 

1 

2 

2 

2 

1 

1 

2 

2 

1 

1 

1 

1 

1 

2 

1 

1 

2 

1 

1 

1 

9 

1 

1 

1 

1 

1 

1 

2 

1 

1 

2 

1 

1 

1 


St.  Mary  1-8 

Eugene  Field  EL  *■ 

Kinyon  EL 

Poplar  Bluff  HS 

Poplar  Bluff  JHS 

Poplar  Bluff  Youth  Center 

J.  M.  Smith  EL 

Mark  Twain  EL 

Wheatley  EL 

Williamson-Kennedy  EL 

Mineral  Point  EL 

Pctosi  EL 

Potosi  Middle 

S h i r 1 ey  EL 

Prairie  Home  EL 

Ravanna  EL 

Ravmondville  EL 

Reeds    Spring  EL 

Poplar  EL 

Richland  EL 

Richland  HS 

Richmond  8-12 

Richwoods  EL 

Risco  EL 

Roscoe  EL 

Mark  Twain  EL 

Central  EL 

Hardin  7-9 

C.  F.  Holler.beck  JHS 

McKinley  EL 

St.  Elizabeth  EL 

St.  Elizabeth  7-12 

Ste.  Genevieve  EL 

St.  Marys  EL 

Boys  Town  of  Missouri 

St.  James  EL 

Central  K   9-12 

Edison  EL 

Everett  EL 

Horace  Mann  K-7-8 

Humboldt  EL 

Lafayette  k  9-12 

Lake  Contrary  EL 

Lindbergh  EL 

Neely  EL 

McKinley  EL 

Parkway  EL 

Robidoux  K  7-8 

Webster  EL 

Adams  EL 

Ames  EL 

Arlington  EL 

Ashland  &  Branch  EL 

Baden  EL 

Banneker  EL 

Bates  EL 

Beaumont  HS 

re.'iton  EL 

■^irhrp  "■'eal' 

=1air  EL 

Bio-  Middle 

•^r^'a-  HiT"   EL 

Carr  Lane  EL 


St.  Lcus 


C-n'.) 


K  8 


Carv°r 


"^L 


Central  HS 

Centr'l   Catholic  roTT»jnit>' 

Central   Cit^'  L'jt"-eran  K  8 

Charless  :L 

Chaute^u  "L 

Clar^  &  Branches  EL 

Clay  tL 

Clinton  &  Branch  FL 

Cole  EL 

'olurb-a   "'l 


K-8 


Coro''.oi  Heichts   "a.hrlic  <-" 

Ceo'-.  4  Dranch  EL 

Cupples  EL 

Dcz-ier  EL 

Dunbar  S  Rranch  :.L 

Eliot  GrouD  EL 

Em»rsoP  EL 

Euclid  '"■reu"  EL 

Field  A  Branch  EL 

Ford  &  Branch  FL 

Franklin  EL 

Fremont  EL 

Frorbel   EL 

'^arfieid  EL 

(^rant  EL 

Rundlac*-  EL 

Hariltcn  t  Brarches  EL 

Harrison  EL 

HerpsteaH  &  5ranch  EL 

Henry  EL 

HerzoQ  &  Branch  FL 

Mickey  EL 

Hodgon  EL 

Koly  Guardian  'ngels 

Hff/'ard  '.  Brar.ch  EL 

Humboldt  EL 

Jac':son  FL 

•lefferson  Group  EL 

Laclede  EL  -~ 

La^avette  EL 

La^gstcn  'L 

\  exingto"  EL 

Lexinotm  ?.?.\   "-8 

L'Ouverture  EL 

Lowell   EL 

Madison  EL 

Markus  Lutheran  K-8 

Marauette  EL 

McKinley  HS 

Mitchell   &  Branch  EL 

Most  Holy  Name  K-8 

Most  Holy  Rosarv  K-8 

Mullanohy  EL 

Northwest  HS 

Our  Lady  of  Perpetual   Helo  K-8 

Peabody  EL 

Riddick  EL 

Rock  Spring  EL 

Roosevelt  HS 

St.   Francis  Xavier  K-8 

St.  Joseph  Croatian  K-8 

St.  Mark  1-8 

St.   Nicholas  K-8 

St.  Paul's  Lutheran  K-8 

St.  Trinitv  Lutheran  1-8 

Scullen  EL 

Shenandoah  EL 

Sheohard  EL 

Sherman  &  Branches  EL 

Siael  EL 

Soidan  HS 

Stevens  EL 

Stix  EL 

Stowe  EL 

Simmer  HS 

Trinity  Lutheran  K-3 

Turner  Middle  K-8 

Hark  Twain  &  Branch  EL 

Vashon  HS 

Walbridge  EL 

Walnut  Park  &  Branch  EL 

Webster  EL 

Williams  &  Branches  EL 


♦  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loa.i  cancellation  t>«n.flta 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 

/ 
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NOTICES 


iiii: 


For  National  Defense 


Locatior; 


List  of  Schools  Determined  to  have  Higr.  Jo.-.ce! 
Student  Loan  and  National  DlVect  Student  Loan 
School  Nanc ' 


Code 


itrations  of  Students  froa 

Cancellation  Benefits  for 

Location Code  * 


Low-IncoBe  Faallies 

the  1976-77   and   197""-7S  School   Years 
School   Name 


.)' 


Salem 

Schell  City 
Sedalia 

Senath 


Seneca 

Seymur 

Shelbina 
Sikeston 


4  J 


Skyline 
Springfield 


Steele 


Steelvllle 

Stoutland 

Suflmersville 

Thayer 

Thornfield 

Tipton 

Tuscumbia 

Union 

Unionville 

University  City 

Urbana 


Van  Buren 
Versailles 


1 
1 
1 
2 
1 
2 
2 
1 
2 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
2 
2 
1 
1 
1 


Wytnan  EL 

Yeatjnan  EL 

Zion  Lutheran  K-8 

3ent-Phe1os   EL 

Sdlen  E. 

Schell  City  EL 

Schell  City  7-12 

Jefferson  EL 

Sedalia   JHS 

Wash! nq ton   EL 

Senath  EL 

Senat"   5-3 

Senatr,  hS 

Seneca    El 

Sevmou''   EL 

SeyTTOur  JHS 

Clarence  EL 

Lee  Hunter  EL 

Matthews   EL 

Morehouse  EL 

Sikeston  Middle 

Sikeston  k 

Sikeston  8-9 

Sikeston  riS 

Southeast  EL 

Southwest  EL 

Skyline  EL 

Berry   EL 

3";sett   E. 

Bowermar   LL 

Bcvi    E. 

Cenfal   hS 

Fairbanks   EL 

P<3kin   JHS 

Reed   Sf'^^ 

Robberson  EL 

Study   EL 

study   JHS 

Te'ft   EL 

«<eayer  EL 

Williains   EL 

Central    EL 

East   5-6 

Steele  7-12 

Steelvll le  EL 

Stoutland  EL 

Sunmersy  1 1  le  EL 

Thayer  EL 

Thornfield  EL 

Correctional  Center  for  Women 

Tuscumbia  EL 

Holy  Family  1-8 

Unionville  £L 

Hanley  8-9 

Skyline  EL 

Skyline  7-12 

Tunas  EL 

Fremont  6-8  EL 

Van  Buren  EL 

Morgan  Co.   R-II   EL 


,  iburnum 


Vienna 
Walker 


Warden 


Warsaw 
Washburn 

Waynesvllle 


Weaubleau 
Webster  Groves 


Webb  City 
Uellston 


\ 


Wentzville 
Westphalia 


West  Plains 


Wheatland 

Wheaton 

Willard 
Willow  Springs 

Winona 

Winston 

Zalma      ^ 


Boss  EL 

Cherryville  EL 

Viburnum  JHS 

West  End  EL 

Visitation  1-8 

Walker  EL 

Walker  HS 

Walker  JHS 

Concord  EL 

Pascola  EL 

Peach  Orchard  EL 

North  Pemiscot  6-8 

North  Pemiscot  HS 

Ross  Central  EL 

Warden  K 

South  EL 

Southwest  7-12 

Southwest  EL 

East  EL 

Partridge  EL 

Williams  EL 

Weaubleau  EL 

Edqewood  Children's  Center  Ungraded 

Methodist  Children's  Service  7-10 

Webster  EL 

Central   EL 

Halter  HS 

Soensmar  EL 

Wellston  Middle 

Wentzville  EL 

Arcyle  CL 

lloiy  Family  1-C 

Imnaculate  C-nce-tio'  1-8 

:;eta  EL 

'  est'^halia  EL 

Carmical  EL 

Central  EL 

Fair  View  EL 

Foster  EL 

Howen  Valley  EL 

Junction  Hill  EL 

Reese  EL 

South  Fork  EL 

West  Plains  7-9 

Wheatland  EL 

Wheatland  7-12 

Uheaton  EL 

Wheaton  8-12 

"Ichols  EL 

Ridgeview  EL 

Willow  Snrinos  EL 

Willow  Sprir.gs  J''S 

''Inora  FL 

Winona  8-12 

Winston  K-12 

Zalma  EL 

Zalma  7-12 


-cod.    1    -    School,    de.tgnated    for   both   Narton.l    Def.n.*  «^  ll.tlon«l   D   r«ct   Stud.»     I^«o    c.nceTUtloo   ben.fit. 
Code    2    -    School.   d..tgn*ted    for   Matlon.l    D«fen.«    Studerr   Loan   c.nc.ll.tloo   b.nefit.    only 
Co<U    3    -    Schools    d..lgn*t«d    for  National    Direct    Student    Lo.r,    cnc.U.tion    ^,«f!t,    onlv 
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JBCML 


For  latioDJd   Defena 


Location 
Anaconda 

Aria* 
Aahla^ 


BaM 

BaK«r 


Big  Tlabar 
Billings 


List  of  School*  D«t«rmined  to   haT«  High  Coocantrationa   of 
e  Student  Loan  and  latiopal  Direct  Student  Loan  Capcellatiop 
Code  *     Schoca  tamm location 


Student!    froB   Lov-Idcomc   FaMillea 
Beoefita   for  tlx   ISlff-Tl   aad   I9T7-T8 


Box  lldar 

Brldger 
Broad ua 

Brocfctoa 
Browning 


Butte 


Charlo 
Chinook 

Choceau 

Circle 


Clancy 
Colatrip 
Colwbia  Fall. 

Coliabua 
Conrad 


Anacoada  R3 
Anaconda  JBS 
Bryan  EL 
M.i.  nrr"  n,   ■ 

Lincoln  CL 

Arlea  EL 

Arlea  HS 

Aahlaad  EL 

St.  Labra  Mlatloa  EL 

St.  Lakre  Hlsaioo  BS 

Bab6  n. 

Lincoln  EL 

Loagfallcw  EL 

Bakar  7-8  Hlddla 

Bakar  BS 

Big  Tliabar  EL 

Saaat  Craaa   CO  BS 

Broadvacar   EL 

Garfield  CL 

McK.lale7  EL 

■orth  Para  n. 

Orchard   EL 

Taft   EL 

HaahingtoB  CL 

■airaaa   Settool   CL 

Poodaroaa  EL    ' 

Bear tooth  EL 

Lnckvood  EL 

Tellovitoaa  Boy*   lanch 

Box   Elder   EL 

Bqx  Elder  BS 

Brldger  EL 

Broadua'EL 

Povdar   Elver   Co   BS 

Barbara  CilUgan 

K.V.    Bergaa  EL 

Brovning  EL 

Starr  EL 

Croff  Wren  CL 
Vina  Chattln  EL 

BrewBlng  JBS 

Browning   BS 

Lincoln  CL 

LocgfcUow   EL 
Kadiaon  CL 

HcKlaaly   EL 

Monroe   CL 

Haahlngton  CL 

Wabaeer  Garfield    EL 

Kennedy   CL 

Blaine   EL 

Sbenaan  EL 

Wcic   JHS 

Eaat   JHS 

Butte   BS 

Butte   Central    '12 

Charlo   EL 

Charlo  BS 

Kaattida    EL 

Meadow  lark    CL 

Chinook   BS 

C3>oteau   EL 

Choteau  US 

Redwater   EL 

Bo  Peep   EL 

Circle   HS 

Clancy   EL 

Colstrlp  HS 

Coli»bi*  Fall.    EL 

Hungry   Horse    EL 

Coli^>u.    fL 

Prairie  View  EL 

Conrad  View  EL 

Meadowlark  EL 

Conrad  BS 


Darter 
Daer   Lodge 


MUon 


Eu»l*j 

Pairrlow 
Plorenca 
Porayth 
Port   Bentoa 


Clasi 


Clendive 
Greet   P«U. 


Code    *     ^School 


SctKicI   Teari 


Iton 


Hardin 


HarlM 


HarlowtoD 

Havre 


Hay. 

Heart   Butte 
Htleoa 


Hot    Spring. 

Jackson 

Kallspell 


Laurel 


DarV  tL 

Daer  Lodgs  Kiddle 

O.D.    Sycer   EL 

CracrrlUa   Stoart 

Mary   Innes  <L 

Parkrlaw   EL 

Park-rlaw  Bortfa   EL 

Hadlaon  Valley   Coo.    CL 

Eoraka  EL 

Palrrlaw  EL 

Floraaea- Carl  ton    EL 

Forrytk   EL 

Port  Beaton   EL 

Port  Benton  Middle 

Pgrt  Benton  BS 

Southalde   EL 

■orth   Scar   EL 

Glasgow  JBS 

ClaagiMr  BS 

Daraon  Comty   HE 

tesraon  EL 

Praaklln  EL 

Longfellow   KL 

IfcClnley   EL 

lusaaU   EL 

Sunnyalde   EL 

Valley  View   KL 

Whittier   EL 

CoUloa   EL 

Great   Pall.   HS 

Paris   Gibson   JBS 

West   JBS 

C    M.    Bnaaell    BS 

lorCh   JBS 

Jefferson   EL 

VaahlngtoD    EL 

Grantsdal*    EL 

MestTlaw  Middl. 

Daly   CL 

H*Bllton   BS 

Bardln  Primary   CL 

Bardln   Interaedlst*    CL 

Crow  Agency   EL 

Hardin  Mlddl* 

Bardln  9 

BarlM   CL 

HarlM   BS 

Hi  Here,  t    CL 

Llncoln-Mdinley    EL 

Havre   Middle 

Havre  HS 

Hays   EL 

Hay. -Lodge    Pole    HS 

Heart   Butte    r.- 

Jefferson   EL 

Broadwater   EL 

Bryant   EL 

Lincoln    EL 

.Jk^.slter    KL  \ 

Helena   JHS 

Helena  H£ 

IjDuntalo   View   Schcx- ! 

Hot    Spring.    EL 

tot    Spring.   HS 

Jackaon   EL 
El rod    EL 

Lilian   Peter. oc    KL 
kallspell    JHS 
kallspell    HS 
West    BvergreeD    tL 
East    Evergreen    El. 
Upper    Evergreen    E- 
Fred  W.    Graff    EL 
South    E. 


( 


for  Glrli 


*  Code  1  -  Schools  datlgnatad  for  both  latloaal  Defense  imd  aatlooal  Direct  Student  Loan  cancallstloc  becMflt. 
Coda  2  -  School*  daalgoated  for  latloaal  Defanae  Student  Loan  cancellation  baaaflts  only 
Coda  3  -  Schools  designated  for  fatloaal  DlracC  Stadaat  Loaa  cancellation  benefits  only 
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NOTICES 


List  of  Schools  Determined  to  have 
For  National  Defense  Student  Loan  and  national  Direct  St 


HflWTAKA 


High  Concentrations  of  Students  from 
udent  Loan  Cancellation  Benefits  for 


Lov-IncoBP  FajniHes 

the  1976-77  and  19T7-T6  School  Tears 


Location 


L«ur»l  (con't') 


Lewlstown 


Code  *  School  Hame 


Location 


Code  •  School  Kane 


Livingston 

Lodge 

Grass 

Lodge 

Pole 

t^olo 

-a;  ta 

Ml  les 

City 

MI ssoul a 


Pb.i  1  Ipsburg 
Plain* 

p  1  t-n  t  wood 

Pol 9on 

Pryor 


West  EL 

Laurel  J!tS 

Laurel  HS 

Lincoln  r^L 

Highland  Park;  EL 

Lewis  i  Clar"'  EL 

Garfield  EL 

I^ewlscown  Middle 

East  Side  EL 

LlvlngsCon   Middle 

Pari'    Senior    HS 

U)dge   Grass    EL 

Lodge  Grass  HS 

Lodge  Pole  EL 

Lolo  EL 

Malta  EL 

Malta  HS 

Lincoln  EL 

Washington  £L 

Jefferson  EL 

Miles  City  JHS 

Custer  CO.  HS 

Pine    Hills    School    for    Boy3 

Central    EL 

Eraofclln  EL 

Lowell    EL 

Whlttler    EL 

WUlard    EL 

Jefferson   EL 

Hellgate    EL 

Target    Range    EL 

Hellgate   RS 

Nashua    EL 

Hashua  HS 

Phlllpsburg   EL 

Plains    EL 

Plains   HS 

Plentyvood    EL 

Plentywood   HS 

Cherry  Valley    EL 

Linderman    EL 

Poison   Middle 

Poison    HS 

Pryor   EL 

Plenty   Coups 


Roaan               1 

•  Pablo  EL 
Ronan  EL 
Rooan  Middle 

1 

SDoan  RS 

Koundup             1 
Scobey              1 
Sheridan           1 
Sidney              1 

Central  EL 
Scobey  EL 
Sheridan  EL 
Sidnev  HS 

St.  Ignatius        1 

St.  Ignatius  EL 
St.  Ignatius  HS 

St.  Xavier         ] 
Stevensvllle        1 

St.  Xavier  Mission  EL 
Stevensvllle  EL 
Stevensvllle  HS 

• 

Valler           .  1 

Cecelia  Hazel  too  EL 
Broadwater  CO  HS 
Valler  EI. 
Valler  HS 

Whiteflsh          1 

L.A.  Muldown  EL 
Cential  Middle 
L     Whiteflsh  JUS 

White  Sulphur 

Springs 
Wibaux 
Wolf  Point 

I     Whiteflsh  HS 

'White  Sulphur  Springs  EL 
White  Sulphur  Springs  HS 
L     Wibaux  EL 

South  Side  EL 
L     Horth  Side  EL         '  ' 
I     Wolf  Point  Middle 

Vorden 

I     Wolf  Point  HS 
L      Huntley  Project  EL 
I            Huntley  Project  JHS 
t             Hv'.ntlev  Project  HS 

y 

For  Bltiail*!   Defertse 


:,ist    of   Schools    Determined    to    hav 
Dtudent    Loan    ajd    National    Direct 


Location 


Code  •   School  Same 


NEBRASKA 

e   High  Concentrations  of  Students    fro«  Low-Incosie   Families 
Student    Loan  Cancellation  Benefits   for  the   1976-77   and   1977-78  School   Kears 
Location Code   *     School  Hasie 


Adaaa 


Ailen 
All  lance 


Aaherst 

Anslev 

Arspahoe 

Arnold 

Ashland 

Auburn 


2  Kiama   Public  t-12 

2  Alblou  Public  1-12 

1  Petersburg 

2  St.   Michaels      El. 

1  St.    John's 

2  Allen   Public    IC-L2 
2  Alliance  JTBS 

2  Alllanca   SBS 

2  Central   Elea. 

2  bersoo  Elem. 

2  Crandvlew  Elesi. 

2  AaOierst  Public  1-12 

2  Ansley  Public  1-12 

2  Arspahoe  Public  t-12 

2  Arnold  Public  1-12 

2  Ashland  Klaa. 

2  Greenwood  Elaa. 

2  Auburn  SHS 

2  Calvert  Elea. 

r  Sheridan  Elea. 

I  Peru  Elea. 

1  Middle   School 


Aurora 

Ba  me  « t  on 

aartlett 


Basset  t 

Bavard 


&€a  trice 


Beaver    '^iry 

Beewr 

Benkelaan 

Bertrsnd 
Big   Springs 
Blair 


~2  Aurora  JHii 

2  South   Elen.    3-6 

2  Bameston  Consolidated   K-12 

2  Bartlett    J-SHS 

2  Center    #20   Elea. 

2  Centsr    #25   Elea. 

2  Center   #33   Elea.  ■ 

2  Basoett    Crsde 

1  Bayard    Elea. 

2  Bayard   High 

2  Alexanderla      4-6 

2  B«atrlce   JHS 

2  Cedar   Elea. 

2  Lincoln   Elea. 

2  Paddock   Lane    Elea. 

2  Stoddard    Elea. 

2  Beaver   City   Public   t-U 

2  Seeaer   Public    K-l    2 

2  Benkelaan   Elea. 

2  Benkelaan  High 

2  Bertrand   Coar»mity  K-12 

2  Big   Springs   Public   K-12 

2  >*orth   Elea. 


•  Code  I  -  Schools  designeccd  for  both  Hat 
Code  2  -  Schools  4eslsaate4  for  Raclooel 
Code   }   -   Schools   designated   for  aatlooel 


looal    Defense   and   national    Direct    Student    Loan   caacellatioa   benefits 
Defense   Student   Loen   caaceUscloe    beoeftc*   ooly 
Mrect    Stodent   Loan   cancellstlpo   benefits   only 
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For  national  Defense 


Location 


List    of   Schools   Determined   to   have   High 
Student   Loan   and   Hational   Direct   Student 
Code   •     School   laae 


Concentrations    of   Students    froa 
LoeiB  Cancellation  Benefits   for 


Location 


Lov-Incas»e  Faaiiies 

the  197^77  and  1977-78  School  Years 


Code  *   School  Kane 


Blooafleld 

Blue  Hill 
Bradahcv 
Brady 
kralnard 


Bridgeport 
Broken  Bow 


Brule 
Bumell 

Butte 
Byroa 
Cairo 


CallaMsy 
Caabrldga 
Ceapbell 
Cedar  Bluffs 
Cedar  Rapids 
Central  City 


Chadron 


Chaabers 

Chat— n 

Chappcll 

Clarke 

Clarkaon 

Clea  mater 

Cody 

Coleridge 

Coluabua 

Cozed 


Cravford 

Creighton 

Crete 


Crofton 
Culberteon 
Dalton 
David  City 
Dawson 

Daykln 

Decatur 

Deshler 

Dlller 

Dlz 

Dodge 

Dunning 


Edgard 
Elbe 
Elgin 
Elk  Creek 


2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

1 

1 

1 

2 

2 

2 

2 

1 
■  2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

1 

1 

2 

1 

2 

2 

2 


Bloo^leld  Elea. 

Bloo^leU  J -SBS 

Bloa  liU  Public  K-12 

Bradsha*  Pnkllc  K-12 

Brady  Pnkllc  X-U 
(Braiaard)   Baat  Botler  Elea. 
Clralaazd)  bat  Batler  High 
CDwlght)    «■«  iM^ler  Elea. 

Brldaaport  Pxikllc  K-12 

Brokea  Bo*  JBS 

Coeter  Ilea. 

lorth  Park  Elea. 

Brule  Public  K-U 


BuTvall  J-SHS 
Butte  Public  K-12 
Byroa  Public  K-12 
Centura  Weet  (Boelus)  5-6 
Centura  South  (Cairo)  K,l,2 
Centura  Baat  (Daaoebrog)  1,3,4 
Centura  J-SB8 
Callaway  Public  K-U 
Caabrldge  Public  K-12 
Cas^ball  Public  K-12 
Cedar  Bluffs  Public  K-12 
Cedar  laplds  Public  K-U 
Archer  Elea. 

Central  City  JHS 
Borth  Werd  Elea. 

South  Ward  Elea. 

ChadroD  Middle 

Chadron  High 

East  Ward  Klaa. 

KeoMood  Klaa. 

Chabera  Public  K-12 

Cbafsan  Public  K-U 

Cbappell  Public  K-U 

Clarka  Public  K-12 

Clarkaon  Public  K-12 

Clearwater  Public  K-12 

Cody-Kllgore  Xlea. 

Cody-Kllgore  High 

Coleridge  Coaaonity  K-12 

Wllllaaa  Klea. 

Central  Elea. 

Cored  JHS 

Cosed  SBS 

East  Uaa. 

Bortb  Klea. 

Cfawford  City  K-U 

CrelgbtoD  Coaaunity  K-12 

Crete  JBS 


Sprague-Martell 

Crofton  Public  K-12 

Culberteon  Public  K-12 

Daltoo  Public  K-12 

Orrld   City  Public  K-12 
CDcwaon)  Dcwwoo-Verdon  High 
(Verdon)  Deweon-Verdon  Ele*. 

Deykln  Public  K-12 

Decatur  Public  t-l2 

Deehler  Public  K-12 

Dlller  Public  K-12 

Dls  Kla«. 

Dodge  Public  K-12 

Brewater  Klea. 

Donning  Secondary 

lelaey  Klaa. 

Bdgard 

Klba  Public  K-12 

Elgin  Ilea. 

nk  Craek  Public  K-U 
St.  Peter's 


Elkbom 
Elaaood 
teersoa 


Bust is 

Bring 

Bxeter 

Talrbury 


Fairaoot 

Pali  City 


Pai 

FarweU 

Filley 

Ft .  Calhoun 

Pranklis 

Freacmt 

Fullerton 


Genoa 
Caring 


Gibbon 

Glenvil 

Gordon 

Gothenburg 
Grand  Island 

Greeley 
Cuids  Rock 
Gurley 
BarrisoD 

Bartington 

Barrard 

Hastings 


Hay  Springs 

Hayca  Center 

Bebroo 

Haalngford 

Berabey 

Boldrege 


Hoaer 

BoopcT 

Bowells 

Biaiboldt 

Buaphrey 

laperlal 

Indlanola 


Johnson 
Juanlata 


2  Skyline  Elea. 

2  Kl^sood   Publlx    l-i: 

2  taereoa   Elsa. 

2  Raerson-Bubbard   J-SHS 

2  Babbard      Elaa 

2  Bnatls 

1  Brlag  Public  K-12 

2  Kaater  PiAlic  K-12 
2  Central  Elea. 

2  Central  SBS 

2  laat  Klaa. 

2  Pairbury  JBS 

2  Park  Klaa. 

2  West  Elsa. 

2  Falraoot  Public  1-12 

2  Fall  City  JBS 

2  Fall  City  SHS 

2  South  Klaa. 

2  Bortb  Elea. 

2  Famaa  Public  K-li 

1  Farwell  Public  1-12 

2  Filley 

2  Ft.  Calhoun  Klea.  l~i 

2  Ft.  CalhouB  SHS  5,6 

2  Franklin  Public  1-12 

2  Weahlngtoo  Elea. 

2  Belgrade  Elea. 

2  Fullerton  City  1-12 

2  Genoe  Public  I- 12 

1  Gering  Central  Elea. 

2  Cerlng  JBS 

2  Lincoln   Elea. 

2  IfcKinley   Elea. 

2  Bftrthfield   Elea. 

2  Gibbon  Public    1-12 

2  Glenvil    Elea. 

2  Glenvil    J-SHS 

2  Gordon   Public      1-12 

2  Gordon  High 

2  Gothenburg  Public  1-12 

2  Howard  Ilea. 

2  Lincoln  Elea. 

2  Greeley  Public  1-12 

2  Guide  Rock  Public 

2  Gurley  Elea. 

2  Sioux   County   High 

2  Harrieoo   Grade 

1  Bartington  Public  K-U 

2  Harvard  Public  1-12 
2  Alcott  Elea. 

2  Lincoln  Elea. 

2  Horton  Public 

2  Bay  Springs  Public  r-12 

2  Hayes  Center  Public  t-ll 

2  Hebron  Public  1-12 

2  HesOngofrd  Public  K-12 

2  Bershey  Public  K-12 

2  Franklin  Elea. 

2  Boldrege  JHS 

2  Ll^ln   Elea. 

2  Roosevelt    Elea. 

2  Weahlngtoo  Elea. 

2  Boasr   Coaeunlfv    K-12 

2  Hooper   Elea. 

2  Bowells   Public   1-12 

2  B>^>oldt   Public 

1  Hisaphrcy  Public  K-12 

2  laperlal  Crad* 
2  Indlanola  K-6 

2  Republican  Valley  High 

2  In^  Public  K-12 

2  Johnson -Brock  5-i 

2  Juanlata  Public 


•  Code 
Code 
Co4e 


1  -  Schools  designated  for  both  Ketional  Defeaee  end  Bational  Direct  Studeat  Loan  c 

2  -  Schools  designated  for  Hatloaal  Defense  Stodeat  Loea  ceacellatlon  benefits  ooly 


ancaHatioe  benefits 


Schools  designated  for  latloael  Direct  Student  Loaa  caacellatioa  benefits  oely 
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NOTICES 


For  National  Defense 


List   of  Schools   Determined    to    h. 
Student   Loan  and  national   Direc 


JlLSfiASiA    

Hiiih    Jonje.-.lratibns   of  Students   from  Low-Income    f  ajni . 


Location 


Code  •   School  Naae 


t  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
Location    '     Code  *  School  Waae        


Kearaey 


Klaball 

Laurel 
Lawrep.ce 
L  e  b  d  n  J  r. 
Lewe 1 len 
Lewlston 
Let Ingt jn 

Liberty 
Lincoln 


Litchfield 

Lodge po  le 
Loo«l  9 
Lou  tsv  1 1  le 
Loup    Cilv 


Lynch 
Lyons 
.>Ucy 

Harquet  ce 
Har>*ood 

McCook 


^te«d 


NilUrd 
Hinacari 

Kltch«ll 


1  Bryant  Eleo. 

2  Central  Elen. 
2  Emerson  Ele«. 

;  Kearney  Jr.  High 

;  Kenwood  Elen. 

;  Park  Elea. 

:  Kimball  West  Elem. 

2  Middle  6-8 

;  Laurel    Public    K-12 

2  Lawrence      Public 

2  Beaver    Valley    Public    K-12 

2  Lewe  Hen   High 

2  Lewlston  Public  K-L2 

2  Morton  Elem. 

2  Lexington  Jr.  High 

:  Liberty   1-6  ' 

r  Arnold  Elea. 

2  Belmont  Elea. 

2  Bethany  Elea. 

2  Blessed  Sacrament   K-8 

1  Clinton  El em. 

;  Dawes  JHS 

1  Elliott  Elen. 

2  Everett  JHS 

2  Goo<^rich  JHS 

1  Hartley    Elem. 

2  Havelock.   Elem. 

2  Hawthorne   Elem. 

2  Huntington    Elem. 

2  Lakeview   Elem. 

2  Lincoln    High    School 

2  McPhee    Elem. 

2  Norwood  Park  Elem. 

1  Park  Elea. 

2  Prescott  Elem. 
2  Randolph  Elem. 

2  Sacred  Heart  K-6 

1  St.  Mary's  K-8 

2  Saratoga  Elea. 

2  West  Lincoln  Elea. 

1  Whittier  K-6 

1  Litchfield  Elea. 

2  Litchfield  Secondary 
2  Lodgepole  Public 

2  Locals  Public  K-12 

2  Louisville  Public  K-12 

1  Ashcon  Elea. 

I  Loup  City  Ilea. 

I  Loup  City  High 

1  Loup  City  Kiddle 

1  Lyaan  Elea. 

L  Lyaan  Secondary 

2  Lynch  Public  K-12 
2  Lyona  PUbllc  K-12 

1  Kacy  Public  K-12 

2  Karquccce      Public 
2  Haywood   Elea. 

2  Haywood   J-SHS 

2  Maxwmll    Public    K-12 

2  Central   Elea. 

2  East   naa. 

2  Horth   Elea. 

2  West    Elaa. 

2  Head   Public   K-12 

2  Anaelao-Meraa   High 

2  Anaelao-Hcma  Ela. 

2  Herna  Elaa. 

2  Cody   Elaa. 

2  Central   Elaa. 

2  Hlnatar*   Elaa. 

2  Hlnatarfe  Sacoodary 

2  Hltcbcll   Elaa. 

2  Hltcball   Sacoodary 

J S"«yi"— r  K-1? 


Monroe 
Morrill 

Murdock 
Naper 
Nebraska  City 


Nehawka 
Neligh 
Nelaon 
Heaaha  Valley 

Newcastle 
Newaar.  Grove 

Niobrara 
Norfolk 


north  Bend 
Horth  Platte 


Oakland 


Ohiowa 
Oaaha 


2 
2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 
1 
2 
2 
1 
2 
1 
2 
2 
1 
2 
2 
1 
1 
2 
1 
2 

♦2 


1 
2 
1 
1 
1 
2 
1 
2 


*  Co4«  1  -  Schools  daalgnacad  for  both  Bac 
Co4a  2  -  Schools  4aalgnatad  for  aatloaal 
1  -  Schools  daalgaatad  for  latleaal 


Monroe  Public  K-L2 

Morrill  Elem. 

Morrill  Secondary 

Murdock  Consolidated 

Maper  Public  K-12 

Fourteenth  Street 

Sebraska  City  JHS 

Nebraska  City  SHS 

Scrthside  Elem.  • 

Second  Ave.  Elem. 

Sixth  Street  Elea. 

Union  Elem. 

Nehawka  Consolidated 

Seltgh  Public 

Nelson   Public  K-12 
Cook   7-12 

Talmage  K-6 
Newcastle  Public  K-12 
Newman  Grove  K~12 
Platte  Co.  Dlst  29 
Niobrara  Public  K-12 
Grant  Elem. 
Jefferson  Elea. 
Lincoln  El^. 
Monroe  Elea. 
Northern  Hills  Elea. 
Washington  Elea. 
Wescslde  Elem. 
North  Bend  Grade 
Horth  Bend  J-SHS 
Buffalo  Elea. 
Cleveland  Elea. 
Cody  Elea. 
Jefferson  Elem. 
Lincoln  Elea. 
Madison  JHS 
Horth  Platte  SHS 
Roosevelt  Elea. 
Washington  Elea. 

raig  Elea. 
Craig  JHS 
Oakland  Elea. 

Aakland  High 

Jhlowa  Public  K-12 

AssuaptlOQ  Elea. 

Bedford  Elea. 

Belvedere 

Biesaed  Sacraaent  Elea. 

Castelar  Elaa. 

Catholic  Southeaat  Center  1-8  (#1) 

Catholic  Southeaat  Center  l-«   (#2) 

Central  Park  Elea. 

Clifton  Hill 

Coneatoga  Elea. 

Corrlgan  Elea. 

Cross  Lutheran  l-% 

Dominican  High 

Druid  Hill  Elaa. 

Field  Club 

Franklin  ELea. 

Getheaeaene  Lutheran 

Highland  Elaa. 

laaaculate  Conception  I-o    , 

Indian  Rill  JHS 

Jackaon  Elaa. 

Kelloa  Elaa. 

Kennady,  Boward  Klaa. 

Lake  Elaa. 

Lincoln  Klaa. 

Lothrop  Klaa. 

Maaoo  Elaa. 

Harrs  JBS 

Millar  Park 


x" 


_j^ "■■■-■  '-•■- 

loaal  Dafeoae  aad  Saciotal  Dlrvct  Student  Loan  caocallatloa  bcaaflts 

Dafcoae  Stodeac  Loan  caacallattoa  beaefits  oaly 

Dlract  Stodeat  Loaa  cmncallatioa  benefits  oaly 
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WtBWk&KA 

.-ist  of  Schools  I>eterm_ined  to  have  High  ConcentrationE  cf  Students 

For  National  Defense  Student  Loa.^.  and  national  Direct  Student  Loan  Chr.cel^stion  Benefit 


Location 


Code   •      School    Raae 


from   Low-Incaae    Faailies 
5    for   the    1976-'"   ar.d   1977-78  School  Tears 


^ocaticr. 


2  ode 


School    Hame 


C^aha    (cont'd) 


OMha   Oteatalda) 

O'Halll 
Ord 


Oahkoah 


Oxford 


Paztoa 
Paadar 
Pacarskurg 
PUlBtriaw 

Platta  Ceatar 
PUttMOvth 


Polk 
Poaea 

Prague 
telatoB 
laadolpfa 
laTaima 


EayaotMl 


Bad  Cloud 
Koaalia 
Koaaland 
Kuafavilla 
St.    Edward 
St .    Baleaa 

St.    Paul 

Santee 

Sargent 

Schuyler 

Scotia 


Park  Elea. 
Pcrahing  Elea. 
Pope  Paul  VI   ES 
Koaewatcr  JUaa. 
Sacred  Heart   Elea.    1-8 
Elaa.    1-8 

I.      l-« 

1-8 


Scot tsbluf f 


Train  Klaa. 

VlntoB  Klaa. 

UalsoC  Mill 

Tataa  Klaa. 

Rlllalda  Klaa.   Diat.    #66 

Heatbrook  Klaa. 

Haatbrook  JBS 

O'lalU  High 

O'lelll  Klaa. 

CoMtock  Klaa. 

Ord  Klaa. 

Ord  IS 

Otlaaaa     Public  K-U 

OelikMk  Klaa. 

Oavad  City  K-12 

Ogcferd  Klaa. 

OKford  tecondiry 

Palaar  Public  K-U 

Palarra  Public  Hl«k 

C.  ttaaltj   Ball  Uaa. 

DuBola  Uaa. 

PaMM*  City  Klaa. 

Pauaii  City  ligh 

Paxtoa  Public  I-U 

Pandtr  PobUc  K-12 

Patarabitfg 

Plalavlar  Uaa. 

PUivriMT  ll«h 

Platta  Ca*t«r  K-S 

Caatral  Klaa. 

Colui*iaB  Klaa. 

PlrK  Vmri  Klaa. 

Park  Has. 

Plattaaavth  J-tBS 

WlBt«r*tMO  Klaa. 

PoU  Public  K-U 

Pooca  Public  K-U 

Prague  Public  K-U 

Karaa  Waatara  Klaa. 

lodolpk  Public  K-12 

Kaacaard  Elaa. 

SavaoDa  Blgh 

KBTanna  JBS 

Caraaco  Klaa. 

Ceraacc  J-SBS 

Valparalao  Klaa. 

tad  Clo^  Public   K-12 

Koaalia  Public  K-12 

Koaelaad  Pi^lic   K-12 

RuarlUa  Public    K-12 

St.    Edward  Klaa. 

Pordyca  Elaa. 

St.  Balaaa  Elaa. 

St.    Paul   1-12 
Santae  Public  K-12 
Sargant  Public   K-12 
Schuyler  Elaa. 

north  Loup-Scotia   K-12 


Seward 


Sheltoo 
Sidney 


Silver  Creek 

Snyder 

South  Sioui  City 


Spalding 
Spaacar 

Springfield 


Stella 
Starling 
Strattoa 
Stuart 
■SutbarlaDd 
Superior 


Syracuae 
Tabla  Kock 
Taylor 
Tacu 


TbaAford 

TlldM 

Toblaa 
Traatoa 

Tna*ull 
Dtica 


Valantisa 

Valley 

Venango 

Vardigra 

Uaboo 

Hake  field 

Uallace 

Ualthill 

Uatarbury 

Uauaa 

Ueeping  Water 

Uest   Point 

Wheatland 

Wllbar 

Wilcox 
Winnabago 
Vina Ida 


Bryant    Elea. 
Llocolc   Elea. 
Longfallov    Elea. 
Rooaavalt    Elea. 
Scottebluff    JHS 
Scottabluff    SHS 
Ueataoor    Elaa. 
Goebiker    Elea. 
Seward   Elaa. 
Staplahurat 
Ulyaaea   Elaa. 
Shaltoo  Public   K-i2 
North  Hard   Ilea. 
Sidney    South 
Sidney  J-SBS 
SUTwr  Creak   Public 
Snyder  Public   K-12 
Dakota  City  Klaa. 
Baruay  Klaa. 
L«na  i  CUrk   Klaa. 
Middle   School 
South  Sioux  JV 
I. a.    »watt 

Spalding  Public   K-12 
Spencer  Public   K-12 
LaPUtta   Klaa. 
PlatterleW  Klgb 
Sprlj«fi«ld   Klaa. 
Southeaat   Bebr.    Conaolldated 
Sterling  Public   K-U 
Strattoo  Public   K-12 
Stuart   Public  K-12 
Satharlaad 
■ortb  3-6 
South  K-2 
Superior   JIS 
Superior  IS 
AToca  Klaa. 

Tabla  Bock  Public   K-12 
Loop  Couaty   Public   K-12 
Taeiaaeb  Public   E-12 
Klaa. 
ea. 

TbaAford  Klaa. 
TheAford  CES 
Klkhora  Valley  Klaa. 
Klkbon  Valley   Secondary 
Tebiaa      7-U 
Traaton  Public   K-12 
Triibiill      Public 
Beaver  Croaaing  Elaa. 
Ceat— 111    J-SBS 
Uaco   Klaa. 
laat   Klea. 
Valley   Public    K-12 
Vaaango  Conaolidatad 
Vardigra   Public   K-12 

Hlddla    School    6-8 
Uahoo  High      $-12 

Waat   Ward     K-3 
Wakefield   CiTuciity   K-:2 

Wallace     Public 
Walthlll    Public    K-12 
Watsrbury     Public 
Wauaa   Public    K-12 
Weeping  Water   K-12 
West   Point   K-12 
Wheatland 
Wilber   J-SHS 
Wilbar   Elaa.    K-^ 
Wilcox    Public    K-i: 
Winnebago   K-i2 
Winslda   Public    K-:2 


*  Code  1  -  Schools  designated  for  both  Na 
Code  2  -  Schools  deaigoatad  for  Hationa 
Code  3   -   Schools   designated   for  Batioaa 


tiooal   Defense   and  National   Direct 
1    Defease   Stodeat   Loan  caaccllatioe 
1   Direct   Student   Loaa  caacsllatlon 


Student   Loan   canccllscloB    beoafitt 

benefits   only 
beoeflti    only 


fi^epAt;  i^|(j^j$Tif^y(3m.4J,  wo   i9*-^imitspAY,-ju(ff|  i,j^ 
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lomsKA 

List   of  .irh^.ls   t>terminrd    to    have    HlRh   Concentrations  of  Students   froa  Low-Incom,-    .^aai^.-c 
For   H..tlonia    Defense  Stud>-nt.    U>ar.    a„d   National    Uxrect   St.Kl>.nt    [.oan  CanceUation  Benefits   for   the  19T6-fT   -^d    lgT7-78   ^chco.    Years 
— :; — : — i — r._^  .  , ,    u Location Code   *     School   Maae 


T^rat.ion 
wlsne: 


Wolbach 
WooJ  River 
Wvmore 


Code 


Sc  hix)  1    Name 


Pllger    Ele». 
Wlaner-PLlger   HS 
Utaner    tiem. 
Wolbach   Public    K-12 
Wood    River    Public    K-12 
Blue   Springs   Ele«. 
HolBesTllle    Elea. 
Wy»ore      Public 


Wsrnot 
Tork 


Tutan 


1  Wynot   Public    K-12 

2  Lincoln  Elea. 
2  Middle  School 
2  Edison   Elea. 

2  Yutan    Public    K-12 


For  Bfctlona^ 
Location 


Liat,    of   ;;chools    DeterBin«»d    uy    ha»e    High   i 
^nse  Student    Loati   and   Sational    Direct   Student 


_  iOAflft. 

Concentrations    of  Students    fro«   liOV-Inconie    ramifies  ' 

tiO«n  Cancellation   Benefits   for  tHe   1976-77  and   19T7-T6  School   Years 


Code   •      School    Maae 


Location 


Code  *     School   Waae 


Alaao 

Aaatin 

Beatty 

Beovawe 

Ca  i lente 

Carson    City 


Dayton 
ElXo 
EH?:  ire 
PsUon 


?'  e  r  n  ley 

.»er  Id..?r 
Kairthorne 
Las    Jeqas 


:>e^»on    Valley 
Lovel  Dck 

(tetJeraltt 
(torth    1^3   Veqas 


Pahranagat   Valley    81 

Yoaba   El 

Aoanjosa   Valley    El 

Beatty   El 

Beowawe    El 

Caliente    El 

Nevada  Girls   Traiotnq  Center    Jr-Sr 

Carson  JHS 

Edith  M.    Pritsch   El 

John   C.    Premjnt    El 

Dayton   El 

Nevada   Youth   Training   Center   Jr-Sr 

Ernest   N.    Johnson   El 

B.  C.    Best   JBS 

Minnie   P.    Blair   Kiddle   School 

Northside   El 

Oats   Park   Bl 

West   End   El 

Fernley  Bl  » 

Pemley  HS 

Oerlach   BS 

Havthome   Bl 

Halle   Bewetaon   El 

Ira  J.    Barl   El 

John  S.    Park    El 

J.    T.    HcWllliaas  El 

Kcrmit  T.    Booker   El 

Las  Ve^as   E 

Mabel   El099ard   Kl 

Hadloon   Kl 

Matt   Kelly    Bl 

Myrtle   Tate   El 

Rose   Warren   Bl 

Sunrise   Acres   Bl 

Sunaat  BS 

Westam  BS 

TiiMiin   Valley   Bl 

UTvelock   El 

Pershinq  County  BS 

HcOermitt  Coabined 

C.  P.    Squires    Bl 

C.    V.    T.    Gilbert   Bl 
Pay   Berron  Bl 
Lois   Craig   Bl 
Marion   B.    Cahlan   Bl 
Quannah  NcCall   El 
Rancho   HS 


P  :  .<:he 
J*;;iu; 


ScThur  y 
Spar  X --J 


Verdi 

fcdsworth 

V 1  nneMLk  X  A 
ter ington 


1  Owyhee    Combined 

2  Panaca    El 

1  Pioche    SI 

2  Echo   Loder   El 
2  ElJ»crest    El 

2  E.    Otis   Vaughn    JHS 

1  Pred  W.    Tr2Uier    JHS 

1  Glenn   A.    Duncan    El 

2  Mount    Rose    El 

1  '     O'Brien   JHS 

2  Pleasant    Valley   El 
2  Proctor    Hug   HS 

1  Rita  A.    C^mnan  El 

2  Itoqer  Corbett  El 

1  Sierra   Vista    El 

2  Siithridqe    El 
2  Stead   El 

2  Veterans   He^orial    El 

1  Round   Mountain   El 

1  Schurr    El 

2  Argr>es    Risely  El 

1  Kate   M.    Smith  El 

2  Stobert   Mitchell   El 
2  Sun   Valley   El 

2  Verdi    El 

•  1  Hatcher    El 

2  winne«ucca   El 

2  Yerinqton    El 


Code    1    -    Schools   dcslsoaccd    for   both   Batlooal   Defansc  j2>d~Battoaal    Direct    Student    Loao   cancellation   beocfltt 
Cod*   2    -    Schools  d«al(<>«t*'    for   fctlosal   Dafeoaa   Scodcot    Loaa   cancel  Uttoo    oeneflti   only 
Coda   3   -   Schools   daalgaated    for  BaClaaal   Mrwt   Stadatit   Loaa  caocallatloa   baazUts   only 
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JCLUMCliliL. 


List   of  Schools  Determined  to   bare  High  Concentrations   of   Students   fro«  Lo»-Inca»e   P»«llleB 
t<),r  national  Defense  Student   Loan  sipd  national  Direct   Student   loan  Cancellation  Benefits   for   the   1976-77   and   1977-78  Scbool   Years 
Location Code  *     School   >a«e  Location Code   *     School 


A) tans  town 

Al.ttaad 

Antrlrs 

Ashland 

tarrlngton 

kalwofit 

Sarlin 


Joscxan 
■radford 
►ristol 


Canterbury 

fharlastOMn 

Clarasmtt 


Colabrook 


Conway 

Da  I  ton 

DatvtUa 

barry 


»wrhaa 

Iffl 

EnflaU 

Epylnff 

Cxatar 

Farnington 

ritzwIMIaa 
Franklin 

Coffttown 

CorHw 
Cranthaa 
Mavarhl 11 


Hit  tsboro 
Jaf^erion 
Kaan* 


Laconia 

Lancastar 

Lebanon 


Lisbon 
Littleton 

Loudon 
Manchester 


l-« 


Altanstawn  El.      1-8 
Alttaad   Prt Mry /Vitas      K-8 
i^trla  EI. /Middle      1-6 
Ob«r/Ashland  J-SHS      1-12 
karrington   Et  ./Middle      1-8 
•ataont   J-SHS 
HMortal   El.      1-6 
•arttatt  El .      K-k 
•art  In  JHS/Harston 
larlln  Catholic  East/Vest      1-8 
•uryass     $-6 
•rown  El.      K-^ 
Kain   Straat   El.      I-* 
•radford  Central      1-3 
kristol   ^rl»aryA1  .      1-6 
Harfow>d  Araa  H«Borla1    KS 
CanMn  El.      t-6 
Canterbury   El  . 

Char  1  astosai  Pri  wary /El  .      K-8 
Wast  Tarraea  Straat   E».      K-* - 
lk>rth  $tr»at  El.      1-6 
Colabrook  Pr I aary /El.      1-1 
(arrls«n  School      K-6 
Itiaferd  School     K-6 
NarrlMck  Vallay  Cantral AvawMr  Stri 
NarrtMck  Vallay  KS 
PIna  Traa  School 
Conway  El. 
Baltow  El. 
Daivina  El. 

Chwiaa  H.    Flor^/Crlnnal    El.      1-5 
»arry  Vltla9a  Et.      1-6 
SMtk  IUii«a  El.      1-6 
Noed  HMortal   JNS 
PKorca  Stroat/Sawyar  El.      1-6      • 
fark 
tr  Jril 
Oystar  Ulvar  MS 
•rttar  aivar  Wddta  School 
Efflitflhaa  El.      1-3 
Eaftald  El.      1-6 
Eff lofl  Cantral      1-6 
Ewlnt  J-$M$ 

Exotar  El./Nain  Straat/Schoel  Straat 
Fanaiatten  HS  '"^ 

ltaH>rlal   Driva/Hain  Straat 
6aor9a  I.    Eaarson  El. 
Paal   A.    Sailth  El  . 
kassia  C.   RowaVI 
Urtlatt  School   El.      1-* 
Hap  la  Avanua  El .    ^-k 
Edward  Fann  School      K-6 
Crwthaa  Village 
Woodsvtila  HS 
Woodsvllla  El . 
Jaaaa  R.   Morrill    El  . 
Hayarhin   Acadaiar   •"*$ 
HI  tlsboro-Daarlng 
K-6 


■aocbaatar  (caa't) 


Heradlth 

Harrlmack 

Houl tonboro 
Raahua 


Jury 

Nai^ton 

IpMleh 

•rkat 

>rt 

Nor  thui^ar  land 
OisTpaa 
Orford 

Falhaa 


^aa*roka 
^Ittsf laid 

Plalafiald 
Pta4ttow 

>l|IM«tll 

rtb 


Kefchastar 


S*lM 

Sanbomtoa 

San^own 
Saadwlch 
Saab  rook 

orth 


Stsrx 
Stawartstown 


Jaff arson  El 

Franklin   El. 

Lincoln  El . 

Koo«ava1t   El. 

WKaalock   El . 

Ela  Straat   School    El 

Lancaster  El . 

Sacred  Haart/School    St  reet/Hanover  _St    nv>mton 

S«ilnary  HI  11 /Mount   Lebanon 

Lebanon  JHS  '"* 

Lisbon   Publlx      K-12 

Littleton  HS 

Hlldrad  C.    Lakeway/St.    Kose  of   Lima 

Loudon   Grade      1-*  '^'* 

Brown  Prlaary/Ml  ddle   School      K-5 

Bakarsvllle  El.      K-6  *"??1!*^"' 

»a*ch   Street   Co—uni^^  School      K-6         Molfeboro 


Strstford 
Strath» 
Sutton 
Swanzay 

Taa«>1e 


1-6  Til  ton 


Troy 

Tuf  tonboro 

yaVner 

Uhltaf Icid 


1 
1 
! 

2 

2 
2 
1 
2 
2 
2 
2 
1 
I 


St 


E' 


El  . 


E! 


'-6 


rkat    MS 


KS 


1-8 


Wilson   School      K-3 

Manchester  Wast    Cst^cMc 
Parks  Ida   JHS 
dossier    Park    £1         »-5 
N«<  Haapshir*   Tout^    0«v« 
Lang  Straat/I nter-Lakes 
Intar-Lakes   KS 
Mods    Farry    t'  .       •-': 
n\)m   VI  lla»*      1-6 
Moultonboro  Cartr*; 
Ht.    Plaasart    El  . 
Taapla   Street   Schoo 
Ledge  Street   School 
JaMS   I.    Crowley    El. 
Arlington  Street    El . 
Ai#tertt    Street    E  t 

Nashua  KS 

Nawbury  Centrsl      »-5 
N«M  Purhaa  El.      t-6 
nmi  Maaytcn   CosMunlty 
Haw   Ipswich   El .      1-S 
HawMTlut   El./ 
Ill  chords  A  owl  a  El  . 
Irovaton  El./    firTveton 
Osslpoe  Central    K-6 
•  rford  KS/MaM>rlal    Hall 
Orfordvll  la   El  .      t-k 
Ernest   S.    Sherburne   El. 
St.    Patrick  Convant    E!  . 
Palha*  MMBorlsI    El .      S-8 
Pwrti'f.^s  Nil  I/El.      1-8 
PIttsflald   Phao<-lal/(r«a«r 
PIttsflald    MS 
Plalnflald  El. 

^Mard  El  .      1-$^ 

PlywMCb  El./  PTyanwtK  MS 

iMtMorth  El.      K-6 

»m   Franklla   El  .      11-6 

Atlantic  Heights  El        K-6 

Little  Harboar   El.      K-6 

Partsawath   JNS/Milopla  Annex 

PortSMHth  MS 

Allaa  El.      1-6 

Maple  Street   El        1-6 

School   Street   El .      ! -6 

Nochaster  JKS 

Spaulding  KS 

North  Salw  El.      t-6 

»r.    Louis    F.    Soul*   E! 

Sanbomton  Central    Et 

Svtdowfi   C«itr(l    Et  ':-( 

Sandwich  Central    El .      1-6 

Seabrook   Ei  .      K-8 

Chandler   El  .      t-k 

HI  I  1  tea  El .       1-6 

treat  Fells   EI  .      1-6 

Soawrtworth    Kiddle    School /Annex 

Start  Vi  llaga     t-6 

Sta*artstown   HoIIoh   Schoot      1-8 


Kap^ael) 


t    Ci 
«-6 


1-6 
1-6 


7-8 


Jur..Stawart>town 
Stratford  Publ  i  c 
Strathaa  Meaiorl  *l 
Sutton  Central  Et 
Mt.  Caasar/yi  Icox 
Temple  Public  Et . 
Thornton  E  t  .  t -8 
Unlon-Sanborn    Et 


Ei  - 
t-12 
'-6 
\  -t 

El  . 


t-» 


Winnesquas 
Troy    El . 
Tuf  tonboro 
SImnds    Et 
Whi  te   Mourtsi 
WhI tefictd   Et 
Thayer  HS 
Carpenter   El . 


M ! ad  1 e   S  choo  i    5-8 


Cent  r» I 


Ref : ons' 


*  Coda   1   -   l'*^'-  A..<g«at«d   for   both  Batleaal   Defenaa   and  Hatlonal   Direct   Stodeat   Loan  canceUattoa  benefits 
Code  2   -   Schools  desUaated   for  Natlaaal   Dafceae  Stodeat  Loaa  caocallatloa  beeafUs  ooly 
Code  3   -   Schools  deslsnatad   for  Natlooal   Wraet  Student  Loaa  eaacallatioo  baoaflts  oely 
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NEW  JERSEY 


List    Tf   Schools   Deteniined   to    have   High    CorK-rntratioDS  of  Students 

froa 

Lov-lncoaie   Faraiiies 

For   Rational   Defense  Student    Loan    aiid   National    Wrect   Student    Loan  Cancellation  Benefit 

s   for 

the  1976-77   and   1977-78  School  Years 

Location                              Code    •      School    laae 

Location                        Code  • 

School  laM 

Ple««e    note    th*t    queatiooa   pertalalog    to  tb«   Brw  Jersey    littlox 

%rld|tn»et*r- 

•  hould    k«  directed    to  Mr.    Irvla  A.    Caydoa,    Aaalatant    Dlractor   of 

larltao    Ie({. 

} 

Bradley   Gardens   EL 

Special    Projectf,    Office   of  Hanagcaaot    loforvatloa,    ■•«  Jeracy 

2 

lohn   T.    Kennedy    EL 

Departaeat    of    Education,    225  Waat   Stat*  Streat,    T.    0.    Boa   2019, 

Bueoa    ler 

1 

Bueoa    tec.     B 

Trenton,    Mew   Jeriey   08625 

BurlloKtoo    City 
Burllaiton   Co. 

? 

T\\  ••    Boudlnot    EL 

AlliJvav   TvT>                            2             Allowar  Twp-    n. 

Special    Servif-ea 

? 

&«jrlin«too    Co.    School    Ho.     4 

2            M.    Elisabeth  Keuter    EL 

Bu  r  1 1  n/?  t  on      a      Vo. 

J 

Bvir!ln(!too   Co.    Voc-Tech    B 

Andover    leg.                          2             Florence  M.    Burd    EL 

Burllngtoei    Tvp 

■y 

Beverly   td      EL 

2            Loos  Pond   CL 

7 

Burlington  Twp.    Middle 

Atkuvy    Park                            I              Bancs   Are.     EL 

■s 

Plaewsld   EL 

1          Boir  tpint  EL 

_" 

7 

ihedaker   EL 

I             Our   Lady  of  Mt.    Carael    EL 

"i 

gprlnsatdc   EL 

Atlantic    City                       2             Brljhtoo  A»e.     EL 

Caldwell - 

2            Central    >xaLor 

West    Caldwell 

2 

Jaaea    Caldwell    BS 

2             ClMlsaa   ■alfhta   IL 

Cavieo  City 

1 

Bonaall    EL 

2            Ckalsea  Joolor 

1 

Broadway    EL 

2             Indiana   Ave.    KL 

2 

Caaden    Junior 

1            HadlaoQ  Ave.    EL 

1 

Central    City   Catholic    EL 

1             Hassachusetts   Ave.    D. 

Cooper    EL 

2            Hew  Jersey  Ave.    EL 

2 

CraiMr    EL 

1             Our   Lady  Star   of   the   tea    EL 

1 

Osvla    EL 

2            Pennaylvaala  Ave.    EL                                    - 

I 

Tetters    EL 

2             IlchaMod    Ave.    EL 

tatrh   Middle 

2            Venice   Park   EL 

Holv   HaM   EL 

2            Weat    fide    EL 

} 

Lannlnit   S<tuare    EL 

Atlantic    Hlcklanda           2             Atlantic    Ughlands    EL 

' 

2 

IcCraw   EL 

Barrlngton                              2             Avon    EL 

1 

Mlrkle    EL 

2             CulWertsoo   n 

1 

Morran   Villate  Middle 

Basa   liver   Twp.                  2             Bass   Elver  TVP.    EL 

1 

Powell    EL 

BaTonne                                     2             Kary   J.    DoooImm   Ho.    4    EL 

1 

St       Anthony   of    Padua    EL 

1             Our  Lady  of    the   Assuavtloo   EL 

1 

St       Joan    of    Arc    EL 

2            tsaajel    Rohersoa  Ho.    7    EL 

/ 

1 

St      Joseph   Pro   Cathedral    EL 

1             It.    AfMlrc*  EL 

I 

S'       Joseph    EL-HS 

I             St      Henry   EL 

. 

1 

Sewell    EL 

1             Ct      Joseph   EL 

\ 

2 

Snarp    EL 

t            School    Ho.     12   EL 

\ 

1 

Vptprans   Memorial    Middle 

2             Philip  C.    Vrooa   Ho.    2   EL 

1 

Whlttler    EL 

S«dalnatpr    Twp                     2              Bedainster  Tup.    EL 

1 

Wlr.flna    EL 

BellFvillc                               2             Belleville   BS 

2 

Yorkship    EL 

2             Belleville   JIS 

CamtiiTi   Co     Voc-Tech 

2 

CloiJcester   Voc-Tech    ilS 

1             School    Ho.    I    EL 

2 

Per..Taauken  Voc-Tech    HS 

2             School    Ho.    2    EL 

Cape   May 

1 

Our    Ladv  Star   of    the   Sea   EL 

2            School    Ho.     7    EL 

Cartaret    Bo-our'- 

7 

Ca-taret    HS 

2             School    Bo.    8   EL 

^ 

Cleveland    EL 

2            Garden   EL 

C-olueSus    EL 

Bclluvr                                 2             Bell    Oaks   EL 

y 

Lincoln    EL 

2             Ethel   M.    Burke    EL 

'^ 

Mlnue    EL 

Belaar                                        2              Belaar    KL 

I 

Ha  t  ha  n    Ha  1  e    EL 

Bergenfleld                            2             rranklto   EL 

y 

WaaMnntoo    EL 

2             Hoover   KL 

Cedar    Crov*    Tw^. 

y 

Center    EL 

2            Jefferson  EL 

? 

South    End    EL 

2             Lincoln   KL 

Central    »e«. 

2     N 

Central    teg.    BS 

2            Uashioctoa  KL 

Cheaterfleld   Twp. 

2 

Cheaterfleld    EL 

Beroardsvin*                      2            Martoa  T.    B«lweU    KL 
Beverly                                   2             Beverly  KL 
Sli>oafleld                             2            Carcarat    KL 

Clayton 
Cleaentoo 

I 
? 

£f      Catherine   EL 
Watsoatown   EL 

Cllffaide    Park 

7 

School    Ho.     5   EL 

I             Eaaex  Co.    Toe-Tech   RS 

Cllftoo 

J 

Cllftoo    HS 

Bordentown  Tvp.                  2            Peter  Mischal    KL 

St      Brendan   EL 

Bound    Brook                          2             Lafayette   KL                                          •■ 

St       Cvrll    EL 

2            La  Hoote  KL 

3 

School    Ho.     I    EL 

Brick   Tvp.                               2             Laurcltoo    EL 

2 

School    Ho.    4    EL 

2            Veterane   Msanrtsl    KL 

• 

I 

Woodrow  Wilsoo   JBS 

Brldxeton                                 2             Brldgctoo   B 

Cltntoa  Twp. 

1. 

Clinton  Twp.     EL 

2             Brldgetoo  JB 

Corbln    City 

1 

John   S.    Beahold    EL 

2             Buckslntaai  Kd.    EL 

'^ 

Oxford   Ave   KL 

2             Oerry  St.    KL 

Cranhury  Ti»p. 

? 

Cranhurv    EL 

1-          I^ucalate  Ceaceptlon   KL 

Deerfield   Twp 

? 

Deerfleld    KL 

2             lodlan  Ave      KL 

Delaiwre   Valley 

2              Irvlo«   Ave.    KL 

tee 

1 

.nelaware   Vallev   Ren.     RS 

2             Pear  St      KL 

Del  ran   Twp. 

5 

Delrao    BS 

2            Quarter  Mile  Lane    EL 

? 

A  r  oneon    Be  1 1    EL 

2            Tine  St.    EL 

? 

Ca»»r(dre    EL 

2            Weat   Ave.    EL 

*  Code    1    -   Schoola   designated    for   both   Rattooal    Defense    and   Rational   Direct 
Code   2    -   Schools   designated    for   Ratlooal   Defease   Student    Loan  cancel  I  at  loo 
Code   1   -   Schools  designated   for  Batlooal  Direct   Stodenc   \ji»a  caacellatLoo 


Student 

Loan   cance 

11 

at  ion 

beoefl 

ts 

benefit 

«    only 

i>eaeflta 

• 

only 

" 
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Na  jERsnf 

List 

of  Schools   Determined  to   hare   Hifth  Cooc 

entrations    of   Students    froa  Lov-Inca»e  P«ilies 

For   latlot^   Defense  Student    Loan   «.d   national,    Direct    Student    U=an   Cancellatiot>    Benefit,    for   the    l?Tt>-TT    »^a    I ^7  ; -^.£_cj,^_:^l^„ 

■;■■           ,        (.     ,          ,      -^                                                                                                          t.rt^«t1nn                                    inrte     ■        bcriCKDl     laMC 

Location                           Code   •     bchooj.   laae .. . 

PlMM  -Ota  t»-t  ^.aatlooa  pertainLat  ta  the  Mm  *Taay  llatlat 

Klisahech                             1            Maly  laaary   CL 

•koalj  ha  llrMtad  to  » 

Irrla  A.   6a7*o«.  *mI«"«  Dlr^ac  or 

2            St.    Mary  af   the  AaaiaKtIoa  B 

S^2t>Mt  ^^i,mmtXmL,ti.^  WmC  ttata  txxm^,  P.   0.  Urn  IOl>. 
Traatoa,  BMr  Jnraay  OMZS 

Klk  T«».                              2           Jhtra  XL 
KlaMod  Park                      2            CWrry  Ull   B. 
2            Cllhart   Ave      KL 

l>eptford  T«».                       2 

Deycford  T«p      B 

Kngle«ood  City                  2           ftsiglK  Itorroa  B 

MooMgahala   JB 

1            Liocala  E. 

D«»tfeH   CMtral    B. 

2           Ksaaa^lt  B. 

Cood   iBteflt  O. 

1            SC.    Qacilla   B. 

Lake  Tract   EL              ^ 

Palrflald  Tap.                  2           Palrflald  Ti^.    PrUsarr 

Oak   Valley    CL            ^    • 

fPairtaa  BO 

Pine  icraa  IL 

2           Palrflald  T>^.    Inter^dlata 

2 

Shady  Laoa  KL 

(Caaldtaa  KL) 

Dover  Town                           2 

East  Davar   KL 

Pairria.                               2            Scbaal  Ma.    3   B. 

Davcr  MMla 

Pialdahora                         2           MaUahara  B. 

Berth  Dover  CL 

rloranca  Tap.                    2           riaraMa  Tap.   MMrial  B 

•acred  Baart   IL 

2            MrcalU  L.   Duffy  B. 

Dewia  T*».                         ,  2 

Da—a  T«y.    Prlaary 

2           Sckaal  ■«.    3   C*Mkllas)    KL 

De<saa  r<q».    CL 

Polaaa                                 2           Palaaa  B. 

tatallta  CL 

Part  Laa                             2           »«haal  Ma.    I   B. 

Duaoot                                   2 

Craot   CL 

2           tctMal  aa.    2  B 

■aalaa  IL 

2            tcJiaol  Ma.    3  KL 

Charlaa  A.   Salsar  B, 

2            Port  X^  lataraadlate-Middls 

Dunallaa                               2 

DwMllaa  B 

Prankford  Tap.                   2            Praakfocd  Tap.    KL 

Kaglaa«eod  Twp.                2 

laala««w«d  T«*.    CL 

Pranklin     Bora                  2           Praaklla  B 

Kaat   Brunawlck  Twp.        ] 

Darr  D.    Cm  Voc-Tech  ■ 

2           Praaklla   KL 

KoMlla  S^th   D. 

Prarttllo  Tap, 

Kast  Craaovlch  T^.        2 

laat  Craamrlch  f^.    KL 

(Clouceater)                   2           Praaklla  B 

MaoBt  tayal  IL 

2           PraakllB   IL 

Ucklataa  E. 

2            Carallaa  L.    Rautter  CL 

b«t  Oraaga                       1 

llaaaad  SacrasMat  O, 

1           JaBTlar  CL 

Clifford  J.   Scott  B 

I            Main  load  CL 

laat  Oraage  B 

Pranklin  Tap 

Oaluaklaa  CL 

(Soawraetj                       2           Praaklio   B 

Clawwd  IL             _ 

2            Caoarly  Id     KL 

J 

Praokllo   B.           " 

2            Kllsahath   Ave      KL 

■art  Middle 

2           PTHkllB  Park    KL 

LlBcaln   IL 

2            Ullcraat    CL 

■assau  B. 

2           Kingataa  B. 

^     1 

Our  Lady  of  All   Soul*   CL  ' 

2            HacAfaa  CL 

Oar  Ladv  Balp  of  Christiani  KL 

2            MiMlahuah   KL 

Vsahlngteo   B. 

2            Phillips   CL 

Varnon  L.   Davay  B. 

2             Pine  Crave  Maaar    KL 

Bast  Pstteraoo                  1 

St.    Ann   B, 

I            If  ann   C.    taitk    Isteraedlats 
Pra^hold   Jorougfl              2            »raad  St.    B. 

East  lutherford 

afred  8.   Pauat   B. 

Pranklin   CL 

1           Praahald  Laaralag  Caotar   CL 

Liocaln  B. 

2            Praahald   Istanandiate-Klddls 

McKaasie   B, 

2            Park  Ave.    Aaaas   CL      " 

Kast  Vlnalaod 

|t.    Mary   KL 

Praahald  tag.                     2            Praahald  larough  B 

East  Vindsor  tar.             3 

1           lighatova  B 

2           Praahald  Tap.    B 

J 

t            Ithal  VrKnlght   KL 

1           aaMll   B 

r           Malvln  H.    Crept  CL 

Praahald  Tap.                     2            Cltaa  M.    KL 

Parry  L.   Drew  B, 

Pralinghoyaan  Twp.  ,       2           Pralln«ba7aao  Tap.    CL 

Edgawater 

t           Klaaaer  Taneeldar  Itlddla 

Calloaa)  Twp.                     2            Calotna  CL 

r           Caorga  Haadlactoe  KL 

2            Ocaaavtlla  CL 

BdiaoQ  Tmf. 

t           Jeha  tAm»  JV 

2           Poaaai   B. 

1           ■arhart  ■aovar  JB 

Carfisld                             1           toly  ■— •  O. 

I           Clara  tartan  CL 

t           Llacaln  B. 

I           JaM«  Hadlaea  CL 

1           Mark  Taaia   KL 

2           Jaaaa  Madlsae  Primary 

1           Our  Lady  of  Mt .    Virgin   EL 

2            Lindane aa  KL 

I           Our  Lady  of   Sorrow   KL 

2           Martla  Lather  Kiag  EL 

1            St.    Stanislaua   EL 

En  Rarhor  City 

2           laffale  Ave.    B. 

t           Woadraw  Wilson   EL 

1            St.   flckalaa   IL 

Cateaav  JUg.                       2           Gateway  «ag.    HS 

■CS  larher  T»p. 

1            AcadMT  KL 

Classboro                             2            Claaahoro  B 

2           Barcalntnm  KL 

I           Acadaay  St.    EL 

1            Cardiff  KL 

1           11  Mara  KL 

2            Kllaora  1.    Slayhaogh  Middle 

t            Claaabero   Intaraadlsta 

1            Paraingtoa  KL 

t            J.    Barvev  lodgers  )»e«>rlsl    CL 

2            H,   taaaall   Sirift   EL 

1           Theaias   K.    Bova  KL 

1            HcXaa  City  IL 

Clen   Gardner                        2            Glen  Gardner   IL 

2            Scullvllla   B. 

Gloucastar   City                 2             Cloucaster   Cltv    J-SHS 

2            itaalBaarllla  CL 

2             Broadwav    EL 

*  Coda  1  - 

Schools   deslr-t**"   for  both  lUtiooal   Dafana.   and  national   Direct   Sti«leat   Loaa  ca»ceiiatioe   oenen.. 

Co4a  2  - 

Schoola  daslgnx^*'   ^"^  Rational  Dafanaa 

Student  Loaa  caoccUatlon  baoafits  only 

Co4a  3  • 

Schools  daalgaated   for  National   Direct 

Stadant  Loan  caacallatlon  baoafits  only 
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NEW  JERSEY 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  f; 
for  National  Defense  Student  Loan  ajid  National  Direct  Student  Loan  Cancellation  Benefits 

Code  •  School  Name Location Code 


IjQcati  on 

Ple.se  note  chit  oueitton*  oertilnlng  to  the  New  Jersey  Tlttlng 

T^"fi7;l  »e^^irecte<i  to  «r   Irvln  A.  Caydoi,  Anlitant  Director  of 
Soe-l»l  Pro'ectf,  Office  of  M*n»ge»ent  Information.  Sew  Jertev 
Depjrraer^r  of  Education.  225  W««t  Stite  Street.  P.  0.  Box  20\^. 
Trenrof^   New  j'ersev  0''62' 


TrvlnRton 


Clwjceittr    Cltv 
'con:    0) 


GloucestT    'wv 


C' e«ter 
Re-. 


Er   Har-or 


Greenwich  Twp. 

(Currberland) 
Greenwich   Twp. 

(Gloucester) 
Greenwich  Twp. 

rw  •  r  r  e  T 1 

Gut  t  ec,  oer* 
KjcKeni«c» 

H*c»ettitovn 


Haddonf  leld 

Hsltdor 

H««l5u'f     BO'OU? 

Haul  1  ton    Twp 
CArlintlr) 

Hwll  ;on    Twp 
(Mercer) 


snton  To«»n 


lardyitoo  Tvp, 
■arrltoo  T»V- 
lUtWrouch   lUlghti 

■•nrr   Hudson   K*g. 
■Igh   Bridge 
lighlind    Park 

Hlghlsods 

High  Points  »«g. 
Hillside  Tvp. 
Hopstcong 


Ho«ewe11  T(W. 

Hopewell    Vslley 
»eg 

11    Twp 


•  Cod*  1  - 
Cod«  2  - 
Cod*   3   - 


S'oun    5'- 

n. 

Clou 

ester    -id 

-hts 

Hlphl 

snd 

Psr'     EL 

w»r  . 

E,     t 

hostel 

0    EL 

S:      > 

:»ry 

EL-rlS 

51sc' 

wood    EL 

51en 

el  PI 

fX 

A*5se- 

S^l 

'AS 

Os* crest 

■IS 

Morr 

a    Goodwin 

EL 

Nehsunsey    EX 

EL 


KS 


Greenwich   Twp.    EL 
Stewsrtsvllle    EL 
Anns   L.    Klein    EL 
Bergen   Co.    Voc-Tech 
Fslr»ount    EL 
Hackettstown    HS 
Hsckettstown  Middle 
Hatchery   Hill    EL 
WlUow  Grove   EL 
J.    Flchlsn  rates   EL 
Absslo*  Grundy    EL 
Kossuth   St      EL 
Hawbure    EL 


J.    Harold  DuHerson   CL 
Joseph    C.    Shsner   Meiaorlsl    EL 

HottlnKhaa    JHS 
Farvln^dale   EL 
Greenwood   EL 
Klsthardt    EL 
Klockner    EL 
Kusar    EL 
Lalor   EL 
Kaple  Shade  EL 
HcCalllard    EL 
Kowan   Q, 
Wlllay   EL 

icon  US 
aton  Mlddl* 
ntoo  KL 
lardyscoa  Twp.    EL 

Sarrla«a  Twp.    KL 

Euclid   EL 

LIocoId   el 

■aorr  Hudson  leg.    SS 

Hlgb  Brldg*   EL 

LafayatC*   EL 

St.    ?*ol   EL 

Highlands    EL 

Our  Lady   of   Perpatual    Help    EL 

High  Polnta  leg.    HS 

Surdao-Lookcr    EL 

Adalnlstratlon   Building   Annex    EL 

Durkan   Ave      EL 

Tulsa  Trail   EL 

Ho^ewcU   Twp.    EL 

Ho^awcll    Crest    EL 


Jscksor    Twp. 


eshurg 


Jefferjor    TVp. 


J*r«*y  City 


Grass 
Hov« 
Laod 
KaBt< 


lar   EL 

nil    EL 
O'Plnas 
wc   EL 


EL 


Keanskurg 


Keyport 


Klngrwsv    le< 
Lscev   Tw^. 

Lakewood 


Lavslletre 
Lawns  Id* 
Lawrenc*  Twp. 
Laksnoo  Twp 


om  Lov-Income  Families 

'or  the  1976-77  and  1977-76  School  Years 


School  Naae 


Frank    H.    Horrell    HS 

Essex    Co      Voc-Tech   HS 

Augusto   St.     EL 

Berkely  Terrsce  EL 

Florence    Ave-     EL 

Grove    St      EL  ', 

Msdlson   Ave.     EL 

Xt.    Vernon   Ave.    EL 

iryrtl*    Ave.     EL 

Sacred    Hcsrt    EL 

St.    Lao   EL 

Union  Ave.    EL 

Joseph    E.    Clayton  Middle 

Lucy  R.    Holman   EL 

Carl    W.    Coats    Intermediate 

Jaaesburg   HS 

Grace  M.    Breckwedel    EL 

John  F.    Kennedy   EL 

Consolldsted    EL 

Ellen  T.    Brlggs   EL 

Jefferson  Twp.    Middle 

Mlltoo   EL 

■Jhlt*   lock    EL 

All    Saints   EL 

Assuaiptlon    B.    V.    N.    EL 

Holy  Kossry   EL 

Oir  Lady   of  Mt.    Caraal    EL 

St      Anthony   EL-HS 

St      Bridget    EL 

St      Joseph    EL 

St.    Kary    EL-HS 

St      Mlchaal    EL-HS 

St      Patrick    EL 

St   Paul  of  the  Crois  EL 

St  Petar  +  Paul  EL 

School  No.  2  EL 

Frank  K.  Coowcll  EL 

School  No   3  EL 

School  Ho.  8  EL 

Kennedy  No.  9  EL 

Martin  Luther  King,  Jr.  EL 

School  No.  12  EL 

,  20  EL 

.  22  EL 

.  27  EL 

.  31  EL 

.  33  EL 

.  35  EL 
J,  Cordero  No.  37 


School 

No 

School 

No 

School 

No 

School 

No 

School 

No 

School 

No 

Kafaal 

de 

EL 


Alexander  D.    Salllvaa  No.    30   E 

JsM*  F.   Ifeirray  No.    36   EL 

Joaeph  H.    Breslngar   No.    17   EL 

Jochaa  W.   Uakaaao  No.    6  EL 

Juvenile  Dlvlalon  FTo)*ct    EL 

Kaanskurg   J-S8S 

Keanakurg  Middle 

Keanaburg   EL 

S  t .    Ann    EL 

Kayport    HS 

Central    1^ 

East    Keyport    EL 

Wast    Keyport    EL 

ttngaway  teg      RS 

Forked   liver   EL 

Lanaka   Harbor   EL 

Lakewood   HS 

Ella  C.    Clarke  EL 

Lakawood  Middle 

Spruce   St.    EL 

Lavallctte  EL 

Lawnalda  Middl* 

Myron  L.  Powall  EL 

Uoodglenn  EL 


Schools   designated    for    both   Hatlooal    Defense    and   National    Direct    Student    Loan   cancellation   benefits 
hobls   designated    for   National   Defense    Student    Loan   csncelUtlon    benefits   only 
hool,i  d«*l«««ted   for  National   Dlract   Student   Loan  caocel  Ut  ior.   benefits   only 
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JS5S£L 


Ust 


For   National 
Location 


of   Schools   Determined   to   hare   Hi«h   CooceDtratioiis    cf  Students    fr<3» 

1   Defena*  Stuaent  Loan  aad  Batioaal   Direct   Student   U>*n  Cancellttiot;  Benefits   for 
Code   •      School   »aj.e  IZIZZI__I l^^^\or^ Code_i 


Lc*-Incc»«    Families 
the   1976-77   an^   iji'^-''3  School   Tears 
School 


Pl*M*  aot*  that 
■hMsli  b*  d  tract* 


BMClaM  ^M^lai^  C*  ttM  tmm  Jaracy  llatlat 
to  »tr.    Inrla  A.   Ca74«*,   Aaalacaat  »lra«t»r  of 
»r*clal  Pr«J*cta,  Offlea  •<  UmawaamK.  UfoTMtloa,   Bast  Jaraay 
Da>iir»*»l   1  Masai  1 1*.   22)  Waat  tcaca  Straat.  F.   0.   »aa  1019, 
TTMtM.  ■••  imnmj  OMIS 


Mayw^ 


»«r«i«fa 


Ukarty  Tuy. 
UamU  Park  Bar* 


Llatea 


\A 


utti*  In  ■■ 

Llnaaad  City 


Lodl 

l^gaa  T«». 
Loag  Iraach 


Loogpart 

Le«*r  Capa  Hay  lag. 

Lower  T«v. 

Lyadhurat  Tap. 


Madlaea 


Madlaoo  Twp.      . 
Nagoella 
Mahwati  Twp. 
Haaalapao- 

IngliahtOTfD  tag. 

Haocheatar  T«^. 

Manifiald  Twp. 

(Burllncton) 
Hansflald  Twp. 

CWarrao) 
Mantua  Twp. 
Hanvill* 

Mapl*  Shad*  Twp. 

Marlboro  Twp. 


Hat 


tag. 


Maurlca  tivar  Twp. 


\ 


Daarf laid  Tarraca  KL 

B. 


Llttla  In  Barbar  B. 
•alkawaa  Awa.  KL 
Craatlaa  Park  XL 
Paylar  Aw*.  IL 
Eoaaawalt  KL 

l«ag  Iraskch  B 

Laag  traach  JM 

k.   k.   Aaaataala  KL 

BraaAvay  IL 

Klbaraaa  KL 

earfleld  IL 

Cregary  EL 

■aly  Trlalty  EL 

LaauM  H.  Oaarew  EL 

Rarth  Loag  Braoch  IL 

Oar  Lady  Stat  of  tba  Saa  EL 

Vaat  bd  IL 

Batty  Bacharach  IL 

Lotsar  Capa  May  lag.  RS 

Klchard  Taltalaaa  JV 

Lowar  Tap.  Caoaolidatad  EL 

Maud*  AkrasBB  PrlMry 

LlDcala  D. 

St.  Michaal  D. 

Waahlagtaa  D. 

Nadlaaa  -■ 

Lucy  D.  Aothooy  CL 

Madlaoa  IL-:JBS 

St.  Thosaa  Q, 

Magoalla  B. 

Coaaudar*  Parry  D. 


■IMla  T«v. 


■IMl 


HldlaiM  PKt  Bara 
Hillatava  Tap. 

MllUaaa 
MlllTilla 


Naaroe  Twp. 
(Cleacaatar) 


Naaro*  Tap 
(M1<M1 


Noatasua  T 
Haatclalr 


Hoatvlll*  Twp. 
HaaraatowD  Twp- 

Marririchaal  Clat. 


Mllford  Brook  EL 
Taylor  Kill*  EL 
tldgaway  O. 
Whiting  n. 


Coluabu*  EL 


EL 


Haoafiald  Twp 
Barnaboro  Q. 
Main  St   D. 
Kooaavalt  EL 
Maoda  M.  Wllkins  EL 
lalph  J.  Stalnhauar  Q, 
Cantral  Middle 
Morganvilla  IL 
Broad  St.  IL 
Hatavaa  Ave  IL 
Strathawra  KL 
Laaaburg  IL 
Maurlca  Itvar  Tap.  BL 
Port  nisabath  D. 


HorriatQWD 

Moui^t  Iphraia 
Mauat  Bally 


Mount  Laurel 
■alllca  Twp. 


Rapcaaa  Tap. 


Haywaad  latansadlata-MlMU 
Hajaaad  Aw*.    O. 
Itlltap  IL 
MaoataLn  Tlaa  B. 
Mlldrad  B.  Haaa  B 
HUila  Twp.   Bl 
■IMla  Tap.   •*.    1   B, 
■IMla  Tap.   «•.    3  B. 
MMla  Tap.   Ba.    4  B. 
Ua  CraaAa  B. 


St.   Catharlaa  B. 

St.   Mry  B. 
Rlfhlaad  Awa.    B 
Clarkabarx  B 
Parrlaavllla   B. 
Parkvlaa  B. 
Mlllrllla  ■ 
milTllla   JS 


Child  Paally   Canter   B 
Bally  Baiithts  B 
Maunt  Plaaaaat   B 
Hack   Av*     B 
K.    D.    Haad   B 
St     Mary  B, 


Villlaaatoaa  HI 
Bally  Clan-Ball    St      D. 
Oak  Eaall-Mapla  Crov*  B. 
Whitahall-Cacll   B 

Hail  I  0*  Tap.    Bi 
Barclay  Break  B 
A^lagarth   B 
Naatagwa  T«^.    B 
Naatclair   B 
Bra4fard  B. 
Claaflald  B. 
daaiflald  KlMla 
Crowa  St.    B 
Blllalda   B 
Ullald*  Mlddl* 
Nt.    Bakron  Middl* 
Blahoaaa  B. 
■arthaaat  B 
Sautbaaat  KL  s 

Hatchung  B. 
midal*  B. 
Marv   K.   lobar t a  B. 
Maareateaa  Middle 
P'-allnghuyaaa    B 
Sillcraat  E. 
Lafavett*  EL-JBS 
Baraaodv  Park    EL 
Sua aax  Av*      IL 
Thaaaa   Jaffaraon   EL 
Woodland   Av*   EL 
St     Marf!ar«t   B 
Mary  Brav   D. 
Aaaa   C.    Bailer    EL 
Bralaard   EL 
Palaall   B 
P.   W.    BalkalB  EL 
Naaat  Laurel   Middle 
AsrlcalCnr*   EL 
llaaad   B 
Baaca  EL 


Bradlay  Part  B 
Cakla*  IL 
Craaa  Craw*  B. 


*  Cada 

Coda 


School*  daslfaatad  for  bock  Batloaal  Defesa*  and  Ratloaal  Dlraet  St 
Seboola  da8t«natad  for  Batloaal  Daf*o**  Stadaat  Loaa  eaacallatlo 
Schools  daalcaatad  for  tetloikal  Dlraet  StadaM  Loaa  caacalUtloa 


t 

fits 
fit* 


allacioa  banafits 


Baly 
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NEW  JEPSEY 


List  of  Schools  Deterai.-ied  t^  have  High  Conceatratlona  of  Students  from 
For  National  Defense  Student  Loan  and  Hationag  Direct  Student  Loan  Cancellation  Benefits  for 

School  Name Location        Code  * 


Lov-Income  Families 

the  19T6-T7  and  1977-T8  School  Years 


lease  note 


(cont'd) 


?*«w  Snjniwlck 


New  KjnoTer  Tvp. 
«l«v  MUford 

Newark 


"\ 


"?ie 

-at  questions  pertiinlng  to  the  New  Jergey  Hating 
ahould  be  directed  to  Mr.  Irvtn  A.  Gaydoa,  A»«l»tant  Director  of 
Special  Projects,  Office  of  Mjn«g««ent  Information,  Mew  Jersey 
Department  of  Educetlor.,  225  West  State  Street,  P.O.  Box  2019, 
Trenton,  New  Jersey  08625 

Boly  lanoceoCs  EL 

Our  Lady  of   Mt.  Carmal  EL 

Kidga  Av«.  Middle 

Shark  tlv«r  Hills  EL 

Su^rfleld  KL 

Whltesvllle  EL 

A.  Cheater  Redshaw  EL 

Demonstration  Day  Care  Center  EL 

Mlddleaex  Co.  Voc.  HS 

Nathan  Hale  EL 

Hew  St   EL 

Sacred  Heart  EL 

St   Ladlslaus  EL 

St   Mary  EL 

St   Peter  fB 

Washington  EL 

Wood  row  Ullaon  EL 

New  Hanover  TVp   EL 

New  Mil  ford  HS 

New  Ml I  ford  Middle 

Barrlnger  RS 

Central  3S 

East  Side  HS 

Education  Canter  for  Youth  HS 

Eaaea  Co.  Voc.  HS  (Sussex  Ave  ) 

Essex  Co.  Voc.  BS  (13th  St.) 

Malcolm  X.  Shakass  HS 

Science  HS 

Vallsburg  IS 

Wast  Side  HS 

Webstar  JRS 

West  Kinney  JBS 

Aklngton  Ave.  EL 

Alezaoder   St.    EL 

Alyaa  St.    EL 

Ann  St.    EL 

Arlington  Ave.    EL 

Belmoat-Kanyon   EL 

Bargan  St.    EL 

Blaaaed   Sacraaent   EL 

Boylan  Sc,    EL 

Bragaw  Ave.    EL 

Bragaw  Ave.    Annex   EL 

Broadway   EL 

Barnett   St.    EL 

Camden  St.    EL 

Caarfen  Middle 

Chancellor  Ave.    Anocx   EL 

Cleveland   C 

Cllncoa  Ave.    EL 

I>ayten  St.    EL 

18th  Ave.    EL 

Elliott   St.    EL 

Easex  Catholic   M 

I  at   Ave.    EL 

Uth  Ave.    EL 

Franklin   BL 

Dt     William  H.    Bortoo    EL 

Harriet  Tmhman   EL 

Una   St      EL 

ilna   St      Annex    EL 
Hatrthorae  Ave.    EL 
HawtbonM  Ave     Anmex   EL 
Ba»thorne-Cltatoo  Annex  EL 
Balen  A.    Kaller   EL 
ftidaoo  St.    CL 
Irombouad   Co^eaolty   EL 


Location 
Newark   (cont'd) 


Newfteld 
North    Ar 


'.  1  njE  t  r»r^ 


North    &«r«e- 


North   Brunswick 
North   Hudson 

Jointure    Comm 
North    ftunterdor- 

North    flaK-^f-el: 

No  r  t  h   W 1 1  dwoo<S 
No  r  r  h  f 1 e 1 d 


«e« 


School   Hane 

John   T,    Kennedy    EL 

tafavette   St.    EL 

Ijfayette    St    Annex    EL 

Madison    EL 

Haple-Lvona   Annex   EL 

Karcva   Carvey   EL 

Martin  Lather    King,    Jr.    EL 

McKlnley    EL 

Montgomery  St.  EL 

Morton   St.     EL 

Mt .    Vernon    BL 

Newton    St.     EL 

Oliver    St.     EL 

lur    Lady   of   Good   Counsel    IHy-HS 

Peahtne    Ave.     EL 

Queen   of    Angels   BL 

Q'jitman   St.     EL 

Annex  EL 
■ente  EL 
■ente  Annex  EL 
Roberto  Clem«nte-Mt.  Pleasant  Annex  EL 
ioaa  L.  Parks  EL 
•osevllle  Ave.  EL 
South  St   EL 

Springfield  Ave.  Community  EL 
St.  Aloyslue  EL 

Ann  EL 

Antonlus  EX 

Charles  EL 
EL 


')\jltman  St, 
Roberto  Cl« 
Roberto  Cl« 


St 
St 
St 
St 

St 
St 
St 
St 

St 
St 


Columba 

Lucy  EL 

Mary  EL 

Michael  EL 

Rocca  EL 

Roae  of  Lima  EL 

Vincent  Academy  EL-US 
Sussex  Ave.  EL 
Sussex  Ave.  Annex  EL 
13th  Ave.  EL 
Wsrran  St.  EL 
Wilson  Ave.  EL 
Edgarton  Memorial  EL 
Roosevelt  EL 
Washington  EL 
Boraca  Mann  No.  9  EL 
Lincoln  Ho.  5  BL 
McKinlcy  No.  10  EL 
Robert  Pulton  No.  2  EL 
Llnwood  Middle 

North  Hudson  Jointure  Commlaalon  EL 

North  Bunterdon  Regional  HS 

Vorhees  RS 

Somerset  EL 

S '.      Jeaeyh  EL 

Margaret  Mace  EL 

Charles  H.  Kreage  EL 

Locusen  EL 

Mill  Rd.  EL 

Kt   Vernon  Ave   EL 


Nutley 

2 

Nutley   BS 

Oaklm 

Oeklyn   EL 

Oeklyn  JHS 

Ocean   Twp 

r»»oamoutn> 

Ocean  T«v.    JHS 

Wayside   EL 

Ocean  Twp 

(Ocean) 

Wsratowa   EL 

Ocaan#ort 

Wolf   Bill    EL 

Old    Bridge   Tw» 

Carl    Sandburg  Middle 

Jamea  McDlvltt    EL 

RayMod   8.    Varteea   EL 

Walter  K.   Scblrra   EL 

a  Code  1  -  Schools  designated  for  both  national  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  deslxiwted  for  ■atleoal  Defense  Student  Loan  caaccllatloa  benefits  only 
Code  3  -  Schools  dast«aatad  for  Baclomal  Dlract  SCudeat  Loan  cancel latlon  txiMfltt  only 
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HOI  JERSEY 


List 

For  National  Defense  Stude 


of  Schools  determined  tc  have  High  Concentrations  of  Students  froi 
!nt  Loan  and  National  Direct  Student  Loen  Cancellation  Benefits 


Location 


Code 


School  Nane 


Cod 


Pleaaa  note  that  ^aaatlona 
should  be  directed  to  Mr 
Special  Projects,  Office  o 
Department  of  Education.  2 
Trentoo,  New  Jersey  08625 

Oraose  City 


pertaining  to  the  Hem  Jaraey  listing 
Irvin  A.  Caydos,  Aaalstant  Dt 'actor  of 
f  ManagasMnt  Information.  Hew  Jaraey 
25  Weat  State  Street.  P.  0.  Box  2019, 


Penrta  Crove- 

enas   Neck 


??c:i-5r 


Pefuanaock  T«p. 
Perth   AabOT 


Omleri  Tap. 
Palisade*  Park 

Parslp^aay-Troy 
Sills  T«m. 


Paacack  Valley  lag 
Passaic  City 


Tmammie  Twf. 


Psolsbere 


Pambertoo  Bero 
Pemberten  Twy. 


Pannsaukeo  T«p. 
Penas  Crova- 

Dpper  Penes  Neck 


Oraac*  B 
Central   B. 
Cleveland  St.    EL 
■aymoed  Awe.    EL 
LiDC«lB  At*.    IL 
Oatnsaod  Ave.    IL 
OramS*  Middle 
Park  Ave.    D. 
St.   Venaatio*  IL 
OKferd  Caatral   EL 
PallaadM  Pn«  J-tM 
Undkersii  n, 

C«mtr*l  JM 
Lake  Psrslp^aay  B. 
Uttlataa  B. 
MDWit  TaWr  B. 

TUttk  mis  Bi 

p**»«ic  n 

«*.    1  Tb*M«  JafferMS  I 
a*.    3  rraakllB  B. 
»*.    A  Llaoela  B. 
■*.    11  Msasrtal  B 
■•Ir  Trlalty  B. 
-a»r  -tad;  mi  Nt.    Cnaal  I 
tt.   MlekMl  B. 
St.    MchmlM  B. 
eillctt*  B. 

f.   EMMdy  ■ 

mil  B. 

H.   KllMCrlck  B. 
SckMl  ■*.    4  B. 
»th*al  ■*.    }  IL 
tclMmt  ■*.    t  B. 


Phlllip*b«r« 


nna  nil 


Iiiiiil  ■•. 

7 

a 

trti— 1  ■*. 

a 

CL 

•chMl  a*. 

B. 

SclM*l  ■•. 

B 

•dbMl  ••. 

B.  - 

1 1  hart  ■•. 

B, 

tdM*l    ■*. 

B. 

tdbMl    ■•. 

B. 

tetMMl  ■•. 

M 

B. 

tthmi  ■». 

1« 

B. 

■*Wrta  CI 

Its  BL 

tlttttf  Irvagk 

B. 

Oar  L«ly  H  LMrdM  Bi 

•t     jMapk 

■L-a    - 

It.    MaryBi 

PaalaWrm 

■ 

■llllailirart:  B. 

Loudemalager 

EL 

Paakertaa 

BerMgh   B 

Pita 

ntt 


nalafleld  T«v- 


srtom  T«p.    ■■   ■•.2 
Bo.    1  BrOTsa  Mills  BL 
BoMrd  U    t™  II II I   EL 
Barker-Wyl la/Laurel   Hill   EL 
Oak  Crast  B, 
Oak  Vlaa  EL 
SaaMl  T.    BmaMaky  EL 
Stackboasa   EL 
Pemmiikan  BS 


Crowe  leg.    Bi 
Broad  St.    B 

Paul  H.   Carletoo  EL 
Lafaratte-Porahlng  EL 


PleasantviUa 


Plumatod  Tap. 
Point  Plaaaaat 


Point   Pleasant   Beach 


Lov- Income    Fa«l^:ea 

the   1976-~"   and   19TT-T6  School   rears 


School    Ra 


Penna  Grove  Middle 
West   HarmooT   EL 
St.    Jamaa   EL 
Pos^too  Plaina   D. 
Hlddlabex   Co.    Voc.    B 
School    No.    1    IL 
School   »s.    2   EL 
School    Ha.     5    B 
School   Re.    -   B. 
School    Na.    9    EL 
School   Bo.    10   EL  ~ 

J.   rlyoa  BL 
A.    CavlB  IL 
«aly  Spirit  B, 
■aly  Trinity  B. 
Moot   Ssly  laaTj    EL 
Oar  Lady  of  Bnagarv  EL 
St     Mary   B^B 
St.    Mlchaal   B 
tt     Sta^haa   B 
Dkraaiaa  Aasim^tloe   EL 
P*<inipsbarg   Bi 
Barbor   B 
itama  B 
IL 

tt.    B. 
Pkilli^berg  Middle 
Albert  H.    Boaa   B 
It.    Mwrd  IL 
Macataaay  Tap.   B 
CaaackMfk  Hiddla 
Qmlbklocaaa  HlMle 

•ciMC  Bddle 


BiK«itC  B. 
Vallaaaki*  Tara  B. 


Baallaaad  B. 

NvtU  LatlMr  Elag   B. 


PatiM  B, 


OilvM  IL 
rlalaifiald  B 
■abkard  NUdl* 
HMaH  MLMla 
Savttt  ».   Barloa 


CXlatoa  m. 
FradaricA  H. 

B 

a. 

Joffaraaa  IL   ' 

Uncola   B 

C»karloa  t.   ttillmae  IL 
Vaobingtoo   B 
ilaad  B. 

Bernard   B 

Mary   B 

ntvllle   B 
Btville   JB 
Decatur   Ave.    IL 
Leads  Ave.    EL 
North  HalB  St.    EL 
South  Mala  St.    II 
Na«  KgTPt   EL 
Point   Pleoaaot   BB 
Maaarial  Middle 
■allie  Bennett    EL 
Ocoan  Id.    IL 
Point  Pleasaat      Beach   HS 
C.    Barold  Antrim  EL 


a  Coda   1   -   Schools   designated   for   both  National   Defense   and  National  Direct   Student   Loaa  caaeallacioo   benefits 
Coda  2   -   Schools   desi(nat*d   for  Natioaal   Defenae   Student   U>oo  caaeollatlon   beoaftts   only 
Code  3  -  Schools  doslfaatod   for  National  Direct  Student  Loaa  caacollatloa  boaaflts  eoly 
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HEM  JERSEY 


List   of  School  3    Det,enair;el    :■-■    have    High  Concentrations   of  Students   from 
?or  fctlonal    Defense  Student    Loar.    and   Satior.al  "Direct   Student   Loan  Caincellstlon  Benefits    for 
Location 


Code 


Najae 


Location 


Code 


Low-Income   Faaiilies 

the  1976-TT  and  1977-78  School  Years 


School  Name 


Please  note  thu    qu«»tlon«  pertitnlng  to  the  Hew  Jeriey  Uitliv! 
should  ke  directed  to  Kr   I^vln  A.  Csydos.  Asslstsnt  Director  of 
Speclsl  Projects,  Office  of  KsnsgesMnt  Informstlon.  R«v  J«rs«r 
Depsrtwent  of  Educstloo.  225  W«8t  Stste  Street.  P.  0.  Sos  2019, 

Trenton   S«v  Jersey  OR625 


T"r»nton    (cont'd) 


Prtncetoc      leg. 


'>j  1  n  '  on   Twp  . 
Rshvsjr 

•  •ncocss    Vslley   Reg. 
ledlngloo  Tvp. 
ted    Bank 


ted    Bsok   Rag. 
Rldgafleld    Psrk 

Rlngvood 

Rlverdala 
Riverside  Tifp. 
Rockaway   Twp. 
Rosalie   Park 


Rorfcury  Tw». 
Sales   Cltv 


Scotch  Plalna- 
Panwood  Rag. 
S«a  Bright 
Sea  Isle  City 

Saaalda  Park 

SoMrdala 

South  Bound  Brook 
So.  Bruacvlck  T^. 

South  Backaoaack 
So.  HarrlsoQ  T«v. 
So.  Suacardoa  Rag. 
South  Oraa^a- 

Naylawoed 
South  Plalaflald 


South  llwr 

Southasvtoo  T«v 
Southern  Rrg. 
S»ott«oed 

S^rlacflald  T«^ 

Stow  Craok   Tvy. 
sit    City 


Susaos  Co     Toe 
Teaoock 

TlQtoa  Psllt 
T«M   Rl*«r 


Trent  00 


Princeton  8S 

Johnson   Park    EL 

Rlvaralda    EL 

QulntOQ  Tvp.    EL 

Pranklln   EL 

Roosev«lt    EL 

Raococaa   Valley  Reg.    RS 

Thre«   Brldgea    EL 

Hachanic   St.    EL 

Rad   B«nk   Prlaary 

Rlvar  Stre«t    EL 

Rc<i   Bank   Rag,    RS 

Rldgafleld  Park  RS 

Lincoln  EL 

Eleanor   C.    Hawltt    EL 

Peter   Cooler    EL 

Rlverdale   Public   EL 

Rlvarsld*   EL 

Retharlo*  D.    Malone    El 

Aldana   EL 

Roaelle    Park   Middle 

Shcnaan    EL 

loihury   RS 

Klxoo   EL 

Salaa  RS 

John  Panwlck   EL 

SalM  Middle 

St      Mary   EL 

Park   JIB 

Saa   Bright   EL 
S«a   Isla   C 
St.    Jo««^   EL 
Soaslda  Park   EL 
SoMTtlala  Ho.    I    O. 
Soisardala  Park   EL 
lehart  Horrta  EL 
Cotuitabla   D. 

ith  Aioctlon   EL 
rial   EL 
Rarrlaofrrllla   EL 
South   kuitardoa  tag.    BS 

South  Oraoga  JB 

South  Plalaflald  Nlddla 

John  r.    Caoaady  EL 

John  E.    Illay   EL 

Rooaavalt   EL 

WlUaCt   KL 

yiocatova  EL 

Soutbara  tec     Middle 

C,   AatlD  Schoaoly  CL 

Ploratica  M.    Caudtooar  Middle 

Jaaas  Caldvall    EL 

Stow  Craak  Tuy.    CL 

So^lt   JB 

toeaa^alt   IL 

Saaaax   Co.    Toc-Tach   BS 

Thoaaa   Jaffaraoo  JIB 

■awthoma   SL 

TIbCoo  Falla  EL 

Toasa   tlvar   lataraadtata   Eaat 

Baat   Dovar   SL 

Tom  tlvar   CL 

Troatoa  Caatral   RS 

M.    1    JRS 

He.     3   JB 

Ho,    4   JB 


Tucker  tor. 
Union    Co      =jju< 

Servtcet      itxm 
Union   Twp 
Upper    F'e*'^o;d    *«)i 

Upper    Ptttsgrove 


Upper    Sedd  !  «    *  : 
Ventnor    Ziiy 

Vlneland  City 


Toorhaes  TVp. 
Uall   Tv^. 


WsrTaa  Twp 
Washlngtoc  Ti«j 

fMarcer) 
Waahlngtoo  Tup 


Coluahua    CL 

Franklin    EL 

Harrison    EL 

Monunant    EL 

Mott    EL 

Waahln^con    CL 

Blessed   Sacraaant    CL 

Cathadral    CL 

aoly  Croaa   EL 

laaaculate   Coaceptloo   EL 

Xir   Lady   of  Olvina   Shepherd    CL 

Sacrad    Heart    EL 

St.    Halvlg   EL 

St.    Ja«es  EL 

St .    Joachla  EL 

St.    Joaeph   EL 

Tuckerton    EL 

Westlake   Schoola    EL 

Jnlon  Tvp.    EL 

Allaotovn  RS 

Uppar  Prcehold  Rag.  EL 

Deretown  EL 

Mooroevllle    EL 

Jppar   Plttagrova    EL 

«o*ert    D,    Reynolda    EL 

•^feyette  Ave      IL 

7entnor  Middle 

Land  la    JHS 

Maaorlal   Middle 

Antbooy  toaal    CL 

East    Otastnut    EL 

East   Land  la   KL 

John   a.    Wloalov  CL 

Johoatooa   EL 

Haria  Duraod   CL 

Hax   Lauchtar   CL 

Neonias   CL 

Oak   and  Halo  CL 

Park   and   Eaat   CL 

tahar    CL 

South  Vloalaad   KL 

Sacred   Heart    EL'RS 

traaaoB  Ho.    2   KL 

Hurley   CL 

Wall  Tvp.    Intaraadlata 

Meat   Balaar   EL 

Woodland   SL 

Sharoa   CL 


f)«orrls) 

riocktom  Id.  KL 

Waterford  Twf. 

Atco  EL 

Ho   6.  Waterford  KL 

Hayna  Tup. 

*  * 

Ueyna  Vallay  BS 
Wayna  Bills  B 
John  P:  Raooady  SL 

' 

Weehavken  Tv». 

Wa«ha«kan  BBp 

Daniel  Wahster  No.  2 

CL 

Woodrov  Wilson  Ho.  4 

HL 

West  Long  Srsnch 

Jail  St   EL 

Wast  Deo; ford  Tvr 

Colonial  Manor  CL 
Sraao  Plaid  KL 

Mantua  Tarraca  CL 

Oakviav  CL 

Rad  Bank  Ho.  11  CL 

Verge  CL 

Wast  Mil  ford  Tvp 

Meat  Hllfard  B 

t  Middle 

Apahawa  KL 

Rlllcratt  CL 

• 

Haple  Road  CL 

Paradlaa  tnoU  CL 

CL 

Weit  Oriaj^c 

Weat  Oranga  Houotaln 

B 

•  Code    1    -   Schools   daslgn«ta<l    for  both   Hatloaal   Def 
Coda   2   -   Schools  daslgaatad    for  Hatloaal   Defense 
Coda   )   -   School*  daslfaftad   for  Hatlooal   Direct   S 


cosa  and  Satloosl  Direct  Stode 
Student  Loan  cancel  lat  l->n  !>«n« 
tudenc    Loan  cancallatloc    :>enaf 


nt   Loan   caocallatlon  banaflta 
fits    only 
If  only 
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List   of   Schools   Datentined  to  have  Bi^  Coocantration*   of  Students    fro«   Lov-Incoaw   Fa»i:ieB 
^or  Hatlonal  Defense  Stvtdent   Loan  ai»d  Hational   Direct  Student  Loan  Csmcelitttion  Benefits   for   the   lS>76-77   apd   1977-''6  Srhx. 
Location Code  *     School   tttt  Loe»tion Coda   *     School   »at 


Tea,'s 


^^ 


ha  dlractad  ta  Mr.    Irvla  k,   Caydoa,  AaalaCaat  Dlr*ct«r  af 
•^•clal  rrojacta,   Offlea  of  NMsacaaaaC  lAfaraatloa,   Haw  Jaraay 
Da^rt— ut  af  ■tecacloa.   US  WMt  State  Straat,   P.   0,  tmm  1019, 
TraatM,   lav  Jaraay  0M2S 

Waat  Oraaca  (caat'i) 
Waat  Pataraaa 


VMthas^taa 


WMdhlM 

W«o4hrl4sa  Tvy. 


VI 1 


City 


Vll*sMd  CraM 
Wlllli^hara  Tap. 


Wosdhsry 


tl4(a 


St.    Am  B. 

Vll*wa4  CMlMlle  I 
I%lllf  P.   kakar  IL 
?. 


Woadat 
Pile 


tat 


Hisftlaa  n. 
MMlaaam  Co.    Toe      B 
AfWMl    JB 
Msaitrldta   JB 
Cla«  Crea   B. 
■•falaM  KL 
r«rt  taadli^   IL 
tMa  tt.    n. 
8a— raa  IL 
Strawhact)   Ull   O. 
feainaaa  Ave.    n, 
Halaat   St.    D. 
Haat   lad   IL 
St     Patrick   IL 
Ckataaaarth   D. 
Waatflyaaa  O. 
Catharlaa  K.    Doyle   B. 
VladaM^   O. 
Paul  C.   Davis   B. 

Woedatova  B 

Hary  S.    Shnsaikar   KL 

Wo«dato«a  HlMla 


*  Coda  1  -  Schools  designated  for  both  Hatlooal  Dafaoaa  and  Hatiooal  Direct  Student  Loan  caacellatioD  benefits 
Coda  2  -  Schools  daslgaatad  for  Hatloaal  Dafaoaa  Studaot  Loan  caacallatloa  bacMflta  only 
Co4a  3  -  Schools  daslgaatad  for  Hatloaal  Direct  Stodaat  Loan  caacallatloa  baoaflts  oaly 
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NOTICES 


NFW  WFXICQ 


For  National 


Location 


List  of  Schools  Detemnned  to  nave  High  Concentrations  of  Students  froa 

Defense  Student  Loan  and  national  Direct  Student  Loan  Cancellation  Benefits  for 

__  — 


Low-Income    Kanllies 

the  1976-77   and   1977-T8  Schoox  Years 


Code 


School   Wame 


Alaaogordo 


A  !  b  u  q  u  r  r  q  u  e 


«  r  t  e  ^  1  s 


Belen 


Bernalillo 


B 1 ooffl  f 1 e Id 
Carl sbad 

Cimioio 


■'  1  Ti  J  r  r  .)  n 


J 
1 

1 
3 
3 

3 
3 
1 
3 

1 
3 

3 

I 
1 
3 
3 

3 
1 
I 
1 
1 
3 
3 
3 
1 
1 
3 
1 
1 
1 
5 
3 
3 
3 
3 
J 
3 
1 
3 
1 
3 
1 
1 
i 
3 
1 
3 
3 
3 
1 
1 
1 
1 
1 
1 
1 

1 

1 

J 
3 


La  Luz  EL 

Sac  ra«ent 0  EL 

Yucca  hL 
A  1  aoo  sa  EL 
Aral  jo  EL 
Atrisco  EL 
Duranes  EL 
East  San  Jose   EL 
Emerson   EL 
Eugene  Field  EL 
La  L  u  :   EL 

Larra:olo  EL 

Longfellow  El 

Lowe  II  EL 

Kit  Carson  EL 

Menaul  JHS 

Old  Town  EL 

St.  Francis  Xavier 

St   Francis  Xavie-r 

St   Pius  I H  S 

V  a  1  1  e  Vista  EL 


Location 
Clovis" 


Code  *  School  Name 


EL 
JHS 


Kasn 1 ngt on 
New  Mexico 
Ar t  e  5  ia  HS 
Central  hL 
H  e  rmo  :,  a  EL 
F  a  r  k.  JHS 
Roselawr  EL 
«ucci  EL 
'.  1  a  Middle 
ie  \--n    JHS 
Central  EL 
D  e  ",  n  1  i  C  h  a  V  e  ; 
JaraleiPuebl i 
J  a  ram  1  1  1 o  EL 
'ri  I  0    Grande  EL 
A  1  g  0  d  o  n  e  s  EL 
Bernalillo  JHS 
Bernalillo  H  S 
C  J  c  h 1 t I  EL 
P  lac  1  t as  EL 
Roosevelt  EL 
S  a  p.  t  0  1  i  o  m  1  n  >;  0 
3  e  r  e  a  P;  M  i  ■,  s  ;  o  n 
ri  r  e  t  h  r  e  p, 
C  r  J  t  t    EL 
Edison  EL 
Hi  ;  1  c  rest 
Pate   E  L  _ 
C  a  r  r  1  ;  0  1  o 
Carri:3:o 
C  a  r  r 1  z  o  lo 
C  a  n  J  I  1  o  n 
Chama   E  L 
Chaaa   Mid  Hi 
Escalante  HS 
Tierra  Aaaril! 
Tierra  Aiariil 
Cimarron   EL 
Eagle  Nest   EL 


JHS 

Youtii    Dljgnosttc    Cam 


i  I 


EL 


EL 
C  I 
C  h  r  1  ■: 


PL 

EL 

Ml. 

HS 

EL 


EL 
Hid 


Hi 


Cuba 


Deaing 


Dexter 

Dulce 

Encino 
Espanola 


Eapanola 


Eunice 

Tarmington 


Gadsden 


Gallin* 


Gallup 


La  Casita   tL 

Lincoln  Jackson   EL 


jada  lupe   EL 


Our  Lad. 
Parkv 1 e«   EL 
Corona   EL 
^cror.a   HS 

Brethren  Savajo  Mission   EL 
cu  ba   EL 
Cuba   Mid 
Cuba   h  S 

Immaculate  Conception   EL 
Bell  LL 
Chaparral   EL 
Coluabus   EL 
Deaing  JHS 
DeBing   HS 
.Martin   EL 
MeBorial   EL 
S  »  •  t  h.   EL 
Sunshine   EL 
Dexter   EL 
Dexter  JHS 
Dexter   HS 
Dulce   EL 
Dulce   HS 
St.  Francis   EL 
Encino   EL 
Encino   HS 
Abiquiu   EL 
Alcalde   EL 
dhinayo   EL 
Dixon   EL 
Espanola   EL 
Espanola   HS 
Espanola  JHS 
Fairview   EL 
Hernandez   EL 
Holy  Cross   EL 

J.F.K.   JHS 
Mountain  View   EL 
Saa  Juan   EL 
Sonbrillo   L'L 

Mettle  Jorda-,   EL 
Apache   EL 
M  :  :  -'  r  B  i  .;  k   E  i. 

Na»a;j   Methodist  Mission  HS 
Anthony  EL 
La  Mesa  EL 
La  Union   EL 
Mesquite   EL 
San  Migue  i   EL 
SunlandPark   EL 
Coronado   HSCJeaez  Mtn.) 
Coyote   EL      "     " 
Gal  Una   EL     " 
Lybrook   EL     "     " 
Aileen  p.  oat   EL 
Cathedral   EL 
Cathedral   HS 
Church  Rock   EL 
_i- 


'»  Cod«    ~-~School»    designated    for    both    Nattooal    Defense    and   National  Direct   StudeoC   Loan   cancellacloo   benefit* 
Code    2    -    school!    designated    for   Hatlonal    Defente    Student    l^«r    caacallatloa  benefit <    only 
Coda    3    -    Schooli    designated    for   National    Direct    Student    Loan  caocallatlOQ  bcaaftti    only 
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NEW  MEXICO 


List   of   Schocls   Determined   to    have   High 
For   national   Defense   Student    Loac   and   national   Direct    Student 


Concentrations   of  Students    i 
Loan   Cancellation   Bene fl t s 


ro« 

for 


Low- 
tbe 


19T&-i 


J>aEt; 


Location 


Code   •      School    Naae 


Location 


Code 


School   Na 


Callup   (cc»'  t) 


Grady 
Grants 


Hageraah 

Hatch 

Hobbs 

Hondo 
Hou  se 

Jeaei    Springs 

Lake    Arthur 
Las    Cruces 

Las    Vegas     JEast) 


HS 


Crownpoint   EL 

Crownpoint   HS 

Indian  Hills   EL 

Jefferson   E  L 

J.F.Kennedy  JHS 

Lincoln   EL 

Nava j  o   EL' 

Navajo   JHS 

Raaah   EL 

Red  Rock   EL        '     ' 

Rehoboth  School 

Roo  s  eve  It   EL 

St.  Anthony   EL 

St.  Francis   EL 

Sky  City   EL 

Saith  Laie   EL 

Sunnyside   EL 

Thoreau   EL 

Thoreau   HS 

Tohatchi   EL 

Tohatchi   HS 

Iowa  Yal  1  ane   EL 

Ts  e  Bon  i  t o   EL 

Twin  Lakes   EL 

Washington   EL 

Zun 1   EL 

Zuni   HS 

Zuni  Christian  Refore   EL 

Grady   EL 
Bluewater   EL 

Cubero   EL 

Franklin   JHS 

Grants   HS 

Laguna  -  Acoma  J 

Mesa  View   EL 

Milan   EL 

Mt .  Taylor   EL 

San  Mateo   EL 

San  Rafael   EL 

Seboyeta   EL 

Sierra  \ista   EL 

St.  Joseph   F,  L 

Webster   JHS 

Garf i  eld  EL. 
Hageraan   to 

Hagerman   HS 

Hatch   EL 

Hatch  Valley   HS 

Edison   EL 

Southern  Heights   EL 

Will  Rogers   EL 
Hondo   EL 

Hou5  e   EL 
House   HS 
Jemei  Valley  EL 
Jeaei  Valley   HS 
San  Diego  Mission 
Lake  Arthur  EL 
Lake  Arthur   HS 
Bradley   EL 
Holy  Cross   EL 
Mesi  1  la   EL 
Washington   EL 
Douglas   EL 
GaUinasSt    EL 
Legion  Park 
Rober  t  son  HS 
Meaor i  ai  Mi d 
Mora  A\ e    EL 
Paul  D.  rienrv   EL 
Sapello  EL 


Las  Vegas  (West) 


Lojar, 
Lordsturg 


Los  Lunas 


Lovi  nc 
Magda:  er. a 
M  a  X  w  e  I  1 
Mo  ra 

Mo  r 1  a  r  t  y 
Mo  sque  ro 


Ojo  Ca  1  1  en  t  e 

Pecos 
P  e  n  a  s  i:  o 

Pojoaque  Valley 

Portal es 
Questa 

Raton 


reserve 

Rosw  e 1  1 


Roy 
San  Jon 


EL 


HS 
JH 


Mid 

EL 


Arai  j  o   EL 
Bernal  EL 
North  Pobl ic  El 
Our  Lady  cf  "or 
South  Pub.ic   E 
Treaentira   EL 
Union   EL 
Valley   EL 
Valley   Jh 
Villa nueis   EL 
West  Las  -egas 

West  Las  Vegas 

Logan  School 

Cent  ral   EL 

Dugan-Tarango 

R  .  V  .  T  r  a  y  1  0  r 

Southside   F.L 

Los  Lunas   EL 

Los  Ltinas  HS 

Los  Lunas   JH 

Mid   EL 

Peralta   EL 

Valencia   11 

Loving  EL' 

Loving  J  H 

Magdalen  a   HS 

Roosevelt   EL 

Maxwell   EL 

Maxwe  1  1   H? 

Holxan   EL 

Mora   EL 

Mors   HS 

Cedar  Grove  School 

Moriarlv   EL 

Mori  arty   HS 

Moriartv   Mid 

Mosquerc   EL 

Mos  que  r 0   HS 

Mountainair   EL 

Mcurtairair   HS 


E  :  Rite   EL 
Mesa  Vista   HS 
Oio  Caliertr   EL 
Ires  P 1 e d  r  s ■  EL 
F  e  c  o  s   EL 
Feces   H  S 
P  e  n  8  s  c  0   F  1 
P  e  n  a  s  c  Q   H  S 
St  .  Anthony    EL 
Pojoaque   EL 
Pojoaque   HS 
Lindsey   EL 

Cost  1 ;; a   EL 

Questa   EL 

Questa   H  S 

Coluabiar  EL 

Long  f e 1 1 ow   EL 

Raton   JH 

Reserve   FL 

Chi  sua  EL 

East  Grand  Fia.os   EL 

E  d  g  e  w  c  0  d  I ... 

Flora    Vista       EL 

Missouri     *ve.       EL 

Pecos       E^ 

Washington     '(ve  EL 

Roy       EL 

Roy      HS 

San    Jon       El 


*  Coda    1  -   Schools    deilgnated    for    both   Natlooal   Defense    and   Rational    Direct    Studeot   Loan   caxKcllatloo    baocflti 
Co6»  2    -    Schools    deslgoaced    for   National    Dafense   Studeot   Loan  caocellatLoa   benefits   oaly 
Coda   3   -   Schools   designated    for  Ratloaal   Dir*ct   Student   Loan  caacellatloo  benaflts   only 
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HFM  HElICfl 


y -£    national    defense 
LtH-at  Ion 


List,   of   Selects   Determined   tc    narc   Higi   Concentration*  of  Student*   froa 

Student    l^car.   and   national    Direct   Student    Loan   Cancellation  Benefit*    for 


Code 


School    Ha 


lyOi;ation 


Code 


Santa     F< 


San  t  a    Rosa 


Sh 1 proc  k 


Jllver    CltY 
Socorro 

Springer 


Alvord      EL 

Atalaya      EL 

Carlos    Gilbert    EL 

Cristo    Rev    School 

Harvay    JHS 

J.    0.    Hansen       EL 

S.F.     CoMunity    School 

St  .    Anne       E  L 

Anton    Ch 1  CO       EL 

Santa    Rosa       EL 

Santa    Rosa    Hid 

Shiprock      HS,(  Central) 

Shiprock    Mesa      EL,  (Central 

Shiprock       Mid ,  (Cant ra  1  ) 

Shiprock    Pre- Educ At  ion    Center 

Shiprock    ValleyEL 

Sixth    St  Ki.  fC*«tral  ) 

Midway      EL 

Torres       EL 

Forrester    (Sprin|*r)    E.. 

Spriagar     HS 

New   Mexico    Boys'    Scko*! 


} 


(Cantrall 


T  o  h  a  t  :  ^  : 

T  r  u  t  «    c  r 
Con  leq  .. 

Tucu»c  ar ; 
Tularosa 


tagon    Mour.d 


Low-Iaca«e   faaa'^ien 

the  :?7$-7T  and  1977-76  School  Ye*r« 

.  ^Zitpcy^   Ia»e 

Arroyo  Seco   EL 

Arroyo  Hondo   EL 

Ranchos  -  Ta  1  pa   EL 

Taos   EL 

Taos   HS 

Taos   JHS 

Taos  Middle 

Kaschltti   EL,  Central 

NewcoBb   EL,  Central 

At  r  e  y   EL 

'   or  C    EL 

'   or  C    Mid 

Zla   EL 

l«Dt  -  Mes  calero   EL 

Tu  i  arosa   JHS 

'u  1  arosa   HS 

Vagon  Mound   EL 

Itgon  Hound   HS 


Auaable    Furkt 


V 


Lift    of   School*   Determined   to   hare   Hi»h  Cooce 
For   fctiopal   Defenae   Student    Loan  «nd  lational   Direct   Studtpt  Lo>o 

Location  Cod*   *      Scjjogl^l 

STimiy  i        AlUny  8.S. 

Aibor    HIU    U 
Cardinal    NcCloakey  M.S. 
ClffMi  Nawrial   II 
lUckett   WMl* 
L«San*   tcbool 
Our  Lady  o{   Ai«*la   II 
fark   .W*.    U 

Philip   Uvla««to*  Mlddl* 
nilUp  S<buyl*r   U 
Sacrad   Haart    U 
7 
17 

la 

20 
21 
2* 

II 
Anna    Instltuc* 
Caalalr   11 
Joteph'i    U 
Patrick's    II 
Sunshine    |l 
Vlncenilae    Inat. 
Mblon  2         Albion      £1 

Albion   Hiddl* 
lty»lUe  2         A«ltyvlU*   J.H.S. 

AailtyvlU*   Haaorlal    H.S. 
Northaaat    El 
North    Watt    II 
Park    Ave.    Kl 
Acadeay   Street    Ll 
Aquabogu*  i        Aquabogue    El 

A^r>«m«  1        P.S.    42    (Queens) 

P.S.    198    (Queena) 
Ajturla  i        ^Aif    Lady   of   t'.l .    Carael    El 

Auburn  2        Caraal    Kiddle 

Caaay    Park    El 
uenata*    El 
Lincoln    El 
Thornton      Av*.    El 
y«it    hlddl* 
Auiable    Forks    tl 
holy    NaiM    £1 


m  Yntit 


ntration*    of   Students    'r-.m   Low-Inco«»   FaBilio* 
Cancellation   Beperits   fc-   ttx   1?76-T7  aM  19TT-T8  School  laar* 


Igca^^o^ 


Co<e 


JSi^k 


School 

School 

School 

School 

School 

School 

St.    Ann 

St. 

St. 

St. 

St. 


la^^iH 

bay  Short 


ftayslda 

la  aeon 

Bai  Iport 
BInghaaCori 


Brant  «>^x: 


brldg«ha"ptor 
Br  on  I 


2  >*— kly*  II 

2  *y{^%mTm:    II 

3  Irook    A«*.    II 
2  rifth    A<r*.    II 

2  Hary   C.    Clarkaoa    11 

2  Soucb   Couacry   II 

2  t.i.    31    (QuaaM) 

2  r.S.    41    (guaa— ) 

2  J*,    forreetal    II 

2  Sargent    II 

7  South    Avenue    El 

2  ftaUport    mddla 

2  Haiqrtoa    Av*.    U 

2  Iraaaer    Street    El 

2  »M]aKln    frankUo   li 

1  Coluabua   Cnaiinlty    II 

1  last    J    M.S. 

2  Ho  r  ac  c   Ha>Mi    E I 
2  Xcrth    S.H.S. 

2  St  ,    Patrick's   Mlddl* 

2  St      t'aul  '•   II 

1  SuMjahanna   Valley    Hoaa 

2  Theodore    Xooaevelt    £1 
2  Mood  rev  WllsoB    El 

2  bolivar    CSD 

2  Heaiock    Park   El 

2  Laarel    Park   EL 

2  Hcrthaaat    El 

1  NcrtH>i«*t    El 

I  2  Cak    Park    Ei  ., 

2  Plna    Park    £1  ) 
2  Southeast    £1    . 

2  Southvatt    £1    • 

2  Twin   Pines    El 

2  vnia«*    El 

2  Bridgchaapcon    ^PSU 

1  Adlal    £.    Stevenson   HS 

2  A.fred    t.    Salth  Voc.    H.S. 

1  Barnard    School    for    Bovs 

2  Beth    Jacob-Beth    Miriam   El 
2  Blessed    SacraiMnt    El 

2  Bronx    «.S.    of    Science 

2  l..-onx    Hanhattan  S.D.A. 

I  Cathedral    M.S. 


•  Code  1  -  Schools  designated  for  both  Natloaal  Defenae  and  National  Dlr»<t  Stjde 
Coda  2  -  School*  daalgoacad  for  Hacloaal  Dafenaa  Student  Loan  canceHaclon  s«n« 
Co4a    )    •    Schools   daalgnated    for  HaClonal    Dlract    Student    Loan   cancallatloa    t>«n«f 


nt    Loai    cancellation    benefits 

f  1 1  •    ofi  1  y 

1 1  s    on  1 T 
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■JlDLrQRX 


for  national   Defense 


List   of  Schools   Delennined    t.: 
Stjsdent  Loan  and  !lati:..a:   l\: 


r.ave    High    C  .-."..^en^.-ations   of   Student*-    Tr~:m    '^yv-ln-    -ae    .^aiiiiies 
;jt    Ctudent,   Loan  CajceUhtion  Benefits   for   the   197b-T7   and   lg77-7fl  School   Tears 


Location 


Code 


School  Haae 


ijcication 


Code   •     School   Ma 


Bronx    (coo't) 


i-hritt     it.e    King    El 
Christopher   Colu»but   H.S. 
lieWlct    Clinton   H.S. 
Crace    Dodge   Voc.    H.S. 
Creek    American    Institute 
Herbert    a.    Lehaar   H.S. 
Holy   Cross    t. 
Holy    Fajally    £1 
Holy   Spirit    £1 
laaiac.    t-oncep. 
James    Hon  roe    h 
Evander    Child*   H.S. 
Jane    Addans    Voc    .4  .  i . 
John    K.    ICennedv    H.S. 
Horris    H.S.    t.    Annex 
Our    Lady   of    ffcrcy    £1 
Our   Lady   of    Mt .    Carme 
Our    Lady    of    Vlctcry 


Bronx    (con'  t) 


£1 
.S. 


nnnex 

Anncxi 


C151«t    St.  ) 


£1 


■;i 


P.S. 

P.S. 

P.S. 

P.S. 

F.S. 

P.S. 

P.S. 

P.S. 

F.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

l^.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 
P.S. 

P.S. 

P.S. 

P.S. 


i»    Annex 


6    Annexe* 


16 
18 
21 
22 
23 
25 
26 
27 
28 
29 
X) 
31 
32 
33 
35 
36 
37 
38 
39 

M 
45 


&    Annexe* 


4    Annexe* 


*i>d   Annex 


•ad  Annax 


P.S.    47    and  ilnn*x 

P.S.    48   and   Annex 

P.S.    49 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S.    65 

P.S. 

P.S, 

P.S. 


50 

51 

52 

53 

54 

55   and 

56 

57 

38 

59  *nd 

60 

61 

62 

63 

64  and  Annex 


66 

67 
68 


2     P.S. 

^9 

P.  S. 

70 

2     P.S. 

'  I 

2    P.S. 

7  2  «nc 

Annex 

1    P.S. 

73 

I     P.S. 

7* 

I     P.S. 

T: 

2    P.S. 

76 

I     P.S. 

77 

2   P.S. 

78 

1     P.S. 

79 

2    P.S. 

ao 

I     P.S. 

82  and 

Annex 

2    P.S. 

63 

1     P.S. 

84 

1     P.S. 

85  *nd 

Anne  x 

2     P.S. 

86 

2     P.S. 

87  *od 

Annex 

1  P.S. 

2  P.S. 

as 

89 

1     P.S. 

90 

1     P.S. 

91  «nd 

Annex 

1     P.S. 
1    P.S. 

92 
93 

2    P.S. 

94 

2     P.S. 

95 

2     P.S. 

96 

1     P.S. 

98 

1     P.S. 

99  and 

Annex 

1     P.S, 
1     P.S. 

100 

101 

2     P.S. 
2     P.S. 

102 

103 

1    P.S. 

104  and  Annex 

2    P.S. 
2    P.S. 

105 
106 

1    P.S. 

107 

1     P.S. 
1     P.S. 
1    P.S. 

1    P.S. 
1     P.S. 

109 
110 
lU 
112 
113 

1     P.S. 
1     P.S. 
1     P.S. 
1     P.S. 

114 
115 
116 
117 

1     P.S. 

118 

1     P.S. 

119 

1     P.S. 

120 

2    P.S. 

121 

1     P.S. 

122 

1     P.S 

123 

2     P.S 
2     P.S 

1     P.S 

124 

125 
126 

2    P.S 

127 

1     P.S 

129 

1     P.S 

130  * 

Dd  Ann*  > 

2     P.S 

131 

1     P.S 

132  and  Annex 

1     P.S 

1  P.S 

2  P.S 

.  131 

.  134 

.  135 

1     V.l 

:  m 

1     P.S 

.  139 

1     P.S 

.  140 

1  P.S 

2  P.S 

.  142 
.  143 

2     P.S 

.  144 

1  P.S 

2  P.S 

.  145 
.  14* 

1     P.S 
1     P.S 

.  147 
.  14« 

1     P.S 

.  149 

Code 
Coda 
Coda 


Schools  designated  for  both 
Schools  dealgoated  for  Rati 
School*   d**lgBated   for  lUtl 


!lattoaal    Defenae    and  national    Direct    Student   loan   cancellatloa    benefits 
ooal   Dafeo**   Studeat   Loan  cancallMloa  beaaflt*  only 
onal    Dlract    Stodenc    Loan   cancallatlon   benefit*    only 
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NOTICES 


TU  ynct 


For  fctional   Defense  Student    Loan   ar.d 


,^x*  1 1 1  ?n 


List   of   Schools    :e-er=uned   to    nave    Hig.n    Ccncent  rations   of  Students    fro-  Lov-Inconw-^:- ai..  . 
Saticnul   Direct   Student   Lo&n  Cancellation  Benefits   for  the   197b- 1  I    >"d 

Location Code  *     School   Name  


L9T7-T6  School    Years 


Code 


Name 


tiofu    (coa'c) 


IrMklT* 


•  Cod* 
Cod« 
Co<U 


F.S. 

IK) 

r.s. 

P.S. 

r.s. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

2M 

2M 

921 

LT. 

SwU 

Brooklyn   (coa* C) 


aad  AjUMxas 


and  Aaaax 


Kl 
S«cr«4   iMFt    II 

S«cr*4  BMTt  MicMU 

Sacr*<i  BMrt   of  Mir?   I.  S. 

ft— rrl    Ou^ir*  Toe.    *wi  Ttch.    E.S. 

SC.    Aa«lb«rt    Kl 

St.   Aac«U  NiTicl    Kl 

St.   &M«la  Kl 

St.    Aatho^r  of   Psdua   Kl 

SC.    AChMMiu*   Kl 

It.  Ai^MttM  n 

•t.  J«nM  n 

•t.   Jote  Ckryaoacoa  SI 

It.   JolM  VUm«7  11 

It.   JaMfh  CI   (Backaata  A*«.) 

•t.   Uk«  II 

St.   Il»r»«f  t  n 

It.   HM-tU  af  Tmut*  n 

It.   Vlehalaa  af  Talasclaa  II 

It.   TkaM*  A^slM*  11 

It.    llMS   Itock 

It.    Plaa  T  Kl 

Ita.   r«c«r  ami  fwil  II 

TlMo4«ra  taaaa»slt   LI. 

MilCM  l.l. 

WllUaa  I.    tift  l.l.    a«rf  Ammmt 

lomtk  Dwalofaaat  Caatar  #t 

•allpoTt  l.l. 

Iroekkavaa  Kl 

laatk  laraa  O.F.I.D. 

AbraiMM  Uacala  l.l. 

A.    Paatll   Kl 

Alazaarfar  laallcoa  To«.    tmi   Tack.    I.S. 

All   lalacj   11 

Aatoaatlva  l.l. 

lata  Taak««  Dkkal   A4aa   Tarala 

lata  Taakow  l.l.   of  trooklra 

lay  tUga  l.l. 

lath  Jacok  of  loro  Park  Kl 

lath  Jacok  l.l. 

•atk  lachal   Icbool   for  Girls    («ay«ar4   St.) 

lath  la<kal   Ickeel   for  Clrls    (Patckaa  Ava.) 

■atk  llvkak 

llskoy  La««kltB  l.l. 

■  laasarf  laeraMac  Kl 

lakav 

Zloa  Kl 

l.l.    aorf  Aaaax 
BrooitlTB  Tachatcal  I.S. 


.S. 


««alarlck   «.S.    ani    Annas 

C<'.v*ry   ar^    St.    CryrliBa   Kl 

CtvtSTti*   I.S.    (nrf   Annas 

CUrt    kartoa   foe.    I.S. 

Coo^r    Park 

ttsttm   District    B.S. 

tt»t    ll««   Tork    Voc.    aod   Tach.    H. 

lU    *ici>ay   Woe.    H.S. 

Eplphaoy   Uitharaa  11 

Iraaaua    Ball    H.S. 

Pt.    Craaaa  Catholic   (A<alpki   It.) 

ft.    Crcsaa   Catholic   (Vaooarkilt  A»«.) 

Port   Baailton  H.S. 

Pourtaaa  Boly  Martyrs 

fraakUa   D.    toosavalt 

Praaklta  t.    Una   H.S. 

Oaorga   Wattin^housa   i 

G«or«a   V.    Vlncat*   H.S. 

Ranaoa  Placa  Kl 

Holy  Croaa  Kl 

Aoly   Paaily    II 

Holy    Ban    of   Jasus    Kl 

aolr   Sflrtt   Kl 

taaaculata   Cooea^lon 

culata   Haart   of  Nary 

I  Kadlaoa  I.S. 
Oaway  I.S. 


Kl 
H.S. 

.S. 

and 


ABoaxas 


Kl 


Kl 


:■ 

Ja 

Joha 

Joha  Jay  LS. 

Uafayatta    H.S. 

Nartla  Qa   Porraa-Kaat 

Hrrcy   Hoaa   for  Chlldraa 

Moat    Bely  Trinity  Kl 

■stlTlty-St.    Patar  Cl«»ar  Kl 

■aw  >a4ford  Ituyvaaaac  Jr.    fLS, 

Out  La<ty  of  ka^terd-SCuyvaaaac   (Bmc) 

Oa  La<ty   of  CQ«*alatioa  Kl 

CXir  Lady   of  Csastocbowa 

Oar   La#y   of   Loratto   Kl 

Our  Lady  of  Lourdas   Kl 

Out   Lady   of  He.    Canasl   Kl 

Our   Lady   of   Paac*    Kl 

Our  La<»y   of  Par^tual   %»lp  Kl 

Our   Lady   of   Solaea   Kl 

Our   tarloT  Kl 

Priaca   of   Paaca   Chrlstlaa  lay  II 

PrtMpacc    Kaickts   LS. 


F,  J. 

1 

F.l. 

J 

F.S. 

5 

M: 

1 

r,s. 

10 

»  1. 

F.S. 

15 

P.  S. 

1* 

F,  3. 

i  5 

F.S. 

it. 

F,  S. 

I  ^ 

F.  S. 

18 

F.S. 

19 

r.  s. 

K: 

F.S, 

2\ 

F.S 

2,3 

F.S. 

'  ^ 

F.S. 

:* 

F,  S, 

;  • 

F.S. 

2? 

F.S. 

If 

!».  S, 

F,  S. 

J2 

F.S 

)5 

F.S 

.** 

?.  S 

)> 

?.s. 

)« 

and    Aanai 


and   ABaax 


-  Sahooli    daalgnacad    for   both   lUttooal    Dafana*    and   Matlonal    Direct    Sfjdtnt 

-  Schoola   daaltoatad   for  national   Dafaos*   Student   Loan   cawallatton    >»naft 

-  Schoola   da«i»nated    for  aaclonal   Dlract    Studant    Loan   cancalUtlo 


Loan    cancallatloo    baoaflts 
>    only 
^arxfltj    only 
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Nr"  ^f^«>^ 


For   National    Defense  Student    >jOan   a 


ist    cf   Sch.TClE    Detenmnea    lo    have   High   Concentrat.:o 
nd   national   Direct   Student    Loan   Cancel 


r.s    of   S 
lati  :'n 


Benefit 


fcr    the    197 b- 


'aailies 


..>'>catlon 


r-.de 


Name 


Loc  at : 


Code 


Schoc-    Naiw 


Brooklyn    (coa't) 


39 

40 

43 


P.S. 

P.S. 

P.S. 

P.S. 

P.S.    44 

P.S. 

P.S. 

p-.s. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 

P.S. 


B  r  ook  1  yn    ( c  on '  t ) 


P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 


and  Aimcx 


and   Annex 


and    Annex 


45 
46 
49 
SO 

51 
bi. 
55 
56 
57 
58 
59 
61 
62 
63 
65 
67 
7i 
72 
73 
7  5 
,76 
'79 
80 
81 
83 
84 
86 
88 
90 
91 
92 

9  3    and   Annex 
94 
95 
96 
97 
99 
101 
102 
105 
.'06 
107 
108 
110 
111 
112 

116  and  Anoe«ci 
U7 
120 
121 
122 
123 
124 
125 
126 
127 
128 
ISO 
131 
132 

03 
135 

136 

137 
138 

139  aod   Annax 

140  and  Annaxas 
142 

144  aad  Annex 


P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
F.S. 
P.S. 
P.S. 
P.S. 
P.S. 
F.S. 
P.S. 
P.S. 
P.S. 
P.S. 
p.  S. 
P.S. 

p.  s. 

P.S. 

P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S, 
P.S. 
P.S, 
P.S. 
P.S. 

p.  s. 

P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 

P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 


P.S. 
P.S. 

P.I. 

P.S. 
P.S. 
P.S. 

P.I. 

P.S. 
P.S. 
P.S. 


anc    Knnexet 


149    and    Aiin*x 

15C 
151 


153 
15i. 
1  5  ■■ 
156 

157 
!56 
159 
16C 
161 
162 
163 
16i 
^65 
166 
!bJ 
166 
169 


172    anc    Kane x 

174 

175 

176 

i77 

17  B 

179 

180 

181    aod    Annei 

182 

183 
154 

185 

186 

1S8 

189    and    Annex 

19C' 

191 

192 

194 

196 

199 

200 

201 

202 

204 

205 

208 

209 

210 

211 

212 

213 

214 

215 

216 

217 

218 

219 

220 

221 

223 

224 

225 

226 

227 

228 


aod   Annaii 


and    Anaaxct 


Co4«- li  rr  lp)>ools   dcslgoatad    for  both  Hatioaal   Dafansa  and  katlonal   Dlract 
Co4a  2   -   Schools   daslfoatad    for  latloQal  Dafansa  Studant   Loan  cancallatloo 
Ce4«  3  -  Schools  4a*l«Batad   for  National  Olraet  Studaot  Loaa  caacallatloo 


Studaat    Loan    cancclladoe    banafltt 

aflts   only 
baaaflts   only 
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NOTICES 


For    H*tlor-.Al    Defer. 


Lilt    c! 
ft9   Studen* 


Sc.*iool5   Determine*  to    hare   High 
U>An  ami   W«tlonfcl   Direct    Student 


KSM  Toar. 


^>c  a  1 1  ;^ 


rode 


School    Na 


Concentrations  of  Studecia    from   Lov-Incc«e    families 
U)ar.   .'aaceUatiop  Bcneflta   for  the   19T6-"7   ap*   I9T7-T8  School  Tears 
Code   *     School   Haae 


IcK  at  1  on 


Iro«kl)ro  feoo'  t) 


•  Coda 
Coda 
Coda 


r.s. 

F.S. 

r.s. 

F.S. 
F.S. 
F.S. 
F.S. 
P.$. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
F.S. 
P. 8. 
P.S. 
F.S. 
F.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
F.S, 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
F.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S, 
P.S, 
P.S 
P.S, 
P.S 
P.S. 
P.S, 
P.S, 
P.S, 
P.S, 
P.S, 

p.  S 

P.S, 
P.S 
P.S, 
p.  3, 
P.S 
P.S. 
P.S, 
P.S 
F.S 


■  od  Aaaax 


2M 

2K 

IM 

233 

235 

2M 

239 

IkO 

241 

242 

20 

244 

24« 

247 

24« 

24< 

250 

252  and   Annas 

253 

254 

255 

256 

257 

258 

259 

260 

261 

262 

263 

265 

268 

269   aod  Aaamx 

270 

271 

273 

274 

275 

279 

281 

282 

284 

285 

286 

287 

288 

289 

291 

292 

293 

294 

296 

297 

298 

299 

302 

303 

304 

305 

306   aod    Aaaax 

307 

308 

309 

316 

318 

320 

321 

327 

328 

329 

332 

33J 

345 

377 

384 


Irooklfo    (coo't) 


aod  Amsax 


and  Annan 


and   Ann«>^ 


and   Annex 


Brooktoixia  i 
Bru»^ ton 
Buffalo 


aod    Annexes 
and   Annex 


F.S.    >»6 

F.S.     397 

P.S.    93; 

P.S.    932 

Sacred   Haarta   of   Jaaua   and  Mary  II 

Sarak   J.    BaU    H.S. 

SC  At»**    K^ 

St.  Alptwaaua   II 

St.  Ai«ala  Bill   Acadai^  M.S. 

St  Aathony  of  Fadua  11 

St  Aaftiatine   El 

St.  Cathartoe  of  AlexaadrU  «1 

St  Cacilia  II 

$t  Oar  lea   Borro—e    11 

St  Fortunata   El 

St  FTancta   of  Aaalai   El 

St  FTa«cU   Xavler   El 

St.  John  the   r»aa»ellit   II     (2Ue  St.) 

St.  JoaepJi   Fatroa   El 

St.    Joaeph'*   ■•^l 

St      l*ooard   of   Fort    Maurice   El 

St.    dalachy    El 

Sc .    Hartt'a    Lutheran 

Sr      Martin  of  Touri    El 

Sr      Hary   Star  of   the    Saa   El 

3 1      HI chae 1' a    El 

Sc  ,     Blcholaa    El 

S  t .    Fau 1    E  1 

St.    Eita   El 

Sta.    Cyril   and  Methodloa    El 

St(.    Peter  and   Faul   El 

St.    Stephen    U.S. 

St  .    Sy  Iveater   El 

St.    Thoaaa    Aquinas    El 

St.    Vlocant    DaFsul    El 

St      Vincent's    Hall 

South    Shore    H.S. 

TalBud   Torah   Toldos   Tacov   Toaef 

T^amtkM    Jefferson   H.S.    and  Azotcxes 

Unity   Catt»lic    II 

Ota   Teshlva   Torah    Vyirah 

wiiuaa  H.    Maxwell   Voc.    H.S.    and  Annex 

UlUiaa  B.    Grady   Voc.    H.S. 

Teshi-ra   Ahavas    Israel 

Tcshiva   and   Hesivta  B'er   Shauel 

Teahi*a   Arugach   Habosea 

reshlva   Sals   Isaac   Zvl 

TeshiTS    Bals   Tltschok 

Teshlva  SaCh   Hi  1  lei   of  Kraana 

YesMvs    Beth    Yehuda 

Yesnlva   EarUo   Stollo 

Tesnlva  Hachxlk.ei   Torah 

"eshlva   Ohel    Jacob 

Teanlva    Share!    Zedek 

Yeshtra  Torah   Vodaath   (Ocean   Parkway) 

Ytshtva    Tagoi 1   Torah 

Yeshlvs   Teaode   Hatorah   (Sadford   Ave.) 

(Vuatln  McCoralek   Touth    Ctmp 

Sruatoo-Moira   C.  S. 

.», .  .    Se  1  at s    El 

Annuoclatloo    E; 

AasiaaptlOD    El 

Bennett    H.S. 

Birsaed    Trinity    El 

Boya    Alternative    H.S. 

Burgard   Voc.    B.S. 

Caapus    School    (College   Laarnlng   Lab.) 

Cause    School  #73 

Central    CoaouBity    El 

Clinton  Jr.    H.S. 

Connors    Children  CenCar 

Coronation  El 

Corpus    Christi    El 

Diocesan   Educational   Caaipus 


Schools  designated  for  both  Hatiooal  Da 
hools  designated  for  National  Defansa 
hools   designated   for  latloaal   DiracC 


fense    and   ftational    Direct    Student    Loan   cancellation   benefits 

Stisdaat    Loan   cancellation    iyeoeflts    anly 
Student    Loaa   caocellatloo    benefltt    only      ,. 


ftoaud.  ueisTBt, 


VOL   43,  NO.    10»— TMUKOAY, 


t.    1»77 


NOTICES 


28409 


NFb  YQtii:, 


List    '^f   Schccls    Detencineii    l^    ft&ve    High   Concentrations    :,f   Students    fron    Lcv-Inco«e   Faailies 
for  national   Defense  Sttidept    L-^&n   ar.d    National    Direct    Student    Loax.   Car.cellati  :r.   Benefits    f^r    the    1976-T7  and   1977-78  School   Years 
Location  Code   •      Scho<  1    Najne  IjO'-ation Code    *      School    Wa»e 


Buffalo    (con' t) 


I          Bast    H.S. 

2          Eaerson  Voc.    H. S. 

2          Exaaanuel    T^ple    El 

2          Fill»ore   Middle 

2           Fosdick-Hsstec   Voc.    H.S. 

2          Genesee    Hua^oldt    Jr.    H.S. 

2          Crover  Cleveland   H.S. 

2          Boly   Angels   El 

2           Boly   Raw    El 

1          Holy  Cross   El 

2          Butchlnson-Central    Tech.    H.S. 

1          Ii^culate    Conception   £1 

1          T—sculate    Heart    of   Mary   El. 

2          Kensington  R.S. 

2          Lafayette  H.S. 

2         Medal lie   El 

2          McKlnley  Voc.    H.S. 

2          Hardin  Acadeay   El 

2          nativity   El 

2          llasareth   Lutheran  El 

2          Borvood  Ave.    El 

2          Our  Lady  of   Lourdes    El 

2          Precious   Blood    El 

1          P.S.    1 

1          F.S.    3 

1          F.S,    4 

I          F.S.    6 

1          F.S.    8 

2          F.S.   9 

2          F.S.    12 

2          F.S.     16 

1          F.S.     17 

2          F.S.    18 

2          F.S.    19 

2          F.S.    23 

2          F.S.    26 

2          F.S.    30 

1          F.S.   31 

1          F.S.    32 

2          F.S.    33 

1          F.S.    34 

1          F.S.    36 

1          F.S.    37 

1          F.S.    38 

1          F.S.    39 

2          F.S.   40 

1          F.S.    41 

2         f.S.    42 

2         P.S.    44 

2         F.S.    45 

2         F.S.    4« 

2         F.S.    49 

2         F.S.    52 

2         P.S.   S3 

2         P.S.    54 

2         P.S.    57 

1         P.S.    59 

1          F.S.    61 

1          F.S.    62 

'i         F.S.    65 

2          F.S.    70 

2          F.S.    74 

2          F.S.    75 

1          F.S.    7*        . 

2          F.S.    77 

2          F.S.    78 

2          F.S.    79 

1          F.S.   82 

2          F.S.    84 

1          F.S.    85 

2          F.S.    »0 

2         QiteeB  of   the  Host   Holy   Kosary 

El 

2          tiverslda  H.S. 

Buffalo    (coo' t) 


Burt 

Calverton 
C«a>ria    Heights 

Canaan 
Caroga  Lake 
Cataklll 

Center  Moriches 
Central   Isllp 


ChsEine  I 
Cheektowaga 
Chester 
Cohoes 

Copiague 


Coming 
Cort>na 


Cortland 


Deer   Park 

Dels  lb   Janet  Ion 

Dexter 

Dobbs  Ferry 

Dunkirk 


Adalbert    El 
Ann   Ei 
Augustine    E. 

Bartholoi^v    Ei 
Brigid's    i: 
Coliaaba   El 
Elisabeth    Ei 
Plorlar   El 
JoscMa   El 
John   Evangelist 


2  St, 

1  St, 

:        St, 

:        St 

St 

1  St 
:  St 

2  St 

;        St 

2  St.    John   Evangelist    El 

2  St .    John   Ksnty    E! 

2  St.    Joseph's    Cathedra.    El 

i.         St,    Le^rence    El 
St.    Luke   El 

2  St.    KarW   El 

2  St.    Mao'    °'    Scrrows    Ei 

2  St.    Matthew   El 

St.    Richolss    Ukrsnian   El 

St.    Stanislaus    El 

St.    Theresa    El 

St.    Valentine    El 

Seneca   Voc.    H.S. 

South   Park   H.S. 

Southslde   Jr.    H.S. 

Trans  figure t ion   El 

West    Bertel    Middle 

V.odlawB   Jr.    H.S, 

Olcott    El 

Riley    Ave.    E! 

Aodrev   Jackson    R.S.     (Queens) 

F.S.    147 (Queens) 

Berkshire    fsrm   U.P.S.D, 

Uhaelervllle    C.f.S.D. 

Catsklll    Jr.    H.S.  — 

Irving   El 

Ceorter  Moriches   L.F.S.D. 

Andrew  T.    Morrow 

Anthony   Alfsnc   El 

Central    Isllp    H.S. 

Cordello   Ave.    El 

Francis    J.    O'Helll    El 
Marguerite   L.    Mulvey   El 
MuUigaa   Jr.    H.S. 

Kalph   C.    Eced   El 

P.S.    47    (Queens) 

Crover   Cleveland    El 

Sugarloaf   C.F.S.O. 

Cohoes  Middle 

School  4  and  Annei 

Copiague  R.  S. 

Copiague  Jr.  H.S. 

Deauvllle  Gardens  Ei 

Great  Reck  load  El 

Scuddcr  Ave.  El 

Susan   E.    Vlley   El 

Winfleld    Street    El 

Our  Lady   of    Sorrows    El 

F.S.    14   and    Annex    (Queens) 

F.S.    19    (Queens) 

F.S.    61    (Queens) 

F.S.    92    (Queens) 

P.S.    143    (Queens) 

P.E.    Ssilth    El 

Foaeroy   El 

laadall  El 

George    Washington   El 

SenBon-Delalb   C.S. 

Oexter  El 

Crecnburgh   Elrven  l.P.S.D. 

St.    Christopher   C.f.S.D. 

Dunkirk   Jr.    H.S. 

,F.S.    3 

F.S.    5 


*  Coda   1   -   Schools   designated    for  both  Rational   Defense   and  Rational 
Code  2   -  Schools  designated    fo^  Hatiooal  Defense  Student   Loan  caacc 
Ce4a  3  -   Schools  d«al«aated   for  Hatiooal   Direct   Student   Loan  cancel 


Direct   Student   Loan   caocellaclon    benefits 
llatloo   beaeflts   only 
Istlon  benefits   only 


HSerAL  ItCIStBt,  VOL   42.   NO    1 06— THUISOAY,   AH*  3,   \977 


28410 


NOTICES 


na  YORK 


List    of   Schools   Determined   to   have   Hl|fh   Concentrations  of  Students    frcm  Lcrv-Inco«e   families 
For   national    Defense   Stjdent    Loan    and   ilational   Direct    Student    Lo&r.   Cancellation  Benefits   for  the    1976-77    and   1977-78  School   Tears 
liOcatlOQ  Code    •      School    Hane Location Code   *     School   Itaae 


OunkLrk    (coa't) 

Last    Claiiursc 

East    PatchofiM 
Case    Quotu* 
Last    $7Tacus« 

Idwards 

lUenvlll* 

tlahursC 

Clalra 


Elalra  Sslthts 


tlaoot 
IndlcoCC 


Pallsb«r«ii 
Far 


rioshlac 


rT*«porc 


rTer»lll« 
Prlradshlp 

Pulcoo 


Carn«t-*11I« 
C«a«Ta 

Cilb«rcrnUt 
Clan  Cov* 


P.S. 

r.3. 

P.S. 

P.S. 
Van 


127    (Q-J*«as) 
14«   (Quaans) 
W.    Cries   11 
Ease   Quogua   11 
Haaan   SCraaC.Il 
Edwards   C. S.D. 
EUeovlllt   C.S.D. 
Revton  R.S.    and  Anaaz   (C^ena) 
P.S.    13    (Quaans) 
P.S.    M    (Quaaaa) 
looch   El.    sad   Jr.    LS. 
Cobun  II.    sad  Jr.    K.t. 
Idttworth  Bl 
Ernie   Drrls   Jr.    H.S. 
Gaorta   M.    Dlraa  El 
J.    Sloae   Fsssatt   El 
Uvarslda   El 

Sts.    Pctar  and   Paul's  El 
n>oaM   K.    Baschar  El 
WaahlocCoa  El 
Cohaa  Mlddla 
Liocola  El 
Nary  Thurston  El 
nioaas   Edison  I.S. 
Clara  R.   Carlsoa  El 
Ccorsa   P.    Johnson  El 
Ceorte  W.    Johaso*  El 
Haary  1.    EadlcACt   II 

tanjdaln  C«««T  11 

Par  t«ckJ«*7  ■•»• 

P.«.    J3    (Qis.~») 

P.S. 

P.S. 

P.i. 

P.I. 

P.I. 


G 1  •  n    Cert*    ( coti' 
Clana    Psili 

Clcr»«r»vtl  l» 

Goshan 
Craat    Hack 


Craaae 
Craao^OTt 


Barlaa 

Hastings   Oa   Bvadaoo 

Bavarstra* 


■awthorva 
Baarsctad 


104 

lOS 

IM  (' 

1*7 

21S 
It.    Mary  Star 
Torak  kcad^my 
riushlof 

»   ( 


(pussna) 

(<hsas— ) 

) 

««•■•) 

of 


1.1. 


120  C 

IVk  (I 

IM  ( 

lU  ( 

lU  ( 

\n  (I 


tha   t^ 

for  Clrls 
(Qva«M) 
) 

) 

) 

) 

) 

) 

) 

) 


II 


P.I. 
P.I. 
P.S. 
P.I. 
P.I. 
P.I. 
P.I. 

P.I.  :i4  (« 

Arcbar   ttreat   11 

tayvtav  *»••    *l 

Carolina  C.    Atkinson  II 

Clcralaad  A»a.    rra-I 

Coliabva  Ava.   II 

John  W.    DoM   Jr.    i.l. 

Lao  f.   Clbly*  II 

PraapoTt   1.    I. 

CMrga  Jr.    laptrf>lle   D.f  .S.D, 

Prlandstilp  C.t.D. 

Brls  Itraat  II 

fsirirlara  11 

Paltoa  Jr.    I.S. 

Stata   Straat   II 

Tola«7  Bl 

Carnarvllla  II 

Border  City 

■orth  Itraat   II 

CllbartSTlUs   C.S.D. 

eolaa  II 

Daasy  II 

bat   II 

Glaa  Cova  MMla 

Crlbbin  II 


Barkiaer 
llthlaad 

BolU* 


Boritheads 

Hudson 

lllon 

Industry 

lowoed 

Irvlntton 
Islsod    Park 

Ithacs 


Jackson  »eithca 
Jaaalca 


Laadtna   II 

South    il 

At>rahaa  tflnt   H 

lis   Cross    Siraat    El 

(road   Straat    El 

Nclak    El 

Park   Tarraca    El 

Ooahan  Cantar    for  loya 

Clovar    OriT*   II 

Ciabar  laad  H 

Cut  tar   Kill   II 

joba   P,    lanaady   II 

LansinctowJohnaoa  El 

East   Elvar  load   Intaraadlata 

-Craanport    D.  F.4.D. 

na^  ail  C.S.D. 

Touth   Davaloyant   Center  #2 

Craaaburyh-Crahaa  U.F.S.D. 

Hevarstraa  Kl 

Havarstraa  Mddla 

St.    Patar's   II 

fcirthoma  laoUs   D.F. S.D. 

UDdaa  8111 

rrsaklin  II 

Pulton   II 

■ssTStaad  H.S. 

Baaystaad  Nlddla 

Jacksoa  11     sad  Anaex 

LudluB   El 

Nsrshall  El 

Our   Lady   of  Loratto  II 

Prospact    El 

Uaahinctoa  El 

Itarsarat   Tu(ar  El 

81*41  land  School   for  ChiWraa 

P.S.    J5   (Qoaaoa) 

P.J.    U8   (Queeaa) 

P.S.  13*  (Queeaa) 
PS.  231  (Qm«bs) 
SC     Sarard  MBjclU  Bl 

l.«aox   Avenue   II 

Irookvood  School    for  Clrls 

lorth   Straat   II 

Stat*  Agricultural  and  laduatrlal 

School    #2 

School   ♦* 

Ab^tt    Bouaa   D.F.  S.D. 

Audt^Noa  Il»d.    II.    -  Lincoln  Oreaa  £t^ 

Praacls   X.    Hejarty   II 

Cancral   II 

Enflald   El 

Fall    Craak    II 

arnry    St.    John  II 

Wast    lUU   El 

P.S.     145    (Queana) 

T.S.    U9    (qoeaaa) 

Au«ust   Kartin  E.S.     (Quaans) 

HiUcrsst    H-S.    (Queans) 

I^Mculata   Conception  El 

Ja«alcs   H.S.    (Qaaana) 

Presentation  of  Blessed  Virgin  Hary   Bl 

?    S.    8    (Queens) 


P.S. 
P.S. 
P.S. 
P.S. 


X)  (Quaaaa) 
37  (Queens) 
40  (Queans) 
45    (Queens) 


P.S.    48   (Queens) 


P,  S, 
P.  s. 
P,  s. 

P.S. 
P.S. 
P.S 

p.  s. 


so  (Queana) 
•,Z  (Queens) 
7  2  (Queens) 
30  (Queens) 
82  sad  Anna 
3«  (Queens) 
f>   (Queena) 


X  (Queens) 


•  Coda  I 
Coda  2 
Coda  3 


Schools  designated  for  both  national  Defe 
Schools  designated  for  Matlooal  Defense  S 
Schools  daslgaated  for  Rational  Dlract  St 


nse  and  >«stlon«l  Direct 
tudaat  Loan  cartcallatlon 
Loan  caacallatioo 


Stjdeot  Loan  cancellation  benefits 

tMneftct  only 
befMfict  only 
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For   WationBLl   Defense 

Location 


^ist    of   Schools   D'^tersuned  to   have   High 


at-joent    Loar,    and   HatloqaO.   Direct   Student 
"ode    *      Scho.;!    Haae" 


Concentrations    of 
Loaj   Cancellation 


lies    (coo't) 


Jssiescown 


Johnstown 

l^eeseville 

Kingston 


Lackavanns 


Laurelton 
LewlstoD 
Llncolndale 
Long   Beach 


Long  Island  City 


Lynbrook 

Lyons 

Madrid 

Halone 


Malveme 


P.S. 

P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
St 


100  (Queens) 
116  (Queens) 
140  (Queens) 
142  (Queens) 
160  (Queens) 
217  (Queens) 
223  (Queens) 
941  (Queens) 
Joseph    El 


_iX>cation 


St.    Plus    V   El 

Thomas    A.    Edison   Voc. 


H.S.    (Queens) 


Carlyle   C.    Ring    El 

Clinton  V.    Bush    El 

Euclid   Ave.    El 

P«ir«ount    Bl 

Jefferson   Jr.    H.S. 

Lincoln  Jr.    B.S. 

loviUus   R.    Rogers    El 

Sasuel    G.    Love    El 

Washington  Jr.H.  S. 

Tryon   School    for   Boys 

Our   Lady   of   Grace   Acadeay 

Brighaa  El 

John  F.  Kennedy  El 

Heagher  El 

Sojourner  Bl. 

Sophie  C.  Finn  El 

Bethlehen  Park  Ei 

Lackawsnna  H.S. 

Lincoln  Jr.  H.S. 

Queen  of  All    Saints    El 

Roosevelt    El 

Trioun   El 

J.H.    231    (Queens) 

Tuscarors  El 

Lincoln   Hall 

Blackheath  Road  tl 

Sasc    El 

Lido   El 

Lindell    El 

HagDolla    SI 

Long   Beach    H.S. 

Long   Besch  Jr.    H.S. 

West    El 

Aviation   H.S.  (Queens) 

Long    Island  City    H.S.  (Queens) 

P.S.    10    (Queens) 

P.S.    17    (Queens) 

P.S.    70    (Queens)      * 

P.S.    76    (Queens) 

P.S.    84    (Queens) 

P.S.    85    (Queens) 

P.S.    Ill    (Queens) 

P.S.     112    (Queens) 

P.S.     122    (Queens) 

P.S.    126    (Queens) 

P.S.    141    (Queens) 

P.S.    166    (Queens) 

P.S.     171    (Queens) 

P.S.    199   and  Annex    (Queena) 

P.S.    204    (Queens) 

Queens   Voc.    H.S. 

St.    Mary   El 

St.    Rita   El 

UlUiaa  Cullen  Bryant    H.S. 

Atlantic   Ave.    El 

Qavidson  Ave.    Bl 

Lyons   El 

Hsdrld   El 

Flanders   El 

G.B.    Davis    El 

Harrison  El 

Laafcerton  El 

Howard  T.    Berber  Middle 


lUlvarne    (coo't) 

Haaaroneck 

Manorvllle 
Masoovillc 
Has  path 

Hassena 


Mastic  Besch 

Ma  yb  rook 

Medford 


MiddletovD 


Mlllbrook 
HonCicello 

Moriches 
Mount    Klsco 
Houot    Vernon 


Students    froa   L<^w-1dco« 
Benefits    for,  the   19T6- 

School    Baae 


Code 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 

2 
2 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
1 


and   1S7T-78  School   Tears 


U 


El 


El 


♦  Code  1 
Code  2 
Code   3 


Schools   designated    for   both   Matlooal    Def 
Schools   designated   for  Rational   Defense 
Schools   designated    for  Rational    Direct    S 


< 

Ranuet 

Red 

row 

Newark 

Rewburgh 

• 

Rewfleld 

Hew 

Haapton 

Hew 

Lebanon 

New 

Pslti 

Hew 

Roche  lie 

Rew 

TorV 

tr   Place 
HalvariM   E.S. 
Maaaroaack   Ave. 
South  Manor    El 
Charles   Lorine   Brsce   Ca^ 
r.S.    73    (Queens) 
P.S.    153    (Queens) 
Jefferson  El 
Hadiaoo  El 

ligbteagale   E' 

Mastic   Beach   El 

tfilliaa   Floyd   Middle    and    H.S, 

Haybrook   II 

Eagle    Drive    El 

Oregon  Ave.    Middle 

Patchoguc  Medford    H.S. 

Acadceiy   Ave.    El 

E<tei>Bd   Fitagemld    Start    Center 

John  v.    Charle'»    El 

Necitanlcstove   Ei 

Truswn   J.    Moon   Ei 

tope    Fara   D.  F.  S.  D. -Creer   Sc.^kxjI 

George   L.    Cooke   Ei 

Kenneth   L.    Rutherford   Ei 

Moriches   El 

Mount    Kisco    El 

Colusibus    El 

Crahaa  El 

Grlaes   El 

Banlltoc  El 

Bolaes    El 

Longfellow   El 

Mount    Vernon   H.S. 

Mount    VerrtOD  Middle 

Rethan  Hale    Ei 

Our   Lady   of   Mt .    Can»:    l] 

Our   Lady   of   Victory    Ei 

Robert    Fulton   El 

Sacred   Heart    El 

Washington  Jr  .    H,  S. 

St.    Agatha   Hoik 

Onondaga   Indian   C.S.D. 

Roosevelt    El 

Broadw«y   El 

Chestnut    Street    El 

Gidney   Ave.    Meaorisi    El 

Liberty    Street    El. 

Nontgoaery    Street    El 

Prekindergarten    School 

St.    Francis   of  Asslsi    El. 

St.   Patrick's    El 

South   Jr.    H.S. 

Union  Grove   El 

Washington  Street    El 

West    Street    El 

■ewfield   C.S.D. 

■ew    Baepton   School    for    Bo>t 

Darrow   School 

Vandenbcrg   Learning    Center 

Coliidsua    El 

Daniel    Webster    El 

Henry  Barnard   El 

Isaac    E.    Touog   Jr.    H.S. 

Jefferson   El 

Hsyflower   El 

Stephenson  Bl  '.« 

Trinity    El 

Williaa  B.    Ward    El 

All    Saiats    El 

Anaunciacloo   Ei 

Art    and    Design    R.S. 

AscenaioD   El 

Benjatin   Franklin    H.S.    and    Annexes 

Beth  Jacob    El.    and    Esther    Schoenfeld 


H.S. 


ense   Md   Rational    Direct   Student    Loan   cancellstioo    benefit! 
Student   Loan   cancellation  benefits   only 
tudent   Loan  cancellstion   benefits   only 
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2S4t3 


Ki  roKt 


NF¥  rORK 


Ll 


F- r    »«tioD*I    S^fenst 


Location 


■ot  Tort    (eo«' t) 


Co<l« 
Co<l« 
Cod* 


~-    "~' . 

t   of  School*   O^teralned   to   h*Te   Hl«h   Coocentratlont  of  Student 
dent    U>*Ji   »od  Itetloivl   Direct   Student   Uxja  Cancellation  B«n«fl 


tram  Low-Inco»e  Fe»ille« 
for  th«  1976-77  »J<1  1977-78  Schcwl  Ye 


.c   •     School   »« 


f.f. 

P.t. 

r.t. 

T.t. 

r.i. 
p.*. 

p.«. 


1 

2 

) 

4 

7 

9 

U 

13 

15 


M:  U 


r 

r. 

r. 

f. 

f. 

t. 

f. 

r. 

f. 

r. 

r. 

r. 

r. 

t. 

r. 

t, 

r. 

t 

r 

T 

T 

r 

r 
t 


S.  20 
S.  22 
S.    2S 

I.  X) 
$.  J3 
8.  J* 
S.   M 

S.  41 
S.  42 
S.  43 
S.  44 
8,  45 
8.  4« 
S.  50 
,S.  51 
,S.    52 


8. 
8. 

8. 
,8. 
.%. 

.8. 


54 
5« 

57 
5» 

60 

61 


S.    63 

S.    64 


List   of  Schools   Detenr.ined    tc    have    HiRh 
For  national  Defense  Student   Loan  and  Hational  Direct   rtudent 


Conrpntratiorre   of   Stucer. 
Loan  cancellation  Benef 


r  us    Lt'v-Ir, '..mf    *'a«ilies 
Its   for  the   I97b-^7   and  1977-76  School   Years 


Location 


rode  *  School  Raae 


Location 


Code  *     School   llaae 


tithof  Ooftolt   1.8. 
■  UsMd  8acraM«c   II 

CardlMl  MeCla«k«7,   Thorr*   kt«ld«aca 

OtaUea  foe.    1.8. 

r   I    -'—  Shea  HMvrlal 

Ooryu*  0>natl  II 

PMklom  lBd»«trl«i   1.8. 

Pood  awi  ltorltl»«  Trad«»  1.8.   and 

Cmtm  Wa«lili»to«  1.8.    a«d  Ano.«a 

Ooed  Ihar^Td  II 

CMTdlaa  Ai«al  H 

k#rM  1.8.   mm 

Itorlaa  1. 8- 

■•ly  CroM  II 

klX  Mm*  of  JMoa 

■alT  loaary  II 

toly  TtlaltT  II 

lacaraatlM  II 

j«Ua  KidHM  1.8. 

UaCuardU  1.8.   of 

V*^a  B.  »r«U«l»  ■•«• 

LoMr  iMt  tld*  rray. 

MB  >ac««  V*c.   1.8 
attm  Vm.  aad  T^h.   1.8. 
Mr?,   iaVp  af  Oirl.tla-a  11 
Mrtla  Ujth*r  Ktat  1.8. 
MMlTtha  TljaratH  Janiaala*  II 
Mat  lily  ladiiiir  »!• 
Harray  largCrvM  1.8. 
•m  lack  ic*Mal  •(  Prlaclac 

ew  Lady  a(  Umr*mm  II 
Oar  Udf  al  MaaM  Ca«al  II 
e«r  LMdy  QwM  of  Ai«aU  Kl 
Om  V*dy  of  »<nrawa  II 
Paxil  laafc  1.8. 


York    (con'  •:) 


Rlagai'*  Pall* 


Rorch  Tonawasda 
Ryack 

Oakdale 
Oleao 


1 
2 
1 
2 
2 
2 
2 

1 

I 

1 

2 

2 

2 

2 

2 

1 

2 

1 

2 

I 

1 

1 

2 

1 

1 

1 

2 

1 

1 

I 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 


P.S. 
F.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 
P.S. 


romp  leu 


190 

191 

i<): 

194 

195 

197 

198 

199 

200 

201 

20b 

207 

208 

911 

912 
R*«urrectlor.    El 
Rice   H.S 

Sacred   Heart    of   Jeiut 
Seward   Park   H.S. 
St.    Aloyiiua    El 
St.    Alphonaus    Co 
Ann   El 
Brigld    El 

Catherine   of   Genoa   El 
Catherine    of   Sle 
Cecelia   El 
Charlei   Borro«eo 
Coliaaba   El 
Elizabeth   EI 
Evric    El 

Prancla    DeSalea    El 
Pranci*   Xavicr   El 
George    El.    and   H.S. 
Gregory   the  Great   II 
JaM*    El 
Joaeph   El 

Joaeph    El 
Jude    El 


anc    Vnncxea 
a  ad    Anne  xe ■ 


El 
and   Aj^mx 


srclal    H.S. 


St. 
St. 
St. 
St. 
St . 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St. 
St 


El 


El 


(Hoaroe   Street) 
(Itorningaidc  Ave.) 


Lucy    El 

Patrick   El 

Paul    El 

Roae   of   Liiaa   II 

Spyrldon   El 

Staniilaua   El 

Stephen  El 

Tboaiaa   Cj— inlty   El 
Uaahlngton  Irvlnt  H.S. 
Heat    Side   H.S. 
Tethiva   Chofeti   Chainyiadua 
Beech   Ave.    El 

Charlea  B.    CaaklU   Jr.    H.8. 
Cleveland  Ave.    El 
Perry  Ave.    El 
Barry  P.    Abate   El 
Riagara  Palla   H.S. 
Rlagara   Street   El 
Rinety-Rlnth    Street   El 
Rlnety-Ihird   Street    El 
Rorth   Jr.    H.S. 
Sixtieth    Street   El 
South    Jr.    B.S. 
Thlrty-niBth   Street   El 
Trott   Vocational   H.  S. 
Grant   El 
Hilltop   El 
Hilltop  Jr.    H.S. 
Edward   J.    Boatl   El 
BoardMnvllle   El 
Dugan   El 
Eaat    View   El 
Hilltide    El 
Iveri    J.    Rortoa  El 
Rorth   Hill   El 
Rorth   Rill   Jr.    H.S. 


Oleen     'rcwi'  rN 

2 

Gleao   H.  S. 

2 

Waahiogtor.   Ut§t    E. 

jiaatedvi  1  Ic 

1 

Klnerva    C.i. 

one  1  ia 

2 

Morth   Broac    street    El 

I 

Wi  ;  lard    Prl.  r    l". 

0(  •  1  HI  a£ 

I 

Ann  M.    Doroe.    Hioo.» 
Brookalde    E! 

-? 

Clare«3nt    E; 

2 

Park    El 

Otlsvllle 
Otoot   Park 

2 

1 

tooaevelt    E' 

Otlavlll.    TralnlQS    Schoo'.     fcr    B<r.  • 

John   Ada»»    H.S.     lod    A.inr> 

P.S.    <>A    (Queenj) 

T 

r.S.     108    (Queena) 

: 

P.S.     202    (CKj*eni! 

: 

P.S.    210    (Ovetna) 

Pari  ahvl  lie 
Patt^ogue 

2 
2 

Pariahville-Hopkinton   C.S.D. 
Barton  Ave.    £'. 
Bay    Ave.    El 

■) 

Cansan  El 

■> 

Hedford   Av»      El 

2 

River   Ave      Fl 

^ 

Saxtoo    Street    Middle 

South    Ocean    Ave.    MidOie 

Peek  akin 

2 
1 

Hillcreat    E. 
Oakalde  El 

2 

Peekaklil    H.2. 

1 

PrekaklU    Kiddle 

How 


Pelhaa 

Phoenicia 

Plattaburgh 

Pleaaantvllle 

Poaona 

Port    Cheater 


Port   Jefferaon 
Station 

Poughkeepaii 


Pulaaki 
Queena   Village 


Kaadolph 
Red  Book 
iiienfcurg 

tenaaclaer 

leaaaelaervi  He 
Ihinecliff 
liciMOad  Bill 


Kldgcwood 


.P.S.  D. 


El 


.  F. s.: 


St.    Ger»alo 

St.    Peter '•    U. 

Uriah   Hill    El 

Uoodaldc    El 

Hutchiaaoa   £1 

St.    Catherine 

Phoenicia   El 

Monty    Street    El 

Plattaburgh  Riddle 

Mt.    Plaaaant-Cottage 

*>odycr«at-Pive    Polnti    Child    Care 

John  P.    lennedy    El 

Uavittia  K.    Sort  on  EI 

Port   a>aatar  Jr.    H.  S. 

Port   Cheater    H,  S. 

Thoaaa   A.    Idiaon   El 

Coaaewogue    El 
John  P.    liennedy    Jr.    R.S. 
B«a)aBiD   PTanklia   El 
Charlaa   B.    Waring    El 
-Caorge   W.    Erieger    El 
Coveraor   George    Clinton   El 
Pou«hkeepale   Middle 
8.P.B.    Horae    El 

The   Chlldreo'a    How    of  Tough kee pale 
Wlllian  U.    Saith    EI 
Pulaaki    El 

P.S.    34   and   Annex     (Qvaaoa)  * 

P.S.    109     (Owana) 
P.S.    135     (Q«o«na) 
Kawiolph   ChlldreD'a    BaaM 
Overtrook   Center    for    Chlidretj 
■aaaenburg-Speook    El 
Port  Crailo  El 
Vaa  ftmaaelaer   El 
Edward   I.    Caaa    Youth    Caa^i 
Ihinacllff   U.P.S.D. 
P.S.    51    (Queena) 

54  (Queena) 

55  (Queena) 
62  (Queena) 
6«    (Queena) 

P.S.    90    (Qoaena) 

UchKJod    B.S.    and    AnzMi    (Queeoa) 

Crover   Cleveland    H.S.     (pueeoa) 


P.S. 
P.S. 
P.S. 
P.S. 


School!   dealgnatad    for   both   lUtlonal    Defense   and   National    Dlrec 

Schoola   dealgnatad   for  lUtlooal   Dafanae   Student   Loan  caacelUtlo 

Sehoola  dealgnatad   for  Rational   Direct   Student   Loaa  eaocallatloa 


Student    Loan   cancellation    banafita 

-.    !>en«flt«    only 
beoafita   only 


*  Coda    1    -    Schoola   deilgnated    for   both   Hatlooal    Dkfenac   and  Rational    Direct    Student    Loan   caacellacioo    bcoeftti 
Code   2   -   Schoola   deaignated    for  Rational   Defenaa   Stodaot  Loan  cancallatloa  (laaafita  only 
Coda  3   •   Schoola   deaignated   for  Rational   Direct   Stodant   Loaa  caacallatlon  banafita   only 
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NOTICSS 


List   of   Schools   De-enni.ied    to    r.ave   Hlgr. 


■  NEM  rOfif. 


For   Nationa 


ocatlon 


Defense  Student    Loan   and   .National   Direct    Student 
Schccl 


Code 


Naae 


-n-en' rations  of  Students  from  Lov-Income  Faailies 

Loan  Cancellation  Benefits   for  the   1976-77  and  19/7-78  School   Years, 
Location  Code  *     School   Hane 


Rlvarhaad 


ilocHeit«r 


rock«i<«y 

Iock-»lU 
rocky    fo 


S«ach 
r«rk 

•   C«iictr 
ioc 


2 
1 
2 
2 
1 

2 

I 

1 

2 

I 

1 

i 

1 

2 

1 

I 

L 

1 

1 

2 

1 

2 

I 

1 

1 

1 

2 

1 

1 

i 

2 

2 

2 

2 

I 

I 

2 

1 

2 

I 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

I 

2 

2 

2 

2 

2 

2 
2 
2 
2 
2 


Phillip*   Av«.    81 

Roanoke   Ave.    El 

Rlverhead   H. S. 

Blverhead   Jr.    H.S. 

Pulaikt    Strtet    El 

t«njialn   Fraoklln   H.S. 

Corpus   Chrlstl   El 

Ease   Jr.-Sr.    H.S. 

Edlton   Industrial    E.S. 

fradarlck  Doufla*   Jr.    H.S. 

aoly  AposClas    Kl 

iBttrlB  Jr.    B.S. 

Jaffarsoo  Jr.-Sr.    H.S. 

John  mrshall   Jr.-Sr.    H.S. 

Josaph   C.    Wilson   Jr.    H.S. 

Mdlsoo  H.S. 

Itonroa   Jr.-Sr.    H.S. 

■■IChborttood   Scraac  Acadaaqr 

Our  Lady   of  farpatual   talp  El 

School   2 

School   3 

SciKtol    4 

School   S 

School   6 

School   8 

School   » 

U 

12 

13 

U 

15 

It 

17 

!♦ 

20 

21 


RorucjOKonu 
Rooseve It 


Sa  laaanca 


Schtr^ctady 


School 
School 
School 
School 
School 
School 
School 
School 
School 
School 
School   22 
School    24 
School   23 
School   2t 
School   27 
School   28 

School   19 

School   )0 

School   31 

School   33 

School   34 

School   33 

SchMl  3« 

School   37 

School   34 

School   40 

School  43 

School  44 
School  52 
School  58 
School  Without  M«lls 


Shlrl«y 


Sodua 


Southaa^oQ 


South   lortrljht 
South    Laoalne 
South   OsoBc    Part 


Spark!  11 

Syrli^iaid  -iaKiaat 


Sprlac  Vallay 


Sc.    Alb«aa 


St. 

St. 
St. 
St. 

St. 

r.s 


AnthovT  o'  '•"*"•  *^ 
loalfaca  El 
Josaph's   Villa 
Honlca   Kl.    1-3 
Stanislaus   El 
,    183    (Quaana) 

Saach  Chaonal   H.S. 

P.S.    225   (Quaan*) 

Watson  II 

Joaaph    A.    Sdsar   El 

Altar   El 

Sarrlncar  El 

Colua^us    El 

Dawltt  Clinton  El 

Caoaavoort  El 

Mary   E.    Panaalea    El 


of   lochestar 


(Quaans) 


Statro  Ifland 


2 
2 
2 
1 
2 
1 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 


Sdlth  L.    Sloc^ai   El 
Ccotannial   Avr.    gl 
,  Harry  D.  Daniels   El 
Pre-ltlndargarten    School 

j'^er,    .;f    t.-<    Most    Holy    Rosary    El 
Hootevt -C    Jr. -Sr .    H.S. 
Theo-ior*    Roosevait    El 
•asrin^tcn    Rosa    El 
Grsat    V»;i»y    TovjCh    Caap 
Proipact    El 
Senac*    El 
Grout    Park   Ei 
HaMllcor.    El 
K>rac«  Hann   EI 
Line  cm   H.S 

Martla  Luthar   ICing   El 
Host    Pleasant    R.S. 
Onald*    Jr.    H.S. 
Pleasant    Vallay    El 
Rivartid*    El 
St.    Adalbert's    El 
St.    Anthony's    El 
St      Luka 's    El 
SctioMti    Jr.    U.S. 
Tatas    II 

RaCSanlal    WoodhuU   El 
WlUtaB  Fldrd    El 
Sodua   lotaraadlata 
Sodoa   II. 
Southaa^toB  Bl. 
Sovithai«pton  Intaraadlata 
Tuckahoa-At-Southaarton   El. 
South   Kortrlsht  Cantar  for  Soya 
So^jth   Laaali^   School   for  Girls 
PS.    94    (Qoaaoa) 
i21    (Quoana) 

123  (QuM«a) 

124  (Quaans) 
135  (Quaana) 
224   (qua«na) 


P.S 

P.S 

P.S 

P.S 

P.S 

St 

St 

St. 

P.S. 

P.S. 

P.S, 

PS. 

PS 


laaaaC  Pofa   II 
Tharaaa  of  *»lla  II 
*(1MS   ■oaa 

n   (Q«aa«a) 

5«    (Quaans) 

132   (Quaana) 

156   (Quaana) 

251   (Qoaana) 


Sprtt^fiald  Gardana  H.S.    (Qoaana) 

Lakaslda   Q. P.S. ft. 

South  Madison  II 

Sprli*  Vallay   H.S. 

Tashiva  of  ■••   S^uara 

P.S.    ii   (Quaana) 

P.S.     136    (Quaana) 

P.S.     112    (Quaans) 

St.    Catharine   of  Slana  II 

St .    Psscal   Sabyloo  El 

CurtH    H.S. 

Ii^Miculata    Conception   El 

Kt.    Car»l,    St.    Sanadlcta   El 

Hav    Dorp    H.S. 

Port    Rich«jnd    H.S. 

P.S.     11 

P.S.    12   and  Annex 


P.S. 


a  coda    I    -    School,   daslgoatad    for   both   national    Dafaa.e   ^  Hat  taaaT|Yre.tStud.nTLo.n    cancellation   banaflts 
coda   2    -    school,   daslsn-tad    for   Hatlonal    Daf.osa   St>xlant    U>an   ^"^"j'T'^sTn^f        'onW 
Coda    3    -    Schools    daslgoatad    for  lUtlonal    Direct    Student    Loan   c.oc.>..tloQ   banaflts   only 


F^jaAL  ^fjwsTH,  voc..4a,.HO.  jQ«— myi^A^,,j»uw|  h^S'?7' 


f^iii 


28415 


MEM  YOtU- 


Li6t    of   SchocMS   Ijetennined   tc    r.ave   High   ConcetJtrations    of   .^-tudentF    fr-ru 


For  Batlonal  Defense  S 


Location 


Ststan  liland  (coo' t) 


Syracuse 


Tabars 
Tharasa  ' 
Tonawaoda 


Troy 


Oppar  lyack 


udent    Ijoan   and   Hat^c 


e  •   School  Name 


Direct  Student  Loar.  Cancellation  Benefits  for 


the  :9^t-: 


Code 


School  Naj»^ 


'  aai  1  .  .PS 
and   1977-78  School   Years 


P.S. 
P.S. 
P.S. 
P.S. 


31 
39 

40 
44 
4« 
49 
51 
52 
61 


Dtica 


and   Annex 


Ralph   McKee   Voc.    H.S. 

St.    Aloysius   Mt .    Loretto  Mission 

St,   Michael's   home 

St.    Peter   El. 

Bellevua    El 

Blodgatt   Jr.    H.S. 

Charles   Andrews    El 

CUry   Jr.    H.S. 

Cleveland  El 

Clinton  El 

Corcoran  H.S. 

Danforth  El 

Delaware  El 

Dr.  Martin  Luther  King  Jr.  II 

Eastwood  Jr.  H.S. 

Edward   Saith   El 

Elacrest   Children'.    Center 

ElBfOod   El 

Powler   H.S. 

Franklin  El 

Prater  El 

Grant   Jr.    H.S. 

Henninger  H.S. 

aoly  Trinity   El 

House   of  Providence 

Huntington  El 

H.W.    Sadth  Jr.    H.S. 

JasMS  A.    Shea   Jr.    H.S. 

Jefferson  El 

Laaoyne   El 

Lincoln  El 

Lincoln  Jr.    H.S. 

Mclinley-Brighton  El 

Merrick   El 

Richols    El 

Hottinghaa  H.S. 

Percy   Hughes    El 

Porter  El. 

Pow las  land  El 

lobarta  II 

Kooaaralt   Jr.    a.S. 

St.   Anthony  of  Padua   El 

St.   Locy's   El. 

Saliaa  Kl 

Saynour  II 

Sianar  II 

T.   Aaron  Levy  Jr.    H.S. 

Habstar   II 

ABaavilla   Touth  Caay 

Tharaaa  II 

Central  11 

Dalaisara  U 

Platchar  II 

KlghlMd  11 

Parkal4a  II 

Carroll  Rill  II 

P.S.    1 

P.S.    2 

P.S.    10 

P.S.    12 

P.S.    U 

r.K  n  . 

St.    AKho^'s   11 
St.   Patar'f  II 

Dppar  Hyvck  II 


Valley   Cottage 

Van    Etteo 

Verona  Keach 

Waddington 

Wading   River 

Warwick 

Waterport 

Watertown 


Uatervliet 


West   Babylon 


West  Brentwood 

Westbury 


West    Haver. traw 


Wc.t    Islip 


West   Nrk 
White    PlalM 


tfllton 
Wblcott 
Uoodhavea 
Woods  ida 


M>o4atock 


Brandegee    El 

Christopher   Coluahua   Kl 

George   Washington   El 

John  P.    Hughe.    EX 

le^le    El 

Reman  El 

Llncola  El 

Mary    Street    El 

Miller    El 

Roscoe    Conk  ling    El 

St.    Agnes   El 

St.    Francis    de    Sale.    El 

St.    Joaeph-St.    Patrick    f.\ 

St.    Itary   of   Mt .    Carnal    SI 

Theodore    Roosevelt    E! 

Thoaas    Jefferson   El 

Thoatfs   R.    Procter    H.S. 

WetKre    El 

Lake    Road    El 

Valley   Cottage    El 

Van   Etten   El 

Sylvan- Verona    Baach    El  . 

Waddington   El 

Little    Flower    C.P.S.D. 

Warwick    School    for   Rov. 

Waterport    El 

Case   Jr.    R.  S. 

Cooper    El 

Harold   T.    Wiley    El    ' 

Ohio    Street    El 

Heads    El 

H.  S. 
El 


\ 


■orth   Jr. 

Start)  uck 

P.S.    3 

P.S.    9 

St.    ColsMc    • 

Forest   Ave.    El 

Santapogua   El 

South  Bay   El 

looker  Ave.    El 

San  A.    Lewisohn   STAKT   Center 

Drexel   El 

Dry den   El 

Park   Ave.    El 

Powell's    Lane    El 

Wastbuty  Jr.    H.S, 

Westbury   R.S. 

Railroad   Ave.    El 

iiest    Haverstraw   El 

Oquanock   El 

PaiaMnok   El 

Southgata    El 

Weatbrook    El 

St.    Cabrlni    Hosm 

Battle    Kill    El 

Cardinal   HcCloakay   n 

Church   Street   El 

laat  View  II 

Gaorsa  Washington  II 

Maaaronack  Ave  .  -t  1 

■orth   Street   Kl 

Poat  load  II 

Rldgmay  II 

loaadala  II 

St.    Joha  Ivaafaliat   II 

BalUrd  II 

Plorantiaa   Bendrick  II 

P.S.    «0(l)uaeM) 

P.S.    U   (Q«a«M) 

P.S.    12   and  AMax   (Quaaw) 

P.S.    U3   (QwMia) 

Woodatock  II 


*  Co4a  1  -  Schools  4aalcnatad  for  both  RatloMl  Dafanaa  amd  lUtlonal  Mract  Stisdaot  Loan  ca 
Co4a  2  -  Schools  tealgaataJ   for  MatloBal  Dafanaa  Stwiaat  Loan  caacallatloa  banaflts  only 
Co4a  3  -  School*  daalCMtad  for  VatLeMl  Mroct  Student  Utaa  caMallatlon  banaflts  only 


cellatloa 


fits 
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NOTICES 


Bat 


jna^    [defense 


.,t   Of  School,   Deter-ioed   to   h.ye  iTish   CoTcJnrration.  of  Student.^fro.  Lo--Ineo«^f«i 

;adent    Loan   and    »»tionaI    Direct,   St 


:ode 


School    K« 


i^an^Bch 


lovktrt 


11 


•tortln  Luth«r  Hoc  Jr. 
mUo«  L.    01lT«  II 
StraifhC   Path  Kl 
Vymainctt  l*M»rl«l  Jr.-Sr. 
■urrouth*  Jr.   I.S. 
-IMII---    HitMU 
rani  KIMU 
tertcm  ■.*. 
tavthoTM  NKMU 
nxt   iBly  Trlalty  Kl 
UM«f«U(M  Hlddla 
ItorttB  LuChar  tia%  El 
Our  t»&f  of  th«  EoMry  II 
f.S.    3 
P.S.    * 
P.S.    6 


^.    ,!.!":i„.,1..<..  «.n>flt.  for  th.  1976-77   .^^977-78  S.hpo^  Tt«-» 
r^,t1on  Code  «      School    Waae , 

•t) 


Tocduri   (CO 


B.S. 


Torfctc 


»il»htji 


1 
1 
1 
2 
X 
1 
1 
I 
1 
2 
1 
2 
1 
2 
1 


7 

10 


P.S. 

P.S. 

P.S,     '.2 

P,  S,     13 

P.S.     18 

P.S.     19 

P.S.     2S 

P.S.    :* 

P.S.     ." 

P.S.     27 

•t .    Jo«*pi>    •11 

St,    Harr'i   II 

St  ,    P«tar 'l    II 

Tot^MT*     t.  S. 

Torktotm-fcrtltvyck  O.P.S.D. 


ung-m  rAgm  !IIA 


Tar  iKti""]  n»f>.n.>  Studt 

Loe«tlOB Code 


3f  Scnoola  Determined  t 
nt  Ix>an  and  national  Pi 
Sc hool   name        _ 


o    have   High   Concentraticr.a   of 
rect   Student    U^an    Cancellatlo 
Lo"-at  ion 


Students   fro«  Lov-Inca»e  f ami  lies 
,n  Benefit,   for   th*.   1976-^"   and   1977-'^8  School  Te*r» 
Schocl    Bajae       _^_^^^__ 


Ai>«rdeen 
A^oskie 

Albemarle 


Albcrtson 
Andrews 

Arsony  1 1  le 
Apex 


Arspa'ioe 

Ash 

Ashetwro 

Ashevil > 


AuliTder 
Auror* 

Autryyl 1 !e 
Ayd«n 


Badin 

Bahama 

Bailey 

Bakersvil  le 


Banner  Elk 
Bamardsvllle 
Bath 
Battleboro 


Ba/boro 


Ab«nleer  El 
Aberdeen  M1d<fle 
Ahoskle  El 
Ahcskle  Middle 
ANDskle  HS 
Vann  El 
Albewirle  JHS 
Central   El 
E.   Albemarle  £1 
N.   Albemarle  El 
W.   AlbeMrle  El 
Grady  El 
Andrews   El 
Andrews  HS 

3         Ansonvllle   El 

3         Apex  El 

3        Apex  HS 

3         Baucom  El 

1         Arapahoe  El 

1         Waccamaw  El 

3         Lindley  Park   El 

1         ^kCrary  El 

3         Aycock   El 

1         EUada  El 

1         Randolph  El 

3         Rankin  El 

1         S.    Aulander  El 

3         Aurora  HS 

3         Snowden  El 

1         Cle«ent  IC-12 

1         ^yden  El 

1         fyden  Grannar  lC-8 

1         Ayden-Gnftofi  HS 

3         Badin   El 

3         Mangum  El 

1         Bailey  El 

3         Southern  Nash  HS 

1         BowMn  HS 

1         Buladean  El 

1         Gou9e  El 

3        Ledger  El 

1         Tipton  Hill    El 

1         Banner  Elk  El 

3         Bamardsville  El 

3         Bath  K-12 

1         Coker  Wi«b«rly  El 

1         Phillips  El 

1         Anderson  K-4 

1         Pamlico  5-9 

1  Pa«lico  HS 


Belhaven 

Belmont 
Benson 

3esse<ner  City 


Bethel 

Seulavi  '■  ie 

Biscoe 
Black  Creen 
Bladenboro 

Blanch 
Bol  U'.i 
Boo«er 
Boone 
Bostic 

Bridgeton 
Broadway 
Browr   Si.«iu 
Bryson  City 
Birn 

Burgaw 


Burl  Ipgton 
Burns vi  1  ie 


Butner 

Buxtor 

Calypso 

Camden 


Caaeror 

Candor 

Carol  '  rvi   Beach 


Code ^^^^ 

3  Be'haven   El 

3  WiUer^on    ■-■? 

1  Page  i;-6 

3  Benson    t-H 

1  Heaaow  tl 

3  Besse«er  Central    K-4 

3  Bessewer  M.    5-6 

3  Lincoln  JHS 

1  Bethel    El 

1  N.    Pitt  HS 

1  Beulaville  El 

3  E.   Duplin  HS 

1  E.   Hontgomery  HS 

3  Lee  *»dard  K-12 

3  Bladenboro  K-IZ 

3  Spaul  ding-Monroe  7-8 

1  High   Rock   tl 

1  Bolivia   El 

3  Boomer  Ferguson   El 

3  Green  (Galley  El 

3  Bostic   El 

3  Sunshine  El 

1  Bridgeton  El 

3  BrtjdtJway  K-12 

3  Nonticello  4-6 

3  Alnond  IC-8 

1  Bunn   tl 

1  Bjnn   HS 

3  Burgaw   El 
1  Burgaw  JHS 

3         X.    Pender-Atkinson   K-9 
.1  Anderson   El 

1  Bald   Creek    tl 

1         Bee  Log  £1 
1  ^ne   River   HS 

1  Pensacola  £1 

1         South  Toe  tl 
3         Butner  k-4 
1         Dillon  School 
3         Cape  Hatteras  K-12 
1  H..    Duplin  IC-8 

1  N     Ouplin  HS 

3        ;a«den  County  HS 
3         :Uwlen  Middle 
3         Grandy  Prim,    K-3 
1  Cameron   El 

3         jnlon   Pines  HS 
,    1         iandor-Brutonvllle  El 
1         Samarkand 
3         C^roi  'na  Beach  k-4 


>  Cod,    1    -    School.   d..t«a.t.d    for    »oth   lUtlo«.l    D.f'^   «S^  ».tlon.l    Dir^t    Stod.n      Lo*«   c«c.lUtloo   b„»flt. 
Corf,   2    -   School.  d,.l««.t*l   for  Il.tlon.1   D.f.nM   $t<.d«»t   Lo«i  c.oc.lUtloi,   t>«.flt.   ooly 
J  -   S^l.  d..lSMf<i   for  tattoo.!   Mrtct  $t«».«   Loa.  ea^^lUtlo.   b,».fU.   «1t 
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Maiti  CARQi  I  HA 


#' 

of  Schools  Determined  to  have   High 

Concentrali    r.s     -f 

Students 

''roa  Lov-Incoae  Paailies 

For  National   Defense 

Sttiit 
Code 

?nt    Loan  and   National    Direct    Gtudent 

'.joan    "anceliat  i .  r. 

Benefits 

for  the  1976-T7  and  19n-T6  School 

Ye^rs 

Location 

•      Schocl    Nane 

:>^.cati'-n 

Code   •     School  Umt 

Carthage 

Carthage  t" 
Sandhills    Farmlife   £1 

-^eedmoor 

- 

Cree*»or  iC-4 

nawley  5-8    • 

Cerro   Gordo 

Cerro  Gordo  tl 
W.    Columbus    HS 

Crestor 
Crossnore 

Rivervlew  ET 
Crossnore   £1 

...^ddiJOurn 

Chadbourn   tl 
Chadbourn  Pnm.    k-4 

Crumpler 

Healing  Springs   El 
Nathans    Creek  El 

Charlotte 

Chantilly  El 

Cu 1 berson 

Ranger   El 

'Cochrane  JhS 

Da  11  a  s 

Carr  £1 

Coulwood  JHS 

Dallas    £1 

Jilworth   £1 

Danbury 

N.    Stokes   -JS 

E.   Hecxlenburg  mS 

Davidson 

Ciayidsor    LL 

Eastway  JHS 

Deep   Run 

S.    Lenoir   HS 

&a ringer  HS 

Delco 

Acme  Delco  hS 

Grahajn  JHS 

Dover 

Fort   Barnwell    K-8 

' 

Harding  HS 

Dutl in 

Dublin   £1 

Hawthorne  JHS 

Dudle.v 

Brogden  S-9 

Highland  El 

Brogden    Prirr..    «-4 

Idlewild-Llncoln  Heights   £1 

Southern   Wayne  HS 

Independence  HS 

OteM 

Harnett   £' 

Kennedy  JHS 

• 

MiAay   £1 

Lakeview-Tuckaseegee  £1 

Midway  HS 

* 

McCllntock  JHS 
Midwood  k-3 

Mingo   £1 
Plain   Vie*   tl 

Montcl aire-James   El 
Myers   Park  HS 
Northwest  JHS 

Durnair 

Bragtowr,   £1 
Brogden    -8 
Burton    K-3 

Plaza  Road  <-6 
Randolph  JHS 

Club  Boulevard  El 
East   End  k-5 

Ranson  JHS 

Fayetteville  it     3-6 

Sedgefield  £1 

Harris   k-2 

Sedgefield  JHS 

HoUoway  St.   4-6 

Shamrock-Oakland  El  ^ 
Spa  ugh  JKS 

Hoi  ton   7-8 
Lakewood  K-2 

Thomasboro  El                               "        « 

Merrick  Moore   £1               r 

' 

W.   Mecklenburg  HS 
Williams  JHS 

Morehead  El 
Oak  Grove  V 

• 

WilBcre  El 
Wilson  JHS 

Powe-Pearsor   £1       n 
Rogers -Herr  "'-8 

Hinterfleld  El 

Shepard  JHS 

Cherryville 

N.    Brook  No,    1    £1 

» 

Smith   3-6 

China  Grove 

Chine  Grove   £1 

Spaulding  3-6 

Chinquapin 

Chinquapin  Schools   £1 

Watts   K-2 

Ghocowini ty 

Chocowinlty   k-12 

E  Rockmghair 

Rohanen  JHS 

Clarkton 

Washington  £1 
Clarkton  k-12 

Eden  ton 

Rohanen  Prim  i;-3 
Holmes    HS 

Clayton 

Cleveland  £1 
Cooper-Clayton    K.-6 

Swain  4-6 
Walker  El 

Cleveland 

ABii.tY  El                                             . 
Cle'veland   £1 

Efland 

Efland  K-6 
Efland  Cheeks   4-S 

Cool    Spring  El 

Elizabeth  City 

Central   K-3 

W.   Rowan  JHS 

Elizabeth  Cuy  8-9 

Cliffside 

Cliffside   £1 

Moore  7 

Clinton 

Butler  Ave   El 

. 

Hortheasterr,  mS 

College  St  £1 

• 

Pasquotank   4-6 

* 

Halls   7-8 

Sawyer   1-3 

kerr  l(-4 
SdBipson   7-8 
Onion  El 
LInlon  HS 

El  izabethtown 

1 
1 

Sheep  Harney   £1 
Trigg  4-6 
Bladen  El 
East  Bladen  HS 

Colerain 

W.   Colerain   El 

1 

El  izabethtown  JHS 

Collettsville 

CollettsviUe  £i 

T 

Elizabethtowr  Pnr,  k-C 

Coli«Tibia 

ColuBbia  HS 
Tyrrell    £1 

Elk  Park    . 

1 
1 

Beech  Moiwtain  El 
Elk   Park   £1 

Columbus 

Steams   £1 

Elkin 

3 

Eller  £1 

Comfort 

Comfort   £1 

Ellerbe 

3 

Ellerbe  k-9 

Concord 

Beverly  Hills   £' 
Coltrane  Webb   £1 
Concord  Middle  6-6 
Concord  HS 
Jackson  School 
McAllister   £1 

Elm  City 
Enfield 

3 

Mineral    Springs  4-6 

Coopers   K-6 

Elm  City  Schools   K-12 

Gardners   K-5 

Dawson   El 

Eastnan  8-12 

Conway 

Conway  5-8 

1 

Enfield  9-2 

•  Code    1    ■ 

Schf 

Northampton   HS 

1 

Inborden   E^ 

Cod.  2   -   School,   dc.lgoated    for  1Utloa*l   DcfeiiM  SCudMt  Lom  canc.lUtloo   b^Mflc.   only 
Cod.  3   -   School.  d««lgn.ted    for  taclOMl   DIr«t   Studcoc   Lom  canc.ll.tloo   beocfU.   only 


FH>6ut  tf»^T^:^fit"4r'»6  t8«Ji.'mdiSDAir',  aOSi  -Cf^ 


^ 


28418 


NOTICES 


!':;r    Hatlooal   Defense 
lx>c«tioo 

UHtl*  (<«i't) 


Eurvka 
EwtPtttS 

Fair  Bluff 

F«1r«ont 


wnt-m  CAROLIKA 
'i,t   of  School.   Determiced   to   b*Y«   High   Concentration,   of  Student,    fro- 
^>,^,nt.    :.o>n   and   lUtlouCL    Direct   Studect    U>^.   Caz^ceUottoa  Benefit,   for 
•"o^>   »     S<-hool   »M>.  :x>catloo Code_ 


Lov-Inca»B  Taaille. 
the   1976-77   and  1977-T6  School  Tear. 
Scbool   l*»e 


F«ison 

FariNine 

F*yettevil le 


Ferguson 
F1e«t«ood 

Fortst   Cit> 


Four  Oaks 
Frarkl  In 

FrinkllnUm 


fremoct 
Fjquajr   <ir1n* 

Garl  and 


^jdf-ner 
iarystxjrg 
■^5  ton 

GastonU  ■ 


PlttiMn  El 

Mhlta  Oik  El 

Divis  El 

eUd*  Creek  El 

Eurek«  El 

n.   Ewretts  n 

Eyerqreew  £1 

Fair  Huff  El 

Filr^rove  K-12 

Filnnnt  El 

F4lP«)nt  HS 

Filrwnt  Wddle 

6re«n  Sr-Hllly  Bmch  El 

Hargrove  K-6 

N.   Duplin  JHS 

Bt#wly  1-3 

F»riw111e  Cetitril   9-12 

Firwille  JHS 

Sugg  El 

AlexamJer  6r*h««  7-9 

Armstrong  JHS 

CMden  Ro«d  El 

Upe  Fear  HS 

Central   El 

Oaberland  Road  El 

Ferguson  IC-3 

eiendalc  Acres  4-6 

Horack  S1sk  7-9 

Luclle  SoAjbers  4-6 

Margaret  Willis  )C-3 

PtullM   JOM*   4-6 

R«B«y  St.  4-6 

SeatHtwk  El 
S«)i»ey  7-9 
Sunnys1<le  IC-6 
Teresa  Berrien  k-3 
Walker  IC-3 
Washington  Or  JHS 
P4t  Pleasant  El 
Fleetwood  El 
Alexander  El 
Cool   Springs  7-6 
Dunbar  4-6 
Forest  City  K-3 
Four  Oiks  El 

Cartoogechaye  El 

union   El 

Franklinton  El 

Frankllnton  HS 

Wilton   El 

Fre«Jnt  El 

Morwayne  JHS 

Fuquiy  Varina  El 

Fuquay  Varlna  JHS 

Fuquay  Varina   KS 

Lincoln  Heignts  <-i 

Clear  Run  8-9 

Garland  El 

Hickory  Grove 

Samer  El 

Sarysburg  £1 

(iaston  t-^Z 

Squire  K-5 

Arl Ington  4-5 

Ashley  JHS 

Clay  St  El 

Sastonla  Central    E 

Highland  JHS 
Lingerfeldt  El 
»^rtle  El 
New  Hope  El 
Peedin  K-3 
Pleasant  Ridge  El 


lC-8 


CMtoal.    (cm' 


Sates 

aaUs»i  I  le 

&lbso« 
Sibsonvi'ie 
Slenvlllt 
aolds&oro 


ti 


Goldston 
Green  »tK;nu1n 
Greens DO ro 


6r«erv1llt 


Gn  'ton 

Grimes"  iC'i 
Gixnoer'-Y 

Hd  1 '  ^a  I 
ria  1 1 S  DO  r^-.^ 

rtami "  tor 
Ham" et 

rtampstead 

-lannony 

riarrellS 

Harrellsvlllt 

^rris 

Ha  ye  lock 

Hayes  vine 


Hay^ 

hendenson 


Rhyne  tl 
S-    Gastonl*   tl 
Warlick  El 
Woodhill   El 
Auckland  El 
Central   JHS 

Gates  Co.   HS 

G.rdner-Glbson    EL 

Sibsonville  El 

Blue  Ridge  IC-12 

Belfast  El 

East  EtxI  3-4 

Eastern  Wayr^e  El 

LdgeKOOd  K-2 

Goldsboro  High  W.   »-l2 

Goldsboro  Mid  N.   7-8 

Soldsboro  Hid  S.  6-7 

Sranth*«  El 

Rosewood  HS 

School   St.    5 

(ttlnut   St.    1-2 

i<mia«  St.    IC-4 

liters  El 

Cleanwfit  K-a 

»1  derwan- Jones boro  K-b 

Aycock  7-9  ,        ,  , 

&esse«r-Joyner-Cooe  IC-6 
Bri^twood-Popular  Grove  El 
Brooks-Washingtod-Enrin  R-6 
Hain>ton- Irving-Archer  IC-6 

Jackson  7-9 
Jones-Foust-+i»*>t«-  IC-6 
Itoore-Porter  El 
Stemberger-PHce-tindley  El 

W11ey-Peck-Nurp»«y  El 
Aycock  JHS 
Selvoir  &ra««r  4-8 
Belvoir  Pria.    IC-3 
Chi  cod  El 
Corley  HS 
tastem  El 
■'.i*urst   El 
Falkland  Gras  IC-6 
"ullilove  7 
Rose  JHS 

Sadie  Saulter  El 
South  Sreenville  El 
-h^rd  St.    El 
«ihl    Coates  El 
Gn  fton  El 
Savannah  JHS 
•fritfleld  EL 
jumberry  HS 
indrew  Jackson  El 
He'  1  sboro   El 
Ha  ^  Istwro  hS 
Edna  Andrews  £1 
Fairview  Heights   El 
Monroe  Ave   El 
Tocsall   Union 
Ha-Tnony   El 
B'and  £' 
C.lerry    El 
Ma'-ris   £1 

jrihadi  *.    Barden   £1 
Hayesvil le  El 
Hayesville  HS 
Shooting  Creek   El 
Mt  View  El 
N.   Wilkes   El 
Carver  El 
Clarke  St  El 
Dabney  El 


"»  Cod.    1    -    School.   de.lgMUd    for   both   lUtloo.1    D.fen.«  ^nd^lutlooal   Mr^et    Student    Lo*n    canc.lUtloo   b«n«flt. 
Co4.   2    -    School.   de.lgMted    for   ll.tloo.1    I>«fen.«   Stad«nt    Lo«n   carve. lUt '.on    -xneflt.    only 


Coa. 


3    -    School.   d«.lgn.ted    for  lUtlonal   Dlr^t   Student    Lom  cancelUcloQ    (>«r»»fU.   only 


rAMX^  4T»  !•»••.> 
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List  of  Schools  Detemi'.ne-d  re:-  r.sv 
For  National  Defense  Etude.-.t  Ujos.    a.'id  SationaO.  Direct 


wncTH  rARni  tha 

High    Concentrations    of   Student?    fr-^n    lj.rv- i  n -'-'^;''■ 
L  u  dent    Loan   Cancel lat ion    Benefits    fcr    the    !,.'"(>-" 


•  sfflilies 
ajd   1977-78  School   Years 


Location 


ocbjol    Najie 


-sti 


rode 


School    Name 


■•nd.T.oa    (coo't) 

'          Eaton-Johnson  JHS 

EpsoB)  k-i2 

1          Henderson  JHS 

1         New  Hope  £1 

I          N.    Henderson   £1  ' 

3          Pinkston   St.    £1 

S.   Henderson  El 

Yancey  El 

Henrietta 

Tri   Comnunity  ED 

Hertford 

Hertford   El 

Perquimans  HS 

High  Point 

Brentwood  El 

■ 

FaiVview  El 

' 

Femdale  JHS 

Griffin  JHS 

Johnson  El 

• 

Kirtanan  Park  El 

1 

Leonard  St.    Prim. 

Northwood  El 

i 

Oak  Hill    El 

Oak  View  El 

Parkview  Village  El 

Shaclybrook   El 

1 

Tomlinson  El 

Union  Hi  11 -Brown  S jiwi  t   El 

High  Shoals 

High  Shoals   El 

Highfalls                          1 

Highfalls  El 

Highlands                          3 

Highlands  K-12 

Hillsborough                   1 

Brown  El 

Cameron  Park   £1 

Central    El 

Stanback  El 

Stanford  JHS 

Hobgood                            1 

Shields  H 

Hoffman                              3 

Hoffman  El 

Leonard  School 

Hoi  lister            '            1 

Hollister  E! 

Holly  Ridge                      3 

Dixon  El 

Hookerton                          1 

E.   Greene  El 

Hope  Mills                      3 

Cdshwell   El 

Grays  Creek   El 

Hot  Springs                       1 

Hot  Springs   El 

Spring  Creek  El 

Huntersville                   1 

Alexander  JHS 

N.  Mecklenburo  HS 

Hurdle  Mills                   1 

Oak  Lane  El 

Iron  Station                    3 

Iron  Station   K-3 

Jackson                            1 

Eastside  Prim 

Jacksonville                    1 

Jackson  El 
Blue  Creek   <-6 

Erwin-Bell    Fork   k-6 

Jacksonville  JHS 

Morton   El 

Thompson  El 

White  Oak  HS 

Jdinesville                        1 

Jamesville   K-i; 

Jefferson              ,            1 

Ashe  Central    KS 

Jefferson   El 

kannapolis                         3 

Aycock  £1 

Carver  7 

Jackson   Park   El 

Mckjiight  Prim. 

Shady  Brook  El 

Wilson   El 

Woodrow  Wilson    £1 

tenansville                        1 

Kenansville  £1 

Smith  JHS 

Kenly                                    1 

Kenly   El 

".inston                        ■             3 

Adkin-Clay-iws^    7 

Byniiir  £1 

Contentnea   £1 

Dobbs  School 

Lewis  El 

Moss   Hill    £1 

Clnaton    (con't) 


Kl  ttrell 

knigntdale 

LaGrange 

Lake  Maccamaw 
Land  is 

Lansing 
Laurel  Hill 
Laurinburg 


Lei  and 


Lenoir 

Lewiston 

Lexington 


Lit)erty 
Li  lesvi  1  le 
Li  11 Ington 
Lincolnton 

Linwood 
Littleton 


Louisburq 


Lowell 
Lucana 

Luaberton 


Macclesfield 
Hanteo 

»\apie 
Mdpie  Hill 
Marble 
Marietta 


1  Sampson   £1 

1  Southeast  El 

2  Southwooc   £1 

3  KoodingtOfi    El 
1  led   Vance   El 
3  Lockhart  JHS 
3  Li  Grange   £1 

3  N.    Lenoir  hS 

1  Boys   Home   £1 

3  Corriher   Lipe  JhS 

3  Landis   £1 

1  Lansing  £1 

1  Carver-Laurel    ^-'11    El 

3  Central -Covington  El 

1  E.    Laurinburc    £1 

3  Johnson-h,    Lajrinbiirg   El 

3  LaurinPurg   JhS 

3  Scotland  HS 

1  Shaw-Wagram  El 

1  Lei  and  Middle 

1  Lincoln   Pria. 

1  N.    Brunswick   HS 

3  Gamewell    JHS 

'  W.    Bertie  Priir,. 

3  Cecil    3-5 

3  Churchland   k-6 

3  Dunbar   6-7 

1  Eanes   Prim. 

3  Grimes   Prin. 

1  Holt   3-S 

3  Lexington  Middle 

3  Pickett  3-5 

3  Reeds   El 

3  S.    Lexington  i;-2 

3  Silver  Valley  El 

3  Tyro  JHS 

3  Liberty   £1 

3  Bennett   k-4 

1  Harnett  Voutn   Center 

3  Love  Memorial    £1 

3  Park  El 

3  West  HS 

1  Aurel 1an   Springs   £1 

1  Mclver  El 

1  Northwest  HS 

1  Edward  Best   £1 

I  Edward  Best  hS 

1  Gold  Sand   £1 

1  Gold  Sand  hS 

1  Louisburg   £1 

I  Louisburg   HS 

3  Lowell    £1 

3  Lucama   k-12 

1  Springfield   El 

1  Allenton   £1 

1  Deep  Branch  El 

1  Hargrave   £1 

1  littlefield  HS 

1  Long  Branch   El 

1  Ljmbertor  JHS 

3  Ljmberton  hS 

1  Magnolia   K-12 

1  Moore  JHS 

1  Piney  Grove    £1 

1  iowl and   >*onnent   El 

1  S.    Lumberton  El 

1  Soilths    £1 

1  Living  Hope  K-1 

3  Manteo   £1 

3  Manteo   HS 

3  central    El 

1  Maple  Hill    El 

1  Marble   El 

1  Marietta  ^ri" 


*  Code    1    -    School,    designated    for   both   Natloaal    Defen»«    and   National    Direct    Stkident    Loaa    cancel  1.7To^~^^n»T^tl 
C^od.   2    -    School,   de.lgnaced    for   National    Defenac   Student    Loan  caoccUatiOD    benefit,   onlv 
Cod.  3   -   School,  dclgnaced   for  National   Direct   Student   Lo«o  cutcellatlon   benefit,   only  i 
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NOTICES 


For 


List    of   Sctxx^ls    Detrraintxl    t^.>    tiavt* 
Defense   Student    !x«iii    and    National    Direct    '^ 


-_.    WORTH  CAROLINA  . 

Righ   Concentrations   of  Students    from 
tu<l»"r;t   I/oan  Cancellation  Benefits   for 


Lov-IncoBe  Paailies 

the  1976-77  and   1977-76  School   Years 


I^x;«tloa 


Code    *      ochi'XJl    Haae 


Location 


Code  •  School  Name 


^  n  on 

Cllnchfield  El 

New] and 

3  ■      Avery  HS 

E.   Marion  El 

1    '      Newland  El 

Kar,    h'1  1 

Mars  Hill    El 

1          x- verside  El          * 

Kdrsrvjll 

Laurel    El 

Hewton 

3         Newton   El 

Madison  HS 

Newton  Grove 

1         Hobbton   El 

Marshall    El 

1          Hobbton  HS 

Walnut  El 

Norlina 

3         Sorl  ina  HS 

Haury 

Maury  El 

1          Northside   K-3 

Haiton 

Dean   El 
Maxton  HS 

Norwood 

1          Norwood  t! 
3         S.    Stanly  HS 

• 

V              1 

Oxendine  El 

Oak  City 

1          W.   Martin  El 

Prospect  (C-12 

Oakboro 

3         Oakboro  El 

Towns end  JHS 

Orrt» 

1           'jr r-ji\   riS 

KdySYi 1 le 

Maysville-Silvenlale  El 
Tabernacle  El 

Oxford 

1          Be  red    1 1 
1          Credle   K-2 

HcAdenyille 

McAdenville  El 

1          Hn   9 

He  Cain 

Sandhill    Center 

1           >dng€    St.    3-5 

Ketone 

Sweet  (Mm  El 

1          ^'-otter  S-8 

Herry   Hill 

Law  El 

■ 

3         tteat  HS 

Hicavi 1 le 

Micdville  El 

Pactolus 

1           fdctolus    [1 

Micro 

Micro  El 

Pantego 

3          Bedufort   Co.    El 

Niddleburq 

Middleburq   El 

3         Pdntego  8-12 

Middlesex 

Middlesex  El 

Park  ton 

1          Parkton   IC-12 

Mill    Spring 

Mill   Spring  El 

PeachidP:: 

3         =edchland  5-8 

Polk  Central   HS 

PelhdiB 

1         He  1  haw  E 1 

Sunny  View  El 

Peabroke 

1          Pembroke   El                         ■         •                  " 

Millers   Creek 

Millers  Creek  E1 

1          Peafcroke  JHS 

W.   Wilkes  HS 

1          Jnion  Chapel    El 

Milton 

>tjrp*>ey  IC-3 

"end  1 eton 

1          •;  11  is   Hare   k-4 

New  Ootaond  4-7 

Pikeville 

1          Aycock  HS 

Minneapol is 

Minneapolis  El 

1          Nahunta   El 

>toncur« 

Moncure  El 

1         Pikeville   El 

Ifcnroe 

Benton  Heights  El 

Pine  Hall 

1         Pme  Hall    El 

Bickett  IC-5 

Pine  Level 

3         Pine   Level    tl 

East  El 

Pinehur^t 

1           ^'inehurst   El 

Monroe  Middle 

1          Pmehurst  Middle 

•tooresyille 

Sheptwrd  El 

Pioetopi 

1          Carver   El 

ttordvian   Falls 

Moravian  Falls  El 

1         S.    tdgeconbe  HS 

^torganton 
Morven 
Moyock 
Mt.   Gilead 

Mt.    Holly 
Mt.    Olive 

Murf  reesboro 


Murphy 


H.    BelBont 
N.    Wilkesboro 


Kaklna 

Nashville 


New  Ber 


New  London 


I         Western  Correction  Center 
3         Morven  El 
3         Moyock   El 

Mt.   Gilead-HigMand  K-8 

W.  Hontgowry  HS 

Pinewood  El 

Carver  El 

Mt.   Olive  JHS 

Murfreesboro  HS 

Murf  reesboro  Middle 

Riverview  El 

Hiwassee  Qam  K-12 

Martins  Creek  El 

Murphy  El 

Peachtree  El 
3         N.   Belaont  El 
3         Fairplains  El 
3         Mulberry  El 
3         N.   Wilkesboro  El 
3         Union  El 
3         Wilkes  Central   HS 
3         Wright  El 

Nakina  HS 

Cedar  Grove  El 

Central   JHS 

Greene  JS 

Nashville  El 

Bangert  El 

Brinson  Nea.   El 

Jasper  El 
3         MacOonald  JHS 
3         Marshall   El 
3         Oaks  Road  K-4 
3         Trent  Park  IC-4 
3         N.   SUnly  HS 
3         New  London  El 


Pinetowr. 

Pinevi  ! '  e 

Pi  ney    .reek 
Pinnacle 

Pi  ItSbtir'-: 

PoUton 

Pol locksville 

Poplar  Branch 

Powe  I  1  s  V 1 1 1 e 

Princeton 

Princevii le 
ProctorviUe 

Raeford 


Ra  ien^ 


Red  Oak 

Red  Sonngs 


Re'dsvllle 


3 
3 
3 
1 
3 
3 
3 
3 
1 
3 
1 
3 
3 
1 
1 
3 
1 
1 
3 
1 
3 
3 
3 
1 
3 
1 
1 
1 
1 
1 
1 
3 
3 


Pinetown   El 

Pinevi  lie   El 

(Xidil    Hollow  JHS 

•■■ney   Creek   El 

Pinnacle   El 

Hortofi  Middle 

'ntsboro  K-4 

Polkton   £1 

Pollocksville   El 

Griggs    El 

White   El 

^-'nceton   k-12 

Princeville  k-3 

Proctorvil  le  El 

Hoke  El 

fioke   Co.    hS 

NcLaughlin-S.   Hoke  k-3 

Raeford-Upchurch  6-8 

Scurlock   El 

W.    Hoke  k-5 

Fuller   El 

Joyner  El 

Lucille  Hunter   El 

==olk   fauth  Center 

■)«ift  Creek   El 

Washington   El 

«tomen  '  s   Correction  Center 

Red   Oak   El 

Peterson   El 

Red    Springs   HS 

Red   Springs  Middle 

Setnany   IC-12 

t  rankl in   St.    El 

Lawsonvl 1 le  Ave.    El 

Jfcnroeton   k-6 

Re'dsville  Middle 


•  Co<W    1    -    School!   dcslsoated    for  boch   Hattooal    Def«i««    nd   K.tlt>Ml  MmM  Scod.nc    L^q   canccU.tloo   bcMfltt 
Co^   2    -    School!   d«al«aatcd    for  aatloul    Dafeosc   Stodcot    Loan   c.nc«llttlon    t>en«flt.    only 
Cod»   J    -    Schools   d«sl«nate<i    for  ■atloaal   Mnct    Student    Loan   caacelUtloo    benefiti    only 
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For  national  Defense 


List 
Stud 


Schools    Determined 
ent    I>oar.    and   Rational   D 


NORTH  CAROLINA 

to    have   High    Concentrations    of 
irect    Student    Loan   Cancellatio 


Students    'rooi    Ij^-v- I  r 
n   Benefits    f-r    the    19 


■ztF    raallies 
>-7"   and  1977-78  School   Tears 


Location 


Cede  •  School  Name 


Code 


:hc-i. 


Naae 


laldsTllla    (coo' t> 

Rich   Square 

Richlands 

Riegelwood 

Roanoke  Rapids 

Roaring  River 
Robblns 

Robbinsville 
Robersonville 

Rockingham 
Rocky  Mount 


Rocky  Point 

Rolesville 
Ronda 

Rose  Hill 

Roseboro 

Rowland 


Roxboro 


•Ruffin 


Rutherfordton 


Saleinburg 
Salisbury 


Saluda 
Sandy  Ridge 
San  ford 


Sadler  El 

Stoney  Creek  El 

Willianisburg  El   ■ 

Creecy  IC-12 

Rich  Square  5-8 

Richlands  HS 

Trexler-Richland  El 

AcBie  Oelco  El 

E.   Arcadia  El 

Davie  7-9 

Everetts  El 

Roaring  River  El 

Elise  El 

Robbins  Pri». 

Steco*h  IC-12 

E.    End  El 

Roanoke  HS 

Ashley  Chapel   4-6 
3         Roberdel    El 
3         W.   Rockinghan  El 
3         Bassett  El 
3         Battle  El 
3         Benvenue  El 

Benvenue  Middle 

Braswell    IC-3 

Bulluck  C-a 

Northern  Nash  HS 

Pope  4-6 

W.   Edgeco«r6e  4-12 

WHliford  El 

Long  Creek-Grady  El 

ftocky  Point  El 

Rolesville  El 

E.   Wilkes   HS 

Ronda  Clingman  El 

Charity  8-9 

Rose  Hill-Magnolia  K-6 

Lake»<ood  9-12 

Perry  IC-5 

Roseboro-Sale«burg  6-8 

Ashpole  Center  K-3 

Purvis   El 

Rowland  HS 

Southslde  4-« 

Union  El 

Bethel   Hill    El 

Bradsher  El 

North  El 

North  End  El 

Northern  JHS 

Person  HS 

South  El 

Southern  JHS 

Woodland  El 

Cobb  Mei»rial   4-7 

Happy  Home  El 

Lincoln  El 

Ruffin  8-12 

Gil  key  El 

Green  Hill   El 

New  Hope  6-8 

Ruth  El 

Rutherfordton  El 

Sale«burg  El 

Henderson  El 

Kizer  El 
7         Knox  JHS 
3         Overton   El 
3         Salisbury  HS 
1         Wiley  El 
3         Saluda  El 
3         Sandy  Ridge  El 
1         Bragg  St.   El 
3         Deep  River   K-12 


taoford    (coci't) 


Saratoga 
Scotland  NecK 


Scotts 
Seaboard 

Seagrcve 

Selm 

Seven  Springs 

Shal lotie 


Shannon 
Shelby 


Slier  Citj 

Sims 
Snow  Hill 


Southern   Pines 

Southmont 
South  port 


Sparta 
Spindale 

Spring  *pe 

Spruce  Pine 

St.    Pauls 

Stantonsburg 
Star 
Statesville    " 


Stokes 

Stokesddle 
Stone vi 1  i e 

Stovall 
Sugar  Grove 
Sun  bury 

Swan  Quarter 


3 
3 

1 
3 
3 
3 
3 

3 
3 

] 
1 
3 
3 
1 
1 
1 


Xnesboro   El 
jonesboro  Middle 
ICnight    l: 
Hclver    il 
St.    Clair   El 
Wicker  6-8  X 

Saratoga  Centi'al   10-15 
Bakers   El 
Brawl ey   E- 
Scotland  Nec»   hS 
Scotts  n 
Coates  El 
Seaboard  5-8 
Brower  El 
Westmoore  El 
Harrlson-Selma   k-b 
Seven  Sprirtgs   El 
Shallotte  Middle 
Union   Primary 
W.    Brunswick   HS 
Rex  Rennert  El 

Cleyeland  6 

Graham  El 

Jaiites  Love   El 

Jefferson  El 

Marion   El 

Chatha*  Middle 

Henry  Si ler  El 

SIbb   El 

Greene  Central    riS 

Snow  Hill    JHS 

Snow  Hi  11    Priu. 

*.    Greene  3-6 

Southern  Pines   E" 

Southern   Pines  Mid 

Southmont   El 

S.   Brirswick   HS 

Southport  Middle 

Southport   Primary 

Alleghany  HS 

Sparta   El 

Carver  El 

Spindale  El 

Southern  Nash   JwS 

Spaulding  7-8 

Spring  Hope  El 

Qeyton  5-8 

Harris   Schools   k-l? 
St.    Pauls   El 

St.    Pauls   HS 
Stantonsburg  El 
Star-Biscoe  K-8 
Avery   Sherrill    El 
E .    I  rede  11    El 
Ebenezer  El 
Mulberry    St.    El 
Mills    El 
Northview  El 
Oakwood  JHS 
Pressly   El 
Rutherford  El 
Thoin)son  JHS 
Wayside   El 
Stokes    El 

Stokes-Pactol js   El 
Stokesddle  El 
Stone  7-8 
Stoneville   K-12 
Stovall -Shaw  El 
Bethel    El 
Cooper  5-7 
Sunbury   k-< 
Mattamuskeet   f^S 
Peay  El 


*  Cod*    1   -   School*   designated    for   boch   lUcloaal    Defense    sod   Nstlonsl    Direct    Student   Losn    csncel  1  at  lor.  ^ 
Co4a  2    -   Schools   d«slg»atcd    for   lUtlonal    Defense   Student   Loan   caacellatioo   benefits   ooly 
Coda   3   -    Schools   designated    for  National    Direct    Student    Loan   caocellatton   bcoafits    only 
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NOTICES 


List 

of   Schools   Determir 

«*di    to 

hav 

NORTH  CAROLINA 

Students   fron  Low-Income  Fanilles 

e   High  Concentrations  of 

■ 

For   National 

Defense 

Student    Loan   and  National   Direct 

Student   Loan  Cancellation  Benefits   for  the  1976-77   ind   19T7-7S  School 

Years 

Location 

Code 

•      School    Naae 

Location 

Code  "     School   Name                        ^ 

Swannanoa 

1 

Evaluation  Center 

Uasklngton   (coo* 

t)         1         Jones  JHS 

SMnsty)ro 

J 
3 

Swansboro  El 

Swansboro  HS 

Waynesville 

1         Washington  HS 
3        Rock  Hill   El 

Sylva 

3 
3 

f  a  i  rview   l1 
Scotts   Creek   El 

1 

Weeksville 
Ueldon 

1         Weeksville  El 
1         Weldon  El 

Tabor  City 

1 

1 
1 

Guideway   El 
Tabor   City   K-12 
Tabor  City  West   £1 

Wendell 
Wentworth 

3        Weldon  HS 

3        Wendell   El 

3         Wentworth  K-12 

'jr  Meel 

1 

Tar  Heel    7-12 

•eit   End 

1         West  End  El 

Jirboro 

Bridgers   El 
Martin  JHS 
N.    Edgecombe  HS 
N.    Tarboro   Prim. 
Pattillo   4-6 
Roberson   El 
Tarboro   HS 

i<estfiel(H 
Whitakers 

White  Oak 

1         West  End  Middle 
1        Francisco  El 
3        Nancy  Reynolds  El 
1         N.   Whitakers  El 
1         Swift  Creek  El 
1        Willow  Grove  El 
1         White  Oak  El 

Teachey 

Wallace-Rose  Hill 

MS 

Whiteville 

1         Central   JHS 

rhomasville 

Church   St.    6 
Colonial    Or.    El 
<em   St.    El 
Liberty   Dr.    El 
Pilot   El 
Thomasvi  1  le  JHS 

1 

1         Edgewood  Prim. 

1         Old  Dock  El 

1         Whiteville  £1 

3        Whiteville  HS 

1         Whiteville  Prim. 

1         WIlllaBS  Township  IC-12 

Tillery 

TiUery   Chapel    El 

Whittier 

1         Log  Cabin  El 

Timberlake 

Helena   El 

1         Quail  a  El 

Todd 

Elkland    El 

Wilbar 

3         Union  Township  El 

Top  ton 

Santhanala   k,-12 

Wilkesboro 

3        Wilkesboro  El 

Traphill 

Traphill    El 

Willard 

1         Penderlea-Wlllard  El 

'renton 

Jones   JHS 
Jones   HS 
Trenton    ti 

Will iamson 
Williams  ton 

1         Rodgers  El 

1         Bear  Grass  7-12 

1         Farm  Life  El 

Troul.'-jn 

Troutman    El 

1         Hayes'4-6 

Troy 

Troy    El 

1         Wllllamston  HS 

Tryon 

Green  Creek  El 

1         Wllllamston  JHS 

Tuckaseqee 

Canada   El 

1         Wllllamston  Prim. 

Turkey 

Turkey  El 

■Willow  Springs 

3        Willow  Springs  El 

Tyner 

Chowan   S-12 
White  Oak   <-4 

W11 Ding ton 

3        Aldennan  El           - 
3         Blount  K-4 

, 

Unaka 

'Jnaka   El 

3         Bradley  Creek  El 

Union  Grove 

Jnion  Grove  El 

3         Chestnut  St.    El 

Union  Mi  1 1 s 

Jpion  Mills    k-12 

3         College  Park  El 

Vancetx)TO 

Farm   L  i  f e   4-8 
West   Craven  HS 

3         Gregory  5-6 
3         Howe  5-6 

Vass 

Vass   Lakeview  El 

1         Lake  Forest  K-4 

Vaughan 

Vaughan  El 

1         Noble  7-8 

Virgilina  Va. 

Toler-Oak  Hill    El 

3        Ogden  K-4 

n      >tferson 

Beaver  Creek  HS 
W.    Jefferson  K-8 

3        Peabody  5-6 
1        Roe  K-4 

m      LjmbeT-'xi 

W.    Luwberton  EI 

' 

3        Roland-Grise  7-8 

«k)  Je 

District  No.    7   l(-3 
Wade  4-6 

1         Sunset  Park  K-4 
3         Sunset  Park_7-8 

i^aJe.tMjr^) 

Anson   9 
Bow«n  HS 
Faisoo  4-5 
Wadesboro  Middle 

3        Tlleston  5-6 
1         Virgo  9 
3        William  looper   b-6 
3        Williston  9 

K.lic    for->-it 

ttake  Forest  El 

3         Wrlghtsboro  K-4 

Wake  Forest-Rolesvil  le 

l-\l 

Wilson 

3         Elvie-Wells   El 

•  J  ' '  d  _  e 

Wallace  El 

3         Lamms   3-S                                   , 

■dlnut  Cove 

Southeastern  Stokes  JHS 

3        Hew  -cpe  El 

Walnut  Cove   El 

3         Rock  Ridge  K-12 

Walnut  Cove  Prin. 

1         Speight  Middle 

*a'  itonDurq 

N.    Greene  K-A 
Walstonburg  5-3 

3         Vick-Heame  El 
3         Winstead-Ad»is   El 

KdTensvi  i  i  e 

Northwest  HS 

Wilsons   Mills 

3         Wilsons  Mills-Sfliitfi^ield  El 

«d  rrer  ton 

Hawkins  JHS 
Miria*  Boyd  El 
S.   Warren  El 

Windsor 

1         Askewvilie  El 
1        Bertie  JHS 
1         Bertie  HS 

xarsjw 

Douglas   El 
Kenan  HS 
Warsaw  JHS 

Win  fa; 1 

1         Etheridge-Windsor  El 
1          Perguinans  Central    K-4 
1         Pergulwns  Union  5-8 

Ua  s  ri  i  riq  to  n 

Eastern   El 

John  C.   Tayloe  El 

winterville 

1         Cox.4-8 

1        Robinson  K-3 

John  SjmII    El 

xinton 

1         Brown  El 

* 

Code    I 

-    Schooli    deilgnated    for 

both 

lUcl 

o«al    Defense    and    Wstlooal 

Direct   SCodenc    Loan   caocellatloo   benefits 

Co<l«    2 

-    Schools   d«ilgaaccd    for 

lUctoaal 

Defense    Student    Loen    cancellation   benefits    only 

Cod*    3 

-   Schools   designated   for 

aatlooal 

Direct    Student    Loan   cance 

llatloa  b«Mflc»  00I7 
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NORTH  J\ROLIHA 
List  of  Scho<^ls  Determined  to  have  High  Concentrations  of  Students  from  Lov-Income  Families 
For  National  Defense  Student  Loan  ^d  National  Direct  Student  I^  Cancellation  Benefits  for  the  19T6-7T  'vn<i  l-^TT-TA  School  Years 
I>-.catior. code  '  Schocl  Name  :xxat_io_n  ^■^^ '^^"^^  ""^ 


Wise 
Woodland 
Woodleaf 
Wrlghtsville 

Yanceyvi 11 e 


North  Warren  4-8 
Woodland-Olney  El 

Woodleaf  El 

Wrlghtsville  Beach  K-4 
Bartlett  Yancey  El 
Bartlett   Yancey  HS 
Oil  lard  JHS 
Jones   K-3 
Oak**)cd  1^-3 


Youngsville 
Zebu Ion 


Zlonville 


TcungsviUe   HS 
Corinth    ><;■  Je'"^ 
Cetulor   t" 
Zebulon  HS 
»teb€l    El 


El 


N.TRTh  DAKOTA 


For  Nat: 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students 
ifense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefit 

Code  •   School  Na.-ae  . Location Code 


from  Low-Income  Families 
s  for  the  1976-77  and  1977-78  School  Years 


Nfjiie 


AxgUBTrille 
Beach 
Beloourt 
Biamarck 


Bcwdon 

B-atte 

Cajrrln^on 

Carson 

Cathay 

Colfai 

ColjnibuB 

Crary 

Crosby 

Bevlls  Lake 


Dickinson 


2 
2 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 


Drisooll 

2 

Dans  el  th 

1 

Igslaod 

2 

KLgln 

2 

tSseradc 

2 

Bppln« 

2 

?aii3aount 

2 

Fairvlev 

2 

Fargo 

2 

2 

tc 

Tort  Yatee 

1 

PiD«al 

2 

Tlasher 

2 

yiaiton 

2 

Fullerton 

2 

Oajrriaon 

2 

Glenbum 

1 

Golva 

1 

Goodrich 

2 

Grace  City 

2 

Grand  rorks 

c 

< 

2 

cL 

ArguBville  E^HS 
Beach  KL-HS 

OJibwa   Indiac   Scho.;:    SL 
Bismarck   SHE 
Wachter  JES 
Riverside  SL 

Hcrth  Oakola  State   Peru ter.tiai-y 
St.   Maxy'  e   SL 
R-vdor.  KL-HS 
Butte   EL-HS 
Carrir^cn  EL-HS 
Roosevelt  SL-HS 
Cathay  SL-HS 
Richland  KL-HS 
■  ColimbiiB  KL-HS 
Crary  KL-HS 
Divide  County  KL-HS 
Devils   Lake  Central   HS 
Minnie  H  KL 
Prairie  Viev  SL 
Sweetwater  KL 
St.    Joseph  s  KL 
St.   Mary's     KL 
Dickinson  HS 
A.    L.    Hagen  JHE 
Gladstone  KL 
Lincoln  KL 
P.     S.  Berg  SL 
Roosevelt  KL 
Trinity  HS 
St.   Patricks  EL 
St.    Josephs  KL 
St.   Vencaalaus     EL 
Driscoll  KL-HS 
Dunseith  KL-HS 
Baat  Central   SL-HS 
EL^n  KL-HS 
Bnerado  KL 
Bpping  KL-HS 
raimount  KL-HS 
YellowBtone  KL 
South   SHS 
Agassiz  JHS 
Ben  Tranklin  JHS 
St.  Barnard's  Mission  KL 
fLomX  KL-BS 
Tlaiibar  KL-HS 
riazton  SL-HS 
Tollerton  KL-BS 
Garrison  KL-BS 
Glsnbum  KL-HS 
Lena  Tree  KL-HS 
Goodrich  KL-HS 
Grace  City  KL-HS 
Central  HS 
Belmont  KL 
Lake  igasslz  EL 


Craod  Torkt    (coo' t) 


Hague 


Ha.nve: 
McCi-Jsky 
McSanry 
McZenzie 

Medcra 

RictUgan 

Rinnewaukan 

Minot 


Monangc 

Bew  England 

Hex   Town 

jakee 

rberon 

Page 

Paj-shall 

Pembina 

?la2^ 

Powers  Lake 

Regent 

BobinmoD 

Rook   Lake 

Biigby 

SeUrid«« 

3h«y«nne 

Solen 

St.    John 

St.   Klohael 

Stanley 

Steele 

Streeter 

Taylor 

Tclley 

■TrLna 


2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

1 

1 

1 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 


Wilder  KI 

'WlnBhif     KL 

Hague   Kl^HS 

Backer  KL 

Hannai  -^  ^   KL-IIS 

Talle-   5L-HS 

Fleaa&n*.   Ta„.ev   SL-HS 

Juc   KL-:?5 

Larjcin  Kl^KS 

Lefor  iC, 

Lefcr  EI-HS 

Horth  Shore   Kl^HT 

Central   KL 

C'.iEter  ITL 

Mary   Stfim:   KL 

>fejmct    ilfT.      i'Vh'P    '"•: 

Manvel    SI 

HcCl-Jsky  Kl^ES 

McHenry   ELr-KS 

McKeniie   SL 

Ei Hinge    ".c-mtj   Kl 

Micnigac  KL-HS 

Minnewaukac  SL-HS 

Bortt  Hi::  k: 

RooEeveit   K. 
Jefferecn   'SL 
Sunnyslae   SL 
Lincoln   KL 
Jia  Hi::   KL 
Berth  Plaine   KL 
Dakota  SL 
Central   Campus   HS 
Magic   City  HS 
Monango 

Hew  Snglanc  SL-HS 
Hew  Town  KL-HS 
Oakee   KL-HS 
Cbercc  KL-fl£ 
Page  KI^HS 
Parahali   Kl^HS 
Pembina  KL-HS 
Plaza  KL-HS 
Powers   Lake   KL-HS 
Regmct  KL-HS 
Robinaon  KL-HS 
Borth  Cwitral   KL-BS 
Su«t>7  KL-BS 
Selfrld«»  E^HS 
Sheycnns  KL-HS 
Solen  KL-BS 
St.    John  KL-aS 
St.   Miohaei   Tribal 
Stanley  KL-HS 
Steele  KL-BS 
Streeter  KL-HS 
Taylor  KL-HB 
Tolley  KL-HS 
ToLna  E^HS 


? trial  School) 


Code  1  -  School*  designated  for  both  Natlooal  Defense  and  Rational  Direct  Stude 
Code  2  -  Schools  designated  for  Hstlooal  Defense  Student  Loan  csncellstlon  bene 
Code   3    -    School*   deslgnsted    for  Natloosl    Direct   Stvident    Loan   caacellatlon   bencf 


at    Loan   cancellation    benefit* 
fit*    onlv 
It*   only 
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.NOTICES 


aCRmOAHUA- 


List   or   Schools    D^termiD^    to   hare    Hifth   Concentrations   of  Students    fro»  U>w-Inco<n.     -ux.ies 
ror   .,t>on,.    Oerense   s'l^^   i:r],^i,,,,.a.Di,..t_St^  "--"^Lf-   ^^! ^.11^'^    ^^^^'^'   '^'""^   ^"^ 


Location 


Towar  City 

Towner 

Vailej  City 
Verona 
Walhalla 
waxwiok 


Code   *      School    l«»e 

2  Tower  City  & 

2  ««wport  KL-8S 

2  Dpheai  KL-BS 

2  Lincoln  KL 

2  Terona  KL-BS 

2  Walhalla  KL-HS 

1  Warwick  KL-BS 


Location 
Watford  City 
W^  rargo 

Willis  ton 

Wlrv; 

Woodworti. 


Code 

2 
2 
1 
2 
2 
2 
2 
2 


HcEanzle  County 
South  EL 
NcTay  EL 
Webster  SL 
Wl^ledon  EL-HS 
Wing  EL-HS 
Woodworth  JH-aS 
Zap  KL-HS 


SI^HE 


QUID • 

;.ist      f   JVchoola   DetenLinea    to   hare   High   Concentrations   of  Students   fron   Lov-Inccne  Fanilies 
r   national  Defense  StuJent   [x>an  and  lationai   Direc;.  Student   Loan  Cancellation  Benefits   for  the   1976-7T   and  1977-78  School   Years 


%t  l.jn 


Code 


School 


Location 


Code 


School    Ha 


Aberdeen 
WJyscoo 
Akron 


Albany 
Alledonla 
Allen«Tl%l« 
Alliance 


Aaanda 

A^STille 

Antwerp 

Arcanua 


EL 


Aberdeen   EL 

Addracoa    ^ 

Barrett    EL 

Bryan   EL 

Bochtel   HS 

Central-Bower   HS 

Cottage   Grove    EL 

Crosby    EL 

Crooae    EL 

East    as 

Flndley   EL 

Fraimfelter    EL 

Garfield   BS 

Clover    EL 

Goodrich   JHS 

Goodyear   JHS 

Grace   EL 

Henry   EL 

Hotchkiaa   EL 

Jeanlnss   JHS 

Eent    JHS 

Lane    EL 

Leggett    EL 

Lincoln    EL 

(targaret    Fark  EL  ^ 

Maaoo   EL 

HcEbrlgfat  KL 

north  HS 

Perkins  JHS 

Portage  Path  EL 

tankln-Maple  Valley  EL 

Koblnaoo  EL 

looaevelt    CL 

Sawyemood   EL 

"i  hiMai  hrr  EL 

Selbcrlias  KL 

South  HS 

Stewart    KL 

Thornton  JHS 

West   JHS 

Albany   KL 

Uashlngtoa  EL 

Allensvllle   KL 

Alliance  HS 

Praafclln   KL 

Lexington  KL 

Liberty  KL 

Marllngcoa  Middle 

Itarlingtoo  High  BS 

Morgan  EL 

■orth  Lincoln  EL 

South  Uacola  KL 

Staatoo  JHS 

State  Street  JHS 

Aaanda  l-Xl 

teeaYllle  KL 

Antwerp  1-12 

Arcaooi  KL 


A.sh  t  abula 


A  t  hena 
Baltic 

B^rNerton 


Sjirtiesvllle 

&jir  t  le?  ' 
Ba: avia 


Beaver 

Bed !  o  rd 
BelUlre 


Be  1  i  e  t  on  ^  -i  :  :>p 


BelvMt 
Bentcmvi  : 
Bergholr 

Berl  In 


Bethel 
Be  ve  r  1  y 


Bldweil 
Blackf  ork 
Bladensburg 
Blanc heste; 
Bloomlnj^burs 
Blue    Creek 

Bowerston 

Bowling     ;n»<-r 


Ashtabula  HS 
Chestnut    EL 
Coli^>us   JHS 

Mother  of   Sorrows   EL 

Saybrook  EL 

State  Road  EL 

Station  EL 

Washingtoo  EL 

West  JHS 

Athens  Middle 

Baltic  EL 

Meadow  Valley  EL 

Pecker  EL 

Menorlal  EL 

Portage  JHS 

U.L.  Light  JHS 

Washington  EL 

Bamesvllle  K-12 

Bartlett  EL 

Northeaatern    Intermediate 

Hortheaatem   Hlddle 

Cler»ont-Ncrthea8tern    HS 

Beaver    EL 

Eastern    HS 

Ca  ry  I  wood    EL 

Bellaire    HS 

First    Ward    EL 

Gravel    Hill    EL 

Indian    Run    EL 

Rose    Hill    EL 

St.    John's    EL 

BelUfontalne   Middle 

Northeastern    EL 

Uestern    EL 

Belmont    EL 

Bent onvl lie    EL 

Gregg    Zl 

Berlin-Wise 

idiara    EL 

Flat    Ridge    EL 

Highland    Middle 

Ebon    C.    Hill    West    EL 

Beverly    EL 

Center    EL 

Fort    Frye    HS 

Bldweli-Porter    EL 

Blackfork    EL 

Bladen sburg 

Blanchester    HS 

Bloomlngburg   El. 

C^dar    Hills    EL 

.lefferson    EL 

Bowerston    EL 

B<^wling   Green   JHS 

Bowling   Green   HS 

Conneaut    EL 

Crla   El, 

Renwood    EL 


School,   designated    for  both  — tiooel   Defcnae  ^lutlocal    Direct    St«J«at    L^an   cancellation   benefits 
Schoola   4ul«-eted    for  ■atioaal   DcfeoM   St«le«t    U»n  caac.lUtloo    beoafitt    only 
Schools  aesLgMcerf    for  letlOMl   IHract   Sta4eM   Lo««  caoceliattoo    beoefltt    only 
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NOTrCES 


i^25 


OHIO 


List 

of  Schools  Determined  to  have  High  Concentrations  of  Students  froa  Low-Income  Families 

Fnr  Natitnnl  r-ffnsf  '5<-"'i»-t  t^.n  <,nH  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976--'i  and  1977-78  School  Ye_ars 

Location 

Code 

•   School  Naae                           Location          '.cie  •   School  Name 

Bowl Ing  Crtan 

1 

Liberty  EL                          Cincinnati  (con' t)    i     Bloom  JHS 

!  con'  t) 

2 

Milton  EL                                              2     Bond  Hlll/Swifton  EL 

2 

Ridge  EL                                               1     Burdett  EL 

2 

South  EL                                               1     Burton  EL 

Bristolvlllc 

2 

Bristol  K-12                                            1     Campbell  JHS 

Brunswick 

2 

Edwards  Middle                                          2     Central  Falrmount  EL 

Bucyrus 

2 

Bucyrus  Middle                                          1     Chase  EL 

1 

Crawford  EL                                             2     Clifton  EL 

2 

Kearsley  EL                                             1     Columbian  EL 

2 

Lincoln  EL                                             2     Crest  Hills  JHS 

Buford 

2 

Buford  EL                                              1     Cu««lns  EL 

Caldwell 

2 

Caldwell  EL                                            1     Cutter  JHS 

Cambridge 

1 

Garfield  EL                                             1     Douglas  EL 

1 

Liberty  EL                                             2     Elmwood  Place  EL 

1 

Lincoln  EL                                             2     Fairvlew  EL 

Cameron 

1 

Cameron  EL                                 "            1     Garf ield-Mlllvalc  EL 

Campbell 

2 

Gordon  EL                                                  1      Hays  EL  • 

2 

MesKrial  HS                                             1     Heberle  EL 

2 

Reed  EL                                                1     Helnold  JHS 

Canton 

1 

Allen  EL                                               1     Highlands  EL 

2 

Baxter  EL                                              -1     Hoffman  EL 

1 

Be;  ien  EL                                              1     Holy  Family   EL 

1 

Burns  EL                                               2     Hoop-Hunt  EL 

•   2 

Cedar  EL                                               2     Hughes  HS 

2 

Central  Catholic  HS                                     1     Klrby  Rd.  EL 

2 

Clarendon  EL                                            1     Lincoln  EL 

1 

Crenshaw  JHS                                            1     Lincoln  Hgts  EL 

1 

IXieber  EL                                           2     Lucas  EL 

2 

Falrmount  EL                                            2     Lyon  JHS 

1 

Garfield  EL             -                               2     Madlsonvllle-Bramble  EL 

1 

Gibbs  EL                                             •  1     McKlnley  EL 

1 

Hartford  JHS                                         1     Merry  JBS 

1 

Lathrop  EL                                             2     North  Avondale  EL 

1 

Martin  EL                                              1     North  Fairmount /Carll  EL 

1 

McGregor  EL                                            2     Oakley  EL 

i 

McKinley  HS                                             1     Our  Lady  of  Grace  EL 

1 

Pleasant  View  EL       '     ^          ^                  1     Oyler  EL 

1 

Souers  JHS                 *                            1     Parham  EL 

1 

St.  Anthony  EL                                          1     Peaslee  EL 

1 

St.  Benedict  EL                                         1     Porter  JHS 

1 

St.  John  the  Baptist  EL                                 2     Princeton  JHS 

1 

St.  Joseph  EL                                           2     Princeton  HS 

2 

Stone  EL                                               2     Quebec  Hgts  EL 

1 

Summit  EL                                              2     Riverside  Harrison  EL 

2 

TJmkcn  HS                                               2     Roberts  JHS 

1 

Trump  Ed.  EL                                            1     Rockdale  EL 

1 

Washington  EL                                           1     Roll  Hill  EL 

1 

Wells  EL                                                1     Roosevelt  EL 

2 

Woodland  EL         ""                              '1     Rothenberg  EL 

1 

Youtz  EL                                                1     Sands  EL 

Cardingt'on 

2 

Cardlngton  EL                                           1     Sawyer  JHS 

Carey 

2 

Colonel  Crawford  EL                        .             1     Schlel  EL 

Carlisle 

2 

Carlisle  EL                                             2     Schwab  JHS 

Carrollt-on 

2 

Carrollton  K-12                                         1     South  Avondale  EL 

Centerburg 

2 

Centerburg  1-12                                         1     St .  Anthony  EL 

Chauncey 

1 

Chauncey  EL                                             1     St.  Augustine  EL 

t       Chesapeake 

1 

East  EL                                                 1     St.  Francis  Seraph  EL 

1 

West  EL                                                 1     St.  George  EL 

Cheshire 

1 

Cheshire-Kyger  EL                                       1     St.  Joseph  EL 

Chester 

2 

Chester  EL                                              1     St.  Leo  EL 

Chesterhill 

2 

Marlon  EL                                               1   ,   St.  Margaret  of  Cortona 

Chesterland 

2 

St.  Anselm  EL                                           1     St.  Mark  EL 

Chillicothe 

1 

Balnb^idge  EL   ^                                        1     St.  Martin  De  Forres  EL 

2 

Harrison  EL                                             1     St .  Plua  EL 

1 

Higby-Pride  EL                                  "^        2     St .  William  EL 

2 

Huntington  K-12            .      •                         1     Taft  EL 

2 

McArthur/EL                '                                1      Taft  HS 

■  2 

Mt.  Logan  K-9                                           1     Vine  EL 

2 

Smith  7-9                                               2     Walnut  Hills  HS 

2 

Tiffin  EL ^                                              1     Washburn  EL 

2 

Twin  EL                   ~                             1     Washington /Ml llvale  EL  . 

2 

Zane  Trace  EL                                           1     Washington  Park-6th  District  EL 

Cincinnati 

2 

Aiicen  HS                                                2     Western  Hills  HS 

2 

'.Tderson  HS                                                2      -"h  1 1 1  icr-Osage  EL 

♦  Code 

1  -  Sc 

hools  designated  for  Scth  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 

Code 

:  -  Sc 

hools  designated  for  National  Defense  Student  Loan  cancellation  benefits  orlv 

Coda 

3  -  Sc 

Hools  designated  for  National  Direct  Student  Loan  cancellation  benellta  only 
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NOTICES 


-OWO- 


For  National  Defense 


Location 


Code  •   School  Name 


Cincinnati  (con' t) 


Circlevllle 


Clarksburg 
Clarksville 

Cleveland 


St  of  Schools  Determined  to  have  High  Concentrations  of  Studen 
udent  Loan  and  National  Direct  Student  Loan  Cancellation  Benef 


Location 


Code  •  School  Name 


Windsor  EL 

Win ton  Place  EL 

Wint.'P,  Terrace  EL 

Wlrhrjw  HS 

Woodlawn-Ridd  It'  K-  i 

Woodward  HS 

Circlevllle    JHS 

Corwl-i    St  .    KL 

Hli<h    St  .    KL 

Mound    St .     KL 

South    Court    EL 

Clarksburg    EL 

Clarksvllle    EI. 

riinton-Massie    HS 

V.-iai--,    HS 

Addams    Voc .     HS 

.Addison    JHS 

Almlra    EL 

At  tucks    EL 

Audubon    JHS 

BarkwlU    EL 

Beehive    EL 

Benesch    EL 

Bethune-Rosfdj le    EL 

Rolton    EL 

ri^^ulevjrd    EL 

Brort     Ei. 

B r Hwt.'  r    EL 

Bnihst     EI- 

Buhrcr    EL 

Burroughs    EL 

Carver    EL 

Case   EL 

Central   JHS 

Chesterfield    FL 

Chestnut t     E! 

Clark    El 

Cleave  land    EI. 

Cleveland    Central   Catholic   HS 

Colllnwood    HS 

Columbia    EL 

Corlett    EL 

Cranwood    EL 

Davi.i    JHS 

Denison    EL 

'"*e    Sauze    EL 
Dickens    El. 
Diehl    JHS 

Dike    EL 

IXxin    EL 

Dunbar    EL 

F^st    HS 

Ea.-i;    Clark    EI. 

Ea.st     'Jentson    EL 

r.a8t    Madison    EL 

East    Tech    HS 

Eliot    .IHS 

(■Jiplre    JHS 

Euclid    Park    EI. 

Fruit  land    EI 

FuUerton    EL 

Eulton    EL 

Clddin(?s    EL 

Gilbert 

ClenvlUe    HS 

(kirdon    EL 

.Anton    Grdlna    EI. 

Hale    JHS 

Halle    EL 

Hamiltoo    JHS 

Hart    JHS 

Harvard    EL 

Hav    HS 


davaland   (con' t) 


fro«  Low-Income  Families' 
for  the  1976-77  and  1977-78  School  Years 


2 
1 
2 
2 
2 
1 
2 


Hayes  Tech-Voc.  HS 

Hazeldell  EL 

Henry  JHS        , 

Herrick  JHS 

Hicks  EL 

Hodge  EL 

Holmes  EL 

Howe  EL 

Howe lis  JHS 

Immaculate  Conception  EL 

Iowa-Maple  EL 

Ireland  EL 

Irving  EL 

Jamison  JHS 

Jefferson  JHS 

Kennard  JHS 

Kennedy  HS 

Kentucky-McGuffey  EL 

King  Occ.  HS 

Lafayette  EL 

Lake  EL 

Land is  EL 

Lawn  EL 

Lincoln  JHS 

Lincoln-West  HS 

Longfellow  EL 

Longmcad- Johnson  EL 

Longwood  EL 

Marlon-Sterling  EL 

Marshall  HS 

Martin  EL 

Memorial  EL 

Memphls-Twaln  EL 

Miles  EL 

Miles  Park  EL 

Milford  EL 

Morgan  EL 

Mound  EL 

Mt .  Auburn  EL 

Mt.  Pleasant  EL 

Mt.  Pleasant  Center  EL 

Orchard  EL 

Orr  EL 

Our  Lady  of  Lourdes  EL 

Parkway  EL 

Parkwood  EL 

Pasteur  EL 

Quincy  EL 

Raper  EL 

Rawlings  JHS 

Revere  EL 

Rice -EL 

Rickoff  EL 

Rockefeller  EL 

Roosevelt  JHS 

Roth  EL 

Sackett  EL 

Sacred  Heart  of  Jesus 

Scranton-Mlll  EL 

Seltzer  EL 

Shuler  JHS 

South  HS 

Sowlnski  EL 

Spellacy  JHS 

Stanard  EL 

Standish  EL 

St'.  Adalbert  EL 

St.  Agatha  -St.  Aloyslus  EL 

St.  Thomas  Aquinas  EL 

St.  Boniface  EL 

St.  Michael  EL 

St.  Paul 

St.  Philip  Nerl  EL 


Code  1  -  Schools  designated  for  both  National  Defense  and  national  Direct 

Code  2  -  Schools  dealgnated  for  National  Defense  Student  t.oan  cancellatton  benefit!  only 

Code  3  -  School!  designated  for  National  Direct  Student  Loan  cancellation  b«n«£lt»  only 


tudent  Loan  cancellation  benefits 


FEDERAL  RECISTW,  VOl  42,  NO.  1 06— rHURSDAY,  JUNE  2,  i977 


^ 


NOTICES 
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QHia 


L,i9t    of   bcho^  .s    L'e*  fTHiined    to    ha 
For    Nationaj.   Defense   Student    Loar.    a-id    National   Direct 


Location 


Cod- 


Schocl    Itaae 


.■e    H:^h   Concentrations    :f   Students    fr'JK   L>>w-;r.    "«e    .'<iii:.,es 
Student    Loan   Cancellation   Benefits    for    t.he    1  J7t>-  '  '    '^r,d    1977-78  School   Kears 

L.:»catlon Cc^ie    *      Schcx.  1    ft  ate 


Clavaland    (coo't) 


Coal  ton 
Columbus 


St.  Stephen  EL 
St.  Vltua  EL 
Tod  KL 
Tremont  EL 
Union  EL 

Urban  Coaaunlty  EL 
Wad*  Park  EL 
Walton  EL 
Watterson-Lake  EL 
Waverly  EL 
Wayne  EL 
West  JHS 
Ueat  Tech.  BS 
Wlllard  CL 
Willow  KL 
WillBOO  JHS 
Woodland  EL 
Woodland  Hills  EL 
Wooldrldge  KL 
Wright  JHS 
Coal  EL 
Alum  Crest  EL 
Arlington  Park  EL 
Avondale  EL 
Barrett  JHS 
Beatty  Park  EL 
Beck  St .  EL  , 
Beery  JHS 
Bellova  EL 
Bishop  Ready  HS 
Broadleig^  EL 
Burroughs  EL 
Cassady  EL 
Central  HS 
Champion  JHS 
Chicago  Avenue  EL 
Clarfield  EL 
Dana  Avenue  EL 
Deshler  EL 
Douglaa  EL 
Duxberry  Park  KL 
Eakln  EL 
Eaat  BS 

East  Columbua  EL 
Eaat  •rrankllc  EL 
Eastgate  EL 
Eaat  Linden  EL 
Eaatmoor  JHS 
Eastmoor  HS 
Eleventh  Ave.  EL 
Everett  JHS 
Fair  Ave.  KL 
Fairvood  EL 
Felton  EL 
Fifth  Ave.  EL 
Finland  KL 
Finland  Middle 
Franklin  JHS 
Franklinton  EL 
Garfield  EL 
Gladstone  EL 
Haad.lton  Ave.  n. 
Hamilton  Central  EL 
Hamilton  Middle 
Helmandale  EL 
Heyl  EL 
Highland  EL 
Hilltonia  JHS 
Holy  Name  EL 
Hubbard  EL 
Hudson  EL 
Indianola  EL 
Indlanola  JHS 
John  XXI II 
Kent  EL 


Colua^s  (coo't) 


Concsvll le 
Conneaut 


Continental 

CoolYlIle  EL 

Coming 

Coshocton 


Crestline 
Cridersvl lie 
Crooksvll le 

Crown  Cltv 
Cutler 

Cynthiana 

I)a  V  t  on 


Koebei  EL 

Lexington  EL 

Lincoln  Park  EI 

Linden  EL 

Linden  McKinlev  ■-:,'; 

Llnmoor  JHS 

Livingston    Ave.     El 

Main    St.    EL 

Marion-Franklin    HS 

McGuffey   II->> 

Medary    EL 

Medina    JHS 

Michigan   Ave      El 

Mifflin    ^-12 

Mllo    EL 

(tohawk    7-12 

Monroe    JHS 

Rorth   HS 

Northwood    EL 

Ohio    Ave.    EL 

Pilgrim  KL 

Reeb    Ave .    EL 

Roosevelt    JHS. 

Second    Ave.     EL 

Shepard   KL 

Slebert    EL 

South   HS 

South   Franklin    EL 

South  Mifflin    Zl 

Southmoor  JHS 

Souttnrood    EL 

Starling   JHS 

Stewart    EL 

S  t .    Thomea    t  be    Ape  s  t  1  e 

Suliivant    Ave.     EL 

Thurber    EL 

Trevltt    KL 

Welnland   Park-tth    Ave. 

Meat    BS 

Weat    Broad    EL 

West    Franklin    EL 

Weatmoor   JHS 

West  tknmd    EL 

Windsor    El 

Coneavllle    EL 

Chestnut    EL 

Lakeview   KL 

Monroe    EL 

Rowe   JHS 

Soutbeaat    KL 

Continental    1-12 

CoolvlUe    Ti, 

Coming   EL 

Middle    EL 

Pleasant    Valiev    El 

South    Lavn    El 

Sycamore    EL 

Three   Rivers    E"_ 

Central    5-12 

Perry    Local    K-12 

Bearfleld    EI 

Tork   EL 

Hannan  Trace  EI 

Cutler  EL 

Cynthiana  n. 

Addams  EI 

Allen  EL 

Belmont  HS 

Brentwood  EL 

Brown  EL 

Carlaon  EI 

Cleveland  EL 

Col.  White  HS 

'Cornell  Hgts  El 


•  Code  1  -  Schools  designated  for  both  Nat 
Code  2  -  Schools  designated  for  National 
Code  3  -  Schools  designated  for  National 


tonal  Defense  and  Batlooal  Direct  Student  Loan  cancellation 
Defense  Student  Loan  caacellatloa  bencflta  only 
Direct  Student  Loan  caocellatlon  benefit*  only 


bene  f  i  t  * 


FB>aAL  KOISTW,   VOC    4J,   NO     106 — TXWKOAY,    JUNf   5,    1977 


2.«i428 


NOTICES 


OHIO 


For   National   Defense 

Location 
Dcjften    (con'  t) 


List   of  Schools  Determined  to  have  High  Concen 
Student    Loan   and   National    Direct   Student   Loan 
Code    •      School    Name 


itrations  of  Students   fron  Low-Income   Families 
Cancellation  Benefits  for  the  1976-77  and  197T-T8  School  Years 
Location Code   *     School  Name 


Decatur 

Delaware 

Delphos 

3e  Pl  n  i  s  o  n 


j^xzet    J  ley 
II  lion vale 
JO  V 1  e  3 :  3wrj 
?"jb  I  in 
Dundee 
East    Can  con 
East    Cleveland 


2 
2 
2 
1 
1 
2 
2 
2 
1 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
2 
2 
1 
2 
1 
2 
1 
1 
2 
1 
1 
2 
1 
1 
2 
1 
2 
1 
1 
2 
1 
2 
2 
1 

1 
1 
1 
2 
2 
2 
2 


■A  a;    '.,  Iverpool 


E.  Dennis  Middle 

Drcxfi  FL  V 

Dunbar  KS 

Edison  EL 

Emerson  EL 

F.ilrport  EL 

r'dl  rvlew  HS 

Franklin  EL 

Gardendale  EL 

Gettysburg  EL 

Graf  ton-Kennedy  EL  *\ 

Harshman  EL 

Hickory  Dale  EL 

Highview  EL 

Holy  Family  EL 

Huffman  EL 

Irving  EL 

'ackson  EL 

Jefferson  EL 

Klser  HS 

Lincoln  EL 

l.ongfellov  EL 

Loos  EL 

MacFarlane    Ei^ 

Mad    River    JSH 

McGuffey    EL 

McNary    Park   EL 

Meadowtlale    HS 

Hlaal    Chapel-Troy    EL 

Horrlson    EL 

Northrldge    HS 

Olive    Hill    EL 

Patterson-Kennedy  EL 

Residence  Park  EL 

Resurrection  EL 

Roth  HS 

Rusktn  EL 

Stivers  HS 

Tlmberlane  EL 

Town  View  EL 

Van  Cleve  EL 

Washington  EL 

Weaver    EL 

Webster    EL 

Westwood    EL 

Whit  tier    EL 

Wogaaan    EL 

Wright    EL 

Wright    HS 

Decatur    EL 

Woodward    EL 

Franklin    EL 

Clay»ont    JHS 

iMttaculate   Conception    EL 

Northslde-ClayiBont    EL 

Park    EL 

Dexter~Clt7  EL 

Adena-Dlllonvale  EL 

Hazel  Harvey  K-5 

Jerome  EL 

Dundee  EL 

Osnaburg  EL 

Caledonia  EL 

Chafers  EL 

Kirk  JHS 

Mayfair  EL 

Prospect  EL 

Rozelle  EL 

Shaw  HS 

Superior  EL 

East  EL 

Lacroft  EL 

North  EL 

Westgate  El 


East  Orwell 
Elyria 


Euclid  City 
Falrborn 


2 
2 
I 
2 
1 
1 
'I 
1 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
Franklin  Furnace  2 


Fayettevllle 

Felicity 

Flndlay 

Flushing 

Postorla 

Franklin 


Freaont 


Freeport 
Friendship 
Fulton 
Gallon 

Gallipolis 


Garrectsvllle 
Geneva 


Cersano 

Clbsonburg 

Glrard 

Glouster 

Goshen 

Grand  River 
Grayavllle 

Greenfield 

Grove  City 

Haadcn 
Baaeravllle 
Baal  1 ton 


I 

1 

2 

2 

2 

2 

2 

2 

1 

2 

2 

1 

1 

2 

2 

2 

1 

2 

2 

2 

2 

2 

1 

1 

1 

2 

2 

1 

2 

1 

1 

2 

1 

2 

1 

1 

1 

2 

2 

2 

1 

1 


Colebrook  EL 

Cascade  EL 

Edlso^^ 

Elyria  HS 

Franklin  JHS 

Gates  EL 

Hamilton  EL 

Jefferson  JHS 

Haplewood  EL 

Oakwood  EL 

Roosevelt  EL 

Vincent  EL 

Roosevelt  EL 

Baker  HS 

Central  EL 

Central  J»S 

East  EL 

Five  Points  EL 

Five  Points  JHS 

Park  Hills  HS 

South- Palmer    EL 

Wright   EL 

Fayettevllle-Perry   1-12 

Felicity-Franklin   t-12 

Washington    EL 

Flushing    EL 

Emerson    JHS 

Fostirla    HS 

Anthony   Wayne    EL 

Farrell    EL 

Green      C-U 

Atkinson    EL 

Croghan    EL 

Fremont    JHS 

Hayes    EL 

Otis    EL 

Roes    HS 

Stamt  EL 

Londonderry   EL 

Friendship    EL 

Fulton    EL 

Dawsett    EL 

East    EL 

Addavllle    EL 

lallia   AcadeBV    7-12 

Washington    EL 

Garfield    EL 

_iene  va    EL 

iJeneva    HS 

Spencer    EL 

Germano    EL 

Glbsonburg   EL 

Horth   Avenue    EL 

Tod    Woods    EL 

Homer    UnLon    EL 

T  r  '.  a*  1  e    EI, 

■:^>ok    EL 

:.o8hen   Primary 

Hutchinson  EL 

Craysvllle  EL 

Skyview  HS 

Buckakln  EL 

Greenfield  EL 

Petersburg  EL 

Pleasant  View  Middle 

Orbancrest  EL 

Hamden  EL 

HamersvtUe    EL 

Fairfield   Horth    EL 

Garfield  HS 
Harding  JHS 
Harrison  EL 
Jeiferaoo    EL 


•  Co<J«    1    -    Schools   designated    for    both   !«atlooal    Def.n.. 
Cod.    2    -    Schools    designated    for   lUtlooal    D«f«o.«    StiKl. 
Cod.    5    -    Schools   d«.lgti«t.d    for  lUtlonal    Direct    Studen 


and    Xatlooa!    Mrect    Stixlent    Loan    canc.Uatloo    benefits 
nt    Loan    cancellation    s«n«ftt«    ooly 
t    Loan    c«rK:»l  1  •' l30    txM-flti    only 
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2^429 


QtilG 


List   of  Schools  Determined   to    have   High   Conreni 
For   ftational   Defense   Student    Lo&n   aji4  National   Direct   Student   Lear.    : 


Location 


Code 


School    Najne 


ra*j,-,3    of   Students    '. 
ar.cei.ation   Benefits 


Low-Income  Families 
fcr   the   1976-77  and  1977- J8 


School  Years 


Pchool  Nane 


Hamilton  (con' t) 

; 

Madison  EL 

2 

Roosevelt  JHS 
Van  BuVen  EL 

Hanging  Rock 
Hanoverton 
Harrison 
Harrisonville 

1 
2 

1 

Rock  Hill  #4  EL 
United  K-12 
Harrison  EL  . 
Harrisonville  EL 

Harveysburg 
Hebron 

1 
2 

■  -y 

Harveysburg  EL 
Hebron  EL 
Lakewood  JHS 

Hemlock 

2 

Miller  HS 

Hlgglnaport 
HUlsboro 

2 

1 
2 

Uigglnsport  EL 
Belfast  EL  - 
Hillsboro  HS 

2 

Marshall  EL 

2 
2 

Washington  EL 
Webster  EL 

Holland 
Hooven 

1 
1 
2 

Spencer-Sharpies  EL 
Spencer  Sharpies  HS 
Hooven-Etown  EL 

Howard 

2 

Howard  EL 

Ironton 

2 
1 

1 

Deering  EL 
Kingsbury  KL 
Lawrence  Street  EI 

2 

Rock  Hill  JHS 

1 

Rock  Hill  #2  EL 

Jackson 

1 
1 

Bloomfield  EL 
Franklin  EL 

1 

Jackson  EL 

2 

Jackaon  HS 

1 

Scioto  EL 

1 

Klnnison  EL 

1 

Lick  EL 

■2 

South  Street  EL 

Jasper 
Jewett 

1 

2 

Jasper  EL 
Jewett  EL 

Johnstown 
Junction  City 

2 
1 

Bennington  EL 
Junction  City  EL 

Keene 

Kent 

1 

Keene  EL 
Brady  Lake  EL 

Kenton 

2 

Kenton  JHS 

2 

Westvlew  EL 

Killbuck 

Kltts  Hill 

Lakemore 

Lakeside 

Lakewood 

Lancaster 

.2 

1 

0 

Killbuck  EL 
And  is  EL 
Lakemore  EL 
Danbury  K-12 
Lakewood  HS 
South  EL 
West  EL 

Langsvllle 

Latham 

Laurelvllle 

Salem  Center  EL 
Western  HS 
Laurelvllle  EL 
South  Bloomingville  EL 

Leavit tsburg 

Bascom  EL 
Leavit t  EL 

Lebanon 
Leipslc 
Lewlsville 
Lima 

Berry  EL 
Lelpsic  K-12 
Lewlsville  EL 
Edison  EL 
Emerson  EL 

Faurot  EL 

Garfield  EL 

Irving  EL 
Jefferson  Zl 

Lima  HS 

Lincoln  EL 

Longfellow  EL 
Lowell  EL 

North  JHS 

South  JHS 

Washington-McKlnley  EI 

Whittier  EL 

Lindsey 

2 

Washington  EL 

Lisbon 

Lodl 
Logan 


London 

Londonderry 

Lorain 


Elkton   EL 
Wa  yne    EL 
Lodl    EL 
East    EL 

Green    EL 
Rockbrlr'.ge    EL 
^t .    John   EL 
We  St    EL 
Central    EL 
Primary    K-i. 
Londonderry    EL 
Boon  e- Haw  theme 


EL 


1 

Charleston  EL 

1 

Clearvlew  HS 

1 

Durllng  EL 

; 

Garfield  EL 
Irving  Vl 

2 

King  HS 

1 

Larkmoor  EL 
Lincoln  f.l 

2 

I-ongfellov  EL 

2 

Lorain  HS 

i 

Lowei 1  EL 

-f 

Maason  SL 

■ 

: 

Southvlew  HS 

z 

St.  John  EL 

2 

Washington  El 

1 

Whittier   EL 

'^we  1 1 

1 

Lowell  EL 

Lower  Salea 

\ 

Salem-Llbertv  EL 

Lucasvllle 

1 

Glendale  EL 

i 
1 

Morgan  FL 
Valley  R-4 

T 

Vallev  Intenaedlate 

Magnolia 

2 

Sandy  Valley  HS       » 

Malta 

2 

Malta  EL 

Manchester 

2 

Manchester  t-12 

Mansfield 

2 

Carpenter  EL 

, 

1 

Creveling  EL 

1 

1 

Empire  EL 
Hedges  EL 

liewman  El 

1 

Rose  land  El 

i. 

Sherman  JHS 

2 

Simpson  JHS 

1 

West  5th  EL 

2 

WoodvlUe-Soutr,  EL 

Marietta 

2 

Harmar  EL 

1 

I..«wrence  EL 

2 

Norwood   K-2 

1 

PhiHip8-!»orwo..H;  EL 

Marion 

2 

Edison  EL 

1 

Glenwood  EL 

2 

Hardi.ig  Freshman 

2 

Harding  HS 

1 

Mark  "Street  EL 

1 

North  Main  EL 

1 

Oak    St.  EL 

2 

Olney  Avt .  EL 

1 

Silver  Street  El 

1 

Taft  Middle 

Martins  Ferry 

Mart Insvllle 
Masslilon 

1 

2 
1 

North  EL 
Martinsvllle-Antloch  EL 

Emerson  EL 
Franklin  EL 

1 

Jones  'Hi 

1 

Lincoln  EL 

2 

Longfellow  CKS 

2 

Washington  HS 

2 

York  EL 

Ma'^mf  fc 

2 
2 

iiatevav  Middle 
Mflumee  HS 

McAr tnur 

1 

Mc Arthur  EL 

*  Code    1    -    Schools   designated    for   both   Natlooal    Defense    an<l    National    Direct    Student    Loan   canc.llacioo    benefits 
Code    2    -    Schools   designated    for   Natlooal    Defense   Student    Loan   canccllatloa    b«acflt>    only 
Code   3   -    Schools  designated    for   Hatioaal    IHrcct    Student    Loaa  canc.llatlon   benefits   only 
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NOTICES 


OHIO 


For  National  Defense 
;,oc at  ion 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  fro«  Low-Income  Faailies 
Student  I^an  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  IgT^-TT  wd  1?TT-T.° 
-n — : : ^TT : — ;rT  rmTTT^i^  Codp  •   School  Nane 


School  Years 


Code  •  School  Name 


Dayton  (con' t) 


Decatur 
Delaware 
Delphoa 
Dennlson 


Dexter  City 

Dlllonvala 

Doyleatown 

Dublin 

Dundee 

East  Canton 

Eaat  Cleveland 


Eaat  Liverpool 


*  Code 

Code 

C  ' -Hi  « 


E.  Dennla  Middle 

Drexel  EL 

Dunbar  US 

Edison  EL 

Emerson  EL 

Fairport  EL 

Fairvlew  HS 

Franklin  EL 

Cardendale  EL 

Gettysburg  EL 

Grafton-Kennedy  EL 

Harshman  EL 

Hickory  Dale  EL 

Highvlev  EL 

Holy  Faally  EL 

Huffman  EL 

Irving  EL 

Jackson  EL 

Jefferson  EL 

Kiser  US 

Lincoln  EL 

Longfellow  EL 

Loos  EL 

HacFarlane  O. 

Had  River  JSB 

McGuffey  EL 

McNary  Park  EL 

Meadowdale  RS 

Hlaal  Chapel-Troy  EL 

Horriaon  EL 

Northridge  HS 

Olive  Hill  EL 

Patterson-Kennedy  EL 

Residence  Park  EL 

Resurrection  EL 

Roth  HS 

Ruskin  EL 

Stivers  HS 

Tioberlane  EL 

Town  View  EL 

Van  Cleve  EL 

Washington  EL 

Weaver  EL 

Webster  EL 

Westwood  EL 

Whlttier  EL 

Wogaman  EL 

Wright  EL 

Wright  HS 

Decatur  EL 

Woodward  EL 

Franklin  EL 

Claywrat  JHS 

iHiaculate  Conception  EL 

Northaide-Clay«ont  EL 

Park  EL 

Dexter"  City  EL 

Adena-Dillonvale  EL 

Hazel  Harvey  K-5 

Jeroae  EL 

Dundee  EL 

Osnaburg  EL 

Caledonia  EL 

Chaabers  EL 

Kirk  JHS 

Mayfair  EL 

Prospect  EL 

Rozelle  EL 

Shaw  HS 

Superior  KL 

East  EL 

Lacroft  EL 

North  EL 

Westgate  EL 


Location 
East  OrwfrU 
Elyria 


Euclid  City 
Fairborn 


2 
2 
1 
2 
1 
1 
1 
1 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
Franklin  Furnace  2 


Fayettcvllle 

Felicity 

Findlay 

Flushing 

Fostoria 

Franklin 


Freaont 


Freeport 
Friendship 
Fulton 
Gallon 

Gallipolis 


Garrettsville 
Geneva 


Gcraano 

Gibaonburg 

Glrard 

Glouster 

Goahen 

Grand  River 
Graysvllle 

Greenfield 


Grove  City 

Baaden 

Baaeravllle 

Haallton 


1 

1 

2 

2 

2 

2 

2 

2 

1 

2 

2 

1 

1 

2 

2 

2 

1 

2 

2 

2 

2 

2 

1 

1 

1 

2 

2 

1 

2 

1 

1 
2 
1 
2 
1 
1 
1 
2 
2 
2 
1 
1 


Colebrook  EL 

Cascade  EL 

Edison  EL 

Elyria  HS 

Franklin  JHS 

Gates  EL 

Haallton  EL 

Jefferson  JHS 

Maplewood  EL 

Oakwood  EL 

Roosevelt  EL 

Vincent  EL 

Roosevelt  EL 

Baker  HS 

Central  EL 

Central  JIS 

East  EL 

Five  Points  EL 

Five  Points  JHS 

Park  Hills  HS 

South-Palaer  EL 

WriKht  EL 

FayetteTllle-Perry  1-12 

Felicity-Franklin  K-12 

Washington  EL 

Flushing  EL 

Eaerson  JHS 

Fostoria  HS 

Anthony  Wayne  EL 

Par  re  11  EL 

Green  K-12 

Atkinson  EL 

Croghan  EL 

Freaont  JHS 

Hayes  EL 

Otis  EL 

toss  HS 

Stsaa  EL 

Londonderry  EL 

Friendship  EL 

Fulton  EL 

Dawsett  EL 

East  EL 

Addavllle  EL 

Gallia  Acadeay  7-12 

Washington  EL 

Garfield  EL 

Geneva  EL 

G«ieva  BS 

Spencer  EL 

Geraano  EL 

Gibaonburg  EL 

North  Avenue  EL 

Tod  Woods  EL 

Hoaer  Dnion  EL 

Triable  EL 

Cook  EL 

Goshen  Prlaary 

Hutchinson  EL 

Grsysvllle  EL 

Skyvlew  HS 

Bocksfcln  EL 

Greenfield  EL 
^  Petersburg  EL 

Pleassnt  View  Middle 

Urbane rest  EL 

Bsaden  IL 

Haaersvllle  EL 

Fairfield  North  EL 

Garfield  HS 

Harding  JHS 

Harrison  EL 

Jefferson  EL 


N 


For  National  Defens 


Location 


Rsallteo  (con't) 


Hanging  Rock 

Hanoverton 

Harrison 

Barrlsonville 

Harveysburg 

Hebron 

Healock 

Higginsport 

Hlllsboro 


Holland 

Hooven 
Howard 
Ironton 


Jackson 


List  of  Schools  Deterained  to  have  High 
e  Student  Loan  anj  Hational»Direct  Studen 


NOTICES 
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Code 


School  Haae 


Concentrations  of  Students   from  Low-Incoae  Faailies 
t  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Tears 
Location  Code  *     School  Hajae     ' 


Jasper 

Jewett 

Johnstown 

Junction  City 

Keene 

Kent 

Kenton 

Klllbuck 

Cltts  Hill 

Lakenore 

Lakeside 

Lakewpod 

Lancaster 

Langsvllle 
Lathaa 
Laurel vllle 

Leavlttsburg 

Lebanon 
Lelpsic 
Lewlsvllle 
Liaa 


Lindsey 


2  Madiscn  EL 

1  Roosevelt  JHS 

2  Van  Bulen  EL 

1  Rock  Hill  #4  EL 

2  Dnlted  ,K-12 
2  Hanison  EL  . 

1  Barrlsonville  EL 

1  Harveysburg  EL 

2  Hebron  EL 

2  Lakewood  JHS 

2  Miller  HS 

2  Higginsport  EL 

1,  Belfast  EL  ' 

2  Hlllsboro  HS 

2  Marshall  EL 

2  Washington  EL 

2  Webster  EL 

1  Spencer-Sharpies  EL 

1  Spencer  Sharpies  BS 

2  Hooven-Etown  EL 
2  Howard  EL 

2  Deerlng  EL 

1  Kingsbury  EL 

1  Lawrence  Street  EL 

2  Hock  Bill  JHS 

1  Rock  Hill  #2  EL 

1  Blooafield  EL 

1  Franklin  EL 

1  Jackson  EL 

2  Jackson  HS 
1  Scioto  EL 

1  Klnnison  EL 

1  Lick  EL 

'2  South  Street  EL 

1  Jasper  EL 

2  Jetrett  EL 

2  Bennington  EL 

1  Junction  City  EL 

1  Keene  EL 

2  Brady  Lake  EL 
2  Kenton  JHS 

2  Westvlev  EL 

x2  Klllbuck  EL 

1  Aodls  EL 

2  Lakaaore  EL 
2  Danbury  Kt12 
2  Lakewood  HS 
2  South  EL 

2  West  U. 

1  Salea  Center  EL 

1  Western  BS 

2  Laurelvllle  EL 

1  South  Blooalngvllle  EL 

2  BascoB  EL 

1  Leavltt  EL         , 

2  Berry  EL 

2    Lelpsic  K-12 
1    Lewlsvllle  EL 
1    Edison  EL 

1  '  Eaerson  EL 
1   Faurot  EL 

1  Garfield  EL 

2  Irving  EL 

1  Jefferson  EL 

2  Llaa  HS 

1   Lincoln  EL 
1   Longfellow  EL 
1   Lowell  EL 
1   North  JflS 
1   South  JHS 

1  Washlngton-McKlnley  EL 
L   Whlttier  EL 

2  Washington  EL 


Lisbon 

Lodi 
Logan 


London 

Londonderry 
Lorain 


Lowell 
Lower  Salea 
Lucasville 


Magnolia 
Malta 
Manchester 
Mansfield 


Marietta 


Marion 


Martins  Ferry 

Martinsville 

Masslllon 


Mauaee 
McArthur 


Blkton  EL 
Wayne  EL 
Lodl  EL 
Eaat  EL 

Green  EL 

Rockbridge  EL 

St.  John  EL 

West  EL 

Central  EL 

Prlaary  K-4 

Londonderry  EL 

loone-Hawthome  EL 

Charleston  EL 

Clearvlew  HS 

Durling  EL 

Garfield  EL 

Irving  EL 

King  RS 

Larkaoor  EL 

Lincoln  EL 

Longfcllov  EL 

Lorain  BS 

Lowell  EL 

Mmsoo  n.   . 

Southvisw  BS 

St.  John  EL 

Washington  EL 

Whlttier  EL 

Lowell  EL 

Salea-Llberty  EL 

Gleodalc  EL 

Morgan  EL 

Valley  K-4 

Valley  Interaediate 

Sandy  Valley  BS 

Malta  EL 

Maachester  K-12 

Carpenter  EL 

Crave ling  EL 

Bapire  EL 

Hedges  EL 

Newaan  EL 

Rose  land  EL 

Sherman  JHS 

Siapsoa  JHS 

Weat  5th  EL 

Woodvllle-Soutb  EL 

Haraar  EL 

Lawrence  EL 

Norwood  K-2 

Phillips-Norwood  EL 

Edison  EL 

Gleowood-EL 

Harding  Freshaan 

Harding  HS 

Mark  Street  EL 

North  Main  EL 

Oak  St.  EL 

Olney  Ave.  EL 

Silver  Street  EL 

Taft  Middle 

North  EL 

Martinsvllle-Antioch  EL 

taersoo  EL 
Franklin  EL 
Jonea  JHS 
Lincoln  EL 
Longfellow  JHS 
Washington  HS 
York  EL 
Gateway  Middle 
Mauaee  HS 
McArthur  EL 


■  School,  de.una-.d  for  both  National  Defense  gnd  Natloaal  Direct  Student  U.a.  cancellation  ben. 
.  schools  d..lg^r.<i  for  National  Defense  Student  Loan  cancellation  bwflta  only 
-  Sch^l!  de.iU"-^   -  M.  -...!  Direct  Student  Loan  cancellation  benefits  only 


fits 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Cede  2  -  Schools  designated  for  National  Defense  Student  Loan  caoccllattoo  benefits  only 
Cod*  3  -.Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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NOTiCeS 


For  Wationag  Defens 
Location 


List  of  Schools  Determined  to  have  High 
e  Student  Loan  and  National  Direct  Student 
Code  •  School  Name 


OHIO 


Concentrations  of  Students  froa  Low-Income  Families 
Loan  Cancellation  Benefits  for  the  1976-77  and  1977-7B  School  Years 
Location Code  *  School  Hame  ^ 


McConnelsvllle 

HcDermotc 

Mechanlcsburg 
Hencor 

Hesopotaola 
M^ddleport 

Hiddlecown 


KldVale 

Hllledgevllle 

Mlllersburg 

Mlllersport 
MlnersvlUe 
Minerva 
Mlnford 


Mingo  Junction 

Monroevllle 

Montville 

Morrow 

Moscow 

Moxohala 

Mt.  Orab 

Ht.  Sterling 


Mt.  Vernon 


Murray  City 

Neffs 

Nelsonvllle 


Newari 


2 

2 

1 

1 

2 

2 

2 

1 

1 

1 

2 

1 

1 

1 

2 

1 

2 

2 

1 

2 

1 

2 

1 

2 

2 

2 

1 

2 

1 

2 

2 

2 

2 

2 

2 

1 

2 

2 

1 

1 

2 

2 

2 

2 

2 

2 

1 

1 

1 

2 

1 

1 

1 

1 
1 

1 

2 
2 
1 
1 
2 
1 


New  ioi'on 


Lexington 


Hew  Macaaoras 
New  Pari! 


McConnelsvllle  EL 

Morgan  HS 

McDermott;  EL 

Union  EL 

Mechanlcsburg  K-12 

Mentor  HS 

Shore  JHS 

St.  Mary  EL 

Mesopocamla  EL 

Bradbury  EL 

Meigs  JHS 

Mlddleport  EL 

Amanda  Middle 

Central  EL 

Freshman  HS   (9  only) 

Garfield  EL 

Jefferson  EL 

Mayfleld  EL 

McKlnley  Middle- 

Mlddletown  HS 

Oneida  EL 

Roosevelt  Middle 

Taft  EL 

Indian  Valley  North  (Midvale)  K-12 

Jasper  EL 

Millersburg  EL 

Mt.  Hope  EL 

Walnut  Twp.   K-12 

Racine  JHS 

Day  EL 

Mlnford  Primary 

Mlnford  Middle 

Mlnford  HS 

Harmony  EL 

Greenfield  EL 

Montville  EL 

Morrow  EL 

Moscow  EL 

Moxahala  EL 

Mt.  'Jrab  El- 

Western  Brown  HS 

Madlson-MUls  EL 

Monroe  EL 

Mt.  Sterling  EL 

Columbia  EL 

Mulberry  St.  tUddle 

West  EL 

Murray  City  EL 

Neffs  EL 

Nelson  ^1".  le  EL 

NeUonvl  1  Le- Y  rk  JHS 

■■.  crk  EL 

Post  on  EL 

BL?3sed  Saerd^ient 

Central  EL         , 

Conrad  tt 

Hartzler  EL 

Hazelwood  LL 

John  F.  Kennedy  JHS 

Lincoln  Middle 

Haholn  EL 

Newark  HS 

3ts.  Peter  4  Paul  HS 

Arhens  Union  EL 

'/lenwood  HS 

Oak  EL 

Stanton  EL 

: lay  ton  EL 

Sew  Lexington  EL 

Vew  Lexington  JHS 

:<ew  Lexington  HS 

5t .  iose  EL 

^tetamoraa    EL 

Z.    R.  Cob  lent  I  K-4 


New  Philadelphia 

Newport 

New  Richmond 

New  Straitsville 
Newton  Falls 
New  Vienna 
Nlles 


Norvalk 
Norwood 


Oak  Hill 


Old  Fort 

Orwell 

Ottovllle 

Otway 

Owensvllle 

Painesville 


Pandora 
Patriot 
Pedro 

Peebles 

Pennsvllle 

Phllo 

Piketon 


Piqua 


Plainfleld 
Pomeroy 


Port  Clinton 

Portland 

Portsmouth 


Powhatan  Point 
Proctorvllle 

JlacliM 


itamsboro 

Ravenna 


1  Front  Avenue  EL 

2  Welty  JHS 

1  Itewport   EL 

2  New  Richmond  EL 

2  New  Richmond  Middle 

1  New  Straitsville  EL 

2  Labrae  Middle 

2  New  Vienna  EL 

2  Edison  JHS 

1  Jackson  EL  ' 

2  Jefferson  EL 

1  St.  Stephen  EL 

2  Pleasant-League  EL 
1  Allison  St.  EL 

1  Cressle  EL 

2  North  Norwood  EL 
2  Norwood  JHS 

2  Sharpsburg  EL 

2  Williams  Ave  EL 

2  Central  EL 

1  'Lewis  EL 

1  Oak  View  EL 

2  Old  Fort  EL 

2  Grand  Valley  Middle 

2  Ottovllle  K-12 

1  Otway  EL 

2  Clermont-Northeastem  Primary 
2  Harvey  HS 

2  Huntington  EL 

2  Lathrop  EL 

2  State  EL 

2  St.  Clair  EL 

2  Walnut  EL 

2  Pandora-Gllboa  K- 12 

1  Cadmus  EL 

1  Rock  Hill  #3  EL 

1  Rock  Hill  #1  EL 

1  Franklin  EL 

1  Peebles  K-12 

2  Pennsvllle  EL 
2  Phllo  EL 

1  Idaho-Parker  EL 

2  Piketon  HS 

1  '  Zahns  Comers   EL 

2  Bennett   JH3 

2  South  Street  EL 

1  Staunton  EL 

1  St.  Boniface  EL 

2  Plainfleld  EL 
2  Helgs  HS 

2  Pomeroy  EL  ^ 

2  Salisbury  EL 

2  Bataan  EL 

1  Portland  EL 

1  Dry  Sun  EL 

1  Crant  EL 

2  Hmrdlng  EL 
1  Highland  EL 

1  Lincoln  EL 

2  McKlnley  EL 

2  North  Moreland 

2  Portsmouth    HS 

2  Portsmouth    Catholic    EL 

1  Roosevelt    EL 

I.        Wllsor-    El. 

1  Powhatan    EL 

2  Fair  land  East  EL 
2  Fair  land  West  EL 
1  U-.it  I    II 

•  1  ila    1  oe    KL 

1  S:>:-.'.htrn    HS 

1  ^alnsboro    EL 

2  BfTwn    JHS 

2  Southeast    HS 


*  Code    1    -    School!    deilgnatfd    for   both   National 
Code   2    -    School»   dealgnatad    for   National    Defeo 
Coda    3    -    Schooli   datlgoated    for  National   Dlrec 


Def«n««    and    luTlor.al    Blrect    Student    Loan    caoceUitloo    benefits 
SI   Student    Loan   cancellation    oeacfttj    only 
t    Student    Loan    cance '.  1»;  lor.    bmnt'.iTt    only 
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OHIO 


For  National  Defense 


List  of  Schools  Determined  to 
Student  Loan  and  National  Dlr 


have  High  Concentrations  of  Students  f 
ect  Student  Loan  Cancellation  Benefits 


Location 


Code  •  School  Naaie 


Location 


Tod 


rvn  Lc> -Income  Families 
for  u "  1976-77  and  1977-76  School  Years 
School  Name 


Reedsville 

Rlchmondale 
Ripley 
Rootstown 
Rosevllle 

Russellvllle 

Rutland 

Sabina 

Salineville 

Sandusky 


Sardinia 

Scioto  Furnace 

Scottown 

Seaman 

Sebrlng 

Senecavllle 

Seville 

Shade 

Shawnee 

Shelby 

Sherrodsvllle 

Shlloh 

Sidney 

Sinking  Spring 
Somerville 
Southington 
South  Point 


South  Webster 
Springfield 


St.  Clalrsviile 
Steuber.vil  le 


Stewart 
Stockdale 

Stockport 
Stout 

Stout svil le 
Sugarcreek 

Sugar  Grove 
Sugartree  Ridge 
Sycamore  Vallev 
Sylvanla 


2 
1 
2 
1 
2 
2 
1 
2 
1 
2 
1 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
1 
1 
2 
1 
2 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
1 
2 
2 
2 
1 
1 
1 
1 
2 
1 
2 
2 
1 
2 
2 
1 
1 
1 
1 
2 
I 
2 
1 


Eastern  HS 

Riverview  EL 

Southeastern  HS 

Ripley  EL 

Rcotstown  K-12 

Roseville  Primary 

Roseville  EL 

Russellvllle  EL 

Rutland  EL 

Sabina  EL 

Hlghlandtovn  EL 

Adama  JHS 

Hancock  EL 

Jackson  JHS 

Madison  EL 

Mills  EL 

Monroe  EL 

Ontario  EL 

Sandusky  HS 

Ash  Ridge  EL 

Sardinia  EL 

Scioto  Furnace  EL 

Windsor  #2  EL 

North  Adams  HS 

Seaman-Wavne  EL 
Miller  EL 

Sebrlng  EL 

Senecavllle  EL 

Cloverleaf  JHS 

Shade  EL 

Shawnee  EL 

Central  EL 

Sherrodsvllle  EL 

Shiloh  EL 

Bridgeview  EL 

Longfellow  EL 

Sinking  Spring  EL 

Somerville  EL 

Southington  K-12 

Burlington  EL 

South  Point  #2  EL 

Sheridan  EL 

South  Webster  EL 

South  Webster  HS 

Bushnell  EL 

Clark  JHS 

Emerson  EL 

Frey  EL 

Fulton  EL 

Hayward  JHS 

Highlands  EL 

Kelfer  JHS 

Lincoln  EL 

North  HS 

South  HS 

St.  Marv  EI 

St.  Clalrsviile   K-12 

Garfiela  EI 

Grant  El 

Lincoln  EL 

St.  Anthonv  EL 

Steubenvllle  HS 

Wells  EL 

Stewart  EL 

Stockdale  KL 

Windsor  EL 

Green  EL 

Clearcreek  EL 

Miller  Avenue  EL 

Ragersvllle  EL 

Berne  Union   1-12 

Concord  EL 

Bethel  EL 
Hill  View  EL 


Syracuse 
The  Plains 

Thompson 

Thurman 

Tiffin 

Tippecanoe 

Toledo 


Trotwood 


Troy 


Tuppmra  Plains 
OhClclMvllle 


Unlor 


- 1  tv 


Union    F-r-.ace 
Van   Wert 
Vinton 

Walnut    ..  reek 
Warren 


Syracuse  EL 
Athens  HS 

Plains  EL 
Thompson  EL 
Centervllle  EL 
Tiffin  Calvert  HS 

Tippecanoe  Twp.  EL 
Birmingham  EL 
Chase  EL 
Chfrry  EL 
DeVllbiss  HS 

Dorr  EL 

East  Side  Central  EL 

Franklin  EL 
Fulton  EL 
Garfield  EL 
Gleowood  EL 
Cunckel  EL 

Hale  EL 

Hamilton  EL 

Holy  Rotary  EL 

Holy  Spirit  Seminary  HS 

Horace  Mann 

Immaculate  Conception 
Jones  EL 

King  EL 
LaG range  EL 
Llbbey  HS 
Lincoln  EL 

Macombcr  HS 
Marshall  EL 

Navarre  EL 
Newbury  EL 

Oakdalc  EL 

Pickett  EL 

Riverside  EL 

Robinson  EL 

Rogers  HS 

Scott  HS 

Sherman  EL 

Spring  EL 

St.  Francis  Achievement  School 

EL 

St  .  Michaels  EL 
St.  Teresa  EL 

Stewart  EL 
Stickney  EL 

Walte  HS 

Wa lb  ridge  FL 
Warren  EL 

Washington  FLL 

Westfielc  e: 

Woodward  HS 

Madison  Park  £1 

TrorwcKxi  JHS                . 

Forest  F,L 

He  wood  EL 

Rvle  EI 

Tappers  Plalnb  f". 

Claymont  H": 

Eastpcrt  E_ 
Rush  EL 

1 

Trenton  FI- 

2 

Eastslde  Vl- 

1 

Jackson   i-i: 

;■ 

Union  Furnace  EL 

1 

Harsh  El 

1 

Vinton   .-.1 

Walnut   reek--Uhe«inu-.  Hc-gr  t. 

^ 

Fast  jH? 

i 

Ela  Roao  El 

1 

First  Street  tL 

2 

Harding  HS 

1 

.leffersjn  EL 

n 

Mann  EL 

•  Code    1    -    Schools   designated   for    both   National    Defense    snd   National    Direct    Student    Loan   raoccUatloo   beneflta 
Code   2    -    Schools    designated    for   National    Defense    Student    Loan  cancellation    benefits   onlT 
Code    3    -    Schools    designated    for  National  Direct   Student    Loan  eaocsllatloji   benefits   only 
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NOTICES 


For  national  Defense 
Location 


List   of  Scho<jls   Determined 
Student   Loan   and   national   D 


Code  •   School  Wane 


to  have  High  Concentrations  of  Students  from  Low-Income  families 

irect  Student  Wn  Cancellation  BenefitB  for  the  1976-TT  and  19T7-T8  School  Years 
Location Code_*   School  Name _________ 


larran  (con'  O 

i 

SS.    Cyril   &  Hethodlus 

1 

St.    -lames 

2 

Turner    JHS 

I 

Washington    F.L 

2 

West    JHS 

2 

Western    Reserve    HS 

1 

WllUrd    KL 

W'lr  s  iw 

1 

Rlvervlew   US 

Union    n. 

I 

Warsaw    KL 

Washington    C.H. 
Washingtonvllle 
Wa  C  e  r 1 DO 

Waverly 

2 

? 

1 

Chaff  In/WHson/Eber    KL 
Washlngtonvl  1  le    F.L 
Waterloo    EL 
tUst    EL 
North    El- 

Wri  /nt'svl  1  1  e 
■.,■1  !Hf:.n 

1 

West    EL 
Wayne      t-12 

Bundy    EL 
Central    KL 

) 

Wellston    HS 

west     l-at  lyet  t  e 
Weston 

7 

West    Lafayette    EL 
Weston    EL 

West    Por:siK5uth 

1 
1 

Jenkins    KL 
Nauvoo    EL 
Portsnouth    West    HS 

West     t'ntoo 

1 
I 

Liberty    EL 

Tiffin    EL 

West    Union      t-12 

Whee  iersbur^ 

2 

Vemoo    EL 
Whe«ler»burg   EL 

Wt  Ikeswl  He 
WllUrd 

1 
1 
1 

Wilton    EL 
East    Side    EL 
RlA«>od    EL 

2 

WllUrd    JHS 

WUUsBSburg 
Willow   Wood 

W  1  1  »1  n  (( 1 0  n 

2 
I 

1 
1 
2 
1 
2 

WillloBSburg      1-12 

Hasotj   EL 

Syaws   Valley   BS 

WlQd»or    #1    EL 

Cooaolldated    South   EL 

King— n    EL 

Locust    St.    EL 

-) 

S«lth-Den»er    EL 

2 

WlliUngCoa   US 

Winchester 
Wind  has 

1 
2 
2 

Winchester    EL 
Eaat    EL 
Tho«««      I-l 

W 1  nd  so  r 

Wlnesburg 

WlntersvlUe 

Wooster 

Xenla 

2 

1 
2 

I 

2 
2 

Windsor    EL 
Wlnesburg   EL 
Wlntersvllle    EL 
Lincoln   Way    EL 
Centrsl    JHS 
Xiols    JHS 

2 

Tenls  HS 

Youngstown 


Zaleskl 
Zanesvllle 


Adams  EL 

Auatintown  Middle 
Bennett  EL 
Cardinal  Hooney  HS 
Cleveland  EL 
Covington  EL 
East  HS 
Garfield  EL 
Grant  EL 

Haddov  EL 

Harding  EL 

Harrison  EL 

Hayes  EL 

Hillman  JHS 

Iraaaculate  Conception 

Jefferson  EL 

Lincoln  EL 

Madison  EL 

McfCinley  EL 

Monroe  EL 

North  HS 

Princeton  JHS 

lUyen  HS 

Rlchey  EL 

Roosevelt  EL 

Sacred  Heart  EL 

Science  Hill  JHS 

^eridan  EL 
South  HS         — 
Staabaugh  EL 
St.  Anthony  EL 
Dominic   EL 
Elisabeth  EL 
Patrick  EL 
Stanislaus  EL 


St. 
St. 
St. 
St. 


Thorn  Hill  EL 

Washiagton  EL 

White  EL 

WilliaMon   EL 

WllsoD  HS 

Zaleski  EL 

Bell   EL 

Cleveland   JHS 

Garfield  EL 

Grant   EL 

Hancock  JHS 

Lincoln  EL 

Madison  EL 

Mclntire  EL 
McKinley  EL 
Munson  EL 
Pioneer.  EL 
Sheridan  EL 
St .     \quina8    EL 
St .     *<  1  c  ho ;  as 
Wilson   EL 
Zanesville  HS 


•nd   National    Direct    Student    Loan   cancallatlon   benaflti 


•  Cod*    I    -    Schools   deslgoatad    for   both   National    Defense    sr^  ,,  , 

Cod.   J    -    SchooU   d«sl,aat«J    for   national    D.f.n.«    Student    l^st.   ^•"^•'; ''";  ^^"?*"'';    ;*!?;'' 
Coda   3   -   Schools  dasl«aaC«i    for  national   Dlract   Student    Loan  csnc.iUclon   ben.ttcs   only 
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2^453 


OKlAfOV^ 


For   Sationa: 


List  of  Schools  Determined  to  have  High  Cone 

ijefense  Student  Loan  and  national  Direct  Student  Loan 
^;c.de  •   School  Name 


orations  of  Students  '--.'a 
cancellation  Benefits  for 


Location 


Code  • 


the  I9T6-T7  and  1977-76  School  Years 


Achl lie 
Ada 


Adair 

Albert 

A 1 b  i  on 
Al  len 
A! luwe 

Al  tU5 


Ant)er 
Anadarko 


Ar  •  '  e ' s 
Apache 

ArdPBre 


Arkoma 
As  her 
A  t  OK  a 


Barnsdal 1 
Bart lesvi 1 le 


Battiest 

Bearden 

Bcggs 

Bennington 
Ben  t  ley 
B  ig   CabI n 
Binger 
fiixby 
Bokchito 
Bokoshe 
Bol  ev 

Boswe  i  ' 
Bofc legs 
Boyn  ton 
B'aggs 
Br  i  stow 


Bnoken   Bow 


3        Achi 1 le    EL-JHS-HS,     1-3 

2  Ada   HS,    I-I9 

)         Byng   El,     1-16 

1  Byng   JHS-HS 

3  Francis    EL 
3        Homer   EL 

3       Pickett-Center   EL,    0-20 
3        Washington   EL,    1-19 

2  Bernita    Hughes    EL-AdaIr    JHS-HS,     I- 

3  Strang   EL 

3         Oney    EL-JHS-HS,     1-10 
Albion    EL,    D-2 

1  A! len    EL-JHS-HS,    1-1 

3       Alluwe   EL-JHS-HS,    1-50 

2  Altus    HS,     I-18 

1  Central    JHS 

3  Eugene    Field   EL 

2  Roosevelt    EL 

3  Washington    EL 
3       Wl  11    Rogers    EL 

1  Wi Ison   EL 

3        Anter-Pocasset    EL,     1-128 

2  Anadarko   HS,     1-20 

3  East    EL 

1         Sunset    EL 

3        Washita    El 

1         'West    £L-A'5darK0   JHS 

1        Ant'er..-    f-,     i-13 

1         Antlers    JhS-HS 

3        Apache    EL.     1-6 

1        Boone   EL,    D-56 

1  Broxton    EL-JHS-HS,    1-68 

2  Ardmore    Hiddle-JHS,    1-19 

2  ,    Dickson    EL-JHS-HS,     1-77 

3  Franklin    EL,     1-19 
3        Jefferson   EL 

3       Will    Rogers    EL 

1  Arkoma    EL-JHS-HS,    1-91 
3        Asher    EL-JHS-HS,    1-112 

2  Atoka    JHS-HS,    1-15 

1  Harmony    EL,    D-21 

3  Mamie    Johnson   EL,    1-15 
3        Thunderbird   EL 

2  Barnsdal I    EL-JHS-HS,    1-29 

2  Central    JHS,    I-30 

3  Lincoln    EL 

3        Washington   EL 

Battiest    EL-JHS-HS,    1-71 

Bearden   EL,    D-29 

Beggs    EL,    \->* 

Beggs    JHS-HS 

Bennington    EL-JHS-HS,    l-l»0 

Bentley   EL,    D-35 

Big   Cabin   EL-JHS-HS,    1-50 

Binger    EL-JHS-HS,    1-15 

Bixby   EL,    \-U 

Bokchito  EL-JHS-HS,    1-23 

Bokoshe   EL-JHS-HS,    1-26 

Boley    EL-JHS-HS,    1-13 

Boys    State   El-HS 

Boswe n    EL-JHS-HS,    1-1 

Bowlegs    EL-JHS-HS,     1-3 

Boynton    EL-JHS-HS,     l-^t  , 

Braggs    EL-JHS-HS,     i-Uf.       . 

Bristow    JHS-HS,     1-2  S 

Edison    EL 

Washington   EL 

Bennett    EL,     l-Jk 

Broken    Bow   HS 

Dierks    EL 

East    Side   JHS 

Holly    Creek    EL,    D-72 

Lukfata    EL,    D-9 


School    Bane 


Buffalo  Valley 

Burneyvi 1 le 

6  u  rn  s    Flat 

Butler 

Byars 

Cache 

Caddo 

Calvin 

Camargo 

Caflieron 

Canadian 

Caney 

Canton 

Carnegl  e 


Castle 
Cent rahoma 
Chand ler 
Chattanooga 
Checotah 


Chi  ckasha 


Choctaw 
Clayton 
Clin  ton 

Coatqate 


Colbert 

Colcord 

Coleman 

Connerce 

Connervi I le 

Counci  1    Hill 

Coweta 

Cronwel  1 

Crowder 

Cushing 

Custer 
Davenport 
Davi  dson 

Davis 
Depew 

jewar 
Dill  City 
Duncan 

Durant 


Dust  in 

tagletown 
Eakly 
Earl  sboro 
E I  Reno 
Eldorado 
Elgin 

E  Imer 
Enid 


Buffalo   Valley    EL-JHS-HS,    1-3 

Turner   EL-JHS-HS,    1-5 

Burns    Flat    JHS-HS.    1-7 

Butler   EL-JHS-HS,    l-»i6 

Byars    EL,    D-k 

Cache   EL-JHS-HS,    1-1 

Caddo   EL-JHS-HS,    1-5 

Calvin    EL-JHS-HS.    1-48 

Carrargo    EL,     0-^ 

Caneron    EL-JHS-HS,     1-17 

Ca-a--^    d"    EL-JHS-HS,    1-2 

Canev    [.-.HS-HS,     1-26 

Canton    EL-JHS-HS,     1-105 

Al falfa    EL,    D-k 

:s^eq:e    EL,     1-33 

la^-eqie   HS 

Carnegie   JHS 

Castle   EL,    D-19 

Centrahoraa    EL,    D-5 

Springdale  EL,  D-75 

Chattanooga   EL-JHS-HS,    1-132 

Checotah   EL,    1-19 

Checotah    JHS-HS 

Longfel low   EL 

Chi ckasha    HS ,     1-1 

Chi ckasha    JHS 

C^    ;«a^'~a    Intermediate 

•r--  t"-    G'acte    Center 

Hcrtr*.est    EL 

West    EL 

Choctaw    EL-JHS,    I-* 

Clayton    EL-JHS-HS,    1-10 

Nance   EL,    1-99 

Washington   EL 

Coalgate  EL-JHS-HS,    1:1 

Cottonwood  EL,  D-li 

OIney  EL-JHS-HS,  \-k 

Colbert    EL-JHS-HS,    \-k 
Colcord    EL-JHS-HS,     \-k 
Coleman    U-JHS-HS,     1-35 
Conrorce    EL-JHS-HS.    I-I8 
Connervi  lie    EL,    D-W 
Midway    EL-JHS-HS,    1-27 
Coweta    EL-JHS-HS,     1-17 
Butner    EL-JHS-HS,     1-1? 
Crowder    EL-JHS-HS,     1-28 
Deep    Rock    EL,     1-67 
Sunnyslde    EL 
Custer    EL-JHS-HS,     1-1 
Davenport    EL-JHS-HS,     1-3 
Davidson    EL-JHS-HS,    1-9 
Davis    EL,    1-10 
Depew   EL,    1-21 
Gvpsy    EL,    D-12 
Dewar    EL-JHS-HS,     1-8 
Dil 1    City   EL-JHS-HS,    1-3 
Duncan   HS ,    1-1 
Duncan   JHS 

Durant   Middle   School,    1-72 
Do-a--    -S 

George    xashington   EL 
Si lo   EL-JHS-HS,    1-1 
Oust  in   EL-JHS-HS,    1-9 
Eagietown   EL-JHS-HS,    1-13 
Eakly   EL-JHS-HS,    I-1J2 
Earlsboro  El.- JHS-HS,    1-5 
.    Webster  EL,    l-S* 

Eldorado   EL-JHS-HS,    1-25 
Elgin    EL-JHS-HS,    I-I6 
Stony    Point,    D-U'* 
Southslde   EL-JHS-HS.    i-212 
Lincoln    EL,     1-57 


*   Code    1    -    SchooU    designated    for    both   National    Defense    and   National    Direct    Student    Loan   cancelUt; 
Code   2    -    SchooU    designated    for   National    Defense    Student    Laan   cancelUtlor.   benefits    onW 
Cods    3    -    SchocU    desiRnated    for   National    Direct    Student    Loan   cancellation    benefits    onU 
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For  national  Dgfense 
Location 


OKI  AHCMA  ^      .,. 

List  of  Schools   [Vten^ned  to  have  High   Concentrations  of  Students   from  lov-Inco»e  Families 

Student    U>an   .n,    national   Direct    Student    Loan  Cancellation  Benefits    for  the   1976-77   and   19TT-T8  School  Years 
-:^-: — i — ^. .— .   _-  Location Code   »     School  Bame __ _ 


Eufaula  . 


Farris 

Faxon 

Fi I Imore 

f\  ttstown 

Fort  Gibson 

Fort  Smith,  Arkansas 

Fort  Towsofi 

Fox 

Foy  i  I 

Frederick 


Cans 
Geary 

Gene  Autry 
Glover 
Gore 


Gould 

Gracemont 

Graham 

Grandf ield 

Gran  i  te 

Grant 

Grove 

Guthrie 


Hanna 
hartshorne 


Haskell 
Haworth 
Haywood 
Heavener 

Helena 
Henryetta 


Hobarc 
Hodgen 
Holdenvi I le 


Hollis 

Howe 
Hu90 


Hulbert 


Iain    EL.    1-1 


Code   *      r>ch<xi!    H  ^ime 
Cooper -McC 
Dixie    EL 
Eufaula    JHS-mS 
Jefferson    Dav  1  ■>    EL 
Fanshawe    EL,    0-  39 
Farris    EL  ,    0-23 
Faxon    EL ,    D- 128 
Fi  )  l-Tiire    EL  ,     D-  J^t 
HcL  i  sh    EL- JHS-HS  ,     1-22 
Fort    Gibsoo    EL-J«S-HS, 
Pocola    EL-JHS-HS,     1-7 
Fort    Towson    EL-JH5-HS, 
Fox    EL-JHS-HS,     l-7'< 
Foyi  I    EL-JHS-HS,     I-  7 
Ce/itr.)!     EL,     1-158 
ErTierson    EL 
Frederick    HS 
Frederick    JHS 
prjther    BrL>wri    Center 
Weaver    EL  ,    0-13 
■  Jh  i  t  t  I  e  r    EL,     1  ■  1  S  B 
Gans    El-JHS-HS.     i-^ 
Geary    EL  ,     I  -80 
Berwyn    EL  ,    D-  /  ; 
Clover    EL,    0-23 
Carl i  ie    EL,     1-6 
Gore    EL-JHS-HS 
Gum   Springs    EL ,    D-69 
Gould    EL-JHS-HS,     I  -6 
GracerTont    EL-JHS-HS.     I 
Graham    EL-JHS-HS ,     I  - ^t 
Grandfield    EL-JHS-HS, 
Granite    Adult    Correct 


1-3 
1-2 


Idabel 


Indiahoma 
Indianola 
Jay 

Jones 

Kansas 

Kel  lyvi  1  le 

Keota 

Kingston 

Kinta 

Kiowa 

Konawa 

Lane 
Langston 

Lawton 


-  36 

l-2J*9 

onal  Institution 


Grant 
Grove 

Grove 
Guthr 
Guthr 
Hanna 


EL'JHS'HS. 

EL,     I  -  ? 

J"S-HS 

e    HS  ,     1-1 

e    Jhi 

EL-JHS-HS, 


•  ] 


1-1 


Hartshorne    JHS-HS. 

North   Ward    EL 

Haskel I    EL-JHS-HS.     1-2 

Hawor  th    FL-JHS-HS,     1-6 

Haywood    EL ,    D-88 

Hea  vene '    L  L  ,     t  -  3 

Heavener     JHS-HS 

Helena    State    Trai-^^nr,    EL-HS,     1-89 

Henryet  ta    EL  ,     1-2 

Henryetta    JHS-HS 

Ryal     EL,    D- 3 

Wi  Ison    EL-JHS-HS,     1-7 

Francis    Wi  1  lard    EL,     1-1 

Hobart    Middle    School 

Hodden    EL,    D-l't 

Hodqen    Adult    Correctional     Institution 

Hc5ldenville    Central    Middle-HS,    1-35 

Moss    EL-JHS-HS,     1-1 

Park    Viev<    EL 

Thomas    EL 

Arnett    EL-JHS-HS,     i-ll 

Hol 1  is    EL-JHS-HS.     1    66 

'kiwe    EL-JHS-HS  ,     ^-k^ 

Benjamin    Franklin    EL,     1-39 

Eugene    Field    EL 

Good  land    EL,    D- 1  3 

Horace  M,inn  EL  ,  1-39 

Hugo  JHS-HS 

Robert  E.  Lee  El 

Wash  i  nqton  EL 

Hulbert  EL-JHS-HS.  I-I6 

Lost  Ci  ty  EL,  0-  I ; 

Nopwfx-.d  EL,  D-"« 

ShaJy  Gruve  EL  ,  0-26 


Leach 
LeFlore 

Lehigh 

Lenapah 

Leon 

Lexington 

Locust  Grove 

Longdale 

Lookeba 

Luther 
Macomb 
Madi 11 
Mani  tou 
Mannford 
Mannsvi 1 le 
Marble   City 
Marietta 


Marland 
Harlow 


Martha 

Mason 

Maud 

McAl ester  f 


McCurtaIn 

McLoud 
Medicine   Park 


1 

3 

1 

3 

3 

3 

1 

1 

1 

3 

1 

2 

1 

1 

1 

1 

3 

1 

1 

1 

1 

3 

2 

1 

3 

2 

3 

2 

t 

2 

3 

1 

3 

3 

2 

3 

3 

1 

1 

3 

3 

1 


Central    EL,    1-5 

George   EL 

Gray   HS- Idabel    JHS 

Herndon   Kindergarten 

Southeast   EL 

Indiahoma   EL-JHS-HS.    1-2 

Indianola   EL-JHS-HS,    1-25 

Jay   EL,    1-1 

Jay   Middle-HS 

Jones     (State   Center)    EL,    1-9 

Kansas   EL-JHS-HS,    1-3 

Kellyvitle   EL-JHS-HS,    1-31 

Keota   EL-JHS-HS.    1-143 

Kingston    EL-JHS-HS,    1-3 

KInta   EL-JHS-HS,    1-13 

Kiowa   EL-JHS-HS.    I-I** 

Konawa   EL,    I-"* 

Vamoosa   EL,    0-8 

Lane   EL,    D-22 

Langston   EL,    0-6 

Bishop   EL,    O-kS 

Brockland   EL,    1-8 

Central    JHS,    1-8 

Cleveland  EL 

Country  Club  Heights  EL 

Eisenhower  JHS-HS 

Howell  EL 

Lawton  HS 

Lincoln  EL 

HcArthur  JHS-HS 

Rogers    EL 

Roosevelt   EL 

St.    Mary's   EL.   Private 

Taft  EL.  1-8 

Toml i  nson  JH 

Washington  EL 

Ui  Ison  EL 

Leach  EL,  0-1 U 

LeFlore  EL-JHS-HS,  1-16 

Lehigh  EL,  D-2 

Lenapah  EL-JHS-HS,  1-1 

Leon  EL,  0-8 

Lexington  Adult  Correctional  Institution 

Locust  Grove  EL-JHS-HS,  1-17 

Longdale   EL,    0-70 

Lookeba-Sickles   EL,    1-12 

Lookeba-Sickles  JHS-HS 

Luther   EL-JHS-HS,    1-3 

Macomb   EL-JHS-HS,    \-'* 

Hadill    EL,    1-2 

Mani tou   EL,    0-18? 

Mannford  EL-JHS-HS,    1-3 

Mannsvi lie   EL,    0-7 

Marble   City   EL,   0-35 

Greenville   EL,   0-3 


1 

1 

3 

3 

3 

1 

1 

1 

3 

2 

3 

1 

3 

3 

1 

3 
1 
2 
I 
3 
1 
3 
3 
1 
2 
1 
1 
3 
.3 
1 
2 
3 


Marietta   EL,    I-I6 

Marietta   Middle-HS 

Marland   EL-JHS-HS,    1-5 

Marlow   EL,     1-3 

Marlow   JHS-HS 

Martha   EL,    0-9 

Mason   EL-JHS-HS.    1-2 

Wolf   EL,    D-13 

Edmond   Doyle   EL.    I-8O 

Jefferson    EL 

HcAlester    Adult   Correctional 

McAlester   HS ,     I-8O 

Parker   Middle   School 

Puterbaugh   Middle   School 

Washington   EL 

Wi lliam  Gay   EL 

McCurtain   EL-JHS-HS.    1-37 

McLoud    EL-JHS-HS,    1-1 

Medicine   Park   EL.    0-7 


Insti  tut  ion 


•  Code  1 
Code  2 
Code    S 


ne g  I  c  I  ne    r  <a  1  ^ ••'         ■  ~-  -  ~  ^^^^^^^^^ 

-  SchrsolVTTsT'gTirtTtrTor    t>oth~NatT^'nal    Defense    srd   National   Direct   Student   Loan   cancellation    benefits 

-  "chools    designated    for   National    Defense    Student    Loan  cancellation   benefits   only 

-  chixi!"    designated    for   National    Direct    Stjd.-n;    loan  cancellation  benefits   only 
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28435 


OKUHCMA 


List  of  Schools  De'ermined  to  nave  riigh  Concentrations  of  Stude; 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Be.-;-': 
Location 


ts    rr>;.iii 
Its    fcr 


'.^y\-'.n^  ■ine    .i^fuailies 

the   1976-77   and  1977-78  School  Yesirs 


Code  *   School  Name 


3chcK)l   Raae 


Midwest    Ci  ty 
fji  tburn 
Mill    Creek 
Moffett 
Monroe 

Morri  s 

,*V)rr  i  son 

Mountain     Ogrk 

Moun  ta  in  V  i  e*^ 

Moyers 
Muldrow 


Muskogee 


Nashoba 

New  L  i  ma 

Nowata 

Oaks 

Okay 

Okemah 

Oklahoma  City 


2 
1 
1 
1 
1 
3 
1 

3 
1. 

3 
3 
1 
1 
3 
2 
2 
2 
3 
3 
2 
3 
2 

3 
1 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

2 

1 

2 

3 

1 

3 

3 

2 

3 

1 

3 

3 

2 

3 

2 

1 

3 

3 

1 

3 

1 

2 

1 

2 

1 


Epperly   Heights    EL.     1-52 

Mi Iburn    EL-JHS-HS,     1-29 

Mi  I  1    Creek    EL-JHS-HS,     1-2 

Moffett    EL.    D-68 

Monroe    EL,    0-11 

Liberty   EL,    D-9 

Morris    EL-JHS-HS,     1-3 

Morrison    EL-JHS-HS,     1-6 

Mountain    Park   EL-JHS-HS,     1-6 

Mountain    View   EL,   1-39 

Mountain    View   JHS-HS 

Moyers    EL,    D-22 

Bel fonte   EL,    0-50 

Liberty    EL.    D- 1 

Muldrow    EL-JHS-HS,     1-3 

Alice    Robertson    JHS,     1-20 

CheroKee    EL 

DuBoise    EL,    D-'*2 

Edison   EL,    1-20 

Grant    Foreman    EL 

^Gubt^n    EL 

^<Js^oqee    HS 

-er'j-«ng   EL 

Sadler    JHS 

West    JHS 

Whittier   EL 

Nashoba    EL,    0-15 

New    Lima   EL-JHS-HS,    1-6 

Nowata    EL,    l-^tO 

Oaks-Mission    EL-JHS-HS,    1-5 

Okay   EL-JHS-HS,    1-1 

Oakes   EL,    1-26 

Okemah   JHS-HS 

Adan«s   EL,    1-89 

Capitol  Hill  HS 

Capitol  Hill  Middle  School 

Central  EL- Intermedi ate- JHS,  1-1 

Central  OSk  EL-Crooked  Oak  Middle 

Classen  HS.  1-89 

Columbus  EL 

Corpus  Christi  EL.  Private 

Culbertson  EL,  1-89 

Davis  EL 

Douglass  HS 

Edge  me  re  EL 

Eugene  Field  kL 

Gatewood  EL' 

Green  Pastjres  EL 

Harding  Hiddle  School 

Hawthorne ' E  L 

Hooker   Middle    School 

Jackson   Middle   School 

Ki  ng   EL 

Lee    EL 

Lincoln   EL 

L  i  nwood   E  L 

Mark   Twain    EL 

Mi  1 1-ood    EL-JHS-HS,     1-37 

Moon    Middle    School,    1-89 

Northwest    Classen    HS 

R ! ve  rs  i  de    EL 

Rockwood    EL 

Rogers   Middle   School 

Roosevelt   Middle   School 

Ross    EL 

Sacred   Heart,    Private 

Shidler    EL,    I-89 

Southeast    HS 

Stand  Watie  EL 

Star-Spencer    HS 

Taft    Middle    School 

Truman  EL 

Tyler    EL 

U.S.    Grant    HS 


Ok  lake 


>a   City 
Ccoo'  t) 


Okmulgee 


01  us  tee 
Panama 
Panola 
Paol  i 
Park  Hill 
Pawhuska 
Peggs 
Pernell 
Perry 
Picher 
Pi  ttsburg 
Ponca    City 


Porter 

Porum 

Poteau 


School - 

HS    1-53    Preston 
Pryor 


Quapaw 
Qu  i  n  ton 
Rattan 
Ravi  a 

Red   Bi  rd 
Red   Oak 
Red   Rock 
Ri  ngl  i  nq 
Roland 
Roosevel  t 
Ryan 

Saint    Louis 
Sa! ira 


Sal  I i  saw 


Sapulpa 


Sas  a-^^a 
Schul  ter 
Semi  nole 


Sentinel 

Shady    Point 
;■  anr,,-^*. 


Webster    Hijflle    Schoo' 
West    DaK    EL,     1-53 
Westwood    EL,    1-89 
^Wbeeler    EL 
WlUard   EL.    I-89 
Wil low    Brook    EL 
W'  1  son    EL 
Woodson    Page   EL 
Banneker  Kindergarten,    l-l 
Emerson   EL 
FrankI in    EL 
Nuyaka   EL,    D-10 
Okmulgee   HS,    1-1 
Okmulgee   Middle   School 
Rooseve 1 t    EL 
Twin    Hi  lis    EL,    0-11 
Wilson    EL,    1-1 
Olustee   EL-JHS-HS,    1-35 
Panama   EL-JHS-HS,    1-20 
Panola   EL-JHS-HS,    i-U 
Paoli    EL-JHS-HS,    1-5 
.  Keys    EL,    0-6 
Fawhuska    JHS-HS,    1-2 
Peggs    EL.    D-31 
Pernell    EL-JHS-HS,    l-'4 
Perr>    EL-JHS-HS,    1-1 
Picher-Cardin    EL-JHS-HS,    1-15 
Pittsburg    EL-JHS-HS,    1-63 
East    JHS,    1-71  1 

Garfield   EL 
Jefferson   EL 
Lincoln    EL 
West   JHS 

Porter    EL-JHS-HS,    1-3 
Porum  EL-JHS-HS,     1-88 
Central    EL,    1-29 
Pansy    Kidd   JHS 
Poteau  HS 

Preston   EL-JHS-HS,    1-5 
Osage   EL,    0-113 

Pryor   JHS-HS,     1-1 

Whitaker   Children's   Home   EL 

Quapaw   EL-JHS-HS,    i-\^ 

Quinton    EL-JHS-HS,    1-17 

Rattan    EL-JHS-HS.    1-1 

Ravia   EL,    0-10 

Miller   Washington    EL,    0-35 

Red    Oak    EL-JHS-HS,     1-2 

Red    Rock    EL-JHS-HS,    1-3 

Ringling   EL-JHS,     l-l** 

Roland   EL-JHS-HS,    I-5 

Roosevelt -EL-JHS-HS,    I-? 

Ryan    EL-JHS-HS,    1-1 

Saint    Louis    EL,    0-66 

Kenwood   EL,    D-30 

Sal ina   EL-JHS-HS,    I-I6 

Wickllffe   EL.    0-35 

Brushy   EL,    D-36 

Central    High    EL-JHS-HS.    1-7 

Eastside    EL-Middle    School,    1-1 

Liberty    EL 

Tommy    Spear   JHS-HS 

Garfield    EL.    1-33 

Jefferson    EL 

Sapulpa    JHS-HS 

Sasakwa    EL-JHS-HS,    1-10 

Schulter    EL-JHS-HS,     1-6 

Lincoln    EL,     1-1 

Pleasant   Grove   EL-JHS-HS,    1-5 

Strother   EL-JHS-HS,    I-Ilt 

Varnuro  EL-JHS-HS,    1-7 

Sentinel    EL-JHS-HS,    1-1 

Shady    Point    EL,    D-lt 

jnamrock    EL,    D-56 


Code  1  -  Schools  designated  for  both  National  De 
Code  2  -  Schools  designated  for  National  Defense 
Code    3    -    Schools    designated    for    National    Direct 


fer.se    af'd    National    Direct    Student 

Student    Loan    cancellation    benefl 

Student    Ujan    cancellation    benefit 


Loan   cancellation   benefits 

ts    -inly 
s    o  r  1  V 
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NOTICES 


For  National  Dffense 
Location 


List  of  Schools  Determined  to  have 
Student  Loan  and  Hationa,  :i:°-^  £t 


OKl.ftHnMA 


Code  •   School  Name 


High  Concentrations  of  Students  from 
udent  Loan  Cancellation  Benefits  for 
Location Code  * 


Lov-Income  FamilleB 
the  1976-77  and  1977-78  School  Years 
School  Name 


Shawnee 


SI  loam  Springs, 

Arkansas 
Smi  thvi  1 )e 

Snyder 

Soper 

Sparks 

Spavlnaw 
Spi  ro 
St  i  dhaffl 
Stigler 

St  i I  Iwater 
Stilwell 


Stonewal I 
Strlngtown 

Stroud 
Sulphur 


Taft 


Tahlequah 


TaliK^ 
Tecumseh 

Temple 

Terral 

Thackerv! I le 

Tipton 

Tom 

Tul lahassee 

Tulsa 


Acme   EL,    1-93 

Central    JHS 

FrankI i  n   EL 

North    Rock   Creek   EL.    D-10 

Pleasant   Grove    EL,    3-29 

Robert    Lee    EL,     1-93 

Shawnee    ■^S 

Washl-igton    EL 

.>tese!ey    El,    D- 3- 
Octavia   EL.    I-I** 
Sni thvi lie    EL-JHS-HS 
Snyder    EL-JHS,     '-'' 
Soper    EL-JHS-HS,     l-M 
•  Sparks    EL,    D-77 
Spavi  naw    EL ,    0-21 
Spiro   EL-JHS-HS.     1-2 
Stidham   EL  ,    O-'k 
Stig'e'    EL  ,     1-23 
Stigler    jhS-hS 
Pleasant    View    EL,    0-17 
Bell    EL,    D-33 

Cave   Spri-qs    EL-JHS-hS,    I-30 
Dahlonegah    EL,    D-29 
Grea-..    EL,    D- 32 
Marye:ta   El,    D-22 
Peav    -e    EL,    D-l=i 
Rockv    'Vjuntain    El.     3-2*4 
Stilwell    El,    1-25 
Stilwell    JHS-HS 
Zion    El.    D-2S 
Stonewai:     EL-JHS-HS.     1  - }0 
Strlngtown    Adult    Correctional 
Stringtown    EL-JHS-hS,     1-7 
Stroud    Ml Jdle-HS .     '-ik 
Cameron    EL  .     I  -  ' 
Sulphur   Middle    School 
Washington    EL 
Noton    EL-JHS-HS,     I-'" 
Taft    State    Children    ■     Home 
Taft    State    Home    for    Girls 
Br  i  gqs    EL .     3-hm 
Cherokee    EL,     1-35 
Grand    View    EL.    0-3'- 
Greenwood    EL,     1-35 
Lowrey    EL,    D- ' 3 
Sequoyah    EL,     1-35 
Tahlequah    HS 
Tahlequah    JHS 
Woodall    EL,    0-21 
Tal ihina    EL-JHS-HS.     1-52 
Girls'    Town.     1-92 
Tecumseh    JHS-HS 
Temple    EL.    1-101 
Terra!     EL-JHS-HS,     1-3 
ThacKervi ! le    El- JHS-HS,     \-U 
Tipton    EL-JHS-HS,     1-8 
Tom   EL.    D-2'4 

:.    G.    Woodson    EL-J"S-HS,     1-65 
iJda-^    EL,     1-1 
A  I  cot  t    El 
Anderson    JHS 
Be'l    J"5 
Brva'^t    EL 
Suncfie    EL 
Burroughs    EL 
Ce I i  a    Clin  ton    EL 
Central    HS 


Tuli*  (con't) 


InstI tution 


Cherokee  EL  , 
C  ie  ^e  '  and  JHS 

C  '   ;  ntor  JHS 

Douglas-,  El 
Dunbar  El 
E-«-r.,or-  EL,  I 


I-' 


Tupelo 

Tushka 

Tuskahoma 

Utica 

Vail iant 

Vanoss 

Vlan 

Vinita 

Wagoner 

Wa  i  nw  r  i  gh  t 

Walters 

Wanette 

Wann 

Wapanucka 

Warner 

Wa tonga 

Watson 

Watts 

Waurlka 
Webbers  Falls 
Weleetka 

Well ing 
Westvi  1  le 

Wetumka 
Wewoka 


Whitefleld 
WhI tesboro 
Wi  1  burton 
Wilson 
Wister 
Wright  City 
Wyandotte 

Wynnewood 


I   Eugene  Field  EL 

1    Frost  EL 

1        Gi Icrease   JHS 

1  Greeley  EL 

2  Hamilton  JHS 
1   Hawthorne  EL 

1   Holy  Family  School,  Private 

1    Horace  Mann  JHS,  1-1 

I    Houston  EL 

1    Inmaculate  Conception,  Private 

1   Jackson  EL,  1-1 

1   Johnson  EL 

3  Lincoln  EL 
I  LIndsey  EL 
1    Lowell  EL 

1    McLaIn  HS 
1   Madison  JHS 
1   Mark  Twain  EL 
1   Monroe  JHS 
1   Penn  EL 
1    Pershing  EL 
1    Post  EL 
'  1   Remington  EL  / 

1  Ri ley  EL 

2  Rogers   HS 

1    Roosevelt  JHS 

1    Sequoyah  EL 

1   kSpringdale  EL 

}■      Washington  HS 

1   WhI tman  EL 

1   Whlttier  EL 

1   Woods  EL 

1    Tupelo  EL-JHS-HS,  1-2 

3  Tushka  EL-JHS-HS,  1-19 

1  Tuskahoma  EL.  D-lt 
3   Utica  EL,  0-45 

2  Valliant  EL-JHS-HS,  1-11 

2  Vanoss  EL-JHS-HS,  1-9 
1    Vlan  EL-JHS-HS,  1-2 

3  Southeast  EL,  1-65 

1  Maple  Park  EL,  1-19 

2  Wagoner  HS,  1-19 

1  Wagoner  Middle  School 

3  Wainwrlght  EL,  0-9 

2  Walters  EL-JHS-HS,  l-l 

1  Wanette   EL-JHS-HS,    1-115 

3  Wann    EL-JHS-HS,    1-2 

3       Wapanucka   EL-JHS-HS.    1-37 

2  Warner   EL-JHS-HS.     I-?** 
I        Watonga   EL,    l-'42 

1        Watson   EL.    D-56 

I        Skelly   EL.    0-1 

1        Watts   EL-JHS-HS,    \-k 

3  Waurika   EL,    1-23 

3        Webbers    Falls    EL-JHS-HS,    1-6 

3        Graham  EL-JHS-HS,     1-32 

1        Weleetka   EL-JHS-HS.    1-31 

1        Tenklller  EL,   D-66 

1        Christie   EL,    D- 1  3 

1        Westvitle    EL-JHS-HS,    1-11 

1  Wetumka    EL-JHS-HS,    1-5 

2  Cowart    JHS-Wewoka   HS.    1-2 
1        Justice    EL.    0-5'* 

1        Nobletown    EL,    0-19 

1        Wewoka    EL,     1-2 

1        Whi tefield   EL.    0-10 

1  Whitesboro    EL-JHS-HS.    1-62 

2  Wllburton    EL-JHS-HS,    l-l 

2  Wilson    EL-JHS-HS,    l-'t3 
1        Wister   EL-JHS-HS.    I-It9 

1  Wright   City   EL-JHS-HS.    1-39 

3  Turkey   Ford   EL,    D-10 

2  Wyandotte   EL-JHS-HS.    1-1 

3  Joy   EL,   0-1 


Code 
Code 
Code 


1  -    Schools    designated    for    "xith    Nacl 

2  -    School!    designated    for    National 
)    -    Schools    destnaated    for   National 


onal   Defense   and  National  Direct   Student  Loan  cancellation   benefits 
Defense    Stu.'ent    Loan  cancellation   beaeflC*   only 
Direct    StjHen;    'jy»n  cancellation  benefits   only 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students   froai 
For  National   Del"e.".se  Student   Lean   and  National  Direct   Student  Loan  Cancellation  Benefits   for 


Low-Income  Families 

the  1976-77  and  1977-78  School  Years 


Location 


3ode  •   School  Name 


Location 


CodeJL    Sch2pi   Name 


Adel 

Adrian 


Aioany 


Alsea 


Arock 

Ashland 


Astoria 
Aufflsvllle 

Aurora 
Baker 

Batidon  | 

Banks 

Beavercoa 
Bead 


Blachly 

Broadbent 

^rookinga 


Brooka 

Butte   Falls 
Caaby 


Canyoirville 

Carlton 

Cascadla 

Cave   Junction 

Charleston 

Clackaaas 

Clatskanie 

Condon 

Coos  Bay 


Coquille 


3  Adel  EL 

1  Adrian  EL 
3  Adrian  HS 

2  Calapooya  JHS 
2  Lafayette  EL 

1  Madison  EL 

2  Meiaorlal    JKS 
1  Sunrise    EL 

1  Waverly   EL 

1  Alsea   EL 

3  Alsea   HS 

1  .  W.    W.    Jones    EL 

3  Ashland  Headstart  Center 

2  Ashland    JHS 

2  Ashland   HS 
1  Bellviev    EL 
1  Briscoe    EL 

1  Chautauqua    Private    Schocl    K- 1 

1  Hel«an   EL 

1  Lincoln  EL 

1  Plneburst    EL 

1  Walker   EL 

3  Astoria   Headstart    Center 

1  Tongue   Point    Job    Corps    Center 

2  AuBSville   EL 

1  North   Santlaa   EL 

3  West    Stayton   EL 

2  North  Marion   EL 

2  North  Marlon   JHS-HS 

3  Baker   Headstart   Center 

2  Baker   Middle 

3  Baker  Seventh-Day  Adveltlst  School 
3  Churchill  KL  l-« 
1  Harbor   Lights   Kiddle 

1  Ocean   Crest    EL 

2  Banka   EL 

2  Banks  US 

3  Banks   JHS 

1  St.  Marys  School  for  Boys 
3  Sunset  Headstart  Center 

2  Bear  Creek  EL 
2  Cascade  JHS 

2  Henwood  EL    .- 

3  Kingston  KL 
3  Marshall   EL 

2  Pilot   Butte    EL 

3  R£ld-Tha«p8on  EL 
3'  Triaogle  Lake  EL 
3  Broadbent   EL 

2  Aialea  Middle 

2  Ealmlopala  EL 

3  Upper    Chetco   KL 
1  Parkeraville  EL 

1  Pioneer   EL 

3  Butte  Falls  HS 

2  Canhy  Grant  St.  EL 
2  Canby  Onion  HS 

2  Howard  Eccles  EL 

3  Canyonvllle  Seventh  Day  Adventlst 

1  Carlton  EL 

3  Sveet   Boaw   Headstart    Center 

2  Evergreen   KL 

1  Charleaton  EL 

1  Clackaaaa   EL 

3  Clatakanle   Headstart    Center 
3  Condon  US 

2  Bloaao*  Gulch   EL 

3  Greenacres   EL 

1  Madiaon   St .    EL 

2  Marahfleld  Senior  HS 

1  Michigan  EL 

2  Coquille  Valley   Kiddle 
1  Lincoln   EL 


Cornel iua 
Corvallla 


Cottage  Grove 


Crane 

Crawf ordsvllle 
Gulp  Creek 
Da  1  las 


-'avs  ^.reejc 

Dayton 

Dayvlile 
Dlllard 

Drain 

Eagle    Point 
Easts  ide 
Elgin 
E  l«i  r  a 


Es tacada 
Eugeoe 


i-a 


2  Neil  Armstrong  JHS 

1  Franklin  EL 

2  Lincoln  EL 

2  Mt.    View  KL 

1  Adami>-Curtin-Blver  Road   EL 

3  Cottage  Grove  Headstart  Center 

2  Cottage  Grove  HS 

1  Harriaon  EL 

3  Lathaa   EL 

2  Lincoln  JHS 
1  Crane    EL 

3  Crane    ■Juice   KS 

1  Crawf  crdsv  1 1  le    EL 

3  Gulp    Creek-Dcr  eiiii    rlL 

1  Acadeav    JHS 

3  Erldgepcrt    EL 

i  Dai  iaa    K.^- 

2  LaCrev-le    Jti£ 
1  Lyle    EL 

1  Korr  Ison-Oai^ua^^    LL 

1  Wh  1  two  r  t  h    El 

3  Days    Creei.    EL 
1  Dayton    EL 

:  Dayton    JUS-KS 

3  Dayvlile    EL 

1  Civil    Bene    EL 

1  Dlllard  EL 

2  North  Douglas  El. 

2  GlennD.    HalePr Ima r y 

2  Klillcoaa   JHS 

2  Stella    Mayflflo    E.. 

2  Elalra    EL 

2  Fern   Ridge    JHS 

1  Veneta   EL 

2  Estacada    HS 

i  Ti«ber    Lake    Job    Corps    ..enter 

2  Cascade    JHS 

2  Danebo-Clear    Lake    KL 

3  Eugene    Headstart    Center 
2  Fairfield    EL 

1  Ida   Patterson    EL 

2  Jefferson   JUS 

3  Laurel   Hill    KL 
1  Lincoln    EL 

1  Malabon    EL 

2  HcCornack    EL 

3  Opportunity    Center    JHS 
2  Roosevelt    JES 


1 

Villa    Gerard 

1 

Whlteaker    EL 

2 

Willa»!tte    HS 

Falrvlew 

2 

Fairvlev   KL 

Falls    City 

3 

Falls    City    EL 

Finn   Rock 

3 

MclLenzie    River    EL 

Florence 

2 

SlusUw   EL 

2 

SiusLaw   US 

Forest  Grove 

2 

For eat    Grove    US 

1 

Forest    Grove   C>ppoTtunftT    Center 

Fort    Rock 

2 

3 

Harvey    Clarke    KL 
Joseph   Gale    EL 
Fort    Rock    EL 

Fossil 

3 

Wheeler    US 

Foster 

1 

Foster    EL 

Garibaldi 

i. 

Garibaldi    EL 

Cervais 

1 

Gervals   EL 

1 

Gervals   HS 

Glide 

1 

Wolf    Creek    Job    Corps    Center 

Craiid   Roode 

3 

Grand    Ronde    EL 

Granta   Fasa 

2 

Grants   Pass   HS 

2 
2 

Highland   EL 
North   JHS 

i 

Riverside    EL 

- 

2 

South    JHS 

•  Coit   1    -    Schools   designated    for   both   National    Defense    and   National    Direct    Student    Loan    cancellation    benefits 
Coae   2    -   Schools   designated    for  National   Defenae   Studanc   Loan  cancellation   benefits   only 
Coda  3  -   Schools  daslgnated    for  Hatlooal   Dlr«t   Student   Loan  caocallatloo  baoeflts   only 
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For  Nitt.ion«Ll  Defense 


Cieshas 


List  of  Schools  Dettrmioed  to  have  High  Concentrations  of  Students  from  Low-Income  Faallies 
student  :^-.dn  and  tiationaj.  Direct  Student  Loan.  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
—:: — : location Code  *  School  Hame    ' . 


Code 


School  Na 


Halfway 
Harper 

Hiir  r  Hburg 


Hood  Ki 


H  J  b  b  a  r  J 
I-.jepcndence 


Jacitaonville 

_'et  :  tT  son 

JorJd;.  Vallev 


1^1  ,rand 


La  k  e  V  1  ?w 

Lt'bano:. 


Mc  HI  nnv  1  1  1  e 


Hedford 


2 
2 
2 

•» 

2 
2 
2 
3 
3 
3 
3 
2 
3 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
3 
1 
2 
1 
1 
1 
1 
2 
1 
2 
3 
2 
2 
2 
1 
2 
3 
3 


Centennial  US 
Oexcer  D.  >fcCarty  EL 
East  Creshaa  £L 


HS 
resnam 
ta 11 ev 
HS 


EL 


HS 


KG 


Gresr 
Nc 

;■  "  we  - 

^Am    b-d  r  . 

'i^  .  :  w.-iw    cL 

rlr.e    Eag.e    tiS 

Harver    EL 

Harptr    HS 

.-■arrlsbucg    EL 

HtTsl3ton    Headatart    Center 

tteralscon    Senior    HS 

Sunset.    EL 

West    Pari;    EL 

Bv)8c  ow-Barnea 

David    rtlii    EL 

Henry   EL 

Hlllaboro  Hid 

Hll'kSboro  Sent 

Poynter  JHS 

May  Street  EL 

Pine  Grove  EL 

Ninety-One  EL 

Central  HS 

Central  Pre9.:r.joi 

Henry  Kill  EL 

independence  EL 
Talmadge  JHS 

Jackaonville  EL 

jetferson  EL 

Jefferson  HS 

Jordan  Valley  EL 

rairvtew  EL 

Klamath   Union   HS 

Mazama    Mid    HS 

Mills    EL 

?;'ndero8a   JHS 

Riverside    EL 

La    Grande    Headstart    Center 

River  la    EL 

Willow    EL 

■Jnion    EL 

LaPlae    EL 

Lebanon   Christian    icfiooi    il-i2 

Leba;ion    Middle 

l^eQanon  Union  HS 

Sodavllie    EL 

Madras    EL 

Madras    HS 

Madras    JUS 

Manning    EL 

Christie   HS 

Adaaa    EL 

Cool.    EL 

McMinnvlUe    HS 

McHlnnvlUe   JHS  ■ 

Newby    EL 

Hedrlcit  JUS 

Hoover    EL 

Howard    EL 

Jackson   EL 

Jefferson   EL 

Lone    Pine    EL 

McLoughltn   JUS 

Hedford   Headstart    Cancer 

Hedford   Mid   HS 

>tedford    Senior 

Oak  Grove    EL 

Roosevelt    EL 

Washington   EL 

West    Side    EL 

Wilson   EL 


US 


Hehaaa 

Mill  City 

Ml  Iton-Freewater 


Mllwaukle 


Mitchell 
Molalla 


Monaouth 
Honroe 
Itosier 
Mt.  Angel 
Myrtle  Creek 
Myrtle  Point 

Nebalea  ^ 
Hevberg 

North  Benil 

Oak  Grove 

Oakland 

Odell 
Ontario 

OregoD  City 


Parkdale 
PendleCoa 


Phoenix 

Pilot  Rock 
Pistol  River 
Plush 
Portland 


1 

3 

1 

X 

1 

2 

3 

3 

2 

2 

2 

3 

2 

2 

2 

3 

2 

3 

2 

1 

3 

3 

2 

2 

3 

2 

3 

2 

2 

2 

2 

2 

3 

1 

2 

1 

1 

2 

2 

2 

3 

2 

2 

2 

3 

2- 

3 

1 

2 

2 

2 

1 

1 

2 

1 

1 

1 

1 

2 

1 

1 

2 

2 

1 

1 

1 

1 

V 

2 

2 

2 

2 

2 

1 


yfehaaa  EL 

Mill  City  EL 

Central  EL 

Freewater  EL 

Grove  EL 

McLoughlin  HS 

Mllton-Preewater  Headstart  Center 

Uaaplne  EL 

Hamony  EL 

Ickes  JHS 

Mllwaukle  Graaner  EL 

Mllwaukle  Headstart  Center 

Mllwaukle  'HS 

Rex  Putnam  HS 

Seth  LewelUng  EL 

Mitchell  EL 

MoUlla  EL 

ttolalla  Headstart  Center 

HoXalla  Union  HS 

Pedee  EL 

BellfounCaln  EL 

Mosier  EL 

St.    Mary's   Public    EL 

South  Umpqua   US 

Dora  EL 

Myrtle  Crest  KL 

Sehalem  Lower  EL 

Newberg  Senior  HS 

Renne  JHS 

Bangor  EL  . 

Morth  Bay  JHS 

Oak  Grove  EL 

Lincoln  EL 

Washington  EL 

Mid  Valley  EL 

Lindbergh  EL 

May  Roberts  EL 

Easthaa  EL 

Mt.  Pleasant  EL 

Ogden  JHS 

Oregon  City  Headstart  Center 

Oregon  City  Senior  US 

Redland  EL 

Thora  B.  Gardiner  JHS 

Parkdale  Headstart  Center 

Hawthorne  EL 

Pendleton  Headstart  Center 

Waahlngtor.  EL 

Pnoenix  EL 

?h.o«nli  HS 

Pilot  Rock  EL 

Pistol  River  EL 

Plush  EL 

ilbernethy    EL 

.Aiiaas    HS 

Alr-iaa    Youth   Opportunity    School    HS 

App legate    EL 

^Tjenwald    EL 

Arrets   EL 

Ball    EL 

Battln   EL 

Beach    EL 

Benson   Polytechnic    HS 

Boise    EL 

Boys  4  Girls  Aid  Society 

Buckaan  EL 

Chapsan  EL 

Clarendon  EL 

Clervelaod   HS 

a^lu»bla   View  JUS 

Creston   EL 

David    Douglas,    Jr.    Bldg. ,    HS 

David   Douglas,    Sr .    Bldg.,    US 

Donald    E .    Long   EL-HS 


♦  Code    1    -    Schools    designated    for   both   National    Defense    and   Hatlooal   Direct   Student    Loan   cancellation    benefits 
Code    :    -    Schcols    designated    for    National    Defense    Student   Loan   cancellation   benefits    only 
Code    ■)    -    ^c>-ooli    designated    for   National    Direct    Student    Lo.n    -«nc» ', ; « • '  —    -,....,•.■.    ,:^nlv 
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List    of    Schools    Letc-nnined    Ic    have    High    Cor 
For   national   Defense    Student    Lea.-;    a.".d   National    Direct    Student    1^.: 


itrations   of   Student 
^  ar.  c  e  11  &  *  i ;  r.    Be  n  e !  i 


Location 


achoo,    Name 


-odf 


Schy:^    RajLe 


iT-.c    ■  &jal  1 1  e  s 

and   197T-78  School  Years 


Portland    (con' t) 


Port  Orford 

Powers 

Prin«ville 


Earl   Boyles   EL 

Early   Childhood    Education    (Headstartj 

East   Hiltnosiah   Headstart    Center 

Faublon   EL 

Floyd    Light   Middle 


2  Rlchwod   EL 

2  Rlgler   EL 

1  Rockwood   Alder   EL 

2  Rockwood  Davis   EL 
2  Rockwood   EL 

2  Roosevelt   HS 

2  Russell   EL 
1  Sabin  Ek 

1  St.    Andrew   Co*»jnlty    School    1-8 

1  St.    Francis    of   Assisl    School    1-8 

1  Sitton  EL 

1  Suaner   KL 

3  Sisner   Headstart   Center 
1  Sudsyslde   EL 

1  Vernon  EL 

2  Veatal   EL 

1  Villa   St.    Rose   HS 

1  Vocational  Village   US 

1  HaahlngtoQ  HS 

1  Hawarly  Chlldreoa   Ooae   EL 

2  Uhltaker  Middle 

1  White   Shield  Bamt  JHS-BS 

2  Vhltwn  EL 

1  Uoodlavn  KL 

2  Ifoodaar*   EL 

2  Woodatock  KL 

1  Vynne  Uatts  HS 

1-  Port  Orford-Battlerock  KL 

3  Paw«rs  EL 

2  Crooked  River  EL 
2  Prinerllle  JHS 


Rainier 
Redatoad 


2 

Franklin   US 

Reecspor  t 

2 

George   EL 

Rickreall 

2 

Gilbert   Middle 

Riddle 

2 

Glencoe   EL 

R-gue    River 

t 

Glenfair   KL 

2 

Grant   HS 

2 

Grout    KL 

' 

1 

Huaboldt   KL 

Roseburg 

1 

TiMiiii  111  II  r  1     Heart    Private    School   1-b 

2 

Irvlngton   EL 

2 

Jaaes   John   EL 

I 

JAHIS   HS 

1 

Jefferson   HS 

2 

Kellogg   EL 

2 

Relly   EL 
IQng   EL 

i 

2 

Lane    EL 

2 
2 

Lent    EL 
Lincoln  Part   EL 

St.   Helena 

2 
2 
2 

Llewellyn  EL 

Madlaon  HS 

Marshall    HS 

Metropolitan    Learning    Center    EL-ES 

St.    Helens 
St.    Paul 

Sal  elE 

2 

Metrger    EL 

3 

MSC-Alberta    Headstart    Center 

3 

MSC-Uarrlson  Headstart    Center 

3 

MSC-Siianer   Headstart    Center 

2 

Monroe   HS 

1 

Ockley   Green    EL 

1 

Open  Meadow   Learning    Center    EL 

2 
2 

Parkroae    FreiKsnt   JHS 
Parkrose   Heights    JUS 

1 

Parkrose   US 

1 

Parry   Center    EL 

2 

Peninsula   EL 

1 

Portland   Job    Corps    Center 

1 

Portsmsuth  Middle 

2 

Preacott   EL 

Sandy 


Seaside 
Sllverton 


Slanasho 

Spray 

Springfield 


Stanf ield 
Stayton 

Suaptar 

Suther  llD 


Sweet    Uoac 


2 
1 
1 
2 

2 
2 

2 

1 

3 

3 
3 


Rainier   KL 
Cloverdale   EL 
John   Tuck    EL 
Red«3nd    HS 

Redm)nd    JHS 

Highland    EL 

Oak    Grove    EL 

Riddle    EL 

Evans    Valley    EIL 

Rogue   Elver    EL 

Rogue    River    HS 

Ra^ue   River    Mlddl* 

Eastwood    EL 

Green-Sunr.ysiope    EL 

John  C.    Fremont   JHS 

Joseph   Lane   JUS 

Riverside    EL 

Rose    BL 

Roseburg   Hea-start-Activ .    Bldg 

Roseburg    Heads  tar t-Faith  Church 

Roseburg    Heads  tar ; -K-v<!r  scale 

Roseburg    Senior    HS 

Condon   EL 

St.    Helens    Headstart    ..enter  ' 

St.    Helena    JHS 

St.    Paul    EL 

Bush    EL 

Farreli    HS 

Highland    EL 

Hoover    EL 

Lake    Lablsr.    EL 

KcHary   US 

North    Salen   Headstart    Center 

Horth    Sales   HS 

Oregon    State    Correctional    ::i»titutIon 

Oregon    State    Penitentiary 

Oregon   Women's    Corre,.  t -.  rnji .     ,tr;ier 

Parrlsh    JUS 

Rich»3nd    EL 

South    Sale*   Heacstart    .iT.ier 

Waldo    JUS 

Washington   EL 

Itest    SaleK    HeaCBtar:     Cer.ter 

Whlteaker   JUS 

Sai^y    Firwood    EL  * 

Sandy   Headstart    (Ur.:ei 

Satidy    Intermediate    E- 

Saody    Union    HS 

Jewell    EL 

Seaside   Heights    EL 

Eugene    Field    EL 

Silver    Crest    EL 

Silverton    Union   HS 

Slaoaaho    EL 

Spray   HS 

Brattaln   EL 

Centennial    EL 

Ha&lin   JUS 

Maple   EL 

Moffltt    EL 

Springfield    BS 

Springfield    JUS 

Tnl  fMti^  EL 

West    KL 

Stayton   EL 

Stayton   Kiddle 

Suaptar    EL 

East    Sutharilc   PTl«ar» 

Sutbcrlin   ES 

Suthcrlln    Seventh    Day    Adventlst    EL 

West    Sutherlin    Inter      EL 

Eawthome   EL 

Bo 1 ley    EL 

Liberty    KL 


•  Code    1    -    Schools    designated    for   both   Rational    Defense    and   National    Direct    Student    Loan   cancellation    beoefl; 
Code   2    -    Schools   designated    for   ■atlooal    Defeoae   Student    Loan   caacellatlon    benefits   only 
C»da   3   -   Schools   designated    for  national   Direct   Student   Loan  cancellation   benefits   only 
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List  of  Schools  Determined  to  have  High  C.r.cectrations  of  Students  from 


For    Niti 


--'    °-^--  ^!r.--  ^:ir^r^°"^^  Direct  ^tHd..tJ^.^^a^|IIM-^on  Benefits^for     ^^^^_  ^^ 


Low-Income  FaollleB 

the  1976-77  and   19TT-78  School  Years 


gv««t    nam*    (coa'ty 


Talent 


Tangent 

The    Dall 


" :  <arJ 
'.i  I  latt 


Trail 
Trou:^al 

Turner 

Unity 


Oak  Heights    EL 

Pleasant    Valley    EL 

Swee:    'daae    HS 

jweec  Home  JHS 

Tileut  EL 

Talent  JHS 

Central  Valley  Seventh  Day  Advent ist 

The  Dalles  Headacart  Center 

The  Dalles  US 

The   Dalles   JHS 

Tlgard    CE    2    HS 

East    El 

Ttllaaook.    HS 

TlUamoot    JHS 

Wilson    EL 

EU   Trail    EL 

Reynolds    HS 

Cascade    JUS 

Cascade    Union    HS 

Burnt    River    EL 

Burnt    River    HS 


Aoad  . 
1-9 


Vale 


Veneta 
Vernonia 
Warn  Springs 
Warrenton 
Welser,  Idaho 
White  City 

Hillaalaa 

Ulnchester 

Wood burn 


Yachats 
Taahlll 


2  Vale  EI. 

2  Vale  HS 

3  Wiliowcreek.  EL 

3  Fernrldge  Headstart  Center 

2  Washington  EL 

1  Warm  Springs  EL 

3  Warrenton  Headstart  Center 
3  Annex  EL 

2  White  City  EL 

3  White  City  Headstart  Center 
1  Wll lamina  EL 

1  Willanlna  HS 

2  Winchester  EL 
1  Lord  HS 

1  Sellie  hfcjlr  EL 

1  Woodburn  HS 

2  Woodburn  JKS 

1  Woodburn  Middle 

1  Angel 1  Job  Corps  Center 

2  Yamhill  KL 


PENNSYLVANIA 


List  of  Schools  Detend.ned  to  have 

For  National  Defense  Student  Loan  and  national  Direct  S 

Code  *   School  Name 


Location 
Albion 


Dieppe 

A  lexa.-:^:  ria 

A  ll^u  ipp<i 


High  Concentrations   of  Students    from 
tudent   Loan  Cancellation  Benefits   for 
Location ^pde   * 


Lcry-Income   Families 
the   1976-7T   and   1977-78  School   Years 
School   Name .___- 


A  ;  le:-3vl  1  le 
A 1  lei;  town 


Altoona 


\ 1 verCon 
Aabler 


Northwestern   EL 

Northwestern    THS 

Sorthwestem    SHS 

A leppo    rX 

Juniata   Valley    EL 

j'unlata   Valley     ISHS 

Aliquippa     'HS 

AUquippa    SHS 

Franklin    r'.L 

Mi^hlanJ    rL 

Hopewell    SHS 

Jones    EL 

I^ughlin    EL 

Sew   Sheffield    EL 

Washington    EL 

^teuno    Township    EL 

C  en  t  ra  1    EL 

Cleveland    !T, 

rrancls    D    Raub 

Harrison -Morton 

Herbst    FL 

Jefferson    EL 

Uxils   E   Dleruff 

IcKinloy  EL 

^sser  EL 

Roosevelt    EL 

Sacred    Heart    of    Jesus    EL 

Salisbury    MID    SCH 

Sheridan    FL 

South  Mountain  JHS 

Stevens  FL 

St  Francis  of  AssisI  EL 

Trexler  JHS 

Wllllan  Allen  SHS 

Altoona  Area  HS 

Irving  EL 

<elth  JHS 

Logan  JHS 

Penn- Lincoln  EL 

rheodore  Roosevelt  JHS 

Washington  Jefferson  EL 

Wright  EL 

Southmore land    SHS 

Wlssahlckon    SHS 


JHS 
IHS 


HS 


Am bridge 


Annvllle 
Arcadia 
Arch  bald 
Acnagb 

Arnold 


Ashland 


Athens 


Ave  11a 

Avoranore 
Bamepboro 


Bath 


Beaver  Falls 


Beaver  Springs 
Bedford 
Belle  Vernon 
Bent leyvi lie 
Benton 
Berlin 

Be  s  s  eme  r 
Bethlehem 


2  Ambrldge  Area  /9-12)  HS 

1  Anthony   Wayne   EL 

2  Highland   EL 

1  Park  Road   EL 

2  Anvlllo-Cleona  JSHS 

1  Arcadia   EL 

2  Valley  View  JSHS 
2  United  EL 

2  United  JSHS 

2  Arnold  JHS 

1  Fourth  Avenue  EL 

2  H  D  Berkey  EL 

1  Fountain    Springs    EL 

1  Inoiaculate    Heart    EL 

1  North    Schuylkill   JSHS 

1  Seventh  Street  EL 

2  Athens  Area  HS 

2  Harlan    Rowe   MID   SCH 

1  Lynch-Mlnard    EL 

2  Ave  Ha  Area    JSHS 
2  Heights    EI, 

1  Horrell    EL 

2  Northern   Cambria    EL 
2  Northern   Cambria   HS 

2  Northern   Cambria   MID   SCH 

2  George   Wolf    EL 

2  Moore    Tovnship    EIL 

2  Beaver   Falls   Area  MID   SCH 

2  Beaver   Falls  Area   SHS 

1  Cer.tral    EL 

1  South   EL 

1  Thirty- Seventh  Street  EL 

2  West    Sn;/der   JSHS 
2  Bedford    HS 

2  Belle   Vernon  Area   HS 

2  Bentleyvllle    EL 

2  L  Ray  Appleman    EL 

1  Berlin  Brothersvalley  EL 

2  Berlin  Brothersvalley  HS 
2  Mohawk  JSHS 

Broughal  JHS 
Donegan   EL 
Holy   infancy  EL 
Lincoln  EL 
Harvlne  EL 


*  Cod*    1    -  "schools    designated    for    both   National    Dff'nse    »nd    National   Direct   Student   Loan   cancellation    benefits 
Code    2    -    SchooU   designated    for   National    Defense    Student    Lean   cancellation   benefits   onlv 
Code    3    -    Schools    designated    for   National    Direct    Student    Lo«n    cancellation  benefit)    >nlv 
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NOTICES 


2S441 


PCHNSYLVANIA 


For  Matlonal  Defense 


List 

St'ude 


of  Schools    'Je'eraizei   •-:    have    High    Concentrations    of   ? 
nt    Loan   and    National   Direct   Student    Loan   Cancellation 


tuder.ts    from    Lew- 
Benefits    for    the 


■  tap 


-  and  1977-78  School  Tears 


Location 


::ode   •      School    Name 


Location 


rode 


Scho 


Najne 


ftethlakem   (coo' t) 

Blanc  hard 
Blooms  burg 


Blossburg 

Bobtown 

Boothwyn 

Boswell 

Boyertown 

Braddock 


Bradford 


Brave 

Bridgevi  He 
Bristol 


Brogue 

Brooklyn 

Brookvllle 

Brownsvl  He 


Burgettstown 
Butler 


Calmbrook 

California 
Cambridge  Springs 

Canons burg 

Canton 

Carbondale 


Cardale 
Carlisle 

Carmichaels 

Carnegie 
Centre  Hall 
Chambersburg 


Charleroi 
Cherry  Tree 
Chester 


2 
2 
2 
2 
2 
2 
2 
I 
2 
2 
2 
2 
1 

i 
1 
1 

2 
t 
1 
2 
1 
1 
2 
2 
2 

2 
1 
1 
2 

1 

2 
1 
2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 
1 

2 
2 

2 

1 

1 

1 

1 

1 
1 
1 
2 
2 

2 
2 
1 

2 
1 
2 
1 


Northeast    JHS 
Rosemont    EL 
Liberty -Curt  in    EL 
Bloonsburg   Area   HS 
Bloomsburg   Area   KID 
Blocoaburg   Memorial 
North  Penn   JSHS 
Bobtown    EL 
Chichester 
Chichester 
North   Star 


Cktei  t«r    (  cor  '  t  > 


SCK 
EL 


JHS 
SHS 
JSHS 

Boyerto%*i   Area   SHS 
General    Braddock    INTER.KED 
General    Braddock   JHS 
St    Brendan    EL 
St    Thooas   District    HS 
Bradford  Area    SHS 
Fifth   Ward    EL 
Ho  bson  P lace    EL 
School    Street   JHS 
Second    Ward    EL 
Third   lard    EL 
Brave   EL 

Chartiers   Valley   HS 
Bristol    JSHS 
Delhaas   HS 
Jefferson   Avenue   EL 
Lafayette   EL 
Roosevelt    MID   SCH 
Warren    Snyder   EL 
Cloarvlew  MTD  SCH 
Brooklyn   EL 
Brookville  JSHS 
Hickory   Grove   EL 

Browisville  Area   SHS 

Browisvilie  Catholic   EL 
Cox-Donabey    EL 

Hi  Her   EL 

Burgettstowi  JSHS 

Butler  Area    INTERKED 

Butler  Area  JHS 

Butler  Area   SHS 

Butler  Catholic   EL 

Calmbrook  EL 

Calmbrook    INTERXED 

Shade  JSHS 

California  Area   JHS 

Cambridge   Springs   EL 

Cambridge   Springs   JSHS 

Canon -McMillan  :JHS 

Canon-McMillan   SHS 

Canton   Area   EL 

Canton  Area   HS 

Canton  Area    INTERMH) 

Carbondale  Area   JSHS 

Lakeland   EL 

St   Rose   HS 

Washington   EL 

Cardale   EL 

Fenn    EL 

Stevens    EL 

Carmichaels   Area  JSHS 

Central   EL 

Saint   Luke   EL 

Centre   Hall-Potter   Township    EL 

Central   JHS 

Chambersburg  Area  MID  SCH 

Chambersburg  Area  SHS 

Thaddeus  Stevens  EL 

Charleroi  Area  JSHS 

Cherry  Tree  EL 

Chester  HS 

Christopher  Columbus    EL 


Cheswi  ck 
C  la  1  r  t  or 


Clarendon 
Claridge 
Clarion 
Claysburg 

C  laysvi  1  le 
Clearfield 

Clvmer 


Coa Iport 

Coatesvllle 

• 

- 

Cocolamus 

Cogan    Station 

Colling  dale 

Columbia              -^ 

Co^Bodore 

Conf luence 

Conneaut    Lake 

Conneautvi  1  le 

Connel Isvl  1 le 

• 

Conshohocker. 

Coraopolis 

Comwell*    Heights 

^ 

2 

2 

2 

LHXlglflSfc      JHS 

F  rank  1 1  r    El 
Hilltop    El 

Immaculate    Heart    ..  :     ^r\'    EL 
Jefferis    EL 
Mann    El. 
P-laski    JHS 
Showelter    JHS 
'Medley    JHS 
Toby    Farms    El 
Washington    El- 
William  Penr,    EL 
Deer    Lakes    JHS 
Deer    Lakes    SHS 
CLalrtor,    HS 
Clalrtoc    MIJ    ;^H 
Fifth    Street    EL 
Mi  1  ler   Avenue    EL 
Shaw  Avenue    El. 
Allegheny    Val^y    EL 
Pern    MID   SCH 
Clarion  Ar«a    EL 
Claysburg-K-ii^>e  1    JSHS 
Franklin    D   Roosevelt   EL 
McGuffey   JSHS 
Clearfield   Area    Mil    SCH 
Clearfield   Area    SHS 
Clymer    EL 

Penru    Manor   Ar«a    HS 
St    Anthony    EL 
Coa  Iport    EL 
Carl    0  Benner   EL 
Coatesville   Area    SHS       ^ 
East    Fallowfleld    EL 
Edwin   F   Terry    EL 
Gordon    INTERMED 
North   Brandywlne    INTFJIKE1> 
Rainbow  EL 
Scott    INTERMED 
South    Brandyvlne    INTERXEU 
East    Juniata   JSHS 
Hep  bum -Lycoming    EIL 
CoHingdale   HS 
Harris   EL 
Parii    El 
Commodore    EL 
Purchase   Line    JSHS 
Turkeyfoot    Valley    Area    fJl 
rurkeyfoot    '.alley   Area    JSHS 
Conneaut    Lake    HS 
Conneaut    Valley    EL 
Conneaut    Valley    HS 
BuHskln   El. 

ConnelUville   Area    SHS 
Connellsville    East    JJ-LS 
Connel  Isvi  lie   West    JHS 
CocuielisviHe    Township    EL 
Crawford    Zl. 
Dawson- Vanderbi  It    EL 
Dunbar   Township    EL 
North   Fayette   AvTS 
South   Side    EL 
Zachariah  -  Conne  1 1    EL 
Hervey   S   Walker    EL 
Cilery    'io"^   Girls  '    HS 
Armstrong    KID   SCH 
Belmont    Hills    EL 
B^^salem   Township    HS 
Comwells-Andalusia    EL 
Faust    EL 
Rush   EL 
Snyder   MID   SCH 


•  Code    I    -   Schools   designated    for   both   Natioaal    Defense    and   National    Direct    Student    Loan   caneellatioo    Benefits 
Code   2   -   Schools   designated    for  lUtlonal   Defense   Student   Loan  cancellation   benefits   oolr 
Coda  3   -   Schools   designated    for  Mtlooal   Direct   Student   Loan  caocellatlon  benefits   only 
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28^142 


Noncfs 


?or  national 


List  of  Schools  Determine*  to  hare  High 
Student  Loan  and  Sational  Wrect  StWdent 


PFMWSriVANIA 


Location 


?ode 


Schocl  Nrjne 


Cwnceatrations  of  Students  from 
Loan  Cancellation  Benefits  for 
Location 


Lov-Incoae  Faiilie» 

the  1976-77  and  1977-79  School  fee 


Code  *  School  Wane 


Corry 


CociJersport 

C  retson 

Crucible 
Curvensvl  '.  le 

Cyc  lure 
Dallas 

DartTV 


.iaw??ori 
Dayton 
3errN 

Dl  1  ls;v.rg 
Dl3>ock. 
Donura 
iTexel    Hil! 

rniScri  S 


Duke  Center 
Dunbar 

IXincar.r.on 

'.Xi  ri  ca.T  s  vl  11  e 
>_.n«aore 

Fa  St   Brady 

f-ast    wreenvl  1  le 
Luit    >^lllsbLiro 
;-a  s  t  on 


r^si    pitisixirgh 
Fa  St    Prospect 
■Ast    'inlthileld 
iAit    St  rtxiJsburi^ 
■'Sens  ^:rs 


F.ldcrton 


Fldred 
Elliabeth 


rikla-'-.J 

;■■  1  U.,  1 1  sburg 
Ellwood    City 


c-  Iversc^n 


2 
1 

2 

2 
2 
1 
1 

2 
1 

2 
1 

2 
2 
1 
2 
2 
1 
2 
2 
2 
2 


Corry  Area  JSHS 

Spring  Creek  EL 

Wright  EL 

CouJersport  Area  EL 

Coudersport  Area  ISHS 

Covington  EL 

Cresson  Township  Q- 

Penn  Caabria  SHS 

Crucible  EL 

Curwensvl  lie   Area   JSHS 

Cyclone    EL 

Dallas    INTERKED 

Dallas    JHS 

Blessed    Virgin   Mary    EL 

Darby-Colwyn   JHS 

Walnut    Street    EL 

Brownfleld    EL 

Dayton    EL 

Derry   Ar«a   JHS 

Derry  Area    SHS 

Northern   MID   SCH 

Elk   Lake   K-12 

Donora  Catholic    EL 

Archbishop  Prendergast   H3 

DuBois   Area   JHS 

DuBols   Area   SHS 

Hubert    Street    EL 

i)tto-Eldred    JSHS 

Dunbar   Boro   EL 

Susquanita    EL 

Suaquenita   HS 

Allegheny    (Ho.     I)    EL 

Dunmore   EL 

Dunmore   JSHS 

Duquesne   MID   SCH 

Duquesne   SHS 
John    F    Kennedy    EL 

East    Brady    EL 

East    Brady   JSHS 

Jpper  Perklomen   MID   SCH 

Central    EL 

Cheaton    EL 

Easton  Area   HS 

Easton   Area   JHS 

lAuer   MID  'sCH 

Paxinosa   EL 

Porter    EL 

ShuU   JHS 

Wolf    EL 

St   WllUaai   EL 

Canadochly   EL 

SR'J   HS-Clilld    EL 

East    Stroudsburg   JSHS 

Adairal  Peary   AVTS 

Bishop   Carroll    HS 

Central   Cambria    EL 

Central   Cambria    HS 

Ebenaburg   MID   SCH 

Elderton    EL 

Elderton   HS 

Eldred    Boro    EL 

Elizabeth   Forward   JHS 

Elizabeth   Forward    SHS 

St   Michael    EL 

Clark   Wood    EL 

Elk  land   JSHS 

Green  Park    EL 

Haruaan    EX 

Lincoln    HS 

Walnut   Ridge    EL 

•est    End    EL 

Twin    Valley    JSHS 


Erie 


Evar.s   City 

Everett 

Exieter 

Eynor. 

Factor-^1  1  > 
Fairch*ar-ce 
Falrless    Hill* 

Faralngton 

Farrell 


r  awn 


J  rove 


Finie;.Trtlle 
Fishertowi 

aiinron 

F',.1  croft 

Fo Ison 

Ford  City 

Forest  City 

Fort    Washington 

Foxburg 

FrackvlUe 

Franklin 

Fredericksburg 

Fredericktowj 

Froedcia 

FrlenJsvI ! le 
Gale  ton 
Gallitzln 


Gap 
Crenesee 

Girardvllle 


1  Acadeao'  H^ 

1  Bums   EL 

1  Burton  EL 

2  Cleveland    EL 
1  Columbus    EL 
1  Dlehl   EX 

1  East  JSHS 

1  Edison  EL 

2  fiiwrson    EL 

2  Erie  Counts   A^TS 

1  Grid ley  JHS 

2  Harding  EL 
2  Irving  KL- 

2  ■  Jefferson  EL 

1  Jones   EL 

2  Lincoln    EL 
I  McRinley   EL 

1  M««>rial   JHS 

2  .Our  Lady   of   Peace   EL 
1  Penn   EL 

1  Roosevelt    JHS 

1  S|>lrlt   of    Christ    EL 

2  St  John   the   Baptist    EL 
1  St  Mary   EL 

I  St  Patrick    EL 

1  St  Paul    EL 

1  Strong  Vincent  HS 

2  Technical  Henorlal  (Green-White)  AVTS 
1  Washington  EL 

1  Wavne  El, 

1  W'.'sor  IHS 

2  Evans  City  EL 

2  Everett  Area  HS 

2  WyoBlng  Area  SHS 

1  Roosevelt  EL 

2  Lackawanna  Trail  JSHS 

1  Fairchance  EL 

2  Medili  Bair  HS 

2  Nell   A   Armstrong   MID  SCH 

1  Wharton    EL 

2  Eckles    EL 

I  Farrell  HID  SCH 

1  Farrell  SHS 

I  John  Hetra  EL 

1  Pargny    SL 

2  Ker.nard-Dale    HS 

"2  South    Eastern   MID  SCH 

2  Finley   JHS 

2  Chestnut    Ridge   HS 

1  Flinton    EL 

1  Clendale  JSHS 

2  Delcroft  EL 

2  Folcrcft  MID  SCH 

2  Ridley  North  JHS 

2  Ridley  SHS 

2  Ford  City  EL 

2  Ford  City  JSHS 

2  Forest  City  Regional  K-12 

2  Fort  Washington  EL 

2  Allegheny- Clarion  Valley  HS 

1  Franklin    SL 

2  Franklin   JSHS 

2  Northern    Lebanon   HS 

2  Bethlehen   Center   JHS 

2  Baden    Sconcoy   JHS 

2  Conwav-Llberty-lntemediate   EL 

2  Choconu  t    Va 1 1 ey    EL 

1  Caleton   K-12 

1  Gallltzin  EL 

2  Penn  Cambria  JHS 

1  St  Patrick  EL 

2  Salisbury   EL 
2  Genesee   EL 

I  Girardvllle    El 


*  Code  I 
Code  2 
Cod*    1 


-  Schools    designated    for    Soth    National    Defeir^e    «nd    National    Direct   Studeot   Loan  cancellation    benefits 

-  Schools    designated    for    National    Defense   Student    Loan    csncellatloo   bcneflti   only 

-  Schools    deslgoated    for    National    Direct    Student    Losn    csncelldtlon   l>eaeflts  only 
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PENNSYLVANIA 


For  National  Defense 


List 
Studen 


f  Schools   Detersiined   to    have    High   Concentrations   of  Studpn 
t   Loan   SLnd  National   Direct  Student   Loan  Cancellation  Benef 


Is    froB    L>  w-Lncoae    Faailies    « 

its  for  the  1976-77  and  1977-76  School  Tears' 


Location 


Code 


School  Name 


Location 


Code  *  School  Naae 


Glasgow 
Glen  Lyon 

Glenolden 

Glenshaw 

(Traysvi  lie 

Creencastle 

Greensboro 

Greensburg 


Greenvl 1 le 

Grindstone 
Grove  City 


Had  ley 
Hanover 
Harbor  Creek 

Harmony 
Harri  sburg 


Harrison  City 

Harrison  Valley 

Hastings 

Hawley 

Hawthorn 

Hazleton 


HelluDod 
HolUdaysburg 


Homer  City  ■ 

Homes  tead 

Honesdale 

Honey  Brook 
Honey  Grove 
Hous  ton 

Houtzdale 

Hughesvi I le 


I 
1 
1 
1 

2 

2 
1 
2 
1 
1 
1 
2 
2 
2 
2 
2 
1 
2 
1 
1 
2 
2 
2 
2 
2 
2 
2 


Mountaindale  EL 

Pulaski  JHS 

Darby   Township   EL 

Darby  Township   HS 

Shaler  Area   JHS 

Shaler  Area   SHS 

Graysvllle    EL 

Greencast le- Antrim  SHS 

Mapletown   HS-MID  SCH 

Penn   Pitt    EL 

East  Pittsburgh   Street    EL 

Fort   Allen    EL 

Greensburg-Salem  JHS 

Greens  burg- Salem  SHS 

Hempfield  Area   SHS 

Robert    F  Nicely   EL 

West   Pittsburgh  Street   EL 

Reynolds    JSHS 

Colonial   EL 

George  Junior  Republic  JSHS 

Gjx>ve  City  Area  JHS 

Grove  City  Area   SHS 

Hillvlew  EL 

Conmodore  Perry  K-12 

Conewago  Township  EL 

Harbor  Creek  JSHS 

Seneca  Valley  JHS 

Benjamin  Franklin  EL 

Camp  Curtin  Early  Childhood  Center 

Downey  EL 

Foose  Early  Childhood  Center 

Hamilton  EL 

Harrisburg   HS 

Harrisburg   MID  SCH 

Harrisburg    Steelton-Highsplre  AVTS 

Lincoln   Early  Childhood  Center 
Marshall    EL 

Melrose   EL 

Sacred   Heart  of   Jesus   EL 

Shlninell   Early  Childhood  Center 

Steele   EL 

St  Francis  of  Assisi  EL 

Woodward  EL 

Penn  Trafford   HS 

Harrison  Valley  EL 

Hastings    ^aD   SCH 

Wallenfiaupack  JSHS 

Red bank- Hawthorn   EL 

Grebey  JHS 

Green  Street  EL   - 

Hazle  EL 

Hazleton  HS  "= 

Hinkle  EL 

Monsignor  Molino  EL 

St  Johns  Byzantine  EL 

St  Stanislaus  EL 

Heilwood  EL 

Franks town    EL 

Hollidaysburg   Area  JHS 

HolUdaysburg  Area   SHS 

Homer  Center  EL 

Homer  Center  JSHS 

Homestead  MID  SCH 

Thomas  E  Barrett  EL 

Honesdale  HS 

Wayne  Highlands  MID  SCH 

Honey  Brook  EL 

Lack-Tuscarora  EL 

Allison  EL 

Chart iers- Hous ton  HS 

Houtzdale  EL 

Moshannon  Valley  JSHS 

Hughesvi lie  JSHS 

Joseph  C  Ashkar  EL 


/■ 


Huaaielstoun 
Huntingdon 


Hyndnan 

Imperial 

Indiana 

Jeannette 


Jermyn 
Jersey  Shore 


Jim  Thorpe 


Johnson  burg 

Johnstown 


Kane 

Kantner 
Kams  City 
Ke lay res 
Kemblesville 
Kings  ley 
Kingston 

Klnzers 

Klttannlng 


Knox 

Laird  svllle 
lake  Ariel 
Lake  City 
Lancaster 


Langhome 

Lansf ord 

laporte 

Latrobe 

Lebanon 


Leeper 

Lee sport 
Lehlghton 

Lehman 

Levlttown 


Lower    Ilauphin   JSHS 
Huntingdon   Area  MID  SCH 
Huntingdon   Area   SHS 
WiUiaa   Smith   EL 
Londonderry    INTERMED 
Wilson    EL 
Franklin   EL 
Indiana  Area   JHS 
Clay  Avenue   EL 
Casklll   Avenue   EL 
Jeannette  MID  SCH 
Jeannette   SHS 
Lakeland  JSHS 
Jersey   Shore   Artia    EL 
Jersey    Shore  Area  JHS 
Jersey   Shore  Area  SHS 
Carbon  County  AVTS 
Jim  Thorpe  Area  JSHS 
Jim  Thorpe  Area  EL 
Jofansonburg  Area  HS 
Central    Catholic   EL 
Conemaugh    Valley    SHS 
Greater   Johnstown  AVTS 
Meadowale    El 
West    End   Catholic   EL 

Chestnut    Street    EL 
Kane  Area  JHS 

Kantner    EL 

Cams   City   HS 

^e  Lay  res   FL 

n«blcsv-i  1  if    EL 

'toimLai;     . ; -w   JSHS 

West     Sidf     As'^'S 

W\-irainj^    .aili'v   West   HS 

Ptiquea    Valley    HS 

Pequea   Valley    INTERMED 

K  i  t  Lann  i  ng  EL 

Kit  tann  i  ng    JHS 

Klttannlng    SHS 

West    Hi  Us    EL 

Keystone    t-X 

Keystone    JSHS 

Carl    C.    Renn    EL 

Western    Wayne   JSHS 

Elk   Valley   EL 

Assu^tion   EL 

Fulton    EL 

George    Washington   EL 

fiand    JHS 

Hipbee    FC 

.^iayette    EL 

Lincoln   JHS 

McC^skey    HS 

P  ri  ce    F  i 

Reynolds   JHS 

Nf^stiaminy  JHS 

Neshaminy    SHS 

Panther    Valley   MID  SCH 

Sullivan    County    JSHS 

bjasiem    WestiBore  land  AVTS 

Cr(«tcr    Latrobe   HS 

>iard  i  nj;    FL 

Ije hanon   JHS 

lx;banon    SHS 

North   Clarion  County   EL 

North   Clarion   Cixinty  JSHS 

htrks   County   AVTS 

Franklin    EL 

U'hijjhton    Area    (9-12)    HS 

l^ik.- iypFMa.-!     ;SHS 

L^^inan-  'ackson    EL 

Abrahan    Lincoln   EX 

Bejjaul:     Franklin  MID  SCH 

Clara    Barton  EL 


♦   Code    1    -    School?    desicnated    for    ^oth    National    Defense   £nd    National    Direct    Student    Loan    cancellatloo    benefits 
Code    2    -    School"    designated    f.-r    National    Defense    Student    Loan   cancellation    benefits    only 


Code    3    -    =char's    designated    for    National    Direct 


Student    Loan    csncellstlon    benefits    only 
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NOTICES 


PENNSYLVANIA 


L^st  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Def nse  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

Location Code  *  School  Name  


Location 


Code 


L«vitto*fn   (con't) 

Lewis   Run 
Lewlstown 


Liberty 
Llnesvlllc 

Lltdestown 
Lock   Haven 


LowtT    Bi.rrell 
'•taJera 
^idhanoy  City 

Mahoning 
•^ansf  leld 
"la reus   Hook 
Marlon  Center 

"arkleysburg 

Mason town 

McClellandtown 


klcConnellsburg 

McDonald 


McKeesport 


McKees  Rocks 


Meadvllle 


Mechanics burg 

Mclcroft 

Mercer 


Meyersdale 

Middleburg 

Mlddletotm 
Mid  land 

Ml££Untown 
Mill   Creek 


Schocl  Name _____i>_— 

1  James  Buchanan  EL 

2  Woodrow  Wilson  SHS 

1  Ryan  EL 

2  Chief   Logan  JSHS 

2  Junlaca-MiffUn  County   AVi^S 

2  Lewistown-Granvllle  JHS 

2  Lewis  town- Cianvi lie   SHS 

2  Liberty  JSHS 

2  Llnesvl  Ue-Conneaut    Sunmit    HS 

2  Rolling   Acres    EL 

1  Dickey  EL 

2  Lock  Haven  JHS 
2  Lock  Haven  SHS 

1  Robb  EL 

2  Burrell  JHS 
2  Madera- EL 

2  Mahanoy  Area  HS 

1  Mahanoy  Area  INTERMED 

1  St  Nicholas  EL 

1  Madison    EL 

2  Warren  L  Miller  EL 
2  Marcus   Hook   El. 

2  Marlon  Center  Area    ?!_ 

2  Marlon   Center  Area  JSHS 

1  A    M  Mc^tJllen    MID  SCH 

1  Marc  lay    EX 

1  Masontown   Central    EL 

1  Masontown    JHS 

1  Masontown-West    Ejid    EL 

I  Cerraan   Central    EL 

1  German   Township  JHS 

1  German   Township   SHS 

1  St  Stephen  EL 

2  Fort  Cherry  JSHS 

2  South  Fayette  Township  V 

2.  South  Fayette  Township  JSHS 

I  Centennial  EL 

I  Eleventh  Ward  EL 

1  Fifth  Avenue  EL 

1  George  Washington  EL 

2  Crandvlew  EL 
2  McClure  JHS 

1  McKeesport  Area  JHS 

2  McKeesport  Area  SHS 

1  McKeesport  Central  Catholic  EL 

2  South  Allegheny  HS 

1  Versailles   Avenue   EL 

1  Versailles-Walnut   EL 

1  West    Side   EL 

1  Dewltt  C  Fenton  EL 

1    •  Hamilton  JHS 

1  Mother  of  Sorrows  EL 

1  Sto-Rox  JHS  .      « 

2  Sto-Rox  SHS 

1  Wilson   EL 

2  Meadvllle  Area  JHS 
2  Meadvllle  Area  SHS 
2  Second    Distriat    EL 

1  Cumberland-Perry  AVTS 

1  Saltlick  EL 

2  Mercer  Area  East  EL 
2  Mercer  Area  JSHS 

2  Mercer  Area  West  EL 

2  Meyersdale  Area  EL 

2  Meversdale  Area  JSHS 

2  Middleburg  EL 

2  Middleburg  JSHS 

2  Crandvlew  EL 

2  Lincoln  JSHS 

1  '   Neel  EL 

2  Juniata  HS 

2  Tuscarora  JHS 

1  Walker  Township  EL 

1  Brady-Henderson  EL 


Mill  Hall 

MlllviUe 
Milmont  Park 
Milton 

Mlnersvllle 
Mocanaqua 
Monessen 
Monongahe la 
Monroeville 

Montrose 
Morrisdale 

Moscow 
Mountalntop 

Mount  Pleasant 


Mount  Union 


Munhall 


Nanticoke 


Nanty  Glo 

2 

2 

Natrona  Heights 

2 
2 

Nemacolin 

1 

Nesquehoning 
New  Bethlehem 

2 
2 

New  Brighton 

2 
2 

2 

New  Castle 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

New  Freeport 

1 

New  Kensington 

1 
I 

I 

2 

1 

1 

2 

, 

2 

New  Milford 

2 

2 

New  Oxford 

2 

Nevrport 

2 
2 

New  Tripoli 

2 

Bald   Eagle-Nlttany  HS 

Mill   Hall-Bald    Eagle   EL 

Millvllle  Area  3SHS 

Our  Lady  of  Peace  EL 

Milton  Area  EL 

Milton  Area  JHS 

Mlnersvllle  Area  JSHS 

Brick  EL 

Monessen  JSHS 

Ringgold  HS 

Gateway  SHS 

South  JHS 

Montrose  Area  JSHS 

West  Branch  Area  EL 

West  Branch  Area  JSHS 

Authur  T  Howells  MID  SCH 

Crestwood  HS 

Rice  EL 

Hurst  JHS 

Mount  Pleasant  Area  .SHS 

Ramsay  EL 

Kistler  EL 

Mount  Union  Area  EL 

Mount  Union  Area  JSHS 

Shirley  Township  EL 

Steel  Valley  INTERMED 

St  Michael  EL 

J  F  Kennedy  EL 

John  S  Fine  SHS 

Koscluszko  EL 

Lincoln  EL 

Nanticoke  JHS 

West  Nanticoke  EL 

Blacklick  Valley  EL 

Blackllck  Valley  JSHS 

Highlands  INTERMED 

Highlands  SHS 

Nenacolin  EL 

Nesquehoning  EL 

Red bank  Valley  HS 

New  Brighton  Area  EL 

New  Brighton  Area  HS 

New  Brighton  Area  MID  SCH 

Arthur  McGlll  EL 

Benjamin  Franklin  JHS 

George  Washington  JHS 

Harry  W.  Lock  ley  EL 

John  F  Kennedy  EL 

Laurel  EL 

Laurel  JSHS 

New  Castle  SHS 

Rose  Avenue  EL 

Shenango  Area  EL 

Shenango  Area  JSHS 

St  Vitus  EL 

Thaddeus  Stevens  EL 

Union  Area  EL 

Union  Area  JSHS  > 

West  Side  EL 

Springhill-Freeport  EL 

Fort  Crawford  EL 

J  F  Kennedy  EL 

Martin  EL 

New  Kensington  JHS 

Northern  Westmoreland  County  AVTS 

St  Marys  EL 

Upper  Burrell  EL 

Valley  SHS 

Blue  Ridge  EL 

Blue  Ridge  JSHS 

New  Oxford  JSHS 

Newport  EL 

Newport  JSHS 

Northwestern  Lehigh  JSHS 


Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  "-hools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  1  -   c-ck;!j  rfesUnatcd  fcr  National  Direct  Student  Loan  cancellation  beneff^  only 
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I 


For  Hatic 


Defer, 


Li 

se  Ct 


Location 


St  of  Schools  Determined  to  have  High  Concentrations  of  Studen 
udent  Loan  and  national  Direct  Student  Loan  Cancellation  Benef 


School  HajBe 


Newvl 1 le 
New  Wilmington 
Norma Ivi 1 le 
Nor  ri  s  town 


North  Apollo 

North  Braddock 


North  East 


North  Huntingdon 

2 

Northumberland 

North  Versailles 

2 

2 

Norvelt 

2 

Oakaont 

■7 

Ohlopyle 

1 

Oil  City 

2 

1 

2 

' 

1 

Old  Forge 

2 

2 

Olyphant 

2 

Orblsonla 

2 

Osceola  Mills 

1 

Oxford 

2 

2 

2 

2 

Patton 

I 

2 

Peck vl  lie 

1 

2 

Penn 

1 

Perkasle 

2 

2 

Perryopolls 

2 

2 

Philadelphia 

1 

1 

1 

1 

I 

1 

2 

1 

■ 

1 

1 

■ 

■  1 

1 

1 

2 

. 

I 

2 

1 

1 

1 

I 

I 

2 

1 

I 


JSHS 


Big  Spring  MID  SCH 

Wilmington  JSHS 

Springfield  EL 

Bishop  Kenrlck  HS 

East  Sorrlton  MID  SCH 

Eisenhower  JHS 

Cotwals  El 

Hartranft    EL 

Norrlstowr.  Area    HS 

Paul    V   Fly    EL 

Rittenhouse  MID  SCH 

Stewart  MID  SCH 

North  Ape  Ho  El- 

Benjamir  Falrless  EL 

Hartman  EL 

Jones  Avenue  EL 

Scott  SHS 

Ear  1  e  C  Ua vl  s  EL 

Hoard  Memorial  EL 

North  East  JSKS 

Norwln  SHS 

C  W  Rice  MID  SCH 

East  Allegheny  HS 

East  Allegheny  MID  SCH 

Norvelt  EL 

Rlverview  JSHS 

Ohlopyle  EL 

Grant    Street    EL 

Lincoln    EL 

Oil   City   JKS 

Oil   City    SHS 

Slverly   EL 

Old    Forge    EL 

Old    Forge  JSHS. 

Mid- Valley   SHS 

South  Huntingdon  County 

Ashland  EL 

Jordan   Bank- Ftopewe U    EL 

NottlnglMB   EL 

Oxford  Area  HS 

Oxford   Area    INTERMED 

Ca«brla   Heights   First    Hard    EL 

Caabrla   Heights   SHS 

Linco  In    EL 

Valley   View  New   (Center)    EL 

Penn   EL 

Pennridge   HS 

Upper   Bucks   County   AVTS 

Mairy   Puller   Frazier  JSHS 

Perry   EL 

Adair- Chandler    EL 

Alcorn    EL 

All   Ages    (393)    K-U 

All   Ages    (793)    K-12 

All   Saints   EL 

Anderson   EL 

Annunciation    BVM   EL 

Arthur-AMY   K-8 

Audenrled   JHS 

Bache   EL 

Barratt  JHS 

Barry  EL 

Bartlett   JHS 

Barton   El 

Bertram  HS 

Beeb«r  JHS    - 

Belmont    O. 

Benjamin  franklin   HS 

Benson   EL 

Bethune  A 

Blmey   EL ' 

Bishop   Neumann   HS 

Blaine   EL 


-jDcat  ion 

PkU.dslpklt    (cc 


ts    fr!>«    Low-inri.<«f-    y&Mi.ifs, 

its   for   the   I976-n   and   1977-78  School  Tears 


Code 


School    Name 


O 


V  lankenburg 
Bok    AVTS 

Ere«.>    EL 


K-6 


HS 


HS 


Rniwr.    >  Her-.r-. 

Bryan  t    Q 

Bustleton    EI 

Cardinal    IV-u^ihertv 

CAmell    EL 

Carver   EL 

(jissidy    EL 

Catharine    W 

Cathedral    EL 

i,en  t  ra  1    HS 

Chi  Ids    El, 

Cleveland    rl 

ClvMr    EL 

Coli«bia    s- 

Ccaegys    KL 

Coowell   MID   •;(>: 

Cooke    JHS 

Cook-Wissahlctor.    EI 

Craj^   EX 

Creighton    EL 

Deroff    EL 

Darrah   EL  . 

Day    KL 

Docatur   EL 

Mck   EL 

Dobbins   Technical    HS 

Dobwxi   EL 

Douglass    (Frederick)    El, 

Drew  1-8 

Duckrey  EL 

Dunbar   IX 

Dunlap    EL 

DurtMM   EL 

East    Falls   EX 

Edlaon   SS 

EdBoods    EL 

Elkln   EL 

EllwDod    EL 

Elveraon    H, 

Oilan   EL 

Falrhill    EL 

Farrell    EL 

Father   Judge    HS 

Fell    EL  ^ 

Fells   JHS 

Ferguaon    CL 

Fltipatrick    EL 

Flttal«m«    JHS 

Forrest    B. 

TrartkioTd   HS 

Franklin    Learning   Center   ■»- 

Fulton   EL 

Fumeat   JHS 

Gexaaotow)   HS 

C«au    EL 

Gideon   O. 

Cilleaple  JUS 

Clrard    College 

Clrard   EL 

(Reapers   EL 

Cratz   HS 

Greenfield   r-S 

Hackett   EL 

HMilltoci    EL 
flanna  tX 

Harding  JHS 
Barrlneton    EL 
Harrlacn   EL 
Harrlty   EL 
Hartranft    EL 


1- 1: 


*  Coda    1    -    Schools   dcflgoj^d    for   both   Rational    Defense    and   National    Direct    StixWnt^Loao   cancellatloe    bcoeflci 
Code   2   -   Schools   deilgaaf»d    for   Natlooal   Defense   Student   Loan  caoccllatloa  benefits   only 
Coda  i  -  Schools  deslg(u^*d   for  Matlooal   Direct   Student   Loan  cancellation  benefits  col; 
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PENNSYLVANIA 
Ust   or  schools  Detenn.ned   to   have   High   ConcentratT^To?  Students    fro»  i^-Inco»e  Fa».illes 


Kor   HatioriaJ    Defense  Student    Loan    and   National   Direct   Student   Loan 
'     Location  Tode   *      School    Naiae 


ancellation  Benefi 
Location 


for  the   1976-T7   and  1977-78  School  Years 
Code   •      S c  hoo 1   N ame 


PWn»<l»lptil»  (con't)  1 
2 
1 
1 
2 
1 
2 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
I 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
1 
1 
2 
1 
1 
2 
1 
2 

1 
I 
I 

2 
1 
2 
2 

1 
2 
'2 
1 
1 
1 
1 
1 
2 
*> 

1 
1 

; 
1 
1 
1 
1 

2 

1 

2 
2 


Cod« 

Co<l» 
Cod* 


Hawthorne   EL 
Henry  K-8 
Hescon    EL 

Hill  ■: 

Ho  Lme      :  )    K  -  5 
Ho  Lues    r.L 
Hoi-.-     "-liJ    EL 
',  I  .    'vaae   of    Jesus    EL 
,o  I  ■    Redeemer   EL 
Hopkins an    EL 
Houston    EL 
Howe    EL 
Huey    EL 
ftunler    EL 

Tmnflculace  Conception    EL 
Jackson    EL 
Jefferson    EL 
J  enks    t  JS)    IC-  8 
;obji    W   HaUab.an    Girls   HS 
Jones     JHS 
K  ea  m  >    EL 
Kelley   EL 
Kelly    (JB)    IC-4 
^enuerto^    EL 
<eji  sing  ton    HS 
:.'e,    EL 
IClnn    HS 
Klnsev    EL 
K;irkbride    EL 
l^aoiberton    EL 
'.Andreth    EL 
LAia   ^-8 
Leeds    MID   3CH 
:.«hli5h    EL 

•.^■IJv    EL  I' 

Levering    EL 
Lewis    MID   SCH 
Lincoln    ;>ay    EL 
Lincoln    MS 
!-lngelbaoh    -T 
little    r lower 
L>ocke    EL 
Loesche    EL 
Logan    EL 
Longstreth    EL 
Ludlow   EL 
Mann    EL 
Marshall    KL 
Mastbaiim  A'.TS 
Hasteraan    (5-9) 
Mater    Dolorosa    EL 
McCall    EL 
McCloskev    EL 
McClure    EL 
McDanlel    l-X 
McKlnley    EL 
McMlchael    EL 
Meade    EL 
Meehan    MID   SCH 
Mercy    Vocational    9-li 
Herod ith   EL 
Mifflin   EL 
.Millar   EL 
Mitchell    EL 
>toffet    EL 
>torrl8    EL 
Morton    EL 

"tost    Blessed    Sacrament 
Seblnger    EL 
Northeast    Catholic    HS 
Northeast    HS 
Olney    HS 

.Xir    Lad-y   or    Cal-v-arv   El 
^•verbrook    EI. 


Philadelphia   (con't) 


hollc    Girls    HS 


Overbrook  HS 

Park\«y  9-12 

Pastorius  EL 

Patterson  EL 

Peirce  ITM)  K-6 

Felrce  (WS)  K-8 

Pennell  EL 

Pennsylvania  Advancement  HID  SCH 

Penn  Treaty  JHS 

Pennypacker  EL 

Pepper  MID  SCH 

Philadelphia  (for  Girls)  HS 

Pickett  MID  SCH 

Poe  EL 

Pollock  EL 

Potter- Thomas  EL 

Powel  EL 

Prott-Amold   EL 

Prince  Hall  EL 

Reynolds  EL 

Rhoads  EL 

Rhodes  MID  SCH 

Richmond   EL 

Roman  Catholic  HS 

Roosevelt  MID  SCH 

Rowen  EL 

Roxborough  HS 

Rush  MID  SCH 

Sartaln   EL 

Sayre  JHS 

Shaw  JHS 

Shavaont   EL 

Sheppard   EL 

Sheridan  EL 

Shoe^^r  JHS- 

Saedley  EL 

anlth  EL 

Soils-Cohen  EL 

South  Philadelphia  HS 

Southvark   EL 

Spring   C^rden    EL 

St  Agatha  Parochial    EL 

St   Ambrose   EL 

St  Anne  EL 

Stanton  EL 

Stanton   (MB)   EL 

St  Benedict   EL 

St  Bonaventure    EL 

St    Boniface    BOS    SCH 

St   Boniface    EL 

St  Carthage    EL 

St  Charles    Borroneo    EL 

St   Clement   EL 

St  Coluaba  EL 

Steame  EL 

St   Edmond   EL 

St  Edwards   EL 

Steel    EL 

St   Elizabeth   EL 

Stetson  JHS 

St   Francis    de   Sales    EL 

St  Francis    .<avler   EL 

St  Gabriel    EL 

St   Henry    EL 

St   Hugh    EL 

St  Joachim    EL 

St  John   'Cantl-a»    EL 

St  Madeleine    Sophie    EL 

St  Malachy   EL 

St  Maria   -C^retti    HS 

St  Marys    Interparochial    EL    ■■ 

St  Michael   EL 

Sf   Nicholas    EL 

St    Nicholas    Tolentir.e    EL 


^SchAols    (i<.»lg*c*d    for    both    N«tlon«l    D«fensi    and  national    Dlract    Student   Loan   cancelUtlon    benefits 
ichooU    dfilgnated    for   National   Uete-Mf    Studtnc   Loan  cancellation   benefits   onlr 
Sr^coXt   de.lRnated    for   National    Dlrfcr    St  jd»n!    Uymr    ctncalUtlon  benefits    tiIv 
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For  Nationa^ 


List  of  Schools  Determined  to  have  High  Concei 
fense  Student  Loan  and  Hational  Direct  Student  Ix^a.-. 


Student 
"  Benef 


fro«  Lov-Inc  xr- 
ts  for  the  lOTb- ' 


Location 


Code   •     School   Hame 


■'  vt:  1  les 
ar.  -    197T-76   School    ;ea.-L 


"Me 


SchCH?.    H^jb^ 


Phlladalphia    (con't) 


er- 


Phi  lips  burg 

2 

2 

« 

Phoenlxvllle 

2 

2 

1 

Pine  Grove 

2 

2 

Pitcalm 

2 

Pittsburgh 

2 

Stoddard-Fleisher   JHS 

Stoke  ly    El 

St  Peter  Claver  1-8 

St  Peter  the  Apostle  EL 

Strawberry  Mansion  JHS 

St  Rose  of  Lima  EL 

St  Veronica  EL 

St  Vincents  (Hilner  Street 

St  William  EL 

Sullivan  EL 

Sukzberger  JHS 

Taggart  EL 

Taylor  EL 

Thomas  (GH)  EL 

Thomas  JHS 

Tilden  MID  SCK 

Transfiguration  EL 

Turner  MID  SCH 

University  City  HS 

Vare  EL 

Vare  JHS 

Vaux  JHS 

Visitation  EL 

Vlagner  JHS. 

Walnut  Center  K-1 

Walton  EL 

Wanaoaker  JHS 

Waring- Drexei  EL 

Washington  ((George)  K-8 

Washington  HS 

Washington  (MarthaJ  K-8 

Wayne  EL 

Webster  EL 

Welsh  EL 

West  Philadelphia  ..athclic 

West  Philadelphia  Cat: 

West  Philaaelphia  HS 

Whittier  EL 

Wi  1  lard-Powers    EL 

William  Penr    HS 

Wilson    EL 

Wilson    JHS 

Ulster    (J)    EL 

Wister    (MC)    EL 

Wolf    EL 

Wright    EL 

North    Lincoln    Hill    Fi 

Phi  lips  burg   JHS' 

Phi  lips  burg -Osceola^  Area    SKS 

Bark  ley    EL  ^     

Phoenirv'iUe    JHS 

St    Gabriels    Hall    EL 
Pine   Grove  Area   MID   SCH 
Pine   Grove  Area    HS 
Pitcaim   No.    3   EL 
Allderdlce    SHS 
Allegheny    SHS 
Allison    EL 
Annunciation    EL 
Arlington    EL 
Arsenal    EL 
Arsenal    MID    SCH 
Baxter   EL 
BeLaar    EL 
Beltzhoover   EL 
Boggs   Avenue    EL 
Brentwood   JSHS 
Burgwin    fl. 
CarMlt    EL 
Carrick    SHS 
Central   Ciithoilc    HS 
Chathaai   Zl 
Clayton    EL 
Colu«hus   >tlD    SCH 


P ! 1 1 ikurgh  ( con'  t) 


EL 


cl  i  c  Be y s  HS 
clic  Girls  HS 


Crescent  El. 
Dilworth  EL 

Eaat  Hills  EL 

Fairywood   EL 

Fifth  Avenue  JSHS 

Fort  Pitt    EL 

Fox   Chape!    HS 

Frick    EL 

Friendship    EL  « 

Gladstone    EL 

Gladstone   JSHS 

Grand  view   El. 

Creenway    MID    SCH 

Hill    District   Catholic  K-8 

Hilltop   Catholic   H5 

Ho  Imes    EL 

Holy   Ghost    HS 

Holy    Innocents    EL 

Holy    P.osar-.    EL 

HomewDO^:    El 

Horace   liann    EL 

Homer   MIL   SCH 

Imaaculate  Conception  EL 

Johnston  El. 

Keystone    liaks    HS 

King    I  Hart  in    Luther     'r)    EL 

Knox\-ille    EL 

KnoxviUe   JHS 

Lang  ley    SHS 

Larimer    EL 

La  t lme  r    M 1 D   SCH 

Lauxei-.c^vi  1  le  Catholic    Mer>!i-..:    1-12 

Letting  tor    "1 

Linccl.'i    EC 

Linton    1  r.t  enaec  late   .HS 

Mad  i  son    EL 

Manchester  EL 

McClear^    H. 

McKelvy    EL 

McSaugher  MID  SCH 

Miller    EL 

Horrow    EL 

Morse    EL 

Mos  t    Hi  1  >    '•aw>    EL 

Murray    EL 

North   Hills    HS 

Northview   Heights   EL 

0'  Kara  JHS 

Oliver    SHS 

Peabody    SHS 

Penn   Circle   C<:^unit\    rib 

Penn    Hills    JHS 

Penn    Hi  lis    SHS 

Perry    SHS 

Phillips    El 

Pittsburgh    l,eai— ing    '.aE    ^  -  12 

Prospect    El 

Prospect    JHS 

Reizenatein   MID  SCh 

Rogers    EL 

Saaple    EL 

Schenley    SHS 

Schi  1  ler   El. 

South   Hills    SHS 

South   JSHS 

South    Side   Catholic   Conaolldat lor    1-12 

Spring    Garder    EL 

Spring    Hill    EL 

St    Agnes    EL 

St    Anse  1b    EL 

St    Can ice    EL 

Stevens    EL 

St    George    EL 

St    Ja«e8    I  South  Main''    Fl 


♦  Code -1    -    Schools   designated    for    both   National    Defente    and   National    Direct 
Code   2    -    School!    deslgnaikd    for   National    Defense   Student    Loan   cancellation 
Code  3   -   Schocli   deslgnatH   for  National   Direct   Student    Loan   cancellation 


Student    Loan   cancellation    btaefut 

beneflti    only 
benefltt    onlT 
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For  national  Defense 
'.ocation  


PENNSYLVANIA  ^  ^,^ 

List  of  Schools  Detennined  to  have  High  Concentrations  of  Students  from  |^--J"^°"^/""^1^"_  ...  ^^^^^  ,^^^^ 
Student  Loan  and  National  Direct  Student  Loan  Canr.llatlon  Benefits  for  the  1?76-7T  and  197T-T8  School  Years 
r...    »     gnhool    Ifame  Locatioj^  Code  School    Nan.e         


Pltttkursk    (con't) 


PUlns 

?  leasantvl  I : 

Pt,ini    Mar  lor 


P^rt-    Allegany 


p. rta^e 
Puttstowt 


Po-.  tsvllle 


Prospect    Park 
Punxsutawnav 


Q-jakfrtovT 


Quarr.vi  lie 

Queen 
Qulncy 

lankln 
Reading  ' 


-111 

'.  1 ,  n 


St  Joseph  (Fulton  Street)  EL 

St  Joseph  (Pearl  Street)  EL 

St  Kieran  EL 

St  Peter  EL 

St  Plus  X  EL 

St  Rt;salla  EL 

St  Stephen  EL 

St  Teresa  EL 

Swlssvale  Area  SHS 

Turner  EL 

Var.n  EL 

Washing  tun  HID  SCH 

Wei  I  EL 

Westln^huuse    SKS 

Wllklnsburg    SHS 

Woolslalr   EL 

Pittston   Area    EL 

Plttston   Area   JHS 

Pittston   Area   SHS 

Plains    JHS 

P leasantvi I le    EL 

C  en  t  ra  1    EX 

'ilne    Street    EL 

Albert   Gallatin    SriS 

Frlendsriip    Hill    E: 

Point    Marion    EL 

Point    Marlon    JHS 

Arnold    Avenue    EL 

Liberty   EL 

Port   Allegany    JShS 

Portage  Area    JSHS 

Portage  Area   EL-MlD  SCH 

Jefferson    EL 

Pottstown    INTERRED 

PotCstown    JHS 

West    End    EL 

Centre    Street   EX 

D   H   H   Lengel    MID   SCH 

Duncott    EL 

Nicholas    Biddle    £1. 

Pottsvl 1 le   Area   HS 

Schuylitill    County   A'.TS 

Interboro    !HS 

Maple  view   EL 

Punxsutawney   Area    JHS 

Punxsutawney  Area   SHS 

Louis    V.    Pfaft    EL 

Ml  If or J    JHS 

i>jakertowr.    Coamur'ty   SHS 

Quaker town    EL 

Richard    E.    Stra.*-:    JHS 

RlchLajvl    EL 

So  lanco   HS 

Swift    JHS 

Queen    EL 

North   Area    EL 

R.<v.nk in    EL 

Ainanda    E    Stout    EL 

Charles    S    Foos    EL 

Clenside    EL 

Lauers  Park  EL 

Northeast  JHS 

Northwest  Art^  EL 

Northwest  JHS 

Reading  SHS 

Southern   JHS 

Southwest    JHS 

St    Peters    EL 

Tenth  fi  Crcen  EL 

Thomas  K  Ford  LL 

Tyson- Schoener  EL 

L'pper  Perklomen  EL 

Falrmount  MID  SCH 

Red  Lion  Area  SHS       


Reed svl lie 
Renova 


Republic 
Reynoldsvllle 

Ridley  Park 
Rimersburg 

Ringtown 
Robesonia 
Rochester 
Rocktnod 

Rogersvllle 
Rooje 

Roulette 
Rural  Valley 

Saint  Clair 

Saint  Marys 

Sallna 
Salisbury 

Saxon burg 
Saxton 
Say  re 

Scottdale 
Scranton 


Seneca 

Sewickley 
Shamokin 


Shanksville 
Sharon 


Sharon  Hill 

Sharpsburg 

Sheatowi 

Sheffield 

Shenandoah 


2  Kishacoquillas  JSHS 

1  Bucktail  Area  JSHS 

1  Bucktail  EX 

1  St  Joseph  EX 

2  Holy  Rosary  EX 

1  Redstone  MID  SCH 

2  C  G  Johnson  EL 

2  Jefferson  County- DuBcis   AVIS 

2  Ridley   South  JUS 

1  Rlaersburg  EL 

I  Union   HS 

1  Ringtown  EL 

2  Conrad  Welser  HS 

2  Rochester  Education  Complex  K-li 

2  RockwcKxl  Area  EL 

2  Rockwood  Area  JSHS 

1  West    Creene   JSHS 

2  Northeast    Bradford    JSHS 
2  Northeast    Bradford    EL 

1  L  L  anith    EX 

2  Shannock   Valley    EL 
2  Shannock  Valley   HS 
2  Saint   CUlr   Area   HS 
2  Saint   Clair    EL 

1  St  Marys    Roman  Catholic   EL 

2  Sacred   Heart   EL  ' 
2  Saint   Mar--s   Area   SHS 

2  Ball   Township    EL 

I  Salisbury-Elk   Lick   EL 

1  Salisbury-Elk   Lick   JSHS 

2  Knoch  JSHS 

2  TUasey  Mountain  JSHS 

2  H  Austin  Snyder  EL 

1  Utchfleld    Township   El, 

2  Sayre  Area  HS 
2  Central   EL 

2  Southmore land  JHS 

1  Adams  EL 

2  AiBStrong  EL 
2  Audubon  EL 

2  Bancroft  EL 

1  Honroe    EL 

2  North  Scranton  JHS 
2  Prescott   EL 

2  SAith    Scranton   JHS 

1  St  Patrick   EL 

2  Sunner   EL 

1  Webster   EL 

2  West   Scranton   HS  -^ 
2  West    Scranton   MID  SCH 

2  HI  Hard  EL 

2  Cranberry   Area    I SHS 

2  Cranberry  EL 

2  Osborne  EX 

2  Shaw}kin  Area  SHS 

1  Sha»okin  Area   MID  SCH 

1  Stevens    EL 

1  West   El. 

2  Shanksvi  lle-Stonycreek   K.-12 

1  Husser   EL 

1  Sharon  JUS 

2  Sharon   SHS 

1  West    Hill    EL 

2  Sharon  Hill   EL 
1    •        Studevan  EL 

1  Sharpsburg   EL 

1  K  M   Smith    EL 

2  Sheffield  EL 
2     Sheffield  HS 

1     Annunciation  BVM  EL 
1     Jefferson  EL 
X     Shenandoah  Heights  EL 
1     Shenandoah  Valley  HS 
1     St  George  EL 


♦  Code 
Code 
Cod* 


1  ■    School,    designated    for    bo't>r^i:rEro,.al    Defence    and   N.tioo.l   Direct   Student   Loan   cancell.tion   benefits 

2  -    Schools    de.lgn.ted    for   rtatlon.l    D«fen.e    Student    U5.n   cancellation  benefits   only 

3  -    Schools    designated    for   Natlonsl    Direct    Student    Loan   csncellatloo  benefits   only 
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PENNSYIVANIA 


For  National  Defense 


oocation 


List   of  Schools   Deterained   to   have    High    Concentrations   of  Students    .--'on!   Lov-Inco«  FaMlies 
Student    Loan   and   Mational   Direct   Student   Loan   C 
Code   *      School    Name 


Shinglehouse 
Shippensburg 

1 
1 
1 
2 
2 

Sidman 

2 
2 

Simpsor. 
Slatlngton 

1 
2 
2 

Sligc 
Smethport 

1 

2 
1 

Snithfield 

1 

Somerset 

2 
2 

2 

2 

South  Connellsville 

1 

Spring  Mi  lis 
State  College 

2 
2 
2 

2 

2 

Steelton 

1 

2 

Stoneboro 

2 

2 

Strattanville 

2 

Sun bury 

2 

1 
1 
1 

Susquehanna 

Swiftweter 
SykesviUe 
TamaxTua 

Tar  en  tun. 

2 
1 
2 
2 
2 
1 
1 
1 
2 

Taylor 
Thomdale 

2 

2 

Tioga 
Titusville 

2 
2 

2 

2 

Touanda 

2 

2 

Tower  City 
Townvi lie 

2 
2 

Troy 

Trucksvi lie 
Tunkhannock 

2 
2 

2 

2 
2 

2 

TXirbotvlUe 

2 

2 

Tyrone 

1 

Ulysses 

Union   City 

Unlontown 

2 
2 

1 
2 

2 
1 

2 
2 
1 

2 

1 
1 
1 

•  Cod*    1    ■ 
Cod*   2    ■ 
Cod*   3   ■ 

■    Scho< 
-    Scho< 
•    Scho< 

Osvieyo  Vallev    r-IZ 

Central    EL 

J   W   Kline    EL 

Shipperisburg    Area   JHS 

Shippensburg   Area   SHS 

Forest    Hills    JHS 

Forest    Hills    SHS 

Fell   Township    EL 

Slatlngton   EX 

Slatlngton    SHS 

Sligo    EL 

Smethport    Area    JSHS 

aoethport    EL 

Smithfield    EL 

Maple    Ridge   EL 

Somerset    Area   JHS 

Somerset    Area   SHS 

Somerset    County    AVTS 

South    Connellsville    EL 

Penns    Valley   Area    JSHS 

Park   Forest    EX 

Park   Forest    JHS 

State   College   Area   HS 

Westerly  Parkway   JHS 

Steelton    EL 

Steelton-Highspire   JSHS 

Lakeview  JSHS 

Oakview  EL 

Clarion- Limes  tone   Area  JSHS 

C larlon- Limestone   EL 

Beck   EL 

Mac  lay    EL 

Rohrbach   EL 

Shlkellamv    HS 

Sun  bury   MID   SCH 

Laurel    Street    EX 

Susquehanna    Conmunity    JSHS 

Pocono  Mountain    MID   SCK 

SykesviUe   EL 

Ditchbum    EL 

Tanaqua  Area  JSHS 

Highlands  JHS 

Riverside  JSHS 

Cain  EL 

J  L  T  EL 

Wllliajason   JSHS 

Main  Street  EL 

Titusville   Area_JHS 

Titusville  Area 'sHS 

Towanda   Area   MID   SCH 

Towenda  Area   SHS 

Williams    Valley    JSHS 

Towiville    EL 

Townvi  lie   JSHS 

Troy   JHS 

W  R   Croman    EL 

Westmoreland    EL 

Tunkhannock   Area   EL 

Tunkhannock   Area   HS 

Tunkhannock  Area   MID  SC« 

Warrior   Run   HS 

Warrior   Run    MID   SCH 

Lincoln    EL 

Logan    EL 

Tyrone  Area   JSHS 

Northern  Potter   JSHS 

Ulysses   EL 

Union   City    EL 

Union   City   JSHS 

Boyle   EL 

Clark  EL 

Craig   EX 

Fairchance- Georges    JHS 

fairchance-Georges    SHS 


ancellation  Benefits   for  the   l?76-77  and   1977-78  School  Tears 
Location       Code   *     School   Name 


Unionto»n    f con'  t) 

1 

Favette  Countv  AVTS 

I 

Franklin   JHS 

1 

■^^al  latin   EL 

1 

Hatfield    EL 

1 

Hutchinson   EX 

1 

Kennedv   EX 

1 

Lafayette   JHS 

2 

Laurel    Highianoe    SHS 

1 

♦torshall    EL 

1 

>tenallen   EL 

2 

North   Laurel    JHS 

1 

Park   EL 

2 

South   'i^aurel     'HS 

1 

Swanev    EL 

2 

'Jniontowr    Area    SHS 

Vuderbilt 

1 

Franklin    EL 

Vandergrlft 

2 

tCiski    Area    SHS 

2 

Vandergrlft    JHS 

Wagon  town 

2 

Kings    Highway    EL 

Wal  Laceton 

2 

Wal  Lacetor,- Boggs    EL 

Walnutport             ' 

2 

Lehigh    Township    EL           ~ 

Warfordsburg 

2 

Southern.    Fultor.    JSHS 

2 

Warfordsburg    EL 

Warminster 

2 

EVerett    A    HcDona  id    EL 

1 

Lacey  Park    EL 

2 

Log    College    JHS 

2 

William    Tenner.t     '  NTERMEI 

2 

William   Tetinemt    SHS 

1 

WiUov   Dele    EL 

iterrer. 

1 

HcClintock    El 

Washington 

A. 

CUrk   EL 

2 

Trinity    SHS 

2 

Trinity   MID   SCK 

2 

Wa*hington    JSHS 

Wa  1 1  s  bu  rg 

2  • 

Watts  burg   Area   MID   St-'H 

Wavnesboro 

2 

Antietam   JH5 

Z 

Summit  view   EL 

2 

Wavnesboro   Area    SHS 

Waynes  burg 

2 

Elast    Franklin    EL 

2 

East    Ua.ra    EL 

2 

Greene    Countv    AVTS 

2 

Margaret    Bell    Miller    K, 

2 

Waynasburg    Central    HS 

We'.  Isboro 

2 

Don    Gill    EL 

2 

Wellsboro   Area    JHS 

Wei  Is  burg 

1 

Burnham   EL 

West    Chester 

1 

East    Bradford    EL 

1 

Fugett    EL 

1 

High   Street    EL 

1 

Pelrce    EL 

West    Elizabeth 
'Westf  iel  J 


West 


West 
West 


West 

West 


Hidd leaex 
Mitt  lln 


Pittston. 

Sunburv 


Whitaker 
Wilkes-Barre 


Lincoln  EL 

Cowanesque  Valley  Q. 

Cowanesque  valley  JSHS 

Avon  Grove  EL 

Avon  Grove  HS 

Fred  S  Eng 

West  Middlesex 

Hamevi.  He  EL 

HomeviUe    JHS 

West    Mifflin    North    HS 

Haraony    JSHS 

Westover    EL 

Wyoming   Ar^    MIL 

Monlt^Ui    EL 

Moniteau    JSHS 

Whitaker    EL 

Bishop    Hoban    HS 

Dodson    EL 

Flood    EL 

CAR   Memorial    JSHS 

Hancrver    SHS 

Meyers    jSH.S 

Newtown   JHS 

Rosseli    Street    El 


Mir    SCH 
JSHS 


3CH 


ll^Y   f»  [^•'•"j    1°'   ^'^  N.tloa.1    Defense  ^nd   N.tion.1    Direct    Student    Lo.n    c  .nc.  1  U 1 1  on  ^^^^^i^TTtT" 
School.   de.iga.t.d    for   lUtlon.l    Defense    Student    Lo.n   c.r«:ell.tlof,    benefits    only 
School,    designated    for   Katlooal   Direct    Student    Loan  cancellacloo   b«n*flt.    onlv 
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NOTTCfS 


PFMNSYiVANIA 

List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
p^,  ».tinn.^  n.fense  Student  I^>.n  and  National  Direct  Studex^t  U^an  Cancellation  Benefits  for 
Location Code  »  School  l^^T^  U>cation Code_ 


Lov-Incone  Families 

the   1976-T7  and  197T-T8   School    Years 
School   Same 


WllV«»-B«rr«    {rofi'tl 


Wt  Iklnstxir;; 
Wl  1  Itaasburg 
WilUaasport 


I 
1 
2 
2 
2 
2 
2 
1 
2 
2 
1 
1 

2 
2 
1 

2 
2 


Sacred   Heart    of    Jesus   EL 

it    .Moysius    EL 

^t    rtoniface    EL 

St    Slcholds-St    ^r.    EL 

Wilkes-Bdrre  A\,TS 

Kelly   EL 

Wi  I  Haas  burg   Coonur.lty   EL 

Becht    EL 

Bishop   Neuiaanr!   HS 

rlav    EL 

Cochran    EL 

Curt  In    IHS 

.'efferson    EL 

Lincoln    EL 

Lose    EL 

Roosevelt    JHS 

Stevens    JHS 

Washington    EL 

Webster   EL 

Williamsport   .^rea  SHS 


Wlngate 

Woodlyn 
Wyaluslng 


Youngsvllle 


ip    JHS 


2  Bald   Eagle  ^ree.   JSHS 

2  Wingate   EL 

2  Woodlyn  EL 

2  Wyaluslng  EL 

2  Cheltenham  Townshi 

2  Devers  EL 

2  Franklin  EL 

2  Ooode   EL 

2  Hannah  Penn   MID   SCH 

1  Innaculate   Conception   BVM  EL 

2  Jackson   EL 
2  HcKinley    EL 

2  Smith  HID  SCH 

1  St   Patrick    EL 

2  Wes:     ;ork    Aree   Secondary   Ccmplex  7-12 
2  Wlllian   Penn    SHS 

2  York   Countv   A'/IS 

2  Youpgsvllle    HS 


BHonF  ISLAND 


List  of 
For   National  Defense  Student 


Lo  cation 

a«rrlngtor. 
3rt»:ol 

C«ntr«l    rails 


?ode 


.„,„,^,.^.    t-i   have   Hiah   Concentrations  of  Students   from  Low-Income  Families 
rV^"::^:::'n::,rst!:H!:t^::::L.  cancelation  B.n.fits   for  the  l?T6-rL..±^3II.l0.1l2.0^ 

ly,r^^    H^  ^  _Code»     SchooLJla^^ — 

St.    Andrew's    EL 


C^*rlho 
Charles  rovii 
Coventry 
Cr«a»con 


Cu&bfl  r  i  A  ;^ 


F,3Sr    Providence 


rtD  pk  1  r.  c  o  n 

Johns  Cijn 

Lincoln 

^'.  Idd  le  town 


Sewpi.  I  '. 


2 
2 
2 
2 
2 
•2 
2 
2 
2 
2 
2 
2 
2 
I 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
1 
2 
1 
1 
2 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
■> 


\of.h  Smithfield 


EL 


Colt-Andrew«    EL 

Reynolds      EL 

Srosd    St.    EL  paw:  ;cket 

Centrtl    Falls    .-HS-HS 

Cowden    St.    EL 

G.    Harold   Hunt    EL 

Notre    Dame    HS 

Zll*   L.    Ri»k  EL 

Margaret    I.    Robertson   F.L 

Charlho   Regional    H5 

Charlestown   EL 

Our   Lady   of    CzensrocKowa   EL 

Edgewood    Highland    Middle 

Gladatone   St.    EL  Portimouth 

Norwood   Ave.    EL 

St.  Mary  EL  Provldance 

St .  Hatthew  EL 

Joseph    L.    Sanders    EL 

Berkeley   EL 

aernard    F.    .Norton   EL 

St.    Patrick   EL 

Trlstam   Surges    EL 

East    Providence    HS 

James    R.    D.    Oldham   EL 

Piatt /Walters    EL 

Hope    Valley   EL 

Thornton   EL 

Northern  Llncolr.  EC 

Newport  Countv  Catholic  Re^lo'-.al  Middle 

OUphant    EL  ^ 

John   Clarke    EL 

Jesus    Saviour    EL 

Mumford   EL 

Newport    County   Catholic    Regional   EL 

Pell    EL 
Rogers    HS 
Sullivan   EL 
rhomps  o  n    ;  H_S 
r^avlsvllle    EL 
Davlsvllle    Middle 
Forest    Park    EC 
Hamilton    EL 
Adm.    John   M.    Hoskins 
North    Kingstown    HS 
Wlckford   EL 
Wlckford   Middle 


2  Halliwell  Memorial 

2  Kendall-Dean   EL 

2  .North   Smithfield   JHS-SHS 

2  Elizabeth    Baldwin  Annex   EL 

1  Anna    J.    Burns    EL 

2  M.    Virginia   Cuooingham  Memorial   EL 
■2  Joseph   Jeaks    JHS 

2  Agnes    E.     Little    EL 

1  Our    :,«dy    of   Consolation  EL 

1  St.    Mary   EL 

1  St.     Teresa   EL 

2  Samuel    Slater   JHS 
2  West    HS 

2  Hanry  J.  Winters  EL 

2  Portsmouth  HS 

2  Portsmouth  Middle 

1  Althea  St.  EL 

1  Samuel  W  Brtdgham  Middle 

1  Camden  Ave   EL 

2  Central  HS 

2  Central  JHS 

1  Edmund  W  Flynn  Model  EL 
■  1  Mary  F.  Fogarty  EL 

2  John  Howland  EL 
.,  1      Joilln  St.  EL 

1  Kenyon  St.  EL 

2  Dr.  Martin  Luther  King   Jr  EL 
2      Laurel  Hill  Ave   EL 

1-     Lexington  Ave   EL 

1       Bishop  McVlnney  Regional  EL 

1      Bishop  McVlnney  Middle 

1      Asa  Messer  EL 

1  opportunities  Indus  tria  Uzat  ton  Center 

of  R.I. ,    Inc. 

2  Ralph  St.    EL 
2  St.    Edward  EL 

1  St.   Mary  EL 

2  St.    Mary's   Academy  of    the    Visitation 

1  St.    Patrick   Word   of    God   EL  '    ' 

2  St.    Teresa   EL 

1  School   One   9-12 

1  Gilbert   Stuart   Middle 

2  Sumnlt   Ave.    EL 
2  Veaile   St.    EL 

1  Vineyard   St.    EL 

1  Roger  Williams   Middle 

1  Willow  St.    EL  


Code  1  -  Schoo 
Code  2  -  Schoo 
Co<J«    3    -    Schoo 


TTlTr,T?;ir;^rT;^71^Tr^iirro-n.l    Defen..  ^nd   N.tlon.l   Direct   Student    Loan   caoceUstlon    benefits 

f .    »^^  !d      or    National    Oefense    Student   Loan  caocellatlon   benefits   only 
l:    drsig:::^:^    [:;   Nstlontl    Direr-    student   Loan  cacellation  benefit,  onl. 
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_ist  - ; 
?'or  Kational  Defense  Student 


RHODE  ISLAND 


Z'cation 


Schools   Determined  to   have    High    Concectrst ions    of  Students    f— ic    ;,v-;n      rr^    'vrt.ies 
Loan   and  National  Direct   Student   U>&n  Cancellation  Benefits   for  the   1976-77   and  1977-76  School   Years 
I^>catioD Code   •     School   Bame 


Code    *      School    Name 


Richmond 

2 

Richmond   EL 

Smithfield 

2 

Irving    S.     'ook    EL 

2 

Dorothv    T.    I^acie    EL 

1 

St.     Peter    EL 

South   Kingstown 

2 

Magr.    Matthew    C.  arkt 

2 

Hazard   EL 

Tiverton 

2 

Tiverton   J-SHS 

Warwick 

2 

Conimicut    EL 

2 

Carton    JHS 

2 

Oakland    Beach    EL 

2 

St.    Benedict    EL 

Weaterlv 

2 

Bradford   Ei 

West   Warwick 

2 

Harris    Ave      EL 

2 

John    F.    Horgan    El 

2 

Malsle   E.    Quinn   EL 

Woonsocke t 


■(.egior 


EL 


Citiiens      'V-nrria:    FL 

Fifth   Ave  .El 

Globe   Park  EL 

Grove   St.    EL 

Harris    EL 

Kendrlck    Ave.    EL 

Mct'ee    EL 

Pcthler  BL 

St.    Joseph    Regional   EL 

Second    Ave.    EL 

Social    St.    EL 

Hoonaocket    HS 


List  of  Schools   Determined  to  have   High   Concentrations    of   Students    from 
For   National  Defense   Student  Loan   and  Hational   Direct    Student    Loar.   Cancellation   Benefits   for 

^cation  Code   •      School    Name 


Low-Income   Families 
Trfae  1976-77   and   1977-76  School   Years 


rat  ion 


Cdde 


Nnr:F 


Aiken 

3 

Our  Lady  of  the  Valley 

3 

Downer  El 

3 

Talatha  Hawthorne 

El 

3 

East  Aiken  El 

1 
3 

North  Aiken  El 
Groverville  El 

— 

3 

Greendale  l' 

3 

1 

New  El  lenton  JHS 
Windsor   El 

Al  lendale 

1 
1 
1 
1 
1 
1 
1 

illendale  JHS 
Allendale  Middle 
Al lendale  Primary 
Fairfax  Middle 
Fairfax    Primary 
il lendale-Fairfaj 
Fairfax   JHS 

MS 

Anderson 

1 

Anderson  #5  Child 

Center    {K  only) 

Deve'  opTief-^t 

3 

South   Fart   Street 

El 

Aynor 

\ 

Aynor   El 
Aynor   HS 

Bamberg 

1 
1 

Richard  Carrol   **', 
Bamberg   El 

idle 

1 

Bamberq-Fhrhardt 

HS 

T 

Richard  Carrol    JHS 

Barnwell 

3 

3 

Barnwell    El 
Barnwell    ^S 

3 

Guinyanj-Butler  ^ 

iddle 

Batesburg 

3 

Batesbura   El 

Beaufort 

3 
3 

^ 

1 
1 

HcCracken  HS 
Robert   Small    JHS 
3ale  El 

Battery  Creek   El 
Lady's   Island  El 
M.   C.   Riley  El 
St.   Helena  El 
St.    Helena  JHS 
Broad  River  El- 

3e'.  ton 

3 

Wright  El 

Bennettsvi 

He 

3 
1 

1 

1 

^ 
1 
3 
1 

3 
1 
1 

Adamsville  El 
Bennettsvi  He  HS 
Blenheim  El 
Blenheim  HS 
Blenheim  Primary 
CII0  El 
Clio  HS 

Fletcher  Mer.cia^ 
ICollock   El 
McColl    HS 
McCo\l    Primary 
Wallace  HS 
Wallace  Primary 

El 

Code   1 

-    Schools    designated    for 

both   National    Defe 

Co«le  2 

-    Schools   designated    for 

National    Defense   S 

Coda   3 

-    Scf 

>ools    deslKoated    for 

Njirlrtnal      ni*..^^      C* 

B«n.->etts»t  1  la    (con't) 


betnune 


Bishopville 


Blackvllle 


Bowman 

Branc^vi  ]  le 

Boykin 

Burton 
Camden 


Cayce 


Charleston 


Bennett Sv  ~ "'  f  "'"..:'  t 

oennettsv •    ■ e  Primary 

oennettsv  ■      e  JHS 

Pennettsvi 1 le   El 

Bethune  El 

bethune  HS 

Bishopville  Middle 

Bishopville  Primary  S  El 

West  lee  El 

Ashwooc  Central  HS 

Mt.  Pleasant  HS 

Bishopvme  HS 

Flewing  El 

lowe"-  Lee  El 

blackv  He  HS 

Blackville  Middle 

E 1  a c k V i  1 1  e  El 

Bowman  El 

Bowman  HS 

Branchville  El 

Branchville  HS 

Wateree  Piver  Correctional 

Institute 
Shell    Point  El 
Pine  'ree  Hill   El 
Blaney   El 
Baron  Der'alr  Ei 
Baron  D€<alt  KS 
Lugoff-Elgin  Middle 
Lugoff-Elgin  '^i 
Pi ne  P ' dge  •'i a;^ e 
Cayce  ; ; 
Busbee  "is-Jle 
Archer    El 
Pore  her   El 
Sanoers-Clyde  El 
Courtenay  El 
Jane   Edwards   El 
i.incoln   hs 
Haut  &aD  «'ddle 
Mary   Ford    El 
^incoln  Middle 
Colunbus   Street  El 
Baptist  Hill    HS 
Sacred  Heart  El 
EAuunc     Bu-ns   El 
Edith  _    fr-erson  El 
Baptist   "11"    El 
Minnie  Hughes   El 
Liberty   "ill    ri 
Phett   E' 
Jennie  Hoore   El 

t    Loan    cancellation    NeTieTTtT 
its    only 
Cs    only 
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For  Hational  Defense  Stud 

Location Code 


of  Schools  Determined  to 
ent  Loan  and  National  Dir 

School  Name 


sniiTH  r.ARni  ina ^  ^    .^. 

have  High  Concentrations  of  Students  from  Low-Income  '"'^^l^es  ,  v  »>.= 

ect  Student  Loan  Cancelation  Benefits  for  the  1976-7T  and  197T-T8  School  Years 

School  Name . 


Location 


Code 


Charlctcon  (con't) 


Cheraw 


Chester 


Chesterfield 


Clinton 


Columbia 


1 

1 

1 

1 

3 

1 

1 

1 

1 

1 

3 

3 

1 

3 

1 

1 

3 

3 

3 

3 

3 

3 

3 

3 

1 

3 

1 

3 

3 

3 

1 

3 

3 

3 

3 

1 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

1 

x; 

3 

3 

1 

1 

1 

1 

3 

1 

3 

3 

1 

1 

1 

1 

1 

1 

3 

1 

1 

1 

3 

3 

1 


Ellington  El      * 
McClellanville  El 
Mitchell  El 
Schroder  Middler 
Morningside  El 
C.  A.  Brown  HS 
Chicora  El 
Mt.  Zion  El 
Burke  HS 
St.  John's  HS 
Chicora  HS 

Dorchester  Terrace  El 
Bethune  El 
North  Charleston  HS 
Ben  Tillman  El 
Bui  St  El 
Long  JHS 
Cheraw  El 
Cheraw  Primary 
Robert  Smalls  El 
Cheraw  HS 
Lewisville  Middle 
Lewisville  El 
Chester  JHS 
York  Road  El 
Southside  El 
Fort  Lawn  El 
Lewisville  HS 
Dora  Jones  El 
Chester  HS 
College  St.  El 
Chesterfield  HS 
Chesterfield  El 
Edwards  El 
Chesterfield  JHS 
Plainview  El 
Clinton  El 
Martha  Denny  Middle 
M.  S.  Bailey 
Florida  Street  El 
Bell  Street  Middle 
Clinton  HS 
Horrell  Hill  El 
Eau  Claire  HS 
Wardlaw  El 
Hopkins  JHS 
St.  Andrews  JHR 
Alcorn  Middle 
Arden  El 

Virginia  Park  El 
Burnside  El 
Burton  El 
Crane  Creek  El 
Crayton  El 
Denny  Terrace  El 
Gibbes  Middle 
Hand  Middle 
Lyons  Street  El 
Roosevelt  Village  El 
Manning  Correctional 
Hyatt  Park  El 
McCants  El 
Logan  El 
Moore  El 
Sarah  Nance  El 
Perry  Middle 
Brockman  El 
Benson  El 
Olympia  Middle 
C.  A.  Johnson  HS 
St.  Andrews  El 
Lower  Richland  HS 
Carver  El 
Gadsden  El 


Colu»bl«  (con't) 


Conway 


Cordova 
Darlington 


Denmark 
Dillon 


Edgefield 

Ehrhardt 

Elloree 

Estill 

Florence 


School 


Floyds 
Gaffney 

Georgetown 


Hopkins  El 

Webber  El 

WSbber  Middle 

St.  Martins  El 

John  G.  Richards  School  for 

Boys 
Willow  Lane  School  for  Girls 
Central  Correction  Institution 
Walden  Correction  Institution 
Womens  Correction  Institution 
Conway  HS 
Pee  Dee  El 
Conway  JHS 
Waccatnaw  El 
West  Conway  El 
Midland  El 
Twelfth  Avenue  El 
Horry  El 
Kingston  El 
Main  Street  El 
North  Conway  El 
South  Conway  El 
Hocnewood  El 
Edisto  HS 
Edisto  Middle 
Edisto  Primary 
Spring  El 
St.  John's  El 
Brunson-Dargan  JHS 
Brockington  El 
Cain  El 
Mayo  HS 
Pine  Middle 
Denmark  El 
Denmark  JHS 
Denmark  01 ar  HS 
Dillon  HS 
East  Dillon  El 
Gordon  El 
J.  V.  Martin  JHS 
Maple  El 
South  Dillon  El 
Stewart  Heights  El 
Johnston  Primary  &  El 
Strom  Thurmond  HS 
W.  E.  Parker  El 
Merriwether  El 
Douglas  El 
Ehrhardt  Middle 
Lewis-Butler  El 
Elloree  El 
Elloree  HS 
Estill  El 
Gifford-Luray  El 
Estill  HS 

Estill  Middle 
Carver  El 

North  Vista  El 

Holmes  El 

Harllee  El 

Bonaire  El 

Tans  Bay  El 

Savannah  Grove  El  ^ 

St.  Ann  El 

Floyds  El 

Floyds  HS 

J.  Paul  Beam  El 

Cherokee  Child  Development 

Center  (K  only) 
Maryville  El 
Howard  HS 
Choppee  K-12 
Andrews  HS 
Deep  Creek  El 


*  Code  1  -  Schools  desiznater!  for  s.oth  NaL.i.^nal  Defertse  and  National  Direct  Student  Loan  cancellation  benefits 
Cod*  ;  -   choo'.-i  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  icHools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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SOUTH  CAROLINA 


Ust  of  Schools  Determined  to   have    fiiph   Cor.cer.Tations   of  Students    frOB   Low-Inrcme   Fiu«lli^, 

For   national   Defense  Student   U,an  and  National   Direct   Student    l^.a.-.    :ar.cellation   Benefit,    for   the    1976-77  and   1977-78  School    Years 

Georgetown    t cav,'  r) 

McDona'a   El                                                               Lake  City 

uoae 

■     bcnooi  Haae 
Lake  City  HS 

Hurrell    s   El 
Parkervi 1 le  El 

Lake  City  El 
Lake  City  JHS 
Olanta   El 

Rosemary  El                                       _ 

aeck   JHS 

Brown   s   ^erry   El 

Plantersville  El                               v                  Lake  View 

Pleasant   Hill   4-12 

Z'irli    HS 
Sr'-drtor    El 

Lake  View  El 
Lake  View  HS 

SajrpU   ':'' 

Lake  View  Middle 

St.   Mar,   -   St,   Cypnan  El                               Lamar 

Lamar   El 

Kensinotcr  11 

.  atria r   «5 

Andrew  Primary 

Spau'-Jinq   El 

Great  falls 

Great   Palls  HS 

Spauidiry;    -^S 

Great  Falls  El                                                         Latta 

Latta   -S 

Great   Falls  Middle 

Latta   Primary 

Green   Sea 

Green  Sea      T'                            « 

Green   Sea   -'                                                              Lor1s 

Latimer  El 
Daisy  •■ 

Greeny  1 1 le 

Overbrook-tastover  El 

Finklea   Miaale 

Alexander  El 

Longs  El 

Monaview  El 

Lorls  El 

Greenville  Child  Development 
Center    (k  only) 

Loris  HS 
Sweet  Home  El 

St,    Anthony 

Lorls  Middle 

Greenwood 

Blake-Central    El                                                  McBee 

McBee  H"; 

Gresham 

Bethel    El 

Plain    V ' pw    : ] 

Britton  s   Neck  HS                                                   McComilck 

McCorrn;.    :  ' 

Hampton 

Sort^  Di^.f-ict  "'ddlp 

"^ 

McConr.Ick   X'ddle 

Hampton   F  '■■ 

Washmgtor   El 

Brunson   t" 

Wiilingtor   Fl 

Wade  Hampton  MS 

John  de  la  Howe  Institution 

Yemassee   Fl 

Plum  Branf- 

HartsviHe 

■^hornwell    tl 

Southside  El                   '                                ■      Manning 

Washington  St.    El 

HcConr.ick   HS 
Alcolu   El 
Manning  Middle 

Antioch  El 
Butler  HS 

Manninq    •-' 

Sonovista  El                                                          Marion 

Easter  ling  El 

Heim  naway 

Heningway  HS 

Johnakin  El 

Hemingway  Middle 

Ma-^.cr   ri 

Hemingway  Primary 

Harbor     "S 

Holly  Hill 

Santzler  f  i    5-8 

Southside  El 

'Gail  lard  L"                                                            Moncks  Ccr- 

er 

Cross  El 

Holly  Hill    Primary 

Cross  HS 

o 

Providence  El    K-z" 

Sandridge  El 

Roberts  H5-Holly   Hill    HS 
St.   James  Fl 
Vance  El 

St,    Stephen   HS 
Berkeley   P 
Berkeley  Middle 

Holly  Hill    ^termecijte 

J.    K,    Gourd  in  El 

Innan 

Pingerville   El 

WhitesvKf    Fl 

Jefferson 

Jefferson  El 

Maceaor-  g    ■  ' 

Johnsonvi  1  le 

Johnsonville  El 

".acecor'a    ■■ 

Johnsonville  Middle 

Socse    .'eel    •^S 

Johnsonville  HS                                                '    • 

Berkeley  riS 

Kershaw 

Kershaw  Middle 

Cainhoy  El 

Kershaw  Fl    -   No,    "    ^s   ? 

Ca inhoy  HS 

Flat  Creek    n 

Mt.    Pisgah  Fl                                                      i 

Mt.    Pisgah  HS 

St     Stept^ns   El 
St.    Stephens  Middle 
Berkeley  Child  Development 

Kingstree 

St,    Anne   5    •; 

Battery  Pari   t-iz                                                 Mullins 

Blakely  >;-12 

Cades   K-12 

Cades-Hebron  HS 

Greeleyville  Primary 

Hebron-Cades  "idale  ^   P^n^ary 

Center   (K  only) 
HcCormick  Primary 
Mullins   El 
Mullins   HS 
Mullins   JHS 
Nichols   El 
North  Mullins   Primary 

Kingstree   F^                                                               Sewl-e  —  y 

B<jsh  R-ver   El 

Kingstree  hS 
Kingstree   JHS 

GantidPy   Mi^/jlp 
Boundary   St      ■  " 

Lane  El 

Silver  Street  Miodle 

St,    Mark    K-l? 

Gallpnan  JHS 

C.    E.    Hurray   t'    S   rS 

Speers  Street  El 

Williamsburg   K-12 

Poiraria  El 

W.    M.    Anderson  Primary 

Prosperity  El 

♦     p— ^—       1 

3 

Carver  Middle 

Code    2    - 
Co<Je   3   - 

.>chuoi!,    uesignated    tor    both    Natloaal    Defense    and    National 
Schools    designated    for   National    Defense    Student    U^an   cance 
Schools    designated    for    National    Direct    Student    Loan    cancel 

Olrect 
Uatlot 
lat Ion 

Student    Loan    cancel  1  ar  {  or,    Vne.'i-s 

benefits    only 
benefits    onlv 
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NOTICES 


For  National  Defense 


Location 


SOUTH  CAROLINA 
List- of  Schools  Determined  to  have  High  Concentrations  of  Students  from 
St.udpnt  Loan  and  National  Direct  Student  toan  Cancellation  Benefits  for 
School  Name    


Code 


Location 


Code 


Lov-Income  Families 
the  1976-77  and  197T-T6  School  Years 
School  Name 


Ninety  Six 
North 

North  Myrtle  Beach 


Orangeburg 


Pageland 
Pampllco 

Pickens 
Rains 

Ridgeland 

Rldgevine 


Ridge- Spring 
Ridgeway 
Rock  Hill 
Seneca 

Simpsonville 
Society  Hill 


Spartanburg 

St.  George 
St.  Matthews 

Springfield 

Suimerton 

Sumter 


Ninety-Six  Middle 

North  El 

North  HS 

North  Myrtle  Beach  HS 

North  Myrtle  Beach  Primary 

North  Myrtle  Beach  El 

Holy  Trinity  El 

Whittaker  El 

Marshall  El 

Sheridan  El 

Brookdale  JHS 

Rivelon  El 

Orangeburg-Wilkerson  HS 

Mellicamp  El 

Belleville  JHS     "^ 

Nix  El 

Holy  Trinity 

Pageland  El 

Petersburg  El 

Pageland  HS 

Hannah-Pamplico  HS 

Hannah-Pamplico  Middle 

Pamplico  El 

Hannah  El 

Pickens  Comprehensive  Child 

Development  Center 
Pleasant  Grove  El 
Rains-Centenary  El 
Rains-Centenary  HS 
Terrell's  Bay  El  &  HS 
Hardeeville  El 
Jasper  El 
Ridgeland  HS 
West  Hardeeville  HS 
McDougall  Youth  Center  Corrections 
Harleyville-Ridgeville  HS 
Jenkins  Hill  Middle 
Clay  Hill  El 
Harleyville  El 
Ridgeville  Middle 
Ridge-Spring  El 
Geiger-Ridqeway  El 
St.  Mary's  El 
Oconee  Comprehensive  Child 

Development  Center 
Givens  Youth  Correctional  Center 
Rosenwald  El 
St.  David's  Academy 
Rosenwald  HS 
Z.  I .  Madden  El 
Cleveland  JHS 
Mary  H.  Wright  El 
Freemont  El 
St.  George  HS 
St.  George  El 
Will  lams  Memorial  Middle 
St.  John  HS 
Bethlehem  El 
St.  John  El 

St.  Matthews  &  Guinyard  El 
St.  Matthews  HS 
Norway  JHS 
Norway  Middle 
Springfield  El 
Hunter-Kinard  HS 
Neeses  El 
Sumerton  El 
SLinrerton  Middle 
Scotts  Branch  HS 
Spring  Hill  El 
St.  Paul  El 
Lemira  El 
Manchester  El 
High  Hills  Middle 


Suatar  (con't) 


Swansea 


Timmonsville 


Turbeville 


Union 


Wagener 
Walhalla 

Walterboro 


Williamston 

wnilston 

Winnsboro 


York 


3 

3 
3 
3 
3 
1 
1 
1 
1 
1 
1 
1 
3 
3 
1 
3 
3 
'  3 
1 

1 

1 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


3 

3 

1 

1 

1 

1 

1 

1 

3 

3 

3 

3 

3 


Ebenezer  JHS 

Hillcrest  HS 

Alice  Drive  Middle 

Alice  Drive  El 

Millwood  El 

Willow  Drive  El 

Furman  HS 

Oakland  El 

Moore  El 

McLaurin  JHS 

Wilder  El 

St.  Judes  El 

Sumter  HS 

Bates  Middle 

Central  El 

Eastern  El 

Mayesville  Institute  El 

Mayewood  HS 

Rafting  Creek  El 

Savage-Glover  El 

St.  John  El 

Stonehlll  El 

Sumter  Pre-Prlmary 

Delaine  El 

Crosswell  Drive  El 

St.  Judes  H'S 

Swansea  El 

Gaston  El 

Swansea  Middle 

Swansea  HS 

Brockington  El 

Johnson  JHS 

Timmonsville  El 

Timmonsville  HS 

East  Clarendon  HS 

East  Clarendon  Middle 

East  Clarendon  Primary 

Jonesville  El 

Jonesville  Primary 

Carlsan  El 

Lockhart  El 

Buffalo  El 

Wagener  El 

Oconee  Child  Deve_lopnent 

Center  (K  only) 
Colleton/Walterboro  JHS 

Bells  El  ^, 

Hampton  ^. /Black  St.  El 

Central  El 
Colleton/Walterboro  HS 

Cottageville  El 

Hendersonville  El 

Ivenia  Brown  El 

Jonesville  El 

Ritter  El 

Ruff In  HS 

Smoaks  Middle 

St.  Anthony  El 

Anderson  #1  Child  Development 

Center  (K  only) 
Williston  El 

Kelly  Edwards  Middle 

Fairfield  JHS 

McCrorey-Liston  HS 

Kelley-Miller-Greenbrier  El 

McCrorey-Llston  El 

White  Hall  El 

Winnsboro  HS 

Gordon  El 

Mount  Zion  El 

Everett  El 

Sharon  El 

McCelvey  El 


Code 
C:>de 
Code 


1  -  Schools  desunated  tor  both  National  Defense  gnd  National  Direct  Student  Lo.n  cnceUatlon  Keneflt7 
^  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
\    -    -cbocls  deslgnateC  for  National  jlrect  Student  Loan  cancellation  benefits  only 
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2845,' 


SOUTH  OAKOTA 


For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Student 
Student  Loan  and  NationaJ.  Direct  Student  Loan  Cancellation  Benefl 


;ode 


:hool  Neuae 


s  froB  Loif-Income  Families 

ts   for  the  1976-77  and  1977-76  School  Years 

Code  *     School   Name 


Alexandria 
Astoria 

Batesland 

Belle  Fourche 

Bison 


Bonesteel 
Brentford 

Bristol 
Bn  rton 

Brookings 
Browns  Valley 
Buffalo 


Canton 

Chamberlain 
Chester 
Clark 
Colome 

Cottonwood 

Custer 

Deadwood 

Dell  Rapids 

DeSmet    , 

Dimock 

Dixon 

Draper 

Dupree 

Eagle  Butte 

Eden 

Egan 

Elk  Point 

Ethan 

Fairfax 

Fairview 

Faith 

Faulkton 

Ft.  Pierre 


f  lardrea- 
Gary 

Geddes 
Glenham 
Gregory 
Groton 


Hanson  SHS 
Astoria  EL 

Astoria  HS 

Batesland  EL 

Rockyford  EL 

Belle  Fourche  HS 

Gay  Park  EL 

Roosevelt  Middle 

Bison  EL 

Bison  HS 

Cash  El 

Bonesteel  EL 

Brentford  EL 

Bristol  EL 

Britton  EL 

Britton  HS 

Brookings  EL 

Browns  Valley  EL 

Bu^'falo  EL 

Camp  Crook  EL 

Cox  EL 

Harding  EL 

Lanesboro  EL 

Lincoln-Ludlow  EL  ■ 

Painter  EL 

Vessey  EL 

Canton  HS 

C.C.  Jacobsen  EL 

Chamberlain  EL 

Chester  EL 

Clark  EL 

Colome  EL 

ivewe'a  EL 

Cottonwood  EL 

Eldorado  EL 

Ha'-rison  Flats  EL 

Deadwood- PI uma  EL 

Deadwood  JHS 

Dell  Rapids  EL 

Dell  Rapids  HS 

Laura  Ingalls  Wilder  EL 

Dimock  EL 

Dixon  EL 

Draper  HS 

Dupree  EL 

Dupree  HS 

Eagle  Butte  EL 

Eagle  Butte  HS 

Ede'-  EL 

Egan  EL 

Elk  Point  EL 

Ethan  EL 

Ethan  HS 

Fairfax  EL 

Fairfax  HS 

Fairview  EL 

Polo  HS 

Faith  EL 

Faith  HS 

Bryant  EL 

Faulkton  EL 

Cheyenne  EL 

Ft.  Pierre  EL 

Trail  EL 

Flandreau  EL 

Gary  EL 

Gary  HS 

Geddes  EL 

jlenham  HS    s^  . 

Gregory 

Grotor  EL 

Groton  Central  HS 


Harrold 

Heel  a 
Herreid 
Herri ck 
Highmore 


Hill  City 

Holabird 

Hosmer 

Hot  Springs 

Hoven 
Hudson 
Humboldt 
Huron 


Ideal 
Ipswich 

Isabel 

Jefferson 
Keystone 
Kimball 
Lake  Andes 

Lead 

Leinnon 

Leola 

Long  Lake 

Mcintosh 
McLaughlin 

Madison 

Ma  r  1 1  n 

Me ' ^  e  t : e 
Ml  iDanK 
Miller 

Mission 


Mitchell 


Mobrldge 


Hidden  Valley  EL 
Riverdale  EL 

Heel  a  EL 

Herreid  HS 

Herrick  EL 

Convent  Rural  EL 

Franklin  EL 

Highmore  EL 

Illinois  EL 

Peno 

Pratt 

Rice  Lake  EL 

Valley  EL 

Washington  EL 

Hill  City  HS 

Holabird  EL 

Hosmer  EL 

Hosmer  HS 

Brainerd  Indian  J-SHS 

Hot  Springs  EL 

Hoven  HS 

Hudson  EL 

Humboldt  EL 

Buchanan  EL 

Huron  SHS 

Huron  JHS 

Huron  Colony  EL 

Jefferson  EL 

Riverside  Colony  EL 

Wilson  EL 

Ideal  EL 

Irswich  EL 

"emprook  Colony  EL 

Isabel  EL 

Isabel  HS 

McCook  EL 

•ceystone  EL 

Mfnpall  EL 

Andes  Central  EL 

Andes  Central  HS 

Central  EL 

Lead  HS 

Lennon  EL 

St.  Lukes  Lutheran  EL 

Leola  EL 

Leola  HS 

Spring  Creek  EL 

Long  Lake  EL 

Long  Lake  Colony 

Mcintosh  EL 

McLaughlin  EL 

McLaughlin  HS 

Garfield  EL 

.ake  Central   SHS 

Bennett  Co.    HS 

Hartm  EL 

Northwester  J-SHS 

«;ock   EL 

Bates   EL 

Spring  Lake  EL 

He  Dog  EL 

North  EL 

South  EL 

Todd  Co.  JHS 

Todd  Co.  HS 

Bradley  Young  EL 

Ejgene  Field  EL 

Litchfield 

Longfellow  EL 

"itc^ien  JHS 

Mitchel"  HS 

•Jhittler  EL 

Beadle  E. 

freeman- Dav '  V   EL 


*  Coda    1    -    Schools   designated    for   ^th   National    Defense    and   National    Direct    Stadent    Loan   cancellation   benefits 
Coda   2    -   Schools   designated    for   Satlonal    Defense   Student    Loan   cancellation   benefits   only 
Code    3   -    Schools   deslgoaced    for   National    Direct    Student    Loan   cancellation   benefits   onl» 
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For  National  Defense 
Location  


List  of  Schools  DetenniDed  to  have  High  ConcenTral'fons  of  Students  from 
Student  Loan  and  National  Direct  Student  Loan  Cancel] ation  Benefits  fo' 
Code  •  School  Name Location 


Low-Income  Faailies 

the  1976-77  and  197T-78  Schoof  Years 


Code  *  School  Name 


HobrldR*  (eon't) 

Mobridge  JHS 
Zion  Lutheran  EL 

Montrose 

Montrose  EL 
Montrose  HS 

Morristown 

Moms  town  EL 

Mound  City 

Mound  City 

Mount  Vernon 

Baker  EL 

New  Effington 

New  Effington  EL 
New  Effington  HS 

New  Underwood 

New  Underwood  HS 

Harmony  EL 

Norris 

Norris  EL 

North  Sioux  City 

Dakota  Lutheran  5-12 

Northville 

Northville  EL 

Okreek 

Okreek  EL 

Oldham 

Oldham  EL 
Oldham  HS 

Onaka 
Orient 

Onaka  EL 
St.  Liborius 

Parker 

Parker  EL 

Parkston 

Miltwon  EL 
New  Elm  Spring  EL 
Parkston  EL 
Parkston  HS 
Washington  EL 

Peever 

Peever  EL 

Pierre 

Prairie  View  Com.  EL 
Riggs  HS 

Pine  Ridge 

Pine  Ridge  Middle  h   « 
Red  Shirt  EL 
Seventh-Day  Adventist 

Porcupine 

Our  Lady  of  Lourdes 

Ramona 

Ramona  EL 
Ramona  MS 

Rapid  City 

Anne  Tallent  EL 
Bergquist  EL 
Central  HS 
Garfield  EL 
General  Beadle  EL 
Horace  Mann  EL 
Knollwood  Heignts  EL 
Lincoln  EL 
North  JHS 
Robbinsdale  EL 

South  JHS 

Stevens  HS 

West  JHS 

Rapid  Valley 

Rapid  Valley  El 

Redfield 

Redfield  El 

Reliance 

Reliance  El 

Roscoe 

Roscoe  HS 

Rosebud 

Rosebud  EL 

Rosholt 

Hutterite  Colony  EL 
Rosholt  EL 
Rosholt  HS 

Rutland 

Rutland  EL 
Rutland  HS 

Sa  lem 

2 

Sal  me  EL 

Sioux  Falls 

1 

Anderson,  L.B.  EL 

2 

Axtell  Park  EL 

2 

Bancroft  EL 

2 

Cleveland  EL 

2 

Edison  JHS 

2 

Frankl in  EL 

1 

Hawthorne  EL 

Sioux  Falls  (con't) 


Sisseton 


South  Shore 

Spearfish 

Spencer 

Spring  Creek 

Stephan 

Stickney 

Sturgis 

Sufiwit 

Timber  Lake 
Tuthill 
Vale 
Veblen 

Vermillion 
Wagner 

Wakpala 

Wasta 

Watauga 

Watertown 


Uaubay 

Waverly 

Webster 
White  Lake 

White  River 

Wilmot 
Winner 
Witten 
Wood 


Woonsocket 
Yankton 


2   Lincoln  EL 

2   Lincoln  HS 

2   Lowell  EL 

2   Patrick  Henry  JHS 

2   Washington  HS 

2   Whittier  EL 

Sisseton  HS 

Thollehaug  Middle 

Westside  EL 

South  Shore  HS 

West  EL 

Spencer  EL 

Spring  Creek 

Stephan  EL 

Auror   Center  EL 

Stickney  EL 

Erskine  EL 

Williams  Middle 

Sunmit  EL 

Summit  HS 

Timber  Lake  EL 

Tuthill  EL 

Vale  EL 

Veblen  EL 

Veblen  HS 

Vermillion  Middle 

Wagner  EL 

Wagner  HS 

Wakpala  EL 

Wakpala  hS 

Wasta  EL 

Watauga  EL 
2   McKinley  EL 
2   Roosevelt  EL 
2   Watertown  JHS 
2   Watertown  HS 

Waubay  EL 

Waubay  HS 

Waverly  EL 

Waverly  HS 

Webster  EL 

White  Lake  EL 

White  Lake  HS 

White  River  EL 

White  River  HS 

Wilmot  EL 

Brunson  EL 

Witten  EL 

Curlew  EL 

Pahapesto 

Schmidt  EL 

Springview  EL 

Wood  EL 

Wood  HS 

Woonsocket 
2   Beadle  EL 
2   Lincoln  EL 

1  Webster  EL 

2  Yankton  JHS 
2   Yankton  HS 


Code  1   "schooU  desii;aaced  for  SotV  Vaclonai  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellatloo  benefit*  only 
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For  National  Defense 


List  of  Schools  I/eterminei  •,;  .■: 
Student  Loan  and  National  Di rec 


_i£aiitssn 


ave  High  'rncent  rations  of  Studer. 
t  Student  Loan  Cancellation  Benef 


jocation 


Code  •     School  Name 


Location 


ts    r.-  >«   ^av-I:.      nv=    Feuailies 

ita  for  the   1976-77  and  1977-78  School  Years 


Ccie 


School  Naae 


AdanSTllle 

Afton 


Allons 

Alpine 
Altamont 
Andersonvllle 
Apison 

Arlington 

Ashland  Cltv 
Baxter 

Bell  Buckle 
Bells 

BcTnls 

Benton 

Bethel   Sprlnijs 

BiR   Pock 

Big   Sandy 

Bloomington   Springs 

Bluff   City 

Bogota 

Bolivar 


Bradford 
Brlcevllle 

rlghton 

rlstol 


Brci^svl  1  le 


Buchannan 
Bulls  Gap 
Burrvtlle 
Butler 


Byrds  town 

Camden 

CarvTrtlle 


Cedar  Grove 
Cedar  Hill 
Celina 

Chattanooga 


Adamsvllle   HS 

Chuckev    Doak 

Nevuiansvllle    EL 

Crockett    County  EL 

Alamo   EL 

Alamo   HS 

Maple   Grove   EI 

Allons    EL 

Alpine    El 

Altamont    EL 

Anderson   EL 

Apison   EL 

Arlington    FX 

Barretts    EI 

East  Cheathan  HS 

Baxter  EI 

Cascade  HS 

Bells  1-1: 

Hollv  Grove  EI 

J.  B.  Young  EL 

Benton  EL 

Bethel  Springs  EL 

North  Stewart  EL 

Big  Sandv  EL 

Bloomington  EL 

Haiston  Point  EI 

Bogota  EL 

Bolivar  EL  ■ 

Bolivar  JHS 

Central  HS 

Bolton  HS 

Bradford  EL 

Brlcevllle  EL 

Brighton  EL 

Cold    Springs    EL 

East    Cherokee   EI 

Valley   Pike   EL 

An  de  ra  on   EL 

Bailev   EL 

Bradford    EI 

riouglas    EI 

East    Side   EL 

Ha  wood    EL 

Havwood   JHS 

Buchannan   EL 

Bulls    Gap    EL 

Burrviile  EL 
Drv  Run  EL 

Little  Mllllgan  EL 
Watauga  EL 
Pickett  Co.  El, 
Pickett  Co.  HS 
Brlaruood  EI 
Camden  EL 
Caryvllle  EI 
Pldnewood  EL 
Stonv  fork  EL 
Hestvlev  EI 
Jo  Byrr.8  HS 
Celina  EI 
C£lina  H.S 
Alton  Park  'H? 
Avondale  EI 
Brown  EI 
Carpenter  EI 
Charles  A  Bell  EL 
Clifton  Hills  EL 
nalewood  ,rHS 
renal  dsor.  EI 

East  Chattanooga  EI 

East  Fifth  Street  JHS 

East  Lake  JHS 

East  Lake  EL 

East  Side  THS 


Chattanooga  (con't") 


Chesterfield 
Chuckey 
Church  Hill 
Clairfield 
Clark ran  )^ 

Clarksburg 
Clarksvllle 


Cleveland 


Clifton 
Clinton 


Coalfield 
Colenont 
College   Grove 
Colllerville 


Collinwood 
Colunbia 

Cooke vl lie 


Copperhlll 
Cordova 
Corryton 
Cosby 


Covington 


Cowan 

Crab  Orchard 

Cra%fford 

Crockett  Mills 
Cross  vllle 


»  Code  1 
Code  2 
Code  3 


Schools  desl'gnated  for  both  Nat 
Schools  designated  for  National 
Schools  designated  for  National 


lonal  Defense  and  National  Dlrec 
Defense  Student  Loan  cancellatio 
Direct  Student  Loan  cancellation 


•larber  EL 
KardT  JHS 
Hemlock  EL 
Henri-  EI 

Highland  =ark  EL 
Howard  El 


;««  LL 


^acev  K. 

"Isslor.arv 

Mobrav  F; 

Hour  tain  Creek  EL 

Ncnaal  Park  ri_ 

North    .diattanooga   JHS 

Oak    r.rove    U. 

Orchard    Knoh    EI 

"^rchard    Knob     'V^ 

Plnavllla   CL 

Pln«T  Wooda   EL 

kldgadaU    EL 

Rlverald*   HS 

St      Elmo    CL 

=  ir.itr,   EI 

White   Oak    El 

Pin   Oak   EI 

Chuckey    EI 

McPheeters    Send    KL 

Clairfield   EL 

Clarkrange   EL 

Clarkranga   HS 

Clarksburg  1-12 

Cohn   EI 

Moore    EI 

Smith    EL 

Big    Springs    EL 

Blvthe    Ave.    EL 

Bower    EL 

East    Cleveland   El 

Cleveland    KG-EI 

"^ank   Hughes    1-12 

Dutch   Vallev  EL 

Marlow   EI 

Shlnllver    EI 

Coalfield    1-12 
Co  1  einor  t    EL 
College   Grove    EL 
Colllerville   EL 
Colllerville   MIDDLE 
Colllerville   HS 
Cclllnwood    1-12 
Carver   -   Smith   EL 
Gollege   Hill   EL 
Dodson   Branch  EL 
Hardvs    >.ar<?:    EL 
Park    Vlfw    El 
Svcamcre    EI 
Copperhlll    EL 
Mt  .    PIsgah    EL 
Ska ggs town   EL 
Cosbv    EI. 
Jones    Cove    EL 
Sraokev   Mountain    EX 
Covlngtor    HP 
Garland   EL 
Ho  1  me  s    EL 
■Cowan    EL 
Crab  Orchard   EL 
Wilson    EL 

^rockett    "Ills    1-12 
Bakers    EI 


■-  rcssvl 
Ian  tan  a  E 
"tdwav  E; 
Pomona  l\ 
Rlnnle  EI 
Tabor  EI 
Woody    EI 


le    EL 


Student    Loan   cancellation   benefits 

benefits    only 
benefits   onlv 
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For  national  Defense 

Location 

Cuiijerland  City 

Daisy 

Dandrldj^ 

r>ecatur 

Decaturvllle 
Decherd 

Deer  Lod(?e 

Delano 
Del    Rio 
Denmark 


Devon  la 
Dover 

Doyle 

Dresden 

Drunoonds 

Ducktown 

Duff 

Dunlap 

Dyer 

Dyersburg 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students   from  Ixjv-Inc^e  Families 

.M:[  :lln  and  H^tinnal  Direct  Student  Ix^an  Cancellltion  Benefits  for  the  1 976-71  and  l?T7-78  School  Years, 

.....   .     c^.»nnl    Na^P  T^cation  Code  School   Name 

Thomas   1-1-' 


Eaglevllle 
Edison 

Elliabethton 


Elkton 
Elk  Valley 
Ellendale 
Elora 
Erin 

Erwln 


Estill   Springs 
Fayettevllle 


Flnley 
Flag  Pond 
nintvllle 

Fort   Pillow 
Franklin 

Friendship 

■Gadsden 

Galnesboro 


W.  T. 

Allen  EL 

Chestnut  Hill  EL 

Swannsylvanla 

Cedar  Valley  EL 

Fairvlew  EL 

Decaturvllle  EL 

Decherd  EL 

Oak   Grove   EL 

Chestnut   Ridge   EL 

Deer   Lodge   EL 

Delano   EL 

Del   Rio   EL 

Denmark   EL 

West   JHS 

West    SHS 

Rosedale   EL 

Dover  EL 

Stewart   Co.   HS 

Doyle   EL 

Dresden    EL 

Dnjranonds   EL 

Ducktown   EL 

White   Oak   EL 

Wynn  Habersham  EL 

Griffith   EL 

Dyer   1-12 

Dyer  County  Central  EL 

Dyersburg  JHS 

Fifth   Consolidated   EL 

Jennie    Bell    EL 

Poellan   EL 

Eaglevllle  1-12 

Clinch  EL 

Kyles  Ford  EL 

Cap  Creek  EL 

Harold  McCormick  EL 

Happv  Valley  EL 

Happy  Valley  MIDDLE 

Hunter  EL 

Keenburg  EL 

Midway  EL 

Slam  EL 

Souths  Ide  EL 

Unaka  EL 

Unaka  HS 

Elkton  1-12 

Elk  Valley  EL 

Ellendale  EL 

Elora  EL 

Erin  EL 

Houston  County  HS 

Evans  EL 

Lone   Chapel   EL 

Martin  Chapel  EL 

Rock   Creek   EL 

Temple   HIU    EL 

Est  11  1    Springs    EL 

Boonshlli    1-12 

Eight  District  EL 

Howell  EL 

Lincoln  EL 

Flnley  EL 

Flag  Pond  EL 

Fllntville  EL 

Fort  Pillow  State  Farm  N.G. 

Franklin  JHS 

Franklin  KIDDLE 

friendship  1-12 

Gadsden  1-12 

Flynns  Lick  EL 

Fox  EL 

Galnesboro    EL 

Jackson    Cxivmcv    HS 


Georgetown 

Gibson 

Grand  Junction 

Granville 

Greenback 

Greenfield 
Greene vllle 


GrInBley 

Guild 

Halls 


Hampshire 

Hampton 
Harriman 

Harrogate 


Hartford 

Hartsvllle 
Henderson 


Hennlng 
Henry 

Hilham 

Holladay 

Hombeak 

Homsby 

Humboldt 


Hunt land 
Huntsvllle 


Huron 
Jacksboro 

Jacka  Creek 
Jelllco 

Joel ton 
Johnson  City 


Jonesboro 
Kenton 


1  Eastvlew  EL 

1  Meadowvlew  EL 

3  Gibson  K-12 

1  Grand  Junction  EL 

1  Granville 

3  Glendale  EL 

3  Greenback  EL 

3  Greenfield  EL 

3  Camp  Creek  EL 

3  Cedar   Creek   EL 

3  Crescent   EL 

3  DeBiisk   EL 

3  Glenwood  EL 

1  Highland  EL 

3  Greystone  EL 

1  North   Greene  HS 

3  South   Greene  HS 

3  St.    James   EL 

3  Sunnyside  EL 

1  West  Pines  HS 

1  Grlmsley  EL 

3  Guild  EL 

1  Halls  EL 

1  Halls  HS 

1  Nanklpoo  EL 

1  Hampshire  1-12 

3  Hampton  EL 

3  Emory  Heights  EL 

1  Harriman  Central  EL 

1  Ellen  Myers  EL 

1  Forge  Ridge  EL 

1  Forge  Ridge  HS 

1  H.  Y.  Llvesay  EL 

1  Grassy  "ork  EL 

3  Hartford  EL 

3  Trousdale  County  EL 

3  Chester  County  HS 

3  Chester  County  JHS 

3  East  Chester  County  EL 

3  West  Chester  County  EL 

1  Hennlng  EL 

1  Henry  EL 

1  Hilham  EL 

1  Holladay  1-12 

1  Hombeak  EL 

1  Homsby  EL 

1  East  End  EL 

1    Gibson  Annex  EL 

1    Humboldt  JHS 

1    Main  Street  EL 

1    Stigal  EL 

3    Huntland  1-12 

1    Capitol  Hill  EL 

1    Huntsvllle  EL 

1    Huntsvllle  MIDDLE 

1    Norma  EL 

3    Westover  EL 

1    Jacksboro  EL 

1    Pine  Crest  EL 

1    Jacks  Creek  EL 

1    Jelllco  EL 

1    Jelllco  HS 

1    Tennessee  State  Youth  Center 

1    Barnes  EL 

3    Central  EL 

3    Coluniius  Powell  EL 

3    Happy  Valley  EL 

3    Henry  Johnson  EL 

1    Keystone  EL 
1    King  Springs  EL 
3    North  Side  EL 
1    Stratton  EL 
3    Lamar  EL 
1    Kenton  1-12 


Code 
Code 
Code 


-  Schoo  ,  desmnated  tor  both  National  Detens.  and  National  Direct  Student  Loan  c« 
.  -  .choo  ,  designated  for  National  Defense  Stadent  Loan  cancellation  benefit,  only 
3  -  school,  designated  tor  National  Dtrec-  Srad^n'  Loan  cancellation  benefits  oaty 


ncellarion  benefits 
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List  of  School*  Determined  to  have  High  Concentrations  of  Students  fr 
Student  loan  and  lational  Direct  Student  Loaa  Caacellatiop  Becefits  r 


School  Hame 


Ijocation 


Kings port 

Kl  ngs t  on 
Kno  rvl  1 1  e 


Laager 

La  Follette 


La  Grange 
Lake  City 


Lancing 

Laurel    Bloomerv 

Lavlnla 

Lebanon 


Lenoir   C;  rv 

Levlsburg 
Lexington 


Liberty 
Linden 


L; vlneston 


Arcadia   EL 

Long   Island    EL 

Orebank    El 

Temple   Star   EL 
Washington   EL 

Fa  i  rvl  ew   EL 

Paint    Rock   EL 

Beardslv   JHS 

Beaumont    FL 

Brown  low    EI. 

Dora    Kennedy    EL 

Eastport    EL 

Fair   Garden    EI 

Fienniker    EL 

Hap   Creek    EL 

i"reen   EL 

Insklp    EI. 

John   Sevier   EL 

Lincoln   Park    EL 

Lonsdale    EL 

Mavnard    EL 

McCallle   El 
Oakwood    EL 

Park    JHS 

Park    I^urv   EL 

Perkins    H. 

Ramsev    FL 

Flverdale    EI 

Sam   Hli:    EI 

Van   Gilder   JHS 

Vestal    EL 

Vine    JHS 
West    View   EL 

«wlss    Memorial    EL 

College   Hill    EL       , 

Ccolidge    EL 

Demcrv    EL 

Grantsbcro   EI, 

LaFellette    East    EL 

LaFoUette    JHS 

LaFollette   Dmst    EL 

LaFollette    HS 

Pleasant   Ridge    n. 
Stinking  Creek   EL 

Valley   View   EL 

La    C-range    Consclldated    EI 

Lake    Cltv    El 

Lake    City    HS 

Med  ford   EL 

Lancing   EL 

Laurel    Blocmerv   EL 

Lavlnia    El 

Highland    Heights    El 
Lebanon    Education    Center 

EL 

Tuckers   Cross    Roads    EI. 

Browder   El 

Lenoir   Citv   MIDDLE 

Nichols   EL 

West   Hill   El 

Hard  1  son    EL 

Jones    EL 

McCord    EL 

Bargertor.    EL 

Lexington   HS 

South    Haven    EL 

West    El 

^^ 

fedar   Creek   EL 

1 

linden   EL 

3 

Perrv   Co.    li.*: 

3 

Plneview    El 

1 

1 

Pope    EL 
Independence    El 

1 

Pleasant    Vallev    EL 

lobelvllle 
loudon 


Luttrell 

Lutts 

Lynnvllle 

McKenrle 


Madlsonvllle 
Haryvllle 


Mascot 
Mason 


Maury  City 
Maynardvllle 


NadlM 
Mnphla 


.•chz 


S&mrj 


■  'iff  •.  .  1  es 
o- :   1977-78  School  Yeaj. 


EL 


Be  a  r  ds  t  own    EL 

Ij^belrllle    EL 
liavis    FI 
Icuf^r    T' 
Stukee    F.I 
Luttrei;    El 
PlnhocV    r.. 
Jones    I  -  I' 

«cFern:e    EI 

McKenrle    JHS 

McLemi^resvllle 

West    n. 

Madlsorvllle   EL 

Madlsonville  MIDDLE 

B  un  ga  I  ow   EL 

Ft.    Craig   EL 

Lincoln   Heights   MIDDLE 

We  s  t    e: 

Mascct    El 

Bernard    EL 

Braden   EL 

Mason   EL 

Southwest   EL 

Haur*   Clrv    1-12 

Pig    Fldg«    El 

Hera    e    HavT'ard   HS 

Hav.an-!-.-'.  1 ;  e    EL 

Medina   K-12 

AicT  n 

.'.  I  ■  or    El 
A.    E .    hill   EL 
Bellevue   EL 
Belclalr  EL 

Bethel    Grove   EL 

Brookneade   EL 

Bruce    El 

Caldwell    EL 

Capelvllle   EL 

Games   EL 

Charpean    EL 

Cherokee   H, 

Chicago    Pari>    EL 

Chlckasav   JH.' 

Co  1  on  1  a  1    El 

Coming    fX 

Caro   Lake   EL 

Croim»elI    EL 

Cummings   El 

Cyp  re  ss    JHS 

Delano    El 
Douglas?    El 
Dru»  E: 
r>i.inlar    EL 
East    r. 
Ford    !<oac    El 
Florida    El 
Falrley    EI 
Fairvlew   JHS 
Frayser    EL 
Gaiter    JHS 
i-eorgia    ^vt'^'je 
Cran!    FI 
Guthrie    El 
f'-ordon    El 
C.  ra  ve  s    EI 
CrahaBfc«:'Od 
Ceorglar   Hi  1 j 
Hollywood    El 
Han  ley   Fl 
Hawkins    fl 
'^■ami  1 1  on    F.I 
K-.jnes    ,THS 
RaElItor    ,rH5 
TdlewIId    Fl 


EL 


El 


*  Code    1    -    Schools   designated    for   t>oth   Haclonal    Defense   and   National    Direct   Student   Loan   caocellat loo  "beMTr'T 
Code   2    -    Schools   deslgaated    for   National    Defense   Student    Loan   cancellation   beneflti   only 
Coda   3    -    Schools   designated    for   National   Direct   Student   Loan  cancellation   benefits   only 
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For  National  Defense 


List  of  Schools  Determined  to 
Student  Loan  and  National  Dir 


TENNESSEE 

have  High  Concentrations  dT  Students  from 
ect  Student  Loan  Cancellation  Benefits  for 


School  Name 


Location 


Code 


Low-Income  Families 
the  1976-77  and  1977-76  School  Years 
School  Name ^ 


MtapKls  (con' t) 


Vlddleton 
"1  ;  1  lnB;ton 


Minor   Hill 

M>ha«k 

MDOToe 

NwtMgl* 

Mntany 


MooresburK 
Morris  Chapel 


'ackson   EI 
Kansas   EL 
Klondike   EL 
Kingsbury  EL 
Leath   EL 
Locke   EL 
Lauderdale   EL 
La   Rose   EL 
Lincoln   EL 
Levi   EL 
Lonjfvlew  EL 
Lincoln  JHS 
Lester   JHS 
Lucy  EL 

Mallory  Heights   EL 
Manor  Lake   EL 
Macon   EL 
Magnolia   EL 
Manassas    JHS 
Melrose    JHS 
Norrls   EL 
Oakhaven   EL 
Orleans    EL 
Peabody    EL 
Porter   JHS 
Prospect   EL 
Ralnshaven   EL 

Riverside   JHS 
River   View  EL 

Rozelle   EL 
Sea  Isle  EL 
Shady  Grove  EL 
Shannon   EL 
Sherwood   EL 
South   Park  EL 
Sprlngdale   EL 
Stafford   EL 
Snowden   EL 
Vollentine   EL 
Vance   HS 
Walker  EL 
West    Side    EL 
Westhaven  EL 
Uestwood   EL 
Westwood    JHS 
Whitehaven   EL 
Whites   Chapel    EL 
Whitney  EL 
P.    T.    Wsshlngton   HS 
Fast    HS 
Mitchell    HS 
Northslde   HS 
Douglass    HS 
Hamilton    HS 
Melrose   HS 
Southslde   HS 
Carver   HS 
Mlddleton    EL 
Mlddleton    HS 
F.    A.    Harold    EL 
E.    E.    Jeter   EL 
Mlllington    EL 
Woodstock  EL 
Minor  Hill    1-in 
McDonald    EL 
Monroe    FL 
Monteagle    EL 
Mavland   EL 
Monterey  HS 
rffleman   EL 
Lakevlew  EL 
Mooresburg   EL 
Morris    Chapel    EL 


Morristown 

^k>8cow    . 
Hosheim 
Mountain   City 


Mt .   Pleasant 

Mulberry 
"unford 

Murfreeaboro 


Nashville 


Newbem 
Newcomb 
Newport 


New  Tazewell 
Normandy 

Oakdale 
Obion 

Ocoee 
Old  Fort 
Oliver  Springs 
Oneida 

Only 

Ooltewah 
Pall  Mall 
Palmer 
Paris 


1 

1 

1 

3 

1 

3 

1 

1 

1 

3 

1 

3 

3 

3 

3 

1 

3 

3 

3 

1 

3 

3 

3 

1 

1 

3 

1 

3 

3 

3 

3 

1 

3 

1 

3 

1 

1 

1 

1 

1 

1 

3 

1 

1 

3 

1 

1 

1 

1 

3 

1 

i 
1 
3 
3 
3 
1 
1 
1 
1 
1 
1 
3 
3 


Lincoln  Heights   EL 

Roberts   EL 

Moscow  EL 

West   Creene  HS 

Doe  kL 

Mountalng  City  EL 

Neva  EL 

Shouns  EL 

Mt.  Pleasant  MIDDLE 

Mt.  Pleasant  EL 

Mulberry  EL 

Munford  EL 

Munford-Ellls  EL 

Buchannan  EL 

McFadden  EL 

Walter  Hill  EL 

Bailey  EL 

Berry  EL 

Caldwell  EL 

Carter  Lawrence  EL 

Cockrlll  EL 

Cora  Howe  EL 

"all-Hamilton  EL 

Eakin  EL 

Glen view  EL 

Gra-Mar  EL 

Glencliff  EL 

Highland  Heights  EL 

Head  EL 

Haynes  EL 

John  Early  EL 

Joknton  El 

Klrkpatrlck  EL 

Lockeland  EL 

McKlssack  EL 

Margaret  Allen  EL 

Murrell  EL 

Pearl  HS 

Park  Avenue  EL 

Richland  EL 

Rosebank  EL 

Ross  EL 

Turner  EL 

Warner  EL 

Whitslt  EL 

River  Bend  State  Prison  School  NG 

Spencer  State  Youth  Center  NG 

Tennessee  Preparatory  School  1-12 

Tennessee  Prison  for  Women  NG 

Tennessee  Reception  and  Guidance  Center 

Newbem  Gramnar  EL  NG 

Newcomb  EL 

Bridgeport  EL 

Centerview  EL 

Edgemont  EL 

Northwest   EL 

Ross  EL 

Midway  Consolidated  . 

Normandy  EL 

Jones  EL 

Oakdale  EL 

Cloverdale  EL 

Obion  EL 

Ocoee  EL 

Old  Fort  EL 

Norwood  JHS 

Burchfield  EL 

Oneida  1-12 

Tumey  Center  for  Youthful  Offenders  NG 

Ooltewah  EL 

Pall  Mall  EL 

Palmer   EL 

Atkins   Porter  EL  » 

Grove   JHS 


National  Defense  and  National  Direct  Student  Loan  cancellation  benefits 


Code  1  -  School?  designated  for  both  

Code  2  -  Schools  designated  for  Matlonal  Defense  Sf.dent  Loan  cancellation  benefits  only 
Code  3  -  Sct-ools  designated  for  National  Direct  St.,d?nt  Loan  cancellation  benefit!  only 
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List 

TENNESSEE 

of  Schools  Determined  to  have  High  Concentrations  of  Student p 

':-  -m  Low-IncoBie  Families 

For   National    Defense 

Student   Loan  and' National    Z^rect    Student   Loan  Cancellation   Benefits 

for   the   1976-77   and   1977-78   S.-honl    Yenris 

Location 

Code 

•     School   Name                                                             Location                      Code  •     School   Naae 

P»rli    ("con'rl 

Inman    EL                                                                               Sewanee                                     3 

Sewanee   EL 

John   F.    Miller    EL                                                     Shady  Vallev                       3 

Shadv   Valley 

Van   Dvke   EL                                         .                         Sharps  Chapel                     1 

Sharps   Chapel    EL 

FarrottsvUle 

Parrot tsvllle   EL                                                       Shelbyvllle                         3 

Flat' Creek    EL 

Parsons 

Parsons    EI                                                                  _^                                                          3 

Pleasant    Grove    EL 

Parsons    JHS                                                                 *                                                           1 

Madison    Street   EL 

Pelham 

Pelhaw  EI                                                                                                                                 ] 

Shelbyville   Mills   FL 

Petersburg 

Petersburg  EL                                                              Shervood                                3 

Shervood   EL 

Petros 

Petros   EL                                                      '                 Sljcnal   Mountain                 3 

Lone   Oak   El 

Philadelphia 

Philadelphia   EI                                                      ^                                                     1 

Sawer    EL 

Plkevll le 

Bledsoe    Countv   HS                                                 '    Smithvllle                            1 

DeKalF    r<>unty  HS 

Cecil    R.    Figsbv   EI                                                                                                           j 

SBltbville    EL 

"11    El                                                                       Sneedvlllc                          1 

Flat      -p    EL 

Marv    V.    Wheeler    EI                                      ,                                                                     j 

Han;ocK    "entral   EL 

Plkevtile    Fi                                                                                                                           1 

Han  CO c.    HS 

Taft   Youth    Center    fJG                                                                                                      ] 

Mulberry    Gap   EL 

Plnson 

Plnson    ET.                                                                                                                                 ] 

Sea;    Ha'Fis    EL 

Pioneer 

Straight    Fcrk   EL                                                       Soddy                                       2 

Soddv    El 

Pleasant    Hill 

Pleasant    Hill   EL                                                       Somervllle                            1 

Central    EL 

Prospect 

Prospect    1-12                                                                                                                ; 

East    Side   EL 

Pvilaskl 

Beech   Hill    1-12                                                                                                                   ] 

Payette  Ware   North   EL 

Bodenhan   1-12                                                                                                                       ; 

Fayette  Ware   South   EL 

Campbellsvllle    1-12 

Gamett    EL 

'"-lies   Courtv   HS                                                                                                           ; 

Jefferson   EL 

Pulaski    FL 

Soaervi  1  le   EL 

Pulaski    _THS                                                                                                                            J 

Tennessee  Youth   DevelopBcnt   Center  KG 

"^«t   «ili   EL                                                            s^^jh  ^^^^                      . 

1          South    Fulton   EL 

"ur^-ear 

Purvear   EL                                                                     gparta                                     ] 

Don   De   Croft   EL 

Ramer 

Raraer   EL                                                                                                                           j 

East    Sparta    EL 

Readwille 

West    Side    EL 

)            i-indlav    }Z 

Reagan 

Reagan    EL 

)           White    County    JHS 

Red   Bollinc   Springs 

Hermitage   Springs    1-12                                          Speedwell                              ] 

I          Powell   Valley   EL 

Red   Boiling   Springs   1-12                                                                                       j 

Powell    Valley   HS 

Reliance 

Reliance   EL                                                                   Spencer                                   : 

1           Mountain    View  EL 

ireasv   Creek  EL 

)           Spencer    EL 

PUevlUe 

HillsvlewE!                                                               -Springfield                          1 

Bransford   EL 

Ricevllle   EL                                                                                                                  j 

L          Cheatham  Park   EL 

Rickman 

Rickman    1-12 

L          Krlsle   EL 

Ridef  ly 

I^ara   Kendall   EL 

I          Oakland   EL 

Ripley 

Arp   EL 

)           Sprlngflelc    JHS 

"f'-'^l^^                             -                                     Springville 

}           =:prinrville    EL 

^"^^   ^^                                                                        Stanton                                   ] 

L          '^."ur^    Katchie   BL 

'''Pl^^  "S                                                                   Strawberrv  Plains 

}          Rush    Strong 

RiPl^^  J^                   •                                                  Sunbright' 

i          SunbrlEht    1-12 

Ripley    EL                                                                            ^.^j^ 

3          Blanche    1-12 

Plvpi 

Rives   EI                                                                          Taiewell 

L          Alanthus   EL 

Roai.   Mountain 

Cloudland   EL 

L          Claiborne   County  HS 

Cloudland   HS 

1         Springdale  EL 

Fob'^^.ns 

Pobhlns    EL 

I         Soldiers  Memorial  EL 

P'ckwood 

Pine   View  EL 

I         Tarewell-New  Tazewell  EL 

Pond   Grove  FL                                                          Telllco  Plains 

1          Ball   Play  EL 

Roeersville 

Dodson   Creek   EL 

1          Coker   Creek   EL 

Keplar   EL 

3          Rural    Vale   EL 

- 

Rock   Hill    EI 

1          Tellico  Plains   EL 

Havkins   EI                                                                     Tennessee   Ridge 

3         Tennessee  Ridge  EL 

Rutherford 

Rutherford   1-12                                                          Thompsons   Station 

1          Burwood   EL 

Rutledge 

Joppa  EL                                                                          Tiptonvllle 

1          Lake   County  HS 

Rut  ledge    EI 

L          Margaret    Newton   EL 

Rut  ledge   HS                                               _                    joone 

L           Toone    EI 

Sale   Creek 

Sale   Creek   EL                                          '                    Townsend 

3          Totmsend   1-12 

Sale   Creek   HS                                                               Tracy  City 

1          Grundy  County  HS 

Sardis 

Sardis    1-12 

1           Plain view   EL                                                     — 

Savaimah 

Cerro   Gordo   EL 

1           <;book    EI 

Central  HS                                                                 Trade 

1           Trade    FI 

Nixon  EL                                                                          Trenton 

1           Srr-.ng   Hill    1-12 

South   EI 

1           Trenton    East    EL 

Walnut    Grove    EL 

1           Trenton   West    EL 

White    EL 

1           Trenton   HS 

Scotts    Hill 

Scotts    Hill    1-12                                                            -rercvant 

1          Trezevsnt    1-12 

Selmer 

Selmtr    EI                                                                             Trimblt 

1           Trintlp    EL 

Sevlervllle 

BcTds    Creek    EL                                                                 TuUahoma 

3           H 1  r  ke  r  s  on   EL 

Nev    'lent er    EL                                               • 

1          Highland   Rla  School    for  Girls   7-12 

Pltt^an    renter   EL                                                         Turtletown 

1           TurtletowT-:    El, 

' 

Wearvood   FI                                                                   -,_  ,  ^^ 

-:           ItnlcM    F: 

♦  Code    1    - 

Schoc 

Is    designated    for    both    National    Defense    and    Nstlonal    Direct    Student    Loan    c»ncelUt'-r    •^en»'1•. 

Cod«   2    - 

Schools   designated    for   National    Defense   Student    Loan   cancelUtlon   be 

lef Its    only 

Coda  3  - 

Schools    designated    for   National    Direct    Student    Tji«n    r«nc11«r<«n    K»~ 

►  f  <  f  •      nT,  1  ^- 
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NOTICES 


TENNESSEE 


For  National  Defense 


Location 


List  of  Schools  Determined  to  have  High  Concentrations  of  Student 
Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefi 
Code  •  School  Name ^0^^^^°^ 


3  from  Low-Income  Families 

ts  for  the  19T6-T7  and  1977-78  School  Years 

Code  *  School  Name 


Union  City 
Unlonvllle 
Viola 
Vonore 

Walling 

Wartburg 

Wartrace 

Washburn 

Watauga 

Waynesboro 


Westmoreland 
Whltehouse 
Whiteside 
Whltevllle 


3 
3 
1 
3 
3 
1 
3 
1 
3 
3 
3 
1 
3 
3 
3 
1 
1 
1 
1 


Whitwell 

Dixie   EL 

Wlldersvllle 

Coranunity  EL 

Winchester 

3 

Viola  EL 

Vonore   EL 

Vonore   HS 

Central  View  EL 

Central   EL 

Normandy  EL 

» 

Wartrace   EL 

Washburn   1-12 

Range   EL 

Wlnfield 

Wayne   County  HS 

Woodbury 

Wavnesboro  EL 

Waynesboro   MIDDLE 

Westside   EL 

Woodland   Mills 

Westslde   EL 

Yorkville 

Whiteside   EL 

Whltevllle  North 

Side 

EL 

Whltevllle  North 

Side 

>fIDDLE 

Griffith  Creek  EL 

Beaver  EL 

Alto  EL 

Center  Grrjve  EL 

Clark  Memorial  EL 

Franklin  County  HS 

Keith  Springs  EL 

Mary  Sharpe  EL 

North  JHS 

South  JHS 

Winchester  Springs  EL 

Wlnfield  EL 

Auburn  EL 

East  Side  EL 

Short  Motmtain  EL 

Woodland  EL 

Yorkville  1-12 


List  of  Schools  Determined  to  have 
For_  National  Defense  Student  Loan  and  National  Direct  St 
;ode  •  School  Name 


TEXAS 


High  Concentrations  of  Students  from  Low-Income  Families 

udent  Loan  Cancellation  Benefits  for"The  1976-77  and  1977-78  School  Years 


Locatior 


Location 


Cod 


Abbott 

Abernathy 

Abilene 


Ackerly 
Afton 
Agua  Dulce 
Alice 


Allison 

Alpine 

Altair 


Alta  Loma 

Alto 

Alvarado 

Alvord 

AmarlUo 


Amherst 
Anderson 
Andrews 
Anson 


3 
1 
1 
1 
1 
3 
3 
3 
2 
3 
3 
3 
3 
3 
3 
•  3 
I 
I 
3 
1 
1 
1 
I 
1 
3 
1 
3 
3 
3 
3 
2 
I 
2 
3 
3 
3 
3 
3 
2 
3 
1 
3 
2 
3 
3 
3 
3 
1 


Abilene  ISO 


K-8 


Abbott  ISD 

Abernathy  ISD 

College  Heights  EL 

Fannin  EL 

Franklin  JHS 

Jones  EL 

Lee  EL 

Locust  EL 

Mann  JHS 

Milam  EL 

Travis  EL 

Valley  View  EL 

Haraby  ISD 

Sands  ISD 

Patton  Springs  ISD 

Agua  Dulce  ISD 

Adams  JHS  -  Alice  ISD 

Dubose  Middle 

Garcia  EL 

Memorial  Middle 

Nayar  EL 

Saenz  EL 

Salazar  EL 

St  Joseph  School 

Allison  ISD 

Alpine  ISD 

Eagle  Lake  Middle 

Eagle  Lake  Primary 

Garwood  EL 

Sheridan  EL 

Santa  Fe  ISD 

Alto  ISD 

Alvarado  ISD 

Alvord  ISD 

Emerson  EL    -    AraariUo   ISD 

Glenwood  EL 

Humphrey's  Heights  EL 

Mesa  Verde  EL 

Our  Lady  of  Guadalupe 

Robert  E.  Lee  EL 

Sanborn  EL 

South  Lawn  EL 

St  Laurence  School 

Will  Rogers  EL 

Amherst  ISD 

Anderson-Shiro  ISD 

Glorieta  EL  -  Andrews  ISD 

Anson  ISD 


Rice  ISD 


K-6 


K-6 


Anthony 

Anton 

Apple  Springs 

Aransas  Pass 

Arp 

Asherton 

Aspermont 

Athens 


Atlanta 
Austin 


Aval on 
Avery 
A  v  linger 
Bal linger 
Balmorhea 
Bandera 


Code  I  -  Schools  designated  for  both  Nat 
Code  2  -  Schools  desti(r\«ted  for  National 
Code  3  -  Schools  desUnaterf  tor  Natto^a■. 


.onal  Defense  and  National 
Defense  Student  Loan  caace 
Clrecc  Student  Loan  caaccl 


*  School  Name 


Anthony  ISD 

Anton  ISD 

Apple  Springs  ISD 

Aransas  Pass  ISD 

Arp  ISD 

Asherton  ISD 

Aspermont  ISD 

Athens  HS  -  Athens  ISD 

Athens  JHS 

North  Middle 

West  EL 

Atlanta  ISD 

Allan  JHS  -  Austin  ISD 

Allison  EL 

Baker  JHS 

Becker  EL 

Blackshear  EL 

Brooke  EL 

Brown  EL 

Campbell  EL 

Dawson  EL 

Fulmore  JHS 

Govalle  EL 

Johnston  HS 

Maplewood  EL 

Mathews  EL 

Martin  JHS 

Metz  EL 

Norman  EL 

Oak  Springs  EL 

Ortega  EL         ' 

Palm  EL 

Pease  EL 

Ridgetop  EL 

Rosedale  EL 

Rosewood  EL 

Sims  EL 

St  Austin  K-8 

St  Mary  1-8 

Travis  Heights  JHS 

Webb  JHS 

Zavala  EL 

Avalon  ISD 

Avery  ISD 

Avinger  ISD 

Ballinger  ISD 

Balmorhea  ISD 

Bandera  ISD 


udent  Loan  cancellation  benefits 


Direct 

nation  benefits   only 

latlon  benefits   only 
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TIWS 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students 
For  National  Tefense  Student  Loan  and  Saticnal  Direct  Student  Loan  Cancellation  5-<=re:.t; 


Location 


Code   •     Schcol    l^aae 


Location 


fro«   Low-Incoae  Faaiiies 

and  1977-78  School  Yearg 


Banquete 
Bark  5  dale 
Bart lett 
Bastrop 
Bay  City 


Bay town 

Beajmcnt 


Bedford 


Beevil  le 


BellviUe 


Benavides 


Ben  Bolt 
Ben  Wheeler 

Big  Spring 


Bishop 


Bledsoe 

Bl ooraingt  or 


Bluff  Dale 

Boerne 

Bogata 


'^ocse   CreeK  ISD 


South  Park  ISD 


Banquete  ISD 

Nueces  Canyon  ISD 

Bartlctt  ISD 

Bastrop  ISD 

Bay   City   HS   -   Bay   City   ISD 

Bay    City  JHS 

Cherry   EL 

Holmes    EL 

Holy    Cross    School    1  -6 

McAlitster   JHS 

Pierce   Pric^rv 

Carver-Jones    EL    - 

San   Jacinto   EL 

Assumption   School 

Blanchette    EL 

Crockett    JHS    -    Beaumont    ISDi 

Dow  ling  EL 

Dunbar  EL 

Fehl  EL  -  South  Park  ISD 

Fletcher  EL  -  Beaumont  ISD 

French  EL 

Hebert  HS  - 

Lincoln  JHS 

Lucas  EL 

Martin  EL 

Odom  JHS  -  South  Par 

Ogden  EL  - 

CXir  Mother 

Price  EL 

St  Anthony 

Euless  JHS 

Midway  Park  EL 

North  Euless  EL 

Oakwood  Terrace  EL 

South  Euless  EL 

Trinity  HS 

West  Hurst  EL 

Wllshire  EL 

F.M.C.  EI.  -  Beeville  ISD 

Hall  EL 

Jackson  EL 

Madderra  EL 

Our  Lady  of  Victory 

Tyler  EL 

BellviUe  JHS  -  BellviUe  ISD 

O'Bryant  EL 

Spicer  EL 

West  End  EL 


South  Park  ISD 
-  Feaumont  ISD 


Beaumont  ISD 

of  Mercy  -  South  Park  XSD 

-  Beajaont    ISD 

-  Hurst-Euless    Bedford   ISD 


KS  -  Benavides  ISD 

r  i  Tia  rv 


Benavides 

Benavldes 

Freer  EL 

Freer  JHS 

Realltos  EL 

Ben  Bolt-Palito  Blanco  ISD 

Martins  Mill  ISD 

Airport  E 

Bauer  EL 

Bovdstun  EL 

Cedar  Crest  EL 

Lakeview  £L 

Runnels  JHS 

Bishop  JHS 

Eastslde  EL 

petronlla  EL 

Westslde  EL 

Bledsoe  ISD 

Bloomlngton  El 

Bioomlngton  J'r- 

Flacedo  EL 

Bluff  Dale  1 S: 

Boerne  ISD 

Bogata  EL  -  Ta 

t<  ivercres  t  HS 

Talco  El, 


!:g  Spring  ISD 


Bishop  ISD 


Donm-gLf n  ISO 


-Bogato  ISD 


Bo  ling 
Bonhaa 
Bovlna 
Bowl* 

Boys  Ranch 

Brackettville 

Brady 


Bremond 

Brenham 

Bridgeport 

Brlsco 

Broaddus 

Bronte 

Brooke  land 

Brownfleld 


Brownsboro 
Brownsville 


Brownwood 


Bryan 


Buckholts 

Buffalo 

Buna 

Burkeville 

Burnet 


Burton 


Caldwell 
Calvert 

Cameron 
Canutillo 
Carbon 
Cantlne 

Carriio  Springs 


Carthage 

CaatrovlUe 

Cellna 

Center 


••  'CT,e 


Brownfleld  ISD 


Bo  1  i  ng    ;  -i 

Bonham    I  '''.. 

Be  V  ; :  „    :  .: 

Souti'-    «„::   EL   -    Bowie    ISO 

Gold-Burg  ISD 

Boys  Ranch   ISD 

:-rac>,t:t    ISD 

fcraa>  JHS  -  Brady  ISD 

China  Street  EL 

North  Ward  EL 

South  Ward  EL 

Bremond  ISD 

St  h.arv  School  1-8 

Ere  nhait  I SD 

Bridgeport  ISD 

Erlscc  ISr 

Broaddus  ISD 

Bronte  ISD 

Brookeland  ISD 

Brownfleld  Intern. 

Brownfleld  JHS 

Colonial  Heights  EL 

Oak  Grove  EL  -  Bro%mfleld  ISO 

Union  ISD 

Brownsboro  ISD 

Canales  EL  -  Brownsville  ISD 

Castaneda  EL 

Clearwater  EL 

Crooack  EL 

Del  Castillo  EL 

El  Jardln  EL 

Faulk  JHS 

Garden  Park  EL 

Imnaculate  Conception  K-8 

Longer ia  EL 

Palm  Grove  EL 

Putegnat  EL 

Resaca  EL 

Skinner  EL 

Victoria  Heights  EL 

Villanueva  EL 

Webb  EL 

Brownwood  JHS  -  Brownwood  ISD 

Coggin  EL 

Northwest  EL 

■arv(:-Ke-r  EL  -  Bryan  ISD 

La:T.a  r  EL 

Milam  EL 

Buckholts  ISD 

Buffalo  ISD 

Buna  I  SD 

5'-:Kf.;  Ue  ISD 

Eetraa  EL  -  Burnet  ISD 

Burnet  EL 

Burnet  Kinder. 

Burton    ISD 

BynuB    I SD 

Caldwell    ISD 

Calvert    ISD 

Cameron   ISD 

Canutillo    ISD 

Carbon    ISC 

Round    To;-'arxir.e    ISD 

Big    Wells    EL    -    Carr;io   Springs   ISO 

'■'  a  r  r  1  z  c    S  f  r  1  ng  s    JHS 

Car  rue    srr.ngs    Middle 

Centra.    F.  L 

N.rth    EL 

North    El.    A:ir.ex 

Carthage    I sD 

Medina    Va  .  ley    ISO 

Cell  Tea    is: 

Center     ISL 

Excelsior    I  SE 


/^ 


*  Code    1    -    Schools   designated    for    both   National    Defense    and   National    Direct    Student    Loan    cancel  lat  lon~r>«n«^ 
Coda   2    -    Schools    detigaated    for   National    Defense    Student    Loan   cancellation    benefit!    onlv 
Code   3   -    Schools   designated    for   National    Direct    Student    Loan   cancellation    beneflti    only 
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TEXAS 


For  Hational  Defense  S 


Location 

Centervll  le 

Channlng 

Charlotte 

Cherokee 

Chester 

Childress 

ChllUcothe 

Chilton 

Chireno 

Cisco 

CUrksville 


Cleburne 

Cleveland 

Clint 

Coldspring 

Colenan 


Colorado  City 
Columbus 
CcauLnche 
Comerce 

COBO 

Coa4Stock 

Conroe 

Coolidge 

Cooper 

Corpus  Christi 


St  of  Schools  Determined  to  have  High 
■udent  Loan  and  Hational  Direct  Student 
de  •   School  Name 


Concentrations  of  Students  from 
Loan  Cancellation  Benefits  for 

Location 


Code 


Low-Income  Faailies 
the  1976-7T  and  19T7-78  School  Years 
S c hool  Name 


Conroe  ISD 


Centerville  ISD 

Channlng  ISD 

Charlotte  ISD 

Cherokee  ISD 

Chester  ISD 

Childress  ISD 

ChllUcothe  ISD 

Chilton  ISD 

Chireno  I  dD 

Cisco  ISD 

Annona  EL  -  Clarksville  ISD 

Clarksvllle  EL 

Clarksville  Inter. 

Clarksville  JHS 

Adams  EL  -  Cleburne  ISD 

Irvin>(  £L 

Cleveland  ISD 

Clint  ISD 

Coldspring  Oakhurst  ISD 

Coleman  ISD 

Mozel!--  ISD 

Talpa-Centennial  ISD 

Colorado  ISD 

Columbus  ISD 

Comanche  ISD 

Connerce  ISD 

Como-Pickton  ISD 

Ccmstock  ISD 

Reaves  Interm. 

Coolidge  ISD 

Cooper  ISD 

Allen  EL  -  Corpus  Christi  ISD 

Annaville  EL  -  Calallen  ISD 

Barnes  JHS  -  Corpus  Christi  ISD 

Carl  Allen  EL  -  West  Oso  ISD 

Casa  Linda  EL  -  Corpus  Christi  ISD 

Christ  The  King  School   1-8 

ChuU  Vista  EL 

Clarkwood  EL  -  Tuloso-Midway  ISD 

Cole^  EL  -  Corpus  Christi  ISD 

Crockett  EL 

Crossley  EL 

Cunningham  JHS 

Driscoll  JHS 

Evans  EL  -  Corpus  Christi  ISD 

Fannin  EL 

Fisher  EL 

Flour  Blutt 

Garcia  EL 

Gibson  EL 

Holy  Family  School 

Houston  EL 

Kennedy  EL  -  West  Oso  ISD 

Lamar  EL  -  Corpus  Christi  ISD 

Loiano  EL 

London  ISD 

Los  Enclnos  El  -  Corpus  Christi  ISD 

Martin  JHS 

Calallen  ISD 
-  Corpus  Christi  ISD 


ISD 

_orpus  Christi  ISD 


-  West  Oso  ISD 
Corpus  Christ! 


School  K~3 


ISD 


Mcgee  EL  - 

Menger  EL 

Ml !  :er  HS 

Molina  JHS 

Moore  EL  - 

Oak  Park  EL 

prescotc  EL 

Sacred  Hear 

Savage  EL 

Shau  EL 

Skinner  EL  -  West  Oso  ISD 

South  Park  JHS  -  Corpus  Christi  ISD 

Nt  Joseph  School 

Trav 1 s  EL 

Tuloso  EL  -  Tuloso-Mldway  ISD* 

Tuloso  JHS 


Corpus  Christi 
(cont'd) 

Corrlgan 

Corsicana 


Cotton  Center 
CotuUa 


Crockett 
Crosby 
Crosbyton 
Cross  Plains 
Crowe  11 
Crystal  City 
Cuero 
Gushing 
Daingerf ield 


Dalsetta 

Dalhart 

Dallas 


1  Wynn  Seale  JHS  -  Corpus  Christi  ISD 

1  Zavala  EL 

I  Corrigan-Camden  ISD 

I  Corsicana  HS  -  Corsicana  ISD 

1  Drane  Middle 

3  Fannin  EL 

3  Houston  EL 

1  Lincoln  EL 

3  Travis  EL 

3  Cotton  Center  ISD 

1  Amanda  Burke  EL  -  Cotulla  ISD 

3  Enclnal  EL 

3  Newman  JHS 

3  Ramirez  EL 

3  Welhauser  Primary 

1  Crockett  ISD 

1  Crosby  ISD 

1  Crosbyton  ISD 

3  Cross  Plains  ISD 

3  Crowell  ISD 

1  Crystal  City  ISO 

1  Cuero  ISD 

1  Gushing  ISD 

3  Daingerfield  JHS  -  Dalngerfield  ISO 

3  South  EL 

3  West  EL 

1  Hull-Dalsetta  ISD 

2  Dalhart  ISD 

1  Allen,  Gabe  EL  -  Dallas  ISD 

1  Alta  Mesa  EL  -  Wllmer  Hutchins  ISD 

1  Anderson,  Pearl  EL  -  Dallas  ISD 

3  Arcadia  Park  EL 

3  Arlington  Park  EL 

1  Austin,  Stephen  F.  EL 

I  Bishop  Heights  EL  -  Wilmer  Hutchins 

i  Bonham  EL  -  Dallas  ISD 

1  Bowie  EL 

1  Brown,  J-  H.  EL 

1  Bryan  EL 

1  Buckner  EL 

1  Budd  EL 

1  Burleson  EL 

1  Bushman  EL 

1  Carr  EL 

1  Carver  EL 

1  City  Park  EL 

1  Colonial  EL 

1  Comstock  JHS 

1  Crockett  EL 

1  Darrell  EL 

1  Davis,  Jeff.  EL 

1  Douglas,  Fred  EL 

1  Dunbar  EL 

1  Earhart  EL 

1  Edison  JHS 

1  Ervin  EL 

1  Fannin  EL 

3  Field  EL 

1  Frazier  EL 

1  Harllee  EL 

3  Harris,  Fannie  El 

1  Hassell  EL 

3  Hogg  EL 

1  Holmes  JHS 

1  Holy  Trinity  School  K-8 

1  Hooe  EL 

1    Houston  EL  -  Dallas  ISD 

1    Jackson,  M.  H.  EL 

1  John  XXIII    School  1-8 

1  Johnston  EL 

3  Jones,   Anson  EL 

3         Juarez   EL 

3         Kleberg  EI. 

1  Knight   EL 


»  Code  I 
Cod*  2 
Code    3 


Schools  designated  for  both  Sational  Defease  and  National  Direct  Student 
Schools  designated  for  National  Defense  dtjdent  Loan  cancellation  beneft 
Schools   deslgn«te<)    for   National    Direct    Stadeit    U^An  caocellaClon  benefit 


Loan    cancellation    benefits 
ts   onl V 
s  only 
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3t  udt 


Location 


of  Schools   !;•€-- em  me:: 
_nt    Lear,   ar.d   NatiDr.al 


TEXAS 


;      nave   High   Concentrations   of  Studer. 
Lrect   Student   Loan  Cancellation   Benef 


School    Name 


Locatici-. 


ts    frm   Li;w-lr.: --me    Families 

iXs   for  the  1976-77  and  1977-78  School  Years 


Dallas    (cont'd"! 


"ode 


Damon 
Oarrouzett 
Dawson 
Dayton  ' 
De  Kalb 
De  Leon 
Dell  City 
Del  Rio 


Del  Valle 


Denison 


Denton 

Detroit 

Devers 

Devine 


W; laer  Hutchins 
Dallas  ISD 


l^anier  EL 

Lincoln  HS 

Lipscomb  EL 

Lisbon  EL 

Madison  EL 

Mamie  White  E 

Mark  Twain  EL 

Marshall  EL 

Milam  EL 

Miller  EL 

Mills  EL 

Mount  Auburn  EL 

Navarro  EL 

Oliver  EL 

Pease  EL 

Peeler  EL 

Pinkston  HS 

Polk  EL 

Ray  EL 

Reagan  EL 

Rhoads  EL 

Rice  EL 

Roberts  EL 

Rusk  EL 

Russell  EL 

Seguin  EL 

Sequoyah  JHS 

Spence  JHS 

St  Anthonys  School 

Stevens  Park  EL 

St  Mary  of  Carmel  K-8 

Stone  EL 

Storey  JHS 

St  Peter  School  K-12 

Thompson  EL 

Travis  EL 

Tyler  EL 

Washington,  B.  T.  EL 

Weiss  EL 

Wheatley  EL  -  Dallas  ISD 

Whitney  Young  EL 

Wilmer  EL  -  Wllmer  Hutchins  ISD 

Winnetka  EL  -  Dallas  ISD 

Zumwalt  JHS 

Damon  ISD 

Darrouzett  ISD 

Dawson  ISD    , 

Dayton  ISD 

De  Kalb  ISD 

De  Leon  J.SD 

Dell  City  ISD 

Austin  EL  -  San  Felipe-Del  Rio  ISD 

East  Side  EL 

Garfield  EL 

Lamar  EL 

Memorial  EL 

North  Heights  EL 

Sam  Houston  EL 

S.F.D.R.  JHS 

St  Joseph  EL 

Travis  EL 

Del  Valle  Middle  -  Del  Valle  ISD 

Popham  EL 

Smith  EL 

Central  EL  -  Denison  ISD 

Denison  HS 

Lamar  EL 

McDaniel  JHS 

Terrell  JHS 

Davis  EL  -  Denton  ISD 

Jackson  EL 

Detroit  ISD 

Devers  ISD 

Devine  ISD 


ISD 


Dickinson 
Dllley 

Dime  Box 

Dinmict 

Donna 


Doss 

Dougherty 

Douglass 

Driscoll 

Dublin 

Dumas 

Duncanvllle 

Eagle  Pass 


Earth 

East  Bernard 

Eastland 

Ector 

Edcouch 

Eden 

Edlnburg 


Edna 

E I  Campo 

Eldorado 

Electra 

Elgin 

Elkhart 

El  Maton 

El  Paso 


y 


School  Haae 
D'Hanis  ISD 
Dlboll  ISD 

McAdams  JHS  -  Dickinson  ISD 
Dllley  ISD 
Dime  Box  ISD 
Dianltt  ISD 

Central  EL  -  Donna  ISO 
Donna  EL 
.'^zrr^'     EL 
Lt-;.l-  JHS 
Moye  JHS 
Runn  EL 
Doss  ISD 
Dougherty  ISO 
Douglass  ISD 
Driscoll  ISD 
Dublin  ISD 

Cactus  EL  -  Dumas  ISD 
Sunset  EL 

Alexander  EL  -  Duncanvllle  ISD 
Austin  EL  -  Eagle  Pass  ISD 
Benavldes  Heights  EL 
Eagle  Pass  JHS 
Glass  EL 

Our  Lady  of  Refuge  PK-7 
Robert  E.  Lee  EL 
San  Luis  EL 
Sprlnglake-Earth  ISO 
East  Bernard  ISD 
Eastland  ISD 
Ector  ISD 
Edcouch-Elsa  ISD 
Eden  ISD 

Austin  EL  -  Edlnburg  ISD 
Brewster  EL 
HarglU  EL 
Jefferson  EL 
Lamar  EL 
Lincoln  EL 
North  JHS 
San  Houston  EL 
South  JHS 
Travis  EL 
Valley  View  ISD 
Edna  ISD 
El  Campo  ISD 

Schleicher  ISD  ^ 

Electra  ISD 
Elgin  ISD 
Elkhart  ISD 

Blessing  EL  -  Tidehaven  ISD 
Harkhan  EL 

Alamo  EL  -  El  Paso  ISD 
Alta  Vista  EL 
Aoy  EL 
Ascarate  EL  -  Ysleta  ISD 


El  Paso  ISD 


Ysleta  ISO 


♦  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Stjden 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benef 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefl 


Bassatt  EL 

Beall  EL 

Bowie  HS 

Burleson  EL 

Burnet  EL 
Cadwallader  EL 

Cedar  Grove  EL 

Clarady  EL  -  El  Paso  ISD 

Coldwell  EL 

Cooley  EL 

Crockett  EL 

Del  Norte  EL  -  Ysleta  ISD 

Douglass  EL  -  El  Paso  ISD 

Father  Yero  EL 

Father  Yero  HS 

Guillen  JHS 

Hacienda  Heights  EL  -  Ysleta  ISD 

Hart  EL  -  El  Paso  ISD 

Hawkins  EL 


t  Loan  cancellation  benef! ;« 
its  only 

t  8  onl V 


V 
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of  Schools   Detemiaed  to  have   High  Concentrations   of  Students   from  Low-Income  Families 
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Location Code 


St 


Elyslan  Fields 

Emory 

Ennls 


EoU 

Estelline 

Etotle 

Evant 

Fabens 

Fairfield 

Falfurrias 


Falls  City 

Farwell 

Fayetteville 

Ferris 

Flatonia 

Florence 

Floresville 

Floy da da 
Fluvanna 
Fort  Hancock 
Fort  Stockton 


Fort  Worth 


School  Hame 


School  Haae 


EL 

-  Ysleta  ISD 

F, : 

Paso  ISD 

EL 

-  Ysleta  ISD 

Carme 


1  1-f 


El  Paso  ISD 


Ysleta 

El  Paso 


ISD 
ISD 


Ysleta  ISD 
I  -  Ei  Paso 


ISD 


Henderson  JHS 
Hillside  EL 
Houston  EL 
J  fl t  erson  HS 
Johnson  EL 
Lanvar  EL 
L  otoA    Terrace 
Hagot  t  in  EL  - 
Marion  Hanor 
Mesa  Vista  EL 
North  Loop  EL 
Our  Lady  ot  Mc 
Pasodale  EL 
Presa  EL 
Ramona  EL 

Ranchland  Hills  EL 
Riverside  EL 
Robert  s  EL  - 
Roosevelt  EL 
Rusk  EL 
Sageland  EL  - 

Schuster  EL  - 

Socorro  1 SL 

South  Loop  EL  - 

St  Joseph  5choc 

St  Pius  X  K-S 

Thomas  Manor  EL  -  Ysleta  ISD  . 

Travi:.  EL  -  El  Paso  ISD 

Vilas  EL 

Wainuright  EL 

Ysleta  EL  -  Ysleta  ISD 

Zavala  EL  -  El  Paso  ISD 

Elysian  Fields  ISD 

Rains  ISO 

Houston  EL  -  Enois  ISD 

Miller  Middle 

St  Johns  Catholic 

Travis  EL 

Eola  ISD 

Estelline  ISD 

Etolle  ISD 

Evant  ISD 

Fabens  ISD 

FairfielJ  ISD 

Enclno  EL  -  Brooks  County  ISD 

F  d  1 1  ar  r  1  a  -^  EL 

l^isater  EL 

Eai Is  City  ISD 

fjrwell  ISD 

Y ivet  t evl 1 le  ISD 

F.rris  ISD 

Flatonia  ISD 

Florence  ISD 

Floresville  ISD 

Sacred  Heart  School  K-S 

Floyiada  ISD 

Fluvanna  ISD 

Fort  Hancock  ISD 

Buti  EL  -  Fort  Stockton  ISD 

CoiBanche  EL 

Fort  Stockton  JHS 

A  1 1  ^a  int  s  School 

Bonnie  Brae  EL. 

Brooklyn  Heights  EL 

Charles  Peak  EL 

Carter  Park  EL 

Carver  EL 

Charles  Nash  EL 

Circle  Park  EL 

Clarke  EL 

Clayton  EL 

Como  EL 

Daggett  EL 

Denver  Avenue  EL 


Fort  Worth  (cont'd) 


Franklin 
Freeport 
Friona 
Galena  Park 


Fort  Worth  ISD 


Galveston 


^anado 


De  Zavala  EL 

Diamond  Hill  EL 

Dillow  EL 

Dunbar  EL 

Dunbar  HS 

Dunbar  JHS 

Eastland  EL 

Elder  JHS  ' 

Forest  Oak  JHS-  Fort  Worth  ISD 

Glen  Park  EL 

Green  EL 

Gulnn  EL 

Helblng  EL 

Holy  Name  School 

Hubbard  EL 

Kirkpatrick  EL 

Lake  Worth  ISD 

McRae  EL  -  Fort  Worth  ISD 

Meacham  JHS 

Meadowbrook  JHS 

Mitchell  Blvd.  EL 

Moore  EL 

Momingside  EL 

Momingside  JHS 

North  Castleberry  EL  -  Castleberry  ISD 

North  High  Mount  EL  -  Fort  Worth  ISD 

North  Side  HS 

Oak I awn  EL 

Our  Mother  of  Mercy  K-8 

Parker  JHS 

Paschal  HS 

Pate  EL 

Polytechnic  EL 

Polytechnic  HS 

Riverside  EL 

Riverside  JHS 

Rosedale  Park  EL 

Rosemont  JHS 

Sagamore  Hill  EL 

Sam  Rosen  EL 

South  Birdville  EL  -  Birdville  ISD 

South  Fort  Worth  EL  -  Fort  Worth  ISD 

Springdale  EL 

Stephen  F.  Austin  EL 

St  George  School  -  Birdville  ISD 

St  Mary  School  -  Fort  Worth  ISD 

Sunrise  EL 

Trimble  Tech.  HS 

Turner  EL 

Van  Zandt  EL 

Versia  Williams  EL 

Vickery  EL 

Washington  Heights  EL 

Wedgewood  JHS 

William  James  JHS 

Worth  Heights  EL 

Wyatt  HS -  Fort  Worth  ISD 

Franklin  ISD 

Fleming  EL  -  Brazosport  ISD 

Friona  ISD 

Jacinto  City  EL  -  Galena  Park  ISD 

MacArthur  EL 

Woodland  Acres  EL 

Alamo  EL  -  Galveston  ISD 

Austin  Middle 

Carver  EL 

Central  Middle 

Crockett  EL 

Goliad  EL 

Holy  Rosary 

Our  Lady  of  Guadalupe 

Rosenberg  EL 

Sacred  Heart  School  K-6 

San  Jacinto  EL 

Ganado  ISD  


^^57T^s7hool,   designated    for   both   National   Defense  ^nd   National   Direct   Student   Loan 
Code    2    -    Schools   de.lg^ted    for   National    Defense   Student   Loan   c.c.ll.tlon   benefit,  only 
Cod.   3    -    School,   designated    for  National   Direct    Student    '^an   cafcell.tloa  benefit,   only 


cancellation    benefits 
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List   of   Schools   Determined  to  have  High  Concentrations   of  Students    from   Low-Incc«iM:    fajt. iies 
Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits   for  the  1976-77  and  1977-78  School   Years 

Code  *  School  name 


Code 


School  Name 


Locatioti 


Garland 


Gatesville 
Cause 
Georgetown 
George  West 
Giddings 
Gi Imer 

Gladewater 

Goldthwai te 

Goliad 

Gonzales 

Goodrich 

Goree 

Granbury 

Grandfalls 

Granger 

Grapeland 
Greenville 


Gregory 

Groesbeck 

Groveton 

Gustine 

Guthrie 
Hale  Center 
Hallettsville 

Hallsville 

Hamlin 

Hamshire 

Harleton 

Harlingen 


Hart 
Haskell 

Hearne 

Hebbronville 

Hedley 

Hemphill 

Hempstead 

Hereford 


Hermleigh 

Hidalgo 


Greenville  ISD 
Gregory-Portland  ISD 


i     «,:-.:  Middle  -  Garlanc  ISD 

3    Central  EL 

3    Coyle  Middle       «  , 

3  Freeman  EL 

3  Hillside  EL 

1  Kimberlin  EL  — 
3  Walnut  Glen  EL 

3  Watson  EL 

2  Gatesville  ISD 

3  Cause  ISD 

1  Georgetown  ISD 

1  George  West  ISD 

1  Giddings  ISD 

1  Gilmer  ISD 

3  Union  Hill  ISD 

2  Gladewater  ISD 

3  Goldthwaite  ISD 
1  Goliad  ISD 

1  Gonzales  ISD 
3  Goodrich  ISD 
3  Goree  ISD 

2  Granbury   ISD 

3  Grandfalls-Royalty   ISD 
3  Granger   ISD 

1  S.S.    Cyril   and  Methodus  EL 

1  Grapeland   ISD 

3  Austin  EL   -  Greenville   ISD 

1  Carver  EL 

2  Greenville  JHS 

3  Houston  EL 
3  Lamar  EL  - 
1  Austin  EL 
1  Groesbeck  ISD 
3  Centerville  ISD 
1  Groveton  ISD 
3  Gustine  ISD 
3  Guthrie  ISD 

1  Hale  Center  ISD 

2  Hallettsville  ISD 
2  Sacred  Heart  School  1-12 
2  Hallsville  ISD 

1  Hamlin  ISD 

2  Hamshire-Fannett  ISD 

3  Harleton  ISD 
1  Bonham  EL  -  Harlingen  ISD 
3  Bowie  EL 
1  Caokley  JHS 
1  Crockett  EL 
3  Dishman  EL 
1  Gay  JHS 
1  Harlingen  HS 
1  Jefferson  EL 
3  Lamar  EL 
3  Milam  EL 
3  Stuart  EL 
3  Vernon  JHS 
3  Wilson  EL 
3  Zavala  EL 
1  Hart  ISD 
1  Haskell  ISD 
3  Paint  Creek  ISD 
1  Hearne  ISD 
1  Jim  Hogg  County  ISD 
3  Hedley  ISD 
1  Hemphill  ISD 
1  Hempstead  ISD 
1  Central  EL  -  Hereford  ISD 
1  La  Plata  JHS 
1  Shirley  EI 
1  Stanton  JHS 
3  Tierra  Blanca  EL 
3  Hermleigh  ISD 
1  Hidalgo  ISD 


Hi  1 Isboro 

Hitchcock 

Holland 

Hondo 

Honey  Grove 

Hooks 

Houston 


Aldine  ISO 
Houston  ISD 


Aldine  ISO 
-  Houston  ISD 
ent  1-8 


Hillsboro  ISD 
Hitchcock  ISD 

Holland  ISD 

Hondo  ISD 

Honey  Grove  ISD 

Hooks  ISD 

Alaao  EL  -  Houston  ISO 

Alcott  EL 

Allen  EL 

Anderson  EL 

Atherton  EL 

Attucks  JHS 

Bastlan  EL 

Berry  EL 

Bethune  EL  - 

Blackshear  EL 

Blessed  Sacran 

Bowie  EL 

Briscoe  CL 

Brock  EL 

Bruce  EL 

B.  T.  Washington  HS 

Burbank  EL 

Burnet  CL 

Burrus  EL 

Carnegie  EL 

Carver  HS  -  Aldine  ISD 

CKatham  EL  -  Houston  ISD 

Cleveland  EL 

Clinton  Park  EL 

Concord  EL 

Coo  ley  EL 

Crawford  EL 

Crockett  EL 

De  Zavala  EL 

Dodson  EL 

Dogan  EL 

Douglass  EL 

Dow  EL 

Drew  JHS  -  Aldine  ISD 

Dunbar  EL  -  Houston  ISD 

Easter  EL 

East  Houston  EL  -  North  Forest  ISD 

Eighth  Avenue  EL  -  Houston  ISD 

Eliot  EL 

EliBore  Middle  -  North  Forest  ISD 

E.  0.  Snith  JHS  -  Houston  ISD 

Fairchild  EL 

Flening  JHS 

Fonwood  EL  -  North  Forest  ISD 

Foster  EL  -  Houston  ISD 

Franklin  EL 

Frost  EL 

Geo.  Washington  JHS 

Gregory  EL  -  Houston  ISD 

G  r  ime  s  EL 

Harper  EL 

Harris  Co.  Youth  Village 

Harris,  J.  R-  EL 

Hartsfield  EL 

Harvard  EL 

Helms  EL 

Henderson,  N.  Q.  KL 

Highland  Heights  EL 

Hilliard  EL  -  North  Forest  ISD 

Hogg  JHS  -  Houston  ISD 

Hohl  EL 

Holden  EL 

Holllbrook  EL  -  Spring  Branch  ISD 

Holy  Name  School  -  Houston  ISD 

Houston  Gardens  EL 

Immaculate  Heart  of  Mary 

Isaacs  EL 

Jeflerson  EL 


♦  Code  I  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel  lat  iorTberieTiti 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 
Coda  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  beoefit.  only 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  national  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-T7  ..'"'d  19TT-78  School  Years 

r^^^r.ion  Tode  »  School  Same  Location      node  »  School  Name 

Italy  ISD 


Houston  (cone 


Hubbard 
Hughes  Springs 
Huntsvi 1 le 

Hut  to 

Idalou 

Ingleside 

lola 

Irving 


ISD 

North  Forest  ISD 


Johnson  EL  -  Aldlne  ISD 

Jones,  Anson  El  -  Houston  ISD 

Jones,  Will  EL 

Kashmere  Gardens  EL 

Keahey  EL  -  North  Forest  ISD 

Kelso  EL  -  Houston  ISD 

Kennedy  EL 

Key  JHS 

Lamar  EL 

Langston  EL 

Lantrlp  EL 

Law  EL 

Lee  EL 

Lincoln  HS 

Lockhart  EL 

Looscan  EL 

MacArthur  EL 

MacGregor  EL 

Madlng  EL 

Marshall  EL 

McBride  EL 

McReynolds  JHS 

Memorial  EL 

Mendel  EL  -  Aldine  ISD 

Milam  EL  -  Houston  ISD 

Miller  EL 

Miller  JHS 

Mt  Houston  EL  -  North  Forest 

Oak  Village  Middle 

Oakwilde  EL  -  Aldlne  ISD 

Orange  Grove  EL 

Osborne  EL  -  Houston  ISD 

Our  Lady  of  Guadalupe 

Our  Mother  of  Mercy 

Peck  EL 

Pleasants  EL 

Port  Houston  EL 

Pugh  EL 

Resurrection  School  PK-6 

Reynolds  EL 

Rhoads  EL 

Roosevelt  EL 

Ross  EL 

Rusk  EL 

Ryan  EL 

Ryan  JHS 

Sanderson  EL 

Scott  EL  ' 

Scrogglns  EL 

Shady dale  EL 

Sherman  EL  - 

Southland  EL 

Spring  Shadows  EL 

Stevenson  EL 

St  Jerome  School  -  Spring  Branch  ISD 

Sunnyside  EL  -  Houston  ISD 

Terrell  JHS 

Tidwell  EL  -  North  Forest  ISD 

Turner  EL  -  Houston  ISD 

Wesley  EL 

Wheatley  HS 

Whldby  EL 

Yates  HS 

Hubbard  ISD 

Hughes  Springs  ISD 

Huntsvi  He  ISD 

Windham  ISD 

Hutto  ISD 

Idalou  ISD 

ingleside  ISD 

lola  ISD 

Bowie   JHS    -    Irving    ISD 

Keves  El 

3  c  h  u  1  z  e  1 L  _^„ 


-  North  Forest  ISD 
Houston  ISD 


Italy 
Itasca 
Ivanhoe 
Jacksonville 


Jarrell 

Jasper 

Jayton 

Jefferson 

Jewett 

Joaquin 

Johnson  City 

Jourdanton 

Junction 

Justin 

Kamack 

Karnes  City 


Kaufman 

Keller 

Kelton 

Kendleton 

Kenedy 

Kennard 

Kerens 

Kerrvllle 


Kilgore 
KlUeen 
Kingsville 


Klrbyville 

Knlppa 

Knox  City 

Kopperl 

Kountz 

Kress 

Kyle 


Ladonla 
La  Ferla 
La  Grange 
La  Joya 
Lakeview 
Lames a 


Lampasas 
Lanevllle 
La  Pryor 
Laredo 


KerrviUe  ISD 


3 

1   Itasca  ISD 

3   Sam  Rayburn  ISD 

3   East  Side  EL   -  Jacksonville  ISD 

3   Elberta  Street  EL 

3   Jacksonville  Inter. 

3   Jacksonville  JHS 

1   Joe  Wright  EL 

3   West  Side  EL 

3   Jarrell  ISD 

1   Jasper  ISD 

3   Jayton-Glrard  ISD 

1   Jefferson  ISD 

1   Leon  ISD 

3   Joaquin  ISD 

3   Johnson  City  ISD 

1   Jourdanton  ISD 

1   Junction  ISD 

3   Rhome  EL  -  Northwest  ISD 

1   Kamack  ISD 

1  City  EL  -  Karnes  City  ISD 
3   Fashing  EL 

3   Panna  Maria  EL 

2  Kaufman  ISD 

2  Keller  ISD 

3  Kelton  ISD 

1   Kendleton  ISD 
1   Kenedy  ISD 
1   Kennard  ISD 
1   Kerens  ISD 
3   Daniels  EL 
3.   Doyle  EL 

1  Tivy  EL 

2  Kilgore  ISD 

2  East  Ward  EL  -  Killeen  ISD 

3  Colston  EL  -  Kingsville  ISD 
I   GiUett  Middle 
3   Harvey  EL 

Kleberg  EL 

Lamar  EL 

Memorial  Middle 

Perez  EL 

Rlcardo  ISD 

Klrbyville  ISD 

Knippa  ISD 

Knox  City  ISD 

Kopperl  ISD 

Kountz  ISD 

Kress  ISD 

Buda  EL  -  Hays  Cons.  ISD 

Kyle  EL  -  Hays  Cons.  ISD 

Wlmberly  EL 

Fannindel  ISD 

La  Feria  ISD 

La  Grange  ISD 

La  Joya  ISD 

Lakeview  ISD 

Klondike  ISD 

Lamesa  Middle  -  Lamesa  ISD 

North  EL 

South  EL 

V.  Z-  Rogers  EL 

Lampasas  ISD 

Lanevllle  ISD 

La  Pryor  ISD 

Brjjnl   EL   -   Laredo   ISD 

Buenos  Aires   EL 

Christen  JHS 

Clark  EL   -   United   ISD 


I 

3 

I 

3 

3 

I 

3 

3 

3 

2 

1 

3 

1 

3 

I 

I 

2 

I 

3 

3 

I 

1 

3 

3 

2 

3 

1 

I 

I 

I 

1 

1 

I 

1 

1 


Daiches  EL 
Farias  EL 
Guadalupe   School 
Ha char   EL 


Laredo    ISD 


Code 
Code 
Code 


"schools   de5l,,?naced    for    boch   Nat  lonafD^f  e-ie    and   National   Direct   Student   Loan   cancellation   benaftts 
Schools    designated    for   National    Defense    Student    Loan   cancellation  benefits   only  ',   ° 

Schools   designated    for  National   Direct    Student  Loan  caace).l«tion  benefits  only  '   ^ 
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For  Hatlon&l  Defense 


List  of  Schools  D»t  "mined  t:  nave 
Student  Loan  and  Ba'-ioaal  Direct  S 


Location 


Code 


Scho^  1  Name 


High  Concentrations  of  Students  rr->«  ;,_<v- Iqc  oaie  faB-ilies 
tudent_Loafi  Cancellation  Benefits  f  r  the  1976-7T  and  1977-78  School  Years 

:  Hie  •   Sthool  - 


Location 


Laredo  (cont'd') 


Lasara 
Latexc 
La  Villa 
Leakey 

Leggett 
Lela 
Lenorah 
Levelland 


Liberty 

Liadal* 

Linden 

Linglevi  1  le 
Lipan 

Littlefleld 
Livingston 

Llano 

Lockhart 

Lockney 

Lohn 
Lometa 
Longv lew 


Loraine 
Lorenzo 
Lcs  Fresncs 


Louise 

Lovelady 

Lubbock 


3 
3 

3 
3 
1 
3 

1 

3 

1 
2 
I 
3 
3 
I 
3 
2 
2 
I 
1 
3 
3 
3 
3 
3 
1 
3 
1 
3 
2 
3 
3 
3 

3 
3 
I 
3 
I 
I 
3 
3 
1 
1 
3 


LevendecKer  EL 

Martin  EL 

Hatherson   EL    -   United  ISD 

McDonell    EL   -   Laredo  ISD 

Ochoa   EL 

Sanchez    EL 

Santa  Maria  EL 

Santo  Nino  EL 

St  Peters  Schocl  r-6 

Tarver  EL 

Urbahn  EL 

Webb  ISD 

Lasara  ISD 

Latexc  ISD 

La  Villa  ISD 

Leakey  ISD 

Leggett  ISD 

Lela  ISD 

Grady  ISD 

Cactus  EL  -  Levelland  ISD 

Capitcl  EL 

Carver  EL      ^ 

Levelland  JHS 

South  EL 

St  Michael  School  1-6 

West  EL  -  Levelland  ISD 

Liberty  ISD 

Linda le  ISD 

Llnden-Kildare  ISD 

Lingleville  ISD 

Lipan  ISD 

Littlefleld  ISD 

Big  Sandy  ISD 

Livingston  ISD 

Llano  ISD 

Lockhart  ISD 

Lockney  ISD 


Lohn  ISD 

Lometa  ISD 

Daniel  EL  -  :ongview  ISD 

East  Ward  EL 

Foster  Early  Childhood 

Foster  JHS 

Hudson  EL 

Johnston  EL 

McClure  EL 

Pine  Tree  ISD 

Pinewood  Park  EL  -  Lcr.gvieu  !  St^ 

South  Ward  EL 

Ware  EL 

Loop  ISD 
Loraine  ISD 

Lorenzo  ISD 

Las  Yescas  EL  -  Lc5  Frfsnts  ISD 

Los  Fresncs  EL 

Los  Fresncs  JHS 

Olmito  EL 

Louise  ISD 

Lovelady  ISD 

Alderson  JHS  -  Lubbock  ISD 

Amett  EL 

Ballenger  I'ngr. 

Bean  EL 

Bozeman  EL 

Dunbar  HS 

Estacadc  HS 

Guadalupe  EL 

Harwell  EL 

Hunt  EL 

lies  EL 

Jackson  EL 

Lubt>ock-Cooper  ISD 

Mahon  EL  -  Lubbock  1 SE 

Martin  EL  -  Lutbock  ISC 


Lukkock  fcort'd) 


Lueders 
Lufkin 


LulIng 

Lyford 

Lytle 

Mabank 

Madlsonville 

Magnolia 

Ma  lone 

Manor 

Mansfield 

Maple 

Marble  Falls 

Maria 


Marietta 
Harlln 

Marshall 


Mart 

Martinsville 
Mason 
Matador 
Mathis 


Maydelle 

McAdoo 

McAllen 


1 

1 

1 

3 

3 

I 

I 

1 

I 

I 

3 

3 

3 

3 

3 

3 

I 

1 

3 

3 

3 

3 

3 

3 

2 

1 

1 

2 

1 

2 

3 

1 

3 

2 
I 

3 
3 
1 
3 
1 
3 
3 
I 
1 
1 
3 
1 
3 
3 
3 
3 
3 
1 
3 
1 
3 


1 


M^  (Sorter  EL 
Hat  thews  JHS 
Parkway  EL 

Posey  EL 

Roosevelt    ISD 

Sanders    EL    -    Lubbock    ISD 

Southeast    EL 

Struggs   JHS 

Thoapson  JHS 

Tubbs  EL 

Wheat  ley  EL 

Wolffarth  EL 

Wright  EL 

Lueders-Avoca    ISO 

Brookhollow  EL    -   Lufkin   ISD 

Coston   EL 

Garrett    EL 

Hackney  Ungr. 

Herty    EL 

Junior  High   East 

Junior  High  West 

Kurth  EL 

Mel car   EL 

Redland  EL 

Slack  EL 

Trout   EL 

Luling  ISD 

Lyford  ISD 

Lytle   ISD 

Mabank   ISD 

Madlsonville    ISD 

Magnolia   ISD 

Malone   ISC 

Manor    ISD 

FroLa   Nash   EL   -   Hansfleld   ISO 

■n  rfe   Way    ISD 

MarteFaUsISD 

Ma! !a    hL    -    Marfa    ISO 

Mart  a    HS 

Rediord    EL 

St    Harv    ^    School  EI, 

M*  r  :  e  1 1  a    I SD 

Marl  in    ISD 

Westphalia   ISD 

Austin-Carver    EL    -    Marshall    I 

Dogan    EL 

Ma  r  s  ha  ;  1    H : 

Marsha';;    JH."         >\a:s.'?.  ,1    ISD 

Hoc r e    EL 

pMibert  i>r    HL 

Pembtrton   JHS 

Robert    E.    Lee   EL 

San   Houston    EI 

South    Marsha ; :    EL 

Washington   EL 

Mart    ISD 

Martinsville    ISD 

Mason    ISD 

Moi ley    ISD 

Hardin    EL    -    Ha t h i s    ISD 

Mathis    intermediate 

Mathis   JHS 

Weber    EL 

Maydelle    ISD 

MO  dor    ISC 

Alvarez    El 

Bonhan   E I 

Ear ly    Chi Idhood 

H  ou  s  Con -Roosevelt 


McAllen   ISD 


EL 


Kavarro-Au  st 
Seguln    EL 
Th^igpen   EL 
Travis   JHS 
Zavala    EL 


e: 


*  Code  1 
Code  2 
Code  3 


Schools  designated  for  both  Nat 
Schools  designated  for  National 
School*  designated  for  National 


lonal  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
Defense  Student  Loan  cancellation  benefit!  only 
Direct  Student  Loan  caocellatloo  benefits  only 
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For  national  Defense 

Location         


McCaulley 
McDade 
McGregor 
McKlnney 


McLeod 

Meadow 

Medina 

Megargel 

Menard 

Mercedes 

Merkel 

Mesquite 

Mexia 

Midland 


TEXAS 

Code  *   School  Name  -  -aTiiJn . ■ — , ^ 

3 
3 


Midlothian 
Vllano 

--iles 
Mllford 
Mineola 
Mineral  Wells 

Mirando  City 

Mission 


■^obeetle 
Monahans 

Monte   Alto 

Montgocnery 

Moody 

Moran 

Morgan 

Morton 

Moulton 

Mount  Vernon 

Mt  Calm 

Mt  Enterprise 

Mt  Pleasant 


Muleshoe 
Mullin 
Humf ord 
Munday 
Nacogdoches 


Natalia 

Navasota 

NeedviUe 

Nevada 

Neches 

New  Boston 


TSD 


McCaulley  ISD 

McDade  ISD 

I  McGregor  ISD 

3  Finch  EL  -  McKlnney  ISD 

3  Greer  EL 

3  Webb  EL 

3  McLeod  ISD 

3  Meadow  ISD 

3  Medina  ISD 

3  Megargel  ISD 

I  Menard  ISD 

1  Mercedes  ISD 

3  Merkel  EL  -  Merkel  ISD 

3  Merkel  Primary 

3  Seaboum  EL  -  Mesquite  ISD 

1  Mexia  ISD 

I  Crockett  EL  -  Midland  ISD 

1  De  Zavala  EL 

2  Goddard  JHS 
I  Milam  EL 

\  South  EL  -  Midland  ISD 

1  Travis  EL 
3  Washington  EL 

2  Midlothian  ISD 

3  Milano  ISD 
3  'Miles  ISD 
3  Mllford  ISD 

3  Mineola  Interra.  -  Mineola  ISD 

3  Houston  EL  -  Mineral  Wells  ISD 

3  Travis  EL 

3  Mirando  City  ISD 

1  Alton  EL  -  Mission 

I  Castro  EL  ^ 

1  Guadalupe  School 

I  Marcell  EL 

1  Mission  JHS 

1  Pearson  EL 

I  Roosevelt  EL 

1  Sharyland  ISD 

3  Mobeetie  ISD 

3  Edwards  EL  -  Monahans-Wickett-Pyote  ISO 

1  Monte  Alto  ISD 

I  Montgomery  ISD 

1  Moody  ISD 

3  Moran  ISD 

3  Morgan  ISD 

I  Morton  ISD 

1  Moulton  ISD 

3  Mount  Vernon  EL 

3  Mount  Vernon  JHS 

3  Mt  Calm  ISD 

3  Mt  Enterprise  ISD 

3  Corprew  Interm.  -  Mt  Pleasant  ISD 

3  Fowler  EL 

3    Sims  p- 

l  Muleshoe  ISD 

3    Mullin  ISD 

3    Mumford  ISD 

1  Munday  ISD 

3  Alternative  School  -  Nacogdoches  ISD 

3  Central  Heights  ISD 

2  Emellne  Carpenter  JHS  -  Nacogdoches  ISD 
1  Fredonia  EL 

3  Jones  EL 

I  Marshall  EL 

I  Natalia  ISD 

1  Navasota  ISO 

2  NeedviUe  ISD 

3  Coranunlty  ISD 
3  N-j:he3  T  SC 

2  Sew  Boston  ISD 

3  :dv\    5churi  EL 
3    ;,d-uir  =' 


New  Braunfals  (cont'd)  I 

I 

New  Castle  ' 

New  Caney 


1-8 


New  Deal 

New  Home 

New  Sunmerfield 

New  Waverly 

Newton 


Nixon 

Nolan 

Nordhelm 

Normangee 

North  Zulch 

Novice 

Oakwood 

O'Brien 

Odem 

Odessa 


Mount  Vernon  ISD 


0' Donne  11 

Oglesby 

Olney 

Olton 

Omaha 

Onalaska 

Orange 


Orange  Grove 

Overton 

Ozona 

Paducah 

Paige 

Palacios 

Palestine 

Palo  Pinto 
Paris 


Pawnee 

Pearsall 

Pecos 


Pep 

Petersburg 

Pettus 

Petty 

Pharr 


.  New  BraunfeFs  ISD 


I 

I 

1 

I 

3 

3 

I 

3 

3 

3 

I 

3 

3 

3 

3 

3 

1 

3 

I 

1 

I 

I 

1 

1 

1 

1 

1 

3 

2 

I 

I 

3 

3 

3 

3 

I 

I 

3 

1 

I 

3 

1 

1 

2 

3 

3 

3 

3 

1 

1 

3 

1 

3 

1 

1 

1 

3 

3 

1 

1 

3 

1 

3 

1 

3 

3 

1 

1 

1 

I 

I 


Lone  Star  EL 

St  Peter  and  St  Paul 

New  Castle  ISD 

New  Caney  EL  -  New  Caney  ISD 

New  Caney  Middle 

Porter  EL 

New  Deal  ISD 

New  Home  ISD 

New  Suramerfield  ISD 

New  Waverly  ISD 

Bleakwood  EL  -  Newton  ISD 

Newton  EL 

Newton  JHS 

Nixon  ISD 

Divide  ISD 

Nordhelm  ISD 

Normangee  ISD 

North  Zulch  ISD 

Novice  ISD 

Oakwood  ISD 

Carney  ISD 

Odem  ISD 

Blackshear  JHS  -  Ector  County  ISD 

Ector  HS 
Hays  EL 

Milam-Carver  EL 
Rusk  EL 
Travis  EL 
Zavala  EL 
O'Donnell  ISD 
Oglesby  ISD 
Olney  ISD 
Olton  ISD 
Pewitt  ISD 
Onalaska  ISD 
Anderson  EL  - 
Cove  EL 
Curtis  EL 
North  JHS 
Orange  Grove  ISD 

Leveretts  Chapel  ISD 

Crockett  County  ISD 

Paducah  ISD 

Paige  ISD 

Palacios  ISD 

Palestine  ISD 

Tucker  ISD 

Palo  pinto  ISD 

First  Ward  EL  -  Paris  ISD 

Fourth  Ward  EL 

Givens  EL 

Justiss  EL 

Travis  Middle 

Pawnee  ISD 

Pearsall  ISD 

Barstow  EL  -  Pecos-Barstow-Toyah  ISD 

Bessie  Haynes  EL 
De  Zavala  JHS 
Earl  Bell  EL 
Lamar  EL 
Pep  ISD 

Petersburg  ISD 
Pettus  ISD 

ISD 

-   Pharr-San  Juan-Alamo   ISD 


West   Orange-Cove    ISD 


West  Lamac 
Austin  JHS   - 
Bowie  EL 
Buckner  EL 
Buell   EL 
Camahan  EL 
Clover  EL 
Doedyns  EL 
Edison  EL 
Ford  EL 
Franklin   El, 


*  Code 
Code 
Coda 


"schools    designated    for    i>oCh    National    Defense    and   National   Direct   Student   Loan  cancellation    benefits 
Schools   designated    for   National    Defense    Student    Loan   cancellation  benefits  only 
Schools    designated    for   National    Direct    Student    U^an    cancellation  benefit*   only 
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TEXAS 


List  of  Schools  Determined  to  have  High 
For  National  Defense  Student  Loan  and  National  Direct  Student 


Location 


Code  •   School  Name 


Concentrations  of  Student 
Loan  Cancellation  Benefi 


Location 


s    from  Low-Income   Families 

ts   for  the   19T6-TT  and  1977-78  School  Years 


Code 


School    Najie 


Pherr   (cont'd) 


Pine  land 
Pittsburg 
Plains 
Plalnvlew 


Pleasanton 


Port  Arthur 


Port  Isabel 
Port  Lavaca 


Post 

Poteet 

Poth 

Pottsville 

Powderly 


Poynor   * 

Prairie  Lea 

Fremont 

Presidio 

Price 

Priddy 

Progreso 

Quail 

Queen  City 

Ralls 

Ranger 

Raymondville 


Rice 
Richards 
Richland  Springs 
Rio  Grande  City 


Rio  Hondo' 
Rising  Star 
Riviera 
Robstown 


Fulton  EL 

Jefferson  JH; 

Napper  EL 

Sorensen  EL 

Whitney  EL 

West  Sabine  ISD 

Pittsburg  ISD 

Plains  ISD 

Ash  EL  -  Plainview  ISD 

College  Hill  EL 

Coronado  JHS 

Edgemere  EL 

Highland  EL 

Hlllcrest  EL 

Lakeside  EL 

Thunderbird  EL 

Campbellton  EL  -  Pleasanton  ISD 

Leming  EL 
Pleasanton  EL 
Pleasanton  JHS 
Carver  EL  -  Port  Arthur  ISD 
De  Queen  EL 
Franklin  EL 
St  Marys  School 
Washington  EL 
Wilson  JHS 
Point  Isabel  ISD 

Harrison  EL  -  Calhoun  County  ISD 
3   Jefferson  EL 
3   Madison  EL 
3   Port  O'Connor  EL 
3   Roosevelt  EL 
2   Post  ISD 
Poteet  ISD 
Poth  ISD 
Pottsville  ISD 

Chlcota  EL  -  North  Lamar  ISO 
North  Lamar  EL 
Powderly  EL 

La  Poynor  ISD 

Prairie  Lea  ISD 

Fremont  ISD 

Presidio  ISD 

Carlisle  ISD 

Priddy  ISD 

Progreso  ISD 

Quail  ISD 

Queen  City  ISD  • 

Ralls  ISD 

R^ger  ISD 

Central  EL  -  Raymondville  ISD 

Myra  Green  JHS 

Pittman  EL 

Pittman  Interm. 

Smith  EL 

Rice  ISD 

Richards  ISD 

Richland  Springs  ISD 

Grulla  JHS  -  Rio  Grande  City  ISD 

Grulla  Primary 

Immaculate  Conception 

La  Union  EL 

North  Grammar 

Ringgold  Interm. 

Ringgold  JHS  -  Rio  Grande  City  1 

Ringgold  Primary 

Roque  Guerra  Jr.  EL 

Rio  Hondo  ISD 

Rising  Star  ISD 

Riviera  ISD 

Lotspelch  EL  -  Robstown  ISD 

Hutto  EL 

Martin  EL 


Rokatowr  { cort ' d) 


Roby 

Rochelle 

Rochester 

Rockdale 

Rockport 

Rocksprings 

_Rockwall 

Rogers 

Roma 


Ropesville 

Roscoe 

Rosebud 


Rosenberg 

Ross 
Rotan 

Round  Rock 

Rowena 

Roxton 

Royse  City 

Rule 

Runge 

Rusk 

Sabinal 

Saginaw 

Saltillo 
San  Angelo 


San  Antonio 


Round  Rock  ISD 


Salazar  E 

Seale  JHS 

St  Anthony  School  el 

Roby  ISD 

Rochelle  ISD 

Rochester  ISD 

Rockdale  ISD 

Rockport  EL  -  Aransas  County  ISD 

Rocksprings  ISD 

Rockwall  ISD 

Rogers  ISD 

Escobares  EL  -  Roma  ISD 

Los  Saenz  EL 

Roma  EL 

Roma  JHS 

Scott  EL 

Ropes  ISD 

Roscoe  ISD 

Lott  EL  -  Rosebud-Lott  ISD 

Rosebud-Lott  Inter. 

Rosebud-Lott  JHS 

Rosebud  Primary 

Beasley  EL  -  Lamar  ISD 

Long  EL 

Ross  ISD 

H^bbs  ISD 

Rotan  ISD 

Berkman  EL 

Volgt  EL 

Olfen  ISD 

Roxton  ISD 

Royse  City  ISD 

Rule  ISD 

Runge  ISD 

Rusk  ISD 

Sabinal  ISD 
GillUand  EL 

Saltillo  ISD 
Alta  Loraa  EL 
Belaire  EL 
Blackshear  EL 
Bradford  EL 
Day  EL 
Edison  JHS 
Ft  Concho  EL 
Holiman  EL 
Lake  View  HS 
Lincoln  JHS 
Reagan  EL 
Rio  Vista  EL 
Sam  Houston  EL 
San  Jacinto  EL 
Adams  EL  -  Harlandale  ISD 
Anson  Jones  JHS  -  Northside  ISD 
Antonio  Olivares  EL  -  South  San  Antonio 
Athens  EL  ^^D 

Austin  EL  -  San  Antonio  ISD 
Barkley  EL 
Beacon  Hill  EL 
Blessed  Sacrament 
Bob  Hope  EL  -  Southwest  ISD 
Bonham  EL  -  San  Antonio  ISD 
Bowden  EL  ' 

Bowie  EL 
Brackenridge  EL 
Brewer  EL 
Briscoe  EL 

Buena  Vista  EL  -  Southslde  ISD 
Burbank  HS  -  San  Antonio  ISD 
Burleson  EL  -  Edgewood  ISD 
Burnet  EL  -  San  Antonio  ISD 
Cable  EL  -  Northside  ISD 
^ardena-:  Early  Childhood  -  Edgewood  ISD 
.,::       .  r,  .  .  EL  -  Harlandale  ISD 


Eagle  Mountain- Saginaw 

isn 

San  Angelo  ISD 


Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel; 
Code  2  -  Schools  designated  for  National  Defense  Stjdent  Loan  cancellation  benefits  onlv 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 


■^eneflta 
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Location 


S»n  Vitolnlo  (cont'd') 


8t  of  Schools  Determined  to  have  High  Concentrations  of  Students  fron 
udent  Loan  and  National  Direirt  Student  Loan  Cancellation  Benefits  for 

i»  •  Schcxjl  Name  ^___ Location Code  *  School  Wane 


Low-Income  Families 

the  1976-77  and  1977-78  School  Years 


Carvdjal    F,L    -    San   Antor.io    I SD 

Cenlzo    ParK    EL    -    Edgewood    ISO 

Christ    The   King    -    San   Antonio    ISD 

Collier    El     -    Harlandale    !  SD 

Collier    Sardens    El.    -    San   Antcnio    ISD 

Columbia   Helahts   EL    -    Harlandale    ISD 

Cooper   JHS    -    San   Antonio    ISD 

Coronado    EL    -    Edgewood    ISD 

Crockett    EL    -    San   Antonio    ISD 

Davis    JHS 

De   Zavala    EL 

Douglas-Herft    EL 

Dwlght    JHS    -    South    San    Antonio    ISD 

Edgewood   HS    -    Edge«ooU    ISD 

Edgewood  JHS 

Elementary    «1    -    Southw.st    ISD 

Emerson   JHS    -    San   Antonio    ISD 

E.inia   Frey   EL    -    r-Uevood    ISD 

Escobar   JHS 

Esparza  EL  -  Northside  !SD 

Flanders  EL  -  HarlandaU'  ISD 

Forest  Hill'.  EL  -  Northslde  ISD 

Fox  Tech  HS  -  San  Antonio  ISD 

GarJendale  EL  -  Edgewood  ISD 

Gates  EL  -  ^an  Antonio  ISD 

Gilbert  EL  -  Har '.anvi.i  ie  ISD 

Gillette  EL 

Glen  EL  -  East  Central  ISD 

Graebncr  EL  -  San  Antonio  IS) 

Green  EL 

Guerra  EL  -  Ed^e'-^od  ISD 

Gus  Garcia  JHS 

Harlandale  Middle  -  Harlandais 

Harmony  EL  -  East  Central  ISD 

Harris  JHS  -  San  Antonir  ISD 

Hawthorne  EL 

Henry  B.  Gonzalez 

Highland  Park  EL 

HiUcrest  EL 

H.  K.  Williams  EL  -  Edgewood  ISD 

Holy  Cross  HS  -  .>an  Antonio  ISD 

Holy  Rosary  School  1-3 

Houst'jn  HS 

Howard  EL  -  Alamo  Heights  ISD 

Hutchlns  EL  -  South  San  Antonio  ISD 

Indian  Creek  EL  -  Southwest  ISD 

Irving  JHS  -  San  Antonio  ISD 

John  Glenn  EL  -  Northside  ISD 

Johnson  EL  -  San  Antonio  ISD 

Kindred  EL  -  ;>outh  San  Antonio  ISD 

King  EL  -  jan  Antonio  ISD 

Knox  EL 

Lanier  HS 

Las  Palmas  EL  -  Edgewood  ISD 

L.  B.  Johnson  EL 
Leal  Middle  -  Harianoaie  ISD 
Lincoln  EL  -  Edgewood  ISD 
Little  FLower  School  -  San  Antonio 
Loma  Park  FL  -  Edgewood  I SL     ISD 
Lowell  JHS  -  ^an  Ant-T'nio  ISD 
•Margll  EL 

Mary  Hull  EL  -  Northside  ISD 
Miller  EL  -  San  Antonio  ISD 
Morrill  EL  -  Harlandale  ISD 
Seal  EL  -  Sar-,  Antonio  ISD 
Nelson  EL 

Oak  Crest  JHS  -  East  Central  ISD 
Ogden  EL  -  San  Antonio  ISD 
Our  Lady  ot  Guadalupe   1-8 
Our  Lady  of  Victory 
Page  JHS 

Palo  Alto  EL  -  South  San  Antonio  ISD 
Paralez  EL  -  Edgewood  ISD 
Passmore  EL  -  Northside  ISD 


ISD 


EL  -  Edgewood  ISD 
-  San  Antoni.  ISD 


Pearce  EL  -  Scuthside  ISD 

Pershing  EL  -  San  Antanio  ISD 

Pfelffer  EL 

Price  EL  -  South  San  Antcnio  ISD 

Providence  Heights  EL  -  San  Antonio 

Poe  JHS  ISD 

Raybum  EL  -  Harlandale  ISD 

Rhodes  JHS  -  San  intonio  ISD 

Riley  JHS 

Riverside  Park  EL 

Robbin  EL  -  Alamo  Heights  ISD 

Rodrlquez  EL  -  San  Antonio  ISD 

Rogers  EL 

Roosevelt  EL  -  Edgewood  ISD 

Ruiz  EL  -  San  Antonio  ISD 

Schulze  EL  -  Harlandale  ISD 

Smith  EL  -  San  Antonio  ISD 

Southslde  JHS  -  Southside  ISD 

Stafford  EL  -  Edgewood  ISD 

St  Ann  School  -  San  Antonio  ISD 

St  Cecilia  School 

Stewart  EL 

St  Frances  School 

St  Gerard  School  9-12 

St  James  School 

St  John  School 

St  John  Bosco  School  k-8 

St  Joseph  School  1-8 

St  Leo  School  -  San  Antonio  ISD 

St  Margaret  Mary  School 

St  Mary  School 

Storm  EL 

St  Patrick  School  EL 

St  Philip  of  Jesus  School 

St  Teresa  School  EL 

Stonewall  EL  -  Harlandale  i SD 

Sul  Ross  EL  -  Northside  ISD 

Tafolla  JHS   -  San  Antonio  ISD 
Southside  ISD 
San  Antonio  ISET 


San  Augustine 
San  Benito 


San  Diego 

San  Elizarlo 
San  Isidro 
San  Marcos 


San  Perlita 

San  Saba 
Santa  Anna 
Santa  Maria 
Santa  Rosa 


Thelma  EL 

Travis  EL 

Twain  JHS 

Tynan  EL 

Vestal  EL  -  Harlandale  ISD 

Hashington  EL  -  San  Antonio  ISD 

Wheatley  HS 

Whlttler  JHS 

Wilson  EL 

Wrenn  JHS  -  Edgewood  ISD 

Wright  EL  -  Harlandale  ISD 

San  Augustine  ISD 

Fred  Booth  EL  -  San  Benito  ISD 

La  Encantada  EL  . 

Landrum  EL 

Los  Indies  EL 

Rangerville  EL 

Roberts  EL 

San  Benito  JHS 

San  Benito  HS 

Sullivan  EL 

Ramirez  ISD 

San  Diego  ISD 

San  Elizarlo  ISD 

San  Isidro  ISD 

Bonham  EL  -  San  Marcos  ISD 

Bowie  EL 

Crockett  EL 

Goodnight  JHS 

Lamar  JHS 

Travis  EL 

San  Perlita  ISD 

San  Saba  ISD 

Santa  Anna  ISD 

Santa  Maria  ISD 

Santa  Rosa  ISD 


»  Code  1 
Cod*  2 
Code    3 


Schools   designated    for   both   National    Defense    and   National   Direct   Student   Loan  cancellation   benefits 
Schools   designated    for   Saclonal    Defense   Student    Loan   rancellatlon  benefits   only 
Schooli    designated    for   National    Direct    Student    !^«n    cancelation   benefit*   only 
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List  of  Schools  Determined  to  have  High 
For  Batlonal  Defense  Student  Loar.  and  National  Direct  Student 


Concentrations  of  Students  from 
Loan  Cancellation  Benefits  for 


Location 


Coste   •      School    Name 


Location 


Code 


Low-Inco«e  Families 

the  1976-77  and  1977-76  School  Years 


School  Name 


Schulenburg 

Scurry 

Seagraves 

Sealy 

Seguin 


Seymour 

Shelbyville 

Shepherd 

Sherman 

Shiner 


Sierra  Blanca 
Silsbee 
Silverton 
Sinton 


Skidmore 

Slaton 

Smiley 

Smlthville 

Smyer 

Snook 

Somerset 

Somerville 

Sonora 

Sour  Lake 


Southland 

Spade 

Spearman 

Spur 

Stafford 

Stamford 

Stanton 

Star 

Stephenville 

Sterling  City 

Stockdale 

Strawn 

Sudan 

Sulphur  Bluff 

Sulphur  Springs 

Sundown 
Sweeny 

Sweetwa  t  er 


Taft 


Tahoka 

latum 

Taylor 


league 
Temple 


1  Schulenburg  ISD 

3  Scurry-Rosser  ISD 

1  Seagraves  ISD 

2  Sealy  ISD 

3  Ball  EL  -  Seguin  ISD 
3  Burges  EL 

3  Erskine  EL 

1  Jefferson  Avenue  EL 

3  Juan  Seguin  EL 

3  McQuecney  EL 

1  St  James  School  1-8 

1  Weinert  EL 

1  Seymour  ISD 

1  Shelbyville  ISD 

1  Shepherd  ISD 

3  Jefferson  EL  -  Sherman  ISD 

2  Shiner  ISD 

2  St  Ludmila  School  1-8 

1  St  Paul  HS 

3  Sierra  Blanca  ISD 

2  Silsbee  ISD 

3  Silverton  ISD 

1  Lamar  EL  -  Sinton  ISD 

1  Odem  EL 

1  Smith  JHS 

1  Welder  EL 

3  Skidmore-Tynan  ISD 

1  Slaton  ISD 

3  Smiley  ISD 

1  Smithville  ISD 

3  Smyer  ISD 

1  Snook  ISD 

1  Somerset  ISD 

1  ■  Somerville  ISD 

1  Sonora  ISD 

3  China  EL  -  Hardin-Jefferson  ISD 

3  Henderson  JHS 

1  Sour  Lake  EL 
3  Southland  ISD 
3  Spade  ISD 

2  Spearman  ISD 
1  Spur  ISD 

1  Jones  EL  -  Fort  Bend  ISD 

2  Missouri  City  JHS 
1  Stamford  ISD 

1  Stanton  ISD 

3  Star  ISD 

3  Three  Way  ISD 

3  Sterling  City  ISD 

1  Stockdale  ISD 
3  Strawn  ISD 

3  Sudan  ISD 

3  Sulphur  Bluff  ISD 

3  North  Hopkins  ISD 

3  Houston  EL  -  Sulphur  Springs  ISD 

3  Sundown  ISD 

2  Sweeny  ISD 

1  Cowen  EL  -  Sweetwater  ISD 

3  Nolan  EL 

3  Southeast  EL 

3  East  EL  -  Taft  ISD 

3  North  EL 

3  South  EL 

3  Taft  JHS 

1  Tahoka  ISD 

1  TatuiB  ISD 

3  Northside  EL  -  Taylor  ISD 

1  Taylor  Middle 

1  Twelfth  Street  EL 

3  West  End  EL 

3  Dew  ISD 

1  league  ISD 

3  Bethune  EL  -  Temple  ISD 

1  Emerson  EL 

3  Freeman  Heights  EL 

3  Lamer  EL 


reaple  fcont'd"i 


Tenaha 
Terlingua 
Terrell 
Texarkana 


Texas  City 

Thomdale 

Thrall 

Three  Rivers 

Timpson 

Tioga 

Trent 

Trenton 

Trinity 

Tulla 

Turkey 

Tyler 


Utopia 
Uvalde 


Valentine 
Vanderbilt 


Van  Vleck 

Veribest 

Vernon 


Victoria 


Vidor 
Waco 


"  Meridith  EL 

r.  eagan  EL 

1  Travis  Middle 

3  Vandiver  EL 

3  Wheatley  EL 

1  Tenaha  ISD 

3  Terlingua  ISD 

1  Terrell  ISD 

3  Beverly  EL  -  Texarkana  ISD 

3  Fifteenth  Street  EL 

1  Grim  EL 

3  Highland  Park  EL 

1  Liberty  Eylau  ISD 

3  Nash  EL  -  Texarkana  ISD 

3  Oaklawn  EL 

2  Pine  Street  JHS 

3  Danforth  EL  -  Texas  City  ISD 

I  Our  Lady  of  Facima  School  K-6 

3  Thorndale  ISD 

1  Thrall  ISD 

1  Three  Rivers  ISD 

1  Timpson  ISD 

3  Tioga  ISD 

3  Trent  ISD 

3  Trenton  ISD 

1  Trinity  ISD 

2  Tulia  ISD 

3  Turkey-Quitaque  ISD 

3  Austin  EL  -  Tyler  ISD 

3  Bonner  EL 

2  Chapel  Hill  ISD 

3  Dogan  JHS  -  Tyler  ISD 
3  Douglas  EL 

3  Gary  EL 

1  Griffin  EL 

1  Peete  EL 

3  Utopia  ISD 

1  Anthon  EL  -  Uvalde  ISO 

1  Batesville  EL 

3  Benson  EL 

I  Robb  EL 

1  Sacred  Heart  SchoolEL 

1  Uvalde  JHS 

3  West  Garden  EL 

3  Valentine  ISD 

3  Industrial  JHS  -  Industrial  I 

3  Inez  EL 

3  La  Ward  EL 

3  Vanderbilt  EL 

1  Van  Vleck  ISD 
3  Veribest  ISD 

3  Central  EL  -  Vernon  ISD 

3  Hawkins  EL 

3  Northside  ISD 

3  Shive  EL 

2  Vernon  Interm.  -  Vernon  ISD 

3  Aloe  EL  -  Victoria  ISD 

2  Grain  JHS 

3  Dudley  EL 
3  Gross  EL 

3  Guadalupe  EL 

1  Hopkins  EL 

1  Juan  Linn  EL 

3  McFaddin  ISD 

3  Mitchell  EL  -  Victoria  ISD 

1    Nazareth  School  1-12 

3    Nursery  ISD 

3    Offer  EL  -  Victoria  ISD 

1  Patti  Welder  JHS 

2  Vidor  EL  -  Vidor  ISD 

3  Alta  Vista  EL  -  Waco  ISD 
1    Bell's  Hill  EL 

3    Bosqueville  ISD 

3    Brook  Avenue  EL  -  Waco  ISD 

3  Cedar  Ridge  EL 

1     Crestview  EL 


*  Code  \    -    Schools  designated  for  both  National  Def 
Code  2  -  Schools  designated  for  National  Defense 
Code  3  -  Schools  designated  for  National  Direct  S 


ense  and  National  Direct  Student 
Student  Loan  cancellation  benefit 
tudent  Loan  cancellation  benefiti 


Loan  cancellation  benefits 

s  c  n  1  V 
onl  V 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from 

Defense  Student  Loan  and  national  Direct  Student  Loan  Cancellation  Benefits  for 
Code  •   School  Same  ,J^^^^°"  ^'^'" 


Code 


Low-Inccrae  Fa«ilies 

the   1976-7T   and   1977-78  School   Years 


School   Hame 


W«co    (cont'd) 


Waeldur 
Wall 
Waller  . 
Wallls 


Walnut  Spring 
Warren 


Waskoni 
Waxahachle 


Weimar 
Welnert 

Welch 


Waco  ISD 


School 


3  Dean  Highland  EL 

1  Dripping  Springs  EL 

1  E.O.A.C.  EL 

3  Gholson  ISD 

3  Gurley  EL  -  Waco  ISD 

3  Hallsburg  ISD 

3  HlUcrest  EL  - 

3  Lake  Waco  EL 

1  Latin  American 

2  La   Veg.i    ISD 

3  Mf a  lowr rook  EL  -  Waco  ISD 
3  North  JHS 
1  North  Waco  EL 
I  Provident  Heights  EL 
3  Smith  EL 
3  South  JHS 
I  South  Waco  EL 
1  St  Mary  School 
1  Sul  Ross  EL 
I  Tennyson  JHS 
I  University  JHS 
3  Wiley  JHS 

1  Waelder  ISD 
3  Wall  EL  -  Wall 

2  Waller  ISD 

3  Brazos  JHS  -  WalUs-Orchard  ISO 
3  Orchard  EL 

3  Wallls  EL 

3  Walnut  Springs  ISD 

3  Fred  EL  -  Warren  ISD 

3  Warren  EL 

3  Warren  JHS 

I  Waskom  ISD 

1  Marvin  EL  -  Waxahachle  ISD 

I  Northslde  EL 

3  Waxahachle  Middle 

1  Wlleraon  JHS 

1  Weimar  ISD 

3  We  inert  ISD 

3    Dawson  ISD 


1-8 


ISD 


Wellington 

Wei Iman 

Wells 

Weslaco 

West 

West brook 

West  Columbia 

Westhoff 

Wharton 

Whiteface 

Whitehouse 

Whltesboro 

White  Settlement 

Whltewrlght 

Whltharral 

Wichita  Falls 


Willis 

Wills  Point 

Wilson 

Wingate 

Winnie 

Winona 

Winters 

Woden 

Woodsboro 

Woodvllle 

Wortham 

Yoakum  " 

Yorktown 

Zapata 

Zavalla 


1  Wellington  ISD 

3  Wellman  ISO 

3  Wells  ISO 

1  Weslaco  ISD 

2  St  Mary  Catholic  School  -  West  ISD 

3  Westbrook  ISD 

3  Tanner  EL  -  Columbia-Brazoria  ISD 

3  Westhoff  ISD 

1  Wharton  ISD 

3  Whiteface  ISD 

2'  Whitebouse  ISD 

1  Whltesboro  ISD 

3  Central  EL  -  White  Settlement  ISD 

3  Whltewrlght  ISD 

3  Whltharral  ISD 

3  Alamo  EL  -  Wichita  Falls  ISD 

3  Austin  EL 

1  City  View  ISD 

3  Fannin  EL  -  Wichita  Falls  ISD 

1  Huey  EL 

3  Lamar  EL 

3  Reagan  JHS 

3  Travis  EL 

3  Washington  EL 

1  Washington  Kinder. 

2  Willis  ISD 

2  Wills   Point   ISD 

3  Wilson  ISD 
3  Wingate   ISD 

2  East   Chambers   ISD 
1  Winona  ISD 

I  Winters   ISD 

3  Woden   ISD 

1  Woodsboro   ISD 

I  Woodvllle  ISD 

3  Wortham  ISD 

I  Yoakum  ISD 

1  Yorktown   ISD 

3  Benavldes   EL   -   Zapata    ISD 

1  Zapata   EL 

3  Zavalla   ISD 


List 

t 

UTAH 

dents  from 

of  Schools  Determined  to  have  High 

Concentrations  of  Stii 

Low-Income  Families 

For  National  Defense 

Stud 

cnt  Ixian  and  National  Direct  Student 

Loan 

Cancellation  Benefits  for 
Location          Code  * 

the  1976-77  and  1977-78  School  Years 
School  Name 

Location 
American  Fork 

2 

Greenwood  El. 

Huntington 

2 

North  Emery  JHS 

? 

Forbes  El. 

Ibapah 

1 

Ibapah  El.                    ^- 

Bicknell 

2 
7 

Wayne  HS 
Wayne  Middle 

Junction 
Kanab 

2 
2 

Piute  HS 
Kanab  El. 

Blanding 

1 

1 
1 

Albert  R.  Lyman  El . 
Blanding  El. 
San  Juan  HS 

Kearns 

2 
2 
2 

Kanab  RS 
Oqulrrh  Hill  El. 
South  Kearns  El. 

Bluff 
Bountiful 
Brigham  City 
Cedar  Fort 
CirclevlUe 

1 
2 
2 
2 
2 

Bluff  El. 

Stoker  El. 

Central  El.  -  3.-^x  Elder  Dist. 

Cedar  Valley  El. 

CirclevlUe  El. 

Koosharea 
Layton 

2 
2 

1 
2 
2 

West  Kearns  El. 
Western  Hills  El. 
Koosharea 
Layton  El. 
Vae  View  El. 

Clearfield 

1 

Clearfield  (Thiokol)  Job  Corp  Center 

Lehl 

2 

Lehi  El. 

? 

Pioneer  El.  -  Davis  District 

Lewiston 

1 

Lewiston  El. 

? 

South  CleartleKl  El. 

Loa 

2 

Loa  El.                

2 

Wasatch  El.  -  :3avls  Dist. 

Magna 

2 

Lake  Ridge  El. 

Corrlne 
Delta 

2 
2 

? 

Corrlne  El. 
Delta  El. 
Delta  HS 

Manila 

2 

1 
2 

Magna  El. 

Web»ter  El.  -  Granite  Dist. 

Manila  El. 

Escalante 

2 

Escalan: e  P ; . 

Marysvale 

2 

1 

Manila  H.s 
Oscarson  El. 

Falrview 

2 

Falrview  El. 

Mexican  Hat 

1 

Mexican  Hat  El. 

Fillmore 

2 
2 

Fillmore  El. 
Millard  HS 

Hidval^ 
Monroe: 

1 

1 

Midvale  El. 
Monroe  El. 

Garrison 

2 

Garrison  El. 

1 

South  Sevier  HS 

Goshen 
Hinckley 

2 
2 

Goshen  El. 
Hlncklev  El. 

Montezuma 

1 

Montezuma  Creek  El. 

*  Code 
Code 

-) 

Schools  designated  for  both  National  Defer 
Schools  designated  for  Satlooal  Defense  St 

se  and  Natiooal 

udent  Loan  canca 

Direct  Student  Loan  cancellation  d«[i«ih.» 
nation  benefits  only 

Code 

)  - 

Schools  designated  for  National  Direct  5tij 

d^nf  LA?an  cftnce^ 

l«r Ion 
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List  of  Schools  Determined  to  hav 
Student  Loan  and  NationtLl  Direct 


e  High  Concentrations  of  Students  from 
Student  Loan  Cancellation  Benefits  for 


cov-inc  «i.  ''^uE,.aes 

the  1976-77  and  1977-T8  School  Years 


Location 


Code 


School  Name 


Location 


Code  •   School  Ha 


Moronf- 

2. 

Moroni  El. 

i- 

North  Sanpete  JHS 

Mt .  Pleasant 

2 

Mt.  Pleasant  El. 

Murray 

Myton 

Ogden 

1 

1 
2 

Arlington  El. 
Myton  El. 
Bonneville  El. 

1 

Central  JHS  -  Ogden  Dist. 

1 

Dee  El. 

T 

Edison  El. 

2 

Gramercv  El. 

1 

Jefferson  El.  -  Ogden  Dist. 

1 

Lewis  El. 

2 

Lincoln  El. 

1 

Lorin  Farr  El. 

2 

2 

Lynn  El. 
Mound  Fort 

1 

Mountain  View  El . 

2 

1 

Ogden  HS 
Quincy  El. 

1 

State  Industrial  School 

2 

T.O.  Smith  El. 

1 

Washington  JHS  -  Ogden  Dist 

Orangev^lle 

1 
2 

Weber  Basin  Job  Corp 
Cottonwood  El.  -  Emery  Dist 

Orderville 

2 

Vallev  El. 

2 

Vallev  HS 

Orem 

2 

Geneva  El. 

2 

Orem  JHS 

2 

Sharon  El. 

2 

Westroore  El. 

2 

Windsor  El.  . 

Payson 

2 

Payson  Middle 

2 

Peteetneet  El. 

2 

Taylor  El. 

2 

Wilson 

Pleasant  Grove 

2 

Central  El.  -  Alpine  Dist. 

2 

Grovecrest  El. 

Price 

2 

Price  El. 

Provo 

1 

Franklin  El.  -  Provo  Dist. 

, 

1 
1 

Joaquin  El. 
Maeser  El. 

2 

Sunset  El. 

Randolph 
Richfield 

2 
2 

1 

Timpanogos  El. 
South  Rich  El. 
Ashman  El. 

1 

Pahvant  El. 

1 

Richfield  HS 

1 

Richfield  JHS 

Rlverton 

Roosevelt 

Sallna 

Salt  Lake  City 


Sandy 
Santaquin 
Spring  City 
Sunny side 
Tab  iona 
Tremonton 
Tropic 
West  Jordan 


Woods  Cross 


Southland  El. 

Roosevelt  El.  -  Duchesne  Dist. 

North  Sevier  HS 

Sallna  El. 

Backaan  £1. 

Bryant  Inter. 

Central  JHS  -  Granite  Dist. 

Edison  El. 

Eaerson  El. 

Franklin  El.  -  Salt  Lake  Dist. 

Glendale  '::er. 

Glendale  t  ark  El. 

Hawthorne  El. 

Hillsdale  El. 

Jackson  El. 

Jefferson  El. 

Jordan  Inter. 

Liberty  El. 

Lincoln  EI. 

Lowell  El. 

Had! son  El 
2     Newma  n  El. 
2    Niblev  Park  El. 
2    Northwest  Inter. 

1  Parkview  tl . 

2  Redwood  El. 
1    Rllev  El. 

1  Roosevelt  El. 

2  South  HS 
1     Washington  El 

1  Webster  F.' 

2  West    H^ 
1  Whit  tier    k: 

1  Wocvdrcw    Wi.son   El. 

2  Alta  View  El. 
2    Santaquin  El. 
2    Spring  City  El. 
2    Peterson  El. 
2     Tab Iona  El. 
2     M<  K;r.ltv  El. 
2     Brv.t  Valley  El  &  HS 
2     -.a-esi  1.  El. 
2     Terra  L.  mda  El. 
2     West  land  E.  . 
2     South  Bountiful  El. 


Granite  Dist. 


Salt  Lake  Dlat. 


-  Granite  Dlat. 


Salt  Lake  Dist. 


VERMONT 


List  of  Schools  Determined  t 

For  Hational  Defense  Student  Loan  and  National  Di 

Location  Code  •   School  Na-iie 


Addison 

Alburg 

Barre 


Barton 

Belvidere 

Bennington 


Berkshire 

Bratt leboro 


have  High  Concentrations  of  Students  froa  Low-Incoae  Families 
rect  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 
'  'cation Code  *  School  Baae 


Addison  Central  El 
A 1 bur g  El 
Avers  Street  El 
Brook  Street  El 
Mathewson  El 
North  Barre  El 
St  Monica  El 
Spauldlng  El 
Ward  5  El 
Barton  Graded  El 
Lake  Region  HS 
Belvidere  Center  El 
Beech  Street  El 
"ataroount  El 
Molly  Stark  El 
Berkshire  El 
Academy  El 
Canal  Street  EI 


Brattlefcoro  (cont'd) 

Brighton 

Brookfield 

Brownington 

Burlington 


Cabot 

..ambr  .dgt- 
Ganaan 
.Jhel  sea 


Green  Street  El 

Oak   Grove    El 

Brighton  Elementary  El 

Brookfield  Elementary  El 

Brownington  Central  El 

Barnee  EI 

dltt^aden      .^tnnunlty   Correctional 

Burlington   High   HS  ^'^      •" 

Christ    the    King   El 

Edmunds   JHS 

Rock    Point   HS 

St    Joseph    El 

Shaker  Mountain  School    K-12 

Wheeler    H 

Cabot    Ele»entary    ETl 

Cabot    High    H5 

Cambridge  F '. '3r;e;.  r  arv  El 

Canaan  M  emo  r : a .  K - ]  1 

Chielsea  1-11 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancel !«■: 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 


benefits 
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NOTICES 


VERMONT 


For  National  Defense 

Locatiori 


List  of 
Student 


Schools  Determined  to  have  High  Concentrations  of  Students  from 


Ix^an  and  National  Direct  Student  Loan  Cancellation  Benefl 

Location 


Code  *  School  Name 


Code 


Dorset 

Enosburg  Falls 

Fairfield 

Fair  Haven 

Ferrlsburg 

Franklin 

Glover 

Greensboro 

Hardwlck 

Hartford 
Hlghgat* 

Huntington 
Hyde  Park 

Irasburg 

Isle  LaMotte 

Jef fersonville 

Johnson 

Klrby 

Lincoln 

Londonderry 

Lowell 

Lunenburg 

Manchester 

Mlddletown  Springs 

Monkton 

Newark 

Newfane 

Newport  Town 
Nor  ton 
Pawlet 

Peachaa 

Pl3nDouCh 

Readsboro 

Rlpton 

Roxbury 


2 

1 

1 

1 

2 

2 

1 

1 

2 

2 

2 

1 

2 

2 

1 

2 

2 

2 

2 

2 

2 

1 

I 

1 

I 

2 

2 

1 

2 

2 

2 

1 

2 

1 

2 

2 

1 

1 

2 

2 

2 

1 

2 

1 

1 


El 


Dorset  Elementarv  r,  I 
The  Long  TrJll  School  HS 
Enosburg  Fails  Elementary  El 
Enosburg  Falls  High  HS 
East  Fairfield  El 
Fairfield  Center  El 
Fair  Haven  Graded  El 
Fair  Haven  South  El 
Ferrlsburg  Central  El 
Franklin  Central  El 
Glover  Village  El 
Greensboro  Village  EX 
Hardwlck  Elementary  El 
UHSD  #26  HS 

White  River  Elementary  El 
Hlghgate  Central  El 
Hlghgate  Eleinencary  El 
Huntington  Eleraencarv  El 
Hyde  Park  Elementarv  :1 
Lamoille  Union  High  HS 
Irasburg  Village  El 
Isle  LaMotte  Elementary 
Boulder  Lodge  School  El 
Laraway  School  7-12 
Brookside  School  El 
Lincoln  Coranmnlty  El 
USD  ^O  El 
Lowell  Village  El 
G  i  laan  E 1 
Lunenburg  Village 
Manchester  El 
Mlddletown  Springj 
Monkton  Central  El 
Newark  Street  El 
Newfane  New  El 
Newfane  Village  El 
Newport  Center  El 
N'lrton  Village  El 
pawlet  Prtmary  El 
iJesC  Pawlet  El 
Peacham  Academy  HS 
Plymouth  Elementary  El 
Seadsboro  Elementary  El 
Rlpton  Hollow  El 
Roxbury  Village  El 


El 


ailage   El 


Royalton 
Rutland 


St.  Albans  City 

S  t .  Johnsbury 
Starksboro 
Stockbrldge 
Swanton 


Top sham 
Troy 

Tunbridge 
Vergennes 
Vershlre 
Walden 


Wallingford 

Watervllle 

West  Fairlee 

Westfleld 

West  Haven 

West  Windsor 

Westminster 

Wheelock 

Whiting 

WlUlston 

Wlnooski 


for 


Low-Income  Families 

the  1976-TT  and  1977-78  School  Years 


School  Name 


South  Royalton  Graded-Hlgh  K-12 

Dana  K-6 

Lincoln  K-6 

Longfellow  K-6 

Northwest  El 

Park  Street  El 

Rutland  JHS,  HS 

Southeast  K-6 

St. Peter's  El 

St.  Albans  City  Elementary  El 

St.  Albans  Correctional  Facility  HS 

St.  Johnsbury  Correctional  Center  HS 

Robinson  School  El 

Pittsfield-Stockbridge  School  El 
Missisquoi  Valley  Union  High  HS 

Swanton  Central  El 

Swanton  Elementary  El 

USD  #36  El 

North  Troy  Graded  El 

Troy  Village  El 

Tunbridge  Central  El 

Harrison  Greenleaf  JHS 

Vershlre  Village  El 

Noyesville  El 

Star  El 

Walden  Heights  JHS 

Walden  South  El 

Wallingford  Village  El 

Watervllle  Central  El 

West  Fairlee  Village  El 

Westfleld  Graded  El 

West  Haven  Elementary  El 

Albert  Bridge  School  El 

Kurn  Hattln  Home  El 

USD  #37  El 

Whiting  Village  El 

■Fine  Ridge  School   JHS,   HS 

J  F   Kennedy   El 

St  Francis  Xavler  El 

Winooskl  Memorial  El 

Wlnooekl  High  HS 


VIRGINIA 


For  National 


Location 


List  of  Schools  Determined  to  have  High 
Defense  Student  Loan  and  National  Direct  Student 
School  Name ^, 


Code 


Concentrations  of  Students   from  Low-Income  Families 

Loan  Cancellation  Benefits   for  the   1976-77   and   19TT-TS  School  Years 
Location Code   »      S c hop  1__Nmi e_ 


Abingdon 


Acc3-.ac 


A;"',.-r, 

AlDer"-a 

Alii- 

Alflxa:  ;r 

.a 

k.'-.en: 

Appa-.ac'^a 
Appora'.tox 

Arara", 

Am.'.,;  tor. 
Arv;x.  la 
A3hr'-m 
A3hlar,l 


1  Bethel    3-    ^K-"") 

1  Cleveland   H    ^K-'^; 

1  Creex.Jale   3.    (K-7) 

1  Hayter's  Gap   =1    (K-7) 

1  Kary  K.  Srith  JHS   (7-8) 

1  Aocornac  ?rirar>-    (.K-2) 

1  P.ockfish  Valley   ?1   (1-6) 

1  Alberta  Primary   (1-3) 

1  Red  Cak  SL   (U-7) 

1  Aldie   iL    (■<-■?) 

3  ?ar<er-Cray  Mdila    (7-8) 

3  >ntral  ?rUr.ary   [1-2) 

1  TeTip'^rance   SL    iK-'') 

1  Appa^ac^da  JHS    (7-12) 

1  Appalachia   HX    (K-6) 

1  Appomattox   SL    (3-6) 

1  Appcrattox  Primary   (K-2) 

1  aiae   Sidge   IL    (K-7) 

1  Nelscr.  JH3    f-B) 

1  Arv;r.ia   Primary   (K-3) 

1  Aar.D^-n  HI    vK-5) 

3  John  y..  Gandy  SL  (h-7) 


Axton 
B«rdy 
Bassett 

Beaumont 
Bedford 


Belle  Haven 

Bergton 

Big  Stone  Gap 

Birchleaf 
Bird's  Neat 
Bishop 
Blackstona 


Bland 

BlOXOB 

Bon   Air 


'1  irisburg  EL  (1-6) 

1  Bandy  KL  (1-6) 

1  Mary  Hunter  a  (6-7) 

1  Sanville  KL  (K-5) 

1  Beaumont  Learning  Center 

1  Bedford     Educational    Center    (8-8) 

1  Body  Camp  SL   (K-7) 

3  Bedford  SL  (3-7) 

1  Belle  Haven  Primary   (K-2) 

3  Bergton  EL  (K-6) 

1  Games  Middle   (5-7) 

1  PoubU  Valley  Primary   (K-U) 

1  Sandlick  EL   (1-7) 

1  Bird's  Nest  Int.    (7-7) 

1  Bishop  SL   (K-6) 

1  Blackstor.e  JHS   (7-9) 

1  Blackstone  Int,    (5-6) 

1  Blackstone  Primary  (K-U) 

1  Bland   Correctional   Center 

1  Hloxon  PriF.ary   (K-3) 

1  Bon  Air  Learning  Center 

1  Reception  &  Diagnostic   Center 


Code  1  -  Sch-ooU  designated  for  both  National 
Code  :  -  Schools  de»li?naced  for  National  Defe 
Code    3    -    School!    designated    for   National    Dire 


Defense    and   National   Direct   Student   Loan    cancellation    benefits 
nse   Student   Loan  cancellation  benefits   only 
ct 


>tu<ient    '„o«-   cancellation  benefits  only 


FEDERAL   REGISTER,   VOL.    42,   NO.    1 06— THURSDAY,    JUNE   2,    1977 


NOTICES 


284- 


VIRGINIA 


For  National  Defens 


Location 


List  of  Schools  Determined  to   have  High 
e  Student   Loan   and  National  Direct  Student 


Code 


School    Name 


lefita   for  the   1976-77  and  1977-76  School  Iwura 
Location Code   *     School   Na»e 


Concentrations  of  Stud 
Loaji   Cancellation   Ben 


BoWlijig  Green 


boyce 
Boyd ton 


Boykins 

Breaks 

Bristol 


Brookr.eal 
Buckingham 

fiuera  Vista 
Bun^ass 
Burkeville 
Callar.ds 

Callac 
Ca-na 

Capeville 
Capror. 


Carrsvllle 
Cedar   liuff 
Charles   City 

Charlotte   C.H. 


Charlottesville 

Chase  City 

Chathar. 


o.hesapeaKe 

Cher  iter. 
Church  .load 

Glarksville 


Clinchco 
Cllnchport 


Clintwood 

Clover 
Cloverdale 
Cluster   Sprir.gs 

CoeDurn 


Council 

Courtland 


Covington 
Craigsville 
Craysbrbek 
Crewe 


1 
1 

1 
1 
1 
1 
1 

3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
.  1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Bowling  Green  JHS   (7-8) 

Bottling  Greer.  EL   (1-6) 

Bowline  Grear,  Primary   (1-3) 
Boyce   cl'Y.-^: 

Boyd  tor.    3.    '  u-7  i 

Bovatoc   .'^imary   (K-3) 

Boykins   SI    {i^-f} 

Boykins  Prijr.ary   (K-3) 

Preaxs   SL   (1-7; 

I>ouglas3   a   (5-6) 

Thomas  Jeffers:^.   SL    (K-ii) 

Valley   Institute    tK-7) 

Falling   River    Si    (K-7) 

B->.  eking  ha.-,-.  H3    .lC-12) 

Buckinghajr    FYunary    (K-5) 

y.pur.tatr.   View  SI    (K-7) 

BucioierAt  Ciarland  EL   (1-5) 

BuTiceville  Ir.t.    (5-6) 

Ca_,.lards  EL   (5-7) 

Callao   SL   (3-7) 

St.   Paul   Int.    (K-9) 

Capeville   Si    (5-7) 

Capror.   SL    (5-7) 

Caprcn  .^Imary   (K-2) 

3cutha.t5;tor.   Correctional   Center 

Carrsvllle   EL    (K-5) 
.Hivernrrt   EL    ' f.-f-) 

Charles    :ity    Sfigt    SL    (5-6) 

Charles    City  West   KL    (2-5) 

aa.-.iclph  Henry   H:   (10-12) 

Cer.trsl   JHS    (6-5) 

Central   EL    (K-J4) 

Charlotte  El    (5-7) 

J.  Murray  Jeffress  EL   (li-7) 

Stone-Robinsor.   SL    (K-6) 

Clark   El    ,K-5) 

JacK3on-V;a   SL    (K-5) 

Chase   City   EL    (u-7) 

Chase  City  PriE.ary   (K-j) 

Qiatha.T.  HS    (8-12) 

Qi.iiax  SL    (K-7) 

Sprl.'.g  Garder;  EL   (K-7) 

Union  Hall   SL   (K-k) 

Cer.tral    EL    (U-7) 

Park   SL    (K-ti) 

St,    Brides   Co-rectlrral    Cer.ter 

Cheriton   SL   (K-ij) 

Hidnay  EL   (3-7)     . 

Korthside_  EL  (K-3) 
Bluestor.e  JHS    r?-9) 
darksville  EL    1^-7) 
Glarksville   Primary   (K-3) 
Cir.chcc  EL    (1-7) 
Clinchport   EI    (K-7) 
Fairvxew   El    :  K-7) 
Rye   Cove   EL   !.K-7) 
Longs   rcrk   EL    (1-7) 
aover   EL    (K-7) 
Cloverdale  EL   (1-6) 
Quster   Springs  EL   (5-7) 
South  of  Dar;  EL    (K-it) 
Coebum   HS    (6-12) 
Coeburn  hiddle   (ii-7) 
Coeburr   .Priinary   (K-ii) 
Co-or.cil    HS    if -12) 
Council   SI   I  K-6; 
SruthJjTiptofi  JHS   (8-9) 
Scuth,amptar   HS   (10-12) 
Ccurtlar:d   EL   (3-7) 
a^j-Uar.d   Primary   (K-2) 
Jeter-Watsor.   EL    (K-7) 
Craigsville   SL   (K-7) 

Fluv-rj-.a  HS   (10-12"i 
Crewe   Primary    'r-L^ 


Criglers  ville 

Criti 

Culpeper 


Cumberland 
Dana  sous 
Danville 


LendroTi 
DUliom 


Dinwiddle 


Dcsneil 
Draices  Branch 
Drewryi'llle 
Dryder. 
Duf  field 

Dungarjioti 
Eagle  Rock 
Sastville 
SU   Creei< 
.Klktan 
Super ia 


BaMBt 
ShIiik 


Fairfield 
Falls  Kills 
Fancy  Gap 
Farmville 


forest 
Fork  Union 
Fort  Blsctemore 
Prankllr 


?Ul  K  5     -^' J. 
jfil&X 

Gaso^irg 
Glade   SprL-ig 

Glasgow 

Gloucester 
Goochland 


1 
1 

1 
1 
1 
1 
1 
1 
1 
1 


♦  Code    1    -    Schools    designated    for    both    National    Def 
Code    2    -    Schools    designated    for    National    Defense 
Code    3   -    Schools    designated    for   National    Direct    S 


Criglersville'EL   (1-7) 
Hardir -Reyr.olda   Q.    (K-7) 
Pearl    3«H)le  3.   (l-i) 
dyca-nore  Park  EL   (l-i) 
A.   C.   Richardson  EL   (5-5) 
Arj.   rfingfield    EL    (6-6) 
CuM^erland   Cosib.    (7-12) 
CujBberlar.d   SL   (K-6) 
Holstor,   Comb.    {7-12J 
Da«»3cus   C--    (K-6) 
Bellerue  EL    (K-ti) 
Sdwara  A.   Gibson  hicklle  (5-7) 
F'orest  Rills  KL   (K-J*) 
Schoclflald   EL   (K-Ji) 
•oodrow  Wilscr.  Kiddle   (5-7) 
Luther   P.   JacKson  EL   (3-7) 
BucfcJighajc  JHS    (8-9) 
Dill><yr   EL    .^li-7) 
Dillwyr   Prinary   (K-3) 
Dinwiaaie   H3    (10-12) 
Diniaddie  JHS   (8-9) 
Dinwidaie   3,   (lJ-7) 
Southside  EL   (K-3) 
Doswoll    SL   (K-6) 
Drakes   Btranch  KL   (K-7) 
Drew-yrtlle  KL   (3-h) 
Dryder.    Co«nt .     ■K-12) 
Stick_eyvi^:.e    EL    (1-6) 
Duf field -Patten  KL   (1-7) 
Dungaixur.   cX   (K-7) 

tagle  Rocic   SL   (1-6) 

>«crt.hain:tor,  HS   (10-12) 

Ck    Crneic   SL    (K-7) 

Ckton    EL    fl-6) 

Si^Kjria   KL   (K-2) 

Zicr.    EL    (ii-5) 

Belfield    a.    (5-7) 

Hlcksford    EL   (3-h), 

&eensvii:e  JHS    (7-9) 

Greer. sTil.e  HS   (10-12) 

3er.'a«ir,   .>■  .   lancey   Q,   (K-5) 

Thoias    *xKer  HS   (P-12) 

Klydale    El    (K-7) 

Ewir^g    ;-l.      K-7) 

Kx»ore   In.    (lj-6) 

Hare    Vailfey    Prunary    (K-3) 

Fairfield    EL    (K-6) 

FaUs  Kills   SL   (K-6) 

Fancy    ".ap   KL   (K-6) 

.Prir.ce   Edward  HS   (8-12) 

Prir.ce   Edaard  KL   (K-7) 

Farn.haffiVulia  EL   (U-5) 

Forest   SI.    ''K-6) 

Foric   Unior.    EI      1-5) 

Fort    Bl» colore    SL   (K-7) 

FranKlU   -S      9-12) 

Franx^lr.    EI      ..-6) 

Hayder.  JHS    ,^-8) 

Motor.   Primary    tK-3) 

Providence   O,   (K-7) 

Vsughc   Irt,    (K-9) 

Fulks   Rur,   EL   (1-6) 

Baywooa    Comb .    ( K-^ ) 

Fairvlev     omb.    (K-8) 

S.    3runsw-.  CX    SL    (1-8) 

Glade    3pri.-.g    SL    (K-7) 

liberty   Hall    EL    (K-6) 

Glasgow  EL    (K-7) 

^tetour'    EL    (1-li) 

Byrd   Prieary   (K-I4) 

Goochland   EL   (K-7) 

Kanawha   KL   (K-7) 

Kt.    Airy    SL    (K-3) 

Va.    Correc  tl  or.al    Center  for   '*>ner 


ense  and  National  Direct  Stjden 
Stjder\t  Loan  cancellation  bene  f 
tudent    Loan  cancellation   beoefl 


t    Loan    cancellation    bcocflC* 
Its    only 
ti    only 
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VIRGINIA 

■  -— -.^i^-^i^-^-; — 1— ■  Local ior.  Cosie„*      School   Name 


Gordor3\r'..le 

1 

Got* 

1 

Gcshen 

1 

Grear.wcod 

1 

're'-".* 

1 

1 

Grundy 

1 
1 

1 

Ha^-e 

1 

Kail  Tax 

1 
1 

1 

Hanover 

1 
1 

1 

Hirrlgcrburg 

1 
1 

Hoathsvllle 

1 

HillsTlUe 

3 

Honsker 

Hot.   Springs 

i 

H^*rley 

1 

1 

I,-.de;*r.d«r.ce 

1 

lYor 

1 

1 

v'arratt 

1 
1 

.'  T-  e  1  ■^.  .  ".  9 

1 
1 

1 

Kenbridge 

1 
1 

■'.ef~Kee 

1 

?!f!y?vi.le 

1 
1 

KlIiii*rr.ocit 

1 

King    ;ecrf-e 

1 
1 

'^.u-v    '<    ,vefj. 

1 

•.iz.g   Wl.:-.a.-i 

X 

;  .a  J  c  s  3  e 

1 
1 

lAir.csc'^^i; 

1 

L«lica3'.^r 

^ 

L?'^el   ?-r< 

1 

l^wrer.c^v-!.  .la 

1 

1 

•1 

1 

:^rL"g-.cr 

1. 

1 

lo".  -SDuTg 

- 

Iculs* 

^ 

Lovtngstcr 

1 

uyrchb'JTg 

1 

l«»chlporgo 

^.a  H.  3  en 

Vappsville 

I'ATSh^ll 

'ar'-i;  s'rl-^e 


3 


-cr;::r-:^r— ur    iL    ;K-5) 

>3.".er.    a.    (K-V 

~/raenwcod   SL    (K-5) 

"ratr.a   SL   (u-'') 

Oretna   Comb.    (K-9) 

irunly  JHS   (8-9) 

31g   .=locK  EL   (K-7) 

Haraor.   £L    (K-?) 

Cople   Prl.Tiary   (K-2^ 

Halifax  JH3   (8-9) 

Hall'ax  EL    vK-3) 

Slr.ai   il   (U-7) 

jaur.    ri    (1-5) 

Hanover   Learning   Oer'-er 

J.   P.    Barrett  Learnl.-.g    >xter 

Waterman   cX   (S-6) 

Harrlsor.buTg   Correctional    >.r'.er 

Northu.T.cerland  JH3    v6-9, 

Hadesbcro   EL    (KhS; 

Appalachian   Learning    Cer.ter 

Valley   Ei    iK-"?- 

Hurley  KS    (6-12) 

D.    A.    Ju3ti3    EK    (K-7) 

3riile   Creek   EL    (1-7) 

Indeper.dence   21    ;K-7) 

Ivor   EL   (3-w 

Ivor  PrlJiary   (K-2) 

:arratt    EL    (3-5) 

Jef.'eraon   EL    (1-2) 

Jonesvllle   SL    (K-6) 

Jonesville   Comb.    (7-12) 

Platwcods   Comb.    (K-U) 

Kenbridge  Tl   {  }-6) 

Kenbridge  Pri.T,ary  (K-2) 

.'.eokee   Cor.b.    (K-12) 

West   ■J-.d   EL    (K-6) 

.'.eysviUe   EL   (K-7) 

Lancaster  Int.    (5-7) 

Kir.g   O«orge  H.3   (8-12) 

King  George  EL  (1-7) 

Cer.tral  H3    !e-12) 

Kir.g  'ift-lliajn  H3   (8-12) 

Har.il'cr.-Holaes  EL   (K-7) 

LaCrcsaee   EL    (S-7; 

L«Cro3se  ?rijr.ary   (K-U) 

Laffi)sturg   EL   (1-6) 

Lancaster   H3    (6-12, 

Lar.caster   Primary    \.<'U) 

Uurel   ?ork  EL   (1-6) 

Sturgeor.   SL    (1-7) 

Lawrencevllle  Primary  (1-3) 

Meherr^T. -Powell ton  EL   (U-7) 

Totaro   EL    (u-7) 

Eff-.r.gar   EL   (1-7) 

Highlar.d   3elle   EL 

Lottsburg  PriiTAry 

LcUs*  JH3    (6-P) 

Louisa   EL    (l-'^) 

Lovingatcn   SL    [u-^'^ 
Carl   3.   Hutcherson   Pri.-^ary   (K-2) 
Pxoert   3.    Payne  SL   (K-6) 
Villiar.  M.    Bass  EL   (3-6) 
Nort^.anFtan  JH3    (8-9) 

V.achipongo   :!.    (K-7) 
Hadisor.    EL    (1-3) 
Waverly-Tcwell   =X   (3-7) 
N.   Accomack   SL    ■;'-'') 
Marshall   SL    (''-9; 
Ncrtb.wBStern    EL    (K-2) 
3.   yATtxnsville   EL   (1-6) 
Albert  Harris    EL   (5-7) 
Clear'rt.ew  EL    ,  K-li) 


S-7) 
K-3) 


MartlnaTlll*   (con't) 

KcKeimey 

Meadows  of  Dan 

Kelfa 

Mendot* 

f.iddleblirg 

mOlboro 

Kineral 

Kcr»'^ 
Morrofl 
Kcntarey 
Kor.tpelier 

Kcntross 


Nathalie 


Natural  Bridge 

New  Canton 
(iew  Castle 
Kewport  News 


Newsoma 

Vora 
Korfolk 


Norlina 
North  Garden 
Norton 
Oak  Grove 

Oak  Rail 
Oakwood 

Ctaancock 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
3 
3 

3 
3 

1 
1 
1 
1 
1 
1 
1 
1 
1 


Joseph  hartin  EL   (K-u; 
Patrick  Henry  EL   (K-i.) 
Sunnyside  McKenney  EL  (U-7) 
McKenney  EL    (K-3) 
Meadows  of  Dan  EL  (K-7) 
S.  Accomack  EL  (3-6) 
Hamilton  EL  (U-7) 
Banneker  EL  (K-5) 
Millboro  EL   (K-7) 
Apple  Grove/Shelf ar  EL  (1-5) 
Mineral  EL   (1-5) 
Mfx.eta   EL    iK-7) 
Flaaaant  View  EL.  (K-7) 
Highland  EL  (K-7) 
Bethany  EL  (U-7) 
K'cntpelier  EL  (K-3) 
Washington  4  Lee  HS  (9-12) 
A.  T.  Johnson  JH3  (7-6) 
Montr 03S  EL   (3-6) 
■  Meadville  EL   (K-7) 
Volens  EL   (5-7) 

Sydnor-Jennings  EL  (K-U)  ■• 

Natural  Bridge  EL   (1-7) 
Natural  Bridge  Learning  Center 
Gold  Hill  EL  (U-7) 
Kaywood  EL   (K-6) 
Erwin  EL   (K-7) 
James  Lee  EL   (1-7) 
John  >.arshall  a.   (1-7) 
Sedgefield  EL  (1-5) 
Homer  L.  Ferguson  H3  (10-12) 
Kewsoms  SL   (U-7) 
Newsoma  Primary   (K-3) 
Ervington  EL   (K-7) 
Tidewater  Park  EL   (U-6) 
Titus  EL  (U-6) 
fowling  Park  EL  (K-U) 
Coleman  Place  EL  (K-6) 
Gatewotd  EL  (U-6) 
Unsdale  EL  (5-6) 
West  KL  (U-6) 
Pairlawi  EL  (K-3) 
Ocean  View  EL  (K-U) 
Easton  EL  (K-3) 

Granby  EL  (K-3)  , 

Larchmont  EL  (K-3) 
Tucker  EL   (U-6) 
Young  Park  EL  (K-2) 
Pineridge  EL   (K-U) 
Calcott  EL  (K-3) 
Campostella  Jr.    (7-9) 
Lindenwocd  EL   (K-6) 
Monroe  EL  (U-6) 
Roberts  Park  EL   (U-6) 
Tarralltor.  EL   (3-6) 
Chesterfield  EL   (K-3) 
DiggB  Park  (K-3) 
Marshall  SL   (3-6) 
Stuart  EL   (U-6) 
Cair^i  Allen   (K-3) 
Oceanair  EL  (K-3) 
Pretty  Lake  a  (K-2) 
East  Ocean  View 
Sherwood  Forest  EL  ,(K-3) 
Palmer  Springs  EL  (K-7) 
Red  Hill  EL  (K-5) 
West  Norton  EL  (K-7) 
Oak  Grove  EL   (U-6) 
Washington  Dist.  EL  (K-3) 
AUantic  HS   (9-12) 
Garden  EL  (K-7) 
Street  SL   (1-6) 
Onancock  HS  (9-12) 


Co<J«  1  - 
Coda  2  - 
Coda    1    - 


17.^1.    ^„lga.ted    for    bo.h-Nac  lo.a'.    5«feaa.  jnd  National   Direct   Stud.n     Loan    c.nc«llatt,n    b^n, fit, 
school,    de.lga.ted    for    S.tlon.l    D«f.n..    Student   Loan  ^«°"}1«^°°^«"*["'   °"i' 
School.    d.,lgn.ted    for   National    Direct    St.rf.n:    L-  «.      anc.U.tloa  benefit,   only 
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VIRGINIA 


List  of  Schools  Determined  to  have  High  Concentrations  of  Students  from  Low-Income  Families 
For  National  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits  for  the  1976-77  and  1977-78  School  Years 

L'Ocation Code  *  School  Name  Location Code  *  Schoc]  Name 


Orange 

Painter 

Fal.Tvra 


Pamplin 
Parksley 

Penningtor.  lap 


Petersburg 


Phenix 
Portsmouth 


Pound 


Providence   Forge 
Pulaski 
Reedville 
Pdchmond 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
3 
3 
3 
1 
1 
1 
1 
1 


Prospect  Hts  hiddle    (6-f  , 

Trange  EL    (K-5) 

Central   HS    (9-12) 

Fluvanna  JHS    (8-9) 

L«rtral    EL    (U-7) 

Columbia   Dist.    EL    (1-6) 

Cunningharc  Dist.    EL    (1-3) 

PaJnyra   tL    (1-U) 

Pampdin   SL    (K-6) 

Parksley  H3   (9-12) 

Pennuigton  HS    (6-12) 

PerLningtcr,   EL    (K-12) 

Elk   Knob   d   (K-7) 

Eastsiae   3^   (K-3) 

Peabody  ..HS    (6-9) 

A. P.   Hill    SL    (3-6) 

aianoford   EX    (3-6) 

David  Ajiderson   EL   (K-2) 

J.   E.    °.   Stuart  EL   (K-3) 

.Robert   E.    Lee    SL    (K-2) 

StcriewBll    Jack3C«i   EL    (K-3) 

Virginia  Avei-.ue  EL   (U-6) 

Walnut  Hill   EL   (K-3) 

'Westview  EL    (U-6) 

Petersburg   H3    (10-12) 

Pherix   KL    (K-3) 

Cradc<;k  HS    (9-12) 

I.    C.   KcrcoB  HS   (9-12) 

Kan  or  HS   (9-12) 

Woodrow  WJlson  HS   (8-12) 

Alf  J.   Mapp  JHS   (7-6) 

Churchland  JHS   (6-6) 

Harry  A.   Hunt  JHS   (6-7) 

WiUiam  E.   Waters  JHS   (7'^) 

Acadeaff  Park   EL   (K-6) 

Brighter.   El,    (K-6) 

Churchland    EL    (K-5) 

Douglass  Park   SL   (K-3) 

hjnily  K.    Spong    2L    (5-6) 

Highland    ailtmore   KL    (1-U) 

Janes   Hurst    EL    (K-U) 

John  Tyler   EL   (K-5) 

Olive   Branch   KL   (3-U) 

Park  View  EL    (1-6) 

Port  Korfolk   SL    (K-6) 

Robert   E.    Lee   EL    (K-K) 

Shea  Terrace    SL    (K-6) 

Thomas  Jefferson    (PK-K) 

Westhaven   ¥1.   (1-5) 

Cavalier  Manor   HI    (5-6) 

Hodges  hanor    EL    (U-6) 

Lakeview  KL    (K-3) 

Simcnsdale    KL    iK-2] 

Truxton   Seccrdary   Education   Center 

3.H.    darKe   Vocati:^.aI   Center 

Pound   Pi   (^-7: 

Pound   Primary    (K-5) 

Pound  HS  f-12) 

Charles   City    fYlmary    (K-l) 

Jefferson   Pr unary    (K-3) 

Fairfield   SL   (U-7) 

ArKstrcng   HS   (9-12) 

George   i^the   K3    (9-12) 

Maggie  L.   Walker  HS   (9-12) 

Thomas  JefferscMi   HS    (9-12) 

Albert  Hill   Kiddle    (7-6) 

Benjarair.  A.   Graves  Kiddle   (6-8) 

Binford  Middle    (6-6) 

Bast   aid  Middle   (6-6) 

Henderson  Kiddle    (6-6.) 

Hosby  Kiddle    {6-f) 

Baker   EL    (PK-?) 

Belleneade   51    (K-c) 


lichwond     (cor. 


KQeyville 

Reedville 

Ringgold 

Roanoke 


Rocky  Kcunt 
Rose  Hill 
Roseland 

Ruther  Glen 
Ruthville 
Salem 
Saluda 


Saxe 

Schuyler 

Scottsburg 

Scottsville 

Shanghai 
Shenandoah 
Shipraan 
Skipwith 
South  Boston 


South  Hill 


•elleT-e   >  odel    vK-v, 

1  Blackwell  a  (PK-5) 

1  Broad  Rock  KL  (U-5) 

1  Chimborazo  KL  -(2-5) 

1  Clark  Springs  SL   (PK-5) 

1  E.   S.   K.  Greene  El    (U-5) 

1  Elizabeth  D,   Redd  EL   (K-l) 

1  Fairfield   Court  EL   (PK-3) 

1  Fairmcunt  EL   (PK-5) 

1  Frar.klln   EL   (3-5) 

1  G.   K.   Reid   Q,    (K-2) 

1  George  Kason  EL   (PK-5) 

1  George   W.   Carver   EL   (PK-5) 

1  HigMar.d  Park   SL   (3-5) 

1  J.   P.   Fisher   SL   (K-2) 

1  J.E.3.   3tuart  EL   (U-5) 

1  J.  L.  Francis  EL  (K-2) 

1  Bowler  EL   (5-5) 

1  Bainbridge  EL  (3-6) 

1  Kary  Kunford   EL   (K-2) 

1  Katthew  F,  Kaury  EL   (K-5) 

1  .Kaj-mont  EL   (K-2) 

1  Oak  Grove  a   (K-5) 

1  Patrick  Henry  EL  (K-2) 

1  Robert  E.  Lee  EL  (3-5) 

1  Robert  Fulton  a   (K-5) 

1  Southanpton  a   (K-2) 

1  Suimer  Hill   a  (K-l) 

1  West  End  a  (3-5) 

1  Westover  Hills  Kiddle   (6-7) 

1  Whitconi  Court  a  (K-3) 

1  William  Fox  a   (PK-2) 

1  Woodville   a   (2-5) 

1  Bureau  of  Correctional  Units (28 

1  Pinecrest  Leprning  Center 

1  Virginia  State  Penitentiary 

1  Ber.tonviUe  a   (1-6) 

1  Springfield  a   (1-7) 

1  Reedville  Priir.ary   (K-3) 

1  Kentuck   Primary    (K-3) 

1  Fallor.  Park   a   (K-6) 

1  Fcrest  Park  a   (K-6) 

1  Highlar.d  Park  a   (K-6) 

1  Hurt  Park   a   (K-6) 

1  Northwest  a  (K-6) 

1  Oakland  a   (K-6) 

3  Konterey  a   (K-6) 

3  aearbrook  a   (K-6) 

1  Continuing  Gducaticn  Center 

1  Rose  Hill  a  (K-7) 

1  Fleetwood  a   (1-6) 

1  Ladysrath  a   (1-5) 

1  Charles  City  Comb.   (7-12) 

3  Broad  Street  a   (U-6) 

1  F.iddlesex  HS   (8-12) 

1  Rappahannock  Central  a   (K-5) 

1  St,   Qare  Walker  Kiddle   (6-7) 

1  Bacon  Dist.  a  (K-7) 

1  Schuyler  a   (1-6) 

1  Qays  KUl  a   (K-U) 

1  Scottsburg  a   (5-7) 

1  Scottsville  a  (K-5) 

1  King  &  Queen  a  (K-7) 

1  Grove  HUl  a   (1-7) 

1  Ryan  Priiuary   (1-3) 

1  Bluestone  HS  (10-12) 

1  Halifax  Co  HS  (lC-12) 

1  C.   H.   Friend  a   (K-7) 

1  Washington -Coleman   a    (1-3) 

1  Parkview  JHS   (P-9) 

1  South  Hill  a   (U-7) 

1  South  Hill   Primary   (K-3) 


Schools) 


•  Code    1    -    Schools   designated    for    both    National    Defe".se    arc    NaMras!    Direct    Student    Loan    cancellation    benefits 
Code   2    -    Schools   designated    for   National    Defense    Student    Loan    cancellation    benefits    only 
Code    3    -    Schools    designated    for    National    Direct    Student    Lean    cancellation    oeneflts    only 
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Far  National  Defense 
Location 


StAcy 


StarJey 

Staurton 
Stony  Creek 

St.  Charles 
St.  Paul 

St.  Stephens  C.H. 
Suffolk 


List  of  Schools  Determined  to  have  High 
c;^„H»nf  I.nan  and  National  Direct  Studen 
School  Hane 


NOTICES 


VIRGINIA 


Surry 


Code 

1 

1 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

3 

1 

1 


Concentrations  of  Students  fron 

,t  I^an  Cancellation  Benefits  for 

:  PC  at  ion ^°4e — 


Berkeley  H-  (K-5) 

Livingston  KL  {K-5) 

Robert  S.  Lee  HX  (K-5) 

J.  ¥..   3evin3  ZL   (K-7) 

Greene  Co.  3.  (K-3) 

■.^11  lam  Monroe  2L  (3-7) 
-liam  Monroe  HS  (P-12) 

jtarJ.ey   '•!■     1-7) 

Jajoes  Klver   Correctional   Ceriter 

Pnwhatar.   i:^rr3Ctior.al    -enter 

Th'-ra3   Jefferson   --I.   (K-6; 

3tcny   GreeK  CHS  (8-9) 

A^.es   H.   Jones   lil   (6-7) 

St.   Charles   SL   (K-7) 

St.   Paul   EL   (K-7) 

St.    Paul  HS   (8-12) 

Uwscr.-C.ariott   2.    ':.-7) 
3oc<er   T.   -rfaahdrgtor.  JH3   (6-8; 
Andrew..   3rown  Pri-^iry   (2-3) 
Chuckatuck  Kiddle   ^-.-^, 
Cypress  ^.id'-tle    '\~i-^  > 
Drive-  Kiddle    '  K-''  • 
Eas*    Suffolk  ^iddlB    ;U-7) 
iast   Jiu'folK  ;Tl.-ary   (K-3) 
norer.ce   Bowser    PrijrAry    (1-3) 
Hollar.d   Prir.ary    (K-3) 
John  Randolph  Prinary  (K-l) 
Kings  Fork  Prinary   (K-3) 
Mount  Zior.  Kiddle   (U-7) 
f^kland  Primary   (K-3) 
Robertson  Uddle  (1-7) 
Southwestern  Kiddle  (li-7) 
Thomas  Jefferson  Kiddle   (U-5) 
William  L.   Jones  Primary   (K-3) 
Suffolk  High  (9-12) 
Lebanon  KL  (2-3) 
Surry  EL  (K-l) 


Sugar  Grove 
Sussex 

Tazewell 
Temper  anceviUe 

Thaxtor 
Trevilians 
Trout  Dale 
Turbeville 
Union  Lerel 

Uniooville 

Vansant 


Vernon  Hill 
Victoria 


Virgil  ina 
Virginia  Beach 
Wkkefleld 

Mar saw 

waver ly 

Waynesboro 

'.Jhlte  Top 
Vftcoraico  Church 
Winchester 

>fi.se 

Woolwine 


Low- Income  Families 
the   1976-77   '^d   1977-78  School  Years 
School   Waine    


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
"  3 
1 
1 
1 
1 
1 
1 
1 
1 


Sugar  Grove   -X    (K-fiy 

Sussex  Central  V3   (9-12) 

Central   3L   (1-7) 

Cove  EL   (1-6) 

Temperanceville  Prir,ar>-    (K-2) 

Thaxtcr.   2L   (K-") 

A.G.   Despot/Green   3prings    i  (1-5; 

Flatridge   EL   (K-^i 

Turbeville   a   (K-7) 

Buckhorn   EL   (5-7) 

Buckhom  PrijrAry   (K-U) 

Lightfoot  EL   (U-5) 

Union'rille   3L   ;K-3) 

•rfY-iitewood  EL   (S-7) 

VansfiT.t    EL    (K-'') 

Prater    EL    (K-7) 

teisor  Keinorial  Q<   (K-7) 

Central  H3    (9-12) 

Lunenburg  JH3   C-P) 

Luner.burg   Primary    (K-2) 

Victoria  EL   (3-6) 

Vlrgilir.a   SL   (K-7) 

Sea tack   SL   (K-6) 

Ellen   W.   Chambliss  ZL   (1-2) 

-fekefield   KL    (2-i^) 

iiichmor.d   Co.   Int.    (6-8) 

ffersaw  Primary   'K-3) 

Arr.ia   5.    Jacrcson   ^    (5-7) 

«a-reriy  JH3   (8-9) 

Shenan.ioah  Kts   SL   (K-6) 

Wenonah   SL   fK-6) 

yx.  Refers   Comb.    'K-12) 

Rehoboth   U    (K-7) 

Gainesboro   SL   (K-5) 

Frederick  Douglass   EL    (K-5) 

Wise  EL  (5-7) ^ 

Wise  Primary  I'K-U) 

Woolwine  SL  (K-7) 


For  Natlbnal  Defense 
Location 


List  of 
Student 


Code 


iBEROEEN 


AOflV 

AONA 

AIRWAY    HEIGHTS 

AMANDA    PA«»l 

AHBCY 

ARIEL 

aRLlN'".TON 


ASHf CBO 
A  S*-  T  I  N 
AUELRN 


P4ITLe     G^OlSC 
BAY    CENTER 
PELi^AlS 


WASHINGTON 

School   Hame _  — 

WEST    ELEMENTARY 


1 

? 

I 

2 

2 

I 

2 
2 
2 
1 
2 
2 
3 
1 
2 
2 
2 


A.    J.    

ALEXANDER    YOUNG    ELEMEMARY 

RCBERT  GRAY  ELEMENTARY 

■^TEVENSZ-AShlNGTON    ELEMENTARY 

SUMMIT  ELEMENTARY 

ACNA  ELEMENTARY 

SLNSET  ELEMENTARY 

LAKE  CUINAULT  HIGH 

AMBCY  ELEMENTARY 

YALE  ELEMENTARY 
ARLINGTON  cLtMFNTARY 
ARLINGTON  MIDDLE  " 

ISCIAN  RIDGE  TREATMENT  C  f,' 
CCLU-eiA  CREST  ELEMtS*TARv 
ASGTIN  ELEMENTARY 
CASCACE  JLNIOR  HIGH 
CHINCCK  ELEMENTARY 
HCLY  FAMILY 
LEA  HILL  ELEMENTARY 
NORTH  AUBLRN  ELEMENTARY 
SCUTH  AUBURN  ELEMENTARY 
TERHINAL  PAHl^  plEMENTABY 
.WASHINGTON  ELEMENTARY 
CENTRAL  ELEMENTARY 
BAY  CENTER  ELEM. 
MISSICN  CREEK  YOUTH  CAMP 
COLUMBIA  ELEMENTARY 
PARKVIEt*  ELEMENTARY 
5UNNYLAN0  ELEMENTARY 


BENTON  CITY 
BREMERTON 


BREWSTER 

BUEN* 

BURLINGTON 

CAMAS 

CARSON 

CASHMERE 

CENTRALIA 


CHATTAROV 
CHEHALIS 
CHELAN 
CHEWELAH 


CHIMACUM 

CLARKSTON 


2  KIGNA-BENTON  ELEMENTARY 

2  ARMIN  G.  JAHR  ELEMENTARY 

2  CROWN  HILL  ELEMENTARY 

2  FRANCES  HAODON  MORGAN 

2  HACCCN  ELEMENTARY 

1  MARION  AVENUE  ELEM. 

2  NAVAL  AVENUE  ELEMENTARY 

1  ".aVY  YARD  CITY  ELEMENTARY 

2  BREWSTER  ELEMENTARY 
1  PLENA  ELEMENTARY 

1  ROOSEVELT  ELEMENTARY 

2  WEST  VIEW  ELEMENTARY 
2  HELEN  BALLER  ELEM. 

2  CARSON  ELEMENTARY 

2  CiSHMERE  MIDDLE 

2  VALE  ELEMENTARY 

2  ECISON  ELEMENTARY 

2  JEFFERSCN/LINCGLN  ELEMENTARY 

1  MAPLE  LANE 

2  RIVERSIDE  MIDDLE 

1  GREEN  HILL 

3  HCLDEN  VILLAGE  COMMUNITY 

2  CHEWELAH  ELEMENTARY 
2  CHEWELAH  HIGH 

2    JENKINS  JUNIOR  HIGH 
1    CHIMACUM  ELEMENTARY 
1    CHIMACUM  HIGH 
1    GRANTHAM  ELEMENTARY 
1     PARKWAY  ELEMENTARY 


Code  \ 
Co<J«  2 
Co<l«    3 


^^^^^^^^^^^-^if^Tr^^TT^^^ir^^TT^s,    «,d  «.tloa.l   Direct   Student    Loan   cancell.Cioo   benefit. 

Schools    designated    for    i>oth   National    je.e      .,Trxj,,n  cancellatloo   benefits   only 
school,    designated    for   Nation.     D«f«-%^^f  "'.^'".""",,!   I    b...Mt,   only 
School,    designated    for  National    Direct    Studen.     ^-.»  . 
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WASHINGTON 


For  lational   Defense 


List   of  Schools   Determined  to   have  High 
Student    Loan   and   Matior.aj.    Direct    Studpnl 


Location 


Code 


Schpol    Kane 


Concentrations  of  Students   froB  Low-Income  Fanilies 
Loan   Cancellation  Benefits  for  the  1976-77   and   1977-76  School   Years 
Locat i on Code  *     School   Hame 


CLE  ELUM 

2 

CLEAR  LAKE 

CLEARWATER 

COLLEGE  PLACE 

COLVILLE 

COSMOPOLIS 

COULEE  CITY 

COWICHE 

CRESTON 

CURLEW 

CUSICK 

OALLESPORT 

DARRINGTON 

DEER  PARK 

EASTON 

EATCNVILLE 

2 

ELK 

1 

ELLENSBURG 

2 

2 

ELMA 

2 

3 

EPHRATA 

2 

, 

2 

2 

EVERETT 

2 

2 

2 

FALL    CITY 
FEDERAL    MAY 

FERNDALE 


FORKS 
FCRT  LEWIS 


FREEMAN  • 
GIG  HARBOR 

GOLCENOALE 

GRAHAM 
GRANDVIEW 


GRANGER 


GRANITE  FALLS 

GREENACRES 
HOCLIAM 

HUNTERS 
INCHELIUM 


2 
2 
-2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
1 
I 
2 
1 
1 
1 
1 
I 
2 
1 
2 
2 
1 
1 
1 


CLE    ELUM-ROSLYN    ELEM. 

CLEAR    LAKE    ELEMENTARY 

OUEETS-CLEARWATER     ELEM. 

DAVIS  ELEMENTARY 

SAGER 

COLVILLE     S.    D.     A. 

NORTH    RIVER    ELEM    AND    HIGH 

COULEE    CITY    ELEMENTARY 

HIGHLAND    HIGH 

WHITNAN-COWICHE    ELEM. 

CRESTCN  ELEMENTARY 

CRESTCH  HIGH' 

CURLEW  ELEM  AND  HIGH 

CUSICK  ELEMENTARY 

CUSICK  HIGH 

OALLESPORT  ELEMENTARY 

DARRINGTON  ELEMENTARY 

DARRINGTON  HIGH 

ARCADIA  MIDDLE 

DEER  PARK  ELEMENTARY 

EASTON  ELEMENTARY 

EASTON  HIGH 

EATONVILLE  ELEM. 

ELK  PRIMARY 

MT.  STUART  ELEMENTARY 

WASHINGTON  ELEMENTARY 

ELMA  ELEMENTARY 

MARY  M.  KNIGHT  HIGH 

CCLUMBIA  RIDGE  ELEMENTARY 

CCLUM8IA  RIDGE  SPECIAL  SERVICE 

PARKWAY  ELEMENTARY 

EVERETT  HIGH 

EVERGREEN  MIDDLE 

EXPLORER  ELEMENTARY 

FAIRNCUNT  ELEMENTARY 

GARFIELD  ELEMENTARY 

GEO.  WASHINGTON  CARVER  MIDDLE 

HAWTHORNE  ELEMENTARY 

JACKSON  ELEMENTARY 

JUVENILE  PAROLE  LEARNING  CTR 

LOWELL  ELEMENTARY 

MADISCN  ELEMENTARY 

OLIVIA  PARK  ELEMENTARY 

PORT  GARDNER  MIDDLE 

FALL  CITY  ELEMENTARY 

CAMELOT  ELEMENTARY 

LAKE  GROVE  ELEMENTARY 

CENTRAL  ELEMENTARY 

MOUNTAIN  VIEW  ELEMENTARY 

VISTA  MIDDLE 

FORKS  PRIMARY 

GREENWOOD  ELEMENTARY. 

HILLSIDE  ELEMENTARY 

PARKWAY  ELEMENTARY 

FREEMAN  ELEMENTARY 

PURDY  TREATMENT  CENTER 

GCLOENDALE  ELEMENTARY 

GOLDENDALE  PRIMARY 

KAPOWSIN  ELEMENTARY 

ARTHUR  SMITH  ELEM. 

CENTRAL  ELEMENTARY 

GRANDVIEW  HIGH 

GRANDVIEW  JUNIOS  H  H^n 

HARRIET  THOMPSjN  ELcM. 

GRANGER  HIGH 

LIBERTY  ELEMENTARY 

ROOSEVELT  ELEMENTARY  . 

GRANITE  FALLS  ELEMENTARY 

GRANITE  FALLS  JR.-SR.  HIGH 

GREENACRES  ELEMENTARY 

LINCOLN  ELEMENTARY 

WASHINGTON  ELEMENTARY 

CCLUMBIA  ELEM.  C  HIGH 

INCHELIUH  ELEM.  6  HIGH 


ISSAOUAH 

JOYCE 

KELSO 

KENNEWICK 


KETTLE  FALLS 


LA  CONNER 


LAKE  STEVENS 


LAKEWOOO  CENTER 

LANGLEY 
LITTLEROCK 

LONCView 


LOON 
tVLE 


LAKE 


L YNNWOOO 

MAST  ON 

MiLCTT 
MANSON 

MAPLE  VALLEY 
MAR.YSVILLE 


"EAC 

MILLWOOD 
MCCLIPS 
MONROE 

MOSES  LA<E 


MCXEE  CITY 
SACHES 

NAPAVINE 

NASELLE 

NEWPORT 

NOGKSACK 

NCRTH  BEND 
NORTH  BONNEVILL: 
OAK  HARBOR 
CAKESOALE 

CAKV  ILLE 

OCEAN  CITY 

OLALLA 

OL^MPJA 


:nak 


MOUNTLAKE  TERRACE 


I 
2 

2 
1 
2 

1 
1 
2 
2 
2 
1 
2 
1 

1 
1 


2 

2 
2 
2 
2 
2 
1 

2 

2 
2 
1 
2 
1 
1 
1 
I 
2 
1 
1 
2 
2 
1 


ECHO    CLENN 
CRESCENT    EL'^wf-.^AKv 
BARNES     ELExENTAUv 
WALLACE     ELt"ENTtR> 
EASTGATE     ELEMENTARY 
•^RUITLANO     ELEMENTARY 
PARK     MIDDLE 

MESTGATE  Elementary 

KETTLE  FALLS  ELEHENTACY 

KETTLE  FALLS  HIG>- 

lA  CONNER  FLENtSTAGr 

LA  CONNER  MICClE 

LAKE  STEVENS  JUNICR  HIGH 

►"T.  PiLCHuCK  Elementary 

SUNNYCRECT     ElEMENTARv 
LAKEVI EW    ELEMENT»P> 
SOUTHGATE     ELENtNTACY 
SCUTH     nHICEEY     tLfMENTARY 
LITTLEROCK    ELEMENYtRT 

BROACwAY  Elementary 

KfSSLER  eCLLEVARC  FLr>»r\TARY 

ST.  HELENS  ELEM. 

LOOK  LAKE  ELEMENTARY 

LYLE  JR  -  SR  HIGH 

L^LF  RESOURCE  CENTER 

CEDAR  VALLEY  ELEMENTARY 

ARTZ/FCX  ELEMENTARY 

MABTON  HIGH 

"iLCTT  ELEMENTARY 

"ANSON  ELEMENTARY 

SHADOW  LAKE  ELEMENTARY 

LIBERTY  ELEMENTARY 

-ARVsvtLLE  JUNIOR  HIGH 

"ARYSVILLE  MIDDLE 

SHOULTES  ELEMENTARY 

■^UNNYSIDE  FLEM,STARY 

TULALIP  ELEMENTARY 

GREEN  BLUFF 

ORCHARD  CENTER  INTERMEDIATE 

NORTH    BEAC"    Jfi-SR    HIGH 

CENTRAL  Elementary 

WASHINGTON  STATE  REFORMATORY 
CHIEF  MOSES  JUNIOR  HIGH 

FRONTIER  Junior  high 

GARCEN     HEIGHTS     ELEMtNTARY 

KNOLLS     VISTA    ELEMENTARY 

LAKEVIEW    ELEMENTARY 

LARSOK     HEIGHTS     ili<-i\:  hO'i 

lCNGVIEW     ELEMENTARV 

PENINSULA    ELEWENTA--  y 

EVERGREEN    ELEMtSf/SHY 

FOREST     CREST    ELEMENTARY 

MELODY     HILL    ELc-ENTaRY 

MCUNTLAKE  TERRACE  ELEM. 

MOUNTLAKE  TERRACE  JUNIOR  HIGH 

MCXEE  ELEMENTARY 

NACHES  ELEMENTARY 

NAPAVINE  ELEMENTARY 

NASELLE  YOUTH  CAMP 

NEWPORT  HIGH 
SADIE  HALSTEAC  ELEMiNl 
NCOKSACK  VALLEY  JR-iS 
NCRTH  BEND  ELEMENTARY 
NCRTH  BONNEVILLE  EL  E"  . 
OLYMPIC  VIEW  ELEMENTASY 
CAKESDALE  ELEMENTARY 
OAKVILLE  ELEMENTARY 
OAKVILLE  HIGH 
OCEAN  C ITY  ELEMENTARY 
CLALLA  ELEMENTARY 
GARCI ELD  ELEMENTARY 
MADISON  ELEMENTARY 
WILFRED  REEVES  MIDDLE 
EAST  CMAK  ELEM. 
PASCHAL  ShERWan  INDIAN 


■ARY  >. 
"IGH" 


♦  Code  1  -  Schools  designated  for 
Code  2  -  Schools  dealgoated  for 
Code  3  -  Schools  designated  for 


both  National  Defense  and  National  Direct  Student  Loan  cancel! 
National  Defense  Student  Loan  cancellation  benefits  onlv 
National  Direct  Student  Loan  cancellation  benefits  onlv 


atlc 


bene  f  1  ! 
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_«Ai£ii:iu:aiL 


List 
For  Rational  DefenBe  Stud 

Location 


of  Schools  Determined  to  have  High  Cncer^irations  of  Students  fro-  Low-Inco«  Fami .  es 
Pnt  Loan  and  national  Direct  Stu-1>-nt  loan  Cai.cen>^tion  Benefits  for  the  1976-77  <^d   19TT-78  School  Years 
-   -  hoc:  Namr'     rn        ___    Location         Code  »  School  Mane       _ _ __ 


Sc 


C«I tNT 

OROVILLE 

ORTING 

CTHELLO 


CTIS  0BCH4R0S 

CUTLOCK 

PACIFIC 

PACIFIC  ?E«CH 

PABHL4ND 

PASCC 


PiTt R"' 

P  0  J   -i  :  -i  ARD 

PlRT  TOMNSENC 
PRCSSER 


PULLHA^^ 

PUVALLUP 

ci  iNcr 

RAINIER 

RAYMOND 

RENTQN 

REPUBLIC 

P  ;  ViiR-  IDE 

kCV 

ROYAL  :iTY 

SEATTLE 


1 

I 

2 

1 

2 

Z 

2 

1 

? 

2 

2 
1 
1 
1 
1 
1 
2 
2 
1 
1 
2 
I 
2 
2 
1 
2 
I 
1 


ECGERTON 
HIAWATHA 
LUTACAGA 
SC3CTNEY 


CNALASKA  ELEMENTARY 
CRIENT  ELEMENTASy 
HRGVILLE  ELEMENTARY 
ELEMENTARY 
iLEMENTAR" 
ELEMENTARY 
SPRINGS  ELEMENTARY 
-TIS  CRCMAROS  ELEMENTARY 
CUTLCCK  ELEMENTARY 
ALPAC  ELEMENTARY 
PACIFIC  BEACH  tLEMENTARY 
P4RKLANC  ELEMENTARY 
CAPTAIN  GRAY  ELEMENTARY 
ECWIN  MARKHAM  ELEMENTAR'' 
FMERSCN  ELEMENTARY 
LCNGFELLOW  ELEMENTARY 
MC  LPLGHLIN  JUNIOR  HIGH 
PASCO  HIGH 
STEVENS  JUNIOR  HIGH 
PATERCS  ELEMENTARY 
CECAR  HEIGHTS  JONICR  HIGH. 
FRANK  GIVENS  ELEM, 
LINCOLN  ELEMENTARY 
PRCSSER  HEIGHTS  tLEMENTARY 
PR:;SSER  MIDDLE 
RIVERVIEK  ELEMtNTARv 
WHITSTRAN  ELEMESTAR1' 
ECISCN  ELEMENTARY 
KALLES  JUNIOR  HIGH 
SPINNING  ELEMENTARY 
MOUNTAIN  VIEW  ELEMENTARY 
PIONEER  ELEMENTARY 
QUINCY  JUNIOR  HiGr- 
RAINIER  ELEMfcSTARv 
RAINIER  HIGH 
NINTH  STREET  ELE-. 
RIVERVIEw  ELEMENTARY 
-iILLCREST  ELEMENTARY 
SARTPRl  PROGRAM  SELF-IMPR. 
TI'^FANY  PARK  ELE>'ENT4RY 
REPUBLIC  ELEMENTARY 
REPUBLIC  JR.  -  SR.  HIGH 
RIVERSIDE  tLE-ENTARY 
RCY  ELEMENTARY 
RED  RCCK  ELEMENTARY 
ACAMS  ELEMENTARY 

ALCERCREST  ELEMENTARY 

ALLEN  ELEMENTARY 

ASA  MERCER  JUNIOR  HIGH 

PEACCN  HILL  ELEMENTARY 

8CULEVARD  PARK  ELEMENTARY 

6RIGHTCN  ELEMENTARY 

CASCADE  JUNIOR  HIGH 

CLEVELAND  HIGH 

CCLMAN  ELEMENTARY 

COLUMBIA  ELEMENTARY 

CCNCCRC  ELEMENTARY 

CCCPER  ELEMENTARY 

DAY  ELEMENTARY 

OEARBCRN  PARK  cLEMENTARY 

CUNLAP  ELEMENTARY 

FAIRMOUNT  PARK  ELEMENTARY 

FRANKLIN  HIGH 

o.  W.  KIMBALL  ELEMENTARY 

GARFIELD  HIGH  SCHOOL  -  A 

GARFIELD  HIGH  SChCCL-B 

GATZERT  ELEMENTARY 

GLENCALE  JUfTIOR  HIGH 

G'EEN  LAKE  ELEMENTARY 

HAMILTON  MIDDLE 

HAWTHORNE  ELEMENTARY 

^IGH    POINT     ELEMENTARY 

HUGHES  ELEMENTARY 

JUVENILE  PAROLE  LEARNING  C.TR 

LESCHI  ELEMENTARY 


SEAHlE  (con't) 


SECRO  WOOLLEY 


SELAH 

SELLECK 

SEOUIM 

SHELTON 


SNOHOmSH 


SNCQUALMItf 
SOAP  LAKE 
SOUTH  BEND 
SPANAMAY 


spckXne 


2 

1 

1 

2 

2 

2 

1 

2 

1 

2 

2 

2 

2 

1 

1 

1 

2 

2 

2 

2 

1 

2 

1 

2 

2 

1 

2 

2 

1 

2 

3 

1 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

\ 

2 

1 

I 

1 

1 

1 

2 

2 

1 

2 

1 

1 

1 

2 

2 

1 

? 

1 

1 

2 

I 

2 

1 

2 


LINCOLN  HICH 

LCUISA  BOREN  JUNIOR  HIGH 

LOWELL  ELEMENTARY 

MAPLE  ELEMENTARY 

-AR'IN  LUTHER  KING 

-EANY/MADRONA  MIDDLE 

MINCR  ELEMENTARY 

MONROE  JUNIOR  HIGH 

MOUNT  VIEW  ELEMENTARY  • 

MUIR  ELEMENTARY 

NORTH  CITY  ELEMENTARY 

RAINIER  BEACH  HIGH 

RIDGECREST  ELEMENTARY 

RIVERTCN  HEIGHTS  ELEM. 

SALMON  CREEK  ELEMENTARY 

SHARPLES  JUNIOR  HIGH 

SOUTH  SHORE  MIDDLE 

SCUTHGATE  ELEMENTARY 

THCRNOYKE  ELEMENTARY 

TUKWILA  ELEMENTARY 

VAN  ASSELT  ELEMENTARY 

WEST  WOODLAND  ELEMENTARY 

WHITE  CENTER  HEIGHTS  ELEM 

WHITMCRTH  ELEMENTARY 

WILSON  MIDDLE 

WING  LUKE  ELEMENTARY 

CASCACE  MIDDLE 

EVERGREEN  ELEMENTARY 

MARY  PURCELL  ELEMENTARY 

JOHN  CAMPBELL  ELEMENTARY 

SELLECK  ELEMENTARY 

HELEN  HALLER  ELEMENTARY 

SEOUIM  MIDDLE 

BORDEAUX  ELEMENTARY 

EVERGREEN  ELEMENTARY 

HCOD  CANAL  JUNIOR  HIGH 

MOUNTAIN  VIEW  ELEMENTARY 

WASHINGTON  CORRECTIONS  CENTE* 

CENTRAL  ELEMENTARY 

EHERSCN  ELEMENTARY 

MALTBY  ELEMENTARY 

SNOHOMISH  SENIOR  HIGH 

SNOQUALMIE  ELEMENTARY 

DELANCEY-HOUGHTON  ELEM. 

SOUTH  BEND  ELEM. 

BETHEL  HIGH 

BETHEL     JUNIOR    HIGH 

SP4NAWAY    ELEMENTARY 

iriMS     ELEMENTARY 

ISLINGTON    ELEMENTARY 

ARTHUR     e.     NESS    PRIMARY 

Si.OUBCN    ELEMENTARY 

•?ANCRCFT    ELEMENTARY 

«F«ISS     ELEMENTARY 

C:CPEP    ELEMENTARY 

EMERSON  ELEMENTARY 

FINCH  ELEMENTARY 

FRANKLIN  ELEMENTARY 

GARFIELD  ELEMENTARY 

GLfVER  JUNIOR  HIGH 

GRANT  ELEMENTARY 

hAVERMALE  JUNIOR  HIGH 

HCLMES  ELEMENTARY 

HUTTON  ELEMENTARY 

JCHN  R.  ROGERS  HIGH 

JUVENILE  PAROLE  LEARNING  CTR 

LEWIS  AND  CLARK  HIGH 

, IBBY  JUNIOR  HIGH 

LnGEBWOOD  ELEMENTARY 

L  INCOLN  HEIGHTS  ELEM. 

LCGAN  ELEMENTARY 

LCMA  VISTA  ELEMENTARY 

LCNGFELLOW  ELEMENTARY 

NCRTH  CENTRAL  HIGH 


Coda  I 
Code  2 
Coda  3 


school.  d..lga.t.d  for  National  Direct  .t.dent  ^,a.  .«ac..., -^ 
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For  Bational  Defense 


List  of  Schools  Determined  to  have 
Student  Loan  and  Rational  Direct  St 


WASHIK6TQN 


Righ  Concentrations  of  3tu 
udent  Loan  Cancellation  Be 


Location 


Code 


School  Na-Tie 


Location 


dents   froa  Low-Inco»e  Famlies 

nefits   for  the   1976-77   and    1977-78  School   Years 


Code 


School    Najne 


SPOKANE  (con't) 


SPRAGUE 
SPRINGDALE 


STAR6UCK 

STEVENSON 

SULTAN 

SUMNER 


SUNNYSIDE 


TACCMA 


2    OPPORTUNITY  ELEMENTARY 
2    PRATT  ELEMENTARY 

1  REGAL  ELEMENTARY 

2  RIDGEVIEW  ELEMENTARY 
Z    RCCSEVELT  ELEMENTARY 

2    SACAJAWEA  JUNIOR  HIGH 

1    SETH  WCODABD  PRIMARY 

1    SHAW  JUNIOR  HIGH 

1    SHERIDAN  ELEMENTARY 

1    SPOKANE  CONTINUATION  HICH 

1  SPOKANE  GARRY  JUNIOR  HIGH 

2  ST.  ALCYSIUS 

2  ST.  JCHN  VIANNEY 

1  ST.  PASCHAL 

2  ST.  PATRICKS 

1  STEVENS  ELEMENTARY 

2  TRENT  ELEMENTARY 

2  TRENThOGD  ELEMENTARY 

,   1     TRINITY 

1  WHITMAN  ELtMENTARY 

2  WILLARC  ELEMENTARY 

2  WINDSOR  ELEMENTARY 

3  SPRAGUE  ELEMENTARY 
1     MARY  WALKER  HIGH 

1    SDRINGCALE  ELEMENTiSY 
1    SPRINGCALE  MICDLE 
3    STAREUCK  ELEMENTAR> 

1  STEVENSON  ELEMENTARY 

2  SULTAN  ELEMENTARY 
2    SULTAN  HIGH 

2    PCNNFY  LAKE  ELEMENTARY 

2    DAFFOCIL  VALLEY  ELtMENTARY 

?    MAPLE  LAWN  ELEM. 

1    LINCOLN  ELEMENTARY 

1    ST.  JOSEPHS  PARISH 

1    SUNNYSIDE  HIGH 

1     SUNNYSIDE  JUNIOR  HIGH 

1  WASHINGTON  ELEMENTARY 

2  ARLINGTON  ELEMENTARY 
2          BAKER  JUNIOR  HIGH 

1    8CZE  ELEMENTARY 
1    BRYANT  ELEMENTARY 

1  CASCACIA 

2  CHESTER  H.  THOMPSON  ElEM. 

1  CHRISTENSEN  ELEMENTARY 

2  CLOVER  CREEK  ELEM. 
2  CE  LONG  ELEMENTARY 

1  EDISON  ELEMENTARY 

2  FAWCETT  ELEMENTARY 

2  FERN  y  ILL  ELEMENTARY 

2  FCSS  SENIOR  HIGH 

1  FRANKLIN  Elementary 

2  GAULT  JUNIOR  HIGH 

1  GRANT  ELEMENTARY 

2  GRAY  JUNIOR  HIGH 

1  JAMES  SALES  ELEMENTARY 

2  JASON  LEE  JuNICP  HIGH 
2  JEFFERSON  ELEMENTARY 

1  JUVENILE  PAROLE  LEARNING  CTR 

1  LAKEWCCC  LUTHERAN 

2  LARCHMONT  ELEMENTARY 

1  LISTER  ELEMENTARY 

2  LYON  ELEMENTARY 

1  M4DISCN  ELEMENTARY 

1  MANN  ELEMENTARY 

2  MASON  JUNIOR  HIGH 

1  MC  CARVER  CONTINUOUS  PROGRESS 

1  MC  ILVAIGH  JUNIOR  HIGH 

1  MC  KINLEY  ELEMENTARY 

2  NELL  HOYT  ELEMENTARY 

1  OAKLAND  ELEMENTARY 

2  PARK  AVENUE  ELEMENTA^v 
1  REED  ELEMENTARY 

1  ROGERS     ELEMENTARY 

1  RCCSEVELT  ELEMENTARY 


TACQMA  (con't) 


TAHGL^H 

TEKCA 

TENINO 
TI tTON 
TILL  I  CUM 
TOLEDO 
TONASKE" 
TCPPENIS-t 


TUMWATER 
TWISP 
UNION  GAP 

VALLE  •' 

vANC.jUVER 


Vf RACALt 
WA  I  TSPLRG 
WALLA  W4i  t  i 


WAPATO 


WARDEN 

WELLBINIT 
WENATCHEE 


WESTPORT 

WHITE  SALMCN 

WHITE  SWiN 

WINLOCK 

WOCCLANO 

YACCLT 

YAKIMA 


2 
1 
1 
1 
1 
1 
1 
2 

2 

I 

1 

2 
1 
2 
2 
1 
I 
2 

2 

1 


1 
1 
2 
1 

J 
I 
I 
1 
1 
2 
1 
1 
! 
2 
1 
2 
2 
2 
1 
2 
1 
2 
2 
1 
1 
2 
I 
1 


IJPLO. 


ROOSEVELT  HEAD  START  ' 
SEWARC  ELEMENTARY 
SHERICAN  ELfMENTAFY 
SFANAWAY  JUNIC-<  HIGH 
STANLEY  ELEMENTARY 
STEWART  JUNIOR  HIGH 
^ACCMA  LEARNING  CENTER 
WAINWRIGHT  ELEMENTARy 

WASHINGTON  ELE«fNTiSY 

WHITMAN  ELEMENTARY 
WILLARC  ELEMENTARY 

TAHCLAH  ELEMENTARY 

TEKCA  ELEMtNTASY 

TEMNC  ELEMENTARY 

TIETCN  MIDDLE 

TILLICUM  ELEMENTARY 

TCLEDC     ELEMENTARY 

CENTRAL     ELEMtN?ARY 

GARFIELD    ELEMENTAC  > 

LINCOLN    ELEMfNTARv 

MC     KINLEY     ELEMENTA- Y 

MOUNT     ACAMS     ELtMEMflKY 

TCPPENISH    HIGH- 

TCPFEMSH    JUNIOR    HIGH' 

MICHAEL     T.     SIMMONS    ELENT 

ALLEN    ELEMENTARY 

UMCN     GAP    ELEMENTARY 

UNION     GAP     MICCLE 

VALLEY     ELEMENTARY 

COVINGTON     JUNIOR    HIGH 

FRUIT     VALLEY     E L E x . 
GEORGE    C.     MARSHALL    ELEt«. 
HARNEY     ELEMENTARY 
HCUGH     ELEMENTARY 
JOHN    fi.     ROGERS     E L E " . 
LIESER    ELEMENTAPv 
ORCHARDS    ELEMENTARY 
SHUMWAY     JUNIOR     HIGH 
SIFTCN     ELEMENTARv 
SILVER     STAR     ELEMENTARY 
WASHINGTON    CLEMEMirY- 
PROGRESS    ELEMENTtRv 
WAITSELRG    ELEMENTARY 
GARBI SON    JUNIOR    hIGh 
GREEN    PARK    ElEMESTA».'V 

JEFFERSON  Elementary' 

PAINE    CHILD    DEVELOP.     CENTER 
SHAfiPSTElN     ELEMENTARY 
WASHINGTON    ELEMENTARY 
WASHINGTON     STATE     PENiTtNTlAkY 
PARKER     ELEMENTARV 

HEIGHTS    ELEM. 

JUNIOR    HIGH 

PR IMi«Y 

SENIOR    HluH 
JEANNETTE    EVANS    Et  r 
WARDEN    MIDDLE 
WELLPINIT    ElE*    i,    Mi  OH 
COLUMBIA    ELEMENTARY 
LINCOLN    ELEMENTARY 
MISSION    VIEW    ElE-ENTARY 

ocosta  elementary 
cccsta  intfhmeciate 

HULAN  L.  WHITSON  ELtMfs^ 
WHITE  SALMON  MICCLE 
MOUNT  ACAMS  MIDDLE 
WINLOCK  MILLER  ELEMemar/ 
WCODLANC  ELEMENTARY 
LARGE  MOUNTAIN  HONOR  CAM* 
ADAMS  tLEMENTARY 
AHTANLM  VALLEY  ELEMENTARY 
BARGE-LINCOLN  tLEM. 
BROADWAY  E^EMF\T-.5Y 


PARKER 
WAPATO 
WAPATC 
WAPATO 


\  ARY 


■  4fcY 


Washington     listing     continued 


♦  Code    1   -   Schools   deaigtxated    for   both   Matloaal    Defease   and   National    Direct    Student   Loan   cancellation   benefits 
Code   2    -   School!   designated    for   Ilatlonal   Defense   Student   Loan   caoccllatloo   bcoefitt   only 
Coda   3   -    Schools   designated    for  National   Direct    Student   Loan  caDccllatloo   benefits   only 
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NOTICES 


For  National  De 
Location 
YAKIMA   (con 


ySHINGTQM--—— -  -      .  ^g   from  Low-Income  Families 

List  of  schools  Detennined  to  have  High  Concentration     of  Student^^   ^^^  ^^^  ^^^^_^^  ^^^   ^^^^_^^  ^^^^^  .^^^ 

....,>  Student   Lo-n   ^nd   national   Dlr>-.-^    Stud.r.t    Ix^an  CanqglIaii£D.  ^^^   ,     ^^,^^'    N^iLe  ^  ^  - 


rf»^»  ■     School  Name  ^ 


CiSTLEVALE     FLEMFNTiRY 
Ca"vl?     SENIOR    HIGH 

fr&sklin  junicr  r- i  gm 
garfield  elementarv 

hccvep  elementary 

jCFFEBSCN  ELtXr^'i''' 


YAKIMA  (con't) 


ZTLLAH 


JUVENILE  PAROLE  LEARNING  CTt 

2  LEHU  £  CLARK_JR.  HIGH 

2  LCWER  NACHES  ELEH. 

2  MC  KINLEY.  ELEMENTARY 

1  STANTCN  ELEMENTARY 

1  WASHINGTON  JUNIOk  HIGH 

1  WIDE  HOLLOM  ELEMENTARY 

2  ZILLAH  ELEMENTARY 


For  National 


Location 
Accovllle 

Ad  r  i  ar- 

AlbrtghL 

Alderssn 

AltO' 

Alum    Brii^e 

A'.vor. 

Anavalt 

Ansted 


Arno'.dsburg 

Artharda'.e 

AshforJ 

Ashton 

Auburr. 

Augusta 

Aurora 

Sa  :  3  d  e  n 
Saltard 
3earj5    Fork 

Se  :  <  1  e  • 

3e  '.  i?.i,:on 

Se  '.  no  r  t 
3er<e.ey    S?: 
BerwLrd 
Be  a  oc  -' 
Sever  L  • 
Blckaore 
Big   Creek 
glgbend 
Birch    River 
Blandvi '.  le 
B'.  ue  I  Le'.d 


S  3mo  - : 
3ra-5-,dw 

Braswtf  '.  1 

Branch  land 


ings 


Brar.d;/T.;ire 
B  r  3vri  C  ^  r. 
Brucetor.   Ml'. 
Buckhannon 

Burlington 
Bumsville 

Caae  ror. 

CAoip    7  r  e  e  .^ 


1 


List   of  Schools   Determined 
Defense   Student   Loan  and   National   D 
Code   *_  School    Name 
"Buffalo  El. 

Adrian    K-6 
1  Albright    El. 

1  A 1  d  e  r  3  0  r.  E  '.  . 
:  Alderson  JHS 
3  Martin    El  . 

2  Alum    Bridge    El. 

3  Anthony  Creak  £1  . 
1     Anawalt  El  . 
1      Ansted  El. 
1      Ansted  HS 
I     Ansted  Jpper  Middle 
1     Arnoldsburg  El  . 
1     Arthurdale  K-- 

1  Ashf ord-Ruable  El. 

2  Han nan  K-6 
1     Auburn  El. 
1      Augusta  K-6 
1     Aurora  El . 
I     Aurora  HS 

Cllne  K-6 

3  Ballard    £1. 
1  Beards    EorK   K-6 
1             Central    El. 
1  Park    3-9 
1  Belingt^n    El  . 

1  Beltngton   Middle 

2  Beltnont    K-6 

3  Greenwood    El. 
i  Berwlnd    El. 
1  Stoco   JHS 

Beverly    K-6 
3  Bi;'ic3iore    El. 

Big   Creek   El. 
I  Brooksvtlle   K-7 

1  Birch    River   K-3 

1  Middle    Island    El. 

Central    JHS 
V  Preston   K-6 

1  Rams  e  y   El. 

I  Wade    El. 

1  H.    E.    White    K-S 

1  Bradshaw  K-3 

1  Bradshaw    JHS 

Bramwell    El, 
1  Braaiwell    HS 

1  Branch  land    El. 

1  Fer    El. 

1  Guyan    Valley    HS 

1  Mc Comas    El. 

1  Brandy-wine    K-3 

1  Mt .    Vernon    El. 

1  Bruceton-Brandonv.  1 

Hodgesville   K-6 
1  Sand    Run    El. 

I  Burlington   El. 

1  Burnsvllle    K-6 

1  Big    Run   El. 

1  Cameron   K-6 

3  Camp    Creek   El. 


WEST  VIRGINIA 
to  have  High  Concentrations  of  Students   from 
irept   Student   Loan  Cancellation   Benefits   for 


Low-Income   Families 

the  19T6-77  and  197T-78  School  Years 

r.  -1 1       Un.«a 


Location 


Code  *  School  Name 


K-6 


Cannelton 
Canvas 
Capon  Bridge 

Center  Point 
Century 
Chapmanville 
ChArleston 

Chattaroy 

Cinderella 

Circleville 

Clarksburg 


Clay 

Coal  Mountain 

Coalton 

Colcord 

Comfort 
Cove  Gap 
Cowen 
Crum 

Culloden 

Danese 
Danville 

Davis 
Davy 
Dehue 
Delbarton 

Diana 
Dime 
Dlngess 
Dry  Branch 
Dunlow 
Durbln 
Earling 
East  Lynn 

Ecc les 

Edgarton 

Elk>Garden 

Elkins 


English 
Faimont 

Falling  Rock 


♦  Code  1  -  Schools  designated  for 
Code  2  -  Schools  designated  for 
Code  3  -  Schools  designated  for 


Cannelton  K-8 
Canvas  El. 
Capon  Bridge  El. 
Capon  Bridge  JHS 
Center  Point  El. 
Century  1-5 
Manila  El. 
Chandler  El. 
Tiskelwah  El. 
Chattaroy  K-6 
Cinderella  El. 
Circleville  K-8 
Circleville  HS 
Bast  View  El. 
Bartman  El. 
Linden  El. 

St.  Marys  Central  El. 
Sardis  El. 

Summit  Park  1-9 

Clay  K-6 

Clay  County  7-8 

Coal  Mountain  K-8 

Coalton  El.  «■  HS 

Clear  Fork  El. 

Clear  Fork  HS 

Comfort  El. 

Cove  Gap  K-6 

Co%ren  El. 

Crtim  K-6 

Crum  HS 

Culloden  K-6 

Danese  K-6 

Danville  K-8 

Mountaineer  1-12 

Davy  El. 
Debue  K-6 
Burch  HS 
Delbarton  El. 
Diana  El. 
Dillie  El. 
Dlngess  El. 
Wet  Branch 
Dunlow  K-6 
Durbln  K-8 

Earling  El. 

Beech  Fork  K-6 

East  Lynn  K-6 

Eccles  El. 

Ecc les  JHS 

Delorme  El. 

Elk  Garden  K-6 

Elk  Garden  HS 

Elkins  JHS 
• Elkins  Central  El. 

Highland  Park  El. 
Bart ley  El . 
Central  K-8 
Dunbar  El . 
Bridge  El. 


.oth  Satlonal^fense  gnd  National  Direct  Student  Loan  cancellation  benefit. 
H.tlon.1  Defense  Student  Loan  canceUatlon  benefits  only 
National  Direct  Student  Loan  cancellation  benefits  only 


V 


FEDERAL   REGISTER,    VOL     42,    NO     10^^-HURSDAY      JUNE    7     1977 


NOTICES 


2^485 


•  Code  1 
Code  2 
Code  3 


1st  of  Schools  Detensiaed  to  ha\ 

WEST  VIRGINIA 

Low-IncQBe  Faaiiies 

L. 

re  High  Concentrations   of  Students    froa 

For  National    Defense  Student   Loan  and   National   Direct 

Student    Loan   Cancellation   Benefits   for 

the  1976-77  and  1977-78  School 

YesLTS 

" .    -  -\  t,  1    r. 

i";   *     School  Name 

Location                        Code   • 

School    Kane 

FayeCteville 

1            Beckwfth  El. 

Huntington    fCont.l            1 

Oley   K-6 

L             Fayetteville    El. 

t                                                                I 

C-lev    JH? 

• 

L             Fayetteville    HS 

S 1 mms    E 1 . 

. 

L            Fayetteville  Consolidated 

•^"6                       laeger                                      1 

laeger    El. 

L            Gatewood    El. 

laeger    HS 

Fircco                                      ; 

1             Fireco   El. 

laeger    Intermediate 

Flat    Top                                 ; 

\            Flat    Top    El. 

lick    Branch   El. 

Flat  woods 

I             Fiatwoods    El. 

Panther   El. 

Flemlngton 

L             Flemlngton  K-6 

Indore                                         1 

Browr,    K-8 

Flemlngton   HS 

Isabar.                                         3 

Hardv    Jnlon  Consol. 

Forest   Hill                           1 

i             Forest    Hill    El. 

Ivydale                                       1 

Ivydale    K-6 

Fort   Gay 

L             Fort    Gay   K-6 

Jacksor.burg                           1 

Jacksonburg    El. 

I             Fort    Gay    HS 

Julian                                      2 

Lory -Julian    1-8 

Thompson  K-6 

Kasson                                         1 

ILassor,    K-'^ 

Four   States                           ; 

>             Annabelle   K-6 

Kenna                                      1 

Kenna   V-" 

Franietown 

Frametown   El. 

Kenova 

Fe  rnd  &    e    '  -  6 

Frankf  ord 

Frankf  ord   El. 

Kentuck                                 3 

C.,:*srer.    E  1 . 

Franklin 

Franklin   K-8 
I             Franklin    HS 

Kermit                                    1 

Jernvs    Creek   El. 
Ke  rm  1 1    El. 

French    Creek 

I            French   Creek  El. 

Keniit    HS 

Gap   Mills 

L             Gap   Mills    El. 

Marrowbone   El. 

Gap   Mills    JHS 

Keyset                                      1 

Kevser   El. 

Gauley    Bridge 

I             Gauley    Bridge   K-7 

Keystone                                  1 

Kevstone   El. 

Gauley    Bridge   HS 

Kingston                                1 

Kingston   K-6 

Gay                                             2 

Aplin    Ridge    El. 

Klngvood                                 2 

Klngvood    El. 

Genoa 

I            Genoa  K-6 

Kirby                                        3 

Grasay  Lick  El. 

Gerrardstown 

Gerrardstown   El. 

Lashaeet                                I 

Lashmeet   K-6 

Gilbert                                    J 

Gllbe'Yt    El. 

Layland                                  3 

Lav  land    El. 

Gilbert    HS 

Leet                                        1 

Big    Jgly    El. 

Glen   Jea,i                             ] 

Glen   Jean   K-6 

Lenore                                    1 

Lenore    El. 

Glen    Rogers                           : 

Glen    Rogers    El. 

^                                1 

Len-re    HS 

Glen    Rogers    HS 

Lesage                                    1 

Cox    landing   K-6 

Glen   Wh,.':e                             ] 

Glen   White    K-6 

Lester                                    1 

l£5ter    El. 

Grafton                                    1 

Grafton   Middle   El. 

Linden                                    1 

l;r-,der    El. 

Grantsvilie                           1 

GrantsvUle    El. 

Little   Birch                       1 

Little    Birch    El. 

Great    Cacapon                      ; 

Great    Cacapon  K-6 

Liremore                                2 

Li 2e more    El. 

Greenville                             ] 

Greenville    El. 

Logan                                      1 

Lo^-an    El. 

Greenville    JH.S 

Lookout                                    1 

Nuttall    HS 

Grlffithsville                   1 

Duval    HS 

Divide   K-6 

Grlffithsville   El. 

Lost  Creek                           1 

Lost    Creek   El. 

Hacker   Valley                      1 

Hacker    Valley   El. 

Umberport                           2 

Lumberport    El. 

Hambleton                               3 

Hamrick  K-6 

HcAlpin                                  1 

.M^rk   TV.-,-.-    K-8 

Kami  in                                      ] 

Hamlin   El. 

McGraws                                  1 

John    Mc.  r<iws    K-8 

Hamlin   HS 

McMechen                               1 

Eishor    :-  -.a.hue    HS 

Hanover                                    1 

Huff   Consolidated    El. 

Man                                          I 

Chr  1  St  lii.    tl. 

Harpers    Ferry                     1 

C.    W.    Shipley   El. 

Marlinton                            1 

M£r  ,  ;r:ton   K-8 

Harts                                      1 

Atenvllle    El. 

Hartlnsburg                         1 

Burke    Street    El. 

Ferrellsburg   El. 

Masonto%m                             1 

Hasontown    1-2 

Harts    HE 

Valley   HS 

Hiigh  Dingess   El. 

Matewar                                       I 

Magnolia   HS 

l^apn-U                                  1 

Hemphill   El. 

fethias                                       1 

Hathias    School    1-12 

Hepzibah                               X 

Hepzibah,   El. 

Hatosh,.'.                                       1 

Mfltoaka   El. 

iierndon                                    1 

Herndon   El. 

1 

Matoaka   HS 

Herndon    El.    Annex 

Meadow  Bridge                     1 

Meadow    Eri-:>f     El. 

Herndon   HS 

■teadow    ?r,Cj:fc    .■IS 

Hlllsboro                        '       1 

Hlllsboro   K-8 

Mldkiff                                  1 

Midkiff    El. 

Hint  on                                      1 

Bellepolnt   El. 

Kill   Creek                           1 

Hill    Creek    K-6 

Central    El. 

Mindcn                                      1 

Minden    El. 

Greenbrier  El. 

Minnora                                  1 

Minnora  El. 

Riverview  El. 

Monaville                               1 

Monarllle   El. 

Huntington                             1 

Cabell    K-6 
Emmons    K-6 

Montcalm                                  1 

Montcalm  El. 
Montcalm  HS 

Ensign   K-6 

Mcr.tg^-afc-v                               1 

Montgomery   El. 

Ens  low  JHS 

Mrntgamtr'-     H5 

Fairfield 

Hoortfie.d                             1 

Moore  f  :  e  Id    f.  , 

Fetty    El. 

Moore  f-.c'.c    'rC 

Guyandotte    ■_1.' 

Mc  rg  a.n  t  own                               3 

Sat  i  ona 1    ' -  3 

1 

Hite-Saunders    K-6 

Mouth    :'.    Se:ie.:a                  1 

Seneca    -c>cit   El. 

Jefferson    K-6 

Mt  .    Hope                                    1 

Mt  .    Hope    LI. 

Johnston   K-6 

Mt  .    Hope    HS 

Lincoln   El. 

Mullens                                    1 

Mullens    El. 

1 

.Monroe    El. 

Myrtle                                      3 

Myrtle    El. 

.    ^      '    ^''l^'"'"'    '°'   ^'^   National    Defense    ^^d   Nation.!    Direct    Student    Loan    c.nceTTiTT- 
Scboo   ,   designated    for   .National    Defense   Student   Loan   c.ncelUtloo   benefit,   onlv 
Schoox,   designated    for   National    Direct    Student    Loan   cancellatioo   beoeflt.   only 


ben»! 
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For  National 

Locatlor. 
Naugatuc  < 
Nebo 
Nellis 
New  Creek 
Newburg 


Netjhall 
Newton 
Nolan 

Normant  own 
Northfork 

Norton 
Oak  HlU 


Oakva  '.e 

Oceana 

0d4 

?age 

Tarkersburg 


Parsop.s 

Paw    ;'aw 

Paynesvllle 

Pecerstown 

Pectus 
Phllippi 

Pickens 

Piedmont 

Plneville 

Plpestem 
Powell ton 
Powhatan 
Prlchard 
Princeton 

Proctor 
Quinwood 

Rac  Ine 
Rag  land 
Ralnel le 

ftac-Jl<e 

Red    Jd^vd'- 

Keeiij:  He 

Keedy 

Renlck 

Rh  jde  :  1 
Roan J<e 
R:>c  K    Cave 
Rocine  / 


Ronceverte 
Rowlesburg 

Rupert 


Defense  S 


St  of  Schools  Determined  to  h 
.udent   Loan  and  National   Direc 


4r«:T   VIPnTNTA 


(Je   •      School   Name 


lave  High  Concentrations   of  Students 
t   Student   Loan  Cancellation  Benefit 


Location 


Cod 


Naugatuck  El. 

Nebo  El. 

Nellis   K-8 

New  Creek  El. 

FellowsviUe   K-6 

Fellowsville    JHS 

Newburg  HS 

Newburg  Ir.dependence  K-6 

Newhall    El. 

Newton    El. 

Nolan   El. 

Normantown  El. 

Northfork  HS 

Switchback  El. 

Norton  El. 

Collins  HS 

Oak  Hill  K-6 

Oak  Hill  East  End  K-6 

Rosedale  El. 

Oakvale  K-6 

Oakvale  HS 

Road  Branch  K-8 

Odd  El. 
Page  K-8 
Fairplalns  K-6 
Jefferson  K-6 
Nash  K-6 

Tavennerville  El. 
Tvgart  K-6 
parsons  K-6 
Parsons  HS 
paw  Paw  K-6 
Three  Forks  El. 
Peterstown  El. 
Peterstown  HS 
Pectus  K-6 
Phllippi  (1-5)  El. 
Philippi  (6-8)  Middle 
Pickens  K-6 
Piedmont  El. 
-inoviUe  JHS 

ineville  HS 

ipestem  El. 
Powellton   K-5 
Elk   Horn    JHS 
Prlchard   K-6 
Silver   Springs   K-6 
Thorn   El. 
St.    Joseph   El. 
Crichton  El. 
Crichton    JHS 
Racine    K-4 
Chat  in    El . 
East    Ramelle    El. 
Ramage    E 1 . 
Cuzz le    El . 
Ranger    El . 
Red    Jacket    K-6 
Red    Jacket    JHS 
Reedsvllle    5-6 
Rijedv    El . 
Re  n  1  c  k    J  KS 
Rhode  11    K-3 
Roanoke    E 1 . 
Rock    lave    El. 
Hampshire    HS 
ROTime  V    El. 
Romr.ey    JHS 
Ronceverte    :1. 
Rowlesbarg    .<-6 
Rowlesburg    rlS 
Rupert    El. 
Rupert    iriS 


St.   George 

St.  Marys 

Salem 

Salt   Rock 

Sandfork 

Sandstone 

Scarbro 

Shady   Spring 

Simon 

SlanesviUe 

Smlthers 

Smithfield 

Smlthville 

Spanlshburg 

Spelter 

Springfield 

Stephenson 

Stirrat 

Stol lings 

Summerlee 

Sutton 


Talcott 
Tallmansville 

Tanner 
Terra  Alta 


Thacker 
Tunnelton 

Union 

Upper  Glade 
Valley  Fork 
Valley  Head 
Varney 
Verdunville 
Vulcan 

Walker 
Walkersvllle 

Wallace 

Walton 

War 

Wardenavllle 
Wayne 


Webster  Springs 

Welch 

Vest  Mil ford 

Weston 

Wheeling 


Whltmer 
Williamson 


Wllsie 

Woodvllle 

Worthlngton 

Wyatt 


■om  Low-Income  Families 


•or  the  1976-77  and  1977-T8  School  Years 


»  School  Name 


St.    George   El. 
St.   Marys   El. 
Van  Horn  El.  ' 

Salt   Rock   1-9 
Sandfork  El. 
Sandstone   El. 
Scarbro  El. 
Richmond  El. 
Long    Branch   El. 
SlanesviUe   El. 
Oakland   El. 
Smithfield  K-6 
Smlthville   K-8 
Spanlshburg  K-6 
.  Zieslng  El. 
Springfield-Green  El. 
Stephenson  K-6 
Stirrat   El. 

StoUlngs   El. 

Sunmerlee    1-8 

Braxton  County  HS 

Sutton  El. 

Sutton  JHS 

Talcott  El. 

Talcott  HS 

Tallmansville  El. 

Tftn  Mile 

Tanner  El. 

Terra  Alta  K-6 

Terra  Alta  HS 

Thacker   El. 

Tunnelton  HS 

Tvnnelton-Denver  K-6 

Union  El. 
Union  HS 

Webster  County  High 
Valley  Fork  El. 
Valley  Head  K-6 
Vamcy  El.       , 
Verdunville  El. 
Vulcan  El. 
Pleasant  Valley  K-6 
Walkersvllle  School  1-9 
'  Wallace  1-9 
Walton  K-6 
Walton  HS 
Big  Creek  HS 
War  El. 

Wardensville  School  1 
Crockett  K-6 
Wayne  K-6 
Wayne  JHS 
Wayne  HS 
Webster  Springs 
Webster  Springs 
Welch  HS 
West  Milford  El. 
Kltsonville  1-4 
Central  Catholic  HS 
Clay  El.  &  JHS 

Wheeling  Catholic  ConsoUdat 
•  Whltmer  K-6 
East  Williamson  El. 
Main  Building  El. 
Williamson  HS 
Wllsie  El. 
Woodvllle  K-8 
Bess  El. 
Wyatt  El. 


\ 


-12 


Adv.  El. 
primary 


ed  El. 


*  Code  1  -  Schools  designated  for  both  Sa 
Code  2  -  Schools  designated  for  Saclona 
Code  3  -  Schools  designated  for  Nations 


tlonal  Defense  and  National  Direct  Student  Loan  cancellation  benefits 
1  Defense  Student  Loan  cancellation  benefits  only 
1  Direct  Student  Loan  cancellation  benefits  only 
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1.13 

WISCONSIN 

t,s    f 

-,E    L.-v-l  r, --"lae    .- sjri , : '- i 

t    of   Schools    Detensmed    tc    .-.ave   High 

Cone er.trat  ions   of  Studen 

For   National.    Defense 

Stu 

ient    L.>an   a.'.d    National    Direct    Student 

l^iar.   Cancellation   Ber.ef 

.  t  5 

':r    tr.e    l.--.-"-    ar.d  1977-78 

School  Tears 

Location 

"  -  .1 

e    •      Schcj;.    Name 

Location 

~Td" 

•    *      ~-c  -1  "K  .    '<  ajue 

Abbots  ford 

2 

Abbot  sford  a 

Boyd 

2 

Boyd  EL 

Saint  Josephs  tL 

- 

Abrams 

2 

Abrams  EL 

2 

Adams 

1 

Adams  EL 

Brill 

] 

Brill   EL 

2 

Castle  Rxk  EL 

Brookfleld 

1 

Mary  Center   west    'rejtmprt 

enter 

2 

Roche  A  Cr1   EL 

Bruce 

2 

Bruce  HS 

Alma 

2 

Alma  K.)Z 

2 

Bruce  EL 

Alw  Center 

2 

Lincoln  KS   (9-12) 

Butternut 

1 

Butternut   El-hS 

* 

1 

AlBa  Center  EL 

Cable 

1 

Cable  EL 

Almood 

2 

Almond  EL 

Cadott 

2 

Cadott  EL 

Aii*>erst 

2 

Amherst  EL 

2 

Saint  Joseph  i'^ 

2 

Pleasant  View  a 

CancDel  'sport 

2 

Caapbellsport  EL 

Antlgo 

2 

Antlgo  J-SHS 

2 

Our  Lady  of  Anoels  EL 

2 

Crestwood  EL 

2 

Saint  Matthew  EL 

2 

Spring  Valley  EL 

Casnton 

2 

Cashton  MS 

Applet  on 

2 

Appleton  West  HS 

2 

Cashton   EL 

2 

Colmnbus  EL 

1 

c 

Sacred  Heart   iL 

2 

Saint  Joseph  EL 

Cataract 

2 

CatarKt  EL 

Arcadia 

2 

Arcadia  HS 

Catawba 

1 

Catawba  EL 

2 

Arcadia  EL 

Centuria 

2 

Centuria  EL 

2 

Arcadia  CathoUc   tL 

tnaseDurg 

2 

Chaseburo  El 

Argyle 

2 

Argyle  HS 

Chetek 

2 

Roselawn'EL 

2 

Argyle  EL 

Chill 

3 

East  Fremont   E^ 

Arpin 

2 

Arpin  JHS 

Chilton 

2 

Chilton  Catholic   EL 

Ashland 

2 

Ashland  KS 

-) 

Holy   Trinity  t. 
Chippewa  Fal  h  -^S 

2 

Ashland  Middle 

Cnippewa  falls 

i. 

2 

Beaser  EL 

2 

Stillson  EL 

2 

Ellis  EL 

■^ 

McOonell  Centra'    -:J 

2 

Saint  Agnes  EL 

■> 

Notre  Dame  EL 

Auburndale 

2 

Auburndale  HS 

C  layton 

2 

Clayton  EL 

2 

Auburndale  EL 

Clear  Lake 

2 

Clear  Lake  KS 

2 

Saint  Mary  EL 

2 

Clear  Lake  El 

Augusta 

2 

Augusta  EL 

0 

Sunnyside  SDA  EL 

2 

Augusta  JHS 

Colby 

L 

Colby  EL 

Avoca 

1 

Avoca  EL 

Coleman 

2 

Coleman  EL 

Baldwin 

2 

Greenfield  EL 

Seventh  Day  Adventfst  EL 

2 

Baldwin  Christian  EL 

Col'ai 

2 

Colfai  EL 

Bangor 

2 

Bangor  EL 

Coloma 

3 

Oegeorge  EL 

2 

Saint  Pauls  Lutheran  Ei 

Corratn 

2 

Conrath  EL 

Baraboo 

2 

Baraboo  JHS 

Coon  Valley 

t; 

Coon  Valley  EL 

1 

South  EL 

Cottage  Grove 

2 

Western  koshkor.ong   EL 

2 

Saint  Johns  Lutheran  EL 

Crjndon 

1 

Crardon  HS 

2 

Saint  Joseph  EL 

1 

Crandon  EL 

Barnevela 

2 

Barneveld  k.l2 

CriyitZ 

2 

Crivit:  EL 

Bayfield 

2 

Bayfield  Public  *-]2 

Curter  1  and 

2 

Cumberland  EL 

1 

Holy  Family  EL 

Darien 

2 

Darlen  EL 

Bear  Creek 

2 

Saint  Marys  EL 

Carl  ingtor 

L 

Darlington  HS 

Bell  Center 

3 

Bell  Center  Kinderqarten 

? 

Darlington   EL 
Oeerfleld  EL 

Belmont 

2 

Belmont  HS 

Deerfiela 

2 

• 

2 

Belmont  EL 

De  Pere 

2 

West  De  Pere  hs 

Belolt 

2 

Aldrlch  HS 

L 

Westwood  EL 

^ 

2 

Burdge  EL 

-> 

Abbot   Penninqs  -^S 

Benton 

2 

2 
2 

Hackett  EL 

Merrill    E1 
Bentor  EL 

Doa^e 

Dodgeville 

2 

2 

Saint  Boniface  ti 
Sacred  Meart  E^ 

Birchwod 

1 

Blrchwood  EL 

2 

Dodgeville  hS 

BirnaiTWOod 

2 

Birnamwood  EL 

2 

Dodgeville  EL 

Black  River  Falls 

2 

Forrest  Street   EL 

Doi-sman 
Drunrxrd 
DunDar 
Eagle  River 
Eastman 
Eau  C  laire 

L 

Saint  Joseph  Ei 

Blair 

2 
1 
2 
2 
2 
2 

SebhanJt  EL 
Squaw  Creek  EL 
Third  Street  EL 
Saint  Joseph  EL 
Blair  HS  (7-12) 
Blair  EL 

1 
2 
J 
2 
1 

L 

Lad  Lake   Inc. 

Drumrwnd  HS 

Dunbar  EL 

Eaqle  River  EL 

SoGth  El                                * 

Delonq  JHS 

Lincoln  EL 

BlooMr 

2 

Bloomer  EL 

2 

Blue  River 

2 

Saint  Pauls  EL 
Blue  River  EL 

2 

2 

Putnam  Heights  EL 
Randall  EL 

J 

2 

Excelsior  EL 

Blue  River   (Riverdale)  M1<>dle 

2 
2 

Sam  G.   Oavey  E. 
Epiphany  Lutheran   EL 

Boscobel 

2 

Boscobel  J-SHS 

2 

Saint  Janes  The  Greate--  EL 

2 

Boscobel  EL 

Saint  Patricks  EL 

Bowler 
BoycevlUe 

2 
2 

2 
2 

I«»aculate  Conception  EL 
Bowler  EL 
Boyoevllle  HS 
BoycevlUe  EL 

Elcho 
Elk  Mound 

1 
2 
2 
2 

Sunburst  Youth  Home 
Elcho  K-12 
Eleva  EL 
Elk  Hound  EL 

♦  Code    1    -    Schools   designated    for   both   National    Defense    and   National    Direct    Student    Loan   cancellation    benefl 
Coda   2    -    Schools   designated    for   National   Dsfcnse    Student    Loan   caoccllatioa   benefits   only 
Coda  3   -   Schools  designated   for  National   Direct   Student   Loan  caocellatlon  benafits  only 
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NOTICES 


For  national  De 
location 


"h?ol    Naffie 


L.-' cat  ion 


Falrchlld 

Fall    Cree\^ 
f  lorence 

Ford   Ou   LiC 


Fo«   Late 
Friendship 

Gays  Hills 


Gilman 

Gi 1  man  ton 
Glendale 
Glen  Flora 

ClenxoO'i   -t 

CI  idde" 

Grandview 
GrantsCurn 

Cref-n   -ay 


Greenlea' 
&reem<oo<^ 

Gresnam 
Hancock 

HauqeP 

Hazard 


nelenvi  1  le 
Herbster 


7 

Fairchild  EL 

? 

Fall   Cre€k  FL    (<-8) 

2 

Florence  HS 

Z 

Florence  FL 

T 

GoodricM   HS 

y 

Sablsf'  JHS 

2 

Crieqwin-Fahey  EL. 

^ 

Frarlilin   EL 

1 

LaKeview  Technical    -"S 

0 

Frier.dshiD  EL 

1 

North  Crawford  hS 

1 

North  Crawford  Middle 

3 

Haney  EL 

■J 

J 

Orchard  View  EL 

3 

Gays  Ml  lis  Elementary 

T 

31 Iman  EL 

1 

Gi  Inantofi   EL 

? 

Ml  1  lei   Academy  EL 

1 

Glen  Flora  EL 

2 

Glenwood  City   J-SHS 

2 

Glenwood  ^ity  EL 

1 

Glidden  HS 

1 

GMdden  EL 

3 

Grandview  EL 

-) 

Grantsburq   rS 

2 

Grantsburq  EL 

2 

East  HS 

2 

Preble  HS 

2 

west  HS 

Edison   JHS 
franklin    JhS 
Loffibardi    JHS 
Washington    JHS 
Fort  Ho».ard  EL 
Howe  EL 
Keller  EL 
Lincoln    EL 
Nicolet   EL 
Roosevelt  EL 
Suanlco  Central    EL 
Sullivan  EL 

■^anl(    EL 

wequoick   EL 

.<hitney   EL 

Our  Lady  of  Charity  HS 

^remootre  HS 

Saint  Joseph  Academy  mS 

Annunciation  EL 

Redeemer  Lutheran  EL 

Saint  Agnes  EL 

Saint  John  The  Evang.  EL 

Saint  Joseph  EL 

Saint  Joseph  Home 

Saint  Jude  EL 

Saint   Mary  of   the   AngeU   EL 

Saint  Matthew  EL 

Saint  Philips  EL 

SS  Peter  !.  Paul    EL 

Cathedral    1-8 

River  Valley  HS 

Morrison  Lutheran   1-8 

Greenwood  EL 

Saint  Marys  EL 

Greshani  EL-HS 

Hancocic  Middle 

Holy  Trinity  EL 

Haugen  EL 

Wayward  HS 

Hayward  JHS 

Hayward  EL 

Lake  EL 

St.  Peters  Lutheran  El 

Herbster  EL 


Highland 

Hlllsboro 

Holconfce 

Holmen 

Hortonvllle 

Hustler 

Independence 

loU 
IriN 

Iron  Mountain 
Iron  River 
Jim  Falls 
Johnson  Creek 
Juda 

Kellnersvllle 
Kennan 
Kenosha 


Keshena 


Lac  Du  Flanibeau 
La  Crosse 


Ladysmlth 


La  Farge 


Lake  Mills 


Lancaster 

L  aor  J 


Leopolls 

Linden 

Loyal 


Code 

2 
.2 
2 
2 
2 
2 
2 
3 
2 
2 
2 
1 
2 
3 
1 
2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
1 
1 
2 
1 
2 
2 
2 
2 
1 
2 
2 
2 
2 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
1 
3 
2 
1 
1 
2 
2 
2 
1 
1 
1 
3 
2 
2 
2 
2 
3 
3 
2 
2 
1 
1 
2 
2 


Highland  HS 

Highland  EL 

Hlllsboro  MS 

City  EL 

Holcontie  EL 

Holmen  Middle 

Hortonvllle  EL 

Hustler  EL 

Independence  K-12 

SS  Peter  «.  Paul   EL 

lola-ScandinavIa  EL 

Lincoln  HS 

Hllkrest  EL 

Oulu  EL 

Jim  Falls  EL 

Johnson  Creek  EL 

Juda  K-12 

Saint  Joseph  EL 

Kennan  Middle 

Bradford  HS 

Trenper  HS 

Lincoln  JHS 

Washlngtcr  JHS 

Bain  EL 

Durkee  EL 

Frank  EL 

Headstart  EL 

Jefferson  EL 

Lincoln  EL 

Wilson  EL 

Bethany  Lutheran  EL 

Friedens  Lutheran  EL 

Holy  Rosary  EL 

Mount  Carmel  EL 

Saint  Anthonys  EL 

Saint  Caslmir  EL 

Saint  George  EL 

Saint  Mark  EL 

Saint  Therese  EL 

Victory  Christian  Academy  K-12 

Keshena  EL 

Menominee  Co.  Comn.  HS 

Saint  Josephs  EL 

Lac  Du  Flainbeau  EL 

Central  HS 

Logan  HS 

Logan  JHS 

Franklin  EL 

Hamilton  EL 

Jefferson  EL 

Washburn  EL 

Seventh  Day  Advent ist  FL 

La  Crosse  Home  for  Children 

St.'  Michaels  Home  for  Children 

Ladysulth  JHS 

LadysMith  EL 

Our  Lady  of  Sorrows  EL 

Seventh  Day  Adventist  EL 

La  Farge  HS 

La  Farge  EL 

Valley  EL 

Saint  Pauls  lut^^eran  EL 

Middle  School 

Prospect  Street  EL 

Winsklll  EL 

Laona  HS 

Robinson  FL 

Lena  EL 

Saint  Charles  Catholic  EL 

Thunderbird  Ranch 

Linden  EL 

Loyal  EL 

Saint  Anthony  EL 


-s^wrTTTT^^^I^T^^^TT^F^-^^^TT^^ 


.  Co<ie    1    -    School,    destgnac.c    ror    ^^"    _■"; -"J^;, "  j tude~Lo«.  cancellation   baoefits   only 
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For  National 


List 
Defense  Stud 


of  Schools  Detemined  to  have  High 
ent  Loan  and  National  Direct  Studen 


WISCONSIN 


Concentrations  of  Students  from  Low-Income  Families 
t  Loan  Cancellation  Benefits  for  the  1976-77  and  19T7-76  School  Years 


Location 


Code 


School  Nane 


Location 


Cc«^e  »   School  Same 


Lynxvllle 
Madison 


Manawa 

Manitowoc 
Marinette 


Ma  r  i  or 

Marshf ield 


Mauston 


Mazorvanie 
Medford 


Mellen 

Melrose 

Menomonle 


Merri  1  Ian 
Milltown 

Mi  Iwaukee 


3  Lynxvi  1  le  EL 

2  East  ^S 

2  A  Lincoln  "id::ie 

2  Marquette  Middle 

2  Enwrson   EL 

2  Franklin    EL 

1  Hawthorne  EL 

2  Lake  View  EL 

1  Longfellow  EL 

2  Lowell   EL 

1  Marquette  EL 

2  Samuel  Gompers  EL 
2  Saint  James  E;. 

2  Saint  Patricks  El 

2  Wingra  EL 

2  Manawa  hS 

2  Manawa  EL 

2  Saint  Pauls  Lutrieran  EL 

2  Lincoln   MS 

2  ""ranklin   EL 

2  Bethany  Evang.  Lutheran  EL 

2  Marinette  HS 

1  Garfield  EL 

1  HeneKaunee  EL 

2  Merrymar  EL 
2  Park   EL 

2  Holy   Family  EL 

2  Marlon   EL 

2  Madison  EL 

1  Nasonvllle  EL 

2  Saint  John  EL 

1  Sunburst   Youth  Home 

2  Mauston   HS 

2  Mauston  Middle 

2  West  Side  EL 

2  Saint  Patricx  EL 

2  Mazomanie  EL 

2  Medford  HS 

2  Medford  JHS 

3  Clearview  EL 

2  Holy  Rosary  Cathclic   EL 

2  Inwanuel   Lutheran  EL 

2  Mellen  k-12 

2  Melrose-Mlndoro  hS 

2  North  EL 

2  River  Heights  EL 

2  Saint  Joseph  EL 

2  Immanuel  Baptist  EL 

1  Herri! Ian  EL 

2  Unity  HS 

2  Milltown  EL 

2  Bay  View  hs 

2  Custer  HS 

2  Hamilton  hS 

2  James  Madison  hs 

2  Pulaski  HS 

2  South  Division  HS 

2  Mi  Iwaukee  Tech.  ws 

2  king  HS 

1  North  Division  MS 

2  Riverside  HS 
2  Washington  HS 

1  West  Division  HS 

2  Juneau  hs 

-  Lincoln  hs 

2  Marshall   hs 

2  Audubon  *S 

2  Bell   JJJS 

2  Burroughs  JHS 

2  Edison  JHS 

1  Fulton  JHS 

2  Fritsche  JHS 

2  koscluszko  JUS 


Milwaukee  (Cortiouec 


■  : 

Morse  JHS 

c 

Mu1r  JHS 

2 

Parkman   JHS 

2 

PecKhar  >S 

2 

Jackie  ■  ot  '-'.or    jHS 

1 

Rooseve't   JH£ 

2 

ShQies    JHS 

2 

SteuCer    iws 

2 

xalker   JHS 

2 

wetster   >S 

1 

wells  Sf-eet   JHS 

2 

Wright    J-S 

2 

*1  len   Fie''^    EL 

1 

Auer  Aver.ue  EL 

1 

Beroer   i^ 

1 

Erown  St'-ee:   EL 

2 

Eurbank   EL 

2 

Carleton   EL 

2 

Cass   Street  EL 

1 

Clarke   Street  EL 

2 

Clement   Avenue  EL 

2 

Clemens  EL 

2 

Corgress    EL 

c 

Coerfler  EL 

Douglas  Road  EL 

2 

Dover  Street  EL 

1 

Elrr  EL 

1 

Fifth   Cf-PEt   EL 

C 

Forest   "ome  ivenue  EL 

y 

Fourth   Street   EL 

c 

Frank  Tin    EL 

0 

Eratney  EL 

■:' 

Gaensler  [i 

2 

GarOer    Hones   EL 

\ 

Garfie'd  Avenue  EL 

C 

Grant   Z'^ 

. 

GranCvlew   EL 

c 

Granville   EL 

Green   Fav  Avenue  EL 

2 

Greenfield  E^ 

2 

Hampton  EL 

2 

Hayes  EL 

2 

Hi-Mount    Blvd.    EL 

1 

Holmes    El 

-opkint,   :treet  EL     '"■ 

c 

jef  ersor   EL 

2 

k-aqe'    t. 

Keefe  ive-ue  EL 

1 

kilbourn   EL 

1 

La  Follette  EL 

2 

Lancaster  EL 

1 

Lee   EL 

Z 

L  incoln   ivenue  EL 

Llovd  Street   IL 

c 

.Ongfellow    El 

■) 

"ac   jowell   El 

c 

'Maryland  Avenue  El 

J 

^tkinlev   [- 

c 

Mitchell    E. 

2 

Mound  EL 

c 

•^eskara  EL 

1 

Ninth  Street  EL 

.:' 

Ok  lahonva   'venue  EL 

1 

Palmer   El 

L 

Phnipp   E. 

^ 

Fierce   El 

c 

Pleasant    vie*  EL 

^ 

R1  lev  EL 

L. 

Sberiran   EL 

1 

Siefert  EL 

n 

Story  EL 

1 

Meinecke  r,-6 

2 

66th  K-e 

*  Code  1  -  School!  designated  for  both  National  Defense  and  National  Direct  Student  Loan  cancellation  benefit* 
Coda  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  onlv 
Coda  3  -  Schools  designated  for  National  Direct  Student  Loan  cancellation  benefits  only 
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NOTICES 


WISCONSIN 


List   of  Schools   Determined  to   have   High 
■ror  x.tional   Defense  ^t„.ent   I^an  and  National    Direct   Student 
,^.«t.ion  Code_l_  School   Name , 


Concentrations   of  Students   from 
Loan  Cannellation   Benefits    for 

Location £2^S — 


Milwaukee   '^cx^tl^ued) 


2 
2 
2 
1 
1 
1 
1 

2 
2 

2 
2 
2 

2 
2 

7 

2 
2 
2 
2 


Thirty-Eighth  Street   EL 

Ihirty-Eifth  Street  EL 

Thirty-First   Street   EL 

Thirty-Seventh   Street   £L 

Townsend  Street  EL 

■twelfth  Street  EL 

Twentieth  Street   EL 

Twenty-First   Street  EL 

Twenty-Seventh  Street   EL 

Vieau  EL 

Walnut   Street   EL 

.arnimort   Avenue   EL 

Hi  Isop   Parte   EL 

Wisconsin   Avenue   EL 

Sedar  Srest  hS 

rivine   Savior-Holy  Angels  hS 

Harquette  ^S 

Messmer  mS 

Mi Iwaukee   lutner an   hS 

Notre  Dane  ►'S 

Pius    XI    HS 

Saint  Joan  Antida  hS 

Saint   John  Cathedral   hS 

Saint   Marys   Academy  HS 

Atonement   Lutheran  EL 

Bethany  Lutneraf  EL 

3etn,iehe(T'  Lutheran  EL 

Bruce  Guadalupe  Conr.    EL 

Christ  Lutheran  EL 

Ct^rist   Memorial    Lutneran   El 

Ebenezer  Lutheran  EL 

Eirmaus   Lutheran  EL 

Sarden  Homes  Lutheran  EL 

Oef-semane  Lutheran  EL 

Gospel   Lutheran   EL 

Narartiee  Connunity  EL 

Holy  Angels  EL 

Holy  Ghost    EL 

Holy  Ghost   Lutheran  EL 

Holy  Redeemer  EL 

Holy  Rosary  EL 

'nmaculate  Coriceptioo   El 

Jerusalem  Lutheran  EL 

Leo  Coimunity  EL 

Martin    Luther   King   Comunitv   EL 

Metier  0^   Perpetual   Help  EL 

Mount  Calvary  Lutheran  EL 

Mount  Lebanon   Lutneran  EL 

Mount  Olive  Lutheran  EL 

Sorth   Trinity   Lutheran   EL 

Rainbow  EL 

Redemption   Lutheran  EL 

Saint  Adalbert   EL 

Saint   Agnes   EL 

Saint  Albert  EL 

Saint   Anne   EL 

lakeside  Cnildrens  Center 

Saint  Aemilian   Child  Care   Center 

Saint  3ose's  Res^rlence 

Saint  I'narles  Boys  Home 

Saint   Anthony  EL 

Saint  Augustine  EL 

Saint   Barbara  EL 

Saint  Casimlr  EL 

Saint  Hedwiq  EL 

Saint  Helen  EL 

Saint  Hyacinth  EL 

Saint    Ignatius  EL 

Saint   James  Evang.   Lutneran  EL 

Saini  John  Oe  Neoonxjc  EL 

Saint   John  Kanty  EL 

Saint    Josaphat  EL 


Milwaukee  (Continued) 


Mindoro 

Minocqua 

Minong 

Mondovl 


Monroe 

Montfort 

Monticello 

Moslnee 

Mount  Sterling 

Mukwonago 

Muscoda 


Necedah 

Neenah 

Neillsvllle 


Neopit 

New  Holstein 

New  Lisbon 

Sew  on  don 


New  Richmond 
Niagara 

Norwalk 
Oak  Creek 


Oconto 


2 

1 

2 

2 

2 

2 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

3 

2 

2 

2 

2 

2 

2 

3 

1 


1 
1 
1 
2 
2 
2 
2 
1 
1 
1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 
2 
2 
1 
2 
2 
2 
2 
2 
2 
2 
2 

■5 


Low-Income  Families 
t.he  1976-77  and  19TT-T8  School  Years 
School   Name — 

Saint  Lucas  Lutheran  EL 

Saint  Marcus  Lutheran  EL 

Saint  Martini  Lutheran  EL 

Saint  Mary  Czestochowa  EL 

Saint  Matthews  EL 

Saint  Peters  Lutheran  EL 

Saint  Philip  Neri  Catholic  EL 

Saint  Philips  Lutheran  EL 

Saint  Rita  EL 

Saint  Rose  Grade  of  Lima  Latnoiic  EL 

Saint  Sebastian  EL 

Saint  Stanislaus  EL 

Saint  Stephen  Lutheran  EL 

Saint  Stephen  Catholic  EL 

Saint  Thomas  Aquinas  EL 

Saint  Vincent  DePaul  EL 

Sharon  School  7th  Day  Advent  EL 

Siloah  Lutheran  EL 

SS  Cyril  &  Methodius  EL 

SS  Peter  i  Paul  EL 

Urbanday  EL 

Walther  Memorial  Lutheran  EL 

Indial  Conmunity  EL-JHS 

Milwaukee  Junior  Academy  EL 

Mindoro  EL 

Burr  Oak  Lutheran  EL 

Lakeland  HS 

Northwood  HS 

Mondovi  HS 

Mondovl  EL 

Dover  EL 

Sacred  Heart  EL 

East  EL 

Saint  Victor  EL 

Montfort  EL 

Monticello  K-12 

Mosinee  EL 

Mount  Sterling  EL 
Norris  Foundation  HS 

Riverdale  HS 

Muscoda  EL 

Christian  Day  EL 

Necedah  k-12 

Washington  EL 

City  EL 

Saint  Johns  Evang.  Lutheran  EL 

Sunburst  Youth  Home 

Black  River  Camp  HS 

Neopit  EL 

Saint  Anthony  Indian  EL 

New  Holstein  EL 

Cons.  Parochial  EL 

Holy  Rosary  EL 

New  Lisbon  HS 

New  Lisbon  EL 

New  London  HS 

Washington  JHS 

Lincoln  EL 

Parkview  EL 

Emanuel  Ev.  Lutheran  EL 

Most  Precious  Blood  EL 

Rawhide  Inc. 

New  Richmond  EL 

Niagara  HS 

Niagara  EL 

Saint  Marys  EL 

Carol  1  ton  EL 

Shepard  Hills  EL 

Saint  Matthews  EL 

Lincoln  EL 

Washington  EL-JHS 

Saint  Joseph  EL 


Code  I 
Code  : 
Code    3 


r„7r^;7Fen,e   ^  National   Direct   Student   Lo.u  r.ncell.tlon   benefit. 


-l^^;T^Tr77;wn^e<i    for   ^-;^:;^;^;2fensr3t:de^I.;;;"c.;cell.tloa  benefit,  only 
Schools    deslgr^ated    tor   National    ^^["f/^' /^  ^^^^^^    ^oan  cancell.Clon  benefit,  only 


-,1,    de,t*n»ted    for   National    Dlr^c 
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For  National  Defense 


List  of  Scboola  Oetendjied  to  have  Hi 
Student  loan  and  fctlonal  Direct  Stud 


-3  tier. 


Code   •     School    Naae 


gh  O^ncfciiCidtions  of  Students   fro«  Low-Income  Families 
ent   Loan  Cancellation  Benefits  for  the   1976-77  and  1977-76  School  Ye 
^^Qg^tion  Code   *     School   Naae 


Oconto  Fal  Is 


Omro 


OshttOSh 

1 
2 

'1 

2 

2 

Osseo 

2 

Owen 

2 

Oxford 

2 

Park  Falls 

2 

2 

Penbine 

3 

Pepin 

2 

Phillips 

1 

2 

c 

Phlox 

2 

Pittsville 

2 

2 

Plain 

2 

Plalnfleld 

2 

i 

Plum  C1t:y 

2 

i! 

Plymouth 

1 

Portage 

2 

2 

Port  Winq 

3 

Potosi 

1 

Prairie  Du  Cnien 

i 

2 

Prairie  du  Sac 

i. 

Prairie  Fdrm 

l 

Prentice 

2 

Prescott 

L 

2 

Pr  ircetOTi 

2 

Bacine 

C 

Random  Lake 

Readfleld 
Reedsburg 


Reedsville 


Rhinelander 
Rice  Lake 


Washington  JHS 

Jefferson  EL 

Washington  EL 

Omro  Middle 

Oakwood  HS 

Dale  EL 

Jefferson  EL 

Lincoln  EL 

Washington  EL 

Osseo  EL 

Owen  EL 

Holy  Rosary  EL 

Oxford   EL 

Park  Falls  EL 

Saint   Anthony   EL 

Peniilne  EL 

Pepin  EL-HS 

Phillips  HS 

Phillips  Miocle 

Phillips  EL 

Saint  Joseph  EL 

Pittsville  HS 

Pittsville  EL 

Saint  Luke  EL 

Tri  County  HS 

Plalnfleld  EL 

Pliir.  City  EL 

Saint  John  The  Baptist  EL 

Eorest  Ki  Us  HS 

Central  Grade  k-6 

SDA  Grade  EL 

Port  Wine  EL 

Potosi  EL 

Prairie  Du  Cnien  tl 

Saint  Gabriel  Ei 

Saint  John  Neponwcene  EL 

Grand  Avenue  EL 

Sauk  Prairie  "S 

Prairie  Farm  HS 

Prairie  Farm  EL 

Prentice  HS 

Malone  EL 

Saint  Joseph  Catholic  EL 

Saint  John  The  Bapt'st  El 

J.  I.  Case  HS 

Washington  Park  HS 

Wm  'lorllck  HS 

Gifford  JHS 

Jerstad  Agcr  JHS 

Mitchell  JHS 

StarbucK  JHS 

Gilbert  Knapp  EL 

Janes  EL 

Winslow  EL 

Taylors  Childrens  Home 

Random  Lake  EL 

Saint  Johns  Lutheran  Christ  Day 

Saint  Mary  EL 

Readfield  EL 

Reedsburg  k-8 

Webb  HS 

Sacred  Heart  EL 

Saint  Peters  Lutheran  EL 

Merrywood  Christian  EL 

Reedsville  EL 

Saint  John  Saint  James  EL 

Saint  Marys  EL 

Saint  Patricks  EL  . 

Rhinelander  HS 

Pice  Lake  HS 

Franklin  EL 

Hilltop  EL 

Jefferson  EL 


Rice  Lake  (con't) 


Ricfianc   Center 


Rldoeway 

S  ic 

Rcsho't 


Saint  Croix  Falls 
Sauk  City 


Se'-ec  a 

S*  vinour 
Shawano 

Shercvqan 


Sheldon 
Shell   Lake 

S  •"  1  oc  t  on 

She  '  'st  jrg 
S  i  rer 

Soldiers  Grove 

Sc'or.    Spr'rcs 


Spencer 
Spooner 

Spring  Green 


S<  an  1  ey 

Stevens    Point 

Stone   ^ake 
StOuq^t  or 

Stratford 

StrLHT 

Sugar  Eush 
Sun  Prairie 
Superior 


L  incoln  City  EL 

Saint  Joseph  EL 

Sevefith  Cay  Adventlst  EL 

»  icnland   Center  HS 

=  ichi*icl  Hiaale 

^)efferson   and   »enneCj  EL 

Lincoln   EL 

Saint    Mary^    K 

SD*   EL 

Ithaca  EL-H'S 

R10gewa>  El 

Plo  J-SHS 

Rio  EL 

RoshcU   "S 

Poshclt   EL 

Sai"t  tci'tert   EL 

Sam*   Croix  ''alls  EL 

CauK    Prairie   ►'iddle 

Spruce /Mao  is  on   Ctreet   EL 

Saint  A 1  c  ys  '  -  s  I  ^ 

Seneca  hC 

Seneca  Prirary  EL 

Seneca   ^S 

Pock   Ledoe  l< 

Saint    Johr    ?af.t1st  EL 

Snawano  hc 

F  rank  i  ir   >'nc  "  e 

Horace    Kann     IHS 

Franklin   E^ 

Jefferson   El 

Lincoln    EL 

Longfel  low  EL 

Shenciar  EL 

Linden  Chris: -a'    Cay  EL-HS 

Shell   La«.e   -C 

Shell   .ate  E:    (K-S) 

ShioctDT  hS 
Sfiiocton  EL 
Shullsturg  EL-HS 

Siren    HS 
Siren    El 

Soldiers  Grpve  El 

Davis   Cale  Unaerqarten 

Saint  Croix  HS 

Saint  Croix  EL 

Spencer  EL 

Spooner  HS 

Spooner   Upper  "iddlf 

Saint  f rancls   >   Sales  EL 

Spring  Green  HS 

Spring   Greer   JmS 

Soring  Green   E^ 

Saint   Johns   the   Lyanoe"'st   EL 

Stanley  HS 

Stanley  Boyd  "iodl? 

C  w  Dodge  EL 

►10 1  y  F  ai«  1  I  ¥  El 

Stevens  Point  Area  hC 

Mckinley  EL 

Chlleda   InstUute  'or 

Store   La*e   El 


Sc  ianus  [l 


Saint  Francis 

Stoughton  KS 

Stoughton  WiOdle 

Saint  Anns  EL 

Martin   Luther  Home 

Raleigh  EL 

Saint  Josephs  Catholic  El 

Struip  EL 

Sugar  Bush   tl 

Charles  H  Eire  EL 

Superior  HS 

Central   JHS 

Blaine   EL 


"e  vf  ■  cT'"*' 


♦  Code    1    -    Schools   designated    for   both   NatioMl    Defense  -^ni   National    Direct    Student   Loan   cancellation    beneTitT 
Code   2    -    Schools   designated    for   National    Defense   St'j<J*nt    Loan  cancellation   benefits   only 
Code   3   -    Schools   designated    for   National   Direct   Student   Loan  cancellation   benefits   only 
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For  National 
Location 

Superior  (contj 
Tigerton 


Dry 
Tripoli 
Turtle  Lake 
t«o  '  Ivers 

jn  1  ty 
Viola 

V  irocjua 


wabeno 
wales 

Warrefis 

yasil'^Ttx  Island 
Maukesia 

■aumardee 
niaiipaca 


List  of  Schools  Determined  to  have  High 
Defense  Student  Loan  and  National  Direct  Student 


N<u-. 


Concentrations  of  Students  from 
Ix^an  Cancellation  Bpnefits  for 

•^-.  c  at  i  0  n Code   * 


Lov-Income   Families 

the   19T6-77   and  1977-TS  School  Years 


School   Name 


.autora 


Wa^jxatosa 


2 
2 
1 
1 
1 
2 

i. 

2 

1 

1 

2 

2 

2 

2 

2 

1 

2 

2 

2 

2 

2 

2 

2 
1 
1 
1 
1 


Ericsson   EL 

Cathedral    il 

Taylor   EL 

Thorn  EL 

Thorp   Catholic  EL 

Tlqerton  EL 

Tomah  JHS 

Lemorwelr  EL 

Miller  EL 

Saint  »^ary  EL 

Saint  Paul  Lutheran  EL 

FlamOeau  ^^S 

Tripoli  EL 

Turtle  Lake  EL 

Koenig  EL 

'Jnlty  EL 

Kickaooo  HS 

viola  EL  - 

Virocua  US 

Viroqua  "Middle 

VI roqua  EL 

Waoeno  EL 

Ethan  Al  len  ^S 

warrens  EL 

Washington  Island  EL-^^S 

North  MS 

South  Canpus  -^S 

Saint  Boriface  EL 

Tomorrows   Children 

Tonorro*rs   Vputh 

Wausau  East  hs 

Horace  Mann  Middle 

John   Muir   MHdle 

G  D   Jones  EL 

MeWitt  Texas  EL 

Lincoln   EL 

Loogfel  low 

Holy  Name  EL 

Saint  Anne  EL 

Trinity   Lutheran   EL 

wautoma  "S 

Oafoe  EL 

R Iverview  EL  -         . 

Lutheran  Childrens  Friends   iociet: 

Milwaukee  County  Children's  -ome 

Carmelite  nome  ^or  Boys 

Wauzeka  EL-hS 


West  Allls 


West  Baraboo 
Westby 

West  OePere 
West  Field 

west  Lima 
West  Milwaukee 
Weyauwega 


Weyerhauser 
Whitehall 


White  Lake 
Winter 

Wisconsin  Dells 
Wisconsin  Rapids 


Withee 
Wittenberg 

Wonewoc 


Wrightstown 


Wyeville 

Yuba 


2 

3 

1 

1 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

3 

2 

2 

2 


Webster  J-SHS 
Dalryland  EL 

Oanbury  EL 
Webster  EL 

Lincoln  EL 
Roosevelt  EL 

Jordan  Lutheran  EL 

Saint  Joan  Antida  EL 

West  G.L.   Wilson  EL 

Westby  HS 

westby  EL 

Saint  Joseph  EL 

westfield  HS 

Westfleld  EL 

West  Lima  EL 

Pershing  EL 

Weyajwega  MS 

weyauweqa  **1dd1e 
2         Weyauweqa  EL 
2        Christ  Lutheran  EL 
2         Saint  Peter  Lutheran  EL 

1  weyerhauser  (IC-IZ) 

2  'temorial    HS 
2         Junset  EL 

2         Pine  Mill  EL 

2        White  Lake  MS 

2         White  Lake  EL 

2         winter  MS 

2         Winter  EL 

2        Wisconsin  Oells  EL 

2         Trinity  Lutheran  EL 

2         Lincoln  HS 

2         G  W  Mead  EL 

2         Howe  EL 

2         Withee  EL 

2         Wittenberg  EL 

1  Homme  Home  for  Boys 

2  Wonewoc   J-SHS 
2         Wonewoc  EL 

2         Saint  Pauls  Evang.   Lutheran  EL 

2         wrightstown  EL-HS 

2         Saint    John   Ev.   Lutheran  EL 

2  Saint  Paul    EL 
1         wyeville  EL 

3  T^uDa   EL 


For  National 
Location 


List  of  Schools  Determined 
Defense  Student  Loan  and  National  D 
Code  •  School  »ame 


Arapahoe 

Basin 


Buffalo 


Casper 


1 

2 
2 
2 
2 

1 

i. 

2 
2 
2 
2 
2 
2 
1 
2 
1 
2 
2 

2 
2 


Arapahoe  Diat.  ffS   EL 

Basin  EL 

Basin  JHS-Hb 

Maaderson  EL 

Buffalo  EL 

Buffalo  HS 

ICaycee  EL 

Kaycee  HS 

Linch  EL 

Dean  Morgan  JHS 

East  JHS 

Evansvllle  EL 

Fort  Caspar  EL 

Grant  EL 

Jefferson  EL 

Kelly  Walsh  HS  . 

HcKloley  EL 

Hills  EL 

Mountain  View  EL 

Natrona  ^ountv  HS 


to  have  HirfS^in^i^r^  Students  from  ^-^?,^^/^^j^j^_sc^,oo^Je^ 
"■   North  CaSper  EL 


C»»t>*r  (con't) 


Cheyenne 


Cody 


2  Park  EL 

2  St.  Anthony's  EL 

2  Vlllard  EL  . 

2  Alta  Vista  EL 

2  Arp  EL 

2  Baggs  EL 

2  Carey  JHS 

2  Central  HS 

1  Cole  EL 

1  Corlett  EL 

2  East  HS 

2  Falrvlew  (K  &  4-6) 

2  Coins  EL 
1   Head  Start  EL 
1   Hebard  EL 

1  Johnson  JHS 

2  McCormick  JHS 

2       Pioneer  Park   EL 

2        Cody  HS 

2        F^atsldt;  J.L 


'*  Code  1  -  Schools  designated  for 
Code  2  -  schools  designated  for 
Code    3    -    Schools   designated    for 


TTTT^iirTonal    Defense    and  National   Direct   Student    Lo\n    cancelUtlon   benefit. 
^    ionl     ^f   n^e   Stude" Loan  cancellation  benefits   only 
^  St.de.-    :oa^    cncellatloa  benefit,    only 
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List  of  Schoola  Bwterained  to  have 
For   ilational  Defense  Student  Loan  and  Bational   Direct  S1 


WYOWIHC 


High  Concentrations  of  Students   froa  Low-InooBe  Fajailies 

udait  Loan  Cancellatlcn  Benefits  for  the  19T6-77  and  1977-76  School  Years 


Location 


Code 


School  Ha 


Location 


cx3e 


Nar.' 


Cody   fcon't) 

tthete 

Fort    Washakie 
Slenrock 
Creybuil 
Lander 


Laraale 


Lovell 
Lask 


Lyman 

PavUiion 


Pine    Bluffs 


Sunset    EL 

Westside    EL 

Hill    CreeK    EL 

Hill   Creek    JHS 

Fort    Washakie    EL 

Glenrock    EL 

Greybull    EL 

Lander   Valley   HS 

^^orthsidc    EL 

South    EL 

Starrett    JHS 

Laraale   HS 

Laraale   JHS 

Lincoln    EL 

Nellie    lies    EL 

Rock  River    F^ 

Slade    EL 

St.    Laurence    EL 

Washlogton/Whltlag    El 

Lovell    EL 

Lusk    EL 

Hanvllle    EL 

Lyiian    EL 

Crowheart    School    EL 

Wind   River    EL 

Wind   River    HS 

Wind  River   Middle    School 

Pine   Bluffs    EL 

Pine  Bluffs  HS 

Pine   Bluffs   JHS 


Povell 

Rawl  ins 

River  ton 
Sheridan 


Ten   Sleep 
The  mope  1  is 
Torrington 


Wheatland 

Worland 


Shoshoni 

2 

St.  Stephens 

1 

Sundance 

2 

Parkslde    EL 

Westsue    EL 

-PersMnji    EL   School 

Rawlins    tiS 

Raw!  ILLS    JHS 

St.    Joseph's   EL 

Jefferson    EL 

iU  vert  on    HS 

River  ton    JHS 

Tongut    ivlver    EL 

Wyoming   birls'    School 

Shoshoni    JHS 

St.    Stephen's    Indian   School 

Uuiett    EL 

Hulett    HS 

hulett    JHS 

Moo  rcr^itEL  « 

Sundance    EL 

Ten    Sleep    EL 

rhenoc  polls    EL 

ucsher.   Hcle    EL 

Huntley    EL 

La   Grange    KL 

Torringtoc    El. 

Lcrringtor.    JH; 

Wheatland    E._ 

W^ieatlanc    n£ 

^-ast    b^dt    LI, 

•or.  a  3d    jH<^ 

Wvomlng    ::»:..£tr.,..     I-.stitute 


■ .^^cation        _Code^  *  School  Haae  '       ~ 


American  Samoa 


Afono     EL 

Alataua-Lua 
Alofau     EL 
Asu     EL 
Aua     EL 
Aunu'ufou     EL 


EL 


American  taw^a 

>'  r  on  '  t  ) 


HS 
HS 


^a  asao 
""ig^itua 
FjgQiialo 
raleasao 
ria   Iloa 
f 'tiuta 
i.auii '  i 
Le'dtele 
Leone     HS 
Leone  Hidkiff 
Lupelele     £1 


EL 
EL 
EL 

EL 


EL 


Manu'a     "S 
Manu'e'e     iL 
Marist  Brother's 
Harist  Brother's 
Masefau     EL 
Hatd'ao     EL 
Hatctuld     L. 

Ofu     EL 
-loinoana     EL 
Olosecja     EL 
Pago  Pago     EL 
'civa   ia'i     EL 
fcloa     EL 
Samoar.a     HS 
3-"'aga     EL 
St.   Francis     EL 
St.  Theresa     EL 


EL 
HS 


GUAM 


^^tpS^^X-^^lJSLSiSSZ^  students  fro.  Lov-lncc^e  r^^Us 

Agar.a   Hei^.hta  2        Aaana    H^^.h^,    pi..,.„,,„.  "7="— ^"^^ :.aiool_Sage 

2        Gucur.   Voc-Tech   High   School 

2        J.  P.    Torres    E .  ,-<iie -,  tairy 

i         Talcfofc    hlemer.tary 


Agana   Heij.hta 
Agat 

Barrigada 
Dededo 


Agana    Heights    Ele-Tentary 

Agat    Elementary 

B.F.    Carbullido    Eleitientary 


Inara]an 


2 
2 
2 

2 

2 


M.A.    Olloa    Elementary 
Harmon    Loop   Ele-mentary 
Wettengei    Elementary 

Inarajan    Elementary 
Inarajan   Junior    High   School 


tengilao 

Santa    Rit 

Talof of G 

Tamuning 


Toto 

t  c  rva 


Ta.Tu.ninc    Elementary 
L.B,     Jcr.rson     Llementary 

J.Q.    Sa:,   Miguel   Elementary 

.M.L.    Lu^an   Elementary 


*  Code    1    -    Schools    designated    for    both   National    Defense    and   National    Direct    Student    Loan    cs-ice.  lacioo    benefit* 
Co<U   2    -    Schools   designated    for   lUtlonal    Defenae   Student    Lo*n   cancellation    benefits    only 
Code   3   -   Schools    designated    for  national    Direct    Student    Loan   cancellation   benefits   only 
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PUERTO  RICO 


List  or  schools  Determined  to  have  Hi.h  Concentrations  of  Students^froo.  ^rlo^^v/r^J^T-TB  School  Year. 

P,,  national  Defense  student  Loan  anr^  -'^^r...^    Direct  Student  U.an  Canc-pHation  Benefits  ^for  ^he^  lVfD-(  f  ^ - 

School 


Code 


Nan^ 


Location 


Code  *  School  Name 


Sa  Juntas 


Aguada 


Aguadlila 


El. 


1    Centro,  El. 

1    CiSnaga,  El. 

1   Emajagual,  El. 

1    Guayabo,  Dulce  El. 

1    GuUarte,  El. 

1    Jos6  Pilar  GonzSlez, 

1    Juan  GonzSle7,El. 

1, Juncos,  Ei . 

1    Las  Maitscas.El 

1    Paso  Hondo,  1-^ 

1    Pellejas  Central,  El. 

1    Pellejas  Hoyo,  El. 

1    Portillo,  El. 

1    Portugufes 

1    Rafael  Apariciolimfenez,  J. H.b. 

1    Rafael  Aparlclo  JimSner   ,   H.b. 

1    SaltlUo,  El. 

1    Sev«ro  Cordero  Carder  (UmanO,  El. 

1  TanamS,  El. 

1  Tar\ama  Yayales,  El. 

1  Vacas  SaltlUo, El. 

1  Valle  de  Tanama.El.^ 

1  Vegas  Aba)o,  El.  '         • 

1  Vegas  Arriba,  Ei- 

1  Yahuecas  Arriba,  El. 

1  Yahuecas  Second  Unit,  El-JHt.. 

1  Yayales,  El. 

Washington  Irving,  tl 


Aguadilla      (Cont'd) 


Aguas  Buenas 


Code 
Code 
Code 


1    Antonio  Sanchez  Ruiz  (Guayabo), El. 


(Cerro  Gordo),  El. 


^1. 


Arsenlo  Martinez,  JHS 

Arsenic  Martinez,   HS 

Atalaya  3,  El. 

Atalaya  Aba|o,  El. 

At--i.dya  Arriba ,   El 

Cerro  Gordo,  t-i  . 

Comunldad  Aisiana 

Cruces  Abajo,  El. 

Elementary  Urban, 

GuanSbanas  S.U.,E1..  IH9 

Guaniquilla,  El. 

Hernandez  Second  Unit,  El.,  JHb 

Jaguey  3.U.,  El.,  JHS 

Lagunas,  El. 

Mai  paso,   1-8 

Mamey,  El. 

Marias,  El. 

Naranlo  AbaJo,  El. 

Kirar.!  :;  Arnba,  El . 

Nara.njc  CuchiUas,  El. 

Parcelas  Cornelias,  El. 

Pledras  Blancas,  El. 

Rio  GrBnae    ,  El. 

Tablonal,  El.  „ 

Adams  Second  Unit.  El.,  JHb 

Agustfn  Stahl,   1-8 

A.I.  Ferreris,  El. 

Barnada  Cabin,  El. 

Barriada  de  Diego,  El. 

Barnada  Esteves,  1-8 

Bishop  McManus,  SHS 
.    Borinquer,  New  Bulldlng,El. 
1    Borlnquen  Second  Unit,  El-JHS 
1    Cai.i^.ital  Altos  Sector  Jlmfenez.bl 
1    Carmen  G6mez  Tejera,  El. 
1    Central  Presbiteriano,El 


Albonito 


Aflasco 


El 


JHS 


1  Dr.  Rafael  del  Valle,  JHS 

1  EladioJ.  Vega,  El. 

1  Escuela  Adventlsta,  El. 

1  Extensiftn  Borinquen,  El. 

1  Guerrero  (Ram6n  Rodriguez), El. 

1    Jos6  de  Diego, SHS 

1   Jos6  deJesCis  Esteves,  El. 

1   Lucfa  Gubero,  El. 

1    Manuel  Corchado, El. 

1    Marina  Ram6n  Ameses  Mo^l^El 

1   Montafta  Second  Unit,  El.,  JHS 

1    Palmar  Abajo  (Rafael  FabiSn), El 

1    Playuela,  El. 

1    Rafael  Cordero  (Cama saves 

1  -San  Carlos ,  El 

1   Utfeanlzaclon  O  Prado,  El 

1   Victoria  Ferreris  Emilia,   El 

1    Academla  San  Alfonso,   Q     i 

1    Caguitas  Carretera,  El 

Cagultas  Centro,  El 

Camlno  Verde,  El 

Dr    Gustavo  Muftoz  Diaz.   El-  Hb 

Tagueyes  Abajo,   El 

Jagueyes  Carretera,  El.lLuis  bantaella, 

Juan  Asenclo,  El 

Joseflta  Pastrana,  HS 

Las  Corujas,   El 

Luis  T.   Balinas,   El. 

MuUtas  Alvelo,   El. 

Mulltas  Tlza,  El. 

't>Brcelas  Bayamonctto,  El. 

Pueblo  Vlejo,  Q 

Rafael  Nicolau,  El. 

Ram6n  MufSoz  Carazo,    El. 

.    Santa  Clara,  H. 

1    Segunda  Unldad  Bayamonclto,  U-JHb 

1    Segunda  Unldad  Sumldero,  El-IHS      . 

1    Sonadora,  El. 

Sumldero  I,  El. 

Suroldero  3,  O. 

Bonifacio  Sanchez,  )Hb 

Camplto,   a.    (Luis  Mufloz  Rivera 

CaonlUas,  El 

Casa  de  Salud  Rosarlo  Belber,   El 

Centro  Tratamiento  Social  para  Nlfios 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


El 


HS 


21,   El. 


El. 


IHS 


Cuy6n,  El. 
1    Dr.   Jose  N.  Gandara 
1    Federlco  Degetau,  El. 
1    Federlco  Degetau,   -Past 
1    Jos6  de  Diego  (Robles! 
1   Uanos  Adentro,  El. 
Uanos  Carretera,   El. 
Menonlta  Betanla,  El-I 
Rabanal,  O. 
Sierra ,  n . 
,    Sucesl6n  Torres,   Ei . 
1    Reptibllca  de  Haiti    Algarrobo),   El. 
1    Segunda  Unldad  Barrio  Pasto,   El-THS 
1   Segunda  Unldad  Josfe  Celso  Barbosa 

(Asomante)  ,  El-IHS 
1  Segunda  Unldad  La  Plata, 
1   Alcldes  Figueroa  ,  HS 
1   Antonio  Gonzalez  SuSrez  , 
1  Caguabo,  El. 
1   Caracol  .Abajo,  El. 
1  Caracol  Arriba  ,  El. 


El -JHS 

El. 


r"-~ScS.^ols   de3lgn«ted 

2  -    Schools  designated 

3  -  Schoole  de8lgn»t?ri 


for 
for 

tor 


t.ient  Lo«n  c.nc.U.tlon  benefit,  only 


Lo«n  cancellation  benefits 


National 
National 


Olrfct 
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^ERTO  RICO 
of  Schools  Determine:;  t:  u^^vt   High  Conce.'.tTrtT~7T~^ 
;nt  Loan  and  National  Direct  Student  Loa.TCH--.:-e '  la*  i ' 
*  School  Rajae  ■  ,  jtf~~ 


.  :er." 
'.-ef; 


.^nasco      (C   ont'd) 


El, 


Areclbo 


a. 


El. 


Caracol  Arriba  Nueva , 

Casey  Abajo,   El. 

Cerro  Gordo,   n . 

Corcovada,  El. 
-  Eugenic  Maria  de  Hostos, 
'  HatUlo,  El. 

Isabel  SuSrez ,  JHS 

La  Choza  Pirtales,   El. 

Marias  Abajo,  El. 

Marias  Arriba,   El. 

Mata  y  Orslni ,   El. 

Miraflores  Abajo,   El. 

Natlvldad  Ga.'-cfa     El. 

Ovejas  ,   El . 

Parcelas  Marfas  ,   El. 

Piflales  Abajo,  El. 

Pifiales  Adentro  (Caracol). 

Plfiales  Amba,   El. 

Quebrada  LargaAbajo,   El. 

Quebrada  Largs  Arnba  ,  El. 

Ramfrez  de  Arellano,  El. 
Segunda  Unldad  Espiflo,   EI-^HS 
Segunda  Unldad  Playa     El -JHS 
Allende,   El. 

Antonio  Luchetti ,   HS 

A.TOzal  M jertos  ,   Ei. 

Asomante,   Ei . 

Ballaja  .Meves     Ei . 

Barrancas     E; . 

Biatara  ,   El . 

Barriada  Sua  on:.  El. 

Calichosa  Centro,  El. 

Gandelaria,   El. 

Caflos  ,   El . 

Caracoles  ,  Ei . 

Carreras  ,  (Jos^  .Makes),  El. 

Centro  de  Ed^caciftn  y  Trabajo 

El -JHS  -  HS 
Cercadillo,   El. 

Coleglo  EvangSUco  CapitSn  Correa,  El. 
Cotto  Anexo  ,   El . . 
C-esta  B;5fara,   Ei . 
Dolores  Gtrisz     El. 
Domingo  Rjiz  ,   El . 
Dorothy  de  Boame  ,   El. 
Dos  Bocas  ,  El. 

,  Dra.  Marfa  Cadllla  Martinez     HS 
Esplno,  El. 

Factor  I,   El. 

Factor  n.  El. 

Guinea,   El.      ' 

Higuillales  ,  El . 

Intermedia  Urbana  ,    'HS  . 

I,G.  PadlUas  ,  JHS. 

J.W.   Hams,   El. 

Josfe  Umftn  de  Arce  Voc 

Julio  Seljo,   El 

La  Miiagrosa  ,   El. 

Luis  F.   Pferez  flslote)     E! 

Llanadas     El . 

Manantlaies  ,   Ej  . 

Montana,   El, 

Narciso  Varona  (Pianta) 

Parcelas  Hato  Amba,  Ei . 


Areclbo    (Cont'd) 


Arroyo 


Barceicneta 


Barranq  jitas 


HS 


-JHS 


El, 


~--ie 


roic  Lo»-Inco«e  Faullles 

for   the  19T6-77  and  iq77-76  School    Y^-r, 

"   •     School  Haa>.  "*" ^ 


1  •    Puerto  Largo ,  El . 

1      Rio  A.mba  ,   E!  ,;hS 

1      Roosevelt,   El 

I      Rosa  de  Le6r,     Ei . 

I      Royal  Comrre.-r:al  College,  Business 

1      San  Felipe     Ei  .     JHS ,    HS  School 

1      San  Rafael.   El . 

1      Segjnda  L'nldac  Domlngulto.El. ,  JHS 

I      Segunda  Unida,-  Dr.  Cayetano  Coll 

y  Toste  (Miraflo.-es),  El-JHS 
1      Segunda  Unldad  Esperanza,  Ei . ,  JHS 
1      Segunda  Unlaaa  Eugenlo  Marfa  de 

Hostos  (Garroc .hales).  El, JHS 
1      Segunda  Unidad  Federlco  Degetau,  £] . 
1      Segunda  Unldad  Hato  Vlejo,  El  JHS 

Enrique  De  JesOs  Borras  J^ 

1      Segunda  Unldad  Ram.6n  E.  Betances 

(Bajadero),   EI,   JHS 
I      Segunda  Ur.idad  SSbana  Hoyos  , 

El.  ,  JHS-  Jos 6  R.  Rivera 

Trlna  Padilla  de  Sanz     SHS 

Unlve.'sity  Cia.raers  -  E;  . 

Vfbora  ,    Ei  . 

Victor  Roias  !  .   El . 

Victor  Ro'as  II     El. 

Vigla,   El. 

Zeno  'iandla  ,   El . 

Z  en6n  Rivera  ,   El. 

Alberto  Molina     El. 

Barriada  Marin  No.  I,  El. 

Barn 3  Cbard6n,  El. 

Carmen  Boxell6  de  Huyke,   HS 

Cayetano  Sanchez,   ElT'^'^ 


Cod,   3        School,   de.lgn.ted    for   National    Direct    Student   Loan   cancUatioo 


Enrique  HuyKe  ,   El . 

Josfe  de  Choudens  ,  JHS 

Josfe  Marfa  ce  .Vassarl,  El. 

Nicasio  Leoefe  ,    t'.  . 

Pai.T.arejo,   El  . 

Segunda  Unldad   Pita.naya,  El. -JHS 

Segunda  Unldad  Yaurel,  El. -JHS 
.     Agjstfn  Balselro  (Palmas  Alias),   El. 
!    •Bafalo  I     Ei. 
1     Easton  (Cruce  Daviia),   El. 
1     Fernando  Surla  Chavez,  HS 
1     Imbery     E!  , 
1     Jesls  M  .   Rivera     E.  . 
1     Jos6  Cordero  Rosarlo  (Garrapatas) ,  El. 
1     Primitive  Marchand  (Garrochales) ,  El. 
1  .^Punta  Fal'-.as     Ei . 
1     Rafael  Balseiro  Macelra,  JtB 
I     Segunda  Unldad  Magueyes,  EI.  -JHS 
1     Barrancas     El. 

1  Ca,',ab6n  Aba;o     El.    ' '. 

'.  Elementa!   'Jrba.-.a     E]  . 

;  EI  Port6n     Ei  . 

.  Fara!16n,   E;  . 

.  Ipsa  Be.TfOE  Benerfa     JHS 

1  la  Tlza,   E. . 
1  •  La  Torre  ,   El . 

:  La  Vega,   El. 

;  ManS  Abajo,   E! . 

i  Pedro  Laboy,    'KS 

1  Qjebrada  Grande   I,  El. 

1  Quebrada  Grande  11     El.' 

.  ]  Quebrada  Grande  III,   El. 


Student    Loan   cancellation    (>«nefl 

benefit!   only 
b«n«fitt    only 
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.  ".  „,  „(•  students  from  Low-Income  Families 

List  of  Schools  Detemlned  to  have  High  Concentrat  on  of  Students_^  ^^^  ^^^  ^^^^_^^  ^^  ^^^^_^3  3^^^^^^  .^^^^ 

r,,,.  „„,,  —  ,  n...n«.  ■^t.ud.nt  Loan  and  Hational_Direot  Student  Loan  C.nrel  lation      ir^^^  ^  ^^^^;;i  ^n^     "     .       _ 

'^-~.*^^r.  Code  '  School  Haine 


Location_ 


Barranqultas      (Cont'd) 


'^ .1 ,  i rr.6 '-.  Norte 


Ba/amin  Sur 


1  QaebradlUas  ,   I     El  ■ 

1  Segunda  b'nidac  Helechal,   El.  JHS 

;  teeqanda  Unidad  Lajitas,   El.  JHS 

1  Seqjnda  Unidad  La  Loma ,   El.   JHS 

i  Seqanda  Unidad  Palo  Hincado,   El.. 

i    Superior.   HS  ^^ 

1    Academia  Boschetti,   El. 

l,Academia  Discfpulob  de  Crlsto,  El. 

1    Bayam6n  Gardens  Intermedia,   JHS 

i    Braalio  Dueflo  Col6r. ,    Ei  . 

1    TomSs  CamSn  Maduro,   El. 

1    Coleqlo  La  Milaqrosa,    >B 

1    Coleqio  La  Salle,    JHS,   SHS 

1    Coleqio  Santa  Rita,   El.  JHS,  SHS 

1    Coleqio  Santlaqo  Apfistol,   El. 

1    Coleqio  Santo  Domingo  ,   1-8 

1    Dr.  Aqustfn  Stahl,  SHS 

1    Epitanlo  Fernandez  Vanqas 

(Santa  M6nica)  ,    El . 
i     Josf-    DSvila  Semprit 

(Sierra  Bayam6n  I) ,   El . 

!     J,jan  Ram6n  Jimfenez  (Hato  Tejas),   JHS 

;     Liceo  His  panoameric-i".^-     SHS 

Lois  Mai^oz  Rivera,    El.   JHS 
Metropolitan  Scjiool  of  Commerce,  SHS 

MlUones  (Hiram  Gonzalez',    □  . 
Mlraflores,   El. 
Pajaros  Americanos  ,   El. 
Pap4  luan  XXIII,  JHS-SHS 
1    Rafael  Herr^ndez  (Bayam.6n  Gardens), Q. 
1    Rafael  Martinez  Nadal    Hermanas  DSvila) ,  El. 
1    RexvUle,   □. 
1    Rio  Hondo  Hato  Tesas,    'CI. 
1    Rio  Plantation  Hato  Tela  5,    El. 
1    River/lew,   El. 
1    Saint  Rosle  School,   9-2 
1    Santa  Elena,   □. 
1    Sierra  B.=\yam6n,  JHS 

1    Sierra  Bayam6n  II  (Dr.   Santos  J.  Septllveda) ,  El. 
1    Van  Scoy  ,   El . 
1  -Van  Scoy,   IHS 
1    Villa  Espafta,    El. 

1   VlUa  Rica  (Juan  Morell  .'ampos) ,  Q. 
.1   Vlrqtllo  Ddvlla  (Hato  TeJas',   El. 
1   Acaderala  Claret,  El. 

1   Academia  Disclpulos  de  Crlsto,  JHS,  SHS 
1   Academia  Santa  Rosa,   1-8 
1   Alturas  de  Flamboyan,    El. 
1   Angel  MlsUn,   D. 

1    Bernardo  Huyke  'Pensa-nla 

1   Cana,    El. 

1   Centre  de  Estudi     y  Trabajo 

1  Cerro  Gordo  Aldea  ,   El. 

1  Miquel  de  Cervantes  Saavedra  (Lomas  Verdes) 

1  Coleqio  aUnqer  Rolq  ^^^ 

1  Coleqio  Luterano,    El . 

I  Coleqio  Sagrada  FamlUa,  1-8 

1  Coleqio  San  Agustln,   El. 

1  Coleqio  San  Miquel,   El. 

1  Coleqio  Yasmin,    El . 

1  Cristobal  Col6n  iLomas  Ve.rdes  11),  Q. 

1  E>a]aos  Centro  (Jose  M.   Torres),  El. -JHS 

1  Dleqo  de  Torres  Vargas  (Santa  luanlta),   El. 

1   FlamboySn  Gardens  ,   El. 

1  Francisco  Oiler  (Magnolia  Gardens  I),  Q. 


Bayamon  Sur   (Cont  d) 


El. 


El. 


a.,  JHS,  SHS 


1    Guaraguao  Arriba  ,  El . 

1    Guaraguao  Carretera  ,  El. 

1    .Guaraguao  Centro,   El. 

1    Guaraguao  Rlncdn,  Q. 

1    Irlanda  Heights,  Q. 

1    Jardlnes  de  Caparra  ,  El. 

I    Jardlnes  uc  Caparra,  JHS,    SHS 

1    Jose  Andlno  y  Amfezqulta 

(Parcelas  J.  Sanchez),  El-fHS 
1     Josfe  A.  Ddvlla,  JHS 
1     Jos6  Campeche  (Sta  .   juanita'.    El. 
1    Joseflta  Monserrate  de  Sellfes 

(Lomas  Verdes  I) ,  El. 
1    Jos6  Padfn  (Lomas  Verdes),  JHS 
1    Juan  Rivera  (Dajaos  Carretera),  El. 
1    Julio  Ressy  (Centro  Gordo) ,  El. 
1   JiOmas  Verdes  Nueva  ,   El. 
1    Luis  Pal6s  Matos  (Sta.   Rosa',   THS  ,   SHS 
1    Magnolia  Gardens ,  El 
1    Maria  Felilf  Balsetro 

(Lomas  Verdesl ,  JHS 
1   Miguel  Mel6ndez  Murtos 
(        (Royal  Town),  JHS,  SHS 
■      1    Montafiez  Aldea,.  El. 

1    Padre  Rufo  Hernandez  (Santa  Juanlta  , 

1    Pdjaros  Puertorriquertos  ,   El. 

1    Roberto  L.  Jungh'^nn,   El. 

1    Royal  Town,  El. 

1    Santa  Juanlta  X  (Angel  MislSnj 

1    Santa  Juanlta  DC,  JHS 

1    Santa  Rosa,  El. 

1    Santa  Olaya,  1-8 

1    Segunda  Unidad  Barrio  Nuevo,  El.-JF 

1    Segunda  Unidad  Cacique  Majaqua 

(Buena  Vista)  ,   El. -JHS 
1    T^e  American  Business  College,  SHS 
J  .Tomds  Ongay,  SHS 
Cabo  RoJo     1    Ballaja,  El. 
1    Betances,  Q. 
_  -1    Borinquen,  El. 

1    CapUla,  a. 

1  .Coleglo  San  Agustin,  El.,  JHS 

1    Collores,  El, 
1    Corozo,  El. 
1    Deiicias,  El. 
1    Garfield,.  El. 
1    Garlta,  El. 
1   Guaniquilla,  El. 
1    Luis  M,  Marfn,  HS 
1   Luis  Muftoz  Souffront,  El. 
1   Matlenzo,El. 
•  1   Pedro  F.  Colberg.El. 
1   Pedro  N.  Colberg,  JHS 
1   Plan  Bonito,  El. 
1  Sabana  Alta,  El. 
1  Segunda  Unidad  Boquerftn,  El 
1  .Segunda  Unidad  Llanos  Tuna, 
1  Segunda  Unided  Puerto  Real, 
1  Segunda  Unidad  Monte  Grande,  El..  JHS 
Caguas        1  Abelardo  Diaz  Morales  (Caguax),El 
I  Aguayo  Aldea,  JHS 
1  Amalia  H.   Ma.ngual.El. 
1  Andrfes  Gonzaiez,El. 
1  Anftn.El. 
1  Antonio  Longo.El 
1  Antonio  Paoli,  SHS 


-  JHS 
El.,  JHS 
El..  JHS 


-*  code    1    -   SchocU   de,lga.t,d    for   both   National    Def^^l^and   National   Direct   Studen     U..n   c.ncell.tton   t>eneflcs 
S^:         -    S^h"!:    dealsnated    for    National    Defense    Student    Loan   "»«    i*'^-.  ^^',        ^^ 
Cod.   3   -    School,   dealgoated    for   National    Direct    Stude.r    Loan  cancellation   b«n.fle.  only 
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List  of  Schools  Determined  to  have  High  Concentrations  of  Students  fron  Low-Inccme  Faailies 
For  Hational  Defense  Student  Loan  and  National  Direct  Student  Loan  Cancellation  Benefits-  for  the  1976-77  and  1977-78  Schocl  Yeari 
Location Code  *  School  Hane  Ijoration Co-ie  •  ?ch — 1  Nane 


Caguas      (Cont'd) 


Antonio  S.  Pedrelra.JHS 

Atravesada,El. 

Bairoa  Adentro,El 

Beatriz  Carretera, El. 

Benita  Gonzalez,  El 

Barrio  Tomas  de  Castro.El 

Boneville,  Heights, El. 

Brisas  del  Turabo,  El. 

Bunker-Barrio  Cafiabonclto>El. 

Caguas  City  College, SHS 

Luis  Cartagena  Nieves,El 

Caserfo  Mercado.El. 

Centro  de  Estudio  y  Traba/o.  ,El,SHg 

Cipriano  Manrlque.El. 

Colegio  Adventista,  El. 

Coleglo  Bautista,EI. 

Colegio  Cat61ico,El. 

Colegio  San  Jos6,El. 

Diego  V5zquez,El. 

Dr.  Juan  J.  Osuna  #2,  El,  JHS 

El  Hato, El. 

Fournier  Business  College, SHS 

Gerardo  Selles  Sold, JHS 

Ram6n  Santiago,  El. 

Jardlnes  de  Caguas, El. 

Jes6s  T.  Piflero-La  Barra-Rfo  Cartas, El. JHS 

Jos6  de  Diego, El. 

JosS  Gautler  Benltez,HS 

Juan  J.  Osuna.El. 

Juan  Navarro  Laslerra.El. 

La  Changa-Rfo  Cartas, El. 

La  Jurado.El 

La,  Li  ma, El. 

La  Veintlcinco.El. 

Llzardl.El. 

Los  Claudlos.El. 

Luis  Muflos  GrllIo,El-JHS 

Luis  Muflos  Rivera, El. 

Luis  Ramos  Gonzalez, JHS 

Maldonado,EI. 

Manuela  Toro,Morlce,  HS 

Manuel  CintnSn.El. 

Marlolga,El. 

Miguel  F.  Chlqu6s,El. 

Notre  Da  me,  JHS,  SHS 

Paula  MoJlca.El. 

Las  Plflas,El. 

Pradera.El. 

Ram6n  Brugueras,El. 

Repablica  de  Costa  Rica  CVocatlonal)  HS 

Resldencial  Bairoa  I, El. 

Residenclal  Bairoa  lI.El.' 

Salvador  Rodrfguez.El.  v 

Santo  Domingo, El. 

Secretarial  High  School, SHS 

Segunda  Unidad  Francisco  Vald6s,El.JHS 

Segunda  Unidad  Mercedes  Palma,El.  JHS 

Segunda  Unidad  Sandalio  Marcano.El.  JHS 

Teresita  Aveha,El. 

Turabo  Gardens, El. 

Pepita  Gamga,  El. 

Rosa  C.   Benftez,El. 

Haydee  Cabollero.JHS 

John  F.  Kennedy,  El. 

Charles  E.   Miner,  £i. 


Camuy 


Canivanas 


■  Carolina 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


1 

1 

1 

I 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

■1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


^T    '    ■  '  ■  "III 

JosS  v..    -.-r^i:'.:    ;,: 
Aceitunal,El 
Nicolas  Hernandez, El. 
Camuy  Arriba  (Parcelas), El. 
Cibao  Lugo  Joaquin  VizqueZjEl., JHS 
Clfinaga  Adentro.El. 
Dr.  Iguida  Palomar,El. 
Echegaray  Quebrada,El. 
Escuela  Superior  Pablo  Avlla  GonzAles 
Jos6  Julian  Acosta,  JHS  .IHS 

Julian  Blanco  Puertos,El. 
Laurentlno  Estrella,El. 
Membrlllo  Ralph  W.  Emerson, El. 
Ocasio  Cibao, El. 
Eugenic  M.  de  Hostos.El. 
Dr.  F.  Garcia, El. 
Puertos  Arriba, El. 
Santiago  P6ndula,El. 
Santiago  Vega,  El. 

Segunda  Unidad    Antonio  Reyes.El.JHS 
Segunda  Unidad  Ramfin  Baldorioty 

de  Castro    E1.~THS  ' 
Segunda  Unidad  Santiago  R.  Palmer, El, 


Pedro  Amador, El.  JHS' 

Yeguada  Arias,  El.". 
Zanja  Pia^uan  I,  Pia) 
Cambalache,El 
Castresana.El. 
Cubuy  I  y  II,E1. 
Cuhy  Campamento.El. 
CubivMarlna.El. 
Eugenio  Maria  de  Hostos.El. 
La  Centra]  (Julia  de  Burgos), El. 
La  Central  (Anexo),El. 
Las  400, El. 

Las  Parcelas  Campo  Rico, El. 
Lomas  Coles, El. 
Lomas  Consolldadas.El. 
Lomas  Tipo.El. 

Luis  Hemaiz  Veronne,JHS,SHS 
Nuestra  Serlora  del     Pilar,  E]. 
•  Palma  Sola, El. 
San  Isidro,El. 

Segunda  Unidad  Campo  Rico,El-jHS 
Amaha  Exp6slto  fHoyo  Mulas),EI 
Arrayanfes  I, El. 
Arrayan$s  II, El. 
Barrazas  I,  El. 
Barrazas  1I,E1. 
Barrazas  rv,El 
Cacao  Centro ,E1. 
Canovanillas  2, El. 
Cedros.El. 
Colegio  Bautista.El. 
Colegio  Cervantes, El, 
Colegio  de  JesGs.El. 
Colegio  Consuelo  Escalona,El. 
Colegio  Inmaculada  Concepcl6n,El. 
Colegio  .Marfa  Auxiliadora  ,1-8' 
C^;ec:D  N'uestra  Seflora  de  la  Pledad,l-8 
Cciegio  Sa.nta  Clara,  1-8 
Coleglo  San  Fr^clsco  de  JesQs.   1-8 
Coieglo  Santa  Gema  Galganl",   El. 
Dr.  Clemente  Femindez,  El. 
D: .   T^c-nco    Bueso,  JHS 


*  Code  1 
Code  2 
Code   3 


Schools  designated  for  both  Nation*!  lvTeri?e  a 
Schools  designated  for  National  Defense  Studen 
Schools   designated    for   National    Direct    Student 


nd   National   Direct   Stijdent    Loan   canceUiclon   benefits 
t    Loan    cancellation    benefits    onlv 
Loan   cancellation   benefits    onlv 
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List  of  Schools  Determined  to  have  High  Concentrations 
...  w.>...„1  nerense  Student  I>cnn  nn.  National  Direct  Student  T.an  TancMUtzon  Benefi 
rocation  Code*  School  Name  '       


,f -Students  from  Lov-Income  Families 


for  the  1976-TT  and  197T-Ta  ^^hool  Years 
,de  •  School  Name -— 


Carolina      (Cont'd) 


Cataflo 


Cayey 


Ceiba 


Eduardo  J.  Saldafia  ,  JHS 

Jardlnes  de  Country  Club  I,  El. 

fdrrines  de  Country  Club  II,  JHS 

JesQs  T.   Pii^ero,   El .  ,  JHS 

Jos6  M.   LSzaro,   JHS,  SHS 

Jo 36  Severo  Qaiflonez,  El. 

Julia  de  Burgos,   El.  ,  JHS 

Julio  Vizcarrondo,  SHS 

La  Resarrecci6n,   El. 

Liceo  Vistamar,  El. 

Los  Angeles  ,  El. 

Luis  Muftoz  Rivera,   El. 

Martfn  GonzSIez,   2  ,   El . 

Parcelas  Buenaventura,  El. 

Pascaslo  P.  Sancferrit,   El. 

Pedro  Mocz6  Baniet,  El. 

Pedro  Rodrfguez  Oquendo 

(Santa   Cruz),  El. 

Rolling  Hills,  El. 

Sabana  Aba)0,   El . 

Sabana  Gardens,  El. 

Saint  Just,   El.  ,JHS 

Salvador  Brau,  El.  ,  JHS 

Tru)illo  Bajo  I,  El. 

Trujillo  Bajo  II,  El. 

Urb.  Piiblica  de  Sabana  Abajo  El. 

Valle  Arriba  Heights,  El, 

Villa  Carolina  I,   El. 

Villa  Carolina  II,  El. 

VUla  Carolina  III,   El. 

Villa  Carolina  IV.   JHS 

Villa  Carolina  V,  SHS 

Villa  Fontana,  El. 

Centro  de  Artesanfa  (Ungraded  Voc.) 

Centro  de  Estudlo  y  Trabajo  (Ungraded) 

Cucharillas  n,El. 

Francisco  Oiler,   HS 

Horace  Mann, El. 

Isaac  del  Rosario,  1-8 

La  Pista.El.  -^ 

Maestro  Rafael  Cordero.El. 

Marfa  C.Vaello.El. 

Onofre  Carballeira, JHS 

Puente  Blanco, El. 

Ram6n  B.  Lftpez  Carlo     (Juana  Matos  I), El. 

Rosendo  Matlenzo  Cintrftn.El. 

Col.  San  Vicente  de  Ferrer,  1-8 

Segunda  Unldad  Teodoro  Roosevelt, El. , JHS 

Cucharillas  I, El. 

Miguel  J.    OUvier   Segunda 

Alejandro  Tapia  (Vegas  I), El 

Benlgno  Carri6n,El. 

Be  nig  no  Fernandez  Garcia,  JHS  Cldta 

Benjamin  Hamson.HS 

Campamento.HS 

Santiago  R.   Palmer, El. 

Cedro  Carretera.El. 

Gonsuelo  Benes,El. 

Culebras  Alto  2, El. 

Em6rita  Le6n,JHS 

Emferita  Le6n,El. 

Emetcrio  C.  Warren  (Culebras  Bajo), El. 

Estela  Trias  (Lapa),El. 

F61ix  Lucas-  Beaet.El. 


Cayey      (cont'd) 


Ciales 


Co<l« 
Code 
Code 


— J  ,  ,     ,,     vi,ri^oa^     ^.'eTse   and  National   Dlrec 

1    -    Schools    de3l(?nated  for  both    Naf.ona.    J^-.en   e   1_  ,.,„p-ii, 

'    -    ichools   desU-^ated  for  National    IXfen,,*    student    U..n  """Jl* 

\    .    "h«°i!   Hesl'n,r.a  for  National    Direct    Student   Loan  c.ncelUtlon 


on 


Franklin  D.  Roosevelt  (Mat6n  Arriba),  El 

Jos6  Gautier  Benltez  <Rlnc6n  Morrillo),El. 

Gerardo  Selles  SoIS  (Guavate),El. ,  JHS 

Gildo  Mess6  (Cercadillo),El . 

Guavate  2,  El. 

Jfijome  Alto  2, El. 

Jos6  G.   Padilla  (Pasto  Vie]o),El. 

Julio  Vizcarrondo  (Mat6n  Abajo), El. 

Luis  M.  Rivera, El. 

Manuel  Corchado  (J4jome  Bajo), El. 

Manuel  N.  Collazo,El. 

Our  Lady  of  Mercy  El., JHS, SHS 
Ram6nFrades  (St.  Thomas), El. 
Reparto  Montellano    ,L1. 
Miguel  Melfendez  Mufloz.SHS 

jos6  M.  Puente.  (Ungraded  Vgc)_, 
Rosendo  Matienzo  Cintrfin  u'arall6n),El. - 
Segunda  Unidad  Agustfn  Femfindez  Col6n 

(Montellano),  El- JHS 
Sequnda  Unldad  Eugenio  Maria 

de  Hostos,  El-JHS 
Segunda  Unidad  Rexford  G.  Tugwell 
,,         o   n  ,ElrJHS 

Vega  2, El.  •        '      ~ 

Yumurf.El.   . 
Adolfo  Veve  FerrauJHS 
Machos, El . 
Parcelas, El. 
Quebrada  Seca.El. 
Rfo  Abajo, El. 
SacoI,El. 

Sacon.El.  : 

Santa  Rosa ,  El . 
Santiago  J.  Pantlnj^HS 
Cialitos  Centro, El. 
Cialitos  Cruces,El. 
Crist6bal  Vic6ns,El. 
Ernesto  Valderas ,  JHS 
Francisco  Colra,El. 
Hato  Viejo  Cumbre.El. 
Ha  to  Viejo  Puente,  El. 
Horace  Mann, El.  ^ 

Jaguas  Santa  Clara, El. 
Juan  RIos  Serpa.SHS      ._ 

Col.  Nuestra  Seflora  del  Rosario-, El. 

Pesa  Parcelas, El. 

Jaime  Coira,El.JHS 

Reptiblica  del  Ecuador  (Cialitos  Portfiit.El 

Segunda  Unidad  Francisco  Serrano 
(Pesa),  El-JHS 

Segunda  Unidad  Torlbio  Rivera 
{Front6n)ELTjHS 

Toro  Negro  Divisoria.El. 

Seraffn  Otero  (Pozas  Marlcaoba),  El. 

Barrio  Arenas, El. 

Barrio  Bayamoncito,El. 

Barrio  Beatriz  Adentro, El. 

Barrio  Ceiba, El. 

Barrio  Rabanal.El. 

Barrio  Rfo  Abajo, El. 

Barrio  Salto,El. 

Barrio  Sud.El. 

Pedro  Diaz  Fonseca,El-JHS 

Ceiba  11, El. 

Certenejas    I, El. 

Certenejas  11, El.  

ftudent  Loan  cancellation  benefits 

benefit*  only 
benefits  only 
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PUERTO  RICO 


for  National  Defense 


Location 


List  of  Schools  Determined  to  have  Hig.h  Concentrations 
Student  Loan  and  National  Direct  Student  Loar.  Jar.cellal 
Cede   *      School    Name ^^^at i  c : 


Cidra      (cont'd) 


Coa'mo 


Comerfo' 


3orozal 


Corozal 


Culebra 


Dorado 


Luis  Muf.oz  Rivera, El. 

Hervia  C,E1. 

Honduras  I, El. 

Honduras  11,  El. 

Jestis  T.  Pifiero  y  Anexos,JHS 

Laberinto.El. 

Luis  Muflos  Rivera,  SHS 

Luis  Mu.noz  Rivera,  yAnexos.El. 

Montellanos  IB 

Montellanos  2, El. 

Parcelas  G4ndara,El. 

Parcelas  Hevia  I  A, El. 

Parcelas  Santa  Clara,  lA, El. 

Parcelas  Santan  Clara, IB, El. 

Sector  Cortes,   (Barrio  Rabanal},El. 

Segunda  Unidad  Rlnc6n,El,  JHS 

Segunda  Unidad  Stubbe,El.  ,JHS 

Coamo  Arriba, El 

Cuy6n,El. 

Florenclo  SanUago,HS 

Guayabo,El. 

Hostos,  El. 

Intermedia  Urbana,JHS 

Jos6  R.  Rodrfguez, El. 

Melfendez,  Carretera,  El. 

Purlficaci6n  Rodrfguez,  El.^ 

Palmarejo,  El. 

Pedro  Garcfa  ,  El . 

Pulgaitas  Adentro 

Pulgultas  Carretera 

Quebrada  Grande.  El. 

Rfo  Jueyes,  El. 

Rufino  Huertas,  El. 

Ruiz  Belvis,  El. 

San  Diego,  El. 

Santa  Ana  ,  El . 

Segunda  Unida  Hayales,  El.,  JHS 

Segunda  Unldad  Uanos  ,  El.,  JHS 

Segunda   Unidad  Santa  Catallna,  El., JHS 

Cedrlto,  El. 

Cejas,  El. 

Cuba  Libre,  El. 

Efofla  Elena  Abajo,  El. 

Dorta  Elena  Alta  ,  EI. 

Dofta  Elena  Zamora ,  EI. 

El  Verde  I,   El. 

El  Verde  2,  El. 

Escuela  Secundaria,  Pasarell,JHS-HS 

Higuero,  El. 

Horace  M.  Towneer -Pedro  N.  Ortiz,  El. 

La  Prieta  ,  El . 

Manuel  Espina  ,  El. 

Palomas,  El. 

Parcelas  ,  El. 

P:f:as  Abajo,  El. 

Pi.-'.as  Arriba,  El. 

Rfo  Hondo  Arriba  ,  El . 

Salto,  El. 

Segunda  Unidad  Ram6n  Ayala,  El.  JHS 

Segunda  Unidad  Oscar  P.  Dorla  ,  El.,  JHS 

Segunda  Unidad  Sabana,  El., JHS 

Veaa-Redonda  ,  El . 

AbraharTi  Lincoln-Anexo  Rafael  Martinez 

Abras  Cent.T-.El.  .     -Nada:_jEl    Guarloa 

Abras  MarawiUa,  El . 


of  Students   from  Low-Income  Families 
ion  Benefits  for  the  19T6-7T  and  1977-78  School  Yeai-s 
C_pde  •     School   Naoe 


(cont'd) 


Fajardo 


Florida 


♦  Code  1 
Code  2 
Code    3 


Schools  designated  for  both  National  Defense  and  Natio 
Schools  deslgr\ated  for  National  I>efen8e  Stjdenr"Loan  c 
Schools    designated    for   National    Direct    Student    -^can    ca 


Negro,  El. 

Fidel  L6pez  Col6n,El 

Centro  Educaci6n  y  Trabajo 

Cibuco,El. 

Colegio  de  la  Sagtada  Familla,El. 

Dos  Bocas  I, El. 

Dos  Bocas  II, El. 

Emllio  R.  Delgado.HS 

Hormigas  I,HS 

Hormigas  II, El. 

Man4,El. 

ManS, Quebrada  Frfa.El. 

Manuel  Bou  Galf.JHS 

Padilla  Eniiita,El. 

Palmarlto  Centro  I,n,El. 

Palos  Blanco  Carret^a.El. 

Palos  Blanco  Centro, El. 

Palos  Blanco  C:ebeo,El. 

Palos  Blanco  Parcelas  Medina, El. 

Rafael  Martfnez  Nadal,El. 

Segunda  Unldad  Dr.  Jos6  Padfn,El-JHS 

Sequnda  Unidad  JullAn  Marrero, El-JHS 

Segoftda  Unldad  NicolSs  Rodrfguez, 

E1-JH3 

Segunda  Unidad  Palmartto  Carreterla, 
•  El.. JHS" 

Antonio  R.  Barceie.JHS 

Escuela  Nueva,  El-JHS  San  Udefonso 

Franklin  D.  Roosevelt, El. 

Luis  Muflor  Rivera, El. 

Espinosa  Parcela.El. 

Jacinto  L6pez  Martinez, El, 

Jos6  de  Diego, El. 

Jos6  S.  Alegrfa,SHS 

Kuilan,El 

Luis  Mufloz  Rivera, El. 

Pedro  L6pez  Conino  -Espinosa,  Q.,  JHS 

Ricardo  Arroyo  Laracuente,  JHS 

Rfc  Lajas,   El. 

San  .Antonio,   El. 

Santa  Rosa  ,   El . 

Segunda  Unidad  Maguavo.  El.  JHS 

Antonio  Valerc  de  Femabfe,  JHS 

Cabezas,   O. 

Caserfo  Veve  Galzada,  El. 

Centro  de  Adul to s ,  D.  JHS,  SHS 

Colegio  Iglesla  Evanqeiica    Unldad,  □. 

Colegio  Santiago  Apostol,  □.  JHS 

Escuela  Monte  Brisas,  Q. 

Dr.  SanUago  Veve  Calzada,  HS 

Eugenio  Brae,  El. 

Florenclo,  n. 

Gablno  Soto,   □. 

Pedro  Rosario  Nleves,  □. 

Pefi6n,   a. 

Puei^  Real,  El. 

Quebrada  Vueltas,  n. 

Ram6n  Oulrtones  Pacheco,  El. 

Volamfn.  n. 

Adolfo  Lgup"- ,   L"l 

Ceiba,   D. 

Con-,  unida  a  Arroyo,   D. 

Francisco  Frlas  Morales,  EI. 

'uan  Ponce  de  Le<5n,  JHS-HS 

Agripma  Seda  .   JHS 

Amalia  Sanabria  ,   El. 


mal    Direct    Student    Loan   cancellation   benefits 
ancellatlon    benefits    only 
ncellatlon    benefits    onlv 
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Location 


NOTICES 

•  PUERTO  RICO 
List  of  schools  Determined  to  have  High  Concentration.^?  Students^fron;  ^l-'^l^Zj'T.'/'.Tri-lS  School  Y 

-.„..nt   I^an   an.   National    Mrect   Student    T..n   n^cellation   Beneflts^for   the  JJT^  

■ode   *      School   'f.-..ne  Location  ■  —---;_, ^— ^ 


Code 


Cuanica      (cont'd) 


Guayama 


Guayanllla 


Guayanllla   (cont'd) 

Guaynabo 


1 
1 

1 

1 

1 

1 

.1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

'l 

1 

1 

1 

1 
1 


Code 
Code 
Code 


1    - 


Ceferlno  Col6n  Lucas,  El 

Elsa  CoutoAnonnl,   El. 

Escuela  Becta  Imelda,  El. 

Franklin  D.  Roosevelt,  HS 

Fratemidad,  El. 

James  A.  Garfield,  El. 

Josfe  Rodrtguez  Soto,  El. 

La  Luna,  El. 

Luis  Murtoz  Rivera,  El. 

Magueyes,  El. 

Marfa  Rosarlo  Cruz  Glaudlo,  El. 

Marfa  L.  McDougall,    El. 

Salinas,  El. 

Tereslta  N.  Siurano,  JHS 

Algarrobos  .  El .  i  ■ 

Barrancas,  El. 

Carlte  Chlno,  El. 

Carlte  Cambrene,  El. 

Calmltal,  El. 

Carmen,  El. 

Cautlflo,  El. 

Centres  de  Estudlo  y  Traba)0,  El.  JHS   Hb 

Clmarrona,  El. 
Colegio  San  Antonio,  1-8 
Coleglo  San  Antonio,  HS 
Coraz6n,  El. 
I.E.  Derkes,  El. 
Luis  A.  Rivera,  JHS 
Luis  Muftoz  Rivera,  El. 
Luis  Palfes  Mates,  El. 
Marfn,  El. 
Mosquito,  El. 
Olimpo,  £l. 
Palmas,  El. 

Pozuelo,  El. 

Puerto  de  Jobos  ,  El. 

Rafael  L6pez  Landrftn,  SHS 

Segunda  Unidad  Guamanf,  El  JHS 

Segunda  Unidad  Puente  de  Jobos, 

Sim6n  Madera,   JHS 

Urb.  Minima  Guamanf,  El. 

Vicente  PalSs  Anfes  ,  El. 

Washington,   El. 

A.  Gales  Quires, JHS 
1      Arturo  Uuberas,  El. 
1      Cedro.El. 
1      Coleglo  Inmaculada  Concepcl6n,  !-» 

1       Conseje,  El. 

1       Francisco  Rodriguez  Lftpez.Hb 

1       Indies, El. 

1       Jagud  Paste  I,E1. 

1       Jagua  Tuna,  El. 

1       Luis  Murtoz  Rivera,  El. 

1       Llanos,  El. 

1       Macana  Parcelas.El. 

1       Macana  Santonl.El. 

1       Magas  Abd)o,El. 

1        V,d>j^3S  Arr::-a,El. 

1        Mario  Mercado,El. 

1        Padre  Nazarlo.El. 

1       Playa  I, El- 

1       Zollo  Ferrero,  El. 

1        ;iuebrada  Hon<!a  AfcKije,El. 

1        Quebrada,   El. 
-^^o^U^l^'TlJ^  ^oth    S.c  lon.l   Deeen,.   «d  Nation*!  Direct   St'ude'^^eo'.n"  ■ca;ceU.t  Ion   benefits 
School,   de.lgaaced    for   Satloaal    Defense   Student   Loan  c.nc.U.tion   benefit,   only 
School!   designated    for   N.tlor.al   Direct    Student   Loan  c.ncU.tloa  b«o«fit.  only 


El -JHS 


Guiabo 


Segunda  Unidad  Pasto,El-JHS 
Sierra  Ba)a,El. 

A^^dl;rui"Wesleyana  (Camlno  Alejandrlncy 

El.,  JHS-SHS 
American  Military  Academy, El-JHS,  SHS 
Baldwin  School  of  Puerto  Rico,  1-8 
Bernardo  Huyke,  El. 
Camarones  Carretera  in, El. 
Gamarones  Carretera  IV, El. 
Camarones  Centre, El. 
Caribbean  Consolidates  School 
(Parkvine),EI.',- 
Ganta  Gallo.El. 

Centro  Oportunldades  Educativas  ,  bHb 
Gentro  de  Recursos  Humanos 
(Ungraded  Voc.) 
'.Coleglo  Adrianes.El. 

■  Goleqio  AlelandrlnoUrS 
Colegio  Marista.El.  JHb,bna 
Coleglo  Rosa  Bell, El. 
Coleglo  Sagrado  Corazones 
(Urb.  MuflDZ  Rivera)  El. 
Colegio  San  Pedro  M5rtlr  de  Verona,  1-8 
Fralles  Alto  Rural,  El. 
Fralles-Sector  Piedra  Blanca.El. 
Hato  Nuevo.El. 
Hogar  Estatal  de  Nifios,l-8 
Island  School  (Caparra),  El,  JHS, SHS 
1     Juana  Ramos, El. 
1    Juan  Ram6n  Ocasio  (Polvorfn),  El. 
1     Lincoln  Military  Academy,   1-8 
Los  Alamos, El. 
Luis  MufSoz  Rivera,  I, El. 
Luis  Mufloz  Rivera  II, El. 
Mamey  H  (Centro),  El. 
Mamey  I  {Jos6  de  Diego), El. 
Margarita  Janer,  SHS 
Nuestra  Seflora  de  Bel6n,  1-8 
Parkvllle,  JHS 
Ponce  de  Le6n,  JHS 
Rafael  Hernandez 
(Parcelas  Guaraguao),  El.  -JHS 
1    Rafael  Martinez  Nadal,  JHS; 
i    Ram6n  Marfn,   1-8 
1    Rosallna  C.  Martinez,  JHS-SHS 
1    RomSn  Baidorioty  de  Castro, El. 
1    SanJos6,  1-8 
San  Ios6,  9-12 
Santa  Rosa.  I, El. 
Santa  Rosa    11,  El 
.    Santa  Rosa  III, El. 
1    Santiago  Igleslas,  El. 
1    Segunda  Unidad  Mariano  Abril,  El,  JHS 
1    Sonadora  Alta,  El. 
1  'Campamento,El. 
1   Gelada  Carreteria,  El 
1   Gelada  Centre,  El. 


1 
1 
1 

1 
1 
1 

1 
1 

1 
1 
1 
1 
1 
1 
1 


1   Hato  Nuevo,  El. 

1  Jagual,  El. 

1  Jaguas,  El. 

1  Luis  Mufioz  Rivera, El. 

1  Mamey  I,  El. 

1  Masas  2,  El. 

1  Matfas  G.  Garcia,  JHS 
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Location 


Gurabo  fCont'd) 


Ha  alio 


Hormigueroe 


Humaoao 


IsabeTa 


St   of  Schools   Deterffiiaed  to   have  High   Concentrations  of  Students 
udent  Loan  and  Hatior.al  Direct  Student   Loan  Cancellation  Benefl 
de   •     School   Name 


locat  i  ■'>n 


Isdbei 


1 


NavarT~C',  E! 
Rinc6n,  Ei . 
Segunda  Unidad  Santa  Rita,  El.  JHS 

Superior,   HS 

Adrian  Martinez  Gandfa,  El. 

Campo  Alegre,  El-JHS-KS 

CJorcobados,  El . 
.  Domingo  Arana ,  E! . 

Eugenic  M.  de  HostoslCarrizales),  El. 

Joaquli  Rodriguez  Ruiz  (Naranjito),  El. 

Juliet  A.  Casey,  JHS 

Lorenzo  Goballes  Gandfa,   HS 

Luis  Mufloz  Rivera  (C-a.^aes),  E;  . 

Manuel  Corchadc,El. 

Nuestra  Seflora  del  Carrrien,   1-8 

Roosevelt,   EI. 

Rosa  E.  Molinar>',Ei. 

Segunda  Unidad  Bayaney,  El-JHS 

Segunda  Unidad  Pajuil,  El-JHS 

Ana  PagSn  de  Roarfguez,  Ei . 

Gerardo  Gonzalez,  El. 

Jaquitas,  El. 

Miguel  A.  Rivera, El. 

Rafael  Hernandez  (Lavandero),  El 

Segundo  Ruiz  Belvis,  JHS-HS 

Alfredc  Dcrrington,    1-8 

Academia  Adver.tista,  El. 

Academia  San  Jos^,   1-8 

Ana  RoquS,   91-2 

Antonla  SSez,  El. 

AsunciSn  V.  L6pez  (Candeiero  Abajo),  E-i 

Candide  Bemos  (Candeiero  Arriba), El. 

Carmen  A.   Martinez  (Rfo  Abajo), El. 

Antonio  A.  Roig,   El. 

Catafto,El. 

Colegio  San  Antonio  Abad,  JHS-SHS 

Dr.  Victor  Rinc6n,  El. 

Julia  Hernandez, EI . 

Jos6  Figueroa,  El , 

Luis  Muftos  Rivera  (Escuela  Ubre  de  MCisica) 

Ungraded 
Herminia  Rodriguez,  El . 
Sabina  CAdiz,  EI. 
Mambiche  Blanco  II,  El. 
Marcos  Ojeda,El. 
Juan  de  Dies  L6pez,El. 
Manuel  Zurrillo,El. 

Padre  Rivera,  El.  . 

Parcelas  Ant6n  Ruiz, El. 
Parcelas  Martinez, El. 
Patagonia,  El . 
Pence  de  Le6n,   JHS 
Punta  Brava,  El. 
Rufino  Vigo, EI. 

Segunda  Unidad  Buena  Vista,  El, JHS 
Segunda  Unidad  ColIores.Ei,  JHS 
Segunda  Unidad  Pasto  Viejo, El-JHS 
Segunda  Unidad  Punta  Santiago,   El-JHS 
Adrian  Medi.na  ,  El . 
A.   Geigei  Paredes  (La  Curva),El. 
Colegio  San  Antonio,  El-JHS-HS 
Emilia  Castillo  Vaa,Abreu,  El. 
Epifanic  Estrada,  El. 
Francisco  Mendoza,HS 
Garcia  (Galateo  Alto) ,  El . 
W.   Harding  (Planas  2),  El. 


Jayuya 


Juana  Diaz 


froa  Lov-Incoae  PaaiLles 
s   for  the  1976-TT  «ad  19T7-78  School  Years 


Name 


r:ic  Vdrf.^ 


H 


Lugt- 

{Sect.-:  ?  .rx:::  '-Llanadas),El. 

Josfe  lujia.'-.  Ac     ;itd   (Be]ucos),El. 

Jose  L.   kaf   .?,E.. 

Korea  (Arenales  Ba)o),EJ. 

La  Planta  [krenales  Ba)os),El. 

Las  Cruces   (Planas.) ,  El  . 

l-uis   Mufioz  Rivera,  jHS 

Mantilla  (Arenales  Altos>,  El. 

Manuel  Corchado.El. 

K'.arcos  Garcia  (Bo.  Guayabo},El. 

Mateo  HemAndez  (Bo.  Guayabcj,El. 

McKlnley  (Planas), El. 

MarJn  Pcsaa     (A,->  :.a..s  Altos), El. 

Parcelas  Huykc   0  'b   s),El. 

Parcelas  Mora -Guerrero,  El. 

Pablo  RomSn  (Arenales  Alto), El. 

Segunda  Unidad  Josf  A.  Vargas 

(lianadas),  JHS 

oeaunaa  'Jnidad  Josfe  G.  Rosarlo 

(Moo),  JHS 

Gerarcc  Senfes  Soli, El. 
Ulysses  S.  Grant  (Jobos), El. 
Uiis&s  Pellot  (Galat°-  Ba!o),El. 
Elemental  Urbaric.L.. 
Gnpinas,Ei . 
Hoy  OS,   El. 

Intermedia  I'rtHjr.a ,  JHS 
Ja  jc^,  E. . 
Lim4n,  LI  . 
.^erto  Plata,  Ei . 
Rafae.  N  ,   Naaal.EI.; 
Anibal    Oyola  RAbago.El. 
Sahentlto.El. 
San  Patricio, El. 
Santa  Clan,  El. 
Segunda  Unidad  Coabey, El-JHS 
Segunaa  Unidad  Collores.El-JHS 
Segunda  Unidac  Mdr-,t-y.-s,El-JHS 
'Superior  Uj^iena,    OS 
Vanes  ,  E.  . 
Za  ma  s  ,  E  1  . 
lJ«i  rzd  6  .  L 1 . 
Aguillta,Liw' 
Carmen  Flcres.El. 
Centr:  de  Educaci6r.  ■.   Trat«)o, 
El.mS-HS 
'Ge.TC.El . 

■Goleglc  Sar.  K.am6n, El. JHS-HS 

Com.   Crtstir^jEl. 

Corral  Falso.El. 

CuatrC'  CaU'-s.El. 

Cuevas,  El . 

Cue  vitas.  El . 

Felipe  Cclftn  Diaz, JHS 

Guarrigtiao  Eladlo  Pagar.,El. 

Ha yes, El. 

Jac«gtias,El. 

Juan  B  .  Romeu,El . 

Luis  Llorens  Torres,  llS 

Lomas  (Juanita  .Rivera), El. 

Ma  gas.  El . 

Manuel  Femlndez  Juncos.El. 

Manzanilla,  El. 

Naranjos,EI . 


I 


*  Code  1  -  Schools  designated  for  both  National  Defense  and  National  Direct  Student  Loan  c« 
Code  2  -  Schools  designated  for  National  Defense  Student  Loan  cancellation  benefits  only 
Code  3  -  Schoolt  designated  for  National  Direct  .^t-icent  Loan  cancallatton  benefits  onlv 


^>e-v^  f  Ita 
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NOTICES 


>!iFRTn  Rlfi) ,       ^  ■        „, 

High    .'oncentratiDns  of  Students   from  Lov-Income  Faallle8_ 


List   of  Schools   Detenniiied   to  'have   nign    .oncem;rai:i jhs  ui    ci,.^uc..u»   ..--.  ^.-*„>.-..^ ":~~     ^a  ^   ^      .    v 

For  n.fAnn.^    Defense  Student  Loan  and  National  Direct  Student   l^e.n  Cancellation  Ben.;flt3   for  the  197g-TT  apd  1977-78  Schoox  Y^ars 
r.n.ation  Code  »     School   Name  !  _       U>catlon     _ Code         School  Hame  _ 


Ju<aa  Olaz(Conc'd) 


luncos 


Lajas 


Lares 


Cod* 
Cod* 
Cod* 


i-H  = 


r 


1      Pastlllito.El. 

1      Pledra  Aguzada.Ei . 

1      ?rovinclas,  El. 

;      R4banos,El. 

1      Segunda  Unldad  Carrier.  jArCis), 

1      Segunda  Unldad  Pastlllo.El.  JHS 

Segunda  Unldad  SaKedcr  Burquets.  El-IHS 
;       Sf-gund3  Unllsd  Zol'io  G^.r:!^.  'Coll'ires) , 
1      Agustin  Duer^.o  El-JHS 

I      Calmlto  I,E!  ^     * 

Celba  N'orte  Parcetas.El 

Ceiba  3ar,El. 

Fray  Angel  .ie  la  Concepci6n,El 

Fulgonci,-  ?l.'.-ro  R-.drfguez. JHS 

Llrlos.El. 

Lliios  Dorados. El, 

Placita.El. 

Sector  400, Ei. 

Segunda  Unldad  El  Mang6,El-JHb 

Segunda  Unldad  Valenctano, El-JHS 

Teodoro  Delfaus  (Canta  GaUo),El. 

TomSs  Hernandez, El. 

Valencia, El. 

Arturo  Grant  Pardo  y  Anexos,El. 

AcederrUa  San  Luis,  JHS 

Alejandro  Tapia  y  Anexc.El. 

Antonio  PagSn.El. 
Emlllo  Alvarez  L6pez,El. 
Escuela  Nueva  Kennedy, EK 
Luis  Mui^.o*  Rivera, IHS-HS 

OUvares,El. 

Perry     El .  » 

Slcardo  Marti  y  Anexo  (Arturo  M.   DSvila^ 

ROsendoMatienzo  Clntr6n  ,E1.  El.. 

Santa  Rosa, El. 

Segunda  Unldad  ?almare]o,El-JH:> 

TomSs  A.  Edison, El. 

Aur«Uo  M5ndez,El. 

Bf'pnardo  PagSn.El. 

Coleglo  San  losft,  El-JHS 

Consuelo  Gonzalez  (Dr.3ein),El. 

Domingo  Aponte,  HS 

Gabrlela  Mistral  JHS-HS 

Esplno  R.  AmUaga.E.. 

JosS  Oliver,  El. 

Esplno  Tabonuco,El . 

Esteban  Vargas, El. 

Francisco  Vlzcarrondo.El. 

Gonzalez  3ello,El. 

Gregorlo  Rivera, El. 

Herjy   Glay,El. 

Jorge  Washington,  El . 

Juan  C.    PagSn,  El-JHS  • 

La  V.atilde.El. 

Los  V*iez,El. 

N'anuel  Rojas,  El . 

Mariana  3racotti,El. 

Mariano  Reyes, E.. 

Pedro  CabAn.El. 

Pedro  Col6n,El.  • 

Plletas  Arce,El. 

Plletas  Bayon,El. 

Plletas  Castro, El. 

RAbanos  ,E1 . 

Rafael  .Martinez  Madal,JHS 


Lares     (Cont'd) 


Las  Marias 


Las  Pledras 


Lolza 


Luquillo 


I 


Santiago  Delgado,El. 

Santiago  R,  Palmer, El. 

Segunda  Unldad  Baltolo,  El-JHS 

Segunda  Unldad  La  America, El-JHS 

S.U.  Lares, El. JHS 

Segunda  Unldad  Piletas,  El-JHS 

Vicente  Vlflas.El. 

Vlrglllo  Acevedo,Ei. 

Altosano.El. 

Anones  Rural,  El'. 

Byran.El 

Bucarabones , El . 

Buena  Vista  Rural, El. 

CasanovaSjEl. 

Casey,  El. 

Chamorro.El. 

Consume,  El. 

Esplno, El. 

Eugenlo    Marfa  de  Hosto3,JHS 

Fumlas,EI. 

Guacio.El. 

Lagunas.El- 

Naranjales,El. 

Palma  Escrita,  El.  ' 

Pura  Concec>ci6n,  El. 

Rio  Caflas,  El. 

S.U.  Lauro  Gonzalez  Hljo,  El. -JHS 

Segunda  Unldad  Buena  Vista,  El.  JHS 

Alberto  Molina,  El. 

Francisco  Torres ,  El 

Arturo  Martinez  (Barrio  Collores) ,  El . 

Benito  Medina  (Tejas  2),  El. 

Carmen  Benftez,  El. 

Fernando  Rolg  y  Anexo,  JHS 

Josfe  de  Diego,  El. 

La  Fermlre,  El. 

La  Romana,  El. 

Luis  Mufloz  Rivera  ,  El . 

Matfas  Rivera,  El. 

Moisfes  Castro  (Tejas),  El. 

Montones  4  (Josfe  D.  Zayas),   El. 

Quebrada  Grande,  El. 

Ramftn  Power  y  Glralt,  JHS   HS 

Santiago  V.  Calzada,  El. 

Centro  de  Estudio  y  Trabajo 

Bel6n  Blanas  de  Zequeira,  El. 

Carlos  Escobar  L5pez,  JHS-KS 

Las  Parcelas  (SuSrez),  El. 

Medlanfa  Alta,  El. 

Medlanfa  Alta,  JHS 

Medianla  Baja,  (Jobos) ,  El. 
■Parcelas  Vieques ,  El. 

Plflones,  El. 

Canta  Gallo,  El. 

Rafael  N.  Coca-JHS-HS 

Fortuna  Carretera  Urbana,  El. 

Fortuna  Playa,  El. 

Carllna  G^.  de  Veve 

Las  Vluda'st  El^ 

Mata  de  Piatano.El. 

Pltahaya.El. 

Rio  Chlqulto.El. 

Rosendo  Matlenzo  Cintr6n,El. 

Segunda  Unldad  de  Sabana,  El-JHS 

Vallecillo,El. 


r-    Schooli    deflgnsted    for   both   Satlonal    DefealT^  Harlonal   Direct   Student   Loan  cancellation   ben.flc* 

2  -    Schooli   deflgnated    for   Natlooal    Defense   Student    Loan   caacellatioo   benefits  only 

3  -    Schoolt   deilgnated    for  National    Direct    Student    Loan  cancellation  benefits   only 
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List  of  Schools  Determined  to  have  High 
For  National  Defense  Student  Loan  and  National  Direct  Student 
Locatior, Code  •  School  Na-T.e 


-EUiRIUliCO^ 


■cation 


Manatl 


Mancao 


Maunabo 


Mayaguez 


Academia  Disclpulos  d«  Cristo,El 

Mlcaela  Escudero  Tirado,El 

Canute, El 

Clemente  Ramirez  Puebllto.El 

Colegio  La  Ir.macuiada,El .  JHS.  SHS 

Coleglo  Mansta  (JHS,SHS) 

Cruz  Rosa  Nieves  (Tierras  Nuevas).El. 

Evarlsto  Gamacho  (Plnz6n),El. 

F61ix  Cordova  Mvila,E;. 

Fernando  Callejo.SHS 

Francisco  Melfendez  Baibanes,Ll. 

Jeslls  T.   Pirtero.JHS 

Jos6  A.   Montafiez  Genar-,  (HS  ..ac) 

Jos^  de  Diego,  El . 

Josefa  Rivera  Miranda      (San  Josfe),El. 

Jos6  MelSndez  Ayala  (Boqullla)  El. 

Jos^  Severe  Quiftonez,  JHS 

Segunda  Unldad  Antonio  V61ez  Alvarado 

(Campo  Alegre), El-JHS 
Segunda  Unldad  Montebello, El-JHS 
Teodomlro  TQboas,El. 
Alerta  I, El. 

Indiera  Alta  K.M.  27, El 
Indiera  Alta  K.M. 30. El 
Indiera  Baja,  El 
Indiera  Frla  I, El. 
Mariana  Bracett;,E;. 
MontosOjEl. 
Rafael  Janer,El. 
Rafil  Ibarra,  JHS^-SilS 

Seguna  Uni4atfd  Francisco  Vicenti.  El  JHS 
Vizcarron^io  I,   El . 
Alfonso  Casta  Martinez 
Alfonso  Casta  Martinez 
Bordal^za, El 
Cal^ii'da.El. 
C9i:fezal,El. 
.-Escuela  Marian;,  El. 
Escuela  Metodista.El. 
Jos6  S  .  Navarro,  El. 
Luclla  Montes.El. 
Matuyas    Bajo,El. 
Quebrada  Arena, El. 

Seguna  Unldad  Manuel  Ortiz  Suya,El.JHS 
Talante.El. 
Tumbao,El. 

Acj^emia  Adventista  ae'i  Ceste.El.  JHS 
AntilliSn  College, HS 
Asenjo  El . 
Bo.  Naranjales,El. 
Castillo, El. 

Centro  de  Educaci6n  y  Trabejc.Ej.  JHS 
Centro  de  Ocupaclones  M&ltiples,  Ungraded 
Centro  Residencial  de  Oportunidades  Educativas 
City  College,  HS 
Charles  T.  Inzarr/,  El .  THS 
Clemencia,  El . 
Colegio  San  Benito,  El 
Coleglo  La  Mllagrosa,  El .  JKS,  SHS 
Condordia,El. 
Cuesta  de  Piedras.EJ . 
Dr.  Pedro  Perea  Fa]ardo,HS 
Episcopal  San  Andres, El. 
Ernesto  Ramos  Antonim,  Ungraded 
Escuela  Central  Presbiteria.na ,    1-8 


Mayaguez      (Cont'd) 


THS 
HS 


*  Code 
Code 


1  - 

2  - 


i-uns  of  Students  fron  Lov-Income  Families 

.  ellation  Benefl *  ?  f—  the  1976-T7  and  1977-76  School  Yeors 

-■•-  *   -Che.::  Name 

Escuela  Industrial  Para  J6venes,El, JHS 

Escuela  Marlnl,  El-JHS 

Emjenlo  Ma.  de  Hostos.HS 

David  G.  Farragut.El. 

Francisco  Bac6  Soria,El 

Francisco  Vlcenty.El. 
■  Franklin  D.  Roosevelt,  El  ^ 

Inmaculate  Conception  Academy, 

El-JHS,  SHS 

Jos6  de  Diego,   HS 

TosJ  Gautler  Benftez,  JHS 

La  Alicia,  El. 

Las  Mesas  ,  El. 

Lim6n,  El. 

Luis  Mufloz  Rivera,  El. 

Malezas ,  El. 

Manuel  A.  Barreto,  JHS 

Manuel  FemSnder  Juncos,  B. 

Marfa  D.  Farla ,  JHS 

Manano  Riera  Palmer,  El. 

Mar  y  Sol,  El. 

Mayaguez  Arriba ,  El. 

Mtradero  I,  El. 

Miradero  2,  El. 

Neighborhood  House  (Marina  House),  El. 

Our  Lady  of  Mount  Carmelo,  1-8 

Parcelas  La  Soledad,  El. 

Parcelas  Rol6n,  El . 

Qda  .  Grande  3-  Clemencia,  El. 

Qda .  Grande  4-Qaenepo,   El. 

Qda.  5  y  6  Cruces ,  El. 

Quemado,  El. 

Rafael  Martfnez  Nadal,  El. 

Ram6n  Valle  Seda  ,  El._ 

Rfo  Cartas  Abajo,  El. 

Rfo  Cartas  Arriba,  El. 

Rfo  Hondo  El  Sabalos  Gardens,  El. 

Sabalos  Nuevos  ,  El. 

Sabaneta  Alemany,  El. 

Sabanetas  Manf,  El-JHS 
.Segundo  Ruiz  Bel  vis  ,  El. 

Theodore  Roosevelt,  El. 

Aceitunas,  El.  JHS 

Aceitunas  Reyes  Murtoz,  El. 

Antonio  Babllonia  Quiftones,  JHS 

Antonio  S  ,  Perelra  ,  HS 

Capa  Bosques.El. 

Capa  La  Salle, El. 

Centro,  El. 

Cerro  Gordo, Lao, El . 

Cerro  Gordo  Medina, El. 

Cerro  Gordo  Parcelas, El 

CUmaco  SSnchez.El. 

Cruz  Acevedo.El. 

Cuba,  El. 

Cuchlllas  Cordero,EI. 

Cuchlllas  Ferrer, El. 

F61iz  Vale. El. 

Jorge  Washington, El. 

La  Loma.El. 

Marias  I.  EI. 

MarI*2.EI. 

Marias  3.  El. 

Naranjo.El. 

Naranjc  Sequf.El. 


Moca 


HS 


Schoo   ,   designated    for   both   National   Defense   ^nd   Natlon.l    Direct    Student    Lo.n   cancellation   benefit. 
Schools   deBlgnated    for   National    Defense   Student    Lo.n   c.ncell.tlon    benefits   or,iv  «'«<»"i:» 

Cod.   3   -    Schools   designated    for   National   Direct    Student   Loan  c.ocell.tion   benefit,   only 
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NOTICES 


U9t  Of  Schools  Drtermlned  to  have  High  Concentrations  of  Students  from  ^^-^°^°"^/«"^^^!!_  ^g  School  Years 

Por  »...,...    n.fe..e  StTae..t   r.an  ..d  National  Direct   S.,..nt  loan  r....naticn  Benefi^;_£ap|^--TT^'-"^   ^'^TT-TS  Schoo^j^ 
— — , ,.  ■    „  Coie  •     Srhocl   Name  L/Ocat.i.uu  


(Cont'd) 


Morovls 


Naguabo 


Naran]lto 


Pedro  Acevedo  Rivera, El.  Orocovls 

Plat  J  AUa,El.   (Totnis  Vera) 

Plata  Lxijd.El. 

Segunda  Unldad  Chuchlllas.El-JHS 

Segunda  Unidad  Voladoras.El-JHS 

Alonso  del  RfoJHS 

Barrio  Franquez.El. 

Barrio  Paste  NOm.  t  ,El. 

Bamo  Pasto  Nani.  2,  El. 

Barrio  San  Lorenzo, El. 

Barrio  Vaga  No,  1  ,EI. 

Dr.  Pedro  N.  Ortfz,^;. 

Elemental  Urbaria  (Durotexj.El. 

Escuela  Superior,  HS 

Esperanza  Gonzalez, El 

Jobos.El. 

Parcelas  TorreciUas , ti . 

Perchas  Diaz, El.  „ 

Segunda  Ifnldad  Barahora  ,E!-IHS 

Segunda  Unldad  Jos6  Barreras,El-IH3 

Segunda  Unldad  Morovis  Sur.El-JHS 

TorrecUlas  1,E1. 

Unibfin  Centro.El. 

Vaqa  No .  3  ,  El . 

Barrio  Rfo.El. 

Bo.  Florida, El. 

Bo.  Malzales,El.  PatlUas 

Duque  Quebrada  Grande, El. 

Escuela  Adventlsta.El. 

Eugenlo  Brac£l. 

Intermedia  Urbana  (Nuevaj.JHS 

Jos6  Ortfz  GuzmAn.JHS 

La  Mina.Ei. 

Mariana  Pjrcelas,  LI. 

PefSa  Pobre  Abajo.El. 

Perta  Pobre  Arriba,  El. 

Pefla  Pobre  Parcela.El. 

Playa  Hucares.El. 

Playa  Parcelas, El. 

Rafael  Rjcca.HS 

Ramfin  Rodriguez, El. 

Santiaq  >  y  I,.!r,a,Ll. 

Segunda  'Jn.add  r^aguao,  Ll-JHS 

Segunda  Unload  Mariana, El-JHS 

Segunda  Unldad  Rlc  Blanco, El-JHS 

Acddemla  Santa       Teresita,IHS,  HS 

Anones  Centre  1,11- 

Anones  Centre  2  ,t.'.  ■ 

Anones  DIar,E! . 

Anones  Don  Tito,    1-8 

Bo.  Cedrp  Abaic,   1-8  Pefluelas 

Bo.  Cedro  Arriba  Feijo.El. 

S.U.  Adolfo  Garcl3 

Bo.  Lomas  ValltiS.L. . 

Bo.  Nuevo  Don  V.ar;  ,4    , :-.  . 

Bo.  Nuevo  Hevia,El. 

Guadiana  Altos  ,   El . 

Guadlana  Cabrera     Z'.  . 

Guadiana  Chinea     E'. 

Jos6  Archllla  Cabrera 

Lomas  Jaq  jas  ,   El . 

Mercedes  Rosajo,   'V3 

Mulitas  2,   El. 

Segunda  Unidad  Fidel  G.   Padllla,  El.  JHS 

Seganca  Unldad  Pedro  Fernandez,   El.  JHS 

S-penor  Urt^na,   GulUerrr.o  Esteves  ,  HS. 


El. 


Barros  2,  El. 

Cacao  Alturtta,  El. 

Cacao  Hacienda,  El. 

Coleglo  San  Juan  Bautista,  El. 

DamiSn  Aba  Jo,  El. 

Da  ml  8  n  Arriba,  1,  El. 

Da  mid  n  Arriba  2,  El. 

Dofla  Juana  ,  £1 . 

Elemental  Urbana,  El. 

Gato  2,  El. 

Intermedia  Urbana,  JHS 

Josfe  Rojas  Cortfes,  HS 

La  Francla,  El. 

Mata  de  Cafla,  El. 

Pellejas  2,  El. 

Sabana  1,  El. 

Saltos  Coli,  El. 

Segunda  Urildad  Bauta  Arriba,  El.  THS 

Segunda  Unldad  Bermejales  ,  El.  JHS 

Segunda  Unldad  Botljas  1,  El-JHS 

Segunda  Unldad  Botljas  2,  El-JHS 

Segunda  Unidad  Gato  1,  El-JHS 

Segunda  Unidad  Matrullas,   El-JHS 

Segunda  Unidad  Saltos  Cabra  ,  El-THS 

Segunda  Unidad  Sanamuertos  ,   El. JHS 

Tofiingo,  El. 

Apeadero,  Q.. 

Cacao  Aba]o,  El. 

Campustl,  El. 

Ceclllo  Lebr6n  Ramos,  HS 

Franolsco  Zefl6n  Gely  (Rio  Arribaj ,  El. 

Gulllerrao  Rlelkol  (El  Bajo),  El. 

Intermedia  Urbana ,  THS 

Jacaboa,  El. 

Jagual,  Q. 

Lamboglla,  EI. 

Los  Barros,  El. 

Los  Polios,  El. 

Los  Mos,  Q. 

Marta  Mvlla  Semldey,  El. 

Marin  Alto ,  El . 

Miftn  BaJo,  Q,- 

Oben  El. 

Quebrada  Arriba,  1,  El. 

Quebrada  .Arriba  2,  Q. 

Ram6n  Lebr6n  (Mamey),El. 

Segunda  Unldad  Manuel  Mer.'j..u  Moret 

Guadatraya),  El-JHS 

Segunda  Unldad  Real,  El-JHS 

Tomis  Vera  (Reclo) ,  El. 

Adolfo  Grana  Rivera  ,  HS 

Barreal  1-4,  El. 

Cerrote,  El. 

Goto  1,  El. 

Goto  2,  a. 

Corotal,  El. 

Ismael  Maldonado  1-i  ,   El. 

Jaguas  1,  El. 

JaguBS  2,  El.  (Pedm  .Maidc.Tado} 

Ken-erf V     V  . 

La  'jelp«.   El . 

Macana  1,  FA  . 

Macana  2,  'Mai  ?3=c  ,   n. 

Ruclo  1,  El. 

Segunda  Unldad  tncarr^aciCn,   El.   JHS 

Seg unda  Unldad  Sa-to  Domingo,  O-IHS 


^th   Natlootl    Defense    and   National   Direct   StudeaC  toaa  c«nce 
Hatiotuil   Defen»€   Student    Loar.   cancellation   b«aaftts  only 

'.-^r    f)«n^  *^ '. ':  *^    ^n\v 


Code    1    -    S;>..-l8    de"!l,?nated    for 

Code    2    -    5chc'l»    desigrvated    for 

Code    3    -    Schools    dealgaated    for  National   Direct    Stadenc    Lo*r    cance 


.latlon    benefits 
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For  National 
Location 


List   of  Schools  DttnatlMtd  to  have   High   Concentrations   of  Students    from   Low-Income   Families 
lefense  Student  Loan  and  tatldnal  Direct  Student   Loan,  Cancellation  Benefits  for  the  1976-T7  ahd  1977-78  School  Years 
Code*      School   Name  Location  CnA^   •     iThTJ^iiitil 


Code 


School  Hane 


Peftuelas 


Ponce 


JhS.  SHS 
■  jm.  SHS 


JKS 


Li  . 

SHS 


JHS 


;hs 


1 

1 

1 

1 

1 

I 

1 

1 

I 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


1     Tallaboa  Alta  ,  El. 
•  1     Tallaboa  Alta  2,  El. 
1     Tallaboa  Alta  3  ,   El . 
1     Tallaboa  Alta  4,  El-JHS 
1      Tallaboa  Por.iente  ;-2,    El. 
1     Webster,   El. 
1     Webster,  JHS 
J     Ab.raham  Lincoln.  El. 
1     Academia  Cristo  Rev,   El, 
1     Academia  Santa  Ma.rfa     E 
I     Andres  Grillasca     El. 
1     Arfstides  Chavler,   Ungracec 
]     Bda  .  Bonnquen,   Ei . 
1     Capitanejo,  El. 
1     CSrcel  del  Distnto,  E] , 
1     Cerrillo,   Ei . 
1     Cerrillo  Hoyos     El. 
1     Ciriaco  Gonzalez,  El. 
]     Clemente  Batolorre:     EI. 
]     Comunidad  Roral  Canas 
1     Dr.  Alfredo  Ag^ayo     JHS 
1     Dr.  Josfe  C.  Barbosa     e: 
]     Dr.  PUa,  SHS 

Dr.  Rafael  Lfipez  N_ssa 
Dr.  Rafael  Pujais,  JKS 
Eduardo  Newman  Gandfa 
Evartsto  Izcoa  Dfaz,  El. 
Err.etenc  Col6n,   JHS 
Eriesto  Ramos  Antonini ,  JHS 
Escuela  Industrial  para  Nirtas  ,   1-8. 
Eecuela  L6pez  Njssa-Ungraded 
Escuela  L:bre  de  Masica  (J.M,  Campo 
Escjela  Maternal  Dr.   Pila  .    Ungraded 
1     Escjela  Maternal  Santiago  Iglesias,   U 
Eugenlo  M.  de  Hostos  (Pa.Tp^nos)    'e[. 
Federice  Degetaa,  1-8 
Francisco  Bosch,   El. 
Franclscc  Parra  Duper6n,   El. 
GSndara  .Maternal,   Ungradea 
Glenview,   El. 
Hogares  Segaros     El  . 
Institute  Techol6gjcc     SHS     Vex:. 
Isidore  Col6n,   El. 
Jaime  L.  Drew,   Ei . 
Joaqjfn  Ferran,   El. 
Josfe  Gajtier  Benftez  (E!  Yeso),   Ei . 
Josfe  JdllSn  Acosta     Ei . 
Josfe  Port6n  GonzSlez,   Ei . 
Juan  C  jevas  Aboy,   Ei . 
Juan  Morell  Campos,   El. 
Juan  Serrailfes  ,   El-JHS 
Julio  S  .  Rlvas     E! . 
La  Carmelita     EI . 
La  Celba,  Ei . 
La  Mocha  ,  El . 
Las  Mesas,   El. 
Lis  Mon;ltas  ,   El. 
Las  Rafces  ,   Ei . 
La  Y.ica,   EI. 


Ponce  (cont'd) 


SHS 


jraaea 


Cuebradlllas 


Lessie  Graham  ,   EI . 

Librado  Net  (San  Antonio),   El. 

Liceo  Pe-iceflo,  El,   JHS.  SHS 

Lcs  Ausubos  ,  EI . 

Lucy  Grillasca,  El. 

Luis  M  .  Rivera  I ,   EI . 


Luis  M.  Rivera  2,  El. 

Manuel  G.  Tavarez,  El." 

Mary  O.  L^ke 

(Centre  de  Educac 

JHS, SHS 

Mercedes  P.  Serrailfes,  El. 

Modem  Business  College,  SHS 

Montes  Llanos,  El. 

Nuestra  Seftora  del  Carmen,  1-8 

Parcelas  Marrueflos,  El. 

Parcelas  Sabanetas,  El. 

Pastille  de  Canas,  El. 

Pastille  de  TIbes,  El. 

ppir-   Acevedo,  El. 

Pedro  Clausells,  El. 

Pedro  J.  Foumler,  El. 

Ponce  High,  SHS 

Portones  Majneyes,  El. 

Quebrada  Agua ,  El. 

Ramiro  Col6n,   El. 

Ram''-.  Emeterlo  Betances,   El. 

Raman  Marfh,  El. 

Rfo  Chlqulto,  El. 

Robinson  School  (Playa),  El. 

Rodulfe  del  Valle,  El. 

Rem.Sn  Baldorloty  de  Castro,  El. 

Rosaly  Maternal,  Ungraded 

Rlcardo  Rulx  Marl  ,   El. 

Sagrada  Famllla,   1-8 

Salustlano  Clavell,  El. 

San  Ant6n  (Ismael  Maldonado),  JHS 

San  Conrado,  El.,  JHS,  SHS 

San  Judas  Tadeo,  1-8 

San  Patricio,  El. 

San  Vicente  de  PaOl,   El.,  JHS 

Santa  Marfa  Vfrgen,   El. 

Sir.ta  T  <"-:■' sit  a  ,    1-8 

Santas  Pascuas,   El. 

Santiago  Gonzalez,  JHS 

Segunda  Unldad  Corral  Vlejo,   El,  JHS 

Segundc  Rufz  Belvis ,  El. 

Serglc  Torruellas  Cortada,  El. 

Slm6n  Moret  Gallart 

Social  Treatment  Center  for  Boys, 

E).,'rHS 

Superior  Vocacional. 

Bernardino  Cordero,  HS 

Tibes  1,  El. 

TomSs  Armstrong  Tore,  JHS 

Tom*s  Uarriftn  Maduro,   El. 

Vallas  Torre^   El.  / 

Vicente  Us  era  ,   El. 

Vlctorlano  Blanco,  El, 

Eugenlo  Marfa  de  Hostos,  Q. 

Jorg e  V.'a  sh l.-igton ,   El . 

Tosf   7'.   Barbosa,   □ . 

'osf'  de  Diego  ,   U 

■ose  ' .   kccs'a     El . 

'uar.  AJeic   ie  Anz~(-ndl,  HS 

Manuel   r^rJz  ze  =er.3     mS 

Ramin  AvUs  ,    n 

Ram(Jr.  Em.etenc    re-^=>rices,   Q. 

Ram.(in  Saavedra      iH  . 

Roosevelt  .in 


♦  Code    1    -   School!   designated    for   both   Natlooal   Def'ense   and   national    Direct    Stjdent    Loan 
Co^e   2    -    Schoola   dealgnated    for   Hatlonal    Defense   Student   Loan   cancellation   benefits    on! 
Code   3    -   Schoola   designated    for  National    Direct    Student    Loan   cancellation   benefits    onlv 


■M'nef  Its 
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Li3t  of  Schools  Determined  to   have  High  Concentrations  o 
Vnr  Hational  Defense  Student   I^^n  and  National    Direct   Student   Loan  C"'ceUatl 


if  Students 
on  Benefits 


•om  Low-Income  Families 

■or  the  1976-77  and  19TT-T8  School   Years 


"Looatl  — 


Krhool    Name 


Code 


Quebradi 


Rlnc6n 


Rio  Grande 


Rfo  Pledras  A 


a. 

El. 


jcnzalez  Mel«,   Q.-JHS 


Code 
Code 
Cod* 


3a  r.  f02  fa  el ,   El . 

Segunda  '.'nldad  Hor.orlo  HeniAndez 

Segunda  Inldad  Luis  Mujoz  Rivera 

Adolfo  Moreno,  Q. 

JJfredo  Raffuccl,  IHS 

Barrio  3arrero ,   O. 

RamOn  Lrr.eter:  '  Betances,   O. 

Gavlno   Tirade,   El. 

Genoveva  Pferez  ,   Q. 

Ismael  Sinchez  ,   O. 

Jaguey,   El. 

Jose  Pablo  .Morales,   El. 

'uan  Ruiz  Pedrosa,   H.S 

Maestro  Gandla  ,   H. 

Octavlo  Cumplano ,   El 

Segunda  Unldad  Manuel 

Ausuba! ,    "1 

Sartolc,   a. 

'aa)la.   El. 

Centro  de  Educacl6n  y  Trabajo,  HS 
Cerra,  El. 
Clenaga  Alta,   Q. 

Clenaqa  Biia  1 ,   El 
Clenaaa  5aja  i,   El. 
Corea  ,   El . 
Cuchlllas,    El. 
Escuela  Advent: sta  ,   El. 

Escuela  Vocaclonal,   n  Pueblo  del  Nlflo-Ungraded 
Guzmrtn  Arriba  1.    Q. 
GuzmSn  Arriba  2,  El. 
Jlmfenez,  El.  ' 

La  Ponderosa ,  El. 
Las  Dolores ,  El. 
Morovis  ,  El . 
Pedro  FalG,  HS 
Plmentel  y  Castro,   JHS 
Quebrada  Grande,  El. 
Rafael  de  JesSs,  yAnexo,  El. 
Segunda  Unidad  CacianoA.  Cepeda,  El.  JHS 
Segunda  Unldad  Palmer,  Rafael  Rexach  Dueflo 
Vega  Alegre,  El. 

Academia  Bautista  de  P.R.,  El   JHS 
Academia  Garcia,  El.  JHS,  SHS 
Academia  Maria  Relna,  9-12 
Academia  Menonlta  1-8 

Academia  Ospri  de  Arte  y  Diserto  Floral,  Voc. 
Academia  San  Ignacio  de  Loyola,  lr8 

Bella  Vista.  El. 
Christian  Day  School,  El. 

Coleglo  Coraz6n  de  Maria,  1-8 
Colegio  de  la  Merced,  JHS 
ColegiO  de  la  Merced,  SHS 
Colegio  Gerardu  Se!;6s  3ol5  ,   9-12 
Colegio  Macre  Cc3br;r.i  ,   El.,   JHS,   S   S 
Colegio  Myrvan     El. 

Colegio  Puertorrique.'^o  de  Nlfias  ,   El.,   JHS,  SHS 
Colegio  San  Ignacio,   JHS,  SHS 
Colegio  San  Luis  Rey,   1   3 
Colegio  Vedrjna  ,  El     IMS.  SHS 
Commonweal: :.  5 -noc I ,    JHS     SHS 
Dr .  A!-.tonio  3  .    Podrelra  ,    El  . 
Dr.  Isacc  ^,o-iz31ez  Martfnez     E:. 
Eleonor  Roosevelt ,   El. 

Escuela  Cooperativa  Eugenio  Marfa  de  Hostos, 

Ungraded 
Escuela  de  Seg  :ros  aei  i-'^tttuto  de^Seguro 


Rio  Piedras  A(Cont'd) 
■JHS 
JHS 


Rio  Piedras  B 


•     School  Name 


Escuela  Libre  Se  MCsica,  JHS,  SHS 
Escuela  Notre  CaLp-^e ,   JHS 

Eugeiilo  Marfa  de  Kostos  ,  Voc. 

Gabriela  Mistral,  SHS 

Hospital  Unlversitarlo 

(Pedlatrfa),  Ungraded 

-Instltuto  Comercial  de  P.R.  ,  9-12 

Institute  Tfecnlco  Comercial  de 

P.R.,  Voc. 

Instltato  Tecnolftgico,  Ungraded 

Josefita  M.  de  Sell6s,  El. 

Juan  B.  Huyke  (Altamesa),   E.  . 

Juan  B.  Huyke  (Altamesa),   JHS 

Juan  J.  Osuna,   JHS,  SHS 

Julio  Sellfes  Sola  (Villa  Nev5rez),  El. 

L  a  Amapola  ,  El. 

La  Esperanza,  Ungraded 

Las  Amferlcas ,  JHS 

Liceo  de  Arte,   Ungraded 

Liceo  Tecnol6gico,  Voc. 

Luis  Muflfz  Souf front.  El. 

Luis  Palfes  Mates,  JHS 

Monacillo  1,  El.  Ana  Roqufe  de  Duprey 

Nemesio  R.  Canales  1,  El. 

Nemesio  R.  Canales  2,  El.  r 

Nuestra  Seflora  de  la  Carldad,  El. 

Nuestra  Seflora  de  la  Guadalupe,  1-8 

Nuestra  Seflora  de  la  Merced  ,  El . 

Nuestra  Seflora  de  la  Provldencia, 

El, ins, SHS 

Pedro  C.  Tlmothee,  El. 

Pedro  C.  Timothee,  anexo.  El. 

Rafael  Rivera  Otero,  El. 

RepQblica  de  Brazil,  El. 

Rep&blica  de  El  Salvador,  EI. 

RepGblica  de  Mfejico,  El. 

Sacred  Heart  School,  El,   JHS 

San  Juan  School  of  Interior  Design, 

Unaraded 

Santa  Maria  de  los  Anqeles  ,   i-d 

S  Otero  Figueroa, 

(University  Gardens),   JHS,  SHS 

Summit  Hill  (Rafael  Hemindez) 

Trlna  Padilla  de  Sanz,  SHS 

Victor  Par6s  CoUazo  (El  Monte; , 

Vista  Hermosa  ,  El . 

William  D.  Boyce,  El. 

Willl^  D.  Boyce,  JHS 

Acac^sinl*  Adventlsta  Metropolltina  , 

JHS,  SHS 

Academia  Adventlsta  Prlmaria  ,   El. 

Academia  Cristo  Rey,  1-8 
Angel  Ramos,   El . 
Antonio  Sarriera ,  'HS,  SHS 
Bolivar  Pagan  1,  El. 
Buer«  \^sta  ,   El . 
Ciudad  Nueva,  1-8 
Colegio  Angeles  Custodlos,   El. 
Colegio  EsplrltTi  Santo,   El.  ,  THS,  SHS 
Colegio  Evangeilco  VUla  Prades,  Q. 
Colegio  La  Milagrosa,  Q. 
Colegio  Lo'ordes,   El,  [HS,  SHS 
Colegio  Nuestra  Seftora  de  la  .Mtagracla,  El. 
Colegio  Nuestra  SeAore  de  Lourdes,  El. 
Colegio  Nuestra  Seflora  de  la  Victoria,  Q. 
.Dra.  Antonla  Siez ,  Q. 


El. 


Ungraded 


i7hool.  destgmited  for  both  1«tion*l  DefeDse  5£d  N.tlo 
School!  de.lgo.ted  for  lUtlon.l  I>ifen,e  Student  U>»n  - 
School!    designated    for   National    Direct    Student    Lo*n 


nai   Olref    S'ldenr   Loan   cancellation    beoefitg 

ancelUtlo-    -^o -, »  : ',  ■  <>    >"!' 
-!C?' la"  l-'n    ^*:^*£lcs    only 
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For  National  Defense  S 


Location 


Klo  Piedras   B(Cont'd) 


RIo  Piedras  C 


Rio  Piedras  C 


Sabana  Grande 


St   of  Schools  Determined  to  have  High  Concentrations  of  Studen 
udent   Loan  and  National   Direct   Student    Loan  Cancellation   Benef 


de 


School   Nane 


Lccation 


1 


Dr.    Jos^  N.   Gandara   I!,    'HS  -ar-ar.a      rande(Cont'd 

Dr.  Rafael  L6pez  Sicard6,   El. 

EmUlo  del  Toro  Cuevas,  Q. 

Escuela  Resldenclal  Orqufdeas,  JHS,  SHS 

Felipe  Gutiferrez,   El. 

Caspar  V115  .Mayans,   El. 

Gustavo  Adolfo  Bfecquer,   El. 

Intermedia  Villa  G.'-anaia,   'HS 

Israel,  El. 

Jos6  Gualberto  PadUla,  El. 

Juan  Ponce  de  Le6n,  9-12  Salinas 

Juan  Ram6n  Jimfenez,  JHS 

Las  Mercedes,  Q. 

Las  Virtudes,  El. 

Manuel  A.   Pferez,  D. 

Pachin  Marin  A. ,  JHS, SHS 

Rafael  Hernandez,  Q. 

SanUago  Iglesias  Pantfn,  El. 
.    Villa  Granada,  El. 

Voc.  Metropolitana  Miguel  Such,  SHS 

Academia  de  Corte  y  Costura,  Ungraded 

Alejandrlnc,   El. 

Amalia  .Marin  (Venezuela),  El. 

CaL-nitc.  Adentrc,   El. 

CaLT.lto  Ccrea  ,   El. 

Canejas,  El. 

Carmen  Sanabria  de  Figueroa,   El. 

Cepero,  Q. 

Colegio  San  josfi,  JHS,  SHS  ^^"  Germa, 

Cupeyville,   El. 

Escuela  Elemental  de  la  Unlversldad,  El. 

Escuela  El  SefSorial  (Urb.  El  Sefiorial),  El. 

Escuela  La  Cumbre,  Q. 

Escuela  Carmen  G6mez  TeJera,  El. 

Escuela  Nueva  Cupey  Bajo,  Q. 

Escuela  Secundaria  de  la  Unlversldad,  JHS, SHS 

Gerardo  Sellfs  Sola,  El. 

Jardlnes  del  Parafso,  El. 

Jardlnes  de  Monte  HaUllo,  El. 

Jos6  Celso  Barbosa,  JHS 

Jos6  Colomban  Rosario  (Rfo  Piedras  Heights) ,  El. -JHS 

Luis  Muiioz  Rivera',  Q. 

L.  Pereira  Leal  (Buen  Consejo  Nuevo) ,  O. 

Caimito  Cocos,  El. 

Morcelo,  El. 

Nuestra  Seflora  de  la  Provldencia  (Cupey),  El., JHS, SHS 
Nuestra  Seflora  del  Carmen,  El., JHS, SHS     . 
Nuestra  Seftora  del  Pilar,  El., JHS, SHS 
Repdblica  de  Colombia ,  SHS 
Sabana  Liana,  JHS 

Salvador  Brau  (Cupey  Alto) ,  El,  ^an  Juan  A 

San  Agustin,  El. 
San  Gerardo,  jHS 
San  Martin,  El. 

Segunda  Unldad  Caimito,  El. -JHS 
Segunda  Unldad  Cupey  Bajo,  El- JHS 
Tortugo  (Sierra  Borlnquen) ,  El. 
Ram6n  Vila  Mayo,  SHS 
VUla  Capri,  El. 
David  Antongiorgl,  El. -JHS 
Dr.  Quevedo  Baez,  El. 
Eduvlgis  Ramfrez,  Q. 
F.D.  Roosevelt,  U. 

Francisco  Vazquez  Pueyo  (Parcelas  Susua>,  El. 
James  Cooper,   El. 


Cod 


from  Lew-Income  Families 
for   the   1976-77   and   1977-76  School  Years 


Schoc ^    Name 


Code    1    -    Schoelp    de<;ienated    for    both    National    Defence    and    National   Dlrec 
Code    2    -    Schoclp    deslgrvared    for    Matlcnal    Defep.se    Student    Loan    cancellation 

Code    3    -    Scho^;«    desiKndred    fir    National    Mrec;    Stjdcnt    La-    rsncellstlo 


lose  A.   Castillo,  JHS 
Jos6  C.   Barbosa,   El. 
J.R.  Gaztamblde,  □. 
Juan  I.  Vega,  Q. 
Luis  Mufkjr  Rivera,  HS 
Luis  M.   Sa.-itiago,  HS 
Mariano  ADrtl,  D. 
.Marlcao  Youlh  Camp,  El. -JHS 
Matienzo  ClntrSn ,  D. 
Vicente  Solterc  ,   i;i. 
Coleglo  del  Perpetuo  Socorro,  1-8 
Guillermo  Godreau,  £3. 
Las  Mareas,  El. 
Luis  Murtoz  Rivera,  HS 
Palmas,    .E] . 
Parcels  ?-0,   a. 
F>n:-elas  Cor.:,,   El. 
Pai'-elas  Vizquez,  El. 
.-laN-a,    U. 
Plcjyita,    n. 

PrlTOda    It-  ,.Voulm-  ,1-8 
Ouebrada  Voaua  ,    U  . 
Rani6n  Baldon-ir/  de  Castro,  JHS 
San  Felipe,   a. 
Santiago  R.   Palmer,  El. 
•  Segunda  Unldad  CoquI,  El. -JHS 
Segunda  Unidad  Jos6  Padin,  El. -JHS 
Woodrow  Wilson,  □. 
Amina  TIo  de  Malaret  (Anones) ,  Q. 
Antonla  MartLnez,   Q. 
Baldorloty  de  Castro  (Minillas  V&Ue),  Q. 
Banolomfe  Las  Casas  (Guama)  El. 
Coleglo  San  Jos6,   El. -JHS,  SHS 
Dr.  .'.S.   Cardona,  JHS 
Duey  Parcelas,   Q. 

Francisco  Servera  Sllva  (Duey  Alto),  Q. 
.Hermlnla  C.  Ramirez  (Hoconuco) ,  El. 
Jose  Celso  Barbosa  (Rosarto  Alto),  El. 
,Lola  R.  de  T16,  HS 
Longfellow,  Q. 

luls  Murtoz  Rivera  (Duey  Bajo),  ET. 
Manuel  Fernandez  Juncos  (Cain  Bajo),  □. 
Manuel  NegnSn  CoUazo  (Retlro  Tea),  El.  ' 
Mariano  Abril  (Hoconuco  Alto) ,  n.   ' 
Padre  Rufo  (Tuna),  n. 
Santiago  Veve  (Cain  Alto2),  Q. 
Segunda  Unidad  Hoconuco,  El.JHS 
Segunda  Unidad  MlniUas,  El. -JHS 
Segunda  Unidad  Rosario,  El. -JHS 
Segunda  Unldad  Sabana  Eneas.  El.-THS 
Academia  Dlsclpulos  de  Cristo,  Q.-JHS 
Academia  Perpetuo  Socorro,   El.,  JHS,SH? 
Academia  Sagrado  Corazdn,  Q.^  JHs'sHS 
Academia  San  Jorge,  n., JHS. SHS 
Academia  Santa  Mftnica,  1-8 
Academia  Santa  M6nica,  9-12 
A.   Caiman,',   12. 
A.    Uncclr,    EI  , 
Baldorloty,  SHS 
Central,   SHS 

Centro  EducaUvo  de  Adiestramlento 

.  Ocupaciqnal ,  Ungraded 

Colegio  Aurora,  El. 

Coleglo  de  la  Iiunaculada,  □. , JHS,  SHS 

Colegio  Sagrado  Corazdn,  a.,JHS,SHS 

_Coleglo  Sao  Agustin,  Q.  ,JHS  ,SHS    

Student    Loan    cancellation   benefits 

benefits    onlv 
benefits    or, !v 
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PUERTO  RICO 
List  of  Schools  Determined  to  have  High  Concentrations  of  Students   from  Low-IncMie  Families 
For   ««t.^nn>1    Defense  Student   Loan   and  Hati^nal   Direct   Student   Loan  Cancellation  Benefits   for  the   1976-77  and   1?77-T»  School  Years 
:^„^atlon  Code  «     3chool  Maine  Location  Code         School  Bane 


San  Juan  A(Cont'd^ 


San  Juan  B 


San  Lorenzo 


,SHS 


El. 


ColeglO  San  Idelfonso,    El.  San  Lorenzo   (Cont'd) 

Coleglo  Santo  Tom^s  de  Aquino,   El.-JHS.SHS 

Colegio  San  Vicente  de  Padl,  El.  JHS.SHS 

Dr.  F.  Hernandez  y  GaetSn,  EI. 

El  Parafso  del  Nlflo,  El. 

EmlUo  CaBtelar,  El.  ^ 

Episcopal  Cathedral  School,  El .  ,  JHS  , 

Escuela  Lachettl,  JHS,SHS 

Escuela  Metodista  San  Juan  Modemo, 

Escuela  Prlmarta  Mohler,  El.-JHS 

Facundo  Bueso,  JHS 

George  D.  Robinson  School,  E1,JHS,SHS 

JoSfe  Celso  Barbosa,  SHS 

Jos6  Jultfn  Acosta  ,  IHS  ^ 

Labra,  JHS 

Rosarlo  Androca  TlmotheS 

Luis  Mufloz  Rivera,   El. 

Martfn  G.  Braumbough,  El. 

Rosendo  Matlenzo  Clntr6n,  El. 

Padre  Rufo,  El. 

Pedro  G.  Goyco,  El. 

P.R.  Institute  of  Practioal  Technology,  Voc. 

Rafael  Gordero,  JHS 

Ramfrez  Commercial  Voc. 

Santurce  School  of  Commerce,  Voc.  ^*"  beoastian 

Saint  Johns,   El.  ,  JHS, SHS 

Segundo  Rufz  Belvls,  El. 

Tomds  Carrlo  Maduro,  El.      — 

Youth  Adults  Institutions 

Academla  Santa  Tereslta,  1-8 

Academla  Santa  Tereslta,  9-12 

A.  Einstein,  SHS 

Alejandro  Tapia  ,  El. 

Atlantic  View,   El. 

Buena  Vista,  El. 

Coleglo  Padre  Berrfos  ,  El.-JHS 

Colegio  Sagrada  Famlha,  El. 

E.  Rlnc6n  Plumey,  JHS 

Escuela  Resldencial  Las  Margaritas,  El. 

Federlco  Asenjo,  JHS 

Gaatler  Benftez,  El. 

Haydfie  Rexach,  El. 

Je.sQs  Marfa  Qulflones  ,  El. 

Julio  J.  Henna,  El. 

Luis  Llorens  Torres,  El. 

Luis  Rodriguez  ?abrem,   El. 

Manuel  Cuevas  Ba-ener,  JHS 

Mari=i  Auxlliad.-jra  ,   1-- 

Ma.'-fa  Poada  vAnexos,   iJ . 

Lratorlo  San  !uan  Bosco,   El.,  Frts,  SHS 

Ernesto  Ramos  Antoninl,  JHS 

Ramdn  Power,  SHS 

Repabllca  del  Perfl ,  mS 

.im  Juan  School,    l1  . 
Santiago  Iqleslas  v  Anexos,  El. 
School  of  Interior  r^ej- ration,  Voc. 
S<ifla  Rexach,   El. 

Antonio  R.   BarcelA,   El. 

Cayaguas,   El. 

Jerro  Gordo  Arriba,   El. 

El  Parque,   □. 

Esplno  Adentro,   El. 

Esplno  Km.  12,   El. 

Esplno  Km.  14  ,   El . 

Esplno  .M .    Cruz  .V.fxo  1,    Ei. 


Santa  Isabel 


Esplno  M.  Cruz,   Q. 

Esplno  Moretia ,  El. 

Eugenic  Marfa  de  Hostos,   El. 

Florida  Arriba ,  El . 

Gerardo  SelUs  Sold,  Q. 

Hato  Parcelas  Km.  6,  El. 

Hato  26,  m. 

Generoso  Morales  Mufloz,  JHS 

Jagual  Adentro,  El. 

Jagual  Carretera ,  El. 

Josfe  Campeche,  HS 

Josefa  Domingo,  Q. 

Luis  M.  Rivera,  El. 

Rafael  Col6n,  n. 

Quebrada,  Q. 

Quebrada  Arena s-Camielo  Flgueroa  ,  El. 

Quebrada  Arojjas  III,  El. 

Quebrada  Arenas-Felipe  Rodriguez  ,  El. 

Quebrada  Honda  Arriba,  El. 

Quemados,  Q. 

Quemados  Arriba ,  El. 

Quemados  Parcelas ,  El. 

Segunda  Unldad  Carlos  Zayas,   El.-JHS 

Segunda  Unldad  Quebrada  Honda,  El.-JHS 
Aibonlto  Guerrero,  El. 
Albonito  BeltrSn,  El. 
Aibonlto  Dexter,   El. 
Altozano,  El. 

Calabazas  Alberty,  El. 

Calabazas  Infante-Estrada ,  £1. 

Clbao,  El. 

Clbao  Abrahondas,  El.  * 

Culebrlnas,  El. 

Escuela  Adventista  ,  El . 

Guaclo,  El. 

Guajataca  Collazo,  El. 

Guajataca  Juanarena,  El. 

Guatemala  Central,  El. 

Guatemala  La  Vega,  El. 

Gulllermo  Cardfe,  El. 

Hoyamala  Lechuza  ,  El . 

Joaquin  Oronoz  Rond6n,  El. 

Minima  Oronoz,   El. 

Mlrabales  Nleves,  El. 

M.  M6ndez  Llclaga,  HS 

Narclso  Rabell  Cabrero,  7-12 

Perchas  Rabell,  El. 

Perchas  Rosarlo,  El. 

Pledras  Blancas,  El. 

Pozas,  El. 

Pozas  Central ,   Ei , 

Ram6n  M.  Torres,  El. 

Robles  (Maria  S.  del  Rfo) 

Saltos  2,  a. 

Segunda  Unldad  Hato  .Arriba,   El.-JHS 

Segunda  Unldad  Hoyamala,   El. -IHS 

Segunda  Unldad  Maximlno  A.  &ilas,   El.-iHS 

Segunda  Unldad,  Saltos,  El.-'HS 

Sonador  1,  El. 

Whlttler,  n. 

Whittier  Anexo ,  El . 

Brumbaugh,  El. 

Felicia  1,  El. 

Jauca,  El. 

John  F.  Kennedy,  HS 

Manuel  Martin  Monserrate,   FHS 


•  Cod«    1    -^Sch>ol«   designated    for   both   Saclon«l    Defe..^e    and   National   Direct   Student  Loan   cancellation    benefits 
Coda    2    -    Schools   deilgnaced    for   National   Dafense    Student    l.n«n   cancallatloa  benefiC*   only 
Coda    3   -    Schools   dealgnated    for   National    Direct    Student    Loan   cancallatloa  baoaflCi  only 
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List  of  Schools  Determined  to  have  High  Concentrations  of 

jr  National  Defense  Student  Loan  and  Hational  Direct  Student  Loan  Cancellat i  ? r. 


Studen 

Penef, 


Locaticr. 


Santa  .aabel  (.Cent' 


Toa  Alta 


Toa  Baja 


Trujillo  Alto 


Irujillo  Alto  (Cont 

Utuado 
a  da,   n.-JHS 


Ollas,   □. 
Paso  Secc  ,    Ei . 
Pertuela  s  ,   O 
Playa,   □. 

Segunda  Unldad  Fla/lta 
Velazquez,   El. 
Galatero  Parcelas,  El. 
Jose  de  Diego,  El, 
Jos^  M.  del  Valle,  El. 
Jos^ Tabic  Morales,  JHS 
Luis  Munoz  Rivera,  El.. 
Manuel  Velilla  Cabrera,  El. 
Nicolas  Sevilla  Guemarez,   SHS 
Omz  Mango,  El. 

Quebrada  Cruz  Centre  NO.  2,  El.; 
Quebrada  Cruz  Parcela,  El. 
Secundmo  Dfaz,  El. 

Segunda  Unldad  Federlco  Degetau,  El.  JHS 
Violanta  Jimenez,     El, 
Vlrgiho  Morales,  El. 
Acaderr.ia  Anita,  El. 
Acddemia  Espfritu  Santo,  El. 
Campanulas,  El. 
Candelarlas  Arenas,  EI. 
Candelaria  Macum,  El. 
Escuela  Levittowns  2nda  Sec.  El. 
Escuela  Levittown     3ra.  Sec.   El. 
Escuela  Levittown     5ta  .  Sec.  El. 
Escuela  Levittown     5ta  .  Sec.  A,  El. 
Escuela  Levittown     6ta.Sec.  El. 
Escuela  levittown      7ma .  Sec.  El. 
Escuela  Villa  Kennedy,  El. 
Ingenio,  El. 

J.F.  Kennedy  (Levittown),  El. 
Jose  N.  I^ndr6n,  JHS-HS 
Dr.  Pedro  Albizu  Campos 
Luis  M.  Santiago,  El. 
Manuel  Ennque  (Palo  Seco) ,  EI. 
Marfa  L.  G6mez  (Levittown),  JHS 
Nuestra  SeSora  del  Canr,en,  El. 
San  Jose,  El. 

Segunda  Uniaad  Davila  Sempnt 
(Sabana  Seca),  El.-JHS 
"Segunda  Unidad  PSiaros,  El-JHS 
Villa  Gutierrez,  El. 
Villa  Martsol,  El. 
Abraham  Lincoln,  El. 
Adelina  HemSndez,  El. 
Andres  ValcSrcel,  JHS 
Antilles  Military  Academy,  El,  JHS, SHS 
Baldonoty  de  Castro,  El. 
.Colegio  Santa  Cruz,  El, JHS,  KS 
Eugenic  Marfa  de  Hostos,  JHS 
Insular  Home  for  Girls,  El.  JHS 
Jesiis  Silva,   El. 
Jesfls  T.  Piflero,  El. 
Jos6  F.   Dfaz     El. 
Jos6  J.  Acosta,  El. 
Jose  P.  Morales 
Juan  J.  Osuna,  El. 
Lagos  Alto,  El. 
Medardo  Carazo,  HS 
Paul  G.  Miller,  El. 
Ram6n  T.  Col6n,  El. 
Segunda  Umdad  Aleiandro  Tapia     El-fHS 


'd) 


Vega  Alta 


Vega  Baja 


froa  Low-Incoae  Faailies 
s  for  the  1976-77  and  1977-76  School  Years 


Code   »     School   Na 


Segunda  Unldad  Rafael  J.  Cordero,  El,  JHs 

TuUo  Lamnaga,  El, 

Angeles  Altura,  El. 

Angeles  Corcho,  El. 

Armeies  Cord6n  del  Rfo,  El. 

Arenas  Abajo,  El. 

Arenas  del  Guano,  El. 

Cayuco,  El. 

Consejo,  El. 

Don  Alonso  Abajo,  El. 

Don  Alonso  lim6n,  JHS 

Felix   Seijo,  El. 

Francisco  Ramos,  JHS 

Arenas  Pellejas,  El. 

JScanas,  El. 

Las  Palmas ,  El. 

Luis  M.  Rivera,  HS 

Marfa  Libertad  G6mez,  El. 

Monserrate  Moreno,  El. 

Paso  Palmas  1,E1. 

Paso  Palmas  Canalizo,  El. 

Paso  Palmas  Jauca,  El. 

Rfo  Abajo  1,  El-JHS 

Roncador  Arriba,  El. 

S5bana  Grande  Abajo,  El. 

Sabana  Grande  Arriba,  El. 

Salto  Abajo,  El. 

Santa  Isabel  2,  El. 

San  Miguel,  El,  JHS,  SHS 

Segunda  Unldad  Angeles,  El,  JHS,HS 

Segunda  Unload  Caguanas,  El,  JHS 

S.U.  Marta  Lafontaine,  El-JHS 

Segunda  Unidad  Mameyes,  El-JHS 

Segunda  Unldad  Salto  Amba,  El,  JHS 

TetuSn  1,  EI. 

TetuSn  3,  El. 

Vivi  Abajo,  El. 

Vivi  Arriba,  El-JHS 

Apolo  San  Antoruo,  HS 

Bajura  Almitante,  El. 

Don  Antonio  Paoli ,  El. 

Elemental  Urbana,  El. 

Espinosa  Adentro,  El. 

Concepci6n  Calder6n,  El. 

Intermedia  Urt)ana,  El. 

Mavilia,   El. 

Sabana  Brefias,  1-8 

Cerro  Gordo,  El. 

SSbana  Hoyos ,  El. 

Rafael  HemSndez,  El. 

Segunda  Unidad  Maricao,  El.  JHS 

Almirante  1,  Sur,  El. 

Almirante  2,   Sur,   El. 

Almirante  Central,  El. 

Almirantito,   El. 

Cabo  Canbe,  El. 

Centre  Comunal ,   El. 

Colegio  Nuestra  Sertora  del  Rosarlo,   1-8 

Dr.  JestJs  M.  Armaiz  (Carmellta) ,  El. 

A.Tgei  Martfnez  Sandfa,  JHS 

Rafael  Hernandez,   El. 

Jos6  de  Diego,   El . 

Jos^  Gualberto  Padilla,  El. 

Lorencita  Rarr.frez  de  Arellano, 

de  Ferre  ,   E  ; . 


Code    1    -    Schools   designated    for   both   National    Defense   and   National 
Code   2    -    Schools   designated    for   National    Defenae   Student    Loan   cance 
Code    3   -    Schools   designated    for  Natlooal   Direct   Student    Loan  cancel 


Direct    Student    Loan   cancel !  at  lc>r! 
llatlon   benefits   onlv 
latlon   benefits   only 
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PylRJL-iitQ- — — —  <,^,,^-n^a   fro-  Low-Income  PamilieB 

St   or  Sc^<^s.^^r^^^oJ^^^^^^-^X^^;^;^^^  ^  ..T^-TT   .n.   I^TT-TS  SCooX   .ea.3_ 

.udent   Loan  and  National   Direct   stuae.-t    u^an    -"^ mHe  »     School   Name  . — 

ode   •     P-'      -    ■••i-'"^  ~ 


Vega   Baja    (Cuni'd) 


Vieques 


VUlalba 


•^A 


Yabucoa 


•  Cod* 
Co<J« 
Co<l« 


Luis  v..  Riv.T-3,    (.-M^arroiMa  I,)  -i. 

Manuel  Ne'jr6n  CoUszo  (Sabana)  ,   El. 

Manuel  Padilla  DSvUa  (Paerto  Nuevci 

Parcelas  M^rq^iez,  ^i. 

Eugenlo  Marfa  de  Hostos 

Quebradas  Arenas     ;.l. 

Rosa  M.  Rodrfguez  del  Valle,  El. 

San  Vicente,  El. 

Segunda  Unldad  Almirante  Norte,  li-JHc 

S.  U.  Manuel  Martfnez  DSvila 

Superior  Uno  Pidr6  R-.vera     H^S,   H3 

Trocha,   T.l . 

Ernesto  Ros^rio  Soto,   El. 
Esperanza,  El. 
Eugenic  Marfa  de  Hostos   ■-!. 
Extenst6n  Robinson,  El. 
Franklin  D.  Roosevelt,  El. 
GermSn  Rleckehoff,  JHS-HS 
Jos6  Celso  Barbosa,  El. 
JosSGautler  Benftez,  El. 
Mercedes  Luis,  El. 
Monte  Santo,  El. 
Playa  Grande,  El. 

Segunda  Unldad  Vocacional,  El-JHS 
Victor  Duttedl,  El. 
Vieques  Island  Mission,  El. 
Aceituna,  El. 
Apeaderos,  El. 
Camarones,  El. 
Caonlllas,  El. 
CasUla  U  J.liti,  E 
El. 


Ydbucoa    (Cont'd) 


Yauco 


r  1 


Pi  no, 


El. 


-IH3 


H; 


Cerro  Gordo, 
Ghlch6n,  El. 
Dajaos,  El. 
HatiUo,  El. 
Hlguero,  El. 
Jagueyes,  El.; 
Jose  GonzSlez  Giriorio     ^.- 
JuUo  OUvleri,   JHS 
Llm6n,  El. 
Mogote,  El. 

Nuestra  Seftora  del  Carraen 
Palmarejo,   1-8 
Palmasola,  El. 
Semil  IV,  e;. 
Segunda  Uniiai  ^1 
Slerrita  .   '^^  i . 
Superior  Urbana 
Vista  Alegre,  El. 
Walter  Mcjones  ,   El. 
Walter  Mcjones,   FHS 
Aguacate  Adentro,  El. 
Aguacate  Arrira ,   "1. 
Barrio  G jano.  El. 
Calabazas  Aoa'O,   El. 
Calabazas  Adentro,   El 
Calabazas  .^SjTioa,  Ei. 
Calambre.'.as  ,   Ei. 
Centre  de  Ed..caci6n  y 
El  Nejro,   El. 
Guardarraya,   El. 
Guayaoo,  El. 
Jacanas  Acajo,  EI-IH3 
lacarias  Granja,  El. 
I        lalT-.e  C.  Rodriguez,   El.  ^ 

school.    d..lga*ted    for   S-tion.l    D^fen.e   St^.nt    Lo.n   "'^•11«'1°».^^!'   ^'^^J^" 
,    school,    de.lga-ted    for   N.tlot,.!   Direct    St^ent    Loan   c.c...,',  -     <«    •    ...    only 


Trabajo,  El-fHS,  HS 


Jos6  F.  Clntr6n  y  Anexo,  El. 
Juan  MartCn,  El. 
Luis  Mufloz  Rivera,  JHS 
Parcelas  Martorell,  21. 
Parcelas  Trinlda.d,  El. 
Pledra  Azul,  El, 
Pledra  Blanca,  El. 
Playa  GuayanSs,  El. 
Quebradlllas  Afuera,  El. 

Santa  Elena,  El. 

Segunda  Unldad  Aquacate,   -'"J"^ 
Segunda  Unldad  Camlno  Nuevo,   El-JHb 
Segunda  Unldad  Guayabota ,  El-JHS 
Segunda  Unldad  Limones,  El-JHS 
Segunda  Unldad  Luis  Mufioz  R-.vera 

Oaqueves) , 

Segunda  Unldad  Playlta ,  El-JHS 

Segunda  Unldad  Tejas  Afuera,  El-JHS 

TeJas  Adentro,  El. 

Teodoro  Agullar  Mora,  HS 

Varsovia,  El. 

Aguas  Blanca s.  El. 

Algarrobos,  El. 

AlmSclgo  Alto,  1,  El. 

AlmSclgo  Alto    2,  El. 

AlmSclgo  Bajo  2  (Parcelas),  El. 

AlmSclgo  Bajo  1,  El. 

Bda.  Uuberas,  El. 

Cambalache,  El. 

GoUores  1,  El. 

Collores  2,  El. 

Diego  Hernandez  4  (Couti) ,  El. 

Ernesto  Ramos  Antonini,  HS. 

Escuela  Vocacional  de  Yauco,  H.S. 

EmlUano  J.  Dfaz,  El. 

Fralles,  El. 

Jacanas,  El. 

Josefa  Gdtala,  El. 

Lucy's  Kindergarten,  El. 

Luis  Mufioz  Rivera  ,  El . 

Mogotas ,  El . 

Naranjo  4,  El. 

Naranjo  1,  El. 

Naranjo  3,  El. 

Nuestra  Seftora  del  Rosario,  El-JHS-HS 

Palomas,  El. 
Quebradas,  EI. 

R.  Martfnez  Nadal,  EI. 

Elvira  Vicente ,  JHS 

Rancheras  1,  EI. 

Rancheras  2,  El.       • 

Rancheras  4,  El. 

Resldenclal  Santa  Catallna,  El. 

Rfo  Cartas  1,  EI. 

Rfo  Caflas  2,  El. 
•   Rfo  Prleto,  El. 

Rublas  Km.  21,  EI. 

Rublas  Km.  25,  El. 

Santiago  Negroni,  JHS 
'  Segunda  Unldad  de  Barnas     El.  JHS 


Puerto  Rico  contlaued  on  next   page 


latlon    txneflt. 
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Ust   of  Schools  Determined  to   have   High   Ccr.centrations   of  Students   from  Low-Income  Families 

For  National  defense  Student   Loan  and  Hatlonal  Direct   Student   Loan  Caacellaticn  Benefits   for  the  1976-77  and  197T-78  School  Yea 

Location  Code  ^     School   Name  Location  Code   *  School  Hace  '^  — 

Yauco    (cont'd)  ^  Segunda  Unldad  Duey,   El.   JHS  Yauco    (cont'd)  1  Susua  Alta    (palmita)      El 


Segunda  Unldad  Vegas,  EI. JHS 

Sierra  Altai,  EI. 
Sierra  Aita  3,  4,  6,  El. 


Vegas,  El. 

Vegas,  Km.  17,  El. 

Yauco  Connercial  College,  SHS 


For  National 


location 


TRUST  TERRITORY  OF  THE  PACIFIC   ISLANDS 
List   of  Schools  Determined  to   have  High  Concentrations  of  Students 
Defense  Student   Loan  and  national  Direct  Student   Ljan  Cancellation  Benefits 

Code 


Schc 


Name 


Location 


Code 


Marianas 

District 


Mflrshalls 
District 


Agrigan    El. 
Chalan    Kanoa    EX 
Garapan    EL 
Hopwood    EL-JH? 
Marianas    HS 
Mount    Camel    EL-HS 
Oleai    EL 
Pagan   EL 
Ret  a    EL-HS 
San   Antonio    EL 
San   Roque    EL 
San   Vicente    EL 
Tanapag    EL 
Tinian    EL-JHS 


Marshalls 

District 
(Cont'd) 


(Alinglaplap) 
(Maloeiab) 
Protestant 


Aen  EL 
Aerok  EL 
Aerok  EL 
Aerok  El. 
Ailuk  EL 
Ajeltake  EL 
Arno    EL 

.Assumption    EI.-HS 
Aur    EL 
BikareJ    EL 
Bikini    EL 
BuoJ    EL 
Calvary   Bib 
Carlos    EL 
Dalap    EL 
Ebaden   EL 
Eheve    EI 
Ebeve    rhrl? 
Ebon    EL 
Enejet    EL 
Enekoln    EL 
Enniburr    EL 
laiiel    EL 


nstitute   HS 


an    EL-HS 


Inro 
Imro 


EL 


Palau 
District 


re  test  ant    EL 
Ine   EL 

Ine   Protestant    EL 
Jabat.  EL 
Jabor   EL 
Jaluit   EL 
Jalult   HS    (Atoll) 
Jang    EL 
Jebal    E;_ 
Jeb    EI 
Kaben    EL 
Kilange   EL 
Kllll    EL 
Lae    EL 
Laura    EL 

Laura  Protestant    EL-HS 
Lib   EL 
Likieb   EL 
Llklal   EL 
Loen    EL 
Longar    EL 
Long    Island    EL 


Lov-Income  Families 

the  1976-77  and  1977-76  School  Years 


School  Name 


^'   I        lll^ll   f    ^"''^V'      "^    ^^^    "'^^  —  l    ^f"»^  ££d    National    Direct    Studen 
Cod.   3    -    School,    de.lga.ted    for   National    Direct    Student    Loan   c.aceH.tlon    benefl 


LukoJ    EL 

Lukonuor   EL 

Mae   EL 

Ma j kin    EL 

Majuro   Cooperative   EL 

Marshall    Islands   HS 

Marshalls    Christian  HS 

Matclen   EL 

Mejatto   EL 

Mejilt   EL 

Mejurirok   EL 

Mllll    EL 

Nallo   BL 

Naadrlke  EL 

Namu  EL 

Naniej    EL 

Nibun   EL 

Ollet    EL 

Rita   EL 

Rcngelap    EL 

Seventh   Day  Adventlat  EL 

St.    Joseph   EL 

Tobal    EL 

Toke   EL 

Tokewa   EL 

Tutu  EL 

TJJae  EL 

UJelang   EL 

niien   EL 

Ullga  Protestant  EL-rHS 

Utdrik  EL 

Woja   EL 

WonaeJ    EL 

Wotje   EL 

Wotto      EL 

Aimeliik   EL 

Anga-;:-    El 

-^  1  r  a  1     :~. 

Bethanla 

Choll    EL 

GBBaus    HS 

George  B.   Harris   EL 

John   F.    Kennedy    EL 

Koror   EL 

Marls    Stella  EL 

Melekeok    EL 

Meyuns    ET 

-Hindezer.tv    it 

Ngaraarc    K'. 

Ngarchel  ong    FL 

Ngardasu    EL 

Ngaremlengui    EL 

Ngatpang    EL 

Ngcheaiangel   EL 

Ngchesar    EL 

Ngersuu:    EL 

Nglwal    EL  *°- 

Ngkeklau  EL 

Ollel    EL 

Palau   HS 

Palau   Mlssi 


r.ary    EL-HS 


A .  a  c  enjv 


t    Loan    cancellation    Beneiit* 
It.    only 
t.   only 
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NOTICES 

TRUST  TERRITORY  OF  TH^  PACIFIC  ISLANDS 
List  of  Schools  Determined  to  have  High  Concentrations  of  Students 
list;  oi  £3i.u<juj.=. <,*„^„,.  r^.n  r.«rpllation  Benefit 


For  National 
IjQcation 


Tint    of   Schools    ueT,ermiiicii    ou    i.™.>.    ..*o-- 

Defense  Stint  I^a^^^ndJiationaT  Direct  Student_L^an^^ac,il.il°n-J^ 
-^^^   ,  g^^^^j^  ^^g  Location _ 


from  Low-Income  Families 
for  the  1?T<^"'"'^  ""^  ^9T7 


Palau 

District 

(Cont'd) 


Ponape 
District 


Truk 
Diiftri«t 


EL 


Palau   SDA  EL 

Peleliu  EL 

Pulo-Anna   EL 

School   of    the  Pacific  HS 

Sonsorol   EL 

Tobi   EL 

Awak  EL 

Christ    Che  King   EL 

Enipeln    EL 

lohl   EL 

KaplngaT.ara-.gL 

Klnakapw   EL 
Kolonia  EL 
Kusaie  HS 

Lelu  EL 

Lewetik  EL 

Likie  EL 

Lohd  EL 

Lukop  EL 

Malem  EL 

Hand  EL 

Mokil   EL 

Mwand  EL 

Nan-Uh  EL 

Nett   EL 

Ngatik  EL 

Nukuoro  EL 

Ohmine  EL 

Our  Lady  of  Meicy  EL 

Palikir  EL 

Parem  EL 

PATS  HS 

Pehleng  EL 

PICS  HS 

Pingelap  EL 

Rohi   EL 

Rohn-Kitti  EL 

Saladak  EL 

Salapwuk  EL 

Sapwalap  EL 

Sapwehrek  EL 

Seinwar  hi. 

Sepere  EL 

Seventh  Day  Advent ist  EL 

Sokehs   EL 

Sokehs  Pah  EL 

Tafunsak  EL 

Takui  EL 

Tenwen  EL 

Utwe  EL 

W.ilung   EL 

Wapur  EL 

Wenik  EL 

Wone  EL 

Ettal   EL 
Etten  EL 
Eot  EL 
Faichuk  HS 
Fananu  EL 
Fanapanges   EL 
Fano  EL 
Fai'o  EL 
Faro   Annex  EL 
Fason  EL 
Fason  Annex  EL 
Foupo  EL 
Foupo  Annex   EL 
Iras  EL 
Kuchuwa   EL 
Kuttu  EL 
Losap  EL 


Truk 

District 

(Cont'd) 


Tap 

District 


-T"  '^'-hool  Ye«rg 


•     School  Name 


Lukiinor  EL 
Magur  EL 
Messa  EL 
Hessa  Annex  EL 
Moch  EL 
Moen  JHS 
Mortlocks  JHS 
Murilo  EL 
Mwan  EL 
Naaa  EL 
Naaoluk  EL 
Neauo  EL 
Nechap  EL' 
Nethon  EL 
Nomwin  EL 
Onary  EL 
Oneop  EL 
One  EL 
Parem  EL 
Pata  EL 
Pis-Losap  EL 
Pis->4Den  EL 
Piswach  EL 
Polle-Annex  EL 
Polle-Sapuo  EL 

Paulap  EL 

Pulusuk  EL 

Puluwat  EL 

Romanum  EL 

Rue  EL 

Sapore  EL 

Sapuk  EL 

Satawan  EL 

Sino  Memorial  EL 

Southern  Namoneas  EL 

St.   Cecilia  EL 

St .   Julia  EL 

St.   Thomas  EL 

Ta  EL 

Tamatam  EL 

Tiuk  HS 

Tsis  EL 

Udot  EL 

Ulul  EL 

Ihian  EL 

Ltaan  Annex  EL 

Uman  Annex -Nepon  EL 

Weipat  HS 

West  Fefan  £L 
Wonei  EL 
Wonip  EL 
Xavier  HS 

Asar  EL 
Bael     EL 
Dalepibinaw  EL 
Eauripik  EL 
Pais  EL 
Falalis   EL 
Falalop,   Ulithi   EL 
Falalop,  Woloai  EL 
Fanif  EL 
Faraulap  EL 
Fassarai  EL 
Gaanelay  EL 
Gagil   EL 
Ifalik  EL 
Kanifay  EL 
Lamotrik  EL 
Map  EL 

rust   Territory  of    the   Pacific   Islands 
continued  on  next   page 


Ccxie  1  -  Sc'-uo'.s  desUaated  for  ->otn  National  r>e'ense  and  "^Jtlonal  Dlrec 
Cod*  2  -  Schonla  deslgoated  for  National  D«feise  ^tjder^-:  L  in  cancellatl 
Coda    3    -    Schools    designated    for   National    Direct    Scjden:    l,o«      :!».,e"'. 


t   Student   Loan  cancellation   benefits 
on   benefits  only 
.;   eflts  only 
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List  of  Schools  Cfterair.e 
For  National  Defense  Student  Loan  acr  Nation a 
Location  Code  •  School  .7^         ~ 


TRUST  TERRITORY  OF 
;>j  have  High  ;?ncer* 


lAl 


Direct   StuCer.-. 


:sLis:s 

t-ients    froa   Low-Income  Families 


ion   Benefits   for  the   1976-77  and  19T7-T8  School  Years 
-ode   *     School   Same 


Yap 

District 

(cont'd) 


•^ogmog  --L 
Scrth    Fani£    kL 
Outer    Islands   HS 
Rmnug   EL 
Satawal   EL 


(Cont'd) 


>t .  Mary  EL 
Tomilang  EL 
Wottegai  EL 
Yap  HS 
Yap  JHS-EL 


VIRGIN  ISLANDS 


List  of  Schools  Determined  to  have  High 


For  National  Defense  Student  Loan  and^ationa 


1    m-».oot 


^  +  ij'^  fsri  • 


Concent 

Lear. 


-Bticns   of  Students   from  Low-Incoaie  Families 


:el  .  at :  ^r.  Benef 


Location 


Code 


School  Hcune 


St.  Croix 


St.  John 


Alexander  Henderson  £l  {Concordia  EL; 

Alfredo  Andrews  EL  (Fredenberg  EL; 

Central  HS 

Charles  Emanuel   EL 

Claude  0.   Markoe  EL 

Claude  0.  Mari^oe  J^^S 

Elena  Christian  JhS   (Christtansted  JHS) 

Eulalie  Rivera  EL   (Grove  Place  EL) 

Juanita  Gardine  £L    (Christiansted  EL) 

Lew  Muckle  EL    (Sion  Farm  EL) 

Pearl   B.   Larsen  EL   (St.   Peter's  EL) 

St.  Mary's  JHS 

Seventh  Day  Adventist  JHS 

Strawberry  Hill    EL 

Theodora   Dunbavin  EL   (Princesse  EL) 


Guy  Benjamin  Ll   (Franklin  EL) 
Julius  Sprauve  EL-JHS 


St. 


the    :p"^6-"^""    tv.i    :p"'T-78   School   Years 
Tc  hov  -    Name 


Apostol  ic    'a" th  EL 
Bethel    Baptist   EL 
CaHar_.    r,a;f  St   EL 
Char'cttf-   ^r^■  -.e  HS 

:oniTw^Cc-:   jdce  EL 

Dober  EL 

E.   Benjamin  Oliver  EL 

Evelyn  Marcel  11  EL 

Gramt)oko  EL 

Ivanna   T     *ea^   HS   (xazareth  EL) 

J.   Ante-':   .a-. is  EL   (Lincoln  EL) 

Jeffers.,^   i-nex   EL 

Jef ^ersD"-    ~'-'.'  1  les   EL 

Joseph  Gonez  LL    (Tutu  EL) 

Joseph  S-bbly  EL   (Merrick  EL) 

Kirwan  Terrace  EL 

Lockhart  EL 

Madison  EL 

Nisky   EL 

"eace  Cores  EL 

Its.  ►ete-  and  Paul  HS 

Seventh  uay  Adventist  JHS 

Tuitt  EL 

tliy.e  Aspinall    JHS 


♦   Code    1    -    Schoc'ls    designated    for    !x5th    National    I>f?-?e    and    Nation*'.    Direct    Stjdent    Loan 
Code    2    -    Schools    designated    for   National    Defe-.se    -r  jdent    Loan   cancellation    benefits    or.l 
Code    3    -    Schools    deslgtiated    for    National    Direct    Student    Loan    cancellation    benefits    onlv 


rancellatlon   benefits 
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would  you 
liko  to  know 

W  any  changes  have  been  made  in 

certain  titles  of  the  CODE  OF 

FEDERAL  REGULATIONS  without 

reading  the  Federal  Register  every 

day?  if  so,  you  may  wish  to  subscribe 

to  the  "Cumulative  List  of  CFR 

Sections  Affected,"  the  "Federal 

Register  Index,"  or  both. 

Cumulative  List  of  CFR  Sections  Affected 

;io.oo 

per  year 

e    Cumulative  L>st  of  CFR  Sections 

A*tecteci    ss  designed  to  lead  users  of 

the  Code  of  Federal  Regulations  to 

a^-'endatory  actions  published  in  the 
f  eaerai  Register,  and  is  issued 

-^-o"th;y  '^'--  cumulative  form.  Entries 
■nC'ca'e  '"^e  -^atui^e  of  the  changes. 

Federal  Register  Index     $8.00 

per  year 

Indexes  covering  the 
tents  of  the  daily  Federal  Register  are 
ued  moi^thiy  quarterly,  and  annually. 
nfies  are  earned  primarily  under  the 
s  c  tne  issuing  agencies.  Significant 
lects  are  earned  as  cross-references. 

A  finding  skJ  is  included  in  Mch  pubtication  which  lists 
Ftd«r«l  Register  page  numbers  with  the  dete  of  publication 

in  the  Federal  Registar. 

Note  to  FH  Subscribers:  FR  Indexes  and  the 

•  Cumulative  L.st  0*  CFR  Sections  Affected"  will  continue 
to  b«  ma  led  ♦ree  o'  charge  to  regular   FR  subscribers. 


ikiuniiiiiiiiinniiiiiiiiiiimM*"M»"i"«""*""""V 


S!.*'pl.^;S:^<?'oocument..  U.S.  Qovemment  Printing  Office.  W..hin.ton.  DC      20.02 

There  is  enclosed  $ /or «jbscription(s)  to  the  publications  checks)  tjelow: 

_     CUMUIATIVI  LWT  or  cm  SecnOHS  HTZCTJD  »10.00  .  y~r  domestic;  %12M  forelsn} 
FCDCKAL  WW8TDI  INOO  ($»4»  a  year  domestic;  $1000  h>re4«n) 


Neme. 


Street  Address . 
City 


State 
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■     Make  cheek  p*yM»  to  th*  Superintendent  of  Documents 
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highlights 


PRIVACY  ACT 

OFR    announced    publication    guiOei'nes    *cr    ine    191'; 
compilaticn    on    Friday,    April    8,     1977    (42    f"R     1S760) 
Agencies   are    reminded    to   ccnsuit    t'\:T    'SSi.e    'egardmg 
their  publication    responsibilities 


SUNSHINE  ACT  MEETINGS    28660     j 

i 

MEDICAL  ASSISTANCE  PROGRAMS 

HEW/HCFA   prescribes   State   procedijres   1^r    certifying 

intermediate  care  facilities  for  menta!  y  retarded,  effec 

tve  7-1S-77  (Part  III  of  this  issue)  28699 

HOME  HEALTH  SERVICES 

HEW/PHS  revises  program  require"iertb  for  grants, 
effective  6-3-77  (Part  II  of  this  issue)      28691 

VIRUSES  AND  SERUMS 

USDA/APHIS  amends  label   require^nents  for  modified 

live  rabies  vaccines;  effective   12-31-77 28519 

USDA 'APHIS  proposes  potency  test  to  be  met  bv  bio 
logical  products  containing  certain  bacterirs  arra 
bactenn-toxoids  (2  documients;    comr^ients  ■:>   9-". -^7     28548, 

28549 

NEW  DRUGS 

hEW/FDA  refuses  to  approve  ^se  ot  c..t'v,rct;a       28602 

ANIMAL  DRUGS 

HEW/FDA  app'-oves  safe  and  effective  use  o^  certain 
drugs  fc  dogs  a'^d  certain  premuies  ot  heater  feeds  (3 
docu.-entsi     effective  6-3-77     28534,   28535 

FOOD  ADDITIVES 

HEW/ FDA  files  applications  to !■  foodpackagmf:  ad'^es  v-es 

and  GRAS  sweeteners   (2  docume-tsi  28601,   28624 

FOOD  CONTACT  SURFACES 

HEW/FDA  apT'oves  ce.^am  styrere  block  polymers  as 
componer-.ts  of  pressure  sensitive  adhesives;  effective 
6-3-77,  ccn,,-rier-,ts  by  7-&-77    28533 

FOOD  INGREDIENTS 

HEW/FDA  announces  opportunity  fcr  puDhC  nearmg  on 
safety  of  certain  ingredients  28600 

FOOD  STAMP  PROGRAM 

USDA/FNS  amends  procedures  fc  not'*yi^g  nc.jsef^oids 
of  adverse  action  and  continuing  benefits  perdng  fair 
hearing;  comments  by  7-5-77   28516 

^^mmmmmimmmmma^^^mmmim^^m^^m^^^t  CONTINUED   INSIDE 


remindefs 

(The  Items  In  this  list  were  editorially  compiled  as  an  aid  to  Federal  Register  users.  Inclusion  or  exclusion  from  this  list  has  no  legal 
•Ignlflcance.  Since  this  list  Is  intended  as  a  reminder,  it  doe^  not  Include  effective  dates  that  occur  within  14  days  of  publication.) 


Rules  Going  Into  Effect  Today 


FCC — Maritime  services;  stations  on  land 
and  shipboard  and  Alaska  public-fixed 
stations  (2  documents). 

22869,  22872;   5-5-77 

HEW — Nondiscrimination  on  the  basis  of 
handicap  in  programs  and  activities  re- 
ceiving or  benefiting  from  Federal  finan- 
cial assistance  22676:  5-^-77 


HUD/FHC — Disbursement  of  mortgage 
proceeds  for  construction  items;  de- 
ferral of  effective  date 13112; 

3-9-77 

DOT/FAA — Standard  instrument  approach 
procedure  for  use  at  Byerley.  Lake 
Providence,  La 21609;  4-28-77 


List  of  Public  Laws 


Note:  No  public  bills  which  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register    for    inclusion    in    today's    List    of 

Public  Laws. 


AGENCY  PUBLICATION   ON    ASSIGNED   DAYS  OF   THE  WEEK 

The  SIX  month  trial  fienod  ended  Aj.:us*  6    The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice   41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT    COAST    GUARD 

USDA    APHIS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT    NHTSA 

US DA, ■  FN S 
USDA/REA 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 

DOT/OHMO 

CSC 

DOT 'OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
folloAing  the  holiday. 

Comments  on  this  program  are  sti'l  inyited  Comments  should  be  submitted  to  the  Dayof-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register.  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration,  Washington,    D.C.    20408, 


ATTENTION:  For  questions,  corrections,  or  requests  for  information  piease  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


in 


O 

1 


>  . 
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Published  dallv  Monday  through  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
hoUdavs^  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
^dminlstratlon,  Washington,  DC  20408.  under  the  Federal  Register  Act  (49  Stat  500,  as  amended;  44  U  S.C, 
Ch  15)  and  the  reg^Uatious  of  the  Administrative  Conunlttee  of  the  Federal  Register  (1  CFR  Ch.  I)  Distribution 
IS  made  onlv  bv  the  Superintendent  of  Documents,  VS.  Government  Printing  Office,  Washington,  D  C   20402 


The  FEOER^'  REGISTER  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
bv  Federal  agencies  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agencv  documents  havmg 
Lreral  appncabUlty  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federa.  agency 
do!?umerrt^  of  public  interest  Documents  are  on  file  for  public  Inspection  In  the  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  nung  is  requested  by  the  Issuing  agency. 

The  FEDERAL  REGisTFR  Will  be  furnished  bv  mall  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  «50  per  year  payable 
in  advance  The  charge  for  Individual  copies  Is  75  cents  for  each  Issue,  or  75  cents  for  each  group  of  pages  as  actually-^  bound. 
Rei^t  Check  or  money  order,  made  payable  to  the  Superintendent  of  Documents,  VS.  Government  Prmtlng  Office.  Washington. 
DC    20402 

There  are  no  restrictions  on  the  republication  of  material  appearing  In  the  Pedeti.m  Registts. 
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INFORMATION  AND  ASSISTANCE 

Questions  and  requests  for  soecific  information  may  be  directed  to  the  fcilowmg  numbers.  General  inquiries 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO) 

Subscription  problems  (GPO)  

"Dial  ■  a  ■  Regulation"  (recorded 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling  of  docjm.envs  for 
publication. 

Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR) 

Finding  Aids 


202-783-3238 
202-275-3050 
202-523-5C22 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5265 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders   ana   Proclama- 
tions. 

Weekly  Comp!iat:Qn  ci  Presidential 
Documents. 

Public  Papers  cf  the  Pres. dents.... 

Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects 


523-5233 

523-5235 

523-5235 
523-5235 

523-5237 
523-5237 
523-5237 
523-5237 

523-5230 

523-5240 

523-5240 


HIGHLIGHTS — Continued 


PUBLIC  EDUCATIONAL  SERVICES 

HEW/OE  proposes  program  for  grants  to  State  agencies 
for  Indochinese  refugee  children,  comments  by  7-5-77 
(Part  IV  of  this  issue) 28705 

INTERNATIONAL  TRAFFIC  IN  ARMS 
State    proposes    establishme'^t    cf    procedures    to    con- 
trol  sale  and   export   cf   defense   articles   and   ser\.'ices 
from  the  United  States:  comments  by  7-5-77 28551 


HIGHWAY  SAFETY 

DOT/FHA   sets   forth    regulations   for   Safer   Off-System 
Roads  Program;  effective  5-19-77 


28535 


MOTOR  CARRIERS 

ICC  proposes  proceedings*  to  allow  economically  dis- 
advantaged persons  to  better  compete  for  shipments 
by  government  agencies  and  departments;  comments 
by  S-2-77  28560 

EQUAL  EMPLOYMENT  OPPORTUNITY 

FRS  amends  procedures  for   process. .-^g  complaints   of 
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rules  one)  regulations 


T'-is  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  having  general  applicability  and  legal  ettect  most  of  which  are 
i-eyea  to  and  codified  in  the  Code  of  Federal  Regulations,  which  is  published  under  50  titles  pursuant  to  44  U  S.C.  1510. 

The  Code  c'  Federal  Regulations  is  sold  by  the  Superintendent  of  Documents.  Prices  of  new  books  are  listed  in  the  first  FEDERAL 
REGiSlLR    ibsue   of   each    month 


Title   5 — Administrative   Personnel 
CHAPTER  I — CIVIL  SERVICE  COMMISSION 

PART  213— EXCEPTED   SERVICE 
Department  of  Agriculture 
AGENCY:  Civil  Service  Coir.mission. 
ACTION:  Final  rule. 

SUMMARY:    This   amendment  reflects 

the  following  title  changes  imder  Sched- 
ule C:  from  two  Confidential  Assistants 
to  the  Assistant  Secretary  for  Market- 
ing and  Consumer  Services,  to  one  Con- 
fidential Assistant  to  the  Assistant 
Secretary  for  Food  and  Consumer  Serv- 
ices and  one  Confidential  Assistant  to  the 
Assistant  Secretary  for  Marketing  Serv- 
ices: and  from  Private  Secretary  to  the 
Deputy  Assisiant  Secretary  for  Market- 
ing and  Consumer  Services,  to  Private 
Secretary  to  the  Deputy  Assistant  Secre- 
tary for  Food  and  Consumer  Services. 
This  change  reflects  the  current  title 
of  the  superior. 

EFFECTIVE  DATE:   June  3,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

William  Bohling,  202-632-4533 

Accordingly,    5    CFR    213.3313(a)(9) 

and  '32'  are  amended  to  read  as 
follows 

§  213.,'53  l.'J       Departmrnt    of     \grirulturr. 

(a)    Office   of   the   Secretary.   '    •    - 

(9)   One  Confidential  Assistant  each  to 

the   Assistant   Secretan*"   ior   Food   and 

Consum.er    Services    and    tlie    Assistant 

Secretary  for  Marketing  Services. 

-.■  ^  *  »  • 

(32 >   One    Private    Secretary    to    the 
Deputy  Assistant  Secretary  for  Food  and 

Consumer  Services. 

(5  use.  330!,  3302:   EO  10577.  3  CFR  1954- 

19S8  Comp  ,  p,  218  i 

U.MTED    ST.^.  rE.S    Cl'.  IL    SERV- 
ICE Commission, 
J.^MES  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 
jFR  Doc. 77-15440  Filed  5-2-77:8:45  am] 


PART   213— EXCEPTED   SERVICE 

Department  of  Agriculture 

AGENCY:    Civil  Service  Commission, 

ACTION:  Final  rule 

SUMM.ARY  T'ni.=  .■section  is  amended  to 
reflect  a  headnote  change  from  Office  of 
the  Under  Secretary  to  Office  of  the 
Deputy  Secretary   Th;.^  section  is  further 


amended  to  reflect  the  following  title 
changes  from :  Administrative  Office  and 
Private  Secretary  to  the  Under  Secre- 
tary, and  Confidential  Assistant  to  the 
Under  Secretary  to:  Administrative  Of- 
ficer and  Private  Secretary  to  the  Deputy 
Secretary,  and  Confidential  Assistant  to 
the  Deputy  Secretary.  Thus  change  re- 
flects the  current  title  of  tiie  superior. 


EFIECTIVL   DATE 


ne  3.    1977. 


FOR  FURTHER  INFOr^.MATIC-N  CON- 
TACT : 

William  Bohiing.  202-632-4533, 

Accordingly,  the  headnote  of  5  CFR 
213.3313  ic  and  (dd)  and  tcMiCi  are 
amended  to  read  as  follows: 

§213.3,'il3       l>.  partni.  nt    of     \t:ririilturr. 


'c)   Ojffice  of  the  Deputy  Secretary.  (1) 
Admiinistrative      Officer      and      Private 

Secretary  to  the  Deputy  Secretary. 

„..■»• 

(10)   One  Confidential  .Assistant  to  the 
Deputy  Secretary. 

(5  U.S.C.  3301,  3302;  EO  10577  3  CFR  :t-54- 
1958  Comp.,  p.  218  1 

United  States  Ciml  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 

[FR  Doc, 77-15441  Filed  6-2-77:8:45  am) 


PART   213— EXCEPTED    SERVICE 

Department    of   the    Navy 

AGENCY:  Civil  Service  Commis.ston. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  reflects  a 
title  change  from  Piivate  Secretary  to 
the  Secretary  of  the  Navy  to  Staff  As- 
sistant to  the  Secretary  of  the  Navy,  be- 
cause this  title  rnore  appropriately  re- 
flects the  duties  of  this  position. 

EFFECTIVE  DATE:  June  3    1977 

FOR  FURTHER  INF0R'.!,\T:0N  CON- 
TACT : 

William  Bohling,  202-632-4533. 

Accordingly,  5  CFR  213.3308'a)  (2)   is 
amended  to  read  as  follows : 
§213.3308      Doparlment    of    thr    Nnw. 
(a)   Office  of  the  Secretar.,     ■    •    ' 
(2)  One  Staff  Assistant  to  the  Secre- 
tary and  one  Private  or  Confidential  Sec- 
retary to  the   Under  Secretary  and   t-o 
each  Assistant  Secretary  of  the  Navy. 


(5  US.C    3301.  3302;   EO  10577,  3  CFR  1954- 
1953  Comp,  p   218.) 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 

|FR  Doc. 77-15439  FUed  6-2-77; 8  45  am) 

PART    213— EXCEPTED    SERVICE 
Depdrtr-if-nt  of  Ldtxjr 

AGENCY:  Civil  Service  Commission. 

ACTION:   Final  rule. 

SUMMARY:  This  section  is  amended  to 
show  that  one  position  of  Secretary 
(Stenot  to  the  Deputy  Assistance  Secre- 
tary for  Employment  Standards  is  ex- 
cepted imder  Schedule  C  because  it  is 
confidential  in  nature. 

EFFECTR'E    DATE:    June   3,    1977. 

FOR   P"l'RTHEH   !N' r-HN!  \TI0N  CON- 
TACT 

Wi;.;:im  Bohling.  202-632-4533. 

A,co:uiii«;ly,    5    CFR    213.3315<a)  (55) 
is  added  to  read  as  f ollows : 

S  213  3315      Drparlmeiil  of  Labor. 

a     Office  of  the  Secretary.'   •   • 
(55)  One   Secretary    (Steno)    to   the 
Deputy  Assistant  Secretary  for  Employ- 
ment Standards. 

(5  use.  3301.  3302;  EO  10577,  3  CFR  1954- 
1958  Comp..  p.  218  ) 

United  States  CniL  Serv- 
ice Commission. 
James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

(FRDoc.77-15745  Filed  6-2-77:8:45  am] 


PART    213 — EXCEPTLD    SERViCE 

ACT'ON 

AGENCY:  Civil  Service  Commission. 

ACTION:  Final  rule. 

S'JMM.^RY:  This  section  is  amended  to 
show  that  one  position  of  Confidential 
Secretary  to  the  Director  is  excepted  im- 
der Schedule  C  because  the  position  is 

confidential  in  nature. 

EFFECTIVE  DATE:   June  3.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  Bohling,  202-632-4533. 

Accordingly,    5    CFR    213.3359<t»     is 
added  to  read  as  follows ; 
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§213.33:.4      Anion. 

,  «  »  '  * 

(t»  One  Confidential  Secretary  to  the 

Director. 

(5  use.  3301,  3302;   EO  10577.  3  CFR  1954- 
1958  Comp  .  p  218.) 

United  St.\tes  Civil  Serv- 
ice   Commission. 
James  C  Spry. 

Executive  Assistant 
to  the  Commissioners. 
I FR  Doc. 77-15744  Filed  6-2-77. 8 : 45  am  | 


PART   213— EXCEPTED   SERVICE 

Department  of  Housing  and  Urban 
Development 

AGENCY.  Civil  Service  Commission. 
ACTION:  Pinal  rule. 
SUMMARY;  This  amendment  excepts 
from  the  competitive  service  under 
Schedule  C  one  position  of  Executive  As- 
sistant to  the  Assistant  Secretary  for 
Housing— Federal  Housing  Commission- 
er because  the  position  is  confidential  in 
nature. 

EFFECTIVE  DATE     June  3.    1977. 
FOR  FURTHER  INFORMA'HON  CON- 
TACT 

William  Bohling.  202-632-4533. 

Accordingly,  5  CR  213.3384ib)  (23'  Is 
added  a.';  .set  out  below ; 

fj  ZI.V.'l^Sl       n«piirtnu'm  of  Hou«inK  and 
I  rl(.tii  nc^rlopmenl. 

«  *,  «  \ 

(bi  Office  of  the  Assistant  Secretary 
for  Hoitsinp — Federal  Housing  Commis- 
sioner. '  *  ' 

(23>  One  Executive  A.ssLsiant  to  the 
Assistant  Secretary  for  Housing— Fed- 
eral Housing  Commissioner. 

(5  use.  3301.  3302.   EO  10577.  3  CFR   1934 
1958  Comp.  p.  218  ) 

United  St.-^tes  Civil  Serv- 
ice Commission, 
James   C.   Spry. 

Executive  Assistant 
to  the  Commissioners. 
(FR  Doc.77-15746  Filed  6-2-77.8  45  ami 
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FOR  FURTHER  INFORMATION  CON- 
TACT : 
Cynthia  Field.  Bureau  of  Policies  and 
Standards.  Civil  Service  Commission, 
1900  E  Street.  NW..  Washington,  D.C. 
20415 (202-632-5623). 
Accordingly.  5  CFR  752.104 >  a^ .  754.105. 
the   authority   statement   of   771,   771.- 
103' bi   and  771.110(bi  (3>   kre  amended 
10  read  as  follows: 

PART  752— ADVERSE   ACTIONS  BY 
AGENCIES 

§7.'>2. 104      GriitraUlaiulards. 

(a)  An  agency  may  not  take  an  ad- 
verse action  against  an  employee  covered 
by  this  part  except  for  such  cause  as  will 
promote  the  efficiency  of  the  service. 
Among  the  reasons  that  constitute  "such 
cause  as  will  promote  the  efficiency  of 
the  service"  for  this  purpose  are  the 
reasons  for  disqualification  of  an  ap- 
plicant listed  in  §  731.202fb>  of  this 
chapter.  These  reasons  may  be  based  on 
preappointment  factors  as  well  as  on 
postappointment  factors. 

V  •  »  •  » 

(5  use.  1302.  3301.  3302.  7701;  E.O.  10577. 
3  CFR  1954-19.'58  Comp..  p  218;  E.O.  11491. 
1  CFR  1966-1970  Comp  .  p  861  ) 


ADVERSE  ACTIONS  BY  AGENCIES  AND 
COMMISSION  AND  AGENCY  GRIEVANCE 
SYSTEM 

.A.GEN'CY:  Civil  Service  Commi.s.sion. 

ACTION :  Editorial  amendmenus. 

SUMMARY  Tills  document  amends  the 
retruhition  to  chanee  obsolete  references 
and  to  add  material  previou.sly  deleted 
in  error  Tlie  first  change  updates  an  ob- 
.solete  cros.s  reference  in  the  Civil  Serv- 
ice Commis.sion  regulation  on  adverse 
action  by  agencies.  The  second  change 
reinserts  two  paragraphs  deleted  in  error 
from  the  Civil  Service  CommLssion  reg- 
ulation on  adverse  actions  by  the  Com- 
mLs-sion  The  third  change  updates  an 
obsolete  agency  Atomic  Energy  Com- 
nus.'^ioni  reference  in  the  Civil  Service 
regulation  on  the  agency  grievance  sys- 
tem The  fourth  change  corrects  an  ob- 
solete cross  reference  in  that  regialation 
and  removes  an  Executive  order  which 
has  been  revoked  from  the  authority  for 
tliat  regulation 
EFFECTIVE  DATE    June  3,  1977. 


PART    754 — ADVERSE    ACTIONS    BY   THE 

COMMISSION 

§7ol.H).>       Appeal  riptil>. 

I  a)  An  employee  may  appeal  an  ad- 
verse decision  of  the  Director  to  the  Fed- 
eral Employee  Appeals  Authority.  The 
appeal  shall  be  in  writing  and  shall  set 
forth  the  employee's  reasons  for  contest- 
ing the  adverse  decision,  with  such  ofler 
of  proof  and  pertinent  documents  as 
he  she  Is  able  to  submit. 

(b  I  The  time  limit  for  filing  an  appeal 
Is  15  days  from  the  date  the  employee  re- 
ceives the  notice  of  adverse  decision.  The 
Appeals  Authority  may  waive  this  time 
limit  for  good  cause. 

'c>  An  employee  who  appeals  under 
this  section  Is  entitled  to  be  retained  In 
an  active  duty  status  until  action  on  his/ 
h.er  appeal  Is  completed  under  Part  772  of 
this  chapter. 


5  use  1302.  3301,  3302,  7701;  E.O.  10577, 
3  CFR  1954-1958  Comp..  p  218;  E.O.  11491. 
3  CFR  1966-1970  Comp  .  p  861  ) 


PART  771 — AGENCY  GRIEVANCE  SYSTEM 

§  771.10.'$      .Apency  coverage. 

•  *  •  * 

bi    Agencies  not  covered.  This  part 

does  not  apply  to  the  Central  Intelligence 
Agency,  the  National  Security  Agency. 
the  Federal  Bureau  of  Investigation,  the 
Energy  Research  and  Development  Ad- 
ministration, the  Nuclear  Regulatory 
ronunis.Mon.  the  Tennessee  Valley  Au- 
thority, and  the  US   Postal  Service, 

a  •  •  «  e 

§  771.110      Avoidance  of  delay. 

•  •  ♦  •  * 

ib>  To  insure  orderly  processing,  an 

agency  shall  establish  time  limits 
for:    ■    ^    • 

'3'   Adjustment    or    referral    of    the 
grievance  under  §  771.116(b)  ; 


(5  V.h.C.  1302.  3301.  3302;  E  O.  10577  3  CFR 
1954-1958  Comp  .  p  218  i 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioyiers. 
(FR  Doc. 77- 15747  Filed  6-2-77  8:45  am] 

Title  7 — Agriculture 

CHAPTER  II— FOOD  AND  NUTRITION 
SERVICE,  DEPARTMENT  OF  AGRICUL- 
TURE 

|FSP  No.  1977-1  2.  .'\mendment  No,  105] 

PART    271— PARTICIPATION     OF     STATE 
AGENCIES   AND   ELIGIBLE    HOUSEHOLDS 

Fooci  Stamp  Program:  Maximum  Monthly 
Allowable  Income  Standards  and  Basis 
of  Coupon  Issuance:  48  States  and  Dis- 
trict of  Columbia,  Correction 

Appendix  A 

AGENCY:   Food  and  Nutrition  Service. 
uSDA. 

ACTION:  Correction. 
SUMMARY:   This  document  corrects  a 
final  rule  that  appeared  at  pages  22356- 
57  in  the  Federal  Register  of  Tuesday, 
May  3,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Grant  ToUey.  Program  Development 
Branch.  Food  Stamp  Division,  Food 
and  Nutrition  Service.  U.S.  Depart- 
ment of  Agriculture.  Washington.  DC 
20250  (202-447-8325). 
SUPPLEMENTARY       INFORMATION: 

In  FR  Doc.  71-10627  appearing  at 
pages  22356-57  In  the  Issue  of  May  3. 
1977,  there  appeared  a  table.  "Monthly 
Coupon  Allotments  and  Purchase  Re- 
quirements— 48  States  and  District  of 
Columbia."  Under  the  second  column  en- 
titled "1-person  household",  the  coupon 
allotment  should  read  $52  instead  of  $50 
Also,  at  the  income  levels  for  the  1-per- 
son household  which  are  shown  below, 
the  purchase  requirements  siiould  read : 

$170  to  8189.99 $39 

$190  to  $209.99- --  40 

$210  to  $229.99 ---  42 

$230  to  $249.99 42 

Dated:  June  1. 1977. 

Carol  Tucker  Foreman, 

Assistant  Secretary. 

|FRDoc.77-15838FUed  6-2-77;8:45  am] 


CHAPTER  IX— AGRICULTURAL  MARKET- 
ING SERVICE  (MARKETING  AGREE- 
MENTS AND  ORDERS;  FRUITS,  VEGE- 
TABLES, NUTS),  DEPARTMENT  OF 
AGRICULTURE 

(Lemon  Regulation  95) 

PART  910 — LEMONS   GROWN    IN 
CALIFORNIA   AND  ARIZONA 

Limitation  of  Handling 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA. 

ACTION:  Pinal  rule. 

SUMMARY:  Tills  regulation  establishes 
the  quantity  of  Californla-.Arlzona 
lemons  that  may  be  shipped  to  fresh 
market  during  the  weekly  regulation  pe- 
riod June  5-11.  1977  ThLs  regulation  is 
needed  to  provide  for  orderly  marketing 
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of  fresh  lemons  for  the  regulation  period 
because  of  the  production  and  marketing 
situation  confronting  the  lemon  Indus- 
try. 
EFFECTIVE  DATE:  June  5,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R    Brader,  Deputy  Director, 

Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service.  U.S.  Depart- 
ment of  Agriculture,  Washington,  D.C. 
20250  '202-447-35451. 

SUPPLEMENTARY       INFORMATION: 

la'  Findings.  *l>  Pursuant  to  the 
amended  marketing  agreement  and  Or- 
der No.  910.  as  amended  '7  CFR  Part 
910),  regulating  the  handling  of  lemons 
grown  In  California  and  Arizona,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act  of 
1937,  a^  amended  t7  U.S.C.  601-674',  and 
upon  the  basis  of  the  recommendations 
and  information  submitted  by  the  Lemon 
Administrative  Committee  established 
under  theamended  marketing  agreement 
and  order,  and  upon  other  available  in- 
formaclon,  it  is  found  that  the  lunitation 
of  handling  of  such  lemons,  as  provided 
in  this  regulation  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

<2>  The  need  for  this  regulation  to 
limit  the  quantity  of  lemons  that  may 
be  marketed  during  the  specified  week 
stems  from  the  production  and  marketing 
situation  confronting  the  lemon  indus- 
try. 

(i)  The  committee  has  submitted  its 
recommendation  for  the  quantity  of 
lemons  it  considers  advi.sable  to  be  han- 
dled during  the  specified  week.  The  rec- 
ommendation resulted  from  considera- 
tion of  the  factors  covered  in  the  order. 
The  committee  further  reports  the  de- 
mand for  lemons  continues  good  this 
week.  Average  f.o.b.  price  was  $6  65  per 
carton  the  week  ended  May  28,  1977, 
compared  to  SB  37  per  carton  the  previous 
week.  Track  and  rolling  supplies  at  200 
cars  were  up  20  cars  from  last  week. 

(ii»  Having  considered  the  recom- 
mendation and  information  submitted  by 
the  committee,  and  other  available  in- 
formation, the  Secretary  finds  that  the 
quantity  of  lemons  which  may  be  handled 
should  be  established  as  provided  in  this 
regulation. 

i3»  It  is  further  found  that  it  is  im- 
practicable and  is  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  efTective  date  until  30 
days  after  publication  in  the  Federal 
Register  (5  US  C.  553  * .  because  the  time 
Intervening  between  the  date  when  in- 
formation upon  which  this  regulation  is 
based  became  available  and  the  time 
when  it  must  become  effective  to  effectu- 
ate the  declared  policy  of  the  act  is  in- 
sufRcient  A  reasonable  time  is  permitted, 
for  preparation  for  the  effective  time; 
and  good  caa^^e  exists  for  making  the  reg- 
ulation efTective  as  specified.  The  com- 
mittee held  an  open  meeting  during  the 
current  week,  after  giving  due  notice,  to 
consider  supply  and  m.arket  conditions 
for  lemons  and  the  need  for  regulation. 


Interested  persons  were  afiforded  an  op- 
portunity to  submit  information  and 
views  at  this  meeting.  The  recommenda- 
tion and  supporting  information  for  reg- 
ulation during  the  period  specified  were 
promptly  submitted  to  the  Secretary  after 
the  meeting  was  held,  and  information 
concerning  the  provisions  and  effective 
time  has  been  provided  to  handlers  of 
lemons.  It  Is  necessary,  to  effectuate  the 
declared  policy  of  the  act.  to  make  this 
regulation  effective  as  specified.  Tlie  com- 
mittee meeting  was  held  on  May  31.  1977. 

§  910.395      Lemon  Rcsulation  95. 

•  •  •  •  « 

(b)  Order.  (1)  The  quantity  of  lemons 
gro^\"n  in  California  and  Arizona  which 
may  be  handled  during  the  period  June 
5.  1977.  through  June  11,  1977,  is  estab- 
lished at  330.000  cartons. 

(2)  As  used  In  this  section,  "handled" 
and  "carton's)"  have  the  same  meaning 
as  when  used  in  the  amended  marketing 
agreement  and  order. 

(Sees.  1-19.  48  Stat.  31.  as  amended;  7  U.S.C 
601-C74.) 

Dated:  June  1,  1977. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division.    Agricultural 
Marketing  Service. 

[FR  Doc.  77-15908  Filed  6-2-77:8:45  am) 

Title  9 — Animals  and   Animal   Products 

CHAPTER  I — ANIMAL  AND  PLANT  HEALTH 
INSPECTION  SERVICE,  DEPARTMENT 
OF  AGRICULTURE 

SUBCHAPTER  C  — INTERSTATE  TRANSPORTA- 
TION O"^  ANIMALS  (INCLUDING  POULTRY) 
AND  ANIMAL  PRODUCTS 

PART   78 — BRUCELLOSIS 

Subpart  D — Designation  of  Brucellosis 
Areas.  Specifically  Approved  Stockyards, 
and  Slaughtering  Establishments 

Brucellosis  Areas 

AGENCY:  Animal  and  Plant  Health  In- 
spection Service,  USDA. 

ACTION:  Final  rule. 

SUMMARY:  The  Animal  and  Plant 
Health  Inspection  Service  is  amending 
its  Brucellosis  regulations  to  update  the 
current  status  of  various  counties  and 
States  which  have  been  designated  as 
Certified  Brucellosis-Free  Areas.  Modi- 
fied Certified  Brucella«is  Areas,  and 
Ncncertified  Areas. 

EFFECTR^  DATE:  June  3,  1977. 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Dr.  A.  D.  Robb,  U.S.  Department  of 
Agriculture,  Animal  and  Plant  Health 

Inspection  Service,  Veterinary  Serv- 
ices. Hyatt-^ville.  Marviand,  Room  805 
(301-436-8713 >. 

SUPPLEMENT.ARY  INFORMATION: 
The  amendments  delete  the  followmg 
areas  from  the  list  of  Modified  Certified 
Brucellosis  Areas  in  ?  78.21  and  add  such 
areas  to  the  list  designated  as  Noncerti- 
fied  Areas  in  5  78.22  because  it  has  been 
determined   that  they   no  longer  come 


within  the  definition  of  a  Modified  Certi- 
fied Brucellosis  Area  in  §  78.1(m'>  : 

Dickson  County  in  Tennessee. 

The  amendments  delete  the  following 
areas  from  the  list  of  Modified  Certified 
Brucellosis  Areas  In  S  78.21  and  add  such 
areas  to  the  list  designated  as  Certified 
Brucellosis-Free  Areas  in  $  78.20  because 
it  has  been  determined  that  they  now 
come  within  the  definition  of  a  Certified 
Brucellosis-Free  Area  in  $  78.1(1  •  :  Ham- 
blen, Lewis,  Perry,  and  Van  Buren  Coun- 
ties in  Tennessee. 

Accordingly,  «iS78  20.  78.21.  and  78.22 
of  Part  78,  Title  9.  Code  of  Federal 
Regulations,  designating  Certified  Bru- 
cellosis-Free Areas,  Modified  Certified 
Brucellosis  Areas,  and  Noncertified 
Areas,  respectively,  are  amended  to  read 
as  follows: 

§  78.20      Certified   brucrllosis-frrr   arras. 

The  following  States,  or  specified 
portions  thereof,  are  hereby  designated 
as  Certified  Brucellosis-Free  Areas: 

(a)  Entire  States.  Arizona,  California. 
Connecticut.  Delaware.  Hawaii.  Indiana, 
Maine.  Maryland.  Massachusetts.  Michi- 
gan. Minnesota.  Montana.  Nevada,  New 
Hampshire,  New  Jersey,  New  York.  North 
Carolina.  North  Dakota,  Ohio.  Oregon. 
Pennsylvania,  Rhode  Island,  South 
Carolina,  Vermont.  Virginia.  Washing- 
ton, West  Virginia,  Wisconsin.  Virgin 
Islands. 

(b)  Speci.fic   counties   within    States. 
Alabama.  Dale.  Geneva. 

Arkansas.  Baxter.  Benton,  Boone. 
Bradley,.  Calhoun.  Carroll,  Clay.  Cleve- 
land. Columbia.  Dallas,  Dre«',  Fulton. 
Garland.  Grant.  Greene.  Jackson,  John- 
son, Lafayette,  Madison,  Marion,  Mon- 
roe, Montgomery.  Newton.  Quachita. 
Perry,  Pike.  Polk,  Prairie,  Searcy,  Sharp, 
Stone.  Union,  Woodruff. 

Colorado.  Adams.  Alamosa,  Arapahoe, 
Archuleta.  Baca.  Bent,  Boulder.  Chaffee. 
Cheyenne.  Clear  Creek.  Conejos,  Costilla, 
Crowley,  Custer,  Delta.  Denver,  Dolores, 
Douglas,  Eagle,  Elbert,  El  Paso,  Fremont. 
Garfield,  Gilpin,  Grand,  Gunnison.  Hins- 
dale. Huerfano,  Jackson,  Jefferson,  Ki- 
owa. Kit  Carson,  Lake,  La  Plata.  Larimer, 
Las  Animas,  Lincoln,  Logan,  Mineral, 
Moffat,  Montezuma,  Montrose.  Morgan. 
Otero,  Ouray,  Park.  Phillips,  Pitkm. 
Prowers.  Pueblo.  Rio  Blanco,  Rio  Grande. 
Routt,  Saguache.  San  Juan,  San  Miguel. 
Sedgwick,  Summit.  Teller,  Washington, 
Weld. 

Florida.  Baker.  Bay,  Brevard.  Calhoun, 
Dade.  Dixie,  Escambia,  Frankiln.  Gads- 
den. Gulf,  Hamilton.  Holmes.  Jackson. 
Leon.  Liberty.  Monroe,  Okaloosa,  Orange, 
Pasco.  Santa  Rosa,  Seminole,  Sumter, 
Taylor.  Wakulla,  Walton,  Washington. 

Georgia.  Appling.  Atkinson.  Bacon. 
Banks.  Brantley.  Bryan,  Bulloch,  Burke, 
Butts,  Camden,  Candler.  Charlton,  Chat- 
ham, Chattahoochee.  Clarke.  Clayton. 
Cook,  Crawford,  De  Kalb.  Echols.  Effing- 
ham. Evans,  Fannin,  Franklin,  Glascock. 
Glynn,  Greene.  Habersham.  Jeff  Davis. 
Johnson,  Jones,  Lanier.  Laurens,  Liberty. 
Long.  Mcintosh.  Monroe,  Peach,  Rabim. 
Richmond,  Schley.  Screven.  Stephens. 
Taylor,     Telfair,      Toombs,      Treutlen, 
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Twiggs.      Upson,     Ware.      Washington, 
Wayne.  Wheeler,  White.  Wilkinson. 

Idaho  Ada.  Adams.  Bear  Lake.  Bene- 
wah. Blaine.  Boise.  Bonner.  Boundary. 
Camas.  Canyon.  Caribou.  Clearwater. 
Custer.  Idaho.  Kootenai.  Latah.  Lemhi, 
LcwL?.  Nez  Perce,  Oneida.  Owyhee.  Pay- 
ette. Power.  Shoshone.  Valley.  Wa.=;hing- 
ton.  Yellowstone  National  Park, 

Illinois.  Adam.s.  Alexander.  Bond. 
Boont.  Brown.  Bureau.  Calhoun.  Carroll. 
Cass.  Champaign.  Christian.  Clark,  Clay, 
Clinton.  Coles,  Cook,  Crawford.  Cumber- 
land, De  Kalb.  De  Wilt.  Douglas.  Du  Page. 
Edgar.  Edwards.  Effingham.  Fayette. 
Ford.  Franklin.  Fulton.  Gallatin,  Greene, 
Grundy.  Hamilton.  Hancock.  Hardin. 
Henderson,  Henry.  Iroijuois.  Jackson. 
Ja.-^per,  Jefferson.  Jersey.  Jo  Daviess, 
Johniwn.  Kane,  Kankakee.  Kendall, 
Kno.x.  Lake.  La  Salle.  Lawrence.  Lee. 
Livingston,  Logan.  Macon.  Macoupin. 
Madison.  Marion.  Marshall.  Mason.  Mc- 
Donuugh,  McHenry,  McLean.  Menard, 
Mercer.  Monroe.  Montgomery.  Morgan, 
Moultrie,  Ogle,  Peoria.  Perry.  Piatt.  Pike. 
Pope.  Pulaski,  Putnam.  Randolph.  Rich- 
land. Rock  Island.  St,  Clair.  Saline. 
Sangamon,  Schuyler,  Scott.  Shelby, 
Stark.  Stephenson.  Tazewell.  Union.  Ver- 
milion. Wabash.  Warren.  Wa.shington. 
Wayne.  White.  White.side.  Will,  William- 
son. Winnebago.  Woodford, 

Iowa.  Adair.  Adams,  Audubon.  Benton. 
Black  Hawk.  Boone,  Bremer.  Buchanan. 
Buena  Vista.  Butler.  Calhoun.  Carroll. 
Ca.'-^s.  Cedar.  Cherokee.  Chickasaw. 
Clarke,  Clay.  Clinton.  Dallas.  Davis.  Des 
Moines.  Dickin.son,  Dubuque,  Emmet. 
Fayette.  Floyd.  Franklin,  Fremont. 
Greene.  Grundy,  Hamilton.  Hancock, 
Hardin.  Henry.  Howard,  Humboldt. 
Ida.  Iowa.  Jackson,  Johnson,  Keokuk. 
Kossuth.  Lee,  Linn,  Louisa,  Lucas.  Lyon. 
Madison,  Mahaska,  Marion.  Marshall. 
Mills.  Mitchell.  Monona.  Montgomery, 
Mu-scatine.  O'Brien.  Osceola.  Page.  Palo 
Alto,  Pocahontas.  Polk.  Pottawattamie. 
Poweshiek.  PljiTiouth.  Scott.  Shelby. 
Tama.  Taylor,  Van  Buren.  Wapello. 
Warren,  Washington.  Webster.  Win- 
nebago. Wineshiek.  Woodbury,  Worth. 
Wright. 

Kansas.  Comanche.  Doniphan.  Ford. 
Gove.  Graham,  Greeley,  Haskell.  Hodge- 
man, Johnson.  Lane.  Logan,  Marshall. 
Pawnee.  Phillips.  Riley,  Scott.  Sheridan. 
Thomas.  Trego.  Wallace.  Washington. 

Kentucky.  Bell.  Breathitt.  Campbell, 
Clay.  Edmonson,  Floyd.  Harlan,  Jackson. 
Johnson,  Kenton.  Knott.  Knox.  Law- 
rence. Lee.  Leslie,  Letcher.  Lewis.  Magof- 
fin. Martin.  McCreary,  Menifee.  Morgan, 
Owsley,  Pandleton.  Perry.  Pike,  Robert- 
son. Trimble.  Whitley.  Wolfe. 

Mississippi-  Alcorn.  Hancock.  Harrison, 
Jackson.  Stone.  Tishomingo, 

Missouri.  Audrain.  Dunklin.  Franklin, 
Gasconade.  Hickory.  Jactson.  Laclede. 
Lewi-s.  Miller.  Moniteau.  Montgomery. 
Perry.  Platte.  Pulaski,  St  LouLs.  Schuy- 
ler. Shelby. 

New  Mexico.  Bernalillo,  Catron,  Col- 
fax, Dona  Ana.  Grant.  Harding.  Hidalgo. 
Lincoln.  Los  Alamos.  Luna.  McKiniey, 
Otero.  Rio  Arnba.  Sandoval.  San  Juan. 
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Santa   Fe.   Sierra.   Socorro.  Taos.   Tor- 
rance. 

South  Dakota.  Aurora.  Beadle,  Ben- 
nett. Bon  Homme.  Brookings.  Brown. 
Brule.  Buffalo.  Butte.  Campbell.  Charles 
Mix.  Clark.  Clay.  Codington.  Corson. 
Custer.  Davison.  Day.  Deuel.  Dewey. 
Douglas,  Edmunds.  Pall  River.  Faulk. 
Grant.  Gregory.  Haakon.  Hamlin.  Hand. 
Hanson.  Harding.  Hughes.  Hutchinson, 
Hyde.  Jackson.  Jerauld,  Kingsbury.  Lake. 
Lawrence.  Lincoln.  Lyman.  Marshall. 
McCook,  McPherson.  Meade,  Mellette. 
Miner.  Minnehaha.  Moody.  Pennington. 
Perkins.  Potter.  Roberts.  Sanborn.  Shan- 
non. Spink.  Sully,  Todd.  Tripp.  Turner. 
Union.  Walworth.  Washabaugh.  Yang- 
ton.  Ziebach. 

Tennessee.  Anderson,  Blount.  Camp- 
bell. Carter,  Claiborne.  Davidson,  Fen- 
tress. Grainger.  Greene,  Grundy.  Ham- 
blen. Hancock.  Jefferson.  Johnson.  Knox. 
Lake.  L^wis.  Meigs.  Morgan,  Perry.  Polk. 
Roane.  Robertson.  Rutherford.  Scott. 
Sequatchie.  Sevier.  Sullivan.  Unicoi. 
Union.  Van  Buren.  Warren.  White. 

Texas.  Brewster.  Childress.  Comal. 
Crane.  Ector.  Gray.  Hansford.  Hartley. 
Hemphill.  Irion.  Jeff  Da\is.  Kerr.  Kimble. 
Lipscomb.  Llano.  Loving.  Mason.  New- 
ton. Pecos.  Reagan.  Roberts,  Sterling. 
Terrell.  Val  Verde.  Ward.  Winkler. 

Utah.  Beaver.  Carbon.  Daggett.  Davis. 
Duche.sne,  Emery.  Garfield.  Grand.  Iron, 
Juab.  Kane.  Millard,  Morgan.  Piute. 
Rich.  Salt  Lake.  San  Juan.  Sanpete. 
Sevier.  Summit.  Tooele.  Uintah.  Utah. 
Wasatch.  Washington.  Wayne.  Weber. 

Wponnng.  Albany.  Big  Horn.  Camp- 
bell. Carbon.  Converse.  Crook.  Fremont. 
Goshen.  Hot  Springs,  Johnson.  Laramie. 
Natrona,  Niobrara.  Park.  Platte.  Sheri- 
dan. Sublette,  Sweetwater.  Teton.  Uinta. 
Washakie,  Weston. 

Puerto  Rico.  Adjuntas.  Aguada.  Agua- 
dilla.  Aguas  Buenas.  Aibonito.  Anasco. 
Arroyo.  Barccloneta,  Barranquit^is.  Bay- 
amon.  Cabo  Rojo.  Caguas,  Camuy.  Can- 
ovanas  (Loiza).  Catano.  Cayey.  Ceiba. 
Ciales.  Cidra.  Coamo.  Comerio.  Corozal. 
Culebra,  Dorado.  Faiardo.  Guanica.  Gu- 
ayama.  Guaynabo,  Guayanilla.  Gurabo, 
Hormigueros.  Humacao.  Isabela.  Jayuya. 
Juana  Diaz.  Juncos.  Lajas.  Lares.  Las 
Marias.  Luquillo.  Manatl.  Mancao,  Ma- 
unabo  Mayaguoz.  Moca.  Morovis.  Naran- 
,i;to.  Orocovis.  Patillas.  Penuelas.  Ponce. 
Quebradillas.  Rmcon.  Rio  Grande.  Rio 
Piedras.  Sabana  Grande.  Salmas,  San 
German,  San  Juan.  San  Lorenzo.  San 
Sebastian.  Santa  Isabel.  Toa  Alta.  Toa 
Baja.  Trujillo  Alto.  Utuado.  Vega  Alta. 
V^ega  Ba,ja.  Villalba.  Yabucoa.  Yauco, 

§78.21       Modififd      rtTlificd      brurollo^i?' 
ar<*as. 

The  following  States,  or  specified  por- 
tions thereof,  are  h.ereby  designated  as 
Modified  Certified  Brucellosis  Areas: 

(a>  Entire  States.  Alaska.  Louisiana. 
Nebraska.  Oklahoma. 

(bi  Specific  counties  within  States. 
Alabama.  Autauga.  Baldwin.  Barbour. 
Bibb.  Blount.  Bullock.  Butier.  Calhoun. 
Chambers.  Cherokee.  Chilton.  Choctaw. 
Clarke.  Clay,  Cleburne.  Coffee.  Colbert, 


Conecuh,  Coosa.  Covington.  Crenshaw. 
Cullman.  Dallas.  De  Kalb.  Elmore.  Eto- 
wah. Escambia.  Fayette.  FYanklin. 
Greene.  Hale.  Henry.  Houston.  Jackson. 
Jefferson,  Lamar,  Lauderdale.  LawTence, 
Lee.  Limestone.  Lowndes.  Macon,  Madi- 
son. Marengo.  Marion,  Marshall,  Mobile. 
Monroe.  Montgomery.  Morgan.  Perry. 
Pickens.  Pike.  Randolph.  Ru.-sell.  St 
Clair.  Shelby.  Sumter.  Talladega.  Talla- 
poosa. Tuscaloosa.  Walker,  Washington. 
Wilcox.  V/inston. 

Arkansas.  Arkansas.  Ashley.  Chicot. 
Clark.  Cleburne.  Conway,  Craighead. 
Crawford.  Crittenden.  Cross,  Desha. 
Faulkner.  Franklin,  Hempstead.  Hot 
Spring.  Howard.  Independence.  Izard. 
Jefferson.  Lawrence.  Lee,  Lincoln.  Little 
River.  Logan.  Lonoke,  Miller.  Mississippi. 
Nevada.  Phillips.  Poinsett.  Pope.  Pulaski. 
Randolph.  Saline.  Scott.  St.  Francis,  Se- 
ba.stian,  Sevier.  Van  Buren.  Washington, 
White.  Yell. 
Colorado.  Mesa.  Yimia. 
Florida.  Alachua.  Bradford.  Broward. 
Charlotte.  Citrus,  Clay.  Collier.  Colum- 
bia. De  Soto.  Duval.  Flagler.  Gilchrist. 
Glades.  Hardee.  Hendry.  Hernando, 
Highlands.  HilL^borough.  Indian  River. 
Jefferson.  Lafayette.  Lake.  Lee,  Levy, 
Madison.  Manatee.  Marion.  Martin.  Nas- 
sau. Okeechobee.  Osceola.  Palm  Beach. 
Pinellas.  Polk.  Putnam.  St,  Johns.  St. 
Lucie.  Sarasota,  Suwanee,  Union. 
Volusia, 

Georgia.  Baker,  Baldwin.  Barrow,  Bar- 
tow. Ben  Hill,  Berrien.  Bibb.  Bleckley. 
Brooks.  Calhoun,  Carroll.  Catoosa.  Chat- 
tooga. Cherokee.  Clay.  Clinch.  Cobb.  Cof- 
fee. Colquitt.  Columbia.  Coweta.  Crisp. 
Dade,  Dawson.  Decatur.  Dodge.  Dooly. 
Dougherty.  Douglas.  Early.  Elbert. 
Emanuel.  Fayette.  Floyd.  Forsyth.  Ful- 
ton. Gilmer.  Gordon.  Grady.  Gwinnett. 
Hall.  Hancock.  Haralson,  Harris.  Hart. 
Heard.  Henry,  Houston,  Irwin.  Jackson, 
Jasper.  Jefferson.  Jenkins.  Lamar.  Lee. 
Lincoln.  Lowndes.  Lumpkin.  Macon, 
Madison.  Marion.  McDuffie.  Meriwether, 
Miller.  Mitchell.  Montgomery,  Morgan. 
Murray.  Muscogee.  Newton.  Oconee, 
Oglethorpe.  Paulding.  Pickens.  Pierce, 
Pike.  Polk.  Pulaski.  Putnam.  Quitman. 
Randolph.  Rockdale.  Seminole.  Spald- 
ing. Stewart.  Sumter,  Talbot.  Tahaferro, 
Tattnall.  Terrell.  Thomas,  Tift,  Towns, 
Troup.  Turner.  Union,  Walker.  Walton. 
Warren.  Webster.  Whitfield.  Wilcox, 
Wilkes.  Worth, 

Idaho  Bannock.  Bingham.  Bonneville. 
Butte.  Cassia,  Clark,  Elmore.  Franklin, 
Fremont,  Gem.  Gooding.  Jefferson.  Je- 
rome. Lincoln.  Madison,  Minidoka 
Teton.  Twin  Falls 
Illinois.  Massac 

loica.  Allamakee.  Appanoose,  Cerro 
Gordo,  Clayton.  Crawford.  Decatur.  Del- 
aware. Guthrie.  Harrison.  Jasper.  Jeffer- 
son. Jones.  Monroe,  Ringgold,  Sac.  Sioux 
Story.  Union.  Wayne, 

Kansas.  Allen.  Anderson.  Atchison. 
Barber.  Barton.  Bourbon  Brown.  Butler, 
Chase.  Chautauqua.  Cherokee.  Cheyenne. 
Clark,  Clay.  Cloud.  Coffey.  Cowley,  Craw- 
ford. Decatur.  Dickinson.  Dotiglas.  Ed- 
wards.    Elk,     Ellis.     Ellsworth.     Fiiuiey. 
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Franklin,  Geary.  Grant.  Gray,  Green- 
wood. Hamilton.  Harper.  Harvey.  Jack- 
son, Jefferson.  Jewell,  Kearny.  Kingman. 
Kiowa,  Labette.  Leavenworth.  Lincoln. 
Linn.  Lyon.  Marion.  McPherson.  Meade. 
Miami,  Mitchell,  Mongtomery,  Morris, 
Morton.  Nemaha.  Neosho.  Ness.  Norton. 
Osage,  Osborne,  Ottawa,  Pottawatomie. 
Pratt,  Rawlins.  Reno.  Republic.  Rice. 
Rooks,  Rush,  Russell.  Saline.  Sedgwick, 
Seward,  Shawnee,  Sherman,  Smith, 
Stafford.  Stanton.  Stevens,  Sumner, 
Wabaunsee,  Wichita.  Wilson.  Woodson, 
Wyandotte. 

Kentucky.  Adair,  Allen.  Anderson.  Bal- 
lard, Barren.  Bath.  Boone,  Bourbon. 
Boyd.  Boyle,  Bracken,  Breckinridge.  Bul- 
litt. Butler.  Caldwell,  Calloway,  Carlisle. 
Carroll,  Carter,  Casey,  Christian.  Clark. 
Clinton,  Crittenden.  Cumberland.  Da- 
viess. Elliott,  Estill,  Fayette,  Fleming, 
Franklin.  Pulton.  Gallatin.  Garrard. 
Grant,  Graves,  Gravson,  Green,  Green- 
up. Hancock,  Hardin,  Harrison,  Hart, 
Henderson.  Henry.  Hickman.  Hopkins, 
Jefferson,  Jessamine,  Larue.  Laurel.  Lin- 
coln. Livingston.  Logan.  Lyon,  Madison. 
Marion.  Marshall,  Mason.  McCracken, 
McLean.  Meade.  Mercer,  Metcalfe,  Mon- 
roe. Montgomery,  Muhlenberg,  Nelson. 
Nicholas,  Ohio.  Oldham,  Owen,  Powell. 
Pulaski.  Rockcastle,  Rowan,  Russell, 
Scott,  Shelby.  Simpson,  Spencer,  Taylor, 
Todd.  Trigg.  Union.  Warren.  Washing- 
ton, Wayne.  Webster,  Woodford. 

Mississippi.  Adams.  Amite,  Attala. 
Benton.  Bolivar.  Calhoim,  Carroll,  Chick- 
asaw, Choctaw,  Claiborne,  Clarke.  Clay, 
Coahoma,  Copiah,  Covington,  De  Soto. 
Forrest.  Franklin,  George,  Greene.  Gre- 
nada. Hinds,  Holmes,  Humphreys,  Is.sa- 
quena,  Itawamba,  Jasper,  Jefferson,  Jef- 
ferson Davis,  Jones.  Kemper,  Lafayette, 
Lamar.  Lauderdale.  Lawrence.  Leake, 
Lee.  LeFlore.  Lincoln.  Lowndes,  Madison. 
Marion,  Marshall,  Monroe,  Montgomery, 
Neshoba.  Newton.  Noxubee.  Oktibbeha. 
Panola.  Pearl  River,  Perry,  Pike,  Ponto- 
toc. Prentiss.  Quitman.  Rankin,  Scott. 
Sharkey.  Simpson.  Smith,  Simflower, 
Tallahatchie,  Tate,  Tippah,  Tunica. 
Union,  Walthall,  Warren.  Wa.shington, 
Wayne,  Webster,  Wilkinson.  Winston, 
Yalobusha.  Yazoo, 

Missouri.  Adair,  Andrew.  Atchison. 
Barry.  Barton,  Bates,  Benton,  Bollinger. 
Boone,  Buchanan,  Butler,  Caldwell, 
Callaway.  Camden,  Cape  Girardeau.  Car- 
roll, Carter.  Cass.  Cedar,  Chariton,  Chris- 
tian. Clark.  Clay.  Clinton.  Cole.  Cooper. 
Crawford.  Dade,  Dallas,  Daviess,  De 
Kalb,  Dent,  Douglas.  Gentry.  Greene. 
Grundy,  Harrison,  Henry,  Holt,  Howard. 
Howell.  Iron,  Jasper.  Jefferson.  Johnson, 
Knox,  Lafayette,  Lawrence,  Lincoln, 
Linn,  Livingston,  Maccn. 'Madison,  Mar- 
ies, Marion,  McDonald,  Mercer,  Missis- 
sippi, Monroe,  New  Madrid,  Newton, 
Nodaway,  Oregon,  Osage,  Ozark,  Pemi- 
scot, Pettis,  Phelps,  Pike.  Polk,  Putnam. 
Ralls,  Randolph,  R'^.y.  Reynolds.  Ripley. 
St.  Charles,  St  Clair,  St,  Francois,  St, 
Genevieve,  Saline,  Scotland.  Scott.  Shan- 
non, Stoddard.  Stone.  Sullivan.  Taney. 
Texas.  Vernon,  Warren,  Washington. 
Wayne.  Webster.  Worth,  Wright. 


New  Mexico.  Chaves,  Curry,  De  Baca, 
Eddy,  Guadalupe,  Lea.  Mora.  Quay, 
Roosevelt.  San  Miguel.  Union.  Valencia, 

South  Dakota.  Jones,  Stanley. 

Tennessee.  Bedford,  Benton,  Bledsoe, 
Bradley.  Camion,  Carroll,  Cheatham, 
Chester,  Clay,  Cocke.  Coffee.  Crockett, 
Cumberland.  Decatur.  DeKalb,  Dickson. 
Dyer.  Fayette.  Franklin.  Gibson.  Giles, 
Hamilton.  Hardeman.  Hardin.  Hawkins. 
Haywood.  Henderson,  Henry.  Hickman, 
Houston,  Humplireys,  Jackson.  Lauder- 
dale, Lawrence.  Lincoln.  Loudon,  Macon. 
Madison.  Marion,  Marshall,  Maury.  Mc- 
Minn.  McNairy.  Monroe.  Montgomery. 
Moore.  Obion.  Overton.  Pickett,  Putnam. 
Rhea.  Shelby,  Smith.  Stewart.  Sumner. 
Tipton.  Trousdale.  Washington,  Wayne, 
Weakley.  Williamson.  Wilson, 

Texas,  Anderson.  Andrews.  Angelina. 
Aransas.  Archer,  Armstrong,  Atascosa. 
Austin,  Bailey,  Bandera,  Bastrop,  Baylor, 
Bee,  Bell,  Bexar.  Blanco  Borden  Bosque, 
Bowie.  Brazoria,  Brazos,  Briscoe.  Brook.';. 
Brown.  Burleson.  Burnet.  Caldwell.  Cal- 
houn. Callahan,  Cameron.  Camp.  Carson, 
Ca.ss.  Castro.  Chambers,  Cherokee,  Clay 
Cochran,  Coke.  Coleman,  Collin,  Col- 
lingsworth. Colorado.  Comanche.  Con- 
cho. Cooke,  Coryell,  Cottle.  Crockett. 
Crosby.  Culberson.  Dallam,  Dallas,  Daw- 
son. Deaf.  Smith.  E>elta.  Denton.  De  Witt. 
Dickens,  Dimmit,  Donlev,  Duval,  East- 
land. Edwards.  Ellis.  El  Paso.  Erath, 
Falls,  Fannin,  Fayette,  Fisher,  Floyd. 
Foard.  Fort  Bend.  Franklin.  Freestone, 
Frio,  Gaines.  Galve.ston,  Garza.  Gillespie, 
Glasscock,  Goliad,  Gonzales,  Grayson. 
Gregg.  Grimes,  Guadalupe,  Hale,  Hall, 
Hamilton,  Hardeman,  Hardin.  Harris. 
Harrison.  Haskell,  Hays.  Henderson, 
Hidalgo,  Hill.  Hockley.  Hood,  Hopkins. 
Houston.  Howard,  Hudspeth,  Hunt. 
Hutchinson,  Jack,  Jackson,  Jasper. 
Jefferson.  Jim  Hogg.  Jim  Wells. 
Johnson.  Jones,  Karnes,  Kaufman, 
Kendall.  Kenedy.  Kent.  King,  Kin- 
ney, Kleberg.  Knox.  Lamar,  Lamb,  Lam- 
pasas, La  Salle,  Lavaca.  Lee,  Leon.  Lib- 
erty. Limestone,  Live  Oak,  Lubbock, 
Lynn,  McGulloch,  McLennan.  McMulIen. 
Madison.  Marion.  Martin,  Matagorda, 
Maverick.  Medina,  Menard.  Midland, 
Milam,  Mills,  Mitchell.  Montague. 
Montgomery,  Moore,  Morris,  Motley, 
Nacogdoches,  Navarro,  Nolan,  Nueces. 
Ochiltree.  Oldham,  Orange,  Palo  Pmto, 
Panola,  Parker.  Parmer.  Polk,  Potter. 
Presidio.  Rains.  Randall.  Real.  Red 
River.  Ree\es,  Refugio,  Robertson,  Rock- 
wall, Runnels,  Rusk,  Sabine,  San  Augus- 
tine. San  Jacinto,  San  Patricio,  &in 
Saba.  Schleicher.  Scurry.  Shackelford, 
Shelby.  Sherman,  Smith,  Somervell, 
Starr.  Stephens,  Stonewall,  Sutton, 
Swisher.  Tarrant,  Taylor.  Terry.  Throck- 
morton, Titus,  Tom  Green,  Travis,  Trin- 
ity. Tyler,  Upshur,  Upton,  Uvalde,  Van 
Zandt.  Victoria,  Walker,  Waller.  Wash- 
ington, Webb,  Wharton.  V^Tieeler.  Wich- 
ita. Wilbarger,  Willacy,  Williamson,  Wil- 
son. Wise,  Wood,  Yoakum,  Young. 
Zapata.  Zavala, 

Utah.  Box  Elder.  Cache, 

Wyoming.  Lincoln. 

Puerto  Rico.  Arecibo,  Carolina,  Hatillo, 
Las  Piedras,  Naguabo 


§  78.22      ,Nonccrtified   areas. 

The  following  States,  or  specified 
portions  thereof,  afe  hereby  designated 
as  Noncertified  Brucellosis  Areas: 

I  a)  Entire  States. 

<bi  Specific  counties  within  States. 
Missouri.  Morgan.  Puerto  Rico.  Vieques. 

(Sees.  4-7.  23  SUt,  32.  as  amended:  sees.  1 
and  2.  32  Stat,  791-792.  as  amended;  sec  3. 
33  Stat,  1265.  as  amended;  sec.  2,  65  Stat  693; 
and  sees.  3  and  11.  76  Stat.  130,  132.  21  U  SC 
111-113,  114a-l,  116.  117,  120,  121,  125,  134b, 
134f:  37  FR  28464,  28477;  38  FR  19141.  9  CFR 
78  25  ) 

The  amendments  impose  certain  re- 
strictions necessary  to  prevent  the  spread 
of  brucellosis  in  cattle  and  relieve  certain 
restrictions  presently  imposed.  They 
should  be  made  effective  promptly  in  or- 
der to  accomplish  their  purpose  in  the 
public  interest  and  to  be  of  maximum 
benefit  to  persons  subject  to  the  restric- 
tions which  are  relieved.  It  does  not  ap- 
pear that  public  participation  in  this 
rulemaking  proceeding  would  make  ad- 
ditional relevant  information  available 
to  the  Department. 

Accordingly,  under  the  administrative 
procedure  provisions  of  5  U,S  C,  553.  it  is 
found  upon  good  cause  that  notice  and 
other  public  procedure  with  respect  to 
the  amendments  are  impracticable,  un- 
necessary, and  contrary  to  the  public  in- 
terest, and  good  cause  is  found  for  mak- 
ing them  effective  le.ss  than  30  days  after 
publication  in  the  Federal  Register, 

Done  at  Washington,  DC,  this  25th 
day  of  May  1977. 

Note.— The  Animal  and  Plant  Health  In- 
spection Service  has  determUied  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 

G    V    Peacock. 
Acting  Deputy  Administrator, 
Veterinary  Services. 
IPR  Doc  77-15566  Filed  6-2-77;8:45  ami 


SUBCHAPTER  E— VIRUSES.  SERUMS,  TOXINS 
AND  ANALOGOUS  PRODUCTS,  ORGANISMS 
AND    VECTORS 

PART    112— PACKAGING    AND 
LABELING 

Miscellaneous  Amendments 

AGENCY:  Animal  and  Plant  Health 
Inspection  Service.  USDA 

ACTION:  Final  rule, 

SUMMARY:  This  rule  sets  forth  amend- 
ments to  label  requirements  for  modi- 
fied live  rabies  virus  vaccines.  The  in- 
structions on  the  labels  of  such  vaccines 
are  not  adequate  for  the  protection  of 
persons  exposed  to  the  vaccine  virus.  This 
action  is  to  establish  an  acceptable  mini- 
mal recommendation  to  appear  on  such 
labels, 

EFFECTIVE  DATE:  These  amendments 
take  effect  December  31.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
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Dr  R  J.  Price,  301-436-8'J4d 
SUPPLEMENTARY  INFORMATION. 
On  Julv  9.  1976,  a  notice  ot  proposed 
amendments  to  Part  112  was  Published 
in  the  Federal  Register  at  41  FR  283ir 
Comments  on  this  proposal  were  solicited 
and  seven  responses  were  received. 

Objections  to  the  proposed  removal  ot 
the  reference  to  the  Center  for  Disease 
Control  tCDC'.  U.S  E)epartment  of 
Health,  Education,  and  Welfare  publica- 
tion pertaining  to  accidental  human  ex- 
posure to  vaccine  virus  from  §  112.7<d) 
5/  without  a  suitable  substitute  refer- 
ence were  received  from  three  licensees. 

Since  a  suiUble  altemative  was  not 
available.  §  112.7'd>  '5'  ""as  not  amended 
at  the  time  the  proposed  amendment- 
were  published  in  final  form.  CDC  has 
transferred  its  responsibilities  for  the 
publication  of  a  rabn^s  vaccine  compen- 
dium to  the  Association  of  State  Public 
Healtli  Veterinariaiis.  Inc.  P.O.  Box 
13528.  Baltimore.  MD  21203.  This  organi- 
zation has  developed  a  rabies  vacciiie 
compendium,  but  it  dees  not  contain  the 
complete  recommendatinis  needed  to 
handle  cases  of  liuman  "exposure  to  live 
rabies  vaccine  viruses.  Therefore,  it  has 
been  administratively  determined  that 
the  reference  to  the  CDC  publication  in 
5  112.7idM5»  should  be  deleted  and  the 
exposed  person  be  directed  to  consult 
with  State  Public  Health  Officials  for 
recommendations. 

Section  112.7  is  amended  by  revisine 
paragraph  (d)f5>   to  read: 
S  112.7      Special  uddilioiuil  riqiiir.  Ml.  Ml-. 
.  ♦  •  *  • 

(d)   •  •  • 

(5>  The  statement,  'Tn  event  of  acci- 
dental exposure  to  the  vaccine  virus,  the 
possible  hazard  to  human  health  should 
be  considered  and  State  Public  Health 
Officials  should  be  consulted  for  specific 
recommendations",  shall  be  prominently 
placed  on  all  enclosures  and  shall  also 
be  prominently  placed  on  carton  labels 
for  all  cartons  containing  more  than 
one  final  container  of  biological  product 
•  «  •  •  « 

121  U.S.C.  151  ar.d  154;  37  FR  28477.  28646: 
38  PR  19141) 

These  amendments  provide  necessary 
changes  in  the  label  requirements  for 
rabies  vaccine  containing;  live  rabies 
virus.  In  order  to  be  of  maximum  benefit, 
they  must  be  made  effective  as  soon  as 
practical.  Label  chanses  necessitated  by 
these  amendments  shall  be  made  by  all 
licensees  at  their  next  printing  oi  labels 
to  which  these  changes  apply  following 
the  effective  date  of  the->e  amendments. 
but  in  all  cases  not  later  than  December 
31.  1977 

Accordingly,  under  the  administrative 
procedure  provusions  m  5  USC  553.  it 
is  found  upon  good  cavise  that  notice  and 
other  public  procedure  c-incerning  the.se 
amendments  are  impracticable  and  un- 
necessary, and  good  cause  :s  found  for 
makmg  these  amendments  effective  le.ss 
than  30  davs  after  publication  m  the 
Ff:ifr.\l  Register. 

The  {nresnm^  amendmenN  shall  be- 
come  effective    December    31.    1977 


RULES    AND    REGULATIONS 

Done  at  Washington,  DC,  this  26th 
day  of  May  1977. 

Note.— The  Animal  and  Plant  Health  In- 
spection Service  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 

G.  V   Peacock, 
Acting  Deputy  Administrator, 
Veterinary  Services. 
I  PR  Doc. 77- 15565  Filed  &-2-77-.  8: 45  ami 


Title    12 — Ejnks   and    Banking 

CHAPTER    II— FEDERAL    RESERVE 
SYSTEM 

SUBCHAPieR  A— BOARD  OF  GOVERNORS  OF 
^"^^"   THE  FEDERAL  RESERVE  SYSTEM 

I  Ret;  Z    FC-OOT.S.  FC-f^)76.  PC-0077. 
PC-0078 1 

PART   226— TRUTH    IN    LENDING 
Official  Staff   Interpretations 
AGENCY.    Boird  of   Governors  of  the 
Federal  Reserve  System. 
ACTION       Official     Staff     Interpreti- 
tionis' 

SUMMARY  The  Board  is  publisiiing  the 
following  official  staff  interpretations  of 
Regulation  Z,  issued  by  a  duly  authorized 
official  of  the  Division  of  Consumer 
Affairs. 

EFFECTIVE  DATE;  May  31,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT : 
D.  Edwin  Schmelzer,  Chief,  Fair  Credit 
Practices    Section.    Division    of    Con- 
sumer Affairs,  Board  of  Governors  of 
the  Federal  Reserve  System.  Washing- 
ton, DC.  20551    1202-452-2412). 
SUPPLEMENTARY       INFORMATION 
( 1 1  Identifying  details  have  been  deleted 
to    the    extent    required    to    prevent    a 
clearlv  unwarranted  invasion  of  personal 
privacy.  The  Board  maintains  and  makes 
available  for  public  inspection  and  copy- 
ing a  current  index  providing  identifying 
information  for  the  public  subject  to  cer- 
tain limitations  stated  in  12  CFR  261,6. 
(2 1   Official  staff  interpretations  may 
be  reconsidered  upon  request  of  inter- 
ested parties  and  in  accordance  with  12 
CFR  226.1<d)(2'.  Every  request  for  re- 
consideration should  clearly  identify  the 
number  of  the  official  staff  interpretation 
in  question,  and  should  be  addressed  to 
the  Secret^^ry,  Board  of  Governors  of  the 
Federal    Reserve    System,    Washington, 
DC  20551. 

<3>    15  U.S.C.  1640(f). 

§  226.6ib)  California  law  requiring  Spanish 
language  translations  of  contract  terms  in 
certain  consumer  credit  transactions  negoti- 
ated primarily  in  Spanish  constitutes  an  in- 
consistent State  requirement  under  5  226- 
6ib). 

5  226  6(c).  Disclosures  required  by  Cali- 
fornia law  may  be  made  pvirsuani  to  §  226. 6 
(c):  where  creditor  elects  to  disclose  under 
California  law.  disclosure  must  be  made  In 
accordance  with  6  226.6(c)(1)  or  §  226.6(c) 
(2)  (il  to  (lU). 

May  19,  1977. 

This  is  in  response  to  your  letter  of  •  *  '. 
and    the   several   discussions   and   meetings 


with  this  office  over  the  past  several  months. 
concerning  the  issuance  of  an  official  Board 
interpretation  regarding  the  relationship  of 
Regulation  Z  to  a  CaUfornla  law  requiring 
Spanish  language  translations  of  contract 
terms.  Tlie  California  statute  requires  credi- 
tors who  negotiate  certain  consumer  credit 
transactions  primarily  in  the  Spanish  lan- 
guage to  provide  the  customer,  upon  request, 
with  an  unexecuted  Spanish  language  trans- 
lation of  the  contract  or  agreement  evidenc- 
in?  the  transaction. 

You  will  state  that  many  of  the  documents 
required  to  be  translated  will  contain  Truth 
in  Lending  disclosures.  You  mention  Pub- 
lic Information  Letter  653.  dated  December 
21,  1972.  which  addressed  the  issue  of  credi- 
tors voluntarily  providing  Spanish  language 
tran-slatlons  of  Truth  in  Lending  disclosures 
Public  Information  Letter  653  permits  the 
furnishing  of  Spanish  language  translations 
of  required  disclosures  provided  they  are 
made  in  addition  to  English  language  dis- 
closures and  in  accordance  with  the  require- 
ments of  K  226.6(c);  that  is,  that  they  are 
made  in  a  manner  which  is  not  misleading. 
confusing  or  contradictory  to  the  consumer 
Your  concern  appears  to  be  that  under  the 
applicable  provisions  of  §  226.6(c)  and  Pub- 
lic Information  Letter  653,  the  use  of  an  in- 
appropriate dialect  may  be  construed  as  mis- 
leading, confusing  or  contradictory  to  a 
Spanish  speaking  consumer  who  is  unfamil- 
iar with  the  dialect  used  Therefore,  a  credi- 
tor's compliance  with  the  Callfon.ia  statute 
may  result  in  a  violation  of  Regulation  Z. 

StafT  Is  of  the  opinion  that  Public  Informa- 
tion Letter  653.  in  that  it  deals  with  volun- 
tary disclosures  in  Spanish,  and  "he  provi- 
sions of  §  226.6(c)  relevant  thereto  are  in- 
applicable to  your  situation.  Your  question 
involves  disclosures  made  pursuant  to  a  Cal- 
ifornia statute  which  appears  to  constitute 
an  inconsistent  State  requirement  under 
I  226.6(b).  Under  §  226.6(b|,  a  State's  law  Is 
considered  Inconsistent  with  the  require- 
ments of  Regulation  Z  If  It  "(riequlres  a 
creditor  to  make  dlsclostu-es  or  take  action 
different  from  the  requirements  of  i  Regula- 
tion Z)  with  respect  to  form,  content,  ter- 
minology, or  time  of  delivery."  Consequently, 
since  Regulation  Z  requires,  without  excep- 
tion, that  Truth  In  Lending  disclosures  be 
made  in  English,  whereas  the  California  law 
in  certain  situations,  requires  that  Truth  in 
Lending  disclosures  be  made  in  Spanish 
rather  than  English,  staff  views  the  provisions 
of  the  California  law  as  constituting  an  In- 
consistent State  law  requirement  under 
§  226.6(b). 

Making  the  disclosures  required  by  the 
California  law  is  permitted  pursuant  to 
5  2266(0):  and,  where  the  creditor  elects  to 
disclose  under  the  California  law,  such  dis- 
closure mu.st  be  made  in  accordance  with  the 
specific  provisions  of  §  226.6(c»  (1)  or  §  226.6 
(c>  (2)   (I)  to  (111). 

The  Issue  you  have  presented  does  not.  In 
staff's  view,  meet  the  criteria  outlined  In 
5  226.1id)  (4U1)  of  the  regulation  for  issu- 
ance of  a  formal  Board  interpretation  in  that 
it  neither  Involves  a  potentially  controversial 
ls.sue  of  general  applicability  dealing  with  a 
substantial  ambiguity  In  Regulaton  Z  nor 
raises  p.  significant  policy  question  Rather 
the  response  to  your  question  is  being  Issued 
as  an  official  staff  interpretation  in  accord- 
ance with  55  226.1(d)(3)  and  226  1(d>(4^ 
(11)  of  the  regulation,  since  the  issue  pre- 
sented requires  clarification  of  a  technical 
amblenlty  In  the  regulation  havine  no  sig- 
nificant policy  Imolicatlons.  This  official  staff 
Interoretatlon  is  limited  solely  to  the  facts 
and  issxies  presented  herein  I  trust  that  It  Is 
responsive  to  your  Inquiry 


Sincerely. 


jERAtn.D  C.  Kluckman, 
Associate  Director 
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5  226.7(a]  It  is  unnecessary  '.j  name  the 
variovis  periodic  rates  iwltk  their  statutory 
labels  or  otherwise)  used  to  compute  the 
finance  charge  In  either  the  Initial  disclo- 
sures or  the  periodic  statement. 

s  226.7(b)  It  is  unnecessary  to  name  the 
variotis  periodic  rates  (with  their  statutory 
labels  or  otherwise)  used  to  compute  the 
finance  charge  In  either  the  initial  disclo- 
sures or  the  periodic  statement 

5  226.701  It  is  unnecessary  to  name  the  vari- 
ous periodic  rates  (with  their  statutory 
labels  or  otherwise)  used  to  compute  the 
finance  charge  in  either  the  initial  disclo- 
sures or  the  periodic  statement. 

May  19.  1977 
This  Is  in  reply  to  your  letter  of  •    '    '. 
concerning   the   requirements   of    5  226.7   of 
Regulation  Z  with  regard  to  open  end  retail 
s.iles  accounts  in  use  in  the  State  of  Ohio. 

You  ask  whether  the  "base  finance  charge" 
and  "service  charge"  in  open  end  accounts 
which  are  provided  for  in  the  Ohio  statutes 
must  be  separately  identified.  Section  1317.11- 
(b)  of  the  Ohio  Revised  Code  provides  for 
a  50  cent  "base  finance  charge"  per  $50  per 
month  ( 1  percent  monthly.  12  percent  an- 
nually), a  "service  charge"  of  50  cents  per 
$50  per  month  ( 1  percent  monthly,  12  percent 
annually)  for  the  first  four  $50  units,  and 
a.i  additional  service  charge  of  25  cents  per 
$50  per  month  (U  percent  monthly)  for  the 
next  four  $50  units.  Thus,  for  example,  the 
maximum  allowable  combined  periodic  rate 
on  balances  of  $l?00  or  less  would  be  2  per- 
cent monthly  (24  percent  annual  percentage 
rate).  It  Is  our  understanding  that  these 
charges  are  to  be  imposed  proportionally  on 
balances  less  than,  or  not  in  multiples  of, 
$50. 

Section  2267(a)  sets  out  the  disclosures 
that  must  be  made  to  the  customer  before  the 
first  transaction  is  made  on  an  open  end 
credit  account.  Section  226.7(a)(4)  states 
that,  when  one  or  more  periodic  rates  may 
be  u.sed  to  compute  the  finance  charge,  each 
rate,  the  range  of  balances  to  which  It  Is 
applicable,  and  the  corre.^pondlng  annual 
percentage  rate  for  each  must  be  stated 
That  .section  does  not  recuiire  that  the  pe- 
riodic rates  be  labeled  with  any  particular 
name  or  designa*^ion.  but  merelv  requires 
that  each  rate  be  given.  Section  226.7(b)  sets 
out  the  required  disclosures  for  periodic 
statements  in  open  end  accounts.  Section 
226.7(b)  (1)  (Iv)  requires  disclosure  of  the 
amount  of  any  finance  charge  itemi7ed  and 
identified  to  show  the  amounts  attributable 
to  the  application  of  p>erlodlc  rates  and  the 
amount  of  any  other  finance  charge  appro- 
priately labeled  This  section  was  designed 
to  require  the  creditor  to  separate  those  fi- 
nance charges  resulting  from  the  application 
of  periodic  rates  from  other  non-periodic  rate 
components  of  the  finance  charge  stich  as 
fixed  transaction  charees  It  was  not  designed 
to  require  itemlTiatlon  of  the  Individual  por- 
tion of  the  finance  charge  attributa'ole  to 
the  application  of  different  periodic  rates. 
Since  the  rates  provided  for  in  the  Ohio 
statutes  are  all  periodic  rates,  the  creditor 
is  not  required  to  separatelv  state  the  por- 
tions of  the  finance  charge  which  result  from 
the  application  of  the  various  periodic  rates. 
This  point  is  made  explicit  by  Board  inter- 
pretation 5  226.701. 

This  IS  a.T  official  staff  interpretation  of 
Regulation  Z  issued  in  accordance  with 
5  226  1  (d)  (3)  of  the  regulation  and  is  limited 
to  the  facts  and  issues  dlscu.s.sed  herein.  I 
trust  that  this  will  prove  helpful  to  you. 
Sincerely. 

JEKAUI.0  C.  Kl-trCKMAN. 

Associate  Director. 


§226.7(gi  Payroll  deposits  V>  credit  union 
share  accounts  which  are  periodically  used 
to  make  payment  on  open,  end  credit  ac- 
counts are  not  pavment^  subject  t  i 
.S226.7ig)  where  the  payment  method  is 
not  required  by  the  plan  and  the  customer 
agrees  to  it  voluntarily  and  retains  u.se 
of  the  funds  until  the  agreed  upon  date 
for  payment    (Clarifies  1160  ) 

Mat  '20.  1977 
This  is  in  reply  to  your  letter  of  *  "  •, 
in  which  you  requested  clarification  of  our 
Public  Information  Letter  1160.  dated  Feb- 
ruary 23.  In  that  letter  staff  stated  its 
opinion  that,  when  a  credit  union  open  end 
credit  plan  calls  for  payments  made  through 
a  weekly  payroll  deduction  plan,  those  pay- 
ments must  be  credited  as  o^  the  date  of 
receipt  pursuant  to  §226.7ig).  instead  of 
merely  being  held  in  an  escrow  or  share  ac- 
count to  be  credited  as  parent  to  the  ac- 
count at  the  end  of  the  month. 

You  state  that  some  credit  union  members 
of  your  association  offer  similar  plans,  where- 
by periodic  payroll  deductioiis  are  credited 
to  a  customer's  share  account  t^  be  credited 
as  payment  to  the  open  end  credit  account 
once  a  month.  However,  the  plans  under  con- 
sideration In  your  letter  involve  voluntary 
acceptance  of  the  use  of  the  payroll  deduc- 
tion method  of  payment  .Additionally,  you 
point  out  that  the  credit  union's  customers 
retain  full  control  over  their  share  accounts 
and  can  withdraw  the  amount  of  any  pay- 
roll deduction  until  the  date,  agreed  upon 
in  advance,  when  the  amount  is  credited  as 
payment  to  the  open  end  credit  account. 
The  service  of  the  payroll  deduction  is  of- 
fered only  as  a  convenience  to  the  customer. 
The  method  by  which  the  payroll  deduction 
plan  operates  is  disclosed  to  the  member  in 
ad\-ance.  and,  after  receiving  this  Informa- 
tion, the  customer  decides  whether  or  not 
to  make  payments  under  the  plan.  You  point 
o'.tt  that  oftentimes  an  Individual  member 
will  provide  for  payroll  deductions  in  excess 
of  the  amount  owing  as  payment  for  any 
loans  outstanding  with  the  credit  union, 
and  that  this  causes  some  difficulty  with  re- 
spect to  deciding  w^hlch  portion  of  any  pay- 
roll deduction  deposit  la  a  payment  on  a 
loan  account  and  which  portion  is  to  be 
treated  simply  as  a  deposit  to  the  share 
accotmt. 

Public  Information  Letter  1160  was  based 
on  staff's  understanding  of  the  letter  of  in- 
quiry to  which  letter  1160  responded  to  the 
effect  that  the  payroll  deduction  method  of 
payment  outlined  in  that  letter  wa^  called 
for  (i.e.,  required  1  by  the  teriiis  of  the  agree- 
ment. Staff  agrees  with  your  position  that,  in 
a  situation  where  the  customer  voluntarily 
agrees  to  a  payroll  deduction  or  other  auto- 
matic debit  type  of  payment  method  and  re- 
tains the  ability  to  withdraw  the  funds  In 
the  share  or  other  t\-pe  of  deposit  account 
until  the  designated  date  for  the  payment 
of  the  loan  account,  the  payroll  deduction 
deposit  would  not  be  considered  a  payment 
subject  to  5  226.7(g).  Letter  1160  was  not 
intended  to  cover  such  a  situation.  We  regret 
any  misunderstanding  that  letter  1160  may 
have  caused 

Tills  is  an  official  staff  Interpretation  of 
Regulation  Z.  issued  in  accordance  with 
»226l(d((3)  of  the  regulation  and  limited 
in  its  applicability  to  the  facts  outlined  here- 
in. We  trust  this  Is  responsive  to  yoMi  In- 
quiry 


S226  14iai  Creditor  has  two  full  billing 
I  cycles  after  the  end  of  the  billing  cycle  dur- 
I    ing  which  the  notice  of  a  billing  error  was 

received  (  but  in  no  event  more  than  90  days 

from  receipt  of   the  notice)    m   which   ij 

resolves  liie  dispute 

Mat  20,   1977. 

This  Is  in  response  to  your  letter  of  •  •  *, 
in  which  you  request  an  official  staff  Inter- 
pretation as  to  the  meaning  of  5  226  Hi  a)  (2) 
of  Regulation  Z  concerning  the  time  period 
within  which  a  creditor  must  resolve  a  billing 
error  pursuant  to  the  Pair  Credit  BillinsT  Act 

Section  226.14(a)(2)  of  Regulation  Z  re- 
quires that  a  creditor  who  receives  proper 
WTitten  notlflcatlon  of  a  billing  error  -re- 
solve the  dispute  not  later  than  two  com- 
plete billing  cycles  (in  no  event  more  than 
90  days)  from  the  date  of  receipt  of  the 
notice  of  billing  error  •  •  •."  You  indicate 
in  your  letter  that  you  have  been  informed 
that  the  phrase  "two  complete  billing  cycles" 
should  be  Interpreted  to  mean  "a  period 
equal  to  two  of  the  creditor's  normal  billing 
cycles."  ITnder  this  interpretation,  a  credi- 
tor using  a  monthly  billing  cvcle  would  have 
two  n-ion-ths  from  the  date  on  which  notice  of 
a  billing  error  Is  given  to  resolve  the  dispute, 
regardless  of  the  date  during  the  billing  cycle 
when  the  notice  of  the  error  Is  received.  It 
Is  vour  view  that  the  correct  interpretation  of 
5  226  14(8)  (2)  is  that  the  creditor  has  two 
full  billing  cycles  after  the  end  of  the  billing 
cycle  during  which  the  notice  of  the  billing 
error  was  received  (tfUt  in  no  event  more 
than  90  days  from  receipt  of  the  notice  of 
the  billing  error)  In  which  to  resolve  the 
lil-spute.  Again  assuming  monthly  billing 
cycles,  under  your  view,  if  a  customer  noti- 
fies the  bank  of  a  bllline  error  on  the  15th 
day  of  a  30-day  billing  cycle,  the  bank 
would  have  the  remaining  15  days  of  the 
btlllnK  cvcle  plus  two  full  months  In  which 
to  resolve  the  dispute  You  have  asked  for 
an  official  staff  interpretation  to  clarify  the 
meaning  of  the  phrase  "two  complete  billing 
cycles' m  §  226. I4ia)  i2) . 

Staff  agrees  with  you  that  5  226  14(a)  (2)  is 
intended  to  give  a  creditor  two  full  billing 
cycles  after  the  end  of  the  bllline  cycle  in 
which  notification  of  a  billing  error  Is  re- 
ceived In  which  to  resolve  the  dispute.  How- 
ever, in  no  case  can  the  creditor  take  more 
than  90  days  from  the  date  of  notice  of  a 
billiutr  error  to  resolve  the  dispute.  Thus, 
the  period  in  which  the  dispute  must  be  re- 
solved will  depend  upon  the  date  during 
the  billing  cycle  when  notice  of  a  billing 
error  is  Given  and  inon  the  actual  length  of 
that  bllline  cvcle  and  the  two  cycles  which 
follow  (subject.  In  all  cases,  to  the  maximum 
90-day  limitation) . 

This  is  an  official  staff  Interpretation  of 
Regulation  Z,  Issued  In  accordance  with 
5  226.1(d)  (3)  of  the  regulation  and  confined 
to  the  facts  as  stated  above.  I  trust  that  It  is 
responsive  to  your  inquiry. 
Sincerely, 

jERAtTLD    C     KtrCKMAN. 

Associate  Director. 

Board  of  Governors  of  the  Federal 
Reserve  System,  May  26,  1977 

Griffith  L.  Garwood, 
Deputy  Secretary  of  the  Board 

(PR  Etoc. 77-15812  Filed  6-2-77:8:45  am| 


Sincerely, 


JrRATTU)  C,  Kluckman. 

Associate  Director 
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PART  ?65 — RULES   REGARDING 
DELEGATION    OF   AUTHORITY 

Authority  Delegation  to  D;'ector  of  the 
Division  o*  Banking  Supervision  and 
Regulations,  and  to  the  Federal  Reserve 
Banks 

AGENCY:   Board  of  Goveniors  of  the 
Federal  Reserve  System. 
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ACTION:  Final  rule. 
SUMMARY:    The  Board  of  Governors 
has  delegated  certain  new  functions  to 
Uie  Director  of  the  Division  of  Banking 
Supervision  and  Regulation  and  to  the 
Federal  Reserve  Banks.  These  delega- 
tions were  made  in  order  to  expedite  and 
facilitate  the  performance  of  certain  of 
the  Boards  supervisory  and  regulatory 
functions  over  bank  holding  companies 
and  State  member  banks. 
EFFECTFV'E  DATE:  May  26.  1977.  . 
FOR  FURTHER  INFORMATION  CON- 
T.\CT : 
Mary  E.  Curtin,  Divi.'=;ion  of  Banking 
Supervision  and  Regulation,  Board  of 
Governors  of  the  Federal  Reserve  Sys- 
tem.  Washington,    DC.    20551     '202- 
452-3446'. 
SUPPLEMENTARY       INFORMATION . 
The  Board  of  Governors  has  amended 
Its  Rules  Regarding  Delegation  of  Au- 
thority to  delegate  to  the  Federal  Reserve 
Banks  the  authority  to  enter  into  writ- 
ten agreements  with  bank  holding  com- 
panies or  their  nonbank  subsidiaries  or 
with  State  member  banks  concerning  the 
correction  of  unsafe  or  unsound  prac- 
tices. The  Board  has  also  delesited  to 
the  Director  of  its  Division  of  Banking 
Supervision  and  Regulation  the  author- 
ity  to  act  to  refuse  an  application  to 
stay,  modify,  terminate  or  set  aside  any 
effective  cease  and  desist  order  previous- 
ly issued  by  the  Board  or  any  written 
agreement  between  the  Board  or  the  Re- 
serve Bank  and  a  bank  holding  company 
or  anv  nonbanking  subsidiary  thereof  or 
a  State  member  bank. 

The  provisions  of  section  553  of  Title 
5.  United  States  Code,  relating  to  notice 
and  public  participation  and  deferred 
effective  date  are  not  followed  in  connec- 
tion with  the  adoption  of  these  amend- 
ments because  the  changes  involved  are 
procedural  in  nature  and  do  not  con- 
stitute substantive  rules  subject  to  the 
requirements  of  such  section. 

Effective  May  26,  1977  Part  265  is 
amended  as  follows: 

1.  In  S  265.2  a  new  subparagraph  (23i 
is  added  to  paragraph  <  c '  and  a  new  sub- 
paragraph <35)   is  added  to  paragraph 
f)  to  read  as  set  forth  below: 

5  26.1.2       *>pf<itii'    fuinlioii*    (It  Ii  ealril    to 
board      inipltijcr-     and      lo      Fiilrral 

«  •  •  *  * 

(CI  The  Director  of  the  Division  of 
Banking  Supervision  and  Regulation  '  or, 
in  the  Director's  absence,  the  Acting  Di- 
rector) is  authorized: 

.  .  *  •  • 

1 23  >  With  the  prior  concurrence  of  the 
appropriate  Federal  Reserve  Bank  and 
the  General  Counsel  of  the  Board,  to  act 
to  refuse  an  application  to  the  Board  to 
stay,  modify,  terminate  or  set  aside  anv 
effective  cea.se  and  desist  order  previously 
issued  by  the  Board  pursuant  to  section 
S'bi  of  the  Federal  Deposit  Insurance 
Act  or  any  written  agreement  between 
the  Board  or  the  Re:3erve  Bank  and  a 


bank  holding  company  or  any  nonbank- 
ing subsidiary  thereof  or  a  State  mem- 
ber bank.  (12  U.S.C.  1818(b> .) 

»  »  *  *  * 

If)  Each  Federal  Reserve  Bank  is  au- 
thorized: 

»  *  »  *  * 

1 35 1  With  the  prior  approval  of  both 
the  Director  of  the  Board's  Division  of 
Banking  Supervision  and  Regulation  and 
the  General  Counsel  of  the  Board,  to 
enter  into  a  written  agreement  with  a 
bank  holding  company  or  any  nonbank- 
ing subsidiary  thereof  or  with  a  Statt 
member  bank  concerning  the  correction 
of  an  unsafe  or  unsound  practice  in 
conducting  the  business  of  such  bank 
holding  company,  non-banking  subsid- 
iary or  State  member  bank  and  con- 
cerning the  correction  of  any  violation 
of  law,  rule  or  regulation  incident  to  such 
an  unsafe  or  unsound  practice.  <  12  U.S.C. 
248iai,  321.  324,  325,  330,  1844;  12  CFR 
208.81. 

Board   of   Governors   of   the   Federal 
Reserve  System.  May  26.  1977. 

Griffith  L.  Garv^ood, 
Deputy  Secretary  of  the  Board. 

;FR  Dor  77-15736  Filed  6-2-77:8:45  ami 


(Docket  No.  R-01021 

PART   268— EQUAL   EMPLOYMENT 
OPPORTUNITY 

AGENCY:    Board  of  Governors  of   the 
Federal  Reserve  System. 
ACTION :  Final  regulation. 

SUMMARY:  For  conformity  with  rules 
recently  adopted  by  the  Civil  Service 
Commission,  the  Board  of  Governors  has 
amended  its  Equal  Employment  Oppor- 
tunity Policies  and  Procedures  in  order 
to  replace  the  procedure  for  reviewing 
third  party  allegations,  to  allow  for  con- 
solidation of  complaints,  and  to  provide 
for  administrative  processing  of  class 
complaints  of  discrimination  In  employ- 
ment. The  Board  is  also  publishing  its 
Equal  Employment  Opportunity  rules  in 
order  to  have  them  included  as  part  of 
the  codification  of  the  Board's  regula- 
tions in  12  CFR.  These  amendments  are 
intended  to  expedite  and  facilitate  the 
processing  of  complaints  of  discrimina- 
tion in  employment  by  Board  employees. 

FFFECTI\TE  D.\TE:  April  29,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT 

William  W.  Layton.  Director  of  Equal 
Employment   Opportunity.    Board    of 
Governors  of  the  Federal  Reserve  Sys- 
tem. Washington.  DC  20551.  202-452- 
3465. 
SUPPLEMENTARY       INFORMATION: 
The  Board  of  Governors  has  amended  its 
Eoual  Employment  Opportunity  policies 
and  procedures  to  eliminate  the  existing 
procedure  for  reviewing  allegations  by 
organizations  or  other  third  parties  of 
discrimination     in     personnel     matters 
within  the  Board  that  are  unrelated  to 


an  individual  complaint  of  discrimina- 
tion. This  procedure  is  being  replaced 
with  procedures  for  the  joint  processing 
and  consolidation  of  complaints  of  dis- 
crimination in  emplojTnent  involving 
substantially  similar  allegations  and  for 
the  administrative  processing  of  class 
complaints  of  discrimination.  The 
Board's  class  complaint  procedure  is  sub- 
stanially  similar  to  that  adopted  by  the 
United  States  Civil  Service  Commission 
on  February  24.  1977  i5  CFR  Part  713. 
Subpart  F>.  To  the  extent  that  third 
party  allegations  involve  complaints  of 
discrimination,  the  Board  believes  that 
the  class  complaint  procedure  will  pro- 
vide a  better  means  of  resolving  such 
matters. 

The  Board's  Equal  Employment  Op- 
portunity Policies  and  Procedures  had 
been  previously  adopted  on  March  6. 
1969,  and,  with  the  above  described 
amendments,  are  now  being  adopted  in 
regulatory  form  in  order  to  have  them 
included  in  Che  codification  of  the 
Board's  regulations  in  12  CFR. 

The  provisions  of  section  553  of  Title 
5,  United  States  Code,  relating  to  notice 
and  public  participation  and  deferred 
effective  date  are  not  applicable  because 
these  regulations  relate  to  aeency  man- 
agement or  personnel.  <5  US  C.  553ia) 
(2)). 

Text  of  the  Final  Regulations 

Pursuant  to  sections  10'4)  and  IKi) 
and  (1>  of  the  Federal  Reserve  Act  (12 
U.S.C.  244  and  248(i)  and  (1)).  the 
Board  is  adopting  as  Part  268  the  follow- 
ing Equal  Employment  Opportunity  reg- 
ulations: 

BPART   A — GENERAL   PROVISIONS 

Statement  of  policy. 

Director  of  equal  pmployment  op- 
portunity and  other  designations. 

Pre-complalnt  procedure 

Complaint  procedure. 

Investigation  of  complaint. 

Adjustment  of  complaint  and  offer 
of  hearing. 

Hearing  on  complaint. 

Delay  in  handling  complaints. 

Decision  on  complaint. 

Complaint  file. 

Joint  processing  and  consolidation 
of  complaints. 

Freedom  from  reprisal  or  interfer- 
ence. 

Remedial  actions. 

Right  to  file  a  civil  action. 

Posting  of  Information  and  annual 
notice 

SUBPART   B— CLASS    COMPLAINTS   OF 
DISCRIMINATION 


su 

Sec. 

2(^8.101 

268.102 

2"8.103 

2S8.104 

2«8.105 

268.106 

268.107 

2';8.108 

2<58.109 

268.110 

268.111 

238.112 

2''8.113 

2'58  114 

2:8.115 

2*^8  201     Definitions 

2f8  202     Precomplaint  processing. 

268.203  Filing  and  presentation   of   a  class 

complaint. 

268.204  Acceptance,   rejection    or   cancella- 

tion. 
268  205     Notification  and  opting  out. 
2''8.206     Avoidance  of  delay. 

268.207  Freedom    from    restraint.    Interfer- 

ence, coercion,  and  reprisal. 

258.208  Obtaining  evidence  concerning  the 

complaint. 

268.209  Opportunities  for  resolution  of  the 

complaint. 

268.210  Hearing. 
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2(18.211     Report  of  findings  aud  recommen- 

datiouB. 
2 :8  212     ."Agency  decision. 
2G8  213     Notification    to    class    member^    of 

decision. 
2fi8.214     Corrective  action. 
268.215     Right  to  file  a  civil  action. 
208  21(1     Notice  of  ri^hc. 

268  217     Elfect  on  admniistratiTe  processing 
2S8  218     Procedures  superseded. 

AtTHoRiTY:  Sees.  10(4),  11(1)  and  il) 
of  the  Federal  Reserve  Act  (12  USC.  244 
and  248(1)  and  (1>. 

Subpart   A — General    Provisions 

i;2(>8.IOl       Mal<in<nl    ot    |H)li«>. 

It  IS  the  policy  of  the  Board  to  provide 
equal  opportunity  in  employment  for  all 
persons;  to  prohibit  discrimination  in 
employment  because  of  race,  religion, 
color,  national  origin,  sex.  or  age:  and  to 
promote  the  full  realization  of  equal  em- 
ployment opportunity  through  an  affirm- 
ative, continuing  program  designed  to 
promote  equal  opportunity  in  e\ery  as- 
Kect  of  Board  personnel  ix)licy  and  prac- 
tice concerning  the  employment,  devel- 
opment, advancement,  and  treatment  of 
employees 

i;2<>B.ln2  Dii.tti.r  of  hqiial  liiiplo*- 
cuint  Opporlunilj  and  olhrr  clcis- 
iiali«tii>. 

'  a '  The  Board  shall  designate  a  Di- 
rector of  Equal  Employment  Opportu- 
nity, an  Equal  Employment  Opportunity 
Officer,  a  Federal  Women's  Program  Co- 
ordinator, and  such  Equal  Employment 
Opportunity  Counselors,  and  other  per- 
sons as  may  be  necessary  to  assist  the 
Board  in  carrying  out  the  functions  de- 
scribed in  these  regulations. 

lb'  The  Director  of  Equal  Employ- 
ment Opuortunitv  shall  be  under  the  .su- 
pervision of  the  Board  and  shall  perform 
the  following  functions: 

1 1  >  Advise  the  Board  with  respect  to 
the  preparation  of  plans,  procedures, 
regulations,  reports,  and  other  matters 
pertaining  to  the  policy  and  continuing 
programs  with  respect  to  providing  equal 
opportunity  in  employment  without  re- 
gard to  race,  religion,  color,  national 
origin,  sex.  or  age. 

1 2 '  Evaluate  from  time  to  time  the 
Board's  program  for  equal  emplovment 
opportunity  and  report  thereon  to  the 
Board,  making  recommendations  as  to 
any  improvements  or  corrections  needed, 
including  remedial  or  disciplinary  action 
witli  respect  to  managerial  or  supervisory 
employees  who  are  determined  to  have 
failed  in  their  responsibilities  to  adhere 
to  the  provisions  of  tliese  regulations. 

t2<  When  authorized  by  the  Board, 
make  changes  in  programs  and  proce- 
dures designed  to  eliminate  discrimina- 
tory practices  and  improve  the  Board's 
program  for  equal  employment  oppor- 
tunity. 

•  4t  Provide  for  counseling,  by  an 
Equal  Employment  Opportunity  Coun- 
.-.clor,  of  any  aggrieved  employee  or  ap- 
plicant for  employment  who  believes  he  ' 


Wherever  in  these  resulatioiis  "he"  or 
"his"  is  used,  it  is  intended  to  apply  to  both 
n^.ale  and  female  persons. 


has  been  discriminated  against  because 
of  race,  religion,  color,  national  origin, 
sex.  or  age  and  establish  procedures  to 
attempt  lo  resolve,  on  an  informal  basis, 
the  matter  raised  by  the  employee  or  ap- 
plicant before  a  complaint  of  discnmi- 
naticn  may  be  filed  under  §  268.104. 

>  5 '  Provide  procedures  for  receipt  and 
investigation  of  individual  complaints  of 
discrimination  in  personnel  matters 
within  Uie  Boards  organization,  subject 
to  SS  268.104-267.114. 

'6)  Provide  for  the  acceptance  and 
processing  and  or  rejection  of  class  com- 
plaints in  accordance  with  Subpart  B  of 
this  part. 

(7'  When  authorized  by  the  Board. 
make  the  decision  for  the  Board  under 
S5  268.109.  268.204.  268.212.  and  268.214 
on  complaints  of  discrimination  and 
order  such  corrective  measures  as  he 
may  consider  necessary,  including  a 
recommendation  for  such  disciplinary 
action  as  he  finds  warranted  when  an 
employee  is  found  to  have  engaged  in  a 
discriminatory  practice. 

i8>  When  not  authorized  to  make  the 
decision  for  the  Board  on  complaints  of 
discrimmation,  review  tlie  record  on  ^nv 
complaint  before  the  decision  is  made 
under  !i  268.109  and  make  such  recom- 
mendations to  the  Board  or  its  designee 
as  he  considers  appropriate,  including 
a  recommendation  with  respect  to  such 
disciplinarv  action  as  he  believes  to  be 
warranted  when  an  employee  is  found 
to  have  engaged  in  a  discriminatory 
practice. 

(9)  Provide  for  notice  to  Board  em- 
ployees and  applicants  for  emplovment 
of  lii  the  availability  of  complaint 
procedures,  the  steps  necessarv  and 
time  limits  within  which  to  initiate  the 
complaint  process:  (ii)  the  names  and 
room  numbers  of  the  Equal  Emplov- 
ment Opportunitv  Director.  Officer,  and 
Counselors  and  the  Federal  Women's 
Proaram  Coordinator,  and  to  insure 
that  their  responsibilities  and  avail- 
ability are  adequately  brought  to  the 
attention  of  all  Board  emplovees:  and 
<iii)  the  Board's  policy  to  accommodate, 
to  the  maximum  extent  possible,  the 
religious  needs  of  those  who  observe  a 
Sabbath  other  than  Siuiday. 

'CI  The  Federal  Women's  Coordi- 
nator shall  advise  the  Director  of 
Equal  Emplovment  Opportunity  on  mat- 
ters aflecting  employment  and  advance- 
ment of  women. 

^i268. 1();i       i're-<-uinplainl    procfnlurc. 

<  a '  An  aggrieved  em.ployee  or  appli- 
cant for  emplovment  or  authorized 
representative  of  either'  who  believes 
that  he  has  been  discriminated  against 
because  of  race,  religion,  color,  national 
origin,  sex.  or  ase  shall  consult  with  an 
Equal  Emplovment  Opportunitv  Coun- 
selor within  30  calendar  days  from  the 
date  of  the  alleged  discriminatory  act  if 
he  wishes  to  resolve  the  matter. 

lb)  The  Counselor  shall  make  what- 
ever inquin'  into  the  matter  he  believes 
necessary  in  an  attempt  to  seek  a  solu- 
tion on  an  informal  basis,  counsel  the 
aserieved  person  concerning  the  issues 
in  the  matter  and  the  nature  of  the  pre- 
complaint procedure:  keep  a  record  of 


all  counseling  activities  so  as  to  brief, 
periodically,  the  Equal  Emplo\-ment  Op- 
portunity Officer  on  those  activities:  and 
establish  a  separate  file  for  each  matter 
brought  to  the  Coimselor's  attention. 

(c>  Insofar  as  is  practicable,  the 
Equal  Emplovment  Opportunity  Coun- 
selor shall  conduct  a  final  interview  with 
the  agsrieved  person  not  later  than  21 
calendar  days  after  the  date  on  which 
the  matter  was  called  to  the  Counselor's 
attention  by  the  aggrieved  person  or  his 
representative.  If  the  final  interview  is 
not  concluded  within  21  days  and  the 
matter  has  not  previously  been  resolved 
to  the  satisfaction  of  the  aggrieved  per- 
son, the  aggrieved  person  shall  be  in- 
formed bv  the  Counselor  in  writing  upon 
the  expiration  of  the  21 -day  period  of  his 
right  to  file  a  complaint  of  discrimina- 
tion. The  notice  shall  inform  the  com- 
plainant of  (1>  his  right  to  file  a  com- 
plaint anv  time  after  receipt  of  the 
notice  up  to  15  calendar  days  after  the 
final  interview  which  shill  be  sc  identified 
in  writing  bv  the  Equal  Emplovment  Op- 
portunity Counselor  and  <  2  >  the  appro- 
priate official  with  whom  to  file  a 
complaint.  The  Counselor  shall  not 
attempt  in  any  way  to  restrain  the 
ai;'2rieved  person  from  filing  a  complaint 
nor  to  encourage  the  person  to  file  a 
complaint. 

•  d  I  When  advi.sed  that  a  complaint  of 
discrimination  has  been  received  and  ac- 
ce-ted  by  the  Director  of  Equal  Employ- 
ment Opportunity  or  the  Equal  Employ- 
ment Opportunity  Officer  from  an  ag- 
grieved person,  the  Equal  Emplovment 
Opprrtunity  Counselor  shall  submit  a 
written  report  to  tlie  Equal  Employment 
Opportunity  Officer,  with  a  copy  of  the 
report  sent  to  the  aggrieved  person, 
summarizing  his  actions  and  his  advice 
to  the  aggrieved  person  concerniiig  the 
issues  in  the  matter. 

(e»  The  Counselor  shall  not  reveal  the 
identity  of  an  aggiieved  person  who  has 
come  for  consultation,  except  when  au- 
thorized to  do  so  by  the  aggrieved  per- 
son, or  until  a  complaint  of  discrimina- 
tion has  been  received  and  accepted. 

if'  The  Counselor  shall  be  free  from 
restraint,  interference,  coercion,  dis- 
crimination, of  reprisai  in  connection 
with  the  performance  of  his  duties  under 
this  section  and  he  shall  receive  the  full 
cooperation  of  all  employees  who  may 
become  involved.  The  Counselor  shall  be 
permitted  to  devote  to  the  performance 
of  his  counselor  responsibilities  adequate 
t'me  from  his  normal  employment  du- 
ties. 

>;  268.104      Ooniplainl    proiodurc. 

•  ai  A  complaint  of  discrimination  may 
be  filed  by  any  aggrieved  employee  or 
.Tpphcant  for  emplovment  who  believes 
that  he  has  been  discriminated  against 
because  of  race,  religion,  color,  national 
origin,  sex.  or  age.  A  complaint  may  also 
be  filed  by  an  organization  or  other  rep- 
resentative acting  on  behalf  of  the  ag- 
grieved person  with  his  consent. 

'b'  A  complaint  of  discrimination 
must  be  submitted  in  writing  by  the 
complainant  or  his  representative  and 
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be  signed  by  the  complainant.  The  com- 
plaint may  be  delivered  in  person  or  sub- 
mitted by  mail.  The  complaint  wi'l  be 
accepted  for  processing  only  if — 

111  The  complainant  brought  to  the 
attention  of  the  Equal  Employment  Op- 
portunity Counselor  the  matter  causing 
him  to  believe  he  had  been  discriminated 
acainst  within  30  calendar  days  of  the 
date  of  that  matter  or.  if  a  personnel 
action,  within  30  calendar  days  of  its  ef- 
fective date;  and 

1 2)  The  complainant  or  his  represent- 
ative submitted  his  written  complaint  to 
an  appropriate  official  within  15  calen- 
dar days  of  the  date  of  his  final  inter- 
view w-ith  the  Equal  Employment  Op- 
portunity Counselor. 

A  complaint  of  discrimination  may  be 
submitted  to  one  of  the  following  per- 
sons: The  Board's  Equal  Employment 
Opportunity  Officer.  the  Federal 
Women's  Program  Coordinator,  the 
Board's  Staff  Director  for  Management, 
or  such  other  persons  as  the  Board  may 
designate  in  the  notice  specified  in 
§  268.115.  Upon  receipt  of  a  complaint  of 
discrimination  by  the  S.taff  Director,  the 
Federal  Women's  Program  Coordinator, 
or  other  designated  person,  the  com- 
plaint 5-hall  he  transmitted  to  the  Direc- 
tor of  Equal  Emoloyment  Opportunity 
or  the  Equal  Employment  Opportunity 
Officer,  who  shall  acknowledge  its  re- 
ceipt in  accordance  with  paragraph  tO 
of  this  section. 

(c>  A  complaint  shall  be  deemed  filed 
on  the  date  it  is  received  by  an  appropri- 
ate official  designated  to  rereive  com- 
plaints. The  Director  of  Equal  Em- 
ployment Opportunity  or  the  Equal 
Employment  Opportunity  Officer  shall 
acknowledge  receipt  of  the  complaint  to 
the  complainant  or  his  representative  in 
writing,  inform  the  complainant  or  his 
representative  of  acceptance  or  rejection 
of  the  complaint  within  five  calendar 
days  from  its  receipt,  and  inform  the 
complainant  of  his  administrative  rights 
and  riiht  to  file  a  civil  action  as  set  forth 
in  5  268.114. 

(di  The  time  limits  of  this  section 
may  be  extended — 

1 1 1  When  the  complainant  shows  that 
he  was  not  adequately  notified  of  the 
time  limits  and  was  not  otherwise  aware 
of  them,  or  that  he  was  prevented  by 
circumstances  bcvond  his  control  from 
submitting  the  matter  within  the  time 
limits;  or 

(2»  For  other  reasons  considered  suf- 
ficient by  the  Director  of  Eoual  Employ- 
ment Opportunity  or  the  Equal  Employ- 
ment Opportunity  Officer. 

ie>  The  Director  of  Equal  Employment 
Opportunity  or  the  Equal  Employment 
Opportunity  Officer  may  reject  a  com- 
plaint because  it  is  not  timely  filed  or 
may  re.iect  those  allegations  in  the  com- 
plaint that  are  not  within  the  purview 
of  these  regulations  or  which  appear  to 
set  forth  identical  matters  to  those  con- 
tained in  a  previous  complaint  filed  by 
the  same  complainant,  which  complaint 
is  pending  or  has  been  previously  decided 
by  the  Bonrd  A  romnlaint  mav  be  can- 
celled because  of  failure  of  the  com- 
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plainant  to  prosecute  the  complaint  or 
because  of  a  separation  of  the  complain- 
ant that  is  not  related  to  the  complaint. 
The  complainant  or  his  representative 
shall  be  advised  of  this  decision  by  letter. 
Such  notice  shall  inform  the  complain- 
ant of  his  right  to  apply  for  reconsidera- 
tion of  a  determination  based  upon  this 
section  within  15  calendar  days  from  the 
date  of  the  letter  containing  notice  of 
the  determination  and  shall  indicate  that 
such  request  shall  specify  particular 
facts  and  circumstances  which  in  the 
complainant's  opinion  justify  reconsid- 
eration of  the  complaint.  The  com- 
plainant shall  also  be  advised  of  his  right 
to  file  a  civil  action  as  described  in 
§  268.114. 

<f>  At  any  stage  in  the  presentation 
of  a  complaint,  including  the  coimseling 
stage  under  5  26S103,  the  complainant 
shall  be  free  from  restraint,  interference, 
coercion,  discrimination,  or  reprisal  and 
shall  have  the  right  to  be  accompanied, 
represented,  and  advised  by  a  represent- 
ative of  his  own  choosing.  A  complainant 
who  is  an  employee  in  an  active  duty 
status  shall  have  a  reasonable  amount 
of  official  time  to  prepare  and  present 
his  complaint.  If  the  complainant  should 
designate  another  Board  employee  as  his 
representative,  the  representative  shall 
be  free  from  restraint,  interference,  co- 
ercion, discrimination,  or  reprisal,  and, 
if  in  an  active  duty  status,  he  shall  have 
a  reasonable  amount  of  official  time  to 
prepare  and  present  the  complaint. 

§26R.10j      Iiivf-slifsation   of   coniplainl. 

<ai  Upon  acceptance  of  a  complaint 
of  discrimination  by  the  Equal  Employ- 
ment Opportunity  Officer,  notice  of  such 
acceptance  shall  be  given  to  the  Director 
of  Equal  Employment  Opportunity. 

lb'  The  Director  of  Equal  Employ- 
ment Opportunity  shall  provide  for  the 
prompt  investigation  of  the  complaint 
bv  designating  a  person  to  conduct  an 
investigation.  The  person  assigned  by  the 
Director  to  investigate  the  complaint 
shall  occupy  a  position  at  the  Board 
that  is  not.  directly  or  indirectly,  under 
the  jurisdiction  of  the  head  of  the  divi- 
sion or  office  in  which  the  complaint 
arose. 

(ci  The  investigator  shall  be  author- 
ized by  the  Director  of  Equal  Employ- 
ment Opportunity  to: 

1 1 1  Administer  oaths  and  require  that 
statements  of  witnesses  shall  be  under 
oath  or  affirmation,  without  a  pledge  of 
confidence ; 

(2>  Investigate  all  aspects  of  com- 
plaints of  discrimination ; 

( 3 )  Request  all  employees  to  cooperate 
with  him  in  the  conduct  of  the  investi- 
gation ; 

i4)  Request  employees  having  any 
knowledge  of  the  matter  complained  of 
to  furnish  testimony  under  oath  or  af- 
firmation without  a  pledge  of  confidence ; 

and 

( 5 1  Review  any  and  all  personnel  files 
that  he  believes  may  be  relevant  to  the 
complaint  of  discrimination. 

'd)  The  investigation  shall  include  a 
thorough   review   of   the   circumstances 


under  which  the  alleged  discrimination 
occurred,  the  treatment  of  the  com- 
plainant and.  when  appropriate,  tiie 
treatment  of  members  of  his  group 
as  identified  by  his  complaint  as 
compared  with  the  treatment  of 
other  employees  In  the  organizational 
segment  in  which  the  alleged  discrimi- 
nation occurred,  and  any  policies  and 
practices  related  to  the  work  situation 
that  may  constitute,  or  appear  to  con- 
stitute, discrimination  even  though  tliey 
have  not  been  expressly  cited  by  t'ne 
complainant.  When  appropriate,  infor- 
mation needed  for  an  apprai.^^al  of  the 
utilization  of  the  complainant  and  mem- 
bers of  his  group  as  compared  to  the 
utilization  of  persons  outside  the  com- 
plainant's groun  shall  be  recorded  in  the 
Investigative  File  which  shall  be  e.slab- 
lished  bv  the  investigator.'  Specific  in- 
formation as  to  a  person's  membership 
or  normiembership  in  the  complainant's 
group,  needed  to  facilitate  an  adjust- 
ment of  the  complaint  or  to  aid  in  reach- 
ing an  informal  decision  on  the  com- 
plaint, shall,  if  available,  be  recorded  in 
the  Investigative  File.  If  necessary,  the 
investigator  may  obtain  information  re- 
garding the  membership  or  nonmember- 
ship  of  a  person  in  the  complainant's 
group  by  asking  each  person  concerned 
to  provide  the  information  voluntarily; 
he  shall  not  coerce  an  employee  to  pro- 
vide any  information. 

(e)  The  complainant  or  his  represent- 
ative and  the  Equal  Emplovment  Op- 
portunity Officer  shall  be  furnished  a 
copy  of  the  Investigative  File  promptly 
after  it  is  completed  by  the  investigator. 

§  286.106       \djustm«*nt  of  complaint  and 
offer  of  hearing. 

(a)  The  Equal  Employment  Oppor- 
tunity Officer  and  the  investigator  shall 
provide  to  the  complainant  an  oppor- 
tunity to  di.scu.ss  the  material  contained 
in  the  Investigative  File  and  to  adjust 
the  complaint  on  an  informal  basis  after 
the  complainant  has  had  at  least  7  cal- 
endar days  to  review  a  copv  of  the  In- 
vestigative File.  If  an  adjustment  of  the 
complaint  is  arrived  at.  the  terms  of  the 
adjustment  will  be  reduced  to  writing 
and  made  part  of  the  Complaint  File, 
along  with  all  other  materials  in  the  In- 
vestigative File.  A  copy  of  the  term.s  of 
the  adjustment  shall  be  provided  the 
complainant.  If  the  Board  is  unable  to 
carry  out  or  rescinds  any  action  specified 
by  the  terms  of  the  adjustment  for 
reasons  other  than  acts  or  conduct  of 
the  complainant,  the  complaint  shall, 
upon  the  written  request  of  the  com- 
plainant, be  reinstated  for  further  proc- 
essing from  the  point  processing  ceased 
under  the  terms  of  the  adjustment. 


'Includes  various  documents  and  infor- 
mation acquired  during  the  investigation 
under  this  section— including  affidavlt-s  of 
the  complainant,  of  the  alleged  discriminat- 
ing official,  and  of  the  witnesses:  and  copies 
of  or  extracts  from  records,  policy  state- 
ments or  regulations  of  the  Board- 
organized  to  show  their  relevance  to  the 
complaint  or  the  general  environment  out  of 
which  the  complaint  arose. 
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<b)  If  an  adjustment  of  the  complaint 
is  not  arrived  at.  the  complainant  shall 
be  advised  in  writing  by  the  Equal  Em- 
plovment Opportunity  Officer  of  1 1 1  his 
right  t-o  a  hearing  under  ?  268  107,  with 
subsequent  decision  under  5  268  109  by 
the  Board  or  its  designee,  and  '2'  his 
right  to  a  decision  by  the  Board  or  its 
designee  under  5  268  109  without  a  hear- 
ing The  complainant  will  be  allowed  15 
calendar  days  from  receipt  of  the  notice 
to  notify  the  Equal  Employment  Oppor- 
tunity Officer  whether  he  wishes  to  have 
a  hearing,  or  have  a  decision  rendered 
under  5  268.109  without  a  hearing. 

ic>  If  the  complainant  fails  to  notify 
the  Equal  Employment  Opportunitv  Of- 
ficer of  his  wi'^hes  within  the  above-spec- 
ified 15  day  period  the  Equal  Employ- 
ment Opportunitv  Officer  shall  transmit 
the  complaint,  together  with  the  Com- 
plaint File  I  which  shall  include  the  In- 
vestigative File  I .  to  the  Director  of  Equal 
Employment  Opportunity  for  decision. 

§  268.107      Hearing   on    roniplainl. 

A  hearing,  held  pursuant  to  an  elec- 
tion by  the  complainant,  as  provided  in 
the  nreceding  section,  shall  be  conducted 
in  the  following  manner: 

<a>  Complaints  examiner.  Tlie  hear- 
ing .shall  be  held  by  a  complaints  examin- 
er who  must  be  an  employee  of  another 
agency  except  in  a  case  where  the  Board 
might  be  prevented,  by  reason  of  law. 
from  divulging  information  concerning 
the  matter  complained  of  to  a  person  who 
has  not  received  the  security  clearance 
required  by  the  Board.  In  that  event  an 
impartial  employee  of  the  Bo.ird  shall  be 
selected  to  serve  as  a  complaints  ex- 
aminer. In  selecting  a  complaints  ex- 
aminer the  Board  will  request  the  United 
States  Civil  Service  Commission  to  sup- 
ply the  name  of  an  examiner  who  has 
been  certified  by  the  Ccmmission  as 
qualified  to  conduct  a  hearing  under  this 
section. 

(h>  Arrangements  for  hearing.  The 
Board  shall  transmit  to  the  complaints 
examiner  the  Complaint  File  <  which 
shall  include  the  original  copv  of  the  In- 
vestigative File  containing  all  the  docu- 
ments described  in  §  2f8.105  that  have 
been  acquired  up  t-o  that  point  in  the 
processing  of  the  complaint).  The  com- 
plaints examiner  shall  review  the  entire 
Complaint  File  to  determine  whether 
further  investigation  is  needed  before 
scheduling  the  hearing.  When  the  com- 
plaints examiner  determines  that  further 
investigation  is  needed,  he  shall  remand 
the  complaint  to  the  Director  of  Equal 
Employment  Opportunitv  for  further  in- 
vestigation or  arrange  fcr  the  appear- 
ance at  the  hearing  of  witnesses  ne':es- 
sar>-  to  supply  the  needed  additional  in- 
formition  The  complaints  examiner 
shall  schedule  the  hearing  for  a  conven- 
ient time  and  place 

'c>  Conduct  of  hearing.  il>  Attend- 
ance at  the  hearing  shall  be  limited  to 
persons  determined  by  the  complaints 
e.xaminer  to  have  direct  connection  with 
the  ccmnlaint  or  who  the  exammer  be- 
lieves can  provide  information  relevant 
to  the  complaint.   Upon   request  of   tlie 


complainant,  the  complaints  examiner 
may  open  proceedings  to  other  interested 
persons  if  it  appears,  in  his  discretion, 
that  such  action  would  be  consistent  with 
due  process  rights  of  the  complainant 
and  would  not  unduly  delay  or  impede 
the  conduct  of  the  hearing. 

(2>  The  complaints  examiner  shall 
conduct  the  hearing  so  as  to  bring  out 
pertinent  facts,  including  the  production 
of  pertinent  documents.  Rules  of  evi- 
dence shall  not  be  applied  strictly,  but 
the  complaints  examiner  shall  exclude  ir- 
relevant or  unduly  repetitious  evidence. 
Information  having  a  bearing  on  the 
complaint  or  employment  policy  or  prac- 
tices relevant  to  the  complaint  shall  be 
received  in  evidence.  The  complaints  ex- 
aminer, the  complainant,  his  representa- 
tive, and  representatives  of  the  Board  at 
the  hearing  shall  be  given  the  opportu- 
nity to  cross-examine  witnesses  who  ap- 
pear and  testify.  Testimony  shall  be  un- 
der oath  or  affirmation. 

(d I  Powers  of  complaints  examiner.  In 
addition  to  the  other  powers  vested  in  the 
complaints  examiner  by  the  Board  in 
these  regulations,  the  complaints  ex- 
aminer shall  be  authorized  to — 

111   Administer  oaths  or  affirmations: 

(2i  Regulate  the  course  of  the  hear- 
ing: 

<3"   Rule  on  offers  of  proof ; 

<4i  L*mit  the  number  of  witnesses 
whose  testimony  would  be  unduly  repi- 
titious:  and 

» 5 1  Exclude  any  person  from  the  hear- 
ing for  contumacious  conduct  or  misbe- 
havior that  obstructs  the  hearing. 

<e>  Witnesses  at  hearing.  The  com- 
plaints examiner  shall  request  the  Board 
to  make  available  as  a  witness  at  the 
hearing  any  emplovee'si  requested  by 
the  complainant  when  the  examiner  de- 
termines that  the  testimony  of  such  em- 
ployee's* could  provide  information 
relevant  to  the  complaint.  He  may  also 
request  the  appearance  of  any  other  per- 
son whose  testimony  he  determines  may 
furni<;h  information  pertinent  to  the 
complaint  under  consideration.  The  com- 
plaints examiner  shall  give  the  complain- 
ant his  reasons  for  the  denial  of  a  request 
for  the  appearance  of  employees  or  other 
persons  as  witnesses  and  shall  insert 
those  reasons  in  the  record  of  the  hear- 
ing. The  Board  shall  make  its  employees 
available  as  witnesses  at  a  hearing  on  a 
complaint  when  requested  to  do  so  by  the 
complaints  examiner  and  it  is  adminis- 
tratively practicable  to  comply  with  the 
request  for  a  witness.  When  it  is  not 
administratively  practical  to  comply  with 
the  request  for  a  witnes-s.  the  Board  shall 
provide  an  explanation  to  the  complaints 
examiner  If  the  examiner  determines 
that  tlie  explanation  is  inadequate,  he 
shall  so  advi.se  the  Board  and  request  it 
to  make  the  employee  available  as  a  wit- 
ness at  the  hearing.  If  the  complaints 
examiner  determanes  that  the  explana- 
tion is  adequate,  he  shall  insert  his  find- 
ings in  the  record  of  the  hearing,  provide 
a  copy  to  the  complainant,  and  make 
arrantrement^  to  .secure  testimony  from 
the  employee  through  a  written  inter- 
rogatory. Employees  of  the  Board  shall 


be  in  a  duty  status  during  the  time  they 
are  made  available  as  witnesses.  Wit- 
nesses shall  be  free  from  restraint,  inter- 
ference, coercion,  discrimination,  or  re- 
prisal in  presenting  their  testimony. 

if»  Record  of  hearing.  The  hearing 
shall  be  recorded  and  transcribed  ver- 
batim. All  documents  submitted  to  and 
accepted  by  the  complaints  examiner  at 
the  hearing  shall  be  made  part  of  the 
record  of  the  hearing.  If  the  Board  sub- 
mits a  document  that  is  accepted,  the 
complainant  shall  be  furnished  a  copy 
If  the  complainant  submits  a  document 
that  is  accepted,  he  shall  make  the  docu- 
ment available  to  the  Board  representa- 
tive for  reproduction. 

(gi  Findings,  analysis,  and  recom- 
mendations. The  complaints  examiner 
shall  transmit  to  the  Board  or  when 
designated,  the  Director  of  Equal  Em- 
ployment Opportunity,  or  other  designee 
il>  the  Complaint  Pile  < including  the 
record  of  the  hearing).  <2^  the  findings 
and  analysis  of  the  complaints  examiner 
with  regard  to  the  matter  that  gave  rise 
to  the  complaint  and  the  general  en- 
vironment out  of  which  the  complaint 
aro.se.  and  i3^  the  recommended  decision 
of  the  complaints  examiner  on  the  merits 
of  the  complaint,  including  recommended 
remedial  action,  where  appropriate,  with 
regard  to  the  matter  that  gave  rise  to 
the  complaint  and  the  general  environ- 
ment out  of  which  the  complaint  arose 
The  complaints  examiner  shall  notify  the 
complainant  of  the  date  on  which  this 
was  done.  In  addition,  the  complaints 
examiner  shall  transmit,  by  separate 
letter  to  the  Director  of  Equal  Employ- 
ment Opportunity,  any  findings  and  rec- 
ommendations he  considers  appropriate 
with  respect  to  conditions  of  employ- 
ment existing  at  the  Board  that  may  or 
may  not  have  a  relationship  to  the 
matter  that  gave  rise  to  the  complaint. 

g  268. 1U8      Delay  in  iiundling  eomplainl-. 

(a>  A  complaint  shall  be  resolved  ex- 
peditiously. To  this  end.  both  the  com- 
plainant and  the  Board  shall  proceed 
with  the  complaint  as  specified  in  these 
'regulations  without  undue  delay  so  that 
it  may  be  resolved,  except  in  unusual  cir- 
cumstances, within  180  calendar  days 
after  its  receipt  by  the  Equal  Employ- 
ment Opportunity  Officer  or  the  Di- 
rector of  Equal  Employment  Op- 
portunity, including  time  spent  in  the 
processing  of  the  complaint  by  the 
complaints  examiner  under  §  268  107. 
\\1ien  the  complaint  has  not  been  re- 
solved within  this  limit,  the  complainant 
may  appeal  to  the  Board  or  to  the  Direc- 
tor of  Equal  Employment  Opportunity 
for  a  review  of  the  reasons  for  the  delay. 

'  b '  The  Director  of  Equal  Employment 
Opportunity,  Equal  Employment  Oppor- 
tunity Officer,  or  other  designee  may  can- 
cel a  complaint  if  the  complainant  fails 
t3  prosecute  the  complaint  without  un- 
due delay.  However,  instead  of  cancelling 
for  failure  to  prosecute,  the  complaint 
may  be  adjudicated  if  it  is  found  that 
sufficient  information  for  that  purpose  is 
available. 
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(c »  When  the  complaints  examiner  has 
submitted  a  recommended  decision  find- 
ing discrimination  and  a  final  decision 
has  not  been  issued  by  the  Board  or  its 
designee  within  180  calendar  days  aft«r 
the  date  the  complaint  was  received  by 
the  Director  of  Equal  Employment  Op- 
portiinitv  or  the  Equal  Employment  Op- 
portunity Officer,  the  complaints  exam- 
iners  recommended  decision  shall  be- 
come a  final  decision  binding  on  the 
BLvard  30  davs  aft^r  its  submission  to  the 
Board  or  Us  designee.  In  such  event,  the 
complainant  shall  be  notified  of  the  de- 
cision and  be  furnished  a  copy  of  the 
findings,  analysis,  and  recommended  de- 
cision of  the  complaints  examiner  and  a 
copy  of  the  hearing  record  and  shall  be 
advised  of  his  right  to  file  a  civil  action 
as  described  in  section  268.114  of  tnese 
regulatioiis  regardless  of  the  decision 
rendered  on  his  complaint. 
§  2«)8.109      Decision  on  cotnphiint. 

(E'  Without  hearing.  The  Board,  the 
Director  of  Equal  Employment  Opportu- 
nity or  other  person  designated  by  the 
Board  shall  make  the  decision  on  a  com- 
plaint based  upon  information  m  the 
Complamt  File.  A  person  designated  to 
make  Mie  decision  for  the  Board  shall  be 
one  who  is  fair,  impartial,  and  objective 
The  decision  shall  be  in  writing  and  shall 
be  transmitted  by  letter  to  the  complain- 
ant or  his  representative.  The  letter  to 
the  complainant  or  his  representative 
transmitting  the  decision  sliall  set  forth 
the  findings  and  reasons  for  the  action 
of  the  Board  or  its  designee  including 
any  remedial  action  taken. 

ib»  With  a  hearing.  The  Board,  or  the 
Director  of  Equal  Employment  Oppor- 
tunity, or  other  person  designated  by  the 
Board,  shall  make  the  decision  on  a  com- 
plaint based  upon  information  in  the 
Complaint  File,  includmg  the  hearing 
record.  A  person  designated  to  make  the 
decision  for  the  Board  shall  be  one  who 
IS  fair,  impartial,  and  objective.  The  de- 
cf^ion  shall  be  in  writing  and  shall  be 
traa'^mitted  bv  letter  to  the  complainant 
or  hi<;  representative.  The  letter  shall  also 
transmit  a  copy  of  the  findings,  analysis, 
and  recommended  decision  of  the  com- 
plaints examiner  made  under  §  268.107 
igi .  and  the  tran.script  of  the  oral  testi- 
monv.  including  affidavit.;  and  oral  state- 
ments presented  at  the  hearing.  The  de- 
cision of  the  Board  or  its  designee  shall 
adopt,  reject,  or  modify  the  decision  as 
recommended  by  the  complaints  exam- 
iner. When  the  decision  of  the  Board  or 
its  designee  is  to  reject  or  modify  the 
recommended  decision  of  the  complaints 
examiner,  the  letter  transmitting  the  de- 
cision i^hall  set  forth  the  specific  reasons 
for  rejection  or  modification. 

(C)  A  decision  rendered  pursuant  to 
paragraphs  <ai  or  ib>  of  this  section 
shall  require  any  remedial  action  (see 
5  268  113  I  authorized  by  law  determined 
to  be  necessary  or  desirable  'including 
pos.sible  disciplinary  action  against  al- 
leged discriminatory  officials  where  ap- 
propriate>  to  effect  the  resolution  of  the 
issues  of  discrimination  found  to  exist 
and  or  to  promote  the  policy  of  equal 
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employment  opportunity  whether  or  not 
there  is  a  finding  of  discrimination. 

(dt  When  the  Director  of  Equal  Em- 
ployment Opportunity  or  other  person 
designated  by  the  Board  makes  the  de- 
cision on  a  complaint,  the  complainant 
or  his  representative  sloall  be  advised  in 
writing  of  hLs  right  to  have  the  Board 
review  his  complaint,  of  the  requirement 
that  such  request  for  review  be  submitted 
to  the  Board  within  15  calendar  days  of 
his  receipt  of  notification  of  such  deci- 
sion, and  of  his  right  to  file  a  civU  action 
ill  accordance  with  §  268.114. 

S  268.110      (Atniplaint    file. 

(a»  The  Equal  Employment  Oppor- 
tunitv  Officer  shall  maintain  a  Complaint 
File  containing  all  documents  pertinent 
to  the  complaint. 

(b)  The  Complaint  File  shall  include 

copies  of —  ,  ^      , 

(1)  The  notice  of  the  Equal  Employ- 
ment Opportunity  Counselor  to  the  ag- 
grieved person  pursuant  to  §  268.103(c)  ; 
(•7>  The  written  report  of  the  Equal 
Emplovment  Opportunity  Counselor  to 
the  Equal  Employment  Opportunity  Offi- 
cer on  whatever  pre-complaint  counsel- 
ing efforts  were  made  with  regard  to  the 
complainant's  case  pursuant  to  §  268.103 

(d); 

(3)  The  complaint; 

(4)  The  Investigative  File; 

(5)  n  the  complaint  is  withdrawn  by 
the  complainant,  a  written  statement  of 
the  complainant  or  his  representative  to 

tllEtt  effects 

<6i  If  adjustment  of  the  complaint  is 
arrived  at  under  §  268.106.  the  written 
record  of  the  terms  of  the  adjustment; 

(7)  If  no  adjustment  of  the  complaint 
is  arrived  at  under  §  268.106,  a  copy  of 
the  letter  notifying  the  complainant  of 
his  right  under  §  268.109  to  a  decision  by 
the  Board  or  its  designee  with  or  without 

shearing;  s  oco  ior 

(8)  If  decision  is  made  under  §  2b8.iub 
(c.  a  copy  of  the  letter  to  the  com- 
plainant transmitting  that  decision; 

(9>  If  a  hearing  was  held,  the  record 
of  the  hearing,  together  with  the  com- 
plaints examiner's  findings,  analysis,  and 
recommended  decision  on  the  issues  of 
the  complaint; 

(10 1  If  the  Director  of  Equal  Employ- 
ment Opportunity  is  not  designated  by 
the  Board  to  make  a  decision,  the  recom- 
mendation, if  any,  made  by  him  to  the 
Board  or  its  designee;  and 

(11)  If  decision  is  made  under  I  268- 
109,  a  copy  of  the  letter  transmitting  the 
decision  of  the  Board  or  its  designee. 

(c)  The  Complaint  File  shall  contain 
no  document  that  has  not  been  available 
to  the  complainant, 

5  268.111       Joint     prorr^-^ing     and     con- 
■.olidaliiin   of  roinplaint*. 

lai  Two  or  more  complaints  of  dis- 
crimination filed  by  employees  or  appli- 
cants for  employment  with  the  Board 
consisting  of  substantially  similar  aUega- 
tions  of  discrimination  may,  with  the 
written  permission  of  the  complainants, 
be  consolidated  by  the  Board  or  its 
designee 


(b)  Two  or  more  individual  complaints 
of  discrimination  from  the  same  em- 
ployee or  applicant  for  employment  may. 
at  the  discretion  of  Uie  Board  or  its 
designee,  be  joined  for  processing  after 
notifying  the  individual  that  the  com- 
plaints will  be  processed  jointly. 

§268.112      Freedom     from     reprisal     or 
inlerferenec. 

(a)  Freedom  from  reprisal.  It  is  the 
policy  of  the  Board  to  assure  that  com- 
plainants, their  representatives,  and  wit- 
nesses shall  be  free  from  restraint,  inter- 
ference, coercion,  discrimination  or  re- 
prisal at'  any  stage  in  the  presentation 
and  processing  of  a  complaint,  including 
the  counseling  stage  under  §  268.103,  or 
any  time  thereafter. 

(b)  Review  of  allegations  of  reprisal. 
A  complainant,  his  representative,  or  a 
witness  who  alleges  restraint,  interfer- 
ence, coercion,  discrimination,  or  reprisal 
in  connection  with  the  presentation 
of  a  complaint  under  these  regulations, 
may,  if  an  employee  or  applicant,  have 
the  allegation  reviewed  as  an  individual 
complaint  of  discrimination  subject  to 
the  provisions  of  these  regulations 
(§§  268.1 04-268.1101  or  as  a  charge  sub- 
ject to  the  procedures  set  forth  in  para- 
graph (c)  of  this  section. 

fc)  Procedure  for  review  of  charges. 
An  emplovee  or  applicant  may  file  a 
charge  alleging  restraint,  interference, 
coercion,  discrimination,  or  reprisal  in 
connection  with  the  presentation  of  a 
complaint  with  a  Board  official  author- 
ized in  §  268.104  to  accept  a  complaint 
vdthin  15  calendar  days  of  the  date  of 
the  alleged  occurrence.  The  charge  shall 
be  submitted  in  writing  and  shall  con- 
tain all  pertinent  facts  upon  which  the 
charge  is  based.  The  Director  of  Equal 
Employment  Opportunity  will  undertake 
an  appropriate  inquiry  into  such  a 
charge  and  will  complete  his  inquiry  of 
the  facts  and  circumstances  relating  to 
the  charge  within  30  calendar  days  after 
receipt  of  such  charge.  Upon  completion 
of  his  investigation,  the  Director  shall 
notify  the  charging  party  in  writing  of 
the  results  of  his  inquiry  and  his  recom- 
mendations as  to  appropriate  action 
aimed  at  resolving  the  circumstances 
giving  rise  to  the  charge.  Upon  receipt 
of  the  recommended  resolution  of  the 
charge  from  the  Director.-  the  charging 
partv  shall,  within  15  calendar  days, 
notify  the  Director  in  writing  of  '  1  >  his 
acceptance  of  the  recommendations  of 
the  Director  or  (2)  his  rejection  of  the 
proposed  resolution  as  recommended  by 
the  Director  and  his  desire  to  have  the 
charge  reviewed  as  an  individual  com.- 
plaint  of  discrimination  subject  to  the 
review  procedures  set  forth  in  sS*  268  107 
and  268.109. 

(d^  Allegation  Jri  corinection  with 
hearing.  When  a  complainant  has  re- 
quested a  hearing  on  his  complaint  and 
in  connection  with  that  complaint  al- 
leges restraint,  interference,  coercion, 
discrimination,  or  reprisal,  the  com- 
plaints examiner  assigned  to  hold  the 
hearing  shall  consider  the  allegations  of 
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restraint,  coercion,  interference,  etc.  as 
issues  in  the  complaint  at  hand. 

§268.11.3       Remedial    arlions, 

(a)  Remedial  action  involving  an  ap- 
plicant. ( 1 )  When  it  is  determined  pur- 
suant to  tlie  provisions  of  these  regula- 
tioPiS  that  an  applicant  for  employment 
has  been  discriminated  against  and  ex- 
cept for  that  discrimination  would  have 
been  hired,  the  Beard  shall  where  prac- 
ticable, offer  the  applicant  employment 
of  the  type  and  grade  denied  him.  Tlie 
offer  shall  be  made  in  writing.  The  in- 
dividual shall  have  15  calendar  days 
from  receipt  of  the  offer  within  which 
to  accept  or  decline  the  offer.  Failure  to 
notify  the  Board  of  his  decision  within 
the  15-day  period  will  be  considered  a 
declination  of  the.  offer,  unless  the  indi- 
vidual can  show  that  circumstances 
beyond  his  control  prevented  him  from 
responding  within  the  time  limit.  If  the 
offer  is  accepted,  appointment  shall  be 
retroactive  to  the  date  the  applicant 
should  have  been  hired  and  back  pay 
may  be  awarded  from  the  beginning  of 
the  retroactive  period  until  the  date  the 
individual  actually  enters  on  duty. 

'2i  When  it  is  determined  that  dis- 
crimination existed  at  the  time  the  ap- 
*  plicant  was  considered  for  employment 
but  it  is  not  determined  that  the  individ- 
ual is  the  one  who  would  have  been  hired 
except  for  di-scrimination,  the  Board  will 
consider  the  individual  for  any  existing 
vacancy  of  the  t%-pe  and  grade  for  which 
he  had  been  considered  initially  and  for 
which  he  is  qualified  before  considera- 
tion is  given  to  other  candidates.  If  the 
individual  is  not  selected,  the  Board 
shall  record  the  reasons  for  nonselection. 
If  no  vacancy  exists,  the  Board  will  give 
him  priority  consideration  for  the  next 
vacancy  for  which  he  is  qualified. 

<b>  Remedial  action  involving  an  em- 
ployee. When  it  is  determined  pursuant 
to  the  provisions  of  these  regulations 
that  a  Board  emplovee  has  been  dis- 
criminated against  and  as  a  result  of 
that  discrimination  was  denied  an  em- 
ployment benefit,  or  an  administrative 
decision  adverse  to  him  was  made,  the 
Board  shall  take  remedial  actions  which 
may  include  but  need  not  be  limited  to 
one  or  more  of  the  following : 

1 1  >  Retroactive  promotion  with  back 
pay  when  the  record  clearlv  shows  that 
but  for  the  discrimination  the  employee 
would  have  been  promoted  or  would  have 
been  employed  at  a  higher  grade 

1 2 1  Consideration  for  promotion  to  a 
pasition  for  which  he  is  qualified  before 
consideration  is  given  to  other  candi- 
dates when  the  j-ecord  shows  that  dis- 
crimination existed  at  the  time  selection 
for  promotion  was  made  but  it  is  not 
clear  that  except  for  the  discrimination 
the  employee  would  have  been  promoted. 

1 3 '  Cancellation  of  an  unwarranted 
personnel  action  and  restoration  of  the 
employee  to  active  status. 

'4'  Expunction  from  the  Board's  rec- 
ords of  any  reference  to  or  any  record 
of  an  unwarranted  disciplinary  action 
that  is  not  a  personnel  action. 

t5»  Full  opportunity  to  participate  in 
the  employee  benefit  denied  him   'e.g.. 


training,  preferential  work  assignments, 
overtime  scheduling) . 

§268.111      Hiclit    lo    file    a    ei\il    aelion 
(or  juiiii-ial  re\  iew. 

ia»  Judicial  review.  An  employee  or 
applicant  for  employment  may  file  a  civil 
action  for  judicial  review  against  the 
Board  in  an  appropriate  United  States 
District  Court,  pursuant  to  28  U.S.C. 
1331,  following  receipt  of  a  notice  of  final 
action  taken  by  the  Board  on  a  com- 
plaint. 

tbi  Notice  of  right.  The  Board  shall 
notify  an  employee  oi  applicant  of  his 
right  to  obtain  judicial  review  following 
any  final  Board  action  on  a  complaint 
under  these  regulations. 

The  fihng  of  a  civil  action  by-an*em- 
ployee  or  applicant  does  not  terminate 
Board  processing  of  a  complaint 

§268.115      Pontine    of    information    and 
annual  noliee. 

I  a »  A  notice  summarizing  the  general 
purposes  of  these  regulations  and  spec- 
ifying where  copies  .can  be  obtained  shall 
be  distributed  annually  to  all  Board  em- 
ployees. Copies  of  this  notice  shall  also 
be  provided  to  all  applicants  for  em- 
ployment. New  employees  shall  be  pro- 
vided a  copy  of  these  regulations  within 
seven  days  of  the  date  they  begin  their 
employment. 

<bi  A  copy  of  these  regulations  shall 
be  prominently  posted  on  bulletin  boards 
conveniently  located  in  all  buildings  in 
which  the  Board  maintains  offices.  The 
following  information  shall  also  be 
posted  at  these  locations — 

1 1 1  Name  and  room  number  of  the 
Director  of  Equal  Employment  Opportu- 
nity. 

i2)  Name  and  room  number  of  Equal 
Employment  Opportunity  Officer. 

'3 1  Name  and  room  number  of  tlie 
Federal  Women's  Program  Coordinator. 

<4)  Names  and  room  numbers  of  Equal 
Employment  Opportunity  Counselors, 
and  the  organizational  units  they  serve: 
their  availability  to  coimsel  an  employee 
or  applicant  for  employment  who  be- 
Ueves  that  he  ha.s  been  discriminated 
against  because  of  race,  religion,  color. 
national  origin,  sex,  or  age;  and  the  re- 
quirement that  an  employee  or  applicant 
for  employment  must  consult  a  Coun- 
selor as  provided  by  §  268  103  about  his 
allegation  of  discrimination  before  a 
complaint  may  be  filed. 

i5i  Time  limits  for  contacting  an 
Equal  Employment  Opportunity  Coun- 
selor with  respect  to  an  allegation  of 
discrimination. 

Subpart  B — Class  Complaints  of 
Discrimination 

i;  268.201       Definitions. 

ia>  A  "class"  is  a  group  of  Board  em- 
ployees and  or  applicants  for  employ- 
ment with  the  Board  on  whose  behalf  it 
is  alleged  that  they  have  been,  are  being, 
or  may  be  adversely  affected,  by  a  Board 
personnel  management  policy  or  prac- 
tice which  the  Board  has  authority  to 
rescind  or  modify,  and  which  discrimi- 
nates against  tlie  group  on  the  basis  of 


their  common  race,  color,  religion,  sex. 
national  origin,  and  or  age. 

ib>  A  "class  complaint"  is  a  written 
complaint  of  discrimination  filed  on  be- 
half of  a  class  by  the  agent  of  the  class 
alleging  that: 

1 1 1  The  class  is  so  numerous  that  a 
consolidated  complaint  of  the  members 
of  the  class  is  impractical; 

1 2  I  There  are  questions  of  fact  com- 
mon to  the  class; 

»3'  The  claims  of  the  agent  of  the 
class  are  typical  of  the  claims  of  the 
class;  and 

1 4 1  The  agent  of  the  class,  or  his  rep- 
resentative, if  any.  will  fairly  and  ade- 
quately protect  the  interests  of  the  class. 

to  An  "agent  of  the  class"  is  a  class 
member  who  acts  for  the  class  during 
the  processing  of  the  class  complaint. 

<di  "Age"  is  an  inclusive  term  which 
means  the  ages  of  40  through  64  years 

§  268.202      Pre<o|*ipraint  proeev«ing. 

lai  An  employee  or  applicant  who 
wishes  to  be  an  agent  and  who  believes 
he  has  been  discriminated  against  shall 
consult  with  an  Equal  Employment  Op- 
portunity Counselor  within  90  calendar 
days  of  the  matter  giving  rise  to  the 
allegation  of  individual  discrimination 
or  within  90  calendar  days  of  its  effective 
date  if  a  personnel  action 

•  b>  The  Counselor  shall  1 1  <  advise  the 
aggrieved  person  of  the  discrimination 
complaint  procedures,  of  his  right  to  rep- 
resentation throughout  the  precomplaint 
and  complaint  processes,  and  of  the 
right  to  anonymity  only  during  the  pre- 
complaint process:  (2*  make  whatever 
inquiry  is  believed  necessary;  <3>  make 
an  attempt  at  informal  resolution 
through  discussion  with  appropriate  of- 
ficials; i4)  counsel  the  aggrieved  person 
concerning  the  issues  involved;  i5i  in- 
form the  Equal  Employment  Opportu- 
nity Officer  and  other  appropriate  offi- 
cials when  corrective  action  is  believed 
necessary;  <6>  keep  a  record  of  all  coim- 
seling  activities;  and  '7)  summarize 
actions  and  advice  in  writing  both  to  the 
Equal  Employment  Opportunity  Officer 
and  the  aggrieved  person  concerning  the 
issues  in  the  personnel  management  pol- 
icy or  practice 

'  c  I  The  Counselor  shall  conduct  a 
final  interview  and  terminate  coimseling 
with  the  aggrieved  person  not  later  than 
30  calendar  days  after  the  date  on  which 
the  allegation  of  discrimination  was 
called  to  the  attention  of  the  Counselor. 
During  the  final  interview,  the  Counselor 
.shall  inform  the  agyrieved  person  in 
writing  that  counseling  is  terminated 
and  that  he  has  the  right  to  file  a  class 
complaint  of  discrimination  with  appro- 
priate officials  of  the  Board. 

(d>  The  Counselor  shall  not  attempt 
in  any  way  to  restram  the  aggrieved 
person  from  filing  a  complaint  nor  to 
encourage  the  penson  to  file  a  complaint. 

'  e  I  The  Counselor  shall  not  reveal  the 
identitv  of  an  aggrieved  persort  during 
the  period  of  consultation,  except  when 
authorized  to  do  so  by  the  aggrieved 
person 

I  f  I  All  Board  emplovees  and  officers 
shall  fully  cooperate  with  Counselors  in 
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the  performance  of  their  duties  under 
this  section.  Counselors  shall  have  rou- 
tine access  to  personnel  records  of  the 
Board  without  unwurranted  invasion  of 
pnvacv. 

.|,M  Corrective  action  taken  as  a  re- 
sult of  counseling  shall  be  consustent 
With  law  and  Board  regulations,  rules, 
and  instructions. 

§  2(>8.203      Filins  and  presenlalitm  of  a 
cla><s  t'oniplaiiil. 

(a)  The  complaint  must  be  submitted 
in  writing  by  the  agent  or  his  represenU- 
tive  and  be  signed  bv  the  agent, 

>  b '  The  complaint  shall  set  forth  spe- 
cifically and  in  detail: 

ill  A  description  of  the  Board  per- 
sonnel management  policy  or  practice 
giving  rise  to  the  complamt;  and 

( 2 1  A  description  of  the  resultant  per- 
sonnel action  or  matter  adversely  affect- 
ing the  agent. 

ici  The  complaint  Ynust  be  filed  not 
later  than  15  calendar  days  after  the 
agent's  receipt  of  the  notice  of  final  in- 
terview with  the  Counselor 

I  d '  The  complaint  may  be  filed  with 
the  Boards  Staff  Director  for  Manage- 
ment, the  Boards  Equal  EmplovTnent 
Opportunity  Officer,  the  Federal  Wom- 
en's Protjram  Coordinator,  or  the  Board's 
Director  of  Equal  Employment  Opportu- 
nity 

lei  A  complaint  shall  be  deemed  filed 
on  the  date  it  is  postmarked,  or.  in  the 
absence  of  a  postmark,  on  the  date  it  is 
received  by  an  official  with  whom  com- 
plaints may  be  filed. 

ifi  At  all  stages,  including  counseling. 
In  the  preparation  and  presentation  of  a 
complaint  or  claim  and  appeal  from  a 
decision  on  a  complaint  or  claim  the 
agent  or  claimant  shall  have  the  right  to 
ba  accompanied,  represented,  and  ad- 
vised by  a  representative  of  his  own 
choosing:  Provided.  The  choice  of  a 
representative  does  not  involve  a  con- 
flict of  interest  The  representative  shall 
be  designated  in  writing  and  the  designa- 
Uon  made  a  part  of  the  class  complaint 
file 

tgi  If  the  agent  is  an  employee  in  an 
active  duty  status,  he  shall  have  a 
reasonable  amount  of  official  time  to 
prepare  and  present  his  complaint  Em- 
ployees, including  attorneys,  who  are 
representing  employees  of  the  Board  in 
discrimination  complaint  cases  must  be 
permitted  to  use  a  reasonable  amount  of 
official  time  to  carry  out  that  respon- 
sibility whenever  it  is  not  Inconsistent 
with  the  faithful  performance  of  their 
duties. 

§  268.204      .Acceptance,  rejection  or  can- 
cellation. 

la*  Within  10  calendar  days  of  the 
Board's  receipt  of  a  complaint,  the 
Board's  Director  of  Equal  Employment 
Opportunity  shall  forward  the  com- 
plaint, along  with  a  copy  of  the  Coun- 
selor's report  and  anv  other  informa- 
tion pertaining  to  timeliness  or  other 
relevant  circumstances  related  to  the 
comnlaint.  to  the  United  States  Civil 
Service  Commission  with  a  request  for 


assignment  to  the  complaint  of  a  com- 
plaints examiner. 

( b  I  The  complaints  examiner  may  rec- 
ommend that  the  Board  reject  the  com- 
plaint, or  a  portion  thereof,  for  any  of 
the  following  reasons: 

(1 )  It  was  not  timely  filed ; 
i2>  It  consists  of  an  allegation  identi- 
cal to  an  allegation  contained  in  a  pre- 
vious complaint  filed  on  behalf  of  the 
same  class  which  is  pending  before  the 
Board  or  which  has  been  resolved  or 
decided  by  the  Board; 

(3i  It  is  not  within  the  purview  of  this 
subpart: 

'4'  The  agent  failed  to  consult  a 
Counselor  in  a  timely  manner; 

i5»   It  lacks  specificity  and  detail; 
Iff'    It  was  not  submitted  in  writing 
or  was  not  signed  by  the  agent; 

i7i  It  does  not  meet  all  of  the  pre- 
requisites set  forth  in  §  268.201. 

<c)  If  an  allegation  is  not  included  in 
the  Counselor's  report,  the  complaints 
examiner  shall  afford  the  agent  15  calen- 
dar days  to  explain  whether  the  matter 
was  discussed  and  if  not,  why  he  did  not 
discuss  the  allegation  with  the  Counselor. 
If  the  explanation  is  not  satisfactory, 
the  complaints  examiner  may  recom- 
mend tliat  the  Board  reject  the  allega- 
tion. If  the  explanation  is  satisfactory, 
the  complaints  examiner  may  refer  the 
allegation  to  the  Board  for  further  coun- 
seling of  the  agent. 

'di  If  an  allegation  lacks  specificity 
and  detail,  the  complaints  examiner  shall 
afford  the  agent  15  calendar  days  to  pro- 
vide specific  and  detailed  information. 
The  complaints  examiner  may  recom- 
mend that  the  Board  reject  the  com- 
plaint if  the  agent  fails  to  provide  such 
information  within  the  specified  time 
period.  If  the  information  provided  con- 
tain.s  new  allegations  outside  the  scope 
of  the  complaint,  the  complaints  ex- 
aminer must  advise  the  agent  how  to 
proceed  on  an  individual  or  class  basis 
concerning  these  allegations, 

<e)  Th"  complaints  examiner  may  rec- 
ommend that  the  Board  was  not  notified 
of  the  prescribed  time  limits  and  was  not 
otherwise  aware  of  them  or  that  he  was 
prevented  by  circumstances  beyond  his 
control  from  acting  within  the  time  limit, 
<f)  When  appropriate  the  complaints 
examiner  may  recommend  that  a  class  be 
di\  ided  into  subclasses  and  that  each 
subcla.ss  be  treated  as  a  class,  and  the 
provisions  of  this  section  then  shall  be 
construed  and  applied  accordingly, 

<g  I  The  complaints  examiner  may  rec- 
ommend that  the  Board  cancel  a  com- 
plaint after  it  has  been  accepted  because 
of  failure  of  the  agent  to  prosecute  the 
complaint.  This  action  may  be  taken 
only  after  the  complaints  examiner  has 
■provided  the  agent  a  written  request,  in- 
cluding notice  of  proposed  cancellation, 
that  the  assent  provide  certain  informa- 
tion or  otherwi.se  proceed  with  the  com- 
plaint, and  the  agent  has  failed  to  satisfy 
this  requ<'st  within  15  calendar  days  of 
receipt  of  the  request, 

(h)  An  agent  must  be  informed  by  the 
complaints  examiner  in  a  request  under 


paragraph  <c)  or  (d>  of  this  section 
that  the  complaint  may  be  rejected  if 
the  information  is  not  provided. 

(i)  The  complaints  examiner's  recom- 
mendation on  whether  to  accept,  reject, 
or  cancel  a  complaint  shall  be  trans- 
mitted in  writing  to  the  Eoard,  the  agent, 
and  the  agent's  representative.  The  com- 
plaints  examiner's   recommendation   to 
accept,  reject,  or  cancel  shall  become  the 
Board's  decision  unless  the  Board  or  its 
designee  rejects  or  modifies  the  decision 
within  10  calendar  days  of  its  receipt. 
The  Board  shall  notify  the  agent,  the 
agent's    representative,    and    the    com- 
plaints examiner  of  its  decision  to  accept, 
reject,  or  cancel  a  complaint.  The  notice 
of  a  decision  to  reject  or  cancel  shall  in- 
form the  agent  of  his  right  to  proceed 
with   his   individual   complaint   of   dis- 
crimination and  of  his  right  to  file  a  civil 
action, 

§  268.20.5      Nolifiralion  and  opting  out. 

(a)  After  acceptance  of  a  class  com- 
plaint, the  Board,  within  15  calendar 
days,  shall  use  reasonable  means,  such 
as  delivery,  mailing,  distribution,  or 
posting,  to  notify  all  class  members  of 
the  existence  of  the  class  complaint, 

'b)  A  notice  shall  contain:  il>  The 
name  of  the  Board  or  organizational 
segment's)  thereof  involved,  its  location, 
and  the  date  of  acceptance  of  the  com- 
plaint; (2)  a  description  of  the  issues  ac- 
cepted as  part  of  the  class  complaint; 
(3)  an  explanation  that  class  members 
may  remove  themselves  from  the  class 
by  notifying  the  Board  within  30  calen- 
dar days  after  Lssurance  of  the  notice: 
and  '4)  an  explanation  of  the  binding 
nature  of  the  final  decision  on  or  resolu- 
tion of  the  complaint. 

§  268.206      Avoidance  of  delay. 

The  complaint  sh^ll  be  processed 
promptly  after  it  has  been  accepted.  To 
this  end,  the  parties  shall  proceed  with 
the  complaint  without  undue  delay  so 
that  the  complaint  is  proce.'^sed  within 
180  calendar  days  after  it  was  filed. 

§  268.207      Freedom    from    restraint,    in- 
terference, coercion,  and  reprisal. 

Ca)  Agents,  claimants,  their  repre- 
sentatives, witnesses,  the  Director  of 
Equal  Employment  Opportunity,  the 
Equal  Employment  Opportunity  Officer. 
Equal  Employment  Opportunity  Investi- 
gators. Equal  Employment  Opportunity 
Counselors,  and  other  Board  officials 
having  responsibility  for  the  processing 
of  discrimination  complaints  shall  be 
free  from  restraint,  interference,  coer- 
cion, and  reprisal  at  all  stages  in  the 
presentation  and  processing  of  a  com- 
plaint, including  the  counseling  stage 
under  §  268.202,  or  any  time  thereafter, 

'b)  A  person  identified  in  paragraph 
(a)  of  this  section,  if  a  Federal  em- 
ployee or  applicant,  may  file  a  complaint 
of  restraint,  interference,  coercion,  or 
reprisal  in  connection  with  the  presenta- 
tion and  processing  of  a  complaint  of 
discrimination.  The  complaint  shall  be 
filed  and  processed  in  accordance  with 
provisions  of  Subpart  A  of  this  part. 
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§  268.208      Obtaining   evidence    roncern- 
ing  the  complaint. 

<a)  General.  (1>  Upon  the  acceptance 
of  a  complaint,  the  Board  or  its  designee 
shall  designate  an  agency  representa- 
tive. The  agency  representative  shall  not 
be  an  alleged  discriminating  official  or 
any  individual  designated  under  §  268- 
102' a'  of  Subpart  A  of  this  part. 

(2»  In  representing  the  Board,  tlie 
Board  representative  shall  consult  with 
officials,  if  any.  named  or  identified  as 
responsible  for  the  alleged  discrimina- 
tion, and  otlier  officials  or  employees  of 
the  Board  as  necessary.  In  such  consul- 
tation, the  Board  representative  will  be 
subject  to  the  provisions  of  the  Board's 
regulations,  rules,  and  instructions  con- 
cerning privacy  and  access  to  individual 
personnel  records  and  reports, 

lb)  Developvient  of  evidence,  ili  The 
complaints  examiner  shall  notify  the 
agent,  or  his  representative,  and  the 
Board's  representative  that  a  period  of 
not  more  than  60  calendar  days  will  be 
allowed  both  parties  to  prepare  their 
ca^:es.  This  time  period  mav  be  extended 
by  the  complaints  examiner  upon  the 
request  of  either  party  Both  parties  are 
entitled  to  reasonable  development  of 
evidence  on  matters  relevant  to  the  is- 
sues raised  in  the  complaint.  EMdence 
may  be  developed  through  interroga- 
tories, depositions,  and  requests  for 
production  of  documents  It  shall  be 
grounds  for  objection  to  producing  evi- 
dence that  the  information  sought  by 
either  party  is  irrelevant,  overburden- 
some,  repetitious,  or  privileged. 

(2)  In  the  event  that  mutual  coopera- 
tion fails,  either  party  may  request  the 
complaints  examiner  to  rule  on  a  request 
to  develop  evidence.  When  the  co.m- 
plaints  examiner  renders  his  report  of 
findings  and  recommendations  on  the 
merits  of  the  complaint,  a  party's  failure 
to  comply  with  the  complaints  examin- 
er's ruling  on  an  evidentiai-y  request  may 
be  taken  into  account. 

<3)  During  the  time  period  for  de- 
velopment of  evidence,  the  complaints 
examiner  may.  in  his  discretion,  direct 
that  an  investigation  of  facts  relevant 
to  the  complaint,  or  any  portion  thereof. 
be  conducted  by  an  inve'=tigator  trained 
and  or  certified  by  the  United  States 
Civil  Service  Commission, 

(4 1  Both  parties  shall  furnish  the  com- 
plaints examiner  all  materials  that  they 
wish  the  complaints  examiner  to  ex- 
amine and  such  other  material  as  the  ex- 
aminer may  request. 

§  268.209      Opportiinitie.*    for    resolution 
of  the  complaint. 

(a)  The  complaints  examiner  shall 
furnish  the  agent,  or  his  representative, 
and  the  representative  of  the  Board  a 
copy  of  all  materials  obtained  concerning 
the  complamt  and  provide  opportunity 
for  the  agent  to  discu,ss  materials  with 
the  Board's  representative  and  attempt 
resolution  of  the  complaint, 

I  b  I  At  any  time  after  acceptance  of  a 
complaint,  the  complaint  may  be  re- 
solved by  agreement  of  the  Board  and 
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the  agent  to  terms  ofifered  by  either 
party. 

(c)  If  resolution  of  the  complaint  is 
arrived  at.  the  terms  of  the  resolution 
.shall  be  reduced  to  writing,  and  signed  by 
the  agent  and  the  Board  or  its  designee. 
A  resolution  may  include  a  finding  on  the 
issue  of  discnmmation.  and  must  include 
any  corrective  action  agreed  upon  Cor- 
rective action  in  the  re5olution  must  be 
consistent  with  law  and  Board  regula- 
tions, rules  and  instructions.  A  copy  of 
the  resolution  shall  be  provided  the 
agent. 

'd>  Notice  of  the  resolution  shall  be 
given  to  all  class  members  in  the  same 
manner  as  notification  of  the  acceptance 
of  the  class  complaint  and  shall  state  the 
terms  of  corrective  action,  if  any.  to  be 
granted  by  the  Board.  A  resolution  shall 
bind    all    members   of    the   class. 

lei  If  the  Board  does  not  earn.'  out,  or 
rescinds,  any  action  specified  by  the 
terms  of  the  resolution  for  any  reason  not 
attributable  to  acts  or  conduct  of  the 
agent,  his  representative,  or  class  mem- 
bers, the  Board  upon  the  agent's  written 
request  shall  reinstate  the  com.plaint  for 
further  processing  from  the  point  proc- 
essing ceased  under  the  terms  of  the 
resolution, 

g  2f>8.210      Hearing. 

On  the  expiration  of  the  period  al- 
lowed for  preparation  of  the  case,  the 
complaints  examiner  shall  set  a  date  for 
a  hearing.  The  hearing  shall  be  con- 
ducted in  accordance  with  §  268.107  of 
Subpart  A  of  this  part. 

§  268.21  1       Report  of  findings  and  recniii- 
mendations. 

<ai  The  complaints  examiner  shall 
transmit  to  the  Board  or  its  designee: 

<  1  >  The  record  of  the  hearing ; 

(2)  The  findings  and  analysis  with 
regard  to  the  complaint:  and 

(3  I  A  report  of  findings  and  recom- 
mended decision  on  the  complaint,  in- 
cluding corrective  action  pertaining  to 
systemic  relief  for  the  class  and  any  in- 
dividual corrective  action,  where  appro- 
priate, with  regard  to  the  personnel  ac- 
tion or  matter  which  gave  rise  to  the 
complaint, 

'b  I  The  complaints  examiner  shall  no- 
tify the  agent  of  the  date  on  which  the 
report  of  findings  and  recommendations 
was  forwarded  to  the  Board  or  its 
designee, 

§  268.212      Aseni-i  decision, 

(a>  Within  30  calendar  days  of  receipt 
of  the  report  of  findings  and  recommen- 
dations i.ssued  under  ?■  268.211.  tiie  Board 
or  its  designee  shall  issue  a  decision  to 
accept,  reject,  or  modify  the  findings 
and  recommendations  of  the  complaints 
examiner, 

lb)  The  decision  of  the  Board  or  its 
designee  shall  be  in  writing  and  shall 
be  transmitted  to  the  agent  or  his  repre- 
sentative, along  with  a  copy  of  the  rec- 
ord of  the  hearing  and  a  copy  of  tne 
findings  and  recommendations  of  the 
complaints  examiner 

ic  When  the  decision  of  the  Board 
or  its  designee  is  to  reject  or  modify  the 
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findings  and  recommendations  of  the 
complaints  examiner,  the  decision  shall 
contain  the  specific  reasons  in  detail  for 
the  action 

'  d  I  If  the  Board  or  its  designee  has 
not  issued  a  decision  within  30  calendar 
days  of  its  receipt  of  the  complaints  ex- 
aminer s  report  of  findmgs  and  recom- 
mendations, those  findings  and  recom- 
mendations shall  become  the  final  Board 
decision.  The  final  Board  decision  and 
the  record  of  the  hearing  shall  be  trans- 
mitted to  the  agent  or  his  representative 
within  5  calendar  days  of  the  expiration 
of  the  30-day  period, 

I  e  I  The  Board  or  its  designee  shall  in- 
form the  agent  or  his  representative  of 
the  right  to  file  a  civil  action  in  accord- 
ance with  5  268,215, 

<f  I  A  final  Board  decision  on  a  class 
complaint  shall  be  binding  on  all  mem- 
bers of  the  class  and  the  Board. 

ig'  When  the  Director  of  Equal  Em- 
ployment Opportunity  or  other  person 
designated  by  the  Board  makes  the  de- 
cision on  a  class  complaint,  the  agent 
shall  be  advised  in  writing  of  his  right  to 
have  the  Board  review  the  class  com- 
plaini  and  of  the  requirement  that  such 
a  request  for  review  be  submitted  to  the 
Board  within  15  calendar  days  of  the 
agent's  receipt  of  notification  of  such 
decLsion, 

§  268.21,1      Notification  to  class  member* 
of  decision. 

Class  members  shall  be  notified  bv  the 
Board,  through  the  same  media  employed 
to  give  notice  of  the  existence  of  the 
class  complaint,  of  the  Board  decision 
and  corrective  action,  if  any.  The  notice, 
where  appropriate,  shall  include  infor- 
mation concerning  the  rights  of  cla.ss 
members  to  -seek  individual  relief,  and 
of  the  procedures  to  l>e  followed  Notice 
shall  be  given  bv  the  Board  within  10  cal- 
endar days  of  the  transmittal  of  its  de- 
cision to  the  agent, 

§268.214      Corrective  action. 

ia>  When  discrimination  is  found,  the 
Board  =hall  eliminate  or  modify  the  per- 
sonnel policy  or  practice  out  of  which  the 
complaint  arose,  and  provide  individual 
corrective  action  to  the  agent  in  accord- 
ance with  §  268  113  of  Subpart  A  of  this 
part.  Corrective  action  in  all  ca.ses  must 
be  consistent  with  law  and  Board  regu- 
lations, rules  and  instructions. 

<b)  Wlien  discrimination  is  found  and 
a  class  member  believes  that  but  for 
that  discrimination  he  would  have  re- 
ceived employment  or  an  employment 
benefit,  the  class  member  may  file  a 
wTitten  claim  with  the  Board  or  the 
Board's  Director  of  Equal  Employment 
Opportunity  within  30  calendar  days  of 
notification  by  the  Board  of  its  decision. 

IC)  The  claim  must  include  a  specific, 
detailed  showing  that  the  claimant  is  n 
class  member  who  was  affected  by  per- 
sormel  action  or  matter  resulting  from 
the  discriminatory  pohcy  or  practice 
within  not  more  than  135  calendar  days 
preceding  the  filing  of  the  class  com- 
plaint 

Id  I  The  Board,  the  Board's  Director  of 
Equal     Employment     Opportunity,     or 
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other  person  designated  by  the  Board 
shall  attempt  to  resolve  the  claim  for 
relief  within  60  calendar  days  after  the 
date  the  claim  was  postmarked,  or,  in  the 
absence  of  a  postmark,  witliin  60  calen- 
dar days  after  the  date  it  was  received 
by  an  official  with  whom  claims  may  be 
filed.  If  the  Board  and  claimant  do  not 
agree  that  the  claimant  is  a  member  of 
the  class  or  upon  the  relief  to  which  Uie 
claimant  is  entitled,  the  Board  shall  re- 
fer the  claim,  with  recommendations 
concerning  it.  to  the  complaints  ex- 
aminer. 

le)  The  complaints  examiner  shall 
notify  the  claimant  of  the  right  to  a 
hearing  on  the  claim  and  shall  allow  the 
parties  to  the  claim  an  opportunity  to 
submit  evidence  and  representations 
concerning  the  claim.  If  a  hearing  is  re- 
quested, it  shall  be  conducted  in  accord- 
ance with  5  268.107  of  Subpart  A  of  this 
part.  If  no  hearing  is  requested,  the  com- 
plaints examiner,  in  his  discretion,  may 
hold  a  hearing  to  obtain  necessary  evi- 
dence concerning  the  claim. 

If  I  The  complaints  examiner  shall  is- 
sue a  report  of  findings  and  recommen- 
dations on  the  claim  which  .shall  be 
treated  the  same  as  a  report  of  findings 
and  recommendations  under  55  268.211 
and  268.212. 

(g)  If  the  complaints  examiner  de- 
termines that  the  claimant  is  not  a  mem- 
ber of  the  class  or  that  the  claim  was  not 
timely  filed,  the  examiner  shall  recom- 
mend rejection  of  the  claim  and  give 
notice  of  his  action  to  the  Board,  the 
claimant  and  the  claimant's  represpnta- 
tive.  Such  notice  shall  include  advice  as 
to  the  complainant's  right  to  file  a  civil 
action  in  accordance  with  the  provi- 
sions of  this  part. 

5  268.2  I  ">        Ki-lil   III   file  ^1   '  ImI   MiliuM    fur 
jiulirial  rf\  irw. 

An  agent  who  has  filed  a  comnla-nt  or 
a  claimant  who  has  filed  a  claim  for  re- 
lief ba.sed  on  race,  color,  religion,  sex.  age 
and  or  national  origin  discrimination 
mav  file  a  civil  action  for  judicial  revieav 
rieamst  the  Board  in  an  appronriate 
T'nitfd  Statps  district  court.  Dursuant  to 
J8  USr  IS*?!,  following  receipt  of  a 
notice  of  final  action  taken  by  the  Board 
on  a  complaint  or  claim 

§268.216      Notice  of  rieht. 

When  the  asent  allege-;  that  the  Board 
discriminated  against  a  class  on  th^  basis 
of  race,  color,  religion,  .sex.  national 
oriein  and  or  aee.  or  a  claimant  files  for 
relief,  thp  Board  shall  notify  the  asent 
of  his  rifht  to  file  a  civil  action,  in  any 
final  action  on  a  comnlaint.  or  claim, 
under  §5  268  204,  268  212.  or  268  214 

§  268.217       I  fft'i-t  on  .ulmini-lr.itiM-  proc- 

TT'.p  filing  of  a  civil  action  bv  an  aerent 
or  rla'mant  does  not  term'na'e  Board 
nrores-ina;  of  a  complaint  or  claim  under 
this  subpart, 

S  268.218      Pr<)c«'(lur«>'< -.upor*pHe(l. 

These  regulations  .^unerspde  all  rules 
and  reeulntions  rpgardin?  pqual  pmploy- 
ment  onnortunity  previously  established 
bv  the  Board  of  Governors 
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Board    ol    Guvernoi.->   oi    the   Federal 
Reserve  System.  May  19.  1977. 

Theodore  E.  Allison, 
Secretary  of  the  Board. 


iFR  Dr.: 


!<)  Filed  fi-2-77;8:45  am) 


Title  13 — Business  Credit  and  Assistance 

CHAPTER   I— SMALL   BUSINESS 
ADMINISTRATION 

I  Ailltit.   5  i 

PART  112— NONDISCRIMINATION  IN  FED- 
ERALLY ASSISTED  PROGRAMS  OF 
SMALL  BUSINESS  ADMINISTRATION- 
EFFECTUATION  OF  TITLE  VI  OF  THE 
CIVIL   RIGHTS  ACT  OF    1964 

Addition  of  an  Appendix  A  Which  Lists  the 
Types  of  Federal  Financial  Assistance 
V.hich  Are  Cov/ered  by  This  Part;  Cor- 
rection 

AGENCY;    Small   Business   Adminstra- 
lion. 


ACTION;  Correction. 
SUMMARY;  ThLs  corrects  Amendment 
4  of  13  CFR  Part  112,  published  in  the 
Federal  Register  (42  PR  20286*  on  April 
19,  1977,  which  listed  the  types  of  Federal 
financial  assistance  covered  by  this  part. 

DATE;  June  3,  1977. 

ADDRESS;  1441  "L"  Street  NW..  Wash- 
ington. DC.  20416. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 
J.  Arnold  Feldman.  Chief.  Compliance 
Division.  Office  of  Equal  Employment 
Opportunity  and  Compliance.  202- 
653-6589. 

Part  112  of  Chapter  I  of  Title  13  CFR 

is  hereby  amended  by  adding  an  Appen- 
dix to  the  end  of  Part  112. 


Name  of  program: 

Regular  buslnes.s  loans — 
Economic    opportunity 

loans. 
Pool    loans.- 

Dl.splaced   business   loans. 
Handicapped        assistance 

loans. 
Disaster  loans: 

Physical,        including 
riot. 

Economic    injury 


Product   disaster. 


Appendix  A 

Authority 

Small  Business  Act,  sec.  7(a) . 

Small   Bu.siness  Act,  sec.  7(i)    (formerly  Title  IV  of  the 

Economic  Opportunity  Act) . 
Small  Bu.siness  Act,  sec.  7(a)  (5) . 
Small  Business  Act.  sec.  7(b)  (3) . 
Small  Business  Act,  sec.  7(h) . 

Small  Business  Act,  sec.  7(b)  (1)  as  amended  by  sees  231, 
234.  and  237  of  the  Disaster  Relief  Act  of  1970.  Public 
Law  92-385.   Public  Law  93-24.   and   Public   Law  94-68 

small  Business  Act.  sec.  7(b)(2)  a.s  amended  by  sees  231 
and  234,  of  the  Disaster  Relief  Act  of  1970.  Public  Law 
92-385,  Public  Law  93-24,  and  Public  Law  94-C8. 

Small  Business  Act,  sec.  7(b)  (4) ,  Public  Law  92-385,  Public 
Law  93-24,  and  Public  Law  94-68. 

Small  Business  Act,  sec  7(b)  (5) . 

Do. 
Do 


Coal  mine  health  and 

safety. 
Consumer  protection. 
Occupational       safety 

and  health. 
Strategic    arms,    eco- 
nomic Injury  loans. 
Air    pollution    control 

loans. 
Base  closing  economic 

Injury. 
Water   pollution   con- 
trol  loans. 
Emergency     energy 
shortage      economic 
Injxiry. 

Other    regulatory 

Debtor  local  development 
company  loafts  (502) 
and  their  small  busi- 
ness concerns 
Debtor  state  development 
company  loans  (501) 
and  their  small  business 
concerns. 
Debtor  small  business  in- 
vestment companies  and 
their  small  business  con- 
cerns. 

Note  —All  programs  listed  above  are  also  covered  by  Part  113  of  Title  13  of  the  Code  of 
Federal  Regulations. 


Small  Business  Act,  sec.  7(b)  (6) . 
Small  Business  Act,  sec.  7(b)  (5) . 
Small  Business  Act.  sec.  7(b)  (7) . 
Small  Business  Act,  sec.  7(g)  (1). 
Small  Business  Act,  sec.  7(b)  (8) . 


Small  Business  Act.  sec.  7(b)  (5) 

Small  Business  Investment  Act.  sec.  502. 


Small  Business  Investment  Act.  sec.  601. 


Small  Business  Investment  Act,  title  III. 
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Effective  date:  June  3. 1977. 

Dated;  May  24,  1977. 
(All  SEA  Program-s  listed  In  the  Catalog  of  Federal  Domestic  Assistance  Programs  under 
Nos  59  001-59,025  except  59004-59007.  59  009.  59.016.  and  59.019.) 

A.  Vernon  Weaxttr, 

Administrator 
(FR  Doc. 77-15813  Piled  6-2-77:8:45  am) 


Title  16 — Commercial  Practices 

CHAPTER   I — FEDERAL  TRADE 
COMMISSION 

iDc  ke:   C  2S2D' 

r'ART  13— PROHIBITED  TRADE  PRAC- 
TICES, AND  AFFIRMATIVE  CORRECTIVE 
ACTIONS 

Sears,  Roebuck  and  Co. 

Correction 

In  FR  Doc.  77-15088  appearing  at  page 
27218  in  the  i.ssue  for  Friday.  May  27. 
1977  make  the  followiuii  correction; 

Cn  page  27219,  under  the  heading  "Or- 
der" in  paragraph  Iif  i.  m  the  third  line, 
insert  after  the  word  "to"  the  following: 
"such  descriptive  words  as.  but  not  lim- 
ited to." 

Title  19 — Customs  Duties 

CHAPTER  1— UNITED  STATES  CUSTOMS 
SERVICE.  DEPARTMENT  OF  THE 
TREASURY 

iT   D   77-151  I 
PART   159 — LIQUIDATION  OF  DUTIES 

Countervailing    Duties;    Certain    Handbags 
From  the  tRepublic  of  China 

In  the  matter  of  Notice  of  Counter- 
vailing Duty  to  be  imposed  under  .section 
303.  Tariff  Act  of  1930.  as  ameaded.  by 
reason  of  the  payment  or  bestowal  of  a 
bounty  or  grant  upon  the  manufacture, 
production,  or  exportation  of  certain 
handbags  from  the  Republic  of  China. 

AGENCY;  United  States  Customs  Serv- 
ice, Treasury  Department. 

ACTION:  Final  Countervailing  Duty 
Order 

SUMMARY;  This  notice  is  to  advise  the 
public  that  it  has  been  determined  that 
the  Government  of  the  Republic  of 
China  iT<ii\van  >  has  given  benefits  which 
are  considered  to  be  bounties  or  grants 
upon  the  manufacture,  production  or  ex- 
portation of  certain  handbags  within 
the  meaning  of  the  countervailing  duty 
law  Consequently  additional  duties  in 
the  amount  of  these  benefits  will  be  col- 
lected along  with  regular  Customs  duties 
on  shipments  of  this  merchandLse  from 
certain  exporters. 

EFFECTIVE  DATE    June  3.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Richard   Rimimger.   Duty  Assessment 
Division     Technical    Branch.    United 
States  Cu.'itoms  Service.   1301  Consti- 
tution Avenue  NW  ,  Washington.  D.C 
20229,   telephone  202-566-5492 
SUPPLEMENTARY       INFORMATION 
On  December  1.  1976.  a  -Notice  ot  Pre- 
liminary Countei-vailing  Duty  Determi- 


nation '  was  pubUshed  m  the  Fedek.al 
Register  i41  FR  52737*  announcing  that 
on  the  basis  of  an  investigation  conducted 
pursuant  to  section  159.47ic).  Customs 
Regulations  (19  CFR  159.47ic>i,  it  pre- 
liminarily had  been  determined  that  cer- 
tain practices  of  the  Goveniment  of  the 
Republic  of  China  constitute  bounties  or 
grants  within  the  meaning  of  section 
303  of  the  Tariff  Act  of  1930.  as  amended 
'19  U.S.C.  1303 >  (hereinafter  referred 
to  as  "the  Act") . 

The  term  "handbags"  as  used  in  this 
notice,  covers  pocketbooks.  purses, 
shoulder  bags,  clutch  bags,  and  all  simi- 
lar articles  by  whatever  name  known, 
customarilv  can-ied  by  women  or  girls 
and  classifiable  under  items  706.08. 
706  10.  706.12,  706  14.  706  20.  706.22. 
706.23.  706.24.  706  30.  706  60  Tariff 
Schedules  of  the  United  States  'TSUSV 
Luggage,  fiat  goods  or  other  articles 
classifiable  under  these  TSUS  items  are 
not  included  in  this  notice.  The  practices 
preliminarilv  determined  to  be  bounties 
or  grants  were ; 

1.  Income  tax  holidays  for  newly 
established  firms  and  firms  expanding 
production  facilities,  eranted  under  the 
Statute  for  Encouragement  of  Invest- 
ment. 

2  Loans  at  preferential  rates  of  inter- 
est for  companies  producing  for  export. 

3  Exemption  from  income  taxe';.  for 
firms  located  in  Export  Processing 
Zones 

Four  practices  were  preliminarily  de- 
termined not  to  constitute  a  bounty  or 
grant,  and  five  other  mea.=ures  were  pre- 
liminarily determined  to  be  not  appli- 
cable or  have  never  been  utilized  by  the 
handbag  industry. 

The  notice  stated  further  that  before  a 
final  determination  would  be  made  in  the 
proceeding,  consideration  would  be  given 
to  any  relevant  data,  views,  or  argu- 
ments submitted  in  writing  within  30 
day.s  from  the  da'e  of  the  notice  with  re- 
spect to  the  preliminary  determination. 

After  consideration  of  all  information 
received,  and  on  the  basis  of  information 
received  since  the  preliminary  determi- 
nation, it  has  been  determineci  that  with 
respect  to  benefits  received  under  the 
preferential  export  loan  program  and  the 
income  tax  exemption  provision  one 
handbag  manufacturer.  Yashiro  Wang 
Fachi  Co..  Ltd..  received  ageregate  bene- 
fits which  are  greater  than  de  minimis 
In  this  instance,  an  aggregate  benefit  of 
eight-tenths  of  one  percent  '0  8  i^ercent  i 
was  conferred  A  second  manufacturer, 
International  Handbags  Industrial  Co  . 
Ltd  .  received  benefits  under  the  income 
tax  exemption  provi<;ion  which  are 
greater  than  de  minimis  In  thi-^  instance. 
a  benefit  of  two  percent  ■  2  percent  ad 
valorem^   was  conferred    It  is  therefore 


determined  that  exports  of  handbags 
from  these  two  companies  have  received 
bounties  or  grants  within  the  meaning  of 
section  303  of  the  Act. 

It  has  also  been  determined  that  the 
handbag  industry  of  the  Republic  of 
China  is  not  receiving  benefits  from  the 
exemption  from  income  taxes,  by  reason 
of  location  in  an  Export  Processing  Zone 
and.  with  the  exceptions  noted  above. 
that  the  total  benefits  'less  than  0.1  per- 
cent) received  by  the  handbag  industry 
of  the  RepubUc  of  China  from  income 
tax  holidays  for  newly  established  firms 
and  firms  expandmg  production  faclh- 
ties,  granted  under  the  Statute  for  En- 
couragement of  Investment,  and  loans  at 
preferential  rates  of  interest  for  compa- 
nies producing  for  export,  are  de  minimis 
in  relationship  to  the  value  of  the  mer- 
chandise exported.  All  other  practices  are 
determined  to  be  not  applicable,  not  uti- 
lized by  the  handbag  industry,  or  not  to 
constitute  a  bounty  or  grant. 

The  Customs  Court,  in  Zenith  Radio 
Corporation  v.  United  States.  CD.  4691, 
ruled  that  the  rebate  of  the  Japanese 
commodity  tax  on  exportation  is  a 
bounty  or  grant  within  the  meaning  of 
the  Countervailing  Duty  Law.  To  the  ex- 
tent that  tlie  ruling  in  that  case  is  ap- 
plicable here,  the  DW)artment.  in  the  ab- 
sence of  a  final  court  decision  to  the  con- 
trary, maintains  its  position  that  the  re- 
bate or  remission  upon  exportation  of 
indirect  taxes  directly  related  to  the  ex- 
ported product  are  not  bounties  or 
grants. 

In  accordance  with  section  303  of  the 
Act.  the  amount  of  such  bounties  or 
grants  has  been  estimated  and  declared 
to  be  2  percent  ad  valorem  in  the  case 
of  International  Handbags  Industrial 
Co.,  Ltd..  and  0.8  percent  in  the  case  of 
Yashiro  Wang  Fuchi  Co.,  Ltd.,  of  the 
fob.  or  ex-works  price  for  export  to  the 
United  States  of  handbags  from  the  Re- 
public of  China. 

Effective  on  or  after  the  date  of  pub- 
lication of  this  notice,  upon  the  entr>- 
for  consumption  or  withdrawal  from 
warehouse  for  consumption  of  such  duti- 
able handbags  imported  directly  or  in- 
directly from  Yashiro  Wang  Puchi  Co.. 
Ltd.,  and  International  Handbags  Indus- 
trial Co.,  Ltd..  which  benefit  from  these 
bounties  or  grants,  there  shall  be  col- 
lected, in  addition  to  any  other  duties 
estimated  or  determined  to  be  due.  coun- 
tervailing duties  in  the  amount  ascer- 
tained in  accordance  with  the  above 
declaration. 

Finally,  information  has  revealed  that 
the  handbag  manufacturer.  Champion 
Industries,  Ltd.,  is  eligible  to  receive  and 
may  receive  benefits  under  the  income 
tax  exemption  provision.  Since  the 
Treasury  Department  cannot  ascertain 
at  this  time  that  Champion  Industries. 
Ltd..  is  not  receiving  benefits  under  the 
income  tax  exemption  provision  of  the 
Statute  for  Encouragement  of  Invest- 
ment. It  has  been  determined  that  ex- 
ports of  handbags  from  this  firm  are 
subject  to  bounties  or  grants  within  the 
meaning  of  section  303  of  the  Tariff  Act 
of  1930.  as  amended  il9  U.S.C    1303). 
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Accordingly,  notice  is  hereby  given 
that  handbags  imported  directly  or  in- 
directly from  Champion  Industries,  Ltd.. 
if  ent€red,  or  withdrawn  from  warehouse, 
for  consumption  on  or  after  the  date  of 
publication  in  the  Feder»l  Register,  will 
be  subject  to  the  net  amount  of  any 
bounty  or  grant  ascertained  or  deter- 
mined, or  estimated  to  have  been  paid  or 
bestowed. 

The  liauidation  of  all  entries  for  con- 
sumption or  withdrawals  from  warehouse 
for  consumption  of  such  dutiable  hand- 
bags imported  directly  or  indirectly  from 
Champion  Industries,  Ltd.  which  benefit 
from  such  bounties  or  grants  and  subject 
to  the  order  shall  be  suspended  pending 
declaration  of  the  net  amounts  of  the 
bounties  or  grants  bestowed  A  deposit 
of  the  estimated  countervailing  duty  in 
the  amount  of  2  percent  ad  valorem  shall 
be  reouired  at  the  time  of  entry  for  con- 
sumption or  withdrawal  from  warehouse 
for  consumption. 

Effective  on  June  3.  1977.  and  until 
further  notice,  upon  the  entry  for  con- 
sumption or  withdrawal  from  warehouse 
for  consumption  of  such  dutiable  hand- 
baes  imnorted  directly  or  indirectly  from 
Chamnion  Industries.  Ltd.,  which  benefit 
from  these  bounties  or  grants,  there  shall 
be  collected,  in  adc^tion  to  anv  other 
duties  estimated  or  determined  to  be 
due.  countervailing  duties  in  the  amount 
ascertained  in  accordance  with  the  above 
declaration. 

Anv  merchandise  subject  to  the  terms 
of  this  order  shall  be  deemed  to  have 
benefited  from  a  bountv  or  grant  if  such 
bounty  or  grant  has  been  or  will  be 
credited  or  bestowed  directlv  or  indi- 
rectly, upon  the  manufacture,  production 
or  exDortation  of  such  handbags  from 
the  Republic  of  China. 

The  table  in  S  159.47(f)  of  the  Customs 
Regulations  '19  CFR  159.47if))  is 
amended  by  Inserting  in  the  column 
headed  "Country",  the  name  "Republic 
of  China '.  The  column  headed  "Com- 
modity" is  amended  by  inserting  the 
words  "Handbags  exported  by  Yashlro 
Wang  Fuchi  Co.  Ltd  .  International 
Handbag  Industrial  Co..  Ltd..  and  or 
Champion  Industries.  lAd"  The  column 
headed  "Treasury  Decision"  is  amended 
by  inserting  the  number  of  this  Treasury 
Decision,  and  the  words  "Bounty 
Declared-Rate"  inserted  in  the  column 
"Action". 

'RS.  251.  sees  303.  as  am.ended.  624: 
46  Stat.  687.  as  amended.  759.  88  Stat. 
2050;    19  use    66,   1303.   1624. > 

Pursuant  to  Reorganization  Plan  No 
26  of  1950  and  Treasury  Department 
Order  190  Revision  13,  May  17,  1977.  the 
provisions  of  Treasury  Department  Order 
No.  165.  Revised.  November  2.  1954.  and 
5  159  47idi  of  the  Customs  Regulations 
<  19  CFR  159  47idi  ' .  insofar  as  they  per- 
tain to  the  issuance  of  a  countervailing 
duty  order  by  the  Commissioner  of  Cus- 
toms, are  hereby  waived. 

Dated:  May  31,  1977. 

Henry  C    Stockell.  Jr., 
Acting  General  Counsel 
of  the  Treasury. 

|FR  Doc.77-15755  Filed  6-2-77.8-45  ami 


(T.  D.  77-152) 

PART   159— LIQUIDATION  OF  DUTIES 

Countervailing  Duties;  Certain  Handbags 
From  the  Republic  of  Korea 
In  the  matter  of  Notice  of  Counter- 
vailing Duty  to  be  "imposed  under  Sec- 
tion 303,  TarilT  Act  of  1930,  as  amended, 
by  reason  of  the  payment  or  bestowal  of 
a  bounty  or  grant  upon  the  manufacture, 
production,  or  exportation  of  certain 
handbags  from  the  Republic  of  Korea. 

AGENCY:  United  States  Customs  Serv- 
ice, Treasury. 

ACTION:  Final  Countervailing  Duty 
Order 

SUMMARY :  This  notice  is  to  advise  the 
public  that  it  has  been  determined  that 
the  Government  of  the  Republic  of 
Korea  has  given  benefits  which  are  con- 
sidered to  be  bounties  or  grants,  upon 
the  manufacture,  production  or  exporta- 
tion of  certain  handbags,  within  the 
meaning  of  the  U.S.  countervailing  duty 
law.  Consequently,  additional  duties  in 
the  amount  of  these  benefits  will  be  col- 
lected along  with  regular  Customs  duties 
on  shipments  of  this  merchandise. 

EFFECTIVE  DATE:  June  3, 1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Anthony  L.  Russo,  Operations  Offi- 
cer. Technical  Branch,  United  States 
Customs  Service.  1301  Constitution 
Avenue.  N  W.,  Washington,  D.C.  20229. 
202-566-5492. 

SUPPLEMENTARY  INFORMATION: 
On  December  1,  1976,  a  "Notice  of  Pre- 
liminary Countervailing  Duty  Determi- 
nation" was  published  in  the  Federal 
Register  <41  FR  52738  i  announcing  that 
on  the  basis  of  an  investigation  con- 
ducted pursuant  to  §  159.47(c) ,  Customs 
Regulations  <  19  CFR  159  47ic)  >.  it  pre- 
liminarily had  been  determined  that  no 
bounty  or  grant  is  being  paid  or  be- 
stowed, directly  or  indirectly,  upon  the 
manufacture,  production,  or  exportation 
of  handbags  from  the  Republic  of  Korea 
within  the  meaning  of  section  303.  Tariff 
Act  of  1930.  as  amended  ( 19  U.S.C.  1303 » 
(hereinafter  referred  to  as  "the  Act"i. 

The  term  "handbags"  as  used  in  this 
notice,  covers  pocketbooks.  purses, 
shoulder  bags,  clutch  bags,  and  all  simi- 
lar articles  by  whatever  name  known. 
customarily  carried  by  women  or  girls 
and  classifiable  under  items  706.06.  706.- 
08.  706.20.  706  22.  706.23,  706.24,  706.30, 
or  706.60,  Tariff  Schedules  of  the  United 
States  (TSUSi.  Luggage,  flat  goods  or 
other  articles  classifiable  under  these 
TSUS  items  and  handbags  under  item 
706  40  are  not  included  in  this  notice. 

The  above-noted  preliminary  deter- 
mination indicated  that  certain  Korean 
programs  would  ordinarily  constitute 
bounties  or  grants  within  the  meaning 
of  the  Act  but  that  their  aggregate  ad 
valorem  effect  was  de  minimis.  The 
countervailable  programs  were:  (1) 
Preferential  short-term  export  financ- 
ing; (2)  Tax  benefits  resulting  from  the 
inclusion  in  less  accounts  of  sales  and 


entertainment  expenses  incurred  in  con- 
nection with  exploitation  of  overseas 
markets;  '3)  Tax  benefits  resulting  from 
the  inclusion  in  loss  accounts  of  reserve 
funds  in  connection  with  lo.sses  accruing 
from  overseas  activities;  and  i4>  accel- 
erated depreciation  of  machinery  and 
equipment  utilized  for  export  production. 

The  notice  stated  further  that  before 
a  final  determination  would  be  made  in 
the  proceeding,  consideration  would  be 
given  to  any  relevant  data,  viev.s.  or 
arguments  submitted  in  writing  and  re- 
ceived by  the  Commissioner  of  Customs 
not  later  than  January  3,  1977,  with  re- 
spect to  the  preliminary  determ.ination. 
No  submissions  were  received  with  re- 
spect to  the  conclusions  drawn  from  the 
preliminary  detemiination. 

On  April  22.  1977.  additional  allega- 
tions were  made  by  the  petitioner  speci- 
fying certain  programs  not  con.sidered  in 
the  preliminary  determination  which  ac- 
cording to  petitioner  bestowed  benefits 
on  Korean  handbag  manufacturers  or 
exDorters.  Based  on  an  analvsis  of  these 
allegations  it  is  determined  that  the  fol- 
lowing programs  do  not  constitute  a 
bounty  or  grant  on  grounds  that  they 
are  either  not  applicable  or  have  not 
been  utilized  by  the  Korean  handbag 
industry : 

( 1 )  Income  tax  forgiveness  of  50  per- 
cent of  export  earnings,  a  program  which 
was  abolished  in  1973; 

(2)  The  "link"  system  of  granting  spe- 
cial import  licen.ses  on  certain  luxury 
goods  for  controlled  sales  domestically  to 
companies  who  produce  the  same  for 
export.  Handbags  are  not  among  those 
items  affected  by  this  system. 

(3)  Excess  customs  duty  drawback  on 
imported  raw  materials  is  granted  by 
"wastage  allowance"  provision  in  the 
Korean  Customs  Tariff  Treasury  found 
that  the  wastage  rates  in  connection  with 
these  imported  raw  materials  are  not 
excessive  based  on  the  information  avail- 
able. Accordingly,  this  system  does  not 
constitute  a  bounty  or  grant  in  that  it  is 
a  reasonable  method  of  implementing 
the  generally  accepted  principle  of  draw- 
back where  imported  raw  materials* in- 
corporated into  products  subsequently 
exported  are  not  a.s.so«sed  Customs  duty. 

On  the  basis  of  all  the  information  re- 
ceived and  upon  further  analysis  by  the 
Treasury  Department  in  connection  with 
the  benefits  received  by  the  various 
handbag  companies  in  question,  it  has 
been  determined  that  certain  handbag 
manufacturers  or  exporters  receive 
bounties  or  granus  within  the  meaning  of 
section  303  of  the  Act  in  an  amount  con- 
sidered to  be  more  than  de  minimis  The 
names  of  these  manufacturers  exporters 
are  provided  in  the  appendix  to  this 
notice.  Each  manufacturer  exporter  re- 
ceived a  bounty  or  grant  in  an  amount 
greater  than  .48  percent  but  no  larger 
than  .64  percent  ad  valorem  All  other 
Korean  manufacturers  'exporters  of 
handbags  received  weighted  average 
benefits  in  the  amount  of  .24  percent 
considered  to  be  de  minimis. 

Accordingly,  notice  is  hereby  given 
that  handbags  by  those  comnanies  listed 
in  the  appendix  imported  directly  or  in- 
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directly  from  Korea,  if  entered,  or  with- 
drawn from  warehouse,  for  consumption 
on  or  after  the  date  of  publication  of 
this  notice  m  the  Federal  Register 
'June  3,  1977 >,  will  be  subject  to  pay- 
ment of  countervailing  duties  equal  to 
the  net  amount  of.  the  bounty  or  grant 
determined  or  estimated  to  have  been 
paid  or  bestowed. 

In  accordance  with  section  303  of  the 
Act,  until  further  notice  the  net  amount 
of  sach  bounties  or  grants  has  been  es- 
timated and  declared  to  be  five-tenths 
of  one  percent  .5  percent  i  of  the  ex- 
port price.  Declarations  of  the  amount 
of  the  bounties  or  grants  determined  to 
have  been  paid,  directly  or  indirectly, 
upon  the  manufacture,  production  or  ex- 
portation of  certain  handbags  from 
Korea  will  be  issued  in  subsequent  issues 
of  the  Federal  Register. 

Effective  on  or  after  the  date  of  pub- 
lication of  this  notice,  and  until  further 
notice,  upon  entry  for  consumption  or 
withdrawal  from  warehouse  for  con- 
sumption of  such  dutiable  handbags  im- 
ported directly  or  indirectly  from  the  Re- 
public of  Korea,  which  benefit  from 
these  bounties  or  giants,  there  shall  be 
collected,  in  addition  to  any  other  duties 
estimated  or  determined  to  be  due.  coun- 
tervailing duties  in  the  amount  ascer- 
tained in  the  above  declaration. 

Any  merchandise  subject  to  the  terms 
of  this  order  shall  be  deemed  to  have 
benefitted  from  a  bounty  or  grant  if 
such  bounty  or  grant  has  been  or  will  be 
credited  or  bestowed,  directly  or  indi- 
rectly, upon  the  manufacture,  produc- 
tion or  exportation  of  such  handbags 
from  the  Republic  of  Korea. 

The  table  in  §  159.47'f)  of  the  Cus- 
toms Regulations  '19  CFR  159.47(f)  >  is 
amended  by  inserting  after  the  last  en- 
try for  the  Republic  of  Korea  the  words 
"Certain  handbags'-',  in  the  column 
headed  'Commodity ',  the  number  of 
this  Treasury  Decision  in  the  column 
headed  "Treasury  DecLsion",  and  the 
words  "Bounty  Declared-Rate"  in  the 
column  headed  "Action". 

iR  S   251.  sees    303  as  amended   624;  46  Stat 
687.  as  amended,  759,  88  Stat   2050:   19  U.S.C 

66     1303.    1624  I 

Pursuant  to  Reorganization  Plan  No 
26  of  1950  and  Treasury  Department  Or- 
der 190  Revision  13.  May  17,  1977.  the 
provisions  of  Treasury  Department  Or- 
der No.  165.  Revised.  November  2.  1954. 
and  §  159  47id'  of  the  Customs  Regula- 
tions (19  CFR  159.47id>i.  insofar  as 
they  pertain  to  the  issuance  of  a  coun- 
tervaihng  duty  order  by  the  Commis- 
sioner of  Customs,  are  hereby  waived. 

Dated:  May  31.  1977, 

Henry  C.  Stockell,  Jr., 

Acting  General 
Counsel  of  the  Treasury. 

APPENDtX 

I  Korean  Handbag  Manufacturers.  Cur- 
rently Receiving  Bounties  or  Grants. 

1.  Yoo  Kang  Industrial  Co  .  Ltd. 

2.  Mikwang  Handbag  Co. 

3.  Mi  Suhe;  Commercial  Co  ,  Ltd. 

4  Tong  Kuk  Products  Co..  Ltd. 

5  Dun?  Kook  Industrial  Co.,  Ltd 

6  Sang  Jl  Moolsan  Co..  Ltd. 


7  Clover  Luggage  Mfg.  Co.,  Ltd. 
8.  Sam  Yung  Chemical  Co.,  Ltd 

9  Dong  Kwang  Leather  Goods  Mfg.  Co., 
Ltd. 

10  Sambon  Ind.  Co  .  Ltd. 

1 1  Lucky  Limited 

12  Poong  Won  Industrial  Co..  Ltd. 
13.Kum  Yong  Indu-strial  Corp. 

14   ACE  Korea  Co..  Ltd. 

15.  Chin  Yang  Chemical  Co..  Ltd. 

16.  Lotte  Sangsa  Co  .  Ltd. 

n.  So  Woo  Trading  Corporation 

18  My  Sung  Handbag  Mfg  Co  .  Ltd 

19.  Same  Sung  Synthetic  Chemical  Co  .  Ltd. 

20  tJnited  Merchandise  Ltd. 

21  Korea  Overseas  Trading  Co  .  Ltd. 

22  Dorg  Kwang  Enterprise  Co  .  Ltd. 

23  Shin  Hun  Moolsan  Co  .  Ltd. 

24  Ko  \'er.sea.=i  Limited 

25.  Baek  Yang  Trading  Co  .  Ltd. 

26  Yu  Nam  Moolsan  Co..  Ltd. 

27  Rvu  Keung  Inc   Co..  Ltd. 

28  Je  Wang  Industrial  Co  .  Ltd. 

(FR  Doc  77-15756  Filed  6  2-77,8:45  am| 

Title  21 — Food  and  Drugs 

CHAPTER  ( — FOOD  AND  DRUG  ADMINIS- 
TRATION. DEPARTMENT  OF  HEALTH, 
EDUCATION,   AND  WELFARE 

SUBCHAPTER    A — GENERAL 

[Docket   No    77N-0125! 

PART    5 — DELEGATIONS    OF    AUTHORITY 
AND   ORGANIZATION 

Subpart  B — Redelegations  of  Authority 
from  the  Commissioner  of  Food  and 
Drugs 

New  Drug  Applications 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION    Final  rule. 

SUMMARY :  This  document  amends  the 
regulations  for  delegations  of  authority 
regarding  issuance  of  notices  refusing  or 
withdrawing  approval  of  new  drugs  and 
their  supplements. 

EPF'ECTIVE  DATE:   June  3.   1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  L  Miller  Office  of  Administra- 
tion 'HFA-340'.  Food  and  Drug  Ad- 
ministration. Department  of  Health. 
Education,  and  "Welfare,  5600  Fishers 
Lane.  Rockville.  MD  20857,  301-443- 
4976 

SUPPLEMENTARY  INFORMATION: 
This  amendment  is  being  issued  to  cor- 
rect an  omis.sion  in  that  portion  of  the 
delegation?  of  authority  under  ?  5.82  i21 
CFR  5  82.  formerly  ?  5  31.  prior  to  re- 
codification publLshed  in  the  Federal 
Register  of  March  22,  1977  42  FR 
15553 1  ' .  which  relates  to  issuance  of  no- 
tices withdrawing  approval  of  new  drug 
applications  when  opportunity  for  hear- 
ing has  been  waived:  the  authont\  to 
refuse  to  approve  applications  was  omit- 
ted. 

Further  redelegation  of  the  authority 
delegated  by  this  amendment  is  not  au- 
thorized. Authority  redelegated  by  this 
amendment  to  a  position  by  title  may  be 
exercised  by  a  person  officially  desig- 
nated to  serve  in  such  position  in  an  act- 
ing capacitv  or  on  a  temporarj*  basis, 
unless  prohibited  bv  a  restriction  WTitten 
into  the  document  designating  him  as 


"acting."  or  unless  it  is  not  legally  per- 
missible. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sec.  701  la),  52 
Stat.  1055  (21  use.  371(ai  i  >  and  under 
authority  delegated  to  the  Commission- 
er of  Food  and  Drugs  i21  CFR  5.1 ' ,  Part 
5  IS  amended  by  revising  §  5.82  to  read  as 
follows : 

§  5.82  l«-uan<-e  of  nolii-e>  rrlaling  to 
|ir<ip«)»aK  to  refuse  appro>al  or  with- 
(IraH  approxal  of  nrx-driig  applira- 
ti«iti«  and  tlu'ir  supplements. 

(a>  The  Director  and  Deputy  Director 
of  the  Bureau  of  Drugs  are  authorized 
to  issue  notices  of  an  opportunity  for  a 
hearing  on  proposals  to  refuse  approval 
or  to  withdraw  approval  of  new  drug  ap- 
plications and  abbreviated  new  drug  ap- 
plications and  supplements  thereto 
which  are  for  drugs  for  human  use  and 
have  been  submitted  pursuant  to  section 
505  of  the  Federal  Food.  Drug,  and  Cos- 
metic Act  and  5  5  314  1  and  314.8  of  this 
chapter,  except  those  pertaining  to  uro- 
kinase products  and  ingredients  pack- 
aged together  with  containers  intended 
for  the  collection,  processing,  or  storage 
of  blood  and  blood  components  for 
which  authority  has  been  delegated  in 
paragraph  (b>  of  this  section  and  to  is- 
sue notices  refusing  or  withdrawing  ap- 
proval when  opportunity  for  hearing  has 
been  waived. 

<b'  The  Director,  E>eputy  Director,  and 
Associate  Director  of  the  Bureau  of  Bio- 
logies are  authorized  to  issue  notices  of 
opportunity  for  hearing  on  proposals  to 
refuse  approval  or  to  withdraw  approval 
of  new  drug  applications  and  abbreviated 
new  drug  applications  and  supplements 
thereto  which  are  for  drugs  for  human 
use  pertaining  to  urokina.^e  products  and 
ingredients  packaged  together  with  con- 
tainers intended  for  the  collection,  proc- 
essing, or  storage  of  blood  or  blood  com- 
ponents and  which  have  been  submitted 
pursuant  to  section  505  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  and 
5^314  1  and  314  8  of  this  chapter,  and 
to  issue  notices  refusing  or  withdrawing 
approval  when  opportunity  for  hearing 
has  been  waived. 

Effective  date  This  regulation  shall  be 
effective  Junes.  1977. 

I  Sec    701(a).   52   SUt     1055    (21    USC.   371 

<ai  I   I 

Dated;  May  24.  1977. 

Joseph  P.  Hile. 
Associate  Commissioner 

for  Compliance. 

IFB  Doc. 77-1 5547  Filed  6-2-77:8:45  am) 


SUBCHAPTER    B — FOOD    FOR    HUMAN 
CONSUMPTION 

[Docket  No   76F-01861 

PART    177— INDIRECT   FOOD   ADDITIVES: 
POLYMERS 

Subpart  B — Substances  for  use  as  Basic 
Components  of  Single  and  Repeated  Use 
Food  Contact  Surfaces 

Styrene  Block  Polymers 

AGENCY:   Food  and  Drug  Administra- 
tion (FDA'. 
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ACTION    Rule 

SUMMARY:  The  food  additive  regula- 
tions are  amended  to  provide  for  the  use 
of  styrene  block  polymers  with  1,3-bu- 
tadiene  as  components  of  pressure  sen- 
sitive adhesives. 

DATES;  Effective  June  3.  1977:  objec- 
tions by  July  5.  1977. 

ADDRESSES:  Written  objections  to 
Hearing  Clerk,  Food  and  Drup;  Admin- 
Lstration.  Rm.  4-65.  5600  Fishers  Lane, 
Rockville,MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  J.   McAuliffe,   Bureau  of  Foods 
(HFP-302).  Food  and  Drug  Adminis- 
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tration.  Department  of  Health.  Educa- 
tion, and  Welfare,  200  C  St.  SW., 
Washington.  D.C.  20204.  202-472- 
5690. 
SUPPLEMENTARY  INFORMATION : 
Notice  was  given  in  xJie  Federal  Register 
of  June  9.  1976  '  41  FTR  23223  <  that  a  pe- 
tition «FAP  6B3129)  had  been  filed  by 
3M  Co  .  3M  Center.  St.  Paul,  MN  55101. 
propo.«ing  that  §  177.1810  <21  CFTl 
177.1810.  formerly  §  121.2622  prior  to 
recodification  published  in  the  Federal 
Register  of  March  15,  1977  (42  FR 
143021  '  be  amended  to  provide  for  the 
safe  use  of  styrene  block  polymers  with 
1,3-butadiene  as  a  component  of  pres- 
sure-sensitive adhesive  intended  to  con- 
tact nonfatty  foods. 


The  CcMnmissioner  of  Food  and  Drugs, 
having  evaluated  data  m  the  petition  and 
other  relevant  mat^i-ial.  concludes  that 
§  177.1810  should  be  amended  as  set  forth 
below. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sec.  409(c)(1), 
72  Stat.  1786  (21  USC.  348(0(1))  i  and 
imder  authority  delegated  to  the  Com- 
missioner (21  CFR  5.1),  Part  177  is 
amended  in  §177.1810  by  revising  the 
text  of  item  1  of  paiagraph  (b'  to  read 
as  follows: 

§  177.1810     Siyrenc  bloi'k   polymers. 

•  •  •  *  • 

(b)  Specifications: 


Styrene  block  polymers 


.Molecular 

W('i£lU 

(minimum) 


Solubility 


Cilass  transition 
points 


Maximum  e.xiraotable  frac- 
tion in  distilled  watir  at 
specitied  temix-ralures. 
tim«s,  and  thicknesses 


Ma.ximuni  fxirarlailf  frac- 
tion in  .Sfl  fx't  pthaiioi 
at  specitu'd  tcmpfraturps. 
times,  and  thukuessts 


(i)  St>Tene  block  polymers  with  1.3-butadienc;  for  use  as 
articles  or  as  oomiwMents  of  articles  that  contact  food  of 
types  I,  II.  IV-B.  VI.  Vll-B.  and  Vlll  idenmied  in  table 
1  in  5  17f>  170(c)  of  this  chapter  under  conditions  of  use  1>. 
E,  F,  and  U  described  in  table  2  in  i  176.170(c)  of  this 
chapter. 

(ii)  Styrene  block  polymers  with  1.3-butadipne:  for  use  as  . 
components  of  pressure  sensitive  adhesives  that  contact 
l6odoftype9l.II,lV-B.Vl,VlI-B,8ndVlIIidentiliedin 
table  1  in  }  17G.170r)  of  this  chapter  luider  conditions  of 
use  r,  D,  E,  F,  and  (i  described  m  table  2  in  5  17r,.170(r> 
of  this  chapter,  provided  the  pressure  sensitive  adhesives 
be  applied  only  to  dostire  tapes  for  sealini!  containers  hav- 
ing a  capacity  of  not  less  than  .'>..')  lluid  ounces  and  that  the 
area  of  the  adh.'Sive  exposed  to  food  shall  not  exceed  0.625 
in'  The  pressvrc  sensitive  adhesive  may  contain  lerpene 
resins  as  identified  in  i  175.125;bjU)  of  this  chapter. 


29.000    Completely  solu- 
ble in  toluene. 


do. 


.do. 


-86°  C  to  -80°  C 
and  92°  C  lo 
!I8°  C. 


-do. 


0.025  mg  in'  of  .'^iirface  at  re- 
flux temperature  for  30 
mill  on  a  0.075  in  thick 
sample. 


do. 


0.0ft5  mg/in'  of  surface  at 
l.=>0°  F  for  2  h  on  a  0.075  in 
thick  sample. 


Do. 


Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  regulation  may 
at  any  time  on  or  before  July  5.  1977.  file 
with  the  Hearing  Clerk.  Food  and  Drug 
AdminLstration,  Rm.  4-65,  5600  Fishers 
Uuie.  RcK-tvviUe.  MD  20857.  written  ob- 
jections thereto.  Objection.s  .^lall  show 
wherein  the  pei-son  filing  will  be  ad- 
versely affected  by  the  regulation,  spec- 
ify with  particulantv  the  provisions  of 
the  regulation  deemed  objectionable,  and 
state  the  grounds  for  the  objections.  If  a 
hearing  is  requested,  the  objections  shall 
state  the  Lsvsues  for  the  hearing,  sh."Jl  be 
supported  by  grounds  factually  and 
legally  sufficient  to  ju.'^tify  the  relief 
sought,  and  shall  include  a  detailed  de- 
scription and  analysis  of  the  factual  m- 
formation  intended  to  be  presented  in 
support  of  the  objections  in  the  event 
that  a  hearing  is  held.  Four  copies  of 
all  documents  .shall  be  filed  and  identi- 
fied -Aith  the  Hearing  Clerk  docket  num- 
ber found  m  brackets  m  the  heading  of 
this  regulation.  Received  objections  may 
be  seen  in  the  above  "ofTice  between  the 
hours  of  9  am.  and  4  p  m  .  Monday 
throup-h  Friday. 

Effective  date:   This  regulation  shall 
become  effective  June  3,  1977. 


(Sec.  409(C)  (1) 
(c)(1)).) 


73  Stat    1782   (21  U.S.C.  348 


Dated:  May  25,  1977. 

William  F  Ranpolph. 

Acting  Associate 
Commissioner  for  Compliance. 

[FR  Doc  77-15416  Filed  6-2-77,8  45  am] 


SUBCHAPTER   E— ANIMAL  DRUGS,   FEEDS,  AND 
RELATED    PRODUCTS 

PART  520— ORAL  DOSAGE  FORM  NEW 
ANIMAL  DRUGS  NOT  SUBJECT  TO 
CERTIFICATION 

P>rantel  Pamoate  Suspension 
AGENCY:  Food  and  Drug  Administra- 
tion. 
ACTION :  Final  rule. 

SUMMARY:  The  agency  approves  a  new 
animal  drug  application  (100-237V)  filed 
by  Pfizer.  Inc.,  235  E.  42d  St.,  New  York. 
NY  10017,  proposing  safe  and  effective 
use  of  pyrantel  pamoate  oral  suspension 
for  the  removal  of  ascarids  and  hook- 
worms in  dogs.  The  Commissioner  of 
Food  and  Drugs  is  amending  the  animal 
drug  regulations  to  reflect  this  approval. 

EFFECTIVE  DATE :  June  3,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Henry  Hewitt.  Bureau  of  Veterinary 
Medicine  (HFT-112i,  Food  and  Drug 
Administration,  Department  of  Health, 
Education,  and  Welfare,  5600  Fishers 
Lane,  RockvUle.  MD  20857.  301-443- 
3430. 

SUPPLEMENTARY  INFORMATION: 
In  accordance  with  §  514.11(e)  (2)  (ii) 
(21  CFTl  514.11(e)  (2>  Hi) )  of  the  animal 
drug  regulations,  a  summary  of  safety 
and  effectiveness  data  and  information 
submitted  to  support  approval  of  this 
application  is  released  publicly.  The 
summary  is  available  for  public  exami- 


nation at  the  office  of  the  Hearing  Clerk 
(HPC-20).  Rm.  4-65.  5600  Fishers 
Lane.  Rockville,  MD  20857,  from  9  a.m. 
to  4  p.m..  Monday  through  Friday. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sec.  512iii,  82 
Stat.  347  (21  U.S.C.  360b(i '  <  ' .  and  under 
authority  delegated  to  the  Commissioner 
(21  CFR  5.1  >,  Part  520  is  amended  by 
revising  §520.2043  to  read  as  follows: 

§520.2013      PyranK'l     pamoate     su.spen- 
sinn. 

(a)  (1)  Specifications.  Pyrantel  pamo- 
ate suspension  contains  pyrantel  pamo- 
ate equivalent  to  50  milligrams  of 
pvrantel  base  per  milliliter. 

(2)  Sponsor.  See  No.  000069  in  §  510.- 
600(C)  of  this  chapter. 

(3>  Conditions  of  use.  It  is  used  in 
horses  and  ponies  as  follows: 

(i)  Amount.  Equivalent  of  3  milligrams 
pyrantel  base  per  pound  of  body  weight. 

(ii)  Indications  for  use.  For  the  re- 
moval and  control  of  infections  from  the 
following  mature  parasites:  Large 
strongyles  (Strongylus  vulgaris.  Strongy- 
lus  edentatus.  Strongylus  equinus  > .  small 
strongyles  *  Trichom-ma.  Trindonto- 
phorusi,  pinwonns  lOxvurisK  and  large 
roundworms  ^ParascarisK 

(iii)  Limitations.  Administered  as  a 
single  dose  mixed  with  the  usual  grain 
ration,  or  by  stomach  tube,  or  by  dose 
syringe.  Not  for  use  in  horses  and  ponies 
to  be  slaughtered  for  food  purposes. 
When  the  drug  is  for  administration  by 
stomach  tube,  it  shall  be  labeled.  "Fed- 
eral law  restricts  this  drug  to  use  by  or 
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on  the  order  of  a  licensed  veterinarian." 
When  the  drug  is  not  for  administration 
by  stomach  tube,  it  shall  be  labeled : 
"Consult  your  veterinarian  for  assistance 
in  the  diagnosis,  control,  and  treatment 
of  parasitLsm." 

(b»  *1)  Specifications.  Pyrantel  pamo- 
ate suspension  contains  pyrantel  pamo- 
ate equivalent  to  2.27  milligrams  of 
pyrantel  base  per  milliliter. 

(2)  Sponsor.  See  No.  0000G9  in  §  510  - 
600' c>  of  this  cliapter. 

i3»  Conditions  of  use.  It  is  used  in 
puppies  and  dogs  as  follows : 

ii>  Amount.  Equivalent  of  2.27  milli- 
grams  pyrantel  base  per  pound  of  body 
weight  or  1  full  teaspoonful  '5  milli- 
liters I  for  each  5  pounds  of  body  weight 

Mil  Indications  for  u,se.  For  the  re- 
moval of  large  roundworms  i  Toxocara 
canis  and  Toxascaris  leonina'  and  hook- 
worms (Ancylostoma  caninum  and  Unci- 
naria  stenocephala> . 

•  iiii  Limitations.  Administer  in  the 
animal's  feed  bowl  as  a  single  dose  by 
itself  or  mixed  in  a  small  quantity  of 
food.  Additional  treatment  may  be  re- 
quired and  should  be  confirmed  by  fe- 
cal examination  within  2  to  4  weeks. 
Consult  your  veterinarian  for  assistance 
in  the  diagnosis,  treatment,  and  control 
of  parasitism. 

Effective  date:  This  regulation  be- 
comes effective  Jime  3,  1977. 

(Sec  512(1),  82  Stat.  347  (21  U.S.C.  360b(l) ) .) 

Dated:  May  27,  1977, 

C.  D.  Van  Houweling, 
Director.  Bureau  of 
Veterinary  Medicine. 

[PR  Doc. 77-15545  Filed  6-2-77:8:45  am] 


PART  522— IMPLANTATION  OR  INJECT- 
ABLE DOSAGE  FORM  NEW  ANIMAL 
DRUGS  NOT  SUBJECT  TO  CERTIFICA- 
TION 

Glycopyrrolate  Injection 

AGENCY:  Food  and  Drug  Admmistra- 
tion. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  amends  regula- 
tions to  reflect  approval  of  a  new  animal 
drug  application  for  use  of  a  preanes- 
thetic agent  in  dogs.  The  application  was 
filed  by  A.  H.  Robins  Research  Labora- 
tories 

EFFECTIVE  DATE:  June  3.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Henry  C.  Hewitt,  Bureau  of  Veterinary 
Medicine  (HFV-112'.  Food  and  Drug 
Administration.  Department  of  Health, 
Education,  and  Welfare.  5600  Fishers 
Lane.  Rockville,  MD  20857.  301-443- 
3430. 

SUPPLEMENTARY  INFORMATION: 
The  Commi'isioner  of  Food  and  Drugs 
has  approved  a  new  animal  drug  applica- 
tion (101-777VI  submitted  by  A.  H. 
Robins  Research  Laboratories,  1211 
Sherwood  Ave..  Richmond.  VA  23220, 
proposing  the  safe  and  effective  use  of 


glycopyrrolate  injection  for  dogs  as  e 
preanesthetic  agent. 

In  accordance  with  §  514.11(e»  <2)  (ii) 
(21  CFR  514.11(e)  (2)  (ii)  of  the  animal 
drug  regulations,  a  summary  of  the 
safety  and  effectiveness  data  and  infor- 
mation submitted  to  support  the  ap- 
proval of  thus  application  is  released 
publicly  The  summary  i'^  available  for 
public  examination  at  the  ofSce  of  the 
Hearing  Clerk  >  HFC-20 '  Rm  4-65,  5600 
Fishers  Lane.  Rockville,  MD  20857.  be 
tween  9  am.  and  4  p.m.  Monday 
through  Friday. 

Therefore,  under  the  Federal  Pood, 
Drug,  and  Cosmetic  Act  isec,  512<i',  82 
Stat  347  '21  USC  360b(i>)  )  and  under 
authority  delegated  to  the  Commissioner 
'21  CFR  51'.  Part  522  is  amended  by 
adding  new  5  522.1066  to  read  as  follows: 

S  j22.lf>06      Glyrop.>  rrolair  inje<  lion. 

'a'  Specifications.  Each  milliliter  of 
aqueous  solution  contains  0.2  milligram 
of  glycopyrrolate  with  0.5  percent 
chlorobutanol  '  as  preservative  > . 

(b>  Sponsor  See  No  000031  in  5  510.- 
600<ci  of  this  chapter, 

ic>  Condition.';  of  use.  <l>  It  is  indi- 
cated as  a  preanesthetic  agent  in  does. 

(2)  It  is  administered  intravenously, 
intramuscularly,  or  subcutaneously  at  a 
dosaee  level  of  5  micrograms  per  pound 
of  body  weieht  ( 1  milliliter  per  40  pounds 
of  body  weight). 

i3t  Federal  law  restricts  this  drug  to 
use  by  or  on  the  order  of  a  licensed  vet- 
erinarian. 

Effective  date    This  amendment  shall 

be  effective  June  3.  1977. 

(Sec.    512(1).    82   Stat     347    (21    USC     360b 

(i)  ).) 

Dated:  May  25.  1977. 

C  D  Van  Hoitweling, 

Director,  Bureau  of 
Veterinary  Medicine. 

(FR  Doc  77-15546  FUed  6-2-77:8:45  am] 


PART  558 — NEW  ANIMAL  DRUGS  FOR 
USE  IN   ANIMAL   FEEDS 

Melengestrol  Acetate 

AGENCY  Food  and  Drug  .'\dministra- 
tion. 

ACTION:  Final  rule. 

SUMMARY  This  rule  revises  a  new 
animal  drug  regulation.  This  action  is 
taken  as  a  result  of  the  filing  of  two  sup- 
plemental new  animal  drug  applications. 
The  approved  conditions  of  use  for 
melengestrol  acetate  are  reworded. 

EFFECTIVE  DATE    June  3.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT 

William  D  Price.  Bureau  of  Veterinary 
Medicine  iHFV-123i.  Food  and  Drug 
Administration,  Department  of  Health, 
Education,  and  Welfare.  5600  Fishers 
Lane,  Rockville.  MD  20857,  301-443- 
3442 

SUPPLEMENT .\RY  INFORMATION : 
The  Food  and  Drug  Administration  ap- 


proves two  supplemental  new  animal 
drug  applications  tNADAs  34-254,  39- 
402V 1  filed  by  the  Upjohn  Co..  Kalama- 
zoo. MI  49001.  revising  the  wording  of  the 
indications  for  safe  and  effective  use  of 
dry  and  liquid  melengestrol  acetate  pre- 
•mixes  for  the  manufacture  of  heifer 
feeds  The  approvals  are  effective  June  2. 
1977. 

The  Commissioner  of  Food  and  Drugs 
IS  amending  the  wording  of  the  approved 
conditions  of  use  in  §558.342  i21  CFR 
558  3421  to  conform  with  the  terms  of 
contemporary  animal  husbandr>'.  This 
inde{>endent  action  has  not  required  a 
reevaluation  of  the  parent  NADA  and 
doe.s  not  constitute  a  reaffirmation  of  the 
drugs  safetv  and  effectiveness  because 
the  Commissioner  has  concluded  that  the 
approval  poses  no  increased  risk  from 
exposure  to  the  drug  since  it  is  merely  a 
rewording  of  approved  conditions  of  use. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  isec.  512iii.  82 
Stat  347  (21  USC  360b'ii  >  >  and  under 
authority  delegated  to  the  Commissioner 
'21  CFR  5  1'.  Part  558  is  amended  by 
revising  5  558  342  to  read  as  follows: 

§  3.'>8.342      Mclenpostrol  arriaip. 

'a'  Approvals  Dry  premix  containing 
100  milhg-rams  of  melengestrol  acetate 
per  pound  or  liquid  premix  containing 
500  milligrams  of  melengestrol  acetat.e 
per  pound  granted  to  No  000009  in 
5  510  600' ci   of  this  chapter. 

'b'  Assay  limits  Feed  supplements  70 
to  120  percent  of  labeled  amount 

'ci    (Reserved] 

d'   Related  tolerances.  See   §556  380 
of  this  chapter. 

ie>  Conditions  of  use.  It  is  used  in  or 
on  finished  feed  for  heifers  as  follows: 

'li  Amount  0  25  to  0,50  milligram  per 
head  per  day 

i2'  /Tidicafions  for  use.  For  increased 
rate  of  weight  gain,  improved  feed  effi- 
ciency, and  suppression  of  pstrus  iheat'. 

1 3^  Limitations  Heifers  being  fed  for 
slaughter:  administer  in  feed  supple- 
ment: withdraw  48  hours  prior  to 
slaughter. 

E!?ective  date.  This  regulation  shall  be 
effective  June  3,  1977. 

.Sec   512111,  82  Stat   347  (21  VSC.  360b(l)).) 

Dated:  May  20.  1977. 

C.  D.  Van  Hottwelinc, 

Director  Bureau  of 
Veterinary  Medicine. 

(FRDoc  77-15687  Filed  6-2-77  8  45  ami 

Title  23 — Highways 

CHAPTER  I — FEDERAL  H'GHWAY  ADMIN- 
ISTRATION, DEPARTMENT  OF  TRANS- 
PORTATION 

SUBCHAPTER    J— HIGHWAY    SAFETY 

PART    922— SAFER    OFF-SYSTEM    ROADS 
PROGRAM 

Establishment  of  Regulations 

AGENCY:  Federal  Highway  Administra- 
tion, Department  of  Transporation. 

ACTION:  Final  rule. 

SL^MM.ARY:    This    rule    prescribes    the 
regulations  for  administering  the  Safer 
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Off-System  Roads  program  established 
by  section  135  of  the  Federal-Aid  High- 
way Act  of  1976  'Pub.  L  94-280'.  The 
procedures  proposed  in  these  regulations 
are  similar  to  those  used  to  administer 
the  Safer  Roads  Demonstration  Program 
and  the  Off -System  Roads  Program.  This 
rule  IS  necessary  because  Congress  com- 
bined the  Safer  Roads  Demonstration 
Program  and  the  Off-System  Roads  pro- 
gram into  a  single  program. 

EFFECTIVE  DATE:  May  19.  1977. 

fX)R  fXTlTHER  INFORMATION  CON-»j 
TACT 

James  L.  Rummel.  Chief,  Policy  De- 
velopment Branch.  Program  Develop- 
ment I>ivision,  Office  of  Highway  Safe- 
ty (202-42&-2131  I  ;  or  Francis  J.  Mul- 
cahv    Trial   Attorney.    Motor  Carrier 
and  Hlehway  Safety  Law  Division.  Of- 
fice   of    the    Chief    Counsel.    Federal 
Highway  Administration.  Washington. 
DC.      20590      1202-426-0824'.      Office 
hours  Monday-Friday  from  7  45  a.m. 
to  4:15  pm   EST 
SUPPLEMENTARY       INFORMATION: 
On  February  4.  1977.  the  Federal  High- 
wav  Administration  iFHWA'    published 
a  propo.sed  rule  (23  CFR  Part  922  at  42 
FR  6839 '  for  administration  of  the  Safer 
Off -System   Road.s    'SOS'    program    As 
Indicated  at  that  time,  the  FHWA  pat- 
terned the  regulations  after,  those  which 
governed  two  earlier  programs  for  high- 
way  improvements  off  the   Federal-aid 
system.  The  features  of  the  two  earher 
programs  were  combined  to  form  a  base 
for  the  procedures  adopted  for  the  SOS 
program   Consistent  with  the  legislative 
hi.story  of  the  new  program,  special  em- 
phasis has  been  placed  on  the  selection 
of  low  cost  projects  which  will  contribute 
significantly  to  the  safety  of  the  travel- 
ing public 

The  agency  indicated  that  it  was  par- 
'  ticularly  interested  m  receiving  com- 
ments on  the  proposal  in  5  922  13' b'  re- 
garding a  minimum  width  of  20  feet  for 
bridges  to  remain  in  place  on  bus  routes. 
Comments  were  received  from  63  agen- 
cies and  individuals  re<rardinK  the  Notice 
of  Propo.sed  Rulemakme  The  comments 
were  generally  favorable  toward  the 
concept  of  the  program  Many  varied 
comments  suggpst<>d  constnictive  edito- 
rial changes  to  the  text  of  the  regulation 
and  thesQ  have  been  incorporated  where 
appropriate  Most  of  the  substantive 
comments  were  primanlv  addressed  to 
three  major  areas:  'l*  The  emphasis  or. 
more  appropriately,  the  lack  of  emphasis 
on  highwav  safety  imorovement  projects 
as  opposed  to  genera!  highwav  construc- 
tion proiects,  '2>  the  proposed  Federal 
share  of  projects  undertaken,  and  3)  the 
proposal  to  require  20  foot  wide  bridges 
on  bus  routes  The  agency's  response  and 
action  taken  on  the  comments  received 
are  as  follows : 

DiscrssioN  OF  Major   Comments 

WHY   NOT   INCREASE   THE   EMPHASIS   ON 
SArETY     PROJECTS'' 

Numerous   comments   expressed   con- 
cern that  the  proposed  regulations  per- 


mit the  funds  to  be  used  for  the  con- 
struction and  reconstruction  of  off-sys- 
tem roads  in  addition  to  the  types  of 
safety  improvement  projects  which  were 
accomplished  under  the  Safer  Road 
Demonstration  Program  established  by 
section  230  of  the  Highway  Safety  Act  of 
1973.  The  States  and  local  governments 
are  concerned  that  the  off-system  safety 
effort  may  be  limited  by  the  competition 
for  SOS  ftmds  for  general  construction 
projects. 

The  Safer  Off-System  Roads  program 
establi.shed  by  Section  135  of  the  Fed- 
eral-Aid Highway  Act  of  1976  authorizes 
the  Secretary  to  make  grants  to  the 
States  "•  •  •  for  projects  for  the  con- 
struction, reconstruction,  and  improve- 
ment of  any  off-system  road,  including, 
but  not  limited  to,  the  correction  of  safe- 
ty hazards,  the  replacement  of  bridges. 
the  elimination  of  high-hazard  locations 
and  roadside  obstacles."  The  degree  of 
emphasis  placed  on  low  cost  safety  proj- 
ects in  the  SOS  program  objective  was 
derived  from  the  language  of  the  Con- 
ference Report  which  preceded  the  1976 
Act.   This  Report  indicated  that  funds 

authorized  for  this  program are 

to  be  used  essentially  to  Improve  the 
safety  and  capacity  of  existing  roads.  Be- 
cause funds  are  limited,  projects  fi- 
nanced under  this  program,  where  feasi- 
ble, should  be  low-cost  improvements 
and  whenever  possible,  provide  signifi- 
cant safety  benefits." 

Any  FHWA  added  requirement  speci- 
fying that  a  minimum  percentage  of  the 
authorized  funds  be  reserved  for  safety 
improvement  projects  is  outside  the 
scof^e  of  the  present  legislation. 

WHY  can't  the  FEDERAL  SHARE  OF  THE  SOS 
PROJECTS  BE  INCREASED  TO  90  PERCENT? 

Many  of  the  comments  addressed  to 
the  Docket  recommended  that  the  Fed- 
eral share  payable  for  projects  under- 
taken in  the  SOS  program  be  set  at  90 
percent.  The  legislation  which  estab- 
lished this  program  provided  that  "Sums 
apportioned  imder  this  section  and  pro- 
grams and  projects  under  this  section 
shall  be  subject  to  all  of  the  provisions  of 
chapter  1  of  this  title  applicable  to  high- 
ways on  the  Federal-aid  secondary  sys- 
tem except  the  formula  for  apportion- 
ment, the  requirement  that  these  roads 
be  on  the  Federal-aid  system,  and  those 
other  provisions  determined  by  the  Sec- 
retary to  be  inconsistent  with  this  sec- 
tion." Title  23  U.S.C.  120  establishes  the 
Federal  share  of  such  projects  at  70 
percent. 

Those  who  recommend  a  90  percent 
Federal  contribution  to  SOS  projects  ar- 
gue that  a  Federal  share  of  70  percent  is 
inconsistent  with  the  90  percent  contri- 
bution provided  by  several  programs  for 
safety  projects  on  the  Federal-aid  sys- 
tem Further,  tlie  Federal  share  of  the 
Off-System  Safer  Roads  Demonstration 
Program,  which  has  been  absorbed  by 
the  SOS  program,  was  also  90  percent. 

Invoking  the  "inconsistent  with  this 
section"  phrase  in  the  law  with  regard 
to  the  matching  ratio  is  not  appropriate. 
While  the  Safer  Roads  Demonstration 
Program   and   various   categorical   pro- 


grams for  roads  on  the  Federal -aid  sys- 
tem are  federally  funded  at  90  percent, 
those  programs  were  established  specifi- 
cally for  the  correction  of  safety  hazards 
and  the  law  specifically  set  the  Federal 
contribution  at  90  percent.  The  SOS 
Program,  however,  was  not  established 
exclusively  to  provide  for  safety  im- 
provement; rather,  safety  projects  are 
simply  included  as  one  tjTie  of  eligible 
project  under  the  SOS  Program. 

WHAT  MINIMTTM  WIDTH  SHOULD  BE  PRO- 
VIDED FOR  BRIDGES  REMAINING  IN  PLACE 
ON  BUS  ROUTES? 

The  Notice  of  Proposed  Rulemaking 
advised  that  the  FHWA  was  especially 
interested  in  comments  on  the  agency's 
proposal  in  §  922.13 ibi  regarding  a  mini- 
mum width  of  20  feet  for  bridges  to  re- 
main in  place  on  bus  routes. 

The  response  to  this  item  was  gen- 
erally evenly  divided.  A  number  of  agen- 
cies and/ or  individuals  recommended 
that  the  program  allow  the  retention  of 
bridges  less  than  20  feet  wide,  while  al- 
most as  manv  comments  supported  the 
20  foot  minimum  and  several  of  these 
comments  even  recommended  a  wider 
minimum  be  established. 

The  agency  recognizes  that  the  pro- 
posed 20  foot  minimum  bridge  width  in 
some  cases  exceeds  the  minimum 
standards  currently  acceutable  in  the 
American  Association  of  State  Highway 
and  Transportation  OfScials'  "Geomet- 
ric Design  Guide  for  Local  Roads  and 
Streets."  '  For  roads  carrying  less  than 
250  vehicles  per  day  this  guide  permits 
the  retention  of  bridges  18  feet  wide  for 
design  speeds  of  50  m.p.h.  or  less  on  mi- 
nor roads  with  few  trucks  if  the  ap- 
proach surfacing  width  is  also  18  feet. 
High  occupancy  vehicles  such  as 
buses,  which  are  increasing  in  number. 
require  additional  consideration  from  a 
safety  standpoint  in  project  develop- 
ment In  the  same  manner  that  drivers  of 
those  vehicles  should  and  do  require  ad- 
ditional training  and' experience  to  op- 
erate them  safetly  due  to  the  high  value 
of  the  commodity  they  carry. 

Inconsistency  in  design  standards, 
such  as  an  extremely  low-standard 
bridge  or  sharp  curve  at  the  end  of  a 
widened  roadway,  can  and  often  does 
detract  from  the  overall  safety  of  a 
project.  This  would  be  inconsistent -with 
a  "safer"  off-system  road. 

The  FHWA  is  concerned  that  the  safe- 
ty of  the  traveling  public  may  be  com- 
promised by  permitting  the  retention  of 
bridges  less  than  20  feet  wide,  especially 
in  the  case  of  school  buses  and  transit 
buses  which  are  now  permitted  by  well 
over  half  the  States  to  be  constructed  up 
to  102  inches  wide. 

Operationally,  vehicle  drivers  respond 
to  the  obstruction  posed  by  a  narrow 
bridge  by  moving  closer  to  the  center  of 
the  bridge  when  crossing  and  creating 
a  hazard  to  oncoming  traffic.  When  a 
bus  faces  opposing  traffic  on  a  narrow 


'  Available  from  A.ASHTO  Suite  225.  444 
North  Capitol  Street  NW  ,  Wa.shlngton.  D.C. 
20001  as  cited  In  23  CFR  625.3(a)  (4) 
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bridge,  the  driver  must  compensate  and 
travel  critically  close  to  the  bridge  para- 
pet. The  hazard  to  the  bus  is  thus  in- 
creased. 

In  the  interest  of  safety,  the  FHWA 
believes  that  for  this  program  it  is  pru- 
dent to  retain  the  proposed  minimum 
width  of  20  feet  for  bridges  to  remain  in 
place  on  roads  u.sed  as  regular  school 
and  or  commercial  bus  routes. 

Several  of  the  comments  submitted  in- 
dicate a  po.ssible  misunderstanding  of 
the  proposed  requirement  that  bridges 
remammg  in  place  on  bus  routes  must 
be  at  least  20  feet  wide.  Some  of  the 
commenters  have  interpreted  tliis  regu- 
lation as  applying  to  all  bridges  on  the 
road  on  which  a  project  is  undertaken. 
The  intent  of  the  regulation  is  to  require 
the  20  foot  width  only  on  bridges  re- 
tained within,  or  immediately  adjacent 
to.  a  project  which  otherwLse  alters  the 
physical  elements  of  the  roadway.  Proj- 
ects such  as  those  for  installing  or  up- 
grading traffic  control  devices  on  a  route 
or  system  basis  would  be  excluded  from 
this  requirement. 

Discussion  of  Miscellaneous  Comments 

While  the  majority  of  comments  re- 
ceived were  addressed  to  the  three  ma- 
jor issues  discussed  above,  there  were  a 
variety  of  comments  of  lesser  signifi- 
cance which  were  considered  for  incor- 
poration in  the  final  regulations. 

Several  comments  suggested  that 
some  of  the  definitions  contained  in 
5  922.3  be  clarified  and  or  corrected. 
This  has  been  accomplished. 

Two  agencies  suggested  that  defini- 
tions be  given  for  "roadway"  and  "trav- 
eled way.  '  These  definitions  have  been 
added.  Although  these  terms  are  com- 
monly used  in  other  regulations  govern- 
ing the  Federal-aid  highway  program. 
the  SOS  regulations  are  expected  to  be 
used  extensively  by  local  officials  not 
generally  familiar  with  Federal-aid 
regulations. 

Several  agencies  expressed  concern 
that  their  interests  might  be  slighted 
with  the  funds  dLstributed  throughout 
the  State  on  a  "fair  and  equitable  basis" 
as  provided  in  the  law.  Because  the 
needs  of  individual  States  and  local  ju- 
risdictions are  so  widely  varied,  the 
FHWA  beheves  the  distribution  of  funds 
for  this  program  can  best  be  handled 
fairly  and  equitably  by  each  State  tiased 
on  its  own  recognized  needs.  The  sug- 
gestion of  a  smgle  distribution  formula 
by  the  FHWA  would  more  than  likely 
impose  some  hardship  on  many  States 
and  local  governm.ents  because  of  politi- 
cal and  geographical  subdivisions  which 
are  unique  to  each  area. 

Several  comments  were  received  which 
were  generally  outside  the  scope  of  the 
proposed  regulations.  These  comments 
were  directed  toward  the  Federal-aid 
program  as  a  whole  and  were  not  con- 
sidered applicable  to  producing  the  final 
regulations     for     the     SOS     Program. 

Note:  The  Federal  Highway  AdnilnLstra- 
tion  has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration 0'  an  Economic  Impact  Statement 


under  Executive  Orders  11821  and  11948  and 
OMB  Circular  A-107 

Issued  on  May  19,  1977. 

L.  P.  Lamm, 
Acting  Federal 
Highway  Administrator. 

In  consideration  of  the  foregoing,  a 
new  part  922  of  Subchapter  J  ,  Chapter  I 
of  title  23  of  the  Code  of  Federal  Regula- 
tions is  established  to  read  as  follows: 


Sec 

9221 

Purpose 

922.3 

Definitions 

9225 

Objective 

9227 

Eligibility. 

9229 

Distribution  of  funds. 

922.11 

Federal  share  payable 

C22  13 

Siandard.s 

922  15 

Simplified  Procedures. 

Avthority:  23  U.S.C.  lOKe).  219  and  315; 
49  CFR  1.48. 

g  922.1       f'urpo-e. 

To  set  forth  policies  and  procedures 
for  implementing  Section  219  of  Title  23. 
United  States  Code,  as  amended,  "Safer 
Off-System  Roads." 

§  922.3      D«  finilions. 

ia>  "Local  road  officials",  the  duly 
elected  or  appointed  officials  of  public 
authorities  who  are  responsible  for  the 
construction  and  maintenance  of  public 
road  and  street  systems  and  whose  juris- 
dictions include  off-system  roads 

<b)  "Maintenance",  the  preservation 
of  the  entire  highway  including  surface, 
shoulders.  road.~ides.  structures,  and 
such  traffic  control  devices  as  are  neces- 
sary for  Its  safe  and  efficient  utilization, 

ici  "Off-system  road",  any  toll-free 
road  or  street  which  is  not  on  any  Fai- 
eral-aid  system  and  which  is  under  the 
jurisdiction  of  and  maintained  by  a  pub- 
lic authority  and  is  open  to  public  travel. 

'd'  "Open  to  public  travel',  except 
during  scheduled  periods,  extreme 
weather  conditions,  or  emergencies  the 
road  section  is  passable  by  four-wheel 
standard  passenger  cars  and  is  open  to 
the  general  public  for  use  without 
restrictive  gates,  prohibitive  signs,  or 
regulation  other  than  generally  appli- 
cable traffic  control  or  restrictions  based 
on  size,  weight,  or  class  of  registration. 

'ei  "Public  authority",  a  Federal  au- 
thority or  a  State,  county,  municipality. 
town,  township.  Indian  tribe  or  other 
form  of  local  government  or  instru- 
mentality thereof,  with  the  authority  to 
finance,  build,  operate  or  maintain  toll- 
free  highway  facilities. 

(f>  "Roads  and  Streets  ".  any  element 
normally  considered  to  be  a  necessary 
and  integral  part  of  a  highway  facility 
including  bridges,  tunnels,  railroad- 
highway  crossmgs.  drainage  structures, 
traffic  control  devices,  and  guardrails 
and  other  protective  structures. 

ig>  "Roadway",  the  portion  of  the 
highway  cross-s  e  c  1 1  o  n,  including 
shoulders,  for  vehicular  use. 

(h)  "State",  any  one  of  the  50  States, 
the  District  of  Columbia,  or  Puerto  Rico 

fii  "State  highway  department 
agency"     (SHA),     the     State    highway 


agency  which  is  legally  empowered  to 
admmister  this  program  in  cooperation 
with  the  Federal  Highway  Administra- 
tion I  FHWA  >  or  such  other  State  agency 
as  may  be  legally  empowered  and  suit- 
ably equipped  and  organized  to  admin- 
ister tins  program,  as  designated  by  the 
governor  of  the  State,  and  as  approved 
by  the  Federal  Highway  Administrator. 

iji  "Traveled  way  ",  the  portion  of  the 
roadway  for  the  movement  of  vehicles, 
exclusive  of  shoulders  and  auxiliary 
lanes. 

§  922.3      ObjeoJive. 

The  principal  objective  of  tne  Safer 
Off -System  Roads  iSOS)  program  is  to 
construct,  reconstruct,  or  otherwLse  im- 
prove off-system  roads  and  streets  with 
special  emphasis  on  low-cost  projects 
which  contribute  significantly  to  the 
safety  of  the  traveling  public. 

§  922.7      Fligibiliiv. 

Off-system  roads  are  eligible  for  im- 
provement under  lliis  program. 

§  922.9       DiMribulion  of  fund,.. 

ia>  Each  SHA  shall  make  funds  <ip- 
portioned  under  this  program  available 
throughout  the  State  on  a  fair  and 
equitable  basis.  Each  SHA  shall  ensure 
that  projects  are  selected,  designed,  and 
constructed  in  a  manner  which  will  not 
discrimmate  against  any  person  or  com- 
munity on  the  grounds  of  race,  religion, 
color,  national  origin,  or  sex. 

'b^  In  States  where  the  SHA  is  with- 
out legal  authority  to  construct  or  main- 
tain a  project  under  this  program,  the 
SHA  shall  enter  into  a  forma!  agreement 
for  coTiStruction  and  or  maintenance  of 
the  project  with  appropriate  local  road 
officials  or  other  governmental  agencies 
which  do  have  such  legal  authority. 

:j  922.1  I       Federal  share  pa>ahlc. 

The  Federal  share  payable  for  this 
program,  .shall  be  in  accordance  with  the 
provisions  of  23  US  C  120  as  they  apply 
to  projects  on  the  Federal-aid  secondary 
system. 

§922.13      Standard*. 

la)  Design  standards  for  projects  im- 
plemented under  this  program  shall  be: 

<1»  Those  standards,  policies,  and 
ruides  set  forth  in  23  CFR  625  'Design 
Standards  for  Highways',  or 

<2i  Such  individual  standards,  poli- 
cies, and  guides  which  have  been  or  may 
be  developed  by  local  road  officials  in 
cooperaiion  with  the  SHA  and  approved 
by  the  FHWA 

lb)  Withm  the  project  limits,  or  im- 
mediately adjacent  to  a  project,  no 
bridge  shall  remam  in  place  which  has  a 
width  narrower  tlian  the  approach  road- 
way unless  bridge  end  protection  and 
approach  .signing  and  pavement  mark- 
ing are  provided  Except  as  approved  by 
the  FHWA,  no  bridge  shall  remain  in 
place  which  1 1  >  has  a  width  less  than 
the  approach  traveled  way  or  i2i  has  a 
width  less  than  2u  feet  on  a  regular 
school  or  commercial  bus  route. 

ic  I  All  projects  shall  be  provided  with 
traffic  control  devices  in  accordance  with 
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the  Manual  on  Uniform  Traffic  Control 

Devices.' 

§  022.13       >im|)liti<il  pnnfiliires. 

H  >  The  FHWA  encourages  ths  maxi- 
mum use  of  such  simplified  procedures 
as  may  be  appropriate  for  the  types  of 
projects  which  are  expected  to  be  imple- 
mented under  this  program.  In  addition 
to  the  guidance  provided  by  23  CFR 
655  506' bi  'Highway  Safeiy  Improve- 
ment Program  I  the  programing  of  SOS 
furds  may  be  sim.plified  to  eliminate  the 
listing  of  projects  required  for  a  Federal- 
aid  program  by  23  CFR  630  Subpart  A 
I  Federal-Aid  Program.s  Approval  and  Au- 
thorization i .  The  Federal-aid  program 
submission  for  utilization  of  SOS  funds 
mav  consist  of  a  narrative  statement 
submitted  by  the  SHA  and  approved  by 
the  FirvVA.  covering  the  objectives  and 
the  planned  level  of  effort  for  the  pro- 
gram period.  Authorizaiion  to  proceed 
with  tiie  work  and  obligation  of  funds 
will  be  on  a  project-by-project  basis  for 
work  identifiable  within  the  approved 
Federal-aid  program. 

b'  Bv  agreement  between  the  SHA 
and  the  FHWA,  projects  under  this  pro- 
gram may  be  administered  in  the  same 
manner  as  certain  other  Federal-aid 
projects  are  administered  under  the 
term.s  of  an  approved  SHA  Certification, 
a  Secondan,-  Road  Plan  agreement  pur- 
suant to  23  use.  117,  or  such  other 
procedures  which  are  approved. 

I FR  Doc  77-15697  Filed  6   2   77.8  45  am] 


Title  24 — Housing  and  Urban  Development 

CHAPTER  II— OFFICE  OF  ASSISTANT  SEC- 
RETARY FOR  HOUSING — FEDERAL 
HOUSING  COMMISSIONER  (FEDERAL 
HOUSING  ADMINISTRATION,  DEPART- 
MENT OF  HOUSING  AND  URBAN  DE- 
VELOPMENT) 

(Docket   No.  R-77-4551 

MORTGAGE  INSURANCE  AND  HOME 
IMPROVEMENT    LOANS 

Changes  in  Interest  Rates 

AGENCY:   Department  of  Housing  and 
Urban  Development. 

ACTION;  Final  rule. 

SUMMARY:  The  following  miscel- 
laneous amendments  have  been  made  to 
this  chapter  to  increase  the  maximum 
interest  rates  which  may  be  charged  on 
mortgages  Insured  by  this  Department. 
The  Secretary  has  determined  that  such 
changes  are  necessary  to  meet  the 
mortgage  market. 
EFFECTIVE  DATE'  May  31.  1977r 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Chester  C.  Foster,  Director.  Financial 
and  Economic  Analysis  Divi.sion.  Office 
of  Policv  Development  and  Evaluation, 
Department  of  Housing  and  Urban 
Development,  4.51  Seventh  Street.  SW 
Washington.  D.C.  20410,  202-755-8694 


RULES   AND    REGULATIONS 

SUPPLEMENTARY  INFORMATION: 
The  following  miscellaneous  amend- 
ments have  been  made  to  this  chapter  to 
increase  the  maximum  interest  rates 
which  mav  be  charged  on  mortgages  in- 
sured bv  this  Department.  (The  maxi- 
mum interest  rate  on  home  mortgage 
loan  and  insurance  programs  has  been 
raised  from  8  0-3  percent  to  8.50  percent.) 
The  Secretary  has  determined  that  such 
changes  are  necessary  to  meet  the 
mortgage  market,  in  accordance  with 
her  authority  contained  in  12  U.S.C. 
1709-1,  as  amended.  The  Secretary  has, 
therefore,  determined  that  advance 
notice  and  public  procedure  are  unneces- 
sary and  that  said  cause  exists  for  mak- 
ing this  amendment  effective  May  31. 
1977. 

A  Finding  of  Inapplicability  respecting 
the  National  Environmental  Policy  Act 
of  1969  has  been  made  in  accordance 
with  HUD  procedures.  A  copy  of  this 
Finding  of  Inapplicability  will  be  avail- 
able for  public  inspection  during  regu- 
lar business  hours  in  the  Office  of  the 
Rules  Docket  Clerk.  Office  of  the  Secre- 
tary, Room  10141,  Department  of  Hous- 
ing and  Urban  Development.  451  7th 
Street,  SW..  Washington.  D.C.  20410. 

Note— It  Is  hereby  certified  that  the  eco- 
nomic and  Inflationary  effects  of  these 
amended  regulations  have  been  carefully 
evaluated  in  accordance  with  Executive 
Order  No    11821 

Accordingly.  Chapter  II  is  amended  as 
follows : 

PART  203— MUTUAL  MORTGAGE  INSUR- 
ANCE AND  INSUt^ED  HOME  IMPROVE- 
MENT LOANS 

Subpart  A — Eligibility  Requirements 

1.  In  §  203.20  paragraph  (a)  is 
amended  to  read  as  follows: 

§  203.20      Maximum  inlerosl  rate. 

lai  The  mortgage  shall  bear  interest 
at  the  rate  agreed  upon  by  the  mortgagee 
and  the  mortgagor,  which  rate  shall  not 
exceed  8  50  percent  per  annum  with  re- 
spect to  mortgages  Insured  on  or  after 
May  31.  1977. 

i  «  «  »  • 

(Sec.  211.  52  Stat  23:  (12  U.SC.  1715b).  In- 
terprets or  applies  sec.  203,  52  Stat.  10.  as 
amended,    (12  U  S.C.  1709).) 

2.  In  §  203.74  paragraph  (a>  is 
amended  to  read  as  follows: 

s  20,"^, 7  I      Maximum  interest  rale. 

I  a '  The  loan  shall  bear  interest  at  the 
rate  agreed  upon  by  the  lender  and  the 
borrower,  which  rate  shall  not  exceed 
8.50  percent  per  annum  with  respect  to 
loans  insured  on  or  after  May  31,  1977. 
,  «  *         «  * 

(Sec.  211,  52  Stat.  23;  (12  U.S.C.  1715b).  In- 
terprets or  applies  sec.  203.  52  Stat.  10,  as 
amended;    (12  USC.  1709).) 


§  213.51 1       Maximum  inUTC»t  rale. 

(a)  The  mortgage  shall  bear  interest 
at  the  rate  agreed  upon  by  the  mortgagee 
and  the  mortgagor,  which  rate  shall  not 
exceed  8  50  percent  per  annum  with  re- 
spect to  mortgages  insured  on  or  after 
May  31,  1977. 

«  *  4  «  t 

(Sec.  211.  52  Stat.  23;  (12  U.S.C.  1715b).  In- 
terprets or  applies  sec.  213,  64  Stat  54.  as 
amended:    (12  U.S.C.  17i5e).) 


'  Frir  sale  by  the  Superintendent  of  Docu- 
ments US  (jovernment  Printing  Office. 
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PART  213— COOPERATIVE  HOUSING 
MORTGAGE    INSURANCE 

Subpart  C — Eligibility  Requirements — In- 
dividual Properties  Released  From  Proj- 
ect Mortgage 

In  5  213.511  paragraph  (a)  is  amended 
to  read  as  follows: 


PART  234 — CONDOMINIUM   OWNERSHIP 
MORTGAGE    INSURANCE 

Subpart  A — Eligibility  Requirements — 
Individually  Owned  Units 

In  §234.29  paragraph  'ai  is  amended 
to  read  as  follows: 

§  234.29      Maximum  interest  rate. 

(a)  The  mortgage  .shall  bear  interest 
at  tlie  rate  agreed  upon  by  the  mort- 
gagee and  the  mortgagor,  which  rate 
shall  not  exceed  8.50  percent  per  armum 
with  respect  to  mortgages  insured  on  or 
after  May  31,  1977. 

•  *  •  «  * 

Effective  date:  These  amendments 
shall  be  effective  on  May  31,  1977. 

Lawrence  B.  Simons, 
Assistant  Secretary  for  Housing — 
Federal  Housing  Commissioner. 

I  PR  Doc.  77-15811  Piled  6-2-77;  8  45  am) 

Title  25 — Indians 

CHAPTER     I  — BUREAU     OF     INDIAN     AF- 
FAIRS,   DEPARTMENT   OF  THE    INTERIOR 

PART  221— OPERATION  AND 
MAINTENANCE   CHARGES 

San  Carlos  Irrigation  Project,  Arizona 

AGENCY.  Bureau  of  Indian  Affairs.  De- 
partment of  Interior. 

ACTION:  Final  rule. 

SUMMARY:  This  notice  changes  the  as- 
sessment against  irrigable  lands  of  the 
San  Carlos  Irrigation  Project.  Arizona 
The  new  assessment  properly  reflects  the 
cost  of  operation  and  maintenance  of  the 
irrigation  system  due  to  the  change  in 
the  power  rate  for  pumping  irrigation 
wells. 
EFFECTIVE  DATE:  May  31.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Cecil  Wright,  Phoenix  Area  Office, 
Phoenix,  Arizona,  Phone:  602-261- 
4184 
SUPPLEMENTARY  INFORMATION: 
On  page  22902  of  the  Feder.^l  Register 
of  May  5,  1977,  there  was  published  a 
notice  to  modify  §221.63  Assessment, 
Joint  Works  of  Title  25,  Code  of  Federal 
Regulations,  dealing  with  operation  and 
maintenance  assessments  against  the  ir- 
rigable lands  of  the  San  Carlos  Irrigation 
Project,  Arizona,  by  decreasing  the  basic 
assessment  from  $1,185,000  to  $853,000 
per  annum  which  changes  the  annual 
per  acre  assessment  rate  from  $11.85  to 
$8.53  for  each  acre  of  irrigable  land  and 
establishing  an  assessment  of  $150,000 
for  the  transition  quarter,  July  1,  1977  to 
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September  30,  1977.  made  necessary  by 
the  change  of  the  fiscal  year  to  start  on 
October  1  instead  of  July  1.  The  transi- 
tion quarter  assessment  is  based  upon 
the  annual  rate  of  $6  00  per  acre  of  irri- 
gable land  established  for  fiscal  year  1977 
beginning  July  1,  1976  No  comments 
concerning  the  changes  were  received. 

The  regulations  are  approved  under 
the  authority  delegated  to  the  Commis- 
sioner of  Indian  Affairs  by  the  Secretary 
of  the  Interior  in  230  DM  1  and  redele- 
gated  by  the  Commissioner  to  the  Area 
Directors  in  10  BIAM  3. 

The  revised  section  will  read  as 
follows : 

§  221.63      .\s.«€s«sment.  joint  works. 

(a)  Pursuant  to  the  Act  of  Congress 
approved  June  7.  1924  1 43  Stat.  476  > ,  and 
supplementary  acts,  the  repavment  con- 
tract of  June  8,  1931.  as  amended,  be- 
tween the  United  States  and  the  San 
Carlos  Irrigation  and  Drainage  District, 
and  in  accordance  with  api^hcable  pro- 
visions of  the  order  of  the  Secretarv  of 
the  Interior  of  June  15.  1938  '  5§  221.69a- 
221.69m),  the  cost  of  operation  and 
maintenance  of  the  Joint  Works  of  the 
San  Carlos  Irrigation  Project  for  fiscal 
year  1978  is  estimated  to  be  $8.=^''. COO  and 
the  annual  rate  of  assessment  for  said 
fiscal  year  and  subsequent  fiscal  years 
until  further  order  is  hereby  fixed  at 
SB  53  for  each  acre  of  land  The  cost  of 
operation  and  maintenance  of  the  Joint 
Works  of  the  San  Carlas  Irrigation  Proj- 
ect for  the  transition  quarter.  July  1, 
1977  to  September  30,  1977,  is  estimated 
to  be  $150,000  based  upon  the  annual 
rate  of  $6.00  for  eacli  acre  of  land  estab- 
lished for  fiscal  year  1977  and  will  be 
a  one  time  asse.ssment  in  addition  lo  the 
fiscal  year  1978  assessment. 

Charles  D.  Worthman. 
Assistant  Area  Director. 

[PR  Doc.77-15749  Filed  6-2-77:3:45  am] 

Title  40 — Protection  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION   AGENCY 


SUBCHAPTER  C — AIR   PROGRAMS 

(FRL  729-6) 

PART    52— APPROVAL    AND    PROMULGA- 
TION   OF    IMPLEMENTATION    PLANS 

Missouri:  Approval  of  Compliance 
Schedules 

AGENCY:  Environmental  Protection 
Agency  (EPA) . 

ACTION:  Final  rule. 

SUMMARY:  This  rulemaking  formally 
approves  two  compliance  schedules  sub- 
mitted by  the  State  of  Missouri  on  No- 
vember 23,  1976,  as  reN-isions  to  the  Mis- 
souri State  Implementation  Plan  It  also 
amends  the  State  Implem.entation  Plan 
by  adding  the  date  of  submission  of  the 
compliance  schedules  approved  in  this 
rulemaking  and  the  date  of  submission 
of  compliance  schedules  which  were 
formally  approved  on  March  25,  1977. 


EFFECTIVE  DATE :  June  3.  1977. 

ADDRESSES:  Copies  of  the  compliance 
schedules  approved  in  this  rulemaking 
and  of  the  Missouri  State  Implementa- 
tion Plan  are  available  for  public  inspec- 
tion during  normal  business  hours  at  the 
following  locations : 

Environmeiital  Protection  Agencv,  Re- 
gion VII.  1735  Ballmiore.  Kansas' Citv. 
Missouri  64108: 

Public  Information  Reference  Unit,  Li- 
brary Systems  Branch,  EnMronmenul 
Protection  Agency,  401  M  Street  SW., 
Washmgton,  DC  20460; 

Missouri  Department  of  Natural  Re- 
sources. State  Office  Building.  Jefferson 
City,  Missouri. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Michael  J  Sanderson,  Legal 
Branch.  Enforcement  Division,  En- 
virorunental  Protection  Agencv.  1735 
Baltimore,  Kansas  Citv.  Missouri 
64108    < 816-374-2576 >. 

SUPPLEMENTARY  INFORMATION  ■ 
On  May  31,  1972  '37FR  10842  >.  pursuant 
to  Section  110  of  the  Clean  Air  Act  and 
40  CFR  Part  51,  the  Administrator  ap- 
proved portions  of  State  plans  for  im- 
plementation of  the  national  ambient 
air  quality  standards. 

On  November  23,  1976.  the  State  of 
Missouri  suomitted  to  the  Environmental 
Protection  Agency  compliance  schedules 
to  be  considered  as  proposed  revisions  to 
the  approved  Missouri  plan  pursuant  to 
40  CFR  516.  The.<;e  schedules  were 
adopted  by  the  State  and  submitted  to 
the  Environmental  Protection  Agency  for 
review  after  notice  and  public  hearings. 
The  public  hearings  were  lield  in  ac- 
cordance with  the  procedural  require- 
ments of  40  CFR  51  4  and  51,6  and  the 
substantive  requirements  of  40  CFR  51.15 
pertaining  to  compliance  .schedules.  The 
approvable  compliance  schedules  have 
been  reviewed  and  determined  to  be  con- 
sistent with  Uie  approved  control  strate- 
gies of  Missouri. 

According,  the  Admiinistrator  pro- 
posed approval  of  these  schedules  on 
February  3,  1977,  in  the  Federal  Register 
at  42  FR  15432  and  provided  30  days  for 
public  comment.  No  comments  ^-oncern- 
ing  these  schedules  were  received.  This 
publication  approves  the  two  compliance 
schedules  as  revi.^ions  to  the  Missouri  Im- 
plementation Plan  pursuant  to  the  pro- 
visions of  40  CFR  51,8. 

Each  approved  revision  establishes  a 
new  date  by  which  the  individual  source 
must  comply  with  the  applicable  emission 
limitation  in  the  federally  approved 
State  Implementation  Plan.  Tins  date  is 
indicated  in  the  table  t>elow,  under  the 
heading  "Final  Compliance  Date."  In 
each  case,  the  approved  schedule  includes 
incremental  steps  toward  compliance 
with  the  applicable  emission  limitations. 
While  the  table  below  does  not  include 
these  interim  dates,  the  actual  compli- 
ance schedules  do   The  "Effective  Date" 


column  in  the  table  refers  to  the  date  the 
compliance  schedule  becomes  effective 
for  purposes  of  federal  enforcement. 

The  column  entitled  "Regulation  In- 
volved" contains  a  citation  of  both  the 
old  regulatory  numbering  system  and  the 
new  numbering  system  which  became 
effective  in  the  State  of  Missouri  on  July 
1.  1976.  The  new  numbering  system  has 
not  been  formally  submitted  by  the  State 
to  EPA  as  a  revision  to  the  State  Imple- 
mentation Plan. 

In  the  indication  of  approval  and  dis- 
approval of  individual  compliance  sched- 
ules, the  individual  schedules  are  in 
eluded  by  reference  only.  In  addition,  an 
evaluation  report  has  been  prepared  for 
each  mdividual  compliance  schedule. 
These  evaluation  reports  are  available  for 
public  inspection  at  the  Environmental 
Protection  Agency  Regional  Office.  1735 
Baltimore.  Kansas  City.  Missouri, 

Also  published  at  this  time  is  the  date 
of  submission  of  the  compliance  sched- 
ules approved  herein  and  the  date  of 
submission  of  compliance  schedules 
which  were  approved  in  the  Federal 
Register  on  March  25,  1977  i42  FR 
16138>  This  addition  to  the  list  under 
"Identification  of  Plan"  was  inadvert- 
ently omitted  from  the  March  25  action. 

This  rulemaking  will  become  effective 
immediately  upon  publication  The 
Agency  finds  that  good  cause  exists  for 
not  deferring  the  effective  date  of  this 
rulemaking  because  the  approved  com- 
pliance schedules  are  al'-eady  in  effect 
under  State  law  and  federal  approval 
imposes  no  new  burdens. 

This  rulemaking  is  promulgated  pur- 
suant to  the  authority  of  Section  110  of 
the  Clean  Air  Act  of  1970,  as  amended.  42 
use.  1857C-5. 

Dated:  May  26,  1977, 

Douglas  M,  Costls, 
Administrator, 
Environmental  Protection  Agency 

Part  52  of  Chapter  I,  Title  40  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows: 

Subpart  AA — Missouri 

In  5  52.1320.  paragraph  ic»  is  amended 
by  adding  subparagraphs  <11'  and  (12' 
as  follows  ■ 

§  52.  ]  .S20      Idrnliriralion  of  plan. 

•  «  •  •  • 
(c)    •    •    * 

( 1 1  >  Compliance  Schedules  were  sub- 
mitted by  the  Missouri  Air  Conserva- 
tion Commission  on  June  3  and  October 
1.  1976. 

1 12 1  Compliance  Schedules  were  sub- 
mitted by  the  Missouri  Air  Conservation 
Commission  on  November  23.  1976. 

2.  In  5  52.1335,  the  table  in  paragraph 
( a  1  is  amended  by  adding  the  following : 

§  52.1333      (ximplianrp  schcdiilps. 

*  •  a  •  • 

(a)   *   *  • 
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Source 


Location 


Regulation  involved  ' 


Date 
adopted 


Eflective 
date 


Final 

compliance 

dale 


Associated    Electric   Coopera-    Moberly.  S-Vl    (10    CSK    lO-S.OnO).    Nov.  17, 1'.tTli    Immediately.  June     1.1979 

U^e-T^oi,.as  Jlill  mul  No.                        S-VIII  (10  CSn  IO-3.080). 
ir.L..»,.    fh-n,i™l    r-n      Inc-    Jonlm        S-V     (10    (SR     10-3.050).  do do Jan.     15,1978 


Fanners  Chemical  Co.,  Inc. 
aniinoiuator-grauulator  proc- 
ess. 


Joplin. 


S-V     (10    fSR     10-3.050). 
S-Vlll  (lOCSR  10-3.080). 


reference  to  the  ooriesp<mdii^  new  miiMl.tT  indicated  lu  iMiicMllvses. 

(FR  Doc. 77-15627  Filed  6-2-77:8:45  am| 


SUBCHAPTER    E— PESTICIDE    PROGRAMS 

:': •'..,;■  I    ;:  h; J9  fri.  74"  j 

PART     180 — TOLERANCES    AND    EXEMP- 
TIONS FROM  TOLERANCES  FOR  PESTI 
CIDE  CHEMICALS  IN  OR  ON  RAW  AGRI- 
CULTURAL COMMODITIES 

Bacillus  Thurmgiensis,  Berliner 

AGENCY.  Office  of  Pe.sticide  Programs, 
Environmental  Protection  Agency 
( EPA  1 


ACTION    Final  rule. 

SUMMARY:  This  rule  exempts  residues 
of  Bacillus  thuringiensis.  Berliner,  from 
the  requirement  of  a  tolerance.  This 
amendment  was  requested  by  the  Inter- 
regional Research  Project  No.  4.  This  rule 
eliminates  the  need  for  a  maximum  per- 
missible level  for  residues  of  this  pesti- 
cide on  all  raw  agricultural  commoditie.^ 
when  applied  postharvest. 
EFFECTIVE  DATE  ^une  3.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Charles    Mitchell.    Product    Manager 
iPM'   17,  Registration  Division  (WH- 
567'.    Office    of    Pesticide    Programs. 
EPA.  401  H  St.  SW  ,  Washington.  DC. 
202-426-9425 
SUPPLEMENTARY       INFORMATION 
On  March  14.  1977,  the  EPA  published  a 
notice   of   proposed   rulemaking   in    the 
Federal  Register   <42  FR  13841'    in  re- 
sporuse  to  a  pesticide  petition  iPP6E1742  > 
submitted     to     the     Agency     by     Dr 
C.    C.     Compton,    Coordinator.     Inter- 
regional   Research    Project    No.    4.   New 
Jersey    State    Agricultural    Experiment 
SUtion.  PO  Box  231.  Rutgers  University, 
New  Brunswick  NJ  08903.  This  petition 
proposed     that     40     CFR     180  1011     be 
amended  by  exempting  residues  oi   the 
microbial   insecticide   Bacillus   thuringi- 
ensis. Berhner.  from  the  re<juirement  of 
a  tolerance  in  or  on  all  raw  agricultural 
commodities  when  th|  pesticide  is  ap- 
plied to  growing  crops.  No  comments  or 
request^s  for  referral  to  an  advisory  com- 
mittee were  received  in  response  to  this 
notice  of  proposed  rulemaking. 

It  has  been  concluded,  therefore,  that 
ihe    propased    amendment    to   40    CFR 


180.1011  should  be  adopted  without 
change,  and  it  has  been  determined  that 
this  regulation  will  protect  the  public 
health. 

Any  person  adversely  affected  by  this 
regulation  may.  on  or  before  July  5.  1977. 
file  written  objections  with  the  Hearing 
Clerk.  EPA.  Rm.  1019.  East  Tower.  401  M 
St.  SW,  Washington  DC  20460.  Such  ob- 
jections should  be  submitted  in  quintu- 
plicate  and  should  specify  both  the  pro- 
\isions  of  the  regulation  deemed  to  be 
objectionable  and  the  grounds  for  the 
objections.  If  a  hearing  is  requested,  the 
objections  must  state  the  issues  for  the 
hearing.  A  hearing  will  be  granted  if  the 
objections  are  supported  by  grounds  le- 
gally sufficient  to  justify  the  relief 
sought 

Effective  on  June  3,  1977.  Part  180. 
Subpart  D.  Section  180.1011  is  amended 
as  set  forth  below. 

Dated:  May  27,  1977. 

James  M.  Conlon. 
Deputy  Assistant  Admin- 
istrator for  Pesticide  Programs. 

Statutory  AtrrHORiTT:  Section  408(e)  of 
the  Federal  Pood.  Drug,  and  Cosmetic  Act 
<21  use.  346a(e)  ). 

Part  180,  Subpart  D.  §  IBO.lOlKb)  is 
revised  to  exempt  residues,  of  Bacillus 
thuringiensis.  Berliner  from  the  require- 
ment of  a  tolerance  for  residues  in  or  on 
all  raw  agricultural  commodities  when 
applied  after  harvest,  to  read  as  follows: 

S  180.1(11  I       Viahl.-  jipores  of  the  niicro- 
«>rcani»m  Harillii-  ihuringirnsis,  Ber- 
liiu-r;    t\t  niption    from    the   require- 
moiit  of  a  tolerance. 
.  •  •  •  • 

'b'  Exemption  from  the  requirement 
of  a  tolerance  is  established  for  residues 
of  the  microbial  insecticide  Bacillus 
thuringiensis.  Berliner,  as  specified  in 
paragraph  <&)  of  this  section,  in  or  on 
all  raw  agricultural  commodities  when 
It  is  applied  either  to  growing  crops  or 
when  it  is  applied  after  harvest  in  ac- 
cordance with  good  agricultural  practice. 

I  FR  Doc.77-15671  Plied  6-2-77;8:45  am) 


Title  41 — Public  Contracts  and  Property 

Management 

CHAPTER  7— AGENCY  FOR  INTERNA- 
TIONAL DEVELOPMENT,  DEPARTMENT 
OF   STATE 

[AIDPR  Notice  77-71 
PART  7-7 — CONTRACT  CLAUSES 

Mandatory  Use  of  Visa  Application   Form 
DSP  66A  by  AID    Participants 

AGENCY:  Agency  for  International  De- 
velopment, State. 

ACTION:  Interim  Procurement  Instruc- 
tions. 

SUMMARY;  Tliis  rule  amends  AID 
Procurement  Regulations  by  making 
mandatory  the  use  of  a  new  Visa  apph- 
cation  form  designed  to  effect  tlie  prompt 
return  to  their  country  of  origin  of  for- 
eign nationals  brought  to  the  US.  for 
training  •  participants  >  on  completion  of 
such  training. 

EFFECTIVE  DATE:  July  1,  1977. 

FOR  FURTHER  INTORMATION  CON- 
TACT: 

Mr.  V.  Henrt'  Walker,  CM  SD  POL. 
Agency  for  International  Develop- 
ment. Dept.  of  State.  Wash.  DC 
Telephone:  (703-235-9107). 

SUPPLEMENTARY  INFORMATION 
This  AIDPR  Notice  77-7  amends  Title 
41  U.S.C..  Chapter  7.  AID  Procurement 
Regulations  to  assure  the  return  of  par- 
ticipants to  their  home  country  when 
their  training  is  completed.  DSP  66A  i.-^ 
a  new,  approved  form,  the  use  of  which 
is  here  made  mandatory  to  assist  AID 
and  the  Immigration  and  Naturalization 
Service  in  carrying  out  this  procedure 

Subpart  7-7.1 — Fixed  Price  Supply 
Contract 

1.  New  §7-7.103-23  is  added  as  fol- 
lows: 

§  7-7.103-23  Maiidator>  ii>«'  of  \i»a 
eliKibilil>  Form  L)>P  66A  bv  partici- 
pants. 

If  foreign  students  are  to  be  brought 
to  the  United  States  for  training,  insert 
the  clause  set  forth  in  AIDPR  7-7.5201-5 

Subpart  7-7.6 — Fixed   Price  Construction 
Contracts 

2.  New  §  7-7.602-11  is  added  as  follows; 

g  7-7.602-1  1  Mamlatorv  use  of  visa 
oligibilit>  Form  DSP  6f)V  bv  partici- 
paiit.s. 

If  foreign  students  are  to  be  brought 
to  the  United  States  for  training,  insert 
the  clause  set  forth  in  AIDPR  7-7.5201-5. 

Subpart  7-7.50 — Clauses  for  Cost 
Reimbursement  Type  Contracts 

3.  New  §  7-7.5003-5  is  added  as  follows: 

§  7-7..'>003-.'J  Mandatory  u«c  of  visa 
eligibility  Form  DSP  66A  bv  partici- 
pants. 

If  foreign  students  are  to  be  brought 
to  the  United  States  for  training,  insert 
the  clause  set  forth  in  AIDPR  7-7.5201-6. 
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Subpart  7-7.52 — Basic  Ordering 
Agreement  for  Participant  Training 

4.  Section  7-7.5201-5  is  revised  as  fol- 
lows ; 

§  7— 7. .'5201— ii  Mantlalorv  use  of  \isji 
rlisibilit^  Form  I>»>P  (yd  \  h\  parlic  i- 
panW. 

M.\>;dati;>rv  Use  of  Visa  ELiGiBiLiTr  Form 
DSP  66A  By  Participants    (May   1977) 

The  Contractor  shall  insure  that  any  for- 
eign student  brought  to  the  tJnited  States 
for  training  under  this  contract  uses  Visa 
Eligibility  Form  DSP  66A  lAID  version)  to 
obtain  a  Visa. 

Subpart  7-7.53 — Contracts  for  Participant 
Training 

5.  Section  7-7  5301-5  is  revised  as  fol- 
lows; 

§  7—7.5301—5  Maiulator>  u>e  of  viisa 
eli^ibililv  Form  DSP  66A  b>  partiri- 
pant.o. 

Insert  the  clause  set  forth  in  AIDPR 
7-7.5201-5. 

Subpart  7-7.54 — Clauses  for  Fixed  Pric« 
Typ«  Contract  for  Technical  Services 

6.  New  S  7-7.5403-6  is  added  as  fol- 
lows ; 

§  7— 7. ,540,3—6  Mandatorv  u»«'  of  ^^•■a 
eligibilit>  Fomi  DSP  66.4  by  partiri- 
pant.s. 

If  foreign  students  are  to  be  brought 
to  the  United  States  for  training,  insert 
the  clause  set  forth  in  AIDPR  7-7.5201-5. 

Subpart  7-7.55 — Clauses  for  Cost  Reim- 
bursement Contracts  with  Educational 
Institutions 

7.  Section  7-7.5501-15  is  amended  to 
change  the  date  in  the  title  from  "  ■  Sep- 
tember 19751"  to  "(July  19771'  and  to 
add  new  paragraph  ie>  as  follows; 

§7—7.5501-15  Training  of  foreipn 
country  nationals. 

*  •  »  »  » 

(e»  Mandatory  use  of  visa  eligibility 
Form  DSP  66A  by  participants.  The  Con- 
tractor shall  insure  that  any  foreign 
students  brought  to  the  United  States 
for  training  under  this  contract  uses 
Visa  Eligibility  Form  DSP  66A  'AID 
version  >  to  obtain  a  Visa. 

(This  AIDPR  Notice  is  an  interim  Procure- 
ment instruction,  Issvied  pursuant  to "41  CFR 
7-1.104-4.) 

Dated:  May  27,  1977. 

John  F.  Owens. 
Assistant      Administrator      for 
Program     and     Management 
Services. 

|FR  Doc  77-15698  Fiied  &-2  -77,8:45  am  | 


CHAPTER  8 — VETERANS 
ADMINISTRATION 

PART  8-1 — GENERAL 

General  Policies 

.'AGENCY:  Veterans  Administration. 

ACTION;  Final  rule. 

SUMMARY;   This  subpart  is  revised  to 
make  miscellaneous  changes  to  conform 


the  subpart  to  the  Federal  Procurement 
Regulations;  to  delete  material  which 
has  been  relocated  to  a  more  general 
management  medium :  and  to  add  mate- 
rial implementing  the  Federal  Procure- 
ment Regulations  pertaining  to  the  Pri- 
vacy Act, 

EFFECTIVE  DATE:  June  3.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

A.  G.  Vetter.  Policy  and  Interagency 
Staff.  Supply  Service.  Veterans  Admin- 
istration.    'Washington.     DC.     2042C 
(202-389-23341. 

SUPPLEMENTARY        INFORMATION : 

Section  8-1.302-1  is  revised  to  delete  ref- 
erence to  an  expired  agreement  with  tlie 
Defense  Logistics  Agency  concerning  j^er- 
ishable  subsistence.  Sections  8-1  305-2 
and  8-1.305-6  are  revised  to  reflect  the 
$10,000  exception  to  the  mandatory  u."* 
of  Federal  Specifications  as  stated  in  the 
Federal  Procurement  Regulatioi.s  Sec- 
tion 8-1,327-5  is  added  to  implement  the 
Federal  Procurement  Regulation*  by  ref- 
erencing the  agency  rules  and  regula- 
tions to  be  furnished  contractors  wnen 
a  contractor  is  subject  to  the  Privacy 
Act  Section  8-1,350  concerning  imple- 
mentation of  Office  of  Management  and 
Budget  Circular  No.  A-76  policies  for  ac- 
quirmg  commercial  or  industrial  prod- 
ucts and  services  for  Government  u.'^e  is 
revoked  m  favor  of  publication  m  a  pol- 
i:y  medium  of  more  general  circulation. 
Sections  8-1  302-2.  8-1.305-3.  g-l  317  and 
8-1.318-1  are  revised  to  reflect  agency 
policy  of  using  precist  terms  in  denoting 
gender  and  or  to  update  organizational 
titles. 

Since  the  proposed  changes  consist  of 
statements  of  VA  organization  and  prac- 
tices, compliance  with  the  provisiorLs  of 
38  CFR  1.12  relating  to  regulatory  devel- 
opment is  considered  unnecessary 

INFLATION  IMPACT  The  VA  ha.s  deter- 
mined that  this  document  does  not  contain 
a  major  propKj^al  requiring  preparation  of 
an  Inflation  Impact  Statement  under  Execu- 
tive Order  11821  and  OMB  Circular  No,  A-107. 

APPROVED;  May  25.  1977. 

By  direction  of  the  .Administrator. 

RCFUS  H.  'W'lLSON. 

Deputy  Administrator. 

1.  In  S  8-1.302-1,  paragraph  <ci  is  re- 
voked. 

§8-1.302-1      Conrral. 

•  »  «  »  • 

(c)  [Revoked] 

«  *  •  •  • 

2.  Section  8-1,302-2  is  revised  to  read 
as  follows: 

§8-1.302-2      Production     and     research 
and  dcNC'lopnient  p<M)I».. 

Veterans  Administration  contracting 
oEScers  will  be  advised  of.  consider  bids 
from,  and  make  awards  to.  Small  Busi- 
ness and  Defense  Production  Fools.  The 
Chief  Mediral  Director  or  designee  will 
notify  tlie  appropriate  departments  and 


staff  offices   when  such   pools  are  ap- 
proved. 

3.  In  5  8-1.305-2.  paragraph  'b^  is  re- 
vised to  read  as  follows; 

§8— 1.30.'>— 2      f  \r<'ptioti»     to     martdalory 
u»c  of  todt-rai  spcrifu-ation^. 

•  •  •  •  • 

ib>  The  exception  to  the  mandatory 
use  of  Federal  Specifications,  with  re- 
.■=pect  to  purchases  not  exceeding  $in.ooo 
authorized  by  FPR  1-1  305-2.  does  not 
apply  to  it€ms  purchased  from  GSA 
."^look.  or  from  a  Federal  supply  schedule 
contract.  > 

4  In  §  8-1  305-3.  paragraph  <bi  is  re- 
vised to  read  as  follows ; 

S8— 1.305— .3      Dc\iation!>     from     Federal 

*p4'i'iiii'a(i(in». 

•  >  *  •  * 

•  b>  Mo'-Krtxng  center.  When  the  es- 
sential need.'^  of  the  Veterans  Admini- 
stration are  not  adequately  covered  by 
an  existing  Federal  Specification,  the 
Chief  of  the  Marketing  Division  con- 
cerned will 

'1'  When  the  required  deviation  af- 
fects only  the  par kme,  packaging,  mark- 
ing or  l^elmp,  and  the  item  is  being 
purchased  for  depot  stock,  coordinate  the 
de\ia<ion  with  the  Director,  VA  Supply 
Depot.  Hmes.  Ill  .  through  the  Director. 
VA  Marketing  Ceiiter  If,  in  the  opinion 
of  the  Director,  \\\  Supply  Derx^t  the 
proposed  deviation  will  n^t  affect  stor- 
age, handling  or  transportation  he  she 
will  advise  the  Director.  \.\  Marketing 
Center,  of  hi.-  her  concurrence  Tlie  Di- 
rector. VA  Marketing  Center,  will  then 
approve  the  deviation 

«2»  When  the  deviation  specified  m 
paragraph  'b''l'  of  thL«  .■section  is  for 
an  item  that  is  not  being  purchased  for 
depot  stock,  document  hi*  her  reasons 
why  the  deviation  is  essential  and  re- 
quest the  Director.  VA  Marketing  Center, 
to  approve  the  deviation  Initial  devia- 
tions approved  under  paragraph  'bi'i) 
of  this  section  or  tliis  subparagraph  will 
be  reported  to  the  Director  Supply  Serv- 
ice, for  submi.s,':ioii  to  tiie  General  Serv- 
ices Administration 

i3>  Wlien  the  required  deviation  af- 
fects other  than  packing,  packaging, 
marking,  or  labeling,  coordinate  the  re- 
quired deviation  with  the  using  service 
m  Central  Office  If  approved  by  the 
u.«:ing  service,  a  request  for  authority  to 
deuate  will  be  submitted  to  the  Director, 
Supply  Service,  through  the  Director. 
VA  Marketing  Center,  Hme^.  111.  It  will 
specify  m  detail  why  the  specific  devia- 
tion is  essential  to  the  Veterans  Adminis- 
tration s  operations  and  be  accompanied 
by  a  copy  of  the  using  service's  com- 
ments. The  appropriate  marketing  divi- 
sion chief  will  be  advised  as  to  the  ap- 
proval or  disapproval  of  the  request.  If 
approved  the  Director  Supply  Service. 
will  when  nece.vsury  forward  the  notice 
required  by  FPR  1-1  305-3 ib)  to  the 
General  Services  Administration. 

5  In  5  8-1  305-6,  paragraphs  <b).  (c), 
( f '  and    1 '  are  revised  to  read  as  follows: 
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S  8-l.30r>-<»       Mililur>    aiiil    .irp;irtiu«nt;il 
-pri  Hiralioii-. 

•  ■ 

(b'  The  monetan*  exemption  to  the 
use  of  Federal  Specifications  contained 
in  FPR  1-1. 305-2 (b>  is  equally  applicable 
to  Veterans  Administration,  military  and 
departmental  specifications.  Contracting 
officers  may.  when  they  deem  it  to  be 
advantageous  to  the  Veterans  Adminis- 
tration, utilize  these  sp?cifications  when 
procuring  supplies  and  equipment  cost- 
ing less  than  $10,000  However,  when 
purchasing  items  of  perishable  sub- 
sistence, contracting  officers  shall  ob- 
serve onlv  those  exemptions  set  forth  in 
paragraphs  <f>  and  (g>  of  this  section 

(c  When  circumstances  will  not  per- 
mit a  field  station  to  use  a  Veterans  Ad- 
ministration snecification  without  devia- 
tion, the  contracting  officer  shall,  prior 
to  takinc  anv  procurement  action,  sub- 
mit to  the  Director.  Supply  Service,  or 
Director.  VA  Marketing  Cenfr.  Hmes. 
Til.,  whichever  is  appropriate,  a  request 
for  authority  to  devi'ite  from  the  speci- 
fication. The  request  will  specificallv  de- 
tail the  rea'Jons  whv  the  deviation  is  es- 
sential to  the  station's  operation.  Tlie 
approving  authority  will  coordinate  the 
requp.'^^t  with  the  using  .service  in  Ppntral 
Office  The  contracting  officer  will  be  ad- 
vised as  to  the  arproval  or  di^ap'-iroval 
of  the  request.  If  approved  the  letter  of 
anproval  will  be  filed  in  the  appropriate 
purcha.se  or  contriict  file 

• 

■  f  The  military  soecifications  for 
meat  and  meat  products  contained  in 
V.\PR  Program  Guide  G-1  shall  be  used 
by  the  Veterans  Administration  only 
when  purcha-smg  such  items  of  sub- 
sistence from  the  Defense  I-ogistics 
.A.gencv  iDLA'  Military  specifications 
for  !>ouItrv.  eees.  and  pks  products  con- 
tained in  V.'VPR  Program  Guid^  G-1  may 
be  used  when  purchasing  either  from 
DLA  or  from  local  dealers 

11'  In  the  absence  of  mandatory  docu- 
ments, specifications  or  purchase  de- 
scrintions  of  other  agencies  mav  be  used 
by  the  various  Marketing  Division  when 
appropriate.  These  specifications  or  pur- 
chase descriptions  mav  be  modified  to 
meet  the  needs  of  the  Veterans  Adminis- 
tration If  repeated  use  of  a  modified 
soectfication  or  purchase  description  is 
required,  the  Director,  VA  Marketing 
Center  shall  con.sidcr  converting  it  to  a 
Veterans  Administration  specification 
•  •  *  »  • 

6    In   !i  8-1  317.  parai^raph     a'    is  re- 
vised to  read  a.s  follows 

S8-I.;il7       N<nicollu<ti\i-     bid-,     mid     pro- 
posals. 

a'  The  head  of  a  field  station.  Direc- 
tor. Veterans  Administration  Supply 
Depot,  and  the  Director.  Veterans  Ad- 
minLstration  Marketing  Center.  Hines, 
111  .  are  authorized  to  make  the  determl- 


RULES   AND    REGULATIONS 

nations  set  forth  m  paragraph  (d)  of  the 
certification  required  by  FPR  l-1.317*at . 
«  •  •  '  • 

7,  In  §  8-1.318-1.  paragraph  (a>  is  re- 
vised to  read  as  follows: 

t;{;-!.3l8-l      C,<>nlra<  linp    oHircr's    «hii- 
>c>n  uiitlcr  a  «li«pule*  rlause. 

( a )  When  a  dispute  cannot  be  settled 
by  agreement  and  a  final  decision  vmder 
the  Disputes  clau.se  of  the  contract  is 
necessary,  the  contracting  officer  shall 
furnish  the  contractor  his/her  final  de- 
cision in  the  matter. 

8  Section  8-1.327-5  is  added  to  read 
as  follows : 

i;a-l.:?27      I'rot.rtion   of   tin-   privacy   of 

in(li\iilual«. 

S  K— I  ..327— .J      Proi-edures. 

The  pertinent  agency  rules  and  regu- 
lations required  to  be  furnished  to  con- 
tractors by  FPR  1-1.327-5  consist  of  VA 
Regulations  575  through  584  (38  CFR 
1575  through  1.584  >  and  VA  Manual 
MP-1.  Part  II.  Chapter  21  '  40  FR  44298) . 

9.  Sections  8-1.350  through  8-1.350-4 
are  revoked. 
^a-1.3.iO      lK.•^ok<■dl 

FR  Doc  77-15768  Filed  6-2-77.8:45  am) 


Title  47 — Telecommunication 

CHAPTER   I— FEDERAL 
COMMUNICATIONS  COMMISSION 

(Docket  No.  20449.    RM-2078:    RM-2225; 
RM-2245:    FCC   77-267) 

PART  81— STATIONS  ON  LAND  IN  THE 
MARITIME  SERVICES  AND  ALASKA 
PUBLIC-FIXED   STATIONS 

Providing  for  Use  of  Certain   Frequencies 
m  the  Maritime  Services 

Correction 

In  FR  Doc.  77-12549,  appearing  at  page 
22869  m  the  issue  for  Thursday,  May  5, 
1977.  make  the  following  changes: 

1.  In  $81304iai  on  page  22870,  the 
la-st  number  in  the  ninth  line  of  the  table 
should  read,  "47". 

2  In  ;  81  306ia)  (2)  on  page  22871.  the 
footnote  reference  in  the  tenth  line  of 
the  table  should  read.  '"". 


Title  49 — Transportation 

CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

SUBCHAPTER    A— GENERAL    RULES    AND 
REGULATIONS 

(Third  Rev   S  O   1171;  Amdt,  3| 
PART   1033— CAR   SERVICE 
Regulations  for  Return  of  Hopper  Cars 
AGENCY     Interstate   Commerce  Com- 
mission. 

ACTION:    Emergency    Order    (Amend- 
ment No.  3  to  Revised  Service  Order  No. 

1171' 

SUMMARY     This  amendment  extends 
Third   Revised   Service  Order  No.   1171 


for  .six  months.  The  order  requires  the 
return  to  owning  railroads  of  open  hop- 
per cars  owned  by  Illinois  Central  Gulf. 
St.  Louis-San  Francisco  and  Southern 
Railway  Systems.  There  are  shortages  of 
hopper  cars  on  the  lines  of  the  benefici- 
ary railroads  for  transporting  shipments 
of  coal,  ore.  construction  aggregates,  and 
other  bulk  freight. 

DATES:  Effective  11:59  p  m..  May  31. 
1977.  Expires  1159  p.m..  November  30. 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

C.  C.  Robinson,  Chief,  UtilizTtion  and 
Distribution  Branch,  Interstate  Com- 
merce Commission,  Washington,  DC. 
20423,  telephone  202-275-7840 

SUPPLEMENTARY  INFORMATION: 
The  order  is  reprinted  in  full  below. 

At  a  Session  of  the  Interstate  Com- 
merce Commission.  Railroad  Service 
Board,  held  in  Washington.  D.C.,  on  the 
25th  day  of  May,  1977. 

Upon  further  consideration  of  Third 
Re-ised  Service  Order  No.  1171  i41  FR 
3091,  21642.  and  52695 ».  and  good  cause 
appearing  therefor: 

/disordered.  That: 

Thii-d  Revised  Service  Order  No.  1171 
be,  and  it  is  hereby,  amended  by  substi- 
tuting the  following  paragraph  tgi  for 
paragraph  <g>  thereof: 

§  1033.1171       Rffiiilalions    for    rtUirn    of 
hopper  rar-. 

»  *  •  -  * 

(gi   Expiration  date:  This  order  shall 

expire  at  11:59  p.m.,  November  30,  1977. 

unless  otherwise  modified,   changed,  or 

suspended  by  order  of  this  Commission. 
Effective  date:  This  amendment  shall 

become  effective  at  11:59  p.m.  May  31, 

1977. 

(Sees.  1,  12.  15,  and  17(2),  24  Stat  379,  383, 
384,  as  amended;  49  U.S  C.  1,  12,  15.  and 
17(2).  Interprets  or  applies  sees  1(10-171. 
15(4),  and  17(2).  40  Slat.  101,  as  amended,  54 
Stat.  911;  49  U.S.C.  1(10-17).  15(4),  and  17 
(2).) 

It  is  further  ordered.  Thai  copies  of 
this  amendment,  shall  be  served  upon  the 
Association  of  American  Railroads.  Car 
Service  Division,  as  agent  of  all  railroads 
subscrrbing  to  the  car  service  and  car 
hire  agreement  under  the  terms  of  that 
agreement,  and  upon  the  American 
Short  Line  Railroad  A.ssociation;  and 
that  notice  of  this  amendment  be  given 
to  the  general  public  by  depositing  a  copy 
in  the  Office  of  the  Secretary  of  the  Com- 
mission at  Washington.  D.C..  and  bv  fil- 
ing it  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Commission  Rai!ro:id  Service 
Board,  members  Joel  E  Burns.  Robert  S. 
Turkington,  and  John  R.  Michael  Mem- 
ber Roberts.  Turkington  not  parti.-ipat- 

ing. 

Robert  L.  Oswald. 

Secretary. 

|PRDoc.77-15666  Filed  6-2-77:8:45  amj 
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lEighthRev  S  O  No   1234    Amdt. 31 

PART  1033 — CAR   SERVICE 

Distribution  of  Freight  Cars 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION:  Emergency  Order  i Amend- 
ment No.  3  to  Eighth  Revised  Service 
Order  No.  1234'. 

SUMMARY  This  amendment  ext-ends 
Third  Revised  Service  Order  until  No- 
vember 30.  1977.  Third  Revised  Service 
Order  No.  1237  authorizes  carriers  to 
substitute  sufficient  smaller  cars  for  large 
capacity  covered  hoppers  to  transport 
the  shipment  for  which  the  large  cars 
were  ordered.  The  consent  of  the  shipper 
is  required.  There  are  severe  shortages 
of  large  capacity  covered  hopper  cars 
for  transporting  dry  bulk  freight  accom- 
panied by  surpluses  of  smaller  capacity 
cars  whirh  could  be  used  except  for  cer- 
tain minimum  weight  provisions  pub- 
lished in  the  applicable  tariffs. 

DATES:  Effective  11:59  p.m..  May  31. 
1977.  Expires  11:59  p.m.  November  30. 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

C.  C.  Robinson.  Chief.  Utilization  and 
Distribution  Branch.  Interstate  Com- 
merce Commission.  Washington.  D.C. 
20423.  telephone  202-275-7810.  Telex 
89-2742. 

SUPPLEMENTARY  INFORMATION: 
The  order  is  reprinted  m  full  below. 

At  a  Session  of  the  Interstate  Com- 
merce Commission,  Railroad  Service 
Board,  held  in  Washington,  DC,  on  the 
26th  day  of  May.  1977. 

Upon  further  consideration  of  Eighth 
RevLsed  Service  Order  No.  1234  '42  FR 
5359.  1205S.  and  16780'.  and  good  cause 
appearing  therefor: 

It  in  ordered.  That: 

Eighth  Revised  Service  Order  No.  1234 
be.  and  it  is  hereby,  amended  by  sub- 
stituting the  following  paragraph  'ki 
for  paragraph  'k'  thereof: 

§  1033.123}      Distrihmion       of       fr.igln 
cars. 

•  *  *  >  » 

ikt  Expiration  date:  The  provisions 
of  this  order  shall  expire  at  11  59  p  m., 
November    30.     1977,    unless    otherwise 

modified,  changed,  or  suspended  by  order 
of  this  Commission. 

Effective  dale:  This  amendment  shall 
become  effective  at  11:59  p.m..  May  31. 

1977. 

iSecs,  1,  12.  15.  and  17(2l,  24  Stat.  379.  383. 
384,  as  amended.  49  U.S.C.  1.  12.  15,  and  17 
(2).  Interprets  or  applies  Sees  1(10-17). 
15(4),  and  17(2).  40  Stat  101.  as  amended, 
54  Stat.  911:  49  US  C.  Ii  10-17),  15(4),  and 
17(2).) 

It  is  further  ordered.  That  a  copy  of 
this  amendment  shall  be  .^erved  upon 
the  Association  of  American  Railroads. 
Car  Service  Division,  as  agent  of  all  rail- 
roads subscribing  to  the  car  service  and 
car  hire  agreement  under  the  terms  of 


that  agreement,  and  upon  the  .American 
Short  Line  Railroad  A.ssociation:  and 
that  notice  of  this  amendment  be  given 
to  the  general  public  by  depositing  a  copy 
in  the  Office  of  the  Secretary  of  the  Com- 
mission at  Washington.  D.C..  and  by  fil- 
ing it  with  the  Director.  Office  of  the 
Federal  Register. 

By  the  Commission,  Railroad  Service 
Board,  members  Joel  E.  Burns  Robert 
S.  Turkington,  and  John  R.  Michael. 
Member  Robert  S.  Turkington  not  par- 
ticipating. 

Robert  L.  Oswald. 
Secretary. 
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Title  50 — Wildlife  and  Fisheries 

CHAPTER  I — UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE.  DEPARTMENT  OF 
THE    INTERIOR 

SUBCHAPTER  B— TAKING  POSSESSION.  TRANS- 
PORTATION SALE,  PURCHASE,  EXPORTATION 
AND    IMPORTATION    OF    WILDLIFE 

PART  17 — ENDANGERED  AND 
THREATENED  WILDLIFE   AND   PLANTS 

Final  Endangered  Status  and  Critical 
Habitat  for  the  St.  Croix  Ground  Lizard 

AGENCY:  US.  Fish  and  Wildlife  Serv- 
ice. 

ACTION:  Final  rulemaking. 

SUMMARY:  The  Director,  U.S.  Fish  and 
Wildhfe  Service  thereinafter  the  Director 
and  the  Service,  respectively)  hereby 
issues  a  rulemaking  pursuant  to  the  En- 
danzered  Species  Act  of  1973  '16  U.S.C. 
1531-1543:  87  Stat.  884;  hereinafter  the 
Act'  which  determines  the  St  Croix 
ground  lizard  >Ameiva  polops^  to  be  an 
Endangered  Species. 

DATES:  This  final  rulemaking  becomes 
effective  on  July  5,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Mr.  Keith  M.  Schreiner.  Associate  Di- 
rector— Federal  Assistance.  Fish  and 
Wildlife  Service.  U.S.  Department  of 
the  Interior.  Washington.  DC  20240 
'202  343-4646' 

SUPPLEMENTARY  INFORMATION : 
Background:  On  January  10.  1977.  the 
Service  published  a  Proposed  rulemaking 
in  the  Federal  Reci.ster  '42  FR  2102- 
2104'  advising  that  sufficient  evidence 
was  on  file  to  support  a  determination 
that  the  St,  Croix  ground  lizard  was  an 
Endangered  species  as  provided  for  by 
the  Act.  Tliat  proposal  surnxmarized  the 
factors  thought  to  be  contributing  to  the 
likeliliood  that  this  lizard  couid  become 
extinct  withm  the  foreseeable  future: 
specified  the  prohibitions  which  would  be 
applicable  if  such  a  determination  were 
mad^:  and  solicited  comments,  sugges- 
tions, objections  and  factual  informa- 
tion from  any  interested  person.  Section 
4(b)tlMAi  of  the  Act  requires  that  the 
Governor  of  each  Stat*,  within  which  a 
resident  species  of  wildlife  i<;  known  to 
occur,  be  notified  and  be  provided  90 
days  to  commeni  Ijefore  any  such  species 
IS  determined  to  be  a  Threatened  species 


or  an  Endangered  species.  A  letter  was 
sent  to  Governor  Kmg  of  the  U  S  Virgin 
Islands  on  January  25.  1977,  notifying 
him  of  the  proposed  rulemaking  for  the 
St.  Croix  ground  lizard.  A  similar  letter 
on  the  same  date  was  sent  to  Mr.  Arthur 
Dammann  of  the  Virgin  I-lands'  Bureau 
of  Sport  Fishenes  and  Wildlife.  On  Jan- 
uary 25,  1977.  a  memorandum  was  sent 
to  the  Service  Directorate  Emd  affected 
Regional  i;ersonnel.  and  letters  were  sent 
to  other  interested  parties. 

No  official  comments  were  received 
from  the  Governor  of  the  Virgin  Islands 
or  members  of  his  staff 

Summary  of  Comments  and 
Recommendations 

Section  4'bMl)  iCi  of  the  Act  requires 
that  a  summary  of  all  comments  and 
recommendations  received  be  published 
m  the  Feder.\l  Register  prior  to  adding 
any  species  to  the  List  of  Endangered  and 
Threatened  Wildlife. 

In  the  January  10.  1977.  Federal  Reg- 
ister proposed  rulemakmg  '42  FR  2102- 
21041  and  the  associated  February  22. 
1977.  News  Release,  all  interested  par- 
ties were  invited  to  submit  factual  re- 
ports or  information  which  might  con- 
tribute to  the  formulation  of  a  Final 
rulemaking. 

All  public  comments  received  during 
the  period  January  10.  1977.  to  April  8. 
1977.  were  coiLSidered 

Letters  were  received  from  5  individ- 
uals, including  representatives  of  the 
American  Society  of  Ichthyologists  and 
Herpetologists.  the  National  Park  Serv- 
ice,  and  the  New  York  Zoological  Society. 

In  addition,  copie§  of  several  pubhshed 
reports  and  articles  on  the  St.  Croix 
ground  lizard  were  included  with  some 
cf  the  comments. 

Comments  from  one  individual,  while 
not  recommending  any  changes  in  the 
proposal  Itself,  did  recommend  adding 
areas  of  former  occurrence  to  the  Critical 
Habitat  proposal.  The  areas  included 
were  in  the  vicinity  of  Christiansted  and 
Frederiksted  on  St.  Croix  and  on  Buck 
Island. 

One  individual  commented  that 
Amewa  polops  may  be  reestablislied  on 
several  islands  and  recommended  that 
Richard  Philibosian  of  the  Bureau  of 
Fish  and  Wildlife  in  tlie  Virgin  Islands  be 
contacted  for  additional  information. 

The  National  Park  Service  supplied 
selected  literature  on  the  St.  Croix 
ground  lizard,  mcludmg  a  report  on 
mongoose  trapping  on  Buck  Island.  No 
co.^unent  was  made  directly  on  the  pro- 
posal. 

The  Committee  on  Environmental 
Quality  of  ti.e  American  Society  of  Ich- 
thyologists and  Herpetologists  supported 
the  proposed  Endangered  status  but 
added  no  new  information.  They  also 
supported  the  Critical  Habitat  proposal. 

The  New  York  Zoological  Society  sup- 
ported the  proposed  status  and  Critical 
Habitat  determination  They  expressed 
concern  that,  because  of  limited  distribu- 
tion, this  species  could  be  subject  to  ex- 
tinction via  a  natural  disaster,  such  as  a 
hurricane.  Therefore,  they  recommended 
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a  vigorous  mongoose  trspoing  proKram 
on  Buck  Island  and  re -in  trod  act  ion  of 
AineiiKi  po/ops  on  that  island 
Conclusion 
After  a  thorough  review  and  consid- 
eration of  all  the  information  available, 
the  Ehrector  has  determined  that  the  St 
Croix  ground  lizard  is  in  danger  of  ex- 
tinction throughout  all  or  a  significant 
portion  of  its  range  due  to  one  or  more 
of  the  factors  devribed  in  section  4ia> 
of  the  Act  This  review  amplifle'=;  and  sub- 
stantiates the  description  of  those  fac- 
tors included  in  the  Proposed  rulemaking 
1 42  FR  2102-2104  >.  Those  factors  were 
described  as  follows: 

1  The  present  or  threatened  destruction, 
modification,  or  curtailment  of  its  habitat  or 
range  —The  St  Croix  Ground  Lizard  Is  pres- 
ently confined  In  sn^all  numbers  to  Green 
and  Protestant  Oays  near  Bt  Croix.  US  Vir- 
gin Islands  About  200  Individuals  have  been 
reported  from  Green  Cav.  thirteen  acres  in 
area  and  presently  undeveloped  ProtcsUnt 
Cay.  four  acres  in  area,  .^ipporw  about  100 
individuals;  there  Is  some  development  in 
the  form  of  a  hotel  Expaiwlon  of  develop- 
ment on  Protestant  C5ay  or  the  start  of  devel- 
opment on  Green  Cay  could  seriously  reduce 
avaUable  habitat  for  this  Heard  A  sea  wall 
coa-structed  In  1963  in  Predertks^ed  was  ap- 
parently ressponsible  In  part  for  the  elimina- 
tion of  the  last  population  ot  the  St.  Croix 
Ground  Lizard  on  St  Orolx 

2.  Overutilizcetion  for  commercial,  sporting, 
scientific,  or  educational  purposes. — Not  ap- 
plicable for  this  speoles 

3  Disease  or  predatian  — Thl.'«  Is  probably 
a  significant  factor  contributing  to  the  cur- 
rent plight  of  the  species 

Strong  but  clrcum-stantla!  evidence  Indi- 
cates that  the  introduced  Indian  mong<x..se 
has  plaved  a  st<rnlflcant  role  In  the  decline  of 
the  St  Croix  Ground  I.Izard  The  m-mgooee 
*a.s  Introduced  to  St  Crolx  In  1884  and 
p.;>pulations  of  Amei\a  iM^>iop«  have  declined 
ever  since  The  last  individuals  were  re^ported 
from  Chrlstlansted  in  1920  and  FYederlksted 
In  1968  St  Crolx  now  supports  a  dense  mon- 
goose population  which  may  be  as  high  as 
one  individual  per  acre  Both  Green  and 
Protest.in-  r-ay--  whh^h  sup-vir'  populations 
of  the  lizard,  are  not  populated  by  mon- 
gooee.s  .\n  introduced  population  of  A  polops 
on  Buk  I.sland  has  apparently  been  extermi- 
nated be<-ause  of  mongooee  predations:  the 
National  Park  Service  Is  currentlv  conduct- 
ing studies  to  determine  if  -tiere  Is  a  direct 
correlation  between  numbers  of  moneooees 
and  the  decline  In  Amelia  populations  If 
mongooses  are  relesised  on  Grt^ii  or  Pro!.ea- 
tant  Cavs  exl-'inij  populations  of  .4  polops 
could  be  eliminated 

4  The  inadequacy  of  en.^ting  requlatory 
mechani^m-t  — There  currently  exist  no  regu- 
latlois  pertaining  to  the  protection  and  con- 
^ervatiori  of  this  .species 

5  Other  natural  or  manruide  factors  af- 
fecting its  continued  eirstence. — None 

Critical  Habitat 

The  EH  rector  his  considered  all  com- 
ment'^ and  data  .submitted  in  response  to 
the  proposed  determination  of  Critical 
Habitat  for  the  St  Croix  ground  lizard 
42  FR  2102-2104'  . 

Ba^ed  on  this  review  the  Critical  Habi- 
tat for  the  St.  Croix  ground  lizard. 
Ampiva  polops.  Ls  determined  to  include 
the  following  area^s  '  exclusive  of  those 
existing  man-made  structures  or  settle- 
ments which  are  not  necessirv  to  the 
normal  needs  or  survival  of  the  species'  : 
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(1)  Prote<;tvnt  Cav.  VS  Virgin  Islands. 
Roughly  defined  by  the  coordln*t«8  64''42'15" 
N.  and  i7  =  45'7.5"  W. 

i2  1  Green  Cay,  U.S.  VUgln  Islands.  Rough- 
ly defined  by  the  coordinates  6T37'30"  N. 
and  17  =  4615'   W. 

Effect  of  the  Rulemaking 

The  effects  of  these  determinations 
and  this  rulemaking  include,  but  are  not 
necessarily  lunited  to,  those  discussed 
below. 

Endangered  Species  regulations  al- 
ready published  in  Title  50  of  the  Code  of 
Federal  Regulations  set  forth  a  series  of 
general  prohibitions  and  exceptions 
which  apply  to  all  Endangered  Species. 
The  regulations  referred  to  above,  which 
pertain  to  Endangered  Species,  are  found 
at  §  17  21  of  Title  50  and,  for  the  con- 
venience of  the  reader,  are  reprinted  be- 
low. 
§  17.21     Prohibitions 


(a)  Except  as  provided  in  Subpart  A  of  this 
part,  or  under  permits  Issued  pursuant  to 
§  17.22  or  §  17.23,  it  is  unlawful  for  any  per- 
son subject  to  the  Jurisdiction  of  the  United 
States  to  commit,  to  attempt  to  commit,  to 
solicit  another  to  commit  or  to  cause  to  be 
committed,  any  of  the  sw:ts  described  In 
paragraphs  (b)  through  (f)  of  this  section 
In  regard  to  any  endangered  wildlife. 

(b)  Import  or  export.  It  Is  unlawful  to  im- 
port or  to  export  any  endangered  wUdllfe. 
Any  shipment  In  transit  through  the  United 
States  Is  an  Importation  and  an  exportation, 
whether  or  not  It  has  entered  the  country 
for  ctistoms  purposes. 

(c)  Take.  (1)  It  Is  unlawful  to  take  en- 
dangered wildlife  within  the  United  States, 
within  the  territorial  sea  ot  the  United 
States,  or  upon  the  high  seas.  The  high  seas 
shall  be  all  waters  seaward  of  the  territorial 
sea  of  the  United  States,  except  waters 
officially  recognized  by  the  United  States  as 
the  territorial  sea  of  another  country,  under 
International  law 

(2 1  Notwithstanding  paragraph  (c)(1)  of 
this  section,  any  person  may  take  endangered 
wildlife  in  defense  of  his  own  life  or  the  lives 
of  others 

(3)  Notwithstanding  paragraph  (c)(1)  of 
this  section,  any  employee  or  agent  ot  the 
Service,  any  other  Federal  land  management 
agency,  the  National  Marine  Fisheries  Serv- 
ice, or  a  State  conservation  agency,  who  Is 
designated  by  his  agency  for  such  purposes. 
may.  when  acting  In  the  course  of  his  official 
duties,  take  endangered  wUdllfe  without  a 
permit  If  such  action  Is  necessary  to: 

( I )  Aid  a  sick.  Injured  or  orphaned  speci- 
men; or 

(II)  Dispose  of  a  dead  specimen;  or  /- 
(lU)   Salvage  a  dead  specimen  which  may 

be  u.seful  for  scientific  study;  or 

ilv)  Remove  specimens  which  constitute 
a  demonstrable  but  noulmmedlate  threat  to 
human  safety,  provided  that  the  taking  Is 
done  m  a  humane  manner:  the  taking  may 
Involve  killing  or  injuring  only  If  It  has  not 
been  reasonably  possible  to  eliminate  such 
threat  by  Uve-capturlng  and  releasing  the 
specimen  unharmed,  in  a  remote  area. 

(4)  Any  taking  pursuant  to  paragraphs  (c) 
(2)  and  i3)  of  this  section  must  be  reported 
in  writing  to  the  United  States  Fish  and 
Wildlife  Service.  Division  of  Law  Enforce- 
ment. P.O  Box  19183.  Washington.  D.C. 
20036.  within  5  davs  The  specimen  may 
only  be  retained,  disposed  of.  or  salvaged  In 
accordance  with  directions  from  the  Service. 

■■(5)  Notwithstanding  paragraph  (c)(1) 
of  this  section,  any  qualified  employee  or 
agent  of  a  State  Conservation  Agency  which 
is  a  party  to  a  Cooperative  Agreement  with 


the  Service  in  accordance  with  section  6(c) 
of  the  Act.  who  is  designated  by  his  agency 
for  such  purposes,  may.  when  acting  In  the 
course  of  his  official  duties  take  Endangered 
Species,  for  conservation  programs  in  accord- 
ance with  the  Cooperative  Agreement,  pro- 
vided that  such  taking  is  not  reasonably 
anticipated  to  result  In:  (1)  the  death  or 
permanent  disabling  of  the  specimen;  (11) 
the  removal  of  the  specimen  from  the  State 
where  the  taking  occurred;  (HO  the  intro- 
duction of  the  specimen  so  taken,  or  of  any 
progeny  derived  from  such  a  specimen,  into 
an  area  beyond  the  historical  range  of  the 
species:  or  (Iv)  the  holding  of  the  specimen 
in  captivity  for  a  period  of  more  than  45 
consecutive  days." 

(d)  Possession  and  other  acts  with  unlaw- 
fully taken  wildlife.  (1)  It  Is  unlawful  to 
possess,  sell,  deliver,  carry,  transport,  or  ship. 
by  any  means  whatsoever,  any  endangered 
wildlife  which  was  taken  In  vlolaticn  of  para- 
graph (ci  of  this  section. 

Example.  A  person  captures  a  whooping 
crane  In  Texas  and  gives  it  to  a  second  per- 
son, who  puts  It  In  a  closed  van  and  drives 
thirty  mUes.  to  another  location  In  Texas 
The  second  person  then  gives  the  whooping 
crane  to  a  third  person,  who  Ls  apprehended 
with  the  bird  In  his  pos-sesslon  All  three 
have  violated  the  law— the  first  by  illet-ally 
taklno;  the  whooping  crane:  the  second  by 
transporting  an  Illegally  taken  whooping 
crane:  and  the  third  by  pos.sesslng  an 
Illegally  taken  whooping  crane. 

(2)  Notwithstanding  paragraph  (d)(1) 
of  this  section.  Federal  and  State  law  en- 
forcement officers  may  pcs.sess,  deliver,  carry, 
transport  or  ship  any  endangered  wildlife 
taken  In  violation  of  the  Act  as  necessary  in 
performing  their  official  duties. 

(e)  Interstate  or  foreign  commerce.  It  is 
unlawful  to  deliver,  receive,  carry,  transport. 
or  ship  In  Interstate  or  foreign  commerce. 
by  any  means  whatsoever,  and  In  the  course 
of  a  commercial  activity,  any  endangered 
wUdllfe. 

(f)  Sale  or  offer  for  sale.  (1)  It  Is  unlawful 
to  sell  or  to  offer  for  sale  in  Interstate  or  for- 
eign commerce  any  endangered  wildlife. 

(2)  An  advertisement  for  the  sale  of  en- 
dangered wildlife  which  carries  a  warning 
to  the  effect  that  no  .sale  mav  be  consum- 
mated until  a  permit  has  been  obtained  from 
the  U.S.  Fish  and  Wildlife  Service  shall  not 
be  considered  an  offer  for  sale  within  the 
meaning  of  this  subsection. 


The  determination  .=:et  forth  in  this  Fi- 
nal rulemaking  also  makes  the  St.  Croix 
ground  lizard  eligible  for  the  considera- 
tion provided  by  section  7  of  the  Act. 
That  section  reads  as  follows: 

Interagency    Cooperation 

Section  7.  The  Secretary  shall  review  other 
programs  administered  by  him  and  utilize 
such  programs  In  furtherance  of  the  pur- 
poses of  this  Act.  All  other  Federal  depart- 
ments and  aeencles  shall,  in  consultation 
with  and  with  the  assistance  of  the  Secre- 
tary, utilize  their  authorities  In  furtherance 
of  the  purposes  of  this  Act  by  carrying  out 
programs  for  the  conservation  of  endangered 
species  and  threatened  species  Ust«d  pur- 
suant to  section  4  of  the  Act  and  by  taking 
such  action  necessary  to  Insure  that  actions 
authorized,  funded,  or  carried  out  bv  them 
do  not  Jeopardize  the  continued  existence 
of  such  endangered  species  and  threatened 
species  or  result  in  the  destruction  or  modi- 
fication of  habitat  of  such  species  which  is 
determined  bv  the  Secretary,  after  consul- 
tation as  appropriate  with  the  affected 
States,  to  be  critical. 

The  Director  has  prepared,  in  consul- 
tation with  an  ad  hoc  interagency  com- 
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mittee.  guidelines  for  Federal  agencies 
for  the  application  of  section  7  of  the 
Act.  In  addition,  proposed  provisions  for 
interagency  cooperation  were  publi.^hed 
on  Januar>-  26.  1977.  in  the  Fitderal  Reg- 
ister '  42  FR  4868-^4875 )  to  assist  Federal 
agencies  in  complying  with  section  7. 

Regulations  which  appear  in  Part  17, 
Title  50  of  the  Code  of  Federal  Regula- 
tions were  first  published  in  the  Federal 
Register  of  September  26.  1975.  i40  FR 
44412'.  and  provide  for  the  issuance  of 
permits  to  carry  out  otherwise  prohibited 
activities  involving  Endangered  or 
Threatened  Species  under  certain  cir- 
cumstances. 

Effect  Intern.ationally 

In  addition  to  the  protection  provided 
by  the  Act.  the  Service  will  review  the 
St.  Croix  ground  lizard  to  determine 
whether  it  should  be  propo-^ed  to  the  Sec- 
retariat of  the  Convention  on  Interna- 
tional Trade  in  Endangered  Species  of 
Wild  Fauna  and  Flora  for  placement 
upon  the  appropriate  Appendix  •  ices  i  to 
that  Convention  or  whether  it  should  be 
considered  under  other,  appropriate  in- 
ternational agreements. 
National  Environmental  Policy  Act 

An  Environmental  Assessment  has 
been  prepared  and  is  on  file  m  tht  Serv- 
ice's Washington  Office  of  Endangered 


Species.  It  addresses  this  action  as  it  in- 
volves the  St.  Croix  ground  lizard  The 
assessment  l<=  the  basis  for  a  decision  that 
this  determination  is  not  a  major  Fed- 
eral Eiction  which  would  significantly  af- 
fect the  quality  of  the  human  environ- 
ment within  the  meaning  of  section  102 
i2hc^  of  the  National  Environmental 
Policy  Act  of  1969. 

This  rulemaking  is  issued  under  the 
authority  contuiined  in  the  Endangered 
Species  Act  of  1973  (U.S.C.  1531-1543; 
87  Stat  884'.  and  was  prepared  by  Dr. 
C.  Kenneth  Dodd,  Jr  .  Office  of  Endan- 
gered Species  1202  343-7814) . 

Note  —The  Department  of  the  Interior  has 
deternvlned  that  this  document  does  not  con- 
tain a  major  propoeil  requiring  preparation 
of  an  Economic  Impact  Statement  under 
Executive  Order  11949  and  OMB  Circular 
A~107. 

Dated:  May  26.  1977. 

Lynn  A.  Greenwalt, 

Director,  Fish  and 
Wildlife  Service. 

§  17.11       t  Amended  1 

Accordingly  5  17  11  of  Part  17  of  Chap- 
ter 1  of  Title  50  of  the  US  Code  of  Fed- 
eral Regulations  is  amended  as  follows; 

1  By  adding  the  St  Croix  ground  liz- 
ard to  the  list  under  'Reptiles"  as  indi- 
cated below: 


-pt^ies 


Range 


Common  name 


Sr.ieiililic 
name 


Popula- 
ttoti 


Known  Portion  o(  ranpt-  When     Special 

Distribution         where  threatened    SUlus    lislcd      niles 
or  endangered 


(al  Reptiles: 

Laard,  Si. 
("roix 
Ground 


Ameiva  polopi.  N/A 


Virgin  Islands: 
Oreen  Cay, 
I'rotesUnt  Cay 


Entire E 


N/A 


2.  50  CFR  17.95(c>(2)  is  amended  to 
read; 

§  17.95      Critical  habitat — fi^h  and  wild- 
life. 

»  •  •  •  • 

(c)  Reptiles  *   *   * 

i2t  St.  Croix  ground  lizard.  'i»  The  fol- 
lowing area  (exclusive  of  those  existing 
manmac^e  structures  or  settlements 
which  are  not  necessar>'  to  the  survival 
or  recovery  of  the  species)  is  Critical 
Habitat  for  the  St.  CroLx  ground  lizard; 

(A)  Protestant  Cay.  US.  Virgin  Islsinds. 
Roughly  defined  by  the  coordinates  64°42'15" 
N  and  17  =  45'7.5"  W 

(Bl  Green  Cay.  US  Virgin  Islands.  Rough- 
ly defined  by  the  coordinates  67 '37  30  '  N. 
and  17'4615"  W. 

(ii)  Pursuant  to  section  7  of  the  Act. 
all  Federal  agencies  must  take  such  ac- 
tion as  is  necessary  to  insure  that  ac- 
tions authorized,  funded,  or  carried  out 
by  them  do  not  result  in  the  destruction 
or  modification  of  the  Critical  Habitar 
area. 


C.iKIBBEHi 


SEA 


■u 


^.MiI^"Tl»^sTlO 
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PART  32— HUNTING 

Opening  of  Bowdoin  National  Wildlife 
Refuge,  Montana,  to  Hunting 

AGENCY;  Fish  and  Wildlife  Service.  In- 
terior. 

.ACTION:  Special  regulation 
SUMMARY;    The   Director   has   deter- 
mined that  the  opening  to  hunting  of 


Bowdoin  National  Wildlife  Refuge  is 
compatible  with  the  objectives  for  which 
the  area  was  established,  will  utilize  a 
renewable  natural  resource,  and  will 
provide  additional  recreational  oppor- 
tunity to  the  public. 

DATES  Season  dates  will  conform  to 
State  Regulations  which  are  still  to  t>e 
announced. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

John  R.  Foster,  Refuge  Manager.  Bow- 
doin National  Wildlife  Refuge,  P.O. 
Box  J.  Malta.  Montana  59538.  Phone: 
(406-654-2863). 

SUPPLEMENTARY       INFORMATION: 

§32.12  .^ptM'ial  DXitiitliun* :  iiunting  of 
nii!rralor>  caiiio  l>ird!>:  for  iiuiividual 
Hildlifr  refupo  ar«'a>'. 

Hunting  of  migratory  game  birds  is 
permitted  on  the  Bowdoin  National 
Wildlife  Refuge,  Montana,  only  on  the 
areas  designated  by  signs  as  being  open 
to  hunting  These  areas  comprising  ap- 
proximately 7,000  acres  are  delineated 
on  maps  available  at  the  refuge  head- 
quarters and  from  the  office  of  the  Re- 
gional Director,  U  S  Fish  and  Wildhfe 
Service.  P.O.  Box  25486,  Denver,  Colo- 
rado 80225.  Hunting  shall  be  in  accord- 
ance with  all  applicable  State  regula- 
tions. 

5  32.22  '•p<'<ial  rt  etilutioii- ;  hiinline  of 
upland  eiiinc;  for  iiidi\idual  v>ildlifc 
ref  US'"  arra*. 

Hunting  of  upland  game  is  permitted 
on  the  Bowdoin  National  Wildlife  Refuge, 
Montana,  only  on  the  areas  designated 
by  signs  as  being  open  to  hunting  These 
areas  comprising  approximately  7,000 
acres  are  delineated  on  maps  available  at 
the  refuge  headquarters  and  from  the 
office  of  the  Regional  Director.  US  Fish 
and  Wildlife  Service.  PO  Box  25486. 
Denver.  Colorado  80225  Hunting  shall  be 
m  accordance  with  all  applicable  State 
regulations  subject  to  the  following 
conditions ; 

(1)  Hunting  of  all  upland  birds  not 
permitted  until  opening  of  pheasant  sea- 
son. 

The  provisions  of  this  special  regula- 
tion supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
50  Code  of  Federal  Regulations.  Part  32. 
The  public  is  invited  to  offer  suggestions 
and  comments  at  any  time. 

The  U.S.  Fish  and  Wildlife  Service  has 
determined  that  this  document  does  not 
contam  a  major  proposal  requiring 
preparation  of  an  Economic  Impact 
Sutement  under  Executive  Order  11949 
and  OMB  Circular  A-107. 

John  R  Foster, 
Refuge  Manager.  Bcncdoin  ^'a- 
tioTud  Wildlife  Refuge.  Malta, 
Montana. 

May  20.  1977. 
IFR  Doc.77-15748  Filed  6-2-77:8:46  am] 
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This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  .n  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT   OF  AGRICULTURE 

Food  and  Nutrition  Service 

[  7  CFR  Part  271  ] 

[Amdt.  113] 

FOOD  STAMP  PROGRAM;  PARTICIPATION 
OF  STATE  AGENCIES  AND  ELIGIBLE 
HOUSEHOLDS 

Pretermination  Hearings  at  Time  of 
Subsequent  Certification 

AGENCY:  Food  and  Nutrition  Service, 
USDA. 

ACTION :  Proposed  rule. 

SUMMARY:  This  proposed  amendment 
would  prescribe  the  procedures  by  which 
households  will  receive  a  notice  of  ad- 
verse action  and  provide  an  opportunity 
for  households  to  continue  benefits  pend- 
ing a  fair  hearing  when  benefits  are  re- 
duced or  terminated  at  the  time  of  sub- 
sequent certification.  The  proposed  rule 
is  the  result  of  a  stipulation  entered  into 
by  USDA  to  settle  a  court  suit. 

DATES :  Comments  must  be  received  on 
or  before:  July  5,  1977. 

ADDRESS:  Comments  should  be  sub- 
mitted to  Mrs  Nancy  Snyder.  Director. 
Food  Stamp  Division,  500  12th  Street 
SW  ,  Wa.shington.  DC.  20250.  Proposed 
implementation  date:  State  agencies  will 
have  90  days  from  the  date  of  final  pub- 
lication to  implement  the  new  proce- 
dures 

FOR  FXrRTHER  INFORMATION  CON- 
TACT: 

Alberta  Frost.  Chief.  Stale  Agency 
Operations  Branch,  Food  Stamp  Di- 
vision. 500  12th  Street  SW  .  Washing- 
ton. DC    20250  1202-447-8360'. 

SUPPLEMENTARY  INFORMATION: 
On  Mav  13,  1977,  USD.A  entered  into  a 
stipulation  with  the  plaintiffs  in  Basel 
V  Butz.  U.S.  District  Court.  District  of 
Columbia.  Civil  No  75-1494.  m  which 
USDA  agreed  to  provide  households  with 
timelv  notice  of  expiration  of  the  cer- 
tification period,  a  notice  of  adverse 
action  and  an  opportunity  to  receive 
continued  aid  pending  a  fair  hearing 
determination  if  benefit-s  are  reduced  or 
terminated  as  the  result  of  action  taken 
on  an  application  for  subsequent  cer- 
tification The  rules  proposed  below  rep- 
resent one  method  of  complying  with 
this  agreement  Comments^  are  invited 
so  that  interested  persons'may  submit 
views  with  regard  to  passible  modifica- 
tions of  the  proposed  procedures  which 
would  likewise  permit  compliance  with 
the  agreement 

A  description  of  the  proposed  method 
as  compared  with  current  procedures 
follows. 


Under  current  regulations  a  household 
is  advised,  at  the  time  its  application  is 
approved,  of  the  length  of  the  certifica- 
tion period  and  that  a  new  application 
is  necessary  when  the  certification  period 
expires.  If  the  household  does  not  sub- 
mit a  new  application  or  if  the  new  ap- 
plication results  in  the  reduction  or  ter- 
mination of  benefits,  benefits  are  ter- 
minated or  reduced  without  a  notice  of 
adverse  action.  Of  course  the  household 
may  contest  the  reduction  or  termina- 
tion through  a  fair  hearing,  but  it  will 
not  receive  continued  benefits  pending 
the  fair  hearing  because  a  notice  of  ad- 
verse action  is  not  sent.  If  the  household 
wins  the  fair  hearing,  lost  benefits  are 
retroactively  granted  to  the  household 
for  the  period  during  which  the  fair 
hearing  was  pending.  Under  the  proposed 
rules  these  procedures  would  be  changed 
in  two  ways. 

First,  households  would  receive  a  no- 
tice of  expiration  of  the  certification 
period  just  prior  to  or  at  the  start  of 
their  last  month  of  certification. 

(In  the  case  of  one  month  or  half 
month  certifications  the  notice  would  be 
given  at  the  time  of  certification.)  This 
notice  will  explain  when  the  certifica- 
tion period  expires,  and  when  the  house- 
hold must  submit  a  new  application  and 
1)6  mternewed  in  order  to  receive  a  no- 
tice of  adverse  action  if  benefits  are  re- 
duced or  terminated  and  to  assure  no 
interruption  in  benefits.  State  agencies 
may  give  the  household  a  specific  date 
to  submit  a  reapplication  and  come  in 
for  an  interview,  or  may  advise  the 
household  of  the  latest  date  by  which  it 
may  apply  and  return  to  the  certifica- 
tion office  for  an  interview  in  order  not 
to  experience  an  interruption  in  bene- 
fits. Households  which  do  not  ap^ly  shall 
be  terminated  at  the  end  of  the  certi- 
fication period  without  fiu-ther  notice. 
Applications  made  beyond  the  date  spec- 
ified in  the  notice  of  expiration  of  cer- 
tification without  good  cause,  e.g.,  un- 
timely receipt  of  the  notice  of  expiration 
or  illness,  will  be  treated  as  a  new  ap- 
plication and  a  notice  of  adverse  action 
will  not  be  sent  if  benefits  are  reduced 
or  termmated  based  on  the  new  applica- 
tion. 

Second,  households  which  apply  in 
conformity  with  the  notice  of  expiration 
or  whose  failure  to  conform  is  for  good 
cause,  and  whose  benefits  are  reduced 
or  terminated,  will  receive  a  10  day  no- 
tice of  adverse  action.  The  notice  will 
inform  the  household  of  the  reason  for 
the  action  taken:  the  household's  right 
to  a  fair  hearing:  and  that  benefits  will 
be  continued  pending  a  fair  hearing  deci- 
sion. Households  requesting  a  fair  hear- 
ing within  the   10  day  adverse  action 


period  will  receive  benefits  at  the  same 
basis  of  issuance  received  in  the  last 
month  of  the  former  certification  period. 
Households  not  requesting  a  fair  hear- 
ing within  the  10  dav  adverse  action 
period  <and  whose  failure  to  so  request 
a  hearing  was  not  for  good  cause*  or 
which  elect  to  waive,  in  writing,  their 
right  to  a  notice  of  adverse  action  will 
have  their  assistance  reduced  or  ter- 
minated in  accord  with  the  determina- 
tion on  the  subsequent  application. 

Under  current  regulations  if  a  10  day 
notice  of  adverse  action  expires  in  the 
month  following  the  month  in  which  the 
notice  was  sent,  then  continued  benefits 
are  issued  for  the  following  month  even 
though  the  household  does  not  request  a 
fair  hearing  and  continued  benefits.  The 
proposed  rule  extends  this  concept  to 
reduction  and  termination  at  the  time  of 
subsequent  certification,  but  would  limit 
the  amount  of  the  initial  issuance  for  the 
following  month  to  one-half  the  monthly 
allotment.  State  agencies  would  be  re- 
quired to  process  applications  for  subse- 
quent certification  so  that  the  notice  of 
adverse  action  period  does  not  run  into 
the  following  month  thereby  causing  an 
automatic  issuance  of  benefits  for  the 
following  month.  If  the  State  agency 
failed  to  meet  this  standard  and  the  no- 
tice period  ran  over  into  the  following 
month  then  only  a  one -half  month  allot- 
ment would  be  Issued  at  the  old  basis  of 
issuance. 

The  format  of  the  regulation  on  notice 
of  adverse  action  has  been  revised  for 
clarity  to  include  all  notices  a  house- 
hold will  receive  from  the  State  agency. 

Accordingly,  §5  271.1  and  271.4  of 
Chapter  II.  Title  7.  of  the  Code  of  Federal 
Regulations  are  amended  as  follows : 

l.§  271.1  paragraph  (n»  is  revised  and 
paragraph  io)*4>  is  revl.sed  to  change 
the  reference  to  read  as  follows: 

§  271.1      General     terms    and    condilionsi 
for  Slate  agencies. 
•  •  «  •  * 

(n)  Notice  to  hnii<;ehold'<—iU  Jnitial 
certification.  The  State  agency  shall  pro- 
vide written  notice  to  households  of  the 
approval  or  denial  of  applications  for  ini- 
tial certifications  within  30  days  of  the 
receipt  of  a  signed  application. 

(i>  If  the  application  is  approved,  the 
notice  shall  contain  the  following  infor- 
mation: the  household's  basis  of  issu- 
ance; the  period  of  eligibilty;  the  house- 
hold's right  to  a  fair  hearing;  the  house- 
hold's obligation  to  report  changes;  and 
the  necessity  to  file  an  application  for 
subsequent  certification  in  conformance 
with  the  provisions  of  the  notice  of  ex- 
piration of  certification. 
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(iiJ  If  the  application  is  denied,  the  no- 
tice of  denial  shall  contain  the  following 
information:  the  reason  for  the  denial 
and  advice  of  the  household's  right  to  a 
fair  hearing. 

uii '  The  State  agency  may  also  include 
any  additional  information  which  will 
aid  the  household  in  understanding  the 
program  and  its  responsibilities. 

(2 1  Subsequent  certification.  n) 
Households  shall  receive  a  notice  of  ex- 
piration of  certification  just  prior  to  or 
at  the  start  of  the  last  month  of  certifica- 
tion. Households  which  are  certified  for 
one  montli  or  less  shall  receive  the  notice 
of  expiration  at  the  time  of  certification. 

<ii)  The  notice  of  expiration  of  certifi- 
cation shall  advise  the  household  that  it 
must  submit  a  new  application  in  order 
to  continue  receiving  benefits.  Tlie  no- 
tice .shall  also  specif v  either  an  appoint- 
ment date  or  a  date  by  which  the  house- 
hold must  submit  a  new  apphcation  and 
be  interviewed  in  order  to  assure  that  it 
will  receive  a  notice  of  adverse  action  if 
benefits  are  reduced  or  terminated. 

I  iii '  A  household  which  does  not  apply 
in  conformance  with  the  notice  of  ex- 
piration of  certification  without  good 
cause  shall  be  terminated  at  the  end  of 
the  certification  period,  and  any  subse- 
quent application  for  certification  shall 
be  considered  an  application  for  initial 
certification. 

(iv>  The  State  agency  shall  assure  that 
households  which  comply  with  the  no- 
tice of  expiration  shall  not  be  termi- 
nated because  the  State  agency  failed  to 
accept  and  proce.ss  the  application  in  a 
timely  manner  in  accord  with  §  271.4ia' 
(3). 

<3)  Adverse  action. li)  Prior  to  any  ac- 
tion to  reduce  or  terminate  a  household's 
benefits  within  the  certification  period. 
or  upon  an  application  for  subsequent 
certification  in  conformity  with  a  notice 
of  expiration,  the  State  agency  shall 
provide  the  household  10  days  advance 
notice  of  the  adverse  action  The  notice 
shall  contain  the  followine  information: 
the  reason  for  the  proposed  action;  the 
household's  rieht  to  a  fair  hearing,  and 
that  benefits  will  "be  continued  pending  a 
fair  hearing  decision. 

<iii  Individual  notices  of  adverse  ac- 
tion are  not  required  when : 

I  a  >  Mass  chances  in  benefits  are  re- 
quired for  certain  classes  of  recipients 
because  of  changes  required  by  Federal 
or  State  law  or  Federal  regulation  af- 
fecting the  basis  of  issuance  tables,  in- 
come standards,  or  other  eligibility  cri- 
teria. Such  changes  include,  but  are  not 
limited  to  changes  in  maximum  income 
limitations  and  basis  of  issuance  tables 
prescribed  in  the  general  notices  pub- 
lished in  the  'FVheral  Ret.ister  pursuant 
to  §271.5  as  appendices  to  part  271.  and 
changes  in  public  assistance  grants 
■When  advance  notice  of  adverse  action  is 
not  required  under  this  subsection,  the 
State  agency  shall  publicize  the  possi- 
bility of  a  change  in  benefits  through  the 
various  news  media  or  throuch  a  reneral 
notice  mailed  out  with  ATP  cards  and 
with  notices  placed  in  food  st^mp  and 
welfare  offif'es.  When  henpfits  a'-e  r^du-^ed 
or  terminated  as  provided  in  this  section. 


participation  on  the  prior  basis  shall  be 
reinstated  in  accord  with  paragraph  mi 
<3 » I  ill »  below,  if  the  issue  being  appealed 
is  that  food  stamp  eligibility  or  benefits 
are  improperly  computed. 

ib>  The  State  agency  receives  a  writ- 
ten statement  from  the  head  of  the 
household  or  his  authorized  representa- 
tive that  food  stamp  assistance  is  no 
longer  desired,  or  that  supplies  informa- 
tion that  requires  reduction  or  termina- 
tion of  benefits  and  the  recipient  ac- 
knowledges in  writing  that  he  knows  the 
required  action  will  be  taken; 

ici  The  State  agency  receives  notifi- 
cation of  the  death  of  the  head  of  a  single 
person  household; 

(d)  The  State  agency  receives  notifi- 
cation that  the  household  has  moved 
from  the  project  area. 

(e>  The  action  is  taken  as  a  result  of 
the  normal  expiration  of  the  certifica- 
tion period  and  application  has  not  been 
made  in  conformance  with  the  notice  of 
expiration  of  certification. 

(iii»  Continued  benefits,  li  a  house- 
hold requests  a  hearing  during  the  ad- 
vance notice  of  adverse  action  period,  or 
establishes  that  its  failure  to  request  a 
hearing  during  the  advance  notice  period 
was  for  good  cause,  its  participation  sliall 
be  continued  on  the  basis  authorized  im- 
mediately prior  to  the  notice  of  adverse 
action.  If  a  hearing  request  is  not  made 
within  the  advance  notice  period,  bene- 
fits will  be  reduced  or  terminated  as  pro- 
pased. 

uv)  Once  continued  or  reinstated, 
benefits  shall  not  be  reduced  or  termi- 
nated prior  to  a  hearing  decision  unless: 

(a»  A  determination  is  made  at  the 
hearing  that  the  sole  issue  is  one  of  Fed- 
eral law,  regulation  or  policy  and  not  a 
matter  of  fact  or  judgment  relating  to 
an  individual  case:  or 

ibi  A  change  affecting  the  household's 
eligibility  or  basis  of  issuance  occurs 
while  the  hearing  decision  is  pending 
and  the  household  fails  to  request  a  hear- 
ing after  the  subsequent  notice  of  adverse 
action. 

'v*  The  State  agency  shall  promptly 
inform  the  household  in  writing  if  bene- 
fits are  reduced  or  terminated  pending 
the  hearing  decision. 

•  •  •  •  * 

(01  Fair  hearing.  *   •    • 

(4 1  Continuation  of  benefits  pending 
a  hearing  decision  is  treated  m  para- 
graph I  n  M  3  H  iii )  of  this  section. 

2.  In  5  2714.  paragraph  iat'3>  is 
amended  to  read  as  follows: 

§  271.4      Certifiration  of  households. 

(a'  Household  certification.  *  *  ' 
i3i  Apphcation  processing.  The  State 
agency  shall  provide  for  the  processing  of 
each  affidavit  or  Application  for  Partici- 
pation and  notify  the  applicant  house- 
hold of  the  action  taken  within  reason- 
able State-established  time  standards, 
which  shall  not  exceed  30  days  after  re- 
ceipt of  such  documents.  The  State 
agency  shall  approve  or  deny  application 
for  subsequent  certification  to  assure 
that  the  expiration  of  the  10  day  notice 
of  adverse  action  period  will  occur  before 


the  first  issuance  period  for  the  follow- 
ing month.  If  the  State  agency  fails  to 
meet  this  standard,  and  the  notice  pe- 
riod expires  beyond  the  first  issuance  pe- 
riod, then  the  household  shall  receive  a 
one-half  month  allotment  for  the  follow- 
ing month  at  the  old  basis  of  issuance, 
provided  the  household  does  not  waive  or 
request  continued  benefits  before  the 
first  issuance  period  in  time  for  the  State 
to  reduce,  terminate  or  continue  a  full 
month  allotment  for  the  following 
month.  The  second  half  of  the  allotment 
shall  be  reduced,  terminated,  or  contin- 
ued at  the  old  basis  of  issuance,  in  ac- 
cord with  the  household's  request,  or  fail- 
ure to  request,  a  fair  hearing. 

•  •  •  •  • 

(78  Stat.  703.  as  amended  (7  USC.  2011- 
2026).) 

Note.— The  Pood  and  Nutrition  Service  has 
determined  that  this  document  does  not  con- 
tain a  mijor  proposal  requiring  preparation 
of  an  Economic  Impact  Statement  under  Ex- 
ecutive Order  11821  and  OMB  Circular  A-107. 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
grams No   10  651.  Pood  Stamps.) 

Dated:  May  27,  1977. 

Carol  Tccker  Foreman, 

Assistant  Secretary. 

IFR  Doc  77-15633  Piled  6,-2-77;8  45  am) 

DEPARTMENT   OF   JUSTICE 

Immigration   and   Naturalization   Service 

[8  CFR   Part    100] 

ALGOMA,  WIS.;  KENWAUNEE,  WIS  PORT 
WASHINGTON,  WIS  :  AND  WASHBURN, 
WIS. 

Closing  of  Ports  of  Entry 

AGENCY:  Immigration  and  Naturaliza- 
tion Service,  Justice. 

ACTION:  Notice  of  Proposed  Rulemak- 
ing. 

SUMMARY :  This  is  a  proposal  to  amend 
the  regulations  of  the  Immigration  and 
Naturalization  Service  pertaining  to 
Service  organization.  This  action  is  re- 
quired because  it  has  been  determined 
that  certain  small  Class  C  ports  of  entry 
in  the  State  of  'Wisconsin  should  be 
clased  because  there  have  been  no  vessel 
arrivals  there  which  required  immigra- 
tion inspection  for  at  least  the  past  three 
years.  The  intended  effect  of  this  regula- 
tion is  to  close  those  ports  and  delete 
reference  to  them  from  the  regulations 
and  eliminate  the  need  for  Service  per- 
sonnel to  be  on  24  hour  call  to  serve 
these  locations. 

DATES:  Representations  must  be  re- 
ceived on  or  before  July  5.  1977. 

.'\DDRESSES:  Please  submit  written 
representations  in  duplicate  to  the  Com- 
missioner of  Immigration  and  Natural- 
ization. Room  7100,  Immigration  and 
Naturalization  Service.  425  Eye  Street. 
NW.,  'Washington,  DC.  20536. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 
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James  O.  Hoofnagle.  Jr.,  Instructions 
Officer.  Immigration  and  Naturaliza- 
tion   Service.    425    Eye    Street.    N  W.. 
Washmgton.    DC.    20536.    Telephone 
202-376-8373. 
SUPPLEMENTARY       INFORMATION: 
This  notice  of  proposed  rule  making  is 
being  issued  in  accordance  with  the  pro- 
visions of  section  553  of  Title  5  of  the 
United  States  Code    '80  Stat.   383'.   In 
thus  proposed  rule  the  Service  propose.s 
to  close  the  Class  C  port5  of  entry  lo- 
cated in  Algoma.  Kewaunee.  Port  Wash- 
ington and  Washburn.  Wisconsin,  and 
delete  reference  to  those  ports  from  8 
CFR  100  4(C)(2). 

Service  records  indicate  that  there 
has  been  no  arrival  or  inspection  of  ves- 
sels at  any  of  these  ports  for  more  than 
three  years,  and  in  the  case  of  Port 
Washington  and  Algoma.  there  have 
been  no  arrivals  for  over  10  years.  The 
port  at  Kewaunee  handles  only  small 
pleasure  craft.  Should  these  ports  be 
closed  by  this  Service,  any  necessary 
vessel  inspection  would  be  handled  by 
the  US.  Customs  Service. 

Closmg  of  these  ports  would  render 
It  unnecessary  for  the  Service  to  have 
personnel  on  24-hour  call  for  the  pur- 
pose of  inspecting  vessels  arriving  at 
these  ports.  Tlie  proposal  to  close  these 
ports  has  the  concurrence  of  the  U.S. 
Customs  Service. 

Therefore,  it  is  proposed  to  close  the 
Class  C  ports  of  entry  at  Algoma.  Ke- 
waunee. Port  Washington  and  Wash- 
burn. Wisconsin,  and  delete  them  from 
the  listing  of  Class  C  ports  shown  under 
District  9.  in  8  CFR  100.4(C)  '2». 

The  Service  invites  submission  of 
written  data,  views  and  arguments  con- 
cerning the  proposed  rule.  Oral  rep- 
resentations may  not  be  made.  All  rele- 
vant material  received  on  or  before  the 
closing  date  for  representations  will  be 
considered. 

In  the  light  of  the  foregoing,  it  is  pro- 
posed to  amend  Title  8  of  Chapter  I  of 
the  Code  of  Federal  Regulations  as  set 
forth  below 

PART  100 — STATEMENT  OF 
ORGANIZATION 

In  Part  100.  it  is  propo.-,ed  to  revi.se 
iS  100.4ic>i2)  by  deleting  Algoma.  Wis. 
Kewaunee.  Wis..  Port  Washington.  Wis., 
and  Washburn,  Wis.,  from  the  list  of 
Class  C  ports  shown  under  District  No. 
9 — Chicago.  111.  As  revised  proposed 
§  100.41c'  i2'  reads  in  pertinent  part  as 
follows 

§  l{)0.t       I  i.l<l  >.r\irp 

>  >  «  •  * 

<c)  Suboffices.  *  '  • 

(2>   Ports  of  entry  for  aliens  arriving 
by  I'essel  or  by  land  transportation.  •  •  ' 
District  No.  9 — Chicago.  III. 


(Sec    103.  66  Stat.  173;    (8  U.S.C.  1103).) 
Dated:  May  26,  1977. 

Leonel  J.  Castillo, 
Commissioner  of 
Immigration  and  Naturalization. 

(FR  Doc  77    15696  Filed  6-2   77.8:45  am] 


CLASS  C 


East  Chicago.  Ind 
Gary,  Ind 
Michigan  City.  Ind 
Ashland.  Wis. 
Kenosha,  Wis. 


Manitowoc.  Wis 
Marinette.  Wis. 
Racine.  Wis. 
Sheboygan,  Wis. 
Sturgeon  Bay,  Wis. 


DEPARTMENT   OF   AGRICULTURE 

Animal  and  Plant  Health  Inspection  Service 

[9  CFR  Part  113] 

VIRUSES,   SERUMS.  TOXINS,   AND 
ANALOGOUS   PRODUCTS 

Miscellaneous  Amendments:  Proposed 
Rulemaking 

AGENCY:  Animal  and  Plant  Health  In- 
spection Service  <  APHIS) . 

ACTION:  Proposed  rule. 

SUMMARY:  These  proposed  amend- 
ments would  add  a  potency  test  to  the 
Standard  Requirements  to  be  met  by  bi- 
ological products  containing  Salmonella 
Typhimunum  Bacterin  and  Pasteurella 
Multocida  Bacterin,  and  would  improve 
the  safety  tests  in  these  Standard  Re- 
quirements by  changing  the  test  animals 
from  guinea  pigs  to  mice.  Such  tests  are 
neces.sar>'  with  regard  to  each  serial  of 
a  biological  product,  so  that  there  may  be 
a  better  evaluation  of  the  serial  before  its 
relciuse  for  sale. 

DATES :  Comments  must  be  received  on 
or  before  September  1,  1977. 

ADDRESS  Interested  parties  are  invited 
to  submit  written  data,  views,  or  argu- 
ments regarding  the  proposed  regula- 
tions to:  Deputy  Administrator.  Veteri- 
nary Sei-vices.  Animal  and  Plant  Health 
Inspection  Service.  U.S.  Department  of 
Agriculture.  Room  828-A,  Federal  Build- 
ing. Hyattsville.  MD  20782. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr  R  J.  Price.  <301>  436-8245. 
SUPPLEMENTARY    INFORMATION: 
Potency  Test  History 

On  October  22.  1974,  a  notice  of  pro- 
rosed  rulemaking  was  published  at  39 
FR  37503.  It  was  proposed,  among  other 
things,  that  new  §§  113.105  and  113.106 
containing  Standard  Requirements  for 
evaluating  Salmonella  Typhimurium 
Bacterin  and  Pasteurella  Multocida  Bac- 
terin. respectively,  for  purity,  safety,  and 
potency,  be  added  to  Part  113  of  TiUe  9. 
Code  of  Federal  Regulations. 

After  careful  consideration  of  all  com- 
ments received  following  publication  of 
these  proposals,  the  proposed  amend- 
ments to  Part  113,  Title  9  were  published 
in  the  Federal  Register  at  40  FR  17003 
and  40  FR  17004  with  some  deletions.  The 
potency  tests  which  appeared  in  the  no- 
tice of  proposed  rulemaking,  and  which 
were  to  apoear  in  §§  113.105  and  113.106 
of  Title  9  for  evaluating  Salmonella 
Typhimunum  Bacterin.  and  Pasteurella 
Multocida  Bacterin,  respectively,  were 
deleted  from  these  amendments  until 
such  time  as  additional  developmental 
research  could  be  conducted  and  incon- 


sistencies In  conducting  the  proposed  po- 
tency tests  could  be  resolved. 

In  the  last  few  years,  extensive  re- 
search has  been  conducted  by  Veterinary 
Services  and  industry  members  in  an  ef- 
fort to  develop  satisfactorv  potency  tests 
for  biological  products  containing  Sal- 
monella Typhimunum  Bacterin  and 
Pasteurella  Multocida  Bacterin.  Tlie  tests 
proposed  in  this  document  are  the  re- 
sults of  that  research. 

Safety  Test  Chances 

Safety  requirements  which  presently 
appear  in  §  113.105  and  §  113.106  pre- 
scribe the  use  of  the  guinea  pig  test  pro- 
vided in  §  113.38.  Research  has  shown 
that  guinea  pigs  are  not  a^  sensitive  as 
mice  t3  small  quantities  of  endotoxins 
which  would  be  present  in  both  Sal- 
monella Typhimurium  Bacterin  and 
PasteureUa  Multocida  Bactenn.  These 
proposed  amendments  would  substitute 
mice  for  the  guuiea  pigs  as  the  safety  test 
animals. 

All  words  in  the  headings  for  §  113.105 
and  «  113.106  are  to  be  capitalized. 

1.  Section  113.105  would  be  amended 
by  revising  paragraphs  'b'  and  *c)  to 
read: 

§  113,105      Salmonella  Typhimurium 

Batlerin. 

»  •  •  * 

(b)  Safety  test.  Bulk  or  final  contain- 
er samples  of  completed  product  from 
each  serial  shall  be  tested  for  safety  as 
provided  in  5  113.33  lb). 

(c)  Potency  test.  Bulk  or  final  con- 
tainer samples  of  completed  product  from 
each  serial  shall  be  tested  for  potency 
using  the  mouse  test  provided  in  this 
paragraph.  A  mouse  dose  shall  be  1/20 
of  the  least  dose  recommended  on  the 
label  for  other  animals  which  shall  not 
be  less  than  2  ml. 

(1)  The  ability  of  the  bacterin  being 
tested  (Unknown"  to  protect  mice  shall 
be  compared  with  a  Standard  Reference 
Bacterin  (Standard-  which  is  either  sup- 
plied by  or  acceptable  to  Vet«nnary  Serv- 
ices. ,    ,,   I, 

<2)  Three  tenfold  dilutions  shall  be 
made  with  the  Standard  and  the  same 
terfold  dilutions  shall  be  made  for  each 
UnKnown.  The  dilutions  shall  be  made 
in  Phosphate  Buffered  Saline. 

(3)  For  each  dilution  of  the  Stand- 
ard and  each  dilution  of  an  Unknown,  a 
group  of  at  least  20  mice,  each  weighing 
16-22  grams,  shall  be  used.  Each  mouse 
in  a  group  shall  be  injected  mtraperi- 
toneally  with  one  mouse  dose  of  the  ap- 
propriate dilution.  Each  mouse  shall  be 
revaccinated  on  day  14.  using  the  same 

schedule. 

(41  Each  of  20  vaccinated  mice  per 
group  shall  be  challenged  intrapentone- 
ally  7-10  days  after  the  second  vaccina- 
tion with  a  0.25  m.l  dose  containing  100- 
10.000  mouse  LD.  as  determined  by  ti- 
tration, of  a  suitable  culture  of  Salmon- 
ella typhimurium.  All  survivors  in  each 
group  of  mice  shall  be  recorded  14  days 
postchallenge. 

( 5 )  Test  for  valid  assay :  At  least  two 
dilutions  of  the  Standard  shall  protect 
more  than  0  percent  and  two  dilutions 
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shall  protect  less  than  100  percent  of 
the  mice  injected.  The  lowest  dilution  of 
the  Standard  siiall  prelect  more  than 
50  percent  of  the  mice.  The  highest  di- 
lution of  the  Standard  shall  protect  less 
than  50  percent  of  the  mice. 

1 6)  The  relative  potency  |RP>  of  the 
Unknown  is  determined  by  comparing 
the  50  percent  endpoint  dilution  'high- 
est bacterin  dilution  protecting  50  per- 
cent of  the  mice  I  of  the  Unknown  with 
that  of  the  Standard  by  the  following 
formula : 

reciprocal  of  50  percent  endpoint  dilution  of 

Vnknown 


RP  = 


reciprocal  of  50  percent  endpoint  dilution  of        ' 

Standard 

i7>  If  the  RP  of  the  Unknown  is  less 
than  0.30,  the  serial  being  tested  is  un- 
satLsfactory. 

1 8)  If  the  50  percent  endpoint  of  an 
Unknown  In  a  valid  test  cannot  be  cal- 
culated because  the  lowest  dilution  does 
not  exceed  50  percent  protection,  that 
serial  may  be  retested:  Provided,  That  if 
the  Unknown  is  not  rested  or  if  the  pro- 
tection provided  by  the  lowest  dilution 
of  the  Standard  exceeds  the  prot^'tion 
provided  by  the  lowest  dilution  of  the 
Unknown  by  6  mice  or  more,  the  serial 
being  tested  is  unsatisfactory. 

'9)  If  the  50  percent  endpoint  of  an 
UnknowTi  in  a  valid  test  cannot  be  cal- 
culated because  the  highest  dilution  ex- 
ceeds 50  percent  protection,  the  Un- 
known is  satisfactory  without  addition- 
al testing. 

2.  Section  113.106  would  be  amended 
by  revising  paragraphs  (b>  and  ic»  to 
read: 

§  113.106      Pasteurella     .Multocida     Bac- 
terin. 

*  *  •  *  * 

(b»  Safety  test.  Bulk  or  final  contain- 
er samples  of  completed  product  from 
each  serial  shall  be  tested  for  safety  as 
provided  In  §  113.33(b).  The  subcutane- 
cus  route  is  to  be  used. 

(c)  Potency  Test.  Bulk  or  final  con- 
tainer samples  of  completed  product 
from  each  serial  shall  be  tested  for  po- 
tency using  the  mouse  test  provided  in 
this  paragraph.  A  mouse  dose  shall  be 
1  20  of  the  least  dose  recommended  on 
the  label  for  other  animals  which  shall 
not  be  less  than  2  ml. 

1 1 )  The  ability  of  the  bacterin  being 
tested  (Unknown)  to  protect  mice  shall 
be  compared  with  a  Standard  Reference 
Bacterin  i Standard'  which  is  either  sup- 
plied by  or  acceptable  to  Veterinary 
Services. 

(2)  Three  fivefold  dilutions  shall  be 
made  with  the  Standard  ana  the  same 
fivefold  dilutions  shall  be  made  for  each 
Unknown.  The  dilutions  will  be  made  in 
Phosphate  Buffer^d  Saline. 

'3 '  For  each  dilution  of  the  Standard 
and  each  dilution  of  each  Unknown,  a 
group  of  at  least  20  mice,  each  weighing 
16-22  grams,  sha'l  be  used.  Each  mouse 
in  a  group  shall  be  injected  intraperi- 
toneally   with   one  mouse   dose  of   the 


appropriate  dilution.  Each  mouse  shall 
be  revaccinated  on  day  14.  usmg  the 
same  schedule. 

1 4 1  Each  of  20  injected  mice  per  group 
shall  be  challenged  intra pentoneally  10- 
12  days  after  the  second  vacciiiation 
with  a  0  2  ml  do.se  contnning  100-10.000 
mo'ose  LD. .  as  determined  by  titration, 
of  a  suitable  culture  of  PasPeurella  mul- 
tocida. All  survivors  in  each  group  of 
mice  shall  be  recorded  10  days  postchal- 
lenge. 

(51  Test  for  valid  assay:  At  least  two 
dilutions  of  the  Standard  shall  protect 
more  than  0  percent  and  two  dilutions 
shall  protect  less  than  100  percent  of  the 
mice  iniected.  The  lowest  (dilution  of  the 
Standard  shall  protect  more  than  50  per- 
cent of  the  mice.  The  highest  dilution  of 
the  Standard  shall  protect  less  than  50 
percent  of  the  mice. 

6'  The  relative  potency  'RP)  of  the 
Unknown  is  determined  by  comparing 
the  50  percent  endpoint  dilution  (high- 
est bacterin  dilution  protecting  JO  per- 
cent of  the  mice)  of  the  Untaiown  with 
that  of  the  Standard  by  the  following 
formula: 

reciprocal  of  50  percent  endpoint  dilutMui  of 

Cnknown 


KP  = 


reciprocal  of  V)  percent  eiidpoint  dilution  of 

Standard 

'7)  If  the  RP  of  the  Unknown  is  less 
than  0.50,  the  serial  being  tested  is  un- 
satL'^factory. 

i8i  If  the  50  percent  endpoint  of  an 
Unknown  in  a  valid  test  cannot  be  cal- 
culated because  the  lowest  dilution  does 
not  exceed  50  percent  protection,  that 
serial  may  be  retested:  Provided.  That 
if  the  Unknown  is  not  retested  or  if  the 
protection  provided  by  the  lowest  dilu- 
tion of  the  Standard  exceeds  the  protec- 
tion provided  by  the  lowest  dilution  of 
the  Unknown  by  6  mice  or  more,  the 
serial  being  tested  is  unsatisfactory. 

(9)  If  the  50  percent  endpoint  of  an 
Unknown  in  a  valid  test  cannot  be  cal- 
culated because  the  highest  dilution  ex- 
ceeds 50  percent  protection,  the  Un- 
known Is  satisfactory  without  additional 
testing.  (21  USC.  151  and  154;  37  FR 
28477,28646;  38  FR  19141 1 

All  written  submissions  made  pursu- 
ant to  this  notice  will  be  made  available 
for  public  inspection  at  the  address  listed 
in  this  document  during  regular  hours 
of  business  (8  a.m.  to  4:30  p.m.,  Monday 
to  Friday,  except  holidays)  in  a  man- 
ner convenient  to  the  public  business  (7 
CFR  12.7(b)). 

Done  at  Wa"?hington,  D.C.,  this  26th 
day  of  May,  1977. 

Note — The  Animal  and  Plant  Health  Xn- 
sjjectlon  Service  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
.Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 

G.  V.  F>EACOCK. 

Acting  Deputy  Administrator, 
Veterinary  Services. 

IFR  DOC.T7-15563  Piled  &-3-r7;8  45  am] 


[9  CFR  Part  113] 

VIRUSES,   SERUMS,  TOXINS,  AND 
ANALOGOUS   PRODUCTS 

Miscellaneous  Amendments:  Proposed 
Rulemaking 

AGENCY  Animal  and  Plant  Health  In- 
spection Service  '  APHIS  > . 

ACTION :  Proposed  rule. 

SUMM.ARY:  TTiese  proposed  arr-.end- 
ments  would  add  a  potency  test  to  the 
Standard  Requirements  to  be  met  by  bi- 
ological products  containing  Clostri(iiiam 
Sordellii  Bactenn -Toxoid  A  test  of  this 
type  is  necessary  with  regard  to  each 
serial  of  such  products,  so  that  there 
may  be  a  better  evaluation  of  the  serial 
before  its  release  for  sale. 

DATES:  Comments  must  be  received  on 
or  before  September  1,  1977. 

ADDRESS:  Interested  parties  are  in- 
vited to  submit  wTitten  data,  views,  or 
arguments  regarding  the  proposed  regu- 
lations to:  Deputy  Administrator,  Vet- 
erinary Services.  Animal  and  Plant 
Health  Inspection  Service,  US.  Depart- 
ment of  Agriculture,  Room  828-A.  Fed- 
eral Building.  Hyattsville.  MD  20782. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr.  R.  J    Price  1 301-436-3245 ' 

SUPPLEMENTARY       INFORMATION : 

Potency  Test  History 

On  September  18.  1973.  a  proposed  no- 
tice of  amendments  to  Part  113  of  Title 
9  was  published  m  38  FR  ^^6118  Proposed 
5  113.94  contained  Standard  Require- 
ments for  evaluating  Clostridium  Sor- 
dellii Bacterm-Toxoid  for  purity,  safety. 
and  potency 

After  careful  consideration  of  all  com- 
ments received  following  publication  of 
these  proposals,  the  proposed  amend- 
ments to  Part  113.  Title  9  were  publL-^hed 
in  the  Federal  Register  at  39  FR  16862. 
The  potency  test  which  appeared  in  pro- 
posed §  113  94  for  evaluating  Clostridium 
Sordeliii  Bacterin-Toxold.  was  withheld 
from  the  final  publication  until  addi- 
tional developmental  research  could  be 
conducted. 

In  the  last  few  years,  exten.svve  re- 
search has  been  conducted  by  Veterinary 
Services  and  industry  members  m  an  ef- 
for  to  develop  satlsfactorj-  potency  tests 
for  biological  products  containing  Clos- 
tridium Sordellii  Bacterin -Toxoid.  The 
tests  proposed  m  this  document  are  the 
results  of  that  research. 

All  words  in  the  heading  for  §  113  94 
are  to  be  capitalized. 

1.  Section  113  94  would  be  amended 
by  revising  paragraph  <c     to  read 

§  113.94      Clo^l^idium  Sordellii  Barterin- 
Toxoid. 

•  •  •  •  • 

(c)  Potency  test.  Bulk  or  final  contain- 
er samples  of  completed  product  from 
each  serial  shall  be  tested  lor  potency 
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using  the  two-stage  test  provided  in  this 
paragraph. 

(1>  Each  of  eieht  guinea  pigs,  each 
weighing  300  to  500  grams,  shall  be  in- 
jected subcutaneously  with  a  guinea  pig 
dose  A  second  guinea  pig  dose  shall  be 
injected  9  to  10  days  after  the  first  dose. 
Each  ETUinea  pig  dose  shall  be  one-fifth 
of  the  dose  recommended  on  the  label  for 
a  calf. 

<2>  Clostridium  sordellit  rhallense  ma- 
terial, available  upon  request  from  Vet- 
erinar>'  Services,  shall  be  u.sed  for  chal- 
lenge 14  to  15  days  followme  the  second 
m.iection  of  the  product.  Each  of  the 
eight  vaccinates  and  each  of  five  addi- 
tional non-vaccinated  guinea  pies  for 
controls  .shall  be  iniected  intramuscular- 
ly with  approximatelv  100  LD  of  chal- 
lenge material.  This  dose  shall  be  deter- 
mined by  statistical  analysis  of  results  of 
titrations  of  the  challenee  material  The 
vaccinates  and  controls  shall  be  ob.served 
for  3  days  post-challenge  and  all  deaths 
recorded. 

(3  I  For  a  valid  test,  at  lea.st  80  per- 
cent of  the  controls  shall  dies  within  the 
3  dav  post-challenge  ob.servat!on  period 
If  this  requirement  is  met.  the  result  of 
the  potency  test  shall  be  evaluated  ac- 
cording to  the  following  table: 

Cumulative 

.*laP''       Vumhcrof         Dettths  for  Dentin  for 

vnerinatPS         salisfacl.ory      misati.sfactory 
test  lest 


R    lorlesa Sormore. 

Ifi    4  or  less 5  or  more. 


The  second  stage  shall  be  required 
only  when  exactly  two  animals  die  m 
the  first  stage.  The  second  stage  shall 
be  conducted  in  a  manner  identical  to 
the  first  stage. 

i21  U  S  C  151  and  154:  37  PR  28477,  28646:  38 
PR    19141.) 

All  written  submissions  made  pursuant 
to  this  notice  will  be  made  available  for 
public  inspection  at  the  address  listed  m 
this  document  during  regular  hours  of 
businevss  '8  a.m.  to  4:30  pm.  Monday 
through  Friday,  except  holidays'  in  a 
manner  convenient  to  the  public  business 
7CFR  12  7'bi  I. 

Done  at  Washington.  D.C  .  this  26lh 
day  of  May  1977. 

Note — The  Animal  and  Plant  Health  In- 
spection Service  has  determined  that  this 
document  does  not  contain  a  major  propo- 
sal requiring  preparation  of  an  Inflation  Im- 
pact Statement  under  Eixecutlve  Order  11821 
and  OMB  Circular  A-107 

G    V.  Peacock. 
Acting  Deputy  Administrator. 
Veterinary  Services 

I FR  Doc.77-15564  frUed  6  2-77;8  45aml 


FEDERAL   TRADE   COMMISSION 

[  leCFRPart  13] 

[Docket  No.  90841 

TRW.   INC.,  et  al. 

Concent   Agreement   with   Analysis  to  Aid 
Public  Comment 

AGENCY:  Federal  Trade  Commission. 

ACTION:  Provisional  consent  agreement. 

SUMMARY-  This  consent  agreement 
contains  an  order  which,  among  other 
thmgs,  requires  a  Shaker  Heights.  Ohio. 
firm,  Addressograph-Multigraph  Cor- 
poration, to  cease  interlocking  direc- 
torates by  seating  on  its  board  of  direc- 
tors any  person  who  is  simultaneously 
serving  on  the  board  of  directors  of  any 
competitive  company. 

DATES:  Comments  must  be  received  on 

or  before  August  1.  1977. 

.\DDRESS:  Comments  should  be  directed 
to:  Office  of  the  Secretary.  Federal 
Trade  Commission.  6th  and  Pennsylvania 
Avenue.  N  W..  Washington.  D.C.  20580. 

FOR  FURTHER  INFORALATION  CON- 
TACT; 

Paul  R.  Peterson.  Regional  Director. 
Cleveland  Regional  Office.  1339  Federal 
Office  Building.  1240  East  Ninth  Street. 
Cleveland,  Ohio  44199.  (216—522- 
'    4207' 

SUPPLEMENTARY  INFORMATION: 
Pursuant  to  Section  6(f »  of  the  Federal 
Trade  Commission  Act.  38  Stat.  721.  15 
U.S.C.  46  and  *  2.34  of  the  Commission's 
Rules  of  Practice  <  16  CFR  2.34) .  notice  is 
hereby  given  that  the  following  consent 
agreement  containing  a  consent  order  to 
cease  and  desist  and  an  explanation 
thereof,  havmg  been  filed  with  and  pro- 
visionally accepted  by  the  Commission, 
has  been  placed  on  the  public  record  for 
a  period  of  sixty  <60)  days.  Public  com- 
ment IS  invited.  Such  comments  or  views 
will  be  considered  by  the  Commission 
and  will  be  available  for  inspection  and 
copymg  at  its  principal  office  in  accord- 
ance with  Section  4.9ib)  a4»  of  the  Com- 
missions Rules  of  Practice  (16  CFR  4.9 
(b» (14) 1. 

UNrrED  States  op  America 
Before  Federal  Trade  Commission 

In  the  matter  of  TRW  Inc..  a  corporation; 
Addressograph-Multigraph  Corporation,  a 
corporation,  and  Horace  A.  Shepard,  an  Indi- 
vidual Docket  No.  9084.  Agreement  contain- 
ing order  to  cease  and  desist  with  respect  to 
Addressograph-Multigraph  Corporation. 

The  Federal  Trade  Commission  having  Is- 
sued a  complaint  against  the  above-named 
Respondents  on  June  17.  1976.  charging  vio- 
lation of  Section  8  of  the  Clayton  Act,  as 
amended,  and  Section  5(a)  (1)  of  the  Federal 
Trade  Commission  Act.  as  amended,  and  it 
now  appearing  that  Respondent  Addresso- 
graph-Multigraph Corporation,  by  its  Chief 


Executive  Officer.  Roy  L.  Ash.  and  its  corpo- 
rate counsel,  is  willing  to  enter  Into  the 
agreement  herein  containing  an  order  to 
cease  and  desist  from  violating  the  law  as 
alle'?ed  In  said  compalnt. 

IT  IS  HEREBY  AGREED  by  and  between 
Addressograph-Multigraph  Corporation,  by 
its  duly  authorized  officer.  Roy  L.  Ash.  and 
its  corporate  counsel,  and  counsel  for  the 
Federal  Trade  Commission,  that; 

1.  Respondent,  Addressograph-Multigraph 
Corporation  (hereafter  "Respondent"),  is  a 
corporation  organized  and  existing  and  do- 
ing business  under  and  by  virtue  of  the 
laws  of  the  State  of  Delaware,  maintaining 
an  office  at  20600  Chagrin  Boulevard.  Shaker 
Heights.  Ohio. 

2.  Respondent  admits  the  Jurisdictional  al- 
legations set  forth  In  the  complaint  Issued 
against  Respondent  by  the  Commission  on 
June  17,  1976. 

3.  Respondent  waives:  (ai  any  further 
procedural  steps; 

(b)  the  requirement  that  the  Commis- 
sion's decision  contain  a  statement  of  find- 
ings of  fact  and  conclusions  of  law;  and 

(c)  all  rights  to  seek  Judicial  review  or 
otherwise  challenge  or  contest  the  validity 
of  the  order  entered  pursuant  to  this  agree- 
ment. 

4.  This  agreement  shall  not  become  a  pan 
of  the  official  record  of  the  proceeding  unless 
and  untU  it  is  accepted  by  the  Commission 
If  this  matter  is  withdrawii  from  adjudica- 
tion, the  Commission  may  (1)  accept  the 
agreement,  (2)  reject  it  and  return  the 
matter  to  adjudication  for  further  proceed- 
ings, or  (3)  take  such  other  action  as  it  may 
deem  appropriate.  If  this  agreement  is  ac- 
cepted, the  Commission  will  place  it  on  the 
public  record,  and  at  the  same  time  will  make 
available  an  explanation  of  the  provisions  of 
the  order  and  the  relief  to  be  obtained  there- 
by and  any  other  information  which  it  deems 
helpful  In  assisting  interested  persons  to 
understand  the  tertrLs  of  the  order  For  a 
period  of  sixty  (60)  days  after  placement  of 
the  order  on  the  public  record  and  issuance 
of  the  statement,  the  Commission  will  re- 
ceive and  consider  any  comments  or  views 
concerning  the  order  that  may  be  filed  by 
any  interested  persons.  Thereafter,  if  com- 
ments or  views  submitted  to  the  Commission 
disclose  facts  or  considerations  which  indi- 
cate that  the  order  contained  in  the  agree- 
ment is  Inappropriate,  improper,  or  inade- 
quate, the  Commission  may  withdraw  its 
acceptance  of  this  agreement  and  so  notify 
the  Respondent,  in  which  event  It  will  re- 
turn the  matter  to  adjudication  for  further 
proceedings,  or  take  such  other  action  as  it 
may  consider  appropriate,  or  issue  and  serve 
its  decision  in  disposition  of  the  proceeding. 

5.  This  agreement  is  for  settlement  pur- 
poses only  and  does  not  constitute  an  admis- 
sion by  the  Respondent  that  the  law  has  been 
violated  as  alleged  in  the  complaint  Issued 
against  the  Respondent  by  the  Commission 
on  June  17,  1976. 

6.  This  agreement  contemplates  that  if  it 
is  accepted  by  the  Commission  end  if  such 
acceptance  is  not  subsequently  withdrawn 
by  the  Commission  pursuant  to  the  provi- 
sions of  Section  3  25(d)  of  the  Commission's 
Rules,  the  Commission  may,  without  further 
notice  to  the  Respondent,  l^ue  Its  decision 
containing  the  following  order  tJ  cease  and 
desist  In  disposition  of  the  proceeding,  and 
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make  information  public  in  respect  thereto. 
When  so  entered,  the  order  to  cease  and  de- 
sist shall  become  final  upon  .service  and  shall 
have  the  same  force  and  effect  and  may  l>e 
altered,  modified,  or  set  aside  In  the  same 
manner  and  within  the  same  time  provided 
by  statute  for  other  orders  The  complaint 
may  be  used  in  construing  the  terms  of  the 
order,  and  no  agreement,  understanding, 
representation,  or  interpretation  not  con- 
tained in  the  order  or  this  agreement  may 
be  used  to  vary  or  contradict  the  terms  of 
the  order. 

7.  Respondent  has  read  the  comolalnt  Is- 
sued against  It  by  the  Commission  on  June 
17,  1976,  and  the  order  contemnlated  hereby, 
arid  understands  that  once  the  order  has 
been  issued,  it  may  be  liable  for  a  civil 
penalty  in  the  amount  provided  bv  then- 
existing  law  for  each  violation  of  the  order 
which  occurs  after  it  becomes  final 

Ordeb 


It  is  ordered.  That  Addres-^eraph-Multl- 
graph  Corporation  its  successors  and  a=slens. 
shall  forthwith  cease  and  delist  from  having. 
and  in  the  future  shall  not  have,  on  its  board 
of  directors  any  individual  who  serves  as  a 
director  of  any  other  corporation  if  Addresso- 
graph-Multigraph Corporation  and  any  other 
corporation  are,  by  virtue  of  their  business 
and  location  of  operation,  competitors,  so 
that  the  elimination  of  competition  by 
agreement  between  them  would  constitute  a 
violation  of  any  of  the  provisions  of  any  of 
the  antitrust  laws. 

II 

It  is  further  ordered.  That  within  thirty 
(30)  days  of  the  date  of  service  of  this  order 
Addressograph-Multigraph  Corporation  shall 
review  and  retain,  as  to  each  meinber  of  lis 
board  of  directors,  a  descriptive  listing  of  all 
products  and  services  produced  <5r  sold  by 
each  corporation  of  which  such  dfrectors 
serves,  or  has  been  nomirated  to  serve  as  a 
director.  Such  listing  shall  include  the  name 
and  address  of  each  corporation. 

ni 

It  is  further  ordered.  That  Addressoeraph- 
Multlgraph  Corporation,  prior  to  each  elec- 
tion of  directors  or  to  the  solicitation  of 
proxies  for  such  election,  shall  review  and 
retain,  as  to  each  member  of  Its  board  of 
directors  (except  directors  whose  terms  ex- 
pire at  the  next  election  and  who  are  not 
standing  for  re-election)  and  each  nominee 
for  a  directorship  (who  is  not  then  a  direc- 
tor) .  a  descriptive  listing  of  all  products  and 
sej-vices  produced  or  sold  by  each  corporation 
of  which  such  director  or  nominee  serves,  or 
has  been  nominated  to  serve,  as  a  director. 
Such  listing  shall  Include  the  name  and  ad- 
dress of  each  corporation 

IV 

It  is  further  ordered.  That  Addressopraph- 

Multlgraph  Corporation  notify  the  Commis- 
sion at  least  thirty  (30i  days  prior  to  any 
propoeed  change  in  the  corporate  respondent 
such  as  dissolution,  assignment  or  sale  le- 
sulting  in  the  emergence  of  a  successor  cor- 
poration, the  creation  or  dissolution  of  sub- 
sidiaries or  any  other  change  In  the  corpora 
ticn  which  may  affect  compliance  obligations 
arising  out  of  this  order. 


It  is  further  ordered.  TTiat  Addre.ssograph- 
Multigraph  Corporation  shall,  within  sixty 
(60)  days  after  service  upon  it  of  this  order, 
file  with  the  Commission  a  written  report 
setting  forth  in  detail  the  manner  and  form 
in  which  it  has  complied  with  this  order. 


Analysis  of  Proposed  Consent  Order  to  Aid 
Px-BLic  Comment 

Re     Docket  No    9084.  Addressograph-Multi- 
graph Corporation,  et  al. 

The  Federal  Trade  Commission  has  ac- 
cepted an  agreement  to  a  proposed  consent 
order  from  Addressograph-Multigraph  Cor- 
poratlcn. 

The  prop>osed  consent  order  has  been  placed 
on  the  public  record  for  sixty  i80)  days  for 
receipt  of  comments  by  interested  persons 
Comments  received  during  this  period  will 
become  part  of  the  public  record  After  sixty 
(60)  days,  the  Commission  will  again  review 
the  agreement  and  the  comments  received, 
and  will  decide  whether  it  should  wt,:hdraw 
from  the  agreement  or  make  final  the  a^ee- 
ments  prop>osed  order 

On  June  17,  1976.  the  CommiB«lcn  issued 
a  complaint  against  Addressograph-Multi- 
graph Conxrration,  TRW  Inc  .  and  Horace  A. 
Shepard.  alleging  a  violation  of  Section  8 
of  the  Clayton  Act  and  Section  6  of  the  Fed- 
eral Trade  Commission  Act.  Section  8  of  the 
Clayton  Act  prohibits  a  person  from  serving 
simultaneously  as  a  director  of  two  or  more 
competing  corporations  The  Commission's 
complaint  alleged  that  Mr  Shep)ard's  pres- 
ence on  both  boards  was  unlawful  because 
the  two  corporations  compete  in  the  produc- 
tion and  sale  of  credit  authorization  equip- 
ment, teller-op)erated  bank  transaction 
equipment,  and  other  such  eaulpment  '.ised 
for  credit  validation,  check-cashing  valida- 
tion, recording  of  dep)06its  and  withdrawals 
fropi  financial  institutions,  and  inventory 
record-keeping 

Mr  ShepeJ'd  did  not  stand  for  reelection 
to  the  board  of  directors  of  Addressograph- 
Multigraph  Corporation  in  November  1975 

The  proposed  order  against  Addressotraph- 
Multigraph  Corporation  would  prohibit  Ad- 
dressograph  from  permitting  any  person  to 
«erve  as  a  director  of  .^ddres^ocTaph  If  such 
person  serves  as  a  director  of  any  competing 
corporation  In  addition  the  order  requires 
Addressograph  to  establish  procedures  to 
detect  the  existence  of  Interlocks  en  its  board 
of  directors.  Addressograph-Multigraph  must 
review  a  complete  list  of  nroducts  and  serv- 
ices of  those  corporations  which  Addresso- 
graph-Multigraph directors  also  s?rve  as 
directors. 

The  proposed  order  reaulres  one  compli- 
ance report  to  be  filed  =!xtv  (60)  days  after 
service  of  the  order  The  prop>osed  order  is 
part  of  a  continuing  effort  by  the  Commis- 
sir^n  to  insure  compliance  with  Section  8 
of  the  Clayton  Act 

The  purpose  of  this  analysis  Is  to  facili- 
tate public  comment  on  the  proposed  order 
and  it  is  not  Intended  to  constitute  an 
cfflclal  interpretation  of  the  agreement  and 
nrooosed  order  or  to  modify  in  any  way  their 
terms. 

JoitnF  Drr.AN. 
Actinff  Secretary 

(FR  Doc .77-15720  Filed  6-2-77:8:45  am] 


[16  CFR   Part  441) 

MOBILE   HOME  SALES  AND  SERVICE 

Final  Notice  Concerning  Proposed  Trade 
Regulation   Rule 

Correction 

In  FR  Doc.  77-14798,  appearing  at 
page  26398  in  the  issue  for  Monday, 
May  23,  1977,  make  the  following 
changes: 

1  On  page  26398,  the  last  line  of  the 
first  column  should  read,  "Initial  Notice 
described  above,  including  the  Proposed 
Rule  contained  therein," 


2  On  page  26399,  column  3,  the  sec- 
ond word  in  the  next  to  last  line  should 
read,  "and". 

DEPARTMENT  OF   STATE 

[22  CFR   Parts   123.   124] 

;D<x-iiet  No    3D-131  ! 
INTERNATIONAL  TRAFFIC   IN  ARMS 
Approval  of  Major  Sates  Proposals 
AGENCY:  Department  of  State. 
.ACTION:  Proposed  rule 

SUMMARY:  The  Department  of  State 
proposes  to  amend  the  International 
Traffic  in  Arms  Regulations  to  establish 
procedures  that  will  enhance  the  Secre- 
tary of  State's  ability  to  control  the  sale 
and  export  of  defense  articles  and  serv- 
ices from  the  United  States.  Specifically, 
the  purpose  of  the  proTWsed  amendments 
is  to  ensure  that  tlie  Department  of 
State  is  given  an  opportunity  to  advise 
US  firms  whether  their  efforts  to  sell 
significant  combat  equipment,  or  to  sell 
a  manufacturing  or  maintenance  capa- 
bility for  such  equipment,  would  be  con- 
sistent with  the  national  security  and 
foreign  policy  of  the  United  States  Exist- 
ing regulations  provide  such  an  oppor- 
tunity only  when  the  sales  effort  itself 
involves  the  export  of  items  on  the 
United  States  MuriUons  List  or  related 
technical  data.  The  proposed  amend- 
ments would  require  Department  of  State 
approval  even  in  the  absence  of  such  ex- 
ports at  the  time  of  the  sales  promotion 
effort. 

DATES:  Written  comments  must  be  re- 
1977.  10  a.m..  Dean  Acheson  iWest> 
ceived  by  July  5.  1977  Hearing.  July  7. 
Auditorium,  Department  of  State.  Wash- 
ington. D.C. 

ADDRESSES:  Comments  and  written 
intention  to  attend  hearing  should  be 
sent  to  the  Director,  Office  of  Munitions 
Control,  Department  of  State,  Washing- 
ton, DC  20520. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  Robinson,  Office  of  Munitions 
Control,  Department  of  State,  Wash- 
ington, DC  20630.  Phone  202-235- 
9755, 

SUPPLEMENTARY  INFORMATION: 
The  proposed  amendment  to  Part  123 
provides  that  the  Department  of  State's 
approval  is  required  before  a  proposal. 
recommendation  or  presentation  is  made 
which  is  designed  to  induce  a  decision  to 
purchase  significant  combat  equipment 
valued  at  £7.000,000  or  more  for  use  by 
the  armed  forces  of  a  foreign  country. 
This  approval  would  be  required  in  any 
case  where  the  proposed  sale  of  signifi- 
cant combat  equipm.ent  would  involve 
the  export  from  the  United  States  of  an 
Item  on  the  United  States  Munitions 
List  or  technical  data  relating  to  such 
an  item. 

A  proposal,  recommendation  or  pres- 
entation designed  to  induce  a  decision 
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to  purchase  is  described  as  the  commu- 
nication of  sufficientlv  detailed  informa- 
tion as  could  reasonably  be  expected  to 
permit  an  intended  purchaser  to  decide 
to  acquire  the  particular  sifcniflcant  com- 
bat equipment  In  question.  Examples  are 
given  of  types  of  activity  that  would  or 
would  not  meet  this  test.  However,  be- 
cause of  the  wide  varietv  of  market  situ- 
ations for  the  broad  arrav  of  items  cate- 
gorized as  significant  combat  equioment. 
the  regulations  would  not  attempt  to 
specify  the  point  in  discussions  with  a 
prospecti'e  buyer  where  I>epartment  of 
State  approval  would  be  required 
Rather,  the  regulations  would  place  the 
burden  on  the  prospective  seller  to  iden- 
tify that  point  in  each  case.  In  this  re- 
gard, an  application  for  an  export  license 
or  a  request  for  a  letter  of  offer  under 
the  Foreign  Military  Sales  program 
which  met  the  criteria  established  for 
the  prior  approval  requirement  would  be 
presumed  to  have  been  induced  bv  activ- 
ity for  which  prior  approval  was  re- 
quired. In  such  a  ca.se.  where  no  request 
for  approval  had  been  received,  the  pro- 
spective seller  could  overcome  the  pre- 
sumption bv  a  certification  denving  that 
such  activity  had  occurred  Failure  to 
obtain  required  approval  could  result  in 
disapproval  of  a  licen.se  application  or 
request  for  a  letter  of  offer,  as  well  as 
application  of  other  remedies  and  pen- 
alties prescribed  bv  law  or  retjulation. 

The  proposed  amendment  to  Part  124 
prescribes  similar  prior  approval  re- 
quirements with  respect  to  proposals, 
recommenations  and  presentations  for 
technical  assistance  and  manufacturing 
license  agreements  involving  the  produc- 
tion, assembly  or  maintenance  of  signifi- 
cant combat  equipment. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  22  CFR  Subchapter 
M  I  Parts  123  and  124 »   as  follows: 

PART  1?3— LICFNSFS  FOR  UNCLASS'HFD 
ARMS       AMMUNITION.      AND      IMPLE 
MENTSOF  WAR 

1.  22  CFR  Part  123  is  amended  by 
adding  a  new  S  123.16  to  read  as  follows: 

S   123.16      Appr<>>«l    of    pr»im>«al«    to   >v\\ 
"iicnifit-aiil   romUal   Mjuipiiienl. 

«a'  The  approval  of  the  Department 
of  State  is  required  as  a  condition  prece- 
dent to  anv  proposal,  recommendation 
or  presentation  designed  to  induce  a  de- 
cision to  purchase,  either  through  com- 
mercial or  Foreign  Military  Sales  pro- 
cedures, made  to  anv  foreign  government 
or  foreign  national  if: 

'1'  The  subject  of  the  nrooosal  rec- 
ommendation or  presentation  is  signifi- 
cant combat  equipment  on  the  United 
States  Munitions  Last  valued  at 
$7  000.000  or  more;  and 

(2i  The  equipment  is  intended  for  use 
bv  the  armed  forces  of  a  foreign  country: 
and 

'3 1  The  sale  of  the  equipment  would 
involve  the  export  from  the  United 
States  of  anv  item  on  the  United  States 
Munitions  List  or  of  anv  technical  data 
relating  to  an  item  on  the  United  States 
Munitions  List. 

lb'  A  "proposal  recommendations 
or    presentation    designed    to    Uiuuce   a 
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decision  to  purchase"  means  the  com- 
munication of  sufRcientlv  detailed  infor- 
mation as  could  reasonably  be  expected 
to  permit  an  intended  purchaser  to  de- 
cide to  acquire  the  particular  significant 
combat  equipment  in  question.  For  ex- 
ample, a  presentation  which  described 
the  equipment's  performance  character- 
istics, price,  and  probable  availability  for 
delivery  would  require  prior  approval  in 
any  case  where  the  three  criteria  speci- 
fied in  paragraph  (a>  of  this  section 
were  met.  By  contrast,  advertising  in  a 
publication  of  general  circulation,  pre- 
liminary discussions  to  ascertain  mar- 
ket potential  or  merely  calling  attention 
to  the  fact  that  a  company  manufac- 
tures a  particular  item  of  significant 
combat    equipment   would   not   require 

prior  approval, 

(c»  A  license  application  or  request 
for  a  letter  of  offer  received  by  the  De- 
partment of  State  will  be  presumed  to 
have  been  induced  by  a  proposal,  recom- 
mendation or  presentation  for  which 
prior  approval  is  required  if  the  appli- 
cation or  request  involves  a  sale  which 
meets  the  three  criteria  specified  in 
paragraph  lai  of  this  section.  This  pre- 
sumption may  be  overcome  by  a  certifi- 
cation from  the  applicant  or  contractor 
that  no  such  proposal,  recommendation, 
or  presentation  has  been  made, 

(di  In  addition  to  other  remedies  and 
penalties  prescribed  by  law  or  this  sub- 
chapter, a  failure  to  obtain  the  approval 
required  by  paragraph  ia>  of  this  sec- 
tion may  be  coasidered  to  be  a  reason 
for  disapproval  of  a  license  application 
or  request  for  a  letter  of  offer. 


PART  124 — MANUFACTURING  LICENSE 
AND  TECHNICAL  ASSISTANCE  AGREE- 
MENTS 

2.  22  CFR  Part  124  is  amended  by 
itdding  a  new  5  124.06  to  read  as  follows: 

S  I2t.06       \i)pro\al  of  propo-aU  for  lech- 
niral  a'«>i»tHtu-e  maniifarluring  license 

Hjjrrenifnt-. 

lai  The  approval  of  the  Department 
of  State  is  required  as  a  condition  pre- 
cedent to  anv  proposal,  recommendation 
or  presentation  designed  to  induce  a  de- 
cision to  purchase,  either  through  com- 
.mercial  or  Foreign  Military  Sales  pro- 
cedures, made  to  any  foreign  govern- 
ment or  foreign  national  if: 

1 1 1  The  subject  of  the  proposal,  rec- 
ommendation, or  presentation  is  a  tech- 
nical assistance  or  manufacturing  li- 
cense agreement  for  the  production, 
assembly,  or  maintenance  of  significant 
combat  equipment  on  the  United  States 
Mimitions  List;  and 

1 2 '  The  equipment  is  intended  for  use 
bv  the  armed  forces  of  a  foreign  country; 
and 

1 3  •  The  technical  assistance  or  manu- 
facturing agreement  would  involve  the 
exDort  from  the  United  States  of  anv 
item  on  the  United  States  Munitions  LLst 
or  of  technical  data  relating  to  an  item 
on  the  United  States  Munitions  List. 

<b>  A  "proposal,  recommendation,  or 
pre.sentation  designed  to  induce  a  de- 
cision to  pu^'chase"  means  the  communi- 
cation of  sufficiently  detailed  informa- 


tion as  could  reasonably  be  expected  to 
permit  an  intended  purchaser  to  decide 
to  enter  into  the  proposed  technical  as- 
sistance or  manufacturing  license  agree- 
ment. For  example,  a  presentation  which 
described  the  price  and  probable  schedule 
for  performance  would  require  prior  ap- 
proval in  any  case  where  the  three  cri- 
teria specified  in  pargaraph  lai  of  this 
.section  were  met.  By  contrast,  advertis- 
ing in  a  publication  of  general  circula- 
tion, preliminary  discussions  to  ascer- 
tain market  potential  or  merely  calling 
attention  to  the  fact  that  a  company 
manufacturers  a  particular  item  of  sig- 
nificant combat  equipment  would  not 
require  prior  approval. 

(c)  A  request  received  by  the  Depart- 
ment of  State  for  approval  of  a  technical 
assistance  or  manufacturing  license 
agreement  or  for  issuance  of  a  letter  of 
offer  to  effect  such  an  agreement  will  be 
presumed  to  have  been  induced  by  a  pro- 
posal, recommendation,  or  presentation 
for  which  prior  approval  is  required  if 
the  request  involves  an  agreement  which 
meets  the  three  criteria  specified  in  para- 
graph I  a)  of  this  section.  This  presiunp- 
tion  may  be  overcome  by  a  certification 
from  the  applicant  or  contractor  that  no 
such  proposal,  reconrunendation  or  pres- 
entation has  been  made. 

(d>  In  addition  to  other  remedies  and 
penalties  prescribed  by  law  or  this  sub- 
chapter, a  failure  to  obtain  the  approval 
required  by  paragraph  ta  i  of  this  section 
m-y  be  considered  to  be  a  reason  for 
disapproval  of  a  proposed  technical  as- 
sistance or  manufacturing  license  agree- 
ment. 

(Sec.  3».  as  amended.  M  Stat.  74*  (22  US  C 
2778),  E,0.  11958.  42  FR  4311:  sec.  6,  Depart- 
ment Delegation  of  Authority  No.  104.  26  PR 
10608.  as  amended) 

LucY  Wilson  Benson. 
Acting  Undpr  Secretary  for 

Security  Assisiarice. 

May  27.  1977. 
[FRDoc.77-1 5806  Piled  6-2-77:8:45  am] 


DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Indian   Affairs 

[25   CFR   Part   258] 

KLAMATH    RIVER   FISHING 

i^iscellaneous  Activities;  Establishment  of 
a   New  Part 

May  26,  1977. 
AGENCY:  Bureau  of  Indian  Affairs.  In- 
terior. 

ACTION:  Proposed  rule  making. 

SUMMARY:  This  proposed  rule  making 
is  to  add  a  new  part  258  to  Subchapter 
W,  Chapter  I  of  Title  25  of  the  Code  of 
Federal  Regulations.  Th^  purpo.=;e  of  Part 
258  is  to  assist  in  the  protection  of  Indian 
fishing  rights  on  the  Klamath  River,  to 
promote  the  proper  management  of  the 
fishery  resource  until  the  tribe  can  as- 
sume control,  and  to  assure  that  the 
State  of  California's  enforcement  of  its 
laws  and  regulations  for  management 
and  conservation  of  the  fishery's  resource 
is  compatible  with  the  rights  of  the 
Indians  of  the  Hoopa  Valley  Reser^-ation 
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DATES    Submit  comments  on  or  before 
July  5.  1977. 

ADDRESSES:  Interested  persons  may 
submit  written  comments,  or  suggestions, 
regarding  the  proposed  revision  to  the 
Director,  Office  of  Trust  Responsibilities, 
Code  200,  Bureau  of  Indian  Affairs.  1951 
Constitution  Avenu?,  NW,.  Washington, 
D.:^   20245, 

SUPPLEMEN'TARY  INFORM.^TION: 
The  primary  author  of  thi5  document  is 
Scott  McElroy,  Attorney,  Division  of  In- 
dian Affairs,  Office  of  the  Solicitor,  202- 
343-6967. 

This  notice  is  published  in  exercise  of 
authority  delegated  by  the  Secretary  of 
the  Interior  to  the  Commissioner  of  In- 
dian Affairs  by  230  DM  2. 

The  authority  of  the  Commissioner  to 
issue  these  regulations  Ls  contained  in 
the  Act  of  March  3.  1853,  10  Stat.  238.  25 
use.  p.  2:  25US.C.  p.  9, 

Subchapter  W  of  Chapter  I  of  Title  25 
of  the  Code  of  Federal  Regulations  is 
propo,sed  to  be  amended  by  adding  a  new 
Part  258, 

It  is  proposed  to  revise  Subchapter  W, 
Chapter  I  of  Title  25  of  the  Code  of  Fed- 
eral Regulations  to  read  as  follows: 

258  1  Purposes 

2'^82  Length  of  Nets  * 

258  3  Identification  of  Nets, 

285  4  Checlclng  Net.s 

285  5  Commercial  Fishing 

285  6  Issuance  of  Identification  Cards 

258  7  Enforcement. 


AuTHORn-Y:  The  Act  of  March  3,  1953.  10 
Stat.  238,  25  USC    S«c    2:   25  US  C    Sec.  9 

§2,58.1       Purposes. 

<a»  The  purposes  of  these  regulations 
are:  (1>  To  assLst  in  protecting  Indian 
fishing  rights  on  the  Klamath  River. 

1 2)  To  promote  the  proper  manage- 
ment, conservation,  and  protection  of  the 
fishery  resources  of  the  Klamath  River 
on  tlie  Hoopa  Valley  Reservation  until 
such  time  as  the  Tribe  of  that  res- 
ervation assumes  control  over  those 
resources, 

'  3  I  To  insure  that  the  State  of  Cali- 
fornia's enforcement  of  its  laws  and  regu- 
lations for  the  management  and 
conservation  of  fisheries  resources  is  com- 
patible with  the  rights  of  the  Indians  of 
the  Hoopa  Valley  Reservation, 

<bi  The  conservation  regulations  of 
this  Part  are  found  to  be  necessai-y  to 
assure  that  the  fishing  rights  secured  to 
the  Indians  of  tiie  Hoopa  Valley  Reser- 
vation are  protected  and  preserved  for 
the  benefit  of  the  present  and  future  In- 
dians of  the  Reservation  in  a  manner 
consistent  with  such  rights.  The  enact- 
ment of  such  regulations  is  consistent 
with  and  required  by  the  trust  responsi- 
bilities of  the  Federal  Government. 

(c  I  Present  mformation  indicates  that 
the  current  level  of  unregulated  fishing, 
if  continued,  may  have  a  detrimental  ef- 
fect on  the  fishery  resources  of  the  Res- 
ervation. Ideally,  the  Tribes  of  the  Res- 
ervation should  determine  how  these  res- 
ervation resources  should  be  utilized  by 
the  Indians  of  the  reservation  including 
the  extent  to  which  commercial  fishmg 
is  feasible  In  the  absence  of  tribal  regu- 


lation, the  regulations  of  this  part  are 
enacted  as  an  emergency  mea.sui-e  They 
shall  be  m  effect  until  sufficient  infor- 
mation is  available  to  satisfy  the  Secre- 
taiT  of  the  Interior  that  such  fishing  does 
net  have  the  potential  for  harming  the 
Klamath  River  fishery  or  until  the  Tribes 
of  the  Reservation  assume  effective  con- 
trol over  the  utilization  of  the  fishery  re- 
sources but  absent  reenactment  no  later 
than  July  1,  1978. 

idi  Jurisdiction,  Tliese  regulations 
apply  to  all  Indians  entitled  to  fish  on 
the  Klamath  River,  within  the  Hoopa 
Valley  Fleservation. 

§  2,'58.2      Lnipih   of   nou. 

No  gill  nets  shall  extend  over  ^3  the 
width  of  the  Klamath  River.  No  net  shall 
be  placed  m  front  of  the  mouth  of  a 
tributary  stream,  nor  shall  any  net  placed 
in  a  tiMbatary  stream  extend  over  '3 
the  width  of  that  stream. 

§  28.'>.S      Identificalion    of   net>. 

All  gill  nets  utilized  on  the  Klamath 
River  or  its  tributaries  shall  be  tagged 
with  a  tag  provided  by  the  Bureau  of  In- 
dian Affairs  identifying  the  owner  as  en- 
titled to  Indian  fishing  rights.  Such  iden- 
tification shall  be  located  so  that  the 
ownership  of  the  fishing  gear  can  be  as- 
certained without  having  to  remove  the 
fishing  gear  from  the  water. 

§  258.4      ChwkinK    net.. 

All  nets  must  be  checked  for  fish  once 
every  24  hours. 

§  258.5      (k)mniercial   Fi^hinjs. 

Commercial  fishing  on  the  Klamath 
River  is  prohibited  For  the  purposes  ol 
these  i-egulations  commercial  fishmg  is 
defined  as  the  catching  for  the  purposes 
of  sale  of  more  than  five  fish  i5er  day.  No 
limit  IS  established  on  the  catching  of 
fish  for  purposes  other  than  sale. 


River  to  have  such  a  card  in  his  immedi- 
ate personal  possession  while  fishmg  or 
engaging  in  other  activities  in  the 
claimed  exercise  of  such  rights  and  to 
display  it  upon  request  to  any  federal, 
stTte,  or  tribal  enforcement  officer  shall 
be  prima  facie  evidence  that  the  person 
is  not  entitled  to  exercise  an  Indian 
fishing  right. 


2.18. 


K.nforrrmcnl. 


g  258. «>      l»>.uainp         of  idintilu  atioti 

card*. 

lai  The  Commi.ssioner  of  Indian  Af- 
fairs or  his  designate  shall  arrange  for 
the  issuance  of  an  appropriate  identifi- 
cation card  and  net  tag  or  t-a^  to  any 
Indian  entitled  to  fish  on  tiie  Klamath 
River.  That  identification  card,  the  ac- 
companying tag,  and  the  evidence  sub- 
mitted in  obtaining  the  card  and  tags 
shall  be  used  solely  for  the  purposes  of 
identifying  its  holder  a^  being  entitled  to 
fish  on  the  Klamath  River, 

(b)  An  identification  card  shall  be  is- 
sued to  anv  Indian  who  submits  evidence 
of  his  entitlement  thereto  satisfactory  to 
the  issuing  officer  thin  they  are  of  '4  de- 
gree or  more  Indian  blood  and  is  an  al- 
lottee or  descendant  of  an  allottee  of  the 
Reserv.Uion,  Any  Indian  claiming  to  have 
been  wrongfully  denied  a  card  may  ap- 
peal the  decision  m  accordance  with  part 
2  of  this  chapter, 

( c  I  Each  card  shall  state  the  name  and 
address  of  the  holder. 

(d»  No  person  shall  allow  any  use  of 
his  or  her  identification  card  by  any 
other  person. 

<e>  The  failure  of  any  person  who 
claims  to  be  entitled  to  the  benefits  of  an 
Indian  fishing   rights  on   the  Klamath 


Violators  of  these  provisions  shall  be 
subject  to  a  civil  penalty  not  to  exceed 
S500.  or  have  his  or  her  fishing  gear  and 
fish  confiscated  or  have  his  or  her  tribal 
fishing  privileges  suspended;  or  any 
combination  of  the.se  penalties. 

CERTincATioN:  It  Is  hereby  certified  that 
the  economic  and  inflationary  impacus  of  this 
proposed  (or  final  1  regulation  have  been 
carefully  evaluated  in  accordance  with 
Executive  Order  11821 

Raymond  V.  Butler. 

Acting  Deputu 
Cominissioner  of  Indian  Affairs. 

|FP  Do- 77-15743  Filed  6-3-77:8  46  am  | 

ENVIRONMENTAL   PROTECTION 
AGENCY 

[40  CFR   Part   52] 

I  FRL  739-7  j 

AIR  POLLUTION  CONTROL  STATE  OF 
ARIZONA,  PIMA  COUNTY  AND  MARI 
COPA  COUNTY  RULES  AND  REGULA 
TIONS 

Approval    and    Promulgation   of 
Implementation   Plans 

AGENCY :      Environmental     Protection 

.■\gency  •  EPAi . 

ACTION    Proposed  rule. 

SUMMARY  Through  this  notice  EPA 
proposes  to  approve,  with  exceptions,  re- 
visions to  the  Arizona  State  Implementa- 
tion Plan  I  SIP  I  These  revisions  include 
State  regulatioivs  for  public  availabihty 
of  emi.ssion  data,  permit  procedures, 
definition  of  sources  under  State  juris- 
diction, and  open  burning;  and  county 
regulations  for  process  source  control 
I  Pima,  Maricopa  Counties)  and  new 
,«ource  review  procedures  iPima  County  > 
The  State  regulations  were  submitted  to 
EPA  on  February  19,  1974  and  September 
27,  1974.  The  Pima  County  regulations 
were  submitted  on  March  19,  1974,  and 
the  Maricopa  County  regulations  were 
sucmitted  on  January  28,  1974. 

DATES:  Comments  may  be  submitted  on 
or  before  July  5,  1977. 

ADDRESSES:  Send  comments  to: 

Regional  Administrator.  EPA  Region  IX. 
Attn:  Air  and  Hazardous  Matt-rials  Di- 
vision, Air  Programs  Branch,  Arlzona- 
Nevada-Paclflc  Islands  Section  (A^),  100 
California  Street,  San  Francisco,  California 
94111 

Availabihty  of  documents: 

Copies  of  the  State  and  local  regulations,  the 
EPA  Evaluation  Report,  and  this  Federal 
Register  notice  are  available  for  public  in- 
spection during  normal  business  hours  at 
the  EPA  Region  IX  Library  at  the  above 
address  and  at  the  loUowmg  locations: 
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Public  Information  Reference  Unit.  Room 
2922  (EPA  Ubraryi,  401  M  Street,  S.W.. 
Washington,  DC.  20460. 

Arizona  Department  of  Health  Services,  Bu- 
reau of  Air  Pollution  Control,  1740  West 
Adams  Street,  Phoenix  AZ  85007. 

Maricopa  County  Department  of  Health  Serv- 
ives.  Bureau  of  Air  Pollution  Control.  1825 
East  Roosevelt  Street,  Phoenix  AZ  85008. 

Pima  County  Air  Quality  Control  District, 
151  West  Congress  Street,  Tucson  AZ  85701 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Erik  Hauge.  415-556-7595. 

SUPPLEMENTARY       INFORMATION: 

Background 

On  January  28,  1972,  pursuant  to  Sec- 
tion 110  of  the  Clean  Air  Act  and  40 
CFR  Part  51,  the  State  of  Arizona  sub- 
mitted to  EPA  an  Implementation  plan 
lor  the  artairm'-nt  and  nmntt^npnc  of 
the  National  Ambient  Air  Quality  Stand- 
ards The  plan  included  the  rules  and 
regulations  of  the  Pima  County  Air 
Quality  Control  District  and  the  Mari- 
copa Countv  Department  of  Health 
Services.  On  May  31.  1972  >  37  FR  10842  ' , 
the  Administrator  approved  the  plan 
with  specific  exceptions.  Since  then, 
Arizona  has  submitted  to  EPA  numerous 
proposed  revisions  to  the  SIP  correcting 
deficiencies  originally  identified  by  EPA 
and  including  new  and  amended  regula- 
tions adopted  by  the  State  and  local  gov- 
ernments, EPA  has  reviewed,  or  is  in  the 
process  of  reviewing,  these  revisions. 

On  February  19,  1974  and  September 
27.  1974,  the  State  submitted  to  EPA 
amendments  to  its  regulations  for  public 
availability  of  emission  data,  permit  pro- 
cedures, definition  of  sources  under  State 
jurisdiction,  and  open  burning  as  re- 
visions to  the  Arizona  SIP  On  March  19, 
1974,  the  State  submitted  to  EPA  amend- 
ments to  the  Fima  Countv  An-  Quality 
Control  District  Rules  and  Regulations 
for  process  source  control  and  new  source 
review  procedures  as  revisions  to  the 
Arizona  SIP  On  January'  28.  1974,  the 
State  submitted  to  EPA  amendments  to 
the  Maricopa  County  Department  of 
Health  Services  Rules  and  Regulations 
:\)r  proce.vs  source  control  as  revi^'ons 
to  the  .A.rizona  SIP  The  intent  of  this 
notice  is  to  propose  EPA's  act'on  find 
solicit  public  comments  on  these  four 
submissions. 

Discussion  of  Action 

EPA.  pursuant  to  its  authority  in  40 
CFR  514'e>  to  approve  different  State 
procedures  designed  to  assure  adequate 
public  notice  and  participation  in  hear- 
:  igs,  has  determined  that,  although  less 
tnan  30  davs  public  notice  was  some- 
times given  in  advance  of  the  heanngs 
held  by  the  State  and  the  counties  on 
the  adoption  of  these  amendments  to 
the  State  Implementation  Plan,  public 
participation  measure.^,  were  adequate 
for  the  adoption  of  these  regulations. 

The  State  regulations  were  adopted 
pursuant  to  the  authoritv  of  Arizona  Re- 
vLsed  Statutes  'ARSi  Section  36-1717 
This  fulfills  the  requirements  of  40  CFR 
51  lliai     ill    and    i2),   that  each   plan 


shall  show  that  the  State  has  legal  au- 
thority to  carry  out  the  plan,  including 
adoption  and  enforcement  of  emission 
standards,  limitations  and  any  other 
measures  necessary  for  attainment  and 
maintenance  of  national  standards.  The 
Pima  and  Maricopa  County  regulations 
were  adopted  pursuant  to  the  authority 
granted  to  the  coimties  by  ARS  Sections 
36-773  and  36-779.  This  fulfills  the  re- 
quirement of  40  CFR  51.11(f),  that  the 
State  may  authorize  a  local  agency  to 
carry  out  a  plan,  or  portion  thereof, 
within  such  local  agency's  jurisdiction, 
provided  that  the  local  agency  has  the 
legal  authority  to  carrv'  out  such  plan,  or 
portion  thereof,  and  provided  that  such 
authorization  shall  not  reheve  the  State 
of  responsibility  under  the  Clean  Air 
.Act  for  carrying  out  such  plan  or  por- 
tion thereof. 

EPA  has  reviewed  the  four  Arizona 
SIP  submittals  for  their  consistency  with 
the  other  reouirements  of  40  CFR  Part 
51  and  the  Clean  Air  Act.  EPA  proposes 
to  approve  the  submittals  with  the  fol- 
lowing exceptions: 

1.  Regulation  R9-3-104  Recordkeeping 
and  Reporting  should  be  approved  be- 
cause it  does  not  conflict  with  the  re- 
quirements of  40  CFR  Part  51.  However, 
the  regulations  portion  of  the  State  plan 
should  be  disapproved  since  it  does  not 
meet  the  source  surveillance  require- 
ment's of  40  CFR  51.19«e)  for  continuous 
monitoring  of  certain  source  categories. 
If  the  State  fails  to  submit  such  regula- 
tions within  a  reasonable  time,  EPA  will 
propose  a  plan  disapproval  and  substi- 
tute regulations. 

2  State  regulations  7-1-11.1  (R9-3- 
1201'.  7-1-112  <R9-3-1202»,  and  7-1- 
118  I R9-3-12081.  and  Pima  County  Reg- 
ulation I.  Rules  4C.  4E.  5.  and  10,  which 
pertain  to  new  source  review,  will  be 
considered  in  a  separate  Federal  Regis- 
ter action. 

Authority 

Sees  110  and  301  (a i.  Clean  Air  Act.  as 
amended    (42  U.S.C.   1857c-5  and   1857g(a)). 

re.spectlvely. 

Dated;  May  24,  1977. 

Paul  De  Falco.  Jr., 
Regional  Administrator. 

I  FR  Doc  77-15673  Filed  6-2-77:8:45  am] 


[40  CFR   Part   52] 
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PROPOSED  CHANGE  IN  THE  SULFUR  CON- 
TENT OF  FUEL  BURNED  BY  LARGE 
FUEL  BURNING  SOURCES  IN  THE 
SOUTHEASTERN  MASSACHUSETTS  AIR 
POLLUTION  CONTROL  DISTRICT 

Approval  and  Promulgation  of  Implementa- 
tion Plans — Massachusetts 

.\GENCY :  Environmental  Protection 
Agency  lEPA) . 

ACTION:  Proposed  rule. 

SLTMMARY:  The  proposed  revision  to 
the  Massachusetts  Implementation  Plan 
would  permit  certain  large  fuel  burning 
sources  in  the  Southeastern  Massachu- 
.setts  Air  Pollution  Control  District 
iSEMAPCDi  to  burn  2.2  percent  sulfur 
content    fuel    oil.    All    sources^  in    the 


SEMAPCD  presently  burn  1.0  percent 
sulfur  content  fuel  oil.  The  Massachu- 
setts Department  of  Environmental 
Quality  Engineering  submitted  this  revi- 
sion pursuant  to  a  state  law  which  re- 
quires periodic  review  of  the  Implemen- 
tation Plan  to  determine  if  any  of  the 
regulations  are  more  stringent  than  nec- 
essary to  attain  and  maintain  National 
Ambient  Air  Quality  Standards. 

DATES:  Comments  must  be  received  on 
or  before  July  5.  1977. 

ADDRESSES:  Copies  of  the  Massachu- 
setts submittal  and  EPA's  evaluation  are 
available  for  public  inspection  during 
normal  business  hours  at  the  Environ- 
mental Protection  Agency,  Region  I, 
Room  2113,  JFK  Federal  Building, 
Boston,  Massachusetts  02203;  Depart- 
ment of  Environmental  Quality  Engi- 
neering, Division  of  Air  and  Hazardous 
Materials,  Room  320.  600  Wa.shington 
Street,  Boston,  Massachusets  02111;  and 
the  Freedom  of  Information  Center,  En- 
vironmental Protection  Agency,  401  M 
Street,  S.W.,  Washington,  DC.  20460 

Comments  should  be  submitted  to  the 
Regional  Administrator,  Region  I,  Envi- 
ronmental Protection  Agency,  Room 
2203,  JFK  Federal  Building,  Boston, 
Massachusetts  02203. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Air  Branch,  Environmental  Protection 
Agency,  Region  I,  Room  2113,  JFK 
Federal  Building,  Boston,  Massachu- 
setts 02203,  617-223-5609. 

SUPPLEMENTARY       INFORMATION : 

On  May  31,  1972  (37  FR  10872  i .  pursuant 
to  Section  110  of  the  Clean  Air  Act  and 
40  CFR  Part  51,  the  Administrator  ap- 
proved, with  exceptions,  the  Massachu- 
setts Implementation  Plan  for  the  at- 
tainment of  National  Ambient  Air 
Quality  Standards  iNAAQS*. 

State  law  requires  the  Ma.ssachusetts 
Department  of  Environmental  Quality 
Engineering  (the  Massachusetts  Depart- 
ment) to  periodically  review  portions  of 
the  State  Implementation  Plan  <  SIP  i  to 
determine  if  any  of  the  regulations  are 
more  stringent  than  necessary  to  attain 
and  maintain  NAAQS.  The  state  law  is 
intended  to  "minimize  the  economic 
cost"  of  certain  strategies  In  the  SIP 
while  still  maintaining  air  quality  stand- 
ards. Accordingly,  on  December  30.  1976. 
the  Massachusetts  Secretary  of  En- 
ronmental  Affairs  submitted  a  revision 
to  Regulation  5.1,  "Sulfur  Content  of 
Fuels  and  Control  Thereof."  which  would 
allow  large  fuel  burning  sources  in  the 
Southeastern  Massachusetts  Air  Pollu- 
tion Control  District  i SEMAPCD)  to 
burn  higher  sulfur  content  fuel  until 
May  1,  1978.  The  SEMAPCD  is  the  same 
geographic  area  as  the  Massachusetts 
portion  of  the  Metropolitan  Providence 
Interstate  Air  Quality  Control  Region 
(AQCR). 

Current  regulations  permit  the  burn- 
ing of  fossil  fuel  with  a  sulfur  content 
not  in  excess  of  0.55  pounds  per  million 
Btu  heat  release  potential  'approxi- 
mately equivalent  to  one  percent  sulfur 


FEDERAL   REGISTER     VOL     42     NO     107— FRIDAY     JUNE    3,    1977 


PROPOSED  RULES 


28555 


content  residual  fuel  oil  by  weight  >  Tiie 
revision  would  permit  fossil  fuel  utiliza- 
tion facihties  having  an  energy  input  ca- 
pacity rated  at  one  hundred  million 
I  ICO  ■  10'  >  Btu  per  hour  or  greater  to 
bum  fossU  fuel  with  a  sulfur  content  not 
in  excess  of  1.21  pounds  per  milhon  Btu 
heat  release  potential  (approximately 
equivalent  to  2.2  percent  sulfur  content 
residual  fuel  oil  by  weight  i  until  May  1, 
1978  All  other  sources  would  continue 
to  burn  one  percent  sulfur  content  toil 
equivalent!  fuel.  The  propo,sed  revision 
also  requires  that  the  use  of  tlie  higher 
sulfur  fuel  by  each  source  be  approved 
and  a  permit  be  granted  by  tlie  Massa- 
chusetts Department  prior  to  use,  in 
order  to  insure  that  the  NAAQS  will  not 
be  violated. 

As  a  condition  of  approval,  the  Mas- 
sachusetts Department  has  the  authority 
to  require  the  establishment  of  a  net- 
work of  total  suspended  particulate 
iTSP'  and  continuous  ambient  sulfur 
dioxide  monitors  at  specified  locations 
in  the  vicinity  of  the  facility  eligible  to 
burn  the  higher  sulfur  content  fueL  Ex- 
ceedence  of  the  NAAQS  for  SO  recorded 
by  any  monitor  in  the  vicimty  of  the  fa- 
cility would  be  gr(xinds  for  requiring  an 
immediate  and  permanent  return  to  the 
use  of  lower  sulfur  fuel  by  the  source  in- 
volved. In  addition,  the  Ma-ssachusetts 
Department  would  require  particulate 
stack  testing  for  all  sources  permitted  to 
burn  the  higher  sulfur  fuel.  Tlie  existing 
particulate  emission  limitations  will  con- 
tinue to  be  enforced,  and  no  source  will 
be  permitted  to  continue  burning  higher 
sulfur  fuel  if  the  source  has  particulate 
emissions  in  excess  of  this  limit. 

Approval  would  also  include  provisions 
for  emi'^sion  reduction  m  the  event  that 
unusual  adverse  meteorolTgical  condi- 
tions existed  or  were  anticipated.  .All  ap- 
provals granted  will  be  revocable  if  there 
is  evidence  of  non-compliance  with  any 
other  apnlicable  SIP  regulation. 

The  Massachusetts  Department  eval- 
uated the  17  sources  located  in  the 
SEMAPCD  in  the  size  categoi-y  under 
consideration  to  burn  the  hipher  .sulfur 
fuel  The  Air  Quality  Display  Model 
<AQDMi  was  used  to  evaluate  the  im- 
pact of  the  proposed  revision  on  annual 
average  SO  concentrattlons  Short-terra 
concentrations  <i.e.,  3-hour  and  24-hour 
averai^es)  were  evaluated  by  point  source 
modeling. 

In  this  Notice,  the  Regional  Adminis- 
trator is  proposing  action  on  14  of  the 
17  sources  being  considered  A  determi- 
nation as  to  the  approvabihty  of  the  re- 
maining 3  sources  cannot  be  m.ade  at  this 
time.  These  sources  are  Harodite  Finish- 
ing Company.  Dighton;  Montaup  Elec- 
tric Company,  Somerset  Station.  Somer- 
.set;  and  New  England  Power  Company. 
Brayton  Point  Station.  Somerset.  The 
issues  of  concern  to  the  Regional  Ad- 
ministrator and  any  proposed  action  on 
these  3  sources  will  be  addressed  in  an- 
other Federal  Register  Notice  to  be  pub- 
lished shortly. 

The  modeling  results  indicate  tiiat  10 
of  the  17  sources  could  bum  the  higher 
sulfur  content  fuel  without  causing  vio- 
lations of  tlie  NA.AQS  for  SO  These 
sources  are: 


I    LA:0  Really  Trust.  Taunton. 

2.  Taunton  Municipal  Light  Plant.  Cleary 
Station.  Taunton. 

3.  Nev  Bedford  Gas  and  Edison  Electric. 
New  Bedford 

4.  Goodyear  Tire  and  Rubber  Company 
New  Bedford 

5  Polaroid  Corporation.  New  Bedford 

6  Texis   Instruments,   Inc.,   Attleboro 

7  Ar'cwTleht  Flnlshins.  Inc..  Fall  River. 

8.  Foster  Forbes  Glass  Company,  Milford 

9.  Owens  Illinois.  Inc  .  Mansfield 

10  Canal  Electric  Company.  Sandwich. 

Four  sources  are  shown  by  the  model 
to  cause  violations  of  the  NAAQS  for  SO 
These  sources  are: 

1.  OUn  Chemicals,  Freetown — predicted 
vlalaticns  of  the  primary  and  secondary  SO. 
standards 

2.  Duro  Finishing  Company.  Pall  River — 
predicted  violations  of  the  primary  and  sec- 
nndary  SO.  st.indards  while  burninsr  fuel  in 
conxpliance  with  present  recrulatl.ins 

3.  Stevens  Realty  Company.  Fall  River — 
predicted  violations  of  the  secondary  SO 
standard 

4.  Taunton  Municipal  Light,  West  Water 
Street  Plant,  Taunton — field  observations  in- 
dicate a  potential  for  violations  of  primary 
and  seco-idary  SO.,  standards  due  to  plume 
downwash. 

EPA'S  evaluation  of  the  impact  of  the 

revision  indicates  that  an  increase  in 
particulate  emissions  would  most  likely 
occur  with  the  increase  in  the  sulfur  con- 
tent of  fuel  burned  m  the  SEMAPCD.  Al- 
though a  violation  of  the  total  suspended 
particulate  iTSPi  primary  standard  oc- 
curred in  Fall  River  m  1976,  EPA  has  de- 
teiTnined  that  none  of  the  sources  being 
proposed  for  approval  to  bum  the  higher 
sulfur  content  fuel  contributed  to  the 
monitored  violation,  nor  will  they  cause 
violations  of  the  NAAQS  for  TSP 

The  .\dmniistrator's  decision  to  approve 
or  disa-prove  the  plan  revision  wiU  be 
based  on  whether  it  meets  the  require- 
ments of  Sections  110<at"2>  (Ai-iH' 
and  110iaM3i  of  the  Clean  Air  Act.  as 
amended,  and  EPA  regulatioas  in  40  CFR 
Part  51.  This  revision  is  being  proposed 
pursuant  to  Sections  110ia>  and  301  of 
the  Clean  Air  Act  a.s  amended  i42  USC 
1857c-(5Mai   and  1857(g'>. 

Dated :  May  24,  1977. 

Lester  A.  Si'tton 
Acting  Regional  Administrator. 

Regw7i  I 
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[  40  CFR  Part  52  ] 

I  FRL  740-  5 1 

REVISIONS  TO  THE  SAN  DIEGO  COUNTY 
AIR  POLLUTION  CONTROL  DISTRICT'S 
RULES  AND  REGULATIONS  IN  THE 
STATE  OF  CALIFORNIA 

Approval  and  Promulgation  of 
Implementation  Plans 

AGENCY  Envuonmental  Protection 
Agency  iEPA» . 

.■\cnON :  Notice  of  proposed  rulemaking. 

SUMMARY:  It  is  the  purpose  of  this 
notice  to  acknowledge  receipt  of  and  in- 
vite public  comments  on  revisions  to  the 
San  Diego  County  Air  Pollution  Control 
District's  Rules  and  Regulations  which 
were  submitted  to  EP.\  by  the  California 


Air  Resources  Board  for  mclusion  in  the 
California  State  Implementation  Plan. 
These  revisions  were  submitted  on  No- 
vember 10,  1976,  and  February  10,  1977. 
Regulations  con:ernmg  New  Source  Re- 
view are  not  being  considered  in  this 
notice,  and  will  be  the  topic  of  a  separate 
Federal  Register  notice.  The  EPA  so- 
licits comments  regarding  the  desirability 
of  approving  or  disapproving  the  rules 
and  regulations  being  considered,  espe- 
cially as  to  their  consistency  with  the 
Clean  Air  Act. 

D.^TE:  Comments  may  be  submitted  on 

or  before  July  5,  1977. 

ADDRESSES:  Send  comments  to:  Re- 
gional Administrator.  Attn.:  Air  and 
Hazardous  Materials  Division.  Air  Pro- 
grams Branch.  California  SIP  Section. 
EP.A.  Region  IX.  100  California  Street. 
San  Francisco.  CA  94111. 

Availability  of  documents:  Copies  of 
the  proposed  revisions  are  available  for 
public  inspection  during  normal  business 
hours  at  the  EPA  Region  IX  office  at  the 
above  address  and  at  the  following  loca- 
tions: 

San  Diego  County  Air  Pollution  Control  Dis- 

irlcr.   9150   Chesapeake   Drive.   San   Diego, 

CA  92123 
California    Air    Re!*ources    Board.    1709    1 1th 

Street.  Sacrimento.  CA  95814 
Public    Information    Reference    Unit.    Room 

2922    iEP.\    Library).    401    M    Street    SW 

Washington.  DC   20460 

FOR  FURTHER  INFORMATION  CON- 
T.\CT 

David  R.  Souten.  Chief.  California  SIP 
Section  '415-556-7288' . 

SUPPLEMENTARY       INFORMATION 
The  November  10.  1976.  submittal  con- 
tamed  revisions  to  the  following  rules: 
.   Regul.^tion  I^-General  Provisions 

Rule 

2ik(  Definitions  (particulate  matter  I 

3  Standard  conditions. 

Regulation  II — Pebmits 

10.1  NSPS  and  VESHAPS  requirement* 

11.1  NESHAPS  exemptions 

19  1  NSPS  and  NESHAPS  sampling  and 

testing  ficiUties  requirements 

Regulation  IV — PaoHiBiriows 

50  Visible  emissions 

50.1  NSPS  and   NESHAPS   visible   emis- 

sioiis  requirements 
52  Particulate  matter 

52  1  NSPS     and     NESHAPS     particulate 

matter  requirements, 

53  Specific  contaminants. 

£3.2  NSPS   and   NESHAPS  specific   con- 

taminants  requirements 

54  1  .NSPS  and  NESHAPS  dust  and  fumes 

requirements. 

60  Clrctimventlon. 

61.1  NSPS   requirements   for  storage  of 

volatile  organic  compounds. 

62  Sulfur  content  of  fuels 

62  1  NSPS  requirements  for  sulfur  con- 

tent of  fuels. 

68.1  NSPS  requirements  for  oxides  of  ni- 

trogen from  fuel-burning  equip- 
ment. 

Regulation  V — Procedurb  Betore 
THE  Hearing  Board 

75  1  NSPS  and  NESHAPS  variance  pro- 

cedures 
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Regulation  X^Standahds  of  Pebfoimance 
FOR  New  Stationary  Sovrces  (NSPS) 

SUBPART  A— GENERAL   PROVISIONS 

260  1  Applicability. 

260  2  Definitions. 

260  3  Abbreviations. 

2604  Delegation. 

260.5  Determination    of    construction    or 

modlflcation. 

260  6  Review  of  plans 

260  7  Notlflcatlon  and  recordkeeping. 

260.8  Performance  tests. 

26C  9  I  Reserved  ] 

260  10  I  Reserved  I 

260.11  Compliance     with     standards     and 

maintenance  requirements. 

260  12  [Reserved! 

260.13  Monitoring  requirements. 

260  14  Modification. 

260  15  Reconstruction. 

SUBPART  B [reserved] 

SUBPART   C— (reserved) 

StJBPART     D — STANDARDS     OF     PERFORMANCE    FOR 
FOSSIL  FUEL-FIRED  STEAM  GENERATORS 

260.40  Applicability  and  designation  of  af- 
fected facility. 

260  41  Deflnltions. 

260  42  Standard  for  ptfirtlculate  matter 

260  43  Standard  for  sulfur  dioxide. 

260.44  Standard  for  nitrogen  oxides. 

260.45  Emission  and  fuel  monitoring. 
260  46  Test  methods  and  procedures. 

SUBPART   E [RESERVED] 

SUBPART   F — I  RESERVED] 

SUBPART  C [RESERVED] 

SUBPART    H — [RESERVED] 

I STANDARDS     OF     PERFORMANCE     FOR 

ASPHALT   CONCRETE   PLANTS 


StlBPAHT 


260  90       Applicability  and  designation  of  af- 
fected facility. 

26091  Definitions. 

26092  Standard  for  particulate  matter. 
260.93       Test  methods  and  procedures 

StTBPART     J — STANDARDS     OF     PERFORMANCE     FOR 
PETROLEUM    REFINERIES 

260.100  Applicability  and  designation  of  af- 
fected facility. 

260  101  Deflnltions. 

260  102  Standard  for  particulate  matter 

260  103  Standard  for  carbon  monoxide. 

260  104  Standard  for  sulfur  dioxide 

260.105  Emission  monitoring 

260.106  Test  methods  and  procedure.s 

StJBPART     K — STANDARDS     OF     PERFORMANCE    FOR 
STORAGE    VESSELS   FOR   PETHuLEX-M 

260.110     Applicability  and  designation  of  af- 
fected facility, 
260111     Definitions 

260.112  Standard   for   hydrocarbons. 

260.113  Monitoring  of  operations. 

SUBPART     L STANrARDS     OF     PERFORMANCE     FOR 

SECONDARY    LEAD   SMELTERS 

260  120     Applicability  and  designation  of  af- 
fected facility 
280  121     Definitions. 

260.122     Standard  for  particulate  matter. 
260  123     Test  methods  and  procedures. 

Regulation  XI — National  Emission  Stand- 
ards FOR  Hazardous  Ajr  Pollutants 
(NESHAPyi 


SUBPART    A- 


;  E.N  ERA  L    PROVISIONS 


36101  Applicability. 

361  02  Definitions. 

3til  03  Abbreviations. 

3*31  04  Delegation 

361  05  Prohibited  activities. 

361  06  Determination    of    construction 
modlflcation. 
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361.07  Application    for    approval    of   con- 

struction or  modification. 

361.08  Approval  by  control  officer. 

361.09  Notification  of  startup. 

361.10  Source  re-ortlng  and  waiver  report. 
36111        [Reserved! 

361  12  Emission  tests  and  monitoring. 

361.13  Waiver  of  emission  tests. 

361.14  Source  test  and  analytical  methods. 
3  3115  [Reserved] 

381  16        (Reserved] 
351.17       [Reserved[ 

SUBPART    B NATIONAL    EMISSION    STANDARD 

FOR    ASBESTOS 

36120  Applicability. 

36121  Definitions. 
361.22  Emission  standard. 
36123  Alr-cleanlng. 

361.24  Reporting. 

361.25  Waste  disposal  sites. 

SUBPART    C NATIONAL    EMISSION    STANDARD 

FOR    BERYLLIUM 

361.30  Applicability. 

33131  Definitions. 

361.32  Emission  standard. 

36133  Stack  sampling. 

361.34  Air  sampling. 

SUBPART    D NATIONAL    EMISSION    STANDARD 

FOR    BERYLLIUM    ROCKET    MOTOR    FIRIN6 

361.40  Applicability. 

361.41  DeSnitlons. 

361.42  Emission  standard. 

361.43  Emission    testing — rocket    firing   or 

propellant  disposal. 
361  44       Stack  sampling. 

SUBP.\RT    E — NATIONAL    EMISSION    STANDARD 
FOR    MERCURT 

36150  Applicability. 

3t;i  51  Definitions. 

36152  Emission  Standard. 

36153  Stack  sampling. 

361.54  Sludge  sampling. 

361.55  Emission  monitoring. 

The  February  10,  1977,  submittal  con- 
tair.ed  revisions  to  the  following  rules: 

REGULATION  rv — Prohibitions 

Rule 

61  Storage    of    volatile    organic    com- 

pounds. 

63  Volatile  organic  compound  loading 

facilities. 

68  Fuel-burning  equipment — oxides  of 

nitrogen. 

Under  Section  110  of  the  Clean  Air 
Act  a.-;  amended,  and  40  CFR  Part  51, 
the  .A.dmini.'^trator  is  required  to  approve 
or  disapprove  the  regulations  as  an  SIP 
revision.  The  Regional  Administrator 
hereby  issues  this  notice  setting  forth 
these  revisions  as  propo.sed  rulemaking 
and  advises  the  public  that  interested 
person.^;  may  participate  by  submitting 
written  comments  to  the  Region  IX 
office  Relevant  comments  received  on  or 
before  July  5,  1977.  will  be  considered. 
Comments  rtceived  will  be  available  for 
public  inspection  at  the  Region  IX  office 
and  the  EP.\  Public  Information  Ref- 
erence Unit. 

AiTHORrTYi  Sections  110  and  301  of  the 
Clean  Air  Act,  as  amended    (42  U.S.C.  1857c- 

5) 

Dated:  May  25,  1977. 

t 

Paul  De  Falco,  Jr., 
Regional  Administrator. 
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ADMINISTRATION 

[41  CFR  Part  101-26] 

PROCUREMENT  AND   REQUISITIONING 
OF   ITEMS   AND   SERVICES 

AGENCY:  General  Services  Administra- 
tion. 

ACTION:  Proposed  rule. 

SUMMARY:  Notfce  is  hereby  given  that 
the  General  Services  Administration 
<GSA>  proposes  to  amend  the  regula- 
tions in  Part  101-26  to  incorporate  ref- 
erences to  the  new  GSA  Handbook.  Dis- 
crepancies or  Deficiencies  in  GSA  or  DOD 
Shipments,  Material,  or  Billings;  pro- 
vide updated  provmons  to  reflect  recent 
changes  in  GSA  and  Defense  Logistics 
Agency  (DLA)  supply  support  responsi- 
bilities; and  include  minor  procedural 
changes.  Pursuant  to  publication  of  the 
new  handbook  and  changes  in  supply- 
support  responsibilities  between  GSA 
and  DLA,  it  is  necessarj-  to  amend  Part 
101-26  to  reference  the  new  handbook 
and  provide  updated  regulations  to  re- 
flect the  new  supply  support  responsi- 
bilities. This  proposed  rule  will  amend 
Part  101-26  accordingly. 

DATES:  Comments  must  be  received  on 
or  before  June  20,  1977. 

ADDRESSES:  Written  comments  should 
be  sent  to  the  General  Services  Admin- 
istration (FFY) ,  Washington,  DC.  20406. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  John  I.  Tait.  Director,  Regula- 
tions and  Procedures  Management  Di- 
vision, Office  of  Customer  Service  and 
Support,  Federal  Supply  Service.  Gen- 
eral Services  Admimstration.  Wash- 
ington. D.C.  20406  1703-557-1914). 
It  is  proposed  to  amend  Part  101-26 
as  follows: 

PART  101-26 — PROCUREMENT  SOURCES 
AND   PROGRAMS 

The  table  of  contents  for  Part  101-26 
is  amended  to  delete  §§101-26.603-1, 
101-26.603-2,  101-26  603-3,  101-26.603-4, 
and  101-26.4904-1520  and  to  add  or  re- 
vise the  following  entries: 

Sec. 

101-2S.602  Fuels  and  packaged  petroleum 
products  obtained  from  or 
through  the  Defense  Logis- 
tics .'Agency, 

101-28.603  Electronic  items  available  from 
the  Defense  Logistics  Agency 

101-25.605  Items  other  than  petroleum 
products  and  electronic 
items  available  from  the  De- 
fen.se  Logistics  Agency. 

101-28.606  Supply  support  available  from 
the  inventory  control  points 
of  the  military  departments. 

101-26.607         Billing 

101-26.607-1     Payments 

101-26.607-2     Adjustments 

101-26.607-3     Emergency  requirements. 

Subpart  101-26.1 — General 

Section  101-26. 100-3(b)  is  amended  as 
follows : 
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§  101-26.100-3      V^arranlics. 

*  *  >  >  • 

(b>  Using  activities  shall  take  the  fol- 
lowing actions  when  items  or  .services 
I  except  for  automotive  vehicles  and  com- 
ponents which  are  subject  to  the  provi- 
sions of  §  101-26. 501-6ib)  )  covered  by 
warranty  provisions  are  found  to  be  de- 
fective during  the  warranty  period 

*  •  •  «  * 

Subpart    101-26.3 — Procurement    of   GSA 
Stock  Items 

1.  Section  101-26.305  lai  and  ic  are 

revised  as  follows: 

§  101—26.305      Submission    of    ordcT".    to 
GSA. 

(a>  Orders  shall  be  submitted  in  ac- 
cordance with  the  instructions  in  the 
FEDSTRIP  Operating  Guide  <FPMR 
101-26.2). 

*  »  •  •  - 

ic  ■  Sufficient  funds  should  be  reserved 
by  the  requisitioner  to  cover  expenses  in- 
curred by  GSA  in  export  packing,  mark- 
ing, documentation,  etc.  GS.A.  will  as.-ess 
a  surcharge  on  all  material  ordered  and 
delivered  to  cu.'^tomers  in  certain  over- 
seas areas.  The  surcharge  is  a  percentage 
factor  of  the  value  of  the  material  ship- 
ped. Information  on  the  specific  areas 
and  the  current  percentage  of  surcharge 
is  included  in  the  GS.^  Handbook.  Dis- 
crepancies or  Deficiencies  in  GS.'^  or 
DOD  Shipments.  Material,  or  Billmgs 
'FPMR  101-26.8'. 

2.  Section  101-26.310  is  amended  as 
follows: 

§  101— 26.."?  10      Ordering      and      8hippin{: 
errors. 

In  accordance  with  the  provisions  of 

this  J  101-26  310,  GSA  may  authorize 
agencies  to  return  for  credit  material 
that  has  been  ordered  in  error  by  the 
agency.  Material  shipped  in  error  by 
GS.A  IS  sub.ject  to  the  provisions  of  the 
GSA  Handbook.  Discrenancies  or  Defi- 
ciencies in  GS.^  or  EKDD  Shipments.  Ma- 
terial, or  Billings  iFPMR  101-26,8'. 
Credit  will  be  based  en  the  selling  price 
billed  the  agency  at  the  time  shipment 
was  made  to  the  agency,  with  the  adjust- 
ment reflected  in  current  or  future  'oill- 
ings.  Mat.erial  shall  not  be  return  until 
appropriate  documents  authorizing  such 
action  are  received  from  tlie  shipping 
GS.A  region. 

<a'  The  return  of  material  by  an 
agency,  to  correct  ordering  errors,  may 
be  authorized  and  later  accepted  by 
GSA:  Prm'ided. 

<  1 '  The  value  of  the  material  exceeds 
$25  per  line  item  based  on  the  selling 
price  billed  the  customer. 

«  •  »  *  A 

(4)  Each  item  is  identified  with  a 
specific  purchase  order  or  requisition 
number. 

'5'  The  condition  of  the  material  is 
acceptable  on  inspection  by  GSA  When 
it  is  not  acceptable,  disposition,  without 
credit,  will  be  made  by  GSA  However, 
when  the  condition  L';  attributable  to  car- 
rier negligence,  subsequent  credit  al- 
lowed by  GSA  will  be  reduced  by  the 


amount  to  be  paid  the  aeency  by  the 
carrier  for  damages  incurred 

(6»  The  merchandise  to  be  returned 
will  not  adverselv  affect  the  GSA  nation- 
wide inventory  situation. 

i7i  The  return  transportation  costs 
are  not  excessive  in  relation  to  the  cost 
of  the  material. 

tb'  Transportation  costs  on  material 
specificallv  authorized  for  return  by  a 
regional  office  will  be  paid  by  the  agency. 
Claims  against  carriers  for  discrepancies 
in  shipment  will  also  be  the  responsibil- 
ity of  the  agency  in  accordance  with  the 
provisions   of   Subpart    101-40.7. 

3.  Section  101-26. SlUbi  is  revised  as 
follows 

§  101-2().311      Kruslraled  shipnienls. 

>  »  *  •  • 

ibi  Requests  to  GSA  for  disposition 
insti-uctions  shall  be  directed  to  the  GS.A 
office  which  made  or  directed  .shipment 
Data  provided  by  the  agency  shall  in- 
clude the  original  requisition  document 
number,  purchase  order  number  <  if  any  i . 
supplementary  addres.ses,  and  present 
location  of  the  frustrat^ed  shipment.  In 
addition,  the  agency  should  furnish  the 
Government  bill  of  lading  number  or 
( ommercial  bill  of  lading  reference  and 
tiie  carrier  s  freight  or  waybill  number. 


is  revi^ea 


Subpart     101-26.4 — Purchase     of     Items 
From   Federal   Supply  Schedule  Contracts 

Section   101-26. 403-2-b»  >3. 
as  follows: 

§  101-26. +03-2      Iiispootion. 


lb)    *  •  * 

(3)  Agency  reports  of  nonconforming 
sup::lies  ordered  tlirough  Federal  Supply 
Schedules  and  inspected  at  .'iource  by 
GSA  shall  be-  submitted  to  GS.A  in  ac- 
cordance with  the  provisions  of  the  GS.A 
Handbook.  Discrepancies  or  Deficiencies 
m  GS.A  or  DOD  Shipments,  Material,  or 
BiUmgs  'FPMR  101-26  8' 

Subpart   101-26.6 — Procurement  Sources 
of  the  Department  of  Defense 

1.  Section  101-26.600  is  revised  as  fol- 
lows : 

§  101— 26.(>00      Scope  and  applicability  of 
subpart. 

This  subpart  prescribes  the  policies, 
procedures,  and  limitations  relating  to 
civil  agency  use  of  procurement  sources 
of  the  Department  of  I>efense  iDOD', 
which  mclude  the  Defense  supply  cen- 
ters of  the  Defense  Logistics  Agency 
iDL/v  and  the  inventory  control  points 
of  the  military  departments.  Tlie  provi- 
sions of  this  Subpart  101-26.6  are  appli- 
cable to  executive  agencies  unless  other- 
wise specifically  indicated.  Other  Fed- 
eral agencies  are  encouraged  to  obtain 
their  requirements  in  the  same  manner. 

2.  Section  101-26  502  is  revised  as  fol- 
lows : 

§  101-26.602  Fu.U  und  packaged  pe- 
trolt'uin  produci-  oblaitifd  from  or 
tlirousili  tlip  Ucfenso  Logistics 
\e*'>c> . 

I  a '  Agencies  shall  be  governed  by  the 

provisions  of  this  >  101-26.692  m  obtain- 


ing requirements  of  coal,  petroleum  fuels, 
and  certain  petroleum  products  from  or 
through  the  Defense  Logistics  Agency. 

( b  I  The  Defense  Logistics  Agency  has 
been  assigned  the  supply  responsibility 
for  these  materials  which  will  be  avail- 
able either  from  contracts  (or  contracts 
summ.arized  in  contract  bulletins)  issued 
bv  the  Defense  Fuel  Supply  Center, 
Alexandna.  VA.  or  through  FEDSTRIP, 
MILSTRIP  requisitions  placed  on  the 
Defense  General  Suoply  Center.  Rich- 
mond. VA.  in  accordance  with  instruc- 
tions contained  in  §  101-26.602-2.  Agen- 
cies submirting  estimates  of  requirements 
which  are  summarized  in  the  Defense 
Fuel  Sup'^ly  Center  contract  bulletins  are 
obligated  to  procure  such  requirements 
from  the.se  contracts.  Estimates  sub- 
mitted shall  not  include  requirements 
normally  obtained  through  service  sta- 
tion deliveries  utihzmg  the  U.S.  Govern- 
ment National  Credit  Card. 

3.  Section  101-26.602-2  is  amended  as 
follows : 

§  101-26.602-2       I'r.M  ur.  riicnl    of    purk- 
ae<-<l  p«-lrtiii'imi  prixliirts. 

ia»  Packaged  petroleum  products 
listed  in  the  Federal  Supply  Catalog  for 
Civil  .Agencies  shall  be  obtained  by  sub- 
mitting requisitions  prepared  in  accord- 
ance with  the  FEDSTRIP  Operating 
G'.udP  FPMR  101-26.2  >  to  the  Defense 
General  Supply  Center  (DGSC'.  Rich- 
mond. VA  23219.  using  routing  identifier 
code  S9G.  The  Federal  Supplv  Catalog 
for  Civil  Agencies  may  be  obtained,  upon 
written  request,  from  the  Commander. 
Defense  Logistics  Services  Center.  Attn: 
DLSC-T.  Battle  Creek,  MI  49016.  Req- 
uisitions for  packaeed  petroleum  items 
not  in  this  catalog  and  not  otherwise  in- 
cluded in  Defense  Fuel  Supply  Center 
(DFSCi  procurements  under  the  provi- 
sions of  §  101-26.602-1  may  be  submitted 
to  DGSC  DGSC  will  supply  the  items 
from  inventory  or  wiU  refer  the  requisi- 
tions to  DFSC  for  purchase  and  direct 
delivery  to  the  requisitioner.  Packaged 
petroleum  items  may  be  obtained  from 
other  Federal  activities  bv  agreement 
with  the  activity  concerned  or  bv  local 
purchase  when  such  action  is  authorized 
under  the  provisions  of  the  Defense 
Logistics  Agencv  (DLAi  local  purchase 
policy  contained  in  pa  raeraph  <  b  > .  b^low. 

( b )  Activities  may  effect  local  purchase 
of  any  DLA-managed.  centrally  procured 
item,  commercially  available,  provided 
the  purchase: 

(2)  Is  to  satisfy  a  routine  requirement 
having  a  total  line  value  not  in  excess 
of  $25  and  is  determined  to  be  the  most 
economical  method  of  supply. 

«  s  •  •  • 

<d)  (Fleservedl 
(e>  I  Reserved] 
(f)    [Reserved] 

4.  Section  101-26.602-3  is  amended  as 

follows: 

§  101-2(1.602-3  Prorurpnicnt  of  paso- 
iitip.  fuel  oil  (diesri  and  burner), 
kerosene,  and  solvents. 

(ai  Estimates  of  annual  requirements 
will  be  solicited  annually  by  the  Defense 
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Fuel  Supply  Center  from  agencies  on 
record  so  as  to  reach  that  activity  ap- 
proximately 45  calendar  days  before  the 
due  date  shown  in  the  Defense  Fuel  Sup- 
ply Center  geographic  alignment  of 
States  set  forth  in  5  101-26  602-3  'd'  and 
(e).  The  requirements  call  will  be  ac- 
complished by  mailing  a  computer-pro- 
duced record  of  the  file  data  for  each  de- 
livery point  that  has  been  identified  to 
each  submitting  addressee;  instructions 
for  validation  and  return  will  be  in- 
cluded. Activities  not  on  record  but  re- 
quiring procurement  support  shall  pre- 
pare and  submit  estimates  on  DFSC 
Form  15  18  to  the  Defense  Fiel  Supply 
Center,  Cameron  Station.  Alexandria.  VA 
22314.  An  illustration  of  DFSC  Form 
15;  18  is  contained  m  5  101-26.4904-1518 
Copies  may  be  obtained  on  request  from ; 
Commander,  Defense  Fuel  Supply  Cen- 
ter, Attention:  DFSC-OD.  Cameron  Sta- 
tion. Alexandria.  VA  22314. 

»  •  •  *  • 

(2>  Estimates  shall  not  be  submitted 
when  the  minimum  quantities  to  be  de- 
livered to  any  one  point  on  a  single  de- 
livery are  less  than  the  following  mini- 
mums,  unless  the  activity  does  not  have 
the  authority  or  capability  to  procure 
locally. 

Minimum   quantiti/ 
furnished  on  a 
Delivery  method:  single  delivery 

Drums 4  drums  (200-220  gals.) . 

TarJc    wagon..     50  eals. 

Transport  Full    truckload    (5.200- 

truck 7,500   pals,  i . 

Tank    car Full      carload      (8.000- 

12.000  gals.  I 

'bi  Agency  requirements  will  be  solic- 
ited for  procurement  by  the  Defense 
Fuel  Supply  Center,  and  contracts  re- 
sulting from  tiiese  solicitations  will  be 
summarised  in  contract  bulletins,  sepa- 
rately for  each  Defense  Fuel  Supply 
Center  geographic  region,  and  di.>trib- 
uted  to  agercies  on  record  Activities  re- 
quiring additional  contract  bulletins 
shall  .submit  requests  to:  Commander, 
Defense  Fuel  Suppiv  Center,  Attention: 
DFSC-OD.  Cameron  Station,  Alexandria, 
VA  22314. 

I  c  I  The  items  covered  in  contract  bul- 
letins Lssued  bv  the  Defense  Fuel  Supply 
Center  are  in  accordance  with  the  latest 
issue  of  the  applicable  Federal  specifica- 
tion. Agency  requirements  submitted 
for  products  not  under  a  Federal  speci- 
fication must  include  accurate  and  com- 
plete product  laboratory  analysis. 

Id'  The  following  illustrates  the  De- 
fense Fuel  Supply  Center  geographic 
ali^'-nment  of  the  States,  the  delivery  pe- 
riods covered  for  each  region,  the  identi- 
fication of  purchase  programs,  and  the 
due  dates  for  submission  of  requirements 
for  motor  gasoline,  fuel  oil  idiesel  and 
burner' .  and  kerasene. 

Motor  gasoline,  /uel  oils    {diesel  and 
heating),  ant)  keronene 


State 


Delivery  period 


Require- 
ments 
due  date 


Sutp 


I'"livprv  [vriod 


Require- 
ments 
due  dale 


Alaska— Purchase      pro-    July  1  to  June  30. ..  Jan.      1 

gram  3.9.' 
Hawaii— P*urrhase     pro-    Jan.  1  to  Dec.  31. -.  July      1 

gram  3.10.> 


DFSC     region     1  — Pur     Sept.  1  to  Aug.  31. .  Mar.     1 
chii.se  program  3.21: 

Connecticut- Sept.  1  to  Aug.  31..  AIr»r,     I 

Maine do..; Do. 

Massachusetts. do Do. 

New  ILimpsliire do Do. 

Rhode  Island do Do. 

\>rmont -..do Do. 

DFSC     region    2— Pur- 
chase program  3.22: 

NewJer.<»'y. Oct.  1  to  Sept.  30...  Apr.     1 

New  York do Do. 

IVnnsylvania do Do. 

DFSC     region    3— Pur- 
tha.se  program  3.23: 

Delaware Aug.  1  to  July  31...  Feb.     1 

District  ol  Columbia do Do. 

Indiana do Do. 

Kentucky do Do. 

Maryland _ do Do. 

Ohio do Do. 

Tennessee do Do. 

\  irginia do -  Do. 

We.si  \irginia do -  Do. 

DFSC     region     i— Pur- 
chase program  3.24: 

Alabama Apr.  1  to  Mar.  31...  Oct.      1 

Arkansas —do -  Do. 

Florida do Do. 

(leorgia do Do. 

Louisiana. -i do Do. 

Mississippi do Do. 

Missouri. do Do. 

North  Carolina. -.do Do. 

South  Carolina do Do. 

Puerto  Kico do -  Do. 

Virgin  Islands do Do. 

DFSC     region     5— Pur- 
chase program  3.25: 

Illinois May  1  to  Apr.  30. . .  Nov.    l 

Iowa do Do. 

Michigan... do Do. 

.Minnesota..  - do Do. 

WIscon.sin do..i Do. 

DFSC     region    6— Pur- 
chase program  3.26: 

Colorado June  1  to  May  31 . . .  Dec.     1 

Kansiis do Do. 

Nebraska do Do. 

New  .Mexico. do Do. 

North  Dakota do Do. 

Oklahoma do Do. 

South  Dakota do Do. 

Texas do Do. 

Wyoming do Do. 

DFSC     region    7— Pur- 
chase program  3.27: 

Ariwna Nov.  1  to  Oct.  31...  May     1 

California - do Do. 

Nevada do.. Do. 

Utah do Do. 

DFSC     region     8— Pur- 
chase program  3.28: 

Idaiio  July  1  to  June  30...  Jan.      1 

Montana do Do. 

Oregon do Do. 

Washington do Do. 


>  Includes  solvents. 

Note.—  Program  3.23  does  not  include  requirements  for 
those  activities  supported  by  the  G3A  region  3  fuel  yard 

(e)  Estimates  of  requirements  for  sol- 
vents to  be  delivered  in  the  continental 
United  States.  Puerto  Rico,  and  the  Vir- 
gin Islands  during  the  period  January  1 
through  December  31  shall  be  submitted 
to  arrive  at  the  Defense  Fuel  Supply 
Center  by  the  preceding  July  1.  The 
purchase  program  identification  is  3.11. 

<  f  I  Estimates  of  requirements  for  avia- 
tion fuels  for  delivery  in  the  United 
States  shall  he  submitted  in  accordance 
with  section  II,  chapter  1,  of  DOD 
4140. 23-M,  Procedures  for  the  Manage- 
ment of  Petroleum  Products. 

(g>  Requirements  for  aviation  fuels 
(all  grades i  shall  be  submitted  in  ac- 
cordance with  DFSC  Regulation  4220.1, 
Requirements  Submission  Schedule  for 
Petroleum  Products.  Copies  of  DFSCR 
4220  1  may  be  obtained  from  the  Defense 
Fuel  Supply  Center  iDFSC-W>,  Cam- 
eron Station,  Alexandria,  VA  22314. 


(h)  Requirements  for  petroleum  fuels 
at  locations  other  than  as  identified  in 
this  §  101-26.602-3  may  be  obtained  from 
other  Federal  activities  by  agreement 
with  the  activity  concerned  or  from  local 
purchase  sources,  when  local  purchase 
authority  and  capability  exists,  or  by 
submitting  requests  direct  to  the  Defense 
F\iel  Supply  Center,  Attention:  DFSC- 
OD,  Cameron  Station,  Alexandria,  VA 
22314.  if  centralized  procurement  Ls  de- 
sired. 

5.  Section  101-26.602-4' di  is  revised  as 
follows ; 

§101—26.602-4      Procurement  of  roal. 

«  *  »  «  • 

^d)  Copies  of  DD  Form  416  may  be  ob- 
tained from:  Commander,  Defense  Fuel 
Supply    Center,    Attention:     DFSC-PE. 
Cameron  Station,  Alexandria,  VA  22314. 
«  »  •  «         * 

6.  Section  101-26.603  is  revised  as 
follows : 

§  101—26.603      Eirrtronic  itein.'>  available 
from  the  Defense  I>opistie*  .\pency. 

Executive  agencies  shall  obtain  their 
requirements  for  electronic  items  listed 
in  the  Federal  Supply  Catalog  for  Civil 
agencies  (FSC  group  59.  except  classes 
5940,  5970,  5975,  5977,  and  5995)  from 
the  Defense  Electronic  Supply  Center 
(DESC» ,  DLA.  Requisitions  shall  be  pre- 
pared in  accordance  with  the  FEDSTRIP 
Operating  Guide  and  submitted  to  DESC, 
1507  Wilmington  Pike,  Dayton,  OH 
45401,  using  routing  identifier  code  S9E. 
Items  listed  in  classes  5940.  5970.  5975, 
5977,  and  5995,  unless  managed  as  excep- 
tions by  GSA,  shall  be  obtained  from  the 
Defense  General  Supply  Center  <DGSC ' . 
Richmond.  VA  23297.  Electronic  items 
may  be  obtained  from  local  purchase 
sources  when  such  action  is  authorized 
under  the  provisions  of  §  101-26.602-2 
(b) .  DESC  may  return  requisitions  for 
local  purchase  under  the  same  condi- 
tions governing  the  return  of  requisitiorvs 
by  DGSC  set  forth  in  §  101-26.602-2(0. 

§§  101-26.603-1  thru  101-26.603-4 
[Deleted] 

7.  Sections  101-26,603-1  through  101- 
26.603-4  are  deleted. 

8.  Section  101-26.605  is  revised  £is 
follows : 

§  101-2^.603  Items  other  than  petro- 
leum prodiK'ls  and  electronic  items 
available  from  llie  Defence  Logistics 
Agency. 

Agencies  required  to  use  GSA  supply 
sources  should  also  use  Defense  supply 
centers  (DSC's)  as  sources  of  supply  for 
items  listed  in  the  Federal  Supply  Cata- 
log for  Civil  Agencies,  Descriptive  and 
Management  I>dta  List,  published  by 
DLA,  By  agreement  with  the  Defense 
Logistics  Agency,  the  catalog  will  contain 
only  those  items  in  Federal  supply  clas- 
sification cl.asses  which  are  assigned  to 
them  for  Grovernment-wide  integrated 
management,  or  exception  items  in  other 
classes  similarly  assigned,  A  list  of  DSC's 
and  their  corresponding  commodity 
areas  along  with  requisitioning  instruc- 
tions are  published  in  the  FEDSTRIP 
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Operating  Guide.  As  additional  items  are 
assigned  to  managers  other  than  GSA 
for  Government-wide  integrated  mate- 
rial management,  GSA  will  announce  the 
changes  through  the  Federal  Catalog 
System  and  GSA's  regular  supply  pub- 
lications. 

9.  Section  101-26  606  is  revised  as 
follows ; 

§  101-26.606  .'^upplv  Mipport  available 
from  the  iiivrnlor*  control  points  of 
the  niililar>  dciiarlmcnl.*. 

Federal  civil  agencies  may  obtain  items 
of  supply  which  are  procured  and  man- 
aged by  the  inventory  control  points 
'ICPi  of  the  Army,  Navy,  and  Air  Force 
and  are  available  in  the  United  States, 
provided  that  a  national  stock  number 
has  been  assigned  to  the  items.  A  list 
of  ICP's  and  their  corresoonding  com- 
modity areas  is  in  the  FEDSTRIP  Oper- 
ating Guide.  Agencies  should  also  refer 
to  the  FEDSTRIP  Operating  Guide  for 
additional  information  concerning  sup- 
ply support  from  the  ICP's  and  for  in- 
structions on  obtaining  items  from  these 
sources. 

10.  Sections  101-26  607.  101-26  607-1. 
101-26.607-2,  and  101-26.607-3  are  added 
as  follows : 

5  101-26.607      Hilling. 

Unless  other  arrangements  have  b^en 
made  between  the  Defense  Logistics 
Agency  and  the  requisitioning  activity, 
billings  for  sales  will  be  rendered  at  least 
monthly  on  Standard  Form  1080, 
Voucher  for  Transfers  Between  Appro- 
priations and  or  Funds,  supported  by  a 
listing  of  documents  including  identifi- 
cation of  requisitions  and  related  cards 
reflecting  data  pertaining  to  the  gross 
sale,  tiie  retail  lo.ss  allowance,  and  any 
credits  for  adjustments  applicable  to 
prior  billings.  In  addition  to  these 
charees.  an  accc^-^onal  chanee  will  be 
made  on  shipments  destined  for  overseas 
to  cover  expenses  incident  to  overseas 
packing,  handling,  and  transportation. 
Tlie  Etefense  supply  centers  shall  be  pro- 
vided with  a  continental  U.S.  address 
for  payment  of  bills  for  overseas  ship- 
ments. 

§  101-26.607-1        Pavmenlv. 

Payments  are  expected  to  be  made 
within  15  calendar  days  of  receipt  of 
the  Standard  Form  1080  from  the  De- 
fense supply  centers.  Payment  shall  not 
be  deferred  until  receipt  of  shipment  or 
withheld  pending  resolution  of  adjust- 
ments. 
§  101-26.607-2      Adjuslmenls. 

Requests  for  billing  adjustments 
should  be  submitted  m  accordance  with 
chapter  5  of  the  GS.A  Handbook.  Dis- 
crepanoies  or  Deficiencies  in  GSA  or 
DOD  Shipments,  Material,  or  Billings 
•  FPMR  101-26.8). 


Subpart  101-26.49 — Illustrations  of 
Forms 

§  101-26.4904-1520       I  Deleted  1 

Section  101-26.4904-1520  is  deleted. 

(Sec.  205tc),  63  Slat.  390;  40  U  S  C.  486(C).) 

Note. — The  General  Services  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  maior  proposal  requiring  prep- 
aration of  an  Inflation  Impact  Statement 
under  Executive  Order  1 1821  and  OMB  Circu- 
lar A-I07. 

Dated:  May  17,  1977. 

Jay    H.    Bolton, 
Acting  Commission, 
Federal  Supply  Service. 
jFR  DOC.77-J5629  Filed  6-2-77:8:45  am| 


§  101-26.607-3      Emergency  require- 

ments. 

In  cases  of  public  exigency,  items 
available  from  the  Defense  Logistics 
Agency  may  be  procured  from  other 
sources  as  provided  m  §  1-3.202. 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[47   CFR    PART   68] 

\V>ockel'S"  2;  182,  RM  28291 

TELEPHONE    EQUIPMENT   REGISTRATION 

Order  extending  time  for  filing  comments 
and  reply  comments 

AGENCY:       Federal      Conununications 

Comnussion. 

ACTION:  Extension  of  time. 

SUMMARY;  Comment  and  reply  dates 
are  extended  to  allow  preparation  of 
me.iningful  comments  on  the  complex 
issues  of  this  proceeding.  Motions  for  ex- 
tension of  time  were  filed  by  American 
Telephone  and  Telegraph  Co.  and  Exxon 
Enterprises,  and  were  opposed  by  Auto- 
mation Electronics  Corporation.  A  thirty 
day  extension,  rather  than  the  requested 
ninety-day  extension,  was  granted  under 
delegated  authority. 

DATES;  Comments  must  be  received  on 
or  before  June  10,  1977.  Reply  Comments 
must  be  received  on  or  before  June  30, 
1977 

ADDRESSES:  Send  comments  to; 
Federal  Communications  Commission, 
Washington.  DC.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Michael  S.  Slomin,  Policy  and  Rules 
Division,  Common  Carrier  Bureau, 
202-632-9342. 

SUPPLEMENTARY  INFORMATION; 

Adopted:  May  24.  1977. 

Released:  May  31.  1977. 

By  the  Chief.  Common  Carrier  Bu- 
reau: 

In  the  matter  of  Amendment  of  Part 
68  of  the  Commission's  Rules  (Telephone 
Equipment  Registration)  to  Specify 
Standards  for  and  Means  of  Connection 
of  Telephone  Equipment  to  Lamp  and  or 
Annunciator  F\inctions  of  Svstems. 

1.  American  Telephone  and  Telegraph 
Company  'AT&T'  had  filed  a  motion  to 
extend  the  time  for  filing  comments  in 
this  proceeding  from  the  then-specified 
date  of  May  10,  1977  until  August  10, 
1977  '  90  days ) .  claiming  that  such  addi- 
tional tune  was  necessary  for  extensive 
review  and  analysis  of  the  five  complex 
and  far-reaching  issues  set  for  comment 


in  the  Notice  of  Proposed  Rulemaking 
herein.  FCC  77-228  released  AprU  1.  1977 
(42  FR  20315.  Apr.  19,  1977'. 

2.  Bv  order  published  in  the  Federal 
Register,  42  FR  25342,  May  17,  1977,  the 
Chief.  Common  Carrier  Bureau  reserved 
judgment  on  AT&T's  motion,  invited  in- 
terested parties  to  comment  on  the  ad- 
visability of  granting  this  90  extension, 
and  extended  the  dates  for  comments 
and  replies  15  days  to  allow  for  such 
comment.  By  pleading  filed  May  2.  1977. 
.Automation  Electronics  Corporation  has 
opposed   AT&T's    request,   arguing   that 

.while  the  issues  of  the  procedeing  may 
well  be  broad,  the  issues  surrounding 
Automation's  equipment  which  caused 
.Automation  to  file  its  petition  for  rule- 
making herein  (RM-2829'  in  the  first 
instance  are  narrow  and  do  not  require 
a  90  day  period  to  address.  In  addition, 
Exxon  Enterprises  has  filed  a  motion 
for  a  short  <  1  week  >  extension  of  time, 
independent  of  AT&T's  motion. 

3.  Our  intent  is  to  secure  meaningful 
comments  herein,  and  we  have  no  desire 
to  unreasonably  burden  any  party — 
AT&T  or  Automation.  Automation  is  a 
small  company  which  presently  cannot 
market  its  equipment  outside  of  Califor- 
nia unless  this  procedeing  ultimately  al- 
lows for  registration  and  connection  of 
its  equipment  under  Part  68  of  our  rules. 
.AT&T,  on  the  other  hand,  claims  that  its 
staff  assigned  to  analysis  of  interconnec- 
tion and  equipment  registration  issues 
is  limited,  and  that  it  cannot  produce 
meaningful  comments  in  the  present 
time-frame  for  this  proceeding. 

4.  We  are  not  persuaded  that  a  full  90 
day  time  period  is  required  to  prepare 
comments  on  the  issues  involved.  AT&T 
has  been  aware  of  the  problems  posed  by 
Automation's  equipment — equipment  re- 
quiring a  series  connection  to  the  lamp 
functions  of  key  telephone  systems — at 
least  since  September  29.  1976.  when  it 
filed  a  complaint  with  the  Commission 
.seeking  recision  of  our  grant  of  registra- 
tion to  Automations  Model  1001  Call 
Sequencing  System.  See  Order  to  Show 
Cause.  Memorandum  Opinion  and  Or- 
der in  Docket  No.  21183.  FCC  77-229,  re- 
lea.sed  April  7.  1977  i42  FR  18639,  April 
8.  1977  > ,  at  paragraph  13. 

5.  A  one  month's  extension  of  time 
presently  appears  warranted.  According- 
ly, pursuant  to  Sections  0.303  and  146 
of  the  Commission's  Rules.  47  CFR 
5  5  0.303  and  1.46.  IT  IS  HEREBY  OR- 
DERED. That  interested  parties  may  file 
comments  on  the  issues  and  proposed 
rules  of  Docket  No.  21182  on  or  before 
June  10.  1977  and  replies  to  such  com- 
ments may  be  filed  on  or  before  June 
^0.  1977. 

6.  It  is  further  ordered.  That  AT&T's 
motion  for  extension  of  time  dated  May 

3.  1977  is  hereby  granted  in  part,  and 
Exxon's  motion  for  extension  of  time 
dated  May  20.  1977  is  rendered  moot  by 
the  action  herein. 

FEDERAL  Communications 

Commission. 
Walter  R.  Hinchman, 
Chief.  Common 
Carrier  Bureau. 
[FR  Doc.77- 15763  Filed  6-2-77:8:45  am| 
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INTERSTATE   COMMERCE 
COMMISSION 

[49CFRCh.  X] 
I  Ex  Parte  No.  MC-1071 

MOTOR  CARRIER  LICENSING  OF  ECO- 
NOMICALLY   DISADVANTAGED    PERSONS 

AGENCY     Interstate   Commerce   Cwn- 

missjon 

ACTION   Notice  of  Petition  for  Proposed 

Rulemaking. 

SUMMARY  By  petition  filed  May  26. 
1977,  the  Minority  Trucking-Traaspor- 
tation  Development  Corporation  requests 
iiistitution  of  a  rulemaking  proceeding 
by  this  Commission  to  il)  allow  eco- 
nomically dLsadvantaged  persons  to  com- 
pete more  effectively  for  shipments  of 
freight  by  government  agencies  and  de- 
partnients:  i2>  ease  entry  requirements 
and  simplify  application  proceedings  by 
such  persons  before  this  Commission  in 
seeking  to  handle  the  involved  govern- 
ment freight;  and  '3)  to  implement 
existing  Federal  policy  to  foster  and  pro- 
mote small  and  minority  business 
enterprises. 

DATES    Comments  are  due  on  or  before 

August -J.  1977. 

ADDRESSES:  Send  comments  to;  Sec- 
retarv.  Interstate  Commerce  Commis- 
sion. Washington,  DC.  20423. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Michael  Erenberg.  Assistant  Deputy 
Director.  Office  of  Proceedings.  Inter- 
state Commerce  Commission.  Wash- 
mgton,  DC  20423,  Telephone:  202- 
275-7292 

SITTLEMENTARY       INFORMATION; 

By  petition  filed  May  26.  1977,  tlie  Mi- 
nority Trucking-Transportation  Devel- 
opment Corporation  MTTDC  >  requests 
institution  of  a  rulemaking  proceeding 
by  the  Commission  to  facilitate  the  ef- 
fort's of  minority  and  small  truckmg 
firms  to  acquire  Commission  operating 
rights  to  compete  for  and  provide  trans- 
portation services  to  United  States  Gov- 
ernment Departments  and  Agencies.  The 
petition  recites  that  of  $1  5  billion  spent 
annually  by  the  Government  for  con- 
tracted transportation  service,  minority 
trucking  firms  received  less  than  $300,000 
of  such  revenues  Petitioner  contends 
that  the  problem  for  minority  and  other 
disadvantaged  truckers  seeking  to  ac- 
quire government  transportation  con- 
tracts IS  that  they  find  existing  licensing 
procedures  of  the  Commission  to  be  dif- 
fii-ult,  time-consuming,  and  too  costly. 

Petitioner,  therefore,  propcses  that 
this  rulemaking  proceeding  find  that 
public  convenience  and  necessity  require 
operation  by  fit  and  capable  economi- 
cally disadvantaged  persons  to  transport 
shipments  of  United  States  Government 
freight:  that  the  Commission  establish 
simplified  application  procedures  i  in- 
cluding the  waiver  of  application  forms 
and  filing  fees)  and  expedited  proceed- 
ings for  such  persons  seeking  operating 
rights  to  handle  the  involved  government 


PROPOSED   RULES 

traffic;  and  that  the  Commission  seek 
to  implement  existing  Federal  policy  to 
foster  and  promote  small  and  minority 
business  < trucking)  enterprises.  In  sum. 
the  proposal  seeks  to  ease  Commission 
entry  requirements  for  economically  dis- 
advantaged persons  seeking  to  partici- 
nate  in  the  transportation  of  United 
States  Government  freight  only. 

Oral  hearings  do  not  appear  to  be 
necessary  at  this  time,  and  none  Ls  con- 
templat€d.  Anyone  wishing  to  present 
views  and  evidence,  either  in  support  of. 
or  in  opposition  to.  the  petition  may  do 
so  by  the  submission  of  written  data, 
views,  or  arguments  on  or  before  August 
2,  1977.  An  original  and  15  copies  (where- 
ever  possible)  of  such  data,  views,  or 
arguments  shall  be  filed  with: 
Secretary.  Interstate  Commerce  Commission. 

Washington.  D.C.  20423. 

It  is  requested  that  representations  ad- 
dress the  question  of  how  "economically 
disadvantaged  persons"  would  be  de- 
fined. All  written  submission  will  be 
available  for  public  inspection  during 
regular  business  hours  at  the  office  of 
the  Interstate  Commerce  Commission. 
12th  and  Constitution  Avenue.  NW., 
Washington.  D.C. 

Robert  L.  Oswald. 
Secretary. 

I FR  Doc. 77- 15668  Piled  6-2-77:8:45  am] 

DEPARTMENT   OF  JUSTICE 

Drug  Enforcement  Administration 

[21CFRPart  1309] 

PAPAVER   BRACTEATUM 

Statement  of  Policy  and  Withdrawal  of 
Proposed  Regulations 

AGENCY;  Drug  Enforcement  Admin- 
istration. 

ACTION:  Withdrawal  of  proposed  rule. 

SUMMARY:  This  notice  announces  the 
present  policy  of  the  Drug  Enforcement 
Administration  to  discourage  and  to  op- 
pose the  commercial  production  of  Pa- 
paver  bracteatum  within  the  United 
States  for  the  purpose  of  manufacturing 
thebaine  for  conversion  to  codeine  or  to 
other  narcotic  and  nonnarcotic  drugs. 
As  a  result  of  the  adoption  of  this  policy, 
the  Drug  Enforcement  Administration 
hereby  withdraws  its  proposed  rules. 
which  would  have  established  controls 
relating  to  the  domestic  commercial  pro- 
duction of  Papaver  bracteatum,  origi- 
nally published  in  the  Federal  Register 
on  November  19.  1976 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

David  R.  Hughes.  Attorney,  Office  of 
Chief  Counsel,  Drug  Enforcement  Ad- 
ministration. 1405  I  Street.  N.W.. 
Washington,  D.C.  20537.  (202-382- 
6175.1 

SUTPLEMENTARY       INFORMATION; 

Procedural  History 

On   November   19.    1976,   the   Admin- 
istrator of  the  Drug  Enforcement  Ad- 


ministration <DEA'  published  in  the 
Federal  Register  (41  FR  51036)  a  notice 
of  proposed  rulemaking,  proposing  a  new 
Part  1309  to  be  added  to  Title  21  of  the 
Code  of  Federal  Regulations.  These  pro- 
posed rules  contained  proposed  state- 
ments of  policy  as  well  as  detailed  regu- 
latory procedures  relating  to  the  con- 
templated production  in  the  United 
States  of  the  plant  Papaver  bracteatum, 
a  perennial  which  contains  thebaine.  a 
controlled  substance  commonly  con- 
verted into  codeine  and  other  narcotic 
and  nonnarcotic  drugs.  All  interested 
persons  were  invited  to  submit  comments 
and  objections  in  writing  to  DEA  by  De- 
cember 21.  1976. 

On  December  21,  1976.  the  Administra- 
tor published  another  notice  in  the  Fed- 
eral Register  <41  FR  55558)  which  ex- 
tended the  comment  period  relating  to 
the  proposed  rules  to  January  28.  1977. 

In  addition,  the  December  21  notice 
anounced  that  DEA  would  conduct  public 
hearings  for  tlie  purpose  of  hearing  com- 
ments on  the  notice  of  proposed  rule- 
making, such  hearings  to  be  held  before 
Administrative  Law  Judge  Francis  L. 
Young  on  January  27  and  28,  1977.  This 
notice  concluded  by  briefly  summarizing 
the  procedures  which  would  govern  the 
public  hearings. 

On  January  28.  1977.  the  Administra- 
tor published  a  third  notice  in  the  Fed- 
eral Register  *42  FR  5370).  postponing 
the  public  hearings  scheduled  for  Janu- 
ary 27  and  28,  and  re.scheduling  the  hear- 
ings for  March  15.  16  and  17.  1977.  This 
notice  also  extended  the  time  for  sub- 
mission of  written  comments  on  this  sub- 
ject matter  to  March  17.  1977. 

The  Administrator  published  his  final 
preliminary  notice  in  the  Federal  Reg- 
ister on  March  7.  1977  )42  PR  12889). 
This  announced  that  the  public  hearings 
scheduled  for  March  15.  16  and  17,  1977 
would  be  held  in  Trial  Courtroom  No.  1. 
Second  Floor.  United  States  Court  of 
Claims,  717  Madison  Place,  NW.,  Wash- 
ington. DC.  20005. 

Pursuant  to  that  notice,  the  public 
hearings  took  place  on  those  days  and 
at  that  location  before  Administrative 
Law  Judge  Young  and  the  Administrator. 
Twenty-three  persons  made  oral  presen- 
tations and  comments  for  the  record 
relating  to  the  proposed  new  regulations 
during  the  three  day  duration  of  the 
hearings.  From  time  to  time,  the  Ad- 
ministrator, the  Administrative  Law 
Judge,  and  two  attorneys  from  DEA's 
Office  of  Chief  Counsel  interrogated  a 
number  of  these  persons  during  and  after 
their  pre.sentations,  for  the  purpose  of 
clarifying  positions  taken  within  their 
comments.  The  hearings  were  recorded 
and  a  verbatim  transcript  was  prepared 
for  the  record.  Some  witnesses  submitted 
prepared  texts  of  their  remarks  for  in- 
clusion into  the  record. 

In  addition,  at  the  beginning  of  the 
hearing,  the  Administrative  Law  Judge 
placed  into  the  record  fifty-two  written 
comments  which  had  been  received  by 
DEA  pursuant  to  the  original  notice  of 
proposed  rulemaking. 

After  the  close  of  the  hearing,  the 
Administrator  received  three  documents 
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for  inclusion  into  the  record:  a  memo- 
randum on  this  subject,  dated  April  1. 
1977.  and  signed  by  the  Secretary  of 
Health.  Education,  and  Welfare,  and  two 
documents  of  the  Summary  Records  of 
the  United  Nations  Commission  on  Nar- 
cotic Drugs  (E/CN.7,  SR.835  apd  E/CN.7/ 
SR.826 ) .  These  materials  have  been  in- 
corporated into  the  public  record. 

On  April  11.  1977.  Administrative  Law 
Judge  Young  submitted  to  the  Adminis- 
trator a  report,  containing  a  synopsis  of 
the  testimony  at  the  public  hearings,  as 
well  as  the  Administrative  Law  Judge's 
findiiigs  of  fact  and  his  recommended 
decision  on  this  subject  matter. 
The  Major  Issub  and  Its  Conseqi-ences 

The  major  issue  at  the  core  of  the  con- 
troversy surrounding  the  notice  of  pro- 
posed rulemaking  is  whether  or  not  the 
commercial  production  of  Papaver  brac- 
teatum in  the  United  States  is  consistent 
with  the  public  interest  and  with  United 
States  obligations  tmder  international 
treaties,  conventions  and  protocols. 

If  domestic  commercial  production 
were  deemed  as  a  matter  of  official  policy 
to  be  consistent  with  the  public  interest 
and  with  this  country's  international 
treaty  obhgations,  then  the  proposed 
rulemaking  could  be  adopted  and  prom- 
ulgated in  final  form  as  a  regulatory 
mechanism  for  following  through  on  this 
officially  adopted  policy.  If  domestic 
commercial  production  were  judged  as  a 
matter  of  official  pohcy  to  be  inconsist- 
ent with  the  public  Interest  or  with  this 
countr>''s  international  treaty  obliga- 
tions, then  the  proposed  rulemaking 
should  perforce  be  withdrawn. 

Discussion  of  Major  Comments 

those  i;^  support  of  the  proposed  pro- 
duction AND  THE  PROPOSED  RULEMAKING 

In  terms  of  sheer  numbers,  the  over- 
whelming preponderance  of  those  sub- 
mitting written  comments  and  or  oral 
statements  on  this  subject  matter 
favored  the  commercial  production  of 
Papaver  bracteatum  in  the  United 
States,  generally  characterizing  such 
production  as  being  consistent  with  the 
public  interest.  Among  those  favoring 
the  domestic  commercial  production  of 
Papaver  bracteattun  included  repre- 
sentatives of  major  chemical  and  phar- 
maceutical manufacturers  who  have  ex- 
pressed their  intention  to  enter,  or  have 
already  entered,  into  its  production  on 
an  experimental  basis:  pharmaceutical 
manufacturers  who  have  an  interest  in 
the  continued  availability,  the  supply  and 
the  price  of  narcotic  raw  material  such 
as  the  baine  for  conversion  into  codeine 
and  other  narcotic  and  nonriarcotic 
drugs:  as  well  as  researchers,  physicians 
and  representatives  of  academia  who  are 
concerned  about  the  supply  of  codeine 
and  other  beneficial  narcotic  and  non- 
narcotic drugs  which  may  be  derived 
from  thebaine  produced  from  Papaver 
bracteatum. 

Their  opinions,  as  generally  summar- 
ized by  the  Administrative  Law  Judge, 
were:  that  the  demand  for  thetiaine  will 
escalate  dramatically  in  the  near  future 
and  that  the  future  supply  of  thebaine 


will  fall  far  short  of  that  demand  unless 
some  new  action  is  taken  to  prevent  tliai 
result:    that  commercial  production  of 
Papaver  bracteatum  in  the  United  States 
as  proposed  by  the  notice  of  proposed 
rulemaking  will  permit  future  demands 
for  thebaine  to  be  met:  that  such  domes- 
tic production  is  essential  to  encourage 
further  research  and  development  of  ad- 
ditional beneficial  uses  for  thebaine  and 
its  derivatives;   that  thebaine  will  con- 
tinue to  provide  a  source  for  potentially 
helpful  narcotic  antagonists  as  well  as 
other  potentially  useful  drugs;  that  pro- 
duction of  Papaver  bracteatum  in  the 
United  States,  to  the  limited  extent  sanc- 
tioned by  the  notice  of  proposed  rule- 
making, will  serve  to  stabilize,   if  not 
lower,  the  cost  of  codeme  in  the  United 
States,  as  well  as  the  cost  of  medications 
produced  from  codeine,  without  adverse- 
ly affecting  this  coimtry's  import  levels 
of  narcotic  raw  materials  to  any  signifi- 
cant degree;  that  there  is  httle  likelihood 
that   drugs   of   abuse   can   be   produced 
from  Papaver  bracteatum  in  a  manner 
which  would  be  commercially  attractive 
to  producers  of  and  traffickers  in  illicit 
narcotic  drugs;   that  commercial  culti- 
vation  of   Papaver   bracteatum   m   the 
United  States,  if  successful,  would  dem- 
onstrate to  others  the  feasibility  of  sub- 
stituting the  cultivation  of  Papaver  brac- 
teatum in  place  of  the  cultivation  of  Pa- 
paver somniferum  ithe  "opium  poppy  "' 
in  those  countries  where  Papaver  somnif- 
erimi  is  presently  cultivated:  that  such 
a  substitution  of  crops  'Papaver  bracte- 
atum for  Papaver  somniferum'    would 
reduce   enormously   the   availability   of 
heroin,  with  a  corresponding  reduction 
in  the  social  costs  of  heroin  abuse  m  this 
country  and  elsewhere;  and  that  the  reg- 
ulations contained  in  the  proposed  rule- 
making would  help  to  ensure  that  the 
United  States  would  not  be  at  the  mercy 
of  economic  factors  beyond  its  control 
relating  to  the  availability  of  and  the 
price     for     foreign     produced     natural 
opiates. 

These  opinions  in  support  of  domestic 
commercial  production  are  not  without 
considerable  merit.  But  here  in  this  rec- 
ord, as  is  the  case  in  many  other  complex 
areas  of  policymaking,  there  are  other 
strong  opinions  to  consider  before  one 
may  reach  a  final  conclusion. 

THOSE  IN  OPPOSITION  TO  THE  PROPOSED  PRO- 
DUCTION   AND     THE     PROPOSED     RULEM.UCINj 

As  noted,  those  parties  in  favor  of  the 
commercial  production  of  Papaver  brac- 
teatum m  the  United  States  clearly  out- 
numbered those  parties  who  submitted 
written  comments  and  or  oral  statements 
in  opposition  to  such  proposed  commer- 
cial production.  However,  those  who  ex- 
pressed opposition  to  such  production  on 
this  record  included  the  United  States 
Department  of  State,  the  United  States 
Deparment  of  Health,  Education,  and 
Welfare,  the  United  Nations  Commission 
on  Narcotic  Drugs,  and  the  government 
of  Canada, 

The  Administrative  Law  Judge,  in  his 
sununary  of  tneir  opinions,  stated  that 


the  essence  of  the  opposition  to  the  pro- 
IX)sed  commercial  production  of  Papaver 
bracteatum  was  "to  the  effect  that,  it 
will  be  difficult,  and  m  some  quarters  per- 
haps embarrassing,  •  •  •  to  articulate 
why  the  ( United  States)  Government 
now  considers  it  desirable  to  embark  on 
tl;e  pror>osed  course  of  action."  After  a 
careful  review  of  the  entire  i-ecord,  the 
Admuusitrator  concludes  that  the  fore- 
going summary  of  the  opposition  opin- 
ions has  omitted  several  conspicuous 
substantive  objections  which  are  of  sig- 
nificant importance  to  the  resolution  of 
the  issue  of  whether  the  commercial  pro- 
duction of  Papaver  bracteatum  in  the 
United  States  is  consistent  with  the  pub- 
lic interest  and  with  United  States  obli- 
gations under  mtema-tional  treaties,  con- 
ventions and  protocols. 

These  substantive  objections   to   the 
proposed  domestic  commercial  produc- 
tion of  Papaver  bracteatum  are  founded 
on  the  view  that  such  production  would 
weaken  the  exisimg  formal  and  mformal 
international  restraints  and  controls  ap- 
plying to  foreign  narcotics  pi-oduction. 
The  recoi-d  indicates  that  it  has  been  the 
long-established    policy    of    the    United 
Slates  to  refrain  from  engaging  in  the 
d:>mestic  commercial  production  of  opi- 
ate raw  materials  to  meet  this  nation's 
medical  needs,  and  that  this  traditional 
policy  of  abstinence  has  been  the  foun- 
dation of  the  United  States'  position  of 
leadership    in    the    international    effort 
to  achieve  narcotics  control.  The  Depart- 
ment of  State  has  expressed  its  opinion 
that  if  the  United  States  were  to  endorse 
the  domestic  commercial  culti\-ation  of 
Papaver  bracteatum.  even  to  the  limited 
extent  which  wo'uld  be  authorized  within 
the  terms  of  the  regulations  contained  in 
the  notice  of  proposed  rulemaking,  such 
}X)licy  would  be  perceived  by  other  na- 
tions as  a  clear  reversal  of  this  nation's 
traditional  policy  of  self-sacrifice  and  re- 
straint   This  gives  rise  to  a  major  risk 
that  the  United  States  will  suffer  losses 
in  Its  ability  to  influence,  by  example, 
certain  nations  whose  cooperation  this 
nation   presently   needs  to  continue  its 
com'-rehensive  effort  toward  diminishing 
world-wide   supplies   of   illicit   narcotic 
drugs.  In  addition,  the  Department  of 
State  cites  the  danger  that  if  the  United 
States  were  to  endorse  the  domestic  com- 
mercial cultivation  of  Papaver  bractea- 
tum* under  the  presently  proposed  regu- 
lations, other  nations  currently  engaged 
in  the  licit  production  of  narcotic  raw 
ma':erials  would  view  any  subsequent  ef- 
forts by  the  United  States  to  influence 
them    toward    controlling    or    reducing 
porpy  cultivation  as  a  naked  ploy  to  de- 
fend or  enhance  its  commercial  interests 
as  a  recent  entrant  into  the  market  of 
raw  materials  production.  In  fact,  pro- 
ducing nations  would  probably  be  less 
inclined  to  maintain  their  current  efforts 
tcward  effective  controls.  These  kinds  of 
new  perceptions  within  the  international 
community  could  have  disastrous  conse- 
quences on  the  health  and  general  wel- 
fare of  the  American  people :  a  predicta- 
ble increase  in  the  supply  of  illicit  nar- 
cotic controlled  substances  within  the 
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rnited  States  emanating   from   foreign 
bources. 

Tiie  Department  of  Health.  Education, 
and  Welfare,  mindful  of  these  possible 
adverse  consequences  of  domestic  com- 
mercial production  of  Papaver  bracte- 
atum.  has  also  expressed  doubts  concern- 
ing the  validity  of  one  of  the  underlying 
assumptions  advanced  by  the  proponents 
of  such  production :  that  there  presently 
exists,  or  possibly  could  develop  in  the 
future,  a  shortage  in  the  world-wide  sup- 
ply of  licit  natural  opiates.  The  I>parl- 
ment  of  Health.  Education,  and  Welfare 
indicates  that  it  appears  that  the  world 
market  for  licit  opiates,  in  response  to 
past  shortages,  is  now  producing  a  sur- 
plus in  the  supply  of  these  raw  materials. 
Thus,  in  the  opinion  of  the  Department 
of  Health,  Education,  and  Welfare,  it 
does  not  appear  likely  that  a  decision  by 
the  United  States  to  oppose  the  rommer- 
cial  production  of  Papaver  bractcatum 
would  in  fact  result  in  the  creation  of  any 
corresponding  detriment  to  this  nation's 
capability  to  meet  its  medical  needs  from 
derivatives  of  natural  opiates. 

OTHER  COMMENTS 

One  comment,  directed  toward  the  is- 
sue of  whether  there  exists  any  statu- 
tory authority  vested  in  the  Administra- 
tor to  promulgate  regulations  to  control 


the  production  of  Papaver  bracteatum, 
is  not  addressed  in  this  notice,  in  view  of 
the  action  proposed  herein  by  the  Ad- 
ministrator. 

Decision,  Action  and  Supporting 
Reasons 

Upon  reviewing  the  entire  record  de- 
veloped with  reference  to  the  notice  of 
proposed  rulemaking,  the  Administrator 
concludes  that  the  commercial  produc- 
tion of  Papaver  bracteatum  in  the 
United  States  is  not  now  consistent  with 
the  public  interest. 

.Accordingly,  the  Administrator,  under 
the  authority  vested  in  the  Attorney 
General  pursuant  to  sections  301  and 
SOlb'  of  the  Controlled  Substances  Act 
(21  U.S.C  821  and  871 'b)  »,  and  redele- 
gated  to  the  Administrator  by  28  CFR 
0.100,  declines  to  adopt,  and  hereby  with- 
draws, the  proposed  new  Part  1309  of 
Title  21,  Code  of  Federal  Regulations, 
originally  published  in  the  Federal  Reg- 
ister '41  FR  51036)  on  November  19, 
1976. 

This  action  is  based  primarily  upon  the 
following  findings  of  the  Administrator; 
that  domestic  commercial  production  of 
Papaver  bracteatum  would  present  too 
great  a  risk  of  irreversibly  weakening 
existing  international  controls  on  both 
the  licit  and  illicit  production  of  nar- 


cotics; that  this,  in  turn,  could  result  in 
a  substantial  danger  to  the  health  and 
general  welfare  of  the  American  people 
as  .1  consequence  of  the  increased  avail- 
ability to  traffickers  of  greater  supphes 
of  narcotics  to  be  illeeallv  imported  into 
the  United  States:  and  that  in  the  opin- 
ion of  the  Department  of  Health  Edu- 
cation, and  Welfare,  a  decision  by  the 
United  States  to  oppose  the  commercial 
production  of  Papaver  bracteatum  would 
not  result  in  the  creation  of  any  corre- 
sponding detriment  to  this  nation's  ca- 
pability to  meet  its  medical  needs  from 
derivatives  of  natural  opiates. 

Future  Action 

The  Administrator  intends  to  publish 
in  the  Federal  Register,  a';  soon  as  prac- 
ticable, a  notice  which  will  propose  reg- 
ulatory measures  which  the  Drug  En- 
forcement Administration  may  impose 
over  the  domestic  cultivation  of  crops  of 
Papaver  bracteatum  for  experimental. 
research,  and  other  essentially  non-com- 
mercial purposes. 

Dated;  June  1,  1977. 

Peter  B   Bensinger. 

Administrator. 
Drug  Enforcement  Administration. 
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ADMINISTRATOR,   EMERGENCY 
NATURAL  GAS  ACT  OF   1977 

[Docket  No    £77-112) 

EL   PASO   NATURAL  GAS   CO, 

Emergency  Order 

On  May  26,  1977.  El  Paso  Natural  Gas 
Company    'El   Paso)    filed,   pursuant   to 
section  6  of  the  Emergency  Natural  Gas 
Act  of  1977   >Act'.  P'Jb.  L.  95-2  i9I  Stat 
4  1 1977)  I   an  application  for  authoriza-    . 
tion    to   make   certain    emergency    pur-  j 
chases   of    natural   gas   from   Petroleum'' 
Development  Corporation,  et  al.  'Seller) , 
For  the  reasons  set  forth  below.  I  author- 
ize these  emergency  purchases 

By  agreement  dated  Mav  25,  1977.  El 
Paso  agreed  to  purchase  natural  gas  from 
Seller's  Gulf  McKay  Federal  No.  1  Weil. 
Lea  County.  New  Mexico  Said  agreement 
will  begin  as  soon  as  practicable  as  an 
emergency  purchase  and  will  terminate 
on  July  31.  1977, 

El  Paso  will  purchase  these  supphes  at 
a  price  of  $2  25  per  MMBtu.  inclusive  of 
all  state  and  local  taxes  and  other  ad- 
ju.-^tments  I  find  the  pnce  to  be  fair  and 
equitable  in  accordance  with  Order  No  2 

El  Paso  shall  submit  weekly  reports  as 
required  by  Order  No.  4, 

Pursuant  to  section  6'ai  of  the  Act,  I 
hereby  authorize  Seller  to  sell  El  Paso 
natural  gas  from  the  Gulf  McKav  Fed- 
eral No  1  Well.  Lea  Countv,  New  Mexico. 
on  the  terms  and  conditions  set  forth  in 
El  Pa.so's  f^Mne  in  this  proceeding. 

This  order  is  i.ssued  pursuant  to  the 
authoritv  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No  11969  tFeb- 
ruars'  2.  1977'.  and  shall  be  served  upon 
El  Paso  and  Seller.  This  order  <;hall  also 
be  published  in  the  FVDFR^L  Register 

This  order  and  authorization  grantpd 
herein  are  subiect  to  the  continuin.e  au- 
thority of  the  Administrator  und^r  Pub 
L.  9,5-2  and  the  rules  and  regulations 
which  m.ay  be  i.ssued  thereunder. 

Richard  L  Durham 

Ad^ninistratoT 
May  31,  1977, 
[PR  Doc  77-15783  Piled  6-2-77.8:45  am  | 

DEPARTMENT  OF  AGRICULTURE 

Food  and   Nutrition   Service 

ADVISORY  COUNCIL  ON  MATERNAL, 
INFANT  AND   FETAL   NUTRITION 

Notice  of  Meeting 

Pursuant  to  the  Federal  Advisory 
Committee  Act  'Pub  L,  92-463 r,  an- 
nouncement IS  made  of  the  following 
Committee  meeting: 

NAME:    National    AdvLsory   Council    on 

Maternal.  Infant  and  Fetal  Nutrition. 


DATE  AND  TIME:  June  23-24,  1977; 
8;3,0  a.m. 

PLACE;  Cosmopolitan  Hotel.  Broadway 
and  18th  Avenue.  E>enver.  Colorado, 

PURPOSE  OF  MEETING:  The  Council 
will  continue  lUs  study  of  the  operations 
of  the  Special  Supplemental  Food  Pro- 
gram for  Women,  Infants  and  Children 
I WIC ' .  and  di.scu.ss  i.ssues  for  its  report 
to  the  President  and  Congress  which 
will  include  recommendations  for  admin- 
istrative and  legislative  changes 

PROPOSED  AGENDA  Tl-,e  agenda  will 
cover  the  status  of  the  WIC  Program 
repulations.  a  review  of  the  various  au- 
thorized food  packages,  and  an  exten- 
sive discussion  of  i.ssues  to  be  included 
;n  the  Council's  first  annual  report. 

This  meeting  will  be  open  to  the  public. 

Persons  wishing  to  attend  the  meet- 
ing as  observers,  or  wisiiing  to  submit 
v\Titten  comments,  should  write  Virsnma 
Hungerford.  Special  Supplem.ental  Food 
Division.  Food  and  Nutrition  Service. 
U,S  Department  of  Agriculture,  Wash- 
ington, DC  20250,  telephone  '202'  447- 
6746, 

Dated     May  27.  1977 

Carol  Tucker  Foreman. 

Assistant  Secretary. 

I  PR  Doc  77-15632  Fi'.cd  6-2  7"  8  45  am] 


Fet^eral  Grain   Inspection   Service 

GRAIN    STANDARDS 
Arizona   Grain    Inspection    Point 

Statement  of  considerations  Hutson 
Laboratories.  Yuma,  .Arizona,  has  re- 
quested that,  effective  June  1.  1977.  its 
designation  under  the  United  States 
Gram  Standards  Act  as  amended  -7 
U,SC,  71  et  seq.'  hereinafter  referred 
to  as  the  "Act."  to  operate  as  an  of- 
ficial inspection  agency  at  Yuma, 
.Arizona,  to  be  canceled  because  of  it'=  de- 
termination that  there  is  not  presently 
sufficient  demand  to  warrant  continua- 
tion of  their  mspection  services  Accord- 
ingly, pursuant  to  section  7ig'i2-i  of 
the  -Act.  as  amended  (7  U.S.C.  19<g>  '2'  ^ 
and  s  26  1011a'  of  the  regulations  i7 
CFR  26  101' a'  >.  the  Federal  Gram  In- 
spci'-tion  Ser\  ice  proposes  to  cancel  tiie 
de'^ignation  of  Hutson  Laboratories  to 
operate  as  an  official  agency  at  Yuma 

ether  interested  persons  are  hereby 
given  opportunity  to  present  their  views 
regarding  the  termination  of  in5pection 
services  m  this  area  and  or  to  make  ap- 
plication for  designation  to  operate  as 
an  official  inspection  aEency  at  Yuma, 
Arizona  pursuant  to  the  requirements  in 
section  7(f)(1)  of  the  Art  a'  amended 
i7    U.S.C,    79'f>ilii    and    the    rt>quuT- 


ments  of   S  26  96  of   the   regulations   (7 
CFR  26  961 

All  persons  interested  in  applying  for 
designation  should  note  that  as  of  this 
date  there  has  been  no  ofificial  deter- 
mination regarding  the  need  for  a  re- 
placement agency. 

Note.— Section  7(n  of  the  Act  generally 
provides  that  not  more  than  one  official 
agency  shall  be  operative  at  any  one  time 
for  any  geographic  area. 

Any  interested  persons  who  wish  to 
submit  views  and  comments  and,  or  sub- 
mit applications  for  designations  should 
address  said  views  and  comments  in  writ- 
ing to  the  Hearing  Clerk,  U.S.  Depart- 
ment of  Agriculture,  Washington,  DC. 
20250.  Applications  for  designation 
should  include  the  namie  of  the  person 
or  agency  which  they  recommend  to  be 
designated  to  operate  as  an  official  in- 
spection agency  at  Yuma,  Arizona.  All 
materials  submitted  should  be  in  dupli- 
cate and  maUed  to  the  Hearing  Clerk  not 
later  than  July  5,  1977.  All  materials  sub- 
mitted pursuant  to  the  notice  will  be 
made  available  for  public  inspection  at 
the  office  of  the  Hearing  Clerk  during 
regular  business  hours  '7  CFR  1.27ib) ). 
Consideration  will  be  given  to  views  and 
comments  so  filed  with  the  Hearing  Clerk 
and  to  all  other  information  available 
to  the  US  Department  of  Agriculture 
before  final  determination  is  made  with 
respect  to  this  matter 

Done  m  Washmgton.  DC,  on  May  27. 
1977, 

Willi  M«i  T   Manley, 
Interim  Administrator. 
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GRAIN    STANDARDS 
Arizona  Grain   Inspection   Point 

Statement  of  coiL'-iderations  Agricul- 
tural Seed  Laboratories,  Phoenix  Arizona, 
has  requested  tliai  its  designation  under 
section  7if  of  the  US  Gram  Standards 
Act  '7  U,S,C  79' f  '  to  operate  as  an  of- 
ficial inspection  agency  at  Piioenix.  Ari- 
zona, be  transferred  to  Mr,  Thoma<i  B 
Storey  because  of  the  retirement  of  the 
prK>ent  owner.  Mr    Harley  M    Reeder 

Mr.  Thomas  B  Storey,  Phoei.ix  -Ari- 
zona, has  applied  for  designation  :n  ac- 
cordance with  section  7(fMl)(Ai  of  the 
US  Grain  Standards  Act  of  1976  <7 
use,  79'f '  '1 '  lA'  I.  and  i  26.96  of  the 
reg-iilations  <  7  CFR  26.96^  to  continue  the 
operation  of  the  official  agency  at  Phoe- 
nix Arizona  This  application  does  not 
preclude  other  interested  persons  from 
making  application. 

Other  interested  persons  are  hereby 
given  opporttmity  to  make  application 
for  designation  to  operate  as  an  official 
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agency  at  Phoenix.  Arizona,  pursuant  to 
the  requirements  set  forth  in  section 
7(f)  (1)  (A'  of  the  amended  Act  •?  US.C. 
79tf)  (D  (Ai  '.  and  5  26.96  of  the  regula- 
tions (7CFR2696I. 

Note —Section  7 if)  of  the  Act.  7  U.SG. 
79(f))  generally  provides  that  not  more  than 
one  official  agency  shall  be  operative  at  one 
time  tor  any  geographic  area  as  determined 
by  the  Administrator 

As  a  point  of  clarification,  it  should  be 
noted  that  the  United  Stale.s  Grain 
Standards  Act  (7  U  S  C.  71  et  seq  .  here- 
inafter referred  to  as  the  "Act" )  has  been 
amended  bv  Public  Law  94-582.  effective 
November  20.  1976.  to  extensively  modifv 
the  official  Inspection  system.  The 
amended  Act  provides  that  the  Admin- 
Lstrator  of  the  newly-created  Federal 
Gram  Inspection  Service  'FGIS'.  after 
conducting  Investigations  and  other 
studies,  will  designate  official  agencies  at 
the  various  interior  points.  In  imple- 
menting these  provisions.  FGIS  is  cur- 
rently in  the  process  of  reviewing  the 
designations  of  all  agencies  or  persons 
presently  designated  to  provide  official 
inspection  services.  The  amended  Act 
further  provides  that  existing  agencies 
may  continue  to  operate  without  a  desig- 
nation under  the  new  law  until  the  Ad- 
ministrator either  grants  or  denies  such 
designation  to  them  or  sets  a  period  of 
time  for  their  termination,  not  to  ex- 
ceed two  years  from  the  effective  date 
of  the  amended  Act.  provided  such  agen- 
cies pay  any  required  fees  to  FGIS 

Accordlnglv.  the  transfer  of  designa- 
tion would,  if  approved  by  the  Depart- 
m.ent.  be  on  an  tnterun  ba.sls  and  con- 
tinue until  the  Administrator  of  FGIS 
either  grants  or  denies  an  official  desig- 
nation under  the  amended  Act  to  the  ap- 
plicant or  sets  a  period  of  time  for  its 
termination 

Any  interested  persons  who  wish  to 
submit  views  and  comiments  are  re- 
quested to  include  the  name  of  the  per- 
son or  agency  which  they  recommend  to 
be  designated  to  operate  as  an  official 
agency  at  Phoenix,  Arizona. 

All  such  views  and  comment?  should 
be  submitted  in  writing  to  the  Hearing 
Clerk.  US  Department  of  Agriculture. 
Washington    DC    20250. 

All  materials  submitted  should  be  in 
duphcate  and  mailed  to  the  Hearing 
Clerk  not  later  than  July  5.  1977,  All  ma- 
terials submitted  pursuant  to  thus  notice 
uill  be  made  available  for  public  inspec- 
tion at  the  Off.ce  of  the  Hearing  Clerk 
during  regular  business  hours  '7  CFR 
1  27ibi  >,  Consideration  will  be  given  to 
the  views  and  com.ments  .so  filed  with  the 
Hearing  Clerk  and  to  all  other  informa- 
tion available  to  the  USD  A,  before  final 
determination  is  made  with  respect  to 
this  matter 

Done  in  Washington.  DC.  on  May  27. 
1977. 

William  T.  Manley, 
Interim  Administrator. 
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GRAIN    STANDARDS 
New  York  Grain   Inspection   Points 

Statement  of  consideration.  Pursuant 
to  sections  7 '  e  m  1 »  and  7A  <  c  >  '  i »  of  the 
US.  Grain  Standards  Act.  as  amended 
(7  U.S.C.  71  et  seq.'.  hereinafter  the 
"Act",  the  Federal  Grain  Inspection 
Service  is  required  to  provide  official  in- 
spection and  weighing  services  for  all 
grains  required  or  authorized  to  be  in- 
spected and  weighed  by  the  Act,  at  those 
export  port  locations  where  a  state  is  not 
delegated  to  perform  these  official  serv- 
ices 1 7  U.S.C.  7916)  (1)  and  7  U.S.C.  79a 
(c»  (1) ). 

The  Federal  Grain  Inspection  Service 
will  assume  performance  of  official  in- 
spection and  weighing  services  at  such 
export  port  locations  within  18  months 
of  the  November  20.  1976,  effective  date 
of  the  amended  Act;  provided  that,  sub- 
ject to  meeting  certain  requirements  of 
the  Act,  existing  official  agencies  may 
continue  to  function  during  such  tran- 
sition period. 

Albany  Port  District  Commission, 
Albany,  New  York,  a  designated  official 
agency  at  the  Albany  Metropolitan  Dis- 
trict, in  the  State  of  New  York,  will  cease 
providing  official  inspection  services  ef- 
fective June  4.  1977,  in  accordance  with 
prior  notice  to  the  Federal  Grain  Inspec- 
tion Service. 

Notice  is  hereby  given  that,  effective 
June  5,  1977,  the  designation  of  the 
Albany  Port  District  Commission. 
Albany,  New  York,  as  an  official  agency 
will  be  canceled  pvirsuant  to  the  pro- 
visions of  section  7ig>  '2»  (7  U.S.C.  79'g) 
'2'  1  and  i7  U.S.C.  74  note)  of  the  note. 

The  Federal  Grain  Inspection  Service, 
effective  June  5,  1977.  will  commence  pro- 
viding official  grain  inspection  and  weigh- 
ing services  at  the  Albany  Metropolitan 
District  in  the  State  of  New  York,  in 
accordance  with  sections  Ke)  (D.  7A'c) 
<li.  and  27  of  the  Act  (7  U.S.C.  79(e)(1), 
7  U  S.C.  79a<c)  (1».  and  7  U.S.C.  74  note). 

(Sec  8.  (PL-94-582)  90  Stat.  2870  (7  U.S.C. 
79):  Sec  7A  (PL-94-582)  90  Stat.  2875  (7 
use.  79AI.  Sec.  27  (PL-94-582)  90  Stat, 
2889  (7  U,S,C.  74  note)  ) 

Effective  date:  This  notice  shall  be- 
come effective  June  5,  1977. 

Done  In  Washington,  D.C.  on  May  27. 
1977. 

William  T.  Manley, 
Interim  Administrator. 

IFR  Doc  77-15693  Piled  6-2-77; 8: 45  am] 


Rural   Electrification  Administration 

SOUTHERN    ILLINOIS   POWER 
COOPERATIVE,    MARION,    ILLINOIS 

Proposed   Loan  Guarantee 

Under  the  authority  of  Public  Law  93- 
32  '  87  Stat  65 1  and  in  conformance  with 
applicable  agency  policies  and  procedures 
as  set  forth  in  REA  Bulletin  20-22  (Guar- 
antee of  Loans  for  Bulk  Power  Supply 
Facilities  I,  notice  is  hereby  given  that 
the  Administrator  of  REA  will  consider 


(a  I  providing  a  guarantee  supported  by 
the  full  faith  and  credit  of  the  United 
States  of  America  for  a  loan  in  the  ap- 
proximate amount  of  $2,012,000  to  South- 
ern Illinois  Power  Cooperative  of  Marion. 
Illinois,  and  'bi  supplementing  such  a 
loan  with  an  insured  REA  loan  at  5  per- 
cent interest  in  the  approximate  amount 
of  $10,000,000  to  this  cooperative  These 
loan  funds  will  be  used  to  finance  a  proj- 
ect consisting  of  45  miles  of  69  kV  trans- 
mission lines.  50  miles  of  161  kV  trans- 
mission lines,  two  161  69  kV  substations, 
and  miscellaneous  system  improvements, 

Legallv  organized  lending  agencies 
capable  of  making,  holding  and  servicing 
the  loan  proposed  to  be  guaranteed  may 
obtain  information  on  the  propo.sed 
proiect.  including  the  engineering  and 
economic  feasibility  studies  and  the  pro- 
posed schedule  for  the  advances  to  the 
borrower  of  the  guaranteed  loan  funds 
from  Mr.  L.  Thomas  Clevenger.  Manager. 
Southern  Illinois  Power  Cooperative. 
Route  4.  Box  25.  Marion.  Illinois  62959 

In  order  to  be  considered,  prooosals 
must  be  submitted  or  or  before  July  5. 
1977  to  Mr.  Clevenger.  The  right  is  re- 
served to  give  such  consideration  and 
make  such  evaluation  or  other  dispasi- 
tion  of  all  proposals  received,  as  South- 
em  Illinois  Power  Cooperative  and  REA 
deem  appropriate.  Prospective  lenders 
are  advised  that  the  guaranteed  financ- 
ing for  this  project  is  available  from  the 
Federal  Financing  Bank  under  a  stand- 
ing agreement  with  the  Rural  Electrifi- 
cation Administration, 

Copies  of  REA  Bulletin  20-22  are 
available  from  the  Director.  Information 
Services  Division.  Rural  Electrification 
Administration,  US.  Department  of 
Agriculture.  Washington.  DC  20250, 

Dated  at  Washington,  D.C,  this  24th 
day  of  May  197  7. 

Joseph  Vellone. 
Actina  Admini'^trator.  Rural 
Electrification  Administration. 

(PR  Doc.77-15530  Piled  6-2-77;8;45  am) 

CIVIL  AERONAUTICS  BOARD 

I  Docket  27436.  Order  77-5-144] 

AIR   NEW   ENGLAND.    INC. 

Order  Modifying  Rate  Formula  and  Fixing 
Final   Subsidy   Mail   Rate 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  DC 
on  the  26th  day  of  May.  1977. 

In  the  matter  of  petition  of  Air  New 
England,  Inc  for  Establishment  of  Sub- 
sidy Mail  Rates  Pursuant  to  section  406 
of  the  Federal  Aviation  Act  of  1958.  as 
amended. 

The  Board  adopted  Order  77-4-161  on 
April  29.  1977,  directing  Air  New  Eng- 
land. Inc.  (ANE ' .  to  show  cause  why  the 
final  future  subsidy  mail  rate  set  forth 
therein  should  not  be  established  as  the 
carrier's  fair  and  reasonable  subsidy 
rate  for  annual  peri(xls  commencing 
July  1.  1976,  On  May  4.  1977.  the  carrier 
filed  a  combined  notice  of  objection  to 
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the  order,  and  written  answer  and  sup- 
porting documents.  No  other  objections 
have  been  filed. 

The  carrier's  objection  is  addressed  to 
the  daily  base-mileage  provision  de- 
veloped in  Appendix  E  to  the  show  cause 
order.  The  basis  for  the  objection  was 
created  through  inadvertence  on  the 
part  of  both  ANE  and  the  Board  during 
the  Rate  Formula's  developmient.  In  at- 
tempting to  implement  the  modifications 
to  the  seasonal  payment  schedule  pro- 
posed by  the  carrier  in  its  subsidy  peti- 
tion, the  Board  placed  limitations  on 
several  of  the  monthly  payment  amounts 
allowable  through  the  use  of  the  Formu- 
la. These  limitations  combine  to  reduce 
the  subsidy  payable  under  the  Rate 
Fonnula  to  $100,000  below  the  level  es- 
tablished by  the  Board  as  ANE's  fair 
and  reasonable  subsidv  mail  rate.  This 
difficultv,  brought  to  light  by  ANEs  no- 
tice of  objection,  is  caused  both  by  the 
grouping  of  months  with  widelv  different 
traffic  flows  and  by  the  averaging  of  daily 
base  mileages  for  the  months  involved 
This  process  has  established  inappro- 
priate limitations  on  monthly  base  mile- 
ages in  several  instances,  and  has  re- 
sulted in  the  discrepancy  between  the 
amount  of  subsidy  authorized  by  the 
Board  and  the  amoiuit  payable  under 
the  Rate  Formula 

In  response  to  the  notice  of  objection, 
therefore,  the  Rate  Formula  determin- 
ation has  been  recalculated  with  indi- 
vidual monthly  base-mileage  data.  This 
allows  retention  of  the  seasonal  payment 
schedule  desired  by  the  carrier,  and 
eliminates  the  distortion  created  by  the 
combination  of  months  with  widely  dif- 
ferent traffic  flows.  The  recalculation  of 
the  Rate  Formula  determination  is 
shown  in  the  attachment  to  this  order. 


and  supersedes  the  determination  pre- 
sented in  Appendix  E  to  Order  77-4-161 

No  other  notice  of  objection  or  answer 
to  the  order  has  been  filed  by  any  party 
All  parties  have  therefore  waived  the 
right  to  a  hearing  and  all  other  proce- 
dural steps  short  of  a  final  decision  fixung 
the  rate 

The  Board,  upon  consideration  of  the 
record,  hereby  reaffirms  and  makes  final 
all  of  the  findings  and  conclusions  set 
forth  in  Order  77-4-161.  except  as  modi- 
fied herein 

Accordmgly.  pursuant  to  the  Federal 
Aviation  Act  of  1958.  as  amended,  and 
particularly  sections  204' a  >  and  406 
thereof,  and  the  regiUations  promul- 
gated m  14  CFR  Part  302. 

It  is  ordered.  That; 

1.  For  annual  periods  commencing 
July  1.  1976.  the  fair  and  reasonable 
final  rate  of  compensation  to  be  paid  to 
A'.r  New  England.  Inc..  for  the  trans- 
portation of  mail  over  its  subsidy -eligible 
system  as  constituted  on  or  after  July  1. 
1976,  the  facilities  used  and  useful  there- 
for, and  the  services  connected  there- 
with, shall  be  the  rate  set  forth  m  Or- 
der 77-4-161,  except  as  modified  herein 
The  compensation  provided  herem  shall 
be  in  lieu  of,  and  not  in  addition  to.  the 
m.ail  compensation  heretofore  received 
by  Air  New  England.  Inc.  for  mail  trans- 
ported over  its  subsidy-eligible  system 
on  and  after  Jidy  1.  1976;' 

2.  The  Attachment  to  thLs  order  shall 
be.  and  it  hereby  is.  substituted  for  Ap- 
pendix E  to  Order  77-4-161 ; 

3  This  order  shall  be  effective  as  of 
the  date  of  service  hereof.  However,  ex- 


ceptions to  the  modified  seasonal  pay- 
ment schedule  shown  in  the  .attachment 
to  this  order,  together  with  supporting 
reasons,  may  be  filed  on  or  before  the 
eighth  day  after  .sen'ice  of  this  order. 
If  no  exceptions  and  supporting  reasons 
are  filed  within  said  eight -day  period, 
these  modifications  will  become  final 
without  further  order  of  the  Board  If 
exceptions  and  supporting  reasons  are 
filed  within  said  eight-day  period,  furth- 
er proceedings  in  connection  therewith 
shall  be  conducted  in  such  manner  as 
the  Board  may  deem  appropriate;  and 
4  This  order  shall  be  ser\ed  upon  Air 
New  England,  Inc.,  and  the  Postmaster 
General. 

This  order  will  be  published   in   the 
Federal  Register. 

By  the  Civil  Aeronautics  Board 

Phyllis  T  Kaylor, 

Secretary. 

.iir  \eir   England   numthly  rate  formula 
determination ' 


TTils  order  is  not  Intended  to  disturb  the 
service  mail  rates  eetabllshed  pursuant  to 
other  orders  of  the  Board 


Ratpppr 

eliEihle 

B&.*v>  miifss 

Subsidy 

nvenue 

per  day 

paj-menl 

aircraft 

fx-r 

month 

mile 

Julv 

$0.<X«3 

12,817 

1381,  S-SS 

Aiiirurt 

.6027 

13.5ns 

2.S2.286 

Sepifmber 

.tan 

<j.840 

177,917 

OclotM-r 

.6027 

7.24.S 

135.36.1 

Soveml»r 

.9003 

6.387 

184.(103 

I>€<«mber 

2.0271 

.S.947 

373,  710 

January 

i0271 

.S.827 

366. 1«» 

Fpbruary 

2.0271 

6,531 

370.692 

March 

2  1)2:1 

6,4«5 

4<e.26l 

April 

Z0271 

5,ViU 

35M.648 

May 

2.0271 

6,130 

.'«5.77S 

June 

1.3977 

8.ll<a 

377.085 

'  Derivation  detailed  on  p.  2  of  ihiii  allachmeni 


.4fr  New  England  monthly  rate  formula  determination 


July 


August      September     October     November    December     Janoarj-      Februarj        Marrli 


April 


May 


June 


Scheduled  eligible  revenue  air- 
raft  miles  ' 481,617  478,381  337.S56  256.676          232.252          234.841 

Daily  miles.    15,536.0  15.431.fi  11.24.5.2  8.279.9         7.741.7          7,575.5 

Pcrfonnaii<:'e  (actor  (percent)  >.  82.5  87.5  87.5  87.5              82.5              78.5 

Base  miles  per  day 12,817.2  13,502.7  9.839.6  7.244.9         6.386.9         5.946.8 

Monthly    subsidy    need    per 

seasonal  different iation  ' $381.. 5C5  $252,288  $177,914  $135. 36f. 

Dai Iv  need $12,308.55  $8.138.3.'  $5,930.47  $4.3f*.fi.S 

Ral,- per  mile $0.9603  $0.6027  $0.60JT  $0.0627          $0.9603          $2.a?71 


230.123 
7, 423. 3 

78.5 
5.827  3 


232.942 

8,319  4 

78.5 

6,  .530  7 


255,313 

8,  23.S.  9 

78.5 

6,465.2 


226.016 

7.5SS.8 

78.5 

5, 914. 0 


24Z447 

7,820  9 

78.5 

6, 139,  4 


S184.003        $373,694        $*«.  187        $370.fi72        $4<r..271        $3.59.650        $385,798 
S6. 133.43    $12,054.65    $11,812.48     $13,238.29    $13,105.52     $11,988.33     $12.44.5.10 


$2.0271  $2.0271 


$2.0271 


$2.  0271 


$2.0271 


343,  <^ 

11.4,55.  I 

78.6 

8.  992. 1 

$377,045 

$12,568.17 

$J.S977 


'  Per  carrier  submission  May  4,  1977. 

■  Developed  from  completion  (actors  supplied  by  the  carrier. 

'  See  p.  3  o(  this  attachment. 


.4?r  .Vcif  England  allneation  of  subnidy 
by  m-rinth 

Seasonal  Sched-  Need 
alloca-       Subsidy  duled  alloca- 
tion           need  eligible  tion 
(per-  RAM's  >  by 
cent)'  month 


AugU-'-t. 
September. 

October 

July 

November. 
December.. 

January 

February... 

March 

April 

May 

June , 


15      $565, 568 


15        £65. 568 


60    2.262.272 


10       377.045 


478.  .-Bl 
337.356 
256,676 
481.617 
232.252 
234,841 
230,123 
232,942 
250,313 
226.015 
242.  447 
343.654 


$252,288 
177,914 

135.  .^efi 

381,56.1 
184.003 
37.'J,694 
M6. 187 
370. 672 
406,271 
359,650 
.■J85.798 
377,  l«5 


Total. 


100    3.770.453    3.551.617      3,770.4.VT 


'  Seasonal  payment  schedule  as  modified  per  carrier 
request , 
'  Per  carrier  submission  May  4,  1'.'77, 

(PR  Doc.77-15614  FUed  6-2-77;8:45  am] 


(Docket  30931. Order  77-5-149) 

REBEL   FORWARDING,    INC. 

Proposed  Increase  In  Excess-Valuation 
Charge;  Order  of  Investigation  and  Sus- 
pension 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.C 
on  the  26th  day  of  May.  1977 

By  tariff  revisions  ■  filed  May  2  and 
marked  to  become  effective  June  1.  1977. 
Rebel  Forwarding.  Inc.  i Rebel),  an  air 
freight  forwarder,  proposes,  inter  alia,  to 
increase  its  excess-valuation  charge 
from  15  to  25  cents  for  each  $100.  or 
fraction  thereof,  by  which  the  declare-d 
value  of  a  shipment  exceeds  50  cents 


■  Revisions  to  Rebel  Forwarding.  Inc  .  Tariff 
C.A.B.  No  2. 


per  poimd  or  $50  per  shipment,  which- 
ever is  higher 

Rebel  asserts  that  its  proposal  is  filed 
to  offset  increased  costs  of  operation. 

Upon  consideration  of  all  relevant  fac- 
tors, the  Board  finds  that  the  propased 
charge  may  be  unjust,  unreasonable,  un- 
justly discriminatory,  unduly  preferen- 
tial, unduly  prejudicial,  or  otherwise  un- 
lawful, and  should  be  investigated.  The 
Board  further  concludes  that  the  pro- 
posal should  be  suspended  pending 
investigation. 

Rebel's  proposal  of  25  cents  per  $100 
of  excess  valuation  would  be  considerably 
above  the  rates  in  effect  in  the  indu5tr>' 
Most  forwarders  charge  15  cent*  per 
$100  Most  direct  carriers  charge  10 
cents,  although  a  few  charge  15  cents 
per  $100. 
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The  forwarder,  furthermore,  does  not 
present  any  factual  justification  of  its 
assertion  that  the  proposal  is  necessary 
to  offset  increased  costs.  The  Board  has 
suspended,  pending  Investigation,  a 
number  of  proposals  by  both  forwarders 
and  direct  carriers  to  increase  excess- 
valuation  charges  above  industry  levels 
where  no  showing  has  been  made  that 
existing  excess-value  revenues  do  not 
cover  the  amount  of  claim  expense  stem- 
ming from  the  declarations  of  excess 
value.=  In  addition,  the  Board,  in  adopt- 
ing the  initial  decision  in  the  Imperial 
Air  Freight  Services,  Inc.,  Increased  Ex- 
cess Value  Charge.  Docket  23538.  found  a 
proposed  increase  in  the  excess-valua- 
'  tibn  charge  from  15  to  25  cents  per  $100 
unlawful.  es.=;entiallv  upon  the  same 
ground,  and  ordered  it  canceled  (Order 
-   72-4-141,  April  26,  19721. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958,  and  particularly 
sections  204iai.  403,  404.  and  1002 
thereof. 

It  is  ordered.  That: 

1.  An  investigation  be  instituted  to  de- 
termine whether  the  charge  and  provi- 
sions in  Ruie  110' bi  on  2nd  Revised  Page 
12  of  Rebel  Forwarding.  Inc.'s  CAB.  No. 
2.  and  rules,  regulations,  or  practices 
affecting  such  charge  and  provisions  are 
or  will  be  unju.'^t.  unreasonable,  unjustly 
discriminatory,  unduly  preferential,  un- 
duly prejudicial,  or  otherwuse  unlawful, 
and  if  found  to  be  unlawful,  to  deter- 
mine and  prescribe  the  lawful  charge 
and  provisions,  and  rules,  regulations,  or 
practices  affecting  such  charge  and 
provisions; 

2.  Pending  hearing  and  decision  by  the 
Board,  the  charge  and  provisions  in  Rule 
110' b>  on  2nd  Revised  Page  12  of  Rebel 
Forwarding,  Tnc  's  CAB.  No.  2,  are  sus- 
pended and  their  u.-e  deferred  to  and  in- 
cluding August  29,  1977,  unless  otherwise 
ordered  by  the  Board,  and  that  no 
changes  be  made  therein  during  the 
period  of  suspension  except  by  order  or 
special  permission  of  the  Board; 

3.  The  proceeding  herein  designated 
Docket  30931,  be  assigned  for  hearing 
before  an  admmistrative  law  judge  of 
the  Board  at  a  time  and  place  hereafter 
to  be  designated:  aiid 

4.  Copies  of  this  order  shall  be  filed 
with  the  tariff  and  served  upon  Rebel 
Forwarding,  Inc  ,  which  is  hereby  made 
a  party  to  Docket  30931. 

This  order  will  be  published  in  the 
FEDERAL  Register. 

By  the  Civil  Aeronautics  Board 

Phyllis  T.  K.AYLOR, 

Secre  ary. 

|PR  Doc77-I5615  Piled  6-2-77,8  45  am! 

CIVIL   SERVICE   COMMISSION 

DEPARTMENT   OF   AGRICULTURE 

Revocation  of  Authority  To  Make 
Noncareer  Executive  Assignment 

Under  authority  of  5  9  20  of  Civil  Serv- 
ice Rule  rx  '  5  CFR  9  20,  the  Civil  Serv- 


ice Commission  revokes  the  authority  of 
the  Department  of  Agriculture  to  fill  by 
noncareer  executive  assignment  in  the 
excepted  service  the  position  of  Deputy 
Under  Secretary,  Immediate  Office  of 
the  Secretary. 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 

|FR  Doc.77-15435  Filed  6-2-77;8:45  am] 


DEPARTMENT   OF   JUSTICE 

Title  Change   in   Noncareer  Executive 
Assignment 

Bv  notice  of  February  27,  1976,  FR 
Doc.  X6-5635  the  Civil  Ser%ice  Commis- 
sion authorized  the  Department  of 
Justice  to  fill  by  noncareer  executive 
assignment  the  position  of  Executive 
Assistant  to  the  Deputy  Attorney  Gen- 
eral, Office  of  the  Deputy  Attorney  Gen- 
eral. This  is  notice  that  the  title  of  this 
position  is  now  being  changed  to  Exe- 
cutive Assistant  to  the  Associate  Attor- 
ney General,  Office  of  the  Associate  At- 
torney General. 

United  States  Civil  Serv- 
ice Commission, 

James  C.  Spry, 

Executive  Assistant  to 

the  Commissioners. 

|FR  Doc.77-15436  Piled  6-2-77:8:45  am] 


and  the  organizational  rules  and  procedures 
witliin  30  days  of  issuance  of  this  modifica- 
tion. Upon  formal  recognition  of  the  panel 
by  the  National  Marine  Fisheries  Service,  the 
panel  will  be  expected  to  review  the  per- 
formance information  from  the  observer  logs 
and  malie  recommendations  to  the  National 
Marine  Fisheries  Service  regarding  each  cer- 
tificate holder's  proficiency  Including,  but 
not  limited  to,  recommendations  to  suspend 
a  certificate  or  for  further  training,  as  ap- 
propriate In  each  case. 

This  modification  is  effective  June  3, 
1977. 

The  General  Permit,  as  modified,  is 
available  for  review  in  the  following 
offices : 

Director,  National  Marine  Fisheries  Service. 
3300  Whitehaven  Street,  N.W..  Washing- 
ton, D.C:  and 

Regional  Director,  National  Marine  Fisheries 
Service,  Southwest  Region.  300  South  Ferry 
Street,  Terminal  Island,  California  90731 

Dated:  May  20.  1977. 

Winfred  H    Meibohm, 

Associate  Director. 
National  Marine  Fisheries  Service. 

|FRDoc.77-15751  Filed  6-2-77:8:45  am] 


•Eg,  Orders  76  3  88    7.5   11- 118,  75-3   125 
and  prior  orders  cited  therein 


ENVIRONMENTAL    PROTECTION   AGENCY 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  Civil 
Service  Rule  IX  i5  CFR  9.20  >,  the  Civil 
Service  Commission  revokes  the  author- 
ity of  the  Environmental  Protection 
Agency  to  fill  by  noncareer  executive 
assignment  in  the  excepted  service  two 
positions  of  Special  Assistant  to  the  Ad- 
ministrator, Office  of  the  Administrator. 

United  States  Civil  Serv- 
ice Commission, 

James  C.  Spry, 
Executive  Assistant  to 

the  CommissioTiers. 

jFR  Doc.77- 15437  Piled  6-2-77:8:45  am) 

DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 

Administration 

AMERICAN   TUNABOAT   ASSOCIATION 

Modification  of  Permit 

Notice  is  hereby  given  that,  pursuant 
to  the  provisions  of  §  216.33  (d)  and  <e) 
01  the  regulations  governing  the  taking 
and  importing  of  marine  mammals  <50 
CFR  Part  216),  the  General  Permit  for 
Category  2;  Encircling  Gear,  Yellowfin 
Tuna  Purse  Seining,  issued  to  American 
Tunaboat  Association,  1  Tuna  Lane,  San 
Diego.  California  92101,  on  April  11,  1977. 
is  modified  in  the  following  manner: 

The  holder  of  this  general  permit  will  es- 
tablish a  panel  and  advise  the  National  Ma- 
rine Fisheries  Service  of  the  panel  members 


DONALD   B.    SINIFF 

Receipt  of  Application  for  Scientific 

Research  Permit 

Notice  is  hereby  given  that  the  follow- 
ing Applicant  has  applied  in  due  form 
for  a  Permit  to  take  marine  mammals 
for  the  purpose  of  scientific  research,  as 
authorized  by  the  Marine  Mammal  Pro- 
tection Act  of  1972  1 16  U  S  C.  1361-1407  ' 
and  the  Regulations  Governing  the  Tak- 
ing and  Importing  of  Marine  Mammals 
(50  CFR  Part  216 1. 

Dr.  Donald   B.  Siniff.  Professor,   De- 
partment of  Ecology  and  Behavioral  Bi- 
ology, University  of  Minnesota,  Minne- 
apolis, Minnesota  55455,  requests  to  take 
by  tagging  and  specimen  sampling  up  to 
500  crabeater  seals    tLobodon   carcino- 
phagus^ ,  50  leopard  seals  iHydnirga  lep- 
tonyxi,  25  Weddell  seals  (Leptonvchotes 
weddelli) ,  10  Ross  seals  iOmmatophoca 
rossii) ,  10  southern  elephant  seals  lAfi- 
rounga   leonina) .  and   20   southern   fur 
seals  (Arctocephalus  sp.> .  and  to  take  by 
killing  110  crabeater  seals  ^Lohodon  car- 
cinophagus'i .  10  leopard  seals  ^llydrurga 
leptonyxK    5    Weddell    seals    'Leptony- 
chotes  weddelliK  2  Ross  .seals  <Omma- 
tophoca  rossii^ ,  2  southern  elephant  seals 
(Mirounga  leonina  > ,  and  23  southern  fur 
seals  (Arctocephalus  sp. '  The  seals  to  be 
taken  by  killing  will  represent  different 
age  classes  to  determine  the  proportion 
of   reproductively   active   individuals   in 
each  age  class.  The  animals  to  be  taken 
by  tagging  will  have  a  tooth  or  toenail 
sampled,    blood    specimens    riraw'n,    be 
weighed,  tagged  and  then  released. 

A  major  aspect  of  this  study  is  to  estab- 
lish the  age  at  first  reproduction  of  these 
species  as  it  might  be  an  indicator  of 
papulation  size.  In  view  of  the  interna- 
tional exploitation  of  Antarctic  krill 
stocks  it  is  hoped  that  these  studies  will 
contribute  to  an  understanding  of  pin- 
niped population  dynamics  in  the  marine 
ecosystem  and  the  impact  of  the  krill 
fisheries  on  the  system. 
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Two  of  the  species,  southern  fur  seal, 
and  southern  elephant  seal,  are  listed  on 
Appendix  n  of  the  Convention  on  Inter- 
national Trade  in  Endangered  Species  of 
Wild  Fauna  and  Flora  i50  CFR  Part  23) 
and  the  Applicant  has  been  informed  of 
the  requirements  of  the  Convention. 

Documents  submitted  in  connection 
with  this  application  are  available  in  the 
following  offices: 

Director.  National  Marine  Fisheries  Service, 
3300  Whitehaven  Street.  N  W  .  V^'ashington. 
DC  :  and 
Regional  Director,  National  Marine  Fisheries 
Service.  Northeast  Region.  Federal  Build- 
ing. 14  Elm  Street.  Gloucester  Massachu- 
setts 01930. 

Concurrent  with  the  publication  of  this 
notice  in  the  Federal  Register  the  Secre- 
tarv  of  Commerce  is  sending  copies  of 
this  application  to  the  Marine  Mammal 
CommLsston  and  the  Committee  on  Sci- 
entific Advisors. 

Written  data  or  views,  or  request  for 
a  public  hearing  on  this  application, 
should  be  submitted  to  the  Director.  Na- 
tional Marine  Fisheries  Service.  Depart- 
ment of  Commerce,  Washington,  D.C, 
20235,  on  or  before  July  5,  1977.  Those 
individuals  requesting  a  hearing  should 
set  forth  the  specific  reasons  why  a  hear- 
ing on  this  particular  application  would 
be  appropriate.  The  holding  of  such  hear- 
ing is  at  the  discretion  of  the  Director. 
All  statements  and  opinioi^s  that  may 
be  contained  in  this  notice  in  support  of 
this  application  are  summaries  of  those 
of  the  Applicant  and  do  not  necessarily 
reflect  the  views  of  the  National  Marine 
Fisheries  Ser\'ice. 

Dated:   May  26,  1977. 

Robert  J.  Ayers, 
Acting    Assistant.    Director   for 
Fisheries    Management.    Na- 
tional Marine  Fisheries  Serv- 
ice. 
IFR  Doc  77-15750  Filed  6-2-77;  8: 45  am] 


COMMITTEE  FOR  PURCHASE  FROM 
THE  BLIND  AND  OTHER  SE- 
VERELY  HANDICAPPED 

PROCUREMENT   LIST   1977 

Additions 

•  AGENCY:  Committee  for  Purchase  from 
the  Blind  and  Other  Severely  Handi- 
capped. 

ACTION:  Additions  to  Procurement  List. 

SUMMARY:  This  action  adds  to  Pro- 
curement List  1977  commodities  to  be 
produced  by  and  a  service  to  be  provided 
bx  workshops  for  the  blmd  or  other  se- 
verely handicapped. 

EFFECTIVE  DATE:  June  3,  1977. 

ADDRESS:  Committee  for  Purchase 
from  the  Blind  and  Other  Severely 
Handicapped.  2009  Fourteenth  Street 
North.  Suite  610,  Arlington,  Virginia 
22201. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 


C.W.  Fletcher  >  703-557-11451 . 
SUPPLEMENTARY  INFORMATION 
On  March  11.  1977,  April  1,  1977,  and 
January  25,  1977.  the  Committee  for 
Purchase  from  the  Blind  and  Other  Se- 
verelv  Handicapped  published  notices 
•  42  FR  13576.  42  FR  17510,  and  42  FR 
4512'  of  proposed  additions  to  Procure- 
ment List  1977,  November  18.  1976  (41 
FR  509751. 

After  consideration  of  the  relevant 
matter  presented,  the  Committee  has  de- 
termined that  the  commodities  and 
rervice  listed  below  are  suitable  for  pro- 
curement by  tlie  Government  under  41 
use    46-48'C'.  85  Stat.  77. 

Accordingly,  the  following  commodities 
and  service  are  hereby  added  to  Procure- 
ment List  1977: 

Militart/   Resale  Item   and   Numbers 
Cellulose  Sponges  No.  975,  976,  977,  978  (IB 

Class  9905 
Sign  Kit,  Vehicle   (SHi.  9905-00-565-6267. 
SIC  none 

Campground  Cleanup  and  Trash  Removal 
(SHi.  USDA.  Forest  Service.  Pole  Mountain 
and  Centennial  Areas.  Laramie,  Wyo. 

C.  W.  Fletcher. 
Executive  Director. 

|FR    Doc  77-15737    Filed    6-2-77  8  45    am] 

CONSUMER    PRODUCT   SAFETY 
COMMISSION 

TECHNICAL  ADVISORY  COMMITTEE  ON 
POISON    PREVENTION    PACKAGING 

Meeting 

AGENCY:  Consumer  Product  Safety 
Commission. 

ACTION:  Notice  of  Meeting:  Technical 
Advisory  Committee  on  Poison  Preven- 
tion Packaging. 

SUMMARY:  This  notice  announces  a 
meeting  of  the  Technical  Advisory  Com- 
mittee on  PoLson  Prevention  Packaging 
on  Monday,  June  20,  1977  from  9:00  am 
to  5  00  pm.  and  Tuesday.  June  21,  1977 
from  9  00  am,  to  1:00  p,m,  in  the  third 
floor  hearing  room,  1111  18th  Street, 
N  W,.  Washington.  DC 

SUPPLEMENTARY  INFORMATION: 
The  purpose  of  the  Technical  Advisory 
Committee  is  to  provide  advice  and  rec- 
ommendations on  the  types  and  kinds  of 
packaging  that  will  protect  children  from 
injury  or  illness  resulting  from  handling 
or  ingestion  of  household  substances. 

The  tentative  agenda  includes  on  Mon- 
day. June  20  a  discussion  of  the  state  of 
the  art  of  child  resistant  mechanical 
sprayers,  and  update  on  regulatorv  ac- 
tivities under  the  Poison  Prevention 
Packaging  Act.  acetaminophen  as  a  can- 
didate for  regulation,  and  compliance 
with  the  PPPA  On  Tue<;day.  June  21.  the 
tentative  agenda  includes  a  dLscussion  of 
informaMon  and  education  programs 
under  PPPA 

The   meeting  is  onen   to  the   public 
however,  space  is  limited    Persons  who 
wish  to  make  oral  or  written  presenta- 


tion to  the  Technical  Advisory  Commit- 
tee should  notify  the  Office  of  the  Secre- 
tary see  address  below)  by  June  10,  1977. 
The  notification  should  list  the  name 
of  the  individual  who  will  make  the  pres- 
entation, the  person,  company,  group  or 
industry  on  whase  behalf  the  presenta- 
tion will  be  made,  the  subject  matter. 
and  the  approximate  time  request.ed. 

CONTACT  PERSON  ADDITIONAL  IN- 
FORMATION 

Dee  Wilson,  Assistant  Secretary.  Office 
of  the  Secretary.  Suite  300,  1111  18th 
Street.  N.W  Washington.  DC.  20207. 
202-634-7700. 

Dated:  May  31,  1977. 

Richard  E.  Rapps. 
Secretary 

(FR  Doc  77-15779  Filed  6  2-778  45  ami 

COUNCIL   ON    ENVIRONMENTAL 
QUALITY 

LIST  OF   ENVIRONMENTAL    IMPACT 
STATEMENTS 

May  23  Through   May  27 

Tlie  following  is  a  list  of  environmental 
impact  statements  received  by  the  Coun- 
cil on  Environmental  Quality  from  May 
23  through  May  27.  1977  The  date  of 
receipt  for  each  statement  is  noted  in 
the  statement  summary.  Under  Coun- 
cil Guidelines  the  minimum  period  for 
public  review  and  comment  on  draft  en- 
vironmental impact  statements  is  forty- 
five  <45i  days  from  this  Federal  Regis- 
ter notice  of  availability  <July  18.  1977). 
The  thirty  (30'  day  period  for  each 
final  statement  begins  on  the  day  the 
statement  is  made  available  to  the  Coun- 
cil and  to  commenting  parties. 

Copies  of  individual  statements  are 
available  for  review  from  the  originating 
agency.  Back  copies  are  also  available  at 
10  cents  per  page  from  the  Environ- 
mental Law  Institute.  1346  Connecticut 
Avenue.  Washington,  DC.  20036. 
Department  of  Achicultitie 

Contact:  Mr.  Errett  Deck.  Coordinator.  E:n- 
vironmental  Quality  Activities.  U.S.  Depart- 
ment of  Agriculture.  Room  307A,  Washing- 
ton  DC  20250  (202)  447-6827. 

FOREST  SERVICE 

Draft 

Illinois  Wild  &  Scenic  River  Proposal. 
Josephine  and  Curry  Counties,  Oreg .  May 
24;  ThLs  statement  recommends  that  50  mile.<i 
of  the  Illinois  River  be  considered  as  an  ad- 
dition to  the  National  Wild  and  Scenic  Rivers 
System  The  recommendation  Is  to  classify 
the  river  as  follow-s-  3  8  miles  from  the 
mouth  of  the  Illinois  upstream  to  Nancy 
Creek  as  recreational;  28  7  miles  from  Nancy 
Creek  upstream  to  Briggs  Creek  as  wild:  and 
17  9  miles  from  Briggs  Creek  upstream  to 
the  Siskiyou  National  Forest  boundary  as 
scenic.  The  river  segments  are  located  In 
Josephine  and  Curry  Counties.  Oregon  all 
within  the  Stskiyo  National  Forest  bound- 
ary, (ELR  order  no.  70643,) 

Final 

Deerfield  R  Area  Plan,  Oreen  Mt  N.F., 
Windham  Countv.  Vt  .  May  24:  Proposed 
Is   the   Implementation  of  a  land  use  plan 
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for  the  Deerfleld  River  Area  of  the  Green 
Mountain  National  Forest.  Vermont.  The 
proposed  plan  will  provide  .specific  direc- 
tion for  management,  allocation,  use.  and 
development  of  aporoxlmately  2.860  acres  of 
National  Forest  land,  of  which  more  than 
500  acres  have  been  developed  for  v.intfr 
sports  activities  under  the  provisions  of  three 
special  use  permits  Adverse  effects  include 
some  stream  slltation.  some  soil  disturbance, 
and  the  removal  of  48  acres  of  timber  land 
from  production.  Comments  made  by:  DOT. 
DOI.  HUD.  HEW.  COE.  EPA.  state  and  local 
agencies,  and  concerned  citizens.  (ELR  order 
no.  70641.) 

SOIL   CONSERVATION    SERVICE 

Draft 

Marshyhope  Creek  Wat«rshed.  Maryland 
and  Delaware.  May  23:  Proposed  is  the  im- 
plementation of  a  plan  for  watershed  pro- 
tection, flood  prevention,  and  drainage  for 
Kent  and  Su.ssex  Counties.  Delaware,  and 
Carolina  and  Dorchester  Counties.  Maryland. 
to  be  installed  by  the  local  sponsors  with 
Federal  assistance  The  project  consists  of 
land  treatment  measures  on  104.798  acres 
and  about  260  miles  of  multi-puroose  chan- 
nel work  Adverse  effects  include  the  drain- 
age of  approximately  1.100  acres  of  type  1 
and  type  2  wetlands  and  72  acres  of  type  7 
wetlancfs  Immediately  adiacent  to  the  chan- 
nel.s  Gra.ssland  will  be  decreased  by  2.380 
acres   ( ELR  order  No.  70620  ) 

Departmitnt  of  Defense 

armt   corps 

Contact:  Dr  C  Grant  Ash.  Office  of  En- 
vironmental Policy  Department.  Attn: 
DAEN-CWR-P.  Office  of  the  Chief  of  Engi- 
neers. U  S  Army  Corps  of  Engineers.  1000 
Independence  Avenue  SW  ,  Washington,  DC 
20314  (202)  693-6795. 

Draft 

Harlan  County  Lake  O.  &  M.,  Harlan  Coun- 
ty, Nebr  .  May  24:  Proposed  is  the  continued 
operation  and  maintenance  of  Harlan  County 
Lake  in  Harlan  County.  Nebra.ska.  which 
consists  of  water  control  operations,  opera- 
tion and  maintenance  of  recreation  areas, 
and  management  of  project  land  and  water 
resources  Adverse  effects  of  continued 
operation  and  maintenance  include  shoreline 
erosion,  water  level  fluctuatlcn,  downstream 
releases,  and  eflfect  on  insect  populations 
(Kansas  City  District.)  (ELR  order  No. 
70633. ) 

Racine  Harbor,  Interim  II.  Racine  County, 
Wis  .  May  26  Proposed  Is  the  construction 
of  a  small-boat  harbor  on  the  western  shore 
of  Lake  Michigan  near  the  mouth  of  the 
Root  River,  In  the  city  of  Racine,  Wisconsin. 
The  purpose  of  the  project  is  to  provide  both 
additional  permanent  harbor  facilities  and 
a  harbor-of-refuge  for  light-draft  ve?sels 
The  plan  provides  32  acres  of  sheltered  water 
in  the  southwest  corner  of  the  existing  Fed- 
eral harbor  at  Racine  by  constructing  the  two 
new  Interior  breakwaters  and  raising  the 
height  of  the  existing  south  breakwater  The 
action  Will  result  in  Increases  in  noise  levels 
and  turbidity,  destruction  of  29  acres  of 
benthos,  and  conversion  of  6  acres  of  habitat. 
(Chicago  District  )    (ELR  order  No.  70656  ) 

Final 

North  Point  Park  Marina.  San  Francisco 
County,  Calif  ,  May  27:  Proposed  Is  the  con- 
struction of  a  major  commercial  recreational 
complex  at  the  Port  of  San  Francisco's  north- 
ern waterfront-  The  project  wUl  include 
restaurants.  retaU  shops,  a  marina,  a  parking 
garage,  and  open  space  park  areas  adjacent 
to  and  Including  Piers  37  38,  and  41  Adverse 
effects   Include   increased   local   trafHc,   sedi- 


mentation from  the  construction  of  break- 
waters, and  air.  water  and  noise  pollution. 
(San  Francl'co  District.)  Comments  made 
by:  DOC.  DOI.  DOT,  EPA,  AHP,  state  and 
local  acencies.  and  railway  companies.  (ELR 
order  No   70660.) 

S  Platte  R  Flood  Control.  Chatfield  Dam, 
Arapahoe.  Adams,  and  Douglas  Counties, 
Colo  .  May  25 :  Proposed  is  the  construction 
of  structural  and  non-structural  features  for 
flood  control  for  8  miles  of  the  South  Platte 
River,  Nebraska.  The  project  area  extends 
from  Chatfield  Dam  to  West  Hampden  Ave- 
nue, and  plans  call  for  acquisition  of  a  flood 
plain  area  for  recreational  use  and  enlarge- 
ment of  segments  of  the  existing  channel. 
Safe  evacuation  of  flood  waters  and  erosion 
protection  will  be  provided,  as  well  as  pro- 
tection of  overbank  areas  from  flood  waters. 
Adverse  impacts  include  some  alteration  of 
wildlife  and  relocation  of  certain  public 
utilities  and  bridges.  (Omaha  District.) 
Comments  made  by:  USDA.  DOI.  EPA,  HUD. 
DOT,  HEW,  state  and  local  agencies,  and 
interested  persons.  (ELR  order  No.  70648  ) 

Big  South  Fork  National  River.  Kentucky 
and  Tennessee,  May  24:  Proposed  Is  the 
establishment,  administration,  and  main- 
tenance of  the  Big  South  Fork  National 
River  and  Recreation  Area.  Tennessee  and 
Kentucky,  as  authorized  by  PL.  93-251.  The 
purpose  of  establishing  such  a  National  Area 
is  to  conserve  and  interpret  the  natural 
resource  values  of  the  area  and  to  preserve  a 
natural  free-flowing  stream.  A  variety  of 
recreation  facilities  will  be  provided.  The 
project  will  result  in  disolacement  of  42 
farms,  125  persons.  2  churches,  and  13 
cemeteries,  as  well  as  loss  of  significant 
timber  harvest,  and  loss  of  coal.  gas.  and  oil 
production.  (Nashville  District.)  Comments 
made  by :  FPC.  USDA,  HEW  EPA,  TVA.  state 
agencies,  and  concerned  citizens.  (ELR  order 
No.  70631.) 

DeTour  Recreational  Boat  Harbor.  Chip- 
pewa County.  Mich.,  May  26:  Proposed  is  the 
establishment  of  recreational  and  refuge 
harbor  facilities  for  sm^ll  craft  at  DeTour, 
Chippewa  County.  Michigan.  Dredging  and 
construction  operations  sussoclated  with  the 
project  would  temporarily  degrade  the 
aquatic  environment.  Permanent  adverse  ef- 
fects include  the  removal  of  some  benthlc 
organisms  and  degradation  in  water  quality 
due  to  increased  boat  activity.  (Detroit  Dis- 
trict.) Comments  m-ide  by:  FPC.  AHP.  USDA, 
DOC,  DOI,  EPA.  state  and  local  agencies,  and 
concerned  citizens.   (ELR  order  No.  70650.) 

Rosedale  Harbor  Navigation  Improvements, 
Mi^s  .  Bolivar.  Coahoma,  and  Sunflower  Coun- 
ties, Miss.  May  24:  The  proposed  Improve- 
ment project  for  Rosedale  Harbor.  Missis- 
sippi, calls  for  a  channel  2.7  miles  long  and  an 
access  road  0.7  mile  long  located  approxi- 
mately 2  miles  south  of  Rosedale.  The  fei- 
tures  of  this  plan  also  call  for  a  9  X  150  foot 
channel,  a  400  X  1,000  foot  turning  basin,  an 
access  road  with  a  40-foot  crown,  and  a  20- 
acre  land  fill  to  be  used  as  an  industrial 
park.  Material  dredged  from  the  channel  will 
be  deposited  on  the  east  side  of  Log  Loiders 
Chute  to  form  the  20-acre  land  fill.  Adverse 
effects  include  loss  of  woodland.  (Vlcksburg 
District.)  Comments  made  by:  EPA.  USDA, 
DOI,  HEW,  DOC.  HUD.  DOT.  state  agencies, 
and  Interested  parties.  (  ELR  order  No.  70634.) 

Lake  of  the  Ozarks  Crossing  by  161  kV  Line. 
Permit.  Camden  County.  Mo.,  May  27:  Pro- 
posed is  the  Issuance  of  Department  of  the 
Army  permits  to  Central  Electric  Power  Co- 
operative, Jefferson  City.  Missouri,  for  pro- 
posed construction  and  Installation  of  161 
kV.  three  phase,  five  wire  overhead  electric 
powerline  across  the  Osage  River  at  lake  mile 
31.9  and  across  the  Nlangua  River  at  lake 
mile  31.2  on  tbe  Lake  of  the  Ozarks.  Adverse 


effects  include  the  elimination  of  80  acres  of 
forest  cover  and  related  wildlife  habitat 
(Kansas  City  District.)  Comments  made  by: 
USDA.  HEW.  HUD.  DOI.  DOT.  EPA.  PTC. 
AHP.  stite  and  local  aeencies  and  concerned 
clti7ens.  (ELR  order  No   70662  ) 

Abtquiu  Dae  and  Reservoir.  O  .t  M  .  Rio 
Arriba  County.  N.  Mex  .  May  26:  Prooosed  is 
the  continued  operation  and  maintenance  of 
Abiquiu  Dam  and  Reservoir  for  flood  damage 
reduction  and  sediment  retention  The  proj- 
ect 3lso  Includes  the  development  of  recrea- 
tion facilities  and  zoning  of  oroiect  lands 
Approximately  1,500  acres  of  interspersed 
gra-ssland  and  Juniper  woodland  would  be 
converted  to  a  standing  aquatic  svstem.  and 
archeoloeical  sites  may  be  inundated  (.Albu- 
quereue  District.)  Comments  made  bv  HEW. 
AHP,  DOI,  EPA,  USD.A.  state  and  local  agen- 
cies. !ind  concerned  citizens.  (ELR  order  No. 
70655.) 

Tulsa  Urban  Renewal  River  Parks  ProJ  , 
Permit,  Tulsa  County,  Okla  .  Mav  27:  Pro- 
posed is  the  granting  of  a  Deoartment  of  the 
Army  permit  to  the  Tulsa  Urban  Renewal 
Authority  for  the  placement  of  dredged  and 
fill  material  in  connection  with  bank  stabili- 
zation, bank  re-alignment  and  a  low  water 
sein.  The  prooosed  work  would  be  located  on 
and  in  the  Arkansas  River  in  the  center  of 
Tulsa,  Oklahoma.  Construction  of  the  park 
will  remove  a  portion  of  the  stream  side  habi- 
tat, eliminate  wildlife  corridors,  destrov  nest- 
ing and  breeding  are^s.  and  tempoarlly  in- 
. urease  slltation  and  turbidity  (Tulsa  Dis- 
trict.) Comments  made  by:  FPC.  AHP,  USCG. 
EPA,  DOT,  and  state  and  local  agencies.  (ELR 
order  No.  70661.) 

Supplement 

Tampa  Harbor  Deepening  (S-2).  Hills- 
borough County.  Fla  .  May  24'  This  state- 
ment supolements  a  final  EIS  filed  with  CEQ 
in  July,  1975  on  the  Tampa  Harbor  Deep>en- 
ing  Project.  It  presents  a  revised  disposal 
plan  which  alters  the  pl\n  nresented  in  the 
Pinal  EIS  together  with  additional  informa- 
tion, data,  planning  status,  and  coordination 
efTorts  which  have  been  acquired  or  have  oc- 
curred since  the  filing  of  the  Final  EIS  Ad- 
verse effects  of  the  revised  disposal  nlan  are 
discussed.  (Jacksonville  District.)  (  ELR  order 
No   70642.) 

Department  of  Defense 


Contact:  Mr  Ed  Johnson.  Department  or 
the  Navy,  Room  4B466.  Pentagon.  Wash- 
ington, DC.  20350  (202)  697-3639. 


NAVY 


Final 


Naval  Petroleum  Reserve  No  4.  Alaska, 
May  27:  Propo.sed  is  the  continuation  of  ex- 
ploratory drilling  for  petroleum  at  19  addi- 
tional sites  within  Naval  Petroleum  Reserve 
No  4  in  northern  Ala-ska.  The  purpose  of  the 
project  Is  to  explore,  inventory,  and  evaluate 
the  petroleum  potential  of  NPR  4.  Explora- 
tion activity  will  result  in  the  removal,  due 
to  borrow,  of  as  much  as  350  acres  of  sand 
dune,  gravel  bir.  or  gravel  beach  habitat:  and 
the  covering.  In  the  form  of  drill  pads,  air- 
strips, and  access  roads,  of  as  much  as  225 
acres  of  tundra  habitat  with  this  borrow 
material.  Comments  made  by:  DOC,  HUD. 
DOI,  DOT,  USCG  AHP  EPA,  state  and  local 
agencies,  and  concerned  citizens.  (ELR  Order 
No.  70659.) 

Energy  Research  and  Development  Admin 

Contact:  Mr.  W  Herbert  Pennington.  Office 
of  NEPA  Coordination.  Energy  Research  and 
Development  Administration,  E-201,  ERDA, 
Washington,  D.C.  20545,  301-353-4!>4:. 
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Final 

Portsmouth  Gaseous  Diffusion  Plant  Site, 
Pike  County,  OMo,  May  23:  Propoaed  ts  Uie 
continued  operation  of  the  Portsmouth 
Gaseous  Diffusion  Plant  in  Plketon,  Ohio. 
This  statement  assesses  the  eavlronniental. 
social,  and  economic  lm.pacts.  and  the  co«.b 
and  benefits  of  continued  operation  of  the 
plan:  at  its  uprated  capacity  of  8.6  million 
separating  work  units  per  year.  Impacts  as- 
sociated with  the  offslte  produotloti  of  elec- 
tric power  to  operate  the  plant  are  evalu- 
ated Comments  made  by:  HEW.  DOI,  DOC. 
EPA.  NRC.  state  agencies,  concerned  groups 
and  persons  (ELR  order  No.  70621) . 

Environmental  Protection  Agency 

Contact:  Please  refer  to  the  separate  notice 
published  by  EPA  In  this  Issue  of  the  Federal 
Register  for  the  appropriate  EPA  contact 

Draft 

Standards  for  Lime  Manufacturing  Plants. 
May  26:  Proposed  Is  the  implementation  of 
standards  of  performance  for  new  and  modi- 
fied rotary  lime  kilns  and  hydrators  at  lime 
manufacturing  plants.  The  proposed  stand- 
ards limit  emissions  to  0.16  kilogram  of  par- 
ticulate matter  per  megagram  of  limestone 
feed  and  10  percent  opacity.  Beneficial  Im- 
pacts are  anticipated.  (ELR  order  No.  70664) 

Henrico  Co.  Wastewater  Pacllltles,  Henrico 
County,  Va  .  May  26:  Proposed  Is  construc- 
tion of  a  wastewater  treatment  plant  and  a 
system  of  Interceptor  sewers  to  serve  Hen- 
rico County  and  parts  of  Goochland  and 
Hanover  Counties.  Virginia.  Nine  alternatives 
for  wastewater  transportation  and  treatment 
are  considered  In  the  statement.  The  action 
wlU  result  m  habitat  destruction,  visual  im- 
pact, and  Increased  odor  (.Region  III)  lELR 
order  No.  70651). 

Final 

El  Paso  &  Teller  Co.  Water  Quality  Man- 
agement, El  Paso  and  Teller  Counties.  Colo.. 
May  23:  This  statement  proposes  enactment 
of  a  Water  Quality  Management  Plan  for  El 
Paso  and  Teller  Counties  in  Colorado.  The 
plan  makes  recommendations  regarding 
stream  classifications  and  criteria,  waste- 
water treatment  facility  needs,  and  the  reg- 
ulatory fiscal  institutional  programs  neces- 
uary  for  implementation.  Problems  of  point 
an(i  nonpolnt  sourcee  of  water  pollution  are 
addressed  for  a  projected  population  of  550.- 
000  by  the  year  2000  Adverse  effects  incUide 
Impacts  to  ecologlc  systems,  a  decrease  In 
water  discharged  to  Fountain  and  Monu- 
ment Creeks,  and  an  Increase  In  demand  for 
groundwater  supplies  (Reelon  VIII).  Com- 
ments made  by :  CEQ.  COE.  HEW.  HUD.  state 
and  cotmti,-  agencies.  Interested  persons  (ELR 
order  No.  70623). 

Denver  Regional  Wastewater  Facilities.  Col- 
orado County.  May  27:  Proposed  is  the  con- 
struction, improvement,  and  or  expansion 
of  the  municipal  wast-owater  collection  and 
treatment  systems  for  the  Denver  Region  In 
Colorado.  The  region  Includes  the  following 
planning  areas:  South  Adams  County,  Engle- 
wood  and  Littleton.  South  Lakewood.  Cherry 
Creek  and  Goldsmith  Gulch.  Lower  South 
Platte.  Clear  Creek  and  Sand  Creek.  West- 
minster and  Broomfield.  and  the  Metropoli- 
tan Denver  Sewage  Disposal  District  No.  1. 
Adverse  Impacts  include  construction  site 
erosion,  runoff,  and  stream  channelization 
(Region  vni)  (ELR  Order  No.  70663.) 
Federal  Entrcy  Administration 

Contact:  Mr.  Robert  Stern.  Director.  Office 
of  Environmental  Impact.  Federal  Energy  Ad- 
ministration. New  Post  Office  Building.  Room 
7119,  12th  and  Pennsylvania  Avenue  NW , 
Washington.  DC.  20461,  202-566  9760. 


Z>raft 

licMftDtis  aenerAOag  BtaUoD.  PlkntB  1  & 
a,  Qt^  ICaj  36:  Propoeed  iB  th£  prohibition 
of  the  burning  gas  or  oli  as  tlve  piimAry 
energy  source  at  the  Georgia  Power  Com- 
pany's McManus  Generating  Station,  power- 
plants  1  and  2,  Brunswick,  Georgia.  The 
statement  describes  existing  conditions  and 
analyzes  the  impact  of  conversion  to  coaJ. 
Adverse  Inapacts  vary  according  to  the  pollu- 
tlc«i  control  strategy  employed.  (ELR  Order 
No.  70658) 

Det.sktvent   of   hud 

Contact:  Mr.  Richard  H.  Bro'on.  Director. 
Office  of  Environmental  Quality.  Department 
of  Housing  and  Urban  Development,  451  7th 
Street  6W,  Washington.  D.C.  20410.  202- 
755-6308. 

Draft 

Willowridge  Subdivision.  Hams  and  Port 
Bend  Counties.  Tex.,  May  24:  Proposed  Is  the 
development  of  4,200  acres  Into  a  planned 
oommunity  composed  of  single-family 
homes,  apartments,  patio  homes  and  town- 
homes  with  some  commercial  reserves  in 
Port  Bend  and  Harris  Counties,  Teia.s.  The 
development  provides  for  the  planning  and 
controlling  of  a  wide  range  of  llvlnp  ac- 
commodations for  approximately  50,OJ0  or 
more  people.  (ELR  Order  No.  70627.) 

Sterling  Green  Subdivision,  Harris  County. 
Tex..  May  24:  Proposed  is  the  development  of 
1.200  acres  Into  a  planned  community  com- 
posed of  single-family  homes,  apartments, 
patio  homes  and  townhomes  with  some  com- 
mercial reserves  In  Harris  C-ounty.  Texas. 
This  development  provides  for  the  planning 
and  controlling  of  a  wide  range  of  living  ac- 
commodations for  approximately  26.600  peo- 
ple. Adverse  effects  would  Include  the  loss 
of  a^lcultural  land  and  an  Increased  demand 
for  fossil  fuels  through  heavy  dependence 
on  the  automobile  for  transportation.  (EUl 
Order  No  70628.) 

Inw<x>d  North  Subdivision.  Harris  County. 
Tex  ,  May  24:  The  proposed  action  is  for  the 
Department  of  HUD  to  accept  for  HUD-FH.\ 
mortgage  Insurance  purposes  the  760  acre 
Inwood  North  Subdivision  in  Harris  Coun- 
ty, Texas.  When  completed  in  approximately 
six  years,  the  subdivision  will  contain  ap- 
proximately 2.000  single-family  homes  plus 
some  attached  single-family  and  multi-fam- 
ily housing  and  shopping  and  recreational 
facilities.  Adverse  effects  include  the  re- 
moval of  grazing  land  and  open  areas,  and 
an  increased  demand  for  fossil  fuels  through 
heavy  dependence  on  the  automobile  for 
trar:Lsportation.  (ELR  Order  No.  70630.) 

Wingate  Subdivision,  Harris  County,  Tex.. 
May  24:  Proposed  Is  the  development  of  127 
acres  Into  a  planned  community  compyosed 
of  single  family  homes,  located  In  Harris 
County,  Texas.  This  project  will  provide 
housing  for  approximately  2.100  people  The 
development  will  result  In  Increased  loading 
of  solid  waste  disposal  sites.  Increased 
groundwater  consumption,  and  Increased 
demand  for  fossil  fuels  through  heavy  de- 
pendence ufjon  the  automobile  for  trajispor- 
tation.  ( ELR  Order  No.  70646. ) 

Summerfields  Community.  Texas.  May 
26 :  Proposed  is  the  approval  for  home  mort- 
gage purposes  of  the  application  of  the 
Cambridge  Realty  Development  Corporation 
for  the  1.561 -acre  Svimmerfields  Development 
nine  miles  north  of  Fort  Worth  Of  the 
6,024  units  in  the  project.  3,132  are  low- 
density  single  family  homes,  1,464  units  are 
medium  derLslty  apartments,  and  another 
1,428  units  are  cltister  housing  and  other 
types  of  units  Adverse  effects  Include  higher 
air  and  noise  pollution  levels,  urban  run- 
off, and  loss  of  cropland'  and  pasture'.ands. 
(ELR  Order  No  70653  i 


Secood  Waterfront  Urban  Renewal.  Glou- 
cester, Mass..  May  23:  The  statement  con- 
cerns an  urban  renewal  project  for  43  acres 
of  land  located  at  the  head  of  the  North 
Channel  of  the  City  of  Gloucester.  Massachu- 
setts. The  project  Includes  demolition  of 
some  existing  structures  and  the  construc- 
tion of  new  wharves  and  piers,  oommerclal 
b-^llGings.  a  fish  processing  plajit,  a  cold 
storage  area,  retail  stores,  and  some  office 
space.  The  program  will  also  result  in  the 
filling  in  the  area  at  the  terminus  of  Inner 
Harbor  at  the  North  Channel,  the  disposal 
of  dredge,  relocation  and  disruption  of  busi- 
nesses, and  the  demolition  of  existing  build- 
ings. Comments  made  by:  AHP.  USDA.  COE. 
DOC.  HEW,  DOL  DOT,  ERDA.  EPA.  State  and 
regional  agencies,  and  local  groups  and  per- 
sons   (ELR  Order  No.  70624.) 

The  following  are  Community  Develop- 
ment Bl(x-k  Grant  statements  prepared  and 
circulated  directly  by  applicants  pursuant 
to  section  104(h)  of  the  1974  Housing  and 
Community  Development  Act  Copies  may 
be  obtained  from  the  office  of  the  appropri- 
ate local  chief  executive.  (Copies  are  not 
avaUable  from  HUT)) . 

Section  104(h) 
Final 

Sfcnta  Cruz  Rlverpark.  Tucson.  Arizona, 
May  2:3 :  Proposed  is  a  master  plan  for  the 
Santa  Cruz  Rlverpark  In  Tucson.  Arizona, 
to  be  lmpleme:-.ted  over  a  ten  to  fifteen  year 
period.  The  Rlverpark  is  located  west  of 
Interstate  highways  I-IO  and  1-19  between 
the  north  limits  of  the  City  of  Tiicson  at 
Camlno  del  Cerro  and  the  south  City  limits 
at  Los  Reales  Road  Five  major  categories 
of  interest  are  included  in  the  project:  land 
use.  recreation,  water  management,  other  re- 
source mansigement,  and  implementation. 
lmp>acts,  tx)th  beneficial  and  adverse,  are 
discussed  at  length.  Comments  made  by: 
AHP.  DOI,  HUD,  DOT,  State  and  local  agen- 
cies, and  concerned  citizens.  (ELR  Order  No. 
70626  I 

Coallnga.  CaL^Sewer  Line  Extension. 
Fresno  County.  Calif.  May  25  Proposed  Is 
the  extension  of  an  existing  sewer  line  from 
Maple  Street  north  to  Phelps  Avenue  (in- 
cluding an  ln\-erted  siphon  under  Los  Oatos 
Creek)  In  Fresno  County,  California.  This 
extension  will  make  approximately  160  acres 
of  land  available  for  development.  Includ- 
ing: Limited  industrial,  service  and  commer- 
cial, recreational,  light  density  residential, 
and  park  land  uses.  Present  plans  call  for 
the  property  to  be  annexed  to  the  City  of 
Coallnga  prior  to  construction  of  any  faclU- 
tle?.  Adverse  effects  Include  the  loss  of  agri- 
cultural land  and  the  displacement  of  some 
wildlife.  Conmients  made  by:  COE,  EPA, 
State  and  local  agencies,  and  concerned 
citizens.  (ELR  Order  No.  70647.) 

Department  of  Transportation 

Contact:  Mr,  Martin  Convlsser,  Director, 
Office  of  Environmental  Affairs.  U.S.  Depart- 
ment of  Transportation.  400  7th  Street  6W., 
Washington,    DC.    20590    (202-426-4357). 

rEDERAL     AVIATION     ADMINISTRATION 

Final 

Guam  International  Airport,  Guam. 
May  23 :  The  proposed  »ctlon  involves  the 
transfer  of  67.85  acres  of  XJS.  Navy  land  to 
the  Government  of  Guam  for  the  develop- 
ment and  expansion  of  the  terminal  facili- 
ties for  the  Guam  International  Air  Term- 
inal (GIAT)  at  Agana  Naval  Air  Station. 
The  future  development  of  GIAT  will  re- 
quire clearing  approxlmiitely  64  acres  of 
vegetAt'.on.  removal  of  a  portion  of  bird 
habitat,  and  alteration  of  the  existing  land 
use   pattern  around  the  airport.  Comments 
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made  by:  EPA.  DOI.  DOT.  DOD.  COE.  ASP, 
Guam  government  agencies,  and  concerned 
iltlzens.  {ELR  Order  No.  70625.) 

rEDERAI,     HIGHWAY     ADMINISTRATION 

Draft 

ADHS  Corridor  D.  Williamsburg.  Pebbles, 
several  counties  In  Ohio.  May  24:  The  pro- 
posed project  consists  of  construction  of  a 
new  highway,  on  new  right-of-way,  approx- 
imately 38  miles  In  length  from  Its  western 
end  just  north  of  Williamsburg  to  Us  eastern 
end  Just  south  of  Pebbles.  Ohio.  The  pro- 
jjosed  protect  Is  a  divided,  four-lane,  limited- 
access  highway.  The  highway  Is  part  of  the 
Appalachian  Development  Highway  System 
and  Is  an  uncompleted  segment  of  Corridor 
D  in  Ohio.  The  project  Is  located  In  Cler- 
mont, Brown,  Highland,  and  Adams  Co\in- 
tles.  (Region  5.1   (ELR  Order  No.  70644.) 

Allet;heny  Valley  Expressway  (L.R.  1037, 
.iD  and  5E).  Allegheny  County,  Pn...  May  24: 
The  proposed  action  Is  the  construction  of 
L.R.  1037-5D  and  5E.  the  Allegheny  Valley 
Elxpressway.  from  Bailies  Run  Road  in  East 
Deer  Township,  northward  throu^'h  Taren- 
tum  Boroueh,  to  Burtner  Road  In  Harrison 
Township.  This  4-lane  limited  access  facility 
Is  approximately  3  miles  long.  Included  In 
this  proposed  action  Is  a  fully  directional  in- 
terchange with  Bull  Creek  Road,  the  widen- 
ing and  relocation  of  Bull  Creek  Road,  and 
the  relocation  of  Bull  Creek  and  Little  Bull 
Creek.  The  exnressway  would  result  in  the 
elimination  of  200  acres  of  vegetation  and 
the  loss  of  various  wildlife  species.  (Region 
3.)    (BLR  Order  No.  70636.) 

Everett  Bypass.  Bedford  County,  Pa  .  May 
26:  The  propyosed  action  Is  the  construction 
of  the  Everett  Bypass  In  Bedford  County, 
Pennsylvania  The  project  consi.ste  of  approx- 
imately 2.5  mlle.s  of  relocated  U.S.  30  in  con- 
Junction  with  a  2  5  mile  relocation  of  Penn- 
sylvania Traffic  Route  26  north  of  the  Everett 
Borough  business  district.  The  U.S.  30  reloca- 
tion will  be  a  4-lane  divided  highway  with 
limited  access  ard  the  T  R.  26  relocation  will 
be  a  2-lane  hlifhway  with  free  access.  Ad- 
verse Impacts  Include  the  displacement  of 
60  to  76  residential  dwellings  and  19  to  34 
busluesses,  denendin<r  on  the  alternate  .se- 
lected.   (Region   3  )    (ELR  Order  No.  70649  ) 

S  R.  2.  Fobes  Hill,  N.  Monroe  Interchange. 
Snohomish  County,  Wash.,  May  24:  Proposed 
l3  the  construction  of  12  3  miles  of  State 
Route  2  to  a  four-lane  highway,  with  fully 
controlled  limited  access,  from  Fobes  Hill, 
east  of  Everett  and  the  Snohomish  River,  to 
approximately  one  mile  east  of  Monroe,  en- 
tirely wltln  Snohomish  County.  The  pro- 
posal includes  plans  for  a  rest  area  for  each 
direction  of  travel,  and  interchanges  at  seven 
locations  to  provide  access  to  local  roads  and 
other  state  highways.  Adverse  effects  Include 
the  loss  of  forested  land  and  agricultural  land 
both  to  the  highway  and  to  Increasing  devel- 
opment In  rural  areas.  iReglon  lo.)  (ELR 
Order  No.  70646.) 

Fina! 

State  Routes  41  and  180,  Fresno,  California, 
Fresno  County.  Calif.,  May  24:  The  project 
consists  of  construction  of  a  freeway-express- 
way sj-stem.  within  the  urban  area  of  Fresno. 
California,  to  replace  existing  State  Routes 
180  and  41.  The  new  routes  will  be  on  entirely 
new  alignments,  forming  a  pirculation  tri- 
angle around  the  Central  Business  District 
with  distribution  links  reaching  into  the 
northern  and  eastern  sections  of  the  city. 
The  project  will  require  the  relocation  of 
businesses  and  families  and  the  disruption 
of  neighborhood  stability.  (Region  9.)  Com- 
ments made  by:  ETPA.  DOI,  USDA,  and  con- 
cerned citizens.  (ELR  Order  No.  70639.) 

SE  Extension  of  S.R  9  A,  1-95  29&-Jack- 
soiivllle.  Duval  County.  Pla  .  May  26:  Pro- 
posed Is  the  construction  of  an  eastern  by- 


pass around  the  city  of  Jacksonville,  Florida. 
The  multi-lane,  high  speed,  limited  access 
facility  wiu  begin  at  the  south  I-95/I-295 
Interchange  and  proceed  northerly  to  the 
St.  John  River,  terminating  at  the  I-96/I-295 
Interchange  north  of  Jacksonville.  The  proj- 
ect also  Includes  plans  for  a  high-level 
bridge.  Depending  on  the  alternate  corridor 
selected,  project  length  will  be  from  23.5  to 
28.9  miles.  Adverse  effects  Include  relocation 
of  homes  and  bixslnesses,  loss  of  forest  re- 
sources, filling  of  wetlands,  and  alteration 
of  wildlife  habitat.  (Region  4.)  Comments 
made  by:  EPA.  DOI.  USDA.  USCG,  DOT,  DOC, 
State  and  local  agencies,  and  interested  par- 
ties. (ELR  Order  No.  70652.) 

Freeway  592,  Polk  and  Warren  Counties, 
Iowa,  May  24:  Proposed  is  the  construction 
of  Freeway  592  in  Polk  and  Warren  Counties, 
Iowa.  The  project  begins  at  1-35  west  of  Dee 
Moines  In  the  vicinity  of  Iowa  5.  and  extends 
eastward  to  the'  vldnlty  of  the  Junction  of 
Iowa  5  and  Iowa  46  near  Avon.  The  major 
effects  of  the  action  Include  diversion  of  ap- 
proximately 582  acres  of  quality  farmland  to 
highway  right-of-way,  and  the  dislocation 
of  an  estimated  15  Individuals  from  their 
homes  and  farmsteads.  (Region  7.)  Com- 
ments made  by:  USDA.  DOI,  HEW,  EPA, 
DOT.  UAITA,  and  concerned  citizens.  (ELR 
Order  No.  70640.) 

Md.  Route  2  &  4,  New  Patuxent  R.  Bridge — 
S.R.  235.  St.  Mary's  County,  Md.,  May  24:  The 
proposed  action  entails  the  initial  construc- 
tion of  a  two-lane  highway  on  new  align- 
ment from  the  southern  approaches  of  the 
Lower  Patuxent  River  Bridge  to  Maryland 
Route  235  in  St.  Mary's  County.  Right-of-way 
acquisition  is  proposed  for  an  ultimate  dual 
four-lane  facility  separated  by  a  30-foot  wide 
grass  median.  The  Initial  and  ultimate  facili- 
ties will  provide  partial  control  of  access. 
Due  to  the  rural  character  of  the  Study  Area, 
losses  in  wildlife  habitat  and  removal  of 
vegetation  would  result  from  project  con- 
struction. (Region  3).  Comments  made  by: 
DOI,  USDA,  EPA,  concerned  citizens  (ELR 
order  No.  70629). 

1-590,  Rochester  Outer  Loop,  Monroe 
County,  N.Y.,  May  23:  Proposed  is  the  con- 
struction of  4.24  miles  of  1-590  ( the  Rochester 
Outer  Loop)  between  ScottsvlUe  Road  In  the 
town  of  Chill  and  Winton  Road  In  the  town 
of  Brighton.  The  recommended  alternative 
will  require  10.2  acres  of  Genesee  Valley  Park, 
although  no  active  recreation  area  will  be 
affected.  Noise  and  air  pollution  levels  In  the 
project  area  will  Increase.  Comments  made 
by:  DOT,  USCG,  USDA,  DOC.  HEW,  DOI, 
EPA.  AHP.  state  and  local  agences,  concerned 
citizens  (ELR  order  No.  70622). 

U.S.  2.  Leeds  to  Churches  Ferry,  Benson 
County,  N.  Dak..  May  24:  Proposed  is  the 
construction  of  a  road  paralleling  the  ex- 
isting road  to  provide  a  11.5  mile.  4-lane 
divided  segment  of  U.S.  2  from  Leeds  to 
Churches  Ferry.  The  project  will  displace 
some  agricultural  land  and  land  under 
USFWS  Wetlands  Easement.  Approximately 
20  acres  of  wetland  basins  will  be  filled.  The 
action  will  result  In  the  relocation  of  6 
families.  Comments  made  by:  DOT.  DOI. 
USDA,  HUD,  EPA.  FEA,  COE,  state  agencies. 
Interested  parties   (ELR  order  No.  70636). 

Midland  North  Arterial  Loop.  Midland 
County.  Tex.,  May  24:  The  proposed  action 
win  provide  for  a  4-lane.  divided  north 
arterial  loop  aroimd  the  City  of  Midland's 
urbanized  area.  The  project  will  extend  from 
the  Junction  of  FM  1369  and  1-20  west  of 
Midland,  north,  east  and  south  approximately 
17  miles  to  1-20  east  of  Midland.  Adverse 
Impacts  Include  displacement  of  families  and 
businesses,  Increased  air  and  noise  pollution, 
and  conversion  of  pastureland  to  highway 
use  (Region  6).  Comments  made  by:  HEW. 
COE.  USDA,  EPA,  Interested  parties  (ELR 
order  No.  70638). 


Supplement 

SJl.  44,  San  Ysidrc  -north  (S-2).  Sandoval 
County,  N.  Mex..  May  24:  The  proposed  proj- 
ect consists  of  upgrading  a  2-lane  section  of 
State  Road  44  from  2.6  miles  south  of  San 
Ysldro  north  In  Sandoval  County.  New 
Mexico.  Alternatives  consist  of  moving  the 
alignment  several  hundred  feet  west  acrosi 
the  reservation  line,  moving  it  a  quarter  of  a 
mile  west  to  miss  the  large  ruins  off  the 
reservation,  or  follow  the  old  alignment  and 
widen  the  right-of-way  to  the  east.  Ad\erBe 
effects  Include  change  In  land  use  for  about 
50  acres  of  new  right-of-way  (Region  6). 
(ELR  order  No.  70632). 

tTRBAN    MASS    TEANSPORTATION    ADMINISTRATION 

Draft 

Buffalo  Light  Rail  Rapid  Transit,  Erie  and 
Niagara  Counties.  N.Y..  May  26:  The  Niagara 
Frontier  Transportation  Authority  of  New 
York  has  filed  an  application  with  UMTA  for 
Federal  capital  grant  assistance  to  construct 
and  equip  a  6.4-mlle  Light  Rail  Rapid  Transit 
(LRRT)  System  along  Main  Street  In  the 
Buffalo-Aniherst  Corridor.  New  York  The 
LRRT  would  run  in  subway  for  5.2  miles  be- 
tween the  South  Campus  of  the  State  Uni- 
versity, and  at  grade  for  1.2  miles  from 
Tupper  Street  to  Buffalo's  Memorial  Audi- 
torium. The  action  will  result  in  displace- 
ment of  21  parcels  and  the  razing  of  8  struc- 
tures.  (ELR  order  No.  706571 . 

U.S.  Postal  Skrvice 

Contact:  Emerson  Smith,  Director,  Office 
of  Buildings  Analysis  and  Design.  Real  Estate 
and  Buildings  Department.  U.S.  Postal  Serv- 
ice.   Washington,    D.C.    20260.    202-245-4242. 

Final 

Rochester  General  Mail  Facility.  Monroe 
County,  N.Y.,  May  24:  Proposed  is  the  con- 
struction of  a  new  General  Mall  Facility  on 
a  44-acre  site  on  Jefferson  Road  in  the  Town 
of  Henrietta.  The  new  facility  would  con- 
solidate the  mall  handling  and  sorting  opera- 
tions now  carried  out  at  four  U.S.  Postal 
Service  facilities  in  the  Rochester  area:  the 
Main  Post  OflBce  and  Vehicle  Maintenance 
Facility  at  216  Cumberland  Street  in  down- 
town Rochester:  the  Sectional  Center  Facility 
located  In  Henrietta:  and  two  postal  branch 
offices,  also  located  in  Henrietta.  A  transfer 
of  1062  Jobs  from  the  City  of  Rochester  to 
the  Town  of  Henrietta  will  result  Comments 
made  by:  HEW,  EPA,  stale  and  city  agencies, 
concerned  citizens.   (ELR  Order  No.  70637.) 

Nicholas  C.  Yost, 
Acting  General  Counsel. 

(PR  Doc. 77-15850  Filed  6-2-77  345  ?,m] 

DEPARTMENT  OF   DEFENSE 

Depaiiment  of  the  Air  Force 

USAF   SCIENTIFIC   ADVISORY    BOARD 
Meeting 

May  27,  1977. 

Thee  USAF  Scientific  A(ivisory  Boai'd 
Electronics  Panel  Group  to  review  Space 
Systems  will  hold  a  meeting  on  June  20. 
1977  from  8:30  a.m.  to  5:00  p.m.  in  the 
Pentagon,  Room  5D982. 

The  purpose  of  the  meeting  will  be  to 
conduct  a  special  review  of  space  systems 
at  the  request  of  the  Secretary  of  the  Air 
Force. 

The  meeting  concerns  matters  listed 
in  Section  552(b)  (c)  of  Title  5,  United 
States  Code,  specifically  subparagraph 
(1)  thereof,  and  accordingly  the  meeting 
will  be  closed  to  the  public. 
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For  further  Information  contact  the 
Scientific  Advisory  Board  Secretariat  at 
1 202 1  697-4811. 

Edward  K.  Buckkzll. 

Executive  Officer, 
Directorate  of  Administration. 

IFR  Doc  77-15601  Filed  6-2-77,8:45  am] 


ENERGY   RESEARCH   AND 
DEVELOPMENT  ADMINISTRATION 

GENERAL  ADVISORY  COMMITTEE;  LAW- 
RENCE AWARD  NOMINATION— SCREEN- 
ING AWARDS 

Meetings 

June  1.  1977. 
In  accordance  with  the  purposes  of 
section  157b'  3  '  of  the  Atomic  Energy  Act 
of  1954.  B£  amended  (42  U.S.C.  2036' .  the 
General  Advisory  Committee  has  sched- 
uled five  groups  to  screen  the  nomina- 
tions received  for  the  Ernest  Orlando 
Lawrence  Memorial  Award  of  the  U.S. 
ERDA  for  1977.  Each  group  will  meet  in 
executive  session  for  one  day.  beginning 
at  9  a.m.  at  the  GAC  office  at  20  Massa- 
chusetts Avenue  NW^.  Washington.  D.C. 
20545,  as  follows: 

July  11.  1977 — National  Security  Panel 

July  12.  1977 — Reactors  Panel 

July  13.  1977 — Physics  Panel 

July  14.  1977 — Chemistry  and  Metallurgj- 

July  15,  1977 — Life  Sciences  Panel 

The  meetings  wiU  be  in  their  entirety 
the  exchanges  of  opinions  and  the  for- 
mulation   of    recommendations    to    the 
General  Advisory-  Committee  relative  to 
the  nominating  letters.  The  work  of  tiiree 
groups  (National  Security.  Physics,  and 
Chemistrj-  and  Metallurgy)  will  also  in- 
clude the  review  and  discussion  of  classi- 
fied documents.  I  have  determined  in  ac- 
cordance with  subsection  Idd  i  of  Pub.  L. 
92-463  that  these  five  meetings  will  con- 
sist of  the  discussion  of  information  fall- 
ing within   exemption    (6>    of  5  U.S.C. 
552b fc^  ;  and  that  three  of  the  meetings 
(National  Security.  Physics,  and  Chemis- 
try and  Metallurgy^  will  also  involve  re- 
\'lew  and  discussion  of  classified  docu- 
ment*: considered  exempt  under  exemp- 
tions   ai    and    i3i    of  5  U.S.C.  552b<c>. 
Any  nonexempt  material  that  may  be 
discussed    during    the    course    of    these 
meetings  will  be  inextricably  intertwined 
with  the  discussion  of  the  exempt  ma- 
terial, and  no  separation  of  this  material 
is  considered  practical.  The  public  inter- 
est will  be  ser^-ed  by  the  closing  of  these 
meetings  as  it  is  essential  to  protect  such 
material  and.  in  addition,  for  the  three 
groups    noted    above,    to    protect    such 
classified  information. 

Harry  L.  Peebles. 
Deputy  Advisory  Committee 

Management  Officer. 

|FR  Doc.77-15886  Filed  6-2-77:8:45  am) 


ENVIRONMENTAL  PROTECTION 

AGENCY 
Office  of  Research  and  Development 

[FRL  739-61 

AMBIENT  AIR   MONITORING   REFERENCE 
AND   EQUIVALENT   METHODS 

Amendment  to  Equivalent  Method  of  SO, 

Notice  is  hereby  given  that  EPA,  in  ac- 
cordance with  40  CFR  Part  53  <40  FR 
7044.  February  18.  1975'.  has  approved 
a  minor  amendment  to  SO.  equivalent 
method  number  EQSA-0676-010  'Fed- 
eral Register.  Vol.  41.  pr.ge  26252,  June 
25,  1976  >.  While  the  method  designation 
remains  the  same,  the  identification  of 
the  method  is  accordingly  amended  to 
read  as  follows: 

EQSA-0676-Oia.  ■PhUips  PW9755  SO.. 
Analyzer"  consisting  of  the  following 
components: 

PW9755/02  SO,  Monitor  with: 

P\V9T41   00  SO,  Source 

PW9721   00  Filter  Set  SO, 

PW9711C)0  Electrolyte  SO, 

PW9750  OO  Supply  Cabinet 

P\V9750.  10  Supplv  Unlt/Ck>ulometric 

PW9731/00  Sampler,  PW973:/30  DuBt  Filter. 

or    vendor-approved    alternate    particulate 

filter; 

operated  with  a  0  to  0.5  ppm  range  and 
with  a  reference  voltage  setting  of  760 
milhvolts:  with  or  witJnout  any  of  the  fol- 
lowing options: 

PW9752  00  Air  Sampler  Manifold 
PW9753  00  Mounting  Rack  for  Accessories 
PW9750  30  Frame  for  MTT 
PW9750  41  Control  Clock  60  Hz 
PW9754  00  Air  Distributor 

This  metliod  iz  available  from  Philips 
Electronic  Instruments.  Inc.,  85  McKee 
Drive.  Mahwah.  New  Jersey  07430. 

This  change  is  made  in  accordance 
with  40  CFR  53.14  and  is  based  on  addi- 
tional information  submitted  by  the 
applicant  subsequent  to  the  original 
designation  (41  FR  26252,  June  25,  1976 ' . 
The  change  allows  a  PW9755  user  to  sub- 
stitute a  Philips-approved  alternate 
particulate  filter  for  the  PV^'9731/00 
Sampler  or  PW9731.''20  Dust  Filter 
offered  by  PhiUjis. 

As  an  equivalent  metliod.  this  method 
is  acceptable  for  use  by  States  and  other 
control  agencies  for  purposes  of  section 
51.17'ai  of  40  CFR  Part  51  r'Require- 
ments  for  Preparation.  Adoption,  and 
Submittal  of  In-jplementatjcn  Plans")  as 
amended  on  Februan,-  18.  1975  '40  FR 
7042  ' .  For  such  use.  the  method  must  be 
used  in  strict  accordance  with  the  opera- 
tion or  instruction  manual  provided  with 
the  method  and  subject  to  any  limita- 
tions 'e.g..  operating  ranpo  specified  in 
the  applicable  designation  'see  descrip- 
tion of  method  above  > .  Modifications  of 
a  designated  method  used  for  purposes 
of    |51.17'a>    are   permitted   only    with 


prior  approval  of  Ei'A.  Provisions  for 
vendor  modification  are  given  In  40  CFR 
53.14,  and  provisions  for  user  modifica- 
tions are  given  in  40  CFR  51.17a(f) 
'promulgated  on  March  17.  1976;  41  FR 
11255>. 

Additional  irJormation  concerning  the 
use  of  thts  designated  method  may  be 
obtained  from  the  original  Notice  of 
Designation  '41  FR  26252.  June  25.  1976) 
or  by  writing  to:  Director.  Environ- 
mental Monitoring  and  Support  Labo- 
ratory. Department  E  (MD-76).  U.S. 
Environmental  Protection  Agency,  Re- 
search Triangle  Park,  North  Carolina 
27711.  Technical  questions  concerning 
the  method  should  be  directed  to  the 
manufacturer. 

W.  K.  Tallky. 
Assistant  Administrator  for 
Research  and  Development. 

May  25,  1977. 
(FR  Doc.77-15676  PUed  6-a-77;8;45  am] 


fFTU.  740-1] 

AMBIENT   AIR    MONITORING   REFERENCE 
AND   EQUIVALENT   METHODS 

Reference   and   Equrvalent   Method 
Designation 

Notice  is  hereby  given  that  the  EPA. 
in  accordance  with  40  CFR  Part  53  (40 
FR  7044.  Febrjar.-  18.  1975',  hsis  desig- 
nated two  additional  automated  meth- 
ods for  Uie  mea:urement  of  ambient 
concentrationi-  of  ozone  ( photixhemical 
oxidants  corrected  for  interferences  due 
to  nitrogen  oxides  and  sulfur  dioxide'. 
One  of  the  new  methods,  designated  as 
an  equivalent  method,  utilizes  a  measure- 
ment principle  based  on  the  absorption 
of  ultraviolet  radiation  by  ozone  at  a 
wavelength  of  254  rmi.  ThLs  method  is: 

EQOA-0577-019.  "Dasibi  Model  1003- 
AH  Ozone  Analyzer,"  operated  on  a 
range  of  either  0-0.5  or  0-1.0  ppm,  with 
or  without  any  of  the  following  options: 

a.  Adjustable  alarm 

b.  Rack  mounting  ears  and  slides 

c.  BCD  digital  output 

d.  Integrated  output 

e.  0-10  mV,  0-lOOmV,  0-lV,  or  0-lOV 

analog  output. 

This  method  is  available  from  Dasibi 
Environmental  CorporatiCHi,  616  E.  Colo- 
rado Street,  (^endale.  California  91205 
A  notice  of  receipt  of  apphcation  for  this 
method  appeared  in  the  Federal  Regis- 
ter. Volume  42.  January  31,  1977,  page 
5748  The  application  was  submitted 
jointly  by  the  Dasibi  Environmental 
Corporation  and  the  State  of  California 
Air  Resources  Board. 

The  second  method  is  designated  as  a 
reference  method  and  utilizes  the  meas- 
urements principle  (chemiluminescence 
reaction  with  ethylene)   and  calibration 
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procedure  (1%  neutral  buffered  potas- 
sium iodide  standardized  with  arsenious 
oxide  I  specified  in  Apjjendix  D  of  40 
CFR  Part  50.  as  amended  on  Februarj' 
18,  1975  (40  FR  7042).  This  method  is: 

RFOA-0577-020,  "Beckman  Model 
950A  Ozone  Analyzer,"  operated  on  a 
range  of  0-0.5  ppm  and  with  the 
"SLOW"  1 60  second)  response  time: 
with  or  without  any  of  the  following 
options: 

Internal  Ozone  Generaior 
Computer  Adaptor  Kit 

This  method  is  available  from  Beckman 
Instruments,  Inc  .  Process  Instruments 
Division,  2500  Harbor  Boulevard.  Fuller- 
ton,  California  92634.  A  notice  of  receipt 
of  application  for  this  metliod.  submit- 
ted by  Beckman  Instruments,  Inc.,  ap- 
peared in  the  Federal  Register.  Volume 
41.  October  19.  1976.  page  46019. 

A  test  analyzer  representative  of  the 
first  method  has  been  tested  by  tlie  State 
of  California  Air  Resources  Board  in  ac- 
cordance with  the  test  procedures  speci- 
fied in  40  era  Part  53.  In  addition,  cer- 
tain supplemental  tests  were  also 
conducted  by  EPA.  After  reviewing  the 
results  of  all  these  tests  as  well  as  other 
information  submitted  by  the  applicants, 
EPA  has  determined,  in  accordance  with 
Part  53,  that  this  method  should  be  des- 
ignated as  an  equivalent  method.  Simi- 
larly, a  test  analyzer  representiitive  of 
the  second  method  has  been  tested  by 
the  applicant,  also  in  accordance  with 
the  test  procedures  specified  in  Part  53. 
After  reviewing  the  test  results  and  in- 
formation submitted,  EPA  has  deter- 
mined, in  accordance  with  Part  53,  that 
this  method  should  be  designated  as  a 
reference  method.  The  information  sub- 
mitted by  the  applicants  will  be  kept  on 
file  at  the  address  shown  below  and  will 
be  available  for  inspection  to  the  extent 
consistent  with  40  CFR  Part  2  'EPA's 
regulations  implementing  the  Freedom 
of  Information  Act' 

As  reference  and  equivalent  metiiods, 
these  methods  are  acceptable  for  use  by 
States  and  other  control  agencies  for 
purposes  of  section  51  17' a'  of  40  CFR 
Part  51  I  ■Requirement ;  for  Preparation. 
Adoption,  and  Submittal  of  Implementa- 
tion Plans  ■>  as  amended  on  February  18, 
1975  '40  FR  7042'.  For  such  use.  a 
method  miLst  be  used  m  strict  accordance 
with  the  operation  or  instruction  manual 
provided  with  the  method  and  subject  to 
any  limitations  'e.g.  operating  range' 
specified  in  the  applicable  designation 
I  see  description  of  the  methods  above. 
Vendor  modifications  of  a  designated 
method  used  for  pur[>oses  of  5  5 1,17 (a) 
are  permitted  only  with  prior  approval  of 
EPA.  as  provided  in  Part  53.  Provisions 
concerning  modification  of  such  meth- 
ods by  users  were  promulgated  on 
March  17.  1976  'Feder.al  Register.  Vol. 
41.  page  11255* 

In  general,  each  designation  applies  to 
any  analyzer  which  is  identical  to  the 
analyzer  described  in  the  designation. 
However,  similar  analyzers  manufac- 
tured prior  to  the  designation  and  bear- 
ing the  same  model  number  as  the  des- 
ignated method  are  not  necessarily  iden- 


tical to  the  analyzer  described  In  the 
designation.  In  many  cases,  such  ana- 
lyzers may  be  upgraded  (e.g.,  by  minor 
modification  or  by  substitution  of  new 
operation  or  instruction  manual)  so  as 
to  be  identical  to  the  designated  method 
and  thus  achieve  designated  status  at 
modest  cost.  The  manufacturer  should 
be  consulted  to  determine  the  necessity 
and  feasibility  of  such  upgrading. 

Part  53  requires  that  sellers  of  desig- 
nated methods  comply  with  certain  con- 
ditions. These  conditions  are  given  in  40 
CFR  Part  53.9  and  are  summarized 
below : 

(1  >  A  copy  of  the  approved  operation 
or  instruction  manual  must  accompany 
the  analyzer  when  it  is  delivered  to  the 
ultimate  purchaser. 

'2i  The  analyzer  must  not  generate 
any  unreasonable  hazard  to  operators  or 
to  the  environment. 

<  3 '  The  analyzer  must  function  within 
the  limits  of  the  performance  specifica- 
tions given  in  Table  B-1  of  Part  53  for 
at  least  1  year  after  delivery  when  main- 
tained and  operated  in  accordance  with 
the  operation  manual. 

(4'  Any  analyzer  offered  for  sale  as  a 
reference  or  equivalent  method  must 
bear  a  label  or  sticker  indicating  that  it 
has  been  designated  as  a  reference  or 
equivalent  method  in  accordance  with 
Part  53. 

1 5 1  If  such  an  analyzer  has  one  or 
more  selectable  ranges,  the  label  or 
sticker  must  be  placed  in  close  proxim- 
ity to  the  range  selector  and  indicate 
which  rai^ge  or  ranges  have  been  desig- 
nated as  reference  or  equivalent  meth- 
ods. 

'6i  An  applicant  who  offers  analyzers 
for  sale  as  reference  or  equivalent  meth- 
ods is  required  to  maintain  a  list  of  ul- 
timate purchasers  of  such  analyzers  and 
to  notify  them  within  30  days  if  a  re- 
ference or  equivalent  method  designa- 
tion applicable  to  the  analyzer  has  been 
cancelled  or  if  adjustment  of  the  ana- 
lyzers is  necessary  under  40  CFR  53.11 
'b>  to  avoid  a  cancellation. 

( 7  >  An  applicant  who  modifies  an  ana- 
lyzer previously  designated  as  a  refer- 
ence or  equivalent  method  is  not  per- 
mitted to  sell  the  analyzer  (as  modi- 
fied <  as  a  reference  or  equivalent  method 
t  although  he  may  choose  to  sell  it  with- 
out such  representations!,  nor  to  at- 
tach a  label  or  sticker  to  the  analyzer 
I  as  modified  >  under  the  provisions  de- 
scribed above,  until  he  has  received  no- 
tice under  40  CFR  53.14(c)  that  the  ori- 
ginal designation  or  a  new  designation 
applies  to  the  method  as  modified  or  un- 
til he  has  applied  for  and  received  no- 
tice of  a  new  reference  or  equivalent 
method  determination  for  the  analyzer 
as  modified. 

Aside  from  occasional  breakdowns  or 
malfunctions,  consistent  or  repeated 
non-compliance  with  any  of  these  condi- 
tions should  be  reported  to:  Director. 
Environmental  Monitoring  and  Support 
Laboratory,  Department  E  iMD-76), 
U.S.  Environmental  Protection  Agency. 
Research  Triangle  Park,  North  Carolina 
27711. 


Designation  of  these  references  and 
equivalent  methods  will  provide  assist- 
ance to  the  States  in  establishing  and 
operating  their  air  quality  surveillance 
systems  imder  40  CFR  51.17(a).  Addi- 
tional information  concerning  this  ac- 
tion may  be  obtained  by  writing  to  the 
address  given  above. 

Wilson  K.  Talley. 
Assistant  Adininistrator  for 
Research  nod  Development. 
|FR  Doc,77-15677  FUed  6  2  77,8:45  ami 


I  OPP- 00053  FRL  741-1  i 

FPOER.AL  INSECTICIDE,  FUNGICIDE,  AND 
RODENTICIDE  ACT  SCIENTIFIC  AD- 
VISORY PANEL 

Meeting 

AGENCY:  Office  of  Pesticide  Pro- 
grams, Environmental  Protection  Agency 
(EPA>. 

ACTION:  Notice  of  meeting. 

SUMMARY:  There  will  be  a  two-day 
meeting  of  the  Federal  Insecticide.  Fun- 
gicide, and  Rodenticide  Act  (FIFRAi 
Scientific  Advisory  Panel  from  9:30  a.m. 
to  4:30  p.m.  daily  on  Monday,  June  20, 
and  Tuesday,  June  21,  1977.  The  meeting 
will  be  held  in  Room  1112A,  Crj-stal  Mall, 
Building  Number  2,  1921  Jefferson  Davis 
Highway.  Arlington.  Virginia. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr.  H.  Wade  Fowler,  Jr..  Executive 
Secretary,  FIFRA  Scientific  Advisory 
Panel,  Office  of  Pesticide  Programs 
(WH-567),  Rm.  E-315.  EPA,  401  M 
St.  SW.,  Washington  D.C  20460.  tele- 
phone 202-755-4851 

SUPPLEMENTARY  INFORMATION: 
In  accordance  with  Section  25(d)  of  the 
amended  FIFRA,  the  Scientific  Advisory 
Panel  will  conument  on  the  impact  on 
health  and  the  environment  of  regula- 
tory actions  under  section  6(b)  and 
25(a)  prior  to  implementation.  The  pur- 
pose of  this  meeting  is  to  discuss  the 
following  topics: 

<  1 )  Continued  review  of  the  advanced 
draft  of  the  subpart  on  Hazard  Evalua- 
tion: Humans  and  Domestic  Animals  of 
the  Guidelines  for  Registering  Pesticides 
in  the  United  States. 

2.  Continued  review  of  the  proposed 
regulations  for  classification  of  pesti- 
cides as  required  under  Section  3''d)  of 
FIFRA,  amended  (Note:  This  will  be 
discussed  only  if  needed.  The  proposed 
document  was  reviewed  on  May  26-27, 
1977). 

3.  The  Agency  may  present  back- 
ground information  on  changes  antici- 
pated in  its  basic  regulatory  approach 
to  pesticides.  Such  a  presentation  would 
involve  a  discussion  of  a  generic - 
chemical-standards  approach  to  reg- 
ulation. 

The  meeting  will  be  open  to  the  public. 
Any  member  of  the  public  wishing  to 
attend  or  submit  a  paper  should  contact 
Dr.  H.  Wade  Fowler.  Jr..  Executive  Sec- 
retary, FIFRA  Scientific  Advisory  Panel, 
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Of&ce  of  Pesticide  Programs  (WH-567), 
Room  E-315.  EPA,  401  M  St.  SW.,  Wash- 
ington DC.  20460,  telephone:  202-755- 
4851  >.  Interested  persons  are  permitted 
to  file  written  statements  before  or  after 
the  meeting,  and  may  upon  advance  no- 
tice to  the  Executive  Secretary\  present 
oral  statements  to  the  extent  Uiat  time 
permits.  Written  or  oral  statemens  will 
be  taken  into  consideration  by  the  Panel 
in  formulating  comments  or  in  deciding 
to  waive  comments.  Persons  desirous  of 
making  oral  statements  must  notify  the 
Executive  Secretary  and  submit  four 
copies  of  a  summary  no  later  than 
Jime  18.  1977. 

Individuals  who  wish  to  file  written 
statements  are  advised  to  submit  ten 
copies  of  statements  to  the  Executive 
Secretary-  in  a  timely  manner  to  ensure 
appropriate  consideration  by  tlie  Panel. 

Dated:  June  1. 1977. 

James  M.  Conlon. 
Deputy  Assistant  Administrator. 

for  Pesticide  Programs. 

(FRDoc.77-15877  Filed  6-2-77,8:45  am) 


FEDERAL  COMMUNICATIONS 
COM'MISSION 

[Report  No  860 j 

COMMON   CARRIER   SERVICES 
INFORMATION 

Applications  Accepted  for  Filing 

May  31,  1977. 

The  applications  listed  herein  have 
been  found,  upon  initial  review,  to  be  ac- 
ceptable for  filing.  The  Commission  re- 
serves the  right  to  return  any  of  these 
applications,  if  upon  further  examina- 
tion, it  Is  determined  they  are  defective 
and  not  in  conformance  with  the  Com- 
mission's Rules  and  Regulations  or  Its 
policies. 

Final  action  will  not  be  taken  on  any 
of  these  applications  earlier  than  31  days 
foUowing  the  date  of  this  notice,  except 
for  radio  applications  not  requiring  a 
30-day  notice  period  (See  §  309(c)  of  the 
Communications  Act) .  applications  filed 
under  Part  68.  applications  filed  under 
Part  63  relative  to  small  projects,  or  as 
otherwise  noted.  Unless  specified  to  the 
contrary,  comments  or  petitions  may  be 
filed  concerning  radio  and  Section  214 
applications  within  30  days  of  the  date  of 
this  notice  and  within  20  days  for  Part  68 
applications. 

In  order  for  an  application  filed  under 
Part  21  of  the  Commission's  Rules  (Do- 
mestic Public  Radio  Services)  to  be  con- 
sidered mutually  exclusive  with  any 
other  such  application  appearing  herein. 
It  must  be  substantially  complete  and 
tendered  for  filing  by  whichever  date  Is 
earlier:  (a>  The  close  of  business  one 
business  day  preceding  the  day  on  which 
the  Commission  takes  action  on  the  pre- 
viously filed  application;  or  (b)  Within 
60  days  after  the  date  of  the  public  notice 
listing  the  first  prior  filed  application 
(with  which  the  subsequent  application 
Is  In  conflict)  as  having  been  accepted  for 
filing.  In  common  carrier  radio  services 


other  than  those  ILsted  under  Part  21,  the 
cut-off  date  for  filing  a  mutually  exclu- 
sive application  is  the  close  of  business 
one  business  day  preceding  the  day  on 
which  the  previously  filed  application  is 
designated  for  hearing.  With  limited  ex- 
ception.-:.  an  application  which  is  subse- 
quently amended  by  a  major  change  will 
be  considered  as  a  newly  filed  application 
for  purposes  of  the  cut-off  rule.  <See 
§  1.227(bi(3i  and  21.30ib)  of  the  Com- 
mi.ssion's  Rules.) 

Federal  Communications 

cokmission. 
Vincent  J.  Mullins. 

Secretary. 

Applications  Accepted  fob  Filinc 

ddmfstic    pitlic   lann    mosilf    radio   service 

21380-CD-P-77  Mobile  Radio  System  of 
Ventura.  Inc  (KSV976),  CJ".  for  additional 
faculties  to  operate  on  152.24  MHz  to  be  lo- 
cated at  a  new  sue  described  as  location 
No.  3;  M  Red  Mountain.  .Approx  6  0  miies 
NW.  of  Ventura.  California. 

21381-CD-P-77  Calhoun  City  Telephone 
Company  (KUS373) .  C.P.  to  change  anten- 
na sj-stem  operating  on  158  10  MHz  located 
0.4  mile  east  of  Derma.  Mississippi. 

21332-CD-P-77  DPRS,  Inc  t'a  Zip-Call 
(KCB890),  CP.  for  additional  facilities  to 
operate  on  43.58  MHz  to  be  located  at  a  new 
site  described  as  location  No.  23:  On  Alpine 
Road,  U  mile  N  of  Fitchburg,  MaAs;achu- 
setts. 

21383-CD-P-(4)-77  Adirondack  MobUe  Tel- 
ephone Oo  ,  Inc.  (new).  C.P.  for  a  new  2- 
Way  station  to  operate  on  152.06  152.18 
MHz  at  location  No.  1  to  be  located  at 
Beefcman  Court:  and  location  No.  2  to 
operate  on  152.06  152.18  MHz  to  be  located 
at  WGFM-FM  Tower  Rand  HUl,  PLatts- 
burgh.  New  York. 

21384-<:i>-P-77  Marc  Weber  TobLa-s  and 
Michael  Charles  Tobltis  d/b  as  MT  Systems. 
Inc.  t  new ) .  CP  for  a  new  2-Way  station  to 
operation  on  152  21  MHz  to  be  located 
North  of  Rt.  34  at  the  SW.  corner  of  Wes- 
Rlngton  Springs.  South  Dakota. 

21385--CD-P-2-77  Mount  View  Oommunica- 
tions  (new),  CJ».  for  a  new  station  to  op- 
erate on  152  09  (t)ase)  and  459.075  (Re- 
peater) MHz  to  be  located  at  Aqua  Ramon 
Mountain.  5  1  miles  KE.  of  South  Pork: 
and  454.075  MHz  (Control)  at  location  No 
2  to  be  located  715  1st  Avenue,  Monte 
Vista.  Colorado 

2138&-CD-P-77  RCC  of  Virginia.  Inc.  (new) . 
C  P.  for  a  new  1-Way  station  to  operate  on 
152  24  MHz  1o  be  located  at  Rt.  47.  ap- 
proximately 600  feet  east  of  the  weetcm 
city  limits.  South  Hill.  VUrpinla. 

21387-CD-P-77  Citizens  Telephone  Com- 
pany. Inc.  (  new) .  C-P.  for  a  new  2- Way  sta- 
tion to  of)erate  on  152.75  MHz  to  be  lo- 
cated Union  Street.  Vienna.  Oeorpla. 

21388-Cn>-P-77  (ntlyeni  Telephone  Com- 
pany. Inc.  (new),  C.P  for  a  new  1-Way  sta- 
tion to  ojjerate  on  152  84  MHz  to  be  lo- 
cated at  Bond  and  Wash'.ngton  Streets, 
Plains.  Georgia. 

21389-CI>-P-r7  Digital  Paging  Systems  of 
Pittsburgh,  Inc.  (KWB370) ,  C.P.  to  change 
antenna  system  operating  on  152.24  MHz 
located  1715  Grandvlew  Avenue,  Pitts- 
burgh. Penn-sylvanla. 
21390~CI>-P-T7  R.C.S.,  Inc.  (KRM971),  C.P. 
for  additional  facllltlea  to  operate  on 
152.24  MHz  to  be  located  at  a  new  site  de- 
scribed as  location  No.  5:  923  North  I 
Street,  Lompoc.  CTaltfomla. 


21236-CD-P-77     Susquehanna  MobUe   Com- 
munications.    Inc.     (new).     Reeubmitted, 
C.P   for  a  new  l-Wav  station  to  operate  on 
152.24    MHz   to    be   located   at    Holly   Pike, 
Route  34,  approxlznately  11  miles  south  of 
CarlLsle    Pennsylvania. 
21391-CI>-P-(2)-77     Statesboro       Telephone 
Company    (KWA654),   C.P.   to  change   an- 
tenna system  operating  on  152.69  MHz:  add 
152.81   NIHz  to  be  located  at  76  E    Grady 
St  .  States boro   Georgia 
21392-CD-P-(2)-77    Mobllfone    Communica- 
tions, Inc    (KKX7I4),  CP    to  change  an- 
tenna system  and  relocate  faculties  operat- 
ing on  152  03  152  21  MH^  from  location  No. 
2  to  a  new  site  described  as  location  No.  3 
to  be  located  1  3  miles  south  of  Intersection 
of  Highway  2244  and  Highway  S60,  approxi- 
mately 3  mUe.=.  west  of  Aiustln,  Texas. 
21393-CD-P-77     Jackson     Mobilphone.     Inc. 
(new ) ,  C  P   for  a  new  1-way  station  to  op- 
erate on  152.24  MHz  to  be  located  on  U.S. 
Highway  43.  Intersection  of  No.  3.  Jackson. 
.Mabama. 
21394-CD-P-77     Jackson    MobUephone     Inc. 
(new).  C.P.  for  a  new  2- way  station  to  op- 
erate on  152.06  MHz  to  be  located  on  High- 
way   43.    Intersection    of    No.    3.    Jackson. 
Alabama. 
21395-CD-P-(3)-77     The      Mountain     State 
Telephone  and  Telegraph  Company  (KOK- 
345).  C.P.  to  change  antenna  system  and 
replace    transmitter    operating    on     162.75 
MHa:  Add  152.54  MHz  to  be  located  at  3.0 
miles  west  southwest  of  Pocatello,  and  Test 
facilities  to  ojjerate  on  157.80  MHz  located 
at  465  West  Lewis  Street.  Pocatello,  Idaho. 
21396-CD-P-i6)-77     South       Central       Bell 
Telephone  Company  (KIC343),  CP.  to  re- 
locate faculties  operating  on  464.375,  454- 
450.      454.475,      454.525,      454.600,      454  625 
MHz  to  be  located  approximately  4   miles 
nortlieasi  of  Pegram.  Tennessee. 

MAJOR  AMENDMENT 

2104!-CI>-P-(2)-77  E  F.  Mitchell.  Jr.  d  b 
as  Douglas  Radio  (KRM967).  Amend  base 
frerjuency  454  125  MHz  to  read  454.200 
MHz.  All  other  particulars  are  to  remain 
the  same  as  reported  on  PN  No.  852  dated 
AprU  4.  1977. 

IKFOKMATIVE 

It  appears  that  the  following  applications 
may  be  mutually  exclusive  and  subject  to  the 
CommL«slon's  Rule  regarding  Ex  Parte  pre- 
sentations by  reason  of  economic  competition 
or  potential  electricsil  Interference. 

CALtPOBNU 

Tadlock's    Radio    Dispatch    (KM.\259)     Bald 

Mountain.  0991-CD-P-1-77. 
Sllveradlo     Communications     (New)      Napa, 

21292-CD-P-2-77. 

BUSAL    RADIO     SERVICE 

«0277-CR-P/lr-77  Puerto  Rico  Communica- 
tions -Authority  (new).  C.P  and  License 
for  a  new  Rural  Subscriber  station  to  oper- 
ate on  454  375.  454  400.  454  426,  454  450. 
454475,  454  ."itX^.  454  526.  and  454  560  MHz 
to  be  located  at  Bo  Anones,  Carr.  152  Ramal 
813  Km  14    Nfu-anijlto,  I>uerto  Rico 

60278  -CR  P  L-77  Same  as  above  located  at 
Bo.  Quebradilla  Carr.  900  Km.  9.7,  Yabucoa, 
Puerto  Rico. 

60279-CR-P  X/-77  Same  as  above  to  be  lo- 
cated at  Bo  Quebrada  Grande  Carr  902 
Km    4  4,  San  Lorenzo.  Puerto  Rico. 

60276-CR-P  L,-77  Same  as  above  to  be  lo- 
cated at  Bo.  Tejas  Ouayabal  Carr.  921  Km. 
3.3,  Humew^ao.  Puerto  Rico. 

60280-CR-P  1^77  Same  as  above  to  be  lo- 
cated at  Bo  .^guacate  Comunes  Ramal  9904, 
( 1  Km.  de  Carr  902 ) ,  Yabucoa,  Puerto  Rico. 

60281-CTR-P  L-77  Same  a.s  above  to  be  lo- 
cated at  Calle  Pedro  Marquee  B»q  William 
Pont.  CtUebra.  Puerto  Rioo. 
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60282  -C'R-P  X-77  Same  as  above  to  be  lo- 
cated at  Bo  Cerro  Oordo  Carr  916  Km  4.0, 
San  Lorenzo.  Puerto  Blco 

60283-CB-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Hato  Carr.  788  Km.  0.8,  San 
Lorenzo,  Puerto  Rico. 

60284-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Esplno  Carr  181  Km  13  1.  San 
Lorenzo,  Puerto  Rico. 

6U285-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Espino  Carr.  745  Km.  4.5.  San 
Lorenzo.  Puerto  Rico. 

60286-CR-P'L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Cayaguax  Cruce  Cairr  181  y 
Carr.  912,  San  Lorenzo.  Puerto  Rico. 

60287-CR-P/L-77     Same  as  above  to  be  lo- 
cated at  Bo^  Arenas  Ramal  935  Km.  02.  Las 
Pledras.  Puerto  Rico 

60288-CR-P  L,-77  Same  as  above  to  be  lo- 
cated at  Bo.  Montones  L  Carr.  917  Km.  1  8. 
Las  F^edras,  Puerto  Rico. 

60289-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Montones  II  Carr.  917  Km.  2.0, 
Las  Pledras,  Puerto  Rico. 

60290-CR-P  "L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Montones  III  Ramal  917  Km. 
0.3.  Las  Pledras,  P>uerto  Rico. 

60291-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo  Montones  I  Carr.  183  Km.  19  8. 
Las  Pledras,  Puerto  Rico. 

60292-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Valenclano  Abajo  Carr  183 
Km.  5.0,  Juncoe,  Puerto  Rico. 

60293-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Valenciano  AbaJo  Carr.  183 
Km.    16.7.  Jucos,   Puerto  Rico. 

60294-CR-P  L  77  Same  as  above  to  be 
located  at  Bo.  Tejas  Carr.  921  Km.  1  4. 
Las  Piedras.  Puerto  Rico. 

60295-CR-PLr-7/7  Same  as  above  to  be 
located  at  Bo.  Rio  Carr.  949  Km.  8.0.  La-. 
Pledras.  Puerto  Rico 

80297 — CR-P  Lr-77  Same  as  above  to  be 
located  at  Bo.  Fermlnal  Carr.  189  Km.  24  1. 
Las  Pledras.  Puerto  Rico. 

60298-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Parcelas  Boqueron  Carr.  936 
Km.  4.3,  (entrada)  Las  Pledras.  Puerto 
Rico. 

60299-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Mariana  Carr.  909  Km.  3  3. 
Humacao.  Puerto  Rico. 

60300-CR-P  L-77  Same  as  above  to  be 
located  at  Bo  Rio  Quebrada  Grande  Carr 
908  Km.   2  0.  Humacao.   Puerto   Rico. 

60301 -GR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Mariana  Carr  909  Km.  9  3. 
Humacao.  Puerto  Rico. 

60302-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Collores  Carr.  926  Km  19. 
Las  Piedras 

60303-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Mariana  Carr.  908  Km.  7.3. 
Humacao.  Puerto  Rico. 

60304-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Montones  1  Carr.  917  Km 
2.3.  Las  Pledras.  Puerto  Rico. 

60305-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Celba  Sur  Carr.  934  Km.  1.0. 
Juncos,  Puerto  Rico 

6020ft-CR-P  L-77  Same  as  above  to  be 
located  at  Bo  Jacanas  Carr.  9918  Km.  1  1, 
Yabucoa.  Puerto  Rico. 

60307-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  Lirlos  4  calles  Carr.  929  Km 
Yabucoa.  Puerto  Rico. 

60308-CR-P  L-77  Same  as  above  to  be 
located  at  Bo.  TeJas  Carr  908  Km  8  3. 
Yabucoa,   Puerto  Rico. 

60309-CR-P /L-77     Same     as     above     to     be 
located  at  Bo.  Ourabo  Arriba  Carr   31  Km 
19  8.  Juncos.  Puerto  Rico 

603ia-CR-P  Lr-77  Same  as  above  to  be 
located  at  Bo  Ouadlana  Carr  826  Km  13. 
Naranjlto.  Puerto  Rico. 


OFFSHORE  RADIO  TELECOMMITNICATIONS 
SERVICS 

50026-CG-P  L-77  The  Offshore  Telephone 
Company  (  new) .  C.P.  and  License  for  a  new 
Central  Office  Station  to  operate  on  488.025, 
488  050,  488.075.  488.100,  488.125,  488.150, 
488  175,  488.200,  488.225,  488.250,  488.275, 
488.300,  488.325.  488.350,  488.375,  488.400 
MHz  to  be  located  at  any  TemjHjrary  fixed 
location  within  the  Territory  of  the 
grantee. 

50027-CG-MP  L-77  The  Offshore  Telephone 
Company  (WBY609),  modiflcaUon  permit 
and  License  for  additional  facilities  to  op- 
erate on  49.025,  491.075.  491.100,  491.125. 
491.175.  491.200,  491.250,  491.275,  491.300. 
491.325,  491.350.  491.375,  491.400,  MHz  to  be 
located  on  any  Temporary  fixed  location 
within  the  Territory  of  the  grantee. 

RURAL    RADIO    SERVICE 

60312-CB-P/L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Pena  Pobre  Carr  31.  Km.  14.8, 
Juncos,  Puerto  Rico. 

6031 1-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Valenciano  AbaJo  Carr.  928 
Km.  2.1.  Juncos,  Puerto  Rico. 

60313-CR-P  L-77  Same  as  above  to  be  lo- 
cated  at   Bo.    Celba   Norte   Carr.   935   Km. 

1.6.  Juncos,  Puerto  Rico. 

603 14-CR-P  L-77  Same  as  above  to  be  lo- 
cated at  Bo.  Camino  Nuevo  Carr.  901  Km. 

4.7.  Yabucoa,  Puerto  Rico. 

POINT   TO   POINT   MICROWAVE   RADIO    SERVICE 

2386-CF-P-77  Indiana  Bell  Telephone  Com- 
pany. Inc.  (KSP84) ,  307  South  Main  Street, 
South  Bend,  Indiana  (Lat.  41  40'24"  N.. 
Long.  86'1508"  W.).  C.P.  to  replace  trans- 
mitters and  change  frequency  6212H  to 
6360  3H  MHz  toward  Rolling  i>ralrle:  move 
and  replace  antenna  on  frequencies  6271. 
4H  10875V  MHz  toward  North  Liberty  and 
630.  IH,  10795V.  10955V.  11115V  MHz  toward 
Rolling  Prairie. 

2387-CF-P-77  Same  (KSP83).  2.5  miles  NE. 
of  Rolling  Prairie.  Indiana  (Lat.  41°42'10" 
N..  Long.  86  35'13"  W.).  C.P.  to  replace 
transmitters  and  change  frequencies 
6019  3H  to  6138.0H  MHz  toward  Michigan 
City  5960H  to  6108.3H  MHz  toward  South 
Bend  and  move  and  replace  antenna  on 
frequencies  6078.6H.  11285V,  11365V, 
11525V  MHz  toward  Michigan  City.  6049.0H 
11405  V  MHz  toward  South  Bend. 

238&-CF-P-77  Same  (KSP82).  118  East  8th 
Street.  Michigan  City.  Indiana  (Lat.  41° 
42'52"  N.,  Long.  86"53'59"  W.).  C.P.  to  re- 
place transmitter  on  change  frequency 
6271. 4H  to  6390H  MHz  toward  Rolling 
Prairie  and  move  and  replace  antenna  on 
frequencies  6330.7H  10915V  MHz  toward 
Rolling  Prairie.  Indiana. 

2334-CF-P-77  The  Lincoln  Telephone  and 
Telegraph  Company  (KBI70),  Nebraska 
City  Rptr  .  5 '2  miles  SW  of  Nebra.ska  City, 
Nebra-ska  (Lat.  40  37'26"  N..  Long.  95°56' 
05"  W.I.  C.P.  to  increase  output  and  re- 
place antenna  on  frequencies  6019. 3H. 
6137.9H  MHz  toward  Nebraska  City  Term. 
Nebraska. 

2335-CF-P-77  Same  (KBI71).  Nebraska 
City,  Term  124  North  Tenth  Street.  Ne- 
braska City.  Nebraska  (Lat.  04'40'38"  N., 
Long  95'5r25'  W  ).  C  P.  to  lncrea.se  out- 
put power  and  replace  antenna  on  fre- 
quencies 6271. 4H,  6390.0H  MHz  toward  Ne- 
braska City  Rptr  ,  Nebraska. 

2482-CF-P-77  .'American  Telephone  and 
Telegraph  Company  (KOC26),  Chicago  No. 
6,  10  South  Canal  Street,  Chicago,  Illinois 
(Lat.  41  52'54  •  N..  Long  87'38'24"  W.), 
C  P.  to  change  polarization  on  frequencies 
from  vertical  to  horizontal  3730,  3810,  3890, 
3970,  4050.  3790.  3870.  4130  MHz  and  from 
horizontal  to  vertical  on  3710  mHz  toward 
Matteson.  Illinois. 


2483-CP-P-77  Same  fKOC27).  2.0  miles  N. 
of  Matteson,  Illinois  (Lat.  41'3r38"  N., 
Long.  87  43'42"  W.).  C.P.  to  change  polari- 
zation on  frequencies  from  vertical  to  hori- 
zontal 3770,  3850,  3930,  4010.  4090.  4170, 
3830,  3910  MHz  and  from  horizontal  to 
vertical  on  3750  MHz  toward  Chicago  No. 
6.  Illinois. 

2484-CP-P-77  Same  (KSA36i,  Chicago  No. 
2.  85  West  Congress.  Chicago.  Illinois  (Lat. 
41  52'32"  N.,  Long.  87°37'49"  W  ).  C  P.  to 
change  polarization  on  frequencies  from 
horizontal  to  vertical  3770.  3850.  3930.  4010, 
4090,  4170  MHz  toward  Tlnley  Park, 
Illinois. 

2485-CF-P-77  Same  (KS071).  1.7  miles  SW 
of  Tlnley  Park.  Illinois  (Lat.  41'33'15"  N.. 
Long.  87  =  48'46"  W.) .  C.P.  to  change  polari- 
zation on  frequencies  from  horizontal  to 
vertical  3730.  3810.  3890.  3970.  4050.  4130 
MHz  toward  Chicago  No.  2.  Illinois. 

2486-CF-P-77  American  Telephone  and 
Telegraph  Company  (KAS46).  Chicago 
HTS.  3.0  miles  NW  of  Chicago.  HOT  Chi- 
cago. Illinois  (Lat.  41°31'59"  N..  Long 
87°42'17"  W.),  C.P.  to  move  and  replace 
antenna  on  frequency  3730H  MHz  toward 
Chicago  No.  2.  Illinois. 

2556-CP-P-77  Continental  Telephone  Com- 
pany of  Maine  1  KTQ60) ,  Back  Cove  Rd.  IV, 
miles  NW  of  Swans  Island.  Maine  (Lat. 
44M0'05"  N..  Long.  68'27-45'  W.).  C.P. 
to  change  emission  and  replace  transmit- 
ter on  frequency  2163V  MHz  toward  Surry. 
Maine. 

2557-CP-P-77  Same  (KTQ61).  State  High- 
way 172  Surry,  Maine  (Lat.  44  29'40"  N., 
Long.  68°27'18"  W.).  C.P.  to  change  emis- 
sion and  replace  transmitter  on  frequency 
2112V  MHz  toward  Swau.s  Island. 

2561-CF-P-77  Indiana  Bell  Telephone  Com- 
pany, Inc.  (KSJ45),  240  N.  Meridian  St., 
Indianapolis.  Indiana  iLat.  39''46'16"  N.. 
Long.  86''09'29"  W.).  C.P.  to  replace  trans- 
mitter on  frequency  6226. 9H  MHz  toward 
Noblesvllle.  Indiana. 

2562-CP-P-77  Same  (KSV85).  2  8  miles 
Southeast  of  Noblesvllle,  Indiana  (Lat. 
40°00'38"  N.,  Long.  85-59'44'  W.),  C  P.  to 
replace  transmitters  on  frequencies  5974.8V 
MHz  toward  IndtanapolLs  and  5974.8H  MHz 
toward  Anderson,  Illinois. 

2563-CF-P-77  Same  (KSV86).  1100  West  of 
Ralble  and  23rd  Street.  Anderson.  Indiana 
(Lat.  40°05'37"  N..  Long.  85°42'52'  W.). 
C  P.  to  replace  transmitter  on  frequency 
6226.9V  MHz  toward  Noblesvllle.   Indiana 

2564-CP-P-77  Same  (KOC56).  11  miles 
Southwest  of  Pt.  Isable.  Indiana  iLat. 
40  24'33"  N.,  Long.  85°5005'  W.),  C.P.  to 
change  frequency  5989.7H  to  6004. 5H  MHz 
toward  Marion. 

2565-CP-P-77  Same  (KOC57).  2.25  miles 
North  of  Marlon.  Indiana  (Lat  40°3639' 
N..  Long.  85''39'18"  W),  C.P.  to  change 
frequencies  624L7V  to  6256. 5V  MHz  toward 
Pt.  Isable  and  6241. 7H  to  6256  5H  MHz  to- 
ward Warren.  Indiana. 

2566-CP-P-77  Same  (KOC60).  2.7  miles 
North  of  Warren,  Indiana  (Lat.  40'43'36' 
N.,  Long.  85'25'37"  W.).  C.P.  to  change 
frequencies  5989.7V  to  6004.5V  MHz  toward 
Marlon  and  5989.7H  to  6004.5H  MHz  toward 
Zanesville,  Indiana 

2567-GP-P-77  Same  (KCX;6l),  2.0  miles 
NNW  of  Zanesville,  Indiana  (Lat.  40'56  48" 
N.,  Long.  85°  1806  •  W.).  C.P.  to  change 
frequencies  6241.7V  to  6256.5V  MHz  toward 
Warren  and  6241. 7H  to  6256  5H  MHz  to- 
ward Ft.  Wayne.  Indiana. 

2568-CP-P-77  Same  (KXQ73),  411  East 
Berry  Street.  Port  Wayne,  Indiana  (Lat. 
41°40'49"  N.,  Long.  86°0e'O4"  W.).  C.P.  to 
change  frequency  5989.7V  to  6004.5V  MHz 
toward  Zanesville,  Indiana. 
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2481-CP-P-71    Eaatem       MlcrowaTe,       Inc. 
(WDD82).  State  Route  819 — 1  mUe  SB  of 
Bell    Point,   Pennsylvania    (Lat.   40*32'08" 
N— Long        79°31'59 "W.)  :       Construction 
permit  to  add  1175.0V  MHz  toward  Plum. 
Pennsylvania,  via  power  split,  on  azimuth 
249.7  degrees. 
2430-CF-P''ML-77     American    Telephone    & 
Telegraph   Company    iKCA46).  John  Tom 
Hill     7    miles   East    of    Glastonbury,    Con- 
necticut (Lat.  41'42'34"  N.— Long.  72'28  - 
26"  W.)  :  Construction  permit  and  modifi- 
cation of  license  to  change  receive  antenna 
structure — 4090.OH    MHz    toward    WWLP- 
Springfield.  Massachusetts. 
2622-CF-AL-(24)-77     Microwave    Transmis- 
sion Corporation;    Application   for  assign- 
ment of  radio  station  licenses,  construc- 
tion permits  and  Section  214   authoriza- 
tions   from    Microwave    TranmLssion    Cor- 
poration.   ASSIGNOR,   to  American  Tele- 
vision    &     Communications     Corporation. 
ASSIGNEE,  for  the  following  radio  stations 
in    the   Point    to   Point   Microwave    Radio 
Service : 
KTR  45.  Bakersfleld,  California 
WPG  27,  Bald  Ridge,  CaUfornla 
KNL  46,  Chual,  California 
WQR  44,  Escrito,  California 
KNL  31,  Fremont  Pk,  CJaliforula 
KPZ  25.  Joe  Butte.  Washington 
WPP  96,  Monument  Pk,  California 
KPR  32,  Ravens  Roost,  Washington 
KVH  57,  San  Bruno,  California 
WBO  58.  Squak  Mountain.  Washington 
WQR  42,  Tacoma,  Washington 
WBA  771,  Wahatls  Peak.  Washington 
WAH  469,  Bald  Butte,  Washington 
KVU  78,  Broadcast  Pk,  California 
KNK  60,  Cuesta  Ridge.  California 
ETTR  46.  Prazier  Mtn..  California 
WBB  351,  Indian  Bluff,  Washington 
KPR  33.  Mission  Ridge,  Washington 
WAN  96.  Pomeroy,  Washington 
WDD  52,  San  Antonio  Hill,  Califu[.nia 
WBO  60,  Seattle,  Washington 
WAU  218,  Sulphur.  Mnt.,  California 
WBB  352.  Tecoa.  Washington 
KNL  77.  WUUams  Hill.  California 
ie97-CF-P-77     Penn  Service  Microwave.  Inc. 
(WQQ37).    Wyoming   Mountain.   4.0   miles 
BSE  of   WUkee-Barre.    Pennsylvania    (I*t. 
4ini'63"    N.— Long.    75°49'16"    W.)  :    Ap- 
plication for  construction  permit  to  add 
frequencies  6212.0V,  6241.7H,  6330  7H.  and 
6390.0H    MHz    toward    Nantieoke.     Penn- 
sylvania,     on      azimuth      269.7      degrees. 
(Note  —A  waiver  of   the   requirements   of 
Section  21.701(1)  of  the  Rules  is  requested 
by  Penn  Service  Microwave.  Inc  ) 
3584-CF-P-77     The  Chesapeake  and  Potomac 
Telephone  Company  of  Virginia   (KIX55). 
224  Luck  Avenue.   SW.  Roanoke,  Vlrginl.i 
(Lat.  37'^16'09"   N  — Long.  79'56'42"   W.)  ; 
C.P.  to  add  frequency  6212.0V  MHz  toward 
Poore  Mt.  and  replace  antenna  on   II 365V 
MHz  toward  Poore  Mt..  Virginia. 
2586-CF-P-~7     Same    fKIA95),  Price  Mt.  3.9 
miles    SE     of    Blacksburg,    Virginia    (Lat. 
37  =  11'13"    N— Long.    80' 2727  '    W):    C.P. 
to    add    frequency    6352.9V    MHz    toward 
Poore  Mt  .  Virginia. 
2586-CF-P-77     Same  {KIA83).  Poore  Mt.  2.5 
miles     West     of     Airport.     Virginia     (Lat. 
37°10'46"    N.— Long.    80  09-45'     W.)  :    C.P. 
to    add    frequencies    5960.0V    MHz    toward 
Roanoke   and    6100.9V    MHz    toward    Price 
Mt..  Virginia. 

COBRE(7nON 

2171-CF-P-77  The  Mountain  States  Tele- 
phone and  Telegraph  Company  corrected 
call  sign  to  read  (KPV34) .  All  other  par- 
ticular remain  as  reported  on  PN  855 
dated  4-25-77. 


1172-CP-P-T7  Same  110  East  A  Street  Sho- 
■bone,  Id&bo  (New) .  corrected  polarla«,tlon 
on  troquency  lOBSSV.  All  other  parUcolar 
remain  as  reported  on  PN8S5  dated  4- 
25-77. 

2178-CF-MP-77  United  Telephone  C-om.pany 
of  Florida  iKrD43),  21  North  Lake  Ave. 
Avon  Park.  Florida  correct  to  read  to 
change  frequencies  5360  0V  to  5945.2V. 
60416V  to  6004  6V.  6160.2V  to  6063  8  V 
MHz  toward  CrewsviUe  and  5945. 2H  to 
6093  5V  MHz  toward  Frostproof.  All  other 
particular  remain  a.^;  reported  on  PN857 
dated  5-9-77. 

2224-CF-P-77  Tlie  Che.<;af>eake  and  Potomac 
Telephone  Company  of  Virginia  (KIR29), 
correct  to  read  company  name  and  file 
number  which  wa.s  listed  a.s  2223-CF-P-77 
on  PN857  dated  5-9-77. 

2498-CF-MP-77  Florida  Telephone  Com- 
pany (KI067).  Ill  South  Bth  Street  Dade 
City,  norlda  to  corrected  company  name 
All  other  particular  remain  as  reported  on 
PN859  dated  5-23-77. 

[FR  Doc.77-16765  Piled  6-2-77;8:45  am] 


[Docket    No.    21245:    FUe    Nos.    34096  97  98- 
IB-47TV] 

CERTIFIED  SECURITY   SERVICES,    INC. 

Designating  Applications  for  Consolidated 
Hearing  on  Stated  Issues;  Memorandum 
Opinion  and  Order 

Adopted:  May  13.  1977. 

Released:  May  23.  1977. 

By  the  Chief.  Safety  and  Special  Radio 
Services  Bureau. 

For  Consent  to  Assignment  of  Author- 
izations for  Stations  WAX904.  KYP616. 
and  KV4017  in  the  Business  Radio 
Service. 

1.  The  Chief.  Safety  and  Special  Radio 
Services  Bureau  (The  Bureau^  has  be- 
fore him  for  consideration  the  above- 
captioned  three  applications  filed 
April  14.  1977.  by  Certified  Security  Serv- 
ices. Inc.  fCertifled).  2230  Michigan 
Avenue.  Santa  Monica.  California  90404 
which  seek  the  Commission's  consent  to 
assignment  to  Certified  of  authorizations 
for  three  Business  Radio  Senice  stations 
in  the  Los  Angeles  metropolitan  area 
from  the  present  licensee.  Genuine 
Parts  Co.  'Genuine  I.  Ako  before  the 
Bureau  in  connection  with  its  considera- 
tion of  the  above-captloned  applications 
are  applications  which  were  previously 
filed  by  Ronald  A  Newlin,  Vice-Presi- 
dent of  Certified  Pile  No?  221575  76 
77-IB-76TV ' ,  and  corresjxindence  be- 
tween the  Bureau.  Mr.  Newlin.  and  hL« 
attorney  concerning  Mr.  Newlin's  now 
dismissed  application.?. 

2.  Newlin's  applications,  filed  with  the 
Commission  July  13.  1976.  in  his  Individ- 
ual capacity,  represented  that  he  was 
engageid  In  a  commercial  activity,  i.e., 
providing  electronic  security  and  armed 
guard  services  for  the  general  public. 
Newlin's  applications  were  returned  to 
him  as  incomplete  on  September  13.  1976, 
and  resubmitted  by  him  on  October  1, 
1976.  In  resubmitting  his  applications. 
Newlin  stated  that  he  had  a  need  for  90 
mobile  units  and  reiterated  that  "I  am 
a  security  contractor  providing  to  the 


general  public  *  •  '  alarm  systems  •  •  • " 
3.  Subsequently.  allegaUons  were  made 
to  the  Commission  by  other  appUcants 
for   L06    Angeles    area   facilities    In    the 
Business  Radio  Service  that  Newlin  was 
in  fact  Vice-President  of  Certified,   an 
exiting  licensee  in  the  Bvisines  Radio 
Senice  in  the  Los  Angeles  area,  and  that 
Newlin's  applications  were  in  fact  a  sub- 
terfuge to  obtain  for  Certified  a  secMid 
frequency  In  violation  of  5  91.8^ci  of  the 
Comini-ssion's  Rules  which  precludes  as- 
signment of  a  second  frequency  absent 
a  conclusive  demonstration  of  essential 
need  tlierefor.  .*is  a  result  of  these  allega- 
tions,   the   Bureau's   staff   reviewed    the 
Business  Radio  Service  license  files  and 
discovered  that  on  January'  28.  1976.  six 
month.'^  prior  to  the  filint;  of  Newlin's  in- 
dividual  applications.   Certified   applied 
for  and  was  authorized  facilities  in  the 
Business  Radio  Service  for  use  in  the  Los 
Anpeles  MetropcJitan  area:   that  Certi- 
fied's  applications  were  signed  by  Newlin 
as  an  officer  of  that  corporation:    and 
that  the  addresses  fumLshed  by  Newlin 
In  hLs  individual  applications  were  iden- 
tical   to    Certified 's    station    locations. 
These  facts,  as  well  as  allegations  that 
Newlin  might  be  acting  on  behalf  of  slUl 
another  Commission  licensee,  were  pre- 
sented to  Newlin  iii  a  November  24.  1976. 
letter   from    the   Bureau's    staff   which 
aLso  directed  him  to  respond  thereto  and 
to  supply  certain   specific   information 
Newlin  was  admonL^hed  in  the  stAfTs  let- 
ter of  the  possible  consequences  of  false 
statements  made  m  response  to  the  let- 
ter or  in  his  applications. 

4  After  reviewing  Newlin  5  response  to 
Its  letter  as  well  as  correspondence  from 
Newlin's  coim.sel,  the  Bureau  di.smi.ssed 
Newlin's  applications  on  Pebruai-y  23. 
1977.  because  it  found  that  Newlin  failed 
to  meet  the  eligibility  requirements  of 
the  Business  Radio  Service  In  doing  so. 
the  Bureau'.*-  stafT  advised  Newlin  that 
ht<:  admission,  in  a  January  17  1977.  let- 
ter that  he  was  not  engaged  in  an  indi- 
vidual proprietorship  providinp  security 
services,  but  was  acting  on  behalf  of  Cer- 
tified of  which  he  was  Vice-President, 
vitiated  his  claim  of  eligibility  to  be  an 
individual  licensee  in  the  Business  Radio 
Service. 

5  The  foregoing  facts  raise  a  grave 
que^:tion  as  to  the  character  qualifica- 
tions of  Certified  and  its  Vice  President, 
Newlin.  to  receive  the  authorizatic«is 
which  it  here  seeks.  In  executing  his  in- 
dividual applications  Newhn  certified  to 
the  Commission  that  all  statements  made 
therein  were  true,  complete  and  correct 
to  the  best  of  his  know'icdge  and  belief, 
and  were  made  in  pood  faith.  The  appli- 
cations themselves  (FCC  Form  425  '  bear 
"on  their  face  the  admonition  tliat  willful 
false  statements  made  thereon  are 
punishable  by  fine  and  imprisonment. 
The  Commission  must  depend  on  the 
Integrity  and  representations  of  Its 
Ucer-sees.  and  a  breach  of  that  trust 
or  willful  false  statements  may  be 
grounds  for  the  revix^tlon  of  licenses 
and  character  disqualifications.  See  FCC 
V.    WOKO.   Tnc.    329    U.S.    223    <1946); 
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Charles  P.  B  Pinson.  Inc.  v.  FCC.  321  P. 
2d  372  >  DC  Clr  ,  1963  i  :  Pass  Word,  Inc., 
rCC  7&-904.  releacsed  October  13,  1976. 
The  Bureau's  review  of  the  circum- 
stances surrounding  Newlin's  individual 
applications  and  the  above-captioned  ap- 
plications of  Certified  call  into  issue  the 
character  qualifications  of  Certified  and 
Newlin  to  receive  the  authorizations  they 
here  seek.  Hence,  the  Bureau  cannot 
make  the  requisite  finding,  pui'suant  to 
Section  309ia>  of  the  Communications 
Act  of  1934,  as  amended,  that  a  grant  of 
Certifled's  applications  would  serve  the 
public  interest,  convenience  and  neces- 
sity. Therefore,  the  applications  must, 
in  accordance  with  Setion  309' e)  of  the 
Act,  be  designated  for  evidentiary  hear- 
ing. 

6.  The  applicants  request  authority  to 
operate  a  total  of  ninety  (90)  mobile 
units.  While  it  has  supplied  some  infor- 
mation to  substantiate  its  need  for 
ninety  mobile  unit.s  i  which,  if  accepted, 
would  entitle  the  applicant  to  exclusive 
assignment  of  the  frequency,  questions 
have  been  raused  as  to  whether  the  ap- 
plicant would,  in  fact,  purchase  and 
would  place  into  operation  that  number 
of  mobile  radio  transmitters. 

7.  Accordingly,  it  '-'  ordered.  That  in 
accordance  with  the  provisions  of  Sec- 
tion 309iei  of  the  Communications  Act 
of  1934.  as  amended  1 47  U  S.C.  309'e>, 
the  above-captioned  applications  of 
Certified  Security  Services,  Inc.,  File  Nos. 
34096  97  98-rB~47TV.  are,  pursuant  to 
authority  delegated  in  Sections  O.lSlia' 
and  0331  of  the  Commission's  Rules, 
designated  for  hearing  at  a  time  and 
place  to  be  specified  at  a  later  date,  on 
the  following  issues: 

<a>  To  determine  if  there  were  de- 
liberate and  material  misrepresentations 
or  a  lack  of  candor  by  Ronald  A.  Newlin 
in  his  applications  for  the  Commission's 
consent  to  assignment  to  him  of  the 
Business  Radio  Services  authorizations 
held  by  Genuine  Parts  Co  'File  Nos. 
221575  76  77-IB-76TV>  and  if  any  such 
misrepresentations  or  lack  of  candor 
were  on  behalf  or  for  the  benefit  of 
Certified  Security  Ser\  ices,  Inc. 

ibi  To  determine  the  number  of 
mobile  radio  units  the  applicant  proposes 
to  place  in  operation. 

ic)  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  Issues  ia> 
and  tb>  hereinabove,  whether  Certified 
Security  Services,  Inc.  and  its  Vice  Presi- 
dent. Ronald  A.  Newlin.  possess  the  req- 
uisite character  qualifications  to  re- 
ceive a  grant  of  the  applications  which 
are  the  subject  of  this  proceeding 

id»  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  foregoing 
issues,  what  disposition  of  the  above- 
captioned  applications  will  best  serve  the 
public  interest,  convenience,  and  neces- 
sity. 

8.  It  is  further  ordered.  That  Certified 
Security  Services.  Inc..  Ronald  A.  Newlin, 
Genuine  Partes  Co  .  and  the  Chief,  Safety 
and  Special  Radio  Services  Bureau  are 
made  parties  to  this  proceeding. 

9.  It  is  further  ordered.  That  the  bur- 
den of  proceeding  with  the  evidence  and 
the  burden  of  proof  on  the  issues  listed 


In  Paragraph  7  (a),  (b),  (c),  and  (d) 
hereinabove  are,  pursuant  to  Section  309 
(e>  of  the  Act  and  Section  1.254  of  the 
Commission's  Rules,  upon  Certified  Se- 
curity Services.  Inc. 

10.  It  is  further  ordered,  That  each  of 
the  parties  named  in  Paragraph  7  here- 
inabove, in  order  to  avail  himself  of  the 
opportunity  to  be  heard,  shall  within  20 
days  of  the  mailing  of  the  notice  of  des- 
ignation by  the  Secretary  of  the  Com- 
mission, file  with  the  Commission,  in 
triplicate,  a  written  notice  of  appearance 
that  he  will  appear  on  the  date  fixed  for 
hearing  and  present  evidence  on  the 
issues  specified  in  the  order,  as  prescribed 
in  §  1.221  of  the  Commission's  Rules. 

11.  It  is  further  ordered.  That  the  Sec- 
retary of  the  Commission  send  a  copy  of 
this  Memorandum  Opinion  and  Order  by 
Certified  Mail-Return  Receipt  Requested 
to  each  of  the  pairties  (except  the  Bu- 
reau I  named  in  Paragraph  8,  supra. 

Federal  Communications 
Commission, 
Ch..\rles  a.  Higginbotham, 
Chief.  Safety  and  Special 
Radio  Service  Bureau. 
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PONDEROSA    BASIN,    CALIF.,    ET  AL. 

FM  and  TV  Translator  Application  Ready 
and  Available  for  Processing  Pursuant  to 
Sections  1.572(c)  and  1.573(d)  of  the 
Commission's  Rules 

Adopted:  May  19.  1977. 
Released  May  26,  1977. 
By  the  Cliief .  Broadcast  Bureau. 

Notice  is  hereby  given  pursuant  to 
§  S  1.572(0  and  1.573(d)  of  the  Com- 
mission's Rules,  that  on  July  18,  1977. 
the  TV  and  FM  translator  applications 
listed  in  the  attached  Appendix  will  be 
considered  as  ready  and  available  for 
processing.  Pursuant  to  J  1.227(b)(1) 
and  >M.519<b)  of  the  Commission's 
Rules,  an  application,  in  order  to  be 
considered  with  any  application  ap- 
pearing on  the  attached  list  or  with  any 
other  application  on  file  by  the  close  of 
business  on  July  15.  1977,  which  involves 
a  conflict  necessitating  a  hearing  with 
any  application  on  this  list,  must  be 
substantially  complete  and  submitted 
for  filing  at  the  oEQces  of  the  Commis- 
sion in  'Wasl"un.e;ton,  D.C.,  by  the  close 
of  business  on  July  15,  1977. 

The  attention  of  any  party  in  interest 
desiring  to  file  pleadings  concerning  any 
pending  TV  and  FM  translator  applica- 
tion, pursuant  to  Section  309(d)  (1>  of 
y^e  Communications  Act  of  1934.  as 
amended,  is  directed  to  Section  1.580(i) 
of  the  Commission's  Rules  for  provisions 
governing  the  time  for  filing  and  other 
requirements  relating  to  such  pleadings. 

Federal  Communications 

Commission. 
Vincent  J.  Mullins. 

Secretary. 

VHP    TV   Translator   Applications 

BPTTV-5792  (new),  Ponderosa  Basin,  Cali- 
fornia. Ponderosa  Basin  Community  Tele- 
vision .^.ssoclatlon.  Req:  Channel  12,  204- 
210  MHz.  1  watt.  Primary:  KXTV-TV.  Sac- 
ramento. California. 


BPTTV-5793  (new) .  Qreasewood,  Arizona. 
Greasewood  Community  Club  Req:  Chan- 
nel 10.  192-198  MHz,  1  watt.  Primary: 
KOOL-TV,  Phoenix.  Arizona 

BPTrV-6794  (newt.  Kaite,  Alaska  Kake  Pub- 
lic Schools.  Req:  Channel  2.  54-60  MHz.  10 
watts.  Primary:  KUAC-TV,  Fairbanks. 
KYUK-TV,  Bethel,  and  KAKM-TV.  Anchor- 
age. Alaska. 

BPTTV-5795  (new).  Heart  Butte.  Montana. 
School  District  No.  1.  Req:  Channel  8,  180- 
186  MHz.  1  watt.  Primary.  KFBB-TV.  Great 
Palls,  Montana. 

BPTTV-5796  (new).  Heart  Butte.  Montana. 
School  District  No.  1.  Req:  Channel  10.  192- 
198  MHz,  1  watt.  PrimEiry:  CJOC-TV,  Leth- 
brldge.  Alberta.  Canada. 

BPTTV-5797  (new).  Heart  Butte.  Montana. 
School  District  No.  1.  Req:  Channel  12.  204- 
210  MHz.  1  watt.  Primary  :  KRTV-T\'.  Great 
Palls,  Montafja. 

BPTTV-5798  (new).  Grass  Range,  Montana. 
Grass  Range  Television  Tax  District.  Req: 
Channel  7,  174-180  MHz.  10  watts.  Pri- 
mary: KRTV-TV,  Great  Palls,  Montana. 

BPTTV-5799  (new) .  Hanover.  Kansas.  City  of 
Hanover.  Req:  Channel  2.  54-60  MHz.  1 
watt.  Primary:  KTSB-TV.  Topeka.  Kansas. 

BPTTV-5800  (newi .  Hanover.  Kansas.  City  of 
Hanover.  Req:  Channel  8.  180-186  MHz,  1 
watt.  Primary:  KHNE-T\',  Hastings.  Ne- 
braska. 

BPTTV-5801  (K04HZ).  Palisade.  Nebraska. 
Village  of  Palisade  Req:  To  add  Hamlet. 
Nebraska  to  present  principal  community. 
Increase  output  power  to  10  watts. 

BPTTV-5802  (newi.  Hydro  Jet  Services  Inc., 
Mining  Site,  Utah.  Hydro  Jet  Services  Inc. 
Req:  Channel  2,  54-60  MHz.  1  watt.  Pri- 
mary: KUTV-TV.  Salt  Lake  City.  Utah. 

BPTTV-6803  (new).  Hydro  Jet  Services  Inc.. 
Mining  Site.  Utah.  Hydro  Jet  Services  Inc. 
Req:  Channel  4,  66-72  MHz,  1  watt.  Pri- 
mary: KTVX-TV.  Salt  Lake  City.  Utah. 

BPTTV-5804  (new).  Hydro  Jet  Services  Inc. 
Mining  Site,  Utah,  Hydro  Jet  Services  Inc. 
Req:  Channel  7.  174-180  MHz.  1  watt.  Pri- 
mary: KUED-TV,  Salt  Lake  City,  Utah. 

BPTrV-5805  (new),  Culbertson,  Nebraska, 
Village  of  Culbertson.  Req:  Channel  2.  54- 
60  MHz,  10  watts.  Primary  KLOE-TV. 
Goodland,  Kansas. 

BPTTV-5806  (new).  Grants  Pa^ss.  Oregon, 
Southern  Oregon  Education  Company. 
Req:  Channel  12.  204-210  MHz.  1  watt.  Pri- 
mary: KSYS-TV,  Medford.  Oregon. 

BPTTV-5807  (K02ES).  Pinos  Altos,  Ft.  Bay- 
ard, Santa  Rita,  Arenas.  Hurley  and  Silver 
City.  New  Mexico.  Pinos  Altos  TV  Associa- 
tion. Req:  delete  Pinos  Altos.  Santa  Rita. 
Arenas  and  HUrley.  New  Mexico  from  pres- 
ent principal  community,  chanee  primary 
TV  station  to  KDBC-fv,  Channel  4,  El 
Paso,  Texas,  Increase  output  to  10  watt.s. 

BPTTV-5808  (new).  Pruitland,  Utah,  Du- 
chesne C^ounty.  Req:  Channel  8.  180-186 
MHz.  1  watt.  Primary:  KSL-TV.  Salt  Lake 
City,  Utah. 

BPTTV-5809  (new).  FruitUnd.  Utah,  Du- 
chesne County.  Req:  Channel  10.  192-198 
MHz,  I  watt.  Primary:  KTVX-TV,  Salt 
Lake  City.  Utah. 

BPTTV-5810  (new) ,  Fruitland.  Utah,  Du- 
chesne County.  Req:  Channel  12,  204-210 
MHz.  1  watt.  Primary:  KUTV-TV,  Salt  Lake 
City,  Utah. 

BPTrV-5811  (K07HGI.  Poison.  Montana. 
Poison  TV  Improvement  Association.  Req: 
To  add  St.  Joseph's  area  and  South  Shore 
Bay,  Montana  to  present  principal  com- 
munity. 

BPTTV-5812  (K12JG).  Long  Pine.  Nebraska. 
City  of  Long  Pine  Req:  Change  primary 
TV  station  to  KPRY-T\'.  Channel  4,  Presho, 
South  Dakota. 

BPnV-5813  (new).  Phoenix.  Arizona.  Bouse 
Booster  Club.  Inc.  Req:  Channel  4.  66-72 
MHz.  1  watt.  Primary:  KOOL-T\'.  Phoenix. 
ArlzT'na. 
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BPTTV-5814    (new),   Bouse,   Arizona.   Bouse 
Booster  Club.  Inc.  Req:   Chfinnel  11.  198 
204    MHz.     1     watt.    Primary:     KPHO-IV. 
Pl^oenix.  Arizona. 

BMPTTV-892  (K08IZ),  BP  Alaska  Camp. 
Prudlioe  Bav,  Alaska,  Northem  Television 
Incorporated.  Req;  To  add  KTVF.  Chan- 
nel 11.  PairbcoUis,  Alaska  to  present  pri- 
mary TV  station. 

BMPTTV-893  (K06IQ).  Newberry,  California. 
County  of  San  Bernardino,  County  Service. 
Are«  No.  40.  Req:  To  change  prUimry  TV 
station  to  KTTV,  Channel  11.  Lot  Angeles 
California. 

BMPTTV-895  (K07NK).  Fort  Liscum,  Valdez 
and  Keystone  Camp.  Alaska,  Northem  Tele- 
vision, Inc  Req:  To  add  KTVF.  Channel 
11,  Fairbanks.  AJafika  to  present  principal 
community. 

UHF  TV  Translator  Applications 

BMPTT-956  (K66AV).  Daggett  and  IXiggett 
Rural  Area,  California,  County  of  San 
Bernardino,  County  Service  Area  No.  40. 
Req:  Change  primary  TV  KTTV.  Channel 
1 1 ,  Los  Angeles,  Cahfornia. 

BMPTT-957  ,(K67AZ),  Daggett  and  Daggett 
Rural  Area,  California,  County  of  San 
Bernardino,  County  Service  Area  No.  40. 
Req:  Change  primary  TV  station  to  KHJ- 
TV,  Channel  9,  Los  Angeles,  California. 

BMPTT-958  (K65AY).  Burley  and  Rupert. 
Idaho.  Kid  Broadcasting  Corporation  Req: 
To  add  Albion,  Idaho  to  present  principal 
community. 

BPTT-3208  (K71AO).  Wallowa  Valley. 
Oregon.  Wallowa  Valley  TV  Association. 
Inc.  Req:  Change  frequency  to  Channel 
67.  788-794  MHz  .  increase  output  power 
to  100  watts 

BPTT-3239  (new),  Columbia.  Mississippi 
Mississippi  Authority  for  Educational 
Television.  Req :  Chsuinel  45.  656-662  MHz, 
1000  watts.  Primary:  WMAH-TV.  Biloxi. 
Mississippi 

BPTT-3240  (new).  Livingston.  Montana 
Danny  S.  Richards  tr  as  Richards'  Re- 
peater. Req:  Channel  63.  764-770  MHz, 
100  watts.  Primary:  KTVM-TV,  Butte, 
Montana. 
BPTr-3245  (new),  HoUister.  California 
Monterey-Salinas  Television.  Inc  Req: 
Channel  59,  740-746  MHz,  100  watts.  Pri- 
mary:   KMST-TV,   Monterey.   California 

FM  Translator  Applications 

BPFr-411     (new),    Rock    Springs    and    Dry 
Lake,    Wyoming.    Upper    Bear   River    Tele- 
vision   Service    Req:    Channel    296,    107.1 
MHz,    1     watt    Primary:     KLUB-FN     Salt 
LakeCltv,  Utah, 
BPPT-412    (new),   Flagstaff,   Arizona.   Mari- 
copa County  Community  College  District 
Req:  Channel  208,  89.5  MHz,  10  watts  Pri- 
mary: KMCR-FM,  Phoenix.  Arizona. 
BPPT^13  (new).  Kanab.  Utah    Kanab  Lions 
TV.  Req:  Channel  221.  92  1  MHz.  10  watts 
Primary:   KSUB-FM,  Cedar  City.  Utah. 
BPFr-414     (new).    Jeffrey    City.    Wyoming 
Jeffrey    City    Community   TV    Association 
Req:  Channel  292,  106.3  MHz.  1  watt  Pri- 
mary:  KRAI-FM.  Craig,  Colorado. 
3PPX-415    (new),  Weaverville  and  Junction 
City  California.  Northern  California  Com- 
munications   Corporation.    Req:    Channel 
276.   103.1  MHz.   10  watts  Primary     KVIP- 
FM.  Redding.  California. 
BPIiT-416     (new).    Rawlins.    Sinclair    Ruial 
Carbon    County,    Wyoming.    Jeffrey    City 
Communltv   TV    A.ssoclatlon    Req:    Chan- 
nel   288.    105,5    MHz,    10    watts    Primary: 
KRAI-FM,   Craig.   Colorado. 
BPFX-417  (new).  Overton,  Logandale.  Moapya 
Area,  Nevada.  Moapa  Valley  TV  Mainte- 
nance  District.   Beq:    Channel   280,    103.9 
MHz.    10    watts    Primary:     KSL-FM,    Salt 
Lake  City,  Utah, 


Br'PT-418  I  new  I,  Lund  and  Preston  Ruth, 
Nevada  White  Pine  TeleTiaion  District  No, 
1.  Req:  Channel  280.  103.9  MHz,  10  watte 
Primarv:    KSL-FM.   Salt  Lake  City,  Utah. 

BPFT-419  IW272AA).  Mount  Pocono.  Penn- 
sylvania. WGBI  Radio.  Inc.  Req:  To 
change  output  frequency  to  channel  221. 
92  1  MHz 

BPPT-420  (NEW).  Area  10-15  Mile  North 
of  Tucson.  Arizona.  Arizona  Board  of  Re- 
gent.- for  the  Benefit  of  the  University  of 
Arizona.  Req  Channel  276.  103  1  MHz  10 
watts.  Primary:  KU.\T  FM,  T\iCNon,  .Ari- 
zona, 

BPFT-421  (NEW),  Cottonwood,  Arizona 
Maricopa  County  Community  College  Dis- 
trict, Req:  Channel  208,  89.5  MHz.  10 
watts.  Primary:  KMCR-FM,  Phoenix,  .Ari- 
zona. 

BPFTB-11     (NEW),    Mill    Valley,    California 
Pacific   FM.   Inc.   Req:    Channel   267.    101.3 
MHz,    10    watts     Primary      KIOI-PM.    San 
Francisco.  California 
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I  Docket  No.  21256:  FCC  77-3421 

CARPENTER    RADIO  CO. 

Designating  Matter  for  Hearing; 
Memorandum  Opinion  and  Order 

Adopted;  May  19.  1977. 

Released:  May  27,  1977. 

By  the  Commission 

Pursuant  to  section  201 '  a  >  of  the  Com- 
munications Act  of  1934.  a.*;  amended,  for 
establishment  of  physical  connection  be- 
tween its  facilities  and  those  of  the 
United  Telephone  Company  of  Ohio 

1.  The  Cc«nmission  has  before  it  a 
Petition  Requesting  Agency  Action  Origi- 
nally Requested  m  E)ocket  No  18177, 
filed  by  James  M.  and  Miriam  G  Car- 
penter d  b/a  Carpenter  Radio  Company 
(Carpenter*.  The  United  Telephone 
Company  of  Ohio  i  United  •  has  filed  a 
Motion  to  msmiss  Carpenter's  petition 
and  Carpenter  has  filed  a  reply. 

2.  Docket  No.  181T7  was  an  investiga- 
tion pursuant  to  Section  201  <a>  of  the 
Act.  47  U.S.C.  §  201(a),  into  the  neces- 
sity or  desirability  of  establishing  physi- 
cal connection  between  Carpenter  and 
tlie  Lima  Telephone  Company  at  Lima. 
Ohio,  and.  if  necessary  or  desirable,  the 
ternis  and  conditions  of  such  intercon- 
nection. 12  FCC  2d  857  a968'  The  in- 
quiry also  was  initiated  to  consider 
whether  Lima  Telephone  Company's  re- 
fusal to  interconnect  constituted  an  anti- 
trust violation.  Upon  the  request  of  Car- 
penter, we  permitted  the  application  to 
be  withdrawn  and  terminated  the  pro- 
ceeding, without  prejudice,  in  order  that 
Carpenter  could  negotiate  with  the  tele- 
phone carrier.  14  FCC  2d  570  >  1968  ' 

3.  Carpenter  appealed  the  dismissal  to 
the  United  States  Court  of  Appeals  for 
the  District  of  Columbia  Circuit,  which 
entered  an  order  dismi-ssing  the  appeal, 
without  prejudice,  and  noting  that  Car- 
penter may  "renew  its  request  for  agency 
action  originally  requested  in  Docket  No. 
18177."  Carpenter  v  FCC.  Case  No  75- 
1848.  decided  December  22.  1975. 

4  Carpenter  Radio  Company  is  a  li- 
censed Radio  Common  Carrier  offering 
two-way  mobile  radio-telephone  service 
and    one-way    paging    service    in    and 


around  Lima.  Ohio  It  is  seeking  con- 
tinued interconnection,  on  reasonable 
terms  and  conditions,  with  United,  as 
successor  in  interest  of  the  Lima  Tele- 
phone Company,  m  order  to  provide  its 
authorized  services  'While  it  appears 
that  United  is  providing  nece.";Rary  inter- 
connection with  Carpenter  at  present. 
Carpenter  alleges,  inter  aim.  that  the 
rates  charged  by  United  and  the  location 
of  interface.^  with  United  are  unreason- 
able, that  there  is  excessive  noi?e  on  the 
line5  United  provides,  and  that  the  serv- 
ice has  been  subject  to  frequent  inter- 
ruption, 

,5  United  s  Motion  to  Dismiss  Carpen- 
ter's petition  is  premised  on  the  alleged 
defect  of  Carpenter's  seeking  Commis- 
sion relief  on  the  ba-sis  of  the  Docket  No 
18177  record,  which  contains  facts  and 
allegations  which  may  or  may  not  be 
valid  today  United  also  point.';  out  that 
Uie  pnor  docket  dealt  with  Carpenter's 
relationship  with  the  Lima  Telephone 
Company,  which  company  no  longer 
exLsts,  havmg  been  merged  into  United, 
It  asserts  that  the  Commission  cannot 
gram  relief  on  the  present  record. 

6.  While  we  agree  with  United  that 
we  cannot  determine  the  terms  and  con- 
ditions for  interconnection  and  the 
.shortcomings  in  service  quality,  if  any,  on 
the  basis  of  the  Docket  No.  18177  record, 
this  fact  does  not  in  any  way  afifect  the 
merits  of  the  relief  which  Carpenter  re- 
quests. Rather,  we  believe  that  a  new 
proceeding  on  the  questions  of  intercon- 
nection teiTTis  arid  conditions  and  quality 
of  service  is  in  order  This  proceeding 
will  incorporate  the  record  of  Docket  No 
18177  but  the  presiding  Administrative 
Law  Judge  is  instructed  to  allow  the  par- 
ties a  reasonable  opportunity  to  update 
and  revise  the  record  as  appropriate. 

7    We  anticipate  the  filing  shortly  by 
the  Bell  Operating  Companies  and  the 
Independent  Telephone  Companies.  In- 
cluding United,  of  uniform  tarifTs  offering 
interconnection  of  local  exchange  serv- 
ices to  the  Radio  Common  Carriers.  If 
such  tariffs  are  filed,  we  believe  that  the 
proper  forum  to  protest  the  reasonable- 
ness of  such  filings  is  tlirough  petitions 
against  the  tariff  filings,  not  in  the  con- 
text of  the  present  proceeding.  Accord- 
ingly, if  such  tariffs  become  effective  and 
are  applied  to  Carpenter,  the  presiding 
AdminL«trative  Law  Judge  is  lni>tnicted 
to  take  evidence  on  only  the  quality  of 
service  issue  and  any  portion  of  the  Sec- 
tion 201 'a  1  issue  which  does  not  become 
moot  by  virtue  of  the  tariff  filing.  How- 
ever, insofar  as  the  rates  or  conditions 
under  wlilch  Carpenter  obtains  service 
from   United   remain   unchanged  under 
such  tariffs,  the  lawfulness  of  those  rates 
or  conditions  should  be  considered  in  this 
proceeding 

8.  Accordingly,  t(  is  ordered.  That  pur- 
suant to  Section  201  <a )  of  the  Communi- 
cations Act  of  1934,  as  ameiidcd.  47  U.S.C. 
201<a'.  a  hearing  shall  be  held  in  this 
proceeding  at  the  Commission's  offices 
In  "Washington,  D.C.,  at  a  time  to  be 
specified  by  subsequent  order,  and  that 
the  Administrative  Law  Judge  to  be  des- 
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ignaU>d  to  preside  at  the  hearing  shall 
issue  an  Initial  Decision 

9.  It  is  further  ordered.  That  the  pro- 
ceeding shall  include  inquiry  into  the 
following : 

'a>  Wliether  it  is  necessary  or  desir- 
able in  the  public  interest  to  establish 
physical  connections  between  the  Car- 
penter Radio  Company  and  United  Tele- 
phone Company  of  Ohio  at  Lima.  Ohio; 
to  establish  through  routes  and  charges 
applicable  thereto;  and  to  establish  and 
provide  facilities  and  regulations  for  op- 
erating such  through  routes  within  the 
meaning  of  Section  201  <a>  of  the  Com- 
munications Act  of  1934,  as  amended.  47 
U.S.C.  201(a);  and.  if  so  what  connec- 
tions, through  routes,  charges,  facilities 
and  regulations  should  be  established; 

I  b )  Whether  the  service  presently  pro- 
vided Carpenter  by  United  is  of  sufficient 
technical  quality  so  as  to  enable  Carpen- 
ter to  provide  its  authorized  services; 
and.  if  not.  what  quality  of  service  stand- 
ards should  be  prescribed  for  intercon- 
nection, pursuant  to  47  US  C.  5  201ia>. 

10.  It  is  further  ordered.  That  United 
Telephone  Company  of  Ohio's  Motion  to 
Dismiss  is  denied. 

11.  It  is  further  ordered.  That  a  sepa- 
rated Trial  Staff  of  the  Common  Car- 
rier Bureau  shall  participate  in  the 
above-captioned  proceeding.  The  Chief, 
Hearing  DivLsion  and  his  staff  will  be 
separated  in  accordance  with  the  pro- 
visions of  Section  1.1209  of  the  Com- 
mission's Rules.  47  C.F.R.  ?  1.1209. 

12.  It  is  further  ordered.  That  Car- 
penter Radio  Company  and  United  Tele- 
phone Company  of  Ohio  are  designated 
parties  t-o  tliis  proc-eeding 

13.  It  is  further  ordered.  That  the  rec- 
ord of  Docket  No  18177  is  incorporated 
Into  the  record  of  the  present  proceeding. 

PEDER.\L    COMMTJmC.^TIONS 

Commission. 
Vincent  J  Mullins. 

Secretary. 

(FRDoc  77   15758  Piled  6-2-77.8:45  am] 


[FCC  77-328;  Dck  ket  No  21241.  File  No. 
PBH-9434:  Docket  No  21242.  Pile  No  BPH- 
9628;  Docket  No,  21243,  Pile  No.  BHP- 
9639) 

NELSON    COUNTY   BROADCASTING   CO., 
INC.,    ET  AL 

Designating  Applications  for  Consolidated 
Hearing  on  Stated  Issues;  Memorandum 
Opif.ion  and  Order 

Adopted:  May  12.  1977. 

Released:  Maj-  27.  1977. 

By  the  Commission: 

In  re  Applications  of  Neb-on  County 
Broiulcasting  Co  .  Inc..  Bardstown.  Ken- 
tuclcy.  Req.  96  7  MH^.  =:244A:  3  kW  iH  & 
V)  ;  160  ft..  Earl  Lamar  Clark.  Bards- 
town. Kentucky,  Req.  96.7  MHz.  .s:244A; 
3  kW  'H  &  V':  275  ft:  Old  Kentucky 
Home  Broadcasters.  Inc  .  Bardstown. 
Kentucky,  Req.  96.7  MHz,  a:244A:  3  kW 
1  H  &  V) ;  280  ft.  For  Construction  Permit. 

1  The  ComniLssion  has  before  it:  <ii 
the  above-captioned  applications,  as 
amended,  for  a  new  commercial  FM 
broadcast  station  in  Bardstov^-n,  Ken- 
tucky; iii>  a  petition  to  dismiss  the  ap- 


pUcatlon  of  Nelson  County  Broadcasting 
Co..  Inc.  (NeLsom.  filed  by  a  competing 
applicant.  Earl  Lamar  Clark  f Clark)  ; 
and  uii>  pleadings  in  opposition  and 
reply  thereto. 

2.  Nelson,  licensee  of  standard  broad- 
cast station  WBRT,  Bardstown,  Ken- 
tucky- has  proposed  to  side  mount  the  an- 
tenna of  its  proposed  FM  station  on  the 
existing  WBRT  tower  which  Is  one  mile 
short-spaced  with  station  WORX<FM) 
Madison,  Indiana  and  has  submitted  a 
request  for  w-aiver  of  Section  73.207(a) 
of  the  Rules.'  In  support  of  the  request, 
Nelson  maintains  that  it  is  not  econom- 
ically feasible  to  construct  the  proposed 
FM  transmitter  at  a  separate  site.  In  re- 
sponse to  Clark's  motion  to  dismiss,  Nel- 
son cites  several  cases  in  which  the  Com- 
mission has  permitted  an  AM  licensee  to 
propose  to  mount  an  FM  antenna  on  its 
existing  AM  tower  for  economic  reasons 
where  the  short-spacing  involved  was  of 
a  similar  distance. 

3.  Clark's  motion  states  that  in  addi- 
tion to  Nelson's  application  there  are  two 
other  applications  for  a  new  FM  facility 
at  Bardstown,  and  that  both  of  these  ap- 
plications meet  the  separation  require- 
ments of  5  73.207(a)  without  proposing 
to  side  mount  the  antenna  on  an  existing 
^VM  tower.'  Therefore,  Clark  maintains 
that  Nelson  "stands  naked  and  alone  in 
its  assertion  that  an  independent  FM  sta- 
tion, not  using  a  common  site  with  an 
AM  station  Is  not  economically  feasible 
in  Bardstown." 

4.  It  is  incumbent  upon  an  applicant 
requesting  a  waiver  of  the  minimum 
spacing  requirements  to  make  a  showing 
that  the  public  interest  would  be  better 
served  by  the  granting  of  the  waiver. 
United  States  v.  Storer  Broadcasting 
Company.  351  U.S.  192  (1956).  The  mere 
fact  that  it  may  be  economically  advan- 
tageous to  side  mount  the  proposed  FM 
antenna  on  a  commonly-owned  AM 
tower,  is  not  sufficient  good  cause  to  war- 
rant the  waiver,  in  light  of  the  presence 
of  two  competing  applicants,  each  of 
whom  propose  sites  involving  no  short- 
spacing.  Trend  Broadcasting,  Inc.,  18 
FCC  2d  749.  16  RR  2d  903  (1969) .  Nelson 
cites  both  Williams  County  Broadcasting 
Systfjns,  Inc.,  27  RR  2d  158  (1973),  and 
Bay  Broadcasters.  Inc.,  34  FCC  2d  138.  24 
RR  2d  1  ( 1972) ,  in  support  of  its  waiver 
request.  We  note,  however,  that  neither 
of  these  cases  involved  a  short-spaced 
applicant  who  was  mutually  exclusive 
with  an  applicant  who  met  the  require- 


ments of  §  73.207.  Nelson  also  cites 
Brookhaven  Broadcasting  Co..  Inc.,  39 
F.R.  32649.  published  September  10,  1974, 
where  a  short-spaced  applicant  was  mu- 
tually exclusive  with  an  applicant  who 
met  the  spacing  requirements  and  was 
granted  a  waiver  of  §  73.207  on  the  sole 
basis  of  economic  feasibility.  The  Brook- 
haven  waiver  was  granted  inadvertently 
and  represents  a  departure  from  Com- 
mission policy  in  this  area.  Trend  Bruad- 
casting.  Inc..  supra.  Therefore,  we  will 
not  follow  Brookhaven,  and  we  will  deny 
Nelson's  request  for  waiver  and  order 
Nelson  to  amend  its  application  in  thirty 
(30)  days  to  specify  a  site  which  meets 
the  requirements  of  §  73.207. 

5.  The  Commission  is  presently  unable 
to  find  Nelson  financially  qualified.  Anal- 
ysis of  the  applicant's  financial  data 
.shows  that  $40,341  will  be  required  to 
construct  and  operate  the  station  for  one 
year  without  revenues.  To  meet  these 
costs,  applicant  relies  upon  a  bank  loan 
from  Wilson  and  Muir.  Bankers  for  $50.- 
000.  The  loan  com'mitment  letter  states 
that  the  bank  will  require  a  note  signed 
by  the  corporation  and  endorsed  by  the 
individual  stockholders  and  their  wives, 
along  with  a  first  mortgage  on  all  equip- 
ment and  accounts  receivable.  Applicant 
has  failed  te  file  with  the  Commission 
any  document  which  would  indicate  that 
the  above-noted  security  terms  are  ac- 
ceptable, as  required  by  FCC  Form  301, 
Section  in.  page  3.  para.  A'e> .  Therefore, 
the  loan  must  be  considered  unavailable 
and  a  limited  financial  i-ssue  will  be 
specified. 

6.  In  addition.  Nelson  has  failed  to 
comply  with  the  requirements  of  the 
Primer  on  the  Ascertainment  of  Com- 
munity Problems  by  Broadcast  Appli- 
cants. 27  FCC  2d  650.  21  RR  2d  1507 
(1971) .  It  appears  that  Nelson  has  failed 
to  survey  leaders  of  significant  groups 
that  are  present  in  Bardstown;  such  as 
women  and  minorities.  Voice  of  Dixie. 
Inc.,  45  FCC  2d  1027.  29  RR  2d  1127 
(1974) .  recon.  den.  47  FCC  2d  526.  30  RR 
2d  851  (1974).  In  an  amendment  dated 
August  30.  1976.  Nelson  did  indicate  that 
it  had  consulted  with  several  individuals 
to  meet  this  requirement,  however,  none 
of  these  individuaLs  appear  to  be  leaders 
of  the  above  noted  significant  groups.  A. 
V.  Bamford.  48  FCC  2d  1155.  31  RR  2d 
790  (Rev.  Bd.  1974),  aff'd.  535  F  2d  78 
(D.C.  Cir.  1976).'  Accordingly,  a  limited 
Suburban  issue  will  be  specified.' 


-  Nelson's  proposed  station  and  WORX  are 
co-channel  Cla.s.s  A  stations  for  which  9  73.207 
ift)  of  the  Commission's  Rules  requires  a  65 
r.v.'.e  separation. 

-  Clark  s  application  as  originally  submitted 
was  also  short -spaced  with  WORX(FM),  and 
Clark  faUed  to  request  a  waiver  of  J  73.207(a) 
of  the  Commission's  Rules.  Therefore,  the 
Chief  of  the  Broadcast  Bureau  dismissed  the 
application  pursuant  to  §  1.566(a)  of  the 
Commission's  Rules.  Subsequently.  Clark 
.submitted  a  petition  for  reconsideration  ac- 
companied by  an  amendment  to  the  appli- 
cation, which  proposed  a  new  transmitter  site 
which  was  not  short -.spaced.  Accordingly,  the 
Commlisslon  granted  Clark's  petition  for  re- 
consideration and  accepted  the  application 
nunc  pro  tunc  Earl  Lamar  Clark.  36  RR  2d 
1666  (1976). 


■"  In  its  Bamford  decision,  supra,  the  Re- 
view Board  concluded,  inter  alia,  that  the 
applicant  had  faUed  to  survey  leaders  of  the 
Spanish-American  community  since  none  of 
the  four  purp>orted  leaders  interviewed  were 
shown  to  be  leaders.  In  affirming  the  Board's 
decision,  the  Court  of  Appeal.s  assumed  that 
the  applicant  had  determined  that  the  four 
interviewees  were  leaders  because  they  held 
prominent  positions  within  the  community 
while  the  Board  apparently  defined  a  leader 
as  the  head  of  a  formal  "group"  advancing 
the  cause  of  a  special  interest  or  of  an  ethnic 
or  nationality  group.  We  note  that  In  the 
instant  ease,  neither  of  the  two  women  and 
only  one  of  the  four  minority  members  whose 
Interviews  were  reported  in  Nelson's  .Augnst 
30th  amendment  held  a  position  comparable 
to  the  ones  held  in  Bamford. 

'Suburban  Broadcasters,  30  FCC  1021.  20 
RR951  (1961). 
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7.  The  Commission  Ls  also  presently 
unable  to  find  Clark  financially  qualified. 
An  analysis  of  the  applicant's  financial 
data  shows  that  a  total  of  $75,466  will  be 
required  to  construct  and  operate  the 
station  for  one  year  without  revenues.  To 
meet  these  costs,  applicant  relies  on  $29.- 
COO  cash-on-hand  or  in  the  banks  and 
$50,000  of  new  capital  "to  be  raised"  by 
the  applicant.  However,  since  no  plan  has 
been  advanced  to  indicate  the  availabU- 
itv  or  source  of  the  $50,000.  the  Com- 
ini-ssion  is  unable  to  find  Clark  financially 
qualified.  Therefore,  a  financial  Lssue  will 
be  specified. 

8.  Paragraph  16  of  Section  IV-A  of  the 
application  asks  that  an  applicant  state 
its  policy  with  respect  to  making  time 
available  for  the  discussion  of  public 
issues.  This  paragraph  essentially  re- 
quires an  applicant  to  Indicate  tliat  It 
will  comply  with  the  Fairness  Doctrine; 
I.e.  that  a  reasonable  opportunity  will  be 
afforded  for  the  presentation  of  contrast- 
ing viewpoints  on  controversial  issues  of 
public  importance.  Clark's  response  to 
the  paragraph  merely  indicates  that  time 
will  be  made  available  for  a  full  and  fair 
discussion  of  public  Issues  which  are 
timely  and  of  general  interest.  Accord- 
ingly, since  applicant's  response  does  not 
indicate  a  commitment  to  present  con- 
trasting viewpoints  on  controversial  Is- 
sues, an  appropriate  Issue  will  be  speci- 
fied. 

9.  In  addition.  Clark  has  failed  to 
comply  with  the  requirements  of  the 
Primer  supra,  that  he  indicate  the  racial, 
ethnic,  or  minority  breakdown  of  Bards- 
town. Primer,  supra.  Question  and  An- 
swer 9.  Clark  also  has  not  indicated 
which  of  the  major  communities  that  are 
located  within  his  proposed  service  area 
he  proposes  to  serve.  Primer,  supra.  Ques- 
tion and  Answer  6.  In  light  of  the  fore- 
going, a  limited  Suburban,  supra.  is,sue 
will  also  be  specified. 

10.  Old  Kentucky  Home  Broadcasters, 
Inc.  (Old  Kentucky)  has  not  Indicated  in 
accordance  with  Question  and  Answer  6 
of  the  Primer,  supra,  which  of  the  major 
communities  that  are  located  within  its 
proposed  service  area  it  proposes  to  serve. 
Therefore,  a  limited  Suburban  is.'^ue  will 
be  specified. 

11.  Data  submitted  by  the  applicants 
indicate  that  there  would  be  significant 
differences  in  the  size  of  the  areas  which 
would  receive  service  from  the  proposals. 
Consequently,  for  the  purposes  of  com- 
parison, the  areas  which  would  receive 
FM  service  of  1  mV  m  or  greater  Inten- 
sity, together  with  the  availability  of 
other  aural  services  in  the  area  will  be 
considered  under  the  standard  compara- 
tive issue,  for  the  purposes  of  determin- 
ing whether  a  comparative  preference 
should  accrue  to  any  of  the  applicants. 

12.  Except  as  indicated  by  the  issues 
specified  below,  the  applicants  are  quali- 
fied to  construct  and  operate  as  pro- 
posed." However,  because  they  are  mu- 


'  Nelson  County  Broadcasting  Co..  Inc  will 
be  qualified  to  construct  and  operate  the 
proposed  commercial  FM  broadcast  station  In 
Bardstown  upHsn  the  submission  of  an  amend- 
ment to  Its  application  specifying  an  antenna 
site  which  compUes  with  5  73.207  of  the  Rules. 


tually  exclusive,  they  must  be  designated 
for  hearing  in  a  consolidated  proceeding 
on  the  issues  specified  below. 

13.  Accordingly,  it  is  ordered.  Tliat 
pursuant  to  Section  309'e)  of  the  Com- 
munications Act  of  193*.  as  amended,  the 
applications  are  designated  for  hearing 
in  a  consolidated  proceeding,  at  a  time 
and  place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues : 

1  To  determine  whether  the  pu;  ported 
bank  loan  is  available  to  Nelson  County 
Broadcasting  Co..  Inc..  and.  in  light  of 
that  determination,  whether  the  appli- 
cant is  financially  qualified  to  construct 
and  operate  as  proposed. 

2.  To  determine  the  efforts  made  by 
Nelson  County  Broadcasting  Co..  Inc:.  to 
ascertain  the  needs  and  problems  of 
women  and  minorities  in  the  area  to  be 
served. 

3.  To  determine  whether  purported 
new  capital  totalling  $50,000  is  available 
to  Earl  Lamar  Clark  and,  in  light  of  that 
determination,  whether  the  applicant  Is 
financially  qualified  to  construct  and 
operate  as  proposed. 

4.  To  determine  whether  Earl  Lamar 
Clark  Intends  to  provide  a  reasonable 
opportimity  for  the  presentation  of  con- 
trasting viewpoints  on  cOTitroversial  Is- 
sues of  public  importance 

5.  To  determine  the  efforts  made  by 
Earl  Lamar  Clark  to  ascertain  the  com- 
munity needs  and  problems  of  the  pro- 
posed service  area  in  the  following  re- 
spects: 

(a)  Whether  Earl  Lamar  Clark  sub- 
mitted such  data  as  is  necessary  to  in- 
dicate the  minority,  racial  or  ethnic 
breakdown  of  the  community  to  be 
served,  as  required  by  Question  and  An- 
swer 9  of  the  Primer. 

(b)  Whether  Earl  Lamar  Clark  indi- 
cated which  of  the  major  communities 
located  within  his  proposed  service  area 
he  proposes  to  serve,  as  required  by 
Question  and  Answer  6  of  the  Primer. 

ic)  Whether,  in  light  of  the  evidence 
adduced  pursuant  to  (a)  and  (b'  above, 
the  applicant  has  met  the  requirements 
of  the  Primer. 

6.  To  determme  whether  Old  Kentucky 
Home  Broadcasters.  Inc.  indicated  which 
of  the  major  communities  located  within 
its  proposed  service  area  it  proposes  to 
serve,  as  required  by  Question  and  An- 
swer 6  of  the  Primer. 

7.  To  determine  which  of  the  proposals 
would,  on  a  comparative  basis,  best  .serve 
the  public  interest. 

8  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  foregoing 
issues,  which  of  the  applications  for  con- 
struction permit  should  be  granted. 

14.  It  is  further  ordered,  That  the  re- 
quest of  Nelson  County  Broadcasting  Co  . 
Inc.,  for  waiver  of  J  73.207  of  the  Com- 
mission's Rules  is  hereby  denied. 

15.  It  is  further  ordered.  That  the  peti- 
tion to  dismiss  the  application  of  Nelson 
County  Broadcasting  Co..  Inc..  filed  by 
Earl  Lamar  Clark,  is  granted  to  the  ex- 
tent indicated  and  is  denied  in  all  other 
respects 

16.  It  is  further  ordered.  That  the  ap- 
plication of  Nelson  County  Bro€wlcasting 
Co    Inc  .  shall  be  detained  for  a  period  of 


thirty  <30)  days  to  permit  appropriate 
amendment  and  that  action  on  the  ap- 
pUcations  of  Earl  Lamar  Clark  and  Old 
Kentucky  Home  Broadcasters.  Inc.. 
shall  be  withheld  during  this  period. 

17.  It  is  further  ordered.  That  to  avail 
themselves  of  tiie  opportunity  to  be 
heard,  the  applicants  herem  pursuant  to 
5  1.221 'CI  of  Uie  Commission's  Rules,  in 
person  or  by  attorney  shall,  within 
twenty  days  of  the  mailing  of  this  Order. 
file  with  the  Commission  m  triplicate,  a 
written  appearance  stating  an  intention 
to  appear  on  the  date  fixed  for  the  hear- 
ing and  present  evidence  on  the  issues 
specified  in  this  Order. 

18.  7^  is  further  ordered  Tliat  the  ap- 
plicants herein  shall  pursuant  to  Section 
31 1 '  a  '  1 2  »  of  the  Communications  Act  of 
1934.  as  amended,  and  §  1.594  of  the 
CcMnmission's  Rules,  give  notice  of  the 
hearing,  either  individually  or.  if  feasible 
and  consistent  with  the  Rules,  jointly, 
within  the  time  and  in  the  manner  pre- 
scribed In  such  Rule  and  shall  advise  the 
Comml'ision  of  the  publication  of  such 
notice  as  required  by  §  1.594igi  of  the 
Rule^- 

Pederal  Communications 

Commission, 
Vincent  J.  Mullins, 

Secretary 

IFR  Doc .77-15760  Filed  6-2-77:8:45  ami 


tPCC  77-348:    RM  2700| 

BROADCAST   INTEREST   GROUP— 
PITTSBURG 

Denying  Petition  for  Rule  Making; 
Memorandum  Opinion  and  Order 

Adopted:  May  19.  1977. 

Released:  May  27.  1977. 

By  the  Commission:  Commissioner 
Hooks  dissenting :  Commissioner  Pogarty 
concurring  in  the  result. 

In  the  matter  of  petition  for  rule  mak- 
ing to  require  broadcast  licensees  to  an- 
nually broadcast  and  have  pubU.shed  in 
local  newspapers  their  lists  of  significant 
community  problems. 

1.  The  Commission  has  before  it  a 
petition  for  rule  making  filed  by  the 
Broadcast  Interest  Group -Pittsburg 
hereafter  called  "BIG-P"'.  a  non-profit 
University  of  Pittsburgh  (Pennsylvania ' . 
student-supix)rted  group  interested  in 
the  subject  of  broadcast  media  regula- 
tion. BIG-P  seeks  a  rule  which  would 
require  a  broadcast  licensee  to  annual 
broadcast  and  pubhsh  in  a  local  news- 
paper its  list  of  significant  community 
problems.-  No  responses,  either  in  sup- 
port of  or  in  opposition  to  the  petition, 
have  been  filed 

2  BIG-P  notes  that  the  Commission  s 
ascertainment  procedures  provide  that 
each  year  on  the  anniversary  of  Its  li- 
cense renewal  date  the  broadcast  hcensee 
must  place  in  its  pubhc  inspection  file  a 
list  of  up  to  ten  significant  problems  and 
needs  of  the  area  served  by  the  station 


This  is  the  li.'=i  of  up  to  ten  slgnlficajit 
problems  and  needs  of  Its  service  area  that  the 
licensee  compile.s  annually 
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during  the  preceding  twelve  months.' 
Petitioner  questions  whether  this  re- 
QUlrement '  Is  adequate  to  provide  for 
public  access  to  thL^  uifomiation.  It  is 
said  that  mos^t  members  of  the  viewing 
and /or  listening  public  are  unaware  of 
the  existence  and  availability  of  the  pub- 
lic files  and,  in  any  event,  they  are  usu- 
ally at  work  during  normal  business 
hours  when  in.-pection  is  permited.  Peti- 
tioner contends  that  this  has  the  effect 
of  interfering  wltli  the  public's  oppor- 
tunity to  learn  the  results  of  the  broad- 
caster's ascertainment  survey.  To  remedy 
this  problem,  BIG-P  argues  that  the 
broadcaster  should  Inform  the  public 
about  how  he  has  discharged  his  respon- 
sibility to  program  in  the  public  interest. 
BIG-P  submits  that  only  if  the  com- 
munity becomes  aware  of  which  prob- 
lems are  assigned  significant  status,  can 
the  public  effectively  participate  and 
help  the  broadcaster  focus  on  what  are 
the  key  problems  in  the  community. 
Thus,  the  petitioner  recommends  that  in 
order  to  publicize  the  broadcaster's  an- 
nual list  of  significant  community  prob- 
lems, the  list  should  be  broadcast  over 
the  station  and  published  in  a  local 
newspaper  yearly  on  the  anniversaiT  of 
the  filing  of  the  licen.see's  renewal  ap- 
plication. 

3.  We  do  not  believe  that  a  sufficient 
basis  has  been  shown  to  warrant  initia- 
tion of  a  rule  making  proceeding.  We 
agree  with  petitioner,  and  have  often 
stated,  that  a  continuing  dialogue  bene- 
fits both  the  broadcaster  and  the  public. 
.'Vs  we  stated  in  the  Primer  on  Ascertain- 
ment of  Community  Problems  by  Broad- 
cast Applicants.  57  F  O  C  2d  418.  at  432- 
33  <  1976' ,  looking  back  each  year  at  the 
problems -programs  performance  of 
broadcast  stations  provides  an  effective 
means  for  both  broadcasters  and  the 
public  to  evaluate  the  ascertainment 
process.  However,  the  instant  proposal 
is  not  likely  to  a.ssist  this  process  mean- 
ingfully or  to  enhance  constructive  citi- 
zen involvement.  Merely  broadcasting 
and  publLshing  the  list  of  community 
problems  without  the  list  of  programs 
aired  in  response  to  those  problems  would 


-  For  each  problem  or  need  cited,  the  li- 
censee is  called  upon  to  Indicate  typical  and 
Ulu-strative  programa  which  were  broadcast 
during  the  preceding  twelve  months  In  re- 
sponse to  those  problems  and  needs. 

»  Section  1526(a)  I  9)  applies  this  require- 
ment to  commercial  .st.itlons  and,  with  cer- 
tain limited  exceptions.  Section  1.527ia)(7) 
(1),  applies  it  to  noncommercial  educational 
stations.  Applicants  for  new  noncommercial 
educational  stations  shall  submit  as  part  of 
their  applications  and  place  in  their  public 
inspection  flies,  a  ll?t  of  no  more  than  ten 
sjgnlflcant  problems  and  needs  for  the  area 
they  propose  to  serve  (Section  1.527(a)(7) 
(11)).  Such  applicants  are  also  to  Indicate 
programs  which  are  proposed  tor  broadcast 
In  response  to  those  problems  and  needs.  A 
similar  listing,  although  not  limited  to  a  par- 
ticular number  of  problem."?,  is  required  by 
the  Primer  on  Ascrrtainrncnt  of  Community 
Problems  by  Broadcaxt  Applicants.  27  FCC. 
2d  650  (1971).  of  those  applicants  for  a  con- 
struction permit  for  a  new  commercial  broad- 
cast st.^llon  As  part  of  the  application,  this 
list  Is  to  be  placed  in  an  af>p!icant's  public 
inspection  flie 


not  be  of  significant  assistance  to  the 
public.  Nor  do  we  believe  that  broadcast- 
ing both  the  list  of  ascertained  commu- 
nity problems  and  needs  and  the  list  of 
responsive  programming  would  substan- 
tially benefit  the  public  since  the  sub- 
stance of  these  lists  is  far  better  under- 
stood in  written  form  and  in  the  context 
of  all  the  ascertainment  material  con- 
tained in  the  public  inspection  file.'  We 
also  do  not  agree  with  petitioner  that 
publication  of  these  lists  is  necessary ' 
or  that  tlie  public  is  imaware  of  the 
existence  and  availability  of  the  public 
files  <and  what  is  contained  therein). 
Under  Section  73.1202  of  the  Commis- 
sion's Rules,  commercial  broadcasters  are 
required  to  make  an  announcement 
which,  inter  alia,  states  that  the  station 
places  in  its  public  inspection  file  a  list 
of  what  the  licensee  considered  to  have 
been  some  of  the  significance  problems 
and  needs  of  the  service  area  during  the 
preceding  twelve  months  and  some  of  the 
programs  the  station  aired  to  help  meet 
those  problems  and  needs."  Except  during 
the  six  month  period  before  expiration 
of  the  station's  license,"  this  annoimce- 
ment  is  given  on  the  first  and  sixteenth 
day  of  each  calendar  month  at  time  pe- 
riods scattered  throughout  the  broadcast 
day,  including  periods  of  maximum  view- 
ing or  listening.  We  beheve  that  as  a  con- 
sequence of  this  provision,  the  public  is 
adequately  informed  that  the  problem- 
program  list  exists  and  is  available  to 
citizens.  Thus,  we  do  not  see  any  need 
to  consider  imposition  of  the  proposed 
requirements.' 


*  Commercial  broadcasters,  except  If  li- 
censed to  communities  of  10.000  persons  or 
less  located  outside  all  Standard  Metropoli- 
tan Statistical  Areas,  are  required  to  place 
In  the  stations  public  inspection  file  appro- 
priate documentation  relating  to  Its  efforts 
to  Interview  a  representative  cross-section 
of  community  leaders  within  its  service  area 
and  consult  with  a  roughly  random  sample 
of  members  of  the  general  public  within  Its 
community  of  license  to  ascertain  commu- 
nity problems  and  needs.  See  Sections  1.526 

(a)  (11)  and  (12)  of  the  Commission's  Rules. 
For  similar  rules  {>ertalnlng  to  noncommer- 
cial educational  licensees  see  Sections  1527 

(b)  and  (c)  (1)  and  (2)  of  the  Commission's 
Rxiles. 

'  Cf.  In  the  Matt^  of  Formulation  o/  Rules 
and  Policies  Relating  to  the  Renewal  of 
Broadcast  Licenses,  43  P.C.C.  2d  1,  at  29 
(1973),  in  which  the  requirement  that  notice 
be  given  of  the  filing  of  a  renewal  applica- 
tion by  publication  in  a  local  newspaper  was 
eUmlna.ted.  Instead  reliance  was  placed  on 
announcements  being  broadcast  by  the 
station. 

"  This  announcement  requirement  Is  found 
In  Rule  73.1202(d)  (U!>.  It  applies  to  both 
commercial  television  and  commercial  radio 
broadcast  licensees.  See  In  the  Matter  of 
Ascertainjnent  of  Community  Problems  by 
Broadcast  Applicants,  61  F.C.C.  2d  1,  at  5 
(1976). 

■  During  this  six  month  period  renewal 
application  notices  are  to  be  bro.idcast  In 
compliance  with  Section  1.580(d)  of  the 
Commission's  Rules. 

'  Nor  has  any  documentation  been  offered 
to  support  the  assertion  that  the  public  Is 
burdened  by  being  requested  to  view  this 
list  during  normal  business  hours.  In  any 
event,  that  is  a  separate  matter. 


4.  Accordingly,  it  is  ordered.  That  the 
subject  petition  for  rule  making  is  denied. 

5.  It  is  further  ordered,  That  this  pro- 
ceeding is  terminated. 

Federal  Communications 

Commission, 
■Vincent  J.  Mullins, 

Secretary. 

IFRDoc.77-1 5759  Filed  6-2-77;8:45  am] 

FEDERAL   POWER  COMMISSION 

(Docl^el  No.  CP77  377] 

NATIONAL  FUEL  GAS  SUPPLY  CORP. 

Application    and    Petition    for    Declaratory 
Order 

May  25,  1977. 

Take  notice  that  on  May  13.  1977.  Na- 
tional Fuel  Gas  Supply  Corporation  (Ap- 
plicant). 308  Seneca  Street,  Oil  City. 
Pennsylvania  16301,  filed  in  Docket  No. 
CP77-377  an  application  pursuant  to 
Section  7(c)  of  the  Natural  Gas  Act  for 
a  certificate  of  public  convenience  and 
necessity  authorizing  the  construction 
and  operation  of  certain  facilities  to  en- 
able it  to  receive  into  its  system  and  to 
deliver  and  sell  to  its  resale  customers 
processed  refinery  gas  '  PRG )  to  be  pur- 
chased from  United  Refining  Company 
(United),  and  pursuant  to  Section  16  of 
the  Natural  Gas  Act  and  S  1.7ic)  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1.7(c)  I  for  a  declaratorv 
order  declaring  that  the  facilities  and 
operation  thereof  by  United  for  the  pro- 
duction, transportation  and  delivery  of 
PRG  to  Applicant  and  the  sale  of  such 
PRG  to  Applicant  are  not  subject  to  the 
jurisdiction  of  the  Commission  and  that 
United's  performance  w-ould  not  render  it 
subject  to  the  jurLsdiction  of  the  Com- 
mission, all  as  more  fully  set  forth  in 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

It  is  stated  that  United  now  owns  and 
operates  an  oil  refinery  in  Warren,  Penn- 
sylvania, which  produces,  inter  alia,  re- 
finery gas  which  is  currently  utilized  by 
United,  from  time  to  time,  as  fuel  in  the 
operation  of  the  refinerv-.  Applicant 
states  that  it  has  entered  into  a  preced  nt 
agreement  with  United  providing  for  the 
construction  and  operation  by  Ignited  of 
facilities  for  the  processing  of  such  re- 
finery gas.  and  the  delivery  and  sale  to 
Applicant  of  up  to  2,760.000  Mcf  per  year 
of  such  gas  at  a  base  price  of  $2.73  per 
Mcf  which  price  is  derived  from  a  form- 
ula taking  into  account  crude  cost,  re- 
fining cost,  gas  plant  processing  co.sts, 
return  on  investment  and  income  taxes. 
Applicant  further  states  that  the  primary 
term  of  the  purchase  agreement  is  ten 
years  from  the  date  of  initial  delivery  of 
PRG  with  a  provision  for  extensions 
thereof  for  successive  five-year  periods 
during  which  the  price  formula  will  be 
adjusted  to  eliminate  gas  plant  process- 
ing costs  components  which  shall  have 
been  previously  amortized. 

It  is  asserted  that  the  production  and 
sale  by  United  to  Applicant  would  be  at 
a  rate  of  up  to  10.000  Mcf  per  day  during 
the  months  of  November  through  May, 
and  a  rate  of  up  to  5,000  Mcf  per  day 
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during  the  months  of  June  through  Oc- 
tober. It  is  further  asserted  that  the 
PRG  would  be  delvered  by  United  to  Ap- 
phcant  at  the  proposed  point  of  inter- 
connection of  existing  pipeline  facilities 
to  l>e  used  by  United  and  Applicant's 
Line  D  in  Warren  County,  Pennsylvania. 
Applicant  proposes  no  construction  other 
Uian  the  tap.  valve  and  metering  facili- 
ties requisite  to  enable  it  to  receive  the 
PRG  from  United,  which  construction  is 
estimated  to  cost  $59,917. 

AppUcant  states  that  the  PRG  to  be 
purchased  would  be  treated  as  an  in- 
tegral part  of  Applicant's  overall  system 
gas  supply  and  is  proposed  to  be  sold  to 
Applicant's  existing  customers  under  ex- 
isting sales  rate  schedules  and  contracts. 
Applicant  asserts  that  the  availabUity  of 
the  PRG  is  projected  to  ameliorate 
rather  than  eliminate  curtailment  into 
Priority  2  of  the  base  period  require- 
ments of  Applicants  customers;  thus,  the 
volumes  herein  sought  are  needed  as  a 
base  load  supplement  to  assist  AppUcant 
in  meeting  the  Priority  2  base  period  re- 
quirements of  its  customers.  AppUcant, 
therefore,  proposes  rolled-in  pricing  of 
the  supplemental  PRG;  and  on  the  basis 
of  the  $2.73  per  Mcf  estimated  base  price, 
AppUcant's  estimated  1977  average  cost 
of  gas  would  have  increased  from  $1.29 
per  Mcf  to  $132  per  Mcf  had  the  PRG 
been  available  as  of  January  1-  1977,  it 
is  asserted.  Applicant  further  states  that 
authorization  to  recover  its  cost  of  the 
PRG  through  the  operation  of  its  PGA 
Clause  is  prerequisite  to  its  ability  to 
obtein  this  base  load  supplement. 

It  is  stated  that  paragraph  5.5'b)  (2) 
of  the  purchase  agreement  affords  AppU- 
cant an  option  to  terminate  the  purchase 
agreement  upon  the  terms  and  conditions 
therein  provided  for  in  the  event  AppU- 
cant Ls  precluded  from  recovering  the 
total  contract  price  of  the  PRG,  and  that 
this  option  is  critical  to  Applicant  to  per- 
form under  the  purchase  agreement. 
AppUcant  requests  pre-granted  aban- 
donment authority  to  terminate  pur- 
chases under  the  purchase  agreement 
imder  circumstances  giving  rise  to,  and 
only  to  the  extent  that  it  exercises,  the 
option  to  terminate  provided  for  in  par- 
agraph 5.5(b)  »2  1  of  the  purchase  agree- 
ment, together  with  authorization  to 
amortize,  through  its  rates,  the  pajTnent 
provided  for  in  said  paragraph  (tefmina- 
tion  payment' . 

Tlie  application  also  requests  an  order 
declaring  tliat  the  facilities  and  the 
operation  thereof  proposed  and  or  used 
by  United  for  the  production,  trans- 
portation and  delivei-y  to  Applicant  of 
processed  refinery  gas.  as  contemplated 
in  the  purchase  agreement,  and  declar- 
ing that  the  sale  of  such  PRG  by  United 
to  Applicant  pursuant  to  the  purchase 
agreement,  are  not  subject  to  the  juris- 
diction of  the  Commission,  and  that 
United's  performance  of  and  under  such 
purchase  agreement  will  not  render 
United  subject  to  the  jurisdiction  of  the 
Commission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  and  petition  should  on  or 
before  June  14,  1977,  file  with  the  Fed- 


eral Power  Commission.  Washington. 
DC.  20426.  a  petition  to  Intervene  or  a 
protest  In  accordance  with  the  require- 
ments of  the  Commission's  Rules  of 
Practice  and  Procedure  il8  CFR  1.8  or 
1  10'  and  the  Regulations  under  the  Nat- 
ural Gas  Act  (18  CFR  157.10)  AU  pro- 
tests filed  with  the  Commission  will  be 
considered  by  it  in  determining  the  ap- 
propriate action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding  or  to 
participate  as  a  party  in  any  hearing 
therein  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  wOl  be  held  without 
further  notice  before  the  ConmiLssion  on 
the  application  If  no  petition  to  intervene 
is  filed  within  the  time  required  herein, 
if  the  Commission  on  its  own  review  of 
the  matter  finds  that  a  grant  of  the 
certificate  is  required  by  the  public  con- 
venience and  necessity.  If  a  petition  for 
leave  to  intervene  is  timely  filed,  or  if  the 
Commission  on  its  own  motion  believes 
that  a  formal  hearing  is  required,  further 
notice  of  such  hearing  will  be  duly  given. 
Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  wiU  be 
unnecessarv-  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Pli-mb 

Secretary. 

IPRDOC.T7-16716  Piled  6  2-77; 8  46  am) 


[Docket  No    CP77-3851 
"       NORTHERN   NATURAL  GAS  CO. 
Application 

May  25,  1977. 

Take  notice  that  on  May  16.  1977, 
Northern  Natural  Gas  Company  'AppU- 
cant> ,  2223  Dodge  Street,  Omaha,  Ne- 
braska, filed  in  Docket  No.  CP77-385  an 
appUcatlon  pursuant  to  Section  7ib'  of 
the  Natural  Ga-s  .A.ct  for  permission  and 
approval  to  abandon  the  transportation 
of  natural  gas  to  its  Jasper  Hydrocarbon 
Extraction  plant  located  in  Pecos  County, 
Texas,  all  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the  Cora- 
mission  and  open  to  public  inspection. 

Pursuant  to  the  Commission's  order  of 
November  22.  1967.  in  Docket  No  CP67- 
304  Applicant  was  granted  authoriz;ation 
to  transport  up  to  1,350  Mcf  of  natural 
gas  on  a  peak  day  for  fuel  and  .shrinkage 
in  the  operation  of  the  Jasper  Hydro- 
carbon extraction  plant.  It  is  stated  that 
the  gas  purchased  by  Applicant  in  the 
Jasper  Field  has  been  gathered  to  a  cen- 
tral point  where  the  gas  has  been  treated, 
dehydrated,  and  processed  for  the  ex- 
traction of  propane,  butane,  and  natural 
gasoUne  prior  to  entering  Applicant's 
mainline  faciUties.  It  Is  further  stated 
that  as  a  result  of  declining  production. 


the  hydrocarlx>n  extraction  faculties 
have  t)een  essentiaUy  Idle  for  the  past 
year  Applicant  asserts  that  processing  of 
this  gas  can  be  eliminated  without  hav- 
ing an  adverse  effect  upon  the  transpor- 
tation of  volumes  downstream  of  the 
plant,  and  that  as  a  result  of  decUning 
resen.es  it  is  no  longer  economic  to  proc- 
ess thL<  gas.  Applicant  states  that  it  does 
not  foresee  additional  reserves  becom- 
ing available  in  this  area  and  therefore 
proposes  to  remove  the  hydrocarbon  ex- 
traction facilities  thereby  eliminating  the 
need  for  the  transportation  of  fuel  and 
shrinkage  volumes  AppUcant  would  con- 
tinue to  treat  and  dehydrate  future  pro- 
duction from  tills  area,  it  is  said. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  13, 
1977.  file  wath  the  Federal  Power  Com- 
mission. Washington,  D.C.  20426,  a  peti- 
tion to  Intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1.8  or  1.10)  and  the  Reg- 
ulations under  the  Natural  Gas  Act  '  18 
CFR  157.101.  All  protests  filed  with  the 
Commission  will  be  considered  by  It  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  pro- 
testants i>arties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com- 
mission's Rules. 

Take  further  notice  that,  pursuant  to 
the  autlionty  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  CommLssion  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  r>etition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  owm  re- 
\iew  of  the  matter  finds  tliat  permission 
and  approval  lor  the  proposed  abandon- 
ment are  required  by  the  public  conven- 
ience and  necessity  If  a  petition  for  leave 
to  intervene  is  timely  filed,  or  if  the  Com- 
mission on  its  own  motion  beUeves  that 
a  formal  hearing  is  required,  further 
notice  of  such  hearing  wiU  be  duly  given. 
Under  the  procedure  herein  provided 
for.  unless  otherwise  advised.  It  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 
Secretary. 

|FR  Doc  77-15711  FUed  6-2-77:8:45  am  j 


(Docket  No.  CP77-3781 

NORTHWEST   PIPELINE   CORP. 

Application 

'  May  25.  1977 
Take  notice  that  on  May  13.  1977. 
Northwest  Pi!>eUne  Corporation  'AppU- 
cant), P.O.  Box  1526.  Salt  Lake  City. 
Utah  84110.  filed  in  Docket  No.  CP77-378 
an  appUcation  pursuant  to  Section  7<c) 
of  the  Natural  Gas  Act  for  a  certificate 
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of  public  convenience  and  necessity  au- 
thorizing the  sale  and  delivery  of  up  to 
200.000  Mcf  of  natural  gas  per  day  to 
Pacific  Interstate  Transmission  Com- 
pany '  Pacific  Interstate  > .  all  as  more 
fully  set  forth  in  the  application  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

Applicant  states  that  its  total  gas  sup- 
ply available  to  its  transmission  system 
may  be  greater  than  its  total  system  re- 
quirements during  the  months  of  May 
through  October  1977.  and  that  this  sur- 
plus potential  gas  supply  would  be  at- 
tributable primarily  to  the  fact  that 
Westcoast  Transmission  Company 
Limited  <  Westcoast)  expects  to  have 
quantities  of  gas  available  for  export 
during  the  summer  months  equal  to  its 
daily  export  authorization,  ie..  809,000 
Mcf  per  day  at  the  Suma.s  Import  Point. 
Applicant  indicates  that  it  i.s  unable  to 
purchase  the  full  809,000  Mcf  per  day, 
during  the  period  covered  by  the  agree- 
ment with  Pacific  Interstate,  due  to  the 
load  distribution  on  its  transmLssion  sys- 
tem, but  that  it  could  during  tlie  1977 
summer  months,  purchase  and  receive 
more  gas  from  Westcoast  at,  the  Sumas 
Import  Point  than  it  requires  under  nor- 
mal operating  conditions.  Applicant 
proposes  to  maximize  its  purchases  from 
Westcoast  at  the  Sumas  Import  Point 
during  tlie  term  of  the  agreement  and  to 
the  extent,  but  only  to  the  extent,  that 
Applicant  has  a  total  supply  in  excess  of 
its  total  requirement,  inclusive  of.  but 
not  limited  to.  all  sales  requirements 
under  all  presently  effective  rate  .sched- 
ules, direct  .sales  requirements,  exchange 
balancing,  storage  injections,  and  line 
pack  requirements,  then  Applicant  would 
tender  tiie  gas  for  sale  and  delivery  to 
Pacific  Interstate.  It  Ls  said. 

Applicant  states  that  it  has  entered 
into  an  agreement  dated  April  29,  1977. 
with  Pacific  Interstate  which  provides 
for  the  sale  by  Applicant,  on  a  best  ef- 
forts basis,  of  up  to  200.000  Mcf  of  nat- 
ural gas  per  day  to  Pacific  Interstate 
during  the  period  commencing  on  the 
date  of  any  authorization  granted  herein 
and  continuing  through  October  31,  1977, 
AppUcant  asserts  that  there  is  no  obli- 
gation, firm  or  otlierwise,  on  the  part  of 
Applicant  to  sell  and  deliver  to  Pacific 
Interstate  a  specified  volume  of  natural 
gas  during  the  term  of  the  agreement  or 
on  any  day  thereof. 

Applicant  states  that  to  the  extent  that 
it  has  volumes  of  natural  gas  available 
for  sale,  such  volumes  would  be  delivered 
to  El  Paso  Natural  Gas  Company  •£! 
Pasoi  for  the  account  of  Pacific  Inter- 
state at  an  existing  point  of  interconnec- 
tion between  the  facilities  of  Applicant 
and  El  Paso  in  the  vicinity  of  Ignacio, 
La  Plata  County,  Colorado,  for  subse- 
quent transportation  and  redelivery  to 
Pacific  Interstate  at  a  point  on  the  Ari- 
zona-California border.  It  is  stated  that 
no  facilities  would  be  required  by  Appli- 
cant to  effectuate  the  proposal, 

AppUcant  states  tliat  it  would  charge 
Pacific  Interstate  a  rate  consisting  of 
three  components  for  all  gaa  delivered 
for  the  account  of  Pacific  Interstate  as 
follows: 


fat  A  gas  charge  which  would  equal 
the  border  price  paid  by  Applicsuit  for 
gas  purchased  from  Canada 

lb)  A  transportation  charge  of  16,03 
cents  per  Mcf  of  gas  sold  to  Pacific  In- 
terstate and 

(c>  A  fuel  charge  equal  to  2  percent 
of  the  volumes  sold  multiplied  by  Appli- 
cant's then  current  average  cost  of  pur- 
chased gas. 

Applicant  further  states  that  the  esti- 
mated cost  per  million  Btu's  of  gas  deliv- 
ered to  El  Paso  for  the  account  of  Pa- 
cific Interstate  assuming  a  gas  cost  of 
$1.94  per  million  Btu's  would  be  approxi- 
mately $2,035  in  U.S,  currency,  and  the 
cost  would  vary  from  month  to  month 
primarily  due  ot  the  US, -Canadian  cur- 
rency exchange  rate. 

It  is  stated  that  Westcoast,  with  the 
full  support  of  Applicant,  has  recently 
entered  into  a  new  purchase  arrange- 
ment whereby  it  would  buy  up  to  200.000 
Mcf  of  natural  gas  per  day  from  Pan 
Alberta  Gas  Company  Limited  (Pan  Al- 
berta) on  a  long  term  basis,  and  that  the 
additional  supply  would  come  from  sup- 
ply sources  in  the  Province  of  Alberta, 
but  would  be  exported  at  the  Sumas  Im- 
port Point  pursuant  to  Westcoasfs  exist- 
ing FL-41  Export  License.  Of  the  addi- 
tional 200,000  Mcf  per  day  75,000  Mcf  per 
day  was  available  to  Westcoast  on  May 
1,  1977  and  the  remaining  125,000  Mcf 
per  day  is  expected  to  be  available  by 
late  1977  or  early  1978.  Applicant  as- 
serts that  it  encourages  Westcoast  to 
purchase  the  Alberta  gas  as  a  necessary 
supply  addition  to  assist  in  meeting  Ap- 
plicant's requirements  during  the  re- 
maining life  of  the  GL-41  license.  AppU- 
cant indicated  to  Westcoast  that  Appli- 
cant would  attempt  to  maximize  its  sum- 
mer takes  from  Sumas  during  1977  to 
assist  Westcoast  in  meeting  their  mini- 
mum contractual  purchase  obligations. 

Applicant  states  that  Pacific  Interstate 
would  sell  the  volumes  which  it  may  pur- 
chase from  Applicant  to  Southern  Cali- 
fornia Gas  Company  (So  Cal).  and  that 
the  gas  made  available  to  So  Cal  would 
permit  So  Cal  to  reduce  severe  curtail- 
ment to  priorities  2  tlirough  5. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  13, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington.  D.C.  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure 1 18  CFR  18  or  1,10)  and  the  Regu- 
lations under  the  National  Gas  Act  (18 
CFR  157.10  >.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  v>ill  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections  7 
and  15  of  the  Natural  Gas  Act  and  the 


Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  If  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  wUl  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing, 

Kenneth  F.  Plttmb, 
Secretary. 
[PR  Doc.77-15712  Piled  6-2-77;8:45  am] 


PACIFIC   INTERSTATE  TRANSMISSION 
CO. 

[Docket  No,  CP77-381I 
Application 

May  25,  1977. 

Take  notice  that  on  May  16,  1977,  Pa- 
cific Interstate  Transmission  Company 
(Pacific  Interstate*,  720  West  Eighth 
Street,  Los  Angeles.  California  90017, 
filed  in  Docket  No,  CP77-381  an  applica- 
tion pursuant  to  Section  7ic)  of  the  Nat- 
ural Gas  Act  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  sale  of  up  to  200.000  Mcf  of  natural 
gas  per  day  (luring  the  period  of  June  1, 
1977.  through  October  31.  1977,  to  South- 
em  California  Gas  Company  ( SoCal ) , 
aU  as  more  fully  set  forth  in  the  appli- 
cation on  file  with  the  Commission  and 
open  to  public  inpection. 

Applicant  proposes  to  sell  to  SoCal  at 
the  California-Arizona  border  gas  pur- 
chased by  Applicant  from  Northwest 
Pipeline  Corporation  (Northwest)  on  a 
best  efforts  basis  commencing  immedi- 
ately upon  Issuance  of  an  appropriate 
certificate  from  the  Commission  and  con- 
tinuing through  October  31.  1977.  Appli- 
cant states  that  it  has  entered  into  a 
gas  purchase  agreement  with  Northwest 
for  the  purchase  of  natural  gas  at  Ig- 
nacio. ^IJolorado,  and  that  the  gas  Is  ex- 
cess to  the  requirements  of  Northwest's 
gas  pipeline  system.  Applicant  further 
states  that  there  is  no  guarantee  or  war- 
ranty that  any  particular  volumes  of 
gas  would  be  available  to  Applicant  or 
delivered  by  Northwest  during  the  term 
of  these  arrangements  or  on  any  partic- 
ular day.  The  agreement  with  North- 
west contains  a  provision  setting  a  vol- 
ume limitation  of  200  billion  Btu's  pef 
day,  it  is  said. 

It  is  stated  that  SoCal  is  faced  with 
major  curtailment  by  its  two  principle 
out-of-state  suppliers.  El  Paso  Natural 
Gas  Company  i  EH  Paso  i  and"  Trans  west - 
em  Pipeline  Company  and  with  a  cur- 
rent precipitous  decline  in  its  Callfomia 
source  gas.  SoCal  informs  Applicant 
that  it  has  been  unable  to  contract  for 
additional  supplies  from  its  traditional 
sources,   and    that   this   inability   fore- 
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shadows  an  Increasingly  grave  threat  to 
Its  ability  to  serve  its  customers,  it  is 
said.  Applicant  indicates  that  the  gas 
supplies  contemplated  to  be  sold  to  So- 
Cal would  permit  SoCal  to  store  addi- 
tional gas  needed  to  assist  it  in  meeting 
the  future  needs  of  its  high  priority  cus- 
tofmers  and  would  aid  SoCal  in  meeting 
its  public  utility  responsibilities  to  gas 
consumers  in  the  Southern  California 
market  area. 

Applicant  states  that  its  proposal  may 
make  additional  gas  available  to  the  US, 
markets  served  by  SoCal  and  would  not 
require  any  new  facilities  since  fuller 
utilization  would  be  made  of  the  existing 
facilities  of  Northwest.  El  Paso,  and 
SoCal. 

It  is  stated  that  Applicant  has  entered 
into  a  transportation  agreement  with  El 
Paso  for  the  transportation  of  the  gas 
to  the  California -Arizona  border. 

Applicant  states  that  the  recently  an- 
nounced agreement  between  Pan  Alberta 
Gas  Ltd.  (Pan  Alberta)     and  Westcoast 
Transmission      Company      (Westcoast) 
would  provide  additional  supplies  of  gas 
to  Westcoast  which  would  significantly 
Increase  the  quantities  of  gas  Westcoast 
would  have  available  to  deliver  to  North- 
west under  existing  Canadian  export  per- 
mits, and  that  this  added  supply  would  in 
turn   increase    the   probability   that   on 
certain  days  Northwest  might  have  avail- 
able   to    deliver    to    Applicant    certain 
quantities  of  gas  which  could  be  sold  on  a 
best  efforts  basis  as  proposed  herein.  Ap- 
plicant further  states  that  its  previous 
efforts  to  purchase  Canadian  gas  from 
Pan  Alberta  were  a  significant  factor  in 
the  formation  of  Pan  Alberta  and  the 
present  ability  of  Pan  Alberta  to  make 
additional  gas  supplies  available  to  West- 
coast.  Applicant's  previous  undertaking 
was  the  subject  of  Docket  No.  CP75-218, 
which  was  later  withdrawn  when   the 
parties   terminated   the   underl>ing   gas 
purchase  contract  due  to  their  Inability  to 
obtain  appropriate  export  permits  from 
Canada,  it  is  said.  It  is  stated  that  un- 
like the  previous  arrangement  with  Pan 
Alberta,  no  additional  Canadian  export 
authority  Is  required  to  implement  the 
present  proposal,  and  that  neither  North- 
west nor  Applicant  would  be  required  to 
replace  or  repay  the  additional  quantities 
of    gas    which    may    be    received    from 
Canada  as  a  result  of  this  arrancement. 
Applicant  states  that  since  the  oppor- 
tunity for  it  to  purchase  this  gas  from 
Northwest  is  directly  related  to  the  pre- 
vious undertaking,  pursuant  to  which  it 
incurred    expenditures    of    $336,000.    a 
charge  above  the  costs  billed  by  El  Paso 
and   Northwest  to   Applicant   is   hereby 
profxeed  by  Applicant  to  recover  partial- 
ly these  previously  incurred  expenses  of 
Applicant,  This  charge  would  be  2  7  cents 
per  dekatherm  equivalent  until  a  total  of 
$336,000  has  been  recovered  thereby,  to 
recoup  Applicant's  Pan  Alberta  expense, 
plus  an  additional  charge  of  0,3  cents  per 
dekatherm  applicable  to  all  dekatherms 
delivered,   to   recover  Applicant's   other 
administrative    and    miscellaneous    ex- 
penses, it  Is  said.  Applicant  states  that 
this  proposed  system  of  charges  insure 


that  Applicant  would  not  "overcoUecl" 
its  Pan  Alberta  expenses;  however,  since 
Applicant's  agreement  with  Northwest 
does  not  guarantee  that  any  gas  would 
be  available  from  Northwest  to  Appli- 
cant for  resale  to  SoCsd.  this  system  does 
not  guarantee  that  Applicant  would 
thereby  recoup  all  or  any  portion  of  those 
expenses.  The  estimated  price  per  deka- 
therm of  gas  delivered  to  SoCal  at  the 
Callfomia-Arizona  border,  inclusive  of 
3  cents  per  dekatherm  charge.  i5  esti- 
mated to  be  $2,37,  it  is  said. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  13, 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington.  DC.  20426  a  peti- 
tion to  intervene  or  a  protest  in  ac- 
'cordance  with  the  requirements  of  the 
Commissions  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1,8  or  1  10'  and  the  Reg- 
ulations under  the  Natural  Gas  Act  1 18 
CFR  157, 10>.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro- 
testants parties  to  the  proceeding  Any 
person  wishing  to  become  a  party  to  a 
pnxeeding  or  to  participate  as  a  psirty 
in  any  hearing  therein  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Art  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F,  Plumb, 
Secretary. 

I  PR  Doc.77-15717  Piled  6-2-77;8  45  am] 


[Docket  No.  CP77-388) 

PANHANDLE   EASTERN    PIPE   UNE   CO. 

Application 

May  25.  1977. 
Take  notice  that  on  May  16,  1977, 
Panhandle  Eastern  Pipe  Line  Company 
<  AppUcant  ^  P.O.  Box  1642.  Houston, 
Texas  77001.  filed  in  Docket  No  CP77- 
388  an  application  pursuant  to  Section 
7(c)  of  the  Natural  Gas  Act  for  a  cer- 
tificate of  public  convenience  and  ne- 
cessity authorizing  the  transportation, 
exchange  and  sale  of  natural  gas  to 
Colorado      Interstate      Gas      Company 


(CIGt .  aU  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  states  that  it  has  acquired 
new    pas    suppUes    located    In    Carbon 
Count>-,  Wyoming,  in  the  vicinity  of  the 
existing    pipeline    system    of    Western 
Transmis.sion    Corporation     i  Western), 
and  that  in  order  to  make  gas  supplies 
from  this  new  p»s  supply  area  available 
to  lt.s  customers  at  the  earliest  possible 
time,  it  has  entered  into  a  eas  transpor- 
tation   agreement    dated    Januar>'    18, 
1977.    with    Western    whereby    Western 
would  receive,  for  the  account  of  Pan- 
handle, gas  produced  from  acreage  lo- 
cated in  Carbon  County.  Wvomlng.  and 
transport  it  to  an  existing  point  of  inter- 
connection between  the  syptems  of  CIG 
and    Western     located     in    Sweetwater 
Cotmty.  Wyoming    Applicant  would  de- 
liver thf'  subject  gas  to  Western  at  points 
on  Western's  pipeline  legated  in  Carbon 
County  and  .<:uch  other  point  or  points 
a,s  may  be  mutually  agreed  upon,  it  is 
said.  Applicant  states  that  It  would  pay 
•Western  a  transportation  charge  of  9.0 
cents  per   Mcf   for  this   transportation 
service. 

It  is  stated  that  any  new  facilities  re- 
quired to  be  installed  by  Applicant  at 
this  time  in  order  to  effectuate  these 
agreements  would  be  constructed  under 
Applicant's  budget-type  authorization 
for  facilities 

It  is  stated  that  in  conjunction  witli 
the  transix)rtation  a^e^ment  with  West- 
em.  Applicant  and  CIG  have  entered 
into  the  exchange  agreement  covering 
all  volumes  of  natural  gas  available  to 
Applicant  and  connect.^  to  Western's 
system  in  order  to  provide  for  delivery 
of  such  gas  by  Western  to  CIG  Applicant 
indicates  that  CIG  would  transport  such 
gas  in  its  Wyoming  pipeline  system  and 
redeliver  to  Applicant  on  the  discharge 
side  of  CIG's  Lakin.  Kansas  Compressor 
Station  and.  alternatively,  at  an  existing 
Interconnection  in  Texa-s  County.  Okla- 
homa, the  thermal  equivalent  of  not  less 
than  75  perceiit  of  the  gas  delivered  to 
CIG  in  Wyoming,  less  fuel  and  unac- 
counted for  ga-e  Applicant  states  that  it 
would  pay  CIG  a  transportation  charee. 
which  is  currently  16.43  cents  per  Mrf. 
plus  fuel  reimbursement  not  to  exceed  2 
percent  of  the  volume  of  gas  redelivered 
to  Applicant  for  this  transportation  .serv- 
ice, and  that  CIG  has  an  option  to  pur- 
chase from  AppUcant  up  to  25  percent  of 
all  gas  delivered  to  it  under  the  terms  of 
the  exchange  agreement  The  price  for 
the  gas  which  CIG  would  purchase  is  an 
amount  equal  to  the  product  of  the 
volume  of  such  sale  gas  times  the  weight- 
ed average  purchase  price  paid  by  Ap- 
plicant for  such  gas.  it  is  said  It  is  stated 
that  CIG  would  i>ay  the  advance  pay- 
ment charge  attributable  to  the  gas  it 
purchases  and  would  reimburse  AppU- 
cant for  any  and  all  ca^ts  and  charges 
incurred  by  AppUcant  in  connection 
with  any  gathering,  compression,  de- 
hydration and  remo^'al  of  impurities 
properly  attributable  to  such  gas.  along 
with  the  transportation  chsirge  payable 
to  Western. 


^ 
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Any  person  desiring  to  be  heard  or  to 
make  any  protest  witii  reference  to  said 
application  should  on  or  before  June  13, 
1977.  file  with  the  Federal  Power  Com- 
mission, Washmgton.  DC.  20426,  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Pro- 
cedure (18  CFR  18  or  1.10)  and  the 
Regulatioas  under  the  Natui'al  Gas  Act 
'18  CFR  157. 10>.  All  piote^Us  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  ser\'e  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party  to 
a  proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  Intervene  in  accordance  with  the 
Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commis.'^ioh  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commi-ssion  on 
this  application  if  no  petition  to  inter- 
vene Ls  filed  within  the  time  required 
herein,  if  the  Commi>.sion  on  its  own  re- 
view of  the  matter  finds  that  a  prant  of 
the  certificate  is  retiuired  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or  If 
the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

KENNrTH  F  Plumb, 
Secretary. 

(FR  Doc  77-15716  Piled  6-2-77.8:45  am] 


I  Docket   No    CP77  3831 

PANHANDLE   EASTERN    PIPE   LINE  CO. 
Application 

May  26.  1977. 

Take  notice  that  on  May  16,  1977,  Pan- 
handle Eastern  Pipe  Line  Company 
(Applicant^,  P.O.  Box  1642,  Houston. 
Texas  77001.  filed  in  Docket  No.  CP77-383 
an  application  pursuant  to  Section  7ic> 
of  the  Natural  Gas  Act  for  a  certificate 
of  public  convenience  and  necessity  au- 
thorizing the  construction  and  operation 
of  certain  facilities  neces.=;ary  for  the 
gathering  and  transportation  of  certain 
newly  acquired  gas  supplies  in  the  Great 
River  Basin  Area,  and  the  sale  and  ex- 
change of  a  portion  of  these  new  gas  sup- 
plies with  Colorado  Interstate  Gas  Com- 
pany 'CIG' ,  all  as  more  fully  set  forth  in 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  states  that  it  has  obtained 
the  right  to  purchase  gas  in  approxi- 
mately 350.000  net  acres  In  the  Great 
River  Basin  Area  which  Is  located  In  the 
state  of  Wyoming.  'While  much  of  thU 


acreage  Is  currently  undeveloped,  a  sig- 
nificant portion  Is  now  productive,  and  In 
various  stages  of  development,  It  is  said. 
It  is  stated  that  exploratory  drilling  has 
thus  far  resulted  In  a  success  ratio  of  23 
percent  with  respect  to  the  properties 
committed  to  Applicant,  and  Applicant 
estimates  that  initial  recoverable  reserves 
attributable  to  the  three  geolo^c  produc- 
ing formations  to  be  583  million  Mcf. 
Approximately  one  half  of  these  reserves 
are  committed  for  sale  to  Applicant,  it  is 
said. 

It  is  stated  tliat  in  order  to  accom- 
modate the  anticipated  gas  availability 
in  the  Greater  Green  River  Basis  area, 
Applicant  proposes  to  construct  its  facili- 
ties in  three  stages  over  a  three  year 
period  as  follows:  During  the  first  year 
( 1 )  two  main  gathering  laterals  extend- 
ing from  the  Red  Desert  and  East  La 
Barge  area  to  CIG's  existing  large  diam- 
eter Wyoming  pipeline  system:  (2)  com- 
pression facilities  and  conditioning 
plants  at  each  of  two  sites  located  at 
Green  River  and  Tipton;  and  (3)  the 
major  portion  of  gathering  lines.  It  is 
stated  that  gas  would  begin  to  flow  upon 
completion  of  the  first  stage. 

During  the  second  year  and  third  year 
additions  to  t|he  compression  facilities, 
conditioning  plant  and  gathering  facili- 
ties would  be  made  to  accommodate  in- 
creased gas  supplies  as  they  become 
available. 

The  proposed  facilities  would  have  a 
total  maximum  capacity  of  approxi- 
mately 102,000  Mcf  per  day,  it  is  said. 
Applicant  asserts  that  this  capacity  is 
sufficient  to  handle  its  anticipated  de- 
hverabllity  from  the  area  and  addition- 
ally provides  a  measure  of  flexibility  to 
accommodate  future  supplies  that  be- 
come available  as  further  exploration 
and  development  in  the  Great  Green 
River  Basin  continues. 

Applicant  states  that  capital  expendi- 
tures for  the  first  year  are  estimated  at 
$41,689,000  with  $16,004,000  and  $3,333.- 
000  to  be  spent  in  the  second  and  third 
years,  respectively.  Applicant  indicates 
that  this  project  w'ould  be  financed  initi- 
ally by  bank  borrowings  and  internally 
generated  funds  with  permanent  financ- 
ing to  be  accomplished  at  a  later  date  by 
issuance  of  long-term  securities. 

Tlie  gathering  facilities  which  Appli- 
cant proposes  to  construct  during  the 
three  year  period  would  consist  of  ap- 
proximately 57  miles  of  16-inch  diameter 
pipeline,  approximately  259  miles  of  4- 
inch  through  12-inch  pipeline  and  ap- 
proximately 4,200  compressor  horse- 
power, it  is  said.  Applicant  states  that 
included  in  these  costs  are  conditioning 
plants,  air  injection  facilities,  gas  meas- 
urement and  support  facilities,  including 
a  warehouse.  ofQce  building  and  mobile 
operating  equipment. 

It  is  stated  that  in  order  to  make  tliese 
new  gas  supphes  available  to  its  custom- 
ers at  the  earliest  possible  time  on  the 
most  economically  feasible  basis.  Appli- 
cant has  entered  into  a  gas  purchase  and 
exchange  agreement  dated  December  3, 
1976,  with  CIG  which  provides  for  the 
transportation,  exchange  and  sharing  of 


these  gas  supplies.  It  is  indicated  that 
pursuant  to  the  terms  of  the  initial 
agreement,  gas  supplies  available  to  Ap- 
plicant in  the  state  of  Wyoming  would 
be  delivered  into  existing  facilities  of 
CIG.  and  CIG  would  transport  such  gas 
in  its  existing  transmission  system  and 
redeliver  to  Applicant  at  the  discharge 
of  CIG's  Lakin.  Kansas,  compressor  sta- 
tion and  at  an  existing  interconnection 
in  Texas  County.  Oklahoma,  on  a  ther- 
mal basis,  no  less  than  75  percent  of  the 
gas  delivered  to  it  in  Wyoming,  less  fuel 
and  imaccounted  for  gas.  CIG's  ciirrent 
transportation  charge  is  equal  to  1643 
cents  per  Mcf  for  all  gas  delivered  to 
Applicant,  aond  CIG  has  an  option  to 
purchase  from  Applicant  up  to  25  per- 
cent of  all  gas  delivered  t-o  it  under  the 
terms  of  the  initial  agreement,  it  is  said. 
Applicant  states  that  it  also  proposes  to 
sell  natural  gas  to  CIG  for  resale  in  in- 
terstate commerce.  Applicant  states  that 
it  would  sell  the  gas  to  CIG  on  a  cost  of 
service  basis  which  cost  would  represent 
the  sum  of  <1)  Applicant's  cost  to  ac- 
quire the  gas  including  the  applicable 
portion  of  Applicant's  advance  payment 
charges  attributable  to  such  gas  and  '  2 » 
the  cost  to  transport  the  gas  to  CIG  in- 
cluding any  gathering,  compression,  de- 
hydration and  other  similar  coets. 

It  is  indicated  that  CIG  may  have  Its 
own  gas  supplies  In  the  area  tran.<;ported 
by  Applicant  for  redelivery  to  CIG,  sub- 
ject to  available  capacity  in  Applicant's 
gathering  facilities  in  the  Greater 
Green  River  Basin.  Applicant  indicates 
that  CIG  would  pay  a  transportation 
charge  based  upon  Applicant's  current 
cost  of  service  per  Mcf  for  these  facili- 
ties which  would  initially  be  equal  to 
67.35  cents  per  Mcf  and  41.41  cents  per 
Mcf  for  volumes  transported  through 
the  East  La  Barge  and  Red  Desert  fa- 
cilities, respectively.  It  is  stated  that  the 
cost  of  service  would  include  any  gather- 
ing, compression,  dehydration,  measur- 
ing and  necessary  treating  for  removal 
of  impurities  allocable  to  the  gas  to  be 
transported. 

Applicant  states  that  because  of  the 
heat  content  of  the  gas  delivered  by  Ap- 
plicant, CIG  may  find  it  necessary  to 
install  and  operate  air  injection  facili- 
ties in  order  to  maintain  the  normal 
operation  of  Its  system,  and  that  Appli- 
cant would  reimburse  CIG  for  a  propor- 
tion of  the  cost  of  such  facilities  if  they 
are  needed.  Applicant's  total  cost  for 
construction  include  approximately  $3,- 
130,000  for  such  air  injection  facilities, 
it  is  said. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  14, 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington,  DC.  20426.  a  peti- 
tion to  intervene  or  a  protest  in  ac- 
cordance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and 
Procedure  (18  CFR  1.8  or  1.10)  and  the 
Regulations  under  the  Natural  Gas  Act 
(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
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Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party  to 
a  proceeding  or  to  p€u-ticipate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  hearing  wlU  be  held  without  fur- 
ther notice  before  the  Commission  on 
this  application  if  no  petition  to  intervene 
is  filed  within  the  time  required  herein, 
if  the  Commission  on  its  own  review  of 
the  matter  finds  that  a  grant  of  the  cer- 
tificate is  required  by  the  public  conven- 
ience and  necessity.  If  a  petition  for  leave 
to  intervene  Is  timely  filed,  or  if  tlie  Com- 
mission on  Its  own  motion  believes  that 
a  formal  heftring  is  required,  further  no- 
tice of  such  hearing  will  t>e  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.77-15706  FUed  6-2-77.8:45  am] 


ticipate  as  a  party  in  any  hearing  therein, 
must  file  a  petition  to  Intervene  in  ac- 
cordance with  the  Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  hearing  will  be  lield  without  fur- 
ther notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub- 
lic convenience  and  necessity.  If  a  peti- 
tion for  leave  to  interv  ene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  required, 
further  notice  of  such  hearmg  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherw^ise  advl.'^ed.  It  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretarij. 

[PR  DOC.77-1S710  Piled  6-2-77:8:45  am] 


[Docket  No.  CP77-3961 

SEA   ROBIN   PIPELINE   CO. 

Application 

May  25.  1977. 

Take  notice  that  on  May  18.  1977,  Sea 
Robin  Pipeline  Company  (Sea  Robin), 
flaed  In  Docket  No.  CP77-396,  an  applica- 
tion for  certificate  of  public  convenience 
and  necessity  pursuant  to  Section  7(c)  of 
the  Natural  Gas  Act  requesting  authori- 
zation to  transport  natural  gas  for  Amoco 
Production  Company  (Amoco>  from 
Blocks  125,  127,  128.  and  141  (Block  142 
Field),  South  Marsh  Island  Area,  off- 
shore Louisiana  to  an  existing  delivery 
point  where  Sea  Robin  presently  delivers 
gas  to  Columbia  Gulf  Transmission 
Company  (C^olumbia)  at  tlie  terminus  of 
Sea  Robin's  pipeline  system  located  near 
Erath,  'Vermilion  Parish,  Louisiana:  Sea 
Robin  will  deliver  Amoco 's  Block  142  gas 
to  Columbia  for  the  account  of  Amoco  at 
the  aforementioned  terminus,  all  as  more 
fully  described  in  the  application  which 
Is  on  file  with  the  Commission  and  open 
to  public  inspection. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  13,  1977, 
should  file  with  the  Federal  Power  Com- 
mission, Washington,  D.C.  20426,  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure (18  CFR  1.8  or  I.IOK  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  It  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding,  or  to  par- 


(Etocket  No,  CPr;-2391 

SEA   ROBIN    PIPELINE   CO. 

Tariff   Filing 

M.\Y  25,  1977. 

Take  notice  that  on  May  10.  1977.  Sea 
Robin  Pipeline  Company  tendered  for 
filing  Original  Sheet  Nos.  143  through  171 
and  Superseding  First  Revised  Sheet  Nos. 
150  and  151.  to  its  FPC  Gas  Tariff.  Origi- 
nal 'Volume  No.  2,  being  a  transportation 
agreement  between  Sea  Robin  PiipeUne 
Compeiny  and  Natural  Gas  Pipeline  Com- 
pany of  America  dated  February  9,  1977. 
It  is  proposed  that  these  Original  Tariff 
Sheet  Noe.  143  through  171  become  effec- 
tive on  March  10,  1977,  and  the  Super- 
seding First  Revised  Tariff  Sheet  Nos.  150 
and  151  become  effective  May  1.  1977. 

The  Company  states  that  copies  of  the 
tariff  sheets  have  been  mailed  to  Natural 
Gas  Pipeline  Company  of  America. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  8.  1977, 
should  file  with  the  Federal  Power  Com- 
niLsslon.  Washington.  D.C  20426  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  requirements  of  the  Commis- 
sion's Rules  of  Practice  and  Procedure 
(18  CFR  1.8  or  1.10).  All  protests  filed 
witli  the  Commission  wUl  be  considered 
by  it  In  determining  the  appropriate  ac- 
tion to  be  taken,  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro- 
ceeding. Any  person  wishing  to  become  a 
party  to  a  proceeding,  or  to  participate  as 
a  party  in  any  hearing  therein,  must  file 
a  petition  to  intervene  in  accordance  with 
the  Commission's  Riiles. 

Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.77-15713  PUed  6-2-77.8:45  am] 


[Docket  No   CP76-t2B] 

SEA  ROBIN   PIPELINE  CO. 

Tariff  Filing 

May  25.  1977. 

Take  notice  that  on  May  13,  1977.  Sea 
Robin  Pipeline  Company  'Sea  Robin) 
tendered  for  filing  as  a  part  of  its  FPC 
Gas  Tariff.  Original  'Volume  No.  2.  the 
foUowmg  original  and  revised  tariff 
sheets: 

RaTT  SCHCDrLE  X-3.  COLtJMBU  Oas 

Transmission  Coeporatton 

Seiond   Revised   Sheet   No.   35 
First  Revised  Sheet  No.  36 
nrst  Revised  Sheet  No.  37 
First  Revised  Sheet  No.  38 
Fourth   Revised   Sheet   No.    39 
Oriplrial   Sheet  No.   39-A 
First  Revised  Sheet  No.  40 
Firs:  Revised  Sheet  No.  41 
First  Revised  Sheet  No.  43 
nrst  Revised  Sheet  No.  45 
First  Revised  Sheet  No.  47 
First  Revised  Sheet  No.  4ff 
First  Revised  Sheet  No   49 
Second  Revised  Sheet  No  50 
First  Revised  Sheet  No   51 
First  Revised  Sheet  No.  52 
First  Revised  Sheet  No.  63 
Fnr=t  Revised  Sheet  No.  64 
First  Pvevl-scd  Sheet  No.  55 
First  FJevlsed  Sheet  No.  56 
First  Revised  Sheet  No.  57 
Oriplna!  Sheet  No.  57-A 
First  Revised  Sheet  No.  58. 

These  tariff  sheets  are  being  filed  to 
reflect  two  new  points  of  delivery  by 
Columbia  Gas  Transmission  Corporation 
and  additional  volumes  to  be  transported. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  10,  1977, 
should  file  with  the  Federal  Power  Com- 
mission. Washington.  DC.  20426.  a  peti- 
tion to  inter\'ene  or  a  protest  In  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure <18  CFR  18  or  1  10'  All  protests 
filed  with  the  Commis.Mon  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  In  any  hearing 
therein,  must  file  a  petition  to  Intervene 
in  accordance  with  the  Commission's 
Rules. 

Kenneth  F.  Plumb. 

Secretary. 

[PR  Doc.77-15714  PUed  6-2-77:8:45  am] 


[tKX'ket  No   (rP77-393l 

TEXAS  GAS  TRANSMISSION   CORP. 

Application 

May  26,  1977 
Take  notice  that  on  May  18.  1977, 
Texas  Gas  Transmission  Corporation 
(Applicant),  P.O.  Box  1160,  Owensboro, 
Kentucky  42310,  filed  in  Docket  No. 
CP77-393  an  application  pursuant  to 
Section  7  of  the  Natural  Gas  Act  for  per- 
mission and  approval  to  abandon  two 
sales    meter    stations    at    two    delivery 
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points  in  DcSoto  County.  ML'^slsslppl.  and 
for  a  certificate  of  public  convenience 
and  necessity  authorizing  the  construc- 
tion and  operation  of  a  new  meter  sta- 
tion, all  as  more  fully  set  forth  in  the 
application  which  Is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  states  that  it  is  presently 
delivering  gas  to  Mississippi  Valley  Gas 
Company  (Mississippi  Valley)  at  two 
delivery  points  known  as  the  DeSoto  Gas 
District  Station  and  the  We.st  South- 
haven  Station  located  in  DeSoto  County, 
Mississippi.  Applicant  indicates  that  the 
DeSoto  Gas  District  station  was  con- 
structed in  1951  to  sell  gas  to  Mississippi 
Power  &  Light  Company  'MP&Li  for  re- 
sale to  DeSoto  Natural  Ga.s  District,  and 
that  MP&L  operated  the  DeSoto  Natural 
Gas  District  properties  under  a  lease  ar- 
rangement It  Ls  stated  that  Mississippi 
Valley  subsequently  acquired  the  gas  dis- 
tribution properties  of  MP&L  and  con- 
tinued to  serve  the  DeSoto  Natural  Gas 
District  under  the  lease  arrangement  as 
well  as  it=  other  customers  through  facil- 
ities owned  by  Mi.'isissippi  Valley.  Appli- 
cant constructed  the  West  Southaven 
station  to  enable  MLssissippl  Valley  to 
split  its  measurement  between  the 
DeSoto  Natural  Gas  District  and  its  other 
customers,  it  is  said.  Applicant  states 
that  each  deHvery  point  has  one  four- 
Inch  run  originating  from  a  common 
header;  however,  because  of  the  wide 
load  variation.  Applicant  is  not  getting 
satisfactorj'  measurement  from  either 
station  at  all  times.  Applicant  proposes 
to  combine  the  two  existing  stations  into 
one  station. 

Applicant  proposes  to  abandon  the  two 
e.KLsting  meter  stations  located  at  tlie  two 
deliver>-  points  in  E>eSoto  County.  Mis- 
sL-isippi  and  to  construct  a  single  four- 
inch  turbine  meter  station.  The  .esti- 
mated salvage  value  of  the  facilities  to  be 
abandoned  is  $2,135  and  the  cost  of  the 
new  station  ls  estimated  at  $14,820,  which 
would  be  financed  from  cash  on  hand.  It 
is  said.  Applicant  asserts  that  the  pro- 
posed new  station  would  be  adequate  to 
render  service  to  Mississippi  Valley  at  tlie 
proposed  location  and  would  resolve  its 
uiCiUsurement  problems. 

Aiij-  iierson  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  14, 
1977.  file  with  the  Federal  Power  Com- 
mLssion.  Washington.  DC.  20426,  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure 1 18  CFTl  18  or  1  IQi  and  tlie  Regu- 
lations vmder  the  Natural  Gas  Act  <  18 
CFR  157  10 1.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determinmg  the  appropriate  action  to  be 
taken  but  will  not  sen-e  to  make  the  pro- 
testants  parties  to  tlie  proceeding.  Any 
person  wL'ihing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  Intervene  in  accordance  with  the 
Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  In  and  subject  to 


the  Jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  hearing  will  be  held  without  fur- 
ther notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  and  permission  and 
approval  for  the  proposed  abandon- 
ment are  reqtiired  by  the  public  conven- 
ience and  necessity.  If  a  petition  for  leave 
to  intervene  is  timely  filed,  or  if  the  Com- 
mission on  its  own  motion  believes  that 
a  formal  hearing  is  required,  further 
notice  of  such  hearing  will  be  duly  given. 
Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
uimecessary  for  Applicant  to  appear  or 
be  represented  at  tire  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

I  PR  Doc.77-15707  Filed  6-2-77;8:45  am) 


(Docket  No.  CP77-i031 

TRANSCONTINENTAL  GAS   PIPE   LINE 

CORP. 

Application 

May  26.  1977. 

Take  notice  that  on  May  20,  1977, 
Transcontinental  Gas  Pipe  Line  Corpora- 
tion I  Applicant) .  P.O.  Box  1396,  Houston, 
Texas  77001.  filed  in  Docket  No.  CP77- 
403  an  application  pursuant  to  Section  7 
of  the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author- 
izing the  storage  of  natui-al  gas  for  22  of 
its  customers  during  the  1977-78  storage 
season,  all  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the 
CommLsslon  and  open  to  public  inspec- 
tion. 

Applicant  states  that  it  has  the  capa- 
bility to  render  approximately  12.7  mil- 
lion Dekatherms  equivalent  of  additional 
storage  service  for  the  1977-78  season 
from  its  Washington  Storage  Field  in 
Louisiana  due  to  substantial  top  gas  in- 
ventor^' remaining  in  the  field  at  the  end 
of  the  1976-77  winter  season.  Applicant 
further  states  that  it  has  the  capability 
to  Inject  the  proixxsed  additional  quan- 
tities into  the  storage  field  in  excess  of 
both  the  presently  certificated  and  pro- 
posed ser\-ice  under  the  WSS  Rate  Sched- 
ule presently  pending  in  Docket  No. 
CP74-33.  Applicant  indicates  that  it 
would  have  sufficient  withdrawal  capac- 
ity to  i-ender  both  the  proposed  WSS 
service  and  the  storage  service  proposed 
herein  upon  the  completion  of  the  minor 
facilities  pending  certification  In  Docket 
No.  CP74-33.  and  that  this  proposed 
storage  service  would  be  subordinate  to 
its  obligations  under  the  WSS  Rate 
Schedule. 

Applicant  states  that  injection  into 
storage  are  contemplated  to  commence 
uix)n  receipt  of  the  Commission's  au- 
thorization and  to  continue  until  Novem- 
ber 1,  1977.  and  that  withdrawals  are  to 
terminate  March  31.  1978.  but  may  con- 


tinue for  an  additional  fifteen  days  if 
necessary  to  effectuate  redehvery  of  the 
temporary  storage  quantities. 

Applicant  proposes  to  charge  Its  cus- 
tomers a  rate  equivalent  to  that  which 
it  proposes  to  charge  for  WSS  service 
during  the  1977-78  season,  i.e..  44.92 
cents  per  Dekatherm  (dt).  Applicant 
states  that  such  rate  is  divided  equally 
into  injection  and  withdrawal  charges. 
and  Applicant  would  be  provided  a  total 
of  2  percent  ( 1  f'2  percent  on  injection  and 
\2  percent  on  withdrawal)  of  the  quan- 
tities as  fuel. 

Applicant  proposes  to  render  the  pro- 
posed storage  service  and  the  proposed 
storage  quantity  allocation  for  each  of 
its  22  customers  as  follows; 

storage  quantity 

Customer:                                     (deca  therms) 

Atlanta  Gas  Ught  Co.. 777.400 

Carolina  PlpeUne  Co 200.000 

Coinmonwealth  Natural  Gas 

Corp 1,  125,  000 

Consolidated    Edison    Co.    of 

New  York.  Inc 1,000,  000 

Danville.  Va.,  city  of 100,  000 

Delmarva  Power  &  Ught  Co.  300.  000 

Eastern    Shore    Natural    Gas 

Authority 400,000 

Port  Hill  Natural  Gas  Au- 
thority    120.000 

Greenwood.  S.C,  city  of 70,000 

Laurens.  S.C,  city  of 20,000 

Lexington.  N.C.,  city  of 50,000 

North  Carolina  Natural  Gas 

Corp 200,000 

Philadelphia  Electric  Co 2,  000,  000 

Philadelphia  Gas  Works 2,  000.  000 

Piedmont   Natural    Gas   Co., 

Inc   900,000 

Public  Service  Co.,  of  North 

Carolina.  Inc 786.765 

South  Jersey  Gas  Co 2.  000.  000 

Southwestern    Virginia    Gas 

Co 25,000 

Union,  S.C 26,000 

Union  Gas  Co -  400.  000 

United  Cities  Gas  Co. — Geor- 
gia Division 100,000 

United  Cities  Gas  Co. — North 
and  South  Carolina  Divi- 
sion      100,000 

Total    12.700.165 

Applicant  asserts  that  Its  projection  of 
systemwide  curtailment  for  the  1977-78 
winter  heating  season  is  about  49  percent 
of  firm  sales  requirements,  and  that  ad- 
ditional storage  service  is  required  to 
assist  Its  customers  to  protect  the  high- 
priority  winter  period  markets  on  their 
respective  systems. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  14, 
1977.  file  with  the  Federal  Power  Com- 
mission, Washington.  DC.  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Procedure 
(18  CFR  1.8  or  1.10)  and  the  Flegulations 
under  the  Natural  Gas  Act  (18  CFR 
157.10).  All  protests  filed  with  the  Com- 
mission will  be  considered  by  It  in  deter- 
mining the  appropriate  action  to  be  tak- 
en but  will  not  ser\'e  to  make  the  Pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
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an>'  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com- 
mission's Rules. 

Take  further  notice  that,  pursuant  to 
tlie  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  Inter- 
vene is  fl.led  within  the  time  required 
herein,  if  the  Commission  on  Its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
If  the  Commission  on  Its  own  motion 
believes  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  w^iU  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  linless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  tlie  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[PR  Doc.77-15708  Filed  6-2-77;8:45  am] 


taken,  but  will  not  serve  to  make  Protes- 
tants parties  to  the  proceeding.  Any  per- 
son wishing  to  become  a  party  must  file 
a  petition  to  inter\eiie.  Copies  of  this  fil- 
ing are  on  file  with  the  Commission  and 
are  available  for  public  inspection. 

Kenneth  F.  Pi-ubib. 
Secretary. 

[FR  Doc. 77-15709  Filed  6-  2-77.8:45  am] 


I  Docket  No.  ER77-3821 

VIRGINIA  ELECTRIC  AND  POWER  CO. 

Notice  of  Tendered  Revised  Contract 
Supplements 

May  25,  1977. 
Take  notice  that  on  May  16,  1977,  Vir- 
ginia Electric  and  Power  Company 
(VEPCQ)  tendered  for  filing  revLsed  sup- 
plements to  contracts  between  VEPCO 
and  Northern  Piedmont  Electric  Cooper- 
ative. VEPCO  states  that  the  revised 
contract  supplements  correct  certain 
Items  to  reflect  changes  made  in  the  past 
at  various  delivery  points  as  set  forth 
below: 


Delivery       Present       Propcxed         Item  corrected 
point       FPC  No.     FPC  No. 


Dunnes-.  81-15  8J-28    3.  4.  5,  (1),  f2),  (3).  6. 

7,  8 
Deca- 
polis.  81-8  81-29    3.4. .-.,  ai,(2>,  (.1)_.  6. 

7,  8 


VEPCO  states  that  the  revised  contract 
supplements  are  intended  to  supersede 
the  listed  FPC  Rate  Schedules  and  re- 
quests a  waiver  of  the  CommLsslon's  no- 
tice requirements  so  that  the  revised  sup- 
plements may  become  effective  on 
March  14.  1977.  and  October  22.  1975,  the 
requested  effective  dates. 

Any  person  desirinp  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission.  825  North  Capitol 
Street.  N.E..  Washington,  DC.  20426  in 
accordance  with  Sections  18  and  1.10  of 
the  Commission's  Rules  of  Practice  and 
Procedure  118  CFR  1.8  and  1.10>,  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  8.  1977.  Protests  wUl  be 
considered  by  the  Commission  in  deter- 
mining   the    appropriate    action    to    be 


I  Docket  No.  RI77-86) 

ANDERSON   OIL  CO. 

Petition  for  Special  Relief 

^L^Y  26.  1977. 

Take  notice  that  on  May  20,  1977.  An- 
derson Oil  Compan:,-.  3  Park  Central. 
Room  1060,  1515  Arapalioe  Street,  E>en- 
ver.  Colorado  80202,  and  Echo  Oil  Cor- 
poration. P.O.  Box  2036.  Casper  Wyo- 
ming 82602  (Petitioners t .  filed  a  joint 
petition  for  special  relief  m  Docket  No. 
RI77-86,  pursuant  to  Commisison  Order 
No.  481. 

Petitioners  seek  authorization  to 
charge  $1.69  per  Mcf  for  gas  sold  to  Colo- 
rado Interstate  Gas  Company  from  Bitter 
Creek  n  Unit  No.  1  Well,  Sweetwater 
County.  Wyoming.  Petitioners  state  that 
this  costly  exploratorv-  well  yielded  a 
small  amount  of  gas  rcscn-es;  and  fur- 
ther state  that  it  would  be  economically 
infeasible  to  sell  the  gas  at  the  present 
Opinion  No.  770-A  rate 

Any  person  desiring  to  be  heard  or  to 
make  any  protect  with  reference  to  said 
petition  should  on  or  before  June  14.  1977. 
file  with  the  Federal  Power  Commission. 
Washington.  DC.  20426,  a  petition  to  In- 
tervene or  a  protest  in  accordance  with 
the  requirements  of  the  Commission's 
Rules  of  Practice  and  Procedure  (18 
C.P.R.  1.8  or  1.10  >.  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  party  wishing  to  become  a  party  to 
a  proceeding,  or  to  participate  a<:  a  party 
in  any  hearing  therein,  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
C(Mnmisslon's  Rules. 

Kenneth  F.  Plumb. 

Secretary. 

[PR  Doc.77-15795  Piled  6-2-77:8:45  am) 


[Docket  Nos.  RP77-54  and  RP77-551 

ARKANSAS-LOUISIANA   GAS   CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increases,  Consolidating 
Proceedings,  Initiating  Hearing  and 
Establishing  Procedures 

May  27,  1977. 
On  April  15.  1977.  Arkaiisas -Louisiana 
Gas  Company  (Arklai  tendered  for  fil- 
ing in  Docket  No,  RP77-54  proposed 
changes  to  its  Rate  Schedule  No.  X-26 
which  would  Increase  annual  revenues 
from  jurisdictional  sales  to  Cities  Seriice 
Gas  Company  by  approximately  $2,200.- 
000  based  on  costs  and  sales  volumes  for 
the  twelve  months  ended  December  31. 
1976.  as  adjusted.  An  effective  date  of 


June  1,  1977  is  requested.  Pubhc  notice 
of  this  filing  was  issued  on  April  21,  1977. 
providuig  for  the  filing  of  protests  or 
petitions  to  intervene  on  or  before  May 
17.  1977. 

On  April  19,  1977,  Arkla  tendered  for 
filing  m  Docket  No.  RP77-55  proposed 
changes  to  its  Rate  Schedule  G-2  which 
would  increase  annual  revenues  from 
jurisdictional  sales  under  Rate  Schedule 
G-2  by  approximately  $352,000  based  on 
costs  £ind  sales  volumes  for  the  twelve 
montlis  ended  December  31.  1976.  as  ad- 
justed. Arkla  requests  that  the  proposed 
increase  be  made  effective  on  June  1. 
1977.  Public  notice  was  Lssued  on  May  17. 
1977.  It  provides  for  protests  or  petitions 
to  intervene  to  be  filed  on  or  before  May 
25,  1977. 

On  April  29.  1977.  .\rkla  tendered  for 
filing  in  both  dockets  substitute  tariff 
sheets  which,  according  to  Arkla,  reflect 
changes  in  its  current  costs  of  purchased 
gas  and  purchase  gas  adjustment  (PGA' 
surcharges  that  have  been  accepted  for 
filing  and  permitted  'o  become  effective 
on  May  1,  1977  In  Docket  No.  RP77-54. 
Arkla  tendered  "Revised  Sheet  No.  185 
Issued  on  May  1.  1'977"  reflecting  changes 
approved  by  letter  order  Lssued  April  22. 
1977.  in  Docket  No.  RP76-10  (PGA77- 
41.  In  Docket  No.  RP77-55,  Arkla  ten- 
dered "Revised  Sheet  No,  4  issued  on 
May  1.  1977"  reflecting  changes  approved 
bv  letter  order  issu^  April  22.  1977.  in 
Docket  No.  RP74-61  (PGA77-4i.  Public 
notices  of  these  filings  were  issued  in 
May.  1977.  Protects  or  petitions  to  in- 
tervene are  due  on  or  before  May  27. 
1977.  .\rkla  requests  that  the  above  de- 
scribed tariff  sheets  be  substituted  for 
those  tendered  on  April  15.  1977.  and 
April  19.  1977.  and  be  made  effecti\e 
on  June  1.  1977. 

For  the  reasons  stated  below  both  pro- 
posed rate  increases,  as  tendered  on 
April  29.  1977.  will  be  accepted  for  filing, 
suspended  for  five  months  and  set  for  a 
single  hearing  In  a  consohdated  proceed- 
ing. 

Arkla  states  that  the  rate  increases 
are  necessary  to  remedy  revenue  defici- 
encies caused  by  increases  In  all  forms  of 
costs  and  expenses.  Inrhiding  Increases 
in  costs  of  operations  and  services,  taxes, 
and  employee  wages  and  benefits.  Arkla 
is  claiming  an  o\erall  rate  of  return  of 
12.38  percent,  including  a  return  on  com- 
mon equity  of  15.32  percent. 

Based  on  a  review  of  the  filings  in 
these  two  dcx-kets.  the  Commission  finds 
that  the  higher  rates  proposed  therein 
have  not  been  shown  to  be  just  and  reas- 
onable, and  may  be  unjust,  unreason- 
able, unduly  discriminatory,  or  otherwise 
unlawful.  Accordingly,  the  Commission 
shall  accept  both  proposed  rate  in- 
creases, suspend  their  use  for  five 
months  or  until  November  1.  1977,  when 
they  shall  be  permitted  to  become  effec- 
tive, subject  to  refund,  and  shall  set 
these  matters  for  hearing. 

The  Commission  finds  further  that 
the  issue-^  in  these  dockets  are  sufficiently 
similar  to  be  considered  in  a  single  pro- 
ceeding and  shall  consolidate  Docket 
Nos.  RP77-54  and  RP77-55  for  the  pur- 
poses of  hearing  and  decision  thereupon. 
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The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  in 
caiTying  out  the  pronsions  of  the  Nat- 
ural Gas  Act  that  the  Commission  con- 
solidate these  dockets  and  enter  upon  a 
hearing  concerning  the  lawfulness  of  the 
increased  rates  and  charges  proposed  by 
Arkla,  and  that  the  same  be  accepted  for 
filing  and  suspended  as  hereafter  or- 
dered. 

The  Commission  orders:  'A'  Pursuant 
to  the  authority  of  the  Natural  Gas  Act, 
particularly  Sections  4,  5.  8,  and  15  there- 
of, and  the  Commission's  Rules  and  Res;- 
uJations.  a  public  hearing  shall  be  held 
concerning  the  lawfulness  of  the  in- 
creased rates  proposed  in  these  dockets 
by  Arkla. 

I B I  Pending  hearing  and  decision. 
"Revised  Sheet  No  185  Lssued  on  May  1, 
1977, ■'  as  tendered  by  Arkla  on  April  29. 
1977.  in  Docket  No.  RP77-54.  and  'Re- 
vised Sheet  No.  4  Lssued  on  May  1.  1977, 
as  tendered  bv  Arkla  on  April  29.  1977.  in 
Docket  No  RP77-55,  are  accepted  for 
filing  and  .suspended  for  five  montlis,  or 
until  November  1,  1977,  when  they  shall 
be  permitted  to  become  effective,  subject 
to  refund.  u[X)n  motion  filed  by  Arkla 
in  accordance  with  the  provision.s  of  the 
Natural  Gas  Act. 

iC>  Tlie  proceedings  initiated  herein 
m  Docket  Nos  RP77-54  and  RP77-55  are 
hereby  consolidated  for  purposes  of 
hearmg  and  decision  thereupon. 

iD)  The  Commission  staff  shall  pre- 
pare and  .serve  top  sheets  on  all  parties 
on  or  before  September  1.  1977. 

'E'  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judr'c  for  that  purpose 
1 18  CFR  3  5id> ) ,  shall  convene  a  settle- 
ment conference  in  this  proceeding  to  be 
held  within  10  days  after  the  ser\ice  of 
top  sheets  by  the  staff,  in  a  hearing  or 
conference  room  of  the  Federal  Power 
Comml-ssion,  825  North  Capitol  Street 
NE  ,  Washington,  DC  20426.  The  Pre- 
siding Administrative  Law  Judge  is  au- 
tljorized  to  establish  such  further  pro- 
cedural dates  as  may  be  necessarj-  and 
to  rule  upon  all  motions  <  except  motions 
to  consolidate,  sever,  or  dismiss* ,  as  pro- 
vided for  In  Uie  rules  of  pratlce  and  pro- 
cedure. 

iP)  The  Secretary  shall  cause  prompt 
publication  of  this  order  In  the  Federal 
Register. 

By  the  Commission, 

Kenneth  F.  Pll-mb. 

Secretary. 

I  PR  Doc.77-15789  Piled  6-2-77;8.45  am) 


;  Docket  No   RP77^!1 

Mcculloch  interstate  gas  corp. 

Order  Rejecting  Proposed  Rate  Increase 
and  Granting  Petition  To  Intervene 

May  27,  1977. 
On  April  29,   1977,  McCulloch  Inter- 
state    Gas     Corporation     i  McCulloch  > 
tendered    for   filing    two    revised    tariff 


sheets '  proposing  a  change  in  rates  un- 
der its  PL-l  and  X-1  rate  schedules  and 
requested  that  the  new  rates  he  made 
effective  June  1,  1977.  The  filing  would 
increase  the  PL-l  rate  charged  to  Colo- 
rado Interstate  Gas  Company  (CIG) 
from  128.24  cents  per  MMBtu  to  132.66 
cents  per  MMBtu  and  would  increase 
the  presently  efifective  X-1  rate  to  7,67 
cents  per  Mcf  (14.65  psia>  from  7  cents 
per  Mcf  which  would  result  in  an  annual 
increase  in  revenue  of  approximately 
43.800  over  that  amotmt  agreed  to  by 
stipulation  between  CIG  and  McCulloch 
in  Docket  No.  RP76-66  and  approved  by 
the  Commission  on  April  25,  1977.  The 
two  proposed  rate  changes  would  result 
in  annual  increase  in  revenue  to  Mc- 
Culloch of  approximately  $68,600. 

Notice  of  the  proposed  change  in  rates 
was  issued  May  9,  1977.  with  comments, 
protests  or  petitions  to  intervene  due  on 
or  before  May  25,  1977.  On  May  12,  1977, 
Mountain  Fuel  Supply  Company  (MPS) 
filed  its  petition  to  Intervene  which  will 
hereinafter  be  granted.  To  date  no  other 
petitions  to  inter\'ene,  protests  or  com- 
ments have  been  filed. 

McCulloch  states  that  its  proposed 
changes  in  rates  are:  (1)  needed  to  re- 
cover increases  in  the  various  compo- 
nents of  its  cost  of  service  of  trans- 
porting gas  to  Colorado  Interstate  Gas 
Company  iCIG>  in  the  Montana-Wyo- 
ming Area;  i2>  due  to  diminishing  gas 
reserves :  and  <  3  >  to  insure  a  reasonable 
rate  of  return.  McCulloch  has  submitted 
a  cost  of  service  study  based  upon  twelve 
months  of  actual  operation  ending  De- 
cember 31,  1976,  adjusted  to  reflect 
known  and  measurable  changes  for  nine 
months  ending  September  30,  1977.  The 
cost  study  reflects  an  overall  rate  of  re- 
turn of  10.19  percent  that  would  yield 
a  13  percent  return  on  common  equity 
which  represents  40  percent  of  McCul- 
loch's  claimed  capitalization. 

McCulloch  has  not  fully  supported  the 
proposed  sales  rate  of  132.66  cents  per 
MMBtu.  Data  accompanying  the  filing 
together  with  the  claimed  surcharge  in 
Mcculloch's  PGA  filing  dated  Febru- 
ary- 14.  1977,  indicate  the  following  unit 
costs; 

(cents) 

Transmission 30.  13 

Ga.s  cost 74.92 

PGA  surcharge 21.  63 

Total  supported  cost 126.  68 

Compared  with  the  proposed  rate  of 
132.66  cents,  the  cost  data  as  filed  and 
claimed  falls  short  of  justifying  the  pro- 
posed rate  by  5.98  cents  per  MMBtu. 

In  support  of  its  claimed  purchased  gas 
costs,  McCulloch  relies  on  its  filing  PGA 
No.  77-2  of  February  14,  1977.  in  Docket 
No.  RP73-91,  which  was  rejected  by  letter 
order  dated  March  31,  1977,  because  it 
reflected  ptirchases  at  rates  in  excess  of 
filed  rates  and  in  excess  of  rate  levels  es- 
tablished in  Opinion  No.  770-A.  Claimed 


gas  costs  are  therefore  not  supported  by 
the  data  relied  on. 

McCulloch's  filing  attempts  to  justify 
the  proposed  price  by  formulating  the 
incremental  unit  of  cost  of  transmission 
and  adding  the  incremental  transmission 
cost  to  the  rejected  PGA  rate.  Addition- 
ally, McCulloch  shows  the  present  cost  of 
gas  in  its  proposed  rate  at  102.53  cents 
per  MMBtu,  but  tlie  data  submitted,  de- 
ficient as  it  is,  will  support  an  overall  gas 
cost  of  only  96.55  cents  per  MMBtu,  in- 
cluding the  surcharge  of  21.63  cents  per 
MMBtu  included  in  its  February  14,  PGA 
filing.  The  total  proposed  rate  increase  is 
under  $100,000,  and  therefore,  is  a  minor 
rate  increase  as  defined  by  18  CFR 
§  154.63(a)  (3> .  Accordingly,  we  find  Mc- 
Culloch's filing  to  be  deficient  insofar  as 
the  statements  filed  pursuant  to  18  CFR 
§  154.63(b)  (4)  are  without  support  with 
regard  to  the  132.66  cents  per  MMBtu 
sales  rate,  and  because  the  gas  cost  relied 
upon  in  the  subject  filing  has  previously 
been  rejected  in  Docket  No.  RP73-91. 

For  the  reasons  set  forth  above,  the 
Commission  finds  that  McCulloch's  pro- 
posed rate  increase  filing  must  be  re- 
jected. 

The  Commission  orders:  (A)  McCul- 
loch's proposed  increased  rates  as  filed  on 
April  29,  1977,  are  hereby  rejected,  with- 
out prejudice  to  McCulloch's  right  to  file 
proposed  increased  rates  with  supporting 
data  conforming  to  the  Commission's 
Regulations, 

(B)  MPS  is  permitted  to  intervene  in 
this  proceeding,  subject  to  the  rules  and 
regulations  of  the  Commission;  Provided, 
however.  That  the  participation  of  the 
intei-venor  shall  be  limited  to  matters 
affecting  asserted  rights  and  interests  as 
specifically  set  forth  in  the  petition  to 
intervene;  and  Provided,  further,  That 
the  admission  (jf  such  intervenor  shall 
not  be  construed  as  recognition  that  it 
might  be  aggrieved  by  any  order  entered 
in  this  proceeding. 

(O  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register, 

By  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

(PRDoc.77-15804FUed  6-2-77;8:45  am) 


I  Docket  No.  RP77-601 
MICHIGAN   WISCONSIN   PIPE   LINE  CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  Granting  Waiver, 
Initiating  Hearing,  and  Establishing 
Procedures 

May  27,  1977. 

On  April  29,  1977,  Michigan  ""Visconsin 
Pipe  Line  Company  (Michigan  Wiscon- 
sin) tendered  for  filing  in  the  captioned 
docket  proposed  changes  to  its  FPC  Gas 
Tariff '  which  would  increase  its  reve- 


■  Eleventh  Revised  Sheet  No.  32  and  Second 
Revised   Sheet   No.   38   to  McCuUochs   PPC 

Ga.s  Tariff 


'  Seventh  Revised  Sheet  No.  27P  to  Second 
Revised  Volume  No.  1  and  Eighth  Revised 
Sheet  Nos.  92,  110,  129,  and  130;  Seventh 
Revised  Sheet  Nos.  141,  142,  and  171;  Fifth 
Revised  Sheet  Nos.  214  and  215:  Fourth  Re- 
vised Sheet  Nos.  231.  232,  297,  315  and  339; 
Third  Revised  Sheet  Nos.  420  and  421  to  First 
Revised  Volume  No.  2. 
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nues  fc«-  jurisdictional  natural  gas  sales 
and  services  by  approximately  $66  mil- 
lion annually  (exclusive  of  purchased 
gas  cost  increases)  based  on  the  12 
months  ended  January  31,  1977.  as  ad- 
justed. Michigan  Wisconsin  requests  that 
the  proposed  increase  be  permitted  to  be- 
come effective  on  Jime  1,  1977.  For  the 
reasons  stated  below,  the  Commission 
shall  accei>t  the  proposed  rate  Increase 
for  filing,  suspend  it  lor  five  months,  and 
set  the  matter  for  hearing. 

Public  notice  of  Michigan  Wisconsin's 
filing  was  issued  on  May  16,  1977,  provid- 
ing for  protests  or  petitions  to  intervene 
to  be  filed  on  or  before  May  25.  1977. 

Michigan  Wisconsin  states  that  the 
principal  reasons  for  its  proposed  rate 
Increases  are  substantial  Investments  In 
facihties  related  to  gas  supply  acquisi- 
tions, increased  operating  expenses,  in- 
creased costs  of  gas  purchases  and  in- 
creased costs  of  capital.  Michigan  Wis- 
consin claims  a  rate  of  retiUTi  of  11.5% 
including  a  14.7%  allowance  on  common 
equity. 

Based  upon  a  review  of  Michigan  Wis- 
consin's filing,  the  Commission  finds  that 
the  proposed  higher  rates  have  not  been 
shown  to  be  just  and  reasonable  and 
may  be  imjust,  imreasonable,  unduly  dis- 
criminatory, or  otherwise  unlawful.  Ac- 
cordingly, the  Commission  shall  accept 
Michigan  Wisconsin's  proposed  rate  in- 
crease for  filing,  suspend  its  use  for  five 
months  or  imtil  November  1,  1977,  when 
it  shall  be  permitted  to  become  effective, 
subject  to  refund,  and  shall  set  the  mat- 
ter for  hearing. 

Michigan  Wisconsin  has  included  in  its 
claimed  rate  base  costs  related  to  cer- 
tain facilities  which  have  not  been  cer- 
tificated as  of  the  date  of  filing  in  this 
docket.  Michigan  Wisconsin  requests 
waiver  of  Section  154.63(e)  (2)  (il)  of  the 
Commission's  Regulations  to  permit  such 
Inclusion.  Michigan  Wisconsin  antici- 
pates receiving  all  necessary  certifica- 
tions prior  to  the  time  its  proposed  rates 
become  effective.  The  Commission  shall 
grant  the  requested  waiver  of  Its  Regula- 
tions, provided,  however,  that  if  such 
facihties  are  not  certificated  and  placed 
in  service  on  the  date  the  propo-sed  rates 
take  effect  subject  to  refund.  Michigan 
Wisconsin  shall  file  revised  tariff  sheets 
which  reflect  exclusion  of  the  costs  a.sso- 
ciated  with  those  facilities  which  have 
not  been  certificated  and  placed  in  serv- 
ice as  of  that  date.  Michigan  Wisconsin 
shall,  also,  submit  supplemental  cost  and 
revenue  data  which  reflect  the  elimina- 
tion of  such  costs  from  Its  cost  of  service. 
The  revised  tariff  sheets  and  supple- 
mental data  shall  re'Jlect  the  actual  ad- 
vance payment  balance  in  Account  No. 
166  as  of  October  31,  1977. 

For  purxxjses  of  this  filing.  Michigan 
Wisconsin  has  used  an  Atlantic  Sexi- 
hoard  '  method  of  cost  classification  The 
Commission  believes  that  the  u.se  of  the 
Atlantic  Seaboard  method  may  be  inade- 
quate and  ccMitrary  to  the  public  interest 


•Atlantic  Seaboard  Corporation,  11  F.P.C 
43  (1952). 


under  the  present  conditions  of  gas  s\ip- 
ply  shortages  and  Increasing  curtail- 
ments. Moreover,  the  Commlssioc  notes 
that  l)ecause  of  successive  pipeline  rate 
filings  which  create  locked-ln  periods, 
the  CommisslcHi's  efforts  to  adopt  a  just 
and  reasonable  cost  classification,  allo- 
cation and  rate  design  differing  from 
Seaboard  may  be  frustrated.  To  the  ex- 
tent that  the  rate  structure  found  just 
and  reasonable  for  Michigan  Wisconsin 
aiter  hearing  and  decision  departs  from 
the  Atlantic  Seaboard  methodology  by 
assigning  additional  fixed  costs  to  the 
comimixiity  component  of  the  rates,  un- 
der collections  may  occur.  The  Conmiis- 
sion  believes  it  would  be  improper  to  in- 
sure Michigan  Wisconsin  protection  from 
sucli  imder  collections.  Accordingly,  the 
Commission  hereby  places  Michigan  Wis- 
consin on  notice  that  it  may  be  subject 
to  under  collections  if,  aiter  hearing  and 
decision,  the  Commission  finds  its  pro- 
posed use  of  tlie  Seaboard  method  to  be 
improper. 

The  Commisison  finds :  It  is  necessary 
and  proper  in  the  public  interest  and  in 
carrying  out  the  provisions  of  the  Nat- 
lu-al  Gas  Act- that  the  Commission  enter 
upon  a  hearing  concerning  the  lawful- 
ness of  the  increased  rates  and  charges 
proposed  by  Michigan  Wisconsin,  and 
that  the  same  be  accepted  for  filing  and 
suspended  as  hereinafter  ordered. 

"The  Comjni&sion  order.': :  'Ai  Pursuant 
to  the  authority  of  the  Natural  Gas  Act. 
particularly  sections  4,  5,  8,  and  15 
thereof,  and  the  Commission's  rules  and 
regulations,  a  pubhc  hearing  shall  be  held 
concerning  the  lawfulness  of  the  in- 
creased rates  proposed  herein  by  Mich- 
igan WLsconsin 

iB)  Pending  hearing  and  decision. 
Michigan  Wisconsin's  proposed  rate  in- 
crease is  accepted  for  filing  and  sus- 
pended for  five  months,  or  until  Novem- 
ber 1,  1977,  when  it  shall  be  permitted  to 
become  effective,  subject  to  refund,  upon 
motion  filed  by  Michigan  Wisconsin  in 
accordance  with  the  provisions  of  the 
Natural  Gas  Act. 

'O  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  October  1,  1977. 

<Di  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
lis  CFR  3  5'd' ) ,  shall  convene  a  settle- 
ment conference  in  tliis  proceeding  to  be 
held  within  10  days  after  the  service  of 
top  sheets  by  the  staff,  in  a  hearing  or 
conference  room  of  the  Federal  Power 
CommLssion,  825  North  Capitol  Street. 
N.E.,  Washington.  DC.  20426.  The  Pre- 
siding Administrative  Lav;  Judge  is  au- 
thorized to  establLsh  such  further  proce- 
dural dates  as  may  be  necessary  and  to 
rule  upon  all  motions  (except  motions  to 
consolidate,  sever,  or  dismiss*,  as  pro- 
vided for  in  the  rutes  of  practice  and 
procedure. 

<E)  Michigan  Wisconsin's  request  for 
waiver  of  Section  154.63(ei  i2i  lii'  of  the 
Commission's  Regulations  is  hereby 
granted  provided,  however,  that  Michi- 
gan Wisconsin  file  revised  tariff  sheets 
and  supplemental  cost  and  revenue  data 


(Ml  or  before  November  1,  1977,  which 
shall  reflect  the  exclusion  of  costs  as- 
sociated with  facilities  not  certificated 
and  placed  in  se;"vice  as  of  October  31. 
1977  and  which  shall  reflect  the  actual 
advance  payment  balance  in  Account  No 
166  as  of  October  31,  1977. 

(F»  The  Secretary  shall  cause  prompt 
publication  of  this  order  In  the  Federal 
Register. 

By  the  Commission. 

Kenntth  F.  Plcmb. 

Secretary. 

|FR  Doc  77-15800  Filed  6-2-77:8:45  ami 


MT.   CARMEL   PUBLIC   UTILm    CO. 

IDocket  No    KR77-2111 

Order  Accepting  Amended  Petition  to  In- 
tervene, Establishing  Additional  Proce- 
dures, Derrying  Motion  for  Reconsidera- 
tton 

Mat  27,  1977 
On  April  27.  1977,  the  Village  of  Allen- 
dale (Allendale t  submitted  for  filing  a 
document  entitled  "Amended  Petition  to 
IntervTne  of  the  'Village  of  Allendale,  Il- 
linois." In  that  document.  Allendale  al- 
leges that  there  is  a  price  squeeze  issue 
and  requests  that  the  Commission  Ini- 
tiate the  procedures  prescribed  in  Order 
No.  563.' 

More  specifically.  Allendale  states  that 
based  upon  preliminary  comparisons  of 
Mt.  Carmel's  present  and  proposed  rates 
for  service  to  its  retail  customers  with 
Mt  Carmel's  present  and  proposed 
wholesale  rates  for  service  to  Allendale, 
there  appears  to  be  a  7 "^  to  20^  differ- 
ential adverse  to  Allendale.  Allendale  also 
states  that  further  definition  of  the  price 
differential  and  Its  impact  on  Allendale's 
ability  to  compete  for  industrial  custom- 
ers will  not  be  possible  uniU  the  price 
squeeze  data  request  procedures  have 
been  established  by  the  Commission.- 

We  believe  that  Allendale's  allegation 
of  a  price  squeeze  Lssue  is  appropriate  to 
investigate  in  this  proceeding  imder  the 
policies  enunciated  in  Order  No.  563. 
Since  an  initial  conference  has  already 
been  scheduled  for  June  7.  1977.  by  the 
March  31st  suspension  order,  the  m- 
clusion  of  the  price  .squeeze  Issue  now  m 
this  proceeding  will  not  unduly  delay 
the  progress  of  the  hearing,  nor  prejudice 
any  party  to  the  proceeding.  Accordingly, 
Allendale's  amended  petition  should  be 
accepted  and  the  price  squeeze  issue 
should  proceed  in  accordance  with  the 


•  See.  Order  Prescribing  A  New  Section  216 
of  the  Commission's  General  Policy  and  In- 
terpretations and  Terminating  Rulemaking, 
Order  No.  563.  Docket  No  RM76-29,  Issued 
March  21,  1977. 

"  In  Order  No.  563,  we  provided  that,  inter 
alia,  "where  price  queeze  is  alleged,  the 
Commission  shall  In  the  order  grafting  Inter- 
vention, direct  the  Administrative  Law  Judge 
to  convene  a  prehearing  conference  within 
15  days  from  the  date  of  the  order  for  the 
purpose  of  hearing  Uitervenors'  request  for 
data  required  to  present  their  case,  includ- 
ing prima  facie  showing,  on  price  squeeze 
issues." 
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procedures  established  In  Order  No.  563 
commencing  with  the  prehearing  con- 
ference on  June  7,  1977. 

On  April  28.  1977.  Allendale  filed  a 
petition  for  rehearmg  of  the  order  of 
March  31.  1977.'  In  its  motion  for  re- 
consideration. Allendale  states  that  the 
Commission's  finding,  that  Mt.  Carmel's 
I  Company)  filing  is  substantially  in 
compliance  with  its  regulations,  is 
patently  erroneous  and  should  be  re- 
versed on  rehearing.  Therefore,  accord- 
ing to  Allendale,  the  Company's  filing 
for  a  propo.'^ed  rate  increase  should  be 
rejected  or.  in  the  alternative,  suspended 
for  5  months. 

Allendale's  primary  argument  is  that 
the  Company  in  its  filing  projected  an 
estimated  increase  of  $47,441.38  which 
was  based  on  an  unreasonable  5^^  load 
growth  projection.  According  to  Allen- 
dale, the  5  percent  load  growth  projec- 
tion '  has  the  effect  of  c.xemptmg  the 
Company  from  filing  a  complete  cost  of 
sei-vice.  since  the  filing  requirements  for 
rate  increases  of  less  than  S50.000  are  not 
as  stringent  as  tlie  filing  requirements 
for  rate  increases  of  850,000  or  more  isee. 
Section  35.13<b)  <4> 'ii' > .  In  comparing 
the  Company's  Form  1  Reports  of  1974 
and  of  1975,  the  load  growth  energj- 
sales  to  Allendale  indicate  an  increase  of 
10  38":  .  Allendale  will  have  us  use  the 
1038'"r  to  test  the  increase,  which,  if 
used,  will  result  in  an  increa.'ie  of  slightly 
more  than  $50,000.  However,  in  compar- 
ing tiie  load  growth  variances  of  recent 
years  beginnmg  with  the  Company's  1972 
Form  1  Report,  the  following  load  growth 
results  are  reflected : 


consideration,  require  any  modification 
or  amendment  of  that  order.  Accord- 
ingly. Allendale's  motion  for  reconsider- 
ation should  be  denied. 

The  Commission  finds:  (1)  Good  cause 
exists  to  grant  Allendale's  request  to  file 
an  amended  petition  to  intervene  and  to 
establish  additional  procedures. 

i2i  Good  cause  exists  to  deny  Allen- 
dale's motion  for  reconsideration  of  the 
suspension  order  of  March  31,  1977. 

The  Commission  orders:  (A>  Allen- 
dale's amended  petition  to  intervene  is 
hereby  accepted  for  filing  and  the  par- 
ticipation by  Allendale  shall  be  limited  to 
matters  affecting  asserted  rights  and  in- 
terests as  set  forth  in  the  petition  to 
intervene  and  the  amended  petition  to 
intervene, 

I B I  The  Administrative  Law  Judge  at 
the  June  7th  initial  conference  shall  hear 
Allendale's  request  for  price  squeeze  data 
and  establish  such  other  procedures  for 
hearing  the  price  squeeze  issue  in  con- 
formity with  the  procedures  set  forth  in 
Order  No.  5.63. 

*Ci  The  petition  for  rehearing  filed 
by  Allendale  on  April  28.  1977,  treated 
as  a  motion  for  reconsideration  of  the 
suspension  order  of  March  31,  1977  is 
hereby  denied. 

iD>  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

I FR  Doc .77- 1 5799  Filed  6-2-77;8:45  &m| 
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to  Allendale  in 
kilowatt  hours 


1972.  .... 

l.WL.'iOO 

1973 

1,726.,W0 

315.  (WO 

22.32 

1974 

1,747,500 

21,000 

1.-22 

1975 

1.929,000 

181.500 

10.38 

1976 

2,049,600 

120. 600 

fi.25 

Based  on  those  erratic  load  growth 
statistics,  we  are  unable  to  say  that  the 
Company's  load  p.rowth  projection  is  un- 
reasonable, especially  in  light  of  the  most 
recent  6.2 ^f  load  growth  of  energy  sales 
to  Allendale  experienced  by  the  Company 
from  1975  to  1976 

The  remaining  arguments  advanced  by 
Allendale  in  its  motion  for  reconsidera- 
tion present  no  new  facts  or  legal  prece- 
dent that  were  not  considered  by  the 
Commission  when  it  issued  its  suspension 
order  of  March  31.  1977,  or.  uswn  i^resent 


'  Rehearing  of  an  interlocutory  order  such 
as  the  March  31st  suspension  order  is  not 
permitted  under  ovir  Rules  of  Practice  and 
Procedure  and  the  Federal  Power  Act.  .\c- 
cordlngly,  we  wUl  treat  the  petition  for  re- 
hearing as  a  motion  for  reconsideration. 

'  In  support  of  its  supplemental  motion  to 
reject  nied  on  March  16.  1977,  .Allendale 
states  that  the  Company  s  load  growth  pro- 
jection of  S'^o  Is  not  accurate  when  the 
variance  between  1974  Form  1  Report  (An- 
nual Report  to  th»  Oonamisslon )  figures  and 
1975  Form  1  Report  flgurea  Indicates  a 
10.3«~  load  growth  of  total  energy  sales  to 
.Allendale. 


[Docket  No.  RP77-57| 
NATIONAL   FUEL   GAS   SUPPLY   CORP. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  initiating  Hear- 
ing, and  Establishing  Procedures 

May  27, 1977. 

On  April  29.  1977,  National  Fuel  Gas 
Supply  Corporation  (National  Fuel) 
tendered  for  filing  proposed  tariff 
sheets  '  which  would  increase  its  juris- 
dictional revenues  by  approximately 
$5,449,000  annually.  For  the  reasons 
stated  below,  the  Commission  shall  ac- 
cept the  proposed  rates  for  filing,  sus- 
pend their  operation  for  five  months, 
and  set  the  matter  for  hearing. 

National  Fuel  states  that  the  proposed 
higher  rates  are  necessary  because  of 
lower  jurisdictional  sales  volumes  and 
increases  in  costs,  including  higher  op- 
erating expenses  and  a  claimed  increase 
in  the  cost  of  capital.  In  addition.  Na- 
tional Fuel  proposes  to  cost  its  own  pro- 
duction for  new  leases  and  for  new  wells 
on  old  leases  on  a  cost-of-service  basis, 
rather  than  on  national  or  area  rates. 

Public  notice  of  Nationcil  Fuel's  appli- 
cation was  issued  on  May  5,  1977,  with 


comments,  protests,  or  petitions  to  inter- 
vene due  on  or  before  May  25,  1977. 

Upon  review  of  National  Fuel's  appli- 
cation, the  Commission  finds  that  the 
proposed  rate  increase  has  not  been 
shown  to  be  just  and  reasonable,  and 
may  be  unjust,  unreasonable,  unduly  dis- 
criminatory or  preferential,  or  otherwise 
unlawful.  Accordingly,  the  Commission 
shall  accept  the  proposed  increased  rates 
for  filing  and  suspend  their  operation  for 
five  months  at  which  time  they  shall  be 
permitted  to  become  effective,  subject  to 
refund. 

The  Commission  orders :  (A)  Pursuant 
to  the  authority  of  the  Natural  Gas  Act. 
particularly  Sections  4,  5.  8.  and  15  there- 
of, and  the  Commission's  rules  and  reg- 
ulations, a  public  hearing  shall  be  held, 
concerning  the  increased  rates  proposed 
herein  by  National  Fuel. 

*B>  Pending  hearing  and  decision.  Na- 
tional Fuel's  proposed  increased  rates  are 
accepted  for  filing  and  suspended  for 
five  months,  or  until  November  1.  1977, 
when  they  shall  be  permitted  to  become 
effective,  subject  to  refund,  upon  mo- 
tion filed  by  National  Fuel  in  accord- 
ance with  the  provisions  of  the  Natural 
Gas  Act. 

(C>  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  September  1.  1977. 

<D)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
1 18  CFR  3.5<d»  I,  shall  convene  a  settle- 
ment conference  in  this  proceeding  to 
be  held  within  10  days  after  the  service 
to  top  sheets  by  the  staff,  in  a  hearing 
or  conference  room  of  the  Federal  Power 
Commission.  825  North  Capitol  Street. 
N.E..  "Washington.  D.C.  20426.  The 
Presiding  Administrative  Law  Judge  is 
authorized  to  establish  such  further 
procedural  dates  as  may  be  necessary 
and  to  rule  upon  all  motions  'except 
motions  to  consolidate,  sever,  or  dis- 
miss) ,  as  provided  for  in  the  rules  of 
practice  and  procedure. 

(E>  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

jPR  Doc  77-15797  Piled  6-2-77:8:45  a.m.] 


■  The  proposed  tariff  sheets  are :  Thir- 
teenth Revised  Sheet  No.  4:  Fourth  Revised 
Sheet  No  35;  and.  Fourth  Revised  Sheet  No. 
86  to  National  Fuel's  FPC  Oas  Tariff.  Origi- 
nal Volume  No.  1. 


(Docket  No  RP77-961 

NATURAL  GAS   PIPEi-INE   COMPANY 
OF   AMERICA 

Notice  of  Motion 

May  26,  1977. 

Take  notice  that  on  May  19.  1977. 
Natural  Gas  Pipeline  Company  of  Amer- 
ica, 122  South  Michigan  Avenue,  Chi- 
cago. Illinois  60603  (Natural)  filed  in 
Docket  No.  RP77-96  a  Motion  to  termi- 
nate certain  proceedings  involving  three 
purchase  gas  cost  adjustment  tPGA)  in- 
creases filed  with  the  Commission  by 
Natural  and  to  discharge  Natural  from 
any  refund  obligations  imposed  thereby. 
The  three  filings  w'ere  each  suspended  for 
one  day  and  the  portions  of  each  Increase 
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reflecting  increased  costs  associated  with 
emergency  purchases  in  excess  ot  the 
uniform  national  rate  have  been  col- 
lected by  Natural  subject  to  refund. 

The  foUowing  are  the  three  subject 
PGA  proceedings: 

1.  Docket  No.  RP71-125  and  RP74-96  (POA 
75-10).  filed  on  4-16-75  (as  amended  on 
4-21-751. 

2.  Docket  No.  RP71-125  (PGA  76-3),  filed 
on  10-16-75  as  amended  on  1 1-19-75) . 

3.  Docket  No.  RP71-125  and  RP75-108 
(PGA  76-6).  filed  on  5-15-76. 

Natural's  motion  states  that  tlie  rates 
paid  by  Natural  for  the  emergency  pur- 
chases at  issue  in  the  three  proceedings 
were  those  "which  a  reasonably  prudent 
pipeline  purchaser  would  pay  for  gas 
under  the  same  or  similar  circum- 
stances." 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
Motion,  on  or  before  June  10,  1977  should 
file  with  the  Federal  Power  Commission. 
■Washington,  D.C.  20426,  a  petition  to  In- 
tervene or  a  protest  In  accordance  with 
the  requirements  of  tiie  Commission's 
Rules  of  Practice  and  Procedure  (18  CFR 
1.8  or  1.10).  All  protests  filed  with  the 
Commission  will  be  considered  by  It  in 
determining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  the  pro- 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeeding,  or  to  participate  as  a  party 
In  any  hearing  therein,  must  file  a  peti- 
tion to  interv«ie  in  accordance  with  the 
Commission's  Rules.  Copies  of  this  filing 
are  on  file  with  the  Commission  and 
available  for  public  inspection. 

Kenneth  F.  Plumb. 
Secretary. 

[FR  Doc.77-15793  Piled  6-2-77:8:46  ami 


[Docket  No.  RP77-561 

NORTHERN   NATURAL  GAS  CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  Initiating  Hear- 
ing, and  Establishing  Procedures 

May  27,  1977. 
On  April  21.  1977.  Northern  Natural 
Gas  Company  (Northern)  tendered  for 
filing  in  the  above  docket  proposed 
changes  to  its  FPC  Gas  Tariff  '  which 
would  increase  its  revenues  for  jurrsdic- 
tional  natural  gas  sales  and  services  by 
approximately  $109  million  annually 
based  on  costs  and  sales  volumes  for  the 
12  months  ended  December  31,  1976  as 
adjusted.  Northern  requests  the  proposed 
Increase  be  permitted  to  become  effective 
May  27,  1977.  For  the  reasons  stated 
below  the  Commission  shall  accept  the 
proposed  rate  increase  for  filing,  suspend 
It  for  five  months,  and  set  tlie  matter  for 
hearing. 


'  Thirteenth  Revised  Sheet  No  4a:  Ninth 
Revised  Sheet  No.  4b:  Third  Revised  Sheet  No 
17:  Fourth  Revised  Sheet  Nos.  18.  19  and  27f; 
FU'th  Revised  Sheet  Nos.  23,  27;  First  RevLsea 
Sheet  Nos.  27d.  27i.  29c,  35.  44.  58.  66.  67.  68. 
69.  70,  71  and  72;  Original  Sheet  No.  58a. 
Second  Revised  Sheet  No.  65,  of  Third  Revised 
Volume  No.  1,  and  Fourteenth  Revised  Sheet 
No  ic  of  Original  Volume  No.  2. 


Public  notice  of  Nortlierns  filing  was 
issued  April  28,  1977.  providmg  for  pro- 
tests or  petitions  to  intervene  to  be  filed 
on  or  before  May  19,  1977. 

Nortiiern  states  the  principal  reasons 
Its  proposed  rate  increase  are :  >  1 )  In- 
creased costs  of  obtaining  new  gas  tup- 
plies;  (2)  Increased  costs  in  developing 
additional  storage  capacity:  (3i  De- 
creased sales  volumes  of  approximately 
12  percent;  (4)  Increased  revenues 
needed  to  provide  a  rate  of  return  of 
11.125  percent;  (5'  Increased  annual  de- 
preciation provision  as  a  result  of  a  pro- 
posed change  from  the  traditional 
straight-line  composite  rate  to  the  unit- 
of -production  method:  i6)  Increased  in- 
come taxes  due  to  the  loss  of  tax  depre- 
ciation on  older  plant  additions;  and  (7i 
Increased  operating  expenses  such  as 
labor,  materials  and  supphes,  property 
and  payroll  taxes. 

Based  upon  a  review  of  Northern's  fil- 
ing herem.  the  Commission  finds  that  the 
proposed  higher  rates  have  not  been 
shown  to  be  just  and  reasonable  and 
may  be  unjust,  unreascmable,  unduly 
discriminatory  or  otherwise  unlawful 
Accordingly,  the  Commission  shall  ac- 
cept Northern's  proposed  rate  increase 
for  filing,  suspend  its  use  for  five 
months  or  until  October  27,  1977,  when 
it  shall  be  permitted  to  become  effective, 
subject  to  refund,  and  shall  set  the 
matter  for   hearing. 

Northern  Natural  has  included  in  its 
claimed  rate  base  approximately  $67  mil- 
lion of  imcompleted  construction  ex- 
penditures. Northern  Natural  shall  be 
required  to  file  revised  rates  and  sup- 
porting materials  reflecting  the  elimina- 
tion of  costs  associated  with  constuc- 
tion  which  remains  Incomplete  as  of  the 
October  27,  1977,  effective  date  of  the 
rates  in  this  docket 

The  Commission  finds:  It  is  neces- 
sary and  proper  in  the  public  interest 
and  in  carrying  out  the  provisions  erf  the 
Natural  Gas  Act  that  the  Commission 
enter  upon  a  hearing  concerning  the 
lawfulness  of  the  increased  rates  and 
charges  proposed  by  Northern  Natural, 
and  that  the  same  be  accepted  for  fil- 
ing and  suspended  as  hereinafter  or- 
dered. 

The  Commission  orders:  i  A)  Pursuant 
to  the  authority  of  the  Natural  Gas  Act, 
particularly  sections  4.  5.  8.  and  15 
thereof,  and  the  Commission's  rules  and 
regulations,  a  public  hearing  shaJl  be 
held  concerning  the  lawfulness  of  the 
increased  rates  proposed  herein  by 
Northern  Natural. 

<B)  Pending  hearing  and  decision. 
Nortlieni  Natural's  proposed  rate  in- 
crease Ls  accepted  for  filing  and  sus- 
pended for  five  months,  or  untO  Octo- 
ber 27,  1977.  when  It  shall  be  permitted 
to  become  effective,  subject  to  refund, 
upon  motion  filed  by  Northern  Natural 
in  accordance  with  the  provisions  of 
the  Natural  Gas  Act. 

iC)  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  September  2.   1977. 

iDi  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
1 18  CFR  3  5'd'  I.  shall  convene  a  settle- 


ment conference  in  this  proceeding  to  be 
held  within  10  days  after  the  service  of 
top  sheets  by  the  staff,  in  a  hearing  or 
conference  room  of  the  Federal  Power 
Commis.sion.  825  North  Capitol  Street. 
N.E,  'Washington.  DC.  20426.  Tlie 
Presidmg  Administrative  Law  Judge  is 
authorized  to  esUblish  such  further  pro- 
cedural dates  as  may  l>e  pecessary  and 
to  rule  upon  aU  motions  (except  motions 
to  consolidate,  sever,  or  dismiss  > .  as  pro- 
vided for  in  the  rules  of  practice  and 
procedure. 

(El  Northern  Natural  shsdl  file  re- 
\-ised  tariff  sheets  on  or  before  Octo- 
ber 27,  1977.  reflecting  tlie  elimination  of 
costs  included  in  the  proposed  rates  as- 
sociated with  facilities  which  have  not 
been  completed  suid  placed  in  service 
by  October  27,  1977.  NortJiem  Natural 
shall  also  submit  supplemental  cost  and 
revenue  data  reflecting  the  elimination  of 
such  costs  from  its  cost  of  service 

(F)  The  Secretary  shall  cause  prompt 
pubhcation  of  this  order  in  the  Federal 
Register 

By  the  Commisison. 

Kenneth  F  PLtntB. 
Secretary. 

I  FR  Doc. 77-15790  Flle<l  6-3-77:8:46  am] 


[Docket  No.  EST7-37 ) 
NORTHWESTERN    PUBLIC   SERVICE   CO. 

Notice  of  Application 

May  27.  1977. 
Take  notice  that  on  May  10,  1977. 
NorUiwestem  Public  Service  Company 
(Applicant)  filed  an  applicaUon  seeking 
an  order  authorizing  the  issuance  of 
promissory  notes  to  evidence  short-term 
borrowings  as  needed  for  its  business 
from  time  to  time  during  the  period  be- 
ginning July  1,  1977.  and  ending  July  1. 
1978.  provided  that  the  aggregate  prin- 
cipal amount  of  such  notes  outstanding 
at  any  one  time  shall  not  exceed  $25.- 
000.000. 

AppUcant  is  inconx)rated  imder  the 
laws  of  the  State  of  Delaware  and  is 
qualified  to  do  business  as  a  foreign  cor- 
poration in  the  States  of  Iowa,  North 
Dakota  and  the  State  of  Nebraska.  The 
notes  proposed  to  be  Issued  pursuant  to 
the  application  will  be  short-term 
promissor>-  notes  which  wiU  be  issued  to 
commercial  banks  Such  notes  shall  bear 
interest  at  a  rate  not  to  exceed  '4  of  1 
percent  above  the  prime  commercial  rate 
of  the  lending  bank,  or  principal  lending 
bank,  as  it  is  in  effect  from  time  to  time 
during  tlie  terms  of  such  notes.  The  ini- 
tial term,  and  each  renewal  or  extended 
term,  of  the  notes  shall  not  exceed  SCO 
days  (altliough  successive  renewals  or 
extensions  may  occur). 

The  net  proceeds  from  the  notes  may 
be  used  in  part  to  refimd  existing  short- 
term  borrowmgs  which  amotmted  to 
$17,000,000  as  of  the  date  of  the  applica- 
tion. In  addition,  the  net  proceeds  from 
the  notes  wlU  be  used  In  part  to  provide 
funds  which,  with  other  funds  of  Appli- 
cant, will  be  lised  for  construction,  ex- 
tension and  Improvement  of  facihtles. 
Applicant's  construction  program  for  the 
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year  ending  December  31.  1977  is  esti- 
mated at  $22,478,000,  consisting  of  ap- 
proximately $14,956,000  for  electric  gen- 
erating facilities :  $3,068,000  for  electric 
transmi-ssion  Unes;  $742,000  for  major 
electric  substation:s;  $2,284,000  for  mis- 
cellaneous extensions  and  additions  to 
Applicants  existing  electrical  system; 
$737,000  for  miscellaneous  extensions  and 
additions  to  Applicant  s  natural  gas  dis- 
tribution systems;  and  $691,000  for  mis- 
cellaneous and  general  items. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  6. 
1977.  file  with  the  Federal  Power  Com- 
mission. Washmgton.  DC  20426  peti- 
tion^ to  intervene  or  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
missions  Rules  of  Practice  and  Proce- 
dure '18  CFR  18  or  1.10'.  All  protests 
filed  with  the  CommiSvSion  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  protestants  parties  to  the 
proceeding.  Persons  wishing  to  become 
parties  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
file  petitions  to  intervene  in  accordance 
with  the  Commission's  Rules.  The  appli- 
cation is  on  file  with  the  Commission  and 
is  available  for  public  inspection. 

Kenneth  F.  Ph;mb, 

Secretary. 

[PR  Doc  77-15802  Piled  6-2-77;8;45  am] 


1  Project  No.  2794] 

JACK  W.   PICKELL 

Application  for  Minor  License  for 
Constructed  Project 

May   26,   1977. 

Public  notice  is  hereby  given  that  ap- 
plication for  a  minor  license  for  a  con- 
structed project  was  filed  on  February 
25.  1977.  under  the  Federal  Power  Act  a6 
U.S.C.  §  791'a'-825(r'  i  by  Mr.  Jack  W. 
Pickell  'Correspondence  to:  Mr.  Jack  W. 
Pickell.  Box  1.  Warren.  Idalio  83671  >. 
The  project  is  located  on  Slaughter 
Creek  in  Idaho  County,  near  Warren. 
Idaho,  and  affects  lands  of  the  United 
States  in  the  Payette  National  Forest. 

The  project  works  consist  of  a  20-inch 
steel  pipe  diversion  structure;  approxi- 
mately 1  mile  of  power  ditch,  about  400 
feet  of  14-inch  and  12-inch  riveted  steel 
pipe  penstock:  a  frame  powerhouse  con- 
taining a  20 -kW  generator  driven  by  a 
Pelton  waterwheel  operating  under  113 
feet  of  head,  and  a  30-horsepower  semi- 
diesel  engine  as  a  standby  generator; 
about  0  20  mile  of  waste  ditch  and  0.60 
mile  of  220-volt  traiismission  line. 

The  power  generated  by  the  project  is 
used  by  the  applicant  in  his  residence 
and  business. 

Approval  of  the  application  would  en- 
able issuance  of  a  license  for  the  con- 
structed 20-kW  minor  project.  The  proj- 
ect was  previously  licensed  'Project  No. 
1771'.  but  has  been  administered  under 
Forest  Service  special  use  permits  since 
1963 

Any  person  desiring  to  be  heard  or  to 
make  protest  with  reference  to  said  ap- 


plication should,  on  or  before  August  8, 
1977.  file  with  the  Federal  Power  Com- 
mission, Washington,  DC.  20426,  peti- 
tions to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure .18  CFR  §  1.8  or  §  1.10).  All  pro- 
tests filed  with  the  Commission  will  be 
considered  by  it  in  determining  tlie  ap- 
propriate action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
a  proceeding.  Persons  wishing  to  become 
parties  to  a  proceeding  or  to  participate 
as  a  party  m  any  hearing  therein  must 
file  petitions  to  intervene  in  accordance 
with  the  Commission's  Rules.  The  appli- 
cation is  on  file  with  the  Commission  and 
available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc.77-15794  PUed  6-2-77:8:46  amj 


[Docket  No    ER77-1311 

PORTLANO  GENERAL  ELECTRIC  CO. 

Order  Accepting  Tariff  for  Filing,  Denying 
Request  for  Waiver,  and  Granting  Peti- 
tions to  Intervene 

May   26,    1977. 

On  January  3.  1977,  Portland  General 
Electric  Company  'Portland)  submitted 
for  filing  as  an  initial  rate  schedule  a 
proposed  tariff  providing  for  the  sale  of 
various  types  of  non-firm  energy  to  any 
electric  utility  contracting  for  such  serv- 
ice.' The  tariff  provides  that  the  avail- 
ability of  such  energy  will  be  determined 
solely  by  Portland  and  the  rate  of  energy 
sold  will  depend  upon  the  resource  from 
which  such  energy  is  generated.  The 
tariff  alternatively  provides  for  supply 
of  non-firm  energy  on  a  split-the-savlngs 
basis.  Portland  requested  waiver  of  the 
Commission's  notice  requirements  and 
an  effective  date  of  January  1,  1977. 

Public  notice  of  the  filing  was  issued  on 
January  12.  1977.  with  comments,  pro- 
tests, or  petitions  to  Intervene  due  on  or 
before  January  25,  1977.  By  letter  of 
January  27.  1977.  the  Commission  noti- 
fied Applicant  that  its  filing  was  deficient 
m  certain  respects. 

On  January  25,  1977.  petitions  to  inter- 
vene were  filed  by  the  Cities  of  Anaheim 
and  Riverside.  CaUfomia,  jointly,  and  by 
the  Northern  California  Power  Agency 
iNCPA'-  representing  11  municipal  and 
one  electric  cooperative  members.  The 
petitions  encompass  essentially  similar 
pleadings  and  will  be  described  as  one 
pleading.  Portland  filed  on  February  25, 
1977  an  Answer  to  the  intervention  peti- 
tions in  which  it  stated  inter  alia,  that 
the  involved  service  will  be  available  to 


'  Portland  is  a  member  of  seven  party  Re- 
vl.'sed  Intercompany  Pool  Agreement  (ICP-R) . 
Pursuant  to  Part  111(2)  of  that  agreement 
member  parties  agree  to  file  from  time  to 
time  with  the  Commission  various  service 
schedules  specifying  the  rates  and  conditions 
under  which  various  classifications  of  power 
and  energy  will  be  made  available  to  the 
member  Company.  Montana  Power  Company, 
Idaho  Power  Company  and  Ptiget  Sotind 
Power  &  Light  Company. 

•NCPA  Is  a  public  agency  of  the  State  of 
California^ 


any  utility  which  is  capable  of  taking 
Portland's  surplus  energy,  regardless  of 
whether  the  purchasing  utility  is  a  mem- 
ber of  the  ICP-R.  Portland  completed  its 
filing  by  submittal  of  additional  informa- 
tion in  a  letter  received  April  27,  1977. 

Each  of  the  petitioners  own  and  oper- 
ate electric  distribution  systems  for  elec- 
tric service  to  customers  within  their 
boundaries.  Petitioners  contend  that  the 
proposed  submittal  provides  no  assurance 
that  they  will  have  an  opportunity  to 
purchase  surplus  capacity  on  an  equal 
basis  with  other  privately  owned  electric 
utilities.  As  support  for  this  contention, 
they  cite  agreements  between  the  North- 
west Companies,  i.e.,  the  Northwest  Pool 
Companies,  parties  to  the  ICP-R  agree- 
ment previously  mentioned  'Portland's 
FPC  No.  27),  and  to  the  Seven  Party 
Agreement  'Portland's  FPC  No.  49 » ,  Peti- 
tioners allege  these  agreements  violate 
the  federal  antitrust  laws  and  have  been 
similarly  challenged  by  petitioners  in 
Docket  Nos.  E-7777  and  E-7796.  They  are 
further  concerned  that  Portland's  state- 
ment in  its  transmittal  of  the  filing  that 
its  purpose  is  to  implement  the  ICP-R 
provisions  governing  the  sale  of  surplus 
power  will  preclude  them  from  participa- 
tion in  surplus  energy  sales. 

As  relief,  petitioners  ask  that  Port- 
land and  the  other  signatories  to  the 
ICP-R  agreement  stipulate  that  surplus 
energy  will  be  offered  to  all  public  utili- 
ties in  California  on  an  equal  basis,  and 
that  the  Commission's  acceptance  of  the 
submittal  should  be  conditioned  upon 
Portland's  continuing  compliance  with 
such  stipulation.  If  the  Northwest  Pool 
Comimnies  are  not  willing  to  so  stipulate, 
petitioners  request  a  one  day  suspension, 
investigation,  consolidation  with  Docket 
Nos.  E-7777  and  E-7796.  and  permission 
to  intervene. 

In  its  February  23  Answer  Portland 
stated  that  consolidation  of  this  pro- 
ceeding with  Dockets  Nos.  E-7777  and 
E-7796  is  unwarranted  due  to  the  lack 
of  common  issues;  that  the  submittal  is 
not  subject  to  suspension  in  that  it  is  an 
initial  filing;  and  that  it  will  provide 
service  to  petitioners  if  they  are  capable 
of  receiving  such  service. 

Character  of  Rate  Filing. — Portland 
has  requested  that  the  Commission  treat 
the  proposed  tariff  as  an  initial  rate 
filing  subject  only  to  Section  206  of  tlie 
Federal  Power  Act.  The  Commission 
finds,  however,  that  inasmuch  as  Port- 
land has  been  .selling  electricity  to  mem- 
bers of  the  ICP-R  pool  and  the  proposed 
tarifif  concerns  non-firm  sales  to  mem- 
bers of  the  same  pool,  the  proposed  tariff 
should  be  considered  as  a  supplemental 
rate  filing  subject  to  the  suspension  and 
refund  provisions  of  Section  205  of  the 
Act. 

Petitions  to  Intervene. — Petitioners' 
primary  concern  is  an  assurance  that 
they  will  be  offered  surplus  energy  on 
terms  not  significantly  different  from 
those  offered  to  the  parties  to  the  ICP-R 
pool  agreement.  Petitioners'  concern  ap- 
pears not  to  be  warranted  by  the  facts. 
In  its  letter  of  February  23,  1977,  Port- 
land pointed  out  that  it  is  unaware  of 
any  means  by  which  petitioners  pres- 
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ently  can  take  the  Involved  surplus 
energj'.  but  that  it  would  sell  petitioners 
such  energy  under  the  proposed  tariff  if 
petitioners  arrange  for  transmission  and 
are  capable  of  receiving  the  service  of- 
fered. The  Commission  believes  that 
Portland  has  given  adequate  assurance 
that  petitioners  will  have  equal  access  to 
the  involved  service. 

In  light  of  the  above,  tiie  Oommission 
finds  that  petitioners  have  not  shown 
sufBcient  good  cause  to  consolidate  this 
proceeding  with  Docket  Nos.  E-7777  and 
E-7796.  However,  although  petitioners' 
expressed  concerns  about  their  ability  to 
participate  in  the  involved  service  have 
been  alleviated  by  Portlands  February 
23  letter,  the  petitioners  still  have  an 
Interest  in  this  proceeding  inasmuch  as 
they  may  purchase  electricity  under  the 
involved  tariff  in  the  future.  Therefore, 
the  Commission  finds  that  petitioners 
should  be  permitted  to  intervene  in  this 
proceeding. 

Acceptance  of  Filing.— The  Commis- 
sion notes  that  while  the  Uriff  filed  pro- 
vides the  framework  and  mechanism 
for  the  establishment  of  rates,  the  level 
of  charges  to  be  assessed  will  not  in 
many  cases  be  known  until  such  time  as 
individual  sales  for  non-firm  energy  are 
arranged.  In  the  sale  of  controllable 
hydro,  for  example,  the  rate  design 
methodology  and  rate  level  has  not  been 
prescribed  under  the  tariff  but  rather 
is  negotiable  and  may  be  based  on  one 
of  two  pricing  principles,  split-the-sav- 
ings  or  incremental  cost  of  production 
plus  a  portion  of  allocable  fixed  costs. 
Under  these  circumstances,  the  rate  to  be 
charged  can  f aU  anywhere  within  a  wide 
price  range  dependent  upon  the  outcome 
of  negotiations  between  buyer  and  seller. 
Thus,  the  rate  and  its  relationship  to 
cost  cannot  be  ascertained  at  this  time. 
Accordingly,  to  permit  Commission  ex- 
amination and  review  of  the  rates 
charged  we  shall  require  Portland  to 
file  a  service  agreement  within  30  days 
of  its  execution  covering  each  sale  un- 
der the  subject  tariff  accompanied  by 
appropriate  cost  support  and  all  other 
information  and  data  necessary  to  show- 
how  the  rate  was  derived. 

Portland's  submittal  should  be  accept- 
ed for  filing  and  become  effective  May  27. 
1977,  30  days  after  completion  of  this 
filing.  The  Commission's  review  of  the 
filing  indicates  that  good  cause  has  not 
been  shown  for  waiver  of  the  Commis- 
sion's notice  requirements. 

The  Commission  reserves  the  right  to 
suspend  and  make  subject  to  refund  such 
rates  as  may  be  fiJed  pursuant  to  the 
subject  tariff  pending  completion  of  any 
review  or  investigation  as  may  be 
ordered. 

The  Commission  finds :  <P  Portland's 
proposed  tariff  should  be  accepted  for 
filing  to  become  effective  May  27,  1977. 
( 2  >  Good  cause  does  not  exist  to  grant 
Portland's  request  for  waiver  of  the 
Commission's  notice  requirements,  so  as 
to  permit  a  retroactive  effective  date  of 
January  1,  1977. 


1 3)  Good  cause  does  not  exist  to  con- 
solidate this  proceedmg  with  Docket 
Nos.  E-7777  and  E-7796. 

( 4 1  The  participation  in  this  proceed- 
ing by  the  Cities  of  Anaheim  and  River- 
side. California,  jointly,  and  by  NCPA 
may  t>e  in  the  public  interest. 

The  Commission  orders:  lAi  Port- 
lands proposed  tariff  is  hereby  accepted 
for  filing  to  become  effective  May  27. 
1977,  30  days  after  completion  of   the 

filing 

1 B  >  This  accepUnce  for  filmg  does  not 
constitute  approval  of  any  service,  rate, 
charge  classification,  or  any  rule,  regu- 
lation, contract,  or  practice  affectmg 
such  rate  or  service  provided  for  in  the 
above-designated  rate  schedule:  nor 
shaU  such  aceptance  be  deemed  as  rec- 
ognition of  any  claimed  contractual 
right  or  obligation  affecting  or  relating 
to  such  service  or  rate;  and  such  accept- 
ance is  without  prejudice  to  any  ftndmgs 
or  orders  which  have  been  or  may  here- 
after be  made  by  the  Commission  in  any 
proceeding  now  pending  or  hereafter  in- 
stituted by  or  against  your  company 

(C)  Portlands  request  for  waiver  of 
the  Commission's  notice  requirement  is 
hereby  denied. 

(D)  Portland  shall  file  a  service  agree- 
ment within  30  days  of  its  execution 
covering  each  sale  under  the  subject 
tariff  accompanied  by  appropriate  cost 
support  and  all  other  mformation  and 
data  necessary  to  show  how  the  rate  was 
derived.  Portland  shall  also  mail  to  each 
Intervenor  in  tliis  proceeding  a  copy  of 
such  service  agreement  on  the  date  it  is 
sent  to  this  Commission  for  filing. 

'  E'  The  Commission  reserves  the  right 
to  suspend  and  make  subject  to  refund 
such  rates  as  may  be  filed  pursuant  to 
the  subject  tariff  pending  completion  of 
any  review  or  investigation  as  may  be 
ordered. 

<  F )  The  Cities  of  Anaheim  and  River- 
side. California,  jointly,  and  the  North- 
em  California  Power  Agency,  are  per- 
mitted to  intervene,  subject  to  the 
Commission's  Rules  and  Regulations; 
Provided,  however.  That  such  mterven- 
tion  is  limited  to  the  Issues  set  forth  in 
the  petitions  to  intervene;  and  Provided, 
further.  That  the  admission  of  the  inter- 
venors  shall  not  be  construed  as  recogni- 
tion by  the  Commission  that  they  might 
be  aggrieved  because  of  any  Commission 
order  entered  in  this  proceeding. 

iG'  Intervenors'  request  to  consoli- 
date this  proceeding  with  Docket  Nos 
E-7777  and  E-7796  is  hereby  denied. 

'H)  This  acceptance  for  filing  termi- 
nates Docket  No.  ER77-131 

(I»  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register  and  shall  serve  a 
copy  thereof  upon  the  wholesale  cus- 
tomers of  Portland. 

By  the  Commission 

Kinneth  P  Plumb. 

Secretary. 

[PR  DOC.77-1B796  Piled  ft-2-T7;8:46  MS] 


1  Docket  No    CP77-4001 

SEA  ROBIN   PIPEUNE  CO. 

Notice  of  Application 

May  26,  1977. 
Take  notice  that  on  May  20.  1977,  Bea 
Robin   Pipeline  Company    (Sea   Robin) 
filed   an   application   for   certificate   of 
public    convenience    and    necessity    in 
EkKket  No.  CP77-400,  piu^uant  to  Sec- 
tion 7  of  the  Natural  Gas  Act  requesting 
autliorlzation  to  purcliase  offshore  facili- 
ties   presently    owned    by    Texaco,    Inc 
I  Texaco  ■ .  Sea  Robin  states  that  it  pro- 
poses to  purchase  a  portion  of  Texaco's 
interest  in  certain  facilities  at  Blocks  196 
and   339.   Eugene   Lsland   Area,   offshore 
Louisiana,   which    have  been   previously 
used  for  oil  operations.  Sea  Robin  further 
states  tliat  the  proposed  purchase  and 
operation  of  such  facilities  is  necessary 
to  the  dedication  and  purchase  of  gas  by 
Sea  Robin  in  Block  339.  Eugene  Island 
Area,  offshore  Louisiana,  and  will  con- 
sequently benefit  its  two  principal  cus- 
tomers. United  Gas  Pipe  Une  Company 
and    Southern    Natural    Gas    Company 
The  depreciated  cost  of  these  facilities  is 
estimated  to  be  $1,795,313.  all  as  more 
fully  set  forth  in  the  application  which 
is  on  file  with  the  Commission  and  open 
to  pubhc  inspection. 

.Ajiy  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  15,  1977 
should  file  with  the  Federal  Power  Com- 
mission. ■V^'ashington,  DC   20426.  a  peti- 
tion to  mtervene  or  a  protest  :n  accord- 
ance with  the  requirements  of  the  Com- 
missions  Rules  of  Practice  and  Proce- 
dure  '18  CFR  18  or  1.10'     All  protests 
filed  with  the  Commission  will  be  consid- 
ered by  it  m  determining  tlie  appropri- 
ate action  to  be  taken,  but  will  not  ser\e 
to  make  the  protestant.s  parties  to  the 
proceeding.  Any  person  wishing  to  be- 
come a  party  to  a  proceeding,  or  to  par- 
ticipate as  a  party  m  any  hearing  there- 
in, must  file  a  petition  to  intervene  in 
accordance  with  the  Commission's  Rules 
Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections  7 
and  15  of  the  Natural  Ga.s  Act  and  the 
Commission  s  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  apphcation  if  no  petition  to  inter- 
vene i.?   filed   unthin   the   time   required 
herein,   if   the  Commission   on   its   own 
re\-iew  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  tlie  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  inter\-ene  is  timely  filed,  or 
if  the  Commission  on  it^  own  motion  be- 
heves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given 

Under  the  procedure  herein  provided 
for.  unless  othen^-ise  advised.  It  will  be 
unnecessary  for  Apphcant  to  appear  or  be 
represented  at  the  hearing. 

Kknketh  F    Plumb, 

Secretary. 

jFR  Doc  77-16791  PUed  ft-2-77;8 :«  ami 
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IDorV.et   Mo    rP77  395] 

SEA   ROBIN   PIPELINE   CO. 

Notice  of  Application 

May  27,  1977. 

Take  notice  that  on  May  18.  1977.  Sea 
Robin  Pipeline  Company  <Sea  Robin  i 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  in 
Docket  No.  CP77-395  pursuant  to  Section 
7<c>  of  the  Natural  Gas  Act.  as  amended, 
requesting  authorization  to  acquire, 
through  assignment  of  lease,  a  60%  pro- 
portionate interest  in  all  rights  and  in- 
terests in  eight  single  stage  compressor 
units  and  all  related  auxiliarj-  equipment 
presently  installed  and  operating  in 
Block  270,  East  Cameron  Area,  offshore 
Louisiana.  Furthermore.  Sea  Robin  re- 
quests permission  to  reimburse  the  Oper- 
ator of  the  subject  block.  Pennzoil  Pro- 
ducing Company  ( Pennzoil  >  for  a  60 '"r 
proportionate  share  'directly  attribut- 
able to  Sea  Robin's  purchasing  601^  of 
the  gas  available  in  Block  270 1  of  all  ex- 
penses incurred  to  date  in  the  trans- 
portation, installation,  operation,  main- 
tenance and  rental  of  such  compressors. 
Sea  Robin  states  that  in  order  to  in- 
crease the  production  of  natural  gas 
from  Block  270  and  to  recover  additional 
volumes  of  gas  from  tlie  block  which 
would  be  lost  witliout  such  compression. 
Sea  Robin  elected  under  its  collective 
Block  270  gas  purchase  agreements  to 
have  the  block  Operator  install  the  com- 
pressors and  auxiliary  equipment  which 
are  the  subject  of  this  application.  Sig- 
nificantly, such  compres.sion  will  make 
approximately  34.6  Bcf  of  gas  available 
to  Sea  Robin,  all  as  more  fully  described 
in  the  application  which  is  on  file  with 
the  Commission  and  open  to  public 
inspection. 

Any  person  desiruig  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  applicauon.  on  or  before  June  15, 
1977.  should  file  with  Uie  Federal  Power 
CommLssion,  Washington.  D.C.,  20426,  a 
petition  to  intervene  or  a  protest  in  ac- 
cordance with  Che  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure I  18  CFR  1.8  or  1.10'  ,  All  protests 
filed  witii  the  CommLssion  will  be  con- 
sidered by  It  in  determining  tlie  appro- 
priate siction  to  be  taken,  but  will  not 
serve  to  make  Uie  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  in  any  hearing 
therein,  must  flle  a  petition  to  Intervene 
m  accordance  with  the  Commissions 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  ani  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  und  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  tf  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  CommLssion  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certtflcate  Is  required  by  the  pub- 


lic convenience  and  necessity.  If  a  peti- 
tion for  leave  to  intervene  is  timely  fUed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  w-ill  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

( FR  DOC ,77   1 5786  Filed  6-2-77:8: 45  am  ] 


I  Project  No.  2780] 
SOLANO   IRRiaATiON    DISTRICT 
Application  for  Preliminary  Permit 

May  27,  1977. 

Public  notice  is  hereby  given  that  an 
application  for  a  preliminary  permit  has 
been  filed  under  the  Federal  Power  Act 
as  use.  !S§  79Ua)-825<r))  by  the  So- 
lano Irrigation  District,  California  (cor- 
respondence to:  Mr.  Brice  Bledsoe,  Sec- 
retary Manager.  Solano  IiTigation  Dis- 
trict. 508  Elmira  Road.  Vacaville.  Cali- 
fornia 95688.  and  Paul  R.  Minasian.  Esq., 
Minasian,  Minasian,  Minasian,  Spruance 
and  Baber.  Attorneys-at-Law,  P.O.  Box 
1678.  Oroville,  California  95965)  for  pro- 
posed Project  2780.  to  be  known  as  Mon- 
ticello  Power  Plant.  The  proposed  project 
would  be  located  on  Putah  Creek  at  the 
U.S.  Bureau  of  Reclamation's  existing 
Monticello  Dam  in  Napa.  Yolo  and  So- 
lano Counties.  California.  The  proposed 
project  may  affect  lands  of  the  United 
States  located  within  the  Clear  Lake- 
Cow  Mountain  area  under  the  adminis- 
tration of  the  Bureau  of  Land  Manage- 
ment. 

According  to  the  application,  the  pro- 
posed Monticello  Power  Plant  would  con- 
sist of:  A  single  Francis  turbine  utilizing 
one  of  two  existing  penstocks  installed  in 
the  dam  for  the  passage  of  water,  a  gen- 
erator with  a  capacity  of  16.000  kilowatts, 
a  powerhouse,  a  switchyard,  a  transmis- 
sion line  approximately  I4  mile  in  length 
connecting  to  an  existing  transmission 
line,  and  appurtenant  facilities. 

Tlie  power  developed  by  the  project 
would  be  used  by  the  apphcant  for  its 
current  and  future  operational  needs  and 
by  other  member  units  of  the  Solano 
County  Flood  Control  and  Water  Conser- 
vation District.  Any  remaining  power 
would  be  sold  to  other  public  agencies 
and  public  utilities. 

A  competing  application  for  prelimi- 
nary permit  'FPC  Project  No.  2783)  for 
Monticello  Powerplant  was  filed  on  No- 
vember 24.  1976.  by  the  State  of  Califor- 
nia Department  of  Water  Resources. 

A  preliminary  permit  does  not  author- 
ize construction.  A  permit,  if  issued,  gives 
the  permittee,  during  the  term  of  the 
permit,  the  right  of  priority  of  applica- 
tion for  license  while  permittee  jindcr- 
takes  the  necessary  studies  and' exami- 
nations to  determine  the  engineering  and 
economic  feasibility  of  the  proposed 
project,  market  for  the  power,  and  all 


other  necessary  information  for  inclu- 
sion in  an  application  for  license. 

Any  person  desiring  to  be  heard  or  to 
make  protest  with  reference  to  said  ap- 
plication should  on  or  before  August  8, 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington.  DC.  ?0426.  peti- 
tions to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  'ind  Proce- 
dure (18  CFR  1.8  or  I.IOV  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken  but  will  not 
serve  to  make  the  prote.-^tants  parties  to  a 
proceeding.  Persons  wishing  to  become 
parties  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
file  petitions  to  intervene  in  accordance 
with  the  CommLssion's  Rules.  The  appli- 
cation is  on  file  with  the  Commission  and 
available  for  public  inspection. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  conferred 
upon  the  Federal  Power  Commission  by 
Sections  308  and  309  of  the  Federal 
Power  Act  (16  U.S. C.  825g,  825hi  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, specifically  Section  1.32<b'>  '18 
CFR  1.32(b^\  '1976),  a  hearing  may  be 
held  without  further  notice  before  the 
Commission  on  its  application  if  no  issue 
of  substance  is  raised  by  any  request  to 
be  heard,  protest  or  petition  filed  subse- 
quent to  this  notice  w  thin  the  time  re- 
quired herein  and  if  the  applicant  or  ini- 
tial pleader  requests  that  the  shortened 
procedure  of  Section  1.32fb)  be  used. 

Under  the  shortened  procedure  herein 
provided  for,  unless  otherwise  advised.  It 
will  not  be  necessary  for  applicant  or 
initial  pleader  to  appear  or  be  repre- 
sented at  the  hearing  before  the  Com- 
mission. 

Kenneth  F.  Plume, 

Secretary. 

|FR  Doc. 77-15787  PUed  6-2-77:8:45  am) 


(Docket  No.  RPT7-591 

SOUTH   TEXAS   NATURAL   GAS 
GATHERING   CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  Initiating  Hear- 
ing, and  Establishing  Procedures 

May  27,  1977. 
On  April  29,  1977,  South  Texas  Natural 
Gas  Gathering  Company  (South  Texas) 
tendered  for  filmg  Supplement  No.  18  to 
its  PPC  Gas  Rate  Schedule  No.  1  which 
provides  for  an  increase  in  rates  to 
Natural  Gas  Pijjeline  Company  of 
America  (Natural)  from  44.25  cents  per 
Mcf  to  58.29  cents  per  Mcf .  and  Supple- 
ment No.  81  to  its  FPC  Gas  Rate  Sched- 
ule No.  2  which  provides  an  increase  in 
rates  to  Transcontinental  Gas  Pipe  Line 
Company  (Transco)  from  62.93  cents  per 
Mcf  to  76.24  centfi  per  Mcf.  The  proposed 
rates  would  increase  the  annual  revenues 
of  South  Texas  by  82,746,857.  For  the 
reasons  stated  below,  the  Commission 
shall  accept  the  proposed  rates  for  filing, 
suspend  their  operation  for  five  months, 
and  set  the  matter  for  hearing. 
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South  Texas  purchases,  gathers  and 
transports  gas  for  sale  and  delivery  to 
Natural  and  Transco.  Sales  by  South 
Texas  are  made  under  producer-type 
contracts  which  are  filed  as  special  rate 
schedules  under  5  154.52  of  the  Com- 
missions Regulations,  rather  than  under 
the  typical  pipeline  tariff  filing  require- 
ments. South  Texas  states  the  proposed 
higher  rates  are  necessar>'  because  of 
lower  jurisdictional  sales  levels  and  in- 
creases in  costs,  including  higher 
operating  expenses  and  claimed  increases 
in  the  cost  of  capital  and  rate  of 
depreciation. 

Public  notice  of  South  Texas'  applica- 
tion was  issued  on  May  10.  1977,  with 
protests,  or  petitions  to  intervene  to  be 
filed  on  or  before  May  25,  1977. 

Upon  review  of  South  Texas'  applica- 
tion, the  Commission  finds  that  the 
proposed  rate  increase  has  not  been 
shown  to  be  just  and  reasonable,  and 
may  be  unjust,  unreasonable,  unduly 
discriminatory  or  preferential,  or  other- 
wise unlawful  Accordingly,  the  Com- 
mission shall  accept  the  proposed 
increased  rates  for  filing  and  suspend 
their  operation  for  five  months  at  which 
time  they  shall  be  permitted  to  become 
effective,  subject  to  refund. 

The  Commission  orders  .■  <  A  '  Pursuant 
to  the  authority  of  the  Natural  Gas  Act, 
particularly  Sections  4.  5,  8.  9  and  15 
thereof,  and  the  Commission's  rules  and 
regulations,  a  public  hearing  shall  be 
held,  concerning  the  increased  rates 
proposed  herein  by  South  Texas. 

(B)  Pending  hearing  and  decision. 
South  Texas'  proposed  increased  rates 
are  accepted  for  filing  and  suspended  for 
five  months,  or  until  November  1.  1977, 
when  they  shaU  be  permitted  to  become 
effective,  subject  to  refund,  upon  motion 
filed  by  South  Texas  in  accordance  with 
the  provisions  of  the  Natural  Gas  Act. 

(C)  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  September  1,  1977. 

(D)  A  Presiding  Administrative  Law- 
Judge  to  be  designated  by  the  Chief 
Administrative  Law  Judge  for  that  pur- 
pose 1 18  CFR  3.5(d)).  shall  convene  a 
settlement  conference  in  this  proceed- 
ing to  be  held  within  10  days  after  the 
service  to  top  sheets  by  the  staff,  in  a 
hearing  or  conference  rown  of  the  Fed- 
eral Power  Commission,  825  North 
Capitol  Street,  N.E..  Washington.  D.C. 
20426.  The  Presiding  Administrative  Law- 
Judge  is  authorized  to  establish  such 
further  procedural  dates  as  may  be 
necessary  and  to  rule  upon  all  motions 
(except  motions  to  consolidate,  sever,  or 
dismiss  I ,  as  provided  for  in  the  rules  of 
practice  and  procedure. 

(E)  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F.  Plvmb. 
Secretary. 

It-R  Doc.77-15784  Filed  8-3-77:8:46  am] 
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TENNESSEE   GAS   PIPELINE   COMPANY, 
A   DIVISION    OF  TENNECO,    INC. 

Order  Accepting  for  Filing,  Suspending 
Proposed  Rate  Increase,  Initiating  Hear- 
ing and  Establishing  Procedures 

May  27.  1977. 
An  April  29.  1977.  Tennessee  Gas  Pipe- 
Une  Company,  a  Division  of  Tenneco, 
Inc.  (Tennessee!  tendered  for  filing  in 
the  captioned  docket  proposed  chan.ces 
to  its  FPC  Gas  Tariff  which  -would  in- 
crease its  jurisdictional  rales  by  approx- 
imately $41.5  million  annually  based  on 
costs  and  sales  volumes  for  the  12 
months  ended  Januar>-  31,  1977.  a^^  ad- 
justed for  known  and  measurable 
changes  through  October  31.  1977  Ten- 
nessee requests  the  proposed  increase  be 
permitted  to  become  effective  on  June  1. 
1077.  For  the  reasons  stated  below,  the 
Commission  shall  accept  the  proposed 
rate  increase  for  filing,  suspend  it  for 
five  months,  and  set  the  matter  for 
hearing. 

Public  notice  of  Tennessee's  filing  was 
issued  on  May-  6.  1977.  providing  for  pro- 
tests or  petitions  to  intervene  to  be  filed 
on  or  before  May  25.  1977. 

Tennessee  states  the  principal  reasons 
for  its  proposed  rate  increase  are  a  13 
percent  decline  in  sales  volumes,  in- 
creased gas  plant  investment,  increased 
taxes,  increased  costs  of  operation  and 
maintenance  and  the  amortization  of  a 
claimed  deficiency  in  Account  No.  282. 
Deferred  Income  Taxes,  relating  to  flow- 
through  of  liberalized  depreciation  dur- 
ing prior  periods.  Tennessee  claims  a 
rate  of  return  of  11  67  percent  including 
a  14.75  percent  allowance  on  common 
equity. 

Based  on  a  review  of  Teniiessee's  filmg 
herein,  the  Commission  finds  tliat  the 
proposed  higher  rates  have  not  been 
shown  to  be  just  and  reasonable  and  may 
be  unjust,  unreasonable,  unduly  discrim- 
inatory, or  otherw-ise  unlawful.  Accord- 
ingly, the  Commission  shall  accept  Ten- 
nessee's proposed  rate  increase  for  filing. 
suspend  its  use  for  five  months  or  until 
November  1.  1977,  when  it  shall  be  per- 
mitted to  become  effective,  subject  to 
refund,  and  shall  set  the  matter  for 
hearing. 

Tennessee  has  included  in  its  filing 
costs  associated  with  uncertificated  fa- 
cilities and  requests  a  waiver  of  Section 
154.63(et  (2»  (ii)  of  the  Commission's 
Regulations  (18  CFR  154.63<e  >  (2  ^iii  > 
to  permit  recovery  of  these  costs  in  its 
proposed  rates.  Tennessee's  request  is 
granted  in  part.  Tennessee  shall  be  re- 
quired to  file  revised  rates  and  support- 
ing materials  refiecting  the  elimination 


of  costs  associated  with  facilities  not 
certificated  and  in  service  by  Novem- 
her  1.  1977.  the  effective  date  of  the  rates 
suspended  by  this  order. 

The  Commission  finds:  It  is  necessar>' 
and  proper  iii  the  pubUc  interest  and  in 
carrying  out  the  provisions  of  the  Nat- 
ural Gas  .^ct  that  Uie  Commission  enter 
upon  a  hearing  concerning  the  lawful- 
ness of  the  increased  rates  and  charges 
propa'-eci  by  Tennessee,  and  that  the 
same  be  accepted  for  filing  and  sus- 
pended as  hereinafter  ordered. 

The  Commission  orders :  'A*  Pursuant 
to  the  authority  of  the  Natural  Gas  Act. 
particularly  sections  4.  5,  8,  and  15 
thereof,  and  the  Commission;s  rules  and 
regulations,  a  public  hearing  shall  be 
held  concernuig  the  lawfulness  of  the 
increased  rates  propased  by  Tennessee 
iB>  Pending  hearing  and  decision. 
Tennessee's  proposed  rate  increase  is  ac- 
cepted for  filing  and  suspended  for  five 
months,  or  until  November  1,  1977, 
w-hen  it  shall  be  permitted  to  become 
effective,  subject  to  refund,  upon  motion 
filed  by  Tennes.see  In  accordance  with 
the  provisions  of  the  Natural  Gas  Act. 
iC>  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  September  30.  1977. 

iD-  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief 
.Administrative  Law  Judge  for  that  pur- 
pose '18  CFR  3  5idi),  shall  convene  a 
settlement  conference  in  this  proceeding 
to  be  held  within  10  days  after  the  serv- 
ice of  top  sheets  by  the  staff,  in  a  hear- 
ing or  conference  room  of  the  Federal 
Power  Commission.  825  North  Capitol 
Street.  N.E .  Washington.  DC.  20426 
The  Presiding  Administrative  Law  Judge 
IS  autlionzed  to  establish  such  further 
procedural  dates  as  may  be  necessar\-  and 
to  rule  upon  all  motions  (except  motions 
to  consolidate,  saver,  or  dismiss  > .  as  pro- 
vided for  in  the  rules  of  practice  and 
procedure. 

'El  Tennessee  shall  file  revi.sed  tariff 
sheets  on  or  before  November  1,  1977, 
reflecting  the  elimination  of  costs  in- 
cluded in  the  proposed  rates  associated 
with  facilities  which  have  not  been  cer- 
tificated and  placed  in  service  by  Novem- 
ber 1.  1977.  Tennes.see  shall  also  submit 
supplemental  cost  and  revenue  data  re- 
flecting the  elimination  of  such  costs 
from  its  cost  of  service. 

(F)  The  Secretarv-  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register 

By  the  Commission. 

Kenneth  F    I*lumb. 

Secretary. 

(FR  Doc  77-15798  Filed  6-2-77:8:45  ami 
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TEXAS   EASTERN   TRANSMISSION   CORP. 

Notice  of  Abbreviated  Application 

May  27.   1977 
Take   notice   that   on   May    20.    1977, 
Texas  Extern  Transmission  Corporation 
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'Applicant)  PO  Box  2521.  Houston, 
Texas  77001,  filed  an  application  pursu- 
ant to  Section  7  of  the  Natural  Gas  Act 
for  a  certificate  of  public  convenience 
and  necessity  authorizing  the  construc- 
tion and  operation  of  2.81  miles  of  14- 
inch  pipeline  and  two  2,200  HP.  com- 
pressor facilities  for  tlie  receipt,  com- 
pression and  transportation  of  natural 
gsis  volumes  produced  from  Block.s  606 
and  620.  West  Cameron  Area.  Offshore 
Louisiana.  Such  volumes  will  be  pur- 
chased from  Marathon  OU  Company. 
Louisiana  Land  Offshore  Exploration 
Company  <  Block  606  and  620  Producers ' 
and  transported  to  Columbia  Gulf  Trans- 
mission Corporation's  i Columbia  Gulf> 
Blue  Water  Pipeline  Extension,  in  Block 
606  West  Cameron  Columbia  Crulf  will 
transport  the  approximate  90,000  Mcf  d 
to  Tennessee  Gas  Piix'line  Company 
(Tennessee  on  its  Blue  Water  system. 
West  Cameron  Block  601.  to  be  ex- 
changed for  like  volumes  pursuant  to  an 
amendment,  whirh  Ls  being  finalized,  to 
the  existing  Kxrhanpe  .^^reement  be- 
tween Applicant  and  Tenno^^etv  The  fa- 
cilities are  all  to  be  located  in  Block  606 
and  620  West  Cameron  Area,  offshore 
Louisiana,  and  installed  at  a  cost  of 
$8,777,000. 

Applicant  states  that  the  installation 
and  operation  of  the  proposed  facilities 
would  allow  Applicant's  customers  to 
benefit  from  the  advance  payment  agree- 
ments entered  into  with  the  Block  606 
and  620  Producers  and  in  addition  it 
would  avoid  the  construction  of  duplicat- 
ing facilities  cmcmating  from  Block  620. 
Applicant  also  requested  a  temporary 
certificate  pending  consideration  of  its 
application  in  order  to  allow  for  the 
timely  commencement  and  completion 
due  to  the  sea.sonally  limited  construc- 
tion penod  of  the  Gulf  of  Mexico  and 
up-coming  1977-78  Winter  Heating 
Season. 

Any  person  da-^irins;  to  be  iicard  or  to 
meike  any  protest  with  reference  to  said 
application,  on  or  before  June  15,  1977, 
should  file  with  the  Federal  Power  Com- 
mission. Washington.  DC.  20426,  a  pe- 
tition to  Intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the 
Commi.'^inn's  Rules  of  Practice  and  Pro- 
cedure '18  CFR  18  or  1.10'.  .All  protests 
filed  with  the  Commission  vdll  be  con- 
sidered by  It  in  determining  the  appro- 
priate action  to  be  taken.  b'Jt  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  per.son  wi.shing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  in  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  uiat.  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
PVderal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 


further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
v.-ill  be  duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessarj'  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.77-15801  Filed  6-2-77;8:45  am] 


■  Applicant  and  Tennessee  received  Com- 
mlaalon  authorization  for  the  exchange  ar- 
rangement on  July  18,  1975,  at  Docket  No. 
CP7  5-127. 


! Docket  No  CP77  402] 

TRANSCONTINENTAL  GAS   PIPE   LINE 
CORP. 

Notice  of  Application 

May  27,  1977. 
Take  notice  that  on  May  20,  1977. 
Transcontinental  Gas  Pipe  Line  Corpo- 
ration (Applicant)  ;  Post  Office  Box  1396, 
Houston.  Texas  77001.  filed  in  Docket 
No.  CP77-402  an  application  pursuant 
to  Section  7(c»  of  the  Natural  Gas  Act 
for  a  certificate  of  public  convenience 
and  necessity  authorizing  Applicant  to 
transport  natural  gas  for  Florida  Gas 
Transmission  Company  (Florida  Gas) 
and  Southern  Natural  Gas  Company 
I  Southern' .  all  as  more  full  set  forth  in 
the  application  on  file  with  the  Commis- 
sion and  open  to  public  inspection. 

Applicant  states  that  Florida  Gas  and 
Southern  will  purchase  natural  gas  pro- 
duced In  Vermilion  Area  Block  22,  off- 
shore Loui.-iana  and  delivered  in  daily 
contract  demand  quantities  of  up  to 
40.000  Mcf  and  90.000  Mcf  respectively, 
into  Applicants  exi-ting  Central  Louisi- 
ana Gathering  System  onshore  in  the 
Pecan  Lsland  area  of  Vermilion  Parish. 
Applicant  will  transport  and  deliver 
equivalent  MMBtu,  less  attributable 
MMBtu  used  for  fuel  and  shrinkage  If 
the  gas  is  processed  and  a  pro  rata  share 
of  any  gas  lost  and  unaccounted  for,  to 
Florida  Gas  at  the  existing  point  of  in- 
terconnection t)etween  the  Central 
Louisiana  Gathering  System  and  Florida 
Gas'  East  White  Lake  Lateral  in  Ver- 
milion Pari-sh  F\irther  transportation  of 
Southern's  gas  will  be  undertaken  by 
Florida  Gas.  Applicant  states. 

Applicant  avers  that  no  additional  fa- 
cilities will  be  required  to  render  this 
trans;x)rtatlon  service,  for  which  Appli- 
cant will  initially  charge  Florida  Gas 
and  Southern  each,  an  amount  per 
month  equal  to  1  25c  ]>er  Mcf  times  the 
applicable  contract  demand  qtiantity 
times  the  number  of  days  in  such  month. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  application,  on  or  before  June  15, 
1977.  should  file  with  the  Federal  Power 
Commission.  Washington.  B.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac- 
cordance witli  the  requirements  of  the 


Commission's  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1.8  or  1.10'.  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding,  or  to 
p>articipatc  as  a  party  in  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7 
and  15  of  the  Natural  Gas  .\ct  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary. 

IFR  Doc.77-15785  Piled  6  2  77;8:45  am] 


[Docket  No6.  CP74-138.  CP74-139. 

and  CP74-1401 

TRUNKLINE    LNG  CO.   AND 
TRUNKLINE   GAS   CO. 

Extension  of  Time 

May  26,   1977. 

On  May  26.  1977.  the  Illinois  Com- 
merce Commission  filed  a  motion  for  an 
extension  of  time  to  June  28.  1977.  to 
submit  comments  on  Opinion  and  Order 
On  Proposal  to  Import  Liquefied  Natural 
Gas  to  the  United  States  From  Algeria, 
issued  April  29,  1977.  in  the  above-indi- 
cated d(3cket. 

Upon  consideration,  notice  is  hereby 
given  that  an  extension  of  time  is 
granted  to  and  including  June  15,  1977, 
within  which  to  submit  comments  in  the 
above  proceeding. 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc  77-15788  Piled  6-2-77:8:45  am] 


IDociet  No.  RP77-!H] 

WESTERN   GAS    INTERSTATE  CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  Initiating  Hear- 
ing, and  Establishing  Procedures 

May  27.  1977. 
On  May  2,  1977.  Western  Gas  Inter- 
state Company  (Western)   tendered  for 
filing  In  the  captioned  docket  proposed 
changes  to  its  FPC  Gas  Tariff,  Original 
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Volume  No.  1.'  which  would  increase  its 
revenues  for  jurisdictional  natural  gas 
sales  and  services  by  $774,452  annually 
based  on  costs  and  sales  volumes  for  the 
12  months  ended  December  31.  1976.  as 
adjusted  for  known  and  measurable 
changes  through  September  30.  1977. 
Western  also  propo-ses  to  mcxiify  its  Pur- 
chased Gas  Cost  Adjustment  Clause  to 
allow  Western  1 1 '  to  determine  its  Gas 
Cost  Adjustment  by  utilizing  estimated 
annual  purchase  and  sales  volumes 
rather  than  actual  volumes  and  (2i  to 
debit  or  credit  it^  Unrecovered  Pur- 
chased Gas  Cost  Account  monthly  bal- 
ance with  a  9^'r  per  annum  carrying 
charge.  Western  requests  the  proposed 
increase  be  permitted  to  become  effec- 
tive on  June  1.  1977.  For  the  reasons 
stated  below,  the  Commission  shall  ac- 
cept the  proposed  rate  increase  for  filing, 
suspend  it  for  five  months,  and  set  the 
matter  for  hearing. 

Public  notice  of  Western's  filing  was 
i.ssued  on  May  9.  1977.  providing  for 
protests  or  petitions  to  intervene  to  be 
filed  on  or  before  May  25.  1977. 

Western  states  the  principal  reasons 
for  its  proposed  rate  increase  are  in- 
creased purchased  gas  costs,  increased 
labor,  materials  and  supplies  and  other 
operating  expenses,  and  increased  cap- 
ital costs.  Western  claims  a  rate  of  re- 
turn of  12.0"^;  including  a  16.91 '",  al- 
lowance on  common  equity. 

Based  on  a  review  of  Western's  filing 
herein,  the  Commission  finds  that  the 
proposed  higher  rates  have  not  been 
shown  to  be  just  and  reasonable  and  may 
be  unjust,  unreasonable,  unduly  dLscrim- 
inatory.  or  otherwise  unlawful.  Accord- 
ingly, the  Commission  shall  accept 
Western's  proposed  rate  increase  for 
filing,  suspend  its  use  for  five  months 
or  until  November  1.  1977,  when  it  shall 
be  permitted  to  become  effective,  subject 
to  refund,  and  shall  set  the  matter  for 
hearing. 

The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and  In 
carr>'ing  out  t^e  provisions  of  the  Nat- 
ural Gas  Act  that  the  Commission  enter 
upon  a  hearing  concerning  the  lawful- 
ness of  the  increased  rates  and  charges 
proposed  by  Western,  and  that  the  same 
be  accepted  for  filing  and  suspended  as 
hereinafter  ordered. 

The  Commission  orders:  (A^  Pursuant 
to  the  authority  of  the  Natural  Gas  Act. 
particularly  sections  4.  5.  8.  and  15 
thereof,  and  the  Commission's  rules  and 
regulations,  a  public  hearing  shall  be 
held  concerning  the  lawfulness  of  the 
Increased  rates  propo.sed  herein  by 
Western. 

(B)    Pending    hearing    and    decision. 

Western's  proposed  rate  increase  Is  ac- 
cepted for  filing  and  suspended  for  five 
months,  or  until  November  1.  1977,  when 
It  shall  be  permitted  to  become  effective, 
subject  to  refund,  upon  motion  filed  by 


Western  in  accordance  with  the  provi- 
sions of  the  Natural  Gas  Act. 

(C  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  October  1.  1977. 

iD'  A  Presidmg  Administrative  Law 
Judge  to  be  designated  by  the  Chief 
Administrative  Law  Judge  for  that  pur- 
pose 118  CFR  3.5(d)'.  shall  convene  a 
settlement  conference  n  this  proceeding 
to  be  held  within  10  days  after  the  serv- 
ice of  top  sheets  by  the  staff,  in  a  hearing 
or  conference  room  of  the  Federal  Power 
Commission.  825  North  Capitol  Street. 
N.E..  Washington.  DC.  20426.  The  Pre- 
.-^iding  Administrative  Law  Judge  is  au- 
thorized to  establish  such  further  pro- 
cedural dates  as  may  be  necessary  and 
to  rule  upon  all  motions  (except  motions 
to  consohdate.  sever,  or  dismiss' .  as  pro- 
vided for  in  the  rules  of  practice  and 
procedure. 

(El  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  tJie  Commission. 

Kenneth  F.  Plumb. 
Secretary. 

I  PR  Doc  77-15803  PUed  6-2-77:8:45  ami 


at  the  Federal  Reserve  Bank  of  Kansas 
City.  Any  person  wishing  to  comment  on 
the  apphcation  should  submit  views  in 
writing  to  the  Secretary.  Board  of  Gov- 
ernors of  the  Federal  Reserve  System, 
Washington,  DC.  20551.  to  be  received 
not  later  than  June  24,  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System,  May  27.  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  o/  the  Board. 
IFR  Doc  77-15703  PUed  6-2-77; 8:45  am) 
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(Docket  No.  ER77-3471 

WISCONSIN    POWER   AND   LIGHT   CO. 

Notice  of  Extension  of  Time 

'May  26.  1977). 

On  May  18.  1977,  the  Municipal  Whole- 
sale Power  Group  filed  a  request  for  an 
extension  of  time  to  file  petitions  to  in- 
tervene or  protests  to  the  propased  tariff 
changes  tendered  for  filing  in  the  above- 
indicated  docket  on  May  2.  1977.  and 
noticed  May  10.  1977  The  request  states 
that  counsel  for  the  W-2  customers  of 
■Wisconsin  Power  and  Light  Company  has 
no  objection  to  an  extension. 

Upon  consideration,  notice  is  hereby 
given  that  the  time  for  filing  petitions 
to  intenene  or  protests  in  the  above  pro- 
ceeding is  extende(i  to  and  including 
June  6   1977. 

Kenneth  F.  Plumb. 

Secretary. 

jFR  Doc  77-15792  Filed  6  2-77:8:45  am) 

FEDERAL  RESERVE  SYSTEM 

J,  R.  MONTGOMERY  AND  CO.,  INC. 

Acquisition   of   Bank 

J.  R.  Montgomery'  &  Co..  Inc..  Lawton. 
Oklahoma,  has  applied  for  the  Boards 
approval  under  section  3' a ''3)  of  the 
Bank  Holding  Company  Act  '12  U  S.C. 
1842'ai(3i>  to  acquire  an  additional  5 
percent  of  the  voting  shares  of  The  City 
National  Bank  and  Trust  Company  of 
Lawton.  Oklahoma.  Lawton.  Oklahoma. 
The  factors  that  are  considered  In  act- 
ing on  the  application  are  set  forth  In 
section  3(c)   of  the  Act   (12  U.S.C.  1842 

t  c '  ) . 
The  application  may  be  Inspected  at 

the  offices  of  the  Board  of  Governors  or 


OLD   CANAL    BANKSHARES,    INC. 
Formation   of   BanK    Holding   Company 

Old  Canal  Bankshares,  Inc.,  Lockport, 
Illinois,  has  applied  for  the  Board's  ap- 
proval under  section  3(a)  (U  of  the  Bank 
Holding  Company  Act  (12  U.S.C.  1842' a" 
1 1 '  I  to  become  a  bank  holding  company 
through  acquisition  of  80  per  cent  or 
more  of  the  voting  shares  of  Heritage 
First  National  Bank  of  Lockport.  Lock- 
port.  Illinois.  The  factors  that  are  consid- 
ered in  acting  on  the  application  are  set 
forth  in  section  3(0  of  the  Act  (12  U.S.C. 
1842-c>  I. 

The  application  may  be  inspected  at 
the  offices  of  the  Board  of  Governors  or 
lit  the  Federal  Reserve  Bank  of  Chicago. 
Any  person  wishing  to  comment  on  the 
application  should  submit  views  in  writ- 
ing to  the  Secretary.  Board  of  Gover- 
nors of  the  Federal  Reserve  System. 
Washington,  DC.  20551  to  be  received 
no  later  than  June  20.  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System.  May  26.  1977. 

Griffith  L.  Garwood, 
Deputy  Secretary  of  the  Board. 
IFR  Doc  77-5704  Piled  6-2-77:8:45  am  J 


I  Docket  No.  TCR  76-103] 

SIGNAL   COMPANIES,    INC 

Prior   and   Final  Certifications   Pursuant  to 
the  Bank  Holding  Company  Tax  Act  of  1976 

Tlie  Signal  Companies.  Inc..  Beverly 
Hills.  Cahfornia  ("Signal"),  has  re- 
quested a  prior  certication  pursuant  to 
section  6158' at  of  the  Internal  Revenue 
Code  (the  "Code\  as  amended  by  sec- 
tion 3' a'  of  the  Bank  Holding  Company 
Tax  Act  of  1976  ( the  "Tax  Act") ,  that  the 
sale  on  September  29,  1970.  of  462.636 
.'Shares  of  the  outstanding  voting  stock 
of  the  ArizcMia  Bank.  PhoenLx,  Arizona 

■Bank"',  by  Signal  Equities  Company. 
Phoenix  Arizona,  ("Equities"',  a  sub- 
sidiarj-  of  Signal,  to  Arizona  Equities. 
Inc..  Phoenix.  Arizona  >  "Arizona"',  was 
necessarj-  or  appropriate  to  effectuate 
the  policies  of  the  Bank  Holding  Com- 
pany Act  '12  U.S.C.  1841  et  »eQ.)  '"BHC 
Act").  Signal  has  also  requested  a  final 
certification  pursuant  to  section  6158 
'C  '2»  of  the  Ccxie  that  Signal  has  (be- 
fore the  expiration  of  the  period  pro- 
hibited property  is  permitted  under  the 
BHC  Act  to  be  held  by  a  bank  holding 
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company)   ceased  to  be  a  bank  holding 
company,' 

In  connection  with  these  requests, 
the  following  information  is  deemed 
relevant  for  purposes  of  issuing  the  re- 
quested certification :  " 

1.  Signal  IS  a  corporation  organized 
under  the  laws  of  the  State  of  Delaware 
on  June  25.  1928.  Equities  is  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  Arizona.  Signal  acquired  all  of 
the  outstanding  shares  of  Equities  on 
September  1. 1967. 

2.  On  September  1.  1967.  Signal  ac- 
quired indirect  ownership  and  control, 
through  Equities,  of  462.636  shares,  rep- 
resenting 52.06  per  cent  of  the  total 
outstanding  voting  shares,  of  Bank. 

3.  Signal  would  have  been  a  bank 
holding  company  on  July  7,  1970.  if  the 
BHC  Act  Amendments  of  1970  had  been 
In  effect  on  such  date,  by  virtue  of  its 
indirect  ownersiiip  and  control  on  that 
date,  through  Equities,  of  more  than  25 
per  cent  of  tiie  outstanding  voting 
shares  of  Bank. 

4.  On  September  29.  1970,  Equities 
sold  substantially  all  of  its  assets,  in- 
cluding 462,636  shares,  representing 
52.06  per  cent  of  the  total  outstiinding 
voting  shares  of  Bank,  to  Arizona  for 
cash. 

5.  On  September  29.  1970.  Signal  held 
property  acquired  by  it  on  or  before  July 
7.  1970.  the  di.'jposition  of  which  would 
have  beei>  necessary  or  appropriate  to  ef- 
fectuate section  4  of  tlie  BHC  Act  if  Sig- 
nal hail  retained  ownership  or  control  of 
more  than  25  percent  of  tiie  outstanding 
voting  shares  of  Bank  after  the  effective 
date  of  tlie  1970  Amendments  to  the  BHC 
Act  and  If  Signal  were  thereafter  to  con- 
tinue to  be  a  bank  holding  company  be- 
yond December  31.  1980,  which  property 
would  have  been  "prohibit^  property" 
within  the  meaning  of  .sections  6158tf) 
(1>  and  1103(c)  of  the  Code.' 


'Pursuant  to  55  2.d)(2)  and  3;e)(2)  of 
the  Tax  Act,  in  ihe  case  of  any  sale  that 
takes  place  on  or  before  December  31,  1976 
I  the  90th  day  after  the  date  of  the  enact- 
ment of  the  Tax  Act),  the  certtflcatlon  de- 
scribed In  S  6158  a)  shall  be  treated  as  made 
before  the  sale,  and  the  certification  de- 
scribed in  ;6158ic)(2)  shall  be  treated  as 
made  before  the  close  of  the  calendar  year 
following  the  calendar  year  In  which  the 
last  such  ?ale  occMrred,  Jf  application  for 
such  certification  was  made  before  the  close 
of  December  31,  1976.  Signals  application 
for  such  certtticatloi\.s  was  received  by  the 
Board  on  October  25.  1976. 

-This  Information  derives  from  Signal's 
correspondence  witii  the  Board  concerning 
Its  request  for  certification  as  well  as  other 
records  of  the  Board 

'  Had  Signal  In  fact  retained  control  of 
Bank  after  Dec«>mbcr  31.  1970,  It  would  have 
been  a  "company  covered  in  1970".  as  defiived 
In  5  2(b)  of  the  BHC  Act  As  such  It  would 
have  been  entitled,  by  reason  of  the  proviso 
of  5  4(a)  (2)  of  th-  BHC  Act,  to  enf;ai;e  there- 
after m  any  activities  m  whd  h  it  had  been 
engaged  on  Jtine  30.  1968.  and  was  engaged 
contluiiously  thereafter  Accordingly,  prop- 
erty relating  to  such  activities  would  not 
have  been  "prohibited  property,"  within  the 
meaning  of  55  6158(f)  (1)  and  1103(c)  of  the 
Code,    unless   an   election   to  have   all   such 


6.  Neither  Signal  nor  any  subsidiary 
of  Signal  holds  any  interest  In  Bank,  Ari- 
zona, or  any  subsidiary  of  Arizona,  or  in 
any  other  bank  or  any  company  that 
controls  a  bank. 

7.  Neither  Arizona  nor  any  subsidiary 
of  Ariz9na.  including  Bank,  holds  any  in- 
terest in  Signal  or  any  subsidiary  of  Sig- 
nal. 

8.  No  officer,  director  (including  hon- 
orary or  advisory  director)  or  employee 
with  policy-making  fimctions  of  Signal 
or  any  subsidiary  of  Signal  also  holds 
any  such  position  with  Arizona  or  any 
subsidiar>'  of  Arizona,  including  Bank,  or 
with  any  other  bank  or  any  company 
that  controls  a  bank. 

9.  Signal  does  not  contrc^  in  any 
manner  the  electicm  of  a  majority  of  di- 
rectors, or  exercise  a  controlling  influ- 
ence over  the  management  or  policies,  of 
Arizona  or  any  subsidiary  of  Arizona,  in- 
cluding Bank,  or  of  any  other  bank  or 
company  that  controls  a  bank. 

On  the  basis  of  the  foregoing  informa- 
tion, it  is  hereby  certified  that: 

(A)  At  the  time  of  the  sale  by  Equities 
of  the  462,636  shares  of  Bank  to  Arizona, 
Signal  was  a  qualified  bank  holding  cor- 
poration, within  the  meaning  of  subsec- 
tion »b)  of  section  1103  of  the  Code.'  and 
satisfied  the  requirements  of  that  sub- 
section, and  Equities  was  a  subsidiary  of 
Signal  within  the  meaning  of  sections 
6158if)(l)  and  1103<a)  <  D  <B)  of  tJie 
Code  and  section  2'd)  of  the  BHC  Act; 

(Bi  The  shares  of  Bank  that  Equities 
sold  to  Arizona  were  all  or  part  of  the 
property  by  reason  of  which  Signal  con- 
trolled (within  the  meaning  of  section 
2(a'  of  the  BHC  Acti  a  bank  or  bank 
holding  company; 

(C)  The  sale  of  the  shares  of  Bank 
was  necessary  or  appropriate  to  effectu- 
ate the  poUcies  of  the  BHC  Act;  and  . 

(D»  Signal  has  'before  the  expiration 
of  the  period  prohibited  prc^Jerty  Is  per- 
mitted under  the  BHC  Act  to  be  held 
by  a  bank  holding  company)  ceased  to 
be  a  bank  holding  company. 

This  certification  is  based  upon  the 
representations  made  to  the  Board  by 
Signal  and  upon  the  facts  set  forth 
above.  In  the  event  the  Board  should 
hereafter  determine  that  facts  material 
to  this  certification  are  otherwise  than 


property  so  treated  was  made  pursuant  to 
§  1103 (g)  of  the  Code.  However,  since  Signal 
ceased  to  control  Bank  before  December  31. 
1970.  It  never  became  entitled  to  the  benefits 
of  the  proviso  of  §  4 (a)  (2)  of  the  BHC  Act. 
<  Although  the  BHC  Act  had  not  been 
amended  to  cover  one-bank  holding  com- 
panies as  of  September  29,  1970,  H.R.  6778. 
which  was  eventually  enacted  on  December 
31,  1970.  as  the  "Bank  Holding  Company  Act 
Amendments  of  1970  ".  h«d  by  that  date  been 
passed  by  both  the  House  and  Senate.  Signal's 
management  stated  at  the  time  of  the  dlves- 
uttire  of  its  Interest  In  Bank  that  the  dives- 
titure was  being  accomplished  in  anticipa- 
tion of  the  enactment  of  that  legislation. 
Section  2(d)  (1)  (a)  of  the  Tax  Act  and  5  6158 
(a)  of  the  Code  provide  that  tax  relief  under 
the  Tax  Act  Is  available  ^ith  respect  to  the 
divestiture  of  bank  property  after  July  7, 
1970. 


as  represented  by  Signal,  or  that  Signal 
has  failed  to  disclose  to  the  Board  other 
material  facts.  It  may  revoke  this  cer- 
tification. 

By  order  of  the  Board  of  Governors 
acting  through  its  General  Counsel,  pur- 
suant to  delegated  authority  (12  CFR 
§  265.2(b)(3)).   effective  May  25,   1977. 

Ruth  A.  Reister. 

Assistant 
Secretary  of  the  Board. 

(FR  Doc.77-15705  Piled  6-2-77:8  4.5  am] 

FEDERAL  RESERVE  SYSTEM 

MICHIGAN   NATIONAL  CORP. 
Order  Approving  Acquisition  of  Bank 

Michigan  National  Corporation, 
Bloomfleld  Hills.  Michigan  ("Appli- 
cant") ,  a  bank  holding  company  within 
the  meaning  of  the  Bank  Holdmg  Com- 
pany Act,  has  applied  for  the  Board's  ap- 
proval under  section  3ia)  (3>  of  tlie  Act 
(12  U.S.C.  1842(a)  (3)  )  to  acquire  all  of 
the  voting  shares  iless  directors'  quali- 
fying shares)  of  Michigan  National 
Bank-Farmington,  Famiington  Hills, 
Michigan  ("Bank"),  a  proposed  new 
bank. 

Notice  of  the  application,  affording  op- 
portunity for  interested  persons  to  sub- 
mit comments  and  views,  has  been  given 
in  accordance  with  section  3'b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  the  Board  has 
considered  the  application  and  all  com- 
ments received,  including  those  sub- 
mitted by  the  Metropolitan  National 
Bank  of  Farmington.  Farmington  Hills. 
Michigan  ("Protestant") .  in  light  of  the 
factors  set  forth  in  §  3(c)  of  the  Act  (12 
U.S.C.  1842(c)). 

Applicant,  the  second  largest  banking 
organization  in  Michigan,  controls  15 
banks'  with  aggregate  deposits  of  $3.3 
billion,'  representing  10.3  per  cent  of  the 
total  commercial  bank  deposits  in  the 
Stat*.' 

Since  Bank  is  a  proposed  new  bank, 
no  existing  competition  between  Bank 
and  AppUcant's  subsidiary  banks  would 
be  eliminated,  nor  would  Banks  ac^quisi- 
tion  by  Applicant  cause  any  immediate 
increase  in  banking  concentration  in  tlie 
relevant  banking  market  ch-  cause  an 
increase  in  Applicants  share  of  commer- 
cial bank  deposits  in  the  State. 

Bank,  which  is  currently  in  formation. 
has    received    preliminary    charter    ap-. 


>  Applicant  has  applied  to  the  Board  to 
acquire  Michigan  National  Bank-Sterling. 
Sterling  Heights,  Michigan,  a  proposed  new 
bank. 

» State  banking  data  are  as  of  December  31, 
1976;  and  relevant  banking  market  data  ar» 
as  of  June  30.  1976. 

»In  addition.  Applicant  also  controls,  di- 
rectly or  Indirectly,  three  nonbank  sub- 
sidiaries: a  small  business  Investment  com- 
pany; a  leasing  company:  and  an  audit  serv- 
ice. Furthermore,  under  authority  delegated 
to  the  Federal  Reserve  Bank  of  Chicago,  Ap- 
plicant's application  to  acquire  a  second,  d* 
novo  leasing  company  was  approved  on 
March  28,  1977. 
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proval  from  the  Comptroller  of  the  Ciu"- 
rency  and  is  to  be  located  in  the  city 
of  Farmington  Hills,  Michigan,  in  the 
west-central  portion  of  the  relevant 
banking  market*  Of  the  46  banking  or- 
ganizations (67  banks'  in  this  market. 
Applicant  ranks  as  the  fourth  largest, 
controlling  deposits  of  approximately 
$1.4  bllion.  representing  8.5  percent  of 
the  market  deposits.  Applicant  estab- 
lished two  branches  of  a  subsidiary  bank 
in  Farmington  Township  prior  to  the  in- 
corporation of  the  Township  into  the 
city  of  Farmington  Hills  in  1973.'  Michi- 
gan banking  law  restricts  branching 
within  incorporated  areas  to  banks  that 
are  headquartered  in  such  an  area,  al- 
though branches  of  banks  that  were  lo- 
cated in  areas  prior  to  their  incorpora- 
tion but  whose  parent  banks  are  head- 
quartered elsewhere  are  entitled  to  re- 
main there.  Given  the  State's  bank 
branching  restrictions.  Applicant,  head- 
quartered in  Bloomfleld  Hills.  Michigan, 
has  applied  to  expand  its  operations  in 
Farmington  Hills  by  introducing  a  new 
bank  into  this  portion  of  the  market. 

In  it^s  analysis  of  the  subject  applica- 
tion, the  Board  has  considered  the  com- 
ments of  Protestant,  the  only  banking 
organization  headquartered  in  Farming- 
ton  Hills.  In  summary,  Protestant  con- 
tends that  consummation  of  the  sub- 
ject proposal  would  essentially  result  in 
a  substantial  lessening  of  competition  in 
this  portion  of  the  relevant  market  by 
enabling  Applicant  to  create  a  monopoly 
of  banking  services  therein:  that  the 
city  is  already  overbanked:  and  that 
Applicant  has  substantially  overstated 
the  potential  growth  rate  of  the  city's 
population  and  thus  has  overstated  the 
city's  present  and  future  banking  needs." 

The  Board  has  analyzed  the  records  of 
the  hearing  held  in  connection  with 
Bank's  charter  application,  the  other 
written  submissions  of  Protestant,  and 
the  responses  thereto  by  Applicant.  For 
the  reasons  set  forth  below,  it  is  the 
Board's  judgment  that  the  issues  raised 
by  Protestant  do  not  warrant  denial  of 
the  application." 


•  The  relevant  banking  market  for  the 
Detroit  area  ha.s  recently  been  defined  by  the 
Board  in  Us  Order  of  ^kay  12.  1977.  denying 
the  application  of  National  Detroit  Cor- 
poration. Detroit,  Michigan,  to  acquire  The 
Brighton  State  Bank   Brighton   Michigan  (42 

Fed.  R«g.  25.531;  63  Fed.  Rf.s    Bull. ).  The 

market  Is  approximated  by  Macomb.  Oak- 
land, and  Wayne  Counties.  Michigan,  and  33 
cities  and  townships  from  the  Michigan 
counties  of  St.  Clair.  I-apeer.  Livingston. 
Washtenaw,  and  Monroe.  (These  cities  and 
towns  are  specified  In  Appendix  A  of  the 
Board's  Order  of  May   12.  1977.) 

Prior  t«  incorporation,  fix  other  banks 
in  the  relevant  market  had  also  branched 
into  Farmington  Township. 

•  In  support  of  it,s  contentions,  Protestant 
Introduced,  inter  alia,  (a)  the  transcript  of 
a  hearing  before  the  Deputy  Regional  Admin- 
istrator of  the  Office  of  the  Comptroller  of  the 
Currency  dated  January  16.  1975.  when  Pro- 
testant argued  against  the  preliminary  char- 
tering of  Bank,  and  (b)  a  privately  commis- 
sioned market  analysis  of  the  present  and 
future   banking   needs   of   Farmington    Hills 

■  Protestant,  In  Its  original  s\ibmiS6lon.  re- 
quested that  the  Board  hold  a  hearing  on  the 
application.    Under    J  3(b)    of   the   Act.    the 


In  the  Board's  judgment,  the  addition 
of  a  banking  competitor  in  the  Farming- 
ton  Hills  portion  of  this  banking  market 
is  procompetitive  and  would  not.  as  Pro- 
testant contends.  "'    '    •  result  in  a  sub- 
stantial lessening  of  competition.  "  Nor 
can    the   Board    concur   in    Protestant's 
contention    that    consummation    of    the 
proposal   would   create   a   monopoly   for 
Apphcant  since,  in  addition  to  the  pres- 
ence of  Applicant  and  Protestant,  there 
are  branches  of  six  otlier  banks  m  F'arm- 
ingtoii  Hills,  and  the  opportunity  for  de 
novo  entry  into  tiiLs  portion  of  the  bank- 
mg  market  remains  open  to  other  bank- 
ing   organizations.    Ftirthermore.    even 
using  Protestant's  conservative  figures  of 
population   growth    in   the   Farmington 
Hills  area,  the  anticipated  growth  rate 
over  the  next  two  decades  and  t)eyond  Is 
substantially  greater  than  Uie  State  av- 
erages, and  the  average  family  income 
level  IS  among  the  highest  of  any  area 
in    the    relevant    market.    Havmg    con- 
sidered the  comments  of  the  Protestant 
and  on  the  basis  of  all  of  the  facts  above 
and  otlier  facts  of  record,  the  Board  con- 
cludes that  the  relevant  market,  includ- 
ing tJiat  portion  comprising  Farmington 
Hills,  would  continue  to  support  the  ex- 
isting  banking  organizations  as  well  as 
the  proposed  new  Bank,  and  that  con- 
summation of  the  proposed  a<:quisition 
wotild  not  have  an  adverse  effect  upon 
comp>etition  in  any  portion  of  the  rele- 
vant  market.   F\irtheiTnore.   Applicant's 
acquisition   of  Bank  can   be   reasonably 
expected  to  stimulate  competition  in  this 
market    by    introducmg    an    additional 
banking   alternative  without  causing   a 
significant   adverse   effect   upon   any   of 
the  existing  banks  in  the  market  There- 
fore, for  the  reasons  summarized  above, 
the   Board    concludes    that   competitive 
considerations   are  consistent   with   ap- 
proval. 

The  financial  and  managerial  re- 
sources of  Applicant  and  its  subsidiary 
banks  are  generally  satisfactory,  particu- 
larly in  view  of  Applicant's  plans  to  in- 
ject capital  into,  and  ret,ain  earnings 
from,  certain  subsidiary   banks.'  Given 


Apphcant  s  satisfactory  management,  fa- 
vorable earnings  and  strengthening  fi- 
nancial and  capital  resources. 
Apphcant  s  futiu-e  prospects  appear  fa- 
vorable As  a  proposed  new  bank.  Bank 
has  no  financial  or  operating  history; 
however,  based  upon  Bank's  planned  fi- 
nancial resources,  management,  capital- 
ization and  expected  earnings.  Banks 
future  prospects  as  a  subsidiary  of  Ap- 
plicant appear  favorable.  Thus,  consider- 
ations relating  to  bankmg  factors  are 
consistent  with  approval  of  Uie  applica- 
tion 

Bank  will  serve  as  an  additional  fidl 
service  banking  alternative  to  the  Farra- 
uigton  Hills  area,  offering  selected  week- 
day evenmg  and  Saturday  bankmg  hours. 
Furthermore  affiliation  with  Applicant 
will  enable  Bank  to  make  available,  on  a 
correspondent  or  referral  basis,  a  variety 
of  highly  sp>ecialized  banking  services. 
Accordingly,  tliese  considerations  relat- 
ing to  the  convenience  and  needs  of  the 
community  to  be  served  lend  some  weight 
toward  approval  of  the  apphcation.  It  is 
the  Boards  judgment  that  consumma- 
tion of  the  proposed  acquisition  would  be 
in  the  pubhc  uiterest  and  that  the  ap- 
plication should  be  approved. 

On  tlie  basLs  of  the  record,  the  appli- 
cation is  approved  for  the  reasons  sum- 
marized above  The  transaction  shall  not 
be  made  <  a  before  tlie  thirtieth  calen- 
dar day  following  the  effective  date  of 
this  Order  nor  *  b '  later  than  three 
months  after  that  date,  and  'C  Michi- 
gan National  Bank-Farmington.  Farm- 
ington Hills.  Michigan,  shall  be  opened 
for  business  not  later  thaai  six  months 
after  the  effective  date  of  this  Order. 
Each  of  the  periods  described  in  <  b '  and 
ici  may  be  extended  for  good  cause  by 
the  Board,  or  by  the  Federal  Reserve 
Bank  of  Chicago  pursuant  to  delegated 
auUiority. 

By  order  of  the  Board  of  Governors,* 

effective  May  27,  1977. 

Ruth  A  Reistek. 
Assistant  Secretary  of  the  Board. 

IFR  Doc.77- 15808  Piled  6-2-77; 8  45  am) 


Board  is  required  to  hold  a  hearing  only 
when  the  primary  supervisor  of  the  bank  to 
be  acquired  recommends  disapproval  of  the 
application  (12  US.C.  5  1842(b)).  In  this 
case,  the  Comptroller  of  the  Currency  is- 
sued a  preliminary  charter  of  approval  on 
October  21.  1975.  and  renewed  the  life  of 
the  charter  on  August  25.  1976  to  extend 
until  July  21.  1977.  Ttie  Comptroller  has  at 
no  time  recommended  that  the  application 
be  denied  Thu.s.  there  was  no  statutory  re- 
quirement that  a  hearing  be  held.  By  letter 
dated  March  10.  1977.  Protestant  withdrew 
its  request  for  a  formal  hearing 

*■  In  connection  with  its  formation  as  a 
bank  holding  company.  Applicant  indicated 
to  the  Board  its  plan  for  raising  capr.aJ  The 
plan  dated  May  22.  1972.  contemplated  rais- 
ing $10  million  by  the  Issuance  of  equity  se- 
curities "If  the  market  for  equity  securitlee 
Is  at  or  above  present  index  levels  '  Due  to 
the  economic  conditions  In  the  market  stir- 
rcmndlng  the  sale  of  equity  securities.  Appli- 
cant has  requested  relief  from  this  commit- 
ment. At  the  present  time,  thotigh,  the  Board 
has  not  waived  the  requirement  that  Appli- 
cant raise  the  subject  $10  million.  See  the 


MATTATUCK    BANCORP,    INC. 
Formation  of  Bank  Holding  Company 

The  Mattatuck  Bancorp.  Inc.,  'Water- 
btiry,  Connecticut,  has  apphed  for  the 
Board's  approval  under  section  3<a)<l) 
of  the  Bank  Holding  Company  Act  il2 
U,S.C.  18421  a  Ml,  I  to  become  a  bank 
holding  company  through  acquisition  of 
80  percent  or  more  of  the  voting  shares 
of  The  Mattatuck  Bank  and  Trust  Com- 
pany. 'Waterbur>-,  Connecticut.  The  fac- 
tors that  are  considered  in  acting  on  the 
apphcation  are  set  forth  in  section  3<c) 
of  the  Act  (12  U.S.C.  1842(c)). 


Botud  s  statement  regarding  Applicant's  pro- 
posed   capital     improvement    plan     in    the 
Boards   statement    accompanying   lie   Order 
of  August  3.  1872,  68  Fed.  R«s.  Bull.  804.  806 
807   (1972). 

•  Voting  for  this  action  ■  Chalrmai:i  Bum* 
and  Oovernors  Gardner  WalUch.  Coldwell, 
Jackson  and  LUly  Absent  and  not  voting: 
Governor  Partee 
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NOTICES 


The  application  mav  be  in5perted  at 
the  offices  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  oi"  Boston. 
Any  person  wishing  to  comment  on  the 
application  should  submit  views  in  writ- 
ing to  the  Reserve  Bank,  to  be  received 
not  later  than  June  28.  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System,  May  31.  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

rPR  Doc. 77    !5809  Ttled  C  2   77,845  am] 

DEPARTMENT   OF   HEALTH, 
EDUCATION,   AND   WELFARE 

Food   and   Drug  Administration 
(Docket  No.  77N-0106] 

SAFETY  OF  CERTAIN  FOOD  INGREDIENTS 

Opportunity  for  Public   Hearing 

AGEN'CW  Food  and  Drug  Administra- 
tion. 

ACTION:   Notice 

SUMMARY:  Tht';  document  announces 
an  optwrturuty  for  public  hearing  on  the 
safety  of  certain  food  ingredients  to  de- 
termine if  they  are  generally  recoenized 
as  safe  ^GR.-XS'  or  .subject  to  a  prior 
sanction 

DATES:  Requests  to  make  oral  presen- 
tations at  the  public  hearing  must  be 
postmarked  on  or  before  July  5,  1977. 

FOR  FURTHER  INFORM.\TTON  CON- 
TACT: 

Corbin  I,  Miles.  Bureau  of  Foods 
'HFF-3351.  Food  and  Drug  AdmmLs- 
tration,  Department  of  Health,  Educa- 
tion, and  Welfare.  200  C  St.  SW., 
Washington.  DC  20204  ■  202-472-4750J . 

SUPPLEMENTARY       INFORXL^TION: 

The  Commissioner  of  P\5od  and  E>rugs 
Issued,  in  the  Ffder.^l  Register  of  July 
26.  1973  <38  FR  20053 1 .  a  notice  advising 
the  public  that  an  op{X)rtunity  would  be 
provided  for  oral  pr&sentatlon  of  data, 
Information,  and  view.s  at  public  hear- 
ings to  be  conducted  by  tlie  Select  Com- 
mittee on  GRAS  Substances  of  the  Life 
Sciences  Research  Office,  Federation  of 
.\merlcan  S'X-ieties  for  Experimental 
Biolocy  'hereinafter  referred  to  as  the 
Select  Committee  I,  about  the  safety  of 
Ingredients  used  in  food  to  determine  If 
they  are  generally  recognized  as  safe 
iGR-ASi  or  subjeK:t  to  a  prior  sanction. 
The  Commi.ssioner  now  givee  notice 
that  the  Select  Com.mittee  Ls  prepared  to 
conduct  a  public  hearing  on  the  follow- 
ing categories  of  food  inqredients:  acetic 
acid,  sodium  acetate,  sodium  diacetate. 
papain,  peclm.  pectuiates,  amidated  pec- 
tins. The  public  hearing  wlU  provide  an 
opportunitv  before  the  Select  Committee 
reaches  it.s  final  conclusions,  for  any  in- 
terested person's)  to  present  scientific 
data,  information,  and  views  on  the 
safety  of  these  substances,  in  addition  to 
those  previously  submitted  in  writing 
pursuant  to  notices  published  In  the 
Pederai  Registm  of  July  26,  1973  (38  PR 
20051,  20053)  and  April  17,  1974  f39  FR 
13798). 


The  Select  Committee  has  reviewed  all 
the  available  data  and  information  on 
the  categories  of  food  ingredients  listed 
above  and  has  reached  one  of  the  five 
following  tentative  conclusions  on  the 
status  of  each: 

1.  There  is  no  evidence  in  the  available 
information  that  demonstrates  or  stig- 
gests  reasonable  grounds  to  suspect  a 
hazard  to  the  public  when  it  is  used  at 
levels  that  are  now  current  or  that  might 
be  reasonably  be  expected  in  the  future. 

2.  There  is  no  evidence  in  the  available 
information  that  demonstrates  or  sug- 
gests reasonable  grounds  to  suspect  a 
hazard  to  the  public  when  it  is  used  at 
levels  that  are  now  current  and  In  the 
manner  now  practiced.  However,  it  is  not 
possible  to  determine,  without  additional 
data,  whether  a  significant  increase  in 
consumption  would  constitute  a  dietary 
hazard  (This  finding  does  not  apply  to 
the  substances  covered  by  this  notice.) 

3.  Although  no  evidence  in  the  avail- 


able information  demonstrates  a  hazard 
to  the  public  when  it  is  used  at  levels 
that  are  now  current  and  in  the  manner 
now  practiced,  uncertainties  exist  re- 
quiring that  additional  studies  be  con- 
ducted. (This  finding  does  not  apply  to 
the  substances  covered  by  tiiis  notice..) 

4.  Tlie  evidence  is  insufficient  to  de- 
termine that  the  adverse  effects  reported 
are  not  deleterious  to  the  public  healtli 
when  it  is  used  at  leveLs  that  are  now 
current  and  in  the  manner  now  prac- 
ticed. (This  finding  does  not  apply  to  the 
substances  covered  by  this  notice.) 

5.  The  information  available  is  not 
sufficient  to  make  a  tentative  conclusion. 
(This  finding  does  not  apply  to  the  sub- 
stances covered  by  this  notice  » 

The  following  table  lists  each  ingredi- 
ent, the  Select  Committees  tentative 
conclusion  (keyed  to  the  five  types  of 
conclusions  listed  above  > .  and  the  avail- 
able information  on  which  the  Select 
Committee  reached  its  conclusion : 


SubstanM 


Select 
com- 
mittee 
tentative 

eon- 
cloaioa 


ScientiTie  lit«r&ture 
review 


Animal  study 
report 


Other  intormatioa 


Order  No. 


Coet    Order  No. 


Cost 


Acetic  acid,  nodium 
aertatr.  Sodium 
diacetate: 

.\«'tic  acid 

.Sodium  acetat«... 

Sodium  diacetate . 


PB-23t-898/AS     $5. 00 


Paroin: 

I'aptiln. 


PB-228^540/AS       4.00 


Teratologic  evalu- 
ation of  acetic 
acid  (71-73)  by 
Food  and  Drue 
Research  Labs., 
Inc.,  under 
FDA  contact 
(PB-234-8aB/ 
AS,  t3.2S).' 

MntBgenie  evRlu- 
alion  (TiOT  1) 
of  sodium 
acetate  (75-3) 
by  Litton  Bio- 
nelics,  Inc., 
under  FDA 
contract  (PB- 
254-514/ AS, 
$4.00). 

Teratologic  eval- 
uation of 
Papain   (73-54) 
by  Food  and 
Dmg  Kesaarcb 
Labs.,  Inc., 
under  FDA 
contract  (PB- 
245-.533/A3 
$3.75). 


Pectin  UTic!  p<ctlnaU$; 

Pectin.- — . 

l'«c£inat«a 

A!:udat.>d  pectiM. 


PB-230-30ei^AS       175 


a.  Human  Intake  data  taken  from 
"A     Coraprabensive    Survey     of 

Influ.=rtry  on  the  r.se  of  F'ood 
ChPrnirals  (ienertvUy  Rernenned 
as  Safe  iLiR.VSi'  .  available  from 
the  Nalionil  TechuicsU  Inform j- 
tion  Ser-yice,  PB  Nos.  221-^121 
through  221-y49. 

b.  Investigation  of  the  toxic  and 
teratceenie  effects  of  OR  AS  sub- 
stances to  the  developing  chicken 
embryo:  sodium  aceialc.  FDA 
in-house  investigation. 


a.  Human  ini.ike  data  tnken  from 
"A  Comprebensive  t^urvey  of 
Industry  on  the  Cae  of  Food 
Chemicils  Gen"rally  Recogniied 
as  Sale  (ORA.S1",  available  from 
the  National  Teclinical  Informa- 
tion Service,  I'B  Nos.  221-y21 
through  221-940. 


b.  Investigation  of  the  toiie  and 
teratogenic  effects  of  GK.VS  sui>- 
slances  to  the  developing  chirkiMi 
embryo:  papain.  PDA  in-house 
invest]  gaUon. 

a.  Human  intake  data  taken  from 
"A  Comprehen.<:;ve  .'^urvpy  of 
Industry  on  the  Ise  of  Food 
Chemicals  Uenerally  Uecocniied 
as  Safe  (GRA.Si",  available  from 
the  National  Tithnieal  Infonua- 
tion  Service.  PB  Nos.  221-921 
through  221-949. 

b  Kesterson,  J.  H.  and  R  Brad- 
dock.  1975.  Technical  monograph 
No.  4  Ciba  Gi-igy  Ltd.,  Basel. 
Switzerland. 

c.  Letter,  dated  Nov.  22,  1976,  from 
J.  P.  Frawley  Uarculas  Inc., 
Wilmington,  Del.  ^ 

d.  l,etter,  dated  Di<c  22,  1975,  from 
K.  M.  Baldwm.  General  Food 
Corp.,  Woburn.  Mass. 

B.  Til,  H.  P.,  W.  t^i-inen,  and  A.  P. 
de  Groot.  iy72.  liei«>rt  No.  3S43. 
Centraal  Iiistituul  voor  Voeding- 
sondenoek.  The  Netherland? 

f.  Pahner.  G.  H.  and  T.  K.  Jones. 
1972.  Report  No.  9-275,  Sunkist 
Orowtrs,  Inc.,  Ontario,  Calif. 

g.  Palmer.  O.  H.,  11  C.  Bergman, 
K.  A  Oistad,  and  T  R  Jones. 
isr73.  Report  No  9^282  Sunkist 
tiroviers.  Inc.,  Ontario,  CnUf 

h.  Palmer.  G.U.,  T  H.  Joiit«,  ii.  C. 
Bergman,  K.  A.  Oistad,  and  ?.  K. 
Abnl  JaJ.  1973  Re[xirt  No  9-292. 
Sunkist  Growers.  Inc.,  Ontario, 
Calif. 
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2S601 


Sciectifk  Utoratare 
revtew 


Select 

eom- 

Substanoe  mittee 

tentative  

OOD-  Order  No. 

elusion 


Animal  stody 
report 


Other  informatioa 


Cotf     Order  No. 


Cost 


L  Jones,  T  R  ami  O.  H.  Palmer. 
1973  Report  No.  9-2SS.  SuiUtist 
Growers.  Inc.,  Ontano,  Calif 

J  Jones.  T  R.  and  O.  H.  Palmer. 
1974.  Report  No.  9-301.  Sunkist 
Growers,  Lnc_^  Ontario,  Calif. 

k.  Palmer,  O.  H.,  H.  C.  Bergman, 
F.  U.  Gre^rio,  an'd  T.  R.  Jones. 
1974.  Report  No.  9-a>l.  Sunkist 
Growers.  Inc.,  Ontario,  Calif. 

1.  Adler,  G.,  S.  fimith.  G.  L.  Ken- 
nedy, F.  K.  Kinoshila,  and  M.  L. 
KepUnger.  1976.  Industrial  Bio- 
Test  Labs.,  Chicago,  111. 


Reports  in  the  table  with  -PB'  prefixes 
may  be  obtained  from  the  National 
Technical  Information  Service,  U.S.  De- 
partment of  Commerce.  5285  Port  Royal 
tember  23,  1974  '39  FR  34218'. 

In  addition  to  the  information  con- 
tained m  the  documents  listed  in  the 
table  above,  the  Select  Committee  sup- 
plemented, -where  appropriate,  their  re- 
views with  specific  information  from 
specialized  sources  as  announced  in  a 
previous  hearing  opportunity  notice  pub- 
lished in  the  Federal  Register  of  Sep- 
tember 23  ,1974  i39  FR  34218'. 

Tlie  Select  Committee's  tentative  re- 
ports on  '!>  acetic  acid,  sodium  acetate, 
and  sodium  diacetate,  <2)  papain,  and 
(3)  pectin,  pectinates,  and  amidated 
pectins  are  available  for  review  m  the 
office  of  the  Hearing  Clerk.  Food  and 
Drug  Administration,  Rra.  4-65,  5600 
Fishers  Lane.  Rockville,  MD  20857.  and 
also  at  the  Public  Information  Office, 
Food  and  Drug  Administration,  Rm. 
3807.  200  C  St.  SW.,  Washington,  D.C. 
20204.  In  addition,  all  reports  and  docu- 
ments used  by  the  Select  Committee  to 
review  the  ingredients  are  available  for 
review  in  the  office  of  the  Hearing  Clerk. 

To  schedule  the  public  hearing,  the 
Select  Committee  must  be  informed  of 
the  number  of  persons  who  wish  to  at- 
tend and  the  length  of  time  requested  to 
give  their  views.  Accordingly,  any  in- 
terested person  who  wishes  to  appear  at 
the  public  hearing  to  make  an  oral  pres- 
entation shall  so  inform  the  Select  Com- 
mittee in  writing,  addressed  to: 

The  Select  Committee  on  GRAS  Substances, 
Life  Sciences  Research  Office.  Federation  of 
American  Societies  for  Experimental  Bl- 
ologf,  9650  Rockville  Pike,  Beihesda.  MD 
20014. 

A  copy  of  each  such  request  shall  be  sent 
to  the  Hearing  Cleric,  address  noted 
above,  and  all  such  requests  shall  be 
placed  on  pubhc  display  in  that  office. 
Any  such  request  mttst  be  postmarked  on 
or  before  July  5,  1977,  shall  state  tlie 
substanceis)  on  which  aii  opportunity  to 
present  oral  \iews  is  requested,  and  shall 
state  how  much  time  is  requested  for  the 
presentation.  As  soon  as  possible  there- 
after, a  notice  announcing  the  date,  time, 
place,  and  scheduled  presentations  for 
any  pubhc  hearing  that  may  be  requested 
will  be  published  in  the  Federal  Regis- 
ter. 

The  purpose  of  the  public  hearing  is  to 
receive  data,  Information,  and  views  not 


previously  available  to  the  Select  Com- 
mittee about  tlie  substances  listed  above. 
Information  already  contained  in  the 
scientific  literature  reviews  and  in  the 
tentative  Select  Committee  report  shall 
not  be  duplicated,  although  \iews  on  the 
interpretation  of  tins  material  may  be 
presented. 

Depending  on  the  number  of  requests 
for  opportunity  to  make  oral  presenta- 
tions, the  Select  Committee  may  reduce 
the  time  requested  for  any  presentation. 
Due  to  time  limitations,  individuals  and 
organizations  w^th  common  interests  are 
urged  to  cc«isolidat«  their  presentations. 
Any  interested  person  may,  in  lieu  of  an 
oral  presentation,  submit  written  views 
which  shall  be  considered  by  the  Select 
Committee.  Three  copies  of  such  written 
views  shall  be  addressed  to  tlie  Select 
Committee  at  the  address  noted  above. 
and  must  be  postmarked  not  latter  than 
10  days  before  the  scheduled  date  of  the 
hearing.  A  copy  of  any  written  views 
.shall  be  sent  to  the  Hearuig  Clerk.  Food 
and  Drug  Administration,  and  shall  be 
placed  on  public  displa^•  in  tliat  office. 

A  public  hearing  will  be  presided  over 
by  a  member  of  the  Select  Committee. 
Hearings  will  be  transcribed  by  a  report- 
ing service,  and  a  transcript  of  each  hear- 
ing may  be  purchased  directly  from  the 
reporting  service  and  will  also  be  placed 
on  public  display  in  the  office  of  the  Hear- 
ing Clerk,  Food  and  Drug  Administra- 
tion. 

Dated:  May  25,  1977. 

William  F.  Randolph, 
Acting  Associate  Commissioner 

for  Compliance. 

IFR  Doc. 77-15418  Filed  6  2-77.8  45  am] 


[Docket  No.  770- 0049] 

CPC   INTERNATIONAL    INC. 

Filing  of  Petition   For  Affirmation  of  Gras 
Status 

.AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMALARY:  CPC  International  Inc.  has 
filed  a  petition  (GRASP  7G0084)  propos- 
ing affirmation  that  the  use  of  glucose 
isomerase  enzyme,  derived  from  Strep- 
tomyces  olivochromogenes.  in  the  iso- 
merization  of  dextrose-containing  nutri- 
tive sweeteners   and  the   high   fructose 


com  syrup  are  generally  recognized  as 

safe  I  GRAS-. 

DATE:  Cc«nments  by  Augtost  2,  1977. 

.\DDRESS :  Written  comments  to  Hear- 
ing Clerk,  Food  and  Drug  Administra- 
tion. Rm.  4-65.  5600  Fishers  Lane,  Rock- 
ville, MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Corbin  I.  Miles.  Bureau  of  Foods 
tHFF-335>,  Food  and  Drug  Adminis- 
tration, Department  of  Healtli,  Educa- 
tion, and  Welfare.  200  C  St.  SW.. 
Washington.  DC  20204  (202^72-4750). 

SUPPLEMENTARY  INFORMATION: 
Pursuant  to  provisions  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (sees.  201 
(sK  409.  701(a),  52  Stat.  1055.  72  Stat. 
1784-1788  (21  U.S.C.  321  (SK  348.  371 
(a) ) )  and  the  regulations  under  5  170.35 
for  affirmation  of  GRAS  status  (21  CFR 
170.35,  formerly  §  121.40.  prior  to  re- 
codification published  in  the  Federal 
Register  of  March  15,  1977  (42  PR 
14302)).  notice  is  given  that  a  petition 
'  GRASP  700084 )  has  been  filed  by  CPC 
International  Inc  .  International  Plaza, 
Englewood  Cliffs.  NJ  07632  and  placed 
on  pubhc  display  at  the  office  of  the 
Hearing  Clerk,  pro^x^sing  affirmation 
that  the  ase  of  glucose  isomerase  enzmye. 
derived  from  Streptomyces  olivochromo- 
gcnrs.  in  the  isomerization  of  dextrose- 
containing  nutritive  sweeteners  and  the 
high  fructose  corn  syrup  are  generally 
recogTiized  as  safe  iGRAS>. 

Any  petition  which  meets  the  format 
requirements  outlined  in  §  170  35  is  filed 
by  the  Focxl  and  Drug  Administration. 
Tlierc  IS  no  prefiling  review  of  the  ade- 
quacy of  data  to  support  a  GRAS  con- 
clusion Thus  the  filing  of  a  petition  for 
GRAS  affirmation  should  rjot  be  inter- 
preted as  a  preliminary  indication  of 
suitability  for  affirmation. 

Interested  persons  may,  on  or  before 
.'August  2.  1977.  revnew  the  t>etition  and' 
or  file  comments  (in  quadruplicate  and 
identified  wnth  the  Hearing  Clerk  docket 
number  found  in  brackets  in  the  heading 
of  this  document'  with  the  Hearing 
Clerk  (HFC-20 ' .  Focxl  and  Drug  Admin- 
istration. Rm.  4-65.  5600  Fishers  Lane. 
Rockville,  MD  20857  Comments  should 
include  any  Mailable  information  that 
would  be  helpful  in  determining  whether 
the  substance  is,  or  is  not.  generally  rec- 
ognized as  safe,  A  copy  of  the  petition 
and  received  comments  may  be  seen  in 
the  office  of  the  Hearing  Clerk  between 
the  hours  of  9  a.m.  and  4  p.m.,  Monday 
through  Friday. 

Dated:  May  25.  1977. 

Howard  R.   Roberts. 
Acting  Director.  Bureau  of  Foods. 

(PR  DOC.T7-15543  Piled  6-2-77; 8: 45  am] 
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INTERSTATE  CONVEYANCE  SANITATION; 
DISCHARGE  OF  WASTES  FROM  RAIL- 
ROAD CONVEYANCES 

Request   For  Information 

AGENCY;  Food  and  Drug  Administra- 
tion. 
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ACTION:  Request  for  Information. 

SLTMMARY:  The  agency  asks  that  Inter- 
ested persons  submit  data,  information, 
and  views  regarding  waste  discharge 
from  all  types  of  railroad  conveyances, 
includmg  intercity  rail  passenger  serv- 
ice, rail  freight  service,  and  maintenance 
service.  The  received  material  will  help 
FDA  develop  recommendations  to  the 
Secretary  of  the  Department  of  Health. 
Education,  and  Welfare  for  hLs  report  to 
Congress  regardi:ig  the  discharge  of 
wastes  from  railroad  conveyances. 

DATE:  Submission  of  data,  information, 
and  views  by  August  2.  1977. 

FOR  FURTJIER  INFORMATION  CON- 
TACT : 

Richard  Nacewicz.  Bureau  of  Foods 
iHFF-324>.  Food  and  Drug  Adminis- 
tration. Department  of  Health.  Educa- 
tion, and  Welfare.  200  C  St.  SW., 
Washington.  DC.  20204  '202-245- 
1505' , 

SLPPLENfENTARY  INFORMATION: 
The  Food  and  Drug  AdmmLstration 
I  FDA '  Ls  responsible,  imder  tlie  Public 
Health  Service  Act  «42  U.S.C.  264'  for 
regulating  tJie  discharge  of  wastes  from 
railroad  conveyances.  In  the  Federal 
Register  of  June  8.  1971  '36  FR  11025 1, 
the  Commissioner  of  Food  and  Drugs  is- 
sued regulations  on  the  waste  dLscharge 
from  railroad  conveyances.  These  reg- 
ulations were  issued  after  receipt  of  a 
petition  in  1970  and  after  congressional 
hearings  regarding  dl'^charge  of  waste 
from  railroad  conveyances. 

The  Jime  1971  regulation  required,  as 
of  July  1.  1972.  wa^ste  discharge  controls 
on  all  new  railroad  conveyances  and  ret- 
rofitting of  all  existing  equipment  'pas- 
senger and  nonpassenger  I  by  December 
31.  1974.  The  regulations  provide  for  ex- 
ten.sions  in  specific  cases,  but  set  Decem- 
ber 31.  1977  a,s  tlie  final  date  for  com- 
pliance. In  tlie  Feder.^l  Register  of  July 
17,  1975.  <40  FR  30108'.  the  CommLs- 
sioner  extended  to  December  31.  1977, 
the  retrofit  compliance  date  for  nonpas- 
senger conveyances.  At  the  same  time, 
the  CommLssioner  provide  for  exten.sions 
beyond  Decemijer  31.  1977  for  the  retrofit 
of  passenger  conveyances,  wiien  tJie  com- 
panies, in  specific  cases,  demonsti-ated 
that  without  an  extension  substantial 
disruption  of  operations  might  occur. 

Federal  legislation  of  February  5.  1976 
I  Railroad  Revitah^ation  and  Regulatory 
Reform  Act  of  1976.  Pub  L.  94-210,  90 
Stat,  31  i45  use.  801  et  seq.M  and 
October  19,  1976  'Rail  Transportation 
Improvement  Act.  Pub.  L.  94-555.  90  Stat. 
2613  1 45  U.S.C.  501  note'  )  amended  sec- 
tion 306111  of  the  Rail  Passenger  Service 
Act  1 45  U.S.C  546' 1'  >  to  exempt  •'inter- 
city rail  passenger  service "  from  the 
current  regulations  i21  CFR  Part  1250  > 
governing  discharge  of  wastes  from  rail- 
road conveyances. 

Section  105  of  the  Rail  Transportation 
Improvement  Act  amended  section  306 
(ii  of  the  Rail  Passenger  Service  Act 
145  use   546 1 p  I  to  read  as  follows: 

The  provUjIons  of  section  361  of  the  Public 
Health  Service  Act  (42  U  S.C.  264i  shall  not 


apply  to  waste  disposal  from  railroad  convey- 
ances operated  In  Intercity  rail  passenger 
service. 

F^irther,  the  Rail  Transpoi-tatlon  Act 
under  section  301  (45  U.S.C.  641  note) 
commits  the  Secretary  of  the  Depart- 
ment of  Health,  Education,  and  Welfare 
to  a  study  of  public  health,  environmen- 
tal, and  financial  aspects  of  waste  dis- 
charge from  railroad  conveyances.  The 
study  is  to  be  reported  to  the  Congress 
by  April  19,  1978.  This  provision  of  the 
act  provides: 

The  Secretary  of  Health,  Education,  and 
Welfare,  In  consultation  with  the  Interstate 
Commerce  Commission  and  the  Secretary  of 
Transportation,  shall  submit  a  report  to  the 
Congress  within  18  months  after  the  enact- 
ment of  this  Act  concerning  ( 1 )  the  risk  of 
outbreaks  of  disease  or  illnesses  and  any 
other  adverse  environmental  effects  resulting 
from  the  discharge  of  waste  from  railroad 
conveyances  operated  in  Intercity  rail  pas- 
senger service,  in  rail  commuter  service,  and 
in  rail  freight  service  and  (2)  the  financial 
and  operating  hardships  on  railroads  or  pub- 
lic authorities  which  would  result  from  a 
prohibition  of  waste  disposal.  Such  report 
shall  contain  such  recommendations  as  the 
Secretary  of  Health.  Education,  and  Welfare, 
the  Interstate  Commerce  Commission,  or  the 
Secretary  of  Transportation  considers  ap- 
propriate to  balance  possible  dangers  of  dis- 
ease or  illness  and  environmental  consider- 
ations with  operating  or  financial  considera- 
tions relevant  to  the  railroad  industry,  in- 
cluding any  distinction  considered  appro- 
priate between  new  railroad  rolling  stock  and 
existing  railroad  rolling  stock,  and  shall  con- 
sider any  regulations  pertaining  to  waste 
dwpc'sal  from  railroad  conveyances  opterated 
In  other  nations. 

To  carry  out  the  required  study,  FDA 
LS  a^skmg  that  interested  persons  submit 
data,  information,  and  views  regarding 
the  discharge  of  wastes  from  railroad 
conveyances.  Tlie  material  submitted 
will  be  used  by  FDA  in  its  study  and  in 
developing  recommendations  to  the  Sec- 
retary for  his  report  to  the  Congress. 

Interested  persons  may,  on  or  before 
August  2,  1977  submit  to  the  Hearing 
Clerk  iHPC-20),  Food  and  Di'Ug  Ad- 
ministration, Rm.  4-65,  5600  Fishers 
Lane.  Rockville.  MD  20857,  written  com- 
ments regarding  this  notice.  Four  copies 
of  all  comments  shall  be  submitted,  ex- 
cept that  individuals  may  submit  single 
copies  of  comments,  and  shall  be  iden- 
tified with  the  Hearing  Clerk  docket 
number  foimd  in  brackets  in  the  head- 
ing of  thts  dociunent.  Received  com- 
ments may  be  seen  in  the  above  office  be- 
tween the  hours  of  9  a.m.  and  4  p.m., 
Monday  through  Friday. 

Dated:  May  25.  1977. 

Sherwin  Gardner, 
Acting  Commissioner 
of  Food  and  Drugs. 

iPRDoc.77-15544  PUed  ft-2-77;8:46  am) 


ACTION:  Notice. 

SUMMARY:  The  meeting  scheduled  for 
June  23  and  24,  1977,  of  the  Vitamin. 
Mineral,  and  Hematinic  Panel  is  changed 
to  June  23  only 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Thomas  D.  DeCillis,  (301-443-4960'. 

SUPPLEMENTARY  INFORMATION: 
Pursuant  to  the  Federal  Advisory  Com- 
mittee Act  of  October  6.  1972  i  Pub.  L.  92- 
463,  86  Stat.  770-776.  (5  U.S.C.  App.  I'  >. 
the  Food  and  Drug  Administration 
<FDA)  announced  in  a  notice  published 
In  the  Federal  Register  of  May  13,  1977 
(42  FR  24320>,  meetings  of  public  advi- 
sory committees  of  FDA  and  other  re- 
quired information  in  accordance  with 
provisions  set  forth  in  section  10'a>  <1> 
and  (2)  of  the  act. 

Notice  is  hereby  given  that  the  Vita- 
min. Mineral,  and  Hematinic  Panel 
meeting  scheduled  for  June  23  and  24. 
1977,  has  been  changed  to  June  23  only, 
1  p.m..  Conference  Rm.  C.  Parklawn 
Bldg.,  Rockville.  Maryland.  The  meeting 
format  wiU  be  a  conference  telephone  call 
between  those  members  present  and 
those  not  able  to  be  present  and  will  be 
concerned  only  with  discussion  of  a  draft 
of  the  preamble  to  the  panel  report. 

Dated:  May  24,  1977. 

Joseph  P.  Hile. 
Associate  Commissioner, 
for  Compliance. 

-    |FRDoc.77-16550Flled  6  2-77;8:45  ami 


VITAMIN,  MINERAL.  AND  HEMATINIC 
PANEL 

Meeting  Change 

AGENCY:  Food  and  Drug  Administra- 
tion. 


[Docket  No.  75N-0319] 

COTHYROBAL 

Refusal  To  Approve  New  Drug  Application 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY:  The  Commissioner  of  Food 
and  Drugs  announces  his  decision  con- 
firming, after  a  public  hearing,  the  re- 
fusal to  approve  a  new  drug  application 
(NDA  16-865)  submitted  by  Edison 
Pharmaceutical  Company.  Inc.,  for 
Cothyrobal. 

EFFECTIVE  DATE:  June  3.  1977. 

ADDRESS:  The  transcript  of  the  hear- 
ing, evidence  submitted,  and  all  other 
documents  cited  in  this  notice  may  be 
seen  in  the  office  of  the  Hearing  Clerk 
(HFC-20K  Rm.  4-65.  5600  Fishers  Lane. 
Rockville,  Md.  20857,  between  the  hours 
of  9  a.m.  and  4  p.m..  Monday  through 
Friday. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Allen  B.  Duncan,  Office  of  Medical 
Affairs  i.HFM-l),  Food  and  Drug 
Administration,  5600  Fishers  Lane, 
Rockville,  Md.  20857.   (301-443-1177'. 

SUPPLEMENTARY  INFORMATION: 
Cothyrobal  Is  a  combination  drug  pro- 
posed to  be  recommended  for  treating 
hypercholesterolemia  (excess  of  choles- 
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terol  in  the  blood  >  in  euthyroid  patients 
(patients  with  a  normally  functioning 
thyroid  gland  >  with  or  without  organic 
heart  disease,  and  for  treating  hv-po- 
thyroidism  tthe  condition  resulting  from 
a  deficiency  in  thyroid  activity  >  in  pa- 
tients with  or  without  cardiac  disease 
who  become  thyrotoxic  'exhibited  ad- 
verse effects  caused  by  thyroid  hormone^ 
with  other  types  of  thyroid  medication. 
The  name  of  this  drug  has  also  been 
spelled  "Co-Thyro-Bal."  the  "Cothyro- 
bal spelling  was  utilized  by  all  partici- 
pants in  the  administrative  hearing  and 
is  continued  in  this  notice.  Cothyrobal 
contains  a-s  active  ingredients  sodium 
levoth%Toxine  and  cyanocobalamin  (vi- 
tamin B,r' .  It  is  proposed  to  be  u.'^ed  as 
an  injectable  for  intravenous  or  intra- 
muscular use  and  to  be  marketed  in  a 
lyophilized  <  f reeze-drled  >  form,  to  be 
reconstituted  prior  to  Injection  with  2  to 
5  cubic  centimeters  of  sterile  water  or 
normal  saline  solution. 

The  Commissioner  had  previously  is- 
sued an  order  that  refu.sed  to  approve  the 
new  drug  application  <NDA  16-865) 
which  sought  permission  to  market  Co- 
thjTObal  and  had  determined  that  there 
w'as-no  genuine  and  substantial  issue  of 
fact  that  warranted  a  hearing  concern- 
ing the  refusal.^notice  of  which  was 
published  in  the  Federal  Register  of 
November  1,  1973  '38  PR  30121  >.  Edison 
Pharmaceutical  Co.,  Inc.  i  liereinaf ter 
Applicant »  sought  review  of  that  order 
in  the  United  States  Court  of  Appeals 
for  the  District  of  Columbia  Circuit.  On 
June  2,  1975,  that  court  ordered  the 
Food  and  Drug  Administration  iFDA) 
to  hold  a  full  evidentiary  hearing  on 
"the  threshold  question  whether  it  is 
'humanly  possible'  to  acquire  evidence 
which  meets  the  statutory  standards  ( as 
interpreted  by  PDA  regulations  >  "  for  ap- 
proval of  an  NDA,  Edison  Pharaceutical 
Co..  Inc.  V.  Food  &'  Drun  Administration. 
513  F.  2d  1063.  1072  iD.C.  Cir.  1975  >. 
The  court  also  ordered  that  the  hearing 
consider  "all  relevant  Issues  relating  to 
the  approvability  of  petitioner's  applica- 
tion, whichever  way  [the  Commissioner] 
decides  the  threshold  issue"  i  id  '  lem- 
phasis  in  original ) . 

The  court  of  appeals  declined  to  re- 
consider this  opinion  en  banc.  A  state- 
ment by  five  members  of  the  court  ex- 
plained tliat  reconsideration  was  not 
called  for  because  it  appeared  "that  this 
is  a  unique  case,  to  be  limited  to  its 
special  facts  and  history,"  Edison  Phar- 
m^cevtical  Co..  Inc.  v  Food  &  Drug 
Administration,  517  F.  2d  164,  165  'D.C. 
Cir.  1975K  A  part  of  that  hLstory  was  a 
suit  by  the  Applicant  and  Dr.  Murray 
Israel  against  competitors,  an  FDA  em- 
ployee, and  a  consultant  to  the  agency, 
charging  con^iracy  in  violation  of  the 
antitrust  laws  to  keep  Cothyrobal  off  the 
market.  In  Israel  v.  Baxter  Laboratories, 
Inc..  466  F.  2d  272  (D.C.  Cir.  1972^  the 
court  reversed  a  dismissal  of  that  claim 
and  remanded  the  case  to  the  district 
*court  with  direction  that  the  question  of 
the  safety  and  effectiveness  of  Cothyro- 
bal be  deicded,  after  resubmission  of  the 
NDA  for  the  drug,  by  PDA  in  the  first 


instance.  (The  claim  against  the  FDA 
employee  was  subsequenUj-  dismissed  by 
the  district  court.  Civ.  No.  3626-€9 
(DX).C.  March  22.  1974) .)  As  the  Admin- 
istrative Law  Judge  recognized,  the  prior 
history  of  FDA's  consideration  of  the 
approvability  of  other  CoUiyrobal  NDA's 
is  not  relevant  to  the  issues  dealt  with  in 
the  hearing.  He.  however,  attached  as  an 
appendix  to  liis  opinion  a  chronological 
account  of  the  historj-  of  the  various 
NDA's  for  Cothyrobal,  an  edited  version 
of  which  is  set  out  as  an  appendix  to  this 
decision. 

In  accordance  with  the  court's  order, 
a  notice  of  hearing  was  published  in  the 
Feder.u-  Register  on  November  5,  1975 
1 40  FR  51490  ' .  Tlie  hearing  was  held  on 
December  8  through  19.  1975,  and  Janu- 
ar>-  5  and  7,  1976.  Apphcant  and  several 
mterested  parties  appeared  in  support 
of  the  application.  The  Bureau  of  Drugs 
of  FDA  appeared  in  opposition  to  ap- 
proval of  the  NDA. 

At  tlie  hearing.  13  witnesses  testified 
in  support  of  Uie  apphcation:  Murray 
Israel.  M  D  .  a  physician  who  developed 
Cothyrobal;  George  M.  Le\-y,  an  attorney 
who  "had  been  treated  with  Cothyrobal; 
Edward  C.  ("Whitey")  Ford,  a  baseball 
coach  who  is  a  director  of  the  Vascular 
Research  Foundation;  Harold  H.  Pusher, 
who  had  been  involved  in  tlie  manufac- 
ture of  Cothyrobal;  Rev.  Ftonald  L. 
Damerow,  who  was  involved  witii  tlie 
preparation  of  a  documentao"  film  and 
book  on  Cothyrobal:  A.  James  Condrill, 
Dr.  Israel's  patient  who  appeared  pro  se; 
Stanley  Schwaid,  D.D.S.,  a  dentist  who 
had  experience  with  Cothyrobal;  Glen 
Darrow.  a  doctor  of  osteopathic  medi- 
cine: Granville  F  Knight,  M.D.,  a  physi- 
cian who  speciahzed  in  allergy  and  nu- 
trition; Zal  H.  Sanders,  M.D.,  a  physi- 
cian who  had  prescribed  Cothyrobal:  V. 
Michael  Walczak.  M.D..  a  physician  spe- 
cializing in  internal  medicine  who  con- 
ducted a  study  on  Cothyrobal,  Peter  Bis- 
train,  a  layman  who  had  been  treated 
with  Cothyrobal;  and  Dennis  Gage,  a 
medical  student  appearing  pro  se. 

Five  witnesses  testified  against  ap- 
proval of  the  application:  Helmut  B. 
Nunn.  a  Bureau  of  Drugs  chemist  who 
reviews  drug  applications  with  regard  to 
manufacturing  controls,  labeling,  and 
package  inserts;  WiUiam  T.  Beaver, 
M.D.,  professor  of  Pharmacology, 
Georgetown  University  School  of  Medi- 
cine; David  F.  Brown.  M.D..  professor  of 
Medicine.  Albany  Medical  College  and 
attending  cardiologist.  Albany  Medical 
Center  Hospital:  Jacob  Robbins,  M.D.,  a 
researcher  for  the  National  Institutes  of 
Health:  and  Robert  Temple.  M.D.,  .'As- 
sistant to  the  Director  of  the  Bureau  of 
Drugs. 

At  the  conclusion  of  the  hearing, 
briefs  were  submitted  by  the  parties  The 
Administrative  Law  Judge.  Daniel  J. 
Davidson,  issued  an  initial  decision  on 
April  15,  1976.  As  to  the  threshold  issue, 
he  found  that  double-blind  tests  on 
Cothyrobal  of  tiie  sort  required  by  FDA 
are  not  too  dangerous  to  perform.  In  ad- 
dition, he  found  that  the  application  was 
not  supported  by  the  required  adequate 


and  well-controlled  studies  and  that  the 
application  failed  to  comply  with  the 
regulations  governing  the  approval  of 
NDA's  "in  a  variety  of  ways"  tlnitial  De- 
cision at  12  >. 

Thereafter,  interested  parties  were 
given  30  days  to  submit  exceptions  to  the 
Initial  decision.  In  response  to  a  request 
by  the  Applicant,  the  Commissioner  ex- 
tended the  time  for  submission  of  excep- 
tions until  June  14.  1976.  Twenty  days 
were  allotted  for  responses  to  any  such 
exceptions.  Exceptions  were  submitted 
by  Stanley  F.  Schwaid,  D.D.S.,  Miles  H. 
Robinson.  M.D.,  and  by  coimsel  for  Ap- 
plicant and  Edward  Ford.  Mr.  George 
Levy,  in  a  letter  to  the  Hearing  Clerk, 
indicated  Uiat  he.  as  counsel  for  a  num- 
ber of  indmduals,  joined  in  Uie  excep- 
tions ftled  by  Applicant.  A  reply  to  these 
exceptions  was  submitted  by  the  Bureau 
of  Drugs. 

Pursuant  to  5  12.125<c)  (21  CFR 
12.125(c>.  formerly  §  2.181(ci  prior  to 
recodification  published  in  the  Federal 
Register  of  March  22.  1977  i42  FR 
15553*  1.  the  Commissioner  i.ssue^  the 
following  discussion  of  the  significant 
contentions  in  the  hearing,  findings  of 
fact,  conclusions  of  law.  and  financial 
order.  Since  the  Commissioner's  discus- 
sion of  the  issues  raised  in  the  hearing 
and  in  the  exceptions  to  the  initial  de- 
cision of  the  Administrative  Law  Judge 
is  necessarily  detailed,  he  is  setting  out 
for  the  reader's  convenience  an  outline 
of  that  discussion  as  follows: 

I  Introduction. 

A.  Focus  of  Commissioner's  discussion. 

B.  Indications  for  use  of  Cothyrobal. 

II  llireshold  question. 

III.  .Adequacy  of  NDA.  assuming  stud- 
ies mvohing  concurrent  controls  may 
not  be  performed. 

A  Requirements  for  testing. 

B  Effectiveness  data. 

1.  Standards  to  be  applied. 

2.  Dr  Israel's  10-year  studj'. 

3.  Dr  Brusch's  study. 
4  Dr  Russek's  study. 

5.  Dr  Walczaks  study. 

6.  Diabetic  retinopathj-  study. 

7.  Dr.  Wren's  study. 

C  Safety  of  Cothyrobal. 
1    Introduction. 

2.  Animal  studies. 

3.  Clinical  testing. 

4.  Clinical  impressions  of  safety. 

5.  Indications  of  possible  safety  prob- 
lems. 

D.  Deficiencies  in  manufacturing  data, 
samples  submitted,  and  proposed  label- 
ing. 

rv'  Completeness  and  fairness  of  the 
hearing 

A.  Intrcxluction. 

B.  The  issues 

C.  Proffered  evidence  not  received. 

1.  Material  not  submitted  with  the 
NDA. 

2.  Repetitious  evidence. 

3.  "Testimonial  e\'idence," 

4  Material  relating  to  prior  NDA's. 
5.  Exclusions  of  exhibits. 
D  Other  contentions  of  unfairness. 
1   Atmosphere  of  tlie  hearing  room. 
2.  Miscellaneous  contentions. 
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3   Dr.  Schwaids  letter. 

4.  DLscovery. 

5.  The  NDA. 

E.  Definition  of  hypothyroidism. 

V  Exceptions  by  parties  other  than 
Applicant. 

A.  Exceptions  of  Dr  Schwaid. 

B.  Exceptions  of  Dr.  Plobinson 
C  Other  interested  persons. 

VI  Conclusion. 
VII.  Order. 

I.  Introduction 

A.  Fociis  of  Commissioner's  Discus- 
sion. It  shoiild  be  emphasized  at  the  out- 
set that  the  Conunissloner  is  not  deter- 
mining that  Cothyrobal  is  not  safe  when 
iLsed  as  indicated  or  that  Cothyrobal  is 
not  effective  in  the  treatment  of  diseavses 
for  which  it  is  Indicated  when  it  is  used 
as  directed.  He  is  determining  that  the 
new  drug  application  for  Cothyrobal 
cannot  be  approved.  Such  approval  may 
be  granted  only  when  an  applicant 
meets  the  requirements  specified  in  the 
new  drug  provisions  of  section  505  of  the 
meeto  the  requirements  sriecified  in  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
<21  U.S.C  355 »  and  the  regulations  pro- 
mulgated by  FDA  uiider  Part  314  pursu- 
ant to  those  provisions  <21  CFR  Part 
314' 

It  is  apparent  from  the  testimony  at 
the  hearing  and  from  the  correspond- 
ence and  other  materials  in  the  admin- 
istrative record  that  Cothyrobal  Is 
supported  by  a  substantial  number  of 
individuals,  including  some  with  medical 
training.  Tliese  persons  believe  strongly 
in  both  its  .safety  and  it.s  effectiveness 
and  appear  to  feel  that  Cothyrobal  has 
been  responsible  for  their  recovery  from 
di.seases  and  that  it  is  necessary  for  their 
continued  good  health.  Many  of  their 
contentions  appear,  upon  analysis,  to  be 
actually  chrected  at  the  law's  require- 
ment that  a  drug  must  meet  explicit  sci- 
entific criteria  before  marketing  approv- 
al can  be  granted.  That  is  an  issue 
which  has  been  decided  by  Congress.  The 
ciuestlon  before  tlie  Commissioner  on  re- 
view of  the  Administrative  Law  Judge's 
initial  decision  is  whether  Cothyrobal  In 
fact  meets  the  statutory'  standards.  It  is 
to  that  question  that  the  discussion  will 
be  directed. 

B  Indications  for  Use  of  Cothyrobal. 
There  was  some  confusion  at  the  hearing 
concerning  what  were  the  actual  indica- 
tions for  the  use  of  Cotliyrobal.  The  pro- 
posed package  insert  for  Cothyrobal  sub- 
mitted as  part  of  KDA  16-865  '  page  35  of 
that  NDA  '  reads  as  follows : 

INDICATIONS;    CO-THYRO-BAL    Is 
indicated  for  the  treatment  of  hyper- 
cholesterolemia m  euthyroid  patients, 
with  or  without  organic  heart  disease. 
It  IS  also  Indicated  In  the  treatment  of 
h>T>othyroidL-im.  with  or  without  car- 
diac disease,  in  patients  who  become 
thyrotoxic  with  other  types  of  thyroid 
medication. 
The  last  sentence  of  the  proposed  pack- 
age insert  seems  to  have  been  the  cause 
for  confusion.  For  instance,  the  court  of 
appeals  stated  that  Cothyrobal  was  "rec- 
ommended for  the  treatment  of  hyper- 
cholesterolemia, hypothyroidism,  and  for 


patients  who  become  thyro-toxic  with 
other  types  of  thyroid  medication,"  (em- 
phasis added »  513  F.  2d  at  1066.  The 
court's  statement  would  suggest  that 
there  are  three  mdicatlons  rather  than 
two.  The  confiision  on  this  question  is 
apparently  traceable  to  an  error  in  the 
order  denying  a  hearing  on  Cothyrobal 
published  in  the  Federal  Register  of 
November  1,  1973  (38  FR  3012D .  The 
agency  is,  how-ever.  limited  to  considera- 
tion of  the  indications  that  are  actually 
proposed  In  the  ISDA  for  the  drug  whose 
approval  is  sought,  i.e.,  <  1)  the  treatment 
of  hypercholesterolemia  in  euthyroid  pa- 
tients with  or  without  organic  heart  dis- 
ease and  (2»  the  treatment  of  hypothy- 
roidism, with  or  witliout  cardiac  disease, 
in  patients  who  become  thyrotoxic  with 
other  types  of  thyroid  medications.  An 
indication  "for  patients  who  become 
thyro-toxic  with  other  types  of  thyroid 
medication"  would  not  be,  in  any  case, 
an  indication  upon  which  a  drug  could 
be  approved.  The  specific  diseases  which 
the  drug  is  proposed  to  be  used  to  ameli- 
orate must  be  stated. 

Another  problem  dealing  with  the  in- 
dications and  the  proposed  labeling  is 
raised  by  Applicant's  submission  as  part 
of  its  NDA  of  a  study  dealing  with  dia- 
betic retinopathy,  a  disease  which  may 
involve  blindness.  Cothyrobal  is  not  in- 
dicated in  its  labeling  for  this  disease, 
but  Dr.  Israel  suggests  that  it  is  "in- 
cluded in  a  hidden  way,"  in  the  indica- 
tions 'Transcript  of  the  Administrative 
Hearing  (hereinafter  Tr.)  at  221  >.  Dr. 
Israel's  theory  apparently  is  that  any 
number  of  chronic  diseases  have  a  com- 
ponent of  either  hypothyroidism  or  hy- 
percholesterolemia. He,  and  presumably 
Applicant,  seem  to  believe  that  a  drug 
may  be  approved  for  a  general  indica- 
tion on  the  basis  of  showing  that  a  drug 
was  effective  in  treating  a  number  of 
specific  diseases,  which  may  or  may  not 
have  those  general  indications  as  a  "com- 
ponent." This  misunderstanding  as  to 
the  function  of  a  drug  label  would  be  of 
consequence  if  any  of  the  studies  sub- 
mitted by  Applicant  showed  that  Cothy- 
robal was  effective  in  treating  anything. 
They  do  no.  The  sudy  dealing  with  dia- 
betic retinopathy,  though  it  was  not  the 
subject  of  detailed  testimony  by  the  wit- 
nesses (apparently  because  it  was  con- 
sidered to  be  irrelevant  >,  will  be  con- 
sidered in  the  discussion  below  of  the 
various  tests  submitted.  The  inclusion 
of  such  a  discussion  does  not  indicate 
that  the  Commissioner  would  accept  a 
valid  test  on  diabetic  retinopathy  as 
proof  that  a  drug  was  effective  as  to 
either  hypothyroidism  or  hypercholes- 
terolemia, but  is  merely  a  function  of  the 
Commi-ssioner's  desire  that  no  possible 
issues  for  remand  for  yet  another  evalu- 
ation by  FDA  of  this  NDA  should  be 
allowed  to  remain. 

II.  Threshold  Question 

Like  all  other  drugs  intended  for  hu- 
man use,  Cothyrobal  must  be  tested  in 
human  beings  (clinical  testing)  in  ac- 
cordance with  section  505(d)  of  the  act 
(21  U.S.C.  355<d>».  Such  testing  would 


involve  administration  of  Cothyrobal  to 
a  group  of  subjects  who  are  afiBicted  with 
the  condition  for  which  Cothyrobal  is 
recommended.  The  results  achieved  with 
this  first  group  would  normally  be  com- 
pared to  a  second  group  of  subjects  who 
are  afflicted  with  the  same  condition 
and  who  are  comparable  to  the  first 
group.  This  second  group,  known  as  the 
control  group,  would  not  receive  Cothy- 
robal but  would  normally  receive  no 
treatment  or  be  treated  either  with  an 
inactive  preparation  (placebo)  or  with 
an  effective  regiment  of  therapy.  Since 
human  reaction  to  treatment  of  disease 
is  often  influenced  by  the  expectations 
of  the  patient,  and  since  observation  of 
symptoms,  particularly  subjective  sym- 
toms,  can  be  influenced  by  the  expecta- 
tions of  the  observer,  tests  of  this  sort 
are  normally  conducted  in  such  a  way 
that  neither  the  subject  nor  the  observer 
know  which  patient  is  receiving  the  test 
drug  and  which  patient  is  part  of  the 
control  group  (double-blind  study  < . 

As  noted  above,  the  court  of  appeals, 
in  ordering  FDA  to  hold  a  hearing  con- 
cerning its  refusal  to  approve  the  NDA 
for  Cothyrobal,  required  that  the  hear- 
ing provide  a  forum  for  the  receipt  of 
evidence  on  the  "threshold  question 
whether  it  is  'humanly  possible'  to  ac- 
quire evidence  which  meets  the  statu- 
tory standards  (as  interpreted  by  FDA 
regulations)  •  •  •"  (513  F.  2d  at 
1072).'  Elsewhere  In  the  same  opinion, 
the  court  refen-ed  to  the  "factual  ques- 
tion of  whether  the  double-blind  tests 


1  As  so  stated,  the  court's-  question  Is  ea.s- 
Uy  answered.  Section  505(d)  of  the  act  (21 
U.S.C.  355(d))  requires  that  the  effective- 
ness of  a  drug  be  shown  by  "substantial 
evidence",  which  Is  defined  as  "evidence 
consisting  of  adequate  and  well-controlled 
investigations.  Including  clinical  Investiga- 
tions, by  experts  qualified  by  scientific  train- 
ing and  experience  to  evaluate  the  effective- 
ness of  the  drug  Involved,  on  the  ba.sis  of 
which  It  could  fairly  and  responsibly  be 
concluded  by  such  experts  that  the  drug  will 
have  the  effect  It  purports  or  Is  represented 
to  have  under  the  conditions  of  u.se  pre- 
scribed, recommended,  or  suggested  in  the 
labeling  or  proposed  labeling  thereof". 

"Adequate  and  well-controlled  investiga- 
tions" are  defined  by  regulation  In  §  314  111 
(a)  (5',  (21  CFR  314.111(a)  (5)).  This  regula- 
tion, as  would  be  expected,  makes  provision 
for  a  situation  where  normal  double-blind 
clinical  testing  of  a  drug  would  be  too  dan- 
gerous to  perform.  In  such  a  situation,  ade- 
quate and  well-controlled  investigations 
could  be  made  utilizing  historical  controls. 
While  the  criteria  for  use  of  a  historical  con- 
trol would  not  be  applicable  to  Cothyrobal 
(.see  5  314.111(a)  (5)  (U)  (a)  (4)  (ir);  cf.  Tr 
at  1769),  a  waiver,  if  applied  for  and  Justi- 
fied, could  be  granted  to  allow  the  use  of 
historical  controls,  5  314  1 1 1  (a)  i  5i  !U)  (a  ) . 
Thus,  even  assuming,  arguendo,  that  every 
allegation  made  by  Applicant  concerning  the 
threshold  question  were  correct.  It  would 
stlU  be  "  'humanly  possible'  to  acquire  evi- 
dence which  meets  the  statutory  standards 
(as  interpreted  by  PDA  regulations)  •  •  *  " 
Section  ni  of  this  notice  discusses  the  data 
submitted  by  Applicant  on  the  assumption 
that  the  use  of  hl.storlcal  controls  in  the 
performance  of  adequate  and  well -con- 
trolled Investigations  could  be  Justified 
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comparing  levothyroxine  and  CoUiyro- 
bal  are  to  dangerous  to  perform 
*  *  •"  (513  F.  2d  at  1071) .  In  the  hear- 
ing order  of  the  AdminLstratlve  Law 
Judge  I  November  25,  1975),  which  rep- 
resents the  product  of  a  prehearing  con- 
ference delineating  the  issues,  the 
threshold  issue  was  stated  as  "fwlhetlier 
the  double-blind  tests  comparing  Levo- 
thvroxine  and  Cothyrobal  are  too  dan- 
gerous to  perform  *  *  "'.  In  his  ini- 
tial decLsion,  the  Administrative  Law 
Judge  found  that  such  tests  are  in  fact 
not  too  dangerous  to  perform  (Initial 
Decision  at  12 » . 

Apphcant  has  in  the  past  taken  the 
position  that  studies  it  has  submitted 
must  be  accepted  as  showing  Cothyro- 
bal's  effectiveness  because  it  would  be 
too  dangerous  to  perform  double-blind 
tests  comparing  a  group  treated  with 
Cothyrobal  with  a  control  group  treated 
with  the  amount  of  levotliyroxine  in 
Cothyrobal.  In  a  previous  order  on 
Cothyrobal.  published  in  the  Federal 
Register  of  November  1,  1973  i38  FR 
30121 » .  the  CcHnmissioner  indicated  that 
double-blind  studies  comparing  Cothy- 
robal with  its  levothyroxine  component 
alone  would  not  be  too  dangerous  be- 
cause "the  L-thjToxine  (levotliyroxine] 
dosage  contained  iii  Cothyrobal  is  not 
ordinarily  toxic"  la.  at  30123'.  This 
statement  was  based  on  the  type  of  us- 
age indicated  by  Cothyrobal  s  proposed 
label. 

In  the  reply  brief  filed  by  Applicant 
in  Edison  Pharmaceutical  Co.,  Inc.  v. 
Food  &  Drug  Administration,  .supra.  Ap- 
plicant aionounced  that,  in  spite  of  the 
lack  of  any  information  in  Cothyrobal's 
proposed  labeling  regarding  the  use  of 
Cothyrobal  as  adjunctive  therapy,  Co- 
thyrobal was  intended  to  be  used  as  ad- 
junctive therapy  in  connection  with  oral 
thyroid  medication  (513  F.  2d  at  1071,  n. 
43).  This  was  the  first  time  thLs  theory 
was  articulated  (517  F.  2d  at  165  n.  2), 
but  it  has  been  rei>eated  in  testimony  in 
the  administrative  hearing  'e.g..  Tr.  at 
172'. 

Applicant  has  not  advanced  any  ra- 
tionale to  explain  why  one  should  ad- 
minister both  Cothyrobal.  which  is  levo- 
thvroxine    plus    cyanocobalamin.    and 
oral  thyroid  medication.  Both  the  oral 
thyroid  and  the  levothyroxine  compo- 
nent of  Cothyrobal  are  sources  of  thy- 
roid. Logically,  it  would  seem  to  make 
more  sense  simply  to  administer  cyano- 
cobalamm.  which  is  supposed  to  amelio- 
rate the  toxic  effects  attributable  to  thy- 
roid, concurrently  eitlier  with  the  oral 
thyroid  medication  or  with  levothyrox- 
ine. but  not  with  both.  The  use  of  the 
adjunctive  thyroid  tlierapy  proposed  in 
the  reply  brief  and  at  the  hearing  has 
made  the  design  of  testing  for  Cothyro- 
bal difficult.  See  testimony  of  Dr.  Wil- 
liam Beaver  (Tr.  at  1372-1373'  and  Dr. 
Robert  Temple  <Tr.  at  1479,  1536).  The 
CommLssioner's  conclusions  on  the  pro- 
priets'   of   testing   for   Cothyrobal   dis- 
cussed below  are  based  on  the  assump- 
tion that  the  simultaneous  administra- 


tion of  oral  thvTOid  extract  and  the  pwi- 
renteral  levothyroxine  component  of 
Cothyrobal  can  be  explained  and  jusU- 
fied. 

This  adjunctive  therapy  is  of  particular 
importance   to   the  questions   addressed 
here  precisely  because  both  the  oral  thy- 
roid treatment  and  Cothyrobal  provide 
thyroid   extract.    This   fact   has  signifi- 
cance in  two  ways.  First,  if  the  adminis- 
tration   of    thyroid    extract    to    certain 
patients  would  cause  thjTotoxic  or  other 
adverse  side  effects,   as   in  cardiac  pa- 
tients, oral  thyroid  therapy  could  not  be 
used  with  those  patients  unless  the  cy- 
anocobalamin (Vitamin  Br''   component 
of  Cothyrobal   is   administered  concur- 
rently  and  prevents  the  thyrotoxic   or 
other  adverse  side  effecus  that  could  oc- 
cur. [It  should  be  noted  that,  although 
the  oral  medication  may  be  administered 
daily,  the  Cothyrobal  injection  is  nor- 
mally administered  weekly  or  biweekly.  It 
is  assumed  that  the  Applicant  claims  that 
the  amount  of  cyanocobalamin  pre.^ent  in 
Cothyrobal  in  a  biweekly  mjection  not 
only  is  sufiBcient  to  counteract  any  ad- 
verse side  effects  tliat  might  otherwise 
be  caused  by  the  levothyroxine  compo- 
nent   of    Cothyrobal    but    would    also 
counteract     such     effects     that     might 
otherwise  be  attributed  to  the  daily  ad- 
ministration of  tlie  oral  tliyroid.]  Sec- 
ondly, the  levothyroxine  in  Cothyrobal 
could,  when  added  to  the  thyroid  extract 
in  the  oral  medicine,  cause  thyrotoxic  or 
other  adverse  side  effects  not  piei;ent  m 
patients  receiving  eitlier  only  oral  thy- 
roid   medication    or    only    Cothyrobal. 
WTiile  the  labeling  of  Cothyrobal  would 
have  to  be  changed  to  reflect  that  Cothy- 
robal is  adjunctive  therapy  in  order  for 
the  NDA  to  be  approved,  the  Commis- 
sioner has  taken  such  use  into  account 
in  his  consideration. 

A  second  factor  of  importance  to  the 
"threshold  question  "  is  that  the  indica- 
tions proposed  for  Cothyrobal  suggest 
that  it  is  safe  for  use  in  patients  with 
organic  heart  disease.  Since  the  adminis- 
tration of  thyroid  medication  to  patients 
witli  heart  conditions  can  cause  fatal  side 
effects,  this  potential  use  must  be  taken 
into  consideration  in  any  dLscussion  of 
possible  te.sting  (see,  e.g.,  Tr.  at  1192  and 
1516). 

The  "threshold  question"  remanded  to 
FDA  for  consideration  by  the  court  of 
appeals  may  be  understood  in  two  dif- 
ferent ways.  The  AdminL^trative  Law 
Judge,  defining  the  threshold  question  as 
one  asking  wiiether  a  double-blind  test 
comparing  a  group  receiving  oral  thyroid 
therapy  plus  Cothyrobal  with  a  group  re- 
ceiving oral  therapy  plus  levothyroxine 
would  be  proper  in  any  subjectf.  decided 
that  .'v>me  such  tests  would  be  proper 
(Initial  Decision  at  3,  7.  12 >.  The  Com- 
missioner agrees  with  this  conclusion. 
Such  a  test,  which  would  only  be  justi- 
fied if  preliminarj-  testing  had  been  com- 
pleted successfully,  is  described  below. 
While  the  Administrative  Law  Judge's 
understanding  of  the  "threshold  ques- 
tion" is  consistent  with  the  wording  of 


the  opmion  of  the  court  of  appeals  which 
required  this  hearing,  the  Conimissicmer. 
to  ensure  that  all  questions  of  interest  to 
the  court  are  answered,  has  addressed 
the  "harder"  question  of  whether  double- 
blind  testing  mvohing  the  administration 
of  levothyroxine  to  cardiac  patients 
would  be  safe  and  ethical. 

Thus,  the  threshold  question  may  be 
taken  to  be  whether  a  double-blind  test 
may  be  safely  conducted  in  which  one 
group  of  cardiac  patients  receives  oral 
thyroid  medication  plus  Coth>Tobal  and 
the  other  (control)  group  receives  oral 
thyroid  medication  plus  the  amount  of 
levothvroxine  in  Cothyrobal.  The  Com- 
missioner has  given  this  question  careful 
consideration,  as  it  is  one  which  involves 
matters  of  life  and  death  for  the  sub- 
jects of  such  an  experiment,  if  it  should 
be  held.  The  Commissioner  concludes 
that  it  would  be  imethical  to  have  a  dou- 
ble-blind study  comparing  two  groups  of 
cardiac  patients,  in  which  one  group 
would  receive  oral  thyroid  therapy  plus 
the  amount  of  levothvTOXine  in  Cothyro- 
bal. If  the  "threshold  question"  is  to  be 
so  defined,  the  Commissioner  decides  it 
in  favor  of  Applicant  For  the  same  rea- 
sons, however,  the  Commissioner  con- 
cludes that  it  would  t>e  unethical  to  ad- 
mini-ster  to  any  cardiac  patients  oral 
thyroid  therapy  plus  Cothyrobal  *  until 
there  has  been  a  demonstration  by  a  se- 
ries of  adequate  tests  that  the  cyanoco- 
balamin component  of  Cothyrobal  pro- 
tects the  patient  against  the  adverse  side 
effects  associated  with  the  th>Told  ex- 
tract in  the  oral  medication  and  the  le- 
vothyroxine in  Coth.vTobal, 

Tlie  Commissioner's  decision  is  tlius 
not  that  no  double-blind  clinical  testing 
of  Cothyrobal  is  -safe  and  necessary. 
HLs  decision  certainly  is  not  that  the  un- 
controlled and  seriously  deficient  stud- 
ies submitted  by  Applicant  are  "as  sci- 
entifically soimd  and  objective  as  it  was 
humanly  possible  to  make"  (cf.  513  f. 
2d  at  1071 1 .  It  is  clear  from  the  evidence 
submitted  at  the  hearing  that  what  is 
required  to  show  Cothyrobal's  safety  and 
effectiveness  are  series  of  clinical  tests 
one  series  for  each  indication)  that 
would  ultimately  culminate  in  carefully 
monitored  double-blind  clinical  tests  in- 
volving tlie  proposed  use  of  oral  thyroid 
medication  plus  Cothyrotml  in  patients 
with  heart  conditions,  in  which  the  re- 
sults would  be  compared  with  a  second 


-  While  the  Inadequate  testing  submitted 
by  Applicant  apparently  Involves  some  jMi- 
tlents  with  heart  conditions,  none  of  the 
studies  were  specifically  directed  toward  thla 
class  of  patients.  The  Commissioner's  con- 
clxislon  Is,  quite  frankly,  that  any  adminis- 
tration of  oral  thyroid  plus  CJothyrobal  to 
known  heart  patients  In  those  studies  In- 
volved an  unwarranted  risk  to  those  pa- 
tients' health  The  fact  that  no  fatallUe* 
attribu'..ed  to  the  use  of  oral  thyroid  pli» 
C'othyrobal  were  reported  by  the  Inveetlga- 
tors  li  not  surprising.  In  light  of  the  lack  of 
an  adequate  control  group.  See  the  discu.*;- 
slon  of  Coronary  Drug  Project  (Tt.  at  1518. 
152IJ. 
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^:oup  Lliat  would  receive  conventional 
Uierapy.' 

As  Applicant's  own  theory  suggests,  if 
the  cyanocobalamin  component  of  Co- 
thyrobal  does  not  counteract  the  adverse 
side  effects  that  would  be  expected  from 
the  administration  of  oral  thyroid  treat- 
ment plus  the  levothyroxine  component 
of  Cothyrobal.  administration  of  such  a 
drug  regimen  is  potentially  dangerous  to 
those  patients  with  cardiac  disease.' 
While  Uiere  was  some  testimony  that  hy- 
perthyroidism, which  would  be  expected 
with  too  high  a  dosage  of  thyroid  medi- 
cation, is  not  a  dangerous  condition  in 
people  without  cardiac  disease  'see  Tr.  at 
14051,  there  was  general  agreement 
among  witnesses  that  side  effects  asso- 
ciated with  the  administration  of  thy- 
roid medication  could  be  dangerous  in 
heart  patients  (seeTr.  at  1192  and  1516 ». 
Because  of  the  potential  danger  involved, 
any  use  of  Cothyrobal — as  it  is  ap- 
parently expected  to  be  used — in  heart 
patients  would  be  dangerous  if  the 
cyanocobalamin  component  did  not 
counteract  the  thyrotoxic  effects  of  the 
thvToid  medication  being  administered. 

The  various  studies  submitted  by  Ap- 
I'licant  are  discussed  in  detail  below.  It 
need  only  be  said  here  that  none  of  the 
submitted  studies,  animal  or  clinical,  are 
■sufficient  to  show  that  the  cyanocobal- 
min  component  of  Cothyrobal  does  In 
fact  have  an  antithvrotoxic  effect  <see, 
generally.  Tr.  at  1225-1226.   1409.  1505- 


'  The  Comml.ssloner's  decision  l.s  to  some 
extent  a  modification  of  the  Administrative 
Law  Judge's  opinion,  which  describes  a  type 
of  test  that,  in  his  opinion,  would  satisfy 
the  requirement  of  adequate  and  well-con- 
trolled testing  of  Cothyrobal  (see  Initial  de- 
cision at  7-8)  This  test  would  be  a  double- 
blind  study  involving  young  aduii.s  without 
heart  conditions,  who,  depending  upon  the 
indication  subject  to  the  test,  would  be  af- 
flicted with  either  hypothyroidism  or  hyper- 
cholesterolemia. In  the  test  suggested  by  the 
Administrative  Law  Judge,  three  groups 
would  receive.  In  addition  to  oral  thyroid 
treatment.  reKpectively  a  placebo,  levothyro- 
xine, and  Cothyrobal.  The  Administrative 
Law  Judge  Indicates  that.  If  that  or  similar 
test-s  are  completed,  further  testing  with 
cardiac  patients  would  be  unnecessary  The 
Commissioner  must  disagree  with  this  con- 
clusion. See  discussion  In  this  norlce. 

'The  tests  for  effectiveness  of  Cothyrobal, 
as  U  relates  to  (1 )  hypothyroidism  among 
individuals  who  have  become  thyrotoxic  with 
other  thyroid  medication  and  (2)  hyf)er- 
cholesterolemla  -In  euthyroid  patients,  are 
presented  together.  This  is  so  despite  the  fact 
that  no  coherent  theory  ha.s  been  presented 
to  Justify  the  use  of  thyroid  medication  in 
treating  euthyroid  patients  It  may  be  argued 
that  the  danger  from  administering  the  oral 
thyroid  plus  Cothyrobal  treatments  sug- 
gested by  Applicant  would  be  less  severe  in 
the  •euthyroid'  patients  suffering  from  hy- 
percholeeterolemla  for  whom  Cothyrobal  Is 
Indicated  In  hypothyroid  patients  who  are 
known  to  become  thyrotoxic  with  other  thy- 
roid medication  However.  It  appears  appro- 
priate to  utilize  the  same  safeguards  with 
the  hypercholeeterolemlc.  euthyroid  patient* 
as  with  the  hypothyroid  patients  The  teet- 
Lng  dtecuflftcd  In  the  text  would  thus  b« 
equally  necessary  for  each  of  the  two  Indi- 
cations. 


1510> .  Proper  animal  testing  would  have 
to  precede  testing  in  humans  (Tr.  at 
1528,  1536'.  The  kind  of  animal  testing 
nece-ssary  Ls  described  briefly  by  Dr. 
Temple  'Tr.  at  1510". 

Three  different  experts  testifying  for 
the  Bureau  of  Drugs  suggested  essen- 
tially the  same  type  of  clinical  testing  to 
show  whether  or  not  cyanocobalamin  in 
fact  combats   thyrotoxic  effects  in  hu- 
mans. Such  a  test  would  involve  indivi- 
duals who  were  hyperthyroid  or  mildly 
th>T0toxic   and   who   were   not  afflicted 
with     complicating    illnesses    such    as 
coronar>'   artery  disease  or  other  heart 
disease.  A  control  group  would  receive 
conventional    antithyroid   treatment.   A 
treated  group  would  receive,  in  addition 
to  the  conventional   antithyroid   treat- 
ment, cyanocobalamin.  If  the  cyanoco- 
balamin   group    showed    a    decrease   In 
symptoms  of  hyperthyroidism  that  was 
significantly   greater   than    the   control 
group,  the  effectiveness  of  cyanocobala- 
min in  "preventing  some  thyrotoxic  ef- 
fects would  be  indicated  'see,  generally, 
Tr.  at  1227-1228,  1402-1403,  1528-1530). 
If  cyanocobalamin  is  shown  to  have 
antithvrotoxic   effect,   Cothyrobal   itself 
should  be  tested  in  a  double-blind  study 
involving  groups  of  noncardiac  patients. 
Preferably,    these    patients    should    be 
young  adults,  since  they  are  less  likely 
to  have   cardiac   problems.   If   the   test 
was  intended  to  relate  to  the  hypothroid- 
ism  claim  made  for  Cothyrobal.  the  pa- 
tient.s  should  be  mostly  hypothyroid.  If 
the  test  was  to  be  used  to  demonstrate 
the  effectiveness  of  Cothyrobal  in  the 
treatment  of  euthyroid,  hypercholester- 
olemic  patients,  patients  with  that  con- 
dition   would   be   utilized.   One   control 
group  would  receive  oral  thyroid  medi- 
cation plus  a  placebo  injection  while  an- 
other would  receive  oral  thyroid  medi- 
cation plus  an  injection  containing  le- 
vothyroxine;   the   treated   group   would 
receive    oral    thyroid    medication    plus 
Cothyrobal.  For  added  safety,  the  medi- 
cation would  be  administered  by  a  ti- 
tration    method.      (Titration     involves 
administering   the   dnig   in   low   recog- 
nized-as-safe dosages  at  first,  with  in- 
cremental increases  in  the  dosages  ad- 
ministered over  time,  and  close  monitor- 
ing   of    the   subject   for    adverse    reac- 
tions.    Eventually    either    the    recom- 
mended dosage  will  be  achieved  or  ad- 
verse effects   will   result  in  discontinu- 
ance  of   the    patient    in   the   study,   in 
which  case,  that  patient  will  be  recorded 
as    a    treatment    failure.!    This    study 
would  demonstrate  the  effectiveness,  or 
lack   thereof,   of   CothjTObal  in   adding 
benefits  to  oral  thyroid  therapy  aJone. 
It  would  also  demonstrate  that  Cothyro- 
bal,   as    constituted,    has    some    effect 
greater    than    that    which    would    be 
achieved  by  the  mere  injection  of  one  of 
its  ingredients,  pursuant  to  §  300.50  (21 
CFR   300.50).   The   sort  of   preliminary 
tests  necessary  to  show  the  safety  and 
effectiveness  of  Cothj-robal  was  discussed 
by  several  expert  witnesses  at  the  hear- 


ing (see  Tr.  1374-1380.  1438-1439.  1530- 
1532,  1534-1541).' 

Dr.  Israel,  the  developer  of  Cothyrobal. 
testified  that  tests  of  the  type  described 
would  be  safe  and  ethical  (Tr.  at  1839- 
1840) .  He  objected  to  such  a  testing  pro- 
gram because  of  the  expense  involved 
(Tr.  at  1840>.  'Where,  however,  human 
lives  are  involved,  the  cost  of  testing  to 
assure  safety  cannot  be  considered  a  de- 
terminative factor.  Dr.  Israel  also  ob- 
jected that  such  testing  "would  not  tell 
us  what  •  •  •  we  really  want  to  know'" 
<id.>.  His  point  apparently  is  that  such 
testing  would  not  give  a  fair  indication 
of  the  effect  of  Cothyrobal  on  the  older 
patients  to  w^hom  it  would  be  mast  often 
administered.  This  consideration  pro- 
vides the  basis  for  the  requirement  that 
testing  be  done  with  heart  patients,  in- 
cluding older  patients. 

If  each  of  the  tests  described  above 
had  been  completed  and  had  showTi  that 
Cothyrobal  was  effective  in  relieving  the 
conditions  of  hypothyroidism  in  patients 
who  have  become  thyrotoxic  with  other 
thyroid  medication  and/or  of  hypercho- 
lesterolemia in  euthyroid  patients,  the 
tests  with  cardia  patients  would  not  re- 
quire the  administration  of  oral  thyroid 
plus  levothyroxine  to  a  control  group  of 
cardiac  patients."  It  would  be  necessary, 
however,  to  test  double-blind  in  cardiac 
patients  the  combination  of  oral  thyroid 
treatment  and  Cothyrobal  against  con- 
ventional therapy.  Such  a  test  would,  of 
course,  have  to  be  done  with  great  care, 
and  should  necessarily  Involve  the  titra- 
tion method  described  above.  While  there 
still  might  be  some  danger  in  admin- 
istering oral  medication  plus  Cothyrobal 
to  cardiac  patients  in  a  test  context,  it 
would  be  necessary  to  do  this  sort  of  test 
in  order  to  protect  the  general  public 
from  the  potentially  lethal  side  effects 
of  thyroxine  administered  to  cardiac  pa- 
tients which  might  not  be  readily  ob- 
servable in  an  uncontrolled  setting.  See 
discussion  of  Coronary  Drug  Project  '  Ti-. 
at  1516-1521.  1192-1194). 


'■  Dr.  WUUam  Beaver  recommended  a  test 
comparing  oral  thyroid  medication  plus  a 
placebo  with  oral  thyroid  plus  Cothyrobal 
before  doing  a  test  comparing  oral  thyroid 
medication  plus  levothyroxine  with  oral  thy- 
roid medication  plus  Cothyrobal  (see  Tr.  at 
1373-1374) .  While  this  requirement  Is  under- 
standable, the  Commissioner  concludes  that 
If  clinical  studies  had  demonstrated  that  cya- 
nocobalamin protected  against  the  thyro- 
toxic effects  orf  thyroid,  it  would  be  ethical 
to  perform  a  test  with  young,  apparently 
noncardiac  subjects,  involving  a  control 
group  receiving  oral  thyroid  medication  plus 
levothyroxine  without  first  completing  a  test 
In  which  the  control  group  had  received 
oral  thyroid  plus  a  placebo  Injection. 

•  Dr.  Beaver,  an  expert  witness  testifying 
for  the  Bureau  of  Drug-s,  would  require  that 
double-blind  control  studies  be  done  com- 
paring a  group  of  cardiac  patients  receiving 
oral  thyroid  medication  plus  levothyroxine 
with  a  group  receiving  oral  thyroid  medica- 
tion plus  Cothyrobal  (see,  e.g.,  Tr.  at  1376, 
13T&-1380).  The  Commissioner  would  not.  In 
light  of  the  results  of  the  Coronary  Drug 
Project  discussed  In  this  notice,  require  such 
a  test. 
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m.  Adequacy  of  NDA,  Assumikg  That 
Studies  Involvihg  Concurrent  Con- 
trols Mat  Not  Be  Performed 

lu  its  suggestion  of  en  banc  recon- 
sideration of  the  appellate  decision  re- 
quiring the  hearing  on  Cothyrobal,  FDA 
pointed  out  tliat  the  Applicant's  NDA 
was  facially  deficient  in  several  respects 
'inrelated  to  the  necessity  of  proof  of 
effectiveness  by  substantial  evidence  con- 
sisting of  adequate  and  well-controlled 
studies.  The  statement  which  explained 
the  decision  of  Uie  court  not  to  recon- 
sider the  hearing  requirement  noted; 

It  may  very  weU  be  that  the  hearing  re- 
quired by  this  court  will  be  an  exerciac  in 
futility.  On  the  other  hand,  the  court's  con- 
cern with  avoiding  a  yo-yo,  in  which  one 
mistake  at  a  time  may  be  first  made  and  then 
corrected  by  the  court,  produced  an  excep- 
tional ruling  In  the  context  of  a  unique  his- 
tory [footnote  omitted]   (517  F.  2d  at  166). 

Tlie  court  was  apparently  concerned 
that,  in  the  event  that  FDA  resolved  the 
"threshold  question"  against  Applicant, 
and  the  court,  on  review  of  that  decision, 
overruled  it,  there  should  be  a  complete 
record  upon  which  the  court  could  re- 
solve, without  a  further  remand,  other 
issues  as  to  the  approvability  of  the  NDA 
for  Cothyrobal.  The  Commissioner, 
therefore,  in  this  section  considers  the 
question  of  the  Cothyrobal  NDA's  ap- 
provabUity,  assuming,  arguendo,  what  is 
not  in  fact  the  case,  i.e.,  that  tests  on  the 
drug  invol'ving  concurrent  control  groups 
are  too  dangerous  to  be  performed 
ethically. 

A.  Requirements  for  Testing.  Before 
discussing  each  of  the  "studies"  sub- 
mitted by  Applicant  in  support  of  this 
NDA,  the  Commissioner  notes  what 
would  be  required  for  such  studies  to 
form  a  basis  for  approval  of  this  drug. 
To  the  extent  that  the  tests  are  con- 
tended to  show  Cothyrobals  safety,  they 
must  constitute  "adequate  tests  by  all 
methods  reasonably  applicable"  showing 
that  Cothyrobal  is  safe  when  used  under 
the  conditions  of  use  proposed  in  its 
labeling,  pursuant  to  section  505(d)(1) 
of  the  act  (21  U.S.C.  355(d)  (1)  >.  To  the 
extent  that  the  studies  are  intended  to 
show  effectiveness,  they  must  constitute 
"adequate  and  well-controlled  studies" 
which  show  not  only  that  Cothyrobal  is 
effective  for  its  intended  uses,  but  also 
that  the  addition  of  the  vitamin  com- 
ponent of  Cothyrobal  makes  a  contribu- 
tion to  or  enhances  the  safety  or  effec- 
tiveness of  the  thyroid  extract  compo- 
nent. (See  section  505(di  of  tlie  act  and 
also  the  statement  of  the  FDA  policy  on 
fixed  combination  prescription  drugs  for 
humans  in  5  300.50(a)  '21  CFR  300.50 
(ai  > ) .  The  requirement  that  each  com- 
ponent of  a  fixed  combination  add  some- 
thing to  either  the  safety  or  the  effective- 
ness of  the  combination  is  based  on  the 
fact  that  the  administration  of  any  drug 
involves  some  risk  to  the  patient — a  risk 
that  must  not  be  taken  unnecessarily 
(seeTr.  at  1128». 

Although  the  proposed  labeling  sub- 
mitted in  the  NDA  does  not  indicate 
that  Cothyrobal  Is  to  be  used  as  ad- 
junctive   therapy    with    other    thyroid 


medication.  Applicant  apparently  con- 
siders Cothyrobal  to  be  adjunctive 
therapy.  Applicant  would,  therefore, 
have  to  show  both  that  Cothyrobal  in 
conjunction  with  the  other  (unspecified* 
dosages  of  oral  thyroid  medications 
would  be  both  safe  and  effective,  and  that 
Cothyrobal  itself  makes  a  contribution 
to  that  safety  and  effeclivene.ss.  Since 
Cothyrobal  is  administered  by  injection, 
which  involves  a  risk  of  harm  greater 
than  oral  administration  (Tr.  at  1538- 
1539,  1196-1197.  821> ,  these  studies  would 
additionally  have  to  show  that  the  use 
of  injection  rather  than  oral  administra- 
tion contributed  to  the  safety  or  effec- 
tiveness of  the  drug. 

These  requirements  are  not  onerous; 
they  are  applicable  to  all  drugs.  They  are 
straightforward,  as  are  the  requirements 
for  adequate  and  well -con  trolled  studies 
in  ?314.111<a>(5)  (21  CFR  314.111(a) 
(5>  ),  and  like  those  requirements  they 
are  necessary  to  protect  the  public 
health. 

B.  Effectiveness  Data.  1.  Standards  to 
be  applied;  The  Commi.ssoner  must,  by 
statute,  refuse  to  approve  an  NDA  if: 

[Tlhere  Is  a  lack  of  substantial  evidence 
that  the  drug  will  have  the  effect  It  purports 
or  Is  represented  to  have  under  the  condi- 
tion of  use  prescribed,  recommended,  or 
suggested  in  the  proposed  labeling  there- 
of:    •    •    •    [21    U  S.C.    355(d)(5)]. 

The    statute    defines    "substantial    evi- 
dence" very  specifically: 

As  tised  In  this  subsection  •  •  •  the 
term  "substantial  evidence"  means  evidence 
consisting  of  adequate  and  well -controlled 
Investigations,  including  clinical  Investiga- 
tions, by  experts  qualified  by  scientific  train- 
ing and  experience  to  evaluate  the  effective- 
ness of  the  drug  involved,  on  the  basis  of 
which  it  could  fairly  and  responsibly  be  con- 
cluded by  .such  experts  that  the  drug  will 
have  the  effect  it  purports  or  is  represented 
to  have  under  the  conditions  of  use  pre- 
.scribed.  recomniended,  or  suggested  in  the 
labeling  or  proposed  labeling  thereof   [Id  1 

Applicant  apparently  asks  the  Com- 
missioner to  waive  entirely  the  statutory 
'  requirement  that  Cothyrobal  be  showTi 
effective  by  adequate  and  weil-controlled 
studies.  See  Applicant's  exceptions  at 
107;  "The  studies  submitted  by  Applicant 
not  only  do  not  conform  to  the  usual 
methodology  but  constitute  a  unique, 
sui-generis,  long-term,  historical  con- 
trol that  has  occ  upied  a  medical  lifetime 
and  can  in  no  way  be  compared  with  the 
usual  drug  study."  The  Commissioner 
does  not  ha\e  the  authority,  and  would 
not  exercise  such  authority  in  this  situ- 
ation if  he  had  it,  to  overrule  Congress 
and  declare  that,  for  the  special  case  pre- 
sented by  Cothyrobal,  adequate  and  well- 
controlled  studies  need  not  be  performed. 
IThe  Commissioner  does  have  authority 
to  waive,  with  respect  to  a  particular 
clinical  investigation,  some  of  the  cri- 
teria set  out  in  the  regulations  for  ade- 
quate and  well-controlled  studies  under 
§  314.111(a)  (5)  (ii)  (a)  (21  CFR  314.111 
(a»  (5>  (ii)  fa)  1 .  See  discussion  in  this 
notice.] 

The  studies  presented  by  Applicant,  as 
detailed  below,  are  not  adequate  and 
weU-controlled  as  defined  by  the  regu- 


lations, and  they  consist  largely  of  phy- 
sicians' reports  of  their  experiences  "vith 
Cothyrobal  in  treating  patients.  It  Is  dif- 
ficult to  imagine  a  clearer  example  of  the 
kind  of  "evidence"  of  a  drug's  effective- 
ness wliich  Congress  rejected  as  inade- 
quate when  it  required  "substantial  evi- 
dence' of  effectiveness.  As  the  Supreme 
Court  noted  in  Weinberger  v.  Hynson, 
Westcott  d  Dunning,  Inc..  412  DSC.  609. 
630  '1973) : 

The  substantial  evidence"  requirement  re- 
flects the  conclusion  of  Congress,  based  upon 
hearings,  that  clinlcaJ  Impressions  of  prac- 
ticing physicians  and  poorly  controlled  ex- 
pertments  do  not  constitute  an  adequate 
ba&is  for  estiibllslilng  efficacy  [footnote 
omitted  i  - 

"Adequate  and  well- controlled  studies" 
are  defined  in  detail  in  J  314.111(a>(5). 
This  regulation  was  promulgated  by  the 
agency  to  set  objective  standards  so  that 
everjone  will  know  exactly  what  Ls  re- 
quired to  support  the  claiins  of  effective- 
ness of  a  new  drug.  It  represents  the  best 
judgment  of  the  scientific  community  as 
to  the  t\-pe  of  testing  that  must  be  con- 
ducted to  demonstrate  that  a  drug  is  ef- 
fective. Assuming  for  purposes  of  argu- 
ment that  it  would  be  unethical  and  un- 
safe, as  Applicant  contends,  to  perform 
a  test  of  Cothyrobal  which  utilisses  a 
concomitant  control  group  (a  situation 
that  does  not  exist >,  subparagraph  (a) 
(5)(ii>  (a)(4Mii-)  of  §314.111  would  be 
applicable  to  the  testing  of  Cotliyrobal. 
That  subparagraph  provides  for  utiliza- 
tion of  a  historical  control  in  the  testing 
of  drugs  in  certain  circumstances,  such 
as  "those  involving  diseases  with  high 
and  predictable  mortality  (acute  leuke- 
mia of  childhocxl ) .  with  signs  and  symp- 
toms of  predictable  duration  or  severity 
( fever  in  certain  infections  > ,  or  in  case 
of  propliylaxis.  where  morbidity  is  pre- 
dictable •  *  *."  Tests  mvolving  histori- 
cal controls,  if  properly  carried  out.  may 
thus  qualify  under  the  regulation  as 
"adequate  and  well -con  trolled"  In  the 
indicated  circumstances. 

The  proviso  to  the  regulation  defining 
adequate  and  well-controlled  studies  in 
5  314.111fa)  (5)  (ii)  (a>  .states  that  any  of 
Its  criteria  may  be  waived  upon  petition 
showing  that  any  such  cnteria  are  not 
reasonably  applicable  to  the  investiga- 
tion and  that  alternative  prcx^edures  can 
be  followed  that  will  yield  acceptable 
data.  While  no  such  petlton  was  sub- 
mitted by  Applicant,  it  is  apparent  that 
such  a  petitjon.  should  rt  request  tl.e 
waiver  of  any  requiremei^.t  other  than 
the  requirement  that  a  concurrent  con- 
trol group  be  used,  could  not  be  granted 
as  to  Cothyrobal.  The  argument  that 
double-blind  controlled  studies  compar- 
ing Cothyrobal  and  levotiiyroxine  would 
be  unsafe,  while  arguably  justifying  the 
invocation  of  subparagraph  (tr>  of 
§  314.111(a)  <5»  lii'  ta>  (<) ,  could  not  jus- 
tify tlie  wai\Tng  of  any  other  criteria  set 
out  In  tlic  regulation. 

The  Administrative  Law  Judge  consid- 
ered the  adequacy  of  the  te#:ting  sub- 
mitted in  support  of  the  application  on 
the  assumption  that  the  tJireshold  issue 
had  been  decided  in  favor  of  the  Appli- 
cant. He  found  that  "the  studies  sub- 
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nutted  do  not  even  represent  liistoricaUy 
controlled  studies  as  such  studies  are  un- 
derstood and  defined  by  the  scientific 
commuiuty"  dntial  Decision  at  8  > .  Ex- 
ceptions to  his  opinion  objected  to  this 
finding.  Each  of  the  studies  which  pur- 
port to  show  the  effectiveness  of  Cothy- 
i-obal  will  be  discussed  seriatum.  Each 
test  wiD  be  considered  m  Ught  of  its  com- 
pliance or  noncompliance  with  the  re- 
quirements of  5  314  111  *a'  i5  I  I  ill. 

2.  Dr.  Lsraels  10-year  study:  Entitled 
'The  Thyroid-Vitamin  Approach  to 
Cholesterol  AUieromatosis  and  Chronic 
Dise-ase.  A  Ten-Year  Study.  "  Dr.  Israel's 
study  is  based  upon  hLs  experiences  with 
CoUiyrobal  observed  by  treating  hLs  own 
patients.  Dr.  Israel  submitted  a  number 
of  "case  reports"  as  part  of  the  NDA. 
These  were  apparently  intended  to  be 
raw  data  associated  with  the  10-year 
study  'see  Tr.  at  757)  and  have  been 
treated  as  such. 

Protocol.  There  was  no  protocol  for 
this  study  iTr.  728'.  A  protocol  is  a  plan 
for  an  experiment  which,  drawn  up  prior 
to  the  experiment,  explains  the  proce- 
dures that  will  be  used  and  the  objectives 
of  the  experiment  The  absence  of  a 
protocol  IS  sufficient  to  disqualify  the 
study  as  adequate  under  5  314.111ia'  '5' 
(ii»ia).  That  section  of  the  regulation 
states  that  the  plan  or  protocol  and  the 
report  of  the  results  of  that  study  must 
contain  certain  important  information. 
Even  if  this  study  and  the  other  studies 
submitted  were  analyzed  as  if  the  re- 
quirement was  that  the  information 
should  l>e  present  either  in  the  protocol 
or  m  Uie  re!X)ri.  the  report  is  deficient, 
partaularly  when  compared  to  the  fol- 
lowing requirements  set  out  in  tlie 
regulation: 

Statement  of  objective.  Pursuant  to 
§314.111ia><5>iii"'a>ii».  irrespective  of 
whether  or  not  a  study  has  the  required 
protocol,  it  must,  in  order  to  bo  of  any 
use  whatsoever,  at  least  contain  a  clear 
statement  of  its  objectives.  The  indica- 
tions for  Cothyrobal  for  which  Dr  Israel 
was  attempting  to  show  Cothyrobal's 
effectiveness  are  simply  not  clear.  When. 
at  the  hearing,  counsel  for  tlie  Bureau  of 
Di-u,gs  questioned  Dr.  Israel  on  the  ob- 
jective of  the  study  'T:-.  at  725-728 '.  Dr. 
Israel  finally  referred  to  the  study's  title. 
He  testified  that  the  study  was  designed 
to  show  the  effects  of  Cothyrobal  in 
treating  cholesterol  atheromatosis  and 
chronic  disease  states  iTr.  at  727' . 

Atheromatosis  Is  a  condition  in  which 
plaques  form  in  tlie  arteries.  The  pro- 
posed labelmg  for  Cothyrobal  does  not 
list  the  treatment  of  atheromatosLs  as 
an  indication.  It  is  apparently  Dr. 
Israel's  theory,  however,  that  the  symp- 
toms asstK-iated  with  chronic  disea.ses.  of 
which  atheromatosis  may  perhaps  be 
considered  an  example,  are  caused  by  a 
metabolic  deficiency  <Tr.  at  44'.  At  one 
poliit  he  states  that  atheromatosis  is  re- 
lated to  thyroid  deficiency  iTr.  at  108). 
Dr.  Lsrael  does  appear,  at  various  points, 
to  contend  that  his  patients  are  illustra- 
tive of  persons  who  are  to  be  aided  by 
CothyrobeJ  in  Its  stated  indications,  I.e., 
that  they  are  persons  afflicted  by  hyper- 


cholesteremia while  having  a  euthyroid 
condition  or  that  they  axe  hypothyroid. 
For  purposes  of  thoroughness.  Dr. 
Israel's  10-year  study  will  be  considered 
as  if  its  objective  was  to  show  that  Co- 
thjTobal  was  effective  for  each  of  the  two 
indications  for  its  use.  If  the  study's  ob- 
jective Ls  anything  other  than  to  show 
the  drug's  effectiveness  as  to  those  indi- 
cations, it  would,  of  course,  be  irrelevant 
to  this  NDA. 

Selection  of  subjects.  (1)  Section  314.- 
llliaM5)  UiHo)  <2Mf »      requires      that 
subjects  be  selected  by  a  method  that, 
simply  put,  ensures  that  they  are  afflicted 
with  the  condition  to  be  treated.  This 
section  also  requires  that  diagnostic  cri- 
teria of  the  condition  to  be  treated  or 
diagnosed  and  confirmatory  laboratory 
tests    be    provided    where    appropriate. 
Here,  the  indicated  conditions  are  hyper- 
cholesterolemia   in    euthyroid    patients 
and   hypothyroidism.    Neither   of   these 
conditions  is  simple  to  diagnose.  As  Dr. 
Temple  stated,  "there  aren't  any  diag- 
nostic criteria"  provided  by  Dr.  Lsrael  to 
explain  how  he  diagnosed  his  patients 
iTr.  14621.  As  various  witnesses  pointed 
out.  an  abnormally  high  amount  of  cho- 
lesterol in  the  blood  stream,  which  may 
be   taken   to   indicate   hypercholestero- 
lemia, may  be  accounted  for  by  many 
factors,  such  as  stress  and  emotion  <Tr. 
at  1223.  1175.  714  >.  exercise  iTr.  at  715. 
1224).    drinking    and   smoking    »Tr.    at 
717".  the  time  of  year  of  the  measure- 
ments 'Tr.  at  1214-1215,  1216*.  the  die- 
tary intake  of  the  subject  <Tr.  at  1218- 
1219,    1220.    1175,    1476,   713i.   and   fluc- 
tuations in  weight  of  the  subject  <Tr.  at 
1220 ».  Since  information  on  these  con- 
ditions as  they  relate  to  the  patients  in 
the  study  does  not  exist.  Dr.  Israel's  diag- 
nosis of  his  patients  as  being  afflicted  by 
hypercholesterolemia  is  insufficient  and 
does  not  meet  the  requirements  of  §  314- 
lllia' <5i  Uii  <ai (2) (i>. 

■When  the  qualification  that  the  pa- 
tients with  hypercholesterolemia  also  be 
euthyroid  is  added,  the  selection  process 
becomes  even  more  confused.  At  one 
point  Dr.  Israel,  in  response  to  a  direct 
question,  stated  that,  "'We  determined 
they  were  euthyroid  by  PBI  (protein 
bound  iodine)  •  *  •"  »Tr.  at  759 »,  but 
in  that  same  statement  and  in  previous 
statements  he  had  made  the  point  that 
FBI's  are  "outmoded"  (id.>  and  "abso- 
lutely ridiculous"  (Tr.  at  758).  Though 
records  were  not  kept  for  all  patients  (Tr. 
at  7601.  the  FBI's  showed,  according  to 
Dr.  Israel's  testimony,  that  some  of  the 
patients  were  not  euthyroid.  He  stated 
that  his  diagnosis  that  a  person  was  eu- 
thyroid 'normal*  was  based  on  the  per- 
son's symptoms,  which  might  be  hypo- 
thyroid symptoms  iTr.  at  758,  759) .  It  is 
not  possible  to  conclude  that  all  of  the 
subjects  of  Dr.  Israel's  study  were  eu- 
thyroid based  either  upon  his  report  or 
upon  his  testimony  and  the  patient  rec- 
ords he  submitted. 

If.  on  the  other  hand,  the  subjects  of 
Dr  Israel's  study  are  contended  to  be  hy- 
pothyroid rather  than  euthyroid,  there 
is  not  sufficient  information  to  substan- 


tiate such  diagnoses  either.  'While  in 
diagnosing  hypocholesterolemia,  the 
level  of  cholesterol  in  the  blood  can  be 
easily  measured  ( though  the  significance 
of  the  measurement  is  difficult  to  eval- 
uate) .  the  affillctlon  known  as  hj^jothy- 
roidism  Is  not  characterized  by  any  one 
symptom.  Dr.  Temple  criticized  Dr.  Is- 
rael's study  for  not  containing  Informa- 
tion on  potential  indicators  of  hypothy- 
roidism such  as  pulse  and  weight  change 
(Tr.  at  1478-1479).  Dr.  Israel's  method 
of  selection  is  particularly  suspect  be- 
cause of  his  apparent  disagreement  with 
generally  recognized  practice  in  diag- 
nosing patients  as  hypothyroid.  He  noted 
that  many  patients,  who  were  appar- 
ently euthyroid  (normal*  when  meas- 
ured by  the  basal  metabolic  rate  test 
<BMR» .  were,  in  his  opinion,  really  hypo- 
thyroid (Tr.  at  99).  Compare  the  testi- 
mony of  Dr.  Temple,  who  states,  in  a  dif- 
ferent context,  that  BMR's  while  diffi- 
cult to  do,  are  useful  in  determining  the 
amount  of  thyroid  generated  by  the  body 
(Tr.  at  1529).  It  is  apparent  that  Dr. 
Israel's  study  does  not  comply  with  the 
requirement  that  its  subjects  be  prop- 
erly selected,  either  as  to  the  indication 
for  hypercholesterolemia  or  as  to  the  in- 
dication for  the  treatment  of  hypothy- 
roidism. 

(2>  Section  314.111(a)  (5»  (hi  (a)  (2) 
'tzt  requires  that  subjects  be  assigned  to 
test  groups  in  such  a  way  as  to  minimize 
bias.  Dr.  Israel's  study  is  in  flagrant  vi- 
olation of  this  requirement.  The  study 
presents  data  on  714  patients.  As  Dr 
Beaver  testified,  no  criteria  were  stated 
to  justify  the  selection  of  these  subjects 
from  all  of  Dr.  Israel's  patients  <Ti-.  at 
1167*.  Dr.  Beaver  described  the  break- 
down of  the  data  presented  as  follows: 
A  subgroup  of  677  patients  got  sufficient 
cholesterol  readings  to  pemiit  evaluation 
of  a  general  cholesterol  pattern,  but  only 
276  patients  had  evidence  suggestive  of 
hypercholesterolemia:  a  subgroup  of  117 
of  those  276  patients  continued  to  have 
frequent  cholesterol  determinations  for 
a  neriod  of  5  years  or  longer  (Tr.  at  1 167- 
11681.  Those  who  dropped  out  of  the 
study  before  a  sufficient  number  of  cho- 
lesterol determinations  had  been  accu- 
mulated are  not  likely  to  have  done  so 
on  a  random  basis.  If  they  dropped  out 
because  they  did  not  feel  the  therapy  was 
helpful,  in  Dr.  Beaver's  words.  •■•  •  *  you 
would  be  biasing  the  group  that  remained 
by  eliminating  those  who  had  le.s,s  than 
favorable  results  •  •  *"  (Tr  at  1168'. 
Dr.  Beaver  noted  that  the  selection  proc- 
ess used  by  Dr.  Isiael  is  "*  *  '  suscep- 
tible to  all  sorts  of  obvious  biases  and 
all  sorts  of  biases  that  are  not  obvious." 
(id.,  see  also  Tr.  at  1169*. 

(3)  Section  314.111(a)  (5)  lii  "a  > '21 
(Hi)  requires  that  the  method  of  selec- 
tion of  subjects  for  a  test  assure  compar- 
ability in  test  and  control  groups 
"•  •  *  of  pertinent  variables,  such  as  age. 
sex,  severity,  or  duration  of  disease,  and 
use  of  drugs  other  than  the  test  drug." 
Although  the  Cc«nmlssloner  does  not 
conclude  that  a  historical  control  is  ap- 
propriate in  the  establishment  of  the  ef- 
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fectiveness  of  Cothyrobal  for  either  of 
its  indications,  for  purposes  of  this  anal- 
ysis, it  will  be  assumed  that  it  Is  ap- 
propriate to  use  a  historical  control 
group  in  studying  Cothyrobal.  Dr  Israel 
apparently  contends  that  his  patients 
represent  their  own  historical  controls  in 
the  sense  that  their  condition  prior  to 
treatment  is  to  be  compared  to  their 
condition  after  treatment.  Although  such 
a  procedure  is  not  accepted  practice  'see. 
eg.,  testimony  of  Dr.  Temple  that  the 
mere  fact  of  receiving  injections  ever\- 
couple  of  weeks  may  make  a  patient  feel 
better  'Tr.  at  1472>i— even  if  patients' 
previous  medical  history  could  be  said  to 
constitute  controls,  there  is  no  showing 
in  Dr.  Israels  report  that  the  "pertinent 
variables"  were  the  same  in  the  patients 
before  and  after  treatment.  A  long  list 
of  variables  relevant  to  cholesterol  lev- 
els has  been  cited  above.  No  showing  that 
these  variables  did  not  change  between 
the  period  of  nontreatment  and  the  pe- 
riod of  treatment  appears  in  the  study. 
Other  drugs  were  being  administered  to 
Dr.  Israel's  patients  while  the  study  was 
in  progress,  a  variable  of  obvious  impor- 
tance that  by  itself  negates  any  possibil- 
ity of  detennining  whether  any  effect 
observed  was  attributable  to  Cothyrobal 
or  to  the  concomitant  medication. 

Methods  of  obseriation  and  reporting 
of  results.  Section  314.111iai '5)  di)  (a) 
(3>  requires  that  a  study  contain  an  ex- 
planation of  tlie  methods  of  observing 
and  recording  results.  There  is  no  such 
explanation  in  this  study.  Results  seem 
to  be  recorded  on  the  basis  of  the  doctor's 
subjective  evaluation  of  the  patient's  re- 
action to  treatment.  Dr.  Temple  dis- 
cussed the  case  histories  tliat  Dr.  Israel 
presented  of  hLs  patients.  He  pointed  out 
that  the  reports  made  by  Dr.  Israel,  even 
in  these  case  histories,  were  so  meager  as 
to  make  it  difficult  to  know  what  really 
happened,  especially  in  light  of  the  ques- 
tionable diagnoses  involves  'Tr.  at  1456 > . 

The  explanation  is  required  by  thLs  sec- 
tion of  the  regulation  to  describe  the 
steps  taken  to  minimize  bias  on  the  part 
of  the  subject  and  the  observer.  Compare 
the  testimony  of  Dr.  Israel,  who  ap- 
parently felt  that  nothing  could  be  done 
111  a  non-double-blind  controlled  study 
to  minimize  bias:  "•  •  •  i  told  you 
that  I  did  nothing  to  minimize  bias  by 
hiding  from — I  don't  know.  I  can't 
imagine  what  method  you  would  use  or 
what  method  to  use  to  minimize  bias" 
(Tr.  at  732). 

Controls.  Section  314.111(a)  '5)  di)  (a) 
(4)  requires  that  a  study  provide  a  com- 
parison of  the  results  of  treatment  or 
diagnosis  with  a  control  in  such  a  fashion 
as  to  permit  quantitative  evaluation.  As 
noted  above,  Applicant  apparently  con- 
tends that  the  10-year  study  utilized  his- 
torical controls  who  were  the  patients 
themselves  in  the  period  before  treat- 
ment. The  subsection  of  the  regulation 
dealing  with  historical  controls  allows 
quantitative  comparison  with  '**  •  • 
prior  experience  historically  derived 
from  the  adequately  documented  natural 
history  of  the  disease  or  condition  in 
comparable  patients  or  populations  with 


no  treatment  or  with  a  regimen  •  •  • 
the  eftectiveness  of  which  is  established." 
The  regtilation  does  not  provide  for  the 
use  of  the  pretreatment  history  of  a 
treated  subject  as  a  historical  control, 
and  that  procedure,  because  of  the  im- 
possibility of  showing  that  important 
variables  have  not  changed,  is  not  ac- 
cepted as  vaUd  by  knowledgeable  experts 
(A  patient  may  legitimately  be  used  both 
in  a  treated  and  in  a  control  group  in 
what  is  known  as  a  double-blind  cross- 
over study,  in  which  the  treatment  of  a 
subject  is  changed,  on  a  random  basis, 
at  various  Intervals  and  he  or  she  l«  ob- 
served for  any  change  in  response  to 
treatments;  see  Testimony  of  Dr.  Beaver. 
'Tr.  at  1121-1122).) 

By  Dr  Israel's  own  admission.  Cothy- 
robal. insofar  as  it  is  to  be  used  to  treat 
hypercholesterolemia,  is  not  eligible  for 
testing  utilizing  historical  controls,  since 
it  does  not  involve  high  and  predictable 
mortality  and  it  is  not  a  condition  pre- 
dictable in  its  duration  and  severity  'Tr. 
at  1769:  see  also  §  314.111ia)  (5)  di) 'a^ 
'4(  'H"  '.  The  proposed  use  of  Cothyro- 
bal for  the  treatment  of  lupothyroidism 
would  not  qualify  it  for  testing  utilizing 
historical  controls  for  the  same  reasons 

Analysis  and  evaluation.  Section  314.- 
lll'a)  '5'  'ii)  '01  i5>  requires  that  a 
study  include  a  summary  of  the  methods 
of  analysis  and  an  evaluation  of  data 
derived  from  the  study,  including  ap- 
propriate statistical  methods.  This  re- 
quirement Ls  not  met  by  Dr.  Israel's 
study.  Even  if  the  study  were  otherwise 
adequately  designed  and  well-controlled, 
which  it  was  not.  its  failure  to  provide 
the  data  achieved  in  a  form  suitable  for 
analysis  would  make  it  unacceptable.  See 
Testimony  of  Dr  Brown  'Tr.  at  1213': 
■■'I  in  any  study  irrespective  of  whether 
it  was  adequately  designed  and  carried 
out  in  a  controlled  manner,  unless  the 
data  is  presented  in  a  form  which  al- 
lows statistical  analysis  then  I  don't 
think  one  can  make  conclusions." 

Standardization  of  test  drug.  Under 
§  314  Ul'a' (5)  (ii' (b> .  the  drug  tested 
must  be  standardized  as  to  identify, 
strength,  quality,  purity,  and  dosage 
form  in  order  for  the  test  results  to  have 
any  significance.  There  was  no  showing 
in  this  study  that  the  drug  tested  was  so 
standardized.  Without  such  a  showing  it 
is  impossible  to  attach  any  significance 
to  the  results  of  the  study  because  it  is 
impossible  to  be  certain  of  exactly  what 
drug  was  being  studied. 

Conclxision.  In  light  of  all  of  the  above- 
described  deficiencies,  the  Commissioner 
concludes  that  the  10 -year  study  pro- 
vided by  Dr.  Israel  is.  for  a  niunber  of 
important  reasons,  not  an  adequate  and 
well-controlled  clinical  investigation  as 
set  forth  in  §  314.11(a) '5)  (ii) ,  even 
assuming  for  purposes  of  argument  that 
a  study  involving  no  control  other  than 
a  historical  control  would  be  appropriate 
to  show  the  effectiveness  of  CothjTobal. 

3.  Dr.  Brusch's  study:  This  study,  ap- 
parently performed  by  Dr.  Charles  A. 
Brusch,  was  included  in  the  NDA  in  the 
form  of  a  transcript  of  a  speech  together 
with  a  number  of  forms — filled  out  in 


what  appears  to  be  Dr.  Bruschs  own 
hand — that  relate  to  various  patients  A 
notation  on  the  Isist  page  of  the  draft 
speech  indicates  that  it  was  deli\ered  on 
August  15.  1963.  in  Los  Angeles.  Whether 
or  not  It  was  in  fact  ever  delivered  as  a 
speech,  it  is  not.  for  reasons  detailed 
below,  acceptable  as  an  adequate  and 
well-controlled  study  to  show  the  effec- 
tiveness of  Cothyrobal. 

Protocol.  The  only  document  sub- 
mitted that  might  be  characterized  as  a 
protocol  was  the  draft  of  the  speech. 
Obviou.sly  this  was  prepared  after  the 
study  was  either  underway  or  had  been 
completed  T^ere  was  thus  no  protocol 
submitted  as  required  by  §314.111'a> 
i5>  <ii)  ia> . 

Statement  of  objective.  As  Dr.  Beaver 
stated  in  his  testimony.  ■■•  •  •  the  ob- 
jective of  the  study  is  unclear  to  say  the 
least"  'Tr.  at  1145i.  He  suggested  that 
one  reading  of  the  description  of  the 
study  would  make  the  objective  to  find 
something  that  would  •••  •  •  reinvig- 
orate  the  chronically  diseased,  disabled, 
and  incapacitated  humans"  'Tr  at  1145: 
"Thyroid-'Vitamin  Treatment  of  the 
Atherosclerotic  Patient.  "  C.  Brusch  and 
G.  Ceresia  'hereinafter  Brusch  Study) 
at  1 1 .  As  Dr.  Beaver  points  out.  this  ob- 
jective, if  achieved,  would  have  no  pro- 
bative value  in  showing  the  effective- 
ness of  Cothyrobal  for  its  indicated  di- 
seases. At  page  3  of  the  Brusch  Study, 
the  doctor  notes  that  "laevo-thyroxm  ' 
has  been  shown  to  be  helpful  in  control- 
ling the  general  metabolic  processes  of  a 
living  organism  and  in  helping  to  pre- 
vent atherosclerosis.  He  also  notes  that 
a  hindrance  to  the  use  of  levothyroxine 
has  been  its  side  effects.  Thus,  read  most 
charitably,  the  study  might  be  said  to 
have  as  its  objective  a  showing  of  the 
effectiveness  of  Cothyrobal  and  two 
other  drugs  'oxytropin  and  lipotropin'. 
when  administered  together  in  the  treat- 
ment of  some  conditions,  in  providing  the 
beneficial  effects  of  levothyroxine  while 
avoiding  levothyroxine's  side  effects.  It 
IS.  however,  by  no  means  clear  that  this 
objective  is  probative  of  the  effectiveness 
of  Cothyrobal  for  its  indicated  diseases: 
hypercholesterolemia  in  euthyroid  pa- 
tients, and  h>T30thyroidism.  'Dr.  Brusch 
indicates  at  page  10  of  his  study  that 
cholesterol  readings  were  disregarded. 
suggesting  that  the  study  was  not  in  any 
way  intended  to  show  Cothyrobal's  ef- 
fectiveness in  treating  hypercholester- 
olemia.) 

Selection  of  subjects.  (1»  Diagnostic 
criteria:  Dr.  Brusch  reports  that:  "We 
chose  50  of  our  most  chronically  ill  pa- 
tients who  had  been  coming  to  the 
Center  for  from  five  to  fifteen  years 
•  •  •"  'Brusch  Study  at  1  < .  No  expla- 
nation of  how  these  patients  were  chosen 
is  given.  The  50  patients  are  reported  to 
have,  among  them.  234  cases  of  organic 
disease.  The  various  instances  of  disease 
are  listed  in  a  table  on  page  2  of  the 
speech.  Not  among  the  diseases  listed  are 
hypercholesterolemia  in  euthyroid  pa- 
tients, or  in  any  one  else,  or  hypotliyroid- 
Ism.  No  information  Is  submitted  that 
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would  confirm  or  explain  any  diagnosis 
of  any  of  the  subjects  as  having  either 
of  the  Indications  contained  In  the  label- 
ing for  Cothyrobal.  Therefore,  there  can 
be  no  assurance  that  any  of  the  patients 
are  suitable  for  a  clinical  study  to  prove 
the  effectiveness  of  Cothyrobal  for  treat- 
ing (it  hypercholesterolemia  in  euthy- 
roid patients  or  <11)  hypothyroidism. 
Clearly,  a  study  of  Cothyrobal  must  be 
conducted  In  patients  who  have  one  of 
the  labeled  Indications  If  that  study  Is 
to  be  used  as  proof  of  effectiveness  for 
tha^e  Indications.  In  the  Brusch  study  It 
nuLst  be  concluded  that  the  patients  were 
unsuitable  under  §  314.111' ai  <5)  <li>  (a> 
(2;»  (:). 

C2>  Assignment  to  test  groups:  Dr, 
Brusch  did  not  use  a  concomitant  con- 
trol. Nor  did  he  use  a  proper  historical 
control.  ThiLs.  there  was  no  attempt  to 
assign  patients  to  control  groups  in  a 
manner  that  would  minimize  bl£U5.  pur- 
suant to  5  314. una)  i5MllMaw2i  (ii). 
1 3)  Comparability  of  pertinent  vari- 
ables: As  noted  above.  Important  vari- 
ables between  the  treatment  period  and 
the  period  prior  to  treatment  could  well 
have  existed  iTr.  at  1147-114fi).  and 
nothing  in  the  report  of  the  study  pro- 
vided to  the  agency  assures  that  any 
results  are  attributable  to  Cothyrobal 
rather  than  to  such  variables. 

Methods  of  obsenKition  and  reporting 
of  results  Dr.  Brusch  does  not  explain 
hLs  method."?  of  observation  In  recording 
his  results.  He  notes  that  he  did  not  use 
either  cholesterol  levels  or  basal  meta- 
bolic rate  readings  (Brusch  Study  at  10> . 
His  most  specific  statement  in  his  speech 
Is:  "The  symptoms  associated  with  these 
[organic]  diseases  are  relieved  by  means 
of  the  improved  metabolism"  (id.).  When 
E>r.  Temple  sought  clarification  by  ana- 
lyzing the  case  reports  submitted  with 
the  speech,  he  was  very  critical  of  Dr. 
Brusch's  diagnoses  (Tr.  at  1501'.  The 
case  reports  did  not  provide  sufficient  in- 
formation for  an  expert  to  evaluate  the 
diagnoses,  and  in  some  Instances,  the  In- 
formation provided  suggested  that  the 
diagnoses  may  have  been  in  fact  incor- 
rect. For  example,  one  patient's  abrupt 
gam  of  10  pounds  su£,'gested  to  Dr.  Tem- 
ple that  that  patient  was  having  some 
heart  failure,  but  no  physical  examina- 
tion and  X-ray  is  reported  to  have  fol- 
lowed that  abrupt  weight  gain  (Tr.  at 
1503 1.  Dr.  Temple  questioned  Dr. 
Bru-sch's  conclusion  that  no  adverse  re- 
actions were  obser\'ed  after  the  admin- 
Lstration  of  the  three  thyroid  medica- 
tions involved.  He  dLscussed  reported 
symptoms  which  suggested  adverse  re- 
actions, such  as  shortne.ss  of  breath, 
chest  pain  t  Tr.  at  1504  • . 

Control.  Dr  Bru.-^ch  m  his  speech  ex- 
plained what  he  characterized  as  his 
"omission  of  controls' '  <  Brusch  Study  at 
2 » .  His  explanation  stated  his  reason  for 
thmking  that  double-blind  studies  would 
not  be  appropriate,  apparently  at  least 
for  his  subjects.  The  doctor  seems  to  base 
his  conciosions  on  comparison  of  results 
achieved  with  Cothyrobal  and  the  other 
medication  used  In  the  treatment  period 
with  results  achieved  with  other  medica- 


tion previous  to  the  treatment  period.  In 
effect  he  was  using  a  "historical  control" 
(see  testimony  of  Dr.  Beaver.  Tr.  at  1147 
et  seq.i.  Even  with  a  historical  control, 
however,  information  on  the  several 
variables  Involved  would  be  necessary  for 
any  meaningful  analysis  of  the  restilts. 

Analysis  and  evaluation.  There  was  no 
statistical  evaluation  of  the  results  of 
this  study,  nor  were  there  data  presented 
which  would  be  amenable  to  such  a 
statistical  evaluation.  The  results  were 
stated  in  generalities,  e.g.,  "90  percent  of 
the  patients  in  this  study  were  euthy- 
roid, and  were  markedly  benefited  by  the 
administration  of  large  doses  of  thyroid 
extract  orally  and  laevo-thyroxin  paren- 
terally."  and  "f  t]he  clinical  results  of  the 
15  year  research  program  supported  by 
Vascular  Research  Foundation  of  New 
York  •  '  •  is  hereby  absolutely  and  un- 
equivocably  confirmed"  (Brusch  Study 
at  11 ) .  Generalizations  of  this  sort,  which 
provide  no  data  that  can  be  analyzed 
scientifically,  are  of  no  use  in  evaluating 
the  effectiveness  of  a  drug  (Tr.  at  1213) . 

Standardization  of  test  drug.  No  In- 
formation was  submitted  to  Indicate  that 
the  Cothyrobal  used  by  Dr.  Brusch  was 
standardized  as  to  identity,  strength, 
quality,  purity,  and  dosage  form,  pur- 
suant to  §  314.111(ai  (5)  (U)  (b). 

CoTiclusion.  The  study  conducted  by 
Dr.  Brusch  simply  cannot  be  considered 
adequate  and  well -con  trolled  (see  testi- 
mony of  Dr.  Beaver,  Tr.  at  U45;  testi- 
mony of  Dr.  Temple,  Tr.  at  14»9).  The 
fact  that  two  other  drugs  were  also  ad- 
ministered at  the  same  time  that  Cothy- 
robal was  administered  maices  evalua- 
tion of  the  test  as  it  realtes  to  Cothyrobal 
Lmposslble.  This  is  particularly  so  since 
the  only  "control  group'  consisted  of 
patients  who  were,  apparently,  not 
treated  with  the  other  two  drugs.  There 
Is  therefore  no  possibility  that  the  test 
could  show  that  Cothyrobal  itself  made 
a  contribution  to  the  treatment  involved 
in  this  study.  E\'en  if  the  study  were 
adequate  and  well -con  trolled,  it  would 
not  serve  to  show  that  Cothyrobal  was 
effective  for  the  treatment  of  its  indi- 
cated diseases. 

4.  Dr.  Russek's  study:  In  its  Excep- 
tions to  the  decision  of  the  .Administra- 
tive Law  Judge  (at  132)  Applicant  r^es 
on  a  -Study  performed  by  Dr.  Henry  Rus- 
sek.  It  Is  an  applicant's  obligation  to 
submit  to  the  agency  evidence  suppor- 
tive of  its  application  for  evaluation  at 
the  time  of  submission  of  an  NDA.  It 
Is  also  an  applicant's  burden  to  come 
forward  with  evidence  to  support  its 
claims  of  a  drug's  effectiveness  in  a 
hearing  such  as  the  one  held  on  CothjTO- 
bal  It  is,  therefore,  difficult  to  under- 
stand why  Applicant  submitted  only  a 
one-page  abstract  of  this  study  in  the 
NDA.  Apparently  the  study  itself  was 
never  published  (see  Tr.  at  1493-1494 >, 
An  abstract  of  this  tj-pe  is  worthless  to 
the  Commissioner  in  evaluating  the 
adequacy  of  the  study  it  summarizes. 

Dr.  Israel  himself  said  the  study  was 
of  no  value  and  was  not  of  the  type  re- 
quired by  PDA  (Tr.  at  324  >.  though  cm 
questioning   by   Applicant's   counsel   he 


agreed  that  It  confirmed  his  own  results 
(Id,) .  "Hie  abstract's  deficiencies,  though 
they  may  seem  obvious,  will  be  detailed 
In  terms  of  the  requirements  of  §  314.- 
111(a)  (5)  (ii)  as  follows: 

Protocol.  No  protocol  was  stibmltted. 

Statement  of  objective.  The  study's 
objective  is  stated  In  the  abstract  as 
being:  "To  assess  the  effects  of  thyroid 
therapy  in  patients  with  coronary  artery 
disease  '  *  *".  Such  a  study's  relevajice 
to  the  effectiveness  of  Cothyrobal  re- 
garding its  stated  indications  is  argu- 
able at  best. 

Selection  of  subjects.  (D  Diagnostic 
criteria:  The  criteria  used  to  diagnose 
the  subjects  as  having  a  heart  condi- 
tion are  not  reported.  Subjects  are 
stated  to  be  "clinically  proven  cases  of 
angina  pectoris."  The  abstract  reports 
that:  "All  patients  studies  were  deter- 
mined to  be  euthyroid  by  appropriate 
tests  (BMR,  FBI,  and  chloesteroi) ."  In- 
sufficient informaticHi  about  the  condi- 
tions of  those  diagnoses  is  presented, 
however,  to  make  a  determination  that 
the  factors  that  might  make  the  diag- 
noses Invalid,  which  were  discussed  in 
connection  with  Dr.  Israel's  10-year 
study  above,  were  taken  into  considera- 
tion. Ctae  of  the  AppUcant's  witnesses. 
Dr.  Knight,  suggested  that  the  patients 
were  actually  hypothyroid  (Tr.  at  623- 
624 ) .  apparently  taking  the  position  that 
if  some  of  them  reported  subjective  bene- 
fits from  the  thyroid  therapy,  they  must 
have  been  hjTJOthyroid  In  the  first  place. 

(2)  Assignment  to  test  groups:  The 
abstract  does  not  provide  Information 
upon  which  one  could  conclude  that  sub- 
jects were  assigned  to  test  groups  In  such 
a  way  as  to  minimize  bias.  It  is.  in  fact, 
impossible  to  determine  whether  or  not 
there  was  a  separate  control  group, 
though  the  abstract  mentions  the  ad- 
ministration of  an  "identical  placebo." 

(3)  ComparabiMty  of  pertinent  vari- 
ables: Again,  insuflacient  information  is 
provided  on  this  important  condition  to 
the  acceptability  of  the  study.  Prom  all 
that  appears  in  the  abstract,  the  pa- 
tients may  have  been  receiving  concomi- 
tant drug  tlierapy  for  their  heart  condi- 
tions. Those  heart  conditions  may  have 
varied  significantly  in  severity  from  pa- 
tient to  patient.  The  information  pro- 
vided suggests  in  fact  that  even  the 
period  of  treatment  varied  among  sub- 
jects from  6  to  15  months.  The  reader  is 
not  told  whether  there  was  any  correla- 
tion between  the  reporting  of  •'subjective 
benefits"  and  lengtli  of  treatment. 

Methods  of  observation  and  reporting 
of  results.  The  explanation  of  the  meth- 
ods of  obser\ation  and  recording  of  re- 
sults was  insufficient.  The  abstract  notes 
only  that  the  patients  '"reported"  sub- 
jective benefits.  The  two-paragraph  in- 
troduction, typed  above  the  abstract. 
states  that  there  were  no  deatlis  in  a  2- 
year  treatment  period, 

Confrol«.  The  only  statement  In  the 
abstract  suggestive  of  the  tise  of  a  con- 
trol in  this  study  Is  the  following: 

To  assess  the  effects  of  thyroid  therapy 
in  patients  with  coronary  artery  disease, 
this  hormone,  or  an  identical  placebo. 
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was  administered  to  58  clinically  proven 
cases  of  angina  pectoris  [wnphasis 
added]. 

This  statement  provides  insufficient 
information  as  to  what  method  of  con- 
trol was  used  and  pro\'ides  no  basis  upon 
which  to  judge  the  vahdity  of  the  con- 
trol procedure  utilized.  Dr.  Temple, 
speaking  from  information  provided  by 
Dr.  Israel  elsewhere  in  the  NDA.  sug- 
gests that  each  patient  in  Dr.  Russek's 
study  may  have  been  given  an  oral  pla- 
cebo for  a  short  period  and  then  admin- 
istered a  levothyroxine  injection  in  con- 
junction with  an  oral  thyroid  treatment 
(Tr.  at  1494).  This  procedure,  if  it  was 
in  fact  followed,  is  unacceptable  because 
of.  inter  alia,  the  variable  introduced  by 
the  use  of  an  injection  (Tr.  at- 1494 >. 
The  regulation  itself  lin  §  314.111ia)  '5) 
(iii  (a>  (4)  (ii) )  requires  that  in  a  pla- 
cebo control  study  the  placebo  be  "de- 
signed to  resemble  the  test  drug  as  far 
as  possible." 

Analysis  and  evaluatio7i.  This  abstract, 
of  course,  does  not  contain  the  summary 
of  the  methods  of  analysis  and  the  eval- 
uation of  the  data  derived  from  the 
study  described  that  are  required  by 
§  314.111(a)  (5)  (ii)  'a>  (5». 

Standardization  of  test  drug.  Not  only 
is  there  no  showing  that  the  di-ug  in- 
volved was  properly  standardized,  but 
there  is  really  no  indication  that  Co- 
thyrobal was  used  at  all  in  this  study. 
The  study  states:  "[Aln  intravenous  in- 
jection of  0.5  mg.  of  laevothyroxin  was 
administered  once  each  week.  'Vitamin 
B  factors  were  given  in  standard  dosage 
throughout  this  period."  Drs.  Beaver  and 
Temple,  when  asked  to  evaluate  this 
study,  stated  that  they  were  unable  to 
derive  anj'thing  of  value  from  it  because 
it  was  not  clear  that  Cothyrobal  had 
been  used  (Tr.  at  1155.  1493). 

Conclusion.  Tills  study,  submitted  in 
abstract  form,  is  simply  not  acceptable 
to  show  the  effectiveness  of  a  drug,  or 
even,  in  light  of  the  paucity  of  the  infor- 
mation submitted,  to  confirm  the  find- 
ings of  any  other  study.  See  the  evalua- 
tions of  Dr.  Beaver  (Tr.  at  1153-1158' 
and  of  Dr.  Temple  'Tr.  at  1492-1496). 

Even  if  the  study  were  credible,  it  is 
not  clear  what  relevance  Dr.  Russek's 
findings  wx>uld  have  to  the  indications 
for  Cothyrobal.  I'he  study  cannot  be  used 
to  show  that  Cothyrobal  is  effective  in 
treating  hj-percholesterolemia  in  euthy- 
roid patients  because  cholesterol  levels 
were  stated  to  have  shown  no  significant 
change.  On  the  other  hand,  the  study 
counld  not  be  used  to  show  that  Cothyro- 
bal was  effective  in  the  treatment  of 
hypothjToidism,  since  all  of  the  patients 
were  reported  to  have  been  determined 
to  be  euthyroid. 

5.  Dr.  Walczak's  study:  This  "study." 
performed  by  V.  Michael  Walczak.  M  D  . 
was  submitted  in  the  NDA  as  a  one-page 
summary  entitled  "Report  to  the  'Vascu- 
lar Research  Foundation  on  a  Three 
Year  Experience  with  the  Thyroid-'Vita- 
min  Approach."  No  other  information 
was  submitted  concerning  this  study. 
Dr,  'Walczak  did  testify  at  the  hearing. 
While  the  question  at  the  hearing  wus. 
of  course,  whether  the  data  submitted 


supported  approval  of  the  drug,  addi- 
tional information  provided  by  Dr.  Wal- 
czak in  his  testimony  will  be  considered 
for  purposes  of  completeness,  in  the 
eraluation  of  this  "study." 

Protocol.  No  protocol  was  submitted. 
The  absence  of  a  protocol,  as  noted  pre- 
viously, makes  any  evaluation  of  a  study 
extremely  difficult.  See.  e.g.,  testimony 
of  Dr.  Beaver  'Tr.  at  1130'. 

Statement  of  objectives.  There  was  no 
statement  of  objectives  in  the  one-page 
report  provided  in  the  ND.A. — also  a 
serious  deficiency  'Tr.  at  1133-1134i. 

Selection  of  subjects,  il)  Diagnostic 
criteria:  'While  Dr.  Walczak  reported 
that  his  patients  had  •■various  cUnical 
entities.  "  among  which  is  listed  h>T'Othy- 
roidism,  the  report  did  not  describe  the 
diagnostic  criteria  by  which  he  diagnosed 
this  and  the  many  other  diseases  that 
the  patients  studied  were  described  as 
having  (Tr.  at  1497).  It  must  be  empha- 
sized that  hypothyroidism  is  not  the 
same  disease  as  any  of  the  12  conditions 
that  the  subjects  were  described  as  hav- 
ing I  see  testimony  of  Dr.  Beaver.  Tr.  at 
1134).  Dr.  Temple  testified  that  the 
sj-mptoms  of  tliese  various  diseases 
amount  to  a  "series  of  vague  complaints 
which  can  represent  virtually  anything" 
(Tr.  at  14971,  and  that  such  complaints 
thus  did  not  form  a  basis  for  diagnosis  of 
hypothyroidism  or  of  any  of  the  other 
diseases  listed  in  the  one-page  report. 
The-efore,  the  requirement  in  §  314.111 
,  a '  ■  5  I  '  ii )  I  a  I  ( 2 1  1 1 1  for  adequate  assur- 
ance that  patients  are  suitable  for  the 
studv  has  not  been  met. 

i2(  AssigiMJient  to  test  groups:  The 
report  indicates  that  no  concomitant 
control  group  was  utilized  in  this  study. 
To  the  extent  that  Dr.  Walczak's  conclu- 
sions were  based  on  a  comparison  at  all. 
the  test  may  be  said  to  have  used  a  his- 
torical control  'Tr.  at  1134).  He  stated 
that  he  did  not  set  aside  a  group  of  non- 
treated  patients  for  control  purposes 
(see,  generally.  Tr  at  653.  654' .  The  re- 
port does  not  in  any  case  illustrate  a 
method  of  selection  of  subjects,  required 
by  5  314.111'a)  ID) 'ii' lai '2)  (ii),  that 
assigns  subjects  to  test  groups  in  such  a 
way  as  to  minimize  bias. 

(3)  Comparability  of  pertment  vari- 
ables: The  report  does  not  record  the 
numerous  variables,  described  above  in 
connection  with  Dr.  Israel's  study,  which 
would  have  an  effect  on  the  diagnosis  of 
a  patient  as  being  hypothyroid  or  hyper- 
cholesterolemic.  Dr.  Walczak  made  this 
omission  even  though  he  seemed  to  be 
aware  at  the  time  of  his  testimony  that 
various  'changes  in  life"  could  make  a 
difference  in  the  diseases  in  question  'Tr 
at  675-677 ) .  Crucial  in  analysis  of  a 
study  of  this  sort  ia  the  fact  that  various 
other  medications  were  given  to  some  of 
the  subjects.  Apparently,  oxytropin  and 
hpotropm.  drugs  containing  thyroid  ex- 
tract, were  given  orally  to  each  of  the 
subjects.  The  dosEige  administered  to 
these  patients  would  vary,  depending  on 
the  season,  the  patient's  diet,  stress,  etc 
(see,  generally,  Tr.  at  677-«79). 

Methods  of  observation  and  reporting 
of  results.  The  one-page  reix>rt  does  not 
explain  the  methods  of  observation  and 


recordmg  of  results  utilized  by  Dr.  Walc- 
zak nor  does  it  state  any  steps  taken  to 
minimize  bias  on  the  F>art  of  the  subject 
and  observer  Reports  of  positive  findings 
are  limited  to  statements  such  as:  'some 
of  the  patients  '  *  '  benefited":  "a  clini- 
cal improvement  is  evident";  "the  effec- 
tive clinical  response  experienced  in  the 
treatment  of  Chronic  Disease  entities": 
"Itlhe  clinical  course  of  illnesses  is 
shortened  and  rehabilitation  progresses 
without  complications."  None  of  these 
general  descriptions  are  sufficient  for  an 
adequate  and  well -controlled  study  re- 
quired to  show  the  effectiveness  of  a 
drug. 
Controls.  As  noted  above,  the  onlv 
control "  utilized  in  the  study  was  ap- 
parently a  comparison  of  the  treated  pa- 
tients with  their  previous  history.  As  dis- 
cussed in  the  analysis  of  Dr.  Israel's 
study,  use  of  a  patient  as  his  own  control 
in  this  mamier  is  not  accepted  practice, 
because  of  the  number  of  variables  in- 
volved in  such  a  prcxedure.  and  because 
the  introduction  of  bias  on  the  part  of 
the  observer  in  such  a  test  is  very  difficult 
to  prevent. 

Analysts  and  evaluation.  This  study 
does  not  provide  the  required  summar>- 
of  methocis  of  anal.vsis  and  evaluation  of 
data.  Certainly  it  does  not  include  any 
analysis  by  appropriate  statistical  meth- 
ods. As  noted  above,  the  data  derived 
from  the  "study"  are  stated  in  only  the 
most  general  form,  a  form  in  which  they 
are  not  usable.  See  testimony  of  Dr. 
Beaver:  'T^ere  is  no  documentation  or 
analysis  of  the  data.  I  have  no  idea  as 
to  what  happened  to  whom,  or  even  in  a 
rough  .sense  how  many  people  benefited 

out  of  how  many  people <Tr.  at 

1135). 

Standardization  of  test  drug.  It  is  not 
clear  from  Dr.  Walczak's  report  that  he 
used  Cothyrobal  at  all  in  his  study.  His 
report  refers  to  "treatment  •  •  •  in- 
stituted in  the  form  of  thyroxyine  injec- 
tions and  daily  oral  thyroid -vitamin 
medication  *  *  '."  Cothyrobal  is  sup- 
posed to  be  used  in  an  injection  form. 
.Apparently,  it  has  been  used  in  the  past 
in  conjunction  with  oral  thyroid  medi- 
cine. This  would  seem  to  be  the  reverse 
of  what  Dr.  Walczak  reported.  In  his 
testimony  Dr.  Walczak  stated  that  he 
had.  in  fact,  administered  Cothyrobal  by 
intravaneous  injections  'Tr  at  653). 
There  was,  in  any  case,  no  showing  that 
the  test  drug  was  identical  to  Cothyrobal 
in  strength,  purity,  or  quality,  as  re- 
quired by  ?  314  lllia)  '5)  (11)  ib) . 

Conclusion.  This  one-page  report  of 
Dr.  Walczak's  experience  with  thyroid- 
vitamm  therapy  is  not  an  adequate  and 
well-controlled  study  as  set  forth  in 
5  314.1 11  (a'  '5)  'ii)  to  show  the  effective- 
ness of  Cothyrobal.  See  testimony  of  Dr 
Beaver:  'No  responsible  scientist  would 
regard  this  thing  as  an  adequate  report 
of  any  type  of  scientific  investigation  ' 
Tr.  at  1137'  and  testimony  of  Dr 
Temple:  '•(The  study]  is  so  utterly  lack- 
ing in  information  that  one  really  doesn't 
know  what  to  say"  (Tr.  at  1497)  Even 
if  this  study  were  in  other  ways  adequate 
and  well-controlled.  It  is  Impossible  to 
utiluw  it  to  make  any  judgments  oon- 
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ceming  the  effectiveness  of  Cothyrobal 
for  Its  stated  Indications.  In  E>r.  Wsdc- 
zalts  testimony,  he  stated  that  he  did 
not  have  a  figure  for  how  many  patients 
were  documented  as  having  hsTiercho- 
lesteroleraia  iTr  at  671'.  While  E>r. 
Walczak  stated  In  hus  testimony  that  all 
of  the  patients  were  hypothyroid  (Tr.  at 
672 ' .  this  diagnosis  is  not  stated  in  the 
report  submitted  with  the  NDA,  and  no 
dlasnosiic  criteria  or  records  were  sub- 
mitted to  support  such  a  diagnasi.s. 

6  EUabetic  retmopathy  study:  As  dis- 
cussed above,  this  study,  entitled  "An  Ef- 
fective Thyroid — Vitamin  Treatment  for 
the  Athero.sclerotic  Component  in  Dia- 
betic Retmopathy."  by  M.  Israel.  M.D  . 
V.  M.  Walczak,  M  D..  and  I.  R.  Ross. 
M.D.,  was  submitted  with  the  NDA.  Be- 
cause diabetic  retinopathy  is  not  an  in- 
dication for  Cothyrobal.  the  study  of  the 
efTectlveness  of  Cothyrobal  in  such  pa- 
tients Is  a  study  not  conducted  In  a  suit- 
able patient  population  as  required  by 
§314111'a>i5)'U>(a)(2>(:i.  in  light  of 
Applicant's  apparent  position  that  dia- 
betic retinopathy  Is  merely  a  symptom  of 
hypothyroidism,  this  study  has  been  re- 
viewed and  will  be  discussed  as  it  relates 
to  the  proposed  Indications  for  Cothyro- 
bal. 

Protocol.  No  protocol  was  submitted 
for  this  study. 

Statement  of  objectives  A  review  of 
the  study  shows  no  clear  statement  of 
Its  objectives.  It  Is  apparent,  however, 
that  it  was  intended  to  show  the  effec- 
tiveness and  safety  of  a  combination  of 
medlcation.s  including  thyroid-vitamin 
therapy  In  the  treatment  of  diabetic  re- 
tinopatlxv. 

Selection  of  sul»ects.  1 1 1  Ehagnastic 
criteria:  Tliere  is  no  indication  in  the 
study  of  the  criteria  by  which  patients 
were  diainiased  as  having  diabetic  re- 
tinopathy. These  patients  were  appar- 
ently referred  to  the  authors  by  oph- 
thamologists  In  New  York,  Connecticut, 
and  New  Jersey  i  Study  at  16' .  However, 
no  records  of  diagnases  by  the  ophtha- 
mologists  were  available.  Therefore, 
there  Is  no  assurance  that  the  patients 
were  suffering  from  diabetic  retinopathy. 

(2)  Assignment  to  test  groups:  Re- 
ports were  made  only  on  45  patients  who 
were  imder  active  treatment.  Since  no 
control  group  was  used,  the  report  cer- 
tainly does  not  illustrate  a  method  of 
selection  of  its  subjects  that  involves  as- 
signment of  subjects  to  test  groups  in 
Buch  a  way  as  to  minimize  bias. 

The  dropouts  in  this  study  must  also  be 
mentioned  in  this  connection.  Apparent- 
ly 15  of  the  60  patients  who  had  started 
treatment  dropped  out  after  a  few  weeks 
or  a  few  months  'Study  at  11'.  Because 
It  is  likely  that  the  patients  who  dropped 
out  were  those  who  were  not  achieving 
positive  results  with  the  therapy,  this 
dropout  rate  must  be  taken  into  account 
when  exsmilning  the  data  presented  by 
the  authors. 

(31  Comparabtlity  of  pertinent  varia- 
bles: Since  no  control  group  Is  utilized, 
there  Is,  of  course,  no  attempt  to  ensure 
that  the  test  and  control  groups  will  be 
comparable  tn  variables  such  as  age.  sex. 


severity  or  duration  of  disease,  and  use 
of  drugs  other  than  the  test  drugs.  To 
the  extent  that  a  historical  control  is 
somehow  implied  in  tiiis  stiidy,  the  use 
of  a  number  of  other  drugs  in  the  treat- 
ment studied  would  invalidate  any  com- 
parLson  between  the  effects  of  that  treat- 
ment and  the  effects  of  nontreatment. 
Apparently  one  of  the  patients  had  pre- 
viously received  treatment  with  all  of  the 
other  drugs  utilized  other  than  the  thy- 
roid-vitamin treatment  (Study  at  8). 
There  is  no  indication  that  this  was  the 
case  with  other  subjects. 

Methods  of  observation  and  reporting 
of  results.  The  study  does  not  sufficiently 
explain  the  criteria  used  by  Dr.  Israel 
in  making  his  observations  and  record- 
ing his  results.  In  so-called  case  reports, 
what  appear  to  be  findings  of  improve- 
ment of  patients  arc  based  on  a  variety 
of  factors,  ranging  from  visual  acuity 
readings,  the  clearing  of  hemorrhages 
and  exudates  <  Study  at  4  > ,  improve- 
ment of  the  fundus  of  the  eye  <ld.>,  re- 
duction in  the  number  of  "scattered 
micro-aneurysmal  dilatations"  (Id.), 
etc.  No  showing  is  made  that  any  steps 
were  taken  to  minimize  bias  on  the  part 
of  either  the  subject  or  the  observer. 

Controls.  There  do  not  appear  to  have 
been  any  controls  in  this  experiment 
other  than  an  implied  attempt  to  use  a 
historical  control.  The  reportfcoes  not 
even  make  a  claim  that  the  pati^pfts  were 
their  own  controls,  as  some  of  the  other 
studies  have  suggested. 

Analysis  and  et^aluation.  The  report 
does  present  a  table  of  the  results  of  the 
study  of  the  45  subjects  involved.  This 
table  is  broken  down  into  eight  subcate- 
gories of  subjects.  The  study  does  not, 
however,  contain  a  summary  of  the 
methods  of  analysis  or  an  evaluation  of 
the  data  derived  from  the  study.  No  sta- 
tistical evaluation  appears. 

Standardization  of  test  drug.  The  re- 
port does  not  show  that  the  test  drug 
was  standardized  as  to  identity,  strength, 
purity,  quality,  and  dosage  form  as  re- 
quired by  5  314.111  la)  '5'  'h)  'b).  In  fact, 
the  report  does  not  clearly  establish  that 
the  drug  used  was  Cothyrobal. 

Co7icliision.  A  fundamental  problem 
with  this  study  Is  the  number  of  different 
drugs  involved  tn  it.  The  study  lists  the 
following  as  therapeutic  agents  used  In 
treatment;  oxy tropic  factors,  lipotropic 
factors,  "parenteral  B12  laevothyroxine," 
diuretic  agents  to  control  hypertension 
and,  or  edema  iDiuril.  Hygroton.  D>'ren- 
ium.  Lasix,  singly  or  in  combination,  and 
"potassium  chloride  gr  V  to  gr  X"». 
agents  used  to  control  the  diabetic  com- 
ponent, medication  for  treatment  of  as- 
sociated chronic  cardiac  disease,  enzymes 
(Varidasei,  hormones  (testosterone  and 
estrogenic  substance  i ,  and  bioflavinoids 
— no  benefit  was  recorded  from  the  use 
of  this  last  category  of  drugs  (Study  at 
9-10  I .  A  combination  of  drug  substances 
may  be  necessary  to  treat  a  disease  such 
as  diabetic  retinopathy.  However,  where 
so  many  drugs  are  used  concomitantly. 
it  Is  simply  not  possible  to  attribute  any 
positive  effect  observed  to  any  one  or 
any  two  or  three  of  the  drugs  adminis- 


tered. A  test,  to  be  persuasive,  would  have 
to  compare  a  group  receiving  all  of  the 

drugs  involved,  except  the  drug  In  ques- 
tion, with  a  group  also  receiving  the  sub- 
ject drug. 

The  authors  of  this  study  have  been 
quite  candid,  stating :  "In  the  past,  single 
agents  such  as  antl -coagulants,  enzymes. 
B12,  human  flbrol3^in  Infusions,  andro- 
genic substances,  vasodilator  drugs,  etc., 
have  been  recommended  by  authoritative 
sources  [for  the  prevention  of  diabetic 
retinitis  proliferations],  but  found,  in 
long-term  trials,  to  be  of  little  or  no 
value"  (Study  at  12).  The  authors  also 
note  that,  at  the  time  the  report  was 
written,  the  length  of  treatment  aver- 
aged only  1-3.3  months,  "a  very  short 
period  In  a  disease  which  can  have  remis- 
sions for  much  longer  periods"  (id.  at 
13 1 .  The  lack  of  any  sort  of  control  at  all 
makes  this  study  one  that  is  not  "ade- 
quate and  well -controlled."  The  con- 
siderations discussed  previously  make  it 
even  less  persuasive  than  ft  might  other- 
wise appear  to  be.  This  study  could  not, 
at  any  rate,  be  used  to  show  the  effec- 
tiveness of  Cothyrobal  for  the  treatment 
of  either  hypercholesterolemia  or  hypo- 
thjToldlsm.  Although,  tn  Applicant's 
view,  diabetic  retinopathy  Is  a  symptom 
of  those  conditions,  the  cause  and  effect 
Is  not  so  clear  that  any  showing  that  a 
drug  was  helpful  In  the  treatment  of  the 
latter  disease  would  make  that  drug  ap- 
provable  for  treatment  of  the  former  two 
conditions. 

7.  Dr.  Wren's  study:  Dr.  Wren's  study, 
though  it  Is  not  adequate  and  well-con- 
trolled, does  provide  information  that 
casts  doubt  on  the  claims  made  for  the 
drug.  Apparently.  Cothyrobal  is  to  be  ad- 
ministered In  conjimction  with  oral  thy- 
roid medication.  While  this  information 
is  not  provided  in  the  proposed  prackage 
label  or  pmckage  insert,  all  the  studies 
that  have  been  introduced  to  support  the 
NDA  use  Cothyrobal  In  conjuctlon  with 
oral  thyroid  medication.  Thus,  one  must 
question  whether  any  positive  results 
which  may  be  found  in  tests  such  as  these 
are  merely  attributable  to  the  oral  thy- 
roid medication,  with  no  effect  at  all 
attributable  to  (Tothyrobal.  Dr.  Wren  ap- 
parently set  out  to  determine  whether 
Cothyrobal  in  fact  does  have  an  Indepen- 
dent effect.  He  divided  a  group  of  74  pa- 
tients randomly  into  2  groups,  treating 
the  first  group  with  the  oral  thyroid 
medication  and  the  second  group  with  the 
oral  thyroid  medication  plus  CothjTobal. 
His  study,  entitled  "Thyroid  Pimction 
and  Coronary  Athero.sclerosis,"  was  pub- 
lished in  the  Journal  of  the  American 
Geriatrics  Society.  Igi^ei  :696etseq..  1968. 
At  pa^  700,  Dr.  Wren  states :  There  were 
no  significant  differences  in  either  the 
objective  or  subjective  findings  between 
the  group  receiving  only  oral  treatment 
and  the  group  receiving  both  oral  and 
parenteral  [injection]  treatment. 

This  finding  suggests  that,  in  fact, 
Cothyrobal  has  no  particular  function. 
In  his  comment  at  page  703  of  the  study. 
Dr.  Wren  states  that  the  effect  ol  par- 
enterally  administered  levotfayroodne 
"was    not    iN'operly    evaluated    In    this 
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study."  Dr.  Wren  aLso  compared  the  cho- 
lesterol levels  of  the  patients  in  both 
groups  prior  to  treatment  with  the  two 
different  test  drug  regimens  with  those 
obtained  after  treatment,  and  found  at 
the  end  of  the  study  that  cholesterol 
levels  were  somewhat  lowered. 

Perhaps  because  the  conclusion  ex- 
pressed in  Dr.  Wren's  study  was  that 
cothyrobal,  to  the  extent  that  it  was  prop- 
erly evaluated,  was  not  shown  to  have 
made  a  contribution  to  oral  thyroid  ther- 
apy, the  Bureau  of  Drugs'  witnesses  were 
not  questioned  in  detail  about  it.  Since, 
however,  the  study  was  included  in  the 
NDA.  apparently  in  support  of  the 
claimed  effectiveness  of  Cothyrobal,  it 
will  be  analyzed  for  the  record  against 
the  parameters  set  out  by  the  applicable 
regulation.  It  should  be  noted  that  ac- 
companying Dr.  Wren's  repwrt  in  the 
NDA  was  a  submission  entitled;  "Sum- 
mary: A  Study  of  Co-Tliyro-Bal  as  Part 
of  the  Treatment  of  the  Hypothyroid 
Component  of  Atherosclerosis."  This 
study,  which  included  extensive  docu- 
mentation concerning  its  subjects,  appar- 
ently dealt  with  31  patients  who  were 
treated  with  oral  thyroid  medication  and 
Cothyrobal.  At  the  time  of  the  summary. 
26  of  the  cases  had  been  follcnved  for  a 
minimum  of  6  months,  and  5  cases  had 
been  followed  an  average  of  4  months.  Dr. 
Wren  noted  in  his  summary  that  49  ad- 
ditional cases  were  under  study,  but  the 
duration  of  their  followup  was  not  at  that 
time  sufBclent  to  justify  comment  (see 
Summary  at  2 ) .  If  these  patients  were  in 
fact  those  used  in  the  pubUshed  study, 
the  decrease  in  the  niunber  of  subjects 
from  80  to  74  is  not  accounted  for.  No 
supporting  data  are  presented  for  the 
subjects  whose  experiences  are  described 
in  the  published  study. 

Protocol.  The  information  submitted 
did  not  contain  a  protocol. 

Statement  of  objectives.  At  page  697, 
the  published  study  states;  The  present 
study  was  undertaken  with  the  purpose 
of  determining  what  a  physician  can  do 
in  his  daily  private  practice  to  prevent 
or  alter  the  unrelenting  downhill  course 
of  patients  with  atherosclerosis,  the  na- 
tion's leading  medical  problem. 

This  is  not  the  clear  statement  of  ob- 
jectives required  for  an  adequate  and 
well-controlled  studi'.  The  required  state- 
ment would  necessarily  be  more  specific, 
setting  out  the  effects  to  be  measured  by 
the  study. 

Selection  of  subjects.  '  1 '  Diagnostic 
criteria:  In  his  study,  at  698,  Dr.  Wren 
describes  the  historical  experience  of  the 
subjects  of  his  study,  all  of  whom  were 
selected  from  his  own  private  practice. 
Each  had  shown  what  to  him  appeared 
to  be  evidence  of  coronarj'  atheroscle- 
rosis. While  the  concentration  of  ".erum 
cholesterol  was  stated  to  be  elevated  in 
51  of  the  74  patients,  there  was  nothing 
to  show  that  the  cholesterol  readings 
were  taken  in  such  a  manner  that  the 
environmental  variables,  discussed  f.bove. 
would  not  have  Influenced  them.  The  re- 
port states  that  "Itlhyroid  function  tests 
(either  serum  protein -bound  iodine  level 
or  the  thyroxine  binding  index  <  gave  re- 


sults within  the  euthyroid  range  In  64 
cases,  and  within  the  hypothyroid  range 
in  10  cases  •  •  •"  (Study  at  698-699'. 

(2)  Assignment  to  test  groups:  There 
were  two  assignments  of  patients  to  test 
groups  involved  in  this  study.  The  74 
patients  in  the  treated  group  were  di- 
vided, apparently  randomly,  into  2  sep- 
arate groups.  The  random  division  would 
of  course  ser\e  to  minimize  bias  and 
would  be  acceptable.  In  another  part  of 
the  study.  Dr.  Wren  compared  48  "con- 
ventionally treated  atherosclerotic  pa- 
tients" with  48  of  "the  thyroid-treated 
atherosclerotic  patients."  (Studj-  at  701 » . 
The  report  states  that  the  "two  groups 
were  accurately  matched  as  to  age  and 
sex  and.  in  general,  as  to  clinical  history 
and  characteristics  <id.  at  701-703'. 
There  is  no  statement  in  the  report  to 
indicate  that  the  patients  were  assigned 
to  the  treatment  and  control  groups  re- 
spectively on  a  random  basis.  While  this 
may  have  been  done,  the  report's  failure 
to  identify  the  method  of  assignment 
makes  the  assignment  process  suspect. 

i3'  Comparability  of  pertinent  vari- 
ables: The  latter  of  the  two  assignments 
discussed  in  paragraph  '  2  >  above  w  as 
apparently  done  in  a  mamier  which  did 
assure  comparability  as  to  a^e  and  sex. 
While  there  is  no  information  that  would 
indicate  that  the  patients  were  compara- 
ble in  the  severity  or  duration  of  the 
disease,  or  the  use  of  drugs  other  than 
the  use  of  test  dnigs,  this  may  perhaps  be 
concluded  from  the  statement  that  the 
patients  were,  in  general,  matched  "as 
to  clinical  history  and  characteristics'" 
I  Study  at  703 ' , 

Methods  of  observation  and  reporting 
of  results.  Dr.  Wren  does  report  in  some 
detail  tlie  mechanisms  by  which  he 
recorded  the  results  of  his  experiment 
'Study  at  700-761'.  He  does  not.  how- 
ever, state  what  measures  he  had  taken 
to  minimize  bias  on  the  part  of  the  sub- 
ject and  the  observer.  This  Ls  particu- 
larly imporuint  as  it  relates  to  the  com- 
parison of  the  subjective  findings  of  the 
treated  group  with  the  matched  non- 
treated  group.  Since  one  group  received 
only  oral  medication  and  the  other  re- 
ceived not  only  the  oral  medication  but 
also  an  injection,  both  the  patient  and 
the  investigator  knew  who  was  getting 
the  injection.  Thus  the  test  was  not  even 
a  single-blind  investigation.  Some  bias 
would,  therefore,  be  expected.  (See  testi- 
mony of  Dr.  Beaver  'Tr.  at  1 1 59-11 60 >.» 
Controls.  In  both  of  the  groups  of  sub- 
jects utilized  by  Dr.  Wren,  there  was  a 
concomitant  control  group.  WhUe  there 
was  no  indication  in  the  published  report 
that  either  the  observer  or  tlie  subject 
was  blinded,  i.e..  that  eitlier  one  did  not 
know  what  treatment  was  being  admin- 
istered, the  Wren  study  is  the  Tnost 
nearly  properly  controlled  of  the  studies 
submitted  by  the  Applicant.  (See  testi- 
mony of  Dr.  Temple  (Tr.  at  1491)  and 
testimony  of  Dr.  Beaver  iTr.  at  1158'.' 
Analysis  and  evaluation.  Although  the 
Wren  study  does  not  Include  a  statistical 
evaluation,  it  does  provide  data  in  a  more 
comprehensive  manner  than  the  other 
studies  submitted  by  Applicant. 


Standardization  of  test  drug.  No  data 
is  submitted  in  this  study  to  indicate 
that  the  test  drug,  which  is  not  identified 
in  the  report  as  Cothjrobal,  was  stand- 
ardized as  to  identity,  strength,  quality, 
purity,  and  dosage  form. 

Conclusion.  Drs,  Temple  and  Beaver 
read  the  Dr.  Wren  studj-  as  showing,  if 
anything,  that  Cothyrobal  did  not  make 
any  contribution  to  oral  thyroid  therapy 
(see  Tr.  at  1491  and  1160).  The  study 
certainly  does  not  demonstrate  that  Co- 
thyrobal was  effective.  The  lowering  of 
cholesterol  levels  was  reported  in  both 
groups  treated,  with  and  without  Cothy- 
robal. Even  if  accepted  as  the  result  of 
an  adequate  and  well-controlled  study — 
which  it  cannot  be  because  of  deficien- 
cies outlined  above — this  study  does  net 
prove  that  Cothyrobal  is  effective  be- 
cause the  group  that  did  not  receive 
Cothyrobal  achieved  a  similar  reduction 
in  cholesterol.  This  study  was  not  de- 
signed to  test  the  effectiveness  of  any 
drug  in  treating  hypothyroidism,  and 
even  if  it  were.  Dr.  Wren  stated  that  he 
had  observed  no  significant  differences 
between  the  group  receiving  CothjTobal 
and  that  not  receiving  the  drug  (Study 
at  700 ) . 

C  Safety  of  Cothyrobal.'  1.  Introduc- 
tion In  order  for  a  drug  to  be  approved 
by  the  Commissioner,  5  314  lll(a>  <  1 )  of 
the  regulations  and  section  505'di  d)  of 
the  act  require  that  its  NDA  must  Include 
"adequate  tests  by  all  methods  reason- 
ably applicable  to  show  whether  or  not 
such  drug  is  safe  for  use  under  the  con- 
ditions prescribed,  recommended,  or  sug- 
gested in  the  proposed  labeling  thereof". 
The  Administrative  Law  Judge  found 
"the  drug  lias  not  been  proven  safe"  (In- 
itial Decision  at  11'.  The  Commissioner 
adopts  this  finding  and  concludes  that 
the  NDA  for  Cothyrobal  does  not  meet 
the  requirements  set  out  in  §314.111'a( 
(1>  and  section  SOS'dMi)  of  the  act. 
While  there  is  no  evidence  to  clearly 
show  that  Cothyrobal  administered  in  its 
recommended  dosages  to  persons  with  the 
indications  in  its  package  insert  would 
be  harmful  to  those  persons,  neither  is 
there  sufficient  evidence  upon  which  ex- 
perts can  conclude  that  such  adminis- 
tration would  be  safe 

Tlie  safety  of  Cothyrobal  as  it  is  used 
in  the  studies  provided  by  Applicant,  i.e.. 
in  conjunction  with  oral  thyroid  medica- 
tion. Is  placed  in  question  by  the  verj- 
theory  upon  which  Applicant  seeks  to 
avoid  the  requirement  that  it  perform 
double-blind  effectiveness  tests.  Appli- 
cant contends  that  it  is  too  dangerous  to 
treat  patients,  or  at  least  patients  with 
heart  conditions,  with  oral  thyroid  plus 
the  thyroxine  component  of  Cothyrobal 
because  of  the  potentially  fatal  thyro- 
toxic effects  of  such  treatment.  Unless 
one  assumes  without  proof  that  Cothyro- 
bal performs  as  Applicant  claims,  treat- 
ing such  patients  with  oral  thjTOid  medi- 
cation plus  Coth>Tobal  would  be  equally 
dangerous.  In  fact,  the  readiness  of  Ap- 


'  See  alao  discussion  of  "threshold  ques- 
tion" abore. 
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plicanfs  witnesses  to  allow  such  treat- 
ment with  Cothyrobal  but  not  to  allow  It 
without  the  vitamin  component  of 
Cothyrobal  emphasizes  the  unsclentiflc 
"leap  of  faith"  involved  in  this  applica- 
tion. 

2  Animal  studies:  AppUcant  submitted 
with  the  NDA  reports  of  various  animal 
studies  done  with  vitamin  B;2.  Three 
highly  qualified  experts  testified  at  the 
hearing  that  these  animal  studies  did  not 
provide  a  sufficient  basis  for  a  conclusion 
that  vitamin  B.,  controlled  the  toxic  ef- 
fects of  thyroid  extract  <Tr.at  1225-1226, 
1401,  1506-1507'.  Tlie  lack  of  good  ani- 
mal studies  on  this  question  is  of  pri- 
marj-  importance,  since  the  administra- 
tion of  the  thyroid  extract  in  Cothyrobal 
would  be  dangerous  to  some  patients  if 
some  of  the  toxic  efifects  of  that  extract 
are  not  controlled  or  alleviated  by  the 
vitamin  B ;  component  of  the  drug.  See 
testimony  of  Dr.  Brown  (Tr.  at  1225- 
1226  >,  testimony  of  Dr.  Robbins  iTr.  at 
1401 ' .  and  testimony  of  Dr.  Temple  (Tr. 
at  1506-15071 . 

3.  Clinical  testing:  While  tests  to  show 
tiie  safety  of  a  drug  do  not  need  to  be 
"adequate  and  well-controlled"  within 
the  meaning  of  5  314.111'ai  i5  > .  they 
must  be  adequately  constructed  so  that 
scientists  can  draw  reasonable  conclu- 
sions from  tiiem  Factors  tliat  arc  ap- 
propriate for  consideration  in  determin- 
ing whether  a  study  of  drug  effectiveness 
Is  adequate  and  well-controlled,  there- 
fore, are  also  relevant  to  the  question  of 
whether  a  study  of  drug  safety  is  ade- 
quate, e  g  .  the  number  of  subjects  in- 
volved, the  bUndtng  or  the  failure  to  blind 
the  subjects  and  the  observer,  pcssibili- 
ties  of  bias  entering  into  the  tests  be- 
cause of  variables  not  accounted  for.  the 
adequate  use  of  controls,  etc.  The  tests 
submitted  to  show  the  effectiveness  of 
CothjTobal  are  not  sufficient  to  show  its 
safety  for  the  same  reasons  that  they  are 
not  sufficient  to  show  its  effectiveness. 

A  short  report  of  a  cUnical  study  i  Ex- 
hibit 31)  performed  by  W  George  and 
C.  Hahn,  In  the  form  of  a  letter  to  the 
editor  of  a  journal  called  Lancet,  was  in- 
troduced during  the  pro  se  testimony  of 
Dennis  Gage,  a  medical  student  iTr.  at 
864  ' .  This  test,  which  purported  to  show 
the  effet't  of  vitamin  B...  on  thyrotoxicity. 
was  deficient  in  many  respects.  See  tes- 
timony of  Dr.  Brown  (Tr.  at  1226'.  tes- 
timony of  Eh-  Robbins  iTr.  at  1402 »,  and 
testimony  of  Dr  Temple  (Tr.  at  1508 1. 
Even  if  this  study  had  been  more  thor- 
ough, had  included  more  patients,  and 
had  been  suiequate  and  well-controlled, 
the  results  of  the  study  were  that  there 
were  no  beneficial  effects  from  admin- 
istering vitamin  B.j.  In  fact,  thyrotoxi- 
cosis did  not  abate,  ard  an  increase  In 
cardiac  arrhythmia.^  was  seen  after  vita- 
min B„  was  administered. 

4.  Clinical  impressions  of  safety;  The 
Judgment  of  physicians  who  have  ad- 
ministered Cothyrobal  iu  tiieir  own  prac- 
tice that  the  drug  is  safe  must  be  consid- 
ered In  light  of  the  experience  of  re- 
searchers Involved  witti  tlie  Coronary 
Drug  Project  (Exhibit  12).  which  was 
dLscussed  by  several  witnesses.  Thia  was 
a  lEirge  scale  controlled  study,  hi  which 


a  drug  containing  dextrothyroxine,  a 
drug  somewhat  similar  to  levothyroxine, 
was  administered  to  one  of  the  subgroups 
of  patients.  The  use  of  that  drug  was  dis- 
continued upon  discovery  of  a  small  in- 
crease in  the  mortality  of  patients  to 
whom  tiie  drug  was  administered.  Such 
an  increase  in  mortality  probably  would 
not  have  been  noticed  by  clinicians  deal- 
ing with  patients  in  a  normal  clinical 
study.  See  testimony  of  Dr.  Brown  (Tr.  at 
1231 1  :  "The  point  is  that  any  one  inves- 
tigator could  very  easily  have  missed  the 
fact  that  this  drug  was  producing  toxic 
efifects  because  the  incidence  in  his  popu- 
lation could  be  so  low."  See  testimony  of 
Dr.  Beaver  iTr.  at  1195).  testimony  of 
Dr.  Temple  (Tr.  at  1518^  and  testimony 
of  Dr.  Israel  (Tr.  at  755-756). 

5.  Indications  of  possible  safety  prob- 
lems: A  number  of  witnesses  who  were 
famUiar  with  the  administration  of 
Cothyrobal  noted  what  may  have  been 
side  effects  of  its  administration.  See 
testimony  of  Dr.  Knight  (Tr.  at  634-635) 
who  spoke  about  one  or  two  of  his  pa- 
tients having  developed  tachycardia,  and 
who  noted  that  a  "a  few"  toxic  reactions 
to  the  drug  have  been  observed. 

See  testimony  of  Dr.  Sanders  (Tr.  at 
640 1 .  noting  that  some  of  his  patients 
have  experienced  some  insomnia  or  "a 
little"  tachycardia.  Tachycardia  is,  ac- 
cording to  Dr.  Israel,  an  adverse  reac- 
tion asscKiated  with  the  acimlnistration 
of  thyroxine  'Tr.  at  747).  Dr.  Walczak 
testified  that  he  had  seen  some  undesira- 
ble side  effects  In  the  use  of  Cothyrobal, 
apparently  ass<x;iated  with  the  adminis- 
tration of  too  high  a  dose  of  the  drug. 
These  side  effects  included  headache  and 
palpitations,  dryness,  and  nervousness 
iTr.  at  682,  683  > .  In  each  of  the  above- 
described  incidents,  the  practitioners  in- 
volved were  describing  facts  that  led 
them  to  lower  the  dosage  of  Cothyrobal 
administered.  Tlie  described  reactions 
are  symptoms  of  hyperthyroidism  and 
indicate  that  thyrotoxicity  can  occur 
with  the  administration  of  Cothjrrobal. 
Since  hyperthyroidism  is  not  always  easy 
to  diagnose  'Tr.  at  1514).  the  fact  that 
Cothyrobal  seems  to  cause  hyperthyroid- 
ism in  some  patients  indicates  a  poten- 
tial danger  in  the  administration  of  the 
drug. 

Other  problems  include  the  observed 
incidence  of  possible  toxicity  in  the 
Brusch  study  (Tr.  at  1513).  While  these 
suggestions  that  Cothyrobal  might  be 
harmful  are  of  no  more  significance  than 
the  clinical  expressions  of  the  testifying 
doctors  that  Cothyrobal  Is  generally  not 
harmful,  they  do  suggest  the  need  for  an 
adequate  and  well-controlled  study  that 
would  be  designed  to  sliow  Cothyrobal's 
safety  when  administered  as  indicated. 
Testimony  was  given  by  Dr.  Beaver  that 
the  intravenous  administration  of  vita- 
min B:2  has  been  associated  with  anaphy- 
lactic-type  reactions  (Tr.  at  1334> .  While 
this  sort  of  reaction  apparently  is  not 
considered  common,  it.  together  with 
other  reports  of  adverse  reactions  from 
the  administration  of  Cothyrobal.  and 
the  relative  inability  of  practitioners  to 
measure  the  toxk  effects  of  drugs  coa- 
tainlng   thyroid  extract,   contribute   to 


the  questions  about  safety  that  have  not 
been  answered  in  this  NDA. 

D.  Deficiencies  in  Manufacturing 
Data,  Samples  Submitted,  and  Proposed 
Labeling.  Tlie  Federal  Food,  Drug,  and 
Cosmetic  Act  requires,  at  section  505(b) 
(4),  that  an  NDA  contain,  inter  aha,  "i4) 
a  full  description  of  the  methods  used  in, 
and  the  facihties  and  controls  used  for, 
the  manufacture,  processing,  and  pack- 
ing of  such  drug;  •  *  •."  The  Commis- 
sioner must  refuse  to  approve  an  NDA 
if  he  finds,  pursuant  to  .section  505 1  d  >  ( 3> 
of  the  act,  that  "methods  used  in.  and 
the  facihties  and  controls  used  for,  the 
manufacture,  processing,  and  packing  of 
such  drug  are  inadequate  to  preserve  its 
identity,  strength,  quality,  and  purity; 
*  *  *."  The  existence  of  issues  concern- 
ing the  adequacy  of  testing  submitted 
must  not  be  allowed  to  obscure  the  im- 
portance of  the  proper  submission  of 
manufacturing  data  and  other  informa- 
tion required  by  the  statute  and  detailed 
in  items  8  and  9  of  Form  PD-356H  set 
forth  In  §  314.1(c)   ^21  CPR  314.1(c)  ). 

The  deficiencies  of  the  ND.^  for  Cothy- 
robal relating  to  the  requirements  and 
information  to  be  submitted  on  manu- 
facturing controls  and  labeling  were  dis- 
cussed by  Mr.  Helmut  Nunn,  a  Bureau 
of  Drugs  chemist.  The  deficiencies  of  the 
NDA,  as  outlined  by  Mr.  Nunn.  can  be 
seen  by  reference  to  Form  FD-356H.  in 
§  314.1(c).  Item  Bid)  of  that  form  re- 
quires the  application  to  describe: 

Precautions  to  a-ssnre  proper  Identity, 
strength,  (quality,  and  purity  of  the  raw  ma- 
terials, whether  active  or  not.  including  the 
speclflcatlonfi  for  acceptstnce  and  inethod.=  of 
testing  for  each  lot  of  raw  material 

To  comply  with  this  remiirement.  an 
applicant  must  describe  the  method  by 
which  raw  materials  will  be  sampled 
upon  receipt  by  the  manufacturer.  It  is, 
of  course,  important  that  the  sample 
tested  be  representative  of  the  entire  lot 
received.  If  it  is  not.  the  evaluation  of  the 
sample  is  meaningless.  Here.  Applicant 
did  not  provide  information  on  its  sam- 
phng  technique  'Tr.  f»t  361-962).  Appli- 
cant (Exceptions  at  148)  quotes  an  ex- 
cerpt from  the  cross-examination  of  Mr. 
Nunn.  which,  it  contends,  demonstrates 
that  "Mr.  Nunn  found  no  problem  in  the 
sampling  area  of  raw  materials."  How- 
ever, Mr.  Nunn  was  asked  only  in  general 
terms  about  the  raw  materials  and  re- 
sponded that  he  had  no  problems  with 
them  as  far  as  the  manufacture  and  syn- 
thesis were  concerned  <Tr.  at  1066) .  The 
question  about  samplinqr  ouoted  by  Ap- 
plicant referred  to  the  different  question 
of  the  submission  of  samples  to  FDA. 

Item  8(1)  of  Form  FD-3=;6H  requires 
the  submission  of  "[aMeq'jate  informa- 
tion with  respect  to  the  characteri'^tics  of 
and  the  test  methods  employed  for  the 
container,  clcxsure.  or  other  component 
parts  of  the  drug  package  to  assure  their 
suitability  for  the  intended  u.<:e."  As  Mr. 
Nunn  testified,  no  information  at  all  was 
submitted  imder  this  item  in  the  NDA 
(Tr.  at  964).  This  deficiency  was  not.  as 
Applicant  seems  to  contend  (Exceptions 
at  151-152).  shown  not  to  exist  by  the 
testimony  of  Applicant's  witness  that,  to 
the  best  of  his  knowledge,  the  manufac- 
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turer  complied  with  good  manufacturing 
practices.  Information  must  be  provided 
to  enable  FDA  to  evaluate  the  suitability 
of  any  container  for  the  drug  in  question. 
In  this  case,  a  rubber-stoppered  vial  is  to 
be  used.  It  is  important  to  know  the  com- 
position of  the  rubber  stopper  in  such  a 
container  because  some  rubber  stoppers 
have  been  unsuitable  (Tr.  at  965).  If  a 
container  is  not  properly  constructed, 
there  is  always  a  possibility  that  it  may 
not  prevent  moisture  or  other  contam- 
ination from  entering  the  vial,  and  this 
moisture  or  other  contamination  could 
affect  the  drug's  safety  or  effectiveness 
(Tr.  at  965-966). 

Item  8in)  of  Form  FD-356H  requires, 
among  other  things,  that  the  appUcant 
submit  information  concerning  the  ana- 
lytical controls  used  during  the  various 
stages  of  the  manufacturing  process  of 
the  drug  "including  a  detailed  descrip- 
tion of  the  collection  of  samples  and  the 
analytical  procedures  to  which  they  are 
subjected."  Apphcant  failed  to  provide  a 
description  of  the  collection  of  samples 
of  the  finished  dosage  form  for  evalua- 
tion (Tr.  at  968) .  It  also  failed  to  submit 
specifications  for  assays  (tests  for 
potency  and  identity)  for  sodium  levo- 
thyroxine, one  of  the  active  ingredients 
in  Cothyrobal  (id).  It  is  necessary  to 
have  information  concerning  the  collec- 
tion of  samples  of  the  finished  dosage 
form  for  the  reasons  discussed  above 
relative  to  the  collection  of  samples  of 
raw  materials.  It  is  particularly  impor- 
tant with  the  finished  product  that  a 
sample  be  held  in  reserve  as  required  by 
5  211.42fh)  (21  CFR  211.42ih))  of  the 
good  manufacturing  practice  regulations, 
"for  possible  future  testing  in  case  any- 
thing goes  wrong  over  the  period  of  the 
shelf  life  of  the  drug  •  •  •"  <Tr.  at  969- 
970).  The  requirement  that  an  assay  be 
submitted  for  an  active  ingredient  in  its 
finished  dosage  form  ensures  that  the 
applicant  is  able  to  determine  the  po- 
tency of  that  active  ingredient  in  the 
finished  drug.  If  there  Is  no  effective 
assay,  prospective  patients  may  be 
placed  in  danger  from  administration  of 
superpotent  or  subpotent  doses  of  the 
drug  (Tr.  at  968). 

Item  8(p)  of  Form  FD-356H  requires 
that  an  applicant  submit  a  complete  de- 
scription of.  and  data  derived  from,  stud- 
ies of  the  stability  of  the  drug  involved. 
No  stability  data  were  submitted  in  Ap- 
plicant's NDA  (Tr.  at  970) .  This  require- 
ment was  described  by  Mr.  Nunn  as  "one 
of  the  most  important  sections  in  the 
application"  (Tr.  at  971  > .  A  drug  that  is 
not  stable  may  lose  its  potency  or  be 
altered  in  identity  or  purity  during  its 
stated  shelf  hfe  and  could  thus  present 
a  danger  to  those  to  whom  the  drug 
would  be  administered.  Apphcant  argues 
(Exceptions  at  154)  that  it  .should  not  be 
required  to  submit  stability  information 
because  it  takes  2  years  to  develop  such 
data,  and  Applicant  was  unable,  because 
of  a  1964  revocation  of  approval  of  its 
investigational  new  drug  application,  to 
manufacture  the  drug  prior  to  1973.  The 
Exceptions  state  that  AppUcant  was 
given  permlssicm  to  manufacture  the 
drug  in  1973  (Id) .  It  is  noteworthy  that 


Applicant  had  not,  at  the  end  oi  1975 
when  the  hearing  was  held,  filed  the 
stability  infonnation  as  a  supplement  to 
Its  NDA. 

Item  9 1  a)  of  Form  FD-356H  requires 
that  representative  samples  be  submit- 
ted to  the  agency  for  evaluation  of  the 
drug.  The  regulation  clearly  states; 

Each  sample  shall  con.slst  of  four  Identical, 
separately  packed  subdivisions,  each  contain- 
ing at  least  three  times  the  amount  required 
to  pterform  the  laboratory  test  procedures  de- 
scribed in  the  application  to  determine  com- 
pliance with  its  control  specifications  for 
identity  and  assays  •  •  *. 

The  four  samples  are  necessan--  so  that 
two  can  be  sent  through  the  mail  to  out- 
side laboratories  utilized  by  FD.^.  and 
two  can  be  retained  by  the  agency  in 
case  a  sample  is  lo.'^t  in  the  mail  <  Tr.  at 
972-973).  Three  times  the  amount  re- 
quired for  testing  is  necessary  so  that  all 
proper  testing  can  be  completed  bv  each 
of  the  laboratories  involved.  Applicant 
submitted  with  the  NDA  10  unlabeled 
viaLs  that  apparently  contained  Cothyro- 
bal but  which  did  not  contain  three  times 
the  amount  required  to  i>erform  labora- 
tory test  procedures  '  id  > .  While  this  fail- 
ure to  comply  with  the  regulations  i'=  of 
less  importance  than  those  described 
previously,  there  is  no  justification  for 
the  Applicant's  failure  to  comply  with 
clearly  worded  requirements  for  submis- 
sion of  samples. 

Item  9ia)iii'  of  Form  FD-356H  re- 
quires that  an  applicant  submit  repre- 
sentative samples  of  the  finished  market 
packages  for  each  dosage  foiTn  of  the 
drug.  The  boxes  submitted  by  Applicant 
as  being  samples  of  those  to  be  used  in 
marketing  the  drug  did  not  contain  the 
required  prescription  legend,  i.e..  "Cau- 
tion :  Federal  law  prohibits  dispensing 
without  prescription  ■  'Tr.  at  974 >  Since 
the  boxes  in  which  the  drug  will  be  mar- 
keted must  contain  proper  labeling,  pur- 
suant to  section  201' k)  of  the  act  (21 
U.S.C.  321ik)  )  and  5  1  20  i21  CFR  1.20). 
and  since  section  503 ib)  '4)  of* the  act 
(21  use.  353ib)  i4)  >  requires  that  such 
labehng  contain  the  above  quotation,  the 
labeling  submitted  is  not  in  compliance 
with  the  law. 

Each  of  the  above-de.scribed  deficien- 
cies in  the  NDA  are  of  the  type  which, 
presumably,  could  be  rectified  by  Appli- 
cant without  a  great  deal  of  difficulty. 
They  are.  however,  not  mere  technicali- 
ties, to  be  Ignored  by  an  applicant  who, 
for  whatever  reason,  feels  inclined  to  ig- 
nore them.  Most  of  the  above  require- 
ments are  derived  directly  from  the  law 
as  written  by  Congress,  and  the  Commis- 
sioner couM  not.  even  assuming,  argu- 
endo, that  there  were  no  other  (deficien- 
cies in  this  NDA.  approve  a  drug  on  the 
basis  of  an  NDA  that  did  not  comply  with 
the  statutory-  requirements. 

m.  Completeness  akd  Fairness  of 
THE   Hearing 

A.  Introduction.  In  the  posthearing 
brief  and  in  the  exceptions  to  the  initial 
decision  of  the  Administrative  Law  Judge 
submitted  by  Applicant  and  Mr  Ford.  It 
is  urged  that  the  evidentiary  hearing  was 
not  fair  or  c<jmplete.  T^e  (Commissioner 


has.  in  considering  these  contentions,  re- 
viewed the  record  carefully.  In  light  of 
the  inadequacy  of  the  evidence  submit- 
ted by  Applicant  in  support  of  the  NDA 
for  Cothyrobal.  the  question  of  the  fair- 
ness and  the  completeness  of  the  heanng 
assumes  primary  importance.  It  is  the 
Commissioner's  desire,  as  well  as  the  de- 
sire of  the  court  of  appeals,  "finally  to 
bring  this  prcx?eeding  to  a  close"  (513  F. 
2d  at  1072) .  Only  If  Apphcant  can  argue 
that  it  was  not  granted  a  full  hearing  can 
this  time-consuming  evaluation  and  re- 
evaluation  of  a  blatantly  insufficient  ap- 
plication continue. 

The  hearing  on  Cothvrobal  wsls  held 
before  an  Administrative  Law  Judge. 
Under  the  Administrative  Procedure  Act. 
such  a  judge  has  the  authority  and  obli- 
gation, subject  to  published  rules  of  the 
agency  and  within  the  agency's  powers. 
to  "rule  on  offers  of  proof  and  receive 
relevant  evidence;"  (5  U.S.C.  556' c)  (3) ). 
and  to  "regulate  the  course  of  the  hear- 
ing;" '5  use.  556(c)(5)).  Under  12.73 
'g>  of  the  procedural  rules  in  effect  at 
the  time  of  the  Cothyrobal  hearing,  the 
presiding  officer  had  explicit  authority  to 
"Irleceive.  rule  on.  exclude,  or  limit  evi- 
dence." i21  CFR  2.73(g)  (1975)).  It  is 
thus  the  Administrative  Law  Judge's  re- 
sponsibility to  see  not  only  that  the  hear- 
ing is  fair,  but  that  evidence  that  is  rele- 
vant is  received  and  evidence  that  Is  not 
relevant  is  excluded.  While  any  possibil- 
ity of  a  further  remand  of  tins  case  from 
a  reviewing  court  to  FDA  for  another 
hearing  might  have  been  precluded  by 
allowing  Applicant  and  parties  support- 
ing the  application  to  put  on  the  record 
every  exhibit  or  bit  of  testimony  they  de- 
sired to  present,  the  -Administrative  Law 
Judge  had  an  obligation,  which  he  re- 
spon.sibly  exercised,  to  make  judgments 
about  what  Is  relevant  and  what  is  not 
relevant  in  hght  of  the  issues  Involved  at 
this  hearing,  and  the  Commissioner  spe- 
cifically approves  the  decisions  that  he 
made  in  so  doing. 

B.  The  Issues.  As  applicable  at  the 
time  of  the  Cothyrobal  hearing.  §  2.73(b) 
stated,  inter  alia,  that  the  presiding  of- 
ficer shall  have  the  power  to  "[hlold 
conferences  to  settle,  simplify,  or  fix  the 
issues  in  a  proceeding  •  •  •"  (21  CFR 
2.73(bi  (1975)  )  On  November  24,  1975. 
a  prehearing  conference  was  held  In  this 
matter.  At  that  time  the  issues  set  out 
in  the  Commissioner's  notice  of  hear- 
ing were  discussed  by  the  parties  and 
alterations  thereto  were  agreed  upon. 
Tlie  Issues,  which  were  subsequently  set 
out  in  a  written  order  dated  November 
29.  1975,  are  of  importance  here,  because 
they  control  the  relevancy  of  proffered 
evicience.  They  are  as  follows: 

A.  Whether  the  application  contains 
information  and  data  required  by  stat- 
ute, 21  U.S.C.  355(b).  In  that: 

(D  The  application  and  subsequent 
submissions  contain  a  full  description  of 
the  methods,  facihties.  and  controls  used 
in  the  manufacturing  and  packaging  of 
the  drug  as  required  by  21  U.S.C.  355(b) 
(4)  and  21  CFR  314.1(c). 

(2)  Samples  of  the  drug  were  sub- 
mitted as  required  by  21  U.S.C.  355(b) 
(5). 
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(3)  Specimens  of  the  proposed  label- 
ing for  the  druj?  were  submitted  as  re- 
quired by  21   use    355' b>  (6). 

B  Whether  the  NDA  for  Cothyrobal, 
NDA  16-866  and  subsequent  submissions: 
•  1 1  Contain  reports  of  Investigations 
adequate  to  demonstrate  safety  of  the 
drug  as  required  by  21  U.S.C.  355(d) 
(1).  (2 1,  and  (4>. 

(2>  Contain  Information  demonstrat- 
ing that  the  methods  used  in.  and  the 
facilities  and  controls  used  for  the  man- 
ufacture, processing,  and  packing  of  such 
drug  are  adequate  to  preserve  its  iden- 
tity, strength,  quality  and  purity  within 
the  meaning  of  21  U.SC.  355(d>'3'. 

'3'  Demonstrate  that  there  Ls  sub- 
stantial evidence  of  effectiveness  of  the 
drug:  as  a  fixed  combination  within  the 
meanin  gof  21  U  S  C.  355'dii5'  and  21 
CFR  300.50.  In  the  form  of  adequate  and 
well-controlled  clinical  studies,  as  de- 
fined by  21  CFR  314  llKai '5> ,  on  the 
basts  of  which  it  could  fairly  and  re- 
spon'^ibly  be  concluded  by  experts  quali- 
fied by  scientific  training  and  experience 
to  evaluate  drugs,  that  Cothyrobal  Is  ef- 
fective under  the  labeled  conditions  of 
use 

C,  Whether  the  double-blind  tests 
comparing  Levothyroxlne  and  Cothyro- 
bal are  too  dangerous  to  perform  and  If 
so.  whether  the  studies  actually  con- 
ducted are  sufficient  to  constitute,  under 
the  circumstances,  adequate  and  well- 
controlled  studies  sufBcient  to  support  a 
finding  of  safety  and  efScacy. 

It  should  be  noted  that  the  Issues  are 
framed  in  terms  of  the  sufBclency  of  the 
studies  submitted  to  support  the  finding 
that  the  drag  Is  safe  and  effective.  This. 
of  course.  Ls  tlie  proper  issue  both  In  a 
hearing  of  this  sort  and  in  the  evaluation 
of  a  new  dru;;  application.  Evidence  that 
might  be  considered  relevant  to  the  ques- 
tion of  whether  a  drug  is  actually  safe 
and  effective  Is  not  relevant  to  tlie  ques- 
tion of  whether  the  studies  submitted 
are  sufficient  to  show  safety  and  effec- 
tiveness. 

C.  Profferea  Endenct'  Not  Received. 
1.  Matertid  not  submitted  with  the  NDA: 
erne  of  tlie  grounds  on  which  some  prof- 
fered evidence  was  excluded  by  the  Ad- 
mlnLstrative  Law  Judge  was  that  that 
evidence  wa'^  not  before  the  agency  at 
the  time  the  NDA  was  considered.  [  E>1-  • 
dence  not  submitted  with  the  NDA  was 
properly  accepted  when  it  was  relevant 
to  the  question,  specifically  remanded  to 
the  FDA  for  consideration  at  the  hear- 
ing, of  wliether  double-blind  control 
studie.s  on  Cothyrobal  were  too  danger- 
ous to  perform.  The  AdminL^trative  Law 
Judge  also  announced  a  willingness  to 
receive  evidence  which  was  shown  not 
to  have  been  available  at  any  time  prior 
to  the  hearing  i  see,  e.g.,  Tr.  at  830  • .  Ap- 
plicant did  not  make  such  a  showing 
as  to  any  proffered  evidence.!  While 
Applicant  seeks  to  characterize  this  rul- 
ing as  being  one  that  would  preclude 
the  acceptance  of  any  testimony  or  other 
evidence  'Fxceptions  at  lO'.  that  argu- 
ment Ls  specious  It  Ls  perfectly  proper 
for  Applicant  to  present  testimony  and 
other  evidence  to  show  that  the  data 


submitted  with  the  NDA  were  such  that 
the  NDA  should  have  been  approved. 
As  the  Administrative  Law  Judge  prop- 
erly pointed  out.  however,  it  is  not  the 
function  of  a  hearing  to  consider  new 
evidence.  I.e.,  evidence  that  was  not 
available  to  the  agency  at  the  time  it 
Initially  denied  the  NDA.  If  any  such 
new  evidence  becomes  available.  It  should 
be  submitted  a.s  part  of  a  new  or  amended 
NDA  to  agency  experts  for  evaluation. 
Even  assuming  that  Applicant  had  new 
studies — and  there  is  no  Indication  that 
It  did— which  might  be  considered  ade- 
quate to  constitute  substantial  evidence 
of  Cothyrobal's  effectiveness,  it  cannot., 
be  permitted  to  avoid  the  review  of 
agency  experts  in  the  Bureau  of  Drugs 
by  initially  submitting  a  deficient  NDA, 
seeking  a  hearing  on  the  denial  of  that 
deficient  NDA.  and  then  introducing  new 
studies  at  the  hearing  on  that  denial. 
It  was  proper  for  the  Administrative 
Law  Judge  to  exclude  material  not  avail- 
able to  FDA  at  the  time  when  the  NDA 
was  considered. 

2.  Repetitious  evidence:  Applicant 
complains  that  lay  witnesses,  who  are 
patients  described  In  Dr.  Israel's  10-year 
case  study,  were  not  allowed  to  testify 
to  material  that  was  covered  In  that  case 
study  (Exceptions  at  17).  While  Appli- 
cant seeks  to  show  that  the  evidentiary 
rulings  put  It  in  a  "Catch-22''  situation, 
its  analysis  Is  (apparently  pvirposefully) 
simplistic.  While  a  subject  of  a  test  may 
properly  be  denied  permission  to  restate 
cm  the  record  that  he  experienced  the 
symptoms  which  are  reported  in  a  case 
study  submitted  In  support  of  the  NDA, 
there  was  no  ruling  that  persons  who 
qualified  as  experts  could  not  discuss 
the  significance  of  that  case  study  and 
of  the  study  for  which  It  constituted 
supporting  data. 

3.  "Testimonial  evidence":  Applicant 
sought  to  have  admitted  in  evidence 
testimony  of  many  persons  whose  ex- 
perience with  Cothyrobal  was  derived 
from  having  been  treated  with  it.  These 
persons  had  no  expertise  to  offer  on  the 
question  of  whether  the  studies  which 
were  intended  to  show  that  Cothyrobal 
was  safe  and  effective  In  fact  did  make 
that  showing.  They  could  only  state  that 
for  themselves  Coth>TobaT  had  been  safe 
and  or  effective.  This  would  be  relevant, 
if  at  all.  only  to  the  question  of  whether 
the  drug  was  safe  and  effective.  That, 
as  h.-as  been  di.scussed  above,  is  not  the 
question  considered  in  deciding  whether 
an  NDA  should  be  approved.  As  the 
Supreme  Court  stated  with  respect  to 
the  effectiveness  requirement,  see  Wein- 
berger v.  Hynson.  Westcott  &  Dunning, 
Inc  .  supra,  412  US.  at  630,  "clinical 
impressions  of  practicing  physicians  *  •  • 
do  not  constitute  an  adequate  basis  for 
establishing  efficacy  "  If  the  clinical  im- 
pressions of  practicing  phsrslclans  are 
inadequate  to  show  that  a  drug  is  effec- 
tive, it  is  even  dearer  that  the  impres- 
sions of  patients  treated  by  such  physi- 
cians may  not  be  considered.  The  FDA 
regulations  under  J  314.Hl(a)  (5)  (11) 
(CI  on  approval  of  new  drugs  are  explicit 
on  this  poiiit;  "Isolated  case  reports,  ran- 


dwn  experience,  and  reports  lacking  the 
details  which  permit  scientific  evalua- 
tion will  not  be  considered." 

Applicant  refers  'Exceptions  at  20)  to 
the  fact  that  patients  using  Cothyrobal 
have  been  reco^rnized  as  "interested  per- 
sons" for  the  purpose  of  the  hearing. 
Under  S  314.200(h)  (21  CFR  314.200 
(h ) ) ,  an  interested  person  may  "appear 
at  and  participate  In  a  hearing  and  shaU 
have  the  right  to  present  evidence  and 
file  pleadings  relevant  to  the  issues" 
(emphasis  added);  but  Interested  per- 
son status  does  not  imply  a  right  for 
such  a  person  to  testify  concerning  the 
basis  of  his  or  her  interest  or  to  testify 
concerning  any  other  irrelevant  matter. 

4.  Material  relating  to  prior  NDA's: 
Applicant  alleges  (Exceptions  at  27)  that 
It  was  prejudiced  by  the  exclusion  of 
two  letters  dealing  with  FDA  demands 
that  double-bUnd  crossover  control  stud- 
ies be  submitted  to  support  an  earlier 
NDA.  one  apparently  submitted  to  1963. 
Apphcant  states  at  27:  "Trr.  Israel's  let- 
ter to  the  FDA  dated  February  4.  1964 
(Ex.  4)  and  Dr  Barnard's  letter  to  Con- 
gressman Derounian.  dated  March  20, 
1964  (Ex.  81)  both  dealt  with  the  FDA's 
then  new  demands  for  double-blind 
crossover  control  studies  CDBCC 
studies') ." 

AppUcant's  point  apparently  Is  that 
double-blind  crossover  studies  were  not 
required  until  after  the  effectiveness  re- 
quirements of  the  1962  amendments  to 
tiie  act.  Why  this  has  any  relevance  to 
the  adequacy  of  the  testing  and  other 
data  submitted  in  support  of  the  NDA  In 
question  here  Is  not  discernible. 

5.  Exclusions  of  exhibite:  In  its  Ex- 
ceptions at  155  et  seq..  Applicant  com- 
plains of  the  exclusion  of  several  of  its 
proffered  exhibits.  It  then  lists  and  de- 
scribes a  number  of  such  exhibits.  TTie 
Commissioner  has  reviewed  the  decision 
of  the  AdminLstrative  Law  Judge  to  ex- 
clude these  exhibits  and  affirms  his  deci- 
sion in  each  instance. 

Many  of  the  excluded  exhibits  were 
correspondence,  much  of  it  between  pro- 
ponents of  Cothj'robal  and  FDA.  These 
exhibits  (4.  5.  6.  67.  68.  69.  70.  71.  72.  73. 
74,  75,  77,  78  and  80 '  were  all  irrelevant 
to  the  issues  to  be  decided  In  the  hear- 
ing. Correspondence  of  this  type,  which 
apparently  was  sought  to  be  introduced 
to  show  the  relationshio  of  the  propo- 
naits  of  the  drug  with  FDA  over  the 
years,  simply  has  no  bearing  on  the 
hearing  issues,  i.e.,  the  threshold  issue 
of  whether  double-blind  control  studies 
are  humanly  possible  and  the  other  is- 
sues related  to  the  approvability  of  the 
NDA  for  Cothyrobal. 

Exhibit  7  is  said  to  be  an  article  that 
disciisses  diabetic  retinopathy.  Appli- 
cant states  (Exceptions  at  156  >  that  a 
"replica"  of  this  article  was  part  of  the 
NDA.  Since  the  study  was.  in  fact,  part 
of  the  NDA.  there  would  be  no  need  for 
Its  admission  as  an  exhibit,  even  If  dia- 
betic retinopathy  had  been  an  Indication 
for  Cothyrobal.  Since  It  was  not,  the 
exclusion  was  correct  on  tliat  ground 
also. 

Kxhibit  79.  apparently  an  "annual  re- 
view" of  the  Vascular  Research  Pounda- 
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tion.  Is  clearly  not  relevant  evidence  In 
a  hearing  of  this  type. 
Exhibits  91,  92,  and  93  are  apparently 

letters  written  to  and  received  from  a 
Dr.  J.  M.  White.  AppUcant  seems  to  have 
desired  to  show  by  these  letters  that  it 
had  attempted  to  obtain  an  expert  opin- 
ion on  the  threshold  Issue.  Applicant's 
good  faith  effort  to  get  an  expert's  opin- 
ion on  .such  issue  was  not  an  issue  at  the 
hearing,  and  these  letters,  if  they  were 
in  fact  submitted  to  show  good  faith, 
are  thus  irrelevant.  The  letters  are  also 
represented  'Exceptions  at  159)  as 
showing  Dr.  Wliite's  reluctance  to  sug- 
gest anyone  to  perform  such  studies. 
Since  Dr.  White  was  not  produced  for 
cross-examiiiation  on  the  reasons  for 
his  alleged  reluctance,  to  the  extent  that 
relevance  could  be  claimed  as  the  basLs 
of  that  expression,  the  letters  would 
nevertheless  be  properly  excludable  as 
unreliable  heareay. 

Applicant  (Exceptions  at  159)  says 
that,  "Surprisingly,"  exhibit  88  was  ad- 
mitted. Apparently  the  statement  In  the 
record  that  exhibit  88  was  admitted  was 
an  error  (Tr.  at  937,  where  the  Judge 
stated  that  "88  •  •  *  will  not  be  re- 
ceived."! .  The  recorder,  by  mistake  then 
states  that  exhibit  88  was  received  in 
evidence.  Since  Dr.  Rosch.  whose  state- 
ment exhibit  88  apparently  was.  was  not 
present,  his  statement  was  properly  ex- 
cluded as  hearsay. 

Counsel  for  the  Bureau  of  Drugs  ob- 
jected to  applicant's  proffered  exhibits 
127  through  135  on  the  grounds  that 
they  were  not  contained  in  the  NDA  nor 
were  they  premarked  properly  <Tr.  at 
940).  [Counsel  for  Applicant  'Tr.  at 
942-943)  later  stated  that  exhibit  132 
was  part  of  the  NDA,  and  upon  that 
representation  counsel  for  the  Bureau  of 
Drugs  withdrew  its  objection  and  that 
exhibit  was  received.]  Applicant's  coun- 
sel agreed  that  they  were  not  part  of  the 
NDA  nor  were  they  properly  exchanged. 
In  Applicant's  E^xceptlons  at  160,  it  says, 
with  reference  to  exhibit  127:  "For  some 
reason  it  could  not  be  found  in  the 
NDA."  Tlie  implicit  suggestion  that  this 
article  had  been  in  the  NDA  and  was 
in  some  way  removed  by  the  agency  can- 
not be  accepted.  No  showing  that  there 
had  been  any  tampering  with  the  sub- 
mitted NDA  was  made  or  attempted  to 
be  made.  If  this  article  cannot  be  found 
in  the  NDA,  it  was  because  it  was  not 
submitted  with  the  application.  The  Ad- 
ministrative Law  Judge  reviewed  exhib- 
its 127  through  135  and  announced  'Tr. 
at  949)  that  they  could  not  be  received 
In  evidence.  He  was  careful  to  explain 
his  reasons  for  not  admitting  the  evi- 
dence. The  reasons  were,  quite  simply, 
that  the  persons  speaking  in  these  arti- 
cles were  not  a\'ailable  for  cro.ss-examl- 
nation.  While  he  referred  to  the  catchall 
exception  to  the  hearsay  rule  available 
in  the  Federal  Rules  of  Evidence,  and 
noted  that  he  could,  in  his  discretion, 
accept  hearsay,  it  is  apparent  that  he 
decided  that  the  unavailability  for 
cross-examination  of  the  authors  of 
these  articles  made  them  improper  evi- 
dence in  the  administrative  hearing. 
The  Commissioner  affirms  that  decision. 


In  Its  discussion  of  the  exclusion  of 
exhibit  131.  which  is  apparently  an  edi- 
torial related  to  work  by  I>r.  James  C. 
Wren.  AppUcant  responds  to  the  evalua- 
tion of  Dr.  Wren's  study  m  the  Initial 
DecLsion.  Earlier  in  the  submitted  docu- 
ment, Applicant  had  stated  'Exceptions 
at  341  :  "Also  the  prior  testimony  on  this 
drug  by  Dr.  Brusch,  whose  study  was  sub- 
mitted with  the  NDA,  was  not  allowed 
into  evidence  although  Dr.  Brusch  was 
not  able  to  attend  the  hearing  'see.  e.g , 
328,  329,  805  > ."  Comparison  of  the  pages 
cited  with  the  record  itself  reveals  that 
Applicant  must  have  been  referring  to 
I>r.  Wren  rather  than  Dr.  Brusch. 

Althoueh  it  is  not  possible  from  the 
record  to  reconstruct  exactly  what  the 
circumstances  were,  it  appears  that  Dr. 
Wren,  at  the  1963  hearing,  testified  con- 
cerning an  ongoing  study  which  would 
compare  the  use  of  Cothyrobal  plus  oral 
thyroid  therapy  with  the  use  of  oral  thy- 
roid therapy  alone.  The  eagerness  with 
which  Applicant  sought  the  admission 
of  Dr.  Wren's  1963  testimony  suggests 
that  testimony  was  favorable  to  Cothy- 
robal. It  Is  apparent  that,  when  the  ex- 
periment ongoing  In  1963  was  completed. 
Dr.  Wren's  conclusions  were  different 
(see  discu-ssion  of  Dr.  Wren's  study 
above) .  Since  Dr.  Wren  was  not  made 
available  for  cro.ss-examination  on  the 
basis  of  his  completed  study,  and  since 
the  results  of  that  study  Indicate  a  strong 
possibility  that  his  testimony  would  be 
at  least  a  good  deal  more  qualified  than 
it  was  in  1963,  the  introduction  of  his 
1963  testimony  would  be  at  best  mislead- 
ing. Its  exclusion  as  hearsay  was  correct. 
In  Exceptioiis  at  161.  Applicant  refers  to 
"Dr.  Wren's  peculiar  reversal  of  his 
opinion  given  under  oath  In  the  1963 
hearing."  Applicant's  discussion  con- 
tinues as  follows : 

After  the  1964  denial  of  the  application 
and  revocation  of  tlie  IND  for  CT,  Dr. 
Wren,  as  attending  cardiologist  of  a  large 
hospital,  could  not  afford  to  further  as- 
sociate himself  with  the  controversy 
surrounding  the  "blacklisted"  CT.  As  his 
results  were  satisfactory-  using  only  the 
oral  therapy,  Dr.  Wren  elected  to  sever 
all  ties  with  CT,  tliereby  avoiding  pos- 
sible FDA  or  peer  censure.  The  simplest 
means  of  dissociating  from  CT  was  to 
discontinue  its  use.  When  writing  his 
1968  article — not  having  used  CT  for 
years — he  was  obliged  to  say  it  was  not 
effective,  or  open  himself  to  the  criticism 
of  not  having  continued  to  administer  it 
to  his  patients,  knowing  it  to  be  bene- 
ficial over  and  above  the  oral  dase.  How- 
ever, in  1963,  at  a  time  when  he  was 
actively  using  CT  and  not  subject  to  the 
recriminations  of  his  colleagues,  his 
sworn  testimony  wa^lear  and  succinct 
as  to  tlie  safety  and  efficacy  of  CT  *  *  * 
[Exceptions  at  161-1621. 

This  rationale  by  Applicant  Is  illus- 
trative of  the  attitude  that  has  ap- 
parently led  proponents  of  Cothyrobal  to 
seek  court  action  to  get  approval  of  their 
drug  rather  than  doing  the  required 
studies  to  show  whether  it  is  safe  and 
effective  for  its  required  uses.  The  most 
logical  inference  from  the  available  evi- 
dence is  that  Dr.  Wren's  ■peculiar"  re- 


versal of  his  opinion  was  based  on  the 
results  of  the  only  test  done  on  Cothyro- 
bal which  might  arguablj'  be  character- 
ized as  controlled.  As  discussed  elsewhere 
in  this  notice,  in  that  test  Dr.  Wren 
found  that  the  addition  of  Cothyrobal  to 
oral  tliyroid  treatment  had  no  effect, 
either  objective  or  subjective,  on  his 
pmtients. 

In  the  course  of  Dr  Israel's  rebuttal 
testimony,  counsel  for  Applicant  sought 
to  Introduce  two  articles.  The  first,  ex- 
hibit 165,  appstrently  would  suppwrt  In 
part  a  statem.ent  made  by  the  Bureau  of 
Drugs'  witness.  Dr.  Temple,  that  patients 
are  often  overdosed  with  thyroid  medi- 
cation. Exhibit  166  was.  apparentlj'  (Tr, 
at  1734' .  an  article  written  by  a  reporter 
who  had  interviewed  doctors  who  had 
criticized  the  conclusions  reached  in  ex- 
hibit 165.  When  the  two  exhibits  were 
proffered,  counsel  for  the  Bureau  of 
Drugs  stated  that  he  had  no  objection 
to  exhibit  165  but  that  he  did  object  to 
166.  The  Administrative  Law  Judge  Indi- 
cated at  that  time  that  exhibit  165  would 
be  received  and  that  he  would  reserve 
ruling  on  166.  Since  exhibit  165  appar- 
ently supported  the  Bureau  of  Drugs' 
witness  and  exhibit  166  criticized  165, 
the  Administrative  Law  Judge  indicated 
that  coun.sel  for  Applicant  could,  if  be 
wished,  withdraw  his  offer  of  165  when 
it  became  apparent  that  166  would  not 
be  received  (Tr.  at  1730  and  1734-1735). 
The  Administrative  Law  Judge  would 
not,  however,  allow  counsel  for  Appli- 
cant to  have  both  articles  submitted  but 
not  received,  since  there  was  no  objec- 
tion to  the  first  of  the  two  articles.  Ex- 
hibit 166  was  clearly  hearsay,  as  165  also 
appeared  to  be  'Tr.  at  1734-1735 1.  Ap- 
plicant states:  "No  more  glaring  evi- 
dence of  judicial  bias  l-^  to  be  found  at 
this  hearing"  'Exceptions  at  164).  While 
the  circumstances  .surrounding  the  offer 
of  this  exhibit  and  exhibit  165  are  con- 
fasing.  the  Commissioner,  upon  review  of 
the  record,  does  not  find  that  they  illus- 
trate any  sort  of  judicial  bias. 

Applicant  states  as  to  exhibit  167: 
"This  was  also  refused  as  evidence  since 
it  shows  how  unsatisfactory  it  Is  for  the 
medical  experts  to  blindly  accept  labora- 
tory thyroid  tests  as  FDA  experts  do" 
(Exceptions  at  165'.  The  exhibit  was  in 
fact  not  received  because,  In  the  opinion 
of  the  Admin istra live  Law  Judge,  with 
which  the  Commissioner  concurs,  it  was 
not  proper  rebuttal.  As  the  Administra- 
tive Law  Judge  stated.  Applicant  had 
already  made  a  sufficient  showing  as  to 
the  confusion  about  the  imreliability  of 
thyroid  tests  'Tr.  at  1736-1738). 

D.  Other  Contentions  of  Unfairness. 
1.  Atmosphere  of  the  hearing  room:  Ap- 
plicant, in  its  Exceptions  at  44  et  seq., 
argues  that  tlie  hearing  was  not  fair 
because  of  "the  general  ambience  of  this 
Proceeding  *  •  *."  Applicant's  criticism 
is  apparently  directed  in  large  part  at 
the  .^dmlnlstrative  Law  Judge.  Dr.  Miles 
Robin-son  had.  on  December  1.  19^5, 
prior  to  the  hearing,  filed  a  motion  witJi 
Administrative  Law  Judge  Davidson  ask- 
ing him  to  disqualify  himself.  Tliat  mo- 
tion was  denied  the  same  day,  as  was 
permission  to  appeal  the  decision  of  that 
motion.  Tlie  Commissioner  has  reviewed 
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the  decision  of  the  Administrative  Law 
Judge  on  this  motion  and  affirms  the 
decision.  The  motion  states  only  that 
Judge  Davidson  should  dlsquaJify  him- 
self "on  the  grounds  that  Judge  David- 
son has  shown  ret)€at€<l  and  extreme 
prejudice  against  the  interest  of  Robin- 
son and  CFHl  [Citizens  for  Health  In- 
formation!, and  in  favor  of  the  interest 
of  the  FDA:  ■  •  •■  'Motions  Tliat  Judge 
Davidson  Disqualify  Himself,  And  For 
Expeditious  Consideration,  at  1  > .  Since 
no  showing  was  made  by  Dr.  Robinson 
of  when  and  how  Judge  Davidson  had 
shown  prejudice  against  Dr.  Robmson's 
interest  and  In  favor  of  FDAs  interest. 
the  motion  for  dusqualification  could  not 
possibly  be  granted.  A  review  of  the  rec- 
ord existing;  at  the  time  that  the  motion 
was  ."submitted,  which  consists  only  of 
the  transcript  of  the  prehearing  con- 
ference held  November  24.  1975.  does  not 
provide  any  evidence  at  all  to  support 
the  notion  that  Judge  Davidson  had 
shown  prejudice. 

r>r.  Robinson  subsequently  sought  dis- 
qualification of  Judge  Davidson  and  a 
stay  of  the  administrative  hearing  in  the 
Court  of  Appeals  for  the  District  of  Co- 
lumbia Circuit:  hLs  suit  was  dismL'^sed 
(Robinson  v.  Food  &-  Drug  Administra- 
tion. No.  75-2173  "DC.  Cir.  Dec  5  1975  '  > . 
A  review  of  the  paper  submitted  in  that 
action  indicates  that  he  based  hLs  con- 
tention that  JudKe  Davidson  was  preju- 
diced against  him  in  part  on  the  pro- 
reeding.s  of  a  previous  administrative 
heanng.  See  the  Commissioner's  decision 
finding  that  no  prejudice  had  been  shown 
in  the  previous  heanng.  published  in  the 
Feder.'Kl  Register  of  October  19,  1976 
(41  FR  46162-46163'. 

WTiile  Applicant  refers  to  Dr.  Robin- 
son's motion  (Exceptions  at  44'.  it  did 
not  join  in  that  motion.  To  the  extent 
that  Applicant's  contention  is  that  the 
whole  record  shows  bias  on  tlie  part  of 
Administrative  Law  Judge  Davidson,  the 
Commissioner,  upon  review  of  the  entire 
record,  disagrees.  Specific  instances  cited 
by  Applicant  in  its  Exceptions  will  be 
dealt  with  seriatum. 

Applicant  refers  to  the  ejection  of 
John  Y.  Brown  counsel  for  various  par- 
ties seelcing  approval  of  the  NDA.  as 
"indicative  of  the  atmasphere  of  the 
hearing  room"  (Exceptions  at  45 >.  Mr. 
Brown  was  ejected  for  contumacious 
conduct  during  the  hearing.  He  was  re- 
in.stated  after  an  mterlocutory  appeal 
to  the  Commissioner,  sanctioned  by 
Judge  Davndson  (Tr.  at  499  et  seq. ' .  The 
Commissioner  set  out  his  reasons  for  re- 
instating Mr  Brown  at  the  time  of  his 
decision.  'See  order  of  the  Commissioner 
of  Food  and  Drugs  ruling  upon  interlocu- 
tory appeal.  December  10.  1975  •  The  re- 
instatement was  not  an  indication  that 
the  Commissioner  believed  that  Mr. 
Brown  had  acted  correctly,  but  rather 
reflected  a  concern  that  Mr.  Brown's  cli- 
ents not  go  unrepresented.  An  Adminis- 
trative Law  Judge,  like  any  other  judge, 
must  have  the  abUity  to  control  the  pro- 
ceedings in  his  court  room.  Otherwise,  a 
record  from  an  admlnLstrative  hearing 
would  be  of  very  little  help  to  anyone 
reviewing  tt.  The  Commissioner  does  not 


regard  Judge  Davidson's  ejection  of  Mr. 
Brown  either  as  having  been  unwar- 
ranted or  as  suggesting  any  prejudice  or 
bias  on  the  part  of  the  Administrative 
Law  Judge. 

Applicant  also  objects  to  judge  David- 
son s  treatment  of  Dennis  Gage,  a  medi- 
cal student  who  testified  pro  se.  In  view 
of  the  fact  that  Mr.  Gage  was  not  even, 
at  that  time,  a  medical  doctor,  the  fact 
that  the  Judge  allowed  him  to  testify  at 
all  concerning  matters  that  require  ex- 
pert testimony  shows  great  leniency  on 
his  part.   Applicant  contends  that  Mr. 
Gage  was  refused  permission  to  present 
rebuttal  testimony  after  Judge  Davidson 
had  assured  him  that  he  would  have  an 
opportunity  to  make  such  a  presentation 
( Exceptions  at  45  > .  The  assurance  was 
limited  at  best   (Tr.   at  911).  The  im- 
portant part  of  Judge  Davidson's  state- 
ment at  the  close  of  Mr.  Gage's  direct 
testimony  is  as  follows:  "If  you  are  ask- 
ing to  be  excused  for  next  week,  I  will 
do  so  But  I  want  you  to  understand  that 
ycu  are  nevertheless  responsible  for  find- 
ing out  what  is   going  on."   (id.*.  The 
hearing,  insofar  as  it  Involved  direct  and 
cross-examination  by  both  sides,  ended 
on  Friday.  December  19,  1975.  At  that 
time  it  was  agreed   that  a  conference 
would  oe  held  on  January  5,  a  Monday, 
to  determine  whether  any  rebuttal  evi- 
dence   would    be    allowed.    'Wednesday, 
January  7.  was  set  aside  for  the  taking 
of  any  rebuttal  evidence  warranted.  Mr. 
Gage,  although  he  had  the  responsibility 
of  keeping  abreast  of  the  requirements 
of  the  hearing,  did  not  appear  on  Janu- 
aiT  5.  'When  he  did  appear  on  January  7, 
Judge  Davidson  did  not  allow  his  rebut- 
tal testimony  because  he  was  concerned, 
apparently,  that  coimsel  for  the  Bureau 
was  not  given  any  warning  as  to  what 
Mr.  Gage's  testimony  would  be  nor  any 
opportunity    to    prepare    for    it.    Judge 
Davidson  had  been  willing  to  allow  Mr. 
Gage  to  testify  as  a  witness  for  Applicant 
(Tr.  at  1651).  When,  at  the  January  5 
conference.     Applicant's     counsel     dis- 
claimed this  responsibility  (Tr.  at  1655) , 
presumably    seeking    to    preserve    Mr. 
Gage's  status  as  an   independent  par- 
ticipant, the  Administrative  Law  Judge 
indicated  thta  Mr.  Gage  was  thus  re- 
sponsible for  being  at  that  conference 
himself. 

This  controversy  highlights  the  prob- 
lem that  a  judge  always  faces  in  dealing 
with  pro  se  participants.  The  judge  has 
an  obUgation  to  set  and  enforce  the 
rules  of  the  proceeding.  'Where  a  par- 
ticipant is  represented  by  counsel,  that 
counsel  has  an  obligation  to  follow  those 
rules.  Where  participants  seek  to  rep- 
resent themselves,  they  must  assume  the 
same  responsibility  A  judge  has  a  duty 
to  hold  such  a  person,  as  he  would  hold 
a  represented  party,  to  the  rules  he  sets. 
While  requiring  Mr.  Gage's  appearance 
in  Rockville.  Marj'land.  while  he  was  a 
student  in  medical  school  may  seem 
harsh,  it  must  be  remembered  that  the 
other  participants  in  the  hearing  were 
either  experts  in  their  field  or  practicing 
attorneys,  all  of  whom  most  certainly 
had  personal  and  professional  obliga- 
tions of  their  own.  Mr  Gage  had  an  op- 


portunity to  retain  coimsel  or  to  ask 
Applicant's  counsel  to  represent  him — 
an  opportunity  of  which  he  did  not  avail 
himself. 

Mr.  Gage  was,  as  Indicated  above,  not 
an  expert  in  the  conduct  of  adequate  and 
well-controlled  studies.  While,  in  re- 
trospect, it  might  appear  to  have  been 
the  better  to  allow  Mr.  Gage  to  testify 
in  rebuttal,  there  appears  no  prejudice 
to  Applicant's  cause  from  the  failure  to 
allow  this  medical  student  to  rebut  the 
testimony  of  the  experts  of  the  Bureau 
of  Drugs.  Nor  does  this  incident  show- 
either  bias  on  the  part  of  Judge  David- 
son or  unfairness  of  the  hearing  itself. 
Applicant  notes  "an  undercurrent  of 
cynicism  and  hostility"  which  is  said  to 
have  "surfaced  when  the  Judge  unjusti- 
fiably curtailed  Dr.  Walczak's  testimony 
*  •  *  (Exceptions  at  45).  Judge  David- 
son's remarks  do  not  show  any  curtailing 
of  testimony: 

JUDGE  DAVIDSON.  Just  a  moment. 
I've  heard  several  times  about  what  you 
will  do  and  you  won't  do.  Dr.  Walczak. 
Now  I  am  going  to  tell  you.  When  coun- 
sel gets  up  to  make  an  objection,  you 
won't  say  anything.  [Exceptions  at  45. 
Tr.  at  657.] 

This  statement  was  in  response  to  the 
witness's  speaking  without  waiting  for 
a  ruling  on  an  objection  made  by  counsel 
for  the  Bureau  of  Drugs.  Dr.  Walczak 
was  allowed  to  continue  to  testify.  To 
the  extent  that  Judge  Davidson's  com- 
ment shows  a  certain  amoimt  of  exas- 
peration, that  feeling  on  his  part  would 
appear  to  be  justified.  Dr.  Walczak  had 
been  called  to  testify  in  part  about  a  re- 
port he  had  made  to  Dr.  Israel  that  was 
included  in  the  NDA.  The  report  was  one 
page  in  length,  yet  Dr.  Walczak  had  not 
reviewed  it  recently  and  refused  to  tes- 
tify without  having  the  report  in  front 
of  him  (Tr.  at  651-652). 

Applicant  points  to  two  exchanges  be- 
tween Dr.  Robinson  and  Judge  Davidson 
on  the  record  as  showing  what  Applicant 
characterizes  as  "animosity  of  the 
Judge"  (Exceptions  at  46).  Dr.  Robin- 
son's motion  to  disqualify  the  Adminis- 
trative Law  Judge  has  been  discussed 
previously.  The  quotations  and  refer- 
ences to  the  transcript  in  Applicant's 
Exceptions  do  not  demonstrate,  in  the 
Commissioner's  view,  any  impropriety  on 
the  part  of  the  Administrative  Law- 
Judge.  On  the  other  hand.  Dr.  Robin- 
son's attempt  to  question  the  Adminis- 
trative Law  Judge  concerning  the  possi- 
bility that  he  had  had  ex  parte  com- 
muriications  with  FDA  officials  regard- 
ing Cothyrobal— a  question  containing 
an  accusation  of  unprofessional  conduct 
on  the  part  of  the  Administrative  Law- 
Judge — was  clearly  out  of  order  in  the 
hearing.  In  any  event.  Judge  Davidson 
did  affirm  that  no  such  communications 
had  occurred  ( Tr.  at  23  > . 

Applicant  points  to  Judge  Davidson's 
statement  that  the  answer  to  a  question 
asked  on  cross-examination  of  Bureau 
witness  Nunn  was  "fairly  obvious"  as  in- 
dicating an  "attitude  toward  the  receipt 
of  evidence  that  might  be  favorable  to 
the  Applicant,"  which  was,  apparently, 
considered,  to  be  unfair  (Exceptions  at 
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47).  The  Commissioner,  after  reviewing 
the  transcript,  concludes  that  this  state- 
ment, like  the  others,  showed  at  most 
some  impatience  on  the  Administrative 
Law  Judge's  part  and  not  prejudice. 

Applicant  refers  to  an  incident  that 
occurred  during  the  prehearing  confer- 
ence, in  which  Mr.  Campbell,  counsel  for 
the  Bureau  of  Drugs,  indicated  that  he 
intended  to  object  to  any  "testimonials" 
that  Applicant  or  other  interested  parties 
might  seek  to  introduce  at  the  hearing. 
Applicant's  coun.sel  sought  to  argue  that 
point  at  the  prehearing  conference.  The 
Administrative  Law  Judge  indicated  that 
the  question  would  need  to  be  argued 
and  decided  at  the  time  objection  to  "tes- 
timonial" evidence  was  actually  made. 
Judge  Davidson  did  commend  Mr. 
Campbell  for  stating  the  position  of  the 
Bureau  of  Drugs  so  that  the  people  in 
attendence  at  the  prehearing  conference 
"would  know  what  he  proposes  to  do  "  and 
thus  could  arm  themselves  and  "be  pre- 
pared for  that  objection  in  advance, 
w-hich  is  very  noteworthy  and  to  his 
credit"  (Tr.  at  68-69:  Exceptions  at  48- 
49).  It  is  not  clear  to  the  Commissioner 
why  this  incident  is  cited  as  being  an  in- 
dication of  improper  action  by  the  Ad- 
ministrative Law  Judge  or  of  an  atmos- 
phere in  the  hearing  room  unfriendly  to 
Applicant. 

In  its  Exceptions  at  49-50.  Applicant 
faults  Judge  Davidson,  for  not  referring 
in  his  initial  decision  to  certain  evidence, 
which  Applicant  apparently  beheves  sup- 
ports its  position.  The  specific  areas  re- 
ferred to  by  AppUcant  seem  to  the  Com- 
missioner to  be  irrelevant  to  the  issues 
decided  by  the  Administrative  Law 
Judge.  In  any  case,  the  Administrative 
Law  Judge's  reference  to  those  parts  of 
the  record  which  he  finds  convincing  is, 
of  course,  to  be  expected. 

Applicant,  in  its  Exceptions  at  50-52, 
contends  that  various  persons  were  de- 
prived of  their  rights  by  what  it  con- 
siders to  have  been  an  insufficient  artic- 
ulation by  the  Administrative  Law  Judge 
of  the  requirements  for  party  or  inter- 
ested person  status.  While  it  is  unclear 
how  Applicant  was  prejudiced  in  any 
way  by  any  harm  to  the  rights  of  these 
persons — no  prejudice  is  in  fact 
claimed — the  Commissioner  cannot  agree 
that  anyone  was  deprived  of  his  rights 
by  Judge  Davidson.  In  each  of  the  quo- 
tations from  the  record  cited  by  Appli- 
cant (Exceptions  at  51),  the  Adminis- 
trative Law  Judge  stated  the  rule  cor- 
rectly. The  rule  on  party  or  interested 
person  status  Ls  set  out  at  §  314.200(h) 
(21  CFR  314  200(h)  »,  and  is  thus  avail- 
able to  the  public. 

2.  Miscellaneous  contentions:  In  ad- 
dition to  the  complaints  about  the  com- 
pleteness and  the  fairness  of  the  hearing. 
Applicant's  Exceptions  cite  a  long  hst  of 
either  names  of  witnesses  or  of  "key 
words."  followed  by  references  to  pages 
of  the  transcript  (Exceptions  at  28-29). 
These  are  described  as  "deprivations  and 
exclusions"  that  show  unfairne.ss  (Ex- 
ceptions at  28).  "ITie  Commissioner  will 
consider  these  contentions  seriatum — 
stating  the  witness  or  key  word,  the  page 
references  as  cited  in  the  Exceptions,  and 


the  Commissioner's  conclusions  thereon, 
as  follows: 

Dr.  Knight  (597.  607).  It  is  unclear  as 
to  what  Applicant  refers  in  the  reference 
at  page  597.  Presumably  it  refers  to  the 
exclusion  of  testimonial  evidence  by  Dr. 
Knight  concerning  the  results  he  had 
achieved  using  Cothyrobal  in  the  treat- 
ment of  his  own  patients.  The  exclusion 
of  such  anecdotal  testimony  wa.s  proper, 
see  Weinberger  v.  Hynson,  Wcstcott,  & 
Dunning.  Inc.,  supra.  On  page  607.  Dr. 
Knight  testified  about  what  he  consid- 
ered a  controlled  study.  He  was  allowed 
to  give  his  opinion,  and  iiis  testimony  was 
not  interfered  with  in  any  way.  No  im- 
propriety appears  in  that  section  of  his 
testimony. 

Dr.  Israel  (120.  255,  770.  880,  922.  923K 
At  page  120.  Dr  Israel  testified  as  to  the 
meaning  of  the  term  "maintenance 
dose."  No  objection  was  made  to  his  tes- 
timony and  it  is  not  apparent  to  the 
Commissioner  what  Applicant  complains 
about  on  this  transcript  page. 

There  is  no  testimony  by  Dr.  Israel  on 
page  255.  On  that  page,  counsel  for  Ap- 
plicant states  his  position  that  the  hear- 
ing should  involve  evidence  about  the 
history  of  Cothyrobal's  treatment  by 
FDA.  and  the  Administrative  Law  Judge 
states  his  disagreement,  correctly  con- 
cluding that  the  hearing  was  to  examine 
whether  or  not  NDA  16-865  for  Cothy- 
robal should  have  been  approved.  At 
page  770,  the  Administrative  Law  Judge 
granted  the  motion  by  counsel  for  the 
Bureau  of  Drugs  to  strike  Dr.  Israel's 
testimony  that  Dr.  Wren  at  a  previous 
hearing  in  1963  had  been  a  most  eloquent 
witness  on  behalf  of  Cothyrobal.  The  tes- 
timony stricken  involves  either  ( 1 )  hear- 
say, if  it  was  to  show  that  Cothyrobal 
should  be  approved,  or  (2)  irrelevant 
matter  if  it  was  intended  for  any  other 
purpose.  The  motion  to  strike  was  prop- 
erly granted.  At  page  880.  Dr  Lsrael  was 
asked,  on  cross-examination,  about  cer- 
tain articles  concerning  vitamin  B,r.  It 
is  unclear  to  the  Commissioner  about 
what  Applicant  complains  on  this  page 
of  the  transcript.  At  page  922  of  the 
transcript.  Judge  Davidson  ruled,  after 
reviewing  a  memorandum  submitted  by 
counsel  f or  th«-Bureau  of  Dnigs,  that  the 
disease  diabetic  retinopathy  is  not  rele- 
vant to  the  indication  for  Cothyrobal  in 
the  proposed  package  insert,  except  to 
the  extent  that  that  disease  is  related 
to  hypothyroidism  or  hypercholestero- 
lemia. As  discussed  above,  this  decision 
was  correct.  At  pages  922-923.  Judge 
Davidson  comments  on  his  previous  deci- 
sion to  exclude  testimonial  evidence,  a 
decision  which  the  Commissioner 
approves. 

Aiidrew  Perrino  (392).  It  is  not  clear 
why  Mr.  Perrino's  name  is  associated  with 
this  page  of  Uie  transcript.  On  page  392, 
the  Administrative  Law  Judge  excluded 
from  evidence,  as  irrelevant,  a  documen- 
tar>'  film  apparently  produced  in  part  by 
Reverend  Demerow,  the  witness  on  the 
stand  at  that  point.  Counsel  for  tlie  Bu- 
reau of  Drugs  had  objected  to  this  film 
on  the  grounds  that  '  1 '  it  involved  hear- 
say, since  it  apparently  documented  in- 
terviews with  patients  taking  Cothyrobal. 


and  (2'  that  testimony  in  the  film,  even 
if  it  were  not  hearsay,  was  Irrelevant  to 
the  Issues  at  the  hearing  (Tr.  at  391'. 
The  Administrative  Law  Judge  noted  that 
he  was  not  satisfied  that  the  film  was 
relevant  to  the  hearing  and  sustained  the 
objection  to  the  offered  exhibit  The  rea- 
sons stated  by  the  counsel  for  the  Bureau 
of  Drugs  are  persuasive,  and  tlie  decision 
by  the  Administrative  Law  Judge  to  ex- 
clude the  film  is  affirmed. 

Dr.  Schtraid  (439.  530.  424  545.  546. 
547.  548-550.  555 1.  At  page  439  of  the 
transcript,  the  Administrative  Law  Judge 
and  counsel  for  Applicant  discussed  the 
possibility  of  Dr.  Schwaid  staying  in  town 
for  another  day's  testimony  The  Admin- 
istrative I.aw  Judge  mnde  clear  that  "if 
he  stays  over  it  would  be  appreciated  but 
there  is  no  guarantee"  that  he  would 
be  allowed  to  testify  further.  Counsel 
for  Applicant  stated  that  "I  heard  that.  I 
understand  that.  No  promises.  In  other 
words,  w-e  don't  know  what  the  Court  will 
nile.  we  don't  know  what  position  Ms. 
E>avidson  and  Mr  Campbell  will  take  so 
it's  a  gamble."  If  Apphcant  has  cited 
this  page  to  show  that  the  Administra- 
tive Law  Judge  was  unfair  in  asking  Dr. 
Schwaid  to  stay  for  another  day's  testi- 
mony, that  charge  would  appear  to  be 
baseless.  The  Administrative  Law  Judge 
also  said  on  that  page  that  he  would 
not  allow  testimony  concerning  a  wit- 
ness's experiences  as  a  patient  Dr. 
Schwaid  had  been  a  patient  taking  Coth- 
yrobal I .  and  that  any  clinical  studies 
should  have  been  presented  to  the  agency 
with  the  NDA  or  as  an  amendment  to 
the  NDA  prior  to  the  hearing.  Counsel 
for  Applicant  indicated  that  he  under- 
stood these  points  as  well.  To  the  extent 
that  the  reference  to  this  page  is  meant 
to  be  a  challenge  to  those  rulings,  for  the 
reasons  stated  above,  those  rulings  are 
affirmed. 

At  page  530.  the  Administrative  Law 
Judge  correctlj-  sustained  an  objection  to 
certain  testimony  by  Dr.  Schwaid  which 
was  not  relevant  to  the  issues  at  tlie 
hearmg.  At  page  424  and  following  pages, 
tlie  Administrative  Law  Judge  ruled  that 
Dr.  Scliwaid  could  not  testify  concern- 
ing his  own  experience  as  a  patient 
treated  with  Cothyrobal  or  about  in- 
formation not  presented  in  the  NDA.  This 
was  a  correct  ruling.  On  pages  545-548 
of  the  transcript,  counsel  and  the  Admin- 
istrative Law  Judge  discussed  Dr. 
Schwaid's  qualifications  to  testify  as  an 
expert  concerning  adequate  and  well- 
controlled  studies.  At  548.  the  Admin- 
istrative Law  Judge  ruled  that,  while 
Dr.  Schwaid  as  a  dentist  was  not  quali- 
fied as  an  expert  on  adequate  and  well- 
controlled  studies,  he  would  be  allowed 
to  give  his  testimony  as  a  lay  witness. 
The  Administrative  Law  Judge  Indicated 
that  he  considered  Dr.  Schwaid,  as  a 
dentist,  somewhat  above  the  caliber  of  a 
lay  witness  and  would  weigh  the  testi- 
mony in  accordance  with  his  evaluation. 
Dr.  Schwaid  had  not  shown  himself  to  be 
qualified  to  testify  as  an  expert  concern- 
ing the  question  of  whether  studies  are 
adequate  and  well-controlled.  TTie  de- 
cision of  the  Administrative  Law  Judge 
to  allow  him   to  testify  as  a  lay  wlt- 


FEDERAl    REGISTER,    VOL     4?,    NO.    107 — FRIDAY,    JUNE    3,    1977 


28620 

ness  would  not  seem  to  prejudice  Appli- 
cant in  any  way. 

On  pages  548-550.  Dr  Schwaid  wa£  al- 
lowed to  give  his  opmion  as  to  whether 
double-blmd  testa  mvolving  Cothyrobal 
would  be  too  dangerous  to  perform. 
There  does  not  seem  to  be  anythmg  prej- 
udicial to  Applicant  in  the  way  this  ex- 
amination by  Applicant's  counsel  was 
performed.  At  page  555,  the  Administra- 
tive Law  Judge  sustained  an  objection 
to  a  question  posed  to  Dr  Schwaid,  which 
asked  him  whether  the  studies  submitted 
bv  Applicant  with  the  NDA  were  as  .sci- 
entifically sound  as  humanly  possible. 
There  may  not  have  been  any  harm  in 
receiving  Dr  Schwaid's  testimony,  as  a 
lay  witness,  on  this  question.  However, 
since  Dr.  Schwaid  was  clearly  not  an 
expert  in  this  area,  tlie  sustaining  of  the 
objection  to  that  question  was  not  in- 
correct. 

■Testimonials-  (63-64.  66.  70.  71.  144. 
390   395.  411-412.  414.  417.  419.  425-428. 
S25.  827.  829.  830-833.  839.  840^.  At  pages 
63-64,  Mr.  Levy  was  asked  whether  he 
knew  people  who  were  being  treated  by 
Cothyrobal.  An  objection  to  this  ques- 
tion was  sustained.  He  was  then  asked 
whether  he  knew  Guy  Lombardo,  Eddie 
Arcaro,  or  "Whitey"  Ford,  An  objection 
to  these  questions  was  also  sustained.  At 
page  66,  after  a  lengthy  defense  of  this 
line  of  questioning  by  counsel  for  Ap- 
plicant,  the  objection  to  it  was   again 
sustained.  Page  70  contains  only  state- 
ments by  Mr.  Brown  and  Mr.  Cemy,  both 
counsel  supporting  Applicant's  position. 
responding  to  objections  of  a  similar  na- 
ture.   On    page    71.  the  Administrative 
Law  Judge  reiterated  his  conclusion  that 
'•testimonial"-type  evidence  was  not  ap- 
propriate in  a  hearing  of  this  sort.  Page 
144    contains    a    similar   ruling,    which 
notes  that  this  type  of  testimonial  is  also 
improper  because  it  represents  new  in- 
foi-mation  not  submitted  with  the  NDA. 
On  page  390,  the  Administrative  Law 
Judge  sustained  an  objection  to  ques- 
tions  concerning   PDA's   response   to  a 
documentary    film.   The    objection    was 
based  on  the  fact  that  insufficient  in- 
formation had  been  elicited  concerning 
the  relevancy  of  the  film.  At  page  395. 
the    Administrative    Law    Judge    ruled 
against  admi.ssion  of  the  film  in  evidence 
and  declined  to  view  the  film  personally. 
At  pages  411-4r2.  tlie  Administrative 
Li\w  Judge  discussed  with  Mr.  Condrill 
his  status  at  the  hearing.  While  Mr.  Con- 
drill  apparently  was  not  officially  listed 
as  a  party  or  interested  person.  Judge 
Davidson  allowed  him  to  come  forward 
to  testify,  cautioning  again  however  that 
"testimonial"  type  evidence  by  patients 
would  not  be  allowed.  At  414,  Mr   Con- 
drill    was    prohibited    from    continuing 
what  appeared  to  be  just  such  a  testi- 
monial. At  417,  Mr.  Condrill  was  asked 
to  step  down  since  he  had  no  testimony 
to  offer  concerning  tests  submitted  to  the 
agency  In  connection  with  the  NDA.  At 
419,  the  Administrative  Law  Judge  noted 
that  he  had  alreadj-  ruled  on  the  ques- 
tion of  the  admissibility  of  testimonial 
evidence. 

At  pages  425-428,  the  question  of  the 
submission  of  new  evidence,  not  previ- 
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ously  submitted  to  FDA,  was  disciissed, 
and  what  appeared  to  be  a  proffer  of 
such  evidence  was  not  allowed.  It  is  not 
clear  what  this  has  to  do  with  the  ques- 
tion of  "testimonials."  At  page  825,  the 
Administrative  Law  Judge  dealt  with  an 
objection  by  counsel  for  the  Bureau  of 
Drugs  to  testimony  of  a  patient  concern- 
ing what  he  was  suffering  from  at  the 
time  that  he  went  to  see  Dr.  Israel.  The 
Admmistrative  Law  Judge  allowed  coun- 
sel for  Applicant  to  seek  from  the  wit- 
ness a  clarification  as  to  exactly  what  he 
was  willing  to  testify  about.  At  pages  827, 
829,  and  830-833,  the  testimony  of  the 
witness  was  discussed  and  finaUy  ruled 
inadmissible  since  it  was  either  testi- 
monial or  repetitious  of  what  was  already 
submitted  with  the  NDA. 

At  page  839.  the  AdministraUve  Law 
Judge  indicated  that  while  he  would  not 
accept  offers  of  proof,  which  would  go 
into  the  record  without  being  cross-ex- 
amined, he  would  allow  Mr.  Brown  to  put 
on  the  record  the  names  of  persons  pres- 
ent at  the  hearing  who  would  be  willing 
to  take  the  stand  but  who  could  not  do 
so  because  of  his  ruling  against  the  in- 
troduction of   testimonial   evidence.   At 
840  it  was  brought  out  that  some  wit- 
nesses who  might  otherwise  have  come  to 
the  hearing  were  notified  not  to  appear 
since  thev  would  not  be  able  to  testify. 
All  of  the  page  references  under  the 
heading  "Testimonials"  are  merely  ex- 
amples of  tlie  doggedness  with  which  Ap- 
plicant's counsel  and  other  interested 
parties  sought  to  introduce  testimonial 
evidence   into  the  record.  As  discussed 
above    such  evidence  is  not  acceptable 
in  a  hearing  of  this  sort.  Thus,  in  each 
of  the  above  cited  instances,  the  decision 
of   the   Administrative  Law  Judge   was 
correct. 

Dosages  <  7i ) .  There  is  nothing  on  page 
71  of  the  transcript  dealing  with  the 
question  of  "dosages."  The  Administra- 
tive Law  Judge's  ruhng  concerning  ad- 
missible evidence,  which  does  appear 
on  tlie  page,  is  discussed  elsewhere. 

Dr.  Walczak  (657.  681k  Page  657  con- 
tains a  reference,  discussed  above,  con- 
cerning Dr.  Walczak.  While  It  is  not 
entirely  clear,  it  may  be  that  Applicant 
has  cited  page  681  of  the  transcript  for 
the  Administrative  Law  Judge's  state- 
ment that  "I  am  not  going  to  argue  with 
you.  sir."  The  statement  was  in  response 
to  the  witness'  disagreement  with  an 
earlier  statement  by  the  Administrative 
Law  Judge  that  the  witness  had  asked 
a  question  back  rather  than  answering 
it.  There  was  no  impropriety  In  the  Ad- 
ministrative Law  Judge's  remark. 

Nunn.  (1034 >.  At  page  1034,  Mr.  Nunn, 
a  Bureau  of  Drugs  witness,  was  ques- 
tioned concerning  the  fact  that  he  had 
gone  through  the  NDA  previously,  "sev- 
eral years  ago  '  Counsel  for  Applicant 
stated  "I  beg  your  pardon?  I  wonder  If 
we  got  that  on  the  record.  Judge?"  The 
Administrative  Law  Judge  answered.  "I 
hope  not  "  Tlie  Commissioner  has  seen 
no  explanation  of  the  comment  by  the 
AdministraUve  Law  Judge.  It  appears  on 
the  surface  to  have  been  Injudicious,  but. 
in  light  of  the  record  as  a  whole,  does 
not  show  either  prejudice  or  irresponsi- 


bility on  the  part  of  the  Administrative 
Law  Judge. 

Exhibits  20,  39.  16.  29.  67-71.  79.  88,  90- 
92    (.949.   165,   166-168.   1734-1735.   1737- 
1738,  1830-1831) .  The  Commissioner  has 
reviewed  the  Administrative  Law  Judge's 
decisions  on  the  admLsslbility  of  each  of 
these  exliibits  and  affirms  those  decisions. 
On  page  949.  Judge  Davidson  announced 
his  ruling  that  all  exliibits,  other  than  ex- 
hibit number  76.  on  which  ne  had  not 
previously  ruled  would  not  be  received  in- 
to evidence.  Nothing  on  page  165  of  tlie 
transcript  deals  with  the  admission  of 
any  exhibits.  The  same  may  be  said  for 
pages  166-168.  On  pages  1734-1735,  tlie 
Administrative  Law  Judge  announced  his 
decision  not  to  accept  mto  evidence  ex- 
hibit 166  but  to  receive  exiiibit  165.  His 
annoimced  reason  for  not  receiving  ex- 
hibit 166  is  that  it  amoimted  to  hearsay 
upon  hearsay.  It  was  an  article  by  a  re- 
porter who  interviewed  doctors  who  had 
made  a  statement.  At  pages  1737-1738, 
the  Administrative  Law  Judge  refused  to 
accept  into  evidence  an  article  entitled: 
"Array  of  Thyroid  Tests  Causes  Confu- 
sion"   from    Internal    Medicine    News. 
Counsel  for  the  Bureau  of  E>rugs  objec- 
ted to  admission  of  this  exhibit  because 
it  :s  based  on  hearsay,  was  irrelevant,  and 
was  not  proper  rebuttal.  The  Adminis- 
trative Law  Judge's  decision  not  to  re- 
ceive tliis  exhibit  was  correct.  At  pages 
1830-1831.    counsel    for    the    Bureau    of 
Drugs  objected  to  testimony  by  Dr.  Israel 
concerning  an  article  about  which  Bu- 
reau counsel  had  asked  the  witne.ss  pre- 
viously.    Bureau     counsel     had     asked 
whether  Dr.  Israel  had  read  the  article. 
Applicant's  counsel  sought  to  ask  Dr.  Is- 
rael what  the  article  was  about.  Bureau 
counsel  objected  to  this  question  on  the 
basis  of  relevance,  and  the  Administra- 
tive Law  Judge  sustained  the  objection. 
From  all  that  appears  on  the  record,  that 
decision  was  a  correct  one. 

Gage  <850-851.  854.  869,  853.  855-858. 
865,    873-875.    911-912.    1647.    1753).    At 
850^851,  the  Administrative  Law  Judge, 
counsel  for  Applicant,  and  Mr.  Gage  dis- 
cussed the  Administrative  Law  Judge's 
ruling  that  evidence  not  previously  sub- 
mitted to  the  agency  as  part  of  or  as  a 
supplement  to  the  NDA  would  not  be 
considered.  After  some  discussion,  Mr. 
Gage  agreed  to  conform  his  testimony  to 
tha:  ruling.  At  854.  the  Administrative 
Law  Judge  and  Mr.  Gage  discussed  what 
kind   of    adequate    and    well-controlled 
double-blind  study  FDA  would  require. 
At  page  869,  Mr.  Gage  talked  about  the 
\ise  of  L-thyroxine  in  a  hospital  where 
he  had  worked,  and  talked  about  a  new 
assay  for  hypothyroidsm.  The  Adminis- 
trative Law  Judge  did  warn  Mr.  Gage 
that  he  would  not  be  permitted  to  talk 
about  experience  with  Cothyrobal.  and 
if  that  is  tlie  reason  this  page  is  cited  by 
Applicant,  tliat  ruling  of  the  Adminis- 
trative Law  Judge  was  correct.  At  page 
853,  the  Administrative  Law  Judge,  re- 
sponding to  an  objection  to  Mr.  Gage's 
testimony  by  the  counsel  for  the  Bureau 
of  Drugs,  stated  that  Mr.  Gage  would  be 
allowed  to  testify  at  least  with  respect  to 
the  threshold  Issue.  He  noted  that  Mr. 
Gage  had  been  shown  to  be  neither  qual- 
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ified  nor  unqualified  as  an  expert.  How- 
ever, when  Mr.  Gage  stated  that  one  of 
the  groups  in  a  double-blind  control 
group  test  would  have  to  receive  .8  mg 
of  pure  sodium  levothyroxine  intrave- 
neously,  the  Administrative  Law  Judge 
stopped  him.  What  happened  next  is  dis- 
cussed above  with  reference  to  page  854, 
which  for  reasons  unclear  to  the  Com- 
mLssioner  was  cited  out  of  order  by  Ap- 
plicant, Pages  855-858  contain  further 
testimony  by  the  witness  concerning  his 
opinion  as  to  the  possibility  of  a  double- 
blind  test  of  Cothyrobal.  The  Adminis- 
trative Law  Judge  allowed  this  to  go  on 
the  record,  despite  an  objection  by  coun- 
sel for  the  Bureau  of  Drugs.  On  858.  Mr. 
Gage  was  told  by  the  Administrative 
Law  Judge  that  his  own  opinion,  since 
he  could  not  qualify  as  an  expert,  would 
not  be  taken  on  the  question  of  whether 
the  effect  of  vitamin  B  :  on  thyroxin  was 
to  eliminate  thyrotoxic  side  effects.  This 
ruling  by  the  Administrative  Law  Judge, 
in  light  of  Mr.  Gage's  lack  of  expertise, 
was  correct.  On  page  865,  Mr.  Gage  indi- 
cated his  disagreement  with  including  in 
the  hearing  the  issue  of  whether  the 
NDA  as  .submitted  should  have  been 
approved.  He  also  expre.ssed  his  inability 
to  understand  that  a  combination  of  two 
drug  substances  constitutes  a  new  drug. 
The  Administrative  Law  Judge  correctly 
indicated  that  the  approvability  of  the 
NDA  was  an  issue.  At  873-875,  Mr.  Gage 
sought  to  testify  that  Cothyrobal  had 
been  used  for  5  years  without  any  show- 
ing of  toxic  reactions.  The  Administra- 
tive Law  Judge  correctly  prevented  him 
from  testifying  on  this  point,  on  which 
he  would  have  no  personal  knowledge. 
Pages  911-917,  1647.  and  1753  deal  with 
the  question  of  Mr.  Gage's  rebuttal  testi- 
mony, discu.ssed  above. 

Diabetic  retinopathy/  <  284-288.  447, 
922-923).  The  questions  raised  by  the 
pages  referred  to  by  Applicant  have  been 
di.scussed  above.  As  previously  indicated, 
the  decision  of  the  Administrative  Law 
Judge  not  to  receive  evidence  on  the 
disease  diabetic  retinopathy,  except  a.s  it 
relates  to  either  of  the  two  labeled  indi- 
cations for  Cothyrobal.  was  correct. 

Dr.  Barnard's  data  (197.933k'Dt.  Bar- 
nard was  apparently  a  consultant  to  the 
proponents  of  an  earlier  NDA  for  Co- 
thyrobal. On  page  197.  reference  is  made 
to  a  letter  from  him  to  FDA.  which  ap- 
parently summarizes  hi.*;  understanding 
of  the  changes  which  FDA  sought  in  an 
NDA  for  Cothyrobal  after  a  hearine  on 
it  in  1963.  TTiat  letter  is  irrelevant,  even 
assuming  that  other  problems,  such  as 
hearsay,  would  not  bar  its  receipt  into 
evidence.  What  a  consultant  for  a  pro- 
ponent of  Cothyrobal  thought  was  neces- 
sary to  comnlete  an  NDA  in  1963  is  not 
controlhng  on  FDA  at  this  point  and  is 
of  no  probative  value  on  the  questions 
raised  in  this  hearing.  At  933.  there  is 
discussion  about  certain  exhibits  which 
are  connected  in  some  way  with  Dr. 
Barnard.  Counsel  for  the  Bureau  of 
Drugs  objected  to  admission  of  these  ex- 
hibits, noting  that,  to  the  extent  that 
they  state  Dr.  Barnard's  opinion,  they 
would  constitute  hearsay.  The  Adminis- 
trative Law  Judge,  on  the  next  page,  in- 


dicated that  he  would  receive  one  of  the 
exhibits  and  that  he  would  review  the 
others.  The  Commissioner  can  find  no 
irregularity  in  the  actions  of  the  .^d- 
ministrative  Law  Judge  at  this  point. 

Congressional  Record  '  261  >  This  page 
reference  deals  with  the  statement  of  the 
.Administrative  Law  Judge  tiiat  he  would 
take  official  notice  of  the  Congressional 
Record,  but  that  he  could  not  regard 
statements  made  therein,  which  of 
course  could  not  be  cross-examined,  as 
evidence  in  the  hearing  This  ruling  was 
correct. 

Dr.  Darrow  i458'>  On  this  page,  the 
Administrative  Law  Judge  ruled  for  Ap- 
plicant, overruling  an  objection  by  coun- 
sel for  the  Bureau  to  testimony  by  Dr. 
Darrow.  on  the  understanding  that  the 
testimony  would  be  limited  to  establi-sh- 
ing  his  expertise  and  to  opinions  con- 
cerning the  material  submitted  with  the 
NDA.  It  is  not  clear  why  this  page  ref- 
erence Ls  cited  by  Applicant. 

Dr.  Brusch's  data  <  1686-1691).  Dr. 
Brusch  is  apparently  a  physician  m  Bos- 
ton, who,  because  of  the  inconvenience 
of  leaa%'ing  liis  practice  and  coming  to 
Rockville  to  testify,  refused  to  do  so  'Tr. 
at  1689-1690) .  Dr.  Brusch  did  write  a  let- 
ter to  Dr.  Israel,  which  Applicant  sought 
to  have  placed  in  evidence.  It  was  not  re- 
ceived (Tr.  at  1688*  since  it  was  hearsay. 
Applicant's  counsel  sought,  if  this  letter 
could  not  be  admitted,  to  have  counsel 
for  the  Bureau  of  Diiigs  ordered  to  go  to 
Boston  to  attend  a  deposition  of  Dr. 
Brusch.  While  the  Administrati-ve  Law 
Judge  indicated  that  the  possibihty  of  a 
deposition  in  Boston,  or  even  the  passi- 
bilitv  of  holding  the  hearing  in  Boston, 
would  be  considered  if  a  proper  founda- 
tion were  made  'Tr  at  16891.  he  cor- 
rectly ruled  that  the  reluctance  of  Dr. 
Brusch  to  leave  his  employment  did  not 
constitute  a  proi>er  basis  iTr.  1690- 
1691).  Quite  obviously  all  of  the  impor- 
tant experts  on  this,  or  practically  any 
other  .subject  involved  in  FDA  hearings, 
have  important  occupations,  yet  each 
makes  himself  or  herself  available  at  the 
time  and  place  set  for  the  hearing. 

3.  Dr.  Schwaid's  letter;  Applicant  re- 
printed a  letter  to  the  Commissicxier  from 
Dr.  Schwaid  '  Exceptions  at  166-171 )  and 
adc^ted  Dr.  Schwaid's  remarks  as  part 
of  its  exceptions.  Dr.  Schwaid,  a  deaitist, 
testified  at  the  hearing.  The  thrust  of  his 
letter  to  the  Commissioner  was  that  the 
Administrative  Law  Judge  misunder- 
stood two  ccwicepts :  the  first  being  •cause 
and  effects, '  and  the  second  bemg  "tlie 
liieorem  of  subjective  and  objective  find- 
ings." The  discussiCKi  of  cause  and  ef- 
fects uidicates  tiiat  Dr  Schwaid  misim- 
derstood  the  reason  why  d,  testimonial 
evidence  was  in  most  cases  excluded  from 
the  record.  (2>  evidence  relating  to  dia- 
betic retinopathy  was  excluded ;  and  ( 3  ' 
evideJice  not  .submitted  wilii  the  NT)A  was 
excluded.  The  i-easons  for  these  exclu- 
sions have  been  discussed  previously  This 
tvi^e  of  evidence  was  noit,  as  Dr,  Schwaid 
seems  to  believe,  excluded  because  the 
Administrative  Law  Judge  did  not  under- 
stand tiiat  a  number  of  diseases,  such  as 
diabetic  retinopathy,  mac--  be  considered 
to  be  a  result  of  hypothyroidism  or  of  the 


hypercholestercrfemia  tliat  may  itself  re- 
sult from  hyTDothvTOldism.  Dr.  Schwaid's 
criticism  of  the  Adminustrative  Law 
Judge  for  not  receiving  testimonial  evi- 
dence of  "subjective  and  objective  find- 
ings" by  various  physicians  and  patients 
IS  in  fact  a  criticism  of  the  laws  require- 
ment tliat  effectiveness  be  shown  by  ade- 
quate and  well -ccMi trolled  studies.  Since 
the  existence  of  adequate  and  well-con- 
trolled studies  is  a  requisite  for  approval 
of  the  marketing  of  a  drug,  the  sort  of 
experience  which  Dr.  Schwaid  endorses 
is  ii-relevant  to  that  consideration. 

4.  Discovery:  Applicant  complains 
Exceptions  at  36  et  seq.)  that  its  re- 
ques^ts  for  discovery  from  the  agency 
have  been  denied.  Applicant  has  p<Mnted 
to  no  statute  or  regulation  tliat  provides 
for  discovery  in  a  hearing  on  the  refusal 
to  approve  an  NDA.  See.  generally,  on  the 
question  of  discovery  on  administrative 
hearings,  Davis,  Administrative  Law 
Treatise,  section  815: 

The  APA  contains  no  provision  for  pre-trial 
discovery  in  the  administrative  process,  and, 
of  course,  the  provisions  of  the  Federal  Rules 
of  CivU  Procedure  for  discovery  do  not  apply 
U3  the  administrative  proceedings.  Therefore. 
in  absence  of  special  sMitutory  provtslon,  and 
In  absence  of  special  administrative  regula- 
tion, no  procedure  for  discovery  Is  normally 
available  in  a  federal  administrative  proceed- 
ing (footnote  omitt«<l) . 

Since  neitlier  Applicant  nor  any  other 
party  first  sought  discovery  from  the 
agency,  was  denied  discovery,  and  then 
sought  an  order  from  the  Administrative 
Law  Judge,  a  discovery  power  in  the  Ad- 
ministrative Law  Judge  leven  if  it  did 
exist  I  would  not  have  been  properly  in- 
voked ai  tills  proceeding. 

There  is,  however  a  right  to  obtain 
documents  under  the  Freedom  of  In- 
formation Act  -  FOIA  t .  which  is.  in  many 
ways,  more  beneficial  to  a  party  to  » 
hearing  than  discoveo'  would  be,  since 
requests  are  limited  by  no  requirements 
that  relevance  be  shown  and  the  discov- 
ery involved  is,  of  course,  only  against 
the  government.  Documents  not  obtain- 
able under  FOIA  would  not  be  obtain- 
able under  discovery  rules  either,  see 
e.g..  5U.S.C.  552(bi  ; 

This  section  does  not  apply  to  matters  that 
are  •  •  *  (5)  inter-agency  or  intra-agency 
memoraudums  or  letters  which  would  not 
be  available  by  law  to  a  party  other  than 
an  agency  in  litigation  with  the  agency 
*   *   *. 

Applicant  has  not,  in  any  case,  snown 
how  it  was  legitimately  prejudiced  by 
the  failure  to  grant  its  discovery  requests. 
To  the  extent  that  Applicant  and  other 
mterested  parties  were  seeking  informa- 
tion concerning  the  approval  of  other 
NDA's,  that  information  would  not  be 
relevant  to  this,  hearing. 

5.  The  NDA:  Applicant  alleges  that 
"there  wr-s  .some  evidence  that  Edison's 
ropy  (of  the  NDA)  did  not  precisely 
match  the  purported  original,  which  was 
marked  up.  taken  apart,  and  wa"?  being 
used  by  and  was  under  the  control  of 
FDA  counsel  <257'."  (emphasis  added > 
(Exceptions  at  29  > .  Applicant  points  to 
no  evidence  that  would  indicate  that  this 
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NDA  has  been  tampered  with  in  any 
way.  Its  reference  to  •'257'  is  to  Tr.  at 
1:57.  in  which  coun.sel  for  the  Bureau  of 
Drugs  represented  to  the  Administrative 
Law  Judge  that  the  Hearing  Clerk  had 
come  to  the  hearing  room  itself  and  had 
confirmed  that  the  copy  of  the  NDA  be- 
ing used  by  Bureau  of  Drugs  counsel  was 
in  fact  the  official  set.  The  Hearing  Clerk 
was  available  to  testify  under  oath  if 
necessary,  had  Applicant's  counsel 
sought  to  raise  any  questions  concerning 
the  identity  and  completeness  of  the 
NDA  Counsel  for  Applicant  <Tr.  at  258 1 
accepted  the  representation  of  counsel 
for  the  Bureau  of  Drugs  that  the  NDA 
under  Bureau  Counsel's  control  was  the 
official  copy. 

The  NDA  is,  in  its  complete  form,  part 
of  the  administrative  record  of  this 
proceeding.  It  has  been  reviewed  in  the 
preparation  of  this  order.  All  evidence 
suggests  that  the  NDA  is  as  submitted, 
altered  only  by  being  placed  in  three  of- 
ficial binders. 

The  Commissioner  finds  no  ii-regular- 
Ity  in  the  use  of  this  complete  NDA  by 
coimsel  for  the  Bureau  of  Drugs  at  the 
hearing  Since  the  AdminLstrative  Law 
Judge  did  not  require  those  volumes  at 
that  hearing  'Tr.  at  259  ' ,  the  signing  out 
of  the  record  to  the  Bureau's  attorneys 
was  appropriate  There  is  no  suggestion 
that,  during  the  time  the  NDA  was  used 
by  Bureau  counsel.  Applicant  or  any 
member  of  the  public  sought  to  view  it 
in  tlie  Hearuig  Clerk's  office  and  was  de- 
nied an  opportunity  to  view  it  because 
of  that  use  In  light  of  tliis  lack  of  any 
seeming  prejudice  in  the  Bureau  coun- 
sel's use  of  the  NDA.  and  in  view  of  the 
undue  cost  of  making  a  ropy  of  the 
three-volume  document  for  Bureau 
counsel's  use.  the  arrancement  worked 
out  seems  to  have  been  an  eminently  sen- 
sible one. 

E.  Definition  of  Hypothyroidism.  Ap- 
plicant I  Exceptions  at  171-175i  discusses 
what  it  describes  as  disagreement  be- 
tween FDA  expert  witnesses  and  the 
proponenus  of  Cothyrobal  as  to  the 
meaning  of  hypothyroidism.  Applicant 
suggests  a  definition  that  encompasses 
situations  where  a  patient  exhibits  sjTnp- 
toms  of  thyroid  deficiency  but  has  thy- 
roid test  readings  within  the  euthyroid 
range.  Tlie  proposed  indications  for 
Cothyrobal's  use  are  themselves  In  con- 
flict with  the  theory  that  Applicant  sets 
out  In  its  Exceptions.  Applicant  states 
(Exceptions  at  173 » : 

The  relief  of  the  symptoms  of  the  thvrold 
deficiency  1  by  treatment  with  thyroid  medi- 
cation) In  patients  with  normal  (euthyroid  1 
test  readings.  Is  the  proof  (known  as  the 
therapeutic  test)  that  non-specific  or 
ma-sked  or  latent  hypothyroldl.sm  had  exl.-^ted 
In  that  Indlvldtial. 

Yet  Cothyrobal  Ls  recommended  for 
the  treatment  of  hypercholesterolemia, 
apparently  a  symptom  of  such  nonspe- 
cific, masked  or  latent  thyroid  defi- 
ciency, In  euthyroid  patients.  According 
to  Applicant's  theory,  the  existence  of  a 
symptom  of  hsrpothyroldlsm  which  could 
respond  to  treatment  with  Cothyrobal 
should  be  Inconsistent  with  the  existence 
of  a  euthyroid  state. 


The  references  to  the  record  cited  by 
Applicant  are  simply  not  sufficient  to 
support  the  alternative  definition  theory 
expressed  in  the  Exceptions.  Applicant's 
witnesses  were  not  in  fact  entirely  con- 
sistent in  their  own  testimony  on  this 
point.  In  some  places.  Dr.  Israel  dis- 
parages the  tests  which  could  be  used  to 
"document"  thyroid  readings  (Tr.  at 
758  >.  His  contention,  therefore,  was  not 
that  certain  persons  can  have  ''masked 
or  latent  hypothyroidism"  (Exceptions 
at  172'.  while  having  thyroid  readings 
witiun  a  normal  range,  but  rather  that 
the  tliyroid  test  readings  were  In  them- 
selves unreliable. 

It  LS  apparent,  in  any  case,  that  any 
confusion  about  the  definition  of  hy- 
pothyroidism would  not  have  any  decid- 
ing significance  on  the  "threshold  ques- 
tion" as  to  whether  double-bUnd  control 
studies  could  be  done  to  test  Cothyrobal 
(cf.  Exceptions  at  171  >.  Applicant  would 
still  need  to  perform  such  studies  with 
subjects  who  would  be  documented,  in 
a  maimer  acceptable  to  experts,  to  be 
hypothyroid.  Documentation  would  have 
to  be  accomplished  either  through  the 
accepted  thyroid  tests  or— if  Applicant 
holds  to  its  theory  of  "masked  hypothy- 
roidism ' — by  some  other  showing,  such 
as  that  the  subjects  had  symptoms  that 
were  carefully  measured  and  recorded  in 
the  subjects'  recor(is  and  were  clearly  at- 
tributable to  thyroid  deficiency.  These 
subjects  would  then  be  tested  in  a  con- 
trolled expenment  (see  discussion  of 
double-blind  control  test  above).  It  is 
true  that,  if  one  were  to  accept  Appli- 
cant's definition  of  hyixjthyroidism,  some 
of  the  criticisms  of  the  diagnoses  re- 
ported in  Applicant's  studies  would  be 
obviated.  However,  so  many  other  defi- 
ciencies exist  in  each  that,  even  accept- 
ing Applicant's  position  on  this  point 
arguendo,  none  of  the  studies  submitted 
could  be  characterized  as  adequate  and 
well-controlled. 

V    Exceptions  by  Parties  Other  Than 
Applicant 

A  Exceptions  of  Dr.  Schwaid.  In  a  let- 
ter addressed  to  the  Administrative  Law 
Judge,  dated  May  10.  1976,  Dr.  Schwaid, 
who  had  been  a  witness  at  the  hearing, 
formally  excepted  to  the  initial  decision 
of  the  Administrative  Law  Judge.  His 
charge  that  the  Administrative  Law 
Judge  was  prejudiced  has  been  dealt  with 
previously,  as  have  the  points  he  made  In 
an  earlier  letter  to  Commissioner 
Schmidt.  E>r.  Schwaid  Indicates  his  feel- 
ings that  the  Administrative  Law  Judge 
mcorrectly  found  tliat  it  would  not  be 
too  dangerous  to  perform  a  double-blind 
test  Involving  Cothyrobal.  The  Commis- 
sioner's decision  on  this  matter  Is  dis- 
cussed above  Dr.  Schwaid  asked  whether 
the  fact  that  other  materials  will  lower 
cholesterol  Is  a  reason  for  denying  ap- 
proval of  Cothyrobal.  It  Is  not,  and  the 
initial  decision  does  not  indicate  that  It 
is.  The  fact  that  cholesterol  levels  can  be 
lowered  by  a  number  of  different  vari- 
ables does,  however,  have  relevance  to  the 
question  of  whether  the  uncontrolled 
tests  submitted  by  Applicant,  which  seem 
In  some  Instances  to  show  a  lowering  of 


cholesterol  levels,  are  to  be  credited  with- 
out information  on  those  variables.  Dr. 
Schwaid  criticizes  the  initial  decision  for 
including  among  the  reasons  for  refusing 
to  approve  the  NDA  the  failure  of  Appli- 
cant to  include  on  it.s  proposed  packag- 
ing the  labeling  required  by  statute.  The 
Administrative  Law  Judge,  of  course,  had 
no  authority  to  waive  the  statute's  re- 
quirements, and  his  inclusion  of  this  de-  _ 
ficiency  in  the  decision  was  correct. 

B.  Exceptions  of  Dr.  Robinson.  This 
exception  consists  entirely  of  an  ad 
hominem  attack  on  the  Administrative 
Law  Judge,  who  is  accused  of  having  told 
"a  carefully  constructed,  brazen,  un- 
equivocal lie  in  open  hearing,  stating  that 
we  had  not  in  fact  submitted  [a  written 
motion  requesting  production  of  docu- 
ments from  FDA]  but  rather  a  mere  list 
on  which  he  could  not  act".  (Exception 
of  Robinson  at  1> .  The  Incident  to  which 
Dr.  Robinson  refers  occurred  during  the 
preheating  conference.  'What  Dr.  Robin- 
son characterizes  as  a  lie  was  apparently 
a  failure  of  communication  between  him 
and  the  Judge.  The  Administrative  Law 
Judge  stated  that  the  document  sub- 
mitted by  Dr.  Robinson  was  not  sufficient 
for  him  to  act  on:  "[Ylou  haven't  given 
me  •  •  •  any  Indication  in  your  motion 
why  you  are  coming  to  me.  You  are  sup- 
posed to  put  forth  in  a  motion  the  fact 
that  you  requested  the  information  from 
someone,  you  didn't  get  it,  so  you  are  now 
asking  the  Administrative  Law  Judge  to 
take  action.  There  Is  nothing  in  that 
document  that  says  that,  and  that  is 
why  I  didn't  consider  it  as  a  motion  and 
I  don't  yet  consider  it  a  motion  to  me." 
(Transcript  of  prehearing  conference  at 
163-1 64  > .  This  explanation  appears  clear 
to  the  Commissioner.  Certainly,  it  does 
not  amount  to  a  "brazen  lie."  and  in  no 
way  indicates  that  the  Administrative 
Law  Judge  was  prejudiced  in  this  hear- 
ing. 

C.  Other  Interested  Persons.  As  noted 
above,  the  detailed  Exceptions  discussed 
as  those  of  Applicant  were  also  submitted 
in  the  name  of  Edward  "'Whitey"  Ford.  A 
number  of  individuals,  represented  by 
Mr.  Levy,  joined  In  those  Exceptions. 

■VI.  Conclusion 

Based  on  the  foregoing,  the  Commis- 
sioner concludes  that: 

1.  "Threshold  question":  A  double- 
blind  test  comparing  a  control  group  re- 
ceiving oral  thyroid  medication  plus  a 
placebo  injection,  a  control  group  receiv- 
ing oral  thyroid  medication  plus  the 
amount  of  levothyroxine  in  Cothyrobal 
and  a  treated  group  receiving  oral 
thyroid  medication  plus  Cothyrobal 
would  be  proper  if  noncardiac  young 
adults  were  used,  if  preliminary  testing 
had  shown  that  the  cyanocobalamin 
component  of  Cothyrobal  blocked  thyTO- 
toxic  effects  and  if  an  acceptable  theory 
were  advanced  to  justify  concurrent  ad- 
ministration of  oral  thyroid  and  the 
levothyroxine  in  Cothyrobal  While  a 
double -blind  test  involving  cardiac  pa- 
tients comparing  a  control  group  receiv- 
ing oral  thyroid  medication  plus  the 
amount  of  levothyroxine  In  Cothyrobal 
with    a    treated    group    received    oral 
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thyroid  medication  plus  Cothyrobal 
would  not  be  safe,  neither  would  any 
test  involving  the  administration  to  such 
patients  of  oral  thyroid  medication  plus 
Cothyrobal,  pending  the  successful  com- 
pletion of  preliminary  testing.  This  test- 
ing has  not  been  completed  or  even  at- 
tempted. 

2.  Sufficiency  of  NDA:  For  many  im- 
portant reasons,  including  lack  of  sum- 
mission  of  substantial  evidence  that 
Cothyrobal  Is  efficacious,  lack  of  submis- 
sion of  testing  by  aU  reasonable  methods 
to  show  that  the  administration  of 
Cothyrobal  aa  indicated  in  its  pro!X)sed 
labeling  is  safe,  and  various  failures  to 
comply  with  the  statutes  and  rules  re- 
garding submission  of  NDA's.  the  new 
drug  application  submitted  by  Applicant 
for  Cothyrobal  carmot  be  approved. 

3.  The  hearing:  The  administrative 
hearing  granted  to  Applicant  was  com- 
plete and  fair. 

The  foregoing  opinion  in  its  entirety 
constitutes  the  Commissioner's  findings 
of  fact  and  conclusions  of  law. 

VU.  Order 

It  is  hereby  ordered,  after  a  full  and 
fair  administrative  hearing,  that  ap- 
proval of  NT3A  16-865  submitted  by  Edi- 
son Pharmaceutical  Company,  Inc.,  for 
the  drug  Cothyrobal  is  refused. 

Djited:  May  27,  1977. 

Donald  Kennedy. 
Commissioner  of  Food  and  Drugs. 

Appendix 

Three  separate  NDA's  have  been  filed  with 
FDA  by  various  sponsors  for  Cothyrobal  prior 
to  the  filing  of  NDA  16-805,  Each  was  either 
denied  or  withdrawn.  A  recounting  of  the 
dLspositlon  of  these  three  prior  NDA's  and 
of  the  events  leading  to  the  hearing  on  the 
fourth  is  useful  background  to  the  hearing. 

The  original  NDA  (NTDA  11-311)  for  Cothy- 
robal was  submitted  by  Brewer  &  Co.,  Inc  , 
on  November  18.  1957.  The  application  was 
reviewed  and  found  not  approvable  becau.se 
the  information  presented  was  Incomplete. 
By  letters  of  January  17.  1958,  April  2,  1958, 
and  December  2.  1959,  the  applicant  was  noti- 
fied that  the  application  was  incomplete  un- 
der section  506(b)  (1).  (2),  (3),  (4),  and  (6) 
of  the  Federal  Pood.  Drug,  and  Ccsmetlc  Act 
(21  U.SC.  355(b)  (1).  (2),  (3).  (4).  and  (6)  ). 
On  November  14.  1960,  the  applicant  with- 
drew its  application  and  subsequently  trans- 
ferred Its  rights  In  the  drug  to  Va.sculai 
Pharmaceutical  Co.,  Inc. 

On  September  5.  1961,  'C'ascular  Pharma- 
ceutal  Co.  Inc..  siibmitted  an  ND.^  (NDA 
13-118)  for  Cothyrobal.  By  letters  of  Novem- 
ber 3,  1961,  May  25,  1962,  and  March  12.  1963. 
and  by  telephone  conversatloiLs  on  Decem- 
ber 14,  1962.  and  May  20.  1963.  the  applicant 
was  notified  that  the  application  was  incom- 
plete and  was  provided  with  a  detailed  state- 
ment of  the  application's  deficiencies.  On 
May  21.  1963,  the  applicant's  counsel  re- 
quested a  hearing  on  the  approTability  of 
the  application  and  on  July  19,  1963,  a  notice 
of  hearing  wa.'^  is.sued.  A  hearing  beeaii  on 
November  18,  1963,  but  was  terminated  on 
November  21,  1963,  when  the  applicant  with- 
drew Its  NDA  without  prejudice 

On  December  26.  1963.  'Vascular  Pharma- 
ceutical Co.,  Inc.,  filed  a  second  NDA  (NDA 
15--497)  for  Cothyrobal.  This  application  wa» 
reviewed  and  found  not  approvable  becau.se 
the  Information  preoented  was  lnteompl«te 
under  section  505(b)   (1)  through  (8)  of  ttoe 


act,  and  the  applicant  was  so  informed  by 
letter  on  June  15,  19t>4  On  July  29.  1964.  tne 
applicant  withdrew  its  application.  Numer- 
ous discussions  and  letters  followed  betwejn 
representatives  of  Vascular  Pharmaceutical 
Co.,  Inc.,  and  ¥DA  concerning  the  status  cf 
Cothyrobal;  by  letter  dated  AprU  15,  1968, 
'Vascular  Pharmaceutical  Co..  Inc..  requested 
that  its  NDA  (NDA  15-497)  be  reactivated. 
On  September  5.  1968.  the  applicant  ■was  in- 
formed by  letter  that  its  application  was  still 
not  approvable  because  the  Information 
presented  was  Incomplete  under  section  505 
(b)  (1),  (2).  (3),  (4),  and  (6).  On  Septem- 
ber 15,  1968,  the  applicant  requested  that  Its 
application  be  filed  over  protest  and  that  a 
hearing  be  held  on  the  issue  of  the  approva- 
billty  of  its  NDA  A  notice  of  opportunity  for 
hearing  on  Cothyrobal  was  published  In  the 
Federal  Recisteb  on  January  8,  1969  (34  FR 
^73):  by  a  letter  dated  March  19.  1969,  FDA 
officially  served  Vascular  Pharmaceutical  Co., 
Inc  ,  with  an  order  designating  a  hearing 
examiner  and  setting  a  hearinc;  date  for  no 
later  than  May  7,  1969  However,  on  Janu- 
ary 27.  1969.  Vascular  Pharmaceutical  Co.. 
Inc..  assigned  its  interest  In  ihe  drug  to  Edi- 
son Pharmaceutical  Co.,  Inc..  New  York,  N.'V. 
(Edison) .  and  on  April  22.  1969.  counsel  rep- 
resenting both  companies  officially  withdrew 
without  prejudice  all  NDA's  that  had  been 
submitted  for  Cothyrobal  and  the  hearing 
was  not  held. 

On  May  19,  1969.  a  new  drug  application 
(NDA  16^651  for  the  drug  Cothyrobal  was 
submitted  by  Edison.  The  application  was 
reviewed  and  found  not  approvable  because 
the  Information  presented  was  deemed  In- 
adequate under  section  505(b)  (1)  through 
(6)  of  the  act.  By  letter  dated  December  1, 
1969.  the  applicant  wa.s  notified  of  this  de- 
termination, the  reasons  therefor,  and  that 
the  application  was  closed. 

In  June  1972.  pursuant  to  the  suggestion 
In  the  opinion  of  the  United  States  Court 
of  Appeals  for  the  District  of  Columbia, 
Israel  r.  Baxter  Laboratories,  Inc..  466  F  2d 
272  (C.A.D.C  .  1972),  the  applicant  requested 
that  NDA  16-865  be  reactivated  and  again 
reviewed.  The  court  staled  that  the  applica- 
tion was  to  be  subject  to  any  amendment 
permitted  by  FDA  Nonetheless,  no  additional 
data  was  submitted  by  the  applicant 

.^fter  review  by  personnel  unconnected 
with  any  previoxis  review  of  any  new  drug 
application  for  Cothyrobal.  NDA  16-865  was 
again  found  not  approvable  because  the  in- 
formation presented  was  deemed  inadequate 
under  section  505(b)  (1)  through  (6)  of  the 
act  and  the  regulations  promulgated  under 
5  1304  (now  21  CFR  314  1,  ptirsuant  to  re- 
codification published  in  the  Pedbr.^l  Reg- 
iSTix  of  March  29,  1974  (39  FR  II68O1  )  By 
letter  dated  January  26.  1973.  the  applicant 
was  notified  of  this  determination,  tlie  rea- 
sons therefor,  and  that  the  application  was 
closed. 

On  February  15.  1973.  the  applicant  filed 
NDA  16-865  over  protest,  pursuant  to  5  130.5 
(d)  (now  21  CPR  314.110(d)).  The  applica- 
tion was  subsequently  re-evaluated  by  per- 
sonnel unconnected  with  any  previous  re- 
view of  any  new  drug  application  for  Ctothy- 
robel,  and  again  found  to  be  not  approvable. 
By  letter  dated  March  16.  1973.  the  applicant 
was  notified  of  this  determination. 

Subsequently,  the  Comml.ssloner  l^^sued  his 
conclusion,  published  In  the  Ptdehai,  Rec- 
ISTBS  Of  June  28.  1973  (38  PR  17027).  that 
the  aprpllcatlon  i  NDA  16-865)  was  not  ap- 
provable  becaii.'ie  the  information  presented 
is  inadequate  under  section  505(b)  (1) 
through  (6)  of  the  act.  and  the  regulations 
promulgated  pursuant  to  that  section  under 
5  130.4  (now  21  CPR  314  n  Notl-e  was  given 
to  Bdlson.  bolder  of  NDA  l»-865  for  Oothyro- 
b«l.  The  notice  provided  an  opportunity  for 


hearing  on  the  refusal  to  ajiprove  NDA  16- 
865  for  Cothyrobal 

On  July  25,  1973,  a  written  app>e&r&nce  and 
request  for  hearing  was  submitted  by  Ed- 
ward Ford,  Member  of  the  Board  of  Direc- 
tors, Vascular  Research  Foundation,  on  be- 
half of  himself  and  appro.ximately  200  other 
individuals.  Submitted  with  the  request 
were  approximately  200  letters  of  a  testi- 
monial nature  relating  to  the  drug 
Cothyrobal. 

On  July  30,  1973.  a  written  ap[>earancc  and 
request  for  hearing  was  subrrutted  by  Edi- 
son, the  holder  of  NDA  16-865.  The  request 
contained  no  new  data  and  consisted  en- 
tirely of  medical  and  legal  arguments  as  to 
why  data  previously  submitted  meets  the  re- 
quirements for  approval  of  an  NDA.  Con- 
sequently, the  request  for  an  ertdentlary 
hearing  was  denied  on  October  26,  1973  in 
an  opinion  published  in  the  Federal  Reg- 
ister of  November  1.  1973  (38  FR  30121). 

Edison  thereupon  appealed  to  the  Court  of 
Appeals  for  the  District  of  Columbia,  which, 
in  an  opinion  dated  June  2.  1975.  held  that 
factual  questloiw  as  to  whether  double-blind 
tests  for  new  drugs  were  too  dangerous  to 
perform  presented  a  sufficiently  material  fact 
in  dispute  to  require  an  evidentiary  hearing 
on  the  drug  manufacturer's  new  drug  appli- 
cation before  the  Commissioner  could  Issue 
a  final  order:  and  that  on  remand  for  rehear- 
ing to  determine  the  "threshold  issue"  of 
safety  of  double-blind  tests  for  the  new 
drug,  the  Commissioner  was  required,  as  an 
exception  to  the  \is\ial  case,  whichever  «-»y 
he  decides  the  "threshold  Issue,"  to  hold  a 
full  evidentiary  hearing  on  all  relevant  l.ssvies 
related  to  petitioner's  NDA  (Edison  Phar- 
maceutical Co.,  trie.  T  Food  and  Drug  Ad- 
ministration. 513  P.2d  106a.  1072  (CAX>C. 
1975)  ). 

|FR  Doc.77-15688  Filed  6-2-77:8:45  am) 


lOTH  NATIONAL  SHELLFISH  SANITATION 
WORKSHOP 

Meeting 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY  This  notice  announces  the 
forthcoming  meeting  of  the  10th  Na- 
tional Shellfish  Sanitation  Workshop, 
sponsored  by  the  Food  and  Drug  Admin- 
istration (FDAi . 

DATES:  June  29-30,  1977.  beginning  at 

9  a.m.  each  day. 

ADDRESS:  Marriott  Hunt  VaUey  Inn, 
Interstate  83  at  Shawan  Rd.,  Hunt  'Val- 
ley, Md.  21030. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

J  David  Clem.  Bureau  of  Foods  (HFF- 
417  >,  Food  and  Drug  Administration. 
Department  of  Health,  Education,  and 
Welfare.  200  C  St  SW  .  Washington, 
DC.  20204  ( 202-245-1557  > . 

SUPPLEMENTARY  INFORMATION : 
The  purpose  of  the  workshop  is  to  provide 
a  forum  for  discussion  of  shellfish  control 
measures  and  results  in  significant  shell- 
fLsh  research  projects.  Agenda  items  to 
be  covered  at  the  workship  include: 

status  of  the  NaUonal  Shellflah  Sanitation 
Program  (NSSP)  and  development  of  NSSP 
regulations. 
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Department  of  Commerces  Reporl  to  Con- 
gress regarding  Compreheaslve  Review  of 
US  Shellflsh  InduBtry 
Microbiology  quality  and  methods  for  ex- 
amination of  shellflsh. 
Chemical  analysis  of  shellfish  In  the  United 
States. 

The  workshop  is  designed  primarily 
for  the  benefit  of  persons  involved  in  the 
sanitary-  control  of  .shellfish.  However, 
this  meeting  Ls  believed  to  be  of  .sufficient 
lm(X)rtance  and  interest  to  the  public  to 
be  annoiuiced  In  the  Federal  Register. 
Proceedings  of  the  workshop  will  be 
available  upon  reque>t  to  the  FDA  con- 
tact person. 
Dated:    May    24     1977 

Joseph  P  Hile. 
Associate  Cormnissioner 

for  Compliance. 

IFR  Doc  77-15690  Piled  6-2-77.8  45  ami 


NOTICES 

oi  the  office  of  the  Hearing  Clerk  (HPC- 
20 1 ,  Food  and  Drug  Administration,  Rm. 
4-65,  5600  Fi.'JherK  Lane,  Rockvllle,  Md. 
20857,  between  the  hours  of  9  a.m.  and 
4  pm..  Monday  through  Friday. 

Dated:  May  25,  1977. 

Howard  R.  Roberts. 
Acting  Director, 
Bureau  of  Drugs. 

|FR  Doc.77-15692  Filed  6-2-77;8;45  am) 


(Docket  No.  77F-0021  1 

WITCO   CHEMICAL   CORP 

Filing  of   Petition   for  Food  Additive 

AGENCY  Food  and  Drug  Administra- 
tion. 

ACTION    Notice 

SUMM-ARY:  Witco  Chemical  Corp.  hiis 
filed  a  petition  'FAP  7B3286i  proposing 
an  amendment  of  tlie  food  additive  regu- 
lation.s  to  provide  for  the  safe  use  of 
p<)l\iirethiuu-  re^^ms  a.'^  food-pax'kaging 
adfie.--ive.':  produced  by  using  certain  re- 
actants. 

FOR  FURTHER  INFX:>RMATTON  CON- 
TACT 
John   J.   McAulitle.   Bure.iU   of   Foods 
<HFF-334'.    Food   and    Drug    Admin- 
Lstration,  Department  of  Health,  Edu- 
cation, and  Welfare.   200  C  St.   SW., 
Washington      DC      20204.     (202-472- 
5690' 
SUPPLEMENTARY       INFORMATION ; 
Pursuant   to   provisions   of   the  Federal 
Food    Drug,  and  Cosmetic  Act  isec.  409 
lb' '5'.   72  Stat    1786    '21  U.S.C.  348ib' 
(5ii'.    notice   i.-   given   that   a   petition 
(FAP  7B3286I  has  been  filed  by  the  Wit- 
co Chemical  Corp..  400  N,  Michigan  Ave., 
Chicago.     111.     60611.     proix)sing     that 
5  175.105  Adhesives  '21  CFR  175.105,  for- 
merlv   §  121.2520  prior   to  recodification 
published    in    the    Federal    Register    of 
March     15.     1977     .42    FR     14302)  >     oe 
amended  to  provide  for  the  safe  use  of 
the  following  additional  reactances  in  pro- 
ducing polyurethane  resins  intended  for 
u.se   in   food-packiigmg   adhesives:    4.4'- 
methvlenebLs'cyclohexyl  isocyanate'.  .V- 
inethyldlethanolamme,  dimethyl  sulfate, 
tnethyhuiune    and    dimethylolpropionic 
acid. 

Tlie  environmental  impact  analysis  re- 
t>ort  and  other  relevant  material  have 
been  reviewed,  and  It  has  been  deter- 
mined that  the  proposed  use  of  the  ad- 
ditive will  not  have  a  significant  en- 
vironmental impact.  Copies  of  the  envi- 
ronmental impact  analysis  report  may  be 
seen  In  the  office  of  the  Assistant  Com- 
missioner for  Public  Affairs,  Rm.  15B-42 


HEALTH   CARE   AND  SERVICES 
Open  Meeting 
AGENCY:   Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY:  ThLs  is  an  announcement 
of  a  forthcoming  Regional  Ad  Hoc  Pro- 
fessional Meeting  to  be  chaired  by  the 
Comml.■^sIoner  of  Food  and  Drugs.  TTae 
meeting  will  be  open  to  all  interested 
health  professionals  for  an  exchange  of 
information. 

DATES:  June  10.  1977.  at  1  p.m. 
ADDRESS:  St  Francis  Hotel.  335  Powell 
St  ,  San  Francisco.  CA  94109. 
FOR  FURTHER  INFORMATION  CON- 
T.ACT 

M-  Knsti  Smith,  Consumer  Affairs 
OQicer.  Food  and  Drug  Administration. 
Rm  524,  50  United  Nations  Plaza,  San 
Francisco,  CA  94102,   (415-556-2062); 

01 

Alan  S.  Kaplan.  Office  of  Professional 
Programs   'HFG-15',  Food  and  Drug 
Administration.    5600    Fishers    Lane, 
Rockvllle.  MD  20857.   (301-443-5470). 
SLTPLEMENTARY       INFORMATION: 
The   purpose  of   the  meeting   is  to  ex- 
chantie  information,  among  health  pro- 
fessionals and  the  Regional  and  District 
Staff  Offices,  relative  to  the  established 
procedures  of  the  Food  and  Drug  Admin- 
istration (FDA)  for  eliciting  health  pro- 
fessional input  into  tlie  agency's  deci- 
sionmaking process,  to  identify  common 
problems  within  the  sphere  of  FDA's  re- 
sponsibility that  have  an  effect  on  the 
practitioner  and  or  the  delivery  of  health 
services,  to  seek  solutions  to  those  prob- 
lems, and  to  conduct  other  activities  of 
mutual  Interest  and  benefit. 
Dated:  May  27,  1977. 

Joseph  P.  Hile, 
Associate  CommissiOTier  for 
Compliance. 

,      (FR  Doc  77-15842  Plied  6-2-77;8:45  ami 


oCacials  of  Montgomery  County  to  'pro- 
vide guidance,  advice  and  assistance  in 
evaluating  the  potential  or  actual  health 
problems  posed  by  the  existence  of  as- 
bestos fibers  in  the  ambient  air." 

The  meeting  will  be  held  at  1:30  p.m 
June  8.   1977,   in  Wilson  Hall,  Building 
One,     National     Institutes    of     Health. 
Bethesda,  Maryland. 

The  meetmg  will  be  open  to  the  public. 
Attendance  by  the  public  will  be  limited 
to  space  available. 

Storm  Whaley.  Associate  Director  for 
Communications.  Building  One.  Roc»n 
309,  National  Institutes  of  Health. 
Bethesda,  Maryland  (301-496-4461)  will 
provide  additional  information. 

Dated:  May  31,  1977. 

Suzanne  L.  Feemeau, 
Committee  Management  Officer. 
National  Institutes  o1  Health. 

|FR  Doc  77-16883  PUed  6-2-77:8:45  am  | 


National  Institutes  of  Health 

INFORMATIONAL  DISCUSSION  ON  POS- 
SIBLE HEALTH  EFFECTS  OF  ASBESTOS 
FIBERS  IN  AMBIENT  AIR  IN  MONT- 
GOMERY  COUNTY 

Meeting 
Notice  is  hereby  given  of  a  meeting  to 
be   held  by   the   National  Institutes  of 
Health  at  the  request  of  the  governing 


Public   Health   Service 

QUALIFIED  HEALTH   MAINTENANCE 
ORGANIZATION 

Correction  Notice 

In  FR  Doc.  77-14170  published  at  42 
FR  25535-6  on  Wednesday,  May  18,  1977, 
the  following  correction  shotild  be  made: 

1.  On  page  25536,  on  Line  5  correct  the 
spelling  of  tlie  county  "Woodward"  to 
read  "Woodford". 

Dated:  May  25,  1977. 

William  B   Munier.  M.D.. 

Director.  Office  of 
Quality  Standards. 

|FR   Doo  77- 15682   PUed  6-2-77:8:45  am  I 

FEDERAL  MARITIME  COMMISSION 

I  Independent  Ocean  Freight  Forwarde:- 
License  No.  14241 

ATLANTIC    EXPORT  CO. 

Order  of  Revocation 

By  letter  dated  April  28,  1977.  Mr 
Paul  F.  Durkin,  Atlantic  Export  Co.,  126 
State  Street,  Boston.  Mass.  02109  was 
advised  by  tlie  Federal  Maritime  Com- 
mission that  Independent  Ocean  Freight 
Forwarder  License  No.  1424  would  t>e  au- 
tomatically revoked  or  suspended  unless 
a  valid  surety  bond  was  filed  witli  the 
Commission  on  or  before  May  27,  1977. 

Section  44<c> .  Shipping  Act.  1916.  pro- 
vides that  no  mdependent  ocean  freight 
forwarder  license  shall  remain  m  force 
iinless  a  valid  bond  is  in  effect  and  on 
file  with  the  Commission.  Rule  510.9  of 
Federal  Mantinie  Commission  General 
Order  4.  further  provides  that  a  license 
will  be  automatically  revoked  or  sus- 
pended for  failure  of  a  licensee  to  main- 
tain a  valid  bond  on  file. 

Atlantic  Export  Company  has  failed 
to  furnish  a  valid  surety  bond. 

By  virtue  of  authority  vested  in  me  by 
the  Federal  Maritime  Commission  as  set 
forth  in  Manual  of  Orders,  Commission 
Order  No.  201.1  (Revised)  }  5.01(c)  dated 
Jime30, 1975; 
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It  is  ordered.  That  Independent  Ocean 
Freight  Forwarder  License  No.  1424  is- 
sued to  Atlantic  Export  Co..  be  returned 
to  the  Commission  for  cancellation. 

It  is  further  ordered.  That  Independ- 
ent Ocean  Freight  Forwarder  License 
No.  1424  be  and  is  hereby  revoked  effec- 
tive May  27.  1977. 

It  is  further  ordered.  That  a  copy  of 
this  Order  be  published  in  the  Federal 
Register  and  served  upon  Atlantic  E.x- 
port  Company. 

Leroy  F.  Fl'ller. 
Director,  Bureau  of 
Certification  and  Licensing. 

i  PR  Doc.77- 15777  Piled  6-2-77:8:45  ami 


Certiftcate  No     Oicner  Operator  and  Vessels 


CERTIFtCATES  OF  FINANCIAL 
RESPONSIBILITY  (OIL  POLLUTION) 

Certificates  Revoked 

Notice  of  voluntary  revocation  is  here- 
by given  with  respect  to  Certificates  of 
Financial  Responsibility  'Oil  Pollution > 
which  had  been  issued  by  the  Federal 
Maritime  Commission,  covering  the  be- 
low indicated  vesseLs.  pursuant  to  Part 
542  Of  Title  46  CFR  and  Section  311  ipr 
1 1 1  of  the  Federal  Water  Pollution  Con- 
trol Act.  as  amended. 
Certificate  No.    Owner  Operator  and  Vessels 

01011 Aktieselskabet     det     Ostaslatlske 

Kompagni:  Simba. 

01059 London     &     Overseas     Freighters 

Ltd.:  London  Resolution. 

01089 Union    Industrlelle    et    Maritime: 

Catherine 
01150 Chevron   Transport   Corp  ■    Chev- 
ron Odense. 

01185 .^ksje.selskapet  Kosmos:  Jarilla. 

01232 Rolf  Wigands  Rederi  A  S:  Ingwi. 

01358---  Orgulf  Transport  Co.:  A.  P.  Box- 
ley,  J.  N.  Philips.  John  D.  Geary. 
Robert  A.  Taft.  Robert  N.  Stout. 

01428 Ocean  Tral^sport  &:  Trading  Ltd.: 

Patroclus. 
01449  --     The    Cairn    Line    of    Steamships 
Ltd.:      Caimash.      Cairncarrier . 
Cairnelm,   Cairnfreighter.   Cair- 
noak,  Cairnroier. 

01465 Scottish   Ship   Management   Ltd.: 

Cape  Haicke. 

01513 Rederiaktiebolaget    Dalen:     Store 

Ocean. 

01613 Reardon  Smith  Line  Ltd  :  Indian 

City. 

01758 Chottn        Transpwrtation        Iiic: 

Chotin  1659,  Chotin  1718.  Cho- 
tin  1665.  Chotin  1790X.  Chotin 
1791X,  Chotin  2090X,  Chotin 
2690.  Chotin  2886,  Chotin  4470. 
Chotin  3390.  Chotin  1601,  Cho- 
tin 4890.  Chotin  1607,  Chotin 
1608.  Chotin  1533.  Chotin  1565, 
Chotin  1535.  Chotin  1412.  Cho- 
tin 1411.  Chottn  1410.  Chotin 
1383X.  Chotin  1280X.  Chotin 
1316.  Chotin  1380X.  Chotin 
1382X,  Chotin  1218.  Pat  Chotin, 
Chottn  1217,  Chottn  1214. 
01822---  Polinnla  S.P  A  Palermo:  Dona- 
tella 
01962 —  Mares  Sarenos  .\rmadora  S.A.  of 
Panama:  Defender  Colocotronis. 
01986--.     Aktiebolaget    Transmarin;    Nicole. 

01988 Angrfartygsaktiebolaget        Tirflng: 

Ferroland    Axel  Brostrom.  Kro- 
noland. 
02054...     Paulcrown       Compania       Navlera 
3A.:  Paulcrown. 


J   Lauritzen  A  S:  Kinna  Dan. 
Interpre>3sei\iskaprt  Wllmara: 

Wtlmara. 
Taiwan      Marine     Corp.:      Ogden 

Jordan. 
Empresa    Hondurena    de    Vapores 

6. A  :    Almtrante. 
Relchhold  cniemlcals.  Inc.:    ETT- 

117. 
Atlantis       Shipping      Co.,      S.A.: 

Esperos. 
Beaver  Shipping  Co.,  S  .\  :   AVGI. 
Globe  Shipping  Co..  S..\  :  Rythme. 
Saga  Shippuig  Co  ,  S.A.:  Ellin. 
EndiViii  Shipping  Co   Ltd.:  Lennia. 
Naviera  Blibaina  S.A.:   Talo. 
Kawa.saki      Kisen     K  K  :      Bolii-ia 

Maru.  Ujigaua  Maru. 
Asiml     Maritime    Co.,    Ltd.:     St. 

Demetrius. 
St.  Nicholas  Maritime  Co  ,  Ltd.  of 

Monrovia.    Liberia:     St.    Grigo- 

TOusa. 
Saint  Anastaslos  Maritime  Co.  of 

Monrovia.  Liberia:   Tassos  V. 
Branch    Lines    Limited:     Spruce- 
branch.      WtllowbrancU,      Elm- 
branch  . 
Universe  Tankshlps  Inc.:  Universe 

Defiance. 
Compania  de  Navegacioii  "Somer- 
set" S.A.:   Galicia. 
Compania    de    Navegaclon    "Can- 

drla"  S.A.:  ActiiHty. 
Mibae  Shosen  KK.:  Atsuta  Maru. 
Shinyel  Senpaku  K.K  :  Altai  Maru. 
Iberian  Tankers  Co  :    Waneta. 
Mobile  Shipping  &  Transportation 

Co.:   Mobil  Importer. 
Companhla    de    Naregacao    Marl- 

tlma  -N'etumar:   Daltla 
Uglaud  Shipping  Co.  A,  S  Jorgen- 

sens  Rederi  A  S  Skips  A  S  Ky- 

sten:  Rosita. 
Mon   River  Towing.   Inc.:    Maggie. 

Mary.  Roman. 
Thomas  Marine  Co.:  RV.  10.  ETT 

118. 
Anderson    Petroleum    Transporta- 
tion Co.  Inc.:   APT  220. 
Angyra.   A.:  Naxos. 
Dixie   Carriers.   Inc.:    Anthony   P. 

III.    ABC   2312,    ABC    2311,    ETT 

110,  ETT  118. 
04398     Hapag-Lloyd:  Bodenstein. 
04504- .-     Sumlyoshl  Gyogyo  Kabushikl  Kal- 

sha:   Sumiyoshi  Maru  No.  26. 
American    Tunaboat    Association: 

Comrnodore. 
South  .African  Marine  Corp.  Ltd  : 

S.A.   Merchant 
Oljekonsumen    Ternas    Porbund: 

Okland. 
Star  Klst  Foods,  Inc  :  Day  Island. 
Fluor      Drilling      Services.      Inc.: 

Western    Offshore    No      1,    Mr. 
Arthur. 
Twin   City   Barce   .S;    Towmg   Co.: 

TCB  305.  TCB  302.  TCB  311. 
Pan-Islaniic   Steanxship   Co    Ltd.: 

Safina-E-Arab 
Ea.ster:i      Shipping     Lines,     Inc.: 

liastern  Galaxy 
Empre.sa      Navegaclon      Mamblsa; 

.Mamiel  Ascunce. 
Inland     Steel     Co.:     Clarence    B. 

Randall 
Dietrich        Sander       Bereederung 

GmbH:    Weyroc 
Neptunea  Panoceanlca  S.A.:   Lin- 

denstein. 


02163--- 
02322   -  - 

02330... 

02603--- 

02736-.. 

02779--. 

02781--- 
02792.-- 
02811-"'-. 
02831--- 
02861--- 
02958--. 

03165-- 

03167... 


03169... 


03180. 


03276.-- 

03363-.- 

03369-.- 

03460--. 
03502.-- 
03913--- 
03918--- 

04042--- 

04056... 


04113.. 

04136.. 

04210.. 

04267 -. 
04289 -. 


04601... 
04642... 

04880-.. 

05008... 
05274... 


05278.. 


05466. 


05526. . 


05537- . 


05561... 


06648- 


06740- . 


06750- 


06818.-. 


Silver  Fir  Shipping  Co.  of  C}-pnis: 
surer  Fir. 


Globus -Reederei 
Sabie. 


GmbH: 


S.A. 


Certificate  No.    Ou^ner  Operator  and  Vessels 

07216...  Kabushikl  Kalsha  Nagas&kl-Ken 
Gyogyo  Koeha:  Ohsuru  Maru 
No.  18. 

07366...  Compagnie  Maritime  Deo  Char- 
geurs  Reiinis:    Atlantica  Iberia. 

07580 Chinese  Maritime  Transport,  Ltd. : 

Geh  Yung. 

07772...  Great  Eastern  Maritime  Co.,  Ltd.: 
Montego   Mercury. 

07890 Sounio     Shipping     Co,     Ltd.,     of 

Nicosia:  Largo. 

08234  -.  Burmah  Oil  Tankers  Ltd.:  Bur- 
mah  Jet.  Burmah  Zircon. 

08396 Moundra     Maritime     Co.,     Ltd.: 

Moundra 

08584...     The  Mogul  Line  Ltd:  Lok  Prabha. 

08748...     Valor  Navigation  S.A.:   Grand 
Umty. 

08788 IS  Sunore:   Sunny  Prince. 

08979...     Dlakan  Truth  S.A.:  Diakan  Tr^Uh. 

09074...  Zulto  Shipping  Co.  Ltd.:  Kinko 
Maru. 

09164 .^quanaves  CA.:    Aquariaves  I. 

09430...  United  OrlenUl  Steamship  Co.. 
Ltd.:  Maulabaksh  Kaderbaksh. 
Iqbalbaksh 

09524 Partrederlet  Mlquelon:   Miquelon. 

09627 Partrederlet    "Avalon "  :    Avalon. 

09682 San  Nlkitas  Maritime  Corp.,  Pan- 
ama:  Rose  B. 

09696.-.  Thomas  &  Williamson.  Partner- 
ship:  CC-209. 

09862.--      K  S  Bewa  XVTI:    Wti-i  Bewa. 

09971.--  Dong  II  Shipping  Co.  Ltd.:  Shin- 
toku  Maru. 

10027...  Garland  Maritime  Co.  S.A.:  Nan- 
cy Moon 

10173--.     Tore  Torsteinson:    Aforufca. 

10242-,.  Industrial  Tanker  Corp.:  Indus- 
trial Prosperity.  Nicola  Pros- 
perity. 

10266---     Radmar  Tankers  Ltd. 

10320   .-     Star    Shipping    Corp.: 
Pearl. 

10378.-.     RKS     Unit     Tramp: 
Atlas   Scan. 

10434...     Chelsea     Navigation     Co., 
Paola  X.  Andreina. 

10495...     Shlpmair  B  V.  (Rotterdam) 
mair  VII. 

10498...  New  Neca  Shipping  Corp.  S.A.: 
Black  Whale. 

10507...     A.shford  Shipping  Inc.:  Grube  Ove. 

10697...  Ace  Shipping  Co..  Inc  :  Eastern 
Rose. 

10792-..  Conesta  Marine  Corp.;  Nepco 
Courageous. 

10834.--     Transports.    Inc.:    Southern    Isle. 

10948.-.  Ganls  Shipping  Ltd.:  Judith 
Prosperity. 

11205...  Sculptor  Shipping  Ltd.:  Diana 
Prosperity. 

11342...  Sea  Horse  Navigation  S.A.:  Re- 
joice. 

11548.-.     Moultrou  Shipping  Corp.:   Stolta. 

By  The  Commission. 

Joseph  C.  Polking. 
Acting  Secretary. 
IFR  Doc.77-15778  Filed  6-2-77:8:45  am] 
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CITY  OF  LOS  ANGELES  AND  CARGILL,  INC. 

Ag  r  ee  m  e  n  t  ^^IJed 

Notice  is  hereby  giver  tiiat  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  review  and  approval,  if 
required,  pursuant  1^3  section  15  of  the 
Shippmg  Act.  1916,  as  amended  '39  Stat. 
733.  75  Stat    763.  46  USC    814 ». 

Interested  parties  may  inspect  and 
obtain  a  copy  of  the  agreement  at  the 
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Wa5hlngton  office  of  the  Federal  Marl- 
time  ConimLs.sion.  1100  L  Street  NW., 
Room  10126;  or  may  Inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York,  N.Y..  New  Orleans.  La  ,  San  Fran- 
cisco. Calif.,  and  Old  San  Juan.  P.R. 
Comments  on  such  agreements,  Includ- 
ing requests  for  hearing,  may  be  sub- 
mitted to  the  Secretary,  Federal 
Maritime  Commission.  Washington.  D.C. 
20573.  on  or  before  June  20,  1977.  Any 
person  desiring  a  hearing  on  the  pro- 
posed agreement  shall  provide  a  clear 
and  concLse  statement  of  the  matters 
upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  dLscrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  acts  and  circiunstanccs 
said  to  constitute  such  violation  or 
detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter' 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 

Burt  Pines.  City  Attorney,  City  of  Loe 
Angeles.  Harbor  Division,  P  O  Box  151,  San 
Pedro.  CaJlTornla  90733. 

Aereement  No  T-3467.  between  Car- 
gUl.  Incorporated  'Carglll),  and  the  City 
of  Los  Angeles  iCity.  has  been  filed  for 
formal  Federal  Maritime  Commission 
revle-.v  and  approval,  if  necessary.  The 
agreement  provides  for  a  10-year  lease 
(with  three  renewal  10-year  options'  to 
Carglll  of  certain  premises  in  the  City  of 
Los  Angeles.  County  of  Los  Angeles.  It 
Is  anticipated  that  CargUl  will  handle 
and  store  molasses  and  other  liquid 
products  at  the  facility. 

The  parties  expect  that  molasses  is  the 
only  product  that  will  be  handled  over 
the  wharf  facility,  and  it  will  be  dis- 
charged from  charter  vessels  or  barges. 

A  review  of  Agreement  No.  T-3467 
Indicates  It  may  not  require  this  Commis- 
sion's approval  under  section  15.  Ship- 
ping Act.  1916.  however,  the  Commission 
believes  that  notice  of  the  filing  of 
Agreement  No.  T-34G7,  should  be  pub- 
lished and  an  opportunity  afforded 
Interested  parties  to  comment  thereon 
If  they  so  desire. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated:  May  27,  1977. 

Joseph  C    PotKiNC. 
Acting  Secretary. 

(FR  Doc-77-15773  FUed  6-2-77.8:45  am] 


NOTICES 

porta tion  No.  P-103  and  certificate  of 
financial  responsibility  to  meet  liability 
incurred  for  death  or  injury  to  pas- 
sengers or  other  persons  on  voyages  No. 
C-1.097. 

Whereas.  Cunard  Cruise  Ships  Limited 
and  Cunard  Line  Limited,  555  Fifth  Ave- 
nue, New  York.  New  York  10017,  have 
ceased  to  operate  the  passenger  vessel 
Cunard  Ambassador. 

It  is  ordered.  That  Certificate  (Per- 
formance) No.  P-103  and  Certificate 
<Cr.-<;ualty )  No.  C-1.097  issued  to  Cunard- 
ONA  Limited  and  Cimard  Line  Limited 
and  reissued  to  Cunard  Cruise  Ships 
Limited  and  Cunard  Line  Limited  apply- 
ing to  tlie  Cunard  Ambassador,  be  and 
are  hereby  revoked  effective  May  25, 1977. 

It  is  further  ordered.  That  a  copy  of 
this  order  be  published  in  the  Federal 
Register  and  served  on  certificants. 

By  the  Commission,  May  25,  1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

[FR  Doc.77-15770  Filed  6-2-77;8:45  am] 


and  Bangor  and  Aroostook  Railioad 
Company  (BAR) ,  grants  I.T.O.  the  sole 
authority  to  perform  stevedoring  services 
to  or  from  ship's  tackle  and  other  han- 
dling services  in  connection  with  BAR's 
terminal  facilities  located  at  Searsport. 
Maine.  The  agreeenent  will  be  for  a 
period  of  five  years  with  option  for  re- 
newal. I.T.O.  will  pay  BAR  a  privilege 
charge  for  all  freight  which  It  handles 
as  further  provided  in  the  basic  agree- 
ment. It  shall  be  the  further  responsi- 
bility of  I.T.O.  to  establish  reasonable 
rates  and  charges  for  Its  services. 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Dated:  May  27.  1977. 

Joseph  C  Polking. 
Acting  Secretary. 

[FR  Doc.77-15772  Filed  6-2-77.8:45  am] 


CUNARD  CRUISE  SHIPS.   LTD..   AND 
CUNARD   LINE,    LTD. 

Certificates  of  Financial  Responsibility; 
Order  of  Revocation 

In  the  matter  of  certificate  of  financial 
responsibility  for  Indemnification  of 
passengers  for  nonperformance  of  trans- 


I  T  0.  CORP.  OF  NEW  ENGLAND  AND 
BANGOR   &   AROOSTOOK    RAILROAD   CO. 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733.  75  Stat.  763,  46 
U.S.C.814'. 

Interested  parties  may  inspect  and  ob- 
tain a  copy   of   the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time  Commission.    1100   L  Street  NW.. 
Room  10126;  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  NY  .  New  Orleans.  La.,  San  Fran- 
cisco.  Calif.,   and   Old   San  Juan,   P.R. 
Comments  on  such  agreements,  includ- 
ing requests  for  hearing,  may  be  sub- 
mitted to  the  Secretary,  Federal  Mari- 
time    Commission,     Washington,     D.C. 
20573,  on  or  before  June  23,  1977.  Any 
person  desiring  a  hearing  on  the  proposed 
agreement  shall  provide  a  clear  and  con- 
cise statement  of  Uie  matters  upon  which 
they  desire  to  adduce  evidence.  An  alle- 
gation of   discrimination   or  unfairness 
shall  be  accompanied  by  a  statement  de- 
scribing the  discrimination  or  unfairness 
wim  particularity.  If  a  violation  of  the 
Act  or  detriment  to  the  commerce  of  the 
United  States  is  alleged,  the  statement 
shall   set   forth   with   particularity   the 
acts  and  circumstances  said  to  constitute 
such   violation   or   deteriment   to   com- 
merce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  .party  flUng  the 
agreement  (els  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreementfiledby: 
Mr  Hugh  G.  Goodness.  General  Freight  Traf- 
fic Manager.  Bangor  &  Aroostook  Railroad 
Co..  Northern  Marine  Junction  Park.  RB^2. 
Bangor.  Maine  04401. 

Agreement  No.  T-3471,  between  I.T.O. 
Corporation   of   New   England    (I.T.O.) 


[Docket  No.  77-7;    Agreements  Nos.  9929-2, 
9929-3,  9929-4   10266,   10266-1 1 

MODIFICATIONS  TO  THE  COMBI  LINE 
JOINT  SERVICE  AGREEMENT  AND 
JOINT  MARKETING  AGREEMENT  BE- 
TWEEN INTERCONTINENTAL  TRANS- 
PORT, B.V.  AND  COMPAGNIE  GENERALE 
MARITIME 

Intent  To  Make  an  Energy  and 
Environmental  Assessment 

The  above-referenced  proceeding  is  an 
investigation  to  determine  whether 
Agreements  Nos.  9929-2,  S929-3,  and 
9929-4.  and  Agreements  Nos.  10266  and 
10266-1,  should  be  approved,  disap- 
proved, or  modified  pursuant  to  Section 
15  of  the  Shipping  Act.  1916. 

The  Commission  believes  that  its  final 
resolution  of  the  issues  in  this  proceed- 
ing may  constitute  a  major  Federal 
action  significantly  affecting  the  quality 
of  the  human  ennronment  as  well  as 
energy  efficiency  and  conservation.  Con- 
sequently, the  energy  and  environmental 
factors  involved  warrant  consideration 
and  evaluation  before  decision  making  is 
undertaken. 

Therefore,  notice  is  hereby  given  that 
the  Federal  Maritime  Commission  In 
tends  to  make  an  enersy  and  environ- 
mental assessment  to  determine  whether 
It.s  final  decision  in  thLs  proceeding  will 
constitute  a  major  Regulatory  action 
within  the  meaning  of  the  Energy  Policy 
and  Conservation  Act  of  1975  or  a  major 
Federal  action  significantly  affecting  the 
quality  of  the  human  environment 
within  the  meaning  of  the  National  En- 
vironmental Policy  Act  of  1969.  Written 
comments  regarding  possible  environ- 
mental and  energy  effects  which  may  oc- 
cur from  the  eventual  resolution  of  the 
proceeding  are  Invited.  Such  comments 
should  be  submitted  on  or  before  July 
1.  1977,  to  the  Secretary.  Federal  Mari- 
time Coimmisslon.  1100  L  Street  NW.. 
Washington,  D.C.  20573. 

Copies  of  discovery  materials  and  all 
future  correspondence,  pleadings  and  ex- 
hibits exchanged  or  filed  In  this  pro- 
ceeding shall  also  be  served  on  Chiet. 
Office  of  Environmental  Analysis.  Fed- 
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eral  Maritime  Commission,  1100  L  Street 
NW.,  Washington.  D.C.  20573. 

By  the  Commission. 

Joseph  C.  Polking, 
Acting  Secretary 

[FR  Doc.77-15775  Filed  6-2-77; 8  45  amj 


(Independent  Ocean  Freight  Forwarder 
License  No.  1361) 

PENN    INTERNATIONAL  CUSTOM 
BROKERAGE 

Order  of  Revocation 

On  May  24.  1977,  Joan  N.  Barnill, 
d.b.a.  Penn  International  Custom  Brok- 
erage. 6707  Apache  Way.  West  Chester. 
Ohio  45069.  voluntarily  surrendered  In- 
dependent Ocean  Freight  Forwarder  Li- 
cense No.  1361  for  revocation. 

By  virtue  of  authority  vested  in  me  by 
the  Federal  Maritime  Commission  as  set 
forth  in  Manual  of  Orders.  Commission 
Order  No.  201.1  i  Revised  i.  Section  5.01 
lb),  dated  June  30.  1975: 

It  is  ordered.  That  Independent  Ocean 
Freight  Forwarder  License  No.  1361  is- 
sued to  Joan  N.  Barnill.  d.b.a.  Penn  In- 
ternational Custom  Brokerage,  be  and 
is  hereby  revoked  effective  May  24.  1977. 
without  prejudice  to  reapply  for  a  license 
in  the  future. 

It  is  further  ordered.  That  a  copy  of 
this  order  be  published  in  the  Federal 
Register  and  ser\ed  upon  Joan  N.  Bar- 
nill. d.b.a.  Penn  International  Custom 
Brokerage. 

Leroy  F.  Fuller. 
Director.  Bureau  of 
Certification  and  Licensing. 

[FR  Doc.77-15771  Filed  6-2-77:8:45  ami 


PORT    OF   TACOMA    f^O   TOTEM    OCEAN 
TRAILER   EXPRESS.    INC. 

Agreement  Filed 

Notice  is  hereby  given  that  the  fol- 
lowing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  (39  Stat.  733.  75  Stat.  763.  46 
use.  8141 . 

Interested  parties  may  inspect  and 
obtain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission,  1100  L  Street  NW.. 
Room  10126;  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York,  N.Y.,  New  Orleans.  La  .  San  Fran- 
cisco, Calif.,  and  Old  San  Juan.  P.R. 
Comments  on  such  agreements,  includ- 
ing requests  for  hearing,  may  be  sub- 
mitted to  the  Secretary,  Federal  Mari- 
time Commission,  Washington,  D.C. 
20573,  on  or  before  June  23,  1977.  Any 
person  desiring  a  hearing  on  the  pro- 
posed agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi- 
dence. An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  al- 


leged, the  statement  shall  set  forth  with 
particularity  the  acts  and  circumstsinces 
said  to  constitute  such  violation  or  detri- 
ment to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  « as  indicated  heremafter  • 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by : 

Mr.  James  J.  Mason.  Roval.  McGoflSn.  Turner 
&  Mason.  818  South  Yakima  Avenue. 
Tacoma.  Wa-shlngton  98405 

Agreement  No.  T-3472.  between  Port  of 
Tacoma  (Port)  and  Totem  Ocean  Trailer 
Express.  Inc.  (Tote),  provides  for  the 
lease  to  Tote  of  land,  buildings,  and  other 
temiinal  facilities  as  further  described 
in  the  basic  agreement  as  well  as  the 
grant  of  preferential  berthing  privileges 
Tote  shall  use  the  said  premises  for  the 
loading  and  discharging  of  Tote's  vessels 
and  operations  incidental  thereto.  The 
term  of  this  agreement  will  be  for  a  pe- 
riod of  two  yeai-s  with  renewal  options. 
As  compensation.  Port  will  receive  a  base 
rental  of  $15,714  per  month,  plus 
S18.162.ll  per  month  as  a  user  fee  for 
the  preferential  berthing  rights  which 
will  be  in  lieu  of  all  applicable  tariff 
charges.  In  addition.  Tote  will  pay  Port 
a  monthly  rental  for  all  property  and 
facilities  purchased  by  Port  in  accordance 
with  an  amortization  schedule  attached 
to  the  agreement. 

By  order  of  the  Federal  Maritime  Com- 
mLssion. 

Dated:  May  27.  1977. 

Joseph  C.  Polking. 
Acting  Secretary 

FR  D:ic    77   15774  Filed  6-2-77:8:45  ami 


I  Independent  Ocean  Freight  Fortvarder 
License  No.  1518] 

TRANSPORT  TRAFFIC   SERVICES,    LTD. 
Order  of  Revocation 

By  letter  dated  AprU  27.  1977.  Mr.  Ed- 
ward W.  Blynt.  Vice  President.  Transport 
Traffic  Services.  Ltd.,  1285  William 
Street.  Buffalo.  New  York  14240.  was 
advised  by  the  Federal  Maritime  Com- 
mission that  Independent  Ocean  Freight 
Forwarder  License  No.  1518  would  be 
automatically  revoked  or  suspended  un- 
less a  valid  surety  bond  was  filed  with  the 
Commission  on  or  before  May  25.  1977. 

Section  44ic  1 .  Shipping  Act.  1916,  pro- 
vider:. IhaJ  no  independent  ocean  freight 
forwarder  license  shall  remain  m  force 
unless  a  valid  bond  is  in  effect  and  on 
file  with  the  Commission.  Rule  510  9  of 
Federal  Maritime  Commission  General 
Order  4.  further  provides  that  a  license 
will  be  automatically  revoked  or  sus- 
pended for  failure  of  a  licensee  to  main- 
tain a  valid  bond  on  file. 

Transport  Traffic  Services.  Ltd..  has 
failed  to  furnish  a  valid  surety  bond. 

By  virtue  of  authority  vested  in  me 
by  the  Federal  Maritime  Commission  as 
set  forth  in  Manual  of  Orders.  Commis- 
sion Order  No.  201.1  (Revised*.  Section 
5.01(C),  dated  June  30,  1975; 

It  is  ordered,  That  Independent  Ocean 
Freight  Forwarder  License  No.  1518  is- 


sued to  Transport  Traffic  Services,  Ltd.. 
be  returned  to  the  Commission  for  can- 
cellation. 

It  is  further  ordered.  That  Independent 
Ocean  Freight  Forwarder  License  No. 
1518  be  and  is  hereby  revoked  effective 
May  25.  1977. 

It  is  further  ordered.  That  a  copy  of 
this  order  be  published  in  the  Federal 
Register  and  sened  upon  Transport 
Traffic  Service,  Ltd. 

Leroy  P.  Fuller. 
Director.  Bureau  of 
Certification  and  Licensing 

I  PR  Doc.  77-15776  Filed  &-2-77:8:45  am) 

DEPARTMENT   OF   THE    INTERIOR 
Bureau  of  Land  Management 

CALIFORNIA    DESERT    CONSERVATION 
AREA   ADVISORY    COMMITTEE 

Meeting 

Notice  is  hereby  given  m  accordance 
with  Pub.  L.  92-463  and  94-579  that  the 
California  Desert  Conservation  Area  Ad- 
visory Committee  to  the  Bureau  of  Land 
Management,  U.S.  Department  of  the 
Interior,  will  meet  July  7-10.  1977.  m 
Riverside.  California,  and  at  various  field 
locations  on  National  Resource  Lands  in 
the  California  Desert. 

Ad  hoc  subcommittees  will  meet  Thurs- 
day. July  7.  as  follows:  Public  Participa- 
tion Subcommittee.  3  p.m..  in  the  Inter- 
national Lounge.  University  of  Californi-x 
Riverside:  Interim  Management  and 
Work  Program  Subcommittees.  7:30  p.m. 
in  the  Univei-sity  Commons.  University 
of  California  Riverside.  The  full  com- 
mittee will  meet  at  10  a.m.,  Friday.  July 
8.  in  Room  1500.  Life  Science  Building, 
University  of  California  Riverside.  The 
committee  will  receive  the  reports  of  the 
subcommittees  and  act  on  the  work  pro- 
gram for  the  California  Desert  Planning 
program,  public  participation  in  the  in- 
ventory and  planning  programs,  and  the 
interim  management  program  of  the 
Bureau  of  Land  Management. 

The  committee  will  depart  at  1  p.m.. 
Saturday.  July  9.  for  a  field  review  of 
National  Resource  Lands  and  Bureau  of 
Land  Management  programs  in  the  Mec- 
ca Hills  area,  including  camping  over- 
ni.eht,  and  return  to  Riverside  during  the 
afternoon  of  Sunday.  July  10. 

The  meetings  will  be  open  to  the  pub- 
lic and  participation  is  invited.  Time 
will  be  made  available  beginning  at  9 
am  .  Saturday.  July  9.  for  brief  oral 
statements  by  the  public  on  subjects  un- 
der coivsideration  by  the  committee.  Such 
statements  should  also  be  reduced  to 
writing,  and  filed  with  the  committee 
chairman  in  order  to  assure  a  complete 
public  record.  Persoiis  wishing  to  make 
oral  statements  should  contact  the 
Chairman.  California  Desert  Consena- 
tion  Area  Advisory  Committee,  c  o  De- 
sert Planning  Staff.  Bureau  of  Land 
Management.  1695  Spruce  Street.  River- 
side. California  92507. 

Dated:  May  25,  1977. 

James  B.  Ritch. 
Acting  State  Director. 

[FR  Doc. 77-15740  PUed  6-2-77; 8  45  a.m.  1 
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NOTICES 


[NM  30564] 
NEW   MEXICO 

Application 

May  24.  1977. 
Notice  Is  hereby  given  that,  pursuant 
to  .section  28  of  the  Mineral  Leasing  Act 
of  1920  i30  use  185i.  as  amended  b,v 
the  Act  of  November  16.  1973  (87  Stat 
576'.  Rice  Fiigmeering  and  Operating. 
Inc..  has  applied  for  one  2-inch  pipeline 
right-of-way  across  tlie  followi:ig  land: 

New   Mexico  PRiNctPAL  Meridian. 
New  Mehcico 

T  8  S.,  R  33  E., 

Sec.   17.  NW',4SW',4- 

The  pipeline  will  be  used  in  connection 
with  oU  and  ga.,.s  opcratioiis  across  0.288 
mile.s  of  national  resource  land  in  Chaves 
County.  New  Mexico. 

The  purpose  of  this  notice  is  t-o  inform 
the  public  that  tlie  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager. Bureau  of  Land  Management.  P  O 
Box  1397.  Roswell.  New  Mexico  88201. 

Fred  E.  Padilla. 
Chief.  Branch  of  iMuds  and 

Minerals  OpcTatiov^. 

|PR  DOC  77-15741  Filed  6   2-7-;8  45  anij 


I  Wyoming  59447] 
WYOMING 
Application 


elude  their  name  smd  address  and  send 
them  to  the  District  Manager,  Bureau  of 
Land  Management,  1700  Robertson  Ave- 
nue, P  O.  Box  119.  Worland,  Wyoming 
82401. 

William  S.  Gilmer. 
Acting  Chief,  Branch  of  Lands  and 
Minerals  Operations. 

I  FR  Doc.77-15738  Filed  6-2-77:8:45  am) 


May  27.  1977. 
Notice  is  hereby  given  that  pursuant 
to  section  28  of  the  Minerals  Leasing  Act 
of  1920.  as  amended  <30  U.S.C.  185',  the 
Belle  Fourche  Pij^eline  Company  of 
Casper.  Wyomin.?.  filed  an  application 
for  a  right-of-way  to  construct  a  4 '2" 
O  D.  pipehne  for  the  purpose  of  trans- 
porting crude  oil  across  the  following 
described  national  resource  lands: 
Sixth  Principal  Meridian,  Wyoming 

T   57  N  .  R.  99  W  . 

Sec.  30.  lota  1.  2.  3,  and  E'^SWi4: 

Sec.  31,  8Wi.4NE'4   EI2NW4,  and  Wi/jSE»4. 
T   56  N  .  R    1 00  W  . 

Sec.  1.  lots  3.  6.  10.  11.  and  W'.SEi4: 

Sec.  13.  NEi4SE>4 
T   57  N  .  R.  100  W.. 

Sec    14.  N'jNE'i,  NE14NWV4.  and  S>/i 
NW'4: 

Sec.  24.  E4E>4. 

The  pipeline  will  transport  crude  oil 
from  the  wells  In  sec.  12  and  13.  T.  56  N.. 
R.  100  W.  Park  County.  Wyoming  to 
exisUng  facilities  in  sec.  16.  T.  57  N.,  R. 
100  w. 

The  purpoee  of  this  notice  Is  to  inform 
the  pubhc  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved  and 
If  so.  under  what  conditions. 

Interested  persons  desiring  to  express 
their  views  should  do  so  promptly.  Per- 
sons  submitting   comments   should   In- 


[  Wyoming  59425) 
WYOMING 

Application 

May  26,  1977. 
Notice  is  hereby  given  that  pursuant 
to  section  28  of  the  Minerals  Leasing  Act 
of  1920.  as  amended  i30  U.S.C.  185).  the 
Colorado  Interstate  Gas  Company  of 
Colorado  Springs,  Colorado,  filed  an  ap- 
phcation  for  a  right-of-way  to  construct 
a  16"  O.D.  pipeline  for  the  purpose  of 
transporting  natural  gas  across  the  fol- 
lowing described  national  resource 
lands: 

Sixth   Principal  Meridian,  Wyoming 

T.   19  N  ,  R    98  W.,  Sec.  4,  Lot  6,  SWiiNEV4, 

WI4SEI4: 
T.  20  N,  R.  98  W. 

Sec.  4.  W'lSEV*: 

Sec.  16.  W'^E'-i; 

Sec.  28,  W'/^EVi- 

Tlie  pipeline  will  transport  natural  gas 
along  side  an  existing  natural  gas  line  in 
Sweetwater  County  from  a  point  in  Sec- 
tion 35.  T.  21  N..  R.  98  W..  in  a  generally 
southerly  direction  txj  an  existing  22" 
O.D.  mainline  in  Section  9,  T.  19  N.,  R. 
98  W. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved  and, 
if  so.  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  do  so  promptly.  Per- 
son.s  submitting  comments  should  in- 
clude their  name  and  address  and  send 
them  to  the  District  Manager,  Bureau  of 
Land  Management,  P.O.  Box  1869.  High- 
way 187  North,  Rock  Springs,  Wyoming 
82901 

William  S.  Gilmer, 
Acting  Chief.  Branch  of  Lands 

and  Minerals  Operations. 

jFR  Doc.71-15739  FUed  6-2-77:8:45  am] 


[Colorado  24402-A  Through  Colorado 
24402- Dl 

NORTHWEST   PIPELINE  CORP. 
Pipeline  Application 

May  26, 1977. 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  <41  Stat  449),  as  amended  (30 
U.S.C.  185  I .  Northwest  Pipeline  Corpora- 
tion, P.O.  Box  1526,  Salt  Lake  City.  Utah 
84110,  has  applied  for  an  amendment  of 
right-of-way  number  C-24402-A  to  add 
four  50  foot  by  75  foot  sites  for  meter 
stations  on  the  following  National  Re- 
source Lands  in  Rio  Blanco  County : 


Sixth  Principal  Meridian.  Coloeado 

T.  as..  R.  100  W.. 

Sec.  6.  NEi4SW^. 
T.  3S.,  R.  101  W., 

Sec.  1,  Lot  8   (NEV^NWU);   Lot  6   (NW'A 
NEV4). 
T.  2S.,  R.  lOlW.. 

Sec.  22.  Lot  9  (SWV4SEV4  ) ; 

Sec.  27.  Lot  3  (NW'.iNEVi ) . 

Additionally,  the  corporation  has  ap- 
plied for  a  series  of  4I2  Inch  and  e^-a  inch 
o.d.  natural  gas  gathering  pipelines 
(right-of-way  numt)ers  C-24402-B 
through  C-24402-D  >  totaling  approxi- 
mately four  miles  in  length  across  the 
following  National  Resource  Lands  in 
Rio  Blanco  County : 

Sixth  Principal  Meridian,  Colorado 

T.  3  S.,  R.  100  W.. 
Sec.  6,  SWViSEy,: 
Sec.  7.  Wi/jNE^: 
Sec.     17.     SWV4NWV4.     NWV4SW'4,     SB"; 

swy4,swv4SEi/j: 
Sec.  18,  NEi^NEyj: 

Sec.  20,  NyjNEi.i,  SE^NE';,  E'zNWVi: 
Sec.  21 ,  SW'4 NW '/i .  SW<4 : 
Sec.28,  NWi4NW«,4: 
Sec.  29,  NEi4NE«4. 

The  proposed  facilities  are  a  part  of 
the  East  Douglas  Creek  Gathering  Sys- 
tem and  will  enable  applicant  to  supply 
natural  gas  to  its  customers. 

The  purposes  of  this  notice  are:  to 
Inform  the  public  that  the  Bureau  of 
Land  Management  will  be  proceeding 
with  the  preparation  of  environmental 
and  other  analyses  necessary  for  deter- 
mining whether  the  application  should 
be  approved  and.  if  so.  under  what  terms 
and  conditions:  to  allow  Interested  par- 
ties to  comment  on  the  application,  and 
to  allow  any  persons  asserting  a  claim  to 
the  lands  or  having  bona  fide  objections 
to  the  proposed  natural  gas  pipeline 
right-of-way  to  file  their  objections  in 
this  office.  Any  i^erson  assertins;  a  claim 
to  the  lands  or  having  bona  fide  objec- 
tions must  Include  evidence  that  a  copy 
thereof  has  been  served  on  the  appli- 
cant. 

Any  comment,  claim,  or  objections 
must  be  filed  with  the  Chief.  Branch  of 
Adjudication.  Bureau  of  Land  Manage- 
ment, Colorado  State  Office,  Room  700, 
Colorado  State  Bank  Building,  1600 
Broadway,  Denver.  Colorado  80202,  as 
promptly  as  possible  after  publication  of 
this  notice. 

Rodney  A.  Roberts, 

Acting  Chief. 
Branch  of  Adjudication. 

IPR  D0C.T7-15679  Piled  6-2-77:8:45  a.m.) 


Geological  Survey 

MOUNT   DIABLO   MERIDIAN,   CALIFORNIA 

Nonpotassium   Lands 

Potassium    Land    Classification    Order 
California  No.  2 

Pursuant  to  authority  under  the  Act 
of  March  3,  1879  (20  Stat.  394;  43  U.S.C 
31),  smd  as  delegated  to  me  by  Depart- 
mental Order  2563  of  May  2.  1950,  under 
authority  of  Reorganization  Plan  No.  3  of 
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1950  64  Stat.  1262),  the  following  de- 
scribed lands,  insofar  as  title  thereto 
remains  in  the  United  States,  are  hereby 
classified  as  shown: 

MoiNT  DwBi-o  Meridian,  California 

NONPOTASSIVM    LANDS 

r  26  S.  R.  43  E.. 
Sec.  16. 

The  area  described  aggregates  640 
acres,  more  or  less,  all  of  which  are  clas 
acres,  more  or  less,  all  of  which  are 
classified  nonpotassium  lands. 

Dated:  May  23. 1977. 

W.  A.  Radlinski, 
Acting  Director. 
[PR  Doc.77-15680  Filed  6-2-77:8:45  am] 


Office  of  the  Secretary 

' Int   FEST7    17] 

WESTMORELAND  RESOURCES  ABSALOKA 
MINE  CROW  INDIAN  CEDED  AREA.  BIG 
HORN  COUNTY,   MONTANA 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  section  102i2>'C>  of  the 
National  Environental  Pohcy  Act  of 
1969.  the  Department  of  the  Interior  has 
prepared  a  final  environmental  impact 
statement  on  the  proposed  continuation 
and  expansion  of  coal  mining  operations 
at  Westmoreland  Resources  Absaloka 
mine.  Crow  Indian  Ceded  Area.  Big  Horn 
County,  Montana.  The  final  statement 
assesses  the  environmental  impacts  of 
Che  lessee's  plan  for  the  strip  mming  of 
Crow  Indian  and  state  owned  coal  and 
the  concurrent  reclamation  and  revege- 
tation  of  surface  lands  disturbed  by  min- 
ing and  related  activities.  The  proposed 
action  is  an  eastward  extension  and  ex- 
pansion of  present  mining  operations  in 
the  Westmoreland  Resources  Absaloka 
miiie. 

Tlie  proposed  mining  and  reclamation 
plan  assessed  in  this  statement  is  one 
part  of  the  low  level  development  scen- 
ario identified  in  Interior  E>epartment's 
final  environmental  statement  FES  76- 
64,  entitled  "Pinal  Environmental  State- 
ment. Crow  Ceded  Area  Coal  Lease. 
Tracts  II  and  in,  Westmoreland  Re- 
sources. "That  statement  was  filed  with 
the  Council  on  Environmental  Quality 
on  December  15.  1976 

Comments  received  on  the  draft  en- 
vironmental statement  iDES76-45>  dur- 
ing the  45-day  comment  period  were 
considered  in  the  preparation  of  the  final 
environmental  statement  and  are  repro- 
duced therein. 

In  addition  to  the  written  comments, 
public  hearingg  on  the  draft  statement 
were  held  on  Setpember  29.  1976,  at  the 
Crow  Agency  in  Montana  and  comments 
received  were  also  considered  in  prepar- 
ing this  document. 

The  final  environmental  statement  is 
available  for  public  review  at  the  U.S. 
CJeological  Survey  Inquiries  Office,  Room 
1012.  Federal  Building.  Denver  Colorado; 
U.S.  Geological  Survey,  Denver  West  Of- 
fice Park,  Office  Building  No.  3.  1526  Cole 


Boulevard.  Golden.  Colorado;  U.S.  Oeo- 
logical  Survey  Library,  Room  4A100,  U5. 
Geological  Survey  National  Center,  Res- 
ton,  Virginia;  U.S.  Bureau  of  Indian  Af- 
fairs. Billings  Area  Office,  316  North  26th 
Street.  Billings,  Montana;  Office  of  the 
Superintendent,  (?row  Agency.  Montana; 
Billings  Public  Librarv-,  510  Nortli  Broad- 
way, Bilhngs.  Montana:  Big  Honi  County 
Librarv-.  419  Nortii  Custer  Avenue,  Har- 
din, Montana;  and  Librar>-.  Eastern 
Montana  College.  Billings,  Montana. 

A  limited  number  of  copies  are  availa- 
ble from  the  U.S.  Geological  Survey, 
Land  Information  and  Analysis  Office, 
Box  25046.  Mail  Stop  602,  Denver  Fed- 
eral Center.  Den\er.  Colorado  80225:  and 
over  the  counter  only,  from  the  U.S. 
Geological  Survey  Public  Inquiries  Office, 
Room  1012.  Federal  Building.  Denver, 
Colorado. 

Dated:  May  27.  1-977. 

Heather  L.  Ross, 
Acting  Deputy  Assistant 
Secretary  of  the  Interior. 

I  PR  Doc. 77-15742  Filed  6-2-77:8:45  am  | 

DEPARTMENT   OF   JUSTICE 

Antitrust    Division 

UNITED   STATES  v.    KAHN'S   BAKERY, 
INCORPORATED 

Proposed  Consent  Judgment  and  Competi- 
tive Impact  Statement  Thereon 

Notice  is  hereby  given  pur^uant  to  the 
Antitrust  Procedures  and  Penalties  Act. 
15  U.S.C.  S5  16  <h<  through  'h'.  that  a 
Proposed  Consent  Judgment  and  Com- 
petitive Impact  St,atement  I'CIS"'  as 
set  out  below  have  been  filed  with  the 
United  States  Di.^trict  Court  for  the 
Western  District  of  Texas  in  Civil  No. 
EP-75-CA-106.  United  States  v.  Kahns 
Bakery.  Incorporated:  Mead  Foods.  In- 
corporated: and  Rainbo  Baking  Com- 
pany of  El  Paso.  All  defendants  have 
consented  to  the  proposed  Judgment. 
The  Complaint  in  this  action  alleged 
that,  in  violation  of  the  Sherman  Act. 
the  defendants  had  combined  and  con- 
spired to  fix  the  prices  of  bakery  prod- 
ucts in  the  El  Paso  area,  and  had  sub- 
mitted collusive  and  rigged  bids  for  the 
sale  of  bakery  products  to  government 
agencies  and  other  institutions. 

The  Competitive  Impact  Statement 
describes  the  anticipated  effects  of  the 
profHJsed  Judgment  on  competition,  and 
evaluates  the  alternative  relief  consid- 
ered by  the  United  States.  Public  com- 
ment is  invited  on  or  before  July  25, 
1977.  Such  comments  and  responses 
thereto  will  be  published  in  the  Federal 
Register  and  filed  with  the  Court.  Com- 
ments should  be  directed  to  Dwight  B. 
Moore.  Chief,  Los  Angeles  Field  Office, 
Antitrust  Division.  Department  of  Jus- 
tice. 1444  United  States  Court  House.  312 
North  Spring  Street.  Los  Angeles.  Cali- 
fornia 90012. 

Dated:  May  19,  1977. 

Charles  F.  B.  McAleer. 
Assistant  Chief,  Judgments  and 
Judgment  Enforcement  Sec- 
tion. 


Unitkd  States  District  CorsT 

Westkbn  District  of  Texas 

Kl  Paso  DmsioN 

United  States  of  America.  Pl&lntlff  y. 
Kahns  Bakery.  Incorporated:  Mead  Foods, 
Inco'rporated:  and  Rainbo  Baking  Company 
of  El  Paso,  I>efendant8. 

Civil  No   EP-75-CA-106. 

Filed:  May  19.  1977. 

Stipltlation 

It  Is  stipulated  by  and  between  the  under- 
signed parties,  by  their  respective  attorneys, 
that: 

1.  A  Final  Judgment  In  the  form  attached 
hereto  may  be  filed  and  entered  by  the  Court, 
upon  the  motion  of  any  party  or  \ipon  the 
Courts  own  motion,  at  any  time  after  com- 
pliance with  the  requirements  of  the  Anti- 
trust Procedures  and  Penalties  Act  (15  U.SC 
§16 1,  and  without  further  notice  to  any 
party  or  other  proceedings  provided  that 
plaintiff  has  uot  withdrawn  Its  consent, 
which  It  may  do  at  any  time  before  the  en- 
try of  the  propo.'^ed  Final  Judgment  by  serv- 
ing notice  thereof  on  defendants  and  by  fil- 
ing that  notice  with  the  Court. 

2.  In  the  event  plaintiff  withdraws  Its  con- 
sent or  If  the  proposed  Final  Judgment  Is  not 
entered  pursuant  to  this  Stipulation,  this 
StlpxUatlon  shall  be  of  no  effect  whatever  and 
the  making  of  this  Stipulation  shall  not  in 
any  manner  prejudice  any  consenting  party 
in  any  subsequent  proceeding. 

Dated:  May  19.  1977 

Attorneys.  Department  of  Justice:  John  H 
Shenefield.  Acting  Assistant  Attorney  Gen- 
eral. William  E.  Swope,  Charles  P  B.  Mc- 
Aleer. Dwight  B.  Moore.  Dennis  R.  Bunker. 
Gerald  W.  Connor. 

For  the  Defendants:  John  B.  Luscombe, 
Attorney  for  Kahn's  Bakery.  Incorporated. 
Richard  Munzlnger.  Attorney  for  Mead  Foods. 
Incorporated  and  Sam  Sparks.  Attorney  for 
Rainbo  Baking  Company  of  EI  Paso. 

United  States  District  Court.  WrsTERN  Dis- 
trict  OF   TE.XAS.   El   Paso   Division 

United  States  of  America.  Plaintiff,  v.  Kahns 
Bakery.  Incorporated:  Mead  Foods.  Incor- 
porated: and  Rainbo  Baking  Company  of 
El  Paso.  Defendants. 

Civil  No    EP-75-CA-106 
PtlP'l     May  19.  1977. 

FiN.\L  Judgment 

Plaiiuiff.  United  States  of  America,  having 
filed  its  Complaint  herein  on  June  3,  1975, 
and  defendante  Kahn's  Bakery.  Incorporated. 
Mead  Poods,  Incorporated  and  Rainbo  Bak- 
ing Compmny  of  El  Paso,  by  their  respective 
a;iorneys.  having  consented  to  the  making 
and  entry  of  this  Final  Judgment  without 
trial  or  adiudlcatlon  of  any  Issue  of  fact  or 
law  herein,  without  admission  by  any  party 
In  respect  to  any  such  Issue,  and  without  this 
Final  Judgment  constituting  evidence  with 
respect  to  any  such  issue: 

Now.  therefore,  before  any  testimony  or 
evidence  has  been  taken  herein  and  upon 
said  consent  of  the  parties  hereto  It  is  hereby 

Ordered,  adjudged  and  decreed  as  follows: 


This  court  has  Jurisdiction  of  the  subject 
matter  thereof  ar.d  the  parties  consenting 
hereto  The  Complaint  states  claims  tigalnst 
the  defendants  upon  which  relief  may  be 
granted  under  Section  1  of  the  Act  of  Con- 
gress of  July  2.  1890,  entitled  "An  Act  to  pro- 
tect trade  and  commerce  against  unlawful 
restraint"*  and  monopolies."   (15  U.SC    }1), 
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commonly  known   as   the  Shennan   Act,   m 
amer.ded. 

n 

As  used  In  this  Final  Judgmast: 

(A)  "Person"  shall  refer  to  any  Individual, 
corporation,  partnership,  firm,  association  or 
other  business  or  legal  entity, 

(B)  "Bread  products"  shall  refer  to  both 
standard  and  variety  bread.s,  buns  and  rolls 
made  and  sold  by  the  defendants;  and 

(C)  "El  Paso  area"  shall  refer  to  the  city 
and  county  of  El  Paso,  Texas  and  neighbor- 
ing cities  of  Las  Cruces,  Silver  City  and  Dem- 
ing.  New  Mexico. 

in 

The  provisions  of  this  Final  Judgment  ap- 
plicable to  each  of  the  defendants  shall  also 
apply  to  each  of  Its  officers,  directors,  agents, 
employees,  subsidiaries,  successors  and  as- 
signs, and  to  all  other  persons  In  active  con- 
cert or  participation  with  any  such  defend- 
ant who  shall  have  received  actual  notice  of 
this  Final  Judgment  by  personal  service  or 
otherwise,  but  shall  not  apply  to  activities 
between  a  defendant.  Its  officers,  directors, 
agents  or  employees  and  its  parent  or  sub- 
sidiary companies,  or  affiliated  corporations 
lu  which  50';;  or  more  of  the  voting  stock  Is 
owned  by  a  defendant's  parent  or  subsidiary 
companies  or  which  Is  In  fact  controlled  by 
the  defendant  or  such  defendant's  parent  or 
subsidiary  companies. 

rv 

Each  defendant  is  enjoined  aud  restrained 
from  entering  Into,  adhering  to.  maintaining 
or  furthering  any  contract,  agreement, 
understanding,  plan  or  pro<jram  with  any 
other  person,  directly  or  indirectly,  to: 

(A)  Submit  collusive  or  rigged  bids  or 
quotations  or  to  allocate  to  any  rtofendant. 
grouping  of  defendants,  or  to  any  other  per- 
son or  persons,  any  such  bids  or  quotations 
for  the  sale  of  any  bread  products; 

(B)  Fix.  determine,  maintain  or  stabilize 
prices,  discounts  or  other  terms  or  condi- 
tions for  the  sale  of  any  bre:\d  products  to 
any  third  person  (provided,  however,  that 
negotiations  for.  entering  Into,  or  carrying 
out  any  bona  fide  sales  transaction  Involv- 
Inc  a  defendant  and  any  other  person  who  Is 
acting  as  a  purchasing  asjent  or  group  buying 
representative  on  behalf  of  any  third  per- 
son shall  not  be  construed  as  a  violation  of 
this  Pinal  Judgment). 

V 
Each  defendant  is  enjoined  and  restrained 
from,  directly  or  Indirectly: 

(A)  For  a  period  of  ten  (10)  years  from 
the  date  of  entry  of  this  Final  Judgment. 
communicatmg  to  any  other  defendant  prices 
or  terms  or  conditions  upon  which  bread 
products  are  then  being  sold  or  offered  for 
sale   by  said  defendant; 

(B)  Communicating  to  any  other  defend- 
ant information  concerning: 

(1)  P\iture  prices  at  which,  or  terms  or 
conditions  upon  which,  bread  products  wUl 
t>e  sold  or  offered  for  sale  by  said  defendant; 

(2)  Consideration  by  said  defendant  of 
changes  or  revisions  In  the  prices  at  which. 
or  the  terms  or  conditions  upon  which,  said 
defendant  sells  or  offers  to  sell  bread  prod- 
ucts; 

(0)  Requesting  from  any  other  defendant 
any  information  of  a  type  which  said  de- 
fendant could  not  communicate  to  such 
other  defendant  without  violating  para- 
graphs (A)   and  (31   of  this  Section  V. 

(D)  Joining,  participating  in,  or  belonging 
to  any  trade  association,  organization,  or 
other  group  with  knowledge  that  any  of  the 
activities  thereof  are  Inconsistent  with  any 
term  of  this  Final  Judgment. 


Nonas 


VI 

(A)  Without  limiting  the  pro'vlslons  of  Sec- 
tion rv  hereof,  nothing  In  Section  V  hereof 
shall  prohibit  ( 1 )  the  communication  of  in- 
formation by  a  defendant  to  another  defend- 
ant In  the  course  of,  and  related  to,  ne- 
gotiation for,  entering  into,  or  carrying  out 
a  bona  fide  purchase  or  sale  transaction  be- 
tween such  defendants;  or  (2)  the  transmis- 
sion, without  additional  comment  or  explana- 
tion, to  another  defendant,  upon  Its  request, 
of  the  transmitting  defendant's  bread  prod- 
ucts price  list,  or  any  change  therein,  regu- 
larly Issued  m  the  course  of  business,  which 
price  list,  or  said  change,  had  been  previously 
released  and  circulated  to  the  trade  generally, 
If  such  transmission  Is  made  on  or  after  the 
effective  date  of  the  prices  Included  In  such 
price  list,  or  said  change  therein. 

(B)  This  Final  Judgment  shall  not  be 
deemed  to  prohibit  any  defendant  from  for- 
mulating or  submitting  with  any  other  de- 
fendant a,  bona  fide  Joint  bid  or  quotation, 
when  the  submission  of  such  Joint  bid  or 
quotation  has  been  requested  by  the  pur- 
chaser. 

VII 
Each  defendant  Is  ordered  and  directed : 

(A)  For  a  period  of  five  (5)  years  from  and 
after  the  date  of  entry  of  this  Pinal  Judg- 
ment to  furnish  simultaneously  with  each 
bid  or  quotation  required  to  be  sealed  which 
is  submitted  by  It  for  the  sale  of  any  bread 
products  In  the  El  Paso  area,  a  certification, 
m  substantlallv  the  form  set  forth  In  Appen- 
dix A  attached  hereto,  by  an  official  of  such 
defendant  knowledgeable  about  and  having 
authority  to  determine  the  price  or  prices  bid 
or  quoted,  that  said  bid  or  quotation  was  not 
the  result,  directly  or  Indirectly,  of  any  agree- 
ment, understanding,  plan  or  program  be- 
tween such  defendant  and  any  other  person 
selling  any  bread  products,  which  would  vio- 
late Section  rv  of  this  Final  Judgment; 

(B)  For  a  period  of  five  (5)  years  from  and 
after  the  date  of  entry  of  this  Final  Judg- 
ment at  the  lime  of  every  succeeding  change 
In  Its  published  price  lists  and./or  discount 
sheets  relating  to  the  sale  of  bread  products 
In  the  El  Paso  area  to  Independently  and 
Individually  certify  by  affidavit  signed  by  the 
official  responsible  for  such  decision,  that 
said  change  was  Independently  arrived  at  by 
said  defendant  and  was  not  the  result  of  an 
asrieement  or  understanding  with  any  other 
person  engaged  Ln  the  sale  of  bread  products. 
which  would  violate  Section  rV  of  this  Final 
Judgment;  and  further  that  each  defendant 
retain  In  its  files  the  aforesaid  certifications 
which  shall  be  made  available  to  plaintiff  for 
Inspection  upon  reasonable  written  demand; 

iC)  Within  sixty  (601  days  after  the  date 
of  entry  of  this  Final  Judgment  to  futrnlsh 
a  copy  thereof  to  its  directors,  ofBcers.  plant 
managers  and  sales  managers  who  have 
pricing  responslbUlty  In  connection  with  the 
sale  of  bread  products  In  the  El  Paso  area; 
and 

(D)  Within  ninety  (90)  days  after  the  date 
of  entry  of  this  Final  Judgment  to  file  an 
Affidavit  of  Compliance  with  the  Ck)urt,  copy 
to  plaintiff's  counsel,  reciting  the  steps  taken 
to  comply  with  the  provisions  of  Section 
VIKC)  of  this  Pinal  Judgment. 

VTIT 

For  the  purpose  of  determining  or  securing 
compliance  with  this  Final  Judgment  and 
subject  to  any  legally  recognized  privilege. 
from  time  to  time: 

(A)  Duly  authorized  representatives  of  the 
Department  of  Justice  shall,  upon  written 
request  of  the  Attorney  General  or  of  the 
Assistant  Attorney  General  In  charge  of  the 
Antitrust  Division,  and  on  reasonable  notice 


to  a  defendant  made  to  Its  principal  office, 
be  permitted: 

(1)  Access  during  office  hours  of  such 
defendant  to  inspect  and  copy  all  books, 
ledgers,  accounts,  correspondence,  mem- 
oranda and  other  records  and  documents  in 
the  possession  or  under  the  control  of  the 
defendant,  who  m.ay  have  counsel  present, 
relating  to  any  of  the  matters  contained  In 
this  Final  Judgment;  and 

(2)  Subject  to  the  re.-^sonable  convenience 
of  such  defendant,  and  u-ithout  restraint  or 
interference  from  It.  to  interview  officers, 
employees  and  agents  of  such  defendant. 
who  may  have  counsel  present,  regarding  any 
such  matters. 

(B)  Upon  written  request  of  the  Attorney 
General  or  of  the  Assistant  Attorney  General 
In  charge  of  the  Antitrust  Division  made  to 
a  defendant's  principal  office,  such  defendant 
shall  submit  such  written  reports,  under 
oath  If  requested,  with  respect  to  any  of  the 
matters  contained  In  this  Final  Judgment  ,^s 
may  be  requested. 

No  Information  or  documents  obtained  by 
the  means  provided  In  this  Section  VIII  shall 
be  divulged  by  any  representative  of  the  De- 
partment of  Justice  to  any  person  other  than 
a  duly  authorized  representative  of  the 
Executive  Branch  of  the  United  States,  ex- 
cept In  the  course  of  legal  proceedings  in 
which  the  United  States  Is  a  party,  or  for 
the  purpose  of  securing  compliance  with  this 
Final  Judgment,  or  as  otherwise  required 
by  law. 

If  at  any  time  Information  or  documents 
are  furnished  by  a  defendant  to  plaintiff. 
such  defendant  represents  and  Identifies  In 
writing  the  material  in  any  such  Information 
or  documents  which  Is  of  a  type  described  In 
Rule  26(c)  (7)  of  the  Federal  Rules  of  Civil 
Procedure,  and  said  defendant  marks  each 
pertinent  page  of  such  material.  "Subject  to 
claim  of  protection  under  the  Federal  Rules 
of  ClvU  Procedure."  then  10  day:^  notice  shall 
be  given  by  plaintiff  to  such  defendant  prior 
to  divulging  such  material  In  any  legal  pro- 
ceeding (other  than  a  Grand  Jury  proceed- 
ing) to  which  the  defendant  is  not  a  party. 

IX 

The  defendants,  in  full  settlement  of  any 
and  all  plaintiff's  claims  for  damages  arising 
In  any  way  as  a  result  of  the  conduct  charged 
m  paragraphs  2  through  14.  inclusive.  In  the 
complaint  In  this  case  shall  pay  to  plalutifT 
the  aggregate  sum  of  $110,001  Said  payment 
shall  begin  on  Augtist  1,  1978  and  shall  be 
made  in  equal  annual  installments  for  a 
period  of  six  (6)  consecutive  years.  If  each 
such  annual  payment  Is  not  made  In  full  on 
or  before  the  date  due.  Interest  shall  accrue 
on  the  unpaid  balance  from  the  due  date  and 
shall  continue  until  such  payment  is  com- 
pleted, at  an  annual  rate  equal  to  the  statu- 
tory rate  then  In  effect  for  unsecured  loans 
lu  the  State  of  Texas.  Each  defendant  sh.ill 
be  severaUy  liable  for  and  shall  pay  the 
following  Individual  sums: 

Kahn's  Bakery,  Inc $36,667 

Mead  Poods,  Inc 36.667 

Rainbo  Baking  Co.  of  El  Paso.-     36.  667 


Jurisdiction  Is  retained  for  the  purpose  of 
enabling  any  of  the  parties  to  this  Final 
Judgment  to  apply  to  this  Court  at  any  time 
for  such  further  orders  and  directions  as  may 
be  necessary  or  appropriate  for  the  con- 
struction or  carrying  cut  of  this  Final  Judg- 
ment or  for  the  modiflcatlon  of  any  of  the 
provisions  thereof,  and  for  the  enforcement 
of  compliance  therewith  and  punishment  of 
yiolatlons  thereof. 
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NOTICES 


28631 


Entry  of  this  Pinal   Judgment  Is   in   the 
public  Interest. 
Dated; 


VS.  District  Judge. 
Appendix  A 


The  undersi -ned  hereby  certifies  that,  to 
fils  best  Imowledge  and  belief,  the  annexed 
bid  has  not  been  prepared  In  collusion  with 
any  other  producer  or  seller  of  bread  prod- 
ucts and  that  the  prices,  discounts,  and 
terms  and  conditions  thereof  have  not  been 
communicated  by  or  on  behalf  of  the  bidder 
to  any  such  person  other  than  the  recipient 
of  such  bid  and  will  not  be  communicated 
to  any  such  person  prior  to  the  official  open- 
ing of  said  bid.  This  certification  may  be 
treated  for  all  purposes  as  if  it  were  a 
sworn  statement  made  under  oath,  and  Is 
made  subject  to  the  provisions  of  18  U.S.C. 
1001  relating  to  the  making  of  false  state- 
ments and  to  the  provisions  of  Title  31  U.S.C. 
51  231-233.  relritlng  to  the  making  of  false 
claims. 

Dated :' 


^  Signature  of  Official  Having  Author- 

ity   to    Determine    the    Price    or 
Prices  Bid  or  Quoted. 

United     States     District     Court.     Western 
District  of  Texas.  Ei,  Paso  Division 
United    States    of    America.    Plaintiff,    v. 
Kahn's    Bakery.    Incorporated;   Mead   Foods. 
Incorporated:  and  Rainbo  Baking  Company 
of  El  Paso.  Defendants. 
'  Civil  No.  EP   75-CA-106. 
Filed:  May  19,  1977. 
Proposed   Consent   Decree   CoMPETirivE 

Impact  Statement 
Pursuant  to  Section  2(b)  of  the  AntltrvLst 
Procedures  and  Pemlties  Act  (15  U.S.C.  I  16 
(b)).  the  United  States  of  .America  hereby 
files  this  Competitive  Impact  Statement  re- 
lating to  the  proposed  consent  judgment  sub- 
mitted for  entry  in  this  civil  antitrust  pro- 
ceeding. 

I 

N.^TtrRE    AND    PURPOSE    OF    THE    PROCEEDING 

On  June  3.  1975.  a  single  count  indictment 
was  returned  by  a  federal  grand  Jury  charg- 
ing Kahn's  Bakery  Incorporated  (Kahn's). 
Mead  Foods.  Incorporated  i  Mead's  i  and 
Ralulw  Baking  Company  of  El  Pa-so  ( Rainbo ) 
with  combining  and  conspiring  to  fix.  main- 
tain and  .stabilize  prices  of  bread  products 
in  the  El  Paso.  Texas  area  in  violation  of 
Section  1  of  the  Sherman  Act  ( 15  U.S.C.  5  1). 
Each  of  the  defendants  pleaded  nolo  con- 
tendere and  fines  totaling  $70,000  were  im- 
posed by  the  Court. 

On  the  same  date  the  indictment  was  filed. 
:he  Department  of  Justice  also  filed  a  com- 
oanlon  civil  case  against  the  same  three 
corporate  defendants. 

The  bread  products  Involved  In  the  al- 
leged conspiracy  among  the  three  defendant 
bakeries  were  both  standard  and  variety 
breads,  buns  and  rolls.  The  complaint 
charged  that  the  conspiracy  affected  the  price 
of  bread  products  sold  to  retail  establish- 
ments In  the  greater  El  Paso  metropolitan 
area  and  the  surrounding  cities  of  Las  Cru- 
oes.  Silver  City  and  Deming.  New  Mexico. 

Kahn's  Is  a  privately  owned  bakery  in- 
corporated in  1948.  It  ha.s  been  selling  bread 
in  the  El  Paso  area  since  that  time.  The 
company  is  a  member  of  Quality  Bakers  of 
.America,  and  it  sells  its  branded  products 
under  the  name  "Sunbeam"  as  a  licensee 
of  that  cooperative  of  Independent  baker- 
ies. ^ 


Mead's  Bakery  is  a  division  of  Mead  Poods. 
Incorporated.  Mead  Foods.  Incorporated  has 
its  corpjorate  offices  In  Amarlllo.  Texas  Mead's 
Bakery  produces  and  sells  bread  products 
through  five  bakeries  in  Texas,  one  of  which 
Is  located  in  El  Paso. 

Rainbo  was  incorp>orated  In  1951  and  is 
a  wholly-owned  subsidiary  of  Campbell -Tag- 
gart.  Inc.  of  Dallas.  Texas  Campbell -Taggart 
is  a  large  holding  and  service  company  which 
engages  In  the  manufacture,  sale  and  stor- 
age of  food  and  food  related  products.  Rain- 
bo Is  Campbell-Taggart's  subsidiary  which 
bakes  and  markets  bread  products  In  the 
El  Paso  area. 

The  Government  would  have  contended  at 
trial  that  officers  of  the  defendant  corpora- 
tions had  a  series  of  periodic  meetings  in 
which  they  discussed  the  possibility  of  rais- 
ing prices  on  bread  products  sold  to  retail- 
ers in  the  El  Paso  market.  The  Government 
would  also  have  contended  that  such  meet- 
ings were  often  prompted  by  Increases  in 
production  costs,  and  were  also  held  to  pre- 
vent or  settle  price  wars.  It  would  have  fur- 
ther been  contended  that  the  defendants 
reached  agreements  among  themselves  to  af- 
fect the  pricing  of  bread  products  as  a  result 
of  these  meetings 

Additionally,  the  complaint  alleged  that 
the  three  defendants  were  the  major  sup- 
pliers of  bread  products  to  the  United  States 
for  consumption  and  resale  in  the  military 
commissary  and  post-exchange  at  Port  Bliss 
in  El  Paso. 

At  trial,  the  Government  would  have  con- 
tended that  officers  of  the  defendant  corpora- 
tions had  a  series  of  meetings  in  which  they 
agreed  to  submit  rigped  and  collusive  bids 
on  bread  products  sold  to  Port  Bliss  and  in 
which  they  agreed  to  allocate,  among  them- 
selves, the  buslues.s  at  Port  Bliss. 

Total  sales  by  the  defendants  of  all  bakery 
Items  sold  in  the  El  Paso  area  in  1973  ap- 
proximated .$9  million,  ^n  its  complaint,  the 
Government  contended :  ( 1 )  that  the  de- 
fendants' activities  fixed  and  stabilised  bread 
prices;  (2)  that  price  competition  was  elim- 
inated; and  (3)  that  customers  of  the 
defendants  and  cons-amers  of  the  products 
were   deprived    of   competitive   prices. 

The  Department  of  Jtistice  also  alleged 
that  It  suffered  unspecified  monetary  dam- 
ages as  a  result  of  the  collusive  and  rigged 
bids  submitted  by  the  defendants  to  F<^rt. 
Bliss 

n 

EXPLANATION    OF    THE    PROPOSED    CONSENT 
JtnXiMENT 

The  United  States  and  the  defendants  have 
stipulated  that  the  proposed  con.sent  judg- 
ment may  be  entered  by  the  Court  at  any 
time  after  compliance  with  the  Antitrust 
Procedures  and  Penalties  Act.  The  consent 
judgment  provides  that  there  has  been  no 
admission  by  either  party  with  respect  to  any 
issue  of  fact  or  law.  Under  the  provisions  of 
Section  2(e)  of  the  Antitrust  Procedures  and 
Penalties  Act.  entry  of  this  Judgment  is  con- 
ditioned upon  a  determination  bv  the  Court 
that  the  proposed  Judgment  Is  In  the  public 
Interest. 

The  proposed  consent  Judgpaent  provides 
measures  that  terminate  the  anticompetitive 
practices  alleged  in  the  complaint.  Each 
defendant  Is  perpetually  enjoined  from  en- 
tering Into  any  form  of  agreement  with  any 
other  person  ( Individual,  business  or  legal 
entity)  to  fix  prices  for  bread  products  sold 
to  any  third  person. 

However,  as  set  forth  In  paragraph  rV(Bi 
of  the  consent  judgment,  no  defendant  is 
prohibited  from  discussing  and  agreeing  with 
a  purchasing  agent  or  group  buying  rep- 
resentative on  the  sales  prtce  of  bread  i)rod- 
ucts   to    be   sold    to    a    third    person.    Such 


discussions  and  agreements  must  Involve  a 
bona  fide  sales  transaction  between  such 
defendant  and  such  purchasing  agent  or 
group  buying  representative  who  Is  acting 
In  this  capacity  on  behalf  of  the  third  per- 
son. By  terms  of  Paragraph  IV(B)  and  other- 
wise in  connection  with  Paragraph  TV,  a 
purchaser  of  bread  products  from  a  defend- 
ant, or  such  purchaser's  agent  or  group 
buying  representative,  could  discuss  with 
such  defendant,  in  connection  with  a  bona 
fide  sales  transaction,  the  price  which  such 
purchaser  needed  to  receive  from  such  de- 
fendant In  the  purchase  of  bread  products 
in  order  that  such  purchaser  could  charge 
a  competitive  price  on  the  resale  of  such 
products,  so  long  as  such  discussion  was  not 
In  connection  with  any  agreement  concern- 
ing prices  which  the  purchaser  would  charge 
for  bread  products  In  his  sales,  or  any  other 
agreement  concerning  bread  product  prices 
which  would  be  in  violation  of  law. 

Paragraph  V  of  the  consent  judgment  en- 
joins each  defendant  for  a  period  of  ten  (10) 
years  from  communicating  to  any  other  de- 
fendant prices  or  conditions  upon  which 
bread  products  are  then  being  sold.  More- 
over, by  Paragraph  V.  each  defendant  is 
permanently  enjoined  from  ( 1 )  communicat- 
ing to  any  other  defendant  future  prices 
or  terms  or  conditions  of  sale  of  bread  prod- 
ucts; (2)  advising  any  other  defendant  of 
consideration  given  to  changing  prices;  (3) 
requesting  from  any  other  defendant  infor- 
mation about  future  prices  which  such  other 
defendant  might  charge,  or  Information 
about  the  consideration  given  by  such  other 
defendant  to  changing  prices;  and  (4)  joln- 
mg  or  pattlcipatlng  In  any  trade  association 
which  such  defendant  knows  is  engaging 
in  any  activities  inconsistent  with  the  terms 
of  the  consent  judgment. 

However,  paragraph  VI  of  the  consent 
judgment  states  that  no  defendant  is  pro- 
hibited from  discussing  prices  with  any  other 
defendant  as  part  of  a  bona  fide  sales"  trans- 
action between  such  defendants,  or  from 
transmitting  to  any  other  defendant  its 
bread  products  price  list,  or  any  change 
therein,  which  has  already  been  Issued  to 
the  trade,  if  such  transmission  Is  made  on  or 
after  the  effective  date  of  the  price  change. 
Moreover,  the  Judgment  does  not  prohibit  a 
defendant  from  obtaining  price  lists  or  price 
change  Information  concerning  any  other 
defendant  from  a  customer  or  other  third 
person  prior  to  the  effective  date  of  such  list 
or  change,  so  long  as  such  receipt  Is  not 
pursuant  to  any  arrangement  which  would 
violate  the  Judgment 

Each  defendant  Is  also  enjoined  perpetually 
from  agreeing.  In  any  way,  with  any  other 
person  to  submit  collusive  or  rigged  bids,  or 
to  allocate  to  any  person  or  group  of  persons, 
any  bids  for  the  sale  of  any  bread  products. 

The  consent  Judgment  also  orders  each 
defendant,  for  a  period  of  five  (5)  years  from 
the  date  of  entry  of  the  Judgment,  to  fur- 
nish with  each  bid  or  quotation  undefseal 
which  is  submitted  by  It  for  the  sale  of  any 
bread  products  in  the  El  Paso  area,  a  certifi- 
cation from  an  officer  with  pricing  authority 
that  said  bid  was  not  the  result  of  any 
agreement  with  any  other  person  which 
would  violate  Section  IV  of  the  consent 
Judgment. 

However,  the  consent  judgment  does  state 
that  no  defendant  Is  prohibited  from  formu- 
lating or  submitting  with  any  other  defend- 
ant a  bona  flde  Joint  bid  or  quotation,  when 
such  a  submission  has  been  requested  by  the 
purchaser. 

In  settlement  of  all  the  plahitlff's  claims 
for  damages,  arising  In  any  way  as  a  result 
of  the  conduct  charged  In  the  complaint,  the 
consent  Judgment  provides  that  the  defend- 
ants will  pay  the  aggregate  sum  of  $110,001. 
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The  paymeuts  will  begin  on  August  1.  1978 
and  will  be  made  In  equal  annual  Install- 
ment by  each  defendant  for  six  1 6)  con- 
secutive years.  If  any  annual  payment  Ls  not 
made  In  full  on  or  before  the  due  date.  In- 
terest shall  accrue  at  an  annual  rate  equal 
to  the  statutory  rat©  then  In  effect  for  un- 
secured loans  In  the  State  of  Texfus. 

m 

ALTEBNATIVES    TO    THE    PROPOSED    CONSENT 
JUDGMENT 

Alternative  proposals  were  considered  by 
the  Antitrust  Division  relative  to  the  damage 
settlement  flgrure.  The  Government  Initiated 
a  study  of  bids  on  important  bread  products 
made  to  military  bases  in  New  Mexico  and 
Texas  which  were  comparable  in  size  to  Port 
Bliss  for  the  period  1969  through  1975  As  a 
result,  the  Oovernment  determined  that 
there  was  a  basis  for  concluding  that  a  claim 
for  actual  damages  of  8322,911  could  be  made 
The  defendants  pointed  out  that  they  had 
already  paid  a  fine  in  the  criminal  case  total- 
ine;  $70,000  and  had  either  made,  or  were 
about  to  make,  substantial  settlements  In  two 
private  cases  based  upon  the  conduct  charged 
in  the  Governments  complaint  Defendants 
!irt;ued  that  pavment  of  a  sum  of  »322.911  to 
the  Government  could  force  one  or  more  of 
thpm  to  abandon  the  El  Paso  market  In  this 
re[^rd  defendant-^  made  two  monetary  offers 
to'^the  Department  of  Justice,  one  being  sub- 
stantially le,ss  than  the  final  figure  settled 
upon  by'both  parties  Neither  figure  was  ac- 
ceptable to  the  Government, 

In  order  to  substantiate  the  defendants' 
calm  that  the  full  payment  of  the  alleged 
damai'e  fltrtire  would  severely  affect  each 
defendants  business  viability,  the  Govern- 
ment analvzed  each  of  the  company  s  private 
financial  statements  which  were  voluntarily 
furnished  by  the  respective  defendants.  The 
statements  covered  the  years  of  1972  through 
1976  The  Oovernment  concluded  that  a 
damage  flgiire  of  Si  10.001  would  be  equitable 
corislder'.ni?  the  size  and  business  circum- 
stances of  the  three  corporations. 

Another  alternative  to  the  proposed  Con- 
sent JudfeTiient  by  the  Department  of  Justice 
was  a  full  trial  on  the  merits.  It  was  deter- 
mined that  such  a  trial  was  not  warranted. 
It  would  have  involved  a  subsUntial  expense 
as  well  as  commitment  of  manpower  which 
otherwise  could  have  been  devoted  to  other 
enforcement  activities.  Injunctive  relief 
would  have  been  delayed.  There  was  no  cer- 
tainty that  the  Government  could  have  re- 
covered more  than  $110,001  after  a  trial  on 
the  merits,  and  there  was  the  possibility 
that  a  larger  recovery  would  have  driven  one 
or  more  of  the  defendants  from  the  El  Paso 
market.  Finally,  the  Oovernment  was  satli.- 
fled  that  the  equitable  remedies  set  forth  In 
the  consent  Judgment  would  restore  com- 
petition in  the  bread  market  in  the  El  Paso 
area  and  serve  as  a  check  to  see  that  com- 
petition would  be  continually  maintained. 
IV 

REMEDIZS    AV.WLABLE    TO    POTENTLAL    PRTV.KTt 
PLArNTIFrS 

Any  potential  private  plaintiff  which  might 
have  been  damaged  by  the  alleged  violations 
will  retain  the  same  right  to  sue  for  mone- 
tary damages  and  any  other  legal  or  equita- 
ble remedies  that  they  wor.ld  have  had  were 
the  proposed  consent  Judgment  not  entered. 
However,  pursuant  to  Section  5(a)  of  the 
Clayton  Act  (15  UJSC,  I  15(a)),  this  Judg- 
ment may  not  be  used  as  prima  facie  evi- 
dence In  private  litigation. 


PaOCEDtTRES    AVAHJIBLE    TOR    MODITICATION    OT 

THE    PSOPOSIX)    JITDGMENT 

The  proposed  consent  Judgment  Is  subject 
to  a  stipulation  by  and  between  the  United 
States  and  the  consenting  defendants  which 
provides  that  the  United  States  may  with- 
draw its  consent  to  the  proposed  Judgment  at 
any  time  until  the  Court  has  found  that  en- 
try of  the  proposed  Judgment  is  In  the  pub- 
lic interest.  By  Its  terms,  the  proposed  con- 
sent Judgment  provides  for  the  Court's  re- 
tention of  }urlsdlction  of  this  action  In  order, 
among  other  reasons,  to  permit  either  of  the 
parties  thereto  to  apply  to  the  Court  for 
such  orders  as  may  be  necessary  or  appro- 
priate for  the  modification  of  the  Final  Judg- 
ment. 

As  provided  by  Section  2(b)  of  the  Anti- 
trust Procedures  and  Penalties  Act,  any  per- 
sons wishing  to  comment  on  the  proposed 
consent  Judgment  may,  for  a  sixty  (60)  day 
period  prior  to  the  effective  date  of  the  Judg- 
ment, submit  written  comments  to: 

Dwight  B.  Moore.  Chief.  Los  Angeles  Field  Of- 
fice. Antitrust  Division.  Department  of  Jxis- 
tlce.  1444  United  States  Court  House,  342 
North  Spring  Street,  Los  Angeles,  Califor- 
nia 90012 

The  comments,  and  the  responses  thereto, 
will  be  filed  with  the  Court  and  published 
in  the  PEDI31AL  Register.  The  Department  of 
Justice  will  evaluate  any  and  all  such  com- 
ments and  determine  whether  there  Is  any 
reason  for  withdrawal  of  its  consent  to  the 
Judgment. 

VI 

DETEEMINATTVE   DOCUMENTS 

Since  there  are  no  materials  or  documents 
which  were  determinative  In  formulating  a 
projxjsal  for  the  consent  Judgment,  none 
are  being  filed  by  t!he  plaintiff  pursuant  to 
Section  2(b)  of  the  Antitrust  Procedures 
and  Penalties  Act. 

Dennis   R.   Bunker, 
Dwight  B.  Moore. 
Attcymeys,  Department  of  Justice. 

IFR  Doc  77   15683  Filed  6-2-77;8:45  am) 


UNITED  STATES  CIRCUIT  JUDGE  NOMI- 
NATING COMMISSION,  EASTERN  FIFTH 
CIRCUIT  PANEL 

Rescheduled  Meetings 
The  Ea.'^tem  Fifth  Circuit  Panel  of  the 
United  States  Circuit  Judge  Nominating 
Commission  wUl  meet  on  June  27,  1977, 
at  2  p.m..  and  on  June  28,  1977.  at  9  a.m.. 
In  the  U.S.  Court  of  Appeals  BuUding,  600 
Camp  Street,  New  Orleans.  Louisiana. 

The  above  two  meetings  will  be  held  in 
lieu  of  the  prevl06uly  announced  June  14 
meeting  in  Atlanta,  Georgia,  and  the 
June  27  meeting  in  Montgomery, 
Alabama. 

The  two  meetings  will  be  held  to  re- 
view plans  and  interview  candidates  to 
fill  the  present  existing  vacancy.  These 
meeting,?  will  not  be  open  to  the  public 
pursuant  to  P.L.  92-463,  Section  10(D)  as 
amended.  (CF  5  U.S.C.  552b(c)  (6) ) 

Joseph  A.  Sanches, 
Advisory  Committee 
Management  Officer. 

May  27,  1977. 
IFR  Doc,77-15752  Piled  6-2-77;8:45  amj 


DEPARTMENT  OF  LABOR 

Pension  and  Welfare  Benefit  Programs 

ADVISORY   COUNCIL  ON   EMPLOYEE 
WELFARE  AND  PENSION  BENEFIT  PLANS 

Meeting 

Pursuant  to  Section  512  of  the  Em- 
ployee Retirement  Income  Security  Act 
of  1974  f29  use,  1142 1  a  meeting  of  the 
Advisory  Council  on  Employee  Welfare 
and  Pension  Benefit  Plans  will  be  held  at 
9  a.m.  on  Tuesday,  Jtme  28,  1977.  in  the 
Federal  Ballroom  North,  Quality  Inn, 
Capitol  Hill,  415  New  Jersey  Avenue  NW., 
Washington,  D.C. 

The  meeting  will  be  open  to  the  pub- 
lic. The  purpose  of  the  meeting  is  to  dis- 
cuss the  items  listed  in  the  following 
agenda : 

1.  Advisory  Council  Recommenda- 
tions— status  report. 

2.  Department  of  Labor  progress  re- 
port since  last  advisory  council  meet- 
ing. 

3.  Investment  work  group  report. 

4.  Surety  bond  experience  and  fiduci- 
ary insurance  work  group  report. 

5.  Accounting  and  actuarial  responsi- 
bilities work  group  report. 

6.  Reporting,  disclosure  and  record- 
keeping work  group  report. 

7.  Small  plans  impact  work  group  re- 
port. 

8.  Legislative  amendment  work  group 
rei>ort. 

9.  ERISA  preemption  of  State  laws. 
Any  member  of  the  public  may  file  a 

written  statement  concerning  the  topics 
under  this  agenda  by  submitting  30  cop- 
ies on  or  before  the  cla?e  of  business 
Monday,  June  27.  1977.  to  the  Adminis- 
trator of  Pension  and  Welfare  Benefit 
Programs,  New  Department  of  Labor 
Building.  Third  Street  and  Constitution 
Avenue,  NW,,  Room  N4629,  Washing- 
ton. D.C.  20216. 

Persons  desiring  to  attend  should  no- 
tify Mr.  Edward  F,  Lysczek,  Executive 
Secretary  of  the  Advisory  Council.  New- 
Department  of  Labor  Building.  Third 
Street  and  Constitution  Avenue,  NW., 
Room  N4629,  Washington.  D.C.  20216, 
or  may  call  Area  Code  202-523-8754. 

Ian  D,  Lanoff. 
Administrator  of  Pension  and 
Welfare  Benefit  Programs. 

Signed  at  Washington.  D.C.  this  1st 
day  of  June  1977. 

[FR  Doc.77-15844  FUed  6-2-77;8:45  am] 


Office  of  the  Secretary 

lTA-W-17901 

H.   A.   SEINSHEi:^ER 
CINCINNATI.   OHIO 

Termination  of  Investigation 

Pursuant  to  Section  221  of  the  Trade 
Act  of  1974.  an  investigation  was  initi- 
ated on  March  10.  1977  In  response  to  a 
worker  petition  received  on  March  9, 
1977  which  was  filed  on  behalf  of  former 
workers  producing  men's  tailored  suits. 
sportcoats,  trousers  and  men's  leisure 
suits  at  H.  A.  Seinshcimer  Company, 
Cincinnati,  Ohio. 
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Notice  of  the  investigation  was  pub- 
lished In  the  Federal  Register  chi  March 
25.  1977  (42  FR  16200).  No  public  hear- 
ing was  requested  and  none  was  held. 

During  the  course  of  the  Investigation, 
it  was  established  that  all  workers  of 
H.  A.  Seinsheimer.  Cincinnati.  Ohio  were 
previously  certified  eligible  to  apply  for 
adjustmeit  assistance  cm  May  3,  1977,  In 
the  revised  certificaticHi  resulting  from 
the  Office  of  Trade  Adjustment  Assist- 
ance tnvKtigatic«is  TA-W-1240  and 
1241. 

The  existing  certification  will  expire 
on  November  8.  1978  unless  terminat-ed 
by  the  Secretary  of  Labor.  Since  workers 
newly  separated,  totally  or  partially,  are 
covered  by  the  existing  certification  pro- 
vided such  separations  occurred  on  or 
after  the  impact  date  (July  1,  1976>  and 
before  the  certification  expiration  date 
November  8,  1978,  a  new  Investigation 
would  serve  no  purpose;  consequently 
the  Investigation  has  been  terminated. 

Signed  at  Washington,  D.C.  this  20Lli 
day  of  May  1977. 

Marvin  M.  Fooks, 
Director,  Office  of 
Trade  Adjustment  Assiitanee. 

|PR  Doc.77-15529  Piled  5-2-77;8:45  am] 


AILEEN,    INC.,    ET  AL 

Investigations  Regarding  Certifications  of 
Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

Petitions  have  been  filed  with  the  Sec- 
retar>-  of  Labor  under  Section  221 1 a)  of 
the  Trade  Act  of  1974  ("the  Act")  and 
are  identified  In  the  Appendix  to  this  no- 
tice. Upon  receipt  of  the.-^e  petitions,  the 
Director  of  the  Office  of  Trade  Adjust- 
ment Assistance.  Bureau  of  International 
Labor  Affairs,  has  instituted  investiga- 
tions pursuant  to  Section  221ia'  of  the 
Act  and  29  CFR  90.12. 

The  purpose  of  each  of  the  investiga- 
tions is  to  determine  whether  ab- 
solute or  relative  Increases  of  imports  of 
articles  like  or  directly  competitive  with 
articles  produced  by  the  workers'  firm 
or  an  appropriate  subdivision  tliereof 
have  contributed  importantly  to  an  ab- 
solute decline  in  sales  or  production,  or 
both,  of  such  firm  or  subdivision  and  to 
the  actual  or  threatened  total  or  partial 
separation  of  a  significant  number  or 
proportion  of  the  workers  of  such  firm  or 
subdivision. 

Petitioners  meeting  these  eligibility  re- 
quirements will  be  certified  as  eligible  to 
apply  for  adjustment  assistance  under 
Title  II,  cniapter  2.  of  tiie  Act  in  accord- 
ance with  the  provisions  of  Subpart  B 
of  29  CFR  Pan  9,  The  inve.'^tigations  will 
further  relate,  as  appropriate,  to  the 
determination  of  the  dat«  on  which  total 
or  partial  separations  began  or  threat- 
ened to  begin  and  the  subdivision  of  the 
firm  Involved. 

Pursuant  to  29  CFR  90.13.  the  peti- 
tioners or  any  other  persons  showing  a 
substantial  interest  In  the  subject  mat- 
ter of  the  Investigations  may  request  a 
public  hearing,  provided  such  request  Is 
filed  In  writing  with  the  Director.  OfBce 


of  Trade  Adjustment  Assistance,  at  the 
address  shown  below,  not  later  than  June 
13.  1977. 

Interested  persons  are  invited  to  sub- 
mit written  comments  regarding  the  sub- 
ject matter  of  the  investigations  to  the 
Director,  OfQce  of  Trade  Adjustment  As- 
sistance, at  the  address  shown  below,  not 
later  than  June  13.  1977. 

The  petitions  filed  In  this  case  are 
available  for  Inspection  at  the  Office  of 


the  Director.  Office  of  Trade  .Adjustment 
Assistance,  Bureau  of  International 
Labor  Affairs,  U.S  Department  of  Labor, 
200  ConstituticHi  Avenue.  NW.  Wash- 
ington. D.C.  20210. 

Signed  at  Washington,  DC   this  24th 
day  of  May  1977, 

Mabvin  M.  Fooks, 
Director.  Office  of 
Trade  Adjustment  Assistance. 


Appcndur 


Pctiiioncr:  union 'workers 
or  former  workers  of — 


Location 


Date 
received 


Datf  of 
petiUon 


Fetitioo  N&    Articles  produced 


Ail'^-n,  Inc.,  V'ietorU  Cut- 
ting I'lajit  (workfirsi, 

Aileen.  Inr..  VcKennfy 
tVwinp  Plant  (wwkers*. 

A:ieor,.  lr,c,,  Soutt  HiU 
e^w-ing  Plant  (workers). 

AlWn,  Inc.,  AltavLna 
Sewinn  Plant  (workers). 

Aim  Marie  Sfwrlswear 
(workersl. 

Bobtuf     Knitwear,     Inc. 

Coamo     Knitting     Mills, 

Inc.  ClLUWO). 
Helen*  Dee  aLOWf) 

Newi)ort  Finistuug  Corp, 
(workersV 


Victoria,  Va May  23,1977 

McKenney.  Va. do_ 

South  mu.  Va do 

AltaVista,  Va. do„ 

Lynn,  Mass do 

Cosmo,  P,R do 

do do 


May    IS. 
do... 


do. 

do- 
May  JO, 
May  19. 

May   12, 


1977  TA- 

TA 

TA- 

TA 

1977  TA- 

1977  TA 

,1977  TA 


•W-!,  089    Ladies'  and  girls' 

knitwear. 
W-2, 090  Do. 


W-2,  091 
•W-J.  0Q2 


Da 

Do. 


Plainfield,  NJ... 
Fall  River,  Mass. 


...do 

...do 


May   18, 

May   20. 


1977    "fX 

ivr:   TA 


■W-2,  093    Woniein's  jpons- 

wear. 
■W-2,  064    Men's  knit  sport 

shirts. 
-W-2, 095  Do. 

■w-2,  086    Ladifts' dreeaes. 

-W-2.  0S7  Textile  dyeijig 
and  printing 
of  fahrira. 
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BAMBERGER— REIiVTHAL    (ILGWU)    AND 
SCHOLL,    INC. 

Investigations  Regarding  Certifications  of 
Eligibility  To  Apply  For  Worker  Adjust- 
ment Assistance 

Petitions  have  been  filed  with  the 
Secretary  of  Labor  under  Section  221  ta^ 
of  the  Trade  Act  of  1974  ("the  Act")  and 
are  identified  in  the  Appendix  to  this 
notice.  Upon  receipt  of  these  petitions, 
the  Director  of  the  Office  of  Trade  Ad- 
justment Assistance.  Bureau  of  Interna- 
tional Labor  Affairs,  has  instituted  in- 
ve*>tigatious  pursuant  to  Section  221  <a^ 
of  the  Act  and  29  CFR  90  12, 

The  purpose  of  each  of  the  investiga- 
tions is  to  determine  whether  absolute 
or  relative  increases  of  imports  of  arti- 
cles like  or  directly  competitive  with  arti- 
cles produced  by  the  workers'  firm  or  an 
appropriate  subdivision  thereof  have 
contributed  importantly  to  an  absolute 
decline  in  sales  or  production,  or  both, 
of  such  firm  or  subdivision  and  to  tlie 
actual  or  threatened'  total  or  partial 
separation  of  a  significant  number  or 
proportion  of  the  workers  of  such  firm 
or  subdivision 

Petitioners  meeting  these  eligibility 
requirements  will  be  certified  as  eligible 
to  apply  for  suijustment  assistance  under 
Title  n.  Chapter  2,  of  the  Act  In  ac- 
cordance with  tlie  provisions  of  Subpart 


B  of  29  CFR  Part  90.  Tift  investigations 
will  further  relate,  as  appropriate,  to 
the  determination  of  the  date  on  which 
total  or  partial  separations  began  or 
tlireatened  to  begin  and  the  subdivision 
of  the  firm  involved . 

Pursuant  to  29  CFR  90.13,  the  peti- 
tioners or  any  other  perscttis  showing  a 
substantial  interest  in  the  subject  mat- 
ter of  the  investigations  may  request  a 
pubhc  hearing,  p.'-ovided  such  request  is 
filed  in  writing  witli  the  Director,  Office 
of  Trade  Adjustment  Assistance,  at  the 
addre.ss  shown  below,  not  later  than 
June  13,  1977. 

Interested  persons  are  invited  to  sub- 
mit written  comments  regarding  the 
subject  matter  of  the  Investigations  to 
the  Director,  Office  of  Trade  Adjustment 
Assistance,  at  the  address  shown  below. 
not  later  than  June  13.  1977. 

The  petitions  filed  in  this  case  are 
available  for  inspection  at  the  Office  of 
llie  Director.  Office  of  Trade  Adjustment 
AssL<;tance,  Bureau  of  International  La- 
bor Affairs.  US  Department  of  Labor. 
200  Constitution  Avenue.  N.W..  Wash- 
ington, DC.  20210. 

Signed  at  WasliingtcHi.  D.C.  thi^  19th 
day  of  May  1977. 

Marvin  M.  Pooks. 
Director.  Office  of 
Trade  Adjustment  Assistance. 


Appendix 


Petitioner:  union/wvrken 
or  former  workers  of— 


LoeatloD 


DaU 
received 


Date  ot        Petition  No.    Artieles  prodneed 
petiUoo 


Bamherger-Eeinthal    Cleveland,  Ohio May   I9.W77    May     4,1977    TA-W-2.061     Mw.  e .»w(»iers and 

(ILOWO).  knit  cape. 

P«hoU,  Inc.  (Boot  and  Shoe    Owenton,  Ky .May   17,19r    May   18,  l»77    TA-W-2.082     Wotnen  »  amdals, 

Worken  tTnioni.  saiidaleK  and 

welUk. 
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NOTICES 


FASHION   FOOTWEAR  CO.,   INC.,   ET  AL 

Investrgations  Regarding  Certifications  of 
Eligibility  To  Apply  For  Worker  Adjust- 
ment Assistance 

Petitions  have  been  filed  with  the  Sec- 
retary of  Labor  under  Section  221 < a) 
of  the  Trade  Act  of  1974  i"the  Act")  and 
are  identified  in  the  Apf>endLx  to  this 
notice.  Upon  receipt  of  these  petitions. 
the  Director  of  the  Office  of  Trade  Ad- 
ju.stment  A.ssL^tance.  Bureau  of  Interna- 
tional Labor  Affairs,  ha-s  instituted  in- 
vestigation pursuant  to  Section  221' a' 
of  the  Act  and  29  CFR  90.12. 

The  purpose  of  each  of  the  investiga- 
tions Is  to  determine  whether  absolute 
or  relative  increases  of  imports  of  arti- 
cles like  or  directly  competitive  with  ar- 
ticles produced  by  the  workers'  firm  or 
an  appropriate  subdivLsion  tliercof  have 
contributed  importantly  to  an  absolute 
decline  in  sales  or  production,  or  both, 
of  such  firm  or  subdivision  and  to  the 
actual  or  threatened  total  or  partial 
separation  of  a  significant  number  or 
proportion  of  the  workers  of  such  firm 
or  subdivision. 

Petitioners  meeting  the.se  eligibility 
requirements  will  be  certified  as  eligible 
to  apply  for  adjustment  assistance  un- 
der Title  II.  Chapter  2,  of  the  Act  in 
accordance  with  the  provisions  of  Sub- 
part B  of  29  CFR  Part  90.  The  investiga- 


tions will  further  relate,  as  appropriate, 
to  the  determination  of  the  date  on 
which  total  or  partial  separations  began 
or  threatened  to  begin  and  the  subdi- 
vision of  the  firm  involved. 

Pursuant  to  29  CFR  90.13,  the  peti- 
tioners or  any  other  persons  showing  a 
substantial  interest  In  the  subject  mat- 
ter of  the  investigations  may  request  a 
public  hearing,  provided  such  request  is 
filed  in  wTiting  with  the  Director,  Office 
of  Trade  Adjustment  Assistance,  at  the 
address  shown  below,  not  later  than 
June  13.  1977. 

Interested  persons  are  invited  to  sub- 
mit written  comments  regarding  the  sub- 
ject matter  of  the  investigations  to  the 
Director,  Office  of  Trade  Adjustment 
.Assistance,  at  the  address  shown  below, 
not  later  than  June  13,  1977. 

The  petitions  f^led  in  this  case  are 
available  for  inspection  at  the  Office  of 
the  Director.  Office  of  Trade  Adjustment 
Assistance.  Bureau  of  International 
Labor  Affairs,  U.S.  Department  of  Labor, 
200  Constitution  Avenue,  N.W.,  Wash- 
ington, DC.  20210. 

Signed  at  Washington,  D.C.  this  23rd 
day  of  May  1977. 

Marvin  M.  Fooks, 
Director,  Office  of 
Trade  Adjustment  Assistance. 


Appendi.F 


I'etliioner:   union'workers 
or  fonnar  workers  or— 


Ixxalion 


Fashion     Footwear     To.     Kutlierford,  N  J 

Inc.  (International  Pro- 
duction Service  A  Sales 
Employees  Uruon). 

F.>urco  Glass  Co.  Adam-    Clarksburg,  W  .  \  a.. - 
ston    Division    (United 
( 'eranilo  Workers  I'nlonl 

l-.jurco  Glass  Co.  RoUaiid do 

Division  (.United  Ce- 
ramic Workers  Union).       „  _„    ..^    .  , 

Fourco  Glass  Co.  Harding    Fort  Smith,  Ark 

Division  (United  Ce- 
ramic Workers  Union)  ,  ,  j.  „  , 

Frier  Industries.  Inc   (In-    Carlstadt,  N.J .   

temational  I'roduction 
Service  A  Sales  Employ- 
ees Union).  ,  .....  ,. 

Sperry       Rand       Univac     lliia.Nl 

i.WorkersK 


Date  Date  of         Petition  No.     Articles  produced 

received  petition         « 

May  20,1«77    May   11,1977    TA-W -2,083     Men's,  women's, 

and  boys'  shoes 
and  slippers. 

do May   l.t.lOTT    TA-W-2,084     Flat  glass. 

...do do -  TA-W-2,085  Do. 

..do ...do TA  W-2,080  Do. 


...do May   n,1077    T.\.-W-2,087     Men's,  women's, 

and  children's 
casual  shoes  and 
slippers. 
Apr.  28, 1977    Apr    2:?.  1077    TA-W-2.088     Print  bars. 


NATIONAL  SCIENCE   FOUNDATION 

ADVISORY  COUNCIL,  STEERING 
COMMITTEE 

Meeting 

In  accordance  with  the  Federal  Advi- 
sory Committee  Act,  Pub.  L.  92-463,  the 
National  Science  Foundation  announces 
the  following  meeting: 

NAME:  Steering  Committee  of  the  National 
Science    Foundation    Advisory    Council. 

PLACE:  Rm.  421,  National  Science  FVDunda- 
tlon,  1800  G  St.  NW.,  Washington,  DC. 

DATE:  Jxuie  6  and  7,  1977. 

TIME:  11  a.m.  to  5  p  m.  on  June  6;  9  a.m. 
to  5  p.m.  on  June  7. 

TYPE  OF  MEETING :  Open. 

CONTACT  PERSON : 

Ms.  Margaret  L.  Windus,  Executive  Secre- 
tary, NSF  Advisory  Council,  National  Sci- 
ence Foundation,  Rm.  518,  Washington, 
D.C.  20550,  telephone  202-632Ht384. 

PURPOSE  OF  STEERING  COMMITTEE:  The 
purpose  of  the  Steering  Committee,  composed 
of  members  of  the  NSF  Advisory  Council,  Is  to 
assdst  the  Chairperson  and  Foundation 
staff  In  planning  Council  activity  and  re- 
lated matters  not  requiring  the  formation 
of  a  separate  task  group. 

SUMMARY  MINUTES:  May  be  obtained  from 
the  Committee  Management  Coordination 
Staff,  Division  of  Personnel  and  Manage- 
ment, Rm.  248,  National  Science  Foundation, 
Washington,  D.C.  20550. 

AGENDA:  To  re^-iew  with  cognizant  NSF 
staff  the  issues  being  studied  by  the  four  taek 
groups  and  other  issues  of  general  concern. 

REASON  FOR  LATE  NOTICE:  Due  to  admin- 
istrative difficulties  in  the  transfer  of  func- 
tions to  the  new  Executive  Secretary. 

M.  Rebecca  Winkler, 
Acting  Committee  Management  Officer. 

May  27,  1977. 
[FRDoc.  77-15669  Filed  6-2-77:8:45  "wn] 


[FRDoo.77-15.'>86  Filed  0-2-77:8:45  am] 


NATIONAL   FOUNDATION   ON   THE 

ARTS  AND   THE   HUMANITIES 

National  Endowment  for  the  Arts 

THEATRE   ADVISORY    PANEL 

Amended  Meeting 

Pursuant  to  Section  10'a>'2)  of  the 
Federal  Advisory  Committee  Act  'Pub.  L. 
92-463 ' .  notice  is  hereby  given  of  a 
change  in  agenda  to  the  Theatre  Advi- 
sory Panel  to  the  National  Council  on 
the  Art.-^,  a.s  published  in  the  Feder.^l 
Register  on  May  23.  1977,  Volume  42. 
Niunber  99,  Page  26236. 

The  session  on  June  13.  1977,  from 
1  p.m.  to  5:30  p  m,  will  be  open  to  the 
public.  Tlie  agenda  will  include  a  dis- 
cussion of  program  guidelines. 

Tlie  session  on  June  13,  1977,  from  9:30 
a.m.  to  1  p.m..  and  all  sessions  on  June  11 
and  12.  are  for  the  purpose  of  Panel  re- 
view, discussion,  evaluation,  and  recom- 
mendation on  applications  for  financial 


assistance  imder  the  National  Foimda- 
tion  on  the  Arts  and  the  Humanities  Act 
of  1965,  as  amended,  including  discussion 
of  information  given  in  confidence  to 
tlie  agency  by  grant  applicants.  In  ac- 
cordance with  the  determination  of  the 
Chairman  published  in  the  Federal  Reg- 
ister I  March  17,  1977)  these  sessions 
may  be  closed  to  the  public  pursuant  to 
subsection  ic>  i4i.  (6)  and  9(B)  of  sec- 
tion 552b  of  Title  5,  United  States  Code. 
Further  information  with  reference  to 
this  meeting  can  be  obtained  from  Mr. 
Robert  M.  Sims.  Advisory  Committee 
Management  Officer,  National  Endow- 
ment for  the  Arts.  Washington,  D.C. 
20506.  or  call  202-634-6377. 

Robert  M.  Sims, 
Administrative  Officer.  National 
Endowment  for  the  Arts,  Na- 
tional Foundation  on  the  Arts 
and  the  Humanities. 
I  FR  Doc  77-15754  Filed  6-2-77;8:45  am] 


NATIONAL   SCIENCE   BOARD 
Nominations   For  Membership 

June  1,  1977. 
The  National  Science  Board  *s  the  pol- 
icy-making body  of  the  National  Science 
Foundation  iNSFi.  The  Board  consists 
of  24  Members  appointed  by  the  Presi- 
dent, by  and  with  the  advice  and  consent 
of  the  Senate,  and  of  the  NSF  Director 
ex  oflBcio: 

Terms  ExpttE  M.\y  10.  1978 
Dr.  W.  Glenn  Campbell.  Director,  Hoover  In- 
stitution on  War.  Revolution,  and  Peace. 
Stanford  University 
Dr.     T.     Marshall     Hahn,     Jr..     President, 
Georgia-Pacific      Corporation,      Portland. 
Oregon 
Dr.  Anna  J.  Harrison,  William  R.  Kenan.  Jr  . 
Professor    of    Chemistry,    Mount    Holyoke 
College 
Mr.  William  H.  Meckling.  Dean,  the  Gradu- 
ate School  of  Management,  the  University 
of  Rochester 
Dr.  William  A.  Nierenberg.  Director.  Scripps 
Institution    of    Oceanography,    University 
of  California  at  San  Diego 
Dr.    Russell    D.     O'Neal,     ConsiUtant,     KM3 

Fusion,  Inc.,  Ann  Arbor.  Michigan 
Dr.  Joseph  M.  Reynolds.  Boyd   Professor  of 
Physics  and  Vice  President  for  Instruction 
and  Research,  Louisiana  State  University 
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NOTICES 


2863," 


Dr.  Charles  P.  Slichter,  Professor  of  Physics 
and  in  the  Center  for  Advanced  Study. 
University    of    Illinois    at    Urbana-Cham- 

paign 

Teems  Expire  May  10.  1980 

Dr.  Jewel  Plummer  Cobb.  Dean  aind  Profes- 
sor of  Blolc^y,  Dtraglass  College,  Rutgers— 
The  State  U:^.!verfity  of  New  Jersey 

Dr  Norman  Hackerman.  President,  Rice 
Unlversltv 

Dr  W  N.  Hubbard.  Jr.,  President.  The  Up- 
john  Company,    Kalamazoo,    Michigan 

Dr.  Saunder.s  MacLane.  Max  Ma.--on  DLstui- 
guished  Service  Professor  of  Mathematics, 
Department  of  Mathematics.  University  of 
Chicago 

Dr.  Grover  E.  Murray.  University  Professor. 
Texas  Tech  University  Complex 

Dr.  Donald  B.  Rice.  Jr..  President,  the  Rand 
Corporation    Santa  Monica,  California 

Dr.  L.  Donald  Shields.  President,  California 
State  University  a:  F^iUcrton 

Dr  James  H  Zumberge,  President.  Southern 
Methodist  University 

Teems  E.\pmE  M.^y  10,  1982 

Dr  Rayrond  L.  Bi-spllnehofl.  Vice  President 
for  Research  and  Development.  Tyco  Lab- 
oratories.  Inc  ,  Waltham.  Massachusetts 

Dr.  Lloyd  M.  Cooke,  Corporate  Director — 
Community  Affairs.  Union  Carbide  Cor- 
poration. New  York,  New  York 

Mr.  Herbert  D  Doan.  Chairman.  Doan  Re- 
sources Corporation,  Midland.  Michigan 

Dr  John  R  Hogness,  President,  University  of 
Washington 

Dr.  William  F.  Hueg.  Jr.,  Professor  of  Agron- 
omy and  Deputy  Vice  President  and  Dean 
Institute  of  Agriculture,  Forestry,  and 
Home  Economics.  University  of  Minnesota 

Dr.  Marian  E.  Kosliland.  Professor  of  Bacte- 
riology and  Immunology.  Department  of 
Bacteriology  and  Immunology,  University 
of  CaUfornia  at  Berkeley 

Dr.  Alexander  Rich,  Sedgwick  Professor  of 
Biophysics,  Department  of  Biology,  Mas.sa- 
chusetts  Institute  of  Technology 

(One  vacancy.) 

Member  Ex  Officio 

Dr  Richard  C.  Atkinson.  Director.  National 
Science  Fo\indatlon 

Section  4  <c)  of  the  National  Science 
Foimdation  Act  of  1950  states  that: 

The  persons  nominated  for  appointment 
Bf^  members  of  the  Board  ( 1 )  sh&ll  be 
eminent  in  the  fields  of  the  basic,  medical, 
or  social  sciences,  engineering,  agriculture, 
education,  research  management,  or  public 
affairs;  (2)  shall  be  selected  solely  on  the 
basis  of  established  records  of  distinguished 
service,  and  (3)  shall  be  so  selected  as  to 
provide  representntlon  of  the  views  of  scien- 
tific  lecwlers   In   all   arevT-s   of   the   Nation. 

The  terms  of  eight  Members  of  the 
National  Science  Board  will  expire  on 
May  10,  1978.  The  Board  and  the  Director 
solicit  and  evaluate  nominations  for  sub- 
mission to  the  President.  Nominations 
accompanied  by  biographical  informa- 
tion may  be  forwarded  to  the  Chairman. 
National  Science  Board,  Washington, 
D.C.  20550,  no  later  than  AugTist  15. 
1977. 

NoRiiAN  Hackerman. 

CTiairman. 
National  Science  Board. 

[TR  DOC.T7-15699  PUed  6-2-77:8:45  am] 


OFFICE  OF  THE  SPECIAL  REPRE- 
SENTATIVE FOR  TRADE  NEGOTIA- 
TIONS 

REALLOCATION    OF    SPECIALTY    STEEL 
QUOTAS 

AGENCY:  Office  of  the  Special  Repre- 
sentative for  Trade  Negotiations. 

ACTION:  Notice  of  Shortfall  Realloca- 
tion for  Specialty  Steel  Quotas. 

SLTMM.\RY:  The  Special  Representative 
for  Trade  Negotiations  hereby  reallo- 
cates sliortlails  of  certain  siiecialty  steel 
quota  categories  as  set  forth  below. 

Tliis  action  modifies  certain  quota 
quantities  for  tiie  first  restraint  period, 
June  14.  1976-Junc  13.  1977.  Quota 
quantities  are  reduced  for  certain  sup- 
pliers who  are  not  hkely  to  export  the 
quantity  of  steel  which  would  fill  tlie 
quotas  assigned  to  them.  The  quota 
quantities  for  other  suppliers  who  are 
able  to  supply  additional  steel  are  in- 
creased. 

EFFECTIVE  DATES:  The  reallocations 
which  result  in  a  reduction  of  a  quota 
quantity  shall  be  effective  June  3,  1977. 
Reallocations  which  increase  a  quota 
quantity,  sliall  be  effective  June  6,  1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Karen  Alleman.  Office  of  Uie  Spe- 
cial Representative  for  Trade  Negoti- 
aUons.  Washington.  DC  .  20506  '202- 
395-3395 ' . 

SUPPLEMENTARY  INFORMATION : 
Pursuant  to  subparagraph  <c  of  head- 
note  2.  subpart  A.  part  2  of  the  Appendix 
to  the  Tariff  Schedules  of  t.'ic  United 
States  fTSUSi  the  Special  Representa- 
tive is  authorized  to  modify  the  quota 
quantities  to  reallocate  shortfalls  as  de- 
fined by  subparagraph  <cK  I  have  de- 
termined that  shortfalls  are  hkely  to  oc- 
cur in  items  923  20  and  923.22.  TSUS.  in 
the  first  restraint  period  (June  14.  1976- 
June  3. 1977;  as  follows: 


Itffll 

Artick- 

Rtwetand 
strip. 

Bar 

Supplier 

Bliorttall 

(inibort 

tons; 

92.T30 

923.  r 

Sweden 

Co>.  1  coun- 
tries.' 

..  EKC» 

Canada 

300 

5O0 

235 
US 

>  Coontries  entitled  to  the  rate  of  dnty  tn  rates  of  duty 
eolmnns  nnmberpd  I  In  the  Tariff  Schedules  of  tlie 
United  Btat«i  Iwt  whict!  have  not  tieen  provided  sep- 
arate quota  quantities. 

'  Europeau  is-^nomic  Community. 

Accordingly,  subpart  A.  part  2.  of  the 
Appendi.x  to  the  TSUS  is  amended  to 
substitute  new  quota  quantities  for  the 
first  restraint  period  'June  14.  1976- 
Jime  13,  1977  <  for  articles  pro\ided  for 
In  items  923.20  and  923.22,  TSUS,  as  set 
forth  below: 

A.  For  Item  923.20  (sheet  and  strip i  : 
1.  By  changing  the  quota  quantity  for 
the     European     Economic     Community 
from  "17,041"  to  "17.54-1", 


2.  By  clianging  the  quota  quantity  for 
Canada  from  ■•7,000"  to  •■7.300"; 

3  By  changing  the  quota  quantity  for 
Sweden  from  "6, 700"  to  '■6,400"; 

4.  By  changing  the  quota  quantity  for 
other  countries  entitled  to  the  rate  of 
duty  in  rates  of  dutv  column  numbered 
1  from  "3. 162"  to  "2.662". 

B.  For  item  923.22  <bar>  : 

1.  By  changing  the  quota  quantity  for 
the  EurcH^ean  Economic  Communitv 
from  ••2.100"  to  "1.865"; 

2.  By  changing  the  quota  quantity  lor 
Canada  from  "1.100"  to  "985"; 

3.  By  changing  the  quota  quantity  for 
Sweden  from  "1.720"  to  "1.770"; 

4.  By  changing  the  quota  quantity  for 
otlier  countries  entitled  to  tiie  rate  of 
duty  in  rates  of  duty  column  numbered 
1  from  •■5.682"  to  "5,982". 

William  B.  Kelly.  Jr., 

Chairman. 
Trade  Policy  Staff  Committee. 

|PR  Doc,77-15753  PUed  6-2-77:8:45  ami 

OFFICE   OF   SCIENCE   AND 
TECHNOLOGY   POLICY 

INTERGOVERNMENTAL  SCIENCE  EN- 
GINEERING AND  TECHNOLOGY  ACV- 
VISORY    PANEL 

Meeting 

In  accordance  wiLh  the  Federal  Ad- 
visory Committee  .^ct,  Pub.  L.  92-463. 
the   Office  of   Science   and   Technology 

Policy  announces  the  following  meeting: 

NAME :  Intergovernmental  Science. 
Engineering,  and  Technology  Advisory 
Panel  Energy  Task  Force. 

D.^TE:     June  29.  1977;  9  a.m.-3  pjn. 

PLACE:  Trinity  Washington  Building, 
Room  305.  270  Washington  St.  SW.,  At- 
lanta. Georgia. 

TYPE  OF  MEETING :     Open. 

CONTACT  PERSON: 

Mr  Gordon  Harrison.  Office  of  the 
Governor.  Atlanta,  Georgia  '404-656- 
5767 ' .  Anyone  who  plans  to  attend 
should  contact  Mr.  Harrison  bv  June 

22. 

Purpose  of  the  Panel:  The  Intergov- 
ernmental Science.  Engineering,  and 
Technology  Advisorv'  Panel  was  estab- 
lished on  November  4.  1976.  The  Panel  is 
to  identify  State,  regional,  and  local 
government  problems  which  research 
and  teclinology  may  a.ssi.et  in  resolving 
or  amehorating  and  to  help  develop  pol- 
icies to  trarLsfer  research  and  develop- 
ment findings.  The  Energy  Task  Force 
was  formed  on  March  25,  1977.  It  is  re- 
sponsible for  Identifying  steps  that  the 
Federal  government  might  take  to  in- 
crease the  involvement  of  State  and  lo- 
cal governments  In  setting  research  pri- 
orities In  the  energy  area  and  to 
increase  the  applications  of  energy- 
related  science  and  teclinology  products 
and  processes  In  State  and  local  govern- 
ments. 
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Minutes  of  the  meeting:  Summan,- 
minutes  of  the  meeting  will  be  available 
from  Ix)uis  Blalr.  Executive  Secretary, 
ISETAP.  Office  of  Science  and  Technol- 
ogy Policy,  Executive  Office  of  the  Presi- 
dent, 3011  New  Executive  Office  Build- 
ing, Washington,  DC  20500  '202-395- 
4596'. 

Tentative  Agenda 

To  discuss  the  Task  Force  undertak- 
ing the  feasibility  of  projects  on:  * 

Conversion  of  solid  wastes  to  energy. 

Commercialization   of  solar  energy. 

Developing  recommendations  for  actions 
based  on  positions  developed  by  public  In- 
terest  groups. 

To  develop  a  work  plan  to  be  present- 
ed to  the  Steering  Committee  meeting 
on  June  30.  1977. 

\V:LI.T-\M  J    MONTCOMERY, 

Executive  Officer. 
Office  of  Science  and  Technology. 

May  16.  1977. 

|FR  Doc  77-15684  Filed  6-2-77;8:45  amj 


INTERGOVERNMENTAL  SCIENCE.  ENGI- 
NEERING, AND  TECHNOLOGY  ADVI- 
SORY  PANEL 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  Public  Law  92- 
463.  the  Office  of  Science  and  Technology' 
Policy  announces  the  following  meeting: 

NAME:  Intergovernmental  Science,  En- 
gmeering.  and  Technology  AdvL^ory 
Panel  Steering  Committee. 

DATE:  June  30,  1977;  9  a.m.-l  p  m. 

PL.ACE:  State  Capitol  Building,  Atlanta. 
Georgia 

TYPE  OF  MEETING:  Open. 

CONTACT  PERSON: 

Mr  Louis  Blair.  Executive  Secretary, 
ISETAP,  Office  of  Science  and  Tech- 
nology Policy.  Executive  Office  of  the 
President  '  202-395-4596  ' .  Anyone  who 
pLin.-^  to  attend  should  contact  Mr. 
Blair  by  June  27.  1977. 

Purpose  of  tlie  Panel:  The  Intergov- 
ernmental Science.  Engineering,  and 
Technology-  Advisory  Panel  wa.s  estab- 
iLshed  on  November  4,  1976.  The  Panel  is 
to  identify  State,  regional  and  local  gov- 
ernment problems  which  research  and 
technologv-  may  assist  in  resolving  or 
ameliorating  and  to  help  develop  policies 
to  transfer  research  and  development 
fmduius  The  Steering  Committee  is  to 
review  the  progress  of  the  Task  Forces 
and  to  provide  guidance  to  the  Panel  on 
futu:e  directions,  and  to  make  sure  that 
F'anel  finding.-  are  u.^eful  to  Federal  offi- 
cials. 

Minutes  of  the  meeting:  Summary 
minutes  of  the  meeting  will  be  available 
from  Mr    Blair 

Agenda 

Activity  Reports  from  Task  Forces: 
Presentation  and  discussion  of  Task 
Force  work  plans  for  the  next  12  months. 
Reports  by: 
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Energy   and  Steering  Committee    (Governor 

Bu3bee) . 
Human  Resources  Task  Force  (Mr.  Cowle  and 

Efr.    Howard). 
Natural    Resources    Task    Force    (Governor 

Lamm ) . 
TTansportation,  Commerce,  and  Community 

Development     (Mayor     Gibson     and     Mr. 

FrancoLs) . 
Science  and  Technology  Transfer  Task  Force 

(Mr.  Tede.sco). 

Discussion  of  future  direction  for  the 
Panel. 

William  J.  Montgomery, 
Executive  Officer,  Office  of 
Science  and  Technology  Policy. 

M.^Y  9,  1977. 
IFR  Doc. 77- 15685  Filed  6-2-77:8:45  am] 

OFFICE  OF  TELECOMMUNICATIONS 
POLICY 

U.S.   INMARSAT  PREPARATORY 
COMMITTEE   WORKING   GROUP 

Meetings 

Notice  is  hereby  given  that  the  U.S. 
INMARSAT  Preparatory  Committee 
Working  Group  will  meet  at  9:30  a.m.,  in 
R(X)m  642.  Office  of  Telecommimications 
Policy,  1800  G  Street,  NW.  Washington, 
DC.  on  June  22,  July  12,  August  2,  Au- 
gust 30,  and  September  27,  1977. 

The  principal  agenda  items  will  be  de- 
velopment of  national  positions  relating 
to  the  technical,  economic  and  organiza- 
tional aspecr^s  of  the  INMARSAT  system 
which  will  be  addressed  in  meetings  of 
the  INMARS.AT  Preparatory  Committee 
and  the  Technical,  Econc«nic  and  Or- 
ganizational Panels  of  that  Committee 
m  October.  1977. 

The  meetings  will  be  open  to  the  pub- 
lic :  any  member  of  the  public  will  be  per- 
mitted to  file  a  written  statement  with 
the  Working  Group  before  or  after  the 
meetuigs. 

The  nanies  of  the  members  of  the 
Workmg  Group,  copies  of  the  agendas, 
summaries  of  the  meetings  and  other  in- 
formation peruiming  to  these  meetings 
may  be  obtained  from  William  T.  Adams, 
Office  of  Telecommtmications  Policy, 
Washington.  DC.  20504  (Tel:  202-395- 
3782'. 

L.  Daniel  O'Neill, 
Advisory  Committee 
Management  Officer. 

|FR  Dtx- 7T-!,58o7  Filed  6-2-77:8:45  am] 

SUSQUEHANNA   RIVER    BASIN 
COMMISSION 

MT.    JOY   BOROUGH    AUTHORITY 
GROUNDWATER    DEVELOPMENT 

Public  Hearing 

Notice  is  hereby  given  that  the  Sus- 
quehanna River  Basin  Commission  will 
have  a  public  hearing  as  part  of  its  re- 
view of  the  Mt.  Joy  Borough  Authority's 
'  iMt.  Joy,  PA'  ground-water  develop- 
ment. The  hearing  will  be  held  immedi- 
ately following  the  Commission's  July 
14,  1977.  meeting  which  Is  scheduled  to 
begin  at  1  p.m.  in  the  Penn  Harris  Motor 
Inn,  US,  Routes  11  and  15,  in  Camp  Hill, 
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Pennsylvania.  The  hearing  is  being  held 
to  receive  pertinent  testimony  from  the 
Authority  and  interested  parties  con- 
cerning the  Authority's  development  and 
its  potential  impact  on  the  water  and 
related  resources  of  the  basin. 

The  Mt.  Joy  Borough  Authority  water 
supply  system  serves  approximately 
5,600  persons  within  the  Borough  and 
parts  of  East  Donegal.  Rapho  and  Mt. 
Joy  Townships.  Lancaster  County,  Penn- 
sylvania. The  Authority  anticipates 
withdrawing  1.6  million  gallons  per  day 
(MOD)  from  two  wells  and  developing 
appropriate  system  facilities  for  the 
wells. 

The  wells  are  located  about  two  miles 
west  of  Mt.  Joy  and  have  a  combined 
safe  yield  of  1.6  MGD.  In  addition,  the 
Authority  intends  to  construct  a  3.5  MGD 
water  softening  plant,  transmission  fa- 
cihties  and  a  1.0  MGD  steel  standpipe. 

The  principal  areas  of  interest  upon 
which  the  Commission  is  basing  its  re- 
view of  the  project  are :  '  1)  Demand  pro- 
jections: (21  Capability  to  satisfy  the 
Commission's  requirements  regarding 
consumptive  uses  of  water:  «3)  Avail- 
ability of  water:  and  i4>  Utilization  of 
water. 

The  application  documents  filed  by  the 
project  sponsor  are  available  for  public 
inspection  during  regular  business  hours 
at  the  office  of  the  Susquehanna  River 
Basin  Commission,  5012  Lenker  Street. 
Mechanicsburg.  Pennsylvania  17055,  The 
ofiBces  are  open  to  the  public  from  8  am. 
to  4  p.m.,  Monday  through  Friday. 

Persons  wishing  to  participate  in  the 
hearing  may  present  oral  and  or  written 
testimony.  Those  wishing  to  testify  in 
person  are  requested  to  contact  the  Sec- 
retary of  the  Commission,  in  writing. 
prior  to  the  hearing 

Robert  J.  Bielo. 

Executive  Director. 

I FR  Doc .77-1 5757  Filed  6-2-77:8  45  am] 

U.S.   SINAI   SUPPORT   MISSION 

(Delepfitinii  of  ,ai\::hority   1     P.evi.-ion  No    2] 

DIRECTOR.    SINAI    FIELD   MISSION 

Delegation  of  Authority  Regarding  General 
Administrative  Functions 

Pursuant  to  the  authority  vested  in 
me  by  Executive  Order  11896.  issued 
January  13,  1976,  I  hereby  delegate  the 
following  fimctions  and  authorities  to 
the  Director,  Sin&i  Field  Mission,  to  be 
exercised  at  or  in  support  of  the  Sinai 
Field  Mission : 

1.  Approve  and  authorize  travel  and 
hospitalization  related  to  medical  evacu- 
ation ; 

2.  Approve  and  authorize  TDY  travel; 

3.  Authorize  and  is^ue  GTR's; 

4.  Approve  travel  advances ; 

5.  Approve  travel  vouchers : 

6.  Approve  and  authorize  local  ex- 
penditures for  administrative  support 
f  including  employment  of  local  na- 
tionals in  Tel  Aviv  and  Cairo)  or  for 
emergency  purjxjses  when  not  pro\ided 
by  the  contractor; 


7.  Sign  Time  and  Attendance  cards; 

8.  Approve  Eind  authorize  premium 
comi>ensatory  work. 

All  travel  and  related  authority  dele- 
gated herein  shall  be  in  accordance  with 
the  Uniform  State  AID  USIA  Foreign 
Service  Travel  Regulations. 

The  fimctions  and  autliorities  dele- 
gated herein  may  be  redelegated. 

Delegation  of  Authority  No.  1,  Revision 
No.  1  issued  August  17.  1976.  and  pub- 
lished in  the  Feder.al  Register  on  Au- 
gust 23.  1976.  page  35595,  is  hereby  re- 
voked. 

This  delegation  of  authority  is  effec- 
tive immediately. 

Dated:  May  25. 1977. 

C.  William  Kontos, 

Director.  United  States 
Smai  Support  Mission 

[FR  000.77-15686  Piled  6-2-77:8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Railroad  Administration 

[FRA  Waiver  Petition  HS-77-^I 

ALGERS,  WINSLOW  &  WESTERN  RAILWAY 
CO. 

Petition  for  Exemption  From  the  Hours  of 
Service  Act 

The  Algers.  Winslow  and  Western  has 
petitioned  the  Federal  Railroad  Admin- 
istration pursuant  to  45  U.S.C.  64a '  e  i  for 
an  exemption,  with  respect  to  certain 
employees,  from  tlie  Hours  of  Service 
Act.  as  amended,  45  US.C.  61-64- b'. 

Interested  persons  are  invited  to  par- 
ticipate in  this  proceeding  by  submitting 
written  data,  views,  or  comments.  Com- 
mimications  should  be  submitted  in  tnp- 
Ucate  to  the  Docket  Clerk.  Office  of  Chief 
Counsel,  Federal  Railroad  Administra- 
tion. Attention :  FRA  Waiver  Petition  No 
HS-77-8,  Room  5101.  400  Seventh  Street 
SW.,  Washington,  D.C.  20590.  Communi- 
cations received  before  June  30.  1977. 
will  be  considered  before  final  action  is 
taken  on  this  petition.  All  comments  re- 
ceived will  be  available  for  examination 
by  interested  persons  during  business 
hours  in  Room  5101  Nassif  Building.  400 
Seventh  Street  SwY  Washington  DC. 
20950. 

Issued  in  Washington.  DC  on  May  23, 
1977. 

Donald   W.   Bennett 
Chairman,  Railroad  Safety  Board 

IPR  Doc77-:.^670  Filed  6-2  77  8  45  am  j 

NATIONAL  COMMISSION  ON 
ELECTRONIC   FUND  TRANSFERS 

MEETINGS 

The  National  Commission  on  Elec- 
tronic Fund  Transfers  will  meet  on  Tues- 


day. June  14  from  5  p.m.  to  7  p.m.  In 
Room  630  'the  Management  Informa- 
tion Center!  of  the  Federal  Home  Loan 
Bank  Board  building,  320  First  Street 
NW..  Washington.  DC.  The  meeting  will 
consist  of  a  number  of  short  progress 
reports. 

On  June  15.  16.  17.  20.  and  21  the  Com- 
mission will  conduct  an  inteniational 
symposium  on  payment  systems.  The 
Commission  will  meet  with  public  ofS- 
ciaLs  and  representatives  of  pnvate  in- 
stitutions from  some  20  countries.  The 
s>Tnposium  is  designed  to  familiarize 
Commissioners  with  foreign  payment 
systems  and  recent  developments  In 
electronic  fund  transfer  sy.-tems.  and  to 
focus  attention  on  foreign  perspectives 
about  the  policy  issues  the  NCEFT  has 
considered,  particularly  tiiose  havmg  to 
do  with  consumer  interests,  the  govern- 
ment and  central  bank  role  in  regulation 
or  operation  of  tlic  payments  mecha- 
nism in  foreign  countries,  and  with  in- 
ternational payment  systems.  The  meet- 
ings on  June  15,  16.  and  17  will  be  held 
in  Washington.  D.C.  on  the  Terrace 
Floor  of  the  Federal  Reserve's  Martin 
BuUding.  21st  and  C  Streets  NW.  The 
meetings  on  June  20  and  21  will  be  held 
in  New  York  City  in  the  12th  floor  audi- 
torium of  the  Federal  Reserve  Bank  of 
New  York  at  33  Liberty  Street.  All  5 
meetings  will  begin  at  9  a.m. 

The  symposium  is  open  to  the  public, 
but  due  to  space  hmitations  it  is  essen- 
tial that  any  person  wishing  to  attend 
first  call  Ms.  Janet  Miller  (202-254- 
74001  to  reserve  a  place. 

Finally,  the  Commission's  Suppliers 
Committee  will  meet  on  Tuesday.  Jtme 
28.  Wednesday.  June  29.  and  Thursday, 
June  30.  at  the  Molly  Pitcher  Inn.  Red- 
bank,  New  Jersey,  beginning  at  9  a.m. 
each  day.  These  meetings  will  be  held 
to  discuss  the  comments  received  on  the 
Committee's  Request  for  Comment  en- 
titled "Competition  Among  EFT  Ven- 
dors" and  to  develop  a  position  to  be 
brought  before  the  Commission  at  its 
July  mieeting.  The  Committee  will  also 
discuss  draft  positions  in  the  areas  of 
.security  and  standards  which  will  be 
brought  before  the  Commission  at  its 
Augtist  meeting. 

The  Suppliers  CommitLee  meetings 
and  the  Jtme  14  Commission  meeting,  are 
open  to  the  public  on  a  first-call  basis 
to  the  extent  that  space  permits  Any 
person  interested  in  attending  should 
first  call  Ms.  Janet  Miller  at  202-254- 
7400  to  check  on  the  availability  of 
space 

Dated    May  31,  1977, 

James  O    Howard,  Jr.. 

General  Counsel. 

[FR  Doc. 77-16956  Piled  6-2-77;  11:15  am] 
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INTERSTATE  COMMERCE 

COMMISSION 

[Volume  No.  9| 

PETITIONS.  APPLICATIONS,  FINANCE 
MATTERS  (INCLUDING  TEMPORARY 
AUTHORITIES).  RAILROAD  ABANDON- 
MENTS, ALTERNATE  ROUTE  DEVIA- 
TIONS, AND  INTRASTATE  APPLICA- 
TIONS 

^UY  27.   1977. 

Petitions  for  Modification,  Interpreta- 
tion OR  Reinstatement  of  Operating 
Rights  Authority 

notice 

The  following  petitions  seek  modifica- 
tion or  interpretation  of  existing  operat- 
ing rights  authority,  or  reinstatement  of 
terminated  operating  rights  authority. 

An  original  and  one  copy  of  protests 
to  the  granting  of  the  requested  author- 
ity must  be  filed  with  the  Commission 
within  30  days  after  the  date  of  this 
Federal  Register  notice.  Such  protest 
shall  comply  with  Special  Rule  247' d>  of 
the  Commission's  General  Rules  of  Prac- 
tice (49  CFR  1100.247)  '  and  shall  in- 
clude a  concise  statement  of  protestanfs 
interest  in  the  proceeding  and  copies  of 
its  conflicting  authorities.  Verified  state- 
ments in  opposition  should  not  be  ten- 
dered at  this  time.  A  copy  of  the  pro- 
test shall  be  served  concurrently  upon 
petitioner's  representative,  or  petitioner 
if  no  representative  is  named. 

No.  MC  730  (Sub-No.  272)  (notice  of 
filing  of  petition  to  modify  restriction) . 
filed  AprU  11.  1977.  Petitioner:  PACIFIC 
INTERMOUNTAIN  EXPRESS  CO.,  a 
corporation,  1417  Clay  St.,  P.O.  Box  958, 
Oakland,  Calif.  94604.  Petitioner's  repre- 
sentative: AH  red  G.  Krebs  (same  address 
as  petitioner).  Petitioner  holds  a  motor 
common  carrier  certificate  in  No.  MC  730 
(Sub-No.  272),  issued  October  27,  1966, 
authorizing  transportation,  as  pertinent, 
over  irregular  routes,  of  general  com- 
modities (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  those  requir- 
ing special  equipment) .  between  all  au- 
thorized points  in  Connecticut.  Massa- 
chusetts, and  Rhode  Lsland  on  the  five 
regular  routes  referred  to  above  de- 
scribed in  Part  lA).  includmg  off-route 
points,  on  the  one  hand,  and.  on  the 
other,  all  points  in  Connecticut.  Massa- 
chusetts, and  Rhode  Island,  with  service 
limited  to  the  pickup  of  vvestbound  ship- 
ments and  the  delivery  of  eastbound 
shipments  moving  over  the  five  regular 
routes  referred  to  above  described  in  Part 
I  Ai .  Briefly,  the  five  cited  regular  routes 
in  (A)  authorize  the  transportation  of 
general  commodities  (with  the  same  ex- 
ceptions as  above) ,  <  IJ  Between  Chicago, 
HI.,  and  Boston.  Mass.;  (2)  between  Al- 
bany. N.Y.,  and  New  York.  N.Y.;  (3)  be- 
tween Akron,  Ohio,  and  Hartford,  Conn.: 
(4)  betw-een  Mansfield.  Ohio,  and  Mount 


'Copies  of  Special  Rule  247  (as  amended) 
caa  be  obtained  by  v^Tltlng  to  the  Secretary, 
Interstate  Commerce  Commission.  Washing- 
ton, DC.  20423. 


•Vernon,  Ohio;  and  (5)  between  Canton, 
Ohio,  and  New  Philadelphia,  Ohio,  with 
various  named  intermediate  and  ofif- 
route  points.  By  the  instant  petition,  pe- 
titioner seeks  to  modify  the  service  limi- 
tation above  by  the  deletion  from  it  of 
the  following  language:  "the  pickup  of 
westbound  shipments  and  the  delivery  of 
eastbound. 

No.  MC  78687  <Sub-Nos.  26.  38.  E-10, 
E-1 1 )  ( notice  of  filing  of  petition  to  mod- 
ify territorial  description) .  filed  April  20, 
1977.  Petitioner:  LOTT  MOTOR  LINES, 
INC..  118  Moneli  St.,  Penn  Yan.  N.Y. 
14527.  Petitioner's  representative:  E. 
Stephen  Heisley,  805  McLachlen  Bank 
Bldg.,  666  Eleventh  St.  NW..  Washing- 
ton, D.C.  20001  Petitioner  holds  motor 
cotnrnon  carrier  certificates  in  No.  MC 
78687  (Sub-Nos.  26  and  38),  issued  Jime 
21,  1971,  and  June  5,  1974,  respectively, 
and  has  filed  letter  notices  in  No.  MC 
78687  (Sub-Nos.  E-10  and  E-11)  ;  both 
notices  were  filed  June  4.  1974,  and  pub- 
lished in  the  Federal  Register  issue  of 
February  3,  1975.  The  certificate  in  No. 
MC  78687  'Sub-No.  26)  authorizes  trans- 
portation over  Irregular  routes,  of  salt, 
from  the  facilities  of  the  Morton  Salt 
Company,  Division  of  Morton  Interna- 
tional, Inc.,  at  Milo.  N.Y.,  to  points  in 
New  Jersey.  New  York.  Pennsylvania, 
Connecticut,  Massachusetts,  Rhcxie  Is- 
land. 'Vermont.  Maine,  and  New  Hamp- 
shire; the  authority  in  No.  MC  78687 
(Sub-No.  38)  authorizes  transportation 
over  irregular  routes,  of  salt  products, 
from  the  facilities  of  the  Morton  Salt 
Company.  Division  of  Morton  Interna- 
tional, Inc.,  at  Milo  Township,  N.Y.,  to 
points  in  Connecticut,  Maine,  Massachu- 
setts, New  Hampshire.  New  Jersey,  New 
York,  Pennsylvania,  Rhode  Island,  and 
■Vermont;  both  certificates  are  subject 
to  the  right  of  the  Commission  to  impose 
such  terms,  conditions,  or  limitations  in 
the  future  as  it  may  find  necessary  in 
order  to  insure  that  carrier's  operations 
shall  conform  to  the  provisions  of  Sec- 
tion 210  of  the  Act.  The  letter  notice  In 
No.  MC  78687  (Sub-No.  E-10)  involves 
oiieration  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Salt  and  salt  products,  from  the  fa- 
cilities of  Morton  Salt  Company,  Divi- 
sion of  Mort-on  International,  Inc.,  at 
Milo  Township,  N.Y..  to  points  in  Ohio, 
Indiana,  and  the  Lower  Peninsula  of 
Mlciiigan;  that  in  No.  MC  78687  (Sub- 
No.  E-11)  involves  operation  as  a  com- 
mon carrier  by  motor  vehicle,  over  irreg- 
ular routes,  transporting:  Salt  and  salt 
products,  from  the  facilities  of  "Morton 
Salt  Company,  Division  of  Morton  In- 
ternational. Inc.,  at  Milo  Township.  N.Y., 
to  points  in  Delaware.  .Maryland,  'Vir- 
ginia, 'West  'Virginia,  and  the  District  of 
Columbia. 

By  the  instant  petition,  petitioner 
seeks  (a)  in  No.  MC  78687  (Sub-No.  26) 
to  delete  as  the  origin  point  "the  facili- 
ties of  the  Morton  Salt  Company,  Divl- 
Mon  of  Morton  International.  Inc..  at 
Milo,  N.Y.."  and  to  substitute  "MUo 
Township.  N.Y.,"  as  the  origin  point  in 
lieu  thereof;  and  (b)  in  No.  MC  78687 
(Sub-Nos.  38.  E-10,  and  E-11),  to  delete 


as  the  origin  point  "the  facilities  of  Mor- 
ton Salt  Company,  Division  of  Morton 
International.  Ipc,  at  Milo  Township, 
N.Y.,"  and  tc^Substitute  "Milo  Town- 
ship, N.Y.."  as  the  origin  point  in  lieu 
thereof. 

No.  MC  116858  (Sub-Nos.  9,  11.  14,  15. 
17)  (notice  of  filing  of  petition  to  modify 
territorial  description  > .  filed  April  22. 
1977.  Petitioner:  J  &  M  CARRIERS 
CORP.,  43-06  54th  Road,  Maspeth,  NY. 
11378.  Petitioner's  representative:  Mor- 
ton E.  Kiel.  Suite  6193.  5  'World  Trade 
Center,  New  York,  N.Y.  10048.  Petitioner 
holds  permits  in  No.  MC  116858  and 
(Sub-Nos.  9,  11.  and  14).  issued  October 
1,  1968,  May  21,  1971.  July  19,  1972,  and 
Jime  2,  1976,  respectively,  and  has  been 
conditionally  granted  authoritv  in  No. 
MC  116858  (Sub-Nos.  15  and  17)  by 
orders  dated  January  25,  1977.  and 
March  22,  1977,  and  ser\ed  February  14, 
1977.  and  March  30.  1977,  respectively. 
The  authority  in  the  permits  and  that 
granted  conditionally  by  the  orders  in- 
volves generally,  as  pertinent,  the  trans- 
portation of  such  merchandise  as  is  dis- 
tributed by  a  premium  stamp  redemp- 
tion center  in  redemption  of  premium 
stamps,  and  in  connection  therewith, 
equipment,  materials,  and  supplies  used 
in  the  conduct  of  such  business,  under  a 
continuing  contract,  or  contracts,  with 
Sperry  &  Hutchinson  Co.  The  location  of 
the  shipper  Is  given  as  either  "Metuchen, 
N.J.,"  of  "the  site  of  the  warehouse  of 
Sperry  &  Hutchinson  Co.  in  Metuchen, 
N.J."  Transportation  as  pertinent  here 
is  from  and  to  the  contracting  slvipper 
to  and  from  named  points  in  various 
northeastern  states:  New  York,  Mary- 
land, Delaware,  Pennsylvania.  Connecti- 
cut, 'Virginia.  Massachusetts.  Rhode  Is- 
land, and  the  District  of  Columbia.  By 
the  instant  petition,  petitioner  seeks  to 
mcxlify  the  permits  and  orders  cited 
above  by  the  deletion  of  Metuchen,  N.J., 
wherever  it  appears  in  those  permits  and 
orders,  and  the  substitution  of  Edison 
Towmshlp,  N.J.,  in  lieu  thereof,  contract- 
ing shipper's  actual  correct  address. 

No.  MC  127681  (Sub-No.  D  (Notice  of 
filing  of  petition  to  modify  permit^ ,  filed 
May  26,  1977.  Petitioner:  JOE  JONES, 
JR.,  doing  business  as  JOE  JONES 
TRUCKING  COMPANY.  557  L\-nn  Val- 
ley Road,  Atlanta.  Ga.  30311.  Petitioner's 
representative:  C.  Jack  Pearce,  1000 
Connecticut  Avenue  NW..  Washington, 
D.C.  20036.  Petitioner  holds  a  motor 
contract  carrier  permit,  issued  August  17, 
1967.  authorizing  transportation  over  ir- 
regular routes,  of  d)  Dry  cliemicals, 
packaged  in  paper  bags  and  drums,  be- 
tween the  plant  sites  of  Mayo  Chemical 
Company,  located  in  Smyrna  and  Dal- 
ton,  (jra.,  and  Chattanooga,  Tenn.;  (2) 
dry  chemicals,  packaged  in  paper  bags 
and  drums,  from  the  plant  sites  of  Mayo 
Chemical  Company  in  Smyrna  and  Dal- 
ton,  Ga.,  and  Chattanooga,  Tenn.,  to 
customers  of  Mayo  Chemical  Company, 
located  at  points  in  the  United  States 
(excluding  points  in  Alaka  and  Hawaii)  ; 
(3)  defective,  rejected,  or  repossessed 
chemical  products  manufactured  by 
Mayo  Chemical  Company,  from  custom- 
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ers  of  Mayo  Chemical  Company,  located 
at  points  In  the  United  States  (exclud- 
ing points  in  Alaska  and  Hawaii)  to 
the  plant  sites  of  the  Mayo  Chemical 
Company  located  In  Smyrna  and  Dal- 
ton,  Ga.,  and  Chattanooga,  Term.;  and 
(4)  dry  chemicals,  manufactured,  pack- 
aged in  paper  bags  and  drums,  from  sup- 
pliers of  Mayo  Chemical  Company,  lo- 
cated at  points  In  Ohio.  Michigan,  Penn- 
sylvania, Massachusetts,  Connecticut, 
New  Jersey,  New  York,  Delaware,  Mary- 
land, West  Virginia  and  Texas,  to  the 
plant  sites  of  Mayo  Chemical  Company, 
located  in  Smyrna  and  Dalton.  Ga.,  and 
Shattanooga,  Tenn.,  and  to  customers  of 
Mayo  Chemical  Company,  located  at 
points  In  the  United  States  (excluding 
points  in  Alaska  and  Hawuil) .  under  a 
continuing  contract,  or  contracts,  with 
Mayo  Chemical  Company.  By  the  In- 
stant petition,  petitioner  seeks  to  make 
the  following  mcxiifications  In  the  au- 
thority above:  (I)  Delete  "Mayo  Chemi- 
cal Company"  wherever  it  appears,  and 
substitute  therefor  the  "Georgia-Ten- 
nessee Mining  Compahv^,  a  subsidiary  of 
the  Hartz  Mountain  Corporation."  (11) 
after  the  word  "chemicals"  and  before 
the  words  "packaged  in  paper  bags  and 
drums"  wherever  they  appear,  add  the 
words  "and  clay  products;"  (III)  delete, 
wherever  they  appear,  "Smyrna  and 
Dalton,  Ga..  and  Chattanooga,  Tenn.," 
and  substitute  therefor  "at  or  nesir 
Wrens,  Cra." 

No.  MC  140218  (notice  of  filing  of  pe- 
tition to  broaden  commodity  descrip- 
tion and  add  an  additional  origin  ard 
destination  point  i.  filed  April  25,  19'  . 
Petitioner;  THOMPSON,  INC..  5014 
Broadway,  Quincy,  111.  62301.  Petitioner's 
representative:  Marshall  D.  Becker, 
Suite  530  Univac  Bldg.,  7100  West  Center 
Fid.,  Omaha,  Nebr.  68106.  Petitioner 
holds  a  motor  contract  carrier  permit  in 
No.  MC  140218.  issued  March  10,  1975. 
authorizing  transportation,  as  pertinent. 
over  irregular  routes,  of  ( 1 )  Utility  truck 
bodies  and  pickup  truck  tool  boxes  and 
packs,  from  West  Quincy.  Mo.,  to  points 
in  the  Unit-ed  States  (except  Alaska  and 
Hawaii) ;  <2)  lumber  used  In  tlie  manu- 
facture of  truck  bodies,  (a)  from  points 
In  Louisiana  and  Texas,  to  Quincy.  m.; 
and  (b)  from  points  In  Arkansas  and 
Mississippi,  to  (julncy.  111.;  (3;  platform, 
grain,  and  livestock  truck  bodies,  from 
Quincy,  111.,  to  points  in  the  United 
States  (except  Alaska  and  Hawaii'  ;  and 
(4)  damaged,  defective,  rejected  or  re- 
turned shipments  of  tlie  commodiUes  de- 
scribed Immediately  above,  from  points 
In  tlie  United  States  <  except  Alaska  and 
Hawaii) ,  to  Quincy.  111.,  under  a  con- 
tinuing contract,  or  contracts,  in  d) 
through  (4)  above,  with  Knapheide 
Manufacturing  Corporation  located  at 
Quincy.  HI.  By  the  instani  petition,  pe- 
titioner seeks  (A)  to  modify  that  por- 
tion of  the  territorial  descriptions  in  <  1 ' 
through  (4)  above  which  now  reads  sim- 
ply from  or  to  (Quincy.  lU.,  to  also  in- 
clude West  Quincy,  Mo.;  and  (B)  to 
modify  the  commodity  description  in 
part  (1)  above  to  Includ'?  "hydraulic 
hoists  and  parts  thereof,  and  stake  bod- 
ies and  parts  thereof." 


Republication    or   Gramts   or   Opmai- 
nro  Rights  Aiithority  Pktor  to  C*t- 

TinCATlON 

NOTICE 

The  following  grants  of  operating 
rights  authorities  are  republished  by 
order  of  the  Commission  to  Indicate  a 
broadened  grant  of  authority  over  that 
previously  noticed  in  the  Federal  Rectis- 

TER. 

An  original  and  one  copy  of  a  petition 
for  leave  to  intervene  to  the  proceeding 
must  be  filed  with  the  Cwnmlssion  within 
30  days  after  the  date  of  this  Federal 
FIegister  notice.  Such  pleading  shall 
cMnply  with  Special  Rule  247(d)  of  the 
Commission's  (jeneral  Rules  of  Practice 
(49  CFR  1100.247)  addressing  specifically 
the  Issue  (s)  todicated  as  the  purpose  for 
republication,  and  tocluding  copies  of 
Intervenor's  conflicting  authorities  and  a 
concise  statement  of  intervenor's  tater- 
est  in  the  proceeding  setting  forth  in  de- 
tail the  precise  manner  in  which  It  has 
been  prejudiced  by  lack  of  notic*  of  the 
authority  granted.  A  copy  of  the  plead- 
ing shall  be  served  concurrently  upon  the 
carrier's  representative,  or  carrier  if  no 
representative  is  named. 

No.  MC  13900  (Sub-No.  19>  (republica- 
tlon\  filed  March  11,  1974,  published  in 
the  Federal  Register  issue  of  April  25. 
1974,  and  republished  this  Issue.  Appli- 
cant: MID\»."EST  HAULERS.  INC.,  228 
Superior  Street,  Toledo.  Ohio  43604.  Ap- 
plicant's representative:  Harold  G. 
Hemly,  Jr.,  118  North  St.  Asaph  Street, 
Alexandria.  Va.  22314.  An  order  of  the 
Commission,  Division  1,  acting  as  an 
Appellate  Division,  dated  April  28,  1977, 
and  served  May  12,  1977,  finds  that  the 
present  and  future  public  convenience 
and  necessity  require  operation  by  ap- 
plicant, In  Interstate  or  foreign  com- 
merce, as  a  common  carrier  by  motor  ve- 
hicle, over  regular  routes,  in  the  trans- 
portation of  General  commodities  (ex- 
cept those  of  unusual  value,  Classes  A 
and  B  explosives,  household  goods  as  de- 
fined by  the  Commission,  comm(xiities  In 
bulk,  and  those  requiring  special  equip- 
ment) which  are  at  the  time  moving:  on 
bills  of  lading  of  freight  forwarders  as 
defined  In  Section  402(a)  (5)  of  the  In- 
terstate Commerce  Act,  ( 1 )  Between  Chl- 
cago,  111.,  and  Norfolk,  Va.:  From  Chi- 
cago over  Interstate  Highway  94  to  junc- 
tion Interstate  Highway  65.  thence  Eilong 
Interstate  Highway  65  to  junction  Inter- 
state Highway  70.  thence  along  Inter- 
state Highway  70  to  junction  Interstate 
Highway  270,  thence  along  Intei-state 
Highway  270  to  junction  Interstate 
Higiiway  95.  thence  along  Interstate 
Highway  95  to  Richmond,  thence  over 
Interstate  Highway  64  to  Norfolk  and  re- 
turn over  the  same  route,  serving  the  In- 
termediate point  of  Richmond,  Va. 

(2)  Between  the  junction  of  Interstate 
Highway  70  and  Interstate  Highway  77 
and  Richmond,  Va.:  From  the  junction 
of  Interstate  Highway  70  and  Interstate 
Highway  77  over  Interstate  Highway  77 
to  junction  U.S.  Highway  460,  thence 
along  U.S.  Highway  460  to  Lynchbiirg, 
thence  over  U.S.  Highway  460  to  junction 
U.S.    Highway    360,    thence   along  US. 


Highway  360  to  Richmond,  suid  return 
orer  the  same  route,  serving  the  inter- 
mediate potat  of  Lynchburg.  Va  .  and 
serving  the  above-named  lunciion  for 
purposes  of  joinder  only:  (3  >  between  St 
Louis,  Mo.,  and  the  junction  of  Interstate 
Highway  64  and  Interstate  Highway  77: 
Prom  St.  Louis  over  Interstate  Highway 
70  to  junction  U.S.  Highway  64,  thence 
along  U.S.  Highway  64  to  the  junction  of 
U.S.  Highway  64  and  Interstate  Highway 
77  and  return  over  the  same  route,  serv- 
ing the  above-named  junction  for  pur- 
poses of  joinder  only;  and  (4)  between 
Lynchburg,  Va.,  and  Richmond,  Va.: 
From  Lynchburg  over  U.S.  Highway  29  to 
junction  Interstate  Highway  64,  thence 
along  Interstate  Highway  64  to  Rich- 
mond and  return  over  the  same  route, 
ser\'ing  no  Intermediate  points,  as  an 
alternate  route  for  c^>erating  convem- 
ence  only;  that  applicant  is  fit,  willing, 
and  able  properly  to  perform  such  serv- 
ice and  to  conform  to  the  requirements 
of  the  Interstate  Commerce  Act  and  Uie 
Commissions  rules  and  regulations 
thereunder  The  purpose  of  this  republi- 
cation is  to  indicate  applicant's  actual 
grant  of  authority. 

No.  MC  140474  (Sub-No.  2*  (Republi- 
cation), filed  January  2.  1975.  published 
In  the  Federal  Register  Issue  of  Janu- 
ary 30.  1975.  and  republished  this  Issue. 
Applicant:  C.  E.  JOHNSON,  704  North 
First,  Osborne,  Kans.  67473.  Applicant's 
representative:  Clyde  N.  Chrtstey.  641 
Harrison  Street.  Toy^eka,  Kans.  66603 
An  Order  of  the  Commission.  Fleview 
Board  Number  3.  dated  Apnl  26.  1976, 
and  served  May  7,  1976,  finds  that  the 
present  and  future  public  convenience 
and  necessity  require  operation  by  appli- 
cant, in  interstate  or  foreign  commerce, 
as  a  common  carrier  by  motor  vehicle, 
over  irregular  routes,  in  the  transporta- 
tion of  ( 1 1  Iron  and  steel  articles  to  be 
u.sed  in  the  manufacture  of  agricultural 
machinery,  and  Parts  and  materials  to 
be  iised  in  the  manufacture  of  agricul- 
tural machiner>-,  from  Fort  Morgan. 
Colo.:  Chicago,  Freeport,  Flilton.  Gales- 
burg,  Plalnfield.  and  Quincy.  Ill  :  Elk- 
hart. Ind.;  Boone  and  Miirshalitown, 
Iowa;  Maple  Plains,  Minn.:  Kansas  City 
and  St.  LouLs.  Mo.;  Grand  Island  and 
VaUey.  Nebr.;  Fargo,  N.  Dak.;  Fort 
Worth,  Tex.;  and  Milwaukee,  Wis.,  to  the 
facilities  of  Osborne  Manufacturmg  Co., 
Inc.,  located  at  or  near  Osborne.  Ksins., 
and  the  facilities  of  Gilmore-Tatf.;e  Mfg 
Co..  located  at  or  near  Clay  Center. 
Kans  ;  and  (2)  agricultural  machinery 
and  parts,  from  the  facilities  of  Osborne 
Manufacturing  Co.,  Inc..  located  at  or 
near  Osborne.  Kans..  and  the  facilities 
of  Gilmore-Tatpe  Mfg.  Co..  Inc..  located 
at  or  near  Clay  Center.  Kans.,  to  points 
in  Alabama,  Arkansas,  Colorado.  Con- 
necticut. Delaware,  (Seorgia.  Idaho.  Illi- 
nois, Indiana.  Iowa.  Kentucky.  Louisiana. 
Maryland,  Michigan.  Minnesota.  Missis- 
sippi, Missouri.  Montana,  Nebraska.  New 
Jersey.  New  Mexico,  New  York.  North 
Carolina,  North  Dakota,  Oklalioma,  Ore- 
gon. Pennsylvania.  South  Carolina. 
South  Dakota.  Tennessee,  Texas,  Utah, 
Virginia,  Washington.  West  Virginia. 
Wisconsin,  and  Wyoming;  that  applicant 
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It  fit.  willing,  and  able  properly  to  per- 
form such  service  and  to  conform  to  the 
requirements  of  the  Interstate  Commerce 
Act  and  the  Commission's  rules  and  reg- 
ulations thereunder.  The  purpose  of  this 
republication  is  to  indicate  the  grant  of 
common  carrier  authority  in  lieu  of 
contract  carrier  authority  m  applicant's 
grant  of  authority. 

No.  MC  141447  cSub-No  1>  iRepubll- 
cationi.  filed  November  11.  1976,  pub- 
lished in  the  Federal  Register  issue  of 
Januar>-  6.  1977  and  republished  this  Is- 
sue. Applicant:  AUTOBUS  DES  BOIS- 
FRANCS  LTEE.  P.O.  Box  1134,  R.R.  No. 
1,  Ples-sLsvUle,  PQ.,  Canada.  Applicant's 
representative:  Guv  Pollquin,  580  East, 
Grand-Allee,  No.  140,  Quebec,  GIR  2K3. 
P.Q  ,  Canada.  An  Order  of  the  Commis- 
sion. Review  Board  Nuniber  3.  dated 
April  25.  1977.  and  served  May  10,  1977. 
finds  that  the  present  and  future  public 
convenience  and  necessity  re-quire  opera- 
tion by  applicant,  in  interstate  or  foreign 
commerce,  as  a  common  carrier  by  motor 
hide,  over  irreorular  routes,  in  the  trans- 
portation of  passengers  and  their  bag- 
gage when  moving  in  the  same  vehicle 
BiS  passengers,  in  round-trip  .special  and 
charter  operations,  beginning  and  end- 
ing at  port;s  of  entr>"  on  the  International 
Boundary  line  between  the  United  States 
and  Canada,  located  at  points  in  Maine. 
Michigan,  New  Hampshire.  New  York, 
and  Vermont,  and  extending  to  points  in 
the  United  States  'except  Alaska  and 
Hawaii),  restricted  to  the  transportation 
of  traffic  originating  at  Trois-Rivieres, 
Victoriaville.  and  PlessLsvllle.  Province  of 
Quebec.  Canada;  that  applicant  is  fit, 
willing,  and  able  properly  to  perform 
such  service  and  to  conform  to  the  re- 
quirements of  the  Interstate  Commerce 
Act  and  the  Commission's  rules  and  reg- 
ulations thereunder.  The  purpose  of  this 
republication  is  to  indicate  the  broaden- 
ing of  the  territorial  description  in  appli- 
cant's grant  of  authority  by  establishing 
roimd-trip  operations,  in  lieu  of  one  way 
operations. 

No  MC  142000  iSub-No.  2>  i Republi- 
cation), filed  June  8.  1976.  published  in 
the  Federal  Register  i.ssue  of  July  15. 

1976,  and  republished  this  i.ssue.  Appli- 
cant: LOWELL  SAMPSON,  INC.,  400 
East  Lundy  Lane,  Leland.  111.  60531.  Ap- 
plicant's representative:  Albert  A.  And- 
nn,  180  North  La  Salle  Street,  Chicago, 
m.  60601.  An  order  of  the  Commission. 
Renew  Board  Number  2,  dated  April  25, 

1977.  and  served  May  12,  1977,  finds  that 
the  present  and  future  public  conven- 
ience and  necessity  require  operation  by 
applicant,  in  interstate  or  foreign  com- 
merce, as  a  common  carrier  by  motor 
vehicle,  over  irregular  routes,  in  the 
transportation  of  d)  ta)  meat  and  bone 
meal,  meat  meal,  blood  meal  and  meat 
and  bone  meal  tankage,  from  Rochelle. 
m.,  to  points  in  Indiana,  Iowa,  and  'Wis- 
consin, and  Battle  Creek,  Grand  Rapids, 
and  Holland.  Mich.;  and  ib>  dry  ren- 
dered tankage,  dry  blood,  meat  and  bone 
meal,  and  meat  meal,  from  the  destina- 
tion points  In  (1)  (a)  above,  to  Rochelle, 
IE.;  and  <2)  fertilizer,  from  Prarle  du 
Chlen,  Wis  ,  to  DeKalb,  Elburn,  Hamp- 


shire. Waterman,  Kirkland,  and  Hinck- 
ley. HI.;  that  applicant  is  fit.  willing, 
and  able  properly  to  perform  such  service 
and  to  conform  to  the  requirements  of 
the  Interstate  Commerce  Act  and  the 
Commission's  noles  and  regulations 
thereunder.  Tlie  purpose  of  this  republi- 
cation is  to  indicate  the  addition  of  an 
additional  commodity  and  territorial 
description  in  12)  above  in  applicant's 
grant  of  authority. 

No.  MC  142385  (Sub-No.  1>  (Repub- 
lication', filed  November  11.  1976,  pub- 
lished in  the  Feder.\l  Register  issue  of 
January  6.  1977  and  republished  this 
issue.  Applicant:  VOTRE  CHOIX 
TRANSPORT,  INC  ,  270  Leonidas.  Rl- 
mouskl.  P.Q..  Canada.  Applicant's  repre- 
sentative: Guy  Poliquin,  580  East,  Grand 
Allee,  No.  140.  Quebec,  GIR  2K3.  P.Q.. 
Canada.  An  Order  of  the  Commission, 
Review  Board  Number  3.  dated  April  26, 
1977,  and  served  May  10,  1977,  finds  that 
the  present  and  future  public  conveni- 
ence and  necessity  require  operation  by 
applicant,  in  interstate  or  foreign  com- 
merce, as  a  common  carrier  by  motor 
vehicle,  over  irregular  routes,  in  the 
transportation  of  passengers  and  their 
baggage  when  moving  in  the  same  vehi- 
cle with  passengers,  in  roimd-trip  spe- 
cial and  charter  operations,  beginning 
and  ending  at  ports  of  entry  on  the  In- 
ternational Boundary  line  between  the 
United  States  and  Canada,  located  at 
points  in  Maine,  Michigan.  New  Hamp- 
shire. New  York,  and  'Vermont,  and  ex- 
tending to  points  in  the  United  States 
( except  Alaska  and  Hawaii) ,  restricted 
movements  originating  at  Rimouski, 
Province  of  Quebec,  Canada;  that  appli- 
cant is  fit,  willing,  and  able  properly  to 
perform  such  service  and  to  conform  to 
the  requirements  of  the  Interstate  Com- 
merce Act  and  the  Commission's  rules 
and  regulations  thereunder.  The  purpose 
of  this  republication  is  to  indicate  the 
broadening  of  the  territorial  description 
in  applicant's  grant  of  authority  by  es- 
tablishing round-trip  operations,  in  lieu 
of  one  way  operations. 

No.  MC-F-12585  (Republication),  filed 
July  11,  1975,  and  published  in  the  Fed- 
eral Register  issue  of  July  30,  1975.  Au- 
thority sought  for  control  by  Ralph  C. 
Wilson  Agency.  Inc.,  One  Woodward 
Ave.,  Detroit.  Mich.  48226,  of  C.  &  J 
COMIVIERCIAL  DRIVE-AWAY,  INC., 
2400  W.  St.  Joseph  St.,  P.O.  Box  689, 
Lansing,  Mich.  48917.  Applicant's  at- 
torneys: Walter  N.  Bieneman,  100  W. 
Long  Lake  Rd.,  Suite  102,  Bloomfield 
Hills,  Mich.  48013.  Jack  Goodman,  39 
S.  LaSalle  St..  Chicago,  ni.  60606.  An 
Order  of  the  Commission,  Division  3, 
Acting  as  an  Appellate  Division,  dated 
March  28,  1977.  and  served  April  18, 
1977,  approved  the  application  in  No. 
MC-F-12585,  and  in  No.  MC  10345  (Sub- 
No.  93 ) ,  reopened  the  proceeding  for  the 
purpose  of  m(xiifying  the  existing  certifi- 
cate. Said  certificate,  issued  May  30, 
1974,  authorizes  tlie  transportation  over 
irregular  routes,  of  automobiles,  trucks, 
and  buses,  as  described  In  Descriptions 
in  Motor  Carrier  Certificates,  61  MjC.C. 
209  and  766,  in  initial  movements,  in 


truckaway  service,  from  Janesville,  Wis., 
to  points  in  the  Lower  Peninsula  of 
Michigan ;  the  authority  above  and  those 
held  by  carrier's  aflaiiate.  Janesville  Auto 
Transport  Company,  certificates  No.  MC 
134779  and  subnumbers  thereimder,  au- 
thorizing transportation  between  the 
same  points,  shall  be  construed  as  com- 
prising only  a  single  operating  right  not 
severable  by  sale  or  otherwise.  By  the 
above  mentioned  Order  of  the  Commis- 
sion, the  certificate,  to  the  extent  of  non- 
severability  from  certificates  of  carriers 
under  common  control  with  C  &  J  Com- 
mercial Driveaway,  Inc.,  authorizing  du- 
plicating operating  authority,  was  modi- 
fied to  delete  said  restriction  against 
severability.  The  purpose  of  this  repub- 
lication Is  to  give  notice  of  the  modi- 
fication of  the  certificate  In  No.  MC 
10345  (Sub-No.  93). 

Motor  Carrier,  Broker.  Water  Car- 
rier AND  Freight  Forwarder  Operat- 
ing Rights  Applications 

NOTICE 

The  following  applications  are  gov- 
erned by  Special  Rule  247  of  the  Com- 
mission's General  Rules  of  Practice  (49 
CPR  §1100.247).  These  rules  provide, 
among  other  things,  that  a  protest  to 
the  granting  of  an  application  must  be 
filed  with  the  Commission  within  30  days 
after  the  date  of  notice  of  filing  of  the 
application  is  published  in  the  Federal 
Register.  Failure  to  seasonably  to  file  a 
protest  will  be  construed  as  a  waiver  of 
opposition  and  participation  in  the  pro- 
ceeding. A  protest  under  these  rules 
should  comply  with  Section  247(d)  (3)  of 
the  nUes  of  practice  which  requires  that 
it  set  forth  specifically  the  groimds  upon 
which  it  is  made,  contain  a  detailed 
statement  of  protestant's  interest  in  the 
proceeding  (including  a  copy  of  the  spe- 
cific portions  of  its  authority  which  pro- 
testant  believes  to  be  in  conflict  with 
that  sought  in  the  application,  and  de- 
scribing in  detail  the  method — v.hether 
by  joinder.  Interline,  or  other  means — 
by  which  protestant  would  use  sucli  au- 
thority to  provide  all  or  part  of  the  serv- 
ice proposed),  and  shall  specify  with 
particularity  the  facts,  matteis,  and 
things  relied  upon,  but  shall  not  include 
issues  or  allegations  plirased  generally. 
Protests  not  in  reasonable  compliance 
with  the  requirements  of  the  rules  may 
be  rejected.  The  original  and  one  copy 
of  the  protest  shall  be  filed  with  the 
Commission,  and  a  copy  shall  be  served 
concurrently  upon  applicant's  represent- 
ative, or  applicant  if  no  representative  is 
named.  If  the  protest  Includes  a  request 
for  oral  hearing,  such  requests  shall  meet 
the  requirements  of  section  247 <d)  (4)  of 
the  special  rules,  and  shall  include  the 
certification  required  therein. 

Section  247(f)  further  provides,  in 
part,  that  an  applicant  who  does  not  in- 
tend timely  to  prosecute  its  application 
shall  promptly  request  dismissal  thereof, 
and  that  failure  to  prosecute  an  appli- 
cation luider  procedures  ordered  by  the 
Commission  will  result  in  dismissal  of 
the  application. 

Further  processing  steps  will  be  by 
Commission  order  which  will  be  served 
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on  each  party  of  record.  Broadening 
amendments  will  not  be  swicepted  after 
tlie  date  of  this  publication  except  for 
good  cause  shown,  and  restrictive  amend- 
ments will  not  be  entertained  followtng 
publication  in  the  Federal  Register  of  a 
notice  that  the  proceeding  has  been  as- 
signed for  oral  hearing. 

Each  apphcant  states  that  there  will 
be  no  significant  eCfect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application. 

No.  MC  531  (Sub-No.  345),  filed  AprU 
4,  1977.  Applicant:  YOUNGER  BROTH- 
ERS, mC,  4904  Griggs  Road.  P.O.  Box 
14048.  Houston.  Tex.  77021.  Applicant's 
representative:  Wray  E.  Hughes  (same 
address  as  applicant).  Autliority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquid  plastics  (polyester  resin),  In 
bulk,  in  tank  vehicles,  from  Oxnard. 
Calif.,  to  Swansboro,  N.C. 

■Note. — Common  control  may  be  Involved 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  either  Los  Angeles  or 
Ban  Francisco.  Calif. 

No.  MC  720  < Sub-No.  32),  filed  AprU  4, 
1977.  Applicant:  BIRD  TRUCKING  CO.. 
INC.,  P.O.  Box  227,  Waupun,  Wis.  53963. 
Applicant's  representative:  Michael  J. 
Wyngaard,  329  West  Wilson  Street,  P.O. 
Box  8004,  Madison,  Wis.  53708.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Canned  goods  and  jjre- 
pared  foodstuffs,  from  Pickett,  Wis.,  to 
points  In  the  United  States  (except 
Alaska  and  Hawaii  > . 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Madison,  or  Milwaukee,  Wis. 

No.  MC  2392  (Sub-No.  103) ,  filed  April 
1,  1977.  Applicant:  WHEELER  TRANS- 
PORT SERVICE.  INC.,  P.  O.  Box  14248 
West  Omaha  Station.  Omaha.  Nebr. 
68124.  Applicant's  representative:  Leon- 
ard A.  Jaskiewicz,  1730  M  Street.  N.W., 
Washington,  D.C.  20036.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Liquefied  petroleum  gases, 
from  the  facilities  of  Mid-American 
Pipeline  Company,  located  at  or  near 
Whiting,  Iowa,  to  points  in  South  Da- 
kota. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Omaha. 
Nebr. 

No.  MC  2860  (Sub-No.  158.  filed 
May  2.  1977.  Applicant:  NATIONAL 
FREIGHT,  INC.,  71  West  Park  Avenue, 
Vineland,  N.J.  08360.  Applicant's  repre- 
sentative: W.  Randall  Tj-e,  1400  Cand- 
ler Building.  Atlanta,  Ga.  30303.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  electric  and  gas 
appliances  and  parts  thereof :  from  Bal- 
timore and  Columbia,  Md.,  to  points  In 
Maine,  New  Hampshire,  and  Vermont 

Note. — Common  control  may  be  involvefl. 
If  a  he«u-lng  Is  deemed  necessary,  applicant 
requests  taiat  It  be  held  at  'Washington,  D.C. 
or  Atlanta.  Oa. 


No.  MC  3&54  (Sub-No.  35).  filed  April 
29.  1977.  Applicant:  BLTITON  LINES. 
INC..  815  Ellis  Rd..  P.O.  Box  11306,  East 
Durban  Station.  Durham,  N.C.  27703. 
Applicant's  representative:  Edward  G. 
Villalon.  1032  Pennsylvania  Building. 
Pennsylvania  Avenue  &  13th  St..  N.W., 
Washington.  D.C.  20004.  Autiiority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregiilar  routes, 
transporting:  Clay  and  shale  products, 
pipe,  conduit,  wall  coping,  firebrick,  fit- 
tings, fitting  compounds,  and  materials 
and  supplies,  used  in  the  installation 
thereof  ( except  in  bulk ) .  from  Pottstown, 
Pa.,  to  points  Virginia.  West  Virginia. 
Kentucky,  Tennessee,  North  Carolina, 
South  Carolina,  Georgia,  Alabama,  and 
Florida. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Raleigh, 
NC,  or  Wa-shlngton   DC 

No.  MC  5470  (Sub-No.  122  > ,  filed  Aprtl 

4.  1977.  Applicant:    TAJON.  INC.,  R.D. 

5,  Mercer,  Pa.  16137.  Applicant's  repre- 
sentative: Don  Cross,  918  Sixteenth 
Street.  N.W.,  Washington,  DC.  20006. 
Autliority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  'D  Alu- 
minum ingots,  billets,  pigs,  sows,  slabs, 
and  blooms,  in  dump  vehicles,  from 
Sandusky,  Ohio,  to  Massena,  NY.;  and 
(2)  aluminum  scrap,  in  dump  vehicles, 
from  Massena,  N.Y.,  to  Sandusky,  Ohio. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requestes  It  be  held  at  either 
Cleveland.  Ohio  or  Washington,  DC 

No.  MC  5470  (Sub-No.  123).  filed: 
April  29.  1977.  Applicant:  Taj(Mi.  Inc., 
R.D.  5.  P.O.  Box  146,  Mercer,  Pa.  16137. 
Applicant's  repi-esentative :  Donald  E. 
Crofes.  700  World  Center  Bldg  .  918  16th 
Street,  N.W..  Washington.  DC.  20006. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Alloys,  ores  and 
metals.  In  dump  vehicles,  from  points  In 
Alabama,  Ohio,  Pennsylvania,  and  Ten- 
nessee; Bumside.  La.;  Calvert  City.  Ky.; 
Charleston,  S.C;  Chicago.  111.;  Detroit. 
Mich.;  Graham.  W.  Va.;  and  Niagara 
Falls.  N.Y.,  to  points  in  Texas.  ( 2  >  Scrap 
alloy  fines,  and  spent  nickel  catalyst,  in 
dump  vehicles,  from  points  in  Texas  to 
points  in  Alabama,  Ohio.  Pennsylvania, 
and  Tennessee;  Bumside.  La.;  Calvert 
City,  Ky.;  Charleston,  S.C;  Chicago,  ni.; 
Detroit.  Mich.;  Graham,  W.  Va  :  and  Ni- 
agara Falls.  N.Y. 

Norr — If  a  hearing  Is  deemed  necessary,  ap- 
plicant requests  U  be  held  at  either  Pitts- 
burgh, Pa.,  or  Washington,  DC. 

No.  MC  11722  (Sub-No.  55 >  (Par- 
tial correction) .  filed  April  26.  1977.  pub- 
lished in  the  F^ederal  Register  issue  of 
May  19,  1977.  as  No.  MC  11722  (Sub-No. 
5  ' ,  and  republished  in  part,  as  corrected, 
this  Issue.  Aprdlcant:  BRADER  HAUL- 
ING SER'VICE,  INC..  Post  Office  Box 
635.  Zillah.  Washington  98953.  Appli- 
cant's representative:  Douglas  A.  Wilson. 
303  East  "D"  Street,  Yakima,  Washing- 
ton 98901.  The  purpose  of  this  republica- 
tion In  part  Is  to  Indicate  the  correct 


docket  number  assigned  to  thi^  proceed- 
ing as  No.  MC  11722  (Sub-No.  55'  In  Ueu 
of  No.  MC  11722  (Sub-No.  5)  as  previous- 
ly published  in  error.  The  rest  of  the  pub- 
lication remains  tlie  same. 

No.  MC  27817  <Sub-No.  129),  filed 
April  4,  1977.  Applicant:  H  C.  GABLER. 
INC.  R.D.  No.  3.  Chambersburp.  Pa. 
17201.  Applicant's  representative:  Chris- 
tian V.  Graf,  407  North  Front  Street.  Har- 
risburg.  Pa.  17101.  Authority-  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Such  merchandise  as  Is  dealt  in  by 
retail,  wholesale,  chain  grocery  and  f(xxi 
business  houses  (except  commodities  In 
bulk  and  frozen  foods) .  from  Jersey  City, 
N  J.,  to  ix)ints  in  Delaware,  Marj-land. 
Pennsyh-ania,  West  Virginia  and  the  Dis- 
trict of  Columbia,  restricted  to  traffic 
originating  at  the  above-named  origin 
and  destmed  to  the  above-named  de.stl- 
nations. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Harrlsburg, 
Pa  ,  or  Washington.  D  C. 

No.  MC  30844  (Sub-No.  588* ,  filed  April 
4.  1977.  Applicant:  KROBLIN  REFRIG- 
ERATED XPRESS.  INC..  P.O.  Box  5000. 
Waterloo.  Iowa  50704.  AppUcant's  repre- 
sentative: John  P.  Rhodes,  P.O.  Box  5000, 
Waterloo.  Iowa  50704.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Electronic  products,  electronic  parts 
and  accessories,  tools  and  supplies  used 
in  installation  and  repair  of  electronic 
products  and  such  merchandise  as  dealt 
in  by  electronic  retailers  and  distributors, 
from  the  warehouse  and  facilities  of  La- 
fayette Radio  Electronics  Corporation  lo- 
cated in  Syosset.  NY.,  and  Hauppague, 
N.Y..  to  points  in  Arkan.sas.  Colorado. 
Connecticut.  I>elaware.  Georgia.  Illinois. 
Indiana.  Iowa.  Kansas.  Maryland.  Mas- 
sachusetts. Michigan.  Mirmesota.  Mis- 
.souri.  Nebraska.  New  York,  Ohio. 
Oklahoma.  Pennsylvania,  Rhode  Island. 
Texas.  Virginia,  and  Wisconsin,  restricted 
to  shipments  originating  In  the  above 
named  facilities  and  destined  to  the 
named  states. 

Note — d-mmon  control  may  be  Involved, 
If  a  hearing  Is  deemed  necessary  the  appli- 
cant requests  It  be  held  at  Washington,  DC. 

No,  MC  31237  'Sub-No.  10).  filed 
April  4,  1977.  Apphcant:  DIGNAN 
TRUCKING.  INC  .  P  O.  Box  7463,  BalU- 
more.  Md.  21227.  Applicant's  representa- 
tive: Frank  B.  Hand,  Jr.,  P.O,  Box  187, 
Berrj'viUe,  Va  22611.  Authority  sought 
to  operate  as  a  common  carrier,  "by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Malt  beverages,  empty  malt  bever- 
age containers,  and  pallets,  between 
Alexandria,  Va..  on  the  one  hand,  and. 
on  the  other,  Frederick.  Salisbury,  Wal- 
dorf, Harve  de  Grace.  Frostburg.  Hagers- 
town  and  CentreviUe.  Md .  having  an 
immediately  prior  or  subsequent  move- 
ment by  rail. 

Note — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Washington, 

DC,  or  BaiUmore.  Md. 

No.  MC  53965.  (Sub-No.  132),  filed 
April    28,     1977.    Applicant:     GRAVES 
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TRUCK  LINE.  INC,  2130  South  Ohio. 
Sahna.  Kansas  67401.  Applicants  repre- 
sentative: Larry  E.  Gregg.  641  Harrison 
Street.  Topeka,  Kansa.s  66603.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products. 
meat  by-products,  and  articles  dis- 
tributed by  meat  packinghouses  as  de- 
scribed in  Section  A  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C.C.  209  and  766  'ex- 
cept hides  and  commodities  in  bulk  > . 
Fi-om  the  plantsite  and  storage  faciUties 
of  Swift  Fresh  Meats  Company  at 
Guj-mon.  Oklahoma,  to  points  in  Ar- 
kansas and  to  Memphis,  Tennessee. 
•  Note — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  Wichita. 
Kans.,  Kansas  City.  Mo.,  or  Oklahoma  City. 
Okla. 

No.  MC  59150  (Sub-No  97'.  filed 
April  4.  1977.  Applicant:  PLOOF  TRUCK 
LINES.  INC.,  1414  Lindrose  Street.  P.O. 
Box  3277,  JacksonvUle.  Fla.  32206.  Ap- 
plicant's representative:  Martin  Sack. 
Jr..  1754  Gulf  Life  Tower.  Jacksonville, 
Fla.  32207.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Gypsum  and  gypsum  products,  and 
materials,  equipment  and  supplies  used 
In  the  manufacture,  packaging,  distribu- 
tion or  installation  thereof,  from  Bruns- 
wick. Ga..  to  points  in  Alabama.  Georgia, 
Florida.  Kentucky.  Louisiana.  Missis- 
sippi. Mar>'land.  North  Carolina,  South 
Carolina.  Tennessee,  Virginia.  West  Vir- 
ginia* and  the  District  of  Columbia. 

Note — If  a  hearing  is  deemed  neces-sary. 
the  applicant  requests  it  be  held  at  Jackson- 
ville. Fla, 

No  MC  61231  I  Sub-No.  101  >.  filed 
April  29,  1977.  Applicant:  ACE  LINES, 
INC  .  4143  Ea.st  43rd  Street.  Des  Moines. 
Iowa  50317.  Applicant's  representative: 
William  L.  Fairbank.  1980  Financial 
Center.  Des  Moines.  Iowa  50309.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Lumber  and  lum- 
ber products,  from  point,s  in  Meade 
County.  S.  Dak.,  to  points  in  Illinois. 
Michigan.  Missouri.  Oklalioma  and 
Wisconsin. 

Note  —If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  St.  Paul. 
Minn  .  or  Omaha.  Nebr. 

No.  MC  61592  'Sub-No.  400 >.  filed 
^pril  4,  1977.  Applicant:  JENKINS 
TRUCK  LINE.  INC  .  P.O.  Box  697,  Jef- 
fersonville.  Ind.  47130.  Applicant's  repre- 
sentative: E.  A  DeVine.  101  First  Avenue. 
P.O  Box  737.  Moline,  111.  61265  Authority 
sought  to  operate  as  a  common  carrier. 
bv  motor  vehicle,  over  irregular  routes, 
transporting:  Mail  boxes,  metal  posts. 
iLorkbenches,  and  legs  and  metal  tool 
racks,  wood  products  and  plastic  articles 
•  except  commodities  in  bulk>,  from  the 
plantsite  of  Steel  City  Corporation 
located  at  or  near  Youngstown  and  Cam- 
bridge. Ohio,  to  points  in  the  United 
States  (except  Washington,  Oregon, 
California.    Idaho.    Utah.   Nevada.   Arl- 
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zona.  Montana,  Colorado.  Wyoming  and 
Hawaii' . 

Note — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  Jt  either 
Washington,  DC.  or  Chicago,  111.  Common 
control  may  be  Involved. 

No.  MC  61592  <  Sub-No.  401),  filed 
April  28.  1977.  AppUcant:  JENKINS 
TRUCK  LINE.  INC.,  P.O.  Box  697,  Jef- 
fersonviUe.  Ind.  47130.  Applicant's  repre- 
sentative: E.  A.  DeVine,  101  First  Avenue, 
P  O.  Box  737.  Moline.  IL  61265.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Ground  clay  (except  in 
bulk)  from  the  plantsite  and  warehouse 
facilities  of  the  Oil-Dri  Corporation  of 
American  at  or  near  Ochlocknee. 
Georgia  to  Texas.  Oklahoma,  Kansas, 
and  Missouri. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  that  It  be  held  at  Chicago.  Illinois. 

No.  MC  71652  (Sub-No.  10),  filed 
April  25.  1977.  Applicant:  BYRNE 
TRUCKING,  INC,  4669  Crater  Lake 
Highway,  Medford,  Oregon  97501.  Appli- 
cant's representative:  William  D.  Taylor, 
100  Pine  Street,  Suite  2550,  San  Fran- 
cisco. California  94111.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Chain  link  fencing,  from  the  plant 
site  of  Anchor  Post  Products,  Inc.  at  or 
near  Whittier,  California  to  points  and 
places  in  the  states  of  Oregon  and 
Washington. 

Note— If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Medford.  Oreg.,  or  Stockton  or  San  Francisco, 
Calif. 

No.  MC  73165  (Sub-No.  403>.  filed 
April  4.  1977.  Applicant:  EAGLE  MOTOR 
LINES,  INC.,  830  North  North  33rd 
Street,  P.O.  Box  11086,  Birmingham, 
Ala.  35202.  Applicant's  representative: 
William  P.  Parker  (same  address  as 
applicant ' .  Authority  sought  to  operate 
as  a  cominon  carrier,  by  motor  vehicle, 
over  irregiilar  routes,  transporting: 
Rock  crusher  equipment,  from  the  plant 
site  of  Hewitt-Robbins,  Inc.,  located  In 
Richland  County.  S.C.,  to  points  In  the 
United  States  (except  Alaska  and 
Hawaii'. 

Note.— If  a  hearing  Is  deemed  necessary, 
the  applicaiit  requests  it  b«  held  at  either 
Birmingham.  Ala.,  or  Washington,  DC. 

No.  MC  78400  '  Sub-No.  51> ,  filed  April 
22.  1977.  Applicant:  BEIAUFORT 
TR.^NSFER  COMPANY,  a  Corporation, 
Box  151.  Gerald,  Missouri  63037.  Appli- 
cant's representative:  Ernest  A.  Brooks 
II,  1301  Ambassador  Bldg.,  St.  Louis,  Mo. 
63101.  Authority  .sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Char- 
coal, charcoal  briquettes,  wood  chips  (not 
charred  ' .  charcoal  lighter  fluid  and  fire- 
place logs  '  wax  impregnated  compressed 
sawdust ' .  restricted  against  the  trans- 
portation of  commodities,  in  bulk,  from 
the  faculties  of  Kingsford  Company,  div. 
of  Clorox  Company,  at  or  near  Belle  and 
Blaiid.  Mo.,  to  points  in  Alabama,  Ar- 
kansas. Colorado,  Illinois,  Indiana,  Iowa, 


Kansas,  Kentucky,  Louisiana,  Minnesota, 
Michigan,  Mississippi,  Nebraska,  North 
Dakota,  New  Mexico,  Oklahoma,  South 
Dakota,  Texas,  Tennessee,  Wisconsin  and 
Wyoming:  and,  <2>  materials  and  sup- 
plies used  in  the  manufacture  and  dis- 
tribution of  the  commodities  named  in 
(1.)  above,  from  points  in  Alabama.  Ar- 
kansas, Colorado,  Illinois,  Indiana,  Iowa, 
Kansas,  Kentucky.  Louisiana.  Minnesota, 
Michigan,  Mississippi.  Nebraska.  North 
Dakota,  New  Mexico,  Oklahoma.  South 
Dakota,  Texas,  Tennessee,  Wisconsin  and 
Wyoming,  to  the  facilities  of  Kingsford 
Company,  div.  of  Clorox  Company,  at  or 
near  Belle  and  Bland,  Mo. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either  St. 
Louis,  Mo.  or  Washington,  DC. 

No.  MC  82492  (Sub-No.  151),  filed 
AprU  1,  1977.  Applicant:  MICHIGAN  & 
NEBRASKA  TRANSIT  CO..  INC.,  2109 
Olmstead  Road.  P.O.  Box  2853.  Kalama- 
zoo, Mich.  49003.  AppUcanf  s  representa- 
tive: WUllam  C.  Harris  (same  address  as 
applicant) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Paper  and  paper  -products,  from  Monroe, 
Mich.,  to  Centralia,  lU. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  -either 
Chicago,  111.  or  Washington,  DC, 

No.  MC  83835  (Sub-No.  141 ) ,  filed  April 
27,  1977.  Applicant:  WALES  TRANS- 
PORTATION, INC.,  P.O.  Box  6186,  Dal- 
las, Texas  75222.  Applicant's  representa- 
tive: James  W.  Hightower.  136  Wyruie- 
wood  Professional  Bldg..  Dallas.  Texas 
75224.  Authority  sought  to  operate  as  a 
common  carrier  motor  vehicle,  over  ir- 
regular routes,  transporting:  Asbestos 
Shorts  or  Waste,  from  King  City,  Cali- 
fornia, to  points  in  Alabama.  Colorado. 
Florida,  Illinois,  Kansas.  Louisiana, 
Michigan.  Mississippi.  Montana,  Ne- 
braska. Nevada.  New  Mexico.  North  Da- 
kc»ta,  Oklahoma.  South  Dakota,  Utah, 
Washington,  and  Wyoming. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  request  it  be  held  at  either  Tulsa, 
Oklahoma  or  Dallas,  Texas. 

MC  94597  (Sub-No.  2»,  filed  April  27, 
1977.  Applicant:  Henry  Lambert  Truck- 
ing Co..  Inc.,  101  First  Ave.  NE..  Min- 
neapolis, Minnesota  55413.  AppUcant's 
representative:  Robert  P:  Sack,  P.O.  Box 
6010,  West  St.  Paul.  MN  55118.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Crude  venniculit« 
ore.  In  bulk,  in  dump  vehicles,  from  Chi- 
cago, Illinois  and  points  in  Chicago,  Illi- 
nois Commercial  Zone  to  Minneapolis, 
Minnesota. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  request  It  be  held  at  Minneapolis, 
Minnesota  or  Chicago.  Illinois. 

No.  MC  95136  (Sub-No.  22  >.  filed 
April  26,  1977.  AppUcant:  ALLEN  S. 
YEATMAN,  INCORPORATED,  P.O.  Box 
383,  Montross,  Virginia  22520.  Appli- 
cant's representative:  MAXWELL  A. 
HOWELL,  1100  Investment  Building, 
1511  K  Street,  N.W..  Washington,  D.C. 
20005.   Authority  sought  to  operate  as 
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a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting  Wood  mats 
and  materials  and  suppUes  used  in  the 
construction  and  installation  of  wood 
mats,  between  Warsaw,  Virginia  and 
points  in  Baltimore.  Howard  and  Anne 
Arundel  Counties.  Mar>land. 

Note — If  a  hearing  is  deemed  necessary. 
applicant  requests  it  be  held  at  either  Wash- 
ington, DC.  or  Richmond,  Virginia. 

No.  MC  98327  (Sub-No.  23  ' .  filed  April 
27,  1977.  Apphcant:  System  99,  Corpora- 
tion, 8201  Edgewater  Drive.  Oakland, 
California  94621.  Applicant's  representa- 
tive: Michael  J.  O'Neill,  8201  Edgewater 
Drive,  Oakland.  CaUfornia  94621.  Au- 
thority sought  to  operate  as  a  Common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting  general  commodities 
(except  those  of  unusual  value,  Classes  A 
and  B  explosives,  commodities  in  bulk, 
household  goods  as  defined  by  the  Com- 
mission and  commodities  requiring  spe- 
cial equipment'  : 

(1)  Between  Redding.  California  and 
Eugene.  Oregon;  From  Redding  over  In- 
terstate Highway  5  to  Eugene  and  return 
over  the  same  route ; 

(2)  Between  Portland.  Oregon  and 
Klamath  Falls.  Oregon;  From  Portland 
over  Interstate  Highway  5  to  its  junction 
with  Oregon  State  Highway  62.  thence 
over  Oregon  State  Highway  62  to  its 
junction  with  Oregon  State  Highway  140, 
thence  over  Oregon  State  Highway  140 
to  Its  junction  with  U.S.  Highway  97, 
thence  over  U.S.  Highway  97  to  Klamath 
Falls  and  return  over  the  same  route, 
as  alternate  routes  for  operating  con- 
venience only,  serving  no  intermediate 
points  and  serving  the  termini  for  the 
purposes  of  joinder  only. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  San  Fran- 
cisco, Calif,  or  Reno,  Nev. 

No.  MC  100666  (Sub-No.  343  >,  filed 
April  4.  1977.  Applicant:  MELTON 
TRUCK  LINES.  INC..  P.O.  Box  7666, 
Shreveport,  La.  71107.  Applicant's  rep- 
resentative: Wilbum  L.  Williamson.  280 
National  Foundation  Life  Bldg.,  3535 
N.W.  58th  Street,  Oklahoma  City.  Okla. 
73112.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Plastic, 
plastic  articles,  plastic  pipe,  tubing,  fit- 
tings, connections  and  materials,  supplies 
and  accessories  used  in  the  manufacture 
and  installation  thereof  <  except  in  bulk 
In  tank  vehicles),  between  the  facilities 
utilized  by  Robintech  Incorporated,  lo- 
cated at  or  near  Evansville.  Ind.;  points 
in  Monroe  County  (Prairie) .  Miss.;  Dan- 
ville, m.;  Sylvania.  Ohio;  Slidell.  and 
New  Orleans,  La.;  and  Pace,  Fla.,  on  the 
one  hand,  and.  on  the  other,  points  in  the 
United  States  (except  Alaska  and  Ha- 
waii I . 

Note. — If  a  hearing  Is  deenied  necessary, 
applicant  requests  It  be  held  at  Dallas.  Tex. 

No.  MC  100666  (Sub-No.  344),  filed 
April  4,  1977.  AppUcant:  MELTON 
TRUCK  LINES,  INC.,  P.O.  Box  7666. 
Shreveport,  La.  71107.  Applicant's  rep- 


resentative; Wilbum  L.  Williamson.  280 
National  Foundation  Life  Bldg.,  3535 
N.W.  58th  Street.  Oklahoma  City.  Okla. 
73112.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  veliicle,  over 
irregular  routes,  transporting:  Plyu-'ood, 
from  the  plantsite  and  warehouse  facili- 
ties of  Day  Company,  located  at  points 
in  Randolph  County,  <ja.,  to  those  points 
in  that  part  of  the  United  States  in  and 
east  of  Colorado.  Nebraska.  New  Mexico, 
North  Dakota,  and  South  Dakota. 

Nott: — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Atlanta.  Ga 

No.  MC  102567  'Sub-No.  196i.  filed 
April  4.  1977.  Applicant:  MCNAIR 
TRANSPORT,  INC..  4295  Meadow  Lane, 
PO.  Drawer  5357,  Bossier  City,  La. 
71010.  Applicant's  representative:  Joe  C. 
Day,  2040  North  Loop  West,  Suite  'JOS, 
Houston,  Tex.  77018.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Sodium  salt  solutions,  in  bulk,  in 
tank  truck  vehicles,  from  the  plantsite 
and  storage  facilities  of  Merichem  Com- 
pany, located  at  Houston,  Tex.,  to  points 
in  Alabama.  Arkansas.  Florida.  Georgia, 
Louisiana.   Mississippi,   and   Oklahoma. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Houston. 
Tex.,  or  New  Orleans.  La. 

No.  MC  103066  (Sub-No.  61) ,  filed  April 
26,  1977.  Applicant:  Stone  Trucking 
Company,  a  Corporation.  P.O.  Box  2014. 
Tulsa,  Oklahoma  74101.  AppUcants  rep- 
resentative: Eugene  D.  Anderson,  Suite 
428.  910  Seventeenth  Street,  N.W.,  Wasli- 
ington.  DC.  20006.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Meat.  Meat  products.  Meat  by-prod- 
ucts and  articles  distributed  by  meat 
packinghouses  as  described  in  Sections 
A  and  C  of  Appendix  I  to  the  report  in 
DescriptioTis  in  Motor  Carrier  Certifi- 
cates, 61  MCC  209  and  766.  From  Sioux 
City.  Iowa,  Madison,  Nebraska.  Omaha. 
Nebraska  and  St.  Joseph,  Mis.'^ouri,  to 
points  in  Alabama,  Connecticut.  Dela- 
ware, District  of  Columbia,  Florida, 
Georgia,  Illinois.  Indiana.  Kentucky. 
Maine.  Maryland,  Massachusetts,  Michi- 
gan, Mississippi,  New  Hampshire.  Nev 
Jersey,  New  York.  North  Carolina.  Ohio, 
Pennsylvania,  Rhode  Island.  South  Caro- 
lina. Tennessee.  Vermont.  Virginia,  West 
Virginia  and  Wisconsin,  restricted  to 
traffic  originating  at  the  plantsites  and 
storage  facilities  of  Armour  &  Company 
at  or  near  Sioux  City,  Iowa.  Omaha.  Ne- 
braska. St.  Joseph.  Missouri  and  to  traf- 
fic originating  at  the  plantsite  and  stor- 
age facilities  of  Madison  Foods  at  or 
near  Madison,  Nebraska. 

Note. — If  a  hearing  Is  deemed  necessary. 
the  applicant  requests  It  be  held  at  either 
Phoenix.  Ariz,  or  Washington,  DC. 

No.  MC  105566  (Sub-No.  135),  filed 
April  4,  1977.  Applicant:  SAM  TANKS- 
LEY  TRUCrTEONG,  INC.,  P.O.  Box  1119, 
Cape  Girardeau.  Mo.  63701.  Applicant's 
representative:  Thomas  F.  Kilroy,  Poet 
Office  Box  2069,  Springfield,  Va.  22152. 
Authority  sought  to  operate  as  a  common 


carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Printed  matter  and 
printed  matter  when  moving  to  the  same 
vehicle  with  commodities  exempt  under 
the  provisions  of  Section  203(b>i7>  of 
the  Interstate  Commerce  Act,  from 
Crawfordsville  and  Warsaw.  Ind..  Glas- 
gow. Ky.;  Dwight,  Mattoon,  and  Chicago, 
111.;  Willard.  Oliio  and  Gallatin,  Tenn., 
to  points  in  Oklahoma,  Louisiana,  Mis- 
sissippi, and  Texas. 

Note — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Chicago.  III.  or  Washington.  DC. 

No.  MC  105566  ..Sub-No.  136).  filed 
April  4.  1977.  Applicant:  SAM  T.^NKS- 
LEY  TRUCKING.  INC..  Post  Office  Box 
1119,  Cape  Girardeau.  Mo.  63701  Apph- 
cant's  representative :  Thomas  F.  KiLroy, 
Post  Office  Box  2069.  Springfield,  Va. 
22152.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transportmg:  Printed 
matter,  wrapping  paper,  ribbons,  and 
ribbon  bows  and  rosettes,  from  Franklin, 
Tenn..  to  points  in  Arizona.  California, 
Colorado,  Idaho,  Montana,  Nevada,  New 
Mexico,  Oregon,  Utah,  Washington,  and 
Wyoming. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Wash- 
ington. DC. 

No.  MC  105566  (Sub-No.  137),  filed 
April  4.  1977.  Apphcant:  SAM  TANKS- 
LEY  TRUCKING.  INC..  Post  Office  Box 
1119.  Cape  Girardeau,  Mo.  63701.  Apph- 
cant's  representative:  Thomas  F.  Kilroy, 
Post  Office  Box  2069.  Springfield,  Va. 
22152.  Authority  sought  to  operate  as  a 
cojnmon  earner,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Sheets  or 
forms,  paper  composition,  from  Ply- 
moutli.  Ind..  to  points  in  Arizona,  CaU- 
fornia. Colorado.  Idaho.  Louisiana, 
MissLssippi.  Montana.  Nevada,  New  Mex- 
ico, Oklahoma.  Oregon,  Texas.  Utah. 
Washington,  and  Wyoming. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Chicago,  111  ,  or  Washington,  D.C. 

No.  MC  105881  (Sub-No.  54),  filed 
April  29,  1977.  Applicant:  M.  R.  L  R. 
Truckmg  Company,  a  Corporation,  715 
North  Ferdon  Boulevard,  Crestview, 
Florida  32536.  Applicant's  representa- 
tive: W.  Guy  McKenzie,  Jr.,  P.O.  Box 
1200.  Tallaha-ssee.  Florida  32302.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  regular 
routes,  transporting:  General  Commod- 
ities 'except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  commodities 
requiring  special  equipment*,  serving 
the  plant  site  and  warehouse  facilities  of 
the  John  Deere  Company,  located  at  or 
near  Conyers.  Georgia  as  an  off-route 
point  to  connection  with  the  carrier's 
otherwise  authorized  regular  route  op- 
erations, restricted  against  the  trans- 
portation of  traffic  'ciirect  or  toterUne) 
between  Atlanta.  Ga..  on  the  one  hand, 
and  on  the  other,  the  plant  site  and 
warehouse  faciUties  of  John  Deere  lo- 
cated at  or  near  Conyers.  Georgia. 
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No-m. — Common  control  may  b€  Involved. 
If  a  hearing  la  deemed  necessary,  app. leant 
requests  that  It  be  held  at  Atlanta.  Georgia. 

No.  MC  107403  fSub-No.  1012  >,  filed 
April  29.  1977.  Applicant:  MATLACK, 
INC  .  Ten  West  Baltimore  Avenue,  Lans- 
downe.  PA  19050.  Applicant's  representa- 
tive: Martin  C.  Hynes,  Jr.  (same  address 
as  applicant).  Authority  sought  to  ope- 
rate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Plastic  Pellets.  In  bulk,  in  tank  vehicles. 
From:  East  Syracuse.  New  York  To:  All 
points  in  New  York, 

tioTE. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Washington,  DC. 

No.  MC  107403  (Sub-No.  1012),  filed 
AprU  29.  1977  Applicant:  MATLACK, 
INC..  Ten  West  Baltimore  Avenue.  Lans- 
downe.  PA  19050  Applicant's  representa- 
tive: Martin  C.  Hynes.  Jr.  (same  address 
as  applicant)  Authority  sought  to  ope- 
rate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
(1)  Liquid  Wood  Preservatives,  in  bulk  in 
tank  vehicles,  from  Valparaiso.  Indiana 
to  points  in  Pennsylvania.  West  Virginia, 
Ohio.  Kentucky.  Michigan.  Illinois,  Wis- 
consin. Minnesota.  Iowa.  Missouri,  Ar- 
kansas. Maryland.  Massachusetts,  New 
York  and  Tennessee,  and  i2)  Arsenic 
Acid,  in  bulk,  in  tank  vehicles,  from  Bry- 
an and  Bonham.  Texas  to  Valparaiso. 
Indiana. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  ai>- 
pllcant  requesta  It  be  held  at  Washington. 
DC. 

No  MC  108247  'Sub-No.  3^ .  filed  April 
29,  1977.  Applicant  WESTCHESTER 
MOTOR  LINES.  INC..  35  Edge.mere  Road. 
New  Haven.  Conn.  06512.  Applicant's  rep- 
resentative: Maxwell  A.  Howell.  E.squire. 
1100  Investment  Building,  1511  K  Street, 
NW..  Washington,  DC.  20005.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregulnr  routes, 
transporting:  Organs,  from  the  di-strl- 
butlon  centers  of  Thomas  International 
Corp..  located  at  Philadelphia.  Pa.,  and 
at  or  near  Milford.  Conn.,  to  points  in 
Connecticut.  Maine.  MassachusctU.  New 
Hampshire,  New  Jersey.  New  York. 
Pennsylvania.  Rhode  Island  and  Ver- 
mont. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  either  Hartford, 
Connecticut  or  Wa."5hington,  D.C. 

MC  109124  fSub-No.  27) .  filed  April  28, 
1977.  Applicant:  SENTLE  TRUCKING 
CORPORATION.  P.O.  Box  7850.  Toledo. 
Ohio  43619.  Applicant's  representative: 
James  M.  Burtch.  100  East  Broad  Street, 
Columbus,  Ohio  43215.  AuUiority  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Roofing,  building  and  insulating  mate- 
rials (except  iron  and  steel  articles  and 
commodities  in  bulk) ,  from  the  planUsite 
and  warehouse  facilities  of  Certain-Teed 
Corporation  located  In  Erie  County. 
Ohio,  to  points  in  Indiana.  Kentucky, 
Michigan.  New  York.  Pennsylvania  and 
West  Virginia. 


Note. — If  a  hearing  Is  deemed  necessary 
the  applicant  requests  it  be  held  at  Philadel- 
phia. Pennsylvania  or  Washington,  D.C. 

No.  MC  109397  (Sub-No.  362),  filed 
April  28,  1977.  Applicant:  TRI-STATE 
MOTOR  TRANSIT  CO.,  a  corporation, 
P.O.  Box  113.  Joplin,  Missouri  64801.  Ap- 
plicant's representative:  Max  G.  Mor- 
gan, 223  Ciudad  Building.  Oklahoma 
City,  Oklahoma  73112.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Canned  goods,  from  points  in  Ore- 
gon and  Washington,  to  points  in  Ala- 
bama, Arkansas,  Illinois,  Indiana,  Iowa, 
Kansas,  Kentucky,  Louisiana,  Minnesota, 
MLssissippi.  Missouri.  Nebraska,  Ohio. 
Oklahoma,  Tennessee,  Texas,  and  Wis- 
consin, 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  it  b«  held  at  Seattle,  Wash.;  Port- 
land, Oreg.;  or  San  Francisco,  Calif. 

No.  MC  110988  (Sub-No.  340),  filed 
April  20,  1977.  Applicant:  Schneider 
Tank  Lines,  Inc.,  P.O.  Box  280.  Nee- 
nah.  Wis.  54956.  Applicant's  representa- 
tive: NeU  A.  DuJardin.  P.O.  Box  2298, 
Green  Bay.  Wis.  54306.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquefied  petroleum  gas,  in  bulk,  in 
tank  vehicles,  between  points  in  the 
United  States  (except  Alaska  and  Ha- 
waii) .  Restricted  to  the  transportation  of 
traffic  originating  at  or  destined  to  the 
plantsite  and  warehouse  facilities  of  Na- 
tional Can  Corp.,  National  Pet  Food 
Corp.,  NCC  Food  Corp..  National  Protein 
Corp..  and  Apache  Container  Corpora- 
tion. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Chicago,  111. 

No.  MC  111274  (Sub-No.  20),  filed 
March  24.  1977.  Applicant:  Elmer  C. 
Schmidgall  and  Benjamin  G.  Schmidgall. 
doing  busines  as  SCHMIDGALL  TRANS- 
FER, a  partnership.  Box  249.  Tremont. 
ni.  61568.  Applicant's  representative: 
Frederick  C.  Schmidgall,  Box  356.  Mor- 
ton, 111.  61550.  Authority  sought  to  oper- 
ate as  a  contract  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
1 1 )  Mine  roof  bolts,  between  Maricm.  HI., 
and  points  in  the  United  States  (except 
Ala.<=ka  and  Hawaii)  :  and  (2)  return  of 
materials  and  components  used  in  the 
manufacturing  of  mine  roof  bolts,  be- 
tween the  points  In  the  United  States 
(except  Alaska  and  Hawaii) .  and  the  fa- 
cilities of  Pattin-Marion  Division  of  the 
Eastern  Company,  located  at  Marion, 
m.,  under  a  continuing  contract,  or  con- 
tracts, with  Pattin-Marion  DivLslon  of 
the  Eastern  Company. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  either 
Springfield,  or  Chicago,  111.,  or  St.  Louis.  Mo. 

No.  MC  111302  (sub-No.  103),  filed 
Ai-ril  1.  1977,  Applicant:  HIGHWAY 
TR.\NSPORT,  INC.,  P.O.  Box  10470,  1500 
Amherst  Road.  Knoxville,  Tenn.  37949. 
Applicant's  representative:  David  A,  Pe- 
tersen (same  address  as  applicant) .  Au- 


thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Flavoring  com- 
pound^, in  bulk,  in  tank  vehicles,  from 
Crossville,  Tenn.,  to  points  in  the  United 
States  (except  Alaska  and  Hawaii). 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant does  not  specify  a  location. 

No.  MC  111545  (Sub-No.  236>,  filed 
April  26.  1977.  Applicant:  HOME 
TRANSPORTATION  COMPANY',  INC.. 
P.O.  Box  6426,  Station  A,  Marietta, 
Georgia  30065.  Applicant's  representa- 
tive: Robert  E.  Bom  (same  address  as 
applicant).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting  ply- 
vx>od:  From  the  warehouse  and  plant 
facilities  of  The  Day  Companies,  Inc., 
located  at  Randolph  County,  Georgia. 
to  points  in  the  United  States  in  and 
east  of  North  Dakota..  South  Dakota,  Ne- 
braska, Colorado  and  New  Mexico. 

Note. — If  a  hearing  is  deemed  necessary, 
appUcant  requests  that  It  be  held  In  At- 
lanta, Georgia. 

No.  MC  112304  (Sub-No.  117),  filed 
April  1.  1977.  Applicant:  ACE  DORAN 
HAULING  &  RKjGING  CO..  1601  Blue 
Rock  Street.  Cincinnati.  Ohio  45223.  Ap- 
plicant's representative:  Jolui  D.  Her- 
bert (same  address  as  applicant).  Au- 
thority sought  to  operate  a^  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transp)orting:  (l)(a)  Lead  and 
lead  alloys  (except  commodities  which 
because  of  size  or  weight  require  the  use 
of  special  equipment) ,  from  Herculane- 
um.  Mo.,  to  points  in  the  United  Slates 
(except  Alaska  and  Hawaii),  and  (b) 
materials,  equipment,  and  supplies  'ex- 
cept commodities  in  bulk)  used  in  the 
manufacture  of  lead  and  lead  alloys, 
from  points  in  the  United  States  (ex- 
cept Alaska  and  Hawaii) ,  to  Hercolane- 
um,  Mo.;  and  (2)  (a)  zinc  and  zinc  ox- 
ide, from  Josephtown.  Potter  Township, 
Pa.,  to  points  in  the  United  States  'ex- 
cept Alaska  and  Hawaii",  and  (b)  ma- 
terials, equipment,  and  supplies  (e.xcept 
commodities  in  bulk)  used  in  the  manu- 
facture of  zinc  and  zinc  oxide,  from 
points  in  the  United  States  '  except  Alas- 
ka and  Hawaii) ,  to  Josephtown.  Potter 
Townsliip.  Pa 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  on  a  con.solldated 
record  with  slmUar  appllcatlou(s)  at  cither 
Washington.  D.C.   or  New  York,   N.Y. 

No.  MC  112713  (Sub-No.  200 ),  filed 
April  »27,  1977.  Applicant:  YELLOW 
FREIGHT  SYSTEM,  INC.,  P.O.  Box 
7270,  10990  Roe  Avenue,  Shawnee  Mis- 
sion, Kansas  66207.  Applicant's  repre- 
sentative: John  M.  Records  'same  ad- 
dress as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  tran.sport- 
Ing:  General  Commodities  (except 
classes  A  and  B  explasives.  household 
goods  as  defined  by  the  Commission, 
conunodities  In  bulk,  articles  of  unusual 
value,  and  commodities  requiring  special 
equipment),  serving  the  plantsite  of  the 
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Tennessee  Valley  Authority  'Hartsville 
Nuclear  Plant)  at  or  near  Hartsville, 
Tennessee,  as  an  off-route  point  in  con- 
nection with  carriers  otherwise  author- 
ized operations. 

Note. — Common  control  naay  be  Involved. 
If  a  hearing  is  deemed  necessary,  appUcant 
requests  it  be  held  at  Nashville,  Tennessee. 

No.  MC  112822  (Sub-No.  418),  filed 
April  25,  1977.  Applicant:  BR.\Y  LINES 
INCORPORATED.  1401  N.  Little  Street, 
P.O.  Box  1191.  Cushing.  Oklahoma  74023. 
Applicant's  representative:  Charles  D- 
Midklff  (same  address  as  applicant) . 
Authority  sought  to  operate  as  a  corn- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Frozen 
foods  (except  in  bulk),  from  tlie  plant- 
site  of  StoufTer  Food  Corporation,  at  or 
near  Solon,  Ohio,  and  the  warehouse  fa- 
cilities utilized  by  Stouffer  Food  Corp., 
at  Cleveland.  Ohio,  to  points  in  Arizona, 
Arkansas,  OaUfornia,  Colorado.  Illinois. 
Minnesota,  Missouri,  Nevada,  Oklahoma, 
Oregon,  Tennessee.  Texas,  Utah,  Wash- 
ington and  Wisconsin. 

Note — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  either  Chicago. 
III.  or  St.  Louis.  Mo. 

No.  MC  113325  (Sub-No.  147).  filed 
April  1.  1977.  Applicant:  SLAY  TRANS- 
PORTATION CO.  INC..  2001  South 
Seventh  Street,  St.  Louis.  Mo.  63104,  Ap- 
plicant's repre.'^entative:  T.  M.  Tahan 
(same  address  as  applicant ' .  Authority 
souglit  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Phosphoric  acid,  soda  ash. 
and  sodium  phosphates,  in  bulk,  in  tank 
vehicles,  from  the  plantsite  of  E.M.C. 
Corporation,  located  at  Ijawrence.  Kans.. 
to  points  in  Arkansas,  Colorado,  Illinois, 
Indiana.  Iowa,  Kentucky,  Louisiana 
Michiean,  Missouri.  Nebraska,  New 
Mexico,  Ohio,  Oklalioma,  Tennessee  and 
Texas. 

Note — If  a  hearing  Is  deemed  necessary. 
the  applicant  requests  it  be  held  at  either 
Karusas  City,  Mo.,  or  Chicago,  ni. 

MC  113459  'Sub-No.  109',  filed  April 
29.  1977.  Applicant:  H.  J.  JEFFRIES 
TRUCK  LINE.  INC..  P.O.  Box  94850. 
Oklahoma  City.  Oklahoma  73109.  Appli- 
cant's representative:  James  W.  High- 
tower.  136  W\-nnewood  Professional 
Bldg.,  Dallas.  Texas  75224.  Authority 
sought  to  operate  as  a  common  carrier 
motor  vehicle,  over  irregular  routes, 
transporting:  (a)  Roto  Cast  Machinery-; 
(b)  materials,  equirsment  and  .■supplies 
used  in  tlie  manufacture  of  Roto  Cast 
Machinery,  between  the  facilities  of 
Southwest  Mfg.  Co..  at  Aurora.  Mo.,  on 
the  one  hand.  and.  on  the  other,  points 
in  the  United  Stat.rs,  including  Alaska 
but  excluding  Hawaii. 

Note — If  a  hearing  Is  deemed  necessary, 
nnpUcant  request  It  be  held  at  either  Dallas, 
Texas  or  Kansas  City,  Missouri. 

No.  MC  114239  (Sub  No.  34).  filed 
April  22.  1977.  Applicant:  F.'^RRIS 
TRUCK  LINE,  a  Missouri  corporation, 
Box  224.  Fawcett.  Missouri.  Applicant's 
attorney:  Tom  B.  Kretslnger,  910  Br{X>k- 


field  Building,  101  West  Eleventh  Street, 
Kansas  City,  Missouri  64105.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes 
transporting:  Urea,  in  dry  form,  in  bags, 
from  the  site  of  the  plant  of  W.  R.  Grace 
&  Co.  at  or  near  Woodstock.  Tennessee, 
and  from  the  warehouses  of  W.  R.  Grace 
&i  Co.  at  Memphis,  Tennessee,  to  poinis 
and  places  in  the  Chicago,  niinois  Com- 
mercial Zone,  as  defined  by  Uie  Commis- 
sion, the  Kansas  City,  Missouri-Kansas 
Commercial  Zone,  as  defined  by  thcCom- 
mlssion.  the  St.  Louis.  Missouri-Illinois 
Commercial  Zone,  as  defined  by  the  Com- 
mission, the  Dallas,  Texas  Commercial 
Zone,  as  defined  by  the  Commission,  the 
Milwaukee  and  Racine,  Wisconsin  Com- 
mercial Zones,  and  points  in  that  part 
of  Illinois,  on.  south  and  east  of  a  line 
beginning  at  Alton.  niinoLs,  and  extend- 
ing along  nilnoLs  Highway  140  to  junc- 
tion U.S.  Highway  66.  thence  along  U.S. 
Highway     66     to     Springfield,     Illinois, 
thence  along  Illinois  Highway  29  through 
Peoria.  Illinois,  to  junction  U.S.  Highway 
51.    thence   along   U.S.    Highway    51    to 
junction  U.S.  Highway  34  near  Mendota, 
Illinois,  thence  along  U.S.  Highway  34  to 
junction    Illinois    Highway    47,    thence 
along  Illinois  Highway  47  to  the  Illinois- 
Wisconsin  State  Line,  and  points  in  Ken- 
tucky, under  a  continuing  contract,  or 
contracts,  with  W.  R.  Grace  &  Co. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Kansas  cnty.  Mo.  or  Memphis,  Tenn. 

No.  MC  114334  < Sub-No.  35).  filed 
April  25,  1977  Applicant:  BUILDERS 
TRANSPORTATION  COMPANY',  a 
corporation.  3710  Tulane  Road,  Mem- 
phis, Tennessee  38116.  Applicant's  repre- 
sentative: Dale  Woodall,  900  Memphis 
Bank  Building,  Memphis,  Tennessee 
38103.  Authority  sought  to  operate  as  a 
common  carrier  by  motor  vehicle  over 
irregular  routes,  transporting:  Iron  and 
Steel  and  Iron  and  Steel  Articles  from 
Memphis,  Tennessee,  to  points  In  Okla- 
homa. Texas  and  Missouri. 

Note. — I'  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Memphis. 
Tennessee. 

No.  MC  114725  'Sub-No.  79),  filed 
April  26,  1977.  Applicant:  WTNNE 
TRANSPORT  SERVICE.  INC.,  2222 
North  11th  Street,  Omaha,  Nebraska 
68110.  Applicant's  representative:  Don- 
ald L.  Stern.  530  Univac  Building,  7100 
W.  Center  Road.  Omaha.  Nebraska  68106. 
Authority  sought  to  operate  as  a  cotti- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Liquid  fer- 
tilizer. In  bulk.  In  t«nk  vehicles  from  La 
Platte.  Nebraska,  to  points  in  .Arkansas, 
Colorado.  Wyomine.  Kentucky,  Tennes- 
see, Indiana,  Mississippi,  Montana, 
Texas  and  Oklahoma. 

Norm. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Omaha.  Nebr. 

No.  MC  115311  'Sub-No.  216'.  filed 
April  4,  1977.  Apphcant:  J  &  M  TRANS- 
PORTATION CO..  INC.,  P.O.  Box  488. 
MUledgevllle,  Ga.  31061.  Applicant's  rep- 
resentative:   K.    Edward    Wolcott,    1600 


First  Federal  Bldg..  Atlanta,  Ga.  30303. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  (D  Roof- 
ing asphalt  in  drums,  from  Memphis. 
Term.,  to  pxjints  in  Alabama.  Arkansas, 
Georgia.  Illinois,  Kentucky,  Louisiana 
MLssissippi.  Missouri.  North  Carolina, 
South  Carolina,  and  Texas:  and  (2> 
items  utilized  in  the  manufacture  and 
distribution  of  roofing  asphalt,  from 
points  in  Alabama,  Arkansas,  Georgia, 
Illinois,  Kentucky,  Louisiana,  Missis- 
sippi. Missouri,  North  Carolina,  South 
Carolina,  and  Texas,  to  Memphis.  Tenn. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  Mem- 
phis, Tenn.,  or  New  Orleana,  La. 

No.  MC  115557  (Sub-No.  14).  filed 
March  28.  1977.  Applicant:  CHARLES  A. 
McC^ULEY.  308  Leisure  Way.  New 
Bethlehem.  Pa.  16242.  Applicant's  rep- 
resentative: Hcnr>'  M.  Wick,  Jr.,  2310 
Grant  Building,  Pittsburgh,  Pa.  15219. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture. 
from  Clarion  Township,  Clarion  County 
and  BrookvUle,  Jefferson  County,  Pa.,  to 
points  in  Connecticut,  Delaware.  Illinois. 
Indiana  Iowa  Kentucky,  Maine,  Mas- 
sachusetts, Maryland,  the  lower  Penin- 
sula of  Michigan.  Minnesota,  Missouri, 
New  Hampshire,  New  Jersey,  New  York. 
Ohio.  Rhode  Island,  Vermont.  West  Vir- 
ginia Wisconsin,  and  the  District  of 
Colimibla. 

Note. — If  a  hearing  la  deemed  necessary, 
applicant  requests  it  t>e  held  at  either  Wash- 
ington, DC.  or  Pittsburgh,  Pa. 

No.  MC  115651  (Sub-No.  29)  (Amend- 
ment) ,  filed  March  18,  1977,  published  in 
the  Federal  Register  issue  of  May  5. 
1977.  and  republished  as  amended  this 
Issue.  Applicant:  KANEY  TRANS- 
PORTATION INC..  7222  Cunningham 
Road,  Rockford,  IlL  61102.  Applicant's 
representative;  R.  D.  Higgins  (same  ad- 
dress as  appUcant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquified  petroleum  gas.  in  bulk,  in 
tank  trucks,  (1)  from  points  in  Illinois, 
to  points  in  Wisconsin;  (2)  from  points 
in  Kansas,  to  points  in  Wisconsin;  (3) 
from  points  in  Kansas,  to  points  in 
Georgia  and  New  Jersey;  and  (4)  from 
points  in  Kansas,  to  points  in  Illinois, 
Indiana,  Kentucky,  Michigan,  Ohio,  and  ' 
Pennsylvania, 

Note. — The  purpose  of  this  amendment  is 
to  indicate  the  product  description  change 
from  "Propane  gas"  to  Liquified  petroleum 
gas.  If  a  bearing  is  deemed  necessary,  appli- 
cant requests  it  be  held  at  Chicago,  111.,  or 
Milwaukee.  Wis. 

No.  MC  115841  (Sub-No.  538i.  filed 
April  26.  1977.  Applicant:  Colonial 
Refrigerated  Transportation.  Inc.,  P  O. 
Box  168,  Concord.  Teimessee  37922. 
Applicant's  representative:  E.  Stephen 
Heisley,  Suite  805,  666  Eleventh  Street. 
NW..  Wa.shington,  DC.  20001.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Frozen  foods  (except  In 
bulk)  from  points  In  Webb,  Duval,  Jim 
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Wells.  Nueces,  Brooks,  San  Patricio, 
Zapata.  Jim  Hogg.  Kenedy.  Starr. 
Hidalgo.  Willacy  and  Cameron  Counties. 
Texas  to  points  in  that  part  of  the  United 
States  on  and  east  of  a  line  beginning 
at  the  mouth  of  the  Mississippi  River 
and  extending  along  the  Mississippi 
River  to  its  junction  with  tlie  western 
boundar>-  of  Itasca  County,  Minn., 
thence  northward  along  the  western 
boundaries  of  Itasca  and  Koochiching 
Counties.  Minn.,  to  the  International 
Boundary  line  between  the  Untied  States 
and  Canada,  and  points  in  Aricansas  and 
Louisiana. 

Note.— Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  either  Brownsville. 
Texas,  or  McAllen.  Texas  or  San  Antonio, 
Texas. 

MC  116004  (Sub-No.  43'.  filed  May  3. 
1977.  Applicant:  TEXAS  OKLAHOMA 
EXPRESS.  INC..  P.O.  Box  No.  47112. 
Dallas.  Texas  75247.  Applicant's  repre- 
sentative: Doris  Hughes  <same  address 
as  applicant!.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes  transport- 
ing: Frozen  fruits  and  vegetables  and 
frozen  concentrates,  when  moving  in 
mixed  loads  with  frozen  potatoes  and 
potato  products,  from  the  facilities  of 
Inland  Cold  Storage  located  at  or  near 
Kansas  City,  KS..  and  the  facilities  of 
Commercial  Distributiori  Center  located 
at  or  near  Kansas  City,  MO.,  to  points 
in  Texas.  Arkansas.  Florida,  Alabama. 
Mississippi.  Louisiana.  Tennessee.  Geor- 
gia, South  Carolina.  North  Carolina  and 
Oklahoma. 

Note. — If  a  hearing  l.s  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Dallas.  Tex  .  or  Kansas  City,  Mo 

No.  MC  116273  I  Sub-No.  208',  filed 
April  4.  1977.  Applicant:  D  &  L  TRANS- 
PORT. INC..  3800  South  Laramie  Ave- 
nue. Cicero.  El.  60650.  Applicant's  repre- 
sentative: William  R.  Lavery  (same  ad- 
dress as  applicant* .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  traiisport- 
ing:  Chemicals,  in  bulk,  in  tank  vehi- 
cles, from  BrLstol,  and  Merton.  Wis.,  to 
points  In  Illinois.  Indiana.  Iowa.  Mich- 
igan. Minnesota.  Mississippi.  Missouri, 
and  Texas. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Chicago. 
111. 

No.  MC  119619  I  Sub-No  100'.  filed 
April  28.  1977  Applicant:  DISTRIBU- 
TORS SER\aCE  CO..  2000  West  43rd 
Street.  Chicago.  Illinois,  60609.  Appli- 
cant's representative:  Arthur  J.  Piken, 
One  Lefrak  City  Plaza.  Suite  1515,  Flush- 
ing. N.Y.  11368.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1>  Medical,  hospital  and  surgical 
supplies  and  (2i  Cloths,  dry-goods  and 
fabrics,  either  woven  or  non-woven,  nat- 
ural and  or  synthetic.  Prom:  Points  in 
Connecticut  and  Massachusetts.  To: 
Points  in  Ohio.  Indiana,  Illinois,  Wiscon- 
sin, Minnesota  and  Kentucky. 


Note. — If  a  hearing  Is  deemed  necessary.  Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Boston,  the  applicant  request*  it  be  held  at  Dallas, 
Mass.  Texas. 


No.  MC  119726  <  Sub-No.  87  > ,  filed  May 
3.  1977.  Applicant:  N.A.B.  TRUCKING 
CO.,  INC..  1644  W.  Edgewood  Ave.,  In- 
dianapoli'5,  Indiana  46217.  Applicant's 
representative:  Jeffrey  Forgash  (same 
address  as  applicant*.  Authority  sought 
to  operate  as  a  common  carrier  by  motor 
vehicle,  over  irregiUar  routes,  transport- 
ing: Paper  bags,  from  New  Philadelphia, 
Ohio,  to  Terre  Haute.  Seymour,  Evans- 
ville,  and  Bloomington,  Ind. 

Note — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Cleve- 
land, Ohio,  or  Indianapolis,  Indiana. 

No.  MC  119789  (Sub-No.  338).  filed 
AprU  4.  1977.  Applicant:  CARAVAN 
REFRIGERATED  CARGO,  INC..  P.O. 
Box  6188.  Dallas.  Tex.  75222.  Applicant's 
representative:  James  K.  Newbold,  Jr. 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Prepared  animal  food, 
from  Los  Angeles  and  Santa  Fe  Springs, 
Calif.,  to  points  in  Texas. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Los  Angeles,  Calif.,  or  Dallas,  Tex. 

No.  MC  119789  (Sub-No.  340).  filed 
April  1.  1977.  Applicant:  CARAVAN 
REFRIGERATED  CARGO.  INC..  P.O. 
Box  6188,  Dallas,  Tex.  75222.  Applicant's 
representative:  James  K.  Newbold,  Jr. 
"same  address  as  applicant i.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meat,  meat  products,  meat 
by-products,'  and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec- 
tions A  and  C  of  Appendix  I  to  the  report 
in  Descriptions  in  Motor  Carrier  Certifi- 
cates, 61  M.CC.  209  and  766  (except 
hides  and  commodities  in  bulk),  from 
the  plantsite  and  storage  facilities  uti- 
lized by  Armour  and  Company,  located 
at  or  near  Dixon.  Calif.,  to  points  In 
Ohio. 

Note. — If  a  hearing  is  deemed  necessary, 
the  appUcant  requests  It  be  held  at  either 
Phoenix,  Ariz,  or  Dallas,  Tex. 

No.  MC  120761  (Sub-No.  20),  fUed 
April  1,  1977.  Applicant:  NE"WMAN 
BROS.  TRUCKING  COMPANY,  a  Cor- 
poration, 6559  Midway  Road,  P.O.  Box 
13302.  Fort  Worth,  Texas  76118.  Appli- 
cant's representative:  Clayte  Binion. 
1108  Continental  Life  Building,  Fort 
Worth.  Texas  76102  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing iron  and  steel  articles:  (1)  Between 
El  Paso.  Texas,  on  the  one  hand,  and  on 
the  other,  points  In  Ari2x>na.  California, 
Colorado.  New  Mexico.  Nevada,  Oregon, 
Idaho,  Montana,  Washington,  Wyoming, 
Utah,  Nebraska  .and  Texas:  and  (2)  Be- 
tween Fort  Worth  and  Dallas.  Texas,  on 
the  one  hand.  and.  on  the  other,  points 
In  Arizona,  Arkansas,  Colorado,  Kansas, 
Louisiana,  Mississippi,  Missouri,  Ne- 
braska, New  Mexico,  Oklahoma,  Illinois, 
and  Texas. 


No.  MC  120910  (Sub-No.  10'.  filed 
April  27,  1977.  Applicant:  SERVICE  EX- 
PRESS. INC.,  P.O.  Box  1009,  Tuscaloosa. 
Ala.  35401.  Applicants  representative: 
William  P.  Jackson,  Jr.,  3426  North 
Washington  Boulevard.  P.O.  Box  1267. 
Arlington,  Virginia  22210.  Authority 
sought  to  operate  as  a  common  carrier 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Scrap  or  waste  paper,  from 
points  in  Louisiana,  Arkansas,  Missis- 
sippi. Tennessee,  Georgia,  Florida.  North 
Carolina,  and  South  Carolina,  to  Pratt- 
ville,  Alabama. 

Note. — ^If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Montgomery, 
Ala.,  or  Washington,  D.C. 

No.  MC  123061  (Sub-No.  88  (,  filed 
April  4,  1977.  Applicant:  LEATHAM 
BROTHERS  INC..  46  Orange  Street. 
P.O.  Box  16026.  Salt  Lake  City,  Utah 
84116.  Applicant's  representative:  Har- 
ry D.  Pugsley,  310  South  Main.  P.O.  Box 
780,  Salt  Lake  City,  Utah.  84110.  Author- 
ity sought  to  operate  as  a  commcm  car- 
ter, by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat  meal,  blood 
meal,  feather  meal,  bone  meal,  dried 
blood  and  bone  chips,  between  points 
in  California,  Idaho,  Nevada,  Oregon. 
Utah,  and  Washington. 

Note. — If  a  hearing  is  deemed  necessary 
applicant  requests  It  be  held  at  either  Port- 
land, Oreg.  or  Salt  Lake  City,  Utah. 

No.  MC  123176  (Sub-No.  12) ,  filed  April 
21,  1977.  Applicant:  ROLLAND  GUEN- 
THER.  DBA  R.  GUENTHER  TRUCK- 
ING. P.O.  Box  175.  2562  Cinciimati- 
Brookville  Road,  Ross,  Ohio  45061. 
Applicant's  representative:  James  R. 
Stiverson,  1396  West  Fifth  Avenue. 
Columbus,  Ohio  43212.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Malt  Beverages  (D  from  Milwaukee. 
Wisconsin,  to  Batavia,  Dayton.  Ironton. 
Springfield,  Wilmington.  Middletown, 
Portsmouth,  and  Ripley.  Ohio;  and  (2i 
from  Peoria,  Illinois,  to  Dayton  and 
Springfield.  Ohio. 

Note. — Applicant  holds  contract  carrier 
authority  In  No.  MC-78725.  therefore  dual 
operations  may  be  Involved.  If  a  hearing  Is 
deemed  necessary,  the  applicant  requests  it 
be  held  at  Cincinnati,  Ohio,  or  Cohimbus. 
Ohio. 

No.  MC  123383  (Sub-No.  80'.  filed 
April  29,  1977.  Applicant:  BOYLE 
BROTHERS.  INC..  R.D.  2.  Box  329C. 
Medford,  N.J.  08055.  Applicant's  repre- 
sentative: Morton  E.  Kiel,  Suite  6193, 
5  World  Trade  Center.  New  York.  N.Y. 
10048.  Authority  sought  to  operate  as 
a  common  carrier  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
stock  panels,  wood  dimension  stock,  and 
composition  board,  from  facilities  util- 
ized by  Allied  International.  Inc.  legated 
at  Hanover,  South  Boston,  Charlestown, 
and  Westfield,  Mass.;  Norwich  and 
Windsor  Locks,  Conn.,  to  points  in  New 
Jersey,  New  York,  Pennsylvania,  Mary- 
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land,    Delaware,    Virginia    and    North 
Carolina,  and  the  District  of  Columbia. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Boston, 
Mass. 

No.  MC  123407  (Sub-No.  373),  filed 
April  29,  1977.  Applicant:  SAWYER 
TRANSPORT.  INC.,  South  Haven 
Square.  U.S.  Highway  6,  Valparaiso.  In- 
diana 46383.  Applicant's  representative: 
H.  E,^iller.  Jr.  (same  address  as  appli- 
cant I .  Authority  sought  to  operate  as 
'a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Flat 
glass,  from  the  plantsite  of  Guardian 
industries  Corporation,  located  at  or 
near  Carleton.  Michigan,  to  the  ports  of 
entry  on  the  International  Boundary 
line  between  the  United  States  and 
Canada  located  at  Champlain,  New 
York,  and  at  the  St.  Clair,  Detroit,  Nia- 
,''  gara  and  St.  Lawrence  River  Crossing 
points. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  that  it  be  held  at  Detroit.  Michigan, 
or  Cliicago,  Illinois. 

No.  MC  123407  'Sub-No.  374',  filed 
April  29.  1977.  Applicant:  SAWYER 
TRANSPORT.  INC..  South  Haven 
Square.  U.S.  Highway  6.  Valparaiso.  In- 
diana 46383.  Applicant's  representative: 
H.  E.  MILLER.  JR.  (same  address  as  ap- 
plicant) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Flat  glass 
from  Kingsburg.  California,  to  points  in 
the  United  States  (except  Alaska  and 
Hawaii) . 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  that  it  be  held  at  Detroit.  Michigan. 
or  Chicago.  Illinois. 

No.  MC  123765  'Sub-No  9' ,  filed  April 
7.  1977.  Applicant:  BARRY  TRANSFER 
&  STORAGE  CO  .  INC..  120  East  Na- 
tional Avenue.  MiH^aukee.  WI  53204.  Ap- 
plicant's representSktive:  William  C. 
Dineen.  710  North  Plankinton  Avenue. 
Milwaukee,  WI  53203.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle  over  irregular  routes,  transport- 
ing: Such  merchandise  as  is  dealt  in  by 
retail  department  stores,  between  the  re- 
tail outlets,  storage  facilities  and  dis- 
tribution centers  of  H.  C.  Prange  Co..  in 
Wisconsin  on  the  one  hand.  and.  on  the 
other,  the  retail  outlets  and  storage  fa- 
cilities of  H.  C.  Prange  Co..  at  or  near 
Traverse  City.  Mich.;  restricted  to  traffic 
originating  at  or  destined  to  the  said 
retail  outlets,  storage  facilities  and  dis- 
tribution centers  of  H.  C.  Prange  Co. 

Note — Applicant  holds  motor  contract 
carrier  authority  In  No.  MC-6031  and  sub- 
numbers  thereunder,  therefore  dual  opera- 
tions may  be  involved.  If  a  hearing  is  deemed 
necessary,  ap^pllcant  requests  it  be  held  at 
either  Milwaukee  or  Madison,  Wisconsin. 

No.  MC  124078  (Sub  No.  725).  filed 
April  29,  1977.  Applicant:  Schwerman 
Trucking  Co..  a  corporation.  611  South 
28  Street,  Milwaukee,  Wis.  53215.  Appli- 
cant's representative:  Richard  H.  Pre- 
vette.  P.O.  BOX  1601,  Milwaukee,  Wis. 
53201.  Authority  sought  to  operate  as  a 


common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1) 
Chemicals,  m  bulk,  in  taiik  vehicles, 
from  Cry"stal  Lake,  Illinois,  to  points  in 
the  United  States  (except  Alaska  and 
Hawaii);  (2)  materials  and  supplies 
used  in  the  manufacture  of  chemicaL';, 
in  bulk,  in  tank  vehicles,  from  points  in 
the  United  States  'except  Alaska  and 
Hawaii '  to  Crystal  Lake.  Illinois. 

Note — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  that  it  be  held  at  Chicago,  Illinois. 

MC  124078  (Sub  No.  726) .  filed  May  3. 
1977.  Apphcant:  Schwerman  Trucking 
Co..  a  corporation.  611  South  28  Street. 
Milwaukee.  Wis.  53215.  Applicants  rep- 
resentative: Richard  H.  Prevette.  P.O. 
Box  1601.  Milwaukee.  Wis.  53201.  Au- 
thority sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  d'  Chem- 
icals, in  bulk,  in  tank  vehicles,  from 
Brookfield.  Wis.,  and  North  Baltimore. 
Ohio,  to  points  in  Colorado.  Illinois. 
Indiana.  Iowa.  Kansas,  Kentucky.  Loui- 
siana, Maryland,  Massachtisetts,  Michi- 
gan. Minnesota.  Missouri,  Nebraska. 
New  Jersey.  New  York.  Ohio.  Pennsyl- 
vania, Tennessee,  Texas  and  Wisconsin; 
(2)  materials  and  supplies  used  In  the 
manufacture  of  chemicals,  in  bulk,  in 
tank  vehicles,  from  points  in  Colorado. 
Illinois.  Indiana.  Iowa.  Kansas.  Ken- 
tucky. Louisiana,  Maryland.  Massachu- 
setts". Michigan.  Minnesota.  Missouri. 
Nebraska.  New  Jersey,  New  York.  Ohio. 
Pennsylvania.  Tennessee,  Texas,  and 
Wisconsin  to  Brookfield.  Wis.,  and 
N^rth  Baltimore.  Ohio. 

rommon  control  may  be  involved. 

_^ ng  is  deemd  necessary,  the  appll- 

caiit  requests  it  be  held  at  either  Milwaukee, 
Wis.,  or  Chicago,  111. 


JlOTE  Co 

If  %hearlne 


No.  MC  124839  (Sub-No  30'.  filed 
AprU  4.  1977.  Applicant:  BUILDERS 
TRANSPORT.  INC..  P  O.  Box  7057.  Sa- 
vannah. Ga.  31408.  Applicants  repre- 
senUtive:  William  P.  Sullivan.  1819  H 
St.  NW.,  Washmgton,  DC.  20006.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commod- 
ities (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission. 
comm(xiities  in  bulk,  and  commodities 
which  because  of  size  and  weight  require 
the  use  of  special  equipment,  between 
points  in  the  United  States  'except 
Alaska  and  Hawaii) ,  imder  a  continuing 
contract,  or  contracts,  with  Milliken  & 
Company  of  Spartanburg,  S.C. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Atlanta.  Ga  or  Washington.  DC 

No.  MC  125018  'Sub-No  4'  (Correc- 
tion) .  filed  March  9.  1977,  published  in 
the  FtDERAL  Register  issue  of  May  5. 
1977.  and  republished  as  corrected  this 
i-ssue.  Applicant:  TENNESSEE  TRUCK 
LINES.  INC.,  Route  No.  4,  Dandridge, 
Tenn.  37725.  Applicant's  representative: 
Martin  R.  Martino.  207  "C"  Street  SE., 
Washington.  DC.  20023.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 


vehicle  over  irregular  routes,  transport- 
ing: (1)  Canned  pood^  and  animal  foods, 
from  Chestnut  Hill  and  Clinton.  Tenn..  to 
points  in  Missouri.  New  York.  Oklahoma, 
and  Texas.  (2)  canned  goods,  materials, 
equipment  and  supplies  used  in  canning, 
packaging,  and  distributing  canned 
goods,  and  materials  for  the  production 
of  cans,  from  points  in  Iowa.  Mississippi. 
New  York.  Oklahoma,  Permsylvania, 
South  Carolina,  Texas,  and  West  Vir- 
ginia, to  Chestnut  Hill  and  Clinton, 
Tenn.,  (3)  materials  tised  in  the  produc- 
tion of  shipping  containers  for  canned 
goods  and  animal  foods,  from  Fernadina 
Beach.  Fla.,  to  Knoxville.  Tenn..  (4)  ma- 
terials used  in  the  prcxiuction  of  shipping 
containers  for  canned  goods,  from  Port 
St.  Joe.  Fla.,  to  Memphis.  Term..  (5» 
rannt'd  poods  and  animal  foods,  from 
Blytheviile,  Ark.,  to  points  In  California, 
Colorado.  Indiana.  Iowa.  Kansas,  Mich- 
igan, Mimiesota,  Nebraska,  Ohio,  Okla- 
homa. Pennsylvania,  New  York,  and 
Maryland,  (6*  canned  poods,  materials, 
equipment  and  supplies  used  in  canning, 
packaging,  and  distributing  canned  goods 
and  materials  used  in  tlie  production  of 
cans,  from  points  in  Alabama.  California, 
Colorado,  Florida,  Indiana.  Iowa.  Kan- 
sas, Minnesota.  Mississippi.  Missouri. 
New  York.  Ohio,  Oklahoma.  Pennsyl- 
vania, and  Virginia,  to  Blytheviile.  Ark.. 
( 7 1  canned  goods  and  animal  foods,  from 
Augtjsta.  Wis  .  to  points  in  Colorado,  In- 
diana, Kansas.  Kentucky.  Maryland, 
Nebraska.  New  York.  Ohio.  Oklahoma. 
Pennsylvania.  South  Dakota,  and  Ten- 
nessee. 

'8'  Canned  goods,  materials,  equip- 
ment and  supplies  used  in  canning, 
packaging,  and  distributing  canned 
goods,  and  materials  used  in  the  produc- 
tion of  cans,  from  points  in  Colorado, 
Illinois.  Indiana.  Iowa,  Kansas,  Louisi- 
ana. Minnesota.  Nebraska.  North  Dako- 
ta, Ohio.  Oklahoma,  and  Pennsylvania, 
to  Augusta.  Wis.,  (9)  canned  goods,  from 
Shiocton,  Wis.,  to  points  in  California, 
Colorado,  Kentucky.  Missouri,  Nortii 
Dakota,  and  Texas,  '10)  canned  goods. 
materials,  equipment  and  supplies  used 
m  canning,  packaging,  and  dL>;tributing 
canned  goods,  from  points  In  Michigan, 
Illinois.  Tennessee,  and  Ohio,  to  Shioc- 
ton, Wis.,  (11)  canned  goods,  from  New 
Era,  Mich.,  to  points  in  Kentucky, 
Maryland.  New  Jersey,  and  Pennsyl- 
vania. '12)  canned  goods,  materials, 
equipment  and  supplies  tised  in  canning, 
packaging,  and  distributing  canned 
goods,  from  points  in  New  York,  Tennes- 
see, and  WLsconsin.  to  New  Era,  Mich., 
(13)  canned  goods  and  animal  foods. 
from  Muskogee.  Okla..  to  points  in  Ala- 
bama. Arkansas.  Colorado.  (Georgia, 
Illinois.  Indiana.  Louisiana,  Kansas. 
Michigan,  Mississippi,  Missouri,  Tennes- 
see, Texas,  and  Wisconsin,  (14)  canned 
goods,  animal  foods,  materials,  equip- 
ment and  supplies  used  in  canning,  pack- 
aging, and  distributing  canned  goods, 
from  points  in  Arkansas,  (jeorgia,  Illi- 
nois, Kansas,  Lotiisiana,  Michigan, 
Mississippi,  Missouri,  Nebraska,  Ohio, 
Termessee.  Texas,  Virginia,  and  Wtscon-  i 
sin,  to  Muskogee,  Okla. 
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1 15 1  Canned  goods,  from  Cecilia  and 
Vtlle  Platte.  La.,  to  points  In  Alabama, 
Arkansas.  Florida,  Georgia,  Kentucky, 
Minnesota,  Mississippi.  North  Carolina. 
Oklahoma.  South  Carolina.  Tennessee, 
Texas,  Virginia,  West  Virginia  and  Wis- 
consin; and  '16'  Canned  goods,  materi- 
als, equipment  and  supplies  used  in  can- 
ning, packaging,  and  distributing  canned 
goods,  from  points  in  Arkansas,  Missis- 
sippi. Iowa.  Ohio,  and  Termessee,  to 
Cecilia  and  Ville  Platte,  La.,  (except  the 
transportation  of  commodities  in  (1> 
through  (16>  above  to  be  transported  in 
bulk.  In  tank  vehicles,  and  refrigerated 
vehicles',  under  a  continued  contract  or 
contracts  -^ith  Bush  Brothers  &  Com- 
p:uij-  and  subsidiaries  and  affiliated  com- 
pimes. 

SoTE — The  purpose  of  this  correction  Is  to 
inQ'cate  the  correct  authority  and  exception. 
If  a  hairing  Is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  either  Washing- 
ton. D.C.  or  KnoxvUle,  Teun. 

No  MC  125297  < Sub-No.  5) ,  filed  April 
4.  1977.  Applicant:  FRANK'S  TRANS- 
PORT. INC..  5321  West  River  Road. 
Nortli.  Loram,  Ohio  44055.  Applicant's 
repre.<;entative;  Earl  N.  Merwin.  85  East 
Gay  Street,  Columbus.  Ohio  43215.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Cement,  from  the 
plantslte  of  Dundee  Cement  Company, 
located  at  Dundee.  Mich.,  to  points  In 
Medina  and  Summit  Counties.  Ohio. 

Note  —If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Columbus, 
Ohio. 

No.  MC  125433  <Sub-No.  98)  (Amend- 
ment) ,  filed  February  28,  1977,  published 
In  the  FEDER.'^L  Register  issue  of  April  14, 
1977,  and  rcpubhshed  as  amended  this 
issue.  Applicant:  F-B  TRUCK  LINE 
COMPANY,  a  corporation,  1945  South 
Redwood  Road.  Salt  Lake  City,  Utah 
84104  Applicant's  representative:  Mi- 
chael J  Norton.  P.O.  Box  21,'34.  Boston 
Bldg  .  Suite  404,  Salt  Lake  City.  Utah 
84110.  Authority  sought  to  operate  as  a 
comvum  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Ferrous 
scrap,  from  points  in  Colorado,  Illinois. 
Iowa.  Kansas.  Minnesota.  Missouri, 
South  Dakota.  Wisconsin,  and  Wyoming, 
to  points  in  Stanton  County.  Nebr. 

NoTP: — The  purpose  of  this  amendment  Is 
to  Indicate  the  proper  destination  point  as 
Stanton  County.  Nebr.  In  lieu  of  MadLson 
County.  Nebr  Common  control  may  be  In- 
volved If  a  hearing  ts  deemed  necessarj-.  ap- 
plicant requests  K  be  bPid  at  Omaha.  Nebr  . 
or  Salt  Lake  City,  Utah. 

No.  MC  126118  (Sub-No.  39).  fUed 
April  4.  1977.  Applicant:  CRETE  CAR- 
RIER CORPORATION,  P.O.  Box  81228, 
Lincoln,  Nebr.  68501.  Apphcanfs  repre- 
sentauve:  IXiane  W.  Ackhe  isame  ad- 
dress as  applicant  > .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregidar  routes,  transport- 
ing: Malt  beverages.  In  containers,  from 
Norfolk,  Va.,  to  Johnson  City,  and  Knox- 
vUle, Tenn. 

NoT«^^Appllcant  holda  contract  carrl<er 
authority  In  MC- 128375  and  sube  thereunder. 


therefore  dual  operations  may  be  Involved. 
Common  control  may  also  be  Involved.  If  a 
hearing  Is  deemed  necessary,  the  applicant 
requests  It  be  held  at  either  KnoxvUle.  Tenn.. 
or  Lincoln.  Nebr. 

No.  MC  126555  (Sub-No.  49).  filed 
April  25.  1977.  Applicant:  UNIVERSAL 
TRANSPORT,  INC.,  Box  3000,  Rapid 
City.  S.  Duk.  57701.  Apphcanfs  repre- 
sentative: Truman  A.  Stockton,  Jr..  The 
1650  Grant  St.  Bldg.,  Denver.  Colo.  80203. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Minerals,  from 
Larimer  and  Mineral  Counties,  Colo.,  to 
points  In  the  United  States.  Including 
Alaska,  but  excluding  Hawaii  and 
Colorado. 

Note. — AppUcant  holds  contract  carrier 
authority  in  MC  125909  (Sub-No.  3).  there- 
fore dual  operations  may  be  involved.  Com- 
mon control  may  atso  be  Involved.  If  a  hear- 
ing Is  deemed  neceasary,  the  applicant  re- 
quests It  be  held  at  Denver.  Colo. 

No.  MC  128220  <Sub  No.  17).  filed: 
April  26,  1977.  Applicant:  Ralph  Latham, 
d.b.a.  Latham  Trucking  Company,  P.O. 
Box  596,  Bumside,  KY  42519.  Applicant's 
representative:  Robert  M.  Pearce,  P.O. 
Box  nil,  Bowhng  Green,  KY  42101.  Au- 
thority sought  to  operate  as  a  cornmon 
carrier,  by  motor  veliicle,  over  Irregular 
routes,  transporting  Charcoal,  charcoal 
briquettes,  and  related  items,  and  mate- 
rials, supplies  and  equipment  used  In  the 
manufacture,  processing  and  distribution 
of  charcoal,  charcoal  briquettes,  and  re- 
lated Items,  between  the  plant  site  of 
Husky  indu.'^trles.  Inc.  at  or  near  Cooke- 
ville,  TN  on  the  one  hand,  and,  on  the 
other,  points  in  Maryland  and  Louisiana. 

Note — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Nashville.  Tenn..  or  Louisville,  Ky. 

No  MC  128273  (Sub  No.  261).  filed 
April  28.  1977.  AppUcant:  MIDWEST- 
ERN DISTRIBUTION,  INC.,  P.O.  Box 
189,  Fort  Scott,  Kansas  66701.  Appli- 
cant's representative:  Elden  Corban. 
P.O.  Box  189.  Fort  Scott,  Kansas  66701, 
Authonty  sought  to  operate  4s  a  com- 
mon carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transrxirting:  Toys  and 
Playgri-iund  Equipment,  trom.  Bossier 
city.  Louisiana,  to  points  In  Arizona, 
California,  Oregon  and  Washington. 

Non:. — If  a  heajina;  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  New 
Orleans.  Louisiana,  or  Washington,  DC. 

No.  MC  128638  (Sub-No.  15>,  fUed 
April  27,  1977.  Applicant:  Central  Grain 
Haulers,  Inc.,  Route  No.  7,  Van  Meter 
Road,  Winchester.  Kentucky  40391.  Ap- 
phcanfs representative :  George  M.  Cat- 
lett.  Suite  708  McClure  Building,  Frank- 
fort, Kentucky  40601.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing :  Fertilizer  and  fertilizer  ingredients, 
in  bulk  (except  In  tank  vehicles),  from 
Cincinnati.  Ohio,  to  points  in  Kentucky 
and  Virginia. 

Note. — If  a  hearing  Is  deemed  necessary, 
a{>pllcant  requests  that  it  be  held  at  Lex- 
ington, Kentucky,  or  Cincinnati,  Ohio. 


No.  MC  133095  (Sub-No.  157  >.  filed 
AprU  28.  1977.  Applicant:  Texas  Conti- 
nental Express,  Inc.,  P.O.  Box  434,  Euless, 
Texas  76039.  Applicant's  representative: 
Hugh  T.  Matthews.  2340  Fidelity  Union 
Tower,  Dallas.  Texas  75201.  Authority 
sought  to  operate  as  a  common  carried, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Such  merchandise  as  is 
iLSiLally  sold  in  Auto  Supply  and  Hard- 
ware Stores  between  points  in  New  Mex- 
ico and  points  in  Arizona.  California, 
Colorado,  Connecticut,  Oklahoma.  Ore- 
gon, Pennsylvania,  Texas  and  Washing- 
ton, restricted  against  the  transportation 
of  commodities  in  bulk  and  further  re- 
stricted against  the  transportation  of 
commodities  which  by  reason  of  size  or 
weight  require  the  use  of  .'special 
equipment. 

Note. — Applicant  holds  motor  contract 
carrier  authority  in  No.  MC  136032  and  sub- 
numbers  thereunder.  therefM'e  dual  opera- 
tions may  be  Involved.  If  a  hearing  Is  deemed 
necessary,  applicant  request.s  It  be  held  at 
Dallas,  Texas. 

No.  MC  133288  <Sub-No.  A\  filed  April 
4,  1977.  Applicant:  HARTLEY  OIL 
COMPANY,  INC.,  Route  2,  South.  P.O. 
Box  398,  Ravenswood,  W.  Va.  26164.  Ap- 
plicant's representative:  John  M.  Fried- 
man, 2930  Putnam  Avenue,  Hurricane. 
W.  Va.  25526.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
General  commodities,  'except  those  of 
unusual  value.  Classes  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
Commission,  commodities  in  bulk  and 
those  requiring  special  equipment*,  be- 
tween the  warehouse  facility  of  Hartley 
Oil  Company,  Inc..  located  at  Ravens- 
wood,  W.  Va.,  on  the  one  hand,  and,  on 
the  other,  points  in  Kentucky,  Ohio  and 
West  Virginia,  restricted  to  ship:nents 
having  subsequent  or  prior  movement 
by  rail  or  motor  carriers. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requeets  It  be  held  at  Charles- 
ton, W.  Va.,  or  Columbus.  Ohio. 

No.  MC  133566  (Sub-No.  81>.  filed 
April  28.  1977.  Applicant:  GANGLOFF  & 
DOWNHAM  TRUCKING  CO..  INC., 
P.O.  Box  479.  Logansport,  Indiana. 
46947.  Applicant's  representative: 
Charles  W.  Beinhauer.  Suite  1573,  One 
World  Trade  Center,  New  York,  New 
York  10048.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
canned  and  preserved  foodstuffs,  in  vehi- 
cles equipped  with  mechanical  refrigera- 
tioin  (except  commodities  in  bulk) ,  from 
the  plantsite  and  storage  facilities  of  La- 
Choy  Food  Products  Co.  at  or  near  Arch- 
bold.  Ohio  to  points  in  Arkansas,  Colo- 
rado. Connecticut.  Delaware.  District  of 
Columbia,  Illinois,  Indiana,  Iowa,  Kan- 
sas, Kentucky,  Louisiana,  Maine.  Mary- 
land. Massachusetts,  Michigan,  Minne- 
sota, Mississippi,  Missouri,  Nebraska, 
New  Hampshire,  New  Jersey,  New  York, 
North  Carolina,  Ohio,  Oklahoma,  Penn- 
sylvania, Rhode  Island,  South  Carolina, 
Tennessee,  Texas,  Vermont,  Virginia, 
West  Virginia  and  Wisconsin,  restricted 
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to  traffic  originating  at  the  above  named 
origins  and  destined  to  points  in  the 
named  destination  states. 

Not*. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  Cleve- 
land, Ohio  or  New  York.  New  York. 

No.  MC  133566  (Sub.  No.  82',  filed 
AprU  28.  1977.  Apphcant:  GANGLOFF  & 
DOWNHAM  TRUCKING.  CO,  INC., 
P.O.  Box  479,  Logansport,  Indiana  46947. 
Applicant's  representative:  Charles  W. 
Beinhauer,  Suite  1573,  One  World  Trade 
Center,  New  York,  New  York  10048.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Confectionery  and 
confectionery  products,  in  vehicles  equip- 
ped with  mechanical  refrigeration,  (ex- 
cept in  bulk),  from  the  plantsite  and 
storage  facilities  of  M  &  M/Mars,  divi- 
sion of  Mars,  Inc.  at  or  near  Hacketts- 
town.  New  Jersey,  to  points  in  the  states 
of  Illinois,  Indiana,  Michigan  and  Ohio, 
restjncted  to  traffic  originating  at  the 
above  named  origin  and  destined  to 
points  in  the  named  destination  states. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  New 
York,  New  York,  or  Newark,  New  Jersey. 

No.  MC  134286  (Sub-No.  24),  filed 
April  28,  1977.  Applicant:  Illini  Express, 
Inc.,  P.O.  Box  1564,  Sioux  City, 
Iowa  51102.  Applicant's  representative: 
Charles  J.  Kimball,  350  Capitol  Life 
Center,  1600  Sherman  Street.  Denver, 
Colorado  80203.  Authority  sought  to  op- 
erate as  a  comon  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Frozen,  canned,  and  packaged  food- 
stuffs, from  the  plantsites  and  or  ware- 
house facihties  of  La  Choy  Food  Prod- 
ucts, a  Division  of  Beatrice  Foods  Co. 
at  or  near  Archbold,  Ohio  to  points  in 
Connecticut,  Delaware,  Mame,  Mary- 
land, Massachusetts,  New  Hampshire, 
New  Jersey,  New  York,  North  CTarolina. 
Ohio,  Pennsylvania,  Rhode-Island.  South 
Carolina,  Vermont,  Virginia,  and  West 
Virginia,  restricted  to  the  transporta- 
tion of  traffic  originating  at  the  named 
origin  and  destined  to  the  above  de- 
scribed states. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Toledo  or  Cleveland.  Ohio. 

No.  MC  134388  (Sub-No.  15) ,  filed  May 
4.  1977.  Applicant:  Home  Run.  Inc., 
Three  East  Washington  Street.  James- 
town, Ohio  45335.  Apphcanfs  represent- 
ative: Boyd  B.  Ferris.  50  'West  Broad 
Street.  Columbus,  Ohio  43215.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Buildings  and  component 
parts,  materials,  supplies  and  fixtures 
used  in  the  erection  or  assembly  of  build- 
ings, (except  commodities  in  bulk),  be- 
tween the  plant  site  and  facihties  of 
Mayhill  Homes  Corporation  located  at  or 
near  Gainesville,  Georgia,  on  the  one 
hand,  and,  on  the  othe,  points  in  Florida, 
Georgia,  Alabama.  Mississippi.  Kentucky, 
Tennessee,  South  Carolina,  North  Caro- 
lina, Virginia  and  West  Virginia,  under 
a  continuing  contract  or  contracts  with 
Mayhill  Homes  Corporation. 


Note — If  a  hearing  is  deemed  necessary, 
applicant  requests  that  it  be  held  at  Colum- 
bus, Ohio. 

No.  MC  135170  < Sub-No.  18 1  'Correc- 
tion), filed  March  7,  1977,  published  in 
the  Federal  Register  issue  of  April  21, 
1977,  and  repubhshed  as  corrected  this 
issue.  Apphcant:  TRI-STATE  ASSO- 
CIATES, INC.,  P.O.  Box  188,  Federals- 
burg,  Md.  21632.  Apphcanfs  representa- 
tive: James  C.  Hardman.  33  N.  LaSalle 
St.,  Chicago,  111.  60602.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Containers,  container  closures,  and 
materials,  equipment,  and  supplies,  used 
in  the  manufacture,  sale  and  distribution 
of  containers  and  container  closures  'ex- 
cept commodities  in  bulk),  from  Frank- 
lin, Va.,  to  points  in  Delaware.  Maryland. 
North  CaroUna.  New  Jersey.  Pennsyl- 
vania and  the  District  of  Columbia,  re- 
stricted to  traffic  to  be  performed  under 
a  continuing  contract  or  contracts,  with 
Apollo  Plastics,  Inc. 

Note. — TT>e  purpose  of  this  correction  Is  to 
indicate  the  correct  si>elllng  of  the  applicant 
to  read  "Trl-State  Associates,  Inc."  in  lieu  of 
"Trl-State  Associated.  Inc.":  the  correct 
spelling  of  the  contract  carrier,  which  Is 
"Apollo  Plastics.  Inc.".  in  lieu  of  "Appollo 
Plastics,  Inc."  If  a-hearmg  Is  deemed  neces- 
sary, applicant  requests  it  be  held  at  Wash- 
ington, DC. 

No.  MC  135437  (Sub-No.  12).  filed 
April  4.  1977.  Applicant:  TRI-NORTH- 
EASTERN  TRANSPORT.  INC..  South 
Main  Street,  P.O.  Box  80,  Lyndonville, 
N.Y.  14098.  Applicant's  representative: 
John  M.  Nader,  Route  3,  Box  4.  Bowling 
Green.  Ky.  42101.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Pelletized  agricultural  gypsum  and 
limestone,  in  bags  <  except  in  bulk  < ,  from 
Irvington.  Ky..  to  points  m  Alabama, 
Arkansas,  Connecticut,  Delaware,  Flor- 
ida, Georgia,  Dlinois.  Indiana,  Louisiana, 
Maryland,  Massachusetts,  Michigan, 
Mississippi,  Missouri,  New  Jersey,  New- 
York,  North  Carohna,  Ohio,  Pennsyl- 
vania. Rhode  Island,  South  Carolina, 
Tennessee,  Virginia,  West  Virginia,  and 
the  District  of  Columbia. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  Louisville. 
Ky  ;  or  Des  Moines,  Iowa;  or  Rochester,  N.Y. 

MC  135437  I  Sub-No.  14\  filed  April  4, 
1977.  Applicant:  TRI-NORTHEASTERN 
-  TRANSPORT.  INC..  South  Main  Street, 
Lyndonville.  N.Y.  14098.  Applicant's  rep- 
resentative: John  M.  Nader.  Route  3,  Box 
4.  Bowling  Green..  Kentucky  42101.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  tobacco  products 
and  related  advertising  inaterials.  from 
the  plant  site  of  and  storage  facilities 
utilized  by  Pinkerton  Tobacco  Co..  at  or 
near  Owensboro.  Ky..  to  the  storage 
facilities  utilized  by  Pinkerton  Tobacco 
Co.  at  or  near  Birmingham.  Ala.;  Jack- 
son. Miss.;  Tulsa,  Okla.;  Dallas,  Tex.; 
Durham,  N.C.;  Jacksonville,  Fla.:  and 
Shreveport,  La.  Restricted  to  the  trans- 
portation of  traffic  originating  at  and 
destined   to   the   facilities  of  Pinkerton 


Tobacco  Co.,  located  at  the  points  named 
above. 

Note — Common  control  may  be  involved. 
Applicant  states  that  if  a  hearing  Is  deemed 
necessary.  It  requests  that  It  be  held  at 
Owensboro.  Ky  ;  Durham,  N.C:  Louisville, 
Ky.;  or  Nashville.  Tenn. 

No.  MC  136363  <Sub.  No  16' ,  filed  May 
2.  1977.  Apphcant:  J  &  P  PROPERTIES, 
INC  .  1st  and  Washington  Streets.  Apop- 
ka.  Florida  32703.  Apphcanfs  representa- 
tive: James  E  Wharton.  Suite  811.  Met- 
calf  Building,  100  South  Orange  Avenue, 
Orlando.  Florida  32801.  Authority  sought 
CO  operate  as  a  common  carrier,  by  motor 
v-ehicle.  over  irregtUar  routes,  transport- 
mg  1 1 '  carpetings.  floor  coverings,  carpet 
padding  and  materials,  supplies  and 
equipment,  used  in  tlie  installation  of 
said  conimcHiities  <  a>  from  the  plant  sites 
of  Magee  Carpet  Co.,  located  at  Perry. 
Ga.  and  Bloomsburg.  Pa.,  to  points  in 
Florida:  'b>  between  the  plant  sites  of 
Magee  Carpet  Co..  located  at  Perry.  Ga. 
and  Bloomsburg.  Pa.;  and  (c>  from  Co- 
lumbus. Ga..  to  points  in  Florida;  i2) 
capret  padding  and  materials,  supplies 
and  equipment,  used  in  the  installation 
of  said  commodity,  ia>  from  the  plant 
site  of  Calhoun  Padding  Co.,  Inc.,  located 
at  Calhoun.  Ga.  to  points  in  Florida:  and 
(b)  from  Russelville,  Ky  ;  Greensboro, 
and  Cornelius,  N.C,  and  Norflok,  Va.,  to 
Calhoun,  Ga..  and  ix)ints  in  Florida;  <3) 
carpet  tacking  stripes,  from  New  York, 
NY.;  Philadelphia,  Pa.,  and  Conyers. 
Ga..  to  Calhoim  Ga  .  and  points  in  Flor- 
ida, and  (4)  rair  rubber  and  synthetic 
rubber,  on  pallets,  from  points  in  Texas 
toCalho"n,  Ga. 

Note. — ^If  a  hearing  is  deemed  necessary, 
applicant  requests  that  it  be  held  at  Atlanta, 
Georgia  or  Orlando.  Florida. 

No.  MC  136605  (Sub-No.  26>,  filed 
April  28.  1977.  Applicant:  DAVIS  BROS, 
DIST.,  INC..  P.O.  Box  8058,  Missoula, 
Mt.  59807.  Apphcanfs  representative: 
W.  E  Seliski.  P.O  Box  8058,  Missoula, 
Mt.  59807.  Authonty  sought  to  operate 
as  a  common  carrier  by  motor  vehicle 
over  irregular  routes,  transporting  lum- 
ber, luynber  mill  products  and  wood  prod- 
ucts (except  commcxiities  in  bulk  in  tank 
vehicles*  from  the  facilities  of  Emmer 
Brothers  at  or  near  Laurel,  Montana  to 
points  in  Wyonnng.  Colorado,  Nebraska, 
North  Dakota,  South  Dakota.  Minnesota, 
Wisconsin  and  Iowa. 

Note. — Applicant  holds  contract  carrier 
authority  in  No.  MC  127349  (Sub-No  2). 
therefore  dual  operations  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  Billings  or 
Missoula.  Mont. 

No.  MC  136786  'Sub-No.  113',  filed 
AprU  4.  1977.  Applicant:  ROBCO 
TRANSPORTATION.  INC.,  309  5th  Ave- 
nue Northwest.  New  Brighton,  Minn. 
55112.  Apphcanfs  representative:  Stan- 
ley C.  Olsen,  Jr..  7525  Mitchell  Road. 
Eden  Prairie,  Minn.  55343.  Authority 
sought  to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  (1)  New  furniture  and 
furniture  parts,  (a)  from  points  in  Vir- 
ginia and  Macon.  Ga..  to  points  in  Okla- 
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homa:  ib)  from  points  in  North  Carolina, 
to  points  in  Ari2ona,  California.  Colorado. 
Idaiio,  Iowa,  Kansas.  Minnesota,  Mis- 
.■^ourl,  Montana.  Nebraska,  Nevada,  New 
Me.\ico.  North  Dakota.  Oklahoma,  Ore- 
gon, South  E>akota.  Utah,  Washington, 
and  Wyoming:  ict  from  Rome  and  Law- 
renceville.  Ga..  to  points  in  Arizona,  Cali- 
fornia, Colorado,  Idaho,  Montana,  Ne- 
vada, New  Mexico.  Oregon.  Utah.  Wash- 
mgton  and  W.voniing;  and  '2)  damaged, 
returned  arid  rejected  shipments  of 
new  fv-rnitiirc  and  furniture  parts,  from 
points  in  .\rizona.  California,  Colorado. 
Idaho.  Iowa.  Kansas.  Minnesota,  Mis- 
souri. Montana.  Nebraska.  Nevada.  New 
Mexico,  North  Dakota.  Oklahoma.  Ore- 
gon, South  Dakota.  Utah,  Washington 
adn  Wyoming,  to  Dublin.  Lawrenceville, 
Macon  and  Rome.  Ga..  and  points  In 
North  Carolina  and  Virginia. 

NoTT. — If  a  heartrig  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Oklahoma 
City.  Okla.;  Wichita,  Kans  ;  Omaha.  Nebr  ; 
Dee  Moines.  Iowa.  SprlDfa-fleld,  Mo  :  and 
Wlnston-Salem,  N  C. 

No.  MC  136897  iSub-No.  24'.  filed 
April  22.  1977.  Applicant:  SWIFT 
TRANSPORTATION  COMPANY,  INC.. 
335  West  Elwood  Road,  Phoenix.  Arizona 
85041.  Applicant's  representative:  Donald 
E.  Femaays.  4040  East  McDowell  Road, 
Suite  320,  Phoenix,  Arizona  85008.  Au- 
thority souglit  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Tires  and  tubes. 
from  Akron  and  Bryan.  Ohio.  Waco, 
Texas,  and  Mayfield.  Kentucky  to  points 
to  New  Mexico,  Arizona.  Nevada,  Colo- 
rado, Wyoming  and  Kanmore,  Washing- 
ton, under  a  continuing  contract  or  con- 
tracts with  Redburn  Tire  Company, 
Phoenix,  Arizona.' 

Note. — Applicant  holds  common  carrier  au- 
thority in  No.  136818  Sub-No.  2  and  subs 
thereunder,  therefore  dual  operations  may  be 
Involved.  If  a  hearing  Is  deemed.  neces.sary, 
appUcant  request.?  that  It  be  held  at  Phoe- 
nix, Arizona. 

No.  MC  138126  'Sub-No  15>.  filed 
April  4.  1977.  Applicant:  WILLIAMS  RE- 
FRIGERATED EXPRESS.  INC.,  Old 
Denton  Road.  P  O.  Box  47.  Federalsburg. 
Md.  21632.  Applicant's  representative: 
Chester  A.  Zvblut.  1030  15th  Street  NW.. 
366  Executive  Building.  Washington. 
DC.  20005.  Authority  sought  to  operate 
as  a  romrnon  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Fro- 
zen foods,  from  Greenville,  Mich.,  to 
points  in  Delaware.  New  Jersey,  New 
York  and  Pennsylvania. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Salt  Lake 
City.  Utah. 

No.  MC  138197  (Sub-No.  1'.  filed 
Mav  3.  1977.  Applicant:  L.  SURRATT 
TRUCKING.  INC..  2100  West  Third 
Street.  Cleveland.  Ohio  44113.  Applicant's 
representative:  Richard  H.  Brandon,  220 
West  Bridge  Street,  Post  Office  Box  97, 
Dublin.  Ohio  43017.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes  transport- 
ing Precast  Concrete  Products,  from  the 
plant  and  warehouse  facilities  of  Borln 


Builders  Supply  Company,  Warren. 
Mich,  to  the  plant  and  warehouse  facil- 
ities of  Cleveland  Builders  Supply  Com- 
pany, Cleveland.  Ohio  and  Building 
Brick,  from  the  plant  and  warehouse 
facilities  of  Cleveland  Builders  Supply 
Company,  Cleveland,  Ohio  to  the  plant 
and  warehouse  facilities  of  Borin  Build- 
ers Supply  Company,  Warren,  Mich.; 
under  a  continuing  contract  or  contracts 
with  Cleveland  Builders  Supply  Com- 
pany, Cleveland,  Ohio. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Columbus, 
Ohio. 

No.  MC  138308  (Sub-No.  21),  filed 
April  1.  1977.  Applicant:  KLM,  INC., 
2102  Old  Brandon  Road,  P.O.  Box  6098, 
Jackson,  Miss.  39208.  Applicant's  repre- 
sentative: Donaild  B.  Morrison,  1500 
Deposit  Guaranty  Plaza,  P.O.  Box  22628, 
Jackson.  Miss.  39205.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  trans- 
porting: Fluorescent  lighting  fixtures 
and  parts  thereof,  from  the  facilities  of 
Columbia  Lighting,  Inc.,  located  at  or 
near  Spokane,  Wash.,  to  points  In  Ala- 
bama, Arkansas.  Florida,  Georgia,  Ken- 
tucky, LouisiEina,  Mississippi,  Missouri. 
Nortii  Carolina,  Oklahoma,  South  Caro- 
lina, Tennessee,  Texas.  Virginia  smd 
West  Virginia. 

Note — Applicant  holds  contract  carrier 
authority  In  MC  128592,  therefore  dual  oper- 
ations may  be  Involved.  If  a  hearing  la 
deemed  necessary,  the  applicant  requests  It 
be  held  at  Washington,  D.C. 

No.  MC  138308  (Sub-No.  22),  filed 
April  1,  1977.  Applicant:  KLM,  INC., 
2102  Old  Brandon  Road,  P.O.  Box  6098, 
Jackson,  Miss.  39208.  Applicant's  rep- 
resentative: Donald  B.  Morrison.  1500 
Deposit  Guaranty  Plaza,  P.O.  Box  22628, 
Jackson,  Miss.  39205.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Fluorescent  lighting  fixtures  and 
parts  thereof,  from  the  facilities  of  Syl- 
vania  Indoor  Lighting.  Division  of  GTE 
Sylvania,  located  at  or  near  Reldsville, 
N.C..  to  points  in  Arizona,  Arkansas.  Cal- 
ifornia, Colorado.  Idaho.  Illinois,  Iowa, 
Kansas,  Louisiana.  Mirmesota.  Missouri, 
Montana.  Nebraska.  Nevada,  New  Mex- 
ico, North  Dakota,  Oklahoma.  Oregon, 
South  Dakota,  Texas,  Utah,  Wisconsin, 
and  Wyoming. 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  128592,  therefore  dual  oper- 
ations may  be  Involved.  If  a  hearing  Is 
deemed  necessary,  the  applicant  requests  It 
be  held  at  Washington,  DC. 

No.  MC  138486  (Sub-No.  4>.  filed  May 
4,  1977.  AppUcant:  DAVE  WHITE  d/b/a 
DAVE  WHITE  TRUCKING,  Rural  Route 
No.  1,  Cerro  Gordo,  Illinois  61818. 
Applicants  Representative:  John  E.  Har- 
vey. P.O.  Box  1470,  Decatur,  Illinois 
62525.  Authority  sought  to  operate  as  a 
Contract  Carrier  by  motor  vehicle,  over 
irregular  routes  transporting:  Grain  or 
soybean  products,  dry.  In  bulk,  bags  or 
boxes  in  straight  or  mixed  loads  from  the 
plant  and  storage  facilities  of  Archer 


I>aniels  Midland  Company,  Decatur.  IlL, 
to  points  In  Illinois,  Minnesota,  Iowa, 
Missouri,  Oklahoma,  Arkansas,  Texas, 
Mississippi,  Alabama,  Georgia,  Tennes- 
see, Kentucky,  Indiana,  Ohio,  Michigan, 
Wisconsin,  Virginia.  Louisiana,  and 
North  Carolina  imder  a  continuing  con- 
tract with  Archer  Daniels  Midland  Com- 
pany. 

Note. — If  a  bearing  Is  deemed  necessary, 
the  appUcant  requests  It  be  held  at  either 
Springfield,  lU.,  or  St.  Louis,  Mo. 

No.  MC  138572  (Sub-No.  4\  filed 
April  29,  1977.  Apphcant:  BRUNSWICK 
PETROLEUM  TRANSPORT,  LTD.,  Mc- 
Allister Industrial  Park,  P.O.  Box  132, 
Saint  John,  N.B.,  Canada,  EL  3X8.  Ap- 
plicant's representative:  J.  P.  Vermette, 
7887  Grenache  Street.  Ville  d'Anjou, 
Que.,  Canada,  HI  J  1C4.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Catistic  soda  and  alum- 
inum sulphate,  in  bulk.  In  tank  vehicles, 
from  the  Port  of  Entry  on  the  Interna- 
tional Boundary  Line  between  the  United 
States  and  Canada  located  at  or  near 
Madawaska.  Maine,  to  Madawaska, 
Maine,  restricted  to  the  transportation 
of  traffic  in  foreign  commerce,  in 
through,  single  line,  local  service,  origin- 
ating in  the  Province  of  New-Brunswick, 
Canada. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  either  Albany, 
N.Y..  or  Montpeller,  Vt. 

No.  MC  139254  (Sub-No.  9),  filed 
April  20,  1977.  Applicant:  BROOKS 
TRANSPORTATION,  INC.,  30650  Car- 
ter Road,  Solon,  Ohio,  44139.  Apphcant's 
representative:  Henry  U.  Snavely,  410 
Pine  Street,  Vienna,  Va.  22180.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Paper  and  paper 
products  (except  commodities  in  bulk), 
from  the  facilities  of  Champion  Interna- 
tional Corporation  located  near  Court- 
land,  Ala.,  to  points  In  Connecticut, 
Delaware,  Florida.  New  Hampshire,  and 
Rhode  Island,  under  a  continuing  con- 
tract or  contracts  with  Champion  Inter- 
national Corporation. 

Note. — AppUcant  has  pendlns;  common 
carrier  authority  In  No.  MC  142559,  therefore 
dual  operations  may  be  Involved.  Common 
control  may  also  be  Involved.  If  a  hearing  Is 
deemed  necessary,  the  applicant  requests  It 
be  held  at  Washington,  DC. 

No.  MC  139420  (Sub  No.  16 ».  filed 
April  22.  1977.  Apphcant:  ART  GREEN- 
•  BERG,  d.b.a.  Glacier  Transport.  P.O. 
Box  428,  Grand  Fork.  N.  Dak.  58201.  Ap- 
plicant's representative:  James  B.  Hov- 
land,  P.O.  Box  1637.  414  Gate  City 
Building,  Fargo,  N.  Dak.  58102.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  veliicle,  over  irregular  routes, 
transporting:  Frozen  foodstuffs  (except 
commodities  in  bulk  > ,  from  Laramie, 
Wyoming,  to  points  in  Iowa,  Minnesota. 
Indiana.  WLsconsin.  Michigajn.  Illinois. 
Ohio,  and  North  Dakota. 

NoTK. — ^If  a  hearing  Is  deemed  necessary. 
applicant  requests  It  be  held  at  either  Salt 
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Lake  City.  Utah,  Los  Angeles.  California,  or 
Phoenix.  Arizona. 

No.  MC   139495    (Sub  No.  231),  filed 

April  4.  1977.  Apphcant:  NATIONAL 
CARRIERS.  INC.,  1501  East  8th  Street, 
P.O.  Box  1358,  Liberal,  Kans.  67901.  Ap- 
plicanfs  representative:  Herbert  Alan 
Dubin.  Suite  1030,  1819  H  Street  NW.. 
Washington,  D.C.  20006.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Carpet  and  carpet  cush- 
ioning and  lining,  from  the  plantsite  and 
storage  facilities  of  General  Pelt  In- 
dustries, located  at  or  near  Columbus, 
Miss.,  to  points  in  Connecticut,  Delaware, 
Maine.  Maryland.  Massachusetts.  New 
Hampshire.  New  Jersey.  New  York. 
Pennsvlvania.  Rhode  Island.  Vermont, 
Virginia.  West  Virginia,  and  the  Dis- 
trict of  Columbia. 

NoT^. — Applicant  holds  contract  carrier 
authority  in  MC  133106  and  subs  thereunder, 
therefore  dual  operations  may  be  involved.  If 
a  hearing  Is  deemed  necessary,  the  applicant 
requests  It  be  held  at  Washington,   D.C. 

No.  MC  139923  ( Sub-No.  32  > ,  filed  April 
4,  1977.  Applicant:  MILLER  TRUCK- 
ING CO.,  INC.,  P  O.  Drawer  D,  105  S. 
8th  Street.  Stroud.  Okla.  74079.  Appli- 
cant's representative:  C.  L.  Phillips,  1411 
N.  Classen.  Room  248,  Classen  Terrace 
Bldg.,  Oklahoma  City,  Okla.  73106  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregtilar 
routes,  transporting.  Roofing  and  roof- 
ing materials  (except  commodities  In 
bulk,  in  tank  vehicles  > .  from  Stroud. 
Okla..  to  points  in  Colorado. 

Note. — Applicant  holds  contract  carrier  au- 
thority In  MC  139926  (Sub-No.  2).  therefor* 
dual  operations  may  t>e  involved  If  a  hear- 
ing Is  deemed  necessary,  applicant  requests 
it  be  held  at  Oklahoma  City,  Okla. 

No.  MC  140883  (Sub-No.  11).  filed 
April  20,  1977.  Applicant:  DOWNS 
TRANSPORTATION  CO..  INC..  2705 
Canna  Ridge  Circle  NE.,  Atlanta,  Ga. 
30345.  Applicant's  representative:  K. 
Ekiward  Wolcott.  1600  First  Federal 
Bldg..  Atlanta.  Ga.  30303.  Authority 
sought  to  operate  as  a  contract  earner, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Aquariums  and  aguarium 
supplies,  and  materials  and  supplies  uti- 
lized in  the  manufacture  and  distribution 
thereof,  between  Canton.  Ga.,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Alaska  and  Ha- 
waii), under  a  continuing  contract  with 
O'Dell  Manufacturing  Incorporated. 

Note.— If  a  hearing  Is  deemed  neces.sary 
,he  applicant  requests  it  be  held  at  Atlanta. 
Ga. 

No.  MC  141071  (Sub-No.  10).  filed 
April  4.  1977.  Applicant:  LARANETA 
TRUCKING  COMPANY.  INC..  870  West 
9th  Street,  San  Pedro.  Calif.  90731.  Ap- 
plicants representative:  William  J.  Mon- 
heim.  15942  Whittier  Blvd..  P.O.  Box 
1756,  Whittier.  Calif.  90609.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Canned  and  preserved 
foodstuffs,  between  the  plant  sites  and 


storage  facilities  of  Heinz  U.S.A.,  Divi- 
sion of  H.  J.  Heinz  Company  located  at 
or  near  Tracy  and  Stockton,  Calif.,  on 
the  one  hand,  and  on  the  other,  the 
plant  sites  and  storage  facihties  of 
Heinz  U.S.A..  Division  of  H.  J.  Heinz 
Company  located  at  or  near  Muscatine 
and  Iowa  City.  Iowa,  under  a  continuing 
contract  or  contracts  with  Heinz  U.S.A., 
Division  of  H.  J.  Heinz  Company. 

NoTE.^Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Los  .Angeles. 
Calif. 

No.  MC  141430  Sub-No.  4),  filed 
April  1.  1977.  Apphcant:  TRANS-CON- 
TINEN'TAL  EXPRESS,  INC..  P.O.  Box  D, 
Clarksville,  Tex.  76039.  Applicant's  rep- 
resentative: R.  L.  Moore  (same  address 
as  applicant) .  Authority  sought  to  oper- 
ate as  a  contract  carrier,  by  motor  vehi- 
cle, over  Irregular  routes,  transporting: 
Meats,  meat  products,  meat  by-products, 
and  articles  distributBd  by  meat  pack- 
inghouses, as  described  In  Section  A  of 
Appendix  I  to  tlie  report  in  Descriptions 
in  Motor  Carrier  Certificates.  61  M.C.C. 
209  and  766  (except  hides  and  commodi- 
ties in  bulk),  from  the  plantsite  and 
storage  facilities  of  Swift  Fresh  Meats 
Company,  located  at  Guymon.  Okla.,  to 
points  in  Aabama.  Georgia,  and  Tenne- 
see.  under  a  continuing  contract,  or 
contracts,  with  Swift  Fresh  Meats  Com- 
pany. 

Note. — If  a  hearing  Is  deemed  nece-ssary. 
the  applicant  requests  It  be  beld  at  either 
Dallas.   Tex.,   or   Chicago,   HI. 

No.  MC  141597  'Sub-No.  3V  filed  April 
25,  1977.  Applicant:  RIVERSIDE 
TRUCK  LINE.  INC.,  919  4th  Avenue 
South,  DenLson,  Iowa  51442.  .Applicant's 
representative:  James  M.  Hodge.  1980 
Financial  Center,  Des  Moines.  Iowa 
50309.  Autliortty  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
IrregTilar  routes,  transporting:  Printed 
religious  matter,  d)  Prom  points  in  Ar- 
kansas. California.  Connecticut.  Dela- 
ware. Florida.  Kansas.  Maine.  Maryland, 
Massachusetts.  Minnesota,  Missouri.  New 
Hampshire,  Rhode  Lsland.  Texas.  Ver- 
mont, and  Wisconsin  to  Iowa  Falls.  Iowa, 
and  (2)  Ftom  Iowa  Falls.  Iowa,  to  points 
in  Florida,  under  continuing  contract(s) 
in  (1)  and  (2>  above  with  Riverside  Book 
and  Bible  House  of  Iowa  Palls.  lovsa. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  that  it  be  held  at 
Omaha,  Nebr. 

No.  MC  141652  (Sub-No.  13>,  filed 
April  1,  1977.  Applicant:  ZIP  TRUCK- 
ING, INC.,  P.O.  Box  5717,  Jackson.  Miss. 
39208.  Apphcant's  representative:  K.  Ed- 
ward Wolcott,  1600  First  Federal  Build- 
ing, Atlanta,  Ga.  30303.  Authority  sought 
to  operate  as  a  cominon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Power  tools  and  poicer  tool  stands, 
electric  motors,  and  iJidustrial  vacuum 
cleaners,  from  Tupelo.  Miss.,  and  Jack- 
son. Term,,  to  points  in  Arizona,  Cali- 
fornia, New  Mexico.  Oregon.  Utaii,  and 
Washington,  restricted  to  the  transpor- 
tation of  traffic  origmating  at  the  plant- 


site     of     Rockwell     International     and 
destined  to  the  named  destinations. 

Nott  — The  purpose  of  this  application  is 
to  convert  existing  contract  carrier  authority 
to  com^mon  carrier  authority.  Applicant 
holds  other  contract  carrier  authority  in  MC 
138807  and  subs  thereunder,  therefore  dual 
operations  may  be  Involved.  If  a  hearing  Is 
deemed  necessary,  the  applicant  requests  It 
be  held  at  either  Jackson,  Miss.,  or  Atlanta. 
Ga. 

No.  MC  141940  ^Sub-No.  1>,  filed 
April  1.  1977.  Apphcant:  R.  B.  B.ATOR 
TRUCKING.  INC.  Route  116,  South 
Chesliire.  Mass.  01225.  Applicants  rep- 
resentative: David  M.  Marsiiall.  135 
State  Street.  Suite  200.  Springfield,  Mass. 
01103.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  ( 1 )  Lime, 
limestone,  limestone  products,  and  lime- 
stone by-products  and  calcium  carbo- 
nate.  in  bags  and  in  bulk,  between  points 
in  Berkshire  County.  Mass..  on  the  one 
hand.  and.  on  the  other,  points  in  Mahie; 
and  (2)  empty  trailers,  from  Springfield. 
Mass..  and  Albany.  N.Y..  to  Adams,  Mass. 

Note. — If  a  hearing  Is  deemed  neces.sary, 
the  applicant  requests  it  be  held  at  either 
Albany  or  New  Tork.  N.Y..  or  Hartford.  Conn. 

No  MC  142059  (Sub-No.  7V  filed 
May  3  1977.  Applicant:  CARDINAL 
TR.ANSPORT,  INC..  1830  West  Mourd 
Road.  PO.  Box  911,  Jollet.  ni.  60434. 
Applicants  representative:  Jack  Riley 
(same  address  as  applicantK  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Food  and  foodstuffs  In  ve- 
hicles equipped  with  mechanical  refrig- 
eration 'except  commodities  in  bulk  in 
tank  vehicles),  from  Champaign.  111.,  to" 
points  in  Connecticut.  Delaware,  Maine. 
Massachusetts.  Maryland,  New  Hamp- 
shire. New  Jersey.  New  York,  Pennsyl- 
vania, Rhode  Island,  Vermont.  Virginia, 
and  the  District  of  Columbia. 

Note. — If  a  hearing  is  deemed  necesMu-y, 
the  applicant  requests  it  be  held  at  Chicago, 

111. 

No.  MC  142209  'Sub-No.  1),  filed 
April  26.  1977.  Apphcant:  JOHN  M. 
pyETFKR,  d.b.a.  Port  City  Leasing.  Ap- 
plicant's representative:  Boyd  Hartman, 
Suite  210,  Seattle  Trust  Building.  10655 
NE  Fourth.  Bellevue.  Wash.  98004.  The 
authority  sought  is  to  operate  as  a  con- 
tract carrier,  over  irregular  routes, 
tran.sporting:  Lumber,  plytcood.  and  par- 
ticle board,  from  Benewah,  Kootenai, 
Lathah,  Nez  Perce.  Lewis,  and  Clear- 
water Counties.  Idaho,  to  points  in  Idaho, 
Washington.  Oregon.  Montana,  North 
I>akota.  South  Dakota,  and  Utah,  under 
continuing  contract  with  Potlatch  Cor- 
poration of  Lewiston,  Idaho. 

Note. — If  hearing  Is  required  It  is  requested 
that  It  be  held  at  Spokane,  Wash.,  Seattle. 
Wash.,  or  Boise.  Idaho. 

No.  MC  142229  (Sub-No.  1'.  filed 
April  28.  1977.  Applicant:  MOBERG 
TRANSPORT.  INC.,  317  South  2nd 
Street,  Marshall.  Minn.  56258.  Apph- 
cant's representative:  Bruce  A.  Rasmus- 
sen,  1110  Northwestern  Bank  Bulldmg. 
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Minneapolis,  Minn.  55402.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Glass,  glass  products,  glass 
cidlet,  and  equipment,  materials,  and 
supplies  used  iii  the  manufacture  and 
distribution  of  glass  and  glass  products 
>  except  commodities  m  bulk  in  tank  ve- 
hicles i  ,  between  the  facilities  of  PPG  In- 
du-stries.  Inc  ,  at  or  near  Marshall,  Minn., 
on  the  one  hand.  and.  on  the  other  hand, 
the  facilities  of  PPG  Indib-trles.  Inc  ,  lo- 
cated at  or  near  Wichita  Falls.  Tex., 
under  a  continuing  contract,  or  con- 
tracts, with  PPG  Industries.  Inc.,  located 
at  or  near  Wichita  Falls.  Tex. 

Note. — If  b,  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Minneapolis  or  St.  Paul.  Minn.  Applicant 
holds  conrunon  carrier  authority  In  No.  MC 
135560.  therefore  dual  operations  may  be 
Involved. 

No.  MC  142547  (Sub-No.  3V  filed  April 
11,  1977.  Applicant:  GORDON  &  LETA 
FOWLER,  doing  business  a,s  G  &  L 
KOWLER,  Route  1.  Box  687.  Willamjna. 
Oregr.  97396  Applicant's  representative: 
Gordon  Fowler  (same  address  as  appli- 
cant».  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Wood 
pellets  and  wood  waste  compressed  into 
a  pellet  that  Ls  used  for  fuel  in  the  place 
of  coal  and  other  energy,  from  the  plant 
site  of  Woodex.  Inc.,  located  near 
Brownsville.  Greg.,  to  Tacoma  and 
Seattle.  Wash.,  under  a  continuing  con- 
tract or  contracts  with  West-ern  States 
Hospital. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Portland  or  Salem.  Oreg. 

No.  MC  142598  'Sub-No  1'.  filed  April 
4.  1977.  Applicant:  ALLEN  TRANS- 
PORTATION. INC  .  2818  South  Cherry, 
Port  Angeles,  Wash.  98362,  Applicant's 
representative:  Gerry  Lane,  Star  Route 
1,  Box  736.  Forks.  Wash  983:31.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  Lumber  (not  over  8  feet  in 
length  > ,  '  1 1  Between  Allen  Camp,  Wash. 
(l')cated  15  miles  south  of  Forks.  Wash., 
on  US.  Hluhway  101.  in  Jefferson  Coun- 
ty, and  Port  Angeles,  Wash..  ser\1ng  no 
Intermediate  points-  From  Allen  Camp 
over  US  Highway  101  to  Port  Angeles: 
(2i  between  Allen  Camp,  Wash.,  and 
Hoquiam.  Wash  ,  serving  no  intermediate 
points:  From  Allen  Camp  over  U.S. 
Highway  101  to  Hoquiam:  and  i3)  be- 
tween Allen  Camp,  Wash.,  and  Aberdeen, 
Wash,  serving  no  Intermediate  points: 
From  Allen  Camp  over  US.  Highway  101 
to  Aberdeen . 

Note  —If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  either  Porks 
or  Port  Angeles.  Wash. 

No  MC  142724  (Sub-No.  1 1 ,  filed  April 
14,  1977.  Applicant:  JOHN  E.  MAHR, 
doing  business  as  Mahr  Brothers,  Route 
3,  Lime  Springs,  Iowa  52136.  Applicant's 
representative:  C.  J.  Anderson,  Box  280, 
Cresco.  Iowa  52136.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 


ing: Dry  animal  and  poultry  feed,  from 
the  facilities  of  Cargill.  Inc.,  located  at 
or  near  Cresco.  Iowa,  to  points  in  Hous- 
ton. Mower,  Freeborn,  and  Fillmore 
Counties,  Mirui. 

NoTK. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Cresco  or  Osage,  Iowa. 

No.  MC  142766  (Sub-No.  5» .  filed  April 
1.  1977.  Applicant:  'WHITE  TIGER 
TRANSPORTATION.  INC.,  115  Jacobus 
Ave..  Kearny.  N.J.  07032.  Applicant's 
representative:  George  A.  Olsen,  69 
Tonnele  Avenue,  Jersey  City,  N.J.  07306. 
Authority  sought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  (1)  (a) 
Chemicals,  cleaning,  washing,  scouring, 
defoaming  compounds;  and  (b)  mate- 
rials, equipment,  and  supplies,  used  in 
the  manufacture  and  sale  of  the  fore- 
going commodities,  between  Harrison, 
Kearny,  Edison,  and  Middlesex.  N.J.,  on 
the  one  hand,  and,  on  the  other.  Cald- 
well, Blackfoot,  Boise,  Idaho;  Seattle, 
Spokane,  Wash.;  Milwaukee,  Eugene, 
Oreg.;  and  Carson,  San  Pedro,  and  Hay- 
ward,  Calif.,  imder  a  continuing  con- 
tract or  contracts  with  Drew  Chemical 
Corporation,  located  at  Harrison,  N.J.. 
restricted  against  the  transportation  of 
commodities  in  bulk;  and  (2)  (a^  elec- 
tronic equipment,  household  appliances: 
and  (bi  supplies,  equipment,  and  ma- 
terial'^, used  in  tlie  manufacture  and 
sale  of  tlie  commodities  named  In  (2> 
( a  1  above  <  except  commodities  in  bulk* , 
between  the  facilities  of  Sharp  Elec- 
tronics Coi-poration,  located  at  Paramus 
and  South  Plainfield.  N,J..  on  the  one 
hand,  and.  on  the  other.  Dodge  City, 
Kans.;  Albuquerque.  N.  Mex.;  Alamosa, 
Colo.;  PhoenLx,  Ariz.;  Commerce,  Wil- 
mington, Hayward,  CaUf.;  Portland. 
Medford.  Oreg.;  Seattle,  Spokane, 
Wash.;  and  Lincoln.  Nebr..  under  a  con- 
tinuing contract  or  contracts  with 
Sharp  Electronics  Corporation,  located 
at  Paramus,  N.J. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  New  York, 

N.Y.,  or  Washington,  DC. 

No.  MC  142881  (Sub-No.  2) ,  filed  April 
4.  1977.  Applicant:  REXFORD  C. 
GREER,  domg  business  as,  AMERICAN 
TRUCK  STOP,  U.S.  Route  15.  Mans- 
field. Pa.  16933.  Applicant's  representa- 
tive: S.  Michael  Richards.  44  North  Ave- 
nue. P.O.  Box  225.  Webster,  N.Y.  14580. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Drilling 
rigs,  between  Mansfield,  Pa.,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Alaska  and  Ha- 
waii i  . 

Note  —If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  b©  held  at  either 
Scranton  or  Harrlsburg,  Pa. 

No.  MC  142888  'Sub-No.  2",  filed  April 
20.  1977,  Applicant:  COX  TRANSFER, 
INC..  P.O.  Box  168.  Eureka,  111,  61530. 
Applicant's  representative:  Robert  T. 
Lawley.  300  Reisch  Building,  Springfield, 
ni.  62701.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 


over  irregular  routes,  transporting: 
Glass  bottles,  from  Terre  Haute.  Ind.. 
to  Peoria  Heights,  HI.,  restricted  to  traf- 
fic originating  at  the  plant  site  and  fa- 
cilities of  Midland  Glass  Company,  Inc.. 
located  at  Terre  Haute,  Ind. 

Note. — If  a  hearing  is  deemed  neces.sary. 
the  applicant  requests  it  be  held  at  either 
Chicago.  111.,  or  St.  Louis,  Mo, 

No.  MC  143011  (correction)  filed  March 
1,  1977,  published  in  the  Federal  Regis- 
ter issue  of  April  14,  1977,  and  repub- 
lished as  corrected  this  issue.  Applicant: 
P  &  D  TRANSPORTATION,  INC..  Con- 
nell  Highway.  Newport,  R.I.  02840.  Ap- 
plicant's representative:  Frederick  T. 
O'SuUivan,  P.O.  Box  2184.  622  Lowell 
Street,  Peabody,  Mass.  01960.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Sailboats,  the  transporta- 
tion of  which  because  of  size  requires  the 
use  of  lowboy  trailers,  from  points  in 
Newport  County,  R.I.  to  points  in  the 
United  States  (except  Alaska,  and  Ha- 
waii), under  a  continuing  contract,  or 
contracts,  with  True  North  Marine  In- 
dustries, Inc, 

Note. — The  purpose  of  this  republication  is 
to  correct  applicant's  territorial  description. 
Applicant  holds  common  carrier  authority  In 
MC  60251  and  subs  thereunder,  therefore 
dual  operations  may  be  Involved.  If  a  hearing 
Is  deemed  necessary,  applicant  requests  it  be 
held  at  Providence,  R.I. 

No.  MC  143024  (Sub-No.  P  (correc- 
tion) (2nd  correction),  filed  February 
18.  1977,  published  in  the  Federal  Reg- 
ister issue  of  April  7.  1977  as  129830 
Sub-No.  10:  republished  in  the  Federal 
Register  issue  of  May  5.  1977.  and  re- 
published as  corrected  this  issue.  Appli- 
cant: JACOBSMA  TRANSPORT.  INC 
OF  SIOUX  CITY.  2600  Highway  75 
North,  Sioux  City.  Iowa  51105.  Appli- 
cant's representative:  Patrick  E.  Quinn, 
P.O.  Box  82028.  Lincoln,  NeLr.  68501.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Liquid  fertilizer  so- 
lutions, in  bulk,  in  tank  vehicles,  from 
Oyens  (Plymouth  County),  Iowa,  to 
points  in  Minnesota,  Nebraska,  and 
South  Dakota,  restricted  to  traffic  orig- 
inating at  Oyens,  Iowa,  and  destined  to 
points  in  the  named  destination  states. 

Note. — The  purpose  of  this  correction  is  to 
Indicate  the  correct  name  of  the  carrier  a.s 
Jacobsma  Transport,  Inc.  of  Sioux  City,  In 
lieu  of  "Jacobsma  Transportation  Company" 
Common  control  may  be  involved.  If  a  hear- 
ing Is  deemed  necessary,  the  applicant  re- 
quests It  be  held  at  Omaha.  Nebr. 

No.  MC  143120  (Sub-No.  2',  filed  April 
15,  1977.  Applicant:  FAR  WEST  TRANS- 
PORTERS, INC.,  14011  Poppleton  Circle. 
Omaha,  Nebr.  68137.  Applicant's  repre- 
sentative: Arlyn  L.  Westergren,  7100  West 
Center  Road.  Univac  Building.  Suite  530. 
Omaha,  Nebr.  68106.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  iiTegular  routes,  transport- 
ing: Lumber  mill  products  and  building 
materials  and  accessories,  between  Oma- 
ha, Nebr,,  and  Little  Rock,  Ark,,  on  the 
one  hand,  and,  on  the  other,  points  In 
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the  United  States  (except  Alaska  and 
Hawaii  > .  under  a  continuing  contract  or 
contracts  with  Rehcon.  Inc. 

Note.— If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Omaha. 
Nebr. 

No.  MC  143127  filed  April  4.  1977.  Ap- 
plicant: K.  J.  TR.\NSPORTATION,  INC.. 
1000  Jeffei-son  Road,  Rochester.  New 
Yoi-k  14623.  Applicant's  representative: 
John'M.  Nader,  Route  3,  Box  4,  Bowling 
Green.  Ky.  42101.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting 
Malt  beverages  (except  in  bulk',  from 
Pabst.  (Georgia,  Peoria,  niinois.  and  Mil- 
waukee. Wisconsin  to  Dayton,  Ohio. 

Note.— Applicant  holds  contract  carrier  au- 
thority in  MC  138991  (Sub-No.  2)  and  subs 
thereunder,  therefore,  dual  operaiioii^  may 
b«  Involved.  Common  control  may  also  be  in- 
volved If  a  hearing  is  deemed  necessary,  ap- 
plicant requests  that  it  be  held  at  Dayton. 
Ohio  or  Rochester,  New  York. 

No.  MC  143128.  filed  AprU  1.  1977.  Ap- 
plicant: WORLD  MOVERS,  INC..  14551 
Griffith  Street.  San  Leandro,  Calif.  94577, 
Applicant's  representative:  Edward  J. 
Hagarty.  100  Bush  Street  21st  Floor.  San 
Francisco.  Calif.  94104,  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
veliicle,  over  irregular  routes,  transport- 
ing: Used  household  goods,  between 
points  m  Alameda,  Contra  Costa,  Marin. 
Napa.  Sacramento,  San  Francisco,  San 
Josquin,  San  Mateo,  Santa  Clara,  Santa 
Cruz,  Solano,  and  Sonoma  Counties, 
Calif.,  restricted  to  the  transportation  of 
traffic  having  a  prior  or  subsequent  move- 
ment, in  containers,  beyond  the  points 
authorized,  and  further  restricted  to  the 
performance  of  pickup  and  deliverv-  serv- 
ice in  connection  with  packing,  crating 
and  containerization,  or  unpacking,  un- 
crating and  decontainerization  of  such 
traffic. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  San  Fran- 
cisco or  Oakland,  Calif. 

No.  MC  143133  (Sub-No.  1),  filed  April 
1,  1977.  Applicant:  SHEPPARD  ENTER- 
PRISES. INC.,  101  PhUadelphia  Street. 
Hanover.  Pa.  17331.  Ai>plicant's  repre- 
sentative: Daniel  M,  Frey.  31  York 
Street.  Hanover.  Pa.  17331.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  il>  Power  steering  units, 
from  Hanover.  Pa.,  to  Chicago,  HI.,  De- 
troit and  Pontiac,  Mich.,  and  Ft.  Wayne, 
Ind.;  under  a  continuing  contract,  or 
contracts,  with  R.  H.  Sheppard  Co.,  Inc.; 
and  i2)  resin  coated  sand,  from  Troy 
Grove,  111.,  and  Bridgesman.  Mich,,  to 
Reading,  Pa.,  under  a  continuing  con- 
tract, or  contracts,  with  International 
Foundry-  Supply,  Inc. 

Note — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  HarrLsburg. 
Pa. 

No.  MC  143141,  filed  April  4,  1977.  Ap- 
plicant: TOM  CHAFFEE,  Box  657,  425 
N.W.  Highway  24,  Topeka,  Kans.  66601. 
Applicant's    representative:     Clyde    N. 


Christey.  514  Capitol  Federal  Building, 
700  Kansas  Avenue,  Topeka,  Kans.  66603. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Plastic  pipe,  and 
accessories,  from  the  plantsite  and  ware- 
house facilities  of  'Vinb-plex.  Inc  ,  located 
at  or  near  Pittsburg.  Kans.,  to  points  in 
Arkansas.  Colorado.  Illinois,  Iowa,  Ken- 
tucky, Minnesota,  Missouri.  Nebraska. 
North  Dakota.  Oklahoma.  South  Dakota. 
Tennessee,  and  Texas,  under  a  continu- 
ing contract,  or  contracts,  with  'Vinyl- 
plex,  Inc. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Kansas  City, 
Mo. 

No.  MC  143148  (Sub -No.  1>.  filed 
April  26.  1977.  Applicant:  Joe  F.  Mazzotti. 
7360  Race,  Denver.  CO  80229  Applicant's 
represenUt:ve:  Truinan^A.  Stockton,  Jr., 
The  1650  Grant  St.  Bldg.,  Denver.  (?0 
80203.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  iron  and 
steel  articles,  from  points  in  Arizona. 
California.  Kansas,  Missouri.  Nebraska. 
NevEida.  Oregon,  Texas.  Utah.  WaslMng- 
ton  and  Wyoming  to  the  plantsite  of 
Engbar  Pipe  &  Steel  Company  located  at 
Denver,  Colo.,  under  a  continuing  aon- 
tract,  or  contracts,  with  Engbar  Pipe  & 
Steel  Company, 

Note— If  a  hearing  ts  deemed  necessary, 
the  applicant  requests  it  be  held  at  Denver 
Colo. 

No.  MC  143174.  filed  April  22.  1977.  Ap- 
plicant: Kapri  Transportation  Co..  P.O. 
Box  "G"  Valley.  Nebraska  68064.  Appli- 
cant's Representative:  Arl>-n  L.  Wester- 
gren. Suite  530  Univac  BuUding,  7100 
West  Center  Road.  Omaha.  Nebraska 
68106.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Coal.  (D 
From  Davenport.  Iowa  to  points  in  Mis- 
souri and  Illinois;  (2i  From  LaCrosse. 
Wisconsin  to  points  in  Minnesota  and 
Iowa:  and  i3)  From  Winona.  Minnesota 
to  points  in  Wisconsin  and  North  Dakota. 

Note — Applicant  holds  contract  carrier 
authority  In  No.  MC  124129  (Sub-Nos.  3  and 
6),  therefore  dual  operations  may  be  In- 
volved. If  a  hearing  Is  deemed  necessary,  the 
applicant  requests  it  be  he:d  at  Omaha. 
Nebr. 

No.  MC  143214.  filed  AprU  28.  1977. 
Applicant:  Maluszko  F^rms  Tiiicking, 
Inc.,  19  Bail  Lane.  North  Amherst.  Mas- 
sachusetts 01059.  Applicants  representa- 
tive: Etevid  M.  Marshall,  135  State  Street 
Suite  200.  Springfield.  Massachusett^s 
01103.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  in  in- 
terstate or  foreign  commerce,  over  ir- 
regular routes,  in  the  transportation  of: 
( 1 )  Pre-f abricated  buildings,  and  ma- 
terials, supplies  and  equipment  used  in 
the  manufacture,  distribution  and  instal- 
lation of  pre-f  abricated  buildings  (ex- 
cept commcxiities  in  bulk,  in  tank  vehi- 
cles >  between  Leverett,  Massachusetts, 
on  the  one  hand,  and  on  the  other  points 
in  the  United  States  (except  Alaska  and 
Haw^aiii .  under  a  continuing  contract  or 
contracts   with   Sawmill   River   Post    & 


Beam.  Inc.:  and  (2)  Lime,  limestone, 
limestone  products  and  limestone  by- 
products between  Lee  and  West  Stock- 
bridge.  Massachusetts,  on  the  one  hand, 
and.  on  the  other,  points  in  Maine.  Ver- 
mont. New  Hampshire.  Connecticut  and 
Rhode  Island  under  a  continuing  con- 
tract or  contracts  with  Lee  Lime  Corpo- 
ration. 

Note. — If   a   hearing   is  deemed   necessary, 
applicant  requests  that  it  be  held  at  either  , 
Albany.  New  York.  Hartford.  Connecticut  or 
Boston.  Massachusetts. 

No.  MC  143218  filed  April  29,  1977.  Ap- 
plicant: Santisi  Trucking  Co..  a  Corpora- 
tion. 1024  North  Main  Sti-eet.  Niles.  Ohio 
44446.  Applicant's  representative:  Paul 
F.  Beerv'.  275  E^ast  State  Street.  Colum- 
bus. Ohio  43215.  Authority  sought  to  op- 
erate as  a  contract  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
(ai  hardware,  from  Yoimgstown.  Ohio  to 
points  m  the  United  States  in  and  west 
of  Idaho.  Utali.  and  Arizona,  under  a 
continuing  contract  or  contracts  with 
The  Steel  City  Con^oration.  Yoimgs- 
town. Ohio,  and  (b>  Strip  steel,  from 
Warreix  Ohio  to  points  in  Calif oniia, 
Washington  and  Oregon,  under  a  co(n- 
tinuing  contract  or  contracts  with 
Thomas  Steel  Strip  Corporation,  Warren. 
Ohio. 

Note — If  a  hearing  is  deemed  neces-sary, 
applicant  requests  that  it  be  held  at  C<5- 
lumbus,  Ohio. 

Finance  Applications:  Notice 

The  following  applications  seek  ap- 
proval to  consolidate,  purchase,  merge, 
lease  operating  rights  and  properties,  or 
acquire  control  through  ownership  of 
stock,  of  rail  carriers  of  motor  carriers 
pursuant  to  Sections  5'2i  and  210a(b> 
of  the  Interstate  Commerce  Act. 

An  original  and  two  copies  of  protests 
against  the  granting  of  the  requested 
authority  must  be  filed  with  the  Com- 
mission within  30  days  after  the  date  of 
this  Federal  Register  notice.  Such  pro- 
test shall  comply  with  Special  Rules  240 
(c)  or  240(di  of  the  Commission's  Gen- 
eral Rules  of  Practice  (49  CFR  1100.240) 
and  shaU  include  a  concise  statement  of 
Protestant's  interest  in  the  proceeding.  A 
copy  of  tiie  protest  shall  be  sen'ed  con- 
currently upon  applicant's  representa- 
tive, or  applicant,  if  no  representative  is 
named. 

No.  MC-F-11630  (Petition  for  Modifi- 
cation >  (EAST  TEXAS  MOTOR 
FREIGHT  LIN'ES.  INC —POO  LING— 
SrL'VER  EAGLE  CO.'.  published  in  the 
August  31.  1972  issueof  the  Federal  Reg- 
ister By  petition  filed  January  11.  1977 
Nehalem  Valley  Motor  Freight.  Inc . 
seeks  to  be  made  a  party  to  tlie  {xx>ling 
agreement  between  EAST  TEXAS 
MOTOR  FREIGHT  LINES.  INC  ,  and 
SILVER  E.\GLE  CO..  approved  by  order 
of  December  6.  1977.  to  handle  traffic  to 
and  from  Longview  and  Kelso,  Washing- 
ton. 

No.  MC-F-12585.  (Supplemental) 
(RALPH  C.  WILSON  AGENCY.  INC — 
CONTROL— C  &  J  COMMERCIAL 
DRIVE  A  WAY.  INC.).  published  In  th« 


FEDERAL   REGISTER,    VOL.    42,    NO     107 — FRIDAY,    JUNE    3,    1977 


2S6:vl 


NOTICES 


July  30,  1875.  ii^s^ue  of  the  Federal  Reg- 
ister on  Page  32006.  This  supplemental 
notice  reflects  the  modification  of  the 
existing  certificate  No.  MC  10345  (Sub- 
No.  93'  presently  held  by  C  &  J  CX>M- 
MERCLAL  DRIVEAWAY,  INC..  as  au- 
thorized in  the  reiwrt  and  order  of  the 
Commission,  Appellate  Division  3.  dated 
March  28,  1977.  It  is  as  follows:  Irregular 
routes:  Automobiles,  trucks  and  buses, 
&s  described  In  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766,  In  Initial  movements,  in  truckaway 
service.  From  Janesvjlle.  Wis.,  to  points 
in  the  Lower  Peninsula  of  Michigan. 
with  no  transportation  for  compensation 
on  return  except  as  otherwise  authorized. 
Interested  party  may  file  objections,  If 
they  so  desire,  as  provided  h\  the  Com- 
mission's Rules  of  Practice.  49  CFR 
1100.240. 

No.  MC-F-13185.  Authority  soutrht  for 
purchase  bv  FERREE  MO\^NG  AND 
STORAGE.  INC.  252  Wildwood  Road, 
Hammond,  IN.,  46324.  of  the  operating 
rights  of  PAUL  R.\NDALI„  dba  PAUL 
R^ANDALL  MOVERS.  8350  East  48th 
Street.  Indianapolis.  IN.,  46226.  and  for 
acquteitlon  by  ThuJTnan  Ferree.  John 
Ferree  and  Jack  Ferree.  all  of  252  Wild- 
wood  Road.  Hammond.  Ind.,  46324.  of 
control  of  such  rights  through  the  pur- 
chase. Applicants'  attorney:  Walter  F. 
Jones,  Jr.,  601  Chamber  of  Commerce 
Bldg..  Indianapolis.  IN..  46204.  Operat- 
ing rights  sought  to  be  transferred: 
Household  goods  as  defined  by  the  Com- 
mission, as  a  common  carrier  over  irreg- 
ular routes  between  IndianapoIL';.  Ind.. 
on  the  one  hand,  and,  on  the  other, 
points  in  niinois.  Ohio,  and  Kentucky. 
Vendee  Is  authorized  to  operate  as  a 
eommon  carrier  in  Illinois.  Kentucky. 
Ohio,  and  Indiana.  Application  has  not 
been  filed  for  temporary  authority  under 
section  210a(bi , 

No.  MC-F-13203  'Correction!  (AL- 
LIED VAN  LINES.  INC.,  dba  ALLIED 
VAN  LIN*ES— CONTROL  El^VELD 
CHICAGO  injRNl'l'UK*fc:  SERVICE, 
INC.  I ,  published  in  the  May  12,  1977  Is- 
5\;e  of  the  Feder.^l  Register  Prior  notice 
should  Include  as  follows:  Household 
goods  as  defined  in  Practices  of  Motor 
Common  Carriers  of  Household  Goods. 
17  M.C.C.  467.  new  furniture,  furniture 
frames,  store  and  bar  furniture,  fixtures, 
and  equipment,  as  a  common  carrier  over 
Irregular  routes  from  Detroit.  Mich.,  to 
points  In  Wisconsin,  with  no  transporta- 
tion for  compensation  on  return  except 
as  otherwise  authorized  Between  Rock- 
ford.  St.  Charles.  Elgin,  Naperville,  and 
Kai-ikakee.  111.  Michigan  City.  Ind..  and 
points  in  the  Chicago.  Dl..  Commercial 
Zone,  as  defined  by  the  Commis.'^ion  In  1 
M  C.C.  673,  on  tlie  one  hand.  and.  on  the 
other,  Pittsburgh.  Pa.,  and  points  in  Illi- 
nois, Indiana,  Wisconsin,  Michigan. 
Ohio.  Minnesota.  Iowa,  and  those  In  the 
St.  Louis.  Mo— East  St.  Louis.  111..  Com- 
mercial Zone,  as  defined  by  the  Commis- 
sion in  1  M.C.C.  656.  Uncrated  new  fur- 
niture, from  La  Porte,  Ind.,  to  Pitts- 
burgh, Pa.,  and  points  in  Illinois.  WIst 
consln,  Michigan.  Ohio,  Minnesota.  Iowa, 
and  those  in  the  St.  LouLs.  Mo  .  commer- 


cial zone  as  defined  by  the  Commission 
In  St.  Louis.  Mo. — East  St.  Louis,  lU.. 
Commercial  Zone,  1  M.C.C.  656,  with  no 
transportation  for  compensation  on  re- 
turn except  as  otherwise  authorized. 

No.  MC-F-13217.  Authority  sought  for 
purchase  by  LaB.\R  ENTERPRISES. 
INC.,  (Non-Carrieri  Route  11.  RX).  No. 
1,  Berwick,  Pa.,  18603  of  the  operating 
rights  and  proi^erties  of  LaBar's  Inc.,  771 
Scott  Street,  Wilkes-Barre,  Pa..  18505. 
and  for  acquisition  by  James  C.  LaBar. 
also  of  Berwick.  Pa..  18603,  of  control  of 
such  rights  through  the  purchase.  Ap- 
plicants' attorney:  John  M.  Musselman, 
P.O.  Box  1146,  410  North  Third  Street, 
Harrisburg,  Pa.,  17108.  Operating  rights 
sought  to  be  transferred:  Games  and 
toys,  and  playground  apparatus,  and 
equipment,  as  a  common  carrier  over 
irregular  routes  from  Wilkes-Barre.  Pa.. 
to  Los  Angeles.  Calif.;  materials  and 
supplies  used  in  the  manufacture  of 
games  and  toys,  playground  apparatus, 
equipment  and  paraphernalia,  from 
Oakland  and  San  Francisco.  Calif.,  and 
points  in  Alameda.  Contra  Costa,  Marin, 
San  Mateo,  and  Santa  Clara  Counties. 
Calif.,  to  Wilkes-Barre,  Pa.;  fiberboard. 
paper,  paperboard,  or  plastic  milk  or 
food  containers,  and  plastic  wax,  from 
Berwick.  Pa.,  to  points  in  New  York  (ex- 
cept points  on  and  north  of  U.S.  Highway 
20  and  west  of  New  York  Highway  13. 
points  on.  south  and  east  of  New  York 
Highway  30.  and  points  in  Chemung, 
Tompkins.  Cortland,  and  Broome  Coun- 
ties. N.Y.).  New  Jersey  (except  points 
on  and  north  of  U.S.  Highway  30) .  Dela- 
ware I  except  points  in  the  Wilmington 
Commercial  Zone>,  Maryland  i  except 
points  in  Washington.  Frederick.  Car- 
roll, and  Baltimore  Counties,  and  the 
Baltimore  Commercial  Zone).  Ohio  (ex- 
cept points  in  the  Cleveland  Commercial 
Zone  I .  Morgantown.  W.  Va.,  and  points 
in  Virginia  on  and  east  of  Interstate 
Highway  95;  materials  or  supplies  used 
in  the  manufacture  of  fiberboard,  paper, 
paperboard.  or  plastic  milk  or  food  con- 
tainers, from  points  in  Ohio  (except  the 
Cleveland  Commercial  Zone),  to  Ber- 
wick, Pa.,  with  restrictions;  games,  toys, 
playground  and  athletic  equipment,  and 
swimming  pools,  and  tools  and  acces- 
saries necessary  for  the  installation 
thereof,  and  materials  and  supplies  used 
in  connection  with  the  manufacture  of 
games,  toys,  playground  and  athletic 
equipment,  and  swimming  pools,  and 
tools  and  accessories  necessary  for  the 
installation  thereof,  between  points  in 
Luzerne  and  Lackawanna  Counties,  Pa., 
on  the  one  hand,  and.  on  the  other  points 
in  California,  with  restrictions. 

Tradmg  stamps,  from  the  plant  site 
of  the  Eureka-Carlisle  Division  of  Lit- 
ton Industries  at  Scranton.  Pa.,  to  Dan- 
ville. 111.,  and  Redwood  City.  Calif.;  flag- 
stone, from  points  in  Wyoming.  Susque- 
hanna, and  Bradford  Counties.  Pa.,  to 
New  York.  N.Y..  points  in  Westchester. 
Nassau  and  Suffolk  Counties.  N.Y.,  and 
points  in  New  Jersey;  general  commo- 
dities, with  exceptions  between  Scranton, 
Pa.,  and  points  within  15  miles  of  Scran- 
ton. on  the  one  hand,  and.  on  the  other. 


New  York,  N.Y..  and  points  in  New 
York  within  15  miles  of  New  York.  N.Y.. 
and  points  in  New  Jersey;  iron  and  steel 
tubing,  from  the  plant  site  of  Roth  Steel 
Tube,  at  Cleveland,  Ohio,  to  Wilkes- 
Barre.  Pa.;  plastic  containers  and  mate- 
rials and  supplies  used  in  the  manufac- 
ture of  plastic  containers,  except  com- 
modities in  bulk,  between  points  in 
Columbia,  Luzen:ie,  and  Lackawanna 
Counties,  Pa..  Savage,  Md.,  Westbrook. 
Maine,  and  Gardner,  Mass.,  on  the  one 
hand,  and,  on  the  other,  points  in  Con- 
necticut, Delaware.  Maine,  Mary^land, 
Massachusetts,  New  Hampshire,  New 
Jersey,  New  York,  Pennsylvania.  Rhode 
Island,  Vermont,  Coshocton  and  Cleve- 
land, Ohio,  Marshall,  Starlington,  and 
Winchester,  Va.,  Bridgeport,  Morgan- 
town,  New  Creek,  and  Wheeling,  W.  Va., 
with  restrictions.  LaBar  Enterprises.  Inc. 
holds  no  authority  from  this  Commis- 
sion. However  LaBar  Enterprises.  Inc. 
owns  100%  of  the  common  capital  stock 
of  Lawton  Enterprises.  Inc..  a  non-car- 
rier, which  owns  100%  of  the  commoii 
capital  stock  of  P.  L.  Lawton,  Inc..  which 
operates  under  permits  from  tlie  Inter- 
state Commerce  Commission  as  a  con- 
tract carrier  in  all  the  States  in  the 
United  States  (except  Alaska  and  Ha- 
waii) .  Application  has  not  been  filed  for 
temporary  authority  under  section  210a 
(b». 

No.  MC-P-13220.  Authority  sought  for 
control  and  merger  by  THE  MASON 
AND  DIXON  LINES.  INC.,  Eastman 
Road.  P.O.  Box  969.  Kingsport.  TN 
37662.  of  General  Motor  Lines.  Inc.. 
524  Atando  Avenue.  Charlotte.  N.C. 
28206.  and  for  acquisition  by  E.  Wil- 
liam King.  P.O.  Box  969.  Kmgsport.  TN 
37662.  Joiin  R.  King.  P.O.  Box  969. 
Kingsport,  TN  37662,  and  M.  K.  Nor- 
ris,  1400  Belmeade  Place.  Kingsport,  TN 
37660,  Of  control  of  such  rights  through 
the  transaction.  Applicants'  attorney : 
Kim  D.  Mann,  Suite  1010,  7101  Wisconsin 
Avenue,  Washington,  D.C.  20014.  The  op- 
erating rights  sought  to  be  controlled 
and  merged  are  contained  in  a  certificate 
of  Registration  in  Docket  No.  MC  120766 
(Sub-No.  1)  authorizing  the  transporta- 
tion of  general  commodities,  except  those 
requiring  special  equipment,  over  irregu- 
lar routes,  between  points  and  places 
within  -the  State  of  North  Carolina. 
Vendee  is  authorized  to  operate  as  a  com- 
mon carrier  in  Alabama.  Arkansas,  Con- 
necticut, Delaware,  the  District  of 
Columbia,  Georgia,  Illinois,  Indiana. 
Iowa,  Kansas,  Louisiana,  Maine,  Mary- 
land. Massachusetts,  Michigan.  Missis- 
sippi. Missouri,  Nebraska.  New  Jersey. 
New  York,  North  Carolina.  North  Da- 
kota, Ohio,  Oklahoma.  Pennsylvania. 
Rhode  Island,  South  Carolina.  SouUi 
Dakota.  Tennessee.  Virginia,  -and  West 
Virginia.  Application  has  been  filed  for 
temporary  authority  under  section  210a 
(b) 

Note.— MC  59583  (Sub-No. )  Is  a  di- 
rectly related  matter. 

No.  MC-F-13227.  Authority  sought  for 
purchase  by  HAGERSTOWN  MOTOR 
EXPRESS  CO.,  INC..  Route  6.  Middle- 
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burg  Pike,  Hagerstown.  MD  21740,  of  the 
operating  rights  of  Southern  Maryland 
Transportation  Co.,  Inc.,  4112  Dewmar 
Court,  Kensington,  MD  20795,  and  for 
acquisition  by  Philip  R.  Bailey,  of  Biish- 
wood,  MD  20618,  of  control  of  such 
rights  through  the  purchase.  Applicants' 
attorneys:  Charles  E.  Creager,  1329 
Pennsylvania  Avenue,  Hagerstown,  Md. 
21740  and  TTiomas  M.  Auchincloss.  918 
16th  Street  NW..  Washington,  D.C.  20006. 
Operating  rights  sought  to  be  trans- 
ferred: General  commodities,  with  excep- 
tions as  a  common  carrier  over  regular 
routes  between  Baltimore,  Md.,  and 
Point  Lookout,  Md.,  serving  the  inter- 
mediate and  off-route  points  of  Abell, 
Andrews  Air  Force  Base,  Aquasco,  Av- 
enue, Badea,  BeachviUe.  Benedict,  Bowie, 
Brandywlne.  Brjantown.  Bushwood,  Cal- 
ifornia, Callaway,  Camp  Calvert,  Cedar 
Point,  Chaptlco,  Charlotte  Hall.  Cholton- 
ham,  Clarks  Landing,  Webster  Field, 
Clements,  Coltons  Point,  Compton, 
Groom,  Cross  Roads,  Demeron,  Drayden, 
Buley,  Dynard.  Forest  Hall.  Gallant 
Green,  Cambrills.  Great  Mills.  Hall. 
Helen.  Hermanville.  Lexington  Park,  Pa- 
tuxent  River,  Hollywood.  Hughesville, 
Hurry.  Garboesville,  Kopels  Point,  Leo- 
nardtown.  Laurel  Grove,  Loveville,  Mad- 
dox.  Malcolm,  Marlboro,  Mechanicsville, 
Medley  Neck,  Milestown.  Millersville. 
Mitchellville.  Morganza.  Naylor,  New 
Market.  Oakley.  Oraville,  Palmers.  Park 
Hall.  Patuxent  City.  Pearson  Post  Office, 
Piney  Point,  Porto  Bello,  Potomac  View. 
Ridge,  Rosaryville,  St.  George  Island,  St. 
Inigoes,  Upper  Marlboro.  U.S.  Naval  Air 
Station,  Valley  Lee.  Waldorf,  and  Wynne, 
Md.;  between  Baltimore,  Md.,  and  Rock 
Point.  Md.,  serving  the  intermediate  and 
off-route  points  of  Friendship  Airport, 
Accokeek,  Aliens  Fresh,  Andrews  Air 
Force  Base,  Baden.  Beaver  Heights,  Bel 
Alton,  Blossom  Point,  Bowie,  Brandy- 
wine.  Bradbury  Heights.  Bryans  Road. 
Budds  Creek,  Capitol  Heights,  Camp 
Springs,  Chapel  Oaks,  Chapels  Point, 
Cheltenham,  Chicamuxen,  Clinton,  Cobb 
Island.  Coral  Hills,  Groom.  Deanwood, 
Dentsville.  Doncaster,  District  Heights, 
Duley.  Fairmont  Heights,  Faulkner.  Fen- 
wick.  Forestville,  Fort  Washington.  Gam- 
brills.  Glymont.  Grayton.  Hall.  Hillcrest 
Heights.  Hillside.  Hill  Top.  Indianahead. 
Ironsides.  Issue,  Kentland,  Kent  Village, 
Kenilworth,  La  Plata,  Landover.  Lan- 
ham.  Marbur>-.  Marlboro.  Marlow 
Heights.  Marshall  Hall.  Mason  Springs. 
McConchie.  Millersville.  Mitchellville, 
Morgantown.  Mt.  Victoria,  Nanjemoy, 
Naylor,  Newburg,  Newport. 

Newtoneck.  Oxon  Hill.  Parkland.  Pis- 
cataway.  Pisgah.  Pomfret.  Pomonkey, 
Port  Tobacco,  Popes  Creek,  Ripley,  Rison, 
Ritchie.  Riverside,  Rosaryville.  Seabrook. 
Seat  Pleasant.  Silesia,  Silver  Hill.  Spring 
Kill.  Stump  Hill.  Stump  Neck,  Suitland. 
T.B..  Temple  Hills,  Tompkinsville,  Tux- 
edo, Upper  Marlboro,  "W'aldorf.  Wayside. 
Welcome.  Westwood,  White  Plains,  Wi- 
comico, and  the  Naval  Propellant  Plant, 
Md.;  between  Baltimore.  Md..  and  Solo- 
mons. Md..  serving  the  Intermediate  and 
off-route  points  of  Appeal,  Burstow. 
Boweus,  Bristol,  Britton,  Broome  Island, 


Chesapeake  Beach,  Churchton,  Browns- 
ville, Dares  Beach,  Davldson%'ille.  Deale. 
Dowell.  Drury,  Dunkirk,  East  Port.  Edge- 
water  Beach.  Palrhaven  Beach,  Friend- 
ship, Galesville,  Governors  Run,  Har- 
wood,  Huntington,  Islan  Creek.  Lothfan, 
Lower  Marlboro.  Lusby.  Lyons  Creek. 
Mayo.  Millersville,  Mt.  Harmony.  Mt. 
Zion,  North  Beach,  Owensville,  Owings, 
Paris,  Parole,  Parran,  PEissadena.  Plum 
Point  Beach,  Port  Republic,  Prince  Fred- 
erick, Randle  Cliff  Beach,  Riva.  Sevema 
Park.  Shady  Side.  St.  Leonard.  Sunder- 
land. Wallville.  West  Beach.  South  River, 
and  AdeUna.  Md.;  General  commodities 
with  exceptions  as  a  common  carrier 
over  regular  routes  between  Baltimore, 
Md.,  and  Riverside.  Md.,  serving  all  in- 
termediate points,  between  Riverside. 
Md..  and  La  Plata,  Md..  serving  all  inter- 
mediate points,  between  Baltimore.  Md., 
and  Newburg.  Md..  serving  all  intermedi- 
ate points,  with  restrictions;  General 
commodities,  with  exceptions  as  a  com- 
mon carrier  over  Irregular  routes  be- 
tween the  site  of  the  VS.  Navy  Quick- 
trans  Air  Cargo  System  Station.  Naval 
Air  Station.  Norfolk,  Va.,  on  the  one 
hand,  and,  on  the  other,  the  sites  of  the 
Naval  Weapons  Laboratory,  Dahlgren, 
Va.,  with  restrictions.  Vendee  is  author- 
ized to  operate  &s  a  common  carrier  in 
Connecticut,  Delaware,  District  of  Co- 
lumbia, Marj'land,  Massachusetts,  New 
Jersey,  New  York.  Pennsylvania,  Rhode 
Island,  Virginia,  West  Virginia.  North 
Carolina,  South  Carolina,  Georgia,  and 
Florida.  Application  has  been  filed  for 
temporary  authority  under  section  210a 
(b). 

No.  MC-F-13228.  Authority  sought  for 
purchase  by  GUIGNARD  FREIGHT 
LINES,  INC.,  Highway  21  North.  P.O. 
Box  26067,  Charlotte,  NC  28213,  of  a  por- 
tion of  the  operating  rights  of  Shelton 
Trucking  Service,  Inc.,  Route  1,  Box  230. 
Altha,  Fla.  32421,  and  for  acquisition  by 
Lewis  B.  Guignard,  also  of  Charlotte, 
N.C.  28213.  of  control  of  such  rights 
through  the  purchase.  Applicants'  attor- 
neys: Edward  G.  Villalon.  1032  Pennsyl- 
vania Building.  Pennsylvania  Avenue 
and  13th  Street  NW.,  Washington.  D.C. 
20004.  and  Sol  H.  Proctor,  1100  ^lack- 
stone  Building.  Jacksonville,  FL  32202. 
Operating  rights  sought  to  be  trans- 
ferred: <1)  (a)  Charcoal,  and  <b)  char- 
coal lighter  fluid,  hickory  chips,  fireplace 
logs,  and  i-^rmiculite  in  mixed  loads  with 
charcoal  (except  commodities  in  bulk', 
as  a  common  carrier  over  irregular 
routes  from  the  facihties  of  Kingsford 
Company  at  or  near  Dothan.  Ala.,  to 
points  in  Florida,  Georgia.  Kentucky. 
North  Carolina.  South  Carolina,  Ten- 
nessee, and  Virginia:  and  (2)  <a)  com- 
modities in  il)ib>  above,  and  «bi  ma- 
terials and  supplies  used  in  the  manufac- 
ture and  distribution  of  the  commodi- 
ties in  iD  above  (except  commodities  in 
bulk),  from  points  in  Florida.  Georgia. 
Kentucky.  North  Carolina.  South  Caro- 
lina. Tennessee,  and  Virginia,  to  the  fa- 
cilities of  Kingsford  Company  at  or  near 
Dothan.  Ala.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  Alabama. 
Florida.  Georgia.  Kentucky,  North  Caro- 


lina, South  Carolina,  Tennessee.  Vir- 
ginia, Illinois,  Maryland,  Pennsylvania, 
Ohio,  New  York.  Michigan.  West  Vir- 
ginia, District  of  Columbia.  Indiana.  New 
Jersey,  and  Delaware.  Apphcation  has 
not  been  filed  for  temporary  authority 
under  section  210aib>. 

No.  MC-F-13232.  Authority  sought  for 
purchase  by  JACK  GflAY  TRANSPORT, 
INC..  4600  East  15th  Avenue.  Gary,  IN 
46403.  of  the  operating  rights  and  prop- 
erty of  Jack  McFeely,  dba  McFeely 
Trucking  Company.  1644  East  12th 
Street.  Erie.  PA  16511.  and  for  acquisi- 
tion by  John  S.  Gray.  Jr..  also  of  Gar>-. 
IN  46403.  of  control  of  such  rights 
through  the  purchase.  Applicants'  at- 
torneys: Carl  L.  Steiner.  39  South  La 
Salle  Street.  Chicago,  IL  60603,  and 
Robert  C.  McCullough,  Marine  Bank 
Building.  Erie.  PA  16501.  Operating 
rights  sought  to  be  transferred  Sulphur, 
as  a  contract  carrier  over  regulstr  routes 
from  Pairport  Harbor.  Ohio,  to  Erie,  Pa  . 
serv'ing  no  intermediate  points:  From 
Fairport  Harbor  over  Ohio  Highway  44 
to  Painesville,  Ohio,  and  thence  over  U.S. 
Highway  20  to  Erie,  and  return  over  the 
same  route,  with  no  transportation  for 
compensation  except  as  othen^^ise  au- 
thorized. Coke,  in  bulk,  and  pig  iron,  as  a 
contract  carrier  over  irregular  routes 
from  Erie,  Pa.,  to  points  in  West  Virginia, 
and  points  in  that  part  of  Ohio  on  and 
west  of  U.S.  Highway  23.  with  no  trans- 
portation for  ccKnpensation  on  return  ex- 
cept as  otherwise  authorized;  pig  iron. 
from  Toledo.  Ohio,  to  points  in  those 
parts  of  Pennsylvania  and  New  York 
which  are  on  and  west  of  U.S.  Highway 
11,  with  no  transportation  for  compensa- 
tion on  petum  except  as  otherwise 
authorized;  coke  and  pig  iron,  in  dump 
trucks,  from  Erie,  Pa.,  to  points  in  that 
part  of  Ohio  on  and  east  of  U.S.  Highway 
23,  that  part  of  Pennsylvania  on  and 
west  of  U.S.  Highway  11.  and  that  part  of 
New  York  and  west  of  US  Highway  11, 
with  no  transportation  for  compensation 
on  return  except  as  otherwise  author- 
ized; pig  iron  and  coke,  from  Erie,  Pa.,  to 
points  in  Chenango,  Harkimer,  and 
Onleda  Counties.  NY.,  with  no  transpor- 
tation for  compensation  on  return  except 
as  otherwise  authorized,  with  restric- 
tions: salt,  in  bulk,  in  dump  or  hopper 
trucks  from  Fairport  Harbor,  Ohio,  to 
points  in  Crawford.  Erie.  McKean. 
Mercer.  Potter,  Venango,  and  Warren 
Counties,  Pa.,  with  no  transportation  for 
compensation  on  return  except  as  other- 
wise authorized:  coke,  in  biHk,  in  dump 
vehicles,  from  Fairport  Harbor.  Ohio,  to 
Erie,  Franklin.  Greenville.  Grove  City. 
New  Castle.  Oil  City,  and  Menaca.  Pa.. 
with  no  transportation  for  compensation 
on  return  except  as  otherwise  author- 
ized; coke,  in  bulk,  in  dump  vehicles, 
from  Erie.  Pa.,  to  points  in  Ohio.  West 
Virginia,  points  in  that  part  of  New  York 
on  and  west  of  US,  Highway  11,  and 
points  in  Chenango,  Herkimer,  and 
Oneida  Counties,  NY.,  with  no  transpor- 
tation for  compensation  on  return  except 
as  otherwise  authorized,  wnth  restric- 
tions. Vendee  is  authorized  to  operate  as 
a  common  carrier  in  all  the  States  in  the 
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United  States  (except  Alaska.  Hawaii, 
and  WasMogon  > .  Application  has  been 
filed  for  temporan,-  authority  iinder  sec- 
tlon210a'bi. 

NoTK.— MC  125777  (Sub-No  180)  la  a 
directly  related  matter. 

NOTICE 

Louisville,  New  Albany  &  CoiTdon  Rail- 
road Company.  210  West  Walnut  Street, 
Corydon,  Indiana  47112,  represented  by 
Walter  Saulnian.  Vice  President  and 
General  Manager.  Louisville.  New  Albany 
&  Croydon  Railroad  Company,  210  West 
Walnut  Street.  Cor>-don.  Indiana  47112, 
hereby  give  notice  that  on  the  9th  day 
of  May  1977  it  filed  with  the  Interstate 
Commerce  Commission  at  Washington, 
DC.  an  application  under  Section  1(18> 
of  the  Interstate  Commerce  Act  for  am 
order  approving  and  authorising  the  ex- 
tension of  a  line  of  railroad,  a  distance 
of  approximate^-  2.750  feet,  in  Harrison 
County.  Indiana,  whlcii  application  is  as- 
signed Finance  Docket  No.  28475. 

Applicant  owns  and  operates  a  railroad 
running  from  Corj-don.  Indiana,  to  Cory- 
don Junction.  Indiana,  which  latter  ter- 
minus is  on  the  line  of  the  Southern  Rail- 
way System,  that  the  proposed  extension 
Is  to  run  in  a  westerly  direction  approxi- 
mately 2,750  feet  from  Its  Intersection 
with  tile  existing  Ime  of  the  railroad  at 
a  point  along  the  existing  line  which  is 
approximately  7.500  feet  north  of  the 
corporate  limits  of  the  said  Town  of 
Corydon  and  that  the  present  line  passes 
from  Inside  the  corporate  limits  of  the 
Town  of  Cor>-don  <  Incorporated)  Into  the 
\inlncor;x)rated  village  of  Corjdon  Junc- 
tion. The  purpose  of  the  extension  is  to 
transport  v.ood  composition  for  battery 
separators  in  preparation  for  distribution 
and  that  no  otlicr  mode  of  transportation 
can  serve  the  proposed  facility  in  an  ef- 
ficient manner.  The  extension  will  be 
financed  and  constructed  by  the  appli- 
cant without  need  for  outside  funds  and 
that  the  said  Evans  Products  Co.  is  the 
owner  of  aU  the  stock  of  the  applicant. 

In  the  opinion  of  the  apphcant,  the 
granting  of  the  authority  sought  will  not 
constitute  a  major  Federal  action  sig- 
nificantly affecting  the  quality  of  the 
human  environment  within  the  meaning 
of  the  National  Environmental  Policy  Act 
of  1969.  In  accordance  with  the  Com- 
missions regulations  »49  CFR  1108.12) 
in  Ex  Parte  No.  55  i Sub-No.  4',  Imple- 
mentation— National  Environmental 
Policy  Act.  1969.  352  I.C  C.  451  (1976  >. 
any  protests  may  include  a  statement  in- 
dicating the  presence  or  absence  of  any 
effect  of  the  requested  Commission  action 
on  the  quality  of  the  human  environ- 
ment. If  any  such  effect  Is  allcpcd  to  be 
present,  the  statement  shall  iiidicate  with 
specific  data  the  exact  nature  and  degree 
of  the  anticipated  Impact.  See  Imple- 
mentailon—  National  Environmental 
Policy  Act.  1969   supra,  at  p.  487. 

Purs'oant  to  the  provisions  of  the  In- 
terstate Commerce  Act.  as  amended,  the 
proceeding  wUl  be  handled  without  pub- 
Uc  hearings  unless  comments  In  support 
or  opposition  on  such  application  are 
filed  with  the  Secretary.  Interstate  Com- 


merce Commission.  12th  and  Constitu- 
tion Avenue  NW.,  Washington.  D.C 
20423,  and  the  aforementioned  counsel 
for  applicant,  within  30  days  after  date 
of  first  publication  In  a  newspaper  of 
general  circulation.  Any  Interested  per- 
son Is  entitled  to  recommend  to  the  Com- 
mission that  It  approve,  disapprove,  or 
take  any  other  specified  action  with  re- 
spect to  such  appUcation. 

LoxnsviLLE,  New  Albany  &  Corydon 
Railro.^d  Company 

Finance  Docket  No.  28446  (correction) 
(W.  Guy  McKenzie.  Sr.).  published  In 
the  April  21.  1977.  issue  of  the  Federal 
Register,  on  page  20742.  Prior  notice 
should  read  as  follows;  "W.  Guy  McKen- 
zie, Sr.,  Is  lawfully  in  control  of  M.  R.  & 
R.  Trucking  Company  and  McKenzie 
Tank  Lines,  Inc.  by  reason  of  the  Com- 
mission's order  of  January  2.  1953. 

Operating  Rights  Application  tS)  Di- 
rectly Related  to  Finance  Proceed- 
ings 

notice 

The  following  operating  rights  appli- 
cation's) are  filed  In  connection  with 
pending  finance  applications  under  Sec- 
tion 5(2 1  of  the  Interstate  Commerce 
Act,  or  seek  tacking  and/or  gateway 
elimination  In  connection  with  transfer 
applications  under  Section  212(b)  of 
the  Interstate  Commerce  Act. 

An  original  and  two  copies  of  protests 
to  the  granting  of  the  authorities  must 
be  filed  with  tlie  Commission  within  30 
days  after  the  date  of  this  Federal  Reg- 
ister notice.  Such  protests  shall  comply 
with  Special  Rule  247(d)  of  the  Com- 
mission's General  Rules  of  Practice  (49 
CFR  1100  247)  and  include  a  concise 
statement  of  protestant's  interest  In  the 
proceeding  and  copies  of  its  confiicting 
authorities.  Verified  statements  in  oppo- 
sition should  not  be  tendered  at  this  time. 
A  copy  of  the  protest  shall  be  served  con- 
currently upon  applicant's  representa- 
tive, or  applicant  if  no  representative  is 
named. 

Each  applicant  states  that  there  will 
be  no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application. 

No.  MC  135874  (Sub-No.  83>.  filed 
Apnl  21.  1977.  Apphcant:  LTL  PERISH- 
ABLES, INC.,  550  E.  5th  Street  South, 
Soutli  St.  Paul,  Minn.  55075.  Applicant's 
representative:  Donald  L.  Stem.  530 
Univac  Building.  7100  W.  Center  Road, 
Omaha.  Nebr.  68106.  Authority  sought  to 
opt^rate  as  a  common  carrier  by  motor 
vehicle  tnuisporting:  d)  Frozen  food- 
stuffs, from  the  plantsite  and  storage 
facihties  of  tlie  PLllsbury  Company  at 
Minneapolis.  Minn.,  to  points  in  Arkan- 
sas, Cahfomia,  Colorado,  Idaho,  Iowa, 
Kansas,  Louisiana.  Minnesota,  Missouri, 
Montana,  Nebraska,  Nevada,  North 
Dakota,  Oklahoma,  Oregon.  South  Dako- 
ta, Texas.  Utah.  Washington,  and  Wyom- 
ing. (2)  Materials  and  supplies  used  In 
the  manufacture  of  frozen  foodstuffs 
from  the  destination  states  named  in 
( 1 )  above  to  the  plantsite  and  storage 
facilities  of  the  PUlsbury  Company  at 


Minneapolis.  Minn.  All  service  here- 
under restricted  to  trafQc  originating  at 
and  destined  to  the  named  origins  and 
destinations. 

Note — The  purpose  of  this  application  is 
to  convert  permits  Issued  In  MC  136478,  Sub- 
Noa.  a  ajid  3  to  certlScatee,  and  to  ezpeuid 
the  commodity  description  In  part  (1)  from 
"frozen  pizza"  to  "frozen  foodstuffs."  This 
application  Is  directly  related  to  MC-F-13196. 
LTL  Perishables.  Inc. — Purchase — Benson 
Transport,  Inc,  pubUslied  In  the  Fedeiui. 
Recisteh  Issue  of  May  19,  1977.  CSommon 
control  may  b«  involved.  If  a  hetu-lng  Is 
deemed  necessary,  the  appUcant  requests 
that  It  be  held  at  St.  PaiU,  Minn. 

Abandonment  Applications;  Notice  of 
Findings 

Notice  Is  hereby  given  pursuant  to 
Section  la' 6)  (ai  of  the  Interstate  Com- 
merce Act  that  orders  have  been  en- 
tered In  the  following  abandonment  ap- 
plications which  are  administratively 
final  and  which  found  that  subject  to 
conditions  the  present  and  future  public 
ccMivenience  and  necessity  permit  aban- 
donment. 

A  Certificate  of  .Abandonment  will  be 
Issued  to  the  applicant  carriers  30  days 
after  this  Federal  Register  publication 
unless  the  instructions  set  forth  in  the 
notices  are  followed. 

[Finance  Doclcet  No.  26764] 

Illinois  Central  Gulf  Railroad  Com- 
pany Abandonment  Between  I>wight, 
Livingston  County,  and  Washington, 
Tazewell  County,  III. 

notice  of  findings 

Notice  is  hereby  given  pursuant  to  Sec- 
tion la(6)ta)  of  the  Interstate  Com- 
merce Act  (49  U.S.C.  la'6)(a)  )  that  by 
an  order  entered  on  April  7,  1977,  a  find- 
ing, which  is  adminLstratively  final,  wa.s 
made  by  the  Commission,  Division  3. 
stating  that,  subject  to  the  conditions  for 
the  protection  of  railway  employees  pre- 
scribed by  the  Commission  in  Chicago. 
B.  &  O.  R.  Co.,  Abandonment,  257  I.C.C. 
700,  and  for  pubhc  use  as  set  forth  in 
said  order,  the  present  and  future  public 
convenience  and  necessity  permit  the 
abandonment  by  the  lUinois  Central  Gulf 
Railroad  Company  of  its  branch  hne  of 
railroad  (the  Dwight  Branch)  beginning 
at  milepost  75.424  near  Dwight,  Living- 
ston County,  111.,  and  extending  in  a 
westerly  direction  through  the  Illinois 
Counties  of  Livingston.  LaSalle.  and 
Marshall,  to  milepost  128.31  at  Lacon  in 
southwardly  through  Woodford  County, 
m.,  to  milepost  143.837  in  Washington, 
Tazewell  County.  111.  A  certificate  of 
abandonment  will  be  issued  to  the  Illinois 
Central  Gulf  Railroad  Company  based  on 
the  above-described  finding  of  abandon- 
ment, 30  days  after  publication  of  this 
notice,  unless  within  30  days  from  the 
date  of  publication,  the  Commission  fur- 
ther finds  that: 

(1)  A  financially  responsible  person 
(including  a  government  entity)  has 
offered  financial  assistance  tin  the  form 
of  a  rail  service  continuation  paj-ment) 
to  enable  the  rail  service  involved  to  be 
continued;  and 
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(2)  It  is  likely  that  such  proflered  •»- 

■Istance  would: 

(a I  Cover  the  difference  between  the 
revenues  which  are  attributable  to  rach 
line  of  railroad  and  the  avoidable  cost  of 
providing  rail  freight  service  on  such 
line,  together  with  a  reasonable  return 
on  the  value  of  such  hne.  or 

'  b )  Cover  the  acquisition  cost  of  all  or 
an>'  portion  of  such  line  of  railroad 

If  the  Commission  so  finds,  the  issu- 
ance of  a  certificate  of  abandonment  will 
be  postponed  for  such  reasonable  time. 
not  to  exceed  6  months,  as  is  necessary 
to  enable  such  person  or  entity  to  enter 
Into  a  binding  agreement,  with  the  ear- 
lier seeking  such  abandonment,  to  pro- 
vide such  assistance  or  to  purchase  such 
line  and  to  provide  for  the  continued 
operation  of  rail  services  over  such  line. 
Upon  notification  to  the  Commission  if 
the  execution  of  such  an  assistance  or 
acquisition  and  operating  agreement,  the 
Commission  shall  postpone  the  Issuance 
of  such  a  certificate  for  such  period  of 
time  as  such  an  agreement  (Including 
any  extensions  or  modifications)  Is  In 
effect.  Information  and  procedures  re- 
garding the  financial  assistance  for  con- 
tinued rail  service  or  the  acquisition  of 
the  Involved  rail  Une  are  contained  In 
the  Notice  of  the  Commission  entitled 
"Procedures  for  Pendi!:ig  Rail  Abandon- 
ment Cases"  published  in  the  Federal 
Register  on  March  31.  1976,  at  41  FR 
13691.  All  Interested  persons  are  advised 
to  follow  the  instructions  contained 
therein  as  weU  as  the  instructions  con- 
tained In  the  above- referenced  order. 

Motor  Carrier  Alternate  Route 
Deviations 

NOTICE 

The  following  letter-notices  to  operate 
over  deviation  routes  for  operating  con- 
venience c«ily  have  been  filed  with  the 
Commission  under  the  Deviation  Rules — 
Motor  Carrier  of  Property  »49  CFR 
1042.4. C  (11)  ). 

Protests  against  tlie  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Commission  in  the 
manner  and  form  provided  In  such  rules 
at  any  time,  but  wiU  not  operate  to  stay 
commencement  of  the  proposed  opera- 
tions unless  filed  within  30  days  from  the 
date  of  this  Federal  Register  notice. 

Each  appUcant  states  that  there  wDl 
be  no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  request. 

Motor  Carriers  of  Property 

No.  MC  11220  (Deviation  No.  31 ». 
GORDONS  TR.AJS-SPORTS.  INC.,  185  W. 
Mcl^emore  Ave..  Memphis,  Tenn.  38101. 
filed  May  16,  1977.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  with 
certain  exceptions,  over  a  deviation 
route  as  follows:  From  Chattanooga. 
Tenn.  over  Interstate  Highway  75  to 
Cincinnati,  Ohio,  and  return  over  the 
yame  route  for  operating  convenience 
only.  The  notice  Indicates  that  the  car- 
rier is  presently  authorized  to  transport 


ttie  same  commodities  over  a  pertinent 
service  route  as  follows:  Prom  Chatta- 
nooga, Tenn.,  over  Interstate  Highway 
34  to  JuncUon  U£.  Highway  72,  thence 
over  U.S.  Highway  72  to  Junction  Alter- 
nate U.S.  Highway  72  at  Huntsville.  Ala., 
thence  over  Alternate  U.S.  Highway  72  to 
junction  Interstate  Highway  65,  thence 
over  Interstate  Highway  65  to  Louisville. 
Ky.,  thence  over  U.S.  Highway  3 IE  to 
Sellereburg,  Ind.,  thence  over  U.S.  High- 
way 31  to  Scottsburg.  Ind..  thence  over 
Indiana  Highway  56  to  Aurora.  Ind., 
thence  over  U£.  Highway  50  to  Cincin- 
nati. Ohio,  and  return  over  tlie  same 
route. 

No.  MC  75320  iDcviation  N'^  65', 
CAMPBELL  SIXTY-SIX  EXPRESS. 
INC.,  P.O.  Box  «07,  Sprinpfleld,  Mo. 
65801,  filed  May  17,  1977.  Carrier  projxjses 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  of  general  commodities,  vvith  cer- 
tain exceptions,  over  a  deviation  route 
as  follows:  From  Houston.  Tex.,  over  In- 
terstate Highway  10  to  Lake  Charles.  La., 
thence  over  U.S.  Highway  171  to  Shreve- 
port.  La.,  tlience  over  U.S.  Highway  71  to 
Texaikana.  Ark  ,  and  return  over  the 
same  route  for  operating  convenience 
only.  The  notice  mdicates  that  the  car- 
rier is  presently  authorized  to  transport 
the  same  commodities  over  a  pcrtient 
service  route  as  follows:  From  Houston. 
Tex.,  over  U.S.  Highway  75  to  Durant. 
Okla..  thence  over  U.S.  Highway  70  to 
junction  U.S.  Highway  271.  thence  over 
U  S.  Highway  271  to  junction  U.S.  High- 
way 82.  thence  over  US.  Highway  82  to 
Texarkana.  Ark.,  and  return  over  the 
same  route. 

Motor  Carrier  Alternate  Route 
Deviations 

notice 

Tlie  followlTig  letter-notices  to  operate 
over  deviation  routes  for  operating  con- 
venience only  have  been  filed  with  the 
CommLssion  under  the  Deviation  Rules — 
Motor  Canier  of  Passengers  (49  CFR 
1042.2(c)  (9)). 

Protests  agahut  the  use  of  anj-  pro- 
posed deviation  route  herein  described 
m,ay  be  led  witli  the  Commission  in  tlie 
manner  and  form  provided  in  such  rules 
at  any  time,  but  wiU  not  operate  to  stay 
commencement  of  the  proposed  opera- 
tions unless  led  within  30  days  from  the 
date  of  this  Federal  Register  notice. 

Each  applicant  states  that  there  will 
be  no  significant  effect  on  the  quahty  of 
the  human  environment  resulting  from 
approval  of  its  request. 

Motor   Carriers  of  Passengers 

No.  MC  55312  (Deviation  No.  9).  CON- 
TINENTAL TENNESSEE  LINES.  INC.. 
230  Spring  St.,  N.W..  AUanta.  Ga.  30343. 
filed  May  19,  1977.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  passengers  and  their  baggage, 
and  eipre'^s  and  newspapers  In  the  same 
vehicle  with  passengers,  over  a  deviation 
route  as  follows:  From  NashvUle,  Tenn.. 
over  Interstate  Highway  24  to  Murfrees- 
boro.  Term  .  and  return  over  the  same 


route  for  operating  convenience  only. 
The  notice  Indicates  that  the  carrier  Is 
presently  authorized  to  transport  pas- 
sengers and  the  same  property  over  a 
pen;nc:.r  service  route  as  follows:  From 
NaslivUle.  Tenn..  over  combined  U.S. 
Highways  41  and  70S  t.o  Murfreesboro. 
Tenn.,  and  return  over  the  same  route. 

No  Mr  59238  (Deviation  No.  8\  VIR- 
GINIA STAGE  UNES.  INC..  1200  Eye 
St..  N.W..  Washington.  D.C.  20005.  filed 
May  12.  1977.  Carrier  proposes  to  oper- 
ate £is  a  common  carrier,  by  motor  ve- 
hicle, of  passengers  and  tJicir  haggfigc. 
and  t'xprc5'!  and  newspapers  in  the  same 
vehicle  with  passengers,  over  a  deviation 
route  as  follows:  From  junction  Inter- 
state Highway  95  and  'Virginia  Highway 
3  over  Interstate  Highway  95  to  junction 
■Virginia  Highway  2  at  Exit  17,  and  re- 
turn over  the  same  route  for  operating 
convenience  only.  The  notice  6jdicates 
that  the  carrier  is  presently  authorized 
to  transport  pa.Nsengers  and  the  same 
property,  over  a  pertinent  service  route 
as  follows:  Prom  junction  Virginia 
Highway  3  and  Interstate  Highway  95 
over  Virginia  Highway  3  to  junction  Vir- 
ginia Highway  2.  tlience  over  Virginia 
Highway  2  to  junction  Interstate  High- 
way 95  and  return  over  the  same  route. 

No  MC  61599  (Deviation  No.  12). 
CONTINENTAL  SOUTHEASTERN 

LINES,  INC..  230  Spring  St.  N.W.,  P.O. 
Box  56669.  Atlanta.  Ga.  30343.  filed  May 
12,  1977.  Carrier  proposes  to  operate  as 
a  common  carrier,  by  motor  vehicle,  of 
passengers  and  their  baggage,  and  ftX- 
press,  and  newspapers  in  the  same  ve- 
hicle with  passengers  over  a  deviation 
route  as  folows:  From  Marion.  S.C.  over 
South  Carolina  Highway  41A  to  Fork, 
S.C  thence  over  South  Carolina  High- 
way 41  to  Lake  View.  S.C.  and  return 
over  the  same  route  for  operating  con- 
vemence  only.  The  notice  Indicates  that 
the  carrier  Is  presently  authorized  to 
transport  passengers  and  the  same  prop- 
erty over  a  pcrtment  service  route  as 
follows:  From  Marion.  S.C,  over  U.S. 
Highway  76  to  Nichols.  S.C,  thence  over 
South  Carolma  Highway  9  to  Lake 
View.  SC  .  and  return  over  the  same 
route. 

No  MC  61599  'Deviation  No.  13). 
CONTINENTAL  SO  LTTHE  ASTERN 

LINES.  INC.  200  Spring  St  .  N.W..  At- 
lanta. Ga  30343.  filed  May  19.  1977.  Car- 
rier proposes  to  operate  as  a  coTTiTnon 
carrier  by  motor  vehicle,  of  passengers 
and  their  baggage,  and  express  and 
neicspapers  in  the  same  vehicle  with  pas- 
sengers, over  a  deviation  route  as  fol- 
lows: From  Wallace.  S.C.  over  Soufi 
Carolina  Highway  177  to  the  South 
Carolma-North  Carolina  State  line, 
thence  over  Nortli  Carolina  Highway 
177  to  Hamlet.  N  C.  and  return  over  the 
same  route  for  operating  convenience 
only.  The  notice  indicates  that  tlie  car- 
rier is  presently  authorized  to  transport 
passen.?ers  and  the  same  property  over 
a  pertinent  service  route  as  follows: 
From  Wallace.  S.C.  over  U.S.  Highway 
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1  to  junction  US.  Highway  74,  thence 
over  U.S.  Highway  74  to  Hamlet,  N.C^ 
and  return  over  the  .-ame  route. 

By  the  Commission. 

Robert  L.  Oswald, 

SecTetary. 

[FR  Doc.77-15645  Filed  6-2-77;8:45  am] 


I  Not  ice  404  1 
ASSIGNMENT  OF   HEARINGS 

M.\Y  31.  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument 
appear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  include 
rases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  In  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  he-aniigs  as  promptly  as  passible,  but 
Lntere.-^ted  parties  should  Uxke  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
iiearings  in  which  they  are  interested. 

AB  19  Sub  20,  Washington  County  Railroad 
Company  &  Baltimore  and  Ohio  Railroad 
Company  Abandonment  Portion  Hagers- 
town  Branch  Between  Weverton  and 
Hagerstow-n,  Also  Portion  of  the  Antletam 
Branch  Near  Security,  all  In  Washington 
County.  Maryland  and  FD  28348.  Western 
Maryland  Railway  Company — Lease  and 
Operate — Washington  County  Railroad 
Company,  Subsidiary  of  Baltimore  and 
Ohio  Railroad  Company  in  Washington 
County,  Maryland  now  being  assigned 
September  12,  1977  (1  week)  at  Hagers- 
town.  Maryland  In  a  hearing  room  to  be 
Later  designated. 

MC  113287  Sub  342,  Central  i-  Southern 
Truck  Lines,  Inc.  now  being  assigned 
July  28.  1977  (2  days)  at  Chlcat'o.  lUlnois 
in  a  hearing  room   to  be  later  designated 

MC  4405  Sub  535.  Dealers  Transit.  Inc.  now 
being  assigned  July  26,  1977  (2  days)  at 
Chicago.  Illinois  in  a  hearlnt;  room  to  be 
later  def-ignated 

MC  95876  Sub  194,  Anderson  Trucking  Serv- 
ice. Inc  now  being  as.slgned  July  25.  1977 
(1  day  I  at  Chicago,  Illinois  In  a  hearing 
room  to  be  later  designated. 

MC  48909  Sub  5,  Seymour  Tran.sfer  Lines. 
Inc.  now  being  assigned  July  19,  1977  (4 
days)  at  Madison,  Wisconsin  In  a  hearing 
room  to  be  later  designated 

MC  115162  (Sub-No.  341),  Poole  Truck  Line, 
Inc  ,  now  assigned  June  8,  1977.  at  Wash- 
ington. D  C.  Is  canceled  and  trii:,sfered  to 
Modified   Procedure 

MC  730  Sub  373,  Pacific  Intermountaln  E.\- 
press.  Inc.  now  being  assigned  Septem- 
ber 26.  1977  (3  weeks  I  at  Des  Moines,  Iowa 
In  a  hearing  room  to  be  la'er  designated. 

ROBFRT    L     OSV\ALD, 

Secretary. 
[FR  Doc  77-15814  Filed  6-2-77  8  45  am] 


carriers  named  or  described  in  the  ap- 
plication to  maintain  higher  rates  and 
charges  at  Intermediate  points  Uian 
those  sought  to  be  established  at  more 
distant  polnts- 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  '49  CFR  1100.40)  and  filed  on 
or  before  June  20,  1977. 

FSA  No.  43366 — Anhydrous  Ammonia 
from  Farmland,  Louisiana.  Filed  by 
Southwestern  Freight  Bureau,  Agent, 
I  No.  B-674>,  for  interested  rail  car- 
riers. Rates  on  anhydrous  ammonia,  in 
tank-car  loads,  as  described  in  the  ap- 
plication, from  Farmland,  Louisiana,  to 
points  in  southwestern  and  western 
trunk-line  territories. 

Grounds  for  relief — Market  competi- 
tion and  rate  relationship. 

Tariff — Supplement  85  to  Southwest- 
ern Freight  Bureau,  Agent,  tariff  273-G, 
ICC.  No.  5188. 

Rates  are  published  to  become  effec- 
tive on  July  1,  1977. 

FSA  No.  43367 — Rice  and  Rice  Prod- 
ucts from  Crawfordsville,  Arizona.  Filed 
by  Southwestern  Freight  Bureau,  Agent, 
(No.  B-675',  for  interested  raU  carriers. 
Rates  on  rice  and  rice  products,  in  car- 
loads, as  described  in  the  application, 
from  Crawfordsville,  Arizona,  to  points 
in  central-eastern  and  western  trunk- 
line  territories. 

Grounds  for  relief — Market  competi- 
tion. 

Tariff — Supplement  74  to  Southwest- 
ern Freight  Bureau.  Agent,  tariff  326-C, 
ICC.  No.  5155. 

Rates  are  published  to  become  effec- 
tive on  Julys,  1977. 

By  the  Commission. 

Robert  L.  Oswald, 
Secretary. 

|FR  Doc.77-15810  Filed  6-2-77;8:45  am] 


FOURTH   SECTION  APPLICATIONS  FOR 
RELIEF 

May  31,  1977. 
An  application,  as  summarized  below, 
haa  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 


[Finance  Docket  No.  28412] 

WINNEBAGO  FARMERS  ELEVATOR  CO. 
V.  CHICAGO  AND  NORTHWESTERN 
TRANSPORTATION  CO. 

AGENCY.  Interstate  Commerce  Com- 
mission. 

ACTION:  Order. 

SUMMARY :  The  Commission  announces 
that  it  will  reserve  Its  decision  on  the 
defendants  request  to  dismiss  this  com- 
plaint for  lack  of  jurisdiction,  and  that 
m  reaching  its  decision  it  will  review  the 
correctness  of  prior  Commission  deci- 
sions respecting  Its  jurisdiction  to  en- 
force the  common  carrier  obligations  of 
railroads  under  section  1(4)  of  the  In- 
terstate Commerce  Act.  49  U.S.C.  1(4). 

DATE;  Persons  wishing  to  intervene  In 

tins  proceeding  should  notify  the  Com- 
mission on  or  before  June  20,  1977. 

ADDRESS:  Requests  for  leave  to  inter- 
vene should  be  addressed  to  the  Secre- 
tary, Interstate  Commerce  Commission, 
Washington,  DC   20423. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Philip  Israel,  Deputy  Director,  Section 
of  Finance,  Office  of  Proceedings, 
Interstate  Commerce  Commission, 
Washington.  DC,  20423  (202-275- 
7245). 

SUPPLEMENTARY  INFORMATION : 
See  the  Commisson's  order,  which  fol- 
lows. 

At  a  General  Session  of  the  Interstate 
Commerce  Commisson,  held  at  its  office 
in  Washington,  DC,  on  the  26th  day  of 
May,  1977. 

finance  docket  no.  28412 

Winnebago  Farmers  Elevator  Company 

V.  Chicago  and  Northwestern 

Transportation  Company 

On  February  11,  1977,  complainant, 
the  Winnebago  Farmers  Elevator  Com- 
pany filed  a  complaint  alleging,  among 
other  things,  that  the  defendant,  Chicago 
and  Northwestern  Transportation  Com- 
pany, has  failed  to  provide  and  furnish 
transportation  upon  reasonable  request 
therefor,  in  violation  of  section  1(4)  of 
the  Interstate  Com.merce  Act  (the  Act), 
49  U.S.C.  1(4).  Defendant  in  its  answer. 
filed  March  21,  1977,  answers  the  allega- 
tions of  the  complaint  generally  and 
raises  certain  affirmative  defenses.  In 
response  to  the  alleged  violation  of  sec- 
tion li4)  of  the  Act,  defendant  argues 
that  the  Commission  is  without  juris- 
diction to  grant  the  relief  requested, 
citing  Durante  Co..  Inc.  v,  Erie  Lacka- 
wanna Ry.  Co..  339  ICC.  312  (1971i, 
and  Nebra.'^ka  Pub.  Serv.  Comin.  v.  Chi- 
cago &  N.W.  Transp.  Co..  348  ICC.  27 
(1974),  and  asks  that  the  complaint  be 
dismissed. 

The  Durante  desision,  cited  by  de- 
fendant, rehed  upon  the  earlier  decision 
of  this  Commission  in  Adequacies — 
Passenger  Service — Southern  Pac.  Co., 
335I.C,C.  415  (1969).  In  both  these  cases, 
we  found  that  we  were  without  jurisdic- 
tion to  enforce  compliance  wtih  the  pro- 
visions of  section  1'4),  and  that  per- 
formance of  the  duties  imposed  upon 
carriers  subject  t<j  Part  I  of  the  Act  by 
that  section  can  only  be  enforced  by 
the  Federal  courts.  We  are  now  of  the 
opinion  that  the  correctness  of  these 
decisions  should  be  reviewed. 

The  defendants  request  that  this  com- 
plaint be  dismissed  for  lack  of  jurisdic- 
tion will,  therefore,  be  reserved  for  dispo- 
sition at  the  same  time  as  the  complaint 
is  determined  on  its  merits.  Should  the 
parties  choose  to  introduce  evidence  in 
support  of  or  in  opposition  to  complain- 
ant's allegation  that  a  violation  of  section 
1(4)  has  taken  place,  that  evidence  will 
be  received,  and  they  are  invited  to  sub- 
mit arguments  concerning  the  Commis- 
sion's power  to  enforce  the  defendant's 
obligations  Imposed  by  section  1C4).  In 
making  our  determination  of  this  matter, 
we  will  consider  whether  the  Adequacies 
and  Durante  cases,  cited  above,  and  other 
cases  of  similar  import,  should  be  over- 
ruled. 

In  order  that  interested  persons  may 
hare  an  opportunity  to  introduce  argu- 
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ment  on  the  jurisdictional  issue,  inter- 
vention wUl  be  allowed  for  this  purpose, 
and  notice  of  the  issues  involved  to  this 
proceeding  \^-ill  be  given  through  the 
publication  of  this  order  in  the  Federal 
Register.  Those  wishing  to  intervene 
should  notify  the  Secretary.  Interstate 
Commerce  Commission,  Washington, 
D.C.  20423,  by  June  20,  1977, 

A  procedural  order  setting  this  matter 
for  handling  under  the  modified  proce- 
dure and  fi.xing  dates  for  the  submission 
of  evidence  and  argument,  will  be  issued 
subsequently. 

It  is  ordered.  That  decision  on  the  re- 
quest of  the  defendant  that  the  com- 
plaint be  dismissed  for  lack  of  jurisdic- 
tion be  deferred  for  disposition  at  the 
same  time  as  the  complaint  Is  determined 
on  Its  merits. 

By   the   Commission,'    Commissioners 
Murphy    and    Hardin    dissenting    ancj* 
Commissioner  Gresham  not  participat- 
ing. 

Robert  L,  Oswald, 
Secretary 

[FR  Doc  77-15819  PUed  6-2  77;8  45aml 


Issued  &t  Washington    D.C,  May  2a. 
1977. 

IKTZBSTATK    COKlCXaCS 

Commission. 
Joel  E.  Bums, 

Agent. 

[FR  Doc.77-15816  Piled  6-2-77:8  45  wm] 


[Rule  19:   Ex  Parte  No.  241;   Exemption  No. 
63,  Amendment  No.  15] 

BESSEMER  &  LAKE  ERIE  RAILROAD  CO. 
AND  CONSOLIDATED  RAIL  CORP. 

Exemption   Under  Mandatory  Car  Service 
Rules 

May  31,  1977. 

Upon  further  consideration  of  Exemp- 
tion No.  63  issued  February  12,  1974. 

It  is  ordered.  That,  under  the  author- 
ity vested  in  me  by  Car  Service  Rule  19, 
Exemption  No.  63  to  the  Mandatory  Car 
Service  Rules  ordered  in  Ex  Parte  No. 
241  be,  and  It  is  hereby,  amended  to  ex- 
pire August  31,  1977. 

This  amendment  shall  become  effec- 
tive May  31,  1977. 


'  Oommlssloner   Murphy's   dissent   filed   as 
part  of  original. 


[Rule  19,  Ex  Parte  No   241;  Revised 

ExenipUon  No    139] 

BURLINGTON   NORTHERN,    INC.,    ET   AL 

Exemption   Under  Mandatory  Car  Service 

Rules 

May  31,  1977. 

It  appearing.  That  the  railroads  named 
herein  own  numerous  40-ft.  narrow -door, 
plain  boxcars;  that  under  present  condi- 
tions, there  is  virtually  no  demand  for 
these  cars  on  the  lines  of  the  car  owners; 
that  return  of  these  cars  to  tlie  car  own- 
ers would  result  in  thefcr  being  stored  Idle 
on  these  lines ;  that  such  cars  can  be  used 
by  other  carriers  for  transporting  traSc 
offered  for  shipments  to  points  remote 
from  the  car  owners:  and  that  com- 
phanoje  with  Car  Service  Rules  1  and  2 
prevents  such  use  of  plain  boxcars  owned 
by  the  railroads  listed  herein,  resulting 
in  urjiecessary  loss  of  utilization  of  such 
cars. 

It  Is  ordered.  That,  pursuant  to  the 
autliorlty  vef-ted  in  me  by  Cs.t  Service 
Rule  19,  plain  boxcars  described  In  the 
Official  Railway  Equipment  Roister, 
ICC.-R.E.R.  No  403,  Issued  by  W.  J. 
Trezisc,  or  successive  Issues  thereof,  as 
having  mechanical  designation  "XM", 
with  inside  length  44-ft.  6  In.  or  less, 
equipped  with  doors  less  than  9  ft,  wide : 
and  bearing  reporting  marks  assigned  to 
tiie  railroads  named  below,  shall  be  ex- 
empt from  the  provisions  of  Car  Senice 
Rules  1(a),  2(a),  and  2-<b). 

Br'EIJNGTCN    NOBTHERN    InC 

Reporting  Majks     BN  CBQ-ON-NP-SPS 


'Chicago,  MixWArKiF,  St.  Pacl  am>  FAriFic 

Raojioaxj  Co. 

BeportJng  Marlis :  MILW 

»  Soo  Van  Raii-ROad  Co. 
E^pc-tm^  Markis:  SOO 

&-.U".  BEEN   RaE-WAT    CO. 

K<»po.-tlng  Marks:  CO-N&-SA-SOO 

Effective  11:59  pjn.,  May  31,  1977,  and 
continuing  In  effect  until  further  order 
of  tills  CommisslOTi. 

Lssued  at  Washington,  D.C.  May  26, 
1977. 

intkbstate  commekcx 

Commission. 
Joel  E  Bi'hns 

Agent. 

(FR  Doc  77-15«l7  PUed  6-2-77:8:45  ami 


(R\Ue   19     Ex  Parte  No.  241;   Exemption  No. 
93,  Amendment  No.  II) 

GRAND  TRUNK  WESTERN  RAILROAD  CO. 
AND   CONSOLIDATED   RAIL   CORP. 

Exemption    Under   Mandatory   Car   Service 
Rules 

May  31.  1977. 

Upon  further  consideratlctti  of  Exemp- 
tion No  93  LssutHi  January  15,  1975. 

It  is  ordered,  That,  under  the  authority 
vested  in  me  by  Car  Ser\-ice  Rule  19.  Ex- 
emption No  93  to  the  Mandatory  Car 
Service  Rules  ordered  ii:  Ex  Parte  No. 
241,  be,  and  It  is  hereby  amended  to  ex- 
pire .\ugp^t  31,  1977. 

Tills  amendment  siiall  become  effec- 
tive May  31.  1977. 

Lssued  at  Washington,  DC  ,  May  23, 
1977. 

LffTERSTATE  COMMEPCI 

Commission, 
JoKL  E.  BimiTS, 
Affeni. 

(PR  Doc.  77-168i6  P.led  C  2-77,8  45  am; 
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1  to  junction  US.  Ili^ihway  74,  thence 
over  US.  Highway  74  to  Hamlet,  N.C, 
and  return  over  the  same  route. 

By  the  Commission. 

Robert  L.  Oswald, 

Secretary. 

[FR  Doc.77-15645  Filed  6-2-77;8:45  am] 


I  N'j!  ire  4'" '4  ' 

ASSIGNMENT  OF   HEARINGS 

M.AV  :n,  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument 
appear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  include 
rases  prenously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
iiuere.-ted  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
liearings  In  which  they  are  interested. 

AB  19  Sub  20,  Washington  County  Railroad 
Company  &  Baltimore  and  Ohio  Railroad 
Company  Abandonment  Portion  Hagers- 
town  Branch  Between  Weverton  and 
Hagerstown,  Also  Portion  of  the  Antletam 
Branch  Near  Security,  all  In  Washington 
County.  Maryland  and  FD  28348,  Western 
Maryland  Railway  Company — Lease  and 
Operate— Washington  County  Railroad 
Company.  Subsidiary  of  Baltimore  and 
Ohio  Railroad  Company  in  WashLngtur. 
County.  Maryland  now  being  assigned 
September  12,  1977  (1  week)  at  Hagers- 
town, Maryland  In  a  hearing  room  to  be 
Later  designated. 

MC  113267  Sub  342.  Central  &  Southern 
Truck  Lines,  Inc.  now  being  a-sslgned 
July  28,  1977  (2  days)  at  Chicago.  Illinois 
in  a  hearing  room  to  be  later  designated 

MC  4405  Sub  536,  Dealers  Transit,  Inc.  now 
being  assigned  July  26,  1977  (2  days)  at 
Chicago,  Illinois  In  a  hearing  room  to  be 
later  designated. 

MC  95876  Sub  194.  Anderson  Trucking  Serv- 
ice. Inc  now  being  assigned  July  25.  1977 
(1  day  I  at  Chicago,  Illinois  in  a  hearing 
room  to  be  later  designated. 

MC  48909  Sub  5.  Seymour  Transfer  Lines. 
Inc.  now  being  assigned  July  19,  1977  (4 
days)  at  Madison,  Wisconsin  in  a  hearing 
room  to  be  later  designated. 

MC  115162  (Sub-No.  341),  Poole  Truck  Line. 
Inc..  now  assigned  June  8.  1977,  at  Wa.'sh- 
Ington,  DC.  la  canceled  and  traiisfered  to 
Modified  Procedure 

MC  730  S'.ib  373,  Pacific  Intermountain  E.x- 
press.  Inc.  now  being  assigned  Septem- 
ber 26.  1977  (2  weeks)  at  Des  Moines,  Iowa 
in  a  hearing  room  to  be  later  designated. 

Robert  L.  Oswald. 

Secretary. 

(FRDoc.77-15814  Filed  6-2-77  8  45  ami 


carriers  named  or  described  In  the  ap- 
plication to  maintain  higher  rat-es  and 
charges  at  Intermediate  polna  than 
those  sought  to  be  established  at  more 
distant  points;. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  '49  CFR  1 100.40*  and  filed  on 
or  before  June  20.  1977. 

FSA  No  43366 — Anhydrous  Ammonia 
f-^om  Farmland,  Louisiana.  Filed  by 
Southwestern  Freight  Bureau,  Agent, 
I  No.  B-674 1 .  for  interested  rail  car- 
riers. Rates  on  anhydrous  ammonia,  in 
tank-car  loads,  as  described  in  the  ap- 
plication, from  Farmland,  Louisiana,  to 
points  in  southwestern  and  western 
trunk-hne  territories. 

Grounds  for  relief — Market  competi- 
tion and  rate  relationship. 

Tariff — Supplement  85  to  Southwest- 
ern Freight  Bureau.  Agent,  tariff  273-G, 
ICC.  No.  5188. 

Rates  are  published  to  become  effec- 
tive on  July  1,  1977. 

FSA  No.  43367 — Rice  and  Rice  Prod- 
ucts from  Craicfordsville.  Arizona.  Piled 
by  Southwestern  Freight  Bureau,  Agent, 
I  No.  B-675> ,  for  interested  rail  carriers. 
Rates  on  rice  and  rice  products,  in  car- 
loads, as  described  in  the  application. 
from  CrawfordsvUle.  Arizona,  to  points 
in  central-eastern  and  western  trunk- 
line  territories. 

Ground-;  for  relief — Market  competi- 
tion. 

Tariff — Supplement  74  to  Southwest- 
ern Freight  Bureau,  Agent,  tariff  326-C, 
ICC.  No.  5155. 

Rates  are  published  to  become  effec- 
tive on  July  5.  1977. 

By  the  Commission. 

Robert  L.  Oswald, 
Secretary. 

|FR  Doc.77-15815Flled  6-2-77; 8: 45  am] 


FOURTH    SECTION   APPLICATIONS   FOR 
RELIEF 

May  31.  1977. 
An  application,  as  summarized  below, 
haa  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 


[Finance  Docket  No.  28412) 

WINNEBAGO  FARMERS  ELEVATOR  CO. 
V.  CHICAGO  AND  NORTHWESTERN 
TRANSPORTATION   CO. 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION:  Order. 

SUMMARY :  The  Commission  announces 
that  it  will  reserve  its  decision  on  the 
defendant's  request  to  dismiss  this  com- 
!)la!nt  for  lack,  of  jurisdiction,  and  that 
m  reaching  its  decision  it  will  review  the 
correctness  of  prior  Commission  deci- 
sions respecting  its  jurisdiction  to  en- 
force the  common  carrier  obligations  of 
railroads  under  section  1(4)  of  the  In- 
terstate Commerce  Act,  49  U.S.C.  1(4). 

DATE:  Persons  wishing  to  Intervene  In 
this  proceeding  should  notify  the  Com- 
mission on  or  before  June  20,  1977. 

ADDRESS:  Requests  for  leave  to  inter- 
vene should  be  addressed  to  the  Secre- 
tary, Interstate  Commerce  Commission, 
Washington,  D.C.  20423. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Philip  Israel,  Deputy  Director,  Section 
of  Finance,  Office  of  Proceedings, 
Interstate  Commerce  Commission, 
Washington,  DC.  20423  (202-275- 
7245). 

SUPPLEMENTARY  INFORMATION: 
See  the  Commisson's  order,  which  fol- 
lows. 

At  a  General  Session  of  the  Interstate 
Commerce  Commisson,  held  at  its  office 
in  Washington,  DC.  on  the  26th  day  of 
May,  1977. 

finance  docket  no.  284  12 

Winnebago  Farmers  Elevator  Comp.\ny 

V.  Chicago  and  Northwestern 

Transportation  Company 

On  February  11,  1977,  complainant, 
the  Winnebago  Farmers  Elevator  Com- 
pany fried  a  complaint  alleging,  among 
other  things,  that  the  defendant,  Chicago 
and  Northwestern  Transportation  Com- 
pany, has  failed  to  provide  and  furnish 
transportation  upon  reasonable  request 
therefor,  in  violation  of  section  1(4)  of 
the  Interstate  Commerce  Act  (the  Act), 
49  U.S.C.  l(4i.  Defendant  in  its  answer, 
filed  March  21,  1977,  answers  the  allega- 
tions of  the  complaint  generally  and 
raises  certain  affirmative  defenses.  In 
response  to  tiie  alleged  violation  of  sec- 
tion 1(4)  of  the  Act,  defendant  argues 
that  the  Commission  is  without  juris- 
diction to  grant  the  relief  requested. 
citing  Durante  Co..  Inc.  v.  Erie  Lacka- 
wanna Ry.  Co..  339  I.C.C.  312  (1971', 
and  Nebraska  Pub.  Serv.  Comm.  v.  Chi- 
cago &  N.W.  Transp.  Co.,  348  ICC.  27 
(1974),  and  asks  that  the  complaint  be 
dismissed. 

The  Durante  desision,  cited  by  de- 
fendant, relied  upon  the  earlier  decision 
of  this  Commission  in  Adequacies — 
Passenger  Service — Southern  Pac.  Co, 
335  I.C.C.  415  '  1969 ) .  In  both  these  ca^^es. 
we  found  that  we  were  without  jurisdic- 
tion to  enforce  compliance  wtih  the  pro- 
visions of  section  1(4).  and  that  per- 
formance of  the  duties  imposed  upon 
carriers  subject  to  Part  I  of  the  Act  by 
that  section  can  only  be  enforced  by 
the  Federal  courts.  We  are  now  of  the 
opinion  that  the  correctness  of  these 
decisions  should  be  reviewed. 

The  defendant's  request  that  this  com- 
plaint be  dismissed  for  lack  of  jurisdic- 
tion will,  therefore,  be  reserved  for  dispo- 
sition at  the  same  time  as  the  complaint 
Is  determined  on  its  merits.  Should  the 
parties  choa«e  to  introduce  evidence  in 
support  of  or  in  opposition  to  complain- 
ant's allegation  that  a  violation  of  section 
1(4)  has  taken  place,  that  evidence  will 
be  received,  and  they  are  invited  to  sub- 
mit arguments  concerning  the  Commis- 
sion's power  to  enforce  the  defendant's 
obligations  Imposed  by  section  1(4).  In 
making  our  determination  of  this  matter, 
we  will  consider  whether  the  Adequacies 
and  Durante  cases,  cited  above,  and  other 
cases  of  similar  import,  should  be  over- 
ruled. 

In  order  that  interested  persons  may 
have  an  opportunity  to  introduce  argu- 
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ment  on  the  Jurisdictional  Issue,  inter- 
vention will  be  Eillowed  for  this  purpose, 
and  notice  of  the  issues  involved  In  this 
proceeding  will  be  given  through  the 
publication  of  this  order  in  the  Federal 
Register.  Those  wishing  to  Intervene 
should  notify  tlae  Secretarv-.  Interstate 
Conunerce  Commission.  Washington, 
D.C.  20423,  by  June  20.  1977. 

A  procedural  order  setting  this  matt«r 
for  handling  under  the  modified  proce- 
dure and  fixing  dates  for  the  submission 
of  evidence  and  argunient.  will  be  ts.'^ued 
subsequently. 

It  is  ordered,  That  decision  on  the  re- 
quest of  the  defendant  that  the  com- 
plaint be  dismissed  for  lack  of  jurisdic- 
tion be  deferred  for  disposition  at  the 
same  time  as  the  complaint  Is  determined 
on  Its  merits. 

By  the  Ccxnmission.'  Commissioners 
Murphy  and  Hardin  dissenting  and 
Commissioner  Gresham  not  participat- 
ing. 

Robert  L.  Oswald. 

Secretary. 

[FR  Doc  77-16819  PUed  6  2-77:8  45  am] 


(Rule   IS;    Ex  Parte  No.  241:    ESemptlon  No. 
63;  Amendment  No.  15] 

BESSEMER  &  LAKE  ERIE  RAILROAD  CO. 
AND  CONSOLIDATED  RAIL  CORP. 

Exemption  Under  Mandatory  Car  Service 
Rules 

Mat  31,  1977. 

Upon  further  consideration  of  Exemp- 
tion No.  63  Issued  February  12,  1974. 

It  l£  ordered,  That,  under  the  author- 
ity vested  in  me  by  Car  Service  Rule  19, 
Exemption  No.  63  to  the  Mandatory  Car 
Service  Rules  ordered  in  Ex  Parte  No. 
241  be,  and  It  Is  hereby,  amended  to  ex- 
pire August  31,  1977. 

This  amendment  shall  become  effec- 
tive May  31,  1977. 


Issued  at  Washington.  D.C,  May  22. 
1977 

LimEBSTATK  Coioaaicx 

Commission, 
Joel  E.  Buxns. 

Agent. 

[FR  DOC77-15816  Piled  6-2-77.8  45  wr.i 


'Commissioner  Murphy'e   dissent  filed   as 
part  of  original. 


[Rule  19,  Ex  Parte  No  241;  Revised 

Exeniption  No    139] 

BURLINGTON   NORTHERN,    INC.,    ET  AL 

Exemption   Under  Mandatory  Car  Service 

Rules 

M.^Y  31,  1077. 

It  appearing,  T^at  the  railroads  named 
herein  own  numerous  40 -ft.  narrow -door, 
plain  boxcars;  that  under  ra^esent  coi^di- 
tlons.  there  Is  virtually  no  demand  for 
these  cars  on  the  Unes  of  the  car  owners; 
that  return  of  these  cars  to  the  car  own- 
ers would  result  in  their  being  stored  idle 
on  these  lines;  that  such  cars  can  be  used 
by  other  carriers  for  transporting  traffic 
offered  for  shipments  to  points  remote 
from  the  car  owners:  and  that  com- 
pliance with  Car  Service  Rtiles  1  and  2 
prevents  such  use  of  plain  boxcars  owned 
by  the  railroads  listed  herein,  resulting 
in  tinnecessary  loss  of  utilization  of  such 
cars. 

It  Is  ordered.  That,  pursuant  to  the 
autliOrlty  vested  In  me  by  Car  Service 
Rule  19,  plain  boxcars  described  In  the 
Official  Railway  Equipment  Register, 
ICC.-R.E.R.  No  403.  Issued  by  W.  J. 
Trezlse.  or  siwceBslve  Issues  thereof,  as 
having  mechanical  designation  "XM", 
with  in.side  length  44 -ft.  6  to.  or  less, 
equipped  with  doors  less  than  9  ft  wide; 
aikd  bearing  reporting:  m&iiLs  assigned  to 
atie  railroads  named  below,  aiiall  be  ex- 
empt from  the  provisions  of  Car  Service 
Rules  Ha),  2(a),  and  2-(b). 

Br'ELrNGTON    NOETHERN    INC. 

Reporting  Marks:    BN   CBQ-ON-NP-SPS 


»  CasKAOc,  MrLWATTKii,  St.  Tavl  anp  PArmc 

RaII-Ri  \t  Co. 
BaporCng  Marks.  MILW 

>  SOO   LDTX   RAtLBOAD   CO. 

E«T>ortlng  M&rkB:  SOO 

-  SOCTHEK.V   RaILWAT    Co. 

Repon^ng  Marks:  CQ-NS-SA-SOU 

Effective  11 :59  pjn..  May  31,  1977.  and 
cc«itinuing  in  effect  until  ftuther  order 
of  this  Commission. 

Issued  at  'V^'ashuigton,  D.C,  Mav  25, 
1977. 

iwterstate  commerck 

Commission. 
Joel  E  Birn'; 

Agent. 
[FR  Doc  77-1M17  Piled  6-2-77:8:45  ami 


|R\ile   :9     Ex  Parte  No.  241;   Exemption  No. 
93.  Amendment  No.  11) 

GRAND  TRUNK  WESTERN  RAILROAD  CO. 
AND   CONSOLIDATED   RAIL   CORP. 

Exemption   Under   Mandatory   Car  Service 
Rules 

May  31.  1977. 

Upon  farther  consideration  of  Exemp- 
tion No   93  Issued  Jiunuary  15.  1975. 

It  is  ordered.  Tliau  under  the  autiionty 
vested  in  me  by  Car  Service  Rule  19,  Ex- 
emption No.  93  to  the  Mandatory  Car 
Service  Rules  ordered  In  Ex  Parte  No. 
241,  be.  and  It  Is  hereby  amended  to  ex- 
pire Aug".iSt  31,  1977. 

Tills  amendment  shall  become  effec- 
tive May  31,  1977. 

Issued  at  Washington,  DC.  May  23, 
1977. 

LNTERSTATE  COMMZKCr 

Commission. 
JozL  E.  Bmns, 
Affent. 

[PR  Doc   77-168.8  Piled  6-2-77.8  45  am; 


'  AddUlou. 
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Th  s  sect  on  of  the  FEDERAL  REGISTER  contalni  notices  of  meetings  pubFlshed  under  th«  "Government  In  the  Sunshine  Act"  (Pub.  L.  94-409X 
5  U.S-C.  552b(e)(3). 
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AGENCY  HOLDING  THE  MEETING:  Equal 
Employment  Opportunity  Commission. 

TIME  AND  DATE:  9:30  a.m.  (Eastern  time), 
Tuesday.  June  7,  1977. 

PLACE:  Chairman's  Conference  Room.  No. 
5240,  on  the  fifth  floor  of  the  Columbia  Plaiia 
Office  BuUdlng.  2401  E  Street  NW.  Washing- 
ton. DC.  20506. 

STATUS:  Parts  of  this  meeting  will  be  open 
to  the  public.  The  rest  of  the  meeting  will 
be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 
Portions  open  to  the  public : 

( 1 )  Freedom  of  Information  Act  Appeal  No. 
77-3-FOIA-70.  A  request  by  attorney*  for 
parties  filing  charges  of  dLst-ri  mi  nation 
agairi-st  an  employer  for  that  employers  sur- 
vey repf>rw  (KEO-1)  made  from  records  kept 
In  accordance  with  the  Civil  Ritrhts  Act  of 
1964.  as  amended,  and  to  lie  kept  contidentlal 
by  the  same  statute 

(3)  Freedom  of  Inforrriation  Act  Appeal  No. 
T7~i-FOIA  7S  A  reque.st,  on  behalf  of  an  em- 
ployer char^ted  with  dl.-crlniinatlon,  for  In- 
tra-agency  memoranda  contajiied  la  the 
Commission's  flies. 

(3)  Fret'dom  of  Information  .Act  .Appeal  So. 
77~t-FOIA'75.  A  requeet  by  the  attorney  for 
a  peirty  who  filed  a  charge  of  dl.scrlmlnatlon 
fur  a  copy  of  the  Commission's  conciliation 
proposal  sent  to  the  charged  employer. 

(4)  S'.iitr  and  Local  Division:  Designation 
of  706  .Agencies.  Tlie  recommendation  by  the 
Director  of  Compliance  Programs  that  Or- 
landJ,  Florida;  Prince  George's  County,  Mary- 
land, and  Howard  County,  Maryland  ag-encles 
be  desit;:,ated  as  a^-encies  to  which  tlie  Com- 
n;i.-.siij:i  may  defer  charges. 

Portions  closed  to  the  pubhc : 

(11  Frt'-'tiorn  of  Information  Art  Appeal 
No.  77  3  FOIA~69.  A  request  by  a  contractor 
for  propietary  information  submitted  by 
two  other  contractors  who  were  awarded 
contracts  for  a  study.  This  matter  was  orig- 
inally scheduled  for  consideration  at  the 
May  17  meetlr.g,  but  was  postponed  for  one 
aree'x 

(2)  Freedom  of  Information  Act  Appeal 
No.  77-3  FOIA-73.  A  request  by  a  Commls- 
oloa  employee  for  documenta  relating  to 
intem&l  complaint!  of  discrimination 
wherein  the  Chairman  has  directed  that  the 
disposition  proposed  by  the  Director  of  the 


Commission's     E>^U£J     Employment     OppKjr- 
tunity  Offlce  be  withdrawn. 

(3)  Litigation  Authorization.  Matters 
cl(Xso<l  to  Uie  pubhc  iinder  i  1612.13(a)  of 
the  Commission's  regulations.  (42  PR  13830, 
March  14,  1977) 

(4)  Audit  Report  No.  EEO-77 -460-20-0 15 
of  EEOO  Financial  Servicet  for  FY  1975. 
Pacts  presented  by  the  Internal  Audit  Staff 
and  by  the  Oflice  of  FlnanclaJ  Management 
will  be  reviewed  by  the  Commission.  If 
differences  are  not  resolved,  the  employment 
of  an  outside  expert  may  be  considered. 

Note — Any  matter  not  discussed  or  con- 
cluded may  be  carried  over  to  a  later  meeting. 

CONTACT    PET? SON    FOR  MORE    IN- 
FORMATION : 

Marie    D.    Wilson,    Executive   Officer, 

Executive     Secretariat,     at     202-634- 

6748. 

This  Notice  Issued  May  31,  1977. 

[S-552-77    Piled  6-1-77:9:58  am] 


AGENCY    HOLDING    THE   MEETING: 
Federal  Communications  Commission. 

PRE\TOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  MEETING:  9:30  a.m., 
Thursday,  June  2,  1977. 

CHANGES  IN  THE  MEETINGS: 

Tlie  following  agenda  Item  was  in- 
advertently listed  and  should  be 
deleted; 

Agenda.  Item  No.,  and  Subject 
Common  Carrier  1 — Petition  for  suspension 
and  investigation  of  American  Telephone 
and  Telegraph  Company's  Transmittal  No. 
12704  filed  by  Communique  Auto  Parts 
Service. 

Action  on  the  above  item  was  completed 
by  the  Commission  on  May  26,  1977,  via 
the  Notation  Action  procedure. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION; 

Samuel  M.  Sharkey,  FCC  Public  In- 
formation Officer,  telephone  number 
202-632-7260. 

Issued:  May  31,  1977. 

[S- 549-77  Piled  5-31-77;4:53  pm] 


MATTERS  TO  BE  CONSIDERED: 
Portions  open  to  the  public : 

1.  Agreement  No.  7540-28:  Modification 
of  the  Leeward  and  Windward  Islands  and 
Oulnanas  Conference  .Agreement  to  Create 
Two   Sections. 

a.  Docket  No.  77-4:  Energy  and  Environ- 
mental  Assessment. 

3.  Proposed  Rulemaking:  Financial  Re- 
sponsibility for  Oil  Pollution  Cleanup,  Alaska 
Pipeline. 

4.  Docket  No.  76-8:  Capital  City  Steve- 
dores, Inc.  V.  Greater  Baton  Rouge  Port  Com- 
mission, Dismissal  by  .Administrative  Law 
Judge. 

Portions  closed  to  the  public : 

1.  Agreements  No.  93-14  and  5200-31: 
North  Europe  US  Pacific  Freight  Conference 
Agreement  and  the  Pacific  Coast  European 
Conference  Agreement,  Minlbridge  Authori- 
ty. 

2.  Black  Navigation  Company  Inc..  gen- 
eral rate  Increase  in  Alaskan  Trade. 

3.  Petition  to  Reopen  Docket  No.  76-38 
Arrangements  Relating  to  the  Use  of  Isla 
Grande  Marine  Terminal  San  Juan,  Puerto 
Rico. 

4.  Docket  No.  74-51.  Pacific  Coast  European 
Conference  v.  Southern  Pacific  Marine  Trans- 
port. Inc.,  and  The  Southern  Pacific  Com- 
pany. 

5.  Docket  No.  73-72,  .Agreement  No.  10056: 
Pooling,  Sailing  and  EquaiJ  Access  Cargo 
Agreement  and  Docket  No.  74-5,  Agreement 
No.  10066:  Cooperative  Working  Arrange- 
ment. - 

CONTACT   PERSON    FOR    MORE    IN- 
FORMATION; 

Joseph  C.  Polking,  Acting  Secretary, 
202-523-5727. 

(S-546-77  Piled  5-31-77;  1:59  pm] 


AGENCY  HOLDING  THE  MEETING: 
Federal  Maritime  Commission. 

TIME  AND  DATE;  June  8,  1977,  10:00 
a.m. 

PLACE;  Room  12126,  1100  L  Street,  NW., 
Washington,  D.C.  20573. 

STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing will  be  closed  to  the  public. 


AGENCY  HOLDING  THE  MEETING: 
Federal  Power  Commission. 

FEDERAL  REGISTER  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:  S-534- 
77,  June  2,  1977, 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  MEETING;  June  1,  1977, 
2:00  p.m. 

CHANGE  IN  THE  MEETING ; 

The  following  items  have  been  added 
to  the  agenda  upon  the  affirmative 
vote  of  Chairman  I>unham,  Commis- 
sioners Smith  and  Watt. 

P-IO  Project  No.  1971,  Idaho  Power  Com- 
pany. 

P-11  Docket  No.  ER77-348.  Missouri  UtiU- 
tiee  Company. 

P-ia  Docket  No.  ERr7-362,  Louisville  Gaa 
and  Electric  Company.  Cincinnati 
Gas  and  Electric  (Company. 

G-18  Docket  No.  CP74-31fl,  Michigan  Wi»- 
consln  Pli>e  Line  Company, 

Kenneth  P.  Plumb. 
Secretary. 

[S-553-77  Piled  6-1-77;  10 :21  am] 
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AGENCY    HOLDING   THE    MEETINO: 
Federal  Reserve  System. 

On  Wediiesday,  June  8,  1977,  at  10:00 
am.  a  meeting  of  the  Board  of  Governors 
of  the  Federal  Reserve  System  will  be 
held  at  the  Boards  offices  at  20th  Street 
and  Constitution  Avenue.  N.W.,  Wash- 
ington, DC,  to  consider  the  following 
item' SI  of  official  Board  business: 

1.  Possible  amendments  to  Regulation  J 
(Collection  of  Checks  and  Other  Items  by 
Federal  Reserve  Banks  i  to  deal  wltii  clearing 
and  settlement  of  vr.re  transfers  (Subpart  B) 
and  payment  Itistruclicns  recorded  on  mag- 
netic tJape  (Subpart  C).  (Propo-sed  earlier 
for  public  comment:   Docket  No.  R-<>013i. 

2.  Report  to  the  Comptroller  of  the  Cur- 
rency regarding  the  compyetltive  factors  In- 
volved In  tiie  proposed  acquisition  of  Uptown 
National  Bank  of  MoUne,  Mollne.  Illinois,  by 
Plrst  National  Bank  of  Molir.e.  Mollne.  Illi- 
nois. 

3.  ReiKirt  to  the  Federal  Depotit  Iiiburance 
Corporation  regarding  the  competitive  fac- 
tors involved  In  the  proposed  merger  of 
F>otoniac  National  Bank,  Potomac.  Maryland 
with  The  Commerce  Bank  and  Trust  Com- 
pany erf  Mexyland.  Betheeda,  Maryland 

4.  Any  agenda  Items  carried  forward  from 
a  previously  announced  open  meeting. 

This  meeting  will  be  open  to  public  ob- 
servation. Information  with  regard  to 
this  meeting  may  be  obtained  from  Mr, 
Joseph  R,  Coyne,  Assistant  to  the  Board. 
at (202)  452-3204. 

Board  of  Govemoi-.";  of  tlie  Fedei-al  Re- 
serve Sy.stem,  May  31.  1977. 

Ruth  A,  Reister, 

Assistant 
Secretary  of  the  Board. 

|S  550  77  Piled  6-3-77:4:53  pm) 


CONTACT    PERSON    FOR    MORE    IN- 
FORMATION: 

Leonard  J.  McEnnls,  Jr.,  Offlce  of  Pxib- 
hc  Information;  202-523-3830;  Re- 
corded Message:  202-523-3806. 

[S-541-77  PUed  5-31-77, 11  .23  am] 


AGENCY  HOLDING  THE  MEETING; 
Federal  Trude  Commission, 

TIME  AND  DATE:  10:00  am  .  Tuesday, 
June  7,  1977. 

PLACE:  Room  432,  Federal  Trade  Com- 
mission Building  6th  Street  and  Penn- 
sylvania Avenue,  NW,,  Wa-shington,  DC, 
20580. 

STATUS;  Closed. 

MATTERS  TO  BE  CONSIDERED: 

Nonadjudicative  Matters 

(1)  Approval  of  Minutes  of  NonEtdJudlca- 
tlve  Matters  Considered  at  Meeting  of  May 
24,  1977. 

(2)  Consideration  of  staff  recommenda- 
tions regarding  authorization  of  compulsory 
process  and  6(b)  Special  Reports  In  a  non- 
public Investigation, 

(3)  Consideration  of  I.-.suance  of  Pi-oposed 
ComplsUnt   In    (Nonpublic)    Part  II    Matter. 

(4)  Consideration  of  Proposed  Divestiture 
Plan  for  Peabody  Coal.  Kennecott  Copper 
Corporation  Etocket  No.  8765. 

Adjcuicatre  Matters  Under  Part  3   of  the 
RrLEs  of  Peactick 

(1)  Approval  of  Minutes  of  Adjudicative 
Matters  Considered  at  Meeting  of  May  34, 
1877. 

(3)  DlscuBslon  of  the  StAtus  of  Pending 
Part  ni  DeciFlons. 


AGENCY  HOLDING  THE  MEETINO; 
Federal  Trade  Commission. 

TIME  AND  DATE:  2:00  p  m,,  Friday, 
June  3.  1977. 

PL.\CE;  Room  532  (open);  Room  540 
(closed'.  Federal  Trade  Commission 
Building,  6th  Street  and  Pennsylvania 
Avenue,  NW..   Washington,   DC.   20580. 

STATUS:  Parts  of  tills  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing will  be  closed  to  the  public . 

MATTERS  TO  BE  CONSIDERED' 

Portions  open  to  Public ; 

(1)  Oral  Argument  In  USLlfe  Credit 
Corporation,  et  al  .  Docket  No   9057. 

Portions  closed  to  the  Public. 

(2)  Executive  Session  for  Consideration  of 
Disposition  In  USLlfe  Credit  Corporation,  et 
al..  Docket  No  9057. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION : 

Leonard  J,  McEnnis,  Jr..  Office  of  Pub- 
lic   Information:     202-523-3830;     Re- 
corded Message;   202-523-3806, 
IS-542-77  Piled  5-31-77;  11 : 23  am] 
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AGENCY  HOLDING  THE  ^!EETING; 
Federal  Trade  Commission, 

TIME  AND  DATE  10:00  am  ,  Wednes- 
day. June  8,  1977 

PLACE:  Room  432,  Federal  Trade  Com- 
mission Building,  6th  Street  and  Penn- 
sylvarua  .Avenue  N  W,  Washington  DC. 
20580. 

STATUS;  Open. 

MATTERS  TO  BE  CONSIDERED: 

(1)  Con.sideration  of  Staff's  Recommenda- 
tion Concerning  a  Proposed  Industry  Guide 
for  Pesticide  Advertising. 

(2  I  Report  from  General  Counsel  on  Con- 
gressional Matters. 

CONTACT  PERSON  FOR  MORE  IN- 
FORM.'^TION 

Leonard  J,  McEiuii.'^,  Jr  .  Office  of  Pub- 
lic Information:  202-523-3830;  Re- 
corded Message ;  202-523-3806. 

1 S-643 -77  Piled  6-31-77;ll  :23  am] 


STATUS :  Short  Notice  of  Open  Meeting : 
Commission  Budget  Committee,  Vice 
CSialrman  Cli^>p  &nd  Co  mmLs£  loners 
Brown,  Gresham  and  Christian. 

MATTER  TO  BE  CONSIDERED: 

Briefing  of  the  Commission  Budget  Com- 
mittee 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Public    Information   Officer,    Douglas 
Baldwin,  Telephone  202-275-7352. 

iS-551-77  Filed  5-31-T7;6:03  pm] 


AGENCY  HOLDING  THE  MEETING: 
Interstate  Commerce  Commission. 

TIME  AND  DATE:  10  00  a,m.,  Wednes- 
day, June  1,  1977. 

PLACE;  Commission's  Offices  12th"and 
Constitution  Avenue.  NW  Wa.-hlngton, 
DC. 
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AGENCY    HOLDING    THE    MEETING: 
Postal  Service. 

The  Board  of  Governors  of  the  United 
SCAte.-=  Po.'ital  Service,  pursuant  to  Its 
Bylaws  (39  CFR  7  5  <as  amended,  42  FR 
12863  n  and  the  Government  in  the 
Sunshine  Act  <b  U  S.C,  552b >,  hereby 
gives  notice  that  It  intends  to  hold  a 
meeting  at  9:00  a.m.  on  Tuesday.  Jime 
7,  1977,  m  Conference  Room  C.  2nd  Floor. 
Federal  Buildnip.  444  SE  Quincy.  To- 
peka.  KS  The  meeting  is  open  to  the 
public.  The  Board  expects  to  discuss  the 
matters  stated  in  tlie  Agenda  which  Is 
set  forth  below.  Requests  for  information 
about  the  meeting  should  be  addressed 
to  the  Secretary  of  the  Board.  Louis  A, 
Cox,  at  (202'  245-4632, 
Agenda 

1    Opening  Prayer 

2.  Minutes  of  the  Previous  Meeting. 

3  Remarks  of  the  Postmaster  General,  dn 
keeping  with  Its  consistent  practice,  the 
Board's  agenda  provides  this  opportunity  for 
the  Postmaster  General  to  inform  the  mem- 
bers of  miscellaneous  current  developments 
concerning  the  Postal  Service.  He  might  re- 
port, for  example,  the  occurrence  of  a  recent 
Congressional  hearing,  the  appointment  or 
assignment  of  a  key  official,  or  the  effect  on 
postal  operations  of  unusual  weather  or  a 
major  strike  In  the  transportation  Industry 
Nothing  that  requires  a  decision  by  the 
Board  is  brought  up  under  this  Item) 

4  Report  of  the  Regional  Poetmaster  Gen- 
eral (Mr  Doran  will  report  on  postal  condi- 
tions In  the  Central  Region,) 

5.  Postal  Service  Planning  Report.  (Mr 
Ellington.  Senior  Assistant  Postmaster  Gen- 
eral. Administration  Group,  wUl  review  re- 
cent and  projected  developments  In  the 
Postal  Service's  planning  function.) 

6.  Capital  Investment  Project,  Stamford. 
Connecticut.  (Mr.  Ellington  will  present  a 
propased  project  for  a  new  General  Mall 
Pacllity  and  Vehicle  Maintenance  Facility  In 
Stamford.  Ct.) 

7.  Report  on  Developments  In  Workers 
Compensation  Costs.  (In  keeping  with  the 
request  of  the  Board  at  Its  meeting  of  April 
5,  1977,  Mr,  Conway,  Senior  A.sslstant  Post- 
master General.  Employee  and  Labor  Rela- 
tions Group,  will  provide  a  report  on  meas- 
ures that  might  be  taken  to  avoid  excessive 
lnrrea.ses  in  workers  compensation  costs,) 

8  Report  of  the  Chief  Postal  Inspector. 
(Mr  Ben.-on  Will  report  on  the  Postal  In- 
spection Service.) 

9  Report  on  the  Postal  Senice's  Revenue 
Protection  Program  (Mr.  BlgUn  wUl  review 
the  measures  that  the  Portal  Service  Is  tak- 
ing to  assure  that  proper  postage  is  collected 
tn  full  throughout  the  postal  system.) 
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10,  Recommenf1<»d  r>«-'.-:l'>a8  of  the  Poetal 
Rat«  Commlsslun  '.n  l  .  in:r;l.salca  lx:x-ke; 
Numbers  MC  76-3  and  MC  l&A.  (The  Gov- 
ernors will  consider  the  Commls-slons  P.ec- 
ommenUed  Decision  of  April  25,  1977,  con- 
cerning stipulated  proposal  for  transient 
rate  second  class  mall  and  Recommended 
Decision  of  April  25,  1977,  concerning  stipu- 
lated proposal  for  mailing  of  maps  and  elimi- 
nation of  the  requirement  that  special  rate 
fourth  class  printed  educational  reference 
charts  be  permanently  processed  for  preser- 
vation.) 

11.  Report  on  Energy  Conservation  Nir 
Jelllson.  Assistant  Postmaster  General,  Mall 
Processing  Department,  will  report  on  energ7 
conservation  In  the  Postal  Service,) 

Non;. — It  Is  anticipated  that  a  Reque.«t  for 
%  Recommended  Decision  on  Changes  !n 
!'  -«'al  Rates  and  Fees  will  be  on  the  At:end« 
f  .r  il.o  Board's  July  meeting,  which  Is  sched- 
■i;.'<l   '.o   be  held   In   Washlrpton   on   July   8. 


U~ 


[3-547  -T  F-.led  5   31 


/1.S  A.  Cox, 

Serretarv- 
■,4  53  pm] 
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AGENCY    HOLDING   THE   MEETrNQ: 
Postal  Service, 


SUNSHINE 

The  Committee  on  Postal  Rates  of  the 
Board  of  Governors  of  the  United  States 
Postal  Service,  pursuant  to  the  Bylaws 
of  the  Board  (39  CFR  5.2,  7.5  (as  amend- 
ed. 42  FR  12862.  12863))  and  the  Gov- 
ernment In  the  Sunshine  Act  (5  U.S.C. 
552b) ,  hereby  gives  notice  that  It  intends 
to  hold  a  meeting  at  8:00  a.m.  on  Tues- 
day, Jime  7,  1977,  in  Conference  Room  C, 
2nd  Floor,  Federal  Building,  444  S.E. 
Qumcy.  Topeka,  Kansas.  The  meeting  is 
■;  .n  to  the  pubhc.  Requests  for  informa- 
tion about  the  meeting  should  be  ad- 
dr  Md  tj>  the  Secretary  of  the  Board, 
Lc  .;s  A.  Cox,  at  (202)   245-4632. 

Tl.e  CXimmittee  will  discuss  the  Rec- 
o:r.:;ier.ded  Decision  of  the  Postal  Rate 
Con.:!iLsoion.  No.  MC76-2,  concerning 
stipulated  proposal  for  transient  rate 
.■second  class  mail  and  Recommended 
Deci.slon  No.  MC76-4,  concerning  stipu- 
lated proposal  for  mailing  of  maps  and 
elimination  of  the  requirement  that  spe- 
cial rate  fourth  class  printed  educational 
reference  charts  be  permanently  proc- 
essed for  preservation  This  Committee 
meeting  Is  to  be  held  in  anticipation  of  a 
rr.t-eting  of  the  Bo;ird  of  (jovemors  which 


is  scheduled  to  commence  at  9:00  a.m. 
on  the  same  day.  The  Comml.sslon  s  Rec- 
ommended Decisions  are  on  the  agenda 
for  the  Board  meettag 

Ursis  A.  Cox, 
Secretary. 

[S-54&-77FUed5-31-77;4:53  pm] 
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AGENCY  HOLDING  THE  MEETEN'G: 
Securities  and  Exchange  Commission. 

ANNOUNCED  TTNrE  AND  DATE  OP 
MEETING:  10  a  .t.  ,  Thursday.  June  2, 
1977. 

CHANGES  m  THE  MEETING: 

Item  3  relating  to  Call  Options  is  de- 
leted. Additional  consideration  by  the 
staff  is  required.  Chairman  WlUlams, 
Commissioners  Loomia,  Evana  and 
Pollack  voted  to  approve  the  above 
change. 
Dated:  Miiy  27,  1977. 

[S-546-77  Piled  &-31-77;3;08  pm] 
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RULES  AND   REGULATIONS 


Title  42— Public  Health 

CHAPTER  I— PUBLIC  HEALTH  SERVICE, 
DEPARTMENT  OF  HEALTH,  EDUCA- 
TION,   AND    WELFARE 

SUBCHAPTER    D — GRANTS 

PART  51e — GRANTS  FOR  HOME  HEALTH 
SERVICES 

Final   Regulations 

AGENCY;  Public  Health  Service.  Health 
Services  Administration,  Department  of 
Health,  Education,  and  Welfare. 

ACTION;  Final  Regulations. 

SUMMARY:  The  final  regulations  revise 
program  requirements  for  grants  for  the 
establisliment  or  exparu^ion  of  home 
health  agencies  under  Section  602(a)  of 
Public  Law  94-63  '42  U.S.C.  1395x  note». 
Interim  regulations  were  published  and 
the  Secretary  Invited  public  comment  on 
those  regulations  and  stated  that  they 
would  be  revised  as  warranted  by  the 
comments  received. 

EFFECTIVE  DATE;  June  3.  1977. 

FOR  FLTITHER  INFORMATION  CON- 
TACT; 

Mr.  Harold  Dame,  Home  Health  Care 
Administrator.  Bureau  of  Community 
Health  Services,  Health  Services  Ad- 
ministration. Room  6-09,  5600  Fishers 
Lane,  Rockville.  Maryland  20857,  tele- 
phone 301-443-6350. 

SUPPLEMENTARY  INFORMATION:  A 
siunmary  of  the  comments  received  in 
response  to  the  request  for  public  com- 
ment in  the  preamble  to  the  interim 
regulations  were  published  on  August 
19.  1976  (41  FR  35140)  and  the  actions 
taken  with  respect  to  the  regulations  is 
set  forth  below ; 

1.  It  was  recommended  that  the  range 
of  "home  health  services."  as  defined  by 
§51el02if),  be  expanded.  This  recom- 
mendation was  not  accepted,  since  the 
definition  is.  by  statute,  tied  to  the  Medi- 
care definition  which  the  regulations  in- 
corporate (section  602(a)  (1) )  : 

2  One  comment  recommended  that 
the  final  regulations  be  revised  to  permit 
expansion  grants  to  parent-subunlt  home 
health  agencies  which  are  certified  for 
participation  under  Title  XVin  of  the 
Social  Security  Act.  The  regulations 
permit  grants  to  such  agencies  (42  CFR 
51e.l03'bi  i2'  >  ;  thus  no  change  has  been 
made. 

3.  Several  comments  objected  to  the 
requirement  for  detailed  demographic 
and  utilization  data  in  the  application. 
on  the  basis  that  it  would  discourage 
potential  applicant*  from  applying.  How- 
ever, the  data  required  to  be  submitted 
are  considered  necessarj-  to  enable  the 
Secretary  to  determine  project  feasibility 
by  giving  an  indication  of  potential  users 
and  referral  and  income  sources.  The 
regulations,  accordingly,  were  not 
changed  in  this  regard. 

4.  One  comment  objected  to  the  re- 
quirement that  all  grantees  be  or  be- 
come direct  providers  of  service,  and 
stated  that  such  a  requirement  would 
inhibit  Innovative  approaches  such  as 
the  esublishment  of  a  consortium  or  a 
central    administrative    unit.    However, 


the  provision  was  retained  unchanged 
on  the  ground  that  It  insures  that  the 
program  Is  focused  on  service  delivery 
and  eliminates  grantees  which  merely 
act  as  condtiits,  funding  of  which  would 
likely  not  expand  the  number  and  cover- 
age of  home  health  agencies  as  intended 
bv  the  legislation  (see  S.  Rep.  No.  94-29 
at 127». 

5.  One  comment  objected  to  the  re- 
quirement of  {  51e. 106(a)  (7)  for  fee  and 
discount  schedules.  The  comment  in- 
quired as  to  the  source  of  funds  for  com- 
pensating for  such  discounts,  especially 
in  view  of  the  fact  that  the  regulations 
require  services  to  be  available  to  all 
residents  of  the  catchment  area.  Grant 
funds,  to  the  extent  available,  are  ex- 
pected to  be  used  to  compensate  for  such 
discounts  (including  discounts  of  100 
percent  to  persons  with  Incomes  below 
the  poverty  level)  when  third-party 
soui-ces  of  paj-ment  are  not  available. 
Community  resources  are  also  expected 
to  be  sought  for  this  purpose.  In  addi- 
tion, this  program  is  directed  to  areas 
with  hlg^h  percentages  of  elderly  and 
medically  indigent  persons  who  are  likely 
to  be  eligible  for  third-party  sources  of 
pav-ment.  particularly  Medicare  and 
Medicaid,  and  It  should  be  noted  that 
under  42  CFR  50.105(b)  (made  appli- 
cable by  §  Die. 105)  projects  are  required 
to  collect  from  aU  third-party  payors 
who  are  under  a  legal  obligation  to  pay 
for  the  services  provided.  However,  In 
response  to  this  comment,  this  section 
has  been  rewTitten  to  make  clear  that, 
consistent  with  the  Department's  policy 
In  other  health  services  grant  programs, 
such  third-party  payors  will  be  charged 
full  fee.  without  application  of  any  dis- 
counts. 

Another  comment  stated  that  Federal 
guidelines  for  a  schedule  of  fees  and 
discounts  should  be  developed,  or  an 
agency  should  be  allowed  to  use  its  own 
schedule.  The  regulations  require  that 
the  fee  schedule  be  designed  to  cover  the 
project's  reasonable  costs  of  operating, 
and  the  regiilations  also  set  parameters 
for  the  establishment  of  a  schedule  of 
discounts.  I.e.,  full  discounts  for  patients 
at  or  below  the  poverty  level  and  no  dis- 
count for  patients  above  twice  that  level. 
No  more  specific  schedules  of  fees  or 
discounts  were  con.sidered  advisable,  in 
order  to  preserve  project  flexibility  in 
making  adjustments  based  on  project 
needs  and/or  local  economic  indicators. 

Consistent  with  policy  in  other  health 
services  grant  programs,  the  regulations 
have  also  been  changed  to  authorize 
nominal  charges  to  persons  with  annual 
Incomes  at  or  below  the  poverty  level. 

6.  The  regulations  (§  51e.l06(b) )  re- 
quire entities  which  receive  grants  for 
the  development  of  new  home  health 
agencies  to  obtain  certification  within  60 
days  after  the  grant  is  made.  Several 
comments  stated  that  this  requirement 
is  unreasonable  in  view  of  the  extensive 
process  for  obtaining  certification 
through  various  levels  of  State  and  Fed- 
eral governments.  It  should  be  noted, 
however,  that  the  regulations  require, 
within  the  60-day  period,  only  that  the 
appropriate  State  agency  certify  the 
grantee  as  meeting  the  applicable  con- 


ditions of  participation  prior  to  Its  actual 
operation  of  services.  It  does  not  require 
that  the  State  agency's  foUowup  visit 
to  ascertain  compliance  alter  the  orga- 
nization has  started  to  provide  services  be 
made  within  this  time  period,  or  that  a 
provider  agreement  be  signed  by  the 
Secretary.  These  latter  procedures  usu- 
ally do  take  more  than  60  days  and  may 
have  been  perceived  as  being  required 
within  the  60-day  period,  thereby  caus- 
ing concern.  Since  the  requirement  of 
initial  certification  within  60  days  is 
considered  reasonable  as  a  measure  of 
quality  control  and  as  a  means  of  facili- 
tating economically  viable  projects,  this 
provision  has, not  been  changed. 

Another  comment  questioned  the  60- 
day  requirement,  stating  that  new  proj- 
ects must  have  undertaken  considerable 
preplannning  in  order  to  meet  the  60- 
day  requirement  for  certification.  The 
writer  inquired  as  to  sources  of  fimds 
available  to  support  the  preplanning 
activity.  The  cost  is  expected  to  be  borne 
by  the  commtmity,  as  part  of  its  commit- 
ment to  the  project.  In  the  Secretary's 
view,  if  community  or  other  local  assist- 
ance in  the  preplanning  stage  is  not 
available,  it  is  unlikely  that  the  entity 
will  succeed  as  a  viable  home  health 
agency. 

If  an  existing  agency  proposes  to  ex- 
pand via  the  establishment  of  a  new  sub- 
unit  (as  defined  in  20  CFR  405.1202(w) ) , 
the  subunit  is  required  by  the  Social  Se- 
curity regulations  to  meet  the  conditions 
of  participation  independently  and  the 
parent  agency  must  then  obtain  the  addi- 
tional certification.  Although  the  interim 
regulations  required  that  such  additional 
certification  for  expansion  be  obtained 
within  a  30-day  period  after  the  grant 
award  is  made,  it  is  now  recognized,  in 
light  of  the  foregoing  comments,  that  the 
requirement  may  be  unrealistic,  since 
certification  for  a  new  .subunit  may  in- 
volve developmental  activities  similar  to 
the  establishment  of  an  entirely  new 
agency.  Therefore,  the  30-day  require- 
ment has  been  expanded  to  60  days  (see 
§  51e.l06<a)  (1)(B)). 

7.  The  interim  regulations  (§51e.l06 
(c)  (1)  (il) )  also  required  that  expansion 
bear  the  same  ratio  to  previous  services 
as  the  amount  of  the  grant  bears  to  the 
previous  year's  operating  budget  of  the 
grantee.  In  regard  to  subimits,  the  re- 
quirement has  been  deleted  because  it 
may  not  be  feasible  for  a  subunit  to  meet 
it  in  the  face  of  startup  costs  similar  to 
those  of  a  new  home  health  agency.  Also, 
determining  such  ratio  would  be  difficult, 
especially  with  respect  to  public  agencies 
sei-ving  as  parent  grantees. 

8.  Two  comments  requested  lowering 
the  cutoffs  for  preference  areas  set  out 
in  §51e.l08  of  the  regulations,  one  on 
the  groimd  that  most  areas  of  Tennessee 
would  be  excluded,  the  other  on  the 
groimd  that  most  of  New  Mexico  wouiu 
be  excluded.  The  preference  cutoffs  have 
been  retained  unchanged,  however,  as  it 
is  felt  that  they  provide  a  reasonable 
means  of  targeting  funds  to  areas  with 
the  greatest  need.  Moreover,  with  respect 
to  the  specific  concern  voiced,  it  should 
be  noted  that  of  95  counties  in  Termessee, 
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55  of  the  counties  meet  or  exceed  the 
present  criteria  for  preference-area 
status,  and  in  New  Mexico,  14  of  32  coun- 
ties currently  qualify. 

One  comment  noted  that  the  regtila- 
tions  fail  to  recognize  a  target  group  of 
developmentally  disabled  persons  who 
may  need  the  services  as  much  as  the 
elderly  or  the  medically  Indigent.  The 
statute  specificfJy  defines  the  prefer- 
ence areas  as  areas  with  high  percent- 
ages of  elderly,  medically  indigent,  or 
both.  Til  us  the  addition  of  another  cate- 
gory of  individuals  as  a  basis  for  prefer- 
ence is  unauthorized.  It  should  be  recog- 
nized, however,  that  although  percent- 
ages of  elderly  and  medically  indigent 
are  the  basis  for  an  area  to  receive  pref- 
erence, once  an  agency  is  established  It 
must  make  its  services  available  to  aU 
residents  of  Its  catchment  area;  there- 
fore project  services  would  be  available 
to  the  developmentally  disabled  In  the 
project's  catchment  area. 

9.  One  comment  observed  that  a  $100,- 
000  minimum  allotment  for  home  health 
services  In  each  of  10  regions  is  inade- 
quate in  the  light  of  national  need  and 
rising  costs.  This  minimum  has  been  re- 
tained la  view  of  the  limited  current  and 
anticipated  appropriations. 

10.  One  comment  recommended  that 
home  health  services  be  subject  to  a  State 
requirement  for  a  certificate  of  need  in 
States  having  stich  legislation.  Grantees 
are  already  subject  to  aU  applicable  State 
laws,  so  no  change  is  considered  neces- 
sary. 

11.  In  addition  to  the  above,  minor 
technical  and  clarifying  changes  have 
been  made. 

In  consideration  of  the  foregoing,  the 
Assistant  Secretary  for  Health  of  the 
Department  of  Health,  Education,  and 
Welfare,  with  the  approviJ  of  the  Secre- 
tary of  Health,  Education,  and  Welfare, 
hereby  revises  Part  51e  of  Title  42,  Code 
of  Federal  Regulations,  as  set  forth  l)e- 
low,  effective  on  Jime  3,  1977. 

Note. — Tlie  Department  of  Health,  Educa- 
tion, and  Welfare  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  tmder  Kxecutlve  Order  11821  and 
OMB  Circular  A-107. 

Dat^;  March  11,  1977. 

JAMXS  P.  Dickson, 
Acting  Assistant 
Secretary  for  Health. 

Approved;  May  21,  1977. 

Joseph  A.  Calif ano,  Jr., 
Secretary. 

Part  51e  of  42  CFR  Is  revised  to  read 
as  follows : 

Sec. 

51e.l01  Applicability. 

51e  102  Definitions 

6lel03  Eligibility. 

51e.l04  Applications. 

Sle.lOS  Fiscal  management. 

5le.l06  Project  elements. 

51e.l07  Grant  evaluation  and  award 

51e.l08  Determination  of  preference. 

51e.l09  Use  of  project  funds 

5le.llO  Grant  payments. 

61e  111  ClvU  rights 


51e.ll2  Confidentiality  of  information. 

5le.ll3  Publications  and  cc^yrlght. 

51e.ll4  Grantee  accountability. 

61e.ll5  Performance  report. 

51e.ll6  AppUcabUlty  of  46  CFR  Part  74 

Ble  IIT  AdJllional  conditions. 

AoTHOErrr :  Sec.  215.  Public  Health  Serrlce 
Act  68  Stat.  690.  as  amended  63  Stat.  S6  (43 
VS.C.  2161 .  sec.  602(a) ,  Pub.  L  M-63.  39  Stet. 
304  (42  UjSC    1395X  note). 

§  Slc.lOl      Applicabililv. 

Tlie  regulations  of  this  part  arc  appli- 
cable to  grail ts  authorized  by  Section  602 
(ai  of  Public  Law  94-63  (42  U£C.  I39bx 
note,  89  Stat.  304)  to  meet  the  Initial 
costs  of  establisiilng  and  operating  home 
health  agencies  and  expanding  the  serv- 
ices available  through  exlsUng  home 
health  agencies,  and  to  meet  the  costs  of 
compensating  professional  and  parapro- 
fessional  personnel  during  such  Initial 
establishment  and  operation  or  expan- 
sion. 

§  31e.l02      Definition*. 

As  used  In  this  part ; 

^a)  "Act"  means  Public  Law  94-63  (89 
Stat.  304). 

(b)  "Applicant"  means  a  public  or 
nonprofit  private  entity  which  applies  for 
a  grant  under  section  602(a)  of  the  Act. 

(C  "Catchment  area"  means  tbe  area 
served  by  a  home  health  agency  or  home 
health  organization. 

(d)  "CondiUona  of  participation" 
means  those  cOTidltlons  at  participation 
for  a  home  health  agency  for  reimburse- 
ment tmder  Title  XVUI  o*  ttie  Social  Se- 
curity Act  which  are  set  forth  in  Subpart 
L  of  20  CFR  Part  405. 

fe)  "Home  health  agency"  meajis  an 
entity  which  has  a  provider  agreement 
with  the  Secretary  pursuant  to  20  CFR 
Part  405.  Subpart  P. 

(f)  "Home  health  senices"  are  those 
Items  and  services  listed  in  Section  1861 
(m)  of  the  Social  Secairity  Act  (42  US.C. 
1395x(m))  provided  by  a  home  health 
agency. 

(g)  "Home  health  organization"  means 
an  agency  or  organization  which  Intends 
to  become  a  home  health  agency  but 
which  does  not,  at  the  time  of  applica- 
tlcHi  for  a  grant  under  this  part,  have  a 
provider  agreement  with  the  Secretary. 

(h>  "Nonprofit"  as  applied  to  a  pri- 
vate entity  means  an  entity  exempt  from 
Federal  Income  taxation  under  Section 
501  of  the  Internal  Revenue  Code  of 
1954. 

(1)  "Secretars'"  means  the  Secretar:.- 
of  Health.  Education,  and  Welfare  and 
any  other  ofBcer  or  employee  of  the  De- 
partment of  Health,  Education,  and 
Welfare  to  whom  the  authority  Involved 
has  been  delegated. 

<y>  "State"  means  the  several  States, 
the  District  of  Columbia,  the  Common- 
wealth of  Puerto  Rico,  the  Virgin  Is- 
lands. Guam,  and  American  Samoa. 

<^k)  "State  agency"  means  the  agency 
of  a  State  which  has  an  agreement  with 
the  Secretar>'  under  Section  1864(a)  of 
the  Social  SecMrity  Act  to  certify  agen- 
cies as  home  health  agencies  as  defined 
in  section  I86H0)  of  that  Act. 


§  51e,103     EligibUitT. 

(a)  EU(;ible  avplicants  Any  pubhc  or 
nonprofit  private  entity  is  eligible  to  ap- 
ply for  a  grant  under  this  part. 

lb'  Eligible  projects.  Grants  to  ehgl- 
ble  applicants  may  be  made  by  the  Sec- 
retary for  projects  to  meet  the  Initial 
costs,  including  costs  of  compensating 
profes-sional  and  para  professional  per- 
sonnel, of- 

( 1  ■>  Establishing  and  operating  a  home 
health  agency  which  will  provide  home 
health  servic.es:  or 

<2)  Expanding  the  home  health  serv- 
ices available  through  a  home  health 
agency  by  one  or  more  of  the  following 
means; 

n^  .Adding  new  home  health  .services 
not  previously  provided  by  such  agency; 

(li>  Enlarging  the  catchment  area  of 
the  agency; 

<iil)  Increasing  the  number  of  persons 
served  within  the  present  catchment 
area  of  the  agency. 

§  51c.  104      Applications. 

<&">  AU  applications.  An  approvable 
application  for  a  grant  under  section 
602(a>  of  the  Act  shall  be  submitted  to 
the  Secretary  at  such  time  and  in  such 
form  and  manner  as  the  Secretary  may 
prescribe  and  shall  contain  the  fcillow- 
ing; 

(DA  fuH  and  adequate  description  of 
the  intended  project  and  of  the  manner 
In  which  the  applicant  Intends  to  con- 
duct the  project  and  carr>'  out  the  re- 
quirements of  this  part; 

(2)  A  budget  and  justification  of  the 
amoimt  of  grant  funds  requested; 

(3)  A  description  of  the  applicant's 
organizational  structure,  ongoing  actl\i- 
tles.  and  any  health  services  currently 
being  delivered,  including  a  statement 
Indicating  any  accreditation  or  certi- 
fication for  such  services; 

(4'  The  following  Information  with 
resp>ect  to  the  proposed  project  catch- 
ment area  of  the  applicant ; 

(D  The  precise  boimdarle^  of  the 
catchment  area,  and  the  averape  travel 
time  from  the  applicant  entity  or  Its 
sateUitee  to  the  furthermost  point  within 
the  catchment  area; 

fii)  Demographic  data  relating  to  the 
catchment  area.  Including  the  total 
population  of  the  area,  the  number  and 
percentage  of  persons  aged  65  years  old 
and  older,  and  ntimber  and  percentage 
of  recipients  under  Title  XIX  of  the 
Social  Security  Act;  ^nd 

<liii  A  description  of  the  health  care 
resources  of  tlie  catchment  area  in  rela- 
tion to  the  population,  and  the  accessi- 
bility in  terms  of  size  and  geographic 
f Eictors.  Including  the  nimiber  of ; 

(A)  Home  health  agencies,  the  range 
of  their  services,  &nd  the  number  of  per- 
sons presently  served  by  such  agencies, 

(B)  Hospitals  (size,  location,  and 
type), 

iCt  Skilled  nursing  and  intermediate 
care  facilities, 

<Di  Outpatient  rehabilitation  facili- 
ties. 

(E)  Physicians  'both  doctors  of  medi- 
cine and  doctors  of  06te<q)athy  v ,  by 
specialty. 
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iP>  Homemaker  service  agencies  and 
number  of  persons  presently  served 
ti^ereby.  and 

iC-.  Day  care  centers  for  the  elderly: 

151  A  report  of  utilization  patterns  of 
health  care  resources  in  the  applicant's 
proposed  project  catchment  area.  Such 
report  shall  include: 

(ii  Bed  occupancy  rates  and  average 
length  of  stays  in  hospitals,  skilled  nurs- 
ing and  intermediate  care  facilities. 

(11)  Hospital  bed  days  used  per  thou- 
sand population. 

aii'  Hospital  bed  days  used  per  thou- 
sand population  aged  65  years  old  and 
older,  and 

uv)  Number  of  persons  served  1  in- 
cluding the  average  number  of  visits  per 
patient'  by  existing  home  health  agen- 
cies In  the  area  for  each  of  the  3  calendar 
years  preceding  the  calendar  year  in 
which  the  application  is  submitted  'or 
such  lesser  period  as  such  home  health 
agencie-s  have  been  in  operation) : 

'  6  >  Ba^sed  on  tiie  accumulated  data  re- 
quireti  by  paragraphs  la'  '4'  and  i5>  of 
this  section,  a  projection  of  the  pumber 
of  persons  who  will  use  the  home  health 
services  to  be  provided  by  the  applicant, 
mcluding  quarterly  projections  of  users 
who  are  aged  65  years  old  and  older,  and 
users  who  are  medically  indigent,  as 
determined  under  5  51e.l08: 

I  7)  Evidence  'such  as  copies  of  letters 
or  minutes  of  meetings)  that  health  care 
providers,  local  or  county  medical  socie- 
ties, and  other  community  organizations 
In  the  proposed  project  catcliment  area 
(such  as  senior  citizens  organizations) 
will  actively  participate  in  tlie  promotion 
and  utilization  of  the  home  health  serv- 
ices to  be  offered  by  the  applicant: 

1 8 1  A  description  of  the  referral  mech- 
anisms which  are  in  place,  or  are 
planned,  for  referral  of  patients  to  the 
applicant  from  hospitals,  skilled  nursing 
and  Intermediate  care  facilities,  and 
other  appropriate  institutional  or  am- 
bulator>'  health  care  providers  in  its  pro- 
posed project  catchment  area: 

1.9)  A  description  of  the  applicant's 
plan  to  market  the  home  health  services 
to  be  offered.  Including  such  information 
as  plans  to  acquaint  physicians,  hospital 
and  skilled  nursing  home  administrators, 
other  health  care  providers,  and  poten- 
tial users  with  the  services  to  be  oGfered, 
and  copies  of  any  informational  or  pro- 
motional material  m  u.se  or  projxjsed  to 
be  used : 

'10)  A  description  of  the  proposed 
stiiff,  based  upon  the  projection  of  the 
number  of  users  developed  under  sub- 
paragraph 16)  of  this  paragraph,  which 
the  applicant  will  employ  to  carry  out 
the  project,  and  a  time-phased  plan  for 
hiring  staff  to  meet  the  requirements  of 
this  part: 

'  1 1 )  A  plan  providing  for  the  continu- 
ation of  home  health  services  after  fi- 
nancial assistance  under  this  part  is  no 
longer  available: 

112)  A  statement  Indicating  how  and 
the  extent  to  which  the  project  plains  to 
meet  each  of  the  applicable  requirements 
in  5  51e.l06: 

(13)  Evidence  that  the  applicable  re- 
quirements of  Part  I  of  OCBce  of  Manage- 


ment and  Budget  Circular  No.  A-95  have 
been  satisfied:  and 

(14)  The  signature  of  the  Individual 
authorized  to  act  for  the  applicant  and 
to  assume  on  behalf  of  the  applicant  the 
obligations  imposed  by  the  Act,  these 
regulations  and  any  additional  condi- 
tions of  the  grant  award. 

(b)  Applications  submitted  by  home 
health  organizations.  In  addition  to  the 
requirements  of  paragraph  la)  of  this 
section,  an  application  for  a  grant  for  a 
project  described  in  §  51e.l03'.b)  (IJ  shall 
contain  the  following: 

(p  A  copy  of  the  S.S.A.  Form  #1515 
I  which  may  be  obtained  from  the  Bureau 
of  Health  Insurance,  Social  Security  Ad- 
ministration) which  the  applicant  has 
submitted  to  the  appropriate  State  agen- 
cy as  evidence  of  its  intent  to  become 
certified,  and 

(2)  A  detailed  plan  indicating  how  the 
applicant  entity  plans  to  meet  the  con- 
ditions of  participation  necessary  to  ob- 
tain certification  by  such  State  agency 
in  accordance  with  20  CTR  Part  405, 
Subpart  S. 

<c)  Applications  submitted  by  home 
health  agencies.  In  addition  to  the  re- 
quirements of  paragraph  (a)  of  this  sec- 
tion, an  application  for  a  grant  for  a 
project  described  in  J  51e. 103(b)  (2)  shall 
contain  the  following: 

(1)  A  description  of  the  home  health 
services  currently  being  provided  by  the 
applicant  agency  and  the  manner  in 
which  they  are  provided: 

(2)  The  number  of  the  current  pro- 
vider agreement  between  the  agency  and 
the  Secretary: 

(3)  The  number  of  referrals  to  the 
agency  from  each  of  the  types  of  referral 
sources  set  forth  in  paragraph  (a)  (8)  of 
this  section  for  the  three  calendar  years 
preceding  the  calendar  year  In  which  the 
application  is  submitted  (or  such  lesser 
period  as  the  agency  has  been  In 
operation)  : 

(4)  In  the  case  of  a  home  health 
agency  which  plans  to  expand  its  services 
in  such  a  way  as  to  require  a  new  or 
amended  provider  agreement, 

IDA  copy  of  the  S.S.A.  Form  No.  1515 
( which  may  be  obtained  from  the  Bureau 
of  Health  Insurance)  which  It  has  sub- 
mitted to  the  applicable  State  agency  as 
evidence  of  Its  intent  to  seek  additional 
certification  or  recertific^tlon,  as  appli- 
cable: and 

(ii)  A  detailed  plan  indicating  how  the 
applicant  agency  plans  to  meet  the  con- 
ditions of  participation  necessary  to  ob- 
tain certification  or  recertlfication,  as 
applicable,  by  the  State  agency  for  the 
new  service's  J  and/ or  subunit,  as  ap- 
plicable. 

§31e.lOj      Fi«cal  management. 

The  Health  Services  F\mding  Regula- 
tions, 42  CFR  Part  50,  Subpart  A,  apply 
to  all  grants  under  this  subpart,  con- 
sistent with  the  provisions  of  §  51e.l06 
(a) (7). 

§31e.l06      Project  elements. 

(a)  All  projects.  A  project  funded  un- 
der this  part  must: 


(1)  Provide  Its  services  directly  and 
make  such  services  available  to  all  resi- 
dents of  its  catchment  area; 

(2)  Recruit  personnel  necessary  to 
meet  the  requirements  of  this  part  in 
accordance  with  the  plan  submitted  pur- 
suant to  §  51e.l04(ai  '10( : 

(3)  Assure  that  staff  professionals  and 
paraprofessionals  meet  all  applicable  li- 
censure, certification,  or  other  legal  re- 
quirements for  the  practice  of  their  pro- 
fessions: 

(4)  Establish  and  maintain  referral 
procedures  (such  as  forms  designed  for 
referrals,  or  the  designation  of  a  hos- 
pital staff  member  to  coordinate  and 
follow-up  referrals)  to  handle  patients 
referred  to  the  project  from  hospitals, 
skilled  nursing  and  intermediate  care 
facilities,  and  other  appropriate  institu- 
tional and  ambulatory  health  care  pro- 
viders: 

(5)  Carry  out  the  marketing  plan  pro- 
vided pursuant  to  §  51e. 104(a)  (9)  of  this 
subpart  and  approved  by  the  Secretary 
In  the  Notice  of  Grant  Award: 

(6)  Establish  basic  statistical  data, 
cost  accounting,  management  Informa- 
tion, and  reporting  systems  which  shall 
enable  the  project  to  provide  such  sta- 
tistics and  other  information  as  the  Sec- 
retary may  reasonably  require  relating  to 
its  costs  of  operation,  patterns  of  utili- 
zation of  services,  and  the  availability, 
accessibility  and  acceptability  of  its  serv- 
ices, and  to  make  such  reports  to  the  Sec- 
retary in  a  timely  manner  with  such  fre- 
quency as  the  Secretary  may  reasonably 
require : 

(7)  Have  prepared,  and  make  every 
reasonable  effort  to  obtain  payment  for 
services  in  accordance  with,  a  schedule  of 
fees  and  payments  for  the  provision  of 
its  services  designed  to  cover  its  reason- 
able costs  of  operation  and  a  correspond- 
ing schedule  of  discounts  adjusted  on 
the  basis  of  patients'  ability  to  pay.  Pro- 
vided, that  such  schedule  of  discounts 
shall  provide  for  a  full  discount  to  in- 
dividuals and  families  with  armual  in- 
comes at  or  below  those  set  forth  in  the 
most  recent  "CSA  Income  Poverty 
Giildelines"  (45  CFR  §  1060.2)  and  for  no 
discount  to  Individuals  and  families  with 
annual  incomes  greater  than  twice  those 
set  forth  in  such  Guidelines,  except 
that — (1)  Nominal  fees  for  services  may 
be  collected  from  individuals  with  In- 
comes at  or  below  such  levels  where  im- 
position of  such  fees  is  consistent  with 
project  goals,  and  (ii)  'Where  a  govern- 
mental or  other  third  party  payor  is 
authorized  or  under  legal  obligation  to 
pay  all  or  part  of  the  charges  for  services 
provided  to  such  a  person,  make  every 
reasonable  effort  to  collect  reimburse- 
ment from  such  payor  without  applica- 
tion of  any  discount:  and 

(8)  Carry  out  the  plan  provided  pur- 
suant to  §  51e. 104(a) (11)  and  approved 
by  the  Secretary-  in  the  Notice  of  Grant 
Award  to  secure  sufficient  funding 
sources  to  continue  providing  home 
health  services  after  Federal  financial 
assistance  under  this  part  is  no  longer 
available. 

(b)  Home  health  organizations.  In 
addition  to  the  requirements  of  para- 
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graph  (a)  of  this  section,  a  project  de- 
scribed in  :  51e.l03(b)  (1)  must: 

(1)  Implement  the  plan  provided  pur- 
suant to  5  51e.l04(b)  (2)  : 

( 2 )  Obtain  certification  from  the  State 
agency  in  accordance  with  20  CFR  Part 
405,  Subpart  S,  within  60  days  from  Uie 
date  of  grant  award,  unless  the  j^^llcant 
demonstrates  to  the  Secretary's  satisfac- 
tion that  failure  to  obtain  such  certifica- 
tion within  such  time  period  is  due  to  cir- 
cumstances beyond  the  applicant's  con- 
trol, in  which  case  the  project  will  obtain 
certification  within  the  revised  time  limit 
imposed  by  the  Secretarj'; 

(3)  Be  certified  by  the  State  agency 
before  utilizing  grant  funds  under  this 
subpart  for  providing  any  home  health 
services:  and 

(4)  Provide  skilled  nursing  care  and 
such  other  home  health  services  as  are 
specified  in  the  Notice  of  Grant  Award 
following  certification  by  the  State 
agency  to  the  residents  of  its  catchment 
area. 

(c)  Home  health  agencies. 

(1)  In  addition  to  the  requirements  of 
paragraph  (a)  of  this  section,  a  project 
described  in  !  51e.l03(b)  (2)  must  do  the 
following,  as  applicable: 

(i)  In  the  case  of  a  project  described 
in  S  51e.l03(b)  (2)  (1) ,  make  avsiilable  one 
or  more  home  health  services,  not  previ- 
ously provided  by  the  agency,  for  which 
there  is  a  need  in  the  catchment  area,  as 
determined  by  the  Secretary  and  as 
specified  in  the  Notice  of  Grant  Award. 

(11)  In  the  case  of  a  project  described 
in  §  51e.l03(b)  (2)  (11)  which  plans  to  en- 
large its  catchment  area  without  estab- 
lishing a  subunit,  expend  Its  catchment 
area,  and  provide  home  health  services 
therein,  sufficient  to  increase  the  num- 
ber of  persons  served  by  the  agency  in 
the  calendar  year  of  the  grant  by  a  per- 
centage equal  to  the  ratio  of  the  amount 
of  the  grant  under  this  part  to  the 
agency's  total  operating  budget  for 
the  calendar  year  preceding  the  grant; 
Provided,  however,  that  where  the  Sec- 
retary determines  the  project  will  ex- 
pand Its  catchment  area  so  as  to  serve 
a  substantially  less  densely  populated 
area,  he  may  approve  a  lower  percent- 
age. 

(ill)  In  the  case  of  a  project  described 
in  5  51e.l03(b)  (2)  (ill)  which  plans  to  in- 
crease the  number  of  persons  served  in 
its  catchment  area  without  establishing 
a  subunit,  provide  services  to  an  addi- 
tional number  of  residents  of  the 
agency's  catchment  area  sufficient  to  in- 
crease the  number  of  persons  served  by 
the  agency  in  the  calendar  year  of  the 
grant  by  a  percentage  equal  to  the  ratio 
of  the  amount  of  the  grant  under  this 
part  to  the  agency's  total  operating 
budget  for  the  calendar  year  preceding 
the  grant. 

(2)  In  the  case  of  an  agency  which 
plans  to  expand  its  services  in  such  a  way 
as  to  require  a  new  or  amended  provider 
agreement,  the  project  miist: 

(1)  (A)  Except  where  the  agency  plans 
to  establish  a  subunit,  obtain  State 
agency  recertlflcAtion  pursuant  to  20 
CFR  Part  405,  Subpart  S,  within  30  days 
of  the  grant  award,  unless  the  applicant 


demonstrates  to  the  Secretary's  satisfac- 
tion that  faDure  to  obtain  soch  recertlfi- 
cation within  siKsh  tune  period  was  doe 
to  circumstances  beyood  the  applicant's 
MmtroL  to  which  case  the  project  wHl 
obtain  recertlfication  within  a  revised 
Ume  period  Imposed  by  the  Secretary; 
and 

(B)  'Where  the  agency  plans  to  estab- 
lish a  subunit,  obtain  State  agency  cer- 
tification pursuant  to  20  CFR  Part  405. 
Subpart  S.  within  60  days  of  the  grant 
award,  unless  the  applicant  demon- 
strates to  the  Secretary's  satisfaction 
that  failure  to  obtain  such  certification 
within  such  time  period  was  due  to  cir- 
cumstances beyond  the  applicant's  con- 
trol, in  which  case  the  project  will  ob- 
tain certification  within  a  revised  time 
period  Imposed  by  the  Secretarj'. 

(ii)  Be  certified  or  recertified,  as  ap- 
plicable, by  the  State  agency  before  pro- 
viding any  of  the  expanded  services. 

§  51e.l07      Grant  evaluation  and  award. 

(a)  'Within  the  limits  of  funds  avail- 
able for  such  purposes,  the  Secretary 
will  evaluate  applications  submitted  un- 
der this  part  and  •will  award  grants  to 
applicants  which  submit  approvable  ap- 
plications for  projects  to  provide  home 
health  services  in  areas  where  such  serv- 
ices are  not  otherwise  available,  sis  de- 
termined under  subi>aragraph  ( 4 )  of  this 
paragraph,  in  accordance  with  the  fol- 
lowing procedures: 

(1)  The  funds  appropriated  to  carry 
out  section  602(a)  of  the  Act  will  be  allo- 
cated among  the  regions  of  the  Depart- 
ment of  Health,  Education,  and  'Welfare, 
as  set  forth  in  5  1.30(A),  35  Fed.  Reg. 
14334  (1970) .  on  the  basi^;  of  the  relative 
needs  of  the  State  within  each  such  re- 
gion. Such  relative  need  shall  be  deter- 
mined by  comparing  the  ntunber  of  in- 
dividuals within  each  State  who  are 
elderly,  medically  indigent,  or  both,  as 
determined  for  purposes  of  §  51e.l08  of 
this  part  in  areas  determined  In  accord- 
ance with  5  51e.l08  to  have  a  high  per- 
centage of  such  Individuals:  Prcwided, 
that  a  minimum  of  $100,000  will  be  allo- 
cated to  each  region  for  the  States  with- 
in such  region;  and  Provided  further. 
that  where  the  Secretary  determines 
that  there  will  not  be  enough  approvable 
applications  within  a  region  to  utilize  the 
grant  fvmds  allocated  to  It,  he  may  real- 
locate such  excess  fimds  to  regions 
which  he  determines  will  have  approv- 
able applications  which  would  otherwise 
not  be  funded. 

(2)  In  awarding  grants  under  this 
part,  the  Secretary  will  give  preference 
to  approvable  applications  for  projects 
which  vdll  serve  catchment  areas  in 
which  a  high  percentage  of  the  popula- 
tion is  composed  of  individuals  who  are 
elderly,  medically  Indigent,  or  both,  as 
determined  imder  §  51e  108  of  this  part. 

(3)  'Where  the  funds  allocated  to  a 
region  are  Insufficient  to  fund  all  ap- 
provable applications  for  projects  which 
will  serve  catchment  areas  in  which  a 
high  percentage  of  the  peculation  is 
composed  cuf  individuals  who  are  elderly, 
medically  Indigent,  or  both,  or  In  con- 
sidering   approvable     applications    for 


projects  which  will  not  serve  catchment 
areas  to  which  a  high  percentage  of  the 
population  is  ccnnposed  of  Individuals 
who  are  elderly,  medically  Indigent,  or 
botti,  the  Secretary  will  take  toto  con- 
sideration in  awarding  grants  under  this 
part  the  following  factors; 

(I)  The  projected  nxmiber  of  users  who 
are  elderly  and,  or  medically  Indigent, 

(ii)  The  extent  to  which  the  project 
will  meet  tlie  requirements  set  forth  In 
5  51e.l05  and  §  51e.l06. 

(iil)  The  degree  to  which  the  applicant 
Intends  to  integrate  services  (such  as 
combining  services  with  oUier  public  or 
nonprofit  private  sigencies  receiving 
other  grants  for  the  dellverj-  of  health 
services  > .  smd 

(Iv)  The  extent  to  which  community 
resources  v^ill  be  utilized  to  the  project. 
and  the  extent  to  which  such  community 
resources  will  contmue  to  jupvport  home 
health  services  after  funds  under  section 
602(a)  of  the  Act  are  no  longer  available. 

(4)  For  purposes  of  this  section,  home 
health  services  will  be  considered  to  be 
not  otherwise  available  in  a  catchment 
area  where: 

(^D  There  are  no  home  health  agencies 
in  the  area;  or 

(II)  There  is  a  home  health  ageiicy 
providmg  the  services  but  the  services 
are  unavailable  to  a  significant  portion 
of  the  population:  or. 

(iii '  Tliere  is  a  home  health  agency  in 
the  area,  but  It  does  not  provide  at  least 
one  of  the  hcwne  health  services  which 
the  applicant  proposes  to  provide 

(b'  The  amount  of  any  award  under 
this  part  v^ill  be  determined  by  the 
Secretar>-  on  the  basis  of  his  estimate 
of  the  sum  necessary  for  a  designated 
portion  of  direct  project  costs;  Provided, 
hoicever.  that  no  grant  shall  be  made  for 
an  amount  in  excess  of  the  total  c(5st  as 
found  nece.ssary  by  the  Secretary  for  the 
carrying  out  of  the  project. 

(1)  In  determirung  the  percentage  of 
project  costs  to  be  borne  by  the  grantee, 
the  Secretary  will  take  toto  considera- 
tion the  following  factors: 

(I)  The  ability  of  the  grantee  to  fi- 
nance its  share  of  project  costs  from 
non-Federal  sources:  and 

(II)  The  need  of  the  area  served  by 
the  project  for  the  services  to  be  pro- 
vided. 

(2 1  At  any  time  after  approval  of  an 
application  under  this  part,  the  Secre- 
tary may  retroactively  agree  to  a  lower 
percentage  of  project  coets  to  be  borne 
by  the  grantee  than  that  determined 
piirsuant  to  paragraph  (b)(1)  of  this 
section  where  he  finds  that  changed  cir- 
cumstances justify  a  smaller  contribu- 
tion. 

(3 )  In  determtoing  the  grantee's  share 
of  project  costs.  If  any.  costs  borne  by 
Federal  grant  funds  or  costs  used  to 
match  other  Federal  grants  may  not  be 
tocluded  except  as  otherwise  provided  by 
law  or  r^ulatlons, 

(c)  Grants  under  this  part  may  be 
made  for  a  period  up  to  17  months  if 
necessary  to  provide  sufficient  time  for 
the  applicant  to  achieve  an  c^rational 
level  which  'will  support  the  conttoued 
provision  of  home  health  services  to  the 
area. 
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fd)  AH  grant  awards  shall  be  In  writ- 
ing, and  shall  set  forth  the  amcnint  of 
funds  granted  and  the  period  for  which 
support  is  recommended 

(e)  Neither  the  approval  of  any  project 
nor  any  grant  award  shall  conunlt  or 
obligate  the  United  States  in  any  way  to 
make  any  additional,  supplemental,  or 
other  award  with  respect  to  any  ap- 
proved project  or  portion  thereof 

§  31e.l08      Dttrrmination  of  prifcri  iicc 

la)  For  purposes  of  §  51e.l07  of  this 
part,  a  catchment  area  will  be  considered 
to  have  a  high  percentage  of  individuals 
who  are  elderly,  medically  indigent,  or 
bot±i  if  any  one  of  the  follo-Aing*is 
prcseii'. 

(1)  More  than  13.7  percent  of  its  popu- 
lation consists  of  nonlnstitutionalized 
Individuals  who  are  65  years  old  or  older; 

(2)  More  than  26  9  percent  of  its  popu- 
lation consLstj  of  ;>t;rsons  with  aru-.ual 
family  Incomes  btia*  the  povertv  level. 
as  defined  by  the  SouU  S'M'iir.ty  Ainun- 
Istratlon  In  1964.  modified  by  a  Federal 
Interagency  Committee  In  1969,  and 
used  In  the  1970  United  States  Census; 

i3)  More  than  5.6  percent  of  its  popu- 
lation con-sL-ts  of  individuals  who  are 
both  65  years  old  or  older  and  whose 
annual  family  Income  is  below  the  pov- 
erty level,  as  ppecified  In  subparagraph 
<2>   above 

'bill'  Art  applicant  may  demonstrate 
that  its  catchment  area  has  a  high  per- 
centage of  individuals  who  are  elderly, 
medically  indigent,  or  both  by  using  data 
from: 

'li  Tlie  United  States  Cen-^us  Bureau, 
United  States  Census  of  the  Population: 
1970.  General  Social  and  Economic 
Characteristics,  PCil » -C.  Tables  119  and 
120,  or  124;  or 

an  The  United  States  Cen.'ius  Bureau, 
United  States  Census  of  the  Population: 
1970.  General  Population  Character- 
istics. PC  ( 1  >  -B.  Table  37 ;  or 

an)  More  current  data  appropriate  to 
the  proposed  catchment  area,  if  such 
data  is  shown,  to  the  Serrctar>-'s  satL";- 
factlon.  to  be  more  appropriate  and  valid 
for  the  purposes  of  such  calculation. 
Data  svich  as  that  complied  most  recently 
by  the  Administration  on  Aging,  the 
most  current  data  on  Medicare  enrolleea 
or  recipients  of  other  categorical  assist- 
ance programs,  as  appropriate  <e  g.  Old 
Age  Assistance',  may  be  submitted  and 
used  to  update  the  1970  data. 

i'2)  In  computing  the  percentage  of  the 
population  of  its  catchment  area  which 
Is  elderly,  medically  indigent,  or  both,  an 
applicant  must  exclude  individuals  who 
are  Inmates  of  institutions,  and  those  In 
military  barracks  and  college  dormitories 
as  set  forth  in  the  tables  referred  to  in 
subparagraph  i  b)  <  1 )  above,  unless  It  can 
be  reasonably  demonstrated  th*t  a  por- 
tion or  all  of  the  Individuals  In  such  in- 
stitutions would  otherwise  reside  in  th« 
avtchment  area. 

9  S\e,lW      I'se   of   projert   fands. 

(aJ  Any  funds  granted  pursuant  to 
this  part,  as  well  as  other  fimds  to  b« 
used  fn  perfonnanc*  at  the  approved 
project,  may  be  expended  solely  for  car- 


r-'lng  out  the  approved  project  in  accord- 
ance with  section  602(a)  of  the  Act,  these 
regilations.  the  terms  and  conditions  of 
the  award,  and  the  applicable  cost  prin- 
ciples prescrifc>ed  in  Subpart  Q  of  45  CPR 
p.in  74. 

(b)  Project  funds  awarded  under  this- 
part  to  establish,  expand,  or  operate  a 
home  health  agency  may  be  used  for,  but 
need  not  be  limited  to,  the  following: 

(1)  The  costs  of  obtaining  technical 
assistance  to  develop  the  project,  to  im- 
prove its  management  capability,  to 
establish  an  adequate  data  collection 
system,  and  to  develop  methodology  for 
evaluation;  and 

(2)  The  uncompensated  cost  of  deliv- 
ering home  health  services  to  individuals 
and  families  with  annual  incomes  lower 
than  those  set  forth  In  the  most  recent 
•CSA  Income  Poverty  Guidelines"  (45 
CFR  1060  2)  estabhshed  by  the  Com- 
numity  Services  Administration,  and  to 
individuals  and  families  with  annual  In- 
comes greater  than,  but  not  over  twice, 
those  set  forth  in  such  Guidelines. 

(c>  Grant  fimds  shall  not  be  used  to 
pay  tiie  salaries  of  project  staff  members 
wliase  qualifications  do  not  meet  applica- 
ble requirements  under  the  conditions 
of  participation. 

id'  Prior  approval  by  the  Secretary 
of  revisions  of  the  budget  and  project 
plan  is  required  whenever  there  is  to  be 
a  significant  change  in  the  scope  or  na- 
ture of  project  activities. 

§,)lr.llO      Granl    payin»»nts. 

The  Secretary-  shall  from  time  to  time 
make  payments  to  a  grantee  of  aU  or  a 
portion  of  any  grjvnt  award,  either  in  ad- 
vance or  by  way  of  reimbursement  for 
expenses  Liicurred  in  the  performance  of 
the  project,  to  the  extent  he  determines 
such  payments  necessary  to  promote 
project  Initiation  and  advancement  oX 
the  approved  project 

§51e.lll      CJK3    ripht.*. 

(a)  Attention  is  called  to  the  require- 
ments of  Title  VI  of  the  Civil  Rights  Act 
of  1964  (78  Stat.  252,  42  U.S.C.  2000d  et 
seq.)  and  in  particular  .section  501  of 
such  Act  which  provides  that  no  person 
In  the  United  States  shall,  on  the  grounds 
of  race,  color,  or  national  origin  be  ex- 
cluded from  participation  in,  be  denied 
the  benefits  of.  or  be  subject<;d  to  dis- 
crimination luider  any  program  or  ac- 
tivity receiving  Federal  financial  assist- 
ance. A  regulation  implementing  such 
title  VI,  which  applies  to  grants  made 
under  this  part,  has  been  Lssued  by  the 
Secretary  of  Health,  Education,  and  Wel- 
fare with  the  approval  of  the  President 
(45  CPR  Part  80 ) .  In  addition,  no  per- 
son shaJl  be  denied  employment  in  or  by 
such  program  or  activity  on  the  grounds 
of  age.  sex,  creed,  or  marital  status. 

(b)  Attention  is  called  to  the  require- 
ments ot  Section  504  of  the  Itehabllita- 
tion  Act  of  1973,  as  amended,  which  pro- 
vides that  no  otherwise  qualified  handi- 
capped individual  in  the  United  States 
shall,  solely  by  reason  of  liis  handicap, 
be  excluded  from  participation  in,  be  de- 
nied the  benefits  of,  or  be  sub-ei_ted  to 
dtecrlminatioc   under   any   program   or 


activity     receiving     Federal     financial 
assistance. 

§  51e.112      Confidenliality     of     inform. i- 
tion. 

AU  information  as  to  personal  facts 
and  circumstances  obtained  by  the  proj- 
ect staff  in  connection  with  the  provision 
of  services  under  the  project  shall  be 
treated  as  privileged  comniuincation. 
shall  be  held  confidential,  and  shall  not 
be  divulged  without  the  individual's  con- 
sent except  as  may  be  otherwise  required 
by  applicable  law  <■  including  this  part  i 
or  necessary  to  provide  services  to  the 
individual.  Such  information  may  be  dL';- 
closed  In  summary,  statistical,  or  other 
form  which  does  not  identify  particular 
individuals. 

§  51e.ll3      Publiralions  and  (■f)pyTi2hf. 

Except  as  may  be  provided  under  the 
terms  and  conditions  of  the  award,  the 
Department  of  Health.  Education,  and 
Welfare  copyright  requirement,  set  forth 
in  45  CFR  74.140,  shall  apply  to  any  book 
or  otherwise  copyrightable  material  de- 
veloped or  resulting  from  the  activity 
supported  by  a  grant  under  this  subpart. 

§  31c. Ill      Grantee   accountability. 

(a)  Accounting  for  grant  award  pay- 
ments.  All  payments  made  by  the  Secre- 
tary shall  be  recorded  by  the  grantee  in 
accounting  records  separate  from  the 
records  of  all  other  grant  funds,  includ- 
ing ftuids  derived  from  other  grant 
awards.  With  respect  to  each  approved 
project  the  grantee  shall  account  for  the 
siun  total  of  all  amoimts  paid  by  present- 
ing or  otherwise  making  available  evi- 
dence, satisfactory  to  the  Secretary,  for 
expenditures  for  direct  and  indirect  costs 
meeting  the  requirements  of  this  part: 
Provided,  however,  that  when  the  amount 
awarded  for  Indirect  costs  was  based  on 
a  predetermined  fixed-percentage  of  es- 
timated direct  costs,  the  amoimt  allowed 
for  indirect  costs  shall  be  computed  on 
the  basis  of  such  predetermined  fixed- 
percentage  rates  applied  to  the  total,  or 
a  selected  element  thereof,  of  the  reim- 
bursable direct  cost  incurred. 

(b)  Copirriaht  royalties.  Copyright 
royalties  shall  be  accoimted  for  as  pro- 
vided in  45  CFR  74.44. 

(c)  Grant  closeout. 

(1)  Date  of  final  accounting.  A  grantee 
shall  render,  with  respect  to  each  ap- 
proved project,  a  full  accoimt,  as  pro- 
vided herein,  as  of  the  date  of  the  termi- 
nation of  grant  support.  The  Secretary 
may  require  other  special  and  periodic 
accounting. 

'3'  Final  settlement.  There  shall  be 
payable  to  the  Federal  (government  as 
final  settlement  with  respect  to  each 
approved  project  the  total  sum  of: 

a)  Any  amount  not  accoimted  for  pur- 
suant to  paragraph  i.a)  of  this  section; 
and 

(ii)  Any  other  amounts  due  pursuant 
to  Subparts  P,  M,  and  O  of  45  CPR  Part 
74  Such  total  sum  shall  constitute  a  debt 
owed  by  the  grantee  to  the  Federal  Gov- 
ernment and  shall  be  recovered  from  the 
grantee  or  its  successors  or  assignees  by 
setoff  or  other  acticm  as  proyided  by  law. 
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§31e.ll5      I'erfornia nee  report. 

A  grantee  shall  submit  a  performance 
report  meeting  the  requirements  of  45 
CFR  74.82^c),  and  a  financial  status 
report  at  the  end  of  the  assigned  project 
period. 

§  51e.ll6      .\ppli(  ability  of  43  fl'R  Part 

71. 

The  provisions  of  45  CFR  Part  74,  es- 
tablishing uniform  adminttratlve  re- 
quirements and  cost  principles,  shall 
apply  to  all  grants  under  this  subpart  to 
State   and   local   governments   as   those 
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terms  are  defined  in  Subpart  \  of  that 
Part  74.  The  relevant  provisio::is  of  the 
following  subparts  of  Part  74  shall  also 
apply  to  grants  to  all  oUier  grantee  or- 
ganizations imder  this  subpart: 

45  CFR  Part  74 
Subpart 
A     General. 
B     Oa.sh  depositories. 
C     Bondli.g  and  Insurance. 
D     Retention  and  custodial  requirements  foe 

records. 
y     Qranl-related  Income 
O     Matching  and  cost  sharing. 
K     Grant  payment  requireirientA 
L     Budaret  revi.sior.  prcvi'dures. 


2S697 

M     Grant  closeout,  Buspenslon,  and  termina- 
tion. 
O     Property. 
Q     Cost  prlnclplea. 

§  51e.ll7      .\dditional  renditions. 

The  Secretary  may  with  respect  to  any 
grant  award  impose  additional  condi- 
tions prior  to  or  at  the  time  of  the  award 
when,  in  his  judgment  such  conditions 
are  necessary  to  assiu^  or  protect  ad- 
vaii cement  of  the  approved  project,  the 
interest  of  pubUc  health,  or  the  conser- 
vation of  grant  funds. 

[FR  Doc.77- 15383  Piled  6-2-77; 8: 45  am] 
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Title  45 — Public  Welfare 
CHAPTER    II— SOCIAL   AND   REHABIUTA- 
TION      SERVICE      (ASSISTANCE      PRO- 
GRAMS),    DEPARTMENT    OF    HEALTH, 
EDUCATION.    AND   WELFARE 
PART  249— SERVICES  AND  PAYMENT  IN 
MEDICAL  ASSISTANCE  PROGRAMS 

Intermediate  Care  Facilities  for  the 
Mentally  Retarded 
AGENCY:   Health  Care  Financing  Ad- 
ministration. HEW. 

ACTION:  Final  rule. 
SlJ^I^LAJ^Y:  The  rules  prescribe  State 
procedures  effective  July  18,  1977  for 
certifying  Intermediat*  Care  Facilities 
for  the  Mentally  Retarded  to  participate 
m  state  Medicaid  pro-ams  ulUe  XIX, 
Social  Security  Act>.  A  studv  completed 
in  July  1976  by  the  HEW  Office  of  Long 
Tem^  Care  IndlcatCNi  that  only  35  per- 
cent of  Slate-owned  facilities  were  ex- 
pected to  be  in  full  compliance  with 
standards  by  the  deadline  (March  18. 
1977  now  Julv) .  The.se  regulations  mod- 
ify certain  Federal  re<iuirements  and 
aUow  an  extension  of  time  to  meet  se- 
lected standards. 

EFFECTIVE  DATE;  July  18.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  C.  Davison.  202-245-0136. 
SUPPLEMENTARY  INFORMATION: 
On  January  18,  1977.  HEW  published  a 
proposed  rule  (42  FR  3325)  to  modify 
Federal  regulations  applicable  to  Inter- 
mediate care  faclHtles  for  the  mentally 
retarded  which  would  otherwise  become 
effective  on  March  18.  1977.  The  purpose 
of  the  proposed  rule  was  to  modify  cer- 
tain requirements  and  to  extend  tbe 
period  allowed  under  regulations  for 
compliance  with  standards  on  staffing 
and  envirorunental  conditions. 

Comments  on  the  Notice,  botli  pro  and 
con  raised  serious  questions  with  respect 
to  the  impact  of  the  proposed  amend- 
ments on  the  ctirrent  operations  of  Stat* 
programs  for  the  mentally  retarded,  as 
well  as  on  Federal  and  State  actions  to 
achieve  deinstitutionalization.  In  order 
to  assure  a  thorough  analv-sLs  of  all  of 
the  Issues  Involved.  HEW  Issued  a  filial 
rule  on  March  18.  1977  extendmg  the 
deadline  for  meeting  Federal  regulations 
to  July  18.  1977. 

\  wide  variety  of  comments  were  re- 
ceived on  the  January  Notice  from  State 
health  and  welfare  agencies,  consumer 
groups,  social  service  agencies,  the  Na- 
tional Association  of  Retarded  Citizens 
profes^sional  organlzatlon.s,  the  National 
Governors'  Conference  and  private  clU- 
zens  All  of  these  comments  have  been  re- 
viewed and  HEWs  final  decisions  are  dis- 
cussed below. 

Discussion  of  Major  Comments 

CERTiriCATTON    OF    NEW    FACILITIES 

Regulations  published  In  January  1974 
e-stablLshed  a  March  18,  1977  (now  July 
1977  >  deadline  for  compliance  with  Fed- 
eral standards  applicable  to  institutions 
for  the  mentally  retarded.  Facilities  were 
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permitted  to  receive  Medicaid  payments 
In  the  interim  if  they  had  an  acceptable 
plan  (§  249.33(a)  (8»  for  meeting  the 
standards  by  the  1977  deadline. 

The  Januarj'  1977  proposed  rules  re- 
vised several  of  the  standards  and  pro- 
vided an  additional  period  (one  year  for 
.^^taffing  and  three  years  for  environmen- 
tal standards)  for  compliance  for  those 
facilities  certified  under  the  program  and 
alreadv  participating  under  an  approved 
plan  of  compliance.  The  proposed  rules 
would  not  have  allowed  this  additional 
time  for  new  facilities  entering  the  pro- 
gram after  March  18. 

Several  comments  received  questioned 
the  legality  of  such  a  distinction.  In  ad- 
dition, it  has  been  pointed  out  that  the 
proposed  rule.  In  effect,  rewards  facili- 
ties which  have  remained  out  of  compli- 
ance since  1974  by  providing  them  even 
more  time  to  meet  requirements,  and 
penally: es  faculties  which  have  never  been 
afforded  an  opportunity  to  work  with 
Federal  financial  assistance  towards 
compliance  with  Federal  standards. 

After  careful  consideration  of  all  of  the 
views  presented  on  both  sides  of  the  Is- 
sue, HEW  has  decided,  in  the  Interest  of 
equity,  that  all  facilities  certified  on  or 
after  the  effective  date  of  the  regulations 
will  be  subject  to  the  same  terms  and 
conditions  concerning  certification  with 
deficiencies. 

Thus,  the  following  rules  will  apply  re- 
gardless of  the  date  on  which  the  facility 
enters  the  program : 

Any  facility  certified  on  or  after  July 
18,  1977  with  deficiencies  In  Federal  re- 
quirements for  staffing  may  be  given  a 
period  not  to  exceed  July  18.  1978  for  cor- 
rection of  the  deficiency. 

A  facility  certified  on  or  after  July  18. 
1977  with  deficiencies  in  the  Life  Safety 
Code  or  certain  environmental  standards 
may  be  given  a  period  not  to  exceed  July 
18,  1980  for  the  correction  of  the  defi- 
ciencies. 

Under  certain  conditions,  the  Secretary 
may  grant  the  State  autiiorlty  to  approve 
a  plan  of  correction  beyond  July  18.  1980 
but  not  to  exceed  July  18.  1982. 

APPKOVAL    OF    PLANS    OF    CORRECTION 

Proposed  amendments  to  45  CFR  249.- 
33(a)  (2)  provided  that  facilities  could  be 
certified  with  deficiencies  In  staflang,  the 
Life  Safety  Code  or  certain  environ- 
mental standards  if  they  had  a  plan  of 
correction   approved  by  the  Secretary. 

Many  comments  objected  to  the  Intro- 
duction of  Federal  determinations  Into  a 
process  which  by  statute  is  Interpreted  as 
a  State  function  and  authority. 

HEW  agrees,  in  essence,  uith  the  com- 
ments that  ttie  authority  for  determin- 
ing whether  institutions  meet  the  re- 
quirements for  participation  in  Medicaid 
rests  with  tlie  State.  Accordingly,  §  249.33 
I  a;  (2)  has  been  revised  to  provide  State 
survey  agencies  u1th  the  authority  to 
approve  plans  for  correction  of  deficien- 
cies in  sUffing.  the  Life  Safety  Code  and 
environmental  standards.  An  exception 
in  the  area  of  the  Life  Safety  Code  and 
environmental  standards  has  been  pro- 
vided, however;  States  must  obtain  the 


Secretary's  authorization  for  approval  of 
any  plan  of  correction  that  exceeds  the 
Federal  deadline.  Ttils  will  be  granted  on 
a  facUlty-by-facillty  basis  since  a  specific 
determination  must  be  made  that  the  de- 
ficiency can  be  corrected  sind  that  the 
plan  is  feasible.  HEW  considers  tliis 
epecial  approval  action  necessar>-  to  as- 
sure that  such  situations  are  kept  to  a 
minimum  and  that  an  extension  is  es- 
sential and  appropriate  In  the  individual 
case. 

In  this  connection,  HEW  wishes  to 
stress  its  commitment  close  monitoring 
of  the  State  survey  and  certification  of 
institutions  for  the  mentally  retarded  to 
assure  State  compliance  with  the  condi- 
tions for  facility  participation  in  the  pro- 
gram. HEW  will  give  particular  attention 
to  State  approval  of  plans  of  correction 
and  State  findings  on  faciUty  progress. 
Under  the  Federal  validation  authority 
provided  in  I  249.10(b)  (15)  (vl)  (C) . 
HEW  will  Initiate  fiscal  disallowance  ac- 
tions, in  any  case  where  the  State  has 
failed  to  make  the  required  determina- 
tions (§  249.33(a)  (2)  (11)  (C))  with  re- 
spect to  substantial  facility  progress  in  its 
plan  of  correction.  Under  the  Federal  au- 
thority available,  such  disallowances 
would  be  effective  from  the  date  the 
State  failed  to  meet  the  requirements  of 
i  249.33(a)  (2)  (U)(C). 

STAFFING    REQUIREMENTS 

The  proposed  revision  to  45  CFR  249.33 
(a)  (2)  provided  for  the  correction  of 
staffing  deficiencies  under  an  approved 
plan  of  correction  not  exceeding  one  year 
from  the  effective  date  of  certification 
after  pubUcation  of  the  regulations. 
-  Several  commentors  requested  that  a 
two-year  period  be  provided  for  correc- 
tion and  several  comments  recommended 
that  the  one-year  correction  period 
should  begin  with  the  date  of  the  revised 
regulations  Ci.e..  July  18,  1977)  rather 
than  the  date  of  recertification  after 
publication  of  the  regulations. 

HEW  has  concluded  that  one  year  is 
considered  sufficient  time  for  a  facility 
to  recruit  the  necessary  staff  and  Is  also 
the  maximum  period  that  a  facility 
should  attempt  to  provide  the  required 
"active  treatment"  short  of  a  full  com- 
plement of  staff.  HEW  believes  a  longer 
period  could  result  in  harm  to  the  resi- 
dents or  at  least  deter  their  progress 
toward  maximum  normal  functioning. 

Accordingly,  the  final  rule  has  been 
amended  to  provide  for  the  correction 
of  staffing  deficiencies  imder  a  State- 
approved  plan  not  exceeding  one  year 
(i.e.,  July  18,  1978)  from  the  effective 
date  of  the  regulations.  It  is  recom- 
mended, therefore,  that  State  survey 
agencies  alert  those  facilities  currently 
participating  under  the  program  and 
not  scheduled  for  certification  untU  early 
1978  or  later,  that  they  will  also  be  sub- 
ject to  the  July  18.  1978  deadline  for  any 
staffing  deficiencies  noted  during  the 
resurvey. 

HEW  has  also  accepted  a  recommen- 
dation that  approved  correction  plans 
must  also  document  that  financial  re- 
sources are  available  to  provide  the  staff 
indicated  in  the  plan. 
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LIFE   SAFETY    CODE   ANT)   ENVIFONT«ENTAL 
REQUTRETMENTS 

Proposed  revisions  to  45  CFR  239.33 'a) 
(2)  provided  for  certification  of  a  fa- 
cility with  deficiencies  in  Federal  re- 
quirements for  the  Life  Safety  Code,  liv- 
ing units,  dining  rooms  and  therapy 
areas  if  the  facility  had  a  plan  of  cor- 
rection assuring  that  the  facihty  would 
meet  these  requirements  during  a  period 
not  to  exceed  March  18,  1980.  The  plans 
of  correction  were  to  include  a  timetable 
for  either  phasing  out  the  institution  or 
for  taking  corrective  steps,  specifying 
when  correction  would  be  completed. 
During  this  period  the  facility  would  be 
surveyed  at  least  semi-annually  to  assure 
adequate  progress  in  meeting  its  plan 
of  correction. 

Many  comments  were  received,  both 
pro  and  con,  concerning  the  proposed 
extension  of  the  period  allowed  for  these 
corrections.  Some  commenters  recom- 
mended no  extension,  others  recom- 
mended an  extension  of  one  year.  WhUe 
the  consensus  of  the  comments  sup- 
ported HEW's  proposed  extension  of 
three  years,  several  comments  were  also 
received  supporting  an  extension,  where 
appropriate,  of  five  years.  Some  com- 
ments also  objected  to  the  proposed 
semi-annual  surveys  as  unnecessary. 

As  HEW  stated  at  the  time,  the  pro- 
posed regulations  were  Intended  to  al- 
leviate the  serious  difficulties  States  are 
encotmtering  In  their  efforts  to  meet 
Federal  requirements  by  the  1977  dead- 
line and  to  permit  continued  participa- 
tion of  facilities  for  a  reasonable  time 
while  improvements  are  being  made.  This 
will  avoid  substantial  disruption  in  the 
care,  treatment  and  living  arrangements 
of  residents  that  would  result  from  their 
transfer  to  other  certified  facilities.  The 
residents  will  not  be  disadvantaged  by 
the  change,  since  the  extended  time  may 
be  granted  only  when  an  ai:^roved  plan 
of  correction  is  in  effect  an*  no  harm  will 
result  to  the  Individual.  HEW  wiU  closely 
monitor  State  activities  to  assure  com- 
pliance with  the  Federal  conditions  for 
approval  of  extension  periods. 

HEW  Is  aware  of  the  complexities  and 
difficulties  in  developing  plans  of  cor- 
rection in  the  area  of  the  Life  Safety 
Code  and  environment.  Therefore,  the 
final  nile  provides  that  In  the  case  of  a 
facility  certified  on  or  after  the  effective 
date  of  these  regulations,  It  may  be  cer- 
tified with  deficiencies  In  the  Life  Safety 
Code  and  certain  environmental  stand- 
ards if  the  faculty  has  a  State-approved 
plan  of  correction  which  assures  compli- 
ance as  of  July  18. 1980. 

At  the  time  of  the  initial  survey  after 
July  18.  1977.  where  a  facility  is  imable 
to  develop  an  approvable  plan  which  as- 
sures compliance  by  July  18.  1980,  the 
survey  agency  may  request  authority 
from  the  Secretary  to  approve  an  indi- 
vidual plan  of  correction  which  assures 
compliance  during  a  period  not  exceed- 
ing July  18,  1982. 

Therefore,  all  facilities,  certified  on  or 
after  July  18,  1977  with  deficiencies  In 
the  Life  Safety  Code  or  certain  environ- 
mental standards,  must  be  certified  at 


that  time  imder  either  (a)  plans  of 
correction  that  do  not  exceed  July  18, 
1980;  or  (b)  with  Secretarial  approval, 
plans  that  do  not  exceed  July  18.  1982. 

State  requests  for  exemption  from  the 
plan  of  correction  deadline  of  July  18. 
1980  can  be  approved  by  the  Secretary- 
where  he  has  determined  that  the  addi- 
tional time  is  necessary  as  a  practical 
matter  to  prevent  unreasonable  hard- 
ship to  the  facility  and  to  assure  the  con- 
tinuity of  care  for  individuals  served  by 
the  program.  HEW  criteria  for  the  de- 
termination of  "unreasonable  hardship" 
are  set  forth  under  section  5020  of  the 
HEW  Regional  Director's  Long  Term 
Care  Manual  and  include  such  factors 
as  the  estimated  cost  of  corrections, 
availability  of  financing  and  the  remain- 
ing useful  life  of  the  building. 

HEW  does  not  agree  that  semi-annual 
State  progress  reports  on  the  extended 
plans  of  correction  are  unnecessary. 
Such  reports  are  viewed  as  essential  if 
HEW  is  to  meet  its  commitment  that 
Federal  funds  be  made  available  only  to 
those  facilities  which  are  in  fact  taking 
adequate  steps  toward  compliance  with 
Federal  standards.  In  ar.  effort  to  under- 
score this  Federal  intent,  the  final  rule 
has  been  clarified  to  indicate  that 
progress  determinatiors  must  be  made 
by  the  State  survey  agency  within  six 
months  of  the  initial  approval  of  the  plan 
and  within  every  six  months  thereafter. 
Special  efforts  should  be  made,  there- 
fore, by  survey  agencies  to  schedule  at 
least  one  of  the  sLx-month  progress 
surveys  so  that  it  coincides  with  general 
overall  yearly  on-site  surveys. 

RESIBENT-3    PER    ROOM 

The  proposed  revision  of  45  CFR 
249.13(b)(6)  (1)  (O  provided  that  vari- 
ances to  the  limitation  of  four  residents 
per  room  could  not  exceed  eight  resi- 
dents. In  addition,  the  survey  agency 
woLild  have  to  document  a  rejustification 
of  the  variation  each  quarter. 

A  wide  variety  of  comments  were 
received.  Some  favored  a  four  to  a  room 
requirement  with  no  allowed  variances 
while  others  favored  a  variance  provision 
with  no  Federal  numerical  restrictions. 
In  addition,  many  comments  recom- 
mended annual  rather  than  quarterly 
variance  rejustiflcatlons.  Several  com- 
ments also  Indicated  that  restrictive 
Federal  requirements  on  number  of  resi- 
dents per  room  pose  a  serious  threat  to 
the  care  and  safety  of  non-ambulatory 
residents  where  direct  visual  surveillance 
by  staff  Is  of  major  importance. 

After  COTisidering  the  comments  re- 
ceived, HEW  has  concluded  that  an 
arbitrary  numerical  limitation  on  the 
number  of  residents  would  be  overly 
restrictive  and  pose  a  serious  hardship 
on  the  States  as  well  as  on  certain  tj^pes 
of  individuals,  e.g.  the  severely  handi- 
capped, those  in  pediatric  wards. 

Therefore,  HEW  has  modified  Federal 
requirements  to  provide  that  the  survey 
agency  may  grant  a  variance  where  It 
has  made  a  determination  that  a  physi- 
cian or  a  psychologist  has  justified  in 
the  individual's  plan  of  care  that  assign- 
ment to  a  bedroom  of  more  than  4  resi- 


dents meets  the  individual  resident's 
program  needs  and  that  the  health  or 
safety  of  the  resident  is  not  adversely 
affected. 

As  part  of  HEW's  concern  with  the 
needs  of  mdividuals  rather  than  abstract 
numerial  limitations,  annual  independ- 
ent professional  review  teams  will  be  ex- 
pected to  place  particular  emphasis  on 
assuring  that  room  assignments  are  in 
accordance  with  the  programmatic  needs 
of  each  individual.  The  final  regulations 
also  correct  a  technical  error  in  the  pro- 
posed rules  by  clarifying  that  extended 
time  frames  (i.e.  until  1980  or  1982)  for 
the  plans  of  correction  apply  to  resident 
bedroom  deficiencies  (e.g.  four  residents 
per  room) . 

BEDROOM    SCJUARE    FOOTAGE 

HEW'S  proposed  revision  of  45  CFR 
249.13'b)  (6)  (1)  (D)  provided  for  vari- 
ances in  the  80 '100  square  footage  re- 
quirements for  ambulatory  resident  bed- 
rooms if  this  would  not  adversely  affect 
the  individual's  program  needs  and^oals. 
The  variances  would  be  restricted  to  not 
less  than  60  square  feet  per  resident  in 
multiple  bedrooms  and  not  less  than  80 
square  feet  per  resident  in  single  bed- 
rooms. 

Comments  generally  supported  these 
requirements  for  ambulatory  residents  of 
not  less  than  60  or  80  square  feet  Many 
commentors  recommended  allov^lng  these 
variances  for  non- ambulatory  residents. 
Some  also  recommended  that  variances 
to  the  80  100  square  footage  requirement 
be  permitted  only  in  facilities  of  15  beds 
or  less  where  other  areas  are  available 
for  resident  use.  Concern  was  also  ex- 
pressed that  square  footage  variances  not 
b©  permitted  where  more  tiian  four  resi- 
dents share  a  bedroom  Tliere  was  a  gen- 
eral consensus  among  the  comments  that 
greater  emphasis  be  directed  on  assuring 
the  adequacy  of  space  outside  of  the  bed- 
room where  residents  spend  the  major 
portion  of  tiie  wakmg  day.  Several  com- 
ments requested  HEW  clarification  of 
the  definition  of  "tjedroom".  space  be- 
tween beds  and  other  various  aspects  re- 
lated to  the  application  of  Federal  re- 
quirements for  resident  bedrooms. 

■While  HEW  endorses  and  recommends 
wherever  possible  the  higher  square  foot- 
age provisions  of  80  and  100  square  feet 
for  all  resident  bedrooms,  it  has  decided 
that,  for  purposes  of  the  Medicaid  pro- 
gram ancl  Federal  efforts  to  establish 
minimal  acceptable  standards,  the  60 
and  80  square  footage  requirements  shaU 
apply  for  all  resident  bedrooms.  This 
provision  is  consistent  with  standards 
established  by  Joint  Commission  on  the 
Accreditation  of  Hospitals. 

In  addition,  it  is  expected  that  this 
modification  to  the  requirements  for  bed- 
room square  footage  will  provide  addi- 
tional flexibility  and  incentive?  to  facili- 
ties to  increase  the  size  of  the  areas  pro- 
vided for  resident  living  activities,  where 
the  residents  spend  the  major  porticwQ  of 
the  waking  day. 

Consistent  with  this  approach,  special 
emphasis  will  be  directed  in  the  Fed- 
erally-sponsored surveyor  training  pro- 
grams on  increasing  surveyor  skills  in 
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providing  consultation  to  facilities  and 
m  the  application  of  Federal  require- 
ment's concerning  adequate  and  appro- 
priate resident  living  and  program  space 
(i.e.,  45  CFR  149.13  (b)   and  (O). 

HEW  Instructions  to  the  Slate  survey 
agencies  will  also  clarify  those  related 
areas  which  have  been  identified  by  com- 
mcnters  as  a  source  of  confusion  or  mis- 
interpretation. 

WATER    TEMPERATURE 

Current  Federal  regulations  under  45 
CFR  249.13'b)  (6)  (xl)  provide  that  the 
hot  water  temperature  at  all  taps  to 
which  residents  have  access  must  be  con- 
trolled so  that  it  does  not  exceed  110  de- 
grees Fahrenheit.  A  substantial  number 
of  comments  requested  clarification  of 
the  water  temperature  rule  as  related  to 
reirident  training  programs  in  tlie  use  of 
hot  water  taps  te.g..  where  residents  are 
being  prepared  to  make  trips  or  to  live 
outside' . 

HEW  has  therefore  modified  these 
regulations  to  clarify  that  hot  water 
taps  must  be  thermostaticallj'  controlled 
not  to  exceed  110  degrees,  except  that 
variances  may  be  permitted  in  supervised 
areas  where  residents  are  being  trained 
In  the  use  and  control  of  hot  water. 

QUALIFIED  MENTAL  RETARDATION  SPECIALIST 

The  proposed  re'vi5lon  to  45  CFR 
249.12fc>(3)  expanded  the  definition  of 
a  ••qualified  mental  retardation  speclal- 
L'^t"  iQMTlPf  to  include  a  rehabilitation 
counselor  certified  by  the  CommitTce  on 
Rehabilitation  Counselor  Certification 
who  has  specialized  training  or  one  year 
of  experience  iii  treating  the  mentally 
retarded. 

Comments  recommended  that:  (a)  the 
definition  be  further  expanded  to  include 
Individuals  with  degrees  in  sociology  and 
other  related  fields,  licensed  nursing 
home  administrators  and  practical 
nurses  with  three  years"  experience  in 
mental  retardation;  (b)  the  qualifica- 
tions of  a  QMRP  be  determined  by  State 
certification  proces.ses  approved  by  the 
Secretary:  and  (c>  the  QMRP  qualifica- 
tion for  social  workers  include  experience 
under  the  supor\'ision  of  a  QMRP  as  well 
as  under  a  social  worker. 

HEW  feels  that  further  exparLSion  of 
the  definition  or  qualification  methods 
for  a  QMRP  could  not  be  justified  at  this 
time  without  further  detailed  study. 
which  will  be  undertaken  at  a  later  dale. 

SELF-PRESERVATIOJf  REQUIREMENT  FOR  RES- 
IDENTS IN  FACILITIES  OF  15  BEDS  OR 
LLSS 

The  proposed  revision  to  §  249.12*8) 
•  5>  il)  provided  for  mobile  non-ambula- 
tor>-  as  well  as  ambulatory  residents  to 
bo  housed  in  facilities  of  15  beds  or  less 
and  provided  an  exception  to  the  re- 
quirement that  the  residents  miust  be 
certified  as  capable  of  self-preservation. 
1%L';  exception  allowed  the  application  of 
the  Lodging  or  Rooming  House  section  of 
the  Life  Safety  Code  in  facilities  of  15 
bed.s  or  less  housing  non-certified  resi- 
dents if  the  Secretary  determined  that 
the  facility  had  an  adequate  24-hour 
evacuation  plan. 
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HEW  agrees  with  the  consensus  of  the 
comments  received  that  the  proposed  re- 
vision would  not  adequately  ensure  the 
safety  of  ambulatory  or  mobile  non- 
ambulatory residents  determined  Inca- 
pable of  .seU-preser\'ation. 

Therefore.  HEW  has  awarded  a  grant 
to  the  National  Bureau  of  Standards  to 
develop  a  more  rational  approach  to  the 
Life  Safety  requirements  for  small  fa- 
cilities housing  the  developmentally  dis- 
abled. Pending  results  of  this  grant,  HEW 
will  continue  to  enforce  current  require- 
ments under  J  249.12<a)  (5)  that  resi- 
dents in  facilities  of  15  beds  or  less  must 
be  certified  as  ambulatory  and  capable  of 
self-preservation. 

MISCELLANEOUS    COMMENTS 

HEW  has  considered  the  following  sug- 
gestions but  does  not  agree  that  the  regu- 
lation would  be  improved  or  the  objec- 
tives of  the  program  served  if  they  were 
accepted:  (1>  That  the  regulations  issued 
In  January  1974  and  effective  now  on 
July  18,  1977  be  enforced  without  change 
or  modification; 

( 2 )  That  new  admissions  be  allow^ed  in 
facilities  under  a  plan  for  phasing  out; 

(3)  That  the  concept  of  "good  faith 
effort"  be  incorporated  as  a  basis  for  con- 
tinued approval  of  plans  of  correction. 

The  first  suggestion  would  result  In 
cutoff  of  Federal  funds  to  a  significant 
number  of  facilities  that  are  progressing 
toward  fuU  compUarice  with  require- 
ments and  that  provide  an  adequate  level 
of  care  to  Medicaid  recipients.  This  cut- 
off could  result  in  lowering  the  quality  of 
care  or  even  ending  any  public  responsi- 
bility for  providing  care  where  States 
are  unable  to  assume  tlie  full  monetary 
burden.  On  the  other  hand,  allowing  the 
additional  time  periods  assures  continu- 
ity of  care  for  the  retarded  during  the  In- 
terim and  satisfactory  progress  to  full 
compliance  by  a  specified  date. 

Allowing  new  admissions  in  buildings 
being  phajsed  out  would  be  contradictory 
to  the  intent  of  the  plan  and  could  result 
in  continued  delays  in  making  other  ar- 
rangements for  care,  to  the  detriment  of 
all  of  the  residents. 

Because  of  its  vagueness,  "good  faith 
effort"  is  a  very  diflBcult  regulatory  con- 
cept to  enforce.  HEW  believes  a  specific 
requirement  for  documented  findings  Is 
more  easily  understood  and  readily 
accepted. 

COMMENTS  BEYOND  SCOPE 

A  number  of  comments  were  received 
tliat  were  beyond  the  scope  of  the  No- 
tice. They  included  recommendations 
for;  (1)  A  HEW  policy  on  commimity- 
based  programs: 

(2>  Waiver  of  the  American  National 
Standards  Institute  standards  in  facili- 
ties not  serving  the  physically  handicap- 
ped: 

<3)  HEW  designation  of  a  person  or 
unit  that  would  coordinate  the  program 
and  have  authority  to  act  on  policy  mat- 
ters and  the  administration  and  Inter- 
pretation of  the  regulations; 

1 4  >  Regulation  revision  which  would 
replace  numeric  standards  with  per- 
formance-based measures; 


(5)  Review  and  update  of  Federal  reg- 
ulations every  two  years; 

(6)  Establishment  of  two  levels  of  care 
for  the  mentally  retarded ; 

(7)  The  modification  and  revision  of 
various  sections  and  interpretations  of 
the  Life  Safety  Code. 

•=    In  addition  to  those  comments  falling 

E'  ide  of  the  scope  of  the  Notice,  a  wide 
ety  of  comments  requested  clarifica- 
of  the  interpretation  and  applica- 
tion of  many  of  the  st-andards.  Special 
note  has  been  made  of  these  comments 
and  questions  and  will  be  incorporated 
in  subsequent  guidelines  issued  by  HEW. 
Accordingly.  Part  249,  Chapter  II,  Title 
45,  Code  of  Federal  Regulations,  Is 
amended  as  follows: 

1.  Section  249.12  is  amended  by  amend- 
ing paragraph  (c)  (3) ,  as  set  forth  below : 

§  249.12      Standards      for       int<  riiicdiate 
care  facilities. 

(a)  The  standards  for  an  intermediat-e 
care  facility  »as  defined  in  §  249.10(b) 
(15)  of  this  part)  which  are  specified  by 
the  Secretary  pursuant  to  section  1905 
(c)  and  (d)  of  the  Social  Security  Act 
and  are  applicable  to  all  intermediate 
care  facilities  are  as  follows.  Tlie  facil- 
ity:  •  •   • 

•  •  •  •  ■ 

(c)  In  addition,  for  Institutions  for  the 
mentally  retarded  or  persons  with  relat- 
ed conditions,  the  following  standards 
specified  pursuant  to  section  1905id) 
of  the  Social  Security  Act  shall  ap- 
ply. •   *   • 

(3)  The  institution  provides  for  a 
Qualified  Mental  Retardation  Profes- 
sional who  is  responsible  for  supervising 
the  Implementation  of  each  resident's 
individual  plan  of  care,  integrating  tlie 
various  aspects  of  the  institution "s  pro- 
gram, recording  each  resident's  progress 
and  Initiating  periodic  review  of  each  in- 
dividual plan  of  care  for  necessary  mod- 
ifications or  adjustments.  The  term 
"Qualified  Mental  Retardation  Profes- 
sional" means:   •   •   • 

(Ix)  A  rehabilitation  counselor  who  is 
certified  by  the  Committee  on  Rehabili- 
tation Coimselor  Certification  and  who 
has  specialized  training  or  one-year  of 
experience  in  treating  the  mentally  re- 
tarded. 

•  •  •  •  • 

2.  Section  249.13  is  amended  by  revis- 
ing paragraph  (bU6> ,  as  set  forth  below : 

§  249.13  Standard.-*  for  internirditao  care 
facility  services  in  in-^tilution*  for  llic 
nicntaJIy  retarded  or  person-  willi  re- 
lated conditions. 

Effective  July  18,  1977,  the  standards 
for  Intermediatie  care  facility  services  >  as 
defined  In  §  249.10  (b.)  (15  > )  in  an  institu- 
tion for  the  mentally  retarded  or  persons 
with  related  conditions,  wliich  are  speci- 
fied by  the  Secretary  pui-suant  to  section 
1905  (O  and  (d)  of  the  Social  Security 
Act  and  referred  to  in  §  249.12<ci  ifii ,  are 
specified  in  this  section.  At  such  time  as 
an  institution  is  deemed  to  meet  the 
standards  contained  in  this  section,  such 
Institution  will  no  longer  be  required  to 
meet  the  following  provisions  of  §  249  12 : 
(a)(l)(l>.(ll)(A>.  (Iv).  (V)  and(vi)  ;  (a) 
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(4);   (a)(6)(l)(B).  (UD,  (t),  (tD,  (tH) 
and  (viil) ;  (a)  (7) ;  (a)  C8) ;  (c)  (4) ;  and 

(c)(5). 

•  •  •  •  • 
<b)  Resident  living.  •   •    • 

i6>  Design  and  equipage  of  lixnng 
units.  (1)  Bedrooms  shaU : 

<  A)  Be  on  or  above  street  grade  level; 

(B)  Be  outside  rooms ; 

(C)  Accommodate  no  more  than  4 
residents.  However,  the  survey  agency 
may  grant,  under  certain  conditions,  a 
variance  from  this  limitation  for  the 
period  of  a  specific  certification.  A  vari- 
ance may  be  granted  where  the  survey 
agency  has  made  a  finding,  as  part  of 
the  survey  record,  that  a  physician  or 
psychologist  las  defined  in  5  249.12ic) 
(3)  (i)  )  had  justified  in  each  affected 
resident's  plan  of  care  that  assignment  to 
a  bedroom  of  more  than  4  residents  is  in 
accordance  with  the  particular  program- 
matic needs  of  the  individual  and  that 
the  variance  does  not  adversely  affect 
the  health  or  safety  of  the  individuals; 
and 

(D)  Provide  at  least  60  square  feet  per 
resident  in  multiple  sleeping  rooms,  and 
not  less  than  80  square  feet  per  resident 
In  single  rooms. 

•  •  •  •  * 

ixi>  The  temperature  of  the  hot  water 
at  £dl  taps  to  which  residents  have  ac- 
cess shall  be  controlled  by  the  use  of  ther- 
mostatically controDed  mixing  valves 
or  by  other  means,  so  that  it  does  not 
exceed  110  degrees  Fahrenheit.  However, 
the  survey  agency  may  grant,  as  part  of 
the  survey  record,  a  variance  to  this  re- 
quirement where  it  is  required  in  super- 
vised areas  to  train  residents  in  the  use 
and  control  of  hot  water. 

•  •  •  •  • 

3.  Section  249.33  is  amended  by  revis- 
ing paragraphs  (a)  12),  (a)  (4)  (111),  (It) 
and  (5)(iv)  as  set  forth  below  and  by 
revoking  paragraph  (a)  (8) . 

§  2 19.33.  Standard*  for  pa>Tiient  for 
.''killed  nursing  and  intermediate  care 
facility  services. 

(a)  State  plan  requirements.  A  State 
plan  for  medical  assistance  imder  tltl« 
XIX  of  the  Social  Security  Act 
must:   •   •   * 

(2)  Provide  that  tiie  single  State 
agency  will,  prior  to  execution  of  an 
agreement  with  any  facility  (including 
hospitals  and  skilled  nursing  facilities) 
for  provision  of  Intermediate  care  facil- 
ity services  and  making  payments  under 
the  plan,  obtain  certification  from  the 
agency  designated  pursuant  to  S  250.100 
(c)  of  this  chapter  that  the  facility 
meets  the  definition  set  forth  under 
5  249.10<b)  (15).  However,  'ii  An  inter- 
mediate care  facility  'other  than  an  in- 
stitution for  the  mentally  retarded)  de- 
ficient under  environment  and  sEinitation 
(J  249.12(a)  (6))  or  the  Ufe  Safety  Code 
(§  249.12(a)  (5))  may  be  certified  In  ac- 
cordance with  paragraph  (a)  (4)  (111)  of 
this  section  for  a  period  not  exceeding 
2  years  following  the  date  of  certification 
provided  that: 


(A)  The  institution  submits  a  written 
plan  of  correciion  acceptable  to  the  sur- 
vey sigency  which  contains: 

i;)  The  specific  steps  Uiat  it  will  take 
to  meet  these  reqi:irenients:  and 

(2)  A  timetable  not  exceeding  2  years 
from  the  date  of  the  imtial  certification 
of  the  facihty  for  participation  as  an 
intermediate  care  facility  detailing  the 
corrective  steps  to  be  taken  and  when 
correction  of  deficiencies  will  be  accom- 
plished; 

(Bi  The  survey  agency  finds  that  the 
facility  potentiaiiy  can  meet  such  re- 
quirements through  the  corrective  steps 
and  they  can  be  completed  during  the  2 
year  allowable  period  of  time: 

iC)  During  the  period  allowed  for 
corrections,  the  institution  is  determined 
to  be  in  compliance  with  State  fire  safety 
and  sanitation  codes  and  regulations : 

iD)  The  survey  agency,  on  the  basis 
of  on-site  surveys  conducted  by  qualified 
surveyors,  finds  as  part  of  the  sur\'ey 
record  that  the  facility  has  In  fact  made 
substantial  progress  in  meeting  its  plan 
for  correction.  Tliese  findings  must  be 
made  within  six  months  after  the  initial 
approval  of  the  plan  and  within  every 
six  months  thereafter  The  findings  must 
be  supported  in  the  record  by  signed  con- 
tracts, work  orders,  or  other  documenta- 
tion: and 

<E)  At  the  completion  of  the  period 
aUowed  for  corrections,  the  Int-ermedlate 
care  facility  Is  In  full  compliance  with 
the  Life  Safety  Code  requirements  set 
forth  under  5  249.12(a)(5),  and  the  re- 
quirements for  environment  and  sani- 
tation set  forth  imder  §  249.12ia)  (6), 
except  for  any  provisions  waived  in  ac- 
cordance with  S  249.12; 

I  iii  An  institution  for  the  mentally  re- 
tarded I  or  distinct  part  thereof  >  de- 
termined on  or  after  July  18.  1977,  to 
have  deficiencies  in  stafBng  (§  249.13ibi 
(5)),  the  Ufe  Safety  Code  (§  249.12' a) 
(5));  hvlng  units  <§  249.13(b)  (6)  (D  ; 
<ii)(D);  (iii),  (iv>.  (v),  (vli),  (vlll),  (ix) 
and  (xil)  ;  dining  rooms  <5  249.13(c)  (4) 
(vlll) );  or  therapy  areas  (5  249.13(c)(8) 
(vl) ) ,  may  be  certified  in  accordance 
with  paragraph  (a)  (4)  (lU)  (A)  of  this 
section  Provided,  "ITiat: 

'A»  Prior  to  certification,  on  or  after 
July  18,  1977,  a  written  plan  of  correc- 
tion has  been  approved  In  writing  by  the 
survey  agency  which  details  the  extent 
of  the  institution's  current  compliance 
with  such  requirements  and  the  specific 
action  steps  that  it  will  take  to  meet  all 
such  requirements.  Such  plans  must: 

(f )  In  the  case  of  public  institutions, 
be  approved  by  the  State  or  political  sub- 
division having  Jurisdiction  over  the 
operation  of  the  facility;  and 

1 2 1  In  tlie  case  of  a  facility  determined 
to  have  deficiencies  under  the  require- 
ments for  staffing  (5  249.13(b)  (5) ) ,  es- 
tablish a  timetable  for  completion  of 
necessary  action  steps  for  correction  of 
staffing  deficiencies  by  July  18,  1978.  Such 
plan  must  include  the  number,  job  titles, 
and  qualifications  of  personnel  employed 
by  the  facility  and  arrangements  for  re- 
cruiting and  training  additionally  re- 
quired personnel  sufficient  to  insure  that 


each  resident  participates  in  an  effecUre 
program  of  active  treatment  The  plan 
must  also  include  documented  evidence 
of  the  availability  of  sufficient  financial 
resources  to  complete  correction  of  staff- 
ing deficiencie.s :  and 

<3)  In  the  case  of  a  facility  determined 
to  h;ive  deficiencies  under  the  require- 
ments for  the  Life  Saiety  Code  '  5  249.12 
(a)  (5)  ) ,  m-ing  units  <5  249.13ib^  (6)  (1) ; 
lift  iD)  ;  dii' .  <iv) ,  (v> ,  (vii) .  *viii) .  (ix) 
and  (xii) )  ;  dining  rooms  (5  249.13(c)  (4> 
<viil)  ),  or  therapy  areas  (5  249.13(0  i8) 
( vl ) ) ,  provide  assurance  tliat  the  fa- 
cility will  meet  such  requirements  during 
a  period  not  to  exceed  July  18.  1980  If 
at  the  time  of  first  survey,  on  or  after 
July  18.  1977.  a  facility  is  imable  to  de- 
velop a  plan  of  correction  which  assures 
comphance  by  July  18,  1980,  the  survey 
agency  may  reque.'~t  from  the  Secretary 
an  exception  to  this  limitation  with  re- 
spect to  each  deficiency.  He  may  author- 
ize the  survey  agrency  to  approve  a  spe- 
cific plan  of  correction  for  a  period  not 
exceeding  July  18.  1982,  where  he  haj 
determined  that  additional  time  is  neces- 
sary, as  a  practical  matter,  to  prevent  un- 
reasonable hardship  to  tlie  facility  and 
to  assure  the  continuity  of  care  for  In- 
di\-iduals  served  under  the  program.  All 
approved  plans  of  correction  under  thi« 
subparagraph  (3)  must  include: 

<i)  A  timetable  detailing  the  corrective 
steps  to  he  taken  and  specifying  when 
correction  of  deficiencies  will  be  accom- 
plL'Jhed  The  timetable  must  specify  the 
necessary  structural  changes  and  reno- 
vations to  buildings  and  provide  dixru- 
mented  evidence  of  the  availability  of 
sufficient  financial  resources  to  complete 
such  changes  or  renovations  on  schedule; 
or 

izi)  A  timetable  for  the  phasing  out 
of  the  certified  Institution  (or  distinct 
part  thereof'  which  provides  for  no  new 
title  xrx  resident  admissions  to  subject 
buildings  (or  distinct  parts  thereof)  after 
approval  of  the  plan.  Such  timetablee 
must  specify  the  units  or  buildings  to  be 
closed  and  describe  the  phase-out  action 
steps  and  the  alternate  methods  and 
systems  provided  in  lieu  of  the  full  reg- 
ulatory requirements  which  will  assure 
the  health  and  safety  of  the  resldenti 
untH  the  building  is  completely  phased 
out. 

I B^  During  the  period  allowed  for  cor- 
rection, the  institution  is  determined  to 
be  in  compliance  with  applicable  State 
fire  safety  and  sanitation  codes  and 
regTilatlons. 

'O  The  survey  agency,  on  the  basis 
of  on-site  surveys  conducted  by  qualified 
surveyors,  finds  as  part  of  the  survey 
record  that  the  facility  has  in  fact  made 
substantial  progress  in  meeting  its  plan 
for  correction.  These  findings  must  be 
made  within  six  months  following  the 
initial  approval  of  the  plan  and  within 
every  six  njonths  thereafter.  The  find- 
ings must  be  supported  in  the  record  by 
signed  contracts,  work  orders,  or  other 
documentation. 

iD)  At  the  completion  of  the  period 
provided  few  tmder  plans  established 
under  paragraph  (a)  (2)  (U)  (AJ   d  thM 
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SfCtlon,  the  Institution  (or  distinct  part 
inereofi  has  achieved  ftill  compliance 
with  such  plans  and  Is  found  In  compli- 
ance with  the  requirements  for  staffing 
i5  249  13'b' -5'.  the  Life  Safety  Code 
I -249  12' a'  5''.  living  units  (§249,13 
> ;.  6  ■  -  :  >  !i'  ■  D'  ;  '  ill' .  '  iv  .  '  v  .  '  vu' , 
('.;:-.  'iv  and  ixll>':  dtnmg  rooms 
I  :  249  13>c  ■  '4i  i villi  i  and  therapy  areas 
'J  249  !3'Ci '81 1 vii  '  :  except  for  any  pro- 
\;;-,i:..s  u.iivtxi  in  tK'Cordance  with  §  249.- 
12  A'  5  ,  and  §  249.131  f  I  (li  av  or 
subject  to  approved  variances  under 
§  249.13(b)(6)  (1)  (Ci  and    D 


4'  Provide  tiiat.  certification  by  the 
'-.i'-vey  a^'ency  designated  pursuant  to 
§  2.50  100' c  of  this  chapter  will  be  sub- 
ject U)  tl'.e  fuUo-.vmK'  provL-ions  and 
exclii;-ion.-    •    •    • 

'lili  In  tlie  ca.-e  of  facilities  certified 
under  the  prov:>;or:i  of  pari^trraph  -a^  '4* 
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'  ii '    I  A 1   and    B     o:  •  lus  section  certifi- 
cation will  be  for: 

!  A  1  A  period  tiiat  .-  lai  later  than  the 
60th  day  following  trie  end  of  the  time 
period  specified  for  the  correction  of 
deficiencies  In  a  written  plan  which  the 
survey  agency  h£us  approved;  however  in 
no  case  may  the  certification  period  ex- 
ceed 12  full  calendar  months  except  as 
provided  for  under  paragraph  (a)  (2)  (1) 
or  I  ill  of  this  section,  or  *   *   * 

•  iv)  No  second  certification  under  the 
condition  specified  in  paragraph  (a)  (4) 
'  li  I ,  except  as  provided  for  under  para- 
graphs (a>i2)(l)  and  (ii)(A)(3),  may 
be  executed  If: 


(5)   •   •   * 

ivi  perforn..  with  qualified  person- 
nel, on-site  ln.^i)ections  at  least  once 
during  the  term  of  a  certification  and 
even.-  six  months  as  provided  for  under 
paragraphs  (a)  (2)  (i)  (D)  and  (li)  (C)  of 


this  section  or  more  frequentl:.  if  there 
is  a  question  of  compliance. 

,  .  .  .  • 

(Sec.    1102,   49   Stat     647    (412    U  S  C.    1302).) 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  13.714  Medical  Assistance  Pro- 
gram.) 

Note. — The  Health  Care  Financing  Ad- 
ministration has  determined  that  this  docu- 
ment does  not  require  preparation  of  an 
Inflationary  Impact  Statement  under  Exec- 
utive Order  11821   and  OMB  C-.rcular  A -107. 

Dated:  May  12.  1977 

Don  Wortman, 
Acting  Administrator,  Health  Care 
Financing  Administration 

Approved:  May  21.  1977. 
Joseph  A.  Calif .\no,  Jr., 
Secretary. 

[FR  Doc.77-15367  Piled  6-2-77;8:45  am] 
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PROPOSED   RULES 


DEPARTMENT   OF   HEALTH, 
EDUCATION.  AND  WELFARE 

Office  of  Education 

[  45  CFR  Part  122a] 

GRANTS  TO  STATE  EDUCATIONAL  AGEN- 
CIES FOR  PROVIDING  PUBLIC  EDUCA- 
TIONAL SERVICES  FOR  INDOCHINESE 
REFUGEE  CHILDREN 

Proposed  Rules  Implementing  Indochina 
Refugee  Children  Assistance  Act  of  1976 

AGENCY:  Office  of  Education,  HEW. 

ACTION:  Proposed  nUemaking. 

SLr\D.L\RY:  The  purpo.'^e  of  this  docu- 
ment Is  to  Implement  Title  II  of  "The 
Indochina  Refugee  Children  Assistance 
Act  of  1976."  Title  n  establishes  a  pro- 
gram for  Federal  grants  to  State  educa- 
tional agencies.  The  pun^ose  of  that  pro- 
gram Is  to  assist  local  educational  agen- 
cies In  providing  public  educational  serv- 
ices for  Indochtnese  refugee  children 

DATES  All  wTitten  comments  must  be 
received  not  later  than  July  5,  1977. 

ADDRESSES:  Comments  should  be  sent 
to  Refugee  Assistance  Task  Force,  U.S. 
Office  of  Education.  Rm.  3319-B,  ROB-3. 
7th  and  D  SUs.  SW^  Washington.  D.C. 
20202.  Written  comments  received  In  re- 
Bponse  to  this  notice  will  be  available 
for  public  Insi^ectlon  at  the  U.S.  Office 
of  Education,  Room  2189.  FOB-6,  400 
Mar>-land  Avenue  SW.,  Washington, 
D.C^  on  Mondays  through  Fridays  be- 
tween 8:30  ajn.  and  4  p.m. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  James  H.  Lockhart  (written  In- 
quiries', Acting  Director,  Indochlnese 
Refugee  Assistance  Program,  USOE, 
Room  2189,  400  Man'land  Avenue  SW., 
Washington,  DC.  20202. 

Ms.  Mary  Ellen  Flynn  (oral  Inquiries  > , 
Education  Program  Specialist,  Indo- 
Chinese  Refugee  Assistance  Program, 
Telephone  202-245-3081. 

BUPPLETNrENTARY  INFORMATION : 
The  following  discussion  naay  help  read- 
ers to  better  understand  the  program 
and  certain  provisions  of  the  proposed 
regulations. 

A.  Backffround.  The  program  enacted 
by  Title  II  of  Pub.  L.  94-405  la  essen- 
tially a  continuation  of  the  program 
enacted  on  May  23,  1975.  by  Pub.  L.  94- 
23.  "the  Indochina  and  Migration  Ref- 
ugee Assistance  Act  of  1975,"  and  Im- 
plemented by  the  regulations  In  45  CFR 
Part  122.  That  program  provided  for 
grants  by  the  Commissioner  directly  to 
local  educational  agencies  to  defray  the 
cost  of  providing  public  educational 
Bcnices  to  Indochlnese  refugee  children. 
It  was  designed  as  a  transition  measure 
to  assist  local  educational  agencies  to 
absorb  Indochlnese  refugee  children  Into 
their  regular  educational  program,  smd 
In  addition  to«nable  them  to  meet  the 
supplementary  educational  needs  of 
these  children  whDe  these  needs  were 


particularly  arute.  Pub.  L.  94-23  author- 
ized grants  for  Federal  fiscal  year  1976 
and  fiscal  year  1977.  Congress  appropri- 
ated funds  to  Implement  Pub.  L.  94-23 
In  fiscal  year  1976.  Congress  has  appro- 
priat<>d  $18.5  million  to  Implement  Title 
n  of  Pub.  L.  94-405,  the  program  to 
which  the.se  regulations  are  addressed. 

Title  II  of  Pub.  L.  94-405  establishes 
a  program  for  the  period  from  July  1, 
1976,  through  September  30.  1977.  The 
paramount  dilerences  between  this  new 
program  and  the  program  established  by 
Pub.L.  94-23  are: 

( 1 )  The  program  is  State  administered, 
whereas  mider  Pub.  L.  94-23  program 
funds  were  granted  directly  by  the  Com- 
mLssioner  to  local  educational  agencies; 

i2»  In  tills  program,  each  participat- 
ing State  educational  agency  is  entitled 
to  funds  for  the  costs  of  administering 
the  program  in  an  amount  not  to  ex- 
ceed 1  percent  of  the  amount  to  which 
it  is  entitled  to  receive  for  making  funds 
available  to  local  educational  agencies  In 
that  State  for  carr>'lng  out  the  program. 
Under  Pub.  L.  94-23,  each  State  educa- 
tional agency,  although  not  charged  with 
admiiiist-ering  the  program,  was  entitled 
to  an  amount  not  to  exceed  5  percent  of 
the  total  of  the  amoimts  to  which  local 
educational  agencies  In  that  State  were 
entitled. 

(3)  In  this  program,  participation  of 
non-public  school  children  Is  mandatory, 
and  the  enabling  statute  authorizes  the 
Commissioner  to  arrange  to  serve  the 
children  if  the  State  Is  proliiblted  by  law 
from  providing  public  educational  serv- 
ices for  children  enrolled  In  non-pubhc 
schools.  Under  Pub.  L.  94-23  local  edu- 
cational agencies  were  permitted,  but 
were  not  required,  to  sei-ve  children  en- 
rolled in  non-public  schools. 

B.  Entitlement.  The  regulations  pro- 
^ide  for  grants  to  be  made  by  the  Com- 
missioner of  Education  to  State  educa- 
tional agencies,  and  through  them  to 
local  educational  agencies  which  are  pro- 
viding public  educational  services  for  In- 
docliinese  refugee  children.  These  grants 
are  non-discretionary.  A  local  educa- 
tional agency  will  qualify  for  a  subgrant 
Lf,  during  the  grant  period,  it  Is  provid- 
ing public  educational  services  to  at  least 
one  Indochlnese  refugee  chDd  aged  5 
through  17,  and  If  during  the  period  for 
obligation  of  funds  It  makes  available 
public  educational  services  for  all  refugee 
children  for  whom  it  receives  funds. 

It  should  be  noted  that  local  educa- 
tional agencies  may  provide  services  to 
children  who  meet  the  definitions  of 
"child"  and  "Indochlnese  refugee  child" 
imder  J  122a. 3.  In  regard  to  providing 
services,  "child"  may  Include  a  broader 
age  range  than  Is  used  In  reference  to 
"Indochlnese  refugee  child"  in  the  stat- 
ute and  the  regulations  for  computing 
entitlements.  For  the  purpose  of  com- 
puting enUtlements,  the  counting  of 
refugee  children  Is  limited  to  the  age 
range  of  5  through  17. 

In  this  program,  funds  will  be  "flowed 
through"  State  educational  agencies  to 


local  educational  agencies  based  on  the 
game  formula  which  was  provided  under 
Pub.L.  94-23,  I.e.: 

(1)  $300  per  child  for  the  first  100 
Indochlnese  refugee  children  aged  5  to 
17  enrolled  in  the  schools  of  the  school 
district,  or  for  the  niunber  of  such  chil- 
dren comprising  1  percent  of  the  agency's 
total  enrollment,  whichever  is  less;  and 

'2)  $600  for  ea^h  such  child  in  excess  of 
100  or  In  excess  of  a  number  of  such  chil- 
dren comprising  1  percent  of  the  agency's 
total  enrollment,  as  the  case  may  be. 
(Although  the  statutory  language  in  Pub. 
L.  94-405  prescribing  the  formula  Is 
somewhat  different  from  the  language 
used  In  45  CFR  Part  122  governing  the 
program  under  Pub.  L.  94-23,  the  formu- 
la is  the  same.) 

Funds  are  generated  by  children 
receiving  public  educational  services 
from  local  educational  agencies  during 
the  period  from  July  1,  1976,  through 
September  30,  1978,  with  one  exception: 
grant  applicants  must  count  non-public 
school  children  who  would  be  provided 
services,  but  for  a  State  law  prohibiting 
the  applicant  from  serving  those  chil- 
dren. This  exception  enables  non-public 
school  children  who  are  not  served  by 
the  local  educational  agencies  because 
of  a  legal  prohibition,  to  generate  funds 
so  that  they  may  be  served  by  arrange- 
ment by  the  Commissioner.  Without  this 
type  of  provision,  It  will  be  difTicult  to 
give  effect  to  the  statutory  requirement 
that  the  Commissioner  arrange  for 
services  to  non-public  school  children  in 
the  event  that  the  State  Is  prohibited  by 
law  from  serving  the  children. 

C.  Use  of  funds.  Generally,  funds  pro- 
vided imder  this  program  may  be  used  by 
local  educational  agencies  for  providing 
both  basic  and  supplementary  educa- 
tional services  to  Indochlnese  refugee 
children.  However,  in  keeping  with  the 
customary  Congressional  understanding 
of  legislation  such  as  section  205iai  i6i 
of  Pub.  L.  94-405.  the  use  of  funds  for 
non-public  school  children  Is  limited  to 
supplementary  serv ices. 

D.  Accountability.  Grant  recipients  are 
not  required  to  obtain  Federal  approval 
for  proposed  educational  projects  as  they 
are  in  the  various  existing  programs  of 
categorical  aid  for  elementary  and  sec- 
ondary education,  and  they  are  not  re- 
quired to  account  for  the  use  of  Federal 
funds  by  relating  them  to  specific 
expenditure  items.  (However,  Pub.  L. 
94-405  does  prohibit  commingling  of 
funds  provided  for  the  use  of  non-public 
school  children  with  State  and  local 
funds.)  The  regulation  provides  that, 
during  the  period  for  obligation  of  funds 
(July  1.  1976-September  30.  1978',  a 
subgrant  recipient  is  required  to  make 
public  educational  services  available  to 
the  same  number  of  children  which  It 
counted  for  purposes  of  entitlement  to 
a  subgrant 

TTila  provlslcai  Is  designed  to  ensure 
proper  accountability,  Le.,  that  the  grant 
funds  are  used  to  provide  public  educa- 
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tlonal  services  to  Indochlnese  refugee 
children. 

E,  Comparable  services  for  children 
enrolled  in  public  schools.  A  local  educa- 
tional agency  must,  as  a  condition  of 
eligibility,  make  pubhc  educational 
services  available  to  Indochlnese  refugee 
children  enrolled  in  public  schools  on  a 
basis  comparable  to  that  which  it  pro- 
vides other  children  residing  in  the  areas 
where  the  Indochlnese  refugee  children 
are  being  served.  This  is  another  require- 
ment intended  to  ensure  that  all  of  the 
funds  received  by  subgrantees  are  used 
to  serve  Indochlnese  refugee  children. 

F.  Periods  for  obligation  of  funds. 
Funds  for  this  program  must  be  obligated 
at  the  Federal  level  no  later  than 
September  30,  1977.  The  authorization 
for  this  program  expires  at  the  end  of 
September  30,  1977.  (Congress  has  speci- 
fied that  section  414  of  the  General 
Education  Provisions  Act  (20  U.S.C, 
1226a) ,  which  automatically  extends  for 
an  additional  year  the  duration  or  au- 
thorization for  Federal  education  pro- 
grams which  otherwise  would  terminate, 
does  not  apply  to  this  program.  Pub.  L. 
94-482  section  327  (October  10.  1976>i. 
State  educational  agencies  and  local 
educational  agencies  may  reimburse 
themselves  for  expenses  Incurred  during 
the  period  from  July  1,  1976  through 
September  30,  1977,  for  providing  pubhc 
educational  services  for  Indochlnese 
refugee  children.  The  *'T>-dtngs  Amend- 
ment" 'section  412(b)  of  the  General 
Education  Provisions  Act  (20  U.S.C. 1225 
fb)).  which  applies  to  this  program, 
extends  the  period  of  obligation  for  State 
and  local  educational  agencies  through 
September  30. 1978. 

6.  Comments  on  notice  of  intent.  These 
regulations  have  not  been  published  pre- 
viously in  the  Federal  Register.  On  No- 
vember 23,  1976.  the  Commissioner  of 
Education  published  in  the  Federal  Reg- 
ister (41  FR  51652)  a  Notice  of  Intent 
to  publish  regulations.  This  Notice  de- 
scribed the  program,  identified  some  po- 
tential Issues  and  problems  in  adminis- 
tering the  program,  and  invited  Inter- 
ested persons  to  submit  comments  or 
suggestions  to  the  Office  of  Education  on 
or  before  December  23,  1976.  The  Office 
of  Education  has  recel"'ed  and  consid- 
ered several  written  comments  submitted 
in  response  to  the  Notice  of  Intent.  Tliose 
comments,  and  the  Commissioner's  re- 
sponses to  them,  are  siunmarized  below. 
The  Office  of  Education's  response  is 
given  after  each  comment. 

A.  Use  of  funds:  general. — Comment. 
A  commenter  suggested  that  funds  made 
available  under  this  part  should  be  used 
only  for  direct  instructional  services.  An- 
other commenter  emphasized  the  impor- 
tance of  the  use  of  these  funds  to  provide 
English  language  instruction. 

Response.  The  enabling  statute  and 
the  proposed  regulation  require  the 
funds  to  be  used  for  "public  educational 
services."  (Subpart  G  of  the  regulation  ' . 
This  term  includes  English  language  and 
other  i:istruction.  As  is  pointed  out  in 
paragraph  5,  subparagraph  D  of  this 
introduction,  grant  and  subgrant  recip- 
ients will  not  be  required  to  account  for 


these  funds  in  terms  of  their  use  for  any 
particular  expenditure  Item  (subject  to 
the  special  rules  concerning  use  of  funds 
for  nonpublic  school  children  > .  However, 
they  must  provide  educational  services  to 
Indochlnese  refugee  children  in  the  pe- 
riod for  which  funds  are  available  for 
ogligation. 

B.  Participation  of  nonpublic  school 
children. — Comment.  One  commenter 
expressed  concern  that  the  constitutional 
prohibitions  against  aid  to  sectarian 
schools  be  scrupulously  observed,  and 
that  services  to  nonpublic  school  chil- 
dren be  limited  to  certain  non-instruc- 
tional support  services. 

Response.  The  restrictions  stated  in 
section  205 'a)  (6)  of  Pub.  L.  94-405  and 
§  122a. 31(b)  of  the  regulation  are  con- 
sistent with  Supreme  Court  interpreta- 
tions of  the  constitutional  prohibitions 
against  establishment  of  religion.  Sub- 
ject to  these  restrictions,  funds  made 
available  to  local  educational  agencies 
may  be  used  to  provide  instructional 
services  to  non-pubhc  school  children 
which  are  necessary  to  enable  them  to 
achieve  a  satisfactory  level  of  educa- 
tional performance. 

Comment.  A  commenter  asked  if  it 
were  permissible  to  give  program  funds 
to  parochial  schools  by  subcontract  and 
let  those  schools  use  the  fimds  as  they 
see  fit  A  related  comment  was  to  the 
effect  that  the  determination  of  how  the 
funds  are  to  be  used  should  be  decided 
by  the  individuals  in  non-public  schools 
in  direct  consultation  with  the  local  edu- 
cational agencies. 

Response.  Program  funds  may  not  be 
granted  to  non-public  schools,  but  only 
to  local  educational  agencies,  and  these 
funds  must  be  administered  by  the  local 
educational  agencies.  The  enabling  stat- 
ute (.Pub.  L.  94-405  section  205iai<6i 
(ill))  prohibits  subcontracting  for  serv- 
ices with  a  non -public  school  or  religious 
organization.  Local  educational  agencies 
are  required  to  consult  with  appropriate 
non-profit  school  officials  with  respect 
to  services  to  be  provided  to  non-pubhc 
school  children,  and  subject  to  the  re- 
strictions of  the  enabling  statute  and 
section  122a. 31(b)  of  the  regulation,  may 
determine  what  services  should  be  pro- 
vided. 

C.  Distribution  of  funds.  One  com- 
menter recommended  that  States  should 
be  able  to  establish  programs  based  on 
a  minimum  grant  in  one  lump  sum  for 
distribution  as  they  see  fit. 

Response.  The  enabling  statute  (Pub. 
L.  94^-405  section  205(a)  (3 r»  requires 
State  educational  agencies  to  distribute 
funds  to  local  educational  agencies  in 
accordance  with  the  formula  established 
by  sections  202(b)  and  202(d)  of  that 
statute.  As  discussed  in  paragraph  5  in 
subparagraph  B  of  this  introduction,  this 
formula  prescribes  a  fixed  amoimt  per 
child,  depending  on  the  number  of  eli- 
gible children  m  the  school  district  of 
the  eligible  agency  and  what  percentage 
of  the  total  enrollment  these  children 
comprise. 

D.  Application  procedure. — Comment. 
A  commenter  recommended  that  State 


educational  agencies  be  allowed  to  sub- 
mit a  request  for  a  grant  more  than  once. 

Response.  The  regulation  i  J  122a. 14) 
specifically  prov^de6  that  a  State  educa- 
tional agency  may  amend  its  appUcation 
no  later  than  July  15,  1977  to  show  that 
it  is  entitled  to  additional  funds  based 
on  a  net  increase  in  the  number  of  eli- 
gible^hildren  being  served  in  the  local 
educational  agencies  of  that  State,  or  on 
a  redistribution  of  those  children  within 
the  State.  The  enabling  statute  (Pub.  L. 
94-405  section  202  le))  provides  that  no 
determination  made  by  the  Commis- 
sioner, which  is  based  on  an  estimate  of 
the  number  of  eligible  children  in  a 
State,  shall  operate,  because  of  an  un- 
derestmiate,  to  deprive  any  State  educa- 
tional agency  of  Its  entitlement  to  any 
pavTnent  to  which  the  agency  would  be 
entitled  if  the  determination  had  been 
made  based  on  accurate  data. 

Comment.  A  commenter  reconmiended 
that  the  Office  of  Education  should  pro- 
vide tlie  State  educational  agency  with 
a  simple  applicaticm  form  and  a  program 
report  form  the  local  educational  agen- 
cies can  use. 

Response.  It  Is  the  State  educational 
agency's  responsibility  to  design  appro- 
priate application  and  report  forms  for 
local  educational  agency  use,  and  to 
furnish  those  forms  to  the  local  educa- 
tional agencies. 

E.  Obligation  period — Comment.  A 
commenter  recommended  that  funds 
should  be  available  retroactively  to  re- 
imburse local  educational  agencies  for 
appropriate  expenditures  incurred  any 
time  after  the  start  of  the  fall  semester 
of  school  year  1977.  In  addition.  It  was 
suggested  that  program  funds  be  obli- 
gated in  terms  of  contracted  services  for 
school  year  1977-1978. 

Response.  Grant  and  subgrant  recipi- 
ents may  reimbur.se  themselves  for  obli- 
gations incurred  beginning  with  July  1, 
1976.  "What  constitutes  an  obligation  by 
a  State  or  local  grant  recipient  is  gov- 
erned by  the  Office  of  Education  General 
Provisions  Regulations.  45  CFR  sec.  lCK>b. 
55(c).  which  provides  in  pertinent  part: 

For  the  purposes  of  tliis  section,  an  obli- 
gation of  funds  will  be  c»rLsldere<l  to  have 
been  Incurred  by  a  recipient  on  the  basis  of 
documentary  evidence  of  binding  commit- 
ments for  the  acquisition  of  goods  or  prop- 
erty, for  the  construction  of  facilities,  or  for 
the  jjerformance  of  worlc.  However,  the  obli- 
gation of  funds  for  personal  servlc«6.  for 
services  performed  by  public  utilities,  for 
travel,  and  for  the  rental  of  equipment  and 
facilities  shall  be  considered  to  have  been 
obligated  as  of  the  time  such  services  were 
rendered,  such  travel  was  performed,  and 
such  rented  equipment  and  facilities  were 
used  respectively. 

It  IS  questionable  whether,  under  this 
provision,  a  contract  for  instructional 
services  can  be  considered  an  obligation 
as  of  the  time  of  the  contract.  This  ques- 
tion will  be  discussed  more  fully  in  the 
mtroduction  to  the  final  regulation  gov- 
erning this  program.  In  the  meantime, 
subgrant  applicants  should  assume  that 
obligation  of  funds  for  instructional 
services  takes  place  at  the  time  the 
services  are  performed,  regardless  of 
whether   those   services   are   performed 


FEDERAL  REGISTER.   VOL.   42,   NO.    107 — FRIDAY,   JUNE    3,    1977 


2JS708 


PROPOSED  RUIES 


under  an  emplojinent  relationship  wltfa 
the  subgrant  recipient,  or  under  a  con- 
tract. 

It  should  be  noted  that,  as  pointed  out 
In  paragraph  5,  subparagrapji  P  of  this 
Introduction,  the  "Tydlngs  Amendment' 
permitting  "carry-over"  of  unused  funda 
from  fiscal  year  1577  to  1978.  applies  to 
this  program. 

Note:  It  Is  hereby  certified  that  ti^ls  pro- 
posed rule  tLaa  been  screened  pvirsTjant  to 
B.tecutlve  Order  No.  11821.  and  does  not  re- 
q'Llre  an  Inftatlooaxy  Impact  EvaJuarton. 

Dated:  March  17, 1977. 

William  F.  Pierce. 

Acting  U.S. 
Commissioner  of  Education 

Approved:  May  21.  1977. 

Joseph  A.  Calitano,  Jr., 

Secretary    of   Health.   Education, 
arid  Welfare. 

(Catalog  of  Federal  Domestic  Aaelstance  No. 
13  596.  Indochlnese  Refugee  Children  Pro- 
frara.) 

It  Is  proposed  to  amend  Title  45  by 
the  addition  of  Part  123a  to  read  as  set 

forth  below: 


Bee 
122a  1 
122a  2 


Subpart  A — General 


Scope  of  part. 

Applicability  of  General  Provision* 
Regulations  for  Office  of  Educa- 
tion Programs. 
122a  3       Definitions. 

Subpart  B — Eligibility  of  State  Educational 
Agencies  for  Grants  and  Amount  of  Entitlement 


12-2a4        Ei:t'lhll!ty 

:J2a5  Ma.xlmum  entitlement;  States  other 
thin  American  Samoa,  the  Virgin 
Islands,  and  the  Trust  Territory 
of  the  Pacific  Islands. 

122a.6  Entltlemer.ts  for  American  Samoa, 
the  Virgin  I.slands.  and  the  Trust 
Territory  of  the  Pacific  I.slands. 

122a7  Reduction  for  amounts  received 
under  1975  Act. 

I22a.8       Allocation  of  appropriation."?. 

122».9  Data  for  computing  State  entitle- 
ments. 

ia2a.l0  Stat©  entitlement  for  administra- 
tion of  progrnms. 

Subpart  C — State  Educational  Agency 

Applications 

122a.  11     Application  procedure. 

122a  12  State  application  for  use  of  \mobU- 
gated  funds. 

122a. 13  Approval  by  the  Commissioner  of 
State  applications. 

122a  14  Amendments  to  State  applications 
for  the  period  July  1.  1976  through 
September  30,  1977  based  on  a  net 
increase  or  redistribution  In  num- 
ber of  children. 

122a  15     State  administration. 

122a. 16  Withholding  payments  for  noncom- 
pliance. 

Subpart  D — Eligibility  of  Local  Educational  Agen- 
cies for   Subgrants  and  Amounts  of   Entitlement 

122a.l7     Eligibility. 

122a.l8     Maximum  entitlements. 

122a  19     Reductions    for    amount    received 

under  Pub.  L.  9*-23. 
122a  20     Ratable  reducthDn. 

Subpart  E — Local  Educational  Agency 
Applications 

122a, 21     Application  procedure 
ia2a.22     Non  public  elementary  fuid  second- 
ary school  children  to  be  count«d. 


Sec 

122&.33  State  educaUonal  agency's  review  of 
appUcatlons. 

Subpart  F — Records  mnd  Reports  Required  by  ttw 
Commissioner 

132a  24     Records  required  of  State  and  local 

educational  agencies. 
122a  25     Retention  of  records. 
122a.26     Annual  performance  report  by  State 

educational  agency. 

Subpart  G — Use  of  Funds 

122a. 27     General. 

122a  28  Public  educational  services  to  toe 
provided  during  period  of  obliga- 
tion. 

122a.29  Use  of  funds  for  public  school  chil- 
dren. 

122a.30  Comparable  services  required  for 
children  enrolled  in  public  schools. 

I22a.31  Use  of  ftmds  for  nonpublic  school 
chUdren. 

122a.32  Waiver  of  requirement  for  partici- 
pation of  nonpublic  school  chU- 
dren. 

AuTHORrry:  Title  n.  Pub.  L.  94-405.  unless 
otherwise  noted. 

Subpart  A — General 

§  ]22u.  I      Scope  of  part. 

This  part  governs  projects  for  which 
fluids  are  provided  under  Title  n  of  the 
Indochina  Refugee  Children  Assistance 
Act  of  1976.  Pub.  L.  94-405,  Sections  201- 
208  fhereaiier  referred  to  as  Title  n), 
for  fmancud  assistance  made  available 
through  State  educatioinal  agencies  to 
local  educational  agencies  to  be  used  for 
public  educational  services  for  Indo- 
Chinese  refugee  children.  (TTie  text  of 
Title  II  Ls  contained  In  full  in  the  ap- 
pendix to  this  part.) 

(Pub,  L.  54  405.  Title  11) 

§  122;i.2  Applicability  of  general  provi- 
,»iuns  r<-guIations  for  Office  of  Edu- 
ration  |>rosratiis. 

The  following  provisions  contained  in 
Subctiapter  A  of  this  Chapiter  apply  to 
assLstaiice  imder  this  part: 

(a;  Part  100,  §  100.1  (except  as  other- 
wise provided  In  this  section) ;  and 

(b)  Part  100b  (except  §  100b.35(b) ,  and 
Subparts  H,  L  and  M) . 

(Pub,  L,  94--i05.  Title  II;  20  UJS.C.  122le-3 
(a>(l);  1232c  (a)  and  (b>;  1232d;  31  U.S.C. 
200;  42  use   2000d) 

§  122a. .3      Ucfinilioiis. 

.\s  used  in  this  part : 

■■Child"  means  any  child  who  is  within 
the  age  hmits  for  which  the  applicable 
Stiite  Ls  required  or  permitted  to  provide 
free  public  elementan,'  and  secondary 
school  education  In  grades  kindergarten 
through  12,  except  that  "child"  does  not 
include  a  person  enrolled  only  In  adult 
education  c^jurses. 
(Pub   L   94-405.  Sections  201,  203) 

"Free  public  education"  means  educa- 
tion which  is  provided  at  public  expense, 
under  public  supervision  and  direction 
without  tuition  charge,  and  which  Is  pro- 
•vided  as  elementary  or  secondary  school 
education  in  grades  kindergarten  through 
12  in  the  applicable  State. 

(Pub  L  94-405.  Section  203) 


"PubUc  educational  services"  means: 

(a)  Free  public  education  in  the  case  of 
children  enrolled  In  elementary  or  sec- 
ondary public  schools,  and 

(b)  Publicly  supported  educational 
services  In  the  case  of  children  enrolled 
In  elementary  or  secondary  non-public 
schools. 

(Pub,  L.  94-405,  Sections  203,  205) 

As  used  In  Uils  part,  the  following 
terms  have  the  meariing  given  to  tiiem 
In  section  20Kb)  of  Pub.  L.  94-405  (see 
Appendix) : 

Commissioner 

Elementary  school 

Indochlnese  refugee  children 

Local  educational  agency 

Secondary  school 

state 

state  educational  agency 

Elementary  cw  secondary  nonpublic  schools 


(Pub,  L    94-405.  Section  201(b)) 

Subpart  B — Eligibility  of  State  Educational 
Agencies  for  Grants  and  Amount  of 
Entitlement 

§  122a.4     Eligibiliiv. 

A  State  educational  agency  of  any 
State  Is  eligible  to  apply  for  a  grant  under 
this  part  for  the  period  from  July  1,  1976 
to  September  30,  1977,  if  the  Commis- 
sioner determines  that  during  that  period 
there  are  or  were  one  or  more  Indcxhi- 
nese  Refugee  cliildren  aged  5  to  17  re- 
ceiving public  educational  services  under 
the  supervision  of  a  local  educational 
agency  or  local  educational  agencies  in 
that  State. 
(Pub.  L.  94-405,  Section  202) 

§  122ii.5  Maximum  entillenieiit :  Slale.« 
other  liian  .\merican  Samoa,  llio  Vir- 
pin  Islan(]!«,  ami  the  Trust  Tcrritorv 
of  tlic  Pacific  Islands. 

The  maximum  amount  to  which  a 
State  educational  agency  of  each  State 
other  than  American  Samoa,  the  Virgin 
Islands,  and  the  Trust  Territory  of  the 
Pacific  Islands  is  entitled  under  this  part 
Is  the  amount  prescribed  by  section  202 
(b)  of  Pub.  L.  94-405. 
(Pub.  L.  94-405,  Section  202(b) ) 

§  122a. 6  Enlillcmenls  for  Ann  ricaii 
Samoa,  the  Virgin  Islands,  and  the 
Trust  Territory  of  tlie  Pacifn   Islands. 

The  maximum  amount  to  which  each 
of  the  Jurisdictions  of  American  Samoa. 
the  Virgin  Lslands,  and  the  Tru^t  Terri- 
tory of  the  Pacific  lsland.s  is  entitled  Is 
the  same  as  the  amount  prescribed  for 
other  States  by  section  202(b)  of  Pub.  L. 
94-405.  However,  the  aggregate  entitle- 
ments for  tliese  jurLsdiction.s  ina.v  not  ex- 
ceed an  amount  equal  to  1  percent  of  the 
aggregate  entitlements  of  other  States 
under  section  122a, 5.  If  the  aggregate 
maximum  entitlements  for  these  juris- 
dictions exceeds  the  1  percent  limitation. 
the  entitlement  of  each  of  those  jurisdic- 
tions is  reduced  proportionately  until 
that  aggregate  entitlement  of  those  ju- 
risdictions does  not  exceed  the  1  percent 
limitation. 

(Pub.  L    94  405,  Section  202(c)) 
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§  122a.7      Reduction     for     amounts     re- 
ceived under  1975  .4ct. 

Despite  any  other  provision  of  this  sub- 
part, no  State  educational  agency  is  en- 
title to  receive  a  grant  in  excess  of  the 
amount  to  which  that  agency  would 
otherwise  be  entitled  under  this  subpart 
minus  the  sum  of  the  amounts  received 
by  the  local  educational  agencies  of  that 
State  and  by  that  State  educational 
agency  under  the  Indochina  Migration 
and  Refugee  Assistance  Act  of  1975  (Pub. 
L.  94-23). 

(Pub.  L.  94-405,  Section  202(a) ) 
§  122a. 8      Allocation  of  appropriations. 

The  Commissioner  allocates  sums  ap- 
propriated for  payments  under  Title  n 
in  accordance  with  the  provisions  of  sec- 
tion 204  of  Title  n  governing  ratable  re- 
ductions and  increases  necessitated  by 
appropriations. 
(Pub.  L.  94-405,  Section  204) 

§  122a.9      Data  for  computing  State  en- 
titlements. 

The  Commissioner  determines  State 
educational  agency  entitlements  imder 
this  subpart  in  accordance  with  the  data 
requirements  of  section  202(ai   of  Title 

n. 

(Pub.  L,  94-405.  Section  202(e) ) 

§  122a.  10      Slate  entitlement  for  adminis- 
tration of  programs. 

The  Commissioner  is  authorized  to  pay 
to  each  State  educational  agency  an  ad- 
ditional amount  equal  to  the  amoimt  ex- 
pended by  it  for  the  proper  and  efQcient 
administration  of  its  functions.  However, 
the  total  of  these  payments  for  any  pe- 
riod may  not  exceed  1  percent  of  the 
amount  which  that  State  educational 
agency  is  entitled  to  receive  for  that 
period. 

(Pub,  L.  94-405,  Section  206(b)  ) 

Subpart  C — State  Educational  Agency 
Applications 

§  122a. 11      .4pplication  procedure. 

(a)  Required  submittals.  Any  State 
wishing  to  participate  in  Title  n  shall 
submit  through  its  State  educational 
agency  to  the  Commissioner  no  later 
than  July  15.  1977: 

(1)  The  general  application  required 
by  section  434(b)  d)  (A)  of  the  General 
Education  Provisions  Act  and  part  100b. 
§  100b. 17  of  this  Chapter;  and 

(2)  The  application  required  by  sec- 
tion 205  of  Title  n.  The  application  re- 
quired by  section  205  of  Title  n  (herein- 
after referred  to  as  "State  application") 
constitutes  the  annual  program  plan  re- 
quired by  section  434(b)  of  the  General 
Education  Provisions  Act  and  by  Part 
100b.  §  100b. 18  of  this  Chapter. 

I  b  I  Content  of  State  application.  The 
State  educational  agency  shall  include  in 
its  State  application: 

(1)  The  information  and  assurances 
required  by  section  205 la)  of  Title  II; 

'2)  An  assurance  that  the  State  edu- 
cational agency  will  comply  with  Title 


n,  the  regulations  in  this  part  £ind  the 
apphcable  provisions  of  part  100b  of  this 
Chapter; 

(3)  A  statement  describing  the  pur- 
pose for  which  Federal  funds  wih  be  ex- 
pended imder  Title  n  during  the  fiscal 
year  for  which  the  State  application  is 
submitted; 

i4>  A  certificate  by  the  appropriate 
State  legal  oCBcer  to  the  effect  that  the 
agency  submitting  the  appUcation  has 
the  authority  under  State  law  to  perform 
the  duties  and  fimctiCHis  of  a  State  edu- 
cational agency;  and 

(5)  Information  showing,  for  each 
local  educational  agency  which  has  ap- 
plied or  is  expected  to  apply  to  the  State 
educational  agency  for  a  subgrant  under 
subpart  D: 

(i)  The  name  of  the  local  educational 
agency : 

liii  The  total  number  of  children  en- 
rolled in  the  pubhc  elementary  and  sec- 
ondary schols  of  that  agaacy : 

(iii)  The  number  of  IndCKhinese  ref- 
ugee children  age  5  to  17  who  have  re- 
ceived, or  who  will  receive,  public  educa- 
tional services  under  the  supervision  of 
that  agency  in  the  period  from  Jul>-  1. 
1976  through  Septemb«-  30,  1978  (in- 
cluding children  enroUed  in  elementary 
and  secondary  noh-pubUc  schools  who 
are  counted  by  the  local  educational 
agency  under  §§  122a.21(b)  (5»  and 
122a.22(b»  )  ;  and 

(Iv)  The  amoimt  of  funds  which  the 
State  educational  agency  is  requesting 
for  use  in  each  local  educational  agency. 

The  State  educational  agency  shall  base 
the  information  required  by  ui  i .  •  iii ) . 
and  (iv)  on  actual  satisfactory  data,  to 
the  extent  that  this  data  is  available  at 
the  time  the  State  educational  agency 
submits  its  application.  If  this  data  is 
not  available  at  the  time  the  State  edu- 
cational agency  submits  its  application, 
it  may  base  its  information  on  reliable 
estimates. 

(Pub.  L.  94-405,  Sections  202(b).  205(a); 
20  VB.C.  1232(b)) 

§  122a.  12      Slate   application    for   use   of 
unobligated  funds. 

In  cases  where  the  entire  amount  of 
funds  made  available  to  a  State  educa- 
tional agency  under  this  part  for  the 
period  July  1,  1976  through  September 
30.  1977,  have  not  been  obligated  by 
educational  agencies  in  that  State  by 
the  end  of  September  30.  1977.  those 
funds  may  be  obligated  during  the  period 
from  October  1.  1977.  through  Septem- 
ber 30,  1978,  but  only  if  the  State  edu- 
cational agency  submits  to  the  Commis- 
sioner a  separate  State  application  for 
the  use  of  those  funds,  and  the  (Com- 
missioner approves  that  application.  The 
State  educational  agency  shall  conform 
this  ai^Ucation  to  all  the  requirements 
of  this  part  governing  State  applications, 
except  that  the  State  educational  agen- 
cy is  not  required  to  include  the  informa- 
tion required  by  S  122a.21(bi  i5> . 

(Pub.  L,  94-405.  Sections  202(bi.  206(ai.  20 
VB.C.  1225(b));  20  U5,C  1232c(b)) 


§  122a.  13      Approval     by     the     Commis- 
sioner of  Stale  applications. 

(a>  General.  The  Commissioner  shall 
approve  a  State  apphcalion  submitted 
under  this  part  if  the  Commissioner  de- 
termines that  the  application  meets  the 
requuements  of  Title  II.  the  regulations 
of  this  part,  and  applicable  regulations 
of  Part  100b  of  this  Chapter 

;FMb    L,    94-405.    Section    205(b);    20   VB.C 
1221e-3(&) (1) ) 

(bi  Notice  and  opportunity  for  hear- 
ing. The  Commissioner  may  not  finally 
disapprove  ( in  whole  or  m  part »  a  Stat* 
application  of  a  State  educational  agen- 
cy submitted  under  this  part,  except 
after  reasonable  notice  and  opportunity 
for  a  hearmg  on  the  record  to  that 
agency, 
(Pub    L    94-405    Section  206(b)) 

tc)  Effective  date  of  State  application. 
A  State  apphcation  approved  by  the 
Commissioner  under  this  part  i5  effective 
from  the  first  day  on  which  an  Indo- 
Chinese  refugee  child  or  children  re- 
ceived public  educational  services  under 
the  supervision  of  a  local  educational 
agency  or  agencies  in  that  State  except 
that  no  State  application  approved  un- 
der this  part  is  effective  earlier  than  July 
1,  1976. 

(Pub    L    94-405.   Section   a02(a);    20  US.C, 
1221e-3(a) i 1 ) ) 

§  122a. 14  Amendmenls  to  Male  applica- 
tions for  ihe  period  Jul>  1.  1976 
through  .Seplember  30.  1977  based 
on  a  ncl  increase  or  redistribution  in 
number  of  children. 

The  State  educational  agency  shall  no 
later  than  July  15.  1977  amend  its  State 
apphcation  for  the  period  July  1,  1976 
through  September  30,  1977  for  the  fol- 
lowing purposes: 

(ai  To  pronde  actual  data  for  the 
purpose  of  computmg  entitlements  un- 
der this  subpart  in  cases  where  its  origi- 
nal State  application  had  provided  esti- 
mates, or 

ibi  To  provide  appropriate  data  re- 
flecting a  new  increase  in  the  number  of 
Indochlnese  refugee  children  aged  5  to 
17  which  have  received,  or  wiU  receive, 
pubhc  educational  services  under  the 
supervision  of  the  local  educational 
agencies  of  that  State,  or  a  redistribu- 
tion of  those  Indcxhinese  refugee  chil- 
dren in  the  State 

(Pub,  L,  94-405.  Section  202;  20  U.8.C.  1221e- 

3ia)  (1)  ) 

§  122a.  15      Stale  administration. 

The  State  educational  agency  for  a 
State  for  which  the  Commissioner  has 
approved  a  State  application  imder  this 
part  is  re5ponsible  for  the  proper  and  ef- 
ficient performance  of  the  duties  of  that 
agency  under  Title  II.  mcluding  com- 
pliance with  its  assurances  to  the  Com- 
missioner, and  the  review  and  approval 
of  local  educational  agency  applications 
in  accordance  with  Subparts  D  and  E. 

(Pub.  L,  94-406,  Section  30&(») ) 
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§  1 22a.  16      WithholdifiK      payments      for 
noncompliancr. 

The  Commissioner  shall,  subject  to  the 
requirements  of  section  207  of  Pub.  L. 
94^05.  withhold  payments  under  this 
part  to  any  State  educational  agency  if 
the  Commissioner  finds  that  there  has 
been  a  failure  to  meet  the  requirements 

of  -nue  n. 

(Pub.  L.  94-405.  SecUon  207) 

Subpart  D — Eligibilrty  of  Local  Educational 
Agencies  fof  Subgrants  arxl  AnHJurrts  of 
Errtitlement 

§  122a.  17      ElijdbUity. 

A  local  educational  agency  in  any  par- 
ticipjating  State  is  eligible  to  apply  for  a 
subgrant  under  this  part  for  a  fiscal  year 
If  the  State  educational  agency  deter- 
muies  on  the  basis  of  satisfactory  infor- 
mation that: 

<a>  The  local  educational  agency  is 
providing  public  educational  services  to 
at  least  one  Indochinese  refugee  child 
aged  5  to  17;  and 

ibi  The  local  educational  agency  (ex- 
cept as  provided  in  §  122a.22  (b) )  is  pro- 
viding or  will  provide  in  the  period  of  ob- 
ligation for  State  and  local  funds,  public 
educational  services  to  the  same  number 
of  Indochinese  refugee  children  who  tire 
counted  under  5  122a.21(b)  for  the  pur- 
pose of  computing  its  entitlement. 

(Pub   L.  94--406.  Sections  203(b)(1)  and  206 

(ft)  (3).) 

§  122a.  18      Maximum  entillemento. 

The  maximum  amount  of  the  sub- 
grant  to  which  a  local  educational 
agency  Is  entitled  under  this  part  for 
the  period  beginning  July  1.  1976.  and 
ending  September  30.  1977,  is  equal  to 
the  sum  of: 

ai  The  number  of  Indochinese  refu- 
gee children  aged  5  to  17  Inclusive  who 
have  received,  or  who  will  receive,  public 
educational  services  under  the  supervi- 
sion of  that  local  educational  agency  In 
the  period  from  July  1,  1976  through 
September  30,  1978;  multiplied  by  the 
lesser  of: 

( 1 1  $300  for  each  of  the  first  one  hun- 
dred of  these  children  who  are  furnished 
public  educational  services  imder  the 
supervison  of  that  agency,  or 

1 2'  If  the  number  of  these  children 
equals  or  exceeds  1  percent  of  the  total 
number  of  children  enrolled  In  the 
schools  of  that  agency.  $300  for  each 
child  in  that  1  percent  who  is  furnished 
such  services  under  the  supervision  of 
that  agency ;  and 

(b)  $600  for  each  additional  child  in 
excess  of  one  hundred  such  children,  or 
in  excess  of  such  1  percent,  as  the  case 
may  be.  being  furnished  public  educa- 
tional services  under  the  supervision  of 
that  agency. 

(Pub   L.  04-406.  Sections  303 («>)  (1)   and  305 
(»)(3)  ) 

§  122a.  19      Rrductions    (or   amounts    re- 
ceived under  Pub.  L.  94-23. 

Despite  the  provisions  of  i  122a. 18,  no 
local  educational  agency  is  entitled  to  re- 
ceive a  grant  for  any  period  in  excess  of 
the  amount  equal  to  the  amount  to  which 
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that  agency  would  otherwise  be  entitled 
under  this  subpart  for  that  period  minus 
the  sum  of  the  amount  received  by  that 
agency  for  that  period  under  the  Indo- 
china Migration  and  Refugee  Assistance 
Act  of  1975  (Pt5b.  L.  94-23  > 
(Pub.  L.  94-405.  Sections  202(b)(1),  202(d). 
and  205(a)  (3).) 

§  I22a^0      RaUble  reduction. 

The  State  educational  agency  shaU 
ratably  reduce  the  amounts  to  which  lo- 
cal educational  agencies  are  entitled  un- 
der i  122a.  18  to  the  extent  necessary  to 
bring  the  aggregate  of  those  amounts 
witiiin  the  limits  of  the  State  educational 
agency's  entitlement. 

(Pub.  L.  94-405.  Sections  202(b)(1).  203(0) 
(2)  and  205(a)  (3).) 

Subpart  E — Local  Educational  Agency 
Applications 

§  I22a.2I      Application  procedure. 

(a)  General.  A  local  educational  agen- 
cy which  wishes  to  receive  a  subgrant 
under  this  part  shall  file  an  application 
for  a  subgrant  with  the  State  educational 
agency. 

(b)  Content  of  application.  The  State 
educational  agency  shall  require  each  lo- 
cal educational  agency  applying  for  a 
subgrant  under  this  part  to  include  in 
its  application  sufficient  information  and 
assurances  to  enable  the  State  educa- 
tional agency  to  make  the  assurances  re- 
quired by  section  434(b)(1)(A)  of  the 
General  Education  Provisions  Act  and 
assurances  required  by  section  205ta)  of 
Pub.  L.  94-405.  In  addition  the  State 
educational  agency  shaU  require  the  lo- 
cal educational  agency  to  include  in  its 
application  the  following  data : 

( 1 1  The  total  number  of  children  en- 
rolled in  the  public  elementary  and  sec- 
ondary schools  of  that  agency; 

(2)  The  total  number  of  Indochinese 
refugee  children  aged  5  to  17  in  the  ap- 
plicant's district  who  are  enrolled  in 
non-public  elementary  and  secondary 
schools; 

(3)  The  total  number  of  Indochinese 
refugee  children  aged  5  to  17  enrolled  in 
the  public  elementary  and  secondary 
schools  of  that  agency  to  whom  the  agen- 
cy is  providing,  or  will  provide,  public 
educational  services  in  the  period  from 
July  1,  1976  through  September  30.  1978; 

(4)  The  total  number  of  Indochinese 
refugee  children  enrolled  in  elementary 
and  secondary  non-public  schools  in  the 
applicant's  district  to  whom  that  agency 
has  provided  or  will  provide  public  ed- 
ucational services  during  the  period  July 
1,  197«  through  September  30.  1978;  and 

(5)  The  number  of  Indochinese  refu- 
gee children  ( including  nonpublic  school 
children)  for  whom  funds  are  being  re- 
quested pursuant  to  this  section. 

(Pub.  L.  94-406.  Sections  203  (b).  (c).  and 
(e)  and  205(a)  (3)  and  (6);  30  U.S.C.  1233 
c(b)(l)(A).) 

§  122a.22  Nonpublic  elementary  and 
secondary  school  children  to  be 
counted. 

(a>  For  the  purpose  of  §  122a.21(b> 
(5) .  a  local  educational  agency  shall  in- 
clude those  children  enrolled  in  the  ele- 


mentary    and     secondary     non-public 
schools  of  its  agency: 

(1)  For  whom  it  is  required  by  section 
205(a)(6)  of  Pub.  L.  94-405  to  provide 
an  opportunity  to  receive  services  under 
this  l>art;  and 

(2)  For  whom  the  local  educational 
agency  has  planned  after  consultation 
with  appropriate  officials  of  non-public 
schools  to  actually  provide  these  services 
in  the  period  from  July  1,  1976  through 
September  30,  1978. 

(b»  If  the  local  educational  agency  is 
prohibited  by  law  from  providing  for 
public  educational  services  for  children 
enrolled  in  elementary  and  secondary 
non-public  schools,  as  required  by  sec- 
tion 205(a)  (6)  of  Pub.  L.  94-405.  the  lo- 
cal educational  agency  shall  Include  un- 
der §  122a. 21(b)  (5)  those  children  to 
whom  it  would  actually  provide  these 
services  but  for  the  legal  prohibition.  The 
local  educational  agency  shall  clearly 
state  on  its  application  the  number  of 
non-public  school  children  referred  to  in 
the  preceding  sentence,  and  shall  state 
that  it  is  prohibited  by  law  from  provid- 
ing these  services  to  those  children. 

(Pub.    L.    94-405,    Sections    305(a)  (6)     ana 
206(c).) 

§  122a.23      State  educational  agency's  re- 
view of  applications. 

(a)  Approval  of  applications.  The 
State  educational  agency  shall  approve 
an  application  from  a  local  agency  only 
if  it  determines  that  the  application  sat- 
isfies the  requirements  of  Pub.  L.  94-405, 
the  regulations  in  this  pari;  and  in  part 
100b  of  ttiis  Chapter. 

(b)  Effective  date  of  approved  appli- 
cations. A  local  educational  agency  ap- 
plication approved  by  a.  State  educa- 
tional agency  under  this  part  is  eflfective 
from  the  first  day  on  which : 

( 1 )  Any  Indochinese  refugee  child  re- 
ceived public  educational  services  under 
the  supervision  of  the  applicant  agency; 
and 

(2)  The  State  educational  agency's  ap- 
plication to  the  Commissioner  under  this 
part  was  effective. 

(c)  Notice  and  opportunity  for  hear- 
ing. The  State  educational  agency  may 
not  finally  disapprove  a  local  educational 
agency's  application  In  whole  or  In  part 
without  first  affording  the  local  educa- 
tional agency  reasonable  notice  and  op- 
portimlty  for  a  hearing  with  respect  to 
its  action  in  accordance  with  the  require- 
ments of  section  425(a)  of  the  General 
Education  Provisions  Act.  The  State  ed- 
ucational agency  shall  include  in  its  no- 
tice the  reasons  for  the  proposed  disap- 
proval. The  State  educational  agency 
shall  hold  a  hearing  within  30  days  after 
it  receives  a  written  request  from  the  lo- 
cal educational  agency.  If  the  State  edu- 
cational agency  decides  not  to  rescind  Its 
final  action.  It  shall  give  notice  of  the  de- 
cision to  the  local  educational  agency  in 
writing,  stating  its  reasons  and  indicat- 
ing the  local  educational  agency's  right 
to  appeal  to  the  Commissioner  under  sec- 
tion 425(b)  Of  the  General  Education 
Provisions  Act  "-nthin  20  days  of  the  re- 
ceipt of  the  notice. 

(FMb.    L.   94-405.   Section   202(a);    20   U.S.C. 
1231b-2.) 
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Subpart  F — Records  and  Reports  Required 
by  the  Commissioner 

§  122a.24      Records  required  of  Sute  and 
local  educational  agencies. 

(a)  State  educational  agencies.  A 
State  educational  agency  which  has  re- 
ceived a  grant  under  this  part  shall 
maintain  adequate  written  records  show- 
ing that  it  has  satisfied  the  requirements 
of  §  122a.  10  regarding  the  use  of  funds 
paid  to  it  for  the  administration  of  the 
program. 

<b)  Local  educational  agencies.  The 
State  educational  agency  shall  require 
each  local  educational  agency  which  has 
received  a  subgrant  under  this  part  to 
maintain  adequate  written  records  to 
substantiate  that  it  hae  satisfied  the  re- 
quirements governing  eligibilitj-,  entitle- 
ment, and  use  of  funds,  which  are  con- 
tained in  Subparts  D  said  G.  including 
those  requirements  arising  from  the  as- 
surances given.  These  records  must  doc- 
ument on  an  individual  basis  that  each 
Indochinese  refugee  child  counted  and 
ser\'ed  under  this  part  is  an  Indochinese 
refugee  child  as  defined  in  Pub  L.  94—405, 
Title  n.  The  records  must  reflect  the 
identity  of  the  children  by  name,  ad- 
dress Eind  alien  registration  number  or 
copy  of  the  immigration  document  dis- 
playing this  number. 

(20  U.S.C.  1232c(a),) 

§  122a.25      Retention  of  records. 

State  and  local  educational  agencies 
receiving  payments  under  this  part  are 
required  to  keep  all  records  supporting 
the  application  until  the  completion  of 
the  administrative  reviews  which  are 
regularly  conducted  by  Federal  agencies, 
or  for  five  years  following  the  fiscal  year 
to  which  the  application  relates.  The 
records  involved  which  have  been  ques- 
tioned must  be  further  maintained  until 
necessary  adjustments  have  been  mswle, 
and  the  adjustments  have  been  reviewed 
and  cleared  by  the  Federal  agencies  mak- 
ing these  reviews. 

(20  U.S.C.  1232c(a).) 

§  I22a.26      .4nnual    performance    report 
by  State  educational  agency. 

Each  State  educationsil  agency  receiv- 
ing financial  assistance  under  this  part 
shall  make  the  annual  performance  re- 
port as  required  by  §  100b. 432  of  Part 
100b  of  this  Chapter  to  the  Commission- 
er, within  90  days  after  the  end  of  the 
grant  period.  The  State  educational 
agency  in  Its  report  shall  Include  (In 
addition  to  the  information  required  by 
Part  100b)  information  showing; 

(a)  The  number  of  Indochinese  refu- 
gee children  who  during  the  grsint  pe- 
ri(xi.  received  public  educational  services 
in  each  local  educational  agency  in  the 
State,  including  both  public  and  non- 
public school  children; 

(b)  A  description  of  the  services  pro- 
vided by  the  local  educational  agencies 
to  Indochinese  refugee  children  through 
the  use  of  funds  received  under  this  part; 
and 


(c)    Other  information  the  Commis- 
sioner may  require. 

(20  UJ5.  1232c(b)  .1)  (A)  (ni).) 

Subpart  G — Use  of  Funds 
§  122a.27      General. 

Each  educational  agency  shall  use  pay- 
ments made  to  it  under  this  part  in  ac- 
cordance with  an  application  approved 
under  Pub.  L.  94-405  section  205  for 
public  educational  services  for  Indo- 
Chinese  refugee  children  enrolled  in  the 
sch(X)ls  of  the  local  educational  Eigency 
and  enrolled  in  elementary  and  second- 
arv  non-public  schools  within  the  dis- 
trict served  by  that  local  educational 
agency. 
(Pub  L.  94-405,  Sections  203  and  205.) 

§  122a. 28  Public  educational  service*  to 
be  provided  during  period  of  obliga- 
tion. 

Each  application  by  a  local  education- 
al agency  to  a  State  educational  agency 
for  a  subgrant  under  this  part  must  con- 
tain an  assurance  that  the  applicant  has 
or  will  (as  a  condition  of  receiving  the 
grant)  in  the  period  from  July  1.  1976 
through  September  30.  1978  make  avail- 
able public  educational  services  to  all 
Indochinese  refugee  children  who  are 
counted  under  §  122a.21ibi  '5>.  including 
the  non-public  school  children  who  are 
counted. 

(Pub.  L.  94-405.  Section  203.1 

§  122a.29  Use  of  funds  for  public  school 
children. 

The  public  educational  services  pro- 
vided vmder  this  part  to  Indochinese  ref- 
ugee children  enrolled  in  public  elemen- 
tary and  secondary  schcwls  may  include 
basic  educational  services  and  such  sup- 
plementary English  language  instruction 
and  other  educational  services  as  are 
necessary  to  enable  the  children  to 
achieve  a  satisfactory  level  of  educa- 
tional performance. 

(Pub.  L.  94-406.  Section  203.) 

§  122a. 30  Comparable  services  required 
for  children  enrolled  in  public 
schools. 

The  State  educational  agency  shall  re- 
quire a  local  educational  agency,  as  a 
condition  of  entitlement  to  payments 
under  this  part,  to  sissure  the  State  edu- 
cational agency  in  Its  application  that 
aU  Indochinese  refugee  children  to  whom 
it  provides  public  educational  services 
under  this  part  have  access  during  the 
grant  period  to  £ill  publicly  funded  in- 
structional services  provided  by  that 
agency  on  a  basis  comparable  to  that 
which  the  local  educational  agency  pro- 
vides to  other  children  residing  in  the 
area  or  areas  where  the  Indochinese  ref- 
ugee children  su-e  being  served. 

(Pub.  L.  94-405.  Section  206;  20  U.SC.  1232c 
(b)(1)  (A)  (IV).) 

§  122a.31  Use  of  funds  for  non-public 
school  children. 

(a)  Supplemental  services  authorized. 
The  public  educational  services  provided 


under  this'  part  to  Indochinese  refugee 
children  enrolled  in  non-public  schools 
must  consist  of  such  supplemental  Eng- 
lish language  instruction  and  other  sup- 
plemental educational  service  as  are  nec- 
essary to  enable  those  children  to  achieve 
a  satisfactory-  level  of  educational  per- 
formance. 

ib>  Restrictions  on  use  at  funds  The 
use  of  funds  provided  under  this  part 
for  children  enrolled  in  non-public 
schools  is  subject  to  the  restrictions  set 
forth  in  section  205'aii6i  of  Pub.  L, 
94-405,  and  in  addition  to  the  following 
restrictions; 

<1)  The  use  of  these  funds  may  not 
include  financing  the  basic  level  of  in- 
struction which  is  provided  by  the  non- 
public school  to  its  students,  but  is  lim- 
ited to  financing  the  supplemental  serv- 
ices referred  to  in  paragraph  '  a  i  of 
this  section; 

(2)  The  use  of  these  funds  may  not 
include  the  payment  of  salaries  for 
teachers  or  other  employees  of  non- 
public schcxjls  except  for  services  per- 
formed outside  their  retrular  hours  of 
duty  and  under  public  supervision  and 
control; 

i3>  The  use  of  these  funds  may  not 
include  acquisition  or  use  of  equipment 
other  than  mobile  or  portable  equipment 
on  non-public  sch(X)l  premises,  or  the 
construction  of  non-public  school  facili- 
ties. 

(Pub.  L.  94—405.  Section  205fa)  (6)  ;  Lemon  v. 
Kurtzman,  403  U.S  602  (1971)  > 

§  122a. 32  \l'aiver  of  requirement  for 
participation  of  non-public  school 
children. 

I  a )  Conditions  for  vx-iver.  If  a  State  is 
prohibited  by  law  from  providing  public 
educational  services  to  Indochinese  refu- 
gee children  enrolled  in  elementarj-  and 
secondary-  non-public  schools,  as  required 
by  Pub.  L.  94-405.  section  205  >  a  i  1 6  >  and 
the  relevant  provisions  of  this  part,  the 
Commissioner  may  wane  this  require- 
ment and  shall  arrange  for  the  provision 
of  services  to  those  children  through  ar- 
rangements v^-hich  are  subject  to  the  re- 
quirements of  Title  n  of  Pub.  L.  94-405, 
and  of  this  part.  For  the  purpose  of  de- 
termining whether  a  State  is  prohibited 
by  law  from  providing  public  educa- 
tional services  for  Indochinese  refugee 
children  enroUed  in  non-pubUc  schools, 
the  Commissioner  may  require  the  State 
educational  agency  to  furnish  an  opinion 
of  the  Attorney  General  of  the  State  with 
regard  to  the  status  of  State  law  gov- 
erning participation. 

(bi  Cost  of  arrangements  by  Commis- 
sioner. When  the  Commissioner  arranges 
for  services  pursuant  to  this  .section,  the 
Commissioner  may  after  con.'^ultation 
with  the  appropriate  public  and  non- 
public school  officials,  use  to  defray  the 
cost  of  the  arrangement,  the  amount  to 
which  the  State  educational  agency  of 
that  State  would  have  been  entitled 
under  this  part  if  the  children  to  be 
served  by  the  arrangement  had  been 
counted  and  afforded  the  opportunitv'  to 
be  served  by  the  local  educational  agen- 
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cies  of  that  State  In  accordance  with  the 

requirements  of  Pub.  L.  94-405.  secUon 

206'C'. 

(Pub.  L  94-405,  Section  206(c).) 

Appendix     TiTLX  II— PsocaAM  roa  the  TaAN- 

smoN    yZRlOO   AND  THI    1977    FISCAL    YEAK 

APPUCABn-rrY,    oKTiNmoNr. 

Sec  201  (a)  The  provisions  or  this  title 
shall  be  applicable  for  the  period  beginning 
July  1.  1976.  and  ending  September  30, 
1977 

(bi    As  used  In  this  title — 

(1)  The  term  ■Commissioner"  means  the 
CommLssioner  of  Education 

(21  The  term  elementary  schools"  means 
a  day  or  residential  school  which  provides 
elementary  education,  as  determined  under 
State  law 

(3)  The  term  'Indochlnese  refugee  chil- 
dren' means  children  who  are  refugees  with- 
in the  meaning  of  that  term  as  defined  In 
section  3  of  the  Indochina  Migration  and 
Refugee  Assistance  Act  of  1975. 

4 1  The  term  'local  educational  agency" 
means  a  public  board  of  education  or  other 
public  authority  legally  constituted  within 
a  State  for  either  administrative  control  or 
direction  of.  or  to  perform  a  service  func- 
tion for.  public  elementary  or  secondary 
schools  In  a  city,  county,  township,  school 
district,  or  other  political  subdivision  of  a 
State,  or  such  combination  of  school  districts 
or  counties  as  are  recognized  In  a  State  as 
an  administrative  agency  for  its  public 
elementary  or  secondary  schools.  Such  term 
also  includes  any  other  public  Institution  or 
agency  having  administrative  control  and 
direction  of  a  public  elementary  or  second- 
ary school 

I  5)  The  term  "secondary  school"  means  a 
day  or  residential  school  which  provides  sec- 
ondary education,  as  determined  under  State 
law 

(6)  The  term  "State"  Includes.  In  addi- 
tion to  the  several  States  of  the  Union,  the 
Commonwealth  of  Puerto  Rico,  the  District 
of  Columbia,  Ouam.  American  Samoa,  the 
Virgin  Islands,  and  the  Trust  Territory  of 
the  Pacific  Islands 

(7i  The  term  "State  educational  agency" 
means  the  State  board  of  education  or  other 
agency  or  officer  primarily  responsible  for 
the  State  supervision  of  public  elementary 
and  secondary  schools,  or  If  there  Is  no  such 
officer  or  agency,  an  officer  or  agency  desig- 
nated by  the  CJovemor  or  by  State  law 

(8)  The  term  "elementary  or  secondary 
nonpublic  schools "'  means  schools  which 
comply  with  the  comnulsory  education  laws 
of  the  State  and  which  are  exempt  from 
taxation  under  section  501(c)(3)  of  the  In- 
ternal Revenue  Code 

STATE    KNTTTUEMENTS 

Sec  202  I  a)  The  Commissioner  shall.  In 
accordance  with  the  provisions  of  this  title, 
make  payments  to  State  educational  agencies 
for  the  period  July  1,  1976.  through  Sep- 
tember 30.  1977,  for  the  purposes  set  forth 
In  section  203 

ibiil)  Expect  as  provided  in  yubsectlon 
id)  of  this  section,  the  maximum  amount 
of  the  grant  to  which  a  State  educational 
agency  Is  entitled  under  this  title,  for  the 
period  beginning  July  1,  1976,  and  ending 
September  30,  1977,  shall  be  equal  to  the 
suni  of — 

I A )  The  number  of  Indochlnese  refugee 
children  aged  5  to  17,  Inclusive,  receiving 
public  educational  services  under  the  su- 
pervision of  each  local  educational  agency 
.  within  that  State  during  the  period  for  which 
the  determination  Is  made;  multiplied  by — 

( B )   The  lesser  of — 

(1)  $300  for  each  of  the  first  one  hundred 
such  children  who  are  furnished  such  aerv- 


PROPOSED  RUIES 

Ices  under  the  supervision  of  each  local  edu- 
cational agency  within  such  State    or 

(11)  If  the  number  of  such  children  equals 
or  exceeds  1  per  centum  of  the  total  number 
of  children  enroUed  In  the  schools  of  that 
agency,  $300  for  each  such  child  In  such  1 
per  centum  who  Is  furnished  such  services 
under  the  supervision  of  each  local  educa- 
tional agency  within  such  State;  and 

(C)  $600  for  each  additional  such  child  In 
excess  of  one  hundred  such  children,  or  In 
excess  of  such  1  per  centum,  as  the  case  may 
be,  being  furnished  such  services  under  tbe 
supervision  of  that  agencv 

(2)  For  the  purpose  of  this  subsection,  the 
term  ""State"  does  not  Include  American 
Samoa,  the  Virgin  Islands,  and  the  Trust 
Territory  of  the   Pacific   Islands. 

(c)  (1)  The  jurl^lctions  to  which  this 
subsection  applies  are  American  Samoa,  the 
Virgin  Islands,  and  the  Trust  Territory  of 
the  Pacific  Islands. 

(2>  Each  Jurisdiction  to  which  this  sub- 
section applies  shall  be  entitled  to  a  grant 
for  the  purposes  set  forth  In  section  203  In 
an  amount  equal  to  an  amount  determmed 
by  the  Commissioner  In  accordance  with 
criteria  established  by  him,  except  that  the 
aggregate  of  the  amount  to  which  such 
Jurisdictions  are  so  entitled  for  uny  period 
shall  not  exceed  an  amount  equal  to  1  per 
centum  of  the  aggregate  of  the  amounts  to 
which  all  States  are  entitled  under  subsec- 
tion (b)  of  this  section  for  that  period  If  the 
aggregate  of  hte  amounts,  determined  by  the 
Commissioner  pursuant  to  the  preceding 
sentsnce,  to  be  so  needed  for  any  period 
exceeds  an  amount  equal  to  such  1  per 
centum  limitation,  the  entitlement  of  each 
such  Jurisdiction  shall  be  reduced  propor- 
tionately until  such  aggregate  does  not  ex- 
ceed such  1  per  centum  limitation 

(d)  Notwithstanding  any  other  provision 
of  this  section,  no  State  educational  a«;ency 
shall  be  entitled  to  receive  a  grant  for  any 
period  In  excess  of  the  amount  equal  to  the 
Bunount  to  which  such  agency  would  oiher- 
wlse  be  entitled  under  this  section  for  that 
period  minus  the  sum  of  the  amounts  re- 
ceived by  the  'ocal  educational  agencies  of 
that  State  and  by  that  State  educational 
agency  for  that  period  under  tne  Indochina 
Migration  and  Refugee  Assistance  Act  of 
1975. 

(e)  Determinations  with  respect  to  the 
number  of  Indochlnese  refugee  children  by 
the  Conamlssloner  under  this  section  for  any 
period  shall  be  made.  when,ever  actual  satis- 
factory data  are  not  available,  on  the  basis  of 
estimates.  No  such  determination  shall  oper- 
ate, because  of  an  underestimate,  to  deprive 
any  State  educational  agency  of  its  entitle- 
ment to  any  payment  (or  the  amount 
thereof) .  under  this  section  to  which  such 
agency  would  be  entitled  had  such  deter- 
mination been  made  on  the  basis  of  ac- 
curate data. 

USES    or  rTTNDS 

Sec.  203.  Payments  made  under  this  title 
to  any  State  may  be  used  In  accordance  with 
applications  approved  under  section  206  for 
public  educational  services  for  Indochlnese 
refT^ee  children  In  the  schools  of  the  local 
educational  agencies  of  that  Sitate  and  In 
elementary  and  secondary  nonpublic  schools 
of  that  SUte. 

AliOCATTON    OF    APPBOPSIATIONS 

Sec.  204.  (a)  If  the  stuns  appropriated  for 
the  period  from  July  1  1976,  to  Sept.«nber 
30,  1977,  for  making  the  payments  pro^-lded 
for  m  this  title  are  not  sufficient  to  pay  IP. 
full  the  total  amounts  which  State  educa- 
tional agencies  are  entitled  to  receive  under 
this  title  for  such  period,  the  allocatlops  to 
such  State  educational  agencies  shall  t>e 
ratably  reduced  to  the  extent  necessary  to 
bring    the    aggregate    of    such    aJlooa'tlons 


within  the  Umlte  of  the  amount  so  appropri- 
ated. 

(b)  In  the  event  that  funds  become  avall- 
aJDle  for  making  payments  under  this  title 
for  such  period  after  allocations  have  been 
made  under  subsection  (a)  for  that  period, 
the  amounts  reduced  under  subsection  (a) 
shall  be  increased  on  the  same  basis  as  they 
were  reduced. 

APPLICATIONS 

Sec  205  fai  No  State  educational  agency 
shall  be  entitled  to  any  payment  under  this 
title  far  any  period  unless  that  agency  sub- 
mits an  application  to  the  Commissioner  at 
such  time,  in  such  manner,  and  containing 
or  accompanied  bv  such  Information,  as  the 
Commissioner  may  reasonably  require.  Each 
such  application  shall — 

( 1 )  Provide  that  the  educational  programs, 
services,  and  activities  for  which  payments 
under  this  title  are  made  will  be  administered 
by  or  under  the  supervision  of  the  agency; 

(2)  Provide  that  payments  under  this  title 
win  be  used  for  purposes  set  forth  in  section 
203; 

(3)  Provide  assurances  that  such  i>ayments 
will  be  distributed  among  local  educational 
agencies  within  that  State  In  accordance 
with  sections  202(b)  (li    and  202(d); 

(4)  Provide  assurances  that  the  State  edu- 
cational agency  will  not  finally  disapprove  In 
whole  or  in  part  any  application  for  funds 
received  under  this  title  without  first  afTord- 
Ing  the  local  educational  agency  submitting 
an  application  for  such  funds  reasonable  no- 
tice and  opportunity  for  a  hearing; 

(5)  Provide  for  making  periodic  reports  to 
the  Conxmlssioner  evaluating  the  effective- 
ness of  the  payments  made  under  this  title, 
and  such  other  reports  as  the  Commissioner 
may  reasonably  require  to  perform  his  func- 
tions under  this  title;   and 

(6)  Provide  assurances — 

(1)  That  to  the  extent  consistent  with  the 
number  of  Indochlnese  refugee  children  en- 
rolled in  the  elementary  or  secondary  non- 
public schools  within  the  district  served  by 
a  local  educational  agency,  such  agency,  after 
consultation  with  approf>rlate  officials  of 
such  schools,  shall  provide  for  the  benefit  of 
these  children  secular,  neutral,  and  nonldeo- 
loglcal  .services,  materials,  and  equipment 
necessary  for  the  education  of  such  children; 

1 11 )  That  the  control  of  funds  provided 
under  this  paragraph  and  title  to  materials, 
equipment,  and  property  repaired,  remodeled, 
or  constructed  therewith  shall  be  in  a  public 
agency  for  the  uses  and  purposes  provided 
m  this  title  and  a  public  agency  shall  admin- 
ister such  funds  and  prop>erty;  and 

(111)  That  the  provision  of  services  pur- 
suant to  this  paragraph  shall  be  provided 
by  employees  of  a  public  agency  or  through 
contract  by  such  public  agency  with  a  per- 
son association,  agency,  or  corporation  who 
or  which,  in  the  provision  of  such  services. 
Is  Independent  of  such  elementary  or  second- 
ary nonpublic  school  and  of  any  religious 
organization;  and  such  employment  or  con- 
tract shall  be  under  the  control  and  super- 
vision of  such  public  agency,  and  the  funds 
provided  under  this  paragraph  shall  not  be 
commingled  with  State  or  local  funds. 

(b)  The  Commissioner  shall  approve  an 
application  which  meets  the  requirements  of 
subsection  (a).  The  Commissioner  shall  not 
finally  disapprove  an  application  of  a  State 
educational  agencv  except  after  reasonable 
notice  and  opportunity  for  a  hearing  on  the 
record  to  such  agency 

PAYMENTS 

Sec.  206.  (a)  The  Commissioner  shall  pay 
to  each  State  educational  agency  having  an 
application  approved  under  section  206  the 
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amount  which  that  State  Is  entitled  to  re- 
ceive under  this  title 

(  b)  The  Commissioner  is  authorized  to  pay 
to  each  State  educational  agency  amounts 
equal  to  the  amo-ant.s  extended  by  it  for 
the  proper  and  efficient  administration  of  its 
functions  unde.-  this  title,  except  that  the 
total  of  such  payments  for  any  period  shall 
not  exceed  1  per  centum  of  the  amounts 
which  that  State  educational  agency  Is  en- 
titled to  receive  for  tha*  period  under  this 
title. 

(c)  If  a  State  is  prohibited  by  law  from 
providing  public  educational  services  for 
children  enrolled  In  elementary  and  second- 
ary nor.public  schools,  as  required  by  section 
205  i  a )  ( 6 ) ,  the  Commissioner  may  waive  such 
requirement  and  shall  arrange  lor  the  pro- 


PROPOSED  RUIES 

vision  of  services  to  such  children  through 
arrarigements  which  shall  be  subject  to  the 
requirements  of  this  title 

WITH  HOLDING 

See.  207.  "Whenever  the  Commissioner,  after 
reasonable  notice  and  opportunity  for  a  hear- 
ing to  any  State  educational  agency.  find= 
that  there  t.s  a  failure  to  meet  the  require- 
ments of  this  title,  the  Commissioner  shall 
notify  that  agency  that  further  pa>ments 
will  not  be  made  to  the  agency  under  this 
title,  or  m  his  discretion,  that  the  State  edu- 
cational agency  .shall  not  make  further  pay- 
ment.=  under  this  title  to  specified  local  edu- 
cational agencies  (Whose  actions  cause  or 
are  involved  m  such  failure)  until  he  Is  sat- 
Lsfled  that  there  is  no  longer  any  such  fall- 
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ure  to  comply.  Until  he  is  so  satisfied,  no  fur- 
ther payments  shall  be  made  to  the  State 
educational  agency  under  this  title  or  pay- 
ment's by  the  State  educational  agency  un- 
der this  title  shall  be  limited  to  local  educa- 
tional agencies  whose  actions  did  not  cause 
or  were  not  Involved  In  the  failure,  as  the 
case  may  be 

.^-.-THORBKATION    OT    APPROPRIATIONS 

Sec  208  There  are  authorized  to  be  appro- 
priated for  the  period  beginning  July  1.  1976. 
and  ending  September  30.  1977.  such  sums 
as  may  be  necessary  to  make  payments  to 
»  hich  State  educational  agencies  are  entitled 
under  this  title  and  payments  for  adminis- 
tration under  section  206(b) . 
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PART  V 


DEPARTMENT  OF 
STATE 


FISHERY  CONSERVATION 

AND  MANAGEMENT 

ACT  OF  1976 

Applications  for  Permits  To  Fish  Off 
the  Coasts  of  the  United  States 


ti^m 


NOTICES 


DEPARTMENT  OF  STATE 

I  Public  Notice  5471 

nSHERY  CONSERVATION   AND 
MANAGEMENT  ACT  OF   1976 

Applications  for  Permits  To  Fish  Off  the 
Coasts  of  the  United  States 

The  Fishery  Conservation  and  Man- 
agement Act  of  1976  (Pub.  L.  94-265' 
I  the  "Act")  provides  that  no  fishing  shall 
be  conducted  by  foreign  Ashing  vessels 
in  the  Fishery  Conservation  Zone  of  the 
United  States  after  February  28,  1977,  ex- 
cept in  accordance  with  a  valid  and  ap- 
plicable permit  issued  pursuant  to  Sec- 
tion 204  of  the  Act. 


The  Act  al^.>  requires  Uia:  all  appli- 
cations for  .such  i>ern'uu^  tx'  published  m 
the  Feder.al  Register. 

A  revLsed  Application  for  fishing  dur- 
ing? 1977  ha.*^  Deen  received  from  the  Re- 
pubiK:  of  Ki'rf-u  and  Is  published  here- 
with Additionally,  the  Grovemment  of 
Korea  has  advised  that  they  are  with- 
drawing their  previously  ubmitted  ap- 
plications for  the  Gaechuk  Ho  and  the 
Tae  Yang  11. 

Dated;  May  25, 1977. 

AL.HERT    I,.   Z-.TCA. 

Director. 
Office  Of  Ft^hr^tt's  Affairs 


FISHING  VESSEL  IDENTIFICATION  FORM  (FOREIGN) 


~era!t     Period 

.\p:licd     for: 


■977 


State' 

1.  S'anc    o:     ',' e  s  s  e  1    Book:   Nq-.j. 

2.  Vessel     :<\'.;   Hull     '.  o  . 

3.  'a-i  I-     p.\\'i    Address     o '.     Own_-r 

Xor:'a  ."Murine    Industry 
Narae      i^velopoient   Corioration 

Address     '55-4,    oeoscaur-dong 


it  . 
5. 
6. 
7. 
10. 


13  . 
1«. 

l^. 


Application  IJo.  I<2- 77 - 0'>7'J 
For    Use    of    Issuing   Office 

fiepublic  of  Korea 


Registration   No.  E?  56150 


Nane    and    Address    of    Charterer 


u.auuK-icu,    .ieoul,   Korea 
Cable    Address    i^lIiX:   SfXJiJL 
Velex   l.'c.      iCaX     KJ72B3 

!  i  o  ^  e  p  o  r  t     and     Slate     o  '     >%  e  r  i  F  t  r  y  : 
T  y  p  "     of     Vessel  TrrUiopci  tat  ion 


Basan,  Korea 


1  o  n  n  a  ?,  ('      '  l.  r  o  s  s  i 

; . e  n  ^  t  h        I ; C . PC 

■!  o  r  s  e  p  o  we  r        5i  7C 


,  b(  C .  L  1 


(Net)  3.96>.6^ 


ii 


o  .1  J  i  :"■.  1.  o  n  : 


1)  i  e  "^  e 
0  c  1-  e  r 


8.       Ereidth    Iji^iX?' •       9.       D  r  a  f  tJl^gj  ■     K. 

s  !i  p  .       11.       Maximu-a    Speed    \t. kt  ^ 

.'^),    Stean    (    ),    Diesel, 'Electric    (    ), 


:i  a  I-  e     3  J  1  1  c      .'ioveaDcr   l')36 

Number    jnd    ".  a  t  ;  p  r  ,'.  1  1 1  y    of    rersnnnel      1^0  tten,  Kori-an 

Officers 16 Crcu j^j Othir    (Specify)    

Cnmnup  ic  at  lonr, ;     VilF-FM    (■»  )  ,    Af'/SSB,    Voice     (x  )  .    Ti- 1  or  r  apl:  y     l  ::■ 

Other    

Irtcrnationil     Kidii    ^all    Sign 

P.  -1  d  I  o     [•  r  e  q  u  e  n  c  1  e  s    ."! r  a  1 1  o  r e d      Short    .avp    n    '.■.vl     Miii  '-ave   2.')Q  ..'cd.. . 

Other     -'irkinr,     r  r  e  q  ue  :i  c  ies  AUX  40   Wxl Viir'   2>   WxZ 

S  c  hcdi'  li 
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16.  Ilsvieation    Equipment:       Loran    C    (j:),    Loran    A    (,    ),    OneRa    '     ) 
DeccT         ),    IJavsat    (     ),    Radar'   kt.  ).    rathoneter    (x). 

0 :  -:  c  r    rish  Vinder,   Autc   ?i'ote,   G^ '^)^   direction  Finder 

17.  Cargo  .Capacity    (IIT) 


19. 


IB.       Cargo    Space 
Ilunbcr 


Salted    Flsl-. 
F  r  c  o  h    F  i  -;  h 
Frozen    Fish 
lish    Ileal 
0 1  h  c  r 


5.U76 


F  r  e  c.  r.  e  r 

.')ry    .'lold 
lanV.s 
: )  t  h  r.  c 


I'rocessinc    Equip-ncnt     (IniUcafj    daily    c  apar.  i  c  y  ,  Ml  > 
Fillet  45  T/da./ 


Frcei.in,;  capacity   135  iVr/Bay 

Pish  meal  plant       I'X)  H/'i' 


20.   yisheries  for  which  Penait  is  Requested: 

Ocean  Area   Period     Species   Cor,  tcnplatcd   Coar  t-  be  Used 
(From-To)  Catch  CIT) 


.'disutit^ii  Area 
and  CuiC  of 

Al  isV  a 


IS'77  a-" 'I   :t:ier       Tr?-n?portatjon 

by-catch 


Mone 


.2'.         lane    .ind    Address    of    Aj;pat    appointed    to    re.ccivc    an;-     Iccal 
nroccss    issued    in    r'u:    "Jn  i  t-d    ^  t  n  >:■;«  : 

1 .  Mc  Villia-n  C.   i'ostery   i'-atton-,   iv^gf  ■i_'^i'l&w 

.'.?'X  ieventcentii  St.,   A.A.,   yashinftor.,   iJ.C.        20()3fc_ 

'i'iX  (202)  i;r5-4040       ITf  T'.>lex_  44ti}_^         VI!  Tcl^x;     a>-452 

2,  ilc      j-obe'-t    C.    ily        -        A-.toiTlc.V 
510     L  St.,    Ar.c.-icrage ,    Alasxa     'i95t'l 

Tel     (90?)  ?76-5121       Gaels:     :;CnT'i/.Chl  'ele;!:     (OyO)  25-:'52 
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PART  VI 


DEPARTMENT  OF 
THE  INTERIOR 

Bureau  oF  Land  Manasement 
OF(ice  of  the  Secretary 


MANAGEMENT  AND 

PROTEQION  OF  THE 

NATIONAL  PETROLEUM 

RESERVE  IN  ALASKA 
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RULES   AND   REGULATIONS 


Title  43 — Public  Lands:  Interior 

CHAPTER  II — BUREAU  OF  LAND  MAN- 
AGEMENT, DEPARTMENT  OF  THE  IN- 
TERIOR 

( Circular  No.  2423  ] 

SUBCHAPTER    B — LAND    RESOURCE 
MANAGEMENT   (2000) 

Group  2300 — Land  Withdrawals  and 
Revocations 

PART  2360 — NATIONAL  PETROLEUM 
RESERVES   IN   ALASKA 

Management  and  Protection  of  the 
National  Petroleum  Reserve  in  Alaska 

May  27.  1977. 
AGENCY:  Bureau  of  Land  Management. 
Interior. 

ACTION:  Final  rulemaking. 

SUMMARY  This  final  nilemaking  es- 
tablishes procedures  for  the  protection 
of  natural  resources  in  the  National 
Petroleum  Reserve  in  Alaska  by  the  Sec- 
retar>-  of  the  Interior  The  Naval  Petro- 
leum Reserves  Production  Act  of  1976  (42 
U.S  C.  6501  et  sea  •  places  that  responsi- 
bility with  the  Secretar>-  of  the  Interior. 
Exploration  of  the  Reserve  for  oil  will 
continue  under  resource  prot«ction  safe- 
guards. 

D.\TE-  Effective  May  31,  1977. 

ADDRESS:  Director  <210),  Bureau  of 
Land  Management.  1800  C  Street,  N.W.. 
Washington.  D.C.  20240. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Billy  R.  Templeton,  202-343-«735. 

PRINCIPAL  AUTHOR:  Don  Runberg 
assisted  by  staff  of  the  Solicitor's  Office. 
USD.I. 

SUPPLE  \rENTARY  INFORMATION: 
Proposed  rulemaking  was  published  on 
pages  40484-40487  of  the  Federal  Regis- 
ter of  September  20.  1976  Comments 
were  invited  through  November  4,  1976. 
and  public  meetings  were  held  at  three 
locations  in  Alaska  during  the  comment 
period  to  invite  verbal  comments. 
Written  comments  were  received  from  18 
sources.  The  following  summary-  reflects 
comments  received  from  both  public 
meetine'^  and  by  mall.  Several  comments 
were  editorial  only  and,  where  clarity 
could  be  achieved  by  using  suggested 
wording,  the  editorial  changes  were 
made  The  substantive  comments  and 
suggestions  are  grouped  as  <Ai  general 
comments  which  did  not  propose  changes 
in  any  particular  section  of  the  pro- 
posal. <Bi  specific  comments  leading  to 
changes  in  the  proposal,  and  (d  specific 
comments  which  did  not  lead  to  changes 
in  the  proposal. 

A.  The  general  comjnents  received  on 
the  Initial  p-oposal  are  as  follows: 

1  An  Environmental  Statement  should 
be  prepared.  An  environmental  assess- 
ment of  the  proposed  action  has  been 
prepared. 

3  Resource  value  protection  stipula- 
tions applicable  to  contracts,  agreements, 
and  use  authorizations  should  be  made  a 
part  of  the  regulations.  This  is  not  done 
because  stipulations  for  the  protection 


of  resource  values  may  vary  by  the  site 
selected  for  an  activity,  the  kind  of  ac- 
tion contemplated,  and  changes  in  a  pro- 
posal which  may  be  negotiated  with  the 
proponent  to  avoid  impacts. 

3.  Include  a  procedure  for  review  of 
future  stipulations  promulgated  in  re- 
sponse to  user  requests  This  is  addressed 
in  §  2361.1  with  respect  to  other  agencies 
and  native  organizations.  The  authorized 
officer  has  authority  to  seek  additional 
advice  as  determined  appropriate  with- 
out a  specific  provision  in  the  regulations. 

4.  Set  a  time  limit  on  nominations  for 
special  areas  and  subsequent  action  by 
the  Secretary.  Time  limits  are  not  set  on 
nominations  because  new  information  In 
the  future  might  disclose  additional 
areas  worthy  of  consideration  as  special 
areas.  By  the  same  reasoning,  fixed  time 
limits  on  the  Secretary'  to  act  on  nomi- 
nations might  interfere  with  his  ability 
to  rearrange  priorities  to  act  quickly  to 
designate  a  critical  area  where  activities 
are  imminent. 

5.  Several  names  of  areas  and  sub- 
sistent  fishing  grounds  were  submitted 
for  inclusion  In  the  regiilations  as  spe- 
cial areas.  These  should  be  submitted  as 
nominations  to  be  considered  for  desig- 
nation. 

6.  Make  one  set  of  reg\ilations  for  spe- 
cial areas  and  another  for  the  remainder 
of  the  reserv^e.  This  would  be  an  unnec- 
essary and  costly  duplication  of  effort. 

7.  Include  in  the  regulations  a  provi- 
sion that  the  State  be  able  to  impose 
more  stringent  regulations,  if  they  deem 
it  necessary.  With  the  level  of  coopera- 
tive discourse  provided  for  in  the  regu- 
lations, the  provision  Is  considered 
unnecessary'. 

8.  Consult  with  the  Attorney  General 
before  finalizing  the  regulations.  Since 
no  commercial  production,  development, 
or  sale  of  petroleum  is  authorized  from 
or  in  the  reserve  except  that  from  the 
South  Barrow  gas  field  for  local  use,  con- 
sultation, as  addressed  in  Section  106  of 
the  Act  is  not  reouired  at  this  point  and 
consultation  as  addressed  in  section  201 
(llxgi  '1»  of  the  Act  is  not  applicable. 

9.  Address  contract  oil  and  gas  ex- 
ploration in  the  regulations.  This  appears 
In  §2361.(>-4(b>. 

10.  The  regulations  should  address  the 
"National  Petroleum  Reserve  In  Alaska" 
Instead  of  the  "Naval  Petroleum  Reserve 
No.  4."  This  change  is  made  to  avoid 
having  to  submit  a  regulation  amend- 
ment to  this  effect  June  1.  1977. 

11.  Address  the  production  of  nattiral 
gas  from  those  wells  which  now  supply 
certain  communities  and  installations  in 
the  Point  Barrow  area.  No  new  regula- 
tions are  considered  necessary  to  con- 
tinue the  program.  See  §  2361.0-4(b) . 

12.  Be  consistent  in  the  application  of 
the  terms  "permit"  and  "use  authoriza- 
tions." This  consistency  is  established  in 
this  rulemaking. 

B.  The  following  are  specific  substan- 
tive comments  leading  to  changes  in  the 
proposed  rulemaking: 

1.  Reduce  §  2361.0-3  to  the  actual  stat- 
utory authority  for  these  regulations. 

2.  Amend  §2361.0-5,  Definitions,  as 
follows : 


(a)  Amend  the  definition  of  "special 
areas." 

3.  Amend  §2361.0-7  to  include  the 
specific  implications  of  the  Act. 

4.  Amend  §  2361.1  to  clarify  the  pro- 
cedures for  selection  of  nominated  areas 
for  special  area  designation. 

5.  Many   conflicting   comments   were 
directed  at  either  clarification  or  dele- 
tion of  §§  2361.2  through  2361.3-4  dealing 
with  use  authorizations  and  petroleum 
operations.  As  initially  proposed,  these 
provisions  of  the  proposed  rulemaking 
created  confusion  regarding  the  division 
of  responsibilities  of  the  two  Interior 
agencies  fi.e..  Bureau  of  Land  Manage- 
ment and  U.S.  Geological  Survey)    in- 
volved. Due  to  the  mandatory  petroleum 
exploration  operations  to  be  conducted 
by  the  Secretary  of  the  Interior  and 
delegated  to  the  U.SG.S.  and  the  critical 
scheduling    requirements    necessary    to 
conduct  these  activities,  it  has  been  de- 
termined   that     regulations     governing 
these  operations   and  related  activities 
are  not  appropriate.  This  does  not  mean 
that  such  exploration  activities  will  be 
conducted  without  regard  to  the  envi- 
ronmental values  and  concerns  which 
are  found  in  the  Reserve.  The  protection 
of  the  various  resource  values  as  man- 
dated by  the  Act  will  be  accomplished 
and  facilitated  by  the  cooperative  pro- 
cedures as  outlined  in  a  Memorandum 
of  Understanding  that  was  executed  be- 
tween  the   Geological   Survey   and   the 
Bureau    of    Land    Management,    dated 
January  18.  1977.  Briefly,  these  proce- 
dures provide  for  the  preparation  of  pre- 
liminary and  final  plans:  the  coordina- 
tion and  consultation  with  other  Fed- 
eral, State,  and  local  agencies,  the  Na- 
tive  commimity,   and    other   interested 
parties:  preparation  of  stipulations;  and 
inspections    to    insure    full    compliance 
v^th  environmental  protection  measures 
and  rehabilitation  requirements.  Accord- 
ingly,   §§  2361.2    through    2361.3-4   have 
been  reiduced  to  a  single  section,  §  2361.2, 
which  sets  forth  procedures  for  handling 
uses  for  purposes  other  than  the  petrole- 
um exploration  program  required  by  law. 

6.  Make  it  clear  that  continuation  of 
oil  and  gas  exploration  is  a  requirement 
of  the  Act.  The  objectives  section  in- 
cludes that  mandate. 

C.  Specific  comments  which  did  not 
lead  to  changes  in  the  proposed  rule- 
making: 

1.  Speclfv  that  the  Pish  and  Wildlife 
Service  will  be  consulted  on  wildlife  mat- 
ters. It  is  imnecessary  to  name  each  in- 
dividual agency  that  will  be  consulted 
on  each  resource  question.  They,  among 
other  appropriate  Federal  and  State 
agencies,  will  be  consulted  on  issues,  as 
appropriate,  in  accordance  with  the 
BLM-GS  Memorandum  of  Understand- 
ing dated  January  18.  1977. 

2.  Fines  should  be  included  in  the  reg- 
ulations on  violations.  There  is  no  pro- 
vision for  fines  in  the  Act. 

3.  Amend  §  2361.0-1  to  show  that  the 
regulations  are  for  the  fulfillment  of  the 
Secretary's  responsibilities  under  only 
section  103(b).  Since  the  Secretary  will 
assume  responsibilities  not  included  in 
section  103(b)  upon  transfer  of  the  Re- 
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serve  on  June  1.  1977.  the  suggested 
amendment  would  make  the  regulations 
too  narrow. 

4.  Amend  §  2361.0-2  by  deleting  refer- 
ence to  the  Secretary's  responsibility  to 
proceed  with  petroleum  exploration  and 
other  land  uses.  This  suggested  amend- 
ment ignores  the  Secretar>''s  statutor>- 
responsibilities  m  sections  102.  lOSici, 
104'd),  104iei ,  and  105. 

5.  The  Secretary  is  only  responsible 
for  environmental,  fish  and  wildlife,  and 
historic  and  scenic  values  as  specified 
in  the  Act.  This  comment  does  not 
recognize    that    water,    air,    vegetation, 

,  and  mineral  values  are  components  of 
the  environment  and  must  be  protected 
and  managed. 

6.  It  was  suggested  that  several  addi- 
tional Federal  laws  be  added  to  §  2361.0- 
3.  Since  that  section  was  already  cum- 
bersome and  the  Federal  laws  apply 
whether  listed  or  not,  the  section  was 
revised  to  only  state  the  statutory  au- 
thority under  which  the  regulations  are 
issued. 

7.  Consultation  on  management  pro- 
grams is  not  authorized  or  demanded  m 
the  Act  except  for  the  Task  Force.  Con- 
sultation is  not  demanded  ii:i  the  Act: 
however,  section  103' b'  authorizes  the 
Secretary  to  promulgate  such  rules  and 
regulations  as  necessarj'  and  appro- 
priate. It  is  considered  necessarv'  and 
appropriate  to  maintain  an  exchange  of 
information  and  ideas  with  interested, 
knowledgeable,  and  involved  pereons, 
groups,  and  agencies  in  making  manage- 
ment decisions. 

8.  The  public,  particularly  public  in- 
terest organizations,  must  be  consulted 
before  use  authorizations  are  issued  and 
in  deciding  what  stipulations  will  be  re- 
quired. Provisions  are  specifically  in- 
cluded for  consultation  with  the  prin- 
cipal known  interests.  Comments  and 
suggestions,  whether  volimteered  or  so- 
licited, are  welcomed  and  will  be  con- 
sidered. 

9.  A  boundary  description  should  be 
included  in  the  regulations.  This  would 
add  imnecessary  bulk  to  the  regulations. 

10.  Terms  "Best  Available  Manage- 
ment Practices"  and  "Maximum  Protec- 
tion of  the  Environment"  should  be  in- 
cluded in  the  definitions  sections.  Where 
used,  forms  of  the  above  terms  are  self 
explanatory  in  the  text. 

11.  Section  2361.0-7  coiUd  cause  need- 
less complications  with  the  exploration 
of  the  Reserve.  The  section  has  been  re- 
duced to  the  efifect  of  law  as  stated  in 
the  Act. 

12.  Where  State  laws  are  more  strin- 
gent, make  State  law  apply.  As  a  general 
rule,  that  may  not  always  be  the  ideal 
situation.  With  the  provisions  m  the  reg- 
ulations for  communication  among  the 
aCFected  agencies,  the  best  possible  man- 
agement for  all  concerned  should  be 
attainable. 

13.  List  all  State  and  local  govern- 
ment laws  in  5  2361.0-3  This  section  has 
been  revised  to  only  state  the  statutorv- 
authority  under  which  the  regulations 
are  issued. 

14  It  was  suggested  that  §2361.1  in- 
clude a  provision  to  set  up  a  monitoring 
team  to  see  that  the  regulations  are  en- 


forced. A  monitoring  team  would  dupli- 
cate the  acticffis  and  responsibilities  of 
the  authorized  officer  and  his  staff  and  is 
not  necessary. 

15.  It  was  suggested  that  a  paragraph 
be  added  to  5  2361.1,  stating  that  all 
resources  utilized  by  natives  for  subsist- 
ence be  made  available  to  them  without 
restriction  so  long  as  the  resources  are 
available.  Biological  resources  can  be  de- 
pleted grsulually  to  a  point  of  endanger- 
ing future  productivity  without  the  de- 
pletion being  recognizable  to  the  un- 
trained eye  Therefore,  the  Secretan's 
discretion  must  be  maintained  to  exer- 
cise management  when  necessarv'.  Ade- 
quate provision  has  been  included  m  the 
proposal  to  protect  the  needs  of  sub- 
sistence users. 

16.  A  suggestion  that,  for  the  dura- 
tion of  a  use  authorization,  no  additional 
special  areas  with  added  stipulations 
would  be  invoked  cannot  be  included  in 
the  regulations.  New  information  and 
new  discoveries  might  make  added  stip- 
ulations necessary  to  protect  a  unique  or 
extremely  valuable  resource. 

17.  It  was  suggested  that  a  provision 
be  added  to  §  2361.1  that  the  Task  Force 
submit  a  list  of  proposed  additional  spe- 
cial areas  to  the  Secretary  In  accom- 
plishing the  statutory  duties  assigned, 
the  Task  Force  will  recognize  areas  of 
special  significance.  The  procedures  at- 
tached to  that  suggestion  will  be  re- 
tained and  considered  m  light  of  the 
duties  of  the  Secretary  and  the  Task 
Force. 

18.  The  suggested  inclusion  of  biologi- 
cal factors  with  historical  and  cultural 
resource  protection  measures  does  not  fit 
in  that  context.  Biological  resources  will 
be  adequately  protected  under  other  pro- 
visions in  the  regulations. 

19.  The  comment  that  these  regula- 
tions make  the  State  E>irector  the  final 
authority  regarding  fish  and  wildlife 
habitat  msinagement  and  subsistence 
uses  is  not  correct.  Decisions  of  the  State 
Director  are  subject  to  review  by  the  Di- 
rector, the  Secretary  of  the  Interior,  and 
the  courts. 

20.  It  is  not  necessarv-  to  include  the 
suggestion  to  reserve  the  right  of  the 
authorized  officer  to  monitor  activities 
on  the  Reserve.  As  the  officer  responsible 
for  the  management  and  protection  of 
the  Reserve,  he  has  that  right. 

21.  It  was  suggested  that  a  comprehen- 
sive resource  report  accompany  each  ap- 
plication for  a  use  authorization  This 
tv-pe  of  data  will  he  gathered  by  person- 
nel a;:signed  to  processing  any  applica- 
tion. 

The  Department  of  the  Interior  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring 
preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821 
and  OMB  Circular  A-107. 

Under  the  authority  of  section  103* b) 
of  the  Naval  Petroleum  Reserves  Produc- 
tion Act  of  1976  i42  U.S  C.  6501 ' .  Group 
2300  of  Subchapter  B  of  Chapter  n  of 
Title  43  IS  amended  by  adding  a  Part 
2360  and  Subpart  2361  as  set  forth  below. 

Guy  R    Martin, 
Acting  Secretary  of  the  Interior. 


Subchapter  B  of  Chapter  n  of  Title 
43  is  amended  by  adding  a  new  Part  2360 
and  a  new  Sut>part  2361  as  follows 

PART  2360 — NATIONAL  PETROLEUM 
RESERVE    IN   ALASKA 


Subpart    2361 — Management    and    Protection    o< 
the  National  Petroleum  Reserve  in  Alaska 


Sec. 
2361.0-1 

Purpose 

2361.0-2 

Objectives. 

2361.0-3 

Authority. 

2361.0-t 

ResponslblUty. 

2361.0-5 

Definitions. 

2361  0-6 

1  Reserved  | . 

2361  0-7 

Effect  of  Lavi-. 

2361.1 

Protection  of  the  Environment. 

2361.2 

Use  Authorization. 

2361.3 

Unauthorized  Use  and  Occupancy 

Subpart  2361 — Management  and  Protec- 
tion of  the  National  Petroleum  Reserve 
in  Alaska 

§2361.0-1      Piirp«>s«-. 

The  purpose  of  the  regulations  in  this 
subpart  Ls  to  provide  procedures  for  the 
protection  and  control  of  environmental. 
fish  and  wildlife,  and  historical  or  scenic 
values  in  the  National  Petroleum  Re- 
serve in  Alaska  pursuant  to  thi  provi- 
sions of  the  Naval  Petroleuir.  Reserves 
Production  Act  of  1976.  <90  Slat.  303: 
42U.S.C.  6501  etseq.*. 

§  2361.0-2      Objectives. 

The  objective  of  this  subpart  is  to  pro- 
vide for  the  protection  of  the  environ- 
mental, fish  and  wildlife,  and  historical 
or  scenic  values  of  the  Reserve  so  that 
activities  which  are  or  might  be  detri- 
mental to  such  values  will  be  carefully 
controlled  to  the  extent  consistent  with 
the  requirements  of  the  Act  for  petro- 
leum exploration  of  the  reserve. 

§  2361.0-3      Aulhorilv. 

The  Naval  Petroleum  Reserve  Produc- 
tion Act  of  1976  '90  Stat.  303,  42  U.S.C. 
6501.  et  seq.i  is  the  sUtutory  authority 
for  these  regulations. 

§2361.0—4      Kp»pon>ibililv. 

ia>  The  Bureau  of  Land  Management 
'BLM'  IS  responsible  for  the  surface 
management  of  the  reserve  and  protec- 
tion of  the  surface  values  from  environ- 
mental degradation,  and  to  prepare  rules 
and  regulations  necessarj'  to  carry  out 
surface  management  and  protection 
duties. 

'b'  The  U.S.  Geological  Survey  is  re- 
sponsible for  management  of  the  con- 
tinumg  exploration  program  during  the 
interim  between  the  transfer  of  jurisdic- 
tion from  the  U.S.  Nav\-  to  the  U.S.  De- 
partment of  the  Interior  and  the  ef- 
fective date  of  any  legislation  for  a  per- 
manent development  and  production 
program,  to  enforce  regulations  and  stip- 
ulations which  relate  to  the  exploration 
of  petroleum  resources  of  the  Reserve, 
and  to  operate  the  South  Barrow  gas 
field  or  such  other  fields  as  may  be  neces- 
sary to  supply  gas  at  reasonable  and 
equitable  rales  to  the  Native  village  of 
Barrow  and  other  communities  and  in- 
stallations at  or  near  Point  Barrov^-, 
Alaska,  and  to  installations  of  the  De- 
partment of  Defense  and  other  agencies 
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of  the  U.S.  located  at  or  near  Point  Bar- 
row, Alaska. 
§2361.0-5      Definitions. 

As  used  in  this  subpart,  the  following 
terms  shall  have  the  following  meanings: 

<a,>  "Act"  means  the  Naval  Petroleum 
Reserves  Production  Act  of  1976,  '90 
Stat  303.  42  US.C.  6501,  et  seq.>. 

.b»  -Authorized  officer"  means  any 
employee  of  the  Bureau  of  Land  Man- 
agement who  has  been  delegated  the  au- 
thority to  perform  the  duties  of  this 
subpart. 

(C  "Exploration'  means  activities 
conducted  on  the  Reserve  for  the  pur- 
pose of  evaluating  petroleum  resources 
which  mclude  crude  oil,  gases  of  all  kinds 
'natural  gas,  hydrogen,  carbon  dioxide, 
helium,  and  any  others  i,  natural  gaso- 
line, and  related  hydrocarbons  itar 
.sands,  asphalt,  propane  butane,  etc.',  oil 
shale  and  the  products  of  such  resources. 

cd>  "Reserve"  means  those  lands 
within  the  National  Petroleum  Reserve 
In  Alaska  >  prior  to  June  1,  1977,  desig- 
nated Naval  Petroleum  Reserve  No.  4i 
which  was  established  by  Executive 
Order  of  the  President,  dated  February 
27,  1923,  except  for  tract  Numbered  1  as 
described  in  Public  Land  Order  2344  (the 
Naval  .Arctic  Research  Laboratory — 
surface  estate  only  dated  April  24.  1961. 

■ei  "Secretary"  means  the  Secretary 
of  the  Interior. 

'f>  "Special  areas"  means  areas  with- 
in the  reserve  identified  by  the  Secretary 
of  the  Interior  as  having  significant  sub- 
sistence, recreational,  fish  and  wildlife, 
or  historical  or  scenic  value  and,  there- 
fore, warranting  maximum  protection  of 
such  values  to  the  extent  consistent  with 
the  requirements  of  the  Act  for  the  ex- 
ploration of  the  Fleserve. 

gi  "Use  authorization"  means  a  writ- 
ten approval  of  a  request  for  use  of  land 
or  resources. 

§2361.0-7      Effect  of  Uw. 

•  a'  Subject  to  valid  existing  rights, 
all  lands  within  the  exterior  boundaries 
of  the  Reserve  are  reserved  and  with- 
drawn from  all  forms  of  entry  and  dis- 
position under  the  public  land  laws,  in- 
cluding the  minmg  and  mineral  leasing 
laws,  and  all  other  Acts. 

'  b »  Notwithstanding  the  provisions  of 
paragraph  ia>  of  this  section,  the  Secre- 
tary is  authorized  to: 

1 1 1  Make  dispositions  of  mineral  ma- 
terials pursuant  to  the  Act  of  July  31, 
1947  (61  Stat.  681).  as  amended  (30 
use  601  >,  for  appropriate  use  by 
Alaska  Natives. 

2 1  Make  such  dispositions  of  mineral 
materials  and  grant  such  rights-of-way, 
Licenses,  sind  permits  as  may  be  necessary 
to  csirry  out  his  responsibilities  under 
the  Act. 

1 3)  Convey  the  surface  of  lands  prop- 
erly selected  on  or  before  December  18, 
1975.  by  Native  vlUage  corporations  pur- 
suant to  the  Alaska  Native  Claims  Settle- 
ment Act,  as  amended  (43  U,S.C,  1601,  et 
seq.). 
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(c)  All  Other  provisions  of  law  here- 
tofore enacted  and  actions  heretofore 
taken  reserving  such  lands  as  a  Reserve 
shall  remain  In  full  force  and  effect  to 
the  extent  not  inconsistent  with  the  Act. 

( d »  To  the  extent  not  Inconsistent  with 
the  Act,  all  other  public  land  laws  are 
applicable. 

§  2361 . 1      Protection  of  the  En\ironmcnt. 

I  a)  The  authorized  officer  shall  take 
such  action,  including  monitoring,  as 
he  deems  necessary  to  mitigate  or  avoid 
unnecessary  surface  damage  and  to  min- 
imize ecological  disturbance  throughout 
the  reserve  to  the  extent  consistent  with 
the  requirements  of  the  Act  for  the  ex- 
ploration of  the  reserve. 

lb)  The  Cooperative  Procedures  of 
January  18,  1977,  for  National  Petroleum 
Reserve  in  Alaska  between  the  Bureau  of 
Land  Management  ^BLM)  and  the  U.S. 
Geological  Survey  (GS)  (42  PR  4542, 
January  25,  1977  >  provides  the  proce- 
dures for  the  mutual  cooperation  and  in- 
terface of  authority  and  responsibility 
between  GS  and  BLM  concerning  petro- 
leum exploration  activities  (i.e.,  geo- 
physical and  drilling  operations ) .  the 
protection  of  the  environment  during 
such  activities  in  the  Reserve,  and  other 
related  activities. 

(c)  Maximum  protection  measures 
shall  be  taken  on  all  actions  within  the 
Utukok  River  Uplands,  Colvllle  River, 
and  Teshekpuk  Lake  special  areas,  and 
any  other  special  areas  identified  by  the 
Secretary  as  having  significant  subsist- 
ence, recreational,  flsh  and  wlldUfe,  or 
historical  or  scenic  value.  The  boundaries 
of  these  areas  and  any  other  special  areas 
identified  by  the  Secretary  shall  be  iden- 
tified on  maps  and  be  available  for  public 
inspection  in  the  Fairbanks  District 
Office.  In  addition,  the  legal  description 
of  the  three  special  areas  designated 
herein  and  any  new  areas  identified  here- 
after will  be  published  in  the  Federal 
Register  and  appropriate  loc&l  news- 
papers. Maximum  protection  may  in- 
clude, but  is  not  limited  to,  requirements 
for:  (1»  rescheduling  activities  and  use 
of  alternative  routes,  (2)  types  of  vehicles 
and  loadings,  i3)  limiting  types  of  air- 
craft in  combination  with  minimimi 
flight  altitudes  and  distances  from  Iden- 
tified places  and  <  4 )  special  fuel  handling 
procedures. 

(d)  Recommendations  for  additional 
special  areas  miay  be  submitted  at  anj^ 
time  to  the  authorized  officer.  Each  rec- 
ommendation shall  contain  a  description 
of  the  values  which  make  the  area  spe- 
cial, the  size  and  location  of  the  area  on 
appropriate  USGS  quadrangle  maps,  and 
any  other  pertinent  information.  The  au- 
thorized officer  shall  seek  comments  on 
the  reccHnmendationfs)  from  Interested 
public  agencies,  groups,  and  persons. 
These  comments  shall  be  submitted 
along  with  his  recommendation  to  the 
Secretary.  Pursuant  to  section  104ib)  of 
the  Act,  the  Secretary  may  designate  that 
areatsi  which  he  determines  to  have  spe- 
cial values  requiring  maximum  protec- 
tion. Any  such  designated  area  shall  be 


identified  in  accordance  with  the  pro- 
vision of  !  2361.1  <c)  of  this  subpart. 

(e)  (1)  To  the  extent  consistent  with 
the  requirements  of  the  Act  and  after 
consultation  with  appropriate  Federal, 
State,  and  local  agencies  and  Native  or- 
ganizations, the  authorized  officer  may 
limit,  restrict,  or  prohibit  use  of  and  ac- 
cess to  lands  within  the  Reserve,  includ- 
ing special  areas.  On  proper  notice  as 
determined  by  tlie  authdrized  officer, 
such  actions  may  be  taken  to  protect  flsh 
and  wildlife  breeding,  nesting,  spawning, 
lambing  of  calving  activity,  major  migra- 
tions of  fish  and  wildlife,  and  other  en- 
vironmental, scenic,  or  historic  values. 

(2)  The  consultation  requirement  in 
§2361.1<ei  (1)  of  this  subpart  is  not  re- 
quired when  the  authorized  officer  de- 
termines that  emergency  measures  are 
required. 

(f  I  No  site,  structure,  object,  or  other 
values  of  historical  archaelogical,  cul- 
tural, or  paleontological  character,  in- 
cluding but  not  limited  to  historic  and 
prehistoric  remains,  fossils,  and  artifacts, 
shall  be  injured,  altered,  destroyed,  or 
collected  without  a  current  Federal  An- 
tiquities permit. 

§  2361.2      L'»e  Authorizations. 

(a)  Except  for  petroleum  exploration 
which  has  been  authorized  by  the  Act, 
use  authorizations  must  be  obtained 
from  the  authorized  officer  prior  to  any 
use  within  the  Reserve.  Only  those  uses 
which  are  consistent  with  the  purposes 
and  objectives  of  the  Act  will  be 
authorized. 

<b)  Except  as  may  be  limited,  restrict- 
ed, or  prohibited  by  the  authorized  officer 
pursuant  to  §  2361.1  of  this  subpart  or 
otherwise,  use  authorizations  are  not  re- 
quired for  (li  subsistence  uses  (e.g., 
hunting,  fishing,  and  berry  picking)  and 
12)  recreational  uses  (e.g.,  hunting,  fish- 
ing, backpacking,  and  wildlife  observa- 
tion) . 

I  c '  Applications  for  use  authorizations 
shall  be  filed  in  accordance  with  appli- 
cable regulations  in  this  chapter.  In  the 
absence  of  such  regulation,  the  author- 
ized officer  may  make  such  dispositions 
absence  of  such  regiUations,  the  author- 
of  mineral  materials  and  grant  such 
rights-of-way,  licenses,  and  permits  as 
may  be  necessary  to  carry  out  his  re- 
sponsibilities under  the  Act. 

(d)  In  addition  to  other  statutory  or 
regulatory  requirements,  approval  of  ap- 
plications for  use  authorizations  shall  be 
subject  to  such  terms  and  conditiwis 
which  the  authorized  officer  determines 
to  be  necessary  to  protect  the  environ- 
mental, fish  and  wildlife,  and  historical 
or  scenic  values  of  the  Reserva 

§  2361.3      Unauthorized    use    and    occu- 
pancy. 

Any  person  who  violates  or  falls  to 
comply  with  regulations  of  this  subpart 
is  subject  to  prosecution,  including  tres- 
pass and  liability  for  damages,  pursuant 
to  the  appropriate  laws. 

I FR  Doc.77-15700  PUed  5-31-77;  1 1 :47  am  ] 
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DEPARTMENT  OF  THE  INTERIOR 

Office  of  the  Secretary 

ALASKA 

National  Petroleum  Resenre  in  Alaska 
Designation  of  Special  Areas 

The  purpose  of  this  publicatiCHi  is  to 
give  notice  of  the  designatiOTi  of  the  Utu- 
kok River  Uplands.  Teshekpuk  Lake,  and 
Colvllle  River  as  special  areas  within  the 
Naval  Petroleum  Reserve  No.  4.  Alaska 
(the  reserve).  The  name  "Naval  Petro- 
leum Reserve  No.  4"  will  statutcH-ily 
change  to  "National  Petroleum  Reserve 
in  Alaska"  on  June  1,  1977. 

Pursuant  to  section  104(b)  of  the 
Naval  Petroleum  Reserves  Production 
Act  of  1976  (42  U.S.C.  6501)  (the  Act), 
the  Secretary  of  the  Interior  is  author- 
ized to  designate  certain  areas  contain- 
ing significant  subsistence,  recreational, 
fish  and  wUdllfe,  or  historical  or  scenic 
values  where  special  precautlorw  are  nec- 
essary to  control  activities  which  would 
disrupt  such  resource  values. 

All  activities,  including  but  not  limit- 
ed to  petroluem  exploration,  within  these 
three  special  areas  shall  be  cmiducted  in 
a  manner  which  will  assure  maximum 
protection  of  the  resource  values  to  the 
extent  consistent  with  the  requirements 
of  the  Act.  Maximum  protection  of  des- 
ignated special  areas  does  not  imply  a 
prohibition  of  exploration  or  other  activ- 
ities. In  scheduling  activities  in  these  or 
other  special  areas,  steps  to  minimize  ad- 
verse impacts  on  existing  resource  values 
will  be  required  and  implemented. 

In  determining  what  significant  sub- 
sistence, recreational,  fish  and  wildlife, 
or  historical  or  scenic  values  are  con- 
tained in  each  of  the  three  special  areas 
designated  herein,  current  available 
literature  and  information  from  Federal 
and  State  agencies  and  Individuals  were 
utilized.  The  same  source  of  material 
and  data  was  used  in  establishing  the 
location  of  the  boimdarles  of  each  special 
area. 

The  Utukok  River  Uplands  special 
area  contains  critical  habitat  for  cari- 
bou. The  critical  decline  in  the  popula- 
tion level  of  the  western  Arctic  caribou 
herd  (from  70,000  in  1975  to  35,000  in 
1976)  necessitates  maximum  protection 
of  this  area,  which  is  ordinarily  the  calv- 
ing territory  for  this  herd.  BLM  will  re- 
strict low-level  air  access  through  the 
area,  along  with  other  protective  meas- 
ures, during  the  May  15  through  July  15 
calving  season.  The  integrity  of  this  area 
will  be  protected  during  the  entire  year. 
The  caribou  herds  segregate  by  sexes  on 
the  close  of  the  calving  season,  and  most 
of  the  cows  and  calves  tend  to  move  to 
the  east  and  south  of  this  area.  Once  the 
calving  concentrations  have  dispersed, 
caribou  are  widely  dispersed  throughout 
this  area  and  often  over  the  entire  re- 
serve. Because  of  the  nomswlic  nature  of 
the  caribou,  a  large  area  encompassing 
approximately  4,032,000  acres  is  Included 
within  this  area. 

The  Teshekpuk  Lake  and  its  water- 
shed are  an  important  nesting,  staging, 
and  molting  habitat  for  a  large  number 


of  ducks,  geese,  and  swans.  Because  of 
its  importance  to  these  migrat«7  birds 
and  numerous  other  waterblrds.  a  total 
of  approximately  1,734,000  acres  is 
Identified  as  the  Teshekpuk  Lake  special 
area.  Maximum  protective  measures  will 
be  implemented  for  this  area  with 
special  emphasis  placed  during  the  pe- 
riod fnxn  May  20  through  August  25. 

The  coitral  Colvllle  River  and  some  of 
its  tributaries  provide  critical  nesting 
habitat  for  the  Arctic  peregrine  falcon, 
axi  endangered  species.  The  bluffs  and 
cliffs  along  the  Colvllle  River  provide 
nesting  sites  with  the  adjacent  areas  be- 
ing utilized  as  food  hunting  aresis.  The 
area  is  currently  being  considered  for 
nomination  as  Critical  Habitat  pursuant 
to  section  7  of  the  Endangered  Species 
Act  of  1973.  A  total  area  of  approximately 
2,300,000  acres  within  the  reserve  is  iden- 
tified for  inclusion  in  the  Colvllle  River 
special  area.  Special  restricticKis  will  be 
placed  on  low-level  aircraft  flights  during 
the  period  from  April  1  through  Au- 
gust 15.  These  and  other  restrictions  will 
be  similar  to  those  used  by  BLM  to  pro- 
tect peregrine  falcon  nesting  sites  within 
the  pipeline  corridor  at  Sagwon  Bluffs. 
Other  maximum  protective  measures  will 
be  imposed  upon  proposed  activities  to 
protect  the  special  resource  values  lo- 
cated In  the  area.  Although  the  special 
area  designation  for  the  Colvllle  River 
involves  only  Federal  lands  within  the 
reserve,  strong  efforts  will  be  made  to  co- 
operate with  State  and  Native  landown- 
ers of  peregrine  falon  habitat  adjacait 
to  the  reserve. 

In  addition  to  the  maximum  protective 
measures  to  be  imposed  upon  activities 
within  these  designated  special  areas, 
every  precaution  will  be  taken  to  avoid 
urmecessary  surface  damage  and  to  mini- 
mize ecologies^  disturbances  throughout 
the  reserve. 

The  legal  descriptions  of  the  Utuk(* 
River  Uplands,  Teshekpuk  Lake,  and  Col- 
vllle River  Special  Areas  are  listed  below. 
A  map  showing  the  boundaries  of  these 
three  special  areas  is  also  available  for 
public  inspection  in  the  Fairbanks  Dis- 
trict Office. 

Umiat  Meridian   (Unsurveyed) 

UTTTKOK   UVKB   UPLAKOS    SPBCIAL    AKEA 


Tp8.   3 

and  3  S.,  Rs. 

24  through 

37  W. 

T. 

4S.. 

Rs.  25  through 

37  W. 

T. 

1  s.. 

Rb.  24  through 

40  W. 

T. 

1  S., 

B.  41  W.. 

Sees. 

1  through  6,  8 

through  17, 

20  through 

29, 

32  through  36 

T. 

5  S., 

Bb.  30  through 

38  W. 

T. 

6  S., 

Rs.  31  through 

36  W. 

T. 

4N., 

Rs.  24  througli 
Rb.  24  through 

37  W. 

T. 

3N. 

38  W. 

T. 

2N., 

Rs.  34  through 

39  W. 

T. 

1  N. 

Rfl.  24  through 

40  W. 

Tpe.  5  anrt  6  N..  Rs.  25 

through  36  W. 

T. 

7N. 

Rs.  36  through 

34  W. 

T. 

8N. 

Rs.  26  through  33  W. 

TKSRKKFITK    LAKX    SPXCUX 

AKKA 

T 

8  N 

.  B.  8  W.,  WVi. 

T. 

8N. 

B.9  W. 

T 

9N. 

Rs.  8  and  9  W. 

T. 

9  N 

,  R.  10  W..  EVi. 

T. 

ION 

.,  Rs.  7  through  9  W. 

T. 

10  N.,  R.  10  W.,  EM 

• 

T. 

11  N.,  B.  5  through 

12  W. 

T.  12  N.,  R.  4  through  12  W. 
T.  13  N..  B.  2  E., 

Sees.  6,  7.  8.  31  through  36  fractional. 
T.  13  N.,  R.  1  E., 
Sec.  1  fractional; 
Sees.  12  through  16  fractional; 
Sees.  17,  18,  19; 
Sees.  20,  29  fractional; 
Sees.  30,  31,  33; 

Sees.  33  through  36  fracuonal. 
T.  13  N.,  Rs.  1  through  11  W 
T.  14  N..  R.  2  E., 

Sees.  19,  20.  29.  30.  31  fractional 
T.  14N..R.  1  E.. 

Sees.  7,  8,  9.  16  through  18  fractional; 
Sec.  19; 

Sees.  20  through  24  fractional. 
Sees.  35  through  35. 
Sec.  36  fractional 
T.  14  N.,  R.  1  W., 
Sees.  1  and  3: 
Sees.  3  and  4  fractional: 
Sec.  6; 

Sec.  6  fractional. 
Sees.  7  through  11; 
Sec.  13  fractional 
Sees.  13  through  36. 
T.  14  N..  R.  2  W  . 
Sec.  1  fractional; 
Sees.  3  through  36; 
T   14  N  .  Re   3  through  11  W 
T.  16  N  .  R  2  W  , 

Sees,  4  and  5.  fractional; 
Sees.  6  and  7: 
Cecs.  8  and  17  fractional: 
Sees.  18  and  19: 
Sees.  30,  28.  29  fracUonal, 
Sees.  30.  21.  33: 
Sees.  33  through  36  fractional 
T.  15  N  .  Rs   3  through  11  W 
T.  16  N.  R.  2  W  . 
Sec.  3  fractional. 
Sees.  3  through  10; 
Sees   11  and  16  fractional: 
Sees    16  through  21: 
Sees  22.  27.  38  fractional: 
Sees   29  tiiTOUgh  31; 
Sees  33  and  33  fractional. 
T   16  N  .  Rs.  3  through  8  W. 
T   16  N.,  R.  9  W.. 
Sec.  1; 

Sees   3,  3.  4.  fractional; 
Sees.  5  through  36. 
T.  16  N  .  Rs.  10  and  11  W. 
T.  17  N.,  R.  1  W., 

Sees   7.  17.  18  fractional; 
Sec.  19; 

Sees  30.  39.  30  fractional 
T    17  N.,  R  2  W  , 

Sees.  2.  3.  4.  fractional; 
Sees.  5  through  10: 
Sees.  11  and  12  fractional. 
Sees.  13  through  36, 
Sec.  36  fractional. 
T   17  N  .  R  3  W 
T    17  N  .  R.  4  W.. 

Sees.  1,  2.  3  fractional; 
Sees.  4  through  36 
T.  17  N  ,  Rs.  5  through  7  W. 
T.  17  N.  R  8  W., 
Sees.  1  and  2; 
Sees.  3,  9.  10  fractional; 
Sees.  11  through  16; 
Sees   16.  20.  21  fractional: 
Sees.  22  through  28; 
Sees.  29,  30.  31  fractional. 
Sees.  33  through  36. 
T.  17N..R.  9  W.. 

Sees.  17  and  18  fractional. 
See.  19: 

Sees.  20.  21.  33.  27  fracUonal; 
Sees.  28  through  33; 
Sees.  33  and  34  fractional 
T   17N.R   low.. 

Sees.  6.  7.  8.  13  through  18  fractional. 
Sees.  19  through  36. 
T.  18N..R.  W. 

Sees.  31  through  33  fractional 
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r  1 8  N 

R   3  W  . 

Sec.s 

25  through  3:  fractional; 

Se  -5 

32  thr'iu^ch  3t) 

r  :  3  N 

R    4  W 

Se<-s 

13.  14.  15,  18  through  27  fractlonai, 

>ei\-5 

28  through  33, 

Secj 

34,  35,  36  fractional. 

r  18  s 

,  R  5  W  . 

Sees 

8  tiirough  11,  13,  14,  17,  18  fractional 

Sees 

19  through  3(3, 

r    1 8  N 

,  R   6  W  , 

H^-s 

22   23,  24  fractional; 

Sec.^ 

25  and  26, 

Sees 

27  through  30  fractional; 

SecM 

31  through  36, 

T    '.  8  N 

,  R    7  W  , 

Sees 

20  through  25  fractl-^nal; 

Sees 

26,  27,  28, 

Sees 

29  and  30  fractional, 

Sec  J 

31  through  36. 

T    :  8  N 

R  8  W 

Sees 

25,  26,  34  fractional; 

Sec3 

35  and  36 

CPL'.ILLE  RI^'tR  SPlrlAL  AREA 

T    3  N' 

li.s   2  and  3  E 

T     ^   -V 

Fi.s    2    through   4  E  ,   portion   wlthlr 

VPR.^ 

NOTICES 


N      B   J 


Tps    2  through  5 

NPRA, 
Tps,  3  through  8  N  ,  R    1  E     E',.^. 
Tps  2  through  4  N  ,  R,  2  E 
Tps   5  through  7  N     R    2  K  .  portion  within 

NPRA 
T   2  K  ,  R    1  E.,  NE'-4,  S   ; 
T     1    N  .    Ra     1    and    2    E,,    portion    Within 

NPRA 
T,  1  N„  Rs   1  through  3  W 
T,  2  N  .  Rfi,  1  and  2  W,,  34 
T,  1  S  ,  R    1  W  ,  portion  within  NPRA  except 

for  approximately  1  450  acres  encompassing 

Umlat    airport    deeded    to    the    State    of 

Ala&ka, 
T    1  S  ,  R,  1  E-,  portion  within  NPItA 
Tps,  1  and  2  3,,  R  2  W  ,  portion  within  NPRA, 
T   1  S„  Ra  3  through  5  W, 
T  2  3,.  Ra  3  and  4  W  ,  portion  within  NPRA. 
T  3  3,,  R.  5  W,.  portion  within  NPRA. 
T  2  S  ,  Rs   5  and  6  W 

Tps  3  and  4  S  ,  R   6  W,,  portion  within  NTR.A 
T  4  S  ,  R,  7  W  ,  portion  with  NPRA. 
Tps  2  and  3  8  .  Rs  7  and  8  W.  . 


portion  within      T.  4..  R.  e  W    portion  within  NPRA. 


W 


10   thru    15   W 


portion  within 
portion  within 


T.  6  S.,  Rs.  8   through 

NPRA. 
T.   4    S      R.S 

NI'R,^ 
T.  4  r:     Fi.-    9  and  16  W. 
T.  3S..R8.  9  thru  16  W 
T.   5  S.,   Rs     15   and    16   W  .  portion  within 

N'PRA 
Tps.  6  and  7  3,  R   I6W.W4 
Tpe.  4thru  8  S    R   17  W, 
Tps.  5  thru  9  S  .  Rs   18  and  19  W 
Tps.  5  thru  7  S.,  Rs  20  and  21  W 
T.  8  8.,  R.  20  W..  E'j 
Tps.  4  thru  7  S,,  Rs  22  Thru  28  W. 
Tps.  4  thru  6  S  .  R.  29  W 
T.  4  S..  R.  30  W,,  Ei^. 
T.  6  And  6  8..  R.  SOW. 

Guy  R,  Martin, 
Assistant  Secretary  of 
the  Interior. 
May  31,   1977 

[PR  Doc.77- 15701  Piled  5-31-77;n  :47  ajn] 
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DEPARTMENT  OF  LABOR 

Employment  Standards  Administration 

MINIMUM  WAGES  FOR  FEDERAL  AND 
FEDERALLY  ASSISTED  CONSTRUCTION 
General  Wage  Determination  Decisions 

General  Wage  Determination  Deci- 
sions of  the  Secretary  of  Labor  specily,  in 
accordance  with  applicable  law  and  on 
the  basis  of  Information  available  to  the 
Department  of  Labor  from  its  study  of 
local  wage  conditions  and  from  other 
sources,  the  basic  hourly  wage  rates  and 
fringe  benefit  payments  which  are  de- 
termined to  be  prevailing  for  the  de- 
scribed classes  of  laborers  and  mechanics 
employed  in  construction  activity  of  the 
character  and  in  the  localities  specified 
therein. 

The  determinations  in  these  decisions 
of  such  prevaihng  rates  and  fringe  bene- 
fits have  been  made  by  authority  of  the 
Secretary  of  Labor  pursuant  to  the  provi- 
sions of  the  Davis-Bacon  Act  of  March  3, 
1931,  as  amended  (46  Stat.  1494,  as 
amended.  40  U.S.C  276a »  and  of  other 
Federal  statutes  referred  to  in  29  CFR  1.1 
(including  the  statutes  listed  at  36  FR 
306  following  Secretary  of  Labor's  Order 
No.  24-70 )  containing  provisions  for  the 
payment  of  wages  which  are  dependent 
upon  determination  by  the  Secretary 
of  Labor  under  the  Davis-Bacon  Act;  and 
pursuant  to  the  provisions  of  Part  1  of 
Subtitle  A  of  Title  29  of  Code  of  Fed- 
eral Regulations,  Procedure  for  Prede- 
termination of  Wage  Rates,  (37  FR 
21138)  and  of  Secretary  of  Labor's  Or- 
ders 12-71  and  15-71  (36  FR  8755,  8756) . 
The  prevailing  rates  and  fringe  benefits 
determined  in  these  decisions  shall,  in  ac- 
cordance with  the  provisions  of  the  fore- 
going statutes,  constitute  the  minimum 
wages  payable  on  Federal  and  federally 
assisted  construction  projects  to  laborers 
and  mechanics  of  the  specified  classes  en- 
gaged on  contract  work  of  the  charsicter 
and  in  the  localities  descrit)ed  therein. 

Good  cause  is  hereby  found  for  not 
utilizing  notice  and  public  procedure 
thereon  prior  to  the  Issuance  ol  these  de- 
terminations as  prescribed  in  5  U.S.C. 
553  and  not  providing  for  delay  in  effec- 
tive date  as  prescribed  in  that  section, 
because  the  necessity  to  issue  construc- 
tion industry  wage  determination  fre- 
quently and  in  large  volume  cai:ses  pro- 
cedures to  be  impractical  and  contrary 
to  the  public  Interest. 

General  Wage  Determination  Deci- 
sions are  eflectlve  from  their  date  of  pub- 
lication in  the  Pkdiral  Rxgqter  without 
limitation  as  to  time  and  are  to  be  used 
in  accordance  with  the  provisions  of  29 
CFR  Parts  1  and  5.  Accordingly,  the  ap- 
plicable decision  together  with  any  modi- 
fications issued  subsequent  to  its  publica- 
tion date  shall  be  made  a  part  of  every 
contract  for  performance  of  the  de- 
scribed woric  within  the  geographic  area 
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indicated  as  required  by  an  applicable 
FederaJ  prevailing  wage  law  and  29  CFR, 
Part  5.  The  wage  rates  contained  therein 
shall  be  the  minimum  paid  under  such 
contract  by  contractors  and  subcontrac- 
tors on  the  work. 

MODmCATIONS  AND  SUPERSEDEAS  DECI- 
SIONS TO  General  Wage  Determination 
Decisions 

Modifications  and  Supersedeas  Deci- 
sions to  General  Wage  Determination 
Decisions  are  based  upon  information  ob- 
tained concerning  changes  m  prevailing 
hourly  wage  rates  and  fringe  benefit  pay- 
ments since  the  decisions  were  issued 

The  determinations  of  prevailing  rates 
and  fringe  benefits  made  in  the  Modifi- 
cations and  Supersedeas  Decisions  have 
been  made  by  authority  of  the  Secretary' 
of  Labor  pursuant  to  the  provisions  of  the 
Davis-Bacon  Act  of  March  3,  1931,  as 
amended  (46  Stat.  1494,  as  amended.  40 
U.S.C.  276a)  and  of  other  Federal  stat- 
utes referred  to  in  29  CFR  1.1  'including 
the  statutes  listed  at  36  FR  306  follow- 
ing Secretary  of  Labor's  Order  No 
24-70)  containing  provisions  for  the  pay- 
ment of  wages  which  are  dependent  upon 
determination  by  the  Secretary  of  Labor 
under  the  Davis-Bacon  Act:  and  pur- 
suant to  the  provisions  of  Part  1  of  Sub- 
tiUe  A  of  TiUe  29  of  Code  of  Federal 
Regulations,  Procedure  for  Predetermi- 
nation of  Wage  Rates  >  37  FR  21138  '  and 
of  Secretary  of  Labor's  Orders  13-71  and 
13-71  (36  FR  8755,  8756 1 ,  The  prevailing 
rates  and  fringe  benefits  determined  m 
foregoing  General  Wage  Determination 
Decisions,  as  hereby  modified  and  or 
superseded  shall,  in  accordance  with  the 
provisions  of  the  foregoing  statutes,  con- 
stitute the  minimum  wages  payable  on 
Federal  and  federally  assisted  constrac- 
tion  projects  to  laborers  and  mechanics 
of  the  specified  classes  engaged  Ir  con- 
tract work  of  the  character  and  in  the 
localities  described  thereto. 

Modifications  and  Supersedeas  Deci- 
sions are  effective  from  their  date  of  pub- 
lication in  the  Federal  Register  without 
limitation  as  to  time  and  are  to  be  used 
to  accordance  with  the  provisions  of  29 
CFR  Parts  1  and  5. 

Any  person,  organization,  or  govern- 
mental agency  havtog  an  mterest  m  the 
wages  determtoed  as  prevailing  is  en- 
couraged to  submit  wage  rate  toforma- 
tion  for  consideration  by  the  Depart- 
ment. F^irther  Information  and  self- 
explanatory  forms  for  the  purpose  of 
submltttog  this  data  may  be  obtatoed  by 
wrlttog  to  the  D.S!  Department  of  Labor. 
Emplojmaent  Standards  Administration. 
Office  of  Special  Wage  Standards,  Divi- 
sion of  Wage  Determinations.  Washing- 
ton, D.C.  20210.  The  cause  for  not 
utilizing  the  nile-maktog  procedures 
prescribed  to  5  U.S.C.  553  has  been  set 
forth  to  the  origtoal  General  Wage  De- 
termination Decision. 
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Nkw  Oenxral  "V^age  Dktkrmination 
Decision 

Alabama AL'77-1071, 

AL77-1072 

MOOIFICATIONS    TO    GENERAL    WaGE 

Determination  Decisions 

The  numbers  of  the  decisions  betog 
modified  and  their  date  of  publication 
m  the  Federal  Register  are  listed  with 
each  State. 

-\iabanna: 

AL77    1040 Apr.  1,  1977. 

Arlcansaa; 

.\R77-J08a;   AR77-4083 Apr.  8,  1977. 

AR77-4106 May27,  1977, 

Callfcmla: 

CA7^-5041;     CA77-5042._.      May  6,  1977. 

CA77-604a;     CA77-5044--_     May  30,  1977 
Colorado: 

CO77-5050     May  6,  1977. 

Florida 

FL77   1015;    PL77-1021 Feb.  18,  1977, 

P1.7T-1024 Feb.  25.  1977. 

FL77- 1044 Mar.  1.  1977, 

FL77^10a8;     FL77-1029 Mar.  18,  1977. 

FL77-1034;     FL77-1043 Apr.  1,  1977, 

PL77-1049 Apr.  29,  1977. 

FL77-1066 -..     May  13,  1977. 

Idaho: 

ID77-5045 ^ Do. 

minols: 

IL7&-2015^ Feb.  27,  1977. 

IL76-2078    Aug-  13,  1976, 

IL7&-2120;    rL78-2122 Oct,  1.  1976, 

rL76-2124;     IL76-2125;     IL     Oct  8.  1977 
76-3128:  IL76-2127, 

11,76-2128:     IL76-2131:     IL     Oct.  22,  1976. 
76-2133 

IL75-2130;    rL76-ai32 Oct.  29,  1976. 

IL76-2143    Nov.  12,  1976. 

IL76-2145:    IL76-2154 Dec.  3,  1976. 

1X76-2149    Dec.  10,  1976. 

Kansas 

MO77-4074 Apr.  8,  1977. 

Louisiana: 

LA77-4104 May  20,  1977. 

Michigan: 

MI77-2050;   MI77-2051:   MI     May  6,  1977 
77-2053:  MI77-2054. 

MI77-2052:    MI77-2055 May  13,  1977 

Minnesota: 

MN77-2043:MN77-2044;MN      Mav  6,  1977. 
77-2045:  MN77-2046;  MN 
77-2047 
Nevada- 

NV77-5012    - Feb.  11,1977. 

NV77-5146    Apr.  8.  1977. 

N'ew   Mexico 

NM77-K)74   Apr.  8,  1977. 

Oklahoma: 

OKTl-iOSe   Mar.  4,  1977. 

OK77-40fl5:  OK77-4066 Mar.  18.  1977. 

Oregon : 

OR77-5033    Mar.  25,  1977 

.South   Dakota: 

SDT7-5027     Mar.  4,  1977. 

Texas 

TX76-4197    Dec.  28.  1976. 

TX77-4007    Jan.  21,1977. 

XX77-4044:  TX77-4045 Feb.  26,  1977. 

TX77-4064    Mar.  4,  1977. 

TX77-^10a    May  13,  1977. 

Utah : 

UT77-5006    Jan.  28,  1977. 

Virginia: 

VA77-304e;    VA77-3062 May  6,  1977. 


Supersedeas  Decision  to  General 
Wage  Determination  Decisions 

The  numbers  of  the  decisions  being 
superseded  and  their  dates  of  publication 
to  the  Federal  Reglster  are  hsted  with 
each  State. 

Supersedeas  DecLsion  numbers  are  in 
parentheses  following  the  numbers  of  the 
decisions  being  superseded, 

Alabama: 

AL75-1047    (AL77-1075)-..      -'^pr    18.1977, 

Arkansas: 

AR77-t078  (AB77-4107!^..      Apr.  8,  1977 

Ililnois: 

IL77-5036    irL77-6056i Mar    11.1977, 

Indiana: 

IL77-5036   trL77-6056) Do 

Iowa: 

rL77-5036    IIL77-5056) Do 

Kentucky 

IL77-5036    ,IL77-5056) Do 

Marvland ; 

Mb77-3017  IMD77-3077).-     Jan    14.  1977 


Michigan 

Mn6-2139    ;Mrn-2071t--- 
Minnesota ; 

11.77-5036    (tL-7-5056» 

Missouri 

1177-5036    .  EL 7"  ^5056) 

Montana 

MT76-51CK)    .M-r~    50571. _ 
New  Jersey: 

NJ76-3249    ,  NJ~   :4C<3e  !  , . . 
New  York: 

Ny76-3267     (  NY77-3006  i  .  - 

NT77-3002     i  NY77-3076)  _ - 
Oklahoma 

OK77-4063    ,  OK77-4109  I  - - 
Texas 

TX76-4049    ITXT7-4108) -- 
Virginia 

VA77-3047  iVA77-3075)  VA      May  6,  19" 
77-3048  (VA77-3074). 

Signed  at  Washmgton,  DC  ,  this  27th 
day  of  Maj'  1977. 

Ray  J    Do LAN. 
Assistant  Administrator 
Wage  and  Hour  Divviwn 


Nov    19, 

1976 

Mar.  11. 

ntn. 

Do. 

Oct.  28, 

1976. 

Oct    1,  1 

o"*: 

Oct   29, 

1976. 

Mar   n. 

,  1977. 

Do 

Feb   20 

1976 
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highlights 

SUNSHINE  ACT  MEETINGS... 28^7     [ 

UNITED  STATES  FOREIGN  INTELLIGENCE 

ACTIVITIES 

Executive  order  reflecting  orgamzationai  changes  ZttBO^ 

RESEARCH  LIBRARY  RESOURCES 

HEW/OE    proposes    grants    to    promote    resea'-ch.    and 
maintain    and    strengthen    collections    tnroughout    the    ^^^ 
United  States;  comments  by  7-21-77 28899 

LOAN  GUARANTY 

VA  increases  the  maximum  permissible  interest  rate  on 

new    guaranteed,    insured    and    direct    loans,    ettective      ^^ 

CURRENCY  EXCHANGE  CONDITIONS 

CAB  proposes  regulations  to  alleviate  currency  exchange 
problems  of  U.S.  flag  earners  atitcad;  comments  by 
7-21-77    ^^^^ 

REFILLING  OF  PRESCRIPTIONS  FOR 
CONTROLLED  SUBSTANCES 

Justice/DEA  allows  pharmacies  use  cf  cata  p'ocesssng 
system;    effective   6-30-77    28877 

FUEL  ECONOMY  LABELING 

EPA  proposes  fuel  economy  and  emss.ons  test.^g  c^o- 
cedures  for  1978  and  later  m^odel  year  aj'omobiies 
com.ments  by  7-6-77  fPart  I'  of  f-s  'ssue) 28969 

MARINE  MAMMALS 

Commerce/ NCAA  prctoses  reporn-.g  of  in<ormatior  cr        ^^ 
porpoise  mortahty  levels,  comme'-ts  by  6-21-77  28904 

RAILROAD  REVITALIZATION  AND  REGULATORY 

REFORM  ACT 

DOT/FRA    revises   app:<cation    procp-J'^'-es    a-",    g^a'a^- 

tees;  effective  6-6-77  (Part  IM  cf  •-^s    s^.e  28975 

AIR   CARRIERS  AND   FOREIGN   A!R   CARRIERS 

CAB  requires  transm, ss.cn  of  tar.ff  filings  tc  s>  -sc-bers 
effective   7-6-77  28876 

CAB  adopts  regiJ-ticn  or  se-jice  o-"  crater  t^'  "  rut. 
cat'Cns  on  c'^aie-e's,  e^ect've  7—6-77     2887A 

PUBLIC  ASSISTANCE   PROGRAMS   AND  CHILD 
SUPPORT  ENFORCEMENT  PROGRAM 

HEW/SRS  and  Office  of  Child  Support  Enforcer-ient  De- 
mits state  agencies  to  repay  Federa'  funds  b>  mstai^ 
ments  up  to  3  years  (2  documents):  effective  6-6-77       28884, 

28885 

^^^^^^^H^i^MMH^HMi^BI^MHIB^    CONTINUED    INSIDE 


reminders 


(The  Items  in  this  list  were  editorially  compiled  as  an  aid  to  Federal  REcisTxa  users.  Inclusion  or  exclusion  from  this  list  has  no  legal 
significance.  Since  this  list  Is  Intended  as  a  reminder.  It  does  not  include  effective  dates  that  occur  within  14  days  of  publication.) 


Rules  Going  Into  Effect  Today 


FCC — Cable    television;     modification    of 

certain  standards  21779;   4-29-77 

HEW/FDA — Antibiotic   drugs;    certification 

and  methods  of  assay 23149; 

5-6-77 

Interior/FWS — Back  Bay  National  Wildlife 

Refuge;  public  entry  and  use   .    23151; 

5-6-77 


NRC — Early  site  reviews,  and  limited  work 
authorizations;  rules  of  practice. 

22882;   5-5-77 
USDA/AMS — Fresh     pears,     plums     and 
peaches  grown  in  California;  modifica- 
tion of  container  and  pack  regulations. 
23157;   5-6-77 


List  of  Public  Laws 


Note:  No  public  bills  which  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register  for  inclusion  in  today's  List  of 
Public  Laws. 


AGENCY  PUBLICATION  ON   ASSIGNED  DAYS  OF  THE  WEEK 

Trie  SIX  month  trial  period  erJeci  August  6    The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
_notice,  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

DOT,  COAST   GUARD 

USDA  'ASCS 

NRC 

USDA/ASCS 

USDA    APHIS 
USDA/FNS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/NHTSA 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT'OHMO 

CSC 

DOT/OHMO 

CSC 

DOT    OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW 'FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
toilowmg  the  holiday. 

Comments  on  this  program  are  still  in.ited  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  Natona'  Archives  and  Records  Service,  General  Services  Adminis- 
tration,  Washington,.  D.C.   20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  mformat  on  oiease  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


Published  dally,  Monday   thrjugh  Friday    (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 

hoUdavsi,   by   the   OtSce   of   the   Federal   Regtster.  National   Archives  and  Records   Service,   General   Services 

A(1:ni:iistration,  Washington,  D.C.  20408.  under  the  Federal  Register  Act  (49  Stat.  500.  as  amended:   44  U.S.C, 

Ch    15]  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I) .  Distribution 

^^'      IS  made  only  by  the  Superintendent  of  Documents.  U.S.  Government  Printing  Office,  Washington,  DC.  20402 
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The  Feder.\l  Register  provides  a  luuform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
by  Federal  agencies.  These  Include  Pres:lentlal  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  applicability  and  leg.-il  e:fect.  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
documents  of  public  Interest  Documenr.s  are  on  file  for  public  Inspection  In  the  Office  of  the  Federal  Register  the  day  before 
they  are  published.  unies.s  earlier  filing  is  requested  by  the  issuing  agency. 

The  Federal  Register  will  be  furnished  by  mail  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  t50  per  year,  payable 
In  advance  The  charge  for  individual  copies  is  75  cents  for  each  issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  made  payable  to  the  .Superintendent  of  Documents,  VS.  Government  Prmtlng  Office,  Washington. 
D.C  20402. 

There  are  no  restrictions  on  the  republication  of  material  appearing  In  the  Pedoi.u.  Recistkk. 


FEDERAL   REGISTER     VOL.    42     NO      108 — MONDAr     JUNE    6     1977 


INFORMATION  AND  ASSISTANCE 

Questions  and  requests  for  specific  information  may  be  directed  to  the  following  numbers. 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER,  Daiiy  issue: 

Subscription  orders  (GPO)  202-783-323S 

Subscription  problems  (GPO) 202-275-3CdC 

"Dial  •  a  ■  Regulation"     (recorded     202-523-5C22 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling     of     documents     for 
publication. 

Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR)  . 

Finding  Aids 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5266 

523-5227 


PRESIDENTIAL  PAPERS: 

Executive   Ofjers   and   Proclama- 
tions. 

Weekly  Compilation  of  Presidential 

Documents. 
Public  Papers  of  the  Presidents.... 
Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index   

U.S.  Government  Manual 

Automation    

Special  Projects 


General  inquiries 

523-5233 

523-5235 

523-5235 
523-5235 

523-5237 
523-5237 

523-5237 
523-5237 

523-5230 
523-5240 

523-5240 


MEETINGS- 


HIGHLIGHTS — Continued 


USDA/Secy:  National  Forest  Management  .Act  Com- 
mittee on  Scientists,  6-19  thru  6-21-77 

CRC;    Pennsylvan-a   .Advisory   Committee,    6-30-77 

EPA:  Science  Advisory  Board  Executive  Committee. 
Subcommittee  on  Scientific  Criteria  for  Environ- 
mental Lead,  6-29  and  6-30-77 

FPC:  Gas  Policy  Advisory  Council,  7-14-77 

HEW/HRA:     Long-Term     Care    Advisory    Committee, 

7-14  and  7-15-77      

Secy:  Advisory  Committee  on  National  Health 
Insurance  Issues.  6-17  and  5-18-77 

HUD:  Advisory  Committee.  6-21,  6-22  and  6-30-77 

Justice:  Nominating  Panel  of  the  First  Circuit  of  the 
United  States  Circuit  Judge  Nominating  Commis- 
sion, 6-11  and  6-17-77 

NASA:  Applications  Steering  Committee,  Atmospiienc 
Cloud  Physics  Laboratory  Advisory  Sjbcon-mittee. 
6-21  thru  6-24-77  

National  Commission  for  Manpower  Policy,  6-24-77.. 


28905 
28909 


28913 
28921 

28936 

28936 

28937 


28913 


28941 
28941 


NS 


for  Metabolic  Biology,  6-23  and 


Advisory  Pane 

6-24-77     

Advisory  Panel  for  Molecular  Biology,  6-23,  6-24 

6-27  and   6-28-77      

NRC:    ACRS.    Subccmnnttee    on    the    Diablo   Canyon 
Nuclear  Station   Units  1  and  2,  6-21  thru  6-23-77 
DOT/CG:  Chemical  Transportation   Industry  Advisory 
Ccmniittee     Subcommittee   on    Ships'    Stores,    7- 

13-77  

FAA-  RICA  Special  Committee  133  on  Airborne 
Weather  and  Ground  Mapping  Pulsed  Radars,  6-28 
thru    6-30-77    28951 


28942 
28942 
28942 

28950 


AMENDED  MEETING* 

CRC:  Adv:Sory  Cc^mittees: 
Iowa,  6-15  and  6-16-77 
New  Hampsh-re    6-27-77 


28909 
28909 


SEPARATE  PARTS  OF  THIS  ISSUE 

Part   11.   EPA  ~ 28969 

Part  III.  DOT/FRA ., 28975 


THE  PRESIDENT 

Executive  Orders 

Foreign  intelligence  activities. 
United  States:  organizatioi.al 
changes 28369 

EXECUTIVE  AGENCIES 
AGRICULTURAL  MARKETING  SERVICE 

Proposed  Rules 

Milk  marketing  orders: 

Nebraska-Western  Iowa 28897 


contents 

AGRICULTURE   DEPARTMENT 

S>v  a/so  Agricultural  Marketing 
Service;  Federal  Ci-op  Insurance 
Corporation,  Soil  Conservation 
Service. 

Rules 

Procurement;  formal  advertising, 
construction   contracts 288' 

Notices 

Meetings: 
Fore.'it   Management   Act  Com- 
n^attee  of  Scientists.  National _ 


CENSUS    BUREAU 

Notices 

Population  censuses,  special;   re- 


.^^Ui 


CHILD   SUPPORT   ENFORCEMENT 
OFFICE 


28909 


28905 
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Rules 

Federal  financial  participation: 
Repayment  of  Federal  funds  by 

uistailments 28885 

lU 


CONTENTS 


CIVIL   AERONAUTICS   BOARD 
Rules 

TanfTs  of  air  carriers  and  foreign 
air  carriers,  construction, 
publication,  etc  : 

Charter  tariff  publications,  serv- 
ice on  charterers 

Transmission  of  tariff  filings  to 
subscriiDcrs 

Proposed   Rules 

C'urreiuy  exchange  conditions; 
U.S.  air  carriers  in  foreign  coun- 
tries:  inquiry 

Notices 

H tarings,  etc.: 

Flying  Tiger   Line   Inc 

KLM  Royal  E)utch  Airlines- .- 
Pacific  common  fares  investiga- 
tion   

Phoenix-Las  Vegas-Reno  com- 
petitive nonstop  service  pror 
ceeding 


28874 
28876 

28898 


28906 

28907 

28908 


28908 


CIVIL    RIGHTS  COMMISSION 

Notices 

M-'f?;r.t;-    State  advisory  CK)nimit- 
tees: 

Iowa 

New   Hampshire 

Pennsylvania 


28909 
28909 
28909 


COAST   GUARD 

Rules 

Brid»;e  permit  actiODS 28882 

Ta:,k  ve.-seLs  and  dangerous  cargo 

bar=;es;  loading  information 28886 

Vecocl  inspections: 
Marine  casualty  notices ,]  28886 

Notices 

Committees;     establishment,     re- 
newals, etc.: 
New  York  Harbor  Vessel  TrafTic      i 
Service  Advisory  Committee; 

renewal 28951 

Meetings: 
Chemical  Transportation  Indus- 
try      Advisory       Committee; 
Ships,  Stores  Subcommittee.-  28950 

COMMERCE    DEPARTMENT 

S^'^  also  Census  Bureau:  National 
Oceanic  and  Atmospheric  Ad- 
ministration 

Notices 

Committees;  establishment,  re- 
newals, etc.: 

Importers'  and  Exporters'  Tex- 
tile Advisory  Committees:  re- 
establishment   ...28910 

Industrial  Policy  Advisory  Com- 
mittee for  Multilateral  Trade 
Negotiations,    renewal.    .  28910 

Industry  Sector  Advisory  Com- 
mittee for  Multilateral  Trade 
Negotiations:    renewal,    28911 

Management-Labor  Textile  Ad- 
visory Committee:  renewal...  28911 

DRUG   ENFORCEMENT  ADMINISTRATION 

Rules 

Prescriptions: 
Controlled     substances:      com- 
puterized refill  information   .  28877 


EDUCATION   OFFICE 
Proposed   Rules 
Libraries 
Research       library      resources, 
strengthening 28899 

EMERGENCY  NATURAL  GAS  ACT  OF  1977, 
ADMINISTRATOR 

Notices 

Emergency  orders,  etc.: 

Texas  Gas  Transmission  Corp-.  28905 

ENERGY   RESEARCH   AND  DEVELOPMENT 

ADMINISTRATION 

Notices 

Lithium -7      sales;      revision      of 

charge 28912 

ENVIRONMENTAL    PROTECTION    AGENCY 
Rules 

Air  quality  implementation  plans; 
various  States,  etc.: 
California    28883 

Proposed    Rules 

Air  pollution  control,  new  motor 
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presidentlQl  documents 

Title  3— The  President 

Executive  Order  1 1 9W  *  June  1.  19: 

United  States  Foreign  Intelligence  Activities 


Bv  virtue  of  the  autiiontv  vested  in  :uv  !n  ti.e  CcMAuxion  and  statutes  of  the 
United  States  of  An.enca.  m.  iud.n.  tiu  Nat>o..l  Security  Act  of  1947,  as  amended, 
and  as  President  of  the  United  State,  ot  AtiRnca,  in  order  to  conform  certam  refer- 
ence, in  Executive  Order  No  11''05  to  organizational  changes  made  by  Executive 
Order  No.  11985  vv.th  respeu  to  the  direction  and  control  of  intelligence  activities,  it 
is  herebv  ordered  as  lollo\s  ■■ : 

Section  1.  Section  3-d  .  of  Executive  Ord.  r  No.  11905,  as  amended  by  Executive 
Order  No.  1 1985,  is  amended  as  follows: 

(a'   Delete  ^ubparae^aph   (l)(i)  and  insert  m  lieu  thereof: 

"(i)  Chair  the  PRC  uhcn  it  carrier  out  the  dutiev  a^Mened  in  Section  3(b)  of 
this  Order  ". 

(b)  Delete  in  .ubparajraph  (l)(iii)   "rFl'  .:  d  .u.^.tuie  therefor  "PRC". 

(c)  Delete  in  paKC-uaph     2)   "(Committee  on  Foreign  Intelligence)". 

Sec  2  Section  4  of  Ex-  .utu.  Order  No  1 1905,  as  amended  by  Executive  Order 
No.  !U*85.  ;>  au.eiuied  as  follows: 

fa  Delete  lu  paragraph  (a)  (6)  "CFI"  and  "Operations  Group"  and  substitute 
therefor  'PRC    and  "SCC"  respectively. 

,  b    Delete  in  subparagraph  (e)  (1)  (iii)  "CFI"  and  substitute  therefor  "PRC". 

(c)  Delete  in  ^ubp.ua-raph  (e)  (1)  (v)     CFh    and  substitute  therefor  "PRC". 

rd^  Delete  m  paragraph  ^f )  (2)  the  words  "Committee  on  Foreign  Intelligence" 
and  substitute  therefor  "PRC". 


The  White   House, 
/:.';.    /     1977 
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Title  41 — Public  Contracts  and  Property 
Management 

CHAPTER  4 — DEPARTMENT  OF 
AGRICULTURE 

PART   4-2— PROCUREMENT   BY   FORMAL 
ADVERTISING 

Miscellaneous  Amendn^ents 

AGENCY;  Department  of  Agriculture. 
ACTION :  Final  rule. 

SUMMARY  Thi5  amendment  prescribe-; 
ne-.v  procpoures  and  contract  provision 
for  evahiaimg  additive  and  deductive  bid 
Items  m  formally  advertised  construc- 
tion contracts.  The  clause  is  being 
adopted  from  the  standards  contained 
in  the  Armed  Services  Procurement  Reg- 
ulations as  recommended  by  the  Comp- 
troller General.  This  amendm.ent  is  in- 
tended to  eliminate  the  difficulties  en- 
countered m  evaluating  bids  with  "add" 
and  "deduct"  items. 

DATE :  Tins  rule  is  effective  on  Jime  6. 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Douglas  I.  Motzs-'er.  Procurement, 
Grants  and  Agreements  Management 
Staff.  Office  of  Operations,  U.S.  De- 
partment of  Agriculture,  Washington. 
DC.  20250  I  202-447-7527  ' , 

SUPPLEMENTARY  INFORMATION: 
This  amendment  involves  matters  relat- 
ing to  agency  managem.ent  and  contract- 
ing and,  while  not  subject  by  law  to  the 
notice  and  public  procedure  requirements 
for  rule  making  under  5  US  C.  553.  is 
subject  to  the  Secretary's  SUitement  of 
Policy  i36  FR  13804 1.  The  amendment 
corrects  or  clarifies  existing  policy  No 
useful  purpose  would  be  served  by  pub- 
lic participation,  and  it  is  found  upon 
good  cause,  in  accordance  with  the  Sec- 
retary's Policy  Statement,  that  notice 
and  other  public  procedures  with  respect 
to  the  amendm.ent  arc  impracticable  and 
unnecessarv- 

1.  Section  4-2  201  is  amended  by  add- 
ing a  new  paragraph  '  c  ■  as  follows , 


-2.201 
bids. 


Preparation  »)f  in\ilati(iny  for 


<c'  Construction  contracts —I  ■  Ad- 
ditii-e  or  deductive  items.  When  it  ap- 
pears that  funds  available  for  a  project 
may  be  insufficient  for  all  the  desired 
features  of  construction,  the  contracting 
officer  may  provide  m  the  invitation  for 


a  first  or  base  bid  item  covering  the  work 
generally  as  specified  and  for  one  or  more 
additive"  or  deductive  bid  item.s  which 
progressively  add  or  omit  specified  fea- 
tures of  the  work  in  a  stated  order  of 
priority.  In  such  case,  the  invitation  shall 
include  a  provision  substantially  as  set 
forth  below,  and  the  low  bidder  and  the 
bid  items  to  be  awarded  shall  be  deter- 
mined as  therein  provided. 

1 2  '  Tlie  contracting  officer,  prior  to  tJ:e 
o-'ening  of  bids,  shall  determine  and 
record  in  the  contract  file  the  amount 
o:  funds  available  for  the  project.  The 
amount  so  recorded  shall  be  controlling 
for  determining  the  low  bidder,  who  will 
receive  award  for  the  bid  items  con- 
sidered in  the  evaluation,  or  for  the  ba-e 
bid  and  anv  other  combination  of  bid 
Items.  Provided  That  award  on  such 
combination  of  bid  items  does  not  ex- 
ceed the  amount  offered  by  any  other 
conforming  responsible  bidder  for  the 
seinie  combination  of  bid  items. 

Additue  or  Deductive  Items 

The  low  bidder  for  purposes  of  award  shall 
be  the  conforming  respoiisible  bidder  offering 
the  low  aggregate  amount  for  the  first  or  base 
bid    item,    plus    or    muius    (in    the   order    of 
priority   listed   in    the   schedule)    those   ad- 
ditive or  deductive  bid   items  providing  the 
most  features  of  the  work  within  the  funds 
determined  by  the  Oovernment  to  be  avail- 
able  before   bids   are  coened    If  addition   of 
another  bid  item  in  the  listed  order  of  prior- 
ity would  make  the  award  exceed  such  funds 
for  all  bidders,   it   shall    be  skipfjed  and  the 
next  subsequent  additive  bid  item  in  a  lower 
amount  shall  be  added  if  award  thereon  car. 
be    made   within    such    funds     For   example, 
when   the   amouBt  available  is  $100,000  and 
ii    r   rider  s  base  bid  and  four  successive  ad- 
dit:-, .«;  are  $85,000,  $10,000,  $8,000,  $6  000.  and 
SiOOT'    the  aetrreirate  amount  of  the  bid  for 
pr.rptvhes  of  award  would  be  $99,000  for  the 
base  bid  plus  the  first  and  fourth  additive.^ 
the  second  and  third  additives  being  skipped 
because  each  of  them  would  cause  the  aggre- 
gate bid   to  exceed  SIOO.OOO.  In  anv  ca.se  a':', 
bids  shall  be  evaluated  on  the  basis  of  the 
same  additive  or  deductive  bid  item.s   deter- 
mined as  above  provided.  TT.e  listed  order  of 
priorltv  need  be  followed  cr.iv  for  determin- 
ing the  low  bidder  After  determination  of  the 
low  bidder  a,";  s»a-.ed    award  In  the  best  in- 
terests of  the  Grvernment  may  be  made  to 
him  on  his  base  bid  and  anv  combination  of 
hi'i  additive  or  deductive  bid  for  which  funds 
are  determined   to  be  available  at  the  time 
of   the  award,   provided  that   award. on  such 
combination    of    bid    Itenis   does    not   exceed 
the  amount  cfTered  bv  any  ctlior  c.  .'.forming 
responsible  bidder  for  the  same  ct.n.binatlon 
of  Items. 


Done  at  Washington.  DC  this  27th 

day  of  May  1977. 

E.  Alvarez. 
Director.  Office  of  Operations. 

FR  Dec  77-15827  Filed  6-3-77:8:45  am] 


T  tie  7 — Apr.cuiture 

CHAPTER  IV— FEDERAL  CROP  INSUR- 
ANCE CORPORATION,  DEPARTMENT  OF 
AGRICULTURE 

PART   401— FEDERAL    CROP    INSURANCE 

Subpart — Peguiat-ons  *jr    ne  1969  and 
Succeeding  Crop  Years 

C(  TTHN  Crop  Insurance 

.^Gt  NCV    lederal  Crop  Insurance  Cor- 

;.-:\.:i.ji-.,   USI\'\ 

.■\CTluN     Re\;.-iun  of  appendix. 

SUMMARY;  The  appendix  of  counties 
designated  as  eligible  for  cotton  crop  in- 
surance is  being  revised.  The  revision 
will  update  the  current  regulations  by 
designating  the  counties  in  which  cotton 
crop  insurance  will  be  available  to  pro- 
ducers during  the  1977  crop  year.  This 
action  is  necessary  in  order  to  make  cot- 
ton crop  insurance  ava.lable  on  1977 
crop  cotton  and  will  enable  cotton  pro- 
ducers in  these  counties  to  obtain  crop 
msurance. 
EFFFCTTVE  D.^TE-    January   21,   1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Peter  F.  Cole.  Secretary,  Federal  Crop 
Insurance  Corporation,  U.S.  Depart- 
ment of  Agriculture,  'Washington,  D.C. 
20250   (202-447-3197). 

7  CFR  401.1  is  amended  by  revising 
the  appendix  of  counties  designated  for 
cotton  crop  insurance  to  read  as  follows: 

.'\rPENDix — Counties  Designated  for  Cotton 
Crop  Insurance:    1977  Crop  Year 

Pursuant  to  the  authority  contained  in 
7  CFR  401  101  of  the  above-identlfled  regula- 
tions, as  amended,  the  following  counties 
have  been  designated  for  cotton  crop  insur- 
ance for  the  1977  crop  year. 


S  C   3( 


40  r  S  C   486(C).) 


B'.ount 

Cherokee 

Chilton 

Colbert 

Conecuh 

Covington 

Cullman 

Dallas 

DeKalb 

E-canibia 

Etowah 


Hale 

Jackson 

Lauderdale 

Lawrence 

Limestone 

Madison 

Marshall 

Morgan 

Pickens 

Shelby 

Tuscaloosa 
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lUtlZONA 

Maricopa 

Yuma 

Pinal 

ARKANSAS 

Arkansas 

Lee 

Ashley 

Lincoln 

Chicot 

Lonoke 

Clay 

Mississippi 

Craighead 

Monroe 

Crittenden 

Phillips 

Cross 

Poinsett 

Desha 

Prairie 

Greene 

Randolph 

Jackson 

St.  Francis 

Jefferson 

Woodruff 

Lawrence 

CALIFORNIA 

Fresno 

Madera 

Imperial 

Merced 

Kern 

Riverside 

Kings 

Tulare 

GEORGIA 

Ben  Hill 

Lee 

Brooks 

Miller 

Clay 

Mllx:hell 

Colquitt 

Randolph 

Cook 

Sumter 

Crisp 

Terrell 

Decatur 

Thomas 

Dooley 

Tift 

Early 

Turner 

Irwin 

Worth 

KENTUCKY 

Fulton 

LOtnSIANA 

Acadia 

Madison 

Avoyelles 

Morehouse 

Bossier 

Natchitoches 

Caddo 

-  Pointe  Coupee 

Caldwell 

Rapides 

Catahoula 

Richland 

Concordia 

St.  Landry 

Evangeline 

Tensas 

Franklin 

West  Carroll 

l^fayette 

MISSISSIPPI 

Alcorn 

Madison 

Benton 

Monroe 

Bolivar 

Panola 

Calhoun 

Pontatac 

Carroll 

Prentiss 

Chickasaw 

Quitman 

Coahoma 

Sharkey 

DeSota 

Sunflower 

Hinds 

Tallahatchie 

Holmes 

Tippah 

Humphreys 

Tunica 

Issaquena 

Union 

Lee 

Washington 

Leflore 

Yazoo 

MISSOURI 

Butler 

Pemiscot 

Dunklin 

Scott 

Mississippi 

Stoddard 

New  Madrid 

NEW  MEXICO 

Chaves 

Eddy 

Dona  Ana 

Lea 

NORTH  CAROLINA 

Anson 

Northampton 

Edgecomb 

Robeson 

Halilax 

Scotland 

Hoke 

Union 

Nash 

OKLAHOMA 

Beckham 

Jackson 

Caddo 

Kiowa 

Orady 

Tillman 

Harmon 

Washita 

SOUTH  CAROLINA 


Aiken 

Flotpnce 

Allendale 

Hampton 

Anderson 

Kershaw 

Bamberg 

Laurens 

Barnwell 

Lee 

Calhoun 

Lexington 

Chester 

Marion 

Chesterfleld 

Marlboro 

Clarendon 

Orangeburg 

Darlington 

Spartanburg 

Dillon 

Sumter 

Dorchester 

Williamsburg 

Edgefleld 

York- 

TENNESSEE 

Carroll 

Lauderdale 

Chester 

Lawrence 

Crockett 

Lincoln 

Dyer 

McNairy 

Fayette 

Madison 

Franklin 

Obion 

Gibson 

Shelby 

Giles 

Tipton 

Hardeman 

Weakley 

Haywood 

TEXAS 

Austin 

Hockley 

Bailey 

Hudspeth 

Bell 

Hunt 

Bosque 

Knox 

Brazos 

Lamar 

Briscoe 

Lamb 

Burleson 

Limestone 

Calhoun 

Lubbock 

Cameron 

Lynn 

Castro 

Matagorda 

Childress 

McLennan 

Cochran 

Milam 

Collin 

Navarro 

Crosby 

Nueces 

Dawson 

Parmer 

Deaf  Smith 

Pecos 

Denton 

Presidio 

Ellis 

Reeves 

EI  Paso 

Reugio 

F^lls 

Roberston 

Fannin 

San  Patricio 

Floyd 

Swisher 

Fort  Bend 

Terry 

Garza 

Travis 

Gravson 

Victoria 

Hale 

Wharton 

Hall 

Wilbarger 

Haskell 

Willacy 

Hidalgo 

Williamson 

Hill 

VIRGINIA 

Southampton 

(Sees    5C6.  516.  52  Stat.  73,  as  amended,  77. 
as  amended   (7  U.S.C.   1506,  1516).) 

W.  Otto  Johnson. 
Acting'  Manager. 

(PR  Doc  77-15874  Piled  6-3-77:8:45  am] 


PART   401— FEDERAL   CROP    INSURANCE 

Subpart — Regulations  for  the  1969  and 
Succeeding  Crop  Years 

Grain  Sorghum  Crop  Insurance 

AGENCY:  Federal  Crop  Insurance  Cor- 
poration, USDA. 

.ACTION'    Final  rule. 

SUMMARY:  The  appendix  of  counties 
de.-iKi.ated  as  elieible  for  grain  sorghum 
crop  insurance  is  being  revised.  The  re- 
vision will  update  the  current  regula- 
tions   by    designating    the    counties    in 


which  grain  sorgiium  crop  insurance  will 
be  available  to  producers  during  the  1977 
crop  year.  This  action  is  necessary  in 
order  to  make  grain  sorghum  crop  insur- 
ance available  on  1977  crop  grain  sor- 
ghum and  will  enable  grain  sorghum 
producers  in  these  counties  to  obtain 
crop  insurance. 

EFFECTIVE  DATE:  November  31,  1976. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Peter  F.  Cole,  Secretary,  Federal  Crop 
Insurance  Corporation,  U.S.  Depart- 
ment of  Agriculture,  Washington.  DC. 
2025a  '202-447-3197). 

7  CFR  401.1   is  amended  by  revising 

the  appendix  of  counties  designated  for 

grain  sorghum  crop  insurance  to  read  as 

follows: 

Appendix — Counties  Desicn.\ted  for  Grmn 
Sorghum  Crop  Insurance:    1977     Crop  Ye.\r 

Pursuant  to  the  authority  contained  In  7 
CFR  401.101  of  the  above-Identified  regula- 
tions, as  amended,  the  following  counties 
have  been  designated  for  grain  sorghum  crop 
insurance  for  the  1977  crop  year 


Maricopa 
Plnal 


Kit  Carson 


Allen 

Anderson 

Atchison 

Barton 

Bourbon 

Brown 

Butler 

Chase 

Clay 

Cloud 

Coffey 

Cowley 

Crawford 

Dickinson 

Doniphan 

Douglas 

Elk 

Ellis 

Ellsworth 

Finney 

Ford 

Franklin 

Geary 

Grant 

Gray 

Greenwood 

Harvey 

Haskell 

Jackson 

Jefferson 

Jewell 

Johnson 

Kearny 

Kingman 

Labette 

Lincoln 

Linn 

Lyon 

Marlon      \ 

Marshall 


Atchison 

Barton 

Bates 


ARIZONA 

Yuma 

COLORADO 


McPherson 

Meade 

Miami 

Mitchell 

Montgomery 

Morris 

Morton 

Nemaha 

Neosho 

Osage 

Osborne 

Ottawa 

Pawnee 

Phillips 

Pottawatomie 

Pratt 

Reno 

Repullc 

Rice 

Riley 

Rooks 

Rush 

Russell 

Saline 

Scott 

Sedgwick 

Seward 

Shawnee 

SharUUui 

Smith 

Stafford 

Stanton 

Stevens 

Sumner 

Wabaunsee 

Wallace 

Wa.-^hlngton 

Wichita 

Wll'ion 

Woodson 


isiissotmi 


Henry 
Jasper 
Vernon 
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.\dams 

Madison 

Boctr.e 

Nance 

Butler 

Nemaha 

Cass 

Nuckolls 

riav 

Otoe 

Co'ii'aX 

Pawnee 

Dodge 

Platte 

Fillmore 

Polk 

Franklin 

Richardson 

Cage 

Saline 

Hall 

Saunders 

Hamiltcn 

Seward 

Jeflerscn 

Thayer 

Johnson 

Webster 

Kearney 

York 

Lancaster 

NEW    MEXICO 

Curry 

Lea 

OKLAHOMA 

Caddo 

Nowata 

Craig 

Ottawa 

Delaware 

Texas 

Kay 

Washita 

Mayes 

SOUTH    DAKOTA 

Bon  Homme 

Hutchison 

Charles  Mix 

Lyman 

Davison 

Sanborn 

Douglas 

Tripp 

Har.son 

TEXAS 

Bailey 

Hunt 

BeU 

Hutchison 

Basque 

Lamb 

Briscoe 

Lubbock 

Calhoun 

Matagorda 

Cameron 

McLennan 

Carson 

Milam 

Castro 

Moore 

Collin 

Navarro 

Crosby 

Nueces 

Dallam 

Ochiltree 

Deaf  Smith 

Oldham 

Denton 

Parmer 

Ellis 

Randall 

Falls 

Refugio 

Fannin 

San  Patricio 

Flovd 

Sherman 

Fort  Ber.d 

Starr 

Grayson 

Swisher 

Guadalupe 

Travis 

Hidalgo 

Victoria 

Hale 

Willacy 

Hansford 

Wharton 

Hartley 

Williamson 

RULES   AND   REGULATIONS 

producers  dunng  Uie  1977  crop  year  This 
action  is  necessary  m  order  to  make 
sugarcane  crop  insurance  available  on 
1977  crop  sugarcane  and  will  enable 
sugarcar^e  producers  m  these  parishes  to 
obtain  crop  insurance. 
EFFECTIVE  DATE;  June  30,  1977 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Peter  F.  Cole,  Secretary,  Federal  Crop 
Insurance   Corporation.   U.S    Depart- 
ment of  Agriculture.  Washington.  DC. 
20250    t 202-447-31971. 
7  CFR  401  101  is  amended  by  reM;-ing 
the  appendix  of  parishes  designated  lor 
Sugarcane    Crop   Insurance   to    reud    as 
lollcv-s: 

Appendix— PaR!3:^£s   Designated    for    Src.\R- 
CANE  CROP  Insl-rance:   1977  Crop  Year 

Pursuant  to  the  authority  contained  in 
7  CFR  4ul  101  of  the  above-identified  regu- 
lations, as  amended,  the  following  parishes 
have  been  designated  for  sugarcane  crop 
Insurance  for  the  1977  crop  year 


(Sees.  506,  516,  52  Stat    73,  as  amended,  77. 
as  amended    (7  VS.C    1506,   1516).) 

W.  Otto  Johnson, 
Acting  Manager. 

|FR  Doc,77-16875  Filed  6-3-77:8  45  am 


designated  lor 
1977  crop  year 

Chautauqua 
Niagara 
Ontario 
Schuyler 

Erie 

(Sees.  506,  516 
a.«  amended  (7 
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gra{>e  crop  insurance  for  the 


LOUISIANA 


Ascension 

Assumption 

Iberia 

IbervUle 

Lafayette 

Lafourche 

Pointe  Coupee 


St.  James 

St.  John  the  Baptist 

St.  Martin 

St.  Mary 

Terrebonne 

Vermilion 

West  Baton  Rouge 


(Sees.  506,  516,  52  Stat.  73,  as  amended,  77, 
as  amended  (7  USC    1506.  1516)  ) 

Peter  F.  Cole, 
Acting  Manage/. 

|FR  Doc.77-15876  Filed  6-3-77:8:45  ami 


PART  401— FEDERAL  CROP   INSURANCE 

Subpart — Regulations   for   the    1969    and 
Succeeding  Crop  Years 

Sugarcane  Crop  Insurance 

AGENCY:  Federal  Crop  Insurance  Cor- 
poration. USDA, 

ACTION:  Re\-ision  of  appendix 

SUMMARY:  Tlie  appendix  of  parishes 
designated  as  eligible  for  sugarcane  crop 
insurance  is  being  revised.  The  revision 
Will  update  the  current  regulations  by 
designating  the  parishes  m  which  sugar- 
cane crop  insurance  will  be  available  to 


iFR  Doc 


NSW    TORK 

Seneca 

Steuben 

Tates 

PSHNSTLTANlA 

52  Stat.  73.  as  amended.  77, 
VS.C.  1506.  1516).) 

Peter  F.  Cole, 

Acting  Manager. 

I58«7fnied6  3   77:8  45  ami 


PART  411— GRAPE  CROP   INSURANCE 

Subpart — Regulations    for   the    1977    and 
Succeeding  Crop  Years 

Gfape  Crop  Insuranxe 

AGENCY:      Federal     Crop      Insurance 
Corporation,  USDA. 

ACTION:  Final  rule. 

SUMMARY:  The  app<.ndi.x  of  counties 
designated  as  eligible  for  grape  crop  in- 
surance IS  being  revised.  The  re\ision 
will  update  the  current  regulations  by 
designating  the  counties  m  which  grape 
crop  insurance  will  be  available  to 
producers  during  the  1977  crop  year.  This 
action  IS  necessary  in  order  to  make 
grape  crop  insurance  available  on  1977 
crop  grapes  and  will  enable  grape  pro- 
ducers m  the.=e  counties  to  obtain  crop 
insurance 
EFFECTIVE  DATE    September  15,  1976 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Peter  F,  Cole  Secretary,  Federal  Crop 
Insurance  Corporation,  U.S,  Depart- 
ment of  Agriculture,  Washington.  DC. 
20250   (202-447-3197' 

7  CFR  411,1  IS  amended  by  revising  the 
appendix  to  read  as  follows 

Appendix — Counties  Design,<>ted   for 
Grape  Crop  Insurance:    1977  Crop  Year 

Pursuant  to  the  authority  contained  in  7 
CFR  4111  of  the  above-identified  regula- 
tions,   the    following    counties    have    been 


Tjtle  14 — Aeronautics  ana  Space 

CHAPTER   I— FEDERAL  AVIATION   ADMIN- 
ISTffATION,    DEPARTMENT    OF   TRANS- 
PORTATION 
D.XKt;  No   77  -CE-2-AD;  Amdt   39-2913! 

PART   39 — AIRWORTHINESS    DIRECTIVES 

Beech  Model  278  Propellers 
AGENCY:  Federal  Aviation  Administra- 
tion <F.\Ai,DOT. 
ACTION :  Final  rule. 
SUMM.ARY     Tl.L-   amendment   adds   a 
new  Airworthme-s  Du-ectlve  (AD>  which 
requires   modification    of   Beech   Model 
278   propellers    and   continues   in   eflect 
existing    required    inspections    of    these 
propellers  until  tiie  modification  is  ac- 
comi^lL'^hed,  This  action  is  necessary  to 
preclude    possible    failure    of    the    pitch 
control  bolts  on  these  propellers. 

EFFECTIVE  DATE:  July  16,  1977. 

ADDRESSES:  The  applicable  service 
bulletin  may  be  obtain  from  Beech  Air- 
craft Corporation,  Commercial  Service 
Department.  9709  E^st  Central,  Wichita, 
Kansas  67201  A  copy  of  tlie  service  bul- 
letin IS  contained  m  the  rules  docket. 
Room  1558.  Federal  Building,  601  East 
12th  Street,  Kansas  City,  Missouri  64106 

FOR  FURTHER  INFORMATION  CON- 
TACT : 
Donald  L  Page,  Aerospace  Engineer, 
Engineering  &  Manufacturing  Branch, 
F.\A  Ccntr.i]  Region.  601  East  12th 
Street,  Kaii.-a.=.  City.  Missouri  64106. 
telephone  816-374-3446 

SUPPLEMENTARY        INFORMATION: 

Amendment  39-897  '34  FR  20266 1  as  re- 
vised by  Amendment  39-967  i35  FR 
5680'.  .^D  69-26-4,  is  an  AD  applicable 
to  Beech  Model  278  propellers  installed 
on  Beech  ModeLs  H35,  J35  K35  M3". 
N35,  P35.  A45  (T34A) ,  B45  and  D45 
T34B:  airplanes.  AD  69-26-4  requires 
replacement  of  the  pitch  control  bolts  on 
this  projjeller  that  cannot  be  Identified 
a>  P  N  278-336  bolts  and  also  requires 
100  hour  dye  i^netrant  inspections  of  the 
P  N  278-336  bolts  until  Beech  Kit  No. 
278-0002S  incorporating  P  N  278-368-1 
or  -3  pitch  control  bolts  is  installed. 
•Ahich  installation  per  AD  69-26-4  is  op- 
tional. Subsequent  to  the  issuance  of  AD 
69-26-4  failures  of  P  N  278-336  pitch 
control  bolts  continued  to  be  reported , 
Because  of  these  failures  the  FAA  de- 
termined that  those  bolts  should  be  re- 
moved from  service  and  installation  of 
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the  Beech  Kit  made  mandatory.  Accord- 
ingly, a  proposal  to  amend  Part  39  of  the 
Federal  Aviation  Regulations  to  this 
effect  was  published  in  the  Federal  Reg- 
ister at  42  FR  13837.  13838.  This  pro- 
posal would  supersede  AD  69-26-4. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  amendment.  No  objections 
were  received.  Accordingly,  the  proposal 
is  adopted  without  change. 

The  principal  authors  of  this  docu- 
ment are  Donald  L.  Page,  Flight  Stand- 
ards Division,  Central  Region,  and  John 
L.  Fitz::erald,  Jr  .  Office  of  the  Regional 
Counsel.  Central  Region. 

Accordingly,^iirsuant  to  the  authority 
delegated  to  me  by  the  Administrator 
14  CFR  5  11.89.  Section  39.13  of  Part  39 
of  the  Federal  Aviation  Regulations  1 14 
CFR  i5  39.13  >  is  amended  by  adding  the 
follovvmg  AD: 

Beech  .\pplie5  to  Model  278  propellers  In- 
staUed  on  Models  H35.  J35.  K35.  M35. 
N35.  P35.  A45  (T34A).  B45  and  D45 
iT34B)  airplanes. 

CampUance  Required  as  indicated,  unless 
previously  ac^;ompll:hed. 

To  prevent  loss  of  propeller  control,  ac- 
complish tlie  foUovUng:  (A)  Within  100 
hours'  time  in  ser\'ice  after  the  last  Inspec- 
tion accomplished  per  AD  69  26-4.  using  dve 
penetrant  procedures,  insjject  Beech  P  N 
278-336  pitch  control  bolts  for  evidence  of 
cracks  in  the  exposed  thread  runout  area 
between  the  hex  flats  and  the  aft  pitch  set- 
ting nut  If  a  crack  is  detected.  Install  Beech 
Kit  No  278-00023  Incorporating  Beech  P  N 
278-368-1  or  -3  pitch  control  bolts  and  steel 
pitch  control  yoke.  In  acccrdance  u-lth 
Beechcraft  Service  Instructions  0302-248.  or 
later  approved  revlsior\s. 

(Bi  Within  100  hours'  time  In  service  after 
the  effective  date  of  this  AD.  install  Beech 
Kit  No.  278-0002  S  lncorpora,ting  P  N  278- 
368-1  or  -3  pitch  control  bolts  and  steel 
pitch  control  yoke,  in  accordance  with  Beech- 
craft  Service  Instructions  030'2-248.  or  later 
approved  revisions. 

(C)  Any  equivalent  method  of  compliance 
with  this  AD  mu.st  be  approved  by  the  Chief. 
Engineering  and  Manufacturing  Branch. 
PAA,  Central  Region 

This  AD  supersedes  AD  69-26-4  (Amend- 
ments 39-897  and  39-967) . 

This  amendment  becomes  effective 
July  16,  1977. 

(Sees.  313(a).  601  and  603  of  the  Federal 
Aviation  Act  of  1958.  as  amended  (49  U  3  C. 
13&4(a|.  1421  and  1423):  eec.  C(c)  Depart- 
ment of  Transportation  Act  i49  US  C  1655 
(c)  ),  sec  11  89  of  the  Federal  Aviation  Regu- 
iBtlons  ( 14  CFR  11  89) .) 

Note — The  PAA  has  determined  that  this 
document  does  net  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Impact 
Statement  under  Executive  Order  11821.  as 
amended  by  Executive  Order  1 1949.  and  OMB 
Circular  A-107. 

Issued  in  Kansas  City.  Missouri,  on 
May  26,  1977. 

JoH^f  E.  Shaw. 
Acting  Dtrector. 
Central  Region 
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I. Airspace  Docket  No.  77-SW-22) 

PART  71— DESIGNATION  OF  FEDERAL 
AtRWAYS.  AREA  LOW  ROUTES,  CON- 
TROLLED AIRSPACE.  AND  REPORTING 
POINTS 

Alteration  of  Control  Zone:  Alexandria,  La. 

AGENCY  Federal  Aviation  Administra- 
tion iFAA',  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  changes 
the  effective  hours  of  operation  of  the 
Alexandria.  La.  lEsler  Regional  Airport) 
control  zone  to  coincide  with  the  hours  of 
operation  of  the  Alexandria,  La.,  Flight 
Service  Station  (FSS)  and  Esler  Regional 
Airport  Traffic  Control  Tower  (ATCT). 
The  FSS  hours  of  operation  are  being 
reduced  from  continuous  to  0600  to  1800 
local  time  daily.  The  ATCT  will  continue 
operations  until  2100  local  time  daily. 
This  reduces  the  availability  of  special 
weather  observations  accordingly  and 
necessitates  the  change  in  the  control 
zone  hours  of  operation  to  conform  to 
the  FSS  and  ATCT  hours  of  operation. 

EFFECTIV'E  DATE:  August  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  A.  Jarrell.  Airspace  and  Proce- 
dures. Branch  iASW-535),  Air  Traf- 
fic Division,  Southw^est  Region,  Fed- 
eral Aviation  Administration,  P.O.  Box 
1689,  Forth  Worth,  Texas  76101;  tele- 
phone (8171    624-4911.  extension  302. 

SUPPLEMENTARY  INFORMATION:  In 
subpart  F  S  71.171  (42  FR  355)  of  FAR 
Part  71,  the  Alexandria,  La.  (Esler  Re- 
gional Airport*  control  zone  is  desig- 
nated as  continuous  (through  the  omis- 
sion of  any  reference  to  specific  dates 
and  times  of  operation).  This  conforms 
with  the  FSS  hours  of  operation.  Special 
weather  observations  are  provided  by  the 
FSS  en  a  24 -hour  basis,  which  is  one  of 
the  requirements  for  a  continuous  con- 
trol zone  operation. 

A  traffic  survey  was  completed  on  Oc- 
tober 31.  1976,  which  indicated  insuf- 
ficient activity  to  retain  the  FSS  24-hour 
operation.  On  August  11,  1977,  the  FSS 
hours  of  operation  will  be  reduced  to 
0600  to  1800  local  time  daily.  The  ATCT 
will  continue  to  operate  until  2100  local 
time  daily  and  will  provide  the  neces- 
sary weather  observations  from  1800  to 
2100.  This  will  necessitate  a  change  in 
the  control  zone  hours  of  operation  to 
0600  to  2100  local  time. 

The  aforementioned  action  will  reduce 
the  constraints  and.  in  effect,  the  impact 
on  the  user  imposed  by  tlie  control  zone 
operation.  Consequently,  we  have  elected 
to  omit  circularization  of  the  change  for 
comment. 

Drafting  Information 

Tlie  principal  authors  of  this  document 
are  John  A.  Jairell,  Airspace  and  Proce- 
dures Branch,  and  Robert  C.  Nelson, 
Office  of  the  Regional  Counsel. 


Adoption  of  the  Amendment 

,  Accordingly,  Part  71  of  the  Federal 
Aviation  Regulations  is  amended  effec- 
tive 0901  G.m.t.,  August  11.  1977,  as  here- 
inafter set  forth. 

In  Subpart  F  §  71.171  (42  FR  355).  the 
Alexandria,  La.  (Elsler  Regional  Airport) 
control  zone  is  amended  by  adding  the 
following  sentence: 

"This  control  zone  is  effective  during  the 
specific  dates  and  times  established  in  ad- 
vance by  a  notice  to  airmen.  The  effective 
date  and  time  will  thereafter  be  continu- 
ously published  in  the  Airman's  Information 
Majiual. 

(Sec.  307(a),  Federal  Aviation  Act  of  1958 
(49  use.  1348);  and  Sec.  6(c).  Department 
of  Transportation  Act  (49  U.S.C.  ie55(c)).) 

Note. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821.  as  amended  by 
Executive  Order  11949.  and  OMB  Circular 
A-107. 

Issued  in  Fort  Worth.  Tex.,  on  May  27, 
1977. 

Paul  J.  Baker, 
Acting  Director, 
Southwest  Region. 
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CHAPTER  II — CIVIL  AERONAUTICS 
BOARD 

SUBCHAPTER    A — ECONOMIC    RtGULATIONS 

[Reg  ER-IOOO,  Amdt.  361 

PART  221 — CONSTRUCTION,  PUBLICA- 
TION, FILING  AND  POSTING  OF  TAR- 
IFFS OF  AIR  CARRIERS  AND  FOREIGN 
AIR  CARRIERS 

Service  of  Charter  Tariff  Publications  on 
Charterers 

AGENCY:  Civil  Aeronautics  Board. 

ACTION;  Final  Rule. 

SUMMARY:  This  amendment  requires 
carriers  or  their  agents  issuing  charter 
tariff  publications  to  send  one  copy  of 
the  publication  and  letter  of  transmittal 
to  each  person  whose  charter  contract 
is  affected  by  the  new  tariff  The  notice 
to  affected  persons  will  be  required  at 
the  same  time  that  the  publication  is 
tr-insmitted  to  the  Board.  Tliis  action 
grows  out  of  a  petition  by  Vacation  Ven- 
tures/Carefree Travel,  Inc..  a  tour  op- 
erator. 

DATES-  Effective:  July  6, 1977.  Adopted 
June  1,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  Juhnke,  Rates  and  Agree- 
ments Division.  Civil  Aeronautics 
Board,  1825  Connecticut  Avenue  NW., 
WashingtDn.  DC.  20428  (202-673- 
5436). 

SUPPLEMENTARY  INFORMATION: 
Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C. 
By  notice  of  proposed  rulemaking  EDR^ 
305.  dated  September  21.  1976  (14  FR 
41928)  the  Board  gave  notice  that  it  had 
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under  consideration  a  proposal  to  amend 
Part  221  of  its  Economic  Regulations  <  14 
CFR  Part  221)  so  as  to  require  carriers 
or  their  agents  to  serve  each  person  with 
whom  the  carrier  has  contracted  to  pro- 
vide charter  service  with  any  tariff  pub- 
lication which  will  or  may  affect  the 
rates,  charges,  terms,  conditions,  rules 
or  regulations  applicable  to  one  or  more 
of  the  flights  mider  contract. 

Comments  on  the  proposed  rule  have 
been  received  from  numerous  airlines 
and  tour  operators.'  The  airlines  gener- 
ally oppose  our  proposal,  while  the  tour 
operators  support  it.  Upon  consideration 
of  all  the  comments,  we  have  determined 
to  make  the  proposed  rule  final. 

Continental  Air  Lines.  Northwest  Air- 
lines and  United  Air  Lines  question  the 
basis  for  cur  proposal.  While  they  do 
not  expressly  argue  that  the  Beard  has 
no  power  to  compel  carriers  to  go  be- 
yond the  requirements  of  section  403  of 
the  Act. '  they  state  that  by  filing  tariffs 
with  the  Board  and  keeping  them  open 
for  public  inspection,  they  have  pro- 
vided the  full  legal  notice  required.  As 
we  stated  in  EDR-305,  we  believe  our 
actions  herein  are  fully  consistent  with 
our  authority  under  section  403."  In  the 
exercise  of  this  authority,  the  Board  has 
in  the  past  prescribed  rules  for  the  ^i'^  :- 
ing  of  tariff  publications  at  various  air 
carrier  facilities,  *  and,  when  necessary, 
has  required  carriers  to  go  beyond  the 
usual  posting  requirements.  Tlius.  we 
have  found  such  additional  notification 
to  be  required  with  regard  to  Warsaw 
Convention  rules, '  baggage  Itabihty 
limitations,  °  and  carrier  overbooking 
practices. '  In  view  of  the  substantial  fi- 
nancial stake  charterers  have  in  the 
flight  for  which  they  have  contracted, 
we  have  determined  that  additional  no- 
tice procedures  are  also  appropriate 
here. " 

The  major  argument  advanced  by  op- 
ponents of  the  proposed  rule  is  that  it 


'  For  a  list  of  commenting  parties,  see  the 
Appendix,  which  Is  filed  as  part  of  the 
original  document. 

'United  does  argue  that  the  Board  ha"  no 
power  to  require  an  air  carrier  to  serve  its 
tariffs  "on  all  of  its  passengers,"  but  tha:.  of 
course.  Is  far  beyond  anything  the  Board  is 
doing  here. 

^In  addition,  providing  affected  peisons 
with  copies  of  tariff  amendments  win  fciClU- 
tate  their  participation  in  the  tariff  review 
process  This,  In  turn,  will  aid  the  Board  in 
determining  whether  to  suspend  and  or  In- 
vestigate any  particular  charter  tariff.  The 
new  rule  thus  also  furthers  the  purposes  of 
section  1002. 

«  14  CFR  221.170-221.174. 

5  14  CFR  221  175. 

•  14  CFR  221.176. 
'  14  CFR  221,177. 

*  We  note  that  several  earners  argue  that 
It  Is  Improper  for  the  Board  to  require  better 
notification  of  tariff  changes  regarding 
charters  than  it  does  for  scheduled  opera- 
tions. While  it  would,  of  course,  be  desirable 
to  provide  all  Individuals  and  shippers  with 
actual  notice  of  tariff  changes,  we  recognize 


would  create  an  undue  burden.  Some 
airlines,  for  example,  state  that  they 
w  ill  have  to  serve  every  tariff  change  on 
all  charter  customers,  because  it  would 
b?  difficult  or  impossible  to  sort  out  those 
affected  by  a  particular  change  We  find 
it  difficult  to  accept  the  propasition  that 
the  direct  carrier  does  not  know  in  ad- 
vance what  areas  of  it5  charter  bu.^iness 
are  affected  by  a  tariff  revision  it  files 
with  the  Board.  However,  even  if  this 
were  true,  we  fail  to  see  why  advance  no- 
tification would  create  any  real  prob- 
lems. As  we  observed  in  EDR-305 
Since  the  carriers  currently  have  to  identify 
each  of  the  charterers  after  a  tariff  becomes 
effective  m  order  to  revise  the  charter  agree- 
ment. It  Is  hard  to  appreciate  how  the  identi- 
fication of  these  persons  beforehand  in  order 
to  provide  them  with  service  of  the  proposed 
tariff  filing  would  represent  such  an  undue 
burden  lor  the  carriers,* 

Opponents  of  the  proposed  rule  refer 
to  other  pending  matters  which  would 
largely  alleviate  the  problem  of  charter 
tariff  changes.  These  include  the  Board's 
legislative  reform  proposals  which  would 
no  longer  require  the  filing  of  charter 
rate  tariffs,  and  NACA's  petition  for 
rulemaking  in  Docket  30654  which  would 
eliminate  charter  tariffs  entirely  Both 
of  these  proposals,  however,  will  have 
effect,  if  at  all,  only  at  some  indeter- 
minate time  in  the  future,  and  do  not 
now  bear  directly  on  the  instant  proceed- 
ing. As  long  as  carriers  can  unilaterally 
act  to  amend  a  charter  agreement  by 
filing  a  tariff,  charterers  are  entitled  to 
leam  promptly  of  such  actions. 

Opposing  carriers  have  offered  a  num- 
ber of  methods  for  informing  interested 
persons  of  tariff  changes  which  they 
would  prefer  to  our  proposal.  None, 
however,  are  adequate  substitutes  for  our 
rule.  For  example.  Continental.  Eastern. 
Pan  American  and  Trans  World  Airlines 
state  that  interested  persons  should 
employ  tariff  monitoring  services.  How- 
ever, monitoring  services  do  not  meet  the 
needs  of  charterers  who  have  contracted 
for  a  single  flight.  In  any  event,  we  can- 
not agree  that  a  charterer  should  be 
required  to  pay  a  third  person  in  order 
to  find  out  whether  the  carrier  has 
changed  the  terms  of  their  agreement. 

Continental,  along  with  American  Air- 
lines, also  believes  that  a  tariff  subscrip- 
tion service  (such  as  that  proposed  by 
the  Board  in  EDR-313  and  adopted  by 
ER-1001.  i.'=sued  contemporaneously 
herewith)  would  provide  a  better  solu- 
tion than  the  one  we  have  proposed.  The 
advantage  of  a  subscription  sen,1ce.  these 
carriers  argue,  is  that  it  would  make  it 
easier    for    carriers    to    recover    their 


costs.  ■  As  we  note  in  ER^lOOl.  subscrip- 
tion senices  do  not  meet  the  need  ad- 
dressed here.  They  are  useful  to  persons 
who  desire  to  be  informed  about  tariff 
changes  generally  However,  for  the  per- 
son who  is  interested  in  only  those 
changes  which  affect  the  flight  he  has 
contracted  to  charter,  tariff  subscriptions 
may  be  too  cumbersome  to  be  an  effec- 
tive source  of  mformation. 

Braniff  Airways.  Eastern,  Northwest. 
Pan  American.  Trans  International, 
Unit-ed  and  World  Airwavs  would  all 
have  us  provide  for  notification  by  let- 
ter rather  than  the  actual  tariff  pages 
In  order  to  minimize  the  possibility  of 
errors  in  the  information  provided  to  the 
charterers,  we  believe  tliat  it  is  preferable 
for  the  carriers  to  provide  the  tariff 
pages  involved  in  anv  amendment  affect- 
ing the  contract.  Nevertheless,  we  agree 
that  a  letter  may  be  valuable  to  the 
charterer,  by  providing  him  with  a  ready 
summarj'  of  the  impact  of  the  tariff 
change.  While  these  letters  cannot  re- 
place the  official  tariff  pages,  we  would 
encourage  airlines  to  provide  such  a  sum- 
mary whenever  possible 

The  other  suggestions  require  only 
brief  discussion  here.  British  Caledon- 
ian Airwavs  would  have  us  prohibit  the 
filmg  of  charter  tariffs  which  are  incon- 
sistent with  the  terms  of  executed  con- 
tracts. The  enforcement  problems  in- 
herent in  such  a  proposal  are  substan- 
tial, and.  we  think,  obvious  Pan  Ameri- 
can recommends  that  we  require  most 
charter  tariffs  (although  not  alb  to  be 
filed  90  days  in  advance  of  the  effective 
date.  This  would  simply  not  solve  the 
essential  problem,  which  is  assuring  af- 
fected persons  that  they  will  have  actual 
notice  of  propcx^d  tariff  changes  Filing 
a  tariff,  no  matter  how  far  in  advance 
of  its  effective  date,  provides  only  con- 
structive notice,  which  we  have  deter- 
mined to  be  Inadequate  here.  Finally, 
Piedmont  Ariation  suggests  that  we  pro- 
vide that  failure  to  transmit  a  proposed 
tariff  change  to  a  particular  customer 
would  make  the  changed  tanffs  inappli- 
cable to  that  cuitomer.  Piedmont  argues 
that  this  would  spare  carriers  from  the 
burden  of  serving  many  otherwise- 
unnecessary  tariff  revisions,  out  of  fear 
that  the  changes  "may"  affect  existing 
contracts.  As  we  have  said,  the  direct 
carrier  must  always  determine  which  of 
Its  contracts  will  be  affected  by  tariff  fil- 
ings, and  we  have  seen  no  persuasive  evi- 


that  a  significant  burden  would  be  created 
bv  such  a  requirement  Here  however  actual 
notice  will  not  create  any  great  burden 
.Accordingly,  there  is  no  reason  to  deny 
charterers  the  additional  notice  we  find 
necessary 

P   3   ' 

41  PR  48376. 


We  note  here  that  .American  and  Pan 
.American  a.sk  that  we  authorize  the  estab- 
lishment of  •  specific  charge  for  service  of 
carh  tariff  amendment  We  will  not  permit 
this.  No  party  hac  attempted  to  quantify  the 
costs  Involved  In  our  rule  Accordingly,  we 
have  no  reason  to  tjelleve  that  the  costs  will 
be  significant,  and  see  no  Justification  for 
a  specific  charge.  We  would  also  point  out 
that  as  long  a»  an  alrlin*  refrains  from  maX- 
Ing  tariff  chang«R  affecting  its  charter  con- 
tracts. It  will  Incur  no  costs  in  this  regard 
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dence  that  it  is  lo  an  undue  burden  to  re- 
quire that  this  determination  be  made 
when  the  tariff  Ls  filed.  In  addition,  Pied- 
monts  suggested  rule  could  ^Ive  rise  to 
discrimination:  one  charterer  could  re- 
ceive an  unfair  advantage  over  another 
as  a  result  of  the  airUne  s  failure  to  serve 
notice  of  tarifl  changes. "■ 

The  Flying  Tiger  Line  would  exclude 
freight  charters  from  the  uiriff -service 
requirement.  We  can  not  agree.  All  char- 
f«r  customers,  passenger  or  freight,  are 
entitled  to  advance  notification  of 
changes  in  the  governing  tariffs  As  Fly- 
ing Tiger  notes,  "freight  charter  ar- 
rangements are  normally  made  relatively 
close  to  the  flight  date  " "  Therefore, 
the  direct  carrier  should  not  ordinarily 
need  to  alter  the  charter  aj?reement  by 
a  tariff  fiUng  Nonethelass.  when  it  does 
so,  fairness  dictates  that  the  customer 
be  given  adequate  notice. 

We  will  also  deny  Pan  American's  re- 
que.st  to  hmit  the  rule  to  United  States 
ba.=ed  indirect  air  carriers,  and  to 
changes  in  charter  rates  i  not  rules  > .  On 
the  first  point,  we  see  no  reason  to  dis- 
tinguish between  chart€rers  And  once 
again,  both  these  proposals  would  defeat 
our  intention  to  provide  better  notice  of 
all  proposed  contractual  changes 

Accordingly,  the  Civil  Aeronautics 
Board  hereby  amends  Part  221  of  its 
Economic  Regulations  <14  CFTl  Part 
2211  effective  July  6.  1977,  as  set  forth 
below 

1  The  Table  of  Contents  of  Part  221  is 
amended  by  adding  a  5  221  178  to  read  as 
follows 

Sec 


221  178     Service  of  cliarter  larlff  publications 
on  charterers. 


2.  A  new  §  221.178  is  added  to  Part  221 
to  read  as  follows: 

S  221.178       Sorvirr  of  rhatier  tariff  piil)- 
liration«  on  rhartcrtrs. 


RULES   AND    REGULATIONS 

At  the  same  time  that  a  charter  tariff 
publication  is  transmitted  to  the  Board, 
the  issuing  carrier  or  its  agent  shall  send, 
by  first  class  mail,  air  mail  or  equivalent 
service,  one  copy  of  the  tariff  publica- 
tion and  letter  of  transmittal  to  each 
person  with  whom  the  carrier  has  con- 
tracted to  provide  charter  service  when 
such  tariff  will  or  may  affect  the  rates, 
charges,  terms,  conditions,  rules,  or  reg- 
ulations applicable  to  one  or  more  flights 
operated  under  such  contract. 

(Sees.  204,  403.  Federal  Aviation  Act  of  1958. 
as  amended.  72  Stat.  743,  758;  (49  U.S.C  1324, 

1373).) 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 
Secretart;. 

(FB  Doc. 77-15940  Filed  &-3-77;8:45  am) 


-  In  Order  77-4-94.  we  ordered  that  do- 
mestic carriers  Include  In  their  tariffs  a  pro- 
vLslDn  waivirit'  limitations  on  baggage  liabil- 
ity where  It  t.s  shown  that  with  respect  to  a 
particular  claimant  the  carrier  had  failed  to 
comply  with  the  notice  requirements  of 
5  221  176  of  the  Economic  Regulatlon.s  How- 
ever. In  contra.st  to  the  present  situation. 
It  is  unlikely  that  the  liability  limitation 
could  be  used  to  confer  a  benefit  on  some 
persons  at  the  expense  of  others  "Hie  ade- 
quacy of  notice  Is  a  question  which  arises 
only  after  the  injury  and  only  for  those  pas- 
sengers who  carry  baggage  worth  more  than 
$750  but  who  have  not  declared  that  fact 
and  purcha-sed  excess  valuation  coverage. 
Slnce  the  carrier  does  not  ordinarily  know 
in  advance  the  value  of  the  pas,sengers  bag- 
kCa:;e.  and.  of  course,  doe*  not  know  which 
passengers  wUl  incur  a  bageage  claim.  It 
does  not  know  which  paA.sengers  wUl  be  af- 
fected by  the  liability  limitation  By  com- 
parison, the  carrier  do«B  know  prior  to  de- 
parture which  charterers  are  affected  by 
tariff  amendments.  Piedmont's  proposal 
would  make  it  possible  for  the  carrier  to 
apply  the  amended  tariff  language  only  to 
particular  cha.'terers 

"  Comments  of  Flying  Tiger  Line,  p    1 
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PART  221— CONSTRUCTION,  PUBLICA- 
TION, FILING  AND  POSTING  OF  TAR- 
IFFS OF  AIR  CARRIERS  AND  FOREIGN 
AIR  CARRIERS 

Transmission  of  Tariff  Filings  to 
Subscribers 

AGENCY:  Civil  Aeronautics  Bo9rd. 

ACTION :  Final  Rule. 

StTMM.^RY:  This  amendment  will  re- 
quire air  carriers  and  foreign  air  car- 
riers which  are  required  to'  file  tariffs 
to  offer  tariff  subscription  services  for 
passenger  fares,  freight  rates  and  char- 
ter services  This  action  is  taken  in  order 
to  provide  greater  dissemination  of  in- 
formation about  proposed  tariff  changes, 

DATES  Effective:  July  6,  1977.  Adopted: 
June  1.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  Juhnke.  Rates  and  Agree- 
ments Division,  Civil  Aeronautics 
Board,  1825  Connecticut  Avenue  NW., 
Washington.  DC.  20428  (202-673- 
5436'. 

SUPPLEMENTARY  INFORMATION: 
Bv  notice  of  proposed  rulemaking  EDR- 
313.  dated  October  28,  1976  (41  FR  48376, 
November  3,  1976  > ,  the  Board  gave  notice 
that  it  had  under  consideration  a  pro- 
posed amendment  of  Part  221  of  Its 
Economic  Regulations  <  14  CFR  Part  221) 
which  would  require  carriers  subject  to 
section  403  <  a  >  of  the  Act  to  offer  a  prior- 
ity subscriotion  service  for  tariffs  relat- 
ing to  passenger  fares,  freight  rates  and 
charter  services  Under  the  proposal, 
carriers  would  be  required  to  transmit  to 
each  subscriber  one  copy  of  each  new 
tariff,  supplement,  and  loose-leaf  page. 
including  the  justification  required  by 
5  221.165  of  the  Board's  Economic  Flegu- 
lations  1 14  CFR  221. 165 >.  not  later  than 
the  time  that  copies  for  official  filing  are 
transmitted  to  the  Board.  At  the  same 
time  the  Board  proposed  to  permit  car- 
riers to  establish  a  charge  for  the  sub- 
scription service,  so  long  as  the  charge 
does  not  exceed  the  added  cost  Involved. 


Comments  on  the  proposed  rule  have 
been  filed  by  the  Air  Freight  Forwarder 
Association,  Allegheny  Airlines,  Ameri- 
can Airlines.  Associated  Traffic  Services, 
the  Boeing  Company.  Flying  Tiger  Line, 
the  State  of  Hawaii,  the  National  Indus- 
trial Tariff  League,  the  National  Small 
Shipments  Traffic  Conference.  Northrop 
Corporation,  Northwest  Airlines.  Omark 
Industries,  Rockwell  International  Corp., 
Reuben  H.  Donnelly  Corp.,  Trans  World 
Airlines.  United  Air  Lines,  the  Western 
Growers  Association,  and  Wits  Air 
Freight.  All  commenting  parties  except 
Wits  and  Allegheny  support  the  basic 
scheme  of  our  proposal.'  although  a  num- 
ber of  parties  have  recommended  certain 
modifications. 

Upon  consideration  of  all  the  com- 
ments, we  have  determined  to  adopt  the 
rule  substantially  as  proposed,  but  with 
one  change  discussed  below.  Any  argu- 
ment not  expressly  addre.ssed  herein  has 
been  considered  and  reiected. 

Northwest.  Trans  World  and  United 
have  a«:ked  that  carriers  be  permitted  to 
transmit  tariffs  and  iustificntions  to  sub- 
scribers one  day  after  filing  with  the 
Board.  Thev  state  that  there  are  fre- 
quently acute  clerical  problems  In  post- 
ing a  tariff  on  time,  and  that  requiring 
carriers  to  mail  tariffs  and  iustifications 
on  the  same  dav  as  posting  could  cause 
unn'Kiessary  d^lav  in  the  filing  of  some 
tariffs.  We  will  grant  this  request.  We 
do  not  believe  that  a  one-dav  delay  in 
transmls.sion  is  likely  to  interfere  sub- 
st-^ntiHllv  with  the  utilitv  of  the  .sub- 
scrintion  .service  or  with  the  ability  of 
.sub.'scribers  to  participate  in  the  Board's 
procedures  for  reviewing  the  tariffs. 
NPVPrth<>less.  we  exnect  carriers  to  trans- 
mit t.«riffs  to  subscribers  as  early  as  is 
practicable. 

Wits  Air  Prpieht  opposes  onr  prooosal. 
on  the  ^rounds  that  it  i«;  unnecessarily 
burdensome  and  that  it  "would  be  greatly 
detrimental  to  any  competitive  edge  we 
mav  obtain  bv  certain  tariff  filines," ' 
Implicit  in  this  argument  is  the  assump- 
tion that  a  carrier  may  properly  restrict 
the  availability  of  its  tariffs  to  Its  com- 
petitors. We  find  this  notion  inconsistent 
with  the  fact  that  tariff  filings  are  by  law 
public  documents.  As  for  the  argument 
that  tariff  subscriptions  will  create  un- 
necessary burdens  and  costs,  we  would 
point  out  that  our  rule  expressly  permits 
carriers  to  establish  a  fee  which  reflects 
the  carrier's  added  cost  of  supplying  the 
subscription  services. 

Allegheny,  while  taking  no  position  on 
the  other  aspects  of  the  proposed  rule. 
opposes  the  establishment  of  subscrip- 
tion services  for  charter  transportation 
tariffs.  It  argues  that  it  produces  its 
charter  tariffs  "in-house"  and  is  not 
equipped  to  meet  demand  for  subscrip- 


>  Allegheny  opposes  the  establishment  of 

subscription  services  for  charter  tariffs;  It 
takes  no  position  on  the  other  aspects  of  our 
proposal. 

'  Comments  of  Wits  Air  Freight,  p.  1. 
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tions.  In  addition.  Allegheny  says,  our 
proposal  m  EDR-305  '  to  require  service 
of  charter  tariffs  on  all  affected  custom- 
ers will  obviate  the  need  for  a  subscrip- 
tion service.  We  disagree.  The  require- 
ment that  tariffs  be  served  on  customers 
who  have  contracted  for  charter  trans- 
portation does  not  meet  the  needs  of 
those  persons  who  desire  to  keep  in- 
formed about  rules  and  rates  for  charter 
transportation,  but  who  are  not  under 
contract  for  any  particular  flight.'  In 
addition,  we  again  note  that  we  will  per- 
mit carriers  to  impose  a  cost-based 
charge  for  tariff  subscriptions.  This 
should  alleviate  any  burden  created  by 
our  rule.  Allegheny's  own  statements  re- 
garding the  de  minimis  nature  of  its 
charter  operations  suggest,  however,  that 
it  will  incur  little  additional  burden  in 
supplying  copies  of  its  charter  tariffs 
to  subscribers. 

The  National  Small  Shipments  TrafSc 
Conference  disputes  our  proposal  to  pro- 
vide for  separate  subscriptions  for  tar- 
iffs pertaining  to  passenger,  freight,  and 
charter  transportation.  It  argues  that 
tliis  will  unnecessarily  add  to  tlie  costs 
of  the  tariff  subscription  service,  and  sug- 
gests that  the  three  categories  be  com- 
bined into  a  single  subscription.  We  will 
not  adopt  the  recommendation.  Our  pro- 
posal provided  for  three  separate  sub- 
scription lists  precisely  in  order  to  save 
costs.  Many  subscribers  will  be  interested 
in  only  one  area  <such  as  tour  oper- 
ators who  would  want  only  charter  tar- 
iffs, or  air  freight  forwarders  who  would 
want  freight  tariffs*.  These  persons 
should  not  have  to  pay  for  tariffs  for 
which  they  have  no  need. 

Finally,  the  National  Industrial  Traf- 
fic League  and  Rockwell  International 
Corp.  support  the  establishment  of  tariff 
subscriptions,  but  suggest  that  we  re- 
quire tariffs  to  be  filed  more  than  30 
days  in  advance  of  the  effective  date. 
However,  the  30-day  period  is  fixed  by 
section  403ici  of  the  Act  and  cannot  as 
a  general  matter  be  lengthened  by  the 
Board."  In  any  event,  the  matter  is  out- 
side the  scope  of  this  proceeding. 

Accordingly,  the  Civil  Aeronautics 
Board  hereby  amends  Part  221  of  its 
Economic    Regulations    1 14    CFR    Pait 


■'41  FR  41928.  ER-1000,  issued  contem- 
poraneously herewith,  makes  this  proposal 
final. 

'  In  contrast  to  .Mlegheny.  American  Air- 
lines supports  our  proposal  here,  but  asks 
that  EDR-305  be  withdrawn.  It  is  readily 
apparent,  we  believe,  that  one  should  not 
have  to  subscribe  to  all  of  a  carrier's  charter 
tariffs  in  order  to  obtain  information  on 
changes  affecting  the  particular  flight  for 
which  he  has  contracted. 

■  See  Conunents  of  Allegheny  Airlines,  pp 
2—4.  Allegheny  notes  that  it  presently  sends 
copies  of  Its  charter  tariffs  to  any  Interested 
person  without  charge. 

•  Legislation  now  pending  before  Congress 
would  require  tariffs  to  be  filed  45  days  In 
advance  of  their  effective  date  The  propKwed 
legislation,  however,  would  require  that  any 
action  to  suspend  or  reject  the  tariffs  be 
taken  at  least  15  days  prior  to  the  tariff's 
effective  date.  See.  for  example.  H.R.  26  and 
8.  498.  Introduced  In  the  95th  Congress.  1st 
session 


221)  effective  July  6,  1977,  as  set  forth 
below: 

1   The  table  of  Contents  of  Part  221  is 
amended  by  adding  a  new  §  221.179  to 
read  as  follows: 
Sec. 

.  .  •  • 

•221.179     Transmission  of  tariff  filings  to  sub- 
scribers 

,  .  .  •  • 

2.  A  new  §  221.179  is  added  to  Part  221 
of  the  Economic  Regulations  to  read  as 
follows: 

§  221.179      Traii>mis'.ion  of  tariff  filinc> 
to  *ubMrib«T.>>. 

(a)  Each  carrier  required  to  file  tar- 
iffs in  accordance  with  this  Part  shall 
make  available  to  any  person  so  re- 
questing a  subscription  service  as  de- 
scribed in  paragraph  (b)  of  this  section 
separately  for  its  passenger  tariffs,  its 
freight  tariffs,  and  its  Charter  tariffs  is- 
sued by  it  or  by  a  publishing  agent  on  its 

behalf. 

•  b>  Under  the  required  subscription 
service  one  copy  of  each  new  tariff,  sup- 
plement, and  loose-leaf  page,  including 
the  justification  required  by  5  221.165, 
must  be  transm.itted  to  each  subscriber 
thereto  by  first-class  mail  (or  other 
equivalent  means  agreed  upon  by  the  sub- 
scriber) not  later  than  one  day  follow- 
ing the  time  the  copies  for  olBcial  filing 
are  transmitted  to  the  Board.  The  sub- 
scription service  described  herein  shall 
not  preclude  the  offering  of  additional 
types  of  subscription  services  by  carriers 
or  their  agents. 

(c>  The  carriers  or  their  publishing 
agents  at  their  option  may  establish  a 
charge  for  providing  the  required  sub- 
scription service  to  subscribers:  Provided, 
That  the  charge  may  not  exceed  a  rea- 
sonable estimate  of  the  added  cost  of 
providing  the  service. 

(Sees.  204(a).  403(a),  Federal  Aviation  Act 
of  1958,  as  amended.  72  Stat  743.  758  (49 
use.  1324.  1373).) 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  K.fYLOR. 

Secretary. 

(FR  Doc.77-15941  Piled  6->3-77;8:45  am| 

Title  21 — Food  and  Drugs 

CHAPTER  II — DRUG  ENFORCEMENT  AD- 
MINISTRATION, DEPARTMENT  OF  JUS- 
TICE 

PART    1306 — PRESCRIPTIONS 

Refilling  of  Prescriptions  for  Controlled 
Substances;  Computerized  Refill  Infor- 
mation 

AGENCY:  Drug  E^nforcement  Adminis- 
tration. Justice 

ACTION;  Final  rule. 

SUMMARY  This  rule  allows  a  pharmacy 
to  use  a  data  processing  system  as  an 
additional  manner  of  storing  and  re- 
trieving prescription  refill  information 
for  Schedule  in  and  TV  substances.  This 
action  was  initiated  upon  request  of  var- 
ious pharmacy  professionals  and  associ- 
auons  that  current  regulations  be  modi- 


fied to  accommodate  advancmg  teclincrf- 
ogy  in  the  practice  of  pharmacy.  This 
rule  will  allow  those  pharmacies  electmg 
to  adopt  current  state  of  the  art  com- 
puterization of  prescription  Information 
to  maintain  such  records  in  compliance 
with  DEA  regulations,  and  still  provide 
DEA  sufficient  accountability  informa- 
tion to  monitor  against  diversion. 
FOR  FURTHER  INTORMATION  CON- 
TACT; 

Ronald  W.  Buzzeo,  Chief,  Compliance 
Division,  Office  of  Compliance  and 
Regulatory  Affairs,  Drug  Enforcement 
Administration,  Washington.  DC 
20537.  telephone  202-382-4217 

SUPPLEMENTARY  INFOIUL\TION 
On  November  2.  1976.  tlie  Admmistrator 
of  the  Drug  EnlorcemeJit  Administration 
issued  a  Notice  of  Proposed  Ruiemakiug 
.21  FR  4950&-06,  November  9.  1976 1 
which  included  a  proposal  to  permit 
pharmacies  to  store  and  retrieve  pre- 
scription refill  information  for  schedule 
III  and  rv  controlled  subsUnces  by  use 
of  a  computerized  system. 

The  Notice  called  for  responsive  com- 
ments and  objections  to  be  submitted  to 
DEA  on  or  before  December  10,  1976.  As 
to  this  proposal,  five  submissions  were  re- 
ceived providing  a  variety  of  comments 
and  objections. 

Four  commenters  submitted  sugges- 
tions and  objections  which,  after  full 
considerauon  by  DEA.  were  rejected 
These  commenU  included  suggestions 
that;  ill  the  time  limit  for  providing 
records  from  the  central  recordkeeping 
facilitv  be  extended  from  48  hours,  as 
proposed,  to  72  hours:  ^2»  manual  ver- 
ification of  renewal  data  for  each  day  be 
eliminated:  <3i  the  proposed  require- 
ment that  the  name  address,  and  DEA 
registration  number  of  the  prescribing 
practitioner  be  maintained  "on  line"  in 
the  computer  system  should  be  elimi- 
nate<..:  and  '4)  the  proposed  manner  of 
refill  Information  retrieval  by  computer 
might  be  beyond  the  capabUity  of  the 
system  which  one  individual  computer 
service  firm  now  provides 

Four  commenters  provided  sugges- 
tions, one  of  which  was  that  DEA  use 
more  appropriately  descriptive  terms  in 
the  final  order  than  it  used  in  the  pro- 
posal, and  that  the  tin^.e  limit  for  pro- 
viding a  prmtout  copy  of  each  day's 
renewal  data  for  verification  be  extended 
from  24  hours,  as  proposed,  to  72  hours 
DEA  has  in  large  measure  accepted 
these  suggestions,  which  have  been  In- 
corporated into  the  final  role  set  forth 
below. 

No  further  comments  or  objections 
were  received,  nor  were  there  any  re- 
quests for  a  hearing. 
'Therefore,  pursuant  to  the  authority 
vested  in  him  by  the  Act  and  by  regu- 
lations of  the  Department  of  Justice,  the 
Administrator  of  the  Drug  Enforcement 
Administration  hereby  orders  that 
§  1306  22,  Title  21.  Code  of  Federal  Regu- 
lations (CFR».  be  amended  by  desig- 
nating the  existing  paragraph  therein  as 
paragraph  la*.  and  by  adding  the 
following : 
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lb'  as  an  alternative  to  the  procedures 
provided  by  subsection  i  a  > ,  an  aut-omated 
data  processing  system  may  be  used  for 
the  storage  and  retrival  of  refill  infor- 
mation for  prescription  orders  for  con- 
trolled substances  in  Schedule  III  and  IV. 
subject  to  the  following  conditions : 

(1)  Any  such  proposed  computerized 
system  must  provide  on-line  retrieval 
I  via  CRT  display  or  hard-copy  printout  > 
of  original  prescription  order  informa- 
tion for  those  prescription  orders  which 
are  currently  authorized  for  refillmg 
This  shall  include,  but  is  not  limited  to. 
data  such  as  the  original  prescription 
number,  date  of  issuance  of  the  original 
prescription  order  by  the  practitioner, 
full  name  and  addres.s  of  the  patient, 
name,  address,  and  DEA  registration 
number  of  the  practitioner,  and  the 
name,  strength,  dosage  form,  quantity  of 
the  controlled  substance  prescribed  *and 
quantity  dispensed  if  different  from  the 
quantity  prescribed  ' .  and  the  total  num- 
ber of  refills  authorized  by  the  prescrib- 
ing practitiDner. 

I  2 1  Any  such  proposed  computerized 
system  must  also  provide  on-line  re- 
trieval 'via  CRT  dLsplay  or  hard-copy 
printout'  of  the  current  refill  history-  for 
Schedule  m  or  IV  controlled  substance 
prescription  orders  i  those  authorized  for 
refill  during  ihe  past  six  months.  >  This 
refill  history  shall  include,  but  is  not 
limited  to.  the  name  of  the  controlled 
substance,  the  date  of  refill,  the  quantity 
dispen.5ed.  the  identification  code,  or 
name  or  initials  of  the  dispensing  phar- 
macist for  each  refill  and  the  total  num- 
ber of  refills  dispensed  to  date  for  that 
prescription  order. 

i3i  Documentation  of  the  fact  that 
the  refill  information  entered  into  the 
computer  each  time  a  pharmacist  refills 
an  original  prescription  order  for  a 
Schedule  III  or  IV  controlled  substance 
IS  correct  must  be  provided  by  the  indi- 
vidual pharmacist  who  makes  u.se  of  such 
a  system  If  such  a  system  provides  a 
hard-copy  printout  of  each  day's  con- 
trolled substance  prescription  order  re- 
fill data,  that  printout  shall  be  veri- 
fied, dated,  and  signed  by  the  individual 
pharmacist  who  refilled  such  a  prescrip- 
tion order.  The  individual  pharmacist 
must  verify  that  the  data  indicated  is 
correct  and  then  sign  this  document  m 
the  same  manner  as  he  would  sign  a 
check  or  legal  docum.ent  leg,  J.  H. 
Smith,  or  John  H  Smith'  This  docu- 
ment shall  be  mamtained  In  a  separate 
file  at  that  pharmacy  for  a  period  of 
two  years  from  the  dispensing  date  This 
printout  of  the  day's  controlled  sub- 
stance prescription  order  refill  data  must 
be  provided  to  each  pharmacy  using  such 
a  computerized  system  within  72  hours 
of  the  date  on  which  the  refill  was  dis- 
pensed It  must  he  verified  and  signed  by 
each  pharmacist  who  is  mvolved  with 
such  dispensing  In  lieu  of  such  a  print- 
out,   the    pharmacy    shall    maintain    a 


bound  log  book,  or  separate  file,  in  which 
each  individual  pharmacist  involved  in 
such  dispensing  shall  sign  a  statement 
(in  the  manner  previously  described* 
each  day,  attesting  to  the  fact  that  the 
refill  information  entered  into  the  com- 
put-er  that  day  has  been  reviewed  by 
him  and  is  correct  as  shown.  Such  a 
book  or  file  must  be  maintained  at  the 
pharmacy  employing  such  a  system  for 
a  period  of  two  years  after  the  date  of 
dispensing  the  appropriately  authorized 
refill. 

•  4»  Any  such  computerized  system 
shall  have  the  capability  of  producing  a 
printout  of  any  refill  data  which  the 
user  pharmacy  is  responsible  for  main- 
taining under  the  Act  and  its  implement- 
ing regulations.  For  example,  this  would 
Include  a  refill-by-refill  audit  trail  for 
any  specified  strength  and  dosage  form 
of  any  controlled  substance  (by  either 
brand  or  generic  name  or  both).  Such 
a  printout  must  indicate  name  of  the 
prescribing  practitioner,  name  and  ad- 
dress of  the  patient,  quantity  dispense^ 
on  each  refill,  date  of  disp>ensing  fv-)r  each 
refill,  name  or  identification  code  of  the 
dispensing  pharmacist,  and  the  number 
of  the  original  prescription  order.  In 
any  computerized  system  employed  by 
a  user  pharmacy  the  central  recordkeep- 
ing location  must  be  capable  of  sending 
the  printout  to  the  pharmacy  within  48 
hours,  and  if  a  DEA  Special  Agent  or 
Compliance  Investigator  requests  a  copy 
of  such  prmtout  from  the  user  pharmacy, 
it  must,  if  requested  to  do  so  by  the  Agent 
or  Investigator,  verify  the  printout 
tran.smittal  capability  of  its  system  by 
documentation   'e.g..  postmark). 

1 5 1  In  the  event  that  a  pharmacy 
which  employs  such  a  computerized  sys- 
tem experiences  system  down-time,  the 
pharmacy  must  have  an  auxiliary  proce- 
dure which  will  be  used  for  documenta- 
tion of  refill's  of  Schedule  III  and  IV  con- 
trolled substance  prescription  orders. 
This  auxiliary  procedure  must  insure 
that  refills  are  authorized  by  the  orig- 
inal prescription  order,  that  the  maxi- 
mum number  of  refills  has  not  been  ex- 
ceeded, and  that  all  of  the  appropriate 
data  is  retained  for  on-line  data  entry 
as  soon  as  the  computer  system  is  avail- 
able for  use  again. 

ic»  When  filing  refill  Information  for 
original  prescription  orders  for  Schedule 
III  or  IV  controlled  substances,  a  phar- 
macy may  u.se  only  one  of  the  two  sys- 
tems described  in  paragraph  (a)  or  (b) 
of  this  section. 

Id)  Any  registrant  who  intends  to  use 
a  system  provided  by  paragraph  <b)  of 
this  section  must  first  apply  for  a  Permit 
to  Maintain  Central  Records  as  required 
by  §  1304  04'ai. 

•  •  •  *  • 

Dat^d:  May  23.  1977. 

Donald  E.  Miller, 
Acting  AdminUtrator . 
Drug  Enforcement  Administration. 

IFRDoc  77-15859  Filed  6-3-77;8:45  am) 


Title  24 — Housing  and  Urban 
Development 

CHAPTER  X — FEDERAL  INSURANCE 
ADMINISTRATION 

SUBCHAPTER    B NATIONAL    FLOOD 

INSURANCE    PROGRAM 

I  Docket  No.  PI-2851 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Idabel,  Oklahoma 

AGENCY:  Federal  Insurance  Admin- 
istration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  January  23.  1974.  in 
39  FR  2603,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  commu- 
nities with  Special  Flood  Hazard  Areas 
which  included  the  City  of  Idabel.  Okla- 
homa. Map  No.  H  400108A  Panel  01  in- 
dicates that  Lot  5,  Block  2.  Replat  of 
Loftin  Heights,  Addition  (3),  Idabel. 
Oklahoma,  as  recorded  in  Plat  Book  1. 
Page  61,  in  the  office  of  the  County  Clerk 
of  McCurtain  County,  Oklahoma,  is  in 
its  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Admirustration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acqiured  flood  information,  that  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  dale  of  this  notice. 

FOR  FURTHER  INPORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. OCQoe  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270,  451  Seventh  Street, 
Southwest.  Washington,  D.C.  20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  irvsurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  insurers  Asso- 
ciation <NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  400108A  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  January  18, 
1974, 
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(National  Flood  Insurance  Act  of  1968  (Title 
Xni  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  (33  FR 
17804,  November  28.  1968).  as  amended:  42 
tr.S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FK  2680.  February  27.  1969,  as 
amended  (39  FR  2787.  January  24.  1974).) 

Issued:  May  3,  1977. 

Howard  B.  Clark. 

Acting  Federal 
Insurance  Administrator. 

[FR  Doi.77-15930  Filed  6-3-77;8:45  am) 


IDocket  No.  FI-1961 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village  of 
Ridgewood,  New  Jersey 

AGENCY:  Federal  Insurance  Admin- 
istration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  August  24.  1973.  in  38 
FR  22776,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  tlie  Village  of  Ridgewood.  New 
Jersey.  Map  No.  H  340067  Panel  01  m- 
dicates  that  Lot  18,  Block  2906.  located 
at  534  Van  Buren  Street,  R-.dgewood. 
New  Jersey,  as  recorded  in  Book  6080. 
Page  303,  in  the  office  of  the  Clerk  of 
Bergen  County,  New  Jersey,  is  in  if; 
entirety  within  the  Special  Flood  Hazard 
Area,  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 
ing structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INPORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istJ-ator,    Office    of    Flood    Insurance. 
202-755-5581   or  Toll  Free  Line  800- 
424-8872.    Room    5270,    451    Seventh 
Street,   Southwest,  Washington.  DC. 
20410. 
SUPPLEMENTARY       INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related   financial    assistance    for 
construction  or  acquisitic«i  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
Uie  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 


from  the  NatiMial  Flood  Insurers  Associ- 
ation (NFIAi  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  ii:ie  Speciai  Flood  Hazard  Area 
Identified  on  August  31,  1973. 
(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  elective  January  23.  1969  (33  FR 
178iH,  November  28,  1968) .  as  aixiended;  42 
VS.C.  4001-4128.  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  i'R  2680.  February  27,  1989,  as 
amended  (39  FR  2787,  January  24.  1974).) 


Issued:  May  2,  1977. 

Howard  B.  Clark, 

Acting  Federal 
Insurance  Administrator 

(FR  Doc.77-15931  Filed  6-3-77.8:45  am') 


(Docket  No.FI-3541 

PART  1920 — PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Town  of 
Saugus,  Massachusetts 

AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:   Final  rule. 

SUMMARY;  On  September  24.  1974,  in 
39  FR  34271,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  commu- 
nities with  Special  Flood  Hazard  Areas 
which  included  the  Town  of  Saupus. 
Massachusetts.  Map  No.  H  250104A 
Panel  03  indicates  that  Lots  21  and 
22\  located  at  283  Main  Street.  Saugus. 
Massachusetts,  as  recorded  under  Cer- 
tificate of  Title  Nos.  12173  and  21240. 
respectively,  in  the  Southern  District  of 
the  Registry  of  Deeds  of  Essex  County. 
Massachusetts,  are  in  their  entirety 
within  the  Special  Flood  Hazard  Area 
It  has  been  determined  by  the  Federal 
Insurance  Administration  after  further 
technical  review  of  the  above  map  m 
light  of  additional,  recently  acquired 
flood  information,  that  the  existing 
structure  on  the  above  mentioned  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm,  Assistant  Admin- 
istrator. O.fice  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270.  451  Seventh 
Street.  Southwest.  Washington.  DC 
20410. 

SUPPLEMENTARY  INFORMATION 
This  m.ap  amendment,  by  estabhshing 
that  the  sub.iect  property  is  not  within 
the  Special  Flood  Hazara  Area,  removes 
the  requirement  to  purchase  flcxxl  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 


of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  iiisurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pendmg  or  has  been  paid  on  the  policy  in 
question  during  the  same  pohcy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
(NFIA I  through  the  agent  or  broker  who 
sold  the  poUcy. 

Map  No.  H  250104A  Panel  03  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  September  13,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28.  196©  (33  PR 
17804.  November  28.  1968),  as  amended;  42 
U.S.C.  4001-4128;  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27,  1969.  as 
amended  by  (39  FR  2787,  January  24   1874)  ) 

Issued:  May  2,  1977. 

Howard  B.  Clark. 
Acting  Federal 
Insurance  Ad7ninistrator. 

(FB  Doc  77-15932  Filed  6-3-77;8  45  am' 


i  Docket  No  FI-8931 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Carthage,  Mo. 

AGENCY:   Federal  Insurance  Adminis- 
tration. HUD 

ACTION:  Final  rule. 

SUMMARY:  On  March  4,  1976.  m  41  FR 
9360,  the  Federal  Insurance  Administra- 
tor published  a  list  of  communities  with 
Special  Flood  Hazard  Areas  which  in- 
cluded the  City  of  Carthage,  Mtssouri 
Map  No.  H  290181A  Panel  02  indicates 
that  Lot  35,  Elmwood  Addition.  Carth- 
age, Missouri,  as  recorded  in  Plat  Book 
8.  Page  8.  m  the  office  of  the  Recorder 
of  Jasper  County,  Missouri,  is  in  its 
entirety  withm  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 
ing structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  elTjec- 
tive  as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  Assistant  Ad- 
ministrator. Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872  Room  5270  451  Seventh 
Street  SW..  Washington,  DC.  20410 

SLTPLEMENTARY       INFORMATION 
This  map  amendment,   by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
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the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
Federally  related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaininK  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
oi  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policv  in 
Question  during  the  same  policv  year. 
The  premium  refund  mav  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation 'NFTAi  thro'ieh  the  agent  or 
broker  who  sold  the  policy. 

Man  No  H  290181 A  Panel  02  is  hereby 
corrected  to  reflect  thf^t  the  exi-^ting 
structure  on  the  above  property  is  not 
within  the  Snpcial  Flood  Ha7ard  Area 
identified  on  February  20,  1976. 

I  National  Flood  Insurance  Act  of  1968 
iTttle  XIII  of  Housing  and  Urban  Develop- 
ment Act  of  1968).  effective  January  28. 
1969  (33  FR  17804.  November  28.  1968).  as 
amended;  42  U.S.C.  i4001-4l28;  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Administrator.  34  PR  2680.  February 
27.  1969.  as  amended  (39  FR  2787.  January 
24.  1974)   ) 

Issued:  May  2.  1977. 

Howard  B.  Clark. 

Actinp  Federal 
Insurance  Administrator. 

|FR  Doc  77-15933  Filed  6-3-77.8:45  am] 


Docket   N...    FI-454  1 

PART   1920 — PROCEHURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Orange 
County,  Calif. 

.A.GENCY  Ftderal  Insurance  Adminis- 
tration. HUD 

ACTION    Final  rule. 

SUMMARY:  On  January  28.  1975.  m  40 
YK  4126.  the  Federal  Insurance  Admin- 
Istraior  published  a  iLst  of  communities 
with  Special  FloDd  Hazard  Areas  which 
included  the  County  ol  Orange,  Califor- 
nia. Map  No.  H  060212  Panel  02  indicates 
that  portions  of  Lots  15.  16.  19,  aiid  20. 
Tract  997.  located  at  28915  Olive  Drive. 
Orange  County.  Silverado.  California,  as 
recorded  m  Book  11755.  Pages  675  and 
676.  ui  the  office  of  the  Recorder  of 
Deeds  of  Orange  County,  California,  are 
m  their  entirety  withm  the  Special  Flood 
Hazard  .^rea  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
atxjve  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the  ex- 
isting structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATt:S:  The  map  amendment  is  effective 
a-.  A  the  date  of  this  notice, 

FOR  FURTHER  INFORMATION  CON- 
TACT. 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator.   Office   of   Flood    Insurance, 
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202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street  SW..  Washington.  D.C.  20410. 

SUPPLEMENTARY       INFORMATION : 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agress  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  re- 
fund of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  poli:"y  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation 'NFIA>  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  060212  Panel  02  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  January  10,  1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
XTII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28.  1968) ,  as  amended;  42 
U  S.C  4001-4128.  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2(580,  February  27.  1969.  as 
amended  (39  FR  2787.  January  24.  1974) .) 

Issued:  May  3,  1977. 

Howard  B.  Clark. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc.77-15934  Filed  6-3-77; 8: 45  am] 


I  Docket  No    FI  ^55] 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
San  Jose.  Calif. 

AGENCY:  Federal  Insurance  Adminis- 
tration. niTD. 

ACTION :  Fmal  rule. 

SUMMARY:  On  January  27,  1975,  in  40 
FR  3986.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  San  Jose,  Cali- 
fornia. Map  No.  H  060349A  Panels  22  and 
23  mdica.te  that  Parcel  1;  Parcel  2  and 
Parcel  4;  Parcel  3;  the  1.114±  acres  of 
land  also  known  as  Parcel  A  sind  the 
1.323 ::  acres  of  land  also  known  as  Parcel 
B.  San  Jose.  California,  as  recorded  in 
Book  363,  Page  42;  Book  352,  Page  13, 
Book  352.  Page  5;  and  Book  370.  Page 
52.  respectively,  in  the  office  of  the  Re- 
corder of  Santa  Clara  County,  California, 
are  in  their  entirety  within  the  Special 
Floor  Htizard  Area.  It  has  been  deter- 
mined by  the  Federal  Insurance  Admin- 
istration, after  further  technical  review 
of  the  above  map  in  light  of  additional, 
recently  acquired  flood  information,  that 


the  above  mentioned  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street 
SW.,  Washington,  DC.  20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  sub.lect  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  thLs  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  060349A  Panels  22  and  23 
are  hereby  corrected  to  reflect  that  the 
above  property  is  not  within  the  Special 
Flood  Hazard  Area  identified  on  January 
24. 1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effectlTe  January  28.  1969  (33  FR 
17804,  November  28.  1968).  as  amended,  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator, 34  FR  2680.  February  27.  1969.  as 
amended  (39  FR  2787.  January  24.  1974) .) 

Issued:  May  3,  1977. 

Howard  B,  Clark, 
Acting  Federal 
Insurance  Administrator. 

jFR  Doc.77-15935  Filed  6-3-77;8:45  am] 


{Docket  No  FI-327) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Cedar  Rapids,  Iowa 

AGENCY:   Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Pinal  rule. 

SUMMARY:  On  August  12,  1974,  in  39 
FR  28888,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  special  hazard  areas  which  included 
Cedar  Rapids,  Iowa.  Map  No.  H  190187. 
Panel  01  indicates  that  Lots  127  through 
133.  Northbrook  Subdivision,  Unit  11. 
Cedar  Rapi(is,  Iowa,  as  recorded  in  Vol- 
ume 17,  Jage  6  of  Plats  in  the  office  of 
the  Recorder  of  Linn  County,  Iowa,  are 
in  their  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
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the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the  ex- 
istmg  structures  on  the  above  property 
are  not  within  the  Special  Flood  Hazard 
Area 

DATES  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INT=X)RMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street 
SW.,  Washington.  D.C.  20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flcx)d  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flcxjd  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flocxl  Insurers  As- 
sociation (NFIAs  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  190187  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structures  on  the  above  property  are  not 
within  the  Special  Flood  Hazard  Area 
identified  on  August  2,  1974. 

(National  Flood  In.surance  Act  of  1968  i Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28,  1968i.  as  amended;  42 
use  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
i.strator,  34  FR  2680,  February  27,  1969.  as 
amended  by  39  FR  2787,  January  24,  1974.) 

Issued    May  3.  1977. 

Howard  B.   Clark. 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc.77-15936  Filed  6-3-77:8:45  am] 


(Docket  No  FI-321) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Annapolis,  Maryland 

AGENCY:  Federal  Insurance  Adminis- 
tration, KUD 

ACTION:  Final  rule. 

SUMMARY:  On  August  6.  1974,  in  39 
FR  28255,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  special  hazard  areas  which  included 
Annapolis.  Maryland.  Map  No.  H  240009A 
Panel  03  indicates  that  430- 1st  Street  lo- 


cated on  the  northeastern  51  feet  of  Lot 
144.  Eastport.  Amiapolis.  Maryland,  as 
recorded  in  Plat  Number  B-301.  Book  11, 
Folio  31,  Speed  22.  in  the  office  of  the 
Clerk  of  the  Circuit  Court  of  Anne  Arun- 
del County,  Maryland,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street,  Southwest.  Washington.  D.C. 
20410 

SUPPLEMENTARY       INFORMATION: 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in.sur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
que.stion  during  the  same  pohcy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  .Asso- 
ciation 'NFIA  I  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  240009A  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  June  28.  1974 

(National  Flooa  In.surance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  .\cx. 
of  1968).  effective  January  28,  1969  1 33  FR 
17804.  November  28.  1968 1.  as  amended:  42 
U.S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.   1974) 

Issued:  April  28.  1977. 

J.  Robert  Hunter, 

Acting  Federal 
Insurance  Administrator. 

|FRDoc.77-15937  Filed  6-3-77:8:45  am) 


[Docket  No.  FI-410) 

PART   1920— PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Anne  Arundel 
County,  Md. 

AGENCY:   Federal  Insurance  Adminis- 
tration. HUD. 

ACTION :  Final  rule 


SUMMARY:  On  November  29.  1974.  in 
39  FR  41504,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  special  hazard  areas  which  in- 
cluded Anne  Arundel  County,  Maryland. 
Map  No  H  240008  Panel  51  indicates  that 
Lot  Number  3.  Rugby  Hall  Subdivision, 
Anne  Arundel  County.  Maryland,  as  re- 
corded in  Uber  2914.  Page  715.  of  Deeds 
m  the  office  of  Land  Records  of  Anne 
Arundel  County.  Maryland,  is  in  its  en- 
tirety within  the  Special  Flood  Hazard 
Area  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  atwve 
map  in  light  of  additional  recently  ac- 
quired flood  information,  that  the  ex- 
isting structure  on  the  above  property  is 
not  within  the  Special  Flood  Hazard 
Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  DC 
20410 

SLTPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owTier  was  required  to 
purchase  flood  insurance  ae  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA*  through  the  agent  or 
broker  who  sold  the  policy 

Map  No.  H  240008  Panel  51  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  Novemt>er  15.  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  PR 
17804.  November  28,  1968i,  as  amended.  42 
use  4001-4128:  and  SecreUry's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February-  27.  1969,  as 
amended  by  39  FR  2787,  January  24    1974  ) 

Issued:  May  3,  1977. 

Howard  B.  Clark. 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-15938  Piled  6-3-77:8:45  ami 
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(Docket  No   n-23671 

PART   1920— PROCEHURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Greenville 
County,  South  Carolina 

AGKNCY     Federal  Insurance  Adminis- 

tranon.  HUD. 

ACTION:  Final  rule. 

SUMMARY:  Or.  October  15,  1976.  in  41 
FR  45557.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  special  hazard  areas  which  included 
Greenville  County.  South  Carolina.  Map 
No,  H  450089  Panel  34  indicates  that  Lots 
39-51.  Sertion  2,  Berea  Forest  Subdivi- 
sion. Greenville  County,  South  Carolina, 
a.s  recorded  in  Book  4N,  Pages  76  and  77 
of  Plats,  in  the  office  of  the  Register  of 
Mesne  Conveyance  of  Greenville  County. 
South  Carolina,  is  m  its  entirety  within 
the  Special  Flood  Hazard  Area  It  has 
been  determined  by  the  Federal  Insur- 
ar.ce  Administration,  after  further  tech- 
nical review  of  the  above  map  in  light 
of  additional,  recently  acquired  flood  in- 
formation, that  the  above  property  is  not 
within  the  Special  Flood  Haztird  Area. 

DATES'  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice, 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270.  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410 

SLT'PLEMENTARY       INFORMATION: 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Feder- 
ally related  financial  a.ssistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purcha.-^e  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  tins  niap  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  preniium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation I NFL^  I  through  the  agent  or 
broker  who  sold  the  policy 

Map  No,  H  450089  Panel  34  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  withm  the  Special  Flood  Haz- 
ard Area  identified  on  November  19, 
1976. 

(National  Flood  In-surance  Act  of  1968  (Title 
XIII  of  Housing  and  tJrban  Development  Act 
of  1968  i.  eflectlve  January  28.  1969  (33  FR 
17804.  November  28.   1968).  as  amended;   42 
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U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator 34  FR  2680,  February  27.  1969,  as 
amended  by  39  FR  2787,  January  24.   1974.) 

Issued:  May  3,  1977. 

Howard  B.Clark, 
Acting  Federal 
Insurance  Administrator. 

(FR  Doc.77-15939  Filed  6-3-77;8:45  am] 

Title  33 — Navigation  and  Navigable  Waters 

CHAPTER    I — COAST   GUARD, 
DEPARTMENT   OF  TRANSPORTATION 

COD  76    144! 

PART    114 — GENERAL 

PART  115 — BRIDGE  LOCATIONS  AND 
CLEARANCES;  ADMINISTRATIVE  PRO- 
CEDURES 

Procedures  for  Processing  Bridge  Permits 

AGENCY:  Coast  Guard,  DOT 

ACTION:  nnalrule. 

SL'MM.ARY:  This  amendment  revises 
the  procedures  for  processing  license  ap- 
plications. It  limits  public  hearings  to 
cases  where  there  are  substantial  issues 
relevant  to  the  effect  that  a  proposed 
bridge  will  have  on  reasonable  naviga- 
tion needs  Until  now.  any  difference  of 
opinion  between  any  person  and  the 
Coast  Guard  triggered  a  hearing.  This 
gave  rise  to  many  unnecessary'  hearings. 
The  amendment  will  eliminate  the  man- 
datory hearings  when  a  person  desiring 
a  hearmg  does  not  raise  any  substantial 
issues  relevant  to  reasonable  navigation 
needs.  In  addition,  the  amendment  clari- 
fies the  definition  of  the  term  "permit" 
and  prescribes  the  time  limit  for  appli- 
cations for  time  extensions. 

EFFECTIVE  DATE :  This  amendment  Is 
effective  on  July  6,  1977. 

FOR  FLTITHER  INFORMATION  CON- 

TACT 

Captain  George  K.  Greiner,  Marine 
Safety  Council  iG-CMC^'Bl) ,  Room 
8117,  Department  of  Transportation. 
Nassif  Building.  400  Seventh  Street.. 
SW..  Wa-shmgton,  DC  20590.  f202- 
426-14771. 

SUT'PLEMENTARY  INFORMATION: 
On  January  24.  1977.  the  Coast  Guard 
publish-ed  proposed  amendments  to  33 
CFR  Parts  114  and  115  ^42  FR  3181)  to 
better  define  and  describe  the  policy  and 
procedures  followed  by  the  Coast  Guard 
in  processing  bridge  permit  actions.  One 
comment  was  received  concerning  the 
definition  of  a  permit. 

DR.\FTING  INFORMATION:  The  prin- 
cipal persons  involved  in  drafting  this 
rule  are:  Mr.  George  B.  Entwistle,  Proj- 
ect Manager,  and  Mr.  Michael  N.  Mer- 
vin.  Project  Attorney. 

Discussion  of  M.^jor  Comments 

The  comment  requested  that  the  defi- 
nition of  a  permit  be  amended  to  elim- 


inate Coast  Guard  review  of  roadways 
remote  from  a  bridge  which  are  more  of 
an  environmental  than  of  a  navigational 
concern.  The  National  Environmental 
Policy  Act  of  1969  requires  the  Coast 
Guard  to  assess  the  environmental  im- 
pacts of  all  causal  relationships  between 
a  proposed  bridge  and  construction  of 
new  highways.  The  definition  of  a  permit 
has  no  effect  upon  this  process.  There- 
fore, it  would  be  pointless  to  change  the 
definition. 

In  consideration  of  the  foregoing,  the 
proposed  amendments  are  adopted  with- 
out change  as  set  forth  below. 

Note. — The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Eco- 
nornlc  Impact  Statement  under  Executive 
Order  11821,  as  amended,  and  OMB  Circular 
A-107. 

Dated:  June  1,  1977. 

O.    W.    SiLER, 

Admiral.  U.S.  Coast  Guard. 

Commandant. 

1.  Revising  §  1 14.05 'h)  to  read  as 
follows : 

§  114.05      Definitions. 

*  «  •  «  * 

(h)  Permit.  The  term  ''permit"  means 
the  license  permitting  construction  of 
bridges  and  approaches  thereto  in  or 
over  navigable  waters  of  the  United 
States,  issued  under  the  rules  and  regula- 
tions in  this  subchapter. 

*  *  m  ^  * 

2.  Adding  a  new  5  114.45  immediately 
after  §  114.40  to  read  as  follows: 

§  114.4S  Application.*,  extensions  of 
time. 

Extensions  of  time  to  commence  or 
complete  construction  of  a  bridge  or 
remove  a  bridge  that  has  been  replaced 
as  an  element  of  a  permitted  bridge 
project  must  be  submitted  to,  and  re- 
ceived bv.  the  District  Commander  at 
least  30  da^s  before  the  existing  permit 
expires  to  allow  the  permit  to  remain  in 
effect  until  the  final  agency  action  Is 
taken. 

3.  Amending  §115.60fc)(l)  to  read 
as  follows: 

§  115.60  Profpdures  for  handling  appli- 
ralion.«  for  brid;:e  construction 
authorization. 

*  *  •  «  • 

(c>  Notice  and  hearing.  <1)  Public 
hearings  are  held  on  those  cases  where 
there  are  substantial  issues  relevant  to 
the  effect  that  the  proposed  bridge  will 
have  on  the  reasonable  needs  of  naviga- 
tion. The  Chief.  Office  of  Marine  En- 
vironment and  Systems,  issues  the  notice 
of  public  hearing  described  in  paragraph 
(c)  (2)  of  this  section. 

*  «  •  *  • 

(Sec.  5.  28  Stat.  362.  as  amended:  (33  U.S  C. 
401.  491.  525,  535;  49  U.S.C.  1655(g)(6);  49 
CFR1.46(c)  (8),  (9),  (10),  (q)  ) 

I  FR  Doc. 77- 15961  Filed  6-3-77; 8: 45  am) 
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Title  38 — Pensions,  Bonuses  and  Veterans' 

Relief 

CHAPTER   I— VETERANS 
ADMINISTRATION 

PART  36 — LOAN  GUARANTY 

Maximum  Interest  Rate 

AGENCY:  Veterans  Administration. 

ACTION:  Final  regulation 

SUMMARY:  The  amended  regulations 
will  increase  the  maximum  permissible 
interest  rate  on  new  guaranteed,  insured 
and  direct  loans. 

The  Administrator  is  required  to 
establish  a  maximum  interest  rate  for 
loans  guaranteed,  insured  or  made  by 
the  Veterans  Administration  as  he  finds 
the  loan  market  demands.  All  recent 
indicators  have  shown  that  the  loan 
market  has  become  more  restrictive,  Tlie 
maximum  rate  in  effect  for  VA  guar- 
anteed loans  has  not  been  sufficiently 
competitive  to  induce  private  sector 
lenders  to  make  VA  guaranteed  or  in- 
sured loans  without  imposing  substanial 
discounts.  To  assure  a  continuing  supply 
of  funds  for  home  mortgages  through  the 
VA  Loan  Guaranty  program  it  has  been 
det?rmmed  that  an  increase  in  the 
ma,<imum  permissible  rate  is  necessary. 
Th(  increased  return  to  the  lender  will 
make  VA  loans  competitive  with  other 
ava.lable  investments  and  assure  a  con- 
tinuing supply  of  funds  for  VA  guaran- 
teed and  insured  mortgages. 

A1  present  no  change  is  being  made  in 
the  maximum  interest  rate  applicable  to 
the  mobile  home  loan  program  except 
as  to  loans  to  purchase  mobile  home  lots. 
The  lender's  return  on  these  loans  ap- 
pears competitive  with  other  forms  of 
consumer  financing  to  which  this  type 
of  loan  is  comparable  and  no  change  in 
rate  is  justified  at  thLs  time. 

A  loan  to  purchase  a  mobile  home  lot 
is  similar  to  other  real  estate  loans,  and 
for  the  purpose  of  assuring  a  continuing 
supply  of  funds  and  consistency  with 
other  real  estate  programs,  the  rate  on 
these  loans  is  also  being  increased. 

EFFECTIVE  DATE :  May  31,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  George  D.  Moerman,  Loan  Guar- 
anty Service  i264).  Department  of 
Veterans  Benefits.  Veterans  Adminis- 
tration, 810  Vermont  Ave.  NW..  'W'ash- 
ington.  D.C.  20420  '202-389-3042'. 

SUPPLEMENTARY  INFORMATION: 
The  increa.«e  in  the  maximum  allowable 
rate  of  interest  is  accomplished  by 
amending  $s36.4212iai  i2i  and  (3), 
36  4311'ai  and  36  4503<ai.  Title  38.  Code 
of  Federal  Regulations. 

Compliance  with  the  procedure  for 
publication  of  proposed  regulations  prior 
to  final  adoption  is  waived  because  com- 
pliance would  create  an  acute  shortage 
of  mortgage  funds  pending  the  ultimate 
final  date  which   would  necessarily  be 


more  than  30  days  after  publication  in 
proposed  form. 

1.  In  §  36.4212.  paragraph  <&>  i2i  and 
i3>  is  revised  to  read  as  follows: 

§  36.4212    Interest  rates  and  late  charpcs. 

lai  The  interest  rate  charged  the 
borrower  on  a  loan  guaranteed  pursuant 
to  38  U.S.C.  1819  may  not  exceed  the 
following  maxima  except  on  loans 
guaranteed  or  insured  pursuant  to 
guaranty  or  insurance  commitments 
issued  by  the  Veterans  Admmistration 
prior  to  May  31. 1977. 

»  •  •  •  • 

<2i  8 '2  percent  simple  interest  per 
annum  for  that  portion  of  the  loan  which 
finances  the  purchase  of  a  lot  and  the 
cost  of  necessary  site  preparation,  of  any. 

<3'  8'2  percent  simple  interest  per 
annum  on  that  portion  of  a  loan  which 
will  finance  the  cost  of  the  site  prepara- 
tion necessary  to  make  a  lot  owned  by 
the  veteran  acceptable  as  the  site  for 
the  mobile  home  purchased  with  the 
proceeds  of  the  loan  except  that  a  rate 
of  not  to  e.\ceed  12  percent  may  be 
charged  if  the  portion  of  the  loan  to  pay 
for  the  cost  of  such  necessary  site 
preparation  does  not  exceed  S2,500. 
«  •  •  •  • 

2.  In  S  36.4311.  paragraph  lat  is  re- 
\ised  to  read  as  follows : 

§3f>.4311        Inlcrr^l  rali>. 

lai  Excepting  loans  guaranteed  or  in- 
sured pursuant  to  guaranty  or  insurance 
commitments  issued  by  the  Veterans 
Administration  which  specify  an  interest 
rate  in  excess  of  S'a  per  centum  per 
annum,  effective  May  31,  1977.  the  m- 
terest  rate  on  any  loan  guaranteed  or 
insured  wholly  or  in  part  on  or  after  such 
date  may  not  exceed  8 '2  per  centum  per 
annum  on  the  unpaid  principal  balance. 
»  *  *  •  • 

3.  In  s  36.4503  paragraph  <a»  is  re- 
vised to  read  as  follows : 

g  36.4503      ,\m<>uiil  and  amortization. 

<a>  The  original  principal  amount  of 
any  loan  made  on  or  after  October  1, 
1976,  shall  not  exceed  an  amount  which 
bears  the  same  ratio  to  S33.000  as  the 
amount  of  the  guaranty  to  which  the 
veteran  is  entitled  under  38  U.S.C.  1810 
at  the  time  the  loan  i^  made  bears  to 
S17.500  This  limitation  shall  not  pre- 
clude the  making  of  advances,  otherwise 
proper,  subsequent  to  the  making  of  the 
loan  pursuant  to  the  provisions  of 
S  36.4511.  Loans  made  by  the  Veterans 
Administration  shall  bear  interest  at  the 
rate  of  B'2  percent  per  annum. 

a  •  •  «  • 

Approved:  May  26,  1977. 

By  direction  of  the  Administrator. 

RuFvs  H.  Wilson. 
Deputy  Administrator. 

(FR  Doc  77-15883  Filed  6-3-77; 8: 45  am| 


Title  40 — Protection  of  Environment 

CHAPTER   I— ENVIRONMENTAL 
PROTECTION    AGENCY 

SUBCHAPTER    C — AIR    PROGRAtMIS 

|FRL  730-8] 

PART    52— APPROVAL    AND    PROMULGA 
TION    OF    IMPLEMENTATION    PLANS 

Approval  of  Revisions  to  the  Great  Basin 
Unified  Air  Pollution  Control  Districts 
Rules  and  Regulations  for  Alpine.  Inyo, 
and  Mono  Counties  in  the  State  of 
California 

AGENCY:      Environmental     Protection 

Agency. 

ACTION:   Final  rulemaking. 

SUMMARY:  It  is  the  purpose  of  this 
action  to  promulgate  final  approval  of 
revisions  to  the  Great  Basin  Unified  Air 
Pollution  Control  District's  Rules  and 
Regulations  with  the  exception  of  regu- 
lations concerning  new  source  review. 
emergency  episodes,  and  malfunction 

Pursuant  to  section  110  of  the  Clean 
Air  Act.  as  amended,  and  40  CFR  Part 
51,  the  Administrator  is  required  to  ap- 
prove or  disapprove  the  regulations  as 
State  Implementation  Plan  revisions. 
The  Administrator  finds  good  cause  for 
making  this  rulemaking  effective  im- 
mediatelv  since  the  regulations  being 
approved  are  currently  being  enforced 
by  the  State  and  local  air  pollution  con- 
trol agencies,  and  therefore  pose  no 
further  requirement  on  any  affected 
faciliti'. 

EFFECTIVE  DATE:  June  6,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT . 

Frank  M.  Covington,  Director.  Air 
and  Hazardous  Materials  Division,  En- 
vironmental Protection  Agency.  Re- 
gion IX,  Attn.:  David  R.  Souten,  Chief. 
California  SIP  Section.  Air  Programs 
Branch.  100  California  Street.  San 
Francisco,  C A  94111  1415-556-7288'. 

SUPPLEMENTAL  INFORMATION:  On 
July  25.  1973.  revisions  to  the  Alpine 
County,  Inyo  County,  and  Mono  County 
Air  Pollution  Control  Districts'  (APCD' 
Rules  and  Regulations  were  submitted 
to  EP.^.  On  July  1,  1974,  these  Counties 
jomea  together  to  form  the  Great  Basin 
Unified  APCD.  On  January  10,  1975,  and 
April  21,  1976,  revised  Rules  and  Regula- 
tions for  the  Great  Basin  Unified  APCD 
were  submitted  to  EPA.  These  revisions 
were  submitted  by  the  California  Air 
Resources  Board  for  inclusion  in  the 
California  State  Implementation  Plan 
«SIP>.  On  March  24.  1977  <42  FR 
15926'.  EPA  proposed  approval  of  the 
April  21.  1976,  submission  since  it  super- 
seded all  previous  submissions. 

The  Proposed  Rulemaking  Notice  pro- 
vided for  a  30-day  public  comment 
period.  No  comments  were  received  on 
the  changes  being  acted  on  in  this  final 
rulemaking  notice.  A  description  of  the 
regulations  being  acted  on  in  this  rule- 
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niakiiH^    IS    available    in    the    Proposed 
Rulemaking  Notice 

Thi-s  action  also  rescmd.s  the  current 
disapproval  notice  and  substitute  regu- 
lation lor  the  Great  Basin  Unified 
APCD  in  40  CFR  52  224  (a)   and  yh> . 

The  California  Air  Resources  Board 
has  certified  that  the  fjublic  hearing  re- 
quirenient.s  oi  40  CFR  51  4  have  been 
satisfied 

I  sec    110  of  the  Clean   Air  Act.  as  amended 
i4'J  use    1857C-5)   » 

Dated:  May  27.  1977. 

Douglas  M.  Costle, 

Administrator. 

Subpart  F  of  Part  52  of  Chapter  1. 
ntle  40  of  the  Code  of  Federal  Regula- 
tions IS  amended  a.s  follows 

Subpart  F — California 

1  Section  52  220.  paragraph  tc>  is  re- 
vised as  follows; 

§  52.220      i<l<  Mlirii  alion  of  plan. 


•CI 


(21'    '    •    • 

fxxiv  Alpine  County  APCD 

<Ai  Rules  1.1  to  1.5.  2.1  to  2  12.  3  1  to 
3.3,  4  1  to  4.11.  5  1  to  5.18.  and  Agricul- 
tural Burning  Implementation  Plan. 

ixxv    Inyo  Count;,  APCD: 

<A)  Rules  1.1  to  1.5.  2.1  to  2.12.  3  1  to 
3.3.  4.1  to  4.12,  5.1  to  5  18,  and  Agricul- 
tural Burning  Rules  and  Regulations. 

<.\xvii  Mono  County  APCD: 

lAi  Rules  11  to  15,  2.1  to  2.12,  3.1  to 
3.3.  4.1  to  4.11.  5.1  to  5.18,  Regulation  VI, 
Regulation  VII,  and  Agricultural  Burn- 
ing Rules  and  Regulations. 

•  •  •  *  • 

(23 1    •    ♦    • 

(111   Mono  County  APCD: 

(A»   Rules  2.8-1  and  2.9. 

•  •  •  «  • 

(26i    •    •     * 
•   ixiii'  Great  Basin  Unified  APCD 

I  A'  Rules  11  to  1.5.  2  1  to  2.12,  3  1  to 
3  11    4  1  to  4  12.  and  5.1  to  5  18 

«  «  «  • 

<31)    •   •   • 

(A^    •   '   ' 

'B'  Rules  100  to  107.  215,  300  to  303, 
400  to  402.  404  to  413,  416  to  421,  500  to 
501    600  to  616.  and  800  to  817. 

•  *  •  •  * 

2.  Section  52.224.  paragraph  (a)  is  re- 
vised as  follows: 

§  52.22  t       (.riicral  rfcinirrnirnt*. 

(ai       ■    • 

(7)   Great  Basin  Valleys  Intrastate 

(i)   Great  Basm  Unified  APCD 
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RULES   AND   REGULATIONS 

Title  45 — Public  Welfare 

CHAPTER  11 — SOCIAL  AND  REHABILITA- 
TION SERVICE  (ASSISTANCE  PRO- 
GRAMS), DEPARTMENT  OF  HEALTH, 
EDUCATION,   AND  WELFARE 

PART  201 — GRANTS  TO  STATES  FOR 
PUBLIC   ASSISTANCE    PROGRAMS 

Repayment  of  Federal  Funds  by 
Installments 

.AGENCY:  Department  of  Healuh,  Edu- 
cation, and  Welfare  (HEW) . 

ACTION :  Final  regulation. 

SUMMARY:    This  new   regulation  will 

permit  State  agencies  owing  significant 
amount-s  of  Federal  funds  to  repay  them 
bv  m.stallment.s  over  a  period  up  to  3 
years  The  regulations  apply  when  hard- 
.ship  would  re.sult  from  immediate  repay- 
ment of  the  entire  amount.  The  policy 
was  developed  in  response  to  State 
agency  requests  It  will  avoid  potential 
adverse  impact  on  the  assistance  pro- 
gram."* 

EFFECTIVE  DATE:  The  regulation  will 

be  effective  on  June  6.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Kent  Dickson,  area  code  202-245-1738 

SUPPLEMENTARY  INFORMATION: 
N.tiL-e  of  proposed  rulemaking  was  pub- 
iLshecl  on  Januarj^  19.  1977  (42  FR  3664) 
with  cpportumty  for  public  comment 
through  March  7.  1977.  A  single  com- 
ment, from  a  State  agency: 

1.  Pointed  out  that  the  regulation  does 
not  specify  payment  amounts;  and 

2.  Suggested  that  a  standard  form  be 
developed  to  track  repayments.  The  De- 
partment prefers  to  leave  States  free  to 
.set  payments  at  or  above  the  established 
minimums  and  to  use  whatever  controls 
are  appropriate  to  their  accounting  sys- 
tem ,s. 

The  purpose  of  the  regulations  is  to 
prevent  fiscal  hardship  on  States,  and  to 
avoid  the  possibility  that  they  might  be 
forced  to  cut  back  the  public  assistance 
programs  and  tlius  adversely  aflfect 
beneficiaries  of  those  programs. 

The  basis  for  the  regulation  is  the  De- 
partment s  belief  that  the  policy  will  en- 
able States  to  operate  tiieir  programs 
more  effectively.  No  change  has  been 
made  m  response  to  the  single  comment. 
The  regulation,  as  proposed,  is  adopted. 

45  CFR  Part  201  is  amended  by  adding 
a  new  §  201.66  to  read  as  follows: 

§201.66      Kt'pavniont    of    Federal    funds 
l>\  m-<lallnifnt!>. 

ia»  Basic  Conditions.  When  a  State 
has  been  reimbursed  Federal  funds  for 
expenditures  claimed  under  titles  I,  IV- 
A  VI,  X,  XIV,  XVI  (AABD),  XIX  or  XX 
whicn  are  later  determined  to  be  unal- 
lowable for  Federal  financial  participa- 
tion, the  State  may  make  repayment  of 


such  Federal  funds  in  installments  pro- 
vided : 

1 1 »  The  amount  of  the  repayment  ex- 
ceeds 2 '  2  percent  of  the  estimated  annual 
State  share  for  the  program  in  which 
the  unallowable  expenditure  occurred  as 
set  forth  in  paragraph  tb)  of  this  sec- 
tion; and 

(2)  The  Stote  has  notified  the  Re- 
gional CommLssioner  in  w-riting  of  its  in- 
tent to  make  installment  repayments. 
Such  notice  must  be  given  prior  to  the 
time  repayment  of  the  total  was  other- 
wise due. 

(b)  Criteria  governing  installment  re- 
payments. Q)  The  number  of  quarters 
over  which  the  repayment  of  the  total 
unaUowable  expenditures  will  bt  made 
will  be  determined  by  the  percentage  the 
total  of  such  repayment  is  of  the  esti- 
mated State  .sliare  of  the  annual  ex- 
penditures for  the  specific  program 
against  which  the  recovery  is  made,  as 
follows : 

Total  repayment  amount  Number  of 

as  percentage  of  State  quarters 

share  of  annual  expenditures  to  make 

for  the  specific  program  repayment 

2.6  pet.  or  less 1 

Greater  than  2.5,  but  not  greater  than 

5    2 

Greater  than  5,  but  not  greater  than 

7.5 3 

Greater  than  7,5,  but  not  greater  than 

10   4 

Greater  than  10.  but  not  greater  than 

15    6 

Greater  than  15.  but  not  greater  than 

20    6 

Greater  than  20,  but  not  greater  than 

25    7 

Greater  than  25.  but  not  greater  than 

30    _ 8 

Greater  than  30.  but  not  greater  than 

47.5 9 

Greater  than  47.5,  but  not  greater  than 

65    10 

Greater  than  65,  but  not  greater  than 

82.5 11 

Greater  than  82.5,  but  not  greater  than 

100    12 

The  quarterly  repayment  amounts  for 
each  of  the  quarters  in  the  repayment 
schedule  shall  not  be  less  than  the  fol- 
lowing percentages  of  the  estimated 
State  share  of  the  annual  expenditures 
for  the  program  against  which  the  recov- 
ery is  made. 

Repayment 

installment 

may  not  be 

less  than 

For  each  of  the  these 

following  quarters:  percentages 

1  to  4 2.5 

5  to  8 6,0 

9  to   12 17.5 

If  the  State  chooses  to  repay  amounts 
representing  higher  percentages  during 
the  early  quarters,  any  corresponding 
reduction  in  required  minimum  per- 
centages would  be  applied  first  to  the 
last  scheduled  payment,  then  to  the 
next  to  the  last  payment,  and  so  forth 
as  necessary. 


FEDERAL   REGISTER,    VOL     42,    NO     108 — MONDAY,    JUNE   6,    1977 


RULES   AND    REGULATIONS 


2888.1 


(2)  The  latest  SRS-OA-25  submitted 
by  the  State  shall  be  u.sed  to  estimate 
the  State's  share  of  annual  expenditures 
for  the  specific  prijgram  in  which  the 
unallowable  expenditures  occurred.  That 
estimated  share  shall  be  the  sum  of  the 
States  share  of  the  estimates  las  shown 
on  the  latest  SRS-OA-25  ■  for  four  quar- 
ters, beginning  with  the  quarter  in 
which  the  first  installment  is  to  be  paid. 

(3)  In  the  case  of  a  program  termi- 
nated by  law  or  by  the  State,  the  actual 
State  share — rather  than  the  astiniate — 
shall  be  used  lor  deternuiung  whether 
the  amount  of  the  repayment  exceeds 
2'2'^r  of  the  annual  State  share  for  the 
program.  The  annual  State  share  in 
these  cases  will  be  determ-ined  using 
payments  computable  for  Federal  fund- 
ing as  reported  for  the  program  by  the 
State  on  its  Quarterly  Statement  of 
Expenditures  iSRS-OA-41'  reports 
submitted  lor  the  last  four  quarters  pre- 
ceding the  date  on  which  the  program 
was  terminated. 

(4)  Repayment  shall  be  accomplished 
through  adjustment  in  the  quarterly 
grants  over  the  period  covered  by  the 
repayment  schedule. 

i5'  The  amount  of  the  repayment  for 
purpose  of  paragraphs  i  a  >  and  '  b  >  of 
this  section  may  not  include  any  amount 
previously  appi-oved  for  installment  re- 
payment. 

(6)  The  repayment  schedule  may  be 
extended  beyond  12  quarterly  install- 
ments if  the  total  repayment  amount  ex- 
reeds  100^'>  of  the  estimated  State  share 
of  annual  expenditures. 

In  these  circumstances,  the  criteria  in 
paragraphs  'b)  d'  and  (2'  or  '3'  of 
this  section,  as  appropriate,  shall  be  fol- 
lowed for  repayment  of  the  amount  equal 
to  100^7  of  the  annual  State  share  The 
remammg  amount  of  the  repayment 
shall  be  m  quarterly  amounts  not  less 
than  those  for  the  9tii  through  12th 
quarters. 

(7)  The  amount  of  a  retroactive  claim 
to  be  paid  a  State  will  be  offset  against 
any  amounts  to  be,  or  already  being, 
repaid  by  the  State  in  installments,  un- 
der the  same  title  of  the  Social  Security 
Act.  Under  this  provision  the  State  may 
choose  to: 

(i)  Suspend  payments  until  the  retro- 
active claim  due  the  State  has.  in  fact 
been  offset ;  or 

<iii  Continue  payments  un»il  the  re- 
duced amount  of  its  debt  i  remiaining 
after  the  offset  > ,  has  been  paid  in  full 

Tills  second  option  would  resiUt  in  a 
shorter  payment  period. 
A  retroactive  claim  for  the  purpose 
of  this  regulation  is  a  claim  applicable 
to  any  period  ending  12  months  or  more 
prior  to  the  beginning  of  the  quarter  in 
which  the  payment  is  to  be  made  by  the 
Service. 

(8)  Interest  on  repayments  will  not  be 
charged  unless  mandated  by  court  order 

I  Sec.  1102,  49  Stat.  647  (42  C.S.C.  1302).) 

1  Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No6  13  714 — Medlca!  .^ssLst&r.ce  Pro- 
grain,    13  724 — Public    -^-^istaiice-^ta**    and 


Local  Training;  13  748— Work  Incentive  Pro- 
gram— Child  Care — Employment  Related 
Supportive  Services;  13  754 — F>ub!ic  Assist- 
ance— Social  Services;  13  761 — Puciic  Assist- 
ance— Maintenance  Assistance  (State  Aid): 
and  13. Til — Social  Services  for  Low  Incoine 
and   Public   Afsistance   Recipients) 

Note. — The  Department  had  determined 
that  this  document  does  not  require  prepa- 
ration of  an  Inflationary  Impact  Statement 
under  Executive  Order  11821  and  OMB  Cir- 
cular A-107. 

Dated:  June  1.  1977 

Joseph  A.  Califano,  Jr., 

Secretary. 

IFR  Doc. 77-16905  Piled  6-3-77; 8  45  am) 


CHAPTER  III— OFFICE  OF  CHILD  SUP 
PORT  ENFORCEMENT  (CHILD  SUPPORT 
ENFORCEMENT  PROGRAM),  DEPART 
MENT  OF  HEALTH,  EDUCATION.  AND 
WELFARE 

PART  304 — FEDERAL  FINANCIAL 
PARTICIPATION 

Repayment  of  Federal  Funds  by 
Installments 

AGENCY:  Office  of  Child  Support  En- 
forcement. HEW. 

-ACTION:  Fmal  regulation. 

SUMM.VRY:  This  new  regulation  will 
permit  State  agencies  owing  significant 
amounus  of  Federal  funds  to  reioay  them 
by  installments  over  a  period  up  to  3 
years  The  regulation  applies  when  hard- 
ship would  result  :rom  immediate  re- 
payment of  tne  entire  amount  The  pol- 
icy was  developed  m  respon.se  to  State 
agency  requests.  It  will  a\oid  patential 
adverse  impact  on  the  cluld  support  en- 
forcement program. 

EFFECTIVE  DATE     The   regulation   is 

effecti'.t  on  June  6.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

S'o/anne  M  Duval.  202-472-4510. 

SUPPLEMEXT.ARY  INFORMATION 
Notire  of  proposed  rulemakmg  was  pub- 
lished en  JaiiuaiT  !&.  1977  '  4J  FR  3663' 
with  opportunity  for  public  comment 
through  March  7.  1977.  A  suigle  com- 
ment from  a  Statue  agency  suggested  that 
the  method  and  the  amount  of  repay- 
ment wluch  qualifies  for  installments  be 
open  to  negotiation. 

The  Department  prefers  to  establish  a 
minimum  repayment  schedule  and  leave 
Suites  free  to  set  paym.ents  at  or  above 
the  established  minimum. 

The  purpose  of  the  regulation  is  to 
prevent  fiscal  hardship  on  States,  and  to 
avoid  the  po.ssibihty  that  they  might  be 
forced  to  cut  back  the  child  support  en- 
forcement program  and  thus  adversely 
affect  benefic lanes  of  this  program.  The 
basis  for  tiie  regulation  is  the  Depart- 
ment's behef  that  the  policy  will  enable 
States  to  operate  their  programs  more 
effectively  No  change  has  been  n.ade  in 
response  to  the  single  comment  The  reg- 
ulation, as  proposed,  is  adopted 

45  era  Part  304  is  amended  by  adding 
a  new  Section  304  40  to  read  as  follows 


§  304.40      Repavmctil    of    Fcdrral    funds 
b>  inslallnicnts. 

<ai  Basic  Conditions.  When  a  State 
has  been  reimbursed  Federal  funds  for 
expenditures  claimed  under  title  TV-D. 
which  is  later  determined  to  be  unal- 
lowable for  Fedeial  financial  participa- 
tion, the  State  may  make  repayment  of 
such  Federal  funds  in  installments  pro- 
vided: (1)  The  amount  of  the  repay- 
ment exceeds  2';  percent  of  the  esti- 
mated annual  State  share  of  expendi- 
ture? for  th^  rV'-D  program  as  set  forth 
in  paragraph    'b'    of   this  section:    and 

(2>  The  State  has  notified  the  OCSE 
Regional  Representative  in  writing  of  its 
intent  to  make  installment  repayments 
Such  notice  mast  be  given  prior  to  the 
time  repayment  of  the  total  was  other- 
wise due. 

b'  Criteria  governing  installment  re- 
payments. '1)  The  number  of  quarters 
over  which  the  repayment  of  the  total 
unallo'.vablc  ex^penditures  will  be  made 
will  be  determined  by  the  percentage  the 
total  of  such  repaym.ent  is  of  the  esti- 
mated State  share  of  the  annual  expen- 
ditures for  the  rV-D  program  as  follou-s: 

Total  repayment  amcmnt  Number  of 

as  percentage  of  State  share  Quarters 

of  annuil  expenditura  to  make 

for  the  IV-D  program  repayrnent 

25  percent  or  less 1 

Greater  than  2  5,  hut  not  greater  tb&n 

5    2 

Greater  than  5.  but  not  greater  than 

75 --  3 

Greater  than  7.5.  but  not  greater  Utum 

10    4 

Greater  than  10,  but  not  greater  than 

15       S 

Greater  than  IS,  but  not  greater  than 

20    6 

Greater  than  20.  but  not  greater  than 

25      - 7 

Greater  than  25,  but  not  greater  tbaa 

30    8 

Greater  than  30.  but  not  g^reater  than 

t7.5     -- 9 

Greater    than    47.5,    but    not    greater 

than  65 10 

Greater  than  65,  but  not  greater  than 

82  5     U 

Greater  than  82.5.  but  not  greater  than 

100    '.2 

The  quarterly  repayment  amounts  lor 
each  of  the  quarters  in  the  repayment 
schedule  shall  not  be  less  than  the  fol- 
lowing percentages  of  estimated  State 
share  of  the  annual  expenditures  for  the 
program  against  which  the  recovery  u*- 
made 

Repai/m^nt 

install'^rnt 

rnay  riot 

be  less 

than  these 

percentages 

For  each  of  the  than  thr^e 

following  quarters:  percentages 

1  to4 -— 2  6 

5  to8 5.0 

g   to   12 - 17-5 

If  the  State  chooses  to  repay  amounts 
representing  higher  percentages  durmg 
the  parly  quarters,  any  corresponding 
reduction  in  required  ftinimum  percent- 
ages would  be  applied  first  to  the  last 
scheduled  payment,  then  to  the  next  to 
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the  last  paj-ment.  and  so  forth  as 
necessary 

(2)  The  latest  OCSE-OA-25  sub- 
mitted by  the  State  shall  be  used  to 
estimate  the  State's  share  of  annual  ex- 
penditures for  the  IV-D  program.  That 
estimated  share  shall  be  the  sum  of  the 
State's  share  of  the  estimates  las  shown 
on  the  latest  OCSE-OA-25)  for  four 
quarters,  beginning  with  the  quarter  in 
which  the  first  installment  is  to  be  paid. 

'3'  In  ca.-,e  of  termination  of  the  pro- 
gram, the  actual  State  share — rather 
than  the  estimate — shall  be  used  for  de- 
termining whether  the  amount  of  the 
repayment  exceeds  2 '2  percent  of  the 
annual  State  share  for  the  IV-D  pro- 
gram. The  annual  State  share  in  these 
cases  will  be  determined  using  payments 
computable  for  Federal  funding  as  re- 
ported for  the  program  by  the  State  on 
its  Quarterly  Statement  of  Expenditures 
(SRS-OA-41'  reports  submitted  for  the 
last  four  quarters  preceding  the  date  on 
which  the  program  was  terminated. 

i4»  Repa>Tnent  shall  be  accomplished 
through  adj'ustment  in  the  quarterly 
grants  over  the  period  covered  by  the 
repayment  schedule. 

'  5 »  The  amount  of  the  repayment  for 
purpose  of  paragraphs  la*  and  ibi  of 
this  section  may  not  include  any  amount 
previously  approved  for  installment  re- 
payment. 

1 6 1  The  repayment  schedule  may  be 
extended  beyond  12  quarterly  install- 
ments if  the  total  repayment  amount  ex- 
ceeds 100'"  of  the  estimated  State  share 
of  annual  expenditures. 

In  these  circumstances,  the  criteria  in 
paragraphs  (b>  <li  and  (2)  or  '3'  of 
this  section,  as  aproprlate,  shall  be  fol- 
lowed for  repayment  of  the  amount  equal 
to  100'"^  of  the  annual  State  share.  The 
remaining  amount  of  the  repayment 
shall  be  m  quarterly  amounts  not  less 
than  those  for  the  9th  through  12th 
quarters. 

(7»  The  amount  of  a  retroactive  claim 
to  be  paid  a  State  will  be  offset  against 
any  amounts  to  be,  or  alreadly  being,  re- 
paid by  the  State  In  installments,  under 
the  same  title  of  the  Social  Security  Act. 
Under  this  provision  the  State  may 
choose  to : 

'i>  Suspend  paj-ments  until  the  retro- 
active claim  due  the  State  has.  in  fact, 
been  offset ;  or 

111'  Continue  payments  until  the  re- 
duced amount  of  its  debt  (remaining 
after  the  offset),  has  been  paid  in  full. 
This  second  option  would  result  in  a 
shorter  pajTuent  period. 
A  retroactive  claim  for  the  purpose  of 
this  regulation  is  a  claim  applicable  to 
any  period  ending  12  months  or  more 
prior  to  the  begirming  of  the  quarter  in 
which  the  pa>Tnent  is  to  be  made  by  the 
Service. 

1 8 '  Interest  on  repayments  will  not  be 
charged  unless  mandated  by  court  order. 
Sec    1102.  49  Stat.  647  (42  tJ.S.C.  1302).) 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No  13  679 — Child  Support  Enforce- 
ment ) 

Note — The  Department  has  determined 
that  this  document  does  nor  require  prepa- 
ration of  an  Inflationary  Impact  Statement 


under  Executive  Order  11821  and  OMB  Cir- 
cular A-107. 

Joseph  F.  Califano,  Jr., 
Secretary. 

FR  Doc  77-15906  Piled  6-3-77:8  45  am] 

Title  46^Shipping 

CHAPTER    1 — COAST   GUARD, 
DEPARTMENT   OF  TRANSPORTATION 

ICGD  77-006] 

PART  2— VESSEL  INSPECTIONS- 

Reports  of  Casualties  and  Accidents 

AGENCY:  Coast  Guard,  DOT. 

ACTION :  Final  rule. 

SUMMARY :  The  Coast  Guard  is  deleting 
46  CFR  2.20-60  because  the  essence  of 
the  regulations  for  requiring  a  written 
nctice  from  the  master,  owner,  agent,  or 
operator  of  a  vessel  involved  in  a  marine 
casualty  is  contained  in  46  CFR  Part  4 
and  33  CFR  Part  173  and  174.  These  reg- 
ulations are  superfluous  and  should  not 
l:e  in  Part  2  of  46  CFR  since  this  part 
applies  only  to  vessel  inspections. 

EFFECTIVE  DATE:  July  6,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Captain  George  K.  Greiner,  Marine 
Safety  Council  (G-CMC/81),  Room 
8117.  Department  of  Transportation, 
Nassif  Building,  400  Seventh  Street, 
S.W.,  Washington,  D.C.  20590,  (202 
426-1477).  The  principal  persons  in- 
volved in  drafting  this  rule  are;  Lieu- 
tenant Anthony  Regalbuto,  Project 
Manager,  and  Mr.  Michael  Mervln, 
Project  Attorney. 

SUPPLEMENTARY  INFORMATION: 
The  Coa.st  Guard  finds  under  5  U.S.C. 
553 1  b '  ( 3 1  ( B I  that  a  notice  of  proposed 
rulemaking  is  unnecessary  since  the  de- 
letion of  4C  CFR  2.20-60  merely  elimi- 
nates duplication  of  46  CFR  Part  4  and 
33  CFR  Partfi  173  and  174. 

§2.20-60      [Revoked] 

In  consideration  of  the  foregoing,  Part 
2  of  Title  40  of  the  Code  of  Federal  Regu- 
lations is  amended  by  deleting  §  2.20-60. 

133  use  361.  4«  U.SC.  626p.  49  U.S.C.  1655 
(b),  49  CFR  1  45(a)  (2)  and  1.46(b).) 

Dated:  May  31.  1977. 

O.  V/.  SiLER, 

Admiral.  U.S.  Coast  Guard 
Commandant. 
|FR  Doc  77-15960  Filed  6-3-77:8:45  ami 


[CGD  75-041) 

PART  31— INSPECTION   AND 
CERTIFICATION 

PART  151— UNMANNED  BARGES  CARRY- 
ING CERTAIN  BULK  DANGEROUS 
CARGOES 

Loading  Information  for  Tank  Vessels 

AGENCY;  Coast  Guard,  DOT. 

ACTION;  Final  rules, 

SUMMARY:  This  rule  making  amends 
the  regulations  for  tank  vessels  to  re- 


quire all  tank  vessels  over  300  feet  in 
length  to  have  the  loading  information 
required  for  vessels  subject  to  the  load 
line  regulations  in  Parts  42  and  45  of 
Title  46.  The  effect  of  these  regulations 
will  be  to  require  new  tank  barges  and 
other  new  tank  vessels  operating  solely 
on  inland  waters  or  on  special  service 
coastwise  voyages  to  have  this  informa- 
tion. The  load  line  regulations  already  re- 
quire other  tank  vessels  to  have  the  in- 
formation. 

This  rule  making  is  based  upon  a  Coast 
Guard  review  of  recent  barge  designs 
The  review  shows  that  several  new  barges 
have  proportions  similar  to  a  T-2  tanker 
and  that  vessels  with  these  proportions 
that  are  over  300  feet  in  length  can  be 
subject  to  unsafe  stress  levels  if  not  prop- 
erly loaded.  The  requirements  are  also 
based  upon  investigation  of  barge  casual- 
ties in  which  improper  loading  led  to 
structural  dama,ge. 

EFFECTIVE  DATE;  These  amendments 
become  effective  on  September  6.  1977. 

FOR  FUfRTHER  INFORMATION  CON- 
TACT; 

Captain  George  K.  Greiner,  Marine 
Safety  Council  (G-CMC/8I1,  Room 
8117,  E>epartment  of  Transportation. 
Nassif  Building.  400  Seventh  Street, 
S.'W..  'Washmgton,  DC.  20590.  (202- 
426-1477). 

SUPPLEMENTARY  INFORMATION:  A 
notice  of  proposed  rule  making  was  pub- 
lished in  the  Pideral  Register  on  Oc- 
tober 12,  1976  (41  FR  44711).  Interested 
persons  were  invited  to  submit  written 
comments  l)efore  November  29.  1976.  Five 
comments  were  received  two  of  which 
concurred  with  the  rules  as  proposed. 

DRAFTING  INFORMATION:  The  prin- 
cipal persons  involved  in  drafting  these 
rules  are:  RaJph  E.  Johnson.  Project 
Manager.  Office  of  Merchant  Marine 
Safety,  and  William  R.  Register,  Project 
Attorney.  Office  of  Chief  Counsel. 

Discussion  or  Major  Comments 

One  commaiter  proposed  that  the 
loading  information  required  by  the  pro- 
posed rules  be  simplified  and  restricted 
to  the  sequence  erf  loading,  unloading. 
and  ballasting  operations.  The  current 
regulations  in  Parts  42  and  45  describe  in 
general  terms  tlie  type  of  loading  infor- 
mation required  for  a  tank  vessel.  The 
operator  of  the  vessel  is  in  the  best  posi- 
tion to  develop  for  Coast  Guard  approval 
the  specific  form  and  content  of  the  in- 
formation; and.  accordingly,  no  detailed 
requirements  concerning  the  form  and 
content  of  loading  information  are  in- 
cluded in  the  regulations. 

One  commenter  concluded  that  smce 
the  proposed  regulations  did  not  refer- 
ence existing  barge."',  the  notice  was  not 
applicable  to  these  vessels.  The  commen- 
ter's  conclusion  is  correct  and  the  final 
regulations  have  been  clarified  to  provide 
that  they  apply  to  vessels  on  which  con- 
struction begins  after  the  regulations  be- 
come effective. 

One  commenter  objected  to  the  pro- 
posed regulations  as  being  examples  of 
over-regulation.  He  said  that  large  num- 
bers of  barges  are  loaded  each  year    and 
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that  because  few  mishaps  have  occurred. 

a  requirement  for  these  vessels  to  have 
approved  loading  information  is  not  jus- 
tified. The  Coast  Guard  disagrees.  Use  of 
the  loading  information  required  by  the 
regulations  on  vessels  over  300  feet  in 
length  can  prevent  miproper  loading  and 
casualties  of  the  type  described  m  the 
notice  of  proposed  rulemaking.  If  one  of 
these  vessels  is  improperly  loaded,  it  caii 
be  subject  to  unsafe  stress  levels  and  a 
resultmg  structural  failure. 

The  final  regulations  have  been  clari- 
fied to  emphasize  that  they  apply  both 
to  tank  barges  carrying  cargoes  regu- 
lated under  Subchapter  D  of  Title  46 
and  to  tank  barges  cam'ing  cargoes 
regulated  under  Part  151  of  Subchapter 
O  Both  the  proposed  regulations  and  the 
preamble  to  the  notice  of  proposed  riUe 
making  state  that  the  regulations  would 
apply  to  all  tank  ve.ssels.  This  includes 
both  tankships  and  tank  barges  whether 
manned  or  unmanned. 

In  consideration  of  the  foregoing. 
Parts  31  and  151  of  Title  46.  Code  of  Fed- 
eral Regulations,  are  amended  as  fol- 
lows ; 

1.  By  adding  a  new  §  31.10-32  to  Part 
31  to  resid  as  follows; 

§31.10—32      Loudine      iiiformaiion-TB/ 
ALL. 

ia>  This  section  applies  to  each  tank- 
ship  and  tank  barge  the  construction  of 
which  begins  on  or  after 

(b>  Each  tank  ves.sel  over  300  feet  in 
length  must  have  the  loading  informa- 
tion prescribed  in  either  §  42.15-1 1  a)  or 
§45.105'ai  of  this  chapter.  For  tank 
vessels  subject  to  the  Load  Lin&  Acts  the 
information  must  be  approved  by  the 
Commandant  or  by  a  recognized  classi- 
fication society  that  is  approved  by  the 
Commandant.  For  tank  vessels  not  sub- 
ject to  the  Load  Line  Acts  loading  in- 
formation must  be  approved  by  the  Com- 
mandant. If  the  vessel  is  a  tankship,  the 
approved  information  must  be  provided 
to  the  master  of  the  vessel.  If  the  vessel 
is  a  tank  barge,  the  information  must  be 
provided  to  the  person  in  charge  of  han- 
dling the  cargo  during  loading  or  off- 
loading of  the  barge. 

(2i  By  adding  in  Part  151  a  new  par- 
agrapli  (C-1)  after  paragraph  (c)  of 
§  151.01-10  to  read  as  follows: 

§  15L01— 10      .\ppliration     of    \essrl     in- 
spection repulalions. 

•  •  *  •  • 

(c-l)  Each  unmanned  tank  barge  con- 
structed on  or  after  that  carries  in  bulk 
a  cargo  listed  in  Table  151.01-10'b>  and 
that  is  certificated  under  Subchapter  I 
of  this  chapter  must  meet  the  loading  in- 
formation requirements  in  §  31.10-3^  of 
this  chapter. 

•  •  •  *  • 

1 46  use.   170  and  391a;   49  VJSC.  1655(b); 
49  CFR  1.46.) 

Note— The  Coast  Ouard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring;  preparation  of  an  Eco- 
nomic   ImpMtct    Statement    under    Executive 


Order  11821.  as  amended,  and  OMB  Circular 
A-107 

Dated;  May  31.  1977. 

O.  W.  SiLER. 

Admiral.  U.S.  Coast  Guard 
Command.nr'* 

I  PR  Doc.  77-15962  Plied  6-3-77; ft  :4.'i  am  ' 


Title  47 — Te'ecommunication 

CHAPTER  I— FEDERAL 
COMMUNICATIONS   COMMISSION 

(PCC  77-3411 
PART   1 — PRACTICE   AND   PROCEDURE 

Amendment  of  Ru'es  Concerning  Motions 
for  Extensions  of  Time 

AGENCY;  Federal  Communications 
Commission. 

ACTION:  Order. 

SUMMARY:  The  Commission,  on  its  own 
motion,  revised  the  rule  on  granting  of 
motions  for  extension  of  time  for  filing 
pleadings  in  rulemaking  proceedings. 
Originally,  we  had  applied  the  rule  orily 
to  deadlines  specified  after  the  matter 
became  a  docketed  proceeding  The  i-ule, 
as  revised,  requires  that  motions  for  ex- 
tension of  time  to  file  resoonses  to  peti- 
tions for  rulemaking,  replies  to  such  re- 
sponses, comments  filed  in  response  to 
notice  of  proposed  rulemaking,  replies  to 
such  comments  and  other  papers,  shall 
be  filed  at  least  7  days  before  the  cur- 
rently specified  filing  date.  Tlie  rule  was 
revised  in  order  to  achieve  uniformity  of 
treatment. 

DATE;  Effective  June  10.  1977. 

ADDRESS;  Federal  Communications 
Commission,  Washmgton,  DC.  20554. 

FOR  FTTRTHER  INFORMATION  CON- 
TACT: 

Mildred  B.   Nesterak,   Broadcast  Bu- 
reau, 202-632-7792. 

SUPPLEMENTARY       INFORMATION; 

'Adopted:  May  19,  1977, 

Released;  May  27, 1977. 

Order.  In  the  matter  of  amendment  of 
SS  1.46ib>  and  1  415te)  rules  of  practice 
and  procedure. 

1.  The  CommL'^sion  has  under  consid- 
eration H  1.46  and  1.415  of  its  rules. 
dealing  with  the  granting  of  motions  for 
extension  of  time  for  filing  pleadings. 
Section  1.4€<bi  presently  provides  that 
such  motions  for  exterision  of  time  to  file 
comments,  reply  comments  or  other 
papers  in  rule  making  proceedings  con- 
ducted shall  be  filed  at  least  7  days  before 
the  currently  specified  filing  date.  In 
rulemaking  proceedings  the  comments 
of  all  participants  are  due  on  the  same 
day.  and  the  identity  of  participants  is 
not  known  until  their  comments  have 
been  filed.  Therefore  motior^s  for  exten- 
sion of  tune  cannot  be  served  on  other 
participants  and  since  the  extension,  if 
granted,  i&  almost  invariably  granted  to 
all  participants,  rather  than  only  to  the 


moving  party,  interested  i>ersons  become 
informed  of  the  grant  only  tlirough  a 
public  notice  issued  by  the  Commission 
In  such  circumstances,  last  minute  re- 
quests for  extension  of  time  are  a  source 
of  possible  prejudice  to  other  partici- 
pants. 

2.  Until  now  we  have  applied  the  rule 
onlv  to  deadlines  specified  after  the  mat- 
ter has  become  a  docketed  proceeding 
Thus,  motions  for  extension  of  time  in 
which  to  file  responses  to  a  petition  for 
rule  making  or  replies  to  those  responses, 
steps  which  occur  before  the  case  is 
docketed,  are  not  now  covered  by  the 
rule.  In  our  experience  this  difference  in 
treatment  is  not  a  necessary  one  and  does 
not  lead  to  fairer  administration  of  the 
rule  making  process.  In  fact  our  experi- 
ence suggests  to  us  the  appropriateness 
of  changing  our  approach  to  achieve  uni- 
formity of  treatment.  We  are  also  revis- 
ing 5  1.415(e)  which  refers  the  reader  to 
S  1.46ibi  for  the  time  limits  for  filing 
extensions  in  rulemaking  cases  As  re- 
vised it  will  include  responses  to  petitions 
for  rulemaking  and  replies  to  such  re- 
sponses m  addition  to  comments  filed  in 
response  to  notices  of  proposed  rulemak- 
ing and  replies  to  such  comments  Be- 
cause the  amendmerTt  is  procedural,  the 
prior  notice  provisions  of  5  U.S.C.  are 
inapplicable — see  section  553(b)  (3»  ( A>  — 
and  we  shall  amend  5?  1  46(bi  and  1415 
(ei  at  this  time. 

3  Accordingly,  it  is  ordered.  Effective 
June  10.  1977.  That  !f5  1.46'b>  and  1.415 
(e)  of  the  rules  and  practice  and  proce- 
dure are  amended  as  set  forth  below 
Authority  for  tliis  amendment  is  con- 
tained in  sections  4  (ii  and  (j»  and  303 
fr>  of  the  Communications  Act  of  1934. 
as  amended.  47  use.  154  (i»  and  <j>  and 
303'r>. 

(Sees.   4    303.   48   Stat.,    as   amended.    1066. 
1082:    (47  VS.C.  154,  303).) 

Federal  Comtutjnications 

Commission. 
Vincent  J.  Mitllins. 

Secrefary. 

1   Section  1.46(bi  is  revised  to  read  as 
follows; 
§  1.46      Motions  for  r\ten»ion  of  linir. 

(a)    •   •  • 

'b'  Motions  for  extension  of  time  in 
which  to  file  responses  to  petitions  for 
rulemaking,  replies  to  such  responses, 
comments  filed  in  response  to  notice  of 
proposed  rulemaking,  replies  to  such 
oomments  and  other  papers  m  rulemak- 
ing proceedings  conducted  under  Sub- 
part C  of  this  part  shall  be  filed  at  least 
7  days  before  the  hlmg  date  If  a  timely 
motion  Is  demed,  the  n.'sponsess  and  com- 
ments, replies  thereto,  or  other  papers 
need  not  be  filed  until  2  business  days 
Eifter  the  Commission  acts  on  the  mo- 
tion. In  emergency  situations,  the  Cocb- 
mission  will  consider  a  laie-fiied  motion 
for  a  brief  extension  of  time  related  to 
the  duration  erf  the  emergency  and  will 
consider  motions  for  acceptance  of  the 
responses  and  comments,  replies  thereto 
or  other  papers  filed  after  the  fUuig  date. 
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2.  Section  1.415^0   is  revised  to  read 
as  follows : 
§  1.415      ComnH-nts  an<l  replies. 

•  «  •  •  • 

(e>  For  time  limits  for  filing  motions 
for  extension  of  time  for  filing  responses 
to  petitions  for  rulemaking,  replies  to 
such  responses,  comments  filed  in  re- 
sponse to  notices  of  proposed  rulemaking, 
replies  to  such  comments,  see  §  1.46<b>. 
|FR  Doc.77-15893   Filed   6-3-77,8  45   am] 


Title  49 — Transportation 

CHAPTER  I— MATERIALS  TRANSPORTA- 
TION BUREAU,  DEPARTMENT  OF 
TRANSPORTATION 

[Docke*.  No.  HM-103    112;  Arrendments] 

CONSOLIDATION  OF  HAZARDOUS 
MATERIALS    REGULATIONS 

Extension  of  Placarding  Compliance  Date 
.A.GENCY.  Materials  Tran.-portalion  Bu- 
reau, DOT. 
ACTION:  Final  rule. 

SUMM.\RY;  This  rule  extends  the  date 
after  which  the  new  diamond  shaped 
hazardous  materials  placards  prescribed 
la.st  year  under  this  do<-ket  must  be  dis- 
played on  transport  vehicles,  freight  con- 
tainers and  portable  tanks,  from  July  1, 
1977,  to  January  1.  1978.  This  action  is 
taken  because  the  Bureau  has  concluded 
that  the  new  placards  may  not  be  avail- 
able to  certain  shippers  and  carriers  by 
the  current  July  1.  1977.  mandatory  com- 
pliance date.  The  extension  will  provide 
an  additional  six  months  to  assure  that 
an  adequate  supply  oi  placards  is  avail- 
able and  dL^tributed  to  both  shippers  and 
carriers 

EFFECTIVE  DATE:  This  amendment 
altering  the  mandatory  compliance  date 
Ls  effective  on  June  6.  1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Dr  C  H  Thompson.  Acting  Director, 
OfBce  of  Hazardous  Materials  Opera- 
tions. 2100  Second  Street  SW  .  Wash- 
ington. DC.  20590.  Phone  202-426- 
0656. 

SLTPLE.MENTARY       INFORMATION: 

On  December  30,  1976,  the  Materials 
Transportation  Bureau  <  MTB  >  published 
Its  final  document  under  Docket  No.  HM- 
103  112  However,  since  that  time,  addi- 
tional information  has  come  to  the 
MTB's  attention  through  petitions  which 
indicate  that  additional  consideration 
should  be  given  to  the  mandatory  com- 
pliance date  for  placarding  Generally, 
petitioners  contend  that,  for  a  variety  of 
an  adequate  supply  of  new  placards  will 
reasons,  more  time  is  needed  to  assure 
be  available  by  the  mandatory  compli- 
ance date 

Because  of  the  difficulties  not  only  of 
obtaining  placards  but  also  of  having 
them  distributed  to  all  shippers  and 
carriers,  the  MTB  is  granting  a  limited 
extension  to  the  mandatory  compliance 
date  to  assure  that  full  compliance  Ls 
possible  at  the  time  compliance  is  re- 
quired. As  a  consequence  of  this  amend- 


ment, the  new  placarding  requirements 
established  last  year  in  Subpart  F  of  Part 
172  need  not  be  complied  with  until  Jan- 
uary 1.  1978.  provided  that  placarding 
requirements  in  effect  on  June  30.  1976, 
are  complied  with  instead. 

This  document  is  a  relaxation  of  ex- 
isting requirements  and  does  not  impose 
new  requirements.  For  this  reason,  and 
because  of  the  need  for  the  E>epartment 
to  act  in  advance  of  the  existing  July  1. 
1977.  compliance  date,  public  notice  is 
dispensed  with.  This  action  is  not  ex- 
pected to  increase  costs  to  Federal,  State, 
or  local  governments,  to  consumers,  or 
to  the  busines.ses  affected,  and  should  not 
have  any  significant  environmental  im- 
pact. Primary  drafters  of  this  document 
are  Joseph  T.  Homing  and  Chris  Case- 
man,  OfRce  of  Hazardous  Materials 
Operations.  Regulations  Development 
Branch,  and  Douglas  A.  Crockett,  Office 
of  the  Assistant  General  Counsel  for  Ma- 
terials Transportation  Law. 

In  consideration  of  the  foregoing,  the 
103  112  (41  FR  15972,  April  15,  1976), 
effective  date  provision  in  Docket  HM- 
appearmg  at  41  FR  16131,  as  amended 
at  41  FR  26014  iJune  24,  1976),  41  FR 
4^691  (September  20,  1976).  and  41  FR 
57018  (December  30,  1976),  is  further 
amended  by  revising  the  fourth  num- 
bered paragraph  and  amending  the  sixth 
numbered  paragraph  to  read  as  follows: 

Effective  date: 


<4>  Compliance  with  the  provisions  of 
this  amendment  appearing  in  Subpart  F 
of  Part  172  (Placarding)  need  not  be 
complied  with  until  January  1,  1978. 


(6)  For  purposes  of  the  application  of 
Part  174  'except  5  174.25)  to  rail  cars 
from  July  1,  1976,  to  January  1.  1978. 
placards  specified  in  this  amendment, 
and  placards  specified  under  regulations 
in  effect  on  June  30.  1976,  may  be  treated 
as  equivalent  according  to  the  following 
table: 


118  tr.SC.  1803,  1804,  1808;  49  CFR  153(e).) 

Note. — The  Materials  Transportation  Bu- 
reau has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821  and  OMB  Cir- 
cular A-107. 

Issued  in  Washington,  D.C,  on  June  2, 
1977. 

James  T.  CtrRTis,  Jr.. 

Director. 
Materials  Transportation  Bureau. 

(FR  DOC77-16052  Filed  ft-3-77;8:45  am| 


CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

SUBCHAPTER    A— GENERAL    RULES    AND 
REGULATIONS 

[Second  Rev    SO    1237] 

PART  1033— CAR   SERVICE 

Repulations  for  Return  of  Hopper  Cars 

AGENCY:    Interstate    Commerce   Com- 
mission, 

•ACTION:  Emergency  Order  (Second  Re- 
vised Service  Order  No.  1237) . 


SUMMARY:  Second  Revised  Service 
Order  No.  1237  requires  the  return  of 
owning  railroads  of  open  hopper  cars 
owned  by:  The  Baltimore  and  Ohio  Rail- 
road, Bassemer  and  Lake  Erie  Railroad. 
Consolidated  Rail  Corporation.  Louis- 
ville and  Nashville  Railroad,  Norfolk  and 
Western  Railway.  The  Pittsburgh  and 
Lake  Erie  Railroad,  and  Western  Mary- 
land Railway.  There  are  shortages  of 
hopper  cars  on  the  lines  of  the  bene- 
ficiary railroads  for  transporting  ship- 
ments of  coal,  ore,  construction  aggre- 
gates, and  other  bulk  freight. 

DATES:  Effective  11:59  p.m..  May  31, 
1977.  Expires  11:59  p.m..  November  30, 
1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

C.  C.  Robinson,  Chief,  Utilization  and 
Distribution  Branch.  Interstate  Com- 
merce Commission,  Washington,  DC. 
20423.  Telephone  202-275-7840,  Telex 
89-2742, 

SUPPLEMENTARY  INFORMATION: 
The  order  is  reprinted  in  full  below. 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Railroad  Service 
Board,  held  in  Wa.shington,  D.C.  on  the 
25th  day  of  May  1977. 

It  appearing,  that  an  acute  shortage 
of  hopper  cars  exists  in  certain  sections 
of  the  coimtry ;  that  shippers  are  being 
deprived  of  hopper  cars  required  for 
loading  coal,  resulting  in  an  emergency, 
forcing  curtailment  of  their  operations, 
and  thus  creating  great  economic  loss 
and  reduced  employment  of  their  per- 
sonnel; that  coal  stockpiles  of  several 
utility  companies  are  being  depleted: 
that  hopper  cars,  after  being  unloaded, 
are  being  appropriated  and  being  re- 
tained in  services  for  which  they  have 
not  been  designated  by  the  car  owners: 
that  present  regulations  and  practices 
with  respect  to  the  use,  supply,  control, 
movement,  distribution,  exchange,  inter- 
change, and  return  of  hopper  cars  are 
ineffective.  It  is  the  opinion  of  the  Com- 
mission that  an  emergency  exists  requir- 
ing immediate  action  to  promote  car 
service  in  the  interest  of  the  public  and 
the  commerce  of  the  people.  Accordingly, 
the  Commission  finds  that  notice  and 
public  procedure  are  impracticable  and 
contrary  to  the  public  interest,  and  that 
good  cause  exists  for  making  this  order 
effective  upon  less  than  thirty  days' 
notice. 

It  is  ordered,  That: 

§  1033.1237      Regulation'    for    return   of 
hopptr  cars. 

(a)  Each  common  carrier  by  railroad 
subject  to  the  Interstate  Commerce  Act 
shall  observe,  enforce,  and  obey  the 
following  rules,  regulations,  and  prac- 
tices with  respect  to  its  car  service: 

il)  Exclude  from  all  loading  and  re- 
turn to  owner  empty,  either  via  the 
reverse  of  the  service  route  or  direct,  as 
agreed  to  by  the  owner,  all  hopper  cars 
owned  by  the  following  railroads: 

The  Baltimore  and  Ohio  Railroad  Company. 

Reporting  Marks;   B&O 
Be.ssemer  and  L.ike  Erie  Railroad  Company. 

Reporting  Marks:   B&LE. 
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The  Chesapeake  and  Ohio  Railway  Company 
Reporting  Marks :  C&O. 

Consolidated    Rail    Corporation.     Reporting 

Marks;     BA-BWC-CNJ-CR-DL&W-EL- 

ERIE  -  LV  -  NH  -  NYC  -  PC  -  P&E  -  PRR- 

RDG-TOC. 

Louisville  and  Nashville  Railroad  Company 

Reporting  Marks:   L&N-NC-MON. 
Norfolk  and  Western  Railway  Company.  Re- 
porting  Mark.s:    ACY-N&W-NKP-P&WV- 
VGN-WAB. 
The  Pittsburgh  and  Lake  Erie  Railroad  Com- 
pany   Reporting   Marks:    P&LE. 
Western   Maryland   Railway    Company.'    Re- 
porting Marks:  WM. 
( 2 )  Carriers  named  In  paragraph  ( 1 )  above 
are  prohibited  from  loading  all  hopper  cars 
foreign  to  their  lines  and  must  return  such 
cars  to  the  owner,  either  via  the  reverse  of 
the  service  route  or  direct,  as  agreed  to  by 
the  owner. 

(b)  For  the  purpose  of  improving  car  uti- 
lization and  the  efficiency  of  railroad  opera- 
tions, or  alleviatlftg  inequities  or  hardships, 
modlflcatlons  may  be  authorized  by  the 
Chief  Transportation  Officer  of  the  car  owner 
or  by  the  Director  or  .Assistant  Director  of 
the  Bureau  of  Operations,  Interstate  Com- 
merce Commission  Modifications  authorized 
by  the  car  owner  must  be  confirmed  in  writ- 
ing to  W.  H  Van  Slyke,  Chairman,  Car  Serv- 
ice Division.  Association  of  American  Rail- 
roads. Washington,  DC.  for  submission  to 
the  Director  or  Assistant  Director. 

ic)  No  common  carrier  by  railroad  subject 
to  the  Interstate  Commerce  Act  shall  accept 
from  shipper  any  loaded  hopper  car.  described 
in  this  order,  contrary  to  the  provisions  of 
the  order. 

(di  The  term  hopper  cars,  as  used  in  this 
order,  means  freight  cars  having  a  mechan- 
ical desicnatlon  listed  under  the  heading 
"Class  H'-Hopper  Car  Type"  in  the  Official 
Railway  Equipment  Register.  IC  C -R  E.R 
No  403  issued  by  W  J.  Trezise,  or  reissues 
thereof 

lei  Application.  The  provisions  of  this 
order  shall  apply  to  intrastate,  interstate,  and 
foreign  commerce. 

(f)  Effective  date  This  order  shall  become 
effective  at  11:59  p  m..  May  31.  1977. 

(g)  Expiration  date.  The  provisions  of  this 
order  shall  expire  at  11  59  p  m  ,  November  30. 
1977.  unless  otherwise  modified,  changed  or 
susoended  bv  order  of  this  Commission. 
(Sees.  1.  12.  15.  and  17(2),  24  Stat.  379,  383. 
384.  as  amended:  49  U.S.C.  1.  12  15  and  17(2 1 . 
Interprets  or  applies  sees.  1(10-17).  15(4). 
and  17(2)  40  Stat.  101.  as  amended.  54  Stat 
911:  49  use.  1(10-17),  15(4).  and  17(2).) 

It  is  further  ordered.  That  a  copy  of 
this  order  and  direction  shall  be  served 
upon  the  Associ&tion  of  American  Rail- 
roads. Car  Service  Division,  as  agent  of 
all  railroads  subscribing  to  the  car  serv- 
ice and  car  hire  agreement  under  the 
terms  of  that  agreement,  and  upon  the 
American  Short  Line  Railroad  Associa- 
tion: and  that  notice  of  this  order  be 
given  to  the  general  public  by  depositing 
a  copy  in  the  OfBce  of  the  Secretary  of 
the  Commission  at  Washington,  D.C. 
and  by  filing  it  with  the  Director,  OCBce 
of  the  Federal  Register, 

By  the  Commission,  Railroad  Service 
Board,  members  Joel  E.  Bums,  Robert  S 
Turkington,  and  John  R.  Michael.  Mem- 
ber Robert  S.  Turkington  not  participat- 
ing, 

Robert  L.  Oswald, 

Secretary. 

(FR  Doc.77-15826  PUed  6-S-77;8;45  ami 
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SUBCHAPTER  B— OTHER  REGULATIONS 
RELATING   TO   TRANSPORTATION 

I  Ex  Parte  No    MC-881 

PART  1307— FREIGHT  RATE  TARIFFS, 
SCHEDULES,  AND  CLASSIFICATIONS 
OF   MOTOR   CARRIERS 

Subpart  B — Common  Carrier  Freight 
Tariff  and  Classification 

Terminal  and  Speclal  Services 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION    Final  rule. 

SUMMARY:  This  document  prescribes 
uniform  nationwide  rules  and  charges 
for  the  detention  of  motor  vehicles.  The 
rules  are  intended  to  eliminate  unlaw- 
ful practices  related  to  detention,  and  to 
untangle  confused  and  overlapping  de- 
tention rules. 

EFFECTIVE  DATE:  August  5,  1977. 

FOR  FURTHER  INTXDRMATION  CON- 
TACT: 

Janice  M.  Rosenak.  Deputy  Director. 
Section  of  Rates,  Rm.  5334.  Interstate 
Commerce  Commission,  12th  and  Con- 
stitution Ave  NW..  Washington.  DC. 
20423  < 202-275-7693 K 

SUPPLEMENTARY  INFORMATION : 
On  May  22.  1973,  the  Interstate  Com- 
merce Commission  instituted  Ex  Parte 
No.  MC  88,  Detention  of  Motor  Vehi- 
cles— Nationwide,  by  publishing  as  a  pro- 
posed rule  a  new  §  1307  35iei  of  Part 
1307  of  Title  49  of  the  Code  of  Federal 
Regulations  i38  FR  17254) .  As  a  result  of 
the  proceedings  in  Ex  Parte  No.  MC  88, 
the  Commission  adopted  a  new  §  1307.35 
ie».  The  new  rules  were  published  at  41 
FR  22067  The  rules  published  here  are 
final  rules  adopted  after  reconsideration 
of  the  record  in  Ex  Parte  No.  MC  88.  Five 
differences  exist  between  the  final  rules 
adopted  here  and  the  rules  adopted 
earlier. 

The  first  three  differences  are  con- 
tained in  section  4.  Free  Time.  The  first 
change  is  in  the  number  of  weight  time 
categories.  The  prior  rules  provided  five 
categories,  with  'over  36.000"  as  the  last. 
The  final  rules  have  created  an  addi- 
tional category  for  shipments  weighing 
44,000  pounds  or  more,  with  420  minutes 
of  free  time  The  second  change  appears 
in  paragraph  ib'  of  section  4.  The  final 
rules  have  added  the  words  "not  to  ex- 
ceed 120  minutes"  at  the  end  of  the  sen- 
tence comprising  section  4ibi .  The  third 
change  is  the  addition  of  the  following 
words  to  section  A'h>  after  "not  to  ex- 
ceed 120  minutes":  "except  that,  when 
open- top  equipment  is  used  in  lieu  of 
closed  equipment  to  transport  shipments 
of  unpalletized  general  commodities,  free 
time  will  be  as  provided  in  section  4<a ' ." 

The  fourth  and  fifth  differences  be- 
tween the  prior  rules  and  the  final  rules 
appear  in  the  portion  of  the  rules  en- 
titled 1 2)  "Detention — vehicles  without 
power  imits  spotting  or  dropping  of  trail- 
ers." The  fourth  change  is  in  Section  2, 
Definitions,  at  paragraph  a) ,  where  the 
final  rules  have  added  the  words  "with  or 
without  wheels"  after  the  words  'mobile 
units." 

The  fifth  and  last  difference  between 
the  prior  and  final  rules  appears  in  Sec- 
tion 3.  Computation  of  free  time    This 


section  has  been   mcxiified   to   read   as 
f  ollo^-s : 

Section  3:  Computation  of  free  time.  («) 
Commencement  of  spotting  and  free  time: 
(I)  Spotted  trailers  will  be  allowed  24  con- 
secutive hours  of  free  time  for  loadinR  or  un- 
loading Por  trailers  spotted  for  unloading. 
such  time  shall  con\mence  at  the  time  of 
placement  of  the  trailer  at  the  site  desig- 
nated by  consignee,  or  other  party  desig- 
nated by  consignee  Por  trailers  spyotted  for 
loidlng.  such  time  shall  commence  when  th^ 
traUer  Is  spotted  at  the  site  specifically 
designated  by  the  consignor  or  a  party  desig- 
nated by  consignor,  or.  in  the  case  of  an 
empty  trailer  placed  et  the  premises  of  con- 
signor without  specific  request,  at  the  time 
a  specific  request  to  spot  a  traUer  is  received 
by  the  carrier  Upon  expiration  of  the  24 
hours  of  free  time,  detention  charges  will  ac- 
crue as  provided  in  section  4. 

Robert  L   Oswald. 

Secretary. 

Amend  49  CFR  1307.35  "terminal  and 
special  services."  by  adding  thereto  as 
1307.35tei   the  following: 

§1307.33      Terminal  and  special  services, 
•  •  •  «  • 

lei  Detention  of  I'^hicles.  The  follow- 
ing rules  apply  to  all  shipments  except 
shipments  of  household  goods:  commod- 
ities transported  in  bulk  in  tank  truck, 
dump  trucks,  vehicles  pneumatically  un- 
loaded and  other  self-unloading  mech- 
anized vehicles .  heavy  and  specialized 
commiOdities  or  articles  requiring  special 
equipment  or  handhng  outside  the  scope 
i{  the  certificates  of  general-commodi- 
ties motor  common  carriers;  livestock 
other  than  ordinary;  articles  picked  up 
or  delivered  to  railroad  care  having  prior 
Dr  subsequent  transportation  by  rail, 
and  shipments  to  consignors  and  con- 
signees of  waterbonie  commerce  at 
marine  terminal  facilities  to  the  extent 
ihat  the  marine  terminal  operator  would 
be  liable  io  the  motor  common  carrier 
for  truck  detention  under  any  applicable 
detention  rule  promulgated  pursuant  to 
ihe  authority  of  the  Federal  Maritime 
Commission.  All  common  carriers  of 
property  by  motor  veiiicle  subject  to 
Interstate  Commerce  Act  excepting  these 
specifically  excluded,  supra,  shall  publish 
the  below  rule  entitled  "Detention — Ve- 
hicles Witli  Power  Units"  and  all  such 
carriers  engaging  in  the  practice  of  spot- 
ting .shall  also  publish  the  below  rule  en- 
titled "Detention — Vehicles  Without 
Power  Units."  The  wording  of  the  follow- 
ing rules  may  not  be  varied  except  where 
clearly  warranted  by  exceptional  cir- 
cumstances, and  where  appropriate,  the 
word  "rule"  may  be  substituted  for  the 
word  "item." 

(1)  Detention — vehicles  with  power 
units.  This  item  applies  when  carrier's 
vehicles  with  power  units  are  delayed  or 
detained  on  the  premises  of  consignor. 
consignee,  or  on  other  premises  desig- 
nated by  them,  or  as  close  thereto  as 
conditions  will  permit,  subject  to  the  fol- 
lowing provisions: 

Section  1  General  prortsionj  (a)  This 
item  applies  only  to  vehicles  which  have 
been  ordered  or  used  to  transport  shipments 
subject  to  truckload  rates  For  the  purposes 
of  this  Item,  the  term  truckload  rates  shall 
be  considered  to  include  shipments  moving 
on  a  rate  subject  to  a  stated  minimum 
weight  of  10,000  pounds  or  more  when  not 
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designated  as  a  truckload  rate,  and.  where 
applicable,    shipments    which    are    assessed 

charges  based  on  the  provisions  of  a  Capacity 
Load  Rule  or  are  accorded  Exclusive  Use  of 

Vehicle  Service  or  Expedited  Service. 

(b)  This  item  applies  only  when  vehicles 
are  delayed  or  detained  at   the  premises  of 

pickup  or  delivery  and  only  when  such  delay 
or  detention  is  not  attributable  to  the 
carrier. 

(c)  Free  time  for  each  vehicle  will  be  as 
provided  In  section  4.  After  the  expiration  of 
free  time,  charges  will  be  assessed  as  provided 
in  section  5. 

(d)  The  detention  charges  due  the  carrier 
will  be  assessed  against  the  consignor  In  the 
case  of  loading  and  against  the  consignee 
In  the  case  of  unloading.  Irrespective  of 
whether  line-haul  charges  are  prepaid  or 
collect.  When  detention  charges  are  attrib- 
utable to  others  who  are  not  parties  to  the 
Bill  of  Lading  contract,  the  charges  will  be 
assessed  against  the  shipment.  (See  Note  A.) 

le)  When  carrier's  employee  assists  in 
loading,  unloading,  or  checking  the  freight, 
this  Item  will  apply  whether  or  not  the  power 
unit  Is  actually  detained. 

(fi  Nothing  In  this  item  shall  require  a 
carrier  to  pick  up  or  dellvei^  freight  at  hours 
other  than  the  carrier's  normal  business 
hours.  This  shall  not  be  construed  to  restrict 
a  carrier's  ability  to  accept  pickup  and  de- 
livery scheduled  at  hours  other  than  Its 
normal  business  hours. 

Sec.  2.  Definitions.  The  following  general 
definitions  will  apply  when  the  below  terms 
are  used  In  this  item 

ta)  "'Vehicle'  means  straight  trucks  or 
tractor-trailer  combinations  used  for  the 
transportation  of  property. 

(b)  "Loading"  Includes  furnishing  carrier 
with  the  Bill  of  Lading,  forwarding  direc- 
tions, or  other  documents  necessary  for  for- 
warding the  shipment. 

(c)  "Unloading"  includes:  (1)  Surrender 
of  the  BUI  of  Lading  to  the  carrier  on  ship- 
ments billed  "To  Order." 

(2)  Payment  of  lawful  charges  to  the  car- 
rier when  required  prior  to  delivery  of  the 
shipment. 

(3)  Notification  to  the  carrier  that  vehicle 
is  unloaded,  and 

(4)  Signing  of  the  delivery  receipt. 

(d)  "Premises  "  means  the  entire  property 
at  or  near  the  physical  facilities  of  consignor, 
consignee,  or  other  designated  party 

(e)  "Site"  means  a  specific  location  at  or  on 
the  premises  of  consignor,  consignee,  or 
other  designated  party 

(f)  "Normal  nonworklng  periods"  means 
meal,  coffee,  and  rest  breaks. 

(g)  "Pallet"  means  pallets,  platforms, 
shipping  racks,  or  skids  with  or  without 
standing  sides  or  ends,  but  without  tops. 

Sec  3  Computation  of  time,  (a)  Com- 
mencement and  termination:  (1)  The  time 
per  vehicle  shall  begin  to  run  upon  actual 
notification  by  carrier's  employee  to  a  re- 
sponsible representative  of  consignor,  con- 
signee, or  other  designated  party  at  the 
premises  of  pickup  or  delivery  of  the  arrival 
of  the  vehicle  for  loading  or  unloading  Upon 
such  notification,  the  respon.slble  representa- 
tive of  consignor,  consignee,  or  other  desig- 
nated party  may  enter  the  time  of  arrival 
onto  the  carrier's  detention  record  If  the 
representative  refuses  to  enter  the  time  then 
carrier's  employee  will  enter  the  time  and  It 
will  be  binding  upon  each  party. 

(2 1  Time  shall  end  upon  completion  of 
loading  or  unloading  except  as  provided  for 
In  paragraph  (o  of  this  section  Upon  such 
completion,  a  responsible  representative  of 
consignor,  consignee,  or  other  designated 
party  may  enter  the  time  of  completion  onto 
the  carrier's  detention  record  If  the  repre- 
sentative refuses  to  enter  the  time,  then 
carrier's  employee  will  enter  the  time  and 
it  win  be  binding. 


(b)  Prearranged  scheduling:  (1)  Subject 
to  the  provisions  of  Item.'  and  upon  reason- 
able request  of  consignor,  consignee,  or  oth- 
ers designated  by  them,  carrier  will  without 
additional  charge  enter  Into  a  prearranged 
schedule  for  arrival  of  the  vehicle  for  load- 
ing or  unloading. 

(2)  When  the  carrier  enters  into  a  prear- 
ranged schedule  with  consignor,  consignee, 
or  others  designated  by  them  for  the  arrival 
of  the  vehicle  for  loading  or  unloading  and 
carrier  is  unable  for  any  reason  to  maintain 
such  schedule,  the  carrier  and  consignor, 
consignee,  or  other  party  designated  by  them 
have  the  option  to  agree  to  a  mutually  con- 
venient and  prompt  alternative  arrival  time 
or  in  the  event  such  agreement  cannot  be 
reached,  to  compute  detention  time  against 
consignor,  consignee,  or  other  party  desig- 
nated by  them  from  carriers  actual  arrival 
time  subject  to  an  extension  of  15  minutes 
for  each  15  minutes,  or  fraction  thereof,  the 
vehicle  is  delayed  beyond  the  originally 
scheduled  arrival  time;  in  no  case  shall  such 
extended  free  time  exceed  60  minutes. 

(3)  If  carrier's  vehicle  arrives  prior  to 
scheduled  time,  times  shall  begin  to  run 
from  the  scheduled  time  or  actual  time 
loading  or  unloading  commences,  whichever 
Is  earlier. 

(c)  Conditions  governing  the  computa- 
tion of  time:  (li  Computations  of  time  are 
subject  to  and  are  to  be  made  within  the 
normal  business  hours  at  the  designated 
place  of  pickup  or  delivery.  If  carrier  Is 
permitted,  to  work  beyond  this  period,  such 
working  time  shall  also  be  Included. 

(2)  When  loading  or  unloading  Is  not  com- 
pleted at  the  end  of  normal  business  hours 
at  the  designated  place,  consignor,  consignee, 
or  other  party  designated  by  them  shall  have 
the  option:  (I)  To  request  that  the  vehicle 
without  power  remain  at  Its  premises  subject 
to  the  provisions  of  section  4(d) :  or 

(11)  to  request  that  the  vehicle  with  power 
be  returned  to  carrier  without  being  subject 
to  charges  for  storage  or  redelivery  so  long 
as  free  time  has  not  yet  expired.  When 
the  vehicle  Is  returned  for  completion  of 
loading  or  unloading  the  computation  of  any 
remaining  free  time  wUl  resume.  If  free 
time  has  expired  and  detention  has  begun  to 
accrue,  storage  or  redelivery  charges  as  may 
otherwise  be  provided  will  be  assessed. 

(31  When  carrier's  employee  Interrupts 
loading  or  unloading  by  the  taking  of  any 
normal  nonworklng  periods,  any  such  time 
will  be  excluded  from  the  computation  of 
free  time,  or  will  be  excluded  from  the 
computation  of  time  in  excess  of  free  time. 

Sec.  4  Free  time,  (a)  Free  time  shall  be 
computed  as  follows; 

Actual    weight   In   pounds   per  vehicle   stop 
(see  Note  B)  : 

Free  time  in 

m.inuates  per 

vehicle  stop 

Less  than  10,000 120 

10.000  but  less  than  20.000 180 

20.000  but  less  than  28.000 240 

28  000  but  less  than  36,000 -  300 

36.000  but  less  than  44,000 360 

44.000  or  more 420 

(b)  When  at  least  90  i>ercent  of  the  ship- 
ment weight  (exclusive  of  pallet  weight)  is 
loaded  on  pallets,  or  when  shipment  Is 
loaded  on  flat-'oed  or  other  open-top  equip- 
ment, free  time  shall  be  one-half  that 
amount  normally  applicable  for  the  weight, 
not  to  exceed  120  minutes,  except  that,  when 
open-top  equipment  is  used  In  lieu  of  closed 
equipment  to  transport  shipments  of  un- 
palletl7ed  general  commodities,  free  time 
will  be  a.s  provided  In  section  4(a). 

( c )  When  more  than  one  truckload  ship- 
ment or  a  truckload  shipment  and  one  or 


'  Here   the  carrier  Is   to  identify  Its  per- 
tinent rule 


more  less-than-truckload  (LTL)  or  any 
quantity  (AQ)  shipments  are  loaded  on  one 
vehicle  at  the  premises  of  consignor  or  when 
more  than  one  truckload  shipment  or  a 
truckload  shipment  and  one  or  more  LTL  or 
AQ  shipments  are  unloaded  from  one  vehicle 
at  the  premises  of  consignee  or  other  desig- 
nated party,  the  combined  weight  will  be 
used  to  determine  free  time;  in  all  other  In- 
stances the  individual  shipment  weight  will 
be  used. 

(d)  When  a  vehicle  with  power  is  changed 
to  a  vehicle  without  power  at  the  request 
of  consignor,  consignee,  or  other  party 
designated  by  them,  the  free  time  and  deten- 
tion charges  will  be  applied  as  follows:  di 
If  the  change  is  requested  and  made  before 
the  expiration  of  free  time  for  a  vehicle  with 
power,  free  time  will  cease  immediately  at 
the  time  the  request  is  made,  and  detention 
charges  for  vehicles  without  power  will  im- 
mediately commence  with  no  further  free 
tim^  allowed. 

(2)  If  the  change  is  requested  and  made 
after  the  expiration  of  free  time  for  a  vehicle 
with  power,  free  time  and  detention  charges 
win  be  computed  on  the  basis  of  a  vehicle 
with  power  up  to  the  time  the  change  was 
requested.  In  addition  thereto,  the  vehicle 
will  immediately  be  charged  detention  for 
vehicles  without  power  with  no  further  free 
time  allowed. 

(e)  When  a  vehicle  Is  both  unloaded  and 
reloaded,  each  transaction  will  be  treated  In- 
dependently of  the  other,  except  that  when 
loading  Is  begun  before  unloading  is  com- 
pleted, free  time  for  loading  shall  not  begin 
untlLfree  time  for  unloading  has  elapsed. 

(f  I  Loading  or  unloading  at  more  than  one 
site  at  or  on  the  premises  of  consignor,  con- 
signee, or  other  designated  party  shall  con- 
stitute one  vehicle  stop. 

Sec.  5.  Charges.  When  the  delay  per  vehicle 
beyond  free  time  is  1  hour  or  less  the  charge 
will  be  $18.  For  each  additional  30  minutes 
or  fraction  thereof,  the  charge  will  be  $9 

Sec.  6.  Records.  A  written  record  of  the  fol- 
lowing Information  must  be  maintained  by 
the  carrier  on  all  truckload  shipments,  and 
such  record  must  be  kept  available  at  all 
times : 

(a)  Name  and  addre.ss  of  consignor,  con- 
signee, or  other  party  at  whose  premises 
freight  Is  loaded  or  unloaded; 

(b)  Identification  of  vehicle  tendered  for 
loading  or  unloading; 

(c)  Date  and  time  of  notification  of  ar- 
rival of  the  vehicle  for  loading  or  unloading; 

(d)  Date  and  time  loading  or  unloading  is 
begun; 

(e)  Date  and  time  loading  or  unloading  Is 
completed; 

(f)  Date  and  time  vehicle  is  released  by 
consignor,  consignee,  or  other  party  at  place 
of  pickup  or  delivery  after  loading  or  unload- 
ing Is  completed: 

(g)  Actual  time  of  nonworklng  perlod.s; 
(h)    Total   actual  weight  of  shipment  or 

shipments  loaded  or  unloaded; 

(I)  Whether  articles  are  tendered  under  a 
prearranged  schedule  for  loading  or  unload- 
ing; 

(j)  Date  and  time  specified  for  vehicles 
tendered  under  a  prearranged  schedule: 

(k)  Alternative  arrangement  made  when  a 
vehicle  Is  tendered  under  a  prearranged 
schedule  that  was  not  adhered  to. 

Note  A. — At  those  marine  terminal  facili- 
ties where  Federal  Maritime  Commission  de- 
tention charges  apply,  carrier  charges  pursu- 
ant to  this  rule  will  be  assessed  against  the 
shipment  to  the  extent  such  charges  exceed 
those  of  the  Federal  Maritime  Commission 

No"nE  B. — Also  applies  to  the  last  vehicle 
used  In  transporting  overflow  truckload  ship- 
ments, or  to  vehicles  containing  truckload 
shipments  stopped  for  completion  of  loading 
or  partial  vinloadlng. 
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(2»  Detention-vehicles  without  power 
units  spotting  or  dropping  of  trailers. 

No"rE.— This  item  applies  when  carrler"s 
vehicles  without  power  units  are  delayed  or 
detained  on  the  premises  of  consignor,  con- 
signee, or  on  other  premises  designated  by 
them,  or  as  close  thereto  as  conditions  wUl 
permit,  subject  to  the  following  provisions: 

Sec  1.  General  provisions  ta)  Subject  to 
the  avaUabllity  of  equipment,  earner  will 
spot  empty  or  loaded  trailers  for  loading  or 
unloading  on  the  premises  of  consigner,  con- 
signee, or  on  other  premises  designated  by 
them,  or  as  close  thereto  as  conditions  will 
permit. 

ib)  Loading  or  unloading  will  be  per- 
formed by  consignor,  consignee,  or  other 
party  designated  "by  them.  When  carrier's 
empiovee  assists  in  loading,  unloading,  or 
checking  the  freight,  the  detention  provi- 
sions governing  vehicles  with  power  units 
will  apply.  In  the  case  of  spotting  for  loading 
the  Bill  of  Lading  must  show  "Shipper  Load 
and  Count.'" 

ic)  Carrier  responsibility  for  safeguarding 
shipments  loaded  Into  trailers  spotted  under 
the  provisions  of  this  item  shall  begin  when 
loading  has  been  completed  and  possession 
thereof  Is  taken  by  the  carrier. 

id)  Carrier  responsibility  for  safeguard- 
ing shipments  unloaded  from  trailers  spotted 
under  the  provisions  of  this  Item  shall 
cease  when  the  trailer  Is  spotted  at  or  on 
the  -Site  designated  by  consignee. 

tei  Free  time  for  each  vehicle  will  be  as 
provided  in  section  3.  After  the  expiration 
of  free  time  charges  will  be  assessed  as  pro- 
vided in  section  4. 

(f)  The  detention  charges  due  the  carrier 
will  be  assessed  against  the  consignor  in  the 
case  of  spotting  for  loading  and  against 
the  consignee  In  the  case  of  spotting  for 
unloading  irrespective  of  whether  charges 
are  prepaid  or  collect. 

(g)  Nothing  In  this  Item  shall  require  a 
carrier  to  pick  up  or  deliver  spotted  trailers 
at  hours  other  than  carrier"s  normal  hours. 
This  shall  not  be  construed  as  a  restric- 
tion on  carrier's  ability  to  pick  up  or  deliver 
spotted  trailers  at  hours  other  than  Its  nor- 
mal  business  hours. 

Section  2.  Definitions.  The  following  gen- 
eral definitions  will  apply  when  the  below 
terms  are  used  In  this  Item: 

I  a)  "Vehicle  means  tractor-traUer  com- 
binations used  for  the  transportation  of 
property  where:  (1)  "Trailer  mesms  mobile 
units  with  or  without  wheels,  used  to  traixs- 
port  property  and, 

i2i  "'Tractor"  means  a  mechanically 
powered  unit  used  to  propel  or  draw  a  trailer 
or  trailers  upon  the  highways 

(b)  '"Loading"  includes:  (1)  Furnishing 
of  the  Bill  of  Lading,  forwarding  directions, 
or  other  documents  necessary  for  forward- 
ing the  shipment  to  the  carrier,  and 

(2)  Notification  to  the  carrier  that  the 
vehicle  is  loaded  and  ready  for  forwarding 

(c)  "Unloading"  Includes:  (1)  Surrender 
of  the  Bill  of  Lading  to  the  carrier  on  ship- 
ments billed  "To  Order." 

1 2)  Payment  of  lawful  charges  to  the 
carrier  when  required  prior  to  delivery  of 
the  shipment. 

(3)  Notification  to  the  carrier  that  vehicle 
is  unloaded  and  ready  for  forwarding,  and 

(4)  Signing  of  delivery  receipt. 

(d)  "Premises"  means  the  entire  property 
at  or  near  the  physical  facilities  of  consignor, 
consignee,  or  other  deslglnated  party 

(e)  "Site"  means  a  specific  location  at 
or  on  the  premises  of  consignor,  consignee. 
or   other   designated    party. 

(f)  "Spotting"  means  the  placing  of  a 
trailer  at  a  specific  site  designated  by  con- 
signor, consignee,  or  other  party  designated 
by  them,  detaching  the  trailer,  and  leaving 
the  trailer  In  full  possession  of  consignor, 
consignee,  or  other  designated  party  unat- 
tended by  carriers  employee  and  unaccom- 


panied by  power  unit.  Carrier  will  not  move 
the  trailer  until  such  time  as  It  has  received 
notification,  pursuant  to  section  3,  that  the 
trailer  is  ready  for  pickup  Consignor,  con- 
signee, or  other  designated  party  may  shift 
the  spotted  trailer  with  Its  own  power  units 
at  Its  own  expense  and  risk  for  the  purpose 
of  loading  or  unloading. 

Section  3:  Computation  of  free  time,  (a) 
Commencement  of  spotting  and  free  time: 
(1)  Spotted  trailers  will  be  allowed  24  con- 
secutive hours  of  free  time  for  loading  or  un- 
loading For  trailers  spotted  for  unloading, 
such  time  shall  commence  at  the  time  of 
placement  of  the  trailer  at  the  site  designated 
by  consignee,  or  other  party  designated  by 
consignee.  For  trailers  spotted  for  loading, 
such  time  shall  commence  when  the  trailer 
Is  spotted  at  the  site  specifically  designated 
by  the  consignor  or  a  party  designated  by 
consignor,  or.  In  the  case  of  an  empty  trailer 
placed  at  the  premises  of  consignor  without 
specific  request,  at  the  time  a  specific  request 
to  spot  a  trailer  is  received  by  the  earner 
Upon  the  expiration  of  the  24  hours  of  free 
time,  detention  charges  will  accrue  as  pro- 
vided In  Section  4 

(2)  When  any  portion  of  the  24-hour  free 
time  extends  Into  a  Saturday.  Sunday,  or 
holiday  (national.  State,  or  municipal),  the 
computation  of  time  for  such  portion  shall 
resume  at  12:01  a.m.  on  the  next  day  which 
is  neither  a  Saturday,  Sunday,  or  holiday. 

(3)  Free  time  shall  not  begin  on  a  Satur- 
day. Sunday,  or  holiday  (national.  State,  or 
municipal),  but  at  8  am.  on  the  next  day 
which  Is  neither  a  Saturday.  Sunday,  or  holi- 
day. 

(4)  When  a  trailer  Is  both  unloaded  and 
reloaded,  each  transaction  will  be  treated 
independently  of  the  other,  except  that  when 
loading  Is  begun  before  unloading  is  com- 
pleted free  time  for  loading  shall  not  begin 
until  free  time  for  unloading  has  elasped 

(b)  Termination  of  spotting  and  notifica- 
tion :  ( 1 )  Consignor,  consignee  or  other  party 
designated  by  them  shall  notify  carrier  -when 
loading  or  unloading  has  been  completed 
and  the  trailer  is  available  for  pickup  The 
trailer  will  be  deemed  to  be  spotted  and 
detention  charges  wiU  accrue  until  such  time 
as  the  carrier  receives  notification.  Notifica- 
tion by  telephone  if  convenient  and  practical. 
otherwise  by  telegraph  or  mall  shall  be  given 
by  consignor,  consignee,  or  other  party  desig- 
nated by  them  at  their  own  expense  to  car- 
rier or  other  party  designated  by  carrier  for 
the  purpose  of  advising  such  carrier  or  other 
party  that  the  spotted  trailer  has  been  loaded 
or  unloaded  and  Is  ready  for  pickup.  If  noti- 
fication Is  by  telephone,  carrier  may  require 
written  confirmation. 

i2»  When  a  spotted  trailer  is  changed  to  a 
vehicle  with  power  at  the  request  of  con- 
signor, consignee  or  other  party  designated 
by  them,  the  free  time  and  detention  charges 
will  be  applied  as  follows: 

(1)  If  the  change  is  requested  and  made 
before  the  expiration  of  free  time  for  a 
spotted  trailer,  free  time  will  cease  im- 
mediately at  the  time  the  request  is  made, 
and  detention  charges  for  vehicles  with  power 
will  Immediately  commence  with  no  further 
free  time  allof»'ed. 

(11)  If  the  change  is  requested  and  made 
after  the  expiration  cf  free  time  for  a  spotted 
trailer,  free  time  and  detention  charges  will 
be  computed  on  the  basis  of  a  spotted  trailer 
up  to  the  time  the  change  was  requested  In 
addition  thereto  the  vehicle  will  immediately 
be  charged  detention  for  a  vehicle  wltl^ power 
with  no  further  free  time  allowed. 

IC)  Prearranged  scheduling:  (1)  Subject  to 
the  provisions  of  Item*,  and  upon  reasonable 
request  of  consignor,  consignee,  or  others 
designated  by  them,  carrier  will  without  ad- 
ditional charge  enter  Into  a  prearranged 
schedule  for  the  arrival  of  trailers  for 
spotting. 

(2)  If  carrier's  vehicle  arrives  later  than 
the  scheduled  time,  time  shall  begin  to  run 
from  actual  time  spotting  commences. 


i3>  If  carrier's  vehicle  arrives  prior  to 
schedu.ed  time,  time  shall  begin  to  run  from 
the  scheduled  time  or  actual  time  spottmg 
commences,  whichever  is  earlier 

Section  4.  Charges  lai  General  detention 
charges:  After  the  expiration  of  free  time  as 
provided  m  section  3ib)  of  this  Item,  charges 
for  detaining  a  trailer  will  be  assessed  as 
follows: 

Charge 
{ 1 1   For  each  of  the  first  and  second 
24-hour  periods  or  fraction  thereof 
(Saturdays.   Sundaj-s,    and   holidays 

excepted)    (25 

( 2  I  For  each  of  the  third  and  fourth 
24 -hour  periods  or  fraction  thereof 
(Saturdays,   Sundays,   and   holidays 

excepted)    35 

(3i  For  the  fifth  and  each  succeeding 
24-hour  period  or  fraction  thereof 
( Saturdays,  Sundays,  and  holidays 
Included)    60 

lb)  Etelay  In  trailer  pickup  charge:  No 
additional  charge  will  be  made  for  picking 
up  trailers  spotted  under  this  Item  when 
such  pickup  can  be  performed  within  30 
minutes  after  arrlv-al  of  driver  and  power 
unit  at  premises  of  consignor,  consignee,  or 
other  party  designated  by  them  When  « 
delay  of  more  than  30  minutes  is  encoun- 
tered, detention  charges  for  vehicles  with 
power  will  commence  from  the  time  of  arrival 
as  specified  In  Item  ', 

(c)  Strike  interference  charge:  When  be- 
cause of  a  strike  of  Its  employees.  It  Is  Im- 
possible for  consignor,  consignee,  or  other 
party  designated  by  them  to  make  available 
for  movement  by  carrier  any  partially  loaded. 
or  empty  trailers  detained  on  their  premises, 
a  detention  charee  of  $25  per  day  or  fraction 
thereof,  per  trailer  will  be  made  following 
expiration  of  free  time.  Saturdav-s.  Sundays, 
and  holidays  shall  be  included  after  the  4th 
day  of  ch3irges. 

Section  5.  Records.  A  written  record  cf  the 
following  information  must  be  maintained  by 
the  carrier  on  all  spotted  trailers,  and  such 
record  must  be  kept  available  at  all  times: 
(a)  Name  and  address  of  consignor,  con- 
signee, or  other  party  at  whose  premises  the 
trailer  is  spotted; 

(b)  Identification  of  spotted  trailer; 

(c)  E>ate  and  time  of  arrival  of  the  trailer 
for  spotting; 

(d)  Etete  and  time  notification  that  the 
spotted  trailer  is  ready  for  pickup  was  re- 
ceived by  carrier: 

I  e )  Date  and  lime  of  arrival  and  departure 
of  power  unit  for  pickup; 

(f )  Total  actual  weight  of  shipment  when 
pickup  Is  delayed  In  excess  of  30  minutes; 

(g)  The  duration  of  any  strike  Induced 
delay  on  the  premises  of  consignor,  consignee, 
or  other  designated  party  which  resulted  In 
carrler"s  inability  to  obtain  the  release  of  any 
trailer,  and  any  actions  taken  to  hasten  the 
relea.se. 

(h)  Whether  trailers  are  spotted  under  a 
prearranged  schedule; 

(1)  "When  trailers  are  spotted  under  a  pre- 
arranged SL-hedule.  the  date  and  time  speci- 
fied therefor 

Note:  For  the  purposes  of  this  Item  the 
terms  spotting  and  dropping  are  considered 
to  be  synonymous  and  are  used  irvterchange- 
ably. 
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ACTION :  Final  rule. 
SUMMARY:  The  Nuclear  Regulatory 
Commission  is  amending  its  regulations 
to  require  directors  and  responsible  offi- 
cers of  firms  and  organi-^ations  building, 
operating  or  owning  NRC-licensed  fa- 
cilities, or  conducting  NRC-licensed  ac- 
tiviUes,  to  report  failures  to  comply  with 
re^'ulatory  requirements  and  defects  in 
comiwnents  which  may  result  in  a  sub- 
stantial safety  hazard.  Also  covered  un- 
der the  new  regulations  are  directors 
and  responsible  officers  of  firms  and 
organizations  supplying  safety-related 
components,  including  safety-related 
design,  testing,  inspection  and  con.sulting 
services. 

NRC  licensees  and  other  firms  and 
organizations  covered  by  the  new  regula- 
tions must  adopt  internal  procedures  to 
assure  that  safety-related  detects  and 
noncompliance  are  brought  to  the  atten- 
tion of  responsible  officers  and  directors. 
Tliose  individuals,  in  turn,  will  be  re- 
quired to  notify  the  Commission  within 
two  days,  and  file  a  written  report  within 
five  days,  of  learning  of  the  defect  or 
noncompliance.  Directors  and  responsi- 
ble officers  may  designate  an  employee  to 
provide  on  their  behalf  the  notification 
to  NRC 

EFFECTIVE  DATE:  July  6,  1977  Certain 
obligations  under  the  effective  rule  are 
not  imposed  until  January  6.  1978. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr     W     E     Campbell.    Jr.,    Office    of 
Standards  Development,  US.  Nuclear 
Regulatory  Commission.  Washington, 
D.C.  20555.  Phone  301-443-6917. 
SUPPLEMENTARY       INFORMATION: 
On  March  3.  1975.  the  Nuclear  Regula- 
torv  Commission  published  in  the  Fed- 
eral Recister    '40  FR  88321    for  public 
comment   proposed   amendments   to   10 
CFR  Parts  2.  31,  35.  and  40  of  its  regula- 
tioixs  and  a  proposed  new  Part  21  to  its 
regulations,  "Reporting  of  Defects  and 
Noncompliance." 

The  purpose  of  these  proposed  amend- 
ments and  the  new  proposed  Part  21  is  to 
implement  .section  206  of  Pub  L  93-438. 
the  Energy  Reorgani.'ation  Act  of  1974, 
as  amended. 

Section  206  of  the  Energy  Reorganiza- 
tion Act  of  1974  as  amended,  reads  as 

follows : 

"Noncompliance 

Sec.  206.  (a)  Any  Individual  director,  or 
responsible  officer  of  a  firm  constructing, 
owning,  operating,  or  supplying  the  compo- 
nents of  any  facility  or  activity  which  is  li- 
censed or  otherwise  regulated  pursuant  to 
the  Atomic  Enerpry  Act  of  1954.  as  amended, 
or  pursuant  to  this  Act,  who  obtains  mfor- 
matlon  reasonably  Indicating  that  such 
facility  or  activity  or  basic  components  sup- 
plied to  such  faculty  or  activity — 

(1)  Falls  to  comply  with  the  Atomic  En- 
ergy .Act  of  1954.  as  amended,  or  any  appli- 
cable rule,  regulation,  order,  or  llcen.se  of 
the  Commission  relating  to  substantial 
safety  hazards,  or 

(2)  Contains  a  defect  which  could  create 
a  substantial  safety  ha7.ard,  as  defined  by 
regulations  which  the  Commission  shall 
promulgate,  shall  immediately  notify  the 
Conunlssion  of  such  failure  to  comply,  or  of 
such  defect,  unless  such  person  has  actual 


RULES   AND   REGULATIONS 

knowledere  that  the  Commisslor  has  been 
adequately  Informed  of  such  defect  or  fail- 
ure to  comply 

(b)  Any  perron  who  knowingly  and  con- 
sclo-u.sly  fails  to  provide  the  notice  required 
by  sutsection  (a)  of  this  section  shall  be 
subject  to  a  civil  penalty  In  an  amount  equal 
to  the  amount  provided  by  section  234  of 
the  Atomic  Energy  Act  of  1954,  as  amended. 

(c)  The  requirements  of  this  section  shall 
be  prominently  posted  on  the  premises  of 
any  facility  licen.sed  or  otherwise  regulated 
pursuant  to  the  Atomic  Energy  Act  of  1954. 
a    amended. 

(d)  The  Commission  Is  authorized  to  con- 
duct such  reasonable  In.spectlons  and  other 
enforcement  activities  as  needed  to  Insure 
compliance  with  the  provisions  of  this  sec- 
tion." 

The  new  Part  21  requires  that  the  di- 
rectors and  responsible  officers  of  orga- 
nizations that  construct,  own,  operate  or 
supply  components  of  a  facility  or  activ- 
ity that  is  licensed  or  otherwise  regu- 
lated by  the  Nuclear  Regulatory  Com- 
mission inform  the  Commission  if  they 
obtain  information  reasonably  indicat- 
ing that  such  facility,  activity  or  basic 
component  fails  to  comply  with  regula- 
tory requirements  relating  to  substantial 
safety  hazards  or  that  fuch  facility,  ac- 
tivity, or  basic  component  contains  a  de- 
fect which  could  create  a  substantial 
safety  hazard.  Part  21  additionally  re- 
quires that  these  organizations  establish 
procedures  to  evaluate  deviations  from 
the  technical  requirements  of  the  pro- 
curement documents  or  inform  the  pur- 
chaser concerning  the  deviation  in  order 
that  the  purchaser  evaluate  the  devia- 
tion or  have  it  evaluated.  The  organiza- 
tions subject  to  the  regulations  in  Part 
21  may  be  many  procurement  tiers  away 
from  the  holder  of  a  license  to  construct 
or  operate  a  nuclear  power  reactor.  If 
the  license  is  other  than  to  construct  or 
operate  a  nuclear  power  reactor,  then 
the  organizations  subject  to  the  regula- 
tions are  those  organizations  that  di- 
rectly supply  the  licensee  of  the  facility 
or  activity.  The  directors  and  responsi- 
ble officers  of  these  organizations  will  be 
subject  to  a  fine  of  up  to  $5,000  for  each 
deliberate  failure  to  notify  the  Commis- 
sion of  the  existence  of  such  a  defect  or 
noncompliance.  The  organizations  sub- 
ject to  Part  21  regulations  must  also 
maintain  records,  post  copies  of  specific 
documents,  inform  procurement  subtler 
suppliers  of  their  resporisibility  under 
Part  21  and  allow  inspection  of  their 
premises,  facilities  and  activities  by  duly 
authorized  representatives  of  the  Com- 
mission. 

The  Commission  requires  that  a  num- 
ber of  reports  and  notifications  be  sub- 
mitted by  licensees.  These  include  licen- 
see's report  of  incidents  required  by  10 
CFR  5  20  403,  permit  holder's  notifica- 
tion of  design  or  construction  deficien- 
cies required  by  10  CFU  §50,5o(e)<l). 
and  licensee's  report  of  theft  or  at- 
tempted theft  of  special  nuclear  material 
requu-ed  by  10  CFR  §  70.52.  Other  Com- 
mission regulations  provide  for  receipt  of 
various  kinds  of  requests  or  information. 
•  For  example,  10  CFR  §  2.802  provides  for 
petitions  to  issue,  amend  or  rescind  reg- 
ulations, and  10  CFR  §  19.16  provides  for 
notifications  from  workers  in  regard  to 
radiological  hazards.  These  communica- 


tions from  licensees  <md  the  piAlic  are 
methods  of  securiiig  information  con- 
cerning the  implementation  effectiveness 
of  Comini.ssion  regulations.  This  infor- 
mation is  an  essential  ingredient  of  sound 
regulation.  The  regulations  in  Part  21 
add  another  required  notification.  More- 
over, a  longstanding  Commission  pc^cy 
encourages  individuals  not  subject  to  the 
Commission's  regulations  to  report  to  the 
Commission  a  known  or  suspected  defect 
or  failure  to  comply;  as  authorized  by 
law,  the  identity  of  anyone  so  reporting 
will  be  withheld  from  disclosure. 

The  Commission  intends  to  examine 
closely  the  Implementation  of  new  Part 
21  with  a  view  to  making  any  clarifying 
or  other  changes  that  may  be  warranted 
in  light  of  experience.  In  particular,  in- 
sufficient experience  has  been  accumu- 
lated to  permit  the  writing  of  a  detailed 
regulation  at  this  time  that  would  pro- 
vide a  precLse  correlation  of  all  factors 
pertinent  to  the  question  of  what  is  a  sig- 
nificant safety  hazard.  Part  21  is  in- 
tended in  this  regard  as  an  initial  effort 
to  identify  a  number  of  the  factors  in- 
volved with  the  question  of  significant 
safety  hazard.  Further,  additional  guid- 
ance in  the  form  of  regulatory  guides 
may  be  developed  should  experience  with 
the  application  of  Part  21  indicate  the 
need  for  such  guidance.  In  this  regard, 
we  expect  that  the  implementation  ef- 
forts of  the  staff  and  those  subject  to  the 
rule,  and  the  views  of  interested  mem- 
bers of  the  public,  should  provide  the 
necessary  data  base  for  such  further 
guidance. 

During  the  development  of  the  Energ>' 
Reorganization  Act,  Congress  identified 
a  need  for  an  effective  means  to  "antici- 
pate problems  before  the  event."  Section 
206  was  developed  to  fill  that  need. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  de- 
velopment of  Part  21  and  the  associated 
amendments.  The  more  important 
changes  made  to  Part  21  are  listed  below 
and  are  based  largely  on  consideration 
of  public  comments. 

(1)  The  individuals  subject  to  the  no- 
tification requirement  of  Part  21  have 
been  restricted  to  la)  directors  and  <b) 
officers  vested  with  executive  authority 
over  activities  subject  to  this  part.  These 
individuals  may  identify  an  individual 
that  is  authorized  to  provide  notification 
to  the  Commission. 

This  new  part  is  only  one  of  many  of 
the  reporting  channels  that  concerns  de- 
fects or  noncompliance,  e.g.,  10  CFR 
50.55(eK  Individuals  that  are  subject  to 
the  requirements  of  this  part  that  be- 
come aware  of  a  defect  or  noncompliance 
that  is  outside  the  responsibility  of  their 
organization  and  individuals  that  are 
not  subject  to  the  requirements  of  any 
part  of  Title  10  are  encouraged,  but  not 
required,  to  report  to  the  Commission 
known  or  suspected  defects  or  failure  to 
comply.  As  authorized  by  law,  the  iden- 
tity of  anyone  so  reporting  will  be  with- 
held from  disclosures, 

(2)  Part  21,  as  adopted,  does  not  speci- 
fy whether  firms  may  reimburse  di- 
rectors or  responsible  officers  lor  civil 
penalties  Imposed  pursuant  to  these  reg- 
ulations, and  instead  allows  this  question 
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to  be  resolved  in  accordance  with  appli- 
cable state  law.- 

(3  I  The  definition  of  "defect,"  as  ap- 
plied to  components  themselves,  has  been 
restricted  to  include"  those  deviations  in 
delivered  components  from  technical  re- 
quirements included  in  the  procurement 
document  that  could,  on  the  basis  of  an 
evaluation,  create  a  substantial  safety 
hazard.  Defect  also  includes  a  deviation 
in  a  portion  of  the  facility  subject  tj  the 
construction  permit  or  manufacturing 
licensing  requirement  of  Part  50  provid- 
ed the  deviation  could,  on  the  basis  of  an 
evaluation,  create  a  substantial  safety 
hazard  and  tlie  portion  of  the  facility 
containing  the  deviation  has  been  of- 
fered to  the  purchaser  for  acceptance 
Whether  such  deviation  could  result  in 
a  substantial  safety  hazard  is  determined 
duriiig  the  deviation  evaluation.  Defect 
also  includes,  for  facilities  licensed  for 
operation  under  Part  50,  any  condition 
or  circumstance  involving  a  basic  com- 
ponent that  could  contribute  to  the  ex- 
ceeding of  a  safety  limit  as  set  forth  in 
the  operating  license  technical  specifica- 
tions. 

(4»  The  definition  of  basic  components 
has  been  divided  into  two  parts:  one  part 
IS  applicable  to  power  reactors  licensed 
under  Part  50  and  the  second  part  is 
applicable  to  activities  licensed  pursuant 
to  Parts  30.  40,  70  or  71  and  to  other 
Part  50  facilities.  For  power  reactors  the 
definition  is  based  on  the  guidance  given 
in  Regulatory  Guide  1.29.  For  other  fa- 
cilities and  activities,  basic  component 
has  been  defined  as  components  that  are 
directly  procured  by  a  licensee, 

<5>  Substantial  safety  hazard  has  been 
defined  in  terms  of  a  major  reduction  in 
the  degree  of  protection  provided  to  the 
public  health  and  safety.  Criteria  that 
are  appropriate  for  determination  of 
creation  of  a  substantial  safety  haz^ard 
include: 

Moderate  exposure  to,  or  release  of,  li- 
censed nnaterial. 

Major  degradation  of  essential  safety- 
related  equipment. 


'  While  a^eelng  with  all  other  aspects  of 
this  Notice,  Commissioner  Glllnsky  believes 
firms  should  he  barred  from  reimbursing  di- 
rectors or  responsible  officers  for  civil  penal- 
ties imposed  pursuant  to  Part  21,  on  grounds 
that  Section  206  of  the  Energy  Reorganiza- 
tion Act  is  designed  to  Impose  personal  re- 
sponsibility, a  goal  undermined  by  corporate 
indemnification  The  Commission  majority 
believes  that.  In  accordance  with  the  general 
practice  of  federal  regulatory  bodies  in  anal- 
ogous matters,  the  question  of  the  relmbuni- 
abllity  of  such  penalties  should  be  governed 
by  applicable  state  law  It  notes  that  the  ad- 
verse publicity  attendant  on  being  subjected 
to  a  civil  penalty  for  knowingly  concealing 
significant  safety  information  would  be  a 
major  Incentive  to  compliance,  irrespective 
of  whether  the  person  so  penalized  was  later 
reimbursed  by  the  company.  The  majority 
also  recognizes  the  serious  practical  difficulty 
In  attempting  to  differentiate  between  a 
properly  awarded  salary  Increase  or  bonus 
and  an  improper  reimbursement  If  Part  21 
does  not  in  practice  appear  to  be  accomplish- 
ing its  purpose,  the  Commi.ision  will,  of 
course,  propose  changes  deemed  appropriate 
In  light  of  experience. 


Major  deficiencies  involving  design, 
construction,  inspection,  test  or  use  of 
licensed  facilities  or  material. 

To  the  extent  that  failures  to  comply 
or  defects  in  a  security  system  can  con- 
tribute to  a  substantial  safety  hazard, 
such  failures  and  defects  are  within  the 
scope  of  Part  21, 

(6>  Clarification  has  been  added  in 
regard  to  which  organizations  are  subject 
to  tlie  regulations  in  this  part.  In  order 
tliat  the  implementation  of  Section  206 
may  be  responsive  to  anticipation  of 
problems  before  the  event,  a  broad  in- 
terpretation of  "firm  constructing,  own- 
ing, operating  or  supplying  the  conipo- 
nents"  has  been  used.  Tliis  interpretation 
includes  not  onlj'  licensees  and  organi- 
zations that  physically  construct  facili- 
ties and  physicallj'  supibly  components 
tut  also  includes  organizations  that  only 
supply  safety-related  services  such  as  de- 
.•::ign.  inspection,  testing  or  consultation; 
eg.  site  geological  investigations. 

This  interpretation  is  intended  to 
tring  within  the  regulations  in  this  part 
those  various  organizations  that  can 
create  a  substantial  safety  hazard  con- 
sidering the  various  methods  available 
for  consultation,  procurement,  design, 
construction,  testing,  mspection  and  op- 
eration These  methods  include  not  only 
the  option  where  de,sign  and  construc- 
tion are  accomplished  by  one  organiza- 
tion tut  also  the  option  where  one  or- 
ganization does  safety-related  consulta- 
tion, another  safety-related  design  and 
another  the  actual  construction.  Each  of 
these  organizations  has  the  capability  to 
generate  a  defect  and  a  potential  for  fail- 
ing to  comply. 

If  a  basic  component  is  fabricated  by 
one  organization  using  a  design  from  an- 
other organization,  the  possibility  of 
creating  a  substantial  safety  hazard, 
based  upon  a  faulty  design,  exists  upon 
the  delivery  of  the  design  that  fails  to 
comply  or  contams  a  defect.  A  substan- 
tial safety  hazard,  based  upon  faulty 
fabrication,  exists  upon  delivery  of  the 
item  that  fails  to  comply  or  contains  a 
defect.  In  many  instances  the  competent 
fabricating  organization  possesses 
neither  the  capability  nor  the  respon- 
sibility for  design. 

It  is  realized  that  during  the  activities 
of  design  and  consultation  there  may  be 
a  stage  of  conceptual  design  or  consulta- 
tion in  regard  to  feasibility.  Only  when 
such  a  design  or  consultation  can  result 
in  the  creation  of  a  substantial  safety 
hazard  is  it  appropriate  to  specify  the 
applicability  of  Part  21  in  the  procure- 
ment document. 

(7»  The  organizations  subject  to  this 
part  must  establish  procedures  to  pro- 
vide for  correction  of  deviations,  or 
evaluation  of  deviations  or  informing 
purchasers  of  the  deviation  so  the  pur- 
chaser may  evaluate  the  deviation. 
These  procedures  mu.st  also  provide  for 
informing  a  responsible  officer  or  direc- 
tor of  the  organization  of  any  resulting 
defect  or  failure  to  comply. 

(8)  The  provisions  of  Part  21  impos- 
ing requirements  that  procurement 
documents  state,  when  applicable,  that 
Part  21  applies  would  be  applicable  only 
to    future    procurements    of    facilities. 


components  or  services:  i,e  ,  procured  on 
or  after  six  months  after  the  effective 
date  of  Part  21, 

The  effective  date  of  §216  dealing 
with  posting  requirements.  §  21.21ta" 
dealing  with  adopting  procedures,  and 
S  21.51  dealing  with  maintenance  of 
records  has  been  deferred  until  Janu- 
ary 6.  1978,  to  allow  organizations  to 
establish  and  implement  procedures. 

(9 1  The  orgajiizations  subject  to  tlie 
regulations  In  Part  21  are  required  to 
prepare  records  in  connection  with  their 
activities  to  assure  compliance  with  this 
part.  Prior  to  destruction  of  such  records 
they  fchall  be  offered  to  the  purchaser. 
It  is  not  anticipated  Uiat  these  docu- 
mentation requirements  will  necessitate 
any  change  in  the  documentation  pro- 
cedures of  organizations  that  are  pres- 
ently complying  with  10  CFR  50  Appendix 
B.   ■Quality  Assurance  Criteria  ' 

ilO»  Clarification  has  been  added  in 
regard  to  the  applicability  of  Part  21  to 
the  licensed  activity  of  exporting.  Per- 
sons who  are  only  hcensed  to  export 
nuclear  facilities  or  materials  and  who 
do  not  otherwise  construct  or  operate 
facilities  or  activities  or  supply  compo- 
nents aie  not  subject  to  the  new  part. 
Individuals  subject  to  this  part  need  re- 
port only  defects  or  failures  to  comply 
which  could  create  a  substantial  safety 
hazard  in  facilities  and  activities  within 
the  United  States  Further,  any  notifi- 
cation submitted  in  accordance  with 
Part  21  may  be  exempt  from  public  dis- 
closure as  authorized  by  law 

After  consideration  of  the  comments 
received  and  other  factors,  the  Commis- 
sion has  adopted  the  amendments  to 
Parts  2,  31  34.  35,  40.  and  70,  and  the 
new  Part  21  set  forth  below, 

Pur5-.iant  to  the  Atomic  Energy  Act  of 
1954,  as  amended,  the  Energy  Reorgani- 
zation Act  of  1974,  as  amended,  and  sec- 
tions 552  and  553  of-i^tle  5  of  the  United 
States  Code  the  foUcWipg  new  Part  21  of 
Title  10.  Chapter  1  of«e  Code  of  Federal 
Regulations,  and  amendments  to  Parts 
2,  31,  34.  35,  40,  and  70  are  published  as  a 
document  subject  to  codification  to  be 
effective  on  July  6.  1977. 


PART  2— RULES  OF  PRACTICE 

Paragraph  (b)  of  §  2.200  is  amended  to 
read  as  follows: 

§  2.200      .Scope  of  ikubpart. 

.  .  •  •  • 

lb)  This  subpart  also  prescribes  the 
procedures  m  cases  initiated  by  the  staff 
to  impose  civil  penalties  pursuant  to  sec- 
tion 234  of  the  Act  and  section  206  of  the 
Energy  Reorgamzaiion  Art  of  1974 

2.  A  new  Part  21  is  added  to  read  as 
follows : 

PART  21— REPORTING  OF  DEFECTS  AND 
NONCOMPLIANCE 

Oekekal  Pbovisions 


sec 

21  1 

Purpose 

21.2 

Scope. 

21  3 

Definitions 

21  4 

Interpretations. 

21  5 

Communications. 

21  6 

Posting  requlrementa. 

21  7 

Exemptions. 
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NormcATioN 

2121     >fotlflcatlon  of  failure  to  comply  or 
existence  of  a  defect. 

PBOCiniEMENT   DOCUMENTS 

2131     Procurement  documents. 

Inspections,  Records 

21  41     Inspections. 

2151     Maintenance  of  records. 

Enforcement 
21  61     Failure  to  notify. 

ADTHORrry:  Sec  161,  Pub.  L.  83-703.  68 
Stat  948;  sec.  234.  Pub.  L.  91-161.  83  Stat. 
444.  sec.  206,  Pub.  L.  93-438,  88  Stat,  1246 
(42  U  S.C.  2201.  2282,  5846) . 

General  Provisions 
§21.1       Purpose. 

The  regulations  in  this  part  establish 
procedures  and  requirements  for  imple- 
mentation of  section  206  of  the  Energy 
Reorganization  Act  of  1974.  That  section 
requires  any  individual  director  or  re- 
sponsible officer  of  a  firm  constructing, 
owning,  operating  or  supplying  the  com- 
ponents of  any  facUity  or  activity  which 
is  licensed  or  otherwise  reijulated  pur- 
suant to  the  Atomic  Ener^'v  Act  of  1954, 
as  amended,  or  the  Energy  Reorganiza- 
tion Act  of  1974.  who  obtains  information 
reasonably  indicating:  la)  That  the  fa- 
cility, activity  or  basic  component  sup- 
plied to  such  facility  or  activity  fails  to 
comply  with  the  Atomic  Energy  Act  of 
1954.  as  amended,  or  any  applicable  rule, 
regulation,  order,  or  license  of  the  Com- 
mis.<ion  relating  to  substantial  safety 
hazards  or  (b)  that  the  facility,  activity, 
or  basic  compcnent  supplied  to  such  fa- 
cility or  activity  contains  defects,  which 
could  create  a  substantial  safety  hazard, 
to  inimediatelv  notify  the  CommLssion  of 
such  failure  to  comply  or  such  defect, 
unles.s  he  has  actual  knowledge  that 
the  Commission  has  been  adequately  in- 
formed of  such  defect  or  failure  to 
comply. 

§21.2      Scope. 

The  regulations  in  this  part  apply,  ex- 
cept as  specifically  provided  otherwi.'=e  in 
Parts  31,  34,  35.  40,  or  70  of  this  chapter, 
to  each  individual,  partnership,  corpora- 
tion, or  other  entity  licensed  pursuant  to 
the  regulations  in  tills  chapter  to  possess, 
use,  and  or  transfer  within  the  United 
States  source,  byproduct  and  or  special 
nuclear  materials,  or  to  con.struct.  man- 
ufacture, possess,  own,  operate  and  or 
transfer  within  the  United  States,  any 
production  or  utilization  facility,  and  to 
each  director  (see  §  21.3(f  >  >  and  respon- 
sible officer  I  see  5  21.3' j'  )  of  such  a  li- 
censee The  regulations  in  this  part  apply 
also  to  each  individual,  corporation, 
partnership  or  other  entity  doing  busi- 
ne.ss  within  the  United  States,  and  each 
director  and  responsible  officer  of  such 
organization,  that  constructs  (see  §  21  3 
fc))  a  production  or  utilization  facilitv 
licen.sed  for  manufacture,  construction 
or  operation  'see  5  21.3fh>  )  pursuant  to 
Part  50  of  this  chapter  or  supplies  usee 
S213'li>  ba.sic  components  isee  5  213 
lai'  for  a  facilitv  or  actlvitv  licersed. 
other  than  for  export,  under  Parti.  30. 


40,  50,  70,  or  71.  Nothing  in  these  regu- 
lations should  be  deemed  to  preclude  an 
individual  not  subject  to  the  regulations 
in  this  part  from  reporting  to  the  Com- 
mission a  known  or  suspected  defect  or 
failure  to  comply  and,  as  authorized  by 
law.  the  identity  of  anyone  so  reporting 
will  be  withheld  from  disclosure.^ 

§  21.3      l)erinition!>. 

As  used  in  this  part,  (a)  "Basic  compo- 
nent." when  applied  to  nuclear  power  re- 
actors means  a  plant  structure,  system, 
component  or  part  thereof  necessary  to 
assure  1 1  >  the  integrity  of  the  reactor 
coolant  pressure  boundary,  (2)  the  capa- 
bility to  shut  down  the  reactor  and  main- 
tain it  in  a  safe  shutdown  condition,  or 
(3>  the  capability  to  prevent  or  mitigate 
the  consequences  of  accidents  which 
could  result  in  potential  offslte  exposures 
comparable  to  those  referred  to  in 
§  100.11  of  this  chapter:  "Basic  compo- 
nent." when  applied  to  other  facilities 
and  when  applied  to  other  activities  li- 
censed pursuant  to  Parts  30,  40.  50.  70 
or  71  of  this  chapter,  means  a  compo- 
nent, structure,  system,  or  part  thereof 
that  is  directly  procured  by  the  licensee 
of  a  facility  or  activity  subject  to  the 
regulations  in  this  part  and  in  which 
a  defect  (see  5  21.3(d))  or  failure  to 
comply  with  any  applicable  regulation 
in  this  chapter,  order,  or  license  issued 
by  the  Commission  could  create  a  sub- 
stantial safety  hazard  (see  §21.3<k)). 
In  all  cases  "basic  component"  includes 
design,  inspection,  testing,  or  consulting 
services  important  to  safety  that  are 
a.ssociated  with  the  component  hard- 
ware, whether  these  services  are  per- 
formed by  the  component  supplier  or 
others. 

lb  I  "Commission"  means  the  Nuclear 
Regulatory  Commission  or  its  duly  au- 
thorized representatives. 

(c)  "Constructing"  or  "construction" 
means  the  design,  manufacture,  fabrica- 
tion, placement,  erection,  installation, 
modification,  inspection,  or  testing  of  a 
facility  or  activity  which  is  subject  to  the 
regulations  in  this  part  and  consulting 
services  related  to  the  facility  or  activity 
that  are  important  to  safety. 

(d)  "Defect"  means: 

(1)  A  deviation  (see  §21.3'e))  is  a 
basic  component  delivered  to  a  purchaser 
for  ase  in  a  facility  or  an  activity  subject 
to  the  regulations  in  this  part  if,  on  the- 
basis  of  an  evaluation  (see  5  21.3(g) ) .  the 
deviation  could  create  a  substantial 
safety  hazard:  or 

( 2  >  The  installation,  use,  or  operation 
of  a  basic  component  containing  a  defect 


2  NTRC  Regional  Offices  will  accept  collect 
telephone  calls  from  individuals  who  wish 
to  spealc  to  NRC  representatives  concerning 
nuclear  safety-related  problems.  The  loca- 
tion and  telephone  numbers  (for  nights  and 
holidays  as  well  as  regular  hours)  are  listed 
below: 

Region- 

I  (Philadelphia) (215)    337-1150 

n    (Atlanta) (404)    221-4503 

III  (Chicago)- (312)    858-2660 

IV  (Dallas) (817)   334-2841 

V  (San  Francisco)-.     (415)   488-3141 


as  defined  in  paragraph   (dXl)   of  this 
.section:  or 

(3)  A  deviation  in  a  portion  of  a  fa- 
cility subject  to  the  construction  permit 
or  manufacturing  licensing  requirements 
of  Part  50  of  this  chapter  provided  the 
deviation  could,  on  the  basis  of  an  eval- 
uation, create  a  substantial  safety  haz- 
ard and  the  portion  of  the  facility  con- 
taining the  deviation  has  been  offered  to 
the  purchaser  for  acceptance;  or 

(4)  A  condition  or  circumstance  in- 
volving a  basic  component  that  could 
contribute  to  the  exceeding  of  a  safety 
limit,  as  defined  in  the  technical  specifi- 
cations of  a  license  for  operation  issued 
pursuant  to  Part  50  of  this  chapter. 

(e>  "Deviation"  means  a  departure 
from  the  technical  requirements  included 
in  a  procurement  document  (see  §  21.3 
(i)). 

(f)  "Director"  means  an  individual, 
appointed  or  elected  according  to  law, 
who  is  authorized  to  manage  and  direct 
the  affairs  of  a  corporation,  partnership 
or  other  entity.  In  the  case  of  an  indi- 
vidual proprietorship,  "director"  means 
the  individual. 

(g)  "Evaluation"  means  the  process 
accomplished  by  or  for  a  licensee  to  de- 
termine whether  a  particular  deviation 
could  create  a  substantial  safety  hazard. 

(h)  "Operating"  or  "operation"  means 
the  operation  of  a  facility  or  the  conduct 
of  a  licensed  activity  which  is  subject  to 
th?  regulations  in  this  part  and  consult- 
ing sei-vices  related  to  operations  that  are 
important  to  safety. 

(i)  "Procurement  document"  means  a 
contract  that  defines  the  requirements 
which  facilities  or  basic  components  must 
meet  in  order  to  be  considered  accepta- 
ble by  the  purchaser. 

(J)  "Responsible  officer"  means  the 
president,  vice-president  or  other  in- 
dividual in  the  organization  of  a  cor- 
poration, partnership,  or  other  entity 
who  is  vested  with  executive  authority 
over  activities  subject  to  this  part. 

(k)  "Substantial  safety  hazard"  means 
a  loss  of  safety  function  to  the  extent 
that  there  is  a  major  reduction  in  the  de- 
gree of  protection  provided  t3  public 
health  and  safety  for  any  facility  or  ac- 
tivity licensed,  other  than  for  export, 
pursuant  to  Parts  30.  40.  50.  70  and  71. 

(1>  "Supplying"  or  "supplies'  means 
contractually  responsible  for  a  basic 
component  used  or  to  be  used  in  a  facil- 
ity or  activity  which  is  subject  to  the 
regulations  in  this  part. 

§  21.4      In»erprelalion§. 

Except  as  specifically  authorized  by 
the  Commission  in  writing,  no  interpre- 
tation of  the  meaning  of  the  regulations 
in  this  part  by  any  officer  or  em;51oyee 
of  the  Commission  other  than  a  written 
interpretation  by  the  General  Counsel 
will  be  recognized  to  be  binding  upon 
the  Commission. 

§  21.5      r.omniiiniration*. 

Except  where  otherwise  specified  in 
this  part,  all  communications  and  re- 
ports concerning  the  regulations  in  this 
part  should  be  addressed  to  the  Director, 
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Office  of  Inspection  and  Enforcement, 
U  S  Nuclear  Regulatory  Commission. 
Wa^hmgton.  DC.  20555.  or  to  the  Direc- 
tor of  a  Regional  Office  at  the  address 
specified  in  Appendix  D  of  Paxt  20  of 
this  chapter.  Communications  and  re- 
ports also  may  be  delivered  in  person  at 
the  Commission's  offices  at  1717  H  Street 
NW.,  Wa.>;hington,  D.C.;  at  7920  Norfolk 
Avenue.  Bethesda,  Md.;  or  at  a  Regional 
Office  at  the  location  specified  in  Ap- 
pendix D  of  Part  20  of  this  chapter. 

§  21.6      Poslinp  requiretnenls. 

Each  individual  partnership,  corpora- 
tion or  other  entity  subject  to  the  regu- 
lations in  this  part,  shall  post  current 
copies  of  the  following  documents  in  a 
conspicuous  position  on  any  premises, 
within  the  United  States  where  the  ac- 
tivities subject  to  this  part  are  conducted 
(1 1  the  regulalioi-is  in  this  part.  (2  i  Sec- 
tion 206  cf  the  Energy  Reorganization 
Act  of  1974.  and  (3i  procedures  adopted 
pursuant  to  the  regulations  in  this  part. 

If  posting  of  the  regulations  in  this 
part  or  the  procedures  adopt<>d  pursuant 
to  the  regulations  in  this  part  is  not  prac- 
ticable, the  licensee  or  firm  subject  to 
the  regulations  in  this  part  may.  in  ad- 
dition to  posting  section  206.  post  a  no- 
tice which  describes  the  regul.^tions' 
r  rocedures.  including  the  name  of  the  in- 
dividual to  whom  reports  may  be  made, 
and  states  where  they  may  be  examined. 

The  effective  date  of  this  section  has 
been  deferred  until  January  6,  1978. 

§21.7      Exempliotis. 

The  Commission  may.  upon  application 
of  any  interested  person  or  upon  its  own 
initiative,  grant  such  exemptions  from 
the  requirements  of  the  regulations  in 
this  part  as  it  determines  are  authorized 
by  law  and  will  not  endanger  life  or 
property  or  the  common  defense  and 
security  and  are  otherwise  in  the  public 
interest. 

Notification 

§  21.21       Notificalion  of  failure  to  coniplv 
or  exi^lencc  of  a  d«>fort. 

(a*  Each  individual,  corporation,  part- 
nership or  other  entity  subject  to  the 
regulations  in  this  part  shall  adopt  ap- 
propriate procedures  to  ( 1 )  provide  for 
(i)  evaluating  deviations  or  (ii>  inform- 
ing the  licensee  or  purchaser  of  the  de- 
viation in  order  tliat  the  licensee  or  pur- 
chaser may  cause  the  deviation  to  be 
evaluated  unless  the  deviation  ha.s  been 
corrected;  and  '2)  assure  tliat  a  director 
or  responsible  officer  is  informed  if  the 
construction  or  operation  of  a  facility,  or 
activity,  or  a  basic  component  supplied 
for  such  facility  or  activity: 

(i)  Pails  to  comply  with  the  Atomic 
Energy  Act  of  1954.  as  amended,  or  any 
applicable  rule,  regulation,  order  or  li- 
cense of  the  CommLssion  relating  to  a 
substantial  safety  hazard,  or 

tii)  Contains  a  defect.  The  effective 
date  of  this  paragraph  has  been  deferred 
until  January  6.  1978. 

(b)  <  1  >  A  director  or  responsible  officer 
subject  to  the  regulations  of  this  part 
or  a  designated  person  shall  notify  the 
Commission  when  he  obtains  information 


reasonably  indicating  a  failure  to  comply 
or  a  defect  affecting  (i  •  the  construction 
or  operation  of  a  facility  or  an  activity 
within  the  United  States  that  is  subject 
to  the  licensing  requirements  under  Parts 
30.  40.  50,  70  or  71  and  that  is  within  his 
organization's  responsibihty  or  <ii>  a 
basic  component  that  is  within  his  or- 
ganization's responsibility  and  is  sup- 
plied for  a  facility  or  an  activity  within 
the  United  States  that  is  subject  to  the 
licensing  requirements  under  Parts  30. 
40.  50.  70  or  71.  The  a'oove  notification 
is  not  required  if  such  individual  has 
actual  knowledge  that  the  Commission 
has  been  adequately  informed  of  such  de- 
fect or  such  failure  to  comply. 

(2)  Initial  notification  required  by  this 
paragraph  shall  be  made  within  two 
days  following  receipt  of  the  information. 
Notification  shall  be  made  to  tlie  Direc- 
tor. Office  of  Inspection  and  Enforce- 
ment, or  to  the  Director  of  a  Regional 
Office.  If  initial  notification  is  by  means 
other  than  written  communication,  a 
written  report  shall  be  submitted  to  the 
appropriate  Office  within  5  days  alter  the 
information  is  obtained.  Three  copies  of 
each  report  shall  be  submitted  to  the 
Director,  Office  of  Inspection  and  En- 
forcement. 

(3  I  The  written  report  required  by  this 
paragraph  shall  include,  but  need  not  be 
limited  to.  the  following  information,  to 
the  extent  known : 

(ii  Name  and  address  of  the  individ- 
ual or  individuals  informing  the 
Commtssion. 

iii»  Identification  of  the  facility,  the 
activity,  or  the  basic  component  supplied 
fcrr  such  facility  or  such  activity  within 
the  United  States  which  fails  to  comply 
or  contains  a  defect. 

"ill)  Identification  of  the  firm  con- 
structing the  facility  or  supplying  the 
basic  component  which  fails  to  comply 
or  contains  a  defect. 

<iv^  Nature  of  the  defect  or  failure  to 
comply  and  the  safety  hazard  which  is 
created  or  could  be  created  by  such  de- 
fect or  failure  to  comply. 

(VI  The  date  on  which  the  information 
of  such  defect  or  failure  to  comply  was 
obtained 

'vii  In  the  case  of  a  basic  component 
which  contains  a  defect  or  faiLs  to  com- 
ply, the  number  and  location  of  all  such 
components  in  use  at.  supplied  for,  or 
being  supplied  for  one  or  more  facilities 
or  activities  subject  to  the  regulations 
in  this  part. 

'vii'  The  corrective  action  which  has 
been,  is  being,  or  will  be  taken;  the  name 
of  the  individual  or  organization  respon- 
sible for  the  action;  and  the  length  of 
time  that  has  been  or  will  be  taken  to 
complete  the  action. 

<  viii  I  Any  advice  related  to  the  defect 
or  failure  to  comply  about  the  facility, 
activity,  or  basic  component  that  has 
been,  is  being,  or  will  be  given  to  pur- 
chasers or  licensees. 

'4 1  The  director  or  responsible  officer 
may  authorize  an  individual  to  provide 
the  notification  required  by  this  para- 
graph, provided  that,  this  shall  not  re- 
lieve the  director  or  responsible  officer 


of  his  or  her  responsibility  under  this 
paragraph. 

(C)  Individuals  subject  to  paragraph 
(b'  may  be  required  by  the  Commission 
to  supply  additional  information  related 
to  the  defect  or  failure  to  comply. 

Procurement  Documents 

§21.31      rr«^uronienl  documcnls. 

Each  individual,  corporation,  partner- 
ship or  other  entity  subject  to  the  reg- 
ulations in  this  part  shall  assure  that 
each  procurement  document  for  a  fa- 
cility, or  a  basic  component  issued  by 
him.  her  or  it  on  or  after  January  6,  1978 
specifies,  when  applicable,  that  the  pro- 
visions of  10  CFR  Part  21  apply. 

Inspections.  Records 

§21.41       ln»pections. 

Each  individual,  corporation,  partner- 
ship or  other  entity  subject  to  the  regu- 
lations in  this  part  shall  permit  duly 
authonzed  representatives  of  the  Com- 
mission, to  inspect  its  records,  premises, 
activities,  and  basic  components  as  nec- 
essary to  effectuate  the  purposes  of  this 
part 

§21.51      Mainlenanre  of  records. 

lai  Each  licensee  of  a  facility  or  ac- 
tivity subject  to  the  regulations  in  this 
part  sliall  maintain  such  records  in 
connection  with  the  licensed  facility  or 
activity  as  may  be  required  to  assure 
compliance  with  the  regulations  in  this 
part 

lb  I  Each  individual,  corporation,  part- 
nership, or  other  entity  subject  to  the 
regulations  in  this  part  shall  prepare 
records  in  connection  with  the  design, 
manufacture,  fabrication,  placement, 
erection,  installation,  modification,  in- 
spection, or  testing  of  any  facilitv,  basic 
component  supplied  for  any  licensed  fa- 
cihty  or  to  be  used  in  any  licensed  ac- 
tivity sufficient  to  assure  compliance  with 
the  regulations  in  this  part.  After  de- 
livery of  the  facility  or  component  and 
prior  to  the  destruction  of  the  records 
relating  to  evaluations  (see  §  21.3(g»  •  or 
notifications  to  the  Commission  (see 
«  21  211,  such  records  shall  be  offered 
to  the  purchaser  of  the  facility  or  com- 
ponent. If  such  purchaser  determines  any 
such  records : 

( 1 1  Are  not  related  to  the  creation  of 
a  substantial  safety  hazard,  he  may  au- 
thorize such  records  to  be  destroyed,  or 

(2i  Are  related  to  the  creation  of  a 
substantial  safety  hazard,  he  shall  cause 
?uch  records  to  be  offered  to  the  organi- 
zation to  which  he  supplies  basic  com- 
ponents or  for  which  he  constructs  a  fa- 
cility or  activity. 

If  such  purchaser  is  unable  to  make  the 
determination  as  required  above  then  the 
responsibility  for  maicing  the  determi- 
nation shall  be  transferred  to  the  indi- 
vidual, corporation,  partnership,  or  other 
entity  subject  to  the  regulations  in  this 
part  that  issued  the  procurement  docu- 
ment to  the  purcha.ser.  In  the  event  that 
the  determination  cannot  be  made  at 
that  level  then  the  responsibility  shall 
be  transferred  in  a  similar  manner  to 
another  individual,  corporation,  partner- 
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ship,  or  other  entity  subject  to  the  reg- 
ulations in  this  part,  until,  if  necessary, 
the  licensee  shall  make  the  determina- 
tion, 

(c)  Records  that  are  prepared  only 
for  the  purpose  of  assuring  compliance 
with  the  regulations  in  this  part  and  are 
not  related  to  evaluations  or  notifications 
to  the  Commission  may  be  destroyed 
after  deUvery  of  the  facility  or  com- 
ponent. 

<d)  The  effective  date  of  the  section 
has  been  deferred  until  January  6.  1978. 

f:nforcement 

§  21.61       I  ailiirf  U)  notify. 

Any  director  or  responsible  officer  sub- 
ject to  the  regulations  in  this  part  who 
knowingly  and  consciously  fails  to  pro- 
vide the  notice  required  by  S  21.21  shall 
be  subject  to  a  civil  penalty  in  an  amount 
not  to  exceed  $5,000  for  each  failure  to 
provide  such  notice  and  a  total  amount 
not  to  exceed  $25,000  for  all  failures  to 
provide  such  notice  occurring  within  any 
period  of  thirty  consecutive  days.  Each 
day  of  failure  to  provide  the  notice  re- 
quired by  !>  21.21  shall  constitute  a  sepa- 
rate failure  for  the  purpose  of  computing 
the  applicable  civil  penalty. 

NoTE.^The  reporting  and  record  keeping 
requirements  contained  In  this  part  have 
been  approved  by  the  General  Accounting 
Office  under  B-180225  (RO  446) 


PART  31— GENERAL   LICENSES  FOR 
BYPRODUCT   MATERIAL 

§§  31.2.  :ii.. ->.:}!. 7,  :}i.8,  :n.i().  ;in,i  :$!.i  i 
[  Aiiuii(i«a! 

3.  In  10  CFR  Part  31,  §  31.2ia)  is 
amended  by  changing  the  words  "Parts 
19,  20.  and  36"  to  read  'Parts  19.  20,  21, 
and  36  ■• 

4.  In  10  CFR  Part  31.  §§31.5(0(10), 
31.7^b^  318'ci,  3110'bi'3i,  and  31.11 
if)  are  amended  by  changing  the  words 
"Parts  19  and  ^O"  tj  lead  "Paris  19.  20. 
and  21." 


PART  34 — LICENSES  FOR  RADIOGRAPHY 
AND  RADIATION  SAFETY  REQUIRE- 
MENTS FOR  RADIOGRAPHIC  OPERA- 
TIONS 

§34.31      [Amended] 

5.  In  10  CFR  Part  34.  §  34.31(a)  (2)  is 
amended  by  changing  the  words  "Parts 
19  and  20"  to  read  "Parts  19,  20,  and 
21." 


proposed  rules 


PART  35 — HUMAN  USES  OF  BYPRODUCT 
MATERIAL 

§35.31       [.\niendod] 

6.  In  10  CFR  Part  35,  §  35.31(e)  is 
amended  by  changing  the  words  "Parts 
19  and  20"  to  read  "Parts  19,  20,  and 
21." 


PART  40- 


-LICENS»NG  OF  SOURCE 
MATERIAL 


§«  40.22  and  40.25      [.Amended] 

7.  In  10  CFR  Part  40.  §  40.22(b)  is 
amended  by  changing  the  words  "Parts 
19  and  20"  to  read  "Parts  19,  20,  and 
21." 

8.  In  10  CFR  Part  40,  §  40.25(e)  is 
amended  by  changing  the  words  "Part 
20"  to  read  "Parts  20  and  21." 


PART  70— SPECIAL  NUCLEAR  MATERIAL 
§  TO. J 9      [.Amended] 

9.  In  10  CFR  Part  70,  §  70.19(c)  is 
amended  by  changing  the  words  "Parts 
19  and  20"  to  read  "Parts  19,  20,  and 
21." 

Dated  at  Washington,  D.C.,  this  1st 
day  of  June  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Samuel  J.  Chilk, 
Secretary  of  the  Commission. 
(FR  Doc.77-15987  Filed  6-3-77;8:45  am] 


This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  pi^blic  of  the  proposed  issuance  of  rules  arc  -•guiations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  "^  the  rule  making  prior  to  the  adopt'or  c*  f^e  final  ru'es 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
[  7  CFR  Part  1065  ] 

I  Docket   No     AO-86-A371 

MILK  IN  THE  NEBRASKA -WESTERN  IOWA 
MARKETING   AREA 

Extension  of  Time  for  Filing  Exceptions  to 
the  Recommended  Decision  on  Proposed 
Amendments  to  Tentative  Marketing 
Agreement  and  to  Order 

AGENCY ;  Agricultural  Marketing  Serv- 
ice, USD  A. 

ACTION :  Extension  of  time  for  filing  ex- 
ceptions to  proposed  rule. 

SUMMARY:  This  notice  extends  the 
date  for  filing  exceotions  to  a  recom- 
mended decision  concernm^  a  propased 
amended  order  reaula'mg  the  handling 
of  milk  in  the  Neora.-ka -Western  Iowa 
marketing  area.  An  mterested  party  re- 
quested additional  time  to  ccmplete  an 
analysis  of  the  decision. 

DATE:  Exceptions  now  are  due  on  or  be- 
fore June  20.  1977. 

•ADDRESS:  Exceptions  should  be  filed 
with  the  Heariijg  Clerk,  Roc.m  1077. 
South  Building.  U.S.  Department  of  Ag- 
riculture. Washington.  DC.  20250 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Maurice  M,  Martin.  Marketing  Spe- 
cialist. Dairy  Division,  Agricultural 
Marketing  Service.  U.S.  Department  of 
Arrriculture,  Washington.  DC  20250 
'202-447-7183'. 

SUPPLEMENTARY  INTX^RMATION 
Prior  documents  in  this  proceeding: 

Notice  of  hearing.  i.'^Gued  September 
15.  1976:  published  September  20.  1976: 
•41  FR  40495    . 

Notice  of  extension  of  time  for  filing 
briefs,  issued  November  12.  1976:- pub- 
lished November  17.  1976  "41  FR  50696- 

Recommended  decision,  issued  May  10 
1977;  published  Mav  16,  1977  '42  FR 
24744). 

Notice  1.-  hereby  given  that  the  time  for 
filing  exceptions  to  the  above  listed  rec- 
om.m.ended  decision  with  respect  to  the 
proposed  amendment-"^  to  the  tentative 
marketing  agreement  and  to  the  order 
regulating  the  handline  of  mnlk  m  the 
Nebraska-Western  Iowa  marketing  area 
is  hereby  extended  to  June  20.  1977. 

This  notice  is  issued  pursuant  to  the 
provi<:lons  of  the  Asri-^nltural  Marketing 
Agreement  Act  of  1937.  as  amended  '~ 
use.  601  et  seq.i.  and  the  apolicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  i  7  CFR  Part 
900 ' 


Signed  at  Washington,  D.C.,  on  June  2, 
1977. 

William  T.  Manley. 
Acting  Administrator. 

FR  Doc  77   !6(X)5  Pi!"-!  6-3-77:8  4?  am' 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Aviation  Ac'ministration 

[U  CFR  Part  39] 

i  Ai.''worui::iess  DoCKCt  No    77-SW-41 

AIRWORTHINESS   DIRECTIVES 

Belt  Model  212  Helicopters 

.^GENCY.  Federal  .AMation  Administra- 
tion '  FAA  '  ,  DOT 

ACTION.  Notice  of  Proposed  Rule  Mak- 
y.\i-  -NPRM 

SUMMARY:  Tins  notice  proposes  to  re- 
vise AD  77-10-05  to  require  installation 
of  the  Blade  Inspecii:n  System  'BISi  in 
accordance  with  newly  revised  proce- 
dures and  in^truction.s  contained  in  BeU 
Helicopter  Textron  Service  Instruction 
No.  212 — 61,  Revision  No,  2.  dated  March 
28,  1977,  These  revL-ed  procedures  and 
instructions  relocate  ti.e  BIS  conductive 
pamt  to  m-.prove  detection  of  cracks  in 
the  blade  retention  area, 

DATES  Comments  must  be  received  by 
July  2,   1977    Proposed  effective  date  of 

the  .AD  will  be  Aug-u.-t  15,  1977, 

ADDRESS:  Send  comments  on  tins  pro- 
posal 111  triphcate  to  Regional  Counsel. 
ASW-7.  Attn  Dock.n  77-SW-4,  South- 
west Region.  Federal  Aviation  Adminis- 
tration. F.O  Box  168-j.  Fort  Worth,  Texas 
76101. 

FOR  FURTHER  INFORM.«lTION  CON- 
TACT: 

James  H,  Major,  .Airframe  Section,  En- 
gineering and  Manufacturing  Branch. 
ASW-212.  Federal  Aviation  Adminis- 
tration, FO,  Box  1689.  Fort  Worth. 
Texas,  telephone  num.ber  817-624-4911. 
Extension  516 

SUPPLEMENTARY       INFOP.MATION 

Amendment  39-2893  42  FR  10853'.  AD 
77-10-5.  effective  June  12.  1977,  requires 
frequent  mspections  of  certain  Bell  Model 
212  main  rotor  blades  and  provides  for 
mstalltion  of  the  BIS  in  accordance  with 
rrescribed  procedures  .After  preparation 
and  publication  of  tjie  amendment.  Bell 
issued  Service  Bulletin  No,  212-77-10 
dated  April  28.  1977,  to  im^prove  detec- 
tion of  cracks  in  the  blade  retention  area 
by  relocating  the  BIS  conductive  paint 
m  the  blade  retention  area  as  prescribed 
m  Revision  2  of  Bell  Service  Instiiiction 
No.  212-61. 


A  few  cases  of  blade  cracks  have  oc- 
curred in  the  blade  retention  area.  There- 
fore, the  agency  prcHX*ses  to  add  an  addi- 
tional paragrapn  to  .AD  77-10-5  requir- 
ing comrliaivce  vriih  Revision  2  of  Bell 
Service  In5tr.icUon  No.  212-61  for  those 
blades  idenu.ieri  m  Bell  Service  Bulle- 
tm  No.  212-77-10  that  have  the  BIS  in- 
stalled, Com->lionce  will  be  required 
within  300  hours'  time  m  service  after 
Ihe  efifeotive  dete  o*  Uie  .aD  revision  The 
agency  notas  U'JiX  \J\e  BIS  may  be  in- 
rtaUed  for  ai:  aJte!mat.e  i::^;:-fruor.  means 
of  AD  77-11J-5 

Interested  persons  are  united  i-o  par- 
.icipate  m  the  cevele>pment  of  the  final 
nale  by  submitting  w  nt.ten  and  oral  com- 
ment* nf-  tiiey  uesire  All  comments  will 
be  recorded  and  con-sidered  bv  the  Direc- 
tor before  'akiiig  final  actioi,,  and  the 
proposal  ma\  be  changed  as  a  result  of 
the  comme:.u«  received.  All  comments  will 
be  available  fix  examination  before  and 
after  the  cloeing  date  for  comments  in 
the  Office  of  the  Regional  Counsel.  FAA, 
Southwest  Region.  4400  Blue  Mound 
Road,  Fort  Worth,  Texas 

Drafting  iNroRMATiON 

The  principal  authors  of  this  docu- 
ment are  James  H.  Malor.  Aerospace  En- 
gineer. Flight  Standards  EHvision,  and 
James  O  Price,  General  Attorney,  South- 
west Region.  F.A.A, 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation  Ad- 
mmistration  proposes  to  amend  Part  39 
of  the  Federal  Aviation  Regulations  a4 
CFR  39  13  '  Amendment  39-2893,  <42  FR 
10853'  -AD  77-10-05.  by  adding  a  i.ew 
paragraph  as  follows. 

(g)  Within  300  hours'  blade  time  in  service. 
after  August  15,  1977,  modify  BIS  Instalte- 
•.lons  on  all  maJn  roior  blades,  P  N  204  012- 
xii  -23  and  29  ar.ri  blad«.  P  N  204-012-001- 
33,  S  Ns  A2-M012  A2-04037  through 
A2-04r>42,  A2  X'4045,  A2-04046,  A2-04134 
thrnueh  A2-04138,  A2-04347.  A2-04359.  A2- 
'J43fi7"  A2-04389,  A2 -04397,  A2  04398 
A2-("4404  IhrLUgh  A4^i44!l,  A2  r'4455  .\2 
04457,  AMR-t>4tK!i  through  AMR-04011, 
.AMR  04013  thriu^h  AMR -04015,  AMR-04017 
throuph  AMR  C>4020  AMR-04023,  AMR-04026. 
.»Mr'04U3(i  a:,d  AMR  MO<M  through  AMR- 
54':in  to  co.iipiv  with  Revlslcn  2  of  Bell  Serv- 
ice IiiStrurtii  r.  No  212  «!,  2C>4-32.  or  205-45 
revLsion  of  March  28  1977  or  biter  appr.-^ved 
revision 

Note— Bell  Service  BuUetln  No,  212-77-10 
ccntaln?  these  blades  and  serial  numl>ers 

Sees   313  a      001,  &nd  603.  Federal  Aviation 

A,n  of  19£8  a'  amende<l  (49  U  S,C  1354(a). 
1421,  and  1423  ?er  6.rii,  Department  of 
Transoort*llon  Act  (49  USC,  1655(c).  and 
14  CFR  111) 

Note  -  The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  conUin  a  major  proposal  requiring  prep- 
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aratlon  of  an  Economic  Impact  Statement 
under  Eyecutlve  Order  11821.  as  amended  by 
Executive  Order  11949.  and  OMB  Circular 
A- 107 

Issued    in    Forth    Worth.    Texas,    on 
May  25.  1977. 

Henry  L.  Newman. 
Director.  Southwest  Region 

(PR  Doc  77- 15865  Filed  6-3-77:8:45  ami 


CIVIL   AERONAUTICS   BOARD 
[  UCFRCh.  II] 

IEDR-327:  Doc<et  No.  30460: 

D.^tPd     M.1V  31.  19771 

CURRENCY   EXCHANGE  CONDITIONS 

Advance  Notice  of  Proposed  Rulemaking 

AGENCY.  Civil  Aeronautics  Board. 

ACTION;  Advance  Notice  of  Proposed 
Rulemaking. 

SUMMARY:  Thi.s  Advance  Notice  of 
Proposed  Rulemaking  is  being  issued  to 
solicit  participation  b.v  the  public  and 
interested  government  agencie.s  in  the 
Board's  consideration  of  a  proposal  to 
adopt  rules  designed  to  alleviate  the 
currency  exchange  problems  of  U.S.  flag 
carriers  in  foreign  countries.  The  pro- 
posal was  suggested  by  the  Air  Trans- 
port Association,  a  trade  association  of 
various  U.S.  scheduled  air  carriers. 

DATES:  Comments  must  be  received  on 
or  before  July  21. 1977. 

ADDRESSES  Comments  should  be  sent 
to  Etocket  30460,  Docket  Section,  Civil 
Aeronautics  Board.  Washington,  D.C. 
20428.  Docket  comments  may  be  ex- 
amined at  the  Docket  Section.  Civil 
.\eronautics  Board.  Room  711.  Universal 
Building,  1825  Connecticut  Avenue.  NW.. 
Washington,  DC,  as  soon  as  received. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Stephen  L.  Babcock.  Civil  Aeronautics 
Board.  1825  Connecticut  Avenue.  NW., 
Washington.  D.C.  20428.  202-673-5442. 

SUPPLEMENTARY  \ INFORMATION: 
The  Air  Transport  Association  of  .Amer- 
ica <ATA'  en  behalf  of  certain  air  car- 
riers,' filed  a  i>etition  of  rulemaking, 
dated  February  10.  1977.  pro;:osing  new- 
rules,  under  Part  213  of  the  Regulations, 
dealing  with  currency  exchange  restric- 
tion.s  unposed  by  foreign  governments 
The  ATA  proposal  would  empower  the 
Board,  subject  to  presidential  approval, 
to  require  foreign  air  carriers  to  estab- 
lish escrow  accounts  in  dollars  in  the 
United  States  in  cases  where  U.S.  air 
carriers  are  unable  to  obtain  foreign 
currency  exchange  and  remittances  in 
the  countries  of  su:h  foreign  carriers  for 


'  The  air  carriers  Joining  In  the  ATA  pe- 
tition are  as  follows'  AlB.ska  Alrl'nes.  Alo'ia 
.airlines,  Branlff  Airways.  Delta  Air  Lines, 
Eastern  Air  Lines,  The  Flying  Tiger  Line, 
National  Airlines,  Northwest  Airlines.  Pan 
.American  World  Airways.  Trans  World  Air- 
lines. Western  Air  Lines,  and  WIen  Air 
\laska. 


a  period  of  30  days.  The  amount  re- 
ouired  for  the  escrow  account  would  be 
the  dollar  equivalent  of  the  unremitted 
funds  of  US.  carriers  held  by  the  foreign 
country  for  longer  than  30  days.  Addi- 
tional funds  would  be  required  for  the 
account,  or  escrowed  funds  would  be  re- 
leased, so  as  to  maintain  an  equivalent 
balance  with  the  delayed  foreign  remit- 
tances of  the  U.S.  air  carriers.  ATA  also 
recommends  that  provLsions  be  adopted 
for  th"^  escrow  sums  to  be  transferred  to 
the  affected  U.S.  carrier.  The  remittance 
claims  of  that  carrier  would  then  be 
transferred  to  the  foreign  carrier  whose 
funds  are  in  escrow,  thereby  accom- 
plLshin£<  an  informal  currency  exchange. 
Finally  ATA  suggests  that  the  feoard 
consider  reouiring  certain  foreign  air 
carriers  to  sell  tickets  in  the  United 
States  only  through  general  sales  agen- 
cies so  as  to  offset  any  similar  restric- 
tions on  U.S.  carriers'  ability  to  engage 
in  direct  sales  to  the  public  in  the  coun- 
try of  a  particular  foreign  carrier. 

As  an  appendix  to  its  petition,  ATA 
enclosed  a  co iy  of  a  letter  which  it  had 
sent  to  the  Decartment  of  the  Treasury, 
date<i  September  13,  1976,  explaining  the 
problem,  and  requesting  the  Depart- 
ment's assistance,  as  well  as  its  views  on 
the  ATA  proix)sal  to  the  Board.  Also  en- 
closed, was  the  response  from  the  Treas- 
ury Department,  dated  November  19, 
1976,  which  stated  that  this  particular 
problem  is  being  discus.sed  in  the  various 
mtemational  financial  and  economic  or- 
ganizations in  which  the  US.  partici- 
pates, as  well  as  in  bilateral  meetings 
with  other  governments.  The  Treasury 
Decartment  stated  that  it  believes  that 
the  objective  of  ATA  can  be  better 
achieved  through  negotiation  to  obtain 
overall  reduction  in  restrictions,  rather 
than  by  retaliatory  restrictions  imposed 
by  the  United  States. 

ATA  argues  that  there  are  several 
types  of  currency  exchange  problems  en- 
countered by  the  U.S.  carriers  which 
have  teen  occurring  over  the  past  sev- 
eral years,  and  which  have  n»t  been 
solved.  Some  foreign  countries  impose  a 
flat  prohibition  on  all  sales  in  local  ciu*- 
rency.  or  a  limitation  on  sales  in  local 
currency  to  the  amount  of  local  ex- 
penses. Other  countries  require  that  the 
passenger  obtain  formal  government  ap- 
proval for  the  purchase  of  transporta- 
tion in  loral  currency  from  U.S.  carriers. 
According  to  ATA,  many  countries  have 
also  created  long  delays  in  the  process- 
ing and  approval  of  remittance  appli- 
cations of  U.S.  carriers.  This  delay  often 
results  in  the  US.  carriers  incurring  a 
considerable  loss  from  the  often  rapid 
devaluation  of  the  currency  in  these 
countries,  as  well  as  from  the  diversion 
of  large  amounts  of  capital  needed  by 
the  carriers  for  o::erating  expenses.  This 
impoundment  of  canital  often  forces  the 
carrier-^  to  obtain  high  interest  loans  to 
cover  these  expenses.  Foreign  air  car- 
riei-s  ooerating  in  tlie  United  States  en- 
counter none  of  these  problems.  Their 
cun-ency  transfers  are  free  from  any 
governmental   interference  by  the  US. 


government.  This  disnarity.  contends 
ATA.  is  discriminatory  and  places  the 
US.  carriers  in  an  unfair  competitive 
position  with  the  foreign  carriers. 

ATA  urges  that  its  prono.sed  action  is 
appropriate  particularly  in  light  of  the 
International  Air  Transportation  Fair 
Competitive  Practices  .Act  of  1974 
(FCPAt  (49  use.  1159b:  88  Stat  2102), 
which  dire:ts  the  Board,  as  well  as  other 
federal  agencies,  to  take  appropriate  ac- 
tion within  its  -lurisdiction  to  eliminate 
all  forms  of  discrimination  or  unfair 
comcetitive  practices  to  which  U  S.  air 
carriers  are  subject  in  providing  foreign 
air  transportation  Accordingly,  argues 
ATA,  the  Board  should  condition  the 
permits  of  foreign  air  earners,  pursuant 
to  section  402iei  of  .the  Federal  Aviation 
Act,  so  as  to  bring  about  an  eouitable 
competitive  balance  between  the  U  S  and 
foreign  carriers. 

A  statement  sunporting  the  petition 
was  filed  by  Senator  James  B.  Pearson. 
No  other  responsive  pleadings  were  re- 
ceived. 

The  U.S.  Government  has  heretofore. 
on  several  occasions,  found  it  necessaiT 
to  take  action  in  accordance  with  the 
FCPA  in  regard  to  currency  exchange 
problems  experienced  by  the  U.S.  car- 
riers in  several  countries.-  Thus  it  is 
clear  that  serious  problems  have  existed 
with  respect  to  currency  exchange  of 
U.S.  carriers. 

Upon  consideration  of  the  ATA  peti- 
tion, and  of  the  seriousness  of  the  prob- 
lem as  w-ell  as  its  complexity,  the  Board 
has  decided  to  issue  this  Advance  No- 
tice in  order  to  elicit  public  comments, 
and  to  obtain  necessary  information  for 
our  guidance  before  determining  whether 
any  particular  rules  should  be  proposed 
The  petition  of  ATA  does  not  provide  ex- 
amples of  which  countries  are  involved, 
the  amounts  of  currency  involved,  or  any 
specific  facts  concerning  recent  discrim- 
inatory practices.  These  facts  are  neces- 
sary for  our  consideration  of  this  pro- 
posal. The  Board  agrees  that  appropriate 
measures  should  be  taken  to  prevent  dis- 
crimination against  the  U.S.  carriers  by 
foreign  countries,  but  questions  whether 
the  ATA  proposal  of  remedial  measures 
is  the  best  method  to  eliminate  this 
problem.  The  Board  Ls  particularly  in- 
terested in  comments  and  views  con- 
cerning the  following  seven  points. 

1.  Would  the  proposed  remedial  meas- 
ures, in  contrast  to  diplomatic  negotia- 
tions by  the  United  States  Government. 
be  the  best  means  to  preclude  such  dis- 
criminatory practices  in  the  foreign  cur- 
rency exchan  ;e  area'  Although  negotia- 
tions have  been  partially  successful  in 
the  past,  it  appears  that  this  problem 
may  be  a  continuing  one.  and  may  re- 
quire measures  in  addition  to  nego- 
tiations. 

2.  If  action  is  considered  appropriate, 
should  it  be  by  procedures  other  than, 
or  in  addition  to.  rulemaking? 

3.  'What  has  been  the  re<:-ent  specific 
experience  of  the  U.S.  carriers  as  to  the 


=  See.  Civil  Aeronautics  Board  FY  1976  Re- 
port to  Congress,  pp    102-107 
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amount  of  funds  involved,  the  length  of 

delays,  and  the  nature  of  the  competitive 
limitations  imposed  by  particular  foreign 
countries? 

4  Would  the  proposed  escrow  accounts 
result  in  significant  problems,  involving 
foreign  government  currency  exchange 
controls,  which  would  offset  the  benefits 
to  be  achieved? 

5.  What  would  be  the  status  of  U.S. 
sales  proceeds  by  or  on  behalf  of  those 
foreign-flag  air  carriers  which  do  not 
operate  into  the  United  States,  and 
hence  do  not  hold  foreign  air  carrier  per- 
mits? 

6.  Should  any  remedial  action  include 
prc^1sions  designed  to  remedy  currency 
exchange  problems  arising  in  connection 
with  foreign-originating  charter  flights 
performed  by  US.  scheduled  and  sup- 
Dlemental  carriers? 

7.  Finally,  those  persons  who  believe 
that  such  remedial  action  should  be 
taken  should  specify  the  standards  un- 
der which  the  Board  should  issue  such 
orders,  the  circumstances  under  which 
the  escrow-  funds  would  be  returned, 
transferred,  or  remitted  to  U.S.  carriers, 
the  manner  in  which  the  administrative 
costs  of  the  escrow  funds  would  be  pro- 
vided, and  the  method  for  accepting  and 
deciding  U.S  air  carriers'  claims  against 
the  fund. 

While  we  are  especially  interested  in 
receiving  public  comments  directed  to 
these  seven  issues,  all  other  expressions 
of  views  on  this  sub.iect  and  suggestions 
concerning  courses  of  regulatory  action 
which  might  be  beneficial  will  receive  our 
careful  consideration, 

.'Mthough  ATA  has  proposed  its  rule 
as  a  new-  section  to  Part  213,  we  have 
concluded  that,  if  promulgated,  such 
rules  would  more  appropriately  be  nlaced 
in  a  different  part  of  our  regulations. 
Part  213  is  aimed  at  prompt  retaliatory 
measures  to  deter  specific  actions  or  in- 
action of  foreign  governments.  The  pro- 
posals here  are  more  m  the  nature  of 
remedial  actions  with  respect  to  prob- 
lems that  transcend  international  avia- 
tion alone.  The  summar>-  Part  213  pro- 
cedures may,  therefore,  be  inappropriate 
in  this  area. 

Interested  persons  may  take  part  in 
this  rulemaking  bv  submitting  20  copies 
of  written  data,  view.-;  or  arguments  of 
the  subjects  discussed  All  relevant  ma- 
terials received  bv  the  dates  shown  at 
the  beginning  of  thi>  notice  will  be  con- 
sidered by  the  Board  before  taking  final 
action  on  the  proposed  rule. 

Individual  members  of  the  general 
Dublic  who  wish  to  expre.ss  their  interest 
by  informally  takine  part  in  this  pro- 
ceeding may  do  so  bv  submittme  com- 
ments in  letter  form  to  the  Docket  Sec- 
tion, without  having  to  file  additional 
copies. 

(Sees.  204(a»,  402.  Federal  Aviation  Act  ol 
1958,  as  amended.  72  Stat.  743.  757  .49  US  C 
1324.  13'72).) 

By  the  Civil  Aeronautics  Board 

Phyllis  T.  Kaylor, 
Secretary. 
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DEPARTMENT    OF    HEALTH, 
EDUCATION.  AND  WELFARE 

Office  of  Education 

[45CFR  Part  136] 

STRENGTHENING   RESEARCH   LIBRARY 
RESOURCES 

Awards  of  Grants  to  E!  gi.'iie  Maior  Research 
Libraries 

AGENCY:  Office  of  Education.  HEW. 

-■i.CTION.   Proposed  rule. 

SUMMARY:  This  document  implements 
the  Education  Amendments  of  1976  and 
governs  the  award  of  grants  to  ehgible 
major  research  libraries  to  promote  re- 
search and  education  of  higher  quality 
throughout  the  United  States  by  help- 
ing to  maintain  and  strengthen  their 
collections  and  assLsting  is  making  their 
holdings  available  to  other  litw-aries 
whose  users  have  a  need  for  research 
materials. 

D.'^TES  Comments  must  be  received  on 
or  before  July  21.  1977 

ADDRESSES:  Send  comments  to:  Room 
3622.  ROB-3,  7th  and  D  Streets.  SW.. 
Washington.  DC.  20202.  Comments  will 
be  available  for  review  between  the  hours 
of  8:30  a.m.  and  4:00  p.m..  Monday 
through  Friday  of  each  week  at  the  same 
address. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  A.  Stevens,  Division  of  Library 
Programs.  202-245-9530. 

SUPPLEMENTARY        INFORMATION : 

A    Background 

Under  the  authority  contained  in  sec- 
tions 231-236  of  Part  C  of  Title  il  of  the 
Higher  Education  Act  of  1965.  as 
amended  by  section  107  of  the  Educa- 
tion Amendments  of  1976  <20  U.S.C. 
1041-46',  tiie  Commissioner  of  Educa- 
tion, with  the  approval  of  the  Secretary 
of  Health.  Education,  and  Welfare,  pro- 
poses to  i:>sue  regulations  governing  the 
program  of  assistance  to  strengthen  re- 
.'-earch  library  resources 

The  statute  directs  that  the  Commis- 
sioner establish  criteria  designed  to 
achieve  regional  balance  m  the  allocation 
of  funds  under  the  program  It  also  pro- 
vides tl-jat  not  more  than  150  institutions 
may  receive  a  grant  under  the  program. 
Under  section  235ia'  of  the  Higher  Edu- 
cation Act.  no  grant  may  be  made  for 
tooks.  periodicals,  documents  or  other 
related  mateiials  to  be  used  for  sectarian 
instruction  or  religious  worship,  or  pri- 
marily in  connection  with  any  part  of  the 
program  of  a  school  or  department  of 
divinity. 

"Major  research  library"  is  de.'ined  by 
the  statute  as  a  pubhc  or  private  non- 
profit institution,  including  the  library 
resources  of  an  institution  of  higher  edu- 
cation, an  independent  research  library, 
or  a  State  or  other  public  hbrary  having 
library  collections  which  are  available  to 
qualified  users  and  which: 

<  1 '  Make  a  significant  contribution  to 
higher  education  and  research; 


<  2 1  Are  broadly  based  and  are  recog- 
nized as  having  national  or  International 
significance  for  scholarly  research: 

i3>  Are  of  a  unique  nature,  and  con- 
tain material  not  widely  available:  and 

<4i  Are  in  substantial  demand  by  re- 
searchers and  scholars  not  connected 
with  that  institution 

B    Aevance  Public  Comment 

A  Notice  of  Intent  to  publish  regula- 
tions was  publi^ed  in  the  Federal  Reg- 
ister on  Noveml>er  22.  1976  (41  FR  51550^ 
in  w-hich  members  of  the  public  were  in- 
vited to  comment  on  specific  issues  iden- 
tified in  the  Notice  and  also  raise  any 
other  issues  they  felt  needed  to  be  ad- 
dre.ssed  in  regulations  for  the  Strength- 
ening Research  Library  Resources  Pro- 
gram, as  well  as  for  other  programs  en- 
acted or  amended  by  the  Education 
Amendment.^  of  1976 

In  response  to  the  Notice  of  Intent,  45 
letters  were  received  by  the  Commis- 
sioner commenting  on  the  Strengthening 
Research  Library  Resources  Program. 
These  letters  were  from  library  associa- 
tions, institutions  of  higher  education. 
State  agencies,  and  public  libraries  lo- 
cated in  26  States  and  the  Di.>trict  of 
Columbia 

A  summary  of  public  comments  re- 
cei\-ed.  and  corresponding  responses  by 
the  Office  of  Education,  is  set  fortli  below. 

1.    ELroiBlLITT    rO«    ASSISTANCE 

la)  Comrr/Tif. -While  manv  comment- 
ers  felt  that  there  was  no  need  to  amolify 
the  statutory  definition  of  a  "major  re- 
search library"  in  the  regulation,  many 
other  commmters  sucgested  specific 
standards  they  thouieht  should  be  in  the 
definition,  such  as  number  of  volumes. 
si7e  of  staff,  annual  acquisitions,  acces- 
sibility through  Interlibrary  loans,  and 
uniqueness  within  geographic  or  subject 
area. 

Response  The  OfBce  of  Education  is 
not  issuing  sr->eciflc  reeulatnrv  standards 
on  what  a  "ma.ior  research  library"  is,  to 
te  eligible  for  as-^istance  under  the  pro- 
cram.  The  regulation  repeats  the  statu- 
tory elements  of  what  a  "major  research 
library  "  is  and  indicates  that  an  a*ipli- 
cant  may  meet  each  of  these  elements  by 
.'iatisfving  one  or  more  of  the  factors  as- 
sociated with  each  element  described  in 
the  evaluation  criteria.  Particularly 
given  the  subjective  tests  in  the  statute 
on  what  a  "major  re^^earch  library"  is, 
the  Commissioner  t>elieves  that  the  de- 
velopment of  stringent  eligibility  stand- 
ards would  needlessly  bog  the  program 
down  in  interoretive  issues  to  exclude  li- 
braries which  are  arguably  major  re- 
search libraries  from  the  opportunity  to 
compete  for  a  grant.  The  proposed  regu- 
lation thus  includes  a  liberal  eligibility 
test  and  is  designed  to  shift  emphasis 
from  rigid  eligibility  standards  to  the 
competitive  review  of  applications  under 
the  evaluation  criteria,  v  hich  will  in  any 
event  ensure  that  the  highest  rated  "ma- 
jor research  libraries"  and  projects  will 
t?  funded.  Therefore,  the  regulation  does 
not  include  stringent  tests  of  what  a 
"major  research  library"  is.  nor  does  it 
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establish  any  minimum  threshold  tests 
of  what  •'library  collections'  are. 

(b)  Comment.  Several  commenters 
suggested  that  membership  in.  or  certifi- 
cation by.  a  national  library  association 
be  a  factor  in  determinmg  eligibility  for 
assistance,  while  other  commenters  felt 
that  recognition  by  such  an  organization 
should  not  be  a  consideration. 

Response.  The  proposed  regulation 
does  not  condition  eligibility  for  assist- 
ance on  recognition  by  a  national  library 
association  since  there  is  no  statutory 
basis  for  doing  so. 

(c>  Comment.  Several  commenters 
felt  that  a  smaller  library  with  a  major 
research  collection  should  be  eligible  for 
LissLslance. 

Response.  There  is  nothing  in  the  pro 
posed  regulation  that  precludes  such  a 
library  from  applying,  provided  that  the 
elements  of  the  statutory  definition  are 
met. 

(d"  Comment.  One  commenter  felt 
that  medical  libraries  should  not  be  eligi- 
ble to  participate  in  the  program  since 
the  needs  of  health  science  libraries  are 
already  being  addressed  under  the  Medi- 
cal Library  Assistance  Act  of  1965  'Pub 
L. 89-291). 

Response.  The  Commissioner  would 
not  be  authorized  to  exclude  medical  li- 
braries from  eligibility  for  assistance, 
nor  would  it  appear  that  protects  to 
strengthen  medical  libraries  could  be  ex- 
cluded from  consideration  However,  be- 
cause these  projects  may  be  eligible  for 
assistance  under  the  Medical  Library  As- 
sistance Act  of  1965  I  Pub  L  89-291  • .  the 
proposed  regulation  includes  provisions 
to  ensure  that  any  payments  under  the 
program  will  not  duplicate  payments 
under  the  Medical  Library  Assistance 
Act  <5  136.051  c»  I  and  to  require  the  ap- 
plicant to  document  the  special  needs  for 
assistance  for  this  type  of  project  under 
this  part. 

lei  Comment.  Several  commenters 
felt  that  institutions  should  be  able  to 
combine  as  consortia  and  apply  for  as- 
sistance 

Response.  Under  the  OflRce  of  Educa- 
tion General  Provisions  Regulations.  45 
CFR  100a. 19ia'.  eligible  applicants  may 
apply  jointly  with  other  eli^iible  appli- 
cants for  grant  assistance.  However,  an 
award  may  not  be  made  to  ineligible  ap- 
plicants because  they  apply  jointly. 

A  nimiber  of  libraries  which  individ- 
ually are  either  eligible  or  meligible  may 
combine  as  a  consortium  which  is  itself 
mcorporated  or  otherwise  established  as 
a  public  or  private  nonprofit  institution. 
If  the  consortium  institution  submits  an 
application  under  this  part,  the  con- 
sortiimi  institution  itself  must  establish 
its  eligibility  as  a  major  research  library. 
Thus,  the  eligibility  requirements  relat- 
ing to  library  collections  of  major  re- 
search libraries,  as  set  forth  in  S  136.04 
<  a )  ( 2 1 ,  must  be  met  by  library  collections 
of  the  consortium  institution,  and  not  by 
the  separate  library  collections  of  the 
members  which  make  up  the  consortium. 
This  is  clarified  in  J  136.04' a)  i3)  of  the 
proposed  regulation 
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2.     USE    OF    GRANT    FITNDS 

Comment.  The  majority  of  commentei  s 
felt  that  grant  funds  should  be  used  for 
library  resources  and  materials,  includ- 
ing the  costs  of  materials,  processing, 
catalogs  or  guides,  data  bases  for  com- 
puter input,  networks,  and  interlibrary 
loan  costs.  A  number  of  commenters  also 
felt  that  grant  funds  should  be  used  only 
to  build  and  maintain  existiiag  collec- 
tions. 

Response.  The  authorized  activities 
section  of  the  proposed  regulation 
1 5  136.08)  specifies  allowable  activities 
in  line  with  most  of  the  comments 

3.     LEVEL    OF    GRANT    FUNDS 

Comment.  The  majority  of  commenters 
were  in  favor  of  grants  ranging  from 
$25,000  or  $50,000  up  to  $250,000  or  $500.- 
000.  Two  commenters  felt  that  the  level 
of  grant  funds  should  be  computed  as  a 
percentage  of  the  institution's  library 
budget  Several  commenters  felt  that 
there  should  be  no  restrictions  set  in 
the  regulation,  since  the  level  of  grant 
funds  would  depend  upon  such  factors  as 
the  amount  of  appropriations  and  de- 
cLsions  of  application  review  panels. 

Response.  No  restrictions  have  been  set 
in  the  proposed  regulation.  Guidance  on 
anticipated  ranges  of  grant  awards  will 
be  provided  on  an  annual  basis  in  no- 
tices inviting  applications  in  the  light 
of  the  amount  of  funds  appropriated 
or  expected  to  be  appropriated  for  the 
program. 

4.     DURATION    OF    FEDERAL    SUPPORT 

Comment.  Most  commenters  were  in 
favor  of  multi-year  support.  Several  com- 
menters suggested  from  2  to  3  years  up 
to  5  years. 

Response.  The  proposed  regulation 
contains  a  section  on  duration  of  proj- 
ects, which  provides  for  an  approved 
project  period  not  to  exceed  three  years 
'§136.10).  However,  the  Commissioner 
does  not  intend  to  commit  most  program 
fund.<:  to  multi-year  projects.  This  is  re- 
flected in  s  136.10IC). 

5.    REGIONAL    BALANCE 

Comment.  Several  commenters  felt 
that  every  State  should  recieve  a  grant. 
Other  commenters  felt  that  regional  bal- 
ance should  be  pchieved  on  the  basis  of 
geographic  and  demographic  cjfiteria. 
such  as  a  high  point  count  based  on  pop- 
ulation derLslty  of  either  the  institution's 
environs  or  its  users.  Several  other  com- 
menters suggested  dividing  the  United 
States  into  specific  regions  and  awarding 
at  least  one  grant  to  each  region. 

Response.  The  proposed  regulation 
pi  ovides  for  regional  areas  and  the  award 
of  extra  points  to  top  rated  applications 
in  regions  which  otherwise  would  not 
have  had  many  funded  applications 
IS  136  07> 

C.  Citations 

As  required  by  section  431  < a)  of  the 
General  Education  Provisions  Act  <20 
use.  1232(a)).  a  citation  of  statutory 
or  other  legal  authority  for  each  section 
of  the   regulation  has  been  placed   in 


parentheses  on  the  line  following  the 
text  of  the  section.  References  to  "Sec." 
in  the  citations  of  authority  following 
provisions  of  the  proposed  regulation  re- 
fer to  sections  of  the  Higher  Education 
Act  of  1965.  If  the  citation  uses  the  word 
"Interprets."  the  regulation  provisions 
include  an  interpretation  of  the  cited 
statutory  provision.  If  the  citation  uses 
the  word  "Implements."  the  regulation 
provisions  include  provisions  deemed 
necessary  to  implement  the  statute. 

Note. — The  Office  of  Education  has  deter- 
mined that  this  document  does  not  contain 
a  major  proposal  requiring  preparation  of  an 
Inflation  Impact  Statement  under  Executive 
Order  11821  and  OMB  Circular  A-107. 

(Catalog  of  Federal  Domestic  Assistance 
Number  13.576,  Strengthening  Re.search  Li- 
brary Resources.) 


Dated:  AprU  7,  19J7. 

William  F.  Pierce. 
Acting  Commissioner  of  Education. 

Approved:  May  26,   1977 

Joseph  A.  Califano,  Jr.. 

Secretary  of  Health.  Education. 
and  Welfare. 

PART  136 — STRENGTHENING  RESEARCH 
LIBRARY    RESOURCES 

Sec 

136.01 

136.02 

136  03 

136.04 

136.05 

138.06 

136.07 

136  08 

136.09 

136.10 


Scope 

Purpose. 

Definitions. 

Eligibility  for  assistance. 

Applicatlorts. 

Criteria  for  assistance 

Regional  balance. 

Authorized  activities. 

Consultation  with  State  agency 

Duration  of  projects. 


AtTTHORrry:  Part  C  of  Title  II  of  the  Higher 
Education  Act  of  1965.  as  amended  by  section 
107  of  the  Education  Amendments  of  1976 
90  Stat.  2090-2091   (20  U  S.C.   1041-1046) 

6;  !  3^.01      Srope. 

I  a)  This  part  applies  to  the  award  of 
grants  with  funds  appropriated  to  carry- 
out  Part  C  of  Title  II  of  the  Higher  Edu- 
cation Act  of  1965.  as  amended  by  section 
107  of  the  Education  Amendments  of 
1976. 

(b)  The  award  of  grants  under  this 
part  is  subject  to  applicable  provisions 
contained  in  Subchapter  A  of  this  Chap- 
ter <45  CFR  Parts  100.  100a,  relating  to 
fiscal,  administrative,  property  manage- 
ment, and  other  matters ) ,  except  that 
evaluation  criteria  in  §100a26'b>  of 
this  Chapter  shall  not  apply  to  applica- 
tions imder  this  part. 

(Implements  Sees.  231-236,  20  U.S.C    1041- 
•046.  1221e-3(a)(l).  1232c(b)f3)  ) 

§  136.02      Purp<.sr. 

The  purpose  of  the  program  under 
this  part  is  to  promote  research  and  edu- 
cation of  higher  quality  throughout  the 
United  States  by  providing  financial  as- 
sistance to: 

ia»  Help  major  research  libraries 
maintain  and  strengthen  their  collec- 
tions; and 

'b)  Assist  maior  research  libraries  m 
making  their  holdings  available  to  indi- 
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vidua!  researchers  and  scholars  outside 
their  primary  clientele  and  to  other  li- 
braries whose  users  have  need  for  re- 
search materials. 

(Interprets  Sec  231,  20  U.SC.  1041,  Sen. 
Rept    No.  94-882  at  8-10   (1976).) 

§  136.03      Driinitions. 

The  following  definitions  apply  to 
terms  used  in  this  part.  "Act"  means  Part 
C  of  Title  n  of  the  Hieher  Education 
.Act  of  1965.  as  amended  by  .section  107 
of  the  Education  Amendments  of  1976 
<Fub  L  94-482). 

(Sees.  231-236,  20  U.S.C.   1041-1046.) 

"Branch  campus"  means  a  campus  of 
an  institution  of  higher  education  lo- 
cated in  a  community  of  t-he  United 
States  different  from  that  of  the  parent 
institution,  not  within  a  reasonable  com- 
muting distance  from  the  main  campus, 
and  which  has  college  love!  proerams  for 
which  library  facilities,  sen'ices.  and  ma- 
terials are  necessary. 

(Implements  Sec.  233(b).  20  TJ.S  C.  1043(b).) 

"Institution  of  higher  education" 
means  an  educaticnal  institution  in  any 
State  which  meets  all  the  following  re- 
quirements: (a)  It  admits  as  regular  stu- 
dents only  persons  having  a  certificate 
of  graduation  from  a  school  providing 
secondary  education,  or  the  recognized 
equivalent  of  such  a  certificate. 

fbi  It  is  legally  authorized  within  such 
State  to  provide  a  program  of  education 
beyond  secondary  education. 

let  It  provides  at  least  one  of  the  fol- 
lowing types  of  programs: 

1 1 )  An  educational  program  for  which 
it  awards  a  bachelor's  degree: 

1 2 »  A  program  of  not  less  than  2  years 
which  is  acceptable  for  full  credit  toward 
a  bachelor's  degree: 

'3)  A  program  of  not  less  than  1  year 
of  training  to  prepare  students  for  gain- 
ful employment  in  a  recognized  occupa- 
tion. 

'd>  It  is  a  public  or  other  nonprofit 
institution. 

(e)  It  is  either  accredited  by  an  or- 
ganization named  in  a  published  list  of 
the  Commissioner  as  a  nationally  recog- 
nized accrediting  agency  or  as.sociation 
or  meets  at  least  one  of  the  following 
requirements: 

'  1 )  The  Commissioner  has  determined 
that  there  is  satifactory  assurance,  con- 
sidering the  resources  available  to  the 
institution,  the  period  of  time,  if  any. 
during  which  it  has  operated,  the  effort 
it  is  making  to  meet  accreditation  stand- 
ards, and  the  librar>'  resources  for  w  hich 
assistance  under  this  part  is  sought  or 
which  are  planned  to  be  acquired  within 
a  reasonable  time,  that  the  institution 
v;ill  meet  the  accreditation  standards  of 
such  an  agency  or  organization  within 
a  reasonable  period  of  time: 

i2i  It  is  an  institution  v,hose  credits 
are  accepted,  on  transfer,  by  not  less 
than  three  institutions  which  are  so  ac- 
credited, for  credit  on  the  same  basis 
as  if  transferred  from  an  institution  so 
accredited. 

(Sees   206.  1201(a),  20  US.C.  1026.  1141(a).) 


"Past  fiscal  vear"  means  the  fiscal  year 
period  of  October  1  to  September  30 
prior  to  the  fiscal  year  in  which  the  ap- 
plication is  submitted,  except  that  for 
ap'^lications  submitted  in  Fiscal  Year 
a977  (Which  ends  September  30.  1977 >. 
if  any,  the  "past  fiscal  y?ar"  means  the 
period  of  July  1,  1975  to  June  30,  1976. 

(Implements  Sec    233,  20  U.SC.  1043  ) 

"Primary  clientele."  with  reference  to 
research  hbrary,  means  students,  faculty, 
or  other  registered  users  of  the  apphcant 
or  grantee 

(Implements  Sec    233,  20  USC,   1043.) 

"State"  includes,  in  addition  to  the  sev- 
eral States  of  the  Union,  tiie  Common- 
wealth of  Puerto  Rico,  the  District  of 
Columbia,  Guam,  American  Samoa,  and 
the  Virgin  Islands. 

(Sec,    1201(bi.    20   USC     lUKb).) 

"State  library  administrative  agency" 
means  the  official  agency  of  a  State 
charged  by  the  law  of  that  State  with 
the  extension  and  development  of  pviblic 
library  services  Ihrougout  the  State. 

(Interprets  Sec,  236,  20  U.S.C.   1046.) 

§  135.04      F.ligibilit>  for  assistance. 

*  a  I  Major  research  libraries.  The  Com- 
missioner awards  grants  under  this  part 
cnly  to  major  research  libraries.  A  major 
research  library : 

<  1 '  Is  a  public  or  private  nonprofit 
institution,  including  the  library  re- 
sources of  an  institution  of  higher  edu- 
cation, an  independent  research  library. 
or  a  State  or  other  public  library;  and 

(2 1  Has  library  collections  v,hich  are 
available  to  qualified  users  and  which: 

(ii  Make  a  significant  contribution  to 
higher  education  and  re.search,  as  deter- 
mined by  the  strength  of  the  library 
collections  in  meeting  one  or  more  of 
the  factors  described  m  the  subdivisions 
under  §  136,06<ai  (1»  ; 

'ii)  Are  broadly  based,  as  determined 
by  the  strength  of  the  library  collections 
in  meeting  one  or  more  of  tlie  factors 
df.scribed  in  the  subdivisions  under 
§  136  06iat  '2^  : 

<  lii  >  Are  recognized  as  having  national 
or  international  significance  for  scholar- 
ly research,  as  determined  by  the 
strength  of  the  library  collections  in 
meeting  one  or  more  of  the  factors  de- 
scribed in  the  subdivisions  under 
§  136,06(ai  <3>  ; 

dv)  Are  of  a  unique  nature,  and  con- 
tain material  not  widely  available,  as 
determined  by  the  strength  of  the  library 
collections  in  meeting  one  or  more  of 
the  factors  described  in  the  subdivisions 
under  5  136,06ia)  ^4'  :  and 

<v)  .Are  insubstantial  demand  by  re- 
searchers and  scholars  not  connected 
with  the  applicant  institution,  as  deter- 
mined by  the  strength  of  the  library 
collections  in  meeting  one  or  more  of 
the  factors  described  in  the  subdivisions 
under  5  136  06<a' (5'. 

<3i  The  requirements  in  subparagraph 
(2)  must  be  met  by  hbrary  collections 
of  the  major  research  library  applying 
for  a  grant  In  the  ca.se  of  a  consortium 
which  applies  as  a  public  or  private  non- 


profit institution,  these  reouirements 
mu'^t  be  met  by  library  collections  of  the 
consortium  institution  and  not  by  the 
.separate  collections  of  the  members 
which  make  up  the  consortium. 

(InterpreU  Sec    233.  20  U.8,C.  1043) 

<b)  IneligihilitiLof  section  ?02  grantees. 
<1)  An  institution  receiving  a  grant 
under  section  202  of  the  Higher  Educa- 
tion Act  of  1965  (Basic  Grants  of  the 
College  Library  Resources  Program  un- 
der Subpart  B  of  Part  131  of  this  Chap- 
ten  is  ineligible  to  receive  a  grant  under 
th!>;  part  in  the  same  fiscal  year 

<2'  For  purposes  of  this  paragraph, 
each  branch  campus  ol  an  institution  of 
higher  education  is  deemed  to  be  a 
separate  institution 

<3i  An  institution  of  hipher  education 
mast  respond  to  the  eligibility  and  ap- 
plication requirements  and  evaluation 
criteria  in  this  part,  as  applicable,  with- 
out regard  to  any  of  its  libnir>-  collections 
located  at  a  campus  which  receives  a 
grant  under  section  202  of  the  Higher 
Education  Act  of  1955  in  the  same  fiscal 
year. 

(Interprets  and  Implements  Sec    233(b),  20 

USC    1043  (hi.) 

(C)    Limitation  on  number  of  grants. 
Not  more  than  150  institutions  may  re- 
ceive a  grant  under  this  part  in  a  fiscal 
year. 
(Interprets  Sec,  236(b),  20  USC    1045(b).) 

•^  136.06      Applicalions. 

Each  applicant  for  a  grant  under  this 
part  .shall  submit  an  application  to  the 
Commissioner. 

ia>  The  application  must  include  the 
following 

1 1 1  Information  sufficient  to  enable  the 
Ccmniissioner  to  determine  the  eligibility 
of  the  applicant  under  §  136  04; 

'2'  A  description  of  the  specific  ac- 
tivities which  the  applicant  proposes  to 
carry  out  with  financial  assistance  under 
thi."-  part: 

>  3 '  A  description  of  the  methods  and 
manner  of  administration  of  the  pro- 
posed project,  including  any  plan  of  ac- 
quisition, and 

i4)  A  budget  and  justification  detail- 
ing the  costs  of  services  and  property  in 
the  proposed  project 

(b'  The  application  .should  also  pro- 
vide information  responding  to  each  of 
the  funding  criteria  in  ?  136  06  to  enable 
the  Commi.ssioner  to  evaluate  the  qual- 
ity of  the  proposed  project  Failure  of  an 
application  to  provide  infcMTnation  re- 
sponding to  a  particular  criterion  will 
deny  the  applicant  of  an  opportunity  to 
earn  points  as.sociated  with  that  cri- 
terion 

(Implements  Sees.  231-236,  20  U.S.C.   1041- 
1046,   1232c(b)(3).) 

'c '  If  the  applicant  proposes  a  project 
eligible  for  assistance  under  another 
Federal  program  authorizing  support  for 
research  libranes.  such  as  the  Medical 
I  ibrarv  A.ssistance  Act  of  1965  <Pub  L, 
89-291  i ,  the  application  must- 

1 1 1  State  whether  the  project  has  been 
the  subject  of  an  application  to  another 
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Federal  program  and,  if  so.  its  disposi- 
tion or  status; 

i2i  Document  that  funding  the  project 
will  not  result  m  a  duplication  of  Fed- 
eral payments  for  activities  or  acquisi- 
tions; and 

<3i  Provide  information  to  satisfy  the 
ConomLssioner  that  there  is  a  special 
need  for  assistance  und?r  this  part 

(Implements  Sees  231-236.  20  U  S.C.  1041- 
1046  ) 

§  136. Of»      Oitpriu  for  a>>,«i«Iance. 

In  evaluating  applications  to  select 
grantees  and  determine  the  size  of 
awards  under  this  p.irt,  the  Commis- 
sioner shall  apply  the  following  criteria. 
weighted  according  to  the  indicated 
pomts 

(a>  Sipnificance  as  a  major  research 
library  The  .strength  of  the  applicant  in 
meeting  each  of  the  following  elements  of 
atmaior  research  library. 

( 1 )  The  extent  to  which  the  applicant's 
library  collection  make  a  significant 
contribution  to  hitjher  education  and  re- 
search '20  F>oint>i  Consideratioii  will  be 
given  to  such  factors  as: 

ii>  Major  research  projects  for  which 
the  librarN'  has  made  resources  available 
in  the  past  fiscal  year  (onlv  a  general  and 
brief  summarv  nf  Information  is  expected 
in  the  application  >  : 

'ii>  For  institutions  of  higher  educa- 
tion, the  Amount  the  in'^tltution  received 
in  Fpd°ral  and  or  nrivate  research  funds 
and  the  number  of  oroiects  conducted  by 
th"  institution  with  these  funds  In  the 
past  fiscal  vear; 

fill)  Other  evidence  of  substantia' 
service  to  researchers  find  scholars:  and 

(lv>  For  institutions  of  higher  educa- 
tiin  the  number  of  doctoral  nroEtrams 
offered  and  the  number  o^  doctoral  de- 
prees  pnarried  in  the  past  fiscal  year. 

(2>  The  extent  to  which  the  appli- 
cant's libra rv  collections  are  broadly 
based  <1.s  rotntsi.  Consideration  will  be 
given  to  such  factnrs  as: 

(i>  The  breadth  of  the  lihrarv  collec- 
tions with  respect  t-o  the  number  of  sub- 
iect  areas  covered  nr  the  ccmnrf'hen- 
sivenes.s  of  speoial  collections  in  particu- 
lar ,su^"ect  areas: 

iii>  The  si7e  of  thf  collection  with  re- 
spect to  volumes  and  titles,  manu.scrints. 
micrnforms.  and  other  types  of  mate- 
rials: and 

(jiii  Th»  number  of  current  periodical 
suhscrinrions, 

■:?'  The  extent  to  which  the  appli- 
cant's library  collections  are  recognized 
as  having  national  or  Intematnnal  sig- 
nificance for  -scholarly  research  1 10 
points!  Consideration  will  be  given  to 
such  factors  as 

li'  The  number  of  iiiterUhrarv  loans 
made  bv  the  applicant  during  the  past 
fiscal  vear  to  libraries  located  outside 
the  state  In  which  the  applicant  is  lo- 
cated. 

'iii  The  number  of  such  loans  to  li- 
braries located  outside  the  regional 
eefxrranhic  area  in  which  the  applicant  is 
located; 

MU'  The  numb^-r  of  .such  loans  to  li- 
braries located  outside  the  United  States; 


(iv)  The  extent  to  which  loans  of  the 
applicant's  materials  described  in  sub- 
divisions (ii-iiii>  are  made  pursuant  to 
cooperative  arrangements  by  the  appli- 
cant with  libraries  in  other  States,  re- 
gions, and  countries;  and 

I VI  Other  evidence  of  national  or  in- 
ternational significance  for  scholarly  re- 
search. 

1 4)  The  extent  to  which  the  appli- 
cant's library  collections  are  of  a  unique 
nature,  and  contain  material  not  widely 
available  <  10  points' .  Consideration  will 
be  given  to  such  factors  as: 

(ii  The  number  and  nature  of  special 
collections  containing  research  mate- 
rials not  widely  available;  and 

I  ii  I  The  availability  of  printed  (or  oth- 
erwi.se  published  >  catalogs  or  other 
guides  to  the  special  collections. 

>  5 1  The  extent  to  which  the  library 
collections  are  in  substantial  demand  by 
researchers  and  scholars  not  connected 
with  the  applicant  institution  (5  points). 
Consideratian  will  be  given  to  such  fac- 
tors as: 

1 1 1  The  number  and  type  of  institu- 
tions with  which  the  applicant  has  for- 
mal, cooperative  agreements  for  library 
and  information  services; 

Mi"  The  extent  to  which  the  library 
lends  more  on  interlibrary  loans  than 
It  borrows;  and 

liii)  The  extent  of  loan  requests  from 
users  outside  the  library's  primary 
clientele. 

(Implements  Sees.  231.  233,  20  U.S.C.   1041, 
1043  I 

<  b  I  Nature  of  project.  « 1 )  The  extent 
to  which  the  specific  objectives  and  ac- 
tivities of  the  project  are  designed  to 
contribute  to  the  purposes  of  this  part 

15  points!  by: 

<i)  Helping  the  applicant  to  maintain 
and  strengthen  its  library  collections, 
with  particular  regard  to  whether  the 
project  builds  upon  one  or  more  existing 
special  collections  of  the  applicant  which 
have  national  or  international  signifi- 
cance for  scholarly  research;  and /or 

'ii>  Making  the  applicant's  research 
holdings  available  to  other  libraries  for 
wider  use  by  researchers  and  scholars. 
In  applying  this  factor,  the  Commis- 
sioner considers: 

1  A I  Tlie  extent  to  which  the  project  is 
de;  lened  to  increase  the  availability  of 
existing  collections  of  the  applicant 
which  have  national  or  international 
significance  for  scholarly  research;  and 

iB'  The  extent  to  which  the  project 
will  strengthen  the  applicant's  capacity 
for  particlp.Ttmg  in  library  networks  and 
other  cooperative  library  arrangements 
for  sharing  of  library  resources. 

<  2  I  The  applicant's  institutional  com- 
mitment and  caoabilitv  to  continue  and 
build  upon  the  Federal  project  upon  its 
expiration  >  5  points  • 

'  3 1  The  soundness  of  the  proposed 
plan  of  operation,  including  considera- 
tion of  the  extent  to  which  the  objectives 
of  the  prooased  project  are  sharply  de- 
fined (including  specific  time  schedules 
for   their   achievement)    clearly  stated, 


capable  of  being  measured,  and  capable 
of  being  attained  (5  points). 

(4)  The  reasonableness  of  costs  in  re- 
lation to  anticipated  results  <  5  points  > . 

(5)  The  qualifications  and  appropri- 
ateness of  staff  selected  for.  or  assigned 
to,  the  project  <  5  pwints  > . 

'.6>  The  extent  to  which  the  specific 
proposed  activities  and  expenditures  un- 
der the  project  are  designed  to  expand 
upon  and  supplement  the  applicant's  ac- 
tivities and  expenditures  (5  points*. 

(Implements  Sec.   231.  20  U.S.C.   1041;   Sen. 
Rept.  No.  94-882  at  8-10  (1976)   ) 

(c)  Projects  eligible  under  other  Fed- 
eral programs.  Notwithstanding  the  cri- 
teria in  paragraphs  lai  and  (b>  of  this 
section,  the  Commissioner  will  not  fimd 
a  project  eligible  for  assistance  under 
other  Federal  programs  authorizing 
grants  to  support  research  libraries,  such 
as  the  Medical  Library  Assistance  Act  of 
1965  (Pub.  L.  89-291),  unless  the  ap- 
plication ; 

(1)  Etocuments  that  payments  under 
this  part  will  not  duplicate  payments  un- 
der other  Federal  programs;  and 

(2 1   Demonstrates  a  special  need  for 
funding  under  this  part. 
(Implements  Sec.  231,  20  U.S.C    1041.) 
§  136.07      Regional  balanre. 

The  Commissioner  seeks  to  achieve  a 
reasonable  regional  balance  in  the  allo- 
cation of  funds  under  this  part  by  as- 
.  signing  a  maximum  of  15  additional 
points  to  applications  which,  if  funded, 
would  contribute  to  a  regional  balance. 
These  points  are  assigned  according  to 
the  following  steps . 

(a)  Applications  will  first  be  evaluated 
on  the  basis  of  evaluation  criteria  in 
§  136.06  and  a  tentative  slate  will  be  pre- 
pared of  the  highest  rated  applications 
which  would  have  been  funded  if  re- 
gional balance  were  not  considered. 
(These  applications  are  referred  to 
hereafter  as  the  "highest  rated  applica- 
tions".) 

(b)  The  Commissioner  will  plot  these 
highest  rated  applications  to  see  their 
locations  in  terms  of  the  following 
designated  regions: 

Region : 

1 The     New     England     States 

{Connecticut,  Maine,  Mas- 
sachu.setts.  New  Hampshire. 
Rhode  Island,  and  Ver- 
mont) . 

2 New  York  State 

3 The    Middle    Atlantic    States 

(Delaware.  District  of  Co- 
lumbia, Maryland,  New 
Jersey.  Pennsylvania,  and 
West  Virginia). 

4 The  Southeastern  States  ( Ala- 
bama, Florida,  Georgia. 
Kentucky.  Mississippi. 

North  Carolina,  Puerto 
Rico,  South  Carolina.  Ten- 
nessee, Virgin  Islands,  and 
Virginia). 

5 The       Southwestern       States 

(Arizona,  Arkansas,  Louis- 
iana. New  Mexico,  Oklaho- 
ma, and  Texas) 

6 California 
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Region: 

7 The  Pacific  Northwest  (Alas- 

ka^  Idaho.  Oregon,  and 
Washington) 

8 The   Mountain   Plains  States 

(Colorado,  Kansas.  Monta- 
na. Nebraska.  Nevada.  North 
Dakota.  South  Dakota. 
Utah,  and  Wyoming). 

9 The  Midwest.  (Illinois.  In- 
diana, lov.a.  Michigan,  Min- 
nesota. Missouri,  Ohio,  and 
Wisconsin) . 

10 The  Pacific  Basin   (American 

Samoa,  Guam,  tmd  Hawaii) . 

'c  I  The  Commissioner  will  then  assign 
15  extra  points  to  each  of  the  three  ap- 
plications with  the  most  points  in  each 
reslon  which  has  two  or  fewer  of  the 
highest  rated  applications.  For  examnle. 
if  the  highest  rated  anplications  were 
all  those  with  scores  of  75  points  and 
above,  and  a  region  had  applications 
with  scores  of  82.  70.  62.  and  55  15  extra 
points  would  be  awarded  to  each  of  the 
anplications  with  82.  70.  and  62  points. 
The  application  with  55  points  would  not 
receive  extra  noints. 

(d»  The  Commissioner  mav  award  15 
additional  points,  in  accordance  with  the 
standards  in  paragraph  (c,  to  applica- 
tions to  avoid  causing  regions  which  did 
not  receive  points  under  paragraph  (c» 
to  be  left  with  two  or  fewer  fundable  ap- 
plications. 

(Implements  Sec.  2,34,  20  U.S.C.  1044.) 
§  136.08      .Authorized  activilio. 

fa)  General.  Funds  provided  under 
this  part  may  be  used  for  activities  or 
exnenditures  which  achieve  one  or  both 
of  the  purposes  described  in  §  136.02.  ex- 
clusive of  construction  costs.  These  au- 
thorized activities  or  exnenditures  may 
include,  but  are  not  limited  to: 

<  1  >  Acquiring  books  and  other  mate- 
rials to  be  used  for  library  purposes ; 

(2>  Binding,  rebindina:.  and  repairing 
books  and  other  materials  to  be  used  for 
librarj'  purposes; 

(3 1  Cataloging,  abstracting,  and  mak- 
ing available  lists  and  guides  of  library 
collections; 

(4)  Distributing  library  materials  and 
bibliographic  information  to  users  be- 
yond the  primary  clientele  through  the 
mail  or  throusrh  electronic,  photographic. 
magnetic,  optical,  or  other  reprographic 
techniques; 

i5i  Acquiring  additional  equipment 
and  supplies  that  will  assist  in  making 
library  materials  available  to  users  be- 
yond the  primary  clientele ; 

(6t  Hiring  necessary  additional  staff 
to  carry  out  activities  funded  under  this 
part;  and 

(7)  Communications  with  other  in- 
stitutions incidental  to  other  activities 
under  this  part. 

(Implements    Sec.    231-236.    20    U  SO.    1041- 
1046;  Sen.  Rept.  No.  94-882.  at  9  (1976).) 

(b)  Cost  principles.  The  Commissioner 
will  pay  for  allowable  costs  under  grants 
in  accordance  with  the  applicable  cost 
principles  set  forth  in  appendices  to  Sub- 
chapter A  of  this  Chapter  (45  CFR  Part 
100,  Appendices  B-D). 


(Sec.  231.20  use.  1041.  1221c:  OMB  Circular 
Nos  A-21.  A-87.) 

(C)  Limitation  on  religious  use.  A 
grantee  shall  not  use  funds  under  this 
part  for  books,  penodicals,  documents, 
or  other  related  material  to  be  used  for 
sectarian  instruction  or  religious  wor- 
ship, or  primarily  in  connection  with 
any  part  of  the  program  of  a  schcx)!  or 
department  of  divinity. 

(Sec.  235.  20  U.S.C.  1045.) 

§  136.09      ron*ulla!ion  with  State  agcnrv. 

Each  recipient  of  a  grant  under  this 
part  shall  periodically  inform  tlie  State 
library  admmistrative  agency  or  the 
State  agency,  if  any,  concerned  with  the 
educational  activities  of  all  institutions 
of  higher  education  in  the  State  in  which 
the  grant  recipient  is  located,  of  its  ac- 
tivities under  this  part. 

(Sec.  236.  20  use.  1046  ) 

^136.10      Duration  of  projects. 

•  a'  The  Commissioner  awards  proj- 
ects under  this  part  for  a  specified  proj- 
ect period.  The  duration  of  the  project 
shall  be  only  for  the  minimum  period 
determined  by  the  Commissioner  to  be 
needed  to  carry  out  the  approved  objec- 
tives of  the  project,  but  siiall  in  no 
event  exceed  three  years. 

(b>  New  applications  proposing  multi- 
year  projects  must  be  accompanied  by 
an  explanation  of  the  need  for  multi- 
year  support,  an  overview  of  the  objec- 
tives proposed,  and  estimates  of  the 
amounts  necessary  to  attain  these  ob- 
jectives m  any  proposed  subsequent  year. 

ici  The  Com.missiorier  expects  to  fund 
many  one-year  awards  However,  if  the 
applicant  demonstrates  to  the  Commis- 
.sioner's  satisfaction  that  multi-year  sup- 
port is  needed  to  carry  out  the  proposed 
project,  the  Commissioner  may,  in  the 
initial  notification  of  the  grant  award 
•  which  shall  be  for  up  to  a  twelve  month 
period',  indicate  an  intention  to  assist 
the  project  for  an  additional  period 
through  continuation  grants. 

idi  <1;  Applications  for  assistance  to 
continue  a. project  during  the  project 
pencxi  but  subsequent  to  the  initial  year 
of  assistance  shall  be  reviewed  on  a  non- 
competitive basis  to  determine: 

lii  If  grantee  has  complied  with  the 
grant  terms  and  conditions,  the  Act.  and 
applicable  regulations:  and 

'li  I  The  project's  effectiveness  to  date, 
or  the  constructive  changes  proposed  as 
a  result  of  an  ongoing  evaluation  of  the 
project. 


<2)  If  funds  are  uisuflicient  to  support 
all  projects  determined  on  the  basis  of 
subparagraph  1 1  >  to  merit  continuation.  . 
apphcations  for  continued  support  will 
be  evaluated  competitively  with  each 
other  on  the  basis  of  the  criteria  set 
forth  in  §  136.06. 

(e)  Following  the  expiration  of  the 
project  period  for  a  particular  project. 
an  apphcation  for  further  assistance  to 
support  the  project  will  be  evaluated  on 
the  basis  of  the  criteria  set  forth  in 
5  136  06  in  competition  with  all  other 
applications  governed  by  the  criteria. 

(Implements     Sec.     231.     20     U  S  C.     1041, 

i221e-3(a) (1)  ) 
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DEPARTMENT   OF  THE   INTERIOR 

Fish  and  Wildlife  Sen/ice 

[50  CFR  Part  17] 

ENDANGERED   AND   THREATENED 
WILDLIFE   AND   PLANTS 

Review  of  Status  of  Twelve  Species  of 
Turtles 

AGENCY:  U.S.  Fish  and  Wildlife  Service. 

ACTION:  Review  of  the  status  of  12 
species  of  turtles. 

SUMMARY:  Notice  is  hereby  given  that 
the  Department  of  the  Interior  has 
evidence  on  hand  to  warrant  a  review 
of  the  species  of  turtles  listed  below  to 
determine  whether  they  should  be  pro- 
posed for  lisung  as  Endangered  or 
Threatened  species. 

DATES:  Information  regarding  the  sta- 
tus of  these  species  should  be  submitted 
on  or  before  August  5,  1977,  to  the  Di- 
rector. U.S  Fish  and  Wildlife  Service. 
This  time  limit  expires  on  August  2.  1977. 

ADDRESSES:  Comments  on  this  Notice 
of  Review  should  be  submitted  to  the 
Director  'FV^'S  OES(.  U.S.  Fish  and 
Wildlife  Service,  U.S.  Department  of  the 
Interior.  Washington,  DC  20240. 
FOR  FUKTHER  INFORMATION  CON- 
TACT: 

Mr   Keith  M.  Schreiner.  Associate  Di- 
rector,  Federal   Assistance.   Fish   and 
Wildlife  Service,   U.S.  Department  of 
the  Interior,  Washington.  D.C.  20240. 
202-343-4646. 
SUPPLEMENT.ARY       INFORMATION: 
Tlie  species  of  turtles  for  which  this  no- 
tice of  review  is  issued  are  as  follows: 


Scientific  name 


Common  name 


Where  found 


CkTf>emt»  alabamentu 

Chrusemyi  conctnna  tuwannuniit . 
ChryBtmyt  Tubri'-mtrii 


(Iraptfmyi  catjlti    .         - --■ 

CraptfiTtys  ftaninaCMlata 

'■Tapt'myi  ijcuiifno- -■ 

(rrniitrniyt  pteudogiograpkica  lobinemit. 

(Irajtlnnyt  vrrta  

Kmosterrum  ftauri  baun 

h inoitfrnon  tlauscfiit  apooueri 

.'^trrnulhrrm  diprissvi -- 

iiuifHtmyt  rugjinoda 


Alabama  red-bellied  tur-    Alabama, 
tie. 

Suwanee  cooler Florida,  deor^ia.       ^      ..         ^      ..        w  ,», 

Red-lH-Uied  turtle      Delaware,     Mar>land,     Massachusetts.     New 

Jersey.  North  Carolina,  Virginia. 

Cable's  map  turtle Texas. 

-Yellow-blotched  tiulle Mississippi. 

Kineed  sawliack Louisiana,  Mississippi. 

Sabine  map  turtle, Louisiana.  Texas. 

Texas  map  turtle Texas. 

.  Key  mud  turtle Florida. 

Illiiioi?  mud  turtle Illinois,  Iowa.  Missoun. 

.  Flattened  musk  turtle   ..     Alal-ama.   ,     ,    ,      , 

Black -knobl>ed  sawljftck..  Alabama, Mississippi 
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PROPOSED   RULES 


The  Department  is  seeking  the  views 
of  the  Governors  of  Alabama.  Delaware. 
Florida.  Georgia.  Dllnois,  Iowa.  Loui- 
siana. Maryland,  Massachusetts.  Missis- 
sippi. New  jersey.  North  Carolina.  Texas. 
and  Virginia  where  the  species  of  turtles 
occur.  Other  interested  parties  are  hereby 
invited  to  submit  any  factual  informa- 
tion, including  publications  and  written 
reports,  which  is  germane  to  this  status 
review. 

This  Notice  of  Review  was  prepared  by 
Dr  C  Kenneth  Dodd.  Jr..  Office  of  En- 
dangered Species. 

Dated;  May  13,  1977. 

Lynn  A.  Greenwalt. 
Director.  Fish  and 
Wildlife  Service. 

tFRDoc   77-15594  Piled  6-3-77:8:45  am] 


DEPARTMENT   OF   COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

[SOCFR  Part  216] 

TAKING   AND   IMPORTING   OF   MARINE 
MAMMALS 

Porpoises 

.■\GENCY:  National  Marine  Fisheries 
Sei-vicc 

ACTION'    Proposed  Amendments. 

SUMMARY:  Amendments  are  being  pro- 
posed to  §  216.24(d' (2Hii  in  order  to 
assure  timely  and  accurate  reporting  of 
information  on  porpoi.'^e  mortaJity  levels. 

EFFECTIVE  DATE-:  Comments  on  or 
before  June  21,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT 

William  P.  Jensen  1202-634-7461'. 

SirpPLEMENTARY  INFORMATION: 
On  March  1,  1977,  the  National  Marine 
FLshenes  Service  published  final  regula- 
tions '42  m  12010'  authorizing  the  is- 
suance of  a  pemiil  to  allow  the  taking 
of  marine  majnmals  incidental  to  yel- 
lowfin   tuna  pui-se  seme   fishing  in  the 


eastern  tropical  Pacific  Ocean.  On  May 
4,  1977,  the  National  Marine  Fisheries 
SetTice  adopted  published  methodology 
(42  FR  225731  for  monitoring  porpoise 
quotas.  With  the  adoption  of  the  meth- 
odology, it  was  determined  necessary  to 
modify  the  regulations  to  assure  that 
timely  and  accurate  information  on  the 
numbers  of  puree  seine  vessels  at  sea 
and  the  mortality  levels  of  the  individ- 
ual porpoise  stocks  is  reported  to  the  Na- 
tional Marine  Fisheries  Service. 

The  proposed  .imendments  to  the  reg- 
ulation'; would  require  reports  from  op- 
erators of  all  US.  tuna  seiners  having  a 
certificate  holder  onboard  of  their  ac- 
tual departure  or  arrival  date  to  the  Re- 
gional Director.  Southwest  Region,  300 
South  Ferr>'  Street.  Terminal  Island. 
California.  Area  Code  714-233-5511 
within  48  hours  prior  to  departure  from 
port  and  within  48  hours  after  arrival  in 
port.  Vessels  having  observers  onboard, 
or  vessels  departing  for  or  returning 
from  regulated  trips  outside  the  Inter- 
American  Tropical  Tuna  Commission 
(lATTC*  area,  are  excluded  from  this 
requirement. 

In  addition,  because  of  the  small 
quota  sizes  on  some  stocks.  It  will  be  re- 
quired that  the  National  Marine  Fish- 
eries Service  observers  be  allowed  to  pe- 
riodically report  certain  information  in 
coded  form  by  radio. 

Public  comment  on  these  proposed 
amendments  may  be  submitted  to  the 
Director.  National  Marine  F^heries 
Service.  Washington.  D.C.  20235.  Com- 
ments received  on  or  before  June  21, 
1977,  will  be  considered  before  the 
amendment  Ls  adopted. 

The  standard  thirty  (30i  day  review 
period  is  being  waived  for  this  proposal 
because  the  fleet  is  presently  at  sea  and 
a  further  delay  in  implementation  may 
endanger  the  Service's  data  base  on  ves- 
sel activities  and  porpoise  mortality.  Ac- 
cordingly, it  is  proposed  to  amend  50 
CFR  216.24(dH2>  (i)  by  redesignating 
§  216.24(d)  (2)  (i)(B)  as  1216.24(d)(2) 
(ii'(C).  and  by  adding  a  new  216.24(d) 
(2)(i»(B)   which  reads  as  follows; 


§  216.24  Taking  and  related  ail?  inci- 
dental to  commerrial  fishing  opera- 
tions. 

*  •  •   .  •  • 

(d)  •   •  * 

(2)  •   •   * 

(!)*•• 

(B)  Each  vessel  having  a  certificate 
holder  but  not  an  observer  onboard  and 
not  fishing  on  a  lATTC  regulated  outside 
trip  is  required  to  notify  the  Regional 
Director,  Southwest  Region,  300  South 
Ferry  Stre3t,  Terminal  Island.  California 
90731,  Area  Code  714-233-5511,  within 
48  hours  prior  to  departure  from  port 
and  within  48  hours  after  arrival  in  port, 
of  their  actual  departure  or  arrival  date, 
including  any  changes  in  schedules  that 
may  occur  after  the  original  notification. 
The  notification  shall  include  the  name 
of  the  vessel  and  the  location  of  the  port 
of  the  scheduled  departure  or  arrival. 
Reporting  may  be  by  either  the  certifi- 
cate holder,  owner,  or  managing  owner 
of  the  vessel.  Masters  of  all  vessels  carry- 
ing the  National  Marine  Fisheries  Serv- 
ice observers  shall  allow  observers  to 
periodically  report  the  following  in- 
formation by  radio  in  coded  form : 

(1 )  Number  of  animals  killed  since  the 
trip  began ; 

(2)  Total  tuna  caught,  all  species, 
since  the  trip  began ; 

(J)  Total  yel!owfin  tuna  caught  on 
porpoise  since  the  trip  began :  and 

(4)  Total  sets  made,  and  total  sets 
made  on  porpoise  since  the  trip  began. 
Individual  ves.sel  names  and  their  tuna 
catches  associated  with  coded  informa- 
tion reported  by  radio  by  the  National 
Marine  Fisheries  Service  observers  shall 
remain  confidental  unless  its  release  is 
authorized  in  writing  by  the  master  of 
the  vessel,  or  his  designated  agent.  The 
Regional  Director.  Southwest  Region, 
will  provide  to  the  public  a  weekly  quota 
status  report  summarizing  the  incidental 
porpoise  mortality  accumulated  for  all 
vessels  by  individual  species  and  stocks. 

•  «  *  •  * 
Dated;  June  1,  1977. 

WiNFRED    H.    MEIBOHM, 

Associate  Director.  National 
Marine  Fisheries  Service. 

|FR  Doc.77-16892  PUed  6-3-77:8:45  am) 
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This  section  of  the  FEDERAL  REGISTER  contains  docjments  othf  r  than  rules  or  proposed  rules  that  are  applicable  to  the  public.  Notices 
of  hearings  and  investigations,  committee  meetings,  agency  decisions  and  rul.ngs,  delegations  of  authority,  filing  of  petitions  and  applications 
and  agency  statements  of  organization  and  functions  a-e  examples  of  documents  appearing  m  this  section. 


ADMINISTRATOR.    EMERGENCY 
NATURAL  GAS  ACT  OF   1977 

[Docket  No.  E77-113; 

TEXAS  GAS  TRANSMISSION   CORP. 

Emei^ency  Order 

On  May  27.  1977.  Texas  Gas  Trans- 
mission Corporation  i Texas  Gasi  filed. 
pursuant  to  Section  6  of  the  Emergency 
Natural  Gas  Act  of  1977  iAct',  Pub.  L. 
95-2  (91  Stat.  4  il977M.  an  application 
to  make  certain  emergency  purchases  of 
natural  gas.  as  an  agent  for  certain  of  its 
customers '  from  W.  A.  Moncrief  and 
W.  A.  Moncrief.  Jr.  (Moncrief).  Texas 
Gas  also  requests  permission  to  transport 
and  deliver  this  gas  to  certain  of  its 
customers. 

By  contract  executed  May  6,  1977. 
Texas  Gas.  as  agent,  agreed  to  purchase 
600  Mcfd  of  natural  gas  from  Moncrief 
at  the  Bayou  Middle  Fork  Field.  Clai- 
borne Parish,  Louisiana.  The  contract  be- 
tween Texas  Gas  and  Moncrief  is  to 
terminate  on  July  31.  1977. 

Texas  Gas,  as  agent,  will  purchase 
these  supplies  at  a  price  of  $2.25  per 
MMBtu  inclusive  of  all  state  and  local 
taxes  and  other  adjustments.  I  find  this 
pnce  to  be  fair  and  equitable  in  accord- 
ance with  Order  No.  2. 

Texas  Gas.  as  agent,  will  receive  de- 
livery of  the  subject  gas  from  Moncrief 
at  the  discharge  side  of  the  Cailbome 
Gasoline  Plant  in  Claiborne  Parish.  Lou- 
isiana and  transport  and  deliver  such  gas 
to  certain  of  its  customers  along  the 
Texas  Gas  pipeline  system.  Texas  Gas' 
proposed  transportation  rates  are  based 
upon  the  cost  data  supporting  the  settle- 
ment rate  in  Texas  Gas'  most  recent  Fed- 
eral Power  Commission  rate  case  in 
Docket  No.  RP77-38,  and  the  retention 
of  a  percent  of  the  transported  volumes 
for  compressor  fuel  and  company  use 
and  loss.  I  find  no  basis  for  prescribing 
other  charges  since  the  parties  have 
agreed  upon  the  transportation  charges. 

Based  upon  the  foregoing,  Texas  Gas 
is  authorized  to  purchase  gas.  as  agent. 
from  Moncrief  and  to  transport  and  de- 
liver such  gas  for  certain  of  its  customers. 
This  authorization  is  conditioned  on  <  i  i 
Texas  Gas'  submission  of  the  names  of 
the  customers  for  which  it  is  acting  as 
agent,  and  (ii>  those  customers  agreeing 
to  submit  reports  as  required  by  Order 
No.  4. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presl- 


» These  customers  are  local  distribution 
companies  and  Interstate  plp»ellnes  as  defined 
In  5§2(1),  (5)  and  the  Act  (91  Stat  4 
(1977)). 


dent  m  Executive  Order  No.  11969  i Feb- 
ruary 2.  1977  I .  and  shall  be  served  upon 
Texas  Gas  and  Moncrief.  This  order  shall 
also  be  published  in  the  Federal  Reg- 
ister. 

This  order  and  authorization  granted 
herem  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub. 
L.  95-2  and  the  rules  and  regulations 
which  may  be  Issued  thereunder. 

Richard  L.  Dunham. 

Administrator. 
May  31,  1977. 
|FRDoc.77-ia068  PUed  6-3-77:8:4  Sam] 

DEPARTMENT   OF  AGRICULTURE 

Soil  Conservation  Service 

NEW   LEXINGTON    DIVERSION   AND   DIKE 
RUSH   CREEK   WATERSHED,    OHIO 

AvaMabilrty  of  Negative  Declaration 

Pursuant  to  section  102(2)  (C>  of  the 
National  Environmental  Policy  Act  of 
1969:  the  Council  on  Environmental 
Quahty  Guidelines  i40  CFR  Part  ISOQt  ; 
and  the  Soil  Conservation  Service  G'oide- 
lines  (7  CFR  Part  650):  the  Soil  Con- 
servation Service.  US.  Department  of 
Agriculture,  gives  notice  that  an  en- 
vn-onmental  Impact  statement  is  not  be- 
ing prepared  for  the  New  Lexington  Di- 
version and  Dike,  which  is  a  part  of  the 
Rush  Creek  Watershed,  Fairfield,  Hock- 
ing, and  Perry  Counties,  Ohio. 

The  environm.ental  assessment  of  this 
Federal  action  indicates  that  the  proj- 
ect will  not  create  significant  adverse 
local,  regional,  or  national  impacts  on 
the  environment  and  that  no  significant 
controversy  is  associated  with  the  proj- 
ect. As  a  result  of  these  findings,  Mr, 
Robert  E,  Quilliam.  State  Conservation- 
ist. Soil  Conservation  Service,  has  deter- 
mined that  the  preparation  and  review 
of  an  environmental  impact  statement 
is  not  needed  for  this  project. 

The  project  concerns  a  plan  for  water- 
shed protection  and  flood  prevention. 
The  planned  works  of  improvement  in- 
clude a  diversion  and  dike  for  flood  pro- 
tection in  the  town  of  New  Lexington. 
Ohio. 

The  negative  declaration  is  being  filed 
with  the  Council  on  Environmental 
Quality  and  copies  are  being  sent  to  var- 
ious Federal,  State,  and  local  agencies. 
The  basic  data  developed  during  the  en- 
vironmental assessment  is  on  file  and. 
may  be  reviewed  by  interested  parties  at 
the  Soil  Conservation  Service.  Room  522. 
Federal  Building.  200  North  High  Street. 
Columbus.  Ohio  43215  A  limited  number 
of  copies  of  the  negative  declaration  is 


available  from  the  same  address  to  fill 
single  copy  requests. 

No  administrative  action  on  implemen- 
tation on  the  proposal  will  be  taken  until 
June  21.  1977. 

1  Catalog  of  Fe<ler«J  Domeelic  Assistance  Pro- 
gram No.  10904.  Watershed  Protection  and 
Flood  Prevention  Program.  Pub.  L.  83-566. 
16  VS.C.  1001-1008.) 

Dated    Mar  25.  1977 

Jamks  W.  Mitchell, 
Director.  Watersheds  Division. 

jFR  Doc.77-158eo  Pll»d  »-3-77:8;45  am] 


Office  of  the  Secretary 

NATIONAL  FOREST  MANAGEMENT  ACT 
COMMITTEE    OF    SCIENTISTS 

Meetings 

JrnE  Meeting 

The  Committee  of  Scientists  will  meet 
at  6;00  p.m.  on  June  19,  1977  through 
the  afternoon  of  June  21.  1977.  The  June 
19  and  20  meetings  will  be  held  in  the 
Forest  Service  oflice  at  1075  Park  Boule- 
vard, Boise.  Idaho.  On  June  21  there  will 
be  a  field  trip  for  the  Committee  to  re- 
view field  level  planning. 

The  emergency  scheduling  of  the  June 
meeting  is  due  to  the  time  frame  for 
completion  of  the  Committee's  task  as 
specified  by  the  National  Forest  Manage- 
ment Act  of  1976,  There  was  not  suf- 
ficient time  for  a  full  15  days  meeting 
notice  between  completion  of  the  Com- 
mittee's orparuzational  meeting  and  set- 
ting of  the  June  meeting 

July  Meeting 

The  Committee  of  Scientists  will  meet 
July  25  through  July  28.  1977  at  Juneau. 
Alaska  On  July  25  and  26  there  will  be 
field  trips  for  the  Committee  to  review 
field  level  planning.  The  Committee  will 
meet  at  9  00  am.  on  June  27  and  28 
in  Forest  Service  offices  in  the  Fed'-ral 
Office  Building  in  Juneau.  Alaska. 

The  purpose  of  these  meetings  will  be 
to  review  present  planning  at  the  field 
level  and  to  review  planning  alternatives. 

The  meetings  will  be  open  to  the  public. 
Persons  who  wish  to  attend  should  no- 
tify Charles  R  Hartgraves.  Forest  Serv- 
ice, area  code  202  447-5933.  'Written 
statements  may  be  filed  with  the  Com- 
mittee before  or  after  the  meeting. 

Charle,s  R.  Hartgraves. 
Executive  Secretary. 

JxTSE  2.  1977, 
FR  Doc.77-16029  Filed  &-2-77;3:18  pm) 


FEDERAL   REGISTER.    VOL    42,    NO     108 — MONDAY     JUNE    6,    1977 


_>906 


NOTICES 


CIVIL   AERONAUTICS   BOARD 


,[Xk 


Jo    Order 


FLYING   TIGER   LINE    INC. 
Order  Denying  Petition 

Adopted  bv  the  Civil  j*  prone  utics 
Board  at  its  office  in  Washington.  DC. 
on  the  1st  dav  cf  June.  1977. 

By  petition  filed  Decembpr  2,  1976.  The 
Flying  Tiger  Line  Inc.  <Tigeri  requests 
that  the  Board  issue  an  order  clarifying 
the  circumstances  under  which  a  carrier 
may  lawfully  use  domestic  daylight  time- 
of-tender  contanier  rates  in  construct- 
ing through  internation^J  rates  m  for- 
eign air  transportation,  end  further  re- 
quests that  the  Board  issue  a  declaratoi-y 
order  nrecluding  the  use  of  such  daylight 
rates  in  constructing  through  rates  for 
inbound  international  shipments. 

Tiger  asserts  that  certain  air  carriers 
in  the  transpacific  markets  arc  currently 
using  domestic  daylight  container  rates 
to  construct  through  inbound  interna- 
tional rates  to  points  in  the  U.S.  Tiger 
submits  that  it  is  not  reasonable  to  per- 
mit such  a  rate  construction  since  the 
carriers  cannot  and  will  not  adhere  to 
"all  terms  and  conditions"  applicable  to 
the  daylight  rates. 

Domestic  davlight  container  rates  are 
diicounted  rates  which  require  the 
shipper  to  tender  a  container  to  the  car- 
rier within  specified  time  periods  on  anv 
or  certain  days  of  the  week.  e.S-.  between 
the  hours  of  4  am.  and  4  u.m.  Mondav 
through  Friday,  I^rther.  the  date  and 
evact  time  of  tender  and  recci'n  of  the 
shioment  must  be  entered  on  the  airbill 
bv  the  carrier.  The  davlight  rates  do  not 
condition  time  of  movement. 

Tiger  alleges  that  these  special  terms 
and  conditions  applicable  to  the  do- 
mestic daylight  container  rates  preclude 
their  use  in  constructins  through  in- 
bound international  rates  to  points  in 
the  United  States,  since  the  carriers 
could  net  comply  with  such  special  terms 
and  conditions  when  the  traffic  is  tend- 
ered at  a  foreign  origin  point.  Tiger 
therefore  concludes  that  the  lise  of  such 
domestic  daylight  rates  in  constructing 
international  through  rates  should  be 
limited  to  situations  in  which  the  traffic 
originates  in  the  United  States. 

Answers  in  opposition  to  Tiger's  peti- 
tion have  been  filed  by  Northwest  Air- 
lines, Inc  (Northwest'  and  Pan  Ameri- 
can World  Airways,  Inc.  iPan  Ameri- 
can) . 

Northwest  asserts,  inter  alia,  that  de 
facto  rate  increases  would  result  in 
eastbound  transpacific  container  rates  if 
Tiger's  petition  is  granted:  that  its  tariff 
rules  permit,  as  do  Tiger's,  the  use  of 
domestic  daylight  container  rates  in  con- 
structing through  inbound  international 
rates;  that  tlie  Board  has  couiidered  the 
combination  of  domestic  and  interna- 
tional rates  in  Order  76-6-89.  June  11. 
1976,  and  properly  concluded  that  ship- 
pers should  be  given  the  opportunity  to 
enjoy  lower  rates  via  any  carrier  desir- 
ing to  offer  such  through  rates  based  on 
the  daylight  container  rates;  that,  if 
granted,  the  petition  would  discriminate 
unjustly  against  the  small  shipper  vis 
a  vis  the  large  and  sophisticated  shipper 


since  the  latter,  with  a  large  West  Coast 
operation,  could  legally  take  delivery  of 
the  international  shipment  at  a  gateway 
port,  and  then,  by  tendering  it  under 
the  domestic  daylight  rate,  obtain  the 
same  charge  for  onward  movement  as  is 
now  available  by  the  rate  combination; 
and  that  Tiger's  petition  Is  just  another 
attempt  to  destroy  the  container  rate 
structure  and  the  savings  accruing  to 
shppers  from  containerization. 

Pan  American  contends,  inter  alia, 
that  shippers  would  resort  to  the  use 
of  two  airbills  in  order  to  achieve  the 
rates  they  presently  enjoy  under  the 
oresent  construction:  that  the  Tiger  re- 
quest would  place  Pan  American  and 
other  carriers  at  a  competitive  disad- 
vantage with  Tiger  and  Northwest,  since 
these  latter  carriers  could  establish 
domestic  daylight  rates  at  low  levels  from 
Seattle  to  points  in  the  United  States, 
thereby  precluding  Pan  American's  par- 
ticipation because  it  lacks  authority  to 
serve  Seattle  as  a  gateway  in  the  trans- 
pacific markets:  and  that  in  the  past 
Pan  American  has  observed  the  terms 
and  conditions  applicable  to  special 
domestic  rates  used  in  construction  of 
through  international  rates,  and  has 
deemed  such  domestic  terms  and  condi- 
tions to  be  applicable  to  acceptance  of 
the  shipment  at  the  foreisjn  point  of 
origin  with  respect  to  inbound  traffic. 

Tiger,  in  a  motion  for  leave  to  file  an 
otherwise  unauthorized  document  In 
reply  to  the  answeps  of  Northwest  and 
Pan  American,  which  will  be  granted, 
asserts  that  the  answers  of  Northwest 
and  Pan  American  confirm  a  serious  and 
immediate  need  for  clarification  by  the 
Board  of  the  rules  governing  the  con- 
struction of  through  inteniational  air 
freight  rates.  Further.  Tiger  states  that 
it  and  other  carriers  are  under  a  court 
order  to  adhere  to  their  published  tariffs 
on  inbound  air  transportation.'  Tiger  also 
alleges  that  it  is  at  a  competitive  dis- 
advantage with  respect  to  other  carriers 
operating  in  the  transpacific  market  on 
inbound  traffic  to  the  United  States, 
since  it  refuses  to  offer  and  will  not  per- 
mit its  shippers  to  use  domestic  daylight 
container  rates  in  the  construction  of 
through  inbound  international  rates.' 
Tiger  ventures  that  the  carriers  offer- 
ing such  constructed  inbound  interna- 
tional rates  using  domestic  daylight  rates 
are  doing  so  at  the  risk  of  being  viewed 
in  violation  of  the  Court's  order.  Tiger 
requests  the  Board  to  pass  on  the  legality 
of  carriers  using  the  domestic  daylight 
container  rates  to  construct  through  in- 
bound international  rates  to  points  in  the 
United  Stat«s. 


■  C/nift'd  States  of  America  v.  .4tr  New  Zea- 
land. Ltd..  et  al..  No.  C-76-0320-OJC.  (N.D. 
Cal.,  nied  March  30,  1976). 

-On  January  16,  1976,  Tiger  proposed  a 
reduction  in  its  "PTC"  domestic  daylight 
general  comnaodlty  container  charge  from 
Portland  to  New  York  or  Newark  to  meet 
Northwest  Airlines.  Inc.'s  U>-3  container 
general  commodity  charge  from  Los  Angeles 
to  New  York  or  Newark.  Tiger  stated  that  the 
"reduction  was  necessary  to  meet  the  low?st 
West  Coast-New  York  or  Newark  container 
charge  to  permit  international  construction." 
(The  tariff  was  rejected  by  the  Board  for 
technical  reasons  and  was  not  refiled.l 


Northwest  has  filed  a  contingent  mo- 
tion for  leave  to  file  an  otherwise  un- 
authorized document  in  response  to 
Tiger's  motion,  which  we  will  grant. 
Northwest  therein  states  that  the  sub- 
stance of  Tiger's  reply  is  no  more  than  a 
reiteration  of  its  petition  for  a  declara- 
tory order,  and  that  such  reiteration  adds 
nothing  to  the  docket  and  that  the  mo- 
tion should  be  dismissed.  In  addition. 
Northwest  asserts  that  its  method  of 
verifying  the  actual  time  of  tender  in  the 
Orient  of  shipments  destined  to  the 
United  States  does  not  present  any  prob- 
lem. The  carrier  states  that  it  requires 
the  use  of  a  time,  date  stamp  machine  at 
all  Orient  locations  for  recording  time  of 
tender  on  all  daylight  container  rate 
shipments,  and  thereby  complies  with  the 
terms  and  conditions  of  that  rate 

Japan  Air  Lines  Company,  Ltd.  <  JAL^ 
has  filed  a  motion  for  leave  to  file  an 
otherwise  unauthorized  document  in  an- 
swer to  Tiger's  request  for  the  issuance 
of  a  declaratory  order,  which  we  will 
grant.  JAL  requests  that  the  Board  in- 
clude an  interpretation  of  the  "time- 
of-tender"  provisions  of  the  tariff  at 
issue  to  the  effect  that  tender  of  a  ship- 
ment to  an  TATA  agent  or  to  Air  Cargo. 
Inc.  is  not  tender  to  the  carrier  en- 
titling the  shinment  to  the  lower  day- 
lieht  container  rate. 

Upon  consideration  of  the  petition 
and  answers  and  all  other  related  mat- 
ters, the  Board  finds  that  the  petition 
doe>  not  set  forth  facts  which  warrant 
the  issuance  of  a  declamtorv  order  pre- 
cluding the  use  of  domestic  daylight  con- 
tainer rates  in  constructing  through 
rates  for  inbound  transpacific  shipments 
and  therefore  Tiger's  request  therefor 
will  be  denied. 

Section  221.63(a)  of  the  Board's 
Economic  Regiilations  provides,  inter 
alia,  that,  in  the  absence  of  an  ap- 
plicable local  or  joint  rate  from  point 
of  origin  to  point  of  destination,  the 
lowest  combination  of  applicable  rates 
via  the  route  of  movement  may  be  used 
to  construct  a  through  rate  between  such 
points,  unless  such  rates  are  otherwise 
precluded  by  appropriate  tariff  provi- 
sions from  being  used  m  combination  on 
particular  traffic  or  under  specified 
conditions. 

An  examination  of  applicable  carrier 
tariffs  does  not  disclose  any  provision 
which  would  prohibit  an  international 
rate  from  being  combined  with  a  domes- 
tic daylight  container  rate  to  construct 
a  through  rate  from  an  Orient  point  of 
origin  to  a  point  of  destination  in  the 
United  States.  On  the  contrary,  the  car- 


'  We  note  that  LATA  Resolutions  634(a) 
(Charges  for  Bulk  Unitization — North  At- 
lantic), 53G(a)  (Charges  lor  Bulk  Unitiza- 
tion— North  and  Central  Pacific),  and  590 
(JT)  (Specific  Commodity  Rates  Board)  con- 
tain provisions  which  preclude  certain  in- 
ternational rates  from  being  used  ifi  com- 
bination with  other  rates  to  coastruct 
through  rates  and  the  carriers'  rules  tariff. 
I.e..  Cargo  Rules  Tariff  No.  CR-3.  C  A.rf^No 
48,  Issued  by  Air  Tariffs  Corporation,  Agent. 
contains  the  appropriate  provisions  reflecting 
such  noncomblnabUtty.  Thus,  it  is  clear  that 
when  carriers  seek  to  proscribe  the  combln- 
abillty  of  certain  rates  and  fares,  they  spe- 
cifically have  done  so. 
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riers'  tariffs  authorize  such  construction 
in  the  absence  of  a  through  published 
rate.  Therefore,  on  the  basis  of  these  iJk>- 
visions  alone,  carriers  are  not  precluded 
from  using  domestic  rates  in  the  con- 
struction of  through  ea.stbound  trans- 
pacific rates  to  United  States  points. 

Tiger  is  concerned  whether  the  terms 
and  conditions  of  the  daylight  rates  will 
be  applied  for  traffic  originating  at  a  for- 
eign point.  Further,  if  the  terms  and  con- 
ditions  do   apply.   Tiger  questions   how 
carriers  originating  traffic  at  a  foreign 
origin  point  can  protect  the  time  of  re- 
ceipt and  particluarly  the  time  of  tender 
provisions   applicable  to  domestic   day- 
light rates,   and  suggests  that  there  is 
no  assur.mce  the  originating  carrier  will 
observe  such  provisions.  With  regard  to 
the  originating  carrier's  compliance  with 
the  conditions  on  the  diylight  rates,  we 
note  that  there  are  various  tender  re- 
auirements  in  the  tariffs:  lower  level  sea- 
sonal   rates    apply    only    on    shipments 
"tendered"  during  certain  months  and 
higher  level  rates   apply   on  shipments 
tendered    during    other   months:    ship- 
ments of  certain  commodities  are  sub- 
ject  to   the   requirement    that   they   be 
tendered  at  least  a  certain  time  in  ad- 
vance of  and  or  no  longer  than  a  cer- 
tain time  in  advance  of  the  flight,  etc. 
Thus,  rates  with  such  tender  conditions 
are  not  unknouTi  in  international  serv- 
ice and  these  conditions  have  not  pre- 
cluded the  use  of  such  rates  in  combina- 
tion    with     other    rates     to    construct 
through  rates,  nor  has  the  Board  been 
asked  to  preclude  the  use  of  such  rates  in 
combination  with  other  rates  to  construct 
through  rates.  Similarly,  we  would  not 
take  the  position  that  a  carrier  requir- 
ing that  live  animals   be  "tendered"   a 
certain  time  before  flight  is,  by  that  con- 
dition, precluded  from  participating  in 
interline  transportation  of  live  animals 
originating   on   another   carrier.   While 
"tender"  has  a  somewhat  different  nu- 
ance in  each  of  the  above  instances,  and 
has  a  different  impact  on  the  reasonable- 
ness and  economics  of  the  rates  in  each 
of  the  above  instances,  the  term  should 
not  be  arbitrarily  construed  to  both  per- 
mit or  to  preclude  combination  of  time- 
of-tender  rates  with  other  rates  depend- 
ing upon  some  subjective  judgment  de- 
pending upon  a  reading  of  the  tariff. 

The  Board  concludes  that  the  applica- 
bility of  the  daylight  container  rate  con- 
ditions is  not  unlike  the  matter  raised 
.several  years  ago,  when  Tiger  com- 
pl3ined  that  the  domestic  deferred  air 
freight  rates  were  being  used  to  construct 
through  international  rates  without  ad- 
herence to  the  conditions  attached  to 
such  rates.'  In  that  case,  the  Board  found 
that  lATA  Resolution  014b  specifically 
required  compliance  with  the  provisions 
of  the  domestic  deferred  rate.  The  cur- 
rent lATA  resolution  does  not  specifically 
address    rate    constructions    using    the 


domestic  daylight  container  rates:  how- 
ever, 5  221.63ib'  of  the  Board's  Eco- 
nomic Regulations  requires  carriers  to 
observe  all  of  the  rules  and  other  tariff 
provisions  applicable  to  each  intermedi- 
ate rate  used  in  constructing  a  through 
rate,  and  nothing  in  the  carriers'  tariffs 
waives  such  conditions.  Thus,  based  on 
the  foregoing,  all  the  time-of -tender  pro- 
visions of  the  domestic  daylight  container 
rates  continue  to  apply  on  shipments  ori- 
ginating in  tiie  Orient  for  transpacific 
transportation  whenever  a  through  rate 
is  constructed  using  tlie  domestic  day- 
light container  rates. 

In  our  view,  these  requirements  are 
fulfilled  when  the  .shipment  is  tendered  t 
the  carrier  within  the  prescribed  hours  at 
the  Orient  point  of  origin.'  Further,  both 
Northwest  and  Pan  American  state  in 
their  pleadings  that  they  currently  can 
ond  do  complv  with  all  terms  and  condi- 
tions applicable  to  the  daylight  rate. 
Northwest  in  particular,  refers  to  its  use 
of  a  time  date  stamp  machine. 

Tiger  contends  that  Board  Order  76- 
6-89.  which  permitted  carriers  to  file  and 
m.atch  rates  based  on  a  combination  of 
the  daylight  container  rates  and  trans- 
atlantic rates,  permitted  rate  construc- 
tions involving  domestic  daylight  con- 
tainer rates  only  on  shipments  outbound 
from  the  United  States  and  then  only 
with  the  proviso  that  all  terms  and  con- 
ditions applicable  to  the  daylight  con- 
tainer rates  be  ob.served  in  the  p'lblica- 
tion  of  the  lower  rates.  However,  Order 
76_6-89  clearly  permit'^  the  use  of  the  do- 
mestic daylight  container  rates  to  con- 
struct through  transatlantic  rate^  m  both 
directions  although  Pan  American  and 
Trans  World  Airlines,  Inc.  have  chosen 
to  publish  such  rates  only  outbound  from 
the  United  States.  Further,  it  was  neces- 
sary to  publish  the  through  transatlan- 
tic rates  since  they  applied  via  a  different 
route  of  movement  than  the  combination 
rates,  and  since  they  constituted  a  depar- 
ture from  the  Board's  equal-rates-per- 
mile  formula  prescribed  in  Docket  20522. 
Agreements  Adopted  by  lATA  Relating  to 
North  Atlantic  Cargo  Rates 

Therefore  based  on  the  foregoing.  Ti- 
ger's request  to  the  Board  for  the  is.su- 
ance  of  a  declaratorv  order  precluding 
the  use  of  domestic  daylight  container 
rates  in  constructing  through  rates  for 
inbound  transpacific  shipments  will  be 
denied. 

.Accordingly,  pursuant  to  the  provisions 
of  the  Federal  Aviation  Act  of  1958.  and 
particularly  sections  204' a»,  403.  412, 
414.  and  1002  thereof, 

It  is  ordered  That:  1  Except  to  the 
extent  granted  herein,  the  petition  for 
the  issuance  of  a  declaratory  order  pre- 
cluding the  use  of  domestic  daylight  con- 
tainer rates  in  constructing  through  rates 


for  inbound  transpacific  shipments  by 
The  Flying  Tiger  Line  Inc.  in  Docket 
30146  is  hereby  denied; 

2,  The  motions  of  The  Flying  Tiger 
Line  Inc.,  Japan  Air  Lines  Company, 
Ltd  ,  and  Northwest  Airlines,  Inc.  to  file 
otherwise  unauthorized  documents  are 
granted:  and 

3  Copies  of  this  order  shall  be  ser\ed 
upon  The  Flying  Tiger  Line  Inc.,  Japan 
Air  Lines  Company,  Ltd.,  Northwest  Air- 
lines, Inc.,  Pan  American  World  Air- 
ways, Inc.,  and  all  other  certificated  air 
carriers  and  foreign  air  carriers. 

This  order  will  be  published  in  the 
FEDER.^L  Register. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T,  Kaylor, 

Secretary. 

( FR  Doc.77- 1 5907  Piled  6-3-77 , 8 :  45  am  | 


'  Order  No  E-24374.  November  8.  1966.  Mod- 
ification of  Board's  approval  cf  lATA  Resolu- 
tion 014b  re  blocked  space  and  deferred  air 
freight  proposed  by  The  Flying  Tiger  Line 
Inc.,  Docket  17588  (Reprinted  at  45  C.A.B. 
893). 


In  this  regrd,  the  time  of  tender  require- 
ments applicable  to  shipments  moving  under 
daylight  rates  are  satisfied  and  do  apply  when 
such  traffic  Is  tendered  to  an  agent  of  the 
carrier.  Acceptance  of  the  view  of  JAL  that 
tender  to  an  agent  does  not  satisfv  the  tariff 
rule  would  be  contrary  to  general  principles 
of  agency. 


(Docket  30843,  Order  77-5-1641 
KLM    ROYAL   DUTCH   AIRLINES 

Transatlantic     Specific     Commodity     Con- 
tainer Rates;  Order  Dismissing  Complaint 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.C.. 
on  the  27th  day  of  May.  1977. 

By  tariff  revisions  '  bearing  the  issue 
date  of  April  29  and  marked  to  become 
effective  May  29, 1977,  KLM  Royal  Dutch 
Airlines  iKLM*  proposes  to  establish 
.-pecific  commodity  container  rates  and 
charges  in  various  containers  on  four- 
teen commodities  including  foodstuffs, 
floral  stock,  printed  matter,  and  numer- 
ous manufactured  articles  from  New 
York  to  Amsterdam.  The  proposal  re- 
sults in  a  rate  of  approximately  94  cents 
per  kg.  for  all  commtxiities  involved. 

A  complaint  requesting  rejection,  or, 
m  the  alternative,  suspension  pending 
investigation,  has  been  filed  by  Seaboard 
World  Airlines,  Inc,  i Seaboard'.  The 
complaint  alleges,  inter  alia,  that  not- 
withstanding repeated  pronouncements 
by  the  Board,  this  filing  fails  to  include 
a  convincing  showing  that  the  rates  will 
lead  to  the  generation  of  new  traffic;  that 
the  combined  operating  loss  before  in- 
terest and  taxes  of  the  three  U.S. -flag 
carriers  conducting  North  Atlantic 
freighter  operations  reached  a  total  of 
S15  million  in  calendar  year  1976:  that 
the  operating  loss  of  Seaboard,  which 
had  "Ihe  lowest  operating  costs,  lowest 
vield,  and  highest  load  factor  of  any  of 
these  carriers  was  $6,2  million;  that  the 
allocation  of  main-deck  space  to  freight 
service  affords  KLM  a  perfect  opportu- 
nity to  cross-subsidize  below  cost  freight 
rates  with  unduly  high  passenger  fares;  ' 
that  these  rates  are  more  likely  to  in- 
crease KLM's  already  excessive  penetra- 
tion of  sixth  freedom  marKeLs;  that  the 
procased  rates,  ranging  from  23. 3  to  23.5 
cents  per  revenue  ton-mile  iRTMi  are 
almost    33    percent   below    the    average 


Revl>;lDns  to  Air  TarlfT  Corporation,  Agent, 
Tariff  CAB,  No   52. 

-  Seaboard  claims  that  KLM  Is  one  of  the 
North  Atlantic  combination  carriers  which 
transports,  in  addition  to  na-^-engers.  cargo 
on  the  main  deck  of  Its  wide-body  aircraft 
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revenue  ton-mile  cof^t  level  of  30  8  cents 
submitted  in  justification  of  the  lATA 
Miami  agreement  in  Docket  27573;  and 
that  complainant  will  suffer  revenue 
dilution  of  $2.3  million  if  this  filing  is  not 
suspended. 

In  support  of  Its  propo^l  KLM  asserts, 
mter  alia,  that  it  is  filing  these  container 
rates  and  charges  for  the  purpose  of 
offering  this  method  of  .shipment  to  a 
larger  segment  of  the  market;  that  many 
shipments  of  the  involved  specific  com- 
modities presently  move  by  surface  trans- 
port because  of  the  unavailability  of  a 
competitive  rate  level  or  the  imuracti- 
cality  of  assembling  the  requisite  high 
minimum  weight  in  a  reasonable  time  pe- 
riod; and  that,  as  a  con.sequence,  at  the 
present  tim?.  air  freight  is  not  considered 
to  be  economically  feasible,  but  these 
lower  rates  will  provide  the  necessary 
stimulus  for  the  industries  involved  to 
consider  air  freight  in  their  total  di'^'^ri- 
bution  for  the  targeted  commodities. 
Furthermore,  the  proponent  believes  that 
the  reduction  granted  the  shipper  for 
unitization  is  not  unreasonable  or  ex- 
ces.sive  and  a  comparison  with  other 
rates  will  reveal  that  in  many  cases 
larger  reductions  have  been  granted. 

Upon  full  consideration  of  the  tariff 
filing,  the  carrier's  iustification.  the  com- 
plaint, and  all  other  relevant  factors, 
the  Board  has  determined  to  dismiss  the 
complaint  and  permit  the  filing  to  be- 
come effective 

The  proposal  appears  to  have  capabil- 
ity of  attracting  additional  volumes  of 
new  traffic  with  a  minimal  possibility  for 
diverting  existing  trafSc.  Additionally, 
considering  that  there  is  capacity  avail- 
able, no  party  has  made  a  showing  that 
the  rates  proposed  are  below  carrier 
short-run  costs.  KLM  indicates  no 
meaningful  dilution  of  current  revenues 
will  result  since  it  is  not  now  participat- 
mg  in  carriage  of  thus  traffic.  Thus,  we 
believe  that  the  proposal  has  the  po- 
tential for  generating  new  traffic  to  air 
transport  and  should,  accordingly,  be 
permitted  to  become  effective 

Accordingly,  it  ;<;  ordered.  That;  The 
complaint  of  Seaboard  World  Airlines. 
Inc.  in  Docket  30843.  be  and  herebv  is 
dismissed. 

This  order  wdl  be  published  in  the 
PtDERAL  Register. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T    Kavlor.' 
Secretary 


'  The  Board  can  find  no  basis  upon  which 
to  reject  this  propo;al.  In  addition.  KLM  filed 
on  May  16.  approximately  one  week,  late,  an 
answer  to  the  Seaboard  complaint:  however, 
no  satisfactory  reason  for  the  late-flled,  an- 
swer has  been  advanced. 

'  Dissenting,  statement  by  Vice  Chairman 
O  Mel  la  filed  as  part  of  original  document 


I  Docket    30938;    O'lPr   77   .5-157  1 

PACIFIC   COMMON    FARES 
INVESTIGATION 

Order  Instituting  Investigation 

Adopted  by  the  Civil  Aeronautic* 
Board  at  its  office  in  Washington.  D.C. 
on  the  27th  day  of  May.  1977. 

The  Board,  by  Order  77-3-163,  dated 
March  29,  1977.  determined  that  an  in- 
vestigation into  the  practices  of  common - 
faring  in  the  North,  Central  and  South 
Pacific  areas  for  air  service  to  the  U.S. 
mainland  was  warranted.  This  deter- 
mination was  largely  based  upon  the  ap- 
parent disparities  in  transpacific  fares 
which  result  from  the  current  carrier 
practice  of  establishing  identical  fares 
to  U.S.  mainland  gateway  points  from 
Pacific  points  regardless  of  the  difference 
in  distances  involved.  While  that  order 
specifically  addre.ssed  the  disparity  in- 
volved in  common-faring  Seattle  with 
other  more  distant  mainland  gateways 
for  North  and  Central  Pacific  services, 
we  made  clear  in  that  order  that  similar 
situations  existing  in  the  South  Pacific 
also  require  investigation.  The  purpose 
of  this  order  is  to  effectuate  that  deter- 
mination and  to  generally  define  the 
scope  of  this  proceeding. 

The  Board  has  concluded  that  the  in- 
vestigation should  encompass  the  com- 
mon fares  applicable  between  interna- 
tional and  overseas  points  in  the  Pacific, 
on  the  one  hand,  and  U.S.  mainland 
gateway  points,  on  the  other.'  As  a  de- 
parture from  mileage- related  fares, 
these  common  fares  raise  similar  ques- 
tions of  reasonableness,  unjust  discrimi- 
nation, and  imdue  preference  and  prej- 
udice and  should  therefore  be  investi- 
gated. 

It  is  our  intention  that  the  scope  of  this 
proceeding  include  a  complete  review  of 
the  various  advantages  and  disadvan- 
tages of  the  current  common-faring 
practice,  some  of  which  have  already 
been  outlined  in  Ordej-  77-3-163.  While 
we  would  anticipate  that  this  review 
would  concentrate  primarily  upon  the 
competitive  routing  complexities,  the  in- 
ter-carrier revenue  distribution,  the  in- 
ter-community movement  of  traffic,  and 
the  effect  upon  the  Individual  passenger's 
fare,  the  partie.s  will  have  the  opportun- 
ity to  urge  the  inclusion  of  additional 
issues  under  the  usual  procedures.  Fur- 
ther, the  parties  to  this  investigation  are 
requested  to  focus  upon  the  respective 
advantages  and  disadvantages  of  alter- 
native fare  structures  for  transpacific 
passenger  services  in  order  that  the 
Board  may  fully  evaluate  the  merits  of 
each  alternative  offered.  In  this  regard, 
interested  civic  aiKi  commercial  groups, 
as  well  as  foreign  air  carriers,  tliat  may 


be  affected  by  the  Boards  decision  in 
this  proceeding  are  encouraged  to  par- 
ticipate. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958  and  particularly 
sections  204(a).  403.  404,  and  1002 
thereof. 

It  is  ordered  That:  1  An  investigation 
be  instituted  to  determine  whether  the 
common  fares  between  points  m  the 
North,  Central,  and  South  Paci§c  areas. 
on  the  one  hand,  and  United  States 
gateways,  on  the  other,  applicable  to 
overseas  and  foreign  air  tran.sportation. 
and  rules,  regulations  and  practices  af- 
fecting such  fares,  including  revision.s 
thereto  and  reissues  thereof,  are  or  will 
be  unjust,  imreasonable,  unjustly  dis- 
criminatory, unduly  preferential,  unduly 
prejudicial  or  otherwise  unlawful,  and.  if 
found  to  be  unlawful,  in  connection  with 
foreign  air  transportation  to  take  appro- 
priate action  to  prevent  the  use  of  such 
fares  and  provisions  or  rules,  regulations. 
or  practices,  and  in  connection  with 
overseas  air  transportation  to  determine 
and  prescribe  the  lawful  maximum  or 
minimum,  or  maximum  and  minimum 
fares,  and  rules,  regulations,  and  prac- 
tices affecting  such  fares; 

2. 'The  investigation  ordered  herein  be 
assigned  for  hearing  before  an  adminis- 
trative law  judge  of  the  Board  at  a  time 
and  place  hereafter  to  be  designated; 
and 

3.  Copies  of  this  order  be  served  upon 
Air  New  Zealand  Limits ;  China  Air- 
lines, Ltd.;  Continental  Air  Lines.  Inc.; 
Japan  Air  Lines  Company,  Ltd  ;  Korean 
Air  Lines  Co.  Ltd.;  Northwest  Airlines, 
Inc.:  Pan  American  World  Airways,  Inc.; 
Philippine  Air  Lines.  Inc.;  Qantas  Air- 
ways Limited;  Union  de  Transportes 
Aeriens  (U.T.A.)  ;  and  "VARIG"  'Viacao 
Aerea  Rlo-Grandense) .  which  are  hereby 
made  parties  to  the  investigation  and 
upon  the  Puget  Sound  Traffic  Associa- 
tion. 

This  order  will  be  published  in  the 
Feder.1L  Register. 

By  the  Civil  Aeronautics  Board 

Phyllis  T.  Kaylor. 
Secretary 

|FR  Do=.77-15904  Filed  6-3-77:8:45  am) 


•  The  Issue  of  cotnmoh  fares  applicable  be- 
tween polntjj  on  the  US.  mainland  and 
Hawaii  Is  pending  before  the  Board  in  the 
Domestic  Common  Fares  Ini'estigation. 
Docket  37330. 


I  Docket  300551 

PHOENIX  LAS  VEGAS  RENO  COMPETITIVE 
NONSTOP   SERVICE    PROCEEDING 

Hearing 

Notice  is  herebv  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act  of 
1958.  as  amended,  that  a  hearing  in  the 
above-entitled  proceeding  will  be  held  on 
July  26,  1977,  at  9:30  a.m.  i local  time*. 
in  Meeting  Room  3,  Pioneer  Theatre 
Auditorium.  100  South  Virginia  Street 
Reno.  Nevada,  89504.  before  the  under- 
signed. 

For  information  concerning  the  issues 
involved  and  other  details  in  this  pro- 
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ceedmg  mterested  persons  are  referred 
to  the  prehearing  conference  report 
served  on  May  9.  1977.  the  supplemental 
prehearing  conference  report  served  on 
Mav  25  1977.  and  other  documer.t--^  which 
are  m  the  docket  of  this  proceedmg  on 
file  m  the  Docket  Section  of  the  CivU 
Aeronautics  Board. 
Dated  at  Washington,  DC.  May  31 

1977. 

Richard  V    BArKLEY 

Administrcttve  Law  Judge 
IFR  Dor  77-15902  Filed  6-3-77:8  45  am) 


COMMISSION   ON   CIVIL  RIGHTS 

IOWA   ADVISORY  COMMITTEE 
Meeting  Amendment 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  CommLssion  on  Civil  Rights, 
that  a  planning  meeting  of  the  Iowa  Ad- 
visory Committee  (SAG  '  of  the  Commis- 
sion a  notice  previously  publi:>hed  iii  the 
Fe-er.al  Register  Monday.  May  23.  1977. 
>  FR  Doc  77-14521  >  on  page  26236  li.  here- 
bv amended.  The  meeting  will  be  held  on 
June  15.  1977  at  5  ;00  p.m.  and  wUl  end  at 
lu  00  p.m.  The  meeting  will  convene 
again  on  June  16,  1977  at  9:00  a.m.  and 
will  end  at  1:00  p.m.  The  place  of  the 
meetings  will  remain  the  same 

Dated   at   Washington,   DC    June    I. 

1977. 

John  I    Binkley. 
Advisory  Committee 
Management  Officer 

IFR  Doc.77- 15888  Fiie.d  6-3-77:8.45  am| 
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1977  m  the  Federal  Building.  10th  Floor 
600  Aich  Street.  Room  10320.  Philadel- 
phia. Pennsylvania  19126. 

Persons  wi?hir.g  to  attend  thLS  open 
meeting  should  contact  the  Committee 
Chairper-^n.  or  the  Mid-Atlaiitic  Re- 
gional Office  of  the  CommLssion.  2120  L 
Street.  NW.,  Room  510,  Washmgton  DC 
20037. 

The  purpose  of  this  meeting  is  to  dis- 
cuss civil  right.;  issues  wlthm  that  Stat£. 

This  meeting  will  be  conducted  pur- 
suant to  the  Rules  and  Regulations  of 
the  Commission 

Dated   at   Washington,   DC    June    l 

1977. 

John  I.  Binkley. 
Advisory  Committee 
Management  Officer 

IFR  Doc  77-15890  Filed  6-3-77,8  45  ami 


NEW  HAMPSHIRE  ADVISORY  COMMITTEE 

Meeting  Amendment 

Notice  is  hereby  given,  purr^uant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Riehts. 
that  a  planning  meetmg  of  the  New- 
Hampshire  Advisory  Committee  'S.AC' 
of  the  Com.mLssion  a  notice  previously 
published  m  tM^  Federal  Register  Mon- 
day, May  16,  1977,  'FR  Doc  77-13883'  on 
page  24764  is  hereby  amended.  The  meet- 
ing will  be  at  the  Ramada  Inn  instead 
of  the  New  Hampshire  Hiehway  Hotel 
and  it  will  be  on  June  27.  1977  The  time 
remains  the  same. 

Dated   at   Washington,   DC.   June    1. 

1977. 

John  I  Binkley, 

Advisory  Committee 
Management  Officer. 

I  PR  Doc.77- 15889  Filed  6-3  "7.8  45  am  I 


PENNSYLVANIA  ADVISORY   COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
wf  the  US.  Commission  m  Civil  Rights. 
that  a  planning  meeting  of  the  Pennsyl- 
vania Advisory  Committee  'SAC'  of  the 
Commission  will  convene  at  10:00  am. 
and  will  end  at  2;  00  p.m    on  June  30, 


DEPARTMENT   OF  COMMERCE 

Bureau  of  the  Census 

SPECIAL   CENSUSES 

The  Bureau  of  the  Census  conducts  a 
program  whereby  a  local  or  State  gov- 
ernment can  contract  with  th€  Bureau 


28909 

to  conduct  a  si>ecial  census  of  popula- 
tion. The  content  of  a  special  cei-.sus  is 
ordinanly  Umited  to  questions  on  rela- 
tionship to  the  head  of  the  household, 
age,  race,  and  sex.  although  additional 
Items  mav  be  included  at  the  request 
and  expense  of  the  sponsor  The  enu- 
meration m  a  special  census  is  conducted 
under  the  same  concepts  which  govern 
the  Decennial  Census. 

Summary  results  of  special  census  are 
published  semiannually  in  the  Current 
Population  ReporUs — Series  P-28.  pre- 
pared bv  the  Bureau  of  the  Census.  For 
each  area  which  has  a  special  census 
population  of  50.000  or  more,  a  separate 
pubhcation  showing  data  for  that  area 
bv  age.  race,  and  sex  is  prepared.  If  the 
area  has  census  tracts,  these  data  are 
shown  by  tracts. 

The  data  shown  in  the  following  table 
are  the  results  of  special  censuses  con- 
ducted since  June  30.  1976.  for  which 
tabulations  were  completed  between 
May  1.  1977.  and  May  31.  1977. 


Dated;  May  27.  1977. 

Manthel  D.  Plotkin. 
Director.  Bureau  of  the  Census 


Sial'-  ])\uee  or  special  area 


County 


l>»tf 

of  CfUSUS 


VopolMioii 


California:  El  CeiMro,  city . 
Illinois: 

(iloiuiale  Heighis.  village 

Mourn  Vcruoii,  city 

Newton,  city — 

Palest UM'.  villaee 

Indiana:  I'laiulifl*!.  town --   

Iowa: 
West  Bend.  city. 
Wesi  Branch,  town... 
Mu-liiltan: 

Aleoiiia.  lownsliip.-   

Lakelowii.  township , 

Oregon,  township -■■--- 

T\TO!ie.  township — - 

Mimiesola  Marsliall,  city 

Niw  York:  Famnnirlon.  town... ,- 

Ohio:  St.  C'lairsville,  village 

Tenness*.;  Jackson,  ciiy 

Wist-onsin:  Waukesha,  town 


liniiorial  

Diiraee.        

JelTeison - 

Jaspn- 

Crawford 

Hendricks 

Kos.siith  and  Palo  Alto 
Cedar,  


Jan.    10.1977 

Mar.     9.1«7T 

do    -. 
Mar.   JH.\fn 
Mar.   14.1VI77 
Mh.  22.J!»77 

Mar.  14.1977 
do ;. 


Kent  .-     -    

.AUi'eau 

La|"'er 

LivinestoM  

Lyon  ...        -       

Ontario -— - 

Belmont. .     

Madinon 

WairiCRihB  


Mar. 

Mar. 
Mar. 
Mar. 
Feb. 
Mar. 
Miir. 
Jan. 
Mar. 


2.H»77 
'»  I'.CT 
LUiTT 
IS.  IVIT7 
l.i.l'>T7 
23.  l!<77 
J'.i.  1'.I77 
IS.  llCT 
I.  ITT 


I'-J.  6lit' 

lH,9tH 

16.S61 
J.l-W 
l.TtU 

n.tw<n 

tl6.'> 
1.6U 

a.74l 

i..'<M 

4.(37 
.->.II33 

10.  V.'\ 
7..Vi.' 
5. 1'.t7 

41.0BH 


iFTlDoc  77-15918  Piled  6  3-77.8:45  ami 


National  Oceanic  and  Atmospheric 
Administration 

ST.    LOUIS    ZOOLOGICAL    PARK 

Receipt  of  Application  for  Public  Display 
Permit 

Notice  is  hereby  given  that  the  follow- 
ing Applicant  has  appUed  m  due  form 
for  a  permit  to  import  marme  mammals 
for  public  display  as  authorized  by  the 
Marine  Protection  Act  of  1972  '  16  US.C. 
1361-1407  ■.  and  the  Regulations  Gov- 
erning the  Taking  and  Im.jxjrtmg  of  Ma- 
rme Mammals  ■  50  CFR  Part  216  • 

St  Louis  Zoological  Park.  Forest  Park. 
St  Louis.  Missouri  63110.  requests  to  im- 
port four  <  4  '  Baikal  seals  '  Pusa  siherica'< 
currently  held  in  captivity  by  the 
USSR." Central  Zoological  Animal  Ex- 
pcTt  Clearing  Office  in  Moscow.  US.S.R. 

The  animals  will  be  imported  by  com- 
m.ercial  air  frpight  and  private  truck. 

The  St.  Louis  facility  provides  indoor 
and  outdoor  connected  pools  for  the  4 
seals.  The  indoor  pool  measurements  are 


7  feet  6  inches  by  18  feet  6  inches  by  3 
feet  deep  The  outdoor  pool  is  40  feet  by 
20  feet  by  7  feet  deep  with  a  13  foot  by  L5 
foot  haui-out  area. 

The  Baikal  .seals  are  desired  to  pro- 
vide r<=-(  reational  and  educati.onal  bene- 
fits to  the  estimated  2.5  million  visitors 
that  visit  the  facility  annually  The  fa- 
cility i."-  a  non-profit  organization  The 
St  ixjuL^  Zoo  iia.s  displayed  pinnipeds  m 
Its  collection  since  1918  The  Zoo  has 
a  full  time  vetennanan  on  the  staff  with 
seven  years  experience 

The  arrangements  and  facilities  for 
transporting  and  maintaining  the  ma- 
rme m.ammals  requested  m  the  above 
de.scribed  application  have  been  in- 
spected by  a  licensed  veterinarian,  who 
has  certified  that  such  arrangements  and 
facilities  are  adequate  to  provide  for  the 
well-being  of  the  marine  mammals  in- 
volved, 

Dj  lUTiFn^s  submitted  in  connection 
with  the  above  application  are  available 
for  renew  in  the  following  ofiBces: 
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Director,  National  Marine  Fisheries  Service. 
3300  Whitehaven  Street  NW..  Washington. 

Re^ioria*"Director,  National  Marine  Fisheries 
Service  Southeast  Region.  Duval  Building. 
9450  Gandy  Boulevard,  St.  Petersburg. 
Florida  33702. 

Concurrent  with  the  pubhcation  of 
this  notice  in  the  Federal  Register,  the 
Secretary  of  Commerce  is  forwarding 
f^  copies  of  thus  appUcation  to  the  Marine 
Mammal  Commission  and  the  Committee 
of  Scientific  Advisors. 

Written  data  or  views,  or  reque.-ts  for 
a  public  hearing  on  this  application 
'Should  be  submitted  to  the  Director.  Na- 
tional Marine  Fisheries  Service,  Depart- 
ment of  Commerce.  Washington.  DC. 
20235.  on  or  before  June  6,  1977.  Tliose 
individuals  requesting  a  hearing  should 
set  forth  the  specific  rea^sons  why  a  hear- 
ing on  this  particular  application  would 
be  appropriate  The  holding  of  such  hear- 
ing is  at  the  discretion  of  the  Direc'tor. 

All  statement!;  and  opinions  contained 
in  this  notice  in  support  of  this  applica- 
tion are  summaries  of  those  of  the  Ap- 
plicant and  do  not  necessarily  refiect  the 
views  of  the  National  Marine  Fisheries 
Service. 

Dated:  May  31.  1977. 

Morris  M.  Pallozzi, 
Acting    Assistant    Director    for 
Fisheries    Management,    Na- 
tional Marine  Fisheries  Serv- 
ice. 
I FR  Doc. 77- 16887  Piled  6-3-77;8:45  am) 


IMPORTERS'  TEXTILE  ADVISORY  COMMIT- 
TEE; EXPORTERS'  TEXTILE  ADVISORY 
COMMITTEE 

Reestablishment 

In  accordance  with  the  provisions  of 
the  Federal  Advisory  Committee  Act  <5 
use  App  I  iSupp.  V,  1975)  )  and  Office 
of  Management  and  Budget  Circular  A- 
63  of  March  1974.  and  after  consultation 
with  OMB.  the  Secretary  of  Commerce 
has  determineti  that  the  reestablishment 
of  the  Importers'  Textile  Advisory  Com- 
mittee and  Exporters'  Textile  Advisory 
Committee  is  in  the  public  interest  in 
connection  with  the  performance  of  du- 
ties imposed  on  the  Department  of  Com- 
merce by  law.  The  Importers'  Textile 
Advisory  Committee  was  initially  estab- 
lished by  the  Secretary  of  Commerce  on 
August  13.  1963.  and  the  Exporters'  Tex- 
tile Advisory  Committee  was  initially 
established  by  the  Secretary  of  Com- 
merce on  March  24.  1966. 

The  Importers'  Textile  Advisory  Com- 
mittee, based  on  its  members'  experience 
and  expertise  in  textile  and  apparel  im- 
porting, will  continue  to  advise  Depart- 
ment officials  of  the  effects  on  import 
markets  of  cotton,  wool  and  man-made 
fiber  textile  agreements.  The  Exporters' 
Textile  Advisory  Committee,  based  on 
its  members'  experience  and  expertise  in 
textile  and  apparel  exporting,  will  con- 
tinue to  advise  Department  officials  on 
the  identification  and  surmounting  of 
barriers  to  the  expansion  of  textile  ex- 
ports, and  on  methods  of  encouraging 
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textile  firms  to  participate  in  export 
expansion. 

The  Importers'  Textile  Advisory  Com- 
mittee provides  advice  and  information 
on  foreign  textile  and  apparel  export 
markets  and  the  effect  on  the  U.S.  textile 
and  apparel  import  market  of  U.S.  tex- 
tile restraint  agreements.  Importers  are 
the  group  jmm.ediately  involved  in  these 
markets  and  the  information  they  pro- 
vide is  unavailable  from  other  sburces. 
The  Exporters'  Textile  Advisory  Com- 
mittee provides  advice  and  information 
to  Government  officials  engaged  in  ex- 
pi.nding  textile  and  apparel  exports. 
Foreign  governments'  import  rules  and 
requirements  are  complex,  extensive,  and 
frequently  changing.  Exporters  are  the 
group  -most  directly  effected  by  these 
rules  and  quickly  learn  of  their  effects. 
They  are  best  able  to  apprise  the  United 
States  Government  of  the  impact  of  for- 
eign restrictions  and  other  factors  af- 
fecting textile  exports.  Separate  com- 
mittees are  necessary  since  the  functions 
of  the  committees  are  distinct  and  few 
persons  are  specialists  in  textile  and  ap- 
parel exporting  as  well  as  importing. 
The  functions  of  the  Committees  cannot 
be  accomplished  by  any  organizational 
element  or  other  committees. 

The  membership  of  both  committees 
will  consist  of  not  more  than  20  mem- 
bers, appointed  by  the  Secretary  of  Com- 
merce The  Importers'  Textile  Advisory 
Committee  will  have  members  associated 
with  the  import  of  textile  and  apparel 
products  and  consumer  or  public  interest 
groups.  Members  are  appointed  to  insure 
a  balanced  representation  of  the  textile 
and  apparel  products  import  industry 
and  public  interest  views.  The  Exporters' 
Textile  Advisory  Committee  will  have 
members  associated  with  the  textile  and 
apparel  exporting  industry  and  consu- 
mer or  public  interest  groups.  Members 
are  appointed  to  insure  a  balanced  rep- 
resentation of  the  textile  and  apparel 
exportmg  industry  and  public  interest 
views. 

Each  Committee  will  function  solely 
as  an  advisory  body  and  in  compliance 
with  the  provisions  of  the  Federal  Ad- 
visory Committee  Act.  The  Department's 
Domestic  and  International  Business 
Administration  will  provide  staff  sup- 
port and  services  for  the  Committees. 
Charters  of  the  Committees  will  be  filed, 
in  accordance  with  law.  fifteen  days 
from  the  date  of  this  notice. 

Interested  persons  are  invited  to  sub- 
mit comment,?  regarding  the  reestablish- 
ment of  the  Importers'  Textile  Advisory 
Committee  and  the  Exporters'  Textile 
Advisory  Committee.  Such  comments  as 
well  as  any  inquiries,  may  be  directed  to 
Mr  Arthur  Garel.  Director,  OfSce  of 
Textiles.  Bureau  of  Resources  and  Trade 
Assistance.  Domestic  and  International 
Business  Administration,  U.S.  Depart- 
m.ent  of  Commerce,  Washington,  DC. 
20230.  telephone   (202)    377-5078. 

Dated:  May  27,  1977. 

Elsa  A.  Porter, 

Assistant 
Secretary  for  Administration. 

|FR  Doc  77-15848  Filed  6-3-77:8  45  am) 


Office  of  the  Secretary 

INDUSTRY  POLICY  ADVISORY  COMMIT- 
TEE FOR  MULTILATERAL  TRADE  NEGO- 
TIATIONS 

Renewal 

Pursuant  to  the  authority  delegated 
under  Executive  Order  11846  of  March 
27.  1975.  the  Secretary  of  Commerce 
thereinafter  the  Secretary)  and  the 
Special  Representative  for  Trade  Nego- 
tiations "hereinafter  the  Special  Repre- 
sentative* jointly  have  determined  to  re- 
new the  Industry  Policy  Advisory  Com- 
mittee under  the  provisions  of  Section 
135(c)  (1)  of  the  Trade  Act  of  1974  and 
the  Federal  Advisory  Committee  Act  '5 
use.  App.  1). 

The  Committee  was  originally  estab- 
lished in  February  1974.  pursuant  to  the 
Federal  Advisory  Committee  Act.  and  in 
May  1975  was  reestablished  pursuant  to 
the  provisions  of  Section  135ici(li  of 
the  Trade  Act  of  1974. 

The  Committee  advises,  consults  with, 
and  makes  recommendations  to  the  Spe- 
cial Representative  for  Trade  Negotia- 
tions, In  conjunction  with  the  Secretary 
of  Commerce,  on  matters  concerning  the 
multilateral  trade  negotiations  to  be  un- 
dertaken by  the  United  States  pursuant 
to  Sections  101  and  102  of  the  Trade  Act 
of  1974. 

The  Committee  draws  on  the  expertise 
and  knowledge  of  its  members,  on  the 
technical  advice  of  a  number  of  related 
technical  level  advisory  committees 
which  are  established  for  individual 
product  sectors  of  the  American  indus- 
try, and  on  such  data  as  may  from  time 
to  time  be  provided  it  by  the  Depart- 
ment and  by  the  Office  of  the  Soecial 
Representative  for  Trade  Negotiations. 

The  Committee  (a)  provides  policy  ad- 
vice regarding  overall  industry  views  and 
the  work  programs  of  the  related  tech- 
nical-level advisory  committees:  ^b> 
maintains  continuing  liaison  with  the  on- 
going work  of  the  technical-level  com- 
mittees; (c)  reviews  and  advises  on  the 
U.S.  Government-prepared  summary  of 
the  general  thrust  of  recommendations 
developed  in  the  various  •technical-level 
committees'  sector  papers  for  their  rela- 
tion to  overall  industry  views;  (d)  fur- 
nishes supplementary  poUcy  advice,  as 
necessarv.  regarding  significant  develoo- 
ments  arising  during  the  course  of  the 
actual  negotiations;  and  (e)  performs 
such  othor  advisory  functions  as  may  be 
requested  by  the  Secretary  of  Commerce 
and  the  Special  Representative  for  Trade 
Negotiations, 

The  Committee  is  composed  of  ap- 
proximately 20  mem.bers  appointed  from. 
and  reasonably  representative  of.  U.S.  in- 
dustry by  the  Secretary  and  the  Special 
Representative  Members  are  appointed 
jointly  by  the  Secretary  and  the  Special 
Representative  and  serve  at  the  discre- 
tion of  the  Secretary  and  the  Special 
Representative. 

The  Committee  functions  solely  as  an 
advisory  body  and  in  compliance  with 
the  provisions  of  the  Federal  Advisory 
Committee  Act  and  Section  135  of  the 
Trade  Act  of  1974. 

Copies  of  the  Committee's  charter  will 
be  filed  with  appropriate  committees  of 
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the  Congress,  and  a  copy  will  be  for- 
warded to  the  library  of  Commerce  con- 
current with  the  publication  of  this 
notice.  ^ 

Inquiries  or  comments  may  be  ad- 
dressed to  Mr.  Edgar  Gealy,  Coordinator, 
Industry  Consultations  Policy  Staff.  Of- 
fice of  International  Trade  Policy.  U.S 
Department  of  Commerce.  Washington. 
DC.  20230.  telephone  202-377-3268 

Dated  May  26,  1977. 

Elsa  A.  Porter. 
Assistant  Secretary 
far  Administration 

[FH  Doc.77-15845  Filed  6-3-77:8-45  am) 


INDUSTRY  SECTOR  ADVISORY  COMMIT- 
TEES FOR  MULTILATERAL  TRADE  NE 
GOTIATtONS 

Renewal 

Pursuant  to  the  authority  delegated 
under  Executive  Order  11846  of  March 
27.  1975.  the  Secretary  of  Commerce 
I  hereinafter  the  Secretary-'  and  the 
Special  Representative  for  Trade  Nego- 
tiations (hereinafter  the  Special  Repre- 
sentative) jointly  have  determined  to 
renew  the  27  Industry  Sector  Advisory 
Committees  (as  enumerated  below)  un- 
der the  provisions  of  Section  135ic><2) 
(B'  of  the  Trade  Act  of  1974  and  the 
Federal  Advisory  Committee  Act  '  5  US  C 
.\pp.  1 ) .  In  reaching  such  decision  the 
Secretary  and  the  Special  Representative 
have  consulted  with  Interested  private  or- 
ganizations and  have  taken  into  account 
the  factors  set  forth  in  Subsection  135(c  i 
(2)(B)  of  the  Trade  Act  of  1974. 

Twenty-six  of  the  committees  were 
originally  established  in  April  1974  pur- 
suant to  the  Federal  Advisory  Committee 
Act  and  in  May  1975.  were  i-eestablished 
pursuant  to  the  provisions  of  Section 
135IC)  (2)  of  the  Trade  Act  of  1974.  The 
twenty-seventh  committee  was  estab- 
lished in  July  1975,  pursuant  to  the  pro- 
visions of  Section  135 'C'  (2j  of  the  Trade 
Act  of  1974.  These  27  committees  are 
used  solely  for  advisory  purposes  by  the 
Special  Representative,  'in  conjunction 
with  the  Secretary,  on  matters  which 
are  of  mutual  concern  to  each  of  the 
committee's  particular  industry  sector 
and  to  the  United  States  in  connection 
with  the  multilateral  trade  negotiation.s 
undertaken  by  the  United  States  pursu- 
ant to  Sections  101  and  ?02  of  the  Trade 
Act  of  1974. 

Each  Committee  jjerforms  such  func- 
tions and  duties  and  prepares  such  re- 
ports as  provided  for  In  Section  135  of 
the  Trade  Act  of  1974  with  respect  to 
sector  advisory  committees  estai)lished 
pursuant  to  subsection  135(c)(2)  thereof. 
In  particular,  each  Committee  provides 
detailed  views,  information,  and  recomi- 
mendations  regarding  trade  barriers 
which  affect  the  products  of  its  sector; 
maintains  liaison  with  the  relevant  ac- 
tivities of  the  Industry  Policy  Advisory 
Committee  for  Multilateral  Trade  Ne- 
gotiations iIPAC),  includirig.  when 
necessary,  sending  a  representative  to 
IP.AC  meetings  where  the  Committee's 


i-ecom.mendations  are  revie^-ed,  pro- 
vides additional  advice,  as  necessary,  on 
specific  product  considerations  which 
arise  during  the  course  of  the  negotia- 
tions: and  performs  such  other  advisory 
functions  relevant  to  the  trade  negoti- 
ations as  may  be  requested  by  the  Secre- 
tary and  the  Special  Representative  or 
their  designees. 

Each  Committee  has  balanced  repre- 
sentation consisting  of  approximately  25 
members  appointed  from  and  reasonably 
representative  of  the  industries  encom- 
passed in  each  of  the  individual  commit- 
tee sectors.  Members  are  appointed 
jointly  by  the  Secretary  and  the  Special 
Representative  and  serve  at  tlie  discre- 
tion of  the  Secretary  and  the  Special 
Representative. 

Each  Committee  functions  solely  as  an 
advisory  bcxly  and  in  compliance  with 
the  provisions  of  the  Federal  Advisory 
Committee  Act  and  Section  135  of  the 
Trade  Act  of  1974. 

Copies  of  each  Committees  charter  will 
be  filed  with  appropriate  committees  of 
the  Congress,  and  a  copy  will  be  forward- 
ed to  the  Library  of  Congress  concur- 
rent with  the  publication  of  this  notice. 

Inquiries  or  comments  may  be  ad- 
dressed to  Mr  Edgar  Gealy.  Coordinator. 
Industry  Consultations  Policy  Staff.  Of- 
fice of  International  TYade  Policy.  U.S. 
Department  of  Commerce.  Washington. 
DC.  20230.  telepnone  202-377-3268. 

The  aforementioned  27  Industr\'  Sec- 
tor Advisory  Committees  for  MTN  in- 
clude the  following: 

Food  and  Kindred  Products 

Textiles  and  Apparel 

Lumber  and  Wood  Prolucts 

Paper  and  Products 

Industrial  Chemicals  and  Fertilizers 

Drugs.  Scape.  Cleaners,  and  Toilet  Prepara- 
tions 

Paints.  Gum  and  Wood  Chemicals,  and  Mis- 
ce  laneous  Chemical  Products 

Rubber  and  Plastics  Materials 

Leather  and  Products 

Stone.  Clay,  and  Glass  Products 

Ferrous  Metals  and  Products 

Nonferrous  Metals  and  Products 

Hand  Tools.  Cutlery,  and  Tableware 

Other  Fabricated  Metal  Products 

Construction,  Mining.  Agricultural,  and  Oil 
Field  Machinery  and  Equipment 

Office  and  Computing  Equipnient 

Machine  Tools  Other  Metalworklng  Equip- 
ment, and  Other  Nonelectrical  Machinery 

Electrical  Machines.',  Power  Boilers.  Nuclear 
Reactors,  and  Enpliies  and  Turbines 

Consumer  Electronic  Products  and  Household 
Appllcances 

Scientific  aiid  Controlling  Instruments 

Photographic  Equipment  and  Supplies 

Communication  Equipment  and  Noa-Con- 
sumer  E:ectronlc  Equipment 

Railroad  Equipment  and  Miscellaneous 
Trjinsportation  Equipment 

Aerospace  Equioment 

Automotive  Equipment 

Miscellaneous  Manufactures.  Toys.  M'lslcal 
Instruments.  Furniture,  etc 

Retailing 

Dated:  May  26.  1977. 

Elsa  A.  Porter, 
Assistant  Secretary 
for  Admin-utration 

|FR  Doc.77-1584fl  Filed  6-3-77.8  45  am] 


MANAGEMENT-LABOR   TEXTILE 
ADVISORY   COMMITTEE 

Renewal 

In  accordance  with  the  provisions  of 
the  Federal  Advisory  Committee  Act.  i5 
use.  App.  I  iSupp  V  1975'  1  and  Office 
of  Management  and  Budget  Circular  A- 
63  of  March  1974.  and  after  consultation 
with  OMB.  the  Secretary  of  Cemmerce 
has  determined  lliat  the  renewal  of  tne 
ManaKement-Labor  Textile  Advisory 
Committee  is  in  the  public  interest  m 
comiection  with  the  performance  of  du- 
ties imposed  on  the  I>epartment  of  Com- 
merce by  law. 

The  Committee  was  initially  estab- 
lished by  the  Secretan'  of  Commerce  on 
October  18,  1961,  pursuant  to  a  Presiden- 
tial directive  of  October  18,  1961  Its  pur- 
pose was  and  continues  to  be  to  advise 
De!>artment  officials  on  problems  and 
conditions  in  the  textile  and  apparel  In- 
dustry. The  Committee  furnishes  infor- 
mation on  world  trade  in  textiles  and  ap- 
parel to  officials  in  tlie  Department  of 
Commerce  and  to  the  Committee  for  the 
Implementauan  of  Textile  Agreements, 
the  Textile  Trade  Policy  Grouo.  US. 
representatives  to  the  General  Agreement 
on  Tariffs  and  Trside,  and  U.S.  negotia- 
tors of  textile  agreements 

The  Management-Labor  Textile  Advi- 
sor>-  Committee  adv-ises  the  Goverrjnent 
on  the  operation  and  effectiveness  of  tex- 
tile agreements  in  order  to  protect  the 
domestic  market  from  disruptive  imports. 
This  advice  enables  Federal  officials  to 
take  early  action  to  insure  that  effective 
operation.  The  information  and  recom- 
mendations of  the  Committee  are  not 
only  essential  to  the  effective  function- 
ing of  the  textile  agreements  but  are  In- 
valuable to  U.S.  negotiators  in  develop- 
ing new  textile  agreements  The  Com- 
mittee represents  people  from  the  indus- 
try directly  affected  by  the  textile  pro- 
gram, and  It  is  essential  that  there  be  a 
mechanism  for  obtaining  their  views  and 
advice  The  Committees  functions  can- 
not be  accomolished  by  an  organizational 
element  or  other  committees. 

The  Committee  will  have  balanced 
representation  of  not  more  than  25 
members  associated  with  the  domestic 
textile  and  apparel  industry,  labor 
unions,  and  consumer  or  public  interest 
groups.  Members  will  be  appointed  by 
the  Secreury  of  Commerce  and  serve  at 
the  Secretary's  discretion. 

The  Committee  will  continue  to  func- 
tion solely  as  an  advisory  body  and  In 
comphance  with  the  provisions  of  the 
Federal  Advisory  Committee  Act. 

Copies  of  the  Committee's  revised 
charter  will  be  filed  with  appropriate 
committees  of  the  Congress,  and  a  copy 
will  be  forwarded  to  the  Library  of  Con- 
gress concurrent  with  the  pubhcation  of 
this  notice 

Inquiries  or  comments  may  be  ad- 
dressed to  Mr.  Arthur  Garel.  Director, 
Office  of  Textiles.  Bureau  of  Resources 
and  Trade  Assistance.  Domestic  and  In- 
ternational Business  Administration. 
U.S.  Department  of  Commerce.  Wash- 
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inpton.   DC.   20230,   telephone   202-377- 
5078. 

Dated:  May  27.  1977. 

Elsa  a.  Porter. 
Assistant  Secretary 
for  Administration. 

■FR  Doc  -~    15847  Filed  6-3-77.8:45  am] 


ENERGY    RESEARCH   AND 
DEVELOPMENT  ADMINISTRATION 

LITHIUM-7    SALES 
Revision  of  Charge 

The  U.S.  Energy  Research  and  Devel- 
opment Administration  proposes  to  re- 
vise the  charge  for  lithium-7  of  99.9  per- 
cent or  better  isotopic  purity,  and  in  the 
form  of  lithium  hydroxide  monoliydrate, 
from  $260  per  kilogram  cf  contained 
lithium  to  $3.00  per  gram  of  contained 
lithium.  The  price  of  research  quantities 
of  this  high-purity  lithium-7.  in  gram 
lots  not  to  exceed  50  grams  to  any  pur- 
chaser in  any  12-month  period,  will  con- 
tinue to  be  $.50  per  gram  of  lithium.  The 
price  of  99  9  percent  lithium-7  available 
as  fluoride  or  other  chemical  forms  will 
continue  to  be  S260  per  kg  In  addition. 
the  price  of  lithium-7  which  has  isotopic 
purity  of  98.4  percent  or  lower,  will  re- 
main unchanged  at  $51.00  per  kilogram 
of  lithium.  The  above  prices  apply  to  all 
sales  of  Uthium-7  made  by  ERDA 
through  the  Isotopes  Sales  Department 
of  the  Oak  Ridge  National  Laboratory. 

Due  to  the  limited  size  of  the  EHD.'\ 
inventory  of  high-puntv  lithium-7,  sales 
by  ERD.A  presently  are  limited  to  do- 
mestic purchasers  only.  Purchases  in  the 
US.  by  foreign  customers  may  be  made 
only  from  commercial  suppliers. 

F\:rther  information  about  the  sale 
conditions  for  high-purity  lithium-7 
from  the  ERDA  stockpile  may  be  ob- 
tained by  writing  to: 

Union  Carbide  Nuclear  Company,  Oak  Ridge 
National  Laboratory,  IsotODe  Sales  Depart- 
ment. P  O.  Bo.N  X.  0,ak  Ridge.  Tennessee 
37830 

These  prices  and  quantity  limits  be- 
come effective  June  6.  1977, 

Dated  at  Washington  this  25th  da!'  cf 
May.  1977.  for  the  Ener£;v  Research  and 

Development  Admir.istration, 

Robert  \V.  Fri. 
Acting  Administrator. 

FR  Dr.r  77-158-36  Filed  6  3-77:8  45  am] 

ENVIRONMENTAL   PROTECTION 
AGENCY 

'FR!.  -4:-  7 

WATER  QUALITY  MANAGEMENT  PLAN   EL 
PASO  AND  TELLER  COUNTIES 

Avaliabilitv  of  Final  Environmental  Impact 
Statement 

Pursuant  to  section  102'2mCi  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Environmental  Protection 
Agency  has  prepared  a  final  environ- 
mental impact  statement  'FEISi  for  the 


Water  Quality  Management  Plan,  El 
Paso  and  Teller  Counties,  Colorado. 

The  proposed  action,  pursuant  to 
ERA'S  policies,  guidelines  and  regula- 
tions under  section  208  of  the  Federal 
Water  Pollution  Control  Act,  is  the  EPA 
approval,  conditional  approval  or  dis- 
api;roval  of  the  proposed  Water  Quality 
Management  Plan  for  El  Paso  and  Tel- 
ler Counties  in  Colorado.  The  FEIS  con- 
sists of  a  short  summary  dociunent 
which  discusses  the  significant  environ- 
mental is.sues  addressed  in  the  Water 
Quality  Management  Plan  and  EPA's 
recommended  course  of  action. 

This  FEIS  was  transmitted  to  the 
Council  on  Environmental  Quality 
'CEQ)  on  May  23.  1977.  In  accordance 
with  CEQ's  Guidelines  <40  CFR  1500.- 
lli,  no  adminiftrative  action  will  be 
taken  until  thirty  days  after  receipt  of 
this  FEIS  by  the  Council.  Copies  of  the 
FEIS  are  available  for  review  and  com- 
ment from  Mr.  Terry  Anderson,  Envi- 
ronmental Protection  Agency,  Region  8. 
1860  Lincoln  Street.  Denver,  Colorado 
80203.  telephone  303-837-2721. 

Copies  of  the  FEIS  are  available  for 
public  inspection  at  the  following  loca- 
tions: 

Environmental  Protection  Agency,  Region  8 
Library,  1860  Lincoln  Street.  Denver,  Colo- 
rado 802O3  a- 

E  ivironmental  Protection  Agency,  Public  In- 
formation Reference  tJnit,  Room  2922 
Waterside  Mall,  401  M  Street,  SW..  Wash- 
ington,  DC.    20460. 

P;t-es  Peak  Area  Council  of  Government,  27 
East  Vermijo  Street,  Colorado  Springs, 
Colorado, 

Information  copies  of  the  FEIS  are 
available  at  cost  <  10*  page)  from  the 
Environmental  Law  Institute,  1346  Con- 
necticut Avenue  NW.,  Washington,  D.C. 
20036    Please  reference  ELR  No.  70623. 

Copies  of  the  FEIS  have  been  ,sent  to 
various  Federal,  State  and  local  agencies, 
and  interested  individuals  as  outlined  in 
the  CEQ  Guidelines. 

Dated:  June  1.  1977. 

Rebecca  W.  Hanmer, 
Director.  Office  of 
Federal  Activities. 

IFRDgc.77-15943  Filed  6-3-77:8:45  am] 


IFRL741-2I 

AIR   QUALITY   CRITERIA   FOR 
ATMOSPHERIC    LEAD 

Availab  lity  of  External  Review  Draft 

External  Review  Draft  No.  2  of  Air 
Quality  Criteria  for  Atmospheric  Lead  is 
available  from  the  Criteria  and  Special 
Studies  Office.  Health  Effects  Research 
Laboratory.  EPA.  Research  Triangle 
Park.  North  Carolina  27711.  Telephone 
No. 919-549-841 1 ext. 2266  or  2267. 

Date:  May  27,  1977. 

Wilson  K    T alley. 
Assistant  Administrator, 
for  Research  and  Development. 

|FR  Doc  77-15948  Filed  6-3-77:8:45  ami 


|FRL  741-4  I 

DENVER  REGIONAL  WASTEWATER 
FACILITIES 

Availability  of  Draft  Environmental  Impact 
Statement 

Pursuant  to  section  102' 2 •  iCi  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Environmental  Protection 
Agency  has  prepared  a  draft  environ- 
mental impact  statement  iDEISi  for  the 
Denver  Regional  Wastewater  Facilities 
in  the  Clean  Wat«r  Program. 

The  proposed  action  is  for  eight  fa- 
cility plans  in  the  Denver  Metropolitan 
area  and  the  208  planning.  The  eight 
municipalities  include  South  Adams 
County.  Englewood.  and  Littleton,  South 
Lakewood.  Cherry  Creek,  Goldsmith 
Gulch  and  Lower  South  Platte.  Clear. 
Creek  and  SaJid  Creek.  Westminster  and 
Broomefield,  and  the  Metro  Denver 
Sewage  Disposal  Dt<;trict  No.  1, 

This  DEIS  wa*  transmitted  to  the 
Council  on  Environmental  Quality 
(CEQ)  on  May  27,  1977  Tf\  accordance 
with  CEQ's  notice  of  availability,  com- 
ments are  due  to  July  IS.  1977  Copies 
of  the  DEIS  are  available  from:  Mr 
Bob  Doyle,  Environmental  Protection 
Agency.  Region  VIII.  1860  Lincoln  Street. 
Denver.  Colorado  80203  'telephone:  303- 
837-4831  or  FTS  8-327-4831 ' 

To  receive  additional  public  comments 
the  Environmental  Protection  Agency. 
Region  VIII.  will  hold  open  public  hear- 
ings on  the  DEIS  on  July  18.  1977  at 
7  pm  at  the  Marriotte  Hotel.  6363  East 
Hampten  Avenue.  Denver.  Colorado  and 
on  July  19.  1977  at  7  pm  at  the  Denver 
U.S.  Post  Office.  1823  Stoup  Street.  Den- 
ver, Colorado.  All  mterested  persons  are 
invited  to  express  their  views  at  this 
hearing.  To  ensure  the  accuracy  of  the 
record,  oral  statements  should  be  accom- 
panied by  a  written  statement  Oral 
statements  should  summarize  extensive 
written  materials  to  allow  time  for  all 
interested  persons  to  be  neard. 

Copies  of  the  DEIS  are  available  for 
public  inspection  at  the  following  loca- 
tions: 

Environmental  Protection  .Agency,  Region 
VIII  Library,  1860  Lincoln  Street,  Denver, 
Colorado 

Environmental  Protection  Agency,  Public  In- 
formation Reference  LJnit.  Room  2922. 
Waterside  Mall,  401  M  Street  SW  Wash- 
ington, DC. 

Information  copies  of  the  DEIS  are 
available  at  cost  '10  cents  page  i  from 
the  Environmental  Law  Institute,  1346 
Connecticut  Avenue,  NW.,  Washington. 
D.C,  20036.  Please  reference  ELR  No, 
70663. 

Copies  of  the  DEIS  ha.se  been  sent  to 
various  Federal,  State,  and  local  agen- 
cies, and  interested  individuals  as  out- 
lined in  the  CEQ  Guidelines. 

Dated:  June  1,  1977. 

Rebecca  W.  Hanmer, 
Director.  Of^ce  of 
Federal  Activities. 

|FR  Doc.77-15946  Filed  6-3-7"  8  45  am] 
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|FRL  741-5i 

PROPOSED    STANDARDS    OF    PERFORM 
ANCE     FOR      LIME     MANUFACTURING 
PLANTS 

Availability  o'  Draft  Environmental  Impact 
Statement 

Pursuant  to  the  Environmental  Pro- 
tection A"?ency  iEP.^>  Procedures  for  the 
Voluntary-  Preparation  of  Environmental 
Impact  Statements  '39  FR  37419  •,  the 
EPA  has  prepared  a  draft  environmental 
impact  statement  (DEIS'  for  the  Pro- 
posed Standards  of  Performance  for 
Lime  Manufacturing  Plants. 

The  proposed  standards  of  perform- 
ance for  new  and  modified  rotary  lime 
kilns  and  hydrators  at  lime  manufac- 
turing plants  are  being  proposed  under 
the  authority  of  section  111  of  the  Clean 
Air  Act.  The  standards  require  the  con- 
trol of  particulate  emissions  from  the 
specified  affected  facilities.  These  facili- 
ties account  for  virtually  all  of  the  par- 
ticulate emissions  at  lime  plants.  Pre- 
ceding the  act  of  proposal  has  been  the 
Administrator's  determination  that 
emissions  from  lime  plants  contribute 
to  the  endangerment  of  public  health  or 
welfare.  In  accordance  with  section  117 
of  the  Act.  proposal  of  the  standards  was 
preceded  by  consultation  with  appro- 
priate advisory  committees,  independent 
experts.  industr>'  representatives  and 
Federal   departments   and   agencies. 

This  DEIS  was  transmitted  to  the 
Council  on  Environmental  Quality 
I  CEQ  I  on  May  26,  1977.  In  accordance 
with  CEQ's  notice  of  availability,  com- 
ments are  due  on  July  18,  1977.  Copies 
of  the  DEIS  are  available  for  review  and 
comment  from  the:  Public  Information 
Center  iPM-215>.  Environmental  Pro- 
tection Agency.  401  M  'Street.  SW., 
Washington,  DC.  20460  'telephone: 
202-755-0707'. 

Copies  of  the  DEIS  are  available  for 
public  inspection  at  the  following  loca- 
tion: 

Environmental  Protection  Agency,  Public 
Information  Reference  Unit,  Room  2922, 
Waterside  Mall.  401  M  Street,  SW.,  Wash- 
ington, DC.  20460. 

Information  copies  of  the  DEIS  are 
available  at  cost  '10  cents  pagei  from 
the  Environmental  Law  Institute,  1346 
Connecticut  Avenue,  NW.,  Washington, 
DC.  20036  Please  reference  ELR  No. 
70654. 

Copies  of  the  DEIS  have  been  sent  to 
various  Federal.  State  and  local  agen- 
cies, and  interested  individuals  as  out- 
Imed  in  the  CEQ  Guidelines. 

Dated:  June  1.  1977. 

Rebecca  W.  Hanmer. 
Director.  Office  of 
Federal  Activities. 

jFR  Doc.77-15945  Filed  6-3-77;8:45  am| 


?"R!     74:    3' 

SCIENCE    ADVISORY    BOARD    EXECUTIVE 
COMMITTEE 

Subcommittee    on    Scientific    Criteria    for 
Environmental  Lead;  Open  Meeting 

Pursuant  to  Pub.  L.  92-463.  notice  is 
hereby  given  that  a  two-day  meeting 
of  the  Subconomittee  on  Scientific  Cri- 
teria for  Environmental  L^ad  of  the 
Science  Advisory  Board  will  be  held  on 
June  29  and  30.  1977  in  Conference  Room 
A  iRoo.n  1112'.  Crystal  Mall  Building 
No.  2,  1921  Jefferson  Davis  Highway.  Ar- 
lington. Virginia.  The  meeting  will  start 
at  9  a.m.  on  June  29.  1977. 

The  purpose  of  the  meeting  will  be 
to  provide  advice  and  consultation  on 
air  Duality  criteria  for  atmospheric  lead 
and.  specifi:'ally.  to  review  and  co.r.ment 
on  a  draft  document  entitled.  ".Mr  Qual- 
ity Criteria  for  L^eari."  E.xternal  Review 
Draft  No.  2.  May  1977.  prepared  by  the 
Agency's  Office  of  Research  and  Develop- 
ment. 

The  meeting  will  be  open  to  the  public. 
Any  member  of  the  public  wishing  to 
.attend  or  submit  a  paper  should  contact 
the  Secretariat.  Science  Advisory  Board 
«A-101).  U.S.  Environmental  Protection 
Agency.  Washington.  DC.  20460.  by 
cob.  June  23.  1977.  Plea5e  ask  for  Mrs. 
Ilene  F.  Stein,  or  Ms.  Barbara  Robinson. 

The  telephone  number  is  703-557- 
7720. 

Lloyd  T.  Taylor. 
Acting  Staff  Director. 
Science  Adinsory  Board. 

June  1.  1977. 

|FR  Doc77-15947  Piled  6-3-77;8:45  am] 


IFRL  741-61 

WASTEWATER   TREATMENT    FACILITIES 

Availability  of  Draft  Environmental  Impact 
Statement 

Pursuant  to  section  102(2mC)  of  the 
National  Environmental  Policy  Act  of 
1969.  the  Environmental  Protection 
Agency  has  prepared  a  draft  environ- 
mental impact  statement  'DEIS'  for  the 
Wastewater  Treatment  Facilities  in 
Henrico  County.  Virginia. 

The  proposed  action  involves  Federal 
financial  assistance  for  the  construction 
of  a  wastewater  treatment  plant  and  a 
system  of  interceptor  sewers  to  ser\e 
Henrico  County  and  parts  of  Goochland 
and  Hanover  Counties.  Virginia 

The  Environmental  Protection  .Agency. 
Region  III.  will  hold  a  joint  public  hear- 
ing to  solicit  testimony  concerning  the 
DEIS  and  concurrently  prepared  Fa- 
cilities Plan  'available  from  the  County  i 
on  Tuesday,  June  21.  1977.  at  7  30  pm 
at  the  Hermitage  High  School.  8301 
Hungary  Spring  Road.  Individuals  and 
representatives  of  organizations  wishing 
to  testify  at  the  public  hearing  are  re- 
quested to  furnish  a  copy  of  their  pro- 
posed testimony  along  with  their  name. 
address,  telephone  number  and  the  or- 
ganization they  represent  to  the  EIS 
Preparation  Section,  En\-ironmental 
Protection  Agency,  Region  III,  6th  and 
Walnut  Streets,  Philadelphia,  Pennsyl- 


vania rai06  not  later  than  the  close  of 
business  on  June  17.  1977. 

Witnesses  should  limit  their  oral  pres- 
entation to  a  five  minute  summary  of 
their  written  testimony.  If  time  permits, 
others  present  at  the  hearing  who  wish 
to  testify  may  do  so  after  the  witness  list 
has  been  called. 

This  DEIS  was  transmitted  to  the 
Council  on  Environmental  Quality 
I  CEQ  I  on  May  26.  1977.  In  accordance 
with  CEQ's  notice  of  availability,  com- 
ments are  due  on  July  18.  1977.  Copies 
of  the  DEIS  are  available  for  review  and 
comment  from:  Environmental  Prepara- 
tion Section.  Environmental  Protection 
Agency.  Region  III.  6th  and  Walnut 
Streets.  Philadelphia.  Pennsylvania 
19106   'telephone  215-597-4532'. 

Copies  of  the  DEIS  are  available  for 
public  inspection  at  the  following 
locations : 

Eii\  iroiiineiual  Protection  Agency.  Reeion 
III.  Library.  6th  and  Walnut  Streets.  Phila- 
delphia. Pennsylvania. 

Environmental  Protection  Agency.  Public 
Information  Reference  Unit.  Room  2922, 
Waterside  Mall,  401  M  Street  SW.,  Wash- 
ington. DC 

Information  copies  of  the  DEIS  are 
available  at  cost  <10  cents  page'  from 
the  Environmental  Law  Institute.  1346 
Connecticut  Avenue  NW..  Washington. 
DC  20036.  Please  reference  ELR  No. 
70623. 

Copies  of  the  DEIS  have  been  sent  to 
various  Federal.  State,  and  local  agencies 
and  interested  individuals  as  outlined  in 
the  CEQ  Guidehnes. 

Dat.ed:  June  1,  1977. 

Rebecca  W.  Hanmer. 

Director,  Office  of 
Federal  Activities. 

|FR  Doc  77-15944  Filed  6-3-77:8:45  am | 

DEPARTMENT    OF    JUSTICE 

UNITED  STATES  CIRCUIT  JUDGE  NOMI- 
NATING COMMISSION:  FIRST  CIRCUIT 
PANEL 

Meetings 

The  schedule  of  future  meetings  of  the 
nommating  panel  of  the-Ftrst  Circuit  of 
the  United  States  Circuit  Judge  Nomi- 
nating Commission  'Chairman:  Paul 
Freund)  is  as  follows: 

1  The  second  meeting  will  be  held  on  June 
II.  1977  at  10:00  am.  in  Boston.  Massachu- 
setts. Room  1620,  John  W  McCormack  Build- 
ing. 10  Post  Office  Square 

The  purpose  of  this  meeting  wUl  be  to  in- 
terview candidates  and  will  not  be  open  to 
the  public  pursuant  to  Pub.  L  92-463.  Sec- 
iion  10(D)  as  amended.  (CF  5  U.S.C  562b(c) 
(6)). 

2.  The  third  meeting  will  be  held  on  June 
17.  1977.  at  10:00  a.m.  In  Boston,  Massachu- 
.«elts,  Room  1620,  John  W.  McCorma:k  BuUd- 
i:;g,   10  Post  Office  Square. 

The  purpose  of  this  meeting  will  be  to  In- 
terview candidates  and  will  not  be  open  to 
the  public  pursuant  to  Pub.  L.  92-463,  Sec- 
tion 10(D)  as  amended  (CF  U.SC.  552b(ci 
<6)). 

Joseph  A.  Sanches, 
Advisory  Committee 
Management  Officer. 

June  1,  1977. 

(FR  Doc.77-15885  Filed  6-3-77:8:45  am') 
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NOTICES 
FEDERAL  COMMUNICATIONS   COMMISSION 

PETITIONS    FOR    RECONSIDERATION    OF   ACTIONS 
Rulemaking  Proceedings  Filed 


May  31,  1977. 


Docket  or  RM  No. 


Rule  No. 


Suiijfcl 


Date 
received 


:0449.  RM-2078.  R>l-22l'o,  RM-2:45.  Pis.  81  and  83. 


2«6(j«.  RM-;.M8 


21635,  BM-2786. 


Sees.  81.30e(b) 
and 
83.354(b). 


..  Sec.  73.202(b) - 


AniemJment  of  pts.  81  and  83  to  provide  for 
the  iBe  of  certain  radiotelephone  fre- 
(|uencies  between  '■,  and  2.i  MHz.  at  Mobile, 
Ala.:  cross-liceni-ing  of  radiotelephone 
trp(|iiencies  at  Miami.  Fla.,  New  York, 
N.Y..  and  San  Francisco.  Calif.;  and  addi- 
tional frei|Ucncies  at  .Miami,  Ha.  ^  ,„^ 

Filed  by  Edgar  MavfieUI,  Alfred  G.  Walton    May  20,1977 
and  William  F.  Finnegan.  attorneys  for 
American  Telephone  and  Telegraph  Co. 

Amendment  of  sees.  81.3(ihib)  and  83.354(b) 
of  the  Commisjioii's  rules  to  provide  for 
ihe  use  ol  an  addiiional  4  MHz  frequency 
at  Mobile,  Ala.  _,  ^ 

Filed  hv  Kdgar  May  field.  Alfred  O.  Walton  Do. 

and  William  F.  Finnegan,  attorneys  lor 
American  Telephone  and  Telegraph  Co. 

Amendment  of  sec.  "S.-Wtb),  table  of  as- 
signments. F.M  broadcast  stations.  (Lan- 
ca.-iler-Kinnimore.  Wis.) 

Filed  by  Bert  K.  IVlerson May   26,1977 


NOTB  -OddosWob*  to  n««it»on!>  for  reconsideration  must  be  filed  within  1.5  days  after  publication  of  this  PuMic 
Kotiee  lii  lie  Federal  hvgjster.  Replies  to  an  opposnion  must  be  tiled  withiu  10  days  after  time  for  ftlmg  oppositions 
bas  expired. 

^Federal  Communications  Commission, 
♦Vincent  J.  Mullins, 

Secretary. 

|FR  Doc.77-15762  Filed  6-3-77;8:45  am) 


WORLD     ADMINISTRATIVE     RADIO     CON 
FERENCE      PREPARATORY      ADVISORY 
COMMITTEES 

Renewal 

The  Federai  Cuniniunicatioiis  Com- 
mission IS  responsible  for  identifying  and 
documenting  the  future  non-governmeni 
communication  requu'ements  of  the 
United  States  m  preparation  for  the 
1979  General  World  .-Xdministrative  Ra- 
dio Conference  'W.ARC'  of  the  Inter- 
national Telecommunication  Union,  To 
a.ssure  that  the  interests  of  the  United 
States  are  adequately  represented  at  the 
1979  Conference,  studies  covering  cur- 
rent stiuidards,  procedures,  regulation.s, 
irequency  allocation  tables,  and  future 
.■spectrum  requirements  must  be  per- 
formed for  the  vario'j:i  radio  service.^ 
utilized  in  this  country 

In  June,  1975,  tiie  Commission  estab- 
h'-hed  twenty -four  advisory  committees 
to  assist  m  conducting  the  required  stud- 
ies. During  the  past  two  years,  tlie  Com- 
mission has  terminated  ten  of  these  orig- 
inal twenty -four  committees.  The  four- 
te,»n  remaining  comnnttw^s  are  still 
actively  involved  in  the  WARC  prepara- 
tory effort  and  must  continue  in  exist- 
ence m  order  to  furnish  advice  on  basic 
policy  Lssues  regardiOR  the  future  needs 
of  radio  services  regulated  by  the  Com- 
mission Afcordmely.  the  Commission 
finds  It  necessary  to  renew  the  charter 
for  each   of   the  following  committees 


WARC    Advisory    Commtltee    for    Amateur 

R.idio 

VV.^RC  Advisory  Committee  for  Aural,  AM 

W.ARC  Advisory  Committee  for  Aural,  FM 

W.ARC  Advisory  Committee  for  Auxiliary 
Broadcast  Services 

WARC  Advisory  Committee  for  Domestic 
Land  .Mobile  Radio 

WARC  Advisory  Committee  for  Fixed  Satellite 

WARC  Advisory  Committee  for  International 
Bn.Adcast 

WARC  .Advisory  Committee  for  Land  Mobile 
R.aclio 

WARC  Advisory  Committee  for  Private 
Microwave 

WARC  Advisory  Committee  for  Radio 
.Astronomy 

WARC  Advisory  Committee  for  Radio  Relay 
( Common  Carrier) 

WARC  Advisory  Committee  for  Broadcast- 
ing Satellite  Service  (11.7-12.2  GHz  Fre- 
quency Band) 

W.\RC  Advisory  Committee  for  Television 

WARC  Industry  Advisory  CXimmittee 

These  advisory  committees  assist  the 
Commission's  overall  1979  WARC  prep- 
aration by: 

'li  Conducting  studies  necessary  to 
velop  valid  projections  of  spectrum  re- 
quirements for  the  period   1980-2000: 

(2'  Providing  input  to  help  the  Com- 
mi.ssion  anticipate  changes  in  technology 
which  will  affect  tl:ie  future  demand  lor 
radio  frequencies; 

'3'  Evaluating  Commission  proposals 
for  frequency  allocations  in  terms  of 
cost,    practicality,   and   potential   effect 


upon  nongovernment  users  of  communi- 
cation services. 

It  is  anticipated  that  one  of  the  com- 
mittees being  renewed,  the  W'ARC  In- 
dustry Advisory  Committee,  will  be  able 
to  complete  its  work  by  December,  1977. 
This  committee  is  therefore  bemg 
renewed  for  a  six-month  period  only, 
extending  until  December  5,  1977,  The 
other  thirteen  committees  are  bemg 
renewed  for  the  customary  two-year 
chartering  period. 

The  Federal  Communications  Com- 
mission, with  the  concurrence  of  the 
Office  of  Management  and  Budget,  has 
determined  that  renewal  of  each  of  tlie 
fourteen  advisory  committees  identified 
above  is  necessary  and  in  the  public 
interest.  This  notice  of  renewal  is  pub- 
lished in  -compliance  with  the  require- 
ments of  the  Federal  Advisory  Commit- 
tee Act  (Public  Law  92-463-  and  the 
Office  of  Management  and  Budget 
ClT'Tular  A-63.  Individuals  who  desire 
additional  information  concerning  the 
work  of  these  W.ARC  preparatory  com- 
mittees may  contact  the  Commission's 
International  Conference  StafT,  Office  of 
Chief  Engineer,  2025  "M"  Street,  N.W., 
Room  73T)2,  Washington,  DC.  20554, 
Telephone   (202)   632-7067. 

Federal  Communi.-ations 

Commission. 
Vincent  J.  Mullins. 

Secretary. 

IFR  Doc.77-16014  Filed  e-3-77,8  45   ami 

FEDERAL   ENERGY 
ADMINISTRATION 

CASES   FILED  WITH  THE  OFFICE  OF 
EXCEPTIONS   AND   APPEALS 

Week  o«  May   13  Through   May  20,   1977 

Notice  is  hereby  given  that  during  the 
week  of  May  13  through  May  20,  1977, 
the  appeals  and  applications  for  excep- 
tion or  other  relief  listed  in  the  Appendix 
to  this  Notice  w  ere  filed  with  the  Federal 
Energy  Administration's  Office  of  Ex- 
ceptions and  Appeals. 

Under  the  FEA's  procedural  regula- 
tions, 10  CFR.  Part  205,  any  person  who 
will  be  aggrieved  by  the  FEA  action 
sought  in  such  cases  may  file  with  the 
FEA  written  comments  on  the  applica- 
tion within  ten  days  of  service  of  notice, 
as  prescribed  in  the  procedural  regula- 
tions. For  purposes  of  those  regulations, 
the  date  of  service  of  notice  shall  be 
deemed  to  be  the  date  of  publication  of 
this  Notice  or  the  date  of  receipt  by  an 
aggrieved  person  of  actual  notice,  which- 
ever occurs  first 


Eric  J.  FVci, 
Acting  General  Counsel. 


May  28, 1977. 


NOTICES 

Appendix, — List  of  oases  received  hy  the  Office  of  Fxerptions  av! 

May  l-l  through  Map  20,  ;.<<7: 
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Appeals,  iceek  of 


Date 


Name  and  location  of  applicant 


Case  No. 


Type  of  submission 


-May    13,197 


Do. 


Do. 


Do. 


Do 

Do 


Hay   16,1977 


Do.. 
Do. 

Do. 
Do. 

Do. 
Do. 


Consunier  Federation  o(  .\nierica,  Wa.'-hmjjtou,  D.C/  ,1( 
granted:  The  FEAs  May  6,  1977,  decision  and  order 
would  be  modified  and  Con.'mraer  Federation  of  America 
would  receive  additional  financial  assistance  to  reim- 
burse il  for  expenses  it  iiKUrs  in  representing  consumer 
interests  in  a  rulemaking  proceeding  which  the  FEA  will 
convene  in  connection  with  the  possible  reimposition  of 
controls  on  middle  distillates.) 

Montaup  Electric  Co.,  Washington,  DC.  (If  granted:  The 
FEA  would  grant  the  Montaup  Electric  Co.  additional 
time  in  which  to  .^hnut  written  comments  and  informa- 
tion relating  to  the  Apr.  25,  1977,  notice  of  intention  to 
issue  prohibition  orders  to  certain  powerplants  (region  D-J 

Phillips  Petroleum  Co.,  Bartlesville.  Okla.  (If  granted: 
The  Phillips  Petroleum  Co.  would  receive  an  extension 
of  the  price  relief  granted  in  the  FEAs  Feb.  18,  1977, 
decision  and  order  which  permitted  the  firm  to  increase 
its  prices  to  reflect  nonproduct  cost  increases  in  excess  of 
$0,005  per  gallon  for  natural  gas  liquid  products  produced 
at  its  Cimarron,  Puckett,  and  Sooner  plants.) 

Potlatch  Corp..  San  Francisco.  CaUf.  (If  granted:  The 
FEA's  Apr.  13,  1977,  information  request  denial  would 
be  rescinded  and  the  Potlatch  Corp.  would  receive  access 
to  FEA  reports  prepared  by  PEDCo-Environmenlal,  an 
FEA  contractor,  relating  to  the  No.  1  power  boiler  at 
Potlatch's  Lewiston.  Idaho  generating  facility.) 

Shell  Oil  Co.,  Houston,  Tex.  Uf  granted  The  Shell  Oil  Co. 
would  receive  a  stay  of  the  requirements  of  the  Apr.  26, 
1977,  remedial  order  pendirtg  a  final  determination  of  its 
appeal  of  that  order  which  it  intends  to  hie.) 

Twin-Tech  Oil  Co.,  Houston,  Tex.  Uf  granted:  The  FEA's 
Mar.  28,  1977,  decision  and  order  would  be  modified  and 
Twin-Tech  Oil  Co.  would  receive  additional  exception 
relief  which  would  permit  the  firm  to  increase  its  selling 
prices  for  nattiral  gas  hquids  and  natural  gas  liquid  prod- 
ucts above  the  maximum  permissible  price  levels  specified 
in  10  CFR,  pt.  212,  subpt.  K.) 

Atlantic  Richfield  Co.,  Dallas,  Tex.  (If  granted:  Exception 
relief  to  permit  the  Atlantic  Richfield  Co.  to  increase  its 
prices  to  reflect  nonproduct  cost  increases  in  excess  of 
$0,005  per  gallon  for  natural  gas  Uquid  products  produced 
at  the  following  plants  would  be  extended:  Chesterville, 
Crossett,  Elk  Basin,  Hallcy.  Hull,  Kermit,  LapejTOUse, 
Ojai  Timber,  Pledger,  Riverton  Dome,  Silsbee,  South 
Coles  Levee,  Taft,  West  Lake,  and  Worland.) 


Empire  State  Fuel,  Inc.,  New  '\'ork,  N.Y.  Of  granted:  The 
FEA's  Apr.  29,  1977.  remedial  order  would  be  rescinded 
and  Empire  State  Fuel,  Inc.  would  not  be  required  to 
refund  overcharges  made  on  its  sales  of  No.  2  fuel  oil.) 

Indian  Wells  Oil  Co.,  Kearney,  Mo.  (If  granted:  Exception 
relief  to  permit  the  Indian  Wells  Oil  Co.  to  increase  its 
prices  to  reflect  nonproduct  cost  increases  in  excess  of 
$0,005  per  gallon  for  natural  gas  liquid  products  would  t>e 
extended.) 

Jamar  Oil  Co.,  Broken  Arrow.  Okla.  (If  granted:  The 
FEA's  May  6,  1977.  decision  and  order  would  be  modified 
to  adjust  the  percentage  of  Jamar's  base  period  use  of 
motor  gasoline  which  will  be  assigned  to  a  new  base 
period  supplier.) 

Leonard  E.  Belcher,  Inc.,  Arlington,  Va.  (If  granted: 
Leonard  E.  Belcher,  Inc.  would  be  granted  authority  by 
FE.A.'s  region  I  to  issue  subpoena.-;  during  the  course  of 
an  FEA  compliance  proceeding  sigainst  it.  The  firm 
would  also  receive  a  stay  of  any  proceedings  by  FEA 
region  I  in  connection  with  a  Mar  15,  1977,  notice  of 
probable  violation  issued  to  Belcher  pending  a  final 
determination  of  this  request.) 

Maupin  Retail  Sales.  Eaton  Rapids,  Mich.  (If  granted: 
.Maupin  Retail  Sales  would  receive  a  stay  of  the  remedial 
order  issued  to  the  firm  by  region  \'  and  would  not  be 
required  to  lower  its  prices  on  sales  of  propane.) 

McCulloch  Gas  Processing  Corp.,  Washington,  D.C.  (If 
granted:  The  exception  relief  to  permit  the  McCulloch 
Oas  Processing  Corp.  to  increase  its  prices  to  reflect  non- 
product  cost  increases  in  excess  of  $0.00.5  per  gallon  for 
natural  gas  liquid  products  produced  at  the  Fairview, 
Hillght,  Jamison  Prong,  Tulc  Creek,  and  Well  Draw 
plants  would  be  extended.) 


FMR-0106  Modification  of  decision 
and  order  in  Consumer 
Federation  of  America, 
5  FEA  Par       .    (May  6. 

1977). 


FEE-4148      Exception    to   the    FEA's 

FES  Apr.   25,   1977.   notice  of 

4148  intention    to    issue    pro- 

hibition  orders  to  certain 

powerplants    (region    1). 

Stay  requested 

FXE-  Extension  of  exception  re- 

4149—  lief  in  Phillips  Petroleum 

FXE-4151     Co.,   5    FEA    Par 

(Feb.  18,  1977). 


FFA-1317 


FRS-1319 


F.XA-1318 

FES-1318 


FXE- 

4l,'i>t— 
FXE- 
4173 


FRA-1321 


FXE-1158 


FEX-0158 


FSO-0044 

FES-a>95 


Appeal  of  information  re- 
quest denial  dated  Apr. 
13,  1977. 


Stay  request  of  FEA  re- 
gion Vl's  remedial  order 
issued  Apr.  26,  1977. 

Appeal    of    decision    aad 
order  in  Twin-Tech  Oil 
Co.,   5    FEA    Par.    . 
(Mar.  28.  1977).  Slay  re- 
quested. 


Extension  of  exception  re- 
lief granted  in  Atlantic 
Richliekl  Co.,  ca-^e  Nos. 
FXE-3755  through 

FXE-3765  (decided  Mar. 
30,  1977)  (Unreported  de- 
cision): Atlantic  Rich- 
field Co.,  5  FEA  par. 
83.017  (Dec.  30,  1976); 
Atlantic  Richfield  Co., 
4  FEA  par.  83,191  (Nov. 
19,  1976). 

Appeal  of  FEA  region's  U 
remedial  order  issued 
Apr.  2',  1977. 

Extension  of  exception  re- 
lief granted  in  Indian 
Wells  Oil  Co.,  case  No. 
FXE-3596  (decided  Feb. 
18,  1977)  (unreported 
decision.) 

Supplemental  order  to  de- 
cision and  order  in  Jamar 
Oil  Co.,  5  FEA  par.  .    . 
(May  6,  1977). 

Bequest  for  special  redress. 
Stay  requested. 


Do Monsanto  Co.,  St.  Louis,  Mo.  (If  granted:  Crude  oil  pro-    FEE- 

duced  from  the  following  properties  would  be  soM  at        4152— 
upper  tier  ceihng  prices:  Billeaud  BP  SU  ti  well  No.  1,        FEE- 
St.  Martin  Parish,  La.,  Lucia  G  SV  C  well  No.  2,  St.        4155 
Mar\'s  Parish,  La.,  Bucknian  well  No.  1,  Stark  County. 
N.  i)ak..  and  Hendrick  "F",  Winkler  County,  Tex.) 

Do Permian  Corp.,  Houston,  Tex.  (If  granted:  The  Permian 

Corp.  would  receive  an  extension  of  the  exception  relief 
granted  on  Dec.  13,  1976,  to  permit  it  to  increase  its  prices 
to  reflect  nonproduct  cost  increases  in  excess  of  $fMlfti 
per  gallon  for  natural  gas  liquid  products  produced  at  the 
Possum  Kingdom  plant  and  the  Todd  Ranch  plant.) 

Do Sunland  Refining  Corp..  Los  Angeles,  Calif.  (If  granted:     FEX-0159 

The  FEA  would  review  the  entitlements  exception  relief 
granted  to  the  Sunland  Refining  Corp.  during  its  1976 
fiscal  year  in  order  to  determine  whether  the  level  of  ex- 
ception relief  approved  was  appropriate.) 


F  BS-1320      Stay  request 


FXE-  Extension  of  exception  re- 

4174—  lief  granted  m  .McCulloch 

FXE-  Gas    Processing    Corp., 

4178  case      Nos.      FXE-3650 

through  FXE-3655  (de- 
cided Mar.  18.  1977) 
(unreported  decision) ; 
McCulloch  Gas  Process- 
ing Corp.,  5  FEA  par. 
83,026  (Dec.  29,  1976). 
Pri(» exception  (sec.  212.73). 


FXF.~4156     Extension  of  exception  re- 
FXE-4157         lief  granted   in    Permian 

Corp.,  5  FEA  par.  83,261 

(Dec.  13,  1976). 


Review  of  entitlements  ex- 
ception rehef  (supple- 
mental order). 
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>H1»^ 


NOTICES 


NOTICES 


Dat. 


of  applicani 


Case  No. 


Type  of  submission 


Do.... 


Do. 


Do. 


DO..C 


Do. 


May   17,1977 


Do. 


D«. 


SuiiUml  Kiliiime  Corp.,  Bakasricld.  Calif.  (If  granted;    FES-OOW 
Suiiland  would  receive  a  slay  (if  llio  additional  entitle- 
ment purchase  ohligations  .spetiHcd  m  the  FEA's  .May  13, 
iy77,  (locisioii  and  order  pending  a  decision  on  its  pending 
reijuesl  (case  No.  FEX-(.il.5'j).) 

Tenne<o  OU  Co..  Houston.  Tex.  (if  granted:  The  FE.^'s  FMR-0107 
Mar.  31,  1»77.  decision  and  ordrr  W(iuld  ))«  modilied  to 
permit  the  Teinieco  Oil  Co.  to  iiicnase  its  selling  prices 
for  motor  gasoline  aliove  the  ina.xirniim  allowable  levels 
determined  in  accordance  with  the  provisions  of  10  CFR, 
pt.  212,  subpt.  E  (the  reliner  price  regulations).! 

Texas  Asphalt  A  Relining  Co..  Euless,  Tex.  (If  granted: 
The  FEAs  .\pr.  8.  l'J77.  supplemental  order  would  be 
modilied  10  permit  TARCO  to  request  a  fee-exempt 
allCH  ation  for  new  or  expanded  reliiiery  capacity  without 
having  to  forejjo  the  exception  relief  granted  lo  the  firm 
in  thai  order.) 

Texas  .\spliall  A  Relining  Co.  (If  granted:  The  FEA's 
Apr.  8,  l'Ji7,  supplenieiilal  order  would  be  rescinded  and 
the  permanent  import  fee-exempt  authority  which  had 
been  extended  lo  TARCO  m  rj7(J  by  the  oil  import 
apijeals  board  would  be  reinstated.) 

Union  Oil  Co.  of  California,  Los  Angeles,  Calif.  (If  granted: 
Exception  relief  lo  permit  the  Union  Oil  Co.  of  California 
lo  iiicreabe  its  prices  to  reded  nonproduct  cost  increases 
in  excess  of  SO.tKJ.5  per  ggUoii  for  natural  gas  li(iuid  prod- 
ucts produeted  at  the  Adena.  Doiiiinguez,  and  Rio 
Bravo  plants  would  be  extended.) 

Continental  Oil  Co..  Houston.  Tex.  (If  granted:  The  Con- 
tinental Oil  Co.  would  lie  |»>rmitled  to  increase  its  prices 
to  relletl  nonproduct  cost  increases  in  excess  of -$0,005  per 
gallon  for  naiural  gas  Iniuid  products  produced  at  the 
Elk  Basin  and  Kettleman  Hills  plants.) 

Conlinenlal  Oil  Co.,  Houston,  Tex.  i  If  granted:  The  ex-    FXE- 
ceplion  relief  lo   permit    the   Conlinenlal   Oil   Co.   to       42(T7— 
increitae  its  prices  lo  rellect  nonproduct  cost  increases  m        FXE- 
excess  of  $0.(X)5  per  galton  for  natural  gas  liquid  products       4211 
produced  at  the  following" natural  gas  plants  would  be 
extended:   Chilliin,   .Vledford,    Ramsey,   Thomas,   and 
O.  W.  Ward.) 

tielty  Oil  Co.,  Los  Angeles,  Calif.  (If  granted;  The  ex-    FXE- 
ceplion  relief  to  permit  the  (ietty  Oil  Co.  lo  increase  its       418,5— 
prices  to  rellect  noiiproUucl  cost  increases  in  excess  of       FXE- 
$<).()05  per  gallon  for  natural  gas  litiuid  products  produced       4rj'J 
at  the  following  plants  would  be  extended:  Bueiia  Vista 
Hills.    Cocodrie,    Cymric,    DoUarhide,    Kaly,    Kerniil, 
Keltleman  Hills,  New  Hope,  Normanna,   Old   Ocean, 
Pal-.icios,  South  I'ecan  Lake,  Stevens  Calidon,  Ventura, 
and  West  Bernard.) 


Do.. 


Do. 


Do. 


Do. 


Do- 


May     18, 197 


Do. 


Do. 


Hanover  Management  Co..  Dallas,  Tex.  (If  granted:  The  FXE-4184 
exception  relief  approved  in  the  Feb.  18,  decision  and 
order  which  permits  Hanover  lo  sell  the  crude  oil  which 
it  produces  from  the  Fruin  "A"  No.  1  well  in  Payne 
County,  Okla. ,  at  upper  tier  ceiling  prices  would  be 
extended.) 

Ihnlon  Production  Co.,  Mount  Pleasant,  Tex.  (U granted:    FEE-4183 
(,rude  oil  produced  from  the  J.  S.  Carroll  Lease,  Ander- 
son County.  Tex.,  would  be  sold  at  prices  which  exceed 
the  maxunum  levels  specilied  in  the  FEA  mandatory 
petroleum  price  regulations.) 

.Savewav  Uas  Ai  -Xppliance.  Inc.,  Dexter,  Mo.  (If  granted:  FXE-4182 
Saveway  (Jas  A  .\ppllance.  Inc.  would  receive  an  ex- 
teiiMon  of  the  relief  granted  in  the  FE.\'s  Mar.  10,  1977, 
decision  and  order  and  would  l>e  assigned  ou  a  permanent 
basis  a  new,  lower-priced  suppher  of  propane  to  replace 
us  biise  period  supplier,  N.tJ.L.  Supply,  Inc.) 

Standard  Oil  Co.  of  California  (Cireeley).  San  Francisco,  FXE-4200 
Calif.  (If  grained:  The  exception  relief  to  permit  the 
Standard  Oil  Co.  of  California  to  increase  its  prices  for 
naiiiral  gas  lii|Uid  products  produced  at  the  Oreeley 
plant  lo  relWt  nonproduct  cost  increases  in  excess  of 
iu.UUS  per  gallon  would  be  extended.) 

Standard  Oil  Co.  (Indiana).  Chicago,  111.  (If  granted;  The    FXE- 
exception  relief  to  permit  the  Standard  Oil  Co.  (Indiana)        4201 — 
to  increase  its  prices  to  reflect  nonproduct  cost  increases       FXE- 
111  excess  of  JO.uOJ  per  gallon  for  natural  gas  liquid  products       4204 
produced  at  the  following  plants  would  be  extended: 
l.jk     Hoeuf,  South  Jennings,  South  Thornewell,  and 

Saiiford  Fagadau,  Dallas.  Tex.  (If  granted;  The  ejtception    FXE-4212 
relief  lo  permit  Sanford  Fagadau  lo  increase  his  pri -es    FXEM213 
to  r-llect  nonproduct  cost  increases  in  excess  of  $0,003 
per  gallon   for  natural  gas  liquid  products  produced  at 
the  Bluegrove  and  .Maryetta  plants  would  be  extended.) 

.  C.ary  Western  Co.,  Englewood,  Calif.  (If  granted;  Gary    FKX-OltiO 
would  be  granted  an  extension  of  lime  in  which  to  file 
certain  data  as  S[)ecilied  in  par.  (4)  of  the  FEA's  .\pr.  '25, 
iy77.  Stay  order.) 
Mobil  Oil  Corp..  New  York,  N.Y.  (If  granted;  The  Mobil    FEE- 
Oil  Corp  would  b«  permitted  to  increase  its  prices  to       4214 — 
reflect  nonproduct  cost  iiiereas«>s  in  excess  of  iO.005  per    FEE  4219 
gallon  for  natural  gas  Iniuid  products  produced  at  the 
following  natural  gas  plants;  Bryaiis  Mill.  Hagist,  Iowa, 
Levelland,  Putnam  Oswego,  and  Wilcox.) 


Stay  of  the  requirement' 
in  FE,\'s  decision  and 
order  in  Sunland  Refin- 
ing Corp.,  5  FEA  Par. 
....  (May  13,  1977). 

Modification  of  decision 
and  order  in  Tenneco  Oil 

Co.,   5   FEA   par 

(Mar.31,  1U77). 


FEX-fll57     Supplemental  order. 


FX  A-1322  Appeal  of  supplemental  or- 
der in  Texas  Asphalt  & 
Refining  Co.,  .5  FEA 
par.  ....  (Apr.  8,  1'J77). 

FXE-4179 —  E.vcension  of  exception  re- 
FXE-4181  lief  granted  in  Union  Oil 
Co.  of  California,  case 
Nos.  FXE-3t;77,  F.XE- 
3«78,  FXE-3722  through 
FXE-3733  (decided  Mar. 
30,  1U77)  (unreported  de- 
cision). 

FEE-4205     Price  exception  (sec.  212,- 

FEE-4206         105). 


Extension  of  exception 
relief  granted  in  Con- 
tinental Oil  Co.,  5  FEA 
par.  83,004  (Dec.  20, 
l'J78);  Continental  Oil 
Co.,  4  FEA  par.  83,214 
(JJec.  3,  I'JTC). 

Extension  of  exception  re- 
lief granted  in  Getty  Oil 
Co.,  case  Nos.  FXA-1116 
through  FXA-1141  (de- 
cided Apr.  28,  iy77)  (un- 
reported decision);  Getty 
Oil  Co.,  case  Nos.  FXE- 
3700  through  F.XE-3702 
(decided  Mar.  18,  1977) 
(unreported  decision); 
tietly  Oil  Co.,  4  FEA 
par.  83,216  (Dec.  3,  l'J76). 

Extension  of  exception  re- 
Uof  granted  in  Hanover 
Management  Co.,  5  FEA 
par.  83,068  (Feb.  18, 
1977). 


Price       exception 
212.74). 


(sec. 


Extension  of  relief  granted 
in  Saveway  (lias  & 
Appliance.  Inc.,  5  FEA 
par.  80,5t)9  (Mar.  10, 
1977). 

Extension  of  exceptfon 
relief  granted  In  Stand- 
ard Oil  Co.  of  California, 
casa  No.  F.XE-3y87  de- 
cided Apr.  4,  1977)  (un- 
reported decision). 

Extension  of  exception 
relief  granted  in  Stand- 
ard Oil  Co.  (Indiana), 
5  FEA  par.  83,057 
(Jan.  25,  1977).  Standard 
Oil  Co.  (Indiana),  5 
FEA  par.  83,0-29  (Dec.  29. 
1970). 

Extension  of  relief  granted 
in  Sanford  Fagadau,  case 
Nos.  FXE-3<541  and 
FXE-3tH4  (deiided  Mar. 
15.  1977)  (unreported 
decision). 

Supplemental  to  the  deci- 
sion and  order  in  Gary 
Western  Co.,  5  FEA 
par.  (Apr.  25,  1977). 

Price  exception  (sec.  212.- 
Iti5). 


Date 


Name  ar.d  location  of  applicant 


.asc  No. 


Typi  o'  submis^; 


Do. 


Do. 


Do. 


F.\E- 
4235— 
FXE 
4240 


FEE- 
4228 
FEE- 
42U 


FXE- 

4221 V- 

FXE 

42-27 


May  19.  197 


Do 


Mobil  Oil  Corp..  New  York.  .N.Y.  ,  If  granted;  The  excep- 
tion rehef  to  i>ern;it  the  .Mobi!  Oil  Corp.  to  increase  its 
prices  to  reflect  nonproduct  ca-^t  increases  in  excess  of 
$0,005  per  gallon  for  natural  gas  Uquid  products  produced 
at  the  following  natural  gas  processing  plants  would  be 
extended:  Adena.  Cotton  Valley.  Cow  Island.  Delhi, 
Elwood.  Greeley.  He\-ser,  Oulf-Knox,  Postle  Hough, 
South  Sarepta,  R.  M.  Stephens,  and  Vanderbilt.) 

Shell  Oil  Co  ,  Hou-ston.  Tex.  (If  granted:  The  Shell  Oil  Co. 

■  would  be  (lerniitted  to  iiicreft.«e  its  prices  to  rellect  non- 
product  cost  increases  in  excess  of  $0,005  per  gallon  for 
natural  gas  Uquid  products  produced  at  the  following 
natural  gas  processing  plants:  Chalkley.  Fashing,  Grtmd 
Chenier,  Seeligson,  Timbalier  Bay.  Tippetl,  Crosselt, 
andTOCA.i 

Shell  Oil  Co..  Houston,  Tex.  (If  granted:  The  exception 
relief  to  p«Tnit  the  Shell  OU  Co.  to  increase  it>  prices  to 
reflect  nonproduct  cost  increases  in  excess  of  $0,005  i>er 
gallon  lor  natural  gas  liquid  products  produo«l  at  the 
following  natural  gas  processing  plants  would  be  ex- 
tended: Elmwood,  Uoodwa'.er,  Indian  Basin,  Moliuo, 
Norco,  I'ersou.  West  Lake  \'errel,  and  Yates.) 


Cabot  Corp..  Pampa,  Tex.  af  granted:  The  FEA's  Apr.  19,    FXA- 
1977  decision  and  order  would  be  modified  to  grant  ad-       1323- 
dition;J  except  ion  relief  to  Cabot  lo  permit  it  to  pass        FXA- 
through  in  its  prices  for  naiural  gas  liquids  and  natural  1327 

gas  liquid  products  the  increased  depreciation  costs  in- 
curred at  lis  Beaver,  Estes,  North  Terrebone,  Prentice, 
and  Walton  plants.)  ,    ,^1.     ,     ■         i-„,  ,„,- 

Irving  Oil  Corp..  Boston,  Ma.ss.  (If  granted:  The  Irvmg  FPI-Olh 
Oil  Corp.  would  be  permitted  to  import  3,900,000  barrels 
of  finished  petroleum  product  during  the  allocation 
period  May  1,  1977  through  Apr.  30,  1978,  and  the  same 
amount  of  such  product  for  each  of  the  txio  .succeeding 
allocalion  periods  ending  Apr.  30,  1979  and  Apr.  .-^li  l-Sd 
on  a  license  fee-free  basis.) 


Eitei\sion  of  exception  re- 
lief granted  in  Mobil  Oil 
Corp..  5  FE.\.  iwr.  83,ff27 
(Dec.  29,  1976;,  Mobil  Oil 
Corp..  4  FEA  par.  83.251 
(Dec.  13.  ivroi. 


Price       ex«^ioii 
212.1651. 


Extension  of  excepciorv  re- 
hef granted  in  ^lleU  Oil 
Co.,  case  Nos,  FXE- 
,1676;  FXE-37aO  through 
FXE-3800  (decided 

Mar.  21,  1977)  (unre- 
ported  decision);  Shell 
Oil  Co.,  case  Nos.  FF.E- 
3801;  FEE-3803  through 
FEE-381U  (decided 

Mar.  11,  1977)  (unrc 
ported  decision);  Shell 
Oil  Co.,  5  FEA  par. 
83,056  (Jan.  25,  1977). 

Appeal    of    decision    and 
order  in  Ca'iot  Corp., 
FEA  par.   ...  (Apr.  19, 
1977). 


Exception   from    ba.-*    I. 
requirements  (pt.  213 1. 


IFR  Doc  77-15719  Filed  5-31-77;2:46  am) 


ENERGY   SUPPLY  AND   ENVIRONMENTAL 
COORDINATION   ACT 

Extension  of  Comment  Period  re  Notice 
of  Intention  to  tesue  Prohibition  Orders 
to  Certain  Major  Fuel  Burning  Installa- 
tions in  Alabama,  Georgia,  Mississippi, 
Tennessee,  Florida,  South  Carolina  and 
North  Carolina 

The  Federal  Enei-gy  Administration 
'FEA I  gave  notice  in  the  Federal  Reg- 
ister on  Monday,  May  16.  1977  '42  FR 
24900"  that  FEA  had  issued  a  "Notice 
of  Intention  to  Issue  Prohibition  Orders 
to  Certain  Major  Fuel  Burning  Installa- 
tions'" in  Alabama,  Georgia.  Mississippi 
Tennessee.  Florida,  South  Carolina,  and 
North  Carolina-  The  notice  stated  that 
all  comments  concernmg  this  Notice  of 
Intention  should  be  received  by  FE.A  bv 
June  14.  1977. 

This  notice  is  to  inform  persons  in- 
terested in  the  above-mentioned  Notice 
of  Intention  that  the  tim.e  period  during 
which  FE.A  wul  accept  written  comments, 
concerning  the  Notice  of  Intention  has 
been  extended  to  June  17.  1977.  All  com- 
ments recei^■ed  by  PT.^  b}-  4:30  p.m.,  June 
17.  1977.  will  be  Considered  by  FE.A  prior 
to  issuance  of  a  Prohibition  Order. 

lisued  in  Washington,  D.C.,  May  31, 
1977. 

Eric  J,  Pvci, 
Acting  General  Counsel. 

I  FR  Doc  .77-15834  Filed  6-1-77:9:58  ami 


ENERGY   SUPPLY   AND   ENVIRONMENTAL 
COORDINATION   ACT 

Extension  of  Comment  Period  re  Notice  of 
Intention  To  Issue  Construction  Orders 
to  Certain  Major  Fuel  Burning  Installa- 
tioas  in  Alabama,  Tennessee,  South 
Carolina,  North  Carolina,  and  Kentucky 

The  Federal  Energy  Administration 
I  FEA'  gave  notice  m  the  Federal  Recls- 
TEH  on  -Monday,  May  16.  1977  42  FR 
24886     Lhdl  FEA  had  issued  a  'Nouce 

of  Intention  to  Issue  Construction  Or- 
ders to  Certain  Major  Fuel  Burning  In- 
stallations' in  .Alabama,  Tennessee. 
South  Carolina,  North  Carolina  and 
Kentucky.  Tlie  notice  stated  that  all 
comments  concerning  this  Notice  of  In- 
tention should  be  received  by  FTIA  by 
June  14,  1977. 

This  notice  ib  to  inform,  persons  in- 
t^erested  in  the  above-mentioned  Notice 
of  Intention  that  the  time  pen(xi  dur- 
mt;  which  FE.'\  will  accept  written  com- 
ments concerning  the  Notice  of  Ir.ten- 
tion  has  been  extended  to  Juiie  17,  1977 
.^11  comments  received  by  FK.^  by  4.30 
p  m..  June  17.  1977.  will  be  considered  by 
FEA  prior  to  is.-uance  of  a  Prohibition 
Order 

Issued  Ln  Washington,  DC     Mav  31 
1977. 

Eric  J.  Fyci, 
Acting  General  Counsel. 
(FP.  DOC77-15832  Filed  6-1-77.9  57  amj 


ENERGY    SUPPLY    AND    ENVIRONMENTAL 
COORDINATION   ACT 

Extension  of  Comment  Period  re  Notice  of 
Intention  To  Issue  Construction  Orders 
to  Certain  Major  Fuei  Burning  Installa- 
tions in  California 

The  Federal  Energy  Administration 
(FEA>  gave  notice  in  the  Federal  Rigis- 
-FP  on  Tuesday,  May  17,  1977  i42  FR 
25452'  that  FEA  had  issued  a  "Notice 
of  Inwntion  to  Issue  Construction  Or- 
ders to  Certain  Major  F\iel  Burning  In- 
stallations" in  California.  The  notice 
stated  that  all  comments  concerning  this 
Notice  of  Intention  should  be  received  by 
FEA  by  June  14.  1977. 

This  notice  is  to  inform  persons  in- 
terested in  tlie  above-mentioned  Notice 
01  Intention  that  the  time  period  dur- 
ing which  FEA  will  accept  written  com- 
ments concerning  the  Notice  of  Inten- 
tion has  been  extended  to  June  20,  1977. 
All  comments  received  by  FEA  by  4:30 
p  tn  June  20,  1977.  will  be  considered  by 
Ft^-A  prior  to  issuance  of  a  Prohibition 
Order. 

Lssued  in  Washington,  DC.  May  31, 
1977. 

Eric  J.  Pyci. 
Acting  General  Counsel. 

(FR  Doc.77-15486  Filed  6-1-77:9:67  Bm| 


energy  supply  and  environmental 
C(X)Rd:nation  act 

Extension  of  Comment  Period  re  Notice  o* 
Intention  to  Issue  Construction  Orders 
to  Certain  Major  Fuel  Bummg  Installa- 
tions in  Pennsylvaniij  and  Virginia 

The  Federal  Energy  .AcniinL-ti-ation 
FEA'  gave  notice  in  the  Federal  Regis- 
ter en  Tuesday.  May  17.  1977  i42  FR 
25446'  that  FTA  had  issued  a  "Notice 
of  Intention  to  Lssue  Construction  Or- 
der^ to  Certain  Major  Fuel  Burning  In- 
stallations" in  Pennsylvania  and  Virginia 
The  notice  stated  that  all  comments  con- 
cemii'.g  this  Notice  of  Intention  should 
be  received  by  FT:A  by  June  14,  1977. 

ThLs  notice  is  to  uiform  persons  in- 
terested in  the  above-mentioned  Notice 
of  Intention  that  the  time  period  during 
which  FE.\  will  accept  written  comments 
concerning  the  Notice  of  Intention  has 
teen  extended  to  June  20,  1977.  All  com- 
ments received  by  FTA  by  4:30  p.m  ,  June 
20,  1977.  will  be  considered  by  FEA  prior 
to  issuance  of  a  I*rohibltion  Order. 

Issued  in  Washington.  DC  May  31, 
1977. 

Eric  J.  Pygi, 
Acting  General  Counsel. 

|FR  Doc  77-15833  Filed  6-l-77;9;57  ami 
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NOTICES 


ENERGY    SUPPLY    AND    ENVIRONMENTAL 
COORDINATION    ACT 

Extension  of  Connment  Period  and  Change 
in  Schedule  for  Public  Hearing  re  Notice 
of  Intention  to  Issue  Prohibition  Orders 
to  Certain  Ma|or  Fuel  Burning  Installa- 
tions in  Virginia,  Delaware,  West  Virginia, 
and  Pennsylvania 

The  Federal  Energy  Admintitratlon 
I  PEA  I  gave  notice  in  the  Federal  Reg- 
ister on  Wednesday,  May  18.  1977  >  42  FR 
25622'  that  FEA  has  issued  a  "Notice  of 
Intention  to  Issue  Prohibition  Orders  to 
Certain  Major  Fuel  Burning  Installa- 
tions" in  Virginia.  Delaware,  West  Vir- 
ginia, and  Pennsylvania  and  would  hold 
a  hearing  on  the  Notice  of  Intention  on 
June  1.  2,  and  3,  1977,  in  Philadelphia, 
Pennsylvania.  Tlie  notice  also  stated  that 
all  comments  on  the  Notice  of  Intention 
should  be  received  by  FE.\  by  June  14, 
1977. 

This  notice  is  to  Inform  persons  In- 
terested In  that  Notice  of  Intention  that 
additional  hearing  days  have  been 
scheduled  for  June  9  and  10.  1977,  In 
Richmond.  Virginia,  beginning  at  9:00 
a.m.  These  additional  hearing  days  are 
intended  to  provide  an  opportunity  for 
interested  persons  who  did  not  appear  at 
the  hearings  in  Philadelphia  to  present 
their  data,  views  and  arguments  con- 
cerning the  Notice  of  Intention. 

Consequently  the  revised  schedule  for 
public  hearings  on  the  above-mentioned 
Notice  of  Intention  is  as  follows : 

June  1.  2.  3 — Philadelphia.  Pennsylvania. 
Federal  Building,  Conference  Room  lie,  1421 
Cherry  Street  at  9:00  am 

June  9.  10— Richmond.  Virginia,  The  John 
Marshall  Hotel,  5th  and  Franklin  Streets,  at 
9.00  a.m. 

This  notice  also  is  to  inform  persons 
interested  in  the  above-mentioned  Notice 
of  Intention  that  the  time  period  during 
which  FEA  will  accept  comments  on  the 
Notice  of  Intention  has  been  extended  to 
June  20,  1977.  All  comments  received  by 
FEA  by  4:30  p.m..  June  20.  1977  will  be 
considered  by  FEA  prior  to  issuance  of  a 
Prohibition  Order. 

Issued  in  Washington.  DC.  .M;tv  31. 
1977. 

Eric  J.  Fygi. 
Acting  General  Counsel. 

FR  Doc  77-15485  Filed  &-l-77,9    -"    i::; 

FEDERAL    MARITIME   COMMISSION 

I  Docket  No.  77-5  Agreement  Nos.  9973-3  and 
98631 

POSTPONEMENT   OF   PROCEDURAL 
DATES 

On  March  31,  1977  the  Commission 
instituted  this  proceeding  in  order  to  de- 
termine whether  Article  1  of  Agreement 
No.  9973  and  Article  1  of  Agreement  No. 
9863.  whereby  the  parties  to  thase  Agree- 
ments would  have  separate  votes  in  con- 
ferences and  other  agreements  to  which 
they  may  be  party,  should  be  disapproved 
or  modified  pursuant  to  section  15  of  the 
Shipping  Act.  1916.  Pursuant  to  a  peti- 
tion by  Proponents  to  modify  the  Order 
of  Investigation  and  Hearing,  the  Com- 


mission, on  May  2.  1977,  modified  the 
March  31,  1977  Order  of  Investigation 
and  Hearing  so  as  to  alter  the  dates 
upon  which,  and  the  order  in  which,  the 
parties  to  this  proceeding  would  file  affi- 
davus  and  memoranda  of  law.  On  May 
12.  1977  Proponents,  Protestants,  and 
Hearing  Counsel  filed  a  "Joint  Motion  for 
Modification  of  Procedural  Events  and 
Dates,"  whereby  the  presently  established 
dates  would  be  delayed  two  months,  in 
each  event.  On  May  18,  1977,  Proponents 
moved  the  Commission  to  issued  an  order 
declaring  that  discovery  is  not  available 
in  this  proceeding,  and  moved  the  Com- 
mission to  stay  discovery  until  15  days 
after  the  Commission's  decision  on  the 
motion  for  declaratory  order. 

In  order  to  permit  the  Commission  to 
consider  and  determine  the  questions 
presented  in  those  three  motions,  and  in 
order  to  avoid  undue  disruption  of  this 
nrcxeeding  nending  the  determination  of 
those  questions,  the  Commission  shall 
postpone  all  of  the  d^tes  upon  which 
requests  for  a  trial  type  hearing,  affi- 
davits, and  memoranda  must  be  f\leA. 
as  established  bv  the  Commission's  Order 
of  Investigation  and  Hearing  herein,  as 
modified  bv  the  Commission's  Order  of 
May  2.  1977.  until  further  order  of  the 
Commission. 

This  Order  shall  not  be  construed  as 
granting  or  denying  any  of  the  motions 
in  this  proceeding  now  pending  before 
the  Commission.  The  parties  to  this  pro- 
ceeding shall  take  notice  that  the  events 
herein  postponed  may  be  resumed  by  the 
Commission  upon  short  notice  to  the 
parties. 

Therefore,  it  ts  ordered.  That  the 
dates  upon  which  a  request  for  a  trial 
type  hearing,  affidavits,  and  memoranda 
must  be  filed  with  the  Commission  in 
this  proceeding,  established  by  the  Order 
of  Investi(?ation  and  Hearing  herein,  as 
modified  by  the  Commission's  Order  of 
May  2,  1977,  are  postponed  until  further 
order  of  the  Commission,  By  the  Com- 
mission. 

Joseph  C.  Polking. 
Acting  Secretary. 

IFR  Doc77-i,S8Q4  Filed  6-3-77:8:45  am] 

FEDERAL   POWER   COMMISSION 

iDtKket    No    RI77    ,i.Ji 

CLAY  J.   CALHOUN 

Order  Granting  Special  Relief  and 
Permitting  Intervention 

M.^Y  27.  1977. 
On  February  8.  1977,  Clay  J.  Calhoun 
I  Calhoun » .  filed  a  petition  for  special  re- 
lief pursuant  to  Section  2.76  of  the  Com- 
mission's General  Policy  and  Interpreta- 
tions (18  C.F.R.  5  2.76)  for  the  sale  of 
natural  gas  to  United  Gas  Pipe  Line 
Company  (United"  from  the  Learned 
Field.  Hinds  County,  Mississippi.  Cal- 
houn IS  making  this  sale  pursuant  to  a 
contract  dated  July  31,  1970,  under  its 
small  producer  certificate  issued  in 
Docket  No  CS72-194.  Calhoun  is  cur- 
rently collecting  36,3671  cents  per  Mcf 
for  the  subject  gas. 


Calhoun  states  that  pursuant  to  a  con- 
tract amendment  dated  August  1,  1974, 
he' received  payment  from  United  in  the 
adjusted  amount  of  67,7188  cents  per 
Mcf  commencing  August  28,  1975,  This 
amount  was  reduced  to  the  current  rate 
effective  July  27,  1976,  pursuant  to  Order 
No.  553,  as  amended  Calhoun  now  re- 
quests an  increase  to  a  rate  of  67  7188 
cents  per  Mcf.  Calhoun  states  that  the 
proposed  rate  m11  enable  him  to  rework 
two  wells  and  install  a  rental  compressor 
in  order  to  recover  the  remaining  re- 
serves in  the  Learned  Reld  Calhoun  re- 
quests that  the  proposed  rate  be  made 
effective  for  all  gas  delivered  to  United 
from  the  Learned  Field  from  and  after 
July  27,  1976. 

Notice  of  the  Petition  was  issued  on 
March  1.  1977.  On  March  24,  1977, 
United  led  a  petition  to  intervene  stating 
that  it  supports  Calhoun's  petition  for 
special  relief. 

Based  on  its  analvsis  of  data  submitted 
by  Calhoun,  Staff  estimates  that  1.620.341 
Mcf  remain  to  be  produced  over  a  period 
of  four  and  a  half  years,  and  concludes 
that  the  requested  special  relief  rate  is 
warranted.'  Aft^r  a  careful  review  of  the 
costs  to  be  incurred  and  the  reserves 
to  be  recovered,  we  conclude  that  it  is 
in  the  public  interest  to  grant  Calhoun 
special  relief.  However,  we  shall  deny 
Calhoun's  request  for  an  effective  date 
of  July  27.  1976.  In  Opinion  No  749. 
which  applies  to  the  subject  sales,  the 
Commission  provided  that  special  relief 
rate  increases  would  only  be  granted 
prospectively.'  Calhoun  has  not  shown 
good  cause  for  waiver  of  this  require- 
ment. 

The  Commission  oixlers:  (A)  The  peti- 
tion for  special  relief  of  Calhoun  is 
hereby  granted. 

(B)  Calhoun  is  autliorized  to  collect  a 
total  rate  of  67  7188  cents  per  Mcf  at 
15.025  psia  for  gas  siild  to  United  from 
the  Learned  Field.  Hinds  County,  Mis- 
sissippi, effective  on  tlie  date  of  issuance 
of  this  order  or  on  the  date  of  completion 
of  the  proposed  work,  whichever  is  later 
This  authorization  is  contingent  upon 
Calhoun's  filing  within  30  days  of  the 
effective  date  set  forth  above  a  state- 
ment, signed  by  United,  that  the  pro- 
posed work  has  been  perfonned  to 
United's  satisfaction, 

(C)  The  special  rate  authorized  in 
Ordering  Paragraph  (Bi  shall  not  be- 
come effective  as  provided  therein  unle.ss 
Calhoun  files  within  30  days  of  the  is- 
suance of  this  order  a  contractual 
amendment  autiiorizing  the  rate  granted 
herein  and  a  notice  of  change  in  rate 
providing  for  such  special  rate. 

<D)  United  is  permitted  to  intervene  in 
the  above-entitled  proceeding,  subject 
to  the  rules  and  regiilatioris  of  the  Com- 
m'ssion,  Provided,  however.  Tliat  its  par- 
ticipation shall  be  limited  to  matters  af- 
fecting asserted  rights  and  interests 
specifically  set  forth  in  its  petition  for 
leave  to  intervene;  and  Provided,  further. 


'  See  Appendix  A  attached  hereto. 
2  Section  2,56b(h)   of  the  Regulations. 
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That   the   admission   of   United   in   the 

manner  provided  shall  not  be  construed 
as  recognition  by  the  Commission  that 
United  might  be  aggrieved  because  of 
any  order  or  or(^.ers  entered  in  this  pro- 
ceeding, and  that  United  agrees  to  ac- 
cept the  record  as  it  now  stands. 

By  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

Appendix  A 

CL.iT  I.  C.MHOrK 
(Docket  No    RI77-331 

I'nit  Coat  of  Gas 


Linp 
No.' 


Item 
(a) 


Amouni 
tb) 


1  Nrt  workinz  interest  volumes. 

2  r.as.  1,000  a:  at  15.025'lia»a  » --  1.280.0iia 

3  Liquids *• 

4  Cost  of  production: 

,")            Return  on  rate  l)ase  at  l.S  pet » *saO(il 

li            n.D    *A» - -  301.398 

7—-     I'roduotion  expense  • 470.210 

»           ReeiUatory  expense* 1.280 

U            Maintenance  tax .- -  M8 

10              Total  cost  of  production- ..  853^597 

U  I'nit  cost  of  ftas: 

12  Cost  of  production*..  JO.  fii".<iH 

13  Mississippi  severance  tax 0455 

14  Total  unit  cost  of  gas .7123 


1 1,620,341/1,000  ft»  times  O.Z4»  net  working  interest, 

'  Line  12  of  sheet  3  times  0.15  times  4.5  yr  product! v. 
life. 

'  From  line  G  of  sheet  2. 

<  Estimated  yearly  production  expense  of  M-=i.2i» 
escalated  5  pet  i>ei  year. 

»0.1f  perl.OOOft'. 

•  Line  10  divided  by  line  2. 

■  Severance  tax  at  ti  383  pot 


Inicntnieiit 


Line 

Item 

No. 

(a) 

Amount 
(b) 


1  Investment: 

2  Remaininj!  net  book  value.L J10,3»? 

3  Proposed  investment 201,000 

4  Total  investment 301,398 

5  LessMlva;;c. - 0 

ii               Deprecial'le  investment 301,336 

7  Depreciation  per  nnit  of  production  '  o  T>M^* 

Line  fi  divided  by  1.280.0W*  l.OOD  ft'. 


NOTICES 

j:^ylv< 

Lnie 
No. 

Year 
<•> 

.\nnual 

N.W.I. 

product  ion 

(1.000  ft '.' 

(b) 

Bepinninft 

of  year 
invest  nunt 

(c) 

Pepreci- 
81  ion  > 

(d) 

Kiid  of  year 
investiiient 

(el 

Average 

investment  ' 

(n 

1 
2 
3 
4 

Averap-  investment. 

I*i7» 

1978 

107^ 

2aa.(H« 

425. 33« 
274,84fi 
176,  H7I. 
10'.t,713 

^3til.3<.<s 

23i24o 

J3iat8 

i;7. 5lU 

2.i.83- 

St»<.  153 
KKI.  147 

M.  5'X. 

41. 1,711 

$-'3C.  ■J4.S 
132,  USW 

(•-.  .vrj 

25.852 
0 

>133.4I1 
Itvilt; 

W80n 

0 

1980 _ 

i;»i 

4t»,«ft7 

i;.9ifi 

8 

Total - 

.\verage  net  investment  « 

l,280,0iy 



301. 3W 

474,<»it> 
l(l.i,.S48 

9     .\nnual  rate  base: 

10  Average  anntial  investmeiil 

11  .Average  annual  wnrking  capital 

allowance' 

12  Total  annual  rale  base 


105,548 

IS.  Qr.l 

ItH.'SOlt 


>  Tol.  (to  tunes  line  7  sheet  2, 

»  (Col.  (c)  plus  rol.  (e))  divided  by  2. 

s  One-half  year.  . 

«  Line  7  divided  by  4.5  >T  of  productive  life. 

'  0.125  times  Une  7  of  sheet  1  divided  by  productive  Ufe  of  4.a  yr 

IFR  Doc  77-15781  Filed  6-3-77.8:45  ami 


(Docket  No.  CS66-72.  ei  al  ) 
RESERVE   OIL  AND  GAS   CO. 

Applications  for  "Small  Producer" 
Certificates 

May  26,  1977. 

Take  notice  that  each  of  the  AppU- 
cants  listed  herein  has  ftled  an  applica- 
tion pursuant  to  Section  7'C'  of  the 
Natural  Gas  Act  and  Section  157.40  of 
the  R'-gulations  thereunder  for  a  "smaH 
producer"  certificate  of  public  con- 
venience and  necessity  authorizing  the 
sale  for  resale  and  delivery  of  natural 
ga'-  m  interstate  commerce,  all  as  more 
fully  set  forth  m  the  applications  whic!; 
are  on  file  wiih  the  Commi.ssion  and 
open  to  pubhc  in-pection 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  applications  should  on  or  before 
June  24.  1977,  file  with  the  Federal  Power 
Commission.  Washington,  D.C.  20426. 
petitions  to  intenene  or  protests  in  ac- 
cordance with  the  requirements  of  the 
Conxmi^ion's  Rule.=;  of  Practice  and  Pro- 
cedure '18  CFR  18  or  110'.  All  pro- 
tests filed  with  the  Commission  will  be 
considered  by  it  in  det-ermining  the  ap- 
propriate action  to  be  taken  but  will  not 


'This  notice  does  not  provide  for  con- 
solidation for  hearing  of  the  several  matters 
covered  herein. 


serve  to  make  the  protestant*  parties  to 
the  proceeding.  Persons  wishing  to  be- 
come parties  to  a  proceeding  or  to  par- 
ticipate as  a  party  in  any  hearing  therein 
must  file  petitions  to  intervene  in  ac- 
cordance with  the  Comrmssion's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  unon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and 
the  Commission's  Rules  of  Practice  and 
Procedure,  a  hearing  will  held  without 
further  notice  before  the  Commission 
on  all  apphcations  in  which  no  petition 
to  intervene  is  filed  within  the  time 
required  herein  if  the  Commtssion  on  its 
own  review  of  the  matter  believes  that 
a  grant  of  the  certificates  ts  required 
by  the  pubhc  convenience  and  necessity 
Where  a  petition  for  leave  to  intervene 
IS  timely  filed,  or  where  the  Commission 
on  It'-  own  motion  believes  tliat  a  formal 
hearing  is  required,  further  notice  of 
such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Apphcaiits  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F  Plumb, 

Secretary. 
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NOTICES 


DcK-ket 
No. 


Pate  Piled 
t 


Applicanl 


CS6ft-72... 

May   17,1977 

{.•S77-;M4.  . 

.May  16,1977 

0877-545.. 

do 

CS77-546.. 

May  18,1977 

CS77-547.. 

do 

CS77-548.. 

do 

CS77-54U. . 

-     di> 

rS77-5oO. . 

do 

CS77-5al.. 

do 

CS77-352. . 

do 

CS77-5S3.. 

do 

CS77-554. . 

do 

CS77- Jo5. . 

do 

C377-556. . 

do 

CS77-557.. 

do 

C877-558.. 

do 

CS77-ooe.. 

May  20,1977 

Rpserve  Oil  and  Gas  Co.,' 
P.O.  Pox  O.T68,  Denver, 
Colo.  80217. 

Torn  P.  Stephens,  P.O.  Bos 
608,  Roswell,  N.  Mei. 
88201. 

Jame.s  P.  Coyle.  r»2<»  Mortnon 
St.,  Omaha,  Nebr.  68112. 

The  First  National  Bank  o( 
Fort  Worth,  indei)«'ndent 
executor  ofthe  estate  of  Ins 
E.  Tollett.  Box  2546,  Fort 
Worth,  Tex.  76102. 

The  First  National  Bank  of 
Fort  Worth,  tru.stee  L'  W 
of  Raymond  Lee  Tollett. 

The  First  National  Bank  of 
Fort  Worth,  trusicc  of  II. 
R.  Clay,  deceased,  fbo 
James  A.  Clay,  Jr.,  et  al. 

The  First  National  Bank  of 
Fort  Worth,  tru.'tee  I'AV 
of  H.  R.  Clay,  deceased, 
f/b./oH.  R.Clay  III. 

The  First  National  Bank  of 
Fort  Worth,  cotrustees 
V/W  of  J.  B.  Tubl). 

The  First  National  Bank  of 
Fort  Worth,  successor  co- 
trustee r/W  of  Doris 
Smith  Penrose. 

The  First  National  Bank  of 
Fort  Worth,  trustee  for 
Tom  R.  Norris,  Jr..  Trust. 

The  First  National  Bank  of 
Fort  Worth,  trustee  for 
Jean  Waggoner.  Trust. 

The  First  National  Bank  of 
Fort  Worth,  trustee  C  "W 
of  .Mice  Walker,  deceased, 
f/b/o  Jack  M.  Buckler, 
Trust. 

The  First  National  Bank  of 
Fort  Worth,  trustee  ViW 
o(  L.  K.  Ory,  decea.sed. 

The  First  National  Bank  of 
Fort  Worth,  trustee  for 
Walker-Buckler,  Trust. 

The  First  National  Bank  of 
Fort  Worth,  Trustee  for 
Anne  Windfohr  PhillifB. 

The  First  National  Bank  of 
Fort  Worth,  agent  for 
Vivienne  Hanger  W  ilson. 

Betty  Adkins,  128.5  Albion. 
A;»rtment  107,  Denver. 
Colo.  80220. 


'  Being  renoticed  to  reflect  amendment.  RiSt-rve  Oil, 
Inc.  was  incorporated  ais  a  wholly  owned  sulisidiary  of 
Reserve  Oil  and  Uas  Co.  on  Aug.  11,  ly7,),  and  Basin 
Petroleum  Corp.  was  merged  into  Reserve  Oil  Inc.  on 
Mar.  31,  1'j76.  .\s  part  of  a  corporate  reorganization,  all 
of  the  oil  and  gas  properties  owned  by  Reserve  Oil  and 
lias  Co.  in  the  Lnited  Sta'<'S  worp  .oi'.vpypd  <n  K»";erve 
Oil,  Inc.  on  Jan.  1,  1977. 

[FTl  Doc.77-15780  Filed  6-3-77:8  45  am] 


^CKxrKetNo   0-11292.  et  al  1 

UNION  OIL  CO.  OF  CALIFORNIA 

Applications  for  Certificates,  Abandonment 
of  Service  and  Petitions  To  Amend 
Certificates 

May  26,  1977, 

Take  notice  that  each  of  the  Appli- 
cants iLsted  herein  htus  filed  an  applica- 
tion or  petition  pui-suant  to  Section  1 
of  the  Natural  Gas  Act  for  authorization 
to  sell  natural  gas  in  interstate  commerce 
or  to  abandon  service  as  described  herein, 
all  as  more  fully  described  m  the  respec- 
tive applicatiorts  and  amendments  which 
are  on  file  with  the  Commtision  and  open 
to  public  Inspection. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 


anplications  should  on  or  before  June 
24.  1977,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  pe- 
titions to  intervene  or  protests  in  ac- 
cordance wtih  the  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure (18  CFR  1.8  or  1.10) .  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Persons  wishing  to  be- 
come parties  to  a  proceeding  or  to  par- 
ticipate as  a  party  in  any  hearing  there- 
in must  file  petitions  to  intervene  in  ac- 
cordance with  the  Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and 
the  Commission's  Rules  of  Practice  and 


Procedure  a  hearing  will  be  held  with- 
out further  notice  before  the  Commis- 
sion on  all  applications  in  which  no  pe- 
tition to  intervene  is  filed  within  the 
time  required  herein  if  the  Commission 
on  its  own  review  of  the  matter  believes 
that  a  grant  of  the  certificates  or  the 
authori2;ation  for  the  proposed  abandon- 
ment is  required  by  the  public  con- 
venience and  necessity.  Where  a  peti- 
tion for'leave  to  intervene  is  timely  filed. 
or  where  the  Commission  on  its  own  mo- 
tion believes  that  a  formal  hearing  is 
required,  further  notice  of  such  hearing 
will  be  duly   given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicants  to  appear  or 
to  be  represented  at  the  hearing 

KE!T>rETH  F.  Plumb,    . 
Secretary. 


Docket  No. 
and  date 

fil.-d 


.\pplicant 


Purchaser  and  loeaiioa 


Price  per      I'lessuip 
1.000  ft  3  l.ai:i 


C,-112<12    .  . 
0-19-77  B 

CI63-4S«>     . 
D  5-12-77 


CIfi6-738. 

U  5-19-77 
C172-440.  . 

C  5-19-77 


CI  72-440... 

C  .vl<»-77 
CI74-,5«7. 

C  5-16-77 

CI75-49. ... 
C  i-17-77 

CI75-3!15.   . 
C  5-16-77 


C177-114. 
C  .5-16-7 


Cnion  Oil  Co.  of  California.  P.O. 

Bot  7600,   Los  Angeles,   Calif. 

90061. 
A.ii)liiiul  Oil,  Inc.,  P.O.  Box  1.503. 

Hoaston.  Tex.  77001. 

Union  Oil  Co.  of  California 

Amoi-o  Production  Co..  Security 
Life  Bldg.,  Denver,  Colo.  80202. 

Amoco  Production  Co 


C 177-486. 
B  5-13-77 

C 177-487. 
A  5-16-77 

C 177-488.   . 
A  .5-13-77 


C177-«m.. 
A  5-1.V7 


C 177-490 

A  5-16-77 

C177-491 

C 177-492... 
A  5-16-77 

CI77-493 

A  5  16-77 

ri77-4!M 

<CI70-7ll) 
B  5-17-77 

ri77-495 

A  5-17-77 


C 177-496-   . 
A  5-17-77 

CI  77-197. 
A  5-19-77 


Chevron  U.S.A.  Inc.,  Ill  Tulane 
.\ve..  New  Orleans.  I>a.  70112. 

CNC.  Producing  Co.,  445  West 
Main  St,,  Clarksburg,  W.  \'a. 
26301. 

Transt'o  Exploration  Co.,  P.O. 
Box  13'W.  Hotiston,  Tei.  77001. 

Texas  Pacific  Oil  Co.,  Inc..  1700 
One  Main  PI.,  Dallas,  Tex. 
7,5250. 

Exxon  Corp.,  P.O.  Box  2180, 
Houston,  Tex.  77001. 

.■Jouihland  Royalty  Co.,  1600  First 
National  Bldg..  Fort  Worth. 
Tex.  76102. 

The  Superior  Oil  Co.,  P.O.  Box 
1521,  Houston,  Tex.  77001. 

Souihcrn  Union  Supply  Co.,  1800 
First  International  Bldg.,  Dal- 
las. Tex.  7527a 

Union  Oil  Co.  of  California 


Cities  Service  Oil  Co.,  P.O 

my  Tulsa,  Okla.  74102. 
Union  Oil  Co.  of  California . 


Box 


Exxon  Corp. 


Pilroleum  Corp.  of  Texas  (opera- 
tor), et  id.,  P.O.  Box  911,  Breck- 
enridge,  Tex.  76024. 

Florida  Oas  Exploration  Co., 
P  (>.  Box  44,  Winter  Park,  Fla. 
,'?27'lO. 

Florida  Gas  Exploration  Co 


.M.sa   Petroleum   Co.,   P.O. 
2009.  Aniarillo,  Tex.  ?.a05. 


Box 


Panhandle     Eastern     Pipe     Une    Co. 

(Bernstein   area,    Ilaiiaford    County, 

Tex.). 
Miihigan    Wisconsin    Pipe    Line    Co. 

(Byfield  No.  2-2.5  Well,  sec.  i5-T22N'- 

R-14W,  Major,  County.  Okla.). 
Northern   Natural    (las   Co.   (Denison 

Field,  Sutton  County,  Tex.). 
Panhandle    Eastern    Pipe    Line    Co. 

(certain  acreage  in  WVId,  Arapahoe, 

and  Adams  Counties,  Colo.). 
do - *. 

Natural  (las  Pipe  Line  Co.  of  America 

(West   Cameron   Block   14.i,   offshore 

Louisiana), 
Consolidated  Oas  Supply  Corp.  (East 

Cameron   Block   118    Field,   olTshore 

Louisiana). 
Transcontinental  C.as  Pipp  Lin"  Corp. 

(.South    Ewing    Field,    .San    Patricio 

County,  Tex). 
El    Paso    Natural    Oas    Co.    (Jalmat 

(Yates-Sevcn     Rivers)     Field,     Lea 

County,  N.  Mex.^. 
Columbia     Oas    Transmission     Corp. 

(Eugene  Island  Block  314  Field,  otT- 

shore  Louisiana). 
Panhandle  Eiistern  Pipeline  Co.  (town- 
ship 19  north  Range  91  west,  Carlxm 

County.  Wyo.). 
Michigan    Wisconsin    I'iiw    Line    Co. 

(Blocks  243,  249,  and  2.50  South  .Marsh 

Island  area,  offshore  Louisiana). 
El  Paso  Natural  Gas  Co.  (Gavilan  P.C. 

Field.  Rio  Arriba  County.  N.  Mex). 

Columbia     Gas    Transmission     Corp. 

(Block  594,  West  Cameron  area,  on- 
shore Louisiana). 
El  Pa.so  Gas  Co.  (Ounnx  Field,  Reagan 

County,  Tex.). 
Texas     Eastern     Transmission     Corp. 

(Block  593,  West  Caniejon  area,  ofl- 

shoce  Louisiana), 
Columbia    Oas    Transmission    Corp. 

(Grand  Isle  Block  16  Field,  offshore 

Louisiana). 
Coa-'tal    States     C.a,s    Producing     Co. 

(Brownlee  Field,  Jim  Wells  County. 

Tex. 
Florida  Oas  Transmission  Co.  (Calhoun 

Field,  Jones  County,  Miss.). 

Florida  Oas  Transmission  Co.  (Mus- 
grove  Well.  Calhoun  Field  area. 
Jones  County.  Miss.). 

Tennes-sec  Oas  Pii>eline  Co.  Block  31, 
South  Timbalier  area,  offshore  Lou- 
isiana). 


■  This  notice  does  not  provide  for  con- 
solidation for  hearing  of  the  several  mat- 
ters covered   herein 


Filing  code;  A— Inintial  service. 
B— Abandonment. 
C— .\mendment  to  add  acreage. 
D — Amendment  to  delete  acreage. 
E— Succession. 
F— Partial  succession. 

.See  footnotes  at  end  ol  table. 


(') 

{>) 

(') 

<  *I.  4.) 

11.73 

'  $1.  4.') 

14.73 

'n.v, 

11.73 

<i$l.  twi 

15.  02.'. 

•  ! 94.  (V 

14.73 

'  *1.  1.-) 

14.73 

(•) 

•114.  2124r 

1 4.  ti) 

'  S2.  00 

15.  02.". 

<  38.  0838f 

14.  73 

<  I'.Kl.  Otic 

1.5.  ir2.5 

<  *1.  4.5 

14.73 

<  190.  OOlKIt 

15.  02,5 

»  178.  f)t 

•  5 124.  5680t 
<  1  191.  l^i^'.5c 
<  *1.  4.1 


15.  025 


15. 1125 
15  02.5 

14.  r:t 
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Docket  No. 

and  da'p 


-Applicant 


Purchaser  and  location 


Price  per 
1.000  ft' 


Pr(-S';urr> 
),a!^. 


i Opinion  No    8o: 


Docket  N(5S    HP" 4-46  ar.d 
RP75-31 


TRANSCONTINENTAL  GAS  PIPE  LINE 
CORP 


CI7T-498. 
B  .Vl'»-77 


CI7T-199.. 
B  5-19-77 

C 177-501... 
A  .V19-77 

CI77-,504.. 
B  5-20-77 

CI77-«ii,. 

B  5-20-77 
CI77-.5nfi 

B  ,5-2»-77 


Kedco  Management  Corp.,  S16 
Union  Center  Bldg..  Wichita, 
Kans.  67202. 

Ga,--  Sj-stems,  Inc.,  1308  Conti- 
nental National  Bank  Bldg., 
Fort  Worth.  Tex.  76102. 

Michigan  Wisconsin  Pipe  Line 
Co..  1  Woodward  Ave.,  Detroit. 
Mich.  4S226. 

Exxon  Corp - 


Tninkline  Gas  Co.  (North  Bird  Island 

Field,  Nueces  and  Klegerg  Counties, 

Tex.i. 
Lone    Star    Oas    Co.    lUassell-Stravrn 

Field.    Clay   and   Archer   Counties, 

Tex.i. 
Northeni    Natural    Gas    Co.     (Texas 

Countv.  Okla.V 


C) 

(•I 


.do. 
do. 


Lone    Star    Gas    Co.    (Golden    Trend 

Field.  Garvin  and  Stephens  Counties. 

Okla). 
Lone  Star  Gas  Co.  (Katie  Field,  Garvin 

County.  Okla  ). 
Arkansas  Louisiana  Oas  Co.  'W;\skoin 

Field,  Ham.'son  County,  Tex). 


(") 


Opinion  and  Or^er  Affirming  in  Part  and 
Reversing  Initial  Decision  on  Reserved 
Issues  and  Establishing  Just  and  Rea- 
sonable Pipeline  Rates 

•'.He  14.65 

May  31,  1977. 
Thomas  F    Ryan,  Jr    and  Robert  O    Hardy 
for   Transcontinental   Gas   Pipe  LJne   Cor- 
poration. 
Richard  A.  Solomon  and  F>eter  H    SchlfT  for 
the    FMbllc    Service    Commission    of    the 
State  of  New  York. 
George  L.  Weber.  Charles  R.  Brown,  Norman 
'  Wells  have  been  plugged  and  abandoned.  A.  Flanigam,  David  E    Weatherwax.  Phillip 

•Uneconomical.     ,       ^  ,^  ^      .^      .,,....„,      ,  L.  Jones,   and   Henrv  P.  Sullivan  for  Con- 

».\  dis<repancv  in  leasehold  identification  dedicali-d  to  contract.  .._.,..       j.  cnHrio.«.H  /-o..  c,,,^r,l^- /^/^,r,«,-=•n,^„ 

«  Applicant  proposes  to  collect  the  applicable  national  rile  as  presc4-il>ed  in  opinion  No.  770-A,  subject  to  adjust-  solldated  Oas  Supplv  Corporation, 

meiits  contained  therein.  Joseph  P    Stevens  and  Barbara  M.  Ounther 

'  .Applicant  and  purrha.ser  are  affiliated.  for  the  Brooklvn  Union  Gas  Company 

•Fuinilment  of  contract.  Edward  S    Klrbv.  William  R    Duff.  James  R. 

:  }^:^l:ii^;',  ^{  ^e^Pvrs:  *""  ''"'*'"'•  ^«v-  «--^-^^  ^^y-^-  j--  --<^  ^^^  w. 

'  Sale  going  intrastate.  Borden  for  F>ubllc  Service  Electric  and  Gas 

'»  Leases  have  been  released.        _  Company 

n  L<>ases  have  expired.                 '               *  Daniel  L    Bell.  Jr  .  Giles  H.  Snyder,  and  Wil- 

..  Contract  expired.                   ,fr  doc.77-15782  Filed  fr-3-77:8:45  am  |           '  }1^^    ^     Savlers,    Jr.    for    Columbia    Gas 

'  Tran.smLs.sion  Corporation. 

Gretu'ory  Grady.  Dal«  A    Wright,  and  Melvln 

anid  is  before  the  Commission  upon  re-         Richter  for  piedmont  Natural  Gas  Co  ,  inc. 

mand  from  the  United  States  Court  of     Susan  a  Low  for  the  Washington  Gas  Light 

.A.ppeals  for  the  Ninth  Circuit  m  Union  ,,,.^°'"P*"^'„    ,             ^    t^     ,      „ 

X  :  ^                       ■    ^    1  J                  ♦       I     ,  William  I.   Harkaway.  G    Douglas  Essv.  and 

Oil    Company    oi    Cait/ornia.  jf    gJ     vv  Garrett  E.  Austin  for  Consolidated  Edison 

F.P.C  .  Nos.  75-2891  et  al  .  542  F    2d  1036  company  of  New  York.  Inc. 

<CA9-1976>.  John   E    Holtzlnger.  Jr.,  Arthur  E.  OowTan, 

Congressmen     are    members    of     the  Paui  H  Keck  and  Steven  Angle  for  Atlanta 

United    States    Senate    or    the    United  Ga.s  Litrht  company. 

States  House  of  Representatives,  .''ls  sucli  Reuben  Goldber  for  the  Pennsylvania  Gas 

thev  state  thev  have  a  common  and  spe-  _  ^  water  Co. 

cific  ir.t«rest  in  the  enforcement  of  the  ^^l''^'   A    Myse  for  the  Georgia  Municipal 

,          .   ^      .                                .          »  A.s.sociation. 

law  by  admmistrative  agencies    As  cUi-  r^^^_.,  q  gimon  for  Carolina  Pipeline  Com- 

zens  and  consu.mers  of  energy-,  they  state  pany 

they  have  common  interests  m  the  de-  Eugene  R.  Elrod  for  the  SUfT  of  the  Federal 

velopment  of  the  public  intelligence  that  power  Commission. 


GAS  POLICY  ADVISORY  COUNCIL,  CON- 
SERVATION—TECHNICAL ADVISORY 
TASK  FORCE— EFFICACY  IN  USE  OF 
GAS 

Agenda  of  Final  Meeting 

Place:  Conference  Room  5200.  Fc-deral  Power 
Commission.  Union  Plaza  Building,  825 
North  Capitol  Street.  N,E.,  Washington, 
D  C  20426. 

D.it«  and  time:  July  14,  1977 — 9; 30  a.m. 

Presiding;  Mr.  James  R.  Kirby,  Coordinating 
Representative  and  Se<'retary,  Federal 
Power  Commission. 


1  Call  to  Order  and  Introductory  Remarks ; 
Mr  James  R  Klrby. 

2.  Discussion  of  Task  FvTce  Progress  to 
Date:  Mr,  James  Woodruff  and  Mr.  John  A 
Irwin. 

3.  F^nal  mark  up  of  Task  Force  Report. 

4.  Adjournment:  Mr.  James  Klrby. 

This  meeting  is  open  to  the  public 
Any  interested  person  may  attend,  ap- 
pear before,  or  file  statements  with  the 
Conamitt^e — which  statement,'^,  if  in 
WTitten  form,  may  be  filed  befcre  or  after 
the  meeting,  or  if  oral,  at  the  time  and 
in  the  manner  permitted  by  the  Commit- 
tee. 

Kenneth  F.  Plumb. 

Secretary. 

(FR  Doc, 77- 1,3872  Filed  6-3-77:8:45  am  | 


(Docket  No.  RM74-16] 

NATURAL  GAS  COMPANIES  ANNUAL  RE- 
PORT OF  PROVED  DOMESTIC  NATURAL 
GAS  RESERVES  FPC  FORM  NO.  40 

Order  Granting  Intervention 

May  31,  1977 
Senators  Hubert  Humphrey.  John 
Durkin,  and  James  Abourezk  and  Repre- 
sentatives Herbert  Harris,  Andrew  Ma- 
guire  and  John  Moss  (Congressmen  •  on 
April  21,  1977,  filed  a  petition  for  late  in- 
tervention and  comments  in  the  above- 
entitled  proceeding.  This  proceeding  re- 
lates to  the  issuance  of  Form  40  which 
requires  the  filing  of  data  on  gas  reserves 


is  necessary  to  the  jjerformance  of  public 
regulatory  and  planning  functions.  They 
also  state  they  were  not  a  party  to  the 
earlier  stages  of  this  proceedmg  and  did 
not  receive  notice  of  its  reopening  until 
after  the  seven-day  deadline  for  inter- 
vention provided  m  the  Commission's 
order  of  Februan.-  2,  1977. 

The  Commission  further  finds;  iD 
The  participation  of  Congressmen  is  in 
trie  public  interest. 

'2'  Good  cause  exists  for  permitting 
the  late  intervention  under  the  provisions 
of  Section  1,8 'd)  of  the  Commission's 
Rules 

The  Commission  orders;  Congressmen 
are  permitted  to  intervene  in  this  pro- 
ceeding subject  t<5  the  Rules  and  Regula- 
tions of  the  Commission:  Provided,  how- 
ever. That  the  participation  of  such 
intervenors  shall  be  limited  to  matters  af- 
fecting rights  and  interests  specifically 
set  forth  in  the  respective  petitions  to 
int.ervene,  and  Provided,  further.  That 
the  admission  of  such  intervenors  shall 
not  be  construed  as  recognition  by  the 
Commission  that  they,  or  any  of  them, 
might  be  aggrieved  because  of  any  order 
or  orders  issued  by  the  Commission  in 
this  proceeding,  and  that  they  agree  to 
accept  the  record  as  it  now  stands. 

By  tl.e  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

[FR  Doc.77-15895  Piled  6-3-77:8  45  am] 


ThLs  proceeding  arises  under  Section  4 
of  the  Natural  Gas  Act  and  concerns  the 
justness,  reasonableness,  find  lawfulness 
of  increased  rates  and  charges  proposed 
by  Transcontmental  Gas  Pipe  Line 
Corporation. 

«  Procedural  History 

On  December  17,  1973.  Transcontinen- 
tal Gii-s  Pipeline  Corporation  'Transcoi 
m  Docket  No  RP74-4B  tendered  pro- 
posed revLsions  m  its  FPC  Gas  Tariff 
which  would  have  increa.sed  its  re\enues 
from  jurisdictional  sales  by  approxi- 
mately $51,300,000  annually.  The  Com- 
mission accepted  these  revisions  for  filing 
by  order  of  January  31.  1974,  suspended 
the  proposed  rates  for  five  months  to  be- 
come effective  subject  to  refund  on  July 
1.  1974.  and  set  the  matter  for  hearing 

Soon  zlter  the  proposed  rates  m  RP74- 
48  became  effective  but  before  the  hear- 
ing in  that  docket  Transro  on  July  16. 

1974,  in  Docket  No.  RP75-3  tendered  fur- 
ther proposed  revisions  to  its  FPC  Gas 
Tariff  which  would  have  increased  its 
revenues  from  jurL';dicUonal  sales  by  ap- 
proximately another  $48,600,000  annu- 
ally. By  order  of  Aug-ust  30.  1974.  the 
Commission  accepted  these  further  rc- 
\isions  for  filing,  suspended  tlie  pro- 
posed rates  for  five  months  to  become 
effective  subject  to  refund  on  February  1. 

1975,  set  the  matter  for  hearing,  and  con- 
solidated Docket  Nos  RP74-48  and  RP 
75-3 
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Following  the  submittal  of  prepared 
testimony  and  exhibits  by  the  several 
parties  to  these  consolidated  dockets  and 
extensive  negotiations  a  prehearing  con- 
ference was  convened  before  Administra- 
tive Law  Judge  Issac  D.  Benkin  at  which 
time  Transco  offered  a  proposed  settle- 
ment of  all  issues  in  RP74-48  and  all  but 
three  issues  in  RP75-3.  these  issues  to  be 
reserved  for  subsequent  adjudication. 
The  Administrative  Law  Judge  certified 
this  proposed  settlement  and  related  evi- 
dence to  the  Commission  on  May  16.  1975. 
By  order  of  November  13.  1975.  the  Com- 
mission approved  this  settlement  subject 
to  several  modifications. 

In  the  interim  between  certification  of 
the  propased  settlement  and  Commis.sion 
approval  thereof  hearings  were  held  from 
July  29  to  31,  1975,  on  the  three  reserved 
issues  presently  at  issue,  these  issues 
being  the  treatment  of  unsuccessful 
expenditures  for  alternate  gas  sup- 
plies, treatment  of  certain  advance 
payments,  and  rate  design.  Subsequently 
on  December  22.  1975.  the  Admiiustrative 
Law  Judge  issued  his  initial  decision  on 
the  reserved  issues  Briefs  on  exceptions 
were  then  filed  by  Transco.  Staff  and 
Brooklyn  Union  Gas  Company  iBrook- 
lyni .  which  also  moves  for  oral  argu- 
ment and  expedited  decision.  Bnefs 
opposing  these  exceptions  were  filed  by 
Transco,  Staff.  Brooklyn.  Consolidated 
Edison  Company  of  New  York,  Inc. 
<  Con-Ed  I .  Public  Service  Commission  of 
New  York  State  <New  York',  and  Co- 
lumbia Gas  Transmission  Corporation; 
and  Consolidated  Gas  Supply  Corpora- 
tion I  Columbia  and  Consolidated!. 

RP75-3.  like  RP74-48.  covers  a  locked- 
in  period  because  of  a  superseding  filing: 
On  March  14.  1975.  Transco  tendered 
proposed  tariff  revisions  in  RP75-75. 
which  the  Commission  by  order  of  April 
30.  1975.  accepted  for  filing,  suspended  for 
five  months  to  become  effective  subtect 
to  refund  on  October  1.  1975.  The  pro- 
posed tariff  revisions  would  constitute  a 
jurisdictional  rate  increase  of  approxi- 
mately $39,500,000  annually.  RP75-75 
was  resolved  by  a  settlement  agreement 
which  the  Commission  accepted  by  order 
of  January  30.  1976. 

SUMM.ARY 

We  affirm  the  initial  decision  to  the 
extent  that  it  rejected  rate  base  and  cost 
of  service  treatment  for  unsuccessful 
SNG  project  expenditures.  We  reverse 
the  initial  decision  however,  to  the  ex- 
tent that  certain  advance  payments  were 
excluded  from  rate  base  and  the  Sea- 
board rate  design  was  reestablished. 

Discussion 

i   expenditures  for  unsuccessful 
alternate  cas  supply  projects 

Transco  had  expended  a  total  of  $22.- 
309.402  in  four  unsuccessful  projects  to 
manufacture  synthetic  natural  gas 
iSNG».'  and  in  RP75-3  it  attemoted  to 


include  this  amount  in  rate  base  (since 
related  accumulated  deferred  income 
taxes  were  first  deducted,  only  $12,161,- 
119  was  to  go  into  rate  base)  and  to 
amortize  the  entire  amount  over  five 
years,  recovering  this  in  the  cost  of  serv- 
ice as  operation  and  maintenance  ex- 
penses. 

The  Administrative  Law  Judge  re- 
jected Transco's  rate  base  and  cost  of 
service  treatment  of  this  $22,309,402  of 
unsuccessful  SNG  project  expenditures. 
In  reading  Commission  precedent  con- 
cerning treatment  of  an  imsuccessful 
LNG  project '  he  found  that  Transco's 
jurisdictional  ratepayers  should  not  bear 
the  costs  of  these  unsuccessful  SNG 
projects  because  Transco  failed  to  ob- 
tain advance  Commission  approval  for 
these  projects.  He  did  not  base  this  re- 
jection upon  the  mere  fact  that  the  proj- 
ects were  unsuccessful,  as  well  as  non- 
jurisdictlonal.  While  he  noted  that  the 
nonjurisdictional  initial  status  of  SNG 
facilities  relieved  Transco  of  the  duty  to 
seek  prior  approval,  he  concluded  that 
the  ratepayer  should  be  protected  by  the 
Commission  from  such  risky  investment 
decisions  unless  the  Commission  has  first 
had  an  opportunity  to  assess  the  project. 
He  also  noted  in  passing  that  the  four 
unsuccessful  SNG  projects  at  issue  could 
not  be  characterized  as  research  and  de- 
velopment, a  characterization  which  ac- 
cording to  him  would  have  improved 
Transco's  chances  to  amortize  these 
costs  despite  the  lack  of  advance  ap- 
proval. 

In  excepting  to  this  finding  Transco 
first  of  all  attempts  to  distinguish  Ten- 
nessee, supra  note  1,  (the  LNG  project 
therein  reo.uired  certification,  refusal  to 
permit  recovery  of  its  costs  was  a  cer- 
tificate condition  which  the  pipeline  had 
accepted,  the  LNG  project  was  not  re- 
search and  development,  and  it  was  to 
serve  only  a  few  customers  i  and  secondly 
relies  upon  prior  Commission  precedent  ^ 
for  the  proposition  that  the  cost  of  un- 
successful projects  to  Improve  system- 
wide  service,  such  as  the  four  herein, 
should  be  recovered.  Transco  moreover 
attacks  the  "advance  approval"  test  as 
unworkable  since  large  preliminary  ex- 
penditures are  needed  before  a  project  is 


(1)  $10,103,978  was  spent  on  a  study  and 
land  and  rtifhf-of-wav  cost.s  for  a  project  to 
produce  SNG  from  crude  oil  The  project  was 
abandoned   due    to    the   high   price   of   and 


the  Inability  to  secure  long-term  commit- 
ments for  crude  oil.  (2)  $9,860,710  was  spent 
on  a  study  for  a  project  to  produce  SNG  Ini- 
tially from  Naphtha  and  later  from  Iranian 
natural  gas  liquids  This  project  was  aban- 
doned because  of  the  unavailability  of  a  firm 
feedstock  supply.  (3)  $1,433,314  was  sp>ent  on 
a  study  to  convert  foreign  natural  gas  to 
methanol  for  transportation  purposes,  the 
methanol  to  be  reconverted  to  g&s  after  re- 
ceipt by  Transco.  This  project  was  abandoned 
by  Iran  which  refused  to  proceed.  (4)  $921.- 
400  was  spent  to  obtain  the  option  to  reserves 
of  coals  to  be  converted  to  SNG  This  project 
wi,'-  abandonetl  as  Infeaslble 

■  Tennessee  Gas  Pipeline  Company,  Opin- 
ion No.  624.  48  FPC  149  (1972).  afT'd  Tennes- 
see Gas  Pipeline  Company  v.  FJ'.C,  487  P.  2d 
1189  (DC.  Clr    1973) 

1  Miriwestem  Gas  Transmission  Company. 
Opinion  No.  444.  32  FPC  993  (1964);  and 
Southern  Natural  Gas  Company.  Opinion  No. 
379.  29  FPC  323  (1963). 


even  ready  to  be  presented  to  the  Com- 
mission for  advance  approval  and  also  as 
discouraging  the  pipeline  initative 
needed  to  solve  the  gas  shortage.  Transco 
concludes  that  it  should  be  permitted  the 
proposed  rate  base  and  cos  of  service 
treatment  because  these  SNG  project  ex- 
penses were  prudently  incurred  and  were 
intended  for  the  benefit  of  its  entire 
system. 

While  Staff  supports  the  result  reached 
in  the  initial  decision,  it  excepts  to  the 
underlying  rationale,  to-wit.  the  "ad- 
vance approval"  test.  It  argues  that,  since 
the  Commission  normally  reserves  ap- 
proval of  project  cost  flow-throui-'h  until 
the  resulting  benefits  are  available  to  the 
jurisdictional  customers,  advance  presen- 
tation of  these  SNG  projects  would  most 
likely  be  met  by  deferral,  not  approval. 
StafT  reads  Tennessee,  supra  note  1,  48 
FPC  at  156  to  preclude  recovery  of  the 
costs  of  any  unsuccessful  non-research 
and  development  project;  however.  Staff 
would  argue  for  rate  base  and  cost-of- 
service  treatment  upon  a  showing  of  ex- 
traordinary circumstances,  which  al- 
legedly was  not  made  herein. 

In  opposing  Staff's  position  Transco 
first  of  all  reiterates  the  uncontroverted 
prudency  of  its  expenditures,  secondly 
as.sails  the  validity  of  the  standard  that 
all  unsuccessful  projects  be  excluded  ex- 
cept under  extraordinar>'  circumstances, 
and  finally,  a.sserts  that  in  any  event  ex- 
traordinarv  circumstances  exist,  to-wit; 
the  Arab  oil  embargo. 

New  York  supports  the  "advance  ap- 
proval" test  enunciated  in  the  initial  de- 
cision, but  it  would  limit  such  a  standard 
to  prospective  application  only  in  light 
of  its  recent  formulation.  It  would,  how- 
ever, continue  to  support  rejection  of 
Transco's  rate  base  and  cost  of  service 
treatment  of  the  unsuccessful  SNG  proj- 
ect expenditures  beci^use  the  unavailabil- 
ity of  feedstock  would  have  precluded  any 
form  of  Commission  approval  and  no  ex- 
traordinary circumstances  were  demon- 
strated. 

We  find  that  Transco's  proposed  rate 
base  and  cost  of  service  treatment  of  the 
unsuccessful  SNG  project  expenditures 
should  be  rejected,  and  accordingly  the 
result  reached  in  the  initial  decision 
should  be  affirmed  although  different 
supporting  rationale  is  presented. 

It  should  first  of  all  be  pointed  out  that 
Transco's  four  SNG  projects,  supra  note 
1.  did  not  constitute  "research  and  de- 
velopment", which,  pursuant  to  Tennes- 
see, supra  note  2,  48  FPC  at  158,  would 
have  justified  both  rate  base  and  cost  of 
service  treatment  so  long  as  the  pipe- 
line sought  and  obtained  prior  Commis- 
sion approval.  Neither  the  record  nor 
Transco's  arguments  on  brief  in  any  way 
indicate  that  these  expenditures  should 
be  classified  as  "research  and  develop- 
ment." Moreover,  even  if  it  had  met  its 
burden  of  proof  in  this  regard.  Transco 
would  still  fail  for  it  did  not  Inform  the 
Commission  In  advance  of  the  experi- 
mental nature  of  the  projects :  The  Com- 
mission .should  not  shift  the  risk  of  fail- 
ure of  research  and  development  proj- 
ects to  the  ratepayers  unless  It  is  first 
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■•given  an  oppojtunity  to  determme 
whether  such  expenditures  were  appro- 
priate and  in  the  public  interest  to  possi- 
bly mcrease  the  n.^tural  gas  supply." 

Secondly,  the  obvious  fact  that  these 
projects  were  unsuccessful  removes  them 
from  that  general  precept  that  the  casts 
of  exotic  supplies,  whether  SNG  or  LNG. 
are  recouped  along  with  a  fair  rate  of  re- 
turn through  the  pipelines  sales  of  such 
supplies  at  a  fixed  certificated  rate, 
whether  rolled-in  or  incrementally 
priced. 

The  four  unsuccessful  SNG  projects 
themselves  were  clearly  nonjurisdiction- 
al. but  that  fact  alone  is  not  disposi- 
tive In  that  SNG  projects  are  nonjuris- 
dictional. the  pipeline  has  the  option  to 
either  sell  the  production  in  intrastate 
commerce  so  as  to  totally  avoid  Com- 
mission regulation  or  to  obtain  Commis- 
sion certification  of  the  transportation 
and  or  sale  of  the  SNG  in  Interstate 
commerce.  The  potential  for  abuse  by 
the  pipeline  is  apparent  under  Transco's 
position :  If  the  project  is  a  success,  it 
can  choose  to  sell  the  SNG  in  intrastate 
commerce,  but.  if  the  project  fails  and 
produces  no  SNG.  the  pipeline  merely 
includes  the  expenditures  in  rate  base 
and  amortizes  them  through  the  cost  of 
service.  No  protection  has  been  afforded 
the  jurLsdictional  ratepayer  under  this 
scenario. 

The  Administrative  Law  Judge  recog- 
nized this  problem  and  attempted  to 
remedy  it  by  instituting  his  "advance 
approval"  test.  His  reliance  upon  Ten- 
nessee, however.  Is  not  completely  war- 
ranted. The  Commission  therein  granted 
conditional  approval  to  the  LNG  facility 
because  it  was  jurisdictional,  thereby 
necessitating  a  Section  7  certification 
proceeding.  While  advance  certification 
of  any  SNG  project  is  both  advisable  and 
common,  the  resulting  certificate  would 
never  provide  for  recovery  of  expendi- 
tures if  the  SNG  project  failed  '  In  Opin- 
ion No.  728  the  Commission  categorically 
refused  to  approve  a  "full  cost  of  service 
tariff'  whereby  the  pipelme  would  be 
guaranted  the  recovery  of  all  of  its 
project  costs  over  twenty-five  years  even 
if  an  Mcf  of  SNG  was  never  produced. 
The  Commission  established  an  initial 
rate,  subject  to  certain  later  adjustments, 
through  which  all  reasonable  and  pru- 
dent costs  would  be  recouped,  if  at  all. 
through  the  sale  of  SNG  at  certain  esti- 
mated levels.  In  the  instant  proceeding 
Transco's  proposal  is  sufficiently  analo- 
gous to  "Transwestern's  proposed  full 
cost  of  service  tariff  to  require  rejection 
for  the  same  reason. 

Although  we  support  further  SNG  de- 
velopment, the  jurisdictional  ratepayer 


'  Columbia  LNG  Corporation,  et  al..  Opin- 
ion No  622.  47  FPC  1624  (1972):  Algonquin 
LNG.  Inc.  et  aL.  Opinion  No.  637.  48  FPC 
1216  (1972). 

■El  Paso  Natural  Gas  'Company,  et  al  . 
Opinion  No  663.  50  FPC  651  ( 1973) :  afld  sub 
nom.  Alice  Henry,  et  al  v  FPC.  Nos.  '73-2090. 
et  al    (July  28.  1975,  DC.  Clr.). 

••  Transuestern  Coal  Gasification  Company. 
Opinion  No  728.  Doc'Ket  No  CP73-211,  Issued 
April  21,  1975  (Slip  op  at  16-17) . 


should  not  bear  the  full  risk.  As  in  the 
case  of  Transwestern.  the  Commission 
has  demonstrated  a  sensitivity  for  the 
vagaries  of  inflation."  Production  of  SNG 
by  the  pipeline  is  analogous  to  the  pro- 
duction of  natural  gas  by  mdependent 
producers,  however,  and  the  same  share- 
holder risk  should  apply. 

On  July  2.  1976.  Transco  filed  with 
the  Commission  a  unilateral  offer  of  set- 
tlement of  the  unsuccessful  SNG  project 
expenditures  issue  and  an  attached  mo- 
tion for  approval  of  that  settlement. 
While  we  reject  this  settlement  on  the 
merits  for  the  reasons  stated  hereinafter. 
we  also  express  our  disapproval  of  the 
settlement  for  a  very  compelling  proce- 
dural and  administrative  reason;  that 
is.  the  benefits  of  economy  and  expedi- 
t'on  arising  from  Commission  acceptance 
of  proposals  for  settlement  of  adjudica- 
tor>'  proceedings  are  nonexistent  in  the 
present  context.  Specifically,  the  parties 
to  both  RP74-48  and  RP75-3  previously 
agreed  upon  a  settlement  of  most  of  the 
issues  therein,  but  they  could  not  agree 
upon  the  three  reserved  issues  herein. 
This  resulted  in  a  hearing,  initial  and 
reply  briefs,  issuance  of  an  initial  deci- 
sion, briefs  on  exceptions  and  briefs  op- 
posing exceptions,  and  finally  Commis- 
sion resolution  of  the  issues.  We  see  no 
benefits  accruing  to  the  public  interest 
from  considering  this  unilateral  settle- 
ment which  of  course  would  require  our 
pretending  that  a  full  year  of  hearings. 
briefs,  initial  decision  and  Commission 
analysis  never  occurred. 

In  any  event  Transco's  unilateral  set- 
tlement offer  should  be  denied  on  the 
merits.  This  offer  of  settlement  was  no- 
ticed on  July  30.  1976,  and  comments 
were  thereafter  filed  by  Staff.  Brooklyn. 
and  New  York.  Brooklyn  and  New  York 
support  the  offer  of  settlement. 

Transco's  offer  of  settlement  consists 
of  the  removal  from  cost  of  service  of 
all  costs  ($9,860.7101  of  its  naphtha  gas- 
ification project,  along  with  the  removal 
from  rate  base  of  its  other  three  un- 
successful SNG  projects,  supra  note  1. 
Essentially  under  the  settlement  Transco 
would  only  be  allowed  to  recover  through 
cost  of  service  the  amortized  portion  of 
the  three  remaining  unsuccessful  SNG 
projects.  Transco  alleges  that  the  settle- 
ment would  reduce  its  previously  pro- 
posed $6,977,140  annual  cost  of  service 
recovery  for  the  SNG  project  costs  to 
52,870.343. 

Although  we  do  not  necessarily  feel 
that,  in  light  of  the  particular  circum- 
stances surrounding  this  "eleventh  hour" 
offer  of  settlement,  the  Court  ruling  in 
Michioan  Consolidated  Gas  Company  v 
FPC.  283  F2d  204  tDC  Cir  1960'.  cert 
denied,  sub  nam.  Panhandle  Eastern 
Pipe  Line  Company  v.  Michigan  Con- 
solidated Gas  Company.  364  U.S.  913 
(I960*  compels  us  to  consider  this  offer 
of  settlement  on  the  merits,  we  shall 
nonetheless  do  so.  We  have  already 
found   as   a   matter   of   law   and   policy 


supra,  that  the  full  unsuccessful  SNG 
project  study  costs  should  be  excluded 
both  from  rate  base  and  cost  of  service 
recovery  Transco  now  seeks  only  cost  of 
service  recovery  for  three  of  the  four 
projects.  Although  the  cost  to  the  con- 
sumer would  obviously  be  less  than  un- 
der Its  original  and  fully  litigated  pro- 
posal, it  would  nevertheless  be  more  than 
what  we  have  already  determined  to  be 
the  proper  treatment,  which  is  no  re- 
covery. The  reduced  amount  of  the  re- 
quest does  not  obviate  our  prior  finding 
which  applies  equally  to  all  four  projects 
and  to  twth  rate  base  inclusion  and  cost 
of  service  recovery 

II.    RATE    DESIGN 

Transco  had  previously  designed  its 
two-part  demand-commodity  rate  under 
the  50-50  Seaboard  '  formula  by  which 
50  percent  of  fixed  costs  are  assigned  to 
the  demand  charge  and  the  other  50  per- 
cent of  fixed  transmission  and  storage 
costs,  as  well  as  all  \ariable  costs,  are 
assigned  to  the  commodity  charge.  Its 
proposed  rates  m  RP74-48  and  RP75-3 
were  designed,  however,  under  the  25-75 
United  "  formula  by  which  only  25  per- 
cent of  fixed  transmission  and  storage 
costs  are  assigned  to  the  demand  charge 
and  the  other  75  percent  of  fixed  costs 
and  all  variable  costs  are  assigned  to  the 
commcxjity  charge.  Nevertheless  Transco 
sought  reversion  to  Seaboard  rate  design 
throughout  the  hearing  and  on  brief 
Only  Staff  supported  rate  design  based 
upon  the  25-'75  United  formula.  Under 
the  settlement  agreement  m  RP74-48 
and  RP75-3,  as  well  as  a  subsequent  set- 
tlement agreement  in  RP75-75.  the  rate 
design  issue  is  to  have  prospective  ef- 
fect only  from  the  date  of  the  final  or- 
der herein 

The  AdminLstrative  Law  Judge  or- 
dered that  Transco  redesign  its  jurisdic- 
tional rates  according  to  the  Seaboard 
method.  In  rejecting  Staffs  insistence 
upon  the  25-75  United  rate  design  for- 
mula he  first  of  all  found  that  a  prime 
Commission  objective  in  United,  to  dis- 
courage the  low  priority  industrial  use  of 
gas.  cannot  be  achieved  on  the  Transco 
system  since  Transco  has  only  one  di- 
rect industrial  customer  (he  ignored  in- 
direct industrial  customers  behind 
Transco's  distributor  customers  because 
of  an  absence  of  Commission  jurisdic- 
tion over  them).  He  moreover  rejected 
the  United  formula  because  he  found 
that  it  would  discourage  distributor  in- 
vestment in  peak -shaving  facilities 
(Storage.  SNG.  LNG)  used  to  improve 
load  factor  for  under  United  more  fixed 
costs  are  shifted  from  low  to  high  load 
factor  customers.  He  then  reinforced  his 
conclusion  by  finding  that  the  shift  of 
fixed  costs  from  the  demand  to  com- 
modity charge  would  increase  Transco's 
risk  of  undercollectJon   of   fixed   costs. 


'  Transwestern  Coai  Gasification  Company, 
et  al  .  Opinion  No  728-A.  Docket  No  CP73- 
211,  issued  November  21.  1975 


Atlantic    Seahnnrrl    Corporation.    Opinion 
No    225    11   FPC   (1952). 

"United  Gas  Pipeline  Company.  Opinion 
No  671,  50  FPC  134a  (1973)  affd  ,<rub  nom. 
Consolidated  Gas  Supply  Corporation,  et  al 
V.  FPC.  Nos.  74-1343.  et  al  (DC  Clr  Oc- 
tober 9.   1955) 
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which  would  occur  if  the  level  of  cur- 
tailment increased  over  the  sales  esti- 
mates employed  in  setting  these  rates. 
He  concluded  by  pointing  to  Transco's 
demand  charge  adjustment  and  the 
Commission's  proposed  rulemaking  for 
end-use  rates  as  more  direct  and  effec- 
tive methods  for  achieving  the  goals 
which  this  rate  design  proposal  attempts 
to  achieve  indirectly. 

Staff  vigorously  excepts  to  the  initial 
decision  concerning  rate  desitjn  To  be- 
gin with.  Staff  asserLs  that  the  Commis- 
sion ha.5  disclaimed  basing  the  25-75 
United  formula  upon  discouraging  in- 
dustrial gas  consumption  and  that  the 
Court  in  affirming  United  has  recognized 
this  disclaimer,  suprc  note  9.  This  as- 
sertion is  made  to  counter  the  Adminis- 
trative Law  Judges  finding  that  a  United 
rate  design  would  not  in  this  case  dis- 
courage industrial  gas  use. 

Secondly,  Staff  contests  the  finding 
that  a  change  from  Seaboard  to  United 
rate  design  will  discourage  investment  by 
distributors  in  storage  facihties.  While 
Staff  concedes  that  this  rate  design 
change  will  reduce  the  price  discount  re- 
ceived under  Seaboard  by  the  high  load 
factor  distributors  it  contends  that  this 
will  not  discourage  storage  investment 
for  such  high  load  factor  customers  still 
receive  a  significant  price  discount  under 
the  United  rate  design  and  any  increase 
in  the  unit  cost  of  gas  to  these  high  load 
factor  distributors  will  in  any  event  be 
pa.ssed  on  to  their  retail  customers 

Thirdly.  Staff  dL>counts  the  Adminis- 
trative Law  Judge's  reliance  upon  the  in- 
creased financial  risk  to  Tran.sco  result- 
ing from  a  shift  from  Seaboard  to  United 
rate  design,  pointing  out  that  while  the 
CommLssion  has  already  recognized  this 
increase  in  risk  for  the  pipeline,  it  re- 
mams  committed  to  the  United  rate  de- 
sign and  views  careful  estimating  of  fu- 
ture sales  volumes  when  preparing  a  rate 
increase  filing  as  sufficient  protection 
against  such  increased  risk.'"  Staff  also 
finds  judicial  support  for  refusal  to  re- 
ject the  United  formula  because  of  the 
increased  financial  risk  of  underrecovery, 
supra  note  9 

Staff  furthermore  reiterates  its  funda- 
mental rationale  behind  the  United  for- 
mula, which  is  that  the  shift  of  fixed 
costs  recoverj-  from  the  low  load  factor 
customers  to  the  high  load  factor  cus- 
tomers is  justified  because  the  latter 
group  is  receiving  more  gas  than  the  for- 
mer 'Staff  refutes  the  Adm.mistrative 
Law  Judge's  statement  that  Staff  as- 
sumes that  this  differential  in  deliveries 
is  due  to  curtailment  I  :  By  increasing  the 
unit  price  of  gas  to  the  high  load  factor 
customer,  those  which  receive  more  gas, 
the  25-75  United  formula  is  seen  by  Staff 
as  encouraging  conservation.  It  contends 
that  the  Court  in  Consolidated,  supra 
note  9,  recognized  that  the  Seaboard  for- 
mula in  comparison  to  the  United  for- 
mula encourages  gas  consumption.  Staff 
attacks  this  promotional  aspect  of  Sea- 


■"  Trunkline  Gas  Company.  Docket  Nc    RP 
74-89.  Issued  July  9.  i975  i  silp  Op  at  5). 
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board.  In  dLscounting  the  Administrative 
Law  Judge's  further  reasoning  support- 
ing the  Seaboard  formula  'it  is  not  equi- 
table to  shift  fixed  cost  recovery  from 
the  low  load  factor  customers  to  the  high 
load  factor  customers  because  the  cus- 
tomers developed  their  respective  load 
factors  prior  to  curtailment) ,  Staff  ar- 
gues that  this  historical  load  factor  dis- 
parity is  no  longer  a  reasonable  basis  for 
Seaboard  because  the  subsequent  occur- 
rence of  the  natural  gas  shortage  has 
caused  an  underutilization  of  Transco's 
■system  on  both  a  peak  and  annual  basis. 
iTr.  469.  471,  487,  659-662,  714-719.  776, 
872;  Exh  37.  38,  41).  Staff  stresses  that 
this  underutilization  of  Transco's  system 
on  both  a  peak  and  annual  basis  is  suffi- 
cient justification  by  itself  for  changing 
from  Seaboard  to  United  rate  design  and 
that  both  the  Court,  supra  note  9,  and  the 
Commission,  supra  note  10.  have  es- 
pou';ed  this  view. 

Transco,  Brooklyn,  Columbia  and  Con- 
solidated, and  New  York  all  oppose  ap- 
plication to  Transco's  rate  design  of  the 
United  method.  For  example.  New  York 
argues  that  there  is  no  evidence  sup- 
porting Staff's  position  that  the  Seaboard 
rate  design  encourages  gas  consumption; 
It  finds  no  conservation  resulting  from 
use  of  the  United  rate  design.  It  also  as- 
serts that  a  shift  to  United  would  dis- 
courage the  present  low-load  factor  cus- 
tomers from  investing  in  storage  even  if 
the  present  high-load  factor  customers 
would  retain  some  price  discount.  New 
York  concludes  by  viewing  Staff's  ra- 
tionale behind  United,  to  shift  costs  from 
low-load  factor  to  high-load  factor  cus- 
tomers because  the  latter  receive  more 
gas  than  the  former,  as  an  indirect  at- 
tempt at  "compensation",  which,  if  at 
all,  should  be  addressed  in  the  curtail- 
ment docket. 

Brooklyn,  as  well  as  Columbia  and  Con- 
solidated, preface  their  opposition  to 
Staff's  exception  on  rate  design  by  enum- 
erating distinctions  between  the  United 
case,  supra  note  9,  and  the  Transco  sys- 
tem which  they  contend  constitute  suf- 
ficient legal  differences  to  retain  the  Sea- 
board rate  design:  While  United  could 
not  meet  its  peakday  requirements, 
Transco's  seasonal  curtailment  plan  per- 
mits it  to  deliver  Its  full  contractual  vol- 
umes on  any  given  day:  unlike  United's 
tariff,  Transco's  tarifif  contains  a  demand 
charge  adjustment  and  related  commod- 
ity surcharge  through  which  the  fixed 
costs  assigned  to  those  demand  charges 
which  are  curtailed  are  recovered 
through  the  commodity  charge:  while 
United  has  about  200  direct  industrial 
cu.stomers.  Transco  has  de  minimis  direct 
industrial  sales;  and  although  the  high- 
load  fa/" tor  customers  of  United  were 
generally  the  lower  priority  industrial 
users.  Transco's  high-load  factor  cus- 
tomers are  distributors  serving  mainly 
residential  and  small  commercial  con- 
.sumers  They  also  reiterate  the  impact 
on  storage  and  financial  risk  to  Transco, 
reasons  advanced  in  the  initial  decision, 
as  well  as  as.serting  that  Staff  has  no 
cost-based  evidence  supporting  the 
United  rate  design. 


We  find  that  the  holding  in  the  Initial 
decision  to  redesign  Transco's  rates  un- 
der the  Seaboard  method  should  be  re- 
versed. We  are  of  the  view  that  the  facts 
of  this  case  support  a  rate  design  based 
upon  the  United  methodology. 

There  can  be  no  dispute  that  the  shift- 
ing of  fixed  costs  resulting  from  a  rate 
design  change  from  Seaboard  to  United 
will  increase  the  unit  price  of  gas  paid 
by  high-load  factor  customers  and  will 
conversely  decrease  the  unit  price  of 
gas  paid  by  low-load  factor  customers, 
although  these  low-load  factor  custom- 
ers will  still  pay  higher  unit  prices  (Tr. 
473-A,  666) ,  Moreover,  to  the  extent  that 
a  low -load  factor  customer  could  im- 
prove its  load  factor  by  installing  storage, 
a  shift  from  Seaboard  to  United  rate  de- 
sign will  to  some  extent  have  a  discour- 
aging but  not  necessarily  controlling  ef- 
fect. Under  today's  gas  supply  shortage 
it  is  necessary  that  pipeUne  and  distribu- 
tor companies  take  every  actiwi  neces- 
sary to  assure  continued  .service  to  high 
priority  loads.  The  construction  of  peak 
shaving  facilities  is  an  important  step 
in  the  maintenance  of  gas  service  and 
the  decision  to  construct  such  facilities 
will  rest  upon  service  requirements  rather 
than  rate  design.  This  is  apparent  from 
the  nature  of  Transco's  interim  curtail- 
ment plan  wherein  distributors  and  end- 
use  customers  alike  are  encouraged  to 
use  *heir  best  efforts  to  acquire  peak 
shaving,  supplemental  supply  sources. 
and  storage  whenever  technologically 
and  economically  feasible. 

We  wish  to  clarify  several  points  of  law 
and  fact  which  appear  confused  in  the 
initial  decision  and  the  briefs.  First  of 
all,  as  both  the  Commission  in  United 
and  the  Court  in  Consolidated,  supra 
note  9,  have  recognized,  "ftlhe  develop- 
ment of  extreme  gas  shortages  and  the 
resulting  existence  of  large  unused  pipe- 
line capacity  provides  a  reasonable  basis 
for  reducing  the  demand  component  of 
the  tariff  charge  and  moving  away  from 
a  marked  peak  differential  "  In  other 
words  underutilization  of  the  pipeline's 
system  warrants  a  shift  of  fixed  costs  to 
the  commodity  charge  Even  though 
Transco  could  theoretically  meet  all  the 
requirements  of.-any  customer  on  a  peak 
day  because  its  curtailment  plan  is  sea- 
sonal and  not  daily  <Tr.  474,  500).  the 
record  makes  clear  that  Transco's  pipe- 
line system  is  underutilized  on  both  an 
annual  and  a  peak  day  basis.  <Tt.  474, 
477,  481-482,  487.  659-662.  672-673,  675- 
677.  776:  Exhibits  37.  38.  and  41).  State- 
ments in  the  record  to  the  effect  that  in 
the  past  Transco  has  met  100  percent  of 
the  delivery  requirements  nominated  or 
requested  by  its  customers  on  a  peak  day 
are  misleading  and  do  not  controvert  the 
finding  that  Transco  cannot  meet  its 
peak  day  requirements.  This  is  true  be- 
cause Transco's  customers  must  sched- 
ule their  "requests"  from  Transco  in  the 
winter  season  in  a  carefully  planned 
manner;  actually,  to  Insure  that  ade- 
quate supply  is  available  late  in  the  win- 
ter heating  season  each  castomer  must 
schedule  his  "requests"  from  his  winter 
seasonal  entitlement  in  much  the  same 
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manner  as  companies  operate  etomge 
pools.  For  this  reason.  It  would  be  highly 
unlikely  that  a  customer  would  "request" 
his  contractual  entitlement  on  more  than 
a  few  days  in  the  winter  season,  and  on  a 
system  as  large  as  Transco's  it  would  be 
extremely  unlikely  that  all  Its  customers 
would  "request"  their  contract  entitle- 
ment on  the  same  day.  However,  in  the 
event  this  latter  event  occurred,  the  evi- 
dence also  Indicates  (Tr.  472'  that  on  a 
coincidental  peak  day  Transco  would  be 
unable  to  meet  all  of  its  requirements. 
Therefore,  the  record  clearly  demon- 
strates that  Transco  has  a  large  amount 
of  unutUtzed  capacity  on  its  system  on 
both  the  peak  day  and  the  average  an- 
nual day  which  leads  us  to  the  conclusion 
that  from  a  utilization  of  capacity  stand- 
point there  Is  no  difference  between  the 
Transco  system,  as  shown  in  this  record. 
and  the  United  system,  as  shown  by  the 
record  that  lead  to  our  decision  in  Opin- 
ion No.  671. 

We  next  address  the  Judge's  reasons 
for  arriving  at  his  decision  that  a  Sea- 
board rate  design  is  appropriate  for  the 
Transco  system.  Regarding  the  subjects 
of  "discouraging  low  priority  Industrial 
use"  and  the  "risks  associated  with  shift- 
ing fixed  costs  to  the  commodity  charge" 
we  find  that  the  staff  has  correctly  In- 
terpreted our  orders "  and  that  the 
Judge's  findings  In  these  regards  are  no 
bar  to  a  decision  that  a  United  rate  de- 
sign Is  appropriate  for  the  Transco 
system. 

We  believe  that  the  Judge's  finding 
that  a  rate  design  based  upon  the  United 
formiila  would  discourage  distributor  in- 
vestment in  peak-shaving  facilities  can- 
not be  supported  on  the  basis  of  an 
analysis  of  the  present  availability  of 
natural  gas.  In  the  past,  when  natural 
gas  was  available  In  quantities  sufficient 
to  meet  demands,  a  distributor's  decision 
to  Invest  In  a  peak-shaving  facihty  or 
to  contract  for  additional  gas  supply 
from  Its  pipeline  supplier  was  principal- 
ly an  economic  decision  in  which  rate 
design  was  controlling.  On  the  basis  of 
economic  studies  a  distributor  could 
determine  which  alternative  supply  could 
be  acquired  at  the  lowest  Incremental 
cost,  and  on  the  basis  of  such  studies 
a  decision  was  made  to  either  install 
peak-shaving  capacity  or  to  contract  for 
addltlcaial  gas  supply  from  his  pipeline 
supplier.  However,  under  today's  cir- 
cumstances where  a  natural  gas  short- 
age exists,  the  distributor  is  not  free 
to  make  a  decision  to  seek  additional  gas 
supply  from  his  pipeline  supplier  Today. 


'■  Transwestern  PipeUne  Company.  Docket 
No.  RP74-52,  issued  March  2.  1976  (Slip  Op.  at 
6);  and  Trunkline  Gas  Company,  supra  Note 
10.  The  Commissioiv therein  wa.s  unpcrsuaded 
by  the  financial  risk  argument,  noting  that 
this  problem  can  be  remedied  by  careful  esti- 
mates of  future  sales  volumes,  as  well  as  by  a 
new  rate  increa.se  filing  under  Section  4  of  the 
Natural  Gas  Act  In  addition  the  CommLssion 
noted  therein  that  the  shift  to  the  United 
rate  de.slgn  would  pressure  the  pipelines  to 
seek  and  secure  the  volumes  of  gas  necessary 
to  maintain  the  dellverabUity  used  In  esti- 
mating sales  volumes. 


a  dlstrtt>utor  must  attempt  to  serve  all 
his  customers  that  do  not  have  altena- 
tlve  fuel  capability.  "Rius,  a  distributor 
faced  with  a  situation  where  he  cannot 
presently  serve  or  In  the  near -term  fu- 
ture will  not  be  able  to  sen-e  all  his 
customers'  needs  must  seek  a^iditional 
supplies  from  sources  other  than  con- 
tractual arrangements  for  additional  gas 
supply  from  his  pipeline  suppher.  These 
other  sources  would  include  SNG.  coal 
gasification.  Order  No.  533  arrangement-s 
for  qualified  end-users.  conventiMial 
storage  and  LNG  from  summer  valley  gas, 
other  LNG  arrangements,  and  other  peak 
shaving.  Tlie  dstributor  would  under- 
take economic  feasibility  studies,  en- 
vironmental studies,  sitinr  studies,  find 
studies  on  the  avaUablity  of  various  feed- 
stock,'=  From  these  studies  tlie  distributor 
would  make  a  determination  as  to  the 
most  viable  alternative  fuel  source.  We 
cannot  see  any  reason  for  the  dLstributor 
taking  into  consideration  whether  his 
pipeline  supplier's  rate  is  based  on  the 
Seaboard  formula  or  the  United  formu- 
la. We  therefore  find  that  a  decision 
on  our  part  to  adopt  the  United  formula 
of  rate  design  should  not  have  any  ap- 
preciable effect  on  a  distributor  making 
a  decision  to  invest  In  peak-shaving 
facilities. 

Finally  the  Judge  concluded  there  were 
direct  and  effective  methods  for  Achiev- 
ing the  goals  which  this  rate  design  pro- 
posal (United)  attempts  to  achieve  In- 
directly: i.e..  Transco's  demand  charge 
adjustment  and  end-use  rates.  We  view 
demand  charge  adjustments  and  their 
subsequent  recoupment  through  a  com- 
modity surcharg  as  a  methcxi  of  giving 
effect  to  the  pipeline  company's  in- 
ability to  meet  contract  commitments 
on  individual  days  due  to  lack  of 
sufB.cient  gas  supply  while  at  the  same 
time  permitting  the  pipeUne  company  to 
recoup  that  portion  of  its  fixed  costs 
included  in  its  demand  charges.  We  have 
stated  on  several  occasions  that  pipeline 
companies  should  be  permitted  to  recover 
those  fixed  costs  included  in  their  de- 
mand charges.  We  do  not  view  this  issue 
as  providing  us  with  an  effective  meth- 
od to  achieve  our  goals  because,  with  the 
exception  of  approving  the  tariff  pro- 
vision, we  simply  do  not  have  control 
over  the  level  of  the  commodity  sur- 
charge. Its  level  is  controlled  by  the 
weatlier,  Transco's  gas  supply,  and  other 
circumstances.  The  commcxiity  sur- 
charge is  continually  changing  from  ad- 
justment date  to  adjustment  date  and 
we  do  not  believe  its  level  provides  us 
with  the  necessary  direct  control  of  the 
proper  rate  design. 

We  view  end-use  rates  as  a  possible 
future  step  in  our  efforts  to  price  gas 
more  effectively  in  order  to  encourage 
conservation  and  discourage  low  priority 
use.  However,  we  are  not  prepared  at 
this  stage  to  say  if  and  when  such  ap- 
proach may  be  adopted.  Meanwhile  we 
are  faced  with  a  declining  gas  supply 
accompanied  by  an  Increasing  amount 
of  excess  pipeline  capacity.  The  question 
of  who  should  bear  the  cost  burden  must 
be  addressed  now  rather  than  later. 


On  the  basis  of  the  above  discussion  we 
find  there  is  no  bar  to  a  determination 
on  our  pari  to  adopt  a  United  rate  de- 
sign for  Transco  TTius,  if  we  were  to 
adopt  a  United  rate  design  rather  than  a 
Seaboard  rate  design,  costs  would  be 
shifted  from  low-load  factor  distributors 
to  high-load  factor  distributors.  In 
United  we  determined  that  the  annual 
use  of  the  system  was  more  Important 
than  peak  usage  and  we  found  that  cus- 
tomers that  made  greater  annual  use  of 
the  system  should  bear  a  heavier  burden 
than  they  had  in  the  past  in  contributing 
revenues  toward  recovery  of  United's  cost 
of  service.  In  the  case  of  Transco.  we 
believe  that  high -load  factor  distributors 
should  al.so  be  required  to  shoulder  a 
heavier  burden  toward  recovering 
Transco's  cast  of  service  because  they 
make  greater  annual  use  of  Transco's 
system  even  though  the  increased  cost 
may  fall  upon  the  same  class  of  con- 
sumer Therefore,  we  shall  adopt  the 
United  rate  design  for  Transco's  system. 

m.  ADVANCE  PAYMENTS 

As  of  the  end  of  the  adjusted  test 
period  in  FIP75-3.  that  is  Jsmuary  31, 
1975.  Tran.sco  had  made  advance  pay- 
ments amounting  to  $15,006,250  which  it 
has  sought  to  include  in  rate  base  for  the 
first  time.'-'  All  of  these  advance  pay- 
ments were  made  pursuant  to  Order  No. 
499,'^  except  for  a  portion  of  those  made 
to  Occidental,  which  are  governed  by 
Order  No.  465"' 

The  Administrative  Law  Judge  al- 
lowed Transco  to  include  tr:  rate  base 
$11,665,654  of  the  $15,006,250  in  advance 
payments  claimed.  He  treated  the  ad- 
vance governed  by  Order  No.  465  sep- 
arately from  thoee  governed  by  Order  No. 
499. 

Concerning  the  $6  659.106  front-end  or 
lump  sum  advance  payment  made  under 
the  August  10.  1973.  contract  between 
Tran.sco  and  Occidental,  whkh  is  gov- 
erned by  Order  No.  465.  he  ruled  pre- 
liminarily that  Staff  s  30  day  installment 
rule  (only  advance  payments  actually  ex- 
pended by  the  producer  within  30  days 
of  the  end  of  the  test  period'  ma«t  find 
support,  if  at  all.  from  the  "reasonable 
and  appropriate"  criterion  enunciated  In 
Order  No  465.  and  not  from  Order  No 
499  or  post-Order  No.  465  Commission 
orders  He  permitted  inclusion  of  this  en- 
tire $6,659,106  front-end  advance  pay- 
ment to  Occidental  in  rate  base  upon  a 
finding  tJiat  this  transaction  was  tlie 
product  of  "sound  business  judgment" 
and  tliat  Transco  "did  about  as  well  as 
could  be  expected"  in  light  of  producers' 
superior  bargaining  power.  He  also  found 
precedent  rejecting  Staff's  proposed  time 


='  See  the  f oUowlng  table : 

Advance  to:  Amount 

Occidental        Petroleum 
CoTp .     and     C&nadlan 
Occidental  of  Califor- 
nia. Inc.  (Occidental)  .     8,000,000 
Cities    Service    Oil     Co. 

(Cities)     2,331.825 

SkeUy  OU  Co    (SkeUy)..     2.331.925 
Getty  Oil  Co.  (Getty)..     1,343.000 
"60FPC2111  (1973). 
••48FPC  1550  (1972). 
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stricture    on    Order    No.    465    advance 
payments.'* 

Concerning  the  remaining  $8,347,144 
of    advance    pa%Tnents    to    Occidental. 
Cities.  Skelly  and  Getty  under  Order  No. 
499.  the  Administrative  Law  Judge  found 
definite  Commission   intention   in   that 
order  to  impose  a  strict  time  re<]uirement 
between  the  making  of  the  advance  pay- 
ment by  the  pipeline  and  its  expenditure 
for  exploration,   development  and  pro- 
duction by  the   recipient  producer.   He 
then  limited  Transco's  rate  base  entitle- 
ment to  those  Order  No.  499  advances 
actually  expanded  by  the  respective  pro- 
ducers by  the  end  of  the  test  period: 
$1,727. 000  for  the  Cities   advance  pay- 
ment. $1,727,000  for  the  Skelly  advance 
pxayment.  $787,000  for  the  Getty  advance 
payment,  and  $765,548  for  the  remaining 
Occideniiil  advance  payment.  He  found 
that  Transco's  proposed  rate  base  treat- 
ment for  those  advance  payments  not 
expended  by  the   producers  before  the 
end  of  the  test  period  violates  the  rate- 
making  precept  that  only  expenditures 
for  -used  and  useful"  facilities  can  be 
included  in  rate  base,  as  well  as  the  basic 
Commission  advance  pa^-ment  objective. 
In  this  connection  he  noted  Commission 
precedent  espousing  this  same  strict  tim- 
ing standard. ■•  He  imposed  a  -line-of- 
credit  financing"  test  by  which  there  can 
be  no  time  lag  between  the  payment  of 
the  advance  to  the  producer  andihe  pro- 
ducer's expenditure  of  the  advance.  Ac- 
cordingly, he  rejected  Staff's  30  day  in- 
.<^allment  rule.  In  this  regard  he  rejected 
Staff's  further  argument  that,  notwith- 
standing  the   30   day   installment   rule. 
Transco's  Order  No.  499  advance  pay- 
ment to  OccidenUil  should  go  into  rate 
base   because   it   contains   a   repayment 
clause  the  benefit  of  which  to  the  rate- 
pavers  outweighs  the  financial  detriment 
of  the  front-end  nature  of  the  advances: 
He  rea.>oned  that  Order  No    499  estab- 
lished an  absolute  time  stricture  which 
cannot   be   avoided   by   a   balancing  of 
benefits  and  detriments    In  addition  he 
was  not  persuaded  by  Transco's  conten- 
tion that  It  had  negotiated  in  good  faith 
under   the  circumstances,   finding   that 
the  producers'   insistence  on  front-end 
advance  payments  is  irrelevant  in  the 
face  of  the  Commission's  express  tem- 
poral restriction  in  Order  No.  499  which 
cannot   be   ignored   in   light  of   market 
pressures.    Finally,    the    Administrative 
Law  Judge  refused  Transco's  argument 
of  retroactive  ratemaking  by  adjudica- 
tion, notmg  that  the  choice  between  rule- 


"  Columbia  Gas  Trarumisston  Corpora- 
'um  [Getty).  Opinion  No  722.  Docket  Noe. 
RPVl-8.  et  al  .  Issued  March  7.  1975;  Mu-higan 
Wisconsin  Pipe  LiT\e  Company.  IXK-ket  Nos. 
RPTS-KXJ  et  al  .  initial  de<:l.-iion  Issued  March 
31.  Id75:  Tennessee  Gas  Pipe  Line  Corpora- 
tion Docket  No  RP73  113,  Initial  decision 
Issued  February  3.  1»75;  and  Trunkhne  Gas 
Company.  Docket  Nos.  RP72-23.  et  al  .  Initial 
decision  issued  November  13,  1974. 

•  Natural  Gas  Pipe  Line  Company  of  Amer- 
ica. Docket  No.  RP73-110.  ISBued  September  4. 
1974.  (The  Commlsalon  expreeeed  lt«  Intent 
th«t  kdvancA  paytnenftA  resemble  a  line  of 
crwUt,  beUn5  drawn  down  m  cost  and  progree* 
dlct«M.) 


making  and  adjudication  Is  vested  in  the 
agency's  discretion. 

As  a  collateral  matter  the  Administra- 
tive Law  Judge  adopted  Staff's  proposal 
to  attach  a  refund  condition  to  the  Com- 
mission's inclusion  of  portions  of  Cities', 
Skelly's.  and  Getty's  advance  payments 
to  protect  Transco's  ratepayers  against 
the  reservation  clause  in  these  three 
contracts  (these  three  producers  have 
reserved  up  to  one-third  of  the  gas  to 
flow  from  the  acreage  under  these  ad- 
vances for  use  in  their  own  plants  or 
facilities* .  He  did.  however,  reject  Trans- 
co's proposed  offset  from  these  refunds 
for  carrying  charges  on  these  advances 
resulting  from  regulatory  lag:  He  found 
that  regulatory  lag  is  considered  cwily 
m  establishing  a  retiu-n  on  common 
equity. 

Staff  does  not  except  to  the  result 
reached  in  the  initial  decision  as  to  the 
Order  No.  499  advance  payments  to 
Cities.  Skelly  and  Getty,  noting  that  the 
amount  of  advances  allowed  into  rate 
ba.se  is  the  .'^ame  as  its  recommendation, 
but  it  does  except  to  the  underlying  rea- 
soning; that  is.  Staff  contests  the  Admin- 
istrative Law  Judge's  reading  of  "line- 
of-credit  financing"  by  which  no  time  lag 
is  ijermitted.  noting  that  such  a  rule 
would  require  the  producers  to  have  ade- 
quate capitivl  on  hand  before  the  ad- 
vances were  made,  a  situation  at  odds 
with  the  Commission's  objective  of  capi- 
tal formation.  Staff  contends  that  its  30 
day  rule  is  consistent  with  the  Commis- 
sion's objective  underlying  the  advance 
payment  program. 

Staff  then  reiterates  its  theoretical  im- 
position of  the  30  day  rule  upon  Transco's 
Order  No.  465  advance  to  Occidental  and 
excepts  to  the  Administrative  Law 
Judge's  niling  that  the  Commission  Is 
precluded  from  imposing  a  specific  time 
limit  on  Order  No.  465  advance  payments. 
It  finds  an  undue  burden  upon  Transco's 
ratepayers  arising  from  the  per  se  in- 
clusion in  rate  base  of  this  $6,659,106 
front-end  advance  of  Occidental  In  that 
as  of  March  1,  1975.  Occidental  had  only 
expended  $1,519,687  oi  this  amount,  and 
it  would  cite  Commission  precedent" 
supporting  imposing  of  timing  restric- 
tions upon  Order  No.  465  advances.  Not- 
withstanding these  arguments,  however. 
Staff  ccmtinues  to  support  inclusion  of 
all  $9,000,000  of  Transco's  advance  pay- 
ments to  Occidental  on  the  grounds  that 
the  repayment  provision  contained  in  the 
November  7.  1974.  amendment  of  the 
Transco-Occidental  advance  payment 
contract  should  residt  in  less  carrying 
charges  paid  by  Transco's  ratepayers 
than  would  occur  under  the  30  day  rule." 
Concerning  the  Order  No.  499  portion 
of  the  Occidental  advance.  Staff  asserts 
out  of  fairness  to  Transco  that  the  Com- 
mission should  not  apply  the  timing  re- 


'  Texas  Eastern  Transmission  Corporation, 
Docket  No.  RP74-41,  Issued  September  17, 
1976  (Slip  Op  at  9). 

1*  Under  this  new  repayment  provision  Oc- 
cidental must  repay  aU  advances  to  Transco 
within  five  years  of  the  first  production  of 
any  block.  Instead  of  repayment  on  a  block 
by  block  basis 


strlctlon  found  in  Order  No.  499  abso- 
lutely If  and  when,  as  herein,  the  pipe- 
line has  been  able  to  obtain  even  more 
favorable  terms  despite  the  front-end 
nature  of  the  advance.  Staff  would,  how- 
ever, have  the  Commission  impose  a 
condition  requiring  the  refund  of  any 
carrying  charges  in  excess  of  those  that 
would  have  been  paid  by  the  ratepayers 
under  the  30  day  installment  test. 

In  excepting  to  the  initial  decLsion 
Transco  first  of  all  attempts  to  refute 
the  no  time-lag  rationale  employed  to 
reduce  the  allowable  portion  of  the  Or- 
der No.  499  advances  to  Occidental.  Ci- 
ties. Skelly  and  Getty  from  $8,347,144  to 
$5,006,548  by  arguing  that  this  reduction 
violates  the  ratemaking  precept  that  a 
pipeline  should  be  allowed  to  earn  a  fair 
return  on  capital  investment  prudently 
made.  Transco  then  argues  that  the 
Commission  should  find  that  all  the  ad- 
vance payments  were  prudently  and  in 
good  faith  made,  pointing  both  to  the 
record  and  to  certain  statements  In  the 
Initial  decision  «p.  30).  It  furthermore 
contends  that  the  Administrative  Law- 
Judge's  blanket  no  time-lag  rule  conflicts 
with  the  Commission's  express  Intention 
to  consider  the  reasonableness  of  ad- 
vances on  a  case-by-case  basis.  In  this 
regard  Transco  points  to  the  advantage 
accruing  to  Its  ratepayers  from  the  1974 
amended  Occidental  advance  payment 
agreement,  to-wlt:  the  improved  repay- 
ment provision,  supra  note  18,  and  im- 
proved front-end  timing  by  which  fur- 
ther advances  would  be  made  only  one 
year  in  advance.  (Tr.  533.  538-539). 
Transco  would  reinforce  the  prudency 
of  its  front-end  advance  payments  by 
reemphasizing  the  competitive  market 
pressures  then  extant.  It  furthermore 
reiterates  its  argument  that  imposition 
of  this  rigid  time  standard  is  retroactive 
ratemaking  in  violation  of  Due  Process, 
notwithstanding  the  Commission's  dis- 
cretion in  choosing  rulemaking  or  ad- 
judication. 

As  a  collateral  matter  while  Transco 
does  not  oppose  the  refimd  condition 
relative  to  the  producer  "reservation" 
clauses.  It  does  reassert  its  regulatory- 
lag  offset  proposal. 

■We  find  that  the  initial  decision  should 
be  aflQrmed  in  part  and  reversed  in  part 
on  the  Issue  of  advance  payments.  Spe- 
cifically. whUe  the  $6,659,106  front-end 
advance  made  to  Occidental  and  gov- 
erned by  Order  No.  465  should  be  in- 
cluded in  Transco's  rate  base,  as  was 
done  In  the  initial  decision,  we  do  so  for 
a  different  reason.  In  addition  this  new 
rationale  should  also  be  employed  to  in- 
clude in  rate  base  the  $2,340,894  front- 
end  advance  made  to  Occidental  and  gov- 
erned by  Order  No.  499,  as  compared  to 
the  $765,548  allowed  In  the  Initial  deci- 
sion. Finally,  although  only  $4,241,000 
of  the  $6,006,250  advance  payments 
made  to  Cities,  Skelly  and  Getty,  should 
be  included  In  Transco's  rate  base,  as 
In  the  Initial  decision,  the  strict  no  time- 
lag  test  employed  therein  Is  rejected. 

Concerning  the  $9,000,000  advance 
payment  to  Occidental,  the  portion  gov- 
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emed  by  Order  No.  465  ^ould  be  In- 
cluded In  rate  because  It  Is  "reasonable 
and  appropriate."  The  Commission  has 
noted  the  issue  of  time  between  the 
making  of  advance  payments  by  the  pipe- 
line and  the  actual  expenditure  by  the 
producer."  The  Commission  must  be  con- 
vinced by  Transco  that  the  agreement 
benefits  the  ratepayer.  The  record  evi- 
dence In  this  proceeding  (Tr.  600-602: 
Exhibit  41.  Schedule  2)  indicat.es  that, 
while  the  advance  payments  to  Occiden- 
tal had  not  been  substantially  expended 
by  the  end  of  the  test  period  (Occidental 
had  expended  only  $2,285,234  of  the 
$9,000,000),  the  amended  rapajTnent 
provision,  supra  note  18.  could  well  save 
the  ratepayer  more  In  advance  paj^ment 
carrying  charges  than  would  be  saved 
by  Insisting  upon  Staff's  30  day  install- 
ment rule  or  the  Administrative  Law 
Judge's  "line-of-credit  financing"  rule. 
In  addition  under  the  November  1974 
contract  amendment  additional  pay- 
ments by  Transco  to  Occidental  were 
to  be  made  no  more  than  one  year  in 
advance  of  Occidental's  expenditure  (Tr. 
533) .  This  Is  a  change  from  the  original 
agreement  providing  for  completely 
front-end  advances.  Of  course  to  the  ex- 
tent that  subsequent  actual  Occidental 
costs  and  first  production  dates  change 
so  as  to  nullify  this  projected  cost  sav- 
ing, Transco  wUl  be  required  to  refimd 
any  carrying  charges  collected  in  excess 
of  the  carrying  charges  that  would  have 
been  paid  If  the  advajices  had  been  made 
on  a  monthly  Installment  basis.  'While 
the  Commission  has  been  much  more 
explicit  In  Order  No.  499  than  In  Order 
No.  465  concerning  the  timing  between 
payment  and  expenditure  of  tlie  ad- 
vance  so  as  to  mandate  more  stringent 
scrutiny  of  this  aspect  of  Order  No.  499 
advances,  the  Order  No.  499  portion  of 
the  Occidental  advance  payment  should 
be  Included  in  rate  base  for  the  same 
reason  detailed  above. 

Our  Inclusion  In  rate  base  of  these 
Order  Nos.  465  and  499  advance  pay- 
ments to  Occidental  comports  with  our 
recent  order  treating  front-end  advance 
payments  made  under  Order  No.  465. 
Termessee  Gas  Pipeline  Company,  Opin- 
ion No.  769,  Docket  No.  RP73-113,  Is- 
sued July  9.  1976.  Specifically,  whUe  we 
excluded  substantial  front-end  advance.^ 


!•  Columbia  Gas  Transmission,  supra  15. 
Blip  Op.  at  8  ('"We  agree  with  the  Staff  that 
there  mu.st  be  a  reasonable  and  appropriate 
relationship  between  the  amount  and  time 
of  advance  and  the  amount  and  time  of  their 
utUlzatlon."  This  was  in  the  context  of  Order 
No.  441);  Natural  Gas  Pipe  Line,  siipra  note 
17,  Blip  op.  at  6  ("Our  Intent  has  been  that 
the  Bictual  advance  of  funds  would  closely 
approximate  the  operation  of  a  Une-of-credlt 
l.e,  the  fundi  would  be  drawn  down  as  cast 
and  progres*;  required."  This  was  In  the  con- 
text of  Order  No,  465):  and  Order  No.  499, 
Bupra  note  14  ("Moreover,  as  a  general  pol- 
icy, we  shall  not  consider  amounts  advanced 
to  be  "reasonable  and  appropriate'  for  Inclu- 
sion In  rate  ba^e  where  such  amounts  are  In 
excess  of  ooete  for  exploration,  development 
wad  production  tncurred  by  the  producer 
within  a  reaaonable  time  ttom  the  date  such 
amoiints  advanced  are  Included  In  the  pipe- 
line's r»te  base."). 


therein,  we  stated  that  "If  a  positive 
benefit  to  the  c<xisumer  can  be  shown, 
(the  pipeline)  Is  entitled  to  rate  base 
treatment  of  these  advances."  (Slip  op 
at  32) .  This  approach  of  looking  at  the 
specific  advance  pa>Tnent  agreements  on 
a  case-by-case  basis  to  ascertain  whether 
there  is  a  po.sitive  benefit  to  Uie  consumer 
Is  reiterated  In  Opinion  No.  769-A,  Is- 
sued this  day.  In  the  Instant  proceeding 
such  a  "positive  benefit"  has  been  dem- 
onstrated for  tlie  Occidental  advances. 

The  Order  No.  499  advance  payments 
to  Cities,  Skelly  and  Getty  should  receive 
rate  base  treatment  to  the  extent  pro- 
vided in  the  initial  decision,  that  is 
$1,727,000  out  of  $2,331,625  paid  to  Cities 
and  to  Skelly  and  $787,000  out  of 
$1,343,000  paid  to  Getty.  Although  it 
should  be  noted  that  under  these  three 
agreements  Transco  would  make  con- 
tinuing advance  payments  to  these  pro- 
ducers semi-annually  based  U5X>n  pro- 
ducer expenditure  estimates  for  the  next 
six  montlis  (Tr.  531),  this  attempt  by 
Transco  to  conform  to  the  timing  re- 
quirement of  Order  No.  499  is  not  con- 
vincing. Transco  did  not  meet  Its  burden 
of  proof,  and  accordingly.  It  should  be 
limited  to  rate  base  Inclusion  of  those 
advances  actually  expended  by  Cities. 
Skelly  and  Getty  within  one  month  after 
the  close  of  the  adjusted  test  period.  This 
Bibsence  of  a  showing  of  compensating 
benefit  of  the  ratepayer  to  outweigh  the 
absence  of  a  close  time  relationship  in  the 
case  of  these  three  advance  payments  Ls 
contrasted  to  the  successful  showing  of 
benefit  in  the  advance  payment  to  Oc- 
cidental. 

Finally,  placement  upon  Transco  in 
the  Initial  decision  of  a  refund  condition 
to  account  for  any  exercise  of  the  reser- 
vation options  in  the  agreements  with 
Cities,  Skelly  and  Getty  should  be  af- 
firmed. This  is  necessarj-  to  protect  the 
interest  of  the  ratepayers  and  follows 
Commission  precedent.  "  Transco's  sug- 
gested regulatorj-  lag  offset  was  likewise 
correctly  denied. 

In  conclusion,  of  the  total  $15,006,250 
of  advance  payments  sought  by  Transco 
to  be  included  In  rate  base  $13,241,000 
should  be  put  Into  rate  base. 

n-.  DEMAND  CHARGE  ADJUSTMENT  AND 
STORAGE  INJECTION   RATE 

Although  the  settlement  of  these  two 
dockets  settled  all  Issues  except  for  the 
three  reserved  Issues  of  unsuccessful 
SNG  project  expenditures,  rate  design 
and  front-end  advance  paj-ments. 
Brooklj-n  for  the  first  time  on  brief  to 
the  A(imlnlstrat!ve  Law  Judge  sought 
the  abolition  of  Transco's  demand 
charge  adjustment  and  the  establish- 
ment of  a  special  storage  Injection 
rate  which  would  exclude  all  non- 
storage  related  fixed  costs.  'Wldle  the  Ad- 
ministrative Law  Judge  noted  a  minimal 
amount  of  evidence  on  these  matters  In- 
troduced by  Brooklyn,  he  summarily  re- 
jected both  proposals  on  the  groimd  that 
the  other  parties  were  not  given  timely 


»•  Columbia  Gas  Transmission  Corporation, 
supra  not-e  15.  (Slip  Op.  at  9) . 


notice  of  the  Issues  and  an  opportunity 
to  present  evidence  on  these  matters.  He 
suggested  that,  if  Brooklyn  retained  in- 
terest In  these  two  issues.  It  should  insti- 
tute a  Section  5  proceeding. 

In  excepting  to  the  refusal  to  con- 
sider eliminating  the  demand  charge  ad- 
justment and  instituting  a  special  stor- 
age Injection  rate,  Brookljm  makes  the 
argToment  that  the  reservation  of  the 
rate  design  issue  for  this  adjudication 
necessarily  includes  the  allegedly  related 
issues  of  demand  charge  adjustment 
and  storare  injection  rate,  which  also 
deal  with  the  demand-commodity  rela- 
tionship. It  then  proceeds  to  discuss  the 
merits  of  its  two  proposals. 

Transco.  Staff.  New  York,  and  Con  Ed 
oppose  Brookl>-n's  exception  on  the  mul- 
tiple bases  of  lack  of  notice  to  the  other 
parties,  absence  of  record  evidence  sup- 
porting Brooklyn's  position,  and  the  nar- 
row sco}>e  of  the  reserved  rate  design 
issue  'Choice  between  the  United  and 
Seaboard  formulas) .  Columbia  and  Con- 
solidated note  that  they  do  not  support 
Brooklyn;  however,  if  the  Commission 
were  to  retain  the  United  rate  design, 
they  would  then  support  Brooklj-n's  pro- 
posed special  storage  Injection  rate. 

We  find  that  the  refusal  In  the  initial 
decision  to  consider  Brooklyn's  two  pro- 
posals should  be  affirmed.  Section  10  of 
Article  in  of  the  settlement  clearly  es- 
tablishes the  narrow  scope  of  tjie  rate 
design  Inquiry,  and  accordingly  no  party 
had  reason  to  anticipate  adjudication  of 
Transco's  demand  charge  adjustment 
and  lack  of  a  special  storage  injection 
rate,  notwithstanding  Brooklyn's  belated 
attempt  on  brief  to  the  Administrative 
Law  Judge  to  Inject  these  issues.  Clearly 
the  minimum  standards  of  notice  and 
opportunity  to  present  evidence  have  not 
been  satisfied. 

v.     MISCELL.\NEOTTS 

In  the  ordering  clause  of  the  initial 
decision  the  Administrative  Law  Judge 
ordered  Transco  to  file  revised  tariff 
sheets  reflecting  the  changes  made  in 
the  initial  decision,  as  well  as  making  the 
correspondlr^  refunds.  Transco  excepts 
to  the  filing  of  revised  tariff  sheets  be- 
cau.'^e  RP75-3  is  now  a  "locked-ln"  dock- 
et. It  also  except-s  to  the  refund  order 
as  it  relates  to  rate  design  (the  settle- 
ment stated  tliat  resolution  of  the  rate 
design  Issue  would  only  have  prospective 
effect!  and  to  advance  payments  (due  to 
an  advance  payment  tracking  filing  un- 
der the  settlement  made  on  July  1.  1975. 
these  refunds  should  only  cover  the  pe- 
riod from  February  1.  1975,  through 
Jime  30.  1975). 

Staff  opposes  TrarLsco's  miscellaneous 
exceptions.  To  begin  with,  whUe  It 
acknowledges  that  RP75-3  is  "l(Xked-ln" 
by  RP75-75  so  as  to  render  tlie  RP75-3 
rate  no  longer  "effectl\'e,"  Staff  argues 
that  the  RP75-3  tariff  sliould  be  re\ised 
to  reflect  the  resolution  of  the  reserved 
Issues  anyway.  Although  Staff  agrees 
with  Transco  that  refuniis  should  not  be 
ordered  concerning  rate  design  because 
resolutioD  of  ttiat  reserved  Issue  was  ex- 
pressly limited  to  prospective  effect,  tt 
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opposes  Transco's  argrument  against  re- 
funds concerning  disallowed  advance 
payments  because  the  Commission  has 
rejected  Transco's  advance  pa>-ment 
tracking  filings.  Accordingly,  Staff  con- 
tends that  such  refunds  should  be  or- 
dered for  t-he  period  from  February  1 
through  October  1.  1975. 

We  find  that  ordering  paragraph  (a) 
of  the  initial  decision,  requiring  the  fil- 
ing of  revised  tariff  sheets,  be  adopted, 
and  that  ordering  paragraph  ib)  of  the 
initial  decision.  requiring  refunds, 
should  be  expressly  limited  to  the  unsuc- 
cessful SNG  project  expenditures  and 
the  advance  payments,  as  Staff  proposes. 

The  Commission  further  finds:  (1>  Ap- 
plicant. Transcontinental  Ga-s  Pipe  Line 
Corporation,  is  a  "natural  gas  company" 
subject  to  the  provisions  of  the  Natural 
Gas  Act.  and  the  .sales  of  natural  gas 
subject  to  the  order  which  follows  as  a 
part  of  this  decision  are  sales  of  natural 
gas  m  interstate  commerce  for  resale 
subject  to  the  juri.sdiction  of  the  Com- 
mission. 

(2)  Those  portions  of  Applicant's 
rates,  which  were  not  part  of  the  settle- 
ment accepted  by  tlie  Commi.ssion  on 
November  13.  1975  and  wluch  have  been 
In  effect  in  these  dockets  subject  to  re- 
fund, have  not  been  shown  to  be  just 
and  reasonable  or  otherwise  lawful  under 
the  provisions  of  the  Natural  Gas  Act  in 
tlie  respects  noted  above,  and  Applicant 
should  be  required  to  file  revised  tariff 
sheets  encompassing  just  and  reasonable 
rates  as  necessary  to  confonn  to  this 
opinion  and  order. 

<3>  Applicant  should  be  required  to  re- 
fund to  its  jurisdictional  customers  any 
amounts  reilecting  tiie  difference  be- 
tween its  proposed  rates  and  the  rates 
required  to  be  filed  by  this  opinion  and 
order,  specifically  relatmg  to  unsuccess- 
ful SNG  project  expenditures  and  ad- 
vance payments. 

t4i  The  initial  decision  i.ssued  in  this 
reserved  issues  proceeding  on  December 
22.  1975.  should  be  affirmed  m  part  and 
reversed  in  part  as  hereinabove  detailed. 

'5'  The  imllateral  offer  of  settlement 
nied  by  Transco  on  July  2,  1976.  should 
be  rejected  for  the  reasons  set  forth  In 
the  body  of  ftus  order. 

The  Commission  orders:  'A)  The  in- 
creased rates  referred  to  In  Paragraph 
(2>  above  are  disallowed  to  the  extent 
that  they  do  not  conform  to  this  opinion 
and  order. 

iB'  Within  60  days  of  the  issuance  of 
this  opinion  and  order  Applicant  shall 
file  any  necessarj'  amendments  to  its  cost 
of  service,  rate  design  and  tariff  sheets 
for  the  period  from  February  1.  1975,  to 
October  1.  1975.  relating  to  unsuccessful 
SNG  project  expenditures  and  advance 
payments  and  prospectively  relating  to 
rate  design,  subject  to  tlie  approval  of 
.he  Commission. 

iC»  Within  30  days  of  the  Commis- 
sion's approval  of  Its  substitute  tariff 
sheets  in  accordance  with  paragraph  <B) 
above.  Applicant  shEill  refund  to  its  cus- 
tomers for  the  period  of  February  1, 1975. 
to  October  1,  1975.  all  amounts,  relating 
to  unsuccessful  SNG  project  expendi- 


tures and  advance  payments  collected  in 
excess  of  those  which  have  been  payable 
under  the  rates  and  charges  approved 
In  accordance  with  paragraph  (B)  above, 
together  with  interest  at  the  rate  of  nine 
<  9  >  percent  per  annum  from  the  date  of 
payment  to  Applicant  to  the  date  of  re- 
fund. 

iDi  Within  30  days  after  making  the 
refunds  required  by  paragraph  (C) 
above,  Applicant  shall  file  with  the  Com- 
mission in  writing  and  under  oath  a  re- 
port as  to  the  amount  of  any  refunds 
made  and  its  method  of  computing  the 
same,  together  with  releases  from  its  jur- 
isdictional customers. 

1 E »  The  initial  decision  issued  in  this 
reser%  ed  issues  proceeding  on  December 
22.  1975,  Ls  affirmed  in  part  and  reversed 
in  part  as  hereinabove  detailed. 

I F)  Exceptions  not  granted  are  denied. 

I  G I  Brooklyn's  motions  for  oral  argu- 
ment and  expedited  decision  are  hereby 
denied. 

(Ht  Transco's  offer  of  settlement  is 
hereby  rejected. 

By  the  Commission.  Commissioner 
Holloman,  dissenting,  filed  a  separate 
statement  appended  hereto.'' 

Kenneth  F.  Plumb. 
Secretary. 

I FR  Doc.77-15900  Filed  6-3-77.8:45  am] 


[Docket  No8.  CP74-138;  GP  74-139: 
CP74-1401 

TRUNKLINE  LNG  CO.  AND  TRUNKLINE 
GAS   CO. 

Extension  of  Time 

May  27,  1977. 

On  May  26.  1977.  the  Dlinois  Com- 
merce Commis.sion  filed  a  motion  for  an 
extension  of  time  to  June  28.  1977,  to 
submit  comments  on  Opinion  and  Order 
On  Proposal  w  Import  Liquefied  Natural 
Gas  to  the  United  States  From  Algeria, 
issued  April  29.  1977,  in  the  above-indi- 
cated docket. 

Upon  consideration,  notice  Is  hereby 
given  that  an  extension  of  time  Is 
granted  to  and  including  June  15,  1977. 
within  which  to  submit  comments  in  the 
above  proceeding. 

Kenneth  F.  Plttmb, 

Secretary. 

IFR  Doc.77-15896  Filed  6-3-77;8:45  am] 


[Docket   No    RP73-113:    Opinion  No.   769-AJ 
TENNESSEE  GAS  PIPELINE  CO. 
Opinion  and  Order  Denying  Rehearing 
May  31,  1977. 
On  July  9,   1976,  the  Commission  Is- 
sued Opinion  No.  769  establishing  Just 
and  reasonable  pipeline  rates  for  Ten- 
nessee Gas  Pipeline  Company  (Tennes- 
see) .  Applications  for  rehearing  of  por- 
tions of  Opinion  No.  769  were  filed  on 
August  6,  1976,  by  Berkshire  Gas  Ccxn- 


pany,  et  al.  < Berkshire),  and  Trunkline 
Gas  Company  (Trunkline" ;  on  August  9, 
1976,  by  Tennessee,  Interstate  Natural 
Gas  Association  of  America  (INOAA) 
which  simultaneously  petitions  to  inter- 
vene) ,  Transcontinental  Gas  Pipe  Line 
Corporation  i Transco*  (which  simulta- 
neously petitions  to  intervene* ,  Colum- 
bia Gas  Transmission  Corporation  and 
Consolidated  Gas  Supply  Corporation. 
(Columbia  and  Consolidated*  and 
Brooklyn  Union  Gas  Company  (Brook- 
lyn* ;  and  on  August  10,  1976,  by  the 
Public  Service  Commission  of  the  State 
of  New  York  *PSCNY*.  Also  on  August 
9,  1976,  Tennessee  and  INGAA  filed  mo- 
tions for  oral  argument  of  the  front-end 
advance  payment  issue  in  Opinion  No. 
769.  By  order  of  September  3,  1976,  we 
granted  rehearing  for  purposes  of  fur- 
ther consideration,  denied  the  motions 
for  oral  argument,  and  granted  untimely 
petitions  to  intervene. 

I.  Advance  Payments 

(a)   front  end  advances 

Tennessee.  Transco.  INGAA.  Trunk- 
line,  and  PSCNY  all  seek  rehearing  of 
the  Commission  exclusion  of  some  $92.- 
000,000  of  front-end  advance  payments 
which  had  not  been  expended  by  the  re- 
cipient producers  by  the  effective  date 
of  the  proposed  rates.  Numerous  grounds 
are  advanced. 

Tennessee  begins  its  assault  upon  the 
"line  of  credit"  test  referred  to  in  Opin- 
ion No.  769  by  contending  that  this  test 
conflicts  with  the  "reasonable  and  ap- 
propriate" standard  extant  not  only  in 
the  applicable  advance  pajTnent  order, 
Order  No.  465,  but  also  its  predecessors.'- 
It  then  adds  that  the  standard  is  "rea- 
sonable and  appropriate  in  order  to  ob- 
tain commitments  for  additional  gas 
supplies."  Tennessee  then  details  the 
contents  of  these  several  advance  pay- 
ment orders  in  order  to  emphasize  the 
absence  of  any  express  "line  of  credit" 
time  limitation  upon  the  disbursement 
of  advance  paj-ments.  It  moreover  ad- 
vances case  authority '  which  allegedly 
supports  Its  contention  that  the  "rea- 
sonable and  appropriate"  standard  of 
Order  Nos.  410,  410-A,  441,  and  465  does 
not  encompass  the  "line  of  credit"  test 
adopted  in  Opinion  No.  769. 

Tennessee,  joined  by  INGAA,  then  ad- 
vance what  appears  to  l^e  an  estoppel 
argument;  that  is,  they  allege  that  from 


»  statement  filed  as  part  of  original  docu- 
ment. 


•Order  No.  465.  48  FPC  1550  (1972):  Order 
No.  441,  46  FPC  1178  (1971);  Order  No.  410-A. 
45  FPC  13iJ  (1971) ;  and  Order  No.  410,  44  FPC 
1142  (1970). 

*  Columbia  Gas  Trarvimission  Corporation 
(Advance  Payment  Getty),  Opinion  No.  722, 
Docket  Nos.  RP71-18,  et  al..  Issued  March  7, 
1975,  aff'g  Columbia  Gas  Transmission  Cor- 
poration. Docket  Nos.  RP71-18,  et  al.,  Initial 
decision  issued  January  18,  1974:  Trunkline 
Gas  Company,  Docket  Nos.  RP72-23,  et  al., 
Initial  decision  Issued  November  13,  1974; 
Transcontinental  Gas  Pipe  Line  Corporation, 
Docket  Nos.  RP74-48,  et  al..  Initial  decision 
Issued  December  22,  1975:  ifichigan  Wiscon- 
sin Pipe  Line  Company,  Docket  Noe.  RP73- 
102.  et  blI.,  Initial  decision  Issued  March  31, 
1975. 
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various  sources'  the  Commission  had 
knowledge  o*  the  wide-spread  existence 
of  front-end  advances  but  chose  to  take 
no  action  against  them  until  Opinion 
No.  769.  They  infer  from  this  alleged 
pre-Order  No.  465  Commission  knowl- 
edge of  the  existence  of  front-end  ad- 
vances and  the  absence  of  language  in 
Order  No.  465  specifically  excluding  such 
advances  that  the  Commission  could  not 
have  intended  the  "reasonable  and  ap- 
propriate" standard  to  encompass  the 
"line-of-credit"  standard. 

Tennessee  next  turns  to  the  most  re- 
cent advance  payment  order.  Order  No. 
499,*  and  asserts  that  the  Commission's 
general  policy  stated  therein  (to  exclude 
advances  not  expended  by  the  recipient 
producer  "within  a  reasonable  time  from 
the  date  such  amounts  advanced  are  in- 
cluded In  the  pipeline's  rate  base")  nec- 
essarily Indicates  that  there  was  no  such 
policy  Intended  in  Order  No  465.  Ten- 
nessee, supported  by  INGAA.  concludes 
this  particular  basis  for  rehearing  by  ar- 
guing that  the  Commission  In  Opinion 
No.  769  violated  due  process  by  retro- 
actively ^plying  this  new  timing  stand- 
ard first  enunciated  In  Order  No.  499 
to  the  Instant  proceeding  governed  by 
the  prior  Order  No.  465. 

Tennessee  then  recites  Its  evidentiary 
presentation  on  this  Issue  (Exh.  T-12, 
T-13)  to  support  a  finding  that  Its  front- 
end  advance  payments  are  "reasonable 
and  appropriate"  under  Its  Interpreta- 
tion of  Order  No.  465.  Specifically.  It 
points  to  evidence  showing  that  front- 
end  advances  were  common  business 
practice,  of  benefit  to  Its  customers, 
made  by  Tennessee  in  good  faith,  and 
an  absolute  term  of  trade  which  the 
producers  could  Insist  upon  because  of 
their  superior  bargaining  position.  Ten- 
nessee, INGAA,  Transco  and  PSCNY 
stress  the  importance  of  this  latter  point, 
that  competitive  pressures  forced  Ten- 
nessee to  make  front-end  advance  pay- 
ments, as  is  allegedly  recognized  by  the 
Commission  in  Opinion  No.  722,  supra 
note  2. 

The  other  parties  seeking  rehearing  of 
our  exclusion  from  rate  base  of  Termes- 
see's  front-end  advance  payments  come 
forward  with  numerous  theories.  Transco 
and  INGAA  suggest  that  the  Commis- 
sion erred  by  founding  the  timing  test 
upon  how  a  producer  finances  explora- 
tion and  development.  Instead,  they  con- 
tend that  the  relevant  Inquiry  is  how  a 
pipeline  would  finance  Its  advance  pay- 
ments, and  that  from  the  pipeline  fi- 
nancing perspective  Staff's  thirty-day 
rule  is  clearly  wrong  for  a  pipeline  will 
finance  advances  in  part  through  equity 
and    long-term    debt    securities,    which 


'  1 1 )  The  position  taken  by  PSCNY  again.st 
front-end  advances  in  several  proceedings; 
(2)  Data  contained  in  Attachment  D  to  Or- 
der No  465:  (3)  Dat«  contained  in  FPC  Form 
102  reports  on  file  with  the  Commission 
(summarized  in  Elxh  72):  (4)  Commission 
rejection  in  Order  No  465  (48  FPC  at  1552) 
of  a  proposed  "per  Mef  cost"  for  reserves  at- 
tarlied  under  the  program;  (5)  FPC  Office 
of  General  Counsel  statement  delivered  to 
Federal  Power  Bair  Association  on  .^prl!  29. 
1<>71. 

■  60  FPC  2111  1 1973) 


cannot  be  used  to  raise  capital  In  auch 
a  short  period,  and  in  part  through  bank 
borrowings,  which  often  require  com- 
mitment fees  or  maintenance  of  compen- 
sating balances.  As  a  related  matter 
INGAA  also  contends  that  there  was  no 
substantial  evidence  supporting  applica- 
tion of  the  "line  of  credit"  thirty  day 
rule  to  producers.  It  discounts  Staff's 
presentation  on  the  subject,  and  it  more- 
over alleges  that  producers,  like  pipelines 
mentioned  above,  rely  heavily  upon 
equity  and  long-term  debt  securities, 
which  cannot  be  marketed  In  Installmait 
quantities  and  on  thirty  days  notice,  as 
well  as  bank  loans  requiring  commitment 
fees  or  compensating  balances. 

Transco  continues  with  several  more 
contentions.  To  begin  with,  it  points  out 
that  Opinion  No.  769.  by  adopting  a  per 
se  rule  (front-end  advances  are  pre- 
sumptively extravagEint)  conflicts  with 
the  Commission's  pricfr  positicMi  that  It 
would  Judge  the  reasonableness  and  ap- 
propriateness of  advance  payments  on  a 
case-by-case  basis.  Transco  furthermore 
reasons  that  the  "line  of  credit"  stand- 
ard is  anathema  to  the  underlying  pur- 
pose of  the  advance  payment  program, 
which  Is  to  provide  an  extra  incentive  or 
stimulus  to  producers.  Plntilly,  Transco 
propounds  that  the  "line  of  credit" 
standard  equates  to  interest  reimburse- 
ment, which  the  Commission  has  already 
rejected. 

■We  find  tliat  rehearing  of  Opinic«i  No. 
769  as  to  our  exclusion  of  front-end  ad- 
vance pajTnents  from  rate  base  should 
be  denied.  Accordingly,  we  continue  to 
exclude  such  advances  for  they  have 
not  been  shown  to  be  reasonable  and 
appropriate. 

Tennessee  contends  that,  by  imposing 
the  'line  of  credit"  standard  upon  it,s  Or- 
der No.  465  advance  payments,  the  Com- 
mission went  beyond  the  "reasonable  and 
appropriate"  standard  of  Order  No,  465 
or  its  predecessors;  however,  this  is 
clearly  not  the  case.  Every  time  a  pipeline 
seeks  to  increase  its  Jurisdictional  rates 
Section  4(e*  of  the  Natural  Gas  Act  man- 
dates that  It  prove  that  such  increase  is 
just  and  reasonable.  This  burden  of  proof 
governs  Tennessee's  actions  notwith- 
standing the  specific  language  of  any 
Commission  rulemsiking  order.  In  the 
present  context,  however,  the  Commis- 
sion has  expressly  forwamed  the  inter- 
state pipelines  that  only  "reasonable 
and  appropriate"  advances  will  be  per- 
mitted in  rate  base.  If  advances  which 
are  front-end  in  nature  are  In  fact  un- 
rca-sonable  and  inappropriate,  then  it  is 
difficult  to  understand  how  the  Com- 
mission is  precluded  from  enforcing  the 
express  "reasona'Dle  and  appropriate" 
standard.  The  several  specific  criteria 
placed  In  the  advance  payment  orders  up 
to  and  including  Order  No.  465  '  were  in- 
tended to  address  particular  details  of 
the  program  v.hicii  miyht  nol  be  con- 


clusively resolved  in  the  "reasonable  and 
appropriate"  standard.  Since,  as  we  shall 
elab<H-ate  upon  subsequently,  a  substan- 
tial time  lag  between  when  the  pipe- 
line advances  funds  to  the  producer  find 
when  the  producer  actually  expends  sucii 
funds  has  no  Inherent  justification,  there 
was  no  need  to  specifically  Identify  the 
problem.  It  cannot  be  argued  that  the 
Commission's  rate  jurisdiction  under 
Sections  4  and  5  of  the  Natural  Gas  Act 
is  Limited  to  those  items  specifically  and 
previously  stated  in  a  rulemaking  or  ad- 
judicatory order,  even  though  tl:ie  rate 
increase  item  at  issue  is  nonetlieless  un- 
reasonable and  inappropriate  Moreover. 
Tennessee's  insistence  upon  language  in 
Order  No.  441  <"reascHiable.  necessary 
and  appropriate  in  order  to  contract  for 
gas  supplies"!  is  misplaced  for  that  lan- 
guage refers  to  tlie  underlying  justifica- 
tion for  the  entire  advance  payment 
program 

The  Commission  did  not  establish  a 
new  standard  in  Opinion  No.  769.  Ii~j- 
stead.  it  applied  the  existing  "reasonable 
and  appropnate"  test  The  "reasonable 
and  appropriate"  standard  predates  Or- 
der No.  465.  It  was  aL<;o  found  in  Order 
Nos.  410,  410-A  and  441:  however,  this 
standard  was  never  interpreted  by  the 
Commission  to  tolerate  front -end  ad- 
vance paj-ments.  Tennessee's  allegations 
to  tlie  contrarj'  notwithstanding  Ad- 
vance payment  timing  was  not  men- 
tioned in  Order  No.  465  because  there 
was  no  apparent  need  to  alter  the  "rea- 
sonable and  appropriate"  standard, 
which  already  contemplated  the  exclu- 
sion of  extravagant  and  unnece.ssarv-  ex- 
penditures. In  addition  as  early  as  Sep- 
temt>er  1974.  the  Commi-ssion  had  ex- 
plicitly stated  that  the  "reasonable  and 
appropriate  "  .standard  in  Order  No  465 
encompasses  a  reasonable  timing  test ' 

The  Issue  of  the  reasonableness  of 
front -end  advances  was  clearly  raised  in 
this  proceeding  by  Staff's  direct  case  for 
the  thirty  day  rule.  'Exh.  S-10,  and  49*. 
Tennessee  had  the  opportunity  to  rebut 
the  thirty  day  rule  but  chose  instead  to 
arcue  as  a  matter  of  law  that  Order  No. 
465  contemplated  front-end  advances 
(Exh.  T-121 .  and  as  a  matter  of  fact  that 
the  producers  would  not  have  been  a? 
Inclined  to  enter  advance  payment  agree- 
ments absei  t  the  front-end  "incentive." 
'Exh.  T-13 1.  Staff  raised  serious  ques- 
tions as  to  the  reasonableness  of  Ten- 
nessee advancing  large  sums  to  produc- 
ers which  did  not  plan  to  use  them  for  a 
period  of  months  or  years.  While  we  do 
not  find  that  a  maximum  time  lag  of 
thirty  days  between  advance  and  ex- 
penditure IS  necessarily  the  only  reason- 
able and  appropriate  standard.  It  was 
well  pleaded  and  completely  unrebutted 
by  Tennessee  Accordingly,  we  find  that 
Tennessee  failed  to  meet  its  burden  of 


'  Inclusion  of  prodxicer  cost.*  for  explora- 
tion; five  year  period  frcan  inclusion  in  rat* 
base  until  commencement  of  gas  dellverlee, 
five  year  repayment  period:  lnclusl<Mi  of  ad- 
vance payments  to  aiBIlate  producers  con- 
tinued excliiKlor.  of  lease  acoiilsitionf 


•  Natural  Gas  Pipeline  Company  of  Amer- 
ica. 62  PPC  652.  665  (1974).  The  Commis- 
sion therein  stated  in  regard  to  Order  No 
465  that  "(ojuT  Intent  has  been  that  the 
actual  advance  of  funds  would  closely  ^- 
prozlmate  the  operation  of  a  Une-of-credlt. 
le  .  the  funds  would  be  drawn  dowi.  a--  roei 
and    pr'-tere'v^    rpqnlred  ' 
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proof  that  its  front-end  advance  pay- 
ments WTTP  reasonable  and  appropriate. 

rt  might  be  that  Tennessee  requires 
more  or  less  time  in  order  to  make  avail- 
able the  funds  needed  by  the  recipient 
producer  for  specific  expenditures;  how- 
ever. Tennessee  was  silent  on  this  point 
which  was  clearly  at  issue.  Staff  pointed 
out  (Exh.  S-9.  p.  6>  that  on  the  average 
Tennessee's  front-end  advances  were  not 
fully  utilized  by  the  recipient  producers 
for  22.8  months.  Although  in  specific 
cases  it  might  be  reasonable  to  expect 
that  the  pipeline  needs  more  than  thirty 
days  to  respond  to  a  producer's  request 
for  funds  for  imminent  exploration,  de- 
velopment or  production  activity,  we  can 
conclude  from  our  regulatory  experience 
that  no  company  would  ever  attract  cap- 
ital as  far  in  advance  of  expenditure  as 
Tennessee  has  allowed  its  recipient  pro- 
ducers to  do  in  this  case.  It  would  be  un- 
just and  unreasonable  to  saddle  Tennes- 
see's customers  with  the  carr>-ing 
charges  of  such  extravagant  flnancial 
arrangements. 

It  must  be  remembered  that  the  en- 
tire advance  payment  program  was  a 
sharp  departure  from  traditional  produc- 
er regiilation.  Although  the  program 
was  "a  justifiable  experiment  in  the  con- 
tinuing search  for  solutions  to  our  Na- 
tion's critical  shortage  of  natural  gas."' 
the  unique  nature  and  obvious  impact 
upon  the  pipelines'  customers  of  the  pro- 
gram have  required  throughout  close 
scrutiny  of  the  associated  costs  Under 
such  circunistances  it  seems  Incredible 
that  any  pipeline  would  have  advanced 
large  sums  to  producers  many  months  or 
years  before  tho.se  producers  planned  to 
expend  them. 

Moreover,  Tennessee'.s  allegation  of 
Commission  knowledge  of  the  existence 
of  substantial  front-end  advances  prior 
to  its  promulgation  of  Order  No.  465, 
supra  note  3.  is  not  only  unfounded  but 
also  inappropnate.  Tennessee  is  asking 
the  Commi.s,sion  to  first  of  all  infer,  from 
statistical  data  and  other  material,  pat- 
ent evidence  of  massive  front-end  ad- 
vances and  secondly  to  assume  the  re- 
sponsibility for  amending  its  advance 
payment  regulations  to  explicitly  address 
this  at  best  Inferred  problem  with  the 
penalty  for  nonfeasance  'exces.sive  and 
unnecessary  carr^'lng  charges)  Imposed 
upon  the  consumer.  Tennessee's  estoppel 
argument  conflicts  with  the  mandate  of 
the  Natural  Gas  Act  and  cannot  prevail. 
In  addition  it  is  factually  unfounded. 


'  Pv.blic  Seri'ice  Commisxion  of  New  York  v. 
FPC  467  P  2d  361.  371  (DC.  Clr.  1972)  Of 
course  pursuant  to  the  court  remand  In 
P-ublic  Service  Commission  of  Ne:c  York  v. 
FPC  511  P  2d  338  (DC.  Clr  1975)  the  Com- 
mission has  subsequently  reassessed  the  pro- 
gram and  has  determined  that  the  advance 
payment  program  should  be  t.erm!na1:ed  .'Ad- 
vances for  Gas  Exploration.  Development  and 
Productlnn,  Docket  Nob  R-411  and  RM74-4, 
orders  bwvied  December  31.  1975.  and  Febru- 
•ry  37.  1978.  In  addition  the  Commission  has 
mora  recently  required  a  reduction  In  the 
eb*r^  paid  by  a  pipeline  to  a  poroducer  under 
tb«  new  nation^  rata  for  the  carrying 
charees  for  any  advances  made  after  No- 
vember 5.  1978.  Opinion  No  770-A.  Docket 
No   RM75-I4,  Issued  November  5,  1978 
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The  alleged  sources  and  tndicati«is  of 
Commission  knowledge  of  pre-Order  No. 
465  front-end  advance  rmyments,  supra 
note  3,  are  inadequate  under  any  stand- 
ard. To  begin  with,  PSCNY's  comments 
to  the  notice  of  rulemaking  preceding 
Order  No.  465,  as  well  as  its  application 
for  rehearing  of  Order  No.  465,  both  cited 
by  Tennessee.  Indicate  a  general  concwTi 
for  the  relative  InequaUty  of  bargaining 
positions  between  producers  and  pipe- 
lines and  a  desire  for  greater  standards 
to  be  imposed  upon  advances,  noting 
that  'possibly  they  could  be  tied  to  spe- 
cific cost  expenditures."  While  one  could 
possibly  infer  from  this  that  PSCNY  was 
concerned  over  front-end  advances,  such 
an  inference  is  by  no  means  obvious  or 
even  likely. 

In  addition,  the  advance  payment  data 
presented  in  both  Attachment  D  to 
Order  No.  465  and  FPC  Forms  102  does 
not  afford  a  patent  demonstration  of 
wide-spread  front-end  advances  prior  to 
Order  No.  465.  The  Commission  em- 
ployed Attachment  D  in  Order  No.  465 
to  demonstrate  that  the  advance  pay- 
ment program  had  resulted  in  significant 
production  activity,  including  the  addi- 
tion of  substantial  proven  reserves. 
Under  Tennessee's  argument,  the  Com- 
mission would  now  have  to  waive  the 
protection  of  the  Natural  Gas  Act  as  to 
Tennessee's  customers  for  any  otherwise 
"unreai^onable  and  inappropriate"  ad- 
vances of  the  type  which  might  conceiv- 
ably be  Inferred  to  exist  from  some  sta- 
tistical data  used  by  the  Commission  for 
a  totally  different  purpose. 

Furtliermore,  Tennessee's  reference  to 
Co.mmission  rejection  in  Order  No.  465 
<48  FPC  at  1552 »  of  the  proposal  to  de- 
termine a  charge  per  Mcf  by  dividing 
dollars  advanced  by  total  reserves  re- 
ported is  inappo.site  as  to  the  Lnstajat  fac- 
tual issue.  It  is  clear  from  the  Commis- 
sion's reasoning  therein  that  recognition 
of  front-end  advances  was  not  one  of  the 
bases  for  rejecting  the  proposal.  The  re- 
mainder of  the  alleged  sources  (General 
Counsel  statement)  Is  too  attenuated  to 
warrant  any  reply. 

We  are  similarly  unpersuaded  by  the 
legal  precedent  cited,  supra  note  2.  Ex- 
cept for  Opinion  No.  722,  initial  decisions 
alone  are  being  called  upon.  The  Com- 
nii.'ision  is  obviously  not  bound  by  the 
ruling  of  an  Administrative  Law  Judge  If 
it  finds  that  the  initial  decision  is  er- 
r(xieous  as  a  matter  of  law  or  fact.  In  ad- 
dition Opinion  No.  722  does  not  support 
Tennessee's  stance.  Even  a  cursory  read- 
ing of  tiiat  order  indicates  that  the  Com- 
mission approved  of  the  timing  concept 
being  implicit  in  the  "reasonable  and 
appropriate"  standard,'  and  the  inclu- 
sion of  certain  front-end  advances 
therein  was  expressly  limited  to  the 
facts.*  To  the  extent,  however,  that  Opln- 


•■'We  agree  with  Staff  that  there  must  be 
a  rea.-*3nable  and  appropriate  relatlonslilp  be- 
tween th«  amount  and  time  ot  advance  and 
the  amount  and  time  ot  their  utUlzatlon." 
(31tp  op.  at  8) 

•  "Our  acUon  herein  sbcmld  not  be  In- 
terpreted to  mean  thaX  In  any  future  cases 
the  reeflonabte  and  appropriate  standartto  as 
discussed  above  ^-Ul  be  waived."  iSllp  op  at 
9). 


ion  No.  722  could  conceivably  be  read  as 
Commission  sanction  of  rate  base  inclu- 
sion for  front-end  advances  which  have 
not  been  shown  to  be  reasonable  and  ap- 
propriate, it  is  hereby  overruled  and  shall 
not  be  followed  in  any  Commission  de- 
cision. Such  rejection  of  the  holding  in 
Opinion  No.  722  in  no  way  prejudices 
Tennessee  since  its  issuance  date  of 
March  7,  1975,  follows  the  end  of  the  ad- 
ju!=ited  test  period  in  RP  73-113. 

We  turn  to  Tennessee's  argument  that 
a  timing  standard  to  be  applied  to  front- 
end  advances  was  not  promulgated  until 
Order  No.  499  and  that  accordingly  its 
retroactive  application  to  advances  made 
pursuant  to  the  earlier  Order  No.  465 
violates  due  process.  Opinion  No.  769  does 
not  run  afoul  of  the  proscription  against 
retroactive  nilemakin?  because,  as  we 
have  already  demon-^trated  above,  the 
"reasonable  and  appropriate"  standard, 
extant  through  all  of  the  advance  pay- 
ment rulemaking  orders,  neces-^arily  cov- 
ered such  imnecessary  and  extravagant 
costs  as  those  resulting  from  front-end 
advances.  Of  course  the  Commi'^sion  did 
explicitly  impose  the  timing  standard  in 
Order  No.  499;  however,  this  was  no 
change  in  policy.  It  was  instead  due  to 
the  Commission's  realization  that  th? 
pipelines  were  disregarding  the  "reason- 
able and  appropriate"  standard  of  Order 
No.  465  and  that  its  intention  had  to  be 
further  delineated. 

Neither  can  the  Commission  f^nd  an 
adequate  basis  for  Including  these  front- 
end  advances  from  Tennessee's  eviden- 
tiary presentation  (Exh.  T-12,  T-13) .  as 
we  have  already  concluded  in  Opinion 
No.  769.  Although  we  would  include  in 
rate  base  front-end  advances  made  under 
agreements  for  which  the  term"-,  and  con- 
ditions produced  a  positive  or  net  bene- 
fit to  the  consumer,  no  such  showing  of 
net  benefit  has  been  made  by  Tennessee. 
An  example  of  such  positive  benefit  is 
found  in  Transcontinental  Gas  Pipeline 

Corporation,  Opinion  No.  ,  Docket 

Nos.  RP74-48  and  RP75-3,  Issued  on  this 
day. 

Through  the  conclusory  statements  of 
Its  witnesses  Tennessee  attempts  to  prove 
that  its  front-end  advances  are  reason- 
able and  appropriate  for  the  following 
reasons:  'D  Tennessee  made  a  good 
faith  effort  to  comply  with  Order  No. 
465  as  it  understood  that  order.  <Exh. 
T-12,.  pp.  2-10).  '2)  It  was  reasonable 
to  make  front-end  advances  under  Order 
No.  465  because  so  many  advances  were 
being  made  in  that  format  at  that  time. 
(Exh.  T-12,  p.  11).  '3)  The  producers 
insisted  upon  front-end  advances:  there- 
fore. Tennessee  could  not  have  formed 
any  advance  payment  contracts  but  for 
the  front-end  feature.  CExh.  T-12.  pp. 
11-12;  Exh.  T-13,  pp,  3-6> .  C4)  Front- 
end  advances  benefit  the  con.sumer  for 
they  commit  gas  reserves  at  a  lower  cost 
than  installment  advances  for  the  latter 
are  subject  to  cost  escalation.  (Exh.  T- 
12.  p.  13;  Exh.  T-13.  p.  6) .  '5)  Front-end 
advances  also  benefit  the  consumer  by 
creating  financial  certainty  for  the  pipe- 
line which  Ls  translated  Into  rate  sta- 
bfllty.  fExh.  T-12.  p.  13>.  («>  Pront-end 
advances  moreover  benefit  the  consumer 
by  promoting  more  rapid  exploration  and 


development  and  tying  attachment  of 
onshore  reserves  to  offshore  reserves. 
I  Exh.  T-12,  p.  13-14;  Exh.  T-13,  pp.  6-7) . 
Not  only  Is  the  aforementioned  evidence 
of  limited  value  because  it  is  merely  con- 
clusory statements,  but  it  ts  also  in  large 
part  incorrect. 

All  of  the  arguments  made  in  favor  of 
front-end  advances  tactfully  avoid  the 
central  fact  that,  while  Order  No.  465 
permits  rate  base  treatment  for  advances 
used  for  gas  exploration,  development 
and  production.  Tennessee's  front-end 
advances  were  used  by  the  producers  for 
a  substantial  time  period  for  other  pur- 
poses. As  we  have  already  stated,  a  pipe- 
line might  be  able  to  show  that  It  needs 
more  than  thirty  days  to  finance  its  ad- 
vances upon  request  by  the  producer; 
however,  to  merely  advance  the  recipient 
producer  large  sums  of  money,  long  be- 
fore that  producer  would  under  common 
business  practice  obtain  liquid  funds  and 
long  before  it  Intended  to  expend  such 
sums.  Is  necessarily  imreasonable  and  In- 
appropriate. 'WWle  Tennessee  now  be- 
moans the  competitive  situation  (front- 
end  advances  were  a  necessary  term  of 
trade)  In  which  It  found  Itsel'T  In  1973,  It 
should  have  appraised  the  Co(mmlsslon  of 
the  problem  at  that  time  Instead  of  par- 
ticipating In  this  unreasonable  suid  In- 
appropriate contractual  arrangement. 
Moreover,  the  Commission  carmot  sur- 
render the  rights  of  the  consumer  when 
a  number  of  pipelines,  as  In  the  present 
case,  decided  to  make  excessive  advances 
and  as  a  result  made  the  front-end  fea- 
ture a  required  condition  of  advance 
payment  bargaining. 

We  conclude  by  addressing  the  argu- 
ments presented  by  the  other  parties 
seeking  rehearing.  To  begin  with,  a  de- 
termination of  reasonableness  and  ap- 
propriateness requires  consideration  of 
the  common  business  practices  of  pro- 
ducers ;  however,  we  would  have  also  con- 
sidered evidence  by  the  pipeline  as  to 
how  It  could  reasonably  finance  Its  In- 
stallment payments  to  the  producers  for 
specific  expenditures.  In  other  words  a 
pipeline  might  be  able  to  show  that  thirty 
days  is  too  short.  Unfortunately,  Ten- 
nessee declined  to  make  such  a  presenta- 
tion and  must  now  stand  upon  Its 
silence.  The  burden  of  proof  was  upon 
Tennessee  to  rebut  the  thirty  day  rule 
and  it  Ignored  the  burden.  In  this  c&se, 
we  do,  however,  exclude  from  rate  base 
any  advances  made  by  Tennessee  which 
had  not  been  expended  by  the  recipient 
producer  within  thirty  days  after  the 
end  of  the  nine  month  adjusted  test  pe- 
riod. In  addition  we  reject  the  contention 
that  the  Commission  has  ignored  its  prior 
pronouncements  of  avoiding  a  per  se 
stance  and  adopting  a  case  by  case  ap- 
proach. Since  we  have  applied  the  rea- 
sonable and  appropriate  standard  to  the 
specific  facts  of  this  case,  as  is  evident 
from  the  discussion  above,  it  Ls  clear  that 
the  Commission  has  not  taken  a  per  se 
view  of  these  frcmt-end  advances.  Fur- 
thermore, the  incentive  purpose  of  the 
advance  payment  program  Is  manifested 
in  allowing  the  producers  consumer- 
financed,  Interest-free  loans  for  explora- 
tion,  development  and  production   ex- 
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penditures.  Although  the  producers 
would  obviously  be  further  enriched  by 
Interest-free  loans  for  any  other  purpose, 
as  would  result  from  front-end  advances, 
this  added  Incentive  imposes  excessive 
and  imreasonable  costs  upon  the  con- 
sumer. Finally,  the  Commissions  re- 
jection of  interest  reimbur.<;ement 
schemes  "■  does  not  govern  the  install- 
ment advance  concept  approved  herein. 
Limiting  rate  base  treatment  to  advances 
made  within  a  reasonable  time  of  expen- 
diture does  not  equate  to  Interest  reim- 
bursement. This  is  because  a  producer, 
which  has  not  been  able  to  attract  suffi- 
cient capital  for  exploration,  develop- 
ment and  production,  should  be  able  to 
finance  Its  expenditures  through  an  ad- 
vance payment  arrangement  ccmtemplat- 
ing  installment,  not  front-end,  advances. 

(B)    ADVANCES  TO  AFFILIATE  PRODUCERS 

Tennessee  also  seeks  rehearing  of  the 
Commission's  affirmance  of  the  excluslcm 
from  rate  base  In  the  Initial  decision  of 
non-Canadian,  unexpended.  Intracorpo- 
rate advance  payments.  It  prefaces  Its 
argument  with  Its  prior  conclusion  that 
front-end  advances  are  permissible  under 
Order  No.  465.  It  then  argues  that,  If  the 
Commission  In  Oplniwi  No.  769  affirmed 
the  rationale  found  in  the  initial  deci- 
sion, it  has  committed  error  for  Order 
No.  465  clearly  states  that  advances  to 
affiliated  and  Independent  producers 
shall  receive  the  same  treatment. 

We  deny  rehearing  of  our  exclusion  of 
Tennessee's  non-Canadian,  unexpende<lL 
intracorporate  advances.  We  do  so,  how- 
ever, solely  for  the  same  reason  that  we 
excluded  front-end  advances,  but  In  the 
context  of  the  Initial  decision  the  Ad- 
ministrative Law  Judge  erred  by  treating 
affiliated  and  independent  producers  dif- 
ferently. He  failed  to  follow  our  pro- 
nouncement in  Order  No.  465  that  "(f)  or 
rate  base  purposes  advances  to  pipeline 
affiliated  pr(xlucers  shaJl  be  treated  the 
same  as  advances  to  Independent  pro- 
ducers." 

(C)    CANADIAN  ADVANCES 

Tennessee  moreover  seeks  rehearing  of 
the  Commission's  exclusion  from  rate 
base  of  $37,500,000  of  advance  payments 
made  to  Tenneco  Oil  and  Mineral  Llln- 
ited  for  exploration  and  development  in 
the  Arctic  Islands  area  of  Canada.  It  as- 
signs error  first  of  all  to  the  alleged 
Commission  failure  to  consider  Its  evi- 
dence of  requisite  Canadian  assurances  of 
export  authorization  and  secondly  to  the 
Commission's  limited  consideration  of 
extra-record  material  concerning  Cana- 
dian export  policy  In  that  the  Commis- 
sion failed  to  consider  other  material 
which  Termessee  cites  for  the  first  time 
herein. 

Tennessee  prefaces  this  rehearing  pe- 
tition by  noting  for  the  first  time  that  It 
would  accept  a  condition  requiring  re- 
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fund  of  all  carrying  charges  related  to 
this  Canadian  advance  if  Canada  ulti- 
mately declined  to  authorize  exportation 
of  this  Arctic  Island  gas  to  Tennessee.  It 
then  attacks  the  exclusion  of  its  Cana- 
dian advances  by  first  relying  upon  its 
evidentiary  presentation  below  lExli. 
T-14t  to  prove  that  export  authorization 
for  this  Arctic  Island  gas  will  occur.  It 
reiterates  its  position  that  under  the 
Canadian  National  Energy  Boards 
ly'^EBi  export  test  (there  must  be  a  sur- 
plus of  reserves  over  25  times  the  level 
of  Canadian  demand  four  years  in  the 
future*  the  34.2  Tcf  threshold  has  been 
more  than  met  by  the  60  Tcf  reserves 
estimates,  which  do  not  include  a  pos- 
sible 30  Tcf  from  Uie  Artie  Islands,  as 
well  as  additional  reser\-es  from  the  other 
frontier  areas  of  the  McKenzie  Delta 
and  offshore  Atlantic.  It  also  refers  to 
prior  Commission  optimism  over  future 
Canadian  gas  exportation  into  tlie 
United  States, '  along  with  Staff's  de- 
preciation evidence  in  this  proceedmp, 
that  being  reliance  in  part  upon  in- 
creased Canadian  exTXDrts. 

Tennessee  next  refers  to  extra-record 
material  allegedly  not  considered  by  the 
Commi-ssion  ''  and  concludes  therefrom 
that  Canada  maintains  Its  commitment 
to  export  gas 

We  deny  Tennessee's  application  for 
rehearing  of  our  exclusion  in  Opinion  No. 
769  of  its  Canadian  advance  payments. 
To  begin  with,  as  we  pointed  out  in  Opin- 
ion No.  769,  Canadian  advance  payments 
are  not  sanctioned  under  our  advance 
payment  regulations.  Accordingly,  it  is 
not  enough  for  a  pipeline  to  demonstrate 
compliance  with  such  regulations.  The 
sole  basis  for  even  considering  Canadian 
advance  pa>Tnents  is  our  prior  statement 
that  pending  a  Canadian  advance  pay- 
ment rule-making  such  advances  "shall 
be  treated  on  a  case  by  case  basis  "  " 

Or  caution  and  restraint  over  Cana- 
dian advance.*  is  obviously  due  to  the 
added  imcertainty  over  ultimate  result- 
ing gas  deliveries  to  the  pipeline's  cus- 
tomers arising  from  the  need  for  export 
authorization.  Consequently,  a  pipeline 
must  demonstrate  that  receipt  by  the 
appropriate  American  consumers  of  the 
Canadian  gas  at  issue  will  most  likely 
occur.  Tennessee  did  not  make  thi.s  show- 
ing. 

In  light  of  the  heavy  burden  of  proof 
imposed  upon  Tennessee,  its  evidence  is 
inadequate.  Tennessee  founds  its  posi- 
tion of  likely  export  authorization  upon 
a  1971  NEB  decision  denying  a  request 
for  authorization.  Since  in  the  Canadian 


"E.g.  United  Gas  Pipe  Line  Corporation. 
Docket  No.  RP76-50,  order  issued  September 
4,  1976;  and  Transcontinental  Gas  Pipe  Line 
Corporation,  Docket  No.  RP75-75.  issued  Sep- 
tember 9.  1975 


■Consolidated  Gas  Supply  Corporation, 
Opinion  No.  703.  52  FPC  454.  462  (1974); 
Sattonal  Gas  Survey.  Volume  I. 

■'Canadian  National  Gas  Supply  and  Re- 
quirements. National  Energy  Board  of  Can- 
ada, April  1975.  p  94;  An  Energy  Strategy  for 
Canada  Policies  .for  Self -Reliance.  Minister 
of  Energy,  Mines  and  Resources,  1976,  pp. 
67.  80.  81.  and  124,  and  statement  of  the  cur- 
rent Minister  of  Energy.  Mines  and  Resources. 
Alastair  GlUisple  in  December  1975. 

"  Advances  to  Suppliers  for  Gas  Outside 
Continental  United  States  Docket  No  R--4«6 
Notice  of  Rulemaking.  38  Pt-d  Reg  1056 
(January  1973). 
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advance  payment  context  it  Is  necessary 
to  antlclpftte  future  export  authoriza- 
tion. Tennessee's  1971  material  is  stale, 
especially  in  light  of  the  significant 
changes  in  Canadian  export  policy. 
infra,  since  that  time.  Even  when  we 
consider  this  evidence  on  its  own.  it  is 
unpersuasive:  In  1971  the  NEB  found  a 
1  1  Tcf  supply  deficiency  over  the  25 
times  fourth  year  demand  requirements. 
This  finding  entailed  e.stabli.shed  Cana- 
dian reserves  of  60.3  Tcf:  therefore. 
Tennessee's  assertion  that  established 
reserves  need  only  exceed  C4  2  Tcf  is 
clearly  erroneous.  In  addition  Termessee 
had  introduced  insufficient  evidence  to 
show  that  the  NEB's  1971  exclusion  of 
frontier  reserves  is  likely  to  change.  Its 
allegations  of  30  Tcf  from  the  Arctic 
Islands  remains  premature. 

Turning  to  the  beyond  the  record  mat- 
ter of  which  we  are  entiUed  to  take  ad- 
ministrative notice,  the  1975  NEB  re- 
port supra  note  12.  is  the  most  germane 
for  the  NEB  is  the  Canadian  agency 
charged  with  considering  export  author- 
izations. A  reading  of  that  report  as  a 
whole  indicates  that  the  NEB  is  now 
scrutinizing  export  applications  much 
more  closely  in  relation  to  Canada's  en- 
ergy needs  and  interests.  In  addition  It 
is  clear  to  the  Commission  that  the  NEB 
is  no  longer  calculating  the  exportable 
surplus  gas  solely  on  the  basis  of  reser\-es. 
It  is  also  interested  in  deliverability: 
"The  Board  will  henceforth  make  a  case- 
by-case  assessment  of  reserves  and  de- 
liverabUity  both  when  licenses,  if  any. 
are  issued  and  at  appropriate  inten,-als." 
NEB  report,  supra  note  12.  p.  94.  In  this 
vein  we  note,  by  extrapolating  from  Ta- 
bles 2  and  19  of  the  NEB  report,  that 
from  I915  through  1985  the  NEB  projects 
that  the  annual  volumes  available  for 
export  from  the  conventional  producmg 
areas  wUl  decline  from  937  Bcf  to  zero. 
Furthermore,  the  NEB  report  indicates 
Arctic  Island  reserve  estimates  to  range 
from  8.5  Tcf  to  12.5  Tcf.  not  Tennessee's 
30  Tcf.  Finally,  it  Is  clear  from  the  re- 
port that  the  NEB  continues  to  exclude 
frontier  area  gas  from  its  export  deliber- 
ations due  to  imcertainty  of  amount  and 
more  importantly  absence  of  any  ap- 
proved means  of  moving  this  gas  to 
market. 

The  other  official  publication  referred 
to  by  Tennessee,  An  Energy  Strategy  for 
Canada,  supra  note  12,  does  not  support 
Tennessee's  position.  To  begin  with,  as 
the  authors  recognized  <p.  57)  it  is  based 
on  a  ■■  'total  energy'  framework  related 
to  specific  assumptions."  while  the  NEB 
report  is  "derived  from  detailed  analysis 
of  the  domestic  oil  and  gas  markets  on 
the  basis  of  submissions  received  at  pub- 
lic hearings  and  independent  analysis." 
In  that  this  publication  was  intended 
statement  of  general  policy  alternatives 
for  the  Canadian  government,  it  is  le.ss 
gerniane  to  the  issue  at  hand  than  is  the 
NEB  report.  In  addition  tlie  excerpts 
cited  by  Tennessee  have  been  taken  out 
of  context,  and  their  real  import  is  not 
supportive  of  Tennessee's  contention. 

Tennessee  appears  to  have  misunder- 
stood the  real  nature  of  the  Instant  in- 


quiry. It  is  neither  our  obligation  nor 
intention  to  show  that  the  NEB  will  re- 
fuse export  authorization  in  the  future. 
Instead,  what  we  have  demonstrated  is 
that  the  likelihood  of  Tennessee's  cus- 
tomers realizing  increased  deliveries 
from  the  reserves  committed  under  this 
specific  Canadian  advance  payment 
agreement  is  too  small  to  justify  impos- 
ing the  resulting  carrying  costs  upon 
tlie  consumers  served  by  Tennessee. 

Finally.  Tennessee's  volunteered  re- 
fund condition  does  not  rectify  the  clear 
inadequacy  of  its  case.  Tennessee  con- 
cedes that  it  would  not  seek  export  au- 
thorization until  the  mid-1980's.  Accord- 
ingly, a  final  NEB  decision  is  perhaps 
ten  years  away.  This  is  too  long  a  period 
before  refunds  might  be  required. 

n.  Rate  Design 

<A)    T-ll    TRANSPORTATION   RATE 

Trunkline  applies  for  rehearing  of  the 
Commission's  rejection  of  its  proposed 
alteration  of  the  T-ll  rate  under  which 
it  receives  transportation  service  from 
Tennessee.  It  first  seeks  to  clarify  its 
proposed  change  in  tlie  T-ll  rate.  It  re- 
quests in  the  alternative  either  that  no 
storage  costs  being  assigned  to  the  T-ll 
rate  (on  the  ground  that  the  service  is 
really  an  exchange  and  not  transpca-ta- 
tlon>  or  that  storage  costs  be  assigned 
on  the  Mcf  mile  basis,  which  would 
mean  less  storage  costs  than  under  the 
present  volumetric  method.  It  only  pur- 
sues, however,  the  latter  request  at  this 
stage. 

Trunkline  contests  the  finding  tliat  the 
Commission  in  Opinion  No.  352 ''  ap- 
proved the  allocation  of  storage  costs  on 
a  system-wide  or  volumetric  basis  and 
asserts  instead  that  the  Mcf /mile  method 
was  adopted  therein.  It  then  attempts  to 
justify  Mcf/mile  allocation  of  storage 
costs  by  citing  excerpted  evidence  (Exh. 
15)  to  show  that  the  volumetric  alloca- 
tion approved  in  Opinion  No.  769  assigns 
the  largest  portion  of  storage  costs  to  the 
shortest  haul,  being  its  own  T-ll  service. 

We  find  that  rehearing  should  be 
denied  as  to  Trunkline's  proposed  but  re- 
jected modification  of  the  method  ot 
a,llocating  storage  costs  to  transportation 
service,  in  particular  the  T-ll  rate  under 
wi\ich  it  receives  such  service  fix>m  Ten- 
nessee. As  a  preliminary  matter  Trunk- 
line  has  incorrectly  interpreted  Opinlc«i 
No.-  352  to  support  allocation  of  storage 
costs  to  transportation  service  upon  an 
Mcfmile  basis.  When  the  Commission 
therein  '27  FPC  at  215)  adopted  the  Ad- 
ministrative Law  Judge's  conclusion  that 
"[tlhe  Tennessee  method  for  allocation 
of  costs  to  Transportation  Service,  utiliz- 
ing the  mileage  from  the  actual  points  of 
receipt  of  tran.sportatlon  gas  to  the  points 
of  dehvery.  as  reasonable."  (27  FPC  at 
310)  it  in  fact  was  approving  the  more 
detailed  analysis  in  the  body  of  the  initial 
decision.  i27  FPC  at  280-281)  which 
dealt  specifically  with  "the  allocation  of 
transmission  costs  to  transportation 
service."  Accordingly,   one  cannot  con- 


clude from  Opinion  No.  352  that  the 
Commission  in  fact  adopted  Mcf/mile 
allocation  of  storage  costs  to  transporta- 
tion service.  All  that  can  be  said  is  that 
the  issue  had  not  been  raised,  most  likely 
because  of  the  relatively  insignificant 
amount  of  storage  costs  versus  transmis- 
sion costs. 

The  Commission  has  subsequently 
adopted  the  policy  of  allocating  storage 
costs  on  a  system-wide  volumetric  basis, 
and  this  policy  has  received  Judicial  ap- 
proval."* The  rationale  underlying  this 
policy  is  that  the  entire  pipeline  system 
gains  economic  and  operational  advan- 
tages frojn  storage:  therefore,  storage 
costs  should  be  allocated  volumetrlcaUy, 
not  according  to  distance.  This  policy  is 
directly  applicable  to  the  Tenne.=;see  sys- 
tem because  the  availability  of  storage 
permits  the  operation  of  its  upstream 
transmission  facilities  ^from  Texas  to 
the  storage  fields)  at  100%  load  factor, 
thereby  reducing  the  needed  investment 
in  trar.smission  facilities,  as  well  as  max- 
imizing volumes  and  lowering  unit  trans- 
pcH-tatlon  costs.  lExh.  B-1.  p.  5) ,  "We  had 
previously  found  this  to  be  true  in  the 
specific  context  ot  Tennessee  when  we 
issued  Opinion  No.  352  (27  FPC  at  208. 
243) .  and  the  controlling  facts  have  not 
changed. 

Trunkline's  allegations  of  suCTerlng  a 
disproportionate  burden  resulting  from 
volumet.rlc  allocation  of  storage  costs  as 
opposed  to  Mcf  mile  based  allocation  are 
not  supported  by  the  record.  To  begin 
with.  Trunkline's  comparative  allocation 
of  storage  costs  excerpted  from  Exhibit 
15  cannot  be  viewed  in  a  vacuum.  It  must 
t>e  remembered  that  Trunkline  is  allo- 
cated a  substantial  amount  of  storage 
costs  relative  to  the  other  transportation 
service  customers  fc)ecause  its  T-ll  serv- 
ice constitutes  around  60 '"'r  of  Tennessee's 
total  jurisdictional  tran.<?portation  vol- 
umes. 'Exh.  34) .  Secondly,  its  contention 
of  a  disproportionate  60%  rate  increase 
is  also  misleading  becau.se  Trunkline's 
T-ll  rate  was  not  subject  to  Tennessee's 
last  major  rate  increase  filed  in  1970." 
Thw  occurred  because  its  T-ll  rate  was 
initially  negotiated  on  the  basis  of 
Trunkline  paying  the  transmission  com- 
ponent of  Tennes.'jee  s  CD-I  rate  for  sales 
in  its  Southern  Zone,  thereby  not  aflfect- 
ing  Temiessee's  overall  earnings.  'Staff 
Item  B  by  Reference' . 

Although  it  appears  from  its  petition 
for  rehearing  that  Trunkline  has  aban- 
doned its  original  position  that  no  stor- 
age costs  at  all  should  be  allocated  to 
transportation  service  i  under  its  Mcf/ 
mile  postion  Trunkline  would  have  been 
allocated  some  storage  costs  but  less  than 
under  system-wide  allocation),  we  shall 
nonetheless  restate  our  rejection  thereof. 
As  we  found  above.  Tennessee's  storage 
does  benefit  Trunkline's  T-ll  service. 
There  is  no  basis  for  treating  T-ll  serv- 
ice as  unique. 


"  Tennessee   Gas    TransmissicM   Company, 
Opinion  No.  352,  27  FPC  202   (1962). 


>*  United  Gas  Pipe  Line  Company.  Opinion 
No.  671.  50  PPC  1348.  1365  (1973),  alTd  »\lto 
nom.  Consolidated  Gas  Swpplf  Company,  et 
oL  V.  FPC,  Nob.  7+-1343  et  tU.  (I>.C.  Car.  Oc- 
tober 9.  1975)  (Slip  op.  at  7S>. 

"  Tennessee  Gas  Pipeline  Companp,  Opin- 
ion No.  Bin,  47  FPC  1327,  1346  (1972). 
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(B)    STORAGE    INJECTION    RATE 

Columbia  and  Consolidated,  along  with 
Brooklyn  Union,  contest  our  rejection  of 
the  proposed  special  storage  rate,  em- 
phasizing the  alleged  benefits  to  the  en- 
tire system  from  their  storage  invest- 
ment. The  real  trust  of  their  petitions  Is, 
however,  to  defer  consideration  of  the 
special  storage  rate  to  the  "top"  case  in 
order  to  be  consistent  with  the  deferral 
of  the  rate  design  issue. 

We  deny  these  petitions  for  rehearing. 
Our  rejection  of  the  proposed  special 
storage  rate  in  Opinion  No.  769  is  based 
on  substantial  evidence.  Concerning  the 
requested  deferral  these  parties  are  not 
precluded  fom  raising  the  issue  again  in 
the  most  recent  Tennesse  docket.  We  wHl 
not,  however,  drfer  the  issue.  In  that 
Tennessee's  rates  were  designed  on  the 
same  50'50  basis  when  these  parties 
made  their  storage  Investments  as  was 
adopted  In  Opinion  No.  769  for  the 
locked-ln  effective  period  of  this  pro- 
ceeding, these  proponents  of  a  special 
storage  rate  have  not  been  prejudiced. 

(C)     so— 4    R.ATE 

The  two  customers  receiving  deliveries 
under  Tennessee's  SO-4  rate,  Columbia 
and  Consolidated,  apply  for  rehearing  of 
the  Commission's  change  in  the  imputa- 
tion of  demand  bnung  determinants  for 
the  SO-4  rate  from  using  a  200%  load 
fsMitor  to  a  100%  load  factor.  TTiey  assert 
that  this  change  Is  not  supported  by  the 
record  for  there  is  no  evidence  that  SO- 
4  service  is  comparable  to  contract  de- 
mand service.  They  argue  that.  Instead. 
SO-4  service  Is  Inferior,  for  It  Is  only  de- 
livered during  the  summer  and  re<nilred 
customer  storage,  as  well  as  benefiting 
the  entire  system. 

We  also  deny  this  basis  for  rehearing. 
We  properly  ordered  that  demand  billing 
determinants  for  the  SO-4  rate  now  be 
imputed  on  the  basis  of  100%  load  factor 
for  the  reasons  stated  In  Opinion  No.  769. 

SO-4  service  does  differ  from  CD  serv- 
ice in  that  imder  the  former  Tennessee 
has  an  obligation  to  deliver  a  fixed  an- 
nual volume  (Tr.  1017)  whfle  under  the 
latter  Tennessee  has  an  obligation  to 
deliver  a  daily  contractual  volume;  (Tr. 
1019)  however,  the  record  (Tr.  262) 
demonstrates  that  for  purposes  of  the 
Instant  inquiry  the  two  .services  are  suffi- 
ciently similar  to  warrant  use  of  the 
100%  load  factor:  there  are  no  use  re- 
strictions upon  SO-4  gas :  SO-4  deliveries 
require  transmission  capacity  to  be  pro- 
vided by  Tennessee;  SO-4  and  CD  gas 
are  of  equal  status  in  terms  of  Tennes- 
see's curtailment  plan:  and  Tennessee 
designed  its  transmission  capacity  to  de- 
liver SO-4  gas  on  an  annual  average  day 
basi?.  which  we  note  equates  to  contract 
demand  service  at  100'"^  load  factor. 

(Di   Berkshire's  Allcx-ation  Method 

Berkshire  applies  for  rehearing  of  our 
rejection  in  Opinion  No.  769  of  its  pro- 
posed modification  of  Tennessee's  Mcf- 
mile allocation  method.  It  begins  by  re- 
itf^ratinp  the  alleged  fsictual  predicate 
for  its  Mcf-mile  adjustment,  that  being 
the  finding  in  the  Initial  decision  under- 
lying Opinion  No.   352  that  the  unad- 


justed Mcf-mile  zonal  aUocatksi  over- 
charges customers  In  the  New  York  and 
New  England  zones,  (27  PPC  at  243-244) 
and  the  record  evidence  of  a  current  an- 
nual overcharge  to  the  New  England 
zone  of  $3,000:000.  Berkshire  proceeds  to 
contest  our  finding  that  its  method  con- 
stitutes zone-gate  allocaticwi.  which  has 
admittedly  been  rejected  by  the  Com- 
mission. It  ccwitends  that  there  is  no 
record  support  for  this  finding  upon 
which  the  Commission  solely  redled. 

Berkshire  continues  by  attempting  to 
explain  its  proposed  adjustment.  It  prem- 
ises this  adjustment  upon  the  two 
sources  of  Tennessee's  system  supply 
1.300  miles  apart,  the  Texas -Louisiana 
gas  fields  and  the  Pennsylvania-New 
York  storage  fields,  and  it  then  contends 
that  these  two  supply  sources  affect 
transmission  capacity  Investment  in  that 
the  flow  gas  from  the  prodiKlng  fields 
supply  average  day  requirements  while 
storage  supplies  peak  requirements. 
Berkshire  contends  that  Tennessee's 
Mcf-mfle  method  Ignores  these  factors 
while  It  would  also  apply  an  adjusted 
Mcf-mile  method  to  systemwide  trans- 
mission costs.  It  would  also  change  the 
allocation  of  storage  costs.  Berkshire 
concludes  by  arguing  that,  since  It  would 
continue  to  use  Tennessee's  overall 
roUed-ln  transmission  costs.  It  has  not 
advocated  a  zone-gate  method  of  alloca- 
tion. 

We  find  that  Berkshire's  application 
for  rehearing  should  be  denied.  Because 
of  the  complexity  of  this  Issue,  however, 
we  shall  elaborate  upon  our  discussion 
in  Opinion  No.  769. 

We  have  again  reviewed  Berkshire's 
presentation  (Exh.  B-1,  58,  59,  60)  and 
conclude  that  its  proposed  allocation  ad- 
justments are  Improper.  In  order  to  fully 
understand  our  reason  for  so  concluding, 
it  Is  first  necessary  to  keep  In  mind  the 
difference  between  Mcf-mUe  and  eone- 
gate  allocation.  Under  the  Mcf-mile 
method  the  volumes  delivered  at  each 
point  wdfhln  a  particular  zone  are  multi- 
plied by  the  number  of  miles  from  source 
of  supply  to  such  point  of  delivery  to  de- 
rive a  total  number  of  Mcf-miles  for 
each  zone.  Thai  a  ratio  is  established  be- 
tween each  zone's  aggregate  Mcf-miles 
and  the  total  Mcf-miles  for  Tennessee's 
system  as  a  whole,  and  this  ratio  is  then 
used  to  aUocate  Tennessee's  rolled -in 
system-wide  transmission  costs  among 
the  zones.  By  contrast  under  the  zone- 
gate  method  the  transmission  costs 
associated  with  the  facilities  physi- 
cally located  within  each  zone  are 
assigned  to  that  zone  as  if  it  were 
a  separate  or^erating  entity  which  pnir- 
chEuses  gas  frcnn  the  next  upstream  zone 
and  sells  it  to  its  own  customers  and  to 
the  next  do^^Tistream  zone.  The  trans- 
mission costs  assigned  to  a  particular 
zone  and  the  cost  of  gas  from  the  c<wi- 
tiguous  upstream  zone  are  allocated  to 
all  volumes  sold  in  that  zone  or  delivered 
to  the  next  downstream  zone  on  a  uni- 
form average  basLs. 

Tlic  Commission  in  Opinion  No.  352 
adopted  the  Mcf-mile  method  upon 
findings    "that    Tennessee    operates    a 


fully  integrated  transmission  system, 
that  it  provides  essentially  the  same 
type  of  pipeline  service  in  all  of  its  zones, 
and  that  the  zone  t)oundaries  do  not 
correspond  to  any  actual  divisions  in 
system  operations  or  services."  Neither 
has  Berkshire  contested  the  continued 
vahdity  of  this  determmation  nor  have 
conditions  so  changed  on  the  Tennessee 
system  to  negate  our  prior  adoption  of 
the  Mcf-mile  allocation  of  transmission 
costs  by  which  we  indended  to  recognize 
tiie  importance  of  tlie  distance  of  trans- 
mission. 

Tlie  origin  of  Berkshire's  present  po- 
sition is  the  Commission's  querj'  in 
Opinion  No.  352  whether  the  difference 
in  lo6id  factor  and  load  density  between 
the  New  England  zone  and  Tennessee's 
five  other  zc«ies  necessitates  a  special 
adjustment  of  the  Mcf-mile  method  for 
the  New  England  zone  i27  FPC  at  210- 
211.)  BeriLshlre  now  contends  that  the 
Commission  in  Opinion  No.  769  ignored 
the  concern  expressed  in  the  initial  de- 
cision underlying  Opinion  No.  352  that 
the  New  England  zone  is  being  over- 
charged under  Mcf-mile  allocation 
Unfortunately.  Bershire  has  misread 
both  the  initial  decL'^ion  and  Opinion 
No.  352.  The  AdmlnLstrative  Law  Judge 
found  potential  fo.--  over  charging  the 
New  England  zone  under  zone-gate  al- 
location. On  the  other  hand  he  found 
that  Mcf-mile  allocation  would  mini- 
mize this  potential  becau.se  the  use  of 
system  average  costs  would  balance  out 
Individual  advantages  and  disadvan- 
tsiges.  (27  FPC  at  244.)  In  addition  the 
CCKnmlssion  further  found  that  such 
service  characteristics  as  load  density 
and  load  factor  did  not  differ  so  much 
between  the  New  England  zone  and 
Teimessee's  other  zones  as  to  require  a 
special  adjustment  for  New  England,  (27 
FPC  at  211-212'  and  the  Commi-ssions 
cost  allocation  50  percent  on  Mcf-mile 
and  50  percent  on  liLstoncal  revenue 
pattern  (27  FPC  at  213)  related  not  to 
the  New  England  issue  but  instead  to  the 
Cwnmission's  desire  for  a  gradual  and 
orderly  transition  to  Mcf-mUe  alloca- 
tion. Accordingly,  Berkshire  must  ad- 
vance independent  justification  of  its 
Mcf-mile  adjustment  not  relying  upon 
Opinion  No.  352. 

As  wc  have  already  shown  in  our  dis- 
cussion above  of  Tnmkline's  proposal, 
supra  p.  15.  it  is  prcrper  for  Tennessee 
to  allocate  storage  costs  upon  a  system- 
wide  basis  because  all  customers  benefit 
from  storage,  whether  upstream  or 
downstream.  Berkshire's  methol  would 
require  termination  of  that  metliod  of 
allocating  storage  costs  because  it  would 
instead  all(X^ate  storage  costs  upon  ac- 
tual use.  <E.xh.  B-1,  pp.  3.  9-12.'  Berk- 
shire'.s  definition  of  actual  use  being  the 
difference  t>etween  annual  average  day 
and  peak  day  deliveries  leads  to  storage 
costs  being  allocated  to  a  select  group  of 
Tennessee's  customers.  We  have  already 
foimd  substantial  evidence  to  support 
system-wide  allocation  of  storage  costs. 
The  real  crux  of  Berkshire's  position  is 
the  undisputed  fact  that  Tennessee's 
s.vstem   Ls  designed  on  an  average  an- 
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nual  day  basis  (100  percent  load  factor) 
from  supply  to  storage  i upstream)  and 
on  a  peak  day  basis  from  storage  to 
those  customers  downstream  from  stor- 
age/ Such  design  and  operational  real- 
ities of  the  Tennessee  system  do  not, 
however,  warrant  abandonment  of  the 
equitable  and  appropriate  method  of  al- 
locating storage  costs  chi  a  systemwide 
basis. 

Notwithstanding  Berkshire's  protesta- 
tion to  the  contrary,  its  proposal  leads 
mexorably  to  zone-gate  allocation.  Al- 
though it  is  true  that  Berkshire's  pro- 
posal, on  its  face,  does  not  exactly  re- 
semble tlie  definition  of  zone-ga^  al- 
location provided  above,  it  Ls  not  enough 
to  accept  Berkshire's  Mcf-mile  adjust- 
ment at  face  value.  Exammation  of 
Berk.shire's  Mcf-mile  adjustment  for  al- 
locating transmission  costs  shows  that  it 
has  segregated  Tennes.see's  transmission 
system  into  the  two  p-arts  of  upstream 
and  dowiistream  of  storage  to  ccnnpute 
Its  transmission  allocation  factors;  how- 
ever. It  applies  these  allocation  factors 
to  the  roUed-ln  system-wide  transmis- 
sion costs  instead  of  to  the  costs  of  each 
of  the  segregated  parts.  The  inconsisten- 
cy of  this  method  becomes  apparent  by 
comparing  the  end-results  obtained  by 
Berksliire.  Based  on  Its  Exhibit  No.  60, 
Berkshire's  method  results  in  a  weighted 
average  unit  cost  per  Mcf  per  100  miles 
allocated  to  the  New  England  Zone  of 
2  05  cents.  Central  Zone  of  2.12  cents 
and,  Southern  Zone  of  2.27  cents  (Tr. 
690-691  > .  even  though  the  New  England 
Zone's  lo6id  factor  is  lower  than  either 
the  Central  or  Southern  Zones  (Tr.  685- 
686  < .  The  New  England  Zone's  lower 
unit  cost^and  lower  load  factor  flow 
from  this  Inconsistency  because  under 
the  proper  matching  of  allocation  factor 
and  cobts,  load  factor  is  Inversely  pro- 
portionate to  unit  cost,  unlike  the  pres- 
ent direct  relation  found  in  Berkshire's 
method. 

When  we  remove  this  inconsistency  in 
Berkshire's  adjustment  and  accordingly 
segregate  the  system  for  purposes  of 
both  computing  allocation  factors  and 
cost,  the  Impact  of  this  Mcf-mile  adjust- 
ment approximates  tlie  impact  of  using 
zone-gate  allocation.  Berkshire  has 
neither  adequately  demonstrated  that 
the  New  England  zone  Is  being  unfair- 
ly treated  under  the  present  allocation 
method  nor  justified  divergence  from  the 
well-established  treatment  of  Tennessee 
as  an  integrated  system  using  rolled- in 
system-wide  transmLssion  costs. 

m.  Depreciation 
Only  Termessee  seeks  reheai-iag  of  the 
Commission's  increase  of  its  book  de- 
preciation rate  from  3.6  percent  to  4  per- 


"  In  light  of  tills  design  fact  Berkshire 
would  allocate  transmission  and  storage  cost* 
a«  follows:  Upstream  zones  would  multiply 
average  day  takes  of  each  customer  there- 
in by  the  tran.sportatlon  distance  Down- 
stream zones  would  multiply  average  day 
takes  by  the  distance  from  supply  to  storage 
and  add  that  to  the  product  of  multiplying 
peak  day  takes  by  the  distance  from  storage 
to  delivery. 


cent.  Tennessee  had  originally  proposed 
an  increase  to  5.75  percent  and  mam  tains 
that  r)Ositlon  on  rehearing.  Tennessee 
makes  a  number  of  arguments,  many 
of  which  the  Commission  has  already 
considered  and  rejected  in  Opinion  No. 
769.  It  first  attacks  Conunission  adoption 
of  Staff's  4  percent  composite  deprecia- 
tion rate.  It  views  Staff's  presentation 
as  deficient  for  two  reasons.  To  begin 
with.  Tennessee  alleges  that  Staff  faUed 
to  include  annual  interim  retirement 
losses  in  its  composite  rate,  and  it  con- 
tends that  an  allowance  of  .5  percent  for 
interim  retirements  is  shown  on  the  rec- 
ord. Tennessee  views  Staff's  addition  of 
this  undisputed  .5  percent  iiaterim  retire- 
ment rate  to  the  reserve  for  depreciation 
for  interim  retirements  as  inadequate 
for  such  treatment  unreasonably  defers 
recoupment  of  such  costs  to  future  rate- 
payers. Tennessee  also  asserts  that  Staff 
has  added  an  increment  to  the  composite 
depreciation  rate  for  interim  retirements 
in  many  other  pipeline  rate  proceedings, 
that  the  Commission  has  previously  rec- 
ognized such  treatment  of  interim  retire- 
ments, and  that  this  would  increase 
Staff's  composite  rate  to  4  5  percent. 

Tennessee  moreover  attacks  Staff's  4 
ftercent  rate  on  the  ground  that  Staff's 
own  average  remaining  life  study  clear- 
ly demonstrates  need  for  a  5.15  percent 
composite  deprecation  rate.  Specifically. 
Tennessee  contends  that  Staff  failed  to 
use  the  remaining  lives  from  one  study 
in  its  computation  of  the  4  percent  com- 
posite rate,  and  moreover  admittedly 
employed  the  wrong  schedule  of  major 
retirements,  the  correction  of  these  two 
mistakes  allegedly  resulting  in  a  5.15 
percent  composite  depreciation  rate. 
Concerning  the  first  of  two  alleged 
Staff  mistakes.  Tennessee  seeks  to  re- 
fute Staff's  justification  for  not  using 
its  average  remaining  lives  study,  which 
Ls  that  such  study  reflects  future  plant 
additions  which  should  not  be  charged 
to  current  customers. 

Tennessee  then  asserts  that  the  Com- 
mission failed  to  ccwnply  with  Section  9 
of  the  Natural  Gas  Act  for,  by  noting 
the  possible  inadequacy  of  Staff's  4  per- 
cent rate,  the  Commission  did  not  And 
that  the  rate  set  Is  "proper  and  adequate" 
as  per  Section  9.  Tennessee  in  essence 
argues  that  the  Commission  could  not 
set  a  depreciation  rate  which  It  found 
might  not  be  adequate.  It  refers  specif- 
ically to  the  Commission's  expressed 
doubt  as  to  the  supplemental  supplies 
relied  upon  by  Staff,  and  It  concludes 
that  by  leaving  the  rate  at  4  percent  the 
Commission  acted  inconsistently  with 
Opinion  No.  734." 

Tennessee  proceeds  to  attack  the  Com- 
mLssion's  rejection  of  the  unit  of  produc- 
tion method  for  all  other  plant  than 
gathering,  specifically  asserting  conflict 
with  Opinion  No.  762."  Tennessee  then 


^•i  Columbia  Gulf  Transmission  Company, 
Opinion  No.  734.  Docket  Nos.  RP73-85  and 
RP73-86,  Issued  June  12,  1975.  (Slip  Op.  at 
24). 

'» Natural  Gas  Pipe  Line  Company  of 
America.  Opinion  No.  762.  Docket  No.  RP74- 
98.  Issued  May  21,  1976  (Slip  Op.  at  28-29). 


recites  Its  evidentiary  presentation  sup- 
porting the  unit  of  production  method. 
Finally.  Tennessee  contends  that  eviden- 
tiary presentation  underlying  its  unit 
of  production  approach  and  5.75  percent 
composite  depreciation  rate  comport  with 
the  Memphis  case,*'  upon  which  the  Com- 
mission relied  in  Opinion  No.  769. 

We  find  that  rehearing  should  be  de- 
nied as  to  the  depreciation  rate  issue, 
and  accordingly,  Tennessee's  composite 
depreciation  rate  should  remain  for  this 
proceeding  at  4  percent.  Based  upon  the 
record  before  us  only  the  Staff's  depre- 
ciation presentation  leads  to  a  proper 
and  adequate  result.  Although  we  found 
in  Opinion  No.  769.  slip  Op.  at  7,  that  due 
to  post-record  events  regarding  the  like- 
lihood of  increased  supplemental  sup- 
plies the  4  percent  depreciation  rate 
"could  well  be  inadequate,"  from  the  per- 
spective of  this  record  4  percent  is  ade- 
quate, 'We  feel  justified  in  limiting  our 
analysis  to  record  evidence  because  the 
instant  proceeding  is  "locked-in"  and 
Tennessee's  future  proper  and  adequate 
depreciation  rate  is  presently  being  liti- 
gated In  several  subsequent  proceedings, 
including  RP75-13  and  RP75-113.  Ten- 
nessee's incantation  of  the  Section  9 
"proper  and  adequate"  depreciation  rate 
provision  is  misplaced.  Presently  before 
the  Commission  Is  a  Section  4  rate 
change  proceeding  in  which  Tennessee 
has  not  met  Its  burden  of  proving  that 
the  5.75  percent  composite  rate  sought 
is  just  and  reasonable.  Staff's  study  pro- 
vides substantial  evidence  to  Increase 
Tennessee's  rate  from  3.6  percent  to  4 
percent.  Even  If  the  Commission  were 
to  act  sua  sponte  pursuant  to  Section  9, 
any  conceivable  depreciation  rate  in- 
crease' would  affect  rates  prospectively 
only.  'We  feel  confident  that  Section  9  will 
be  satisfied  by  the  current  adjudication 
in  Tennessee's  three  subsequent  rate 
change  proceedings.  Traditional  and  sup- 
plemental gas  supply  evidence  of  more 
current  quality  is  available  therein.  A 
determination  of  "proper  and  adequate" 
depreciation  rates  in  the  context  of 
a  rate  change  proceeding,  as  contrasted 
to  a  pure  accounting  matter.  Is  circum- 
scribed by  the  procedures  of  Section  4  of 
the  Natural  Gas  Act. 

Before  addressing  Tennessee's  numer- 
ous arguments,  we  point  out  that  we  do 
not  have  a  burden  of  proof  vis-a-vis 
each  and  every  aspect  of  Staff's  deprecia- 
tion case,  as  Tennessee  would  suggest. 
Instead  we  have  reviewed  the  record  as 
a  whole  and  find  that  Staff's  4  percent 
composite  depreciation  rate  reaches  the 
correct  result  for  the  effective  period  of 
the  rates  in  question. 

We  reject  Tennessee's  first  contention 
that  Staff's  4  {percent  composite  rate 
should  at  a  minimum  be  Increased  to  4.5 
percent  to  account  for  .5  percent  annual 
interim  retirements,  which  Staff  al- 
legedly Ignored.  Interim  or  normal  re- 
tirements are  all  retirements  from  plant 
which  occur  In  the  course  of  normal  op- 
erations due  to  normal  forces,  being 
either  physical  causes  like  wear  and  tear 

"Memphis  Light.  Gas  and  Water  Division 
V.  FPC,  504  P.2d  225  (D.C.  Clr.  1974) . 
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or  ftmctional  causes  Uke  obsolescence, 
inadequacy  or  requirements  of  public  au- 
thorities. We  have  consistently  found 
that  Interim  retirements  should  be  re- 
flected In  the  depreciation  rate,  and  the 
record  herein  indicates  that  sm  Interim 
retirements  rate  of  .5  percent  Is  reason- 
able ( Exh,  S-6,  p.  7  > .  Tennessee  expresses 
concern  for  It  could  not  find  the  inclu- 
sion of  this  .5  percent  interim  retirement 
rate  in  the  4  percent  composite  deprecia- 
tion rate.  As  we  shall  explain,  while 
Staff's  depreciation  study  (Exh.  46)  did 
not  specifically  Identify  the  Interim  re- 
tirements, the  ultimate  result  reached  by 
Staff  Is  equivalent  to  the  result  that 
would  have  been  reached  if  It  had  Iden- 
tified the  interim  retirements  by  name. 
In  order  to  demonstrate  this  fact  we  shall 
focus  upon  the  major  component  of  Ten- 
nessee's plant,  the  main  transmission 
line  to  compressor  station  No.  219. 

Although  Staff  did  not  sepsu-ate  out 
Interim  rettrements.  we  find  that  the 
methodology  employed  by  Staff,  which 
resulted  In  a  more  rapid  write-off  of 
plant  than  would  normally  occur,  nec- 
essarily encompasses  interim  retire- 
ments. To  begin  with.  It  Is  clear  from 
Exhibit  46,  Schedule  No.  5  that,  In  de- 
termining a  major  retirement  pattern 
for  the  mainline  to  station  No.  219  at  5 
percent  per  year.  Staff  was  directly  re- 
lating retirements  to  declining  average 
day  deliveries  or  throughput  on  approx- 
imately a  one  to  one  ratio.  (Exh.  8-9,  pp. 
2&-27) .  Staff  was  very  conservative  to 
this  approach  which  results  In  a  more 
rapid  rate  of  deprecIatlcHi  than  would 
normally  be  allowed.  We  know  that  this 
5  percent  rate  of  major  retirements  la 
accelerated  because  retirements  and  de- 
llverabillty  do  not  correspond  on  a  one- 
to-one  basis.  Plant  Is  retired  less  rap- 
Idly  than  dellverabillty  declines  because 
a  pipeline  company  will  In  general  first 
retire  compression  which  Is  iHX>portlon- 
ately  less  expensive  than  pipe.  Accord- 
ingly, by  keying  major  retirements  to 
declining  average  day  throughput  Staff 
In  effect  Included  an  Increment  for  In- 
terim retirements. 

A  second  aspect  of  Staff's  study  accen- 
tuates our  certainty  Uiat  Interim  re- 
quirements have  been  adequately  repre- 
sented In  the  4  percent  depreciation  rate 
Exhibit  46,  Schedule  No.  5  Indicates  that 
In  calculating  tfae  16  year  average  re- 
maining life  for  Tennessee's  main  line  to 
Station  No.  219  Staff  took  the  extremely 
conservative  stance  of  using  only  a  10 
percent  minimum  back -bone  system. 
The  effect  of  this  Staff  approach  Is  to 
Increase  the  depreciation  rate.  If  Staff 
had  employed  a  greater  back -bone  sys- 
tem, the  resiilt  would  have  been  more 
dollar  years,  which  when  divided  by 
total  retirements  would  yield  an  average 
remaining  life  of  more  than  the  16  years 
found  by  Staff,  which  In  turn  when 
employed  In  Column  6  of  Exhibit  46, 
Schedule  No.  6,  Sheet  2  to  be  divided 
bito  depreciable  base  (Column  51  would 
result  In  less  annual  depreciation  ex- 
pense (Column  7)  and  Uiereby  lead  to 
a  lower  depreciation  rate  (Column  10). 
Staff  would  have  been  Justlfled  in  em- 
ploying a  greater  minimum  back -bone 


system,  but  in  choosing  10  percent  we 
feel  that  Interim  retirements  are  neces- 
sarily compensated  In  the  4.18  percent 
employed  by  Staff  for  the  mainline  to 
Station  No.  219.  (Exh.  46.  Schedule  No. 
1). 

Our  conclusion  that  interim  retire- 
n?ents  were  adequately'  considered  Is 
further  buttressed  by  Appendix  B  to 
Staffs  brief  opposing  exceptions  filed  in 
this  proceeding  on  June  3,  1975.  We 
note  from  Columns  5  and  6  therein  that 
Staff  broke  down  retirements  into  nor- 
mal I  interim)  and  major,  and  yet  tlie 
depreciation  rate  for  the  three  year  pe- 
riod from  1972-1974  for  the  mainline  to 
Station  No.  219  was  only  4.04  percent, 
which  Is  below  the  4.18  percent  employed 
by  Staff  in  reaching  the  composite  rate  of 
4  percent.  'While  this  is  not  evidence  per 
se,  it  confirms  what  we  have  already 
learned  from  the  record. 

We  also  reject  Tennessee's  contention 
that  Staff's  studies  demwistrate  that  the 
composite  rate  should  be  5.15  percent. 
Tennessee  relies  In  this  regard  upon  Ex- 
hibits 46,  Schedule  6.  Sheets  1.  2  and  3  m 
which  Staff  ran  through  some  computa- 
tions concerning  the  three  segments  of 
Tennessee's  transmission  system  but  did 
not  treat  the  average  remaining  hves  in 
the  same  fashion  as  it  did  elsewhere.  It 
also  relies  upon  a  Staff  statement  made 
on  brief  that  Staff  employed  the  wrong 
schedule  of  major  retirements.  The  es- 
sence of  Its  argument  Is  that,  whUe  Staff 
calculated  average  remaining  lives,  Its 
depreciation  rates  of  2.4«  percent,  4.18 
percent,  and  3.27  percent  for  the  distri- 
bution loop,  mainline  to  Station  No.  219, 
and  Texas  mainline  respectively  were  er- 
roneously the  current  rates,  not  the  aver- 
age rates  of  3.10  percent,  4.98  percent, 
and  4.32  percent  respectively.  It  views 
this  failure  to  employ  the  average  rate 
unfair  to  future  ratepayers. 

Tennessee,  however,  misconstrues  Ex- 
hibit 46,  Schedule  6.  Sheets  1.  2.  and  3.  It 
Is  clear  to  us  that  these  sheets  were  em- 
ployed by  Staff  to  calculate  the  current 
depreciation  rates,  which  It  did  by  aver- 
aging the  Initial  three  year  period  of  1973 
through  1975.  This  was  a  shorthand  cal- 
culation since  Staff  correctly  felt  that 
only  the  current,  not  average,  rate  was 
important.  The  average  rates  for  these 
three  transmission  segments  sho'wn  In 
these  sheets  are  patently  inaccurate  be- 
cause Staff  for  purposes  of  convenience 
did  not  relate  the  average  remaining 
lives  to  the  28  year  economic  life  which 
Is  central  to  Staffs  study.  (Exh.  46. 
Schedule  Nos.  4  and  S") .  Again  referring 
to  Appendix  B  of  Staff's  brief  opposing 
exceptions,  our  conclusion  above  Is  bom 
out  as  we  notice  that  for  Uie  mainline 
to  Station  No.  219  segment  tlie  average 
rate  Is  4.21 '"r.  not  the  4.98'"o  shown  in 
Exhibit  46.  Schedule  No.  6.  Sheet  2.  The 
reason  for  this  substantial  difference  is 
that  in  Appendix  B  Staff  conUnued  Its 
study  for  the  full  28  year  economic  life, 
that  Is  to  tlie  year  2000.  We  note  tlmt  this 
average  rate  of  4.21  %  Is  so  close  to  Staff's 
current  rate  of  4.18%  for  this  segment 
(Exh,  46,  Schedule  1)  that  Tennessee's 
contention  that  Staff  erred  In  not  using 


an  average  instead  of  current  rate  Ls  for 
all  Intents  and  purposes  moot  under  the 
facts  of  this  case  Moreover,  we  feel  that 
the  questlcm  of  average  versus  current 
depreciation  rate  is  more  appropriately 
addressed  in  Tennessee's  more  recent 
filings,  of  which  there  have  been  three 
The  question  of  equity  between  present 
and  future  ratepayers  is  not  framed  well 
in  the  present  context  of  determining  re- 
funds for  a  locked-in  15  month  period. 

Tennessee  also  misconstrues  Staff's 
statement  on  -brief  about  retirement 
schedules.  Although  Staff  conceded  that 
It  should  h3\e  employed  the  same  retire- 
ments schedule  in  computing  tlie  depre- 
ciation rate  for  the  mainline  to  station 
No.  219  as  is  used  in  computing  the  aver- 
age remaining  life.  It  accurately  con- 
cluded that  the  4.18%  depreciation  rate 
for  the  mainline  to  Station  No.  219  i.«! 
nonetheless  correct  because  the  retire- 
ment schedule  it  employed  for  calculat- 
ing the  16  year  average  remaining  Ufe 
included  no  such  retirements  until  1978 
WhUe  the  4.18%  Is  the  1973-1975  average. 
I  Exh.  46,  Schedule  No.  5.) . 

We  have  already  concluded  that  Sec- 
tion 9  of  the  Natural  Gas  Act  has  not 
been  contravened  by  our  establishment 
in  Opinion  No.  769  of  a  composite  depre- 
ciation rate  of  4%.  In  addition  we  do  not 
see  this  result  as  Inconsistent  witii  Opin- 
ion No.  734,  supra  note  18,  which  is 
clearly  distinguishable :  1.)  Although  the 
Commission  therein  adopted  a  rale  of 
3.75%  for  Columbia  Gas'  transmission 
and  underground  storage  facilities  and 
accordingly  declined  to  use  Staff's  3.65 7r 
rate,  the  controversy  was  merely  one  of 
degree  of  gas  supply  decline  since  Staff, 
the  pipeline,  and  the  Commis.sion  had  all 
concluded  tliat  the  record  supported  use 
of  the  unit  of  production  method.  In  tlie 
Instant  case,  however.  Staff's  evidence  as 
to  supplemental  supplies  and  gas  reserves 
was  introduced  to  refute  applicability  of 
the  unit  of  production  metliod  in  the  first 
Instance.  2  t  Opinion  No.  734  arose  from 
a  settlement  while  the  instant  proceed- 
ing entails  a  fully  Litigated  record.  3.) 
The  difference  between  Staffs  365% 
proposed  rate  and  the  3. 75%  rate  found 
in  the  settlement  are  minimal  compared 
to  the  disparity  between  Staff's  4%  rate 
and  Tennessee's  5.75%  proposal.  In 
Opinion  No.  762  "  the  Commission  stated 
that  the  conclusion  In  Opinion  No.  734 
<the  evidence  on  non-tradltlonal  sources 
of  supply  was  too  speculative  for  use  in 
setting  Columbia's  depreciation  rate) 
"was  not  Intended  to  mean  that  evidence 
on  non-trcuiitlonal  gas  supply  sources 
was  not  relevant;  rather,  it  described  the 
limitations  of  the  existing  record  upon 
which  the  Commission  was  forced  to 
rely." 

Tennessee's  reliance  upon  Opinion  No. 
762,  supra  note  21.  is  likewise  misplaced. 
Tennessee  alone  presented  a  unit  of  pro- 
duction study  herein,  and  It  is  clearly 
deficient  under  the  court  mandate  In 
Memphis,  supra  note  20.  On  the  other 


■  Natural  Qa«  Pipe  Line  Company  of  Amer- 
U5».  Opinion  No.  7(0,  Docket  No.  EtP74-ML 
ISBued  Mar  21.  1976,  (Sltp  Op.  at  38). 
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hand  in  Opinion  No.  762  the  Commis- 
sion had  a  better  unit  of  production 
study  prepared  by  the  pipeline,  along 
with  a  unit  of  production  study  prepared 
by  Staff  and  also  two  straight-line  de- 
preciation studies,  which  tend  to  sup- 
port the  settlement  depreciation  rate. 
Fmally.  our  rejection  of  Nl-Gas'  position 
m  Opmion  No.  762  is  based  upon  the 
conclusion  that  it  is  unreasonable  and 
unnecessary  to  "hypothesize  a  figure 
representing  all  possible  future  volumes 
to  pa.ss  through  ahe  pipeline's)  system 
during  the  remainder  of  its  physical  or 
economic  life.  •  •  •"  This  is  significantly 
different  from  the  instant  proceeding  in 
which  Tennessee  failed  to  give  adequate 
consideration  to  supplemental  supplies 
in  general. 

Finally,  we  remain  convinced  that 
Tennessee  s  unit  of  production  presenta- 
tion does  not  comport  with  the  court's 
mandate  in  Memphis,  supra  note  20.  Our 
discussion  on  this  point  in  Opinion  No. 
769  is  correct,  and  we  rely  thereupon. 
We  have  already  considered  Tennessee's 
depreciation  evidence  cited  in  its  appli- 
cation for  rehearing  and  have  found  it 
legally  deficient.  It  is  not  enough  for 
Tenne.ssee  at  this  stage  to  cite  conclu- 
sory  statements  by  its  witness  that  It 
assumed  future  supply  additions  and  to 
note  that  In  subsequent  Tennessee  rate 
change  proceedings  Staff  has  also  pre- 
sented a  imit  of  production  study:  Our 
decision  herein  is  not  against  the  validity 
of  the  unit  of  production  concept  per  se 
but  Is  instead  against  the  quality  of  Ten- 
nessee's evldentiarv-  presentation  in  this 
specific  case.  In  its  application  for  re- 
hearing Tennessee  seems  to  forget  that 
it  has  the  burden  of  proof  under  Sec- 
tion 4  of  the  Natural  Gas  Act,  as  well  as 
forgetting  the  legal  dLstinction  between 
some  evidence  and  substantial  evidence. 

rv.  R.ATE  OF  Return 

PSCNY  alone  seeks  rehearing  of  the 
rate  of  return  prescribed  in  Opinion  No. 
769.  It  first  expresses  doubt  that  a  valid 
Commi.ssion  decision  was  rendered  as  to 
rate  of  return  In  that  only  Chairman 
EXmham  and  Commissioner  Watt  sup- 
ported the  13.75%  return  on  common 
equity  prescribed  therein.  Commissioner 
HoUoman  dissenting  to  both  rate  of  re- 
turn and  front-end  advance  payments 
and  Commissioner  Smith  concurring  In 
Opinion  No.  769  but  apposing  the  13.75% 
return  on  equity.  PSCNY  also  opposes 
the  specific  13.75%  return  on  equity  al- 
lowed in  Opinion  No.  769.  although  It 
restricts  its  argument  to  the  unreason- 
ableness of  this  rate  of  return  in  the  in- 
stant "locked-ln"  context.  It  primarily 
relies  upon  the  fact  that  in  Opinion  No. 
762.  supra  note  21,  the  Commission  al- 
lowed Natural  Gas  Pipehne  a  13,5%  re- 
turn on  equity  for  a  locked-in  period 
ending  eight  months  after  the  effective 
period  of  Termessees  rates  in  this  pro- 
ceeding. PSCNY  sees  this  13.5%  rate  of 
return  on  equity  as  the  celling  for  Ten- 
nessee It  also  attacks  the  lack  of  finan- 
cial and  operational  comparison  in 
Opinion  No.  769  between  Termessee  and 
other  pipelines  of  similar  risk. 


We  find  that  PSCNY's  application  for 
rehearing  of  the  rate  of  return  allow- 
ance should  be  denied,  and  therefore  we 
retain  the  9.25%  overall  rate  of  return 
and  13.75%  return  on  comjnon  equity 
prescribed  in  Opinion  No.  769.  To  begin 
with.  Opinion  No.  769  is  a  legally  suffi- 
cient Commission  decision.  A  majority 
voted  in  favor  of  the  overall  result 
reached.  Commissioners  Smith's  and 
Holloman's  opposition  to  the  rate  of  re- 
turn allowance  does  not  vitiate  this  ma- 
jority vote,  as  Commissioner  Smith  rec- 
ognized in  his  concurring  opinion. 

As  to  PSCNY's  substantive  attack  on 
the  13  75%  return  on  common  equity, 
this  rate  of  return  was  properly  within 
the  zone  of  reasonableness  between 
12.5''r  and  14%.  Sufficient  differences 
exist  between  the  operations  afid  fi- 
nances of  Tennessee  and  Natural  Gas 
Pipeline  to  warrant  the  0.25%  gap  be- 
tween their  respective  returns  on  com- 
mon equity  allowed  in  Opinion  Nos.  769 
and  762. 

Tlie  Commission  further  finds:  The  as- 
signments of  error  and  grounds  for  re- 
hearing set  forth  in  the  applications  for 
rehearmg  of  Opinion  No.  769  by  Termes- 
see. Berkshire.  Trunkline,  INGAA. 
Transco.  Columbia  and  Consolidated. 
Brooklyn,  and  PSCNY  present  no  facts 
or  legal  principles  that  would  warrant 
any  change  in  or  modification  of  the 
Commission's  Opinion  No.  769. 

Tlie  Commi.ssion  orders:  The  applica- 
tions for  rehearing  filed  by  Tennessee. 
Berkshire,  Trunkline.  INGAA.  Transco. 
Columbia  and  Consolidated.  Brooklyn, 
and  PSCNY  are  hereby  denied. 

By  the  Commission.  Commissioner 
Smith,  concurring,  filed  as  part  of  the 
original  document.  Commissioner  Hollo- 
man,  dissenting,  filed  as  part  of  the  orig- 
inal dociunent. 

Kenneth  F,  Plumb, 

^ecrefory. 

[FR  EKu- 77-13899  Filed  6-3-77;8:45  ami 

DEPARTMENT  OF  HEALTH. 
EDUCATION,   AND  WELFARE 

Health  Resources  Administration 

ADVISORY  COMMITTEE 

Meeting 

In  accordance  with  section 'lOfa)  (2) 
of  the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463),  annoimcement  is 
made  of  the  following  National  Advisory 
body  scheduled  to  meet  during  the  month 
of  July  1977: 

NAME:  Long-Term  Care  Advisory  Com- 
mittee. 

DATE  AND  TIME:  July  14-15,  1977.  9 
am. 

PLACE:  Conference  Room  G,  Parklawn 
Building.  5600  Fishers  Lane.  Rockville. 
Maryland  20857.  Open  for  entire  meet- 
ing. 

PURPOSE:  The  Committee  represents 
the  Interests  of  the  people  in  the  United 
States  In  providing  advice  and  guidance 
to  the  Administrator,  Health  Resources 


Administration,  and  the  Division  of 
Long-Term  Care  on  the  Identification  of 
National  problems,  immet  needs,  and  is- 
sues to  develop  research  and  educational 
strategies  to  improve  the  quality  of  life 
and  health  care  for  persons  requiring 
long-term  care. 

AGENDA:  Agenda  items  for  the  meeting 
include:  (1)  a  report  from  the  Direc- 
tor. Division  of  Long-Term  Care;  (2) 
discussion  of  programmatic  issues;  (3) 
presentations  on  research  and  develop- 
ment Issues;  and  (4)  development  of  a 
strategy  for  research  and  development 
in  the  long-term  care  field. 

Anyone  wishing  to  obtain  a  roster  of 
members,  minutes  of  meetings,  or  other 
relevant  information  should  contact  Dr. 
K.  Mary  Straub,  Division  of  Long-Term 
Care,  Room  llA-33.  Parklawm  Building. 
5600  Fishers  Lane,  Rockville.  Maryland 
20857,  telephone  301-443-3346. 

Agenda  items  are  subject  to  change 
as  priorities  dictate. 

Dated:  May  26,  1977. 

James  A.  Walsh. 
Associate  Administrator  for 
Overations  and  Management. 

(PRE)oc.77-16851  Piled  6-3-77:8:45  am] 


Office  of  the  Secretary 

ADVISORY  COMMITTEE  ON   NATIONAL 
HEALTH   INSURANCE  ISSUES 

Meetings 

Notice  of  the  establishment  of  the  Ad- 
visory Committee  on  National  Health 
Insurance  Issues  was  published  in  the 
April  21,  1977,  Federal  Register  •'Vol. 
42.  No.  77.  Pages  20675  and  20676) . 

Pursuant  to  Pub.  L.  92-463.  notice  is 
hereby  given  of  one  meeting  of  the  Ad- 
visory Committee  to  be  held  on  Friday, 
Jime  17,  1977,  and  another  on  Saturday. 
June  18,  1977. 

The  June  17  meeting  will  be  held  in 
Los  Angeles,  California,  from  11:00  a.m. 
to  12 :  30  p.m.  and  from  3 :  00  p.m.  to  5 :  30 
p.m.  at  a  location  not  yet  determined. 
The  agenda  will  include  discussion  of  the 
problems  of  the  urban  poor  and  public 
hospitals. 

The  June  18  meeting  will  be  held  in 
Oakland,  California,  from  11:00  a.m.  to 
12:30  p.m.  and  from  2:00  p.m.  to  5:30 
p.m.  at  a  location  not  yet  determined. 
Agenda  items  wull  include  health  main- 
tenance organizations,  preventive  serv- 
*ices,  and  consumer  participation. 

Both  meetings  will  be  open  to  the 
public. 

Further  information  on  these  meetings 
may  be  obtained  from  SueZanne  Hagans 
in  Washington,  D.C.,  (202)  472-3026  or 
from  Bob  Fouts  in  San  Francisco  <415) 
556-2246. 

Dated:  June  2, 1977. 

Hale  Champion, 
Under  Secretary. 

[PR  Doc.77-16007  PUed  6-2-77: 12 : 52  pm] 
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DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Office  of  the  Secretary 

I  Docket  No.  N-77-769f 

TASK    FORCE  ON   THE   FUTURE   OF   FHA 

Meetings 

AGENCY;  Department  of  Housing  and 
Urban  Develc«>ment. 

ACTION:  Notice  is  given  of  futm-e  meet- 
ings of  the  Task  Force  on  the  Future  of 
FHA. 

SUMMARY:  Meetings  are  scheduled 
June  21,  22  and  30  and  the  agenda  for 
each  meeting  is  stated. 

DATES:  June  21,  1977,  9:00  a.m.; 
June  22,  1977.  9:00  a.m.;  June  30.  1977, 
9:00  ajn. 

ADDRESS:  Committee  Management 
Officer  Douglas  C.  Brooks,  Room  3260, 
Depeirtment  of  Housing  and  Urban  De- 
veloiMnent,  451  Seventh  Street,  SW., 
Washlngttm.  D.C.  20410. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Douglas  C.  Brooks.  202-755-9086 

(X- 
Donald  K.  McLain.  202-755-5333. 

SUPPLEMENTARY  INFORMATION; 
Meetings  of  tiie  Task  Force  on  the  Fea- 
ture of  FHA  have  been  schediUed  for  the 
dates  and  times  Indicated  above.  All 
meetings  will  be  held  In  Room  2135  at  the 
address  Indicated  above. 

The  agenda  for  the  Jime  21  meeting 
includes  the  following : 

a.  In-deptii  analysis  of  roles  proposed 
for  FHA  not  covered  in  the  Initial  meet- 
ing of  the  Task  Force. 

b.  Summary  discussion  of  all  roles  pro- 
posed for  FHA. 

The  agenda  for  the  meeting  June  22  In- 
cludes the  following : 

a.  Continuation  of  siunmary  discussion 
of  all  roles  proposed  for  FHA. 

b.  Discussion  of  tiie  substance  of  the 
report  to  be  Issued  by  the  Task  Force. 

The  agenda  for  the  meeting  June  30 
Includes  the  following: 

a.  Review  and  discussion  of  the  draft 
Task  Force  Report. 

b.  Discussion  of  such  other  matters  as 
may  be  appropriate. 

The  meetings  of  the  Task  Force  will 
be  open  to  the  pub'ic. 

Issued  at  Washingt<m,  D.C.  May  31, 

1977 

Patricia  Roberts  Harris. 
*  Secretary,  Department  of 

Housing  and  Urban  Development. 

IFR  Doc.77-15860  Piled  6  3-77,8  45  am) 

DEPARTMENT  OF  THE   INTERIOR 

Bureau  of   Indian   Affairs 

INDIAN  TRIBES  PERFORMING   LAW 
ENFORCEMENT  FUNCTIONS 

Determination — Amendment 

This  notice  is  published  In  exercise  of 
authority  delegated  by  the  Secretary  of 


th?  Interior  to  the  Commissic«er  of  In- 
dian Affairs  by  230  DM2. 

Section  601  <d I.  Title  I  of  the  Omni- 
bus Crime  Control  and  Safe  Streets  Act 
of  1968.  Pub.  L.  90-351,  42  UJB.C.  3781 
(di,  placed  responsibility  on  the  Secre- 
tary of  the  Interior  to  determine  those 
Indian  tribes  which  perform  law  and 
order  functions.  The  listing  published 
begirmlng  on  page  13758  of  the  May  25. 
1973  Federal  Register  (38  FR  13758' 
Identified  tdl  eligible  Indian  tribes  and 
the  specific  law  and  order  functions  they 
have  responsibility  to  exercise.  Deter- 
mination concerning  Indian  tribes  not 
listed  are  made  c«i  an  individual  basis 
upon  application  by  such  tribes  under 
the  provisions  of  the  Regulations  of  the 
Law  Enforcement  Assistance  Adminis- 


tration. Department  of  Justice  Tlie  Sec- 
retary's authority  to  make  such  deter- 
minations was  delegated  to  the  Commis- 
sioner of  Indian  Affairs  by  230  DM1 

It  has  been  determined  by  the  Com- 
missioner of  Indian  Affairs  tliat  tlie 
Umatflla  Tribe  of  Orgeon  has  responsi- 
bility for  exercising  all  of  the  six  laws 
and  other  functions  shown  in  the  pub- 
lished listing 

Therefore,  the  listing  published  t)e- 
ginning  on  page  13758  of  the  May  26 
1973.  Federal  Register  (38  VR  13758' 
and  last  amended  at  page  43932  of  the 
September  24,  1975.  Federal  Register 
(40  FR  439302)  is  further  amended  by 
adding  the  entry  for  the  Umatilla  Tribe 
of  Orgeon  to  reed  as  follows: 


Tribal  ontlUef 

reeocniiad  by  Uw 

Federal  Oovero- 

irent  &nd  listed  b; 

State 


To  employ 
inbftl  twlif* 


To  cRtab-  To  adopt  »  To  undw- 

lisb  k          iribcJiav  tAke  eor 

tribal  and  order  rection 

coun               code  functions 


Tc  undertake  pro- 
gram; aimed  at 
prevenlinf  adult 
enmes  and  juTenlle 
aelin<4Uenc; 


To  andertakt 

adalt  and  )av» 

nile  niha- 

biUtatioo 

pnigraxD* 


Oregon  UmaltUla. 


Raymond  V.  Butler. 
Acting  DepiUy  Commissioner, 
of  Indian  Affairs 

I  PR  Doc  77-16681  Piled  6-3-77:8  46  am) 


I  Ordinance  No.  2a-761 

GILA   RIVER   INDIAN   COMMUNITY,   ARIZ. 

Ordinance  Licensing  and  Regulating  th« 
Sale  and  Consumption  of  Spirituous 
Liquor  Within  the  Exterior  Boundaries  of 
the  Giia  River  Indian  Reservation 

In  accordance  witli  authority  delegated 
by  the  Secretary  of  the  Interior  to  the 
Commissioner  of  Indian  Affairs  by  230 
DM  2  (32  FR  13938  i  and  in  accordance 
with  the  Act  of  August  15.  1953  Public 
Law  277.  83rd  Congress.  Is*  Session  (67 
Stat,  586  >,  I  certify  that  the  following 
ordinance  relating  to  the  apphcatioo  of 
the  Federal  Indian  Liquor  Laws  on  the 
Gila  River  Indian  Reservation,  Arizona, 
was  adopted  August  4,  1976  by  the  Qlla 
River  Indian  Community  which  has  Ju- 
risdiction over  the  area  o(f  Indian  coiun- 
try  Included  In  the  Ordinance,  reading 
as  follows : 

Article  I.  Definitioks 

In  this  ordinance,  unless  the  context 
otherwise  requires:  1.  "Beer"  means  any 
beverages  obtained  by  the  alcoholic  fer- 
mentation. Infusion  or  decoction  of  bar- 
ley malt.  hops,  or  other  Ingredients  not 
drinlcable.  or  any  combination  of  them. 

2  "Broken  package'  means  any  con- 
tainer or  spirituous  liquor  on  which  the 
United  States  tax  seal  has  been  broken  or 
removed,  or  from  which  the  cap.  cork. 
seal,  or  tab.  placed  thereupcm  by  the 
manufacturer  has  been  removed. 

3.  "Club"  Includes  any  of  the  follow- 
ing organizations  where  the  sale  of  spir- 
ituous liquor  for  consumption  on  the 
premises  is  made  to  members  only : 

a,  A  poet,  chapter,  camp  or  other  local 
unit  composed  solely  of  veterans  and  Its 


duly  recognized  auxiliary,  and  which  Is  a 
poet,  chapter,  camp  or  other  local  imit 
compHieed  solely  of  veterans  which  has 
been  chartered  by  the  Congress  of  the 
United  States  for  patriotic,  fraternal  or 
t)enevol«it  purposes,  and  which  has  as 
the  owner,  lessee  or  occupant  operated 
an  establishment  for  that  purpose  in  thl.« 
state. 

b.  A  chapter,  sierie.  parlor,  lodge  or 
other  local  unit  of  an  American  national 
fraternal  organization  which  has  as  the 
owner,  lessee  or  occupant  operated  an  es- 
tablishment for  fraternal  purposes 
within  this  Reservation.  An  American 
nati(Mial  fraternal  organization  as  used 
in  this  subdivision  shall  actively  operate 
in  not  less  than  thirty-six  states  or  have 
been  active  continuous  existence  for  not 
less  than  twenty  years. 

c.  A  hall  or  bulldmg  a.s.scK  iation  of 
such  a  local  unity  mentioned  in  subdi- 
vlsic«is  (ai  and  'b'.  all  of  the  capital 
stock  of  which  is  owned  by  Uic  local  unit 
or  the  members,  and  which  operates  the 
club  room  facilities  of  the  local  unit 

d.  A  golf  club  has  more  than  fifty  bona 
fide  members  which  owns,  mamtains  or 
operated  a  bona  fide  golf  links  together 
with  a  club  house. 

e.  A  social  club  which  has  more  than 
fifty  bona  fide  members  who  are  actual 
residents  of  the  rounty  in  which  it  is  lo- 
cated, which  owns,  maintains  or  operates 
club  quarters,  and  which  Ls  authorized 
and  incorporated  to  operate  as  a  non- 
profit club  under  the  laws  of  this  Com- 
munity, and  has  been  continuously  In- 
corporated and  operating  for  a  period  of 
not  less  then  one  year.  The  club  shall 
have  had.  diu-ing  such  period  of  one  year 
a  bona  fide  membership  with  regular 
meetings  conducted  at  lea.'-t  once  each 
month  and  the  member.sliip  shall  be  and 
shall  have  been  actively  engaged  m  car- 
rying out  the  objectives  of  the  club  The 
club's  membership  shall  consist  of  bona 
fide  dues-paying  members  paying  at  leart 
six  dollars  per  year,  payable  mcmthly. 
quarterly  or  annually,  which  have  been 
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recorded  by  the  secretary  of  the  club,  and 
the  members  at  the  tun*  of  application 
for  a  club  hcfnse  shall  be  in  good  stand- 
ing having  for  at  least  one  full  year  paid 
dues.  At  least  fifty -one  per  cent  of  the 
members  shall  have  signified  their  in- 
tention to  secure  a  so(  ial  club  license  by 
personally  signing  a  petition,  on  a  form 
prescribed  by  the  Committee,  which  .shall 
also  include  the  correct  mailmg  address 
of  each  signer.  The  {jetition  shall  not 
have  been  signed  by  a  member  at  a  date 
earlier  than  thirty  days  prior  to  the  fill- 
ing of  the  petition.  It  is  tiie  intent  of  this 
paragraph  that  a  license  shall  not  be 
granted  to  a  club  which  is.  or  has  been, 
primarily  formed  or  activated  to  obfain 
a  license  to  sell  hquor.  but  solely  to  a 
bona  fide  club,  where  the  sale  of  Liquor  is 
Incidental  to  the  main  purposes  of  the 
club. 

4.  "Committee"  means  the  Govern- 
ment and  Management  Committee,  a 
standing  committee  of  the  Gila  River  In- 
dian Community  Council. 

5.  "Community"  means  the  Gila  River 
Indian  Community  Council. 

6.  "Company"  or  "association"  when 
used  in  reference  to  a  corporation  in- 
cludes successors  or  assigns. 

7.  "Council"  means  tlie  GiIa  River 
Indian  Community  Council. 

8.  "License"  means  a  license  issued 
pursuant  to  the  provisions  of  tills  ordi- 
nance. 

9.  "Off-sale  retailer"  means  any  per- 
sons operating  a  bona  fide  regularly  es- 
tablished retail  liquor  store  selling 
spirituous  liquors,  wines  and  beer,  and 
any  established  retail  store  selling  com- 
modities other  tiian  spirituous  liquors 
and  engaged  in  the  sale  of  spirituous 
liquors  only  in  the  original  package,  to  be 
taken  away  from  the  premises  of  the 
retailer  and  to  be  consumed  off  tlie 
premises. 

10.  "On-sale  retailer"  means  any  per- 
son operating  an  establishment  where 
spirituous  liquors  are  sold  in  the  original 
container  for  consumption  on  or  off  the 
premises  and  in  individual  portions  for 
consumption  on  the  premises. 

11.  "Premises"  or  'iicensed  premises" 
shall  mean  the  area  from  which  the  li- 
censee is  authorized  to  sell,  dispense,  or 
serve  spirituous  Uquors  'onder  the  provi- 
sion of  the  license 

12.  "Person"  Includes  partnership,  as- 
sociation, company  or  corporation,  as 
well  as  a  natural  [lerson. 

13.  "Reser^'atlon"  means  the  Gila 
River  Indian  Reservation  located  in  the 
State  of  Arizona. 

14.  "Sell"  includes  soliciting  or  receiv- 
ing an  order  for,  keeping  or  exposing  for 
sale,  delivering  for  value,  peddling,  keep- 
ing intent  to  sell  and  trafficking  m. 

15.  "Spirituous  liquor"  includes  alco- 
hol, brandy,  whiskey,  rum.  tequUa,  mes- 
cal, gin,  wine,  porter,  ale,  beer,  any  malt 
liquor,  malt  beverage,  ab.sinthe  or  com- 
I)ound  or  mixture  of  any  of  them,  or  of 
any  of  them  with  any  vegeUble  or  other 
substance,  alcohol  bitters.  bittCrs  con- 
taining alcohol,  and  any  liquid  mixture 
or  preparation,  whether  patented  or 
otherwise,  which  produces  intoxication, 
fruits  preserved  In  ardent  spirits,  and 


beverages  containing  more  than  one-half 
of  one  percent  of  alcohol  by  volume. 

16.  "Vehicle"  means  any  means  of 
transportation  by  land,  water,  or  air, 
and  Includes  everything  made  use  of  in 
any  way  for  such  transportation  . 

17.  "Wine"  means  the  production  ob- 
tained by  the  fermentation  of  grapes  or 
other  agricultural  products  containing 
natural  or  added  sugar  or  any  such  alco- 
holic beverage  fortified  with  grape 
brandy  and  containing  not  more  than 
twenty-four  percent  of  alctrfiol  by 
volume. 

Article  II. 

SECTION    1 

The  Gila  River  Indian  Community 
Court  is  vested  with  original  jurisdiction 
to  hear  and  decide  all  matters  arising 

pursuant  to  this  ordinance. 

SECTION     2 

A.  Liquor  license  applications  shall  be 
filed  with  the  Government  and  Manage- 
ment Standing  Committee  of  the  Gila 
River  Indian  Community  Council.  The 
Government  and  Management  Standing 
Committee  shall  review  all  liquor  license 
applications  and_  provide  the  Community 
Council  with  a  recommendation  as  to  the 
disposition  of  all  applications. 

B.  All  applications  filed  with  the  Com- 
mittee shall  be  referred  to  the  District 
where  the  liquor  license  is  to  do  busi- 
ness, except  those  applications  which 
!>ropose  to  be  located  within  the  corri- 
dor established  by  Ordinance  No.  14-73, 
which  extends  one-half  mile  on  either 
side  of  the  centerline  of  Interstate  10, 
where  .said  highway  crosses  the  Reserva- 
tion. Once  evidence  of  the  two-thirds  af- 
firmative vote  by  members  of  the  District 
attending  a  meeting  called  for  the  spe- 
cific purpose  of  approving  a  liquor  license 
application  is  provided  to  the  Committee 
by  the  District  concerned,  a  recommen- 
dation as  to  the  disposition  of  said  ap- 
plication sliall  be  provided  to  the  Com- 
munity CouncU  by  the  Committee. 

C.  Any  person  desiring  a  Community 
Liquor  License  to  manufacture,  sell  or 
deal  in  spirituous  liquors  within  the  ex- 
terior boundaries  of  the  Gila  River  In- 
dian Reservation  shall  secure  a  Com- 
munity Business  License  before  being  Is- 
sued a  Community  Liquor  License. 

D.  Issuance  of  a  Community  Liquor  Li- 
cense shall  be  contingent  upon  the  ap- 
plicant obtaining  a  liquor  license  of  the 
same  type  from  the  Department  of  Liquor 
Licenses  and  Control  of  the  State  of 
Arizona. 

SECTION     3 

Tlie  license  shall  be  to  manufacture, 
sell  or  deal  in  spirituous  liquors  only  at 
the  place  and  in  the  manner  provided 
tlierein.  and  a  separate  Ucense  shall  be 
issued  for  each  specific  business.  Each 
license  shall  specify  the  following: 

A.  The  particular  spirituous  liquors 
which  the  licensee  Is  authorized  to  man- 
ufacture, sell  or  deal  In. 

B.  The  place  of  business  for  which 
Issued.. 

C.  The  purpose  for  which  the  liquors 
may  be  manufactured  or  sold. 


SBCTIOir    4 

No  Community  license  shall  be  trans- 
ferred without  the  prior  written  consent 
of  the  Gila  River  Indian  Commimity 
Council. 

SECTION     5 

A.  A  fee  shall  accompany  an  applica- 
tion for  a  Community  license  or  trans- 
fer of  a  Community  license,  or  in  case 
of  renewal  said  fee  shall  be  paid  in  ad- 
vance. Every  license  shall  expire  Decem- 
ber 31  of  each  year.  An  application  fee 
for  an  original  license  shaU  be  returned 
to  the  applicant  if  the  application  Is 
denied. 

B.  Application  fees  for  an  origlnrJ 
Community  license  shall  be: 

1.  Distiller's  license,  one  hundred  dol- 
lars ($100). 

2.  Brewer's  license,  one  hundred  dol- 
lars ($100). 

3.  Winer's  license,  one  hunderd  dol- 
lars ($100). 

4.  WTiolesaler's  license  to  sell  all  spir- 
ituous liquors,  one  hundred  dollars 
($100). 

5.  Wholesaler's  license  to  sell  wine  and 
beer,  one  hundred  dollars  ($100) . 

6.  On-sale  reailer's  license  to  sell  all 
spirituous  liquors  by  individual  portions 
and  in  the  original  containers,  one  hun- 
dred dollars  ($100). 

7.  On-sale  retailer's  license  to  sell  wine 
and  beer  by  individual  portions  and  in 
the  original  containers,  one  hundred  dol- 
lars ($100). 

8.  On-sale  retailer's  license  to  sell  beer 
by  individual  portions  and  in  the  original 
containers,  one  hundred  dollars  ($100). 

9.  Off -sale  retailer's  license  to  sell  all 
spirituous  liquors,  one  hundred  dollars 
($100). 

10.  Off-sale  retailer's  licen.'^e  to  sell 
wine  and  beer,  one  hundred  dollars 
($100). 

11.  Off-sale  retailer's  license  to  sell 
beer,  one  hundred  dollars  ($100'. 

12.  Club  license  Is.sued  in  the  name  of 
a  bona  fide  club  qualified  under  this 
chapter  to  sell  all  liquors  on-sale,  one 
thousand  dollars  ($1.000) . 

13.  Hotel-motel  licen.se  i.-sued  as  such 
to  sell  and  serve  spirituous  liquors  solely 
for  consumption  cai  the  licensed  premises 
of  the  hotel  or  motel,  one  thoa^^and  dol- 
lars ($1,000). 

14.  Restaurant  license  issued  as  such 
to  sell  and  sen'e  spirituous  liquors  solely 
for  consumption  on  the  licensed  premises 
of  the  restaurant,  one  thousand  dollars 
($1,000). 

D.  If  application  for  a  license  is  made 
on  or  after  July  1  in  any  year,  one-half 
of  the  annual  license  fee  shall  be 
changed. 

E.  The  annual  renewal  fees  for  Com- 
munity license  shall  be : 

1.  Distiller's  license,  three  hundred 
fifty  dollars  ($350). 

2.  Brewer's  license,  three  hundred  fifty 
doUars  ($350) . 

3.  Winer's  license,  one  hundred  fifty 
dollars  ($150). 

4.  Wholesaler's  license  to  sell  all  spir- 
ituous liquors,  two  hundred  fifty  dollars 
($250). 
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5.  Wholesalers  license  to  sell  wine  and 
beer,  one  hundred  dollars  ($100) . 

6.  On-sale  retailer's  license  to  sell  sJl 
spirituous  liquors  by  individual  portions 
and  in  the  original  containers,  one  hun- 
dred fifty  dollars  ($150). 

7  On-sale  retailer's  license  to  sell  wine 
and  beer  by  individual  portions  and  in 
the  original  containers,  one  hundred  fifty 
dollars  ($150). 

8.  On-sale  retailer's  license  to  sell  beer 
by  indiv  idual  portions  and  in  the  original 
containers,  seventy-five  dollars  ($75). 

9.  Off-sale  retailer's  license  to  seU  all 
spirituous  liquors,  fifty  dollars  ($50) , 

10.  Off-sale  retailer's  license  to  sell 
wine  and  beer,  fifty  dollars  ($50) . 

11.  Off -sale  retailer's  License  to  sell 
beer,  twenty-five  dollars  ($25) . 

F.  Where  the  business  of  an  on-sale 
retail  licensee  is  seasonal,  extending  for 
periods  of  less  than  six  ( 6  >  months  in  any 
calendar  year,  the  licensee  may  desig- 
nate tlie  periods  of  his  operation,  and  a 
hcense  may  be  granted  for  periods  less 
than  six  (6)  months.  The  fees  for  any 
license  granted  pursuant  to  this  subsec- 
tion shall  be  one-half  the  fees  prescribed 
in  subsection  B,  C,  and  E  of  this  section. 

G.  Transfer  fees  from  person-to-per- 
son shall  be: 

1.  Distiller's  license,  five  hundred  dol- 
lars ($500). 

2.  Brewer's  license,  five  hundred  dol- 
lars ($500). 

3.  Winer's  license,  three  hundred  dol- 
lars I $300). 

4.  Wholesaler's  license  to  sell  all  spir- 
ituous liquors,  five  hundred  dollars 
($500). 

5.  Wholesaler's  license  to  sell  wine  and 
beer,  two  hundred  dollars  ($200*. 

6.  On-sale  retailer's  license  to  sell  all 
spirituous  liquors  by  individual  portions 
and  in  the  original  containers,  three 
hundred  dollars  ($300). 

7.  On-sale  retailer's  License  to  sell  wine 
and  beer  by  individual  portions  and  In 
the  original  containers,  one  hundred  fifty 
dollars  ($150). 

8.  On-sale  retailer's  license  to  sell  beer 
by  individual  portions  and  In  the  origi- 
nal containers,  fifty  dollars  ($50). 

9.  Off -sale  retailer's  license  to  sell  all 
spirituous  liquors,  one  hundred  dollars 
($100). 

10.  Off -sale  retailer's  license  to  sell 
wine  and  beer,  one  hundred  dollars 
($100). 

11.  Off-sale  retailer's  license  to  sell 
beer,  fifty  dollars  ($50) . 

H.  Transfer  fees  from  place-to-place 
shall  be  twenty-five  dollars  ($25». 

SECTION    6 

Disposition  of  lees  and  fines:  All  li- 
cense fees  received,  and  all  money  fines 
imposed  pursuant  to  this  Ordinance, 
shall  be  deposited  in  the  general  account 
of  the  Gila  River  Indian  Community, 
unle.ss  otherwise  directed  by  the  Council. 

SECTION    7 

Exemptions:  The  provisions  of  this 
Ordinance  shall  not  apply  to  drugstores 
selling  spirituous  liquors  only  upon  pre- 
scription or  to  ethyl  alcohol  intended  for 
use  or  used  for  the  following  purposes: 


1.  Scientlflc,  chemical,  mechanical.  In- 
dustrial and  medicinal  purposes. 

2.  Use  by  those  authorized  to  procure 
spirituous  liquor  or  ethyl  alcohol  tax- 
free,  as  provided  by  the  acts  of  Congress 
and  regulations  promulgated  thereunder. 

3.  In  the  manufacture  of  denatured 
alcohol  produced  and  used  as  provided  by 
the  acts  of  Congress  and  regulations  pro- 
mulgated thereunder. 

4.  In  the  manufacture  of  patented. 
patent,  proprietar\-,  medicinal,  pharma- 
ceutical, antiseptic  toilet,  scientific, 
chemical  mechanical  and  industrial 
preparations  or  products,  unfit  and  not 
u^ed  for  beverage  purposes. 

5.  In  the  manufacture  of  flavoring  ex- 
tracts and  unfit  for  beverage  purposes. 

Article  HI 

SECTION    I 

A  Every  person  having  m  hl«  posses- 
sion or  custody  or  under  his  control  a 
still  or  distilling  apparatus  shall  register 
it  with  the  Committee  under  the  rules 
and  regulations  the  Committee  may  pre- 
scribe, and  every  still  or  distilling  ap- 
paratus not  so  registered,  together  with 
all  mash,  wort  or  wash,  for  distillation 
or  for  the  production  of  spLrit";  or  alco- 
hol, and  all  finished  products,  together 
with  all  personal  property  hi  the  posses- 
sion or  custody  of.  or  under  the  control 
of  any  person,  which  may  be  used  In  the 
manufacture  or  transportation  of  spirit- 
uous liquors,  and  which  is  found  in  the 
building  or  In  any  yard  or  enclosure  con- 
nected with  the  building  in  which  the 
unregistered  still  or  distUllng  apparatus 
is  located,  shall  be  forfeited  to  the  Com- 
munity. 

B.  The  still,  di.stillmg  apparatus,  mash, 
wort,  wash  or  finished  products  shall 
forthwith  be  destroyed  by  an  agency  of 
the  Committee,  or  other  peace  oCQcer. 
and  all  personal  property  forfeited  to  the 
Committee  shall  be  sold  at  public  auction 
to  the  highest  bidder  for  cash  on  five 
days  notice. 

C.  The  notice  shah  be  posted  at  the 
Courthouse  and  at  the  Service  Center  to 
the  District  to  which  the  personal  prop- 
erty was  seized.  The  expenses  of  the  pub- 
lication and  the  expenses  of  the  sale  shall 
be  deducted  from  the  proceeds  of  the 
sale;  and  any  balance  shall  be  paid  toto 
the  general  fund  of  the  Community. 

SECTION    2 

No  on-sale  hcensee  shall  lock  or  per- 
mit to  be  Icxjked  the  front  entrance  to 
his  licensed  establishment  until  all  per- 
sons other  than  the  licensee  and  his  em- 
ployees on  duty  have  left  the  premises. 

SECTION    3 

No  licensee  shall  change  the  name  of 
his  licensed  business  without  first  obtato- 
ing  written  permission  from  the  Com- 
mittee. No  licensee  shall  u.se  a  name,  for 
his  licensed  busmess.  until  such  name 
has  been  approved  to  writtog  by  tiie 
Committee.  The  hcensee  shall  also  sub- 
mit his  license  for  change  wlthto  fifteen 
(15)  days  of  the  written  approval  of  such 
change  of  name. 


SECTION    4 

A.  No  liquor  bottle  or  other  contatoer 
authorized  by  the  laws  of  the  United 
States  or  any  agency  thereof  shall  be 
reused  for  the  packaging  of  distilled 
spirits,  nor  shall  the  original  contents,  or 
any  portion  of  such  origtoal  contents, 
remaining  m  a  liquor  bottle  or  other  such 
authorized  container,  be  tocreased  by  the 
addition  of  any  substance. 

B  No  licensee  shall  -reuse,  sell  or  give 
away  empty  spirituous  liquor  bottles 
contrary  to  Federal  laws  and  regulations 

SECTION    5 

All  licensees  shall  keep  for  a  period  ol 
not  less  than  two  (2)  years  all  tovolces, 
records,  bills  and  other  papers  and  docu- 
ments relating  to  the  purchase,  sale  and 
deliverj-  of  alcoholic  beverages.  Such 
records  and  papers  sliall  be  kept  in  such 
condition  of  storage  as  to  be  easily  acces- 
sible to  the  Committee  or  employees  of 
the  Commimity  for  exammation  or  audit. 

SECTION   6 

A  licensed  place  of  bustoess  may  be  re- 
quired to  close  its  doors  and  stop  sale  of 
alcoholic  beverages  to  the  public  or  allow 
any  person  on  the  premises,  with  the  ex- 
ception of  the  owners,  employees  and 
officers  of  the  law.  during  the  time  it  may 
appear  to  the  Committee  that  violence 
might  occur. 

SECTION  7 

A  All  persons  havtog  a  legal  or  equi- 
table mterest  to  a  spirituous  liquor 
licen.se  shall  file  with  xhe  Committee  a 
.statement  of  such  toterest  on  a  form  pre- 
scribed and  furnished  by  the  Committee 
Notice  of  termination  of  such  interest 
shall  be  filed  in  writing  by  the  toterest 
holder  upon  final  determtoation  of  the 
interest  Interest  holders  shall  imme- 
diately file  amended  statements  presently 
on  file 

B  The  Committee  may  periodically,  by 
notice  to  the  holders  of  toterests  filed 
under  this  regulation,  require  s\ich  in- 
terest holders  to  verify  to  writtog  to  the 
Committee  that  the  statement  presently 
on  file  Is  currently  correct  and  accurate 
and.  if  not,  such  interest  holder  shall  im- 
mediately file  an  amended  statement  or 
termination  notice.  If  no  response  l^  re- 
ceived by  the  Committee  within  thirt>' 
'30 »  days  of  the  mailing  of  such  notice, 
the  toterest  shall  be  deemed  terminated 

C.  All  persons  havmg  filed  statement^ 
of  interest  to  accordance  with  this  regu- 
lation and  the  statute  shall  be  given 
notice  of  all  matters  and  or  action  af- 
fecting or  regarding  the  spirituous  liquor 
license  in  which  they  have  an  toterest 

D  Notice  as  required  in  ( C '  above  shall 
be  fully  effective  by  mailing  a  copy 
thereof  by  registered  or  certified  mail  to 
a  sealed  envelope  with  postage  preptiid 
and  addressed  to  such  person  at  his  ad- 
dress as  shown  by  the  statement  on  file 
with  the  Committee  Sen'ice  of  such 
notice  shall  be  complete  when  deposited 
to  the  United  States  mall. 

E.  All  toterest  holders  who  are  entitled 
to  receive  notice  as  provided  for  hereto- 
above  shall  have  the  right  to  appear  and 
participate  to  person  and  through  coun- 
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sel  In  any  hearing  held  before  the  Com- 
mittee affecting  the  subject  splrlUious 
llqnor  license  as  his  Interests  may  appear. 
P.  Tlie  statement  of  legal  or  equitable 
Interest  shall  allow  the  person  fUlng  said 
statement  to  participate  in  the  proceed- 
ings and  shall  not  in  any  manner  bind 
the  Community  concerning  the  matter 
under  construction. 

Article  IV.  Unlawful  Acts 

It  Is  unlawful:  1.  For  any  person. 
whether  as  principal  or  agent,  clerk  or 
employee,  whether  for  hlnxself.  or  for 
any  other  person,  or  for  any  body  cor- 
porate, or  as  offlcer  of  any  corporation, 
or  as  a  member  of  any  firm  or  co-part- 
nership or  otherwise  to  buy  for  resale, 
sell  or  deal  in  spirituous  liquors  on  and 
within  the  exterior  boundaries  of  the 
Gila  River  Indian  Reservation,  Arizona, 
without  first  obtaining  all  nece.s.^ary  Fed- 
eral. State  and  County  licenses  including. 
but  not  restricted  to  a  Federal  license  to 
trade  with  the  Indians  issued  pursuant  to 
Title  25.  Code  of  Federal  Regulations,  a 
license  duly  issued  by  the  Arizona  State 
Department  of  Liquor  License  and  Con- 
trol, and  a  valid  license  issued  by  the 
Gila  River  Indian  Community. 

2.  For  a  person  to  sell  or  deal  In  al- 
cohol for  beverage  purposes  without  first 
complying  with  the  provisions  of  this 
Ordinance. 

3.  For  a  distiller,  winer,  brewer  or 
wholesaler  to  sell,  dispose  of  or  give 
spirituous  liquor  to  any  persons  other 
than  a  licensee,  except  in  sampling  wares 
as  may  be  necessary  in  the  ordinary 
course  of  b'jsmess. 

4.  For  a  distiUer.  winer  or  brewer  to 
require  a  wholesaler  to  offer  or  grant  a 
discount  to  a  retailer,  unless  the  dis- 
count has  also  been  offered  and  granted 
the  wholesaler  by  the  dLstUler,  winer  or 
brewer. 

5.  For  a  distiller,  winer  or  brewer  to 
use  a  vehicle  for  trucking  or  transporta- 
tion of  spirituous  liquors  unless  there 
is  affixed  to  both  sides  of  the  vehicle  a 
sign  showing  the  name  and  address  of 
the  Licensee  and  the  type  and  number 
of  his  license  in  letters  not  less  than 
three  and  one-half  inches  ui  height. 

6.  For  a  person  to  take  or  solicit  orders 
for  spirituous  liquors  unless  he  is  a  regis- 
tered .salesman  or  solicitor  of  a  licensed 
wholesaler  or  a  registered  salesman  or 
solicitor  of  distillery,  winery,  brewery, 
importer  or  boker. 

7.  For  any  retail  Ucensee  to  purchase 
spirituous  liquor  from  any  person  other 
than  a  registered  solicitor  or  .salesman 
of  a  wholesaler  licensed  by  the  State 
of  Arizona  and  the  Commiuiity. 

8.  For  a  retailer  to  acqure  an  in- 
terest in  property  owned,  occupied  or 
used  by  a  wholesaler  in  his  business,  or 
in  a  license  with  respect  to  tlie  premises 
of  the  wholesaler. 

9.  For  a  licensee  or  other  person  to 
sell,  furnish,  dispose  of,  give,  or  cause 
to  be  sold,  furnished,  du^poeed  of  or 
given  to  a  person  under  the  age  of  nine- 
teen years  to  buy.  receive,  have  in  pos- 
session or  consume,  spirituous  liquor. 
The  provisions  of  this  paragraph  shall 
not  apply  to  persoi^  udner  the  age  of 


nineteen  employed  to  package  and  carry 
merchandise.  Including  spirituous  liquor, 
in  unbroken  package*,  for  the  con- 
venience of  the  customer  of  the  em- 
ployer. 

10.  For  a  licensee  to  employ  a  person 
under  the  age  of  nineteen  years  to  manu- 
facture, sell  or  dispose  of  spirituous 
liquors.  The  provisicwis  of  this  para- 
graph shall  not  apply  to  persons  under 
the  age  of  nli^eteen  employed  to  pack- 
age and  carry  merchandise,  including 
spirituous  liquor.  In  unbroken  packages, 
for  the  convenience  of  the  customer  of 
the  employer. 

11.  For  an  on-sale  retail  licensee  to 
employ  a  person  under  the  age  of  nlne- 
t<?en  years  In  any  capacity  connected 
with  the  handling  of  spirituous  llqucrs. 

12.  For  a  licensee,  when  engaged  In 
waiting  on  or  serving  customers,  to  con- 
sume spirituoiis  liquor  or  remain  on  or 
about  the  premises  while  In  an  intoxi- 
cated or  disorderly  condition. 

13  For  an  employee  of  a  licensee,  dur- 
ing that  employee's  working  hours  or  In 
cormectlon  with  such  employment,  to 
give  to  or  purchase  for  any  other  per- 
son, accept  a  gift  of.  purchase  for  hlna- 
self  or  consume  spirituous  liquor. 

14.  For  a  licensee  or  other  persons  to 
serve,  sell  or  furnish  spirituous  liquor  to 
an  Intoxicated  or  disorderly  person,  or 
for  a  licensee  or  employee  of  the  licensee 
to  allow  or  permit  an  intoxicated  or 
disorderly  person  to  come  into  or  remain 
in  or  about  the  premises. 

15.  For  an  on-sale  or  off -sale  retail 
licensee  or  an  employee  thereof  to  sell, 
dispose  of,  deliver  or  give  splrltuorB 
liquor  to  a  person  between  the  hours  of 
one  o'clock  a.m.  and  six  o'clock  a.m.  on 
weekdays,  and  one  o'clock  a.m.  and 
twelve  o'clock  noon  on  Sundays. 

16.  For  an  on-sale  or  off-sale  retail 
licensee  or  an  employee  thereof  to  sell, 
dispose  of.  deliver  or  give  away  spirituous 
liquor  on  his  premises  on  election  days 
during  the  hours  polling  places  are  open 
for  voting. 

17.  For  an  on-.^ale  retail  licensee  or 
an  employee  thereof  to  allow  a  person 
to  consume  spirituous  liquors  on  the 
premises  between  the  hours  of  one 
fifteen  am.  and  sLx  o'clock  ajn.  on 
weekdays,  and  one  fifteen  a.m.  and 
twelve  o'clock  noon  on  Sundays. 

18.  For  an  on-sale  retail  licensee  to 
employ  a  person  for  the  purpose  of  solic- 
iting the  purchase  of  spirituous  liquors 
by  patrons  of  the  establishment  for 
themselves,  on  a  percentage  basis  or 
otherwise,  and  no  licensee  shall  serve 
employees  or  allow  a  patron  of  the  es- 
tablishment to  give  spirituous  liquor  to, 
or  to  purchase  liquor  for  or  drink  liquor 
with,  any  employee. 

19.  For  an  off-sale  retailer  to  sell  spir- 
ituous liquors  except  In  the  original  con- 
tainer, to  permit  spirituous  liqtior  to  be 
consumed  on  the  premises,  or  to  sell 
spirituous  liquor  in  a  container  having 
a  capacity  of  less  than  eight  ounces,  or 
for  an  on-sale  retailer  to  sell  spirituous 
liquor  for  consumption  off  tie  premises 
in  the  container  having  a  capacity  of  less 
than  eight  ounces. 


20.  For  a  person  to  consimie  spirituous 
liquor  from  a  broken  package  in  a  public 
place,  throughfare  or  gathering,  and  tlie 
license "bf  a  licensee  permitting  a  viola- 
tion of  this  paragraph  on  the  premises 
shall  be  subject  to  revocation.  Ttiis  para- 
graph shall  not  apply  to  sale  of  spirituous 
liquors  on  the  premises  of  and  by  an  on- 
sale  retail  license. 

21.  For  a  person  to  have  possession  of 
or  to  transact  spirituous  liquor  which 
la  manufactured  in  a  distillery,  winery, 
brewery,  or  rectifying  plant  contrary  to 
the  laws  of  the  United  States  and  this 
state,  and  any  property  used  in  trans- 
porting such  spirituous  liquor  shall  be 
forfeited  to  the  state  and  shall  be  seized 
and  disposed  of  by  the  Gila  River  Indian 
Community  Police  Department. 

Article  'V.  'Viol.mions,  Penalties, 
Jurisdiction 

SECTION    1 

A.  Any  person  found  guilty  of  violating 
any  of  the  offenses  or  unlawful  acts  enu- 
merated in  this  Ordinance  shall  be 
punished  by  a  fine  of  not  more  tlian 
Five  Himdred  Dollars  i$500).  or  by  im- 
prisonment in  the  Community  jail  for 
not  more  than  six  (6)  months,  or  both. 

B.  Any  licensee  violating  any  provi- 
sions of  this  Ordinance  shall  have  his  li- 
cense suspended  or  revoked  by  the  Com- 
mittee. 

C.  Any  licensee  who  has  his  license 
suspended  or  revoked  may  appeal  such 
suspension  or  revocation  to  the  Commit- 
tee. Upon  receipt  of  said  appeal,  the 
Committee  shall  set  such  appeal  for  a 
prompt  hearing.  The  Committee  shall 
hear  such  evidence  as  the  licensee.  Com- 
munity, and  other  interested  parties  may 
offer,  and  render  its  decision  at  the  con- 
clusion of  such  hearing. 

D.  A  decision  of  the  Community  may 
be  appealed  In  to  the  GUa  River  Indian 
Community  Court,  provided  that  the  ap- 
peal Is  duly  filed  within  twenty  <20)  days 
from  the  date  of  decision  of  the  Com- 
mittee. 

SECTION    2 

All  licensees  shall  comply  with  the  laws 
of  the  United  States  and  the  State  of 
Arlozna  governing  the  manufacture  and 
sale  of  spirituous  liquor,  and  if  the  Ari- 
zona State  Department  of  Liquor  Li- 
censes and  Control  suspends  or  revokes 
the  liquor  license  of  the  holder  of  the 
Community  License,  the  Community 
Liquor  License  shall  also  be  s'lspended 
or  revoked. 

Certification 

Pursuant  to  authority  contained  in 
Article  XV.  Sec.  1  <a)  (7X9)  (19)  (b>  i3> 
(8)  and  Sec.  4  of  the  amended  Conistitu- 
tion  and  Bylaws  of  the  Gila  River  Indian 
Community  ratified  by  the  Tribe.  Jan- 
uary 22,  1960,  and  approved  by  the  Sec- 
retary of  the  Interior  on  March  17.  1960, 
the  foregoing  ordinance  was  adopted  this 
4th  day  of  August,  1976.  at  a  Regular 
Coimcil  meeting  held  in  Dlst.  3,  Sacaton, 
Arizona  at  which  a  quorum  of  eleven 
(11)  members  were  present  by  a  vote  of 
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8  For;  2  Against;  1  Abstain;  6  Absent; 
and  0  Vacancy. 

Raymond  V.  Butleu, 

Acting  Deputy 
Commissioner  of  Indian  Affairs. 

[PR  Doc.77-15854  Piled  6-3-77.8:45  am] 


of   Land   Management,  P.O.   Box  29«5. 

Portland.  Oregon  97206. 

Virgil  O.  Seiser. 
Acting  Chief.  Branch  of  Lands 

and  Minerals  Operations. 

[PR  Doc.77-15855  PUed  6-4-77:8:45  ami 


Bureau  of  Land  Management 

I  OR  3764] 

OREGON 

Order  Providing  for  Opening  of  Public 
Land 

M.AT  27,   1977. 

1.  In  an  exchange  of  lands  made  under 
the  provisions  of  section  8  of  the  Act  of 
June  28,  1934.  48  Stat.  1259,  1272,  as 
amended  and  supplemented,  43  U.S.C. 
315g  (1964).  the  following  land  has  been 
reconveyed  to  the  United  States. 

WlU-AMETTE    MCKIDIAN 

T   40S..R,  3E.. 
Sec.  10,  SW'/i- 

The  area  described  contains  160  acres  in 
Jackson  County. 

2.  The  land  described  in  paragraph  1 
hereof  is  reserved  for  multiple  use  man- 
agement, including  sustained  yield  of 
forest  resources  in  connection  with  In- 
termingled revested  Oregon  and  Cali- 
fornia Railroad  Grant  Lands  and  recon- 
veyed Coos  Bay  'Wagon  Rosid  Grant 
Lands,  and  remains  withdrawn  from  all 
forms  of  appropriation  under  the  public 
land  laws,  except  the  mining  laws  (Ch. 
2.  Title  30  U.S.C. >,  the  mineral  leasing 
laws,  the  Minerals  Sale  Act  of  July  31, 
1947  (30  U.S.C.  601-6041 ,  the  Recreation 
and  Public  Purposes  Act  of  June  14. 
1926,  as  amended  (43  U.S  C.  869>.  and 
sales  and  exchanges  initiated  by  the  Bu- 
reau of  Land  Management. 

3.  The  subject  land  is  located  approxi- 
mately 15  mUes  southeast  erf  the  City  of 
Ashland.  Elevation  ranges  from  4,360  to 
5.200  feet  above  sea  level,  and  the  topog- 
raphy is  generally  rough  and  mountain- 
ous. Vegetation  consists  primarily  of 
white  fir,  Douglas  fir.  ponderoKa  pine, 
and  native  grasses.  In  the  pa.'?t,  the  land 
has  been  used  for  timber  production  and 
livestock  grazing  purposes,  and  it  will  be 
managed,  together  with  adjoining  na- 
tional resoitrce  lands,  for  multiple  use. 

4.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawaLs,  and 
the  requirements  of  applicable  law.  the 
land  described  in  paragraph  1  hereof  is 
hereby  open  (except  as  provided  in  para- 
graph 2  hereof  i  to  operation  of  the  pub- 
lic land  laws,  including  the  mining  laws 
(Ch.  2,  Title  30  U  S.C.»  and  the  mineral 
leasing  laws.  All  valid  applications  re- 
ceived at  or  prior  to  10:00  am.  July  5. 
1977.  shall  be  considered  as  simultane- 
ously filed  at  that  time.  Those  received 
thereafter  shall  be  considered  in  the 
order  of  filing. 

5  Inquiries  concerning  the  land  should 
be  addressed  to  the  Chief,  Branch  ol 
Lands  and  Minerals  Operations.  Bureau 


LEGAL  SERVICES  CORPORATION 

COMMUNITY  LAW  OFnCES,   NEW  YORK. 

N.Y. 

Grants  and  Contracts 

May  31.  1977. 

The  Legal  Services  CorporaUon  was 
established  pursuant  to  the  Legal  Serv- 
ices Corporation  Act  of  1974,  Pub,  L.  93- 
355.  88  Stat  378,  42  U.S.C.  2996-2996L 
Section  1007' f)  provides:  "At  least 
thirty  days  prior  to  Uie  approval  of  any 
grant  application  or  prior  to  entering 
into  a  contract  or  prior  to  the  initiation 
trf  any  other  project,  the  Corporation 
shall  amiounce  publicly,  and  shall  no- 
tify the  Governor  and  the  State  Bar  As- 
sociation of  any  State  where  legal  as- 
sistance wUl  thereby  be  initiated,  of  such 
grant,  contract,  or  project 

The  Legal  Services  Corporation  hereby 
announces  publicly  that  it  is  considering 
the  grant  application  su'Dmltted  by : 
Community  Law  Offices  In  New  York,  II  T. 

Interest-ed  persons  are  hereby  invited 
to  submit  written  comments  or  recom- 
mendations concerning  the  above  appli- 
cation to  the  Regional  Office  of  Legal 
Services  Corporation  at: 
New    York    Regional     Office.     10    East    40tii 

Street,   New  York.   NY,    10016 

THOM.AS  EilRLICH, 

President. 

'PR  Doc"    15801   Piled  6-3  77;8:45  am] 


NATIONAL  AERONAUTICS   AND 
SPACE  ADMINISTRATION 

'Notice   7.7  -41  ] 

APPLICATIONS  STEERING  COMMITTEE, 
ATMOSPHERIC  CLOUD  PHYSICS  LAB- 
ORATORY ADVISORY  SUBCOMMITTEE 

Meeting 

The  Applications  Steering  Committee. 
Atmospheric  Cloud  Physics  Laboratory 
Advisory  Subcommittee  win  meet  on 
June  21-24.  1977,  at  the  Marshall  Space 
Flight  Center.  Mar.'^hall  Space  Flight 
Center,  Alabama  35812,  in  Room 
P109.  Bldg.  4200  from  8:30  a.m.  to 
A'.30  p.m.  each  day.  The  Subcommittee 
will  discuss,  evaluate,  and  categorize  the 
proposals  submitted  to  NASA  in  re- 
sponse to  the  Announcement  of  Oppor- 
tunity fc«-  Atmospheric  Cloud  Physics 
Laboratory  missions  as  part  of  the 
Shuttle  Spacelab  Payload  Development 
Program.  Discussion  of  the  professional 
qualifications  of  the  proposers  and  their 
potential  scientific  contributions  to  the 
Atmospheric  Cloud  Physics  Laboratory 
mission  would  invade  the  privacy  of  the 
proposers  Eind  the  other  Individuals  In- 


TOlved.  Since  the  Subcommittee  sessions 
wiU  be  concerned  throughout  with  mat- 
ters listed  in  5  U.S.C.  552bic>'6i.  as 
described  above,  it  is  hereby  deternimed 
that  the  sessions  should  be  closed  to  the 
public. 

For  further  information,  please  con- 
tact Dr.  Robert  Smith.  Marshall  Space 
Flight  Center,  AL,  at  205-453-3183. 

Dated:  June  1,  1977, 

Kenneth  R  Chapi€an. 
Assistant  Adviinistrator  for 
DOD  and  Interagency  Affairs. 

[PR   Doc77   15949   Piled   6-3-TI.BAb   am] 

NATIONAL  COMMISSION    FOR 
MANPOWER    POLICY 

MEETING 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act  (Pub,  L. 
92-463:  86  Stat.  770)  notice  is  hereby 
given  tliat  the  National  CommLssion  for 
Manpower  Policy  will  hold  a  formal 
meeting  on  June  24.  1977.  The  meeting 
will  be  held  m  the  South  American  Room 
of  the  Capitol  Hilton  Hotel  located  on 
the  comer  of  16th  and  K  Streets  NW., 
Washington.  DC.  The  meeting  will  com- 
mence at  9  a.m.  and  conclude  at  4 :  30  p.m. 
The  NationaJ  Commission  for  Man- 
power Policy  was  established  pursuant 
to  Title  V  of  U\e  Comprehensive  Em- 
ployment and  Traininr  Act  of  1973  'Pub. 
L,  92-203).  The  Act  cliarges  the  Com- 
mission with  the  broad  responsibility  of 
advising  the  Congress,  the  President,  the 
Secretary  of  Labor,  and  other  Federal 
agency  heads  on  national  manpower  is- 
sues. The  Conrmiisslon  is  specifically 
charged  with  reporting  annually  to  tlie 
President  and  the  CcHigress  on  its  find- 
ings and  recommendations  with  respect 
to  the  Nation's  manpower  policies  and 
programs. 

The  agenda  for  the  Commission's 
meetings  wil]  deal  with  urban  and  rural 
manpower  problems  and  aj^proaches  to 
dealing  with  them;  the  speed  and  tar- 
geting of  tlie  employment  stimulus  pro- 
gram: the  multiple  claimants  for  pub- 
lic service  employment  relative  to  its 
potential  .scale,  scope  and  limits.  The 
Commission's  study  of  the  net  employ- 
ment effects  of  public  service  employ- 
ment will  also  be  discussed. 

Members  of  Uie  general  public  or  other 
interested  individuais  may  attent  Com- 
mL5.sion  meetings.  Members  of  the  public 
desiring  to  submit  written  statements  to 
the  Commission  that  are  germane  to  the 
agenda  may  do  so,  provided  such  state- 
ments are  in  reproducible  form  and  are 
submitted  to  the  Chairman  no  later  than 
t*o  days  before  and  seven  days  after  Uie 
meeting. 

Additionally,  members  of  the  general 
pubhc  may  request  to  make  oral  state- 
ments to  the  Commission  to  the  extent 
that  time  available  for  the  meeting  per- 
mits. Such  oral  statements  must  be  di- 
rectly germane  to  the  announced  agenda 
items  and  written  application  to  make 
an  oral  statement  must  be  submitted  to 
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the  Chairman  of  tiie  Commis.sion  three 
days  before  the  meeting.  The  applica- 
tion shall  Identify  the  following:  The  ap- 
plicant, the  subject  of  the  presentation 
and  lUs  relationsliip  to  the  agenda:  the 
amount  of  time  requested:  the  Individ- 
ual's qualUlcatiorLs  to  speak  on  the  sub- 
ject matter:  and  shall  Include  a  justify- 
ing statment^  as  to  why  a  written 
presentation  would  not  suffice.  The 
Chairman  reserves  the  right  to  decide  to 
what  extent  pubhc  oral  presentations 
will  be  permitted  at  any  meeting.  Oral 
prcsentatlon-s  shall  be  limited  to  state- 
ments of  fact  aiid  views  and  shall  not 
include  any  questions  of  Commission 
members  or  other  participants  unJess 
these  questions  have  been  specifically 
approved  by  the  Chairman. 

Minutes  of  tl;e  meeting,  working  pa- 
pers, and  other  documents  prepared  for 
the  meeting  will  be  available  for  public 
inspection  five  working  days  after  the 
meeting  at  the  Commission's  headqiiar- 
ters  located  at  1522  K  Street  NW.,  Suite 
300,  Washington,  DC. 

Signed  at  Washington.  DC.  this  31st 
day  of  May  1977. 

Eli  Ginzberg, 
Chairman.  National  Commufsion 
for  Manpower  PolicV' 
[FR  Doc  T7-16824  Piled  6-3-77:8:45  am) 

NATIONAL  SCIENCE   FOUNDATION 

ADVISORY  PANEL  FOR  MOLECULAR 
BIOLOGY 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  as  amended.  Pub. 
L.  92-4€3,  the  National  Science  FVxmda- 
tlon  announces  the  following  meeting: 

NAME:  Advisory  Panel  for  Molecular 
Biology. 

DATE  AND  TIME  Group  A — June  23 
and  24,  1977,  9  a  rii  to  6  p.m.  Group  B — 
June  27  and  28,  1977,  9  a.m.  to  6  p.m. 

PLACE  Group  A— Room  321,  National 
Science  Foundation.  Group  B — Room 
338,  National  Science  Foundation. 

TYPE  OF  MEETING :  Closed. 

CONTACT  PERSON:  Dr.  Martin  P. 
Schwelzer,  Program  Director  for  Bio- 
physics, Room  329,  National  Science 
Foundation,    Washington,    D.C.    20650, 

t<>lephone  n'omber  202-632-4260 

PLTIPOSE  OF  PANEL:  To  provide  ad- 
vice and  recommendations  concerning 
support  for  research  In  molecular  bi- 
ology. 

AGEND.A  To  review  and  evaluate  re- 
search proposals  as  part  of  the  selection 
process  for  awards 

REASON  FOR  CLOSING:  The  proposals 
being  reviewed  include  information  of  a 
proprietary  or  confidential  nature,  in- 
cluding technical  information:  financial 
data,  such  as  salaries;  and  personal  in- 
formation concerning  individuals  associ- 
ated with  the  proposals    Tliese  matters 


are  within  exemptions  (4)  and  (6)  of  5 
U.S.C,  552ib'c),  Government  in  the  Sun- 
shine Act. 

AUTHORITY  TO  CLOSE  MEETING: 
This  determination  was  made  by  the 
Committee  Management  OfiScer  pursu- 
ant to  provisions  of  Section  10(d)  of 
Pub  L.  92-163.  The  Committee  Manage- 
ment Officer  was  delegated  the  authority 
to  make  such  determinations  by  the  Act- 
ing Director,  NSF,  on  February  18,  1977. 

M.  Rebecca  Winkler, 

ActiTig  Committee 
Management  Officer. 

May  31.   1977. 
(FR  rtoc.77-15822  Piled  6-3-77;8:45  am] 


ADVISORY  PANEL  FOR  METABOLIC 
BIOLOGY 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  as  amended.  Pub. 
L.  92-^63,  the  National  Science  Foimda- 
tlon  announces  the  follawlug  meeting: 

NAME:  Advisory  Panel  for  Metabolic  Bi- 
ology. 

DATE  AND  TIME :  June  23  and  24,  1977, 
9  a.m.  each  day. 

PLACE;    Room    611.   National    Science 

Foundation.  1800  G  Street  NW.,  Wash- 
ington, DC.  20550. 

TYPE  OF  MEETING;  Closed. 

CONT.\CT  PERSON:  Dr.  Elijah  B.  Ro- 
manoff. Program  Director  for  Metabolic 
Biology,  Room  331,  National  Science 
Foundation,  Washington,  D.C.  20550, 
Telephone  202-632-4312. 

PURPOSE  OF  P.VNEL:  To  provide  ad- 
vice and  recommendations  concerning 
support  for  research  in  metabolic  bi- 
ology-. 

AGENDA:  To  review  and  evaluate  re- 
search proposals  as  pert  of  the  selection 
process  for  awards. 

REASON  FOR  CLOSING :  The  proposals 
being  reviewed  include  Information  of  a 
proprietary  or  confidential  nature,  in- 
cluding technical  information:  financial 
data,  such  as  salaries;  and  personal  In- 
formation concerning  Individuals  associ- 
ated with  the  proposals.  These  matters 
are  within  exemptions  (4)  and  (6)  of  5 
use.  552bic',  Government  in  the  Sun- 
shine Act. 

AUTHORITY'  TO  CLOSE  MEETING: 
This  determination  was  made  by  the 
Committee  Management  Officer  pursu- 
ant to  pro\1.slons  of  Section  lO'd)  of  Pub. 
L.  92-463.  The  Committee  Management 
Officer  was  delegated  the  authority  to 
make  such  determinations  by  the  Acting 
Director,  NSF,  on  February  18,  1977. 

M.  Rerecca  WrnxLER. 

Acting  Com.mittee 
Management  Officer. 

May  31,  1977. 
I  PR  Doc.77-16823  Piled  6-3-77:8:46  am) 


NUCLEAR    REGULATORY 
COMMISSION 

ACRS  SUBCOMMITTEE  ON   REGULATORY 
ACTIVITIES 

Addition 

The  June  8,  1977,  meeting  of  tlie  ACRS 
Subcommittee  on  Regulatorj^  Activities 
announced  in  the  Federal  Register.  Vol. 
42,  No.  99,  page  26257,  May  23.  1977,  will 
discuss  the  NRC  Regulatory  Staff  posi- 
tion on  the  Advisability  of  a  Seismic 
Scram.  This  dlsciLssion  will  take  place 
during  the  afternoon  session  of  the  meet- 
ing and  will  Include  discussion  of  a  report 
entitled  "Advisability  of  Seismic  Scram," 
Lawrence  Llvermore  Laboratory-.  UCRL- 
51256,  dated  June  30,  1976. 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 

(PRDoo,77-15721  Filed  6-3-77:8:45  am| 


[BML  No    4&-O2808  04  1 

ATLANTIC   RESEARCH   CORP. 

Order  Convening  Prehearing  Conference 

In  the  matter  of  Atlantic  Research 
Corporation,  5390  Cherokee  Avenue, 
Alexandria,  Virginia,  22314. 

Upon  inquiry  respecting  a  date  and 
time  suitable  for  a  prehearing  confer- 
ence, it  has  been  determined  that  1:30 
p.m.  on  June  2,  1977,  Is  convenient  to  the 
Licensee  smd  the  Staff  of  the  Commis- 
sion. 

Where/ore,  it  is  ordered.  That  a  pre- 
hearing conference  in  this  proceeding 
shall  convene  at  1:30  p.m.  on  Thursday. 
Jime  2,  1977,  in  United  States  District 
Courtroom  No.  17  on  the  6th  Floor  of 
the  Courthouse  at  3rd  and  Constitution 
Avenue  NW.,  Washington,  DC,  to  con- 
sider matters  specified  in  10  CFR  2.752 
including  simplification,  clarification. 
and  specification  of  the  issues,  possibility 
of  obtaining  stipulations  and  admissions 
of  fact  and  of  the  contents  and  authen- 
ticity of  documents  to  avoid  unnecessary 
proof;  identification  of  witnesses,  and 
steps  that  may  be  taken  to  expedite  the 
presentation  of  evidence,  and  to  aid  in 
the  orderly  disposition  of  the  proceeding. 

Issued;  May  26,  1977,  Bethesda,  Mary- 
land, 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Samuel  W.  Jensch, 
Adyninistrative  Law  Judge. 

lFRDoc.77-15723  Filed  6-3-77;8:45  ami 


[Docket   No    50-471] 

BOSTON    EDISON   CO.,    ET   AL.    (PILGRIM 
NUCLEAR  GENERATING  STATION,  UNIT  2) 

Order 

It  is  ordered.  Tliat  the  evidentiary 
hearing  will  resume  on  Tuesday,  June  7, 
1977,  at  9:30  ajn.  in  the  Blue  Room. 
Memorial  Hall,  83  Court  Street, 
Pljrmouth,  Massachusetts. 


fEDCRAl   lEGISTEB,   VOL    42,    NO.    108 — MONDAY,   JUNC  ♦,    1»77 


NOTTCES 


289  l.T 


Dated    at   Bethesda,    Maryland,   tlxli 
27th  day  of  May.  1977. 

Thk  Atomic  SArezr  ahb 

LicEKsiNG  Board, 
Frederick  J    Codtal. 

Chairman. 

[FK  Doc.77-15732  FUed  ft  3-T7;8:45  am] 


Tor  the  Nuclesu-  Regtilatory  Commls- 

SVXL 

A.  ScirwiKCDU 
Chiet,       Overatina       Reactors 
Branch    No.    1,    Division    o1 
Overatina  Reactors. 

[PR  Doc.77-15738  FUed  «J-3-T7;8:45  am] 


Dated  at  Bethesda,  Mnrj  land  this  27th 
day  of  May  1977. 

Michael  .\.  Guhin, 
Assistant  Director.  Erport  Im- 
port and  Intematiaruil  Safe- 
guards, Office  0}  International 
Programs. 
IFR  Doc.77-15824  Filed  6-3  77:8:45  am] 


[Docket  Noa.  50-325  and  50-324) 
CAROLINA   POWER   AND   LIGHT  CO. 

Issuance  of  Amendments  to  Facility 
Operating  Licenses 

ITie  U.S.  Nuclear  Regulatory  Commis- 
sion (the  Commission  >  has  issued 
Amendments  Nos.  5  and  27  to  Facility 
Operating  Licenses  Nos.  DPR-71  and 
DPR-62,  issued  to  Carolina  Power  & 
Light  Company  (the  licensee',  which 
revised  Technical  Specifications  for 
operation  of  the  Brunswick  Steam 
Electric  Plant,  Units  Nos.  1  and  2, 
located  in  Brun.swick  County,  North 
Carolina.  The  amendments  are  effective 
as  of  the  date  of  issuance. 

Tlie  amendments  remove  operability 
and  surveillance  requirements  for  the 
High  Pressure  Coolant  Injection  iHPCI) 
turbine  steam  Jine  isolation  in  the  event  i 
of  HPCI  room  inlet  outlet  ventilation 
high  differential  temperature. 

The  application  for  the  amendments 
complies  with  the  standards  and  require- 
ments of  the  Atomic  Energj*  Act  of  1954, 
as  amended  (the  Act',  and  the  Com- 
mission's rules  and  regulations.  The 
Commission  has  made  appropriate 
findings  as  required  by  the  Act  and  the 
Commission's  rules  and  regulations  in 
10  CFR  Chapter  I.  which  are  set  forth  in 
the  license  amendment's.  Prior  public 
notice  of  these  amendments  was  not 
required  since  the  amendments  do  not 
involve  a  significant  hazards  considera- 
tion. 

The  Commission  has  determined  that 
the  issuance  of  these  amendments  will 
not  result  in  any  significant  environ- 
mental impact  and  that  pursuant  to  10 
CFR  5  51.5(di(4>  an  envircHimental 
Impact  statement  or  negative  declara- 
tion and  en\"tronmental  impact  appraisal 
need  not  be  prepared  in  connection  with 
Issuance  of  these  amendments. 

For  further  details  with  respect  to  this 
action,  see  (1)  the  application  for 
amendments  dated  August  4,  1976,  as 
supplemented  January  31,  1977,  (2) 
Amendment  No.  5  to  License  No.  DPR-71, 
(3)  Amendment  No.  27  to  License  No. 
DPR-62.  and  (4)  the  Commission's 
related  Safely  Evaluation.  All  of  these 
items  are  available  for  public  inspection 
at  the  Comuiis&ion's  Public  Document 
Room,  1717  H  Street  N'W.,  Wa.shington, 
D.C,  and  the  SouUiport-Brunswlck 
County  Librarv',  109  W.  Moore  Street, 
Southport,  North  Carolina  28461.  A  copy 
of  items  (2),  (3).  and  (4)  may  be  ob- 
tained upon  request  addressed  to  the 
U.S.  Nuclear  Regulatory  Commission, 
Washington,  DC.  20655.  Attention: 
Director,  Division  erf  OpermUng  Reactors, 

Dated    at    Bethesda,    Maryland,    this 
28th  day  of  Aprfl  1»T7. 


[Docket  Nv-»  5A  452  and  50  453 ' 

THE  DETROIT  EDISON  CO.  (GREENWOOD 
ENERGY  CENTER,   UNITS  2  AND  3) 

Reconstitution  of  Board 

James  R.  Y^n^.  Esq..  was  Cr.airman 
of  tlie  Atomic  Safety  and  Ucensing 
Board  for  the  above  proceeding.  Because 
of  otlier  commitments,  Mr.  Yore  is  un- 
able to  continue  his  service  on  this 
Board. 

Accordingly,  Elizabeth  S.  Bowers, 
Esq.,  whose  address  Is  Atomic  Safety  and 
Licensing  Board  Panel.  U.S.  Nuclear 
Regulatorj'  Commission.  Washington, 
DC.  20555.  is  appointed  Chairman  of  this 
Board.  Reconstitution  of  the  Board  in 
this  manner  is  in  accordance  with  Sec- 
tion 2.721  of  the  Commission's  Rules  of 
Practice,  as  amended. 

Dated  at  Bethesda,  Maryland  this  26th 
day  of  May  1977. 

James  R.  Yore. 
Chairman.  Atomic  Safety 
and  Licensing  Board  Panel. 

IFF.  Doc.77-15733  Filed  6-3-77;8:45  ami 


[D'jcket  No.  50-555;  Llceiise  No  XR   112) 

GENERAL   ATOMIC   CO. 

Issuance  of  Facility  Export  License 

Please  take  notice  that  no  request  for 
a  hearing  or  a  petition  for  leave  to  in- 
ten-ene  having  been  filed  following  publi- 
cation of  notice  of  proposed  action  in  the 
Federal  Register  on  January  27.  1976 
(Page  3920)  and  the  Nuclear  Regulatory 
Commission  ha\'lng  found  that: 

(a)  The  application  filed  by  General 
Atomic  Company.  Docket  Number  50-555. 
compiles  with  the  requirements  of  the 
Act.  and  the  Commission's  regulations 
set  forth  in  Title  10,  Chapter  I,  Code  of 
Federal  Regulations,  and 

(b)  The  reactor  proposed  to  be  ex- 
ported is  a  utilization  facility  as  defined 
in  said  Act  and  regulations,  the  Commis- 
sion has  issued  License  No.  XR-112  to 
General  Atomic  Company,  San  Diego, 
California,  authorizing  the  export  of  a 
research  reactor  with  a  thermal  power 
level  of  2000  kilowatts  to  Thai  Research 
Center,  Office  of  Atomic  Energy  for 
Peace,  Bangkok,  Thailand. 

The  export  of  this  reactor  to  Thailand 
Is  within  the  piirview  of  the  Agreement 
for  Cooperatlcm  Between  the  Govern- 
ment of  the  United  States  of  *AmerlcA 
and  the  Government  erf  Thailand. 

For  the  Nuclear  Regulatory  Commis- 
sion. 


(Docket  No.  50-3151 

INDIANA  &  MICHIGAN  ELECTRIC  CO.  AND 
INDIANA   &   MICHIGAN   POWER  CO. 

Issuance  of  Amendment  to  Tacility 
Operating  License 

The  U  S.  Nuclear  Regulatory  CommL';- 
slon  (the  Commi-ssion)  has  Issued 
Ajnendmcnt  No.  19  to  Facility  Operatmg 
License  No.  DPR-58,  issued  to  Indiana 
&  Micliigan  Electric  Company  and  In- 
diana &  Michigan  Power  Company  (the 
licensees ' .  which  revised  the  Technical 
Specifications  for  operation  of  the 
Donald  C  Cook  Nuclear  Plant  Unit  No. 
1  (the  facility),  located  In  Berrien 
County.  Michigan.  The  amendment  is 
effective  as  of  the  date  of  ius  issuance. 

Tlie  amendment  changed  the  Appen- 
dix B  Technical  Specifications  to  change 
the  requirement?  for  perlphyton  and  fish 
larvae  sampling  and  for  the  discharge  of 
chemicals  to  the  on-site  absorption  field. 

The  applications  for  the  amendment 
comply  with  the  standards  and  require- 
ments of  the  -Atomic  Energy  Act  of  1954, 
as  amended  '  tlie  Act) .  and  the  Commis- 
sion's rules  and  regulations.  The  Com- 
mission has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rules  and  regulations  In  10  CFR 
Chapter  I.  which  are  set  forth  In  the 
license  amendment.  Prior  public  notice 
of  this  amendment  was  not  required 
since  the  amendment  does  not^  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR  51.5 
'd'  (4).  an  en%ironmental  Impact  state- 
ment or  negative  declaration  and  en- 
vironmental Impact  appral.sal  need  not 
be  prepared  in  connection  with  issuance 
of  this  amendment. 

For  further  details  with  respect  to  this 
action,  see  (D  the  December  28,  1976 
and  March  16,  1977  letters  of  application 
for  amendment  and  supplement  dated 
April  22,  1977,  and  (2>  Amendment  No. 
19  to  License  No.  DPR-58.  Both  of  the.se 
items  are  available  for  public  inspection 
at  the  Commission's  Public  Document 
Room,  1717  H  Street,  N  W.,  Washington, 
DC,  and  at  the  Maude  Reston  Palenske 
Memorial  Library,  500  Market  Street  SL 
Joseph,  Michigan  49085.  A  single  copy 
of  item  ■  2  >  may  be  oblauied  upon  request 
addressed  to  the  U.S.  Nuclear  Regulatory 
Commission.  Washington.  DC.  20555, 
Attention:  Director.  Division  of  Operat- 
ing Reactors. 

Dated  at  Bethesda,  Maryland,  this 
twelfth  day  of  May,  1»77. 


rtOOM.  KGKTEI,  VOL  42,  NO.    101 — MONDAY,   JUNE  6,    T777 


28944 


NOTICES 


For  the  Nuclear  Regulatory  Commis- 
sion. 

Don  K.  Davis. 
Actina  Chief,  Operating  Reac- 
tors Branch  No.  2.  Division  of 
Operating  Reactors. 

I  PR  Doc  77-15726  Filed  6-3 -77  8  45  am) 


(Docket  No.  P-564-A1 

PACIFIC   GAS   &   ELECTRIC   CO.    (STANIS- 
LAUS  NUCLEAR   PROJECT,   UNIT   NO.    1) 

Reconstitution  of  Board 

Daniel  M.  Head,  E.sq  wa.'^  Chairman 
of  the  Atomic  Safety  and  Licensing 
Board  for  the  above  proceeding.  Mr. 
Head  Is  unable  to  continue  hLs  service 
on  this  Board  and.  accordingly.  Marshall 
E.  Miller,  Esq  .  whose  address  is  Atomic 
Saiety  and  Licensing  Board  Panel,  U.S. 
Nuclear  Regulator>-  CommLs^sion.  Wash- 
ington. DC.  20555  Is  appoint«l  Chair- 
man of  this  Board.  Reconstitution  of  the 
Board  in  this  manner  is  In  accordance 
with  i  2.721  of  the  Commi.ssion's  Rules 
of  Practice,  as  amended. 

Dated  at  Betliesda,  Maryland,  this 
24th  day  of  May.  1977. 

James  R.  Yore'. 
Chairman,  Atomic  Safety 
and  Licensing  Board  Panel. 

|FR  Doc  77   15729  Piled  &  3   77  8  45  am) 


[Docket  No.  50-277.  50-278) 

PHILADELPHIA  ELECTRIC  CO.  (PEACH 
BOTTOM  ATOMIC  POWER  STATION, 
UNITS  2   AND  3) 

Order  for  Conference  With  Counsel 

M-\Y   2'}.    1977 

By  a  designation  dated  March  2,  1976. 
thLs  Licensing  Board  was  apix)inted  to 
conduct  the  proceedings  on  remand  made 
necessarv  by  the  decision  in  York  Com- 
mittee for  a  Safe  Environment  v.  NRC, 
527  P.2d  812  'DC.  Cir.  1975'.  The  facil- 
ity Involved  In  that  decision  Is  the 
Peach  Bottom  Atomic  Power  Station. 
Unit  2.  and  the  matter  remanded  in- 
volves one  aspect  of  the  facility's  com- 
pliance with  Appendix  I  of  10  CFR  Part 
50.  By  a  Notice  of  Reconstitution  of 
Board  dat*d  May  23.  1977.  Marshall  E. 
Miller  was  appointed  Chairman  of  this 
Licensing  Board. 

cm  February  25,  1976.  the  Commis- 
sion, Ln  order  to  effectuate  the  Court's 
mandate,  directed  the  Reg\ilatory  Staff 
to  perform  the  cost-benefit  analysis  re- 
quired by  the  Court's  opinion  regarding 
an  Individualized  analj'sis  of  the  costs 
and  benefits  of  reducing  radioactive 
emL'^sions.  Tlie  Commission,  by  its  Order 
of  that  date,  further  directed  that  "After 
that  cofit  benefit  analysis  is  completed, 
the  Licensing  Board  shall  assure  that  an 
opportunity  for  a  hearing  concerning  the 
adequacy  of  the  cost  benefit  analysis  and 
possible  modifications  to  the  operating 
license  is  afforded  parties  who  partici- 
pated in  the  prior  administrative  pro- 
ceedings In  this  matter." 

The  Environmental  Coalition  on  Nu- 
clear Power  (ECNP)   U  a  party  which 


participated  in  the  original  proceedings, 
and  it  has  indicated  by  a  letter  from 
coimsel  dated  April  11,  1977  that  it  an- 
ticipates a  hearing  in  this  regard.  The 
NRC  Staff  has  completed  the  prepara- 
tion of  a  report  of  the  results  of  Its  Ap- 
pendix I  analysis  of  the  Peach  Bottom 
units,  and  copies  of  the  report  were 
mailed  to  all  parties  on  the  service  list 
by  letter  dated  April  14,  1977. 

The  Board  will  hold  a  conference  with 
counsel  for  all  interested  parties  on 
Tuesday.  June  21,  1977  at  10:00  a.m.  in 
the  Nuclear  Regulatory  Commission's 
Hearing  Room.  5th  Floor,  East-West 
Towers  Building.  4350  East-West  High- 
way. Bethesda,  Maryland  20014. 

The  purpose  of  this  conference  with 
counsel  is  to  discuss  all  matters  reason- 
ably related  to  the  order  of  remand  by 
the  Court  and  the  Commissions  order 
to  effectuate  such  remand.  A  schedule 
will  be  developed  for  such  further  steps 
as  may  be  necessary  in  this  regard.  If 
counsel  desire  to  file  any  motions,  re- 
sponses, statements  of  issues  or  any  other 
relevant  papers,  copies  thereof  shall  be 
in  the  hands  of  the  Board  on  or  before 
June  14,  1977. 

It  Is  so  ordered. 

Dated  at  Bethesda.  Maryland  this 
25th  day  of  May  1977. 

The  Atomic  Safety  ant. 

Licensing  Board. 
Marshall  E.  Miller. 

Chairman. 

)FR  Doc  77-16730  PUed  ©-3-77:8:45  am) 


I  Docket  No.  50-3441 

PORTLAND     GENERAL     ELECTRIC     COM- 
PANY, ET  AL.  (TROJAN  NUCLEAR  PLANT) 

Hearing  on  Amendment  of  Facility 
Operating  License 

(Proposed    Amendment    for    Fuel    Storage 
Pool   Modifications) 

The  U.S.  Nuclear  Regulatory  Commis- 
sion (the  Commission )  on  February  14, 
1977.  published  in  the  Feder.^l  Register, 
42  FR  9068,  a  notice  of  a  "Proposed  Is- 
suance of  Amendment  to  Facility  Operat- 
ing Licen.se"  relating  to  the  above-iden- 
tified facility.  The  proposed  amendment 
would  permit  an  increase  in  the  spent 
fuel  storage  capacity  at  the  Trojan  Nu- 
clear Plant,  and  opportunity  was  af- 
forded to  interested  parties  to  request  a 
hearing  with  regard  thereto. 

The  State  of  Oregon.  Mr.  David  B. 
McCoy,  Ms.  Susan  M.  Garrett  and  Ms. 
Sharon  S.  McKeel  filed  petitions  to  In- 
tervene and  requested  a  hearing  in  re- 
sponse to  the  above  aforementioned  an- 
nouncement in  the  Federal  Register. 
These  petitions  were  granted  by  this 
Atomic  Safety  and  Licensing  Board 
which  had  been  established  to  hear  such 
petitions.  In  view  of  our  Memorandum 
and  Order  granting  the  petitions,  we 
are  hereby  Lssulng  a  Notice  of  Hearing 
in  connection  with  the  proposed  amend- 
ment to  increase  the  spent  fuel  storage 
capacity  at  the  Trojan  Nuclear  Plant. 

Accordingly,  plesise  take  notice  that  • 
hearing  will  be  held  at  a  time  and  place 


to  be  fixed  by  tlie  Atomic  Safety  and 
Licensing  Board  which  has  been  desig- 
nated to  conduct  the  proceeding  with 
regard  to  the  proposed  amendment  re- 
questing an  increase  In  the  spent  fuel 
storage  capacity  at  the  Trojan  Nuclear 
Plant. 

The  members  of  the  Atomic  Safety 
and  Licensing  Board  designated  by  the 
Atomic  Safety  and  Licensing  Board 
Panel  to  conduct  the  above-noticed  hear- 
ing are  Mr.  Frederick  J.  Shon.  Dr.  Fred- 
erick P.  Cowan  as  technically  qualified 
members,  and  Mr.  Sheldon  J  Wolfe  as 
chairman. 

Members  of  the  public  may  request 
permission  to  make  a  limited  appear- 
ance pursuant  to  5  2.715 (a)  of  the  Com- 
mission's Rules  of  Practice,  10  CFR  Part 
2.  Persons  desiring  to  make  limited  ap- 
pearances are  requested  to  inform  the 
Secretary  of  the  Commission.  U.S.  Nu- 
clear Regulatory  Commission.  Washing- 
ton. D.C.  20555.  A  person  making  a  lim- 
ited appearance  does  not  become  a  party 
but  may  state  his  position  and  raise  ques- 
tions which,  if  relevant,  the  Board  will 
Culre  to  be  answered  by  the  parties 
ough  evidence  on  the  record.  Limited 
appearances  will  be  received  at  the  time 
of  the  evidentiary  hearing  at  the  discre- 
tion of  the  Board,  within  such  limits  and 
on  such  conditions  as  may  be  fixed  by  the 
Board. 

It  is  so  ordered. 

Dated  at  Bethesda.  Maryland  this  26th 
day  of  May,  1977. 

For  the  Atomic  Safety  and  Licensing 
Board,  designated  to  rule  on  petition.*  for 
leave  to  intervene. 

Sheldon  J.  Wolff. 
Esquire.  Chairman. 

|PR  Doc  77   15734  Piled  6  3-77.8:45  am) 


I  Docket  Nos.  STN  50-556.  STN  50-557  j 

PUBLIC  SERVICE  COMPANY  OF  OKLA 
HOMA.  ASSOCIATED  ELECTRIC  CO- 
OPERATIVE, INC.  AND  WESTERN 
FARMERS  ELECTRIC  COOPERATIVE, 
INC.  (BLACK  FOX  STATION,  UNITS  1 
AND  2) 

Prehearing  Conference 

The  Atomic  Safety  and  Licensiiig 
Board  (the  Board)  previously  had  sched- 
uled the  prehearing  conference  required 
under  J  2.752  of  the  Commission's  Rules 
of  Practice,  10  CFR  Part  2,  for  May  6. 
1977.  This  prehearing  conference,  how- 
ever, was  cancelled  at  the  request  of  the 
Applicants  and  with  the  consent  of  the 
other  parties.  This  Notice  Is  to  reschedule 
that  prehearing  conference. 

Notice  is  hereby  given  that  the  pre- 
hearing conference  will  be  held  at  10:00 
a.m.  on  Monday.  June  27,  1977,  In  Court- 
room No.  3.  U.S.  District  Courthouse, 
333  West  4th  Street,  Tulsa,  Oklahoma 
74103.  This  prehearing  conference  wlD 
deal  with  the  f (blowing  matters: 

1.  Oral  argument  on  any  outstanding 
motlOTi; 

2.  Further  simplification,  clarification 
and  speciflcatlOTi  <rf  Ibsxicb,  if  necessary. 
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3.  The  necessity  »  deslrabUlty  oi 
amending  any  pleadings; 

4.  Obtaining  stipulation*  on  admis- 
sions of  fact  and  on  the  contents  and 
authenticity  of  documents  to  avoid  un- 
necessary proof; 

5.  Identification  of  witnesses  and  any 
limitations  on  the  number  of  expert  wit- 
nesses. 

6.  Discussion  of  the  agreed-upon 
schedule,  if  necessary;   and 

7.  Any  other  matters  that  may  aid  in 
the  orderly  disposition  of  the  proceeding. 

The  parties  are  directed  to  confer  in 
advance  of  this  prehearing  conference 
in  such  manner  as  they  deem  appropri- 
ate, to  discuss  any  stipulations  that 
might  be  reached  with  regard  to  presen- 
tation of  evidence  and  the  conduct  of 
the  evidentiary  hearing  to  be  scheduled 
by  further  order  of  the  Board.  The  Board 
will  require  a  report  on  such  meeting  at 
the  prehearing  conference. 

Members  of  the  public  are  invited  to 
attend  this  prehearing  conference  as 
well  as  the  evidentiary  hearing  to  be 
scheduled  by  the  Board.  However,  the 
Board  will  not  receive  limited  appear- 
ances from  members  of  the  public  at  this 
prehearing  conference  but  will  entertain 
such  limited  aw>earances  at  the  begin- 
ning of  the  evidentiary  hearing. 

Issued  at  Bethesda,  Marjiand,  this 
26th  day  of  May,  1977. 

By  order  of  the  Atomic  Safety  and 
Licensing  Board. 

Daniel  M.  Head, 

Chairman. 

[PR  Doc.77-15724  Filed  6-3-77:8:45  am] 


Comments  and  suggestions  in  connec- 
tion with  (1)  item*  for  inclusion  In 
guides  currently  being  developed  or  (2) 
Improvements  in  all  published  guides  are 
encouraged  at  any  time.  Comments 
should  be  sent  to  the  Secretary  of  the 
Commission.  U.S.  Nuclear  Regulatory 
CcKTunission.  Washington,  DC.  20555.  At- 
tention: Docketing  and  Service  Branch. 

Regulatory  guides  are  available  for  in- 
spection at  the  Commission's  Public 
Document  Room.  1717  H  Street  NW., 
Washington,  D.C.  Requests  for  single 
copies  of  Issued  guides  i  which  may  be 
reproduced »  or  for  placement  on  an  auto- 
matic distribution  list  for  single  copies 
of  future  guides  in  specific  divisions 
should  be  made  in  writing  to  the  U.S. 
Nuclear  Regulatory  Commission.  Wash- 
ington. D.C.  20555,  Attention:  Du-ector, 
Division  of  Document  Control.  Telephone 
requests-  cannot  be  accommodated. 
Regulatory  guides  are  not  copjTighted. 
and  Commission  approval  is  not  required 
to  reproduce  them. 
,5  U.S.C.  552 1  a).) 

Dated    at    Rockville,    Maryland,    this 
24th  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Roger  J.  Mattson. 
Acting  Director, 
Office  of  Standards  Development. 

IPR  Doc.77-15735  Filed  6  3-77:845  ami 


REGULATORY   GUIDE 
Issuance  and  Availability 

The  Nuclear  Regulatory  Commission 
has  issued  a  guide  in  its  Regulatory  Guide 
Series.  This  series  has  been  developed  to 
describe  and  make  available  to  the  pub- 
lic methods  acceptable  to  the  NRC  staff 
of  Implementing  specific  parts  of  the 
Commission's  regulations  and.  in  some 
cases,  to  delineate  techniques  used  by  the 
staff  in  evaluating  specific  problems  or 
postulated  accidents  and  to  provide  guid- 
ance to  applicants  concerning  certain  of 
the  information  needed  by  the  staff  in 
its  review  of  applications  for  permits  and 
licenses. 

Regulatory  Guide  1.38.  Revision  2. 
"Quality  Assurance  Requirements  for 
Packaging.  Shipping,  Receiving.  Storage, 
and  Handling  of  Items  for  Water-Cooled 
Nuclear  Power  Plants"  describes  a  meth- 
od acceptable  to  the  NRC  staff  of  com- 
plying with  the  Commission's  regulations 
with  regard  to  the  quality  assurance  re- 
quirements for  the  packaging,  shipping, 
receiving,  storage,  and  handling  of  items 
for  water-cooled  nuclear  power  plants. 
This  guide  endorses  ANSI  Standard 
N45. 2. 2-1972.  "Packaging.  Shipping.  Re- 
ceiving. Storage,  and  Handling  of  Items 
for  Nuclear  Power  Plants  I>uring  the 
Construction  Phase."  The  guide  was  re- 
vii^ed  after  consideration  of  public  com- 
ment and  additional  staff  review. 


ence  held  on  April  26,  1977  in  Brattleboro. 
Vermont,  considered  with  the  parties  and 
their  attorneys  a  suitable  date  for  com- 
mencement of  evidentiary  hearmgs  The 
date  determined  was  June  21.  1977. 

Wherefore,  it  is  ordered,  in  accord- 
ance with  the  Atomic  Energy  Act.  as 
amended,  and  the  Rules  of  Practice  of 
the  Nuclear  Regufaton--  Commission,  that 
evidentiary  hearings  in  this  proceeding 
to  consider  the  contentions  of  the  parties 
respecting  the  proposed  enlargement  of 
the  spent  fuel  storage  pool  shall  convene 
at  9  am  on  Tue.sday,  June  21,  1977  in 
the  North  Room  '  2nd  Floors ,  Recrea- 
tion Center,  207  Main  Street,  Brattle- 
boro. Vermont  05301. 

Issued:  May  24.  1977.  Bethesda,  Mary- 
land. 

Atomic  Safety  and  Licens- 
ing Board, 
Samuel  W.  Jensch. 

Chairman. 

IFR  Doc.77-15731  PUed  6-3-77:8:45  am] 


TOPICAL   REPORT 

Issuance  and  Availability 

Tlie  Nuclear  Regxilatory  Commission 
has  issued  a  topical  report,  NUREG-0230. 
"Verification  of  Prior  Measurements  by 
Nondestructive  Assay." 

NUREG-0230  presents  information  re- 
lated to  establishing  an  acceptable 
framework  for  using  nondestructive  as- 
say for  the  verification  measurement  of 
special  nuclear  material  in  non-tamper- 
safed  containers. 

This  document  is  available  for  inspec- 
tion in  the  Commission's  Public  Docu- 
ment Room  at  1717  H  Street  NW..  Wash- 
ington, D.C.  Copies  may  be  purchased 
from  the  National  Technical  Informa- 
tion Service,  Springfield,  Virginia  22161. 
(Paper  copy:  $3.50.  Microfiche:  $3.' 
(5  US.C.  522(a).) 

Dated  at  Rockville,  Maryland,  this  25th 
day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Roger  J.  Mattson. 
Acting  Director. 
Office  of  Standards  Development. 
(PR  Doc.77-15722  PUed  6-3-77:8:45  amj 


(Docket  No.  50-271.  OL  No.  DPR-28.  Amdt. 
(Increase  Spent  Fuel  Storage)  ] 

VERMONT  YANKEE  NUCLEAR  POWER 
CORPORATION  (VERMONT  YANKEE  NU- 
CLEAR  POWER  STATION) 

Order  Convening  Evidentiary  Hearing 
The    Atomic    Safety    and    Licensing 
Board,  at  a  Special  Prehearing  Confer- 


[Docitet  Nos.  STN  50-508  and  STN  50-509] 

WASHINGTON  PUBLIC  POWER  SUPPLY 
SYSTEM,  WPPSS  NUCLEAR  PROJECTS 
NOS.   3  AND  5 

Issuance  of  Amendment  to  Limited  Work 
Authorization 

Pursuant  to  the  provisions  of  10  CFR 
50  lO'C*  of  the  Nuclear  Regulatory  Com- 
mission's I  Commission  I  regulations,  the 
Commission  has  authorized  the  Wash- 
iiigton  Public  Power  Supply  System 
< 'WPPSS  I  to  conduct  certam  site  activi- 
ties in  connection  with  the  WPPSS 
Nuclear  Projects  Nos.  3  and  5  prior  to  a 
decision  regarding  the  issuance  of  con- 
struction permits.  Notice  of  the  Limited 
Work  Authorization  was  published  in  the 
Federal  Register  on  April  18,  1977  <42 
FR  20202 1 . 

Since  that  time,  the  Atomic  Safety  and 
Licensing  Board  has  determined  that  ad- 
ditional activities  may  be  authorized 
under  the  Limited  Work  Authorization. 
The  additional  activities  that  are  au- 
thorized are  within  the  scope  of  those 
authorized  by  10  CFR  50.10(e)  a)  and 
include  development  and  use  of  the  Sagi- 
naw Spur  laydown  area  and  construction 
of  a  new  bridge  across  the  Chehalis  River 
at  South  Elma. 

Any  activities  undertaken  pursuant  to 
this  authorization  are  entirely  at  the  risk 
of  the  Washington  Public  Power  Supply 
System  and  the  grant  of  the  authoriza- 
tion has  no  bearing  on  the  issuance  of 
construction  permits  with  respect  to  the 
requirements  of  the  Atomic  Energy  Act 
of  1954.  as  amended,  and  rules,  regula- 
tions, or  orders  promulgated  pursuant 
thereto. 

A  copy  of  '  1 )  the  Atomic  Safety  and 
Licensing  Board  (Board)  Partial  Initial 
Decision  Authorising  Limited  Work  Au- 
thorization dated  April  8.  1977.  and  the 
Boards  Supplemental  Partial  Initial  De- 
cision of  May  10.  1977:  i2»  the  appli- 
cant's Preliminary  Safety  Analysis  Re- 
port and  amendments  thereto:  (3)  the 
applicant's  Environmental  Report,  and 
amendments  thereto;  (4>  the  staff's  Fi- 
nal Environmental  Statement  (NUREG- 
75  053 >    dated  June  1975;  and  (5)   the 
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Commission's  letters  of  authorization, 
dated  April  8.  1977  and  May  24,  1977,  are 
available  for  public  Inspection  at  the 
Commission's  Public  Document  Room  at 
1717  H  Street  NW..  Washington,  D.C.  and 
the  W.  H.  Abel  Memorial  Library,  125 
Main  Street.  South,  Montesano.  'Wash- 
ington. 

Dated    at    Rockville,    Maryland,    thta 
24th  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commls- 
Elon. 

Wh.  H.  Rkgan,  Jr., 

Chief,    EnHronmental   Projects 

Branch    2.    Division    of    Site 

Safety     and     Environmental 

Analysis. 

(PR  Doc.77- 15727  Piled  6-3-77; 8: 46  ami 


[Docket  No.  50-29] 

YANKEE  ATOMIC  ELECTRIC  CO. 

Proposed  Issuance  of  Amendment  to 
Facility  Operating  License 

The  UJ3.  Nuclear  Regulatory  Coramla- 
tion  (the  Commission)  Is  considering  la- 
Buance  of  an  amendment  to  Facility  Op- 
erating License  No.  DPR-3.  Issued  to 
Yankee  Atomic  Electric  Company  (the 
licensee ' .  for  operation  of  the  Yankee 
Nuclear  Power  Station  (Yankee-Rowe) 
located  in  Rowe.  Franklin  County, 
Massaciiusetts. 

The  amendment  would  revise  the  pro- 
visions in  the  Technical  Speclflcatlons  to 
Implement  changes  resulting  from  the 
Yankee-Rovi'e  Core  Xin  reload  analysis, 
facility  ECCS  modifications,  and  a  con- 
ceptual change  to  the  ECCS  analytical 
model 

Prior  to  Issuance  of  the  proposed  li- 
cense amendment,  the  Commission  wUl 
have  made  the  findings  required  by  the 
Atomic  Energy  Act  of  1954,  as  amended 
(the  Act>.  and  the  Commission's  rules 
and  regulations. 

By  July  5.  1977.  the  licensee  may  file  a 
request  for  a  hearing  and  any  person 
whose  Interest  may  be  affected  by  this 
proceedlnt;  may  file  a  request  for  a  hear- 
ing In  the  form  of  a  petition  for  leave  to 
Intervene  with  respect  to  the  is.suance  of 
the  amendment  to  the  subject  facility 
operating  llcen.se.  Petitions  for  leave  to 
intervene  must  be  filed  under  oath  or  af- 
firmation In  accordance  with  the  provi- 
slorus  of  ,5  2  714  of  10  CFR  Part  2  of  the 
Commission'.s  regulation.?.  A  petition  for 
leave  to  Intervene  mast  set  forth  the  in- 
terest of  the  petitioner  in  the  proceed- 
ing, how  that  Interest  may  be  affected  by 
the  resiilts  of  the  proceedings,  and  the 
petitioner's  contentions  with  respect  to 
the  proposed  licensing  action.  Such  peti- 
tions must  be  filed  in  accordance  with 
the  provisions  of  the  Federal  Register 
notice  and  §  2.714.  and  must  be  filed  with 
the  Secretary  of  the  c6mmisslon,  U.S. 
Nuclear  Regulatory  Commission.  Wash- 
ington, DC.  20555,  Attention.  Docketing 
and  Service  Section,  by  the  above  date.  A 
copy  of  the  petition  and  or  request  for  a 
hearing  should  be  sent  to  the  Executive 
Legal  Director,  U.S.  Nuclear  Regulatory 
Commission.    Washington,    DC.    20555. 


and  to  Frederic  Oreenmond,  Esquire, 
New  England  Electric  System,  20  Turn- 
pike Road.  Westboro.  Massachusetts 
01581.  the  attorney  for  the  licensee. 

A  petition  for  leave  to  intervene  must 
be  accompanied  by  a  supporting  afBdavit 
which  identifies  the  specific  aspect  or 
aspects  of  the  proceeding  as  to  which 
Intervention  Is  desired  and  specifies  with 
particularity  the  facts  on  which  the  peti- 
tioner relies  a.s  to  both  his  Interest  and 
his  contentions  with  regard  to  each  as- 
pect on  which  Intervention  Is  requested. 
Petitions  stating  contentions  relating 
only  to  matters  outside  the  Commission's 
Jurisdiction  wUl  be  denied. 

All  petitions  will  be  acted  upon  by  the 
Commission  or  licensing  board,  desig- 
nated by  the  Commission  or  by  the 
Chairman  of  the  Atomic  Safety  and 
Licensing  Board  Panel.  Timely  petitions 
will  be  considered  to  determine  whether 
a  hearing  should  be  noticed  or  another 
appropriate  order  Issued  regarding  the 
disposition  of  the  petitions. 

In  the  event  that  a  hearing  is  held 
and  a  person  is  permitted  to  Intervene. 
he  becomes  a  party  to  the  proceeding 
and  has  a  right  to  participate  fully  In 
the  conduct  of  the  hearing.  For  example, 
he  may  present  evidence  and  examine 
and  cross-examine  witnesses. 

For  further  details  with  respect  to  this 
action,  see  the  application  for  amend- 
ment dated  April  13,  1977.  which  Is  avail- 
able for  public  Inspection  at  the  Commis- 
sion's Public  Document  Room,  1717  H 
Street  NW.,  Washington.  D.C.  and  at  the 
Greenfield  Public  Library.  402  Main 
Street,  Greenfield.  Massachusetts  01581. 

Dated  at  Bethesda,  Marjiand,  thla 
23rd  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

A.   SCHWENCER, 

Chief.  Operating  Reactors 
Branch  No.  1.  Division  of  Op- 
erating Reactors. 

[FR  Doc  .77- 15725  Piled  8-3-77;  8;  46  am  J 


[Docket  No.  50-269.  50-270  and  60-287] 
DUKE   F»OWER  CO. 

Issuance  of  Amendments  to  Facility 
Operating  Licenses 

The  VB.  Nuclear  Regulatory  Commis- 
sion (the  Commission)  has  Issued 
Amendment  No.  40,  40,  and  37  to  Facil- 
ity Operating  License  No.  DPR-38,  DPR- 
47,  and  DPR-55,  respectively.  Issued  to 
rxike  Power  Company  which  revised  the 
Teclinical  Specifications  for  operation 
of  the  Oconee  Nuclear  Station,  Unit  No. 
1.  2  and  3.  located  In  (Dconee  County, 
South  Carolina.  The  amendments  are 
effective  as  of  the  date  of  issuance. 

These  amendments  revise  paragraph 
4.18.1  of  the  common  Technical  Specifi- 
cations to  provide  a  one  time  extension 
in  the  inspection  interval  for  the  shock 
suppressors  (snubbers)  for  Oconee  Unit 
No.  2  to  not  longer  than  June  4. 1977. 

The  application  for  the  amendments 
complies  with  the  standards  and  require- 
ments for  tlie  Atomic  Energy  Act  of  1954, 


as  amended  (the  Act) ,  and  the  Commis- 
sion's rules  and  regulations.  The  Com- 
mission has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rules  and  regulations  In  10  CFR 
Chapter  I,  which  are  set  forth  In  the  li- 
cense amendments.  Prior  publkmotlce  of 
these  amendments  was  not  required  since 
the  amendments  do  not  involve  a  sig- 
nificant hazards  consideration. 

The  Commission  has  determined  tliat 
the  issuance  of  these  amendments  wUl 
not  result  In  any  significant  environ- 
mental Impact  and  that  pursuant  to  10 
CTPR  §  51.5(d)  (4>  an  environmental  Im- 
pact statement  or  negative  declaration 
and  envlrorunental  Impact  appraisal 
need  not  be  prepared  In  connection  with 
the  issuance  of  these  amendments. 

For  further  details  with  respect  to  this 
action,  see  (1  >  the  application  for 
amendments  dated  May  6.  1977,  i2) 
Amendment  Nos.  40.  40  and  37  to  License 
Nos.  DPR^38.  DPR-47  and  DPR^5,  re- 
spectively, and  (3)  the  Commission's  re- 
lated Safety  Evaluation.  All  of  these 
items  are  available  for  public  inspection 
at  the  Commission's  Public  Document 
Room,  1717  H  Street,  NW.,  Washlng- 
totx,  D.C.  and  at  the  Oconee  County 
Library,  201  South  Spring  Street,  Wal- 
halla.  South  CJarollna  29691.  A  copy  of 
Items  (2)  and  (3)  may  be  obtained  upon 
request  addressed  to  the  U.S.  Nuclear 
Regulatory  (Commission,  Washington. 
D.C.  20555,  Attention:  Director.  Division 
of  Operating  Reactors. 

Dated  at  Bethesda,  Maryland,  this 
20th  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

A.  SCHWENCER. 

Chief,  Operating  Reactors 
Branch  No.  1  Division  of 
Operating  Reactors. 

|FR  Doc.77-15869  Plied  6-3-77; 8: 45  am] 


INTERNATIONAL  ATOMIC  ENERGY 
AGENCY   DRAFT  SAFETY  GUIDE 

Availability  of  Draft  for  Public  Comment 

The  International  Atomic  Energy 
Agency  (IAEA)  is  developing  a  limited 
number  of  internationally  acceptable 
codes  of  practice  and  safety  guides  for 
nuclear  power  plants.  These  codes  and 
guides  will  be  developed  In  the  following 
five  areas:  Government  Organization. 
Siting,  Design,  Operation,  and  Quality 
Assurance.  The  purpose  of  tliese  codes 
and  guides  is  to  pro\ide  IAEA  guidance 
to  countries  begirming  nuclear  power 
programs. 

The  IAEA  Codes  of  Practice  and 
Safety  Guides  are  developed  in  the  fol- 
lowing way.  The  IAE.A  receives  and  col- 
lates relevant  existing  information  used 
by  memt)er  countries.  Using  this  colla- 
tion as  a  starting  point,  an  L'\EA  Work- 
ing Group  of  a  few  experts  then  develops 
a  preliminary  draft.  Tliis  preliminary 
draft  Is  reviewed  and  modified  by  the 
IAEA  Technical  Review  (Committee  to 
the  extent  necessary  to  develop  a  draft 
acceptable  to  them.  This  draft  Code  of 
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Practice  or  Safety  Guide  is  then  sent  to 
the  IAEA  Senior  Advisory  Group  which 
reviews  and  modifies  the  draft  as  neces- 
sary to  reach  agreement  on  the  draft 
and  then  forwards  it  to  the  IAEA  Secre- 
tariat to  obtain  comments  from  the 
Member  States.  The  Senior  Advisory 
Group  then  considers  the  Member 
State  conmients,  again  modifies  the  draft 
as  necessarj'  to  reach  agreement  and 
forwards  it  to  the  L^EA  Director  General 
with  a  recommendation  that  it  be  ac- 
cepted. 

As  part  of  this  program,  Safety  Guide. 
SG-QAIO,  "Quality  Assurance  Auditing 
for  Nuclear  Power  Plants."  has  been  de- 
veloped. The  Working  Group  draft  of 
this  Safety  Guide  was  modified  by  the 
IAEA  Technical  Review  Committee  on 
Quality  Assurance  which  met  in  March 
1977,  and  we  are  soliciting  pubUc  com- 
ments on  this  modified  draft.  Comments 
on  tills  draft  received  by  August  1,  1977 
will  be  useful  to  the  U.S.  representatives 
to  the  Technical  Review  Committee  and 
Senior  Advisory  Group  in  evaluating  its 
adequacy  prior  to  the  next  LAEA  discus- 
sion. 

Single  copies  of  this  draft  may  be  ob- 
tained by  a  written  request  to  the  Direc- 
tor, Office  of  Standards  Development, 
U.S.  Nuclear  Regulatory  Commission, 
Washington,  DC.  20555. 

(6  U.S.C.  522(a).) 

Dated  at  Rockville,  Marjiand,  this 
23rd  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Roger  J.  Mattson, 
Acting  Director, 
Office  of  Standards  Development. 
[FR  Doc.77-15871  PUed  &-3-77:8:45  am] 


presentation  of  evidence,  and  to  aid  In 
the  orderly  disposition  of  the  proceeding. 

Issued:  May  31,  1977,  Bethesda,  Mary- 
land. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Samuel  W.  Jensch. 
Administrative  Law  Judge. 
[FR  Doc.77-15868  FUed  6-3-77; 8: 45  am) 


For  the  Nuclear  Regulatory  Commis- 
sion, 

A.    SCHV\-ENCER. 

Chief.  Operating  Reactors 
Branch  No.  1.  Division  of  Op- 
erating Reactors. 

[FR  Doc  77-15870  FUed  6-3-77;8:46  am] 


[BML  No.  37-02607-02] 
PITTSBURGHDES  MOINES  STEEL  CO. 
Order  Convening  Prehearing  Conference 

In  the  matter  of  Pittsburgh-Des 
Moines  Steel  Company,  Grand  Avenue, 
Neville  Island,  Pittsburgh,  Pennsylvania 
15225. 

Upon  inquiry  respecting  a  date  and 
time  suitable  for  a  prehearing  confer- 
ence, it  has  been  determined  that  11:00 
a.m.  on  June  13, 1977  is  convenient  to  the 
Licensee  and  the  Staff  of  the  Commis- 
sion. 

Wherefore,  it  is  ordered,  in  accordance 
with  the  Atomic  Energy  Act,  as  amended, 
and  the  Rules  of  Practice  of  the  Nuclear 
Regulatory  Commission,  that  a  prehear- 
ing conference  in  this  proceeding  shall 
convene  at  11:00  a.m.  on  Monday.  June 
13.  1977.  in  the  South  Courtroom  iRoom 
328 1 .  United  States  Tax  Court.  400  2nd 
Street.  N.W.,  Washington.  DC.  to  con- 
sider matters  specified  in  10  CFR  2.752 
including  simplification,  clarification 
and  specification  of  the  issues,  possibility 
of  obtaining  stipulations  and  admissions 
of  fact  and  of  the  contents  and  authen- 
ticity of  documents  to  avoid  unnecessary 
proo^:  identification  of  witnesses,  and 
steps  that  may  be  taken  to  expedite  the 


[Docket  No    60-296] 

TENNESSEE  VALLEY   AUTHORITY 

Issuance  of  Amendment  to  Facility 
Operating  License 

The  U.S.  Nuclear  Regulatory  Com- 
mission (the  Commission^  has  Lssued 
Amendment  No.  5  *o  FacUity  Operating 
License  No.  DPR^8.  issued  to  Tennessee 
■Valley  Authority  <the  licensee',  which 
revised  Technical  Specification  for 
operation  of  the  Browns  Ferry  Nuclear 
Plant.  Unit  No.  3  (the  faculty)  located  in 
Limestone  County.  Alabama.  The 
amendment  is  effective  as  of  the  date  of 
issuance. 

The  amendment  changes  the  Tech- 
nical Specifications  to  allow  replacement 
of  either  or  both  of  the  two  Crosby  re- 
actor coolant  system  pressure  relief 
valves  with  Target  Rock  valves  of  slightly 
smaller  capacity  provided  that  the 
Target  Rock  valves  are  set  to  relieve  at 
a  lower  pressure. 

The  application  for  the  amendment 
complies  with  the  standards  and  require- 
ments of  the  Atomic  Energy  Act  of  1954. 
as  amended  <the  Act) .  and  the  Commis- 
sion's rules  and  regulations.  The  Com- 
mission has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rules  and  regulations  in  10  CFR 
Chapter  I.  which  are  set  forth  in  the 
license  amendment.  Prior  public  notice 
of  this  amendment  was  not  required  since 
the  amendment  does  not  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  wiU  not 
result  In  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR 
5  51.5(d)(4)  an  environmental  Impact 
statement  or  negative  declaration  and 
environmental  impact  appraisal  need  not 
be  prepared  in  connection  with  issuance 
of  this  amendment. 

For  further  details  wiih  respect  to  this 
action,  see  il)  the  application  for 
amendment  dated  March  31.  1977.  as 
supplemented  April  21.  1977,  i2)  Amend- 
ment No.  5  to  License  No.  DRP-68,  and 
i3)  the  Commission's  related  Safety 
Evaluation.  All  of  these  items  are  avail- 
able for  public  inspection  at  the  Commis- 
sion's Public  Document  Room.  1717  H 
Street.  NW..  Washington.  DC.  and  at 
the  Athens  Public  Library'.  South  and 
Forrest.  Athens,  Alabama  35611.  A  copy 
of  items  i2)  and  (3i  may  be  obtained 
upon  request  addressed  to  the  U.S.  Nu- 
clear Regulatory  Commission.  Washing- 
ton, D.C.  20555,  Attention:  Director.  Di- 
vision of  Operating  Reactors. 

Dated    at    Bethesda.    Maryland,    this 
19th  day  of  May  1977. 


(Docket  No    50-389] 

FLORIDA  POWER  &  LIGHT  CO..  (ST.  LUCIE 
NUCLEAR    POWER    PLANT,    UNIT    NO.    2) 

Oral  Argument 

Notice  is  hereby  given  that,  in  ac- 
cordance with  the  .Appeal  Board's  order 
of  May  31,  1977  iALAB-404i .  oral  argu- 
ment on  the  interveners'  motion  for  a 
stav  pending  appeal  wlU  be  held  at  10  00 
a.m..  Wednesday,  June  8.  1977  in  the 
Nuclear  Regulatory-  (?ominiss ion's  Public 
Hearing  Room,  5th  floor.  East-West 
Towers.  4350  East  West  Highway. 
Bethesda,  Mar>-land, 

For  tlie  Atomic  Safety  and  Licensing 
Appeal  Board. 

Dated;  June  1.  1977. 

ROMAY.NE  M    SKRUTSKI, 

Secretary  to  the  Appeal  Board. 
[PR  Doc. 77-15988  Filed  6-3-77;8;4«  am] 


ADVISORY    COMMITTEE    ON     REACTOR 
SAFEGUARDS,  SUBCOMMITTEE  ON  THE 
DIABLO   CANYON    NUCLEAR    STATION, 
UNITS    1    AND   2 

Meeting 

In  accordance  with  the  purposes  of 
Sections  29  and  182b.  of  the  Atomic  En- 
ergy- Act  .42  US.C  2039,  2232b.),  the 
ACRS  Subcommittee  on  the  Diablo  Can- 
yon Nuclear  Station.  Units  1  and  2.  wUl 
hold  a  meeting  on  June  21.  22.  and  23, 
1977  at  the  Ramada  Inn-Airport  North, 
6333  Bristol  Parkway.  Los  Angeles,  CA 
90230  The  purpose  of  this  meeting  la  to 
continue  its  review  of  the  seismic  design 
and  other  aspects  of  the  application  of 
the  Pacific  Gas  and  Electric  Company 
f  PG&E  >  for  operating  licenses  for  Units 
1  and  2. 

The  agenda  for  subject  meeting  shall 
be  as  follows : 

Tuesday.  June  21,  1977.  8:30  a.m.  to  9 
a.m.  (Open.) 

The  Subcommittee,  with  any  of  its 
consultants  who  may  be  present,  will 
meet  in  Executive  Session  to  exchange 
opinions  and  discuss  preliminary  views 
and  recommendations  relating  to  the 
above  review. 

9  a.m  to  conclusion  of  business. 
(Open.i 

Wednesday.  June  22.  8:30  a.m.  to  con- 
clusion of  business.  lOpen.) 

Thursday,  June  23.  8  30  a.m.  to  con- 
clusion of  business  'Open.) 

The  Subcommittee  will  meet  with 
representativces  of  PG&E  and  the  NRC 
Staff  to  further  consider  P(3&E's  appli- 
cation for  licenses  to  operate  Units  1 
and  2  of  the  Diablo  Canyon  Nuclear  Sta- 
tion. Items  to  be  discussed  during  this 
three-day  raeetmg  ^ill  include  the  seis- 
mic design  bases,  plant  and  system  re- 


FEDERAL    REGISTER,    VOL    42,    NO.    108 — MONDAY,    JUNE   6,    l«77 


2S9I8 


NOTlCiS 


evaluation,  seismic  studies,  selected  non- 
selsmlc  matters,  sind  the  potential  issu- 
ance of  an  Interim  operating  licea.se  for 
Unit  1. 

At  the  concl'J5ion  of  these  sessions,  the 
Subcommitt-ee  may  caucus  to  determine 
whether  the  matters  identified  in  tlie  Ex- 
ecutive Session-s  have  been  adequately 
covered  and  whether  the  project  Is  ready 
for  review  by  the  full  Committee 

It  may  be  neces^san,-  for  the  Subcom- 
mittee to  hold  one  or  more  closed  sessions 
for  the  purpose  of  exploring  matters  In- 
volving proprietar>-  information. 

I  have  determined,  In  accordance  with 
subsection  10(d)  of  Public  Law  92-463, 
that  it  is  necessary  to  conduct  the  above 
cloeed  sessions  to  protect  proprietar>-  In- 
formation  <5  US.C.  552b'c)(4i'. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or  sched- 
ule. The  Chalmum  of  the  Subcommittee 
Is  empowered  to  conduct  the  meeting  In 
a  manner  that.  In  his  judgment,  will  fa- 
cilitate the  orderly  conduct  of  business, 
Including  provisions  to  carry  over  an  In- 
completed open  session  from  one  day  to 
the  ne.xt. 

The  AdvLsor>-  Committee  on  Reactor 
Safeguards  Is  an  Independent  group  es- 
tablished by  CongTes.s  to  review  and  re- 
port on  each  application  for  a  construc- 
tion permit  and  on  each  application  for 
an  operating  license  for  a  reactor  facility 
and  on  certain  other  nuclear  safety  mat- 
ters. The  Committee's  reports  become  a 
part  of  the  public  record.  Although 
ACRS  meetings  are  ordinarily  open  to 
the  public  and  provide  for  oral  or  written 
statements  to  be  considered  as  a  part  of 
the  Committee's  Iniormatlon  gathering 
procedure  concerning  the  health  and 
safety  of  the  public,  they  are  not  adjudi- 
catory tj^pe  hearings  such  as  are  con- 
ducted by  the  Nuclear  Regulatorj-  Com- 
mission's Atomic  Safety  and  Licensing 
Board  as  part  of  the  Commission's  licen- 
sing process.  ACRS  meetings  do  not  nor- 
medly  treat  matters  pertaining  to  en- 
vironmental Impacts  outside  the  safety 
area. 

With  respect  to  public  participation  In 
tile  open  portion  of  the  meeting,  the  fol- 
lowing requirements  shall  apply: 

(a»  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  may 
do  so  by  providing  15  readily  reproduci- 
ble copies  to  the  Subcommittee  at  the 
beginning  of  the  meeting.  Comments 
should  be  limited  to  safety  rela^-ed  areas 
within  the  Committee's  purview. 

Persons  desiring  to  mail  written  com- 
ments may  do  so  by  sending  a  readily  re- 
producible copy  thereof  in  time  for  con- 
sideration at  this  meeting.  Comments 
postmarked  no  later  tii:iJi  June  14.  1977. 
to  Mr.  John  C.  McKinley.  ACRS,  NRC. 
Washington.  DC.  20555,  will  nonnally  be 
received  in  time  to  be  considered  at  this 
meeting. 

Background  information  concerning 
items  to  be  considered  at  this  meeting 
can  be  found  In  documents  on  file  and 
available  for  public  inspection  at  the 
MRC  Public  Document  Room.  1717  H 
St.  NW..  Washington,  DC.  20555.  and  at 
the  San  Luis  Obispo  County  Free  Li- 
brary, San  Luis  Obispo,  CA  93406. 


Cb)  Persons  desiring  to  make  an  oral 
statement  at  the  meeting  should  make  a 
written  request  to  do  so.  Identifying  the 
topics  and  desired  presentation  time  so 
that  appropriate  arrangements  can  be 
made.  The  Subcommittee  will  receive 
oral  statements  on  topics  relevant  to  Its 
purview  at  an  appropriate  time  chosen 
by  the  Chaimian. 

(c)  Further  information  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing has  been  cancelled  or  rescheduled. 
the  Chairman's  ruling  on  requests  for 
the  opportunity  to  present  oral  state- 
ments and  the  time  allotted  therefor  can 
be  obtained  by  a  prepaid  telephone  call 
on  June  20,  1977  to  the  Office  of  the 
Executive  Director  of  the  Committee, 
telephone  202-634-1371.  attention  Mr. 
John  C.  McKinley.  between  8:15  ajn. 
and  5  p.m..  EDT. 

( d  I  Questions  may  be  propounded  only 
by  members  of  the  Subcommittee  and  Its 
consultants. 

(ei  The  use  of  still,  motion  picture, 
and  television  cameras,  the  physical  In- 
stailation  and  presence  of  which  will  not 
interfere  with  the  conduct  of  the  meet- 
ing, will  be  permitted  both  before  and 
after  the  meeting  and  during  any  recess. 
The  use  of  such  equipment  will  not,  how- 
ever, be  allowed  while  the  meeting  Is  In 
session.  Recordings  will  be  permitted 
only  during  those  open  sessions  of  the 
meeting  when  a  transcript  Is  being  kept. 

(f  I  Persons  with  agreements  or  orders 
permitting  access  to  proprietary  infor- 
mation may  attend  portions  of  ACRS 
meetings  where  this  material  Is  being 
discussed  upon  confirmation  that  such 
agreements  are  effective  and  relate  to 
the  material  being  discussed. 

The  Executive  Director  of  the  ACRS 
should  be  Informed  of  such  an  agree- 
ment at  least  three  working  days  prior 
to  the  meeting  so  that  the  agreement 
can  be  confirmed  and  a  determination 
can  be  made  regarding  the  applicability 
of  the  agreement  to  the  material  that 
will  be  discussed  during  the  meeting. 
Minimum  information  provided  should 
Include  information  regarding  the  date 
of  the  agreement,  the  scope  of  material 
included  In  the  agreement,  the  project 
or  projects  involved,  and  the  names  and 
titles  of  the  persons  signing  the  agree- 
ment. Additional  information  may  be  re- 
quested to  Identify  the  specific  agree- 
ment involved.  A  copy  of  the  executed 
acreement  should  be  provided  to  Mr. 
John  C.  McKinley.  of  the  ACRS  Office, 
prior  to  the  beginning  of  the  meeting. 

'gi  A  copy  of  the  transcript  of  the 
open  portion* s>  of  the  meeting  where 
factual  Information  is  presented  will  be 
available  for  inspection  on  or  after 
June  30.  1977.  at  the  NRC  Public  Docu- 
ment Room.  1717  H  St.  NW..  Washing- 
ton. DC.  20555.  and  at  the  San  Luis 
Obispo  County  Free  Library,  San  Luis 
Obispo.  CA  93406. 

A  copy  of  the  minutes  of  the  meeting 
will  be  made  available  for  Inspection  at 
the  NRC  Public  Document  Room.  1717 
H  St.  NW.,  Washington,  D.C.  20555  after 
September  23.  1977. 


Copies  may  be  obtained  upon  payment 
of  appropriate  charges. 

Dated:  June  1,  1977. 

John  C.  Hoyle, 
Adtnsory  Committee 
Management  Officer. 

(FR  Doc.77-16104  FUed  6-3-77;9:45  am] 

NATIONAL  TRANSPORTATION 
POLICY   STUDY  COMMISSION 

TRANSPORTATION    ISSUE   HEARINGS 

Conflicting  views  on  national  trans- 
portation Issues — including  energy,  wa- 
terway user  charges,  and  federal  regula- 
tions— will  be  aired  at  public  hearings 
scheduled  by  the  National  Transporta- 
tion Policy  Study  Commission  for  June 
22-24  in  Washington,  D.C. 

The  hearings,  first  of  a  nationwide 
series  planned  by  the  Commission,  are 
Intended  to  help  determine  the  needs  of 
our  Nation's  communities,  the  trans- 
portation industry,  shippers,  the  travel- 
ing public  and  the  American  taxpayer. 

The  Commission,  composed  of  19 
members,  including  twelve  Members  of 
Congress  and  seven  public  representa- 
tives, was  created  by  Congress  to  ex- 
amine, evaluate,  and  analj-ze  our  Na- 
tion's transportation  needs  and  resources 
through  the  year  2000.  The  Commission's 
final  report  and  policy  recommendations 
are  due  on  December  31,  1978. 

The  Conmilsslon  plans  to  organize  tes- 
timony of  witnesses  to  Insure  that  It  hears 
from  all  of  the  various  interests  with 
a  stake  In  transportation,  such  as  labor, 
management,  shippers,  consumers,  state 
governments,  and  environmentalists. 

The  hearings  will  be  held  in  Room  2167, 
Raybum  House  Office  Bmlding.  in  Wash- 
ington. Those  Interested  in  testifying 
personally  or  in  submitting  written  state- 
ments should  contact,  no  later  than  6 
pjn.,  June  12,  1977;  Mr.  J(An  E.  Wild. 
Executive  Director,  NTPSC,  1750  K  Street 
NW.,  Suite  800.  Washington,  D.C.  20006. 

Dated:  May  31,  1977. 

Edward  R.  Hamberger, 

General  Counsel. 

|FR  Doc. 77-15853  Piled  6-3-77,8:45  am] 

OFFICE  OF   MANAGEMENT  AND 
BUDGET 

CLEARANCE  OF  REPORTS 
List  of  Requests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  Intended  for  use  Ln 
collecting  Information  from  the  public 
received  by  the  Office  of  Management 
and  Budget  on  May  25,  1977  (44  USC 
3309  >.  The  purpose  of  pubUshlng  this 
list  in  the  Federal  Register  is  to  inform 
the  public. 

The  list  includes  the  title  of  each  re- 
quest received;  the  name  of  tlie  agency 
sponsoring  the  proposed  collection  of  in- 
formation; the  agency  form  number (s), 
If  applicable:  the  frequency  with  which 
the  information  is  proposed  to  be  col- 
lected; the  name  of  the  reviewer  or  re- 
viewing  division  within  OMB.   and   an 
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indication  of  who  will  be  the  respondenU 
to  the  proposed  cc^ectlon. 

Requests  for  extension  which  appear 
to  raise  no  significant  Issues  are  to  be 
approved  after  brief  notice  through  this 
release. 

Further  information  about  the  items 
on  this  daily  list  may  be  obtained  from 
the  Clearance  Office  of  Management  and 
Budget.  Washington.  DC.  20503.  (202- 
395-4529  ' .  or  from  the  reviewer  hsted. 
New  Forms 

dep-mttment  op  health.  education.  and 

Welfare 

National  Institutes  of  Health.  Cost  of  Cancer 
Care  Study  (Pre- Test),  single-time,  phymi- 
clans.  Rlciiard  Elsinger.  395-6140. 

.Mcohol.  Drug  Abuse  and  Mental  Health  Ad- 
ministration, (Pre-Clearance)  Sedative,' 
Hypnotic  and  Stimulant  Study,  single- 
time,  sedative  ■hypnotics  and  stimulant 
drug  users,  Richard  Elsinger,  395-6140. 

DEPARTMENT  OF  THE  INTERIOR 

National  Park  Service,  Redwood  Visitor  Sur- 
vey, slngle-tlm.e.  visitors  to  Redwood  Na- 
tional Park.  Maria  Gonzalez.  335-6132. 

DEPARTMENT   OF  THE  TRE.\StTRT 

Bureau  of  Customs,  F^urch.isers  Question- 
naire (Seml-Conductor  Devices),  244, 
slngie-tlme,  Texas  Instruments  Inc.  ctis- 
tomers.  Lowry,  R.  L..  395-3772. 

RrVISTONS 
VETERANS    AD  .MINISTRATION 

Veterans  Initial  AppUcaUon  In  Acquiring 
Specially  Adapted  Housing.  21-4555.  <Mi 
occasion.  disabled  veterans.  Warren 
Topellus.  395-5872 

Application  for  Direct  tjoan.  V.\26-692l.  on 
occasion,  veterans,  Warren  Topellus.  395- 
5872. 

DEPARTMENT    OF     HEALTH.    EDUCATION.    AND 
WELFARE 

Office  Of  Education.  Student  Loan  Applica- 
tion Supplement.  OE^1260.  other  (see  SP- 
83).  strident  applicants.  IHB^.  lenders, 
Lowrv,  R.   L.,  396-3772. 

Health  Resources  Administration.  Medical 
Care  Expenditure  Survey— Provider  Record 
Check  Pretest,  none,  on  occasion,  doctors 
and  hospitals  reported  by  household  re- 
spondents. Richard  ElElnger.  395-6140. 

Extensions 

department  of   health,  education.   and 

WELT  ABE 

Social  Security  .Administration.  .Application 
for  Dependei'.cy  and  Indemnity  Compensa- 
tion or  Death  Pension  from  the  Veteran* 
Administration.  V.A-21-4182.  on  occaaloB, 
dependents,    Marsha   Traynham.    3»5-^529. 

Phillip  D.  Larsen. 
Bud-ffct  and  Management  Officer. 

[FR  Doc.77-16012  Piled  6-  3-77;8:45  am| 


CLEARANCE  OF  REPORTS 
List  of  Requests    - 

The  following  is  a  list  of  requests  for 
clearance  of  reports  Intended  for  use  in 
collecting  Information  from  the  public 
received  by  the  Office  of  Managemait 
and  Budget  on  May  27,  197"^  (44  D.S.C. 
3509) .  The  purpose  of  publishing  this  list 
In  the  Fkberal  Rkgistee  Is  to  Inform  the 
public 


The  list  Includes  the  title  of  each  re- 
quest received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  In- 
formation; the  agency  form  number  is  >. 

if  applicable;  the  frequency  with  whlcli 
the  information  is  proposed  to  be  arf- 
lected;  the  name  of  the  reviewer  or  re- 
viewing division  within  OMB.  and  an  in- 
dication of  who  uUl  be  the  respondents 
to  the  proposed  collection. 

Requests  for  extension  which  appear  to 
raise  no  significant  Issues  are  to  be  ap- 
proved after  brief  notice  through  this 
release. 

Further  information  about  the  items 
on  this  dally  Ust  may  be  obtained  from 
the  Clearance  Office.  Office  of  Manage- 
ment and  Budget.  Washington,  D.C. 
20503  1202-395-4529'.  or  from  the  re- 
viewer listed. 

New  Forms 

n.'itional  science  foundation 

Research  on  the  Factors  Affecting  Utilization 
of  Technolo^  Asses.sment  Studies  In  Pub- 
lic Policy-Making,  single  time,  bii^lnew 
firms,   Ellett,  C.   A.,  3d5-5867. 

FEDHIAL    MEDIATION    AND    CONCILIATTON    SERVICE 

NoUce  to  Mediation  Agencies,  FMCS  F-7.  on 
occasion.  labor-management  organ  Ira  tlons. 
Marsha  Traynham,  395-4529. 

DEPARTMENT    OF    AGRICULTURE 

Forest  Service.  WUdllfe  Prevention  Research 
Needs  Survev.  single  time,  wildlife  preven- 
Uon  medalists.  Natural  Resources  DlvLslon, 
Maria  Gonzalez,  395-5827. 

DEPARIMTNT     OF     HIiALTH.     EDUCATION.     AND 
WXLF.VRE 

Public  Health  Service.  Methadone  Evaluation 
Study,  single  time,  client*  and  stall  in  25 
methadone  programs.  Human  Besovirces 
Division.  Richard  Elsinger,  395-3532 

Revtsions 

department  of  agriculture 

Forest  Service,  Certificate  of  NonsubsUtu- 
tlon.  2400-43.  44.  45.  on  occasion,  national 
forest  timber  purchasers  in  western  United 
States,  Warren  Topellus,  395-5873. 

DEP.ARTMENT  OF  HEALTH,  EDUCATION.  AND 
WElJAiE 

Social  and  RehabilitaUon  Services.  Monthly 
"Flash"  BetKwts  of  Selected  Program  Data, 
SRSNCSS124,  montlily.  Stat*  welfare/ 
medicaid  agencies.  Stunderhauf,  M  B, 
395-6140. 

DEPARTMENT   OF   THE    INTERIOR 

Bureau  of  Sport  Fisheries  sind  Wildlife. 
Evaluation  of  Quallflcatlonfl  of  Applicant 
for  Federal  Bird  Marking  and  Salvage  Per- 
mit. a-1862.  on  occasion.  Individual 
banders  and/or  ornithologists,  Warren 
Topellus.  395-5872. 

DEPARTMENT   OF   TRANSPORTATION 

Federal  Rallroarf  Admlniitration,  Regulations 
Governing  AppUcatlons  Under  Section  505 
of  the  Railroad  Revitallzation  and  Regu- 
latory Reform  Act  of  1976.  on  occasion, 
railroads.  Strasser,  A..  395-5867, 
Extensions 

DtPAETMENT  OF    ACaiCTTLTU** 

Statistical  Reporting  Senrlce,  Wool  and 
Mohair  Inquiry— T««a«,  azmually.  Texa« 
vooi  and  mohair  warehousemen,  Warren 
Topellus,  395-5871 


DEP.VHT^fENT   OT  COMMERCE 

Bureau  of  Cen.«u«,  Current  Retail  Sales  Re- 
port, Current  Report  on  RetaU  Credit  Ac- 
ctmnta  i  Finn*  Operating  Less  Than 
Eleven  Stores),  BUS  50.  BUS  54,  monthly, 
retail  trade  stores.  Marsha  Traynham.  396- 

DEPARTMENT  OF  DEFENSE 

Department  of  the  Air  Force.  Accessorial 
ji^j-vlces— Mobile  Homes.  DD1863.  on  occa- 
sion, transportation  Industry.  Warren 
Topellus.  3»6-587a. 

dep.vrtmtnt  or  bocstng  and  xniBAif 

DEVELOPMENT 

.Administration  (Office  of  Assistant  Secre- 
tary), Construction  Complaint  and  Cover- 
ing Letter  by  Owner.  FHA  2566.  on  occa- 
sion, homeowners  of  new  homes.  Homing. 
Veterans,  and  Labor  Division.  395  3633. 

Phillip  D.  Larsen, 
Budget  and  Management  Officer. 

\-pR  Doc  77-18013  Filed  6  3-T7;8-45  ami 


RENEGOTIATION    BOARD 

PERSONS  HOLDING  PRIME  CONTRACTS 
OR  SUBCONTRACTS  FOR  TRANSPOR- 
TATION BY  WATER  AS  COMMON  CAR- 
RIER 

Extension    of    Time    for    Filing    Fnancial 

Statements  Under  Renegotiation  Act  of 

1951 

Every  person  who  held  a  prime  con- 
tract or  subcontract  for  transportation 
by  water  as  a  common  carrier  at  any 
tune  during  the  calendar  year  1976  is 
hereby  granted  an  extension  oi  time  un- 
til November  1,  1977,  for  filing  a  financial 
statement  for  such  year  pursuant  to  sec- 
tion 105' e I  of  the  Renegotiation  Act  of 
1951.  as  amended. 

Dated:  June  1,  1977. 

Goodwin  Chask. 

Chairman. 

IFR  Doc.77- 15909  Filed  6-3-77.8:46  am] 


SMALL   BUSINESS 
ADMINISTRATION 

[License  No  O:-   OS  Oi>ti 

NORTHWEST  GROWTH   FUND,    INC. 

Application  for  Transfer  of  Ownership  and 
Control 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  the  Small  Busi- 
ness Administration  (SBA»  pursuant  to 
Section  107.701  of  the  regulations  gov- 
erning Small  Bu-stness  Investment  Com- 
panies '13  CFR  107.701  a977>i  for 
transfer  of  owi-vership  and  control  of  the 
Northwest  Growth  Fund.  Inc.  'NWGFI) . 
960  Northwestern  BanJc  Building.  Minne- 
apolis. Minnesota  55402.  a  Federal  U- 
censee  under  the  SmaD  Business  Invest- 
ment Act  of  1958  '  the  Act) ,  as  amended 
il5U.SC  661  etseq.). 

NWGFI  wa."5  hcensed  February  25. 
1960.  and  ito  pnvate  paid-in  capital  and 
paid-in  surplus  totalled  $3,086,203  at 
March  31,  1977. 

Prior  to  August  12.  1976.  45  43  percent 
of  the  common  stock  of  NWOn  waj 
owned    by    Northwest    Bancorporatloo 
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(NWBi,  a  bank  holding  company,  lo- 
cated at  1200  Northwest.em  Bank  Build- 
ing. Minneapolis  Muinesota  55402.  EXir- 
ing  the  period  from  August  12,  1976. 
through  February  10,  1977.  NWB  ac- 
quired an  additional  24.655  shares 
tliereby  increasing  its  common  stock 
ownership  to  55.49  percent. 

In  connection  with  NWB's  acquisition 
of  the  major  stock  ownership  interest  in 
NWGFI.  there  ha.s  not  been  nor  Ls  there 
any  intent  to  change  NWGFI  s  area  of 
operations,  capitalization,  investment 
policy  or  the  management  which  consists 
of  the  following  officers: 

Robert  F.  ZlcareUl.  President.  Director  and 
Chief  Executive  Officer,  960  Northwestern 
Bank  Building,  Minneapolis.  Minnesota 
55402 

Daniel  J.  Haggerty,  Executive  Vice  President, 
960  Northwestern  Bank  Building,  Minne- 
apolis, Minnesota  55402. 

Merle  D.  Borchers.  Vice  President.  960  North- 
western Bank  Building,  Minneapolis.  Min- 
nesota 55402. 

Dorothy  I.  McIntjTC.  Secretary,  960  North- 
western Bank  Building,  Minneapolis,  Min- 
nesota 55402, 

In  addition,  there  is  a  total  of  16  other 
directors. 

Matters  involved  in  SBA's  considera- 
tion of  the  application  include  the  gen- 
eral business  reputation  and  ciiaracter 
of  the  major  shareholder  and  manage- 
ment, and  the  frrobabillty  of  successful 
operations  of  the  company  under  such 
management  'including  profitability  and 
financial  soundness  i  In  accordance  with 
the  Act  and  Regulations. 

Notice  is  further  given  that  any  per- 
son may,  not  later  than  15  days  from  the 
date  of  publication  of  this  Notice,  sub- 
mit written  comments  on  the  proposed 
transfer  of  owiiership  and  control  to  the 
Deputy  Associate  Administrator  for  In- 
vestment. Small  Buslne.«ws  Administra- 
tion, 1441  "L"  Street,  NW.,  Washington, 
DC    20416. 

A  copy  of  tliis  Notice  will  be  pub- 
ILshed  In  a  newspaper  of  general  circu- 
lation in  Minneapolis,  Minnesota 

(Catalog  of  Federal  Domestic  As,slstance  F^o- 
frram  No  69  011,  Small  Ba«lne'^  Investment 
Companlee  ) 

Dated-  May  31.  1977. 

Peter  F.  McNeish, 
Devuty  Associate 
Administrator  for  Investment. 
IFR  Doo  77-15856  Piled  6-3  77  8  45  am) 


JUcense  No   06  06-5159] 

VENTURE  CAPITAL.   INC. 

Application  for  Transfer  of  Control  of  Li- 
censed Small  Business  Investment  Com- 
pany 

Notice  Is  hereby  given  that  an  applica- 
tion has  been  filed  with  the  Small  Busi- 
ness Administration  'SBA  > ,  pursuant  to 
S  107.701  of  the  regulations  governing 
small  business  investment  companies  <  13 
CFR  107.701  ( 1977 1  i ,  for  transfer  of  con- 
trol of  Venture  Capital,  Inc.  (Venture". 
975  Tower  Building,  Little  Rock,  Arkansaa 
72203,  a  F^eral  Licensee  under  the  Small 
Business    Investment    Act    of    1958,    aa 


amended    (the  Act)    (15   U.S.C.   661   et 
seq  > .  and  the  Rules  and  Regulations. 

Venture  was  licensed  on  May  15.  1972, 
and  Its  present  capitalization  Is  $197,000. 
There  are  39,400  of  Its  shares  Issued  and 
outstanding.  It  Ls  proposed  that  Mr.  Wil- 
liam R,  Smith,  Sr  ,  and  Mr.  William  R. 
Smitii.  Jr..  Macon  Lake  Plantation,  Lake 
Village,  Arkansas  71653,  acquire  37.400  of 
the  outstanding  shares  of  Venture.  Mr. 
Smith.  Sr..  wUl  purchase  17.400  shares 
and  Mr.  Smith,  Jr..  20,000  shares.  The 
selling  stockholders  are  as  follows: 

Number 
of  shares 

1,  Albert    J,    Prevot.    1700    Larkspur. 
McAllen,  Tex.  78501 18,700 

2.  George    S.    Lensing,    P.O.    Box   31. 

Lal^e  Providence,  La   71254 18,700 


37,400 


The  Smiths  operate  the  Macon  Lake 
Plantation,  Macon  Lake  Gin  Co,,  and 
are  Chairman  and  President  respec- 
tively of  the  Citizens  Bank  of  TiUar, 
Arkansas.  They  propose  to  transfer 
the  principal  office  to  Tillar,  Arkansas, 
and  maintain  a  branch  oflBce  in  Little 
Rock.  Arkansas.  Upon  transfer  of  con- 
trol, the  new  owners  will  immediately 
increase  the  capital  to  $222,000  and,  over 
the  next  eighteen  months,  will  bring  the 
total  capitalization  of  the  licensee  to 
$500,000. 

Matters  involved  In  SBA's  considera- 
tion of  the  application  Includes  the  gen- 
eral business  reputation  and  character 
of  management  and  shareholders,  and 
the  probabOity  of  successful  operations 
of  Venture  under  their  management  in 
accordance  with  the  Act  and  Regula- 
tions, , 

Notice  is  further  given  that  any  person 
may.  not  later  than  June  21,  1977.  sub- 
mit to  SBA  in  writing,  comments  on  the 
proposed  transfer  of  control  oi  this 
company.  Any  such  comments  should  be 
addressed  to:  Associate  Adminisrtrator 
for  Finance  and  Investment,  Small  Busi- 
ness Administration.  1441  L  Street  NW., 
Washington,  DC.  20416. 

A  copy  of  this  notice  wUl  be  published 
by  Venture  in  a  newspaper  of  general 
circulation  In  Tillar.  Arkansas. 

( Oatalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011,  Small  Business  Investment 
Conipaiiiee. ) 

Dated:  May  27, 1977. 

Peter  F.  McNeish. 
Deputy  Associate  Administrator 
for  Investment. 

IFR  Doc  77   16884  Filed  6-3   77;8:46aml 

DEPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 

ICGD  77-106] 

CHEMICAL  TRANSPORTATION  INDUSTRY 
ADVISORY  COMMITTEE,  SUBCOMMIT- 
TEE ON  SHIPS'  STORES 

Open  Meeting 
Pursuant  to  Section  10(a)  (2)   of  the 
Federal  Advisory  Committee  Act  (Pub. 


L.  92-463;  5  U.S  C  App.  1>  notice  is 
hereby  given  of  the  organizational  meet- 
ing of  the  Chemical  Transportation  In- 
dustry Advisory  Subcommittee  on  Ships' 
Stores  to  be  held  on  July  13,  1977.  begin- 
ning at  9:30  a.m.  In  Room  8334.  Nasslf 
Building.  400  7th  Street.  SW  .  Washing- 
ton, DC.  20590. 

This  Subcommittee  is  a  new  Subcom- 
mittee, formed  under  Chemical  Trans- 
portation Industry  Advl.soi-y  Committee, 
with  the  purpose  of  reviewing  and  up- 
dating requirements  for  ships'  stores 
<  ships'  consumables )  present] v  contained 
in  46  CFR  147, 

A  number  of  the  requirements  pres- 
ently contained  in  46  CFR  147  were  writ- 
ten in  the  early  1940's  as  part  of  the  war 
effort.  These  requirements  are  due  for 
updating  in  light  of  today's  technology 
and  the  multlfaceted  missions  for  which 
modem  vessels  are  being  used.  These 
missions  include  such  things  as  normal 
dry  cargo,  container,  tanker,  LASH 
SEABEE.  and  OBO  operations:  .sophis- 
ticated offshore,  research  and  oil  explo- 
ration vessels:  offshore  supply  vessels 
and  such  special  services  as  communi- 
cations vessels  used  by  NASA  and  the 
space  programs 

Included  under  the  requirements  for 
ships*  stores  would  be  both  traditional 
and  specialized  consumables  and  ma- 
terials used  by  ships  (excluding  cargo 
and  fuel),  such  as  antlfoullng  paints 
and  preservatives,  water  treatment 
chemicals,  corrosives,  acids,  refriger- 
ants, and  numerous  other  special  sys- 
tems on  board  vessels  which  utilize  haz- 
ardous materials  as  defined  in  the  Pack- 
aged Hazardous  Materials  Regulations 
1 49  CFR  Parts  171-177).  In  general 
terms,  such  hazards  as  toxicity,  radio- 
activity, flammability,  corrosivity,  ex- 
plosive reactions,  and  oxidizing  charac- 
teristics will  be  considered  in  determin- 
ing the  degree  of  required  regulatory 
coverage. 

The  revisions  and  updating  will  be 
done  under  the  requirements  and  pro- 
visions of  the  Dangerous  Cargo  Act  (46 
use.  170),  These  revisions  will  con- 
sider the  safety  of  the  vessel,  crew,  and 
cargo. 

The  Subcommittee  considerations  wUl 
basically  be  limited  to  known  and  proved 
technology  and  vessels,  but  wiU  consider 
novel  and  advanced  systems  with  px>ten- 
tlal  uses  for  the  future  In  such  areas  as 
offshore  exploration,  offshore  drilling, 
offshore  mining,  and  floating  power 
plants  (nuclear  and  conventic«ial  i  where 
justified. 

The  agenda  for  this  meeting  is  as 
follows : 

1.  Call  to  Order 

2.  Opening  Remarks 

3.  Definition  of  Ships'  Stores  and  Scope  of 
Subcommitte*  Work 

4.  Subcommittee  Afislgnmenta 

5.  Any  Other  Business  Brought  Before  the 
SutMTommlttee 

a.  Adjournment 

Attendance  is  open  to  the  Interested 
public.  It  Is  requested  that  aJl  knowledge- 
able. Interested  parties  provide  advioe 
and  assistance  to  this  Subcommittee  al 
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the  initial  organizational  meeting  and 
future  meetings.  The  Chairman  will  In- 
vite members  of  the  public  to  present 
statements  at  the  meeting.  Information 
may  be  obtained  from  Captain  C.  K. 
Mathieu.  Commandant  '  G-MHM  83 » , 
U.S.  Coast  Guard,  Washington.  D.C. 
20590.  202-426-2306  Any  memljers  of  the 
public  may  present  a  w-ntten  statement 
to  Uie  Subcommittee  at  any  time. 

Dated:  May  25,  1977. 

W.  M.  Benkert. 
Rear  Admiral.  U  S.  Coast  Guard. 
Chief.  Office  of  Merchant  Ma- 
rine Safety. 
[PR  Doc.77-15964  Piled  6-3-77,8:45  am] 


Airport  Tr»fllc  Control  Tower  Department 
ot  Tran^XJrtatloB.  Pedeirai  .^vl»uon  Aa- 
mlnistratloti.  Essex  County  Airport,  Paa»aie 
Avenue.  Palrfleld.  N  J   07006. 

(Sec  313(»)    of  the  Federal   AvUtlon   Act  of 
1958.  73  Sta*.  753,  49  U-S.C.  1354  i 

Lssued  in  New  York,  N.Y.,  on  May  27, 
1977. 

Wllli.^m  E.  Morgan. 
Director.  Eastern  Region. 

[FRDoc.77-15861  Piled  6-3-77; 8  45  ami 


(CGD  77-1041 

NEW  YORK  HARBOR  VESSEL  TRAFFIC 
SERVICE  ADVISORY  COMMITTEE 

Renewal  of  Charter 

Tliis  is  to  give  notice,  in  accordance 
with  the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463.  5  U.S  C.  App.  1>  of  Oc- 
tober 6,  1972.  that  the  New  York  Harbor 
Vessel  TralSc  Service  Advisory  Commit- 
tee has  been  renewed  by  the  Secretary 
of  Transportation  for  a  two-year  period 
begiiiniiig  May  21.  1977  through  May  21. 
1979.  ^ 

The  New  York  Harbor  Vessel  Traffic 
Svstem  Advisory  Committee  was  estab- 
lished by  the  Commander.  Third  Coast 
Guard  District,  to  provide  consultation 
and  advice  on  the  need  for.  and  develop- 
ment of.  installation  and  operation  of 
a  Vessel  Traffic  System  for  New  York 
Harbor,  pursuant  to  the  Ports  and  Wa- 
terways Safety  Act  of  1972  <Pub.  L.  92- 
340:  33  U.S.C.  1221). 

Interested  persons  may  seek  additional 
Information  by  writing  to  Commander 
D.  A.  Suml.  Project  Officer.  Vessel  Traf- 
fic Ser\ice,  Building  400.  Section  N,  Tliird 
Coast  Guard  District,  Governors  Island, 
New  York  10004  or  by  calling  212-264- 
0409. 

Dated:  May  27,  1977. 

A.    P.    FtlGARO. 

Rear  Admiral,  U.S.  Coast  Guard, 
Chief,  Offl.ce  of  Marine  En- 
vironment and  SysteTTis. 

[PR  Doc.77-15963  Piled  6-3-77:8:45  am] 


RADIO  TECHNICAL  COMMISSION  FOR 
AERONAUTICS  (RTCA)  SPECIAL  COM- 
MITTEE 133— AIRBORNE  WEATHER 
AND  GROUND  MAPPING  PULSED 
RADAR 

Meeting 

Pui-suant  to  section  10'a)<2)  of  the 
Federal  Advisory  Committee  Act  (Pub.  L. 
92-463:  5  U.S.C.  App.  D  notice  is  hereby 
given  of  a  meeting  of  the  RTCA  Special 
Committee  133  on  Airborne  Weather  and 
Ground  Mapping  Pul.'ied  Radars  to  be 
held  June  28-29-30.  1977.  Conference 
Room  426,  Building  1202.  NASA  Langley 
Research  Center,  Hampton.  Virginia 
commenciiig  at  9  30  a.m.  The  Agenda 
for  this  meeting  is  as  follows:  ( 1 )  Chair- 
man's Comments;  i2i  Approval  of  Min- 
utes of  First  Meeting  held  April  20-21. 
1977:  <3)  Consideration  of  Additional 
Members  Submissions:  (4»  Development 
of  a  New  Minimum  Performance  Stand- 
ard: and  (5)  Assignment  of  Tasks. 

Attendance  Ls  open  to  the  Interested 
public  but  limited  to  space  ai-ailable. 
With  the  approval  of  the  Chairman, 
members  of  the  public  may  present  oral 
statements  at  the  hearing.  Persons  wish- 
ing to  attend  and  persons  wishing  to 
present  oral  statements  should  notify, 
not  later  than  the  day  before  the  meet- 
ing, and  information  may  be  obtained 
from,  RTCA  Secretariat.  1717  H  Street 
NW.  Washington.  DC.  20006:  (202)  296- 
0484.  Any  member  of  the  public  may 
present  a  written  statement  to  the  com- 
mittee at  any  time. 

Issued  in  Washington.  DC.  on  May  27, 
1977. 

Karl  F.  Bikrach. 
Designated  Officer. 

lFRDoc.77-15862  Filed  6-3-77:8  45  am] 


Federal  Aviation  Administration 

AIRPORT   TRAFFIC   CONTROL   TOWER   AT 
ESSEX   COUNTY   AIRPORT,    FAIRRELD, 

N.J. 

Commisstoning 

Notice  is  hereby  giv»i  that  on  or  about 
June  8.  1977.  an  Airport  Traffic  Control 
Tower  will  be  commissioned  at  Essex 
County  Airport  (formerly  Caldwell- 
Wrtght  Airport).  Fatrfleld.  N.J.  Hours 
of  operation  will  be  9  a.m.  to  5  p.m., 
daily  local  time.  The  Tower  will  provide 
a  safe,  orderly,  and  expeditious  flow  of 
traffic  on  and  in  the  vlcbilt;  o(  the  Air- 
port. Communlcattons  to  the  Airport 
Traffic  Control  Tower  should  be  ad- 
dressed as  follows ; 


Materials  Transportation  Bureau 

NEW  HAZARDOUS  MATERIALS  PLACAROS; 
DATE  ON  WHICH  USE  BECOMES  MAN- 
DATORY 

Public  Hearing 

On  April  15,  1976.  a  final  rule  was 
published  by  the  Materials  Transporta- 
tion Bureau  iMTB'  In  Docket  HM-103/ 
112  (41  PR  15972)  requiring  new  dia- 
mond-shaped hazardous  materials  pla- 
cards to  be  used  exclusively  after  July  1. 
1977,  in  place  of  previously  required 
placards  of  different  design. 

Petitions  were  submitted  on  February 
14,  19T7,  by  the  National  OH  Jobbers 
Cotmcfl  (NOJC),  and  on  March  2,  1977, 
by  the  American  Ttucktag  Associations, 
Inc.  (ATA),  seeking  a  delay  of  the  date 
on  which  use  of  new  diamond -shaped 


hazardous  materials  placards   '49  CFR 
Part  172,  Subpart  P)    becomes  manda- 
tory  NOJC  seeks  a  delay  until  Septem- 
ber  1,   1978.  .'^TA  .<(>eks  to  continue  the 
use   of   the   old   permanent  rectangular 
highway   placards   until   those   placards 
or   the   vehicles   up<Hi   which   they   are 
mounted   are  retired   from   service.   Al- 
though the  existing  July  1,  1977.  man- 
riator>'    placarding    date,    upon    which 
both  petitions  were  based,  is  changed  to 
January    1.    1978.   by   a   final   rule   ap- 
pearing elsewhere  in  this  issue  of  the 
Federal  Register,  the  MTB  is  seeking 
public  comment  on  both  petitions  and 
will  hold  a  public  hearing  on  July  21, 
1977.  to  receive  both  wTitten  and  oral 
comments  on  the  merits  of  any  further 
adjustment  of  the  mandatory  placard- 
ing date  as  sought  by  thoee  petitions'. 
In  general,  for  reasons  already  exten- 
sively addres.=;ed  in  Docket  HM-103/112. 
the  AITB   is  concerned   that   a  unified 
and    consistent    placarding    system,    as 
part  of  the  hazard  information  system 
that   includes    closely   related    labeling, 
marking   and   shipping    paper   require- 
ments, be  achieved  as  rapidly  a*:  practi- 
cable F*\iblic  comment  will  be  considered 
m   the  context  of  this  well-establLshed 
goal. 

The  petition  ."submitted  by  NOJC  ar- 
gues that  heating  oil  delivery  vehicles  are 
being  required  to  display  the  new  plac- 
ards only  eighteen  months  aft«-  a  previ- 
ous nile  change  which  also  required  the 
replacement  of  placards  (Docket  H^f- 
10?,  40  FR  22263,  May  22,  1975),  and 
that  the  costs  the  vehicle  operators  must 
Incur  to  affijc  new  placards  to  their  ve- 
hicles can  and  should  be  minimized  by 
a  delay  until  September  1.  1978.  to  pro- 
\ide  a  period  of  time  during  which  the 
new  placards  can  be  replaced  In  the  nor- 
mal vehicle  maintenance  cycle. 

In  support  of  Its  request  for  continuing 
the  use  of  existing  permanent  highway 
placards  until  the  placards  or  the  ve- 
hicles to  which  they  are  affixed  are  re- 
tired. ATA  argues  that  a  gradual  phase- 
in  of  the  new  placards,  for  those  usln^ 
permanent  placarding  systems  rather 
than  the  less  expensive  temporary  plac- 
ards, Ls  more  cost  effective  and  opera- 
tionally efficient  than  imposition  of  a 
specific  mandatory  compliance  date  and 
would  not  have  a  detrimental  impact  on 
transportation  safety.  "Grandfathertng" 
the  old  permanent  placards  is  said  by 
AT.^  to  be  ju.stified  by  vehicle  downtime 
and  labor  costs  necessary  to  effect  the 
changeover,  as  well  as  by  "ripple  effects" 
of  an  abrupt  changeover  in  other  areas  of 
carrier  activity,  all  of  which  ATA  urges 
can  and  should  be  minimized  by  allowing 
the  old  permanent  placards  to  be  re- 
placed as  much  as  possible  in  the  normal 
course  of  bu.slnes.^  AT.\  also  alleges  that. 
based  on  a  very  limited  survey  of  27 
hazardous  materials  carriers,  compliance 
costs  wUl  exceed  $13  million  'a  figure 
subject  to  adjustment  as  a  result  of  the 
six-month  delay  already  granted  > . 

Persons  supporting  the  NOJC  or  the 
ATA  petition  should  be  prepared  to  veri- 
fy the  assertloFiS  made  therein  and  to 
add  any  needed  additional  information 
on  costs  and  safety  or  other  Impacts  llkc- 
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ly  to  result  from  failing  to  graxit  the 
relief  sought.  In  particular.  MTB  Is  In- 
terested In  tJie  total  number  of  motor 
vehicles  now  using  permanent  metal 
placarcLs.  and  the  length  of  the  average 
period  of  service  between  downtime  for 
rep4ur.  mamtenance  or  overhaul  of  per- 
manently placarded  vehicles  carrying 
hazardous  materials  on  a  routme  or 
dedicated    bavsLs. 

Persons  opposing  the  petitions  should 
be  prepared  to  analyze  any  deficiencies 
therem.  and  tt)  provide  documented  opin- 
ions on  the  costs  effects  on  transporta- 
tion safety,  and  other  impacts  likely  to 
result  from  granting  the  relief  sought. 
In  particular,  the  MTB  Is  Interested  in 
Information  on  any  safety  or  operational 
problems  experienced  from  July  1.  1976. 
to  date,  or  likely  to  be  experienced,  as  a 
result  of  simultaneous  u.se  of  the  old  and 
the  new  placarding  systems,  and  compli- 
ance costs  already  incurred  by  persons 
subject  to  the  new  placarding;  require- 
ments. 

A  one-day  public  hearing  will  be  held 
on  July  21.  1977.  The  hearing  will  open 
at  9:30  am.  in  the  auditorium  of  the 
FAA  Building  located  at  800  Independ- 
ence Avenue.  SW.,  Washington.  D.C. 

Interested  persons  are  Invited  to  at- 
tend the  hearing  and  present  oral  or 
written  statements  on  the  matter  set  for 
hearing.  These  statements  will  be  a  mat- 
ter of  public  record.  Any  person  wishing 
to  make  a  statement  at  the  hearing 
should  notify  the  Docket  Section  prior  to 
July  18.  1977.  Written  comments  on  the 
matter  set  for  hearing  will  be  received 
until  Augu.st  22.  1977.  and  those  com- 
ments, as  well  as  the  NOJC  and  ATA  pe- 
titions, may  be  viewed  in  the  EKxket  Sec- 
tion, Room  6500.  Trans  Point  Building. 
2100  Second  Street.  SW..  Wa-shington. 
DC  20590  I  Phone;  202  42^-2077  • . 

The  hearing  will  be  informal  and  will 
not  be  a  judicial  or  evidentiary-type 
hearing  There  will  be  no  cross-examina- 
tion of  persons  presenting  statements. 

(48  VSC  1803.  1804.  1808;  49  CFR  1  53ie) 
and  para^aph  (a)  (4)  of  App.  A  to  Part  102) 

Issued  In  Washington.  DC  ,  on  June  2. 
1977 

James  T.  Curtis.  Jr  . 
Dtrecfor.  Materials 
Transportation  Bureau 

[FREKx-  77-16063  Piled  «-3   77.8  46  am) 

INTERSTATE  COMMERCE 
COMMISSION 

I  Notice  405] 
ASSIGNMENTS  OF   HEARINGS 

JtTNZ  1.  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  ai>- 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
glgnments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
Tlie  hearings  will  be  on  the  Issues  as 
presently  reflected  In  the  Official  Docket 
<tf  the  Coounisfilon.  An  attempt  will  be 


made  to  publish  notices  of  cancellatl(»i 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  Interested. 

MC  111871  (Sub-No.  10),  Southeastern 
Freight  Lines,  now  being  assigned  for  con- 
tinued hearing  on  June  13.  1977  (1  week), 
at  the  Holiday  Inn,  Sugar  Creek  Road  and 
Interstate  85N,  Charlotte.  N.C.,  June  27, 
1977  (1  week),  at  the  Holiday  Inn,  Sugar 
Creek  Road  and  Interstate  85N,  Charlotte, 
N.C.,  July  25,  1977  (1  week),  at  Atlanta 
Mariott  Hotel,  Courtland  Industrial  Boule- 
vard, Atlanta.  Ga.  and  August  1.  1977  (1 
week  I.  at  the  Mariott  Hotel,  Courtland 
and  Industrial  Boulevard.  Atlanta.  Ga. 

MC  134323  Sub  91.  Jay  Lines,  Inc.,  now  being 
assigned  October  20.  1977  (3  days)  at  New 
Orleans.  liOuislana  in  a  hearing  room  to  be 
later  designated. 

MC  141033  Sub  7,  Continental  Contract  Car- 
rier Corp.  now  being  assigned  October  18. 
1977  (2  days  I  at  New  Orleans.  Louisiana  Ui 
a  hearing  room  to  be  later  designated. 

MC  52480  Sub  192.  Ellex  Transportation,  Inc. 
now  being  a.sslgned  October  17,  1977  (1 
day)  at  New  Orleans.  Louisiana  in  a  hear- 
ing room  to  be  later  designated. 

MC  136786  Sub  110,  Robco  Transportation, 
Inc.  now  being  assigned  October  14,  1977 
(1  day)  at  New  Orleans.  Louisiana  In  a 
hearing  room  to  be  later  designated 

MC  29910  Sub  174.  Arkansas-Best  Freight 
System.  Inc.  now  being  assigned  Octo- 
ber 13.  1977  (1  day)  at  New  Orleans.  Loui- 
siana in  a  hearing  room  to  be  later  desig- 
nated. 

MC  116763  Sub  352.  Carl  Subler  Trucking, 
Inc.  now  being  assigned  October  12,  1977 
(1  day)  at  New  Orleans,  Louisiana  In  a 
hearing  room  to  be  later  designated 

?.ir  127187  Sub  16,  Floyd  Duenow,  Inc.  now 
assigned  June  20,  1977  at  Minneapolis, 
\ttnnesota  Is  being  transferred  to  Court 
Room  3,  110  South  4th  Street,  6th  Floor. 

MC  136786  Sub  103,  Robco  Transportation, 
Inc.  now  a.sslgned  June  15,  1977  at  Min- 
neapolis. Minnesota  Is  being  cancelled  and 
reassigned  for  June  15,  1977  (1  day)  at 
St.  Paul.  Minnesota  and  wUl  be  held  In 
Room  627.  Federal  Building.  316  North 
Robert  Street. 

MC  117940  Sub  187.  Nationwide  Carriers. 
Inc  now  assigned  June  16,  1977  at  Min- 
neapolis. Mlruiesota  is  being  cancelled  and 
reiisslgned  for  June  16.  1977  (2  days)  at 
St.  Paul.  Minnesota  and  wLU  be  held  In 
Room  627.  Federal  Building,  816  North 
Robert  Street. 

MC  133490  Sub  11.  Lee's  Tr\icklng,  Inc.  now 
assigned  June  14.  1977  at  Minneapolis. 
Minnesota  is  being  cancelled  and  reas- 
signed for  June  14.  1977  (1  day)  St.  Paul, 
Minnesota  and  will  be  held  in  Room  627, 
Federal  Building.  316  North  Robert  Street. 

MC-P-12927.  Jones  Truck  Lines.  Inc. — Pur- 
chase (Portion) — Transamerlcan  Freight 
Lines.  Inc  .  now  assigned  June  13.  1977  at 
Chicago.  nilnolB  U  postponed  to  August  2. 
1977  in  Room  1319  Everett  McKUiley  Dlrk- 
sen  BuUdtng.  219  South  Dearborn  Street. 
Chicago.  Illinois. 

MC  29120  Sub  196.  All-.Amerlcan.  Inc.  now 
being  assigned  September  19,  1977  <3 
weeks)  at  £>ee  Moines,  low*  In  a  hearing 
room  to  be  later  designated. 

Robert  L.  Oswald, 
Secretory. 

IFR  DOC.77-1W13  PU«1  fl-»-rT;8:4e  «ml 


jBxpt.  122;  Amdt.  6] 

BALTIMORE  AND  OHIO  RAILROAD  CO., 
ET  AL 

Exemption  Under  Provrslon  of  Rule  19 
of  the  Mandatory  Car  Service  Rules 
Ordered  in  Ex  Parte  No.  241 

To:  The  Baltimore  and  Ohio  Railroad 
Company;  The  Chesapeake  and  Ohio 
(Railway  Company;  Consolidated  Rail 
Corporation;  and  Western  Maryland 
Railway  Company. 

Upon  further  consideration  of  E.xemp- 
tlon  No.  122  Issued  April  2,  1976. 

It  is  ordered.  That,  under  the  author- 
ity vested  in  me  by  Car  Service  Rule  19, 
Exemption  No.  122  to  the  Mandatory 
Car  Service  Rules  ordered  In  Ex  Parte 
No.  241,  be.  and  it  Ls  hereby  amended  t^ 
expire  July  31,  1977. 

This  amendment  shall  become  effec- 
tive May  31.  1977. 

Issued  at  Washington,  DC,  May  2.5 
1977. 

Interstate  Commerce 

Commission. 
JoelE.  Burns. 

Agent. 
|FR  Doc.77  15914  Piled  6-3-77;8:45  am) 


|Rev   Expt    121;  Amdt   2j 

BALTIMORE  AND  OHIO  RAILROAD  CO., 
ET  AL 

Exemption  Under  Provision  of  Rule  19 
of  the  Mandatory  Car  Service  Rules 
Ordered  in  Ex  Parte  No.  241 

To:  The  Baltimore  and  Ohio  Railroad 
Company:  The  Chesapeake  and  Ohio 
Railway  Company:  Norfolk  and  West- 
em  Railw^ay  Company;  and  We.^tem 
Maryland  Railway  Company. 

Upon  further  consideration  of  Revised 
Exemption  No.  121  issued  November  23. 
1976. 

It  is  ordered.  That,  under  the  author- 
ity vested  in  me  by  Car  Service  Rule  19. 
Exemption  No.  121  to  the  Mandatory 
Car  Service  Rules  ordered  in  Ex  Parte 
No.  241,  be,  and  it  Is  hereby  amended  to 
expire  July  31. 1977. 

This  amendment  shall  become  effec- 
tive May  31,  1977. 

Issued  at  Washington,  DC.  May  25. 
1977. 

Interstate  Commerce 

Commission, 
Joel  E.  Burns, 
Agent. 

IFR  Doc.77-15915  Piled  6-3-77:8:45  am] 


[Expt.  127;  Amdt    4) 

BESSEMER  AND  LAKE  ERIE  RAILROAD 
CO.,   ET  AL. 

Exemption  Under  Provision  of  Rule  19 
of  the  Mandatory  Car  Service  Rutes 
Ordered  In  Ex  Parte  No.  241 

To:  Bessemer  and  Lalce  Erie  RaUrocKl 
Company ;  The  Baltimore  and  Ohio  Rail- 
road Company;  Tbe  Cliesapeake  and 
Ohio  Railway  CcHnpcmy;  and  Western 
Marylsind  Rallvray  Company. 
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Upon  further  consideration  of  Exemp- 
tion No.  127  Issued  June  29,  1978. 

It  is  ordered.  That,  under  authority 
vested  in  me  by  Car  Service  Rule  19.  Ex- 
emption No.  127  to  the  Mandatory  Car 
Service  Rules  ordered  in  Ex  Parte  No. 
241  be,  and  it  Is  hereby,  amended  to  ex- 
pire July  31,  1977. 

This  amendment  shaU  become  effec- 
tive May  31.  1977. 

Issued  at  Washington.  D.C.  May  25. 

1977. 

Interstate  Commerce 

Commission. 
Joel  E.  Burns, 

Agent. 

IFR  Doc.77-15917  FUed  6-3-77;8:45  am) 


FOURTH  SECTION  APPLICATIONS  FOR 
RELIEF 

June  1. 1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  appli- 
cation to  maintain  higher  rates  and 
charges  at  intermediate  pomts  than 
those  sought  to  be  established  at  more 
distant  points. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  (49  CFR  1100.40)  and  filed  on 
or  before  June  21, 1977. 

FSA  No.  A336S— Pipeline  Rates— Pe- 
troleum Products  from  and  to  the  South- 
west. Filed  by  Kaneb  Pipe  Line  Company 
(KPL> ,  (No.  4) ,  for  interested  carriers. 

Rates  on  petroleum  products,  as  de- 
scribed in  the  application,  from  points  in 
Kansas  and  Oklahoma,  to  specified 
points  in  Kansas,  Nebraska,  Iowa.  South 
Dakota,  and  North  Dakota. 

Grounds  for  relief— Carrier  competi- 
tion. 

Tarifr--Kaneb  Pipe  Line  Company  tar- 
iff 1-H.  ICC.  No.  13. 

Rates  are  published  to  become  effective 
on  July  1.  1977. 

FSA  NO.  43369 — Joint  Water-Rail  Con- 
tainer Rates— Pacific  Far  East  Line,  Inc. 
Filed  by  Pacific  Far  East  Line.  Inc.  (No. 
13).  for  Itself  and  interested  rail  car- 
riers. 

Rates  on  general  commodities,  from 

rail  stations  on  the  U.S.  Pacific  and  Gulf 
Seaboard,  to  Egyptian,  Mediterranean. 
Middle  Eastern,  Greek  and  Turkish 
ports. 

Grounds  for  relief — Water  competi- 
tion. 

By  the  Commission. 

Robert  L.  Oswald, 

Secretary. 

[FR  Doc  77-15916  Piled  ft-3-77;8:45  am] 


[Notice  1741) 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

The  following  publications  include  mo- 
tor carrier,  water  carrier,  bnrfcer.  and 


freight  forwarder  transfer  applicationa 
filed  imder  sections  212(b),  206(a),  211, 
312(b).  and  410(g)  of  the  Interstate 
Commerce  Act. 

Each  application  (except  as  otherwise 
specifically  noted  ^  contains  a  statement 
by  applicants  that  there  will  be  no  sig- 
nificant effect  on  the  quality  of  the  hu- 
man environment  resulting  from  ap- 
proval of  the  applijcation. 

Protests  against  approval  of  the  ap- 
plication, which  may  include  a  request 
for  oral  hearing,  must  be  filed  with  the 
Commission  on  or  before  July  6.  1977. 
Failure  seasonably  to  file  a  protest  will 
be  construed  as  a  waiver  of  opix>sition 
and  participation  in  the  proceeding.  A 
protest  must  be  served  upon  appUcants' 
representative(s>.  or  appUcants  (if  no 
such  representative  is  named  i .  and  the 
protestant  must  certify  that  such  serv- 
ice has  been  made. 

Unless  otherwise  specified,  the  signed 
original  and  six  copies  of  the  protest 
shall  be  filed  with  the  Commission.  All 
protests  must  specify  with  particularity 
the  factual  basis,  and  the  section  of  the 
Act.  or  the  apphcable  rule  governing  the 
proposed  transfer  which  protestant  be- 
heves  would  preclude  approval  of  the  ap- 
pUcation.  If  the  protest  contains  a  re- 
quest for  oral  hearing,  the  request  shall 
be  supported  by  an  explanation  as  to 
why  the  evidence  sought  to  be  presented 
cannot  reasonably  be  submitted  through 
the  use  of  aflSdavits. 

The  operating  rights  set  forth  below 
are  in  synopses  form,  but  are  deemed 
sufficient  to  place  interested  persons  on 
notice  of  the  proposed  transfer. 

Finance  Docket  No.  MC-28432.  filed 
Mav  25,  1977.  Transferee;  YACHTS-O- 
FUN  CRUISES.  INC..  1130  N.  Jantzen. 
Portland.  Greg.  97217.  Transferor:  James 
O,  Lafferiy.  doing  business  as  O.W.I. 
CHARTERS.  1130  N.  Jantzen.  Portland, 
Greg.  97217.  Applicants'  representative: 
Dennis  H.  Elliott,  Attomey-at-law,  555 
Benjamin  Franklin  Plaza,  Portland, 
Oreg.  97258.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  of  transferor  set  forth  in  Certifi- 
cate W-1269  (Sub-No.  1),  Issued  May 
25,  1977,  £is  follows:  Passengers  in  char- 
ter operations,  between  ports  and  points 
along  the  Columbia  River  in  Washing- 
ton a-  d  Oregon,  extending  from  the 
mouth  of  the  Columbia  River  at  the 
Pacific  Ocean  to  points  20  mDes  up 
stream  from  Pasco,  Wash,;  between  ports 
and  points  along  the  Willamette  River  in 
Oregon,  extending  from  the  conflux  of 
the  Willamette  and  Columbia  Rivers 
near  Portland,  Greg.,  to  Salem,  Greg.; 
and  between  ix)rUs  and  pouit*  along  the 
Snake  River  in  Idaho  and  Washington, 
extending  from  the  conflux  of  the  Snake 
and  Columbia  Rivers  near  Burbank, 
Wash.,  to  LewL«ton,  Idaho.  Transferee 
presently  ho^ds  no  authority  from  this 
Commission.  Apphcaiton  has  not  been 
filed  for  temporary  authority. 

No.  FD-28461,  filed  April  21,  1977. 
Transferee:  SHIP-RITE  TRANSFKDRT- 
ERS,  INC.,  210  Verdi  St.,  Parmingdale. 
N.Y.  11735.  Transferor;  Einpire  House- 
hold Shipping  Co.  of  New  York,  Inc.,  210 


Verdi  St.,  Parmingdale,  N.Y.  11735.  Ap- 
plicants'    representative:      S.     Michael 
Richards,    Raymond    A.    Richards,    44 
North  Ave.,  P.O.  Box  225,  Webster,  N.Y. 
14580.  Authority  sought  for  purchase  by 
transferee   of    the   operating    rights   of 
transferor,  as  set  fortli  in  Permit,  No. 
FF-245    (Sub-No.   5'.    issued   December 
12,    1973.   authorizing   operations   as   a 
freight  forwarder  as  follows;  Used  auto- 
mobiles,   from    points     in    Cahfomia, 
Washington,  and  Oregon,  to  points  in 
Texas  and  Oklahoma.  From  points  in 
Arizona,    California,    Colorado,    Idaho, 
Montana.   Nevada.  New  Mexico,   Okla- 
homa, Oregon,  Texas.  Utah.  Washing- 
ton, and  Wyoming,  to  points  in  Corjiect- 
icut.   Delaware,   Mar>land,   New  Jersey, 
New  York.  Pennsylvania  and  Virginia, 
and  the  DLstrict  of  Columbia.  Restric- 
tion:   The   authority   granted   above   is 
restricted  to  the  transporution  for  ex- 
port and  imix)rt  traf&c.  Used  household 
goods  and  used  automobiles,  from  points 
in    Connecticut,    Delaware.    Maryland, 
New   Jersey,   New   York.   Pennsylvania, 
Virginia,  and  tlie  DLstrict  of  Columbia, 
to  points  in  Arizona.  California,  Colora- 
do, Idaho.  Montana,  Nevada,  New  Mex- 
ico.   Oklahoma,    Oregon,    Texas.    Uuh, 
Washington.  Wyoming.  Ala.'^ka  and  Ha- 
waii. Used  household  goods,  from  points 
in  California.  Washington,  and  Oregon, 
to  points  in  Texas  and  Oklahoma.  From 
points  in  Arizona.  California.  Colorado. 
Idaho.  Montana.  Nevada.  New  Mexico. 
Oklahoma.  Oregon.  Texas.  Utah,  Wash- 
ington and  Wyoming  to  points  in  Con- 
necticut.  Delaware.  Maryland.  New  Jer- 
sey   New  York.  Pennsylvania,  and  Vir- 
ginia and  the  District  of  Columbia.  Un- 
accompanied baggage,  between  points  in 
the  United  States  i  including  Hawaii  and 
Alaska'.  Transferee  presently  holds  no 
authority  from  this  Commission.  Apph- 
cation  has  not  been  filed  for  temporary 
authority  under  Section  210aib) . 

No  MC-FC-76969,  filed  April  26.  1977 
Transferee  DALEY  MO"VING  &  STOR- 
AGE INC.  of  Florida,  1331  South  Dixie 
Highwav  West,  Pompano  Beach,  Fla. 
33060  Transferor;  M.A.SS(X)D  TR.*J>JS- 
FER  &  STORAGE,  INC,  50  Madrid  Lane. 
Davie.  Fla.  33324.  Applicants'  represenU- 
tive  Ronald  I.  Shapss,  attomey-at-law. 
450  Seventh  Ave..  New  York,  NY.  10001. 
Authority  sought  for  purchase  by  trans- 
feree of  the  operating  rights  of  transfer- 
or set  forth  in  Certificate  No.  MC-95180, 
issued  October  4.  1976.  as  foUows :  House- 
hold goods  as  defined  by  the  Commission, 
from  points  in  Florida.  Michigan.  In- 
diana, Illinois,  Ohio.  North  Carolina, 
South  Carolina,  and  Georgia,  to  points 
in  Maryland,  New  Jersey,  Pennsylvania. 
Virginia,  and  the  District  of  Columbia. 
Transferee  presently  holds  no  authority 
from  this  Commission.  Application  has 
not  been  filed  for  temporary  authority 
under  Section  210a  i  b  > . 

No.  MC-FC-77008.  filed  May  23.  1977. 
Transferee:  PASSAIC  VALLEY  COACH 
LINES,  a  corporation,  doing  business 
as  Passaic  Valley  Coaches,  179  Division 
Avenue,    Smnmit,    New    Jersey.    07901. 
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Transferor;  Summit-New  Providence 
Bus  Lines,  Inc.,  179  Division  Avenue, 
Summit.  New  Jersey.  07901.  Applicants' 
representative:  William  W.  Braunwarth, 
179  Division  Avenue,  Summit.  New  Jer- 
sey. 07901.  Authority  sought  for  purchase 
by  transferee  of  the  operating  rights  of 
transferor,  as  set  forth  In  Certificate 
No.  MC  14715,  issued  May  3.  1973,  as 
follows:  Passengers  and  their  baggage. 
restricted  to  trafEc  originating  at  the 
point  and  in  the  territory  indicated,  \n 
charter  operations,  From  New  Provi- 
dence. N.J.,  and  points  within  25  mUes 
thereof,  to  Washmgton.  D.C.,  New  York, 
N.Y.,  and  points  in  Nassau,  Orange. 
Rockland,  and  Westchester  Counties, 
NY.,  and  return.  From  Summit.  N.J., 
to  Valley  Forge.  Scranton,  and  PhUadel- 
ptila.  Pa.,  and  points  In  Monroe  Coimty, 
Pa.,  and  return.  Transferee  presently 
holds  no  authority  from  tliLs  Commis- 
sion. Application  has  not  been  filed  for 
temporary  authority  under  Section  210a 
(b). 

No.  MC-FC-77128.  filed  May  16,  1977. 
Transferee:  2-G  TRANSPORTATION, 
INC..  10  E.  Minnesota  Street,  Savage. 
Minn.  55378.  Transferor:  H  B.  Nelson  k 
Sons,  Inc..  P.O.  Box  241,  Alexandria, 
Minn.  56308.  Applicant's  representative: 
Val  M.  Hlggins,  attomey-at-law,  1000 
First  National  Bank  Bldg.,  Minneapolis, 
Minn.  55402.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  of  tran.sferor  set  forth  Ln  Certifi- 
cates No.  MC  100300  (Sub-No.  2),  MC 
100300  (Sub-No.  7'.  MC  100300  *Sub-No. 
10,  and  MC  100300  < Sub-No.  14 1,  Issued 
February  5,  1970,  November  11.  1974, 
April  3.  1975.  and  July  13.  1976,  as 
follows:  Used  bluegrass  stripping  ma- 
chines between  defined  portions  of  Iowa, 
Minnesota.  Missouri,  Nebraska  and 
South  Dakota;  bags  for  bluegrass  strip- 
ping machines  and  seed,  from  Kansas 
City.  Mo.,  and  BamesvUle,  Minn.,  to 
portions  of  Minnesota  and  South  Da- 
kota; malt  beverages  from  Minneapolis, 
Minn,,  to  Wahpeton,  N.  Dak.;  beverages 
and  water  from  Minneapolis,  Minn.,  to 
points  in  North  Dakota;  malt  beverages 
from  Milwaukee,  Wis.,  Belleville.  111.  and 
Bt.  Ix)uls.  Mo.,  to  points  in  Minnesota  and 
North  Dakota,  and  from  Olympla.  Wash., 
to  points  In  Minnesota,  and  supplies, 
materials  and  equipment  on  return;  and 
those  set  forth  In  Permit  No.  MC  134469, 
Issued  August  2,  1971,  as  follows:  Anti- 
freeze, lubricating  oils  and  greases,  crop 
Bpray  oUs  and  cleaning  agents  and 
solvents  from  MlnneapoUs-St.  Paul. 
Minn.,  to  poinLs  In  Minnesota.  North 
Dakota.  South  Dikota  and  a  described 
area  in  Iowa  under  a  continuing  contract 
with  Farm-Oly  Co.  of  Minneapolis.  Minn. 
Transferee  presently  holds  no  authority 
from  this  Commission.  Applicant  has 
filed  for  temporary  authority  under  Sec- 
tion 210aib). 

No.  MC-FC-77130.  filed  May  18,  1977. 
Transferee :  GREEN  JORDAN,  INC.,  8th 
Ave.,  P.O.  Box  225,  Malone,  Fla.  32455. 
Transfexor:  Green  Jordan,  Route  1, 
Box  166,  Gordon  Ala.  36343.  Applicants" 
representative:    David    B.    Erwin,    at- 


tomey-at-law, 1030  E.  Lafayette  St^ 
Suite  112,  Tallahass^  Fla.  32301.  Au- 
thority sought  for  purchase  by  transferee 
of  the  operating  rights  of  transferor  set 
forth  In  Certificates  Nos.  MC  107573 
(Sub-No.  1 )  and  MC  107573  (Sub-No.  5), 
issued  by  the  Commission  December  29, 
1947  and  November  9,  1965,  respectively, 
as  follows :  Peanuts  and  peanut  products, 
except  peanut  oil  and  peanut  butter, 
from  Greenwood,  Malone,  and  Grace- 
ville.  Fla..  and  points  within  35  miles  of 
each,  to  points  In  Florida,  Alabama, 
Georgia.  South  Carolina,  North  Carolina, 
Tennessee,  and  'Virginia;  empty  sacks 
and  seed  peanuts  In  the  shell,  from  points 
In  Florida,  Alabama,  Georgia,  South 
Carolina.  North  Carolina,  Tennessee,  and 
Virginia,  to  Greenwood,  Malone,  and 
GracevUle.  and  points  within  35  miles 
of  each ;  dry  fertilizer,  from  Montgomery 
and  Dothan,  Ala.,  and  Adel,  Albany, 
Cordele.  and  Meigs,  Ga.,  to  points  in 
Jackson,  Holmes.  Washington,  and 
Calhoun  Counties,  Fla.  Transferee 
presently  holds  no  authority  from  this 
Commission.  Application  has  not  been 
filed  for  temporary  authority  under 
Section  210a(b'. 

No.  MC-FC-77133,  filed  May  16,  1977. 
Transferee:  Marvin  Jay  Hutchinson, 
doing  business  as  HUTCHINSON 
TRANSFER.  309  East  3rd  St.,  Thief 
River  Falls,  Minn.  56701.  Transferor: 
Clara  OHara.  doing  business  as  Fuel 
And  Transfer  Co.,  309  East  3rd  St.,  Thief 
River  Falls,  Minn.  56701.  Applicants' 
representative:  Marvin  Hutchinson.  309 
East  3rd  St.,  Thief  River  Falls,  Minn. 
56701.  AuUiorlty  sought  for  purchase  by 
transferee  of  the  operating  rights  of 
transferor,  as  set  forth  In  Certificate  No. 
MC  88619.  Issued  September  18,  1974,  as 
follows:  Hcmsehold  goods  as  defined  by 
the  Commission,  between  points  in 
Pennington,  Marshall,  Red  Lake,  and 
Roseau  Counties,  Minn.,  on  the  one  hand, 
and,  on  the  other,  points  In  North  Da- 
kota and  South  Dakota.  Transferee 
presently  holds  no  authority  from  this 
Commission.  Application  has  not  been 
filed  for  temporary'  authority  imder 
Section  2 10a  (b). 

No.  MC-FC-77134,  filed  May  17.  1977. 
Transferee.  Paul  V.  Klee,  an  Individual 
doing  business  as  CRAIG'S  EXPRESS, 
Elm  St.  Route  2,  Falmouth,  Ky.  41040. 
Transferor:  Robert  K  Campbell,  an  In- 
dividual doing  business  as  Craig's  Ex- 
press, 4th  and  Montjoy,  Falmouth,  Ky, 
41040.  Applicant's  representative:  Robert 
H.  Kinker,  attorney  at  law,  314  W.  Main, 
P.O.  Box  464,  Frankfurt,  Ky.  40601.  Au- 
thority sought  for  purchase  by  transferee 
of  the  operating  rights  of  transferor,  as 
set  forth  In  Certificate,  No.  MC  48528 
Sub-1,  Issued  July  20,  19751.  as  follows: 
General  commodities,  with  exceptions, 
over  regular  routes,  between  Cincinnati. 
Ohio,  and  Berrs'.  Ky.:  from  Cinctonati 
across  the  Ohio  River  to  Co-vlngton,  Ky.. 
thence  over  Kentucky  Highway  17  to 
junction  U.S.  Highway  27,  thence  over 
XJS.  Highway  27  to  Red  Star  Inn,  Ky., 
thence  over  U.S.  Highway  27  to  Junction 
countv  road  known  as  "Ten-Foot  Pike". 


thence  over  "Ten-Foot  Pike"  to  Kelat. . 
Ky.,  and  thence  over  imnumbered  high- 
way to  Berry,  and  return  over  the  same 
route.  Between  Boyd,  Ky.,  and  junction 
county  road  known  as  "Broadford  Pike  " 
and  U.S.  Highway  27:  From  Boyd  over 
"Broadford  Pike"  to  junction  U.S.  High- 
way 27,  and  return  over  the  same  route. 
Between  Locust  Grove.  K.V.,  and  junction 
Kentucky  Highway  22  and  U.S.  Highway 
27:  From  Locust  Grove  over  Kentucky 
Highway  22  via  Goforth,  Ky.,  to  junction 
U.S.  Highway  27,  and  return  over  the 
same  route.  Between  Goforth,  Ky.,  and 
Falmouth,  Ky.:  Prom  Goforth  over 
county  road  known  as  "Fishing  Creek 
Pike"  to  Falmouth,  and  return  over  the 
same  route.  Service  is  authorized  to  and 
from  all  Intermediate  points  and  off- 
route  points  within  three  miles  of  the 
above-specified  routes,  excluding  points 
on  U.S.  Highway  25  south  of  Covington. 
Ky.  Between  Cinclruiatl.  Ohio,  and  junc- 
tion U.S.  Highway  27  and  Kentucky 
Highway  17:  From  Cincinnati  over  U.S. 
Highway  27  to  jimction  Kentuckj-  High- 
way 17,  and  return  over  the  same  route. 
Service  is  authorized  to  and  from  all  in- 
termediate points  and  off-route  points 
within  three  miles  of  that  portion  of  the 
route  south  of  Alexandria,  Ky.,  excluding 
Alexandria,  Ky.  Service  Is  authorized  to 
and  from  points  in  the  Cincinnati,  Ohio, 
commercial  zone  as  defined  by  the  Com- 
mission, as  off-route  points  in  coimectlon 
with  the  above  described  regiolar-route 
operations  to  and  from  Cincinnati,  Ohio. 
Transferee  presently  holds  no  authority 
from  this  Commission.  Application  has 
not  been  filed  for  temporary  authority 
imder  Section  210a(b), 

No.  MC-FC-77135.  filed  May  19.  1977. 
Transferee:  TRANS  WEST  CARRIERS. 
INC..  Ill  Erie  Street,  Pomona,  Califor- 
nia 91768.  Transferor:  S  P  S  Transport 
Co..  837  West  State  Street,  Ontario,  Cali- 
fornia 91761.  Applicants'  representative: 
Jerry  Solomon  Berger,  433  North  Cam- 
den Drive,  6th  Floor,  Beverly  Hills,  Cali- 
fornia 90210.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  of  transferor,  as  set  forth  In  Per- 
mit No.  MC-139967  Issued  January  16. 
1976,  as  follows:  Paper  products,  from 
the  plant  site  of  Concel,  Inc.,  located  at 
or  near  LaPalma.  Calif.,  to  points  In  Ari- 
zona. Nevada.  Oregon,  and  Washington 
and  tissue  paper,  from  St.  Helens.  Oreg.. 
to  the  plant  site  of  Concel.  Inc.,  located 
at  or  near  LaPalma,  Calif.  Restriction: 
The  operations  authorized  are  limited  to 
a  transportation  service  to  be  performed, 
under  a  continuing  contract,  or  contracts 
with  Concel,  Inc..  of  LaPalma.  Calif. 
Transferee  presently  holds  no  authority 
from  this  Commission.  Application  has 
not  been  fUed  for  temporary  authority 
under  Section  210a(b>. 

No.  MC-FC-77137,  filed  May  19,  1977. 
Transferee:  VALLEY  TRANSPORTA- 
TION, INC.,  516  Oxford  Road.  Oxford. 
Connecticut  06483.  Transferor:  Stephen 
J.  McMahon,  doing  business  as  McMahon 
Totir  Agency,  281  Fairfield  Avenue, 
Bridgeport,  Conn.  06604.  Applicants'  rep- 
resentative: L.  C.  Major,  Jr.,  attomey-at- 
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law.  Suite  400,  Overlook  Bldg.,  6121  Lin- 
colnia  Rd.,  Alexandria.  Va.  22312.  Au- 
thority sought  for  purchase  by  transferee 
of  the  operating  rights  of  transferor  set 
forth  in  Broker's  License  No.  MC  12723, 
issued  November  30.  1961,  authorizing 
operations  as  a  broker  at  Bridgeport, 
Conn.,  in  connection  with  the  transpor- 
tation by  motor  vehicle  in  Interstate  or 
foreign  commerce,  of  passengers  and 
their  baggage  in  special  or  charter  op- 
erations, in  round-trip,  all  expense 
toui-s,  beginning  and  ending  at  points  in 
Fairfield,  New  Haven,  and  Hartford 
Counties.  Conn.,  and  extending  to  points 
in  the  United  States  (including  Alaska 
and  excepting  Hawaii) .  Transferee  pres- 
ently holds  authority  from  this  Commis- 
sion under  Certificates  No.  MC  109865 
(Sub-No.  5)  and  MC  109865  (Sub-No. 
13). 

Robert  L.  Oswald, 
Secretary. 

[FR  Doc.77-15910  Piled  &-3-77;8:45  am] 


[Notice  No.  69] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

JtJNK  2,  1977. 

The  following  are  notices  of  filing  of 
applications  for  temporary  authority 
under  Section  210a(a)  of  the  Interstate 
Commerce  Act  provided  for  under  the 
provisions  of  49  CFR  1131.3.  These  rules 
provide  that  an  original  and  six  (6) 
copies  of  protests  to  an  application  may 
be  filed  with  the  field  official  named  in 
the  Federal  Register  publication  no 
later  than  the  15th  calendar  day  after 
the  date  the  notice  of  the  filing  of  the 
application  is  published  in  the  Federal 
Register.  One  copy  of  the  protest  must 
be  served  on  the  applicant,  or  its  au- 
thorized representative,  if  any.  and  the 
Protestant  must  certify  that  such  serv- 
ice has  been  made.  The  protest  must 
identify  the  operating  authority  upon 
which  it  is  predicated,  specifying  the 
"MC"  docket  and  "Sub"  number  and 
quoting  the  particular  portion  of  au- 
thority upon  which  it  relies.  Also,  the 
Protestant  shall  specify  the  service  It 
CEui  and  \WU  provide  and  the  amount 
and  type  of  equipment  it  will  make  avail- 
able for  use  in  connection  with  the  serv- 
ice contemplated  by  the  TA  application. 
The  weight  accorded  a  protest  shall  be 
governed  by  the  completeness  and  per- 
tinence of  the  Protestant's  information. 

Except  as  otherwise  specifically  noted, 
each  applicant  states  that  there  wUl  be 
no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application. 

A  copy  of  the  application  is  on  file, 
and  can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Com- 
mission, Washington,  DC,  and  also  i^ 
the  ICC  Field  Office  to  which  protests 
are  to  be  transmitted. 

Motor  Carriers  of  Property 

No.  MC  2052  (Sub-No.  12TA>,  filed 
May  17,  1977.  AppUcant:  BLAIR 
TRANSFER,  INC.,  203  South  9th  Street, 


Blair.  Nebr.  68008.  Applicant's  repre- 
sentative: Steven  K.  Kuhlmann,  P.O. 
Box  82028,  Lincoln,  Nebr.  68501.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Materials,  equip- 
ment.  and  supplies  utilized  in  crafts,  art 
and  hobbies  (except  commodities  in 
bulk),  between  the  facilities  of  Artex 
Hobby  Products,  Inc.,  located  at  or  near 
Lima,  Ohio,  on  the  one  hand,  and,  on 
the  other,  the  facilities  of  Artex  Hobby 
Products,  Inc.  lcx;ated  at  or  near  Blair, 
Nebr..  for  180  days.  Supporting  ship- 
peris)  :  R.  D.  Hickey.  Traffic  Consult- 
ant, Artex  Hobby  Products,  Inc.  35300 
Lakeland  Blvd.,  East  Lake,  Ohio.  44049. 
Send  protests  to:  Carroll  Russell,  Dis- 
trict Supervisor,  Interstate  Commerce 
Commission,  Suite  620,  110  North  14th 
Street,   Omaha,   Nebr.   68102. 

No.  MC  3854  i  Sub-No.  36TA'.  filed 
May  9,  1977.  Applicant:  BURTON 
LINES.  INC.,  P.O.  Box  11306  '815  Ellis 
Rd),  East  Durham  Station,  Durham, 
N.C.  22703.  Applicant's  representative: 
Edward  G.  ViUalon,  1032  Pennsylvania 
Bldg.,  Pennsylvania  Ave.  euid  13th  St. 
NW.,  Washington,  D.C.  20004.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregtilar  routes, 
transporting:  Clay  and  shale  products, 
pipe,  conduit,  wall  coping,  firebrick,  fit- 
tings, fitting  compounds,  and  materials 
and  supplies  used  in  the  Installation 
thereof  (except  In  bulk),  from  Potts- 
town,  Pa.,  to  points  in  Virginia.  West 
Virginia,  Kentucky,  Tennessee.  North 
Carolina.  South  Carolina,  Georgia  Ala- 
bama, and  Florida,  for  180  days.  Sup- 
porting shipper:  Pomona  Pipe  Products, 
P.O.  Box  20400.  Greensboro.  N.C.  27420. 
Send  protests  to:  Archie  W.  Andrews. 
District  Supervisor.  Bureau  of  Opera- 
tions, Interstate  Commerce  Commission, 
P.O.  Box  26896.  Raleigh.  N.C.  27611. 

No.  MC  32779  'Sub-No.  12TA)  (cor- 
rection*,  filed  April  19,  1977,  Apphcant: 
SILVER  EAGLE  COMPANY,  2532  8.E. 
Hawthorne  Boulevard,  Portland,  Oreg. 
97214.  Applicant's  representative:  Rob- 
ert R.  HoUis,  520  S.W.  Yamhill  St,  Suite 
400.  Portland,  Oreg.  97204.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commodities,  (ex- 
cept those  of  unusual  value,  Classes  A 
and  B  explosives,  household  goods  as  de- 
fined by  the  Commission,  commodities 
in  bulk,  and  commodities  requiring  the 
use  of  si^ecial  equipment.  <  1 )  between 
Spokane.  Wash.,  and  Seattle,  Wash., 
and  their  respective  Commercial  Zones, 
serving  intermediate  and  off-route  points 
in  Lincoln.  Adams.  Grant  and  Kittitas 
Counties.  Wash.;  From  Spokane  over 
Interstate  Highway  90  to  Seattle  and 
return  over  the  same  route.  (2)  Between 
Spokane.  Wash.,  and  Portland,  Oreg.. 
and  their  respective  Commercial  Zones 
serving  intermediate  and  off-route  points 
in  Lincoln,  Adams,  Franklin,  Walla 
Walla.  Benton  and  Khckitat  Counties, 
Wash. :  From  Spokane  over  Interstate  90 
to  junction  U.S.  Highway  395.  thence 
over  U.S.  Highway  395  to  junction  U.S. 


Highway  730,  thence  over  U.S.  Highway 
730  to  junction  Interstate  Highway  80 
north,  thence  over  Interstate  Highway 
80  north  to  Portland  and  return  over 
the  same  route.  (3)  Between  Pasco. 
Wash.,  aiid  Wenatchee,  Wash.,  and  their 
respective  Commercial  Zones,  serving 
intermediate  and  off-route  points  in 
Benton.  Yakima  and  Kittitas  Counties. 
Wash  :  From  Pasco  over  U.S.  Highway 
12  to  junction  U.S.  Highway  97.  thence 
over  U.S.  Highway  97  to  Wenatchee  and 
return  over  the  same  route,  for  180 
days.  Applicant  intends  to  interline  at 
Portland,  Oreg..  Seattle,  and  Spokane, 
Wash.,  and  other  interline  points.  Sup- 
porting .shipiJens);  There  are  68  state- 
ments of  support  attached  to  the  apph- 
cation,  which  may  be  examined  at  the 
Interstate  Commerce  Commission,  in 
Portland.  Oreg..  at  Llie  field  office  named 
below.  Send  protests  to:  District  Super- 
visor, A.  E.  Odoms,  Bureau  of  Opera- 
tions. Interstate  Commerce  Commission. 
114  Pioneer  Courthouse.  555  S.W.  Yam- 
hill St..  Portland,  Oreg.  97204.  The  pur- 
pose of  this  republication  is  to  Indicate 
tacking. 

No.  MC  78118  (Sub-No  35TA) ,  filed 
May  12,  1977.  Applicant:  W  H.  JOHNS. 
INC.,  35  Witmer  Road.  Lancaster, 
Pa.  17602.  AiH>llcant'8  representative: 
Christian  V.  Graf,  407  North  Front 
Street.  Harrisburg,  Pa.  17101.  Authority 
sx>ught  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Glass  containers,  not  ex- 
ceeding 1  gallon  in  cajjacity.  from  the 
plantsite  and  shipping  facilities  of  Glass 
Containers  Corporation  in  the  Borough 
of  Knox  and  the  TowTiships  of  Paint  and 
Elk.  Clarion  County,  tlie  borough  of 
Marienville.  F\)rest  County,  and  the 
Borough  of  Parker,  Armstrong  County. 
Pa  .  to  pomts  m  New  Jersey  for  180 
days.  Applicant  has  also  filed  an  under- 
Ij'ing  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting 
shippensi;  Glass  Containers  Corpora- 
tion. Knox.  Pa.  16232.  Send  protest  to: 
Robert  P.  Amerine.  District  Supervisor. 
Interstate  Commerce  Commission,  278 
Federal  Building,  P  O  Box  869.  Harris- 
burg, Pa.  17108 

No.  MC  96992  (Sub-No.  2TA).  filed 
May  9,  1977,  Applicant  HIGHWAY 
PIPELINE  TRUCKING.  CO  .  P  O.  Box 
1517,  Edinburg,  Tex.  78539.  AppUcants 
representative:  Atlas,  818  Pecan,  Mc- 
Allen.  Tex.  78501.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Meats,  from  the  plant  site  of  H  &  H 
Meat  Products.  Inc.  at  Mercedes.  Tex., 
and  or  storage  facilities  of  Tex-Mex 
Cold  Storage  at  Browiisville.  Tex.,  also 
used  by  H  &  H  Meat  Products.  Inc..  to 
Watertown.  Ma.ss.,  Bayonne,  N.J  .  Phil- 
adelphia. Pa..  Landover.  Md  .  Williams- 
burg, Va..  Coliambia.  S.C.  Tampa.  Fla.. 
Jsicksonville.  Fla.,  Chicago.  HI.,  Nash- 
ville. Term.,  Birmingham.  Ala.,  Harahan, 
La..  Kansas  City.  Mo .  Denver,  Colo. 
Seattle,  Wash..  San  Diego.  Calif., 
Alameda,  Calif  ,  and  Los  Angeles,  Calif., 
for  180  days.  Applicant  lias  also  filed  an 
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underlying  ETA  seeking  op  to  90  days 
of  operating  authority.  Supporting 
siilpper ;  H  &  H  Meat  Products,  Inc.,  P.O. 
Box  358.  Mercedes,  Tex.  78570.  Send  pro- 
tests to:  Richard  H.  Dawklns.  District 
Supervisor,  Interstate  Commerce  Com- 
mission. Rm.  B-400  Federal  BuOdlng, 
727  E.  Durango.  San  Antonio,  Tex  78206. 

No.  MC  98952  (Sub-No.  46TA',  filed 
Mav  9.  1977.  Applicant;  GENERAL 
TRANSFER  CO\rPANY,  2880  North 
Woodford  St.,  Decatur,  ni.  62526.  Appli- 
cant's representative:  Paul  E.  Steinhour, 
918  E.  Capitol  Avenue,  Sprlng-fleld,  111. 
62701.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  velUcle,  over 
Irregular  routes,  transporting:  Food- 
stuffs, candy  or  confectionery,  from  the 
storage  faculties  of  the  Nestle  Company 
at  or  near  Columbus.  Ohio  to  points  In 
Indiana,  restricted  to  the  trarj^portation 
of  shipments  moving  In  vehicles  equipped 
^ith  mechanical  refrigeration.  Further 
restricted  to  shipments  originating  at  the 
named  origin  and  destined  to  the  named 
destination,  for  180  days.  AppHcant  has 
also  filed  an  underlying  ETA  .seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper:  Daniel  A.  Loras.so.  Man- 
ager Transportation.  The  Nestle  Com- 
pany. Inc.,  100  Bloomingdale  Road, 
White  Plains,  NY.  10605.  Send  protests 
to:  Harold  C.  Jolllff,  District  Supervisor, 
Interstate  Commerce  Commission.  P.O. 
Box  2418,  Springfield,  111.  62705. 

No.  MC  106674  fSub-No.  229TA),  filed 
May  3.  1977.  Applicant:  SCHILLI  MO- 
TOR LIN'ES,  INC..  P.O.  Box  123,  Rem- 
ington, Ind.  47977.  Applicant's  represent- 
ative: Jerry  L.  Johnson  isame  address  as 
applicant'.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregialar  routers,  transporting:  An- 
hydrous ammonia,  in  bulk,  In  tank  ve- 
hicles, from  ports  of  entrj-  on  the  Inter- 
national Boundarv-  Line  between  the 
United  States  and  Canada  located  at 
Port  Huron  and  Detroit,  Mich.,  to  points 
In  Michigan  and  Ohio,  for  180  days.  Ap- 
plicant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority Supporting  shipper's*:  Beker 
Industries  Corp.,  124  W.  Putnam  Avenue. 
Greenwich,  Conn.  06830.  Send  protests 
to  J.  H.  Gray.  District  Supervisor,  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission,  343  West  Wav-ne  Street, 
Suite  113.  Fort  Wayne.  Ind.  46802. 

No.  MC  107295  (Sub-No.  851TA).  filed 
May  10,  1977.  Applicant:  PRE-FAB 
TRANSIT  CO..  100  South  Main  St  .  P.O. 
Box  i46,  Farmer  City.  111.  61842.  Appli- 
cant's representative:  Duane  Zehr  isame 
address  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Building  mortar  dry,  concrete  sur- 
face curing  compound,  and  adhesive 
pastes:  and  any  tools  used  in  the  applica- 
tion thereof,  from  the  plant'^ite  of  the 
trPCO  Company  at  Cleveland.  Ohio,  to 
Massachusett.s,  Michigan,  North  Caro- 
lina, South  Carolina.  Oklahoma,  Colo- 
rado, and  Iowa  for  180  days  Supporting 
shipper's  I  :  George  Selden,  President, 
UPCO  Company,  4805  Lexington  Avenue, 


Cleveland,  Ohio  44103.  Send  protests  to: 
Harold  C.  JonifT.  District  Supervisor.  In- 
terstate Commerce  Commission,  P.O.  Box 
2418,  Springfield,  ni.  62705. 

No.  MC  109825  (Sub-No.  IOTA),  filed 
Mav  10.  1977.  Applicant:  MASHKIN 
FREIGHT  LINES.  INC.,  64  Oakland 
Street,  East  Hartford,  Conn.  06108.  Ap- 
plicant's representative:  Hugh  M.  Jose- 
loff,  80  State  Street,  Hartford,  Conn. 
06103.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Bakery 
products,  from  the  facilities  of  First  Na- 
tional Stores.  Inc.,  located  In  East  Hart- 
ford. Conn.,  to  points  In  Maine,  New 
Hampshire,  and  'Vermont  for  180  days. 
Supporting  shipper (s)  :  First  National 
Stores,  Inc.,  Park  and  Oakland  Avenues, 
East  Hartford,  Conn.  06108.  Send  pro- 
tests to:  J.  D.  Perry,  Jr.,  Interstate  Com- 
merce Commission,  Bureau  of  Opera- 
tions, 135  High  Street,  Rm.  324,  Hartford, 
Comi.  06101. 

No.  MC  110988  (Sub-No.  341TA>,  filed 
Mav  4.  1977.  Applicant:  SCHNEIDER 
TANK  LINES,  INC.,  4321  W.  College  Av- 
enue. Giltedge  Bldg.,  Appleton,  Wis. 
54911.  Applicant's  representative:  NeU  A. 
DuJardin.  P.O  Box  2298.  Green  Bay,  Wis. 
54306.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transportlrig :  Liquid 
fertilizer  solution,  In  bulk,  In  tank  ve- 
hicles, from  LaCrosse.  Wis.,  to  points  In 
Minnesota  and  Iowa,  for  180  days.  Appli- 
cant has  aLso  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shlpper(s>  :  Hawkeye 
Chemical  Company.  P.O.  Box  899,  Clin- 
ton, lo^'a  52732.  Send  protests  to:  Gall 
Daugherty.  Transportation  Assistant; 
Interstate  Commerce  Comml.sslon,  Bu- 
reau of  Operations.  U.S.  Federal  Build- 
ing and  Courthouse.  517  East  Wiscor^m 
Avenue,  Room  619.  Milwaukee,  Wis. 
53202. 

No  MC  111170  <Sub-No.  235TA'.  filed 
May  2,  1977.  Applicant:  'WHEELING 
PIPE  LINE.  INC.,  P.O.  Box  1718,  2811  N. 
West  Ave  .  El  Dorado,  Ark.  71730.  Appli- 
cant's representative:  Tom  E.  Moore 
'.same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Alumina,  In  bulk,  from 
Bauxite,  Ark.,  to  points  in  Texas,  for  180 
days.  Supporting  shlpperfs>  :  RejTiolds 
Metals  Company,  P.O.  Box  27003,  Rich- 
mond, Va.  23261.  Send  protests  to:  Dis- 
trict Supervisor  William  H.  Land,  Jr., 
3108  Federal  Office  Building,  700  West 
Capitol.  Little  Ro-k.  Ark.  72201. 

No.  MC  111729  (Sub-No.  703TA),  filed 
May  16.  1977.  Applicant:  PUROLATOR 
COURIER  CORP..  3333  New  Hyde  Parte 
Road,  New  Hyde  Parte,  N.Y.  11040.  Appli- 
cant's representative:  Elizabeth  L.  Hen- 
och, Purolator  Courier  Corp.,  3333  New 
Hyde  Park  Road,  New  Hyde  Park,  N.Y. 
11040.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Proofs. 
cuts,  copy,  artwork,  photographs,  mech- 
chanicals  and  advertising  material,  be- 


tween Brattleboro,  'Vt.,  on  the  one  hand, 
and,  on  the  other,  Hartford  and  Plain- 
field.  Corm.,  Amherst.  Boston,  Holyoke, 
South  Hadley  and  Wellesley,  Mass.,  New 
Brunswick,  N.J.,  Ithaca  and  New  York, 
N.Y..  Bethlehem  and  Philadelphia.  Pa., 
and  Cranston,  R.I.,  for  180  days.  Supn 
portlng  shipper(s)  :  The  Vermont  Print- 
ing Company,  Box  816,  Brattleboro,  'Vt. 
05301.  Send  protests  to:  Maria  B.  Kejss. 
TransF>ortation  Assistant.  Interstate 
Commerce  Commission,  26  Federal  Plaza. 
New  York.  N.Y.  10007. 

No.  MC  111940  (Sub-No.  68TA  > .  filed 
May  10.  1977.  Applicant:  SADTH'S 
TRUCK  LINES,  P.O.  Box  88.  R.D.  No.  2. 
Muncy,  Pa.  17756.  Applicant's  represen- 
tative: John  M.  Musselman.  P.O.  Box 
1146,  Harrisburg,  Pa.  17108.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  and  petroleum 
products  (except  In  bulk),  vehicle  body 
sealer,  and  sound  deadener  compound. 
frcHn  New  Kensington.  Pa.,  to  points  in 
Connecticut,  Delaware,  Maine,  Massa- 
chusetts. Maryland,  New  Hampshire. 
New  Jersey.  New  York,  Permsylvanla, 
Rhode  Island.  Vermont.  'Virginia,  and  the 
District  of  Colimibia  for  180  days.  Ap- 
plicant has  also  fllpd  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper(s>  :  Quaker 
Oil  Refining  Corporation,  P.O.  Box  989. 
Oil  City.  Pa.  16301.  Send  protests  to:  Paul 
J.  Ken  worthy.  District  Supervisor.  In- 
terstate Commerce  Commission.  314  U.S. 
Post  Office  Building.  Scranton,  Pa.  18503. 

No.  MC  113855  (Sub-No.  375TA).  filed 
May  9,  1977.  Applicant:  INTERNA- 
TIONAL TRANSPORT.  INC..  2450  Ma- 
rion Road  S.E.,  Rochester.  Minn.  55901. 
Applicant's  representative:  Richard  P. 
Anderson.  502  First  National  Bank  Bldg.. 
Fargo,  N.  Dak.  58102.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Snowmobiles,  from  Lancaster 
County.  Nebr..  to  points  In  Colorado, 
Connecticut,  Idaho.  Illinois.  Indiana. 
Iowa,  Maine.  Massachusetts,  Michigan. 
Minnesota,  Montana,  New  Hampshire. 
New  Jersey,  New  York,  North  Dakota, 
Ohio.  Oregon.  Rhode  Island,  Pennsyl- 
vania, South  Dakota,  Utah,  Vermont, 
Washington,  Wisconsin  and  Wyoming, 
Including  ports  of  entry  between  the 
United  States  and  Canada  located  in 
Washington,  Idaho,  Montana.  North 
Dakota,  Minnesota,  Michigan  and  New 
York,  restricted  to  traffic  originating  at 
facilities  used  by  Kawaski  Motors  Corp.. 
U.S.A.,  for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to 
90  days  of  opei-ating  authority.  Support- 
ing shipper:  Kawaski  Motors  Corp.. 
U.S.A.,  2009  E.  Edinger  Avenue.  P.O.  Box 
11447.  Santa  Ana.  Calif..  92711.  Send 
protests  to:  Mrs.  Marion  L.  Cheney. 
Transportation  Assistant.  Interstate 
Commerce  Commission.  Bureau  of  Op- 
erations. 414  Federal  Building  and  U.S. 
CoMxi  House,  110  S.  4th  St.,  Minneapolis, 
Minn.  55401. 

No.  MC  114416  (Sub-No.  7TA».  filed 
May    9,    1977.    Applicant:     "WESTERN 
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TRANSPORT  CRANE  &  RIGGING, 
Route  9.  Grant  Creek  Road.  Missoula. 
Mcait.  59801.  Applicant's  representative: 
Douiglas  N.  Miller  (same  address  as  ap- 
plicant).  Authority  sought  to  operate  as 
a  ccnnmon  carrier,  by  motor  vehicle,  over 
IrregiUar  routes,  traiisporting :  Contrac- 
tors equipment,  sawmill  and  mining  ma- 
chinery and  equipment,  OJid  U.S.  Forest 
Sertfice  equipment  and  supplies  between 
all  points  and  places  In  the  States  of 
Montana.  Oregon,  that  portion  of  the 
State  of  Idaho  south  of  the  southern 
boundary  of  Idaho  County,  and  that 
portion  of  the  State  of  Washington  west 
of  U.S.  Highway  97,  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper (s)  :  There 
are  approximately  6  statements  of  sup- 
port attached  to  the  appllcaUon,  which 
may  be  examined  at  the  Interstate  Com- 
merce Commission,  in  Washington.  D.C., 
or  copies  thereof  which  may  be  exam- 
ined at  the  field  office  named  below. 
Send  protests  to:  District  Supervisor 
Paul  J.  Labane.  2620  First  Avenue  Norti, 
Billings,  Mont.  59101. 

No.  MC  114457  (Sub-No.  304TA> ,  filed 
May  5.  1977.  Applicant:  DART  TRAN- 
SIT COMPANY.  2102  University  Ave., 
St.  Paul.  Minn.  55114.  Applicant's  repre- 
sentative: James  C.  Hardman.  Suite 
2103.  33  North  LaSalle  Street.  Chicago, 
m.  60602.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Metal  containers,  container  ends,  and 
equipment,  materials  and  supplies  used 
In  the  manufactiu^  and  distribution  of 
the  described  commodities  (except  com- 
modities In  bulk),  from  Perrysburg, 
Ohio  to  points  in  Alabama.  Arkansas.  Il- 
linois. Indiana.  Iowa,  Kansas,  Kentucky, 
Louisiana,  Upper  Peninsula  of  Michigan, 
Michigan.  Minnesota,  Mississippi,  Mis- 
souri, Nebraska,  Oklahoma.  South  Da- 
kota, Tennessee,  Texas  and  Wisconsin, 
for  180  days.  Supporting  shipper:  Crown 
Cork  &  Seal  Co..  Inc.,  9300  Ashton  Road. 
PhUadelphla,  Pa.  19136.  Send  protests 
to:  Mrs.  Marion  L.  Cheney,  Transporta- 
tion Assistant,  Interstate  Commerce 
CMnmlsslon,  Bureau  of  Operations,  414 
Federal  Building  and  U.S.  Court  House, 
110  S.  4th  St.,  Minneaix)lis,  Minn.  55401. 

No  MC  114569  (Sub-No.  178TA) ,  filed 
May  17.  1977.  AppUcant:  SHAFFER 
TRUCKING,  INC.,  P.O.  Box  418,  New 
Kingstown,  Pa.  17072.  AppUcant's  rep- 
resentative: N.  L.  Cimunins  (Same  ad- 
dress as  applicant) .  Authority  sought  to 
j^jerate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Frozen  foods.  In  mechanically  re- 
frigerated trailers,  from  the  shipping 
facilities  of  Donetta  Poods,  Inc.,  at  ot 
near  <3althersburg,  Md.  to  Chicago,  111.; 
Detroit,  Grand  Rapids,  and  Saginaw, 
Mich.;  Cincinnati,  Toledo,  Cleveland, 
Dayton,  and  Columbus,  Ohio;  Louisville, 
B:y.;  New  Orleans.  La.;  Kansas  City, 
Mo.:  Nashville,  Tenn.;  Indianapolis. 
Ind.;  and  points  In  commercial  sones  of 
the  named  destinations  for  180  days. 
Applicant  has  also  filed  an  underlying 


ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper cs) :  Do- 
netta Poods.  Inc  601  Cedar  Street, 
Scranton.  Pa.  18505.  Send  protests  to: 
Robert  P.  Amerine.  Dlst.  Supv..  Inter- 
state Commerce  Commission.  278  Fed- 
eral Building.  P.O.  Box  869.  Harrisburg. 
Pa. 17108. 

No  MC  115311  (Sub-No.  221TA),  filed 
May  10,  1977.  AppUcant:  J  &  M  TRANS- 
PORTATION (X»..  INC,  P.O.  BOX  488, 
MiUedgevme.  Ga.  31061.  Apphcanfs  rep- 
resentfuve:  Kim  G.  ^^^ '  i^^O  J^t 
Federal  BuUding,  AUanta.  Ga.  3030^. 
Authority  sought  to  operate  as  &  common 
carrier  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Malt  bex>erages  and 
related  advertising  matter,  from  Pabst. 
Houston  County.  Ga..  to  points  In  Ax- 
kansas.  Kentucky.  Louisiana,  \irgmla. 
and  those  points  in  Tennessee  west  ol 
interstate  Highway  65  for  180  ^^ys.  Ap- 
plicant has  also  fiJed  an  underlying  ETA 
seeking  up  to  90  days  of  oP^ra<^|^^^: 
thority.  Supporting  shipper ( s)  :  PaPsi 
Brewing  Company,  917  W.  Juneau  Ave- 
nue, Milwaukee.  Wis  .  53201.  Send  pro- 
tests to:  Sara  K.  Davis,  Transportation 
Assistant,  Bureau  of  Operations.  Inter- 
state Commerce  Commission.  1252  w. 
Peachtree  St.,  N.W..  Room  546.  Atlanta. 
Ga.  30309. 

No  MC  115496  (Sub-No.  49TA',  filed 
May  10.  1977.  Applicant:  LUMBER 
TRANSPORT.  INC..  P.O.  Box  111.  Hwy 
23  South,  Cochran,  Ga.  31014.  Appli- 
cant's representative:  Virgil  H.  Smith, 
Suite  12.  1587  Phoenix  Boulevard.  At- 
lanta. Ga.  30349.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing- Malt  beverages  and  related  adver- 
tising mateHals,  and  empty  malt  bever- 
age containers,  pallets,  and  spoiled  malt 
beverages  returned,  from  the  facilities 
of  Pabst  Brewing  Company  located  at 
Houston  County,  Ga..  to  points  In  Flor- 
ida. North  Carolina.  South  Carolina, 
Louisiana,  Kentucky,  Illinois,  Indiana, 
Ohk),  Wisconsin  and  Mirmesota,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  shlpper(s)  : 
Pabst  Brewing  Company,  917  West  Ju- 
neau Avenue,  Milwaukee,  Wis.  53201. 
Send  protests  to:  Sara  K.  Davis.  Trans- 
portation Assistant.  Bureau  of  Opera- 
tions, Interstate  Commerce  Commission, 
1252  W.  Peachtree  St.,  N.  W..  Room  546. 
Atlanta.  Ga.  30309. 

No.  MC  115496  (Sub-No.  50TA).  filed 
May  10.  1977.  AppUcant:  LUMBER 
TRANSPORT.  INC..  P.O.  Box  111.  Hwy. 
23  South.  Cochran.  Ga.  31014.  Appli- 
cant's representative:  Virgil  H.  Smith. 
Suite  12.  1587  Phoenix  Boulevard.  At- 
lanta, Ga.  30349.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Lurnber,  trom  the  plantslte  of 
Building  Products  Division,  Oilman  Pa- 
per Company  located  approximately 
eight  (8)  miles  Northwest  of  Mlddle- 
burg.  Clay  County,  Pla .   to  points  In 


Georgia  on  and  south  of  U.S.  Highway 
80  for  180  days.  Applicant  has  also  filed 
an  underlying  ETA  seeking  up  to  90  days 
of  operating  authority  Supportiiig  ship- 
per(6>:  Oilman  Paper  Company.  P.O. 
Box  520.  St  Maris.  Ga.  31558.  Send  pro- 
tests to:  Sara  K.  Davis.  Transportation 
Assistant.  Bureau  of  Operations.  Inter- 
state Commerce  Commission.  1252  W. 
Peachtree  St..  N.  W..  Room  546,  Atlanta. 
Ga.  30309. 

No.  MC  115821  (Sub-No.  23TA>.  filed 
May  10.  1977  Applicant:  FRANK  BEEL- 
M.AN.  doing  business  as  BEELMAN 
TRUCK  CO  .  St.  Llbory.  111.  62282.  Ap- 
plicant's representative:  Ernest  A. 
Brooks.  1301  Ambassador  Bldg..  St. 
Louis.  Mo.  63101.  Authority  sought  to 
operate  as  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Fly  ash.  in  bulk,  from  the  facilities 
of  Big  Rivers  Electric  Corp.,  at  or  near 
Sebree.  Ky..  to  points  in  Tennessee.  In- 
diana and  Illinois,  for  180  da>-s.  Support- 
ing shipper:  L.  Michael  Shydlowski, 
Southern  Dist.  Mgr.,  American  Admix- 
tures Corporation,  1200  Hanley  Indus- 
trial Ct..  St.  Louis.  Mo.  63144.  Send  pro- 
tests to:  Harold  C.  JoUiff.  Ifetrict  Su- 
pervisor. Interstate  Commerce  Commis- 
sicm.  P.O  Box  2418,  Springfield.  111. 
62705. 

No.  MC  116763  (Sub-No.  379TA',  filed 
Mav  9.  1977.  Applicant:  CARL  TRUCK- 
ING, INC..  North  West  Street.  Ver- 
sailles. Ohio  45380.  Applicant's  repre- 
sentative: H.  M.  Rlchters  (same  address 
as  applicant).  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing; Newsprint  paper  and  ground  wood 
paper,  from  the  plantslte  and  warehouse 
facilities  of  Bowater  Southern  Paper 
Corp.  located  at  or  near  McMtnn 
County,  Tenn..  to  points  in  Illinois.  In- 
diana, Kentucky,  and  Ohio,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  shipper: 
Bowater  Southern  Paper  Corporation, 
Calhoun.  Tenn.  37309.  Send  protests  to: 
Paul  J  Lowrv.  District  Supervisor.  Bu- 
reau of  Operations  Interstate  Commerce 
Commission.  5514-B  Federal  Building. 
550  Main  Street.  Cinrinnatl.  Ohio  45202. 

No  MC  117165  <Sub-No,  41TA).  filed 
Mav  9.  1977  AppHcant:  ST.  LOUIS 
FREIGHT  LINES.  INC..  413  U.S  Hlirh- 
way  20  West,  Michigan,  City,  Ind.  46360 
Applicant's  representative:  Walter  G. 
Bay  (same  address  as  applicanf).  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Composition  board, 
from  plantslte  of  tlie  Johns -Man  vllle 
Sales  Corporation  at  or  near  Natchez, 
Miss.,  to  the  plantslte  and  warehouse  fa- 
cilities of  the  Celotex  Corporation  at  or 
near  Elizabeth to^-n,  Ky.,  for  180  days. 
Applicant  has  also  filed  an  underlying 
FTA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper:  Itie  Celo- 
tex Corporation.  15O0  N.  Dale  Mabry, 
Tampa,  Fla. 33622.  Send  protests  to:  J.  H. 
Gray,    District    Supervisor,    Interstate 
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Commerce  Commission.  343  West  Wayne 
St  .  Suite  113.  Fort  Wa>Tie,  Ind.  46802. 

No.  MC  118535  'S'lb-No  99TA>.  filed 
May  9.  1977  Applicant  TIONA  TRUCK 
LINE.  INC..  Ill  S  Prospect.  Butler,  Mo. 
64730.  Applicant's  representative:  Tom 
Ventura  'same  address  as  applicant). 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Pet  Fond 
from  the  plant-^ite  and  facilities  utUized 
by  Strong  heart  Products,  Incorporated 
at  or  near  Kamas  City.  Kans  .  to  all 
points  in  Texas,  for  180  days.  Applicant 
has  also  filed  an  underlying  ETA  seek- 
ing up  to  90  days  of  operating  author- 
ity. Supporting  shipper:  Strongh^art 
Products.  Inc  .  30n  s  55th  St..  Kansas 
City.  Kans.  66106  S^nd  protests  to-  .Jolin 
V.  Barry.  District  Supervisor,  Interstate 
Commerce  Commission  Bureau  of  Oper- 
ations, 600  Federal  Building,  911  Walnut 
St.,  Karusas  City.  Mo.  64106. 

No.  MC  118806  (Sub-No.  54TAt.  filed 
May  11.  1977  Apolicant:  ARNOLD 
BROS.  TRANSPORT.  LTD,  739  Lagi- 
modlere  Blvd  ,  Winnipeg,  Manitoba,  Can- 
ada R2J  OT8  Applicant's  representa- 
tive: Paul  R.  Bergant  10  South  LaSalle 
Street.  Suite  1600  Chicago.  HI.  60603. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Recrea- 
tional vehicles,  from  Lincoln.  Nebr..  to 
the  ports  of  entry  on  the  International 
Boundary  Line  between  Canada  and  the 
United  States  near  Noyes,  Minn  .  and 
Portal.  N.  Dak  ,  for  180  days  Applicant 
h&s  also  filed  an  underlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shipper:  Sno-Trac  Equip- 
ment. Ltd..  P  O  Box  7'22.  Regina.  Sas- 
katchewan. Canada.  R  G.  Corbett  Sales. 
1810  St  Matthews  Avenue.  Winnipeg. 
Manitoba.  Canada  Send  protests  to: 
Ronald  R  Mau  DLstrlct  Supervisor.  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission.  PO  Box  2340.  Fargo, 
N  Dak.  58102. 

No  MC  119493  'Sub-No.  149TAi,  filed 
Mav  9.  1977.  Applicant:  MONKEM 
COMPANY.  INC.  PO  Box  1196,  West 
20th  St.  Road.  Joplin.  Mo  64801.  Appli- 
cants  representative:  Harry  Ross,  58 
South  Mam.  Winchester.  Ky.  40391,  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Cordage  if  cordage 
products,  viz:  rope:  tivinf.  bailer:  twine, 
binder  twine,  industrial  tying:  twine, 
plastic:  Sisal  Products  not  othei"wise 
specified,  from  Kansas  City,  Mo.  to  all 
points  and  places  In  the  States  of  lov.a, 
Kansas,  Nebraska  and  South  Dakota, 
for  180  days.  Applicant  has  aLso  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  shipper: 
Farmland  Industries,  Inc.,  3315  North 
Oak  Trafficway,  Kansas  City.  Mo  64116. 
Send  protests  to  John  V  Barr>'.  District 
Supervisor.  Interstate  Commerce  Com- 
mission. Bureau  of  Operations,  600  Fed- 
eral Building,  911  Walnut  Street,  Kansas 
City.  Mo  64106. 

No.  MC  119726  'Sub-No.  88TA).  filed 
May  5.  1977,  Applicant:  N.A.B.  TRUCK- 


ING CO.,  INC.,  1644  W.  Edgewood  Ave- 
nue, Indianapolis.  Ind.  46217.  Applicant's 
representative :  James  L.  Beattey.  130  E. 
Washington.  St.,  Indianapolis,  Ind. 
46204.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Floor 
sweeping  compounds  and  Absorbents, 
from  the  plantsite  of  Oll-Drl  Corporation 
of  America  located  at  or  near  Ripley, 
Mass.,  and  Ochlocknee,  Ga.,  as  follows: 
From  Ripley.  Mass..  to  Hopkins,  Minn., 
Omaha,  Nebr.,  Kansas  City,  Kans., 
Kansas  City  and  St.  Louis,  Mo.,  Detroit, 
Mich..  Pittsburgh,  Pa.,  and  points  in  the 
states  of  Illinois.  Indiana.  Iowa,  Ohio, 
and  Tennessee,  via  irregular  routes, 
From  Ochlocknee.  Ga.,  to  points  m  the 
states  of  Florida.  Illinois.  Indiana,  Iowa, 
Kansas,  Kentucky.  Michigan.  Minnesota, 
Missouri.  Ohio  and  Wisconsin,  via  Irreg- 
ular routes,  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting; shipper:  Oil-Drl  Corporation  of 
Ajnerica,  520  N.  Michigan  Ave..  Chicago, 
ni.  60611.  Send  protests  to:  William  S. 
Ennis  District  Supervisor.  Interstate 
Conunerce  Commission,  Federal  Bldg  & 
US.  Courthouse,  46  East  Ohio  St., 
Rm.  429.  Indianapolis.  Ind.  46204. 

No.  MC  119988  (Sub-No.  112TA),  filed 
April  28.  1977  Applicant:  GREAT 
WESTERN  TRUCKING  CO..  INC..  P.O. 
Box  1384.  Highway  103  East.  Lufkln,  Tex. 
75901.  Applicant's  representative:  M. 
Ward  Bailey,  2412  Continental  Life 
Bldg..  Fort  Worth.  Tex.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Tires,  from  points  In  Oklahoma 
County.  Okla..  to  stores,  warehouses  and 
facilities  of  Western  Auto  Supply  Com- 
pany at  points  in  the  United  States  ex- 
cept Alaska  and  Hawaii,  for  180  days. 
Applicant  has  also  filed  &n  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shippensi  :  West- 
ern Auto  Supply  Co.,  2107  Grand  Ave., 
Kansas  City,  Mo.  64108.  Send  protests  to: 
District  Supervisor  John  Mensing.  Inter- 
state Commerce  Commission.  8610  Fed- 
eral Bldg..  515  Rusk,  Houston.  Tex.  77002. 

No,  MC  123872  (Sub-No.  72TA) ,  filed 
May  10,  1977.  Applicant:  W  &  L  MOTOR 
LINES.  INC.  P.O.  Drawer  2607.  State  Rd. 
1148.  Hickory.  N.C.  28601.  Applicant's 
representative:  Allen  E.  Bowman,  P.O. 
Box  2607.  HickoiT,  N.C.  28601.  Authority 
.sought  to  operate  as  a  common  carrier, 
by  Hiotor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products  and 
jneat-by-products  and  articles  dis- 
tributed by  meat  packinghouses  as  de- 
scribed in  Sections  A  &  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  MC.C.  209  and 
766  (except  hides  and  commodites  in 
bulk) .  from  the  plantsite  and  storage  fa- 
cilities of  Tlie  Rath  Packing  Company, 
located  at  or  near  Waterloo  and  Colum- 
bus Junction,  Iowa,  to  points  in  Ken- 
tucky, North  Carolina  and  South  Caro- 
lina for  180  days  Supporting  shipper(s) : 
The  Rath  Packing  Company.  Sycamore 
&  Elm  Street,  Waterloo.  Iowa.  50704. 
Send    protests    to:    District   Supervisor 


Terrell  Price,  800  Briar  Creek  Rd-Rm 
CC516.  Mart  Office  Building,  Charlotte, 
N.C. 28205. 

No.  MC  124673  iSub-No.  23TA).  filed 
May  16,  1977.  Applicant:  FEED  TRANS- 
PORTS, INC.,  PO  Box  2167.  Pullman 
Road,  South,  Amarillo,  Tex.  79105  Ap- 
plicant's representative:  Gail  P.  John- 
son, P.O.  Box  2167.  Amarillo,  Tex.  79105. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat  and  bone- 
meal,  bloodmeal  and  dry  rendered  tank- 
age, from  the  plantsite  and  storage  fa- 
cilities of  Swift  Fresh  Meat  Co.  at  or 
near  Cactus.  Tex  .  to  points  in  Arkansas. 
Louisiana — on  and  west  of  U.S  Highway 
165.  and  Oklahoma  for  180  days  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper's)  :  Swift 
Fresh  Meats  Comnanv,  115  W.  Jackson 
Blvd..  Chicago.  HI,  60604.  Send  protests 
to:  Haskell  E,  Ballard.  District  Super- 
visor. Interstate  Commerce  Commission, 
Bureau  of  Operations.  Box  H-4395 
Herring  Plaza,  Amarillo.  Tex.  79101. 

No.  MC  124679  (Sub-No.  78TA),  filed 
May  12,  1977,  Applicant:  C,  R.  ENG- 
LAND &  SONS.  INC..  975  West  2100 
South.  Salt  Lake  City,  Utah  84119.  Ap- 
plicant's representative:  Daniel  E.  Eng- 
land, Nelson.  Harding.  Richards,  Leon- 
ard &  Tate.  300  Arrow  Press  Square 
Bldg..  No.  2.  PO.  Box  2465.  Salt  Lake 
City.  Utah  84110.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  prepared  fish  foods,  from 
Spring  City.  Pa.,  and  Burlington,  N.J., 
to  points  In  Illinois.  Michigan.  Kansas, 
Ohio.  Minnesota,  Colorado.  Washington, 
California.  Texas,  and  Louisiana  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's) :  Pennsylvania  Pet  Products,  Inc. 
P.O.  Box  1191.  Spring  City,  Pa.  19475. 
(Robert  A.  Ma.xwell.  President)  Send 
protests  to:  District  Supervisor  Lyle  D. 
Heifer.  Interstate  Commerce  Conmiis- 
sion.  Bureau  of  Operations.  5301  Federal 
Building.  125  South  State  Street.  Salt 
Lake  City.  Utah  84138. 

No.  MC  124920  (Sub-No.  13TA),  filed 
May  6.  1977.  Applicant:  LABAR'S  INC., 
771  Scott  Street,  Wilkes-Barre.  Pa. 
18705.  Applicant's  representative:  L.  Ag- 
new  Myers.  Jr..  Suite  406-08  Walker 
Building.  734  15th  Street.  N.W..  Wash- 
ington, D.C.  20005.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Mineral  wool  and  insulating  ma- 
terial, from  Mountaintop.  Pa  .  plant  .site 
or  facilities  of  Certain-Teed  Products 
Corp.,  CSG  Group,  to  points  in  the  states 
of  Connecticut,  Delaware.  Maine.  Mary- 
land. Massachusetts.  New  Hamp.shire. 
New  Jersey.  New  York.  Rhode  Island, 
Virginia,  Vermont,  District  of  Columbia, 
Michigan,  Ohio.  Indiana.  Illinois.  Ken- 
tucky. West  Virginia,  and  WLsconsin,  for 
180  days,  supporting  shipper:  Certaln- 
teed  Corporation,  P.O.  Box  860,  Valley 
Forge,  Pa.  19482.  Send  protests  to:  Paul 
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J.  Kenworthy,  District  SujJervisor,  Inter- 
state Commerce  Commission,  Bureau  of 
Operations,  314  XJS.  Post  Office  Building. 
Scranton,  Pa.  18503. 

No.  MC  126118  <Sub-No.  41TA ' ,  filed 
May  16,  1977  AppUcant:  CRETE  CAR- 
RIER CORPORATION.  P.O.  Box  81228. 
Lincoln,  Nebr.  68501.  Applicant's  repre- 
sentative: Duane  W.  Acklle  (same  ad- 
dress as  applicant).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregiilar  routes,  transport- 
ing: Malt  beverages,  in  containers;  From 
Fort  Worth.  Texas  and  Milwaukee,  Wis., 
and  their  commercial  zones  to  points  in 
South  Carolina.  Applicant  has  al.so  filed 
an  underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
pers: Frank  J.  Lombardi.  President, 
Prank  Distributing  Co..  Inc.,  Box  801  An- 
derson, S.C.  29622  Jack  MulUnax.  Presi- 
dent Western  Beverage  Box  841,  Taylor, 
S.C.  29687.  Send  protests  to:  Max  H. 
Johnston,  District  Supervisor  285  Fed- 
eral Building  and  Court  House.  100  Cen- 
tennial Mall  North  Lincoln,  Nebr.  68508. 

No.  MC  126276  ^Sub-No,  175TA).  filed 
May  2.  1977.  Applicant:  FAST  MOTOR 
SER'VICE.  INC..  9100  Plalnficid  Road, 
Brookfield,  HI.  60513.  Applicant's  repre- 
sentative: Albert  A.  Andrin.  180  N.  La 
Salle  Street  Chicago,  HI.  60601.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  Metal  containers 
aiid  metal  container  ends,  from  the 
plantsltes  of  American  Can  Company  lo- 
cated at  Hammond,  Ind.;  Hoopston,  111., 
and  St.  Louis.  Mo.,  to  Nashua.  N.H.,  un- 
der a  continuing  contract  or  contracts 
with  American  Can  Company,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's) :  American  Can  Company.  William 
Prazler,  Transportation  Coordinator,  915 
Harger  Road,  Oak  Brook,  HI.  60521. 
Send  protests  to:  Transportation  A.ssist- 
ant  Patricia  A.  Roscoe.  Interstate  Com- 
merce Commission.  Everett  McKInley 
Dlrksen  Building,  219  S.  Dearborn  Street. 
Room  1386,  Chicago.  HI.  60604. 

No.  MC  128007  (Sub-lOOTA) ,  filed  May 
17,  1977.  Applicant:  HOFER,  INC.,  P.O. 
Box  583,  4032  Parkview  Drive.  Pittsburg, 
Kans.  66762.  Applicants  representative: 
Larry  E.  Gregg,  641  Harrison  Street, 
Topeka,  Kans.  66603.  Authority  sought  to 
operate  as  a  comimon  carrier,  by  motor 
vehicle,  over  Irregtilar  routes,  transport- 
ing: Alfalfa  meal  and  Alfalfa  pellets.  In 
bulk,  from  the  plantsite  and  storage  fa- 
cilities of  Protein  Processors.  Division  of 
Ralston  Purina  Co.,  at  or  near  Dundee, 
Kans.,  to  pxjints  in  Missouri  and  Arkan- 
sas for  180  days.  AppUcant  has  also  filed 
an  underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  shlp- 
per(s)  :  Ralston  Purina  Company.  835 
South  8th.  St.  Louis,  Mo.  63188.  Send 
protests  to:  M.  E.  Taylor.  District  Super- 
visor Interstate  Comimerce  Commission, 
Suite  101  Lltwln  Building.  WlchlU.  Kans. 
rr202. 

No.  MC  128896   (Sid>-No.  5TA).  filed 
Uay    11.    1977.   Applicant:    ANDREWS 


TRUCKING  LTMITED.  R.R.  No.  4.  St. 
Catharines.  Ontario.  Canada  L2R  6R1. 
Applicant's  representative:  Robert  G. 
Gawley.  P.O.  Box  184.  Buffalo.  N.Y.  14221. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Boats,  between  the 
ports  of  entry  on  the  International 
Boundary  Une  between  the  United  States 
and  Canada  located  on  the  British  Co- 
lumbia and  Idaho-Wa«hlngton  border, 
on  the  one  hand.  and.  on  the  other. 
points  In  the  United  States  (excluding 
Alaska  and  Hawaii',  for  180  day?.  Sup- 
porting shipper's'  C  i:  C  Yachts.  526 
Regent  Street.  Niagara  on  the  Lake. 
Ontario.  Send  protests  to:  George  M. 
Parker.  District  Supcnlsor.  Interstate 
Commerce  Commission.  Bureau  of  Op- 
erations. 910  Federal  Building.  Ill  West 
Huron  Street  Buffalo.  N.Y.  14202. 

No.  MC  129325  'Sub-No.  IOTA),  filed 
May  10.  1977.  Applicant:  DLAZ  MOTOR 
FREIGHT  INC..  2829  Frenchmen  St.. 
P.O.  Box  8266.  New  Orleans,  La.  70122, 
Applicant's  representative:  Mr.  Joseph 
G.  Dail.  Jr.,  P.O.  Box  567.  McLean.  Va. 
22101.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Wire  rods 
and  reinforcing  bars  from  the  facilities 
of  Georgetown  Texas  Steel  Corp  .  at  or 
near  Beaumont,  Tex.,  to  the  facilities  of 
Primary  Steel.  Inc.,  at  Jefferson  and  New 
Orleans,  La.,  for  180  days.  Applicant  has 
also  fUed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
portuig  shipper:  Primarj-  Steel.  Inc  .  P.O. 
Box  10426.  Jefferson.  La.  70181.  Send 
protests  to:  District  Supervisor  Ray  C. 
Armstrong.  Jr.,  701  Loyola  Avenue  9038 
U.S.  Postal  Service  Building.  New 
Orleans,  La.  70113. 

No.  MC  133095  'Sub-No.  158TA).  filed 
Mav  10,  1977.  Applicant:  TEXAS  CON- 
TINENTAL EXPRESS,  INC.  PO  Box 
434,  2603  W.  Euless  Blvd,.  Euless,  Tex 
76039,  Apphcant's  representative:  Hugh 
T,  Matthews,  2340  Fidelity  L^nion  Tower. 
Dallas.  Tex.  75201.  Authoritj-  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Television  sets,  record  players, 
radios,  home  entertainment  centers,  and 
electronic  equipment,  and  '2)  materials, 
equipment  and  supplies  ased  to  the  man- 
ufacture and  distribution  of  such  com- 
modities 'except  In  bulk),  between  Los 
Angeles  and  San  Francisco.  Calif.,  on  the 
one  hand.  and.  on  the  other.  Athens. 
Tex.,  for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to 
90  days  of  operating  authority.  Support- 
ing shipper's) :  Curtis  Mathes  Mfg.  Co., 
P.O.  Box  151.  Athens.  Tex.  75751.  Send 
protests  to:  Robert  J.  Klrspel.  District 
Supervisor.  Room  9A27.  Federal  Build- 
ing. 819  Taylor  Street,  Port  Worth.  Tex. 
76102. 

No.  MC  133566  'St*-No.  84TA).  filed 
Mav  3,  1977.  Applicant:  GANGLOFP  & 
DO'WNHAM  TRUCKING  CO.,  INC.. 
P.O.  Box  479,  Logansport,  Ind.  46947. 
Applicant's  representative:  diaries  W. 
Betnhauer.  One  World  Trade  Center, 
SuKe  1573,  New  York,  N.Y.  10048.  Au- 


thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Non-frozen  food- 
stuffs, in  vehicles  equipped  with  me- 
chsmical  refri?eration  lexcerit  commodi- 
ties In  bulk,  in  tunk  vehicles).  From  the 
plantsite  and  storage  facilities  of  Duffy- 
Mott  Company  at  or  near  Hamlin  and 
Williani-on.  NY.  to  points  in  the  states 
of  Michigan.  Indiana.  Illinois.  Iowa, 
Nebraska.  Miimesota.  Wisconsin.  Colo- 
rado and  Kentucky,  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
.seeking  up  to  90  days  of  operating  au- 
thority Supporting  shipper's):  Duffy- 
Mott  Company,  Inc..  370  Lexington  Ave- 
nue. New  York.  N  Y.  10017.  Send  protests 
to:  J  H  Grav.  Dbtrict  Supervisor.  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission.  343  West  Wayne  Street. 
Suite  113,  Fort  Wav-ne,  Ind.  46802. 

No.  MC  134477  'Sub-No.  171TA),  filed 
Mav  9.  1977  Applicant:  SCHANNO 
TTIANSPORTATION,  INC..  5  West  Men- 
dota  Road,  Wesrt  St.  Paul,  Minn  55118. 
Applicant's  representative:  Robert  P. 
Sack.  P  O.  Box  6010.  West  St  Paul.  Minn. 
55118  Authority  sought  to  operate  as  a 
cnmvwn  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transportini:  Confec- 
tionery and  confectionery  products  'ex- 
cent  commodities  in  bulk',  fn.im  the 
plant'^ite  of  Charms  Company  at  or  near 
Covington.  Tenn..  to  points  in  Colorado. 
Hlinois.  Indiana.  Iowa.  Kansas.  Michi- 
gan, Minnesota.  Misrourl.  Nebraska. 
North  Dakota  Oklahoma.  South  Dakota. 
Texas  and  Wisconsin,  restricted  to  traflBc 
originating  at  the  above  nam.ed  origin 
and  destined  to  the  above  named  desti- 
nation states,  for  180  days.  Supporting 
shipper:  Charms  Company.  HalLs  Mills 
Rd..  Freehold.  N.J.  07728.  Send  protests 
to:  Mrs  Marion  L.  Cheney.  Transporta- 
tion Assistant,  Interstate  Commerce 
Commission.  Bureau  of  Operations.  414 
Federal  Building  and  U.S.  Court  House. 
110  S.  4th  St.  Minneapolis.  Minn.  55401. 

No.  MC  135197  'Sub-No.  11TA>.  filed 
May  2.  1977  Applicant:  LEESER 
TRANSPORTATION.  INC.,  Route  3. 
Palmyra,  Mo.  63461.  Applicant's  repre- 
sentative: Leonard  A.  Jasklcn^-icz.  1730 
M  Street.  N  W,,  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Diethyl  dithio 
phosphoric  acid.  In  btilk.  In  tank  vehicles, 
from:  the  plant  site  of  American  C>'an- 
amid  Company  South  River.  Marion 
County,  Mo  to:  Warners,  N.J.,  for  180 
days  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's) :  American  C>'anamid  Company. 
P.O.  Box  400.  Princeton.  N  J.  08540.  Send 
protests  to:  Vernon  V  Coble,  District 
Supervisor.  Interstate  Commerce  Com- 
mission. 600  Federal  Building.  911  Wal- 
nut Street.  Kan.sas  City,  Mo.  64106. 

No.  MC  13.5684  'Sub-No  39T\\  filed 
May  9.  1977  Applicant'  B.ASS  TRANS- 
PORTATION CO..  INC,  PO  Box  391. 
Old  Croton  Road.  Flemington.  NJ,  06822. 
Applicant's  representative:  Hert>ert  A. 
Dubln.  Federal  Bar  Building  West.  1819 
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H  Street,  N.W  .  Suite  1030.  Washington, 
DC.  20006.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
ovej  irregular  routes,  transporting:  Such 
commodities  as  are  dealt  in  by  retail  and 
chain  grocer>',  hardware  and  drug  stores, 
in  containers  i  except  fre^sh  meats  and 
furniture* ,  from  Chamblce.  Gii..  to  com- 
mercial zones  of  Alexandria.  Eaton 
Rouge.  Brou.ssard.  Camp  Plauche, 
Church  Point.  Delcambre.  Houma.  La- 
fayette, Monroe.  New  Iberia.  New  Or- 
leans. Opelousas  and  Thibodaux.  La, 
for  180  daN-s.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days 
of  operating  autliority  Supporting  ship- 
per: Boyle  Midway  Division,  American 
Home  Products  Corporation.  685  Third 
Avenue.  New  York,  NY.  10017  Send  pro- 
tests to:  Dieter  H.  Harper.  District  Su- 
pervisor. Interstate  Commerce  Commis- 
sion. 428  East  State  Street.  Rm.  204. 
Trenton.  N.J.  08608. 

No.  MC  136315  (Sub-No.  14TA),  filed 
Mav  9.  1977.  Applicant.  OLEN  BUR- 
RAGE  TRUCKING.  INC..  Route  9.  Box 
22A.  PhUadelphia,  Miss.  39350.  Appli- 
cant's representative:  Fred  W.  Johnson, 
Jr.,  1500  Deposit  Guaranty  Plaza,  P.O. 
Box  22628,  Jackson,  Miss.  39205.  Au- 
thority .sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transportmg:  Particleboard,  from 
the  plantsites  of  Georgia  Pacific  Cor- 
poration, at  LouLsville  and  TaylorsvUle, 
MLss .  to  points  in  Alabama,  Florida. 
Georgia.  Kentucky,  Illinois.  Indiana, 
Missouri,  and  Tennessee,  for  180  d£iys. 
•Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  daj's  of  operating 
authority.  Supporting  shipper:  Georgia- 
Pacific  Corporation.  P.O.  Box  520,  Cros- 
sett.  Ark  71635.  Send  protests  to:  Alan 
C.  Tarrant,  District  Supervisor.  Inter- 
state Commerce  Commission,  Rm.  212, 
145  Ea^st  Amite  Building.  Jackson,  Miss. 
39201. 

No  MC  138328  (Sub-No.  38TA',  filed 
May  16.  1977.  Applicant:  Clarence  L. 
Werner,  d.b.a.  WERNER  ENTERPRISES, 
14507  Frontier  Rd.,  P.O.  Box  37308, 
Omaha,  Nebr.  68137.  Applicants  repre- 
sentative: Donna  Ehrlich  (same  address 
as  applicant  I.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Buildings,  complete,  knocked  down  or  in 
sections,  and  component  parL^.  materials, 
supplies  and  fixtures,  and  accessories 
used  In  the  erection  and  construction  of 
buildings.  From  the  facilities  of  Mitchell 
Engineering  Company,  division  of  The 
Ceco  Corporation,  located  at  or  near 
Mount  Pleasant.  Iowa,  to  points  in  Idaho, 
Oregon,  and  Utah  for  180  days.  Support- 
ing shipper's!  :  D.  R.  D'Argento,  Assist- 
ant Traffic  Manager,  Mitchell  Engineer- 
ing Company.  Division  of  The  Ceco  Cor- 
poration. 5601  West  26th  Street.  Chi- 
cago. 111.  60650.  Send  protests  to:  Car- 
roll Russell.  District  Supervisor,  Inter- 
state Commerce  Commission,  Suite  620, 
110  North  14th  Street,  Omaha,  Nebr. 
68102. 

No  MC  138359  iSub-No.  8TA),  filed 
May    i:.    1977.   Applicant:    LENNEMAN 


TRANSPORT.  INC.,  10  North  Michigan 
St.,  Hutchinson.  Minn.  55350.  Appli- 
cant's representative:  Robert  P.  Sack, 
P.O.  Box  6010,  West  St.  Paul,  Minn. 
55118.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Malt  bev- 
erages, from  Memphis,  Term.,  to  Hutch- 
inson, Minn.,  under  a  continuing  con- 
tract or  contracts  with  Lenneman  Bev- 
erage Distributors,  Inc.  for  180  days.  Ap- 
plicant hais  also  filed  an  imderlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper (s):  Lenne- 
man Beverage  Distributors.  Inc.,  Hutch- 
inson, Minn.  Send  protests  to:  Mrs. 
Marion  L.  Cheney,  Transportation  As- 
sistant. Interstate  Commerce  Commis- 
sion, Bureau  of  Operations.  414  Federal 
Building  and  U.S.  Court  House,  HO  S.  4th 
St  .  Minneapolis.  Minn.  55401. 

No.  MC  140878  i  Sub-No.  2TA) ,  filed 
May  6.  1977.  Applicant:  SOUTHSIDE 
TRUCKING  CO..  INC.,  401  Murry's 
Avenue.  Alexandria,  Va.  22301.  Appli- 
cant's representative:  Henry  U.  Snavely, 
410  Pine  Street,  Vienna,  'Va.  22180.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irreg- 
ular routes,  transporting:  (1)  Insulation, 
and  '2>  equipment,  materials,  and  sup- 
plies used  in  the  manufacture,  sale,  dis- 
tribution, and  Installation  of  insulation, 
between  the  facilities  of  Cellin  Manufac- 
turing. Inc..  at  Lorton.  Va..  and  Guild- 
erland.  NY.,  on  the  one  hand,  and,  on 
the  other,  points  in  Connecticut.  Dela- 
ware, District  of  Columbia,  Kentucky, 
Maine.  Maryland,  Massachusetts,  New 
Hampshire.  New  Jersey,  New  York, 
North  Carolina.  Virginia,  and  West  Vir- 
ginia, restricted  in  d'  and  (2)  above 
I  .\  I  against  the  transportation  of  com- 
modities in  bulk,  and  iB>  to  the  per- 
formance of  a  transportation  service  un- 
der a  continuing  contract  or  contracts 
with  Cellin  Manufacturing.  Inc.,  of  Lor- 
ton. Va..  for  180  days.  Supporting  ship- 
peri  si  :  Cellin  Manufacturing.  Inc.,  9610 
Gunston  Road.  Lorton.  Va.  22079.  Send 
protests  to:  Interstate  Commerce  Com- 
mission. 12th  &  Constitution  Avenue, 
N.W..  Room  1413,  EUstrict  Supervisor 
W.  C.  Hersman,  Washington,  D.C.  20423. 

No.  MC  143061  (Sub-No.  ITA) ,  filed 
May  9.  1977.  Applicant:  ELECTRIC 
TRANSPORT.  INC..  P  O.  Box  338,  Eden, 
NC.  27288.  Applicant's  representative: 
K.  Edward  Wolcott,  1600  Frist  Federal 
Bldg..  Atlanta.  Ga.  30303.  Authority 
sought  to  oijerate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Electrical  equipment,  de- 
vices, products,  related  items,  and  parts 
thereof,  and  commodities  used  by  and 
dealt  in  by  manufacturers  thereof  (ex- 
cept in  bulk,  commcxllties  which  because 
of  size  or  weight  require  special  equip- 
ment and  aerospace  craft  and  aerospace 
craft  parts),  (a)  between  Somersworth, 
N.H..  Pittsfield.  Mass.,  and  Rotterdam, 
N.Y.:  and  (b'  between  the  facilities  of 
General  Electric  Company,  located  at  or 
near  Somersworth,  N.H. ;  Pittsfield,  Mass., 
Rotterdam.  NY;  Salisbury.  Hickory  and 
East  Flat  Rock,  NC;  on  the  one  hand. 


and.  on  the  other,  points  in  the  United 
States  on  and  West  of  the  eastern  state 
boundary  lines  of  Wisconsin,  Iowa,  Mis- 
souri, Arkansas,  and  Louisiana:  and 
points  in  the  upper  peninsula  of  Michi- 
gan, the  above  service  will  be  provided 
under  a  continuing  contract  with  Gen- 
eral Electric  Company,  for  180  days. 
Supporting  shipper:  General  Electric 
Company,  Specialist-Physical  Distribu- 
tion. 1285  Boston  Ave..  Bridgeport.  Conn. 
06602.  Send  protests  to:  Archie  W.  An- 
drews. District  Supervisor.  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission. P.O.  Box  26896.  Raleigh.  NC. 
27611. 

No.  MC  143183  (Sub-No.  ITA).  filed 
May  3.  1977.  Applicant:  L.  M.  Roach,  do- 
ing business  as  D  &  L  TRUCKING  COM- 
PANY. P.O.  Box  1741.  (145  Sampson 
Road).  Wilmington.  NC.  28401.  Appli- 
cant's representative:  Ralph  McDonald, 
P.O.  Box  2246.  (336  FayettevUle  St.). 
Raleigh,  N.C.  27602.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Dry  fertilizer  and  fertilizer  mate- 
rials. In  bulk.  In  dump  vehicles,  from 
New  Hanover,  Columbus  and  Brunswick 
Counties,  N.C,  to  points  In  South  Caro- 
lina, for  180  days.  Applicant  has  also  filed 
an  underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per(s)  :  W.  R.  Grace  &  Co..  Agricultural 
Chemicals  Group.  P.O.  Box  368,  Wil- 
mington, N.C.  28401.  Wilmington  Fertil- 
izer Company.  P.O.  Box  700,  Wilmington, 
N.C.  28401.  Send  protests  to:  Archie  W. 
Andrews,  District  Supervisor.  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission. P.O.  Box  26896,  Raleigh,  N.C. 
27611. 

No.  MC  143184  (Sub-No.  ITAt.  filed 
May  3,  1977.  Applicant:  Darrel  W.  Price, 
doing  busine.ss  as  MODULAR  WEST 
TRANSPORT,  349  33rd  Street.  Ogden. 
Utah  84401.  Applicant's  representative: 
Frank  M.  Wells,  550  24th  Street,  Ogden, 
Utah  84401.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Modular  homes,  commercial  or  residen- 
tial: buildings  may  contain  equipment 
or  furnishings,  from  933  Wall  Ave..  Og- 
den. Utah  to  all  points  in  Wyoming. 
Montana.  Colorado,  Nevada,  Idaho,  Ore- 
gon and  Washington,  for  180  days.  Ap- 
plicant has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipperCs)  :  First 
Rocky  Mountain  Corporation.  933  Wall 
Ave.,  Ogden,  Utah  84401  (Raphael  Me- 
cham.  President) .  Send  protests  to:  Dis- 
trict Supervisor  Lyle  D.  Heifer,  Inter- 
state Commerce  Commission,  Bureau  of 
Operations,  5301  Federal  Building,  125 
South  State  Street,  Salt  Lake  City,  Utah 
84138. 

No.  MC  143204TA,  filed  AprU  22,  1977. 
Applicant:  CITY  TRANSFER  COM- 
PANY, INC.,  421  E.  Second  St.,  Owens- 
boro,  Ky.  42301.  Applicant's  representa- 
tive: Paul  E.  Bugay.  227  St.  Ann  St.,  P.O. 
Box  295,  Owensboro,  Ky.  42301.  Author- 
ity sought  to  operate  as  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
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transporting:  (1)  Aluminum,  and  mate- 
rials, supplies,  and  equipment  used  in  the 
manufacture  and  production  of  alimil- 
num,  moving  in  semitrailers  ha^-ing  prior 
or  subsequent  rail  transportation  and 
empty  trailers,  between  Owensboro, 
Daviess  County,  Ky.,  and  rail  yards 
within  the  commercial  zone  of  Owens- 
boro, Ky.,  as  defined  by  the  Interstate 
Commerce  Commission,  on  the  one  hand, 
and,  on  the  other,  plant  sites  and  storage 
facilities  of  National  Aluminum  Division 
of  National  Steel  Corporation,  and  Mar- 
tin Marietta  Aluminum  Company,  in 
Hancock  County,  Ky.,  and  Barmet  In- 
dustries, Inc.,  in  McLean  County.  Ky.. 
and  (2)  Aluminum  wire,  cable,  ingots, 
rod,  steel  toire,  and  materials,  supplies, 
and  equipment  used  in  the  manufacture 
and  production  thereof,  including  empty 
steel  and  vx>oden  reels,  moving  in  semi- 
trailers having  prior  or  subsequent  rail 
transportation,  and  empty  trailers,  be- 
tween Owensboro,  Daviess  County,  Ky., 
and  raU  ysu-ds  within  the  commercial 
zone  of  Owensboro,  Ely.,  as  defined  by  the 
Interstate  Commerce  Commission,  on  the 
one  hand,  and,  on  the  other,  plant  sites 
and  storage  facilities  of  Southwire  Com- 
pany-Kentucky Division,  in  Hancock 
County,  Ky.  for  180  days.  Supporting 
shipper:  H.  A.  Estabrook.  Exec.  V.P. 
Metal  Exchange  Corp.,  ill  West  Port 
Plaza,  Suite  704,  St.  Louis,  Mo.  63141, 
Frank  D.  Jones,  Asst.  V.P.  Southwire 
Company,  P.O.  Box  1000,  Carrollton.  Ga. 
30117.  John  A.  Grunigen,  Jr.,  Plant  Mgr., 
Barmet  of  Kentucky,  Inc..  P.O.  Box  98, 
Utica,  Ky.  42376,  Paul  L.  Klinvex.  Direc- 
tor, TraflQc  &  Transportation  National 
Aluminum,  26000  Grant  Bldg.,  Pitts- 
burgh, Pa.  15219.  Send  protests  to:  Dis- 
trict Supervisor,  Interstate  Commerce 
Commission,  426  Post  Office  Bldg..  Louis - 
viUe,  Ky.  40202. 

No  MC  143211  (Sub-No.  ITA),  filed 
Mav  9,  1977.  Applicant:  IRA  LEE 
WALKER,  P.O.  Box  836,  410  Bleckley  St., 
Anderson,  S.C.  29622.  Applicant's  repre- 
sentative: Richard  C.  Otter.  P.O.  Box  273, 
Anderson,  S.C.  29622.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aluminum  corrugated  alloy  pipe,  be- 
tween Anderson  County,  S.C.  on  the  one 
hand,  and,  on  the  other,  points  and  places 
in  Georgia  and  North  Carolina,  restricted 
to  a  transportation  service  under  a  con- 
tinuing contract  with  KaLser  Aluminum 
and  Chemical  Sales,  Inc.,  under  a  con- 
tinuing contract  or  contracts  with  Kaiser 
Aluminum  &  Chemical  Sales,  Inc.  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating  authority.  Supporting  shipper: 
Kaiser  Aluminum  &  Chemical  Sales,  Inc., 
4425  Randolph  Rd.,  Suite  205,  Charlotte, 
N.C.  28211.  Send  protests  to:  E.  E.  Strot- 
held,  District  Supervisor.  Interstate 
Commerce  Commission,  Rm.  302,  1400 
Bldg.,  1400  Pickens  St .  Columbia,  S.C. 
29201. 

No.  MC  143260TA,  filed  May  13,  1977. 
AppUcant:  B  &  M  ENTERPRISES,  INC, 
3801  North  Grove  Street,  Fort  Worth, 
Tex.  76106.  Applicant's  representative: 
Harry  F.   Horak.   Rm.    109.   500  Brent- 


wood Stair  Road.  Fort  Worth.  Tex  76112. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Horse  meat,  from 
Forth  Worth.  Tex  .  to  Houston.  Tex.,  for 
subsequent  movement  by  water  in  for- 
eign conunerce.  under  continuing  con- 
tract or  ccm tracts  with  Beltex  Corpora- 
tion for  180  days.  Applicant  has  also  filed 
an  underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
pens):  Beltex  Corporation.  3801  North 
Grove.  P.O  Box  4589.  Fort  Worth.  Tex. 
76106.  Send  protests  to:  Robert  J.  Klr- 
spel.  District  Supervisor.  Room  9A27 
Federal  BuUding,  819  Taylor  Street, 
Fort  Worth.  Tex.  76102. 

No.  MC  143262TA.  filed  May  9.  1977. 
Applicant:  PETERSBURG  TRANS- 
PORT, INC  .  2100  Alaskan  Way.  Seattle, 
Wash.  98121  AppUcants  representative: 
Robert  G.  Gleason.  1127  10th  Street.  Se- 
attle, Wash.  98102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: General  commodities,  foodstuffs 
and  freight  requiring  temperature  con- 
trol, except  Class  A  and  B  explosives,  and 
household  goods,  between  Seattle.  Wash., 
and  Petersburg  and  Kake,  Alaska  for 
180  days.  Supporting  shipper (s)  :  Appli- 
cation Is  supported  by  more  than  10  let- 
ters of  support.  The  statements  may  be 
Inspected  at  the  Interstate  Commerce 
Conxmlsslon  In  Washington.  D.C.  20423, 
or  at  the  Seattle  office.  Send  protests  to: 
L.  D.  Boone.  Transportation  Specialists, 
Bureau  of  Operations,  Interstate  Cc«n- 
rcerce  Commission,  858  Federal  Building. 
915  Second  Avenue.  Seattle,  Wash  98174 

No.  MC  143271TA.  filed  May  16,  1977 
AppUcant:  CAPITAL  CITY  TRUCK  GA- 
RAGE AND  TRUCKING  COMPANY, 
INCORPORATED,  3017  Tarwlck  Rd., 
Raleigh,  N.C.  27604.  Applicants  repre- 
sentative: Robert  T.  Hedrick,  3311 
North  Boulevard.  Raleigh.  N.C  27604. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transportinc:  Bananas  and  jtine- 
apples.  from  New  York.  NY.;  Newark. 
N.J.:  Wilmington.  Del.;  Baltimore.  Md  : 
Charleston,  SC:  Tampa.  Fla.;  Gulfport. 
Miss. :  to  North  Carolina  and  South  Caro- 
lina for  180  days.  Supporting  shipper (s>  : 
Austin  Fruit,  Inc.,  Box  11322,  Raleigh, 
N.C.  27604.  Castle  and  Cooke  Foods.  6808 
Foxfire  Place.  Raleigh.  N.C.  27609.  Colo- 
nial Stores,  Inc..  2233  N.  Blvd.,  Raleigh, 
N.C.  27609  Send  protests  to:  Archie  W 
Andrews,  Dist.  Sup\T..  Bureau  of  Opera- 
tions. Interstate  Commerce  Commission. 
P.O.  Box  26896.  Raleigh.  N.C  27611  May 
16.  1977. 

By  the  Cwnmisslon. 

Robert  L.  Oswald. 
Secretary. 
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I  Notice  70] 
InJTOR  CARRIER  TEMPORARY 

AirmoRiry  appucations 

Jinfi2,  1977. 
The  following  are  notices  of  filing  of 
applications  for  temporary  authority  im- 


der   Section   210a(a)    of   the   Interstate 
Ccmuncrce  Act  provided  for  under  the 
provisions  of  49  CFR  1131.3.  These  rxUes 
provide  that  an  original  and  six  )  6 )  cop- 
ies of  iwote$t.s  to  an  application  may  be 
filed  with  the  field  official  named  in  tlie 
Federal   Register   pubhcation   no   later 
than  the  15th  calendar  day  after  the  date 
the  notice  of  the  filing  of  the  appUcation 
is  published  in  tlie  Federal  Register.  One 
copy  of  the  protest  must  be  served  on  the 
applicant,  or  its  authorized  representa- 
tive, if  any.  and  the  protestant  must  cer- 
tify  that  such  service  has  been  made. 
Tlie  protest  must  identify  the  operating 
authority   upon  which  it  is  predicated, 
specifying  the  "MC"  docket  and  "Sub" 
number  and  quotuig  the  particular  por- 
tion of  authority  upon  which  it  relies. 
Also,   the   protestant   shall    specify    the 
service  It  can  and  will  provide  and  the 
amount  and  type  of  equipment  it  will 
make   available   for   use   in   coimection 
with  the  service  contemplated  by  the  TA 
application.  The  weight  accorded  a  pro- 
test shall  be  governed  by  the  complete- 
ness and  pertinence  of  the  protestant's 
information. 

Except  as  otherwise  specifically  noted, 
each  ar^Ucant  states  tliat  there  will  be 
no  significant  effect  on  the  quality  of  the 
human  environment  resulting  from  ap- 
proval of  its  apjdicatlon. 

.\  copy  of  the  application  is  on  file,  and 
can  be  examined  at  the  office  of  the  Sec- 
retary. Interstate  Commerce  Commis- 
sion. Washington.  DC.  and  also  In  the 
ICC  Field  Office  to  which  protests  are  to 
be  transmitted. 

Motor  Carriers  of  Propertt 

No.  MC  720  (8ub-No.  28TA ' ,  filed 
Mav  13.  1977  Applicant  BIRD  TRUCK- 
ING COMPANY,  INC,  P.O  Box  227. 
Waupun,  Wis  53968.  Applicant's  repre- 
sentative: Michael  Wyngaard.  PO  Box 
8004.  Madison.  Wis  53708  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Frozen  foods,  foodstuffs, 
canned  goods  and  materials,  equipment 
and  supplies  used  or  useful  In  the  sale 
or  distribution  of  frozen  foods,  food- 
stuffs and  canned  goods,  (a)  from  the 
plant  and  warehouse  facilities  of  Mass 
Feeding  Corporation  at  Danen.  Wis.,  to 
Brockton,  Mass.  and  Stratford.  Conn; 
and  (b)  from  the  plant  and  warehouse 
facilities  of  Mass  Feeding  Corporation  at 
Elk  Grove  Village.  HI  .  to  Brockton. 
Mass  ;  and  Stratford.  Conn.,  for  180 
days.  Applicant  has  al.<;o  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  .ship- 
per's) :  Mass  Feeding  Corporation.  2241 
Pratt  Blvd..  Elk  Grove  Village.  Ill  60007 
(Wm.  L.  Smith)  Send  protest-^  to  Gall 
Daugherty.  Transportation  Assistant, 
Interstate  Commerce  Commission.  Bu- 
reau of  Operations.  U.S.  Federal  Build- 
ing and  Courthouse.  517  East  Wisconsin 
Avenue.  Room  619.  Milwaukee,  Wis. 
53202. 

No.  MC  52579  iSub-No  163TA'  filed 
May  19.  1977  Applicant:  GILBERT 
CARRIER  CORP.,  One  Gilbert  Drive, 
Secaucus,  N.J  07094  Applicant  .<^  repre- 
sentative   Irwin  Rosen.  Gill)ert  Carrier 
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Corp..  One  Gilbert  Drive,  Secaucus,  N.J 
07094  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting  Wearing 
apparel  on  hangers,  from  Decherd, 
Tena,  to  Atlanta.  Ga.:  Columbus,  Ohio.; 
Wilmington,  Del.,  for  180  days.  Support- 
11:3  shipper's*  :  Oxford  Industries.  Inc. 
222  Piedmont  Avenue.  N.E.  Atlanta.  Ga. 
303f3.  Send  protests  to:  District  Su- 
pervisor Robert  E.  Johnston.  Interstate 
Commerce  Commission.  9  Clinton  Street. 
Nevark.  N.J.  07102. 

No  MC  61231  (Sub-No.  104TA»,  filed 
May  11,  1977.  Applicant:  ACE  LINES, 
INC  .  4143  East  43rd  Street.  Des  Moines, 
Iowa  50317.  Applicant's  representative: 
William  L.  Fairbank.  1980  Financial 
Center.  Des  Moines.  Iowa  50309.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Paper  and  paper 
products  I  except  commodities  in  bulk>, 
between  International  Palls,  Minn.,  on 
the  one  hand,  and,  on  the  other,  points 
in  Arkansas,  Illinois.  Indiana.  Iowa, 
Kansas.  Kentucky,  Minnesota,  Michi- 
gan. Missouri,  Nebraska,  North  E>akota, 
Ohio,  Oklahoma.  South  Dakota.  Texas 
and  Wisconsin.  Carrier  proposes  to  In- 
terline with  another  carrier  at  Interna- 
tional Falls,  Minn,  to  handle  trafiBc  orig- 
inating in  Canada  for  180  days.  Support- 
ing shipperis>  :  Boi.se  Cascade  Corpora- 
tion, P.O.  Box  2885.  Portland.  Oreg. 
97208.  Send  protests  to:  Herbert  W.  Al- 
len. District  Supervisor.  Bureau  of  Op- 
eratioTis.  Interstate  Commerce  Commis- 
sion. 518  Federal  Building,  Des  Moine.s, 
Iowa.  50309. 

No  MC  62162  1  Sub-No.  7TA'.  filed 
Mav  20.  1977.  Applicant:  DAVE  CAMP- 
BELL, d  b  a  CAMPBELL  TRUCK  LINE. 
Lake  City.  Oowa  51449  .Applicant's  rep- 
resentative: Larry  D  Knox.  600  HubbeU 
Building,  Des  Moines.  Iowa  50309  Au- 
thority sought  to  operate  as  a  cormnon' 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Deta^sehng  ma- 
chines, loading  equipment  and  harvest- 
ing machines  on  i^hipper -owned  trailers. 
between  points  in  Iowa  and  111  for  180 
days.  Supporting  shippens'  Garst  & 
Thomas  Hybrid  Com  Company,  Coon 
Rapids.  Iowa  50058.  Send  protests  to: 
Herbert  W.  Allen,  District  Supervisor, 
Bureau  of  Operations.  Interstate  Com- 
merce Commission.  518  Federal  Building. 
Des  Moines,  Iowa.  50309. 

No.  MC  79142  <Sub-No.  12TA>,  filed 
Mav  16,  1977.  Applicant:  T  &  T  TRUCK- 
ING L  TRANSPORTATION  CO  .  INC., 
43-06.  54th  Road.  Masjx-th  NY  11378. 
Applicant's  representative:  Morton  E. 
Kiel.  Suite  6193.  5  World  Trade  Center 
New  York.  NY.  10048  Authoritv  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: '1>  Such  commodities  ns  are  dealt 
in  by  persons  in  the  business  of  market- 
ing petroleum  products,  and  materials, 
supplies  and  equipment  used  in  the  con- 
duct of  such  busine.ss.  'except  commodi- 
ties in  bulk',  from  facUitie.^  used  by 
Mobil  Oil  Corporation  in  Brookl>^l.  N.Y.. 
to   points   In   Orange.  Rockland.   West- 


chester. Nassau  and  Suffolk  Counties. 
N.Y..  and  '2'  Returned  shipments  of  the 
commodities  specified  in  (1 )  above,  from 
points  in  Orange.  Rockland.  Westchester. 
Nasau  and  Suffolk  Counties.  N.Y..  to  the 
facilities  used  by  Mobil  Oil  Corporation 
in  Brooklyn.  N.Y..  for  180  days.  Support- 
ing shipper's)  :  Mobile  Oil  Corporation, 
150  E.  42nd  Street,  New  York.  N.Y.  Send 
protests  to:  Maria  B.  Kejss,  Transporta- 
tion Assistant.  Interstate  Commerce 
Commission,  26  Federal  Plaza,  New  York, 
N.Y.  10007. 

No.  MC  107403  1  Sub-No.  1016TA).  filed 
May  20.  1977.  Applicant:  MATLACK. 
INC.,  Ten  West  BaJtimore  Avenue,  Lans- 
downe.  Pa.  19050.  Applicant's  represent- 
ative: Martin  C.  Hynes.  Jr.  (Same  ad- 
dress as  appUcantt .  Authority  sought  to 
operate  as  a  covnnon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Lard,  in  bulk,  in  tank  vehicles,  from 
Clarksville.  Tenn..  to  Pawtucket.  R.I..  for 
180  days.  Applicant  has  al.so  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operatmg  authority.  Supporting  ship- 
pens':  Frosty  Morn  Meats.  Inc..  PO 
Box  1048.  Clarksville.  Tenn.  37040.  Send 
protests  to:  Monica  A.  Blodgett.  Trans- 
portation Assistant,  Interstate  Com- 
merce Commission.  600  Arch  Street, 
Room  3238.  Philadelphia,  Pa.  19106. 

No.  MC  107403  '  Sub-No.  1017TA) .  filed 
May  20.  1977.  Applicant:  MATLACK, 
INC..  Ten  West  Baltimore  Avenue,  Lans- 
downe,  Pa.  19050.  Applicant's  repre- 
sentative: Martin  C.  Hynes.  Jr.  (Same 
addre.ss  as  applicajit> .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Salt,  in  bulk,  in  tank  vehicles,  from 
Perth  Amboy.  N.J.,  to  Marcus  Hook,  Pa, 
for  180  days.  Supporting  shipper' s>  :  Sun 
Oil  Company  of  PennsylTanla,  1608  Wal- 
nut Street,  Philadelphia.  Pa.  19103.  Send 
prote.st^  to:  Monica  .A.  BJodErett.  Trans- 
.  portation  Assistant,  Interstate  Com- 
merce Commission.  600  Arch  Street, 
Room  3238.  Philadelphia,  Pa.  19106. 

No.  MC  107460  (Sub-No.  68TAK  filed 
May  2.  1977.  Applicant:  WTTJ.TAM  Z. 
GETZ.  INC..  3055  Yellow  Goose  Road. 
Lancaster,  Pa.  17601.  Applicant's  rep- 
resentative: Donald  D.  Shipley  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  contract  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Printed  matter,  from  the  plant- 
sites  for  the  Donnelley  Printing  Com- 
pany, a  subsidiary  of  R.  R.  Donnelley 
&  Sons  Company,  located  at  or  near 
Lancaster,  Pa.,  to  points  In  Ari;:ona, 
California.  Colorado,  Iowa,  I^nsas. 
Minnesota.  Missouri,  Oregon.  Texas. 
Washington  and  Wisconsin,  under  a 
continuing  contract  or  contracts  with 
R.  R.  Donnelley  and  Sons  Company,  for 
180  da.vs.  Supporting  shipper:  R.R.  Don- 
nelley and  Sons  Company.  2223  King 
Drive,  Chicago,  HL  60616  Send  protests 
to:  Robert  P.  Amerine,  Dist,  Supv.. 
Bureau  of  Operations,  Interstate  Com- 
merce Commission,  278  Fetieral  Build- 
ing. P.O.  Box  869,  Harrlsburg,  Pa.. 
17108. 


No.  MC  108393  (Sub-No  120TA',  filed 
May  3,  1977.  Applicant:  SIGNAL  DE- 
LI-VERY SERVTCE,  INC.,  201  E.  Ogden 
Avenue.  Hinsdale,  111.  60521.  Applicant's 
representative:  Thomas  B.  Hill  isarae 
address  as  applicant! .  Authority-  .sought 
to  operate  as  a  contract  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Electrical  and  gas  ajiplicances, 
parts  of  electrical  and  gas  appliance 
and  equipment,  materials  and  supplies 
used  in  the  manufacture,  distribution, 
and  repair  of  electrical  and  gas  appli- 
ances: between  Marion.  Ohio,  on  the 
one  hand.  and.  on  the  other,  points  in 
Boone,  Cook,  DuPage.  Kane.  Kankaltec. 
K«idall,  Lake.  McHenry.  Will  and  Win- 
nebago Counties,  m. :  Elkhart.  Fulton. 
Kosciusko.  Lake.  La  Porte,  Marshall. 
Porter.  Pulaski  St.  Joseph,  and  Stark 
Coimties.  Ind.;  and  Berrien,  Branch. 
Cass,  HUIsdale.  Lenawee.  Macomb.  Mon- 
roe, Oakland.  St.  Clair.  St.  Joseph,  Van 
Buren,  Washtenaw  and  Wyne  Counties, 
Mich.;  under  a  continuing  contract  or 
contracts  with  Whirlpool  Corporation, 
with  the  restriction  against  the  trans- 
portation of  commodities  in  bulk,  for 
180  days.  Supporting  shipper:  Whirlpool 
Corporation,  Carl  R.  Anderson.  Director 
of  Corporate  TraCBc.  Administrative 
Center,  Benton  Harbor.  Mich.  49022. 
Send  protests  to:  TYansportation  As- 
sistant Patricia  A.  Roecoe,  Interstate 
Commerce  Commission.  Everett  McKin- 
ley  Dirfcsen  Building,  219  S.  Dearborn 
St..  Rm.  1386,  Chicago,  HI.  60604. 

No.  MC  111045  Sub-No.  143TA>.  filed 
May  18.  1977.  Applicant:  REDWING 
CARRIERS,  INC..  P.O.  Box  426.  7809 
Palm  River  Rd.,  Tampa,  Fla  33601.  Ap- 
plicant's representative:  L.  W.  Fincher, 
P.O.  Box  426,  Tampa.  Fla.  33601.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Di-nitrobutyl- 
phenol.  in  bulk,  in  tank  vehicles,  from 
plantsite  and  or  storage  facilities  of  Al- 
pine Laboratories.  Inc..  at  or  near  Bay 
Minette.  Ala.,  to  Gastonia,  N.C  ,  for  180 
days.  Tl;iere  is  no  environmental  impact 
involved  in  this  application.  Applicant 
has  also  filed  an  underlying  ET.A  seek- 
ing up  to  90  days  of  operating  autliority. 
Supporting  shipper's*  :  Alpine  Labora- 
tories, Inc.  P.O.  Box  147,  Bay  Minette, 
Ala.  36507.  Send  protests  to:  Donna  M. 
Jaies,  Transportation  Assistant.  Inter- 
state Commerce  Corami-ssion  -BOp.  Mon- 
terey Building.  Suite  101.  8410  N.W.  53rd 
Terrace.  Miami,  Fla.  33166. 

No.  MC  112617  (Sub-No  366TA ' .  fil^d 
May  18.  1977.  Applicant:  LIQUID 
TRANSPORTERS.  INC..  P  O  Box  21395, 
Louisville,  Ky.  40221,  Applicant's  rep- 
resentative: Mr.  Charles  R.  Dunford 
(Same  address  as  applicant*.  Authority 
sought  to  operate  as  a  comnwn  carrier, 
by  motor  vehicle,  over  irre^ilar  routes, 
transporting:  Salt,  in  bulk,  in  tank  or 
hopper  type  vehicles,  from  Louisville. 
Ky.,  to  points  in  Tennessee  for  180  days. 
Api;^cant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper (3)  :  Lee 
A.    Strlckler.    Manager,   TrafiBc    Admin- 
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istratlon.  Diamond  Crystal  Salt  Com- 
pany, 916  S.  Riverside  Ave.,  St.  Clair, 
Mich.  48079.  Send  protests  to:  District 
Supervisor.  Interstate  Commerce  Com- 
mission. 426  Post  Office  Bldg.,  Louisville, 
Ky,  40202. 

No.  MC  114211  (Sub-No.  300TA) , 
filed  May  10,  1977.  Applicant:  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420,  Wa- 
terloo, Iowa  50704.  Applicant's  repre- 
sentative: Singer  &  Sullivan.  Suite  1600, 
10  SoutJi  La  Salle  Street.  Chicago.  111. 
60603.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Snoivmo- 
biles,  from  Lancaster  County.  Nebr.,  to 
points  in  Washington,  Oregon,  Idaho. 
Montana.  Utah,  Wyoming,  Colorado, 
North  Dakota.  South  Dakota.  Minne- 
sota, Iowa,  Wisconsin.  Illinois,  Michi- 
gan, Indiana.  Ohio,  Pennsylvania.  New 
Jersey,  New  York,  Connecticut,  Rhode 
Island,  Massachusetts,  Vermont.  New 
Hampshire,  and  Maine  and  further  in- 
cluding ports  of  entry  between  the 
■United  States  and  Canada  located  in 
Washington,  Idaho.  Montana,  North 
Dakota,  Minnesota,  Michigan  and  New 
York,  restricted  to  traffic  originating  at 
the  facilities  utilized  by  Kawasaki  Mo- 
tors Corp.,  U.Sj\.  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  Ehipper(st:  Kawa- 
saki Motors  Corp,  U.S.A.  2009  E.  Edin- 
ger  Avenue,  P.O.  Box  1147.  Santa  Ana. 
Calif.  Send  protests  to:  Herbert  W.  Al- 
len, District  Supervisor,  Bureau  of  Op- 
erations, Interstate  Commerce  Commis- 
sion, 518  Federal  Building,  Des  Moines, 
Iowa  50309. 

No.  MC  115092  « Sub-No.  6OTA1.  filed 
May  20,  1977.  Applicant:  TOMAHA-VVK 
TRUCKING,  INC.,  P.O.  Box  O,  Vernal, 
Utah.  84078.  Applicant's  representative: 
Walter  Kobos.  1016  Kehoe  Drive.  St. 
Charles,  111.  60174.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregtilar  routes,  transport- 
ing: Wooden  moldings,  on  45  foot  flat 
bed  trailers,  from  Reno,  Nev..  to  Okla- 
homa City,  Okla.,  and  Lowell,  Ark.,  for 
180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
pers: Rocklln  Forest  Products  Co.  P.O. 
Box  59,  Roseville,  Calif.  95678.  (Jim  Ells- 
worth, Millwork  Sales.)  Send  protests  to: 
District  Supervisor  Lyle  D.  HeLfer,  In- 
terstate Commerce  Commission.  Bureau 
<rf  Operations,  5301  Federal  Building, 
125  South  State  Street,  Salt  Lake  City, 
Utah,  84138. 

No.  MC  116073  (Sub-No.  355TA)  filed 
May  11.  1977.  Applicant:  BARRETT 
MOBILE  HOME  TRANSPORT,  INC 
1825  Main  Avenue,  P.O.  Box  919.  Moor- 
head,  Minn.  56560.  Applicant's  repre- 
sentative: John  C.  Barrett.  P.O.  Box 
819.  Moorhead,  Minn.  56560.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Trailers,  designed  to  be 
drawn  by  passenger  autc«nobiIes  <  except 
travel  trailers) ,  and  buildings,  complete 
or  In  sectlOTis,  In  initial  movement,  from 


tlie  plantsites  of  Conchemco.  Inc.,  Kauf- 
man &  Broad  Home  Systems,  Inc.,  Mico 
Manufacturing  Co..  and  Shelterex  Corp., 
at  or  near  Boise.  Idaho,  and  Conchemco, 
Inc  .  at  or  near  Mountain  Home.  Idaho, 
to  all  points  in  Washington,  Oregon.  Ne- 
vada. Idalio,  Montana.  Utah  and  Wyo- 
ming for  180  days.  Supporting  ship- 
pens*:  Kaufman  &  Broad  Home  Sys- 
tems. Inc.  5500  Federal  Way,  Boise. 
Idaho.  83700.  Mico  Manufacturing  Com- 
pany. 3208  E.  Amity.  Boise.  Idaho.  83700. 
Conchemco.  Inc  ,  Highway  68.  Mountain 
Home.  Idaho.  83647.  Shelterex  Corpo- 
ration. 3210  E.  Amity  Road,  Boise. 
Idaho.  83700  Conchemco.  Inc  200  N. 
Maple  Grove  Road.  Boise.  Idaho.  83700. 
Send  protests  to:  Ronald  R.  Mau.  DLs- 
trict  Supervisor.  Bureau  of  Operations. 
Interstate  Commerce  Commu^sion,  P.O. 
Box  2340.  Fargo.  N.  Dak.  58102. 

No.  MC  117304  (Sub-No.  36TAi . 
filed  May  18,  1977.  Apphcaiit:  DON 
PAFFILE.  d  b  a  PAFFTLE  TRUCK 
LINES.  5735  N  &  S  Highway,  Lewiston, 
Idaho  83501.  Applicant's  representative: 
George  R.  LaBissioniere.  1100  Norton 
Bulding.  Seattle.  Wash.  98104.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Junk  cars,  scrap  metals, 
paper  and  rags,  when  going  for  recycling, 
from  Spokane  County.  Wash.,  to  Lewis- 
ton,  Idaho  for  180  days.  Supporting 
shipper(s)  :  Sutton's  Dismantling  & 
Salvage.  725  29th  St.  N.  LewLston.  Idaho. 
83501.  Pacific  Hide  &  Pur  Depot.  Inc. 
15335  Main,  Lewiston,  Idaho.  83501.  J 
B  Junk  &  Salvage.  520-1 8th  St.  North. 
Lewiston.  Idaho.  83501.  Send  protests  to: 
L  D.  Boone.  Transportation  Specialist. 
Bureau  of  Operations,  Interstate  Com- 
merce Commission,  858  Federal  Building. 
915  Second  Avenue.  Seattle,  Wash.  98174. 

No.  MC  117940  (Sub-No.  220TA),  filed 
May  4.  1977.  Applicant:  NATION- 
WIDE CARRIERS,  INC..  PO  Box  104. 
Maple  Plain.  Minn.  55359.  Applicant's 
representative:  Allan  L.  Tunmerman 
( same  address  as  applicant  > .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Such  commodities  as  are 
dealt  In  by  retail  department  stores 
(except  foodstuffs,  those  of  unusual 
value,  explosives,  commodities  in  bulk, 
household  goods,  and  those  requiring 
special  equipment* .  from  points  in  Con- 
necticut. Delaware.  Maine,  Maryland. 
Massachusett*;.  New  Hampshire.  New 
Jersey,  New  York,  Pennsylvania.  Rhode 
Island.  Vermont.  Virginia.  West  Virgina, 
Illinois.  Indiana.  Michigan.  Minnesota, 
Ohio  and  Wisconsin  to  points  in  Arizona, 
Arkansas.  California,  Colorado,  Idaho, 
Iowa.  Kansas.  Missouri,  Montana.  Ne- 
braska. Nevada,  Oklahoma.  New  Mexico, 
Oregon.  South  Dakota,  Texas.  Utah, 
Washington  and  Wyoming,  restricted  to 
shipments  originating  at  the  above 
named  origins  and  destined  to  the  facili- 
ties of  Gamble  Skogmo,  Inc..  and  its 
divisions  and  subsidiaries  at  the  above 
named  destination  for  180  days.  Support- 
ing shipper:  Gamble-Skogmo.  Inc.  5100 
Gamble  Drive.  Minneapolis.  Minn.  55416. 
Send  protests  to:  Mrs.  Marion  L.  Cheney, 


Transportation  Assistant.  Interstate 
Commerce  Commission.  Bureau  of  Op- 
erations. 414  Federal  Building  toid  U.S. 
Court  House.  110  S  4th  St  .  Minneapolis, 
Minn.  55401 

No  MC  123407  (Sub-No  377TA*.  filed 
May  19.  1977  '  Applicant:  SAWiTER 
TRANSPORT.  INC..  South  Haven 
Square,  U.S.  Highway  6,  Valparaiso, 
Ind  46383.  Applicant's  representative: 
H  E  Miller.  Jr  ,  South  Haven  Square, 
US  Highway  6,  Valparaiso,  Ind.  46383. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  veWcle.  over  irregular 
routes,  transporting:  Cedar  lumber  and 
cedar  wyxxJ  product'',  from  TX)rt  of  entrv 
on  tlie  International  Boundary  between 
the  United  States  and  Canada  near 
OroviUe.  Wash  .  to  points  in  California 
Illinois.  Indiana.  Ohio  and  Va  ,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per(S)  :  Morrill  &  Sturgeon.  Ltd  Ender- 
by.  British  Columbia.  Canada.  Send  pro- 
tests to:  J  H  Grav.  District  Supervisor 
Bureau  of  Operations.  Interstate  Com- 
merce Commussion  343  We.^t  Wayne 
Street  Suite  113,  Port  Waj-ne.  Ind  46802. 

No.  MC  125470  (Sub-No.  23TA).  filed 
May  18.  1977.  Applicant-  MOORES 
TRANSFER.  INC.  PO  Box  1151.  Nor- 
folk. Nebr  68701  Applicant's  representa- 
tive: Gail\-n  L  Larsen.  Peterson.  Bow- 
man. Coffman  &  Larsen.  .=^21  South  14th 
Street.  PO  Box  81849,  Lincoln.  Nebr 
68501.  Authority  sought  to  operate  a.s 
a  common  carrier,  by  motor  vehicle,  over 
irresular  routes,  transporting :  Car- 
bonated beverages  and  equipment .  mate- 
riah-  and  supplies  used  In  the  production 
and  distribution  thereof,  between  the 
plant-^ite  and  facilities  of  Midwest  Can- 
ners  Cooperative  at  or  near  Norfolk. 
Nebr..  on  the  one  hand,  and,  on  the 
other,  points  in  South  Dakota,  North 
Dakota.  Minnesota.  Iowa.  Missouri, 
Kan-sas.  and  Wyoming  for  180  days  Ap- 
plicant has  al.";o  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper (s>  :  Robert 
B  Pierce.  Manager.  Midwest  Carmers 
Cooperative.  U.S.  Highway  81.  PO  Box 
1427.  Norfolk.  Nebr  68701  Send  protests 
to:  Carroll  Russell,  District  Supervisor, 
Interstate  Commerce  Commission.  Suite 
620.  110  North  14th  Street.  Omaha, 
Nebr.  68102. 

No  MC  126539  (Sub-No.  30TA',  filed 
May  17.  1977  Applicant:  K-^TUIN 
BROS.  INC.  102  Temimal  Street.  P  O. 
Box  1127,  Dubuque.  Iowa  52001.  Appli- 
cant's representative:  Carl  E.  Munson. 
469  Fischer  Building.  Dubuque,  Iowa 
52001.  Authority  sought  to  operate  aa 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Liquid  fertilizer  m  bulk,  in  tank  ve- 
hicles, from  the  storage  and  terminal 
facilities  of  Allied  Chemical  Corpora- 
tion at  or  near  Durant.  Iowa,  to  polnt« 
in  Arkansas,  nitnols  (except  points  In 
the  St.  Louis.  Mo.  and  E.  St.  Louis,  HL 
Commerclal  Zone) ,  Iowa.  Indiana,  Kan- 
sas. Kentucky.  Minnesota.  Missouri,  Ne- 
braska, South  Dakota.  Tennessee,  azul 
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Wisconsin  for  180  days.  Supporting 
?hlpper<s):  Allied  Chemical  Corpora- 
tion. 3000  Richmond  Avenue.  Houston, 
Tex  77001  Send  protests  to:  Herbert  W. 
Allen.  District  Supervisor.  Bureau  of 
Operations.  Interstate  Commerce  Com- 
mission, 518  Federal  Building,  Dea 
Moines.  Iowa  50309. 

No.  MC  129537  i Sub-No.  20TA^  filed 
Mav  4.  1977.  Applicant:  REEVES 
TR.\NSPORTATION  CO..  Houte  5,  Dews 
Pond  Road.  Calhoun.  Ga.  30701.  Appli- 
cant's representative:  John  C.  Vogt,  Jr., 
406  N.  Morgan  St .  Tampa.  Fla.  33602. 
Authority  sought  to  operate  as  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1>  Carpetings. 
floor  coverings,  carpets  padding,  and 
materials,  supplies  and  equipment  used 
in  the  manufacture  and  installation  of 
said  commodities:  (a)  from  the  plant 
sites  of  Magee  Carpet  Co.,  Perr>-.  Ga., 
and  Bloomsburg.  Pa.,  to  points  in  the 
States  of  Florida,  Texas  and  Arkansas; 
(bi  between  the  plant  sites  of  Magee 
Carpet  Co..  at  Perry.  Ga..  and  Blooms- 
burg, Pa..  t2)  carpet  padding  and  ma- 
terials, supplies  and  equipment  used  in 
the  manufacture  and  installation  of  said 
commodity:  <a)  from  the  plant  site  of 
Calhoun  Padding  Co..  Inc..  Highway  41 
North  Calhoun.  Ga..  to  all  points  in  the 
States  of  Florida.  Texas  and  Arkan.^as; 
ibi  from  Russellville  and  Louisville, 
Ki'..  Green.sboro  and  Cornelius.  North 
Carolina,  and  Norfolk.  Va..  to  all  points 
In  the  States  of  Georgia.  Florida.  Texas 
and  Arkansas,  '3t  carpet  tacking  strips: 
From  New  York.  N.Y  .  and  Philadelphia, 
Pa.,  to  all  points  in  the  State  of  Georgia. 
(4»  mM.terial3,  supplies  and  items  used 
In  the  manufacture  and  installation  of 
carpetings.  floor  coverings,  carpet  pad- 
ding and  related  items:  lai  From  all 
points  In  the  State  of  Texas  to  all  points 
in  the  State  of  Georgia,  for  180  days. 
Supporting  shipper's):  Magee  Cancel 
Co..  P.O.  Box  1269,  Perry.  Ga.  31069. 
Calhoun  Chemical  &  Coating  Co.,  Cal- 
houn Padding  Co..  Inc..  Highway  41 
North.  Calhoun.  Ga.  30701.  Send  protests 
to:  Sara  K_  Davis.  Transportation  As- 
sistant. Bureau  of  Operations.  Inter- 
state Cummerce  Commission,  1252  W. 
Peachtree  St.,  N.W.,  Rm.  546,  Atlanta, 
Ga.  30309. 

N'o  MC  134323  <Sub-No.  gSTA'.  filed 
Mav  3.  1977.  Applicant:  JAY  LINES, 
INC..  720  N.  Grand,  P  O.  Box  4146,  Ama- 
rillo.  Tex.  79107.  Applicant's  repre- 
sentative: Gailyn  Larsen,  521  S.  14th. 
P.O.  Box  81849.  Lincoln,  Nebr.  68501. 
Authority  sought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over  ir- 
regular routes.  transportmK:  Suck  com- 
modities as  are  dc;Ut  m  by  retail  de- 
partment stores,  and  equipment,  ma- 
terials, and  supphe.^  used  In  the 
conduct  of  such  business  i  except  com- 
modities m  bulk».  from  New  York,  N.Y.: 
Charlotte.  N.C.,  and  Atlanta.  Ga..  and 
their  respective  cornmerclal  zones  to  the 
facilities  of  J.  C.  Penney  Co..  at  or  near 
Lenexa,  Kana.,  uiuler  a  continuing  con- 
tract or  contracts  with  J.  C  Penney 
Company,  Inc..  for  180  days.  Applicant 


has  also  filed  an  undwlylng  ETA  seek- 
ing up  to  90  days  of  operating  authority. 
Supporting  .shipper:  J.  C.  Penney  Com- 
pany. Inc.,  1301  Avenue  of  Americas, 
New  York.  NY.  10019.  Send  protests  to: 
Haskell  K  Ballard,  District  Supervisor, 
Interstate  Commerce  Commission,  Bu- 
reau of  Operations,  Box  H-4395  Herring 
Pla^a,  Amarillo,  Tex:  7D101. 

No.  MC  134922  (Sub-No.  229TA^  filed 
May  20.  1977.  Applicant:  B.  J.  Mc- 
ADAM3.  INC.,  Route  6,  Box  15,  North 
Little  Rock,  Ark.  72118.  Applicant's 
representative:  Bob  Mc Adams.  Route  6, 
Box  15,  North  Little  Rock,  Ark.  72118. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Plastic 
articles  and  plastic  materials  (except  in 
bulk),  from  Mt.  Vernon.  Ind.,  to  all 
points  in  California  for  180  days.  Sup- 
porting shipper's)  :  General  Electric 
Company -Plastics  Division.  Lexan  Lane, 
Mr.  Vernon.  Ind.  47620.  Send  protests 
to:  District  Supervisor  William  H.  Land, 
Jr.,  3108  Federal  Office  Building.  700 
West  Capitol,  Little  Rock,  Ark.  72201. 

No.  MC  135231  (Sub-No.  24TA)  filed 
May  10.  1977.  Applicant:  NORTH  STAR 
TRANSPORT,  INC..  Route  1.  Highway  1 
and  59  West.  Thief  River  Falls,  Minn. 
56701.  Applicant's  representative:  Rob- 
ert P.  Sack.  P.O.  Box  6010.  West  St.  Paul. 
Minn.  55118.  Authority  sought  to  oper- 
ate as  a  cQimno7i  carrier,  by  motor  ve- 
hicle, over'^irregular  routes,  transport- 
ing: Snowmobiles,  from  Lancaster 
County,  Nebr..  to  points  in  Washington. 
Oregon,  Idaho,  Montana.  Utah,  Wyo- 
ming, Colorado,  North  Dakota,  South 
Dakota,  Minnesota,  Iowa,  Wisconsin,  Il- 
linois, Michigan,  Indiana.  Ohio,  Penn- 
sylvania, New  Jersey.  New  York.  Con- 
necticut, Rhode  Island.  Massachusetts, 
Vermont.  New  Hampshire  and  Maine, 
and  further  including  ports  of  entry  be- 
tween the  United  States  and  Canada  lo- 
cated in  Washington,  Idaho.  Montana, 
North  E>akota,  Minnesota.  Michigan  and 
New  York,  restricted  to  traflBc  originat- 
ing at  facilities  utilized  bv  Kawasaki 
Motors  Corp..  U.S.A.  for  180  days.  Appli- 
cant has  also  filed  an  underl3rlng  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shippenst  :  Kawa- 
saki Motors  Corp..  U.S.A..  2009  East 
Edlnger  Ave  .  P.O.  Box  11447,  Santa  Ana. 
Calif.  9':711.  Send  protests  to:  Ronald  R. 
Mau,  District  Supervisor,  Bureau  of  Op- 
erations, Interstate  Commerce  C(?mmis- 
sion.  P.O.  Box  2340.  Fargo.  N.  Dak.  58102. 

No.  MC  138360  (Sub-No.  2TA).  filed 
May  16,  1977  Applicant:  Preston  Dobbs. 
d.b.a.  PRESTON  DOBBS  TRUCK  SERV- 
ICE. P.O.  Box  11.  Hamilton,  Miss.  39746. 
Applicant's  representative:  James  L. 
Martin.  1700  Deposit  Guaranty  Plaza, 
PO  Box  22567.  Jack-son,  Miss.  39205. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  General 
commnditics  <  except  cla.sses  A  and  B  ex- 
plosives and  commodities  in  bulk),  and 
empty  trailers  between  West  Point,  Mlss- 
on  the  one  hand,  and,  on  the  other, 
points   In   Clay,   Lowndes   and   Monroe 


Counties,  Miss.,  restricted  to  traffic  hav- 
ing a  prior  or  subsequent  movement  by 
rail  in  traUer-on-flatcar  service  for  180 
days.  Supporting  shipper(s)  :  Blazon- 
Flexible  Flyder,  Inc..  100  Tubb  Avenue. 
West  Point,  Miss.  39773.  Continental  Oil 
Company,  Transportation  Department, 
Aberdeen.  Miss.  39730.  Columbus  and 
Greenville  Railway  Company,  1302  Main 
Street,  Columbus,  Miss.  39701.  Send  pro- 
tests to:  Alan  C.  Tarrant.  District  Super- 
visor, Interstate  Commerce  Commission, 
Room  212.  145  East  Amite  Building, 
Jackson,  Miss.  39201. 

No.  MC  138395  (Sub-No.  9TA).  filed 
May  18,  1977.  Applicant:  DOUGLAS  H. 
■WEST,  P.O.  Box  1274.  Salisbury,  Md. 
21801.  Applicant's  representative;  Ed- 
ward N.  Button.  P.O.  Box  1417.  Hagers- 
town.  Md.  21740.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Precast  concrete  products,  materials  and 
supplies  used  In  the  installation  thereof. 
(1)  From  the  plantsite  of  Moducrete 
Corp.  located  at  or  near  Delmar.  Del.,  to 
points  in  Kent,  Queen  Anne's,  Talbot, 
Caroline,  Dorchester,  Wicomico.  Somer- 
set and  Worcester  Counties.  Md..  and 
Accomack  and  Northampton  Counties. 
Va.  and  (2)  return  shipments  of  the 
commodities  in  ( 1 )  above  from  points  in 
the  above  named  destinations  to  points 
in  the  above  named  origins  for  180  days. 
Applicant  has  also  filed  an  underlymg 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper's)  :  Mod- 
ucrete Corp..  P.O.  Box  119,  Delmar,  Del. 
19940.  Send  protests  to:  Interstate  Com- 
merce Commission.  12th  &  Constitution 
Avenue.  N.W.  Room  1413,  District  Super- 
visor W.  C.  Hersman,  Washington.  DC. 
20423. 

No  MC  138635  f Sub-No.  41TAi.  filed 
May  18,  1977.  Applicant:  CAROLINA 
WESTERN  EXPRESS.  IxVC  .  Box  39bl. 
Gastonia,  N.C.  28052.  Applicant's  repre- 
sentative: Eric  Meierhoefer,  Suite  712, 
1511  K.  Street,  N.W.,  Washington.  DC. 
20005.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Frozen 
foods,  from  the  plantsites  and  warehouse 
facilities  used  by  Stokely-Van  Camp. 
Inc.,  located  at  or  near  Kent.  Mt.  Vernon, 
Zillah,  Burlington,  Grand  View,  Sunny 
Side  and  Walla  Walla.  Washington  and 
Albany.  Salem,  and  Eugene,  Oreg^  to 
points  in  Connecticut.  Indiana.  Massa- 
chusetts. Michigan.  New  Jersey.  New 
York,  OhiQ  and  Pennsylvania  for  180 
days.  Applicant  has  also  filed  an  under- 
b'ing  ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  .shipper's^  : 
Stokely-Van  Camp.  Inc.  941  North  Me- 
ridian Street.  IndianapoTls.  Ind.  46206. 
Send  protests  to:  I>istrict  Supervisor 
Terrell  Price.  800  Briar  Creek  Road. 
Room  CC51ff.  Mart  Office  Building.  Char- 
lotte, N.C. 28205. 

No.  MC  138732  (Sub-No.  7TA).  filed 
May  11.  1977.  AppUcant:  OSTERKAMP 
TRUCKING.  INC..  10499  North  Glassell 
Street,  Orange,  Calif.  92667.  Applicant's 
representative:   Patrick  E.  Qulnn.  P.O. 
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Box  82028,  Lincoln,  Nebr.  68501.  Autlior- 
Ity  sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  Irregular 
routes,  transporting:  Paper  and  paper 
products  and  materials,  supplies,  used  In 
the  manufacture  and  distribution  of  pa- 
per and  paper  products,  between  the 
plantsites  of  Hoemer  Waldorf  Division, 
Champion  International  Corporation, 
located  in  Orange  County  and  Salinas. 
Calif.,  on  the  one  hand,  and.  on  the 
other,  points  In  Colorado.  Nevada,  New 
Mexico,  Texas  and  Utah  for  180  days. 
Supporting  shipper's)  :  Hoemer  Waldorf 
Division,  Champion  International  Cor- 
poration, P.O.  Box  3260,  St.  Paul,  Minn. 
55165.  Send  protests  to:  Irene  Carlos, 
Transportation  Assistant  Interstate 
Commerce  Commission.  Room  1321  Fed- 
eral BuUdtag,  300  North  Los  Angeles 
Street,  Los  Angeles,  Calif.  90012. 

No.  MC  139495  (Sub-No.  236TA),  filed 
May  19.  1977.  AppUcant:  NATIONAL 
CARRIERS.  INC.,  P.O.  Box  1358.  1501 
E.  8th  Street,  Liberal,  Kans.  67901. 
Applicant's  representative:  Herbert 
Alan  Dubtn,  Sullivan,  Dubln  &  Klngslev, 
Suite  1030,  1819  H  Street,  N.W.,  Wash- 
ington, DC.  2O006.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  trans- 
porting: Copper  wire,  from  Hazelton. 
Pa.,  to  Sidney,  Nebr^  and  Los  Angeles, 
Calif.,  for  180  days.  Supporting  ship- 
per (s) :  Eltra  Corporation,  511  HamD- 
ton,  Toledo,  Ohio  43694.  Send  protests 
to:  M.  E.  Taylor,  District  Supervisor, 
Interstate  Commerce  Commission, 
Suite  101,  Litwin  Building,  110  North 
Market,  Wichita,  Kans.  67202. 

No.  MC  139666  (Sub-No.  3TA1 .  filed 
May  10.  1977.  Applicant:  AIRCRAG 
CORPORATION.  8050  S.E.  13th.  6136 
N.E.  87th  Ave.,  Portland,  Oreg.  97220. 
Applicant's  representative:  David  C. 
■White.  2400  S.W.  Fourth  Avenue.  Port- 
land, Oreg.  97201.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  trans- 
porting: General  commodities,  'except 
those  of  unusual  value)  Classes  A  and 
B  explosives,  household  goods  as  defined 
by  the  Commission,  commodities  In 
bulk,  and  those  requiring  special  equip- 
ment, between  the  Portland  Interna- 
tional Airport  at  or  near  Portland, 
Oreg.,  on  the  one  hand,  and,  on  the 
other,  the  San  Francisco  International 
Airport  at  or  near  San  Francisco,  Calif., 
restricted  to  traffic  having  an  Im- 
mediately prior  or  subsequent  move- 
ment by  air  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shipper's):  Pan  American 
Airlines,  Portland.  Oreg.  97218.  Emery 
Air  Freight,  Portland,  Oreg.  97220. 
Flying  Tigers  Line.  Portland.  Oreg. 
97220.  Western  Airlines,  Portlsind, 
Oreg.  97220.  Send  protests  to:  R.  V. 
Dubay.  District  Supervisor.  Bureau  of 
Operations.  Interstate  Commerce  Com- 
mission. 114  Pioneer  Court  House, 
Portland.   Oreg.  97204. 

No.  MC  139853   (Sub-No.  4TA),  filed 
May     5.     1977.     Applicant:     MARTEN 


TRANSPORT,  LTD.,  Route  3,  Mondort, 
Wis.  54755.  Applicant's  representative: 
Val  M.  Higgins,  1000  First  National 
Bank  Bldg.,  Minneapolis.  Minn  55402. 
Authority  sought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Meat, 
meat  products  and  meat  by-products 
'except  commodities  in  bulk  and  hides) 
between  the  plantsite  of  Landy  of  Wis- 
consin. Inc..  at  or  near  Eau  Claire.  Wis., 
on  the  one  hand,  and,  on  the  otlier, 
points  in  the  United  States  in  and  west 
of  Ohio.  Kentucky.  Tennessee.  <3eorgla 
and  Florida,  under  a  continuing  contract 
with  Landy  of  Wisconsin.  Inc.,  for  180 
days.  Supporting  shipper:  Landy  of  Wis- 
consin, 2411  3rd  St..  Eau  Claire.  Wis. 
54701.  Send  protests  to:  Mrs.  Marion  L. 
Cheney.  Transportation  Assistant.  Inter- 
state (i'ommerce  Commission.  Bureau  of 
Operations,  414  Federal  Building  and 
U.S.  Court  House,  110  S.  4th  St.,  Minnea- 
polis, Minn.  55401. 

No.  MC  143151  (Sub-No.  ITA),  filed 
May  4,  1977.  Applicant:  MICHIGAN 
CONTRACT  CARRIER.  INC.,  P.O.  Box 
9086,  Wyoming,  Mich.  49509.  Applicant's 
representative:  John  Reynolds,  555  76th 
St.,  Grand  Rapids,  Mich.  49509.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Flexible  packing 
film  in  rolls,  sheets  or  bags,  composed  of 
polyethlene,  pdypropolene  cellophane 
and  mylar,  plain  or  laminated  from  and 
to  Michigan  and  all  points  In  the  follow- 
ing territories  (each  being  a  state) 
Arkansas,  Callfomla,  Colorado.  Con- 
necticut. Delaware,  Georgia,  Illinois, 
Indiana,  Iowa,  Kansas.  Kentucky,  Min- 
nesota, Nebraska,  New  Jersey,  New- 
York,  Ohio,  Pennsylvania.  South  Caro- 
lina. Tennessee,  Virginia,  and  Wisconsin, 
under  a  continuing  contract  or  contracts 
with  Collo-Foil  Products.  Inc.  for  180 
days.  Applicant  has  also  filed  an  tmder- 
lylng  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  shipper: 
Cello-Foil  Products.  Inc..  Battle  Creek, 
Mich.  49016.  Send  protests  to:  C.  R. 
Flemming.  District  Supervisor.  Bureau 
of  Operations.  225  Federal  Building, 
Lansing,  Mich.  48933. 

No.  MC  143152  (Sub-No.  2TA) .  filed 
Mav  17.  1977.  Applicant:  BILLY  R. 
HODGE,  d.b.a.  HODGE  TRUCKING 
COMPANY.  Box  386.  Hoxie.  Ark.  72433. 
Applicant's  representative:  Thomas  B. 
Staley.  1550  Tower  Building.  Little  Rock. 
Ark.  72201.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  Agri- 
cultural micro-nutrient  fertilizer  and 
fertilizer  ingredients,  from  the  plant  site 
of  Frit  Industries  in  Walnut  Ridge.  Ark., 
to  points  and  places  In  the  states  of 
North  Dakota.  South  Dakota.  Colorado. 
North  Carolina.  South  Carolina,  New 
York.  Ohio.  Minnesota.  Arizona,  Vir- 
ginia, Louisiana.  Texas.  Kansas,  Ne- 
braska. Iowa,  Missouri  and  Illinois,  re- 
stricted to  movements  in  bulk  in  hopper 
vehicles  to  the  states  of  Texas,  Kansas, 
Nebraska,  Iowa,  Missouri  and  Illinois 
for  180  days.  Applicant  has  also  filed  an 


xinderlying  KTA  seeking  up  to  90  days 
of  operating  authority  Supporting  shlp- 
per(s)  :  Frit  Industries,  Inc.,  P.O.  Box 
149,  Industrial  Park,  Walnut  Ridge.  Ark. 
72476.  Send  protests  to  District  Super- 
visor William  H.  Land,  Jr.,  3108  Federal 
Office  Building.  700  West  Capitol,  Uttle 
Rock,  Ark.  72201. 

No.  MC  143215  (Sub-No  ITA).  filed 
May  2.  1977.  AppUcant:  CYCLES  LIM- 
ITED. P  O.  Box  5715.  Jackson.  Miss. 
39208.  Applicant's  representative:  Mor- 
ton E.  Kiel.  Suite  6193.  5  World  Trade 
Center.  New  York.  NY.  10048.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting  Floor  co^'cring  and  floor 
tile,  and  materials,  supplies  and  equip- 
ment used  in  the  Installation  and  main- 
tenance of  floor  covering  and  flcxir  tile. 
from  the  plant  site  of  Armstrong  Cork 
Co.  in  Lancaster.  Pa.;  and  East  Hemp- 
field  Township  at  or  near  Landisville. 
Pa.,  to  points  in  (California  Nevada,  and 
Oregon,  for  180  days  Applicant  has  also 
filed  an  underlying  ET.\  .«;eekine  up  to 
90  days  of  operating  authority  Support- 
ing shipper:  B  R.  Punsten  <i  Company. 
598  Seventh  Street.  San  Francisco, 
CJallf.  94103.  Send  protests  to;  Alan  C. 
Tarrant.  District  Supervisor,  Interstate 
Commerce  Commission,  Rm.  212,  145 
East  Amite  Building.  Jackson,  Miss. 
39201. 

No.  MC  143245TA.  filed  May  10.  1977. 
Applicant:  E.  C.  TRANSFER.  CORP.. 
P.O.  Box  481006.  Miami.  Fla  33178.  Ap- 
plicant's representative:  Richard  B  Aus- 
tin, 5255  N.W  87th  Avenue.  Suite  214, 
Miami.  Fla.  33178.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: General  commodities  (excluding 
household  goods  as  defined  by  the  Com- 
mission, Classes  A  &  B  explosives,  ce- 
ment, motor  vehicles  commodities  in 
bulk,  and  commodities  which,  by  reason 
of  size  or  weight  require  specialized 
handling  and  equipment)  between  all 
points  and  places  in  Dade  CTounty  re- 
stricted to  traffic  having  In  Immediate 
prior  or  subsequent  movement  by  water, 
for  180  days.  Supporting  shipper:  There 
are  approximately  14  statements  of  sup- 
port attached  to  the  application,  which 
may  be  examined  at  the  Interstate  Com- 
merce Commission.  In  Washington.  DC, 
or  copies  thereof  which  may  be  exam- 
ined at  the  field  office  named  below. 
Send  protests  to:  Donna  M.  Jones. 
Transportation  Assistant.  Interstate 
Commerce  Commission.  Bureau  of  Oper- 
ations. Monterey  Building.  Suite  101. 
8410  N.W.  53rd  Terrace.  Miami.  Fla. 
33166 

No.  MC  143248TA.  filed  May  9  1977. 
Applicant:  F.  W.  Ha>-wood  and  S.  N. 
Haywood,  doing  business  as  HA^YW<30D 
■WRE(7KER  SER^VKTE.  6209  Forrest  Hill 
Ave..  Richmond.  Va.  23225.  Applicant's 
representative:  Richard  J.  Lee.  4O70 
Falstone  Road.  Richmond,  Va.  23234. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Wrecked, 
disabled,  repossessed  or  stolen  motor  ve- 
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hifl'-^  and  replacements  thereof,  re- 
strlcU'd  U>  the  use  of  wreckers  between 
;x)int^  in  Richmond,  Petersburg.  Hope- 
wc:!.  and  Colonial  HeighUs.  Vu  .  and  the 
V'lrKinui  Counties  of  Henrico.  Chester- 
field. Hanover.  Charles  City.  Caroline, 
Goockhind,  Dinsiddle.  Prince  George, 
and  Anit'lis.  on  the  one  hand.  and.  on  the 
other,  points  In  the  U.S.  In  and  East  of 
the  States  of  Mississippi.  Tennessee, 
Kentucky,  Illinois  and  WLsconsin.  for 
180  days.  Applicant  has  also  filed  an  un- 
derlying ETA  .seeking  up  t<i  90  days  of 
operating  authoritv  Supporting  shipper: 
McLean  Trucking  Co  .  VVmston-Salem. 
N  C  Hertz  Truck  Rental.  Richmond. 
Va..  Rollins  Lea^smg  Corp..  Ahoshie.  Va., 
Colonial  Motor  Freight  Lines,  Richmond, 
Va.,  Ecustem  Express,  Inc  ,  Richmond. 
Va..  Rollins.  Leasing  Corp..  Richmond, 
Va..  Wilson  Freight  Co..  Richmond,  Va.. 
Freight  Handlers  Inc..  Richmond.  Va., 
Western  Branch  Reisel  Inc..  Richmond. 
Va.  HowelLs  Auto  Ser\ice.  Richmond, 
Va.  Send  protests  to  Paul  Collins.  Dis- 
trict Superv-Lsor.  Interstate  Commerce 
Commission,  10-502  Federal  Building, 
400  North  Eight  Street,  Richmond,  Va. 
23240. 

No,  MC  143294TA.  filed  May  19,  1977. 
Applicant;  ADRAIN  LEE.  d.b.a.,  Cenla 
Cab  Co.,  1401  Murray  St..  Alexandria, 
La.  71301.  Applicant's  representative: 
Adrain  Lee  isame  address  as  applicant) . 
Authority  sought  to  operate  as  a  com- 


mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  General 
cormmxlities.  restricted  to  1.500  pounds 
in  hot  shot  service  between  points  in 
Rapides  Parish.  La.,  on  the  one  hand, 
and.  on  the  other,  points  in  Louisiana, 
Texas.  .Arkansas.  Mississippi,  Alabama, 
and  Tennessee  from  180  days.  Supportijig 
shiPFX'r's):  Dres-ser  Industrial  Valve  & 
Instrument.  P.O.  Box  1430.  Alexandria, 
La.  71301. 

Passenger  Applications 

No.  MC.143272TA.  filed  May  16.  1977. 
Applicant:  GEORGE  B.  MUNROE, 
d.b.a  .  George  Munroe's  Limousine  Serv- 
ice. 327  Atlantic  Avenue,  P.O.  Box  27, 
Wells.  Maine  04090.  Authority  sought  to 
operate  as  a  cormnon  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Passengers  and  their  baggage  in  the 
same  vehicle  with  passengers  in  round 
trip  charter  operation,  restricted  to  ve- 
hicles carrying  no  more  than  ten  (10) 
passengers  beginning  and  ending  at 
points  in  York  and  Cumberland  Coun- 
ties, Maine,  extending  to  points  in  New 
Hamp.shire.  Massachusetts,  Connecticut, 
and  New  York  for  180  days.  Supporting 
shipper's':  Town  of  Wells,  Box  398, 
Wells,  Maine  04090;  '2)  Town  of  Wells 
School  Department.  Superintendent  of 
Schools.  PO.  Box  578.  Wells,  Maine 
04090;  i3i  L.  Burton  and  Vivian  K. 
Saunders,  Fairfield  Drive.  Kennebunk, 
Maine  04043;  i4>  Boughton  Hotel  Corp., 


d.b.a.  the  Colony,  Kennebunkport, 
Maine  04046;  <5)  Atlantic  Motor  Inn,  312 
Atlantic  Ave.,  Wells  Beach,  Maine  04090; 
(6)  Tri-Towne  Travel,  Wells  Plaza. 
Wells,  Maine  04090.  Send  protests  to: 
Donald  G.  Weiler.  District  Supervisor, 
Biu'eau  of  Operations.  Interstate  Com- 
merce Commission,  Room  307,  76  Pearl 
Street,  Portland.  Maine  04111. 

No.  MC  143288T.A.  filed  May  20,  1977. 
Applicant:  THE  CAPPS  CO.,  R.R.  No.  1, 
Hedrick,  Iowa  52563  .Applicant's  repre- 
sentative: Larry  D  Knox,  600  Hubbell 
Building,  Des  Moines,  Iowa  50309.  Au- 
thority sought  to  of>erate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Train  crews  and 
baggage  of  train  crews  in  the  same  ve- 
hicle with  train  crews,  between  points  in 
Iowa.  Mlssoiun.  and  Illinois  for  180  days. 
Supporting  shippens):  Chicago.  Mil- 
waukee, St.  Paul  Si  Pacific  Railroad. 
Perry,  Iowa  50220;  Chicago,  Rock  Island 
&  Pacific  Railroad.  300  Grandview  Ave- 
nue, Muscatine.  Iowa  52761.  Send  pro- 
tests to:  Herbert  W.  Allen,  District 
Supervisor,  Bureau  of  Operations,  Inter- 
state Commerce  Commission.  518  Fed- 
eral Building,  Des  Moines,  Iowa  50309. 

By  the  Commission. 

Robert  L.  Oswald, 

Secretary. 

[FRDoc.77-15912  Piled  6-3-77;8:45  am] 
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sunshine  act  meetings 


This  section  of  th«  FEDERAL  REGISTER  contain*  notices  of  mwtiogs  published  under  the  "Govemmertt  in  t^e  Sunshme  Act"  CPub    L  ^♦-♦Ogi. 
5  U.S.C.  552b(e)(3). 


CONTENTS 

Item 

Civil  Aeronautics  Board 1 

Commodity       Futures       Trading 

Commission 2.3 

Federal  Home  Loan  Bank  Board,-  4,  5,  6 

Federal  Maritime  Commission 7 

Federal  Power  Commission 8 

Federal  Trade  Commission 9,  10.  11 

Nuclear  Regulatory  Commission--  12,  13 
Securities    and    Exchange    Com- 
mission    1* 


AGENCY  HOLDING  THE  MEETING: 
Civil  Aeronautics  Board, 

[M-221 

May  31,   1977. 
TIME  AND  DATE:  10  a.m..  June  7,  1977. 

PLACE:  Room  1027.  1825  Connecticut 
Avenue  N'W..  Washington,  DC.  20428. 

SL^BJECT:  1.  Docket  27891.  EDR-301. 
Advance  Notice  of  Proposed  Rulemaking 
to  amend  Part  234  to  establish  manda- 
tory on-time  arrival  standards  for  cer- 
tificated route  air  carriers  (petition  for 
rulemaking  Instituted  by  Aviation  Con- 
sumer Action  Project ' . 

2.  Docket  23315,  Delta-Northeast  Merg- 
er Case  (petition  of  Juanita  Wells  to 
compel  arbitration  of  labor  dispute  i  and 
Docket  22690  Caribbean-Atlantic  Air- 
lines, Inc.,  Eastern  Airlines,  Inc.  Acqui- 
sition Case  (petition  of  Jose  Dones  to 
compel  arbitration  of  labor  dispute). 

STATUS:  Open. 

PERSON  TO  CONTACT : 

Phyllis    T.    Kaylor.    The    Secretary. 
(202-673-5068). 

[S-557-77  Filed  6-1-77:4:03  pm] 


AGENCY  HOLDING  THE  MEETING: 
Commodity  Futures  Trading  Commis- 
sion. 

TIME  .AND  DATE    2pm.  June  7.  1977. 

PL.ACE:  2033  K  Street  NW\.  Wa^shington. 
DC.  8 til  Floor  Conference  Room. 

STATUS    Closed. 

^LATTERS  TO  BE  CONSIDERED    Self- 

reg^olatory  responfibllitles  of  tiie  Chicago 
Board  of  Trade. 

CXDNT.AC^  PERSON  FOR  MORE  IN- 
FORMATION : 

Jane  Stuckey,  The  Secretariat.   (254- 
6314>. 

[S  568   77  Filed  6-2-77;  1:04  pml 


AGENCY    HOLDING    THE    MEETING: 

Commodity    Features    Trading    Commis- 
Bioii. 

TIME  AND  D.ATE :  10  a.m.,  June  7,  1977. 

PLACE:  2033  K  Street  NW.,  W-ashington, 
DC.  5th  Floor  Hearing  Room. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED :  Title 

nL 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Jane  Stuckey.  The  Secretariat   f254- 
6314K 

[8-561-77  FUed  6-2-77.9:40  am] 


AGENCY    HOLDLNG    THE    MEETLNG: 

Federal  Ho.T.e  Loan  Bank  Board. 

■  FEDERAL  REGISTER"  CIT.ATION  OF 
PREVIOUS  ANNOUNCEMENT:  Vol.  42, 
No.  100,  page  26506,  Tuesday.  May  24, 
1977. 

PREVIOUSLY  ANNOL^'CED  TIME 
.AND  DATE  OF  MEETING:  9  30  a.m., 
June  1,  1977. 

PLACE:  320  Firhi  Street  N'W'.,  Room 
630,  Washington,  D.C, 

STATUS:  Open  Meeting. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Mr    Robert  Mar  hall    (202-376-3012). 

CHANGES  EN  THE  MEETING 

The  following  item.<:  have  been  added 
to  the  agenda  for  the  open  portion  of  the 
meeting: 

Consideration  of  Pinal  Amendment  Relating 
to  "Scheduled  I'>m£",   Loans  to  Fa<:llltate 
-      Sale  or  REO 

Con-slderation  of  .\mer.dr.ier.t  o'  Rj.- •.■... lutlon 
Regarding  Banli  Membership  and  Insur- 
ance of  Account.s— First  Valley  Savlni^  and 
LiO.in  .Association.  Inc.,  Pikeviile,  Ter.::essee 

Branch  Office  .Application — Ck)unty  Feder^i! 
Savings  and  loan  .AssocU^tlon.  R- •:;.•.  :::> 
Centre.  Ne'^'  York. 

Preliminary  .Application  for  Conversion  on 
Basis  of  Merger:  Maintenance  of  Branch 
Office;  Cancellation  of  Membership  and 
Insurance  and  Tran.sfer  of  StC)Ck — Fidelity 
Federal  Savings  and  Loan  .Association. 
Gale.<;bnr!T.  Ellncls  i  Survivor  i:  Avon  Sav- 
Ir.srs  and  Loan  As.soclation.  Avon.  Illinois 
(Disappearing  .Association)  . 

Applications  for  Bank  Membership  and  In- 
gi^rance  of  .Accotinte — Heritage  Saving- 
and  Loan  .A.ssociation,  Grenada.  Missis- 
sippi. 

No.  29,  June  1.  1977. 

[S-562-77  Fiied  6  2   77:9:40  am] 


AGENCY  HOLDLNG  THE  MEETING: 

Federal   Home  Loan   Bt\nk   Board. 

-FEDERAL  REGISTER  '  CITATION  OF 
PREVIOUS  ANNOLTNCEMENT:  Vol.  42, 
No.  100,  page  26506.  Tuesday.  Mav  24, 
1977. 

PREVIOUSLY  ANNOUNCED  TIME 
.AND  DATE  OF  MEETING:  9:30  ajn., 
June  1,  1977. 

PLACE:  320  First  Street  NW.,  Room 
630,  Washmgton.  D.C. 

STATUS:   Open  meeting. 

CON'TACT  PERSON  FOR  MORE  IN- 
FORMATION ; 

Mr.  Robert  MarshaU   (202-376-3012). 

CHANGES  IN  THE  MEETING: 

The  iollow  :::p  items  have  been  changed 
from  tiie  open  to  the  closed  portion  of 
the  meeting: 

Con.-ider.»'.on  of  Amendment  of  Holding 
Company  Proposal  (Amendment  of  i  584.3 
lai  . 

Limited  FivclUty  Application — ^PrankUn  So- 
ciety Federal  Savings  and  Loan  Associa- 
tion, Nevi.  York,  New  York. 

No  31,  June  1,  1977. 

lS-563-77  Filed  6-2-77:9:40  am] 


AGENCY    HOLDING    THE    MEETING: 
Federal  Home  Loan  Bank  Board. 

TIME  AND  DATE:    9:30  a.m.,  June  8. 
1977. 

PLACE:  320  First  Street  NW.,  Room  630. 
Wa.shlngton.  D.C. 

ST.\TUS:  Open  meeting. 

CONTACT    PERSON   FOR   MORE    IN- 
FORMATION: 

Mr.  Robert  Marshall   (202-376-3012K 

M.ATTERS  TO  BE  CONSIDERED: 

Branch  Office  Application — First  Federal 
Savings  and  Loan  Association  of  Hender- 
sonvllle,  Hendersonvllle,  North  Carolina 

Branch  OfBce  Application — Mlneola  Federal 
Savl!ics  and  Loan  A-ssoclatlon,  Mlneola. 
Texas 

L::r.!ted  FurKity  .Application — First  Federal 
Savings  and  i^an  Association  of  Lincoln, 
Lincoln,  Nebraska 

Limited  PaclUty  Application — Commercial 
!  r-dcral  Savings  and  Loan  Association, 
On. aha,  Nebraska 

Cf  r.  ;r;r-,i-:on  of  Amendment  of  Charter 
.  Chance  of  Name) — West  Side  Federal 
Savings  and  Loan  Association  of  New  York 
C;Ty   Nf-'A  York.  New  York 

AppUcatlcn  for  .Service  Corporation  Activ- 
ity— Heritage  Federal  Savings  and  Loan 
Association.  Davtona.  Florida 
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Limited  Facility  Application— First  Federal 
Savings  and  Loan  Asisociatlon  of  San  Diego. 
San  Diego,  CallfomU 

Application  for  Expa:..si,,n  of  EfTSRSV 
Project — Buckeye  Federal  Savings  and 
Loan  Association.  Columbvi.-;  Ohio 

No.  30.  Junel,  1977 

lS-564-77  Filed  6-2-77:9:40  am) 


AGEN'CV    HOLDING    THE    MEETING 
Feck-ral  Maritime  Coinmii.sion. 

FEDER.-\L  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  May  27, 
1977,  42  FR  27383 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING;  10  a.ni,, 

Jv.i\c  I.  1977. 

CHANGES  IN  THE  MEETING  Deletion 
of  the  lullowing  Hem  from  the  closed 
session: 

1.  Civil  Penalty  CompromLse  Guidelines. 
lS-556-77  Filed  6  1-77:3: 18  pml 


8 
AGENCY   HOLDING    THE    MEETIN^G: 
Federal  PoNver  Commi.^.sion. 

•  PT:DERAL  REGISTER"  CITATION  OF 

PREVIOUS   ANNOUNCEMENT     S-534- 
7,  Ju:ie  2,   1977. 

PP.EVIOUSLY  ANNOUNCED  TIME  AND 
DATE   OF  MEETING:    2   pm.   June    1. 

1977 

CHANGE  IN  THE  MEETING 

T]\e  following  items  have  been  added 
to  the  agenda  upon  the  affirmative  vote 
of  Chau-man  Dunham.  Commis.sioners 
Smith  and  Watt, 

G-20 —Docket  N  -s  RP^3-65  i  PGA  75-5), 
Columbia  Ga«  Tr.iii.-.nii;.-ion  Corporation. 

G  JlOA — City  of  Fulton,  Mlssls.''lppl  Man- 
tachle  Natural  Gas  District. 

0-21B  — ML^slssippl  Oaa  Corportition  Ga,^ 
Uullty  Dl--trlct  No  2  of  Pointe  Coupee  Parish. 

Kenneth  P.  Plumb, 
Secretary. 

I  [S-555-77  Filed  6-1-77;  1:30  pml 
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AGENCY  HOLDING  THE  MEETING: 
Federal  Trade  CommL>.sion 

TIME  ANT)  DATE;  10  a.m.,  Tiiursday, 
June  2.  1977, 

PLACE:  Room  432,  Federal  Ti-ade  Com- 
mLssion.  6th  Street  and  Penn.sylvania 
Avenue  NW.,  Washington,  DC,  20580. 

STATUS    Closed, 

MATTERS  TO  BE  CONSIDERED: 

N  i.NVDJ!"PIC-AnvE    M.\TTERS 

il)    Consideration  of  Dl,>position  of   iN'on- 
publlcl    Matter. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION :  Ik 

Leonard  J.  McEnnLs.  Jr  ,  Office  of  Pub- 
lic   Information:     202-523-3830;    Re- 
corded Message:  202-523-3806. 
IS  558-77  Filed  5-2-77,9:40  am] 


SUNSHINE   ACT   MEETINGS 

10 

AGENCY  HOLDING  ITiE  MEETING: 
Federal  Trade  Commission. 

•  FEDER.\L  REGISTER"  CITATION  OF 

PREVIOUS  .ANNOUNCEMENT:  May  26, 
1977,  page    42  FR  27131. 

PREVIOUSLY  AN^NOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  11  aim., 
Wednesday.  Jiuie  1,  1977. 

CHANGES  IN  THE  MEETING: 

The  Federal  Trade  Commission  has 
changed  the  date  of  its  Open  Meeting  of 
Wednesday,  June  1,  1977.  The  meeting 
is  now  scheduled  for  Wednesday,  June 
8.  1977. 

IS-559-77  Piled  6-2-77; 9: 40  am] 


11 

AGENCY  HOLDING  THE  MEETING: 
Federal  Trade  Commission. 

TIME  AND  DATE :  4  p.m.,  Tuesday,  May 
31,  1977. 

PLACE:  Room  432,  Federal  Trade  Com- 
mission Building,  6th  Street  and  Penn- 
sylvania Avenue  NW  ,  Washington,  D.C. 

20580, 

STATUS    Open. 

MATTERS  TO  BE  CONSIDERED: 

1 )  Discussion  with  representatives  of  the 
National  Advertising  Division  of  the  Council 
of  Better  Business  Bureaus  concerning  regu- 
lation of  advertising,  particularly  children's 

advertising. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION; 

Leona.rd  J.  McEnnis,  Jr.,  Office  of  Pub- 
lic   Information:     202-523-3830;    Re- 
corded Message:  202-523-3806. 
[8-560-77  Piled  6-2-77:9:40  am) 


12 

AGENCY  HOLDING  THE  MEETING: 
Nuclear  Regulator>'  Commission. 

"FEDER.AL  REGISTER"  CIT.ATION  OP 
PREVIOUS  ANNOUNCEMEN"!:  June  2, 
1977.  42  FR  28224. 

PREVIOUSLY  ANNOUNCED  TLME  Ais'D 
DATE  OF  THE  MEETING;  Friday,  June 
3,  1:30  p.m.  and  2  p.m. 

CHANGES  IN  THE  MEETXNG  Meeting 
titled  "Discu.ssion  of  Reciuests  for  Delay 
in  Implementation  of  10  CFR  73.55  on 
Safeguards"  (Portion  Open  and  Portion 
Closed  I  Ls  Re.scheduled  for  Wednesday, 
June  8.  1977  at  10  30  am. 

Dated:  June  1.  1977. 

Walter  Magee, 
Chief.  Operations  Branch. 
Office  of  the  Secretary. 

IS-565-77  Flltxl  6-2-77;  11:32  am] 


STATUS;  Some  of  these  meetings  wiU  be 
open  to  the  public;  others  will  be  closed 
to  the  public. 

MATTERS  TO  BE  CONSIDERED: 
Portions  Open  to  the  Pubmc 
wtdnesdat,  jttne  8 

9:30  a.m.  (1)  Briefing  by  Combustion  En- 
gineering "Standardization — Final  Design 
Approval."  (Approx    l  hour  ) 

(2)  Discussion  of  Requests  for  Delay  of 
Implementation  of  10  CFR  73.55  on  Safe- 
guards. (Open  portion,  postponed  from  June 
3,  1977.) 

THTJRSDAY,    JU.N'E    9 

I  p.m.  (1)  Briefing  on  Lessons  Learned  in 
Nuclear  Power  Plant  Licensing.  (Approx.  1 
hour.) 

(2)  Briefing  on  Section  102 — Federal  State 
Siting  Study.  (Approx.  1  hour.) 

(3)  Briefing  on  Increasing  Costs  of  En- 
vironmental Reviews  for  Nuclear  Plants  and 
Alternatives.  (Approx.  30  minutes,) 

FRroAT,   JUNE    10 

10  a.m.  Joint  KRC-ACRS  Session.  (Approx. 
1  hour.) 

Portions  Closed  to  the  Public 

wednesday.  .june  8 

II  am.  Discussion  of  Requests  for  Delay 
of  Implementation  of  10  CFR  73.55  on  Safe- 
guards. (Closed  portion,  approx.  30  minutes, 
postponed  from  June  3,  1977 1 

1:30  p.m.  (1)  Discussion  of  Draft  Opinion 
on  W.  Germany  (Bvirgeraktloni  Interven- 
tion Petition  (exemption.s  9,  lOi.  (.\pprox,  1 
hour.) 

(2)  Discussion    of    Intervention    Petitions 
in    Export    Cases     (exemptions    1,    9,     10 1 
(Approx.  1  hour.) 

(3)  Discussion  of  NEP-.Seabrook  >exe:rip- 
tion  10 > .  (Approx.  1  hour  ) 

THtTRSDAT,    JUNE    9 

10  a.m.  Discussion  of  Proposed  Congres- 
sional Testimony  (to  be  given  on  June  13). 
(Approx.  1  hour.) 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Walter  Magee  (202-634-1410). 
Walter  Magee, 
Chief,  Operations  Branch, 
Offlce  of  the  Secretary. 

June  1, 1977. 

[S-566-77  Piled  6-2-77: 1 1 :  32  am] 
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AGENCY  HOLDING  THE  MEETING; 

Nuclear  Regulatory  CommLsslun. 

TIME  .\ND  DATE;  Week  of  June  6,  1977. 

PLACE;       CtommLssloners'      Conference 
Room.  1717  H  St  NW  .  Washington,  D.C. 


14 

AGENCY   HOLDING   THE   MEETING 
Securities  and  Exchange  Commission. 

TIME  AND  DATE:  10  am   on  Wednes- 
day, June  1, 1977. 

PLACE:  Room   825.   500   North   Capitol 
Street,  Wa.shington.  DC. 

STATUS :    Clawed  t«  the  Public. 

MATTERS  TO  BE  CONSIDERED: 

The  Commission  considered  certain 
enforcement  and  surveillance  matters 
relating  to  stock  «.xchange  procedures 
and  member.sMps. 

Chairman  Williams,  Commissioners 
LoomLs.  Evans  and  Pollack  voted  that 
Commission  business  required  consider- 
ation of  these  matters  and  that  no  earli- 
er notice  was  possible. 

Junk  1,1977. 

[S-567-77  Filed  6-2-77:11:32  am] 
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ENVIRONMENTAL   PROTECTION 
AGENCY 

[  40  CFR  Parts  86  and  600  ] 

[FRL  725-8! 

CONTROL  OF  AIR  POLLUTION  FROM  NEW 
MOTOR  VEHICLE  ENGINES:  CERTIFICA- 
TION AND  TEST  PROCEDURES:  FUEL 
ECONOMY  OF   MOTOR  VEHICLES 

Fuel  Economy  and  Emissions  Testing  and 
Other  Procedures  for  1978  and  Later 
Model  Year  Automobiles 

AGENCY.  Environmental  Protection 
Agency. 

ACTION:  Notice  of  Proposed  Rulemak- 
ing. 

SUMMARY:  The  Environmental  Pro- 
tection Agency  Is  proposing  several 
changes  to  its  fuel  economy  labeling  regu- 
lations. If  adopted,  some  of  thf-sc  changes 
might  first  b€  effective  as  early  as  the 
1978  model  year.  The  changes  are  be- 
ing proposed  to  make  Information  which 
appears  on .  fuel  economy  labels  more 
repre.sentative  and  more  useful  to  the 
consumer.  The  package  also  contains 
changes  to  the  definitions  of  two  terms, 
"transmission  class"  and  "engine  code," 
for  1979  and  subsequent  model  years. 

D.-\TES:  Comments  must  be  received  on 
or  before  July  5.  1977. 

ADDRESS:  Administrator.  Environmen- 
tal Protection  Agency,  .attention:  Office 
of  Mobile  Source  Air  Pollution  Control 
(AW-455>,  401  M  Street,  S.W..  Wash- 
ington. D.C.  20460. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Gary  E.  Timm,  Technical  Advisor. 
Regulatory  Management  Staff.  Office 
of  Mobile  Source  Air  Pollution  Control, 
U.S.  Environmental  F^rotection  Agency, 
Washington,  D.C.  20460,  (202-755- 
0596 >. 

SUPPLEMENTARY  LNFORM.\TION : 
On  November  10.  1976.  the  Environ- 
mental Protection  Agency  promulgated 
'41  FR  49752)  a  final  nile  on  fuel  econ- 
omy Libeling  procedures  for  1977  and 
later  model  year  automobiles.  /Xt  that 
time  EPA  recognized  the  need  io  con- 
sider appropriate  improvements  to  tlie 
program  and  solicited  comments  from 
interested  parties  on  several  i.ssues  re- 
garding vehicle  cla.ssification  and  label- 
ing requirements.  This  notice  of  pro- 
posed rulemaking  is  in  response  to  the 
need  for  further  refanements  and  con- 
tains a  proposal  for  seven  changes  in 
the  fuel  economy  labelmg  procedures. 

Discussion  of  Major  Issues 

transmission  class  redefinition 

It  is  recognized  that  the  ratio  of  engine 
speed  to  vehicle  speed  (N  Vi  is  an  im- 
portant factor  in  determining  fuel  econ- 
omy. Unfortunately,  the  Agency  does  not 
have  the  resources  either  to  fully  quan- 
tify the  impact  of  N/V  changes  or  to 
test  each  of  the  numerous  possible  com- 
binations of  transmission  gear  ratio, 
axle  ratio,  and  tire  size  which  are  offered 
on  new  cars  each  model  year.  However, 
for  the  purpose  of  general  fuel  economy 


labels,  differentiating  model  types  by 
the  number  of  forward  gears  appears  to 
isolate  and  identify  much  of  the  fuel 
economy  difference  attributable  to  N/V 
effects,  and  solves  the  problem  of  sig- 
nificant differences  between  the  mileage 
guide  fuel  economy  values  (which  are 
averages)  and  the  individual  car  values 
within  the  model  type  that  are  averaged 
together.  'In  1977,  14  percent  of  manual 
transmi-ssion  test  vehicles  had  highway 
fuel  economy  values  which  deviated  ±3 
mpg  or  more  from  the  mileage  giiide 
values  which  represented  that  vehicle.) 

The  current  definition  of  transmission 
class  differentiates  only  among  manual, 
automatic,  and  semi-automatic  trans- 
missions. It  is  being  proposed  that  for 
1979  and  later  model  years,  transmission 
class  be  redefined  so  that  no  model  type 
(general  label)  or  base  level  will  include 
vehicles  with  different  numbers  of  for- 
ward transmission  speeds  (e.g.,  four- 
speed  transmission  cars  will  be  classed 
separately  from  five-speed  transmission 
cars ) . 

Although  the  Agency  estimates  that 
this  change  would  cause  an  increase  of 
only  22  test  cars  for  the  industry  for 
labeling,  the  Impact  on  economy  stand- 
ards is  unclear  because  no  analysis  was 
made  of  this  change  on  the  requirement 
that  each  significant  base  level  be  repre- 
sented. (A  significant  base  level  is  one 
that  represents  at  least  one  percent  of 
production.)  The  magnitude  of  the  test- 
ing impact  on  significant  base  level  test- 
ing requirements  is  probably  small  and 
may  actually  be  negative  for  some  man- 
ufacturers since  expansion  of  the  num- 
ber of  base  levels  could  result  in  a  de- 
crease in  the  number  of  significant  base 
levels  and  the  number  of  configurations 
needed  to  reach  90  percent  of  projected 
sales  in  each  base  level.  Comments  are 
sought  specifically  on  the  testing  work- 
load impact  of  this  proposed  change. 

ENGINE    CODE    REDEFINITION 

Effective  for  1979  and  later  model 
years,  the  Agency  is  proposing  that  en- 
gine code  be  redefined  to  reflect  the  pres- 
ence of  air  conditioning,  i.e.,  cars  with 
air  conditioning  would  have  different 
codes  from  those  without  air  condition- 
ing. This  change  is  being  proposed  for 
both  Part  86  'emissions)  and  Part  600 
(fuel  economy)  of  the  regulations  (40 
CFR) . 

Under  the  current  definition  of  engine 
code,  which  appears  in  both  the  fuel 
economy  regulations  and  the  emissions 
regulations,  an  engine  code  is  a  unique 
set  of  engine  calibrations  and  emission 
control  hardware.  If  this  unique  set  of 
engine  specifications  is  available  both 
with  and  without  air  conditioning,  it  is 
still  considered  one  engine  code. 

In  the  emissions  program,  the  presence 
of  two  distinct  calibrations  within  the 
same  engine  code  does  not  cause  serious 
testing  problems  to  the  Agency  because 
the  Administrator  has  the  authority  to 
test  both  possibilities.  However,  in  the 
fuel  economy  program,  cars  of  the  same 
configuration  are  considered  to  be  iden- 
tical and  the  current  testing  and  calcula- 
tion regulations  do  not  provide  for  dis- 
tinction to  be  made  between  them.  By 


specifying  that  the  presence  of  air  condi- 
tioning requires  a  separate  engine  code 
and  hence,  a  separate  vehicle  configura- 
tion, test  cars  wiU  be  more  representative 
of  a  manufacturer's  actual  production. 
This  change  wiU  have  the  following  ef- 
fects on  the  fuel  economy  program; 

(1)  More  configurations  will  be  cre- 
ated within  some  base  levels,  thus  more 
vehicles  may  need  to  be  tested  to  make  up 
the  90  percent  testing  requirements  for 
significant  base  levels, 

(2)  Different  vehicles  may  be  chosen 
in  some  base  levels  as  a  result  of  subdivi- 
sion of  existing  configurations  and 
changes  in  relative  configuration  size, 
and 

(3)  Because  they  are  associated  with 
separate  configurations,  starting  in  1979, 
the  test  results  of  otherwise  identical  air 
conditioning  and  non-air  conditioning- 
equipped  test  cars  would  be  sales- 
weighted  as  opposed  to  simply  harmoni- 
cally averaged  as  is  done  presently. 

Since  1978  model  year  certification 
will  be  almost  complete  for  the  domestic 
manufacturers  by  the  time  a  final  rule- 
making results  from  this  action,  this  re- 
definition cannot  take  effect  imtU  the 
1979  model  year. 

Comments  are  specifically  sought  on 
the  impact  of  the  proposed  change  on 
testing  workload. 

Changes  in  the  Class  Structure 

The  Energy  Policy  and  Conservation 
Act  of  1975  requires  fuel  economy  labels 
to  contain  the  range  of  fuel  economy  of 
comparable  automobiles.  To  meet  that 
requirement  EPA  devised  a  system  of 
classifying  vehicles  ba^ed  on  interior  vol- 
ume. The  Subcompact  Class,  which  is  the 
smallest  of  the  four  classes,  contains  a 
much  wider  range  of  vehicle  sizes  than 
the  other  classes.  In  the  Subcompact 
Class  there  is  a  spread  of  43  percent  in 
Interior  volume  index,  compared  to  a  10 
percent  or  less  spread  within  the  other 
classes  of  sedans.  The  Agency  believes 
that  a  further  division  of  the  Subcom- 
pact Class  would  be  desirable  to  better 
group  comparable  cars  in  meaningful 
classes.  A  cutpoint  of  85  cubic  feet  ap- 
pears to  be  desirable  in  that  it  divides  the 
Subcompact  Class  into  two  equal  parts. 
The  Agency  Is  therefore  proposing  for 
the  1978  model  year  a  division  of  the 
present  Subcompact  Class  into  a  new 
Subcompact  Class  and  a  Small  Class. 
Comments  are  requested  on  an  alterna- 
tive name  for  the  latter  class.  The  pro- 
posed Subcompact  Class  would  include 
all  passenger  cars  that  are  not  station 
wagons  or  two  seaters  whose  interior 
volume  index  is  greater  than  or  equal  to 
85  cubic  feet  but  less  than  100  cubic  feet. 
The  proposed  Small  Class  would  include 
passenger  cars  that  are  not  station 
wagons  or  two  seaters  whose  interior 
volume  index  is  less  than  85  cubic  feet. 

Manufacturers  have  commented  on  the 
cutpoints  in  effect  for  the  1977  model 
year.  Some  manufacturers  want  no 
change  whatsoever,  so  a^  to  have  a  con- 
sistent basis  on  which  to  base  future 
product  planning.  Other  manufacturers 
suggest  that  the  pos.sible  alteration  of  in- 
terior volume  Indices  should  be  accom- 
panied by  change?  in  the  boundaries  be- 
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tween  classes  to  avoid  competitive  dis- 
advantages resulting  from  the  use  of  ar- 
bitrary boundaries.  For  this  rea.son  it  has 
been  suggested  that  a  more  fiexible  ap- 
proach toward  the  classification  of  bor- 
derline vehicles  be  permitted,  but  no 
workable  approach  has  been  suggested. 
At  this  time,  the  Agency  proposes  no 
specific  change  to  the  cutpoints  or  bor- 
derlines other  than  the  subdivision  of 
the  Subcompact  Class  discussed  above. 

DIVISION  OF  THE  VAN    SPECIAL  PURPOSE 
TRUCK  CLASS 

Last  year  EPA  stated  that  it  had  no 
adequate  definition  of  vans  to  distinguish 
them  from  other  enclosed  cargo  area 
trucks.  Since  then,  the  Agency  has  in- 
cluded vans  in  the  light-duty  truck 
emission  regulations  (40  CFR  86.079-2' . 

There  are  currently  16  diverse  entries 
in  the  combined  Van  Special  Purpose 
Truck  Class.  Indications  from  the  trade 
press  are  that  more  entries  will  be  forth 
coming.  Since  vans  are  designed  and 
used  for  substantially  different  purposes 
than  the  other  special  purpose  vehicles, 
there  is  good  reason  to  distingiiish  be- 
tween them.  No  substantial  additional 
work  or  Guide  space  will  be  needed.  The 
utility  of  the  Guide  will  be  improved  by 
reflecting  consumer  buying  habits  more 
closely. 

EPA  is  therefore  proposing  for  the  1978 
model  year  to  separate  the  Van  Special 
Purpose  Truck  Class  into  two  dustinct 
classes.  The  Van  Class  will  include  all 
nonpassenger  vehicles  having  an  integral 
enclosure,  which  fully  encloses  the 
driver  compartment  and  load  carrying 
area,  with  a  hood  length  less  tlian  30 
inches.  The  special  purpose  trucks  will 
Include  all  nonpassenger  vehicles  with 
gross  vehicle  weight  rating  (GVWR)  less 
than  6,000  pounds  not  covered  by  the 
other  classes. 

CALCULATION  OF  INTERIOR  VOLUME 
INDEX     ( PASSENGER  1 

Concern  was  expressed  by  two  manu- 
facturers in  comments  to  EPA  on  the 
1977  labeling  regulations  (41  FR  49752, 
November  10,  1976)  over  the  use  of  the 
shoulder  room  measurements '  as  the 
sole  determinant  of  interior  vehicle 
width.  One  manufacturer  suggested  that 
hip  room  be  averaged  with  shoulder  room 
since  (under  some  circumstances)  the 
width  of  a  vehicle  seating  are^  at  the 
hips  can  be  a  limiting  factor  In  the 
number  and  size  of  people  who  can  be 

seated.  .^     ,^ 

Specifically,  the  front  seat  shoulder 
measurement  <W3>  would  be  replaced 
with  the  arithmetic  average  of  front 
seat  shoulder  measurement  and  front 
seat  hip  width  (W5^  :  and  rear  seat 
shoulder  measurement  (W4)  would  be 
replaced  with  the  average  of  rear  seat 
shoulder  measurement  and  rear  seat 
hip  width  (W6) .  This  method  of  Includ- 
ing hip  room  has  the  advantage  of  being 
simple  to  apply  but  Ignores  the  fact 
that    (based   on   anthropometric    datai 


'  EPA  employs  measurement  proceduree  of 
the  Society  of"  Automotlye  Engineers  (SAX) 
designated  J 11 00a.  The  rfiooilder  measure- 
menta  are  W3  and  W4  In  JllOOa. 


humans  are  ordinarily  wider  at  the 
shoulders  than  at  the  hips.  As  such, 
shoulder  room  is  generally  considered  to 
be  more  important  than  hip  room  in  de- 
scribing the  limiting  dmieusions  of  a 
vehicle.  EPA  is  proposing  this  method 
for  the  1978  model  year  as  one  altenia- 
tive  to  the  present  method  of  determin- 
ing the  width  dimension  used  in  the 
calculation  of  the  interior  volume  index 
for  the  passenger  compartment. 

An  alternative  metliod.  based  on  data 
that  show  tli.Tt  the  average  difference 
between  hip  and  shoulder  width  for 
males  is  about  4  inches,  suggests  that 
hip  room  should  be  combined  with 
shoulder  room  only  when  hip  room  is 
more  than  4  inches  less  than  shoulder 
room.  (Males  were  selected  because 
shoulder  width,  which  is  generally  larger 
in  males  than  females,  detennines  the 
spacial  requirements  between  passengers 
if  vertical  'not  leaning'  positioning  of 
occupants  is  assumed.' 

EPA  is  proposing  that  if  the  difference 
between  shoulder  and  hip  width  is  great- 
er than  4  inches  for  either  the  front 
or  back  seat,  the  widtii  dimension  for 
the  respective  seat  shall  be  a  noi-maiized 
average  of  the  hip  and  shoulder  dimen- 
sions for  that  seat.  i.e..  the  sum  of  hip 
width  plus  shoulder  width  plus  4  divided 
by  2.  If  the  shoulder  width  does  not 
exceed  the  hip  room  by  more  than  4 
inches,  the  shoulder  room  dimension  is 
clearly  the  limiting  dimension  and  the 
width  would  be  .set  equal  to  the  shoulder 
width  (SAE  width  dimension  W3  or  W4 
for  front  or  back  seats  respectively. 
These  formulae  provide  for  a  "con- 
tinuous" rather  than  a  ".step"  function 
and  take  into  account  the  relative  Im- 
portance of  hip  room  and  shoulder  room. 
A  prellminarj-  examination  of  the  1977 
data  indicates  that  the  Interior  volume 
index  of  very  few  vehicles  would  be 
affected  and  that  few  vehicles  would 
be  reclassified  as  a  result  of  this  change. 
This  Is  an  advantage  o\er  the  first 
alternative. 

Another  suggested  change  in  calculat- 
ing the  interior  volume  index  deals  with 
the  measurement  of  front  seat  leg  room. 
Presently,  only  the  driver's  accelerator 
leg  dimension  is  used."  The  us^-of  the 
average  of  the  driver's  right-leg  meas- 
urement and  the  analogous  measure- 
ment of  the  front  seat  passengers  right 
leg  dimension  has  been  suggested  in- 
stead of  the  single  dimension  now  used. 
Although  the  SAE  does,  not  currently 
specify  how  to  mea,sure  the  passengers 
leg  room.  It  could  be  m.easured  between 
the  currently  defined  seating  reference 
point  and  the  ankle,  precisely  in  the  same 
manner  in  which  the  present  accelerator 
leg  room  is  determined.  The  only  differ- 
ence is  In  the  position  of  the  foot.  The 
Agency  Is  thus  proposing  to  use  an  av- 
erage of  the  driver's  right-leg  measure- 
ment and  the  right-leg  measurement  of 
the  passenger  for  the  1978  model  year. 

CARGO  VOLUME  CALCULATIONS 

Based  on  comments  from  the  manu- 
facturers and  on  our  analysis,  changes 
need  to  be  made  to  the  cargo  volume  cal- 


culations so  that  the  index  better  repre- 
sents the  total  usable  space.  The  two 
changes  being  proposed  which  are  most 
important  are  the  inclusion  of  under- 
fioor  hidden  cargo  volume  in  station 
wagons  and  a  change  in  wndth  measure- 
ment for  the  cargo  area  of  station  wag- 
ons. 

A  change  in  width  measurement  for 
the  cargo  area  of  station  wagons  from 
second   seat  shoulder  room '   is   needed 
since  in  many  cases  the  widtli  of  the  ac- 
tual cargo  area  is  considerably  less  than 
tliat  currently  calculated  due  to  space 
taken  up  by  spare  tires,  and  fuel  tanks. 
There   is   no   single   JllOO   dimension 
which  can  be  substituted  for  SAE  meas- 
urement W4.  Therefore,  one  alternative 
that  IS  being  proposed  for  the  1978  model 
year  lor  station  wagons  is  to  average  tlie 
width  of  the  second  seat  <W4i   witli  the 
width  between  the  wheel-wells  iW210'. 
the  maximum  and  minimum  widths  of 
the  cargo  area  The  impact  of  this  on  the 
volume  index  of  indivndual  station  wag- 
ons would  t»e  a  loss  of  approximately  5 
cubic  feet.  However,  the  inclusion  of  hid- 
den cargo  volume  would  in  many  cases 
compen.sate  for  the  reduction  in  meas- 
ured cargo  volume  which  would  other- 
wise cause  the  vehicle  to  change  class, 
A  second  alternative  on  which  EPA  re- 
quests comments  is  the  use  of  1   cubic 
foot   cubes   or   a  standard  cargo  set  In 
a  procedure  analogous  to  the  standard 
SAE  luggage  procedure  for  determining 
tlie  luggage  room  in  sedans  to  approxi- 
mate the  interior  volume  of  tlie  cargo 
area    The  boxes  or  cargo  set  would  be 
stacked  in  the  space  behind  the  second 
seat  from  floor  to  roof  or.  alternatively, 
only  to  the  height  of  the  second  seat. 
This  procedure  may  give  a  more  mean- 
ingful measurement  of  usable  space. 

For  hatchback  cargo  volume  measure- 
ment, the  Agency  proposes  for  the  1978 
model  year  the  use  of  the  standard  SAE 
luggage  procedure  instead  of  the  height, 
length  and  width  dimensions.  The  rea- 
sons for  this  are  '  1 »  a  hatchback  is  more 
like  a  sedan  than  a  station  wagon  as  far 
as  tlic  shape  and  volume  of  cargo  space 
that  is  available:  (2)  It  is  more  suitable 
for  small  parcels  than  large  boxes,  with 
odd-shaped  things  packed  into  areas 
around  the  wheel -welLs  and  in  other 
such  places:  and  <3»  certain  hatchbacks 
are  available  with  cargo  area  covers  at 
the  height  of  the  back  seat,  making  the 
cargo  area  even  more  like  a  sedan's 
trunk  than  like  the  open  cargo  space  of 
a  station  wagon  The  proposed  luggage 
measurement  procedure  should  more 
closely  approximate  consumer  use  than 
the  procedure  now  in  use  for  hatchbacks. 

LABELING    REQUIREMENTS 

Presently,  manufacturers  may  use 
either  of  two  labels  to  express  the  fuel 
economy  of  their  vehicles:  '1  '  the  gen- 
eral label  which  differentiates  vehicles  on 
the  basis  of  model  type  and  fulfills  the 
descriptive  requirements  set  by  EPA.  and 
(2)  the  specific  label  which  differentiates 
between  configurations  within  a  model 
type,  e.g  .  cars  which  differ  in  axle  ratio. 


«  SAE  JllOOa  measurement  L34 


*  SAE  JHOOa  measurement  W4. 
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and  allows  the  manufacturer  to  highlight 
cars  with  the  highest  fuel  economy 
values. 

EPA  Is  continuing  the  use  of  the  two 
labels  for  the  1978  model  year  with  the 
same  restrictions  that  were  In  force  for 
the  1977  model  year. 

The  specific  label  enables  manufac- 
turers to  highlight  cars  with  good  fuel 
economy  values  and  to  make  known  to 
the  public  mid-year  changes  improving 
fuel  economy.  However,  manufacturers 
have  utilized  specific  labeling  to  a  lesser 
extent  under  the  restrictions  imposed  in 
the  1977  model  year  which  require 
manufacturers  to  specific-label  all  con- 
figurations within  a  model  type  of  a 
manufacturer  specific-labels  any  one  of 
those  configurations. 

It  Is  the  Agency's  opinion  that  the 
vehicle  characteristics  (engine  code,  axle 
ratio,  and  inertia  weight)  which  dis- 
tinguish specific  labels  may  be  too  techni- 
cal for  the  average  consumer  to  under- 
stand, and  the  presence  of  two  types  of 
labels  tends  to  be  confusing.  There,  EPA 
Ls  proposing  to  eliminate  the  use  of  the 
specific  label  for  1979  and  subsequent 
model  years.  Specific  labeling  will  be  re- 
tained for  use  at  the  start  of  production 
since  no  alternative  seems  feasible  at  this 
time.  The  Agency  believes  that  in  con- 
junction with  the  propo.sed  cliange  of  the 
definition  of  transmission  class,  the  gen- 
eral label  will  differentiate  tho.'^e  vehicles 
with  a  different  number  of  forward 
speeds  le.g..  4  and  5  speed  manual  tran.^- 
missions)  and  will  enable  manufactur- 
ers to  highlight  the  fuel  economy  of  their 
better  cars  without  the  use  of  specific 
labeling. 

MULTI-STAGE    VXHICLE    M.\NVF.\CTrRE 

The  present  regulations  do  not  ade- 
quately address  which  party  is  respon- 
sible for  the  fuel  economy  labeling  of 
vehicles  when  more  tlian  one  person  is 
the  manufacturer  of  a  vehicle  li.e..  in  a 
small  number  of  cases  one  manufacturer 
produces  the  chassis  and  drive  train 
wlierea^  another  manufacturers  the  body 
and  assembles  the  final  vehicle  >.  EPA  is 
proposing  that  the  responsibility  for  cor- 
rectly labeling  a  vehicle  rest  with  the 
final  stage  manufacturer.  The  final  .stage 
manufacturer  Is  the  most  appropriate 
person  to  bear  thus  responsibihty  because 
he  is  the  only  party  in  a  position  (1)  to 
assess  whether  or  not  the  various  manu- 
facturiiit;  operations  will  alter  the  fuel 
economy  of  tlie  vehicle  vis-a-vis  the  test 
result.s  obtained  by  the  Incomplete  vehi- 
cle manufacturer  iSee  the  National 
Highway  Traffic  Safety  Administration 
NPRM  on  multl-.stage  vehicle  manufac- 
ture, 42  FTl  9040,  Febrjary  14.  1977)  and 
(2)  to  physically  apply  the  label  to  a 
completed  vehicle. 

POSSIBLE    CHANGES    TO    FUEL    ECONOMY 
VALUES 

It  is  recognized  that  the  fuel  economy 
measured  on  the  EPA  tests  is  at  times 
higher  than  the  fuel  economy  which  cus- 
tomers experience.  This  is  not  surprising 
since  a  test  procedure  can  use  only  & 
limited  numt>er  of  representative  driving 
cycles    while    customer    experience    in- 


volves Literally  millions  of  combinations 
of  weatlier.  driving  habits,  malntenahce 
hablt.s  and  traffic  road  conditions. 

Ilj.vevpr.  even  though  cost  and  a  spe- 
cific requirement  in  the  Act  to  use  the 
1975  test  procedures  for  the  generation 
of  fuel  economy  data  for  purposes  of  de- 
termining compliance  with  the  fuel 
economy  standards  currently  constrain 
EPA  from  changing  the  driving  cycle, 
it  is  possible  to  change  the  basis  on  which 
fuel  economy  information  is  reported  to 
the  public  on  fuel  economy  labels  and  in 
the  Gas  Mileage  Guide.  Two  suggestions 
have  been  made  in  this  regard.  One  is 
to  delete  the  highway  number  entirely 
and  to  present  only  the  city  and  the  com- 
bined numbers  as  a  range  in  which  the 
average  driver's  fuel  economy  would  be 
expected  to  fall  under  normal  driving 
conditions;  the  other  is  to  employ  correc- 
tion factors  for  the  highway  and  com- 
bined fuel  economy  values  to  make  them 
lower.  Although  neither  of  these  alter- 
natives would  assure  that  more  con- 
sumers would  get  the  exact  numbers  es- 
timated and  reported  by  EPA,  they  would 
tend  to  result  in  fewer  consumers  getting 
lower  than  the  EPA  numbers.  Thus,  al- 
though the  numbers  would  be  no  more  or 
less  accurate,  fewer  consumers  would 
feel  deceived.  At  present  there  Is  Inade- 
quate data  to  determine  the  value  of  such 
correction  factors  or  to  assess  whether  or 
not  such  correction  factors  would  be  of 
suflBcient  accuracy  to  apply  to  the  fuel 
economy  of  all  cars.  EPA  would  like  com- 
ments on  this  issue  from  manufacturers 
and  other  interested  parties. 

The  Agency  requests  comments  on  the 
proposals  contained  in  this  NPRM  and 
the  impact  that  any  of  these  changes 
might  have  on  the  calculation  of  a  man- 
ufacturer's average  fuel  economy  value. 
Since  the  Agency  is  required  by  the  En- 
ergy Policy  and  Conservation  Act  to  pub- 
lish testing  and  calculation  procedures 
for  determination  of  a  manufacturer's 
average  fuel  economy  at  least  12  months 
prior  to  introduction  of  the  affected  mod- 
els, and  since  some  of  these  changes  may 
affect  the  calculation  procedure,  tihe 
changes  are  being  proposed  at  this  time 
in  order  to  allow  sufficient  leadtime  to 
promulgate  tJiese  rules. 

ManiLfacturers  and  other  interested 
parti°s  may  participate  in  this  rulemak- 
ing by  submitting  comments  Un  quad- 
ruplicate if  passible  I  to  the  EPA  at  the 
address  given  above.  Specific  regulatory 
language  has  not  been  provided  for  cer- 
tain of  tlie  changes  proposed  in  this  no- 
tire,  involving  calculation  of  the  interior 
volume  index,  elimination  of  specific 
labeling,  and  possible  changes  to  fuel 
economy  values.  Ail  relevant  material 
received  during  the  comment  period  will 
be  coiLsidered. 

It  is  EPA's  Intention  to  assure  all  in- 
terested parties  an  opportimlty  to  study 
all  information  which  may  become  the 
ba.^:s  for  EPA's  final  action  in  this  pro- 
ceeding. .Accordingly,  the  .\gency  will  not 
consider  In  this  rulemaking  any  mate- 
rial which  cannot  be  made  available  to 
the  public.  Parties  who  wish  to  submit 
information  In  response  to  this  Notice 
of  Proposed  Rulemaking  are  cautioned 


that  EPA  will  summarily  return  any 
comments  which  are  claim.ed,  in  whole 
or  in  part,  to  be  confidential. 

A  copy  of  all  public  comments  will  be 
available  for  inspection  and  copying  at 
the  U.S.  Enviroimiental  Protection 
Agency,  Public  Information  Reference 
Unit,  Room  2922  (EPA  Library),  401  M 
Street  S"W.,  Washington.  D.C.  20460.  As 
provided  in  40  CFR  Part  2,  a  reasonable 
fee  may  be  charged  for  copying  services. 

Statxttory  Authority 

This  notice  of  proposed  rulemaking  is 
issued  under  the  authority  of  sections 
503  and  506  of  the  Motor  Vehicle  Infor- 
mation and  Cost  Savings  Act,  as  amend- 
ed by  section  301  of  the  Energj-  Policy 
and  Conservation  Act,  Pub.  L.  94-163,  89 
Stat.  901  (15  U.S.C.  2003  and  2006 1  and 
sections  202,  206.  207,  208.  and  301 'a)  of 
the  Clean  Air  Act,  as  amended  ( 42  U.S.C. 
1857f-l.  1857f-5,  1857f-5a.  1857f-5,  and 
1857g(a)). 

Dated:  May  27, 1977. 

Douglas  M.  Costle. 

Administrator. 

PART  86 — CONTROL  OF  AIR  POLLUTION 
FROM  NEW  MOTOR  VEHICLES  AND  NEW 
MOTOR  VEHICLE  ENGINES:  CERTIFICA- 
TION AND  TEST  PROCEDURES 

Part  86  of  Chapter  I,  Title  40  of  tlie 
Code  of  Federal  Regulations  is  proposed 
to  be  amended  Ln  Subpart  A  as  follows: 
In  §  86.079-2,  the  definition  for  "Engine 
Code"  is  proposed  to  be  amended  to  read 
as  follows: 

§  86.079-2      Definitions. 


"Engine  Code"  means  a  unique  combi- 
nation, within  an  engine-system  combi- 
nation, of  displacement,  carburetor  (or 
fuel  injection)  calibration,  choke  cali- 
bration, distributor  caUbration.  auxiliary 
emission  control  devices,  air  condition- 
ing usage,  and  other  engine  and  emis- 
sion control  system  components  specified 
by  the  Administrator. 


(Sees.  202,  206.  207.  208,  and  301(a)  of  th« 
Clean  Air  Act.  as  amended  (42  U.ac.  1857f-l. 
1857f-5,    1857f-5a,    185Tr-6,   ajad    1857g(a)).) 


PART   600 — FUEL  ECONOMY  OF  MOTOR 
VEHICLES 

Part  600  of  Chapter  I,  Title  40  of  the 
Code  of  Federal  Regulations  is  proposed 
to  be  amended  In  Subparts  A  and  D  as 
follows : 

Subpart  A — Fuel  Economy  Regulations  for 
1977  and  Later  Model  Year  Automo- 
biles— General  Provisions 

1.  It  is  proposed  to  amend  §  600.002-78 
as  follows: 

§  600.002-78      Definitions. 

(a)   •  •  • 

f39)  "Van"  means  any  nonpassenger 
automobile  having  an  integral  enclosure, 
fully  enclosing  the  driver  compartment 
and  load-carr>-ing  device,  and  having  no 
body  sections  protruding  more  than  30 
Inches  ahead  ot  the  leading  edge  of  th« 
windshield. 
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2.  It  is  proposed  to  add  a  new 
§  600.002-79  as  follows: 

§  600.002-79      Definitions. 

The  following  definitions  apply  begin- 
ning with  the  1979  model  year.  §  600.- 
002-77  applies  except  §§  600.002-77  (22) 
and  (25)   which  are  hereby  superseded. 

(22)  "Transmission  Class"  means  the 
basic  type  of  transmission  'manual,  au- 
tomatic or  semi-automatic)  and  number 
of  forward  speed,  e.g.,  manual  4-speed, 
3-speed  automatic.  2-speed  semi- 
automatic. 

(25)  "Engine  Code"  means  a  imique 
combination,  within  an  engine-system 
combination  <as  defined  in  Part  86).  of 
displacement,  carburetor  tor  fuel  in- 
jection) calibration,  distributor  calibra- 
tion, choke  calibration,  auxiliarv-  emis- 
sion control  devices,  air  conditioning 
usage,  and  other  engine  and  emission 
control  system  components  specified  by 
the  Administrator. 

Subpart  D — Fuel  Economy  Regulations  for 
1977  and  Later  Model  Year  Automo- 
biles— Labeling 

1.  It  Is  proposed  to  add  a  new 
§  600.315-78  as  follows: 

§  600.31.V-78      Classes      of      comparable 
automobiles. 

(a)(1)  through  ia)(l)(l).  (See  para- 
graphs )a)<l)  through  (a)(1)  (I)  of 
§  600.315-77.) 

(ill  Small  cars. — Interior  volume  in- 
dex less  than  85  cubic  feet. 

liii)  Subcompact  cars. — Interior  vol- 
ume index  greater  than  or  equal  to  85 
cubic  feet  but  less  than  100  cubic  feet 

iiv»  Compact  cars. — Interior  volume 
Index  greater  than  or  equal  to  100  cubic 
feet  but  less  than  110  cubic  feet. 

IV)  Mid-size  cars. — Interior  volume 
index  greater  than  or  equal  to  110  cubic 
feet  but  less  than  120  cubic  feet. 

<\1)  Large  cars. — Interior  voliune  in- 
dex greater  than  or  equal  to  120  cubic 
feet. 

(vh)  Small  station  wagons — Station 
wagons  with  interior  volume  Index  less 
than  130  cubic  feet 

(vlii)  Mid-size  station  wagons. — Sta- 
tion wagons  with  interior  volume  index 


greater  than  or  equal  to  130  cubic  feet 
but  less  than  160  cubic  feet. 

(1X1  Large  station  wagons. — Station 
wagons  with  mterior  volimie  index 
greater  than  or  equal  to  160  cubic  feet. 

'21  The  Administrator  will  classify 
nonpasenger  automobiles  into  tlie  fol- 
lowmg  categories;  smiUl  pickup  truclis, 
standard  pickup  trucks,  vans,  and  spe- 
cial purp»ose  truck.?.  Pickup  truck.?  will  be 
separated  by  car  line  on  the  basis  of  gross 
vehicle  weight  rating  >  GVWR  > .  For 
pickup  truck  car  hnes  with  more  than 
one  GVWR,  the  GVWR  of  the  pickup 
truck  car  line  is  the  arithmetic  average 
of  all  distinct  GVAVR's  less  tlian  or  equal 
to  6,000  poimds  available  for  that  car 
line. 

(2)  (1)  and  (2)  (il> .  (See  (a)  (2)  (1)  and 
(a)  (2)  (11)  of  §  600.315-77.) 

(ill)   Varus. 

(iv>  Special  purpose  trucks. — .^11  non- 
pa.ssenger  automobiles  with  G^'^^Tl  less 
than  or  equal  to  6,000  pounds  which  do 
not  meet  the  requirements  of  (2)  (1). 
(11).  or  (Ul). 

<a)<3)  tlirough  (b)i3).  (See  para- 
graphs (a)  (3)  through  (b)(3)  of  |  600.- 
315-77.) 

(c)  All  interior  and  cargo  dimensions 
are  measured  In  Inches  to  tlie  nearest  0.1 
inches.  .'\11  di.men.«ions  and  volumes  shall 
be  determined  from  the  base  vehicle.s  of 
each  body  style  in  each  carlLne  and  do 
not  include  optional  equipment.  The  di- 
mensions H61.  W3.  L34,  H63,  W4.  W201. 
L51,  H201.  L205,  and  the  volume  VI  are 
to  be  determined  in  accordance  with  the 
procedure  outlined  in  Motor  Vehicle  Di- 
mensions S.AE  JllOOa  'Report  of  Human 
Factors  Engineering  Committee.  Society 
of  Automotive  Engineers,  approved  Sep- 
ember  1973  and  last  revised  September 
1975)  except  as  noted  herein: 

(c)(1)  through  (fi.  'See  paragraphs 
(c)  (1)  through  'f  1  of  5  600.315-77.) 

(g)   Cargo  volume  index : 

(1)  For  station  wagons,  the  cargo  vol- 
ume index  V2  is  calculated  in  cubic  feet 
being  the  sum  of  V2a  and  V2b. 

(1)  V2a  is  calculated  by  di\1ding  1728 
into  the  product  of  three  terms: 

(A)  (W44-W201'  2 — Shoulder  room- 
second.  (In  inches  obtained  according  to 
paragraph  (c) ) . 


'B'  H201 — Cargo  height  'In  inches 
obtained  according  to  paragraph  to), 
and 

(C)  L205 — Cargo  length  at  belt — sec- 
ond. (In  inches  obtained  according  to 
paragraph  (cJ .)  Round  the  quotient  to 
Llie  nearest  0.001  cubic  feet. 

(11)  V2b  is  the  usable  volume  using  one 
standard  luggage  set  In  the  hidden  cargo 
area  below  the  cargo  floor  in  accordance 
with  the  procedure  described  in  SAE 
JllOOa  paragraph  8.2. 

(2)  For  hat-chbacks,  the  cargo  volume 
mdex  V3  is  calculated  in  cubic  feet  be- 
ing the  sum  of  V3a  and  V3b. 

(i)  V3a  is  the  total  volumes  of  indi- 
vidual pieces  of  standard  luggage  set 
stowed  in  the  cargo  area  not  to  exceed 
the  height  of  the  luggage  compartment 
lid  (Where  appUcable)  or  a  plane  tan- 
gent to  the  height  of  the  rear  seat  and 
parallel  to  the  load  floor  in  accordance 
with  the  procedure  described  in  SAE 
JllOOa  paragraph  8.2. 

(ii)  V3b  is  the  usable  volume  using 
one  standard  luggage  set  in  the  hidden 
cargo  area  below  the  cargo  floor  in  ac- 
cordance with  the  procedure  described 
in  S.\E  procedure  JllOOa  paragraph  8.2. 

'h)  through  (h)(1)  (11).  (See  para- 
graphs (h)  through  (h)(1)  (ii)  of  S  600.- 
315-77.) 

(iii)  Dimensions  H63.  W4.  W201.  L51 
'if  applicable)  determined  in  accordance 
with  paragraph  (c). 

(h)(1)  (iv)  through  (h)(5)(il).  (See 
paragraphs  (h)(1) (iv)  through  (h)(5) 
'ii)  of  §600.315.77.) 

2.  It  is  proposed  to  add  a  new  §  600.- 

316-78  as  follows: 

§  600.3  lf>— 78      Mlllt^^tago  nianufaelure. 

wniere  more  than  one  person  is  the 
manufacturer  of  a  vehicle,  the  final 
stage  vehicle  manufacturer  (as  defined 
in  49  CFR  549.3)  is  treated  as  the  manu- 
facturer for  purposes  of  compliance  with 
this  subpart. 

(Section    301    Pub.    L.    94-163,    89    Stat.    901 
lis  U.S-C.  2003  and  200«) .) 
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Title  49 — Transf>ortation 

CHAPTER  II— FEDERAL  RAILROAD  AD- 
MINISTRATION. DEPARTMENT  OF 
TRANSPORTATION 

[Dotket  No.  76-011 

PART  258— REGULATIONS  GOVERNING 
SECTION  505  OF  THE  RAILROAD  RE- 
VITALIZATION  AND  REGULATORY  RE- 
FORM ACT  OF  1976,  AS  AMENDED 

Final  Standards  for  Evaluation  and  Other 
Miscellaneous  Amendments 

AGENCY:  Federal  Railruau  Administra- 
tion. DOT 

ACTION.  Filial  nile 

SUNfM.ARY  On  October  8.  197C.  the  Fed- 
eral Railroad  Adminiiitrator  ''•Adminis- 
trator") publL^hed  in  the  Feder.al  Reg- 
ister i41  FR  44577'  final  regrulations 
goveniing  applications  under  section  505 
of  the  Railroad  Revltalization  and  Regu- 
latory Reform  Act  of  1976  ("Acf>,  con- 
cerning the  purchase  of  redeemable  pref- 
erence shares.  On  October  19.  1976,  the 
President  signed  into  law  the  Rail  Trans- 
portation Improvement  Act  i"RTlA"», 
Pub.  L.  94-555.  which,  anions  other 
thlng.s,  amends  sections  505  and  506  of 
the  Act,  This  document  corrects  certain 
technical  errors  that  were  contained  In 
the  regulations,  clarifies  or  revises  cer- 
tain information  requirements  and  other 
provisions,  and  amends  this  part  to  re- 
flect changes  to  the  Act  contained  in  the 
RTL\,  including  the  requirement  that 
anj'  regulations  publLshed  under  section 
505  of  the  Act shall  include  spe- 
cific and  detailed  standard.s  in  accord- 
ance with  which  the  (Administrator! 
shall  conduct,  the  evaluation.s  and  make 
the  determinations  required  in  subsec- 
tion (b)t2)  of  [section  5051." 

DATES:  Effective  date:  June  6.  1977. 
Termination  date  Unless  extended.  Sep- 
tember 30.  1978. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

The  PRiNcip.fL  Authors  of  This  Part 

Principal  attorney:  Jeffrey  K.  Mercer, 
OfBce  of  Chief  Counsel.  Federal  Rail- 
road Adminl.stration.  400  Seventh 
Street  SW..  Room  5101.  Wa.shington. 
DC.   20590    1202-426-7737';    or 

Pri-ncipal  program  person:  William  E. 
Laftus.  Director.  OfBce  of  National 
Freight  Programs.  Office  of  Federal 
Assistance.  Federal  Railroad  Adminis- 
tration. 400  Seventh  Street  SW..  Room 
5415.  Washington.  DC  20590  i202- 
42«-9657>. 

SUPPLEMENTARY  INFORMATION; 
On  January-  25,  1977.  the  Federal  Rall- 
roati  Administration  i"FRA"i  published 
tn  the  Federal  Register  <42  FR  4«60» 
proposed  regulations  containing  stand- 
ards for  evaluating  the  public  Interest  In 
providing  financial  assistance  through 
the  purchase  of  redeemable  preference 
sihares  and  other  miscellaneous  amend- 
merrta  to  49  CFR  Part  258. 

Interested  persons  were  invited  to  s\}b- 
mlt  on  or  before  February  24,  1977.  writ- 
ten comments  on  the  proposed  regula- 
tions. The  period  for  written  comments 


was  subsequently  extended  to  March  4, 
1977.  at  the  request  of  the  Association 
of  American  Railroads  ("AAR"'.  On 
April  5.  1977,  a  public  meeting  was  held 
in  order  to  permit  persons  that  filed 
written  comments  to  amplify  or  explain 
tlieir  comments  and  to  hear  anyone  else 
who  wanted  to  address  the  proposed 
regulations. 

Numerous  persons  and  organizations 
either  participated  at  the  public  meeting 
or  filed  comments  in  response  to  the  pro- 
posed regulations.  Each  comment  was 
given  due  consideration  by  the  FRA. 
Major  comments,  and  changes,  if  any, 
made  In  the  regulations  as  a  result  of 
each  such  comment,  are  discussed  below. 

Immediate  Funding 

The  Administrator  recognizes  that  the 
current  sta^e  of  deterioration  of  main 
line  track  requires  early  attention.  Addi- 
tionally, the  work  will  be  a  stimulus  to 
rail  employment,  particularly  among 
minorities  and  youths.  Because  many  of 
the  applications  currently  pending  be- 
fore the  FRA  are  for  complex,  multi- 
year  projects,  it  would  be  Impossible  for 
FRA  to  fuUy  evaluate  them  in  time  for 
the  1977  work  season.  However,  in  light 
of  the  Economic  Stimulus  Program  (Pub. 
L.  95-29  > .  signed  by  the  F>resident  on 
May  13.  1977.  tt  is  the  Administrator's 
intention  to  fund  in  the  1977  work  sea- 
son track  rehabilitation  projects  that: 

I  a)  Can  be  initiated  and  completed  in 
1977; 

I  b  I  Are  not  dependent  upon  materials 
or  machmery  which  are  not  readily 
available;  and 

>  c  >  Are  in  addition  to  work  scheduled 
to  be  done  under  the  applicant's  regular 
1977  work  program. 

Applicants  for  such  funding  must  fol- 
low the  regular  application  procedure. 
To  the  extent  that  the  1977  project  is 
part  of  a  pending  application,  the  infor- 
mation contained  therein  will  be  con- 
sidered as  applicable  to  the  1977  project 
request.  Becau.se  of  the  urgency  of  re- 
habilitating track  this  summer  and  the 
mid-year  date  of  these  regulations,  the 
timeliness  of  the  availability  of  alterna- 
tive funds  will  be  considered  in  conjimc- 
tion  witli  the  other  tests  set  forth  in  sec- 
tion 258  23  of  the  regulations. 

The  statement  of  management's  pro- 
gram for  financial  viability  required  In 
section  258  7(ai'10t  of  the  regulations 
will  not  be  required  In  connection  with 
any  application  for  immediate  funding 
that  is  approved  prior  to  August  1,  1977, 
and  covers  a  project  that  meets  the  above 
three  criteria.  This  change  is  In  partial 
response  to  a  requeat  from  a  commenter 
that  additional  time  would  be  required  to 
suppb"  that  information. 

DISCUSSION  OF  MAJOR  COMMENTS 

I.  Financial  tests  of  the  reasonable- 
ness of  the  cost  of  funds  available  from 
alternative  sources. 

AT  WHOM  IS  the  PROGRAM  AIMED? 

The  first  factor  which  the  Adminis- 
trator Is  to  consider  In  determining  the 
public  interest  Is  the  availability  of 
funds    from    other   sources    at    a    cost 


which  Is  reasonable  under  principles  ol 
prudent  railroad  financial  management. 
Our  proposed  standards,  through  a  se- 
ries of  financial  tests,  Interpret  this  pro- 
vision to  direct  preference  share  funding 
primarily  to  marginal  and  bankrupt 
railroads.  The  exception  tQ  this  general 
policy  is  the  case  of  a  profitable  railroad 
faced  with  a  large  project  (in  relation 
to  its  capital  structure)  which  is  clearly 
in  the  public  interest,  but  which  has  a 
low  rate  of  return  and  would,  therefore, 
cause  a  severe  adverse  impact  on  the 
carrier's  overall  rate  of  return  on  total 
capital.  Few  commenters  have  question- 
ed this  approach.  However,  one  com- 
menter stated  that  preference  share  fi- 
nancing should  be  available  equally  to 
all  railroads  whether  they  are  finan- 
cially strong  or  weak.  We  have  nonethe- 
less maintained  the  approach  taken  in 
the  proposed  regulations. 

This  approach  is  consistent  with  the 
requirement  in  the  Act  that  the  Admin- 
istrator, In  determining  whether  the  re- 
quested financial  assistance  is  in  the 
public  interest,  consider  "•  *  •  the  avail- 
ability of  funds  from  other  sources  at  a 
cost  which  is  reasonable.  •  *  »•  The 
approach  Is  also  reasonable  in  light  of 
the  limited  appropriations  available  and 
the  relatively  short  duration  of  the  pro- 
gram. The  standards  will  assure  that  the 
money  is  directed  to  the  marginal  and 
bankrupt  railroads,  for  whom  the  prob- 
lem of  deferred  maintenance  is  most  se- 
vere. They  wUl  also  assure  that  Federal 
fimds  are  not  advanced  to  railroads  that 
do  not  actually  need  them. 

Section  258.25(b)  til)  of  the  regula- 
tions requires  that  the  applicant  must 
be  reasonably  likely  to  be  able  to  redeem 
any  preference  shares  Issued  to  finance 
a  proposed  project  in  accordance  with 
their  terms.  Because  the  financial  assist- 
ance Is  being  directed  primarily  to  mar- 
ginal railroads,  however,  there  is  a  risk 
that  some  recipients  may  not  be  able  to 
make  the  mandatory  redemption  pay- 
ments and  dividend  payments  as  re- 
quired by  the  Act.  Accordingly,  appro- 
priate terms  and  conditions  will  be  nego- 
tiated with  each  applicant  In  order  to 
protect  the  taxpayer  to  the  extent  possi- 
ble In  the  event  of  such  nonpayment. 

Use  of  Internal  Rate  of  Return 

With  respect  to  deferred  maintenance 
projects,  the  proposed  standards  re- 
stricted preference  share  financing  to 
projects  whose  Internal  rate  of  return 
equals  or  exceeds  the  applicant's  rate  of 
return  on  total  capital  for  the  three 
fiscal  years  preceding  the  filing  of  the 
application.  The  proposed  regulations 
also  provided  that  the  internal  rate  of 
return  of  the  project  must  be  less  than 
or  equal  to  the  cost  of  alternative  financ- 
ing. The  AAR  commented  that  these  re- 
quirements together  created  an  imrea- 
sonably  narrow  "keyhole"  through  which 
the  projects  must  fit.  The  AAR  stated 
that  the  use  of  the  applicant's  rate  of 
return  on  total  capital  as  a  floor  wrong- 
fully excludes  low  return  projects  that 
may  be  necessary  despite  their  low 
returns. 

/^^e  agree  with  the  commenter.  The 
use  of  the  aiH^llcant's  rate  of  return  on 
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capital  as  a  floor  may  eliminate  certain 
deferred  maintenance  projects  which  re- 
sult in  substantial  public  benefits  despite 
the  fact  that  the  internal  rate  of  return 
on  the  project  is  lower  than  the  three- 
year  average  rate  of  return  on  total 
capital  of  the  company.  For  this  reason, 
the  provision  has  been  deleted  in  the 
final  regulations. 

Likewise,  the  explicit  comparison  be- 
tween the  internal  rate  of  return  of  the 
project  and  the  cost  of  the  financing  has 
been  deleted  from  the  final  regulations. 
We  feel  that  the  revised  tests,  discussed 
below,  together  with  consideration  of 
the  applicant's  present  and  prospective 
financial  condition  and  operating  re- 
sults, will  suffice  to  make  our  determi- 
nation of  whether  funds  are  available 
from  alternative  sources  at  a  reasonable 
cost. 

The  internal  rate  of  return  of  the 
project  will,  however,  still  play  an  im- 
portant part  in  the  evaluation  process. 
In  particular,  the  computation  of  In- 
ternal rates  of  return,  in  accordance 
with  the  procedures  that  were  published 
on  January  25,  1977  (42  FR  4652 ».  wUl 
provide  the  Administrator  with  the  in- 
formation necessar>'  to  determine  that 
any  project  for  which  funds  are  obli- 
gated will  stand  on  its  own.  either  as 
a  single-year  or  multi-year  project.  If 
the  project  Is  part  of  a  larger  effort,  it 
must  represent  a  usable  segment. 

While  some  commenters  argued  that 
the  internal  rate  of  return  fails  to  take 
into  consideration  the  risk  factor  in- 
volved In  such  computations,  we  feel  that 
the  published  procedures  adequately  ad- 
dress such  risk  factors.  The  procedures 
expressly  provide  for  a  discussion  of  the 
principal  areas  of  imcertainty  present 
in  the  computations.  The  regulations 
state — 

This  discussion  must  Indicate  why  par- 
ticular values  might  be  different  from  those 
used  In  the  computation,  and  the  range 
into  which  each  uncertain  value  could  be 
expected  to  fall.  It  must  also  indicate  the 
applicant's  subjective  level  of  confidence 
that  the  computed  IRR  Is  a  reasonably  close 
prediction  of  the  project's  and  the  base 
case's  financial  performance. 

In  reviewing  the  internal  rate  of  re- 
turn computations  of  an  applicant,  FRA 
will  take  cognizance  of  this  disctission 
of  the  areas  of  uncertainty  and  will  make 
allowance  for  the  risk  factor  entailed  in 
the  computations. 

Use  of  Applicant's  Rate  of  Return 
ON  Total  Capital 

The  AAR  commented  that  the  use  of 
the  railroad's  rate  of  return  on  totsil 
capital  ("Ratio")  assumes,  fallaciously, 
that  the  railroad's  Ratio  is  "acceptable  " 
or  "satisfactory"  to  begin  with. 

At  the  outset,  it  should  be  empha- 
sized that  the  use  of  the  railroad's  Ratio 
is  mandated  by  the  Act.  Our  application 
of  the  concept  takes  into  consideration 
the  fact  that  a  company's  Ratio  is  an 
average  rate  of  return  for  all  of  its  in- 
vestments. At  any  one  time  the  com- 
pany may  Invest  in  sMne  projects  which 
have  internal  rates  of  return  higher  than 
the  company's  Ratio  and  at  other  times 
may  Invest  in  projects  which  have  in- 


ternal rates  of  return  lower  than  the 
company's  Ratio  The  standard,  however, 
protects  against  an  imprudently  large 
deterioration  in  the  company's  overall 
rate  of  return  on  total  capital.  It  is  not 
within  the  scope  of  the  section  505  pro- 
gram to  establish  return  on  capital  goals 
or  guidehnes  for  the  industrv-. 

Consideration  or  Loan  Guarantees  as 
AN  Alternative  Source  of  Funds 

One  commenter  stated  that  the  term 
"Cost",  as  used  in  the  proposed  regula- 
tions, is  ambiguous  and  should  be  de- 
fined to  exclude  government -guaranteed 
debt  because  the  availability  of  guaran- 
teed debt  will  depend  largely  on  a  rail- 
roads  willingness  to  accept  conditions. 

It  has  been  emphasized  since  publi- 
cation of  the  first  proposed  section  505 
regulations  in  June  of  1976  that  govern- 
ment-guaranteed debt  was  to  be  consid- 
ered a  viable  source  of  alternative  fund- 
ing under  section  505  of  the,Act.  The  fact 
that  the  availability  of  such  funds  may 
depend  upon  a  carrier's  willingness  to 
accept  conditions  does  not  differentiate 
government-guaranteed  debt  from  other 
debt  that  may  be  obtained  in  the  private 
market  place.  The  conditions  imposed 
by  the  government  are  largely  of  a  finan- 
cial type  that  would  be  imposed  by  any 
responsible  lender. 

Because  the  availability  of  a  Federal 
guarantee  of  obligations  under  section 
511  of  the  Act  is  uniquely  within  the  ju- 
risdiction of  the  FRA.  the  Administrator 
will  analyze  each  appUcation  tinder  sec- 
tion 505  of  the  Act  to  determine  whether 
all  or  any  part  of  the  application  would 
qualify  for  Idan  guarantees  under  sec- 
tion 511  and  whether  the  cost  of  such 
guaranteed  obligations  would  be  reason- 
able under  principles  of  prudent  railroad 
financial  management.  We  believe  that 
such  a  course  of  action  is  not  only  dic- 
tated by  responsible  Federal  fiscal  policy 
but  will  also  permit  FRA  to  achieve  the 
maximum  benefits  with  the  entire  Title 
V  program,  which  includes  both  pref- 
erence shares  and  loan  guarantees.  It 
should  be  clarified,  however,  that  appli- 
cants are  not  required  to  submit  section 
511  apphcations  as  a  prerequisite  to  ap- 
plying for  preference  share  financing. 

Revisions  of  Financial  Tests 

The  written  comments  and  subsequent 
public  hearing  revealed  that  many  com- 
menters did  not  fully  understand  the 
process  by  which  the  availability  and  the 
reasonableness  of  the  cost  of  alterna- 
tive funds  would  be  judged.  For  this  rea- 
son, we  have  made  extensive  revisions  to 
section  258.23  in  the  final  regulations. 
We  have  also  adopted  a  ntimber  of  sug- 
gestions made  by  cwnm enters. 

Under  the  revised  regulations  a  num- 
ber of  presumptive  tests  are  established 
to  determine  whether  funds  are  avail- 
able from  alternative  sources  at  a  cost 
which  is  reasonable  under  principles  of 
prudent  financial  railroswl  management. 
An  applicant  may  rebut  the  presump- 
tions by  showing  either  that  the  condi- 
tions which  give  rise  to  the  presiunp- 
tions  do  not  exLst  or  that  certain  cir- 
cumstances and  facts,  specified  in  the 


regulations   as   necessar>'   to   rebut   the 
presumptions,  do  exLst 

Borrowed  funds  which  are  not  guar- 
anteed by  the  Federal  government  are 
deemed  to  be  available  at  a  reasonable 
cost  to  the  applicant  if  the  applicant 
has  a  Moody's  bond  rating  for  any  out- 
standing long-term  debt  (other  than 
equipment  obligations  >  of  Baa  or  higher. 
In  the  case  of  an  applicant  that  does  not 
have  indebtedness  that  is  rated  by 
Moody's.  bonx)wed  funds  will  be  deemed 
to  be  available  at  a  reasonable  coet 
if  the  ratio  of  the  applicant's  con- 
solidated net  operating  income  before 
taxes  to  the  sum  of  its  consolidated  fixed 
and  contingent  charges  for  the  three 
calendar  years  preceding  the  date  of  sub- 
mission of  the  appUcation  equals  or 
exceeds  the  average  of  such  ratios  for 
all  Class  I  railroads  with  debt  securi- 
ties rated  Baa  as  at  the  last  day  of 
the  most  recent  calendar  year  for  which 
all  such  railroads  shall  have  reported 
their  results  to  the  CommLsslon.  Tlie 
use  of  Moody's  ratings  and  the  analysis 
of  an  applicant's  coverage  of  fixed  and 
contingent  charges  are  prime  financial 
evaluative  tools  used  in  the  private  sec- 
tor, and  were  suggested  by  a  number  of 
commenters  as  a  means  of  determining 
whether  borrowed  fvmds  are  available 
at  a  reasonable  cost. 

With  respect  to  the  issuance  of  new 
common  stock  equity,  the  standards  have 
been  changed  considerably  in  response 
to  public  comments.  The  use  of  the  con- 
cept of  dilution  in  evaluating  the  rea- 
sonableness of  the  cost  of  Issuing  new 
common  stock  has  been  retained,  but  is 
now  only  one  of  several  alternative  fac- 
tors that  will  be  considered.  Several 
commenters  suggested  that  the  dilution 
test  for  tlie  reasonableness  of  the  cost 
of  issuing  new  equity  capital  is  unreal- 
istic because  it  is  based  on  book  equity 
figures,  which  the  commenters  state  are 
irrelevant  to  current  economic  decisions 
and  result  In  unequal  treatment  of  com- 
peting railroads.  The  genesis  of  this 
comment  is  the  difference  in  capital 
structures  among  certain  midwestern 
railroads. 

Wliat  the  argument  fails  to  recognize 
^Is  that  shareholders  purchasing  shares 
"  in  a  company  do  so  on  the  basis  of  the 
currently  stated  book  value,  if  book 
value  is  a  consideration,  and  not  in 
reliance  on  assertions  of  historic  book 
value.  Moreover,  the  standards  are  in- 
tended to  determine  whether  alterna- 
tive sources  of  funds  are  available  at  a 
reasonable  cost.  They  are  not  intended 
to  accord  precisely  equal  treatment  to 
competing  carriers. 

We  recognize,  however,  that  dilu  ion 
of  *book  value  Is  not  the  only  factor  that 
might  cause  the  cost  of  a  new  issue 
of  common  stcx-k  to  be  unreasonable  un- 
der principles  of  prudent  railroad 
financial  management.  Therefore,  the 
cost  of  such  a  stock  Issue  will  also  be 
de«ned  to  be  unreasonable  if  the  ap- 
plicant shows  that  the  issuance  and  sale 
would  result  in  a  substantial  deteriora- 
tion in  the  market  price  per  common 
share  or  would  restilt  in  a  substantial 
reduction  in  the  applicant's  rate  of  re- 
turn on  total  capital. 
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If  the  applicant  falls  to  rebut  any 
of  the  presumptions  set  forth  In  the 
regulations,  the  Administrator  will  con- 
sider such  other  facts  and  arguments 
as  the  applicant  may  put  forward  to 
show  that  funds  are  not  available  to 
it  at  a  cost  which  is  reasonable  under 
principles  of  prudent  railroad  financial 
management. 

U  Public  benefits  and  costs;  Priority 
ranking 

Use  of  Traffic  Density  to  Determine 
Priorities 

A  number  of  commenters  questioned 
the  emphasis  on  traffic  density  as  the 
prlmar>-  determinant  of  project  ranking 
within  §258  27'b''l'  of  the  proposed 
regulations  Some  commenters  offered 
additional  categories  for  consideration. 
Buch  as  feeder  lines  In  areas  with  a  high 
potential  for  future  Industrial  growth, 
light  density  lines,  and  defense  essential 
lines. 

As  we  stated  In  the  preamble  to  the 
proposed  regulations.  In  determining  the 
extent  to  which  a  project  will  provide 
public  benefits,  the  AdmlnLstrator  is  re- 
quired to  give  the  highest  priority  to 
'•  •  •  projects  wtiich  will  enhance  the 
ability  of  the  applicant  carrier  or  other 
caJTlers  to  provide  essential  freight  serv- 
Icet-"'.  The  most  practical  measure  of 
whether  a  project  will  provide  such 
benefits  Is  the  level  of  traffic  carried 
on  the  line  to  be  rehabilitated  or  im- 
proved. In  general,  the  proposed  stand- 
clal  purpose  trucks.  Pickup  trucks  will  be 
deemed  to  enhance  the  sUjUlty  of  the 
applicant  to  provide  essential  freight 
services  If  It  provides  for  the  acquisition, 
construction,  rehabilitation,  or  signifi- 
cant Improvement  of  lines  (including 
associated  facilities  such  as  yards,  team 
tracks,  etc.)  that  have  an  annual  traffic 
density  of  at  least  five  million  gross 
ton-mUes  per  mUe.  This  wiU  necessarily 
eliminate  most  Class  U  railraids  from 
the  higher  categories  for  preference 
share  funding.  Class  U  railroads  are.  of 
course,  eligible  on  an  equal  basis  with  all 
other  railroads  for  rehabilitation  financ- 
ing through  loan  guarantees  under  sec- 
tion 511  of  the  Act. 

The  use  of  gross  traffic  density  to  de- 
termine the  broad  parameters  within 
which  projects  will  be  funded  is  consist- 
ent with  the  final  report  under  section 
503  of  the  Act.  However,  the  proposed 
standards  do  not  correlate  directly  with 
the  section  503  line  designations,  which 
Included  additional  factors  necessary  to 
connect  line  segments. 

The  preference  share  program  Is  a 
temporary-  program  which  Is  intended  to 
meet  severe  maintenance  and  rehabili- 
tation needs  while  a  comprehensive 
analysis  of  the  railroad  Industry's  over- 
all maintenance  and  financial  require- 
ments Is  undertaken  and  while  a  deter- 
mination Ls  made  of  tlie  t>-pe  and  amount 
of  Federal  assistance  that  should  be  pro- 
vided the  Industr,-.  It  Ls  expected  that 
these  studies  will  lead  to  the  develop- 
ment of  a  long-term  Federal  policy  on 
these  matters  Thus,  the  preamble  to  the 
propased  regulations  correctly  identified 
the  Federal  Interest  as  one  which  is  lim- 
ited to  "•    •    •  facilities  which  provide 
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for  substantial  movements  of  freight 
traffic  and  are  likely  to  survive  any  fu- 
ture restructuring  of  the  existing  sys- 
tem." 

Among  projects  of  similar  traffic  den- 
sity and  location,  priority  Is  given  to 
projects  that  Involve  consoMdatlon  or 
coordination  efforts.  Two  railroads  com- 
mented that  the  emphasis  on  consolida- 
tions and  coordinations  is  neither  In  the 
public  Interest  nor  warranted  by  the 
statute.  However,  the  AAR  endorsed  the 
use  of  consolidations  and  coordinations 
withm  our  priority  scheme  and  proposed 
an  even  greater  emphasis  on  such  proj- 
ects. 

The  use  of  consolidations  and  coordi- 
nations has  been  retained  In  the  final 
regulations  In  order  to  provide  a  stimu- 
lus toward  ratlonahzation  of  existing  rail 
plant,  particularly  in  a  corridor  of  con- 
solidation potential  ("CCP")  as  Identi- 
fied in  the  final  report  under  section  503 
of  the  Act,  where  the  need  for  such  ra- 
tionalization efforts  Is  most  severe. 
Among  lines  in  the  same  density  cate- 
gory, projects  that  entail  a  consolidation 
or  coordination  will  normally  have 
greater  public  benefits  because  excess 
rail  capacity,  with  Its  maintenance  cost 
Is  reduced.  However,  it  does  not  appear 
to  be  In  the  public  Interest  to  fimd  re- 
habilitation of  a  lower  density  mainline, 
merely  because  it  entails  a  consolida- 
tion, before  funding  rehablhtation  of  a 
high  density  malnhne  which  does  not 
entail  a  consolidation.  Therefore,  we 
have  not  adopted  the  AARs  proposal  of 
giving  emphasis  first  to  •  consolidations 
and  second  to  projects  based  solely  on 
density. 

The  AAR  made  a  constructive  recom- 
mendation with  respect  to  consoUdatlons 
of  facilities  by  a  single  carrier.  The  pro- 
posed standards  already  gave  second  pri- 
ority to  rehabilitation  and  Improvement 
projects  that  entail  a  consolidation  by  a 
single  carrier  on  a  line  with  a  traffic 
density  of  at  least  20  million  gross  ton- 
miles  per  mile,  not  located  in  a  CCP.  In 
the  final  standards,  we  have  added  an 
additional  category  for  similar  projects 
on  malnUnes  with  traffic  density  lower 
than  20  million  gross  ton-miles  per  mile. 
However,  within  these  two  categories, 
the  consolidation  of  double  track  Into 
single  track  will  not  be  deemed  to  be  a 
consolidation.  The  consolidation  must 
Involve  physically  separated  lines  that. 
m  fact,  constitute  separate  physical  and 
operating  systems.  Within  CCP's.  how- 
ever, where  the  potential  for  consolida- 
tions between  railroads  Is  great,  no  pri- 
ority Ls  given  to  consolidations  by  a  sin- 
gle railroad, 

Technical  Comments 
The  AAR  noted  two  "apparent  draft- 
ing errors":  (1>  Use  of  the  term  "facil- 
ities" instead  of  "mainlines"  In  §  258.27 
(biinav*  of  the  proposed  regulations; 
and  '2)  omission  of  the  word  "not"  In 
the  phrase  "density  of  (not>  less  than" 
in  5  258.27(13)  (IXvll)  of  the  proposed 
regulations. 

The  provisions  are  correct  as  pub- 
lished. The  term  "facilities",  as  defined 
In  the  Act  and  the  regulations.  Includes 
"(t^rack,    roadbed,   and   related   struc- 


tures •  •  •"  without  any  limitations  re- 
lated to  traffic  density.  The  term  "main- 
line" means  a  line  that  has  an  annual 
traffic  density  of  at  least  five  million 
gross  ton-miles  per  mUe.  The  term  "fa- 
cilities" is  used  in  paragraph  (iv)  of  the 
section  in  order  to  permit  funding  of 
projects  which  Involve  consoUdation  of. 
or  coordination  of  traffic  on.  lines  that 
have  a  traffic  density  of  less  than  five 
million  gross  ton-mUes  per  mile.  This  is 
desirable  because  of  the  low  density  level 
anticipated  in  paragraph  (Iv) .  Similar 
terminology  is  used  in  the  newly  added 
paragraph  'v)  of  the  final  regulations. 

With  respect  to  the  second  apparent 
error,  paragraph  (vib  of  the  proposed 
regulations  was  Intended  to  be  a  restate- 
ment of  former  paragraph  (v)  (now 
paragraph  <vi> ) ;  that  i?.  maliillnes  with 
less  than  20  million  gross  ton-miles  of 
traffic  per  mile — except  that  less  than 
two  million  net  tons  of  revenue  freight 
originate  or  terminate  on  the  line  an- 
nually. Such  lines  are  included  within 
essential  freight  services  despite  their 
very  low  level  of  originating  or  termi- 
nating traffic  because  of  their  strategic 
location  outside  of  a  CCP  and  the  re- 
sulting prospect  that  they  wiU  continue 
to  be  operated  as  part  of  the  national 
rail  system  in  the  foreseeable  future. 
Such  a  line,  however,  has  a  low  priority 
for  funding. 

Safety 

The  Railway  Labor  Executives'  Asso- 
ciation expressed  concern  that  the  pri- 
orities as  set  forth  in  §  258.27  of  the  pro- 
posed regulations  fail  to  give  the  statu- 
torily prescribed  emphasis  to  safety 
projects. 

We  share  the  commenter's  concern 
with  rail  safety,  but  feel  that  we  have 
given  appropriate  emphasis  to  safety 
throughout  the  regulations.  Virtually  all 
projects  within  the  essential  freight 
services  category  have  important  con- 
sequences for  safe  rail  operations.  In  ad- 
dition, section  258.29' b'  of  the  regula- 
tions gives  priority  within  each  of  the 
categories  set  forth  In  5  258.27  of  the 
regulations  to  projects  ••  •  •  that  pro- 
vide safety  improvements  and  signals, 
including  underpasses  or  overpasses  at 
railroad  crossings  at  which  Injurj-  or  loss 
of  life  has  frequently  occurred  or  Is 
likely  to  occur".  In  order  to  apply  this 
provision  and  recognizing  that  virtually 
all  track  rehabilitation  and  improvement 
projects  have  important  consequences  for 
safe  operations,  each  applicant  is  re- 
quired under  §258.7(ai<6)  to  state 
"•  •  •  how  the  project  will  contribute  to 
or  enhance  the  safe  operation  of  the 
railroad  *  •  *." 

In  addition  to  this  overall  priority  for 
projects  that  provide  for  safer  oiiera- 
tlons,  the  proposed  standards  included. 
and  the  final  regulations  retain,  a  sepa- 
rate category  for  special  projects  that 
"•  •  •  will  eliminate  identifiable  and 
severe  public  safety  hazards".  This  spe- 
cial category'  was  Included  to  cover  those 
safety-oriented  projects  that  Involve 
lower  density  lines  or  do  not  involve 
track  work  and,  so,  are  not  covered  by 
the  overall  priority  afforded  by  §  258.29 
(b)  of  the  regulations. 
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TIT  Yield  on  redeemable  preference 
shares. 

Rate  of  Retuhn  on  Total  Capital 
Ceiling 

The  Act  provides  that  the  yield  on  pref- 
erence shares  is  to  be  established  within 
certain  limits  which  are  determined  by 
the  type  of  project  to  be  financed  If  the 
project  is  to  reduce  deferred  mainte- 
nance, the  redemption  and  dividend 
schedules,  together,  must  result  in  a  pay- 
back of  at  least  150 r  of  the  funding,  and 
the  yield,  expressed  as  an  annual  per- 
centage rate  from  the  date  of  issuance  of 
the  shares,  cannot  exceed  the  railroad's 
rate  of  return  on  total  capital  for  the 
three  years  preceding  the  date  of  the 
application.  Because  there  is  no  practical 
way  to  establish  specific  and  detailed 
standards  for  choosing,  in  any  particular 
case,  any  rate  within  the  statutory  range. 
we  established  as  the  standard  the  high 
end  of  the  range.  Thus,  in  the  case  of 
deferred  maintenance,  our  proposed 
standard  provided  that  the  yields  would 
be  set  at  the  applicant's  rate  of  return 
on  total  capital  for  the  three  years  pre- 
ceding the  date  of  the  application,  and 
in  the  case  of  other  projects,  yields  would 
be  set  at  the  cost  of  money  to  the  gov- 
ernment. 

Several  commenters  objected  to  this 
policy.  Certain  commenters  stafed  that 
the  Congress  intended  that  deferred 
maintenance  projects  be  financed  at 
yields  lower  than  the  rate  of  return  on 
total  capital,  and  that,  by  selecting  the 
top  end  of  the  range  as  our  standard,  we 
have  thwarted  the  congressional  intent. 
However,  commenters  pro\ided  little 
guidance  as  to  how  wc  are  to  choose  the 
correct  yield  within  that  allowable  range 
for  any  particular  application.  One  com- 
menter  stated  that  we  should  apply  the 
minimum  allowed  by  statute. 

The  final  standards  retain  ie  statu- 
tory maximum  as  the  yield  to  be  applied 
to  shares  whose  proceeds  are  to  be  used 
solely  to  reduce  deferred  maintenance 
on  facilities.  However,  we  have  inserted 
the  proviso  that,  within  the  limitations 
imposed  by  section  506  of  the  Act,  a  lower 
yield  may  be  applied  where  the  public  in- 
terest in  financing  the  project  warrants 
such  a  lower  yield. 

The  final  regulations  are  consistent 
'  with  the  congressional  intent  underlying 
the  provisions  of  the  RTIA  Congress  re- 
jected a  single  yield  and  industry  repre- 
sentatives agreed  to  the  compromise 
range  of  yields.  Congress  also  rejected 
any  change  that  would  prevent  a  "cost 
of  money"  yield  for  the  ceiling  on  non- 
deferred  maintenance  projects,  recog- 
nizing, we  believe,  other  attractive  as- 
pects ol  preference  share  financing — de- 
layed payments  of  dividends  and  install- 
ments of  redemptions,  and  no  require- 
ment of  collateral. 

High   Actual   Dividend   Payment   Rate 

One  commenter  stated  that  the  FRA 
poUcy  on  yield  (discussed  above)  results 
In  an  unreasonably  high  rate  of  dividend 
payments. 

The  eleven-year  moratorium  on  divi- 
dend   pavTnents    imposed    by    the    Act 


necessarily  results  In  a  high  actual  rate 
of  payment.  During  the  first  eleven 
years,  however,  the  applicant  will  have 
the  cash  flow  benefits  of  delayed  pay- 
ment, which  should  enable  it  to  generate 
earning  power  sufficient  to  make  the 
larger  dividend  payments  necessary  in 
the  later  years. 
IV.  Information  requirements. 

Forecasted  Financial  Statements; 
Public  Disclosure 

Several  commenters  objected  to  the  re- 
quirement that  apphcants  submit  fore- 
casted financial  statements  The  AAR 
commented,  for  example,  that  Exhibit  E. 
consisting  of  forecasted  income  state- 
ments and  balance  .sheets,  .should  be  de- 
leted, because  such  forecasts  are  "mani- 
festly unrehable".  In  addition,  the  AAR 
stated  that  public  forecasts  raise  disclo- 
sure problems  under  the  rules  of  the  Se- 
curities and  Exchange  Commission. 

We  believe  that  it  is  absolutely  neces- 
sary to  ask  applicants  to  provide  their 
view  of  the  future  Forecasted  financial 
statements  provide  the  best  available 
representation  of  that  -siew.  They  also 
provide  FRA  analysts  with  the  ground- 
work necessary  to  determine  whether  the 
requested  Federal  investment  can  be  re- 
paid and  whether  it  is  sufficient  for  that 
company  to  maintain  financial  viability. 
The  statement  under  5  258.7ia»  1 10)  of 
the  regulations  of  management's  pro- 
gram for  maintaining  financial  viability 
will  do  much  to  amplify  the  financial 
forecasts  in  this  regard. 

With  respect  to  disclosure  problems, 
the  mechanism  exists  for  maintaining 
confidentiahty  of  information  submitted 
to  FRA.  if  the  information  constitutes  a 
trade  secret  or  the  disclosure  of  that  in- 
formation would  subject  an  applicant  to 
substantial  competitive  harm  The  pro- 
cedures for  requesting  that  Information 
not  be  disclosed  is  set  forth  in  §  258  13  of 
the  regulations.  Under  the  circum- 
stances, any  substantial  problem  of  com- 
plying with  the  rules  of  the  Securities 
and  Exchange  Commission  can  be  ob- 
viated. 

In  addition,  the  Administrator  intends 
not  to  disclose  any  information  sub- 
mitted under  |258.7ia)(10)  and  para- 
graphs (d)  through  'g>  of  §  258.9  of  the 
regulations.  This  determinatic«i  is  based 
on  a  finding  by  the  Administrator  that 
release  of  this  information  from  any  sec- 
tion 505  application  would  catose  sub- 
stantial harm  to  the  competitive  position 
of  the  applicant.  A  notice  of  this  and  any 
further  categorical  determinations  not 
to  disclose  information  will  be  published 
in  the  Federal  Register,  along  with  a  re- 
quest for  public  comments  on  the  ac- 
tion. With  a  continued  experience  with 
section  505  applications,  the  Administra- 
tor may  modify  or  rescind  earlier  deter- 
minations concerning  categorical  con- 
fidential treatment.  These  determina- 
tions will  be  communicated  to  apph- 
cants that  have  already  filed  apphca- 
tions,  and  will  be  published  as  a  notice 
in  the  Federal  Register. 

Certified  Financial  Statements 

The  AAR  also  commented  that  requir- 
ing certified  financial  statements  in  the 


application  or  as  a  condition  to  closing 
Imposes  a  financial  burden  on  compaiiies 
that  are  part  of  a  consohdated  financial 
system,  since,  the  commenter  states,  the 
statements  of  those  companies  are  usu- 
ally not  certified.  The  AAR  suggested 
that  in  such  circumstances,  independ- 
ent'y  certified  financial  statements  not 
be  required  prior  to  closing  if  the  appU- 
cant  submits  1 1 »  an  uncertified  finan- 
cial statement  and  (2)  a  consolidated  fi- 
nancial statement  of  the  parent  com- 
pany, certified  by  an  iiidependent  public 
accountant. 

The  requirements  in  Exhibits  E  and  F 
nf  tlic  propased  regulations  that  certified 
financial  statements  be  submitted,  if 
available,  has  been  retained  in  the  reg- 
ulations The  certification  of  applicant's 
financial  statements  will  permit  FRA  to 
ascribe  a  greater  degree  of  reliability 
to  them  and,  if  the  certification  Is  a 
•qualified"  one,  will  identify  specific  de- 
ficiencies in  the  apphcants  accounting 
practices. 

A  recent  order  of  the  Securities  and 
Exchange  Commission  requires  railroads 
that  have  securities  which  are  registered 
under  the  Securities  Exchange  Act  of 
1934  '"Exchange  Act'i  to  prepare  and 
file  certified  financial  statements  on  a 
periodic  basis.  Therefore,  railroads  that 
are  not  part  of  a  consolidated  financial 
system  or  have  registered  securities  un- 
der tlie  Exchange  Act  will  be  required  to 
provide  certified  financial  statements  at 
the  time  of  their  application.  With  re- 
spect to  railroads  that  are  part  of  a  con- 
solidated financial  system,  we  will  fol- 
low the  A.^R's  recommendations  and  will 
not  require  the  submission  of  certified 
financial  statements  with  the  applica- 
tion or  at  closing  FRA  reserves  the  right, 
however,  to  require  such  statements  of 
any  railroad  where  we  feel  they  are 
warranted. 

V   Miscellaneous. 

Contracting 

The  Railway  Labor  Executives*  Asso- 
ciation commented  that  work  funded 
under  Title  V  of  the  Act  should  be  per- 
formed by  railroad  employees  FRA  does 
not  have  statutory  authority  to  control 
the  contracting  practices  of  applicants 
to  that  extent:  however,  current  railroad 
employees  are  protected  against  any  ad- 
verse Impacts  by  section  516  of  the  Act. 
In  addition.  FRA  has  revised  ?  258  7 'a) 
(91  of  the  regulations  to  require  all  ap- 
plicants for  preference  share  financing 
to  give  notice  of  the  project  to  their  em- 
ployees, whether  or  not  the  apphcant 
anticipates  any  adverse  impact  on  its 
employees  by  reason  of  the  project. 

Miscellaneous  Changes  to  the 
Regulations 

In  addition  to  the  changes  discussed 
above,  ihe  following  changes  have  been 
made: 

1.  The  definition  of  "project"  in  §  258.3 
<  i  I  has  been  revised  in  order  to  parallel 
the  definition  of  "project"  contained  In 
the  procedures  for  computing  the  Inter- 
nal rate  of  return  on  projects,  Subpart 
Cof  49CFRPart260. 

2.  The  Information  requirements  con- 
tained In  5  258  7ia)  <4) ,  concerning  proj- 
ect description,  have  been  simplified. 
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3.  Paragraphs  (5)  and  (7)  of  §  258.7(a) 
have  been  revised  to  more  correctly  re- 
flect the  Information  requirements  nec- 
essary- to  apply/ the  standards  set  forth  In 
i  258.23  and  S  258.27. 

4.  In  order  to  expedite  the  financial 
analysis  of  appUcations.  §258.9ie)  has 
been  revised  to  require  the  major  cate- 
gories of  raUway  operating  expenses  to 
be  foreca.sted.  as  weU  as  the  total  railway 
operating  expenses  required  previously. 

5.  A  new  para^rraph  ai  has  been 
added  to  the  exhibit  required  In  5  258.9'  1) 
In  order  to  correctly  reflect  the  require- 
ment of  section  505 1 b >  il  n B i  of  the  Act. 

6.  The  requirement  in  former  section 
I  258.9<Ji  of  a  draft  notice  of  filing  of 
the  application  has  been  deleted.  Notice 
of  each  application  wUl  still  be  published 
tn  the  Federal  Register,  but  wUJ  be  pre- 
pared by  PRA  staff  from  information 
contained  In  the  application. 

7.  The  definition  of  "consolidation"  In 
I  258.191  a)  has  been  clarified  to  exclude 
consoUdatlons  by  a  single  railroad  of 
double  track  Into  single  track  where  the 
lines  do  not  constitute  separate  physical 
and  operating  systems. 

8.  In  J  258.27(b>  (1).  the  word  "entail" 
has  been  substituted  for  the  ph^-ase  "and 
as  a  result  of"  wherever  It  appears  In  or- 
der to  eliminate  the  Implication  of  the 
former  language  that  the  consoUdatlon 
of  facilities  or  coordination  of  traffic  has 
to  cause  a  change  hi  the  traffic  density 
level. 

RECrLATORY  REVTEW 

The  impact  of  section  505  assistance 
Including  the  Inflationary  Impact  of  the 
regiilatlon-s.  was  fully  considered  prior 
to  pubUcatlon  of  the  Initial  regulations 
an  October  8.  1976  The  standards  Is- 
sued herein  will  not  affect  overall  costs 
or  benefltvS  of  the  program  as  It  was  set 
forth  In  the  initial  regulations.  Accord- 
ingly, an  evaluation  of  the  expected  Im- 
pact of  the  regulations  pursuant  to  the 
Department  of  Transportation  Policies 
to  Improve  Analysis  and  Review  of  Reg- 
ulations '41  FR  16200*  Is  not  required. 

In  consideration  of  the  foregoing.  49 
CFR  Part  258  Is  revised  as  set  forth 
below. 

Dated    June  1,  1977. 

Bruce  M.  Flohr. 
Deputy  Administrator. 

PART  258 — REGULATIONS  GOVERNING 
SECTION  505  OF  THE  RAILROAD  RE- 
VITALIZATION  AND  REGULATORY  RE- 
FORM ACT  OF  1976,  AS  AMENDED 

Subpart  A — Procedures  (or  Applications  for 
Preference  Share  Financing 

Bee. 

258  1  AppUcabUlty. 

2.5a  .1  Definition.'; 

258  5  Eligibility. 

268  7  Form  and  content  of  application. 

258  9  Required  exhibits. 

358  11  PreappUcatloa  and  application  pro- 
cedure. 

258  13  Information  requests 

258  15  Waivers  and  modifications. 

Subpart  B — Standards  for  Evaluations  and  De- 
terminations Under  Section  505(b)(2)  of  th« 
Act 


258  17 
258  19 


Purpose. 
Definitions. 


Sec. 

258.21     Evaluation  process. 

368.23     Cost  of  funds   available  from  other 

sources. 
258  25     Public     Interest     tn     «npplcmentlng 

total  railroad  funding. 
258^7     Public  benefits  and  coeta. 
358J29     Order  of  funding. 
Appendix — Environmental  Assessments. 

AuTHOErrT  Railroad  Revltallzatlon  and 
Regulatory  Reform  Act  of  1976.  Pub.  L.  94- 
210.  as  amended:  the  I3epartment  of  Tranfl- 
portatlon  Act.  49  U.S.C.  1651  et  seq..  Reg\Ua- 
tlons  of  the  Office  of  the  Secretary  of 
Transportation.  49  CFB,  1.49(u). 

Subpart  A — Procedures  for  Applications 
for  Preference  Share  Financing 

§258.1       .\ppli«  ability. 

This  part  prescribes  the  requirements 
and  procedures  governing  applications 
by  railroads  for  financial  assistance  pur- 
suant to  section  505  of  the  Railroad  Re- 
vltallzatlon and  Regulatory  Reform  Act 
of  1976,  as  amended.  These  requirements 
and  procedures  also  govern  applications 
for  assistance  for  the  purpose  set  forth 
In  section  517  of  that  Act,  Improvement 
of  Intercity  rail  passenger  service  on 
lines  owned  by  the  applicant  and  located 
outside  the  Northeast  Corridor,  being  the 
properties  acquired  by  the  National  Rail- 
road Passenger  Corporation  pursuant  to 
Title  VII  of  the  Act  and  described  tn 
section  701(a)  (4)  of  that  Act. 

§  27,8.^      D.  finitions. 

As  used  in  this  part — 

la'  "Act"  means  the  Flailroad  Revl- 
tallzatlon and  Regulatory  Reform  Act  of 
1976  (Pub  L.  94-210,  February  5,  1976), 
as  amended. 

(b»  "Administrator"  means  the  Fed- 
eral Railroad  Administrator,  or  his  dele- 
gate. 

(c)  "Applicant"  means  any  railroad 
that  submits  an  application  for  financial 
assLstance  pursuant  to  this  part. 

«d)  "Comml.sslon"  means  the  Inter- 
state Commerce  Commission. 

(e<  "Equipment"  means  any  type  of 
new  or  rebuilt  standard  gauge  locomo- 
tive, caboose,  or  general  service  railroad 
freight  car  the  use  of  which  Is  not  lim- 
ited to  any  specialized  purpose  by  par- 
ticular equipment,  design,  or  other 
features,  or  any  other  type  of  car 
designated  by  the  Administrator  upon  a 
written  finding  that  such  designation  Is 
consistent  with  the  purposes  of  the  Act. 
General  service  railroad  freight  car  In- 
cludes a  boxcar,  gondola,  open-top  or 
covered  hopper  car,  and  flatcar. 

(f )  "Facihties"  means— 

(1)  track,  roadbed,  and  related  struc- 
tures, Including  rail,  ties,  ballast,  other 
track  materials.  grading,  txinnels, 
bridges,  trestles,  culverts,  elevated  struc- 
tures, stations.  ofW*  buildings  used  for 
operating  purposes  only,  repair  shops, 
englnehouses,  and  public  improvements 
used  or  usable  'or  raU  service  operations; 

(2)  communication  and  power  trans- 
mission systems.  Including  electronic, 
microwave,  wireless,  communication,  and 
automatic  data  processing  systems,  elec- 
trical transmission  systems,  powerplants, 
power  transmission  systems,  powerplant 
machinery    and    equipment,   structures. 


and  facilities   for   the   transmission   of 
electricity  for  use  by  railroads : 

(3>  signals,  including  signals  and  in- 
terlockers : 

(4)  terminal  or  yard  facilities,  includ- 
ing traller-on-flat-car  and  contalner- 
on-flat-car  terminals,  express  or  railroad 
terminal  and  switching  facilities,  and 
services  to  express  companies  and  rail- 
roads and  their  shippers.  Including  fer- 
ries, tugs,  carfloats,  and  related  shore- 
side  facilities  designed  for  the  transpor- 
tation of  equipment  by  water;  or 

(5)  shop  or  repair  facilities  or  any 
other  property  used  or  capable  of  being 
used  in  rail  freight  transportation  serv- 
ices or  In  connection  with  such  services 
or  for  originating,  terminating,  improv- 
ing, and  expediting  the  movement  of 
equipment. 

(g)  "FTtA"  means  Federal  Railroad 
Administration. 

(h)  "Including"  means  including  but 
not  limited  to. 

(1)  "Project"  means  the  purpose  for 
which  the  applicant  seeks  financial  as- 
sistance under  this  part,  including  ac- 
quisition or  maintenance  of  facilities  or 
equipment,  rehabilitation  or  Improve- 
ment of  facilities  or  equipment,  and  new 
construction  of  facilities,  and  shall  In- 
clude as  separate  projects  each  part  or 
subpart  Into  which  the  total  project  for 
which  the  applicant  seeks  funding  may 
reasonably  be  divided  and  for  which  the 
cost  Is  considered  Independent  of  the  re- 
mainder of  the  total  project  cost.  The 
cost  of  a  part  or  subpart  Is  Independent 
of  the  remainder  of  the  total  project 
cost  Lf  the  cash  flow  Impact  upon  the  ap- 
plicant resulting  from  the  part  or  sub- 
part would  be  approximately  the  same  re- 
gardless of  whether  or  not  the  remainder 
of  the  total  project  were  undertaken. 

(j)  "Railroad"  means  a  common  car- 
rier by  railroad  or  express  as  defined  In 
section  1(3)  of  Part  I  of  the  Interstate 
Commerce  Act  '49  TJ S.C.  1(3) ),  and  in- 
cludes the  National  Railroad  Passenger 
Corporation  and  the  Alaska  Railroad. 

(k)  "Railroad  tn  reorganization" 
means  a  railroad  being  reorganized  imder 
section  77  of  the  Bankruptcy  Act  (11 
U.S.C.  205) 

(1)  "Redeemable  preference  shares" 
means  shares  acquired  by  the  Adminis- 
trator under  section  505  fd)  of  the  Act 
that  conform  to  the  requirements  set 
forth  In  section  506  of  the  Act. 

<m)  "Trustee"  means  the  trustee,  or 
trustees  if  more  than  one  trustee  has 
been  appointed,  of  a  railroad  In  reorga- 
nization. 

(n)  "Trustee  certificates"  means  cer- 
tificates Issued  under  section  77(c)(3) 
of  the  Bankruptcy  Act  (11  U.S.C.  205(c) 
(3)). 

§  238.3     Eligibihty. 

Any  railroad  may  apply  to  the  Admin- 
istrator under  section  505  for  such  finan- 
cial assistance  as  the  Administrator  may 
approve. 

§  2.38.7      Fonn    and    content    of    applica- 
tion. 

(a)  Each  application  shall  Include.  In 
the  order  Indicated  and  Identified  by  ap- 
plicable section  numbers  and  letters  cor- 
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responding  to  those  used  in  this  part,  the 
following  information: 

(1>  PuH  and  correct  name  and  princi- 
pal business  address  of  the  applicant; 

(2>  Date  of  apphcant's  incorporation, 
and  name  of  the  government.  State.  (X" 
territory  under  the  laws  of  which  It  was 
incorporated  or  organized.  If  applicant 
is  a  trustee,  then,  in  additlon.^  the  name 
and  address  of  the  reorganization  court 
under  the  direction  of  which  the  appli- 
cant is  acting,  and  the  docket  number  of 
the  proceeding; 

<3)  Name,  title,  and  address  of  the 
person  to  whom  correspondence  regard- 
ing the  application  should  be  addressed; 

(4)  Detailed  description  of  the  amount 
and  timing  of  financial  asslstence  that  la 
being  sought  and  Its  purpose  or  purposes, 
including — • 

(1»  A  description  of  the  physical  con- 
dition of  all  facilities  Included  to  or  cfl- 
rectly  affected  by  the  proposed  project; 

(II)  Identification  of  ea?h  part  or  sub- 
part into  which  the  project  may  rea- 
sonably be  divided,  including  the  assign- 
ment of  priorities  for  funding  of  each 
part  or  subpart ; 

(III)  Amount  of  financing  requested 
In  the  application  for  the  proposed  proj- 
ect, and  for  each  part  or  sub-part; 

(iv)  Proposed  dates  for  commencement 
and  completion  of  the  project,  and  far 
each  part  and  subpart,  as  well  as  the 
date  or  dates  on  which  applicant  desires 
to  have  the  funds  made  available,  and 
a  schedule  according  to  which  applicant 
desires  to  redeem  preference  shares  pur- 
chased pursuant  to  this  part  and  make 
dividend  pajmients  thereon,  which  sched- 
ule results  In  a  yield  as  prescribed  in 
§  258.25(b)  (11)  of  this  part; 

(v)  A  detailed  statement  setting  forth 
the  estimated  interna]  rate  of  return  on 
the  project,  computed  tn  accordance 
with  the  procedures  and  format  set  forth 
in  Subpart  C  of  Part  260  of  this  chapter 
which  Is  hereby  incorporated  herein  by 
reference.  Relevant  material  presented 
elsewhere  In  the  application  need  not  be 
repeated  in  this  statement,  but  must  be 
explicitly  referenced. 

(vD  Statement  of  whether  the  project 
Involves  another  railroad  or  other  par- 
ticipant, through  joint  execution,  coor- 
dination, or  otherwise;  if  so.  description 
of  the  relative  participation  of  applicant 
and  such  other  railroad  or  participant. 
Including  statement  of  financing  ar- 
rangements of  each  participant,  portion 
of  the  work  to  be  performed  by  each,  and 
contemplated  level  of  usage  of  the  equip- 
ment or  facility  by  each  participant  when 
the  work  is  completed,  along  with  a  state- 
ment by  a  responsible  officer  or  official 
of  the  other  railroad  or  participant  that 
the  iiiformatlon  provided  reflects  their 
agreement  on  these  matters; 

i5)  Full  and  complete  statement,  to- 
getlier  with  supporting  evidence,  of  the 
category  within  5  258.27  Into  which  each 
project,  and  part  and  subpart  of  a  proj- 
ect falls. 

(6)  Statement  as  to  how  the  project 
will  contribute  to  or  enhance  the  safe 
operation  of  the  railroad,  considering 
such  factors  as  the  cxjcupatlonal  safety 
and  health  'Df  employees  and  the  Im- 


provwnent  of  physical  or  other  conditions 
that  have  caused  or  may  cause  serious 
injury  or  loss  of  life  to  the  public  and 
to  users  of  the  railroad's  services; 

'  7  I  Full  and  complete  statement,  to- 
gether with  supporting  evidence,  of 
whether,  under  the  standards  set  forth 
in  5  258.231  b»,  fimds  are  available  from 
alternative  sources  at  a  cost  which  is 
reasonable  under  principles  of  prudent 
railroad  financial  management.  The 
statement  must  Indicate,  together  with 
supporting  evidence,  for  each  source  of 
funds  li.'=ted  in  §258.23(b>.  either  that 
the  condition  which  gives  rise  to  the  pre- 
sumption does  not  exist  or  that  other 
circumstances  and  facts  described  In  that 
section  as  necessary  to  rebut  the  pre- 
sumption do  exist. 

<8»  Detailed  assessment  of  Impact  of 
the  project  on  the  environment  In  the 
general  format  and  Including  the  Infor- 
mation set  forth  tn  the  appendix  to  this 
part. 

(9>  Statement  that  notice  of  the  ap- 
plication, including  a  brief  description 
of  the  project  has  been  posted  cai  bul- 
letin boards  convenient  to  Interested  em- 
ployees of  the  railroad  and  by  sending 
registered  mail  notice  to  the  dtily  au- 
thorized representatives  of  such  employ- 
ees. This  requirement  is  not  in  lieu  at 
any  other  requirements  imposed  by  rea- 
son of  section  516  of  the  Act. 

(10)  A  narrative  statement  detailing 
management's  program  to  maintain  ap- 
plicant's abiUty  to  provide  essential  ran 
freight  services  as  a  viable  railroad  "nie 
statement  shall  Include  as  a  minimum 
a  discussion  of  each  of  the  elements 
listed  as  (D  through  ivU)  In  this  para- 
graph including  how  each  relates  to  the 
four  year  financial  forecasts  provided  In 
Exhibits  E  and  G  of  the  application,  and 
a  full  explanation  of  the  methodology 
and  reasoning  used  in  making  the  anal- 
yses together  with  supporting  documen- 
tation as  appropriate. 

(1)  Applicant's  current  and  prospective 
traffic  base.  Including  by  commodity  and 
geographic  region  major  markets  served. 
major  Interchange  points,  and  market 
development  plans. 

(ill  Applicant's  current  operating  pat- 
terns, and  plans  if  any,  to  enhance  Its 
ability  to  serve  the  prospective  traffic 
base  identified  In  '1)  above. 

I  ill)  System -tvide  plans  to  maintain 
(A)  equipment  and  (B)  right-of-way  by 
major  segments  at  levels  adequate  to 
serve  markets  and  maintain  operating 
patterns  discu.ssed  tn  M)  and  '11)  above. 

'  Iv)  Specific  plans  for  rationalization 
of  marginal  or  uneconomic  services  In- 
cluding consolidation  or  coordination 
with  other  carriers  In  jointly  served  msir- 
kets,  withdrawal  from  markets  served 
by  two  railroads  other  than  the  appli- 
cant and  tn  which  the  applicant's  serv- 
ices produce  marginal  or  no  earnings. 
and  the  abandonment  of  uneconomic 
facilities. 

(V)  Facihties  and  service  not  dis- 
cussed in  dv)  above  that  are  physically 
or  operationalli-  susceptible  to  consolida- 
tion c«"  coordination  with  other  carriers 
or  internally,  and  summary  of  plans  or 


discussions  with  other  carriers  regarding 
same. 

•  vli  Relationship  of  current  requests 
for  Federal  financial  assistance  to  the 
program  discussed  In  this  section,  Includ- 
ing a  specific  explanation  of  the  impact 
of  the  assistance  as  stated  in  the  finan- 
cial forecasts  of  appMcant  in  Exhibits  E 
and  G. 

(viit  Any  plans  to  seek  further  finan- 
cial assistance  from  the  FRA  or  assist- 
ance from  any  other  pubUc  source. 

This  statement  must  be  submitted  for 
all  applications  pending  on  or  filed  sub- 
sequent to  August  1,   1977. 

(11)  Any  information  that  the  appli- 
cant deems  appropriate  to  convey  a  full 
and  complete  understanding  of  the  proj- 
ect and  its  impact  or  to  assist  the  Ad- 
ministrator In  making  the  statutorily 
prescribed  determinations;  and 

(12)  Any  other  information  which  the 
Administrator  may  deem  necessarj'  con- 
cerning an  application  filed  under  this 
part 

(b)  'When  appUcant  Is  a  trustee  and 
the  form  ot  proposed  assistance  Is  pur- 
chased by  the  AdminL«;trator  of  trustee 
certificates,  the  application  shall  provide 
all  of  the  informatlcm  required  in  para- 
graph <a)  of  this  section,  and  In  addi- 
tion shall  provide: 

(1)  Statement  on  behalf  of  the  trustee, 
together  with  supporting  evidence,  that 
such  certificates  cannot  otheru  use  be  sold 
at  a  reasonable  rate  of  interest; 

(2)  F\ill  and  complete  statement,  to- 
gether with  supporting  evidence,  demon- 
strating that  the  project  can  reasonably 
be  expected  to  be  maintained  as  a  part 
ot  a  financially  seif-su.--tainuig  railroad 
system;  and 

(3)  Full  and  cx>mplete  statement  to- 
gether with  supporting  evidence,  that  the 
probable  value  of  the  assets  of  the  rail" 
road  In  the  event  of  liquidation  provides 
reasonable  protection  to  tlie  United 
States. 

§  2.38.9      Kcfiuired  rxhibitft. 

There  shall  be  filed  with  and  made  a 
part  of  each  application  and  copy  there- 
of the  following  exhibits,  except  that  ex- 
hibits filed  with  the  .Administrator  pur- 
suant to  some  other  statutory  provision 
or  regulatiCHi  which  are  in  the  .same  for- 
mat as  the  following  exhibits  may  be 
incorporated  in  and  made  part  of  the  ap- 
plication filed  under  this  Part  by  refer- 
ence. While  an  application  is  pending. 
when  actual  data  becomes  available  m 
place  of  the  estimated  or  forecasted 
data  required  ;n  exhibits  under  this  Part, 
such  actual  data  must  be  reported 
promptly  to  the  Administrator  in  the 
form  required  in  the  appropriate  exhibit. 

(a>  Exhibit  A.  Map  of  applicants 
existing  railroad  with  location  of  project 
indicated,  if  appropriate. 

lb)  ExhibU  B.  Statement  showing  to 
the  latest  available  date  but  m  any  event 
to  a  dale  no  less  recent  than  the  end  of 
the  third  month  preceding  the  date  of 
fllmg  of  tlie  application : 

(1)  Ma.ximimi  niunber  of  locomotive 
units  out  of  service  durmg  each  quarter 
due  to  bu.^uiess  conditions,  maximum 
number  of  such  units  out  of  service  dur- 
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Ing  each  quarter  due  to  mechaniral  de- 
fects; and  ratio  of  each  to  total  owner- 
ship quarterly  for  each  of  the  last  three 
calendar  years  but  not  earlier  than  the 
quarter  ending  June.  1974.  and  tiie  cur- 
rent calender  year;  and 

(2i  Ma.ximiun  number  of  general  serv- 
ice freight  cars  out  of  service  durmg 
each  quarter  due  to  business  conditions; 
maximum  number  of  such  cars  out  of 
service  during  each  quarter  due  to  me- 
chanical defects,  and  ratio  of  each  to 
total  number  of  general  service  freight 
cars  owned  by  applicant  quarterly  for 
each  of  the  last  three  calendar  year.s  but 
not  earlier  than  the  quarter  ending  June. 
1974,  and  the  current  calender  year. 

(c)  Exhibit  C.  A  copy  of  applicant's 
most  recent  yearend  general  balance 
sheet,  If  available,  certified  by  appliciinfs 
mdependent  public  accountants,  and  a 
copy  of  applicants  most  rec'ent  unau- 
dited general  balance  sheet  as  of  a  dat« 
no  Icfs  recent  tlian  the  end  of  the  third 
month  preceding  the  date  of  filing  of  Uie 
application  The  unaudited  balance 
sheet  shall  be  presented  In  account  form 
and  detail  as  required  In  .schedule  200  of 
tiie  Commis.-^ion's  annual  report  R-1  or 
R-2.  as  appropriate,  together  with  the 
following  s<'hedu!cs  i  where  changes  In 
accounts  from  the  end  of  the  prior  year 
to  dat€  of  the  application  have  not  been 
significant,  copies  of  the  appropriate 
schedules  In  the  prior  year's  FU-1  or  R^2 
with  marglniU  notations  listing  the 
changes  may  be  .-ubmittedi  • 

(11  Particulars  of  account  704,  Loans 
and  Notes  Receivable,  in  form  and  detail 
as  required  In  schedule  201  of  annual  re- 
port R-1  for  the  Class  I  railroads,  and  In 
similar  form  for  the  Class  U  raUroads 
except  that  for  Class  n  railroads  loans 
and  notes  receivable  that  are  each  less 
than  $25,000  may  be  combined  Into  a 
single  amoimt; 

(2>  Particulars  of  investments  in  affil- 
iated companies  and  other  Investments 
In  form  and  detail  required  In  schedules 
205  and  206  of  annual  report  R^l.  or 
.schedules  1001  and  1002  ai  annual  report 
R-2.  as  appropriate: 

■  31  Particulars  of  balances  in  ac- 
counts 741  Other  Assets,  and  743,  Other 
Deferred  Charges,  In  form  and  detail  re- 
quired In  schedule  216  of  annual  report 
R-1  or  schedule  1703  of  annual  report 
R-2.  as  appropriate; 

1 4)  Particulars  of  loans  and  notes  pay- 
able In  form  and  detail  required  In 
schedule  223  of  annual  retx)rt  R-1,  or 
schedule  1701  of  annual  report  R-2.  as 
appropriate,  as  well  as  Information  as 
to  bank  loans,  Including  the  name  of  the 
bank,  date  and  amount  of  the  original 
loan,  current  balance,  maturities,  rat-e  of 
interest,  and  sei'urity.  If  any; 

(5i  P<iJ-tlrulars  of  long-term  debt  In 
foi-m  and  deUil  required  In  schedules  218 
and  219  of  annual  report  R-1  or  sched- 
ules 670.  695,  901.  902  and  1702  of  annual 
report  R-2,  as  appropriate,  together  with 
a  brief  .statement  concerning  each  mort- 
gage, pledge,  and  other  lien.  Indicating 
the  property  or  securities  encumbered, 
the  mortgage  limit  per  mile.  If  any,  and 
particulars  as  to  priority; 


16)  Particulars  of  balance  in  account 
784,  Other  Deferred  Credits,  In  form  and 
detail  required  in  schedule  225  of  annual 
report  R-1  or  schedule  1704  of  annual 
report  R-2.  as  appropriate;  and 

(7)  Particulars  as  to  capital  stock  in 
form  and  detail  as  required  in  schedules 
228,  229,  and  230  of  annual  report  R-1  or 
schedule  690  in  R-2,  is  appropriate. 

(d>  Exhibit  D.  Applicant's  most  recent 
annual  Income  statement,  if  available, 
certified  by  applicant's  independent  pub- 
lic accoimtaiits.  and  a  spread  sheet  show- 
ing unaudited  monthly  and  year-to-date 
income  statement  data  for  the  calendar 
year  in  which  the  application  is  filed  in 
account  form  similar  to  that  required  in 
column  ( a »  of  schedule  300  of  annual  re- 
port R-1  or  R-2.  as  appropriate.  For 
those  months  preceding  and  ending  upon 
the  date  of  the  unaudited  balance  sheet 
presented  in  Exhibit  C.  the  income  state- 
ment data  shall  be  reported  on  an  ac- 
tual basLs  and  so  noted.  For  those  months 
between  tlie  dates  of  the  unaudited  bal- 
ance sheet  and  the  filing  of  the  applica- 
tion, the  income  statement  data  shall  be 
reported  on  an  estimated  basis  and  so 
noted  and  shall  be  submitted  In  conjunc- 
tion with  corresponding  estimated 
month-end  balance  sheets.  For  those 
montlis  between  the  date  of  the  applica- 
tion and  the  end  of  the  year,  the  Income 
statement  data  shall  be  presented  on  a 
forecasted  basis  and  so  noted  and  shall  be 
submitted  in  conjunction  with  a  fore- 
casted balance  slieet  as  at  the  year  end. 

(e)  Exhibit  E.  Spread  sheets  showing 
for  each  of  the  four  years  subsequent  to 
the  year  in  which  the  application  is  filed, 
both  before  and  after  giving  effect  to  the 
proceed  of  the  assistance  requested  in  the 
application : 

( 1 )  Forecasted  annual  income  state- 
ment data  in  account  form  and  detail 
similar  to  that  required  in  column  (a) 
of  schedule  300  of  annual  report  R-1  or 
R-2  as  appropriate,  including  the  sub- 
accounts comprising  line  2  (railway  op- 
erating expenses) .  as  specified  by  lines 
64.  92  105,  159.  168  and  180  of  schedule 
320;  and 

( 2  >  Forecasted  year-end  balance  sheets 
in  account  form  and  detail  similar  to  tiiat 
required  In  schedule  200  of  annual  re- 
port R-1  and  R-2.  as  appropriate.  These 
spread  sheets  shall  be  accompanied  by  a 
statement  setting  forth  the  bases  for 
such  forecasts. 

(f)  Exhibit  F.  A  spread  sheet  showing 
changes  In  financial  position  for  the  year 
in  which  the  application  is  filed  In  ac- 
count form  and  detail  as  required  In 
schedule  309  of  annual  report  R-1  or  Rr-2 
as  appropriate,  as  follows 

( 1 )  For  that  period  endmg  on  the  date 
of  the  unaudited  balance  sheet  in  Ex- 
hibit C.  based  upon  actual  data;  and 

(2i  For  that  period  from  the  balance 
sheet  date  to  the  end  of  the  year,  based 
upon  estimated  and  forecasted  data. 

(g)  Exhibit  G.  A  spread  sheet  showing 
forecasted  changes  in  financial  position 
for  each  of  the  four  calendar  years,  sub- 
sequent to  the  year  In  which  the  applica- 
tion is  filed,  both  before  and  after  giving 
effect  to  any  fvmds  requested  in  the  ap- 
plication   and    including    a    statement 


showing  the  bases  for  such  estimates,  in 
account  form  and  detail  as  required  in 
schedule  309  of  the  annual  report  R-1 
for  Class  I  railroads  and  in  similar  form 
and  detail  for  Class  II  railroads. 

(h)  Exhibit  H.  With  respect  to  equip- 
ment proposed  to  be  rehabilitated,  im- 
proved, maintained,  or  acquired  in  the 
application,  a  statement  indicating  num- 
ber of  units  and  in-service  or  out -of - 
service  status  and.  as  appropriate: 

<1)  For  locomotives,  service  type.  age. 
size,  horsepower,  name  of  builder,  de- 
scription of  work,  and  unit  cost  of  pro- 
posed work;  and 

(2)  For  freight  cars  or  intermodal 
equipment,  information  as  to  service  type 
(box,  gondola,  fiat,  etc.),  age.  capacity, 
description  of  work,  and  unit  costs  of 
proposed  work.  Such  statement  shall 
show  the  total  cost  of  the  project,  types 
and  quantities  of  work  items,  unit  cost 
of  each  item,  and  distribution  of  such 
cost  by  primary  accounts  of  the  Commis- 
sion's Uniform  System  of  Accounts  sep- 
arated where  applicable  between  mate- 
rial, labor,  and  other;  the  ownership  of 
all  equipment  which  Is  the  subject  of  the 
project;  and  the  dates  on  which  work  is 
to  be  commenced  or  completed.  Direct 
labor,  supervision,  material  costs,  con- 
tingencies, and  any  applicable  overhead 
expenses  that  are  included  in  the  total 
cost  of  the  project  should  be  shown  sep- 
arately and  Identified. 

(i)  Exhibit  I.  With  respect  to  the 
maintenance,  rehabilitation,  improve- 
ment, acquisition,  or  construction  of  fa- 
cilities proposed  in  the  application,  a 
statement  showing,  as  appropriate; 

(1*  The  classification  of  each  line,  or 
part  of  a  line,  on  which  maintenance,  re- 
habilitation, Improvement,  acquisition. 
or  construction  is  proposed,  as  deter- 
mined in  accordance  with  the  final 
standards  and  designations  under  sec- 
tion 503(e)  of  the  Act. 

(2)  Track  Class,  as  defined  by  the  FRA 
Track  Safety  Standards  In  Part  213  of 
this  chapter,  and  maximum  allowable 
speed  under  which  each  line,  or  sub-part 
of  a  line,  referred  to  above,  has  been  and 
is  being  operated  and  the  reasons  there- 
for; the  highest  track  class  and  maxi- 
mum allowable  speed  at  which  each  such 
line,  or  subpart  of  a  line,  will  be  desig- 
nated when  the  proposed  project  is  com- 
pleted; and  the  track  class,  maximum 
allowable  speed,  and  signal  requirements 
necessary  in  the  judgment  of  the  rail- 
road to  provide  safe,  reliable  and  com- 
petitive rail  services  over  each  line,  or 
subpart  of  the  line,  included  in  or  direct- 
ly affected  by  the  project,  together  with 
applicant's  recommendations  as  to; 

<i)  The  most  economical  method  of  re- 
habilitating or  improving  the  physical 
condition  of  each  line,  or  subpart  of  each 
line,  referred  to  above,  to  achieve  and 
maintain  such  line  to  the  track  class  and 
maximum  sillowable  speed  deemed  neces- 
sary by  the  applicant; 

( 11 1  The  cost  of  rehabilitating  or  im- 
proving each  line,  or  subpart  of  each  line, 
specified  above,  to  meet  the  minimum 
safety  requlrementa  as  defined  by  the 
FRA  to  Part  213  of  this  chapter  for  the 
track    class    and    maximum    allowable 
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speed  deemed  necessary  by  the  applicant 

and  the  cost  of  installing,  rehabilitating, 
improving,  maintaining,  and  repairing, 
as  necessary,  block  signal  systems,  inter- 
lockings,  automatic  train  stop,  train  con- 
trol, cab  signal  devices  or  other  similar 
appliances,  methods,  and  systems  in  ac- 
cordance with  the  FRA  requirements  to 
Parts  233,  234  and  236  of  this  chapter; 
and 

(iiii  An  economic  analysis  of  the  cost 
of  installing,  rehabilitating,  and  improv- 
ing facilities  described  in  subparagraph 
(ii)  above. 

(3'  The  identification  number  of  each 
grade  crossing  c«i  each  line,  or  sub-part 
of  a  line,  included  in  the  project,  as  pro- 
\ided  in  the  United  States  Department 
of  Tran.sportation,  Association  of  Ameri- 
can Railroads  Crossing  Inventory,  and 
the  safety  standards,  signal  and  other 
requirements  necessary  in  the  judgment 
of  the  railroad  to  prevent  loss  of  life  and 
serious  accident  or  mjury  at  such  grade 
crossings, 

(4i  Types  and  quantities  of  work 
items,  unit  cost  of  each  item,  cost  of 
project  ill  total  and  by  parts  or  sub-parts 
Into  which  the  project  may  be  reason- 
ably divided,  and  distribution  of'  such 
costs  by  primary  accounts  of  the  Com- 
mission's Uniform  System  of  Accounts, 
separatefl  where  applicable  between  ma- 
terial, labor  and  other.  Direct  labor,  su- 
pervision, material  costs,  contingencies, 
and  any  applicable  overhead  expenses 
that  are  included  in  the  costs  of  the  proj- 
ect should  be  shown  separately  and 
identified. 


(b>  The  following  procedure  shall  gov- 
ern the  execution  and  filing  of  the  ap- 
plication: 

'  1 »  The  original  application  shall  bear 
the  date  of  execution  and  be  signed  with 
ink  by  or  on  b^alf  of  the  apphcant  and 
shall  bear  the  corporate  seal  in  the  case 
of  an  applicant  which  is  a  corporation. 
Execution  shall  be  by  all  partners  if  a 
partnership,  unless  satisfactory  e\'idence 
is  furnished  of  the  authority  of  a  partner 
to  bind  the  partnership,  or  if  a  corpora- 
tion, an  association  or  other  similar  form 
of  organization,  by  its  president  or  other 
executive  officer  having  knowledge  of  the 
matt.ers  therein  set  forth.  Persons  sign- 
ing the  application  on  behalf  of  the  ap- 
plicant shall  also  sign  a  certificate  in 
form  as  follows: 

certifies 

(Name  of  official) 

that  he  is  the 

(Title  of  offichil ) 

of  the --; 

(Name  of  railroad) 
that  he  is  ajithorlzed  on  the  part  of  said  ap- 
plicant to  sign  and  file  with  the  Administra- 
tor this  application  and  exhibits  atta*:hed 
thereto;  that  the  consent  of  all  parties  whose 
consent  is  required,  by  law  or  try  binding 
commitment  of  the  applicant.  In  order  to 
make  this  .application  has  lieen  given:  that 
he  has  carefiUly  examined  all  of  the  state- 
ments contained  In  such  application  and  the 
exhibits  attached   thereto  and  made  a  part 

thereof  relating  to  the 

(Name  of  railroad ) 
;  that  he  has  knowledge  of  the  mat- 
ters set  forth  thereto  and  that  all  such  state- 
ments made  and  matters  set  fortJi  therein 
are  true  and  correct  to  the  best  of  his  knowl- 
edge. Information,  and  belief. 


IHlpatlon  In  the  courts  contingent  rentAl 
afireenients.  or  otber  contingent  transactlotu 
which  might  materially  affect  the  financial 
position  oi  the  raUroad  aiH>iicaut. 

I  Name  of  official) 


I  Date) 

(3)  The  origiiial  application  and  sup- 
porting papers.  an(i  ten  ilO)  copies 
thereof,  shall  be  filed  with  the  Associate 
Administrator  for  Federal  Assistance  of 
the  Federal  Railroad  Administration.  400 
7Lh  Street.  S.'W..  Washingrton.  D.C.  Each 
copy  shall  bear  the  dates  and  signatures 
that  appear  in  the  original  and  shall  be 
complete  in  itself,  but  the  signatures  in 
the  copies  may  be  stamped  or  tj-ped. 

§258.13      Iiifornialion  requests. 

If  an  applicant  desires  that  any  in- 
formation submitted  in  an  application 
or  supplement  thereto  not  be  released 
by  the  Adnunistrator  upon  request  from 
a  member  of  the  public,  the  applicant 
must  so  state  and  must  set  forth  any 
reasons  why  such  information  should 
not  be  released,  including  particulars  as 
to  any  competitive  harm  which  would 
probably  result  from  release  of  such  In- 
formation. The  Administrator  will  keep 
such  information  confidential  as  per- 
mitted by  law. 

§  233.1  J      VTaiver  ami  modiriralioo. 

The  Administrator.  uix>n  good  cause 
shown,  may  waive  or  modify  any  require- 
ment of  this  part  not  required  by  law. 
or  make  any  additional  requirements  he 
deems  necessary. 


Note. — The  account  forms  referred  to  In                          Subpart  B — Standards  for  Evaluations  and 

the  exhibits  are  those  of  the  Commission's  (Nameof  offlcl»l)  Determinations    Under    Section    505(b) 

Uniform    System    of   Accoimtfl    for    Railroad  (2)  of  the  Act 

Companies  In  use  on  Augnst  31.   1976    How-  "ftatVi 

ever,  the  information  required  in  any  of  the  (LWte)  §2.>8.17      FurpoM-. 

exhibits  shall  give  effect  to  any  moaiflcauon  ,2^   There  shall  be  made  a  part  of  the  This  subpart  prescribes  standards  In 

of  the  CommLssion'^i  Uniform  System  of  Ac-  original  application   the  foUowlng  cer-  accordance  with  which  the  Adrainlstra- 

the"^t/of  ^nX  a^pTS^n. '"  ^'"^  ^'^  fjf  ^^  f.^  ^^  Chief  Financial  Officer  of  tor  wiU  make  the  evaluations  and  deter- 

the  apphcant:  minatlons  required  under  section  505  b) 

§2.'>8.11       Preappliration  and  application          certtfles  (2)   of  the  Act. 

proredure.  (Nameof  officer)  c  o-q  lo      ta   r    ••• 

lai   When   a   railroad   has   developed     that  he  is 

plans  for  a  prDJcct  for  which  It  may  wish  ,                              ("""«  of  officer)  As  used  m  this  subparts 

to  seek  asststance  imder  this  Part,  a  re-  ''^  "- Vv*„V„r"r;.ifr«^"««oM<:*n;;"''  '*'    "Corisolidation     means  the  com- 

<:non<;ihlP  official  of  thp  railroad  mav  re-  ( Name  of  raUroed  applicant )  blnation  of   f^eparatc  rail   facilities   mio 

sponsible  omciai  oi  tne  rauroaa  may  re  j^  superrision  orer  the  books  of  account  f-^„-  f.,„iiit.«  -nrf  th^  nhanHrvnmpnt  of 

quest  a  meeting  with  the  As.soclate  Ad-  ^^  otto«  financial  records  of  the  rallro^l  ap-  f^'^"              f.^^L    L^^ttll?    .1^ 

mini.<^trator  for  Federal  AssLst^ince  of  the  pucant  and  ha«  control  over  the  majiner  in  ^-^^f /^^^*f,  f^cU  ties    except  that     con- 

FRA  to  discuss  those  plans.  Upon  receipt  which  they  are  kept;  that  such  accounts  are  soudation     Shall  not  include  l^e  com- 

of  such  request   the  Associate  Adminls-  maintained  in  good  faith  m  accordance  with  binatlon  by  a  single  railroad  cf  double 

trator  will  promptly  schedule  a  meeting  ^b«  effective  accounting  and  other  orders  of  track  into  single  track  where  the  lines 

at  which  the  railroad  will  present  to  rep-  the  interstate  commerce  c^mmi-«ion;  that  do  not  constitute  separate  physical  and 

rpspnt.atives  of  the  FRA  the  nroiect  and  ^''^  accounts  are  adequate  to  assure  that  operating  systems. 

Ht!c,^S  wUh    thP^  InVri^a^iTn    wh^^^^  P.-^eeds  fix>m  tiie  financing  beinp  requested  ,b'   '■Coordination"  means  the  combl- 

discuss    with    them    Information    which  ^j  ^  .^gd  solely  and  speciHoaJly  for  the  -,„,i„^     „,     ^^n     frptaht     traffic     flows 

must  be  submitted  in  the  application  and  purposes  authorized;  that  he  has  examined  I",^^'?,"     °l/^,   r^BL   f^Ui«   J 

the  tvpe  of  terms  and  conditions  and  fl-  ^e    financial    statement*    and    supporting  ^^^ough   the   u.se  of  joint  facihtiesar- 

nancing  documents  that  will  be  utilized  schedules  included  in  this  application  and  rangemenus  or  mternally  that  result  in 

in  connection  with  financial  assistance  to  the  best  of  his  knowledge  and  belief  tho«,  a  partial  or  complete  discontmuance  of 

pronded  under  section  505.  Applicants  st«t*ment5  acc-arateiy  reflect  the  account*  as  service  on  the  less  essenUal  facility. 

„  ^^t  ^»^„i,-o^  fr.  r>r-<.»^T-<.o  Hroff  or^nH  Stated  In  the  books  of  account:   and  th«t.  (c)   -Corndor  of  consolidation  poten- 

are  not  required  to  pr^re  a  draf  tappll-  ^^  ^^  ^^^  ^^^  ^  ,^^  ^^  ^  ^.  ^^^^^^  ^^  «>nsohdatlon 

cation  or  other  special  Information  for  ^^,^  attached  to  such  statemenx..  thoae  potential    as    identified    in    the    Pinal 

the  preapplication  conference:  however,  anandai  statements  and  supporUng  sched-  standards    Classification   and   Designa- 

appUcants  should  be  prepared  to  discuss  ule«  reprint  a   true  and  complete  state-  ^^^  ^^  ^r^  ^j  ^^^^  j  RaihT»da  to  th« 

information  which  management  has  used  ^^ItJi^'LT^^l^^l^  no'uu^^^  United  States,  published  by  the  United 

to   making   Its   toltlal  decision   to  se^  asaetB.  lUbtHties.  commHraentB  to  purchase  States    Department    erf    Transportation 

assistance.  property  or  seeorltleB.  other  commltmento,  pursuant  to  section  503(0   of  the  Act. 
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(di  •■Mainline"  means  a  line  that  has 
an  overall  annual  traffic  density  of  at 
least  five  million  gross  ton-miles  per 
mile 

(e»  "Ratio"  means  the  applicant's  fis- 
cal 1975  rate  of  return  on  total  capital, 
represented  by  the  ratio  which  such  ap- 
plicant's net  Income.  Including  Interest 
on  long-term  debt,  bore  to  tlie  sum  of 
average  shareholders'  equity,  long-term 
debt,  and  accumulate  deferred  income 
tax  credius  in  fi.scal  year  1975, 

<f)  "Return"  means  the  anticipated 
after-tax.  Internal  rate  of  return  on  a 
proposed  project,  computed  In  accord- 
ance with  the  methodology  set  forth  In 
Subpart  C  of  Part  260  of  Title  49  of  the 
Code  of  Federal  Regulations  (42  FR  4652. 
January  25.  1977  ■ 

'g)  "Spread"  meaii5  the  difference  "oe- 
tween  the  Return  and  the  cost  of  a  proj- 
ect, as  applicable  In  each  paragraph  of 
5  258.23ib),  computed  by  subtracting 
that  cost  from  the  Return 

§  2!>d.21      Evaluation  process. 

(a>   Section  505'b)'2i   of  the  Act  re- 
quires the  Administrator  to  consider  the 
following  three  factors  In  determining  If 
•  financial   assLstance   applied   for   under 
this  part  Is  In  the  public  Interest: 

1 1 )  The  availability  of  funds  from 
other  sources  at  a  cost  which  Is  reason- 
able under  principles  of  prudent  railroad 
financial  management  In  light  of  the 
railroad's  projected  rate  of  return  for 
the  project  to  be  financed  and  the  ap- 
plicant's Ratio. 

1 2 1  The  interest  of  the  public  In  sup- 
plementing such  other  funds  as  may  be 
available  for  railroad  financing,  and 

i3)  The  public  benefits  to  be  realized 
from  the  project  to  be  financed  In  rela- 
tion to  the  public  costs  of  such  financing 
and  whether  the  proposed  project  will 
return  public  benefits  sufficient  to  justify 
such  public  costs. 

<b*  In  accordeince  with  section  505(a) 
of  the  Act,  this  subpart  sets  forth  stand- 
ards for  each  of  the  three  factors  listed 
above,  by  which  the  Administrator  will 
make  his  determination  of  whether  the 
requested  financial  assistance  is  in  the 
public  interest.  Except  where  otherwise 
stated  in  this  subpart,  all  of  the  stand- 
ards must  be  satisfied  in  order  for  the 
applicant  to  qualify  for  the  requested 
finaiKlal  assistance.  The  Administrator 
retains  discretion  to  determine  the  ap- 
propriate level  of  funding  for  all  projects 
that  qualify  for  assistance 

g  2.>8.2.'i      ( «>.«t   <»f   fuiuN  aMiihihU-   from 
jhImt  ^our«■«•s. 

lai  General  Section  258  7(a>i7)  re- 
quires each  applicant  to  submit  a  state- 
ment on  the  availability  of  funds  from 
alternative  sources  and  efforts  which 
have  been  made  to  secure  such  funds. 
Alternative  sources  of  funds  that  appli- 
cants should  explore  include  money  bor- 
rowed wlf-out  a  Federal  guarantee  < in- 
cluding public  or  private  placements  of 
funded  or  unfunded  debt,  bank  loans, 
loans  from  shippers  and  suppliers,  and 
loans  from  affiliated  companies  i ,  the 
u.se  of  internal  funds,  and  the  issuance 
of  new  common  or  preferred  equity.  TTie 
standards  contained   Ln   paragraph    <b) 


of  this  section  set  forth  conditions  that 
will  give  rise  to  a  presumption  by  the 
Administrator  that  funds  are  available 
from  each  of  these  sources  at  a  cost 
which  is  reasonable  under  principles  of 
prudent  railroad  financial  management. 
In  order  to  qualify  for  financing  under 
section  505.  applicants  must  show  In 
their  .statement  under  §  258.7(ai  <7>,  for 
each  source  of  funds  listed  in  paragraph 
lb)  below  of  this  section,  either  that  the 
condition  which  gives  rise  to  the  pre- 
sumption does  not  exist  or  that  other 
circumstances  and  facts  described  below 
as  necessary^  to  rebut  the  presumption 
do  exist.  Because  the  availability  of  a 
Federal  guarantee  of  obligations  under 
section  511  of  the  Act  is  uniquely  within 
the  jurisdiction  of  the  FRA.  the  Admin- 
istrator will  analyze  each  application 
under  section  505  of  the  Act  to  determine 
whetlier  all  or  any  part  of  the  applica- 
tion would  qualify  for  loan  guarantees 
under  section  511  and  whether  the  cost 
of  such  guaranteed  obligations  is  reason- 
able under  principles  of  prudent  rail- 
road financial  management. 

(bi  Standards. —  '1>  Borrowed  money 
will  be  presumed  to  be  available  at  a  rea- 
sonable cost  to  the  applicant  if  the  ap- 
plicant has  a  Moody's  bond  rating  for 
any  outstanding  long-term  debt  (other 
than  equipment  obligations)  of  Baa  or 
higher,  or.  In  the  case  of  an  applicant 
that  does  not  have  indebtedness  that  is 
rated  by  Moody's,  the  ratio  of  the  appli- 
cant's consolidated  net  operating  Income 
before  taxes  to  the  sum  of  its  consoli- 
dated fixed  and  contingent  charges  for 
the  three  calendar  years  preceding  the 
date  of  submission  of  the  application 
equals  or  exceeds  the  average  of  such 
ratios  for  all  Class  I  railroads  with  debt 
securities  rated  Baa  as  at  the  last  day 
of  the  most  recent  calendar  year  for 
wliich  all  such  railroads  shall  have  re- 
ported their  results  to  the  Commission. 
The  applicant  may  rebut  the  presimip- 
tion  by  showing  that  potential  sources  of 
such  borrowed  money  have  been  thor- 
oughly explored  and  that  no  borrowed 
money  has  been  foimd  to  be  available. 
If  borrowed  money  has  been  found  to  be 
available,  the  applicant  may  still  rebut 
the  presumption  by  showing  that: 

(i)  The  forecasted  financial  condition 
and  operating  results  of  the  applicant 
(after  giving  effect  to  the  project's  net 
cash  stream)  appear  inadequate  to  pro- 
vide reasonable  assurance  that  the  appli- 
cant will  be  able  to  service  Its  total  debt; 
or 

(fi)  Tlie  amoiuit  of  money  to  be  bor- 
rowed is  less  than  25  percent  of  the  de- 
nominator of  the  applicant's  Ratio  and 
the  bon-owing  would  result  in  a  reduc- 
tion of  more  than  10%  in  the  applicant's 
Ratio,  computed  by  adding  an  amount 
equal  to  the  product  of  *A)  the  amount 
of  money  to  be  borrowed  and  'B)  the 
sum  of  the  spread  between  the  Return 
and  the  after-tax,  effective,  annualized 
cost  (expressed  as  a  percentage  and  In- 
cluding interest,  placement,  trustee's 
and  other  related  charges)  of  the  money 
to  be  borrowed  (hereafter  In  this  §  258. 
23<b»  (1)  referred  to  as  "Cost")  and  the 
pre-tax  effective  Interest  rate  to  the  nu- 


merator of  the  Ratio,  and  an  amount 
equal  to  the  product  of  (C)  the  amount 
of  money  to  be  borrowed  and  (D)  the 
sum  of  1007c  and  the  spread  between  the 
Return  and  the  Cost  to  the  denominator 
of  the  Ratio. 

(2)  Internal  funds  will  be  presumed  to 
be  available  at  a  reasonable  cost  to  the 
applicant  If,  on  the  date  of  the  most  re- 
cent unaudited  general  balance  sheet 
submitted  under  Exhibit  C.  the  consoli- 
dated current  assets  of  the  applicant 
(consisting  of  cash,  cash  equivalents,  ac- 
counts and  notes  receivable  net  of 
noncollectable  accounts,  and  prepaid 
expenses)  exceeds  the  simi  of  cc«i- 
solidated  current  liabilities  of  the  ap- 
plicant and  consolidated  long-term 
debt  due  within  one  year,  after  deduct- 
ing special  funds,  if  any,  to  be  used  to 
pay  that  debt,  said  sunount  representing 
'Excess  'Working  Capital". 

The  applicant  may  rebut  this  presump- 
tion by  showing  that: 

(i)  The  deployment  of  Excess  Work- 
ing Capital  to  finance  the  proposed  proj- 
ect is  Ukely  to  impair  the  continuing  op- 
erations of  the  railroad;  or 

(ii)  The  railroad's  Ratio  Is  reduced  by 
more  than  10  percent  when  an  amoimt 
equal  to  the  product  of  (A)  the  Excess 
■Working  Capital  to  be  used  for  the  proj- 
ect and  (Bi  the  spread,  if  negative,  be- 
tween the  Return  and  the  after-tax  op- 
portunity cost  (expressed  as  an  annual 
percentage  rate  representing  the  return 
available  on  short-term  securities  cus- 
tomarily invested  In  by  the  applicant)  Is 
added  to  both  the  numerator  and  the 
denominator  of  the  Ratio. 

(3)  New  issues  of  common  stock  by  the 
applicant  or  its  holding  company  will  be 
presumed  to  be  available  at  a  reasonable 
cost  to  the  applicant  if  the  current  mar- 
ket price  of  its  common  shares,  adjusted 
to  reflect  the  cash  impact,  if  any,  of  the 
proposed  project,  is  h^her  than  the  cur- 
rent tangible  book  value  per  common 
share,  computed  in  accordance  with  the 
Uniform  System  of  Accounts  of  the  In- 
terstate Commerce  Commission. 

The  appUcant  may  rebut  the  presump- 
tion by  showing  that  the  possibility  of 
such  an  Issuance  has  been  thoroughly  ex- 
plored and  that  a  viable  market  for  such 
an  issuance  has  not  been  found  to  be 
available.  If  a  viable  market  for  such  an 
issuance  has  been  foimd  to  be  available, 
the  applicant  can  still  rebut  the  pre- 
sumption by  showing  that: 

(1)  The  consideration  received  from 
an  offering  of  common  stock  here- 
after in  this  §  258.23(b)  (3)  referred  to 
as  "Consideration")  plus  the  project's 
cash  impact  on  the  applicant  '  computed 
by  multiplying  the  Return  and  the  Con- 
sideration) would  result  in  a  reduction 
in  the  apphcant's  current  tangible  book 
value  per  common  share; 

(ii)  The  issuance  and  sale  would  re- 
sult in  a  substantial  deterioration  in  the 
m.arket  price  per  common  share;  or 

(ill)  The  Consideration  is  less  than  25 
percent  of  the  denominator  of  the  appli- 
cant's Ratio,  and  the  Issuance  and  sale 
would  result  In  a  reduction  trf  more  thtm 
10  percent  in  the  applicant's  Ratio,  com- 
puted by  adding  an  amount  equal  to  the 
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product  of  the  Return  and  the  Consid- 
eration to  the  numerator  of  the  Ratio, 
and  an  amount  equal  to  the  product  of 
the  Consideration  and  the  sum  of  100 
percent  and  the  Return  to  the  denom- 
inator of  the  Ratio. 

<A'  New  issues  of  preferred  stock  by 
the  applicant  or  its  holding  company  will 
be  presumed  to  be  available  at  a  reason- 
able cost  to  the  applicant. 

The  applicant  may  rebut  the  presump- 
tion by  showing  that  the  possibiUty  of 
such  an  issuance  has  been  thoroughly  ex- 
plored and  that  a  viable  market  for  such 
an  issuance  has  not  been  found  to  be 
available.  If  a  viable  market  for  such  an 
issuance  has  been  found  to  be  available, 
the  applicant  can  still  rebut  the  pre- 
sumption by  showing  that : 

(i)  The  forecasted  financial  condition 
and  operating  results  of  the  applicant 
(after  giving  effect  to  the  project's  net 
cash  stream)  appear  inadequate  to  pro- 
vide reasonable  assurance  that  the  ap- 
plicant can  pay  dividends  on  a  current 
and  continuing  basis;  or 

(ii>  The  amount  of  consideration  to  be 
received  by  the  applicant  or  its  holding 
company  upon  the  issuance  and  sale  of 
new  preferred  stock  equity  (hereafter  in 
this  §  258.23(b)(4)  referred  to  as  "Con- 
sideration") is  less  than  25  percent  of 
the  denominator  of  the  applicant's  Ra- 
tio, and  the  issuance  and  sale  would  re- 
sult in  a  reduction  of  more  than  10  per- 
cent in  the  applicant's  Ratio,  computed 
by  adding  an  amount  equal  to  the  prod- 
uct of  the  Return  and  the  Consideration 
to  the  numerator  of  the  Ratio,  and  an 
amount  equal  to  the  product  of  'A)  the 
Consideration  and  (B)  the  sum  of  100 
percent  and  the  spread  between  the  Re- 
turn and  the  effective  annualized  cost 
(expressed  as  a  percentage  and  includ- 
ing the  dividend  rate>  of  the  preferred 
stock  to  the  denominator  of  the  Ratio. 

i5>  If  the  applicant  fails  to  rebut  any 
of  the  presumptions  set  forth  in  para- 
graphs (1)  through  (4)  of  this  section, 
the  Administrator  will  consider  such 
other  facts  and  arguments  as  the  ap- 
plicant may  put  forward  to  show  that 
funds  are  not  available  to  It  at  a  cost 
which  Is  reasonable  under  principles  of 
prudent  railroad  financial  management. 

§  258.25      Public  interest  in  supplement- 
ing total  railroad  funding. 

(a)  General.  The  standards  set  forth 
In  paragraph  (b)  of  this  section  will 
enable  the  Administrator  to  evaluate  an 
applicant's  long-term  role  in  a  viable 
national  rail  system  in  order  to  determine 
that  the  application  is  consistent  with 
"the  interest  of  the  public  in  supplement- 
ing such  other  funds  as  may  be  available 
for  railroeul  financing,"  as  stated  in  sec- 
tion 505(b)  (2)  (B)  of  the  Act. 

(b)  Standards,  (i)  Effective  August  1, 
1977,  for  all  then -pending  or  subse- 
quently filed  applications,  management's 
program  submitted  under  S  258.7(a)  (10) 
of  this  part  Is  reasonably  Ukely  to  assure 
that  essential  rail  freight  services  cur- 
rently provided  by  the  applicant  will 
continue  to  be  provided  by  the  applicant 
as  a  viable  raUroad  or  by  another  carrier 
as  the  result  of  a  merger  of  companies  or 
consolidation  of  lines,  and  the  financing 


applied  for  will  contribute  to  that  pro- 
gram. 

I  ii )  The  applicant  is  reasonably  likely 
to  be  able  to  redeem  any  preference 
shares  issued  to  finance  the  project  ac- 
cording to  a  dividend  and  redemption 
schedule  which  results  in  a  yield  which, 
expressed  a,s  an  annual  percentage  rate 
from  the  date  of  issuance  of  such  shares. 
shall  be  as  follows : 

'A)  in  the  case  of  shares  whose  pro- 
ceeds are  to  be  expended  solely  to  reduce 
the  level  of  deferred  maintenance  on 
facilities,  equal  to  the  applicant's  aver- 
age rate  of  return  on  total  capital,  as 
defined  in  section  506(a»  <5)  of  the  Act, 
for  the  three  fiscal  years  preceding  the 
date  of  submission  of  the  application, 
except  where  the  pubhc  interest  in  fi- 
nancing the  project  warrants  a  lower 
yield : 

(Bi  in  the  case  of  shares  whose  pro- 
ceeds result  in  no  reduction  in  the  level 
of  deferred  maintenance  on  facilities, 
equal  to  the  cost  of  money  to  the  govern- 
ment, except  where  the  public  interest  in 
financing  the  project  warrants  a  lower 
yield;  and 

iCi  in  all  other  cases,  equal  to  a 
weighted  average  yield  determined  by 
applying  the  yields  obtained  in  para- 
graphs lb)  'ii)  (A)  and  iB)  of  this  sec- 
tion to  the  appropriate  portions  of  the 
total  project  cost. 

In  no  event  shall  the  yield  under  this 
subparagraph  (ip  be  lower  than  the 
minimum  permissible  yield  determinable 
under  sections  5061  a'  «3)  and  (4)  of  the 
Act. 

§  258.27       Public  bfnitil«  and  io«l*. 

(a)  General.  Each  project  for  which 
assistance  is  sought  must  satisfy  a  set  of 
public  benefit  standards  based  on  na- 
tional goals  and  objectives  in  order  to 
qualify  for  funding.  Public  benefits  and 
costs  related  to  rail  facihty  improve- 
ments encompass  a  wide  range  of  values 
and  are  not  easily  quantified.  Because  of 
the  multiplicity  of  project  types,  varia- 
tions between  applicants  and  their  mar- 
kets, and  the  difficulty  of  quantifying 
certain  benefits  and  costs,  consideration 
of  public  benefits  and  costs  is  accom- 
plished through  identification  of  broad 
categories  of  projects  for  which  the  pub- 
lic benefits  of  proposed  projects  are  sub- 
stantial and  will  equal  or  exceed  what- 
ever monetary  and  social  costs  are  in- 
volved, subject  to  an  assessment  of  its 
environmental  impact.  As  provided  in 
S  258.29,  priority  within  each  category 
will  be  given  to  projects  that  provide 
safety  improvements. 

(b)  Standards.  The  public  benefits  of 
a  proposed  project  wiill  be  deemed  to 
justify  the  public  costs  of  the  project  if 
the  project  satisfies  any  of  the  following 
standards. 

il)  Essential  Freight  Services.  The 
proposed  project  enhances  the  ability  of 
the  applicant  or  other  carriers  to  pro- 
>ide  essential  freight  services  by  acquir- 
ing by  lease,  purchase  or  merger,  con- 
structing, rehert>ilitatlng,  m-  significantly 
Improving  mainlines.  Including  yards  or 
other  facilities  used  primarily  to  serve 
traffic  moving  on  such  lines,  which: 


«i)  Are  located  in  a  corridor  of  con- 
solidation potential,  entail  a  consolida- 
tion of  mainlines  or  coordination  of 
traffic  of  tlie  applicant  and  at  least  one 
other  carrier,  and  will  have  a  current  or 
reasonably  prospective  annual  traffic 
density  of  not  less  than  20  million  gross 
ton-miles  per  mile; 

( 11 1  .Are  not  located  in  a  corridor  of 
consolidation  potential,  entail  a  con- 
solidation of  mainlmes  or  coordma- 
tion  of  traffic  by  the  applicant  or  between 
the  applicant  and  at  least  one  other  car- 
rier, and  will  have  a  current  or  reason- 
ably prospectvie  annual  traffic  density  of 
not  less  tlian  20  million  gross  ton -miles 
per  mile . 

(iiii  Are  not  located  in  a  corridor  of 
consolidation  potential  and  have  a  cur- 
rent or  reasonably  prospective  annual 
traffic  density  of  not  le.ss  than  20  million 
gross  ton-miles  per  mile: 

liv)  Are  located  in  a  corridor  of  con- 
solidation potential,  entail  a  consolida- 
tion of  facilities  or  coordmation  of  traffic 
of  the  applicant  and  at  least  one  other 
carrier,  and  will  have  a  current  or  rea- 
sonably prospective  annual  traffic  density 
of  not  less  than  two  million  net  tons  of 
revenue  freight  per  mile  originating  or 
terminating  on  the  line  but  have  a  cur- 
rent or  reasonably  pro6i:)ective  overall 
annual  traffic  deiisity  of  less  than  20 
million  gross  ton-miles  per  mile: 

I  v  I  Are  not  l(xated  in  a  corridor  of 
consolidation  potential,  entail  a  con- 
solidation of  facilities  or  coordination  of 
traffic  by  the  applicant  or  between  the 
applicant  and  at  least  one  other  carrier, 
and  will  have  a  current  or  reasonably 
prospective  annual  traffic  density  of  less 
than  20  miUion  gross  ton-miles  per  mile; 

(vii  Are  located  in  a  corridor  of  con- 
solidation potential  and  have  a  current 
or  reasonably  prospective  annual  traffic 
density  of  not  less  than  two  million  net 
tons  of  revenue  freight  per  mile  origi- 
nating or  terminating  on  the  line  but 
have  a  current  or  reasonably  prospec- 
tive overall  annual  traffic  density  of  less 
than  20  milhon  gross  ton-miles  per  mile; 

I  vii)  Are  located  in  a  corridor  of  con- 
solidation potential  and  have  a  current 
or  reasonably  prospective  annual  traffic 
density  of  not  less  than  two  million  net 
tons  of  revenue  freight  per  mile  origi- 
nating or  terminating  on  tlie  line:  or 

iviil)  Are  not  located  Ln  a  corridor  of 
consolidation  potential  and  have  a  cur- 
rent or  reasonably  prospective  annual 
traffic  density  of  less  than  two  million  net 
tons  of  revenue  freight  per  mile  orig- 
inating or  terminating  on  the  line,  but 
have  a  current  or  reasonably  prospec- 
tive overall  annual  traffic  density  of  less 
than  20  million  gross  ton-miles  per  mile. 

ITie  current  annual  traffic  density  of  a 
line  under  this  standard  in  net  tons  of 
revenue  freight  per  mile  originating  or 
terminating  on  the  line  or  gross  ton- 
miles  per  mile  will  be  deemed  to  be  the 
average  armual  traffic  density  for  the 
three  calendar  years  preceding  the  filing 
of  the  application.  In  segmMiting  lines 
for  the  purpose  of  determining  traffic 
density  in  tlv),  (v).  (vl)  and  (vll)  above, 
originating  and  terminating  traffic  Is 
measured  from  Its  originating  or  termi- 
nating point  to  the  next  operationally 
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feasible  Interchange  point  consistent 
with  traJBc  flows.  A  forecasted  level  of 
traffic  will  be  deemed  to  be  "rea-sonably 
prospective"  under  this  standard  If  the 
increment  of  traffic  above  the  average 
annual  traffic  den.slty  for  the  three  cal- 
endar years  preceding  the  filing  of  the 
applicatii'ii  L<  accounted  for  by  newly 
generated  traffic  wiilch  applicant  deni- 
on.strate>  Ls  1 1  >  the  result  of  an  Increase 
in  tlie  capacity  of  shippers  or  receivers 
currently  located  on  the  line  to  produce 
or  consume  commodities  tliat  are  tradl- 
tionalb'  shipped  by  rail  or  Ls  the  result 
of  new  shippers  or  receivers  locating  on 
tr\e  line  and  (2  <  cannot  be  shipped  by  an 
al'ernate  rail  carrier. 

i2i  Competitwe  Freight  Services.  The 
application  provides  for: 

il»  Rehabilitation  or  Improvement  of 
a  Ime  of  an  applicant  who  Is  competi- 
tive with  one  and  only  one  rail  carrier 
in  the  market  served  by  the  line  and  Ls 
shown  by  applicant  to  be  economic  in 
light  of  the  current  or  reasonably  pros- 
pective levels  of  traffic  in  the  market 
and  tlie  number  of  alteniaMve  rail  car- 
riers in  the  market:  or 

'111  Financial  assistance  to  enable  an 
app'lctunt  to  withdraw  from  a  market 
which  has  more  than  two  com.peting  rail 
carriers,  where  the  applicant  demon- 
strattjT  th.it  the  reasonably  prospective 
level.-  of  traffic  In  the  markekt  are  insuf- 
ficient to  enable  all  of  the  railroads  com.- 
petlng  In  that  market  to  earn  a  reason- 
able rate  of  return 

'3'  Special  Projects.  The  proposed 
project  will  eliminate  identifiable  and 
severe  public  safety  hazards. 

i4>  Equipment  Rebuilding.  The  pro- 
posed project  provides  for  rebuilding 
equipment  which  the  applicant  requires 
Ln  order  to  ser\e  adequately  traffic  which 
originates  or  terminates  on  applicant's 
lines  at  levels  which  are  consistent  with 
the  applicant's  average  market  share  in 
the  commodity  hauled  for  the  three  cal- 
endar years  preceding  the  filing  of  the 
application  or  are  reasonably  prospective 
as  defined  In  subparagraph  (b>'li  of 
this  section,  and.  in  the  case  of  loco- 
motives, are  necessary  to  the  perform- 
ance of  local  service  and  switching. 

§  2,>8.20      Order  of  fundins. 

la^  Where  appropriated  funds  are  in- 
adequate to  finance  all  proJecLs  which 
qualify  for  Federal  a.sslstance,  projects 
will  be  funded  In  the  order  In  which  the 
categories  in  which  they  fall  are  set  forth 
in  section  258.27  of  this  subpart:  that  is. 
In  descending  order  of  priority  from 
{  258.27ib>(l>  to  §  258.27(b^ '41  and 
within  §258.27'b^Cl\  from  paragraph 
i;  I    to  parag^ph   (viii. 

(b'  Where  appropriated  funds  are 
adequate  to  finance  some  but  not  all 
projects  which  qualify  for  Federal  as- 
sistance within  any  one  of  the  categories 
described  In  paragraph  (a)  of  tliis  sec- 
tion, priorltv  for  funding  will  be  given 
to  projects  that  provide  .safety  Improve- 
ments and  signals,  including  under- 
passes or  overpasses  at  raUroad  crossings 
at  which  injury  or  lass  of  life  has  fre- 
quently occurred  or  Is  likely  to  occur. 

tc>  As  between  two  projects  within 
the  same  category,  as  described  In  par- 


agraph (a)  above,  which  both  either 
provide  or  do  not  provide  safety  Im- 
provements and  signals,  priority  for 
funding  will  be  given  to  the  project 
which  wa^  first  proposed  in  a  complete 
application. 

14.  An  Appendix  is  added  to  Part  258  as 
follows : 

.Appendix — Environmental  Assessments 

Part  I;  Description  of  the  environment  In 
the  a-'ea  of  the  project  before  commence- 
ment of  such  project,  together  with  state- 
ment of  other  Federal  activities  In  the  area 
which  are  known,  or  should  be  known,  to 
the  applicant.  This  description  shall  In- 
clude, without  limitation,  the  following 
Information: 

(A)  Demographic  data.  Statement  of  pop- 
ulation and  growth  characteristics  of  area 
and  of  any  population  and  growth  assump- 
tions made  by  applicant  In  planning  th» 
project.  Such  statement  should  use  the  rates 
of  growth  In  the  projection  compiled  for 
the  Water  Resources  Ckjuncll  by  the  Bureau 
of  Bk;onomlc  Analysis  of  the  Department  of 
Commerce  and  the  Economic  Research  Serv- 
ice of  the  Department  of  Agriculture,  com- 
monly referred  to  ae  the  OBERS  projection 
of  regional  economic  activity  In  the  United 
States.  Applicants  should  refer  to  1972 
OBEIRS  projections  for  economic  areas,  and 
provide  1969  data  and  1980  projections  for 
the  following:  population;  manufacttirlng 
earnings;  transpyortatlon,  communications 
and  public  utUltles  earnings;  agriculture, 
forestry  and  fisheries  earnings;  and  mining 
earnings.  Information  should  be  provided 
for  economic  areas  which  the  applicant's 
proposal  would  affect. 

(B)  Current  land  use  patterns.  Statement 
of  the  project's  relationship  to  proposed  land 
use  plans,  policies,  and  controls  of  affected 
communities.  Including,  where  appropriate, 
maps  or  diagrams.  Where  the  project  Is  In- 
consistent with  any  such  plans,  policies,  or 
controls,  the  statement  should  describe  and 
explain  In  detail  the  reasons  for  such 
Inconsistency. 

(C)  Characteristics  of  current  operations. 
The  Applicant  should  Indicate  the  maximum 
allowable  speed  and  frequency  of  current  rail 
traffic  on  any  affected  line,  the  number  and 
location  of  grade  crossings,  and  the  length 
of  time  such  grade  crossings  are  blocked  dxir- 
Ing  a  typical  day.  The  Applicant  should  In- 
dicate deraUments  and  fataUtles  or  Injuries 
resulting  from  accidents  Involving  trains  and 
motor  vehicles  or  pedestrians  on  such  lines. 
The  Applicant  should  also  Indicate  the  hours 
of  operation  on  such  lines  and  noise  levels 
of  rail  operations  at  100'  from  the  right  of 
way.  Applicants  should  refer  to  the  United 
States  Environmental  Protection  Agency 
d-xument  titled  "Infonnatlon  on  Levels  of 
Noise  RequLslte  to  Protect  Public  Health  and 
Welfare  with  an  Adequate  Margin  of  Safety", 
which  provides  a  system  of  measuring  day 
and  night  noises  on  a  weighted  average. 

(D)  Air  quality.  The  Applicant  should  In- 
dicate the  air  quality  In  the  region,  as  fotmd 
In  the  state  Air  Quality  Implementation 
Plans  to  meet  ambient  air  quality  stand- 
a.-ds.  Each  state  Is  required  to  prepare  such 
a  piaa  under  the  Clean  Air  Act  (42  VSS.C. 
1857).  Some  states  are  required  to  have 
Transportation  Control  Plans  to  meet  am- 
bient air  quality  standards  where  transpor- 
tation sources  pase  major  air  quality  i>rob- 
Iem5  .\ppl!can*^  should  refer  to  state  air 
quality  agencies  or  Uj  the  Regional  Offices  of 
the  U.S,  Environir.ei'.tal  Protection  Agency 
for  guidance 

(E)  Wetland  or  coastal  zones.  Location, 
types,  and  extent  of  wet;ai;d  areas  or  coastal 
Eones  that  might  be  affected  by  the  project. 

(P)  Properties  and  rites  of  historical  or 
cultural   s'igniflcance.   Identification   of   dis- 


tricts, sites.  buUdlngs  and  other  structures, 
and  objects  of  historical,  architectural, 
archeologlcal.  or  cultural  significance  that 
may  be  eiffected  by  the  project.  This  should 
be  accomplished  by  consulting  the  National 
Register  and  applying  the  National  Register 
Criteria  (36  CFH  Part  800)  to  determine 
which  properties  that  may  be  affected  by  the 
project  are  included  In  or  eligible  for  In- 
clusion in  the  National  Register  of  Historic 
Places.  The  National  Register  Is  published 
In  Its  entirety  each  Fetiruary  In  the  Fedeeal 
Register.  Monthly  addittons  and  listings  of 
eligible  properties  are  published  In  the  Fed- 
eral Register  the  first  Tuesday  of  each 
month.  The  Secretary  of  the  Interior  will 
advise,  upon  request,  whether  propertie>  are 
eligible  for  the  National  Register  Officials 
designated  by  their  Governors  to  act  as  State 
Historic  Preservation  Officers  responsible  for 
state  activities  under  the  National  Historic 
Preservation  Act  may  also  be  ccnsiiltecl.  A 
listing  of  these  state  officials  may  be  found 
at  36  CFR  60.5(d),  or  may  be  obtained  from 
the  Director,  National  Parks  Service,  U.S. 
Department  of  the  Interior,  \Va.shington.  D.O 
20240. 

(Q)  Putilicly-owned  parklands,  recrea- 
tional areas,  and  water  fowl  refuges,  and  his- 
toric sites  {45  use.  1653{J)).  ti)  Protected 
land  proposed  to  be  u.sed  Describe  any  pub- 
licly-owned laud  from  a  public  park,  recrea- 
tion area  or  wildlife  and  waterfowl  refuge  or 
any  land  from  an  hlaUjric  site  or  wildlife 
and  waterfowl  refuge  or  any  land  fro;n  an 
historic  site  which  would  be  affected  or  taken 
by  the  proposed  program  or  project,  includ- 
ing the  size  of  the  land  proposed  to  be  af- 
fected or  taken,  available  activities  on  the 
land,  use,  patronage,  unique  or  irreplaceable 
qualities,  relationship  to  other  similarly  used 
land  In  the  vicinity  of  the  proposed  project. 
and  maps,  plans,  slides,  photographs,  and 
drawings  in  suflicient  scale  and  detail  to 
clearly  show  proposed  project  Include  a  de- 
scription of  Impacts  of  the  proposed  project 
on  the  land  and  changes  In  vehicular  or 
pedestrian  access. 

(11)  Significant  area.  Include  a  statement 
of  the  national.  State,  or  local  significance  of 
the  entire  psirk,  recreation  area,  wildlife  or 
waterfowl  refuge,  or  historic  site  as  deter- 
mined by  the  Federal,  State  or  local  officials 
having  Jurisdiction  thereof.  In  the  absence  of 
such  a  statement,  protected  land  is  presumed 
to  be  located  in  an  area  of  national.  State 
or  local  significance. 

Part  II:  The  probable  impact  of  tlie  project 
on  the  environment  and  measures  which  can 
be  taken  to  mitigate  adverse  Impacts.  The 
applicant  shall  (1)  assess  the  positive  and 
negative  environmental  effects.  Including  pri- 
mary, secondary,  and  other  fore.seeable  effects. 
on  each  of  the  areas  specified  In  Part  I  above. 
Including  long- term  impacts  associated  with 
the  Increased  Intensity.  If  any.  of  rail  opera- 
tions, and  (2)  list  measures  which  can  be 
taken  to  mitigate  adverse  Impacts.  Mitiga- 
tion measures  Include  control  of  hours  of 
operation,  coordination  of  street  blockages 
with  adjacent  communities,  dust  and  erosion 
control  measures,  and  proposed  methods  of 
tie  disposal.  In  addition,  the  applicant  shall 
provide  the  following. 

(A)  Statement  of  the  extent  to  which  any 
of  the  Impacts  of  the  project  represent  irre- 
versible or  Irretrievable  commitments  of  re- 
sources. This  requires  identification  of  the 
extent  to  which  Implementation  of  the  proj- 
ect irreversibly  curtails  the  range  of  potential 
uses  of  the  environment  "Resources  "  Include 
the  natural  and  cultural  resources  lost  or 
destroyed  as  a  resiUt  of  the  project. 

(B)  Statement  of  the  relationship  between 
local  short-term  uses  of  man's  environment 
and  the  maintenance  and  enhancement  of 
long-term  productivity.  This  shall  include  a 
brief  discussion  of  the  extent  to  which  the 
proposed  action  Involves  trade-offs  between 
short-term  environmental   gains  at  the  ex- 
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pense  of  long-term  losses,  or  vice  versa,  and 
a  discussion  of  the  extent  to  which  the  pro- 
posed action   forecloses  future  options, 

(C)  Statement  of  any  probable  adverse  en- 
vironmental effect  which  cannot  be  avoided, 
such  as  changes  In  expxisure  to  noise  and 
changes  in  level  of  noise  or  vibration;  water 
or  air  pollution,  undesirable  land  use  pat- 
terns; Impacts  on  public  parks  and  recrea- 
tion areas,  wildlife  and  waterfowl  refuges,  or 
tustorlc  sites;  damage  to  life  ss^stems;  con- . 
gestlon  of  street  traffic  in  adjacent  commu- 
nities; delays  in  the  provision  of  essential 
services  (police,  fire,  ambulance),  anticipated 
changes  in  accident  patterns  and  other 
threats  to  health,  and  other  consequences 
adverse  to  the  environmental  goals  set  out  In 
section  101  (bi  of  the  yatlonal  Environ- 
mental Protection  .Act,  42  US.C.  433i(b).  In 
considering  noise  levels,  applicants  should 
note  any  conflicts  between  projected  noise 
levels  from  rail  operations  and  HUD  stand- 
ards for  noise  at  sensitive  sltee,  such  as 
schools,  hospitals,  parks  and  residential  loca- 
tions. (U.S.  Department  of  Housing  and 
Urban  Development.  'NoLse  Abatement  and 
Control:  Department  Policy  Implementing 
Beeponslbliltleo  and  Standards,"  Depart- 
mental Circular  1390.2,  Chart:  External  Noise 


Exposure   Standards   for   New   Construction, 
April  4,   1971) 

iD!  statement  of  construction  impacts, 
identifying  any  special  problem  areas  and 
Including:  il)  Noise  impacts  from  construc- 
tion and  any  specifications  .netting  maximum 
noise  levels 

111)  Disposal  of  spoil  and  effect  on  bor- 
row areas  and  disposal  sites  (Include  any 
specifications) . 

-    \nu    Measures  to  minimize  effects  on  traf- 
fic and  pedestrians. 

(Iv)  Consideration  of  non-point  source 
pollution  such  as  might  result  from  water 
runoff. 

(El  Statement  of  any  positive  or  negative 
impacts  on  energy  supply  and  natural  re- 
Siource  development.  Including,  where  ap- 
plicable, any  effect  on  either  the  produc- 
tion or  consumption  of  energy  or  other  natu- 
ral resources  Discuss  such  effects  If  they 
are  significant. 

(Fi  Discussion  of  problem-^  and  objections 
raised  by  other  Federal.  State  or  \oca\  agen- 
cies, and  citizens  with  respect  to  impact  of 
the  project  on  the  environment. 

Part  III.  Discussion  of  any  alternatives  to 
the  project  that  have  been  considered  with 
respect  to  impact  on  the  environment.  If 
cost -benefit   analyses   have   been   performed. 


tlie  extent  to  which  environmental  costs 
have  been  reflected  In  the  analysis  should 
be  stated  Underlying  studies,  reports,  and 
ctaer  information  obtained  and  considered 
in  prepar:ng  each  section  of  the  statement 
bhot;ld  be  identified.  For  energy  comparisons, 
a  pos.'-lble  source  Is  Oak  Ridge  National 
Laborat<  ry  Report,  "Energy  Intenslveness  of 
Pa&^enk-er  and  Freight  Transport  Modes"  by 
Dr  Eric  Hirst,  April.  1973,  For  analyzing 
cnimunity  impacts,  the  following  report 
may  be  useful:  "The  Impacts  on  Communi- 
ties of  Abandonment  of  Railroad  Service." 
July,  1975.  prepared  for  the  US,  Railway 
Association  by  the  Public  Interest  Economics 
Center,  VVashlngton.  DC.  In  examining  the 
environmental  effects  of  highway  transport 
as  an  alternative  to  rail  service,  applicants 
may  wish  to  use  the  following  publication: 
'A  Study  of  the  Environmental  Impact  of 
Projected  Increases  In  Intercity  Freight  Traf- 
fic. Augtist.  1971.  prepared  for  the  Associa- 
tion of  American  Railroads  by  Battelle,  Co- 
lumbus. Ohio," 

iSec  505.  Railroad  Revitallzatlon  and  Regu- 
latory Reform  Act  of  1976  (Pub,  L.  94-310), 
as  amended.) 

IFR  Doc. 77- 16903  Filed  6-3-77; 8: 46  am) 
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RECORD  RETENTION  GUIDE 

OFR    lists    requirements   as    of   January    1.    1977 

(Part  II  of  this  issue)      29181 


SUNSHINE  ACT  MEETINGS 29139 


ADVISORY  OPINION  REQUESTS 

FEC  announces  availability  (Part  III  of  this   ssue; 


29287 


AIR  POLLUTION 

EPA  clarifies  throughput  designation  for  sn-.aii  gasoi.re 
bulk     plants 

ANIMAL  DRUGS 

HEW/FDA  revokes  approval  of  suifamet^^azire  tablets 
and  boluses  used  for  infectious  diseases  !''  ncniactating 
cattle;    effective    6-7-77 

ANIMAL  EXPORTS 

USDA/APHIS  adopts  new  and  imprcved  animal  disease 
diagnostic  and  treatr^ent  procedures  and  changes  m 
methods  of  sea  transport:  effective  10-5-77 

BERYLLIUM 

Labor/OSHA  proposes  changes  in  warning  signs  and 
labels,  announces  hearing  and  availability  of  feas.Piiity 
study:  comments  by  7-7-77:  hearing  8-16-77       

CANNED  PEAS 

HEW/FDA  proposes  standards  of  identity,  quality,  ana 
*>li  of  container:  comments  by  8—8-77     

CHILD  NUTRITION  PROGRAMS 

USDA,  FNS  publishes  income  poverty  guidelines  for 
determining  eligibility  for  free  and  reouced  price  meals 
ana  free  m.ilk;  effective  7-1-77    

EMERGENCY  NATURAL  GAS  FACILITIES 

FPC  deletes  prompt  removal  requirement,  and  changes 
time  penod  withm  which  applications  for  certificates 
must  be  filed;  effective  5-24-77 

GUARANTEED  STUDENT  LOAN  PROGRAM 

HEW/OE  prescrit>es  "equitable  share"  of  payments  on 
certain   reinsured   loans 


29005 


29003 


28990 


29021 


29014 


29030 


29001 


29009 
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Rules  Going  Into  Effect  Today 


DOT,  CG — Fees    and    charges    for    records 
and  duplicates  of  documents       23506; 

5-9-77 


List  of  Public  Laws 


This  Is  a  continuing  listing  of  public  bills 
that  have  become  law.  the  text  of  which  Is 
not  published  In  the  Federal  Recisttr 
Copies  of  the  laws  In  individual  pamphlet 
form  (referred  to  as  "slip  laws")  may  be 
obtained  from  the  US.  Government  Printing 
Office. 

H  R    3662  Pub.   L.   95-35 

Graritmg  tne  consent  of  Congress  to  the 


Mississippi-Louisiana  Bridge  construc- 
tion compact.  (June  1,  1977;  91  Stat. 
175)  Price:  $.35 

H.R.  6401       Pub.  L.  95-36 

To  authorize  appropriations  for  the  ad- 
ministration of  the  Deepwater  Port  Act 
of  1974.  (June  1.  1977;  91  Stat.  177) 
Price:  $.35 

S    853   Pub.  L.  95-37 

"Defense  Production  Act  Extension 
Amendments  of  1977".  (June  1,  1977; 
91  Stat.  178)  Price:  $.35 

S     1443 Pub.  L  95-38 

To  amend  ttie  Privacy  Act  of  1974  to 
extend  the  life  of  the  Privacy  Protection 
Study  Commission  to  September  30, 
1977.  (June  1,  1977;  91  Stat.  179) 
Price:  $  35 


H.R.  3437 Pub.   L.  95-40 

To  make  certain  technical  and  miscel- 
laneous amendments  t6  provisions  re- 
lating to  vocational  education  contained 
in  the  Education  Amendments  of  1976. 
(June  3,  1977;  91  Stat.  203)  Price:  $.35 

S.  36 Pub.  L.  95-39 

To  authorize  appropriations  to  the 
Energy  Research  and  Development  Ad- 
ministration in  accordance  with  section 
261  of  the  Atomic  Energy  Act  of  1954, 
as  amended,  section  305  of  the  Energy 
Reorganization  Act  of  1974.  and  section 
16  of  the  Federal  Nonnuclear  Energy  Re- 
search and  Development  Act  of  1974, 
and  for  other  purposes.  (June  3,  1977: 
91  Stat.  180).  Price:  $  40 


AGENCY  PUBLICATION  ON    ASSIGNED  DAYS  OF  THE  WEEK 

The  six-month  trial  perio(j  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday^ 

Wec/nesday 

Thursday 

Friday 

NRG 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT -COAST   GUARD 
DOT/NHTSA 

USDA/APHIS 

USDA/FNS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 

- 

DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/FDA 

HEW /FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday.  •  t. 

Comments  on  this  program  are  still  invited.  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration,  Washington.    D.C.   20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  mformatior)  please  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


u 


^tt^'T^-,*^,  Published  dally,  Monday   :h."  ugh  Friday   (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 

holidays  I,   by   the   Office   of   -.nf   Federal   Register,  National   Archives  and  Records  Service,   General   Services 
.Administration,  Washington,  DC.  20408,  under  the  Federal  Register  Act   (49  Stat.  500.  as  amended.   44  U.S.C. 
.^       ^    Ch    15 1  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I).  Distribution 
*%.    I'i  </^    IS  made  onlv  by  the  SuperUitendent  of  Etocuments,  U.S.  Government  Printing  Office.  Washington,  DC.  20402. 

The  FEDER.4L  Register  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
by  Federal  agencies  These  L^clude  Presidential  proclamations  and  Exectitlve  orders  and  Federal  agency  documents  having 
general  applicability  and  legal  effect  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
documents  of  public  interest  Documents  are  on  file  for  public  Inspection  in  toe  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  ft-ing  is  requested  by  the  Issuing  agency. 

The  Ftoekal  Register  will  be  furnished  by  mail  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
In  advance  The  charge  for  Individual  copies  is  75  cents  for  each  Issue,  or  75  cents  for  each  group  of  pages  as-actually  bound. 
Remit  check  or  money  order,  made  payable  to  the  Superintendent  of  Documents,  VS.  Government  Printing  Office,  Washington. 
D.C  20402 

There  are  no  restrlctloas  on  the  republication  of  material  appearing  in  the  Federal  Registoi. 
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Questions  and  requests  for  specific  information  may  be  directed  to  the  following  numbers.  General  inquiries 


may  be  made  by  dialing  202-523-5240. 

FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO) 202-783-3238 

Subscription  problems  (GPO) 202-27&-3050 

"Dial  ■  a  •  Regulation"    (recorded     202-523-5022 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 
Scheduling     of     documents     for 

publication. 
Copies  of  docurrients  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR).. 
Finding  Aids 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders  and  Proclama- 
tions. 

Weekly  Compilation  of  Presidential 
Documents. 

Public  Papers  of  the  Presidents.... 

Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects 


523-5233 


5235 


523-5235 
523-5235 

523-5237 
523-5237 
523-5237 
523-5237 

523-5230 

523-5240 

523-5240 


HIGHLIGHTS — Continued 


GRAS  REVIEW 

HEW/FDA  announces  opportunity  for  public  hearing  on 
butylated  hydroxyanisole,  hypophosphites,  rennet,  and 
vegetable    oils 


29105 


OFF-SHORE  DRILLING  PLATFORMS 

Commerce/DIBA    removes    certain    restrictions    on    the 

export  of  technical  data;  effective  6-1-77  28998 

OXYCODONE 

Justice/DEA  revises  aggregate  production  quotas .^iiu 

PEANUTS 

USDA/CCC   issues  final  differentials  to  complete   1976 

price  support  program;  effective  6-7-77 28989 

PRIVACY  ACT  OF  1974 

Commerce/Secy,  adopts  new  and  revised  routine  uses 
for  existing  systems  of  records:  effective  4-28-77  29034 

DOD/Army  re  identifies  ceitam  systems  of  records  29037 

CX)D/DCPA  deletes  certain  systems  of  records  29037 

EEOC    proposes   to    establish    new    system    of    records; 
comments  by  7-7-77  (Part  IV  of  this  issue)       29291 

SECURITIES  INVESTMENT  COMPANIES 

term    debt   instruments  28999 

SEC  issues  interpretation  concerning  valuation  of  short- 
information;  comments  by  7-15-77  29012 

SEC  proposes  quarterly  disclosure  of  certain   historical 


TAX-EXEMPT  SECURITIES 

SEC     publishes     viev/s     on     investments 
companies    


by     certain 


29130 


Salmonella       Advisory 


Committee: 
and 


VINYL  CHLORIDE 

EPA  clarifies  and  corrects  emission  standard, 
6-7-77      1 


effective 


29005 


MEETINGS— 

USDA'FSQS: 

6-23-77  -•-. 

CSC:    Federal    Employees    Pay    Council;    6-22 

6-29-77  

Commerce/DIBA;    Foreign    Availability   Subcommittee 
of  Computer  Systems  Technical  Ad.isory  Cc-mit 

tee;   7-12-77 

DOD/Army:     Coastal     Engineering    Research     Poa^d 

6-28  thru  6-30-77 

Secy    Wage  Committee;  8-2,  8-9,  8-16,  8-23  and 
8-30-77 
FCC:  Fixed  Satellite  Advisory  Committee;  6-24-77 
HEW/FDA.  National  Advisory  Focd  and  Drug  Commit- 
tee:  6-27  thru   6-28-77  

Secy:    Presioents   Committee   on    Mental    Reta'oa 
tion:  6-27  thru  6-2B-77 
Labor/OSHA:   National  Advisor/  Committee  or   Occu- 
pational Safety  and  Health:  6-24-77      
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HEW/ FDA:    Panel    on    Re.iew   of    Blood    and    Blood 

Derivatives:  6-17  thru  5-18-77         
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Marn.e  engineering  and  mobile 
otT.-hore  drilling  units;  correc- 
tion      29026 

COMMERCE    DEPARTMENT 

Sef  a.'>  '  Domestic  and  Interna- 
tiona! Business  Administration: 
National  O  eanic  and  Atmos- 
pherir  Administration. 

Notices 

Privac;.-  Act,  systen.s  of  records 29034 

COMMODITY   CREDIT   CORPORATION 

Rules 
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t^ 29031 

GENERAL   SERVICES   ADMINISTRATION 

See  Federal  Register  OfSce. 
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This  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  hav.ng  general  applicability  .rKltegaJ  effect  rnost  of  wh.ch  are 
h,,^  to  aod  cod*f-d  in  th.  cod.  of  Fe<»eral  Regulations,  which  is  published  under  50  titles  pursuant  to  44  U.S.C  1510. 

The  Code  of  Federal  Regulations  o  *oi6  by  the  Superintendent  of  Documents  Pnces  of  new  bootcs  are  hsted  ,n  the  hrst  FEDERAL 
REGISTER   i»»ue  of  each    month. 


Titte  5 — Administrative  Personnel 

CHAPTER  I— CrVIL  SERVICE  COMMISSION 

PART  213— tXCEPTED  SERVICE 

Federal  Deposit  Insurance  Corporation 

AGENCY:  Civil  Service  Commission. 
ACTION:  Pinal  rule. 
SUMMARY:  This  amendment  excepts 
from  the  competitive  service  under 
Schedule  C  one  position  of  Counsel  to 
the  ChairmMi  of  the  Board  of  Directors, 
Office  of  the  Chairman.  Federal  Deposit 
Insurance  Corporation  because  the  po- 
sition is  confidential  in  nature. 

EFFECTIVE  DATE:   June  7.  1977. 

FOR    FURTHER    INFORMATION    ON 
POSITION  AUTHORITY  CONTACT: 

Henry  A.  Ulrich,  Civil  Service  Com- 
mission, 202-632-3782. 

FOR  FURTHER  INFORMATION  ON 
POSITION  CONTENT  CONTACT: 

Jack  Pleasant.  Deputy  Director  of 
Personnel,  Federal  Deposit  Insurance 
Corporation.  202-389-4303, 

Accordingly.  5  CFR  213. 3333.' i^  is 
added  as  set  out  below: 

§213.3333      Federal     Deposit     Insurance 
(Corporation. 
,  .  .  •  » 

(i>  Counsel  to  the  Chairman  of  the 
Board  of  Directors.  Office  of  the  Chair- 
man. 

,6     US.C      3301.     3302:     E.O      10577.     3     CFR 
1954-1968  Comp.,  p.  218.) 

United  St.ates  Civil  Serv- 
ice Commission, 

James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

IFRDoc  77-16193  Filed  6-6-77,8  45  air. ; 


Title  7 — Agriculture 

CHAPTER     IV— FEDERAL     CROP     INSUR 
ANCE  CORPORATION,  DEPARTMENT  OF 
AGRICULTURE 

PART  401— FEDERAL   CROP    INSURANCE 

Regulations  for  the  1969  and  Succeeding 
Crop  Years;  Extension  of  Final  Dates  for 
FHing  Applications 

AGENCY:      Federal      Crop     Insurance 

Corporation. 

ACTION:     Extension    of    sales    closing 

dates. 

SUMMARY :  This  is  an  extension  of  the 
final  dates  for  the  filing  of  applications 
for  the  1977  crop  year  on  Type  21  To- 
bacco in  Virginia  which  have  a  closing 
date  of  May  20.  Such  extension  shall  be 


until  the  close  of  business  on  May  31, 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Peter  P  Cole,  Secretary,  Federal  Crop 
Insurance  Corporation,  U.S.  Depart- 
ment of  Agriculture.  Washington.  DC. 
30250.  202-447-3325 
SUPPLEMENTARY       INFORMATION: 
Due  to  an  Administrative  oversight,  the 
closing   date   on   Type   21    tobacco   was 
established   as  May   20.   The   major   to- 
bacco produced   in   Virginia.   T\-pe    11a. 
has  a  closing  date  of  May  31   Tvpe  21  is 
not  the  major  variety  of  tobacco  insured 
m  Virginia,  smce  it  is  insured  in  only  10 
counties.  The  types  are  not  separately 
identified  in  the  application  for  insur- 
ance. Since  all  types  of  tobacco  are  in- 
sured on  the  same  application,  an  appli- 
cation   having    both    types    of    tobacco 
would  be  rejected  on  the  basis  that  the 
closing  date  for  Type  21  was  past.  Rather 
than  close  the  major  type  early,  it  has 
been  determined  that  it  would  be  bet- 
ter to  extend  the  closing  date  for  Type 
21  to  conform  to  the  major  type  of  to- 
bacco insured  in  Virginia   The  Corpora- 
tion intends  to  correct  the  closing  dates 
for  future  years  according  to  types  in  a 
later  document 

Accordingly,  as  previously  announced, 
the  Corporation  has  determined  that  it 
would  be  desirable  to  extend  the  time  for 
filing  apphcations  for  crop  insurance  on 
Type  21  tobacco  m  Virginia  for  the  cur- 
rent year,  in  accordance  with  the  pro- 
visions for  such  extension  found  in  7 
CFR  401.103.  Since  this  extension  is  to 
the  benefit  of  producers,  and  smce  pro- 
ducers need  to  be  informed  of  the  ex- 
tension immediately,  it  Ls  found  and 
determined  that  compliance  wiih  the  no- 
tice of  proposed  rule  making  procedure 
would  be  impracticable  and  contrary  to 
the  public  interest  Therefore,  this 
amendment  is  issued  without  compli- 
ance with  such  procedure.  Accordingly. 
7  CFR  401  103  is  amended  by  adding  at 
the  end  of  the  tobacco  closing  date  table 
thereof  the  following  sentence: 
§  +01.103  ,\ppliralion  for  In.«uranre. 
.  •  •  * 

The  tune  for  filing  applications  for 
crop  insurance  on  T>pe  21  Tobacco  in 
Amelia.  Appomattox.  Brunswick..  Camp- 
bell. Charlotte.  Cumberland.  Dinwiddle. 
Lunenberg.  Nodaway,  and  Prince  Ed- 
ward Counties.  Virginia  is  hereby  ex- 
tended until  the  close  of  business  on 
May  31.  1977.  Such  applications  re- 
ceived during  this  period  will  be  ac- 
cepted only  after  it  is  determined  that 
no  adverse  selectivity  will  result. 


I  Sec   506.  516.  53  Stat   73,  ai  amended.  77.  as 
amended     7  CSC    1506.  1516) 

Dated:   May  31,   1977 

James  D  Deal. 
Manager.  Federal  Crop 
iTwurance  Corporation 

'  FR   Doc  77    15985    Fiied   6-*  77.8:45    am; 


CHAPTER  XIV— COMMODITY  CREDIT  COR- 
PORATION, DEPARTMENT  OF  AGRCUL- 
TURE 

SUBCHAPTER  B— LOANS.  PURCHASES  AND 
OTHER    OPERATIONS 

;Amdt    2' 
PART    1446— PEANUTS 

1976  Crop  Peanut  Warehouse  Storage 

Loan  Supplement;  Final  Support  Values 

AGENCY     Commodity    Credit    Ccrporh- 
tion.  USDA. 
ACTION    Final  rule 

SUMMARY  Tlie  purpo.^e  of  this  UDCOd- 
ment  is  to  give  notice  that  the  filial  (Bf- 
ferentiil  levels  will  be  the  "adjusted  in- 
terim differentials"  as  shown  m  the  pro- 
posed notice  published  m  the  Flderai. 
Register  on  March  29,  1977  '42  FR 
16634-  These  final  differentials  are 
needed  to  complete  Uie  1976  peanut  pru  e 
support  program.  This  will  enable  USDA 
to  make  final  adjustments  under  Uie  1976 
program 

EFFECTIVE  DATE  EfifecUve  with  re- 
spect to  the  1976  crop  of  jx-anutj-  on  June 
7,  1977, 

FOR  FTTRTHEP.  INFORMATION  CON- 
TACT 


Dallas 
7405 


R     Smit.h      ASCS 


202-447- 


SUPPLEMENTARY  INFORMATION:  A 
Notice  of  Propose-d  Rulemaking  was  pub- 
lished in  the  I^ederal  Register  on  March 
29,  1977.  (42  FR  16634  in  which  USDA 
set  forth  three  alternatives  without 
limiting  consideration  of  other  possibili- 
ties In  addition  the  Department  on  April 
19  announced  in  the  Federal  Register 
■  42  FR  20302  that  it  intended  to  con- 
duct a  second  public  meeting  on  May  5. 
1977,  concerning  the  1976  crop  difleren- 
Uals  and  invited  the  public  to  furnish 
written  and  or  verbal  comments.  The 
peanut  mdustr%-  was  asked  to  convene 
and  work  out  a  unil-ed  recommendation 
to  be  presentee  at  ihe  May  5  meeting 
(USDA  944-77  April  11  There  were  15 
written  comments  and  'seven  verbal  pres- 
entations, none  of  which  represented  a 
unified  position  by  the  peanut  mdustn.- 
The  data  presented  represented  a  wide 
divergence  of  opinion  on  how  differen- 
tials should  be  eslabii.-^hed 
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The  Department  in  an  effort  to  be  fair  (2)    Price  for  each  percent  of  other  tive  date  is  unnecessar>'  in  this  instance 

at  arriving  at  the  support  by  type  equal  kernels:  because    the    amendment   contained    in 

to  the  minimum  required  by  law,  selected  Dollars  this  order  adds  a  shioping  line  to  the 

the    adjusted    interim    differentials    be-  per  ton  listing  and  is  editorial  in  nature. 

cause  thev  provide  an  equal  increase  in     All  tj-pes-.. . 1.40  mv.     *  ,i      ■ 

support  price  per  ton  for  all  tvpes  above ^^.  J^"?'''^!^,  amendnient  is  hereby 

that  available  during  the  harvest  season.  ,h,   un,„.  ./  /««..  .h^ji^H  t^«.7.  «».  ^^^^'^^^t^  ^"t,^  °{  Chapter  I  of  the 

___                           ...                      .  '  b  I   Value  of  loose  snellea  kernels  per  Code  of  Federal  Reenlations  • 

The  increases  in  kernel  prices  were  not  pound  ^^'^^  »Ji  x-cucmi  xvegmauons. 

quite  equal  because  It  was  necessar\'  to  Dollars  §238.4      [Amended] 

reduce  the  prices  of  runner  LSK  and  OK  Per  pound  m    5  238.4.   Preinspectton   outside   the 

to  the  levels  of  other  types,  with  com-     au  types 0.07  United  States,  the  listing  of  transporta- 

pensating   increases   m  SMK   values  of  .             .             ,             ,             ,  ,^^^    1^^    ^^^^^    ..^^    Vancouver"    is 

Q  1 1    r  V  n^  s  I 

f     ,  fv,   f  fv,                            K^  Note.— The  Agricultural  stabilization  and  amended  by  adding  thereto,  in  alphabet- 
it  is  essential  that  tnese  provLsions  De  Conservation   Service    has   determined    that  ical  sequence.  "Holland  America  Cruises", 
made  effective  as  soon  as  possible  since  this  document  does  not  contain  a  major  pro-  ..... 
the  1976  crop  has  already  been  harvested  po.-,.U   requiring  preparation  of  an  Inflation 

and   preliminan,'   loan  advance  made  to  impact    statement    under    Executive    Order  *Sec.    103    and    238(b),    8  U.S.C     1103    and 

producers  Accordingly,  it  is  hereby  found  "821  and  OMB  circular  A-107.  1228(b) .) 

and  determined  Uiat  com.uliance  with  the  Signed  at  Washington  DC  on  June  1  Effective  date;   This  amendment  be- 

30  day  effective  date  requirement  of  5  jg^-y                                    '  comes  effective  on  June  7,  1977 

use.  553  is  impracticable  and  conrrary  victor  A.  Senechal,  Dated-  June  1  1977 

to   the   public   interest^  Therefore^  this  ^^^,„^  Executive  Vice  President.  ,^' 

amendoient  to  7  CFR1446.il  and  1446.12  Commodity    Credit    Corpora-  Leonel  J.  Castillo. 

IS  issued  without  compliance  with  such  ^j^^  Commissioner  of 

procedure  Immigration  and  Naturalization. 

Arr-nrHincriv  Port  ^ ±AR  TiH«  7   nrxAo.  r.f  1'^^  E)oc.77-l5965  Filed  6-6-77:8:45  amj  _ 

Accordingly,  fart  1446,  Title  7.  Code  or  |FR  Doc.77-15994  Filed  8-6-77:8  45  ami 

Federal  Regulations  is  amended  in  the —  

following  manner  Title  8 — Aliens  and  Nationality  ^■.,    „      ,    .       ,         ...       .«    j     ^ 

'    ,  \.'  , ,                     ^          ■               ,   ^  Title 9 — Animals  and  Animal  Products 

In  5  1446  11,  paragraph  I  a)  IS  amended  CHAPTER    I— IMMIGRATION    AND    NATU-  puADTro       .      «Ki.^«.         A^i,^       m  .mx 

to  read  as  follows:  RALIZATION     SERVICE.     DEPARTMENT  ^"»^^L^^„     i';;;;np™M     c^ox/irr      nr 

t             ,  OF     JUSTICF  ntrtLIM      lINbKtUllUN      btKVlUt,      Ut- 

§Ulfi.ll       Average     support     values     l.v  "'^    juoiiv^c  PARTMENT   OF   AGRICULTURE 

*''*■  ^^5I.^^r^S'.1TS^^T?.,1?'i^*^  SUBCHAPTER  D — EXPORTATION  AND  IMPORTA- 

'a)    The  final  support  values  bv  tvoe  TRANSPORTATION   LINES  tion    of    animals    (including    poultry) 

'^  ^  AND    ANILIAI       PPnniirTQ 

per  average  grade  ton  of  1976  crop  pea-  Addition  of  "Holland  America  Cruises"  to  a-x-mal  h-Kuuuoib 

nuts  are:  Listing  PART  91— INSPECTION   AND   HANDLING 

-r,r..                                             n  „              .  ^^.,^,r                                   ,                .  OF   LIVESTOCK   FOR   EXPORTATION 

T^yP^                                           Dollars  per  ton  AGENCY    Immigration  and  Naturaliza- 

virgmia 413.10  tion  Service.  Justice.  Revision  of  Animal  Export  Regulations 

So"u"reLt  SpMish.Tr.""".".'."::  405  52  ACTION:  Final  rule.  AGENCY:  Animal  and  Plant  Health  In- 
Southwest  Spanish .      ..          403  53  „  spection  Service,  USDA. 

Valencia.    In    the    Southwest    area  SUMMARY:    This  is  an  amendment  of  .f^r^j^^^.  „._„,  _„,^ 

suitable  for  cleaning  or  roasting.  413  10  the  regulations  of  the  Immigration  and  ^'-^^'-'i^-  rmai  luie. 

-~„„^.  „,  ,    „ -,  ,       .    ,,                  ^    .  Naturalization  Service  to  add  "Holland  SUMMARY:  Tliis  document  revises  the 

rn.  ^.^^fil  .  Valencia  type  peanuts  in  America  Cruises'  to  the  list  of  shipping  Departments  animal  e.xport  regulations 

^rL=  o^H  f^        and    Virginia-Carolina  lines  which  have  entered  into  agreements  to   require   additional   health    certifica- 

tn?.!              ?^     in  the  Sou  hwest  area  ^-i^h  the  Commissioner  of  Immigration  tions,   treatment,   and   handlmg   proce- 

rn  Snt      n°K  "i'h                 cleaning  and  ^nd  Naturalization  for  immigration  pre-  dures  for  animals  prior,  to  embarkation. 

tv^  ^n   ^^     .H*^""""^^^    ^'^^''""'  inspection  of  their  passengers  and  crews  Also,   it   revises   fittrng.^   for   pens,    and 

i>pe  peanuis  m  me  same  area.  ^^  places  outside  the  United  States.  The  space     and     ventilation     requirements 

•             •             •             ♦             *  amendment  is  necessary  because  signa-  aboard  ocean  vessels  and  provides  for 

In  5  1446.12,  paragraphs  lai   and  <bi  tones  to  these  agreements  are  published  the  use  of  hvestock  containers  aboard 

are  amended  to  read  as  follows :  m  the  Service's  regulations,  and  on  May  "containerized"  ships.   This   action   was 

s  1 11/   !•>  '^  f  I     1  .•        f                   I  ^-  ^^"^-  Holland  .America  Cruises  entered  prompted  by  the  need  to  update  export 

s  14  ♦...!.     i.ai.uiaiion  ot  support  values,  jj^^   ^^^   agreement  with   the  Commis-  requirements  and  to  incorporate  in  the 

The  support   value  per   ton   for    1976  sioner  of  Immigration  and  Naturahza-  regulations   new   and   improved   animal 

crop  peanuts  of  a  particular  type  and  tion  for  preinspection  of  its  passengers  disease  diagnostic  and  treatment  proce- 

quality  shall  be  circulated  on  the  basis  and  crews  at  Vancouver,  B.C.,  Canada.  dures   and   changes   in   methods  of  sea 

of   the   following   rates,   premiums,   and  nATV«;    Fffpotn-P  HatA-   Time  7   1077  transport.   The   Intended   effect  of   this 

discounts  .with  no  value  being  a.ssigned  "'^^^^    r.a«,uve  aate.  june  /,  ivu.  ^^^.^^^  ^^  ^^  .^^^^^^  ^^^^  healthy  unex- 

to  damaged   kernels',   except   that   the  FOR  FURTHER  INFORMATION  CON-  posed    animals   only   are   exported    hu- 

minimum  .support  value  for  any  lot  of  TACT:  manely  and  without  undue  stress. 

l^enSlefnnunl,  nf  v^JlL?T  fn'^l^  ^"^  '  '^^"^^^^  ^   Hoofnagle.  Jr..  Instructions  EFFECTIVE  DATE:  October  5.  1977. 

.      vLw       ;                   IV^^  ^"S-  .  Officer.  Immigration  and  Naturaliza-  ™„  ^tt^tm^t,  TMW.T,^A-rTOM  r^ov 

^^"^""^^f^J^^  P^^^^^'i  ton  exclud-  tion    Service.    425    Eye    Street     N.W..  FOR  FURTHER  INFORMATION  CON- 

ingloo..e  shelled  kernels.   a>    Price  for  Washington.    DC.    20536.    Teiephone  ^^C^^ 

S  IJernS  ^all^  "'^'"  '"'  ^^""'^^  202-376-8373.  Dr^  John  R.  Langridge^  ^^ DA,  APHIS, 

cnsDT  c^Tirvn-ADv       tm-ci/-.d»«^ a rn^,->xT  Veterinarv  Services,  Room  825,  Fed- 

Dollars  lished  pursuant  to  section  552  of  Title  5  JUi-4Jb-BdHJ. 
vu-einia  ^l '""  °^  ^^^  United  States  Code  '80  Stat.  383) ,  SUPPLEMENTARY  INFORMATION: 
Runner  "II 5  779  ^'^  amended  by  Pub.  L.  93-502  (88  Stat.  On  November  17.  1975,  there  was  pub- 
Sou  theastspanlshllllllllll  5  854  1561',  and  the  authority  contained  in  lished  in  the  Federal  Register  (40  FR 
Valencia:  section  103  of  the  Immigration  and  Na-  53262-53269 1  a  notice  of  proposed  rule- 
Southwest     area,     suiuble     for  tionalily   Act    (8  U.S.C.    1103>.   28  CFR  making  which  would  add  to  the  regvUa- 

cieaning  and  roa.sting 6  306  0  105(b> .  and  8  CFR  2.1.  Compliance  with  tions  additional  health  requirements  for 

Southwest  area,  not  suitable  for  the  provisions  of  section  553  of  Title  5  Of  exfwrt  cattle,  sheep,  goats,  swine,  and 

cleaning  and  roasting 5  854  the  United  States  Code  as  to  notice  of  horses  in  order  to  determine  their  free- 

Areae  other  than  Southwest 5  854  proposed  rule  making  and  delayed  effec-  dom  of 'disease  and  insure  that  healthy 
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animals  only  are  exported  without  ex- 
posure to  disease  and  without  undue 
stress;  would  require  that  cattle  for  ex- 
port, vyith  certain  exceptions,  be  treated 
for  ectoparasites  between  10  and  30  days 
preceding  the  date  of  export:  would  re- 
vise space  requirements  for  livest.ock 
loaded  on  ocean  vessels  whereby  more 
animals  may  be  loaded  in  a  given  space; 
would  provide  for  use  of  livestock  cc«n- 
tainers  aboard  "containerized  vessels": 
and  would  provide  special  space  require- 
ments for  animals  traveling  into  or 
through  tropical  areas.  Specifications  for 
pipe  fittings  for  pens  on  ocean  ve.ssels 
would  be  included  in  the  regulation*;  and 
specifications  for  wooden  fittings  would 
be  updated.  The  rate  of  exchange  of  air 
in  compartments  on  ocean  vessels  below 
deck  would  be  rai.sed  and  feed  and  wa- 
ter would  be  provided  on  board  ocean  ves- 
sels used  to  export  animals  which  will  not 
arrive  in  the  country  of  destination 
within  specified  time  periods  and.  with 
exceptions  specified,  rest  periods  with 
feed  and  water  available  would  be  re- 
quired before  movement  of  animals  to  an 
ocean  vessel  or  aircraft  for  loading  for 
export.  Export  inspection  facilities  not 
located  at  ports  of  embarkation  would 
require  prior  approval  by  the  Deputy  Ad- 
ministrator; standards  for  aoproved  ex- 
port inspection  facilities  would  be  pro- 
vided; and  other  changes  which  would 
clarify  and  update  the  regulations  were 
proposed. 

In  response  to  requests  made  by  various 
exporters  to  provide  additional  time  for 
comments  there  was  published  in  the 
Federal  Register  on  February  3,  1976 
(41  FR  49421,  a  notice  which  extended 
the  time  for  filing  data,  views,  and  ar- 
guments with  respect  to  the  proposed  re- 
vision from  Januarj'  19,  1976  to  February 
18.  1976. 

A  total  of  75  comments  were  received, 
most  of  which  posed  objections  to  vari- 
ous specific  export  requirements  pro- 
posed in  §  91.5  as  follows: 

Three  comments  received  supported 
tlie  negative  tuberculin  test  requirement 
for  cattle  as  proposed  in  5  915<ai(ri. 
However,  for  clarification  of  this  section 
a  "caudal"  intradermal  tuberculin  test 
is  specified  and  .Ice  of  tuberculin  as 
stated  in  the  proposal  has  been  corrected 
to  read  ".1  ml."  of  tuberculin. 

Three  comments  received  supported 
the  negative  brucellosis  testing  require- 
ment for  cattle  as  proposed  in  §  91  5 1  a) 
(2)  and  for  swine  as  proposed  in  §  91.5<c> 
(1) .  In  §  91.5(a)  (2)  the  negative  brucel- 
losis testing  requirement  for  all  female 
cattle  over  6  months  of  age  using  the 
plate  or  tube  agglutination  test  as  pro- 
posed is  being  amended  to  include  all 
cattle  and  to  broaden  the  choice  of  tests 
which  may  be  used  In  order  to  comply 
with  the  specific  testing  requirements 
of  certain  countries  of  destination.  Like- 
wise, the  proposed  requirement  that  bru- 
cellosis vaccinated  females  in  the  third 
trimester  of  pregnancy  and  post  partu- 
rient females  be  negative  to  a  brucellosis 
test  to  qualify  for  exportation  has  been 
deleted  as  unnecessary. 


In  §91.5<c>,  the  negative  brucellosis 
testing  requirement  for  swine  using  the 
serum  agglutination  tutje  test  as  proposed 
is  being  amended  to  require  a  negative 
brucellosis  test  as  prescribed  in  "Stand- 
ard Agglutination  Test  Procedures  for 
the  Diagnosis  of  Brucellosis  '  or  "Supple- 
mental Test  Procedures  for  the  Diagnosis 
of  Brucellosis"  in  a  laboratory  m  accord- 
ance with  provisions  prescribed  in  the 
Recommended  Uniform  Methods  and 
Rules  for  Brucellosis  Eradication,  Chap- 
ter 2.  Part  n,  G.l,  2.  and  3.  These  amend- 
ments to  the  proposal  provide  alternate 
diagnostic  tests  for  brucellosis  m  both 
cattle  and  swine. 

Six  comments  objected  to  the  treat- 
ment of  cattle  for  ectoparasites  using 
Co-Ral(fi;  as  proposed  in  §91.5iai(6i 
because  of  the  sensitivity  of  Brahman 
cattle  to  organiphosphate  insecticides-. 

To    overcome    these    objections,    this 
section  has  been  revised  to  require  the 
treatment   of    all    cattle    preceding   the 
date  of  export,  except  those  found  to  be 
free  of  ectoparasites  or  those  intended 
for  exportation  for  slaughter  purposes, 
with  a  pesticide  registered  by  the  En- 
vironmental Protection  Agency  for  use 
in  the  treatment  of  the  ectoparasite  in- 
volved m  accordance  with  label  require- 
ments.  This   will   provide   the  exporter 
with  a  choice  of  pesticides  to  be  used 
in  qualifying  previously  infested  cattle 
for  export  in  lieu  of  treatment  of  such 
cattle  with  Co-Rail-    as  proposed    The 
reference  in  the  published  proposal  had 
stated  a  time  period  of  not  less  than  10 
days  or  more  than  30  days  immediately 
preceding  the  date  of  export  when  cattle 
were  to  be  treated  with  Co-Rallf.  The 
minimum   time  period  of   10  days  had 
been  selected  because  of  the  particular 
nature  of  the  Co-RalCn    substance  and 
the  time  it  took  to  be  effective.  However, 
because  Co-RaKR  is  not  the  only  product 
which  may  be  used  in  treating  cattle  for 
ectoparasites,    the   minimum   period    of 
10  days  w^hen  such  treatment  may  be 
performed  has  been  deleted.  Further,  the 
published  proposal  exempted  cattle  in- 
tended for  export  to  Canada  or  Mexico 
for  any  purpose  from  the  requirement 
that  such  cattle  be  treated  for  ectopara- 
sites. This  exemption  has  been  deleted 
because   the  Animal   and   Plant  Health 
Inspection  Service  officials  have  deter- 
mmed    that   cattle   which    may   be   dis- 
eased with  ectoparasites  should  not  be 
permitted  to  be  exported  to  any  coun- 
try unless  such  cattle  are  intended  for 
exportation  for  slaughter  purposes.  To 
permit  an  exportation  of  cattle  as  pro- 
vided  in   the   published   proposal   could 
create  a  situation  whereby  ectoparasites 
might   spread    to   Canada   and    Mexico 
from  cattle  exported   from   the  United 
States. 

Comments  were  also  received  from  the 
Aviation  Induslr\-  regarding  disinfect- 
ants specified  for  use  m  cleaning  and 
disinfecting  transport  carriers  as  pro- 
posed m  5  91.33,  which  the  industry 
maintains  would  have  a  corrosive  action 
on  aircraft  structure.  In  response  to 
these  comments.  5  91. 33  was  revised  to 
provide  a  wider  choice  of  disinfectants 


and  has  been  made  applicable  to  surface 

vessels  only 

Twenty-one  comments  received  ob- 
jected to  the  negative  te.st  requirement 
for  anapla.smosi-s  and  Jeptospirosis  as  pro- 
posed in  5  915<a''3i  and  S91.5iaM4i. 
rc-.-spectively.  cm  the  basis  that  many  ex- 
porters practice  vaccination  for  these 
disea.ses  which  would  cause  a  positive 
reaction  to  such  tests  and  therefore  pre- 
vent exportation  from  vaccinated  herds. 
Certain  Latin  American  countries  re- 
quire vaccination  for  these  diseases  as 
a  requirement  for  entry 

One  comment  objected  to  the  negative 
test  requirement  for  blueiongue  in  sheep 
and  goaii  as  proposed  in  5  91  S'bi  ( 1 1  li) 
smce  many  such  animals  are  vaccinated 
for  bluetongue  in  Western  States  and 
a  positive  reaction  to  the  bluetongue  test 
when  applied  would  prevent  exportation 
from  vaccinated  herds. 

Two  comments  received  objected  to 
the  propo.sed  negative  test  requirement 
for  Brucella  Ovis  and  the  manual  ex- 
aminations of  rams  and  bucks  as  pro- 
pased  in  5  91.5ibM  i  >  Mi'  on  the  basis 
that  negative  complement  fixation  test- 
ing for  epididymitis  has  proved  un.satis- 
factory  for  detectii-»g  Brucella  infection 
in  rams  and  bucks. 

Thirty -four  comment  objected  to  the 
12-month  negative  swme  herd  certifica- 
tion for  transmissible  gastroenteritis 
proposed  in  §91.5'C'  on  the  basis  that 
this  requirement  would  prevent  the  ex- 
portation of  swine  from  most  Stales 

Two  comments  received  objected  to 
the  negative  tuberculm  test  requirement 
for  swine  ais  proposed  in  5  91.5'c»  <2>  on 
the  basis  of  lack  of  adequate  guidelines 
for  uniform  interpretation  of  swine 
tuberculin  tests  and  the  confusion  which 
would  result  therefrom. 

Two  comments  received  objected  to 
the  negative  equine  infectious  anemia 
and  equine  piroplasmosis  test  require- 
ments for  horses  proposed  in  |91.5'd> 
as  being  an  unnecessar>-  burden  to  the 
horse  export  industry,  and  suggested 
that  such  tests  be  conducted  to  satisfy 
country  of  destination  requirements  only. 
Following  considerations  of  comments 
received  which  relate  to  the  negative 
testing  requirement  proposed  for.  ana- 
plasmosis  in  cattle.  §91.5ia"3';  lepto- 
spirosis  in  cattle,  ?91.5(a'<4';  blue- 
tongue  in  sheep  and  goats,  f  91  5<b) 
(1 1  (i)  :  Brucella  Ovis  in  sheep  and  goats. 
5  91.5tbi  <i)  ilii  ;  transmissable  gastro- 
enteritLs  in  swine.  5  91.5<c'  ;  tuberculosis 
in  swine.  §  91  S'c  <2i  :  and  equine  infec- 
tious anemia  and  equine  piroplasmosis 
in  §  91.5<d)  :  and  in  view  of  the  wide 
variation  in  country  of  destination  entr>' 
requirements  for  each  species,  it  was 
determined  that  testing  requirements 
proposed  for  the  diseases  specified  in 
these  sections  should  be  deleted. 

The  proposed  requirements  in  5  91.5 
fb'ili'iii'  which  relates  to  the  testing 
of  goats  for  tuberculosis  and  brucellasis 
have  been  separated  and  renumbered— 
ii>  Tuberculosis— to  require  all  goats 
over  one  month  of  age  to  be  tested 
negative  for  tuberculosis,  and  <ii>  Bru- 
cellosis—to require  all  dairy  and  breed- 
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ins;  goats  only  to  be  tested  negative  for 
brucellosis. 

The  published  proposal  referred  to 
laboratories  which  were  to  be  specifically 
approved  to  perform  tests  in  accordance 
with  the  requirements  of  Part  91  How- 
ever, the  Animal  and  Plant  Health  In- 
spection Service  has  decided  not  to  re- 
quire that  testing  be  done  in  specifically 
approved  laboratories,  but  tests  for  bru- 
cellosis must  be  conducted  in  accordance 
with  the  Uniform  Methods  and  Rules. 
Such  provisions  are  adequate  to  govern 
the  testing  of  the  animals  for  brucellosis. 

Further  the  published  proposal  pro- 
vided that  any  treatment  of  cattle  and 
testing  of  swine  required  by  the  country 
of  destination,  in  addition  to  treatment 
or  tests  required  by  this  count r>-.  would 
be  performed  on  a  reimbursable  basLs 
by  Veterinar>-  Services  or  an  accredited 
veterinarian  under  the  provisions  in 
Part  156  of  this  Chapter  At  the  time 
when  the  publi.shed  proposal  was  drafted, 
it  was  anticipated  by  the  Department 
that  Part  156  would  be  amended  to  in- 
clude voluntary  inspection  and  certifi- 
cation of  animals  and  animal  products 
However.  Part  156  has  not  been  amended 
to  include  animals  and.  therefore,  all 
reference  sto  Part  156  have  been  deleted 
in  the  revision  of  this  Part.  No  voluntary 
services  will  be  provided  by  this  Depart- 
ment for  any  tests,  certifications,  or 
other  requirements  of  foreign  coun- 
tries not  otherwise  required  by  these 
regulations. 

The  definition  of  oriein  health  certifi- 
cate has  been  expanded  to  conform  with 
the  standard  definition  of  a  certificate 
which  is  contained  in  Part  78  of  the  reg- 
ulations. The  revised  definition  more 
fully  and  completelv  sets  forth  the  in- 
formation which  such  certificate  should 
contain. 

Various  other  nonsubstantive  changes 
have  been  made  for  purposes  of  clarify- 
ing and  updating  the  revision  of  this 
part. 

After  due  consideration  of  a'l  relevant 
information  available  to  the  Depart- 
ment, including  that  submitted  in  con- 
nection with  such  notice.  Part  91,  Title 
9.  Code  of  Federal  Regulations,  is  revised 
to  read: 


Sec 

91  L 
91  2 

91  3 

91  4 
91  5 
91  6 
91  7 
91  8 

91  9 

91  10 


91 

11 

91 

12 

91 

13 

91 

14 

91 

15 

91 

16 

91 

17 

Deflnltlois. 

Animals  to  be  handled  In  compliance 
with  regulations. 

Ports  of  embajkatlon  and  export  In- 
spection facilities. 

General  export  requirements 

Specific  exp)ort  requirements 

Insoectlon  of  animals  for  export 

Certification  of  animals  for  export. 

Accommodatio-^s  for  humane  treat- 
ment of  animals  on  ocean  vessels. 

Space  requirements  for  animals  on 
ocean  vessels. 

Inspection  of  ocean  vessels  prior  to 
loading 

General  construction. 

Protection  from  heat  of  boilers  and 
engines 

Ventilation. 

Attendants 

Allevways  ' 

Loading  ramps  and  doors. 

Defective  fittings. 


Sec 

91  18  Concrete  flooring. 

9119  Troughs  and  hayracks. 

91.20  Hatches. 

91.21  Stanchions  and  rails. 

91.22  Gate  hardware. 

91  23  Upper  deck  fittings. 

91  24  Wooden  stanchions. 

91  25  Beams. 

91.26  Roofs. 

91  27  Woodei  flooring. 

9128  Wooden  footlocks. 

91  29  Outside  planking. 

9130  Breast,  front,  and  foot  boards. 

91  31  Rump  boards. 

91  32  Division  boards. 

91  33  Cleaning  and  di5infection  of  transport 
carriers  for  export. 

AuTHORn-Y  21  U.S.C.  105.  112,  113,  114a. 
120.  121.  134b.  134f,  612,  613.  614,  618:  46 
use    466a,  466b. 

§  'Jl.l       Definitions. 

Whenever  In  the  regulations  in  this 
part  the  following  terms  are  used,  they 
shall  be  construed  as  follows: 

lai  Department.  The  United  States 
Department  of  Agriculture. 

»b»  Veterinary  Services.  Veterinary 
Services.  Animal  and  Plant  Health  In- 
spection Service  of  the  Department. 

I  c  I  Deputy  Administrator.  The  Deputy 
Administrator.  Veterinary  Services,  or 
anj-  other  official  of  Veterinary  Services 
tq  whom  authority  has  heretofore  been 
delegated  or  may  hereafter  be  delegated 
to  act  in  his  stead. 

(d>  Inspector.  An  inspector  of  Veteri- 
nary Services. 

lei  Animals  Horses,  cattle  i including 
American  bison » ,  sheep,  swine,  and  goats. 

(f '   Horses.  Horses,  mules,  and  asses. 

'g>  Roofing  paper.  Any  saturated 
roofing  paper  of  a  grade  known  to  the 
trade  as  30-pound  roofing  paper. 

'h>  Official  brucellosis  vaccinate.  A 
female  bovine  animal  vaccinated  against 
brucellosis  in  accordance  with  the  provi- 
sions prescribed  in  the  Recommended 
Brucellosis  Eradication  Uniform  Meth- 
ods and  Rules,'  Chapter  1.  part  I-H,  I, 
and  J  The  provisions  of  the  Uniform 
Methods  and  Rules  are  hereby  incorpo- 
rated by  reference.' 

lii  Accredited  veterinarian.  An  ac- 
credited veterinarian  as  defined  in  Part 
160  of  this  chapter. 

<j)  Premises  of  origin.  The  farm  or 
other  premises  where  the  animals  in- 
tended for  export  are  being  raised  or 
assembled,  or  both,  immediately  before 
movement  for  export. 

(k)  Sfafp  0/ ortj^in.  The  State  In  which 
the  premises  of  origin  is  located. 


'  Incorporation  by  reference  provisions  ap- 
proved by  the  Director.  Office  of  the  Federal 
Register,  on  February  22.  1977.  Copies  of  the 
January  1975  Recommended  Brucellosis 
Eradl'-atlon  Uniform  Methods  and  Rules 
I  APHIS  91-1)  which  were  also  incorporated 
by  reference  in  the  revision  of  9  CFR  Part  78. 
published  on  AprU  22.  1975  (40  FR  17816- 
17822),  are  available  upon  request  from  Vet- 
erinary Services.  Animal  and  Plant  Health 
Inspection  Service.  United  States  Depart- 
ment of  AETlculture  Federal  Building.  Hy- 
attsville.  Marvland  20782  A  cooy  of  the  Uni- 
form Method.s  a-^d  Rules  Is  on  file  In  the 
Office  of  the  Federal  Register  library. 


(1)  Origin  health  certificate.  An  ofB- 
cial  document  issued  by  a  Veterinary 
Services  representative  or  an  accredited 
veterinarian  at  the  point  of  origin  of  a 
shipment  of  animals  to  be  moved  under 
this  part,  which  shows  the  identification 
tag.  tattoo,  or  registration  number  or 
similar  identification  of  each  animal  to 
be  moved,  the  number,  breed,  sex.  and 
approximate  age  of  the  animals  covered 
by  the  document,  the  date  and  place 
of  issuance,  the  points  of  origin  and 
destination,  the  consignor,  and  the  con- 
signee, and  which  states  that  the  animal 
or  animals  identified  on  the  certificate 
meet  the  export  health  requirements. 

§  91.2      .Animals   to    be    handled    in   eom- 
pliunce  with  regulations. 

No  animals  covered  by  the  regulations 
in  this  part  shall  be  exported  to  a  foreign 
country  except  in  compliance  with  the 
provisions  in  this  part. 

§  91.3      Port*  of  embarkation  and  export 
in.%pertion  farilities. 

^ai  The  following  ports  which  have 
export  inspection  facilities  which  satisfy 
the  requirements  of  paragraph  <c)  of 
this  section  are  hereby  designated  as 
ports  of  embarkation.  All  animals  shall 
be  exported  through  said  ports  or 
through  ports  designated  in  special  cases 
under  paragraph  <b)  of  this  section: 

<n  Airports,  d)  Chicago.  Illinois; 
Harrisburg,  Pennsylvania;  Helena.  Mon- 
tana; Richmond.  Virginia;  Miami, 
Tampa,  and  St.  Petersburg,  Florida;  New- 
Iberia.  Louisiana;  Brownsville  and  Hous- 
ton, Texas:  San  Francisco,  California; 
Moses  Lake,  Washington;  and  New- 
burgh,  New  York. 

(il)  Cincinnati,  Ohio;  New  York.  New 
York;  and  San  Juan.  Puerto  Rico:  Fa- 
cilities are  available  only  for  certain 
species  of  animals." 

(2)  Ocean  ports,  d'  Richmond,  Vir- 
ginia; Miami  and  Tampa.  Florida; 
Brownsville  and  Houston,  Texas;  and 
San  Francisco.  California. 

(ii)  New  York.  New  York,  and  San 
Juan.  Puerto  Rico:  Facilities  are  avail- 
able only  for  certain  species  of  animals." 

<3>  Mexican  border  ports.  Browns- 
ville. Hidalgo,  Laredo,  Eagle  Pass,  Del 
Rio,  and  El  Paso,  Texas:  Douglas  and 
Nogales,  Arizona;  and  Calexico  and 
San  Ysidro,  California. 

(4>  Canadian  border  ports.  All  ports 
along  the  United  States-Canadian  land 
border  at  which  the  Health  of  Animals 
Branch  of  the  Canadian  Department  of 
Agriculture  maintains  veterinary  in- 
spection service. 

lb)  In  special  cases,  other  ports  or 
inspection  facilities  may  be  designated 
by  the  Deputy  Administrator,  with  the 
concurrence  of  the  Bureau  of  Customs. 
Such  ports  or  inspection  facilities  shall 


=  Further  Information  may  be  obtained 
from  the  Deouty  Administrator,  Veterinary 
Services,  Animal  and  Plant  Health  Inspec- 
tion Service,  United  States  Department  of 
Agriculture,  Hyattsville,  Maryland  20782. 

■Further  information  may  be  obtained 
from  the  Veterinary  Director  General. 
Health  of  Animals  Branch.  Department  of 
Agriculture.  Ottawa.  Ontario.  Canada 
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be  designated  only  if  the  inspection  fa- 
cilities are  approved  as  meeting  the  re- 
quirements of  paragraph  <c'  of  this 
section. 

(ct  Standards  for  export  inspection 
facilities.  Inspection  facihties  located 
at  ports  of  embarkation  designated 
under  paragraph  lai  of  this  section,  and 
inspection  facilities  designated  in  spe- 
cial cases  under  paragraph  ib>  of  this 
section,  shall  meet  the  following  re- 
quirements: 

a  I  Materials.  Floors  of  pens,  alleys, 
and  chutes  shall  be  made  of  impervious 
materials  and  finished  so  as  to  be  skid- 
resistant.  Impervious  floors  are  those 
constructed  of  a  material  that  resists 
the  absorption  of  fluids.  Such  materials 
include  concrete.  a.sphalt,  brick,  metal, 
or  other  svnthetic  material  that  may  be 
cleaned  and  disinfected.  Fences,  gates, 
and  other  parts  of  the  facility  shall  be 
constructed  of  wood,  metal,  or  other 
material  that  will  securely  restrain  the 
animals  in  a  safe  and  humane  maimer 

i2i  Size.  The  facihty  shall  be  large 
enough  to  accommodate  all  the  animals 
m  a  single  export  shipment  at  one  time. 
A  minimum  space  twice  the  rate  re- 
quired per  animal  in  5  91.9' b'  shall  be 
provided  for  each  animal. 

(3)  Inspection  implements.  A  squeeze 
chute  or  similar  restraining  device  and 
a  crowding  pen  or  pens  shall  be  avail- 
able for  individual  animal  inspection 
and  identification.  The  facihtv  shall 
have  a  roof  over  at  least  three-fourths 
of  the  pens  and  alleys  in  order  to  pro- 
tect the  animals  from  inclement 
weather.  Pens  or  yards  .shall  be  provided 
for  appropriate  segregation,  treatment, 
or  both,  of  animals  of  questionable 
health  status  apart  from  animals  quali- 
fied for  exportation  under  this  Part. 

(4)  Cleaning  and  disinfection.  The  fa- 
cility and  equipment  shall  be  cleaned  and 
disinfected  with  a  disinfectant  permitted 
under  §  71  10  of  this  chapter  under  the 
supervision  of  a  Federal  inspector  prior 
to  entry  of  each  export  shinment  into  the 
export  inspection  facUity.  Personnel 
tending  the  animals  shall,  if  they  come 
in  contact  with  animals  outside  of  the 
facility,  be  required  to  change  or  sanitize 
their  outer  clothing  and  footwear. 

(5»  Feed  and  uxiter.  An  ample  sunply 
of  potable  water  shall  be  made  available 
to  the  animals  intended  for  exnort.  and 
in  cold  weather  such  water  shall  be  kept 
free  of  ice.  Feed  and  feeding  facilities  ap- 
propriate for  the  animals  intended  for 
export  shall  be  provided. 

<  6 )  Access :  apprcn.-^  of  arrangements. 
Access  to  all  parts  of  the  facility  shall 
be  allowed  to  a  Veterinary  Services  in- 
spector at  all  times,  day  or  night,  and 
the  arrangement  for  handling  the  ani- 
mals shall  be  subject  to  the  approval  of 
the  inspector.  Aporoval  shall  be  granted 
by  the  inspector  If  he  finds  that  such  ar- 
rangements will  not  permit  the  dissemi- 
nation of  communicable  diseases  of  live- 
stock to  the  animals  in  the  export  ship- 
ment. 

i7i  Testing  and  treatment.  Testing 
and  treatment  of  animals  in  export  in- 
spection facilities  shall  be  performed  by 
an  accredited  Veterinarian  under  the  su- 
pervision of  a  Veterinary  Services  veteri- 
narian. Tests  related  to  Veterinary  Serv 


ices  animal  disease  programs  shall  be 
performed  in  accordance  with  the  Rec- 
ommended Brucellosis  Eradication  Uni- 
form Methods  and  Rules. 

'8i  Location  The  arrangement  and 
location  of  the  facihties  shall  provide  for 
the  isolation  of  all  animals  in  the  facil- 
ity from  conUct  with  any  other  animals. 
Isolation  of  separate  export  shipments  in 
the  faciUty  shall  be  at  the  discretion  of 
the  Veterinary  Services  inspector 

(9)  Disposal  of  animal  wastes  The  ap- 
plication for  approval  of  an  export  m- 
spection  facility  shall  be  accompanied  by 
a  certification  from  the  authorities  hav- 
ing jurisdiction  over  environmental  af- 
fairs m  the  locality  of  the  facility  statmg 
that  the  facility  complies  with  the  ap- 
plicable State  and  local  regulations  or 
ordinances  and  the  requirement";,  if  anj-, 
of  the  United  States  EnvircnmenUU  Pro- 
tection Agency,  regarding  disposal  of 
animal  wastes. 

.10'  Lighting  The  facility  shall  be 
equipped  with  artificial  lighting  to  pro- 
vide not  less  than  70  foot  candle  power 
in  the  Inspection  area  and  not  less  than 
40  foot  candle  power  in  the  remainder  of 
the  facility. 

1 11 1   Office  and  rest  room.  A  suitable 
office  and  adequate  rest  room  facilities 
shall  be  provided  at  the  export  mspec- 
tion  facUltv  site  for  use  of  the  Inspectors. 
id'    Approia:  and  denial,  revocation, 
or  suspension  of  approv-al  Approval  of 
each  export  inspection  facility  for  des- 
ignation  under   paragraph    ■  a  >    of   this 
section  and  in  special  cases  under  para- 
graph <b'   of  this  section,  shall  be  ob- 
tained from  the  Deputy  Administrator 
Approval  of  an  export  inspection  facility 
under  paragraph  'at  or  tb'   will  be  de- 
nied or  revoked  for  failure  to  meet  the 
standards  in  paragraph  ic  of  this  sec- 
tion. A  wTitten  notice  at  least  60  days 
prior  to  the  date  of  any  proposed  revo- 
cation and  a  written  notice  of  any  pro- 
posed denial  shall  be  given  to  the  op- 
erator  of   the   facility   and   he   will   be 
given  an  opportunity  to  present  his  views 
thereon.  Such  notice  shall  list  in  detail 
the   deficiencies   concerned     Pending    a 
final    determination,    approval    of    any 
facility  may  be  denied  or  suspended  by 
the  Deputy  Administrator  when  he  has 
reason  to  believe  that  the  facUity  does 
not  meet  such  standards.  Approval  of  a 
port  of  embarkation  in  connection  with 
the  designation  of  an  export  inspection 
facility  in  a  special  case  shall  be  limited 
to  the  special  case  for  which  the  desig- 
nation was  made. 
§91.4      General  export  roquii^menls. 

(a)  All  animals  intended  for  exporta- 
tion to  a  foreign  country  shall  be  ac- 
companied from  the  State  of  origin  of 
the  export  movement  to  the  port  of  em- 
barkation by  an  origin  health  certificate 
certifying  that  the  animals  were  in- 
spected within  the  30  days  prior  to  the 
date  of  the  movement  of  the  animals 
for  export,  and  were  found  to  be  sound, 
healthy,  and  free  from  evidence  of  com- 
municable disease  and  exposure  thereto 
Such  certificates  shall  be  endorsed  by 
an  authorized  Veterinary  Services  veteri- 
narian in  the  State  of  origin.  The  cer- 
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tificates  shall  individually  identify  the 
animals  in  the  shipment  as  to  species, 
breed,  sex,  and  age.  and  if  applicable. 
shall  also  show  registration  name  and 
number,  tattoo  markings,  or  other  nat- 
ural or  acquired  markings. 

<bi  Inspection  All  animals  m  each 
export  shipment  shall  have  been  in- 
spected, tested,  or  treated  in  the  man- 
ner prescril>ed  in  this  Part  prior  to  the 
movement  of  the  export  shipment  to 
the  export  inspection  facility,  except  that 
the  Deputy  Administrator  may.  upon  re- 
quest of  the  appropriate  animal  health 
official  of  Uie  country  of  destination, 
waive  the  tuberculosis  and  brucellosis 
te^ts  referred  to  in  $5  91 -5' a'  '1'  and 
2  .  91.5'bi'5i,  and  591.5ic»  of  this 
Part  when  he  finds  such  tests  are  not 
necessary  to  prevent  the  exportation  of 
diseased  hvestock  from  the  United 
States. 

(C)  Testing.  All  samples  for  tests  re- 
quired bv  5  915  for  exportation  of  ani- 
mals under  this  section  shall  be  taken  by 
an  inspector  or  an  accredited  veterman- 
an  in  the  State  of  origin  of  the  export 
movement.  Such  samples  shall  be  taken 
and  tests  made  withm  the  30  days  prior 
to  the  date  of  movement  of  the  animals 
fir  export  from  the  premises  of  origin, 
except  that  the  Deputy  Admmu^trator 
mav  permit  such  sampling  or  tests  to  be 
made  more  than  30  days  prior  to  the 
date  of  export,  if  required  by  the  receiv- 
'ne  countrv  and  the  tuberculm  test  may 
be  conducted  withm  the  90  days  prior 
•0  the  date  of  the  movement  of  the  ani- 
mals for  export  The  test  for  brucellos^ 
shall  be  conducted  in  accordance  with 
the  Recommended  Brucellosis  Eradica- 
tion Uniform  Methods  and  Rules. 

(d)  Movement  in  cleaned  and  disin- 
fected carriers  or  containers.  The  origin 
health  certificate  accompanying  hve- 
•^tock  from  the  premises  of  origin  to  the 
port  of  embarkation  shall  be  accompa- 
nied by  a  sUtement  from  the  issuing  ac- 
credited veterinarian  or  inspector  that 
the  means  of  conveyance  or  container 
has  been  cleaned  and  disinfected  smce 
last  used  for  animals  wnth  a  disinfectant 
approved  under  §  71.10  of  this  Chapter, 
prior  to  loadmg.  or  that  the  earner  or 
container  has  not  previously  been  used  m 
transporting  livestock. 

■  e)  Clean  and  disinfected  facilities  re- 
quired for  feeding,  watering,  and  'or  rest 
stops.  Anunals  unloaded  en  route  to  the 
port  of  embarkation  for  feed,  water, 
and  or  rest,  shall  be  unloaded  only  mto 
a  facility  which  shall  have  been  cleaned 
and  disinfected  with  a  disinfectant  ap- 
proved under  §7110  of  this  Chf:)ter. 
under  the  supervision  of  an  Inspector  or 
an  accredited  veterinarian  prior  to  such 
unloading.  A  statement  certifying  to 
such  action  shall  be  attached  to  the  ori- 
gin health  certificate  by  the  supervising 
inspector  or  accredited  veterinarian 

§  91.5      Specific  export  rrquiremenf«. 

(a»  Cattle.  In  order  to  be  ehgibie  for 
export,  cattle  shall  be  tested  with  results 
as  specified  in  this  section,  and  the  ori- 
gin health  certificate  shall  specify  the 
type  of  tests  conducted,  the  dates  of  the 
tests,  and  the  resists  of  the  tests 
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fit  Tuberculosis.  All  cattle  over  one 
month  of  a^e  shall  be  negative  to  a 
caudal  intradermal  tuberculm  test  using 
0  1  ml  of  tuberculin  with  a  reading  ob- 
tained 72  hours  iplus  or  minus  six  hours) 
after  injection  as  prescribed  m  Veteri- 
nary Services  Memorandum  552.15  "In- 
structions and  Procedures  for  Conduct- 
ing Tuberculin  Tests  in  Cattle,"  section 
VIII  .^.* 

<2<  Brucellosis.  All  cattle  over  six 
months  of  age  shall  be  negative  to  a  test 
for  brucellosis  conducted  as  prescribed 
in  "Standard  Agglutination  Test  Proce- 
dures for  the  Diagnfx=is  of  Brucellosis"  * 
or  "Supplemental  Test  Procedures  for 
the  Diagnosis  of  Brucellosis";  '  except, 
that  such  tests  are  not  required  for  offi- 
cial vaccinates  of  dairy  breeds  under  20 
months  of  age  and  official  vaccinates  of 
beef  breeds  under  24  months  of  age. 

(3 1  Treatment  for  ectoparasites.  All 
cattle,  except  those  found  free  of  ecto- 
parasites or  thase  intended  for  exporta- 
tion for  slaughter  purposes  to  any  for- 
eign country  shall  be  treated  for  ecto- 
parasites within  30  days  preceding  the 
date  of  export  Such  treatment  shall  be 
made  using  a  pesticide  registered  by  the 
Environmental  Protection  Agency  for 
use  m  treating  animals  infested  with  the 
ectoparasite  involved  in  accordance  with 
the  label  requirements.  Treatment  shall 
be  personally  supervised  and  certified  on 
the  origin  health  certificate  by  an  ac- 
credited veterinarian  who  shall  be  ready 
to  apply  an  antidote  if  adverse  side  ef- 
fects occur  following  treatment. 

'b'  Sheep  and  goats.  'l>  In  order  to 
be  eligible  for  export,  sheep  and  goatvS 
shall  be  tested  with  results  as  specified 
in  this  section,  and  tiie  origin  health  cer- 
tificate for  such  animals  shall  spedfv  the 
type  of  test  conducted,  the  date  of  the 
test.^.  and  the  results  of  the  test^. 

<ii  Tuberculosis.  All  goat^  over  1 
month  of  age  shall  be  negative  to  a  cau- 
dal intradermal  tuberculin  test  using 
0.1  ml.  of  tuberculin  with  a  reading  ob- 
tained 72  hours  iplus  or  muius  6  hours' 
after  injection  as  prescribed  in  Veteri- 
nary Services  Memorandum  552  15. 

(ii)  Brucellosis.  Dair>-  and  breeding 
goats  shall  be  negative  to  a  plate  or  tube 
agglutination  test  for  brucello.sis  as  pre- 
scribed in  "Standard  Agglutination  Test 
Procedures  for  the  Diagnosis  of  Brucel- 
losis "  ' 

(2)  No  sheep  or  goat  shall  be  exported 
If  it  is  affected  with  or  exposed  to 
scrapie,  or  originated  from,  or  has  been 
on,  any  premises  which  then  were  in- 
fected or  source  flock  premL^es,"  or  if  it 
is  the  progeny,  sire  or  dam.  or  a  full  or 
half  brother  or  sister  of  any  animal 
found   to  be  affected   with  scrapie,   or 


'Copies  of  thl.s  publication  may  be  ob- 
tained from  the  Deputy  Administrator.  Vet- 
erinary Services,  Animal  and  Plant  Healtli 
Inspection  Service.  HvattavUle.  Maryland 
20782 

•Infected  premises  are  those  on  which  an 
animal  has  been  found  to  he  Infected  with 
.scrapie  Source  flock  premises  are  those  from 
which  an  affected  animal  was  moved  within 
18  months  or  less  prior  to  showing  signs  of 
scrapie 


was  moved  from  premises  located  in  an 
area  quarantined  for  scrapie. 

131  Sheep  and  goats  exported  for  im- 
mediate slaughter  need  not  comply  with 
the  requirements  of  paragraphs  ( 1  •  and 
i2> . 

(4>  AH  sheep  and  goats  intended  for 
export  shall  be  identified  by  eartags  or 
tattoos  approved  by  the  Deputy  Admin- 
istrator," except  that  sheep  or  goats  for 
export  to  Canada  or  Mexico  for  immedi- 
ate slaughter  may  be  identified  by  flock 
brands. 

ici  Swine.  No  swine  shall  be  exported 
if  they  were  fed  garbage  at  any  time. 
The  swine  shall  be  accompanied  by  a 
certification  from  the  owner  stating  that 
they  were  not  fed  garbage,  and  that  any 
additions  to  the  herd  made  within  the 
3  J  days  immediately  preceding  the  ex- 
port shipment,  have  been  maintained 
isolated  from  the  swine  to  be  exported. 
All  breeding  swine  shall  be  tested  for  and 
show  negative  test  results  to  brucellosis 
by  a  test  prescribed  in  "Standard  Ag- 
glutination Test  Procedures  for  the  Diag- 
nosis of  Brucellosis"  '  or  "Supplemental 
Te.st  Procedures  for  the  Diagnosis  of 
Brucellosis".'  The  test  results  shall  be 
classified  negative  in  accordance  with 
the  provisions  prescribed  in  the  Recom- 
mended Brucellosis  Eradication  Uniform 
Methods  and  Rules.  Chapter  2,  Part  II. 
G.  1,2,  and  3.' 

5  91.6      In.<>peclion  of  uiiiiiials  for  export. 

(a)  Except  as  provided  in  paragraph 
id',  all  animals  offered  for  exportation 
to  any  foreign  country,  shall  be  inspected 
by  a  Veterinary  Services  veterinarian  at 
an  export  inspection  facility  at  a  port 
designated  in  5  91.3iai.  or  at  a  port  or 
inspection  facility  designated  by  the 
Deputy  Administrator  in  a  special  case 
under  ?  91.3ibi. 

'  b  I  Such  animals  shall  be  held  for  a 
period  of  not  less  than  5  hours  at  the 
port  of  embarkation  or  export  inspec- 
tion facility  during  which  time  the  ani- 
mals shall  be  given  a  careful  visual 
health  inspection.  Sorting,  grouping. 
identification,  or  other  handhng  of  the 
animals  by  the  exporter  may  be  made  be- 
fore or  after  this  period  of  time.  If  in- 
dividual clinical  inspection  of  an  animal 
IS  deemed  necessary  by  a  Veterinary 
Services  veterinarian  for  the  purpose  of 
determining  its  health  status,  such  in- 
spection may  be  made  during  this  period 
of  time  or  thereafter. 

<ci  Feed  and  water.  All  animals  shall 
be  allowed  a  period  of  at  least  5  hours  for 
rest  at  the  export  inspection  facility,  with 
adequate  feed  and  water  available,  be- 
fore movement  to  an  ocean  vessel  or  air- 
craft for  loading  for  export.  (This  may 
be  the  same  period  required  by  para- 
graph 'bi  for  health  inspection.)  How- 
ever, feed  and  water  will  not  be  required 
if  the  animals  were  transported  to  the 
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'  Information  concerning  eartags  or  tattoos 
approved  by  the  Deputy  Administrator  may 
be  obtained,  upon  request,  from  the  Deputy 
.Administrator,  Animal  and  Plant  Health 
Inspection  Service,  United  States  Depart- 
ment of  Agriculture,  HyattsvUle.  Maryland 
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export  inspection  facility  in  a  carrier  in 
which  adequate  feed  and  water  were  pro- 
vided and  if  sufficient  evidence  is  pre- 
sented to  a  Veterinary  Services  veteri- 
narian that  the  animals,  if  under  30  days 
of  age,  will  arrive  m  the  countrj-  of  des- 
tination within  24  hours  after  they  were 
last  fed  and  watered,  in  the  United 
States,  or  in  the  case  of  other  animaLs, 
within  36  hours  after  they  were  last  fed 
and  watered  in  the  United  States. 

Id)  The  requirements  in  paragraphs 
(a)  and  (b)  of  this  section  shall  not 
apply  In  the  case  of  animals  offered  for 
exportation  to  Canada  through  ports 
along  the  United  States-Canada  land 
border  designated  in  5  91.3ia'  i4i  or  for 
exportation  to  Mexico  through  ports 
along  the  United  States-Mexico  land 
border  designated  in  S  91.3ia)  3^  if  the 
animals  are  accompanied  by  an  origin 
health  certificate  issued  and  endorsed  in 
accordance  with  the  requirements  of 
§  91.4(a). 

§  91.7  Certification  of  animalx  for  ex- 
port. 

If,  upon  inspection  by  a  Veterinary 
Services  veterinarian  at  the  export  in- 
spection facility,  the  animals  offered  for 
export  are  found  to  be  sound,  healthy, 
and  free  from  evidence  of  communicable 
disease  or  exposure  thereto,  an  export 
certificate.  VS  Form  17-37,  shall  be 
issued  by  said  Veterinarj-  Services  veter- 
inarian and  shall  contain  a  statement  to 
that  effect. 

§  91.8  .4ccornni«Klalions  for  humane 
treatment  of  HiiiniaLs  on  ocean  ves- 
sels. 

(a)  The  owner  or  operator  of  an  ocean 
vessel  carrying  animals  from  the  United 
States  to  a  foreign  country  shall  pro- 
vide, for  such  animals,  feed  and  water, 
space,  ventilation,  fittings,  and  other  fa- 
cilities aboard  the  carrier  as  set  forth  In 
this  Part  For  animals  embarked  for  a 
voyage  which  will  be  of  more  than  36 
hours  duration,  there  shall  be  provided 
to  the  satisfaction  of  the  inspector  suffi- 
cient amounts  of  suitable  feed  and  fresh 
water,  and  proper  accommodations  shall 
be  provided  on  board  for  storage  and  dis- 
tribution of  the  water  and  feed.  The  feed 
shall  not  be  exposed  to  the  weather  at 
sea.  However,  such  feed  and  water  shall 
not  be  required  if  it  is  determined  by  the 
Veterinary  Services  veterinarian  that 
the  animals,  if  under  30  days  of  age  will 
arrive  in  the  countrv-  of  destination 
within  24  hours  after  they  were  last  fed 
and  watered  in  the  United  States,  or,  in 
the  case  of  other  animals,  within  36 
hours  after  they  were  last  fed  and 
watered  in  the  United  States. 

(b)  Owners,  masters,  or  operators  of 
such  vessels  shall  not  accept  for  trans- 
portation any  animal  that  in  the  judg- 
ment of  the  Veterinary  Services  veteri- 
narian is  in  an  unfit  condition  to  with- 
stand the  rigors  of  such  transportation 
Further,  no  animal  intended  for  export 
shall  be  placed  aboard  any  ocean  vessel, 
unless  in  the  opinion  of  the  inspector  the 
loading  arrangements,  fittings,  ventila- 
tioii  systems,  and  the  arrangements  pro- 
vided by  the  vessel  for  ther  use  reasona- 
bly assure  arrival  of  a  viable  animal  in  the 
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country  of  destination.  Halters,  ropes,  or 
other  suitable  equipment  provided  for 
the  handling  and  tying  of  horses  shall 
be  found  to  be  satisfactory  by  the  Vet- 
erinary Services  veterinarian  to  assure 
humane  treatment  of  the  animals. 

§91.9      Spare   requirements   for  animals 
on  ocean  vessels. 

(a)  General  requirements.  A  general 
space  requirement  for  any  individual 
animal  in  stalls  or  crates  on  ocean  vessels 
shall  be  six  inches  more  in  height,  depth, 
and  width  than  the  measurements  of  the 
animal  concerned.  The  number  of  ani- 
mals in  each  stall,  pen  or  other  con- 
tainer, the  cubic  inches  of  air  available 
for  each  animal,  and  the  ventilation 
capability  of  the  transporting  carrier  are 
other  criteria  used  to  determine  final 
space  requirements  for  each  animal. 
Guidelines  of  space  requirements  for 
storage  of  animals  in  pens  are  listed  in 
paragraphs  <b>  and  <c*  of  this  section. 
Final  determination  of  space  needed  and 
manner  of  loading  of  animals  for  export 
shipment  will  be  m^de  by  the  inspector 
or  the  Veterinary  Services  veterinarian 
at  the  port  of  embarkation,  based  upon 
the  size  and  type  of  animals  presented, 
weather,  destination,  route,  and  means 
of  transportation  employed  for  the  ex- 
port shipment. 

(b)  Space  guidelines: 

Space  in 
square 

feet 
alloiced 
Animal  weight  pounds:  per  animal— 

100   4.0 

150 5.0 

200    ---  6.0 

260    6.9 

300    ' —  7.9 

350    - ---  8.9 

400    9.9 

460    10.9 

600    — 11.8 

550    - 12.5 

600    13.2 

650    - -—  13.9 

700    14.6 

750    15.3 

800    15.9 

850    16.  6 

900    17.3 

950    17.8 

1,000 - 18.4 

1,050 —  - 18.9 

1,100 —  19.4 

1,150 19.9 

1.200 20.4 

1.260 21.0 

1,300 21.5 

1,350 --  22.0 

1,400 22.7 

1,450 -- ---  23.3 

1.500 24  0 

1,660 24  6 

1.600 25.3 

1.660 — 25.9 

1.700 -- 26.6 

1,750 27.2 

1,800 27  8 

(c)  Space  guidelines  for  containers. 
Containers  used  aboard  containerized 
ocean  vessels  measure  8  feet  in  width  out- 
side but  vary  from  7  feet  3  inches  to  7 
feet  9  inches  in  width  inside  and  from  17 
feet  to  40  feet  in  length.  For  such  con- 
tainers the  space  requirements  and  min- 
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imum  pen  widths  shown  in  the  follow- 
ing charts  shall  be  used  whenever  the 
length  of  the  animal  exceeds  the  width 
of  the  contamer.  For  ready  measurement 
of  dairy  cattle  only,  the  distance  from 
the  withers  to  the  pin  bone  multiplied  by 
1  65  gives  the  approximate  total  length. 
Length  of  other  cattle  and  large  animals 


28995 

will  require  measurement  of  their  total 
length.  Other  animals  larger  than  those 
shown  in  the  following  charts  shall  be 
stowed  subject  to  the  approval  of  the  in- 
spector or  the  Veterinary  Services  vet- 
erinarian at  the  port  of  embarkation. 
Maximum  inside  length  of  container  pens 
shall  be  12  feet  9  Inches 


."Square  fftt 
ppr  h<!»d 

3  head 

4  bead 

Weight 

Squarp  tttX 

Width 

Ekjuan-  (t>«'t 

Width 

Containers  7'9"  in 

Width 

800 
8S0 
MO 

950 

1.000 
1.050 
1,100 

18.5 
19.5 
2a4 
21.4 
22.4 
23.4 
24.5 
25.5 
28.5 
27.4 
28.4 
29.6 

sas 

31.9 
32.9 

74.0 

9'?" 

78.0 

10*1" 

•1.2 
•12 
C7.S 

ms 

73.5 
7&2 
TSlS 
82.2 
8S.3 
88.8 
92.4 
«.7 
98.7 

ru" 

8'4" 
8'9" 
9'1" 
9'6" 
9-10" 

vy3" 

10'6" 
U'O" 
U'6" 
12'0" 
12'4' 
12-9" 

81.6 
85.6 
9a6 
93.6 
98.0 

IVt" 
U'\" 
lt'7" 

iri" 

12^" 

1.150 

1.200 

1,2S0 

1,300 

1,350 

1,400 

1,450 

1.500 

COKTAlNEBS  7'3"  IN 

Width 

700 
7S0 
800 
850 
900 
950 

16.3 

65.2 
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8a4 
85.3 
80.2 

9'V 

17.5 
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2ai 

21.3 

22.3 
23.7 
24.8 
26.0 
27.1 
28.4 
29.6 
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S2.2 
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•as 

«S,9 

66.9 

71.1        < 

74.1 

7&« 

8I.S 

BSlS 

88.8 

«.7 

rs" 

7'9" 
8'3" 
8'9" 
9*2" 
9-8" 
ICl" 
lOV 
n'3" 

ino" 

12'3" 

12'9'' 

9'8" 
105" 
U'l" 

n'9" 

12'4" 

1,000 

1,050 

1,100 

■  ■               * 

1,150 

1,200 

1.250 

I. XV 

- 

(d>  Special  regmrements.  If  an  ani- 
mal to  be  loaded  on  an  ocean  vessel  is  in 
the  third  trimester  of  pregnancy  or  the 
route  of  the  carrier  will  be  Into  or 
through  a  tropical  area.'  the  space  re- 
quired for  each  animal  shall  be  increased 
by  10  percent.  If  the  animal  to  be  ex- 
ported is  in  the  third  trimester  of  preg- 
nancy and  the  route  of  the  vessel  will 
be  into  or  through  such  area,  the  space 
required  for  such  animal  shall  be  in- 
creased by  20  percent.  iSee  also  para- 
graph <g>).  In  addition,  hospital  pens 
measuring  not  less  than  3  feet  by  8  feet 
for  each  animal  shall  be  provided  at  the 
rate  of  3  such  pens  for  each  100  head 
loaded,  except  as  provided  for  horses  in 
paragraph  <e»  of  this  section. 

(e>  Size  of  stalls  or  pens  for  horses  on 
ocean  vessels.  Space  for  horses  in  pens 
on  ocean  vessels  shall  not  be  less  than 
6  feet  6  inches  from  roof  or  beams 
overhead  to  floor  underfoot.  Space  con- 
taining up  to  120  square  feet  may  be  use^i 
for  stowage  of  horses  and  shall  be  at 
least  8  feet  but  not  more  than  9  feet 
in  width  <  thwartship '  except  that  upon 
approval  of  the  inspector  or  the  Veter:- 
nary  Services  veterinarian  at  the  port 
of  embarkation,  pens  7  feet  wide  may  be 
allowed  for  medium-sized  horses  Smtle 
stalls  shall  be  not  less  than  2'2  feet  wide. 
Mares  in  foal  shall  be  shipped  only  m 
separate  stalls  which  shall  be  not  less 
than  8  feet  long  by  3  feet  wide  and  for 


The  area  situated  between  the  Tropic  ot 
Cancer  and   the  Tropic  of  Capricorn. 


mares  due  to  foal  en  rout^  and  for  --tal- 
lions,  stalls  shall  not  be  less  than  8  feet 
long  by  5  feet  wide  and  shall  be  readily 
accessible  to  .ship  personnel  Extra  stalls 
suitably  located  shall  be  provided  m  each 
compartment  or  on  decks  where  horses 
are  carried  so  that  adequate  hospital 
space  can  be  made  available  for  any 
horses  that  become  sick  or  disabled 
aboard  ship.  The  number  of  such  stalls 
shall  be  as  follows ;  One  for  the  first  4  to 
10  horses  shipped,  another  for  any  num- 
ber in  excess  of  10  up  to  and  including 
25,  and  still  another  for  each  additional 
25  horses  or  fraction  thereof. 

if)  <1)  Except  as  provided  in  para- 
graph ici  of  this  section,  space  in  pens 
on  ocean  vessels  for  cattle  weighing 
1000  pounds  or  more  shall  be  no  less  than 
8  feet  nor  more  than  9  feet  m  width 
and  6  feet  3  inches  from  roof  or  beams 
overhead  to  flooring  underfoot,  except 
that  when  floors  are  raised  over  pipes 
and  similar  obstructions,  a  height  of 
not  less  than  6  feet  may  be  permitted  at 
the  discretion  of  the  inspector.  Pens  for 
rattle  shall  not  exceed  120  square  feet. 
When  any  such  pen  includes  stanchions, 
sounding  tubes,  ventilators,  and  other 
obstructions.  20  percent  more  space  for 
each  animal  shall  be  required. 

'  2  I  Single  stalls  in  ocean  vessels  for 
cattle  weighing  1000  pound.s  or  more  ^hall 
be  not  less  than  8  feet  in  length  by  3 
feet  in  width. 

'  3  I  Calves  and  yearlings  may  be  stowed 
in  pens  or  stalls  at  the  discretion  of  the 
inspector  or  the  Veterinary  Services  vet- 
erinarian at  the  port  of  embarkation. 
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ig>  Srxice  for  sheep,  ffoatf!.  and  stvin^ 
on  ocean  vessels.  Space  for  sheep,  goars. 
and  swine  on  ocean  vessels  shall  not  he 
less  than  3  feet  in  heipht  and  the  length 
and  width  cf  pens  shall  not  exceed  15x8 
feet.  All  increase  of  50  percent  square 
footage  shall  be  required  for  animals 
in  the  third  trimester  of  pregnancy, 
notwithstanding  other  provisions  in  par- 
agraph id). 

§91.10      In'-p*''"''""      of      omin      vrs>.^l^ 
prior  to  IfjudinK. 

It  shall  be  the  responsibility  of  the 
owners  or  the  masters  of  an  ocean  vessel 
intended  for  use  in  exporting  livestock  to 
present  the  vessel  to  an  inspector  of 
Veterinary  Services  at  a  United  States 
port  of  embarkation  or  at  the  discretion 
of  the  Deputy  Administrator,  upon  re- 
quest of  the  exporter,  transporting  com- 
pany, or  their  agent,  at  a  foreign  port, 
for  an  inspection  to  determine  if  the 
fittings  aboard  the  vessel  are  in  com- 
phance  with  the  provisions  of  this  Part. 
A  notarized  statement  from  an  engineer- 
ing concern  shall  be  required  to  certify 
to  the  rate  of  air  exchange  in  each  com- 
partment. Such  notarized  statement 
shall  be  required  upon  first  use  of  such 
vessel;  Provided.  That  such  notarized 
statement  may  again  be  required  by  the 
Deputy  Administrator  if  substantive 
chamges  in  fittings  aboard  the  vessel 
have  been  made  since  the  vessel  was  last 
certified. 

§91.11       Crneral  con«lruction. 

A  variety  of  construction  materials 
such  as  wood,  metal  plate,  or  pipe  may 
be  used  for  stalls,  crates,  or  pens  aboard 
ocean  vessels.  Pipe  f.tting.s  have  the  ad- 
vantage of  smooth  surfaces,  easy  main- 
tenance, long  range  economy  and  spaces 
between  pipe  rails  to  allow  for  feeding, 
watering,  cleaning  and  better  ventila- 
tion. Material  used  for  stalls,  crates,  or 
pens  shall  be  properly  formed.  cloi.ely 
fitted,  and  rigidly  secured  in  place  Spe- 
cial care  shall  be  taken  to  design  and 
finLsh  all  edges,  welds,  and  hardware 
that  are  accessible  to  animals,  A  com- 
bination of  wood  and  steel  pipe  or  other 
steel  profile  construction  may  be  ac- 
cepted if  the  construction  complies  with 
the  regulations  in  this  Part  Where  the 
sides  of  pens  are  adiacent  to  the  ship's 
sides  which  have  .st,eel  casing,  frames, 
stays  or  similar  fictmK.s,  the  carrier  shall 
cover  these  profilers  with  wooden  battens 
of  at  least  2  inch  think  lumber  or  ply- 
wood of  similar  strength  to  prevent 
animals  from  mjury, 

§ 'H  ,  12      Protection  from   li«al  of  hoilt-rs 
ami  rneinos. 

No  animals  shall  be  stowed  along  the 
alleyways  leading  to  the  engine  or  boiler 
rooms  unless  the  sides  of  said  engine  or 
boiler  rooms  are  covered  by  a  tongue  and 
groove  tight  sheathmg  producing  a  3 
inch  wide  air  space,  except  that  on  ships 
powered  with  internal  combustion  en- 
gines this  sheathing  may  not  be  required 
at  the  discretion  of  the  Inspector 

§91.13      Ventilation. 

Each  underdeck  compartment  on 
which    animals   are    being    transported 


aboard  an  ocean  vessel  shall  be  equipped 
with  a  system  of  mechanical  ventilation 
that  will  furnish  a  complete  change  of 
air  in  each  compartment  every  2  minutes 
when  deck  height "  is  less  than  8  feet  and 
every  2' 2  minutes  when  the  deck  height " 
exceeds  8  feet.  Spare  motors  and  fans 
shall  be  available  on  board,  for  replace- 
ment or  repair  of  the  ventilation  system 
during  the  voyage.  A  spare  motor  and 
fan  of  an  approved  type  in  working  order 
shall  be  aboard  the  vessel  for  each  type 
of  motor  or  fan  used.  Net  pen  space  in 
any  compartment  shall  not  exceed  80 
percent  of  the  deck  area. 

§91.14      .Attendants. 

It  shall  be  the  responsibility  of  the 
captain  of  the -ocean  vessel  to  carry  at 
least  three  men  on  board  the  vessel  who 
are  experienced  in  the  handling  of  the 
kind  'kinds  of  livestock  to  be  carried,  and 
a  suflScient  number  of  attendants,  satis- 
factor\-  to  the  inspector  or  the  Veteri- 
narj'  Services'  veterinarian  at  the  port 
embarkation  to  insure  proper  care  of  the 
animals, 

§  9 1 . 1  .>      .Alleyways. 

Alleyways  running  fore  and  aft  on  the 
ocean  vessel  that  are  used  for  feeding, 
watering,  and  loading  animals,  including 
horses  in  box  stalls,  shall  have  a  mini- 
mum width  of  3  feet.  However,  for  a  dis- 
tance not  to  exceed  8  feet  at  the  end  of 
alleyways  in  the  bow  and  the  stem  of 
ship,  and  where  obstructions  of  less  than 
3  feet  in  length  occur,  the  width  may  be 
reduced  to  a  minimum  of  24  inches.  A 
sufficient  number  of  athwartship  alley- 
ways at  least  24  inches  in  width  shall  be 
provided  to  afford  ready  access  to  scup- 
pers and  to  ends  of  allej-ways  running 
fore  and  aft.  However,  on  exposed  decks 
where  scuppers  and  the  end  of  fore  and 
aft  alleyways  are  readily  accessible, 
athwartship  alleyways  are  not  required 
and  if  the  alleyways  are  to  be  used  for 
feeding  or  watering  livestock,  but  not  for 
loading  or  unloading  of  livestock,  such 
alleyways  shall  have  a  minimum  width 
of  28  inches. 

§91.16      Ixiadine  rampA  and  doors. 

Ramps  connecting  one  deck  of  a  ship 
to  another  shall  have  a  clear  width  of 
3  feet  and  a  clear  height  of  not  less  than 
6  feet  6  inches.  The  incline  of  the  ramps 
shall  not  exceed  1:2  f26',2°>  between  the 
ramps  and  the  horizontal  plane.  The 
ramps  shall  be  fitted  with  footlocks  of 
approximately  2"  x  2"  lumber  and 
spaced  no  more  than  one  foot  apart.  The 
ramps  shall  have  side  fencing  not  less 
than  5  feet  in  height.  Side  doors  in  ship's 
shell  plating  through  which  livestock  are 
to  be  loaded  shall  have  a  height  of  not 
less  than  6  feet  for  cattle  and  6  feet  6 
inches  for  horses. 

§  91.17      Defective  fittings. 

If  previously  used  fittings  aboard  an 
ocean  vessel  are  employed,  any  portion 
thereof  found  by  the  inspector  to  be 
worn,  decayed,  un.sound,  or  otherwise  de- 
fective shall  be  replaced. 


'  Deck  height  is  the  height  from  the  celling 
to  the  floor. 


§  91.18      Concrric  flooring. 

Pens  aboard  an  ocean  vessel  shall  have 
a  3  inch  concrete  pavement,  propor- 
tioned and  mixed  to  give  2000  psi.  com- 
pressive strength  in  28  days.  The  pave- 
ment shall  have  a  broom  or  rough  finish 
Steel  angle  bars  may  be  used  for  foot- 
locks  if.  they  are  mounted  into  the  floor- 
ing in  such  a  way  that,  at  the  same  time, 
the  bars  serve  as  gutterways.  The  angle 
bars  ^all  not  be  less  than  2  inches  by 
2  inches  and  A  inches  in  thickness,  and 
spaced  on  12  inch  centers  running  fore 
and  aft  on  the  vessel. 

§  91.19     Trough*  and  hayrarks. 

All  stalls  and  pens  aboard  an  ocean 
vessel  shall  be  equipped  with  proper 
troughs  for  feeding  and  watering  ani- 
mals as  provided  in  this  section.  Racks 
or  nets  furnished  for  feeding  hay  shall 
be  of  a  type  acceptable  to  the  inspector. 
The  feeding  of  hay  to  the  animals  on 
ocean  vessels  may  be  by  means  of  dis- 
pensing the  hay  from  racks  or  nets  or  by 
placing  the  hay  on  the  floor  of  the  pens  in 
which  the  animals  are  confined. 

(a)  Horses  and  cattle.  Troughs  may  be 
constructed  of  metal  or  wood  and  may 

be  either  removable  or  fixed.  The  space 
between  the  first  footlock  and  the  foot- 
board may  be  utilized  for  feeding  cattle. 
provided  a  2"  x  4"  piece  of  lumber  is 
affixed  along  the  top  surface  of  said  foot- 
lock  so  that  it,  together  with  the  foot- 
board and  the  battens,  will  form  an 
enclosure.  If  wooden  troughs  are  used 
for  feeding,  an  adequate  supply  of 
buckets  or  other  metal  containers  shall 
be  provided  for  the  proper  watering  of 
the  animals. 

(b)  Sheep,  goats,  and  swine.  Pens  for 
these  animals  shall  have  feed  troughs 
not  less  than  8  inches  wide  and  shall  be 
equipped  with  proper  receptacles  for  wa- 
tering. Pens  for  sheep  and  goats  shall 
also  have  ample  hayracks  suitable  for 
these  animals. 

§  91.20     Hatches. 

(a)  Animals  may  be  placed  on  hatches 
on  exposed  decks  on  an  ocean  vessel  if 
the  pens  or  stalls  are  securely  lashed 
down. 

( b )  Animals  may  be  placed  on  hatches 
on  underdecks  on  an  ocean  vessel  pro- 
vided the  height  requirements  of  §  91,9 
(e)  and  (f  >  are  met  and  sufficient  space 
shall  be  left  clear  on  such  hatches  for 
passageway  across  ship, 

(0  On  all  hatches  on  which  animals 
are  carried  and  under  which  hay  and 
feed  or  animals  are  stowed,  sufficient 
space  shall  be  left  clear  for  the  proper 
removal  and  handling  of  such  hay  and 
feed  and  animal  carcasses.  Such  hatches 
shall  be  watertight.     . 

§91.21      Stanchions  and  rails. 

(a)  Pipes  used  for  stanchions  and  rails 
for  pens  aboard  an  ocean  vessel  shall  be 
made  of  zinc  coated,  galvanized,  extra 
strong,  medium  car!)on  steel.  Steel  pipes 
or  other  steel  profiles  shall  consist  of  not 
less  than  4  pipes  or  profiles,  the  upper 
one  to  have  a  3  inch  diameter  and  the 
others  a  diameter  of  not  less  than  2^2 
inches.  Stanchions  shall  not  be  of  less 
than  3  '/j  Inches  diameter;  shall  not  be  of 
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less  than  Mr,  inch  thickness  and  shaU  not 
be  placed  more  than  8  feet  apart  center 
to  center, 

(bi  Threaded  pipe  connections  shaU 
not  be  used.  All  parts  shall  be  cut  from 
factory  fabricated,  seamless  pipe. 

ic)  Bolt  and  pin  holes  shall  not  be 
drilled  to  more  than  ^j  inch  oversize. 
Holes  shall  be  properly  located  and  cen- 
tered on  pipe. 

(d)  Pipe  shall  not  be  deformed  or 
weakened  by  welding  such  items  as  re- 
inforcing rods  or  hinges  thereto.  Weld-Jig 
shall  be  used  for  such  attachment  to  be 
exposed  in  the  finished  work.  Pins,  plates, 
and  parts  other  than  pipe  shall  be  made 
of  galvanized  steel.  All  areas  where  gal- 
vanizing of  the  steel  has  eroded  or  has 
been  aamaged  shall  be  finished  with  a 
rust  preventative. 

>  e  1   Pipe  rails  shall  be  placed  in  proper 
alignment  with  tops  of  all  gates  at  the 
same  height 
§91.22      Gate  hardware. 

All  gates  of  animal  pens  aboard  an 
ocean  vessel  shall  have  smooth  finished 
surfaces  and  the  pi\T)t-plns  shall  have  a 
minimum  diameter  of  '/4  inch. 

§  91.23      Upper  deck  fittings. 

Animals  may  be  carried  on  upper  decks 
of  an  ocean  vessel  in  space  abutting  the 
outside  rails  or  bulwarks  only  if  such 
rails  or  bulwarks  are  3  feet  or  more  in 
height  from  the  deck  and  are  of  sufficient 
strength  to  hold  the  necessary  fittings 
securely  or  if  the  space  available  is  suffi- 
cient to  permit  securing  the  required  fit- 
tings to  provide  the  necessary  strength. 
When  animals  are  carried  on  upper 
decks,  bulkheads  shall  be  erected  at  all 
unprotected  ends  of  stalls. 

§  91.24      Vi  ooden  slancliions. 

(a I   Cattle  and  fiorses.  Rail  stanchions 
for  pens  aboard  an  ocean  vessel  for  cattle 
or  horses  shall  be  constructed  of  not  less 
that  4"  X  6"  lumber  set  5  feet  apart  on 
centers  secured  to  the  ship's  rail  or  bul- 
wark with  ^'a  inch  or  larger  bolts  or  col- 
lars and  with  heels  braced  to  the  sheer 
streak  or  waterway.  Inboard  stanchions 
of  4"  X  6"  lumber  shall  be  set  in  line 
with   the  rail  stanchions  and   properly 
braced;    Provided,    however.    That    the 
method  of  securing  and  bracing  cf  stan- 
chions may  be  modified  as  approved  by 
the  underwTiter  of  the  cargo  bureau,  and 
the   inspector.    Information   concerning 
the  modifications  shall  be  made  available 
to  Veterinary  Services,  at  its  request.  On 
open  rail  ships,  spaces  between  the  rails 
shall  be  blocked  out  to  permit  the  affixing 
of  outside  planking.  If  supplementary 
stanchions  are  required  for  rump  boards, 
these  shall  not  be  less  than  3"  x  4"  in 
size  and  shall  be  secured  to  beams  and 
decks  as  outlined  above.  On  upper  deck 
fittings  at  ends  of  improtected  stalls,  a 
stanchion  not  less  than  3"  x  4"  in  size 
shall  be  similarly  spaced  and  secured  to 
beams  and  decks  and  properly  braced. 
Stanchions  on  imderdecks  shall  be  con- 
structed, spaced,  and  secured  in  the  same 
manner  sis  upper  deck  fittings. 

(b)  Sheep,   goats,  and   swine.   Stan- 
chions for  single  or  double  tier  pens  for 


sheep,  goats,  and  swine  shall  be  con- 
structed of  not  less  than  3'  x  4"  lumber 
set  at  no  greater  distance  than  5  feet  on 
centers  and  secured  as  outlined  in  para- 
graph *a). 
§  91.25     Beams. 

For  all  animals,  two  beams  of  2"  x  6" 
lumber  shall  be  bolted  on  each  side  of 
the  stanchions  using  ^»  inch  bolts,  nuts, 
and  washers.  Beams  shall  extend  from 
outside  planking  to  at  least  2  feet  beyond 
the  line  of  the  breast  boards  unless  the 
besims  butt  on  the  ship's  deck  fittings. 
Two  beams  of  2"  x  6"  lumber  sliail  be 
used  to  support  the  roof  of  single  tier 
pens  on  exposed  decks  and  the  floor  of 
double  tier  pens  on  all  decks. 


§91.26      Koofs. 

All  pens  for  carrj-ing  animals  on  ex- 
posed decks  aboard  an  ocean  vessel  shall 
be  roofed  with  not  less  than  1  inch  thick, 
watertight  lumber  extending  from  out- 
side planking  to  at  least  2  feet  beyond  the 
line  of  breast  boards:  Provided.  That,  if 
tongue  and  grooved  lumber  is  used,  it 
must  be  caulked  or  covered  .so  tliat  it  is 
watertight  or  if  square  edged  lumber  is 
used  it  shall  be  covered  wiuh  a  safjtrated 
roofing  paper  known  to  the  trade  as  30 
pound  roofing  paper  and  .shall  be  securelj- 
battened. 


§  91.27      V^ooden  flooring. 

(a>  Horses  and  cattle.  Flooring  shall  be 
laid  athwartship  and  .secured  by  v>laci:-ig 
ends  beneath  the  under  side  of  foot  and 
rump  boards  or  under  a  2  '  x  2"  strip 
nailed  along  these  boards.  Floors  may  be 
either  of  two  types,  flush  or  raised.  The 
flush  type  shall  be  constructed  of  not  less 
than  1"  thick  lumber  laid  flat  on  the 
deck.  The  raised  type  shall  be  constructed 
of  not  less  than  2"  thick  lumber  nailed  to 
scantlings  of  at  least  2"  x  3"  dimensions 
laid  2  feet  6  inches  apart.  If  desired, 
flocring  may  be  laid  in  portable  sections. 
Flooring  will  not  be  required  on  ships 
with  wooden  decks  provided  footlocks  are 
secured  to  the  decks.  Cement  or  com- 
posite material  diagonally  scored  one- 
half  inch  deep  may  be  used  on  iron  decks 
instead  of  wooden  flooring  if  the  footlocks 
are  molded  in  the  same  and  bolted  to  the 
deck, 

(bi  Sheep,  goats,  end  swine.  Flooring 
for  sheep,  goats  and  swine  sliall  be  the 
same  as  prescribed  in  tliis  section  for 
horses  and  cattle,  except  that  the  raised 
flooring  need  not  be  greater  than  1  inch 
m  thickness, 

(c I  Drainane.  Provisions  shall  be  made 
for  drainage  of  urine  and  surface  water 
from  all  parts  of  the  vessel  used  for  car- 
riage of  animals  including  sufficient 
scuppers,  A  walkway  shall  provide  easy 
access  to  the  scui'pers. 

§  91.28      Wood,  n  fotJllocks. 

'a'  Horses  end  cattle.  In  pens  for 
horses  or  cattle,  there  shall  oe  four  foot- 
locks of  1"  X  4  '  lumber  laid  fore  and 
aft  with  flat  side  downi,  and  so  placed  as 
to  provide  in-between  spaces  of  12,  14,  26, 
and  14  inches,  beginning  at  inside  of  the 
footboard.  Additional  footlocks  shall  be 
added  at  14  inch  intervals  in  pens  having 
a  depth  of  9  feet  or  more.  They  shall  be 


well  secured  with  nails  of  a  length  that 
wUl  permit  1  inch  clinch  in  1  inch  floor- 
ing and  2  inch  penetration  in  2  inch 
flooring. 

ib>  Sheep,  goats,  and  swine.  Footlocks 
in  i>ens  for  sheep,  goats,  and  swine  shall 
be  of  not  less  than  1"  x  2"  lumber,  four 
to  each  pen.  equally  distributed  and  laid 
in  the  maimer  prescribed  in  paragraph 
(ai  of  this  section  for  horses  and  cattle 

g  ^^1.29      Out>idc  planking. 

All  pens  for  carrying  animals  on  ex- 
fxvsed  decks  shall  be  prorided  with  out- 
side planking  of  not  less  than  1'-  inch 
tongue  and  groove  lumber,  laid  fore  and 
aft  of  ship,  driven  tightly  together  and 
securely  nailed  to  backs  of  stanchions  in 
a  manner  to  cover  all  open  spaces  prop- 
erly; However,  during  warm  weatiier  the 
top  course  planking  may  be  left  off  in 
order  to  allow  a  free  circulation  of  air. 
On  N-essels  with  closed  bulwarks,  the  out- 
side planking  shall  extend  not  less  than 
6  inches  below  the  upper  edge  of  the  bul- 
wark. 

§  9  1.30      Dreast.  front,  and  foot  boards. 

(a^  Horses.  All  stalls  and  r>ens  for 
horses  shall  be  equipped  with  breast 
boards  of  no  less  than  2"  x  10"  dressed 
lumber  with  the  top  edge  placed  3  feet 
10  inches  from  the  floor  and  securely 
nailed  to  the  stanchions  'Where  butting 
occurs,  the  .loints  are  to  t)e  on  the  stan- 
chions and  shall  be  covered  with  metal 
plates  3  inches  square  or  5  inches  in 
diameter  and  not  less  than  '^  inch  in 
thickness.  A  *a  inch  bolt  shall  then  be 
passed  through  the  plate,  joint,  and  stan- 
chion and  securely  fastened  with  a  nut. 
All  breast  boards  shall  have  1  inch  holes 
tx)red  through  them  at  proper  distances 
for  tying  animals  An  occassional  pen 
shall  be  provided  with  a  removable  breast 
board  in  order  that  aninials  may  be 
loaded  into  and  removed  from  the  stalls 
and  pens.  All  stalls  and  pens  shall  be 
provided  with  foot  boards  of  not  less 
than  2"  x  10"  lumber  securely  nailed  or 
bolted  to  the  stanchions.  At  the  discre- 
tion of  the  inspector,  small  ponies,  asses. 
small  mules,  mares  with  foal  at  foot, 
young  unbroken  horses  or  gentle  horses 
of  any  size  may  be  stowed  loose  in  pens 
In  the5e  cases,  a  sufficient  number  of  fin- 
ished 2"  X  10"  lumber  shall  be  placed  be- 
tween the  breast  and  foot  boards  to  ef- 
fectively contain  the  animals 

■  b>  Cattle  All  stalls  and  perus  for  cat- 
tle shall  be  provided  with  boards  as  re- 
quired for  horses  in  paragraph  '&K  ex- 
cept that  the  front  or  breast  boards  shall 
be  constructed  in  sets  of  three  or  more 
boards  of  2"  x  10"  dressed  lumber  sepa- 
rated by  3  inch  sF>acers  and  placed  on 
the  foot  board  so  that  the  front  of  the 
pen  extends  48  inches  or  more  in  height 
from  the  floor  One  or  more  of  the  breast 
boards  may  be  left  off  if  feed  or  water 
troughs  are  to  be  mounted  externally, 

'C  Shcp.  goats,  and  swine  Front 
boards  in  pens  for  sheep,  goats  and  swine 
shall  be  of  not  less  than  1"  x  6"  pieces  of 
lumber  approximately  spaced  and  ex- 
tending to  the  proper  height  for  these 
species  of  animals.  Provision  shall  be 
made  for  removii.g  a  section  of  front 
boards  to  allow  entry  of  animals  into 
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pens  or  removal  therefrom  and  for  feed- 
ing or  watering. 
§91.31      Rump  board*. 

(a)  Horses  and  cattle.  Rump  boards 
in  pens  for  horses  or  cattle  shall  form  a 
solid  wall  at  least  4  feet  high  for  cattle 
and  4  feet  6  inches  high  for  horses  and 
shall  be  of  lumber  not  less  than  I'a 
inches  thick  if  tongued  and  grooved  or 
2  inches  thick  if  square  edged  or  of  ply- 
wood of  the  same  strength.  Where  the 
deck  is  clear  of  obstructions,  rump  boards 
may  be  set  on  the  inside  of  the  rail 
stanchions.  When  this  is  not  po.'^sible, 
sections  so  affected  may  be  brought 
forward  to  clear  such  obstructions  and 
shall  be  fastened  by  stanchions  provided 
for  this  purpose.  On  lower  decks,  where 
the  ship's  construction  so  justifies,  rump 
boards  may  be  affixed  to  2"  x  6 '  wooden 
pieces  set  the  same  as  prescribed  for 
stanchions.  Rump  boards  may  be  formed 
by  filling  spaces  between  cargo  battens. 
Rump  boards  :n  stalls  or  pens  built 
alongside  hatches  need  be  carried  down 
only  to  the  coaming  line. 

'bi  Sheep,  goats,  and  swine.  Pens  for 
sheep,  goats,  and  swine  on  all  exposed 
decks  shall  be  provided  with  rump  boards 
of  the  specified  size  built  to  a  height  of 
2  feet  6  inches. 

§91.32      Division  board*. 

fa>  Horses  and  cattle.  Division  boards 
m  pens  for  horses  and  cattle  shall  be  used 
to  separate  all  stalls  and  pens  and  to 
close  the  sides  thereof  at  the  ends  of 
rows.  They  shall  be  used  in  sets  of  four 
boards  of  2"  x  10"  dressed  lumber  sepa- 
rated by  3  inch  spacers,  shall  extend 
from  the  rump  boards  to  the  inboard 
■stanchions,  and  shall  be  fitted  into  ap- 
propriate channels  or  slots  at  both  ends 
m  a  manner  that  will  permit  their  ready 
removal. 

lb'  Sheep,  goats,  and  suine  Divi,=;ion 
boards  and  those  forming  ends  of  pens 
for  sheep,  goats,  and  swine  shall  be  the 
same  as  prescribed  for  rump  boards  for 
these  animals  in  §  91.31 

§91.33      floaniriK     and     disinfection     of 
Iranrport  carrier"*  for  exporl. 

.\11  fittings,  utensils  and  equipment, 
unless  new.  to  be  used  in  the  loading, 
stowing,  or  other  handling  of  animals 
aboard  surface  vessels  under  the  provi- 
sions of  this  Part,  shall  first  be  cleaned 
and  disinfected  under  the  supervision  of 
an  inspector  before  being  used  for,  or  in 
connection  with,  the  transportation  of 
animals  from  any  United  States  port. 
Such  disinfection  of  halters,  ropes,  and 
similar  equipment  used  in  handling  and 
tying  of  animals  .shall  be  by  immersion 
in  an  approved  disinfectant  When  the 
surface  vessel  has  last  been  used  to  carrj* 
livestock  to  or  from  a  foot-and-mouth 
disease  infected  country,  the  approved 
disinfectant  shall  be  a  freshly  prepared 
solution  of: 

'8.'  Sodium  carbonate  <4  percent)  in 
tiie  proportion  of  1  poimd  to  3  gallons 
of  water 

lb'  Sodium  carbonate  '4  percent)  plus 
sodium  silicate  (0.1  percent'  in  the  pro- 
portion of  1  pound  of  sodium  carbonate 


plus  sodium  silicate  to  3  gallons  of  wa- 
ter, or 

<ci  Sodium  hydroxide  'Lye)  prepared 
in  a  fresh  solution  in  the  proportion  of 
not  less  than  1  pound  avoirdupois  of 
sodium  hydroxide  of  not  less  than  95 
percent  purity  to  6  gallons  of  water,  or 
one  13'2-ounce  can  to  5  gallons  of  wa- 
ter." 

For  carriers  returning  from  other  for- 
eign countries,  the  approved  disinfectant 
shall  be  a  disinfectant  permitted  for  use 
under  §  71.10,  Part  71  of  this  chapter. 

(Sec.  10.  26  Stat.  417;  sec.  4,  23  Stat.  32.  as 
amended;  sec.  5,  23  Stat  32,  as  amended: 
?ec  3,  23  Stat.  32,  as  amended;  sec.  1,  32  Stat. 
791,  as  amended;  sec.  3,  76  Stat.  130;  sec.  11, 
76  Stat.  132;  sec.  12,  34  Stat.  1263.  as 
amended;  sec.  13,  34  Stat.  1263,  as  amended; 
sec  14,  34  Stat.  1263.  as  amended;  sec.  18,  34 
Stat.  1263.  as  amended;  sec.  1,  26  Stat.  833, 
as  amended;  sec.  2,  26  Stat.  833,  as  amended 
(21  U.S.C.  105,  112,  113,  IHa.  120,  121,  134b, 
134f,  612.  613,  614.  618:  46  USC.  466a.  466b); 
37  FR  28464,  28477;  38  FR  19140.) 

The  revision  of  the  regulations  im- 
poses certain  restrictions  necessary  to 
prevent  the  dissemination  of  diseases.  It 
does  not  appear  that  further  public  par- 
ticipation in  this  rulemaking  proceeding 
would  make  additional  relevant  informa- 
tion available  to  the  Department  which 
would  alter  the  decision  in  this  matter. 

Accordingly,  under  the  administrative 
procedure  provisions  in  5  U.S.C.  553,  it 
Is  found  upon  such  good  cause  that  fur- 
ther notice  and  other  public  participation 
with  respect  to  the  revision  are  imprac- 
ticable and  unnecessary. 

Done  at  Washington,  D.C.,  this  25th 
day  of  May.  1977. 

Note. — The  Animal  and  Plant  Health  In- 
spection Service  has  determined  that  this 
document  does  not  contain  a  major  pro- 
posal requiring  preparation  of  an  Inflation 
Impact  Statement  under  Executive  Order 
11821  and  OMB  Circular  A-107 

G.  V.  Peacock, 

Acting  Deputy  Administrator, 
Veterinary  Services. 
FRDoc.77-16003  Piled  6-6-77:8 : 45  am] 

Title  15 — Commerce  and  Foreign  Trade 

CHAPTER  III— DOMESTIC  AND  INTERNA- 
TIONAL BUSINESS  ADMINISTRATION, 
DEPARTMENT  OF  COMMERCE 

PART   379 — TECHNICAL   DATA 

Limited  Revision  of  General  License  GTDR 

AGENCY:  Office  of  Export  Administra- 
tion, Commerce. 

ACTION :  Final  rule. 

SUMMARY:  This  revision  deletes  the 
requirement  that  firms  exporting  tech- 
nical data  relating  to  certain  off-shore 
drilling  platforms  under  General  License 


"Due  to  the  extreme  caustic  nature  of 
sodium  hydroxide  solution,  precautionary 
measures  such  as  the  wearing  of  rubber 
gloves,  boot*,  raincoat,  and  goggles  should  be 
observed.  An  acid  solution  such  as  vinegar 
shall  be  kept  readily  available  in  case  any 
of  the  sodium  hydroxide  solution  should 
come  in  contact  with  the  body 


GTDR  must  obtain  written  assurances 
that  importers  will  not  ship,  either  di- 
rectly or  indirectly,  the  data  or  direct 
product  thereof  to  Country  Group  Q,  W, 
Y.  or  Z.  This  requirement  is  no  longer 
necessary  because  the  drilling  platform, 
to  which  this  technical  data  relates,  may 
be  exported  without  restriction  to  all 
destinations,  except  Country  Groups  S 
and  Z. 

EFFECTIVE  DATE:  June  1,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  Shepard.  Acting  Director.  Ex- 
porters' Service  Staff,  Office  of  Export 
Administration,  Department  of  Com- 
merce, Washington,  D.C.  20230  (202- 
377-4811). 

SUPPLEMENTARY  INFORMATION: 
This  revision  affects  technical  data  re- 
lating to  "Off-shore  drilling  platforms 
(except  fixed,  non-floating  types  i;  and 
specially  designed  parts  and  components 
(ECC  No.  735)."  The  revision  effectively 
removes  the  restriction  on  the  export  of 
the  foreign  produce^  direct  product  (the 
drilling  platforms,  parts  and  compo- 
nents) of  the  U.S.-origin  technical  data. 
While  export  controls  relative  to  this 
technical  data  and  foreign  produced  di- 
rect products  thereof,  are  under  the  ju- 
risdiction of  the  Office  of  Export  Admin- 
istration, exports  from  the  United  States 
of  the  commodities  themselves  are  con- 
trolled by  the  U.S.  Maritime  Administra- 
tion ("MARAD").  Under  MARAD  reg- 
ulations, any  foreign  country,  other  than 
a  country  In  Country  Groups  S  and  Z, 
may  contract  for  the  construction  and 
delivery  of  off-shore  drilling  platforms 
without  further  authorization  from  or 
reference  to  MARAD.  Hence,  the  control 
of  the  export  of  foreign  produced  direct 
products  by  importers  of  this  U.S.-origin 
technical  data  relative  to  the  platforms 
is  no  longer  necessary. 

It  should  be  noted  that  this  revision 
removing  the  written  assurance  require- 
ment does  not  alter  the  prohibition  on 
the  use  of  General  License  GTDR  for  the 
export  of  technical  data  to  Country 
Group  Q,  W,  or  Y,  except  under  the  con- 
ditions set  forth  in  §379.4'b).  nor  the 
prohibition,  contained  in  §  379.4(a),  on 
the  use  of  this  License  for  the  export  of 
technical  data  to  Country  Group  S  or  Z. 
Furthermore,  this  revision  does  not  affect 
the  prohibition  contained  in  §  379.8,  on 
the  reexport  of  this  technical  data  to 
destinations  in  Country  Group  Q,  S,  W, 
Y.  or  Z.  except  as  provided  in  that  sec- 
tion. 

In  addition  to  the  deletion  of  subsec- 
tion (e)  of  5  379.4(e)  (1)  <iii),  that  Sec- 
tion is  modified  by  relettering  the  re- 
maining commodities  listed  in  that  Sec- 
tion and  adding  the  Commodity  Control 
List  numbers  that  appear  after  the  de- 
scription of  each  of  the  commodities  the 
italicized  digit  in  parentheses  that  indi- 
cates the  specific  entry  on  the  Com- 
modity Control  List  applicable  to  that 
commodity. 

It  has  been  determined  that,  because 
the  revision  announced  herein  merely 
conforms  the  technical  data  regiilatlons 
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with  the  MARAD  regtaatlons  covering 
the  commodity  to  which  such  data  relate, 
notice  and  public  procedure  thereon  are 
not  necessary.  Also,  because  this  action 
relieves  a  restriction  no  delay  in  effective 
date  is  necessary. 

Accordingly.  5  379.4(e)  (D 'ili>  of  .the 
Export  Admimstration  Regulations  (15 
CFR  379.4ie  '  '  1»  (iiii  is  revised  to  read 
as  follows: 

§  379.4      General  license  GTDR ;  technical 
dala  under  restriclion. 


(e)   •  •  • 

(!)••• 

(iii)  Tech^^al  data  relating  to  the  fol- 
lowing matSkls  and  equipment: 

(a  I  Other  artificial  graphite,  and  elec- 
trodes, electrical  carbons,  and  other 
products  made  thereof,  whether  or  not 
coated  or  composited  with  other  materi- 
als to  improve  its  performance  at  elevated 
temperatures  or  to  reduce  its  permeabil- 
ity to  gases,  having  an  apparent  relative 
density  of  1.70  or  greater  when  com- 
pared to  water  at  60°  F  '15.5=  C».  and 
with  a  particle  grain  six  of  less  than 
0.001  inch  d  mil)  (ECC  Nos.  59(ii),  66 
(6',and7299if4)>  ; 

(bi  Electric  furnaces  specially  designed 
for  the  production  or  processing  of  vapor 
deposited  (pyrolytict  graphite  or  doped 
graphites  whether  as  standing  bodies, 
coatings,  hnings  or  substrates  (ECC  No. 
7299(7)) ; 

(c)  Other  gravity  meters  (gravime- 
ters> :  and  parts  and  accessories,  n.e.c. 
(ECC  No.  8619(72))  ; 

(d)  Other  transonic,  supersonic,  hy- 
personic and  hypervelocity  wind  tunnels 
and  devices;  and  parts  and  accessories, 
n.e.c.  (ECC  Nos.  71980(23).  7295(-?6'). 
8618(i).and8619(i0))  ; 

(e)  Watercraft  of  65  feet  and  over  in 
overall  length,  designed  to  include  mo- 
tors or  engines  of  600  horsepower  or  over 
and  greater  than  45  displacement  tons;  ' 

(fi  Methyl  methacrylate,  cross-linked, 
hot  stretched,  clear,  film,  sheeting,  or 
laminates  lECC  No.  SSKil) ) : 

(g)  Doppler  sonar  navigation  sj^stems 
(ECC  No.  7295(22))  ; 

(h  >  Aerial  camera  film,  sensitized  and 
unexposed,  as  follows:  (ai  having  spec- 
tral sensitivities  at  wavelengths  greater 
than  7,200  .Angstroms  or  at  wavelengths 
less  than  2.000  Angstroms:  or  (b'>  having 
resolving  powers  (using  a  Test  Object 
Contrast  of  1,000:1)  of  100  line  pairs  mm 
or  more  or  with  a  base  thickness  before 
coating  of  0.004  inch  or  less  (ECC  Nos. 
862' 5^  and  <5a>'^  ; 

'  I '  Continuous  tone  aerial  duplicating 
film,  sensitized  and  unexposed,  having 
resolving  powers  (using  a  Test-Object 
Contrast  of  1,000:1)  of  300  line  pairs' 
mm  or  more  (ECC  No.  862  (5b) )  : 

(;>  Instrumentation  and/or  recording 
film,  sensitized  and  unexposed,  having 


photo-recording  sensitivities  'as  based 
on  the  reciprocal  of  the  tungsten  expos- 
ure in  meter-candle-seconds  at  an  ex- 
posure time  of  0.0001  second)  of  125  or 
more  and  a  resolving  power  'using  a 
Test-Object  Contra^^t  of  1.000:1'  of  55 
line  pairs  mm  or  more  and  with  a  base 
thickness  before  coating  of  0.004  inch  or 
less  and  capable  of  being  processed  in 
solutions  with  aikalmities  of  pH  10  or 
above  at  temperatures  greater  than  85° 
F  (ECC  No.  862  iSc  )  : 

(fci  Maraging  steels  con  taming  all  of 
the  following:  12  percent  or  more  nickel. 
more  than  3  percent  molybdenum,  more 
than  5  percent  cobalt,  and  less  than  0.5 
percent   carbon    (ECC   Nos.    67(3)    and 

6'  (S» ) : 

'I,  Transformation  Induced  Plasticity 
.TRIP'  steels  or  penta-alloy  ausformmg 
stainless  steels  of  the  following  composi- 
tion: 8  to  14  percent  chromium,  6  to  10 
percent  nickel,  2  to  5  perecnt  molybde- 
num, 1  to  3  percent  silicon.  0.75  lo  3  per- 
cent manganese,  and  0.15  to  0.35  per- 
cent  carbon    (ECC   Nos.   67(3'    and   69 

(8)  1  ; 

(ni)  Other  high  speed  continuous 
writing,  rotating  drum  cameras  capable 
of  recording  at  rates  in  excess  of  2.000 
frames  per  second;  and  parts  and  acces- 
sories, n.e.c.  (ECCNo.  861408'  '  ; 

*ni  Other  16  mm  high  speed  motion 
picture  cameras  capable  of  recording  at 
rates  in  excess  of  2.000  frames  per  sec- 
ond; and  parts  and  accessories,  n.e.c. 
•  ECC  No.  86150' 3'  )  ;  and 

(01  Single  crystal  sapphire  substrates 
(ECC  No.  66  ^Sa'^  ) . 

Rauer  H.  Meyer. 

Director.  Office  of 
Export  Administration. 
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'This  commodity  Is  not  listed  on  the  Com- 
.modlty  Control  List  since  it  is  under  the  ex- 
port control  Jurisdiction  of  the  U.S.  Maritime 
Administration.  However,  technical  data  re- 
lating to  this  commodity  is  »nder  the  export 
control  Jurisdiction  of  the  Office  of  Export 
.Administration. 


Title  17 — Commodity  and  Securities 
Exchanges 

CHAPTER    II— SECURITIES  AND 
EXCHANGE  COMMISSION 

[Release  No.  IC-9786.  AS-219:  FUe  No 
S7-568A1 

PART  211 — INTERPRETATIVE  RELEASES 
RELATING  TO  ACCOUNTING  MATTERS 
(ACCOUNTING   SERIES    RELEASES) 

PART  271— INTERPRETATIVE  RELEASES 
RELATING  TO  THE  INVESTMENT  COM- 
PANY ACT  OF  1940  AND  GENERAL 
RULES  AND  REGULATJONS  THERE- 
UNDER 

Valuation  of  Debt  Instruments  by  Money 
Market  Funds  and  Certain  Other  Open- 
End  Investment  Companies 

AGENCY;  Securities  and  Exchange 
Commission. 

ACTION:  Rule  interpretation. 

SUMMARY:  The  Commission  has  issued 
an  interpretation  of  a  rule  adopted  under 
the  Investment  Company  Act  of  1940 
(the  "Act")  indicating,  generally,  that 
it  shall  be  considered  inappropriate 
under  the  provisions  of  the  rule  for 
"money  market"  funds  and  certain  other 
open-end  investment  companies  to  de- 
termine the  fair  value  of  debt  portfolio 
securities  on  an  amortized  cost  basis,  ex- 


cept in  the  case  of  securities  with  re- 
maining maturities  of  60  days  or  less. 
There  has  been  considerable  confusion 
and  uncertainty  as  to  the  appropriate 
methods  to  be  utilized  by  "money  mar- 
ket" funding  in  valuing  their  port- 
folio securities.  This  interpretation 
should  help  insure  that  shares  of  such 
companies  are  sold  and  redeemed  at 
prices  reflecting  the  fair  value  of  the 
underlying   portfolio   securities. 

EFFECTIVE  DATE    Immediately. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Kenneth  S.  Gerstein.  Esq..  Division  of 
Investment  Management.  Securities 
and  Exchange  Commission,  Washing- 
ton, DC.  20549,  202-755-0233. 

SUPPLEMENTARY  INFORM.^TION : 
On  April  28.  1975.  tliere  was  published 
for  public  comment  notice  of  a  position 
the  Commission  proposed  to  take  regard- 
ing the  standardization  of  procedures 
utilized  by  registered  investment  com- 
panies, uicluding  "money  market"  funds, 
for  the  valuation  of  short-term  debt  in- 
struments in  their  portfolios  (40  PTl 
18467  '  .'■  The  proposed  valuation  position 
would  have  suggested  "marking  to  mar- 
ket" as  the  most  appropriate  method  for 
valuing  any  short-term  debt  securities 
held  by  registered  investment  companies 
and  would  have  expressed  the  belief 
that  It  would  be  desirable  for  such  com- 
panies to  discontinue  the  "amortized 
cost"  method  of  valuation  ' 

Among  the  public  comments  received 
with  respect  to  the  proposed  position  on 
valuation    of    short-term    debt    instru- 
ments were  those  suggesting  that:   (1) 
the  benefits  of  "marking  to  market"  val- 
uation were  small  compared  to  the  at- 
tendant costs  of  such  valuation  method; 
i2i  many  "money  market"  fund  share- 
holders desire  a  valuation  method  that 
would  achieve  a  constant  iasset  value; 
and   '3)    the  Commission  lacks  the  au- 
thority to  preclude  the  use  of  amortized 
cost     valuation.     Other    commentators 
suggested    that    only    "money    market" 
funds  be  required  to  "mark  to  market  " 
Nevertheless,  after  consideration  and 
analysLs  of  the  comments  received  with 
respect  to  the  proposal,  the  Commission, 
for  the  reasons  discussed  below,  has  is- 
sued this  interpretation  setting  forth  its 
views  as  to  the  approoriateness  of  cer- 
tain methods  utilized  by  "money  market" 
fuiids  and  certain  other  registered  open- 
end  management  investment  companies 
to  determine  the  fair  value  of  debt  se- 
curities in  their  portfolios.  The  interpre- 


■  Investment  Company  Act  of  1940  Release 
No.  8757.  AprU  15.  1975. 

» Id.  TTie  release  also  indicated  the  Com- 
mission's tentative  \-lew  that  money  market 
funds  might  be  permitted  to  portray  return 
by  means  of  a  quotation  such  bls  'yield  to 
average  life."  In  Investment  Company  Act  Re- 
lease No  8816  (June  12.  1975)  (40  FR  27492) 
notice  was  ijlven  of  prooosed  guidelines  with 
respect  to  standardizing  money  market  fund 
yield  quotations.  Such  guidelines  would  have 
permitted  the  use  of  "yield  to  average  We" 
quotations.  The  Commission  is  still  consid- 
ering these  matters 
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tation  that  the  Commission  has  issued 
differs  in  some  respects  from  the  pro- 
posed position  and  is  discussed  in  detail 
below.  The  Commission  expects  com- 
paiiies  to  comply  with  this  interpreta- 
tion at  the  earliest  possible  date  consist- 
ent with  their  obligations  to  avoid  dis- 
ruption of  their  operations,  but  in  any 
event  not  later  than  November  30.  1977. 

The  Commission  recognizes  that.  In 
the  absence  of  the  interpretation  it  has 
determined  today  to  issue,  there  has 
been  considerable  confusion  and  un- 
certainty as  to  the  appropriate  methods 
to  be  utilized  by  "money  market"  funds 
in  valuing  their  portfolio  securities.  This 
interpretation  should  help  remove  the 
uncertainty  and  further  the  objectives  of 
enabling  investors  in  such  funds  to:  (D 
Purchase  and  redeem  their  shares  at 
prices  appropriately  reflecting  the  cur- 
rent value  of  fund  portfolio  securities; 
<2i  be  properly  credited  for  any  unreal- 
ized appreciation  or  depreciation  m  such 
portfolio  securities:  and  i3>  be  pro- 
vided with  meaningful  and  comparable 
information  with  which  to  appraise  in- 
vestment returns  and  the  current  earn- 
ing ability  of  "money  market"  funds. 

Interpretation  With  Respect  to  Valu- 
ation of  Debt  Instruments  By  Money 
Market  Funds  and  Certain  Other  Open- 
End  Ini--e^tment  Companies.  The  Com- 
mission is  aware  that  many  investment 
companies,  including  some  "money  mar- 
ket" funds,  value  short-term  debt  instru- 
ments in  their  portfolios  on  an  amortized 
cost  basis.  Under  this  method  of  valua- 
tion, investm.ent  companies  initially  val- 
ue such  instruments  at  their  cost  on  the 
date  of  purchase  and,  if  the  instrument 
was  purchased  at  a  discount,  thereafter 
assume  a  constant  proportional  increase 
in  value  until  maturity.' 

However,  during  the  period  a  debt 
security  is  held,  changes  in  the  market 
rate  of  Interest  and  other  factors  may 
affect  the  price  at  which  that  security 
could  be  sold.  As  a  general  principle, 
the  longer  the  remaining  maturity  of  an 
outstanding  debt  security,  the  more  that 
price  will  be  affected  by  such  Interest  rate 
changes. 

The  Commission  is  concerned  that  the 
use  of  the  amortized  cast  method  in 
valuing  portfolio  securities  of  registered 
investment  companies  ma>-  result  in 
overvaluation  or  unden-aluation  of  the 
portfolios  of  such  companies,  relative 
to  the  value  of  the  portfolios  determined 
with  reference  to  current  market  fac- 
tors In  the  case  of  registered  open-end 
management  Investment  companies 
'"mutual  funds"  or  "funds"  i.  this  would 
mean  investors  purchasing  or  redeem- 
ing shares  could   pay   or  receive   more 


or  less  than  the  actual  value  of  their 
proportionate  shares  of  the  funds'  cur- 
rent net  assets.  The  effect  of  such  sales 
or  redemptions  may  therefore  result  in 
inappropriate  dilution  of  the  assets  and 
returns  of  existing  shareholders.* 

Although  inappropriate  valuation  of 
securities  could  cause  these  effects  in 
various  types  of  funds,  the  position  taken 
herein  is  addressed  specifically  to  the 
case  of:  >  1  >  -Money  market"  funds,  and 
'2>  othen:  open-end  investment  com- 
panies that  hold  a  significant  amount  of 
debt  securities,  such  that  the  use  of  the 
amortized  cost  method  in  valuing  any 
portion  or  type  of  these  debt  securities 
could  have  a  material  impact  on  such 
funds'  net  asset  values  per  share.  Gen- 
erally, the  Commission  would  consider 
the  use  of  a  particular  valuation  method 
to  have  a  material  impact  If  the  use 
of  that  method,  as  opposed  to  another 
method,  might  cause  a  change  of  at  least 
one  cent  in  a  net  asset  value  per  share 
of  $10.00."  The  interpretation  explained 
below  will  be  applicable  to  both  "money 
market"  funds  and  these  other  open-end 
investment  companies." 

Generally,  "money  market"  funds  are 
open-end  investment  companies  which 
invest  primarily  in  short-term  debt  in- 
struments. They  provide  a  vehicle  to  per- 
mit investors  to  take  advantage  of  what 
at  times  may  be  the  higher  short-term 
interest  rates  earned  on  large  Invest- 
ments. Through  a  pooling  of  money  these 
funds  enable  the  purchase  of  larger  de- 
nomination instruments  than  could  nor- 
mally be  bought  by  the  individual  small 
investor.  These  ftmds  have  also  attracted 
investments  from  corporations,  bank 
trust  departments,  and  other  institu- 
tional investors.  Another  characteristic 
of  money  market  fimds  is  the  short-term 
investment  perspective  of  many  share- 
holders. Although  the  portfolio  composi- 


'  la  simplified  terms,  for  instruments  pur- 
chased at  a  discount,  the  difference  between 
the  cost  of  such  an  instrument  at  purchase 
and  Its  maturity  value  Is  divided  by  the 
number  of  days  to  maturity  and  that 
amount  Is  accrued  dally  as  an  Increase  In 
the  value  of  the  Instrument  each  day  More 
precisely,  amortized  coet  valuation  may 
be  described  as  coet,  adjusted  for  amortiza- 
tion of  premium,  or  for  accretion  of  dis- 
count. 


'  For  example,  redemptions  of  shares  In  a 
fund  which  has  overvalued  Us  portfolio  or' 
sales  of  shares  In  a  fund  which  has  under- 
valued Its  portfolio  could  reeult  In  the 
dilution  of  the  assets  and  returns  of  other 
Investors  In  the  fund  The  extent  at  such 
dilutive  effects  would  be  dependent  upon 
several  factors.  Including  the  extent  of  the 
ovenaluatlon  or  undervaluation,  and  the 
proportion  of  fund  shares  sold  or  redeemed 
at  such  times. 

Although  one  cent  differences  in  net  asset 
values  per  share  of  $10  00  might  appear  to  be 
InslzniScant.  the  effects  of  such  differences 
can  be  material  to  the  decisions  of  Investors 
when  translated  Into  differences  in  rates  of 
return  Moreover,  the  Inequitable  effects  of 
amortized  cost  valuation  can  occur  in  the 
case  of  any  open-end  Investment  company 
where  a  significant  proportion  of  a  company's 
pwrtfolio  consists  of  debt  securities  valued  at 
amortized  cost  The  extent  of  such  Inequi- 
table effects  will,  of  course,  depend  upon 
changes  In  Interest  rates  and  the  level  of  a 
company's  sales  and  redemptions  of  shares. 

"  See.  generallv.  Accounting  Series  Release 
No  118  (December  23,  1970)  (35  FR  19986), 
.^ccountlnR  for  Investment  Securities  by 
ReRlstered  Investment  Companies,"  and  In- 
vestment Company  Act  of  1940  Release  No. 
7221  (June  29,  1972)  (37  FR  12790),  "Guide- 
lines for  the  Preparation  of  Form  N-8B-1," 
as  they  relate  to  the  valuation  of  portfolio 
securities  by  open-end  Investment  companies. 


tion  Of  "money  market"  funds  is  variable 
both  In  terms  of  the  types  of  securities 
purchased  and  their  maturities,  the  port- 
folios of  such  funds  typically  include  U.S. 
government  and  government  agency 
issues,  certificates  of  deposit,  banker's 
acceptances,  and  commercial  paper. 

Section  22fc»  '  15  U.S.C.  80a-22ic> )  of 
the  Act  (15  U.SC.  80a-l  et  seq.i.  by 
reference  to  section  22(a.)  (15  U.SC. 
80a-22fa))  of  the  Act,  authorizes  the 
Commission  to  adopt  rules  prescribing, 
inter  alia,  methods  for  computing  the 
minimum  purchase  price  and  maximum 
redemption  price  of  redeemable  securi- 
ties issued  by  a  registered  investment 
company : 

•  •  •  for  the  purpose  of  eliminating  or 
reducing  so  far  as  reasonably  practicable 
any  dilution  of  the  value  of  other  outstand- 
ing securities  of  such  company  or  any  other 
result  of  •  •  •  purchase,  redemption,  or 
sale  which  is  unfair  to  holders  of  such  other 
outstanding  securities.  •   •   • 

Section  2(a>(41)  (15  U.S.C.  80a-2 
(a)  (41))  of  the  Act  defines  "value",  as 
here  relevant,  to  mean: 

(B)  •  •  •  (1)  with  respect  to  securities 
for  which  market  quotations  are  readily 
available,  the  market  value  of  such  securi- 
ties; and  (11)  with  respect  to  other  securities 
and  assets,  fair  value  as  determined  in  good 
faith  by  the  (registered  Investment  com- 
pany's] board  of  directors  •   •   •. 

Rule  2a-4  (17  CFR  270.2a-4)  promul- 
gated under  the  Act  provides,  in  part, 
that  the  "current  net  asset  value"  of  a 
redeemable  security  issued  by  a  regis- 
tered investment  company  used  in  com- 
puting its  price,  for  the  purposes  of  dis- 
tribution and  redemption,  means: 

•  •  •  an  amount  which  reflects  calcula- 
tions *  •  •  made  substantially  in  accord- 
ance with  the  following,  with  estimates  used 
where  necessary  or  appropriate : 

(1)  Portfolio  securities  with  respect  to 
which  market  quotations  are  readily  avail- 
able shall  be  valued  at  current  market  value, 
and  other  securities  •  •  •  shall  be  valued 
at  fair  value  as  determined  in  good  faith  by 
the  board  of  directors  •   •    • 

Now  that  both  the  Commission  and 
the  money  market  fund  industry  have 
had  the  benefit  of  experience  with  this 
relatively  new  investment  product,  and 
to  help  insure  that  shares  of  such  funds 
are  sold  and  redeemed  at  prices  reflect- 
ing the  current  market  or  fair  value  of 
such  funds'  portfoho  securities,  the 
Commission  has  concluded  that  it  shall 
prospectively  consider  it  inconsistent 
with  the  provisions  of  Rule  2a-4  for  a 
money  market  fund  to  determine  the 
fair  value  of  debt  securities  which 
mature  at  a  date  more  than  60  days  sub- 
sequent to  the  valuation  date  on  an 
amortized  cost  basis. 

Although  debt  securities  with  remain- 
ing maturities  in  excess  of  60  days 
should  not  be  valued  at  amortized  cost, 
the  Commission  will  not  object  if  the 
board  of  directors  of  a  money  market 
fund,  in  good  faith,  determines  that  the 
fair  value  of  debt  securities  originally 
purchased  with  remaining  maturities  of 
60  days  or  less'  shall  be  their  amortized 
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cost  value,  unless  the  Particular  circmn- 
stances  dictate  otherwise.  Nor  .v-iU  the 
commission  object  if.  ^^^"  .'Z^fl!}!: 
cumstances,  the  fair  value  of  debt  secu- 
S  originally  purchased  with  maturi- 
SeTof  in  excess  of  60  days,  but  which 
currently  have  maturities  of  60  days  or 
fei  is  determined  by  using  amortized 
cSi  valuation  for  the  60  days  pnor  to 
maturity,  such  amortization  bemg  based 
SSn  the  market  or  fair  value  of  the 
securities^  on    the    61st    day    prior    to 

"Thrcommission  believes  that  money 
market  funds  and  those  other  companies 
to  which  this  interpretation  is  applicable 
should  value  debt  securities  with  greater 
than   60   davs   remaining   to   maturity 
based  upon  current  market  quotations 
if  readily'available  or,  if  such  quotations 
are  not  readily  available,  in  such  a  mari- 
ner as  to  take  into  account  any  unreal- 
ized appreciation  or  depreciation  due  to 
changes  in  interest  rates  and  other  fac- 
tors which  would  influence  the  current 
fair   values   of   such   securities.    These 
methods  are  sometimes  referred  to  as 
"marking  to  market."  In  determinmg 
"fair  value"  by  reference  to  current  in- 
terest rates  and  other  factors,  the  board 
of  directors  of  a  money  market  fund 
may.  of  course,  utilize  whatever  method 
it  determines  in  good  faith  to  be  most 
appropriate.^"  The  method  utiUzed  could 
be  based  In  part,  for  example,  upon  quo- 
tations by  dealers  or  issuers  for  securi- 
ties of  similar  type,  quality  and  maturity. 
Except  in  the  circumstances  delineated 
above,  the  Commission  believes  that.  In 
view  of  the  experience  vvhich  has  now 
been  gained  with  respect  to  the  charac- 
teristics of  money  market  funds,  the  use 
of  the  amortized  cost  method  of  valua- 
tion by  a  money  market  fund  cannot  in 
the  future  represent  a  "good  faith"  effort 
to  determine  the  "fair  value"  of  portfolio 


■  The  fair  value  of  securities  with  remain- 
ing maturities  of  60  days  or  less  may  not  al- 
wavs  be  accurately  reflected  through  the  use 
of  amortized  cost  valuation,  due  to  an  Im- 
pairment of  the  creditworthiness  of  an  Is- 
suer, or  other  factors.  In  such  situations.  It 
would  appear  to  be  Incumbent  upon  the  di- 
rectors of  a  fund  to  recognize  such  factors 
and  take  them  Into  account  in  determining 
"fair  value." 

-  A  fund  also  may  use  amortized  cost  valu- 
ation for  a  period  less  than  60  days  prior  to 
maturity,  in  which  case  the  principles  indi- 
cated above  would  also  be  applicable. 

'■  In  Accounting  Series  Release  No.  118.  note 
6.  supra,  the  (Commission  stated  that:  As  a 
general  principle,  the  current  "fair  value"  of 
an  issue  of  securities  being  valued  by  the 
Board  of  Directors  would  appear  to  be  the 
amount  which  the  owner  might  reasonably 
expect  to  receive  for  them  upon  their  current 
sale 

In  that  release,  the  Commission  noted  var- 
ious factors  that  might  be  considered  in  ar- 
riving at  "fair  value",  which  factors  includ- 
ed: Yield  to  maturity  with  respect  to  debt 
issues  •  •  •  an  evsUuation  of  the  forces  which 
influence  the  market  In  which  these  securi- 
ties are  purchased  and  sold  •  •  •  (and  the) 
price  and  extent  of  public  trading  in  similar 
securities  of  the  Issuer  or  comparable  com- 
panies, and  other  relevant  matters. 
»»See  note  6  supra. 


securities  for  purposes  of  Rule  2a-4 :  such 
valuation  fails  to  consider  the  impact  of 
market  factors  subsequent  to  the  date  a 
debt  security  is  purchased  on  the  value 
of  such  security.  Moreover,  the  prob- 
abilitv  that  amortized  cost  valuation  will 
not  approximate  "fair  value"  is  progres- 
sively greater  for  securities  of  increas- 
ingly longer  maturities.  The  Commission 
believes  that  the  use  of  amortized  cost 
valuation  by  money  market  funds  in 
valuing  securities  with  rem.ainins  ma- 
turities in  excess  of  60  day=  is  not  an 
appropriate  estimate  of  market  value  or 
"fair  value"  and  further  that,  because 
alternative  valuation  procedures  v.-hich 
consider  market  factors  are  available. 
use  of  amortized  cost  valuation  under 
such  circumstances  as  an  estimate  is  not 
necessary  This  standard  should  help  in- 
sure that  fund  shares  are  sold  and  re- 
deemed at  prices  reflecting  the  appropri- 
ate proportionate  share  of  funds'  current 
net  assets,  and  minimize  the  potential 
for  dilution  of  the  assets  and  returns  of 
existing  shareholders. 

The  Commission  is  also  of  the  view 
that  money   market  fund   shareholders 
should  be  accurately  credited  with  tlie 
effects  of  any  unrealized  appreciation  or 
depreciation  that  may  occur  when  the 
value  of  a  fund's  portfoho  fluctuates   If 
such  effects  are  not  reflected  in  cither  a 
fund's  net  asset  value  or  its  distributions 
to  shareholders,   as  a   practical  matter 
the  result  would  be  a  situation  analogous 
to  that  which  would  exist  if  amortized 
cost   valuation  were  used,   and   similar 
dilutive  effects  could  occur.  Such  m.ay  be 
the  case,  for  example,  where  a  money 
market   fund   "m.arks   to   market."   but 
declares  a  daily  dividend  of  accrued  in- 
terest income  and  reflects  any  remaining 
unrealized  appreciation  or  depreciation 
in  a  "floating"  net  asset  value  of  $1.00 
nominal  value  per  share,  rounded  to  the 
nearest  cent.  Under  these  circumstances, 
unrealized  capital  changes,  which  could 
materially  affect  the  value  of  such  fund's 
portfolio,  would  ordinarily  not  be  of  suf- 
ficient magnitude  to  cause  the  net  asset 
value  to  change  by  one  cent.  The  effects 
of  unrealized  appreciation  and  deprecia- 
tion, in  the  case  of  a  fund  with  a  "float- 
ing"  $100   net   as.set   value   per   share, 
would  generally  appear  in  the  third  and 
fourtli  decimal  places,  and  when  rounded 
to  the  third  decimal  place  'i.e.,  tenths 
of  one  cent)  would  still  not  have  a  one 
cent    impact    on    the    net    asset   value. 
Moreover,   if   such   a   one   cent   change 
should  occur,  dilution  may  also  result, 
since  a  relatively  small  change  in  net 
asset  value  would  cause  a  larger  change 
in  the  computed  net  asset  value  per  share 
due  to  rounding   For  example,  if  in  the 
type   of   fund   described   above   the  net 
asset  value  was  calculated  accurately  to 
three  decimal  places,  were  a  change  in 
net  asset  value  from  $1,004  to  $1,006  to 
occur,  such  change  of  $.002  would  cause 
the  net  asset  value,  when  rounded  to  the 
nearest  cent,  to  change  by  one  full  cent. 
To  alleviate  these  results  and  insure 
that    shareholders    are    more    properly 
credited  for  capital  appreciation  or  de- 
preciation, the  Commission  believes  that 
any  money  market  fund  which  reflects 


capital  changes  in  its  net  asset  value  per 
share  should   calculate,  and   utilize   for 
purposes   of   sales   and   redemptions,    a 
current  net  asset  value  per  share  with 
an  accuracy  of  one-tenth  of  one  percent 
^ equivalent  to  the  nearest  one  cent  on 
a  net  asset  value  of  $10.00 »  ''  Any  less 
precise  calculation  by  such  a  fund  might 
have  the  effect  of  masking  the  impact  of 
changing   values   of   portfolio  securities 
and   therefore   might   not   "reflect"   the 
fund's  calculations  pertaining  to  its  port- 
folio valuation  as  required  by  Rule  2a-4  " 
Boards  of  directors  of  money  market 
funds  and  those  other  funds  referred  to 
above  should  consider   and   re-evaluate 
Current  fund  pricing  practices  m  light 
of  the  positions  expressed  herein.  In  this 
regard,  the  Commission  recognizes  that 
such   considerations   may  result  in  de- 
cisions by  some  funds  to  make  various 
modifications  of  tlieir  valuation  and  dis- 
tribution practices  To  avoid  any  sudden 
changes  in  net  asset  values  some  funds 
might  wish  to  effect  a  gradual  transition 
to    new    valuation    methods     Moreover, 
some  time  m.ay  be  necessary  to  take  the 
action  necessary  to  adopt  new  dividend 
policies  or  other  measures  designed  to 
implement  the  views  expressed  herein. 
Therefore,   to   allow  adequate   time   for 
planning   and   effecting  orderly   transi- 
tions, the  Commission,  as  noted  above, 
expects  companies  to  comply  with  this 
intemretation  by  no  later  than  Novem- 
ber 30,  1977. 


By  the  Commission. 

George  A.  Fitzsimmons. 

Secretary. 

May  31,  1977. 

(FR  Doc  77-15972  Filed  6-6^77:8  45  an-,  i 


Title  18 — Conservation  of  Power  and 
Water  Resources 

CHAPTER    I— FEDERAL   POWER 
COMMISSION 

SUBCHAPTER   E— REGULATIONS    UNDER   THE 
NATURAL  GAS  ACT 

lD.x-kel  No  RM77-8,  Order  No  565] 

PART  157— APPLICATIONS  FOR  CERTIFI- 
CATES OF  PUBLIC  CONVENIENCE  AND 
NECESSITY  AND  FOR  ORDERS  PER- 
MITTING AND  APPROVING  ABANDON- 
MENT UNDER  SECTION  7  OF  THE  NAT- 
URAL  GAS   ACT 

Order  Deleting  Requirements  (or  Physical 
Removal  of  Emergency  Facilities 

AGENCY:  Federal  Power  Commission. 

ACTION :  Final  rule. 

SUMMARY:  The  Commission  is  amend- 
ing two  sections  of  its  Regulations  un(^er 

-  Such  calculation  is  applicable  only  with 
respect  to  those  money  market  funds  which 
do  not  include  In.thelr  distributions  to  share- 
holders all  capital  changes.  If  such  a  fund 
had  a  net  asset  value  of  »10.00  per  share,  it 
would  be   appropriate  to  calculate   its  cur- 
rent net  asset  value  accurately  to  one  tenth 
of  a  cent,  rounded  to  the  nearest  one  cent. 
If  such   a  fvind  had   a   net   asset   value  per 
share  of  81  00  it  would  be  appropriate  to  cal- 
culate its  current  net  a^set  value  accurately 
to  the  nearest  one  hundredth  of  one  cent, 
rounded  to  the  nearest  one  tenth  of  one  cent. 
•J  See  note  6,  supra 
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the  Natural  Gas  Act  to  delete  the  require- 
ment that  facilities  constructed  to  im- 
plement emergency  operations  be 
promptly  removed  after  the  60-day  ex- 
empt period  of  operation  and  to  change 
the  time  period  within  which  applica- 
tions for  certificates  to  retain  emergency 
facilities  must  be  filed.  This  rulemaking 
was  initiated  since  the  «as  shortage  con- 
tinues and  the  "prompt  removal  '  provi- 
sions may  result  in  duplication  of  effort. 
as  emergency  facilities  are  installed,  re- 
moved, and  then  installed  again  when  a 
subsequent  emergency  ari.'^es.  The 
change  in  time  period  for  filing  certifi- 
cate applications  to  retain  emergency  fa- 
cilities brings  the  Commission's  rules 
"into  harmony." 

EFFECTIVE  DATE;  May  24.  1977. 
FOR  FLTITHER  INFOR\LATION  CON- 
TACT 

Fred  B  Steen.  Office  of  Greneral  Coun- 
sel I  202- 27.5-4787  > . 
SUPPLEMENTARY  INFORMATION. 
Order  No.  565 

order  delettng  requirement  for  physi- 
cal remcaal  of  emergency  facilities 
contempl.ated  in  !i!!  157  22  and  157.29  of 
regulations  under  the  n.atural  gas  act 

May  24.  1977. 

On  December  27.  1976,  the  Commission 
issued  a  Notice  of  Propased  Rulemaking 
in  this  proceeding  pursuant  to  Section 
533  of  Title  5  of  the  U.S.  Code  and  sec- 
tions 7  and  16  of  the  Natural  Gas  Act  <  56 
Stat.  825.  56  Stat.  83,  15  US.C.  717ftci  ; 
56  Stat  84.  15  US  C.  717f(ei;  and  56 
State  830,  15  US.C.  717oi  that  proposed 
to  amend  .5§  157.22  and  157  29  of  Part 
157 — Applications  for  Certificates  of 
Public  Convenience  and  Necessity  and 
for  Orders  Permitting  and  Approving 
Abandonment  Under  Section  7  of  the 
Natural  Gas  Act.  Subchapter  E — Regu- 
lations Under  the  Natural  Gas  Act.  Chap- 
ter I.  Title  18  of  the  Code  of  Federal 
Regulations  by  revising  paragraph  'd' 
of  5  157.22  and  paragraph  ib'  of  §  157  29 
to  delete  therefrom  the  requirement  that 
all  facilities  constructed  to  implement 
the  emergency  operations  contemplated 
m  either  of  those  two  sections  must  be 
promptly  removed  after  expiration  of  the 
exempt  period  of  operation,  and  by  re- 
vismg paragraphs  ib>  and  tc  of  5  157.29 
to  chajige  the  time  period  within  which 
applications  for  certificates  to  retain  in 
place  emergency-type  facilities  must  be 
filed  from  "within  15  days  of  the  com- 
mencement of  deliveries"  to  "prior  to  the 
expiration  of  the  exempt  period." 

Sections  157.22  and  157.29  allow  natu- 
ral gas  pipelines  and  natural  gas  pro- 
ducers, respectively,  to  undertake  certain 
otherwise  jurisdictional  activities  with- 
out obtaining  certificate  authority  there- 
for for  a  period  of  60  days  to  assure 
maintenance  of  adequate  natural  gas 
service  where  such  service  is.  or  is  threat- 
ened to  be.  interrupted  or  curtailed.  The 
emergency  provisions  of  i  157.22  have 
their  genesis  m  Order  No  148,  issued 
February  15.  1949.  in  Docket  No.  R-110 
'  14  FR  681  Promulgated  in  what  was 
then  §  157.14,  the  Commission  sought  to 


for  immediate  pipeline  response  to  emer- 
gency situations.  The  emergency  provi- 
sions promulgated  in  Order  No.  148  con- 
templated the  prompt  removal  of  facili- 
ties at  the  expiration  of  the  period  of  the 
emergency  unless  application  was  filed 
for  a  certificate  to  retain  such  facilities. 
Order  No.  163  issued  August  11.  1952.  in 
Docket  No.  R-120  (17  FR  7385  >,  amend- 
ing emergency  provisions  of  §  157.22.  de- 
leted the  provisions  for  the.  retention  of 
exemption,  and  in  that  regard  Order  No. 
193.  issued  November  20.  1956.  Docket  No. 
R-155  i21  FR  9166)  followed  Order  No. 
163  in  promulgating  §  157.29.  In  1970.  in 
recognition  of  impending  gas  shortages. 
the  Commission  amended  both  §§  157.22 
and  157.29  m  Order  No.  418.  issued  De- 
cember 10.  1970,  Docket  No.  R-404  (35 
FR  19174  .  Among  other  things  the 
amendments  provided  again  that  facili- 
ties constructed  under  the  emergency 
provisions  of  the  regulations  may  be  re- 
tained in  place  upon  proper  application 
with  the  Commission. 

Since  the  shortage  of  gas  continues, 
the  need  to  encourage  utilization  of  the 
Commission's  emergency  procedures 
continues.  The  Commission  Ls  concerned 
that  the  provusions  in  §§  157.22  and  157.- 
29  requirir.g  prompt  removal  of  facilities 
may  unnecessarily  discourage  the  use  of 
these  emergency  procedures.  The 
"prompt  removal"  provisions  may  neces- 
sitate duplication  of  effort,  as  emer- 
gency-type facilities  are  installed,  re- 
moved, then  installed  again  as  a  sub- 
sequent emergency  arises.  Moreover,  the 
"prompt  removal  '  provision  is  not  nec- 
essary to  in.-^ure  continuing  Commission 
oversight  of  jurisdictional  facilities. 
•since  the  provisions  of  §§  157.22  and 
157  29  require  that  an  application  must 
be  filed  with  the  Commission  in  order 
to  retain  emergency-type  facilities  in 
place.  Thus,  tlie  "prompt  removal"  pro- 
vision may  unnecessarily  raise  a  ques- 
tion of  violation  of  the  regulations. 

Concurrently,  the  Commission  pro- 
poses to  amend  5  157.29  to  be  consistent 
with  5  157  22.  In  Order  No  418,  the  Com- 
mission brought  §§  157.22  and  157.29 
"into  harmony:"  but  in  Opinion  No. 
699-B.  issued  September  9.  1974,  Docket; 
No.  R^389-B  (39  FR  32205'.  tlie  Com- 
mission changed  the  timing  of  the  re- 
quired application  for  retention  of  fa- 
cilities installed  pursuant  to  §  157.29  to 
"within  15  days  of  the  commencement 
of  deliveries  under  this  section"  rather 
than  "prior  to  the  expiration  of  the  ex- 
empt period  provided  herein."  The  Com- 
mission finds  that  distinction  between 
§5  157  22  and  157.29  no  longer  nece.ssary. 

Comments  were  timely  filed  by  the 
following  in  support  of  the  Commission's 
propasal  Interstate  Natural  Gas  Asso- 
ciation of  America.  Mid  Louisiana  Gas 
Company.  Office  of  Consumer  Affairs. 
Department  of  Health.  Education,  and 
Welfare,  El  Paso  Natural  Gas  Company, 
Tennessee  Gas  Pipeline  Company,  a  di- 
vision of  Tenneco.  Inc  .  Midwestern  Gas 
Transmission  Company,  and  East  Ten- 
nessee Natural  Gas  Company  Addition- 
ally, Northern  Gas  Company  f!led  com- 
ments in  support  of  the  proposal  and 
/relieve  administrative  burden  and  allow- 


further  suggests  that  the  Commission's 
regulations  be  further  amended  to  pro- 
vide for  emergency  situations  expected 
to  be  of  greater  duration  than  60  Con- 
secutive days.  If  this  situation  arises. 
Northern  suggests  that  the  transporting 
pipeline  be  able  to  obtain  an  advance 
statement  from  the  Commission  prior  to 
the  expiration  of  the  60  day  period,  that 
an  extension  be  granted.  The  Commis- 
sion has  considered  Northern's  sugges- 
tions and  does  not  believe  it  appropriate 
at  this  time  to  extend  the  proposal  fur- 
ther. In  none  of  the  comments  was  a 
conference  requested. 

There  are  no  differences  between  the 
Notice  of  Proposed  Rulemaking,  Decem- 
ber 27.  1976,  and  this  Order. 

The  Commission  finds.  (1)  The  notice 
and  opportunity  to  participate  in  this 
ru'emaking  proceeding  with  respect  to 
the  matters  presently  before  this  Com- 
mission through  the  submission,  In  writ- 
ing, of  data,  views,  comments,  and  sug- 
gestions in  the  manner  described  above, 
are  consistent  and  in  accordance  with 
the  procedural  requirements  prescribed 
by  5  US.C.  553. 

(2'>  Good  cause  exists  for  making  the 
amendments  herein  adopted  effective 
immediately  upon  issuance. 

(3)  In  view  of  the  foregoing,  and  upon 
consideration  of  all  relevant  matters 
presented,  including  the  argument^';,  con- 
tentions, suggestions,  and  other  views 
expressed  in  the  comments  received.  It 
is  necessary  and  appropriate  for  the  ad- 
ministration of  the  Natural  Gas  Act  that 
the  regulation  thereunder  be  amended 
as  herein  provided  The  Commission, 
acting  pursuant  to  the  authorify  grantea 
by  the  Natural  Gas  Act.  as  amended, 
particularly  Sections  7  and  16  of  the  Act 
(56  Stat.  825,  56  Stat.  83.  15  US.C.  717f 
(O:  56  Stat.  84.  15  U.SC.  717f(e).  and 
56  Stat.  830,  15  U.SC.  717o',  Order'!: 

(Ai  Paragraph  (d>  of  ?  157.22.  in  Part 
157 — Applications  for  Certificates  of 
Public  Convenience  and  Necessity  and 
for  Orders  Permitting  and  Approving 
Abandonment  Under  Section  7  of  the 
Natural  Gas  Act.  Subchapter  E — Reg- 
ulations Under  the  Natural  Gas  Act, 
Chapter  I,  Title  18  of  the  Code  of  Federal 
Regulations,  is  revised  to  read  as  fol- 
lows: 

§  157.22      Exrniption   of  lemporary   acts 
and  operation. 

«  •  *  •  • 

(d>  Emergency  operations  undertaken 
without  certificate  authorization  pur- 
suant to  paragraph  (a>  of  this  section 
shall  be  discontinued  upon  the  expira- 
tion of  the  60-day  period.  In  the  na- 
tional emergency,  emergency  operations 
shall  be  discontinued  upon  the  expira- 
tion of  the  six  montJis'  period  or  any 
extension  thereof  ordered  by  the  Com- 
mission. Each  person  undertaking  any 
such  construction  or  operation,  pur- 
suant to  this  Section  of  the  regulatlona 
desiring  to  retain  such  facilities  in  place 
shall  file  an  application  for  a  certificate 
of  public  convenience  and  necessity  pur- 
suant to  the  regulations  under  the  Nat- 
ural Gas  Act  with  the  Commission  prior 
to  the  expiration  of  the  exempt  period 
provided  herein. 
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(B"*  Paragraph  (b>  and  fc>  of  I  157.29. 
in  Part  157— Applications  for  Certificates 
of  Public  Convenience  and  Necessity  and 
for  Orders  Permitting  and  Approving 
Abandonment  Under  Section  7  of  the 
Natural  Gas  Act,  Subchapter  E— Regu- 
lations Under  the  Natural  Gas  Act, 
Chapter  I,  TiUe  18  of  the  Code  of  Fed- 
eral Regulations,  is  revised  to  read  as 
follows : 

§  137.29      Exemption  of  emergency  sales 
or  transportation. 
.  .  •  •  • 

(b>  Emergency  operations  undertaken 
without  certificate  authorizations  pur- 
suant to  para^aph  (a)  of  this  section 
shall  be  discontinued  upon  the  expiration 
of  the  60-day  period.  Each  person  imder- 
taking  any  such  construction  or  oper- 
ation, pursuant  to  this  section  desiring 
to  retain  such  facilities  in  place  shall 
file  an  application  for  a  certificate  of 
public  convenience  and  necessity  pur- 
suant to  the  regulations  under  the  Nat- 
ural Gas  Act  with  the  Commission  prior 
to  the  expiration  of  the  exempt  period 
provided  herein. 

fc)  No  emergency  sale  or  transporta- 
tion of  natural  gas  in  interstate  com- 
merce imdertaken  pursuant  to  the  au- 
thority of  this  Section  shall  oe  extended 
beyond  the  sixty  ( 60 )  day  period  unless 
the  seller  shall  have  filed  an  applica- 
tion for  a  permanent  or  temporary  cer- 
tificate pursuant  to  18  CFR  2.56(a>, 
2.70(b)(3),  2.75,  or  157.28  prior  to  the 
expiration  of  the  sixty  (60)  day  period. 
Any  such  continuation  of  deliveries  at  a 
rate  in  excess  of  the  rate  prescribed  in 
5  2  56(a)  (18  cni  2.56(a))  will  be  sub- 
ject to  refund  if  the  rate  is  in  excess  of 
the  rate  finally  found  to  be  appropriate 
by  the  Commission. 

.  ♦  •  •  • 

(C)  The  amendment  adopted  herein 
shall  be  effective  upon  issuance  of  this 
order. 

(Di  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb, 
Secretary 

I  FRr>oc. 77-16009  Filed  6-6-77.8  45  ami 

Title  21 — Food  and  Drugs 

CHAPTER  I — FOOD  AND  DRUG  ADMINIS- 
TRATION, DEPARTMENT  OF  HEALTH, 
EDUCATION,   AND  WELFARE 

SUBCHAPTER   E — ANIMAL  DRUGS,    FEEDS, 
AND   RELATED   PRODUCTS 

PART  520 — ORAL  DOSAGE  FORM  NEW 
ANIMAL  DRUGS  NOT  SUBJECT  TO  CER- 
TIFICATION 

Sulfamethazine  Tablets  and  Boluses 

AGENCY:  Food  and  Drug  Administra- 
tion 

ACTION:   Final  rule. 

SUMMARY :  This  rule  revokes  the  regu- 
lation that  provides  for  use  of  a  certain 


drug  for  infectious  disease  in  nonlactat- 
ing  cattle.  The  manufacturer.  Norden 
Laboratories,  Inc..  has  requested  with- 
drawal of  approval  since  the  drug  is  no 
longer  marketed. 

EFFECTIVE  DATE:  June  7,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT 

David  N   Scarr,  Bureau  of  Veterinary 
Medicine  (HF\'-210),  Pood  and  Drug 
Administration,  Department  of  Health, 
Education,  and  Welfare,  5600  Fishers 
Lane,  Rockville,  MD  20857.  301-443- 
3183. 
SUPPLEMENTARY       INFORMATION: 
Norden  Laboratories,  Inc.,  Lincoln,  NE 
68501,  requested  by  letter  dated  Januarj- 
17,  1977.  that  approval  of  NAD.A  32-378V 
be  withdrawal.  The  notice  of  withdrawal 
of  approval  is  published  elsewhere  in  this 
issue  of  the  Federal  Register.  They  fur- 
ther stated  that  they  wish  to  waive  the 
opportunity'  for  a  hearing  because  the 
drug  is  no  longer  being  marketed.  Ac- 
cordingly, the  Commissioner  of  Fo(Xl  and 
Drugs  is  revoking  §  520.2260a  Sulfameth- 
azine tablets  and  boluses. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sec.  512(i),  82 
etat.  347  (21  U.S.C.  360b(i>)),  and  imder 
the  authority  delegated  to  the  Commis- 
sioner of  Food  and  Drugs  (21  CFR 
5.1),  Part  520  is  amended  by  revoking 
§  520.2260a  Sulfamethazine  tablets  and 
boluses. 

Effective  date:   This  amendment  be- 
comes effective  June  7,  1977. 
(Sec  512(1)  82  Stat  347)  (21  U.S.C.  360b(l) ).) 

Dated:  May  27,  1977. 

C.  D.  Van  Houwelinc, 

Director,  Bureau 
of  Veterinary  Medicine. 

[FR  Doc.77-15839  Filed  6-€-77;8.45  am] 


PART   539 — BULK   ANTIBIOTIC   DRUGS 
SUBJECT   TO  CERTIFICATION 

Streptomycin  and  Streptomycin-Containing 
Drugs,  Conforming  Amendments;  Cor- 
rection 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Correction. 

SL^MMARY:  This  document  corrects  a 
section  heading,  published  in  the  Fed- 
eral Register  o;  April  26.  1977  (42  FR 
21276' 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  Richards.  Federal  Register  Writ- 
ers Office  (HFC-11),  Food  and  Drug 
Administration,  Department  of  Health, 
Education,  and  Welfare,  5600  Fishers 
Lane,  Rockville,  MD  20857.  301-443- 
2994. 


SUPPLEMENTARY  INFORMATION: 
In  FR  Doc  77-11765.  nublLshed  in  the 
PtnERAL  Recistfp  of  April  2i6.  1977  <42 
FR  21276),  in  the  center  column,  the 
section  heading  for  f  539.170  is  changed 
to  read  as  follows: 

§  539.170  Sireptomvcin  sulfate  veteri- 
nary p-ade;  dihydrostreplonivrin  sul- 
fate \elerinar'  grade:  dih>  droslrepto- 
mycin  hydrochloride  veterinary  ijrade. 

Dated:  May  27,  1977. 

C.  D.  Van  HotrwELiNC, 

Director,  Bureau 
of  Veterinary  Medicine. 

(PR  Doc  77-15841  PUed  6-6-77 ; 8  45  am  1 

Title  28 — Judicial  Administration 
CHAPTER    I— DEPARTMENT   OF   JUSTICE 

[Order  No  726-77  1 

PART   0 — ORGANIZATION   OF  THE 
DEPARTMENT   OF   JUSTICE 

Subpart  W — Additional  Assignments  of 
Functions  and  Designation  of  Officials  To 
Perform  the  Duties  of  Certain  Offices  In 
Case  of  Vacancy  or  Absence  Therein  or 
in  Case  of  Inability  or  Disqualification  To 
Act 

Designation  of  Acting  Attorney  Gen- 
eral During  Absence  of  Both  Attor- 
ney General  and  Deputy  Attorney 
General 

AOESCY    Department  of  Justice, 

ACTION:  Final  rule. 

SUMMARY:  Tlie  Deputy  Attorney  Gen- 
eral 1=^  authorized  by  statute  to  act  as  At- 
torney General  in  the  event  of  the  At- 
torney General's  absence  from  office 
Under  existing  regulations,  the  Assistant 
Attorney  General  in  charge  of  the 
Criminal  Division  is  designated  to  act  as 
Attorney  General  in  the  event  of  the  ab- 
sence from  office  of  both  the  Attorney 
General  and  the  Deputy  Attorney  Gen- 
eral ThL'i  order  revises  the  regulations 
by  designating  the  Solicitor  General  to 
act  as  Attorney  General  in  case  of  the 
absence  from  office  of  both  the  Attorney 
General  and  Deputy  Attorney  General. 

EFFECTIVE  DATE:   May  27,   1977. 

FOR  FURTHER  INTXDRMATION  CON- 
TACT: 

John  M.  Harmon,  Acting  Assistant  At- 
torney General.  Office  of  Legal  Coun- 
sel, Department  of  Justice,  Washing- 
ton. DC.  20530  1202-739-2041). 

0.133       I  Amended! 

By  virtue  of  the  authority  vested  in 


me  by  28  U.SC  508(b).  SO  133(a) 
is  amended  by  substituting  "the  Solici- 
tor General"  for  'the  Assistant  Attor- 
ney General  in  charge  of  the  Criminal 
Division." 

Dated;  May  27.  1977. 

Griffin  B    Bell. 
Attorney  General. 

I  FR  Doc.  77-16056  Piled  6-6-77:8  45  ami 
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Titte  40 — Protection  of  the  Envrronment 

CHAPTER    I — ENVIRONMENTAL 

PROTECTION   AGENCY 
SUBCHARTEJI  C— -AIR  PROGRAMS 

1729-3) 

PART   52— APPROVAL  AND   PROMULGA- 
TION  Of   IMPLEMENTATION    PLANS 

Gasoline  Vapor  Recovery;  Final  CompMance 
Date  for  Small  Bulk  Plants 

AGENCY.  EJUiroimienlal  Protection 
Agency. 

ACTION  Responses  to  public  com- 
ments; correction  of  omissions  and 
clarification  of  throughput  designation. 

SUNfMARY:  This  document  summarizes 
EPA  s  re.-poiiseb  to  public  comments  re- 
ceived after  its  promulgation  of  revised 
compliance  dates  for  small  gasoline 
bulk  plants  on  December  29.  1976.  It  also 
clarifies  the  throughput  designation  for 
small  bulk  planus  and  corrects  several 
errors  and  om.is.-icns  made  in  the  De- 
cember 29.  1976,  promulgation 

DATES  The  clarifying  and  correctii-ig 
amendments  are   effective   immediately 

upor.  promulgation. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Jared  Flood,  Regional  PrograirLs  Sec- 
tion iEN-341i,  Division  of  Stationary 
Source  Enforcement.  U.S.  Environ- 
mental Protection  Agency.  401  M 
Street  SW..  Washmgton.  D.C.  20460 
f202-755-7927i. 

SUPPLEMENTARY       INFOR.\L\TION : 

In  1973  and  1974,  the  Adinini^-trator 
promulgated  Stage  I  Vapor  Recovery 
regulations  for  13  Air  Quality  Control 
Regions  >  AQCFls  i .  The  AQCRs.  Fedehal 
Register  references,  and  promulgation 
dales  are  listed  below 

Met,r>poUtan  Los  Angeles  AQC'B,  38  PR 
31261,  Noveraber  12,  1973 

S«icrajnento  Valley  AQCR.  38  PR  31251,  No- 
vember 12,  1973 

San  Joaquin  Valley  Intrastate  AQCR.  38  FR 
31251,  November  12.  1973. 

Metropolitan  Denver  Insrrastate  AQCR  38 
FR  30823,  November  7,  1973. 

Marion  Countv.  Indiana,  38  FR  12349,  April 
5.  1974. 

Maryland  portion  of  National  Capital  Inter- 
state AQCR.  38  FR  33719.  December  6.  1973 

Metropolitan  Baltimore  Intrastate  AQCR.  38 
PR  34252.  December  12,  1973 

Boston  Intrastate  AQCR,  38  PR  30969,  No- 
vember 8,  1973. 

New  Jersey  portion  of  New  Jersey-New  Yorlc- 
Connectlcut  Interstate  AQCR,  38  FR  313S9, 
November  13,  1973. 

New  Jersey  portion  of  Metropolitan  Phila- 
delphia Interstate  AQCR,  38  FR  31399.  No- 
vember 13.  1973. 

Allegheny  County  portion  of  Southwest 
Pennsylvania  intrastate  AQCR,  38  PR 
32896,  November  28,   1973 

Houston-Oalveston  Intrastate  AQCR.  38  FR 
30643,  November  6,  1973 

San  Antonio  Intrastate  AQCR.  38  FR  30643, 
November  6,  1973. 

Virginia  portion  of  National  Capital  Inter- 
state AQCR,  38  PR  33726.  December  6,  1973 

Because  of  concerns  raised  by  bulk 
plant  owners,  operators,  and  representa- 
tives asJcing  for  an  exempuon  of  small 
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bulk  plants  from  regulation  and  requests 
for  SIP  revisions  from  several  states  for 
exemption  of  these  plants,  there  have 
been  several  delays  of  the  final  com- 
pliance dates.  The  latest  was  promul- 
gated in  the  Federal  Register  on  Decem- 
ber 29,  1976  i41  FR  56642)  and  extended 
the  compliance  date  until  May  31,  1977 
I  to  comcide  with  the  oxidant  attainment 
date*.  In  connection  with  the  most  re- 
cent compliance  date  delay,  EPA  solic- 
ited comments  on  such  delay. 

PxTBtrc  Comments 

With  respect  to  the  most  recent  delay 
of  the  final  compliance  dates  to  May  31, 
1977  (41  FR  56642,  December  29.  1976). 
EPA  received  three  comments. 

One  comment,  by  the  National  Oil 
Jobbers  Council,  urgecl  exemption  of 
.small  bulk  plants  ba,sed  on  the  expense, 
and  resultmg  plant  closures,  that  it  sug- 
gested would  result  if  the  regulations 
were  enforced  The  second  comment,  by 
the  Texas  Air  Control  Board,  suggested 
that  the  final  compliance  date  be  delayed 
much  further  beyond  May  31,  1977,  or 
that  no  compliance  date  be  established 
at  all  until  certam  EPA  studies  were 
complete.  The  third  comment,  by  Exxon 
Company,  recommended  that  displace- 
ment type  systems  be  utilized  to  control 
emLssions  from  small  bulk  plants,  tha* 
bulk  plants  regardless  of  size  be  required 
to  install  controls,  and  that  hearings  be 
held  prior  to  the  promulgation  of  any 
amendments  to  the  regulations. 

Response  to  Comments 

EP.A.  initiated  various  studies  in  1976 
which  are  described  in  the  notice  of 
availability  also  published  today  in  the 
Federal  Register.  These  studies  indicate 
that  there  has  been,  and  will  continue 
to  be.  a  steady  decline  in  the  number  of 
small  bulk  plants  in  the  nation,  and  that 
because  of  the  relative  costs  of  installing 
and  opera tmg  these  systems,  some  eco- 
nomically marginal  small  bulk  plants 
will  close  However,  since  1972  gasoline 
bulk  plants  have  been  diminishing  In 
importance  as  a  method  of  marketing 
K.i.sohne  Comparison  of  1972  Census 
Data  with  1975  and  1976  National  Pe- 
troleum News  marketing  siu-veys  indi- 
cates a  closure  rate  of  at  least  14  percent. 
Reduced  profitability  in  gasoline  sales 
has  generally  been  attributed  as  the 
cause.  EPA  expects  that  this  trend  will 
continue  and  that  these  regulations  may 
tend  to  increase  the  short  term  closure 
rate  by  about  10  percent,  these  being 
plants  that  are  currently  economically 
margmal. 

The  studies  also  showed  that  both 
vapx>r  balance  and  refrigeration-con- 
densation systems  are  capable  of  achiev- 
ing 90  percent  control,  that  the 
equipment  and  technology  for  achieving 
such  control  does  exist  in  sufficient 
.supply  and  has  been  applied  on  gasoline 
transfer  operations  for  a  number  of 
years,  and  that  controls  are  available  at 
a  reasonable  cost.  Accordingly,  EPA  in- 
tends to  enforce  the  existing  Stage  I 


Vapor  Recovery  final  compliance  date  of 
May  31,  1977,  for  .small  bulk  plants  and 
not  to  exempt  from  regulation  any  facili- 
ties, delivery  vehicles,  or  storage  tanks 
not  already  exempted  from  coverage. 

Since  these  actions  are  being  taken  at 
a  date  so  close  to  the  final  compliance 
date  of  May  31.  1977,  some  owners  or 
operators  may  find  it  economically  and 
operationally  difBcult  to  comply  within 
the  required  tune  frame.  In  such  cases, 
EPA  will  consider  establishing  reason- 
able compliance  schedules  through  en-- 
forcement  orders  under  section  113  of 
the  Act. 

Clarifying  and  CoHHECTHfG 

-    Amindmki^ts 

The  amendments  promulgated  below 
revise  the  language  in  amendments  in 
the  December  29,  1976,  Federal  Register 
(41  FR  56642  >  to  clarify  the  throughput 
designation  of  small  bulk  plants  as  20,000 
gallons  per  day  or  less  (not  5,000,000 
gallons  per  year  as  previously  specified) , 
and  to  correct  the  inadvertent  omission 
of  Stage  I  Vapor  Recovery  regulations  in 
Virginia  from  the  same  promulgation. 

The  Administrator  finds  that  good 
cause  exists  for  omitting  prior  notice  and 
public  comment  on  these  amendments 
as  unnecessarj'  and  for  making  them 
immediately  effective  because  they  simply 
clarify  and  correct  the  existing  regula- 
tions and  impose  no  additional  substan- 
tive requirements. 

Note:  The  EPA  has  determined  that  this 
document  do«s  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107 

This  rulemaking  is  issued  under  the 
authority  of  sections  110  and  301  of  the 
Clean  Air  Act  as  amended  <42  U.S.C. 
1857c-5and  1857g). 

Part  52  of  Chapter  I,  Title  40,  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows: 

Subpart  G — Colorado 

§52.336       [Amend«Ml] 

1.  In  I  52,336<cm3),  subparagraph 
(Iv),  the  words  "an  average  annual 
throughput  of  5,000.000"  are  revised  to 
read  "a  daily  throughput  of  20,000". 

Subpart  I — Indiana 

§52.787      [Amended] 

2.  In  §  52.787. e».  the  words  "an  aver- 
age annual  throughput  of  5,000.000"  are 
revised  to  read  "a  daily  throughput  of 
20.000". 

Subpart  V — Maryland 

§52.1086      [Amended] 

3.  In  §  52.1086ICM3  .  subparagraph 
(lv>  is  amended  by  revising  the  words 
"an  average  annual  throughput  of  5.000,- 
000"  to  read  "a  daily  throughput  of  20,- 

000". 

§52.1101       [Amended] 

4.  In  §  52.1101  ic)  (3) ,  subparagraf*! 
(iv)  is  amended  by  revising  the  words 
"an  average  annual  throughput  of  5,000,- 
000"  to  read  "a  daily  throughput  of  20,- 
000". 


FfDERAl  «ECIST«,  VOl.  43,   NO.    1 09^— TUESDAY,   JUNE   7,  1977 


RULES   AND   REGULATIONS 


29005 


Subpart  W — Massachusetts 
§52.1147       [.\niendcdl 

5  In  5  52.1147(a)(5).  subparagraph 
(i»  is  amended  by  revising  the  words  "an 
average  annual  throughput  of  5.000.- 
000"  to  read  "a  daily  throughput  of  20,- 

000" 

Subpart  FF — New  Jersey 

§32.1598      lAmrnded] 

6.  In     §  52.1598(c)(3).    subparagraph 

I IV I  is  amended  by  revising  the  words  "an 
average  annual  throughput  of  5.000,000" 
to  read  "a  daily  throughput  of  20.000". 

Subpart  NN — Pennsylvania 

§  32.2042      lAuunded] 

7.  In  §  52.2042 'O  (3).  subparagraph 
(ivi  is  amended  by  revising  the  words 
"an  average  annual  throughput  of 
5,000,000"  to  read  "a  daily  Uiroughput  of 
20,000". 

Subpart  SS — Texas 

§  52.2285      [Amended] 

8.  In  §  52.2285ic>  (31 ,  subparagraph 
(iv)  is  amended  by  revising  the  words 
"an  average  annual  throughput  of  5,000,- 
000"  to  read  "a  daily  throughput  of 
20,000". 

Subpart  W — Virginia 

9.  Ill  §  52.2438'ci.  subparagraph  t3)  is 
amended  by  adding  (iv).  as  follows: 

§  52.24;i8      (iasoline  tran.'.fcr  vapor  con- 
trol. 


IC) 


(3)    •   •   • 

(ivi  Facilities  which  have  a  daily 
throughput  of  20.000  gallons  of  gasoline 
or  less  are  required  to  have  a  vapor  re- 
covery system  in  operation  no  later  than 
May  31.  1977.  Delivery  vessels  and  stor- 
age containers  sened  exclusively  by  fa- 
cilities required  to  have  a  vapor  recoverv- 
system  in  operation  no  later  than  May  31. 
1977,  also  are  required  to  meet  the  provi- 
sions of  this  section  no  later  than  May  31. 
1977. 
Appendix — Gasoline  Vapob  Recovesy;  Small 

Bulk  Plants;    Notice  of  AVAiLABiLrrY  of 

Stv-dies 

This  notice  announces  the  avallabUity  of 
and  summ.arizes  studies  conducted  by  EPA 
regarding  the  availalsllity  and  applicability 
of  control  technology  for  small  bulk  plants 
in  connection  with  Stage  I  Vapor  Recovery 
regulations  promulgated  by  EPA  as  discussed 
below. 

EPA  inulaied  several  studies  in  1976  to  de- 
termine if  the  requirement  to  install  gaso- 
line vapor  recovery  equipment  would  pl&ce 
severe  economic  burdens  on  the  industry  and 
whether  the  90  percent  control  level  was 
achievable  by  a  vapor  balance  system,  and  to 
further  determine  the  availability  of  control 
equipment  which  would  satisfy  the  require- 
ments of  the  existing  regulaticiis.  Pacific  En- 
vironmental Services,  Inc.,  of  Santa  Monica, 
California,  w,is  chosen  by  EPA  to  perform 
these  studies 

BACKGROLTS-D 

In  1973  and  1974,  the  Administrator  pro- 
mulgated Stage  I  Vapor  Recovery  regulations 
for  13  Air  Quality  Control  Regions  (.\QCRs) 
The  AQCRs.  Pedekal  Recisteb  references,  and 
promulgation  dates  are  listed  below: 


Metropolitan  Los  Angeles  AQCR.  38  PR  31251. 
November  12.  1973 

Secramento  Valiey  AQCR.  38  FR  31251,  No- 
vember 12.  1973 

San  Joaquin  Valley  IntrasUte  AQCR.  38  FR 
31251,  November  12.  1973 

Metropolitan  Denver  Intrastate  AQCR,  38  FR 
30823,  November  7.  1973 

Marion  County,  Indiana,  38  FR  12349,  AprU 
5.  1974 

Maryland  portion  of  National  Capital  Inter- 
state AQCR  33  FR  33719.  December  6,  1973 

Metropolitan  Baltimore  Intrastate  AQCR,  38 
PR  34252,  December  12,  1973 

Boston  Intrastate  AQCR,  38  FR  30969,  No- 
vember 8,  1973 

New  Jersey  portion  of  New  Jersey-New  York- 
Connecticut  Interstate  AQCR,  38  FR  31399, 
November  13.  1973 

New  Jersey  portion  of  Metropolitan  Phila- 
delphia Interstate  AQCR,  28  FR  31399,  No- 
vember 13,  1973 

Allegheny  County  portion  of  Southwest  Penn- 
sylvania Intrastate  AQCR,  38  FR  32896,  No- 
vember 28.  1973 

Houston-Galveston  Intrastate  AQCR.  38  FR 
30643,  November  6,  1973 

San  Antonio  Intrastate  AQCR.  38  FR  30643 
November  6,  1973 

Virginia  portion  of  National  Capital  Inter- 
state .'^.QCR,  38  FR  33726.  December  6,  1973 

KXTTNT    OF   THE    STUDIES 

The  first  study  (EPA  contract  68-01-3154. 
Task  No.  5)  evaluated  the  applicability  and 
cost  Impact  of  bottom-loading  vapor  balance 
systems  on  small  bulk  plants.  The  second 
study  (EPA  contract  68-01-3156,  Task  No  17) 
surveyed  small  bulk  plants  in  and  around 
Denver.  San  Diego,  and  the  San  Joaquin  Val- 
ley, and  included  the  source  tesung  of  two 
small  bulk  plants  to  determine  if  90  percent 
control  could  be  achieved  for  incoming  and 
outgoing  loads  through  the  use  of  a  vapor 
balance  system  and  a  refrigeration-conden- 
sation system.  A  third  study  i  EPA  contract 
68-01-3156.  Task  No.  28 1  surveyed  small 
bulk  plants  in  the  Washington.  DC,  Bal- 
timore. Md,,  and  Houston,  Galveston.  Tex., 
areas  to  determine  whether  the  descriptive, 
market  and  economic  data  presented  in  the 
report  of  the  second  study  could  be  ade- 
quately applied  to  other  areas  of  the  coun- 
try, and  also  to  evaluate  the  methods  being 
employed  by  bulk  plant  operators  in  these 
areas  to  comply  with  vapor  recovery  regula- 
tions. A  fourth  study  (EPA  contract  68-01- 
4140,  Task  No.  9)  provided  for  the  evalua- 
tion of  the  applicability,  availability  and  the 
financial  Impact  of  installing  and  operating 
top-loading  vapor  balance  systems  at  small 
bulk  plants.  In  addition.  Radian  Corporation 
performed  a  study  for  EPA  (EPA  cotract 
No.  68-02-1319.  Task  No.  2)  in  1975  which 
evaluated  vapor  control  methods  for  gasoline 
marketing  operations.  Including  small  bulk 
plants. 

RJEStTLTS   OF   THE   STt^DIES 

Among  other  things,  the  studies  concluded 
that  both  refrigeration — condensation  and 
vapor  balance  type  system.s  are  capable  of 
achieving  the  90  percent  control  levels  estab- 
hsiied  In  the  regulations  They  further  con- 
cluded that  the  equipment  and  technology 
for  achieving  these  levels  does  exist  in  suffi- 
cient supply,  and  has  been  satisfactorily  ap- 
plied on  gasoline  transfer  operations  for  a 
number  of  years. 

These  studies  also  concluded  that  certain 
types  of  vapor  control  systems  le.g..  a 
bottom-loedlng  vapor  balance  system)  are 
more  desirable  from  the  viewpoint  of  the 
owner  and  operator  because  of  the  more 
efncient  marketing  capability  that  the  sys- 
tems provide  It  must  be  emphasized  that 
there  is  no  requirement  in  the  federal 
regulations  that  bottom-loading  systems  be 


Installed.  These  l>ottom-loading  systems, 
because  of  the  additional  modiflcatioaB  and 
equipment  required  for  Installation  on  biUk 
plants,  are  consistently  much  more  expen- 
sive to  Install  than  the  alternative  top- 
loading  vapor  balance  system. 

The  recent  EPA  studies  on  small  bulk 
plants  reaairm  the  earlier  conclusion  that 
controls  are  available  at  a  reasonable  cost. 
Speclficallv,  EPA  has  determined  that  the 
top-loadine  vapor  balance  system,  which  is 
readily  available  and  the  least  expensive 
alternative.  wUl  meet  the  90  percent  control 
level  established  In  the  existing  regulations 
at  a  reaisonable  cost.  However,  due  to  the 
Administrator's  concern  regarding  the  pos- 
sible economic  impacts  of  these  regulations 
on  the  very  small  bvilk  plants  (less  than 
4  (WO  gal  day  of  casollne  throuphouti.  EPA 
will  continue  to  study  such  ImjjactJi  EPA 
win  report  on  Its  findings  at  the  end  of  four 
to  six  weeks 

For  further  Information  or  copies  of  the 
<;tudles  contact:  Jared  Flood.  Regional  Pro- 
erarfis  Section  fEN-341).  Dlvl.slon  of  St«- 
tlonarv  Source  Enforcement.  US.  Envlron- 
m.er.ta!  Protection  Aeency.  401  M  Street  SW  , 
Washington,  DC  20460. 

Dated:  May  31, 1977. 

Douglas  M   Co«!tle, 
Administrator 

|FR  DOC.T7-16097  Filed  S-6-77;8:45  am) 
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PART   61— NATIONAL   EMISSION    STAND- 
ARDS FOR  HAZARDOUS  AIR  POLLUTANTS 

Standard  for  Vinyl  Chloride:  Corrections 
and  Amendments 

AGENCY:  Environmental  Protecticwi 
Agency. 

ACTION :  Pinal  rule. 

SUMMARY;  These  amendments  are  be- 
ing made  to  the  vinyl  chloride  standard 
which  was  promulgated  under  the  au- 
thority of  the  Clean  Air  Act  on  October 
21.  1976.  The  standard  contains  some 
typographical  errors  and  needs  clarifica- 
tion in  som.e  parts.  These  amendments 
are  intended  to  correct  the  typographical 
errors  and  clarify  the  standard 

EFFECTrV'E  DATE    June  7.  1977. 

FOR  FURTHER  INFORISL^TION  CON- 
TACT: 

Don  R.  Goodwin.  Emission  Standsirds 
and  Engineering  Division.  Environ- 
mental Protection  Agency,  Research 
Triangle  Park.  North  Carolina  27711, 
telephone  919-688-fil46,  ext.  271. 

SUPPLEMENTARY  INFORMATION: 
On  October  21,  1976,  under  section  112  of 
the  Clean  Air  Act.  as  amended  (42  U.S.C 
1857*,  the  Environmental  Protection 
Agency  'EPA'  promulgated  a  national 
emission  standard  for  vinyl  chloride  (41 
FR  465601.  The  standard  covers  plants 
which  manufacture  ethylene  dichloride, 
vinyl  chloride,  and  or  polyvinyl  chloride 
Since  that  time,  it  has  become  apparent 
that  a  few  sections  of  the  standard  and 
Test  Methods  106  and  107  are  unclear. 
The  purpose  of  the  amendments  being 
made  at  this  time  Ls  to  clarify  these  sec- 
tions and  to  correct  typographical  errors 
These  corrections  are  in  addition  to  those 
published  on  December  3,  1976  '41  FR 
53017 ».   The   Administrator   finds   that 
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good    cause    exists    for    omitting   prior 

notice  and  public  coniment  on  these 
amendments  as  unnecessary  and  for 
making  them  immediately  effective  be- 
cause they  simply  clarify  and  correct  the 
existing  regulations  and  impose  no  ad- 
ditional  substantive   requirements. 

The  most  significant  amendment  In- 
volves clarification  of  the  requirement's 
for  certification  of  the  analysis  of  gas 
cylinders  which  may  be  used  to  calibrate 
testing  and  monitoring  equipment.  The 
standard  as  promulgated  on  October  21, 
1976.  requires  that  an  analysis  of  the  gas 
used  for  calibration  purposes.  "•  *  *  be 
traceable  to  the  National  Bureau  of 
Standards  or  to  a  gravimetrically  cali- 
brated permeation  tube."  Com.ments 
were  received  indicating  that  the  term 
"traceable"  was  unclear. 

These  amendments  require  that  the 
composition  of  gas  cylinders  which  may 
be  u.sed  for  calibration  of  testing  and 
monitoring  equipment  be  certified  by  the 
gas  manufacturer.  The  certified  compo- 
sition must  have  been  determined  by  di- 
rect analysis  of  the  gas  contained  in  each 
calibration  cylinder  using  an  analytical 
procedure  the  manufacturer  had  cali- 
brated on  the  day  the  analysis  was  per- 
formed. Calibration  of  the  analytical 
procedure  was  to  have  been  done  using 
gases  for  which  the  concentrations  have 
been  verified  1 1  >  By  comparison  with  a 
calibrated  vinyl  chloride  permeation 
tuh>e.  i2>  by  comparison  with  a  gas  mix- 
ture prepared  in  acordance  with  the  pro- 
cedure described  in  5  7.1  of  Test  Method 
106  and  using  99  9  percent  vinyl  chloride, 
or  '3'  by  direct  analysis  by  the  National 
Bureau  of  Standards  These  amendments 
are  being  made  to  55  61.65'b>  ^8' Miii 
and  61  68  c ' .  which  contain  the  moni- 
toring requirements,  and  to  55  5.2  and  6  2 
of  Test  Methods  106  and  107.  respec- 
tively. 

There  are  several  other  changes  in 
wording  for  clarification  purposes.  For 
example,  >*  61  60  is  being  amended 
to  clarify  that  the  testing,  reporting,  and 
recordkeeping  requirements  apply  to  re- 
search and  development  equipment  sub- 
ject to  5  5  61  64  ai  '  ii ,  (bi.  <c\  and  (d>. 
and  definitions  for  standard  temperature 
and  pressure  are  being  added  to  5  61.61. 
The  phrase  "in  vinyl  chloride  service"  Is 
being  added  to  5  6165  b'^n  to  clarify 
that  loading  and  unloading  lines  which 
clearly  do  not  contain  vinyl  chloride  do 
not  have  to  be  continuously  tested  to 
demonstrate  that  fact  Section  61  67(d) 
is  being  redesignated  as  ?6167(g>(l) 
'ID  to  clarify  that  conducting  a  series 
of  three  runs  is  not  necessan,-  when  Test 
Method  107  is  being  used  to  determine 
emi.ssions  A  chanee  is  being  made  in 
5  61  67igwii  (iii)  r which  was  originally 
promulgated  as  5  61  67  g'  '1  •  fli'l  to  es- 
tablish that  the  concentration  emission 
limits  for  gas  streams  are  to  be  de- 
termined on  a  dn-  basis  Similarlv.  word- 
ing is  being  added  to  !  61  70'c»  roi  (v)  tc 
establish  that  vinvl  chloride  concentra- 
tions in  polyvinyl  chloride  resin  are  to 
be  determined  on  a  dr>-  weight  basis.  An 
additional  change  to  tJiis  same  section  is 
being  made  to  clarify  that  a  sample  from 


each  batch  of  resin  is  to  be  measured  for 
its  vinyl  chloride  content.  Section  61.71 
ia>  is  being  changed  to  correct  typo- 
graphical errors  and  to  clarify  that  daily 
operating  records  for  polyvinyl  chloride 
reactors  are  required  to  be  kept  whether 
a  relief  valve  discharges  or  not. 

Section  4.3,2  of  Test  Method  106  is 
being  revised  to  allow  the  option  of  using 
Poropak  T  as  the  column  packing  in- 
stead of  GE  SF-96  in  a  secondary  gas 
chromatographic  column  if  acetaldehyde 
is  present.  This  packing  has  also  been 
shown  to  produce  adequate  separation 
of  vinyl  chloride  and  acetaldehyde.  Sec- 
tion 61.67' e)  of  the  regulation  and  §  6.2 
of  Test  Method  106  are  being  amended 
to  include  a  limit  on  the  amount  of  time 
a  test  sample  can  be  kept  before  it  is 
analysed  for  vinyl  chloride.  Section  1.2 
of  Test  Method  107  is  being  amended  to 
clarify  that  chromatograph  parameters 
can  be  altered  if  the  precision  and  re- 
producibility of  analysis  of  vinyl  chloride 
cylinder  standards  is  not  impaired.  Sec- 
tion 5.3  2  of  Test  Method  107  is  being 
amended  to  allow  the  tise  of  a  pair  of 
Poropak  Q  columns  if  methanol  or  ac- 
etaldehyde is  present  In  the  sample.  Also 
in  Test  Method  107  a  clarification  for  the 
term  K*  has  been  added  to  §  9.2. 

The  remaining  changes  are  corrections 
of  typographical  errors  or  are  self- 
explanatory. 

The<=e  amendments  are  issued  under 
the  authority  of  section  112  of  the  Clean 
Air  Act.  sec.  4iai  of  Pub.  L.  91-604,  84 
Stat  1685  (42  US  C  1857c-7i  and  sec- 
tion 301  (a  1  of  the  Clean  Air  Act,  sec.  2  of 
Pub  L.  No.  90-148,  81  Stat.  504,  as 
amended  by  sec.  n5)'c)f2)  of  Pub.  L. 
91-604.  84  Stat  1713  ^42  U.S.C.  1857g 
(a)K  The  amendments  to  §§61.67  and 
61.68  are  also  issued  under  the  author- 
ity of  section  114  of  the  Clean  Air  Act, 
as  added  by  sec.  4(ai  of  Pub.  L.  91-604, 
84  Stat.  1687  and  amended  by  Pub.  L. 
93-319.  sec.  6(a)(4).  88  Stat.  259  <42 
US.C.   1857C-9). 

Note:  The  Environmental  F>rot«ctlon 
Apency  has  determined  that  this  document 
does  not  contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact  Analy- 
sis under  Executive  Orders  11821  and  11949 
and  OMB  Circular  A-107. 

Dated:  May  26,  1977. 

Edward  F.  Ttterk, 
Acting  Assi<itant  Administrator 
for  Air  and  Waste  Management. 


Part  61  of  Chapter  I,  Title  40  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows : 

1.  In  §  61  60,  paragraph  Cc)  is 
amended  as  follows ; 

§61.60      .Applirability. 


I O  Sections  of  this  subpart  other  than 
S§  61  61:  61.64  fa)  (D,  (b\  (c).  and  (d)  • 
61  67:  6168:  61  69:  61  70:  and  61.71  •  *  •. 

2  In  §61.61  paragraphs  (t)  and  (u) 
are  added  as  follows: 


§  61.61       Definition!!. 


(t)  "Standard  temperature"  means  a 
temperature  of  20^  C  '69=  F). 

(u)  "Standard  pressure"  means  a 
pressure  of  760  mm  of  Hg  (29.92  In.  of 
Hg). 

3,  Section  61.62  is  corrected  as  follows: 

§  61.62  Emission  standard  for  ethylene 
dichloride  plant<i. 

(a)  Ethylene  dichloride  purification: 
The  concentration  of  vinyl  chloride  in 
all  exhaust  gases  discharged  to  the  at- 
mosphere from  any  equipment  used  In 
ethylene  dichloride  purification  Is  not 
to  exceed  10  ppm.  except  as  provided  in 
§61.65<a).  This  requirement  does  not 
apply  to  equipment  that  has  been  opened, 
is  out  of  operation,  and  met  the  require- 
ment In  §  61, 65(b)  (6)  (i)  before  being 
opened. 

(b)  Oxychlorlnation  reactor:  Except 
as  provided  in  §  61.65(a),  emissions  of 
vinyl  chloride  to  the  atmosphere  from 
each  oxychlorlnation  reactor  are  not  to 
exceed  0.2  g  kg  (0.0002  lb /lb)  of  the  100 
percent  ethylene  dichloride  product  from 
the  oxychlorlnation  process. 

4.  In  §61.65,  paragraphs  (b>'l).  (b) 
(8)  (111)  (A),  and  (b)  ^8)  (iiD  (B)  are 
amended  as  follows : 

§  61.65  Amission  standard  for  ethylene 
dichloride,  vinyl  chloride  and  poly- 
vinyl chloride  plants. 

•  •  •  •  • 

(b)   •  •  ♦ 

(1)  Loading  and  unloading  lines: 
Vinyl  chloride  emissions  from  loading 
and  unloading  lines  In  vinyl  chloride 
service  which  are  opened  to  the  atmos- 
phere after  each  loading  or  imloading  op- 
eration are  to  be  minimized  as- follows: 

•  •  •  •  • 

(8)    ♦   *   • 
(111)    •   •   • 

(A)  A  calibration  gas  mixture  pre- 
pared from  the  gases  specified  in  sections 
5.2.1  and  5  2  2  of  Test  Method  106  and 
In  accordance  with  section  7,1  of  Test 
Method  106,  or 

(B)  A  calibration  gas  cylinder  stand- 
ard containing  the  appropriate  concen- 
tration of  vinyl  chloride.  The  gas  com- 
position of  the  calibration  gas  cylinder 
standard  is  to  have  been  certified  by  the 
manufacturer.  The  manufacturer  "must 
have  recommended  a  maximum  shelf  life 
for  each  cylinder  so  that  the  concentra- 
tion does  not  change  greater  than  ;t5 
percent  from  the  certified  value.  The  date 
of  gas  cylinder  preparation,  certified 
vinyl  chloride  concentration  and  recom- 
mended maximum  shelf  life  must  have 
been  affixed  to  the  cylinder  before  ship- 
ment from  the  manufacturer  to  the 
buyer.  If  a  gas  chromatograph  Is  used  as 
the  vinyl  chloride  monitoring  system, 
these  gas  mixtures  may  be  directly  used 
to  prepare  a  chromatograph  calibration 
curve  as  de<:crlhed  In  section  7  3  of  Test 
Method  106.  The  requirements  in  sec- 
tion 5.2  3.1  and  5  2.3.2  of  Test  Method 
106  for  certification  of  cylinder  stand- 
ards and  for  establishment  and  verifica- 
tion of  calibration  standards  are  to  be 
followed. 
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(Sees.    112    and    301(8).   Clean   .\ir   Act    (42 
VS.C.  1857C-7  and  1857g(a) ) .) 

5.  Section  61  67  is  amended  by  deleting 
and  reserving  paragraph  (d).  revising 
paragraphs  (e».  (gt'luii)  and  (g)(1) 
(iiii,  and  by  adding  paragraph  (g)(1) 
(ivi  as  follows: 

^61.67      Enii.osion  tests. 

»  »  •  •  • 

(d)  [Reserved] 

(e)  When  at  all  possible,  each  sample 
is  to  be  analyzed  within  24  hours,  but  in 
no  case  in  excess  of  72  hours  of  sample 
collection.  Vinyl  chloride  emissior^s  are 
to  be  determined  within  30  days  after  the 
emission  test  Tlie  owner  or  operator 
shall  report  the  determinations  to  the 
Administrator  by  a  registered  letter  dis- 
patched before  the  close  of  the  next  busi- 
ness day  following  the  determination. 


6.  Section  61,68  is  amended  by  revis- 
ing paragraphs  >  c  >  <  1 '  and  <  c  >  ( 2  >  as  fol- 
lows: 
§  61.68      Emission  monitoring. 


(g,    .    .    . 

a)  •  •  • 

iii>  Each  emission  test  is  to  consist  of 
three  runs.  For  the  purpose  of  determin- 
ing emissions,  the  average  of  results  of 
all  runs  is  to  apply.  The  average  is  to  be 
computed  on  a  time  weighted  basis. 

(iii(  For  gas  streams  containing  more 
than  10  percent  oxygen  the  concentra- 
tion of  vinyl  chloride  as  determined  by 
Test  Method  106  is  to  be  corrected  to  10 
percent  oxygen  cdrj'  basis)  for  determi- 
nation of  emissions  by  using  the  follow- 
ing equation: 

r  -r  ^OQ 

LKcorr.c.ed)-i.6  20.9-percent  0, 

where: 

Ti, corrected.  =  The  Concentration  of  vinyl 
chloride  in  the  exhaust  ga.ses,  corrected 
to  10-percent  oxygen. 

Ci=The  concentration  of  vinyl  chloride 
as  measured  by  Test  Method  106. 

20.9  =  Percent  oxygen  in  the  ambient 
n\r  at  standard  conditions. 

10.9  =  Percent  oxygen  in  the  ambient 
air  at  standard  conditions,  minus  the 
10.0-percent  oxygen  to  which  the 
correction  is  being  made. 

Percent  Oj=  Percent  r.xygen  in  the 
exhaust  gas  as  measured  by  Refer- 
ence Method  3  in  Appendix  \  of 
Part  60  of  this  chapter. 

(iv)  For  those  emission  sources  where 
the  emission  limit  is  prescribed  in  terms 
of  mass  rather  than  concentration,  mass 
emissions  in  kg  100  kg  product  are  to  be 
determined  by  using  the  following  equa- 
tion: 


(c)    *  *  • 

(1)  A  calibration  gas  mixture  pre- 
pared from  the  gases  specified  in  sections 
5.2.1  and  5.2.2  of  Test  Method  106  and 
in  accordance  with  section  7  1  of  Test 
Method  106.  or 

(2)  A  calibration  gas  cylmder  stand- 
ard containing  the  appropriate  concen- 
tration of  \inyl  chloride  The  gas  com- 
position of  the  cahbration  gas  cylinder 
standard  is  to  have  been  certified  by  the 
manufacturer  The  manufacturer  must 
have  recormnended  a  maxim'om  shelf 
life  for  each  cyLnder  so  that  the  concen- 
tration does  not  change  greater  than 
±5  percent  from  the  certified  value  The 
date  of  gas  cylinder  preparation,  certified 
vinyl  chloride  concentration  and  recom- 
mended maximum  shelf  life  must  have 
been  affixed  to  the  cylinder  before  ship- 
ment from  the  manufacturer  to  the 
buyer.  If  a  gas  chromatograph  is  used  as 
the  v'inyl  chloride  monitoriiig  system, 
these  gas  mixtures  may  be  directly  used 
to  prepare  a  chromatograph  calibration 
curve  as  described  in  section  7  3  of  Test 
Method  106.  The  requirements  in  sec- 
tions 5.23  1  and  5  232  of  Test  Method 
106  for  certification  of  cylinder  stand- 
ards and  for  establishment  and  verifica- 


Cbx  = 


IC»  (2.60)  Q10-«l  [100] 


tion  of  calibration  standards  are  to  be 
followed. 

(Sees.  112,  114.  and  301(a).  Clean  Air  Act  (42 
VS.C  1857C-7,  I857C-9.  and  1854g(a) )  ) 

7.  In    §61.70    paragraphs     'c)(2>(i> 
and  (c)(2)(v)  are  amended  as  follows 


§  61.70      Semiannual  report. 

•  •  •  •  • 

(C>    •    •    ' 
(2)    •    •    • 

(i)  If  batch  stripping  is  used,  one  rep- 
resentative sample  of  pol>-vinyl  chloride 
resin  is  to  t)e  taken  from  each  batch  of 
each  grade  of  resin  immediately  follow- 
ing the  completion  of  the  stripping  op- 
eration, and  identified  by  resin  type  and 
grade  and  the  date  and  time  the  batch 
IS  completed.  The  corresponding  quan- 
tity of  material  processed  in  each  strip- 
per batch  is  to  be  recorded  and  identi- 
fied by  resin  type  and  grade  and  the 
date  and  time  the  batch  is  completed. 
•  •  «  •  • 

1 V '  The  report  to  the  Administrator 
by  the  owner  or  ojjerator  is  to  include 
the  vinyl  chloride  content  found  in  each 
sample  required  by  paragraphs  (c)(2) 
*i>  and  (CM2iiiii  of  this  section,  aver- 
aged separately  for  each  type  of  resin, 
over  each  calendar  day  and  weighted 
according  to  the  quantity  of  each  grade 
of  resm  processed  by  the  stripper* si 
that  calendar  day,  according  to  the  fol- 
lowing equation: 


^  =  lPo,Mo,     p^^3. 


Or. 


Oi-i-PojA/oj-l- 

or 


+  Po,Mo, 


where : 

^Bi=kg  vinyl  chloride/ 100  kg  prod- 
uct. 
Ci,=The  concentration  of  vinyl  chlo- 
ride   as    measured    by    Test 
Method  106. 
2.60=  Density  of  \inyl  chloride  ai  one 
atmosphere    and    20°    C    in 
kg,/m'. 
Q  =  Volumetric  flow  rate  in  mVhr  a- 
determined      by       Reference 
Method  2  of  Appendix   \  to 
Part  60  of  this  chapter. 
10"''=  Conversion  factor  for  ppm. 
Z=  Production  rate  I'kg.hr). 


where : 

i4  =  24-huur  average  concentration  of 

type    Ti    resin    in    ppm    (dry 

weight  basis). 
Q=  Total    production     of     type     T", 

resin  over  the  24-hour  period. 

in  kg. 
7",=  Type     of    resin;     i=l,2  .  .  .  m 

where   m    is   total    number   of 

resin     types     produced   during 

the  24-hour  period. 
.W  =  Concentration    of   \inyl    chloride 

in    one    sample    of     grade    G, 

resin,  in  ppm. 
P=  Production    of     grade    G,    resin 

represented  bv  the  sample,  in 

kg. 
<?,=  Grade  of  resin;  e.g.,  Gi,  Gj,  and 

n  =  Total  number  of  grades  of  resin 

produced  during  the  24-huur 
period. 

*             •             •             •  • 

8.  Section  61.71  is  amended  by  correct- 
ing paragraphs  'a''2i  and  'a»'3'.  and 
by  adding  paragraph  (a)  <4)  as  follows: 

§  61.71      Recordkeeping. 

(a)  •  •  • 

(2)  A  record  of  the  leaks  detected  dur- 
ing routine  monitoring  with  the  portable 
hydrocarbon  detector  and  the  action 
taken  to  repair  the  leaks,  as  required 
by  §  61.65(b»  <8i .  including  a  brief  state- 
ment explaining  the  location  and  cause 
of  each  leak  detected  with  the  portable 
hydr(x;arbon  detector,  the  date  and  time 
of  the  leak,  and  any  action  taken  to 
eliminate  that  leak 


(3)  A  record  of  emissions  measured 
in  accordance  with  5  61. 68, 

(4i  A  daily  operating  record  for  each 
polyvinyl  chloride  reactor.  Including 
pressures  and  tem.peratures. 

9,  Section  1,1  of  Test  Method  106 
is  corrected  as  follows: 

1,1  An  Integrated  bag  sample  of  stack 
gas  containing  vinyl  chloride  (chloroethenel 
Is  subjected  to  chromatographic  analysis,  us- 
ing a  flame  ionization  detector. 

10  Section  3  of  Test  Method  106  is 
corrected  as  follows : 

3,  Interierences  Acetaldehyde,  which  can 
occur  In  some  vinyl  chloride  sources,  will  In- 
terfere with  the  vinyl  chloride  peak  from 
the  Chroma-sorb  102  >  column  See  sections 
432  and  6  4  If  resolution  of  the  vinyl 
chloride  peak  is  still  not  satisfactory  for  a 
particular  sample,  then  chromatograph  pa- 
rameters can  be  further  altered  w.th  prior 
approval  of  the  Administrator  If  alteration 
of  the  chromatograph  parameters  falls  to 
resolve  the  vinyl  chloride  peak  then  sup- 
plemental confirmation  of  the  vinyl  chloride 
peak  through  an  absolute  analytical  tech- 
nique, such  as  mass  spectroscopy,  must  b* 
performed. 

11.  Section  4  1  of  Test  Method  106  is 
corrected  as  follows; 

4  1     Sampling  fPlgure  106-11 

12  Section  4.1.3  of  Test  Method  106  is 
corrected  as  follows: 

41.3  Male  (21  and  female  (2)  stainless 
steel  quick-connects,  with  ball  checks  lone 
pair   without)    located   as  shown  in   Figure 

106-1 


FEDERAL   REGISTER    VOL.    42,    NO     109 — TUESDAY,    JUNE   7,    1977 


29008 


RULES   AND   REGULATIONS 


13.  Section  4.1.10  of  Test  Method  106  is 
corrected  as  follows: 

4  1  10  Connecting  tubing.  Teflon,  6.4 
mm  outside  diameter,  to  assemble  sample 
train  (Figure  lOfr-1). 

14  Section  4.3.2  of  Test  Method  106  is 
amended  as  follows: 

43.2  Caromatographic  column.  Stainless 
steel.  2  mx3.2  mm,  containing  80  100  mesh 
Chromasorb  102.  A  secondary  column  of  GE 
SP-96,  20  percent  on  60  80  mesh  AW  Chroma- 
sorb  P,  stainless  steel,  2  m  x  3.2  mm  or  Pora- 
pak  T.  80/100  mesh,  stainless  steel,  1  mx3.2 
mm  Is  required  If  acetaldehyde  is  present.  If 
used,  a  secondary  column  is  placed  after  the 
Chromasorb  102  column.  The  combined 
columns  should  then  be  operated  at  120"  C. 

15.  Section  5.2  of  Test  Method  106  is 
revised  as  follows: 

5.2  Calibration.  Use  one  of  the  following 
options:  either  5.2.1  and  5.2.2.  or  5.2  3 

5.2.1  Vinyl  chloride.  99.9+  percent.  Ptire 
vinyl  chloride  gas  certified  by  the  manufac- 
turer to  contain  a  minimum  of  99  9  percent 
vinyl  chloride  for  use  In  the  preparation  of 
standard  gas  mixtures  in  Section  7.1.  U  the 
gas  manufacturer  malntilns  a  bulk  cylinder 
supply  of  99.9-  percent  vinyl  chloride,  the 
certification  analysts  may  have  been  per- 
formed on  this  supply  rather  than  on  each 
gas  cylinder  prepared  from  this  bullc  supply. 
The  date  of  gas  cylinder  preparation  and  the 
certified  analysis  must  have  been  affixed  to 
the  cylinder  before  shipment  from  the  gas 
manufacturer  to  the  buyer. 

5.2.2  Nitrogen  gas  Zero  grade,  for  prepa- 
ration of  standard  caa  mixtures. 

52-3  Cylinder  standards  {3).  Gas  mix- 
ture standards  i50,  10,  and  5  ppm  vinyl 
chloride  In  nitrogen  cylinders)  for  Ahich  tlie 
gas  composition  has  been  certified  by  the 
manufacturer.  The  manufacturer  must  have 
recommended  a  maximum  shelf  life  for  each 
cylinder  so  that  the  concentration  does  not 
change  greater  than  -5  percent  from  the 
certified  value  The  date  of  gas  cylinder  prep- 
aration, certified  vinyl  chloride  coiicentra- 
tlon  and  recommended  maximum  ..helf  life 
must  have  been  affixed  to  the  cylinder  before 
shipment  from  the  gas  manufacturer  to  the 
buyer.  These  gas  mixture  standards  may  be 
directly  used  to  prepare  a  chromatograph 
calibration  curve  as  described  In  section  7.3 

5.2.3.1  Cylinder  standards  certification 
The  concentration  of  vinyl  chloride  in  nitro- 
gen In  each  cylinder  must  have  been  certified 
by  the  manufacturer  by  a  direct  analysis  of 
each  cylinder  using  an  analytical  procedure 
that  the  manufacturer  had  calibrated  on  the 
day  of  cylinder  analysis  The  callbr.itlon  of 
the  analytical  procedure  shall,  as  a  minimum. 
have  utilized  a  three-point  calibration  curve. 
It  Is  recommended  that  the  manufacturer 
maintain  two  calibration  standards  and  use 
these  standards  in  the  following  way:  ilia 
high  concentration  standard  (between  50  and 
100  ppm)  for  preparation  of  a  calibration 
curve  by  an  appropriate  dilution  technique, 
(3)  a  low  concentration  standard  i  between 
5  and  10  ppm)  for  verification  of  the  dilution 
technique  used. 

52  32  Establishment  and  verification  of 
calibration  standards  The  concentration  of 
each  calibration  standard  must  have  been 
established  by  the  manufacturer  using 
reliable  procedures  Additionally,  each 
calibration  standard  must  have  been  veri- 
fied by  the  manufacturer  bv  one  of  the 
following  procedures,  and  the  agreement 
between  the  Initially  determined  concen- 
tration value  and  the  verification  concen- 
tration value  must  be  within  -^  5  percent: 
fl)  vertificatlon  value  determined  by  com- 
parison   with    a    calibrated    vinyl    chloride 


permeation  tube,  (2)  verification  value 
determined  by  comparison  with  a  gas  mix- 
ture prepared  in  accordance  with  the  pro- 
cedure described  In  section  7.1  and  using 
99.9-1-  percent  vlnyle  chloride,  or  (3)  verifi- 
cation value  obtained  '  by  having  the 
calibration  standard  analyzed  by  the  Na- 
tional Bureau  of  Standards.  All  calibration 
standards  must  be  renewed  on  a  time 
interval  consistent  with  the  shelf  life  of 
the  cylinder  standards  sold. 

16.  Section  6.2  of  Test  Method  106  is 
amended  as  follows: 

6.2  Sample  storage.  Sample  bags  must  be 
kept  out  of  direct  sunlight.  When  at  all 
possible  analysis  Is  to  be  performed  within 
24  hours,  but  in  no  case  In  excess  of  72 
hours  of  sample  collection. 

17.  Section  7.1  of  Test  Method  106  is 
amended  as  follows: 

7  1  Preparation  of  vinyl  chloride  stand- 
ard gas  mixtures.  Evacuate  a  slxteen-lnch 
square  Tedlar  bag  that  has  passed  a  leak 
check  (described  In  Section  7.4)  and  meter 
in  5  liters  of  nitrogen.  While  the  bag  Is 
filling,  use  the  0.5  ml  syringe  to  Inject 
250«1  of  99.9-  percent  vinyl  chloride 
through  the  wall  of  the  bag.  Upon  with- 
drawing the  syringe  needle,  immediately 
cover  the  resulting  hole  with  a  piece  of 
adhesive  tape  The  bag  now  contains  a 
vinyl  chloride  concentration  of  50  ppm.  In 
a  like  manner  use  the  other  syringe  to 
prepare  gas  mixtures  having  10  and  5  ppm 
vinyl  chloride  concentrations.  Place  each 
bag  on  a  smooth  surface  and  alternately 
depress  opposite  sides  of  the  bag  50  times 
to  further  mix  the  gases  These  gas  mixture 
standards  may  be  used  for  10  days  from  the 
date  of  preparation,  after  which  time  prep- 
aration of  new  gas  mixtures  Is  required. 
I  Caution  . — -Contamination  may  be  a  prob- 
lem when  a  bag  Is  reused  If  the  new  gas 
mixture  standard  contains  a  lower  con- 
centration than  the  previous  gas  mixture 
standard  did.) 

18.  Section  7.3  of  Test  Method  106  is 
amended  as  follows: 

73  Preparation  of  chromatograph  cali- 
bration curve.  Make  a  gas  chromatographic 
measurement  of  each  gas  mlxttire  standard 
(described  In  section  5.2.2  or  7.1)  using  con- 
ditions identical  with  those  listed  In  sections 
6  3  and  6  4  Flush  the  sampling  loop  for  30 
seconds  at  the  rate  of  100  ml  mln  with  each 
standard  ga-s  mixture  and  activate  the  sam- 
ple valve  Record  Cr.  the  concentration  of 
vinyl  chloride  Injected,  the  attenuator  set- 
ting, chart  speed,  peak  area,  sample  loop 
temperat'are,  column  temperature,  carrier 
gas  flow  rate,  and  retention  time.  Record  the 
laboratory  pres.sure.  Calculate  A^.  the  peak 
area  multiplied  by  the  attenuator  setting. 
Repeat  until  two  injection  areas  are  within 
5  percent,  then  plot  these  points  v.  Ce.  When 
ti-.e  other  concentrations  have  been  plotted, 
draw  a  smooth  curve  through  the  points. 
Perform  calibration  dally,  or  before  and  after 
each  set  of  bag  samples,  whichever  Is  more 
frequent 

19.  Section  1.2  of  Test  Method  107  is 
amended  as  follows: 

1.2  This  procedure  Is  suitable  for  deter- 
mining the  vinyl  chorlde  monomer  (VCM) 
content  of  Inprocess  wastewater  samples,  and 
the  residual  vinyl  chloride  monomer 
iRVCM)  content  of  polyvinyl  chloride 
iPVC)  resins,  wet  cake,  slurry,  and  latex 
samples.  It  cannot  be  used  for  polymer  In 
fused  forms,  such  as  sheet  or  cubes.  If  a 
resolution  of  the  vinyl  chloride  peak  Is  not 
satisfactory   for   a   particular  sample,   then 


chromatograph  parameters  may  be  altered 
provided  that  the  precision  and  reproduci- 
bility of  the  analysis  of  vinyl  chloride  cylin- 
der standards  are  not  Impaired.  If  there  is 
reason  to  believe  that  some  other  hydro- 
carbon with  an  Identical  retention  time  is 
present  in  the  sample,  then  supplemental 
confirmation  of  ,  the  vinyl  chloride  peak 
through  an  absolute  analytical  tech:iique, 
such  as  mass  s{>ectroscopy.  should  be  per- 
formed. 

20.  Section  5. 3. 2  is  amended  as  follows: 

5.3.2  Chromatographic  column.  Stainless 
steel,  2  m  X  3.2  mm,  containing  0  4  percent 
Carbowax  1500  on  Carbopak  A,  Pork  in -Elmer 
Corporation  No  105-0133.  or  equivalent 
Carbopak  C  can  be  used  In  place  of  Carbopak 
A.  If  methanol  and  /or  acetaldehyde  is  pres- 
ent In  the  sample,  a  pair  of  Poropak  Q  col- 
umns In  series  dm  x  3  2  mm  followed  by 
2  m  X  3.2  mm)  with  provision  for  backflush 
of  the  first  column  has  been  shown  to  pro- 
vide adequate  separation   of  vinyl  chloride 

21.  Section  6.2  of  Test  Method  107  is 
revised  as  follows: 

6.2     Calibration. 

6.2.1  Cylinder  standards  <4) .  Gas  mixture 
standards  (50.  500.  2.000,  and  4.000  ppm  vinyl 
chloride  In  nitrogen  cylinders)  for  whi^h  the 
gas  composition  has  been  certified  by  tne 
manufacturer.  Lower  concentration  stand- 
ards should  be  obtained  if  lov/er  concentra- 
tions of  vinyl  chloride  samples  are  expected. 
as  the  Intent  Is  to  bracket  the  sample  con- 
centrations with  standards  The  manufac- 
turer must  have  recommended  a  ma.ximum 
shelf  life  for  etich  cylinder  so  that  the  con- 
centratloii  does  not  change  greater  than  -5 
percent  from  the  certified  value  The  date 
of  gas  cylinder  preparation,  certified  vinyl 
chloride  concentration  and  recommended 
maximum  shelf  life  must  have  been  affixed 
to  the  cylinder  before  shipment  from  the 
manufacturer  to  the  buyer 

6.2.1.1  Cylinder  standards  certification 
The  concentration  of  vinyl  chloride  in  nitro- 
gen in  each  cylinder  must  have  been  certi- 
fied by  the  manufacturer  by  a  direct  analy.^is 
of  each  cylinder  using  an  analytical  proce- 
dure that  the  manufacturer  had  calibrated 
on  the  day  of  cylinder  analysis  The  calibra- 
tion of  the  analytical  procedure  shal".,  as  a 
minimum,  have  utilized  a  three-point  cali- 
bration curve.  It  is  reconunended  that  the 
manufacturer  maintain  two  calibraticn 
standards  and  use  these  standards  in  the 
following  way:  (1)  a  high  concentration 
standard  (between  4,000  and  8,000  ppm)  for 
preparation  of  a  calibration  curve  by  an  ap- 
propriate dilution  technique:  i2)  a  low  con- 
centration standard  (between  50  and  500 
ppm)  for  verification  of  the  dilution  tech- 
nique used. 

62.1.2  Establishment  and  verification  of 
calibration  standards  The  concentration  of 
each  calibration  standard  must  have  been 
established  by  the  manufacturer  using  reli- 
able procedures.  Additionally,  each  calibra- 
tion standard  must  have  been  verified  by  the 
manufacturer  by  one  of  the  following  proce- 
dures, and  the  agreement  between  the  ini- 
tially determined  concentration  value  and 
the  verification  concentration  value  must  be 
within  ±5  percent  (1)  verification  vaUie  de- 
termined by  comparison  with  a  gas  mixture 
standard  generated  In  a  similar  manner  to 
the  procedure  described  In  section  7  1  of 
Method  106  for  preparing  gas  mixture  stand- 
ards using  99  9 -i-  percent  vinyl  chloride  cr 
(2)  verification  value  obtained  by  having  the 
calibration  standard  analvzed  by  the  Nation- 
al Bureau  of  Standards  All  calibration  stand- 
ards must  be  renewed  on  a  time  Interval 
consistent  with  the  shelf  life  of  the  cylinder 
standards  sold 
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22.  Section  7,3.2.d.  of  Test  Method  107 
is  corrected  as  follows: 

tj  w—Stabilization  time.  The  normal  set- 
ting is  0.2  minutes. 

23.  Section  92  of  Test  Method  107  is 
corrected  as  follows: 

9.2  Residual  vinyl  chloride  monomer  con- 
centration, or  vinyl  chloride  monomer  con- 
centration. 

Calculate  Cr,c  as  follows: 

Equation  107-2 

where:  ,     •     ,    ui      j 

C,,c=  Concentration  of  vinyl  chlonrle 

in  the  «ample,  in  ppm. 
P,=  Laboratory     atmosphere     prc>- 

purc,  mm  Hg. 
7'i=Room  temperature,  °K. 
A/,=  Molecular     weight      of     VCM 

(62.0). 


r,  =  Volump    of    vapor    phase    (\-ial 
volume  less  sample  volume). 
m,=  Weight  of  sample,  grams. 
ft  =  Gas   constant  J62. 360    (cc-mm- 

mole-degrees  Kelvin)] 
A.'  =  Henrv's     Law     constant.     For 
VCM    in     PVC    at     90°    C 
A:=  6.52X10-*=  A' p.  For 

VCM  in   1   cc   (approximate) 
wastewater  sample  at  90°  C. 

a:=.i.oxio-*=a'„. 

rj=  Equilibration  temperature,   °K 
If    the    following    conditions    are    met. 
Equation     107-2    can    be    simplified    a< 
follow* : 
-«:      1    ri  =  22°C  (295°  K) 

2.  T'  =  W°  C  (36;i°  K) 

3.  Pa  =  750  mm  Hg. 

4.  l.=  K-j-^-23.5      j^ 

where 

r,^Vial  volume,  ce  (23.5). 

5.  .^ample  contains  less  than  0.5  percent 
water. 


,„  .  .  0.988X 
197XlO-»-f' 


m 


OO,) 


Equation  107-3 


n  be  used  for  any  sample  which  contains  VCM. 


The  following  general  equation  ca 
PVC  and  water. 


Equation  107-4 


where : 

T5  =  Total  solids.  ^^ 

NoTK :  A„  must  be  determined  for  sam- 
ples with  a  vapor  volume  to  liquid  volume 
ratio  other  than  22.5  to  1.  This  ratio  can 
be  obtained  by  adjusting  the  sample  weight 
through  giving  consideration  to  the  total 
solid>  and  den-ity  of  the  PVC. 


Results  calculated  using  Equation  107-4 
represent  concentration  based  on  the  total 
sample.  To  obtain  results  based  on  dry 
PVC  content,  divide  by  TS. 

For  a  1-cc  wastewater  sample  (that  is, 
22.5  to  1  vapor  volume  to  liquid  volume 
ratio),  K„  is  5.0X10-*.  Thus  Equation 
107-4  can  be  simplified  to  the  following: 


5.988  X  10-« 


(2.066X10-') 


] 


Equation  107-5 


(Sees.  112  and  .30Ua)  of  the  Clean  An  .\ct.  42  U.S.C.  1857c-7  and  1857g(a).) 
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Title  45 — Public  Welfare 

CHAPTER  I — OFFICE  OF  EDUCATION,  DE- 
PARTMENT OF  HEALTH.  EDUCATION. 
AND  WELFARE 

PART    177— FEDERAL,    STATE    AND    PRI 
VATE    PROGRAMS    OF    LOW    INTEREST 
LOANS     TO     VOCATIONAL     STUDENTS 
AND  STUDENTS   IN   INSTITUTIONS  OF 
HIGHER  EDUCATION 

Commissioner's  "Equitable  Share"  of 
Payments  on  Certain  Reinsured  Loans 

AGENCY:  Office  of  Education,  HEW 
ACTION:  Interim  Final  Rule. 
SUMMARY:  This  Guaranteed  Student 
Loan  Program  (GSLP)  rule  prescribes 
the  Commissioner's  "equitable  share"  of 
a  payment  made  by  a  borrower  in  dis- 
charge of  his  GSLP  loan  obligation  to 
an  approved  State  or  private  nonprofit 
loan  Insurance  program  (guarantee 
agency)  after  the  Commissioner  has 
made  a  reinsurance  payment  on  that 
loan  to  the  agency.  This  regulation 
assists  in  the  implementation  of  a  new 


100  percent  reinsurance  program  wnth 
guarantee  agencies  authorized  by  the 
Education  Amendments  of  1976  (Public 
Law  94-4821.  The  regulation  is  needed 
immediately  to  prescribe  the  dLsposition 
of  payments  received  fro.Ti  borrowers 
after  the  execution  of  each  agreement. 

EFFECTIVE  DATE:  Pursuant  to  sec.  431 
(di  of  the  General  Education  Provisions 
Act,  as  amended  '20  U.SC.  1232 'do. 
these  regulations  have  l)een  iransmULed 
to  the  Congress  concurrently  with  the 
publication  In  the  Federal  Register. 

That  section  provides  that  regulations 
subject  thereto  Fhall  become  effective  on 
the  45th  day  following  the  date  of  such 
transmission,  subject  to  the  provisions 
therein  concerning  Congressional  action 
and  adjo'jmment. 

ADDRESSES:  Written  comments  con- 
cerning this  rule  should  be  sent  to  the 
Associate  CommLssioner,  Office  of  Guar- 
anteed Student  Loans,  Office  of  Educa- 
tion, Room  4636,  Regional  Office  Build- 
ing No.  3.  Seventh  and  D  Streets.  S.W.. 
Washington,  DC 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  F  Carmody.  Jr..  202-472-2758. 

SLTPPLEMENTARY       INFORMATION: 
This  rule  prescribes  what  the  Commis- 
sioner's "equitable  share"  of  payments 
is  with  respect  to  pav-ments  made  by  a 
borrower  to  a  State  or  private  nonprofit 
student  loan  iiisurance  program  ("guar- 
antee agency" >    in  full   or  partial  dis- 
charge of  the  borrower's  loan  obligation, 
after  the  Commissioner  has  made  a  rein- 
surance    payment     to     the     guarantee 
agency  with  respect  to  that  loan  pursu- 
ant to  a  Supplemental  Guaranty  Agree- 
ment Section  428A  of  the  Higher  Educa- 
tion Act  of  1965  'Act',  as  added  by  sec- 
tion 127  of  the  Education  Amendments 
of  1976  <F»ub.  L.  94-482',  authorizes  the 
Commissioner  to  enter  with   guarantee 
agencies    into    Supplemental    Guaranty 
Agreements  which  provide  for  100  per- 
cent   Federal    reinsurance    on    eUgible 
loans.  The  statute  also  directs  the  Com- 
mis-sioner  to  prescribe  by  regulation  his 
"equitable  share"  of  payments  collected 
by  the  guarantee  agency  from  the  bor- 
rower   once    the    guarantee    agency    is 
subrogated  to  the  rights  of  the  lender 
after   paying   an   insurance  claim    The 
Commissioner  of  Education  has  already 
begun  to  enter  into  Supplemental  Guar- 
anty Agreements  with  guarantee  agen- 
cies". The.se  agreements  provide  that  the 
Commissioner's  "equitable  share"  will  be 
determined   by    regulations   to   be   pre- 
scribed by  the  Commissioner.  This  regu- 
lation is  needed  immediately  to  prescribe 
the    disposition    of    payments    received 
from  borrowers  after  the  execution  of 
the  agreements. 

The  '  definition  contained  in  the  in- 
terim rule  is  the  same,  except  for  a  tech- 
nical change,  as  the  definition  added  to 
section  428 <c>  of  the  Act  by  Public  Law 
94-482  with  respect  to  the  Commissioner's 
"equitable  share"  of  payments  received 
bv  guarantee  agencies  participating  in 
the  standard  80  percent  reinsurance 
agreement.  It  provides  that  the  Commis- 
sioner's share  of  any  such  payments  shall 
be  that  portion  remaining  after  the  guar- 
antee agency  has  subtracted: 

1.  A  percentage  amoimt  equal  to  the 
percentage,  if  any.  of  insurance  it  had 
previously  paid  on  the  loan  obhgation  to 
the  holder  of  the  loan  which  was  not  re- 
imbursed by  Federal  reinsurance: 

2.  An  amount  attributable  to  the  al- 
lowable "administrative  costs  of  collec- 
tion of  the  loan,"  as  defined  at  sections 
428<c>  '6^  iB'  li)  and  428(f)  <3)  <B>  of  the 
Act:  and 

3  An  amount  attributable  to  the  allow- 
able "administrative  costs  of  preclaim 
assistance  for  default  prevention,"  as  de- 
fined at  sections  428(C)  (6)  (B)  (iii  and 
428' f  I  (3  '  <C)  of  the  Act. 

The  technical  change  clarifies  that  a 
guarantee  agency  may  not  deduct  costs 
for  loan  collection  and  preclaims  assist- 
ance which  are  reimbursed  pursuant  to 
section  428' f  I  of  the  Higher  Education 
Act  of  1965.  as  added  by  Public  Law  94- 
482. 
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Note. — The  Office  of  Education  has  deter- 
mined that  this  document  does  not  contain 
a  major  proposal  requiring  preparation  of  an 
Inflationary  Impact  Statement  under  Execu- 
tive Order  11821  and  OMB  Circular  A~107. 

(Catalog  of  Federal  Domestic  Assistance  No. 
13.460  Guaranteed  Student  Loan  Program) 

Dated:  April  6.  1977. 

William  F.  Pierce. 
Acting  Commissioner 
of  Education, 

Approved:  May  31,  1977. 

Joseph  A.  Califano.  Jr., 

Secretary  of  Health,  Education, 
and  Welfare. 

45  CFR  Part  177  1."=;  amended  by  adding 
a  new  §  177  37  reading  as  follows: 

§  177.37      Supplemental   guaranty  agree- 

„„.nt^ PqiiiUihlf  •.hare  of  paymenis 

niaili'  b>  b<>rro>*«'r. 

(a)  For  the  purposes  of  supplemental 
guaranty  agreements  entered  mlo  under 
section  428A  of  the  Higher  Education  Act 
of  1965  iHEAi,  as  added  by  Public  Law 
94-482.  the  Commissioners  "equitable 
share"  of  payments  made  by  a  borrower 
to  a  guarantee  agency  in  full  or  partial 
discharge  of  the  borrower's  loan  obliga- 
tion, after  the  Commissioner  has  made 
an  insurance  payment  with  respect  to 
that  loan,  shall  be  that  portion  cf  the 
payments  remaining  after  the  State  or 
the  nonprofit  private  institution  or  or- 
gani^^ation  with  which  the  Commissioner 
has  an  agreement  iiao  deducted  from 
such  paynient^s  1 1 '  a  percentage  amount 
equal  to  the  complement  of  the  reinsur- 
ance percentage  in  efTect  when  payment 
under  the  supplemental  guaranty  agree- 
ment was  made  with  respect  to  the  loan 
and  (2  >  an  amount  equal  to  the  adminis- 
trative costs  of  collection  of  the  loan  and 
the  administrative  costs  of  preclaims  as- 
sistance for  default  prevention  not 
reimbursed  pursuant  to  sub.section  'f>  of 
section  428  of  the  HEA.  to  the  extent 
such  costs  do  not  exceed  30  per  centum  of 
such  payments. 

'b'  For  the  ptirpose  of  this  paragraph, 
the  term : 

1 1 1  "Administrative  costs  of  collection 
of  the  loan"  means  any  administrative 
costs  incurred  by  a  guarantee  agency 
which  are  directly  related  to  the  collec- 
tion of  the  loan  on  which  a  default  claim 
has  been  paid  to  the  participating  lender. 
including  the  attributable  compensation 
of  collection  jjersoimel  'and  in  the  case 
of  personnel  who  pertorm  several  func- 
tions for  such  an  agency  only  the  por- 
tion of  compensation  attributable  to  the 
collection  activity),  attorney's  fees,  fees 
oaid  to  collection  agencies,  postage. 
equipment.  supplJe.';.  telephone  and 
similar  charges,  but  does  not  include  the 
overhead  costs  of  such  agency  whether  or 
not  attributable  and 

'2)  "Administrative  costs  cf  preclaim 
assistance  for  default  prevention"  means 
any  administrative  costs  incurred  by  a 
<?uarantee  agency  which  are  directly  re- 


lated to  providing  collection  assistance  to 
Lhe  lender  on  a  delinquent  loan,  prior  to 
the  loan  being  legally  in  a  default  status, 
including  the  attributable  compensation 
of  appropriate  personnel  'and  in  the 
ease  of  personnel  who  perform  several 
functions  for  such  an  agency  only  the 
portion  of  compensation  attributable  to 
the  collection  activity » ,  fees  paid  to  locate 
a  missing  borrower,  postage,  equipment, 
supplies,  telephone  and  similar  charges, 
but  does  not  include  the  overhead  costs 
of  such  agency  whether  or  not  attribut- 
able. 

(20U.S.C.  1078-l(b)(5).) 

[FR  Doc  77-16001  Piled  6-6-77:8:45  ami 

Title  47 — Telecommunication 

CHAPTER    I— FEDERAL 
COMMUNICATIONS   COMMISSION 

PART  68 — CONNECTION  OF  TERMINAL 
EQUIPMENT  TO  THE  TELEPHONE  NET- 
WORK 

Extension  of  Transition  Period  During 
Which  "Grandfathered"  Terminal  Equip- 
ment May  Be  Connected  Without  Being 
Registered 

AGENCY  Federal  Communications 
Commission. 

ACTION:   Final  rule. 

SUMMARY:  Because  of  litigation  before 
the  US  Supreme  Court  and  the  con- 
tmued  effectiveness  of  a  court  stay  over 
portions  of  the  FCC's  registration  pro- 
gram, the  transition  neriod  for  phasing- 
in  the  program  is  extended  from  June  1, 
1977.  to  January  1,  1978.  During  this 
period,  unregistered  "grandfathered" 
equipment  may  continue  to  be  connected 
to  the  national  telephone  network. 

EFFECTIVE  DATE:  May  31,  1977. 

ADDRESS :  Federal  Communications 
Commission.  "Washington,  DC.  20554. 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Stanford  B.  "Weinstein,  Policy  and 
Rules  Division,  Common  Carrier  Bu- 
reau, Federal  Communications  Com- 
mission, "Washington,  DC.  20554  (202- 
632-9342K 

SUPPLEMENTARY       INFORMATION: 

Adopted:  May  27,  1977. 
Released    May  31,  1977. 

Memorandum  Opinion  and  Order 

In  the  Matter  of  Amendment  of  §  68.2 
of  the  commission's  rules. 

1.  In  Its  various  decisions  in  Docket 
No.  19528.  the  Commission  has  estab- 
lished a  registration  program  (Part  68  of 
the  Commission's  Rules  and  Regula- 
tions! designed  to  allow  consumers  to 
connect  terminal  equipment  to  the  na- 
tionwide telephone  network  without  us- 
ing carrier-supplied  protective  couplers 
'connecting  arrangements"* .  This  pro- 
gram is  applicable  both  to  equipment 
provided    by    users    (customer-supplied 


equipment)  and  to  equipment  provided 
by  telephone  companies  (carrier-sup- 
plied equipment) . 

2.  During  the  course  of  that  proceed- 
ing, certain  parties  appealed  one  or  more 
of  the  Commission's  decisions  therein  to 
the  United  States  Court  of  Appeals  for 
the  Fourth  Circuit.  By  orders  of  April  28, 
1976  and  June  16,  1976,  the  court  stayed 
the  Commission's  decisions  as  they  re- 
late to  main  and  extension  telephones, 
PBXs,  key  telephone  systems  and  all 
carrier-supphed' equipment.  On  March 
22,  1977  the  Court  of  Appeals  issued  its 
decision,  affirming  the  Commission's  de- 
cisions in  all  respects  However,  the  court 
did  not  issue  its  mandate,  and  therefore, 
the  court's  stay  remains  in  effect  dunng 
the  pendency  of  appeals  to  the  U.S.  Su- 
preme Court. 

3.  In  view  of  the  litigation  before  the 
U.S.  Supreme  Court  and  the  continued 
effectiveness  of  the  court's  stay  over  the 
registration  program  as  it  relates  to  mam 
and  extension  telephones,  PBXs,  key  tel- 
ephone systems  and  all  carrier -supplied 
equipment,  we  are  extending  the  transi- 
tion period  during  which  "grandfa- 
thered" terminal  equipment  may  be  con- 
nected without  beinir  registered,  from 
June  1,  1977,  to  January  1,  1978. 

4.  Accordingly,  it  is  hereby  ordered, 
pursuant  to  the  delegations  of  authority 
contained  in  Section  0  291  of  the  Com- 
mission's Rules  (47  CFR  0  2911 ,  and  pur- 
suant to  Sections  1,  2(a) .  4'i' .  4<  i"* ,  201- 
205.  208.  215.  218.  313.  314,  403.  404.  410 
and  602  of  the  Communications  Act  that 
Section  68.2  of  the  Commission's  Rules 
and  Regulations  is  amended  as  shown  in 
the  appendix  hereto,  effective  May  31. 
1977,'  subject  to  the  court's  stay  referred 
to  in  paragraph  2  above. 

5.  It  is  further  ordered  that  American 
Telephone  and  Telegraph  Company  is 
directed  to  file  tariffs  in  accordance  with 
this  Order,  and  that  §61.58  of  the 
Commission's  Rules  is  waived  to  permit 
this  filing. 

(Sees.  1.  2,  4,  201-205,  208,  215.  218,  313.  314, 
403,  404,  410.  602  48  Stat,  as  amended  1064. 
1066,  1070,  1071.  1072,  1073,  1076.  1077,  1087. 
1094,  1098,  1102,  47  US  C  151  352  154.  201- 
205,  208,  215,  218,  313,  314,  403,  404,  602.) 

Federal  Communications 

Commission. 
Walter  R    Hinchman. 

Chief. 

Common  Carrier  Bureau. 

The  Commission's  Rules  and  Regula- 
tions (Chapter  I  of  Title  47  of  the  Code 
of  Federal  Regulations'  are  amended  as 
follows : 

Section  68.2  (b)  and  (c)  are  amended 
to  read  as  follows; 

§  68.2     Scope. 


'Since  the  rule  we  are  modifying  would. 
absent  this  modification  take  e!Tect  on  June 
1,  1977,  the  public  Interest  requires  that  this 
change  become  effective  before  June  1,  1977 
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(bi  Unless  otherwise  ordered  by  the 
Commission,  all  items  of  equipment, 
other  than  PBX  and  key  telephone 
equipment,  of  a  t>-pe  directly  connected 
to  the  network  as  of  May  1,  1976  may 
be  connected  thereafter  up  to  January  1. 
1978_and  may  remain  connected  for 
life— without  registration,  unless  subse- 
quently modified. 

(ct  Unless  otherwise  ordered  by  the 
Commission,  all  PBX  and  key  telephone 
equipment  of  a  type  directly  connected 
to  the  network  as  of  August  1,  1976  may 
be  connected  thereafter  up  to  January 
1_  1978 — and  may  remain  connected  for 
life—without  registration.  unle.ss  subse- 
quently modified. 

(FR  Doc. 77-16058  Filed  6-6-77;8:45  ami 


(Docket  Nc.  21118;  RM-2794,  2795,  2804.  2805 
and  28071 

PART  73 — RADIO  BROADCAST 
SERVICES 

FM  Assignments  to  Boulder  City,  Nevada. 
McConnelsville,  Ohio  &  St.  Marys,  West  Va. 
AGENCY:  Federal  Communications 
Commission. 

ACTION :  Report  and  order. 
SUMMARY;  Action  taken  assigning  first 
Class  A  FM  assignment  to  Boulder  City. 
Nevada;  McConnelsville,  Ohio;  and  St. 
Marvs,  "West  Virginia.  Petitioners  Robert 
H  Ruark,  John  "Wharff  and  D.  Robert 
Eddy  stated  ffee  channels  would  provide  a 
first  local  aural  broadcast  service  to  the 
respective  communities.  The  petitions  of 
Cable  FM  Six  and  Lakeside  Broadcast- 
ing. Inc.  proposing  the  assignment  of  a 
first  Class  A  FM  channel  to  Canadian. 
Texas,  and  YakuUt.  Alaska,  respectively, 
are  denied  because  of  the  petitioners' 
failure  to  file  a  response  expressing  con- 
tinuing interest  in  the  proposed  channel. 
EFFECTIVE  DATE:  July  11,  1977. 

ADDRESS:     Federal     Communications 
Commission,  "Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
Mildred  B  Nesterak,  Broadcast  Bureau 
(202-632-7792'. 
SUPPLEMENTARY  INFORMATION : 
Adopted:  May  25,  1977. 
Released;  May  31. 1977. 

Report  and  Order 
proceeding  terminated 

In  the  Matter  of  amendment  of  5  73.202 
(b) ,  table  of  assignments,  FM  broadcast 
stations.     (McConnelsville,     Ohio.     St 


Marvs.  "West  Virginia;  Boulder  City.  Ne- 
vada;     Canadian,      Texas;      Yakutat, 

Bv  the  Chief.  Broadcast  Bureau: 
l."The  Commission  has  before  it  the 
Notice  of  Proposed  Rule  Making,  adopted 
February  11,  1977.  42  FR  10857.  inviting 
comments  on  a  number  of  changes  in 
the  FM  Table  of  Assignments  Section 
73.202'b>  of  the  Rules'.  The  communi- 
ties, channel  assignments  proposed,  and 
petitioning  parties  are  as  follows: 
RM-2794. — Channel  264A  to  McConnelsville. 

Ohio  ( John  Wharff  i . 
RM-2795— Channel  2tj9A  to  St.  Marys,  West 

Virginia  iD  Robert  Eddy). 
RM-2804.— Channel  288A  to  Boulder  City,  Ne- 
vada (Robert  H  Ruark) . 
RM-2805  — Channel  2 76 A  to  Canadian.  Texa-s 

I  Cable  FM  SU  i 
RM-2807 — Channel  280A  to  Yakutat.  Alaska 
(Lakeside  Broadcasting,  Inc.) 

2.  In  each  of  tlie  above  cases,  the  peti- 
tioner seeks  the  assignment  of  a  first 
Class  A  FM  channel  without  requiring 
arxy  additional  changes  in  the  FM  Table 
of  Assignments.  The  petitioning  parties 
for  the  proposed  assignments  to  McCon- 
nelsville. Ohio.  St.  Marys.  "West  Virginia, 
and  Boulder  City,  Nevada,  filed  support- 
ing statements  reiterating  their  intention 
to  apply  for  the  channels,  if  assigned,  and 
to  build  a  station  if  authorized.  Petition- 
ers for  the  proposed  assignnients  to 
Canadian,  Texas,  and  Yakutat,  Alaska, 
filed  no  supporting  comments  or  state- 
ments In  the  case  of  Yakutat,  since  peti- 
tioner stated  It  intended  to  apply  for  an 
FM  10-watt  educational  station,  if  the 
channel  were  assigned,  it  was  specifically 
requested  to  provide  information  regard- 
ing ius  eligibility  as  an  educational  entity 
or  its  willingness  to  meet  the  power  mini- 
mum for  commercial  stations.  No  such 
information  was  submitted.  In  the  ab- 
sence of  any  further  interest  in  a  channel 
for  Canadian.  Texas,  or  for  Yakutat, 
Alaska,  tliere  is  no  need  for  further  dis- 
cussion of  these  proposals,  and  both  pe- 
titions will  be  denied. 

3.  McConneLsvUle.  Ohio  (RM-2794'. 
John  Wharff  filed  a  petition  on  Novem- 
ber 17.  1976,  proposing  the  assignment  of 
Channel  265A  to  McConnelsville.  Ohio. 
McConnelsville  (pop  2,107  ^ '  seat  of  Mor- 
gan County  I  pop.  12,375),  is  located  in 
southeastern  Ohio,  about  39  kilometers 
(24  miles'  from  Zanesville.  Ohio,  There 
is  no  local  broadcast  transmission  in  Mc- 
Connelsville or  Morgan  County. 

4.  St.  Marys.  "V\'est  Virgmia  'RM- 
2795 » .  D.  Robert  Eddy  filed  a  petition  on 
November  17.  1976,  proposing  tiie  assign- 
ment  of   Channel   269A   to   St.   Mar>-s, 


■  This  and  other  population  figures  are  de- 
rived from  the  1970  U.S.  Census. 


West  Virginia  St.  Marys  pop  2.348t, 
seat  of  Pleasants  County  (pop  7,234',  is 
located  about  25  kilometers  '22  mUes) 
northeast  of  Parkersburg,  "West  Virginia. 
St.  Marys  has  no  local  aural  broadcast 
service. 

5  BDulder  City,  Nevada  'RM-2804' 
Robert  H.  Ruark  filed  a  petiUon  on  No- 
vember 29.  1976,  proposing  the  assign- 
ment of  Channel  288A  to  Boulder  City, 
Nevada.  Boulder  City  (pop.  5,223),  in 
Clark  County  'pop.  273,288),  is  located 
in  sDUtheastern  Nevada  approximately  40 
kilometers  (25  miles)  from  Las  Vegsis. 
Nevada.  It  has  no  local  aural  broadcast 
service. 

6  In  arriving  at  our  decision,  consider- 
ation was  given  to  all  comments  and  sup- 
porting statemenU^  The  Notice  set  forth 
the  ec.Tnomic  and  other  information  per- 
taining to  the  need  for  a  first  FM  as- 
signment in  each  of  these  communities- 
Based  on  this  need  and  since  the  chan- 
nel assignments  would  provide  for  a  first 
local  aural  broadcast  service  in  each  of 
the  above  communities,  we  have  con- 
cluded tiiat  it  would  be  in  the  public 
interest  to  make  these  assignments. 

7.  Canadian  concurrence  has  been  ob- 
tained lor  the  assignment  of  Channels 
265A  and  296.A  to  McConnelsville.  Ohio, 
and  St.  Marys,  "West  Virginia,  respec- 
tively. 

8  Authority  for  the  amendments 
adopted  herein  is  found  in  Sections  4(i> , 
5(d'  '  1' ,  303  'g'  and  (r>,  and  307(bi  of 
tJie  Commuruca'tions  Act  of  1934,  as 
as  amended,  and  Section  0.281  of  the 
Commission"s  Rules. 

9.  Accordingly,  it  is  ordered.  That  ef- 
fective July  11,  1977,  the  FM  Table  of 
Asstgnm<=nts  Section  73.202(b)  of  the 
Commission's  Rules >  is  amended  *ith  re- 
spect to  the  cities  listed  below,  as  fol- 
lows: 

City:  Channel  No 

Nevada.  Boulder  City. 288A 

Ohio,  McConnelsville 265A. 

West  VlrgUila,  St  Marys--- 269A. 

10  It  is  further  ordered.  That  the  pe- 
tition filed  by  Cable  FM  Six.  RM-2805, 
for  assignment  of  Channel  276A  to  Cana- 
dian, Texas,  is  denied. 

11.  It  v;  further  ordered. .That  the  pe- 
tition filed  bv  Lakeside  Broadcasting,  Inc. 
for  assignment  of  Channel  280A  to  Yaku- 
tat. Alaska,  RM-2807,  is  denied. 

12.  It  IS  further  ordered.  That  this 
proceeding  is  terminated. 

I  Sees    4   303.  307.  48  Stat  ,  as  amended    1066. 
1082,  1083   (47  USC    154.  303,  307)  ) 

Federal  Communications 

Commission, 
Wallace  E.  Johnson, 
Chief.  Broadcast  Bureau 
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This  section  of  the  FEDERAL  REGISTER  contains  notices  to  tt»e  public  of  the  proposed  issuance  of  rules  and  regulations.  Tha  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  m  the  rule  malcing  prior  to  the  adoption  of  the  final  rulas. 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

[7CFRPart  1701  ] 

PROCEtXJRE  FOR  CLOSING  OUT  CON- 
TRACT CONSTRUCTION  OF  DISTRJBU- 
TION   AND  TRANSMISSION   FACILITIES 

Proposed  Revision  of  REA  Bulletin  81-6 

AGENCY  Rural  Eit'CtJincation  Ad- 
mmi.-,tration 

ACTION     Advance  notice   of   proposed 

rule 

SL"M\L'\RY  Pursuant  to  the  Rural 
Eleet;i:i('a'.;on  Acr,  a.s  amended  '7  U.S  C 
901  et  .seq  ' .  REA  proposes  to  revise  REA 
Bulletin  81-6.  Closeout  Procedures  and 
Dotament,s  for  Contract  Construction  of 
DLstribution  and  TYansmission  Facili- 
ties, issued  May  31.  1972.  This  bulletin 
set^s  fortl".  REA  requirements  for  Uie 
cio.^mg  out  of  distribution  and  transmis- 
sicr.  contract  construction.  The  pro- 
past'd  revision  will  give  the  REA  field 
engineer  the  option  of  not  performing 
a  final  mspection  of  contract  construc- 
tion On  Lssuance  of  REA  Bulletin  81-6. 
Appendi.x  A  to  Part  1701  will  be  modi- 
fied accordingly. 

DATE  Public  comment^s  must  be  re- 
ceived by  REA  on  or  before  July  7.  1977. 

.ADDRESS  Interested  persons  may  sub- 
mit written  data,  views  or  comments  to 
the  Director.  Power  Supply  and  Engi- 
neermg  Standards  Division.  Rural  Elec- 
trification Administration.  Room  3304, 
South  Building.  US  Department  of  Ag- 
riculture. Washington.  DC.  20250.  All 
written  submi.ssions  m^ade  pursuant  to 
this  notice  will  be  made  available  for 
p\jblic  inspectKii  in  the  OfSce  of  the 
Director  Power  Supplv  and  Engineering 
Standard."!  Division  during  regular  busi- 
ness hour'; 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Ro-.vland  C  Hand,  Sr ,  Director, 
Power  Supply  and  Engineerin^r  Stand- 
ards Division.  Rural  Electrification 
AdminLstration,  Room  3304,  Soutii 
Building.  U,S,  Department  of  A,i;ricul- 
ture.  Washington.  D.C,  20250,  tele- 
phone number  (202>   447-4413, 

SUPPLEMENTARY        INFORMATION : 

Listed  below  are  several  changes  to  be 
made  m  the  proposed  revision 

1  The  REA  field  engineer  will  be 
given  the  option  of  nut  performing  a 
final  inspection  of  contract  construction, 

2,  New  procedures  have  been  formu- 
lated to  implement  the  contract  close 
out  of  all  di,-^tribution  and  transmission 
construction  when  a  final  inspection  by 
the  REA  field  engineer  is  not  required 


3,  The  provision  for  final  payment  to 
the  contractor  has  been  tied  directly  to 
the  terms  of  payment  contained  in  the 
standard  RE.'\  forms  of  contract. 

4  The  type  of  information  to  be  shown 
on  the  REA  Form  219,  Inventory  of 
Work  Orders  and  the  manner  in  which 
this  information  is  to  be  presented  are 
more  clearly  defined 

5,  Instructions  for  eliminating  Tem- 
porary Normal  Inventories  have  been 
included, 

6,  The  requirement  for  submission  of 
certain  "as  constructed"  drawings  to 
REA  has  been  eliminated, 

7  REA  Form  608  has  been  replaced 
by  a  Sample  Form  for  the  borrower's  and 
contractor's  use  only, 

A  copy  of  the  proposed  revision  of  REA 
Bulletin  81-6  mav  be  secured  in  person 
or  by  written  request  from  the  Director, 
Power  Supply  and  Engineering  Stand- 
ards Division 

Dated:  June  1.  1977. 

Richard  F.  Richter, 
Assistant  Administrator,  Electric. 

[FRDocr7-16081  Filed  6-6-77:8:45  am] 

FEDERAL  TRADE  COMMISSION 
[  16  CFR  Part   13] 

[Docket  9062] 

FISHER   FOODS,    INC. 

Consent  Agreement  With  Analysis  to  Aid 
Public  Comment 

Correction 

In  FH  Doc  77-13439  appearing  at 
page  23849  in  the  issue  for  Wednesday, 
May  11,  1977.  make  the  following  cor- 
rections' 

1.  On  page  23850,  under  the  head- 
mg  "Order  I  Definitions",  in  the  middle 
column,  in  paragraph  O,  in  the  second 
line,  the  word  "Marketing",  should 
read  "Marking" 

2.  Also  on  page  23850,  under  "Order 
I  Definitions",  in  the  third  column,  in 
paragraph  P,  in  the  eleventh  line,  insert 
the  word  "Advertised"  between  the 
words  "Overcharged"  and  "Items". 

SECURITIES  AND   EXCHANGE 
COMMISSION 

[17  CFR  Part  239] 

(Rel.  Nos   33-5830.  IC-9787:  Pile  No.  87-700) 

"MONEY   MARKET"    FUNDS   AND 
CERTAIN    OTHER    MUTUAL    FUNDS 

Quarterly  Disclosure  of  Certain  Historical 
Information 

AGENCY:     Securities     and     Exchange 

Commission 


ACTION:  Proposed  amendment  of  form. 

SUMMARY:  The  Commission  proposes 
to  amend  Form  S-5  under  the  Securities 
Act  of  1933  to  require  open-end  invest- 
ment companies  investing  primarily  in 
short-term  debt  securities  to  supplement 
their  prospectuses  at  the  end  of  each  cal- 
endar quarter  with  an  linaudited  listing 
of  their  investments  and  a  table  contain- 
ing specified  unaudited  historical  in- 
formation. Such  companies  typically 
turn  over  their  investment  portfolios 
several  times  a  year  and  in  recent  years 
there  has  been  a  high  degree  of  fluctua- 
tion in  short-term  interest  rates,  result- 
ing at  times  m  a  wide  variation  in  the 
rate  of  return  upon  an  investment  in 
such  a  fund  during  a  year's  time.  The 
Commission  is  of  the  tentative  view  that 
historical  information  concerning  rates 
of  return  and  portfolio  composition,  in- 
cluding the  average  maturity  of  the  port- 
folio securities,  should  be  included  in  the 
prospectuses  of  certain  fvmds  on  a  more 
frequent  basis  than  annually  in  order  to 
give  investors  the  Information  needed  for 
informed  investment  decisions. 

DATES :  Comments  must  be  received  on 
or  before:  July  15,  1977. 

ADDRESSES :  Interested  persons  should 
subm.it  three  copies  of  their  views  and 
com^ments  to  George  A.  Htzsimraons, 
Secretary,  Securities  and  Exchange  Com- 
mission. 500  North  Capitol  Street,  Wash- 
ington. DC.  20549.  AH  submissions  wUl 
"oe  made  available  fcfr  public  inspection 
at  the  Commission's  Public  Reference 
Section,  Room  6101,  1100  L'Street  NW., 
Washingujn.  D.C.  Submissions  should  re- 
fer to  File  No  S7-700. 

FOR  FURTHER  INFORMA'nON  CON- 
TACT: 

Herbert  H.  Davis,  Esq.,  Office  of  Disclo- 
sure Policy  and  Review,  Division  of  In- 
vest m.ent  Management,  Securities  and 
Exchange  Commission,  500  North 
Capitol  Street.  W.*shington,  D.C.  20549 
(202-755-1944). 

SUPPLEMENTARY  INFORMATION : 
Normally  only  funds  which  invest  prin- 
cipally m  short-term  debt  securities  pur- 
suant to  their  regular  objectives  and  pol- 
icies ("money  market  funds")  would  be 
subject  to  the  proposed  requirement. 
However,  as  proposed  the  amendment 
would  also  require  other  funds  which 
have  assumed  a  defensive  position  and 
are  temporarily  invested  principally  in 
short-term  debt  securities  to  supplement 
their  prospectuses  with  the  specified  in- 
formation. 

The  proposed  requirement  would  allow 
funds  to  supplement  their  prospectuses 
via  a  "sticker"  pursuant  to  Rule  424(c) 
(17  CFR  230  424(c) )  under  the  Securities 
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Act  of  1933  (15  use,  77a  et  seq,)  rather 
than  require  the  filing  of  a  post-effec- 
tive amendment.  As  proposed,  the 
amendment  would  require  that  the 
sticker  be  added  to  the  prospectus  within 
ten  days  of  the  end  of  any  calendar 
quarter  during  which  at  any  time  SO*",  or 
rrtore  of  the  value  of  the  company's  assets 
IS  invested  m  debt  securities  miaturing 
in  two  years  or  less.  The  Commission 
specifically  invites  comments  as  to 
whether  the  "50^:  or  more"  and  "two 
years  or  less"  standards  are  appropriate. 

The  proposed  requirement  contem- 
plates all  companies  subject  thereto 
iurnishmg  informiatlon  which  is  com- 
puted for  the  same  period  of  time  and  m 
the  same  manner,  thereby  allowmg 
meanmgful  comparison  among  funds  as 
well  as  insight  into  how  each  manage- 
ment seeks  to  achieve  its  fund's  objec- 
tives. 

Among  the  historical  information 
which  would  be  required  in  the  proposed 
table  is  a  statement  of  total  rate  of  re- 


Dtt«: 


turn.  If  the  proposed  amendment  is 
adopted  with  this  information  being  re- 
quired it  will  be  the  first  time  that  the 
inclusion  of  such  information  in  any  in- 
vestment company  prospectuses  will  have 
been  required. 

Statutory  Basis 

The  proposed  am.endment  to  Form  S-5 
would  be  promulgated  pursuant  to  the 
provisions  of  Sections  7.  10<c)  and  19'a) 
of  the  Securities  Act  of  1933  (15  U.SC. 
77g.  77j<c>  and  77s(a) ). 

Commission  Action 

It  is  proposed  to  amend  17  CFR  239  15 
by  adding  a  paragraph  "(e)"  at  the  end 


of  the  current  item  2   "Financial  State- 
ments. '  of  Part  I  of  the  Form  as  follow^ : 

§  23*).  15  Form  S— .S.  for  open-end  rnati- 
ac<^nipnt  in\t-lriont  conipanirs  reuis' 
t«Ttcl  on  lonii  N— 8B— 1. 

*  •  •  •  • 

!e'  Within  ten  days  after  the  end  of 
a  calendar  quarter  at  any  time  during 
which  507c  or  more  of  the  value  of  its 
a.ssets  consists  of  debt  obligations  matur- 
ing in  two  years  or  less,  the  registrant 
mu.st  supplement  it  prospectus  pursuant 
to  Rule  424  c  under  the  Securities  .^ct 
of  1933  with  the  following  information: 

( 1  .^n  unaudited  lL<=ting  of  all  port- 
folio securities  held  at  the  end  of  the 
quarter  in  Uie  following  form. : 


Principal  amount 


Nanie  of  Issuer  and  title  of  issue  Includine  stated  or 
indicated  interest  rale  and  maturity  date 


Cost    Value 


Yi.'ld  to 
maturity 


(2)   A  table  containing  the  following  unaudited  mformation  for  each  of  the 
previous  four  quarters  m  the  following  form , 


(Ras«   of   fond) 

All    «nio,,-l»    crc    unnjiJItcJ 


Qjjttor   en  IpJ 

Ar,n\;,il  )7cH   rare  of 

Lclill     liriiril    Uil    a 

eh,.rc    outst.ioJirij, 
Ourlni  the  quarter. 

Avcr.if.e  djUy 
iJol  lar-VL'i  t'l-ed 
Bvcras-s   rjcurity        , 
durlrig    th.;   quarter. 

Avcrncc   perventnpe   of    1^^=^    «56cC»    Invcitcil   dur'np,   t.he,   quj.  tri       In: 

1 

U.    S. 

CcrtiClCjtKS      Bor.hiri 

or   deposit         acceptances 

Co:--.TcJal 

0:h«r  * 

Treasury 

ether 

1 



i 

I 

f 

1 

1     Satio  c'    Che   son   ='    the   d> '  w  ibuLlcn:.   r.idf.  with   r.-i,:>cct    to  a   sh.are  ou:=tandl:-.3  dal..?   the  qu:.rtet  plus   the   ch^.v,-   *n   •  n.   »:.;re  v*lu^ 
■    durire   i;>e   qo.'tcr    to   tr,-:   net   a.sgt   v..lue   of    a   rhirc  at   the   be^xnnlrr,  of   ti-.c   c;,.ortcr   sl.c-^   on  -n   anrm.il.z^o   \^'.<<,.    (li    t.-.e  .^r^d   hi=    . 
.  ,.,e.-.o«d   th.a    footnote  .l.culd   .t,.t,    that    thl.  a^-rt   doe.   r.ot    t...    ..ch  a    load    into  e.'l.c..    11    a    r.riodlc   c...rr,e   1.   -de   ajalm  t 
acco.;nt»,    the    p*r    s'.ste    retjrn  ruJt    include    the   effect   of    the  M.l^w.™  per   i.h.«e  charse.) 

1     Tnc   avcr.^ri-  d^ily  dol  l.-.r-woi,  l.t::d   .ivcraiie   .-rwaturj-.-   Is    co-.utcd    ty  ciivKjin-   '.he   »um  of    the   di«y  dol  ler-w.lshted  «l.;.-it.ict    far   c.ch 
'    d.5-     in   t.e   n.rier   b<-   tl-  .■>u...ber  01    d.,ys    in   the   .,.:.irtcr.      Ihe   daily  .ioUar-<.«iM,roJ  a.'or..£t  r.,turi:y   Is    cr.n.;,ateO   by  cu.t. plying    .  .e 
v/lue   01    each   security   ov.->ert    that    day   by   the   nuTber    o£    day.    U£t    tc    maturity  lor   e«h  tucurity  and   dividing  tne   •>..,  01    theie    i=roiuc.-. 
by   l.ie  value   of    .ill    sccuiitics   owned   ih.-ic  day. 

Z.    Tf.   av.r.;se   pcrccnti£.-   of    net   as-ec;    ir.vstad  during  t.Sc  <ju.-.rtcr    is  durived  by  adding  the  -total   v?lue  of   each   .e|,aratc   catesory  ••" 

en-  £>-.    the    qy.-tCLr   ar.d  dividing  by   the    suo  of   the  value   of  .each  .lay',   net    os^et.   duixns   ''•«  q'^aitcr 

4.   tioc   rot    iDClud-   Jocur.K'i.tcd  discour.t   notes. 

*    (Any   caiefiory   or    type  of    seruri'.y  vliich  r^^prirsents    on   in  avcrat^c   10  percent  01    mere  of    the  avere(^fc   to:al    elects 
for   any  quirtcr    rhould   be    Iiiti.l    stn.ira*  tl  y.  1 


By  the  Commission. 


May  31,   1977. 


George  A.  Fitzsimmons. 

Secretary. 
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DEPARTMENT   OF   HEALTH. 
EDUCATION,   AND   WELFARE 

Food  and  Drug  Administration 

[21CFR  Part  155] 

[Docket  No  75P-0322| 

CANNED   VEGETABLES 

Canned  Peas:  Standards  of  Identity, 
Quality,  and  Fill  of  Container 

AGENCY:  Food  and  Drug  Administra- 
tion 

ACTION :  Propased  rule. 

SUMMARY:  This  document  proposes  to 
amend  the  standards  of  identity,  quality, 
and  fill  of  container  for  canned  peas;  to 
adopt,  in  so  far  as  possible,  both  the 
Codex  standard  developed  by  the  Codex 
Alimentarius  Commission  and  a  proposal 
by  the  Corn  Refiners  Association  'CRA' 
regarding  such  standards. 

DATE:  Comments  by  August  8.  1977. 

ADDRESS:  Written  comments  to  the 
Hearing  Clerk  (HFC-20i ,  Food  and  Drug 
Admmistration,  Rm.  4-65.  5600  Fishers 
Lane,  Rockville,  MD  20857 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Prince  G  Harrill.  Bureau  of  Foods 
iHFF-411i.  Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare.  200  C  St.  SW  , 
Washington,  DC.  20204  (202-245- 
1164> 

SUPPLEMENTARY  INFORMATION" 
The  proposed  amendments  to  the  US 
standard  of  identity,  quality  and  fill  of 
container  for  canned  peas  and  canned 
dry  peas  will:  (1>  expand  the  hst  of 
permitted  sweetening  agents  to  include 
all  safe  and  suitable  nutritive  carbohy- 
date  sweeteners;  (2>  authorize  pai- 
ixishes  of  other  vegetables;  '3'  allow 
small  amounts  of  calcium  salts  to  be 
added  a.s  firming  agents  in  those  in- 
stances where  they  are  needed,  e.g., 
in  geographical  areas  of  the  United 
States  having  very  soft  water;  i4i  con- 
tinue to  permit  artificial  color  to  be  used, 
but  without  requiruig  a  labeling  state- 
ment of  substandard  quality;  and  i5' 
employ  statistical  sampling  plans  as  a 
basis  for  determining  compliance  with 
quality  and  fill  requirements 

The  Food  and  Agriculture  Organisa- 
tion World  Health  Organization  iFAO 
WHO  I  Codex  Alimentarius  Commission 
has  submitted  to  the  United  States  for 
consideration  for  acceptance  a  "Recom- 
mended International  Standard  for 
Canned  Green  Peas"  (CAC'RS  58-1972' 
hereinafter  referred  to  as  the  Codex 
standard  A  petition  has  also  been  filed 
by  the  Com  Refiners  Asscx"iation,  1001 
Connecticut  Ave  NW  .  Wa.shmgton,  DC 
20036.  proposing  amendment  of  the 
UrUted  States  standards  of  identity  for 
canned  peas  and  canned  dry  peas  to  pro- 
vide for  the  optional  use  of  additional 
sweetening  ingredients. 

The  United  States,  as  a  member  of 
the  Food  and  Agriculture  Organization 
of  the  United  Nations  and  o;  the  World 
Health    Organization,    is    under    treaty 


obligation  to  consider  all  Codex  stand- 
ards The  rules  of  procedure  of  the 
Codex  Alimentarius  Commission  state 
tliat  a  Codex  standard  may  be  accepted 
by  a  participating  country  in  one  of 
three  ways:  full  acceptance,  target  ac- 
ceptance, or  acceptance  with  specified 
deviations.  A  country's  acceptance  of  a 
Codex  standard  signifies  that,  except  as 
provided  for  by  specified  deviations,  a 
product  tliat  complies  with  the  Codex 
standard  may  be  distributed  freely  with- 
in the  accepting  country;  insofar  as 
features  dealt  with  by  the  Codex 
standard  are  concerned,  products  that  do 
not  comply,  whether  domestic  or  im- 
ported, will  not  be  permitted  to  be  dis- 
tributed without  restrictions  under  the 
name  and  description  laid  down  in  the 
standard  The  restrictions  that  may  be 
imposed  are  not  incorporated  in  the 
Codex  standards,  but  are  left  to  the 
legislation  and  regulations  of  the  individ- 
ual countries.  A  participating  country 
that  concludes  that  it  cannot  accept 
the  Codex  standard  in  any  of  the  three 
ways  is  requested  to  indicate,  with  the 
reasons  therefor,  the  manner  in  which 
Its  requirements  differ  from  the  Codex 
standard,  and  whether  products  com- 
plying with  the  Codex  standard  will  be 
permitted  to  move  freely  in  the  com- 
merce of  that  coimtry.  Members  of  the 
Commission  are  requested  to  notify  the 
Secretariat  of  the  Codex  Alimentarius 
Commission — Joint  FAO/WHO  Food 
Standards  Programme,  FAO,  Rome, 
Italy,  of  their  decision. 

For  many  years  the  U.S.  has  had 
standards  of  identity,  quality,  and  fill 
of  container  for  canned  peas  in  §  155.170 
'21  CFR  155.170.  formerly  §1511,  51.2, 
and  51  3.  prior  to  recodification  pub- 
lished in  the  Federal  Register  of  March 
15.  1977  '42  FR  14302)  ».  as  established 
under  the  authority  of  section  401  of  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
'21  use  341  >.  The  U.S.  standards  are 
also  applicable  to  canned  dry  peas  ex- 
cept for  certain  limited  features,  such 
as  the  name  of  the  food  and  the  excep- 
tion to  the  alcohol-insoluble  solids  re- 
quirement, which  are  covered  in  the 
standards  of  identity,  quality  and  fill  of 
container  for  canned  dry  peas  set  forth 
currently  in  5  155.172  i21  CFR  155.172, 
formerly  55  51.4,  51  5.  and  51.6.  prior  to 
recodification  published  in  the  Federal 
Register  of  March  15,  1977  (42  FR 
14302'  1 .  There  are  also  voluntary  grade 
standards  for  marketing,  developed  by 
the    U  S     Department    of    Agriculture 

USDA ' ,  for  canned  peas  and  canned 
dry  peas  There  is  no  svibstantial  conflict 
between  the  US.  standards  and  the 
Codex  standard.  The  basis  of  this  pro- 
posal to  amend  the  U.S.  canned  pea  and 
canned  dry  pea  standards  is  that,  in  the 
opinion  of  the  Commissioner  of  Food 
and  Drugs,  it  wilji  promote  honesty  and 
fair  dealing  in  thb  Interest  of  consumers 
and  facilitate  international  trade  to 
adopt  as  far  as  practicable  the  Codex 
standard 

The  Codex  Alimentarius  CommLssion 
recentlv  adopted  a  "Recommended  In- 
ternational Standard  for  Canned  Mature 
Processed     Peas."    Acceptance    of    the 

■Recommended  International  Standard 


for  Canned  Mature  Processed  Peas  '  by 
the  U.S.  will  be  considered  at  a  later 
date. 

In  proposing  to  align  to  the  extent 
possible  the  U.S.  standards  with  the 
Codex  standard,  the  Commissioner  has 
noted  certain  differences  in  the  com- 
position and  format  of  the  Codex  stand- 
ard as  contrasted  with  the  US  stand- 
ards. Mejisurements  in  the  U.S.  stand- 
ards are  sometimes  stated  in  units  of 
the  U.S.  customary  system  'pounds. 
inches^ ,  or  in  units  of  the  international 
•  metric)  system,  or  both,  whereas  the 
Codex  standard  uses  only  the  metric 
system.  The  Commissioner  recognizes 
that  the  metric  system  is  generally 
used  throughout  the  world,  and  in  the 
U.S.  for  technical  purposes,  and  that  it 
may  eventually  be  adopted  by  this 
country  for  common  usage.  The  Com- 
missioner therefore  proposes  that  the 
metric  system  be  used  in  the  US,  stand- 
ards for  canned  peas  with  the  equiva- 
lent units  of  the  US  customary  system. 
shown  parenthetically. 

The  Codex  standard  also  includes  hy- 
giene requirements,  certain  basic  label- 
ing requirements,  and  other  factors  that 
are  not  considered  a  part  of  food  stand- 
ards under  section  401  of  the  act  <the 
legal  basLs  for  the  promulgation  of  food 
standards ■> .  but  which  are  dealth  with 
under  other  sections  of  the  act  and. 
therefore,  are  not  discussed  further  in 
this  proposal.  The  Codex  standard  somie- 
times  uses  subjective  terms  in  stating  it.^ 
requirement's;  these  cannot  be  expressed 
in  terms  precise  enough  to  be  legally 
enforceable,  and  thev  are  omitted,  when- 
ever feasible,  from  the  proposal 

The  Corn  Refiners  A.ssorintinn.  a  trade 
as.sociation  representing  manufacturers 
of  starch,  sweet.eners,  corn  oil.  feeds, 
and  other  materials  produced  bv  the  wet 
milling  of  com  or  erain  sorghum,  has 
filed  a  petition  with  FDA  to  amend  the 
standard  of  identity  for  canned  peas  in 
!  155.170(a>  and.  by  cro.ss-reference.  the 
.standard  of  Identltv  for  canned  d-v  peas 
in  !  155.172''a"i  to  include  the  following 
nutritive  carbohvdrate  sweeteners 
sugar,  invert  sugar  syrup,  dextrose. 
llnuid  dextrose,  corn  syrun.  dried  corn 
svrun,  glucose  syrup,  and  dried  glucose 
syrup. 

In  suDport  of  its  petition.  CRA  states 
that  highly  significant  technological 
changes  have  taken  nlace  in  the  manu- 
facture of  corn -based  sweeteners,  result- 
ing In  the  production  ef  numerous  new 
products.  These  new  products  range 
from  bland  sweeteners  to  sweeteners 
having  identical  chemical,  physical,  and 
organoleptic  characteristics  as  those  ex- 
hibited as  sweeteners  consisting  of  su- 
crose or  sucrose  modifications  TTie  Com 
Refiners  Association  contends  that  the 
new  corn  sweeteners  should  be  provided 
for  on  the  same  bases  as  sucrose-based 
sweeteners. 

Amendment  of  the  U.S.  standards  of 
identity,  quality,  and  fill  of  container  for 
canned  oeas  and  canned  dry  peas  will 
be  based  on  consideration  of  the  CR.^ 
proposal  and  the  following  Codex  stand- 
ard, together  with  comments  and  sup- 
porting data  received,  and  other  avail- 
able information. 
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CAC  RS  58-1972 

Recommended   International   Standard   roR 
Canned  Green  Peas 

1.  description 

1.1  Product  Definition  Canned  gr«n  peas 

Is  the  product  la)  preoared  from  fresh  or 
frozen  clean,  substantially  sound,  whole, 
shelled  inunature  i green)  .seeds  of  garden 
pea  varieties  (cultlvars)  conformlne  with  the 
characteri';tlcs  of  the  species  P\sum  sativum 
L.  but  excludlr.t'  the  subspecies  7nacTOcaT- 
vum:  ib>  packed  *Tth  wat«r  or  other  suitable 
liq'ild  medlurr.,  sugars,  seasoning,  and  other 
U.gredlents.  appropriate  to  the  product,  and 
( c  )  processed  by  heat  In  an  aporoprlat*  man- 
ner, before  or  after  being  sealed  m  a  con- 
tainer, so  as  to  prevent  spoilage. 

12  Varietal  Ti/pes  Canned  peas  may  be 
of  any  suitable  variety  (cuUlvar)  and  may  be 
further  cla.sslfied  as: 

1.2.1     Wrinkled-seeded; 

1.2  2     Round-seeded  or  smooth-seeded; 
12  3     Other   types    (crosses  or  hybrids  of 

the  types  In  1.2  1  and  1.2  2) 

1.3  Types  of  Pack. 

1.3.1  'Liquid  Pack"  when  a  liquid  medi- 
um IS  used,  or 

1.3  2  "Vacuum  Pack"  or  "Vacuum  packed" 
If  the  liquid  packing  medium  does  not  ex- 
ceed 20  percent  of  the  total  net  weight  of 
the  product  anri  the  container  Is  closed  x'.nder 
conditions  creating  a  high  vacur.m  In  the 
container. 

2.     ESSENTIAL     CCMPOSTTION     AND     QUALITT 
FACTORS 

2  1     Ba^ic    Ingredients     Peas    and    liquid 
packing  medium  appropriate  to  the  product 
and   other   optional   ingredients,   as   follows: 
2  11     Other  permitted  ingredients: 
2  1.1.1     Salt,    sucrose,    invert    sugar,    dex- 
trose, glucose  syrup,  dried  glucose  syrup. 

2  112  Aromatic  herbs  and  spices;  stock 
or  Juice  of  vegetables  and  aromatic  herbs 
(lettuce,  onions,  carrots,  etc,)-,  garnishes 
composed  of  one  or  more  vegetables  (lettuce. 
onions,  carrots,  pieces  of  green  or  red  pep- 
pers, or  mixtures  of  both!  up  to  a  maximum 
of  IS'';  of  the  total  drained  vegetable  in- 
gredient; m.tnt  essence. 

2  1  13  Butter  or  other  edible  animal  or 
vegetAbie  fats  or  oiU  If  butt'>r  is  added,  It 
must  amount  to  not  less  than  3'~  of  the  final 
product  (total  contents) 

2  1.1.4     Starches — natural  (native  i ,  physi- 
cally or  enzymatlcallv  modified — only  when 
butter  or  other  edible  animal  or  vegetable 
fats  or  oils  are  Ingredients 
2  2     Quality  Criteria. 

221  Colcmr:  Except  for  artlfically  col- 
oured canned  peas,  the  peas  shall  have  nor- 
mal colour  characteristics  for  canned  peas 
and  typical  of  the  variety  used  Canned  peas 
containing  other  permitted  tntrredients  or 
additives  shall  be  considered  of  character- 
istic colour  when  there  is  no  abnormal  dis- 
colouration for  the  respective  substances 
used. 

2  2.2  Packing  Medium  Except  for  peas 
packed  with  special  sauces,  the  packing  me- 
dium shall  not  be  so  viscous  that  the  liquid 
win  not  separate  from  the  peas  at  20''C  It 
shall  not  have  a  colour  nor  an  appearance 
which  Is  foreign  to  the  product 

2  2.3  Flavour.  Canned  peas  shall  have  a 
normal  flavour  and  odour  free  from  flavours 
or  odours  foreign  to  the  product 

Canned  peas  with  special  ingredients  shall 
have  the  flavour  characteristics  of  that  Im- 
parted by  the  peas  and  the  other  substances 
used. 

2  24  Tcxtwre  ond*fotunty.  The  peas  shall 
be  reasonably  tender  and  reasonably  uniform 
In  texture  and  maturity. 


The  alcohol  Insoluble  solids  content  shall 
not  exceed  21  --   in  all  types 

2  2  5  Detects  and  AVuruances  Canned 
peas  mav  contain  a  slight  amount  of  sedi- 
ment and  shall  be  reasonably  free  from  de- 
fects within  the  limits  set  forth  as  follows: 

Afaxinium  limits, 
ba.^ed  on  the  leeight 
of  drained  peas 
Defects                                   {percent  by  weight) 
(al   Blemished    peas    (consisting   of 
peas  which  are  slightly  stained  or 
spotted)    5 

(b)  Seriously  blemished  peas  (con- 
sisting of  peas  which  are  spotted, 
discoloured  or  otherwise  blem- 
ished (including  worm-eAien 
pea'?  I  to  the  extent  Oiat  the  ap- 
pearance or  eating  quaJlty  is  seri- 
ously affected)  -- —  1 

(c)  Pea  fragments  (consisting  of 
portions  of  peas:  separated  or  in- 
dividual cotyledons;  crushed,  par- 
tial, or  broken  cotyledons;  and 
loose  skins;  but  not  including  en- 
tire intact  peas  with  skins  de- 
tached)    10 

(d)  Yellow  peas  (entire  i>ea  is  sub- 
stantially yellow  and  is  not  a  so- 


Maximurn  limits. 
based  on  the  ueiffht 
of  drained  peas 
Defects.  {percent  by  weight) 

called  "blond"  pea  which  U  very 

pale  in  colour) 3 

(e)  Extraneous  plant  material  (Con- 
sisting of  any  vine  or  leaf  or  pod 
material  from  the  pea  plant,  or 
other  harmless  plant  material  not 
purposely  added  as  an  Ingredi- 
ent)     .5 


Total  of   the   foregoing  defects 

(a),  (b),  (c).  (d).  (e) 12 

2.2.6  Classification  of  "defectives".  A  con- 
tainer that  falls  to  meet  one  or  more  of  the 
applicable  quality  requirements,  as  set  out 
in  subsections  2h  1  through  2J2.5.  shall  be 
considered  a  "defective". 

2  2.7  Acceptance  A  lot  will  be  considered 
as  meeting  the  applicable  quality  require- 
ments referred  to  in  sub-section  2.2  6  when 
the  number  of  "defectives",  as  defined  in 
sub-section  22.6.  does  not  exceed  the  ac- 
ceptance number  (c)  of  the  appropriate 
sampling  plan  in  the  Sampling  Plans  for  Pre- 
packaged Foods  (1969)  (AQL-6.5)  (Ref.  CAC/ 
RM  42-1969). 


3.\ 

3.2 

3.3 

3  3.1 

3.2.2 

3.3.3 

3.3.4 

3.4 

3.4.1 

3.4.2 

3.4.3 

3..^ 

3.5.1 

3.5.2 

3..';. 3 

3.5.4 

3.6 

3.7 

3.7.1 

3.8 

3.8.1 

3.S.2 

3.8.3 

3.8.4 

3.8.5 

3.8.6 

3.8.7 

3.8.8 

3.8.9 

3.8.10 

3.8.11 

3.8.12 

3.8.13 

3.8.14 

3  8.15 


3.  TOOTi  APOmvES 

.\IaiirHUm  Uoel  o/ttw 

Monosodium  glutamate « Not  limited." 

Mint  flavour  (mint  oil> -_-■  ^o- 

Colours.  '    . 

Wool  Green  BS  (Grepn  S)  '  CI  44  090 -- L 

Tartrazlnp'  CI  19  140  -- |lOO  mg/Ttg  singly  or  In  comblnaUoo. 

Brilliant  BIujFCF  CI  42  090 (  ""  * 

Beta-carotene ' 

Firming  agents:  . 

c^cllSJ  il;:me'.":::::::".::::::::::::::::~::"::  •  ..::::::::::  Umg^-kg  total  cam  the  nnai  product 

Calcium  pluconate ' 

VcgHable  gums: 

Arabic  gum  ' 

Carragefnan  ' .  — 

Furcellaran  ' -- 

Guar  gum  ' 

Algmates  (Ca,  k.  Na,  NH.) ' --- 

rropyh-nv'  glycol  alginate  ' 

Modified  starch's 

AcKi-lrpaled  starches - 

AlkiJt  tr.'ated  starches 

Bleach.  (1  starches -- --- 

Uistarcn  phosphate  (sodium  trlmetaphosphate  treated) 

Uistarch  phosphate,  phosphated 

Monostarch  phosphate 

Starch  acetate..  - - 

Starch  hydroxypropyl , 

Dlstarch  adipate,  acetylated 

Di.<;tarch  tlyc^-nil,  hydroxypropyl ■ 

Oiidii.»d  starches. --. 

Dlstarch  phosphate,  (phosphorous  oxychlorlde  treated) 

Distarch  phosptiate  acety laved - 

Distarcn  glycerol,  acetylated 

Dlstarch  glycerol.- - -- 


I 


1  pet  m/m  of  the  additives  specified 
under  3.5  to  3.8  Inclusive,  singly  Of 
in  combination.' 


'■  Temporarily  emiorsed. 

^  May  ^  med  onry  when  butter  or  other  edible  animal  or  vegeUble  tats  or  oils  are  ingredients. 


CONTAMINANTS 


AfonmuTU  level.  250  mg  kg  calculated  as 


Sn.' 


5.    HYGIENE 


5  1  It  is  recomm.ended  that  the  product 
covered  by  the  provisions  of  this  standard 
be  prepared  m  accordance  with  the  Inter- 
national Code  of  Hycier.ic  Practice  for  Can- 
ned Fruit  and  Vegetable  Products  recom- 
mended by  the  Codex  Alimentarius  Commis- 
sion ( Ref.  CAC  'KCP  2-1969 ) . 

5.2  To  the  extent  possible  In  good  man- 
ufacturing practice  the  product  shall  be  free 
from  objectionable  matter. 


This  is  a  provisional  limit  which  Is  sub- 
ject to  review. 


5.3  When  tested  by  appropriate  methods 
of  sampling  and  examination,  the  product: 

(ai  Shall  be  free  from  microorganisms 
capable  of  development  under  normal  con- 
ditions of  storage,  and 

(b)  Shall  not  contain  any  substances  origi- 
nating from  microorganisms  in  amounts 
wni  h  mav  be  toxic. 

5  4  The  product  sh.iU  have  received  a  proc- 
essing treatment  sufficient  to  destroy  all 
spores  of  ClosIrtdJum  botulinum. 

6      WEIGHTS    AND    MKAStHlES 

6,1     Fill  of  Container 

6  1.1  Minimum  FiU.  The  container  shall 
be  well  filled  with  peas  and.  except  for 
"vacuum  pack"  pess.  the  product  (Includ- 
ing packing  medium)  shall  occupy  not  less 
than  90 'v  of  the  wat-ir  capacity  of  the  con- 
tainer  The  water  :apacity  of  the  container 
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Is  the  volume  of  distilled  water  at  20'  C 
which  the  sealed  container  will  hold  when 
completely  filled. 

6  111  Classification  of  -Detective'  A 
container  that  falls  to  meet  the  requirement 
for  minimum  fill  (90  percent  container 
capacity)  of  subsection  6  11  shall  be  con- 
sidered a  'defective" 

6112  Acceptance  A  lot  will  be  con- 
sidered as  meeting  the  requirement  of  sub- 
section 6  1.1  when  the  number  of  "defec- 
tives", as  defined  m  subsection  6  1. 11. 
does  not  exceed  the  acceptance  number  (c\ 
of  the  appropriate  sampling  plan  in  the 
Sampling  Plans  for  Prepackaged  Foods  ( 1969) 
(AQL-6  5)     (Ref.    CAC  RiM    42-1969) 

6  1  2  Proper  fill  by  Minimum  Drained 
Weight  (see  alternative  criteria  in  sub-sec- 
tion 6  13)  ^     , 

6  12  1  The  drained  weight  of  the  product 
shall  be  not  less  than  60 7f  m  m  of  distilled 
water  at  20°C  which  the  sealed  container  will 
hold  when  completely  filled. 

6  12  2  Acceptance.  The  requirement  for 
minimum  drained  weight  shall  be  deemed 
to  be  complied  with  when  the  average 
drained  weight  of  all  containers  examined  is 
not  less  than  the  minimum  required,  pro- 
vided that  there  is  no  unrea.sonable  shortage 
in  Individual  containers. 

6  1  3  Proper  fill  in  lieu  of  Drained  Weight 
Requirement  (see  alternative  criteria  In  .sub- 
section 6  12) 

6  13  1  Canned  peas  shall  be  considered  to 
be  of  proper  fill,  irrespective  of  compliance 
with  the  requirements  of  sub-section  6  1  2.  If 
they  conform  to  the  provisions  of  the  meth- 
od prescribed  In  sub-section  8  3 

6  1  3  2  Acceptance  A  container  that  falls 
to  meet  the  criteria  of  sub-section  6  1  3  when 
the  method  prescribed  In  sub-section  8  3  Is 
applied,  shall  be  considered  a  "defective".  A 
lot  will  be  considered  as  meeting  the  require- 
ments of  sub-section  6  1  3  when  the  number 
of  "defectives"  does  not  exceed  the  accept- 
ance number  (c)  of  the  appropriate  sampling 
plan  in  the  Sampling  Plans  for  Prepackaged 
Foods  (19691  (AQL-6^5)  (Ref.  CAC  RM  42- 
19691 

7.    LABELING 

In  addition  to  Sections  1.2  4  and  6  of  the 
General  Standard  for  the  Labelling  of  Pre- 
packaged Foods  (Ref.  CAC  RS  1-19691.  the 
following  specific  provisions  apply: 

7  1      The  Name  of  the  Food 

7  1  1  The  name  of  the  product  shall  be 
"Peas".  "Oreen  Peas".  "Garden  Peas".  "Green 
Garden  Peas",  "Early  Pevs"  ".Sweet  Peas". 
"Petit  Pols",  or  the  equivalent  description 
used  in  the  country  In  which  the  product  is 
intended  to  be  sold 

7  12  As  part  of  the  name  or  In  close  prox- 
imity to  the  name,  any  special  sauce  and  or 
seasoning  or  flavouring  which  characterises 
the  product  shall  be  declared,  eg  "With  X" 
or  "In  X "  when  appropriate  If  the  declara- 
tion Is  "With  (or  "In")  Butter  Sauce",  the 
fat  used  shall  only  be  butter 

7  1  3  The  name  of  the  product  may  In- 
clude the  type  of  peas  "round  seeded", 
"smooth  seeded",  or  "wrinkled  seeded",  as 
appropriate 

7  2  List  of  Ingredients  A  complete  list  of 
Ingredients  shall  be  declared  on  the  label  in 
descending  order  of  proportion  In  accordance 
with  sub-section  3  2(C)  of  the  General  Stand- 
ard for  the  Labelling  of  Prepackaged  Foods, 
except  that  water  need  not  be  declared 

7  3  Net  Contents  The  net  contents  shall 
be  declared  by  weight  In  either  the  metric 
("Syst^me  International"  unltsi  or  avoirdu- 
pois or  both  systems  of  measurement  as  re- 
quired by  the  country  in  which  the  product 
IS  sold 

7  4  Name  and  Address  The  name  and  ad- 
dress of  the  manufacturer,  packer,  distribu- 


tor. Importer,  exporter,  or  vendor  ol  the  prod- 
uct shall  be  declared. 

7  5     Country   of   Origin. 

7.5  1  The  country  of  origin  of  the  product 
shall  be  declared  If  its  omission  would  mis- 
lead or  deceive  the  consumer. 

75  2  When  the  product  undergoes  proc- 
essing In  a  second  country  which  changes  Its 
nature,  the  country  In  which  the  processing 
Is  performed  shall  be  considered  to  be  the 
country  of  origin  for  the  purposes  of  label- 
ling 

7  6     Other  Declarations. 

7.6  1  Type  of  Pack.  If  canned  peas  are 
"vacuum  pack",  this  fact  shall  be  stated  on 
the  label  so  as  to  be  easily  discernible. 

76  2  Stit"  Representation.  The  size  name 
may  be  stated  on  the  label  In  accordance  with 
national  legislation. 

B      METHODS    OF    ANALYSIS    AND    SAMPLING 

The  methods  of  analysis  and  sampling  re- 
ferred to  hereunder  are  international  referee 
methods 

8  1  ."Method  of  Sampling  Sampling  shall 
be  in  accordance  with  the  FAG  WHO  Codex 
Alimentarlus  Sampling  Plans  for  Prepack- 
aged Foods  (1969)  (AQL-6.6)  (Ref.  CAC/RM 
42-1969). 

82  Determination  of  Drained  Weight. 
According  to  the  PAO/WHO  Codex  Alimen- 
tarlus method  (FAO  WHO  Codex  Alimen- 
tarlMs  Methods  of  Analysis  for  Proces.=ed 
Fruits  and  Vegetables,  CAC/RM  36-1970.  De- 
terminntion  of  Drained  Weight — Method  I)  . 
Results  are  expre.<?sed  as  %  m'm  calculated 
01  the  ba.si=;  of  the  mass  St  distilled  water  at 
20  C  which  the  sealed  container  will  hold 
when  completely  filled 

8  3  Determination  of  Proper  Fill  in  lieu 
of  Drained  Weight  According  to  the  FAO' 
WHO  Codex  AUmentarltis  method  (FAO/ 
WHO  Codex  Alimentarlus  Methods  of  Analy- 
sis for  Processed  Fruits  and  Vegetables.  Sec- 
ond Series.  Determination  of  Proper  Fill  in 
Lieu  of  Drained  Weight.  CAC/RM  45-1972). 
Results  are  expressed  as  proper  fill  or  other- 
wise. 

8  4  Determination  of  Alcohol  Insoluble 
Solids.  According  to  the  PAO/WHO  Codex 
Alimentarlus  method  (PAO/WHO  Codex 
Alimentarlus  Methods  of  Analysis  for  Proc- 
es'^d  Fruits  and  Vegetables,  Second  Series. 
Determination  of  Alcohol  Insoluble  Solids — 
CAC'RM  47-1972)  Results  are  expressed  as 
';   mm  of  alcohol  insoluble  solids. 

8  5  Determination  of  Calcium.  According 
to  the  FAO'WHO  Codex  Alimentarlus 
method  (PAO/WHO  Codex  Alimentarlus 
Methods  of  Analysis  for  Processed  Fruits  and 
Vegetables.  Deter  miriation  of  Calcium  in 
Canned  Vegetables,  CAC  RM  38-1970).  Re- 
sults are  expressed  as  '".^  m  m  calcium. 

86  Method  for  Distinguishing  Type  of 
Peas.  According  to  the  PAO/WHO  Codex 
Alimentarlus  method  (PAO/WHO  Codex 
Alimentarlus  Methods  of  Analysis  for  Proc- 
essed Fruits  and  Vegetables,  Second  Series, 
Method  for  Distinguishing  Type  of  Peas. 
CAC  RM  48-1972).  Results  Indicate  the  type 
of  peas  identified. 

87  Determination  of  Water  Capacity  of 
Containers  According  to  the  FAO  WHO 
Codex  Alimentarlus  method  (PAO/WHO 
Codex  .Mimentarius  Method  of  Analjrals  for 
Processed  Fruits  and  Vegetables.  Second 
Series  Deter-Titnation  of  Water  Capacity  of 
Containers,  CAC  RM4ft- 1972) .  Results  are  ex- 
pressed as  volume  of  distilled  water  that  the 
container  holds. 

In  many  respects  the  provisions  of  the 
present  US.  standards  and  the  Codex 
standard  are  identical,  but  in  certain  in- 
stances there  are  significant  variations. 
The  following  is  a  comparison  of  what, 
in  the  opinion  of  the  Commissioner,  are 


the  principal  differences  between  the 
U.S.  and  Codex  standards  on  which  the 
Commissioner  particularly  requests  com- 
ments with  available  supporting  data. 
Following  each  item  of  comparison  is  the 
action  the  Commissioner  proposes  to 
take: 

Comparison  of  Identity  Aspects  and 
Proposed  Course  of  Actions 

1.  Varietal  types.  Both  Cod*x  '  1.1 '  and 
the  U.S.  standards  i  Si  155.170' an  l  > 
and  155  172'at  (1 1  1  provide  that  the 
peas  shall  be  of  the  species  Pisum  sati- 
vum, L.,  but  Codex  specifically  excludes 
the  subspecies  macrocarpum .  a  tvpe  of 
pea  in  which  the  whole  pods  are  suitable 
for  cooking  and  eating 

The  Commissioner  is  not  aware  that 
the  succulent  seeds  of  the  subspecies 
macrocarpum  are  canned  commercially 
in  the  U.S.  and  is  therefore  proposing 
specifically  to  exclude  the  subspecies 
mucrocarpum  and  thereby  conform  with 
the  Codex  standard. 

2.  Hybrids.  Codex  1 1.2,3 1  includes 
crosses  or  hybrids  of  wrinkled-seeded 
and  round-seeded  or  smooth-seeded  va- 
rieties. The  U  S.  standard  does  not  spe- 
cifically provide  for  hj-brids. 

Crosses  or  hybrids,  which  have  been 
widely  developed  and  are  presently  used 
in  the  U.S..  often  represent  products  of 
improved  eating  quality  or  have  other 
desirable  characteristics.  The  Commis- 
sioner proposes  to  Include  hybrids  as  a 
part  of  the  identity  standards. 

3.  Packing  media.  Codex  il.li  states 
that  the  product  is  packed  in  water  or 
other  suitable  liquid  medium.  The  U.S. 
standard  of  identity,  §  155.170(a)  d  > . 
provides  for  water  as  a  mandatory  in- 
gredient. 

The  Commissioner  proposes  to  amend 
the  U.S.  standard  to  provide  for  water  or 
other  suitable  aqueous  liquid  medium. 

4.  Processing.  Codex  <1.1>  states  that 
the  product  shall  be  processed  by  heat  in 
an  appropriate  manner,  before  or  after 
being  sealed  in  a  container,  so  as  to  pre- 
vent spoilage.  The  U.S.  standard,  §  155. 
170(a)  <1 » ,  states  that  the  food  is  sealed 
in  a  container  and  so  processed  by  heat 
as  to  prevent  spoilage. 

The  Commissioner  proposes,  in  view  of 
the  techniques  of  aseptic  canning,  to 
amend  the  US.  standard  by  adopting 
language  similar  to  that  of  Codex. 

5.  Optional  ingredient — la)  Sweeten- 
ing agents.  Codex  (2.1.1,1'  provides  for 
sucrose,  invert  sugar,  dextrose,  glucase 
syrup,  and  dried  glucose  syrup.  The  peti- 
tion filed  by  CRA  proposes  that  the  US 
standards  of  identity  for  canned  peas 
and  canned  dry  peas.  §§  155  170 <  a)  and 
155.172(a).  respectively,  provide  for  the 
optional  use  of  sugar,  invert  sugar  syrup, 
dextrose,  liquid  dextrose,  corn  syrup, 
dried  corn  syrup,  glucose  syrup,  and  dried 
glucose  syrup.  The  US.  standard,  §  155. 
170(a) '2),  provide  for  only  sugar  and 
dextrose. 

The  Commissioner  proposes  to  amend 
the  U.S.  standard  of  identity  for  canned 
peas  (cross-referenced  to  amend  the  US, 
standard  of  identity  for  canned  dr>' 
peas)  to  provide  for  the  optional  use  of 
any  safe  and  suitable  nutritive  carbo- 
hydrate sweeteners  in  lieu  of  specifying 
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the   nutritive   carbohydrate   sweeteners 
that  may  be  used, 

'b)  Seasoning  agents.  Codex  (2  1.1.2) 
provides  for  the  addition  of  aromatic 
herbs  or  the  stock  of  juice  of  aromatic 
herbs  (lettuce,  onion,  carrots,  etc.).  The 
U.S.  standard,  5  155.170'a)  (3i .  states 
that  the  food  may  be  seasoned  with  one 
or  more  of  green  or  red  peppers,  mint 
leaves,  onions,  garlic,  and  horseradish. 
The  peppers,  onions,  and  garlic  may  be 
dried. 

The  Commissioner  proD(5ses  to  amend 
the  U.S.  standard  to  provide  for  safe  and 
suitable  seasoning  agents,  including  but 
not  limited  to  those  listed.  This  will  be 
consistent  with  Codex  and  will  permit  the 
consumer  to  have  a  wider  choice  of 
products. 

'c  Garnishes  Codex  '2  112i  pro- 
vides that  the  peas  may  be  garnished 
with  one  or  more  vegetables  (lettuce, 
onions,  carrots,  pieces  of  green  or  red 
peppers,  or  mixtures  of  both)  up  to  a 
maximum  of  15  percent  of  the  total 
drained  vegetable  ingredient  Tlie  US 
standard  does  not  provide  for  garnishes 
The  Commissioner  is  of  the  opinion 
that  providing  for  suitable  garnLshes  in 
canned  peas  in  reasonable  proportions 
as  provided  by  Codex  will  afford  the  con- 
sumer a  wider  choice  of  products  in  the 
marketplace.  The  Commissioner,  there- 
fore, proposes  to  amend  the  U.S.  stand- 
ard to  permit  garnishes  on  the  same  basis 
as  Codex. 

(di  Butter  and  other  edible  fats  or 
oils.  Codex  1 2.1.1.3 »  permits  addition  of 
butter  or  other  edible  animal  or  vegetable 
fats  or  oils.  Butter,  i:  added,  must  be 
present  in  an  amount  not  less  than  3 
percent  of  the  total  contents  of  the 
final  product.  The  US.  standard. 
§  155.170(a)  (3)  (vii>.  provides  for  the 
use  of  butter  or  margarine  in  a  quantity 
not  less  than  3  percent  by  weight  of  the 
finished  food. 

Since  margarliie  mav  consist  of  either 
vegetable  or  animal  fats  or  oils  and 
the  plastic,  emulsified  pliysical  form  of 
margarine  is  lost  during  processing,  the 
Commissioner  believes  it  would  be  rea- 
sonable to  provide  for  such  edible  veg- 
etable, or  animal  fats,  or  oils,  or  mix- 
tures of  both,  whether  or  not  added  in 
the  form  of  margarine.  Butter  and  mar- 
garine consist  of  a  minimum  of  80  per- 
cent fat.  Therefore,  based  on  the  limita- 
tion for  butter  or  margarine  of  3  per- 
cent by  weight  of  the  finished  foods 
the  equivalent  amount  of  other  fats  or 
oils  is  not  less  than  2.4  percent  by  weight 
of  the  finished  food.  The  Commissioner 
proposes  to  amend  the  U.S.  standard  to 
allow  otlier  edible  fats  or  oils,  as  well 
as  butter  or  margarine.  The  Commis- 
sioner believes  that  when  such  other 
edible  fats  or  oils  are  used  they  should 
be  present  in  an  amount  equivalent  to 
that  of  the  fat  content  of  butter  or  mar- 
garine Therefore,  he  also  proposes  that, 
when  other  fats  or  oils  are  used,  they 
must  be  present  in  a  quantity  not  less 
than  2.4  percent  by  weight  of  the 
finished  food. 

6.  Additives. — la)  Stabilizers  and  em- 
ulsifiers.  When  butter  or  other  edible 
animal  or  vegetable  fats  and  oils  are 


used.  Codex  (35.  3.6.  3  7.  and  3.8)  pro- 
vides for  specificallv  designated  vegetable 
gums,  pectin,  alginates,  and  chemically 
treated  modified  starches  up  to  1  per- 
cent by  weight  of  the  finished  food,  singly 
or  in  combination.  In  addition.  Codex 
1 2  1.1.41  provides  for  the  optional  use 
of  natural,  physically  or  enzymaiically 
modified  starches.  The  US  standard. 
§  155.170(aM3)  (viii .  permit."^  safe  and 
suitable  emulsiflers  or  stabilizers,  or  both, 
when  butter  or  margarine  is  added 

The  emulsifiers  and  stabilizers  desig- 
nated by  Codex  in  the  maximum 
amounts  sp>ecified  are  considered  to  be 
safe  and  and  suitable  for  the  de6ignat*d 
use  The  Commis.'^ioner  proposes  no 
change,  other  than  to  provide  for  their 
use  with  other  edible  fats  or  oils,  as 
well  as  with  butter  or  marg&rine. 

(b>  Artificial  colors  Codex  i3.3>  per- 
mits, singly  or  in  combmation,  the  use 
of  Wool  Green  BS  Green  S  > ,  Tartrazir.e. 
Brilliant  Blue  FCF  and  Beta-carotene 
with  a  maximum  of  100  milligram.s  per 
kilogram  img  kg'  '0  0035  ounce  2.2 
pounds  (  of  the  finished  product.  The 
U.S.  standard.  5  155,170'ai  '  2>  (Xi> .  pro- 
vides for  artificial  coloring  as  an  op- 
tional ingredient. 

The  Commissioner  proposes  to  provide 
for  safe  and  suitable  color  additives 

(C)  Firming  agents.  Ccxlex  '3  4i  per- 
mits calcium  chloride,  calcium  lactate, 
and  calcium  gluconate  to  be  added  as 
firming  agents  in  amounts  such  that 
the  total  calcium  ion  in  the  final  product 
does  not  exceed  350  mg  kg  (0.01  ounce 
2.2  pounds' .  The  U  S.  standard  does  not 
provide  for  firming  agents  in  canned 
peas 

The  Commissioner  is  aware  that,  in 
occasional  instances  where  ven,-  soft  wa- 
ter is  used  for  washing,  blanching,  and 
processing,  the  peas  may  become  some- 
what mu^y  uriless  firming  agents  are 
used.  He  notes  that  the  calcium  salts 
approved  by  Codex  are  similar  in  iden- 
tity and  amount  to  thtjse  allowed  in  the 
U.S.  standards  for  canned  tomatoes  and 
canned  potatoes.  The  Commissioner, 
therefore,  proposes  to  amend  the  U.S 
standard  to  provide  for  the  optional  use 
of  any  safe  and  suitable  calcium  salt  in 
lieu  of  specifying  the  calcium  salts  that 
may  be  used. 

(d^  Special  process  chemicals  Codex 
makes  no  provision  for  certain  alkaline 
chemicals  for  use  m  special  processes. 
The  U.S,  standard.  ?  155.170'a  •  (2>  (xii>, 
provides  for  the  use  of  sodium  carbonate, 
sodium  bicarbonate,  sodium  hydroxide. 
calcium  hydroxide,  magnesium  hydrox- 
ide, magnesium  oxide,  magnesium  car- 
bonate, or  any  mixture  or  combination 
of  these  in  such  quantity  that  the  pH 
of  the  canned  peas  is  not  more  than  8. 

These  alkaline  chemicals  were  pro- 
vided for  use  in  a  special  treatment  of 
the  peas,  known  as  the  Blair  process,  to 
aid  in  retaining  natural  color.  Based  on 
information  available  to  the  Commis- 
sioner, the  Blair  process  is  no  longer  used 
in  the  U.S.  The  Commissioner  therefore 
proposes  to  delete  these  chemicals  as 
optional  ingredients  from  the  US. 
standard. 

(e)  Flavoring  ar^  flavor  enhancers. 
Codex  permits  mint  essence  i3.2',  spices 


(2.1.1.2).  salt  (2.1.1.1'.  and  monosodium 
glutamate  i3.1>.  but  makes  no  further 
provision  for  flavors  or  flavor  enhancers. 
The  US.  standard  §  155.170(a"2) . 
states  that  salt,  monosodium  glutamate, 
disodium  inosinate.  disodium  guanylate. 
hydrolyzed  vegetable  protein,  autolyzed 
yeast  extract,  spice,  and  flavormg  (ex- 
cept artificial '  may  be  used. 

The  Commissioner  proposes  no  change. 
7.  LaJbehng. —  ia>  Name  of  food  Codex 
'7.1.1  and  7.1.3'  states  tha-  the  name 
of  the  product  shall  be  "Pea..."  "Green 
Peas.  '  "Garden  Peas,"  "Green  Garden 
Peas."  "Early  Peas  "  "Sweet  Peas."  "Petit 
Pols,"  or  the  equivalent  description  used 
m  the  countr>-  where  sold,  and  may  in- 
clude the  type  of  peas  "round  seeded." 
"smooth  seeded."  or  "wrinkled  seeded." 
The  US  standard.  §  155.170(ai  '4'  and 
(6).  establishes  the  name  of  the  f(xxl 
as  "peas,"  accompanied  by  the  term 
"early."  "June,"  "early  June,"  "sweet." 
"sweet  wrinkled."  or  "sugar"  as 
appropriate. 

The  Commissioner  does  not  believe 
that  the  adjective  "garden"  is  appro- 
priate for  a  farm  product  grown  in 
commercial  operations  He  also  is  of  the 
opinion  that  the  term  "petit  pois".  al- 
though an  acceptable  name  for  pees  m 
French,  has  long  connoted  very  small 
peas  to  the  American  consimier.  This 
view  was  officially  expressed  as  long  ago 
as  February  14.  1923  'Service  and  Reg- 
ulatory Announcement  28 ' ,  and  has  been 
reaffirmed  many  times.  He  understands 
that  round  seeded  or  smooth  seeded  peas 
are  regarded  by  some  American  con- 
.■^umers  as  less  desirable  than  wrinkled 
seeded  or  sweet  varieties,  although  others 
may  prefer  them.  In  either  case,  he  be- 
lieves that  they  would  wish  to  be  in- 
formed when  the  peas  are  of  the  smooth 
.•^eeded  type.  The  Commissioner  proposes 
to  adopt  nomenclature  corresponding  to 
that  provided  in  §  158  170'ai  (3»  '21  CFR 
158.170(ai  (3'.  formerly  §  50.2(c'  ' .  prior 
to  recodification  published  in  the  Fed- 
eral Register  of  March  15,  1977  (42  PR 
14302)  >  for  frozen  peas;  "The  name  of 
the  product  is  'peas.'  The  term  'early.' 
•June."  or  "early  June  shall  precede  or 
follow  the  name  in  the  case  of  sm(X)th- 
skin  or  substantially  smooth-skin  peas, 
such  as  Alaska -type  peas  Where  the 
peas  are  of  sweet  green  wTinkled  varie- 
ties, the  name  may  include  the  designa- 
tion 'sweet,'  'green,'  'wrinkled,'  or  any 
combination  thereof."  The  Commissioner 
further  proposes  to  state  that  the  term 
■'petit  pois"  may  be  used  when  an  aver- 
age of  80  percent  or  more  of  the  peas 
will  pass  through  a  circular  opening  of 
a  diameter  of  8  75  millimeters  imm» 
1 0.34  inch '  for  sweet  green  wTinkled  peas 
and  8.2  mm  '0.32  inch'  for  smooth-skin 
or  substantially  smooth-skin  peas,  such 
as  Alaska -type  peas. 

'b'  Hybrids.  Neither  Codex  nor  the 
US  standard  provides  specific  provi- 
sions for  the  labeling  of  hybrids. 

Hybrids  have  been  widely  developed 
and" are  in  use  in  the  U.S.  "Hiey  often 
represent  products  of  improved  eating 
quality  or  have  other  desirable  charac- 
teristics. The  Commissioner  proposes 
that  for  smooth-skin  peas,  such  as  Alas- 
ka-type peas,  or  hybrids  having  similar 
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characteristics,  the  term  "early."  "June," 
or  "early  June"  shall  precede  or  follow 
the  name  of  the  food.  The  Commissioner 
further  proposes  that  for  hybrids  having 
characteristics  similar  to  the  sweet  green 
wrinkled  varieties,  the  name  of  the  food 
may  include  the  designation  "sweet," 
"green."  "wrinkled."  or  any  combination 
thereof. 

ic>  Characterizing  ingredients.  Codex 
'7.1  2'  requires  any  sauce,  seasoning  or 
flavoring  that  characterizes  the  product 
to  be  declared  as  part  of  the  name,  or 
in  close  proximity  thereto.  Tlae  U.S 
standard.  §  155.170<ai  <  6  >,  has  essentially 
the  same  labeling  requirement 

The  Commissioner  proposes  no  change. 

idi  Type  of  pack.  Codex  i7.6  1'  pro- 
vides that  when  the  product  is  "vacuum 
pack,"  this  fact  shall  be  stated  on  the 
label.  The  present  U.S  standard  does 
not  refer  to  vacuum  pack  peas. 

The  Commissioner  is  of  the  opinion 
that  such  a  pack,  although  permitted  by 
the  language  of  the  present  standard  and 
packed  in  limited  quantity  in  the  United 
States,  is  sufficiently  unusual  to  the  av- 
erage consumer  to  require  special  label- 
ing. He  therefore  proposed  to  update  the 
U.S   standard  to  conform  with  Codex 

lei  Artificial  coloring.  The  U.S  stand- 
ard. 5  155  170*ai  i5  I .  requires  that 
canned  artificially  colored  peas  bear  the 
statement  "Below  Standard  in  Quality 
Artificially  Colored."  Codex  contains  no 
such  labelmff  requirement 

The  Commissioner  notes  that  this  re- 
quirement IS  at  variance  with  every  other 
FDA  regulation  that  permits  the  use  of 
artificial  color,  and  he  is  of  the  opinion 
that  this  is  difRr-ult  to  justifv  now  when 
the  nutritional  and  organoleptic  quality 
of  the  peas  Ls  otherwi';e  acceptable.  The 
Commissioner,  therefore,  propases  to  de- 
lete the  requirement  that  artificially 
colored  peas  be  labeled  "Below  Standard 
in  Quality  Artificially  Colored"  and  to 
require  that,  if  any  color  additive  has 
been  added,  the  name  of  the  food  shall 
include  the  term  "artificially  colored." 

«f»  Lvit  of  ingredients  Codex  f7  2) 
calls  for  a  complete  list  of  ingredients  in 
descending  order  of  proportion,  except 
that  water  need  not  be  declared  The  U.S. 
standard,  5  155.170'a> '7i ,  requires  each 
of  the  optional  ingredients  to  be  declared 
as  prescribed  in  Part  101  '21  CFR  Part 
101,  formerly  Part  1,  p'.ior  to  recodifica- 
tion published  in  the  Federal  Register 
of  March  15,  1977  '42  FR  14302  >  >.  How- 
ever. 5  155  170tai  '  1  >  provides  for  water 
as  a  mandatorv  ingredient  and  it,  there- 
fore need  not  be  declared 

Because  the  CommLssinner  is  proposing 
to  provide  for  the  use  of  water  or  other 
suitable  aqueous  liquid  packing  medium, 
water  woiild  be  an  optional  ingredient. 
He  therefore  proposes  that  the  packing 
medium  shall  be  declared  in  accordance 
with  the  requirements  of  Part  101. 

Comparison  of  the  QfAi.iTV  Aspects  and 
Proposed  Course  or  Actions 

1  Color.  Codex  f2.2l)  requires  the 
peas  to  have  a  normal  color,  making  al- 
lowances for  added  ingredients,  includ- 
ing artificial  color  that  would  affect  the 
normal  color  The  USDA  voluntary  grade 


standard  states  that  the  peas  possess  a 
fairly  good  color  and  be  fairly  free  from 
peas  that  materially  detract  from  the 
overall  color  appearance,  including  so- 
called  "blond"  or  "cream  colored"  peas. 
The  U.S.  standard,  §  155.170<b)  (1)  (ii). 
states  that  "Standard  canned  peas  are 
normally  colored,  not  artificially  col- 
ored." 

For  the  reasons  set  out  in  paragraph 
7.e.  above  in  this  preamble,  the  Commis- 
sioner proposes  to  delete  this  statement 
from  the  U.S.  standard  of  quality.  Fur- 
ther, he  proposes  to  delete  the  related 
requirement  in  §  155.170(b)  (3)  (ii>  as  It 
concerns  substandard  labeling. 

2.  Flavor.  Codex  (2.2.3)  requires  the 
peas  to  have  a  normal  flavor,  allowing 
for  the  effect  of  other  permitted  ingredi- 
ients  The  USDA  voluntary  grade  stand- 
ard requires  the  peas  of  minimum  quality 
to  have  a  'fairly  good  flavor."  The  U.S. 
standard  does  not  refer  to  normal  flavor. 

An  abnormal  flavor  would  connote 
spoilage,  contamination,  or  other  abnor- 
mal conditions  that  are  not  considered  a 
part  of  food  standards  under  section  401 
of  the  Federal  Food,  Drug,  and  Cosmetic 
Act  <21  U.S.C,  3411,  but  which  are  dealt 
with  under  other  sections  of  the  act. 

The  Commissioner  therefore  proposes 
no  change.  3.  Viscosity  of  packing  me- 
dium. Codex  (2.2.2)  requires  that  the 
packing  medium  shall  separate  from  the 
peas  at  20  C  '68  Fi  and  that  it  shall 
not  have  a  foreign  color  or  appearance. 
The  USDA  grade  standard  provides  that 
the  peas  shall  have  "fairly  good  liquor," 
which  may  be  very  cloudy  with  a  pro- 
nounced accumulation  of  sediment.  It 
may  be  dull,  but  not  off-color,  and  vis- 
cous, but  not  so  viscous  that  the  liquor 
will  not  separate  from  the  peas.  The  U.S. 
standard  makes  no  reference  to  the  vis- 
cosity or  appearance  of  the  packing 
medium, 

A  very  viscous  packing  medium  is  usu- 
ally indicative  of  over-mature  peas, 
which  can  be  better  evaluated  by  the 
test  for  alcohol-insoluble  solids  that  is 
discussed  elsewhere  in  this  document. 
The  Commissioner  therefore  does  not 
propo.se  to  adopt  the  Codex  requirement. 

4.  Tenderness.  Codex  (2.2.4)  requires 
that  the  peas  shall  be  reasonably  ten- 
der, but  does  not  specify  how  much  ten- 
derness is  to  be  measured.  The  U.S. 
standard.  J  155.170(b)  (1)  (vi),  states 
that  "not  less  than  90  percent  by  count 
of  the  peas  in  the  container  are  crushed 
by  a  weight  of  not  more  than  907.2 
grams  '  2  pounds)  "  applied  in  accordance 
with  a  detailed  specified  procedure 
I  §  155  170(bi  i2>  'lv>  t .  The  USDA  grade 
standards  incorporate  the  same  require- 
ment by  reference. 

The  procedure  requires  special  ap- 
paratus that  is  no  longer  listed  in  sup- 
ply catalogs.  Furthermore,  excessively 
hard  peas  will  usually  fail  to  meet  matu- 
rity requirements,  hence  an  objective 
te.>t  for  hardness  is  not  essential.  The 
Commissioner  therefore  proposes  to 
amend  the  "US.  standard  to  delete  the 
specific  criterion  for  hardness  and  the 
method  of  measuring  it. 

5  Maturity.  Codex  (2.2.4»  provides 
that  the  alcohol-insoluble  solids  (A.I.S.) 


content  of  the  peas  shall  not  exceed  21 
percent  for  all  types.  The  US.  standard. 
§  155.170(b)  (D  (vii>  (cross-referenced  by 
the  USDA  grade  standard*,  states  that 
the  alcohol -insoluble  solids  content  of 
Alaska  or  other  smooth-skin  varieties  is 
not  more  than  23.5  percent  and  that  of 
sweet,  wrinkled  varieties  is  not  more 
than  21  percent. 

The  Commissioner  notes  that  the  high- 
er figure  (23.5  percent)  was  established 
many  years  ago  to  pjermit  Alaska-type 
peas  grown  and  packed  in  great  volume 
on  the  Eastern  Shore  of  Maryland,  in 
Delaware,  in  Tidewater  Virginia,  and  in 
adjacent  areas  to  conform  to  the  stand- 
ard. The  cultural  practices  used  and  the 
hot  weather  there  in  latg  May  and  early 
June  caused  the  peas  to  develop  high 
A.I.S.  very  rapidly,  and  it  was  imprac- 
ticable to  pack  them  in  the  volume  pro- 
duced before  a  substantial  proportion 
had  developed  A.I.S.  approaching  or  ex- 
ceeding 23.5  percent.  The  Commission- 
er is  of  the  opinion  that  that  situation 
no  longer  prevails.  The  eastern  areas 
that  formerly  packed  great  quantities  of 
Alaska-type  peas  no  longer  do  so.  the 
entire  pack  of  such  peas  in  the  entire 
eastern  U.S.  l)eing  only  304.000  cases  in 
1975  out  of  a  national  pack  of  6.527,000 
cases  of  "Alaska"  and  28,723.000  cases 
of  "sweet"  types  of  peas.  He  therefore 
believes  that  with  such  diminished  pro- 
duction, it  mav  be  feasible  to  pack  Alas- 
ka-type peas  before  they  develop  A  IS 
cbove  21  percent.  The  Commissioner 
proposes  to  amend  the  quality  standard 
to  establish  a  maximum  of  21  percent 
A.I.S.  for  all  types  of  peas, 

6.  Defects  and  allovxinces  Codex 
•  2.2.5)  incorporates  a  table  prescribing 
numerical  limits  for  specified  defects  as 
follows: 


5  percent  by  weight  of  the 
drained  peas. 

1  percent  by  weight  of  the 

drained   peas 

10  percent  by  weight  of  the 
drained    peas 

2  percent  by  weight  of  the 
drained  peas 

05    percent    by   weight   of 
the  drained  peas 


8.  Blemished 

peas 
b  Seriously 

blemished 

peas. 

c.  Pea 
fragments 

d.  YeUow  peas 

e  Extraneous 
plant 
material 

The  total  of  the  above  defects  also  may 
not  exceed  12.0  percent  by  weight  of  the 
drained  peas. 

The  U.S.  standard,  S  155.170<b)  (1) , 
allows: 

(a)  Not  more  than  4  percent  by  count 
of  spotted  or  discolored  peas  in  the  con- 
tainer. 

(b)  Not  more  than  10  percent  of  the 
drained  weight  of  peas  in  the  container 
to  be  pieces  of  peas. 

(c)  Not  more  than  25  percent  by  count 
of  the  peas  in  the  container  to  be  rup- 
tured to  a  width  of  one-sixteenth  inch 
or  more. 

(d)  Not  more  than  one-half  of  1  per- 
cent of  the  drained  weight  of  the  peas 
to  be  harmless  extraneous  vegetable 
material. 

In  the  opinion  of  the  Commissioner, 
the  Codex  defect  action  levels  are  rea- 
sonable. The  limitation  for  ruptured 
peas,  having  a  break  in  the  skin  of  one- 
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sixteenth  inch  (16  millimeter)  or  more, 
was  written  into  the  U.S.  standard  for 
canned  peas  as  a  means  of  identifying 
and  restricting  the  presence  of  over- 
mature peas.  The  alcohol-insoluble  solids 
requirement,  as  discussed  in  paragraph 
5.  above  in  thi.'^  preamble,  is  aLso  con- 
cerned with  the  maturity  of  canned  peas. 
The  limitation  on  ruptured  peas  was 
subsequently  adopted  by  a  regulation 
pubh.'=hed  in  the  Federal  Register  of 
September  13.  1972  (37  FR  18527^  as 
part  of  the  standard  of  quality  for 
canned  dry  Peas.  The  alcohol -insoluble 
solicL'^  requirement  however,  was  not 
adopted-  as  part  of  the  standard  for 
carmed  dr\'  peas.  The  Commissioner 
notes  that  ruptured  peas  are  now  sel- 
dom encountered  in  commercial  packs 
of  canned  peas.  In  the  opinion  of  the 
Commissioner,  however,  the  limitation 
on  ruptured  peas  should  be  retained  as 
part  of  the  canned  dry  pea  quality  stand- 
ard. The  Commissioner  therefore  pro- 
poses to  adopt  the  Codex  defect  action 
levels  for  canned  peas  and  canned  dry 
peas.  He  further  proposes  to  retain  the 
present  limitation  on  ruptured  peas  in 
canned  dry  peas.  He  also  proposes  to 
adopt,  as  far  as  practicable  and  in  the 
interest  of  consistency,  the  more  com- 
plete defininons  for  defects  in  the  stand- 
ard of  quality  for  frozen  peas  (§158.170 
(b)). 

7.  Acceptance.  Codex  (2.2.7)  provides 
for  acceptance  of  a  lot  of  canned  peas 
as  meeting  the  quality  requirements 
when  the  number  of  "defectives"  as 
defined  in  Codex  subsection  2  2  6.  does 
not  exceed  the  acceptance  number  'ci 
of  the  appropriate  sampling  plans  in 
the  "Sampling  Plans  for  Prepackaged 
Food';  '1969'  (Acceptable  Quality  level — 
6.5) ."  The  U.S.  standard,  which  does  not 
contain  statistical  sampling  plans,  is 
ba-^ed  on  the  premise  that  each  container 
either  does  or  does  not  meet  the  re- 
quirements of  the  standard,  and  accept- 
ance or  rejection  of  a  lot  is  left  to  ad- 
ministrative judgment  and  discretion. 

The  Commissioner  believes  that  a  sta- 
tistical sampling  plan  will  provide  the 
consumer  and  manufacturer  with  a  more 
informative  criterion  of  the  requirements 
that  products  must  meet.  The  Commis- 
sioner, therefore,  proposes  to  adopt  sta- 
tistical sampling  plans  ba.sed  on  Codex 
for  determining  compliance  with  provi- 
sions of  the  quality  standard. 

Comparison  of  Fill  of  Container 
Aspects  and  Proposed  Course  of  Actions 

1.  Minimum  fiU.  Codex  te.ll'  requires 
that,  except  in  the  case  of  vacuum  pack 
peas,  the  peas  and  packing  medium  shall 
occupy  not  less  than  90  percent  of  the 
water  capacity  of  the  container  The  US. 
standard  has  no  corresponding  require- 
ment. 

The  Commissioner  proposes  to  adopt 
the  Codex  requirement  to  ensure  a  well- 
filled  container. 

2.  Drained  weight.  Codex  <  6.1.2  1)  re- 
quires the  drained  weight  of  the  product 
to  be  not  less  than  60  percent  of  the 


weight  of  distilled  water  at  20  C  <68  F' 
which  the  sealed  container  will  hold 
when  completely  filled.  The  US  stand- 
ard. §  155.170<cMl) ,  and  Codex,  as  an 
alternative  to  the  drained  v.eight  re- 
quirement 16.1.3.1  and  8.3'.  provide  that 
canned  peas  will  comply  with  the  stand- 
ard of  fill  if  the  peas,  when  poured  from 
the  opened  original  container  and  re- 
turned immediately  thereto  together 
with  the  packing  medium  completely 
fill  the  container 

The  Food  and  Drug  Admmistration  is 
in  the  proccs;;  of  obtainmg  data  t-o  sup- 
port a  specific  drained  weight  require- 
ment in  the  U.S  standard.  The  Commis- 
sioner therefore  propo6?s  no  change 
relative  to  a  specific  drained  weight  re- 
quirement in  tlie  U.S.  standard. 

3.  Acceptance.  Co6e\  i6.1  12>  employs 
statistical  sampling  plans  to  determine 
compliance  with  the  minimum  fill  re- 
quirement and  the  alternative  '6  132 
drained  weight  procedure  but  determines 
drained  weight  compliance  '6.1  2.2 >  on 
the  basis  of  the  average  of  all  containers 
e>camined.  The  U.S.  standard  does  not 
use  statistical  sampling  plans. 

The  Commissioner  proposes  to  deter- 
mine compliance  by  means  of  the  sta- 
tistical sampling  plans,  as  discus.'^ed 
above,  for  minimum  fill  and  for  the  pro- 
cedure based  upon  pouring  the  peas  and 
liquid  out  and  back  again  into  the  origi- 
nal container. 

Since  the  samphnp  plans  and  accept- 
ance prcx-edures  for  the  determination 
of  compliance  with  quality  and  fill  of 
container  standards  are  set  out  in  pro- 
posed ?  155  3  Definitions  to  app:*  to  all 
of  Part  155.  the  Commissioner  proposes 
to  delete  (by  cross-reference)  such  plans 
and  procedures  from  §  155  120  Canned 
green  beans.  8  155.130  Canned  corn,  and 
§  155.190  Canned  tomatoes  (21  CFR 
155  120.  155.130  and  155.190.  formerly 
n  51.10,  51.11,  51.20.  51.21,  5122.  and 
53.40.  53.41.  53.42,  prior  to  recodifica- 
tion published  in  the  Feder.al  Register 
of  March  15,  1977  -42  FR  14302'  '. 

The  Commis,sioner  has  considered  the 
environmenul  effects  of  the  issuance  or 
amendment  of  food  standards  and  has 
concluded  in  §25. Id)  (4'  (21  CFR  25.1 
(d)  (4)  formerly  5  6  Kd'  (4i.  prior  to  re- 
codification published  in  the  Federal 
Register  of  March  22.  1977  '42  FR 
15553) )  that  food  standards  are  not 
major  agency  actions  significantly  af- 
fc-cting  the  quality  of  the  human  en- 
vironment. Therefore,  an  environm.ental 
impact jiStement  is  not  required  for  this 
propos^ 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sees.  -'01.  701 
ei.  52  Stat.  1046  as  amended.  70  Stat. 
919  as  amended  '21  U.SC.  341.  371'e'  )  ' 
and  under  authority  delegated  to  the 
Commissioner  '21  CFR  5.1'.  it  is  pro- 
posed that  Part  153  be  amended  as  fol- 
lows : 

1,  In  Subpart  A  by  adding  a  new  sub- 
part heading  and  new  §  155  3  to  read  as 
follows : 


Subpart  A — General  Provisions 
§  155.3       I)efinilion>. 

For  the  purposes  of  this  part  (a) 
The  procedure  for  determining  drained 
weight  is  set  forth  in  the  "OflBcial  Meth- 
ods of  .Analysis  of  the  Association  of 
Official  Anal.vtical  Chemists."  12  Ed., 
32  001.  p  597.' 

'b'  Compliance  means  the  following: 
Unless  otherwise  provided  in  a  standard, 
a  lot  of  canned  \egetables  shall  be 
deemed  in  compliance  for  the  following 
factors,  to  be  determined  by  the  sam- 
pling and  acceptance  procedure  as  pro- 
vided in  paragraph  (C  of  this  section, 
namely : 

(1)  Quality  The  quality  of  a  lot  shall 
be  considered  acceptable  when  tl'.e  num- 
ber of  defectives  does  not  exceed  the 
acceptance  number  'c  in  the  sampling 
plans. 

(2>  FiU  of  container.  A  lot  shall  be 
deemed  to  be  in  compliance  for  fill  of 
container  packing  medium  and  vege- 
table ingredient'  when  the  number  of 
defectives  does  not  exceed  the  accept- 
ance number  (c)  in  the  sampling  plans. 
(3*  Drained  weight  A  lot  shall  be 
deemed  to  be  In  compliance  for  drained 
weight  based  on  the  average  value  of  all 
samples  analj'zed  according  to  the  sam- 
pling plans. 

'O  The  sampling  and  acceptance  pro- 
cedure means  the  following: 

'1'  Definitions — d'  Lot.  A  collection 
of  primary  containers  or  units  of  the 
same  size.  type,  and  style  manufactured 
or  packed  under  slmiliar  conditions  and 
handled  as  a  single  unit  of  trade. 

(ii)  Lot  size.  The  number  of  primary 
containers  or  units  in  the  lot. 

(iii)  Sample  size.  The  total  number 
of  sample  units  drawn  for  examination 
from  a  lot 

(iv)  Sample  unit  A  container,  a  por- 
tion of  the  contents  of  a  container,  or 
a  composite  mixture  of  product  from 
small  containers  that  is  sufficient  for 
the  examination  or  testing  as  a  single 
unit.  For  fill  of  container,  the  sample 
unit  shall  be  the  entire  contents  of  the 
container. 

ly)  Defective.  Any  sample  unit  shall 
be  regarded  as  defective  when  the 
sample  unit  does  not  meet  the  criteria 
.<;et  forth  in  the  standards. 

<vi)  Acceptance  number  ic.  The 
maximum,  number  of  defective  sample 
units  perm.itted  in  the  sample  in  order 
to  consider  the  lot  as  meeting  the  sp>eci- 
fied  requirements. 

(vii)  Acceptable  Quality  level  AQL) . 
The  maximum  percent  of  defective  sam- 
ple units  permitted  in  a  lot  that  will  be 
accepted  approximately  95  percent  of 
the  tune. 

(2)    Sampling  plans. 


'Copies  may  be  obtained  from:  Associa- 
tion of  Official  Analytical  Chemists,  P  O. 
Box  540.  Benjamin  PranlcUn  Station,  Wash- 
ington. DC  20044. 
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Lot     sire     fprlirary    con- 
tainers) 


8iie  of  container 


Net  weifiht  etiual  to  or  les.s 
thanl  k(!(2.21b) 


4,800orless IS  2 

4.801  to  24.<X» 21  3 

24,(10110  48.000 »  4 

48.0fil  to  M.OOO 4S  6 

84.001  to  144.000    M  9 

144,001  to  240.000 128  13 

Over  240,000 200  19 

Net  weight  greater  than  1 
kg  (2.2  lb)  but  not  more 
than  4.5  kg  (10  lb) 

•  c 

2,400orless 13  2 

2.401  to  15,000    21  3 

l.i.OOl  to  24.000 28  4 

24,001  to  42.000 48  6 

42,001  to  72.000 84  9 

72.001  to  120.000 138  13 

Over  120.000 300  19 

Net   weight  greater  than 

4.5  l£g  (10  lb) 

n  c 

eoOorless 13  2 

eOltoJ.OOO   21  3 

2.001  to  7,200      38  4 

7.301  to  15.000   48  e 

15.001  to  24.000 84  9 

24,001  to  42,000    128  13 

Over  42,000 300  19 


n  -  number  of  prlm«ry  conuiners  in  sample 

f  "acceptance  number. 

2.    In    Subpart    B:     a.    By    revising 
S  155.120<b)  i3>   to  read  as  follows: 

§  l.i.j.  I2(>      <  tinned      grtt-n      beans      and 
raiHii'd  Hax  bt-ans. 


(b)    *   •  • 

'3>  Determine  compliance  as  specified 
in  §  155  3ib'  except  tiiat  a  lot  shall  be 
deemed  to  be  in  compliance  for  ex- 
traneous plant  material  based  on  an 
average  of  all  the  containers  examined 

•  *  •  •  • 

b.  By  revising  §  155.130(b)  (4>  and 
<  c  1 1 2 )  to  read  as  follows ; 

§  155.1.30      Canned  rorn. 

•  •  •  •  • 

(b)   •  •   • 

(4)  Determme  compliance  as  speci- 
fied in  §  155.3(b». 


(c)    •   •   • 

(2>  Determine  compliance  as  speci- 
fied in  S  155.3'b>. 

•  •  •  •  • 

c.  By  revising  §  155.170  to  read  as 
follows ; 

§  155.170      Canned  pras. 

<a)  Identity — 'i'  Definition  Canned 
peas  IS  the  food  prepared  from  fresh  or 
frozen  succulent  seed.s  of  the  pea  plant 
of  the  species  Pisiim  sativum  L  but  ex- 
cluding the  subspecies  macrocarpum . 
Only  sweet  wrinkled  varieties,  smooth- 
skin  varieties,  or  hybrids  thereof  may  be 
used  The  product  is  packed  with  water 
or  other  suitable  aqueous  liquid  medium 
to  which  may  be  added  one  or  more  of 
the  other  optional  ingredients  set  fortli 
in  paragraph  i  a »  '  2 1  of  this  section.  Such 
food  Ls  sealed  in  a  container  and.  before 
or  after  sealing.  Ls  so  processed  by  heat 
as  to  prevent  spoilage 


^2 1  Optional  ingredients  In  addition 
to  the  optional  packing  media  provided 
for  in  paragraph  (a>  'l'  of  this  section, 
the  following  safe  and  suitable  optional 
ingredients  may  be  used: 

li)   Salt. 

(ii)   Monosodium  glutamate 

(iii»   Disodium  inosinate. 

(iv>   Disodium  guanylate 

fy)   Hydrolized  vegetable  protein. 

(vi)   Autolyzed  yeast  extract. 

fvii)   Nutritive   carbohydrate   sweet- 
eners. 

(viii)   Spice. 

(ix  I   Flavoring  (except  artificial) . 

(X)   Color  additives. 

(xi)  Calcium  salts,  the  total  amount 
of  which  added  to  firm  the  peas  shall  not 
result  in  more  tiian  350  milligrams/kilo- 
gram (0.01  ounce  2.2  pounds)  of  calcium 
in  the  finished  food. 

(xiii   Seasonings  and  garnishes. 

(a>  Pieces  of  green  or  red  peppers  or 
mixtures  of  both,  either  of  which  may  be 
dried,  or  other  vegetables  not  exceeding 
in  total  15  percent  of  the  drained  weight 
of  the  finished  food. 

I  b  I  Lemon  juice  or  concentrated  lemon 
juice. 

ic)  Mint  leaves. 

(d)  Butter  or  margarine  In  a  quantity 
not  less  than  3  perceut  by  weight  of  the 
finished  food,  or  other  vegetable  or  ani- 
mal fats  or  oils  in  a  quantity  not  less  than 
2  4  pecent  by  weight  of  the  finished  foods. 
When  butter,  margarine  or  other  vegeta- 
ble or  animal  fats  or  oils  are  added, 
emulsifiers  or  stabilizers  or  both  may  be 
added,  but  no  color,  spice  or  flavoring 
simulating  the  color  or  flavor  imparted 
by  butter  or  margarine  may  be  used. 

'3'  Labeling,  (ii  The  name  of  the 
product  is  "peas".  The  term  "early". 
"June",  or  "early  June"  shall  precede  or. 
follow  the  name  in  the  case  of  smooth- 
skm  or  .substantially  smooth-skin  peas, 
such  as  Alaska-type  peas  or  hybrids  hav- 
ing similar  characteristics.  Where  the 
peas  are  of  sweet  green  wrinkled  varieties 
or  hybirds  having  similar  characteris- 
tics, the  name  may  include  the  designa- 
tion "sweet",  "green",  "wrinkled",  or  any 
combination  thereof.  The  term  "petit 
pois"  may  be  used  in  conjimction  with 
the  product  name  when  an  average  of 
80  percent  or  more  of  the  peas  will  pass 
through  a  double  circular  opening  of  a 
diameter  of  8.75  millimeters  (0.34  inch) 
for  sweet  green  wrinkled  peas  and  8.2 
millimeters  1 0.32  inchj  for  smooth-skin 
or  substantially  .s.nooth-skin  peas,  such 
as  Alaska-type  peas.  If  any  color  addi- 
tive has  been  added,  the  name  of  the  food 
shall  include  the  term  "artificially 
colored." 

( ii  >  The  following  shall  be  included  as 
part  of  the  name  or  in  close  proximity 
to  the  name  of  the  food: 

(0  1  A  declaration  of  any  flavoring  that 
characterizes  the  product,  as  specified  in 
§  101.22  of  this  chapter 

'  b  I  A  declaration  of  any  spice,  season- 
ing, or  garnishing  that  characterizes  the 
product,  eg.,  "seasoned  with  green  pep- 
pers", "seasoned  with  butter",  "seasoned 

with oil",  the  blank  to  be  filled  in 

with  the  common  or  usual  name  of  the 
oil.  "with  added  spice",  or,  in  lieu  of  the 


word  spice,  the  common  or  usual  name 
of  the  spice. 

(c)  The  words  "vacuum  pack"  or 
"vacuum  packed"  when  the  weight  of  the 
liquid  in  the  container,  as  determined  by 
the  method  prescribed  in  §  155.3 lai  is  not 
more  than  20  percent  of  the  net  weight, 
and  the  container  is  closed  under  condi- 
tions creating  a  high  vacuum  in  the  con- 
tainer. 

(4)  Ingredient  statement.  Each  of  the 
optional  ingredients  used  shall  be  de- 
clared on  the  label  as  required  by  the 
applicable  sections  of  Part  101  of  this 
chapter. 

(b>  Quality  Q»  The  standard  of  qual- 
ity for  canned  peas  is  as  follows: 

([)•  Blond  peas.  Not  more  than  2  per- 
cent of  the  drained  weight  is  blond  peas, 
i.e.,  yellow  or  white  but  edible  peas: 

(11)  Blemished  peas.  Not  more  than  5 
percent  of  the  drained  weight  is  blem- 
ished peas,  i.e..  slightly  stained  or  spotted 
peas: 

(ill)  Seriously  blemished  veas.  Not 
more  than  1  percent  of  the  drained 
weight  is  seriously  blemished  peas,  i.e., 
peas  that  are  hard,  shrivelled,  spotted. 
discolored  or  otherwise  blemished  to  an 
extent  that  the  appearance  or  eating 
quality  is  seriously  affected: 

(iv)  Pea  fragments.  Not  more  than  10 
percent  of  the  drained  weight  is  pea  frag- 
ments, i.e.,  portions  of  peas,  separated  or 
individual  cotyledons,  crushed,  partial  or 
broken  cotyledons  and  loose  skins,  but 
excluding  entire  intact  peas  with  skins 
detached; 

(v)  Extraneous  vegetable  material.  Not 
more  than  0.5  percent  of  the  drained 
weight  is  extraneous  vegetable  material. 
i.e.,  vine  or  leaf  or  pod  material  from  the 
pea  plant  or  other  such  material: 

(vl)  Alcohol-insoluble  solids.  The  alco- 
hol-insoluble solids  may  not  be  more 
than  21  percent  based  on  the  pr(x:ediu-e 
set  forth  in  the  "Official  Methods  of 
Analysis  of  the  Association  of  Official 
Analytical  Chemists,"  12th  Ed..  32.006. 
p.  597.' 

(vil)  Limitation.  The  stun  of  the  pea 
material  described  in  paragraphs  (b>  (1» 
(i),  (ii'.  (ill),  (ivi  and  ivi  of  this  sec- 
tion shall  not  exceed  12  percent. 

(2)  Determine  compliance  as  specified 
in  5  155.3(b). 

(3)  If  the  quality  of  canned  peas  falls 
below  the  standard  prescribed  in  para- 
graph (b)(1)  of  this  section,  the  label 
shall  bear  the  general  statement  of  sub- 
standard quality  specified  in  §  130.14'a) 
of  this  chapter,  in  the  manner  and  form 
therein  specified;  but  in  lieu  of  such  gen- 
eral statement  of  substandard  quality 
when  the  quality  of  canned  peas  falls  be- 
low the  standard  in  only  one  respect,  the 
label  may  bear  the  alternative  statement 

"Below  standard  in  quality   ".   the 

blank  to  be  filled  in  with  the  words  speci- 
fied after  the  corresponding  subpara- 
graph number  of  paragraph  ib»  1)  of 
this  section  which  such  canned  peas  fail 
to  meet,  as  follows:  (i)  "Excessive  blond 


'  Copies  may  be  obtained  from :  Association 
of  Official  Analytical  Chemists.  PO  Box  540. 
Benjamin  Franklin  Station.  Washington,  DC. 
20044. 
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peas";  'iD  ''Excessive  blemished  peas": 
<iii»  "Excresive  seriously  blemished 
peas";  'iv^  "Excessive  pea  fragments ': 
.v>  "Excessive  vegetable  material":  'vi' 
"Excessively  mealy"  Such  alternative 
statement  shall  immediately  and  con- 
spKuously  precede  or  follow,  without  in- 
tervening written,  printed,  or  graph tc 
matter,  the  name  "peas  '  and  any  words 
and  statements  required  or  authorized  to 
appear  with  such  name  by  paragraph  <a ' 
(3    of  this  section. 

ic '  Fill  o1  container.  The  standard  of 
fill  of  container  for  canned  peas  is 

<  1 1  Except  in  the  case  of  vacuum  pack 
peas,  the  fill  of  the  pea  ingredient  and 
packing  medium.  a.s  determined  by  the 
general  method  for  fill  of  container  pre- 
scribed in  5  130  12 lb)  of  this  chapter  is 
not  less  than  90  percent  of  the  total  ca- 
pacity of  the  container 

(2i  The  drained  weight  of  the  prod- 
uct will  be  met  if.  when  the  peas  and 
liquid  are  removed  from  the  container 
and  returned  thereto,  the  leveled  peas 
(irrespective  of  the  quantity  of  the  liq- 
uid i.  15  seconds  after  they  are  so  re- 
turned. ccHTipletely  fill  the  container  A 
container  with  lid  attached  by  double 
seam  shall  be  considered  to  be  complete- 
ly filled  when  it  is  filled  to  5  millimeters 
■  three-sixteenths  inch,  vertical  distance 
below  the  top  of  the  double  seam;  and 
a  glass  container  shall  be  considered  to 
be  completely  filled  when  it  is  filled  to  13 
millimeters  <  one-half  inch )  vertical  dis- 
tance below  the  top  of  the  container. 

i3'  Determme  compliance  for  fill  of 
container  as  specified  in  5  155.3 (b'. 

(4)  If  canned  peas  fall  below  the 
standard  of  fill  of  container  prescribed 
m  paragraph  (c*  (3i  of  this  section,  the 
label  shall  bear  the  general  statement  of 
substandard  fill  specified  in  §  130.14' b' 
of  this  chapter,  in  the  manner  and  form 
therein  specified. 

d.  By  revising  §  155.172  to  read  as  fol- 
lows: 
§  155.172      Canned  drv  peas. 

(a)  Identity.  Canned  dry  peas  con- 
forms to  the  definition  and  standard  of 
identity,  and  is  subject  to  requirements 
fcH-  label  statement  of  optional  ingredi- 
ents prescribed  for  canned  peas  by  §  155- 
■  170ia> ,  except  that: 

1 1  ■  The  optional  pea  ingredient  is  the 
dry  seeds  of  the  pea  plant  of  the  species 
Pisum  sativum  L.  but  excluding  the  sub- 
species macrocorpiim. 

•  2  I  The  name  of  the  food  is  "cooked 
dry  peas"  or  "soaked  dry  peas".  The  op- 
tional terms  specified  by  §  155  170(a)  <3i 
"early".  "June",  "sweet".  "green", 
"wrinkled",  or  any  combination  thereof, 
shall  not  be  used  on  the  labels. 

<b  '  Quality.  <  1 )  The  standard  of  qual- 
ity for  canned  dry  peas  is  that  specified 
for  canned  peas  by  §  155.170(bi  except 
that: 

(i)  The  alcohol-insoluble  solids  maxi- 


mum   specified    in    J  155.170(b)  (1)  (ri) 
does  not  apply 

( ii)  The  skins  of  not  more  than  25  per- 
cent bv  count  of  the  peas  m  the  container 
are  ruptured  to  a  width  of  16  millimeters 
lO  06  inch  >  or  more. 

(2'  If  the  quality  of  canned  dn'  peas 
falls  below  the  standard  of  quality  pre- 
scribed by  paragraph  ib^  <1>  of  this  sec- 
tion, the  iabel  shall  bear  the  statement  of 
substandard  qualitj-  in  the  manner  and 
form  specified  in  ?  155  170>b» '3)  for 
canned  peas,  except  that  the  words  "Ex- 
cessively mealy"  shall  not  be  used 

I  c  »  Fill  of  container  '■  1  >  The  standard 
of  fill  of  container  for  canned  dr>-  peas 
IS  that  prescribed  for  canned  peas  by 
§  155.170.CI. 

i2>  If  canned  dry  peas  fall  below  the 
standard  of  fill  of  container  prescribed 
by  paragraph  (c»  (1 '  of  this  section,  the 
label  shall  bear  the  general  statement  of 
substandard  fill  specified  in  ?  130  14'bi 
of  this  chapter,  m  the  manner  and  form 
therem  specified. 

e   By  revising  §  155  190'bM3)  and  by 
redesignating  §  155.190'c)  i2 '   as  <c)t3) 
and  adding  a  new  paragraph  (c)(2)  to 
read  as  f  oUows : 
§  155.1*>0      C-inned  tomatoes. 


<b)    •  •  • 

1 3 )   Determine  compliance  as  speci- 
fied m  I  155.3(b'. 

.  •  •  •  • 

tc)    •  *  • 

(2)   Determine  compliance  for  fill-of- 
contamer  as  specified  in  §  155. 3<b). 

• 

Interested  persons  may.  on  or  before 
August  8,  1977,  submit  to  the  Hearing 
Clerk  1  HPC-20> .  Food  and  Drug  Admin- 
kstration,  Rra.  4-65.  5600  Fishers  Lane. 
Rockville.  MD  20857.  written  comments 
regarding  this  proposal.  Four  copies  of 
all  comments  shall  be  submitted,  except 
that  mdividuak  may  submit  single  copies 
of  comments,  and  shall  be  identified  with 
the  Hearing  Clerk  docket  number  found 
in  brackets  in  the  heading  of  this  docu- 
ment. Received  comments  may  be  seen  in 
the  above  office  between  the  hours  of  9 
a.m.  and  4  p.m..  Monday  through  Friday. 

The  Pood  and  Drug  Administration 
has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring 
preparation  of  an  economic  impact  state- 
ment under  Executive  Order  11821  and 
OMB  Circular  A-107. 

NoTT  — lucorporitlon  by  reference  provi- 
sions approved  by  the  Director.  OfBce  of  the 
Federal  Register,  March  11.  1976  Referenced 
material  is  on  file  In  the  Federal  Register 
library 

Dated:  May  25.  1977. 

Howard  R   Robekts, 

Acting  Director. 
r.ureau  of  foods. 

|FR  Doc.77-15769  Filed  6-6-77,8:45  am] 


DEPARTMENT  OF  LABOR 

Occupatiofwl  Safety  and   Health 
Administration 

[  29  CFR  Part  1910  ] 

I  Docket  No   H-005i 

PROPOSED    STANDARD    FOR    EXPOSURE 
TO   BERYLLIUM 

Intorrrval  Public  Hearing;  Amendrrtent  to 
Proposal;  Availability  o'  Tec hr>o logical 
Feasibility  and  Economic  Impact  Study 

AGENCY:  Occupational  Safety  and 
Health  Administration,  Department  of 
Labor. 

ACTION:  Notice  of  informal  heanng. 
and  avaUability  of  the  Technological 
Feasibihty,  Cost  of  Compliance,  and  Eco- 
nomic Impact  Study  and  Amendment  to 
Proposal. 

SUMMARY:  This  notice  scheduler  an 
informal  public  hearing,  concerning  the 
proposed  standards  for  occupational  ex- 
posure to  ber>llium,  amends  Uie  signs 
and  label;-,  paragraph  of  that  proposal 
and  announces  the  availability  of  the 
feasibility  study. 

The  purpose  of  holding  this  hearing  is 
to  receive  oral  testimony  on  all  relevant 
issues  concerrung  the  beryllium  proposal 
as  amended  including  the  technological 
feasibility,  to.'^t  of  compliance,  economic 
impact  study  and  draft  environmental 
impact  study  of  uie  proposed  beryllium 
standard. 

DATES  AD  written  comments  must  be 
submitted  by  July  7.  1977.  All  notices  of 
intention  to  appear  at  the  informal  pub- 
he  hearmg  must  be  filed  by  July  14.  1977. 

All  materials  which  will  be  introduced 
into  the  hearmg  record  must  be  received 
by  August  2.  1977 

Date  on  which  the  informal  public 
hearing  wUl  begin,  location  and  time  are 
as  follows 

August  16.  1977:  9:30  am.  at  New  De- 
partment of  Labor  Auditorium.  New 
Department  of  Labor  Building,  3rd 
and  Constitution  Avenue  NW..  Wash- 
ington DC  20210. 

ADDRESSES     Send  written  comments 

to: 

Occupational  Safety  and  Health  Ad- 
ministration. Docket  Officer.  Docket 
No  H-005.  Room  S-6212,  US.  De- 
partment of  Labor.  3rd  and  Constitu- 
tion Avenue  NW..  Washington,  DC. 
20210. 

Send  notices  of  intention  to  appear  to 

Occupational  Safety  and  Health  Ad- 
ministration. Consumer  Affairs  Of- 
fice. Docket  No.  H-O05.  Rm.  N-3635, 
US  Department  of  Labor.  3rd  and 
Constitution  Ave.  NW.,  Washington, 
DC  20210 
FOR  FLTITHER  INFORMATION  CON- 
TACT ; 

Tom    Hall.    Consumer    Affairs    OfBce 
I  above'.  i202>   523-8024. 
SUPPLEMENTARY       INFORMATION : 
On  October  17.  1975,  OSHA  published  m 
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the  Federal  Register  (40  FR  48814 >  a 
propased  standard  for  occupational  ex- 
posure to  benllmm  pursuant  to  the  au- 
thority in  sections  6ibi  and  So  of  the 
Occupational  Safety  and  Health  Act  of 
1970  '84  Stat.  1593,  1599:  29  U.S.C.  655. 
657'  and  Title  29.  Code  of  Federal  Reg- 
ulation.s  'CFRi  Part  1911. 

Interested  persons  were  given  until 
December  16.  1975  to  submit  written 
data,  views  and  arguments  on  the  pro- 
po.sal.  to  file  objections  and  request  a 
hearing  thereon.  At  the  request  of  sev- 
eral commenting  parties,  this  period  was 
subsequently  extended  until  Februarj-  2, 
1976  Over  150  written  comments  have 
been  received  including  approximately 
45  requests  that  a  public  rulemaking 
hearing  be  held. 

ISStJES 

The  preamble  to  the  proposed  stand- 
ard iLstvS  several  major  issues  as  likely 
to  be  of  significance  in  the  rulemaking 
proceeding  (40  FR  48814'.  They  are  as 
follows : 

1  The  selection  of  the  time-weighted 
average  and  ceiling  limits,  and  the  tech- 
nological feasibility  of  compliance  with 
the  permissible  exposure  limit  of  1.0 
Mg  m'. 

2  OSHA's  regulatory  decision,  ba'^ed 
largely  on  animal  data,  to  treat  beryl- 
lium as  a  substance  that  poses  a  car- 
cinogenic risk  to  man.  ^ 

3  Whether  human  evidence  suggests 
that  beryllium  exposure  causes  cancer 
in  man. 

4.  The  provisions  for.  among  other 
things,  regulated  areas,  employee  ex- 
posure measurements,  compliance  pro- 
cedures, medical  surveillance,  protective 
equipment  and  clothing,  hygiene  facili- 
ties,  and   recordkeeping. 

5.  The  appropriatene.ss  of  the  record- 
keeping and  similar  requirements  as 
applied  to  small  employers  and  those 
with  transient  workforces. 

6  The  determination  as  to  what  em- 
ployment protection  can  or  should  be 
afforded  workers  who  are  removed  from 
their  present  jobs  as  a  result  of  the 
medical  surveillance  program 

7  The  environmental  and  inflationary 
impacts  of  the  proposal. 

8  The  determination  of  the  appro- 
priate sampling  method  to  be  used  for 
determining  compliance. 

Comments  and  Information  were 
sought  on  these  and  any  other  issues 
raised  by  the  proposal. 

Several  issues,  which  were  not  ex- 
pressly raised  by  OSHA  in  the  proposal. 
have  been  raised  by  commenters 

Several  commenters  raispd  questions 
as  to  the  necessity  of  regulating  oper- 
rations  using  low  content  beryllium  al- 
lovs  where  such  operations  have  been 
shown  to  produce  airborne  concentra- 
tions of  berjilium  well  below  the  pro- 
pased  limits  These  operations  may  in- 
clude stamping,  slitting,  wire  redraw- 
ing, punching,  cutting  and  straightening 
of  low  content  berylliiom  alloys,  e.g..  2 
per  cent  beryllium-copper  alloy. 

The  commenters  indicated  that  these 
operations  are  relatively  safe  because 
they   produce   minimal   airborne   beryl- 


lium using  low  beryllium  content  mate- 
rial Further,  the  commenters  asserted 
that  there  has  been  no  adverse  employ- 
ment related  illness  after  more  than 
20  years  experience  with  these  types 
of  operations. 

As  this  issue  is  important  to  the  scope 
of  a  final  standard.  OSHA  requests  data 
and   information  concerning  this  area.' 

The  subject  of  which  method  of  ex- 
posure measurement  to  beryllium  would 
accurately  reflect  the  actual  exposure 
conditions  for  each  employee  was  raised 
in  the  comments  received  by  OSHA. 
The  proposal  does  not  specify  a  method 
of  measurement,  but  does  delineate  the 
required  accuracy  for  the  sampling 
method  The  OSHA  beryllium  sajnpling 
method  presently  used  for  compliance 
purposes  differs  from  the  method  com- 
monly known  £is  the  Atomic  Energy 
Commission  (AEC)  method  which  is 
used  by  industry. 

In  1973  the  National  Institute  for  Oc- 
cupational Safety  and  Health  (NIOSH) 
conducted  an  industrv  wide  environ- 
mental study  of  beryllitmi  production 
facilities  to  compare  results  from  the 
different  sampling  methods.  The  levels 
obtained  from  the  OSHA  personal  total 
sampling  method  were  higher  than 
those  using  the  AEC  method.  In  light  of 
the  discrepancies  in  values  from  the  two 
methods.  NIOSH  initiated  a  compara- 
tive sampling  effort  to  be  conducted  un- 
der contract  by  Brush-Wellman  Co.  The 
results  of  this  study  were  published  in 
1976.  HEW  Publication  No.  (NIOSH) 
76-201. 

The  NIOSH  study  indicated  that  the 
present  OSHA  method  gives  higher  val- 
ues than  the  AEC  sampling  method.  For 
a  majority  of  samples  taken,  an  AEC 
level  of  2  ,:gBe  m'  was  equivalent  to  a 
personal  total  value  of  3  AigBe/m'.  It 
seems  necessary,  however,  that  the  same 
necessarv-.  however,  that  the  same 
method  be  used  by  all  parties  involved. 
In  Light  of  these  studies.  OSHA  seeks 
comments  as  to  which  sampling  method 
should  be  used  for  compliance  purposes, 
whether  a  conversion  factor  can  be  used 
with  confidence  to  relate  the  OSHA  and 
the  AEC  methods,  whether  the  results 
found  in  the  comparative  NIOSH  study 
are  valid,  and  why  the  two  methods  yield 
different  results. 

Additional  Information  Concerning 
Carcinogenesis 

Since  publication  of  the  proposed 
beryllium  standard,  data  pertinent  to 
the  issue  of  carcinogenicity  has  come  to 
OSHAs  attention  and  is  briefly  discussed 
below. 

The  'Theshold  Limit  Values  for  Chem- 
ical Substances  and  Physical  Agents  in 
the  Workroom  Environment  with  In- 
tended Changes  for  1976,"  published  by 
the  American  Conference  of  Govern- 
mental Indu.strial  Hygienists"  (ACGIH) 
has  listed  beryllium  under  classification 
Industrial  Substances  Suspect  of  Cax- 
cinogenic  Potential  for  Man,  The  ACGIH 
a.ssigns  substances  to  this  classification 
based  on  either  ( 1 1  limited  epidemio- 
logic evidence,  exclusive  of  clinical  re- 
ports of  single  cases,  or  (2)  demonstra- 


tion of  carcinogenesis  in  one  or  more 
animal  species  by  appropriate  methods. 

In  1975,  OSHA  requested  the  National 
Institute  for  Occupational  Safety  and 
Health  to  update  their  1973  Criteria 
Document  on  evaluation  of  the  toxico- 
logical  and  epidemiological  evidence  per- 
taining to  the  carcinogenic  potential  of 
beryllium. 

The  Director  of  NIOSH  responded  in 
a  September  29.  1975  memorandum  to 
OSHA  stating  •■•  •  •  that  berylliiun  in 
all  likelihood  represents  a  carcinogenic 
risk  to  man.  The  basis  for  this  conclu- 
sion is  primarily  founded  upon  the  large 
and  consistent  bodv  of  data  showing 
carcinogenic  responses  in  experimental 
animals  exposed  through  a  variety  of 
routes  including  inhalation." 

In  a  December  10,  1975  follow-up 
memorandum  from  Dr.  Pinklea  to  the 
Assistant  Secretary  for  Occupational 
Safety  and  Health,  addressing  the  same 
subject,  NIOSH  responded  that  "Based 
on  our  analvsis  of  available  information 
we  are  of  the  opinion  that  beryllium 
poses  a  carcinogenic  risk  to  man.  Occu- 
pational exposures  should,  therefore,  be 
reduced  to  a  minimum  through  the  use 
of  appropriate  engineering  and/or  per- 
sonal protective  controls."  Data  re- 
viewed bv  NIOSH  in  reaching  this  con- 
clusion is  discussed  in  an  attachment  to 
the  December  10,  1975  memorandum. 
The  paper  includes  reference  to  28  pub- 
lications dealing  with  pertinent  animal 
and  human  studies  which  establish 
beryllium  as  a  carcinogen  to  animals  by 
most  routes  of  administration  and  pro- 
vides evidence  of  a  carcinogenic  response 
to  bervUium  in  man  based  on  epidemio- 
logic studies. 

In  addition  to  the  documents  pre- 
viously discussed.  OSHA  obtained  copies 
of  other  recently  published  studies  and 
reports  which  concern  various  health  ef- 
fects arising  from  exposure  to  beryllium. 
The  findings  of  some  are  likely  to  be 
discussed  at  the  public  hearing  and  may 
have  some  bearing  on  requirements  con- 
tained in  the  final  standard.  As  a  result, 
the  following  list  of  additional  studies 
is  provided  at  this  time. 

Clary  J.  J  :  and  H  E  Stoklnger:  The  Mechan- 
ism of  Delayed  Biologic  Response  Following 
Beryllium  Exposure.  J  Occup  Med  15:255 
(1973). 

Clary  J.  J.;  L.  S  Bland:  and  H.  E.  Stoklnger: 
The  Effect  of  Reproduction  and  Lactation 
on  the  Onset  of  Latent  Chronic  Beryllium 
Disease.  Toxicol  Appl  Pharmacol  33:214- 
221   (1975). 

Deodhar  S.  D.:  et  al:  A  Study  of  the  Im- 
munologic .Aspects  of  Chronic  Berylliosis. 
Chest  63:309-313  (1973). 

Izuml  T:  Y  Kobara:  S,  Inul:  R  Tokunaga: 
T.  Orlta,  M.  Kltano;  and  W.  J.  Williams: 
The  first  seven  cases  of  chronic  beryllium 
disease  In  ceramic  factory  workers  In  Japan. 
Ann  NY  Acad.  Scl.  Vol.  278.  636-53  (1976). 

Luke  M.  Z  :  L  Hamilton;  and  T.  C.  Hollocher: 
Beryllium-Induced  mlslncorporatlon  by  a 
DNA  polymerase  Possible  factor  In  beryl- 
lium toxicity.  Blochem  Blophys  Res 
Commun.    Vol".    62.    ISS2.    497-501    (1975) 

J.  W.  Owens;  and  E.  S.  Gladney:  Determina- 
tion of  beryllium  In  environmental  ma- 
terials by  flameless  atomic  absorption  spec- 
troscopy. At  Absorpt  News!,  Vol.  14.  ISS.  4, 
76-7  (1976). 
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Prltchard   D.   J:    M.    P.   Flnkel;    and    C.    A. 
Bellly  Jr:  The  etiology  of  osteosarcoma.  A 
review    of     current    considerations.     CUn 
Orthop.  ISS  111.  14-22  (1975). 
C   L    Sanders;  W.  C.  Cannon;  G.  J    Powers: 
R.  R   Adee  and  D  M.  Meier:  Toxicology  of 
High    Plred    BeryUlum    Oxide    Inhaled    by 
Rodents;  I.  Metabolism  and  Early  EiTects. 
Arch  Environ  Health  30:546-551    il975). 
M    A.   Slrover;    and   L    A    Loeb:    Beryllium 
Induced  Errors  in  DKA  Synthesis    J.  C<11 
Biol:  67  (2  Part  21.  406A  (1975K 
G.  W.  H   Schepers:  Lung  Tumors  of  Primates 
and  Rodents.  Industr  Med  Surg  40:48-63 
(1971). 
O.  W.  H.  Scheoers:  Lung  Tumors  of  Primates 
and   Rodents.    Part  II.   Industr  Med   Surg 
40  23-31   (1971). 
O.  W.  H.  Schepers:  Lune  Tumors  of  Primates 
and  Rodents.  Part  III.  Industr  Med  Surg 
40:8-26   (1971). 
P.  Slavln:  Case  report.  Pulmonary  berylliosis 
following  exposure  to  bervl'.ium-coppcr.  J 
Med  Soc  NJ.  Vol.  73.  Iss  6.  523-5  (1976'. 
H.  C  Spencer-  S.  B.  McColll<=ter;  R  J.  Koclba: 
and  C.  G.  Humlston:  ToxlcoloRlcal  Studies 
on  a  Bervlllum  Contalnlne  Exhaust  Prod- 
uct;   AMRL-TR-72-13".   .Aerospace  Medical 
Re.search  Laboratory.  Wright-Patterson  Air 
Force  Base.   Ohio    ( December.   1972 ) 
J.  D.  Stoeckle.  H   Ki7«mi:  and  R    C-amber- 
lin:  Exnosure.  Comolalnts.  Chest  Film  Ab- 
normalities    and     Lune     Function     Tests 
Amone    Bervlllum    Workers:     Preliminary 
Report   J  Occup  Med  15:301   (1973). 
A.    F     Wolf:    Occuoatlonal    diseases    of   the 
lunes:  I  I    Inhalation  dl<^ases  due  to  In- 
oreanlc    dust.    Ann    Allergy    35(2):    87-92 
(1975). 

In  the  preamble  to  the  proposal,  page 
48817,  in  the  second  column,  the  fourth 
full  paragraph,  the  discussion  of  refer- 
ence number  7,  Hardy,  H.  L.,  E.  W.  Rabe, 
and  S.  Lorch,  United  States  Beryllium 
Case  Registry  (1952-1966) ;  Review  of  its 
Methods  and  Utility.  J.  Occup.  Med.  Vol. 
9.  pp.  271-276,  1966,  OSHA  reported  that 
the  authors  found  3  cases  of  bone  cancer. 
However,  Dr.  Hardy,  pointed  out  in  a 
January  9,  1976  letter  that  this  study  in- 
correctly reported  her  results.  The  ac- 
tual finding  should  have  been  one  malig- 
nant bone  tumor  and  one  tumor  of  the 
jawbone. 

Feasibility  Study 

Bolt  Beranek  and  Newman.  Inc.  has 
prepared  for  OSHA  a  study  entitled 
"Technological  Feasibility  Assessment 
and  Economic  Impact  Statement  of  the 
Proposed  Beryllium  Regulation  "  The 
study  includes  an  assessment  of  the  tech- 
nological feasibility  of  compliance,  an  es- 
timate of  compliance  costs  and  the  po- 
tential economic  implications  for  those 
industries  affected  by  the  proposed 
standard.  The  efTects  on  other  variables, 
such  as  employment,  prices,  productiv- 
ity, market  structure,  exports  and  im- 
ports, and  the  consimiption  of  energy  and 
critical  materials,  are  also  considered. 
In  addition,  the  study  includes  a  discus- 
sion of  the  anticipated  benefits  to  be  de- 
rived from  implementation  of  the  pro- 
posal. 

Notice  is  being  given  of  the  availability 
of  this  study  to  afford  interested  parties 
the  opportunity  to  contribute  comments, 
information  and  data.  Evaluation  of  the 
economic  and  technological  feasibility 
of  the  final  standard  will  be  based  on  the 
entire  record  of  the  rulemaking  proceed- 
ing, including  all  oral  and  written  com- 


ments made  part  of  the  record,  as  well 
as  the  study. 

Interested  perscms  are  invited  to  sub- 
mit inform.ation.  comments  and  data  on 
the  issue  of  economic  feasibility  of  the 
proposal  or  on  aoy  t>ther  issue  discussed 
in  the  study. 

(li  Cost  Lmpact  on  consumers,  busi- 
nesses, markets,  or  Federal,  State  or  local 
government: 

i2i  Effect  on  productivity  of  wage 
earners,  business  'both  small  and 
large'    or  government; 

(3)  Effect  on  competition: 

( 4 )  Effect  on  exports  and  imports : 
(5'   Effect  on   supplies   of   important 

materials,  products  or  services: 

(6)  Effect  on  employment: 

(7)  Ability  of  specific  industries  to  ab- 
sorb or  pass  through  costs  of  compliance 
including  capital  re-Lnvestment  ca- 
pacity: and 

( 8 )  Effect  on  energy  supply  demand 
The  study  of  the  proposed  beryllium 

standard  is  now  available  for  public  in- 
spection and  copying  at  the  following 
address:  Technical  Data  Center.  Occu- 
pational Safety  and  Health  Administra- 
tion. U.S.  Department  of  Labor.  Room 
S6212.  3rd  and  Constitution  Avenue  NW.. 
Washington.  D.C.  20210.  (Telephone: 
202-523-7894). 

Amendment  to  Pkoposal 


Due  to  an  oversight,  the  beryllium  pro- 
posal was  published  without  including  a 
direct  reference  to  tlie  cancer  hazard  in 
the  signs  and  labels  requi  ements  found 
in  paragraph  ip^  of  the  proposal. 

OSHA  believes  that  it  is  important, 
and  indeed  section  6'bi<7)  of  the  Act 
requires,  that  appropriate  forms  of  warn- 
ing be  used  to  apprise  employees  of  the 
hazards  to  which  they  are  exposed  in  the 
course  of  their  employment.  OSHA  be- 
lieves as  a  matter  of  policy  that 
employees  should  be  given  the  oppor- 
tunity to  make  informed  decisions  on 
whether  to  work  at  a  job  under  the 
existing  working  conditions  Further- 
more. OSHA  believes  that  the  control  of 
potential  safety  and  health  problems 
involves  the  cooperation  of  employees. 
The  success  of  such  a  program  is  highly 
dependent  upon  the  worker's  under- 
standing of  the  hazards  attendant  to 
that  work. 

In  light  of  the  serious  nature  of  the 
hazard  of  exposure  to  berv-Uium.  OSHA 
does  not  believe  that  periodic  training 
alone  will  adequately  apprise  employees 
of  the  potential  hazard.  However,  OSHA 
believes  that  coupled  with  the  training 
requirements,  the  requirements  to  post 
signs  will  adequately  do  so.  Additionally, 
the  appearance  of  the  phrase  "cancer 
hazard"  on  the  warning  sign  and  on  re- 
quired labels  will  serve  as  an  objective 
check  on  whether  employees  are  actually 
being  informed  of  this  hazard. 

Also,  the  warning  signs  and  labels 
would  serve  as  an  added  impetus  to  em- 
ployees to  utilize  any  protective  equip- 
ment which  has  been  provided. 

It  has  been  suggested  that  signs  and 
labels  will  not  be  necessary  because  the 
other  provisions  of  the  standard  will  in- 
sure reduction  of  exposure  and  elimina- 


tion of  the  resultant  haaard.  However. 
OSHA  believes  that  the  use  of  signs  and 
labels  is  part  of  the  multifaceted  ap- 
proach taken  in  the  standard  for  the 
reduction  of  employee  exposure  to 
bervllium. 

For  all  of  the  reasons  set  forth.  OSHA 
thinks  that  it  is  appropriate  to  use  pre- 
cautionary signs  and  labels  which  warn 
of  a  cancer  hazard,  and  accordingly. 
amends  the  proposal 

PvBLic  Participation 

Interested  persons  are  invited  to  sub- 
mit written  data,  views,  and  arguments 
with  respect  to  the  proposal,  the  study, 
the  issues  discussed  in  this  notice,  and 
any   other   relevant   issues.    Such   com- 
ments must  be  postmarked  on  or  before 
July  7.  1977   All  written  comments  must 
be   submitted    in    quadruplicate   to   the 
Docket  Officer.  Docket  No.  H-005.  Room 
S-6212.  US.  Derartment  of  Labor.  3rd 
and  Constitution  Avenue  NW.,  Washmg- 
ton.    DC.    20210     Written    submissions 
must  clearly  identify  the  provL'^ions  of 
the   proposal   and   the   study   addressed 
and  the  position  taken  with  respect  to 
each  issue  therein.  The  data,  views,  and 
arguments   that  are  submitted  will   be 
available  for  public  inspection  and  copy- 
ing   at    the   above    address.    All    timely 
written    submissions    received    shall    be 
made  a  part  of  the  record  of  this  pro- 
ceeding. 

In  response  to  a  number  of  requests 
from  comm.enting  parties,  and  pursuant 
to  section  6'bi  <3'  of  the  Act.  an  oppor- 
tunity to  submit  oral  testimony  concern- 
ing the  issues  raised  by  the  proposed 
standard,  including  its  economic,  and 
environmental  impacts,  will  be  provided 
at  an  informal  public  hearing  scheduled 
to  begin  at  9  30  a  m.  on  August  16.  1977. 
in  the  New  Department  of  Labor  Audi- 
torium. New  Department  of  Labor 
Building.  3rd  Street  and  Constitution 
Avenue  NW..  Washington.  DC.  20210. 


Notices  of  Intention  To  Appear 

Persons  desiring  to  participate  at  the 
hearing,  including  those  who  previously 
requested  that  the  public  hearing  be 
held,  must  file  a  notice  of  intention  to 
appear,  postmarked  on  or  before  July  14, 
1977  with  Tom  Hall  in  the  OSHA  Con- 
sumer Affairs  Office.  Docket  No  H-005. 
Room  N-3635.  U  S  Department  of  La- 
bor. 3rd  and  Constitution  Avenue  NW.. 
Washington,  D.C.  20210  (telephone: 
202-523-8024'. 

The  notices  of  intention  to  appear, 
which  will  be  available  for  inspection  at 
the  OSHA  Consumer  Affairs  Office  must 
contain  the  following  Information: 

1 1 1  The  name,  address,  and  telephone 
number  of  each  person  to  appear: 

1 2 '  The  capacity  m  which  the  person 
will  appear: 

1 3  1  The  approximate  amount  of  time 
required  for  the  presentation; 

i4i  The  specific  issues  that  will  be 
addressed: 

i5i  A  detailed  statement  of  the  posi- 
tion that  will  be  taken  with  respect  to 
each  issue  addressed:  and 

1 6 '  Whether  the  party  intends  to  sub- 
mit documentarj-  evidence,  and  if  so  a 
brief  siimmary  of  that  evidence. 
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Filing  of  Testimony  and  Evidence 
Before  Hearing 

Anv  partv  requesttnR  more  than  15 
minutes  for  presentation  at  the  hearing, 
or  who  will  submit  documentary  ev- 
idence, must  provide  in  quadruplicate 
the  complete  text  of  its  testimony,  in- 
cluding all  documentar>'  evidence  to  be 
presented  at  the  hearing,  to  the  OSHA 
Consumer  Affairs  Office.  The  testimony 
will  be  available  for  inspect;on  and  copy- 
ing in  Room  S-6212  of  the  New  Depart- 
ment of  Labor  Building.  This  material 
must  be  received  by  August  2.  1977.  Each 
submission  will  be  reviewed  in  light  of 
the  amount  of  time  requested  in  the  no- 
tice of  intention  to  appear.  In  those  in- 
stances where  the  information  con- 
tained in  the  submission  does  not  justify 
the  amount  of  time  reouested.  a  more 
appropriate  amount  of  time  will  be  allo- 
cated and  the  participant  will  be  notified 
of  that  fact. 

'  Any  party  who  has  not  substantially 
complied  with  this  requirement  may  be 
limited  to  a  15  minute  presentation,  and 
may  be  requested  to  return  for  question- 
ing at  a  later  time. 

The  above  requirements  do  not  apply 
to  testimony  regarding  information  con- 
tained solelv  in  the  Draft  Environmental 
Impact  Study. 

Conduct  of  Hearings 

The  hearing  will  commence  at  9:30 
a  m  on  August  16.  1977  with  the  resolu- 
tion of  any  procedural  matters  relating 
to  the  proceeding  The  hearing  vill  be 
presided  over  by  an  AdminL'^trative  Law- 
Judge  who  will  have  all  the  powers  nec- 
essary or  appropriate  to  conduct  a  full 
and  fair  informal  hearings  including 
the  powers : 

1 1    To    regulate    the   course   of    the 
proceedings, 

i2i  To  dispose  of  procedural  requests, 
objections,  and  comparable  matters, 

1 3 '  To  confine  the  presentations  to 
matters  pertinent  to  the  proposed 
standard. 

i4i  To  regulate  the  conduct  of  those 
present  at  the  hearing  by  appropriate 
means, 

i5>  In  the  judge's  discretion,  to  ques- 
tion and  permit  questioning  of  any  wit- 
ness, and 

(6 1  In  the  judge's  discretion,  to  keep 
the  record  open  for  a  reasonable,  stated 
time  to  receive  written  information  and 
additional  data,  views  and  argumenLs 
from  any  person  who  has  participated  in 
the  oral  proceedings. 

Following  the  close  of  the  hearing,  the 
presiding  AdminLstrative  Law  Judge  will 
certify  the  record  thereof  to  the  Assist- 
ant Secretarv  of  Labor  for  Occupational 
Safety  and  Health.  The  proposal  will  be 
reviewed  in  light  of  all  oral  and  written 
submissions  received  as  part  of  the  rec- 
ord, and  a  standard  will  be  issued  based 
on  the  entire  record  in  this  proceeding 

Accordingly,  under  sections  6'bi  and 
8  CI  of  the  Occupational  Safety  and 
Health  Act  of  1970  i84  Stat.  1593,  1599, 
29  use  655.  657 1,  and  29  CFR  Part 
1911.  it  IS  hereby  proposed  to  amend 
Part    1910   of   Title   29   of   the   Code  of 


Federal  Regulations  as  set  forth  below. 
Paragraph  *p>  of  proposed  5  1910.1026 
is  revised  to  read  as  follows : 

S  I  •>  1 0.1 026      Utrvllium. 


(pi     •    *    • 

(2>    •    •    • 

11  The  word  '"WARNING"  or 
•DANGER"  and  the  term  "CANCER 
HAZARD  ■• 

I  3  '  Signs.  Entrances  or  access  ways  to 
regulated  areas  shall  be  posted  with  leg- 
ible signs  bearing  the  legend: 

WARNING   I  or  DANGER" 

CANCER  HAZARD 

AUTHORIZED  PERSONNEL  ONLY 

Respirators  and  Protective  Clothing 

Required  To  Be  Worn  In  This  Area 

•  4  •  •  • 

iSec  6.  84  Stat.  1593  (29  U.S.C.  6551:  29 
cm  Part  1911  Secretarv  of  labor's  Order 
No    8-76    (41   FR  25059).) 

Signed  at  Washington.  D.C.  this  27th 
day  of  May.  1977. 

EtTLA  Bingham. 
Assistant  Secretary  of  Labor. 

|PR  Doc  77-16155  Filed  6-6-77; 8; 45  ami 


[29  CFR  Part  1952] 

PUERIO   RICO 

Notice  of  the  Submission  of  the  Puerto 
Rico  State  Plan  and  its  Availability  for 
Public  Comment 

AGENCY  Occupational  Safety  and 
Health  Administration.  Labor. 

AcrriON     Proposed  rule. 

SUMM.ARY:  On  February  25,  1977,  the 
Commonwealth  of  Puerto  Rico  submitted 
a  plan  for  the  enforcement  of  occupa- 
tional safety  and  health  standards  to  the 
Assistant  Secretary  of  Labor  for  Occupa- 
tional Safety  and  Health  ( hereinafter  re- 
ferred to  as  the  Assistant  Secretary). 
Under  section  18(c^  of  the  Occupational 
Safety  and  Health  Act  of  1970  <29  U.S.C. 
667 1  I  hereinafter  referred  to  as  the  Act) , 
and  Part  1902  of  this  Chapter,  the  As- 
sistant Secretar>',  after  public  notice  and 
comment,  shall  approve  a  plan  If  he  finds 
It  meets  the  criteria  described  therein. 

DATES:  Comments  and  requests  for  a 
hearing  should  be  submitted  by  July  7. 

1977. 

ADDRESSES:  Written  comments  and 
requests  for  hearing  should  be  submitted 
to  the  Director,  Federal  Compliance  and 
State  Programs.  Occupational  Safety  and 
Health  Administration.  Department  of 
Labor  Room  N-3112.  200  Constitution 
Avenue,  N W  .  Washington,  D.C.  20210. 

.FOR  FLTITHER  INFORMATION  CON- 
TACT 

Mabel  Stanton,  Project  OfHcer.  U.S. 
Department  of  Labor.  Occupational 
Safety  and  Health  Administration.  200 
Constitution  .Avenue  N.W.,  Room 
N-3112.  Washington.  D.C.  20210. 

A  copy  of  tiie  plan  may  be  inspected 
and  copied  during  normal  business  hours 
at  the  following  locations:  Office  of  the 
Director.  Federal  Compliance  and  State 


Programs,  Room  N-3112,  200  Constitu- 
tion Avenue.  N.W.,  Washington,  D.C. 
20210,  Office  of  the  Regional  Adminis- 
trator. Occupational  Safety  and  Health 
Administration,  Room  3445.  1515  Broad- 
way ( 1  Astor  Plaza ' .  New  York.  New 
York  10036:  Department  of  Labor,  Oc- 
cupational Safety  and  Health  Office.  414 
Barbosa  Avenue.  Sixth  Floor.  Hato  Rey. 
Puerto  Rico  00917. 

SUPPLEMENTARY  INFORMATION: 

AtTTHORlTY 

Section  18  of  the  Act  provides  that  a 
State  (under  the  Act  Puerto  Rico  is  de- 
fined as  a  State)  which  desires  to  as- 
sume responsibility  for  the  development 
and  enforcement  of  occupational  safety 
and  health  standards  shall  submit  a  plan 
to  the  Assistant  Secretary  describing  in 
detail  the  proposed  program.  The  Assist- 
ant Secretary  then  evaluates  the  pro- 
posed plan  to  determine  whether  the  plan 
meets  the  criteria  of  the  Art  which  are 
further  defined  in  Part  1902  These  cri- 
teria generally  require  that  a  State  plan 
must  provide  for  an  enforcement  pro- 
gram and  occupational  safety  and  health 
standards  which  are  as  effective  as  the 
•Federal  program  and  standards. 

Description  of  the  Plan 

The  plan  designates  the  I»uerto  Rico 
Department  of  Labor  as  the  agency  re- 
sponsible for  the  administration  and  en- 
forcement of  the  plan  throughout  the 
Commonwealth,  and  the  plan  Includes 
enacted  enabling  legislation,  the  Puerto 
Rico  Occupational  Safety  and  Health  Act 
of  1975.  which  Ls  similar  in  many  respects 
to  the  Federal  Act.  Puerto  Rico  intends 
to  adopt  all  Federal  standards  adopted 
under  section  6  of  the  Act  but  will  ex- 
clude from  coverage  all  industries  in- 
cluded within  the  classifications  of 
Marine  Cargo  Handling  'SIC  4463 1  and 
Shipbuilding  and  Repairing  (SIC  3731). 
The  Puerto  Rico  Act  includes  a  retire- 
ment that  standards  be  printed  in  Span- 
ish within  three  years  after  their  pro- 
mulgation, and  a  project  is  currently 
underway  for  this  translation  by  the  Oc- 
cupational Safety  and  Health  Adminis- 
tration and  the  Commonwealth.  Certain 
differences  exist  between  the  Puerto  Rico 
program  and  the  Federal,  including: 

(1)  Administrative  review  of  citations. 
abatement  requirements,  and  proposed 
penalties  bv  a  hearing  examiner  ap- 
pointed by  the  Puerto  Rico  Secretary  of 
Labor,  with  appeal  from  the  hearing  ex- 
aminer's decision  to  the  Secretarj'  rather 
than  by  an  independent  commission. 

(2 '  An  additional  requirement  that  the 
owner  of  premises  used  as  a  place  of  em- 
ployment comply  with  all  OSHA  stand- 
ards with  respect  to  the  parts  of  the 
premises  under  his  control  and  not  imder 
the  control  of  an  employer. 

'3)  Separate  15  day  contest  periods  for 
the  citation  and  notice  of  proposed  pen- 
alty, rather  than  a  single  period  which 
begins  after  the  employer's  receipt  of  the 
notice  of  proposed  penalty. 

Decision 

The  Assistant  Secretary-  will  consider 
£ill  relevant  comments,  arguments  and 
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requests  submitted  in  accordance  with 
this  notice  or  subsequent  hearing  af- 
forded pursuant  to  Part  1902.11,  and  will 
thereafter  issue  his  decision  on  the  a^>- 
provabUity  of  the  plan.  A  favorable  de- 
cision will  be  pubUshed  in  the  Federal 
Register  and  codified  as  the  next  appli- 
cable Subpart  of  this  Part, 

Signed  at  Washington,  DC.  this  31  day 

of  May,  1977. 

EuLA  Bingham. 
Assistant  Secretary  of  Labor. 
IFB  Doc. 77-16055  Filed  6-6-77:8:46  am] 


DEPARTMENT  OF   DEFENSE 

Corps  of  Engineers,  Department  of  the 
Army 

[  33  CFR  Part  209  ] 

[ER    1130-2-3241 

ADMINISTRATIVE  PROCEDURES 

Coordination  of  Hydroelectric  Power 
Operations  With  Power  Marketing  Agencies 

AGENCY:  Corps  of  Engineers,  EKDD, 

ACTION:  Proposed  rule. 

SUMMARY:  We  are  proposing  to  issue  a 
regulation  stating  the  Corps  of  Engi- 
neers' policy  and  procedures  on  coordi- 
nation of  hydroelectric  power  operations 
with  the  Department  of  Interior  Power 
Marketing  Agencies.  The  regulation  will 
be  issued  in  response  to  a  recommenda- 
tion contained  within  a  Comptroller 
General  of  the  United  States  Report  to 
the  Congress,  dated  January  2.  1976.  This 
regulation  will  provide  for  more  effective 
coordination  of  power  operations  be- 
tween the  Corps  of  Engineers  and  the 
Department  of  Interior  Power  Marketing 
Agencies. 

DATE :  Comments  must  be  received  on  or 
beforeJuly  15, 1977. 

ADDRESS:  Send  comments  to  Office  of 
the  Chief  of  Engineers.  Forrestal  Build- 
ing, Washington,  D.C.  20314.  ATTN: 
DAEN-CWO-M. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Kyle  Jones,  Jr.,  Phone  202-693- 

6975. 
SUPPLEMENTARY  INFORMATION : 
We  propose  that  the  policy  of  the  Corps 
of  Engineers  requires  that  all  Division 
or  District  Engineers  develop,  in  coordi- 
nation with  their  respective  power  mar- 
keting agency,  a  system  for  exchanging 
operating  information.  The  system  will 
include  general  operating  information 
and  information  on  conditions  that  could 
substantially  affect  costs  or  power  avail- 
ability. 

Note. — The  Corps  of  Engineers  has  deter- 
mined that  this  document  does  not  contain 
a  major  prop>osal  requiring  preparation  of  an 
Inflation  Impact  Statement  under  Executive 
Order  11821  and  OMB  Circular  A-107. 

Dated:  May  27,  1977. 

RussEL  J.  Lamp, 
Colonel,  Corps  of  Engineers. 
Executive. 


Accordingly,   we  propose  to  establish 
regulations    under    33    CFR    209.141    as 
follows : 
§  209.141      Cxwpdination  of  hvdrwiertric 

power  operation*  with  power  market- 

infl  a|jencie«. 

(a>  Purpose.  This  regulation  estab- 
lishes policy  and  procedures  for  coordi- 
nating the  operation  of  the  Corps  of  En- 
gineers' hydroelectric  generaUng  facili- 
ties with  the  power  marketing  agencies. 

(b)  Applicability  This  regulation  ap- 
pUes  to  all  Civil  Works  Field  Operating 
Agencies  '  FOA )  having  generating  facili- 
ties producing  marketable  electric  power. 

(c>  Policy  All  FOA  Commanders  will 
develop,  in  coordination  with  their  re- 
spective power  marketing  agency,  a  sys- 
tem for  exchanging  operating  informa- 
tion. The  system  will  include  general  op- 
erating information  and  information  on 
conditions  that  could  substantially  affect 
costs  or  power  availability. 

(d»  Delegation.  Respxjnsibility  for  co- 
ordinating the  exchange  of  information 
may  be  delegated  to  the  District  Engineer 
at  the  discretion  of  the  Division  Engineer. 

le)  Procedures.— n>  Specific  require- 
ments. 

(i^  Continuing.  Prom.pt  written  noti- 
fication will  be  provided  to  the  appropri- 
ate power  marketing  agency  each  time  a 
change  in  power  operations  or  conditions 
which  could  substantially  affect  costs  or 
power  availability  is  anticipated. 

(ii)  Annual.  Annually,  when  no 
changes  in  power  operations  or  costs  are 
expected  for  the  succeeding  12  month 
period,  the  marketing  agency  will  be 
notified  of  that  fact  in  writing. 

(2>  FOA  Responsibility.  The  FOA  di- 
rectly responsible  for  communicating 
with  the  marketing  agency  will  develop 
appropriate  reporting  procedures  in  co- 
ordination with  that  agency. 

(FR  Doc  77-15966  Piled  6-6-77, 845  am) 


[33  CFR  Part  209] 
Administrative  Procedures 

Permits  for  Exploratory  Drilling  In  ttie  6uK 
of  Santa  Catalina,  Calrf. 

AGENCY:    U.S.    Army   Corps   of   Engi- 
neers, DOD 
ACTION :  Prop>osed  rule. 

SUMMARY:  We  propose  to  eetabllsh 
regulations  to  prescribe  the  policy,  prac- 
tice and  procedures  to  be  followed  In 
connection  with  applications  for  permits 
authorizing  exploratory  drilling  in  the 
Gulf  of  Santa  Catalina.  Pacific  Ocean, 
off  of  Lo6  Angeles -Long  Beach  Harbors, 
California.  Department  of  tiie  Army  per- 
mits for  work  or  structures  on  the  Outer 
Continental  Shelf  are  required  by  law. 


Engineers.  PO  Box  2711.  Los  Angeles. 
California  90053  ATTN  Navigation 
Branch. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Charles  M  Holt.  Navigation 
Branch.  Loe  Angeles  District.  U.S. 
Army  Corps  of  Engineers  at  213-688- 
5607  or  Mr  Ralph  T  Eppard  of  the 
Regulalor>-  Functions  Branch,  Office 
of  the  Chief  of  Engineers,  Washing- 
ton. DC.  at  202-693-5070 

SUPPLEMENTARY  INFORMATION : 
Some  of  the  tracts  leased  on  11  Decem- 
ber 1975  by  the  U  S  Bureau  of  Land 
Management  for  off.^^hore  i  Outer  Conti- 
nental Shelf'  oil  development  in  the 
Gulf  of  Santa  Catalina  are  local«i  with- 
in or  ver>'  near  the  vessel  traffic  separa- 
tion scheme  <TSS>  established  by  the 
U  S.  Coast  Guard  Future  leases  in  the 
same  area  may  or  may  not  result  m  ad- 
ditional tracts  confli'ting  with  the  ves- 
sel traffic  lanes  which  are  part  of  this 
scheme. 

In  reviewine  the  navigational  asoects 
of  proposed  offshore  operations  the  Los 
Angeles  DKrict  rdiee  on  the  U  S  Coast 
Guard  Marine  Safety  Standards  and  the 
permittees  will  be  required  to  com.nly 
with  all  Coast  Guard  regulations  The 
vessel  traffic  se-Miration  scheme  in  the 
Gulf  of  Santa  CatAlina  has  posed  some 
unique  problems  due  to  a  number  of  fac- 
tors involung  not  only  the  probable  lo- 
cation of  the  oil  denth  of  water  and 
denth  of  the  susnected  formations  but 
also  the  shin  traffic  conditions  to  and 
from  the  Ports  of  Los  Aneeles  Emd  Long 
Beach  We  would  oref er  to  ke«)  the  traf- 
fic lanes  fr^e  of  all  obstructions  How- 
ever, exnloration  is  not  feasible  in  cer- 
tain of  the  tracts  without  temtx>rar>-  in- 
trusion by  exploratory  vessels  Accord- 
ingly, the  follcA*-ing  guidelines  have  been 
developed  .iointly  by  the  Los  Angeles  Dis- 
trict Engineer  and  the  11th  Coan  Guard 
Di.strict  in  consultation  with  the  Bureau 
of  Land  Management  and  US  Geologi- 
cal Survey 

A  Notice  of  Intent  to  Establish  Guide- 
lines, along  with  a  preltminan>'  draft  of 
the  Guidelines,  was  puhli.shed  m  the  No- 
tices section  <41  FR  44715'  on  12  Octo- 
ber 1976  The  Draft  was  also  contained 
in  a  Public  Notice  issued  by  the  District 
Engineer.  Los  Angeles  District,  on  21 
October  1976  Comments  were  received 
from  the  following: 

Exxon  Co..  USA 

Gulf  Enerey  and  Minerals  Co..  U.8 

Jacobsen  Pilot  Service 

bong  Beach  Naval  Shipyard 

Mobil  on  Corporation 

Offshore  Operators  Committee 

Pacific  Merchant  Shipping  Association 

Port  of  Long  Beach 

Resources  Agency  of  Callfomla 

T>xaco.  Inc 

US  Geological  Survey 

Western  Oil  and  Gas  Association 


DATE:  Comments  must  be  received  on 
or  before  July  15,  1977. 

ADDRESS:  Send  Comment?  to;  District 
Engineer,  Los  Angeles  District,  Corps  of 


All  comments  were  given  careful  con- 
sideration. Several  of  the  issues  raised 
are  discussed  below. 

Relocation  of  the  Traffic  Separation 
Scheme   (TSS'    was  suggested.   Thi.";   is 
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not  practical  because  of  the  lengthy  proc- 
essing time  involved,  including  adop- 
tion of  the  new  location  by  the  Inter- 
governmental Maritime  Consultative  Or- 
ganization iIMCO'  Such  relocation,  or 
establishment  of  a  Safety  Fairway  (SF' . 
will  not  be  con.<;idered  until  substantial 
exploratory  work  has  been  completed. 
that  IS.  when  sufficient  information  on 
the  extent  of  the  oil  deposits  is  available 
upon  which  to  base  the  j^ermanent  loca- 
tion of  the  TSS  or  SF.  Furthermore  the 
District  Engineer  mav  wait  until  Outer 
Continental  Shelf  lOCS'  Sale  No.  48  to 
see  if  additional  tracts  are  leased  in 
the  area. 

The  California  Resources  Agency  rec- 
ommended that  the  goal  of  minimizing 
the  number  of  obstacles  in  the  traffic 
lanes  and  the  '4  mile  buffer  zones  be 
expanded  to  include  the  separation  and 
precautionary  zones.  The  draft  gruide- 
lines  have  been  changed  to  include  the 
precautionary  zone  However,  we  do  not 
believe  that  obstacles  in  the  separation 
zone  need  be  minimized  Structures  with- 
in the  zone  could  have  a  beneficial  effect 
by  acting  as  aids  to  navigation 

There  was  one  objection  to  the  gen- 
eral concept  of  a  "buffer  zone"  as  being 
too  burderLsome.  Nevertheless,  we  feel 
that  these  zones  are  necessary.  The  '4 
mile  "buffer  zone"  is  based  on  a  margin 
of  error  in  navigation  accuracy  and  is 
required  by  IMCO  criteria  The  two  mile 
"buffer  zone"  for  the  120  day  permit 
application  guidelme  is  necessary  be- 
cause the  presence  of  drilling  rig.s  and 
their  mooring  systems  in  this  zone  affects 
activity  inside  the  TSS. 

Several  respondents  criticized  and 
some  favored  the  time  period  of  120  days 
for  submitting  permit  applications  in 
advance  of  proposed  drilling.  This  period 
is  based  on  the  time  necessary  for  world- 
wide dtstnbution  of  the  printed  notice 
of  drilling  operations  Due  to  printing 
schedules  at  the  Defense  Mapping 
Agency,  it  takes  60  to  90  days  from  re- 
ceipt of  materia!  to  printing  in  the  No- 
tice to  Mariners  iNTM' .  Worldwide  dis- 
tribution via  postal  service  requires  an 
additional  30  to  60  days  to  reach  all  ad- 
dressees We  also  emphasize  that  the  full 
120  days  is  applicable  only  "where  prac- 
ticable "  The  printed  NTM  is  the  best 
manner  of  notice  However,  if  circum- 
stances preclude  120-day  application 
submittal,  maritime  interests  will  be 
contacted  by  electronic  systems.  The 
same  procedure  would  apply  for  unfore- 
seable  changes  in  drilling  location  prior 
to  permit  issuance. 

The  non-feasibility  of  performing  ex- 
ploratory drilling  from  outside  the  traffic 
lanes  was  questioned  We  received  a  sug- 
gestion that  the  applicant  bear  the  bur- 
den of  proof  to  show  that  such  explora- 
tion is  not  "possible."  as  opposed  to 
"feasible."  The  burden  of  proof  is  al- 
ready on  the  applicant.  However,  it  is 
not  considered  necessary  for  the  appli- 
cant to  prove  that  extra-TSS  exploration 
IS  "impossible  '  It  may  be  possible,  but 
economically  prohibitive.  The  Dustnct 
Engineer  will  weigh  all  the  factors  in 
deciding  non-feasibility  Among  them 
will  be   the  opmions  of  experts  in  the 


field,  such  as  the  U.S.  Geological  Survey 
and  the  Bureau  of  Land  Management, 
and  national  policies  on  energy. 

Several  commenters  believed  that  8 
miles  between  drilling  rigs  was  excessive. 
Others  considered  it  reasonable.  The 
original  proposal  called  for  a  12  mile 
distance.  Eight  miles  is  considered  a 
minimum  for  navigation  by  large  ves- 
sels. The  rule  shall  be  applied  on  a  first- 
in-time  basis.  Scheduling  problems  are 
not  considered  serious  because,  although 
the  oil  companies  are  competitors,  there 
is  good  communication  between  them. 

One  respondent  stated  that  the  3.000 
yard  separation  should  not  include  drill- 
ing vessels  outside  of  traffic  lanes.  How- 
ever, rigs  next  to  the  lane  affect  naviga- 
tion in  it  and  this  recommendation  was 
«•  not  accepted.  This  rule  has  been  changed 
to  apply  the  3.000  yard  separation  from 
pendant  buoy  to  pendant  buoy  rather 
than  from  vessel  to  vessel.  The  goal  was 
to  have  a  3.000  yard  navigable  passage 
and  the  buoy-to-buoy  distance  better 
satisfies  it. 

A  commenter  pointed  out  that  the  100 
foot  clear  depth  would  be  difficult  to 
comnly  with  in  the  shallow  water  near 
the  north  end  of  the  TSS  and  that  it 
was  not  clear  whether  this  standard  ap- 
plied within  the  traffic  lanes.  We  have 
clarified  this  reouirement  and  made  pro- 
vision for  lighted  buoys  in  shallow 
waters. 

Last'y.  the  use  of  the  word  "mile"  has 
been  defined  to  mean  nautical  mile.  Ac- 
cordinglv.  we  propose  to  establish  regu- 
lations in  33  CFR  209.138a  as  foUows: 

§  209.138a  Pprmits  for  exploralory  drill- 
ing in  tlu-  (,ulf  of  Santa  Calalina, 
(  alifiiniia. 

a*  Departm.ent  of  the  Army  permits 
are  required  pursuant  to  law  (30  Stat. 
1151;  33  use  403  and  67  Stat.  463; 
43  use.  13331  f^  '  for  work  or  structures 
in  coastal  waters  and  the  water  cover- 
ing tlie  Outer  Continental  Shelf.  The 
detennination  of  whether  or  not  to  Issue 
a  Department  of  the  Army  permit  for 
structures  on  the  Outer  Continental 
Shelf  related  to  extraction  of  minerals 
IS  based  upon  the  proposed  activities' 
effect  on  navigation  and  national  secu- 
rity All  other  matters  concerning  off- 
shore drilling  including  environmental 
considerations  are  the  responsibility  of 
the  Department  of  the  Interior. 

<  b  I  The  following  rules  have  been  de- 
veloped jointly  by  the  Los  Angeles  Dis- 
trict Engineer  and  the  11th  Coast  Guard 
District,  in  consultation  with  the  Bureau 
of  Land  Management  and  the  U.S.  Geo- 
logical Survev.  for  drilling  in  the  Gulf 
of  Santa  Catallna: 

'I'  All  drilling  within  a  single  tract 
will  be  covered  by  a  single  permit  ap- 
plication. 

'  2  >  Where  practicable,  permit  applica- 
tions shall  be  submitted  at  least  120  days 
iu  advance  of  dnlhng  for  tracts  where 
drilling  is  expected  to  be  accomplished 
within  the  traffic  separation  scheme,  the 
precautionary  zone  or  within  two  nauti- 
cal miles  of  a  traffic  lane. 

'3'  Permit  applications  shall  include 
the  location  of  any  known  proposed  drlll- 
Uig  sites   and   the  estimated   start  and 


completion  dates  for  each  Updated  In- 
formation on  the  plan  shall  be  furnished 
as  soon  as  available.  One  individual  (and 
alternate)  shall  be  designated  by  the 
applicant  as  responsible  for  maintain- 
ing close  liaison  with  all  involved  agen- 
cies. 

(4)  Where  it  is  not  feasible  to  perform 
exploration  work  from  outside  the  traffic 
lanes  or  >i  mile  buffer  zones,  or  pre- 
cautionary zone,  permits  will  include  the 
following  conditions: 

'i)  Exploratory  vessels  within  a  traffic 
lane  will,  to  the  degree  practicable,  be 
sited  near  traffic  lane  boundaries. 

(ii>  Exploratory  vessels  within  one 
traffic  lane,  or  in  the  precautionary  zone, 
shall  be  separated  by  at  least  8  nautical 
miles  in  the  direction  of  the  lane  axis. 

ail)  Exploratory  vessels  located  within 
the  traffic  lanes,  or  the  precautionary 
zone,  shall  not  have  their  pendant  buoys  ' 
within  3,000  yards  from  the  pendant 
bouvs  of  any  other  vessel. 
■  dv)  Exploratory  rigs  and  vessels  en- 
gaged in  offshore  development  may  have 
no  cables,  anchors,  bouys  or  other  asso- 
ciated equipment  within  the  traffic  lanes, 
V4  mile  buffer  zones,  or  the  precautionary 
zone,  at  a  depth  of  less  than  100  feet, 
unless  such  equipment  is  marked  with  a 
Class  1  bouy  or  bouys  in  accordance  with 
current  Federal  regulations. 

NOTT — The  Department  of  the  Army  has 
determined  that  this  document  does  not  con- 
tain a  major  proposal  requiring  preparation 
of  an  Inflation  Impact  Statement  under  Ex- 
ecutive Order  11821  and  OMB  Circular  A-107. 
(30  Stat.  1151:  33  U.S.C.  403  and  67  Stat.  463: 
43  U.S.C.   1333(f).) 


Dated:  May  27.  1977. 

Marvin  W.  Rees, 
Colonel.    Corps    of    Engineers, 
Executive    Director    of    Civil 
Works. 

[TR  Doc  77-15967  Piled  6-6-77:8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 

[  46  CFR  Parts  50.  54,  56,  58,  61,  107,  108, 
109] 

(OGD  73-2511 

REQUIREMENTS   FOR    MOBILE 
OFFSHORE   DRILLING   UNITS 

Correction 

In  FR  Doc .  77- 1 225 1 ,  appearing  at  page 
22296  in  the  issue  of  Monday,  May  2. 
1977,  make  the  following  changes: 

1.  On  page  22299.  first  column,  the  last 
line  of  5  50.01-1  (ji  should  read,  "in  Sub- 
chapter I-A  of  this  chapter." 

2.  On  page  22300.  second  column,  In 
the  third  line  of  §  58.60-9.  the  number 
now  reading  "140"  should  read.  "14C". 

3.  On  page  22300,  the  next  to  last  line 
in  the  second  column  should  read.  "28. 
By  adding  a  new  Subchapter  I-A  to". 

4.  On  page  22302.  third  column,  the 
sixth  line  of  the  definition  for  "Water- 
tight" in  §  107.111  should  read,  "of  water 
from  a  nozzle  (not  less  than  1  inch". 
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5.  On  page  22306.  third  column,  the 
first  word  in  paragraph  (b)  of  §  107.401 
should  read,  "International ". 

6.  On  page  22311.  third  column,  para- 
graphs ia>  and  (b»  of  §108.301  should 
be  designated  as  (b>  and  <c)  and  a  new 
paragraph  <a)  should  be  added,  reading, 
•Mai  'Downflooding  angle'  means  the 
angle  of  heel  at  which  openings  in  the 
hull,  superstructure,  or  deckhouses  com- 
mence to  immerse." 

7.  On  page  22315.  first  column,  the 
second  word  in  paragraph  'c)  of  §  108. 
425  should  read  "nozzle". 

8.  On  page  22321,  second  column,  the 
second  word  In  paragraph  ia>(4'  of 
?  108.508  should  read,  "bearing". 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR  Part  73  ] 

tDocliet  No.  21119:   RM'27311 

FM    BROADCAST   STATION    IN   GILLETTE, 
WYOMING 

Order  Extending  Time  for  Filing  Reply 
Comments 

AGENCY:  Federal  Communications 
Commission. 

ACTION :  Order  extending  comment  pe- 
riod. 

SUMMARY:  The  date  for  filing  reply 
comments  in  Docket  No.  21119  has  been 
extended  at  the  request  of  Gillette  Broad- 
casting Company.  Gillette  states  the  ad- 
ditional time  is  necessary  so  that  it  can 
obtain  additional  information  in  which 
to  respond  to  an  opposition  filed  by  Mid- 
land Broadcasting  Company  of  Wyo- 
ming. 

DATE :  Reply  comments  must  be  received 
on  or  before  June  1.  1977. 

ADDRESS:  Send  reply  comments  to: 
Federal  Communications  Commission. 
Washington.  D.C.  20554. 

FOR  FURTHER  INFORMATION  CqN- 
TACT:  * 

Mildred  B  Nesterak.  Broadcast  Bureau 
(202-632-77921. 

SUPPLEMENTARY  INFORMATION: 
Adopted:  May  27. 1977. 
Released:  June  1.  1977. 

By  the  Acting  Chief,  Broadcast  Bu- 
reau: 

1.  Notice  of  Proposed  Rule  Making  in 
this  proceeding  was  adopted  on  Febru- 
ary 11.  1977,  and  released  on  February 
18,  1977.  Publication  was  made  in  the 
Federal  Register  on  February  24,  1977, 
42  FR  10858.  The  date  for  filing  com- 
ments has  expired.  The  date  for  filing 
reply  comments  was  May  18,  1977. 

2.  On  May  16,  1977,  Gillette  Broad- 
casting CcMnpany  ("GBC")  proponent  in 
this  proceeding,  requested  that  the  time 
for  filing  reply  comments  be  extended  to 
and  including  June  1,  1977.  GBC  states 
that  Midland  Broadcasting  Company  of 
Wyoming  claims  in  its  opposition  that 
statistical  assessments  of  future  demo- 
graphic and  economic  growth  in  the  area 
of  Gillette  are  misleading.  GBC  states 


that  in  order  to  refute  that  claim  it  is  in 
the  process  of  obtaining  additional  in- 
formati(Mi  from  government  and  profes- 
sional sources  concerning  prospects  for 
population  and  economic  growth  in 
Gillette  and  Campbell  County  Because 
of  delays  beyond  its  control.  GBC  states 
that  some  of  the  information  has  not 
been  received,  and  adds  that  the  addi- 
tional time  would  be  s'jfficient  to  >*tain 
such  additional  data  which  it  believes 
would  be  useful  to  the  Commission. 

3.  GBC  states  that  counsel  for  Mid- 
land Broadcasting  Company  of  Wyo- 
ming has  Indicated  thai  it  has  no  objec- 
tion to  a  grant  of  the  requested  extension 

4.  Pursuant  to  the  provisions  of  Sec- 
tion 1.46  of  the  Commission's  Rul^  mo- 
tions for  extension  of  time  are  to  be  filed 
seven  days  prior  to  the  filing  date  to 
afford  the  Commission  sufficient  time  to 
act  on  the  request  and  to  give  timely 
notice  of  the  action  to  interested  persons. 
Late-filed  requests  will  be  considered  in 
case  of  last-minute  emergencies  which 
could  not  have  been  anticipated  by  the 
party  requesting  the  extension  S-nce  the 
delay  in  receivmg  the  additional  infor- 
mation was  unforeseen  by  GBC.  we  be- 
lieve good  cause  has  been  shown  in  this 
instance  so  we  are  granting  the  request. 

5.  Accordingly,  it  is  ordered.  That  the 
date  for  filing  reply  comments  in  Docket 
No.  21119  is  extended  to  and  including 
June  1.  1977. 

6.  This  action  is  taken  pursuant  10  au- 
thority found  in  Sections  4<W  b'd^dK 
and  303' r>  of  the  Communications  Act 
of  1934.  as  amended  and  Section  0.281 
of  the  Commission's  Rules. 

Federal  Communications 

Commission. 
Paul  Wm.  Putney. 
I  Acting  Chief. 

Broadcast  Bureau 

(FRDoc.77-16061  Filed  6-6-77.8  45  am] 


[  47  CFR  Part  73  ] 

[Etocket  No.  21260;  RM-28601 

FM   BROADCAST   STATION    IN 
HOISINGTON,   KS. 

Proposed  Change  in  Table  of  Assignments 
AGENCY:       Federal      Communications 
Commission. 
ACTION:  Proposed  rule. 

SUMMARY:  Action  taken  proposing  the 
assignment  of  a  first  Class  A  FM  chan- 
nel to  Hoisington.  Kansas  Petitioners. 
Paul  F.  Kelly,  David  C  Hollis  and  Elmer 
H  Davis  stated  that  a  local  broadcast 
service  was  needed  to  provide  local  news, 
weather,  farm  and  sports  infomiation 

DATES:  Comments  must  be  received  on 
or  before  July  26,  1977.  and  reply  com- 
ments must  be  received  on  or  before  Au- 
gust 15,  1977. 

ADDRESS:  Federal  Communications 
Commission.  Washington.  D  C    20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mildred  B.   Nesterak.  Broadcast  Bu- 
reau ( 202-632-792 ». 


SLT>PLEMENTARY  INFORMATION; 

Adopted:  May  25.  1977. 

Released.  May  31.  1977 

By  the  Chief.  Broadcast  Bureau. 

1.  Petitioner.  Proposal  and  Comments. 
•  a'  An  amended  petition  for  rule  mak- 
ing, filed  March  30.  1977,  by  Paul  F. 
Kelly.  David  C  HolUs  and  Elmer  H. 
Davis  cpetiuoners't  proposing  the  as- 
signment of  Channel  265A  to  Hoismg- 
ton.  Kansas,  as  a  first  FM  assignment  to 
that  community 

(bi  The  channel  could  be  assigned  in 
full  conformity  with  our  minimum  dis- 
tance separation  requirements.  There 
were  no  oopositions  to  the  proposal. 

(c  Petitioners  state  that  they  will  ap- 
ply promptly  for  a  construction  permit 
if  the  channel  is  assigned 

2     Community    Data      'a'     Location 
Hoisington  is  located  m  Barton  County, 
aoproximately      161      kilometers      (100 
miles)  northwest  of  Wichita.  Kansas 

lb'  Population  Hoisington.  3  710; 
Barton  County.  30,663/ 

ic  Local  Broadcast  Service  There  is 
no  local  broadcast  service  in  Hoisington. 
3.  Economic  Data  Petitioners  state 
that  Hoisington  is  a  small  community 
governed  by  a  Mayor  and  City  Council. 
and  derives  ILs  Income  from  industries, 
cattle  and  farming. 

4  Additional  Consideratums  Petition- 
ers point  out  that  the  nearest  radio  sta- 
tion is  in  Great  Bend.  19  kilometers  (12 
miles'  away  and  adds  that  there  are  few 
FM  signals  available  in  Hoisington  They 
state  that  a  survey  among  residents  and 
local  businessmen  indicates  that  an 
FM  station  is  needed  to  provide  local 
news,  weather,  farm  and  sports  infor- 
mation. 

5.  In  view  of  the  foregoing  and  the 
apparent  need  for  a  local  broadcast 
service  in  Hoisington.  we  believe  the  as- 
signment of  Channel  265A  to  that  com- 
munity merits  consideration  in  a  rule 
making  prvxeeding. 

6  Comm.ents  are  invited  on  the  fol- 
low proposal  to  amend  the  FM  Table  oi 
.Assignments.  S73.202ib'  of  the  Com- 
missions Rules,  for  the  community 
listed  below: 


city 


Channel  No. 


Present      Proposed 


Hoisington,  Kans. 


26SA 


7.  The  Commission's  authority  to  in- 
stitute rulemaking  proceedings;  show- 
ing required,  cut-off  procedures:  and 
filing  requirements  are  contained  in  the 
attached  Appendix  and  are  incorpora- 
ted by  reference  herein. 

NoTt— A  showing  of  continuing  Interest 
•,s  required  by  paragraph  2  of  the  Appendix 
before  a  channel  wUl  be  assigned. 


^  Public  Notice  of  the  filing  of  the  amend- 
ed petition  was  given  on  April  12.  1977  (R*pt 
No  1038)  The  original  petition  requesting 
the  assignment  of  Channel  264  was  t«ndered 
for  flUng  on  January  21,  1977. 

^Both  population  ngures  are  taken  from 
Uie  1970  US.  Census 
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8  Interested  parties  mAv  file  com- 
ments on  or  before  July  26,  1977,  and 
replv  commenUs  on  or  before  August  15 
1977 

Federal  Communications 

COMMIS.SIoN. 

WailateE  John.son. 
Chief.  Broadcast  Bureau 

1  Pursuant  to  authority  found  m  Sec- 
tions 4'\<.  5d'l',  303  g'  and  'f, 
and  307' b'  of  the  Communications  Act 
of   1934.  as  amended,  and  Section  0  L>C1 

b'  6:  of  the  Commission's  Rules.  It  is 
proposed  to  amend  the  FM  Table  of  As- 
signm.ents  Section  73  202  b'  of  the  Com- 
m;.Ns:ons  Rules  and  Regulations,  as  set 
forth  in  the  Notice  of  Proposed  Rule 
M.iking  to  which  thLs  Appendix  is  at- 
tached 

2  ShouiTiQ-i  rrquired.  Comments  are 
invited  on  the  propasal'si  discussed  in 
the  Notice  of  Pro{X)sed  Rule  Making  to 
which  tlus  Appendix  is  attached.  Pro- 
ponent si  win  be  expected  to  answer 
'At'.atev-'r  question.';  are  presented  in  ini- 
tial comment'^  The  proponent  of  a  pro- 
;x:).sed  assignment  is  also  expected  to 
file  comments  even  if  it  only  resubmits 
or  inf^orporates  by  reference  its  former 
pleadings  It  should  also  restate  its  pres- 
ent intention  to  apply  for  the  chanr;el  if 


It  is  assigned,  and.  if  authorized,  to  build 
the  station  promptly.  Failure  to  file  may 
lead  to  denial  of  the  request. 

3.  Cut-off  procedures.  The  following 
procedures  will  govern  the  considera- 
tion of  filings  in  this  proceeding. 

a  '  Counterproposals  advanced  in  this 
proceeding  itself  will  be  considered,  if 
advanced  in  initial  comments,  so  that 
parties  may  comment  on  them  in  reply 
com.ments  They  will  not  be  considered 
if  advanced  in  reply  comments.  (See 
5  1.4201  d  I  of  Commission  Rules.) 

(bi  With  respect  to  petitions  for  rule 
making  which  conflict  with  the  pro- 
posaltsi  in  this  Notice,  they  will  be  con- 
sidered as  comments  in  the  proceeding, 
and  Public  Notice  to  this  effect  will  be 
given  as  long  as  they  are  filed  before 
the  date  for  filing  initial  comments  here- 
in If  filed  later  than  that,  they  will  not 
be  considered  in  connection  with  the  de- 
cision in  this  docket. 

4.  Comments  and  reply  comments; 
service.  Pursuant  to  applicable  proce- 
dures set  out  in  Sections  1.415  and  1.420 
of  the  Commission's  Rules  and  Regula- 
tions, interested  parties  may  file  com- 
ments and  reply  comments  on  or  before 
the  date  set  fortii  in  the  Notice  of 
the  dates  set  forth  in  the  Notice  of  Pro- 


posed Rule  MakiPig  to  which  this  Ap- 
pendix is  attached  All  submissions  by 
parties  to  this  proceeding  or  person  act- 
ing on  behalf  of  such  parties  must  be 
made  in  written  comments,  reply  com- 
ments, or  other  appropriate  pleadings 
Comments  shall  be  sened  on  the  peti- 
tioner by  the  person  filing  the  comments 
Reply  comments  shall  be  served  on  the 
person fs)  who  filed  comments  to  wliich 
the  reply  is  directed.  Such  comments 
and  reply  com.ments  shall  be  accompan- 
ied by  a  certificate  of  sen  ice.  i  See  §  1 .420 
(a),  (b)  and  (o  of  the  Commission 
Rules.) 

5.  Number  of  copies.  In  accordance 
with  the  provisions  of  Section  1.420  of 
the  Commission's  Rules  and  Regula- 
tions, an  original  and  four  copies  of  all 
comments,  reply  comments,  pleading'-.. 
briefs,  or  other  documents  shall  be  fur- 
nished the  Commission. 

6.  Public  inspection  of  filings.  All  fil- 
ings made  in  this  proceeding  will  be 
available  for  examination  by  interested 
parties  during  regular  business  hours  in 
the  Commission's  Public  Reference 
Room  at  its  headquarters,  1919  M  Street 
NW.,  Washington.  DC. 

[PR  Doc.77-16060  Piled  6-6-778  45  am) 
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DEPARTMENT  OF  AGRICULTURE 

Animal  and  Plant  Health  Inspection  Service 

APPROVED  STOCKYARDS   AND 
SLAUGHTERING   ESTABLISHMENTS 

Additions  and  Deletions 

The  regulatioi^^  m  9  CFR  Part  78.  as 
amended,  contain  restrictions  on  the  in- 
terstate movement  of  cattle,  other  do- 
mestic animals,  and  bison  to  prevent  the 
spread  of  brucellosLS,  ThL';  document  adds 
certain  stockyards  and  slaughteru^.g  es- 
tablishments to  the  list  of  those  specifi- 
callv  approved  for  purposes  of  the  regu- 
lations, on  the  basis  of  a  determination 
of  their  eligibility  for  such  approval  un- 
der 5  78.25'bi  of  the  regulations  and  re- 
moves from  the  ILst  certain  other  siock- 
vards    and   slaughtering   establishments 
which   have   been   found   no   longer   to 
qualify  for  such  approval.  Nam.e  changes 
are   aiso  made  with   respect   to   certain 
stockyards   and   slaughtermg  estabhsli- 
ments 

Pursuant  to  §  78  25(b)  of  the  regula- 
tions 1 9  CFR  78  25ibi  )  under  provisions 
of  the  Act  of  May  29.  1884.  the  Act  of 
February  2,  1903.  and  the  Act  of  March 
3,  19C5.  and  amendments  thereof,  and 
the  Act  of  July  2.  1962  isecs.  4-7,  23  Stat. 
32  as  amended;  sees,  1  and  2.  32  Stat. 
791-792.  as  amended;  sec,  3,  33  Stat.  1265. 
as  amended;  sec,  2.  65  Stat.  693;  and 
sees.  3  and  11.  76  Stat.  130.  132;  21  U.S  C. 
111-113.  114a-l,  115.  117.  120.  121.  25. 
34b  134f)  and  delegations  of  autliority 
thereunder  (37  FR  28464.  28477;  38  FR 
19141V  notice  is  hereby  given  that  the 
following  stockyards  and  slaughtering  es- 
tablishments are  specifically  approved 
under  said  regulations  as  mdicated  be- 
low; 

SpECTFICALI  Y  APPPOVED  SLArCHTEFINC. 

ESTABL'-SHMEKTS 

The  following  slaughtering  establish- 
ments preceded  by  an  ast^erisk  are  specif- 
ically approved  for  the  purposes  of 
§5  78  7,  78  8,  and  78,12a.  of  Title  9.  Code 
of  Federal  Reeulations,  concerning  bru- 
cellosis reactors,  exposed  cattle  and 
cattle  from  quarantined  areas,  and  for 
the  pumoses  of  5  78  11  of  said  Title  9. 
concerning  cattle  from  herds  of  unknowm 
status.  The  following  slaughteririg  estab- 
lishments not  preceded  by  an  asterisk 
are  snecificallv  approved  for  the  pur- 
poses of  §  78.11  only 

Georgia 

•Dalton  Siaueht^r  House  Dalton 

•North   Georgia   Meat   Processing  Company. 

Cohutta 

Illinois 

•Bartlow  Bros  .  Inc     Ruahvllle 
•Beiermann  Packing  Companv    JersevviUe 
•Bergman  Meat  Packing  Company,  Plttsfleld 


•DftvM'S  Frozen  Food  Cener.  MUford 

•DeS<aiepper  Packing  Company,  MUan 

•Ed<'ar  County  Locker.  Paris. 

■Hansen  Packing  Company.  Jerseyville. 

•Harr^rn  Packlne.  Par'.s, 

•Hartnch  Meat   Processliig  Plant.  St    Mane 

•Hill  Packing.  Danville. 

•Jamisons   Country   Fresh   Meats.    Inc     At- 
wood. 

•Johannes  Market.  Qulncy 

•Jones  Packing  Company.  Harvard. 

•Ed  Kabrick  Beenf.  Inc  .  Plalnville, 

•Parks  Processing  Plant.  Warren. 

•PetrofT  Packing  Company.  Benton, 

•Rock  River  Provision  Company,  Inc.  Rock 

Falls 
•Siever  Meat  Processing.  Palestine 
•Stone  Meat  Packing  Inc.,  Chicago, 
•Streck  Packing  Company.  Belleville. 
•Weyhav.pt    Bro^     Packing   Company,   Belle- 
ville 
•Young  Packing  Company.  Danville 
•Y  and  T  Packing  Company.  Springfield 

Indiana 

■Becher  Brothers.  Dale. 

•Bloomlngton  Packmg  Company.  Blooming- 
ton, 
•Brook  Locker  Plant.  Inc..  BrooK 

•Clark  &  Moore.  Montlcello. 

•Dewig    Brothers    Packing    Company.    Inc 
Haubstadt. 

•Fisher  Packing  Company.  Portland. 

•Gutzweiler  Packlnr  Company.  Jasper. 

•Hargers  Inc..  Hamilton. 

•Harlow's  Meat  Market.  Seymour 

•Leneerich  Meats.  Inc  .  Monroe, 

•Glen  Manley  Custon?,  Butchering.  Decatvir 

•Melcho  Packing  Company.  Carlisle, 

•Merkley  &  Sons.  Inc..  Jasper. 

•Middiebury  Cold  Storage.  Inc..  Mlddlebury. 

•Miller  Packing  Company,  Kokomo, 

•Mlshier  Packing,  Lagrange 

•Ossiar.  Packing  Ccmpany.  Inc.  Osslan. 

•Walter  Price  Aba'roir,  Inc.  Plymouth. 

•Pnde  Packing  Company,  Inc.  Terre  Haute 

•Roo":  Parking  Company,  Indianapolis 

•R.3se    City    Packing    Company,    Inc.,    New 
Ca-^i.e 

•Rutze;  Slaughter  House.  Aurora, 

•Schmitt  Packing  Company.  Decatur. 

•Schuler  Packing  Company.  Ferdinand 

•Smnett   &  Son   Packing  Company.   Wades- 

vil'.e 
•Spenda;  ^^eats.  Clinton, 
'Standard  PacklnE  Company.  Kokomo 
•State   Line   Packing    (located   In   Indiana;. 

Momence,  mine's, 
•Straub  &  Smith  Packing  Company,  Indian- 
apolis 
•Troy  Packing  Company.  Inc.,   Indianapolis 
"Top  of  Indiana  Beef  Company 
•Viettl  Packing  C   nipany.  Clinton 
•Ward  Packing  Ccc.ipany.  Monon 
•Wilcox  Inc.,  North  Liberty, 
'Wolfs  Processing  Plant,  New  Albany 
•Young   Brother.?,   Inc  .   Ladoga 
•Vetter  Meat  Con.par.y    Kokomo 


?.i:ssiss:ppt 

•Passbach  Meats,  Inc  .  Natchez. 

North    Cabolina 

■Carolina  Packers,  Inc.  Smlthfleld 
•G.  L    Draughon  Wholesale  Meats.  Payetle- 
vUle. 


•Falcon  Whole  Sale  Meats,  F&lcon 
•Carolina  Packers.  Inc  .  Smlthfield 

Oklahoma 

•Calera  Processing  Plant.  Calera. 
•Dudley  Tucker  Slaughterhouse.  Durant 
•Harris  Packing  Company.  Oklahoma  City 
•  Moores  Proces.slng  Plant.  Durant. 

Texas    ♦ 

•Mlns  Meat  Company,  Inc.,  Lufkin 

Wisconsin 
•Wunderllch  Packing  Company.  Sharon 

The  following  slaughtering  establishments 
are  deleted  from  the  list  specifically  approved 
to  handle  interstate  shipments  of  cattle. 

Oklahoma 
•Holder  Locker  Plant,  Elk  City 

Specifically  Approved  Stockyards 
The  following  stockyards  preceded  by 
an  asterisk  are  specifically  approved  for 
the  purposes  of  ?5  78.7,  78.8.  78.12a,  Title 
9,  Code  of  Federal  Regulations,  concern- 
ing brucellosis  reactors,  exposed  cattle 
and  cattle  from  quarantined  areas,  and 
for  the  purposes  of  ?§  78.9,  78.10  and 
78  11  of  said  Title  9.  concerning  cattle 
not  known  to  be  affected  with  brucellasis. 
cattle  from  qualified  herds,  and  cattle 
from  herds  of  unknown  status.  The  fol- 
lowing stockyards  not  preceded  by  an 
asterisk  are  specifically  approved  for  the 
purposes  of  I  78.9.  78.10  and  78.11  only: 
Alabama 

•Pickens  County  Livestock  Commission  Com- 
pany. Allcevllle. 

Arkansas 

•London  Livestock  Auction.  London 

•Eudora  Uvesiock  Auction  Company.  Eudora. 

•Rex   White   Livestock   Auction,   RusselvUle 

CoNNECTictrr 

North    Franklin    Commission     Sale,     North 

Franklin. 

Georgia 

•Coosa  Valley  Livestock  Company.  Rome. 

Illinois 

•  Paris  Livestock  Sales  Company.  ParU. 
•Peoria  Union  Stockyards  Company.  Peoria 

Indlana 
•EvansvUle    Union     Stockyards     Co.,     Inc.. 

Evanavllle. 
•Producers  Uvestock  Association,  Vlncennes 

Iowa 

Decorah  Sales  Commission.  Decorah. 
Iowa  County  Livestock  Auction.  Marengo. 
Sheldon  Livestock  Sales  Company.  Sheldon. 

Kansas 
•Chanute      Livestock      Auction      Company. 

Chanute. 
•Dlghton  Uvestock  Auction,  Dlghton 
•Rezac  Livestock  Commission  Company,  St 

Marv's 
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KrNTUCKT 

•Good  Day  Stockyards,  Princeton. 

•  Farmers       Livestock       Marketing       Co-op, 

RussellvlUe. 
•New  Farmers  Livestock  Market.  Somerset, 

LOtnSIANA 

•Franklinton   Stockyards.   Inc..  FrankUnton. 

Massachusetts 

•Mlchelson's  Livestock  Commission  Auction 
Inc.,  South  Easton. 

Minnesota 

Benson  Livestock  Exchange,  Benson. 

Mississippi 

•I.«xlnpton  Sales  Company,  Inc.,  Lexington. 
•Oxford  Livestock  Market,  Inc.,  Oxford. 

Missouri 

•Brookfleld  Livestock  Auction,  Inc..  Brook- 
field. 

•Cabool  Livestock  Market,  Cabool 

•Central  Livestock  Market,  Inc..  Poplar  Bluff 

Gasconade  County  Livestock  Improvement 
Association.  OwensvlUe 

•Jack  SlvUs  Sales  Company.  Inc  .  Butler 

•Johnson  County  Livestock  Market,  Warrens- 
burg 

•Mid-West   Livestock   Market,   Inc.   Nevada. 

NPO  Collection  Point,  Memphis. 

Reynolds  County  Livestock  Producers. Asso- 
ciation, Ellington. 

Richland  Livestock,  Richland. 

Savannah  Sales  Company.  Savannah. 

•Scotland  County  Livestock  Auction,  Mem- 
phis. 

Van  Meter  Auction.  KlngsvUle. 

Nebraska 

•Huss  Platte  Valley  Auction,  Inc..  Kearney 

New  Mexico 

•Clevis  Livestock  Market  Clovls. 

North  Carolina 

Farmers  Cooperative  Livestock  Market,  Lex- 
ington 

North  Dakota 

•Stockmen's  Livestock  Exchange,  Inc  ,  Beu- 
lab 

Pennsylvania 

Eighty-Four  Auction  Sales.  Inc..  Eighty-Pour. 
Vallev  Stock  Yards.  Inc..  Athens. 
Trl-County  Livestock   Auction.   Inc.   Brock- 
way. 

South  Carolina 

Central  Carolina  Livestock  Market,  Inc.. 
LugofT. 

South  Dakota 

Burke  Livestock  Auction.  Burke. 

Canton  Livestock  Sales  Company.  Canton. 

Chamberlain  Livestock  Sales,  Inc.,  Chamber- 
lain. 

Corsica  Livestock  Sr.Ies.  Co  ,  Corsica 

Gregory  Livestock  Auction  Market.  Gregory 

Kimball  Livestock  Exchange.  Kimball. 

Sioux  Falls  Stockyards  Companv,  Sioux 
Palls 

Stockman's  Livestock  Auction  Company. 
Yankton 

Winner  Livestock  Auction  Company,  Winner. 
Yankton  Livestock  Auction  Market.  Yankton 

Texas 
•Daihart  Auction  Company,  Dilhart 
•.Mineral   Well  Stockyard  Company,  Mineral 
Wells, 

•Quanah  Livestock  Commission  Company 
Quanah. 

Virginia 

•Orange  Livestock  Market.  Orange 


West  Virginia 

•Spencer  Livestock  Exchange  Company,  Inc., 
Spencer. 

The  following  livestock  markets  are  de- 
leted from  the  list  specifically  approved  to 
handle  interstate  shipments  of  cattle. 

Iowa 

Marengo    Livestock    Commission    Company, 

Inc.,  Marengo. 
Sheldon  Livestock  Company,  Inc.,  Sheldon. 

Kansas 

•Dlghton    Livestock    Auction    Market,    Inc., 

Dighton. 
•Reznac    Livestock    Commission    Company, 

Manhattan. 

Kentucky 

•Logan  County  Livestock  Market,  Russell- 
vlUe. 

Mississippi 

"Lexington  Sales  Company.  Lexington, 
■Oxford     Livestock     Commission    Company, 
Oxford. 

Missouri 

•Central  Livestock  Market.  Poplar  Bluff. 

■  Hinds  Sale  Company,  Memphis. 

•Farmers  Auction  Company.  Mountain  View. 

Johnson  County  Livestock  Market.  Warrens- 
burg. 

Kingsville  Livestock  Auction.  Klngsville. 

•Linn  County  Auction  Inc  .  Brookfleld. 

MaryviUe  Livestock  Market.  Inc..  Maryvllle. 

Northeast  Missouri  Producers  Association, 
Memphis. 

Savannah  Sale  Co.,  Inc.,  Savannah. 

•Schuyler  County  Sale  Company.  Lancaster. 

Nebraska 

•Platte  Valley  Livestock  Auction,  Kearney. 

North  Dakota 

•Schnell's  Beulah  Livestock  Auction  Market. 
Inc..  Beulah. 

Pennsylvania 
•Trl-County  Livestock  Auction,  Inc..  Brock- 
way. 

Texas 
•Plalnvlew  Livestock  Auction,  Plalnvlew. 

Vermont 
Whiting  Livestock  Commission  Sales,  Whit- 
ing. 

ViRCrNIA 

•Orange  Livestock  Market.  Inc.,  Orange. 

West  ViRcrNiA 
•Spencer  Livestock  Exchange.  Spencer. 

Effective  date:  The  foregoing  notice 
shall  become  effective  June  7.  1977. 

This  action  imposes  certain  restric- 
tions necessarj'  to  prevent  the  spread  of 
brucellosis  and  relieves  certain  restric- 
tions presently  imposed.  The  action 
should  te  made  effective  promptly  in 
order  to  accomplisii  its  purpose  in  the 
public  interest  and  to  be  of  maximum 
benefit  to  persons  subject  to  the  restric- 
tions which  are  relieved.  Therefore,  un- 
der the  administrative  procedure  provi- 
sions of  5  U  S.C.  553.  it  is  found  upon 
good  cause  that  notice  and  other  public 
procedure  with  respect  to  this  action 
are  impracticable,  unnecessary  and 
contrary  to  the  public  Interest,  and  good 
cause  is  found  for  making  this  action 
effective  less  than  30  days  after  pub- 
lication in  the  Federal  Register. 

Done  at  Washington,  D.C.,  27th  dav  of 
May.  1977. 


The  Animal  and  Plant  Health  Inspec- 
tion Service  has  determined  that  this 
document  does  not  contain  a  major  pro- 
posal requiring  preparation  of  an  In- 
flation Impact  Statement"  under  Execu- 
tive Order  11821  and  OMB  Circular 
A-107. 

G.  V.  Peacock, 
Acting  Deputy  Admin- 
istrator. Veterinary  Services. 
IPBDoc.77-15901  Filed  6-6-77:8:45  am] 


Food  and  Nutrition  Service 

CHILD  NUTRITION   PROGRAMS 

Income  Poverty  Guidelines  for  Determining 
Eligibility  for  Free  and  Reduced-Price 
Meals  and  Free  Milk 

Pursuant  to  sections  9  and  17  of  the 
National  School  Lunch  Act.  as  amended 
(42  U.S.C.  1758  and  42  US  C.  1766'.  and 
sections  3  and  4(e)  of  the  Child  Nutrition 
Act  of  1966.  as  amended  i42  US  C  1772 
and  1773  fe>  > .  the  income  poverty  guide- 
lines for  determining  eligibility  of  chil- 
dren for  free  and  reduced  price  meals  in 
the  National  School  Lunch  Program  <  7 
CFR  Part  210  >,  School  Breakfast  Pro- 
gram <7  CFR  Part  220  > ,  Child  Care  Food 
Program  '7  CFR  Part  226'.  and  com- 
modity only  schools  (1  CFR  210.15'a)>. 
and  for  free  milk  in  the  Special  Milk 
Program  (7  CFR  Part  215'  during  the 
period  July  1.  1977-June  30.  1978.  are 
prescribed  by  the  Secretary  in  the  follow- 
ing tables. 

Under  the  legislation  and  applicable 
regulations,  schools  and  institutions 
which  charge  for  meals  separately  from 
other  fees,  are  required  to  serve  free 
meals  and  free  milk  to  all  children  from 
families  whose  income  is  at  or  below 
the  applicable  family  size  income  level 
indicated  by  the  Secretary- "s  guidelines. 
Schools  and  institutions  which  charge 
for  meals  separately  from  other  fees  are 
required  to  serve  reduced-price  meals  to 
all  children  from  families  whose  incomes 
are  at  or  below  95  percent  above  the 
applicable  famUy  size  income  levels  in 
the  guidelines. 

Each  State  agency  is  required  to  pre- 
scribe income  guidelines  for  both  free 
and  reduced  price  meals  and  free  milk 
by  family  size,  for  use  by  schools  and 
institutions  in  the  State.  The  State 
guidelines  for  free  meals  and  for  free 
milk  may  not  be  less  than  the  apolicable 
family  size  income  level  prescribed  by 
the  Secretary,  and  mav  not  exceed  the 
Secretary's  guidelines  by  more  than  25 
nercent.  The  State  guidelines  for  reduced 
price  meals  must  be  establi=;hed  at  95 
percent  in  excess  of  the  Secretary's 
guidelines. 

For  the  convenience  of  State  agencies, 
the  tables  also  show  the  Secretary's  in- 
come poverty  guidelines  when  increased 
by  25  percent  and  when  increased  by  95 
percent.  The  increased  figures  represent 
the  maximum  levels  to  be  prescribed  by 
State  agencies  in  determining  eligibility 
for  free  meals  and  free  milk,  and  the 
mandatory-  level  for  reduced  price  meals. 
respectively.  The  Secretarv's  guidelines 
remain  the  minimum  level  for  free  m.eals 
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and  free  milk:  all  children  at  or  below 
such  leveLs  shall  be  ser\ed  free  meals 
and  free  milk  Guidelines  for  the  Lsland 
of  Guaum  are  identical  to  those  esUb- 
lished  for  the  State  of  Hawaii. 

Ineonw  poverty  guidclineit  July   1.    /?77- 
Jitnc  .iO.   L<*78 


Guideline  levels 

Secretary's    when  increased 
Family  siie               guidelines              by 

25  pet    So  pel 

48  States,  District  of  Colum- 
bia, Puerto  Rico,  territories 
excluding  Guam; 
1                   

$3,140    $3,930 

4, 130    5,  leo 

5,110      e,390 
6,000      7,610 
6.990      8,740 
7,890      9,880 
8,710    10,890 
9,530    11,910 
10,270    12,840 
11,010    13,7*0 
11.740    11680 
12, 470    15, 590 

730          910 

3.930      4,910 
5,160      6.450 
6, 380      7,  t«0 
7,  900      9,  500 
8,730     10,910 
9.850    12.310 
10.880    13.600 
11.900    14,880 
12,820    16.030 
13.740    17.180 
14.850    18,320 
15,580     19,450 

910      1,130 

3,430      4,290 
4, 500      5.  630 
r>.  570      6.  tf70 
6.  640      8,  300 
7. 6a)      y,  530 
8,  SOO     10.  740 
9.480     11.8.V) 

10.370    :i.yeo 

11,180     13,980 
ll.*<0     14.980 
12,790     15,990 
13,590    16.990 

800      1,000 

$6,120 

2 - 

8          

8.050 
9,970 

4 

5 

11,880 
13,630 

g              

1.5,380 

7 

16.980 

8 - 

g       '    . 

18.580 
20,030 

10 

21.470 

11                  

22,890 

1'                  

•24, 310 

Each  additional  (am- 
ilv  member  .. 

1,420 

Alaska: 

1                     

7.  MO 

2             . 

lo.iieo 

3..- 

4               

12,440 
14.820 

5                   

17.020 

g             

19,  210 

7                 

21,220 

8 - - 

e - 

10               -  — 

'23,210 
25.000 
26.7iiO 

11     --- 

28,  .'■70 

12                  

30,340 

Each  siddllional  lam- 
ilv  member        -.- 

1,770 

Hawaii  and  Quam: 

1               

6,690 

2 

8.:?o 

3 _ 

4  ..      

IP.  870 
12.950 

5 

14.860 

0             

16.750 

g niii" 

18,490 

20,220 

9           

21.800 

10 

•23,380 

U 

12     

24, 9«) 

26.500 

Each  additional  fam- 
ily raemt)er 

1.560 

The  Secretary's  income  poverty  guide- 
lines are  based  on  the  previous  years 
poverty  level  adj'jsted  for  the  change  m 
the  Consumer  Price  Index  for  the  12 
month  period  ending  April  1977  This 
procedure  is  specified  by  section  9  of  the 
National  School  Lunch  Act.  as  amended 
(42  use.  1758).  The  Consumer  Price 
Index  is  not  computed  for  the  State  of 
Hawaii  for  the  month  of  April.  There- 
fore, the  Secrptar>''s  income  poverty 
guidelines  for  Hawaii  and  Guam  are 
based  upon  the  change  in  the  Consumer 
Price  Index  for  Hawaii  and  Guam  for  the 
12  month  period  ending  March.  1977. 

"Income,"  as  the  term  is  used  in  this 
notice  is  simUar  to  that  defined  in  the 
Bureau  of  the  Census  report.  "Charac- 
teristics of  the  Low-Income  Population: 
.1971.'  Consumer  Income,  Current  Popu- 
lation Reports,  series  P-60.  No.  86, 
December  1972.  "Income"  means  inccHne 
before  deductions  for  income  taxes,  em- 
ployees' social  security  taxes,  insurance 
premium.s.  bonds,  etc.  It  includes  the 
following : 

( 1 1  Monetary  compensation  for  serv- 
ices,   including   wages,   salary,   commis- 
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sions,  or  fees;  i2t  net  income  from  non- 
farm  self -employment;  i3)  net  income 
from  farm  self-emplo>-ment:  i4i  social 
security;  t5i  dividends  or  interest  on 
savings"  or  bonds,  income  from  estates 
or  trusts,  or  net  rental  income;  i6>  pub- 
lic assistance  or  welfare  payments;  (7^ 
unemployment  compensation;  (8i  gov- 
ernment civilian  employee,  or  military- 
retirement,  or  pensions,  or  veterans'  pay- 
ments: (9>  private  pensions  or  annui- 
ties; (10 1  alimony  or  child  support  pay- 
merits;  ill'  regular  contributions  from 
persons  not  living  in  the  hou.'=hold;  '12' 
net  rovalties;  and  '13'  other  cash  in- 
come. Other  cash  income  would  include 
cash  amounts  received  or  withdrawn 
from  any  source  includin.e  savings,  in- 
vestments, trust  accouiits,  and  otiier  re- 
sources which  would  be  available  to  pay 
the  price  of  a  child's  meal 

"Income,"  as  the  term  is  used  in  this 
notice,  does  not  include  anv  income  or 
benefits  received  under  any  Federal  pro- 
gram which  are  excluded  from  consider- 
ation as  income  by  any  legislative  pro- 
hibition, for  example,  the  bonus  value 
of  food  stamps  received  under  the  Food 
Stamp  Act  of  1964  as  amended.  7  U.S.C. 
2011  et  seq.:  nor  does  the  term  include 
income  used  for  the  following  special 
hardship  conditions  which  could  not  be 
reasonably  anticipated  or  controlled  by 
the  household: 

(1>  Unusually  high  medical  expenses: 
(2f  shelter  costs  in  excess  of  :^0  percent 
of  income  as  d^ned  herein;  <3)  special 
education  expenses  due  to  the  mental 
or  physical  condition  of  a  child:  and 
id>  disaster  or  casualtv  losses  Fjrther- 
more,  the  value  of  a&.sistance  to  children 
or  their  families  shall  not  be  considered 
as  income  if  prohibited  by  the  authoriz- 
ing legislation,  eg,  th3  National  School 
Lunch  Act,  and  the  Child  Nutrition  Act 
of  1966. 

In  applying  guidelines,  school  food 
authorities  may  consider  both  the  in- 
come of  the  family  during  the  past  12 
months  and  the  family's  current  rate  of 
mcome  to  determine  which  is  the  bet- 
ter indicator  of  the  need  for  free  and 
reduced-price  meals:  Provided .  however. 
That  children  whose  parents  or  guard- 
ians become  unemployed  shall  be  eligible 
for  free  or  reduced -price  meals  or  free 
milk  during  the  period  of  unem^plov- 
ment.  if  the  loss  of  income  causes  the 
current  rate  of  family  income  to  be 
within  the  eligibility  criteria  of  the 
school  food  authority. 
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92-463),  notice  is  hereby  given  that  a 
meeting  of  the  Salmonella  Advisory 
Committee  will  be  held  on  June  23,  1977. 
beginning  at  9  am.  in  Room  3056,  South 
Building,  U.S.  Department  of  Agricul- 
ture. Washington.  D.C. 

The  Committee  was  established  to 
study  and  make  recommendations  as  to 
way.s  the  incidence  of  salmonella  could 
be "  reduced  in  humans,  animals,  and 
poullrv-,  A  final  draft  of  recommenda- 
tions to  the  SecreLar>'  will  be  discussed 
covering  the  following  areas:  production, 
breeder  and  hatchery,  feed  and  feed  in- 
gredients, processing  and  distribution. 
constmier  education,  and  research. 

Other  matters  to  be  discussed  will  be 
ilie  progress  of  chlorine  research  as  it 
applies  to  the  use  on  meat  and  poultry- 
products  and  ways  to  monitor  the  impact 
of  the  Committee's  recommendations  as 
they  are  implem.ented. 

Space  will  be  reser%-ed  for  Committee 
members  and  scheduled  speakers  The 
public  will  be  admitted  on  a  first  come. 
first  s^v\ed  basis.  Comments  of  inter- 
ested persons  may  be  filed  with  the  Com- 
mittee before  or  after  the  meetmg 

Inform:^ tion  pertaining  to  the  meeting 
m.av  be  obtained  from  Room  2165.  South 
Building.  U.S.  Department  of  Agricul- 
ture 14th  and  Independence  Avenue 
SW.  Washington.  DC.  20250  '202- 
447-3840' 
Dated-  Jime  2.  1977. 

W.    H.    DUBBERT. 

Executive  Secretary 
:  FR  Doc.77-16082  Piled  &-e-77:8  46  am) 


Effective  date:   This  notice  sliall 
come  effective  July  1,  1977. 

Dated:  June  3,  1977. 


be- 


Carol  Tucker  Foreman. 
Assistant  Secretary 

(FR  Doc  77-16115  Piled  6-6-77:8:46  am) 


Food  Safety  and  Quality  Service 

SALMONELLA  ADVISORY  COMMITTEE 

Meeting 

Pursuant  to  the  provisions  of  the  Fed- 
eral  Advisory  Committee  Act   <Pub.  L 


Rural  Electrification  Administration 

ARIZONA  ELECTRIC   POWER 
COOPERATIVE,    INC 

Final  Environmental  Impact  Statement 

Notice  is  hereby  given  that  the  Rural 
Electrification  Administration  has  pre- 
pared a  Fmal  Environmental  Impact 
Statement  in  accordance  with  Section 
102' 2'  'C'  of  the  National  Environmen- 
tal Policy  Act  of  1969  m  connection  with 
an  anticipated  loan  guarantee  for  Ari- 
zona Electric  Power  Cooperative  Inc.. 
PO  Box  670,  Benson.  Arizona  85602. 
which  will  provide  financing  for  the  ini- 
tial operation  and  development  of  strip 
mining  of  approximately  8.000  acres  of 
Gamercc  properties  located  near  Gallup. 
New  Mexico,  in  McKuiley  County 

Additional  information  may  be  se- 
cured bv  request  submitted  to  Mr  Rich- 
ard F  Richter.  Ass'istant  Administrator, 
Electric,  Rur'al  Electrification  Adminis- 
tration US  Department  of  Agriculture, 
Washington.  DC  2025.3  The  Fmal  Envi- 
ronm.ental  Impart  Statement  ma>  be  ex- 
ammed  durmg  regular  b'usmess  hours  at 
the  offices  of  REA  m  the  South  Agricul- 
ture Buiidmg,  12Ui  Street  and  Independ- 
ence Avenue  SW.,  Washmgton  DC, 
Room  4310  or  at  Arizona  Electric  Power 
Cooperative,  Inc.,  P  O  Box  670  Benson, 
Arizona  85602. 

Final  REA  action  may  be  taken  with 
respect   to  this   matter   after    i30   days 
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from  the  date  of  Federal  Register  publi- 
cation of  thLs  notice  >. 

Any  loan  which  may  be  made  pursu- 
ant to  this  application  will  be  subject  to. 
and  release  of  funds  thereunder  will  be 
contingent  upon.  REAs  reaching  satis- 
factory conclusions  with  respect  to  envi- 
ronmental effects  and  final  action  will 
be  taken  only  after  compliance  with  En- 
vironmental Statement  procedures  re- 
quired by  the  National  Environmental 
Policy  Act  of  1969. 

Dated  at  Washington.  DC  .  this  27th 
day  of  May.  1977 

Joseph  Vellone, 
Acting  Administrator.  Rural 
Electrification  Administration. 

IFR  Doc. 77-16080  Filed  6-6-77:8:45  am) 


GOLDEN   VALLEY   ELECTRIC   ASSOCIA- 
TION,   INC.,    FAIRBANKS.    ALASKA 

Final  Environmental  Impact  Statement 

Notice  is  hereby  given  that  the  Rural 
Electrification  Administration  has  pre- 
pared a  Final  Environmental  Impact 
Statement  in  accordance  with  Section 
102'2>'Ci  of  the  National  Environ- 
mental Policy  Act  of  1969.  in  connection 
with  a  proposed  financing  application 
from  the  Rural  Electrification  Adminis- 
tration for  Golden  Valley  Electric  A.sso- 
clation.  Inc  .  Box  1249.  Fiirbanks.  Alaska 
99701,  to  finance  the  construction  of  two 
60  Krw  combustion  turbmes  at  North 
Pole  and  a.vsociated  transmission  Imes 
and  substations  all  in  the  State  of 
Alaska. 

Additional  information  may  be  secured 
on  request,  .submitted  to  Mr.  Richard  F 
Richter,  Assistant  Administrator — Elec- 
tric. Rural  Electrification  Administra- 
tion, U  S.  Department  of  Agriculture. 
Washington,  DC.  20250.  Comments  are 
particularly  invited  from  State  and  local 
agencies  which  are  authorized  to  develop 
and  enforce  environmental  standards, 
and  from  Federal  agencies  hanng  juris- 
diction by  law  or  special  expertise  with 
respiect  to  any  environmental  impact  In- 
volved from  which  comments  have  not 
been  requested  specifically. 

Copies  of  the  REA  Final  Environmen- 
tal Impact  Statement  have  been  sent  to 
various  Federal.  State,  and  local  agen- 
cies, as  outlined  in  the  Council  on  Envi- 
ronmental Quality  Guidelines.  The  Rnal 
Environmental  Impact  Statement  may 
be  examined  during  regular  business 
hours  at  the  offices  of  REA  in  the  South 
Agriculture  Building.  12th  Street  and  In- 
dependence Avenue  SW.,  Washington, 
DC,  Room  4310,  or  at  the  borrower's 
address  Indicated  above 

Comments  concerning  the  environ- 
mental impact  of  the  construction  pro- 
posed should  be  addressed  to  Mr,  Richter 
at  the  addre.ss  given  above  Comments 
must  be  received  on  or  before  July  7, 
1977.  to  be  corLsidered  in  connection  with 
the  proposed  action. 

Final  REA  action  with  respect  to  this 
matter  'including  any  release  of  funds > 
will  be  taken  only  after  REA  has  reached 
satisfactory  conclusions  with  respect  to 
Its  environmental  effects  and  after  pro- 


cedural requirements  set  forth  In  the  Na- 
tional Environmental  Policy  Act  of  1969 

have  been  met. 

Dated  at  Washington,  DC,  this  27th 

day  of  May  1977. 

Joseph  Vellone. 
Acting  Administrator,  Rural 
Electrification  Administration. 

I  PR  Doc  77-15998  Filed  6-6-77:8:45  airt) 

CIVIL  AERONAUTICS   BOARD 

:Dock?t  No   306821 

INVESTIGATION  OF  PAN  AMERICAN'S 
WASHINGTON  /  BALTIMORE  /  CHICAGO 
SERVICE,    ROUTES    117   AND    130 

Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  the  above-entitled  mat- 
ter is  assigned  to  be  held  on  June  28, 
1977,  at  10  a.m.  i local  time),  in  Room 
1003,  Hearing  Room  B,  Universal  North 
Building,  1875  Connecticut  Avenue,  NW., 
Washington,  DC,  before  Administrative 
Law  Judge  Richard  M.  Hartsock. 

In  order  to  facilitate  the  conduct  of  the 
conference,  parties  are  instructed  to  sub- 
mit one  copy  to  each  party  and  six  copiee 
to  the  Judge  of  '  1 )  proposed  statements 
of  is.=;ues:  (2i  proposed  stipulations;  (3) 
proposed  requests  for  information  and 
for  evidence:  i4i  statements  of  positions; 
and  i5i  proposed  procedural  dates.  The 
Bureau  of  Operating  Rights  will  circulate 
Its  material  on  or  before  June  14.  1977. 
and  the  other  parties  on  or  before  June 
21,  1977.  The  submissions  of  the  other 
parties  shall  be  limited  to  points  on 
which  they  differ  with  the  Bureau,  and 
siiall  follow  the  numbering  and  lettering 
used  by  the  Bureau  to  facilitate  croes- 
referencing. 

Dated   at   Washington,   D.C..  June  2, 

1977. 

Henry  M.  Switkay, 
Acting  Chief 
Administrative  Law  Judge. 

[FR  Doc, 77-16089  Piled  6-6-77:8:45  am] 


(Docket  No.  301821 

lOWA/ILLINOIS-ATLANTA  ROUTE 
PROCEEDING 

Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  the  above-entitled 
matter  is  assigned  to  be  held  on  July  7. 
1977,  at  9:30  am,  ilocal  time),  in  Room 
1003.  Hearing  Rom  A,  Universal  North 
Building.  1875  Connecticut  Avenue,  NW,, 
Washington,  D  C,  before  Administrative 
Law  Judge  Marvin  H.  Morse. 

In  order  to  facilitate  the  conduct  of  the 
conference,  parties  are  instructed  to  sub- 
mit one  copy  to  each  party  and  six  copies 
to  the  Judge  of  » 1 )  Proposed  statements 
of  issues:  (2)  Propoeed  stipulations;  <3) 
Proposed  requests  for  information  and 
for  evidence;  <4)  Statements  of  posi- 
tions; and  <5i  Proposed  procedural 
dates.  The  Bureau  of  Operating  Rights 
will  circulate  its  material  on  or  before 


June  15.  1977  and  the  other  parties  on  or 
before  June  24,  1977.  The  submissions  of 
the  other  parties  shall  be  limited  to 
points  on  which  they  diCfer  with  the  Bu- 
reau, and  shall  follow  the  numbering 
and  lettering  used  by  the  Bureau  to  fa- 
cilitate cross-referencing. 

Dated   at   Washington,   DC,   June   1. 
1977. 

Henry  M,  Switkay, 

Acting  Chief 
Administrative  Law  Judge. 

|FR  Doc.77-16092  Filed  6-6-77; 8  45  ami 


(Docket  No.  29123:  Order  No.  77-5-158; 
Agreement  C.A  B  26625) 

JOINT  TRAFFIC  CONFERENCES   OF   lATA 

Agreement  Relating  to  Baggage  Matters; 
Order 

Issued  under  delegated  authority,  May 
31.1977. 

An  agreement  has  been  filed  with  the 
Civil  Aeronautics  Board  pursuant  to 
section  412(a)  of  the  Federal  Aviation 
Act  of  1958  (the  Act)  and  Part  261  of 
the  Board's  Economic  Regulations  be- 
tween various  air  carriers,  foreign  air 
carriers,  and  other  carriers  embodied  In 
the  resolutions  of  the  Traffic  Conferences 
of  the  International  Air  Transport  Asso- 
ciation (lATA) .  The  agreement,  adopted 
by  mail  vote,  has  been  assigned  the  above 
C.A.B.  agreement  number. 

The  agreement  would  amend  the 
baggage-allowance  charges  reached  in  a 
limited  agreement  by  certain  lATA 
members  which  was  approved  by  the 
Board  subject  to  conditions  in  Order 
77-4-97  (April  20,  1977) ,  Specifically,  the 
instant  agreement  would  increase  from 
$5.00  to  $6.00  the  excess  baggage  add-on 
charges  to /from  U.S.  points  and  U.S. 
Territories  to  reflect  recent  increases  in 
domestic  charges  for  excess  baggage.  The 
agreement  will  be  approved  subiect  to 
the  conditions  set  forth  in  Order  77-4-97. 

Pursuant  to  authority  duly  delegated 
by  the  Board  in  the  Board's  Regulations. 
14  CFR  385  14.  it  is  not  found  that  the 
following  resolutions,  incorporated  in 
Agreement  CAB.  26625  as  indicated,  are 
adverse  to  the  public  interest  or  in  viola- 
tion of  the  Act.  provided  that  approval  is 
subject  to  the  conditions  stated  in  Order 
77-4-97. 

LATA  REsoLtrrroNS 

JT12  (Mail  1391311 
JT31  (Mail  139)  311 
JT123  (Mail  139)311 

Accordingly,  It  Is  ordered.  That: 
Agreement  C.A.B.  26625  be  and  hereby  is 
approved. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order  pursuant  to  the 
Board's  Regulations.  14  CFR  385.50.  may 
file  such  petitions  within  ten  days  after 
Che  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be- 
come the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above  pe- 
riod, unless  within  such  period  a  petition 
for  review  thereof  is  filed  or  the  Board 
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gives  notice  that  it  will  review  this  order 
on  its  own  motion. 

This  order  will  be  published  in  the 
r'EDERAL  Register. 

Bv  James  L.  Deegan.  Chief,  Passenger 
and'  Cargo   Rates   Division.    Bureau   ol 

Economics.  _  ^^ 

Phyllis  T.  Kaylor, 

Secretary. 

(FR  Doc.77-16093  Piled  6-6-77;8:45  ami 


[Docket  No  308261 
P     T.     MERPATI     NUSANTARA    AIRLINES 
AMENDMENT    OF    FOREIGN    AIR    CAR- 
RIER PERMIT 

Prehearing  Conference 

Notice  IS  hereby  given  that  a  prehear- 
ing conference  m  this  proceeding  is 
assigned  to  be  held  on  June  16.  19  "^Ji^ 
9  30  am  'local  tune»  in  Room  lOOS. 
Hearing  Room  B,  Universal  North  Build- 
ing 1875  Connecticut  Avenue,  NW., 
Washington.  D.C.,  before  Administrative 
Law  Judge  Marvin  H.  Morse. 

Dated  at  Washington.  D.C.,   June   1. 

1977, 

Henry  M.  Switkay. 

Acting  Chief 
Administrative  Law  Judge. 
(PR  Doc  77-16090  Filed  6-6-77;8;46  am| 


(Docket  No.  30782] 

SAN    FRANCISCO-TORONTO/MONTREAL 

ROUTE   PROCEEDING 

Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear- 
ing conference  in  this  proceeding  is  as- 
signed to  be  held  on  July  6,  19"7.  at 
9-30  am,  (local  time),  in  Room  1003. 
Hearing  Room  A,  Universal  North  Build- 
ing 1875  Connecticut  Avenue  NW.. 
Washington,  D.C..  before  Administrative 
Law  Judge  William  A,  Kane. 

In  order  to  facihtate  the  conduct  of 
the  conference,  parties  are  instructed  to 
submit  one  copy  to  each  party  and  six 
copies  to  the  Judge  of  -1)  Proposed 
statements  of  issues;  (2t  Proposed  stip- 
ulations; (3)  Proposed  requests  for  in- 
formation and  for  evidence;  (4)  Stat*"- 
ments  of  positions;  and  (5'  Proposed 
procedural  dates.  The  Bureau  of  Operat- 
ing Rights  will  circulate  its  material  on 
or  before  June  17,  1977.  and  the  other 
parties  on  or  before  June  27,  1977,  The 
submissions  of  the  other  parties  shall  be 
limited  to  points  on  which  they  differ 
with  the  Bureau,  and  shall  follow  the 
numbering  and  lettering  used  by  the 
Bureau  to  facilitate  cross-referencing 

Dated   at  Washington,  D.C.  June   1. 

1977. 

Henry  M.  Switkay. 

Acting  Chief 
Administrative  Law  Judge. 

—    [PR  Doc.77-16091  Piled  6-6-77;8:45  amj 


CIVIL  SERVICE  COMMISSION 

ADVISORY   COMMITTEE   ON 
ADMINISTRATIVE   LAW   JUDGES 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Commitiee  Act.  Public  Law  92-463, 
the  US,  Civil  Service  Commission  an- 
nounces the  following  meeting ; 
NAME ;  Advisory  Committee  on  Adminis- 
trative Law  Judges. 

D.\TE  ANT)  TIME.   June  27,  1977,  9  30 
am.  to  4  p.m 

PLACE    US    Civil  Service  Commission. 
1900  E  Street,  N.W..  Washington,  D.C. 

ROOM:  5323 

TYPE  OF  MEETING :  Open. 

CONTACT  PERSON: 

Arthur  L.  Burnett,  A.ssistant  General 
Counsel.  US,  Civil  Service  Commission. 
1900  E  Street  NW.,  Washington.  DC. 
telephone  202-632-5421 
PURPOSE  OF  COMMITTEE     To  make 
recommendations  to  the  Commission  for 
improvements   in   managerial   effective- 
ness  and   utilization   of   Administrative 
Law    Judges     lALJs)     in    the    Federal 
Government. 
AGENDA;  To  consider  the  establishment 
of    different    level    Administrative   Law- 
Judges  and  the  impact  It  would  have  on 
recruitment  and  selection. 
Dated   June  7,  1977 


29033 

NAME:  Federal  Employees  Pay  Council. 

DATES  ANT)  TIMES:    June  22,   1977.  2 

p.m.  June  29.  1977,  2  pjn 

PLACE:     U.S.  Civil  Service  Commission. 

1900  E  Street  N'\V.,  Washington.  D.C. 

5A06A. 

TYPE  OF  MEETINGS :  Open. 

CONTACT  PERSON 

Claire  Kline,  CommUt.ee  Management 
staff   for  the   Presidents   agent,   U.S 
Civil     Service     Commission,     1900     E 
Street  NW  ,  Washmgton.  DC.  Tele- 
phone 202-632-5595. 

PLTIPOSE  OF  COMMITTEE  To  make 
recommendations  to  the  President's 
agent  with  respect  to  the  process  and 
procedures  leading  to,  and  amounts  of. 
annual  comparability  adjustments  in 
F'ederal  white-collar  pay, 

AGENDA:  Discussions  on  the  1977  com- 
parabihty  adjustment  for  the  statutory 
pay  systems  of  the  Federal  Government, 
which  are  defined  in  section  5301  of  title 
5.  United  States  Code. 
For  the  President's  agent: 

Richard  H    Hall, 
Committee  Management  Officer 

for  the  President's  agent. 

IFR  Doc  77-16117  Filed  6-6-77,8  45  am) 


James  C.  Spry, 
Executive  Assi.'stant 
to  the  Commissioners. 

IFR  Doc  77-16244  Filed  6-6-77:11:46  am) 


DEPARTMENT  OF  TRANSPORTATION 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  5  9-20  of  Civil  Serv- 
ice Rule  rx  '5  CFR  9.20 • .  the  CivU  Serv- 
ice Commission  revokes  the  authority  of 
the  Department  of  Transportation  to  fill 
by  noncareer  execuUve  asignment  in  the 
excepted  service  the  position  of  Director. 
Office  of  Congressional  Relations.  Office 
of  the  Secretary, 

United  States  Civn.  Serv- 
ice Commission. 
James  C  Spry, 

Executive  Assistant 
to  the  Commissioners. 

(PR  Doc  77-15852  Piled  6-6-77;8:45  am] 


FEDERAL   EMPLOYEES   PAY   COUNCIL 
Meetings 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  Public  Law  92-463. 
the  President's  agent  announces  the  fol- 
lowmg  meetings: 


DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

FOREIGN  AVAILABILITY  SUBCOMMITTEE 
OF  THE  COMPUTER  SYSTEMS  TECHNI- 
CAL ADVISORY   COMMITTEE 

Open  Meeting 

Pursuant  to  sermon  10'aM2i  of  the 
Federal  Advisory  Committee  Act.  5  U.S.C. 
App.  I  'Supp  V,  1975',  notice  is  hereby 
given  that  a  meeting  of  the  Foreign 
Availability  Subcommittee  of.  the  Com- 
puter Systems  Technical  Advisory  Com- 
mittee will  be  held  on  Tuesday,  July  12, 
1977,  at  9  30  a.m.  in  Room  6511.  Main 
Comm.erce  Building.  14th  and  Constitu- 
tion Avenue  NW  .  Washington.  DC 

The  Computer  Systems  Technical  Ad- 
visory Committee  was  initially  estab- 
lished on  Januars-  3,  1973  On  December 
20  1974,  and  January  13,  1977.  the  As- 
sistant Secretarv-  for  Administration  ap- 
proved the  recharter  and  extension  of 
the  Committee,  pursuant  to  section  5ic» 
(11  of  the  Export  Administration  Act  of 
1969  as  amended,  50  U.SC  App  sec. 
240410  111  and  the  Federal  Advisory 
Committee  Act  The  Foreign  Availabil- 
ity Subcom.mittee  of  the  Computer  Sys- 
tems Technical  Advison--  Committee  was 
esublished  on  July  8,  1975,  with  the  ap- 
proval of  the  Director.  Office  of  Export 
Administration,  pursuant  to  the  charter 
of  the  Committee, 

The  Committee  advises  the  Office  of 
Export  Administration,  Bureau  of  East- 
West  Trade,  with  respect  to  the  questions 
involving  technical  matters,  worldwide 
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availability  and  actual  utilization  of  pro- 
duction and  technology,  and  licensmg 
procedures  which  may  affect  the  level  of 
export  controls  applicable  to  computer 
systems,  including  technical  data  related 
thereto,  and  includmg  those  whose  ex- 
port is  subject  to  multilateral  <COCOMi 
controls.  The  Foreign  Availability  Sub- 
committee wa.s  formed  to  a.scertain  if 
certain  kinds  of  equipment  are  available 
in  non-COCOM  and  Communist  bloc 
countries,  and  if  such  equipment  is  avail- 
able, then  to  ascertam  if  it  is  technically 
the  same  or  similar  to  that  available 
elsewhere. 

The  Subcommittee  meeting  agenda  has 
three  parts: 

1 1 )  Openmg  remarks  by  the  Subcommittee 
Chairman. 

(2)  Presentation  of  papers  or  conaments 
by  the  public. 

(3)  Initial  Input  on  availability  of  East 
European  equipment 

The  meeting  will  be  open  for  public 
observation  and  a  limited  number  of 
seats  will  be  available  To  the  extent  time 
permits  members  of  the  public  mav  pre- 
sent oral  stat-ements  to  the  subcommit- 
t€e.  Written  statements  may  be  submit- 
ted at  any  time  before  or  after  the  meet- 
ing. 

Copies  of  the  minutes  of  the  meeting 
will  be  available  upon  written  request 
addre.s.-^ed  to  the  Prepd^^m  of  Informa- 
tion Ofificer.  Room  3012.  Domestic  and 
International  Business  Administration. 
US  Department  of  Commerce,  Wash- 
ington. DC    20230 

For  further  uifonr.ation.  contact  Mr. 
Charles  C  Swanson.  Director.  Operations 
Division.  Oflice  of  Export  Administra- 
tion. Domestic  and  International  Busi- 
ne.ss  Adrnmistration.  Room  1617M,  U.S. 
Department  of  Commerce.  Washington. 
DC.  20230.  telephone:  AC  202-377- 
4196 

Dated:  May  31,  1977. 

Rauer  H.  Mfyer. 
Director.   O'^ce   of  Export  Ad- 
ministration, Bureau  of  East- 
West    Trade,   Department   of 
Commerce. 

|FR  Doc.77-16010  Filed  5-6-77:8:45  am] 


National  Oceanic  and  Atmospheric 
Administration 

H.    KRUPP,    OCEANIC   TRADING   CO. 

Receipt  of  Application  for  Certificate  of 
Exemption 

Notice  is  hereby  given  that  the  follow- 
ing applicant  has  applied  in  due  form  for 
a  Certificate  of  Exemption  under  PL. 
94-359,  and  the  regulatioivs  issued  there- 
under 1 50  CFR  Part  222.  Subpart  B>,  to 
engage  m  certain  commercial  activities 
with  respect  to  prc-Act  endangered  spe- 
cies parts  or  products. 

Applicant  H.  Krupp,  dba.  Oceanic 
Trading  Companv.  84  Univen;ity  Street. 
Seattle.  Washington  98101. 

Fenod  of  Exemption  ■  The  apphcani 
requests  that  the  period  of  time  to  be 
covered  by  the  Certificate  of  Exemption 
begin  on  the  date  of  the  original  issuance 
of  the  Certificate  of  Exemption  and  be 
eflective  for  a  3-year  period. 


Commercial  activities  exempted:  (i> 
The  prohibition,  as  set  forth  in  section 
9ianii(A>  of  the  Act,  to  export  any 
such  species  part  fiom  the  United  States; 

«ii).  The  prohibition,  as  set  forth  in 
section  9 1  a  M  1 .( E »  of  the  Act,  to  deliver, 
receive,  carry,  transport,  or  ship  in  inter- 
state or  foreign  commerce,  by  any  means 
whatsoever  and  in  the  course  of  com- 
mercial activity  any  such  species  part; 

<iii»  The  prohibitions,  as  set  forth  in 
section  QianixFt  of  the  Act.  to  sell 
or  offer  for  sale  in  interstate  or  foreign 
corrmierce  any  such  species  part. 

Parts  or  products  exempted:  Three 
hundred  and  eighty-nine  finished  scrim- 
shaw carvings  made  from  sperm  whale 
teeth  and  finished  scnmshaw  products  to 
be  made  from  a  supply  of  550  pounds  of 
sperm  whale  teeth. 

Written  comments  on  this  application 
may  be  submitted  to  the  Director,  Na- 
tional Marine  Fisheries  Service,  Depart- 
ment of  Commerce,  Washington,  D.C. 
20235  within  30  days  of  the  publication 
of  this  notice. 

Morris  M.  Pallozzi. 
Acting  Assistant  Director 
for  Fisheries  Management. 
June   1,   1977. 
|FR  Doc. 77-15999  Piled  6-6-77:8:45  am) 


MARVIN    MORRIS   COHEN 

PreAct  Endangered  Products;  Issuance  of 
Certificate  of  Exemption 

On  May  3,  1977.  notice  \^as  published 
in  the  Federal  Register  (42  FR  22392) 
that  an  application  had  been  filed  with 
the  National  Marine  Fisheries  Service  by 
Marvin  Morris  Cohen  of  Rorkville.  Mary- 
land for  a  Certificate  of  Exemption  to 
engage  in  certain  commercial  activities 
with  respect  to  pre-Act  endangered  spe- 
cies parts  or  products. 

Notice  IS  hereby  given  that  on  June  3, 
1977.  as  authorized  by  the  provisions  of 
the  Endangered  Species  Act  of  1973,  as 
amended  <  Pub.  L.  94-3591 ,  and  the  regu- 
lations issued  thereunder  <50  CFR  Part 
222.  Subpart  B).  the  National  Marine 
Fisheries  Service  issued  a  Certificate  of 
Exemption  to  Marvin  Morris  Cohen. 
14116  Bauer  Drive.  Rockville.  Maryland 
20853. 

The  Certificate  of  Exemption  is  avail- 
able for  review  during  normal  business 
hours  in  the  OfBce  of  the  Enforcement 
Division.  National  Marine  Fisheries  Serv- 
ice. 3300  Whitehaven  Street  NW..  Wash- 
ington, D.C.  20007. 

Dated:  June  1,  1977. 

Jack  W.  Gehringer, 
Deputy  Director.  National  Ma- 
rine Fisheries  Service. 
[FR  Doc.77-16000  Filed  6-6-77:8:45  amj 


Office  of  the  Secretary 

PRIVACY  ACT  OF  1974 

Adoption  of  Routine  Uses 

The  purpose  of  this  notice  is  to  adopt 
new  or  revised  routine  uses  for  existing 
systems  of  records. 


On  March  28,  1977.  the  Department  of 
Commerce  gave  notice  i42  FR  16464-65' 
that  it  proposed  to  add  or  revise  routine 
uses  for  existing  systems  of  records.  In- 
terested persons  were  Invited  to  submit 
written  data,  views,  or  arguments  on  or 
before  April  27.  1977.  No  comments  were 
received  in  response  to  the  notice.  There- 
fore, the  Department  adopts  the  new 
and  revised  routine  uses,  as  proposed, 
effective  Aoril  28.  1977. 

To  facilitate  the  public's  understand- 
ing of  the  changes  made,  following  the 
description  of  each  change,  the  relevant 
text  is  reprinted  below  m  its  entirety 
with  the  change  shown  in  italics.  In  ad- 
dition, each  change  is  identified  with  the 
same  letter  (A.  B.  or  C>  that  was  used 
in  the  March  28.  1977,  notice. 

Dated:  May  27. 1977. 

Elsa  A.  Porter. 
Assistant  Secretary  for 
Administration. 

New  or  Revised  RotrriNE  Uses  to 
Commerce  Department  Systems  of 
Records 

A.  Add  a  new  general  routine  use  to 
the  Prefatory  Statement  of  General  Rou- 
tine Uses  <41  FR  38953-54.  September  13. 
1976*  which  would  perm.it  access  by  GSA 
to  records  covered  bv  the  Privacy  Af-t  in 
connection  with  GSA's  records  manage- 
ment functions.  Such  disclosure  would 
not  be  used  to  make  determinations 
about  individuals. 

Prefatory  Statement  of  General 
Routine  Uses 

1.  In  the  event  that  a  .■^vstem  of  rec- 
ords maintained  by  the  I>epartment  to 
carry  out  its  functions  indicates  a  vio- 
lation or  potential  violation  of  law  or 
contract,  whether  civil,  criminal  or  reg- 
ulatory in  nature,  and  whether  arising  by 
general  statute  or  particular  program 
statute  or  contract,  or  rule,  regulation,  or 
order  issued  pursuant  thereto,  or  the  nec- 
essity to  protect  an  interest  of  the  De- 
partment, the  relevant  records  in  the  sys- 
tem of  records  may  be  referred.  a.s  a  rou- 
tine use.  to  the  appropriate  agency. 
whether  Federal,  state,  local  or  foreign, 
charged  with  the  responsibility  of  inves- 
tigating or  prosecuting  such  violation  or 
charged  with  enforcing  or  implementing 
the  statute  or  contract,  or  rule,  regulation 
or  order  issued  pursuant  thereto,  or  pro- 
tecting the  interest  of  the  Department. 

2.  A  record  from  this  system  of  rec- 
ords may  be  disclosed,  as  a  routine  use, 
to  a  Federal,  state  or  local  agency  main- 
taining civil,  criminal  or  other  relevant 
enforcement  information  or  other  per- 
tinent information,  such  as  current  li- 
censes, if  necessary  to  obtain  informa- 
tion relevant  to  a  Department  decision 
concerning  the  assignment,  hiring  or  re- 
tention of  an  individual,  the  issuance  of 
a  securitv  clearance,  the  letting  of  a  con- 
tract, or  the  issuance  of  a  license,  grant 
or  other  benefit. 

3.  A  record  from  this  system  of  records 
mav  be  disclosed,  as  a  routine  use,  to  a 
Federal  state,  local,  or  international 
agency,  in  response  to  its  request,  in  con- 
nection with  the  assignijient,  hiring  or 
retention  of  an  individual,  the  issuance 
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of  a  security  clearance,  the  reporting  of 
an  investigation  of  an  individtial,  the 
letting  of  a  contract,  or  the  issuance  of  a 
license  grant,  or  otlier  benefit  by  the  re- 
questing agency,  ta  the  extent  tliat  the 
information  is  relevant  and  necessary  to 
the  requesting  agency's  decision  on  the 

matter.  ^  , 

4  A  record  from  this  system  of  records 
may  be  disclosed,  as  a  routine  use.  in  the 
course  of  presenting  evidence  to  a  court, 
migistrate  or  administrative  tribunal,  in- 
cluding disclosures  to  opposing  counsel 
in  the  course  of  settlement  negotiations. 

5  A  record  in  this  system  of  records 
may  be  disclosed,  as  a  routine  use,  to  a 
Member  of  Cong^ress  submitting  a  request 
Involving  an  individual  when  the  individ- 
ual has  requested  assistance  from  the 
Member  with  respect  to  the  .subject  mat- 
ter of  the  record. 

6  A  record  in  this  system  of  records 
which  contains  medical  information  may 
be  disclosed,  as  a  routine  use.  to  the  med- 
ical advisor  of  any  individual  submitting 
a  request  for  access  to  the  record  under 
the  Act  and  15  CFR  Part  4b  if.  in  the 
sole  .judgment  of  the  Department,  dis- 
closure could  have  an  adverse  effect  upon 

.the  individual,  under  the  provision  of  5 
use.  552a*  f>  'S'  and  implementing  reg- 
ulations at  15  CFR  4b. 6. 

7  [Deleted;  Reserved] 

8  A  record  in  this  system  of  records 
mnv  be  disclosed,  as  a  routine  use.  to  the 
Office  of  Management  and  Budget  in  con- 
nection with  the  review  of  private  relief 
legislation  as  set  forth  in  OMB  Circular 
Nd  A-19  at  anv  stage  of  the  legislative 
coordination  and  clearance  porcess  as  set 
forth  in  that  Circular. 

9  A  record  in  this  svstem  of  records 
may  be  disclosed,  a^  a  routine  use.  to  the 
Department  of  Justice  in  connection  with 
determining  whether  disclosure  thereof 
is  required  bv  the  Freedom  of  Informa- 
tion Act  (5U.S.C.  552^ 

10  A  record  in  this  system  of  records 
mav  be  disclosed,  as  a  routine  u'^e.  to  a 
contractor  of  the  Department  having 
need  for  the  information  in  the  perform- 
ance of  the  contract,  but  not  operating  a 
system  of  records  within  the  meaning  of 
5  use.  552a<m'>. 

11  [Deleted:  Re^^ervedl 

12  A  record  in  this  system  may  be 
transferred,  as  a  routine  use.  to  the 
Civil  Ser\ace  Commission:  for  personnel 
rcser.rch  purposes;  as  a  data  source  for 
management  information;  for  the  pro- 
duction of  summary  descriptive  sUtis- 
tics  and  analytical  studies  in  support  of 
the  function  for  which  the  records  are 
collected  and  maintained;  or  for  related 
manpower  studies. 

13  A  record  from  this  system  of  rec- 
ords mav  be  disclosed,  as  a  routine  use. 
to  the  Administrator.  General  Services, 
or  his  designee,  during  an  inspection  of 
records  conducted  by  GSA  a-s  part  of 
that  agency's  responsibility  to  recom- 
mend improvements  in  records  manage- 
ment practices  and  programs,  under  au- 
thority of  44  use.  2904  and  2906  Such 
disclosure  shall  be  made  in  accordance 
with  the  GSA  regulations  governing  m- 
spection  of  records  for  this  purpose,  and 
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a7iy  other  relevant  He  ,  GSA  or  Com- 
merce ^  directive.  Such  disclosure  shall 
not  be  used  to  make  determinations 
about  individuals. 

B  Revise  the  routine  uses  for  the 
COMMERCE  DEPT-1  system  of  rec- 
ords. Attendance,  Leave,  and  Payroll 
Records  of  Employees  and  Certain 
Other  Persons,  to  include  the  Depart- 
ment of  Labor  as  a  potential  recipient 
of  emplovment  wage,  and  separation 
mformation.  The  Departm.ent  of  Labor 
might  request  this  data  pursuant  to  5 
U.S.C.  8506  to  determine  ellgibihty  for 
unemployment  compensation. 

COMMERCE/DEPT.-1 


>\sleni  name: 

Attendance,  Leave,  and  Payroll  Rec- 
ords of  Employees  and  Certain  Other 
Persons-Commerce  Dept-1. 

System  location: 

a  For  emplovees  of  Departmental  Of- 
fices. BEA.  DIBA,  EDA,  NFPCA.  OMBE. 
USTS  Offices  of  Federal  Cochairmen. 
RAPCs.  and  ARC:  Office  of  Financial 
Management  Services.  OS.  U.S.  Depart- 
ment of  Cenmierce.  14th  and  Constitu- 
tion Avenue.  NW.,  Washmgtcn.  DC 
20230,  and  Office  of  Automatic  Data 
Processmg  Management  'ADP  Opera- 
tions Division  ■ ,  use  above  address. 

b.  For  employees  of  MARAD:  i man- 
ual' Division  of  Accounts,  (machine 
readable'  Division  of  Data  Operations, 
14th  and  Constitution  Avenue  NW.. 
Washington,  DC.  20230. 

c.  For  employees  of  NBS.  NTIS,  and 
OTEL:  National  Bureau  of  Standards, 
Accountmg  Division  'PayroU  Section', 
Admmistration  Building.  Gaithersburg, 
Marjland  (P.O.  Washington,  DC. 
20234 >. 

d.  For  employees  of  NOAA:  National 
Oceanic  and  Atmospheric  Administra- 
tion, Personal  Service  Accounting 
Branch,  6010  Executive  Boulevard, 
Rorkville,  Maryland  20852. 

e.  For  employees  of  PAT-TM:  Office 
of  Finance  (Employee  Accounts  Divi- 
sion', U.S.  Patent  and  Trademark  Of- 
fice. 2021  Jefferson  Davis  Highway,  Ar- 
lington. Vu-ginia  22202 

f.  For    employees    of    CENSUS;    Fi- 
nance Division.  Bureau  of  the  Census, 
Federal   Building   3.   Washington,   DC. 
20233.    and    the    following   Census   Re- 
gional  Offices:    1365   Peachtree   Street. 
NE..  AtlanU,  Georgia  30309;  441  Stuart 
Street,    Boston,    Massachusetts    02116; 
230     South     Tryon     Street,     Chariotte. 
North  Carolina  28202;  536  South  Clark 
Street.    Chicago.    Illinois    60605;     HOC 
Commerce  Street.  Dallas.  Texas  75202; 
11011    West    Sixth    Avenue    (P.O.    Box 
25207'.    Denver,    Colorado    80225;    234 
SUte  Street,   Detroit.  Michigan  48226; 
One    Gateway    Center,    4th    and    State 
Streets,    Kansas    City,    Kansas    66101; 
1100  Wilshire  Boulevard.   Los  Angeles. 
California  90024;  26  Federal  Plaza,  New- 
York  City.  New  York   10007;   600  Arch 
Street.       PhDadelphia,       Pennsylvania 
19106    and  1700  Westlake  Avenue,  Seat- 
tle. Washington  98109. 


2903;-) 

Cateitories  of   individuals  covered  bv  the 
sislem: 

All  Commerce  Department  employees 
and  certain  other  persons  as  categorized 
by     organizational     component     in     a. 
through  f .  above 
(-alegorie-  of  rei-ord*  in  ihe  system: 

Name    date  of  birth,  social  security 
number  and  employee  number,   service 
co.Tiputation     date,     grade,     step,     and 
salary:   organization   (codc,  retirement 
or   FICA   data    as    applicable;    Federal, 
state,  and  local  tax  deductions,  as  appro- 
priate. IRS  tax  lien  daU;  savings  bond 
and    charity    deductions;     regular    and 
optional     Government     life     insurance 
deduction (s>.   health    insurance   deduc- 
tion and  plan  or  code;  cash  award  data; 
jury  dutv  data;  military  leave  data:  pay 
differentials,     union     dues    deductions; 
allotments,    by    type    and    amount;    fi- 
nancial  institution   code   and   employee 
account  number;  leave  status  and  leave 
data    of    all    types    'including    annual, 
compensatory,     jury     duty,     maternity, 
military,     retirement     disability,     sick, 
transferred,  absence  without  leave,  and 
without    pay '  ;     time    and     attendance 
records.    Including    number   of    regular, 
overtime,    holiday,    Sunday,    and    other 
hours  worked;   pay  period  number  and 
ending  date;   cost  of  li^ng  allowances; 
mailing  address;  co-owner  and  or  benefi- 
ciary of  bonds,  marital  status  and  num- 
ber of  dependents;  and  "Notification  of 
Personnel      Action'.      The      individual 
records  listed  herein  are  included  only 
as   p>ertinent   or   applicable   to   the   in- 
dividual employee 

Authority  for  maintenance  of  the  system: 
Title  5  use.  Title  31  U.S.C.  66a,  Title 
44  use.  3101,3309 


Routine  iiseii  of  record-  maintained  in  the 
system.  inrludin|S  ralcKories  of  users 
and  the  purpose-  of  ^urh  uses: 

Transmittal  of  data  to  U.S.  Treasury 
to  effect  issuance  of  paycheck  to  em- 
ployees and  di.^tnbution  of  pay  according 
to  emplovee  directions  for  savmgs  bonds, 
allotments,  financial  institutions  and 
other  authorized  purposes. 

Reporting:  tax  withholding  to  Internal 
Revenue  Service  and  appropriate  State 
and     local     taxing     authorities;     FICA 
deductions   to   the   Social   Security   Ad- 
ministration:  dues  deductions  to  labor 
unions;  withholdings  for  health  and  life 
insurance  to  the  insurance  carriers  and 
the     U.S.     Civil     Service     Commission; 
charitv      contribution      deductions      to 
agents  of  charitable  institutions:  annual 
W-2    statements    to   taxing    authorities 
and  the  individual;   wage,  employment, 
and  separation  information  to  state  un- 
employment  compensation    agencies    to 
the  Department  of  Labor  to  determine 
eligibility  for  unemplovment  compensa- 
tion and  to  housing  authorities  for  low- 
cost   housing    applications;    and   NOAA 
Corps  data  to  US  Civil  Service  Commis- 
sion    for     preparation     of     statistical 
materials.   ALso.  see  routine  use  para- 
graphs of  Prefatory  Statement. 
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NOTICES 


I'i>Im  i««   .mil    practi (■•■■.    for  «titriii(i.    r»lri*'\- 
iiii;,   .H  I  ("^mi;.   rft.iiniiii:.  uiid  di»p«)s 
iiig  uf  muril*  in  llic  »>«Iiiii; 

'»li>ra|te: 

Both  manual  and  machine-readable. 

H.  lri('\.il)ilily: 

Hv  ii«n,e  and 'or  employee  or  social 
security  number 

*»iifr{»viar»l«  : 

Phyhical.  terhnical.  and  administrative 
security  is  maintained,  with  all  storase 
equipment  and  or  rooms  locked  when 
not  in  Li.«e  Admittance,  when  open,  is 
restricted  to  authorised  personnel  only. 
All  payroll  personnel  and  computer 
operators  and  pros-'rammers  are  in- 
structed and  cautioned  on  the  con- 
fidentiality of  the  records. 

Krit'niion  and  ili->p<)-al : 

Retained  on  site  until  after  GAO  audit, 
then  di.spa'^ed  of.  or  transferred  either  to 
Federal  Records  Storage  Centers  in 
accordance  with  the  fiscal  records  pro- 
gram approval  by  GAO.  a.s  appropriate, 
or  GeneriiJ  Record  Schedules  of  GSu^. 

Sysl»-m  in.iii.ii;.  r(  -  )  and  addrt>>: 

Pot  rerords  at  location  a  :  Director, 
Departmental  Office  of  Financial  Man- 
apenwnt  Servicrf.  US  Department  of 
Commerce.  Washinijton.  DC  20230  For 
records  at  location  b  Chief.  Division  of 
Accounts.  Maritime  Administration 
Wa.shington  DC  20230  For  records  at 
location  c:  Chief -Accountant.  Acroimt- 
ing  Division  National  Bureau  of  Stand- 
ards. Administration  Building.  Gaitherv- 
burp.  Maryland  'PO  Washington.  DC. 
20234'  For  records  at  location  d.:  Chief. 
Personal  Service  Accounting  Branch, 
National  Oceanic  and  Atmospheric  Ad- 
ministration 6010  Executive  Boulevard. 
Rockville.  Maryland  20852  For  record< 
at  location  e  :  Director.  Oftu  e  of  F"inance 
U  S  Patent  and  Trademark  OfRce. 
Washington  DC  20231  For  records  at 
location  f  ;  Associate  Director  for  Ad- 
ministration, Bureau  of  the  Census. 
Federal  Building  3.  Washington,  DC 
20233,  and  the  Director  of  the  particular 
Regional  Office  listed  above. 

NolifiratMjn  procedur*-: 

Vor  BE  A  records  at  location  a  infor- 
mation may  be  obtained  from:  Special 
A.ss>stant  to  the  Director  BE.A  Tower 
Buildmg  1401  K  Street.  \w  Washing- 
ton DC  20005: 

For  DIB.^  records  at  location  a.,  in- 
formation may  be  obtained  from-  Direc- 
tor Office  of  Management  and  Svstems. 
DIBA,  U  S  Department  of  Commerce 
Washington  DC  20230: 

For  EDA  records  at  location  a  infor- 
mation may  be  obtained  from  Director 
Office  of  Public  Affairs.  EDA  U  S  De- 
partment of  Commerce  Washington 
D  C  2023'i 

For  NFPCA  records  at  location  a.,  in- 
formation mav  be  obtainpd  from:  Ad- 
mmisirative  Officer  NFPCA  2400  M 
Strec;  .\W    Wa.shington  D  C  20230: 

For  OMBE  records  at  location  a  .  in- 
formation    may     be     obtained     from: 


Assistant  Director.  Field  Operations  and 
.Administration  OMBE,  U.S.  Department 
of  Commerce  Wa.shington,  D.C.  20230; 

For  UST6  records  at  location  a.,  infor- 
mation may  be  obtained  from:  USTS, 
US  Department  of  Commerce,  Wash- 
ington, DC-  20230:  and 

For  all  other  records  at  location  a.. 
information  may  be  obtained  from: 
Director.  Office  of  Organization  and 
Management  Systems.  U.S.  Department 
ot  Commerce.  Wjushington,  DC.  20230. 

For  records  at  location  b.,  information 
may  be  obtained  from:  Secretary.  Mari- 
time .Administration,  U.S.  Department 
of  Commerce.  Washington.  D.C.  20230; 

For  NBS  and  NTIS  records  at  location 
c  .  information  may  be  obtained  from: 
A.ssociate  Director  for  Administration, 
National  Bureau  of  Standards.  Gaithers- 
burg.  Maryland  iP.O.  Washington,  D.C. 
20234'  ; 

For  OTEL  records  at  location  c.  In- 
formation may  be  obtained  from:  Ad- 
ministrative Officer.  OTEL.  1325  G 
Street  NW  ,  Wa.shinglon.  DC.  20231 ; 

For  records  at  location  d.,  information 
may  be  obtained  from:  Assistant  Ad- 
ministrator for  Administration.  National 
Oceanic  and  Atmospheric  Administra- 
tion. 6010  Executive  Boulevard.  Rock- 
ville. Maryland  20852: 

For  records  at  location  e.,  information 
may  be  obtained  from:  Assistant  Com- 
missioner for  Administration.  U.S. 
Patent  and  Trademark  Office,  Washing- 
ton. DC.  20231:  and 

For  records  at  location  e.,  information 
may  be  obtained  from:  Associate  Direc- 
tor for  Administration,  Bureau  of  the 
Census.  Federal  Building  3,  Wa,shington, 
D  C  20233. 

Requester  should  provide  name,  social 
security  number  and  time  or  organiza- 
tion unit  of  employment  pursuant  to  the 
inquiry  provisions  of  the  Department's 
Rules  which  appear  in  15  CFR  Part  4b. 

Kfcord  accr«-  pnx'edures: 

Requests  from  Individuals  should  be 
addres.sed  to:  same  address  of  the  desired 
location  as  stated  in  the  notification 
section  above 

(,«>ntr*lirii:  record  procedures: 

The  Department's  rules  for  £w;cess.  for 
contesting  contents,  and  appealing  ini- 
tial determinations  by  the  individual 
concerned  appear  in  15  CFR  Part  4b.  Use 
above  address  for  desired  location. 

Ket-ord  "lource  categories: 

Subject  individuals,  those  authorized 

bv  the  individual  to  furnish  information, 
supervisors,  timekeepers,  official  person- 
nel records,  and  IRS. 

C  Revi.se  the  routine  uses  for  the 
Commerce  Censu.s-3  system  of  records, 
Inciividual  and  Household  Statistical 
Survevs  and  Special  Studies  Records,  to 
provide  notice  that  the  Social  Security 
.Admmistration  may  receive  certain 
Identifiable  data  which  the  Bureau  of  the 
Census  collects  from  State  and  local 
units  of  government  responsible  for 
administering  Comprehensive  Employ- 
ment and  Training  Act  (CETA>   funds 


and  from  individual  respondents  of  the 
LongitudHial  Manpower  Survey.  The 
data  provided  to  the  Sociai  Security  Ad- 
ministration IS  used  for  matching  pur- 
poses and  IS  .subsequently  returned  to  the 
Census  Bureau  along  with  additional  in- 
formation supplied  by  the  Social  Security 
Administration  The  survey  is  conducted 
for  the  Emplovment  and  Training  Ad- 
ministration. US,  Department  of  Labor. 
which  receives  no  individually  identifi- 
able data. 

COMMER(i:/CENSl  S-3 
System  name: 

Individual   and  Household   Statistical 
.  Surveys   and   Special   Studies   Records- 
Commerce/Census-3 . 

.Syslem  location : 

Bureau  of  the  Censu.s.  Federal  Build- 
ing 3,  Washington,  DC  20233  and  Bu- 
reau of  the  Census,  1201  East  10th  Street. 
JefTersonville,  Indiana  47103  and  Na- 
tional Archives  and  Records  Service, 
Washington  National  Records  Center, 
Washington,  D.C.  20409 

CaleKories  of  individuals  rovered  by  the 
system : 

Individuals  m  families  and  households 
designated  for  statistical  sample  surveys 
and  special  studies. 

Categories  of  records  in  the  system  : 

Age.  sex.  race,  education,  marital 
status,  residence,  family  income,  birth 
expectations,  employment,  ethnic  origin. 
relationship  to  head  of  household,  mobil- 
ity status,  and  similar  social,  economic, 
and  demographic  characteristics  of  indi- 
viduals. 

Authority  for  maintenance  of  the  system: 

12  U.S.C.  17012-1.  2<f'  and  2ig):  13 
U.S.C.  6,  8.  9.  41.  89.  101,  141,  181.  195.  and 
301;  15  U.S.C.  772;  16USC.  742d  f4i  and 
(5);  23  U.S.C.  134.  307.  and  307a:  29 
U.S.C.  1  and  9;  31  USC  686:  42  U  S  C. 
242c,  242k,  282(5),  902.  1395  llia>  1862, 
2825,  and  3771;  and  49  USC.  1605. 

Routine  uses  of  records  maintained  in  the 
system,  including;  catcsorie*  of  users 
and  the  purpoM-*  of  «uch  uses  : 

(1)  Identifiable  data  from  records  not 
protected  by  13  U.S.C.  9.  received  from 
State  and  local  units  of  government -re- 
sponsible for  ad7Tiinistering  Comprehen- 
sive Employment  and  Training  Act  funds 
and  from  individual  re.spcndents  pursu- 
ant to  the  Longitudinal  Manpower  Sur- 
vey authorised  by  29  USC  881  <c<  and 
883,  may  be  furnished  to  the  Social  Se- 
curity Administration  solely  for  the  pur- 
pose of  obtaining  further  identifiable 
data  for  statistical  use  in  the  Survey.  The 
data  provided  are:  social  security  num- 
ber, name,  month  and  year  of  birth,  race 
and  sex.  No  determinations  affecting 
individjuil  respondents  are  made  Oi  a 
result  of  this  routine  use. 

(2)  Publications  resulting  from  the  use 
of  the  records  in  this  system  do  not  con- 
tain Information  that  could  identify  any 
particular  establishment  or  individual. 
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F'olicies  and  practicii.  for  «torinp,  retriev- 
ing. acco«-iine,  retainine.  and  dir.p<f«- 
ins  of  record>  in  the  >y  ■"ten*: 

"^toray:e; 

Paper    copy,    punch    card,    magnetic 
tape,  and  microform. 

Ketrie\  ability: 

Unique  serial  identification  numbers 
internal  to  the  Bureau  of  the  Census. 

Safeguards : 

All  employees  are  subject  to  the  re- 

strirtions.  penalties,  and  prohibitions  of 
Title  13.  U.S.C.  Employees  are  also  regu- 
larlv  advised  of  the  regulations  issued 
pursuant  to  Title  13.  USC.  governiiig 
the  confidentiality  of  the  data. 

Kcterition  and  <li»iK>«al: 

Retention  and  disposal  practices  are 
in  accordance  with  approved  GSA  sched- 
ules. Generally,  records  are  retained  for 
periods  of  5  to  7  years,  unless  a  longer 
period  is  necessary  for  statistical  pur- 
poses or  for  permanent  archival  reten- 
tion. 

^y>l<'m  manager (••)  and  address: 

Director.  Bureau  of  the  Census,  Fed- 
eral Building  3.  Washington,  D.C.  2023?: 

System>  exomplMl  from  certain  provision> 
of  the  act : 

Pursuant  to  5  US.C.  552aik)  (4i,  this 
record  is  exempted  from  the  notification, 
access  and  contest  requirements  of  the 
agency  procedures  <  under  5  U.S.C.  552a 
(ct'3i,  *d>,  lei'li,  ie>  'i>  iGi,  (H>,  and 
ill,  and  (ft  I .  This  exemption  is  applica- 
ble as  the  data  are  maintained  by  the 
Bureau  of  the  Census  solely  as  statistical 
records  as  required  under  Title  13 
use  and  are  not  used  in  whole  or  in 
part  in  making  any  determination  about 
an  identifiable  individual  This  exemp- 
tion is  made  in  accordance  to  agency 
rules  published  in  the  rules  section  of  this 
Federal  Register, 

FR  Doc  77-15849  Filed  6-6-77:8:45  am] 


DEPARTMENT   OF   DEFENSE 

Department  of  the  Army 

PRIVACY   ACT  OF   1S74 

System  of  Records 

The  Department  of  the  Army,  for  ad- 
ministrative purposes,  is  reicientifying 
certin  systems  of  records  under  the  Pri- 
vacy Act  of  1974.  all  of  which  were  pub- 
ILshed  in  tiie  Federal  Register  of  Au- 
gust 18.  1975.  Those  systems  of  records 
affected  are  identified  below  along  with 
tiie  new  identification  assigned.  The  sys- 
tem name  and  contents  remain  un- 
changed. 


Former  identification       New  identtficaUon 
.\061105DAAG        (40     A0€11.05aDA.\G 

FR  352171 
A0614.03DAPE         (40     A0614.03aDAPE 

FR  35217) 
A0703.02DAPE         (40     A0703.02aDAPE 

FR  35220). 
A0703.04DAPC        (40     A0703.04aDAPC 

FR  35220). 
A0704.10trSAREC  A0704  lOaUSAREC 

1 40  FR  35221). 
.A0708  01NGB  140  FR     A0708.01bNGB 

35224) 
A0708.03DAPE        |40     A0708  03aDAPK 

FR  35226) 
A070813DAIG         (40     A0708.13aDAIG 

FR  35228 ) 
A0708  17DASG        (40     A0708  17bDASG 

FR   35229). 
A071402DAPC         (40     A0714.02aDAPC 

FR  35233). 
A0714.06HSC   (40  PR     A0714.C6aHSC 

35234 ) . 
A0715.01DAPC        (40     AO715.01aDAPC 

FR  35234 ) 
A07I5  07AMC  i40  FR     A0715.07aAMC 

35235 )  . 
A0811.05AMC  (40  PR     .A0811.05aAMC 

35247). 
A08 11 .05DAEN        (  40     A08 1 1 .05bD AEN 

PR  35247) 
A1014.08DAAG        (40     A1014.08aDAAG 

FR  35266 )  . 
A101501DAAO       (40     AlOlS.OlaDAAO. 

FR  35267). 
A 1 20 1 .07U  S  AREUR         A 1 20 1  07aUS.^REUR 

1 40  FR  35273). 
A1205.30DAAG       (40     A1205.30aDAAO 
FR  35274) 

Maurice  W.  Roche, 
Director,    Corresponderce    and 
Directives,  Office  of  the  As- 
sistant Secretary  of  Defense 
tComptrollerK 

May  31,  1977. 

|FR  Doc.77-15879  PUed  6-6 -77; 8  45  ami 


Former  Identification  ■ 
A0101.20AMC  I  40  PR 

35167). 
A0102  02.AMC  (40  FR 

36167). 
A0301.08DACA        (40 

PR  35177). 
A0314.08DAAG        (40 

FR  35182). 
A0609  01DASG        (40 

FR  35215). 


Nev:  identification 
A0101.20aAMC. 

A0102.02ftAMC. 

A0301.0eaDACA 

"A0314  08aDAAG 

A0609.0:aDASG 


Profile.  Mission  Pr-oblem  Development; 
Report  from  CERB  civilian  members  on 
April  1977  meeting:  Coastal  Engineering 
Research  Program — progress  and  plans; 
WES  program;  and  the  Coastal  Ecology 
Proeram. 

Tlie  June  30  session  will  be  devoted  to 
Status  and  Outlook  of  Civil  Works: 
Technology  Transfer;  CERB  discussion 
and  recommendations. 

Participation  by  the  public  is  scheduled 
for  June  29  from  1600  hours  to  1630 
hours 

All  of  the  meeting  will  be  open  to  the 
pubhc  subject  to  the  following  limita- 
tions : 

■  a)  As  the  seating  capacity  of  the 
meeting  room  Ls  limited,  it  is  desired 
that  advance  notice  of  Intent  to  attend 
be  provided.  This  will  assure  adequate 
and  appropriate  arrangements  for  all 
attendants. 

lb'  Written  statements,  to  be  made  a 
part  of  the  minutes,  may  be  submitted 
prior  to.  or  up  to  30  days  following  the 
meeting,  but  oral  participation  by  the 
public  is  limited  because  of  the  time 
schedule.  Inquiries  may  be  addre-ssed  to 
Colonel  John  H.  Cousins.  Executive  Sec- 
retary. US  Army  Coastal  Engineering 
Research  Board.  Kingman  Building.  FVjrt 
Belvoir.  Virginia  22060.  Telephone  325- 
7000. 

Dated:  June  1.  1977. 

By  authority  of  the  Secretary  of  the 

Army. 

Rome  D.  Smyth, 
Colonel.    United    States    Army. 
Director.  Administrative  Man- 
agement. 
IFR  Doc.77-15973  Piled  6-6-77:8:45  ami 


COASTAL    ENGINEERING   RESEARCH 
BOARD 

Open  Meeting 

Pursuant  to  Section  10'a)(2i  of  the 
Federal  Advisory  Committee  Act  <Pub. 
L  92-463'.  notice  Ls  hereby  given  of  a 
meeting  of  the  Coastal  Engineering  Re- 
search Board  to  be  held  on  28  through  30 
June  1977. 

The  meeting  will  be  held  in  the  meet- 
ing room  of  the  Engineers  Club,  32  E. 
40th  Street.  New  York.  New  York,  from 
0830  hours  to  1100  hours  on  June  28; 
from  0830  hours  to  1700  hours  on  June 
29:  and  from  0830  hours  to  1145  hours 
on  June  30.  1977. 

The  June  28  session  will  be  devoted  to 
an  orientation  by  the  New  York  District 
Corps  of  Engineers,  of  pro.iecLs  along  the 
South  Shore  of  Long  Island.  N"Y  (Rocka- 
wav  Beach  BEC  proiect:  Jones  Inlet  to 
Fire  I.-land  Inlet  BFC  NAV  project:  and 
Fire  Island  Inlet  to  Monta'ok  Point  BEC 
HUR  project^ .  The  remainder  of  the  day 
will  be  devoted  to  an  inspection  by  air 
and  or  bus  of  the  protects  discussed  in 
the  morning  briefing. 

The  June  29  session  will  be  devoted 
to  CERB  comments  on  inspection  trip: 
Coastal  Engineering  Research  Needs  in 
the  North  Atlantic  Division.  SEAS  AT 
and    CERC    participation;    Technology 


Defense  Civil  Preparedness  Agency 

PRIVACY   ACT   OF   1974 

Systems  of  Records  Deletions 

In  FR  Doc.  75-21075  published  in  the 
Federal  Register  <40  FR  35334'  of 
August  18.  1975.  the  Defense  Civil 
Preparedness  Agency  set  forth  the  sys- 
tems of  records  within  the  agency  pre- 
scribed by  the  Privacy  Act  of  1974 
Notice  IS  hereby  given  that  Uie  follow- 
ing systems  of  records  are  deleted: 

CPUB  3. 2 A 

System  name:  State  Civil  Defense  Di- 
rectors (40  FR  35347). 

Reason:  System  of  records  is  now 
maintained  by  the  F'ederal  Preparedness 
.Agency    GSA 

CTES  4 

System  name:  F.  W.  Dodge  Company 
Reports  1 40  FR  35351). 

Reason:  Information  in  this  file  has 
been  converted  to  magnetic  tape;  in- 
dividual names  and  addresses  are  no 
longer  retrievable. 

Maurice  W.  Roche. 
Director,  Correspondence  and 
Directives,  OASD  ^ComptrbUer^ 

May  31,  1977. 
(PR  Doc.77-15878  Plied  6-6-77:8  45  ami 
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Office  of  the  Secretary  of  Defense 

DEPARTMENT   OF   DEFENSE   WAGE 
COMMITTEE 

Closed  Meetings 

Pursuant  to  the  provisions  of  section 
10  of  Public  Law  92-463,  the  Federal  Ad- 
visory Committee  Act,  effective  January 
5.  1973,  notice  Is  hereby  cnen  that  a 
meeting  of  the  Department  of  Defense 
Wage  Committee  will  be  held  on  Tues- 
day. August  2;  Tuesday,  August  9;  Tues- 
day. August  16;  Tuesdav,  AuRust  23:  and 
Tuesday,  August  30,  1977  at  945  a  m  in 
Room  E801.  The  Pentagon,  Washington. 
DC 

The  Committee's  orimTv  responsibil- 
ity IS  to  consider  and  -ubm't  recommen- 
dations to  the  Assistant  Secretary  of  De- 
fense 'Manpower.  Reserve  Affairs,  and 
Logistics'  concerning  all  matters  in- 
volved in  the  develo-^ment  and  authori- 
zation of  wage  schedules  for  Federal  pre- 
vailing rate  emnlovees  oursuant  to  Pub- 
lic Law  92-392  At  this  meeting,  the 
Committee  will  con.sider  wage  survey 
specifications,  wage  .^^urvey  data,  local 
wat'e  survey  committee  report-s  and  rec- 
ommendations, and  'vage  schedules  de- 
rived therefrom. 

Under  the  provisions  of  section  10' d> 
of  Public  Law  92-463.  the  Federal  Ad- 
visorv  Committee  Act,  meetings  mav  be 
closed  to  rhe  public  when  they  are  "con- 
cerned with  maf^ters  lifted  in  section  •'i52 
b  of  Title  5.  United  States  Code  "  Two 
of  the  matters  so  listed  are  thn,se  related 
solely  to  tJiP  internal  '^'-r^onn^l  riile«  and 
practices  of  an  agency  '5USC  552b. 'O 
'2'>,  and  those  involving  trade  secrets 
and  commercial  or  financial  information 
obtained  from  a  nerson  and  Drl\ileged  o- 
confldential  '5  U.SC.  552b  'c*  '4>  > 

Accordinelv.  the  Deputy  Assistant 
Secretarv  of  Defpn';e  'Civilian  Ppr<;rinnel 
Policy'  herebv  determines  that  all  por- 
tions of  the  meetmg  w;ll  be  closed  to  the 
public  because  the  mat^er^  con.^idpred  are 
related  to  the  internal  rules  and  prac- 
tices of  the  Department  of  Defense  i5 
use  552b  'CI  i2i  >.  and  the  detailed  wage 
data  considpred  by  the  Committee  dur- 
ing its  meetings  have  been  obtained  from 
ofBcials  of  private  establishments  with  a 
guarantee  that  the  data  will  be  held  in 
confidence  '5  USC  552b  '4)  ). 

However,  members  of  the  public  who 
may  wish  to  do  so  are  invited  to  submit 
material  in  writing  to  the  Chairman 
concerning  matters  beheved  to  be  deserv- 
ing of  the  Committee's  attention.  Addi- 
tional information  concerning  this  meet- 
ing may  be  obtained  by  contacting  the 
Chairman.  Department  of  Defense  Wage 
Committee.  Room  3D281.  The  Pentagon. 
Washington,  DC 

M.fURICE  W    ROCHI. 

Director.  Correspor  deuce  and 
Directives.  Office  of  the  Asf^ist- 
ant  Secretary  of  Defense 
i  Comptr oiler ) . 

June  2.  1977. 

I  PR  Doc  77-16028  Plied  6-e-77.8  45  am  | 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

RADIO  GAITHERSBURG,  INC.,  ET  AL 

In  re  Applications  of  Radio  Gaithers- 
burg.  Inc..  Gaithersburg,  Maryland, 
Docket  No  21219.  File  No.  BP-19.954, 
Montgomerv-  Communications,  Inc.. 
Gaithersburg,  Maryland.  Docket  No. 
21220.  File  No  BP-19.955.  Communica- 
tion Gaithersburg,  Inc  .  Gaithersburg. 
Maryland.  Docket  No.  21221.  File  No.  BP- 
19,989.  Montgomery  Broadcasting  Com- 
pany, Gnithersburg,  Marvland.  Docket 
No.  21222,  File  No.  BP-19,900,  Gaithers- 
burg, 1150  Limited  Partnership,  Gaith- 
ersburg. Maryland,  Docket  No.  21223. 
File  No.  BP-19.991.  Barto  Communica- 
tions. Inc..  Gaithersburg,  Maryland. 
Docket  No.  21224.  FUe  No,  BP-19,994, 
Montgomery  County  Radio,  Inc.  Gaith- 
ersburg, Maryland.  Docket  No.  21225, 
File  No,  BP-19.995.  Gaithersburg  Com- 
munity Broadcasters.  Inc..  Gaithersburg, 
Man»ianri.  Docket  No.  21226.  File  No. 
BP-19  997  Request:  1150  kHz.  500  w,  1 
KW-LSDA-2.U  (Deleted  facilities  of 
WHMC  >    For  Construction  Permits 

Designating  Applications  for  Con<iolidated 
Hearing  on  Stated  Issues;  Memoran- 
dum Opinion  and   Order 

Adopted:  May  24. 1977. 

Released:  June  1,  1977. 

1  The  Commission,  by  the  Chief, 
Broadcast  Bureau,  acting  pursuant  to 
delegated  authority,  has  t»efore  it  the 
above-captioned  mutually  exclusive  ap- 
plications.- 

2.  The  ascertainment  survey  of  Com- 
munication Gaithersburg,  Inc.,  as 
amended,  contains  no  interviews  with 
leaders  of  agricultural,  environmental. 
and  women's  groups,  even  though  it  was 
indicated  that  this  was  a  defect  in  the 
application  in  the  deficiency  letter  of 
November  3.  1976.  Accordingly,  an  issue 
with  regard  to  this  matter  will  be 
specified. 

3.  Further  analysis  of  Communication 
Gaithersburg,  Inc  's  financial  data  re- 
veals that  $258,535  will  be  required  to 
construct  and  operate  the  proposed  sta- 
tion for  a  period  of  one  year,  without 
revenue,  itemized  as  follows: 

Downpayment  on  equipment $21,  135 

1st    year    payments    on    equipment 

i*!th    Interest 24,400 

Building 1.000 

Miscellaneous 32,000 

Working  capital  (1st  year). 180.000 

Total   258,535 

To  meet  this  requirement,  the  applicant 
relies  on  stock  subscriptions  totaling 
$306,000.  itemized  as  follows:  Donald  L. 
Dittberner,    $100,000:    Robert    L.    Bru- 


■  The  Commission  previously  disposed  of 
pleadings  regarding  tlie  acceptability  of  sev- 
eral of  the  applications.  Communication 
Gaithersburg.  Inc  ,  60  PCC  2d  537.  38  RR  2d 
2.39  ( 1976)  Subsequent  to  t^at  decision,  the 
application  of  Gaithersburg  Broadcasting 
was  dismissed  at  the  request  of  the  applicant. 


baker,  $50,000:  Theresa  H.  Olson.  $1  000: 
Richard  Barker.  $100,000:  Melde  Rut- 
ledge.  Jr..  $5,000:  and.  Roswitha  Augusta. 
$50,000.  However,  since  no  balance  sheets 
have  been  filed  for  Ms.  Olson.  Mr  Barker 
or  Mr.  Rutledge,  and  since  the  balance 
sheets  filed  for  Mr.  Dittberner.  Mr  Bru- 
baker,  and  Ms.  Augusta  fall  to  show 
sufficient  liquid  assets  to  meet  their  re- 
quirements. Communication  Gaithers- 
burg. Inc.  has  not  established  its  finan- 
cial nualiflcatlons  and  an  issue  will  be 
specified. 

4.  Analvsis  of  Oaither.shurg.  1150  Lim- 
ited Partnership's  financial  data  reveals 
that  $293,400  will  be  required  to  con- 
struct and  operate  the  proposed  station 
for  a  neriod  of  one  year,  without  revenue, 
itemized  as  follows : 

Downoayment  on  equloment $20,000 

1st  year  payments  on  equipment 

with    interest 26  400 

Lease  T>ayments  on  land 15.000 

Miscellaneous    52.000 

Working  capital  (1st  year)   180.000 

Total    293  400 

To  meet  this  requirement.  Gaithersburg, 
1150  Limited  Partnership  relies  uoon  the 
following:  Existing  capital.  $5  6'^7:  a 
personal  loan  from  Paul  Weinstein. 
$200,000:  and.  new  capital.  $102  000 
Three  of  the  stockholders  have  shown 
available  funds  to  meet  their  pro- 
jected caoital  contributions  aggregat- 
ing $12,444,  However.  Messrs  Shea. 
Silverman.  Lee.  Rodman,  and  Scholz. 
and  the  Investment  Partnership  No  2. 
have  filed  bank  loans  or  letters  of  credit 
offering  them  the  necevarv  funds,  but 
have  not  filed  supporting  personal  bal- 
ance sheets  as  required  bv  pa'-agraph 
4fb).  page  3.  .section  III  of  PCC  Form 
301.  Accordingly,  as  Gaithersburg.  1150 
Limited  Partnership  has  .shown  the 
availability  of  only  of  $218/t51  to  meet  a 
reoulrement  of  $293,400.  a  financial  issue 
will  be  specified. 

5.  Analysis  of  Barto  Communications. 
Inc.'s  financial  data  reveals  that  $303.- 
140  will  be  required  to  construct  and  op- 
erate the  proposed  station  for  a  period 
of  one  year,  without  revenue,  itemized  as 
follows: 

Downpayment    on   equipment $18,680 

1st    year    pavments    on    equipment 

with     Interest 25,020 

Building    10,000 

Miscellaneous    44,640 

In'./ere8t  on  bank  loan 16  000 

Working  capital    (1st  year) 188,800 

Total    303,140 

To  meet  this  requirement,  Barto  Com- 
munications. Inc  ,  relies  unon  the  fol- 
lowing: New  canital.  $50,000:  loan  from 
stockholders.  $20,000:  loan  from  bank- 
ing institution.  $200,000:  and.  advertis- 
ing revenue.  $84,762  However,  since  the 
individuals  scheduled  to  purchase  stock 
and  furnish  loans  have  not  filed  their 
balance  sheets,  these  funds  cannot  be 
considered  available,  and  Barto  Com- 
munications, Inc.,  has  shown  that  it  can 
only  rely  on  $284,762  to  meet  a  $303,140 
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requirement.  Accordingly,  a  financial  is-^, 
sue  will  be  specified.  . 

6  Except  as  indicated  by  the  Issues 
specified  below,  the  applicants  are  qual- 
ified to  construct  and  operate  as  pro- 
posed However,  because  the  proposaLs 
are  mutually  exclaMve,  they  must  be 
designated  for  hearing  in  a  consohdated 
proceeding  on  the  issues  specified  below-. 

7  Accordinalv.  it  is  ordered.  That. 
pursuant  to  Section  309' e»  of  the  Com- 
munications Act  of  1934.  as  amended, 
the  auplications  are  designate  for 
hea'-ing  in  a  con-solidated  proceeding,  at 
a  time  and  place  to  be  specified  in  a  sub- 
sequent    Order,     upon     the     following 

issues: 

1  To  determine  with  respect  to  Com- 
munication Gaithersburg.  Inc..  whether 
its  ascertainment  showing  omits  consul- 
Utions  with  leaders  of  agriculture,  en- 
vironment, and  women's  groups. 

2.  To  determine,  with  respect  to  the 
application  of  Communication  Gaith- 
ersburg. Inc.: 

(&)  Whether  the  stockholders  have 
sufficient  funds  available  to  meet  their 
respective  stock  subscription  commit- 
ments; and. 

(b)  Whether,  in  light  of  the  evidence 
adduced  pursuant  to  '  a ' .  above,  the  ap- 
plicant is  financially  qualified. 

3.  To  determine  with  respect  to  Gaith- 
ersburg. 1150  Limited  Partnership: 

(a'  The  source  and  avaOability  of  ad- 
ditional funds  over  and  above  the  $218. - 
051  indicated:  and, 

'b>  Whether,  in  light  of  the  evidence 
adduced  pursuant  to  'a»  above,  the  ap- 
plicant is  financially  qualified 

4.  To  determine  with  respect  to  Barto 
Communications.  Inc.: 

ia>  The  source  and  availability  of  ad- 
ditional funds  over  and  above  the  $284,- 
762  indicated:  and, 

(W  Whether,  in  light  of  the  evidence 
adduced  pursuant  to  <a^  above,  the  ap- 
plicant is  financially  qualified. 

5.  To  determine  which  of  the  propos- 
als would,  on  a  comparative  basis,  better 
serve  the  public  interest. 

6  To  determine,  in  light  of  the  evi- 
dence adduced  pursuant  to  the  foregoing 
issues,  which  of  the  applications  should 
be  granted 

8.  It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  pursuant  to  Sec- 
tion 1.221 'O  of  the  Commission's  Rules, 
in  person  or  by  attorney  shall,  within 
twenty  '20'  days  of  the  mailing  of  this 
Order,  file  with  the  Commi.ssion.  in  trip- 
licate, a  written  appearance  stating  an 
intention  to  appear  on  the  date  fixed  for 
the  hearing  and  present  evidence  on  the 
issues  specified  in  this  Order, 

9.  It  is  further  ordered.  That  the  ap- 
plicants herein  shall,  pursuant  to  Sec- 
tion 311'ai<2)  of  the  Communications 
Act  of  1934.  as  amended,  and  Section 
1.594  of  the  Commission's  Rules,  give 
notice  of  the  hearing,  either  individually 
or.  if  feasible  and  consistent  with  the 
Rules,  jointly,  within  the  time  and  man- 
ner prescribed  in  such  rule,  and  shall 
advise    the   Commission    publication    of 


NOTICES 

such  notice  as  required  by  Section  1.594 
(g)  of  the  Rules, 

Federal  CoMMtJNiCATiONS 
Commission 

Wallace  E.  Johnson. 
Chief,  Broadcast  Bureau. 

IFR  Doc.77-16017  Filed  6-6-77:8:45  am] 


TV   BROADCAST   APPLICATIONS 
Readiness  and  Availability  for  Processing 
Adopted:  May  26, 1977. 
Released:  June 2, 1977. 
Bv  the  Chief.  Broadcast  Bureau. 
Notice   Ls   hereby   given,   pursuant  to 
Section    1.572ic>    of    the    Commissions 
Rules,   that   on   July    15,    1977   tiie   TV 
Broadcast  applications  listed  in  Part  I  of 
the  attached  Appendix  will  be  considered 
as  ready  and   avaUable  for  processing. 
Pursuant    to    Section    1.227(b)(1)     and 
Section    1.591 'b'    of    the    Commissions 
Rules  an  application  in  order  to  be  con- 
<:idered  with  aivv  application  appearing 
in  Part  I  of  the  attached  ILst  or  with  any 
other  application  on  file  by  the  close  of 
business  on  June  23.  1977  which  involves 
a  conflict  necessitating  a  hearing  with 
any  application  on  this  list,  must  be  sub- 
stantiallv  complete  and  tendered  for  fil- 
ing at  the  offices  of  the  Commission  in 
Washington.  DC.  by  the  close  of  busi- 
ness on  July  14,  1977. 

The  attention  of  any  party  in  interest 
desiring  to  file  pleadings  conceniing  any 
pending  TV  broadcast  application,  pur- 
suant to  Section  309(d»  'D  of  the  Com- 
munications Act  of  1934,  as  amended,  is 
directed  to  Section  1.580(1'  of  the  Com- 
mission's Rules  for  provisions  governing 
the  time  for  filing  and  other  require- 
ments relating  to  such  pleadings. 

Federal  CoMMrNicATioNS 

Commission. 
Vincent  J.  Mullins. 

Secretary. 

BPET-576     <newi,   Juneau.    Alaska,   Capital 

Commur.ltv  Broadcastlne,  Inc.,  Channel  3. 

ERP.  Vis: '2.61  kW,  HAAT:   1016  ft. 
BPET-577       (newK      Cheyenne.      Oklahoma, 

Oklahoma  Education  Television  Authority. 

Channel  12.  ERP.  Vis.:  316  kW.  HAAT:  1067 

ft. 
BPET-578    (new).  Johnson  City,  Tennes-see, 

Broadside  TV,  Inc..  Channel  41.  ERP.  Vis  : 

700  kW.  HAAT    2178  ft 

I  PR  Doc  77-16016  F.led  6-6-77:8:45  am] 
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wriiten  statements  of  relevance  to  the 
agenda  upon  recognition  by  the  Chair- 
man Any  such  oral  statements  should 
be  cleared  with  the  Chairman  at  least 
one  day  prior  to  the  meeting. 

The  meeting  will  be  conducted  in  ac- 
cordance with  the  following  agenda: 

1.  Chairman's  opening  remarks, 

2.  Review  of  the  5th  Notice  of  Inquiry. 
Doc.  20271. 

3.  Designation  of  Task  Force  work  as- 
signments. 

4.  Other  business. 

5.  Adjournment. 

INDERAL  Communications 

Commission, 
Vincent  J.  Mullins. 

Secretary. 

IFR  Doc.77-16015  Piled  6-6-77:8:45  am] 


1979  WORLD  ADMINISTRATIVE  RADIO 
CONFERENCE  FIXED  SATELLITE  AD- 
VISORY  COMMITTEE 

Meeting 

In  further  preparation  for  the  1979 
World  Administrative  Radio  Conference, 
a  meeting  of  the  Fixed  Satellite  Advisory 
Committee  chaired  by  Raymond  B. 
Crowell.  will  be  held  on  Friday.  June  24. 
1977.  at  9  30  am.  room  8210.  located  at 
2025  M  Street  NW.,  Washington,  D.C. 

The  meetmg  will  be  opened  to  the  pub- 
lic and  any  member  of  the  public  is  in- 
vited to  participate  and  present  oral  or 


FEDERAL    MARITIME   COMMISSION 

CONCORDIA  LINE  JOINT  SERVICE 
AGREEMENT 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  (39  Stat  733.  75  Stat.  763.  46 
US.C.  814> 

Interested  parties  may  inspect  and  ob- 
tain  a   copv   of   the   agreement   at   the 
Washington  Office  of  the  Federal  Mari- 
time  Commission.    1100   L   Street   NW., 
Room  10126:  or  mav  Inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  N.Y.,  New  Orleans,  Louisiana.  San 
FYancisco     California     and    San    Juan, 
Puerto  Rico.  Comments  on  such  agree- 
ments,   including   requests   for   hearine 
mav  be  submitted  to  the  Secretar>'  Fed- 
eral Maritime  Commi.ssion.  Washington. 
DC  20573,  on  or  before  June  27,  1977 
Anv   person  desiring  a  hearing  on  the 
proposed  agreement  shall  provide  a  clear 
and   concise  statement   of   the   matters 
upon  which  they  desire  to  adduce  evi- 
dence.  An   allegation   of  discrimination 
or  unfairne.ss  shall  be  accompanied  by 
a  statement  describing  the  discrimina- 
tion or  unfairness  with  particularity   If 
a  violation  of  the  Act  or  detriment  to  the 
c-mmerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularly   the    acts    and    circum'^tances 
said  to  constitute  such  violation  or  detri- 
ment to  commerce. 

A  copv  of  any  such  statement  should 
also  b°  forwarded  to  the  party  flline  the 
agreement  (as  indicated  hereinafter > 
and  the  statement  should  indicate  that 
this  has  been  done 


Notice  of  agreement  filed  by : 
John   R     .^ttanaslc    Esquire.   BlHlc,   Sher  & 
Jones.  PC.  Suite  300,  2033  K  Street  NW 
Washington,  DC   20006 

Agreement  No.  7631-6  amends  the 
basic  agreement  by  providing  for  exten- 
sion of  the  movement  of  cargo  from  and' 
or  to  inland  points  of  origin  and  'or  des- 
tination to  the  extent  such  cargo  moves 
between  loading  and  discharge  ports 
within    the    scope    of    this    agreement 
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whether  under  a  through  bill  of  lading 
or  otherwise.  This  arrangement  shall  also 
extend  to  arrangements  or  agreements 
of  the  joint  service  or  among  the  parties 
1 1 1  with  the  other  modes  of  transporta- 
tion for  the  movement  of  cargo  to  and  ' 
or  from  inland  points;  i2i  concerning 
intermodal  shipments,  practices,  termi- 
nal and  shoreside  loading  operations, 
container  yards,  depots  and  freight  sta- 
tions; and  <3)  such  other  matters  as 
may  be  ancillary  to  the  transportation 
of  said  intermodal  shipments. 

By  order  of  the  Federal  Maritmie  Com- 
mission. 

Dated:  June  1.  1977. 

Joseph  C   Poiking, 
Acting  Secretary. 

iFR  Doc  77-16063  Filed  6-6-77:8:45  am) 


[Docket  No   77-19    Aiireement  No.  10235| 

CONSOLIDATED  FORWARDERS 
INTERMODAL   CORP. 

Order  of  Investigation  and  Hearing; 
Erratum 

In  the  Commission's  Order  of  Investi- 
gation and  Hearing  in  this  proceeding 
served  May  23,  1977.  the  following  con- 
ferences were  inadvertently  omitted  from 
the  lust  of  Protestants  in  Appendix  B  of 
the  order. 

North  Atlantic  United  Kingdom  Freight 
Conf.  ( except  Seatraln ) 

North  Atlantic  French  Atlantic  Freight 
ConT.  (except  Seatraln) 

North  Atlantic  Continental  Freight  Conf. 
(except  Seatraln) 

North  Atlantic  Baltic  Freight  Conf. 

North  Atlantic  Westbound  Freight  Assoc, 
(except  Seatraln) 

Continental  North  Atlantic  Westbound 
Freight    Conf.    (except   Seatraln) 

Scandinavia  Baltic  U.S.  North  Atlantic  West- 
bound Freight  Conf    (except  Seatraln) 

South  Atlantic-North  Europe  Rate  Agree- 
ment (except  Seatraln) 

LTK.  U.S.  Gulf  Westbound  Rate  Agreement 
I  except  Seatraln) 

Contlnental-U  S.  Gulf  Freight  Assoc,  (except 
Seatraln) 

Care  of  Howard  A.  Levy,  Esq  .  17  Battery 
Place.  Suite  727    New  York,  NY.   10004. 

Joseph  C.  Polking. 
Acting  Secretary. 

jFR  Doc  77-16066  Piled  6-6-77,8:45  ami 


I  Independent  Ocean  Freight  Forwarder 
License  No  3:8-R; 

SECURITY    FORWARDING   SERVICE,    INC. 

Order  of  Revocation 

By  letter  dated  May  3,  1977.  Mr.  Ruben 
Fuentes.  Vice  F>resident,  Security  For- 
warding Service.  Inc  ,  PO  Box  59-3499 
A  M  F  .  Miami.  FL  33159  was  advised  by 
the  Federal  Maritime  Commission  that 
Independent  Ocean  Freight  Forwarder 
License  No.  318-R  would  be  automati- 
cally revoked  or  siLspended  unless  a  valid 
surety  bond  was  filed  with  the  Commis- 
sjon  on  or  before  June  1.  1977. 

Section  44'c>,  Shipping  Act.  1916,  pro- 
vides that  no  independent  ocean  freight 
forwarder  license  shall  remain  in  force 


unless  a  valid  bond  is  in  effect  and  on  file 
with  the  Commission.  Rule  510.9  of  Fed- 
eral Maritime  Commission  General 
Order  4.  further  provides  that  a  license 
will  be  automatically  revoked  or  sus- 
pended for  failure  of  a  licensee  to  main- 
tain a  valid  bond  on  file. 

Security  Forwarding  Service.  Inc.,  has 
failed  to  furnish  a  valid  surety  bond. 

By  virtue  of  authority  vested  in  me  by 
the  Federal  Maritime  Commission  as  set 
forth  in  Manual  of  Orders,  Commission 
Order  No  201.1  iRevised)  Section  5.01(c) 
dated  June  30.  1975; 

It  is  ordered,  That  Independent  Ocean 
Fi-eight  Forwarder  License  No.  318-R  is- 
sued to  Security  Forwarding  Service, 
Inc.,  be  returned  to  the  Commission  for 
cancellation. 

It  is  further  ordered.  That  Independ- 
ent Ocean  Freight  Forwarder  License 
No.  318-R  be  and  is  hereby  revoked  ef- 
fective June  1.  1977. 

It  is  further  ordered.  That  a  copy  of 
this  Order  be  published  in  the  Federal 
Register  and  served  upon  Security  For- 
warding Service,  Inc. 

Lkroy  F.  Fuller, 
Director,  Bureau  of 
Certification  and  Licensing. 

I  PR  Doc. 77-16065  Piled  6-6-77;8:46  am) 


I  Docket  No.  77-20;  Agreement  No.  8600-4  ] 

TRANSPACIFIC  FREIGHT  CONFERENCE 
OF  JAPAN/KOREA  AND  JAPAN/KOREA- 
ATLANTIC  AND  GULF  FREIGHT  CON- 
FERENCE 

Order  of  Investigation  and  Hearing 

Agreement  No.  8600-4  has  been  filed 
with  the  Commission  for  approval  under 
Section  15  of  the  Shipping  Act,  1916,  by 
the  Trans-Pacific  Freight  Conference  of 
Japan  Korea  (TPFCJ/K)  and  the  Ja- 
pan Korea-Atlantic  and  Gulf  Freight 
Conference  UKAGFO  (the  Confer- 
ences > .  This  agreement  is  a  modification 
of  Basic  Agreement  No.  8600  which  per- 
mits the  Conferences  to  meet  jointly,  dis- 
cuss, and  agree  upon  matters  of  mutual 
interest,  subject  to  the  exercise  of  inde- 
pendent action  by  either  Conference.  De- 
cisions reached  at  joint  meetings  are 
recommendations  which  •'•  •  •  shall  be 
implemented,  if  and  as  required,  by  (the 
Conferences )  by  actions  under  the  pro- 
cedure and  within  the  scope  of  their  re- 
spective Conference  Agreements." 

Agreement  No.  8600-4  would  modify 
Article  Fourth  of  the  basic  agreement  as 
follows : 

The  lines  may  meet  together,  discuss 
and  agree  on  matters  of  mutual  interest 
and  courses  of  action  in  the  above 
mentioned  trades  and  strictly  limited  to 
the  scope  of  activities  permitted  under 
approved  Agreements  Numbered  150  and 
3103,  both  as  amended;  and  action  taken 
hereunder  shall  be  determined  only  by  a 
concurrence  of  the  Pacific  Lines,  acting 
as  a  group,  and  of  the  Atlantic 'Gulf 
Lines,  acting  as  a  group,  each  in  accord- 
ance with  the  procedures,  quorums  and 
voles  prescribed  by  its  respective  Con- 
ference Agreement.  The  line  parties 
however  shall  not  be  entitled  to  attend 


meetings  and/or  vote  upon  matters  au- 
thorized under  this  Agreement  so  long  as 
they  operate  as  nonconference  lines  or 
use  agents  that  represent  nonconference 
lines  in  either  of  the  trades  as  defined 
herein.  The  initial  meeting  shall  make 
rules,  regarding  matters  such  as  notice, 
committees  and  similar  details  not  in- 
consistent with  the  provisions  of  this 
Agreement,  for  the  conduct  of  all  meet- 
ings held  hereunder,  and  for  the  trans- 
action of  such  other  business  as  the 
parties  rtiay  be  permitted  to  conduct  by 
virtue  hereof.  <  Modification.) 

Notice  of  filing  of  Agreement  No.  8600- 
4  appeared  in  the  Federal  Register  on 
September  4,  1974,  together  with  Notice 
of  filing  of  Agreements  Nos.  150-58  and 
3103-54,  filed  on  behalf  of  the  TPFCJ  K 
and  JKAGFC  respectively.  The  latter 
two  arrangements  provided  that  no 
member  line  could  attend  conference 
meetings  or  vote  upon  any  matter  as  long 
as  "  *  •  •  it  operates  as  a  non-confer- 
ence line  or  uses  agents  that  represent 
non-conference  line's)  in  the  trades 
within  the  scope  of  this  Agreement  and' 
or  *  *  •"  the  companion  agreement. 

Protests  were  filed  against  all  three 
agreements  by  Seatraln  Lines,  Inc.,  a 
non-conference  competitor  of  the  con- 
ferences' lines,  asking  that  the  agree- 
ments be  set  down  for  hearing  and 
thereafter  disapproved. 

Agreements  Nos.  150-58  and  3103-54 
were  subsequently  withdrawn,  and  the 
Conferences  replied  to  Seatraln 's  pro- 
test of  Agreement  No.  8600-4. 

Seatraln  asserts  that  Agreement  No. 
8600-4  is  discriminatory  and  unfair  to 
non-conference  lines  such  as  Seatrain, 
because  each  member  of  TPFCJ/K  and 
JKAGFC  will  seek  to  require  the  agents 
that  it  uses  in  the  U.S..  Korea,  or  Japan 
to  refrain  from  serving  as  agent  for  any 
non-conference  line  operating  in  either 
the  TPFCJ/K  or  JKAGFC  trades.  Sea- 
train  argues  that  the  ability  of  a  new 
carrier  entering  the  trades  to  gain  a 
competitive  share  of  the  market  will  be 
seriously  hampered  by  the  lack  of  free- 
dom in  choosing  agents. 

Further,  the  agreement  would  pre- 
clude any  conference  member  from 
participating  in  discussions  held  pur- 
suant to  Agreement  No.  8600-4  if  that 
member  operates  as  a  non-conference 
line  or  uses  agents  that  represent  non- 
conference  lines  in  the  conference  trade 
and/or  in  the  trades  within  the  scope 
of  the  TPFCJ/K  and  JKAGFC.  Seatrain 
concludes  that  the  purpose  of  this  agree- 
ment is  to  provide  more  effective  com- 
petition against  non-conference  lines 
rather  than  any  bona  fide  transportation 
requirement  to  prevent  malpractices  or 
instability. 

In  support  of  approval  of  Agreement 
No.  8600-4,  the  Conferences  contend 
that  under  current  procedure;  members 
of  one  conference  who  operates  as  non- 
conference  lines  or  use  agents  that 
represent  non-conference  lines  in  either 
of  the  conference  trades  are  permitted 
to  participate  in  8600  meetings.  Major 
policy  decisions  involving  both  trades 
customarily  originate  at  those  meetings. 
Non-conference  carriers  (through  their 
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agents'  then  become  orlvy  to  such  mat- 
ters and  are  able  to  par^cipat*  m  the 
formulation  of  such  policies.  This,  the 
conferences  assert,  cannot  be  tolerated. 

In  addition,  the  Conference  argue; 
each  individual  conference  presently 
has  authority  to  and  does  restrict  its 
members  from  being  represented  by  an 
agent  that  represents  a  non-conference 
carrier  in  the  trades  within  the  scope 
of  the  respective  agreement.  (Article 
17  of  each  Conference  Agreem.ent) .' 
Agreement  8600-4.  say  the  Conferences, 
merely  enlarges  the  authority  already 
granted  the  Conferences  individually, 
to  situations  where  the  Conferences 
meet  and  discuss  together. 

The  Conferences  argue  that  this  agree- 
ment, if  implemented,  would  not  hinder 
non -conference  earners  from  employing 
competent  agents  in  the  trades.  As  an 
example,  the  conferences  cite  the  present 
situation,  where  agents  representing 
Conference  members  are  prohibited 
from  simultaneously  representing  non- 
conference  lines  in  the  same  trade.  The 
conferences  assert  that  non -conference 
carriers  enter  and  participate  in  the 
trades  with  no  problem  securing  agents. 

The  thrusts  of  Agreement  No.  8600-4 
are  to  prohibit  members  of  one  con- 
ference, who  operate  as  non-conference 
lines  in  the  other  conference,  from  par- 
ticipating in  inter-conference  policy 
making  decisions,  and  to  discourage 
members  use  of  agents  that  represent 
non-conference  lines  in  either  of  the 
conference  trades.  The  effect  is  to  re- 


'  17.   Non-Conference  Representation. — No 
party   hereto    shall    be   represented    at    any 
port  or  ports  covered  by  this  agreement,  by 
any  agent  engaged  in  the  solicitation,  book- 
ing, receipt  aJid  or  documentation  of  cargoes 
without  requiring  such  agent  to  agree  that 
such  agent  will  not  represent,  except  as  hus- 
banding agent,  or  chartering  broker  as  re- 
ferred   to    in    Article    18(c),    any    common 
private,    or    contract    carrier    In    the    trades 
within    the    scope    of    this    agreement   other 
than  a  carrier  who  is  a  party  to  this  agree- 
ment:   and  each   party   hereto  agrees  to  be 
fully  responsible  to  the  other  parties  hereto 
for   any   loss   or   damage  sustained   by  such 
other  parties  by  reason  of  any  act  or  omission 
of  an  agent  which  shall  constitute  a  violation 
by  such  agent  of  this  agreement,  or  would 
constitute  a   violation   hereof  if  such   agent 
were  himself  a  party  to  this  agreement:  and 
no  party  shall  act  as  agent  in  the  solicitation. 
booking,    receipt    and  or    documentation    of 
cargoes  for  any  common,  contract,  or  private 
carrier,    other    than    another   party    to    this 
agreement.  In  trades  within  the  scope  of  the 
agreement:  Provided,  however.  Thjit  nothing 
in  this  agreement  shall  operate  to  restrict  the 
right  of  any  party  to  act  as  the  agent  of  its 
Goverranent   subject   to   the  understanding 
that  the  conference  shall  be  fully  Informed 
in  advance,  with  respect  to  the  nature  and 
effect  of  any  such  arrangements  and  same 
shall   be  fully  recorded  In  conference  min- 
utes:   and   Provided   further.   That   the   fur- 
nishing cf  information  In  violation  of  the  se- 
curity  regulation   of   the   Government   shall 
not  be  required  of  any  party.  Carriers  in  the 
local  trades  from  Korea  to  Japan,  who  do  not 
have  sailings  to  the  United  States  ports  of 
discharge  covered  by  this  Agreement,  shall 
not  be  considered  'carriers  in  trades  within 
the  scope  of  this  Agreement"  for  the  purpose 
of  the  agency  restrictions  of  this  Article. 


quire  agents  to  make  a  choice  between 
representing  conference  lines  or  non- 
conference  lines  Tliis  type  of  group  boy- 
cott constitutes  a  per  se  \  iolation  of  the 
Sherman  Act.  US  v  Columbia  Steel  Co., 
334  US  495  '1948';  Kloss  Inc  v. 
Broadwav-Hale  Stores.  Inc  .  359  U  S  207 
11959'  Continental  Ore  Co.  v.  Union 
Carbide.  370  U.S.  690  '1962 1. 

Tlie  Celler  Report  made  it  clear  that 
while  Congress  supported  the  Conference 
system  it  did  not  believe  that  even-  anti- 
competitive device  which  strengthened 
the  conference  system  was  necessarilv  in 
the  public  interest.  Congress  was  anxious 
to  preserve  non-conference  comoetition 
as  the  following  paragraphs  from  the 
Celler  Report  demonstrate; 

It  is  only  natural  that  steamship  cartels, 
like  other  tvoes  of  cartels,  would  fight  desper- 
ately to  eliminate  noncartel.  or  independent 
competition.  But  It  is  the  responsibility  of 
this  Government,  consistently  with  its  long 
antlcartelist  history  and  in  view  of  the  fore- 
going considerations,  to  prevent  this  from 
happening 

It  has  been  argued  that  cartels  cannot 
exist  f-:de  bv  side  with  independent  com- 
petition It  has  also  been  argued  that  the 
natural  effect  of  conferences  and  their  tying 
devices,  such  as  the  dual-rate  system.  Is  to 
eliminate  independent  competition  and 
therefore  if  recognized  by  law  these  con- 
ferences should  not  be  hamstrung  in  those 
efforts. 

These  are  fallacious  and  shortsighted  argtJ- 
ments  Steamship  conferences  can.  and  do, 
operate  side  by  side  with  independent  marl- 
time  operators  and  have  always  done  so. 
Moreover.  It  is  one  thing  for  this  country 
to  authorize  the  establishment  of  a  cartel 
with  anticompetitive  devices  authorized  by 
law.  but  it  is  quite  another  for  this  Govern- 
ment to  permit  such  a  cartel  to  become  a 
total  supermonopoly  unrestrained  either  by 
Government  oversight  or  by  free  economic 
forces. 

Only  by  maintaining  some  competition 
against  these  cartelized  foreien-dominated 
steamshlD  conferences  can  there  be  any  hope 
that  the  fundamental  economic  IntA-ests  of 
the  United  States  will  be  preserved.  Staff  of 
Subcomm.  No  5,  House  Comm  on  the 
Judiciary.  87th  Cong.,  2d  Sess  .  Ocean  Freight 
Industry.  395 


The  Congress  charged  the  CommLssion 
with  enforcing  Section  15  and  the  other 
Sections  of  the  Shipping  Act.  1916.  in 
such  a  fashion  as  to  insure  that  confer- 
ences do  not  eliminate  indeiiendent  com- 
petition through  unlawful  or  predatxjry 
devices. 

Upon  consideration,  the  Commission 
has  concluded  that  in  order  to  discharge 
its  duties  to  protect  the  public  interest, 
thoroughly  examine  the  allefrations  of 
Seatrain.  examine  the  antitrust  ramifica- 
tions, and  provide  the  conferences  and 
member  lines  an  opportunity  to  demon- 
strate any  needs  for  the  anti-comnetitive 
restraints,  an  investigation  and  hearing 
will  be  ordered. 

Now,  therefore,  it  is  ordered  That  pur- 
suant to  Sections  15  and  22  of  the  Ship- 
ping Act.  1916.  a  proceeding  is  hereby 
instituted  to  determine  whether  Agree- 
ment No.  8600-4  is  unjustly  discrimina- 
tory or  unfair  as  between  carriers,  ship- 
pers, exporters,  importers,  or  ports,  or 
between  exporters  from  the  United 
States    and    their    foreign    competitors. 


detrimental  to  the  commerce  of  the 
United  States,  contrary  to  the  public 
interest,  or  is  violative  of  the  Shipping 
Act.  1916,  and  therefore  whether  it 
should  be  approved,  disapproved,  or 
modified : 

It  is  further  ordered.  That  the  Trans- 
Pacific  Freight  Conference  of  Japan/ 
Korea  and  the  Japan  Korea-Atlantic 
and  Gulf  Freight  Conference  and  the 
member  lines  of  each,  as  listed  in  the 
Appendix  attached  hereto,  are  hereby 
made  proponents  in  the  proceeding; 

It  is  further  ordered.  That  Seatrain 
Lines.  Inc..  is  hereby  made  a  protestant 
in  this  proceeding; 

It  IS  further  ordered.  That  the  matter 
be  referred  for  pubUc  hearing  before 
sn  Administrative  Law  Judge  of  the 
Commission's  Office  of  Administrative 
Law  Judges,  to  be  held  on  a  date  and 
place  set  bv  tlie  Presiding  Administra- 
tive Law  Judge  provided  however,  that 
the  said  heanne  commence  on  or  before 
E>ecember  1.  1977. 

It  IS  further  ordered.  That,  in  addi- 
tion to  anv  other  evidence  which  pro- 
ponents elect  to  present,  proponents  will 
present  evidence  on  the  following  ques- 
tions : 

(1)  What  information  discussed  at 
meetings  held  pursuant  to  Agreement 
No  8600  Ls  considered  confidential? 

(2t  What  would  be  the  adverse  efTect 
upon  conference  lines  if  information 
discussed  at  8600  meetings  was  revealed 
to  conference  lines'  competitors? 

(3 1  ■^'hat  agreements  have  come  out 
of  these  meetings? 

(4>  How.  and  In  what  form,  are  these 
agreements  implemented? 

( 5 )  Viln&t  agents  have  participated  in 
8600  meetings  in  the  capacity  to  which 
the  conferences  com.plain'' 

(6i  What  hnes  have  participated  in 
8600  meetings  in  the  capacity  to  which 
the  conferences  complain?  and 

( 7  I  What  specific  adverse  effects  have 
occurred  to  date  from  the  participation 
of  agents  and  lines  in  8600  meetings  in 
the  capacity  to  which  the  conferences 
complain?  , 

It  IS  further  ordered.  That  Notice  of 
this  Order  be  published  in  the  Federal 
Register,  and  that  a  copy  thereof  and 
notice  of  hearing  be  served  upon  pro- 
ponents and  protestant: 

It  is  further  ordered.  That  anv  person 
other  than  proponents,  protestajit.  and 
the  Commis.sion's  Bureau  of  Hearing 
Counsel  having  an  interest  and  desiring 
to  participate  m  this  proceeding  shall 
file  a  petition  for  leave  to  intervene  in 
accordance  with  Rule  72  of  the  Commis- 
sion's Rules  of  Practice  and  Procedure. 
46  CFR  502.72; 

It  is  further  ordered,  That  all  future 
notices,  orders  and  or  decisions  issued 
bv  or  on  behalf  of  the  Commission  in 
this  proceeding,  including  notice  of  time 
and  place  of  prehearing  conference  and 
hearing  shall  be  mailed  directly  to  all 
parties  of  record. 
By  the  Commission. 

Joseph  C.  PotKmc, 
Acting  Secretary. 
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Trans-Paclflc  Freight  Conference  of  Japan/ 
Korea.  Robert  D.  Grey,  Chairman. 
Sumitomo  Seimel  Yaesu  Building.  3,  Yaesu 
4-Chome.  Chuo-Ku.  Tokyo  104,  Japan. 

Charles  F  Warren.  Esquire,  George  A 
Quadrlno.  Esquire.  Charles  F  Warren.  1100 
Connecticut  Avenue  NW.,  Washington. 
DC.  20036  (Attorneys  for  the  Conference 
and  its  member  lines) . 

MEMBER    LINES    OF    THE    CONFERENCE 

American  President  Lines,  Ltd.,  601  Califor- 
raa  Street,  San  Francisco,  California  94108. 

Barber-Blue  Sea  Line,  Barber  Steamship 
Lines,  Inc.  (USA),  General  Agent,  17  Bat- 
tery Place.  New  York,  New  York  10004. 

Japan  Line.  Ltd.,  One  World  Trade  Center. 
Suite  2867.  New  York,  New  York  10048. 

Kawasaki  Klsen  Kaisha.  Ltd.,  90  Washington 
Street.  New  York.  New  York  10006. 

Knutsen  Line,  Boyd.  Weir  &  Sewell,  Inc.. 
Agent,  17  Battery  Place,  New  York,  New 
York   10004, 

Korea  Shipping  Corporation.  Korea  Shipping 
.'\merlca,  Inc  .  General  Agents.  One  Cali- 
fornia Street,  San  Francisco,  California 
94111. 

Mitsui  O.S.K.  Lines,  Ltd.,  One  World  Trade 
Center,  Suite  2211.  New  York,  New  York 
10048. 

A.  P.  MoUer-Maersk  Line.  One  World  Trade 
Center.  Suite  3527.  New  York.  New  York 
10048. 

Nippon  Yusen  Kaisha.  One  World  Trade  Cen- 
ter. Suite  5031.  New  York.  New  York  lOOiS. 

Orient  Overseas  Container  Line,  Inc..  Eckert 
Overseas  Agency.  Inc  .  General  Agents,  88 
Pi;ie  Street,  New  York.  New  York  10005. 

PhonelX  Container  Liners,  Ltd.,  Kerr  Steam- 
ship Co  ,  Inc.,  General  Agents,  One  Califor- 
nia Street,  San  FYancisco.  California  94111 

Sea-Land  Service.  Inc..  Terminal  and  Fleet 
Streets.  Post  Office  Box  1050.  Elizabeth, 
New  Jersey  07207. 

Showa  Line,  Ltd.,  Norton,  Lilly  &  Co.,  Inc  , 
90  West  Street.  New  York,  New  York  10006. 

States  Steamship  Company,  320  California 
Street,  San  Francisco  California  94104. 

Vnited  States  Lines,  Inc  .  1  Broadway,  New 
York,  New  York  10004. 

United  Yugoslav  Line,  Kerr  Steamship  Com- 
pany. Inc..  General  Agents,  One  California 
Street,  San  Francisco.  California  94111. 

Yamashita-Shlnnihon  Steamship  Co.,  Ltd., 
TTT.  Inc  .  General  Agents,  21  West  Street. 
New  York,  New  York  10006. 

Zim  Container  Service  F.  E.,  One  World  Trade 
Center,  Suite  2969.  New  York,  New  York 
10048 

Japan  Korea-Atlantic  &  Gulf  Freight  Con- 
ference, Robert  D  Grey,  Chairman,  Sumi- 
tomo Seimel  Yaesu  Building,  3,  Yaesu 
4-Chome,    Chuo-Ku,   Tokyo    104.   Japan 

Charles  P.  Warren,  Esquire.  Oeor=ce  A. 
Quadrlno,  Esquire,  Charles  F.  Warren.  1100 
Connecticut  Avenue  NW ,  Washington, 
DC.  20036  (Attorneys  for  the  Conference 
and  Its  member  lines). 

MEMBER  LINES  OF  THE  CONFEBENCE 

.American  President  Lines,  Ltd.,  601  Cali- 
fornia Street.  San  FrancLsco,  California 
94108. 

Barber-Blue  Sea  Line.  Barber  Steamship 
Unes,  Inc.  (USA).  General  Agents,  17 
Battery  Place,  New  York,  New  York   10004. 

Japan  Line,  Ltd .  One  World  Trade  Cen- 
ter. Suite  2867.  New  York.  New  York 
10048. 

Kawasaki  Klsen  Kaisha.  Ltd  .  90  Washington 
Street,  New  York.  New  York   10006. 

Korea  Shipping  Corporation.  Korea  Ship- 
ping America  Inc.,  General  Agents.  One 
California  Street,  San  Francisco,  California 
94111 


NOTICES 

Lykes  Bros.  Steamship  Company,  Inc..  Lykes 

Center.  300  Poydras  Street,  New  Orleans, 

Louisiana    70130, 
Mitsui  O.S.K.  Lines.  Ltd.,  One  World  Trade 

Center.  Suite  2211.  New  York.  New  York. 

10048. 
A.  P    Moller-Maersk  Lme,  One  World  Trade 

Center   Suite  3527,   New  Y^ork,   New  York 

10048. 
Nippon  Yusen  Kaisha.  One  World  Trade  Cen- 
ter,   Suite    3627,    New    York,    New    York 

10048 
Orieiu  Overseas  Container  Line,  Inc  .  Eckert 

Overseas  Agency.  Inc..  General  Agents.  88 

Pine   Street.   New   York.   New  York    10005. 
Sea-Land   Service,   Inc..  Terminal  and  Fleet 

Streets.    Post    Office   Box    1050.    Elizabeth, 

New  Jersey  07207. 
United  States  Lines.  Inc..  1   Broadway,  New 

York,  New  York   10004. 
Yamashita-Shlnnihon    Steamship    Co.,    Ltd., 

TTT,  Inc..  General  Agents.  21  West  Street. 

New  York.  New  York  10004. 
Zim    Container    Service    F.    E..    One    World 

Trade  Center,  Suite  2969,  New  York,  New 

Yorls   10048. 

PETITIONER 

Seatraln  Line,  Inc..  Port  Seatraln.  Wee- 
hawken.  New  Jersey  07087. 

Neal  M.  Mayer.  Esquire.  Paul  D.  Coleman, 
Esquire.  Coles  &  Ooertner,  1(X)00  Connect- 
icut Avenue.  Washington,  D.C.  20036  (At- 
torneys for  Seatraln  Lines.  Inc.) . 

(FR  Doc. 77-16067  Filed  6-«-77;8:45  am] 


UNITED  STATES  LINES,  INC.  AND  ISLAND 
NAVIGATION   CO.,    LTD. 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commis.sion  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
use.  814.>. 

Interested  parties  may  inspect  and 
obtain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission,  1100  L  Street  NW., 
Room  10126:  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  N  Y.,  New  Orleans.  La.,  San  Juan, 
Puerto  Rico  and  San  Francisco,  Cali- 
fornia. Comments  on  such  agreements, 
including  requests  for  hearing,  may  be 
submitted  to  the  Secretary,  Federal 
Maritime  Commission,  Washington,  D.C. 
205*3.  on  or  before  June  16.  1977.  Any 
person  desiring  a  hearing  on  the  pro- 
posed agreement  shall  provide  a  clear 
and  concise  statement  cf  the  matters 
upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  acts  and  circumstances 
said  to  constitute  such  violation  or 
detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  'as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 


Notice  of  agreement  fUed  by: 

Joseph  J.  Fanelli.  Division  Manager,  Pricing 
and  Conference  Affairs.  United  States 
Lines,  Inc  ,  1579  Middle  Harbor  Road,  Oak- 
lEind,  Calirornla  94607. 

Agreement  No  10297,  a  cooperative 
v.orking  arrangement  entered  into  be- 
tween United  States  Lines,  Inc.  (U.S. 
Lines  I  and  Island  Navigation  Company, 
Ltd.  'Island)  provides  for  the  lease  of 
U.S.  Lines'  containers  and  other  con- 
tainer equipment,  includmg  chasLs,  by 
Island  in  the  trade  between  Guam. 
Mariana  Islands  and  the  Trust  Territory 
of  the  Caroline  Islands  and  Northern 
Mariana  Islands,  in  accordance  with  the 
terms  and  conditions  set  forth  in  the 
agreement. 

By  Order  of  the  Federal  Maritime 
Commission. 

Dated:  June  1,1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

[FR  Doc  77-16064  Piled  6-6-77:8:45  am] 

FEDERAL  POWER  COMMISSION 

(Docket  No    RP76-10! 
ARKANSAS   LOUISIANA  GAS  CO. 

Order  Approving  Pipeline  Rate  Settlement 
Proposal  With  Condition 

May  31,  1977. 

On  February  17,  1977  Arkanas  Louisi- 
ana Gas  Company  (Arkla)  filed  a  settle- 
ment proposal  with  the  Com.mission 
which,  if  approved,  would  resolve  all  is- 
sues in  the  captioned  proceeding  except 
for  the  issue  of  rate  of  return  on  equity 
and  its  related  effect  upon  overall  return, 
income  taxes  and  company  produced  gas. 
For  the  reasons  set  forth  below,  the 
Commission  finds  that  the  settlement 
proposal  should  be  approved  and  adopted. 

This  proceeding  was  initiated  on  Sep- 
tember 15.  1975.  when  Arkla  tendered  for 
filing  revised  tariff  sheets  which  would 
increase  from  24.27..'  per  Mcf  to  55.64o 
per  Mcf  the  rate  charged  under  its  Rate 
Schedule  X-26  for  service  to  Cities  Serv- 
ices Gas  Company  ( Cities  Service » .  This 
rate  change,  to  be  effective  November  1, 
1975,  would  add  $5,700,000  to  Arkla's  ju- 
risdictional revenues  based  on  the  twelve 
month  period  ended  June  30.  1975.  as 
adjusted.  The  filmg  also  included  a  pro- 
posed purchased  gas  adjustment  iPGAi 
clause. 

By  order  issued  on  October  31.  1975, 
the  Commis.^^ion  susj^ended  Arkla's  pro- 
posed rate  increase  for  five  months  im- 
til  April  1.  1976.  and  set  the  matter  for 
hearing.  The  tariff  sheets  in  which 
Arkla's  proposed  PGA  clause  was  set 
forth  were  suspended  for  one  day  un- 
til November  2.  1976.  when  they  were 
permitted  to  become  effective,  subject  to 
refund. 

In  its  October  31,  1975.  order,  the 
Commission  additionally  ordered  that 
there  be  an  investigation  under  Section 
5  of  the  Natural  Gas  Act  into  the  just- 
ness and  reasonableness  of  the  PGA 
clause  contained  in  Arkla's  Rate 
Schedule  G-2.  A  hearing  on  the  justness 
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and  reasonableness  of  both  the  Rate 
Schedule  G-2  PGA  clause  and  the  pro- 
posed Rate  Schedule  X-26  PGA  clause 
was  ordered.  This  proceeding  regarding 
the  PGA  clauses  was  severed  from  the 
proceeding  involving  the  proposed  rate 
increase  and  was  separately  docketed  as 
Docket  No.  RP76-10  'PGA> .  On  July  26. 
1976  Arkla  filed  a  settlement  proix)sal 
In  Docket  No.  RP76-10  (PGA>  intended 
to  resolve  all  PGA  clause  issues  in  the 
proceeding.  The  settlement  proposal  was 
approved  and  adopted  by  the  Commis- 
sion  by   order   issued   on   January-    12. 

1977 

On  November  5.  1975,  Arkla  filed  a 
Motion  for  Reconsideration  of  the  Com- 
mission's October  31,  1975,  order.  Arkla 
requested  that  the  Commission  recon- 
sider its  five  month  suspension  of  the 
proposed  rate  increase  and.  upon  recon- 
sideration, reduce  the  suspension  period 
from  five  months  to  one  day.  By  order 
issued  on  December  12,  1975.  the  Com- 
mission granted  Arkla's  motion.  Accord- 
ingly, the  proposed  rate  increase  became 
effective  on  November  2,  1975,  subject 
to  refund.  __  ^^ 

Bv  order  issued  on  March  22.  1976,  the 
Commission  consolidated  the  proceeding 
in  Docket  No.  RP76-10  with  the  proceed- 
mg  in  Docket  No,  RP76-18  involving  a 
proposed  increase  in  the  rates  charged 
by  Arkla  to  Arkansas-Missouri  Power 
Company  for  transportation  service.  On 
April  1.  1976  Arkla  gave  notice  of  with- 
drawal of  the  rate  increase  proposed  in 
Docket  No.  RP76-18.  The  withdrawal  be- 
came effective  on  May  1,  1976. 

While  the  proceeding  in  Docket  No. 
RP76-10  has  been  pending,  hearings  have 
been  held  in  Artemsas-Louisiana  Gas 
Company.  Docket  No.  RP75-32.  regard- 
ing a  proposed  increase  in  Arkla's  trans- 
portation rate  charged  to  Reynolds  Metal 
Company  The  Initial  Decision  of  the 
Pre-iding  Administrative  Law  Judge  was 
Lssued  on  December  27,  1976.  Briefs  on 
Exceptions  were  due  on  March  1.  1977 
with  Briefs  Opposing  Exceptions  due  on 
March  21,  1977.  In  both  Docket  No.  RP75- 
32  and  the  instant  docket  a  primar>-  is- 
sue is  that  of  rate  of  return  on  equity. 
Arkla  has  proposed  in  both  dockets  that 
the  return  on  equity  should  be  15.32  per- 
cent. The  Commission's  Staff  has  taken 
the  position  that  it  should  be  12.0  per- 
cent. 

Following  the  conclusion  of  settlement 
discussions  among  the  parties  to  this 
proceeding,  Arkla  filed  it.s  settlement  pro- 
posal with  the  Commission.  Arkla  states 
in  the  settlement  proposal  that  agree- 
ment was  reached  between  Staff  and 
Ar^la  on  all  issues  in  Docket  No.  RP76- 
10  except  for  the  issue  of  rate  of  return 
on  equity  and  its  related  effect  upon 
overall  rate  of  return,  income  taxes  and 
company  produced  gas.  A  revised  cost  of 
serMte  reflecting  all  adjustments  on 
which  Arkla  and  Staff  agreed  is  .set  forth 
as  Appendix  A  of  this  order.  That  cost 
of  service  reflects  the  15.32  percent  return 
on  equity  proposed  by  Arkla  as  applied 
to  the  company's  capitalization  ratio  as 
of  December  31.  1976.  attached  hereto 
as  Appendix  B.  The  revised  cost  of  serv- 


ice is  $9,265,409  less  than  the  $182,763,114 
cost  of  sen-ice  as  originallj-  filed  by  the 
company. 

As  a  means  of  resolving  the  disputed 
equitv   return  question.  Arkla  proposes 
that  the  return  on  equity  in  this  proceed- 
be  the  same  as  that  ultimately  deter- 
mined to  be  proper  in  Docket  No.  RP75- 
32.  The  overall  return  to  be  allowed  in 
this  proceedmg  shaU  be  derived  by  ap- 
plying the  return  on  equity  ultimately 
allowed  in  Docket  No.  RP75-32  to  Arkla's 
capitalization  as  of  December  31.   1976. 
The  resulting  overall  return  shall  be  used 
to  adjust  the  return,   mcome  tax.  and 
company  produced  gas  portions  of  the 
revised  cost  of  service  set  forth  in  Ap- 
pendix  A  for  purposes  of  determining 
a  final  settlement  rate    Upon  approval 
of  its  settlement  proposal  and  final  de- 
termination of  the  proper  rate  of  return 
in  Docket  No.  RP75-32.  Arkla  shall  file 
revised  tariff  sheets  to  reflect  the  final 
settlement  rate  and  make  refunds  in  ac- 
cordance therewith. 

Public  notice  of  the  filing  of  the  set- 
tlement proposal  was  Issued  on  March  21. 
1977  with  comments  due  on  or  before 
April  4.  1977  and  reply  comments  due  on 
or  before  April  18.  1977.  Cities  Ser\-ice 
and  Staff  filed  comments  in  support  of 
the  settlement  proposal.  No  other  com- 
ments were  received. 

The  Commission  notes  that  Arkla's 
settlement  proposal  does  not  provide  for 
an  interim  reduction  in  Arkla's  rate 
charged  to  Cities  Service  pending  final 
Commission  determination  of  the  rate 
of  return  on  equity  in  Docket  No.  RP75- 
32  The  Commission  finds  that  an  in- 
terim rate  adjustment  should  be  made. 
Accordinglj".  the  Commt.s.vlon  shall  con- 
dition approval  of  the  settlement  propo- 
sal so  as  to  require  that  Arkla  shall  file 
an  interim  rate  reflecting  the  cost  of 
service  set  forth  in  Appendix  A  attached 
hereto.  Arkla  shall  refund  to  Cities  Serv- 
ice the  difference  between  the  interim 
rate  and  the  filed  rate  together  with  in- 
terest calculated  at  the  rate  of  9  percent 
per  annum.  Further  refunds,  if  any,  shall 
be  made  following  final  determination 
of  the  rate  of  return  Issue. 

Based  upon  a  review  of  the  record  in 
this  proceeding,  including  the  settlement 
propo.sal  itself  and  the  comments  sub- 
mitted in  support  thereof,  the  Commis- 
sion finds  that  the  settlement  proposal 
represents  a  reasonable  resolution  of  is- 
sues in  this  proceeding  in  the  public 
interest  and  that  the  proposal,  as  con- 
ditioned, should  accordingly  be  approved 
and  adopted  as  hereinafter  ordered. 

Tne  Commission  orders:  (A)  The  set- 
tlement proposal  filed  by  Arkla  on  Feb- 
ruarv-  17,  1977.  is  incorporated  herein  by 
reference  and  is  approved  and  adopted 
as  hereinafter  conditioned. 

^B'  Within  15  davs  from  the  date  of 
thu:  order  Arkla  shall  file  an  interim 
rate,  to  be  effective  November  2.  1975. 
subject  to  refund,  which  shall  reflect  the 
cost  of  service  set  forth  in  Appendix  A 
of  this  order. 

'CI  Within  15  days  from  the  date  the 
interim  rate  described  in  paragraph  B 
is  accepted  for  filing,  Arkla  shall  refund 
to  Cities  Service  all  amounts  collected 


in  excess  of  such  rate  together  with  in- 
terest calculated  at  9  percent  per  annum 
Within   10  days  thereafter  Arkla  shaU 
submit  a  report  of  the  refunds  and  in- 
terest with  the  Commission 

iDi  Within  15  days  from  the  date  on 
which  the  Commission's  decision  in 
Docket  No  RP75-32  becomes  final  and 
nonappealable.  Arkla  shall  file  a  revised 
rate  reflectiiig  the  cost  of  senice  set 
forth  in  .'Appendix  A  as  adjusted  if  nec- 
essary to  reflect  the  return  on  c-qulty 
found  to  be  proper  by  the  Commission 
in  Docket  No  RP75-32. 

iE>  Within  15  days  from  the  date  the 
revised  rate  described  in  ordering  para- 
graph 'D'  is  accepted  for  filing  Arkla 
shall  refund  to  Cities  Service  all 
amount,';,  if  any.  collected  in  excess  of 
such  rate  together  with  interest  calcu- 
lated at  9  percent  per  annum  Within 
10  days  thereafter  Arkla  .'^hall  file  a  re- 
port "of  refunds  and  interest  with  the 
Commission. 

*Fi  Upon  compliance  by  Arkla  with 
the  terms  of  this  order,  this  proceeding 
shall  be  terminated. 

(G^  This  order  i";  without  prejudice 
to  any  findings  or  order  which  have  been 
made  or  which  may  hereafter  be  made 
by  the  Commission  and  is  without  preju- 
dice to  any  claims  or  contentions  which 
may  be  made  by  the  Comtnission.  Its 
Staff  or  any  other  party  or  person  af- 
fected by  this  order  in  any  proceeding 
now  pending  or  hereinafter  instituted 
by  or  against  Arkla  by  any  other  person 
or  party. 

(H>  The  Secretary-  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Fedekal  Register 


By  the  Commission. 

Kenneth  F  Plttmb. 

Secretary. 

Vppevdit  a — ArkdnxaJi  Louiidana  Oas  Co., 
FPC  Docket  No.  RF76-10 

INTEFrM    SETTLEMENT    COST   OF    SERVICE 


Lln« 
No. 


Deaorlptlon 


1  Company  produced  KM '!2??5?I5 

2  Parcnased  g4s  supply  eoBt 88,452.249 

3  Total  ?as  supply  cost 97.882.522 

4  fiatherinf  pxppnses 4.ftM.706 

,■;    Purchased  pa.- oxpcnses I'^'Ill 

fl    Products  eitraction  eipensss ''oil, 

7  I'ndcrjrTOund  sterajti"  expenses 312.880 

8  Transmission  expenses 7,082.199 

9  Total  operation  ftnd  maln- 

tfnance  expense 19.S&5.052 

10  Depreciation  expense 9.302,S22 

11  Gas  revenue  credited  to  cost  o(  

service -   - (10,751.072) 

12  Art  val -rum  and  ether  t»ies 5.858,410 

13  Federal  income  taxes '."'SSS-i?! 

14  State  Income  taxes .Vlrrv'^V;; 

15  Return ..- '32. 111.619 

16  Total  cost  o(  service 173.497.705 

17  Cost  of  service  per  million  cubic 

feet  at  14.65  lb/in'  (cenU) &2.91 


1  Rate  base  portion  of  company-produced  gas  reflect* 
any  chanff  In  rate-ofretum.  ...nu,    _. 

«  S>ttleme'-,t  column  overall  rate-o(-retum  ol  12  28  pet 
ianrt  associated  Income  tAxefi  refleeta  retum-on-equlty 
of  15.32  pet  on  current  capitaluAUon  at  Dec.  31.  1976. 
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Appe:«dis  B. — Arkansas  Louisiana  Gas  Co.,  consolidated  oap^italization  at  Dec.  31,  1976 

PERCENT  or  CAPITAUIATION  AND  COST  Of  CAFITAL 


Type  of  oaplUl 


Ajnount 


Percent 


Cost  rate 
(percent) 


Return 

component 

(percent) 


Lcngtprm  debt $255,027,600  46.88  8.88 

Preference  stock 2,188,930  .40  4.50 

Common  equity 288,807,127  52.72  '15.32 

Total 544,021,647  lOttOO  


4.16 

.02 

8.08 


'1Z28 


'  Return  on  equity  (and,  accordingly,  overall  return)  in  Docket  No.  RP76-10tobedt'ternilned  by  return  on  equity 
allowed  in  Commission's  final  order  in  Docket  No.  RP75-32. 


(FRDoc.77  15897  Filed  6-6-T7;8:45  am] 


I  Docket  No    RPT6  591 

EL   PASO   NATURAL  GAS   CO. 

Order  Approving  Pipeline  Rate  Settlement 

May  31.  1977. 

On  November  9.  1976.  the  Presiding 
AdmlnLstrative  Law  Judge  certified  to 
the  Conimlssion  for  con.«;ideration  and 
dL-po.s:tion  a  proposed  Stipulation  and 
Agreement  which,  if  approved,  would  re- 
.solve  all  l.■^.^ue^^  in  the  captioned  proceed- 
ing, except  the  reserved  issue  of  rate  de- 
.';ign.  For  the  rea.sons  set  forth  below  the 
Commission  find.s  that  the  proposed  set- 
tlement agreement  is  reasonable  and 
should  be  aaproved, 

This  proceeding  originated  when  El 
Paso  Natural  Gas  Company  lEl  Paso' 
tendered  for  tiling  certam  revised  tariff 
sheets,  seeking  an  increase  of  approxi- 
mately $50  million  annually  m  revenues 
for  jurisdictional  natural  gas  sales  and 
services.  El  Paso's  p.'op>osed  rate  increase 
was  suspended  until  .August  1,  1976.  and 
was  set  for  liearing  by  Cumnil--sion  or- 
der issued  Februarv-  27,  1976.  The  rate 
increase  t)ecame  effective  subject  to  re- 
fund on  August  1.  1976 

Following  the  conclusiun  of  settlement 
discussions  between  El  Paso,  certam  in- 
terveners and  the  Commi.ssion  -Staff,  the 
proposed  settlement  agreement  was  sub- 
mitted to  the  Presiding  Administrative 
Law  Judge  on  November  4.  1976.  with 
a  request  for  certification  thereof  to  the 
Commission.  Public  notice  of  the  pro- 
posed .settlement  was  issued  on  Novem- 
ber 16,  1976.  Comments  in  support  of  the 
proposed  settlement  were  filed  on  De- 
cember 3.  1976.  by  Southern  Union  Gas 
Company  and  San  Diego  Gas  and  Elec- 
tric Company. 

The  Commission  Staff  filed  on  Decem- 
ber 3.  1976.  its  comments  which  noted 
that  the  instant  settlement's  effective- 
ness is  expressly  conditioned  upon  Uie 
approval  by  the  Commission  of  a  pend- 
ing settlement  agreemei.i  concerning  El 
Paso  in  Docket  Nas.  RP72-150  'P^ate  De- 
sign', RP73-104,  RP74-57.  and  RP75-39 
'First  Stipulation'.  Staff  noted  that  if 
the  Commi.ssion  did  not  appro\  e  the  First 
Stipulation  the  instant  settlement  would 
have  no  effect.  Staff  objected  to  the  First 
Stipulation's  disposition  of  two  issues.' 


=  The  two  disputed  t-isues  concern  (1)  the 
proprle'y  of  cost  of  service  c.-eatment  for  in- 
crea-sed  <imounts  paid  by  El  Paso  to  owners 
of  "special  overriding  royalty"  interests,  and 
)2)  the  proposed  supplementation  of  El 
Paso  s  Reserve  for  Exploration 


However.  Staff  stated  that  if  the  First 
Stipulation  received  Commission  ap- 
proval, making  it  possible  for  the  instant 
setlkment  to  become  effective,  then  Staff 
would  support  the  instant  settlement. 

Furtlier  comments  in  support  of  this 
settlement  w^ere  filed  on  December  6, 
■  1976,  by  the  People  of  the  State  of  Cali- 
fornia and  the  Pubhc  Utilities  Commis- 
sion of  tlie  State  of  California  and  on 
December  10,  1976,  by  Pacific  Gas  and 
Electric  Company.  On  December  14,  1976, 
El  Paso  filed  its  reply  comments  urging 
prompt  approval  of  the  instant  settle- 
ment and  the  First  Stipulation. 

The  Commission  approved  the  First 
Stipulation  m  its  order  of  February  16, 
1977,  in  Docket  Nos.  RP72-150,  et  al. 
Therefore,  the  issues  raised  by  Staff's 
comments  are  now  moot.  Consequently, 
the  instant  settlement  is  now  unccwi- 
tested. 

The  settlement  rates  are  predicated 
upon  a  total  cost  of  service  of  $740.6  mil- 
lion as  set  forth  in  Appendix  A  of  the 
settlement  agreement  and  of  this  order. 
The  agreement  further  pro'vides  for  re- 
funds of  approximately  $25.5  million, 
plus  9  percent  mterest  from  August  1, 
1976.  until  date  of  refund. 

The  settlement  rates  are  in  effect  for 
the  locked -in  period  commencing  August 
1.  1976.  and  ending  May  31,  1977.  at 
which  time  superseding  rates  in  Docket 
No.  RP77-18  go  into  effect  Jime  1,  1977, 
subject  to  refund  following  suspension. 
The  settlement  cost  of  service  includes  a 
rate  of  return  of  9  88  percent  on  El  Paso's 
net  investment  rate  base,  "with  a  return 
on  common  equity  of  14.50  percent.  The 
settlement  capitalization  and  rate  of  re- 
turn determinants  are  set  forth  in  Ap- 
pendix B  of  the  settlement  and  of  this 
order.  The  Commission  finds  that  the 
settlement  cost  of  service  and  resulting 
rates  are  reasonable  and  they  are  ac- 
cordingly approved. 

Article  VII  of  the  settlement  includes 
in  El  Paso's  rate  base  S3. 3  milUon  of  ad- 
vance pa\-ments  made  by  El  Paso  to  Beta 
Development  Company  (Beta)  pursuant 
to  agreements  dated  September  3,  1963, 
between  El  Paso  and  Beta.  The  $3.3  mil- 
lion represents  the  average  annual 
amount  estimated  to  be  outstanding  dur- 
ing the  period  1976  through  1985. 

Article  vni  reflects  the  impact  of  in- 
creased regular  royalty  and  production 


tax  expenses  which  El  Paso  has  experi- 
enced as  a  result  of  a  higher  national 
rate  ordered  by  Opinion  No.  770-A.  If 
producer  rate  levels  are  reduced  during 
the  period  that  the  settlement  rates  are 
in  effect.  El  Paso  will  refimd  those  dol- 
lars by  means  of  a  credit  to  Account  191. 

Settlement  Article  IX  confirms  El 
Paso's  use  of  the  normalization  method 
of  accounting  with  respect  to  its  utility 
property,  pursuant  to  the  requirements 
of  section  167(1)  of  the  Internal  Reve- 
nue Code  of  1954  and  U.S.  Treasury 
Regulation's  Section  1.167  fl)-l(h).  Pur- 
suant to  Article  EX  the  Ccmmission's  ap- 
proval of  the  settlement  shall  be  consid- 
ered a  determination  by  the  Cixnnils- 
sion  that  the  settlement  is  in  conformity 
with  such  tax  requirements. 

Article  X  .severs  the  contested  rate  de- 
sign issue  from  the  agreement.  Currently 
there  is  a  settlement  agreement  pending 
Commission  approval  on  the  rate  de- 
sign issue  in  this  docket.  Article  X  pro- 
vides that  the  resolution  of  the  rate  de- 
sign issue  shall  be  predicated  upon  the 
cost  of  service  and  sales  volumes  of  the 
present  settlement. 

Based  upon  a  review  of  the  record  in 
this  proceeding  including  the  settlement 
agreement  itself  and  the  pleadings,  evi- 
dence, and  comments  submitted  in  sup- 
port thereof,  the  Commission  finds  that 
the  proposed  settlement  agreement  rep- 
resents a  reasonable  resolution  of  the 
issues  in  this  proceeding  in  the  pubhc 
interest,  and  that  the  agreement  should 
be  accordingly  approved  and  adopted,  as 
hereinafter  ordered. 

The  Commis'^ion  orders:  ( Ai  The  Stip- 
ulation and  Agreement  certified  on  No- 
vember 9.  1976.  is  incorporated  herein 
by  reference  and  is  approved  and 
adopted. 

(B>  Within  30  days  from  the  date  of 
this  order.  El  Paso  shall  file  revised  tar- 
iff sheets  in  accordance  with  the  settle- 
ment agreement  and  this  order. 

(C>  As  soon  as  practicable  but  not 
later  than  45  days  after  the  date  of  this 
order.  El  Paso  shall  refund  all  amoimts 
collected  in  excess  of  the  settlement 
rates,  together  with  interest  at  the  rate 
of  9  percent  per  annum.  El  Paso  shall 
within  10  days  thereafter  submit  a  re- 
port of  the  refimds  and  interest  to  the 
Commission. 

(D)  This  order  is  without  prejudice  to 
any  findings  or  orders  which  have  been 
made  or  which  may  hereafter  be  made 
by  the  Commi.s.slon,  and  is  without  prej- 
udice to  any  claims  or  contentions  which 
may  be  made  by  the  Commission,  the 
staff,  or  any  other  party  or  person  af- 
fected by  this  order  in  any  proceeding 
now  pending  or  hereinafter  instituted  by 
or  against  El  Paso  or  any  other  person 
or  party. 

(E)  The  Secretary  shall  cause  prompt 
pubhcation  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 


Kenneth  F.  PLtrMs. 
Secretary. 
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Amsais.   \.—El   Pa.*o   Xatural   Ga$   Cn., 
Docket  .\o.  RP^.eSS 

SETTLEJiEST   CXJST   OF    SER'VICT 
rExciodes  Rhodes  storsge  project] 


Use 
No. 


Deacrlptiou. 
(a) 


Ainnuit 
(b> 


1  Total  op.  r:.uon  and  malntenauce. .  $542. 56^.  9T4 

2  Donation*.. «(2s«2 

S    D«iWBclation  aod  amortliaUon 77, 731. 035 

4  I>fplt>uun 1,55ft,  ^.IS 

5  Tijtes  orhrir  than  Income  taxes 31,908.901 

t    Stale  Inctjuie  taxes 3,a07,534 

7     yederal  income  ta^ ,W.  430,508 

S     Return  »t '.>.^>;  ivi 95,883,210 

f    Carrrinc  charges  on  uiirecoTWed 

purchased  lae  co?t5 2,052,495 

10  Impact  u{  purchased  fuel  adjuct- 

nieut..,.     ..._ _-„  8.451.035 

11  Snhtotal. .- 823. 070, 804 

12  EeToinea  deducted tjUt,  7il,  101) 

13  Subtotal  cost  of  serrioe 7a>,WBl<l* 

14  Rhodes  storage  adjustment 488,238 

15  Pubt»)tal  cost  of  servicf 734, 879,  723 

li  Mji^astta»ut  tui  additional  sal« 

volumes 36,814,005 

17  Total  aoBt  of  service —  770,883.728 

18  Jnrisdletleuai     eeet     of     aervlce  

(sbMil) 740,003.979 


APFDfDrx  B. — El  Pa*o  yatural  G'«u  Ce.,  Docket  Ho.  RP16-^9 

CAPnAUlATUJN  ANB  »ATl  0»  RETOBS 

fin  percent] 


Sto 

Dfwcrlpllou 

Peiwiii 

(b> 

Coat  or 
(o) 

Return 

] 

Debt 

VLm. 

4.77 
29^37 

&01 

7.31 
14.  SO 

8.27 

2 

Pntand      



.36 

a 

Commoa 

Total 

4.28 

4 

loaw . 





9.88 

[PR  Doc.77- 

-158M  Piled  6-6-77 

:8:i£am] 

[Docltet  No«.  CI77-278  and  CI77-311) 


;  Docket  Scte   RPT4r'821 


COASTAL  STATES  GAS  PRODUCING  CO.         COLUMBIA  GAS  TRANSMISSION  CO. 


Notice  of  Further  Extension  of  Time 
May  31,  1977. 

On  May  34.  1977.  Coastal  States  Gas 
Produciiig  Company  filed  a  motion  for 
a  further  extension  of  time  to  answer 
TrunUlne  Gas  Ctanpany's  petition  for 
leave  to  Itoervene  filed  April  15,  1977,  In 
the  above  deslgziated  proceeding.  The 
motion  states  that  TrunUlne  Gas  Com- 
jtaxxy  does  not  object  to  the  requested 
extension. 

Upon  consideration,  notice  is  hereby 
given  that  a  further  extension  of  time  is 
granted  to  and  Including  June  15,  1977, 
within  which  to  answer  the  petition  for 
leave  to  Intervene  in  the  above  proceed- 
ing. 

KSNNXTH    F.    PLUHB, 

Secretary. 
[PR  Doc.77-16984  Filed  6-6-77;8:45  ami 


Order  Approving  Settlement  Agreement 
Mat  31.  1977. 

On  November  22.  1976,  the  Presiding 
Administrative  Law  Judge  certified  to 
the  Commission  a  proposed  stipulation 
and  agreement  in  the  captioned  proceed- 
ing. The  i»oposed  agreement  is  intended 
to  resolve  for  purposes  of  this  proceed- 
ing the  Issue  of  cost  of  service  treatment 
for  the  new  lease  production  operations 
of  Columbia  Gas  Transmission  Corpor- 
ation (Columbia  Gas)  in  the  Appala- 
chian area.  For  the  reasons  set  forth 
below  the  Commission  finds  that  the 
proposed  settlement  agreement  is  rea- 
sonable and  should  be  approved. 

This  proceeding  originated  on  April  15, 
1974,  when  Columbia  Gas  and  Ccrfumbla 
GtUf  Transmission  Corporation  filed  re- 
vised tariiX  sheets  to  become  effective  on 
July  1,  1974.  By  order  issued  on  May  31 


iyi4,  the  Commission  suspended  the  ef- 
feettrecess  of  the  proposed  tariff  sheets 
for  five  mcmths. 

A  proposed  stipulation  and  agreement 
intended  to  re.'^olve  certain  issues  m  the 
case  was  certified  to  the  Commission  on 
August  21.  1975.  By  order  issued  on 
March  19.  1976.  the  Commission  accepted 
and  approved  the  proposed  agreement 
except  for  Article  rv  whirh  involved  the 
issue  of  cost  of  service  treatment  for  the 
new  lease  production  oije rations  of  Co- 
lumbia Ga£  in  the  Appalachian  area.  This 
issue  was  remanded  by  the  Ccwnmission 
for  hearing.  The  preser.t  settlement 
agreement  disposes  of  the  remanded 
issues. 

Article  I  of  the  agreeinent  provides 
that  Columbia  Gas  shall  refund  to  its 
jurisdictionaJ  customers  a  total  principal 
amount  of  $1,500,000  plu.'^  simple  mterest 
at  nine  percent  per  amium  calculated  to 
and  including  tiie  date  the  Commission's 
order  approvuig  tlie  settlement  becomes 
final.  Article  I  I'urtiier  provides  that  this 
refund  shall  repres«it  a  full  and  com- 
plete settlement  of  the  Appalachian  pro- 
duction issue  as  it  arises  in  Docket  No. 
RP74-82  and  Uiat  such  refund  shall 
appb"  to  the  entire  locked-m  period,  No- 
vember 1,  1974.  through  December  14. 
1975,  during  which  the  rates  proposed 
by  Columbia  Gas  In  tins  proceeding  were 
in  effect.  Article  n  provides  that  the  re- 
fund and  related  Interest  .shall  be  applied 
by  Columbia  Gas  as  a  commodity  credit 
in  Account  191  as  of  the  date  the  Com- 
mission's order  approving  the  proposed 
agreement  becomes  final. 

Public  notice  of  the  proposed  settle- 
ment agreement  was  issued  on  Novem- 
ber 30.  1976.  wtth  comments  due  on  or 
before  Decemoer  13.  1976  No  adverse 
comments  were  received. 

Based  upon  a  review  of  the  entire  rec- 
ord in  this  proceeding,  including  the 
proposed  settlement  agreement  and  the 
e\idence.  pleadings,  and  other  materials 
submitted  by  the  partie.';,  the  Ccmmis- 
sion  finds  that  the  proposed  agreement 
represents  a  rea.';onable  resolution  of  the 
Appalachian  production  issue  in  this 
proceeding  and  that  the  agreement 
should  be  approved  and  adopted  as  here- 
inafter ordered. 

The  Commission  orders:  i.A"i  The  stip- 
ulation and  agreement  certified  on  No- 
vember 22.  1978.  Is  Incorporated  herein 
by  reference  and  i.-:  approved  and 
adopted. 

<  B »  As  of  the  date  this  order  becomes 
final  and  nonappealable,  Columbia  Gas 
shall  refimd  to  its  Jurisdictional  cus- 
tomers $1,500,000  plus  interest  calculated 
at  nine  percent  per  annum,  such  refimd 
to  be  made  in  the  manner  prescribed  In 
the  stipulation  and  agreement. 

<C)  TTite  order  is  without  prejudice 
to  any  findings  or  orders  which  have 
been  made  or  which  may  bereaiter  be 
made  by  the  CaBXBaiasiaa,  and  is  witlu>ut 
prejudice  to  any  claims  or  contentions 
which  may  be  made  by  ttie  CommlsRioii. 
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the  staff,  or  any  other  party  or  person 
affected  by  this  order  in  any  proceed- 
ing now  pending  or  hereinafter  insti- 
tuted by  or  against  CoUunbia  Gas  or  any 
other  person  or  p)arty. 

ID)  Tlie  Secretary*  shall  cause  prompt 
pubhcation  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F.  Plumb. 
.  Secretary. 

[PR  Doc.77-15978  Piled  6-6-77:8:45  am] 


(Docket  No.  RP77-181 

EL   PASO   NATURAL  GAS  CO. 

Notice  of  Certification  of  Stipulation  and 
Agreement  in  Settlement  of  Rate  Pro- 
ceeding 

May  31.  1977. 

Take  notice  that  on  May  27.  1977, 
Presiding  Administrative  Law  Judge 
Walter  T.  Southworth  certified  to  the 
Commission  for  its  consideration  and 
disposition  a  Stipulation  and  Agreement 
in  settlement  of  the  above  entitled  pro- 
ceeding together  with  the  entire  record 
relating  thereto.  The  settlement,  Lf  ap- 
proved, would  resolve  all  issues  in  the 
proceeding. 

Any  person  desiring  to  be  heard  or 
to  protest  said  settlement  agreement 
should  file  comments  witli  the  Federal 
Power  Commission  825  Nortli  Capitol 
Street.  N.E.,  Wa.shington.  DC.  20426,  on 
or  before  June  17,  1977.  Commenus  will 
be  cor^idered  by  tJie  Commission  in  de- 
termming  the  appropriate  action  to  be 
taken.  Copies  of  this  agreement  are  on 
file  with  the  Commission  and  are  avail- 
able for  public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

[PR  Doc.77-15982  Filed  6-6-77:8:45  am] 


1  Docket  No.  ER77-175I 
FLORIDA   POWER   &   LIGHT  CO. 

Order  Granting  Motion  for  Reconsideration 
and  Establishing  Procedures 

M.AY  31,  1977. 

On  April  12,  1977,  the  Commission  is- 
sued a  Corrected  Order  Accepting  for 
Filing  and  Suspending  Proposed  Rate 
Change,  Granting  Intervention  and  Es- 
tablLshing  Procedures  in  the  above-cap- 
tioned  docket.  The  Corrected  Order  was 
issued  to  replace  a  March  31.  1977  Order 
which  contained  inaccuracies  and  was 
therefore  wiilidrawn  prior  to  publication 
in  the  Feder.al  Register  ' 

On  May  2,  1977.  Florida  Power  &  Light 
Company  >  FT&L  >  filed  an  Application  for 
Rehearing  of  both  the  March  31.  1977 
Order  and  April  12.  1977  Order.  Since 
both  Orders  are  interlocutor^-,  no  appli- 


cation for  rehearing  is  permitted.'  How- 
ever, the  Commission  wUl  treat  the  appli- 
cation as  a  Motion  for  Reconsideration 
of  both  Orders. 

Because  the  March  31,  1977.  Order  was 
inadvertently  issued,  we  will  not  attempt 
to  answer  FP&L's  contentions  as  to  its 
errors.  However,  we  will  discuss  FT&L's 
alleged  "groimds  for  rehearing"  of  the 
AprU  12.  1977  Order. 

FP&L's  argtiment  that  it  has  never 
rendered  transmission  service  to  New 
Smyrna  Beach  before  and  therefore  the 
rate  for  service  must  be  an  initial  rate 
was  raised  by  FP&L  in  its  Resixjnse  to 
the  Petition  to  Intervene  of  New  Smyrna 
Beach  and  discussed  by  the  Commission 
in  its  April  12  Order.  The  Commission 
stated: 

The  City,  at  present,  provides  some  of  Its 
own  electric  power  generation  capacity  and 
receives  its  remaining  capacity  requlremente 
from  FP&L.  FP&L  thus  provides  the  City  with 
firm  partial  requirements  service.  In  provid- 
ing this  service.  PP&L  necessarily  provides 
the  City  with  the  transmission  servlc«s  nec- 
essary to  carry  FP&L's  generating  capacity 
to  the  City. 

Repetition  of  an  argument  previously  re- 
jected in  a  Commission  order  is  not  a 
groimd  for  reconsideration  of  that  order. 

FP&L  also  alleged  that  New  Smyrna 
never  asked  that  the  rate  filing  be  con- 
sidered as  a  change  in  rate  subject  to 
Section  205  of  the  Federal  Power  Act. 
Tills  is  mere  word  play.  FP&L  admitted 
that  New  Smyrna's  Petition  to  Intervene 
stated  that  "it  is  appropriate  that  the 
acceptance  contain  a  condition  allowing 
the  Commission  to  order  refunds  with 
interest  of  excessive  rate  charges."  The 
Commission  can  only  order  refunds  if 
rates  are  found  to  be  excessive  after  a 
section  205  suspension  period  and  sub- 
sequent hearing.  The  rate  must  be  sup- 
plemental in  order  to  be  subject  to  a 
section  205  suspension. 

FP&L  took  Lssue  with  the  Commission's 
waiver  of  a  filing  requirement  not  yet 
complied  with  even  though  a  deficiency 
letter  had  been  sent  to  FP&L  by  the  Com- 
mission. The  Company  contended  that 
the  waiver  was  unnecessary  because  the 
deficiency  letter  was  issued  32  days  after 
FP&L's  date  of  submittal  and  the  Secre- 
tarv-,  accoi-ding  to  Commission  Regula- 
tion 35.2'c) .  is  to  notify  the  filing  utility 
of  the  deficiency  within  30  days  of  the 
receipt  of  the  submittal;  therefore, 
FP&L  claimed  that  the  deficiency  letter 
was  of  no  effect  and  the  filing  was 
deemed  accepted.  Whether  or  not  the  de- 
ficiency letter  was  properly  issued  is  ir- 
relevant at  this  juncture  since  the  Com- 
mission Order  explicitly  accepted  the 
submittal  for  filing  without  requiring  the 
future  submission  of  material. 


'  Tlae  March  31,  1977  Order  u-as  posted  in 
the  Office  of  Public  Information  but  no  copies 
were  ever  placed  for  distribution. 


'  See  Section  1.34  of  the  Commission's  Rule* 
of  Practice  and  Proc-edure,  which  requires  a 
final  decLsion  or  order  before  an  application 
for  rehearing  can  He.  Such  an  application 
would  not  lie  for  the  March  31.  1977  Order 
in  any  event  since  FP&L  submitted  its  "ap- 
plication" more  than  30  days  after  the  or- 
der's Issuance. 


Additionally,  PT&L  claimed  that  the 
proposed  effective  date  was  March  1, 
1977.  rather  tlian  the  date  of  commence- 
ment of  commercial  operation,  thereby 
making  the  poet-March  1  suspension  or- 
der ineffective.  The  Commission  inter- 
preted FP&L's  cover  letter  to  its  initial 
submittal  in  this  docket  to  request,  as  an 
effective  date,  the  date  FP&L  would  be- 
gin to  transmit  power  once  the  nuclear 
unit  commenced  cc»nmercial  operation. 
As  FP&L  stated  on  page  2  of  the  letter : 

Although  FP&L  and  City  have  had  exten- 
sive negotiations  with  regard  to  the  enclosed 
Agreement,  City  has  declined  to  sign  the 
Agreement.  However,  FP&L  is  tendering  at 
this  time  the  Agreement  executed  only  by  it 
in  order  to  provide  the  transmission  service 
to  City  as  specified  in  the  Agreement,  when 
commercial  operation  of  the  Crystal  River 
Nuclear  Unit  begins  on  March  1.  1977. 

(Emphasis  supplied.) 

Since  the  rates  would  not  be  applicable 
until  service  was  initiated,  and  since  serv- 
ice could  not  be  initiated  until  the  unit 
became  commercially  operational,  the 
Commission  determined  that  the  effec- 
tive date  proposed  by  FP&L  was  the  date 
transmission  service  could  commence. 

However,  since  the  date  of  issuance  of 
the  April  12  Order,  the  Commission  Staff 
has  checked  Florida  Power  Corporation  s 
tariff  filing  for  power  to  be  transmitted 
from  the  Crystal  River  No.  3  Nuclear 
Power  Unit.  By  Order  issued  March  10, 
1977,  in  Docket  No.  ER77-196.  the  Com- 
mission suspended  Florida  Power  Cor- 
poration's proposed  transmission  rate 
and  allowed  it  to  become  effective  on 
March  14.  1977.  Our  Staff  has  been  in- 
formed by  Florida  Power  Corporation  in 
a  telephone  inquiry  that  it  began  to  sell 
energy  to  FP&L  for  transmission  secvice 
from  its  Crystal  River  unit  on  March  30. 
1977.  Therefore,  that  part  of  the  April  12 
Order  suspending  the  rate  for  the  trans- 
mission service  and  making  the  rates 
subject  to  refimd  was  a  nullity  because 
service  had  already  begun  and  "the  Com- 
mission cannot  suspend  a  rate  schedule 
after  its  effective  date."  Section  24  of 
the  Rules  of  Practice  and  Procedure. 

Consistent  with  our  April  12  Order,  we 
continue  to  view  the  rates  for  transmis- 
sion service  as  a  rate  change  subject  to 
section  205  fe>  of  the  Federal  Power  Act. 
even  though  the  rate  may  not  be  sus- 
pended or  be  subject  to  refund.  FP&L 
shall  still  be  required  to  file  its  case-in- 
chlef  so  that  Staff  can  evaluate  the  just- 
ness and  reasonableness  of  the  rates,  and 
a  public  hearing  will  continue  to  be  re- 
quired. 

The  Commission  finds :  (1 1  Good  cause 
exists  to  grant  FP&L's  Motion  for  Re- 
consideration. 

(2)  The  rates  for  FP&L's  transmission 
service  to  New  Smyrna  Beach  were  not 
suspended  or  subject  to  refund,  although 
the  rates  constituted  supplemental  rates 
subject  to  Section  205  of  the  Federal 
Power  Act. 

(3)  Jt  is  necessary  and  in  the  public 
Interest  that  an  evidentiary  hearing  be 
held  in  this  docket  in  order  for  the  Com- 
mission to  discharge   its   statutory   re- 
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stKinsibilities  under  Section  205  of  the  AdmmistraUve  Law   Judge  wiUi   a   re-     ment   agreement  Itsell   and   the   plead- 

Federal  Power  Act  quest   for   certificatioi^    thereof    lo   the    ings.  endence  and  comments  submitted 

The    Commission    orders:    (A)    That  Commission.                                                     in  support  thereof,  the  Commission  finds 

FP&L's   Motion   for   Reconsideration   is  Public  notice  of  certification   of   the     that  the  proposed  settlement  agreement 

hereby  grarted  proposed     agreement     was     issued     aa     represents  a  reasonable  resolution  of  the 

.B>    That    consistent  with  the  AprU  March  3.  1977  with  comments  due  on  or     issues  in  this  proceeding  in  the  pubUc 

12   1977  Order  issued  in  this  proceeding,  before  Apnl  1,  1977.  On  March  29,  1977.     interest  and  that  the  agreement  should, 

a  public  heanng  shall  be  held  pursuant  Staff  filed  a  comment  in  support  of  the     accordmgly.  be  approved  and  adopted  as 

to  the  authority  contained  in  the  Federal  agreement.  No  other  comments  were  re-     hereinafter  ordered. 

IT          ,    .             *.,,„*  »v,„  «^+„^  ^or- T^^f  r.*»,v*ri                                                                        Tlie  Commission  orders ;  'A*  The  pro- 

Power  Act  except  that  the  rates  ma>  not  '^''^-                  settlemert  agreement  is     iwsed  stipulation  and  agreement  certi- 

be  suspended  or  subject  to  refund.  Ihe  propo.>^e<i  setuemeut  agreerneni  i:>     »               v„v„,nrv   ir    1077    i<;  inmmrv 

,C.  Tl.at  the  Order  of  April  12.  1977,  intended  to  resolve  all  issues  m  this  pro-     ^^^f^/J^^^f^^^.^f/^^^^^ 

issued  m  this  proceeding  shall  remain  in  ceedmg  except  the  issue  of 'T^^^j/.^/turn     rated  hemnby  reference  and  is  approved 

full  frircp  nnrf  pfTprt  Pvrent  a.s  herein-  and  related  mcome  taxes.  The  settlement     ai.a  ..aoptea. 

ie  r^odXd  "'St  of  service,  attached  hereto  ^  Ap-         'B-   In  accordance  with  the  proposed 

abo\  e  modified.  nendix  A  reoresents  a  $587  506  reduction     stipulaUon  and  agreement  and  this  order. 

(Di  The  Secretarj-  shall  cause  prompt  ^            '  Qrig^aJLly  claimed  overall  cost     ""=  -oon  as  practicable  but  not  later  than 

publication  of  this  order  in  the  Federal  ^^  se-vice  of   $"5665  "5''    The   ls  ue   of     ^^   ^'^^^   ^^om   the   date   of   this  order 

Register.  ^  ^^      ^^  ^^;^  ^^^~^  income\axes     Kentucky   West   sh^   file   the   interim 

Bv  the  Commission  is  reserved  for  hearing  and  decision  by     f^S-l   ^a.^e  to  be  effective  October  31. 

KEKNETiiF.PtCMB.  '''' ?'^T^'''^J^'rrl^^S 'IT iTv^'         '' C  >  "^'"oou  aT pr^t^cable  but   not 

^-^'-^  "en^r^r;  ol  ^^u^il^U^e  ^lat^d'":     ^^ter  than  90  days  from  Uie  date  of  this 

[FR  DOC  77-15980  Filed  ^€-77:8:45  am]  ^ome  taxes  claimed  by  Kentucky  West,     o^der  Kentucky  West  shaU  refund   aU 

rr.;;  ^"^^  ^  y       .,  ,    „,.<.,„^„„i  „o-n«o       amoimts  collected  m  excess  of  the  in- 

KENTUCKY  WEST  VIRGINIA  GAS  CO.  ^^PO"    Commission    acceptance    of    the     ^^^^^^  ^^^  ^^  ^..^^^  ^^            ^^^^_ 

agreement,  file  a  revised  mterim  rate  for  rpnorr  nf  refurd^  and  lntpre<;t 

Order  Approving  Partial  Settlement  j^ales  of  gas  undr  r  Kentucky  West's  Rate     '\"^?,^  f;^^  rnr^^^ccT^r                    ^terest 

Agreement  Schedule  PLS-1.   The  interim  rat*  shall     '"'"^^^t^^'^  !^f^      .,       .v,          ^ 

M.Y  31    1977  be  based  on  the  settlement  cost  of  serv-     ^  ^'   ^^"un  bO  days  after  this  order 

nn  T=vhnrrv   le    1977    the  Presiding  ^^e.  Within  nmety  days  after  issuance     bc-comes  fina    and  nonappe^able^  Ken- 

Adm^r.Sr^ivP   jL    ludef  ce^i^ed ^  of  the  Commissions  order  accepting  the     ^f  1^>-  ^ ^^^  shall  execute  and  tender  for 

Administrative   Law    Judge   certmea   to  „_^^„„^   x^o,,t.,^i.,.  xnr^^t  ov,oii  «.f,,„H     fihnu  amendments  to  its  advance  pay- 

the  Commission  for  consideration  and  ^^f^^Z^r^Zri^^'Z^'l'^/^L^^Xi     "^cnt  and  ga.s  purchase  contracts  with 

disposition  a  proposed  stipulation   and  g)  the  purchasers  under  Rate  Schedule     ph^adeluhia  OH  Company  covermg  the 

agreement  which,  if  approved,  would  re-  PLS-1  any  amounts  coUected  ui  excess     ^^.^^^^  ^^^^  .,^  ^^.^^.^  ^  ^^  ^^  stipula- 

solve  all  issues  in  the  captioned  proceed-  of  "-^^t.       J"^.  ^^'"^    ^°  '■^'*,  reduction     ^.^^^  ^.^^  agreement  so  as  to  require  aU 

ing  except  for  the  Lssue  of  rate  of  return  shaU  be  made  m  any  other  rate  schedule     ^^  ^j^           ^^   ^^^^^^^   to   be  sold   to 

and  related  income  taxes.  For  the  reasoiis  pendmg   final   disposition   m   this   pro-     Kentucky  West 

set  forth  below  the  Commission  finds  ^^^^■^^^^,  ^,„  nrovides  that  'E'  This  order  is  v^ithout  prejudice 
that  the  proposed  settlement  agreement  .^n^  agreement  also  provides  that  findinir<:  nr  ordpr^  which  have 
is  reasonable  and  should  be  approved  withm  sixty  days  after  the  Commissions  ^"^.^''^^.^^^^^'^j^^h'''^'^  ^^.eafter  be 
^^^^^opted.  or^T^r^-msJre^r^m^t^on.^  m^de'v  fhe  CoS^^ss^r!  and  if" t^! 
This  proceeding  originated  on  Apnl  ^^,^tTt^^^^r^lr.tff^^.^LY^  out  preiudice  to  any  claims  or  conten- 
29.  1976  when  Kentucky  West  Virginia  si^all  execute  amendments  to  its  advance  ^^^ni  which  mav  be  made  by  the  Corn- 
eal company  ,  Kentucky  West,  ten-  l^I^lli^^t^^,^^^'''^^^'^^^^  Sicn.  the  stiff  or  any  other  party  or 
dered  for  filing  Rrst  Revised  Volume  No  ^'?„fi^*f^'^!"t?J„^°"|^P*^"^^°^  ^'^^  person  affected  by  tha  order  in  an>-  pro- 
1  of  its  PPC  Gas  Tariff  seeking  a  $6.3  ^  P'^'^f^  c?™  ,*,^  wells  listed  m  Ex-  ^  ^^^.  ^^^^^  ^^  hereinafter  in- 
million  increase  in  jurisdictional  rev-  ^ibit  1  of  the  Stipulation  and  Agreement  ^  Ke-tu-^ky  West  or 
enues    Bv  order  Issued  on  Mav  ''8    L976  ^o  as  to  require  all  of  the  associated  gas     stitutea  d%  or  against  n.e..r.._Kj   wrsi  or 

Se  CoSnSon  TS>icl  ^e  pfoS  ^^^"^»  T'^^^^t^'^w^""  "'"""^"^     ""'VZ  '1:'"""^  ""^T. 

tariff  for  filing  except  for  a  portion  which  "^^  =°^  ^o  Kentucky  West.                              c  F .  The  Secretary  shall  cause  prompt 

was  found  to  be  barred  by  the  Mobile-  .    ^^.^^  "Pon   a   review   of  the   record     publication  of  this  order  in  the  Federai. 

Sierra  -  doctrine,  suspended  the  tariff's  ^"  ^^  proceecing.  including  the  settle-     register. 

effectiveness  for  five  months  until  Oc-  Saies    are    made    under    Rate   Schedule         gy  the  Commission 

tober  31.   1976.  and  set  the  matter  for  pls  i  to  two  pipeline  companies;  Equitable 

hearing.   The  Commission  also  ordered  O^  Companr  and  CoJv.mbia  Gas  Transmis-                                   Kenneth  F.  Plumb. 

Kentucky  West  to  file  an  amended  tariff     sion  corporation. Secretary. 

index  of  purchasers  excluding  Equitable  ,p^,,^„„  A.-Kmturly  Wc.t  Virguua  Gas  Co..  Intmm  Ffttlemcnt  CnH  of  Scrvirr  for 

Gas  company  as  a  purchaser  under  Ken-  -^  „^         .  /^^^^^  ^      ,              ^ad justed . 

tucky  Wests  GSS-1   rate  schedule."  An  ^                                         "                                                                                 «„„„„.,, 

amended  index  was  filed   by   Kentucky       \  Operation  and  maintenance  expenses    **,  ^c^VtrI 

,,.„^ T,,. „o    ,„-„  2    Depreciation,  depletion  and  amortization 3.991,764 

West  on  June  28,  1976.  3   ^^^^j  ^^^  ,^^^  ,,^^^^^  ^^^ __      6.815.335 

Following  the  conclusion  01  settlement      4.  Taxes  other  than  income 629.258 

dL'^CUSSions    among    the    parties    to    the       e    Return  company  at   17  pet 4.816,297 

proceeding     the     proposed     settlement       e   other  operating  revenues »151,592) 

agreement  wa.s  presented  to  the  Presiding  

7  Total  cost  oi  service 24,159.473 

8  Plus  noncost  of  service  gas 918.773 

United    Gas   Pipe  Line   Co    v.   Mobil   Gas  

Service   Corp..   350   U.S.   332    (1956):    Federal        8.  Total  OTerall  cast  of  service 25.078,346 

Power  Commis.iion  v    Sierra  Pacific  Co.,  350  =^=^=^ 

US    348  (1956).  Rate  design; 

-Sales    are    made    under    Rate    Schedule      10,  Jiirlsdictlcnal  cost  of  service $21,071,536 

GSS-l  to  the  follow-lng  city  gat«  purchasers:      ji.  Annual   volumes    (dth) 27,967.337 

City  of  Paintsville,  Kentucky:   City  of  Pres-      12.  Unit  cost   (cents  per  dth) 75.343 

lonburg,  Kentucky:  Ohio-Kentucky  UtUitiee,  jg    unlt  rate  (cents  per  dth)  • 

Inc.;    Johnson   County   Ga.«   Company.  Inc.:  Pipeline  sales  (revised  Interim  rate) -  76.34 

Mountain    Utilities,    Inc.:    Mike    Little    Gas  ^^^  ^^^  54  15 

Company,  Inc.:   Mountain  Investment.  luc  : 

and  City  of  Hazard,  Kentucky.  |FR  Doc.77-15977  Piled  6-6-77:8  45  am) 

FEDERAL   RfGiSitS,    VOL     42.    NO     109 — TUESDAY,    JUNE    7,    1977 


29048 


NOTICES 


(Docket  No    CP77  399] 

MID   LOUISIANA   GAS  CO. 

Notice  of  Application 

M.^Y   31.    1977. 

Take  notice  that  on  May  20,  1977.  Mid 
Louisiana  Gas  Company.  ( Applicant  i , 
300  Poydras  Street.  New  Orleans.  Louisi- 
ana 70130.  filed  in  Docket  No.  CP77-399 
an  application  pursuant  to  Section  7  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  au- 
thorizing Applicant  to  retain  in  place 
and  operate  for  an  additional  limited- 
term  period  certain  emergency  gas  pur- 
chase facilities  constructed  in  the  False 
River  Field  area  in  West  Baton  Rouge 
Parish,  Louisiana,  all  as  more  fully  set 
forth  in  the  application  which  is  on  file 
with  the  Commission  and  open  to  public 
inspection. 

It  is  stated  that  on  March  27.  1977. 
Applicant  began  an  emergency  purchase 
of  gas  produced  from  the  Morris  Heirs 
No.  1  well  located  in  the  False  River 
Field,  West  Baton  Rouge  Parish.  Louisi- 
ana (the  False  River  gas)  and  that  the 
purchase  of  this  gavS  would  continue 
through  July  31.  1977.  The  producer-sell- 
ers are  South  Louisiana  Production  Com- 
pany, Inc.  CRA  Oil  Exploration  Com- 
pany, Carpenter  Oil  &  Gas  Co..  W.  A. 
Moncrief.  Jr..  and  Reidy  International. 
Inc.  iSLAPCO.^et  al.>.  it  is  said. 

Applicant  states  that  pursuant  to  a 
letter  agreement  dated  February  14,  1977. 
SLAPCO.  et  al..  agreed  to  sell,  and  it 
agreed  to  purchase,  the  Fal.se  River  gas 
for  an  additional  limited-term  period  be- 
ginning August  1,  1977  and  e.xt*nding 
through  the  360th  day  following  the  date 
of  which  the  emergency  purchase  began. 

Applicant  would  pay  SLAPCO,  et  al.,  a 
rate  of  $1.53  per  million  Btu  on  a  dry 
basis,  plus  7  cents  per  Mcf  as  severance 
tax  reimbursement,  for  all  gas  delivered 
and  Applicant  would  reimburse  SLAPCO. 
et  al.,  for  any  new,  increased  or  addi- 
tional severance,  production  or  similar 
taxes  levied  on  and  paid  by  SLAPCO,  et 
al..  it  is  said. 

Applicant  indicates  its  transmission 
facilities  do  not  extend  into  West  Baton 
Rouge  Paris  and  that  Texas  Eastern 
Transmission  Corporation  (Texas  East- 
ern* would  receive,  transport  and  de- 
liver the  False  River  gas  to  Transcon- 
tinental Gas  Pipe  Line  Corporation 
(Transcoi.  at  an  existing  point  of  inter- 
connection between  the  facilities  of 
Texas  Eastern  and  Transco  near  St. 
Francisville.  in  East  Feliciana  Parish. 
Louisiana,  for  ultimate  redelivery  to  Ap- 
plicant. It  is  stated  that  Transco  would 
accept  delivery  of  the  False  River  gas 
at  the  existing  St,  Francisville  intercon- 
nection and  would  make  redeliveries  to 
Applicant  in  East  Feliciana  Parish  or  at 
any  other  mutually  agreeable  existing 
exchange  point.  The  transportation  of 
the  False  River  gas  by  Texas  Eastern 
and  Transco  for  Applicant  was  initiated 
on  March  27.  197.7  as  an  emergency 
service,  and  both  parties  have  agreed 
to  continue  the  transportation  of  the 
gas  for  Applicant  through  the  360th  day 
following  March  27,  1977,  it  is  said. 


It  Is  stated  that  the  False  River  gaa 
Is  gathered  by  the  producers-sellers  and 
delivered  to  Applicant  at  a  delivery  point 
located  on  Texas  Eastern's  existing  36- 
inch  Venice  New  Roads  pipeline.  In  order 
to  measure  and  deliver  this  gas  Into 
Texas  Eastern's  facilities.  Applicant  in- 
stalled a  meter  station  and  appurtenant 
facilities  at  the  delivery  point  in  West 
Baton  Rouge  Parish,  it  is  said.  Applicant 
also  states  that  it  installed  certain  de- 
sulfurizing  equipment  consisting  of  a 
6^8  inch  O.D.  meter  run,  meter,  tempera- 
ture recorders  and  miscellaneous  fittings, 
and  that  the  desulfurizing  equipment 
consists  of  two  42-inch  O.D.  by  17-foot 
iron  sponge  towers  and  miscellaneous 
fittings.  The  annual  rental  of  the  towers 
is  $68,000,  and  the  total  cost  of  the  meter 
station  and  ol  making  the  installations  is 
estimated  to  be  $8,500,  it  is  said.  Appli- 
cant proposes  to  maintain  the  facilities 
in  place  and  to  operate  them  through 
the  remaining  part  of  the  360-day  lim- 
ited-term purchase  period.  Applicant  in- 
dicates that  the  purchase  was  made  and 
the  facilities  were  installed  and  have 
been  operated  under  the  Emergency  Na- 
tural Gas  Act  of  1977. 

Any  person  desii'ing  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  15, 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington,  D.C.  20425.  a  peti- 
tion to  intervene  or  a  protest  in  ac- 
cordance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure 1 18  CFR  1,8  or  1.10  >  and  the  Reg- 
ulations under  the  Natural  Gas  Act  ( 18 
CFR  157.10>.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  pro- 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
Commission's  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission 
on  this  application  if  no  petition  to  in- 
tervene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub- 
lic convenience  and  necessity.  If  a  peti- 
tion for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 

IFR  Doc.77-15974  Filed  6- 6-77:8:45  am] 


[Docket  No.  ER77-3781 
THE  MONTANA  POWER  CO.       - 
Notice  of  Filing 

June  1,  1977. 
Take  notice  that  on  May  18.  1977,  The 
Montana  Power  Company  (Company) 
tendered  for  fiUng  the  following  con- 
tracts with  respect  to  service  rendered  by 
the  Company  to  the  Big  Horn  County 
Electric  Coperative,  Inc.  'Big  Horm  : 

(a)  Agreement  for  Purchase  of  Power 
dated  March  12.  1971. 

(b)  Letter  Agreement  dated  March  12, 
1971  relating  to  the  implementation  of  the 
Agreement  for  Purchase  of  Power. 

(c)  Supplement  No.  l  to  Agreement  for 
Purchase  of  Power,  dated  February  15,  1974. 

The  Company  states  that  the  Agree- 
ment for  Purchase  of  Power  and  the  Let- 
ter Agreement,  both  dated  March  12, 
1971,  supersede  the  Agreement  for  Pur- 
chase of  Power  dated  May  9,  1956  (Rate 
Schedule  FPC  No.  16)  by  providing  for 
an  upgrading  of  service  rendered  by  the 
Company  to  Big  Horn.  The  Company  has 
requested  waiver  of  the  notice  provisions 
of  Section  35.3  of  the  Commission's  reg- 
ulations in  order  to  permit  these  agree- 
ments to  become  effective  on  April  14, 
1971,  the  date  of  their  approval  by  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration. 

The  Company  states  that  Supplement 
No.  1  to  the  Agreement  for  Purchase  of 
Power  provides  for  an  increase  in  rates 
for  service  by  the  Company  to  Big  Horn 
and  that  based  on  the  year  ending  June 
30,  1977,  the  revised  rates,  which  are 
identical  to  those  incorporated  in  tlie 
Company's  Rate  Schedule  FPC  No.  39. 
would  have  provided  the  Company  with 
increased  revenues  of  $43,139.36.  The 
Company  has  proposed  to  make  Supple- 
ment No.  1  to  the  Agreement  for  Pur- 
chase of  Power  effective  on  July  1,  1977. 

Any  person  desiring  to  be  heard  or 
to  protest  said  filing  should  file  a  peti- 
tion to  intervene  or  protest  wih  the  Fed- 
eral Power  Commission,  825  North  Capi- 
tol Street,  N.E.,  Washington,  D.C.  20426, 
in  accordance  with  Sectoins  1.8  and  1.10 
of  the  Commission's  rules  of  practice 
and  procedure  (18  CFR  1.8.  1.10),  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  8,  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants  parties  to  tlie  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  application  are  on  file  with  the  Com- 
mission and  are  available  for  public  in- 
spection. 

Kenneth  F.  Plumb. 

Secretary. 

[PR  Doc.77-15981  Filed  6-6-77:8:45  am] 


(Docket  No   RP73-109  and  RP74-95:  AP7o-l( 
NORTHWEST  PIPELINE  CORP. 

Order  Approving  Proposed  Settlement 

Agreement 

May  31.   1977. 
On  December  13,  1976.  the  Presiding 
Administrative   Law    Judge    certified    a 
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proposed  settlement  agreement  concern- 
ing the  lawfulness  of  Northwest  Pipe- 
line Company's  (Northwest)  proposed 
rate  increase  in  the  above-captioned  pro- 
ceeding attributable  to  advances  made 
under  certain  agreements.  For  the  rea- 
sons stated,  the  Commission  shall  ap- 
prove the  proposed  settlement. 

By  order  issued  September  28.  1976. 
the  Commission  accepted  for  filing  and 
suspended  a  proposed  tariff  sheet  ten- 
dered by  Nortliwest  in  the  instant 
dockets.  In  this  order  the  Commission 
stated; 

Northwest's  filing  Includes  a  rate  increase 
to  reflect  additional  advance  payments  of 
»5,7()6.514  pursuant  to  Article  VIII  of  the 
Settlement  Agreement  In  Docket  Nos.  RP73- 
109  and  RP74-95.  The  Commission's  revieic 
o/  the  advances  made  iindeT  nine  of  the 
advance  payment  agreemtnta  indicates  that 
the  advances  may  not  be  reasonably  related 
to  the  producer's  expenditures  for  erplora- 
tion.  development  and  producrion.  Accord- 
ingly, the  Commission  will  set  the  lawlul- 
nese"  of  the  advances  made  under  those  nine 
agreements  for  hearing,  (footnote  omitted), 
(emphasis  added) 

Following  the  conclusion  of  the  pre- 
hearing conference  held  on  November 
9,  1976,  the  parties  entered  into  settle- 
ment discussions  resulting  In  the  settle- 
ment agreement  now  before  the  Com- 
mission. Public  notice  of  the  proposed 
agreement  was  issued  on  January  4. 
1977,  with  comments  due  on  or  before 
January  21.  1977. 

Staff  in  its  "top  sheets"  eliminated 
the  advances  associated  with  an  agree- 
ment which  did  not  comply  with  the  re- 
quirements of  Order  No.  529,  Under  the 
proposed  agreement  Northwest  obtained 
an  amendment  to  the  Exploration  Agree- 
ment between  it  and  Northwest  Explora- 
tion Company  to  comply  with  the  re- 
quirements of  Order  No.  529,  Docket 
No.  RM75-6.  (issued  June  17,  1975' .  The 
specific  amendments,  as  stated  in  the 
proposed  agreement,  are : 
(1)  NortJawest  aban  have  first-call  on  any 
gas  produced  pxirsuant  to  the  agreement  un- 
der a  long-term  contract  which  Is  for  a  mini- 
mum Initial  term  computed  as  the  lesser 
of  15  years  or  the  life  of  the  reserve  in  the 
field,  and  (2)  the  selling  price  of  the  gas 
committed  by  producers  whose  sales  are  sub- 
ject to  price  regulations  shall  be  governed 
by  and  limited  to  the  area  rate  or  national 
rate  or,  under  appropriate  showing  of  special 
circumstances,  such  other  rate  as  may  be 
authorized  by  the  Commission  under  the 
provisions  of  optional  pricing  and  special 
-  relief. 

The  Commission  s  review  of  the  sup- 
porting d?ta  filed  by  Northwest  shows 
that  the  advances  in  question  were  rea- 
stmably  related  to  producer  expendi- 
tures for  exploration,  development  and 
production. 

The  Ccwnmissions  review  of  the  pro- 
posed agreement  indicates  that  it  should 
be  approved.  The  single  deficient  agree- 
ment has  been  amended  to  comply  with 
the  requirements  of  Order  No.  529,  supra. 
This  will  provide  sufficient  protection  for 
the  consumer.  Furthermore,  the  amoimts 
included  in  Northwest's  rate  base  are  re- 
lated directly  to  the  producw's  expendi- 
tures, thus  directly  benefit  the  consumer 


through  the  development  of  additional 
gas  supplies.  Accordingly.  Northwest  shall 
be  allowed  to  Include  these  amounts  in 
rate  base. 

The  Commission  orders:  iA>  The  pro- 
posed settlement  agreement  certified  to 
the  Commission  on  December  13,  1976  in 
the  instant  docket  is  hereby  approved. 

(B>  The  amoimts  relating  to  the  nine 
advance  payment  agreements  set  for 
hearing  in  the  September  28,  1976  order 
in  this  proceeding  are  hereby  permitted 
to  be  Included  in  Northwest's  rate  base, 
and  Northwest  is  relieved  of  any  refund 
liability  for  inclusion  of  these  amounts 
in  rate  base. 

tC  The  hearing  ordered  in  this  doc- 
ket to  determine  the  lawfulness  of  the 
amoimts  advanced  under  the  nine  agree- 
ments Is  hereby  terminated. 

(D»  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  FEDERAL  Registek. 

By  the  Com. mission. 

Kennfth  F.  Plumb. 

Secretary. 

IFR  Doc. 77-15979  Piled  6-6-77:8-45  am) 


[Docket  No.  CP77-389  and  CPT7-3901 
PACIFIC  GAS  TRANSMISSION  CO. 

Notice  of  Applications 

M.AT  31.  1977. 
Take  notice  that  on  May  18,  1977, 
Pacific  Gas  Tranf;mission  Company 
(Applicant^,  77  Beal  Street,  San  FYan- 
cisco.  California  94106  fUed  in  Docket 
No.  CP77-389  and  CP77-390  apphcatlons 
pursuant  to  Section  7'c>  of  the  Natural 
Gas  Act  for  a  certificate  of  public  con- 
venience and  necessity  authorizing  the 
transportation,  exchange,  and  sale  of 
natural  gas  to  Northwestern  Pipeline 
Corporation  <  Northwest  > .  and  the  con- 
struction and  operation  of  a  compressor 
facility  in  Lincoln  County,  "Wyoming.  aU 
as  more  fully  set  forth  in  the  applica- 
tions which  are  on  file  with  the  Com- 
mission and  open  to  public  Inspection. 

It  is  Indicated  that  Applicant,  di- 
rectly or  through  its  wholly  owned  sub- 
sidiary. Pacific  Transmission  Supply 
Company  (PTS' ,  has  been  involved  in  23 
eas  exploration  piojects  in  the  Rocky 
Mountain  area  of  the  United  States,  and 
as  of  February  28.  1977.  84  wells  have 
been  drilled.  Applicant  states  that  only 
27  of  these  wells  are  considered  to  be 
potential  commercial  gas  wells,  and  that 
13  are  in  the  Pontenelle  Prospect  in 
western  Wyoming  where  PTS  holds  a 
working  interest  of  approximately  37I2 
percent  and  has  the  right  to  purchase 
additional  gas  from  other  participants 
in  the  Prospect. 

Applicant  state.-;  that  it  has  entered 
into  a  gas  purchase  contract  with  PTS 
which  provides  for  the  sale  by  PTS  of 
Its  share  of  the  production  of  natural 
gas  from  certain  wells  in  the  Prospect. 
The  gas  sold  would  be  delivered  to  Apph- 
cant  at  a  central  point  in  the  Fontenelle 
Prospect,  downstream  of  the  gathering 
system  meter  facility,  at  the  fence  en- 
closing the  compressor  facility  proposed 
to  be  constructed  by  Applicant,  it  is  said. 


Applicant  proposes  I11  Docket  No  CP- 
77-390  to  transport,  exchange  and  sell 
natural  gas  to  Northwest  Pursuant  to  a 
gas  transportetion  and  exchange  agree- 
ment with  Northwest  dated  January  4, 
1977,  Applicai:il  proposes  to  deliver  up  to 
10.000  Mcf  of  gas  per  day  from  certain 
acreage  in  tlie  Fontenelle  Prospect  to 
Northwest  at  a  point  adjacent  to  North- 
west's 16-  and  30-inch  pipelines  in  Lin- 
coln County.  Wyoming,  at  which  loca- 
tion Northwest  proposes  to  construct  a 
meter  facility.  It  is  stated  that  such  gas 
would  be  processed  for  removal  of  liquid 
hydrocarbons  at  Northwest's  Opal  proc- 
essing plant. 

Applicant  states  that  in  order  to  pro- 
vide Nortliwest  with  sufficient  gas  to  ac- 
count for  sli.'-inkage  in  processing  of  tlie 
gas  delivered  for  redelivery  by  North- 
west. Applicant  would  sell  5  percent  of 
such  volumes  to  Northwest,  for  the  samie 
price  paid  by  Applicant  for  such  gas.  and 
that  Northwest  would  also  have  the  right 
to  purchase  25  percent  of  the  volumes  of 
gas  delivered  to  Northwest.  Applicant 
further  states  that  if  Northwest  exercises 
such  right,  it  would  pay  .Applicant  the 
same  price  paid  by  Applicant  for  such 
volumes  plus  a  portion  of  PGT"s  cost-of- 
service  for  compressing  and  delivery  of 
such  gas,  based  on  volumes  received  by 
Applicant  for  sale  to  Northwest  divided 
by  the  total  volumes  received  by  Appli- 
cant for  dehvery  to  Northwest. 

It  is  stated  that  Northwest  would  re- 
deliver to  Applicant,  by  exchange,  vol- 
umes ec;uivalent  to  what  Applicant  de- 
livered to  Nortliwest  at  Spokane,  Wasli- 
ington.  less  certain  volumes  for  shrink- 
age, compressor  fuel  use  and  sale  to 
Northwest.  It  Ls  indicated  that  the  gas 
redelivered  to  Applicant  by  Northwest 
would  be  transported  and  sold  to  Pacific 
Gas  and  Electric  Company  "PGandEi  at 
the  junction  of  AppUcant's  and  PGand 
E's  pipelines  located  at  the  Oregon -Cali- 
fornia border,  and  that  the  senice  pro- 
vided to  PGandE  by  Applicant  woidd  be 
paid  for  under  Apphcant's  Fiate  Schedule 
PL-1  or  any  effecti'e  superscdmg  rate 
schedule 

In  Docket  No  CP77-389  Applicant  pro- 
poses to  construct  and  operate  a  compres- 
sor facility  coraiecting  the  Fontenelle 
Prospect,  in  order  to  effectuate  the  said 
gas  transportation  and  exchange  agree- 
ment. The  facilities  proposed  by  Appli- 
cant are  estimated  to  co'^t  $333,665.  and 
Apphcant  would  finance  tiie  cost  of  this 
project  entirely  from  existing  financing. 
it  is  said. 

Any  person  desirmg  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  siiould  on  or  before  June  15, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington.  DC.  20426.  peti- 
tions to  intervene  or  protests  m  accord- 
ance with  tiie  requirements  of  the  Com- 
mis^^ion's  Rules  of  Practice  and  Procedure 
118  CFR  1.8  or  1.10'  and  the  Regulations 
under  the  Natural  Gas  Act  <  18  CFR 
157.10'.  All  protests  filed  with  the  Com- 
mission would  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  sene  to  make  the  pro- 
tectants parties  to  the  proceedings.  Any 
person  wishing  to  become  a  party  to  a 
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proceeding  or  to  participate  as  a'  party 
in  any  hearing  tJierein  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
Commission's  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  section  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
missions  Rules  of  Practice  and  Pro- 
cedure, hearings  will  be  held  without 
further  notice  before  the  Commission  on 
these  applications  if  no  petitions  to  in- 
tervene are  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matters  finds  that  grants  of 
the  certificates  are  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advi.sed.  it  will  be 
unnecessary'  for  Applicant  to  appear  or  be 
represented  at  the  hearings. 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc  77-15975  Piled  6-6-77;8:'i5  am) 


[Docket  No.  CP77-394I 

TENNESSEE   GAS   PIPELINE   CO. 

Notice  of  Application 

May  31,  1977. 

Take  notice  that  on  May  18.  1977.  Ten- 
nessee Ga.s  Pipeline  Company,  a  Divi- 
Bion  of  Tenneco  Inc.  i  Applicant'.  P.O. 
Box  2511,  Houston.  Texas  77001.  filed  in 
Docket  No.  CP77-394  an  application  pur- 
suant to  section  7ic)  of  the  Natural  Gas 
Act  for  a  certificate  of  public  convenience 
and  necessit>'  authorizing  the  transpor- 
tation of  natural  gas  for  Connecticut 
Natural  Gas  Corporation  iCNCn  and 
Lowell  Gas  Company  i  Lowell ' ,  all  as 
more  fully  set  forth  in  the  application 
which  is  on  file  with  the  Commission  and 
open  to  public  inspection. 

Applicant  proposes  to  transport  and 
deliver  to  National  Fuel  Gas  Supply 
Corporation  i National  Fuel'  during  the 
1977  summer  injection  period  ending 
October  31,  1977,  up  to  18.182  Mcf  of 
natural  gas  per  day  at  14.73  psia  for 
Lowell's  account,  not  to  exceed  a  total 
volume  of  2.000.000  Mcf  during  the  in- 
jection period,  and  up  to  6.667  Mcf  of 
natural  gas  per  day  for  CNG's  account. 
not  to  exceed  a  total  volume  of  1.000.000 
Mcf  during  the  injection  period.  .Appli- 
cant states  that  the  gas  would  be  stored 
by  National  F^jel  for  Lowell  and  CNG 
at  their  request  during  the  1977  summer 
for  withdrawal  and  sale  by  Lowell  and 
CNG  during  the  1977-78  winter  to  their 
Priority  1  and  2  customers. 

Applicant  also  proposes  to  tran.-;port 
and  deliver  during  the  withdrawal  pe- 
riod from  November  1,  1977,  through 
March  31.  1978,  up  to  18,182  Mcf  of 
natural  gas  per  day  to  Lowell,  not  to 
exceed  a  total  volume  of  2.000,000  Mcf 
during  the  withdrawal  period,  less  a 
volume  equal  to  2.62  percent  to  be  re- 


tained by  Applicant  as  a  supplement  to 
Applicant's  system  gas  supply  for  Ap- 
plicant's fuel  and  use  requirements,  and 
up  to  6,667  Mcf  of  natural  gas  per  day 
to  CNG,  not  to  exceed  a  total  volume  of 
1,000,000  Mcf  during  the  withdrawal 
period  less  a  volume  equal  to  2.02  per- 
cent for  Applicant's  fuel  and  use  require- 
ments. It  is  stated  that  such  gas  proposed 
to  be  transported  during  this  period 
would  be  daily  volumes  nominated  by 
Lowell  and  CNG  from  their  respective 
stored  gas  balances  with  National  Fuel 
and  which  volumes  National  Fuel  would 
make  available  to  Applicant  for  Lowell's 
and  CNG's  account. 

Applicant  states  that  the  receipt  and 
redelivery  points  for  the  volumes  of  gas 
it  proposes  to  transport  for  Lowell  would 
be  at  the  interconnection  of  Applicant's 
and  Lowell's  facilities  at  Applicant's  ex- 
isting Tewksbury  Sales  Meter  Station 
delivery  point  to  Lowell  located  in  Mid- 
dlesex County,  Massachusetts.  Applicant 
further  states  that  the  receipt  and  rede- 
livery points  for  the  volumes  of  gas  it 
proposes  to  transport  for  CNG  would  be 
at  the  interconnection  of  Applicant's  and 
CNG's  existing  facilities  in  Fairfield 
County,  Connecticut.  The  delivery  and 
receipt  points  for  the  volumes  delivered 
to  and  received  from  National  Fuel  for 
Lowell's  account  would  be  at  the  inter- 
connection of  Applicant's  and  National 
Fuel's  facilitit^s  at  Applicant's  existing 
Ellisburg  Sales  Meter  Station  delivery 
point  to  National  Fuel  located  in  Potter 
County,  Pennsylvania,  or  from  time  to 
time,  when  operating  conditions  may  re- 
quire, at  other  mutually  agreed  upon  ex- 
isting interconnections  between  the  fa- 
cilities of  Applicant  and  National  Fuel, 
it  is  said. 

It  is  stated  that  Lowell  would  pay  Ap- 
plicant a  transportation  charge  of  25.97 
cents  per  Mcf  of  gas  transported  and 
delivered  to  Lowell  for  the  short  term 
natural  gas  transportation  services.  CNG 
would  pay  Applicant  a  transportation 
charge  of  16.65  cents  per  Mcf  of  gas 
transported  and  delivered  to  it,  it  is  said. 

.Any  pei-son  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  15, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington,  D.C.  20425,  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Procedure 
'  18  CFR  1.8  or  1.10 1  and  the  Regulations 
under  the  Natural  Gas  Act  (18  CFR 
157.10'.  All  protests  filed  with  the  Com- 
mission will  be  considered  by  it  in  deter- 
mining the  appropriate  action  to  be  taken 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  to  a  proceed- 
ing or  to  participate  as  a  party  In  any 
hearing  therein  must  file  a  petition  to 
intervene  in  accordance  with  the  Com- 
mission's rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 


further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub- 
lic convenience  and  necessity.  If  a  peti- 
tion for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

jFR  Doc.77-15976  Filed  6-6-77:8:45  am] 


[Docket  No.  ER77-339] 
WEST  TEXAS   UTILITIES   CO. 

Order  Accepting  for  Filing,  Suspending 
Service  Agreement  and  Establishing  Pro- 
cedures 

June  1,  1977. 

On  May  2,  1977,  'West  Texas  Utilities 
Company  CWTU)  tendered  for  filing 
with  the  Commission  a  superseding  serv- 
ice agreement "'  with  the  Community 
Public  Service  Company  i  Community i , 
requested  to  become  effective  on  June  1, 
19'77.-  The  proposed  rates  would  increase 
revenues  for  the  twelve  month  period 
succeeding  the  proposed  effective  date 
of  June  1,  1977,  by  approximately 
$392,533  ni.96  percent) .  For  the  reasons 
as  set  forth  hereinafter,  the  Commis- 
sion will  accept  the  proposed  tariff  sheet 
reflecting  the  higher  rates  for  filing,  sus- 
•pend  its  effectiveness  for  five  months 
and  permit  it  to  become  effective  subject 
to  refund. 

Public  notice  of  the  filing  was  issued 
on  May  10,  1977,  with  comments,  pro- 
tests and  petitions  to  intervene  due  on 
or  before  May  25,  1977.  None  have  been 
filed  as  of  yet  and  if  any  are  filed  within 
the  specified  time  they  will  be  the  sub- 
ject of  a  subsequent  order. 

The  fuel  adjustment  clause  included 
in  the  proposed  rate  comports  with  the 
requirements  as  set  forth  in  Order  517. 

In  addition,  the  Commission's  review 
of  WTU's  filing  indicates  that  the  terms 
and  conditions  of  the  proposed  service 
agreement  have  not  been  shown  to  be 
just  and  reasonable  and  may  be  unjust, 
unreasonable,  unduly  discriminator^',  or 
otherwise  unlawful.  Accordingly,  the 
Commission  will  accept  WTU's  proposal 
for  filing  and  suspend  its  operation  for 
five  <5i  months,  to  become  effective  on 


•  Designated  as  West  Texas  Utilities  Com- 
pany, Rate  Schedule  FPC  No.  39  and  Supple- 
ment No.  1  thereto,  sviper.seding  FPC  No  37 
as  supplemented. 

=  Section  205(d)  of  the  Act  provides  in 
pertinent  part  that  no  change  shall  be  made 
by  any  public  utility  in  any  such  rates.  •  *  • 
except  after  thirty  days  notice  to  the  Com- 
mission and  to  the  public.  'WTU  did  not  seek 
waiver  of  the  notice  reqxUrements  of  Section 
35.11  of  the  Commission's  Regulations;  and 
therefore,  the  earliest  that  this  filing  could 
become  effective  is  June  2,  1977. 


P€DERAL    REGISTER     VOL     42,    NO.    109 — TUESDAY,    JUNE    7,    1977 


NOTICES 


29051 


November  2,  1977.  subject  to  refund,  and 
will  establish  hearing  procedures. 

The  Commission  by  orders  issued  July 
21,  1976,  and  September  17,  1976,  In 
Docket  No.  E-9558,  determined  tliat  West 
Texas  Utilities  Company  is  a  "public 
ulUity"  within  the  meaning  of  Section 
201  of  the  Federal  Power  Act  «16  U.S.C. 
824 >  and.  tlierefore.  subject  to  the  juris- 
diction of  this  Commission.'- 

The  Commission  finds:  Good  cause 
exists  to  accept  for  filing  'WTU's  pro- 
posed increased  rates  filed  May  2,  1977, 
and  to  suspend  those  rates  for  five  (5) 
months  to  become  effective  November  2. 
1977,  subject  to  reftmd,  pending  the  out- 
come of  a  hearing  and  decision  thereon. 

The  Commission  orders:  <A)  Pending 
a  hearing  and  decision  thereon,  "WTU's 
proposed  rate  schedules  are  hereby  ac- 
cepted for  filing  and  suspended  from  op- 
eration for  five  (5)  months,  to  become 
effective  November  2,  1977,  subject  to 
refund. 

(B)  Pursuant  to  the  authority  of  the 
Federal  Power  Act,  particularly  Sections 
205  and  206  thereof,  the  Commission's 
Rines  of  Practice  and  Procedure,  and  the 
Regulations  under  the  Federal  Power 
Act,  a  hearing  shall  be  held  concerning 
the  justness  and  reasonableness  of  the 
rate  increases  proposed  by  WTU's  filing. 

(C)  The  Commission  Staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
for  purposes  of  settlement  on  or  before 
September  1,  1977. 

(D)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
(See  Delegation  of  Authority,  18  CFR 
3.5 id'  I ,  shall  convene  a  settlement  con- 
ference in  this  proceeding  on  a  date  cer- 
tain within  ten  dOt  days  after  the  serv- 
ice of  top  sheets  by  the  Staff,  in  a  hearing 
or  conference  room  of  the  Federal  Power 
Commission,  825  North  Capitol  Street 
NE..  Washington  D.C.  20426.  Said  Pre- 
siding Administrative  Law  Judge  is  here- 
by authorized  to  establish  all  procedural 
dates  and  to  rule  on  all  motions  (with  the 
exceptions  of  petitions  to  intervene,  mo- 
tions to  consolidate  and  sever,  and  mo- 
tions to  dismiss ) ,  as  provided  for  in  the 
Rules  of  Practice  and  Procedure. 

(E)  WTU  shall  file  monthly  with  the 
Commission  the  report  on  billing  deter- 
minants and  revenues  collected  under 
the  presently  effective  rates  and  the  pro- 
posed increased  rates  filed  herein,  as  re- 
quired by  Section  35,19iai   of  the  Com- 


mission's Regulations,   18  CFR  Section 
35.19(ai. 

(F)  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  In 
the  Federal  Register. 

By  the  Comm.ission. 

Kenneth  F.  PtrMB. 

Secretary. 

(PR  Doc.77-15983  Plied  6-6-77:8:45  ami 


By  order  Issued  May  3.  1977.  in  Re:  the 
Application  of  Houston  Lighting  and  Power 
Company,  et  at.  For  Reconnection  of  the 
Texas  Interconnect  System.  Etocket  No.  14. 
the  Public  Utility  Commission  of  Texas 
ordered  WTU  and  others,  inter  allia,  ■•  •  • 
Immediately  reestablish  the  Texas  Intercon- 
nect System  as  it  e.xist^d  on  May  3.  1976.  and 
as  contractually  agreed  to  by  such  parties 
and  that  any  and  all  disconnects  which  must 
be  made  to  remove  the  contract  impediments 
to  such  reconnection  be  made  immediately 
•  •  *".  The  effect,  if  any,  of  that  order  on  this 
Commission's  determination  of  WTU's  Juris- 
dictional status  is  not  at  this  time  deter- 
mluAble 


FEDERAL  RESERVE  SYSTEM 

[Docket  No.  TCR  76-1311 

CLINTON  CABLE  TV  CO.,   INC. 

Prior  Certification  Pursuant  to  the  Bank 
Holding  Company  Tax  Act  of  1976 

Clinton  Cable  TV  Co.,  Inc.,  Clinton,  In- 
diana ('Clinton  "> ,  has  requested  a  prior 
certification  pursuant  to  ?  1101  (b.)  of  the 
Internal  Revenue  Code  (the  "Code"' ,  as 
amended  by  J  2' a)  of  the  Bank  Holding 
Company  Tax  Act  of  1976  (the  "Tax 
Act"',  that  its  proposed  divestiture  of 
all  of  the  10,002  shares  of  Dulaney  Na- 
tional Bank  of  Marshall,  Marshall,  Il- 
linois ("Bank"',  presenUy  held  by  Clin- 
tion,  through  the  pro  rata  distribution 
of  such  shares  to  tiie  common  share- 
holders of  Clinton,  is  necessarj-  or  appro- 
priate to  effectuate  the  policies  of  the 
Bank  Holding  Ccxnpany  Act  (12  U.S.C. 
§  1841  et  seq.*    ("BHC  Act">. 

In  connection  with  this  rquest,  the  fol- 
lowing information  Is  deemed  relevant, 
for  purposes  of  Issuiiig  the  requested  cer- 
tification: ' 

1.  Clinton  is  a  corporation  organized 
under  the  laws  of  the  State  of  Indiana 
on  January-  25,  1965. 

2.  On  Februarj-  16.  1968.  Clinton  ac- 
quired ownership  and  control  of  5.376 
shares,  representing  53.76  percent  of  the 
outstanding  voting  shares  of  Bank. 

3.  Clinton  became  a  bank  holding 
company  on  December  31,  1970,  as  a  re- 
sult of  the  1970  Amendments  to  the  BHC 
Act,  by  vii-tue  of  its  ownei-ship  and  con- 
trol at  that  time  of  more  than  25  percent 
of  the  outstanding  voting  shares  of  Bank, 
and  It  registered  as  such  with  the  Board 
on  July  8,  1971.  Clmton  would  have  been 
a  bank  holding  company  on  July  7.  1970. 
if  the  BHC  Act  Amendments  of  1970  had 
been  in  effect  on  .<;uch  date,  by  virtue  of 
its  ownership  and  control  on  such  date 
of  more  than  25  percent  of  the  outstand- 
ing voting  shares  of  Bank.  Clinton  pres- 
ently owns  and  controls  10.002  shares, 
representing  5001  percent  of  the  out- 
standing voting  shares,  of  Baiik, 

4.  More  than  85  per  centum  of  the 
votinc  stock  of  Clinton  was  collectively 
owned  on  June  30.  1968.  and  h&s  been  so 
owned  continuously  thereafter,  directly 
or  indirectly,  by  members  of  the  same 
family,  or  their  spouses,  who  are  lineal 
descendants  of  common  ancestors.  Ac- 


cordingly. Clinton  has  been  exempt  from 
the  prohibitior^s  of  J  4  of  the  BHC  Art 
by  %'lrtue  of  clause  (ii")  of  §  4(c^  of  the 
BHC  Act. 

5.  Clinton  holds  property  acquired  by 
it  on  or  before  July  7,  1970,  the  disposi- 
tion of  which  would,  but  for  the  proviso 
of  §  4<a'  '2'  and  clause  (ii)  of  5  4(c>  of 
the  BHC  Act,  be  necessary  or  appropri- 
ate to  effectuate  §  4  of  the  BHC  Act  If 
Clmton  were  to  remain  a  t)ank  holding 
company  beyond  December  31,  1980,  and 
which  property  would,  but  for  such  prcK 
viso    and    such    clause,    be    "prohibited 
property"  within  the  meaning  of  i  1103 
(c)    of  tlie  Code.  Sections  1103(g»    and 
1103 ih>    of  tlie  Code  provide  that  any 
bank   holding   company   may   elect,   for 
purposes  of  Part  'VIII  of  subchapter  O  of 
chapter  1  of  the  Code,  to  have  the  deter- 
mination whether  property  is  "prohib- 
ited property"  or  is  proi>erty  eligible  to 
be    distributed    without    recognition    of 
gain   under    sllOlibi'l'    of   the   Code, 
made  under  the  BHC  Act  as  if  such  Act 
did  not  contain,  respectively,  the  proviso 
of   §4'a)i2'    thereof  and  clause  'ii'   of 
§4<c>    thereof.  Clinton  has  represented 
that  it  will  make  such  an  election.' 

On  the  basLs  of  the  foregoing  infor- 
mation, it  is  hereby  certified  that: 

(A)  Clinton  is  a  qualified  bank  holding 
corporation,  within  the  meaning  of  sub- 
section (bi  of  section  1103  of  the  Code. 
and  satisfies  the  requirements  of  that 
subsection. 

(B>  the  Shares  of  Bank  that  Clinton 
proposes  to  distribute  to  its  sharehold- 
ers are  all  or  part  of  the  property  by 
reason  of  which  Clinton  controls  (within 
the  meaning  of  ?  2 (a'  of  tlie  BHC  Act" 
a  bank  or  bank  holding  company;  and 

tC)  the  distribution  of  such  shares  Ls 
necessarj-  or  appropriate  to  effectuate 
the  policies  of  the  BHC  Act. 

This  certification  ls  based  upon  the 
representations  made  to  the  Board  by 
Clinton  and  upon  the  facts  set  forth 
above,  and  is  conditioned  upon  Clinton's 
making  the  elections  required  by  §§  1103 
I  g '  and  1 1 03 '  h '  of  tlie  Code  at  such  time 
and  in  such  manner  as  the  Secretar>'  of 
the  Treasury  or  his  delegate  may  by  reg- 
ulation prescribe.  In  the  event  that  the 
Board  should  hereafter  determine  that 
facts  material  to  this  certification  are 
otherwise  than  as  represented  by  Clin- 
ton, or  tliat  Clinton  has  failed  to  disclose 
to  the  Board  other  material  facts,  it  may 
revoke  this  certification. 

By  order  of  the  Board  of  (governors. 
actmg  tlirough  its  (General  Counsel,  pur- 
suant to  delegated  authority  ■  12  CFR 
§  265.2'b'  '3'  I .  effective  May  31,  1977 

Ruth  A    Reister. 
Assistant  Secretary  of  the  Board. 

FR  Doc.77-15995  Filed  fr6-77;8  45  am) 


'This  information  derives  from  Clintons 
correspondence  with  the  Board  concerning 
its  request  for  this  certification.  Clinton's 
registration  statement  filed  with  the  Board 
pursuant  to  the  BHC  Act  and  other  record* 
of  the  Board 


"Sections  1103  (g)  and  ih)  require  Uiat  an 
election  thereunder  be  made  'at  such  time 
and  in  such  manner  as  the  Secretary  (of  the 
Treasury]  or  his  delegate  may  by  regulations 
prescribe  "  As  of  this  date  no  such  regula- 
tions have  been  promulgated. 
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METROPOLITAN  BANK  AND  TRUST  COM- 
PANY, PHILIPPINE  SECURITIES  COR- 
PORATION AND  TYTANA  CORPORATION 

Formation  of  Bank  Holding  Companies 

Metrr>;K>litar;  Bank  and  TriL'^t  Com- 
pany. Philippine  Securities  Corporation 
and  T>tana  Corporation,  all  of  Makatl, 
Pwizal,  Philippines,  have  applied  for  the 
Board's  approval  under  §  S'anli  of  the 
Bank  Holding  Company  Act  '12  U  S  C. 
;  1842  a>' 111  to  become  bank  holding 
companies  through  the  direct  or  Indirect 
acquisition  of  35  percent  or  m.ore  of  the 
voting  shares  of  International  Bank  of 
California.  Loe,  Aneele.s.  Cahfomia.  The 
factors  that  are  considered  in  acting  on 
the  apphcatiorus  are  set  forth  m  5  3'C' 
of  the  .^ct  '12  use.  5  1842'C>  '. 

The  apphcations  may  be  Inspected  at 
the  offices  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  San 
JPrancisco.  Any  person  wishing  to  com- 
BMDt  on  the  apphcations  should  submit 
views  in  writing  to  the  Secretan.-.  Board 
of  Governors  of  the  Federal  Reserve 
System.  Washington.  D.C.  20551  to  be  re- 
ceived no  later  than  June  29,  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System,  June  I.  1977. 

Griffith  L.   Gsrwocd. 
Deputy  Secretary  of  the  Board. 

IFR  Doc.77-:6087  Filed  6-6   77.8  45  am; 


PANNATIONAL  GROUP,    INC. 

Request  for  Determination  and  Notice 
Providing  Opportunity  for  Hearing 

Nouce  is  herebv  given  that  a  request 
ha.s  been  made  to  the  Board  of  Governors 
of  the  Federal  Reserve  System,  pursuant 
to  the  provisions  of  section  2 1  g  >  ■  3 1  of 
the  BcTiik  Holding  Company  Act  of  1956 
1.12  U.S.C.  §1841  gi'3>i  '-Act"),  by 
PanNational  Group.  Inc  .  El  Paso.  Texas 
•  •■PanNational"  ■ .  which  lias  Indirectly 
transferred  all  of  its  stockholdings  in 
Charles  Bassett  Center.  Lnc,  El  Paso. 
Texas  ' "  Bassett"  > .  a  .shopping  center,  to 
Ijone  Star  Growth  Corp..  El  Paso.  Texas 
rU^ne  Star" I,  for  a  determination  that 
PanNatiunal  Ls  not  nor  will  be  capable 
of  controlling  Lone  Star,  nothwitlistand- 
Ing  a  sale  agreement  whereby  a  portion 
of  the  purcha,se  price  has  been  paid  by 
Lone  Star  in  the  form  of  a  note,  the  not.e 
being  secured  by  a  pledge  of  the  Ba.ssett 
stock  being  sold,  and  notwitlistandmg 
the  fact  tiiat  the  President,  director  and 
owner  of  Lone  Star  is  aLso  a  director  of 
PanNational-  PanNational  originally 
tran.sferred  Bassett  to  Trans -Mountain 
CapitaJ  Corporation.  El  Paso.  Texas 
("Trans-Mountain" I  and  Trans-Moun- 
tain was  subsequently  merged  Into  Lone 
Star.  Notice  of  a  request  for  a  determi- 
nation under  section  2'gi  i3i  of  the  Act 
with  regard  to  PanNational's  ability  to 
control  Trans-MountiiLn  was  issued  by 
the  Board  on  Jaxiuary  27,  1977  i42  Fid- 
ERAL  REGISTER  6409 ' .  That  notice  is  here- 
by superseded  by  the  Instant  notice. 

Section  2'g>f3'  of  the  Act  provides 
that  shares  translerred  after  January  1. 
1966,  by  any  bank  holding  company  (.or 


NOTICES 

any  company  which  but  for  such  trans- 
fer, would  be  a  bank  holding  company) 
directly  or  Indirectly  to  any  transferee 
that  is  indebted  to  the  transferor  or  has 
one  or  more  officers,  directors,  trustees, 
or  beneficiaries  in  common  with  or  sub- 
ject to  control  by  the  transferor,  shall  be 
deemed  to  be  indirectly  owmed  or  con- 
trolled by  the  transferor,  unless  the 
Board,  after  opportunity  for  hearing,  de- 
termines that  the  transferor  is  not,  in 
fact,  capable  of  controlling  the  trans- 
feree. 

Notice  is  hereby  given,  that,  pursuant 
to  section  2'g>  (3)  of  the  Act,  an  oppor- 
tunity ifi  provided  for  filing  a  request  for 
oral  hearing.  Any  such  request  or  written 
comments  on  the  application  should  be 
submitted  In  writing  (in  duplicate)  to 
the  Secretarj',  Board  of  Governors  of  the 
Federal  Reserve  System,  Washington, 
DC.  20551,  to  be  received  no  later  than 
June  28,  1977.  If  a  request  for  oral  hear- 
ing IS  filed,  each  request  should  contain 
a  statement  of  the  nature  of  the  request- 
ing person's  interest  in  the  matter,  his 
reasons  for  wLshing  to  appear  at  an  oral 
hearing,  and  a  summary  of  the  matters 
concerning  which  such  person  wishes  to 
give  testimony.  The  Board  subsequently 
will  designate  a  time  and  place  for  any 
hearing  it  orders,  and  will  give  notice  of 
such  hearinir  to  the  transferor,  the  trans- 
feree, and  all  persons  that  have  requested 
an  oral  hearing.  In  the  absence  of  a  re- 
quest for  an  oral  hearing,  the  Board  will 
consider  the  requested  determination  on 
t.he  basis  of  documentary  evidence  filed 
in  connection  with  the  application. 

Board  of  Governors  of  the  Federal 
Reserve  System,  May  31.  1977. 

Griffith  L.  Garwood, 
Deputy  Secretary  of  the  Board. 
[FR  Doc.77-15995  Filed  &-6-77;8:45  am] 


UNION    FINANCIAL  CORP. 

Formation  of  Bank  Holding  Company 

Union  FViancial  Corporation,  Man- 
hattan. Kansa-s.  has  applied  for  the 
Board's  approval  under  section  3(a)(1) 
of  the  Bank  Holding  Company  Act  (12 
use.  1842' ai 'I')  to  become  a  bank 
holding  company  through  acquisition  of 
80  percent  or  more  of  the  voting  shares 
of  Union  National  Bank  and  Tnist  Com- 
pany of  Manhattan.  Kansas.  Manhattan, 
Kansas  The  factors  that  are  considered 
in  actmg  on  the  application  are  set  forth 
m  section  3ic>  of  the  Act  (12  U.S.C. 
1842' c  1. 

The  application  may  be  inspected  at 
tlie  offices  of  the  Board  of  (Governors  or 
at  tlie  Federal  Reserve  Bank  of  Kansas 
City.  Any  person  wishing  to  comment  on 
the  application  siiould  submit  views  in 
writing  to  the  Reserve  Bank,  to  be  re- 
ceived not  later  than  June  29,  1977. 

Board  of  Governors  of  the  Federal 
Reserve  Si-stem,  June  1,  1977. 

Griffith  L.  Garwood 
Deputy  Secretary  of  the  Board. 

[PR  Doc.77-15997  Filed  6-S-77;8:45  am] 


INTERNATIONAL  TRADE 
COMMISSION 

(Investigation  No.  337-TA-26] 

CERTAIN  SOLDER  REMOVAL  WICKS 

Order;  Change  of  Place  of  Hearing 

Notice  is  hereby  given  that  the  hearing 
in  this  matter  set  to  begin  at  10  a.m., 
e.d.t."  June  10.  1977.  will  be  held  at  the 
aforementioned  time  in  room  119  of  the 
United  States  International  Trade  Com- 
mission Buildmg.  701  E  Street  NW., 
Washington.  D.C.  20436,  The  hearing  had 
previously  been  scheduled  for  the  Com- 
mission's Hearing  Room. 

The  notice  and  order  concerning  the 
procedure  for  this  hearing  was  published 
in  the  Federal  Register  of  May  24.  1977 
(42  FR  26478). 

Issued:  June  2,  1977. 

By  order  of  the  Commission : 

Kenneth  R.  Mason, 

Secretary. 

[PRDoc.77-ie071  Piled  6-6  77;8:45  am] 

VETERANS   ADMINISTRATION 

CHIEF  MEDICAL  DIRECTOR'S  AD  HOC  AD- 
VISORY COMMITTEE  ON  SPINAL  CORD 

INJURY 

Termination 
The  Veterans  Administration  hereby 
gives  notice  that  the  Chief  Medical  Di- 
rector's Ad  Hoc  Advisory  Committee  on 
Spinal  Cord  Injury  has  been  terminated 
effective  April  25,  1977. 

Dated:  June  1,  1977. 

By  direction  of  the  Administrator. 

RuFfs  H.  Wilson, 
Deputy  Administrator. 

(PR  Doc.77-16023  Piled  6-6-77;8;45  am] 

NUCLEAR   REGULATORY 
COMMISSION 

[Docket  No.  50-389A] 

FLORIDA  POWER  &  LIGHT  CO.  (ST.  LUCIE 
NUCLEAR    POWER    PLANT,    UNIT   NO.    2) 

Notice  of  Oral  Argument 
Notice  Is  hereby  given  that,  in  ac- 
cordance with  the  Appeal  Board's  order 
of  June  2,  1977.  oral  argument  on  the 
applicant's  appeal  from  the  Licensing 
Board's  memorandum  and  order  of  April 
5,  1977  will  be  held  at  9:30  a.m.,  Friday. 
June  10,  1977  in  the  Nuclear  Regulatory 
Commission's  Public  Hearing  Room,  5th 
floor.  East- West  Towers,  4350  East  West 
Highway,  Bethesda.  Maryland. 

For  the  Atomic  Safety  and  Licensing 
Appeal  Board. 

Dated:  June  2, 1977. 

Mahgaret  E.  Dtr  Plo, 
Secretary  to  the  Appeal  Board. 

(PRDoc.77-16113  Filed  6-3-77;  1: 43  pmj 


ENVIRONMENTAL  PROTECTION 
AGENCY 

1FRL74(V3;  OPP-66021] 
PESTICIDE   PROGRAMS 

Cancellation  of  Registratior  of  Pesticide 
Products 

Pursuant  to  section  6<a)a'  of  the 
Pedersil  Insecticide.  Fungicide,  and  Ro- 
denticide  Act  i  FIFRA  -  as  amended  <  86 
Stat.  973.  89  Stat,  751.  7  U.S.C.  136tai  et 
6eq.  I .  the  firms  listed  below  have  re- 
quested that  the  Environmental  Protec- 
tion Agency  lEPA'  cancel  the  registra- 
tions of  several  pesticide  products.  Such 
cancellation  shall  be  effective  on  July  5. 
1977.  unless  the  regu-trant  or  an  inter- 
ested person  with  the  concurrence  of  the 
registrant,  requests  tliat  the  registration 
be  continued  in  effect. 

The  Agency  has  det-emnned  tliat  the 
distribution,  sale,  and  use  of  stocks  of 
these  products  which  were  in  existence 
on  the  effective  date  of  cancellation 
would  not  be  inconsistent  with  the  pur- 
poses of  FIFRA  and  would  not  have  an 
unreasonable  advei-se  effect  on  the  envi- 
ronment Pursuant  to  section  6'a'  il'  of 
FIFRA.  therefore,  the  distribution,  sale. 


and  ase  of  txL^ting  stocks  of  these  prod- 
ucts sliall  be  permitted  until  the  supply 
IS  exha»isted  or  for  one  year  from  re- 
ceipt oi'  the  notice  of  intended  cancella- 
tion sent  to  each  registrant  by  certified 
mail,  whichever  occurs  earlier,  provided 
that  these  products  shall  t>e  used  only  in 
a  manner  consistent  with  the  laoel  and 
labeling  registered  with  EPA 

Requests  that  the  registration  of  these 
products  be  continued  may  be  submitted 
in  triplicate  to  the  Product  Control 
Branch.  Registration  Division  'WH- 
567'.  Office  of  Pesticide  Programs.  En- 
vironmental Protection  Agency,  401  M 
St,  SW..  Washington  D.C,  20460,  Any 
comments  filed  regarding  tins  notice  of 
intended  cancellation  will  be  available 
for  pubhc  inspection  in  the  office  of  the 
Product  Control  Branch  from  8;  30  a.m. 
to  4  p.m.  Monday  through  Friday 

The  registrants  concerned  and  tlie 
products  affected  by  this  action  are  as 
follows : 

Dated,  May  25.  1977. 

James  M,  Conlon, 
Acting    Deputy    Assistant    Ad- 
ministrator for  Pesticide  Pro- 
grams. 


EPA  reg- 

istTBtion 

No. 


Product  name 


lUgistr&nt 


70-168    Kill-Ko  50  pere«?nt  Methoxyehlor Rigo  Chemical  To     1200  Fort  Wayne  National 

Bank  Bld«.,  Fori  Wft>nic,  Ind.  4«80J. 

lOehU-    Atr«-Bor8P  Granular  Herbivide .  Ciba-Oi(ry    ARricullural    Division,    P.O.    Boi 

11422.  tir(>on.<;l)oro,  N.C.  2740tf. 

100-480    Evilt  2  E  Herbiiido Do. 

148-808    DowsliT  Septeniie  lns«-1ii'id<' TJiompeon-nayward  rhemioal  Co.,  5200  Speaker 

Rd.,  Kansas  Cuy,  Kans.  66110. 
l(*-33.5    Morgro   .''hrub   and    Evcrgrpen    Frrtiliier    Plus    Entmda    Industrial.    Inc.,    Wasiatch    Chemical 
Systemic  Insecticide  10-16-8.  Division.  P.O.  Box  6129.  Salt  Lake  City,  Ttah 

841U0. 

168-479    .Morjrro  Lawn  We<»d  Killer  2,4-n  Aniiue Do. 

168-481    Morgro  Lawn  Weed  Killer Do. 

239-612    Ortho  Methoxychlor  .M»  Wctlable Chevron  Chemical    Co.,    Ortho    Division,    040 

Hensley  St.,  Richmond,  CaW.  94804. 

23»-761    Ortho  Malat  Won  4  Dust... Do. 

23»-848    Ortho  Karathane  1  Dust Do. 

239-1100    Ortho  Malathion  Sulfur  4-25  Dust t>0. 

239-1158    Ortho  Pho,<!drin  2  Uu5t Do. 

239-1241    OrthoC-B  Weed  KiUer.. Do. 

239-1264    Onho2.4-Butyl  Ester  2.65.. Do. 

239-1354    Ortho  Thiodan  SulXur  3-50  Dust Do. 

239-i:«7    Ortho  Thio<ian  2.1  Dust  Concentrate - Do. 

23'.>-1410    Ortho  Pliosdriii  SuUur  2-30  Dust Do. 

23'J-1561     Ortho  Tluodan.^lWettable Do. 

231^1626    Ortho  Thiodan  4  Du<:t Do. 

239-1796    Orlho  .Malalhion  6  Dusi Do. 

239-1855    Ortho  Ttiiodan  Kelthane  4-4  Dust.. Do. 

239-1856    Orlho  Tluodan  Kelthane  Sulfixr  4-4-30  Dust Do. 

239-1862    Ortho  Tlilodan  Sulfur.")  ai  Dust Do. 

239-1888    Onhocidt-  I'hosdnn  .V2  Dusi -  Do. 

239-1930    Orthocidi-ThiodiiM  .V2  iJust... Do. 

239-1962    Ortho  Thiodan  Sulfur  4  2.'.  Dust... _ I>a 

239-2014    Ortbo  Thiodan  Sulhir  5-40  Dust.. Do. 

239-2132    Otho  Thiodan  Karalliane  3-1  Dust Do. 

257-191      Scale  Remover Fuld-St.alforl.   Ii.o  .   1354  Old  Post   Rd.,    Havrt 

De  Orare.  Md.  21078. 

264-0    Wd'done  Concent rat«  48 .\mctxim  Products.  Inc    Brooksidf  .Kve  .  Ambler, 

Pa.  ls>n02. 

264-23    Weed  Killer650 Do. 

264-50    Weedar96A Do. 

264-75    2,4-D  Low  VolatUe  Ester  Weed  Killer Do. 

279-457    MetboxcideS  Dust FMC    Corp..   Agriculttiral    Chemical    DlviaiOD, 

100  Niagara  St,.  Middl<-tK.rl,  N.Y.  14106. 

27»-1710    Thiodan  Kolodust  3-25  Dust Do. 

27»-1811    I>eaf  I)ropp«>r  Iipfoliain Do. 

279-2213    Sulfiir  .Sii  Thiodan  4  Dust Do. 

279-2325    Kolodust  .id  Thiodan  5  Dust Do. 

279-254*1    Sulf\u-lii  Tluodan  3  Dust Do. 

279-2628    Karat  hiiiie  1  Thiodan  4  Dust Do. 

379-2703    Estasol  2.4-1:)  Estej Do. 

279-2725    Sunland-1 1-48-0  Willi  1,0  pet  Di-8vston Do. 

279-2889    Sunland  Fertiliters  With  0.2  prt  Di-8y8ton Do. 

323-48    Roleonib    8<'leet-(,iKiU    .'^eleclive    Non-Volatile    J.  I.  Holmeomb  M&miJacturin*  Co  ,  4418  KoeUd 
Wred  KiUcr.  Ave.,  Cleveiaiid,  Ohio  44103. 


FEDERAL  REGISTER,    VOL.    42,    NO     109— TUESDAY,    JUNE   7.    1977 


FEDERAL  REGISTER,    VOL.   42,   NO.    109 — TUESDAY,   JLWE  7.    1977 


2900-1 


NOTICES 


SPA.n«- 

istratioii 
No. 


Product  name 


Bectetrant 


359-54    Chipman  Chloral  Liquid...- Hhodia.  Ine..  AKrioultuial  Divisian,   P.O.   Box 

125.  Monmouth  Junction,  N.J.  08852. 

359-79    Chipman  Sodium  Chlorat*  99  percent Do. 

8S9-186    AUacide , Do. 

359-215     Rhodia  2.4-D  Butyl  Ester  6 Do. 

359-262    Chipman  Chlorax  "40" Do. 

359-3119    Shed-A-Lcaf  "L" —  Do. 

8S9-WI0    8hed-A-Leaf Do. 

359-423     Rhodia  2.4-D  Sodimn  Salt  95 —         Do. 

35y-nn    .Methoione  2L Do.  » 

35(M'.'i    rtine-Trol  Oranular - —  Do.  1 

359-312    Chipman  Chlorax  285 Do. 

359-524    Rhodia  2,4-D  Low  Volatile  Ester  6 Do. 

359-538    Chipmnn  Propyl  Butyl  33 Do. 

aS9-5.il    Chlorax  Liquid  8.F.  No.  2 Do. 

359-685    Chipman  2,4-U  Isopropyl  Ester  Technical..- Do. 

358-614    Allacide  Granular Do. 

449-152    Colorado  44  40  percent  Butyl  Ester  Weed  Killer...  Farmland  Industries,  Inc.,  P.O.  Box  7S06,  Kanata 

City,  Mo.  M116. 

44l)-ail    SFA  20  percent  2,4-D  Gnuiules Do. 

449-331    Woodbury's  8ure  Death  Brand  No.  2  Low  Vol.  Do. 

2.4-D.  ^ 

449-338    Sure  Death  Brand  No.  6-D  Low  Vol.  2,4-D Do. 

44D-339    Sure  Death  Brand  LV  2,4-D  Weed  Killer Do. 

449-3!>8    Sure  Death  Brand  O.S.  No.  5-D  Low  Vol.  2,4-D..  Do. 

449-154    Biire  Death  Brand  Low-Vol  O.S.  2,4-D Do. 

450-71     Lovol  No.  4  2,4-D  Ester  Weed  Killer Miller   Chemical   Co.,   Inc.,   1442   CalUomla  St, 

Omaha,  Nebr.  68102. 

4,50-72    Miller  No  4  Ester  Weed  Killer ' Do. 

480-73    .Miller  No.  6  E3t«r  Weed  Killer Do. 

450-76    Miller's  Weedelh  .\mine  Salt  Weed  Killer Do. 

464-150    Esteron  76-E  Dow   Chemical   Co.,   Agricaltural   Department, 

P.O.  Box  1700,  ilidland,  Mich.  48640. 

484-309    Dow  Muriatic  Acid Do. 

484-373    Verton  4  D  We«d  and  Brush  Killer Do. 

464-45'J    Dow  2.4-D  Isopropyl  Ester Do. 

46J-t60    Dow  2,4-D  Butylisopropyl  Esters  50-50  Mixture..  Do. 

476-243    Melhoxychlor  5  Dust Staufler  Chemical  Co.,  1200  S. 47th  St.,  Richmond, 

Calif.  'J4804. 

476-67i»    Cythion-SuKur  6-50  Dust Do. 

476-762    CythioniiWP - - Do. 

476-8'.i6    Slaufler  Ferbam  7ti~Wl' - —  Do. 

476-l.T.>l    Thiodan  5()-WP _ Do. 

476-lKSl     Captan-Thiodan  5-2  Dust Do. 

476-2<r74    Cythion-SuUur4-5t)Dust.- Do. 

476-2077    Captan-Thiodan  7.5-3  Dust Do.  ,    ^,_       .     , 

477-157    Farmrile  Ferbaiu  76-W  Grow-All,   Inc.,   Division  of  Central   Chemical 

Corp.,  P.O.  Box  918,  Hagergtown,  Md.  21740. 

477-162    Farmrite  Thiodan  50-W -- —         Do. 

477-2,53    Farmrite  3  percent  Dichlone  Dust —         Do. 

477-25.1     Farmrite  6  percent  Dichlone  Dust Do. 

477-256    Farmrite  U  percent  Dichlone  Dust _ —  Do. 

477-26'!    Farmrite  Tliiodan  3  percent  Dust _ -  Do. 

551-31    Kill  Weed  Dust  lE-5 - AGSCO  Chemicals,  Inc.,  P.O.  Box  458,  Grand 

Forks,  N.  Dak.  58201. 

554-39    KOI  Weed  Dust  IE-8 Do.  .„,,.,„  ,.„•.. 

557-1737    Vieoro  Gardtm  Weeder.... Swift    Agricultural    Chemical    Corp.,    llo    West 

Jackson  Blvd.,  Chicago,  111.  60604. 

557-1842    Vigoro  2  in  1  Rose  Care -         Do.      ^^       ^   ^      ,    .      .r^■ 

569-54    Para  Bomb-M  Haver-Lockhart  Laboratories,  Division  of  Bayvet 

Corp.,  Box  390,  Shawnee  Mission,  Kans.  66201. 

572-171     Rockland  Banvel-D - --  Rockland  Chemical  Co.,  Inc.,  P.O.  Box  809,  West 

CaldweU,  N  J.  07006. 

595-233    .Methoxychlor  Dust  No.  5 - Haviland  Products  Co.,  421  Ann  St.  NW.,  Grand 

Rapids,  Mich.  4mA. 

595-271    Botran  6  percent  Dust  Fungicide Do. 

595-27<)    3  percent -Methoxychlor  Dust ..- -         Do.  ,,-„,,_„.     o.   t      • 

602-175    Purina  Weed  KiU  (I'ressuriJcd)  Spot  Treat  Weeds.  Ralston  Purina  Co.,  83o  South  8th  St.,  St.  Louis, 

Mo.  63188. 

635-455    Sup<T  Kill  Delnav  25  (Weltable  Powder) E-Z  Flo  Chemical  Co.,  Kirsto  Co.,  P.O.  Box  808, 

Lansing,  Mich.  48903. 

655-68    Prento\  Nieotine  Sulphate _... Prentiss  Drug  and  Chemical  Co.,  Inc.,  363  7th 

Ave.,  New  York,  N.Y.  lOOOl. 

655-427    Pyreihruin  Dust  Base  1  percent  Pyrcthrins Do. 

655-493    Prentox  I'vTethrum  Coil  Powder Do.  „  ,         . 

677-110    Crop  Rider  LV  4-D  Weed  Killer Diamond  Shamrock  Cham.   Co.,  1100  bupenoc 

Ave.,  Cleveland,  Ohio  44114. 

677-161    Crop  Rider  ••4o" Do.  „  „     „       „,     ,,       ..      ^i,- 

702-12    Blitx  64  Li(iuid  2,4-D  Weed  KiUer ALFCO,   Inc.,   P.O.   Box   26,,   Marietta,   Ohio 

45750. 
731-n    Chaperone  Rabbit  Rep«Uent  and  Deer  Repellent    Sudbury    Laboratory,    Inc.,    572    Dntton    Bd., 

(Liciuidi.  Sudbury,  Mass.  01776. 

731-24    Chaperone  Rabbit  and  Deer  Repellent  (Aerosol)..  Do.  „„„..,.  _,. 

802-301    .Millers  L\  2,4-D  Ester  tiE -  The  Chas.  H.  Lilly  Co.,  7737  NE  KiUingsworth, 

Portland,  Oreg.  97218. 
802-442    Miller's  2,4-DichloroplienoxyaMtic  Acid  Sodium  Do. 

909-42    Cooke  5  wreent  -Malathion  Dust  With  Sulfur Cooke  Laboratory  Products,  P.O.  Box  877,  Ploo 

Rivera,  Calif.  90660. 

961-83    .\miiie  40  2,1-D  Weed  Killer Lebanon  Chemical  Corp.,  P.O.  Box  180,  Lebanon, 

Pa.  17M2, 

961-292    Expel  Liquid  Lawn  Weed  Killer- Do. 

961-2;H     Expel  Granular  Lawn  Weed  Killer Do. 

961-296    Improved  Two-Way  Oreen  Power Do. 

961-307    Homestead  Weed  and  Feed  10-6-4  Fertilizer Do. 

861-825    Lebanon  Turf  Food  Plus  Weed  Control  With  Iron  Do.  > 

25-6-6 

1022-417    Chapman  Broniacil  8P Chapman  Chemical  Co.,  P.O.  Box  9158,  Memphis, 

Tenn.  38109. 

1022-420    Chapman  Bromacil  4P - -         Do. 

1022-425    Chapman  Bromacil  0.5  Liquid  Weed  Killer Do. 

1022-430    Chapman  Weed-Free  D-»P Do. 
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«B3-1»    Botr^n  50  percent  Wet1»blePowd« - "^^i  ^J^^r^" -KSiJ^^f^.  Micl^^^ 

1145-6     Amoco  2,4-P  Weed  Killer  No.  2-... ArnocoOU  C«..  ?"  K:u-.   Rv^iolph  Dr.,  Ctt«igo. 

ILL   DUWl. 

1145-7      Amoco  2,4-D  Granules -. D**- 

1115-17    Amoco  2,4-D,  Weed  Killer  No.  5-Est«-Concentra-  Do. 

tion.  ,  _ 

1145-18    Amoco  2,4-D  LV  Ester  Low  Volatile Do. 

1145-20    Amoco  MCP  Weed  Killer D"- 

1145-21    Amoco  2,4-D  Weed  KiUer  No.  SK --....-  Do. 

1145-72    .\moco  2.4-D  Weed  KiUer  No.  6-B  Emulsifiabto  Do. 

concentrate.  _. 

U45-S6    .^moco  granular  2,  4-D  (or  Com "J- 

U45-n7    Amoco  2.4-D  LV  6 Y^- 

1145-131    Amoco  2.4-D  We«l  Killer  No  8-E-M_ xfirlW  rt  Coo-vrn-v..,    1^-     -i-S.   V  v4  Hennfpin 

118(^15    Midland  B-40,  2,4-D  W.>ed  KUler *^i^'V;  *nSP.Uv  Mmr,   c^v44«. 

1258-862    Ammo-Phos  Lawn  Fertilizer  12-12-12  Balan  Pre-    OUn  ^^^^'J^^'  '-"  ^"'"^  ^'^^^  "  "'  '  ^^*°*"'' 

Emeritence  Herbicide  Added.  C<mn  ^Jb-y^ 

1258-863    .Vmmo-Phos    Lawn   FertiUrer   12-12-12   Betasan  Do. 

l^m    DeWm"^Dfo''^S.tive  Weed  Killer Dewitt  Chemical  Co.  P.O.  Box  343.  Atlanta.  G^ 

1348-140    Selco  TMTD-Rhoplex  Rabbit  and  D(vr  Repel-    9*}?o  Supply  Co.,  Collins  Ave.  and  RR,  Eaton, 
Ipj^j  ooio.  wwia. 

^^4    f^XSe  ^S^kiUer  CAinine):::;:::::::::::::  C«£c^hnmca.  Co.,  M  Av*.  and  13th  S..,  Brook- 

14SCV-25    Killer  DiUer  2.4-D  We«l  Killer Do- 

\t^    L^f  4^^2^lS"i:^wr:^w'^ -khier.T.:::-.::::--:::::  uA^^<^  ^...9229  We^  0™nd  Ave.,  Frank- 

M71-15    Gi^nfield  Rose  Preen  Weeds  as  it  Feeds  Bo*,...  ^^^j;,^-^^  g-  ^r^lSZnV^  \^l 

46208. 

1471-38    Greenfield  Flora  I'reen  Weeds  as  it  Feeds  Flowers  Do. 

i-9fi-ii9    fW^^ut'^Brand  Karaihan  0  75  Ch«mical  Distributor-,  1  'hA  Ariiona  Agro.,  Co.. 

lo26-412    1  hoemx  Brana  Jvarainain  .,  j. ^^    ^^^  ^^^.   Phoenix,  .Km.  8,W36. 

152^467    Agro-Chem  Brand  With  0J2  pet  ThUnet ^rv*^    PO    Box  2419   Raleirh   N  C  TTW" 

1624-81    Liquid  WeedKOler - Sanford  Station,  Los  Angetes,  Calif.  90075. 

IK  ^J:J^^S^^K^->-we;dKii..:::::::Tj^;a.  c^^  3100 

1891-72    Quist  selective  Weed  Killer  No.  1700 ^K^^ea^d!"^."*"..^'"'      "**'  ^'"'"  *'*' 

1691-74    Quist  No.  1706  Lake-Super  Weed  KiUer  Do- 

1842-111    Triangle  2  percent  Phosdrin  Dost Triangle  Chemical  Co.,  P.O.  Box  4528,  Macon. 

1990-320    Co^pFeriniier Mixture  contains2pct  Disyston. .  Farmland  l"dnMrie8,  Inc.,  P.O.  Box  7305,  Kansas 

Ciiy,  Aio.  Miio. 

'l^nl    M-^'^rHerS'''''*  ''"".".'.^;;;;::;.:.;."Nor-^  Agricultural  Products.  Inc..  1275  Lak. 
2139-111    Norex..u«i  ueroiciae Ave.,  Woodstock.  111.  60098. 

2155-47     Formula  402  2.4-D  Alkaoolamine  Weed  Killer.. . .  I.  Schneid,  Inc.,  1429  Fairmont  Ave.,  NW.,  Atlanta, 

Ga.  30318. 
■'1.55-49      Formula  405  2.4-D  Ester  Weed  Killer  Concentrate.         Do.  r-i,  i  /-       ..««  t-„i„» 

^inol^fi     mirv  Cattle  Dust  Patterson's  Greenup  Chemical  Co.,  1408  Union 

2199-.6      Dairy  Latueunsi - Ave  ,   Kansas  Ciiy,  Mo.  6410L 

2342-700    Fasco  Oransil  Super 85  Pellets.- Kerr-I^Oe«Chemic»lCorp.KerT-McG«  Center, 

Oklahoma  tiiy,  Ukla,  ,ii~o. 

2342-702    Fasco  Diphenamid  50  WP Do. 

•2342-799    7-10-14  l'lus.l5D  Contains 0.15 pet  Di-Syston Do. 

2342-800    7-10-14  Plus  0.40D Do. 

8343-706    Fbbco  Diphenamid  80  W  P DO- 

■'342-802    0.20D  Contains  0.20  pet  Di-Syston Do. 

■2342-805    10-20-10  Premium  -fD  Contains  0.20  Di-Syston —  Do. 

2342-807     10-10- 10-0. 20D  Contains  0.20  pet  Di-Sy»tom Do. 

'>342-808    6-12-12-1-0. 133D  Contains  0.113  pet  Di-8y«on Do.  _ 

2342-809    4-S-16-|-0.-2t)D  for  Toljacco  Contains  0.20  pet  Di-  Do. 

Syston. 

2342-810    8-8-8-(-0.2,"*  Contains  e.25  pet  Di-8yston Do. 

2342-811    8-16-14   Premium   Phis  0.40D  Contains  0.40   pet  Do. 

Di-Syston.  

2342-829    10-30- 20-|-0.fi2,iD  Contaiii-s  0.625  pet  Di-Syslwi Do, 

•234-'-833    l>-8-6-Kt.l«iD  Contains  0.166  p«  Di-Syston Do. 

2343-834    8-16-16-1-0.200  Contains  0.20  jiot  Di-Syston Do. 

2342-837    16-8-8-hD  Contains  0.2  pet  Di-6yst on Do. 

2342-857    9  pet  Dichlone  Dust Do. 

294-2-865    3  pet  Dichlone  Dust - J*"- 

2342-872    l0-l0-2o-t-0.S0D  for  Use  on  Spinach Do. 

2342-674    Dicliloue  .tO-W _ Uo. 

2342-884    8-16-24-f  D  for  Tob^xso Do. 

2342-885    8-15-24-|-D  for  Tobacco "J- 

^^  ISy ffi^oi"^-.-:::::::::::::::::::::::  Ko<Jjnc..4:.x  uth  ct.,  Kenoaha, «.  ^m. 

■'491-140  Mr.  Turfs  Dandehon  Killer Do. 

"491-174  C  to  C  Coast  way  Weed  and  Feed.-. -,^r_  , 

2481-200  Mr.  TurTs  Double  Action  Weed  Killer  and  Turf  l>o. 
Fertiliier. 

2191-211  Pure-Gro  Weed  and  Feed Do. 

2491-215  WeedandFeed-20-10-5..  -..  —  --. ----^-  O^ 

2491-246  Town  and  Country  Weed  aodDandehaB  Sjn«r_  IJO. 

2491-265  Holiday  2,4-0  Amine  4-W8  Weed  Killer _  Dj; 

2491-269  Holiday  Systemic  2  in  1  Rose  Cwe *Mi 
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3125-61     Metasyslox-R  5  Percent  Granular .• Chemagro  Agricultural  Division,  Mobay  Chemical 

Corp.,  P.O.  Box  4913,  Kansas  City,  Mo.  64120. 
3125-157    Di-Syston  Concentrate  for  Production  of  5  per-  Do. 

cent  Granules. 
3125-150    Di-8yston  Concentrate  for  production  of  2  percent  Do. 

Granules. 
3125-211    Dasanit   15  percent   Granular  Ornaiuental  and  Do. 

Turf  Nematicide. 

3442-«82    USS  Toxaphenee  EC  Diltii USS  Agri-Chemicals,  Division  of  United  States 

Steel  Corp.,  P.O.  Box  1685,  Atlanta,  Ga.  30301. 

3442-689    USS  Mfthvl  Parathion  4  EC  Dnlla Do. 

3442-692    USS  EPN-.Methyl  Parathion  2-A  EC  Delta Do. 

3442-693    USS  EPNMethyl  Parathion  .3-3  EC  Delta Do. 

4185-280    Nulro  Systf^raic  Insi'Ct  Control  Rose  Food Smith-Douglass  Division,  Borden  Chemical,  Bor- 
den, Inc.,  P.O.  Box  419,  Norfolk,  Va.  23501. 

4185-304    Borden  Chemical  ("TCB  Nulro  Weed  Bomb Do. 

4185-315    Nutro  Dandelion  and  Turf  Killer... Do. 

4185-372    Nutro  Triple  Action  Rose  Care - Do. 

4185-381    Nutro  Lawn  Weed  Killer Do. 

4185-394    Borden  Nutro  Sy.stemic  Weed  and  Feed Do. 

4456-170    Tem()o  Crabgrass  Preventer.. International  Minerals  and  Chemical  Corp.,  IMC 

Plaza,  Libertyville,  111.  60048. 

4581-18    Malathiou  W-25 Pennwalt  Corp.,  P.O.  Box  C,  Kingof  Pru.ssia,PB. 

I'MtiC. 

4.')81-83    10  percent  Malathion  Dust Do'. 

4581-107    Penco  Ferhan  D-87^2 Do. 

4.'i81-144    Penco  Thiram  Animal  Repellent Do. 

4581-151    5  percent  Malathion  Dust Do. 

5238-13    Mock's  tJreen  Magic-',  ID  Weed  Killer Mock  Seed  Co.,  P.O.  Box  1525,  Pittsburgh,  Pa. 

I.'i250. 

6285-7    Diamond  Formaldehyde  ."Solution Diamond  Laboratories,  Inc.,  P.O.  Box  863,  Des 

Moines,  Iowa. J0304. 

5278-3    Sta-Fresh  No.  101 FMC  Corp.,  Citrus  Machinery  Division,  Box  1708, 

Lakeland,  Fla.  33802. 
528&-61    General  Green  Crabgrass  Control Federal  Chemical  Co.,  64«i  Starks  BIdg.,  Louis- 
ville, Ky.  40202. 

.5288-64    Lawn  Master  Crabgras,-;  Control Do. 

.5288-80    Revelation  Weed  and  Feed Do. 

5288-85    Lakeshore   12-4-8  Turf    Fertilizer    With    Weed  Do. 

Control. 

6535-54    GroWell  Flower  and  Shrub  Bed  Weeder J  A  LAdike*,  Inc.,  182-12 93d  Ave.,  Jamaica,  N.Y. 

11423. 

5967-85    Endosulfan  Dust  No.  4-25 Moyer  Chemical  Co.,  P.O.  Box  945,  San  Jose, 

CaUf.  95108. 

6967-102    Grandak  5  Granular  Herbicide Do. 

6967-115    Endosulfan  Dust  No.  5 Do. 

6186-26    2,4-D  Weed  Killer Damon  Chemical  Co.,  P.O.  Box  480,  Alliance, 

Ohio  44601. 

62">l-23    CMC  We,-d  Killer  2,4-D Comet  Maimfacturing  Corp.,  1381  Dalon  Dr.  NE., 

Atlanta,  Gu.  30306. 

6294-24    CMC  Supercide  Concentrated  Weed  Killer Do. 

6735-111    Farmacy  Chlorate  Defoliant. Tide  Products,  Inc..  800  North  Closner,  P.O.  Box 

1020,  Edinburg,  Tex.  78539. 

6735-112    Tide  Chlorate  Defoliant ^ Do. 

6837-21    Will  Select  Weed  Killer Wilmar,   Inc.,   P.O.   Box  3111,   Charlotte,   N.C. 

28203. 

6900-124    Formula  86G  Crabgniss  Killer The  J.  J.  Dill  Co.,  P.O.  Box  788,  Kalamazoo, 

Mich.  49005. 
7764-15    Heritage   House  One  Step  Systemic   Rose  and    Famco,  Inc.,  300  Lake  Rd.,  Medina,  Ohio  44256. 
Flower  Care. 

7985-2    Fibrex  Root  Insulator  and  Weeder Mosonite  Corp.,  29  North  Wacker  Dr.,  Chicago, 

HI.  60806. 

8450-8    Sno-Bol  Liquid  Toilet  Bowl  Cleaner .>.  E.  Staley  Manufacturing  Co.,  P.O.  Box  151, 

Decatur.  lU.  62525. 

8521-109    Gabriel  Mothoxychlor  Technical Gabriel  Chemicals,  Ltd.,  204  21st  Ave.,  Petersen, 

N.J.  0750i». 
8521-118    Gabriel  Meihoxychlor  50  percent  Wettable  Powder.         Do. 

8521-145    Gabriel  Diuron  80  percent  W.P uo. 

8521-148    Gabriel  Diuron  Technical Do. 

8690-264    2.4-D  Weed  Killer Agway,  Inc.,  P.O.  Box  1333,  Syracuse,  N.Y.  13201. 

8590-288    Ferti-Flow  With  0.20  percent  Insecticide  (Disys-  Do. 

ton). 
8.W0-295    Ferti-Flow  W/O.eo  percent  Insecticide  (Disyston) .  Do. 

8590-318    Agway  Louse  Powder  With  3  percent  Ciodriti  Do. 

Dust. 

8660-3    Rocket  10-5-6  With  Syst«mic  Insecticide Sta-Green  Plant  Food  Co.,  P.O.  Box  540,  Syla- 

cuaga.  Ala.  35150. 

8764-8    Sta-Fresh  102 FMC   Corp.,   Citrus  Machinery  Division,   P.O. 

Box  552,  Riverside,  Calif.  92502. 
8773-2    PhiUii:)s  66  Butyl  Ester  6  No.  2,4-D  Weed  Killer..  American    Fertilizer   and    Chemical    Co.,    P.O. 

Box  98,  Henderson,  Colo.  80640. 

8823-1    Habco  Chlorate  Liquid  No.  1 ._„  Habco,    Inc.,    10501    Wayiata   Blvd.,    Hopkins, 

Miun.  55343. 

8823-9    Habco  lOK Do. 

9461-47    Navicote  Vinyl  Antifouling  White  M-OSO. Celanese  Coatings  and  Specialties  Co.,  P.Of  Box 

99038  JeiTersontown   Kv  40299. 
9779-126    Riverside  Herbicide  Low  Volatile  4D Riverside  Chemical  do.,  P.O.  Box  17119,  Mem- 
phis, Tenn.  38117. 

9779-127    Riverside  Herbicide  A-4D— 2,4-D Do. 

9876-44    Columbia  Brand  Tobacco  Fertilizer  Contains  0.4    Columbia  Nitrogen  Corp.,  P.O.  Box  1483,  Au- 

peroent  Di-Syston.  gusta,  Ga.  30003. 

9876-45    Columbia  Brand  Tobacco  Fertilizer  Contains  0.2  Do. 

percent  Di-Syston. 
9936-1    liraoe  KertiUzer  Contains  0.3  percent  Di-Syston..  W.  R.  Graced  Co. ,  Agricultural  Chemical  Group, 

100  North  Mam  St.,  Memphis,  Tenn.  38101. 
9''i'v.'  I  >r,n(»  Fertilizer  Contains  0.2  percent  Di-Syston..  Do. 
9i..<fr  1  I  rrtoe  Fertilizer  Contains  1.0  percent  Di-Syrton..  Do. 
9;':(iM  (irace  FertiUzer  Contains  0.7  percent  Di-Syston..  Do. 
9936-5  Grace  Fertilizer  Contains  0.4  percent  Di-Syston..  Do. 
9y»-6    Grace    16-20-0   Fertilizer   Contains   0.6   percent  Do. 

Di-Syston. 
9936-7     Grace  Fertilizer  roiitains  0.5  percent  Di-Syston..  Do.  , 

9936-8     Grace  FertiUzer  Contains  0.9  percent  Di-Syston..  Do. 

10645-1    Home    Prid«    Pre-Emergenoe    Crat«rass    Killer    Jubilee  Products,  Inc.,  1014  Vine  St.,  CiucUinAtl, 
With  lU-fr-l  Fertiilter.  Ohio  46201. 
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Ory  Diuron  Weedkiller _..  o«ldirtriCfc«iieal Co.,  P.O.  Box  1185.  Houston 

Tru-Green  Wee<i-n-Fe<M3 .— Do. 

Pnper  Turf  Lite  Weight  Weed-n-F«ed.-„ _  v^J^  v^rrr  Service    Ine.    cM  SbeU  Chemicai 

We^stem  Fann  Service  Aim«  4  Herb«ade _  *tr^J»^„,^,'^^^^;.^-w^^.hK>,t.. 

D.i.  30036.  ,         . . 

Man  pyra.-n  90  Diuron  ««^  K^lor  Wettabl.    ^^^,^^^^^J^,^ ''     ^"^    '""    ^^' 

..^ell^oes  Al-Stop  4B -  ^f^^:^-^^-tS^,^^'^  '"^  ' 

,  Per^^n:  MaUtUon  Du.-^  Powd. ^j^JJTiU.^^.'l'.i.'^u^r^^  C^^: 

Perry  Point.  Md   21SW2. 
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DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Land  Management 

ALASKA 

Native  Claims  Selection 

On  December  22.  1961.  the  State  of 
Alaska  filed  general  purposes  selection 
applications  A-056426  and  A-056427,  as 
amended,  pursuant  to  section  65)  of 
the  Alaska  Statehood  Act.  The  applica- 
tions selected  lands  near  the  Native  vil- 
lage of  Ouzinkie.  On  April  24.  1964  deci- 
sions to  tentatively  approve  were  issued 
for  certain  lands  within  Ts.  25  and  26  S.. 
Rs.  19  and  20  W..  Seward  Meridian  ^A- 
056427  I  and  certain  lands  within  T.  27 
S.,  R.  20  W..  Seward  Meridian  'A- 
056426  > . 

On  December  18,  1971.  section  11  of  the 
Alaska  Native  Claims  Settlement  Act  ( 85 
Stat.  688 )  withdrew  the  lands  surround- 
ing the  village  of  Ouzinkie  Including  the 
lands  in  the  subject  state  selections  for 
Native  selection.  On  September  24,  1974. 
Ouzinkie  Native  Corporation  filed  village 
selection  application  AA-66B8-A  under 
the  provisions  of  section  12 <a^  of  the  act 
for  lands  located  near  the  village,  includ- 
ing all  lands  within  the  subject  state 
selections.  The  application  was  amended 
on  December  13.  1974  to  give  a  new  de- 
scription of  the  lands  to  be  selected  and 
to  supersede  the  previously  filed  applica- 
tion. 

Subsection  12(a  i  >  i  >  of  the  act  provides 
that  village  selections  ■'shall  be  made 
from  lands  withdrawn  by  sub.section 
lliai."  Subsection  ll(a'i2)  witlidrew 
for  possible  selection  by  the  Native  corpo- 
ration those  lands  "that  have  been 
selected  by.  or  tentatively  approved  to, 
but  not  yet  patented  to.  tlie  State  under 
the  Alaska  Statehood  Act." 

The  following  described  lands,  which 
were  state  selected  and  were  tentatively 
approved  in  part  have  been  properly  se- 
lected by  village  selection  application 
AA-6688-A.  Accordingly,  the  tentative 
approval  given  in  the  decisiCHis  of  April 
24,  1964  is  hereby  vacated  In  part  and 
Stiite  selection  applications  .^-056426  and 
A-056427  are  rejected  as  to  the  follow- 
ing described  lands ; 

St.^te  Selection  A-05642fl 

T    27  S..  R.  20  W  ,  Seward  Meridian,  Alaska 
(Unsurveyed) . 
Sees.  3  to  8.  tnclusive; 

Sees.  17.  18  and  20. 


excluding  Native  tJ- 


State  Se'-ectign  A-056427 

r.S    SrKVET   56»0 

T.  25  6  .  R    19  W  .   Se'ward   Meridian    .Alaska 
(Unsurreyedi . 
Sec.  31  I  fractional ) . 
T.  25  S..  R.  20  W.,  Seward  Meridian,  Ala-'ka 
(Uru'iurveyed) , 
Sees,  23.  26  and  34  i  fractloiial )  ; 
Sees.  35  and  36  i  fractional ) 
T.  26  S.,  R.  19  W.,  Se-A-ard  Mend;an,  -Masfea 
(Un»^urTeyed> . 
Sees.  6.  7  and  8  .  fractional  ; 
Sec.  14  ifracuonai). 
Sec.   15    (fractional  I ,  excluding  Native  ai- 

;otmen-  AA-2911  Parcel  B: 
Sees.  16,   17  and  18  (fracUonal): 
Sec.  13  (fracllona!),  excluding  U.S.  Survey 
1671   and   Native  ailaments  .VA-7571   and 
.*.\-2911  Parcel  A. 
Sec.   20    (fractional),   excluding  NaUre  al- 
lotment AA-7571; 
Sec.  21: 
Sec.  22    (Tractianal) 

lotment  .\A-2911  Pajrel  B; 
Sees   23,  26  and  27  »  fractional !  . 
Sec.  28  ifracuonai  I,  excluding  U.S,  Survey 
470    Tracts    B    and    C    and    Native    allot- 
ment.s  A.'^-5970  Parrel  B  and  A.^  7572: 
Se'~    29    ffractlonal! .   excluding   Native   al- 

iotmont  A.A-7571 ; 
Sec,  30  I  fractional  I .  excluding  U.S.  Survey 
2583     and     Native     aiiOtmeut     A-\  2911 
Parcel  A; 
Se.s  32  and  33  ifracUonal). 
T    25  S,.  R    20  W,  Seward  Meridian.  A3a.ska 
ir'nsurveved) 
Sec    1   I  fractional  >  : 

Sec    2    I  fraction*!  I.  excavKllng  C.S    Survey 
3256  and  3255  and  Native  •ilotment  AA- 
7387: 
Sec    3  (  frtu-tlonaJ  i  ; 
Sec    10  (fractional  I.  excluding  VS.  Survey 

4871  a:-d  Native  allotment  .A.^-6114: 
Sec,  1 1   (fractlona:  >    excluding  Native  allot- 
ment6  .KA-SOll  Parcels  A  and  B  and  AA- 
6114: 
Sees.  12  and  13. 
Sec.    14.   excluding   U.S.   Survey.=   4871    and 

1702, 
SecB.  18,  19  and  20  (fracUonal) ; 
Sec.  21   (f.'acUonan.  excluding  U.S    Siorvey 

4871   and  Native  allotment  A.'^   7370: 
Sec.   22    (fractional;,   excluding   Hrxecuttve 
Order    4257    and    Native    allotment    AA- 
7383; 
Sec   24   (fracUonal); 
Set.  27; 
Sec.   28,   excluding  Native  allotment  AA- 

7147: 

Sec  29  (frftctional  excluding  Native  al- 
lotments AA-738e  Parcel  -V  AA-8052,  AA- 
7192  Parcel  A,  AA-7556  and  AA-7147; 

Sees.  30  and  31; 

Sec.  32.  excluding  Native  aiiouncnu  AA- 
7192  Parcel  A  and  AA-7556. 

Sees.  33  and  34. 


Aggregating  appro.ximately  20.222  acres. 


290ri7 

Further  actlim.an  the  subject  State 
selection  applications,  as  to  thoe^  land.s 
not  rejected  hereii.  will  be  uJcen  at  a 
later  date 

The  a5o\e  described  lanas  and  tiie 
lands  descnbcd  as  loii(  ws  were  available 
and  p.Tiperly  sele.n«t  by  Uic  v-liiyse  of 
Ouzmkie  pursuant  w  section  12 'ai  of 
the  act  The  subject  lands  do  not  Include 
any  lawful  «.tr>-  perf-^t.pd  und«r  or  be- 
ing maintained  :n  compliance  with  laws 
leading  to  acquLsiiion  ol  title 

In  vie»-  of  Uie  foregoing,  tiie  .surfiu-c 
estate  of  the  above  aescribed  lands  ex- 
cludm.g  U.S.  Survey  369o  and  Uie  lands 
described  as  follows,  aggregating  ap- 
proximately 42.054  85  acres,  of  which  ap- 
proxiniately  21988  acres  are  in  the 
Chugach  Nauonai  Forest,  are  ccMisidered 
proper  (or  acquisiuon  by  tiie  Ouzinic-ie 
Nauve  Cor'.xjration.  ai^c  are  hereby  ap- 
proved for  u.iermi  Cv>nveyance  pursuant 
vo  ."^^ection  14' a     of  the  act; 

The    followuig    lands    are   wiliun    the 
Chugach  National  Forest. 
T    24   S     R    18  V<r      SpMTtrd  Xferidlaa.  Al.ifik* 
^  Unsurveyed  .  . 
Sees.  5  and  6  ( tracuonaJ ) . 
T.  24  S  .  R    19  W..  Seward  Meridian,  AlASk* 
,  Unsuxveyed) . 
Sees.  1 .  2  and  3  ( fractional ) ; 
Sec     4    (fractional,   excluding   US.   Survey 
454   Tract  E  and   Native  allotment  AA- 
7070  Parcfrf   A 
Sec-   5  tfratUonali    eicludi:ig  Na*.^ve  allot- 
ment A-\-7070  I^'aroei  A. 
Sees.  6.  11.   :i  and   14   <fra«Jon^)- 
T.  34  S.,  a.  20  W,  Sett-ard  M(.r:d.ar.    AlaaJtA 
(Unsurveyed) , 
Sees   1  and  2  (fractional); 
Sec    3 

Sees  4  u-  7.  Inclusive  i  fractional ) ; 
.SeoR  9.  10  and  1 1   ( fractlonjJ) ; 
Sees.  15,  16  and  18  .fractional); 
Sees   2 1  aJid  22  (  f  racuooal ) 
T    24   S..  R.  21    W..  Seward  Meridian,  Alftsk* 
V  Unsurveyed ) , 
.Sees  1  to  12.  Inclusive; 
Sec.  13  (fractional): 
Sees   14  to  18  mclvislve: 
Sees   22  and  23. 

Sees  24.  25  and  26  (fractional); 
Sec    27' 
Sec  34  (fractional) .  excluding  Native  allot- 

ment  AA-7914; 
Sec   35  (fractional). 

U  S.  Sur\ey  5690  and  US  Survey  4W1 
Tract  A.  block  15.  lot  7  aggregating 
155  17  acres  were  available  and  property 
selected.  The  lands  do  not  include  any 
lawful  entry  perfected  under  or  being 
maintained  in  compliance  with  laws 
leadme  to  acquisition  of  title.  Therefore, 
r.S  Survev  56»0  and  U.S.  Survey  4*71 
Tract  A  block  15.  lot  7  are  considered 
proper  for  acquisition  by  CXizinkie  Na- 
tive Corporation  and  are  hereby  ai>- 
l^rovcd  for  iiatent  pursuant  to  section  14 
ta'  of  tlie  act. 

The  conveyance  issue  for  the  surface 
estate  of  the  lands  described  above  shall 
contain  the  following  reservations  to 
the  United  States: 

1.  A  right-of-way  thereon  for  ditches 
and  canaL";  constructed  by  the  authority 
of  tlie  United  Ptat^f  .'^rt  of  .f  ugiost  30, 
1890.  26  Stat.  391;   43  U.S.C.  945. 

2.  A  right-of-way  ^hereon  for  the  con- 
struction of  railroads,  telegraph  and  tele- 
phone lines,  li^  prescribed  and  directed 
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bv  the  act  of  March  12,  1914,  38  Stat. 
305,43US.C.  975<di. 

3.  The  subsurface  estate  therein,  and 
all  rights,  privileges.  Immunities  and  ap- 
purtenances, of  whatsoever  nature,  ac- 
cruing unto  said  estate  pursuant  to  the 
Alaska  Native  Claims  Settlement  Act  of 
December  18.  1971.  85  Stat,  688:  43  U.SC. 
1601-1624 

4.  Pursuant  to  section  17' b'  of  the 
AIiV>k.a  Native  Claims  Settlement  Act 
of  December  18.  1971,  85  Stat.  688.  the 
following  public  ea»<ements  referenced  by 
eac-ement  identification  number  lEINi 
on  the  easement  maps  in  case  file  AA- 
6688-EE  are  reserved  to  the  United  States 
and  subject  to  further  regulation  there- 
by: 

a.  I EIN  09-10' A  streamside  easement 
twenty-five  '25'  feet  in  width  upland  of 
and  parallel  to  the  ordinary  high-water 
mark  on  all  banks  and  an  easement  on 
the  entire  bed  of  Marka  Creek  from  the 
Tidewater  on  Marka  Bay  upstream  to 
tlie  north  boundary  of  section  15.  T.  24 
S  ,  R.  21  W.,  Seward  Meridian.  Purpose 
L-i  to  provide  for  public  U-se  of  waters  hav- 
ing highly  .-ignificant  present  recrea- 
tional use. 

b.  lEIN  D9-31'  An  easement  for  an 
existing  acre.ss  trail  twenty-five  i25>  feet 
in  width  from  Neva  Cove  to  Monashka 
Bay,  The  trail  follow.s  the  right  bank 
of  the  creek  for  the  first  one-quarter 
lU'  mile  as  it  leaves  Neva  Cove.  The 
usage  of  roads  and  trails  will  be  con- 
trolled by  applicable  State  or  Federal 
law  or  regulation. 

c.  '  EIN  F-22'  An  easement  one  hun- 
dred '100'  feet  in  width  for  a  proposed 
road  from  the  head  of  Kazakof  Bay  in 
section  33,  T.  22  S.,  R  20  W..  Sewar.l 
Meridian,  to  Afognak  Bay  in  section  29. 
T.  24  S..  R.  21  W.,  Seward  Meridian  for 
access  to  public  lands  from  public  waters. 
The  usage  of  roads  and  trails  will  be 
controlled  by  applicable  State  or  Federal 
law  or  regulation. 

d.  I  EIN  F-29'  An  ea^Ncment  one  hun- 
dred 1 100  I  feet  in  width  for  a  proposed 
road  from  the  Afognak  Bay  road  fF-22» 
in  section  17.  T.  24  S,.  R.  21  W,,  Seward 
Meridian  southwesterly  to  public  lands 
for  access  to  isolated  public  lands.  The 
usage  of  roads  and  trails  will  be  con- 
trolled by  applicable  State  or  Federal 
law  or  regulation. 

e.  I  EIN  F-37  >  An  easement  for  a  pro- 
posed access  trail  twenty-five  i25>  feet 
m  width  from  proposed  road  easement 
F-29  in  .section  18.  T.  24  S..  R.  21  W., 
Seward  Meridian  northwesterly  to  public 
lancLs,  The  usage  of  roads  and  trails  will 
be  controlled  by  applicable  State  or  Fed- 
eral law  or  regulation. 

f.  "EIN  P-1'  A  continuous  easement 
twenty-five  i25i  feet  in  width  upland  of 
and  parallel  to  the  mean  high  tide  line 
m  order  to  provide  access  to  and  along 
the  marine  coastline  and  use  of  such 
shore  for  piu-poses  such  as  the  beaching 
of  watercraft  or  aircraft,  travel  along  the 
shore,  recreation,  and  other  similar  uses. 
Deviations  from  the  waterline  are  per- 
niittt>d  when  specific  conditions  so  re- 
quire, eg.,  impassable  topography  or  wa- 
terfront obstruction.  This  easement  Is 
subject  to  the  right  of  the  owner  of  the 


servient  estate  to  biuld  upon  such  ease- 
ment a  facility  for  public  or  private  pur- 
poses, such  right  to  be  exercised  reason- 
ably and  without  imdue  or  unnecessary 
interference  with  or  obstruction  of  the 
easement.  When  access  along  the  marine 
coastline  easement  Is  to  be  obstructed, 
the  owner  of  the  servient  estate  will  be 
obligated  to  convey  to  the  United  States, 
an  acceptable  alternate  access  route,  at 
no  cost  to  the  United  States,  prior  tc  the 
creation  of  such  obstruction, 

g.  (EIN  P-4i  An  easement  for  an  ex- 
isting access  trail  twenty -five  (25)  feet 
in  width  from  Ouzinkie  southeasterly  to 
Sunny  Cove.  The  usage  of  roads  and 
trails  will  be  controlled  by  applicable 
State  or  Federal  law  or  regulation. 

h.  I  EIN  P-ID  The  right  of  the  United 
States  to  enter  upon  the  lands  herein  for 
cadastral,  geodetic  or  other  sxirvey  pur- 
poses, together  with  the  right  to  do  all 
things  necessary  in  connection  therewith. 

The  grant  of  the  above  described  land 
is  subject  to: 

1.  Issuance  of  a  patent  confirming  the 
boundary  description  of  the  lands  grant- 
ed after  approval  and  filing  by  the  Bu- 
reau of  Land  Management  of  the  ofiScial 
plat  of  survey  covering  such  lands; 

2.  Valid  existing  rights  therein,  if  any, 
including  but  not  limited  to  those  cre- 
ated by  any  lease  (including  a  lease  is- 
sued under  section  6ig)  of  the  Alaska 
Statehood  Act  (72  Stat.  339,  341)),  con- 
tract, permit,  right-of-way,  or  easement 
and  the  right  of  the  lessee,  contractee, 
permittee,  or  grantee  to  the  complete  en- 
joyment of  all  rights,  privileges  and 
benefits  thereby  granted  to  him; 

3.  Requirements  of  section  14(c)  of  the 
Alaska  Native  Claims  Settlement  Act.  85 
Stat.  688.  703;  43  U.SC.  1613(c) ,  that  the 
grantee  hereimder  convey  those  portions, 
if  any,  if  the  land  hereinafter  granted,  as 
are  prescribed  in  said  section; 

4.  Requirements  of  section  22(k)  of 
the  Alaska  Native  CHaims  Settlement  Act, 
85  Stat.  688,  703;  43  U.S.C.  1621(k) ,  that 
<  a  I  the  above-described  lands  are  located 
within  the  boundaries  of  a  national  for- 
est and  that  until  December  18,  1976,  the 
sale  of  timber  from  .such  lands  be  subject 
to  the  same  restrictions  relating  to  the 
export  of  timber  from  the  United  States 
as  are  applicable  to  national  forest  lands 
in  Alaska  under  rules  and  regulations  of 
the  Secretary  of  Agriculture;  and  that 
fb)  until  December  18.  1983,  such  lands 
shall  be  managed  under  the  principle  of 
sustained  yield  and  under  management 
practices  for  protection  and  enhance- 
ment of  environmental  quality  no  less 
stringent  than  such  management  prac- 
tices on  adjacent  national  forest  lands; 
and 

5.  The  terms  and  conditions  of  the 
agreement  dated  November  12,  1976  be- 
tween tlie  Secretary  of  the  Interior, 
Koniag.  Inc..  Ouzinkie  Native  Corpora- 
tion, and  other  Koniag  village  corpora- 
tions. A  copy  of  the  agreement  shall  be 
attached  to  and  become  a  part  of  the 
conveyance  document  and  shall  be  re- 
corded therewith.  A  copy  of  the  agree- 
ment is  located  in  the  Bureau  of  Land 
Management  case  file  for  Ouzinkie  Na- 
tive Corporation,  serialized  AA-6688-EE. 


Any  person  wishing  to  examine  thi.<: 
agreement  may  do  so  at  the  Bureau  of 
Land  Management,  Alaska  State  Office. 
555  Cordova  Street,  Anchorage.  Alaska 
99501. 

Conveyance  to  the  subsurface  estate 
of  the  land  described  above  will  be 
granted  to  Koniag,  Inc.  pursuant  to  sec- 
tion 14(fi  of  the  act,  when  conveyance 
is  granted  to  Ouzinkie  Native  Corpora- 
tion for  the  surface  estate.  Interim  con- 
veyance of  the  remaining  entitlement 
will  be  made  at  a  later  date. 

There  are  no  inland  water  bodies 
known  to  be  navigable  by  reason  of 
travel,  trade,  and  commerce  within  the 
areas  described  above. 

In  accordance  with  Departmental  reg- 
ulation 43  CFR  2650.7' d»,  notice  of  this 
decision  Ls  being  published  once  in  the 
FEDERAL  Register  and  once  a  week,  for 
four  (4)  consecutive  weeks,  in  the  An- 
chorage Daily  Times  and  Kodiak  Tim.es. 
Any  party  claiming  a  property  interest 
in  land  affected  by  this  decision  may  ap- 
peal the  decision  to  the  Alaska  Native 
Claims  Appeal  Board,  P.O.  Box  2433. 
Anchorage,  Alaska  99510  and  with  a 
copy  served  upon  the  Bureau  of  Land 
Management  and  the  Regional  Solicitor. 
Office  of  the  Solicitor,  510  L  Street, 
Suite  408,  Anchorage,  Alaska  99501: 
also: 

1.  Any  party  receiving  actual  notice 
of  this  decision  shall  have  30  days  from 
the  receipt  of  actual  notice  to  file  an 
appeal. 

2.  Any  unknown  parties,  any  parties 
unable  to  be  located  after  reasonable 
efforts  have  been  expended  to  locate, 
and  any  parties  who  failed  or  refused  to 
sign  a  receipt  for  actual  notice,  shall 
have  until  July  7,  1977.  to  file  an  appeal. 

3.  Any  party  known  or  unknown  who 
may  claim  a  property  interest  which  is 
adversely  affected  by  this  decision  shall 
be  deemed  to  have  waived  their  rights 
which  w^ere  adversely  affected  imless  an 
appeal  is  timely  filed  with  the  Alaska 
Native  Claims  Appeal  Board. 

4.  If  Ouzinkie  Native  Corporation  or 
Koniag,  Inc..  objects  to  any  easement 
identified  herein  for  reservation  in  the 
conveyance,  which  is  subject  to  the  dis- 
cretion of  the  State  Director  and  not 
reserved  pursuant  to  an  express  Secre- 
tarial directive,  they  must  file  a  petition 
for  reconsideration  with  the  State  Di- 
rector, Btu-eau  of  Land  Management. 
555  Cordova  Street,  Anchorage.  Alaska 
99501,  or  it  will  be  deemed  that  they 
have  waived  tlie  right  to  contest  it.  A 
copy  of  the  petition  should  be  served 
upon  the  Regional  Solicitor.  Office  of  the 
Solicitor,  510  L  Street.  Suite  408.  An- 
chorage, Alaska  99501 

To  avoid  summary  dismissal  of  the 
appeal,  there  must  be  strict  compliance 
with  the  regulations  governing  such  ap- 
peals. Further  information  on  the  man- 
ner of,  and  requirements  for.  filing  an 
appeal  may  be  obtained  from  the  Bu- 
reau of  Land  Management,  555  Cordova 
Street,   Anchorage.   Alaska   99501. 

Robert  E.  Sohenson. 
Chief,  Branch  of  Lands 
and  Minerals  Operations. 

IFR  Doc. 77-16070  Filed  6-&-77;8;45  am) 
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NEVADA 

Off  Road  Vehicle  Closure  of  Blue  Lake  Area 

As  described  in  the  Blue  Lake  Area 
Closure  Plan,  an  area  of  approximately 
16.000  acres  Is  designated  closed  to  ve- 
hicle use.  Except  for  portions  lying  on 
the  eastern  extremities  this  area  is  un- 
surveyed.  Thus,  to  delineate  the  area,  the 
attached  map  is  necessary. 

T1T&  area  is  best  described  as  begin- 
ning  near   Wood   Camp   at   the   north- 
west comer  of  Section  19.  T.  44  N..  R.  30 
E.,  Mt.  Diablo  Meridian,  then  proceed- 
ing south  for  1.3  miles  to  the  northeast 
corner  of  Section  17.  then  west  for  1.1 
miles  to  the  north  quarter  corner  in  Sec- 
tion 18.  then  south  for  2.1  miles  to  the 
quarter  corner  between  Sections  19  and 
30  and  then  west  for  1  mile  to  a  point 
lying  approximately  .2  mile  southeast  of 
a  peak  whose  elevation  is  7772  feet  and 
.4  mile  due  north  of  Chicken  Creek  and 
then  south  for  1  mile  to  a  point  located 
»'2  mile  west  of  the  southwest  corner  of 
Section  30.  then  2.6  miles  due  west  to  a 
point  .1  mile  west  of  Snow  Creek  inter- 
secting the  jeep  trail  from  Rodeo  Flat  to 
McCully  Cabin,  then  following  the  jeep 
train  south  and  west  around  the  moun- 
tain with  an  elevation  of  7580  feet  and 
continuing     north     past     Rodeo     Flat 
Spring,    intersecting    the    Knott    Creek 
Reservoir,  Little  Onion  Reservoir  Trail, 
then   continuing  north  along  the  trail, 
past  Hollwood  Meadow  to  a  point   100 
vards   south   of   the  line  shack  located 
near  Little  Onion  Resenoir.  then  to  a 
point    200    yards    east,    tlien   north    300 
vards  to  a  point,  then  west  to  rejoin  the 
Knott    Creek    Reservoir,    Little    Onion 
Reservoir  Trail,  continuing  north  along" 
that  trail  until  the  7200  contour  interval 
is   reached,   which   is   located   approxi- 


matelv  .2  mile  from  the  southwest  shore 
of  Omon  Valley  Resenoir.  Tlie  boundary 
then  follows  tlie  contour  eastward  to  a 
point  150  yards  beyond  the  unnamed 
stream  that  flows  in  a  northwest  direc- 
tion to  the  southeast  part  of  Onion  Val- 
ley Reservoir. 

The  boundary  then  proceeds  due  west 
to  the  shoreline  of  Onion  Valley  Reser- 
voir and  then  follows  the  shoreline  north 
to  the  Theodore  Basin,  Onion  Valley  Res- 
ervoir Trail,  also  known  as  the  Cow  Trail, 
and"  then  following  said  trail  northward 
to  a  point  50  feet  southwest  of  the  cc-n- 
terline  of  the  Blue  Lake,  Onion  Valley 
Reservoir  Trail  and  Uien  foUowmg  the 
Blue  Lake,  Onion  Valley  Reservoir  Trail 
towards  Blue  Lake,  maintaining  a  dis- 
tance of  50  feet  from  the  centerline  of 
the  road  to  a  point  .5  from  Blue  Lake, 
also  known  as  the  Blue  Lake  Threshold 
and  then  crossing  the  road  and  returning 
along  the  road,  but  maintaining  a  dis- 
tance of  50  feet  from  the  centeriine  and 
returning  to  the  Onion  Valley  Reservoir. 
Theodore  Basin  Road   'The  Cow  Trail' 
and  then  continuing  m  a  northeast  di- 
rection along  said  road  to  the  intersec- 
tion of  the  Tlieodore  Basin.  Blue  Lake 
Road  and  then  east  to  the  Adams  Mine. 
Florence  Basin  jeep  traU  and  then  fol- 
lowing this  traU  to  the  intersection  of 
the    Florence    Basin,    North    Fork    Big 
Ci-eek  Trail  and  then  following  the  Flor- 
ence Basin.  North  Fork  Big  Creek  Trail 
to  Uie  north  section  line  of  Section  20, 
T.   44   N..   R.   30  E..   and   then  heading 
west  for  1.9  miles  to  the  northwest  cor- 
ner of  Section  19,  T.  44  N..  R.  30  E.,  the 
starting  point. 

Copies  of  the  Blue  Lake  Closure  Plan 
are  available  at  the  Bureau  of  Land 
Management    District    Office.     Winne- 


mucca  Nevada,  or  by  mail  from  the  Bu- 
reau of  Land  Management.  Room  3008, 
Federal  Building,  300  Booth  Street,  Reno. 
Nevada  89509. 

This  closure  is  made  to  protect  the  na- 
tural values  of  the  area  until  a  wild- 
erness review  can  be  completed.  The  clos- 
ure to  vehicular  use  will  provide  for  bet- 
ter resource  management  in  protecting 
and  presening  tlie  unique  natural  values 
of  the  area.  Blue  Lake  was  formed  by  a 
glacier,  a  unique  event  in  Nevada.  The 
area  is  of  high  scenic  quality  The  desig- 
nation will  be  effective  July  7.  1977  and 
remam  in  effect  until  further  notice. 

Authority  for  this  closure  is  contained 
in  Uie  CFR,  Title  43.  Subchapter  F — Out- 
door Recreation  and  Wildlife  Manage- 
ment 6010.4:  Areas  may  be  closed  tem- 
porarily to  prevent  excessive  erosion,  pre- 
vent unnecessary   destruction  of   plant 
life  and  wildlife  habitat,  protect  the  nat- 
ural  environment,   and   preser\-e   areas 
having  cultural  or  historical  value.  Fur- 
ther authority  can  be  found  in  Section 
603' c   of  P.L.  94-579,  the  Federal  Land 
Policy    and    Management    Act   of    1976 
whicJi  says  "the  Secretary  shall  *   '   ' 
manage  such  lands  *    •   *   in  a  manner 
so  as  not  to  impair  the  suitability  of  such 
areas  for  preservation  as  a  wilderness 
•   •   •   ."    and   "the   Secretarj'   shall   by 
regulation  or  otlierwise  take  any  action 
required  to  prevent  unnecessary'  or  un- 
due degradation  of  the  lands  and  their 
resources  "  This  closure  is  also  consistent 
with  43  CFR  6292.4 1  a)  which  relates  to 
off-road  veiiicles.  the  National  Environ- 
mental Policy  Act  of  1969.  and  Execu- 
tive Order  11644. 

Edward  R.  Evatz, 
Chief,  Division  of  Resources. 
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National  Park  Service 

NATIONAL   REGISTER   OF   HISTORIC 
PLACES 

Additions,  Deletions,  and  Corrections 

Bj-  notice  in  the  Federal  Register  of 
February  1,  1977,  Part  EX,  there  was 
published  a  list  of  the  properties  in- 
cluded in  tlie  National  Register  of  His- 
toric Places.  Furtlier  notice  is  hereby 
given  that  certain  amendments  or  revi- 
sions in  the  nature  of  additions,  dele- 
tions, or  corrections  to  the  previously 
published  list  are  adopted  as  set  out 
below. 

It  is  tiie  responsibility  of  all  Federal 
agencies  to  take  cognizance  of  tlie  prop- 
erties included  m  Uie  National  RegL'^ter 
as  herein  amended  and  revLsed  in  ac- 
cordance with  section  106  of  the  Na- 
tional Historic  Preservation  Act  of  1966. 
80  Stat.  16  U.S.C.  470  et  seq.  '  1970  ed.  • , 
and  the  procedures  of  the  Advisors' 
Council  on  Historic  Preservation,  36 
CFR  Part  800. 

Jerry  L.  Rogers, 
Chief,  Office  of  Archeology 
and  Historic  Preservation. 

The    following    properties   have    been 
addtxl    to   the   National   Register   since 
May   3,    1977.   National  HL«toric   Land- 
marks are  designated  by  NHL:   proper- 
ties recorded  by  the  Historic  American 
Buildings     Survey    are    designated    by 
HABS:   and  liroperties  recorded  by  the 
Historic  American  Engineering  Record 
are  designated  by  HAER. 
ALABAMA 
Jackson  County 
Stevenson,  Fort  Marker,  S  of  AL  117  (5-2-77) . 
Macon  County 

Shorter  vicinity,  Atasi  Site,  N  of  Shorter 
(4-18-77). 

Tuscaloosa  County 

Tuscaloosa.  Alabama  Insane,  Hospital,  Unl- 
verity  Blvd.  (4-18-77). 

ALASKA 

Kenai-Cook  Inlet  Division 

Kenai  vicinity,  Holm,  Victor,  Cabin,  SW  of 
Kenal  on  Cohoe  Rd.  at  Kasllof  River 
(4-13-77). 

Nome  Division 

Nome.  Donaldson,  Belmont  Point   (4-11-77). 
Teller    vicinity,    Pilgrim    Hot    Springs,    E    of 
Teller  on  Kugarock  Rd.   (4-11-77). 

Upper  Yukon  Division 

Arctic  Village,  Mission  Church,  E  fork  of 
Chandalar  River  (4-11-77). 

ARIZONA 

Yaiapai  County 

Prescott.  Yavapai  County  Courthouse.  Court- 
house Sq. (4-13-77). 

ARKANSAS 

Franklin  County 

.Mtus  vicinity.  Wiederkehr  Wine  Cellar,  N  of 
Altus  at  St.  Mary's  Mountain  (5-2-77) . 

Ozark  vicinity.  The  Cabins  (Deane  Summer 
House),  W  of  Ozark  on  AR  219   (4-13-77). 


Ouachita  County 

"Camden.  Old  Camden  Post  Office    133  Wash- 
SW   (5-2-77). 


P'af^ie  County 

Df-  Arc,  Prairie  County  Courthouse.  Main  St. 
4   :8-77). 

CALIFORNIA 

Alamed-a  Coi,nty 

Alftir.ecia   A:^".cda  High  School,  2200  Central 

A%e    ^6-12-77). 

Los  Angeles  County 

Bell,  Bell.  James  George.  House.  6500  Lucille 
Ave.  (4-18-77). 

Napa  County 

Calistoga.  Napa  Valley  Railroad  Depot.  Lin- 
coln Ave.  and  Pair  Way  (4-18-77). 

Napa,  Churchill  Manor  485  Brown  St.  (4- 
18-77). 

Napa.  Hatt  Building,  5th  and  Main  Sts.  (5- 
2-77). 

Riverside  County 

Riverside,  San  Pedro.  Los  Angeles.  <t  Salt 
Lake  R.R.  Depot,  3751  Vine  St.  (4-18-77). 

San  Bernardi-no  County 

Redlands  and  vicinity.  Mill  Creek  Zanja.  Syl- 
van Blvd.  E  to  Mill  Creek  Rd.  (5-12-77). 

San  Mateo  County 

San  Gregorlo,  San  Cregorio  House,  Old  Stage 
Rd.  (5-6-77)  HABS. 

Tulare  County 

Mineral  King  vicinity,  Quinn  Ranger  Station,  • 
S   of   Mineral   King   on   Sequoia   National 
Park  (4-13-77). 

Vlsalla,  The  Pioneer.  27000  S.  Mooney  Blvd. 
(5-5-77) . 

Ventura  County 

Ventura,  Dudley  House.  4085  Telegraph  Rd. 
i5-t«-77). 

COLORADO 

El  Paso  County 

Colorado  Springs,  Claremont.  21  Broadmoor 
Ave.  (4-13-77 K 

DELAWARE 

Kent  County 

Dover,  Dover  Green  Historic  District,  bounded 
by  Governors  Ave.,  North,  South,  and  East 
Sts.  (5-6-77). 

New  Castle  County 

New  Castle.  Amstel  House.  Delaware  and  4th 

Sts-  (5-12-77)  HABS. 
Newark  vicinity,  Eastbwn-Jcanci-  Lime  Kuns 

Historic  District  S  of  Newark  on  Llmestorie 

R,d.  (4-28-77)  HAER. 

Sussex  County 

Lewes,  Russell.  William,  House,  410  Pilot 
Town  Rd.  (4-18-77). 

GEORGIA 

Chatham  County 

Savannah.  Massie  Common  School  House, 
207  E.  Gordon  St.  (4-13-77). 

Fulton  County 

A-lanta.  Hurt  Building  45  Ed^ewood  Ave 
NE   (4-13-77). 

IDAHO 

Ada  County 

Boise,  Moore 'Cunningham  House.  1109  Wurrn 
Springs  Ave.  (4-29-77)  HABS. 


ILLINOIS 

Lake  County 

Z;on,  Shxloh  House.  1300  Shlloh  Blvd.  (5-12- 

77). 

INDIANA 

Monroe  County 

Bloomlngton,  WyJte,  Andrew,  House,  307  E. 
and  St.  (4-18-77). 

SvHtserland  County 

Patriot  vicinity.  Merit-Tandy  Farmstead.  NE 
of  Patriot  on  IN  156  (4-29-77) . 

Vanderturgh  County 
EvansvUle      vlclnltv,      Hooker-Ensle-Pierce 
House.  6531  Oak  Hill  Rd.  (4-28-77). 

IOWA 

Blackfiauk  County 

t^Porte  City.  LaPorte  Town  Hall  and  Fire- 
Station.  413  Chestnut  (5-12-77). 

Crawford  County 

Denison.    Chamberlin.    Clarence    D.,    House, 
1434  2nd  Ave.  S.  (4-28-77). 
Des  Moines  County 


Sperrv  vicinity.  Baptist  Church,  W  of  Sperry 
off  U.S.  61  (4-18-77). 

Johnson  County 

Iowa  City  vicinity.  First  Welsh  Congrega- 
tional Church.  5  ml.  SW  of  Iowa  City  off 
lA  1  (4-13-77). 

Solon  vicinity.  Buresh  Farm.  W  of  Solon  off 
I A  382  (4-29-77). 

Mitchell  County 

Stacyvllle  vicinity.  Union  Presbyterian 
Church,  NW  of  Stacyville  (4-13-77). 

Webster  County 

Fort  Dodge,  Oak  Hill  Historic  District.  8th- 
12th  Sts.,  2nd   and   3rd   Aves.    C5-6-77). 

KANSAS 
Johnson  County 

Hillsdale  Archeological  District.  Reference — 
see  Miami  County. 

Miami  County 

Paola  vicinity,  Hillsdale  Archeological  Dis- 
trict. NW  of  Paolo  (5-12-77)  (also  in  John- 
son County) . 

Russell  County 

Lucas.  Garden  of  Eden   2nd  and  Kansas  Ave. 

(4-28-77). 

KENTUCKY 
Fayette  County 

Lexington  vicinity.  Paris  Pike  Historic  Dis- 
trict, NE  of  Lexington,  both  sides  of  U.S. 
27/68  (5-16-77). 

Jefferson  County 

Louisville.  Louisville  Trust  Building.  208  S. 

5th  St.  (4-18-77). 
Louisville,   Tompkins-Buchanan  House,  851 

S.  4th  St.  (4-27-77). 

Knott  County 

Hindnian  vicinity,  Stewart.  Dr.  Jasper,  House, 
5  75  mi.  N  of  Hindman  (4-1&-77),  * 

Trigg  County 

O-o-den  Pond  vicinity.  Center  Furnace,  N 
of  Golden  Pond  (5-12-77). 

Wayne  County 

Mr.  Pisgah.  Adkins-Hurt  Mill,  ofi  KY  167 
(5-6-77). 
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LOUISIANA 

A     ii'nvtion  P  arij  h 

Napoleon V 11  le,  Chnjt  Epuicopal  CPiurch  and 
Cemetery,  LA  :  r<>-- At-cii  Courthouse  St. 
fir.a  I.A   1008   15-2-77). 

Iberia  Parish 

Nf*-  Ib»"na.  Epvicopal  Church  of  the  Epiph- 
any, 303  W.  Main  St.   (4-29-77). 

Jeffer-ion  Parish 

Mt'ttUne.  Camp  Parapet  Powder  AfaffocirK' 
Arlington  St  .  E  cf  Cai;;3eway  Blvd 
(5-24-77). 

Rapides  Parish 

CheneyvUIe  vicinity.  Loyd  Hall  Plantation, 
NW  at  Cheneyvllle  on  Loyd  Bridge  Rd 
(4-29-77). 

St.  Landry  Parish 

Opelouaas.  Prudhomme,  Michel,  House,  1152 
Prudhomme  Circle  1 5-24-77). 

MAINE 
A-'unebec  County 

Watervllle,  Waterville  Post  Office,  Main  and 

Elm  St.   (4-18-77). 
Wlnslow  vicinity.  Brick  School.  S  of  Wlnslow 

on  Cushman  Rd.   (4-18-77). 

Knox  County 

Rockland.  Knox  County  Courthouse,  62 
Union  St.    (4-18-77). 

Lincoln  County 

Boothbay  Harbor,  Boothhay  Harbor  Memo- 
rial Library,  ME  27  (4-18-77K 

MARYLAND 

Montgomery  County 

Beihesda.  Bethesda  Meetinghouse,  9400 
Wisconsin  Ave    i4-  :,<?  77: 

Washingt07i  County 

Bcousboro,  Bowman  House,  323  N  Main  St. 
(4-29-77). 

MASSACHUSETTS 

*ftdd.V"'T  County 

Concord.  P.-.sr  Hoi.j-'  153  FaL-haven  Rd, 
(4-!8-77)  , 

Norfolk  County 

Norwood.  Ddv.  f'-fd  Ho'Jcf.d  Hmi<^e  9^  Day 
St.    (4-18   77i 

MINNESOTA 

Cottonwctxl  County 

Wlndom.  Cottonwood  Couniy  Courthouse, 
lOthSt.  (4-18-T7). 

Hf'.nepin  Ci'funty 

ExeeMor.   Wv.-r  P':,ir,_-c    llou.-:e    201    Mill   St 

(4-l»-77) 
Minneapolis,     Lohr'iar,     John,     House      1514 

Dupont  Ave  ,  N.  (4-18-77). 

Kooc-iictiing  County 

tland  View  vlcimty.  Gold  .^fine  Sites,  NE  of 
Island  View  (5-6-77) 

Pipestone  County 

PlfVe.sto:.i  Pi;>'  ftrn?  .Architectural  District, 
Mam  ^•      =v  -   — 

Ku  c  County 

Faribault.  Congregatiorial  Church  of  Fari- 
bault, 227  NW  3rd  St.   (5-12-77), 

Ro^.'k  CcniTity 

Luverne.  Rock  County  Courthouse  and  Jail, 
Cedar  St   N    and  Luverne  St.  E    (4-18-77). 


MISSISSIPPI 

Adams  County 

Nat<:hez  vlolriity,  i:iizaberh  Female  Academy 
Site,  E  of  Natchez  on  VS.  84/98  (5-8-77). 

Jefferson  County 

Chtirch  Hill,  Christ  Church,  MS  553  (6-6-r7) 
HABS. 

Lowndes  County  V^ 

Columbus,  Hickory  Sticks  {Weir-Haden 
House),  1206  N.  7th  St.  (4-29-77). 

Warren  County 

Vlcksburg,  St,  Francis  Xavier  Convent,  1021 
Crawford  St.  (4-18-77) . 

MISSOURI 
Carroll  County 

Carrollton,  U.S.  Post  Office.  101  N.  Polger  St. 
15-12-77). 

Jackson  County 

Kansas  City,  Kansas  City  Public  Library,  500 

E  9th  St.  (5-23-77). 
Kansas  City,  Scarritt,  Edieard  Lucky,  House, 

3500  Gladstone  Blvd.  (5-23-77) . 
Kansas  City.  Waldo  Water  Tower,  75th  St.  and 

HoLnies  Rd  ,  Tower  Park  (4-18-77) . 
Kansas  City,   Warner,  Maj.   William.  House, 

1021  Pennsylvania  Ave.  (5-23-77). 

St.  Louis  (independent  city) 

Campbell,  Robert  C,  Hmise.  1508  Locust  St. 
(4-21-77)   HABS. 

MONTANA 

Carbon  County 

Dry  head  vicinity,  Ewing-Snell  Ranch.  S  of 
Drvhend  (5-12-77). 

NEBRASKA 

Polk  County 

Osceola,  Mickey,  Gov.  John  Hopwood.  House, 

State  St.  (5-12-77). 

Saunders  County 

Ashland  vicinity,  Beetison,  Israel,  House,  SE 
of  Ashland  '4-18-77) 

NEW  JERSEY 
Burlington  County 

M  re-U'-f.-.\  vicinity,  Ivins-Conover  House,  N 
of  Moorestown  off  D.8.  130  on  Cox  Bd. 
(4-29-77). 

Smith vllle,  Smithville  Historic  District,  off 
NJ  38  (5-12-77). 

Cumberland  County 

Cedarvllle  vicinity.  Old  Stone  Church,  N  of 
Cedarvllle  on  NJ  553  (6-12-77)  HABS. 

Hudson  County 

H->lx>ken,  Church  of  the  Holy  Innocents.  Wil- 
low Ave.  and  6th  St.   (5-24-77). 

Jersey  City,  Barrow,  Dr.  William,  Mansion. 
83  Wayne  St.  (5-2-77). 

Mercer  County 

Tltusvllle  vicinity,  Phillips.  Joseph,  Farm.  N 
of  Tltusviile  on  Hunter  Rd.   (6-2-77). 

Trenton.  Trenton  Battle  Monument.  Warren 
and  Broad  Sts.  ^  5-6-77  i  . 

Middlesex  County 

Perth   .^Jnboy,   St.  Peter's  Episcopal  Church, 

Re^-t<.r  and  Gordon  Sts.' (5-12-77) . 

L'riujn  County 

Elizabeth.  Fxri:  Presbyterian  Church  of  Eliz- 
abeth, 14  44  Bro&d  St.  i5  5-77)  HABa 


NEW   MEXICO 

Bernalillo  County 

Albuquerque,  KiMo  Thfate^.  421  Central  Ave 

(5-2-77). 
Albuquerque,    Rancho    de    Carnue   Site,    off 

VS.  66  (6-4-77). 

Sandoval  County 

BernallUo,  Our  Lady  of  Sorrows  Church,  US 

86  (4-29-77). 
Bernalillo  vicinity,  Jemez  Pueblo,  28  ml.  N. 

of  Bernalillo  on  NM  4  (5-2-77) . 

Santa  Fe  County 

Santa  Pe,  Hayt-Wientgc  House.  620  Paseo  de 
la  Cuma  (5-6-77) . 

NEW  YORK 

New   York  County 

New  York,  frounces  ra;;ern  Blo^k.  bounded 
by  Pearl,  Water,  Breed  Sus.  and  Coenuc-s 
Slip  (4-28-77). 

New  York,  New  York  Cancer  Hospita..  2  W. 
108th  St.  (4-29-77). 

Onondaga  County 

Syracuse,  Loews  State  Theater  362  374  S 
Sallna  St    (5-2-77). 

NORTH   CAROLINA 

Alamance  County 

Alamance  vicinity.  Holt.  L.  Banks,  House, 
S  of  Alamance  on  NC  62  (4-18-77). 

Lincoln  County 

Denver  vicinity,  Graham,  William  A.  Jr., 
Farm.  S  of  Denver  on  SR  1360  (5-6-77). 

Afoore  County 

Southern  Ptnee,  Boyd,  James  House,  Ridge 
Rd.  and  Connecticut  Ave.   (5-12-77). 

Vance  County 

Klttrell  vicinity,  Capehart,  Thomas.  House. 
W  of  Klttrell  on  SR  1105  (5-6-77). 

OHIC 

Hamilton  County 

Cincinnati,  Mills'  Row.  2201-2209  Park  Ave, 
(4-29-77) . 

Summit  County 

Everett  vicinity,  Everett  Knoll  Complex,  S  of 
Everett  (5-25-77). 

OKLAHOMA 

Comanche    County 

Fort  Sill,  Camp  Comanche  Site,  Off  U.S.  277 
(5-12-77). 

PENNSYLVANIA 

Centre   County 

Madisonbiu-g,  Pickle,  Simon,  Stone  House, 
Jet.  of  PA  192  and  PA  445  (4r- 18-77 ) . 

Spring  Mills  vlclxiity,  Allison,  William,  House, 
1  mi.  W  of  Spring  Mills  on  PA  45  ( 4-18-77) . 

Crawford   County 

Meadville,  Bently  Hall.  Allegheny  College 
campus  (5-6-77)   HABS. 

Northampton    County 

Easton,  Seipsville  Hot-'!.  2912  Old  Nazareth 
Rd.  (6-6-77). 

Warren    County 

Warren,  Warren  County  Courthouse.  Mar- 
ket St.  and  4th  Ave.  (4-18-77) . 

Wayne  County 

South  Canaan  vicinity.  Octagon  Stone 
SchooOiouse,  I  ml.  SW  of  South  Canaan 
(6-6-77). 
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RHODE   ISLAND 

Bristol    County 
Bristol.    Mount    Hope    Farm    {Gov.    William 
Bradford  House).  Metacom  Ave.    (5-2-77) 
HABS. 

SOUTH   CAROLINA 

Cherokee    County 
Gaflney.  Davis,  Winnie,  Hall,  1115  College  Dr. 
(4-29-77). 

Horry    County 

Conway  vicinity.  Hebron  Church,  10  ml.  S  of 
Conway  off  U.S.  701  (5-16-77). 

TENNESSEE 

Scott    County 

Huntsville  vicinity.  Paint  Rock  Creek  Covered 
Bridge.  SE  of  Huntsville  on  Jacksboro  Rd. 

(4-18-77). 

Shelby   County 

Memphis.   Porter.  Dr.  D.  T.,  Building,   10  N. 

Main  St.  (4-18-77)  . 
Memphis.    Rayner.   Eli,   House,    1020   Rayner 

St.   (5-9-77). 

Williamson  County 

Thompson  Station  vicinity.  Homestead 
Manor.  N  of  Thompson  Station  on  U.S.  31 
(4-29-77). 

Wilson  County 

Lebanon,  Memorial  Hall,  Cumberland  Uni- 
versity. Cumberland  University  campxis 
(4^29-77). 

Lebanon.  Pickett  Chapel  Methodist  Church. 
E  Market  St.  (4-18-77). 

TEXAS 

Hudspeth   County 
Allamore    vicinity.    Red    Rock    Archeological 
Complex,  4  8  mi.  NE  of  Allamore  (5-2-77). 

VERMONT 

Windham  County 

West  Townshend.  West  Townshend  Stone 
Arch  Bridge,  spans  Tannery  Brook  (4-18- 
77). 

VIRGINIA 

Henrico  County 

Varina  vicinity,  Varina  Plantation,  SE  of 
Varina  off  VA  5  ( 4-29-77 ) . 

WASHINGTON 

Lewis  County 

Curtis  vicinity,  Wolfenbarger  Site,  S  of  Curtis 
(5-2-77). 

Whatcom  County 

Belllngham  Young  Women's  Christian  As- 
sociation^ 1026  N,  Forest  St.  (4-21-77). 

WEST  VIRGINIA 

Kanawha  County 
St.  Albans,  Chilton  House,  off  U.S.  60  (4-29- 


DISTRICT   OF   COLUMBIA 

Washington 

Coues,  Elliott,  House.  1726  N  St.,  NW  (6-15- 
75)  NHL. 

GEORGIA 


Thomas  County 

Thomasvllle,  Bryan,  Hardy,  House,  312  N. 
Broad  St.  (8-12-70). 

VIRGINIA 

Fluvanna  County 

Bremo  Bluff  vicinity,  Bremo  Plantation,  W 
of  Bremo  Bluff  off  U.S.  15  (11-12-69)  NHL; 
H.^BS. 


77). 


Wood  County 


Parkersburg,  Julia-Ann  Square  Historic  Dis- 
trict, both  sides  of  Juliana  and  Ann  Sts. 
from  cemetery  to  9th  St,  (5-24-77). 

WISCONSIN 

Manitowoc  County 

Manitowoc,  'Vilas,  Joseph  Jr.,  House.  610-616 
N  8th  St.  (4-29-77). 

*  *  •  •  • 

The  lollowiiig  is  a  list  of  corrections  to 
properties  previously  listed  in  the  Fed- 
ER.\L  Register: 


The  following  properties  were  omitted 
from  Februarj-  1.  1977.  listing  of  prop- 
erties in  the  Federal  Register. 

ALASKA 

Nome  Division 

Wales  vicinity,  Wales  Sites  (10-15-66)  NHL. 

NEW   YORK 

Suffolk  County 

Mastic.  Floyd,  William,  House.  20  Washing- 
ton Ave.  (4-21-71). 

VIRGINIA 

Ar'iington  County 

Arlington,  Quarters  1,  Fort  Myer,  Grant  Ave. 
(11-28-72)    NHL. 

Lexington  (independent  city) 

Virginia  Military  Institute  Historic  District. 
V^^  campus  (5-30-74)  NHL. 

Washington  and  Lee  University  Historic  Dis- 
trict, W  and  L  University  campus  (11-11- 
71)  NHL. 


The  following  properties  have  been 
determined  to  be  eligible  for  inclusion  in 
the  National  Register.  All  determina- 
tions of  eligibility  are  made  at  the  re- 
quest of  the  concerned  Federal  Agency 
imder  the  authorities  in  section  2(b  i  and 
li3)  of  Executive  Order  11593  as  imple- 
mented by  the  Advisory  Council  on  His- 
toric Preservation.  36  CFR  Part  800.  Thus 
listing  is  not  complete.  Pursuant  to  the 
authorities  discussed  herein,  an  Agency 
OflBcial  .shall  refer  any  questionable  ac- 
tions to  the  Director,  Office  of  .■Archeology 
and  Historic  Preservation.  National  Park 
Service.  Department  of  the  Interior,  for 
an  opinion  respecting  a  property's  eligi- 
bility for  inclusion  in  the  National  Reg- 
ister. 

Historical  properties  which  are  deter- 
mined to  be  eligible  for  inclusion  in  the 
National  Register  of  Historic  Places  are 
entitled  to  protection  pursuant  to  sec- 
tion 106  of  the  National  Historic  Preser- 
vation Act  of  1966.  as  amended,  and  the 
procedures  of  the  Advi.sory  Council  on 
Historic  Preservation.  36  CFR  Part  800. 
Agencies  are  advised  that  in  accord  with 
the  procedures  of  the  .Advisory  Council 
on  Historic  Preservation,  before  an 
agency  of  the  Federal  Government  may 
undertake  any  proiect  which  may  have 
an  effect  on  such  a  property,  the  .Advisory 
Cotmcil  on  Historic  Preservation  shall  be 
given  an  opportunity  to  comment  on  the 

proposal. 


ALABAMA 

Green  County 

GalnesviUe  vicinity.  Archeological  Sites  in 
Oainesville  Project.  Ton:blgbee  Waterway 
(also  in  Pickens  and  Sumter  counties). 

Jefferson  County 
Site  lJe36.  Project  1-459-4(4) . 

Madison  County 
Huntsville.  Lee  House,  Red  Stone  Arsenal. 

Maricopa  County 

Site  U:l:30  {ASU). 
S:te  U:l:31   (ASU). 

Washington  County 

Sunflower   vicinity.   Dr.   Williams  Home,   AL 
project  RF-98(7) . 

ALASKA 

Nome  Division 
Little  Dlomede  Island,  lyapana,  John  House. 

Sitka  Division 
Crab  Bay,  Crab  Bay  Petroglyph. 
ARIZONA 
Conconino  County 

Gray    Mountain    Site.    ( AR-02-020-946) . 
Grand  Canyon  National  Park,  Old  Post  Office. 
House  Rock  Springs,  Upper  Houserock  Valley. 
Pa^ia  Plateau  Archeological  District. 

Graham  County 

Foote   Wash — No  name   Wash   Archeological 


District. 


Maricopa  County 


Beth  Israel  Synagogue,  120  E.  Culver. 

Care  Creek  Archeological  District. 

Olendale  vicinity.  Care  Creek  Dam. 

New  River  Dams  Archeological  District. 

Phoenix,  Brooks,  M.  B.,  House.  334B  75th  Ave. 

Phoenix.  Ellis-Shackleford  House,  1242  N. 
Central. 

Phoenix.  Evans  Bam,  67th  Ave.,  between  Van 
Buren  and  McDowell. 

Phoenix,  Fennemore  House.  501  E.  Moreland. 

Phoenix,  Hidden-Porcher  House,  763  E.  More- 
land. 

Phoenix.  Ivy  House.  Ill  W.  Monroe  St. 

Phoenix,  Kenilworth  Elementary  School,  1210 
N.  5th  Ave. 

Phoenix,  Stewart  House,  1115  N.  Central. 

Maricopa  County 

Tempe.  Andre  Building.  401  S.  Mill  Ave. 

Site  T:4:6. 

Site  U:l:30  (A.S.U.). 

Site   U:l:31    {A.S.U.). 

Skunk  Creek  Archeological  District. 

Mohave  County 

Colorado  Citv  vlclnltv.  Short  Creek  Reser- 
voir States  NA  13.257  and  NA  13,258. 

Nai^ajo  County 

Polacca  vicinity,  Walpi  Hopi  Village,  adjacent 
to  Polacca. 

Pima  County 

Tucson,  Convento  Site. 

Yavapai  County 

Copper  Basin  Archeological  District,  Prescott 
National  Forest. 

Yuma  County 

Eagle  Tail  Mountains  Archeological  Site. 
Yuma  Southern  Pacific  Depot. 

ARKANSAS 

Archeological  Sites.  Black  River  Watershed. 
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i'lc:}/   County 
Site  3CY34.  Little  Black  River  Watershed. 

Faulkyi>:r   County 

Site  3WH145.  E  fork  of  Codron  Cre«k  Water- 
shed (al-so  In  White  county). 

Sites  3VB49  JVB51.  N  furk  Cadron  Cre«k 
Watershed. 

Hempstead  County 

Archeological   Sites  in  Ozan  Creeks   Water- 


shed. 


Sdbastiu'i  County 


BoonevlUe,  Sliding  Slab  Shelter  Stf,  116  W 
Cooke  St. 

CALIFORNIA 

A'cfieological  Sites.  Buchanan  Dam  at  Chow- 
chllla  River. 

.4 .'pint'  County 

U'ood.^/ord  vicinity.  Archeological  Site  4- 
Alp-luo 

Amador  County 

Amador  City,  35  ml.  SE  of  Sacramento. 

Benito  County 

Ch  alone  Creek  Archeological 

Sites,  Pinnacles  National  Monument. 

Calavras    County 

New  Melones  Historical  District,  New 
Melones!  Lake  Project  area,  Stanislaus 
River    (al.Ho    In   Tuolumne    County). 

Colu.ia  County 

Stonevford  vicinity.  Vppfr  and  Lourer  Letts 
Valley    Hi>rorical    DislrWt,    12    ml.    SW    of 

Stoneyf^>rd. 

Del  Sorte  County 

Chi'incy  Rock.  Six  Rivers  National  Forest 
Doctor  Rock,  Six  Rivers  National  Forest. 
Peak   No.   3    Six   Rivers   National   Pore.st. 

El  Dorado  County 

Site  Eld-58. 

Giebenhahn  House  and  Mountain  Brewery 
Complex. 

Fresno  County 

Hclm.i  Pumped  Storage  Archeological  Sites. 

Sierra  National  Forest. 
Ilovie  Ca'-^.p   TS     (6   archeological  sites)    In 

Sierra  National  Forest, 

Glenn  County 

Black     Saddle     Site.     Mendocino     National 

Forest 
W!llo»-s  vlrinltv,  n"'!i.V  Hawk  Top  Site.  TU'ln 

RcH-k.s  Ridge  Road  Recon.structlon  Project. 

Humbolt  County 

Kureka,  Eureka  Historic  District. 

Imperial  County 

Oliin^.'.s  •.•icUilty.  Chcxrolate  Mountain  .^^cheo- 

logval  District. 
Lake  CahuUla,  Lot  1. 
I..-iko  Cahullla.  Lot  5. 

Inyo  County 

Scotty'i  Castle,  Death  Valley  National  Monvi- 
ment. 

Scotty's  Ranch.  Dea'Ja  Va'.ley  National  Monu- 
ment. 

The  Twenty  Mule  Team  Borax  Wagon  Ro<id 
(also  In  Kern  and  San  Bernardino  coun- 
ties). 

Kern  County 

Site  Ca-Kcr-::: 

Lassen  County 

Archeological  Site  HJ-l  and  HJ~5. 


Los  Angeles  County 

Big  Tuijunga  Prehistoric  Archeological  Site, 

I  210  Project. 
Los   Angeles,   Fire   Station  No.   20.  2475   W. 

Washington  Blvd. 
Slmi  Valley,  Archeological  Site  Ve-n-341. 
Van  Norman  Resfvcn.r,  Site  CA-LAN  646,  CA- 

LAS  643.  Site  CA-LAN  490,  and  a  cluster 

^lade   up  of  Sites  CA-LAN,   475,  491,  492, 

and  493 

Madera  County 

Bass  Lake  Archeological  Sites 
CA'MAD  176-185. 
Lower  China  Crossing. 
Neu:  Site. 

Marin  County 

Poi'it  Reyes.  P.  E.  Booth  Company  Pier,  Point 

Reyes  National  Seashore. 
Point  Reyes,  Point  Reyes  Light  Station. 

Modoc  County 

Alturas  vicinity,  Rail  Spring,  about  30  ml.  N 
c'  Altiiras  ;n  Modoc  National  Forest. 

Johnson  Slough  Site  [Sitel). 

Tulelake  vicinity,  Laia  Bed  National  Monu- 
ment Archeological  District,  S  of  Tulelake 
(also  In  Siskiyou  County). 

Mono  County 

Archeological  Site  CA-MNO-684. 

Monterey  County 

Big  Sur,  Point  Sur  Light  Station. 
Pacific  Grove,  Point  Pinos  Light  Station. 

Napa  County 

Archeological  Sites  4~Nap~14,  4-Nap-261. 
Napa  River  Flood  Control  Project. 

Plumas  County 

Mineral,  Hay  Barn  and  Cooks  Cahin,  Drakes- 
bad  (Sifford  Family)  Guest  House,  Lassen 
Volcanic  National  Park 

Mineral,  Summit  Lake  Ranger  Station,  Las- 
sen Volcanic  National  Park. 

Riverside  County 

Twentynlne  Palms,  Cottonwood  Oasis  (Cot- 
toniDood   Springs),   Joshua  Tree  National 

Monument. 
Twentynine  Palms,  Lost  Horse  Mine,  Joshua 
Tree  National  Monument. 

Sac-'artiento  County 

Sacramento  River  Bank  Protection  Project, 
Site  1,  Sacramento  River 

Sacramento  Weir 

Sacramento,  Tower  Bridge,  M  St  over  Sacra- 
mento Elver  laiso  lu  Yolo  County). 

San  Bernardino  County 

Squaw  Spring  Well  Archcolo^cal  District. 
Steam  Well  Petroglyph  Archeological  Dirtrict. 
Trona  Pinnacles  Railroad  Camp. 
T-A-en'ynlne  Palni.s,  Keys.  Bill,  Ranch,  Joshua 

Tree  National   Mouoment. 
Twentynlne  Palm-s.  Twentyntne  Palms  Oaaia, 

Joshua  Tree  National  Monument. 

San  Diego  County 

North    Inland.    Camp    Howard,    VS.    Marine 

Corps,  Naval  Air  Station. 
North     Island,     Rockwell     Field,     Naval     Air 

Station. 
San  Diego,  Marine  Corps  Recruit  Depot,  Bar- 

nett  Ave, 

^"aft  Francisco  County 
San  Francisco,  Twin  Peaks  Tunnel. 
San  Luis  Obispo  County 

New  Guyana  vicinity,  Caliente  fountain  Air- 
craft Lookout  Toxcer,  13  mi  NW  of  New 
Cuyana  off  Rte.  166. 

San  Luis  Ob'.ipo.  San  Luis  Obispo  Light  Sta- 


San  Mateo  County 

Hillsborough,  Potnl  Montara  Light  Station. 

Santa  Barbara  County 

Santa  Barbara,  Site  SBa-1330,  Santa  Monica 

Creek. 
Site  CA-Sbar-1325. 

Santa  Clara  County 

Sunnyvale,  Theuerkauf  House.  Naval  Air 
Station,  Moffett  Field. 

Shasta  County 

Mineral,  Comfort  Station.  Lassen  Volcanic 
National  Park. 

Mineral,  Park  Entrance  Station  and  Resi- 
dence, Lassen  Volcanic  National  Park. 

Mineral.  Park  NaturaUst  s  Residence,  Lassen 
Volcanic  National  Park. 

Mineral,  Warner  Valley  Ranger  Station,  Las- 
sen Volcanic  National  Park. 

Redding  vicinity.  Squaw  Creek  Archeological 
Site,  NE  of  Redding. 

Whlskeytown,  Irrigation  System  {165  and 
166),  Whlskeytown  National  Recreation 
Area. 

Sterna  County 

Archeological  SiU  HJ-5  (Border  Site  26WA 

1676). 
Properties  in  Bans  Lake  Sewer  Project. 

Siskiyou  County 

Thomas-Wright  Battle  Site,  Lava  Beds  Na- 
■   tlonal  Monument. 

Sonoma  County 

Dry  Creek-Warm  Springs  Valley  Archeolog- 
ical District. 

Petaluma,  Ferrell  Home,  500  E.  Washington 
St. 

Santa  Rosa,  Sania  Rosa  Post  Office. 

Tehama  County 

Los  MoUnos  vicinity,  Ishi  Site  {Yahi  Camp), 
E  of  Los  Mollnos  In  Deer  Creek  Canyon. 

Tulare  County 

Atwell's  Mill,  Sequoia  National  Park. 
Cattle  Cabins,  Sequoia  National  Park. 

Yuba  County 

Site  4~Yub-S27  (Marysville  Riverfront  Park 
Project),  along  the  Feather  River,  City  ot 
Marysville. 

COLORAEX) 

jDenrer  County 

Denver,  Eisenl^cncer  Memorial  Chapel,  Build- 
ing No.  27,  Reeves  St.,  on  Lowry  AFB. 

Douglas  County 

Keystone  Railroad  Bridge,  Pike  National 
Poreet. 

El  Paso  County 

Colorado   Springs,    Alamo    Hotel,    corner    of 

Tejon  and  Cucharras  Sts. 
Colorado  Springs,   Old  El  Paso  County  Jail. 

comer  of  Vermljo  and  Cascade  Ave. 

Larimer  County 

Estes  Park,  Beaver  Meadows  Maintenance 
Area,  Rocky  Mountain  National  Park  util- 
ity area. 

Sites  5-LR -357  and  5-LR-263,  Boxelder 
Watershed  Project. 

Pueblo  County 

Pueblo,  Pueblo  Federal  Building  {U.S.  Post 
Office)  ,5th  and  Main  Sts, 

CONNECTICUT 

Fair^eld  County 

Bridgeport  Harbor,  Bridgeport  Canal  Barges 
Norwalk,  Washington  Street — 5.  Main  Strc-t 
Area. 
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Bartford  County 

Farmlngton.  Gridley-Parsons-StapUi  Hcne- 
stead.  Rte.  4.  Parmln^on  Ave 

Hartford,  Chritt  ChurcK  Cathedral  end  Ca- 
thedral House,  955  Main  St  and  45  Ch\irch 

St- 

Eartford,  Houses  on  Charter  Oak  Place. 

Hartford,  Bouses  on  WethersfUld  Ai^enue, 
between  Morris  and  Wyllys  Sts  .  particu- 
larly Noa.  97-81,  65. 

Southington,  LewU,  Sally,  House.  500  N  Mali: 

St. 

Middlesex  County 

Middletown.  Cookson,  John,  House,  S    Main 

St. 

Middletown.  Fuller,  Caleb.  House,  Upper  Wil- 
liams St. 

Middletown,  Southmayd.  William.  House, 
Lower  Williams  St. 

New  London  County 

New    London,     Washington    Street    Historu: 

District,  project  103-159 
New    London,    Williams    Memorial    Institute 

Building,  110  Broad  St. 
Norwich,    Buckingham    Mevior\ai    Building. 

307  Main  St. 

DISTRICT  OF  COLUMBIA 

Auditors'  Building,  201  14th  St.  SW. 

Brick  Sentry   Tower  arui   Wall,  along  M   St 

Central  Heating  Plant,  13th  and  C  St«    SW. 

SB  between  4th  and  6th  Sta  SE 
1700    Block    Q    Street    NW,    1700-1744,    174«, 

1748  Que  St.  NW.;    1586.   1538,   1640.   1602, 

1804,  1606,  1608.  17th  St.  NW 

FLORIDA 

Broward  County 
Hlllsboro  Inlet,  CocwJ  Guard  Light   Station. 

Collier  County 
Marco  Island.  Archeological  Sitei  an  Marco 


Island. 


Monroe  County 


Knights  Key  Moscr  Channel — Packet  Chan- 

nel  Bridge   (Seven  Mile  Bridge) 
Long  Key  Bridge 
Old  Bahia  Honda  Bridge 

Pinellas  County 

Bay  Pines.  VA  Center.  Sections  2,  3  and  '.1 
TWP  31-S,  R-15E. 

GEORGIA 

Bibb  County 

Macon.  Vineville  Avenue  Area,  both  sides  of 
VlnevUle  Ave.  from  Forsyth  and  Hard  man 
Sts.  to  Plo  Nono  Ave. 

Chatham  County 

Archeological  Site,  end  of  Skidway  Island. 
Savannah,  516  Ott  Street. 
Savannah,  908  Wheaton  Street. 
Savannah,  914  Wheaton  Street. 
Savannah.  920  Wheaton  Street. 
Savannah,  828  Wheaton  Street. 
Savannah,  930  Wheaton  Street. 
Skldaway  Island,  Priest's  Landing  Mounds. 

Clay  County 

Archeological  Site  WGC-73,  downstream  from 
Walter  F.  George  Dam. 

Cobb  County 

Bostwick,  Charles  C.  House.  325  Atlanta  St. 
Brumby,     Amoldus,      House,     472      Powder 

Springs  St. 
Clay,  Alexander  Stephens.  House,  353  Atlanta 

St. 
McCullock-Wellons      House.      34S      Powder 

Springs  Rd. 
Slaughter,  M    C,  Cottage!  316  Fraser  St. 


NOTiCES 

De  Kalb  Counig 

AUanta   Atkint  Park  SubdtrUton,  Bt   Augus- 
tine, St.  Charles,  and  St.  Louis  places. 

DecAtur,  Sycamo^^e  Street  Area. 

Fulton  County 
A-Janta   Downtown  Atlanta  Historic  District. 

beginning  at  )ct.  Atlanta  St    ana  Central 

Ave. 

Gordon  County 

Hc;r.cs,  Cleo,  House  and   Frame  Structure. 

University  of  Georgia, 
Moss— Kelly  Hou^e.  Saliacoa  Creek  area. 

Cecne  County 

Wallace  Reservoir  Archeological  District, 
(also   in    Hancock,    Morgan,    and    Putnam 

countie,"-  ,1 . 

Girmnetf  County 

Duluth.  Hudgins.  Scott,  Home  [Charles  W. 
Sumjr.erour  House),  McClure  Rd 

Heard  County 

Philpott  HomeSite  and  Cemetery,  an  bluS 
above  Chattahoochee  River  where  Grayson 
Trail  leads  into  river. 

Richmond  Count':, 

Archeological  Sitci  Project  F-117-1  (7) . 
Augusta,  Blanche  Mill. 
Augusta,  Enterprise  Mill. 
Augusta,  Green  Street. 

Steu^art  County 

Rood  MourUis,  Walter  F.  George  Dam  and 
Reservoir. 

Sumter  County 

Amerk;\iB.  Aboriginal  Oh*t  Quarry.  Souther 
Field. 

HAWAII 
Hawaii  County 

Hawa-i  Volcanoes  National  Park    Maur^  Loa 

Trail. 
Kwalakakwa  Bay,  Kona  Field  System 

Maui  County 

Hana  vicinity.  Kipaliulu  Historu.  District  SW 
of  Hana  on  Rts.  31. 


Oahu  County 


Moanalua  Valley 


IDAHO 

Ada  County 


Boise,  AUianders.  826  Main  St 

Boise   Falks  Department  Store.  100  N   8th  St. 

Boise.  Idaho  Building,  216  N.  8th  St. 

Boise,  Simplot  Building  (Boise  City  National 

Bank) .  805  Idaho  St. 
Boise,  Union  Building,  712^2  Idaho  St, 

Clearwater  County 

Orofino  vicinity.  Canoe  Camp — Suite  IS.  W 
of  Orofino  on  US  12  in  Nez  Perce  National 
Historical  Park . 

Ge;n  County 

Marsh    and    Ireton    Ranch.    Montour    Flood 

project. 
Town  of  Montour,  Montotir  Flood  project. 

Idaho  County 

Kamlah  vicinity.  East  Kamiah — Suite  15,  SE 
of  Kamiah  on  US  12  In  Nez  Perce  Na- 
tional Historical  Park 

Lemhi  County 

'  Tendoy.  Lewis  and  Clark  Trail,  Patter  Creek 
Camp 

Nez  Perce  County 

Lapwai.  Fort  Lapwai  Offioer's  Quarters,  Phln- 
ney  Dr  and  C  St.  in  Nez  Perce  National 
Park 


20063      • 

Lapwai  Spald-.ng. 

Lewlston   Fix  Buildr.c.  211-213  Main  St. 

LewtsVjn,   Lot«T   Snckr   Rii^e^  Archeological 

Distru-t 
Lewl8t.on.  Moxiey  Building.  215  Main  St. 
Le-Alston,  Scully  Building,  209  Main  St. 

ILUNOIS 

Bureau  Couniy 

I  J,  M  Canal  (also  In  Henry.  Bock  Island,  and 
Whiteside  counties) . 

Carroll  County 

Savanna  vicinity.  Spring  Lake  Cross  Dike 
Island  ArcheclogiiOl  Site.  2  ml  SE  of 
Saviii.n,! 

Coo^.  County 

Chicago   Ogden  Building,  180  W.  Lake  St. 
Chicago,  OJtrer  Building    :59  N   Dearborn  St. 
Chicago.    Springer    b:iock    iBjt',    State,    rnnd 

Kran:  Building!      :26-  :4<3  N   S'-at«  St. 
Chicago    Vnr.y  BuiUiing    127  N.  Dearborn  St. 

IX  A'a.b  County 

De  Kalb  Ha:ih  Barbed  Wire  Factory,  corner 
of  6th  and  Lincoln  Sts. 

Lake  County 

Fort  Sheridan    Museum  Bldg.  33.  Lyster  Rd. 
Fort  Sheridan,  H'oter  Tower,  Bldg.  49,  Leon- 
ard Wood  Ave. 

Madison  County 

.4n^rv  Qu  Coirovis,  69  archeological  altes  la 
M.-idi-<n   Monroe,  and  St.  Clair  covintles. 

Rock  Island  County 

Ar,.ueoiogical    Site   ll-Ri-337,   East    Mollne 
Mls.sis6lppl  and  Bock  Rivers. 
Scott  County 

Naples  vicinity,  Naples-Castle  Site,  SW  of 
Naples 

it  uJianu on  County 

Wolf  Creek  Aboriginal  Mound,  Crab  Orchard 
National  WUdllfe  Befuge. 

INDIANA 
Lawrence  County 
Mitchell.  Riley  School. 

Marion  County  -. 

Indianapolis,  Lockfleld  Gardens  Public  Uout- 

tng  Project,  900  Indiana  Ave. 
Indianapolis  \lc;nity.  Ga'f.cld  Park  Pagoda, 

2  m:  S  of  I.'idianapolis  in  Garfield  Park. 

Monroe  County 

Bioomington,  Carnegie  Library. 

Orange  County 

Cox  Site  Lost  River  Watershed 

Half  Moon  Spring,  Lost  River  Watershed. 

St.  Joseph  County 

Mlshawalia.  IOC  NW  Block,  properUes  front- 
ing N  Mam  St  and  W.  Lincoln  Way. 

Sperv^er  County 

EvansvUle,  PoUarc    iiaicr.  House. 

Vanderburgh  County 

E\ansvllle   F.iverstde  Neighborhood. 

Vermillion  County 

Houses  in  ER  C3  32  Project,  Jet.  of  SR  32  and 
SB  63  and  l.'t  rd.  S  of  Jc-„ 

IOWA 

Boom  County 

Sailorii.le  Archeological  DisiTi..t  ^fcl»o  tn 
Polk  and  Dallas  couiities.i. 
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Ida  County 

Muri  Brown  Site   il3-H-4i.  County  Court- 
house. 

Johnson  County 

Indian  Lookout. 

KANSAS 

Douglaj!  Count]/ 

Lawrence.  Curtis  Hall   {Kiva  Ha!!).  Haskell 
Institute. 

KENTUCKY 

Jefferson  County 

A  re  Geological  Sites:  Section  2.  SW  JeJtrS'a 
County  Local  Protection  Project. 

Johnson  County 

Fishtrap  United  Methodist  Church. 
Volga,     McKenzie     Log     Cabin.     McKenzd* 
Branch. 

Lawrence  County 

Fort  Ancient  Archeological  Site. 

LOUISIANA 

East  Baton  Rouge  Parish 
Baton  Rouge.  Spanish  Town,  Baton  Rijuge. 
Orleans  Parish 

New   Orleans.    Casey,    Kate,   House,   932  934 

Howard. 
New  Orleems,  Central  City  District. 
New    Orleans.    Cordes.    John,    House,    3027- 

3029  Royal  St..  Square  170. 
New  Orleans.  Deyron,  Dr.  J.  A.,  House,  3037 

Royal  St..  Square  170. 
New  Orleans.  Dunn.  Andrew  Jackson,  House, 

928-930  Calliope  St..  Square  119. 
New  Orleans,   Duyer,  James,  House,  933  935 

Gaienne  St  .  Square  1 19. 
New     Orleans,     Casquet,     Willmrn.     Hous-'s, 

1128-1130  Constance  St  ,  Square  119. 
New  Orleans,  Hart,  James  S.,  House.  615  Erato 

St.,  Square  71. 
New    Orleans,    I -Sea    Storage    and    Transfer 

Company  Building,  2201   Clio  St.,  Square 

348. 
New  Orleans,  Jahucke  Building,  814  Howard 

Ave.,  Square  237. 
New  Orleans,  Lee  Circle  and  Lee  Monument, 

St.  Charles  Ave.  at  Howard  Ave. 
New    Orleans.    Maginnis    Cotton    Mills,    1054 

Constance  St ,  Square  120.  • 

New  Orleans,  McDowall.  Robert,  House.  1119- 

1121  Constance  St  .  Square  130. 
New  Orleans,  McLaughlin,  M.  A.,  House,  1122- 

1126  Constance  St..  Square  119. 
New  Orleans,  McLeod,  Euphenia  Napir,  House, 

1523-1525  Calliope  St  .  Square  183. 
New  Orleans.  Murray.   Thomas,  House,   1131 

3.  Rampart  St.,  Square  290. 
New  Orleans,   Old  Firehouse,   1045   MtigiUine 

St..  Square  158. 
New  Orleans.  Peyton.  William  H.,  House,  1135 

S.  Rampart  St..  Square  290. 
New  Orleans,  Roper,  George  W.,  House.  1032 

St.  Charles  Ave.,  Square  183. 
New  Orleans,  St.  John   the   Baptist  Church, 

1139  Dryedes  St..  Square  277. 
New  Orleans,  Saulet,  Marie  Theresa,  House, 

1218-1222  Annunciation  St.,  Square  100. 
New    Orleans.    Schwegmaun,    G.    A.,    House 

3044  Royal  St.,  Square   142. 
New  Orleans,  Sincer.  Louis,  House,  1061  Camp 

St.,  Square  183. 
New  Orleans,  Sporl,  C.  J..  House,  3015  Royal 

St.,  Square  142. 
New  Orleans,   Talen,  Aaldemar  AppoUonius. 

Studio-House,    1029    Calliope    St  .    Square 

137. 
New  Orleans,  Temple  Stnax.  1032  Cero.;delet 

St  .  Square  215. 
New  Orleans,   Verrt-t.   Theodore,  Hou^c,   1216 

Anniuiclatlon  S;  ,  Square  109. 


New  Orleans,  Tourae,  Nicholas.  House,  1169 

Tchoupltoulas  St..  Square  71. 
New  Orleans    Zangei.  Frederick.  House,  1118 

Constance  St.,  Square  119. 

St.  Martins  Parish 
Site  16.  Sm — 45.  Atchafalaya  Basin  Floodway. 

Vernon  Parish 
Ft  Folii.  Site  16  VN  !S 

MARYLAND 
Allegany  County 

Fllntstone    vicinity,    Martin   Cordon   Farm, 

Breakneck  Rd.  (Rte.  1 ) . 
Fllntstone  vicinity,  Martins  Mountain  Farm, 

Breakneck  Rd.  (Rte.  1 ) . 

Anne  Arundel  County 

Claiborne,     Bloody     Point     Bar     Light,     on 

Chesapeake  Bay. 
Skldmore,    Sandy    Point    Shoal    Light,    on 

Chesapeake  Bay. 

Baltimore  (Independent  city) 

Baltimore  Belt  (Baltimore  and  Ohio)  Rail- 
road (Howard  Street  Tunnel  and  Power 
House ) . 

BaTTe  Circle  Historic  District,  Lombard  St., 
Fremont  Ave.,  Scott  St. 

Mount  Calvary  Church  Historic  District.  Bid- 
die  St.,  Madison  Ave  .  N  Eutaw  St. 

Baltimore  County 

Fayette  Street  Methodist  Episcopal  Church, 
745  West  Fayette  St. 

Baltimore  County 

Federal  Hill-Riverside  Park  Historic  District, 
Federal  Hill  and  Riverside  Park  areas. 

Fort  Howard,  Craighill  Channel  Upper  Range 
Front  Light,  on  Chesapeake  Bay. 

Hollins-Lombard  Historic  District.  800  blocks 
of  Holllns  and  Lombard  Sts.,  bet.  FYemont 
and  Callender;  unit  block  of  Parkin  St. 

New  Owings  Mills  Railroad  Station,  W  ol 
Relsterstown  Rd. 

Old  Owings  Mills  Railroad  Station,  Relsters- 
town Rd. 

Old  Western  Police  Station  (Old  Pine  Street 
Station) . 

Ridgely's  Delight  Historic  District. 

Sparrows  Point.  Craighill  Channel  Range 
Front  Light,  on  Chesapeake  Bay. 

St.  Paul's  Cemetery,  Union  Block.  Fremont 
Ave. 

Carroll  County 

Bridge    No.    1-141    on    Hughes    Road. 

Cecil  County 

Sassafras  Elk  Neck,  Turkey  Point  Light,  at 
Elk  River  and  Chesapeake  Bay. 

Dorchester  Ccninty 

HoppersvUle.  Hooper  Island  Light,  Chesa- 
peake Bay-Mldd'.c-  Hooper  Island. 

Frederick  County 

Fort  Detrlck,  Horton  Test  Sphere  (One- 
Million-Liter  Test  Sphere) . 

Montgomery  County 

Rockville,  Third  Addition  to  Rockville  and 
Old  St.  Mary's  Church  and  Cemetery. 

St.  Marys  County 

Piney  Point,  Piney  Point  Light  Station. 

St.  Intgoes.  St.  Inigoes  Manor  House,  Naval 

Electronic    System    Test    and    Evaluation 

Detachment. 
St.   Marys   City,  Point   No   Point   Light,   on 

Chesapeake  Bay. 

Talbot  County 

Tllghman   Island.   Sharps   Island  Light,  on 

Chesapeake  Bay. 


MASSACHUSETTS 

Barnstable  County 

North   Eastham.    French    Cable   Hut,   jet    of 

Cable  Rd.  and  Ocean  View  E>r. 
Rider.    Samuel,    House.    Gull    Pond    Rd.    off 

Mid-Cape  Hwy.  6. 
Truro,  Highland  Gold  Course,  Cape  Cod  Light, 

area. 
Truro,    Highland    House.    Cape    Cod    Light 

(Highland  Ugh t)  area 
Wellfleet    vicinity,    Atwood—Higgins  House, 

Boundbrook  Island. 

Bristol  County 

New  Bedford,  Fire  Station  No.  4,  79  S  6th  St. 

Hampden  County 

Holyoke,  Caledonia  Bziilding  (Crafts  Build- 
ing). 185-193  High  St. 

Holyoke,  Cleary  Building  (Stiles  Building), 
190-196  High  St. 

Holyoke,  Steamer  Company  No.  3. 

Middlesex  County 

Wayland,  Old  Town  Bridge  (Four  Arch 
Bridge),  Rte.  217,  1.5  m.  NW  of  Rte.  126 
Jot, 

Suffolk  County 

Northern  Avenue  Bridge.  Fort  Point  Channel. 

Worcester  County 

Lelceeter.  Shaw  Site  (Sites  4.  5.  and  6) ,  Upper 
Quaboag  River  Watershed  project. 

North  Brookfleld,  Meadow  Site  No.  11,  Upper 
Quaboag  River  Watershed. 

Worcester,  Oxford-Croicn  Streets  District, 
Chatham,  C^sngress.  Crown,  Pleasant,  Ox- 
ford Sts.,  and  Oxford  PI. 

MICHIGAN 

Kalamasoo  County 

Masonic   Temple,   comer   Rose   and   Eleanor 

Sts. 
Little  Forks  Archeological  District. 

Marquette  County 

White  Deer  Lake  Camp,  Ottawa  National 
Forest. 

MINNESOTA 
St.  Louis  County 
Duluih,  Morgan  Park  Historic  District. 

Winona  County 
Winona.  Second  Street  Co7i:merc:al  Block. 

MISSISSIPPI 

Loicndes  County 

Tibbee  Creek  Archeological  Site,  Columbus 
lock  and  dam  project, 

Tishomingo  County 

Tennessee — Tombigbee  Waterway. 

MISSOURI 

Buclianan  County 

St.  Joseph,  Hall  Street  Historic  District, 
bounded  by  4th  St.  on  W.,  Robldoux  on 
S.,  10th  on  E.,  and  Michel,  Corby,  and 
Ridenbaugh  on  N. 

Dent  County 

Lake  Spring,  Hyer,  John.  House. 

Franklin  County 

Leslie,  Noser's  Mill  and  adfaccnt  Miller's 
House.  Rural  Rte.  1. 

Greene  County 

Springfield,  Landers  Theater.  311  East  Wal- 
nut St. 
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Henry  County 

La   Due,    Batschelett   House,   near    Harry    8 

Truman  Dam  and  Reservoir. 
Little  Black  River  Watershed  (also  In  Ripley 

County).  '■ 

Monroe  County 

Violette,  Alexajider  House.     < 

MONTANA 

Big  Horn  County 
Fort  Smith  Big  Horn  Canal  Headgaie 
Carbon  County 

Hardin    Pretty    Creek    Site    (Hough    Creek 

Site)    Big  Horn   Canyon   National   Recrea- 


tion Area. 


Cascj.dc  County 


Great  Fulls.  Building  at  108  Central  Avenue. 
108  Central  Ave. 

Custer  County 
"Old  Fort"  at  Fort  Keogh. 

Fergus  County 

Lewis  A  Ckirfc,  Campsite.  May  23.  1805. 
Levis  4  Clark,  Campsite.  May  24,  180S. 

Lewis  and  Clark  Ccmnty 

MarysviUe,  Marysx-ille  Historic  District. 

NEBRASKA 

Cherry  County 

Valentine  vicinity.  Fort  Niobrara  National 
Wildlife  Refuge. 

Valentine  vicinity,  Neivman  Brothers  Ho-.-se 

Ktudx  County 
Nioh'-a'-a  Historic  Properties. 
NEVADA 

Clark  County 

Las  Vegas  vicinity.  Blacksmith  Shop.  Desert 
National  Wildlife  Ranfe-e. 

Las  Vegas  Vintcity.  Las  Vegas  Wash  Archeo- 
logical District. 

Las  Vegas  vicinity,  Me:iquite  Hou.-r  De&ert 
National  Wildlife  Range 

Elko  County 

Carlln  vicinity,  Archeological  Sites  :CEK16€9. 
26EK1672. 

Nye  County 

I.A.S  Vegas  vicinity,  Emigrant  s  Trail,  about 
75  ml.  NW  of  Las  Vegas  on  U.S.  95. 

Pershing  County 

Lovelock  vicinity,  .4dobe  in  Ruddell  Ranch 
Complex. 

Lovelock  vicinity.  Lovelock  Chinese  Settle- 
ment Site. 

Storey  County 

Sparks  vicinity,  Derby  Diversion  Da^n:,  on  the 
Truckee  River  19  ml.  E  of  Sparks,  along 
I  80  ^also  in  Washoe  County) . 

Washoe  County 

Site  26Wa20C5. 

NEW   HAMPSHIRE 

Hillsborough  County 

Amoskaag  Millyard  Complex. 
Smyth  Toicer. 

Rockingham  County 

Portsmouth,  Pulpit  Rock  Observation  Sta- 
tion, Portsmouth  Harbor, 

Strafford  County 

Odd  Fellou's  Hall  iMorning  Star  Block). 
ONeill  House  (Cocheco  Co.  Mousing). 
Public  Market  iMorriU  Block) . 


Trella     House     iDoicr     Manufacturing     Co. 

Housings . 
Veterans  Biulding  (Central  Fire  House) . 

Western  A:.to  Block  iMerchants  Row. 

NEW  JERSEY 

Hudson  County 

SS.  Newton,  midway  between  Ellis  and  Lib- 
erty Islands. 

Mercrr  County 

Hamilton  and  West  Wlnd.sor  Townships,  As- 

sunpmk  Historic  District.  — 

Trenton.  Lamberton  Interceptor. 

West  Windsor  Township  Wastewater  Facil- 
ities (.Archeological  Site  3313.14) — £j:- 
tended. 

Middlesex  County 

Cranbu-y  Historic  District. 

New  Burnswlck.  Dclairare  end  Raritan  Cancl. 

between    Albar.y    St     Bridge   and    Landing 

bane  Bridge. 

Monviouth  County 

Long  Branch  The  Reservation,  1-9  New 
Ocean  Ave 

Mc'"i5  County 

Morrlstown,  Abbett  Avenue  Brid'^e. 
Ocean  County 

Joseph  Holmes  MiU  (The  Mill  Siu  SW 
corner  of  intersection  of  MiU  and  Parker 
Sts. 

War-cn  County 

Oxford  Industrial  District,  Oxford  Township. 

NEW   MEXICO 

Chaici  County 

Cites  LA11809—LA11822,  Oottonwood-Wai- 
nut  Creek  Watershed  (also  la  Eddy  Coun- 
ty). 

Dona  Ana  County 

Placitas  Arroyo,  :itef  SCSPA  IS 

Guadalupe  County 

Los  Esteros  Lake  Archeological  Site. 

Lee  County 

Laguna  Plata  Archeological  District. 

McKinle-j  County 

Zuni    Pueblo    Watershed.    Oak    Wc-h     Sites 
N.M.G.:13.1»-'N.M.G.:13:37. 

Otero  County 

Three  Rivers  Petroglyphs. 

Rio  Arriba  County 

Cerrito  Recreation  Site  Archeological  District. 

NEW   YORK 

Albany  County 

Gullderland,  Nott  Prehistoric  Site. 
Tetilla  Peak  Site. 

Bronx  County 

New  York,  Broru:  Post  Office. 
New  York,  North  Brothers  Island  Light  Sta- 
tion, In  center  of  East  River. 

Broome  County 

MiU  Site  at  Site  7-A,  Mantlcoke  Creek  project 

(also  In  Tioga  County) . 
Vestal,    Vestal   Nursery   Site.   Vestal    Project 

(also  in  Union  County) . 

Chautauqua  County 

Dunkirk.  Properties  in  the  city  of  Dunkirk 
Loomis  Archeological  Site.  South  and  Central 
Chautauqua  Lake 


Crreenf  Co'unty 

New  York.  Hucwn  City  LigKt  Station.  In 
center  of  Huds^ju  River. 

Kings  County 

Ste«plechas<  Parachute  Jump. 

Nassau  County 

Oreenvale,  Toll  Gate  Bouse,  Northern  Blvd. 
Long  Island.  Seafood  Park  Archeological  Site. 

Ne%c  York  County 

New  York  Colon ta.'  Park  Pool  Complex,  Brad- 
hurst  A\  e 

New  York  ila'iem  Courthouse,  170  E.  121st 
St. 

New  York,  .Sew  York  Cancer  Hospital  .Towers 
Nursing  Home),  2  W.  106th  St. 

Omnge  County 

Port  Jervis,  Church  Street  School,  55  Church 
St. 

Port  Jervis,  Farnum,  Samuel,  House,  21  Ul- 
ster PI 

Osvego  County 

Gust-.n-Karle  Factory  Site,  village  of  Mexico. 
Musico    Motors    Building,    W.    First    and   W 
Sciieca  Sis. 

Otsego  County 

Sicart-Wilcox  House 

Queens  County 

Fort  Tottt  n  Officers'  Club 

Ricfimcnd  County 

New  York  Komcr  Shoal  Light  Station,  lo- 
cated tn  lower  bay  area  of  New  York 
Harbor 

Staten  Island,  U.S.  Coast  Guard  Base,  St. 
George. 

Saratoga  County 

Saratoga  Springs,  Yaddo  House  and  Gardens. 

District. 
Satatoga  Springs,  Yaddo  House  and  Gardens, 

Saratoga  Springs  Historic  District. 
Schuylervllle,    Archeological   Site,   Bchuyler- 

vlUe  Water  Pollution  Control  Faculty. 

Schoharie  County 

Breakabeen.  Breofcabeen  Hwfortc  Distric  t,  be- 
tween village  of  North  Blenheim  and 
Breakabeen. 

Staten  Island 

Tottenville,  Wards  Point.  Oakwood  Beach 
Project. 

Suffolk  County 

Janesport  vicinity.  East  End  Site. 
Janesport  vicinity,  Hallocks  Pond  Site 
New   York,   Fire   Island   Light   Station,   US 

Coast  Guard  Station. 
New  York.  Little  Gull  Island  Light  Station. 

off    North    Point    of    Orient    Point.    Long 

Island 
New    York.   Plum   Island   Light    Station,   off 

Orient   Point.  Long  Island. 
New    York.    Race   Rock   Light   Station,   S.   of 

Fishers  Island,  10  mi.  N.  of  Orient  Point. 
NorthiHlle    Historic    District,    houses    along 

Sound  Ave.  _ 

Ulster  County 

Kingston    vicinity,    Esopus    Meadows    Light 

Station,  middle  of  Hudson  River. 
New  York,  Rondout  North  Dike  Light,  center 

of  Hudson  River  at  Jet.  of  Bondout  Creek 

and  Hudson  River. 
New  York,  Saugerties  Light  Station,  Hudson 

River. 
Wildriere  and  Cliffhouse  Resort  Hotels  (Min- 

newaska   Acquisition   Project),    towns   of 

Gardiner  and  Rochester. 

Warren  County 
Lake  George,  Boyau,  portion  of  Montcalm  St. 
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Washington  County 

Greenwich,  Palmer  Mill   lO'.d  Mx'.l-     Mill  St. 

Westchester  County 

Port  Washington  vicinity.  Execution  Roclcj 
Light  Station,  lower  SW  portion  of  Long 
Island  Sound. 

Yonkers.  Women's  Institute  Building. 

Yorktown,  Yorktoicn  Railroad  Station. 

NORTH    CAROLINA 

.Alamance  County 

Burlington,  Clapp's  Mill  and  Dam  Site  (also 
in  Guilford  County) . 

Burlington,  Faust  Mill  (also  In  Guilford 
County) . 

Burlington,  Lou;  House  (also  in  Guilford 
County). 

Burlington,  Southern  Raili^ay  Passenger  De- 
pot. NE  corner  Main  and  Webb  Sts. 

Brunswick  County 

Southport.  Fort  Johnston.  Moore  St. 

^  Caswell  County 

Archeological  Sites  CS-12.  County  Line  Creek 
Watershed  Project  (also  in  Rockingham 
County) . 

Womack's  Mill,  in  County  Creek  Watershed 
Project  (also  in  Rockingham  County) . 

Cleveland  County 

Archeological  Resources  in  Second  Brood 
River  Watershed  Project  (also  in  RutHer- 
ford  County). 

Cumberland  County 

Fayettevllle,  Veterans  Administration  Hoi- 
pital  Confederate  Breastworks,  23  Ramsey 


St. 


Dare  County 


Bvixton,  Cape  Hatteras  Light.  Cape  Hatteras 
National  Sea.shore. 

Forsyth  County 

Winston-Salem,    Atkins     D'.    Sivion    Green 

House.  346  Atkins  St 
Winston-Salem,    Hill,   James    S.,    House,    914 

Stadium  Dr. 
\v  .iiston-Salem.   Paisley.    J     W      House.   934 

Stadium  Dr. 

Hyde  County 
Ocracoke.  Ocracoke  Lighthouse. 

NORTH  DAKOTA 

Burleigh  County 
Bismarck,  f  orf  Lincoln  Site. 
OHIO 

Adarns  County 

W.'ightsville  vicinity,  Grimet  Site  i13  .4D  ?9), 
Klllen  Electric  Generating  Station 

Wrlghtsville  vicinity,  KUlen  Bridge  Site,  {33 
AD  36),  Killen  Electric  Generating  Station. 

Astabula  County 

Astabula.  West  Fifth  Street  Bridge,  over 
Astabula  River. 

Clermont  County 

Neville  vicinity,  Maynard  House,  2  mi  E  oi 
Neville  off  U.S.  52. 

Crawford  County 

Calvary  Reformed  Church,  First  United 
Methodist  Church.  Crestline  Shunk  Mu- 
seum. 

Darke  County 

DAR-Sh  -571-0.00. 

Montgomery  County 
Columbia  Bridge  Works. 
Lower  Cratifs  Rxid  Bridge. 


Pickaway  County  * 

Williamsport  vicinity.  The  Shaclt  {Daugh- 
erty,  Harry.  House),  5.5  ml.  NW  ol  Wil- 
liamsport. 

Richland  County 

Mansfield,  Ritter,  William,  House,  181  S. 
Main. 

Seneca  County 
Tiffin,  Old  U.S.  Post  Office.  215  S.  Washing- 
ton St. 

Summit  County 

United  Way  Building,  Perkins  St. 

Tuscarawas  County 

Conotton  Creek  Bridge,  CR  90  In  Warren 
Township,  over  Conotton  Creek. 

Warren  County 

Corwln,  Shaffer  Mound.  B  of  New  Burlington 

Bd. 
Harveysburg,  F.  L.  Anderlee  Mound.  8  of  New 

Burlington    Rd.    In    Caesar    Creek    Lake 

Project. 

Wayne  County 

Wooster.  Thome  House,  1576  Beall  Ave. 

OKLAHOMA 

Atoka  County 

Estep  Shelter,  Lower  Clear  Boggy  Watershed. 
Graham  Site.  Lower  Clear  Boggy  Watershed. 

Comanche  County 

Fort   SlU,    Blockhouse   on   Signal   Mountain 

off  Mackenzie  Hill  Rd. 
Fort  Sill,  Chiefs  Knoll,  Post  Cemetery,  N  ot 

Haskell  County 

Keota  vincinlty,  Otter  Creek  Archeological 
Site,  SW  of  Keota. 

Kay  County 

NewkLrk  vicinity,  Bryson  Archeological  Site, 

NE  of  Newkirk. 

OREGON 

Baker  County 

Baker  vicinity.  Virtue  Flat  Mining  District, 
10  mi.  E  of  Baker  off  Hwy.  86. 

Columbia  County 

Scappose  vicinity,  Portland  and  Southwest- 
ern Railroad  Tunnel.  13  ml.  NW  of  Scap- 
pose. 

Coos  County 
Charleston.  Cape  Arago  Light  Station. 

Curry  County 
Port  Orford.  Cape  Blanco  Light  Station. 

Douglas  County 
Winchester  Bay,  Umpqua  River  Lighthouse. 

Gilliam  County 
Archeological  Sites  {Ghost  Camp  Reservoir) . 

Arlington   vicinity,   Four  Mile  Canyon  Area 

,  Oregon  Trail) .  10  ml.  SE  of  Arlington. 
C'-:. "I  Gristmill,  Ghost  Camp  Reservoir  area. 
0:d  Wagon  Road,  Ghost  Camp  Reservoir  area. 
Oh  I  .^'-'.ool.  Ghoet  Camp  Reservoir  area. 
Steel    Trus    Bridge,    Ghost    Camp    Reservoir 

area. 

Klamath  County 

Crater  Lake  National  Park,  Crater  Lake 
Lodge. 

Lane  County 

Roosevelt  Beach,  Heceta  Head  Lighthouse. 
Ro'-'sevelt  Beach,  Heceta  Head  Light  Station. 


Lincoln  County 

Agate  Beach,  Takuina  Head  Lighthouse. 

Tillamook  County 

Tillamook,  Cope  Meares  Lighthouse. 

Wasco  County 

Memaloose  Island,  River  Mile  177.5  in  Colum- 
bia River. 

Wheeler  County 

Antone,  Antone  Mining  Town,  Barlte  1901- 
1906. 

PENNSYLVANIA 

Adams  County 

Gettysburg,  Barlow's  Knoll,  adjacent  to 
Gettysburg  National  Military  Park. 

Kuhn's  Fording  Bridge,  spans  Conewago 
Creek. 

Allegheny  County 

Bruceton,    Experimental   Mine,   U.S.   Bureau 

of  Mines,  off  Cochran  Mill  Rd. 
McJunkin  Site,  New  Texas  Rd. 

Berks  County 

Mt.  Pleasant,  Berger-Stout  Log  House,  near 

Jet.  of  Church  Rd.  and  Tulephocken  Creek. 
Mt.  Pleasant,   Conrad's   Ware}iouse,  near  Jet. 

of  Rte.  183  and  Powder  Mill  Rd. 
Mt.  Pleasant,  Heck-Stamm-Unger  Farmstead, 

Gruber  Rd. 
Mt.  Pleasant,  Miller's  House,  Jet.  of  Rte.  183 

and  Powder  Mill  Rd 
Mt.    Pleasant,     OBolds-BilUnan    Hotel    and 

Store,  Gruber  Rd  and  Rt«.  183. 
Mt.    Pleasant,    Pleasant    Valley    Roller    .Mill, 

Gruber  Rd. 
Mt.  Pleasant,  Reber's  Residence  and  Barn,  on 

Tulephocken  Creek. 
Mt.  Pleasant,  Union  Canal   Blue  Marsh  Lake 

Project  area. 
fteadlng  vicinity.   Blue  Mar?h   .Archeological 

District. 

Sutler  County 

Butler,  Bonnie  Brook  Archeological  Site. 

Chester  County 

Charlestown,  Nesspor  House  {Thomas  Davis 

House) .  State  Rd. 
Charlestown,  Pickering  Creek  Ice  Dam,  State 

Rd. 
Lock  Aerie. 
Nature    Center    of    Charleston.     State     Rd 

Charleston  township. 

Clinton  County 

Lockhaven,  Apsley  House.  302  E.  Church  St 
Lockhaven,  Harvey  Judge.  House,  29  N.  Jav 

St. 
Lockhaven,   McCormick,  Robert.   House.   234 

E.  Church  St. 
Lockhaven,  Mussina,  Lyons,  House.  23  N   Jav 

St. 

Delaware  County 

I  476  Historic  Sites  (20  Historic  ^ites),  Jtid- 
County  Expwy.  (also  In  Montgomery 
County) . 

Minshall  House.  Media  Borough. 

Huntingdon  County 

Brumbaugh  Homestead,  Ray.stown  Lake 
Project. 

Lackawanna  County 

Carbondale,  Aftners  and  Mechanics  Bank 
Bldg..  13  N.  Main  St. 

Lancaster  County 

Bainbrldge  Township,  Haldeman  Mansion. 

Lehigh  Comity 

ColesviUe  vicinity.   Site  1:  Farmliouse.   barn. 

and  outbuildings ,  1-78. 
Dornejrville.  /finer  George  Inn  and  tico  other 

stone   houses.    Hamilton   and   Cedar   Crest 

Blvds. 
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Lycoming  County 
WUllameport,   Faxon  Co  .   Inc     Will!ani.sport 


Beltway 


tiorthampton  County 


Lehigh  Canal. 

Site  3:  Farmhouse,   barn    and   outbuildings, 

1-78 
Site  4:  Farmhouse,   barn,   and   outbuildings. 

1-78 

Phi'i.adelphia  County 

Philadelphia,  Bridge  on     I"  Street,  over  1&- 

cony  Creek 
Philadelphia,  Courthouse  and  Post  Office.  9tii 

St  .  between  Chestnut  and  Market  Sts 
Philadelphia,  New  Forest  Theatre    1108-1114 

Walnut  St. 
Philadelphia,  Por'i    Frederic'K    House.  216  N. 

33rd  St. 
Philadelphia.    Trenoni    MilU     Wigonocklng 

St.  and  Adams  Ave 
US  Naval  Ba.se.  Quarters  "A"  Commandant's 

Quarters 

Washington  County 

Charleroi,  Ninth  Street  School 
Somerset  Town.shlp,    Wright  No    22  Covered 
Bridge. 

York  County 

Wellsville  Historic  District, 

RHODE    ISLAND 

Providence  Counri 

Providence,    Woonesquatucket    Bridge 
Woonsocket,    Club    Marquette    Building    [St, 
Anne's  Gymnasiums.  Cumberland  Sr 

Washington  County 

Narragansett.  Spragur  Got  B'-idpe  Bo-ston 
Neck  Rd 

SOUTH    CAROLINA 

Beaufort  County 

P&inr,  Islarid,  Marine  Corps  Recruit  Depot. 

Charleston  County 

Charleston,  139  Ashley  St. 

Charleston,  69  Barre  St. 

Charleston,  69r  Barre  St, 

Charleston,  316  Calhoun  St 

Charleston,  316r  Calhoun  St, 

Charleston,  268  Calhoun  St. 

CiitLTleslon,  274  Calhoun  St. 

Charleston,  Old  Rice  Mill,  off  Lockwood   Dr 

Florence  Counti 

Florence  United  State.i  Post  O^ice-Florence, 
South  Carolir.a,  corner  of  Irby  St  and  Evan 
St 

SOUTH    DAKOTA 

Minnehaha  County 
Orplieuvi  Theater,  315  N   Phillips  Ave. 

Pennington  County 
Rapid  City.  612-632  Main  St 

TENNESSEE 

Davidson  County 

Nashville,  Ancient  Indian  Vil'uige  aud  Burial 
Ground,  section  203(bi 

TEXAS 

Bexar  County 

Fort  Sam  Houston  Eisenhower  Hru.ff  Artil- 
lery Post  Rd 

Concho  County 

Middle  Colorado  River  Watershed,  Prehis- 
toric Archeology  te  the  Southwest  LmtertiU 

Subu>atershed  (also  In  McCulloch  County) . 


NOTICES 

Denton  Cohnty 

Hammons     George    House     b«>tweeii    Sanpere 
and  Pilot  Point. 

El  Paso  County 

Castner  Range  Archeolog'cal  Sites. 

Galveston  Ccmnti 

Galveston.    US     Customhouse     boundec    by 
Avenue  B    17th   Wat*r.  and  18'h  Sts 

Harde^.an  Counti 

Quanah,    Quanah    Railroad    Station    Lots    3, 
3,  and  4  in  Block  2, 

Uvalde  County 

Leona  River  Watershed,  Archeological  Sites 

Webb  County 

Laredo.    Bertant     Paul    Prevost    House     S04 

Itvirblde  St 
Laredo,    De   Lea!     Vnscava     Hr^v^r     B20    Zars- 

goza  St 
l^redo.    Garza    Zoila  De  la.  House.  500  Itur- 

litde  St. 
1  aredo.  Leyendecker  Salinas  House,  702  Itur- 

bide  St 
Laredo.  Montemayor.  Jo.'se  A.,  House   iCarols 

Vein  House)  .  601  Zaragosa  St 

TRUST   TERRITORY   OF   THE 
PACIFIC    ISLANDS 

Truk  Distru-t 

Saport  Village   Aikei  Winas   Pefen  Island. 

UTAH 

EnieTy  County 

Site  ML' 21 45,  Mantl-LaSal  National  Forest. 

Salt  Lake  Countt' 

Salt  Lake  City.  LoIIin  Block,  238-240  S   Main 
St. 

VERMONT 

Chittenden  County 
Clark  Memorial  Building 

Windham  County 

Rockingham.  Bellow  Falls  Armory    72  West- 
minster St  ,  Bellows  Falls 

Windsor  County 
Windsor.  Post  Office  Building 

VIRGINIA 

Accomack  Count ;, 

Captain's     Cove     Dev  ,     Archeologic-al     Sites 
tChincoteagne  Bay) 

Allegheny  dunty 

Gathright  Lake  Project  (Archeological  sites). 
(also  In  Bath  C-ounty) , 


Fort  CrisueU 


Wythe  County 


WASHINGTON 

Benton  Counti, 


Richland    vicinity.   Paris    Archeological    Site. 

Hanford  Works  Reservation 
Richland  vicinity.  Wooded  Island  A'rcheologi- 

cai  District.  N  of  Richland 

Callav:  Counti 

Cape  Alava  vicinity,  White  Rock  Village 
Archeological  Site,  S  o,  Cape  Alava 

Olympic  National  Park  Archeological  Dis- 
trict, Olympic  National  Park  (also  In  Jef- 
ferson County) . 

Beglum.  New  Dungeness  Light  Station 


2\m9 

Grays  Harbor  Ccmnty 

Weft    Port      Grais    Harhcir    Light    Station 

King  County 

Burton  Point  Robinson  Lxght  Station 
Seattle,  Alki  Point  Light  Station. 
Seattle,  Home  o'  the  Good  SHepherd 
Seattle    West  Pennt  Light  Station 

Kitsap  County 
Hansvllle,  Point  No  Point  Light  Station. 

Pacific  County 
Ilwaco.  North  Head  Light  Sfofion 

Pt<>rce  County 

Fort  Lewis  Mllitarv  Reservation,  Capioin 
Wilkes   July  4,  1841,  CeUbration  Site. 

Longmire,  Longmire  Cabin,  Mount  Rainier 
National  Park. 

San  Juan  County 

San  Juan  Islands.  Pato4  island  Light  Station 

Skamania  County 

North  BomevlUe,  Site  44SA11.  Bonn-vtlle 
Dam  Second  Powerhouse  Project 

Snohomish  County 
Muk;lteo   Mukiltea  Light  Station 
Wahkiakum  County 
Skaniokawa       village^       j4rc/ieotoj)icaJ       site 
45   WK- 5 

WLST    VIRGINIA 
Barbour  County 

Covered  Bridge  across  Rooting  Creek.  Elk 
Creek  Watershed  (also  In  Harrison 
County) . 

CabeU  County 

Hmitington  Old  Bank  Building.  1209  3rd 
Ave. 

Kanaivha  County 

Charleston.  Kanawha  County  Court 'lou.^f. 

Wood  County 

Parkersburg,  Wood  County  Courthou-^e. 
Parkersbvirg,  Wood  County  Jail. 

WISCONSIN 

Ashland  County 

Ashland  vicinity.  Madeline  Island  Site  7302 

Fond  du  Lac  County 

Fvnd  du  Lac.  Aetna  Station  No  5,  193  N 
Main  St. 

LaCrosse  County 

l^Crofise   LaCrosse  Post  Office. 

Rock  County 

Portion  of  Kvansville  Hutc-ir  District. 

WYOMING 

Albany  County 

Wrx)d8  Landing  vicinity,  Bosuell  Ranch, 
WY  10. 

Fremont  County 

Pilot  Butte  Powerplant,  Wind  River  Basm. 

Johr^son  County 

Casper,  Cc'ir(.>nment  Heno 

Casper,  Castle  Rock  Archeological  Site. 

Casper.  Dull  Knife  Battlefield. 

Casper,    *flddif    Fork   Pictograph-Petroglyph 

Panels 
Casper   Portuguese  Houses 

Park  Cc>unty 

Mammouth  Chapel  at  Fort  Vf  .'imr.Wt'n^ 
Yellowsto:.e  Naf.rnsl  Park. 
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PUERTO   RICO 

Moua  Isiaud,  Sardinero  Site  and  [iall  Courts. 

I  PR  Doc  77-12617  Piled  5-2-77;  8  45  am] 


NATIONAL    REGISTER   OF   HISTORIC 
PLACES 

Notification  of  Pending  Nominations 

Nominations  for  the  foUowiiig  proper- 
ties being  considered  for  listing  in  the 
National  Register  were  received  by  the 
National  Park  Service  before  May  31. 
1977.  Pursuant  to  ,?  60  13iai  of  36  CFR 
Part  60.  published  m  final  form  on  Janu- 
ary 9,  1976,  written  comment^i  concem- 
mg  the  significance  of  these  properties 
under  the  National  Register  criteria  for 
evaluation  may  be  forwarded  to  the 
Keeper  of  the  National  Register,  Na- 
tional Park  Service.  U.S.  Department  of 
the  Interior.  Wa.shinglon.  D.C.  20240. 
Written  comments  or  a  request  for  ad- 
ditional time  to  prepare  comments 
should  be  submitted  by  June  17.  1977. 

Jerry  L.  Rogers. 
Chief,  Office  of  Archeology 
and  Historic  Presentation. 

ARIZONA 

Maricopa  C(ninty 
Plioenlx.  Monroe  School.  215  N  7th  St. 
CALIFORNIA 

.Uo'i .'■"•;  County 

King  City  vicinity,  MUnitax  Ranchhouse,  S 
of  King  City. 

GEORGIA 

Fulton  County 

Atlanta.  Citizen's  and  Southern  Bank  Build- 
ing. 35  Broad  St. 

Atlanta.  Georgia  Institute  of  Technology  His- 
toric District.  North  Ave. 

IDAHO 

Bannock  County 

Pocatello.  St.  Joseph's  Catholic  Church.  455 
N.  Hayes. 

Bear  Lake  County 

Paris,  Dance  Pavilion,  Main  and  E.  1st  South. 

Bonneville  Countf 

Idaho  Falls.  First  Prenbyterian  Church,  325 
Elm  St. 

Elmore  County 

Mountain  Home,  Anchxiste^i,  Pedro,  Pelota 
Court.  W.  2nd  North  St. 

Kootenai  County 

Coeur  d  .Mene,  Coeur  A'Alene  Federal  Build- 
ing, 4th  and  Lakeside. 

Coeur  d'Alene,  Kootenai  County  Courthouse, 
501  Government  Way. 

Latah  County 

Moscow,  Adrninistration  Building.  University 
of  Idaho,  University  of  Idaho  caxnpui. 

Moscow,  Cornwall.  Mason,  House,  308  S 
Hayes. 

Moscow,  first  Methodist  Church.  322  E.  3rd 
St. 

Lemhi  County 

Salmon.  .Myers,  Socrates  A.,  House,  300  Hall 
St. 

TuHn  Falls  County 

Twin  FaJU,  TuHn  Fails  City  Park  Historic 
District,  city  park  and  etnvlrona. 


Washington  Coanty 

Welser,   St.   Agnes  Catholic   Church.  304   E. 

Liberty  St. 

KENTUCKY 

Adair  County 

Columbia  vicinity.  Archeological  Site  15  Ad 
33,  N  of  Columbia. 

Columbia  vicinity,  Archeoloffical  Site  15  Ad 

54.  N  of  Columbia. 
Glens   FVjrk    vicinity.    Archeological   Site    15 
Ad  36,  W  of  Glens  Fork. 

Bourton  County 

P.\ri.s  vicinity.  Kiser  Station.  Peacock  Rd. 

Carroll  County 

Carrollton.  Turpin  House.  Butler  State  Peu-k 
off  llthSt. 

Edmonson  County 

Park  City  vicinity.  Mill  Hole  Farm.  W  of  Park 

City  off  US.  31W.  , 

Jefferson  County 

LouisvUle.  Loews  and  United  Artists'  State 
Theatre,  625  S.  4th  St. 

IjOUlsvUle,  Louisville  War  Memorial  Audi- 
torium, 970  S.  4th  St. 

LouisvUle,  Spring  Station,  3241   Trinity  Rd. 

LouLsvlUe,  Weissinger-Gaulbert  Apartments, 
709  S.  3rd  St. 

LouisvUle.  y.WC..4.  Building,  227-229  W. 
Broadway. 

Jessamine  County 

NlcholasvUle,  Brown,  George  I.,  House,  (Edge- 
wood  ) ,  206  Linden  Lane. 

LaRue  County 

Hodgenville,  HodgenviUe  Christian  Church, 
100  W,  Main  St. 

Monroe  County 

Oamallel  vicinity.  Mount  Vernon  A.MX. 
Church,  N  of  Oamallel  on  KY  100. 

Nelson  County 

Lenore  vicinity.  Archeological  Site  15  Ne  3. 
E  of  Lenore. 

Shelby  County 

ShelbyvlUe,  Shelby  County  Courthouse  and 
Main  Street  Commercial  District,  Main  St. 

Washington  County 

Springfield,  Elmwood.  KY  65. 

MINNESOTA 

Fillmore  County 

Harmony  vicinity.  Ravine  House,  NW  of  Har- 


mony. 


Hennepin  County 


Minneapolis,     Minneapolis     Public    Library: 
North  Branch,    1834   Emerson  Ave.   N. 

McLeod  County 

Hutchinson.  Hutchinson  Free  Public  Library, 
P\ibllcSq. 

Ramsey  County 

St.  Paul.  Germania  Bank  Building,  6  W.  Stii 

St. 
St.   Paul.    Woodland   Park   District,   roughly 

bounded  by  Marshall  and  Selby  Avee.  and 

Arundel  and  Dale  Sts. 

Washington  County 

Lakeland.    Oliver,   Capt.    John,   House.    1644 
Rivercresi  Rd. 

Winona  County 

Winona,  Grain  and  Lumber  Exchange  Buiid- 
ing,  51  E.  4th  St. 


NORTH   CAROLINA 

Buncombe  County 

Ashevllle.  Battery  Park  Hotel,  Battle  Sq. 
AshevlUe.  Biltmore  Village  Historic  District, 

roughly    bounded    by    U.S.    25.   HH   track*. 

Iiula  and  Reed  Sts. 
AshevUle,  Manor  and  Cottages,  265  Charlott« 

St. 
Ashevllle,    Young   Men's   Institute   Building. 

Market  and  Bagle  Sts. 

Hyse  County 

Engelhard  vicinity,  Wynne's  Folly,  W  of  E^n- 
gelhard  on  U.S.  264. 

Warren  County 

Warrenton  vicinity,  Thronton,  Mansfield. 
House,   SE  of   Warrenton   on   SR    1600. 

Washington  County 

Creswell  vicinity,  Belgrade  and  St.  David's 
Church,  E  of  Creswell  on  SR  1158. 

OHIO 

Wa.shington  County 

Marietta,  Mound  Cemetery  Mound  {Conus 
Mound),  5th  and  Scammel  Sts.  (boundary 
revision). 

OKLAHOMA 

Blaine  County 

Bridgeport,  Bridgeport  Toll  Bridge,  off  US. 
281  at  Canadian  River. 

Oklahoma  County 

Arcadia,    Arcadia    Bnund  Bam,   U.S.   88. 

OREGON 

Lane  County 
Eugene  vicinity,  Flanagan  Site,  W  of  Eugene. 

TENNESSEE 

Dickson  County 

Cumberland  PiuTiace,  Drotiillard  House,  off 
TN  48. 

TEXAS 

Archer  County 

Archer  City.  Archer  County  Courthouse  and 
Jail.  Public  Sq..  Sycamore  and  Pecan  Sta. 

Kendall  County 

Comfort,  Brinkmann,  Otto.  House,  701  High 
St. 

Leon  County 

Centervllle,  Leon  County  Courthouse  and 
Jails,  Public  Sq 

Milam  County 

Cameron,  Milam  County  Courthouse  and 
Jail,  Public  Sq.,  S.  Fannin  and  E.  1st  St. 

Potter  County 

AmarUlo,  Lander  gin- Harrington  House.  1600 
Polk  St. 

Robertson  County 

Franklin,  Robertson  County  Courthouse  and 
Jail.  Public  Sq. 

Travis  County 

Austin.  St.  David's  Episcopal  Church,  304  K. 
7th  St. 

WISCONSIN 

Crawford  County 

Pi»lrle  du  Chlen  vicinity.  Pedretti  III,  K  at 
PrmJiie  du  Clxlen. 

[FR  Doc. 77-1 5766  filed  6-6-77;  8: 46  am] 
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Office  of  the  Secretafy 

DELAWARE  WATER  GAP  NATIONAL  REC- 
REATION AREA.  NEW  JERSEY  AND 
PENNSYLVANIA 

Notice  of  Establishment 
Whereas,  more  than  33,500  acres  of 
land  are  now  under  the  OTiraership  of  the 
United  States  and  under  the  administra- 
tive jurisdiction  of  the  NaUonal  Park 
Service  within  the  boundaries  of  Dela- 
ware Water  Gap  National  RecreatlMi 
Area,  as  the  boundaries  are  referenced  In 
section  2(a)  of  the  Act  of  September  1. 
1965  (79  Stat.  612),  and  the  acreage  so 
acquired.  In  my  opinion.  Is  efficiently  ad- 
mlnlstrable  to  carry  out  the  purposes  of 
such  Act  within  the  meaning  of  section 
3(a)  thereof. 

Now,  therefore,  I,  Cecil  D.  Andrus, 
Secretary  of  the  Interior,  hereby  give  no- 
tice of  the  establishment  of  Delaware 
Water  Gap  National  Recreation  Area. 

The  boundaries  of  the  National  Recre- 
ation Area,  which  encc«npass  an  area 
generally  identical  to  that  referenced  to 
sectlOT,  2(a)  of  the  Act  of  September  1, 
1965,  are  located  In  Sussex  and  Warren 
Counties,  State  of  New  Jersey  and 
Northampton.  Monroe  and  Pike  Coun- 
ties, State  of  New  Jersey  and  Northamp- 
ton, Monroe  and  Pike  Counties,  Com- 
monwealth of  Pennsylvania  and  are 
more  peutlcularly  described  as  follows : 

Adjustments  may  be  subsequently 
made  In  the  boundaries  of  the  area  by 
publication  of  the  amendments  to  the 
boundary  description  thereof  In  the  Fed- 
eral Register  as  provided  In  section  3(b) 
of  the  Act  of  September  1,  1965  (79  Stat. 
612). 

Delaware  Water  Gap  National  Recrea- 
tion Area  shall  be  administered  In  ac- 
cordance with  the  Act  of  September  1, 
1965  (79  Stat.  612)  and  to  accordance 
with  the  Act  of  August  25,  1916  (39  Stat. 
535)  as  amended  and  supplemented  (16 
U.S.C.  1-4), 

Dated:  May  18.  1977. 

Approved  by: 

Cecil  D.  Andrus. 
Secretary  of  the  Interior. 

DEL.^WARE  Watek  Oap  National 
Recreation  Area 

part  i-new  jer.sey 

A  certain  tract  of  land  situated  in  Mon- 
tague Township,  Sandyston  Township.  Still- 
water Township,  now  or  formerly  Walpack 
Township  all  in  Sussex  County;  Hardwick 
Township,  Blalrstown  Township.  Knowlton 
Township,  now  or  formerly  Pahaquarry 
Township  all  In  Warren  County;  State  of 
New  Jersey  and  more  particularly  bounded 
and  described  as  follows : 

Beginning  at  a  corner  common  to  the  lands 
now  or  formerly  owned  by  Birchwood  Farm, 
Inc.  and  the  lands  now  or  formerly  owned 
by  Stanley  Buczek  and  at  the  mean  low  water 
mark  of  the  left  descending  bank  of  the  Del- 
aware River,  Montagvie  Township.  Sussex 
County;  thence,  leaving  the  said  mean  low 
water  of  the  left  descending  bank  of  the 
Delaware  River  and  with  the  line  between 
the  lands  of  the  said  Farm  and  the  said 
Buczek, 


South  W"**  Baat  «97  feet  to  »  oornw 
common  to  the  lands  of  tbe  "aid  Buozrt 
and  tbe  lands  now  or  formerly  owned  try 
Charlee  Pratschler  and  in  the  line  of  Xttt 
lands  of  the  said  Farm:  thence,  leaving  ttoe 
lands  of  the  said  Buczek  and  with  the  line 
between  the  lands  of  the  said  Farm  and  the 
said  Pratschler. 

South  42' 44'  East  2069  feet  to  a  corner 
common  to  the  lands  of  the  said  Farm  and 
the  said  Pratschler  and  In  the  line  of  the 
lands  now  or  formerly  owned  by  John  Buc- 
zek. et  al.;  thence,  leaving  the  lands  of  the 
said  Pratschler  and  with  the  line  between 
the  lands  of  the  said  Farm  and  the  said 
Buczek.  et  al. 

North  58 '5S'  East  173  feet  to  a  corner 
common  to  the  lands  of  the  said  Farm  and 
the  said  Buczek,  et  al.  and  the  lands  now  or 
formerly  owned  by  Sylvia  E  Penney;  thence, 
leaving  the  lands  of  the  said  Farm  and  with 
the  Une  between  the  lands  of  the  said  Penney 
and  the  said  Buczek,  et  al. 

Soutb  35 '08'  East  495  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Penney  and  the 
said  Buczek,  et  al.:  tiience,  leaving  the  lands 
of  the  eald  Buczek,  et  al  and  c<vering  the 
lands  of  the  said  Penney, 

South  61*24'  East  346  feet  U.  a  corner  com- 
mon to  the  lands  of  the  said  Penney  and  the 
lands  now  or  formerly  owned  by  George  Ha- 
zelton,  Jr,  et  ux;  thence,  with  the  line  be- 
tween the  lands  of  the  said  Hazel  ton,  Jr..  et 
ux  and  the  said  Penney, 

South  Wir  East  81  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Penney  and  the 
lands  now  or  formerly  owned  by  Charles  T. 
PratfictoJer,  et  ux  and  In  the  line  of  the  lands 
or  the  said  Hazelton,  Jr.,  et  ux;  thenoe,  leav- 
ing the  lands  of  the  said  Penney  and  with  the 
Une  between  the  lands  of  the  said  Hazelton, 
Jr.,  et  ux  and  the  said  Pratschler,  et  ux. 

South  36°11'  East  384  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hazelton,  Jr  , 
et  ux  and  the  said  Pratschler.  et  ux  and  In 
the  line  of  the  lands  now  or  formerly  owned 
by  the  County  of  Sussex  and  in  the  North- 
westerly right-of-way  Une  of  River  RockX: 
thence,  leaving  the  lands  of  the  said  Hazel - 
ton,  Jr.,  et  ux  and  with  the  Une  between  the 
lands  of  the  said  County  and  the  said  Prat- 
schler, et  ux  and  with  the  Northwesterly 
right-of-way  line  of  the  said  River  Road; 

In  a  generally  Southwesterly  direction  ap- 
proximately 203  feet  to  a  corner  common  to 
the  lands  of  said  Pratschler.  et  ux  and  the 
said  Penney  and  in  the  line  of  the  lands  of 
the  said  County;  thence,  leaving  the  lands 
of  the  said  Pratschler.  et  ux  and  with  the 
line  t>etween  the  lands  of  the  said  County  and 
the  said  Penney  and  with  the  Northwesterly 
right-of-way  line  of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 1104  feet  to  a  corner  common  to 
the  lands  of  the  said  Penney  and  the  lands 
now  or  formerly  owned  by  Raymond  A  West- 
brook  and  In  the  line  of  the  lands  of  the  said 
County;  thence,  leaving  the  lands  of  the  said 
Penney  and  with  the  line  between  the  lands 
of  the  said  County  and  the  said  Westbrook 
and  with  the  Northwesterly  right-of-way  line 
of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 458  feet  to  a  corner  common  to 
the  lands  of  the  said  Westbrook  and  the  lands 
now  or  formerly  owned  by  Holiday  Lake.  Inc. 
and  In  the  line  of  the  lands  of  the  said 
County:  thence,  leaving  the  lands  of  the  said 
Westbrook  and  with  the  Une  between  the 
lands  of  the  said  Holiday  Lake.  Inc.  and  the 
said  County  and  with  the  Northwesterly 
right-of-way  line  of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 687  feet  to  a  corner  common  to 
the  lands  of  the  said  Holiday  Lake.  Inc.  and 
the  lands  now  or  formerly  owned  by  Richard 
E  Hoffman,  et  ux  and  In  the  line  of  the  lands 


of  the  said  County;  thenoe.  leaving  the  lands 
of  the  said  HoUday  Lake.  Inc  and  mlth  the 
line  between  the  lands  of  the  said  Hoffman, 
et  ux  and  the  said  County,  contlnumg  with 
the  Northwesterly  right-of-way  line  of  the 
said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 127  feet  to  a  corner  common  to 
the  lands  of  the  said  Hoffman  et  ux  and  the 
lands  now  or  formerly  owned  oy  Harrison 
Irwin,  et  ux  and  In  the  Une  of  the  lands  of 
the  said  CVDunty;  thence,  leaving  the  lands 
of  the  said  Hoffman,  et  ux  and  with  the  llr.e 
between  the  lands  of  the  said  Irwin  et  ux  and 
the  said  County,  continuing  with  the  North- 
westerly right-of-way  line  of  the  said  River 
Road, 

In  a  generaJly  Southwesterly  direction  ap- 
proximately lei  feet  to  a  corner  common  to 
the  lands  of  the  said  Irwin,  et  ux  and  the 
lands  now  or  formerly  owned  by  Stanley  Bu- 
czek, et  al  and  in  the  Une  of  the  lands  of  the 
said  County;  thence,  leaving  the  lands  of  the 
said  Irwin.' et  ux  and  with  the  l:ne  between 
the  lands  of  the  said  Buczek.  et  al  and  the 
said  County,  continuing  with  the  North- 
westerly right-of-way  line  of  the  said  River 
Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 452  feet  to  a  corner  common  to 
the  lands  of  the  said  Buczek,  et  al  and  the 
lands  now  or  formerly  owned  by  Louis  J. 
Chianca.  et  ux  and  in  the  line  of  the  lands  of 
the  said  County,  thence,  leaving  the  lands  of 
the  said  Buczek.  et  al  and  with  the  ime  be- 
tween the  lands  of  the  said  ChUnca.  et  ux 
and  the  said  County,  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 180  feet  to  a  corner  common  to 
the  land-s  of  the  said  Chianca.  et  ux  and  the 
lands  now  or  formely  owned  by  Robert  W 
Biasberg,  et  ux  and  in  the  line  of  the  lands 
of  the  said  County;  thence,  leaving  the  lands 
of  the  said  Chianca.  et  ux  and  with  the  line 
between  the  lands  of  the  said  Blasberg,  et  ux 
a!id  the  said  County,  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately ICK)  feet  to  the  corner  common 
to  the  lands  of  the  said  Blasberg.  et  ux  and 
the  lands  now  or  formely  owner  by  Rudolf 
Uilrsch.  et  ux  and  In  the  Une  of  the  lands 
of  the  said  County;  thence,  leaving  the  lands 
of  the  said  Blasberg.  et  ux  and  with  the  line 
between  the  lands  of  the  said  Ullrsch,  et  ux 
and  the  said  County,  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 73  feet  to  a  corner  common  to 
the  lands  of  the  said  Ullrsch,  et  ux  and  the 
lands  ncr»-  or  formerly  owned  by  Louis  Hueb- 
ner.  et  ux;  thence,  leaving  the  lands  of  the 
said  Lnirsch,  et  ux  and  with  the  Une  between 
the  lands  of  the  said  Huebner,  et  ux  and  the 
lands  of  the  said  County,  continuing  with 
the  Northwesterly  right-of-way  line  of  the 
said  RUer  Road. 

In  a  general: y  Southwesterly  direction  ap- 
proximately 77  fe^t  to  a  corner  common  to 
the  lands  of  the  said  Huebner,  et  ux  and  the 
lands  now  or  formerly  owner  by  Beatrice  C 
Llptak.  et  vir  and  in  the  line  of  the  lands  of 
the  said  County;  thence,  leaving  the  lands 
of  the  said  Huebner,  et  ux  and  with  the  line 
between  the  lands  of  the  said  Llptak.  et  vlr 
and  the  .said  County,  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 222  feet  to  a  corner  common  to 
the  lands  of  the  said  Uptak.  et  vlr  and  the 
lands  now  or  formely  owned  by  Emll  L- 
Mertisl.  et  ux  and  In  the  line  of  the  lan<Ji 
of  the  said  County;  thence,  leaving  the  landa 
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of  the  said  LipUk.  et  rtr  and  wtth  th*  Mn* 
between  the  landa  of  th*  mH  Ifereat.  «t  ox 
and  the  said  Ooonty,  onndmilng  wltli  Ui» 
Northwesterly  light-of-wsy  Une  of  tbe  wmld 
Blver  Road. 

In  a  k'eneral'.y  S<5uthwe6ter!y  direction  ap- 
proximately 121  feet  to  a  comer  oonunon  to 
the  land«  of  the  s&ld  Mtfuct.  et  uz  and  the 
lands  now  or  formely  owner  by  Inna  I. 
Huebner  and  In  the  Une  of  the  lands  of  the 
said  County:  thence,  leaving  the  lunds  of  the 
said  Merusl.  et  ux  and  with  the  line  between 
the  lands  of  the  said  Huebner  and  the  said 
County,  continuing  with  the  Northwesterly 
right-of-way  line  of  the  said  River  Road. 

In  a  generally  Southwettterly  direction  ap- 
proximately 54  feet  to  a  corner  common  to 
the  lands  of  tiie  said  Huebner  and  the  lands 
now  or  formerly  owner  by  Christopher  Decker 
and  In  the  line  of  the  lands  of  the  Raid 
County:  thence.  leaving  the  lands  of  the  said 
Huebner  and  with  tiie  line  between  the  lands 
of  the  said  Decker  and  the  said  County,  con- 
tinuing with  the  Northwesterly  right-of-way 
line  of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 54  feet  to  a  comer  common  to 
the  lands  of  the  said  Decker  and  the  lands 
now  or  formerly  owned  by  Joseph  Pratsch- 
ler  and  In  the  line  of  the  lands  of  the  said 
County:  thence,  leaving  the  lands  of  the 
said  Decker  and  with  the  Une  between  the 
lands  of  the  said  Prat?ichler  and  the  said 
County,  continuing  with  the  Northwesterly 
right-of-way   line   of   the   said   River   Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 260  feet  to  a  corner  common  to 
the  lands  of  the  said  Pratschler  and  the 
lands  now  or  formely  owned  by  T.  Bernard 
Simmons,  et  ux  and  in  the  Une  of  the  lands 
of  the  said  County:  thence,  leaving  the  lands 
of  the  said  Pratschler  and  with  the  line  be- 
tween the  lands  of  the  said  Simmons,  et  ux 
and  the  said  County,  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 683  feet  to  a  comer  common  to 
the  lands  of  the  said  Simmons,  et  ux  and  the 
lands  now  or  formerly  ovmed  by  James  M. 
Qoyena,  et  ux  and  In  the  Une  of  the  lands 
of  the  said  County:  thence,  leaving  the  lands 
pf  the  said  Simmons,  et  ux  and  with  the 
Une  between  the  lands  of  the  said  Goyena. 
et  ux  and  the  said  Coimty.  continuing  with 
the  Northwesterly  right-of-way  Une  of  the 
said  River  R<:>ad. 

In  a  generally  Southwesterly  direction  ap- 
proximately 366  feet  to  a  comer  common  to 
the  lands  of  the  said  Ooyena,  et  ux  and  the 
lands  now  or  formerly  owned  by  Emily  D. 
Peterman  and  In  the  line  of  the  lands  of  the 
said  County;  thence,  leaving  the  lands  of  the 
said  Ooyena,  et  ux  and  with  the  line  between 
the  lands  of  the  said  Peterman  and  the  said 
County,  continuing  with  the  Northwesterly 
right-of-way   line   of   the  said   River   Road, 

Ir»  a  generally  Southweeterly  direction  ap- 
proxlnnately  1+4  feet  to  a  comer  common  to 
the  lands  of  the  said  Petem^an  and  the  lands 
now  or  formerly  owned  by  Oladys  J.  Kerr 
and  In  the  Une  of  the  lands  of  the  said 
County;  thence,  leaving  the  lands  of  the 
said  Peterman  and  with  the  line  betwen  the 
lands  of  the  said  Kerr  and  the  said  County, 
continuing  with  the  Northwest-erly  right-of- 
way  line  of  the  said  River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 527  feet  to  a  comer  common  to 
the  lands  of  the  said  Kerr  and  the  lands  nor 
or  formerly  owned  by  The  Arthur  D  Crane 
Company  and  In  the  line  of  the  lands  of  the 
.'^ild  County;  thence,  leaving  the  lands  of  the 
said  Kerr  and  with  the  line  betwen  the  lands 
of  the  said  Orane  Company  and  the  aald 
Oounty.  continuing  with  t*i*  Northwesterly 
right-of-way   Itne   of   the   said   River  Rcxul. 

In  a  gftnerally  Soutliweeterly  direction  ap- 
proximately 750  feet  to  a  comer  common  to 


Um  lands  at  ttM  said  Oaae  Company  and 
tb»  lands  now  or  formArly  owned  by  Bugeoe 
R^  Snillfaji,  et  ux  and  In  tih«  line  of  the 
laQds  of  tiM  said  County:  tbence,  leaving  the 
lands  of  the  said  Crane  Oomp&ny  and  with 
the  line  between  t^ie  lands  of  the  said  Sul- 
livan, et  ux  and  the  said  County,  ocMitlnuing 
with  the  Northwesterly  right-of-way  line  of 
the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 116  feet  to  a  corner  common  to 
the  lands  of  the  said  Sullivan,  et  ux  and  the 
lands  now  or  formerly  owned  by  Ellzabetii 
R.  SchlUe  and  in  the  line  of  the  lands  of  the 
said  County:  thence,  leaving  the  lands  of  the 
said  Sullivan,  et  ux  and  with  the  line  be- 
t'Aen  the  lands  of  the  said  SchlUe  and  the 
said  County,  continuing  wltJi  the  said  North- 
weeterly  right-of-way  Une  of  the  said  River 
Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 97  feet  to  a  corner  common  to 
the  lands  of  the  said  SchUle  and  the  lands 
now  or  formerly  owned  by  Grace  J.  Ford  and 
in  the  Une  of  the  lands  of  the  said  County: 
thence,  leaving  the  lands  of  the  said  Schllle 
and  with  the  Une  between  the  lands  of  the 
said  Ford  and  the  said  County,  continuing 
with  the  Northwesterly  right-of-way  line  of 
the  said  River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 306  feet  to  a  corner  common  to 
the  lands  of  the  said  Ford  and  the  lands  now 
or  formerly  owned  by  Estelle  M.  Hewitt 
Sch-.venke  and  In  the  Une  of  the  lands  of 
the  said  County;  thence,  leaving  the  lands 
of  the  said  Ford  and  with  the  line  between 
the  lands  of  the  said  Schwenke  and  the 
said  County,  continuing  with  the  North- 
westerly right-of-way  Une  of  the  said  River 
Road, 

In  a  generally  Southwesterly  direction  ap- 
pro.xlmately  104  feet  to  a  corner  common 
to  the  lands  of  the  said  Schwenke  and  the 
lands  now  or  formerly  owned  by  Edmund 
W.  Palkowskl,  et  ux  and  In  the  Une  of  the 
lands  of  the  .said  County:  thence,  leaving 
the  lands  of  the  said  Schwenke  and  with 
the  Une  between  the  lands  of  the  said 
PalkowskI,  et  ux  and  the  said  County,  con- 
tinuing with  the  Northwesterly  right-of- 
way  Une  of  the  said  River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 422  feet  to  a  corner  common 
to  the  lands  of  the  aald  Falkowskt  et  ux 
and  the  lands  now  or  formerly  owned  by 
Gladys  V.  LaBar.  Trustee,  and  In  the  Une 
of  tiie  lands  of  the  said  County:  thence, 
leaving  the  lands  of  the  said  Falkowskl.  e* 
ux  and  with  the  line  between  the  lands 
of  the  said  LaBar  and  the  aald  County,  con- 
tinuing with  the  Northwesterly  right-of- 
way  line  of  the  said  River  Road. 

In  a  generally  Southwesterly  direction 
approximately  147  feet  to  a  corner  common 
to  the  lands  of  the  said  LaBar  and  the  lands 
now  or  formerly  owned  by  John  Durrof,  et 
vix  and  la  the  line  of  the  lands  of  the  said 
Coiuity:  thence,  leaving  the  lands  of  the  said 
LaBar  and  with  the  Une  between  the  lands 
of  the  said  Durrof,  et  ux  and  the  said 
County,  continuing  with  the  Northwesterly 
rleht-of-way    line   of    the   said    River   Road. 

In  a  generally  South westferly  direction  ap- 
proximately 105  feet  to  a  corner  common  to 
the  lands  of  the  said  Durrof.  et  ux  and 
the  lands  now  or  formerly  owned  by  Victor 
D.  Roberts,  et  ux  and  In  the  line  of  the 
lands  of  the  said  County:  thence,  leaving 
the  lands  of  the  said  Dturof,  et  ux  and  with 
the  line  between  the  lands  of  the  said  Rob- 
erts, et  ux  and  the  .said  County,  continuing 
with  the  Northwesterly  right-of-way  line  ot 
the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 48  feet  to  a  comer  common  to 
the  lands  of  the  said  Roberto,  et  ux  and  the 
lands  now  or  formerly  owned  by  Michael 
McHugh,  et  ux  and  in  the  line  of  the  lands 


of  the  said  Coun^  tttmmf^  leaving  the 
lands  of  the  said  Roberta,  et  ux  and  wltti 
the  Une  between  the  lands  ot  the  said  Mc- 
Hugh, et  ux  and  tbe  said  County,  ccxitlnu- 

Ing  with  the  Northwesterly  rtgbt-of-way  line 
of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 37  feet  to  a  comer  common  to 
the  lands  of  the  said  M(^ugh,  et  ux  and 
the  other  lands  now  or  formerly  owned  by 
The  Arthur  D.  Crane  Company  and  in  the 
Una  of  the  lands  of  the  said  County;  thence, 
leaving  the  lands  of  the  said  McHugh.  et 
ux  and  with  the  line  between  the  said  other 
lands  of  the  said  Crane  Company  and  the 
said  County,  continuing  with  the  North- 
westerly right-of-way  line  of  the  said  River 
Road, 

In  a  generally  Southwesterly  direction  ap- 
proximately 750  feet  to  a  corner  common  to 
the  said  other  lands  of  the  said  Crane  Com- 
pany and  the  lands  now  or  formerly  owned 
by  Beatrice  Mccarty  KeUer,  et  vlr  and  In 
the  line  of  the  lands  of  the  said  County; 
thence,  leaving  the  said  other  lands  a*  the 
said  Crane  Company  and  with  the  line  be- 
tween the  lands  of  the  said  Keller,  et  vlr  and 
the  said  County,  conUnuing  with  the  North- 
westerly right-of-way  line  of  the  said  River 
Road, 

In  a  generally  Southwesterly  direction 
crossing  the  center  of  a  right-of-way  of  the 
Tennessee  Gas  Transmission  Company  at  ap- 
proximately 149  feet,  in  all  ^proximately 
739  feet  to  a  corner  common  to  the  lands 
of  the  said  KeUer,  et  vlr  and  lands  now  or 
formerly  owned  by  Agnes  L.  Wells,  et  al  and 
in  the  line  of  the  lands  of  the  said  County; 
thence  leaving  the  lands  of  the  said  Keller, 
et  vlr  and  with  the  line  between  the  lands 
of  the  said  Wells,  et  al  and  the  said  County, 
continuing  with  the  Northwesterly  right-of- 
way  Une  of  the  said  River  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 1057  feet  to  a  pwlnt,  thence,  leav- 
ing the  said  Northwesterly  right-of-way  line 
and  severing  the  lands  of  the  said  Wells. 
et  al. 

South  49°52'  East,  crossing  the  Southeast- 
erly side  of  the  said  River  Road  at  approxi- 
mately 33  feet.  In  all  291  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Wells,  et  al  and 
the  lands  now  or  formerly  owned  by  Charles 
R.  WeUhausen;  thence,  with  the  line  be- 
tween the  lands  of  the  said  WeUhausen  and 
the  said  Wells,  et  al. 

South  48°35'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  WeUhausen  and 
the  lands  now  or  formerly  owned  by  Lloyd 
Rackmlll  at  approximately  471  feet.  In  all 
1220  feet  to  a  point  m  the  Une  of  the  lands 
now  or  formerly  owned  by  Raymond  G.  Walls, 
et  al;  thence,  leaving  the  lands  of  the  said 
Wells,  et  al  and  with  the  Une  between  the 
lands  of  the  said  RackmUl  and  the  said  Walls, 
et  al. 

South  14'22'  East,  crossing  the  center  of 
Shlmers  Brook  at  approximately  107  feet,  in 
all  253  feet  to  a  corner  common  to  the  lands 
of  the  said  Walls,  et  al  and  the  said  Rack- 
mill:  thence,  leaving  the  lands  of  the  said 
Rackmlll  and  severing  the  lands  of  the  said 
Walls,  et  al, 

South  77'20'  West  205  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  The  Township  of  Montague,  said  point 
being  in  the  Northeasterly  right-of-way  line 
of  Old  Mine  Road:  thence,  with  the  lands 
of  the  said  Township,  crossing  the  center  of 
the  said  Old  Mine  Road. 

NcH-th  77"20'  West  33  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Walls,  et  al. 
lands  now  or  formerly  owned  by  Irvine  De- 
Remer.  et  ux  and  the  lands  of  the  said  Town- 
ship, said  point  being  on  the  Southwesterly 
right-of-way  line  of  the  said  Old  Mine  Road; 
thence,  leaving  the  lands  of  the  said  Town- 
ship and  the  said  Southwesterly  right-of-way 
line  and  with  the  line  between  the  lands  oT 
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the  said  Walls,  et  al  and  the  said  DeRemer. 

South  77=20'  West  449  feet  to  a  point  In  the 
line  of  the  lands  of  the  said  Rackmlll;  thence, 
leaving  the  lands  of  the  said  DeRemex,  et  ux 
and  with  the  line  between  the  lands  of  the 
said  Walla,  et  al  and  the  said  RackmlU. 

North  27''01'  West  174  feet  to  a  comer 
common  to  the  lands  of  the  said  DeRemer, 
et  ux,  lands  now  or  formerly  owned  by 
George  W.  Bloomer,  et  ux  and  lands  of  the 
Bald  County,  said  point  being  in  the  said 
Northwesterly  right-of-way  line  of  the  said 
River  Road:  thence,  leaving  the  lands  ot  the 
said  Bloomer,  et  ux  and  with  the  line  between 
the  lands  of  the  said  DeRemer,  et  ux  and  the 
Bald  County  and  with  the  Northwesterly 
rleht-of-wav  line  of  the  said  Blver  Road. 

In  a  generally  Southwesterly  direction  ap- 
proxlmatelv  1,199  feet  to  a  comer  common 
to  the  lands  of  the  said  DeRemer,  et  ux  and 
lands  of  the  said  RackmlU  and  in  the  line  of 
the  lands  of  the  said  County;  thence,  leaving 
tbe  lands  of  the  said  DeRemer,  et  us  and  with 
the  line  between  the  lands  of  the  said  Rack- 
mill  and  the  said  County,  continuing  with 
the  said  Northwecterly  right-of-way  line  of 
tbe  said  River  Road, 

In  a  generally  Southwesterly  direction  ap- 
proxlmatelv  958  feet  to  a  corner  «Mnmon  to 
the  lands  of  the  said  RackmlU  and  lands  now 
or  formerly  owned  by  George  Armstrong  ni. 
et  ux  and  In  the  Une  o<  the  lands  of  the  said 
Cotmtr.  thei>ce,  leaving  the  lands  erf  the  said 
Rackmlll  and  with  the  Une  between  the  lands 
o*  the  said  Armstrong  HI.  et  ux  and  th«  said 
CountT,  continuing  with  the  aald  North- 
westerly right-of-way  line  of  the  said  River 

Road, 

In  a  generaUy  Southwesterly  direction  ap- 
proximately 60  feet  to  a  point:  thence,  leav- 
ing the  said  Northwesterly  right-of-way  Une 
of  the  said  River  Road,  croeslng  the  center  of 
the  said  River  Road, 

South  46*09'  Bast  33  feet  to  a  point  on  the 
Southeasterly  right-of-way  line  of  the  said 
Blver  Road;  thence,  leaving  the  lands  of  the 
said  County  and  the  said  Southeasterly 
right-of-way  Une  and  severing  the  lands  of 
the  said  Armstrong  III,  et  ux.  tbe  foUowing 
courses  and  distances: 

South  46 '09'  East  386  feet. 

South  44*31'  West  204  feet. 

South  38*21'  West  440  feet. 

South  74*01'  West  192  feet  to  a  corner 
common  to  the  lands  of  the  said  Armstrong 
TIT,  et  ux  and  the  lands  now  or  formerly 
owned  by  Donald  S.  Cole,  et  ux:  thence,  with 
the  Une  between  the  lands  of  the  said  Arm- 
strong in,  et  ux  and  the  said  Cole,  et  ux. 

North  61'15'  West  575  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Armstrong  III, 
et  ux,  the  lands  of  the  said  Cole,  et  ux  and 
the  lands  now  or  formerly  owned  by  Florence 
W.  Watklns;  thence  leaving  the  lands  of  the 
said  Armstrong  ni.  et  ux  and  with  the  line 
between  the  lands  of  the  said  Cole,  et  ux  and 
the  said  Watklns,  the  following  courses  and 
distances; 

South  65*24'  West  91  feet. 

North  37*06'  West  103  feet  to  a  point  In 
the  Southeasterly  right-of-way  line  of  the 
said  River  Road;  thence,  leaving  the  lands  of 
tlie  said  Cole,  et  ux  and  the  lands  of  the  said 
Watklns,  crossing  the  center  of  the  said  River 
Road, 

North  37*06'  West  33  feet  to  a  point  on  the 
line  of  the  lands  now  or  formerly  owned  by 
Richard  Ackerman.  said  point  being  on  the 
Northwesterly  right-of-way  line  of  the  said 
River  Road:  thence,  with  the  line  between 
the  lands  of  the  said  Ackerman  and  the  said 
County  and  with  the  aald  Northwesterly 
right-of-way  line  of  the  said  Rlrer  Road, 

In  a  genMmlly  Southweeterly  direction  ap- 
proximately 250  feet  to  a  comer  common  to 
th«  lands  of  the  said  Ackerman  and  the  lands 
now  or  formerly  ovnad  by  KatbM-lne  O'Qrady 
Preston  and  la  tbe  Une  of  the  lands  of  the 


said  County;  thence,  leaving  ii^  lands  of  the 
aald  Ackerman  and  with  the  Une  between  the 
lands  of  ti>e  aald  Preston  and  the  aald 
County,  continuing  with  tbe  said  North- 
westerly right-of-way  Une  of  the  said  Blver 
Boed. 

In  a  generally  Southwesterly  direction  ap- 
proximately 38  feet  to  a  comer  common  to 
the  lands  of  the  said  Preston,  the  lands  of  the 
said  Cole,  et  ux  and  in  the  line  of  the  land* 
of  the  said  County,  said  comer  being  In  the 
center  of  Tappan  Road;  thence,  leaving  the 
lands  of  the  said  Preston  and  the  center  of 
the  said  Tappan  Road  and  with  the  line  be- 
tween the  lands  of  the  said  Cole,  et  ux  and 
the  said  County,  continuing  with  the  North- 
westerly right-of-way  Une  of  the  said  River 
Road, 

In  a  generally  Southwesterly  direction. 
crossing  the  Southeasterly  rlght-of-w*y  line 
of  the  said  Tappan  Boad  at  approximately 
30  feet,  m  all  705  feet  to  a  comer  common 
to  the  lands  of  the  said  Oole,  et  ux  and  the 
lands  now  or  formerly  crwned  by  The  Minis- 
ters, Elders,  and  Deacons  of  The  Reformed 
Dutch  Church  In  Mlnlslnk  and  in  the  Une  of 
the  lands  of  the  said  County:  thence,  leaving 
the  lands  of  the  said  Cole,  et  ux  and  w-ith  the 
Une  between  the  lands  of  the  said  Beformed 
Dutch  Church  and  the  said  County,  continu- 
ing with  the  said  Northwesterly  right-of-way 
line  of  the  said  River  Road, 

In  a  generaUy  Southwesterly  direction  ap- 
proximately 251  feet  to  a  corner  common  to 
the  lands  of  the  said  Reformed  Dutch  Church 
and  lands  now  or  formerly  owned  by  The 
Montague  Reformed  Church  Cemetary  As- 
sociation and  In  the  Une  of  the  lands  of  the 
aald  Cotinty;  thence,  leaving  the  lands  of  the 
said  Reformed  Dutch  Church  and  with  the 
line  between  the  lands  of  the  said  Church 
Cemetery  A':.sociaiion  and  the  said  County. 
continuing  with  the  said  Northwesterly 
right-of-way  Une  of  the  said  River  Boad, 

In  a  generally  Southwesterly  direction  ap- 
proximately 103  feet  to  a  corner  common  to 
the  lands  of  the  said  Church  Cemetery  As- 
sociation and  the  lands  now  or  formerly 
owned  by  Donald  Cole,  Trustee  and  in  the 
line  of  the  lands  of  the  said  County;  thence, 
leaving  the  lands  of  the  said  Church  Ceme- 
tery Association  and  with  the  Une  between 
the  lands  of  the  said  Oole.  Trustee  and  the 
said  County,  continuing  with  the  North- 
westerly right-of-way  line  of  the  said  Blver 
Boad. 

In  a  generally  Southeasterly  direction  ap- 
proximately 300  feet  to  a  pwlnt;  thence,  leav- 
ing the  said  Northwe6t«-ly  right-of-way  line 
of  the  said  River  Boad  and  with  the  lands 
of  the  said  County. 

South  80  12'  East  33  feet  to  a  point  on  the 
Southeasterly  side  of  the  said  River  Boad: 
thence,  leaving  the  lands  of  the  said  County 
and  severing  the  lands  of  the  said  Oole. 
Trustee,  the  following  courses  and  distances: 
South  80°  12'  Bast  456  feet. 
South  20«30'  West  420  feet  to  a  corner 
ooQunon  to  the  lands  of  the  satd  Oole, 
Trustee  and  the  lands  now  or  formerly  owned 
by  Dora  A.  CorkHn;  thence,  with  the  line  be- 
tween the  lands  of  the  said  Cole.  Trustee 
and  the  said  Conklin.  the  following  courses 
and  distances : 

North  62«10'  West  106  feet. 
South  31'40  West  110  feet  to  a  point  In  the 
Northeasterly  right -<rf- way  Une  of  Rubin 
HiU  Boad:  thence,  leairlng  the  lands  of  tbe 
said  Octe.  Trustee  and  the  said  Oonklln  and 
the  said  Northeasterly  right-of-way  Une  of 
tbe  said  Rubin  Bill  Road,  crossing  the  aald 
Rubin  Hill  Road, 

Soutb  31 '40'  West  40  feet  to  a  point  on  the 
line  of  tbe  lands  now  or  formerly  owned  by 
Mabel  E.  Roberts,  said  point  being  in  tbe 
Southwesterly  right-of-way  Une  of  tbe  aakl 
Bubin  TTiii  Boad;  tbence,  with  tbe  laads  ot 


the  said  Roberts  and  the  said  Southwest-«-ly 
right-of-way  Une  of  the  said  Rubin  Hill  Road. 
In  a  generaUy  Souiheasterly  direction  ap- 
proximately 1070  feet  to  a  point:  thence, 
leaving  the  said  Southeasterly  right-of-way 
Une  of  the  said  Rubin  Hill  Road  and  severing 
the  lands  of  the  said  Roberts, 

South  21*25  West  1402  feet  to  a  point  in 
tbe  line  of  the  lands  now  or  formerly  owned 
by  The  County  of  Sussex,  said  point  being 
on  the  NorthecfJterly  right-of-way  line  of 
Deckertown  Pike:  thence,  leaving  the  lands 
of  the  said  Rot>ert6  and  the  said  Northeast- 
erly right-of-way  line  of  the  said  Deckertown 
Pike  and  severing  the  said  lands  of  the  said 
County,  crossing  the  said  Deckertown  Pike. 

Soutb  46  •00'  West  CG  feet  to  a  point  in  the 
line  of  other  lands  of  the  said  Roberts,  said 
jyoint  being  on  the  Southwesterly  right-of- 
way  line  of  the  said  Deckertown  Pike;  tbence, 
leaving  the  said  other  lands  of  the  said 
County  and  the  said  Southwesterly  right-of- 
way  Une  and  severuig  the  lands  of  the  said 
Roberts,  the  foUowiiig  courses  and  distances: 
South  46*06'  West  670  fe«. 
South  30*00'  Bast  1836  feet  to  a  corner 
common  to  the  said  otiier  lands  of  the  said 
Decko-  and  the  lands  now  or  formerly  owned 
by  Donlfi  F.  Cortright,  thence,  with  the  line 
between  tbe  lands  of  tbe  said  Roberts  and 
the  said  Coruight: 

South  50*14'  Weet  362  feet  to  a  point  In 
t>-v«  line  of  tl»e  lands  now  or  formerly  owned 
by  The  State  of  New  Jersey,  said  point  being 
in  the  Northeasterly  right-of-way  line  of 
United  States  Highwav  Route  Number  206; 
tbence.  leaving  the  lar.ds  of  the  said  Roberts 
and  the  said  Cortright  and  tbe  aald  North- 
easterly right-of-way  line  and  severing  the 
lands  of  the  said  State  of  New  Jersey,  cross- 
ing the  said  United  States  Highway  Route 
Number  2Ck>. 

South  50'  14  West  70  feet  to  a  point  in  the 
Une  of  other  lands  of  the  said  BoberU,  said 
point  being  on  the  Soutbwesterly  rlglu-of- 
way  line  of  tbe  said  United  States  Highway 
Route  Number  206;  thence,  with  the  Une  be- 
tween tlie  lands  of  the  said  State  of  Ne%v 
Jersey  and  the  aakl  other  lands  oi  the  said 
Eoberts  aiid  with  the  SAid  Southwesterly 
right-of-way  line  of  the  said  United  Slat-es 
Highway  Route  Niimber  206. 

In  a  generally  Southerly  direction  approxi- 
mately 1010  feet  to  a  comer  common  to  lands 
now  or  formerly  owned  by  Charles  J    Bon- 
glomo.  et  ux  and  tbe  lands  of  tbe  said  Rob- 
erts and  in  the  line  of  the  lands  of  the  said 
State  of  New  Jerse>-;  tbence,  leaving  the  lands 
of  the  said  State  of  New  Jersey  and  the  said 
Southwesterly  right-oI-w«y  Une  and  with  the 
line  between  the  Uu-.dss  o'  the  said  Bonglorno 
et  ux  and  tlie  said  oiber  lajids  of  the  said 
Roberts,  the  following  courses  and  distances 
Nortli  51*52'  West  883  feet. 
South  84' 22'  West  216  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Bongiorno.  et 
ux  and   tlie   lands  now  or  formerly  owned 
Robert  J.  PoUara.  ct  ux  and  In  the  line  of 
the  lands  of  the  said  other  lands  of  the  said 
Eoberts;  thence,  leavuig  the  lands  of  the  said 
Bongiorno,  et  ux  and  with  tbe  Une  between 
the  lands  of  the  said  PoUara,  et  ux  and  the 
said  other  lands  of  tbe  said  RobertJ^.  the  fol- 
lowing courses  and  distances : 
South  8.3 '  5 1 '  West  507  feet. 
North  87*26   West  572  feet. 
North    80*27'    West    179    feet    to    a    point: 
thence,  leaving  tbe  said  other  lands  of  the 
said  Roberts  and  severing  tbe  lands  of  tbe 
s&ld  PoUara.  et  ux. 

Soutb  19*10'  West,  passing  a  corner  com- 
mon to  tbe  lands  of  tbe  said  PoUara,  et  ux 
and  tbe  lands  ikow  or  formerly  owned  by 
Bc^and  D.  LarrlsQDs  et  ux  at  approximately 
976  feet.  In  all  1353  feet  to  a  comer  common 
to  tbe  lands  of  tbe  said  Poilara.  et  ux  and  tbe 
^mm^M  at  tbe  laM  lArrtaon.  mt  uz;  tboice. 
leaving  the  lands  of  tbe  said  Larrteon.  et  ux 
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and  severing  the  lands  of  the  said  Pollara. 
et  ux, 

South  1B"27'  West  37  feet  to  a  corner 
common  to  the  lands  now  or  formerly  owned 
by  MUes  E.  Chamberlain,  et  ux  and  the  lands 
now  or  formerly  owned  by  Marie  Pollara  and 
In  the  line  of  the  lands  of  the  said  Pollara. 
et  ux;  thence,  leaving  the  lands  of  the  said 
Pollara.  et  ux  and  with  the  line  between  the 
lands  of  the  said  Pollara  and  the  said 
Chamberlain,  et  ux. 

South  19*00'  West  242  feet  to  a  corner 
common  to  the  lands  of  the  said  Pollara,  the 
lands  of  the  said  Chamberlain,  et  ux  and  the 
lands  now  or  formerly  owned  by  Victor  Pol- 
lara; thence,  leaving  the  lands  of  the  said 
Chamberlain,  et  ux  and  with  the  line  between 
the  lands  of  the  said  Marie  Pollara  and  the 
said  Victor  Pollara. 

South  20''32'  West  approximately  266  feet 
to  a  corner  common  to  the  lands  of  the  said 
Marie  Pollara.  the  lands  of  the  said  Victor 
Pollara  and  the  lands  now  or  formerly  owned 
by  George  Pollara,  et  ux;  thence,  leaving  the 
lands  of  the  said  Victor  Pollara  and  with  the 
line  between  the  lands  of  the  said  Marie 
Pollara  and   the  said   George   Pollara.   et   ux. 

South  19*12'  West  197  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Lloyd  Rackmall.  thence,  leaving  the  lands 
of  the  said  Marie  Pollara  and  with  the  line 
between  the  lands  of  the  said  George  Pol- 
lara. et  ux  and  the  said  RackmlU.  the  follow- 
ing courses  and  distances: 

South  50'3r  East  220  feet. 

South  65"58'  East  105  feet  to  a  corner 
common  to  the  lands  of  the  said  RackmlU 
and  the  said  George  Pollara  et  ux:  thence, 
leaving  the  lands  of  the  said  George  Pollara. 
et  ux  and  severing  the  lands  of  the  said 
RaekmJll. 

South  27°07'  West  1442  feet  to  a  corner 
common  to  the  lands  of  the  said  Rackmlll 
and  the  lands  now  or  formerly  owned  by 
Tocks  Island  Realty  Corp  ;  thence,  with  the 
lino  between  the  lands  of  the  said  Realty 
Corp.  and  the  said  Rackmlll. 

South  7r31'  East  184  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
The  Township  of  Montague,  said  point  being 
In  the  Northerly  right-of-way  line  of  V^an 
Etten  Road:  thence,  leaving  the  lands  of  the 
said  Realty  Corp  and  with  the  line  between 
the  lands  of  the  said  Rackmlll  and  the  said 
Township  of  Montague  and  with  the  said 
Northerly  rijjht-of-way  line  of  the  said  Van 
Etten  Road, 

In  a  generally  Easterly  direction  approxi- 
mately 1.300  feet  to  a  corner  common  to  the 
lands  of  the  said  Rackmlll  and  lands  now 
or  formerly  owned  by  Edward  L  Herman  and 
In  the  line  of  the  lands  of  the  said  Township 
of  Montague;  thence,  leaving  the  lands  of  the 
said  Rackmlll  and  with  the  line  between  the 
lands  of  the  said  Herman  and  the  .said  Towni- 
shlp  of  Montague,  continuing  with  the  said 
Northerly  right-of-way  line  of  the  said  Van 
Etten  Road, 

In  a  generally  Northeasterly  direction  ap- 
proximately 200  feet  to  a  point;  thence,  leav- 
ing the  lands  of  the  said  Herman  and  the  said 
Northerly  right-of-way  line  of  the  said  Van 
Etten  Road  and  severing  the  said  lands  of 
the  said  Township  of  Montague,  crossing  the 
said  Van  Etten  Road. 

South  27  =  46'  West  40  feet  to  a  corner 
common  to  the  lauds  of  the  said  Realty  Corp.. 
the  lands  now  or  formerly  owned  by  Harry 
K.  Phillips  and  In  the  line  of  the  lands  of  the 
said  Township  of  Montague,  said  point  being 
on  the  Southerly  right-of-way  line  of  the 
said  Van  Etten  Road:  thence,  leaving  the 
lands  of  the  said  Township  of  Montague  and 
the  said  Southerly  right-of-way  line  of  the 
said  Van  Etten  "Road  and  with  the  line  be- 
tween the  lands  of  the  said  Realty  Corp  and 
the  said  Phillips,  the  following  courses  and 
distances: 


South  27°46'  west  261  feet, 
South  66''04'  East  251  feet  to  a  point  In  the 
line  of  the  lands  of  the  said  State  of  New 
Jersey,  said  point  being  on  the  Northwesterly 
right-of-way  line  of  United  Statee  Highway 
Route  Number  206;  thence,  leaving  the  lands 
of  the  said  Herman  and  with  the  line  between 
the  leinds  of  the  said  State  of  New  Jersey  and 
the  said  Realty  Corp.  and  with  the  said 
Northwesterly  right-of-way  line  of  the  said 
United  States  Highway   Route  Number  206, 

In  a  generally  Southwesterly  direction 
crossing  the  line  between  Sandyston  Town- 
ship and  Montague  Township  at  approxi- 
mately 896  feet,  in  all  1555  feet  to  a  point 
In  the  line  of  lands  now  or  formerly  owned 
by  the  said  Township  of  Sandyston,  said 
point  being  at  the  intersection  of  the  North- 
westerly right-of-way  line  of  the  said  United 
States  Highway  Route  Number  206  with  the 
Northwesterly  right-of-way  line  of  Ayers 
Road;  thence,  leaving  the  lands  of  the  said 
State  of  New  Jersey  and  the  said  North- 
westerly right-of-way  line  of  the  said  United 
States  Highway  Route  Number  206  and  with 
the  line  between  the  lands  of  the  said  Realty 
Corp  and  the  said  Township  of  Sandyston 
and  with  the  Northerly  right-of-way  line 
of  the  said  Ayers  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 216  feet  to  a  corner  common  to 
the  lands  of  the  said  Realty  Corp,,  other  landa 
now  or  formerly  owned  by  the  said  Mabel  E. 
Roberts  and  in  the  line  of  the  lands  of  the 
said  Township  of  Sandyston;  thence,  leav- 
ing the  lands  of  the  said  Realty  Corp.  and 
the  lands  of  the  said  Township  of  Sandyston 
and  the  said  Northerly  right-of-way  line 
of  the  said  Ayers  Road  and  severing  the  said 
other  lands  of  the  said  Roberts,  the  following 
courses  and  distances: 

South  46  09'  West  1233  feet. 

South  62=56'  West  3044  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
Roberts,  the  lands  now  or  formerly  owned 
by  Wantage  Land  Corporation  and  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Julius  Calestinl;  thence,  leaving  the  said 
other  lands  of  the  said  Roberts  and  with 
the  line  between  the  lands  of  the  said  Cale- 
stinl and  the  lands  of  the  said  Land  Corpo- 
ration, 

South  33'13'  West  517  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Calestinl  and 
the  lands  of  the  said  Land  Corporation; 
thence,  leaving  the  lands  of  the  said  Cales- 
tinl and  severing  the  lands  of  the  said  Land 
Corporation,  the  following  courses  and  dis- 
tances : 

South  eras'  East  305  feet. 

South  35°36'  West  1310  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  J.  Laurence  Black,  et  ux;  thence,  with 
the  lands  of  the  said  Black,  et  ux, 

South  49°20'  East,  passing  a  comer  com- 
mon to  the  lands  of  the  said  Land  Corpora- 
tion and  the  lands  now  or  formerly  owned 
by  Clinton  B.  Jager,  et  al  at  approximately 
345  feet,  In  all  559  feet  to  a  comer  common 
to  the  lands  of  the  said  Black,  et  ux  and  the 
lands  of  the  said  Jager,  et  al;  thence,  leav- 
ing the  lands  of  the  said  Black,  et  ux  and 
severing  the  lands  of  the  said  Jager,  et  al, 
the  following  courses  and  dlsteinces: 

South  19°34'  East  273  feet. 

South  29''44'  West  705  feet  to  a  point  In 
the  line  of  the  lands  of  the  said  County  of 
Sussex,  said  point  being  In  the  Northerly 
right-of-way  line  of  Ridge  Road;  thence, 
leaving  the  lands  of  the  said  Jager,  et  al 
and  severing  the  lands  of  the  said  County 
of  Sussex,  crossing  the  said  Ridge  Road, 

South  29'44'  West  40  feet  to  a  point  on 
the  line  of  other  lands  of  the  said  Jager, 
et  al.  said  point  being  In  the  Southerly  right- 
of-way  line  of  the  said  Ridge  Road;  thence, 
with  the  line  between  the  said  other  lands 


of  the  said  Jager,  et  al  and  the  lands  of  the 
said  County  of  Sussex  and  with  the  South- 
erly right-of-way  line  of  the  said  Ridge  Road, 

In  a  generally  Blasterly  direction  approxi- 
mately 710  feet  to  a  corner  common  to  the 
lands  of  the  said  Jager,  et  al,  lands  now  or 
formerly  owned  by  The  Township  of  Sandys- 
ton and  in  the  line  of  the  Umas  of  the  said 
County  of  Sussex,  said  corner  being  at  the 
Intersection  of  the  Westerly  right-of-way 
line  of  Upper  Ridge  Road  with  the^ 
said  Southerly  right-of-way  line  of  said' 
Ridge  Road;  thence,  leaving  the  lands  of  the 
sail  Jager,  et  td  and  with  the  lands  of  the 
said  County  of  Sussex, 

In  a  generally  Southeasterly  direction  ap- 
proximately 34  feet  to  a  corner  common  to 
other  lands  of  the  said  Jager,  et  al,  the 
lands  of  the  said  Township  of  Sandyston 
and  In  the  line  of  the  lands  of  the  said 
County  of  Sussex,  said  point  being  in  the 
Easterly  right-of-way  line  of  the  said  Upper 
Ridge  Road  and  at  the  Intersection  of  the 
said  Easterly  right-of-way  line  of  the  said 
Upper  Ridge  Road  with  the  Southerly  right- 
of-way  line  of  the  said  Ridge  Road;  thence. 
leaving  the  lands  of  the  said  County  of 
Sussex  and  the  said  Township  of  Sandyston 
and  the  said  road  intersection  and  severing 
th3  lands  of  the  said  Jager.  et  al, 

South  18°30'  West  1835  feet  to  a  corner 
common  to  the  lands  of  the  said  Jager.  et 
al  Eind  the  lands  now  or  formerly  owned  by 
Alfred  J.  Luciano,  et  al:  thence,  with  the 
line  between  the  lands  of  the  said  Luciano, 
et  al  and  the  said  Jager.  et  al. 

South  13=38'  West  548  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Rex  B,  Altchuler;  thence,  leaving  the  lands 
of  the  said  Luciano,  et  al  and  with  the 
line  between  the  lands  of  the  said  Jager,  et 
al  and  the  said   Altchuler. 

South  70°05'  East  194  feet  to  a  point  in 
the  line  of  other  lands  of  the  said  Luciano, 
et  al;  thence,  leaving  the  lands  of  the  said 
Jager,  et  al  and  with  the  line  between  the 
lands  of  the  said  Altschuler  and  the  said 
other  lands  of  the  said  Luciano,  et  al. 

South  42''02'  West,  passing  a  corner  com- 
mon to  the  said  other  lands  of  the  said 
Luciano,  et  al  and  the  lands  now  or  formerly 
owned  by  Rus-sell  D  Smith,  et  al  at  ap- 
proximately 456  feet.  In  all  1092  feet  to  a 
comer  common  to  the  lands  of  the  said 
Altchuler  and  the  lands  of  the  said  Smith, 
et  al;  thence,  continuing  with  the  line 
between  the  lands  of  the  said  Altschuler  and 
the  said  Smith,  et  al. 

South  14''35'  East  311  feet  to  a  corner 
common  to  the  lands  of  the  said  Altschuler. 
the  lands  of  the  said  Smith,  et  al  and  the 
lands  now  or  formerly  owned  by  William 
Thlerbach.  et  ux;  thence,  leaving  the  land.s 
of  the  said  Altschuler  and  with  the  line  be- 
tween the  lands  of  the  said  Smith,  et  al 
and  the  said  Thlerbach,  et  ux.  the  follow- 
ing courses  and  distances : 

South  63  =  19'  East  440  feet. 

South  40°22'  East  274  feet. 

South  38=08'  West  512  feet  to  a  point  in 
the  line  of  the  lands  now  or  formerly  owned 
by  Eston  S,  Major,  et  al;  thence,  leaving  the 
lands  of  the  said  Smith,  et  al  and  with  the 
line  between  the  lands  of  the  said  Thlerbach, 
et  ux  and  the  said  Major,  et  al,  the  follow- 
ing courses  and  distances: 

North  Bl^ae'  West  289  feet. 

South  04°31'  West  134  feet. 

South  7r34'  East  60  feet. 

South  17°13'  West  616  feet. 

North  76°34'  West  676  feet  to  a  point; 
thence,  leaving  the  lands  of  the  said  Thler- 
bach, et  ux  and  severing  the  lands  of  the 
said  Major,  et  al. 

South  15'36'  West  516  feet  to  a  point  in 
the  line  of  the  lands  now  or  formerly  owned 
by  Edward  Ibsen;  thence,  leaving  the  lands 
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,  f  the  said  Major,  et  al  and  severing  the 
lands  of  the  said  Ibsen,  the  following  courses 
end  distances: 

South  37°2r  West  1762  feet. 
South  49  ■'24'  East  645  feet. 
South  38"22'  West  306  feet, 
South  54'28'  East  172  feet. 
South  34''49'  West  402  feet  to  a  point  in 
the  line  of  the  lands  now  or  formerly  owned 
bv  Wesley  J.  Oliver,  et  ux;   thence,  leaving 
The   lands   of  the   said   Ibsen   and   severing 
the  lands  of  the  said  Oliver,  et  ux. 

South  36°33'  West  709  feet  to  a  point  In 
The  line  of  the  lands  now  or  formerly  owned 
by  The  Township  of  Sandyston,  said  point 
being  m  the  Northerly  right-of-way  line  of 
Van  Ness  Road;  thence,  leaving  the  lands  of 
the  said  Oliver,  et  ux  and  the  said  Northerly 
right-of-way  line  of  the  said  Van  Ness  Road 
ar.d  severing  the  lands  of  the  said  Township 
of  Sandyston,  crossing  the  said  Van  Ness 
Road. 

South  36*33'  We.'it  40  feet  to  a  point  on 
the  line  of  the  lands  now  or  formerly  owned 
by  George  B,  Harper,  said  point  being  on  the 
Southerly  right-of-way  line  of  the  said  Van 
Ness  Road;  thence,  leaving  the  lands  of  the 
said  Township  of  Sandyston  and  the  said 
Southerly  right-of-way  line  of  the  said  Van 
Ness  Road  and  severing  the  lands  of  the  said 
Harper,  the  following  courses  and  distances: 
South  22*54'  West  713  feet. 
South  28*31'  West  1364  feet  to  a  corner 
common  to  the  lands  of  the  said  Harper  and 
the  lands  now  or  formerly  owned  by  Joseph 
J.  Lenntngton,  et  ux:  thence,  leaving  the 
lands  of  the  said  Harper  and  severing  the 
lands  of  the  said  Lennlngton,  et  ux, 

South  28*31'  West  400  feet  to  a  corner 
common  to  the  lands  of  the  said  Lennlngton. 
et  ux.  the  lands  now  or  formerly  owned  by 
John  Cron,  Jr.  and  the  lands  now  or  formerly 
owned  by  Prank  Meier,  et  al;  thence,  leav- 
ing the  lands  of  the  said  Harper  and  with 
the  line  between  the  lands  of  the  said  Meier, 
et  al  and  the  said  Cron,  Jr  . 

South  78 '25'  West  644  feet  to  a  corner 
common  to  the  lands  of  the  said  Cron,  Jr  , 
the  lands  of  the  said  Meier,  et  al  and  the 
lands  now  or  formerly  owned  by  Alfred  M 
Ellett,  Executor  Trustee:  thence,  leaving  the 
lands  of  the  said  Meier,  et  al  and  with  the 
line  between  the  lands  of  the  said  Cron,  Jr. 
and  the  said  Ellett,  Executor  Trustee. 

South  12*32'  West  66  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ellett.  Executor 
Trustee  and  the  said  Cron,  Jr.  and  In  the 
line  of  the  lands  now  or  formerly  owned  by 
The  County  of  Sussex,  said  point  being  on 
the  Northerly  right-of-way  line  of  Township 
Route  Number  521;  thence,  leaving  the  lands 
of  the  said  Ellett.  Executor  Trustee  and  the 
said  Cron,  Jr.  and  the  said  Northerly  right- 
of-way  line,  severing  the  said  lands  of  the 
said  County  of  Stissex,  crossing  the  said 
Township  Route  Number  521, 

South  11*59'  West  66  feet  to  a  comer  com- 
mon to  other  lands  of  the  said  Ellett,  Execu- 
tor Trustee  and  other  lands  of  the  said  Cron. 
Jr.  and  In  the  line  of  the  lands  of  the  said 
County  of  Sussex,  said  point  being  on  the 
south  right-of-way  line  of  the  said  Township 
Route  Number  521;  thence,  leaving  the  lands 
of  the  said  County  of  Sussex  and  the  said 
Southerly  right-of-way  line  of  the  said 
Township  Route  Number  521  and  with  the 
line  between  the  lands  of  the  said  Ellett,  Ex- 
ecutor Trustee  and  the  said  other  lands  of 
the  said  Cron,  Jr..       ^ 

South  11*59'  West  1318  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
Ellett.  Executor  Trustee  and  the  said  Cron. 
Jr.  and  the  lands  now  or  formerly  owned  by 
Arthur  E.  Bevans,  et  ux;  thence,  leaving  the 
said  other  lands  of  the  said  Ellett,  Executor 
Trustee  and  with  the  line  between  the  lands 
of  the  said  Bevans,  et  ux  and  the  said  other 
lands  of  the  said  Cron,  Jr.. 


South  23*  16'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Cron,  Jr.  and 
the  lands  now  or  formerly  owned  by  John 
Raser,  et  ux  at  approximately  2614  feet.  In 
all  2977  feet  to  a  point  In  the  line  of  the 
lands  now  or  formerly  owned  by  the  said 
Township  of  Sandyston.  said  point  being  In 
the  Northerly  right-of-way  line  of  Old  Dlng- 
maiis  Road:  thence,  leaving  the  lands  of  the 
said  Bevans,  et  ux  and  the  lands  of  the  said 
Raser,  et  ux  and  the  said  Northerly  right-of- 
way  line  of  the  said  Old  Dlngnians  Road  and 
severing  the  lands  of  the  said  Township  of 
Sandyston,  crossing  the  said  Old  Dingmans 
Road.  ,   ^ 

South  23*  16'  West  33  feet  to  a  pohit: 
thence,  leaving  the  lands  of  the  said  Raser, 
et  ux  and  the  said  Bevans,  et  ux  and  leav- 
ing the  Northerly  right-of-way  line  of  the 
said  Old  Dingmans  Road  and  severing  the 
said  other  lands  of  the  said  Township  of 
Sand  vs  ton. 

South  23*  16'  West  44  feet  to  a  corner 
common  to  other  lands  of  the  said  Raser,  et 
ux  and  other  lands  of  the  said  Bevans.  et  ux 
and  m  the  line  of  the  said  other  lands  of 
the  said  Township  of  Sandyston  and  In  the 
Southerly  right-of-way  Une  of  the  said  Old 
EHngmans  Road;  thence,  leaving  the  said 
other  lands  of  the  said  Towniihlp  of  Sandy- 
ston and  leaving  the  ScuUierly  right-of-way 
line  of  the  said  Old  Ehngmans  Road  and 
with  the  line  between  the  said  other  lands 
of  the  said  Raser,  et  ux  and  the  said  otlier 
lands  of  the  said  Bevans.  et  ux 

South  22*26'  West  passing  a  corner  com- 
mon to  the  said  other  lands  of  the  said 
Raser.  et  ux  and  the  Lands  now  or  formerly 
owned  bv  John  Cron,  Jr.  at  approximately 
1375  feet.  In  all  1774  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  said  Be- 
vans, et  ux  and  the  lands  now  or  formerly 
owned  by  Helka  Joan  Pay  and  in  the  l:ne  of 
the  lands  of  the  said  Cron.  Jr.:  thence,  leav- 
ing the  said  other  lands  of  tlie  said  Bevans. 
et  ux  and  with  the  line  between  the  lauds  of 
the  said  Cron.  Jr.  and  tlie  said  Fay. 

South  22'26'  West  557  feet  to  a  corner 
common  to  the  lands  of  tlie  said  Cron.  Jr 
and  the  said  Fay  and  the  lands  now  or 
formerly  owned  by  Ned-Fay-Gil  Company, 
thence,  leaving  the  lands  of  the  said  Cron. 
Jr.  and  with  the  line  between  the  lands  of 
the  said  Ned-Fay-Gil  Company  and  the  said 
Pay, 

South  33 '03'  West  59  feet  to  a  corner 
common  to  the  lands  of  the  said  Fay  and 
the  lands  now  or  formerly  owned  by  John 
Bevans  and  In  the  line  of  the  lauds  of  the 
said  Ned-Pay-Gll  Company,  thence,  leaving 
the  lands  of  the  said  Fay  and  with  the  line 
between  the  lands  of  the  said  Ned-Fay-Gil 
Company  and  the  said  Bevans. 

South  33*03'  West  130  fee:  to  a  corner 
common  to  the  lands  of  the  said  Bevans  and 
the  lands  now  or  formerly  owned  by  Edwin 
A.  F^eudenheim,  et  ux  and  In  the  line  of 
the  lands  of  the  said  Ned-Pay-Gi:  Com- 
pany; thence,  leaying  the  lands  of  the  said 
Bevans  and  with  the  line  between  the  lands 
of  the  said  Ned-F^y-GU  Company  and  the 
said  Frevidenheim.  et  ux. 

South  33*03'  West  passing  a  corner  com- 
mon to  the  lands  of  the  said  Ned-Fay-Gll 
Company  and  the  lands  now  or  formerly 
owned  by  the  State  of  New  Jersey  at  ap- 
proximately 453  feet.  In  all  1478  feet  to  a 
corner  common  to  the  lands  of  the  said 
Preudenheim.  et  ux  and  the  lar.n«  now  or 
formerly  owned  by  Lee  C  Pitch  et  ux  and 
in  the  line  of  the  lands  of  the  satd  State: 
thence,  leaving  the  lands  of  the  said  Preud- 
enheim, et  ux  and  with  the  line  between 
the  lands  of  the  said  State  and  the  said 
Fitch,  ei  ux. 

South  33° 03'  West  817  feet  to  a  corner 
common  to  the  lands  of  the  said  State  ajid 
the  lands  now  or  formerly  owned  by  Joseph 


J.  Lennlngton  and  In  the  line  of  the  lands  of 
the  said  Fitch,  et  ux;  thence,  leaving  the 
lands  of  the  said  Fitch,  et  ux  and  with  the 
line  between  the  lands  of  the  said  State  and 
the  said  Lennlngton,  the  following  courses 
and  distances: 

South  57*07'  East  1062  feet. 
South  33"  15  West  203  feet  to  a  corner 
common  to  the  lands  of  the  said  Lennlngton. 
and  the  lands  now  or  formerly  owned  by 
George  L  Lennlngton.  and  in  the  line  of  the 
lands  of  the  said  State;  thence,  leaving  the 
lands  of  the  said  Lennlngton.  and  with  the 
line  between  the  ;and.«  of  the  said  State  and 
the  said  George  L.  Tjcnnington. 

South    33*15'    West   200    feet   to   a   corner 
common  to  the  lands  of  the  said  George  L. 
Lennlngton  and  the  lands  now  or  formerly 
owned  by  Warren  E.  Glbhs.  et  tix.  and  !n  the 
line  of  the  lands  of  the  said  State;  thence. 
leaving  the  lands  of  the  said  George  L.  Len- 
nlngton and  with  the  line  between  the  lands 
of  the  said  State,  and  the  said  Qibhs,  et  ux 
the   following   cotirses  and  distances: 
South  33*15'  West  903  feet. 
South  62'  12-  West  504  feet. 
North  72*12'  West  89  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  State  and  the 
lands  now  or  formerly  owned  by  Robley  K. 
Williamson    and  In  the  line  of  the  lands  of 
the  said   Gibbs.  et   ux;    thence,   leaving  the 
lands  of  the  said  Glbbs.  et  ux,  and  with  tlie 
line  between  the  lands  of  the  said  State,  and 
tlie  said   Williamson,   the  following  courses 
and  distances : 

South  45  50'  Wept  163  feet. 
North  74*13  West  71  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
the  Township  of  Sandyston  and  In  the 
Easterly  right-of-way  line  of  Walpack  Road; 
thence,  leaving  the  lands  of  the  said  State 
and  the  lands  of  the  said  Williamson,  and 
leaving  the  Easterly  right-of-way  line  of  the 
said  Walpack  Road,  severing  the  lands  of  the 
said  Township  of  Sandyston, 

South  79*20'  West  66  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Herbert  Blrchenough,  et  ux  and  In  the 
Westerly  right-of-way  line  of  the  said  Wal- 
pack Road:  thence,  with  the  line  between  the 
l,i.nds  of  the  said  Blrchenough,  et  ux  and 
the  said  Township  of  Sandyston,  and  along 
the  Westerly  right-of-way  line  of  the  said 
Walpack  Road. 

In  a  Southerly  directicn  approximately  100 
feet  to  a  comer  common  to  the  lands  of  the 
said  Birchenovigh,  et  ux  and  the  lands  now 
or  formerly  owned  by  Robert  E.  Ktihn,  et  al 
and  In  the  line  of  the  lands  of  the  said 
Township  of  Sandyston;  thence,  leaving  the 
lands  of  the  said  Blrchenough,  et  ux  and 
with  the  line  between  the  lands  of  the  said 
Township  of  Sandyston  and  the  said  Ktihn, 
et  al  and  continuing  with  the  Westerly 
right-of-way  line  of  the  said  .Walpack  Road. 
In  a  generally  Southerly  direction  approxi- 
mately 1103  feet  to  a  corner  common  to  the 
lands  of  the  said  Kuhu.  et  al  and  the  lands 
now  or  formerly  owned  Vy  Addison  K 
Bevans,  et  ux  and  in  the  line  of  the  lands 
of  the  said  Township  of  Sandyston;  thence, 
leaving  the  lands  of  the  said  Kuhn.  et  al 
and  with  the  line  betwee  .  the  lands  of  the 
said  Bevans.  et  ux  and  the  said  Township 
of  Sandyston,  and  continuing  with  the 
Westerly  right-of-way  line  of  the  said 
Walpack  Road. 

In  a  generally  Southerly  direction  approxi- 
mately 571  feet  to  a  comer  common  to  the 
lands  of  the  said  Bevans,  et  ux  and  the  lands 
now  or  formerly  owned  by  Kenneth  Trelble. 
et  ux  and  in  the  line  of  the  lands  of  the 
said  Township  of  Sandyston;  thence,  leaving 
'he  lands  of  the  said  Bevans.  et  ux  and  wltJi 
•. '.e  Ime  between  the  lands  of  the  said  Town- 
<=!-.!p  of  Sandyston  and  the  said  Trelble.  et  ux 
and  continuing  with  the  Westerly  right-of- 
way  line  of  the  said  Walpack  Road. 
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In  a  generally  Southerly  direction  approxi- 
mately 140  feet  to  a  corner  common  to  the 
lands  of  the  said  Treible.  et  ux  and  to  the 
lands  now  or  formerly  owaied  by  William  O. 
Pitman,  et  ux  and  in  the  line  of  the  lands  of 
the  said  Township  of  Sandyston;  thence, 
leaving  the  lands  of  the  said  Treible,  et  ux 
and  the  said  Pitman,  et  ux  and  leaving  the 
Westerly  right-of-way  line  of  and  severing 
the  said  Walpack  Road, 

In  an  Easterly  direction  approximately  66 
feet  to  a  corner  common  to  the  lands  now  or 
formerly  owned  by  the  State  of  New  Jersey 
and  to  the  lands  now  or  formerly  owned  by 
Frank  H  Overly,  et  ux  and  in  the  line  of  the 
lands  of  the  said  Township  of  Sandyston  and 
in  the  Easterly  right-of-way  line  of  the  said 
Walpack  Road:  thence,  leaving  the  lands  of 
the  said  Township  of  Sandyston  and  leaving 
the  Easterly  right-of-way  line  of  the  said 
Walpack  Road  and  with  the  line  between  the 
lands  of  the  said  Stat-e  and  the  said  Overly, 
et  ux, 

South  69°49'  East  142  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  State  and  the 
said  Overly,  et  ux  and  in  the  line  of  the  lands 
now  or  formerly  owned  by  the  County  of 
Sussex  and  being  also  a  point  in  the  North- 
westerly right-of-way  line  of  the  Sandyston- 
Haneys  Mill  Road;  thence,  leaving  the  lands 
of  the  said  State  and  with  the  line  between 
the  lands  of  the  said  County  of  Sussex  and 
the  said  Overly,  et  ux  and  with  the  North- 
westerly right-of-way  line  of  the  said  Sandy- 
ston-Haaey's  Mill  Road. 

In  a  Southwesterly  direction  approxi- 
mately 66  feet  to  a  point  In  the  line  between 
the  lands  of  the  said  County  of  Sussex  and 
the  said  Overly,  et  ux  and  In  the  Northwest- 
erly right-of-way  line  of  the  said  Sandyston- 
Haney's  Mill  Road;  thence,  leaving  the  lands 
of  the  said  Overly,  et  ux  and  leaving  the 
Northwesterly  right-of-way  line  of  the  said 
Sandyston-Haney's  Mill  Road  and  severing 
the  said  Sandyston-Haney's  Mill  Road. 

In  a  Southeasterly  direction  approximately 
33  feet  to  a  corner  common  to  the  lands  now 
or  formerly  owned  by  the  said  State  and  the 
lands  now  or  formerly  owned  by  Gilbert  J. 
Smith,  and  in  the  line  of  the  lands  of  the 
said  County  of  Sussex,  and  being  also  a  point 
In  the  Southeasterly  right-of-way  line  of  the 
said  Sandys ton-Haneys  Mill  Road;  thence, 
leaving  the  lands  of  the  said  County  of 
Sussex  and  leaving  the  Soutlieasterly  right- 
of-way  line  of  the  said  Sandyston-Haney's 
Mill  Road  and  with  the  line  between  the 
lands  of  the  said  State  and  the  said  Smith. 
the  following  courses  and  distances: 

South  68  "20'  East  79  feet. 

South  02  42'  East  33  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Smith  and  the 
lands  now  or  formerly  owned  by  Paul 
Norman  McEvoy  and  In  the  line  of  other 
lands  of  the  said  State;  thence,  leaving  the 
lands  of  the  said  Smith,  and  with  the  line 
between  the  lands  of  the  said  McEvoy  and 
the  said  other  lands  of  the  .said  State. 

South  03''44'  East  85  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  McEvoy  and 
the  other  lands  now  or  formerly  owned  by 
the  said  Gilbert  J.  Smith,  and  in  the  line  of 
tiie  said  other  lands  of  the  said  State;  thence, 
leaving  the  lands  of  the  said  McEvoy.  and 
with  the  line  between  the  said  other  lands  of 
the  said  State  and  the  said  other  lands  of 
the  said  Smith. 

South  02  36'  East  66  feet  to  n  corner  com- 
mon to  the  said  other  lands  of  the  said  Smith 
and  the  lands  now  or  formerly  owned  by 
John  W  Raser.  et  ux  and  in  the  line  of  the 
said  other  lands  of  the  said  State:  thence 
leaving  the  said  other  lands  of  the  said  Sjnlth 
and  with  the  line  between  the  said  other 
lands  of  the  said  State  and  the  said  Raser. 
et  ux. 

South  02°34  East  51  feet. 


South  32'  19'  West  94  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Raser.  et  ux  and 
to  the  lauds  now  or  formerly  owned  by  Paul 
R.  Angerman.  et  ux  and  In  the  line  of  the 
said  other  lands  of  the  said  State;  thence, 
leaving  the  lands  of  the  said  Raser.  et  ux  and 
with  the  line  between  the  said  other  lands  of 
the  said  State  and  the  said  Angerman.  et  ux. 

South  32"  19'  West  101  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
State  and  to  the  lands  now  or  formerly  owned 
by  Madge  M.  Doremus.  et  vlr  and  being  a 
point  In  the  line  of  the  lands  of  the  said 
Angerman.  et  ux;  thence,  leaving  the  lands 
of  the  said  Angerman,  et  ux  and  with  the  line 
between  the  said  other  lands  of  the  said  State 
and  the  said  Doremus,  et  vir,  the  following 
courses  and  distances: 

South  19  05'  East  374  feet. 

South  12"04'  East  300  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  said  State 
and  the  said  Doremus,  et  vlr  and  the  lands 
now  or  formerly  owned  by  Jane  Blewett 
Sherwin.  et  al;  thence,  leaving  the  lands  of 
the  said  Doremus.  et  vlr  and  with  the  line 
between  the  said  other  lands  of  the  said 
State  and  the  said  Sherwin,  et  al.' 

South  87"25'  East  66  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  said  State 
and  the  said  Sherwin,  et  al;  thence,  continu- 
ing with  the  line  between  the  said  other 
lands  of  the  said  State  and  the  said  Sherwin, 
et  al,  the  following  courses  and  distances : 

South  44°26'  East  577  feet. 

South  43°25'  East,  crossing  the  center  of 
Little  Flat  Brook  at  approximately  777  feet, 
crossing  the  center  of  Big  Flat  Brook  at  ap- 
proximately 1.340  feet.  In  all  2,515  feet  to  a 
corner  common  to  the  said  other  lands  of  the 
said  State  and  the  said  Sherwin.  et  al.  and 
to  the  lands  now  or  formerly  owned  by 
Merton  Henry  and  to  the  lands  now  or  for- 
merly owned  by  Donald  B.  MacMlllan,  et  ux^ 
thence,  leaving  the  said  other  lands  of  the 
said  State  and  the  said  Sherwin,  et  al  and 
with  the  line  between  the  lands  of  the  said 
Henry  and  the  .said  MacMlllan.  et  ux, 

South  59 '02'  East  497  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Henry  and  the 
said  MacMlllan.  et  ux  and  In  the  line  of  other 
lands  now  or  formerly  owned  by  the  Town- 
ship of  Sandyston.  and  being  also  a  point  In 
the  Northwesterly  right-of-way  line  of 
Brook  Road;  thence,  leaving  the  lands  of  the 
said  Henry  and  with  the  line  between  other 
lands  of  the  said  Township  of  Sandyston  and 
the  lands  of  the  said  MacMlllan,  et  ux  and 
with  the  Northwesterly  right-of-way  line  of 
the  said  Brook  Road» 

In  a  generally  Southwesterly  direction 
approximately  1,310  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Township 
of  Sandyston.  and  the  said  MacMlllan,  et  ux 
and  in  the  Northwesterly  right-of-way  line 
of  the  said  Brook  Road;  thence,  leaving  the 
lands  of  the  said  MacMlllan.  et  ux  and  leav- 
ing the  Northwesterly  right-of-way  line  of 
the  said  Brook  Road  and  severing  the  said 
Brook  Road. 

South  56°  18'  East  33  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Township  of 
Sandyston  and  to  other  lands  now  or 
formerly  owned  by  the  said  State,  and  to  the 
lands  now  or  formerly  owned  by  Andrew 
Stewart,  et  ux  and  In  the  Southeasterly 
right-of-way  line  of  the  said  Brook  Road; 
thence,  leaving  the  lands  of  the  said  Town- 
ship of  Sandyston  and  leaving  the  South- 
easterly right-of-way  line  of  the  said  Brook 
Road  and  with  the  line  between  the  other 
land.s  of  the  said  State  and  the  said  Stewart, 
et  ux   the  following  courses  and  distances: 

Soiith  56 '18'  East  32  feet. 

South  35'07'  We.st  1.170  feet, 

North  52'47'  West  760  feet  to  a  corner 
common  to  the  lands  of  the  said  Stewart,  et 
ux  and  the  said  Township  of  Sandyston  and 


to  other  lauds  now  or  formerly  owned  by  the 
said  State  and  In  the  Southeasterly  right-of- 
way  line  of  the  said  Brook  Road;  thence, 
leaving  the  lands  of  the  said  Stewart,  et  ux 
and  leaving  the  Southeasterly  right-of-way 
line  of  the  said  Brook  Road  and  severing  the 
lands  of  the  said  Township  of  Sandyston, 

North  52°47'  West  37  feet  to  a  corner 
common  to  the  lands  of  the  said  Township 
of  Sandyston  and  the  said  other  lands  of  the 
said  State  and  the  other  lands  now  or  for- 
merly owned  by  Andrew  Stewart,  et  ux  and 
in  the  Northwesterly  right-of-way  line  of  the 
said  Brook  Road;  thence,  leaving  the  said 
other  lands  of  the  said  Stewart,  et  ux  and 
with  the  line  between  the  lands  of  the  said 
Township  of  Sandyston.  and  the  said  other 
lands  of  the  said  State  and  with  the  North- 
westerly right-of-way  Una  of  the  said  Brook 
Road, 

In  a  generally  Southwesterly  direction 
approximately  332  feet  to  a  corner  common 
to  the  lands  of  the  said  Township  of 
Sandyston.  and  the  said  other  lands  of  the 
said  State  and  to  other  lands  now  or  formerly 
owned  by  the  said  Township  of  Sandyston, 
and  being  a  point  at  the  intersection  of  the 
Northwesterly  right-of-way  line  of  the  said 
Brook  Road  with  the  Easterly  right-of-way 
line  of  Mountain  Road;  thence,  leaving  the 
said  lands  of  the  said  Township  of  Sandyston 
and  the  said  other  lands  of  the  said  State  and 
leaving  the  Northwesterly  right-of-way  line 
of  the  said  Brook  Road  and  the  said  Easterly 
right-of-way  line  of  Mountain  Road  and 
severing  the  said  Mountain  Road. 

In  a  Westerly  direction  approximately  33 
feet  to  a  point  in  the  line  between  the  said 
other  lands  of  the  said  TowTiship  of  Sandy- 
ston and  other  lands  now  or  formerly  owned 
by  the  said  State  and  being  a  point  in  the 
Northwesterly  right-of-way  line  of  the  said 
Mountain  Road;  thence,  with  the  line  be- 
tween the  said  other  lands  of  the  said  Town- 
ship of  Sandyston,  and  the  said  other  lands 
of  the  said  State  and  with  the  Northwesterly 
right-of-way  line  of  the  said  Mountain  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximately 3.050  feet  to  a  corner  common 
to  the  said  other  lands  of  the  said  Township 
of  Sandyston  and  the  said  other  lands  of 
the  said  State  and  other  lands  now  or  for- 
merly owned  by  the  said  Township  of  Sandy- 
ston. and  being  a  point  at  the  intersection 
of  the  Northwesterly  right-of-way  line  of 
the  said  Mountain  Road  with  the  Northerly 
right-of-way  line  of  the  Fish  and  Game 
Road;  thence,  leaving  the  said  other  lands  of 
the  said  State  and  the  Northerly  right-of- 
way  line  of  the  said  Fish  and  Game  Road. 
and  with  the  line  between  the  said  other 
lands  of  the  said  Township  of  Sand\-ston 
and  other  lands  of  the  said  State  and  con- 
tinuing with  the  Northwesterly  right-of- 
way  line  of  the  said  Mountain  Road. 

In  a  generally  Southerly  direction,  passing 
the  Southerly  right-of-way  line  of  the  said 
Fish  and  Game  Road  at  approximately  33 
feet,  crossing  the  center  of  an  unnamed 
drain  at  approximately  1,560  feet,  and  cross- 
ing the  line  between  the  Township  of 
Sandyston  and  the  Township  of  Walpack  at 
approximately  2.607  feet,  in  all  approxi- 
mately 2.819  feet,  to  a  corner  common  to 
the  lands  of  the  .said  Township  of  Walpack 
and  the  said  other  lands  of  the  said  State 
and  the  lands  now  or  formerly  owned  by 
Flatbrook  Experimental  Farms.  Inc.;  thence. 
leaving  the  lands  of  the  said  State  and  con- 
tinuing with  the  Northwesterly  right-of-way 
line  of  the  said  Mountain  Road  and  with  the 
line  between  the  lands  of  the  said  Township 
of  Walpack  and  the  said  Experimental 
Farms. 

In  a  Southwesterly  direction  approxi- 
mately 2,467  feet  to  a  corner  common  to  the 
lands  of  the  said  Experimental  Farms  and 
the  lands  now  or  formerly  owned  by  David 
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B  Pairman.  el  ux  and  in  the  line  of  the 
lands  of  tbe  said  Township  of  Walpack: 
thence,  leaving  the  lands  of  the  said  Experi- 
mental Farms  and  continuing  with  the 
Northwesterly  right-of-way  line  of  the  said 
Mountain  Road  and  with  the  line  between 
the  lands  of  the  said  Township  of  Walpack 
and  the  said  Pairman,  et  ux. 

In  a  Southwesterly  direction  approxi- 
mately 1.109  feet  to  a  comer  common  to  the 
lands  of  the  said  Pairman,  et  ux  and  the 
lands  now  or  formerly  owned  by  B.  Douglas 
Gordon  and  In  the  line  of  the  lands  of  the 
said  Township  of  Walpack:  thence,  leaving 
the  lands  of  the  said  Pairman.  et  ux  and 
continuing  with  the  Northwesterly  right- 
of-way  line  of  the  said  Mountain  Road  and 
with  the  line  between  the  lands  of  the  said 
Township  erf  Walpack  and  the  said  Gordon, 
In  a  Southwesterly  direction  approxi- 
mately 115  feet  to  a  point  In  the  line  be- 
tween the  ;ands  of  the  said  Township  of 
Walpack  and  the  aald  Gordon;  thence,  leav- 
ing the  lands  of  the  said  Gordon  and  leaving 
the  Northwesterly  right-of-way  line  of  the 
said  Moiintain  Road  and  severing  the  lands 
of  the  said  Township  of  Walpack. 

South  66°  35'  East  33  feet  to  a  corner  com- 
mon to  the  lands  now  or  formerly  owned  by 
Vivian  A.  Carrougher.  et  ux  and  the  lands 
now  or  formerly  owned  by  John  A.  Car- 
rougher,  et  ux  and  In  the  line  of  the  lands 
of  the  said  Township  of  Walpack  and  in  the 
Southeasterly  right-of-way  line  of  the  said 
Mountain  Boe^;  thence,  leaving  the  lands  of 
the  said  Township  of  Walpack  and  leaving 
the  Southeasterly  right-of-way  line  of  the 
said  Mountain  Road  and  with  the  line  be- 
tween the  lands  of  the  said  Vivian  A.  Car- 
rougher,  et  ux  and  the  said  John  A.  Car- 
rougher,  et  ux, 

South   66*35 ■    East   558   feet   to   a   corner 
common  to  the  lande  of  the  said  Vivian  A. 
Carrougher.    et    ux    and    the   said    John   A. 
Carrougher.  et  ux  and  In  the  line  of  other 
lands  of  the  said   Gordon;    thence,   leaving 
the  lands  of  the  said  John  A.  Carrougher, 
et  ux  and  with  the  line  between  the  lands 
of  the  said'  Vivian  A.  Carrougher.  et  ux  and 
the  said  other  lands  of  the  said  Gordon,  the 
following  courses  and  distances 
North  20''45'  East  239  feet. 
South  72^34'   East  2.432  feet  to  a  corner 
common  to  the  lands  of  the  said  Vivian  A 
Carrougher.  et  vtx  and  the  said  other  lands  of 
the  said  Gordon  and  In  the  line  of  the  lands 
of  the  said  State;  thence,  leaving  the  lands 
of  the  said  Vivian  A.  Carrougher.  et  ux  and 
wltb  the  line  between  the  lands  of  the  said 
State  and  the  said  other  lands  of  the  said 
Gordon. 

South  42  =  16  West  431  feet  to  a  corner 
common  to  the  lands  of  the  said  State  and 
the  said  other  lands  of  the  said  Gordon  and 
In  the  line  of  other  lands  now  or  formerly 
owned  by  the  said  Township  of  Walpack 
and  In  the  Northwesterly  right-of-way  line 
of  Walpack  Center  Road;  thence,  leaving  the 
lands  of  the  said  State  and  with  the  line 
between  the  said  other  lands  of  the  said 
Township  of  Walpack  and  the  said  other 
lands  of  the  said  Gordon  and  with  the 
Northwesterly  right-of-way  line  of  the  said 
Walpack  Center  Road. 

In  a  generally  Southwesterly  direction  ap- 
proximate! v  l.«43  feet  to  a  corner  common 
to  the  said  other  lands  of  the  said  Gordon 
and  other  la  ids  of  the  said  State  and  in  the 
line  of  the  said  other  lands  of  the  said 
Township  of  Walpack;  tiience.  leaving  the 
said  other  lands  of  the  said  Township  of 
Walpack  and  leaving  the  Northerly  right-of- 
way  line  of  the  said  Walpack  Center  Road 
and  with  the  line  between  the  said  other 
lands  of  the  said  State  and  the  said  other 
lands  of  the  said  Gordon,  the  following 
courses  and  distances: 

North  13'26   West  146  feet. 


South  86  03  West  186  leet  to  a  toruer 
common  to  the  said  other  lands  of  the  said 
State  and  the  said  other  lands  ol  the  said 
Gordon  and  in  the  line  of  tbe  said  other 
lands  of  the  said  Township  of  Walpaci  and  In 
the  Northerly  right-of-way  line  of  the  said 
Walpack  Center  Road:  thence,  leaving  the 
said  other  lands  of  the  said  State  and  the 
said  other  lands  of  the  said  Gordon  and  leav- 
ing the  Northerly  right-of-way  Une  of  the 
said  Walpack  Center  Road  and  severing  the 
said  other  lands  of  the  said  Towiv^hlp  of 
Walpack. 

South  86  03'  West  76  feet  to  a  corner  com- 
mon to  other  lands  now  or  formerly  owned 
by  the  said  State  and  other  lands  now  or 
formerly  owned  by  the  said  Gordon  and   m 
the  Une  of  the  said  other  iBinds  of  the  said 
Township  of  Walpack  and  In  the  Southerly 
right-of-way  line  of  the  said  Walpack  Center 
Road;    thence,  leaving  the  said  other  lands 
of  the  said  Township  of  Walpack  and  leaving 
the  Southerly  nght-of-way  Une  of  the  said 
Walpack  Center  Road  and  with  the  line  be- 
tween the  said  other  lands  of  the  said  State 
and  the  said  other  lands  of  tbe  said  Gordon, 
the  following  courses  and  dlstances 
South  86'Oe'  West  105  feet. 
North   89»46'    West   222   feet    to   a   corner 
common  to  the  said  other  lands  of  the  said 
StAte  and  the  said  other  lands  of  the  said 
Gordon  and  in  the  line  of  the  said  other  lands 
of  the  said  Township  of  Walpack  and  in  the 
Southerly  right-of-way  Une  of  the  said  Wal- 
pack Center  Road;  thence,  leaving  the  said 
other  lands  of  the  aald  State  and  the  said 
other  lands  of  the  said  Gordon  and  leaving 
the  Southerlv  right-of-way  line  of  the  said 
Walpack  Center  Road  and  severing  the  said 
other  lands  of  the  said  Township  of  Walpack. 
North    89°46     West   90    feet   to    a   comer 
common    to    other    lands    now    or    formerly 
owned  by  the  said  State  and  the  said  other 
lands  of  the  said  Gordon  and  in  the  line  of 
the  eald  other  lands  of  the  said  Tovmchlp  of 
Walpack  and  in  the  Northerly  right-of-way 
line    of    the    said    Walpack    Center    Koad: 
thence    leaving  the  said  other  lands  of  the 
said  Township  of  Walpack  and  leaving  the 
Northerly  right-of-way  Une  of  the  said  Wal- 
pack Center  Road  and  with  the  line  between 
the  said  other  lands  of  the  said  State  and 
the    said   other   lands   of   the   said   Gordon. 
North  88 '^31'  West  158  feet  to  a  corner  com- 
mon to  the  .said  other  lands  of  the  said  State 
and  the  said  other  lands  of  the  said  Gordon 
and  In  the  line  of  the  said  other  lands  of 
the  said  Township  of  Walpack   and  In  the 
Northerly  right-of-way  line  of  the  said  Wal- 
pack Center  Road;   thence,  leaving  the  said 
other  lands  of  the  said  State  and  with  the 
line   between    the   said    other   lands   of   the 
Township   of   Walpack    and    the   said   other 
lands    of    the    said    Gordon    and    with    the 
Northerly  right-of-way  line  of  the  said  Wal- 
pack Center  Road, 

In  a  generally  Westerly  direction  approxi- 
mately 710  feet  to  a  point  In  the  Une  between 
the  said  other  lands  of  the  Raid  Township 
of  Walpack  and  the  said  other  lands  of  the 
said  Gordon:  thence,  leaving  the  said  other 
lands  of  the  said  Gordon  and  leartng  the 
Northerly  right-of-way  line  of  the  said  Wal- 
pack Colter  Road  and  severing  the  said  other 
lands  of  the  Township  of  Walpack. 

Due  SQuth  50  feet  to  a  corner  common 
to  the  said  other  lands  of  the  said  State 
and  the  lands  now  or  formerly  owned  by 
Charles  H  Emery.  Sr  ,  et  al  and  In  the  line 
of  the  said  other  lands  of  tbe  said  Town- 
ship of  Walpack  and  In  the  Southerly  right- 
of-way  line  of  the  said  Walpack  Center 
Road:' thence,  leaving  the  said  other  lands  of 
the  said  Township  of  Walpack  and  leaving 
the  Southerly  right-of-way  Une  of  the  said 
Walpack  Center  Road  and  with  the  line  be- 
tween the  said  other  lands  of  the  said  Stat* 
and  the  lands  of  the  said  Emery    Sr    et  al 


South  82' 17'  West  268  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
State  and  the  lands  of  the  said  Emery.  Sr  . 
et  al  and  the  lands  now  or  formerly  owned 
by  the  Thayandaga  Rod  and  Gun  Club; 
thence,  leaving  the  lands  of  the  said  Emery. 
Sr.,  et  al  and  with  the  line  between  tbe  said 
other  lands  of  the  said  State  and  the  lands 
of  the  said  Rod  and  Gun  Club. 

South  46' 34  West  188  feet  to  a  corner 
common  to  the  said  other  lands  cif  the  said 
State  and  the  lands  of  the  said  Rod  and 
Gun  Club  and  in  the  Une  of  other  lands  now 
or  formerly  owned  by  the  said  Township  of 
Walpack  and  In  the  Easterly  right-of-way 
line  of  Haney  s  Mlll-Walpack  Center  Road; 
thence  leaving  the  said  other  land,-*  of  the 
said  State  and  the  land.s  of  the  said  Rod  and 
Gun  Club  and  leaving  the  Easterly  right-of- 
way  line  of  the  said  Haney  s  Mlll-Walpack 
Center  Road  and  severing  the  said  other 
lands  of  the  said  Township  of  Walpack. 

South  46 '34  West  36  feet  to  a  corner 
common  to  the  lands  now  or  formerly  owned 
by  Paul  E  Darrone.  et  al  and  the  lands  now 
or  formerly  owned  by  the  Trustees  of  the 
Walpack  Center  Cemetery  Astioclatlon  and  In 
the  line  of  the  said  other  lands  of  the  said 
Township  of  Walpack  and  in  the  Westerly 
right-of-way  line  of  the  said  Haney's  MiU- 
Walp>ack  Center  Road:  thence  leaving  the 
lands  of  the  said  Cemetery  As-^oclation  and 
with  the  line  between  the  said  other  lands 
of  the  said  TonsTishlp  of  Walpark  and  the 
lands  of  the  said  Darrone.  et  al  and  with  the 
Westerly  right-of-way  line  of  the  said 
Haney's  Mlll-Walpack  Center  Road. 

In  a  generally  Southeasterly  direction  ap- 
proximately 2.677  feet  to  a  corner  common 
to  the  lands  of  the  said  Darrone  et  al  and 
other  lands  now  or  formerly  owned  by  the 
said  Darrone  et  al  and  in  the  line  of  the 
said  other  lands  of  the  said  Township  of  Wal- 
pack; thence  leaving  the  lands  of  the  said 
Darrone,  et  al  and  the  said  other  lands  of 
the  said  Darrone.  et  al  and  leaving  the  West- 
erly right-of-way  line  of  the  said  Haney's 
Mlll-Walpack  Center  Road  and  senlng  the 
lands  of  the  said  Township  of  Walpack. 

South  6206  East  33  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  State  and  other 
lauds  now  or  formerly  owned  bv  the  said 
Darrone.  et  al  and  In  the  line  ol  the  land^ 
of  the  said  Township  of  Walpack  and  In  the 
Easterly  right-of-way  line  of  the  said  Haney's 
Mlll-Walpack  Center  Road.  lhen£_e.  leaving 
the  lands  of  the  said  Township  of  Walpack 
and  leaving  the  Easterly  right-of-way  line 
of  the  said  Hanley's  Mlll-Walpack  Center 
Road  and  with  the  line  befween  the  lands  of 
the  said  State  and  the  said  other  lands  of 
the  said  Darrone  et  al,  the  following  courses 
and  distances; 

South  67'02   East  930  feet. 
North  27  54'  East  749  feet. 
South   65  03     East  2.371   feet  to  a  corner 
common  to  the  lands  of  the  said  State  and 
the  said  other  lands  of  the  said  Darrone,  et  al 
and  in  the  Une  of  the  lands  now  or  formerly 
owned  by  Vlcel  Corporation:  thence,  leaving 
the  said  other  lands  of  the  said  Darrone.  et  al 
and  with  the  line  between  the  lands  of  the 
said  State  and  the  said  Vlcel  Corporation   the 
loUowtng  courses  and  distancee: 
North  40  35   East  76  feet. 
North  15  19   West  238  feet. 
South  7116   East  305  feet. 
South  40  04   East  855  feel. 
North  84 '52    East  625  feet. 
North  49  54'  East  1,200  feet  to  a  point  in 
the  line  between  the  Township  of  Walpack 
aiKl  the  Towrishlp  of  Sandyston,  thence  con- 
tinuing with   the  line  between  the  land*  of 
the  said  State  and  the  said  Vlcel  Corporation 
and  with  the  lUie  between  the  Township  ol 
Sandvston  ai-d  the  Township  of  Walpack. 

South  16'34   East  1,721  fet  to  a  corner  com- 
mon to  the  lands  of  the  said  Vlcel  Corpora- 
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tlon  and  the  lands  now  or  formerly  owned 
by  the  Youn^  Men's  Chrlatlan  Association  of 
the  City  of  Newark  and  In  the  Uae  of  the 
lands  of  the  said  State;  thenc«,  leavlag  the 
lands  of  the  "lald  Vlcel  Corporation,  arid  with 
the  line  between  the  lands  of  the  said  State 
and  the  said  Young  Men's  Christian  Asso- 
ciation, and  osntlnulng  with  the  line  be- 
tween the  Township  of  Sandyston  and  the 
Township  of  Walpack. 

South  15  44'  East  564  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  State  and  the 
said  Young  Men's  Christian  Association  and 
the  lands  now  or  formerly  owned  by  Mecca 
Farms,  thence,  leavliig  the  liinds  of  the  said 
State  and  leaving  the  said  Township  Line, 
and  with  the  line  between  tht-  lands  of  the 
said  Mecca  Farms  and  the  said  Young  Men's 
Christian  Association, 

South  49  57'  West  90  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mecca  Farms 
and  the  said  Young  Mens  Christian  Asso- 
ciation; thence,  leaving  the  lands  of  the  said 
Mecca  Farms  and  severing  the  lands  of  the 
said  Young  Men's  Christian  Association,  the 
following  courses  and  distances: 

South  32*17'  'West  450  feet. 

South  70'ir  'West  800  feet  to  a  corner  of 
the  lands  of  the  said  Young  Mens  Christian 
Association,  and  In  the  line  of  the  lands  of 
the  said  'Vlcel  Corporation;  thence,  with  the 
line  between  the  lands  of  the  said  Vlcel 
Corpwratlon  and  the  said  Young  Men's 
Christian  Association, 

South  35'58'  West  1150  feet  to  a  corner 
common  to  the  lands  of  the  said  Vlcel  Cor- 
poration and  the  lands  now  or  formerly 
owned  by  Florlan  Walchak,  et  al  and  In  the 
line  of  the  lands  of  the  said  Young  Men's 
Christian  Association:  thence,  leaving  the 
lands  of  the  said  Vlcel  Corporation  and  sever- 
ing the  lands  of  the  said  Young  Men's  Chris- 
tian Association,  the  following  courses  and 
distances: 

South  03''07'  East  975  feet. 

South  32°  17"  West  1440  feet  to  a  corner 
common  to  the  lands  of  the  said  Young  Men's 
Christian  Association  and  the  .said  Walchak, 
et  al:  thence,  with  the  line  between  the  said 
Young  Men's  Christian  Association  and  the 
said  Walchak,  et  al. 

South  37'46'  West  906  feet  to  a  corner 
common  to  the  lands  of  the  said  Y.'unt;  Men's 
Christian  Association  and  the  said  Walchak, 
et  al  and  the  lands  now  or  formerly  owned 
by  Garrett  H  Plttinser  ct  al  and  the  lands 
now  or  fqrmerlv  owned  by  Vernon  J  Mc- 
Quarry.  et  ux:  thence,  leaving  the  lands  of 
the  said  Youne  Men's  ChrLstlan  As.*>clatlon 
and  the  said  Walchak,  et  al  and  the  said 
McQuarrv.  et  ux  and  severing  the  lands  of  the 
said  Plttinger.  et  al. 

South  38M2'  West  728  feet  to  a  point  in  the 
line  of  the  lands  of  the  said  Plttinger,  et  al 
and  the  lands  now  or  formerly  owned  by 
Joseph  Stepong?:!,  et  ux;  thence.  leaving  the 
lands  of  the  =iald  mttlnfrer,  et  al  and  severing 
the  lands  of  the  »ld  Stepongy.l,  et  ux. 

South  38' 12'  West  1238  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Ste- 
pongzl,  et  ux  and  the  lands  now  or  formerly 
owned  by  Charles  Shotmeyer.  et  al  and  In 
the  Northeasterly  rl:rht-of-way  line  of  a  25 
foot  wide  private  road:  thence,  leaving  the 
lands  of  the  said  Steponcr^l.  et  al  and  sever- 
ing the  lands  of  the  said  Shotmeyer.  et  al 
and  severing  the  .leld  private  road. 

South  38*12'  'West  25  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Shotmeyer. 
et  al  and  the  other  lands  now  or  formerly 
owned  by  Oarrett  H  Plttinger.  et  al  and  also 
being  a  point  in  the  Southwesterly  rltrht-of- 
way  line  of  the  said  private  road:  thence, 
leaving  the  lands  of  the  s:i.ld  Shotmeyer,  et 
al  and  leaving  the  Southwesterly  right-of- 
way  line  of  the  said  private  road,  and  .sever- 
ing the  other  lands  of  the  said  Plttinger, 
wtal. 

South  38*32'  West  1806  fe«t  to  a  corner 
common  to  the  other  lands  of  the  said  Plt- 


tinger. et  al  and  the  lands  now  or  formerly 
owned    by   Charles   Cono»er,    #t    al;    thence, 

with  the  line  between  the  other  lands  of  th« 
said  Plttinger,  et  al  and  the  said  Conover, 
et  al. 

South  46  22'  West  751  feet  to  a  cxjrner 
common  to  the  other  lands  of  the  said  Plt- 
tinger, et  al  and  the  said  Conover,  et  al  and 
the  lands  now  or  formerly  owned  by  Bruns- 
wick Homes,  Inc.;  thence,  leaving  the  other 
lands  of  the  said  Plttinger,  et  al  and  the  said 
Conover,  et  al  and  severing  the  lands  of  the 
said  Brunswick  Homes,  Inc., 

South  43=37'  West  875  feet  bo  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Thomas  E.  Murray;  thence,  leaving  the 
lands  of  the  said  Brunswick  Homee,  Inc.  and 
severing  the  lands  of  the  said  Murray. 

South  43°37'  West  101  feet  to  a  point  In 
the  line  of  other  lands  now  or  formerly  owned 
by  the  said  Brunswick  Homes,  Inc.;  thence, 
leaving  the  lands  of  the  said  Murray  and 
severing  the  said  other  lands  of  the  said 
Brunswick  Homes,  Inc.. 

South  43-37'  West  51  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
John  Walsh,  et  ux;  thence,  leaving  the  said 
other  lands  of  the  s.^ld  Bruns'wlck  Homes, 
Inc.,  and  severing  the  lands  of  the  said 
Walsh,  et  ux,  , 

South  43-37'  West  51  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
KaUherlne  Lynapp;  thence,  leaving  the 
lands  of  the  said  Walsh,  et  ux  and  severing 
the  lands  of  the  said  Lynapp. 

South  4337'  West  101  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Henry  Hoffman,  et  al;  thence,  leaving  the 
lands  of  the  said  Lynapp  and  severing  the 
lands  of  the  said  Hoffman,  et  al. 

South  43 '37'  West  51  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Charles  A.  Fairchlld.  et  ux;  thenc«.  leaving 
the  lands  of  the  said  Hoffman,  et  al  and 
severing  the  lands  of  the  said  Fairchlld,  et  ux. 

South  43=37'  West  51  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Jolin  BJerke,  et  ux;  thence,  leaving  the  landa 
of  the  said  Fairchlld,  et  ux  and  severing  the 
lands  of  the  said  BJerke.  et  ux. 

South  43=37'  West  152  feet  to  a  point  In 
the  line  of  other  lands  now  or  formerly 
owned  by  the  said  Brunswlcli  Homes,  Inc.; 
thence,  leaving  the  lands  of  the  said  BJerke. 
et  ux  and  severing  the  said  other  lands  of  the 
said  Brunswick  Homes.  Inc.. 

South  43-37'  West  51  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
James  K.  Whaley,  et  ux;  thenoe,  leaving  the 
said  other  lands  of  the  said  Brunswick 
Homes,  Inc.,  and  severing  the  lands  of  the 
aald  Whaley,  et  ux, 

South  43=47'  West  51  feet  to  a  point  In  the 
line  of  other  lands  now  or  formerly  owned 
by  the  said  Brunswick  Homes,  Inc.;  thence, 
leaving  the  lands  of  the  said  Whaley,  et  ux 
and  severing  the  said  other  lands  of  the  said 
Brunswick  Homes,  Inc., 

South  43=37'  West  1916  feet  to  a  comer 
common  to  the  said  other  lands  of  the  said 
Brunswick  Homes.  Inc.  and  the  lands  now 
or  formerly  owned  by  Joseph  Napoll;  thence. 
with  the  line  between  the  lands  of  the  aald 
Napoll  and  the  said  other  lands  of  the  said 
Brunswick  Homes,  Inc., 

South  39°  53'  West,  passing  a  corner 
common  to  the  lands  of  the  said  Napoll  and 
the  lands  now  or  formerly  owned  by  Robert 
C.  Turnock,  et  ux  at  approximately  101 
feet,  passing  a  corner  common  to  the  lands 
of  the  said  Turnock,  et  ux  and  the 
lands  now  or  formerly  owned  by  Paul  J. 
Ltzotte.  et  ux  at  approximately  151  feet, 
passing  a  corner  common  to  the  lands  of 
the  said  Llzotte,  et  ux  and  the  lands  now  or 
formerly  owned  by  Joseph  A.  Martin  at 
approximately  227  feet,  passing  a  corner 
common  to  the  lands  of  the  aald  Martin  and 


the  lands  now  or  formerly  owned  by  George 
Bonge.  et  ux  at  approximately  383  feet,  pass- 
ing a  corner  common  to  the  lands  of  the  said 
Bonge.  et  ux  and  the  lands  now  or  fonxverly 
owned  by  Stephen  Bonge,  et  ux  at  approxi- 
mately 433  feet,  passing  a  corner  common  to 
the  lands  of  the  aald  Stephen  Bonge,  et  ux 
and  other  lands  of  the  said  Brunswick 
Homes.  Inc..  at  approximately  483  feet,  la  all 
618  feet,  to  a  point  in  the  line  between  the 
said  other  lands  of  the  said  Brunswick 
Homes,  Inc.,  and  the  lands  now  or  formerly 
owned  by  Skyline  Acres,  Inc  ;  thence,  with 
the  line  between  the  said  other  lands  of  the 
said  Brunswick  Homes.  Inc  ,  and  the  said 
Skyline  Acres,  Inc.,  the  following  courses  and 
distances : 

South  42° 08'  East  89  feet. 

South  46'28'  West  386  feet. 

South  4l°32'  East,  passing  the  center  of 
Success  Drive  at  approximately  85  feet,  tn 
all  258  feet. 

South  50°59'  East  550  feet. 

South  39°14'  West  190  feet  to  a  corner 
common  to  the  lands  of  the  said  Brunswick 
Homes,  Inc.  and  the  said  Skyline  Acres,  Inc. 
and  In  the  line  of  the  lands  now  or  formerly 
owned  by  Aaron  O.  Alter,  et  al;  thence,  leav- 
ing the  lands  of  the  said  Brunswick  Homes. 
Inc.  and  with  the  line  between  the  lands  of 
the  said  Alter,  et  al  and  the  said  Skyline 
Acres,  Inc., 

North  51° 52'  West  603  feet  to  a  corner 
common  to  the  lands  of  the  said  Alter,  et  al 
and  the  said  Skyline  Acres.  Inc.;  thence,  leav- 
ing the  lands  of  the  said  Skyline  Acres.  Inc. 
and  severing  the  lands  of  the  said  Alter,  et 
al. 

South  19 '25'  West  1664  feet  to  a  corner 
common  to  the  lands  of  the  said  Alter,  et  al 
and  the  said  Skyline  Acres,  Inc.;  thence,  with 
the  line  between  the  lands  of  the  said  Alter, 
et  al  and  the  said  Skyline  Acres.  Inc., 

South  36*09'  West,  passing  a  corner 
common  to  the  lands  of  the  said  Alter,  et  al 
and  the  lands  now  or  formerly  owned  by 
R,  Barbara  Myers,  et  al  at  approximately  2,550 
feet.  In  all  2.784  feet  to  a  comer  common  to 
the  lands  of  the  said  Skyline  Acres.  Inc.  and 
the  said  Myers,  et  al;  thence,  leaving  the 
lands  of  the  said  Skyline  Acres,  Inc.  and 
severing  the  lands  of  the  said  Myers,  et  al. 

South  44*57'  West  1.630  feet  to  a  corner 
common  to  the  lands  of  the  said  Myers,  et  al 
and  the  lands  now  or  formerly  owned  by 
Sidney  R.  Hamby.  et  ux;  thence,  leaving  the 
lands  of  the  said  Myers,  et  al  and  severing 
the  lands  of  the  said  Hamby.  et  ux. 

South  44''57'  West  708  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  The  ABC  Rod  and  Gun  Club;  thence,  with 
the  line  betw^een  the  lands  of  the  said  Hamby, 
et  ux  and  the  said  The  ABC  Rod  and  Gun 
Club,    the   follo'wlng   courses   and   distances: 

South  47*27'  East  20  feet. 

South  44*57'  West  198  feet  to  a  corner 
common  to  the  lands  of  the  said  Hamby, 
et  ux  and  the  said  The  ABC  Rod  and  Gun 
Club  and  the  lands  now  or  formerly  owned 
by  Jesse  S.  Sohn,  et  ux;  thence,  leaving  the 
lands  of  the  said  Hamby.  et  ux  and  with  the 
line  between  the  lands  of  the  said  Sohn,  et 
ux  and  the  said  The  ABC  Rod  and  Gun  Club, 

North  45 '40'  West  20  feet  to  a  corner 
common  to  the  lands  of  the  said  Sohn,  et  ux 
and  the  said  The  ABC  Rod  and  Gun  Club; 
thence,  leaving  the  lands  of  the  said  The  ABC 
Rod  and  Gun  Club  and  severing  the  lands  of 
the  said  Sohn,  et  ux. 

South  44'57"  West  1021  feet  to  a  corner 
common  to  the  lands  of  the  said  Sohn.  et  ux 
and  the  lands  of  the  said  Skyline  Acres,  Inc.; 
thence,  with  the  line  between  the  lands  of  the 
said  Sohn,  et  ux  and  the  said  Skyline  Acres, 
liic. 

South  43*24'  West  2004  feet  to  a  corner 
common  to  the  lands  of  the  said  Sohn,  et  tix 
and  the  said  Skyline  Acres,  Inc.  and  the  lands 
now  or  formerly  owned   by  Trustees  of  the 
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Young  Mens  Cbrtetian  AsaociaUon  of  the 
Oranges;  thence,  leaving  tfee  lands  of  toe 
said  Sohn,  et  ux  and  leaving  the  lands  of  the 
said  Skyline  Acres,  Inc.  and  severing  the  lands 
of  the  said  Trustees  of  the  Young  Men's 
Christian  Association  of  the  Oranges,  the 
following  courses  and  distances : 
South  42°39'  West  1728  feet. 
South  46*20'  West,  crossing  the  center  of 
Township  Route  Number  621  at  J^jproxl- 
mately  15  feet,  to  aU  1147  feet  to  a  point  m 
the  line  of  the  lands  now  or  formerly  owned 
by  Alhtaha  CouncU.  Inc.,  Boy  Scoute  of 
America;  thence,  leaving  the  lands  of  the 
said  Trustees  of  the  Young  Men's  Christian 
Association  of  the  Oranges  and  severmg  the 
lands  of  the  said  Alhtaha  Council,  the  fol- 
lo'wlng courses  and  distances : 
South  46'20'  West  1664  feet. 
South  47*28'  West  1636  feet  to  a  point  to 
the  line  of  the  lands  now  or  formerly  owned 
by  Arnold  Rippe,  et  al,  Trustees;  thence,  leav- 
ing the  lands  of  the  said  Alhtaha  Council  and 
eeverlng  the  lands  of  the  aald  Rippe,  et  al. 
Trustees,  the  following  courses  and  distances 
South  47*28'  West  168  feet, 
South  49°04'  West  3978  feet  to  a  corner 
common  to  the  lands  of  the  aald  Rlppe,  et  al. 
Trustees,  the  lands  now  or  formerly  owned  by 
the  Bergen  Council  of  Boy  Scouts  of  America. 
rnc.  and  the  landa  now  or  formerly  owned  by 
Willy  H.  M.  Oahsens,  et  tix;  thence,  leaving 
the  lands  of  the  said  Rlppe,  et  ai.  Trustees 
and  the  said  Cahsens,  et  mx  (tod  severing  the 
lands  of  the  said  Bergen  CouncU,  the  follow- 
ing coursee  and  distances : 

South  64*10'  West,  passing  the  line  be- 
tween Stillwater  Township,  Sussex  County 
and  Hardwlck  Township,  Warren  County  at 
approximately  2235  feet,  to  all  3469  feet. 

South  43°  33'  West  2591  feet  to  a  potot  to 
the  line  of  the  lands  now  or  formerly  of  a 
disputed  ownership;  thence,  with  the  Itoe 
between  the  lands  of  the  said  disputed  owner- 
ship and  the  said  Bergen  Council,  the  foUow- 
tog  courses  and  distances : 
North  39*43'  West  306  feet. 
South  21*58'  West  718  feet  to  a  comer 
common  to  the  lands  of  the  said  disputed 
ownership  and  the  said  Bergen  CouncU  and 
the  lands  now  or  fcMmerly  of  another  dis- 
puted ownerslhlp  and  the  lands  now  or  form- 
erly o-wned  by  Realty  Transfer  Company,  et 
al;  thence,  leaving  the  lands  of  the  said  dis- 
puted ownership  and  the  said  Bergen  Council 
and  with  the  Itoe  between  the  lands  of  the 
said  other  disputed  ownership  and  the  said 
Transfer  Company,  et  al, 

South  21*58'  West,  croestog  the  center 
of  Jacksonburg  Creek  at  approximately  573 
feet,  to  all  925  feet  to  a  comer  common  to 
the  lands  of  the  said  other  disputed  owner- 
ship and  the  said  Transfer  Company,  et  al 
and  In  the  Itoe  of  the  lands  of  Prank  L. 
MlUer,  et  tix:  thence,  leavtog  the  lands  of  the 
said  Transfer  Company,  et  al  and  with  the 
line  between  the  lands  of  the  said  other  dis- 
puted ownership  and  the  said  Miller,  et  ux. 

South  63*37'  East  140  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  other  disputed 
ownership  and  other  lands  now  or  formerly 
owned  by  the  said  Transfer  Company,  et  al 
and  to  the  line  of  the  lands  of  the  said  MUler, 
et  ux;  thence,  leaving  the  lands  of  the  said 
other  disputed  ownership  and  with  the  Itoe 
between  the  said  other  lands  of  the  said 
Transfer  Comi>any,  et  al  and  the  lands  of  the 
said  Miller,  et  ux. 

South  66°28'  East  455  feet  to  a  corner  com- 
mon to  the  said  other  land«;  of  the  said 
Transfer  Company,  et  a!  and  the  said  Miller. 
et  ux  and  the  lands  now  or  formerly  owned 
by  Clarence  D.  Kerr,  et  al.  Trustees:  thence, 
leaving  the  said  other  lands  of  the  said 
Transfer  Company,  et  al  and  with  the  line 
between  the  lands  of  the  said  Kerr,  et  al. 
Trustees  and  the  aald  MlUer,  et  ux.  the  follow- 
ing courses  and  distances : 
South  72°05'  West  797  feet. 


South  72*39  West  264  feet  to  a  comer  com- 
mon to  tiie  lands  of  the  said  Kerr,  et  al. 
Trustees  and  the  lands  now  or  formerly 
owned  by  Ada  G.  Koch,  et  vir  and  to  the 
Itoe  of  the  lands  of  the  said  MUler,  et  ux; 
thence,  leaving  the  lands  of  the  said  MUler,  et 
ux  and  with  the  Une  between  the  lands  of 
the  said  Kerr,  et  al,  Trustees  and  the  said 
Koch,  et  vir. 

South  34' 59  Weet,  passing  a  comer  com- 
mon to  the  lands  of  the  said  Kerr,  et  al. 
Trustees  and  the  lands  now  or  formerly 
owned  by  Lloyd  WlUlames.  et  ux  at  80  feet 
and  recrosslng  the  center  of  the  said  Jack- 
sonburg Creek  at  approximately  225  feet.  In 
all  619  feet  to  a  corner  common  to  the  lands 
of  the  said  Willlamefi.  et  ux  and  the  said 
Koch,  et  vir  and  in  the  line  of  the  lands  now 
or  formerly  owned  by  the  said  Hardwlck 
Township  and  in  the  Northerly  right-of-way 
Itoe  of  Sand  Pond  Road;  thence,  leaving  the 
lands  of  the  said  WUllames.  et  ux  and  the 
said  Koch,  et  vir  and  leavtog  the  Northerly 
right-of-way  Itoe  of  the  said  Sand  Pond  Road 
and  severing  the  lands  of  the  said  Hardwlck 
Township, 

South  34 '59  West  80  feet  to  a  corner  com- 
mon to  other  lands  now  or  formerly  owned 
by  the  said  WUliames.  et  ux  and  other  lands 
nor  or  formerly  owned  by  the  said  Koch,  et 
vir  and  to  the  line  of  tlte  lands  of  the  said 
Hardwlck  Township  and  In  the  Southerly 
rtght-of-way  Une  of  the  said  Sand  Pond 
Road;  thence,  leaving  the  lands  of  the  said 
Hardwlck  Township  and  leaving  the  South- 
erly right-of-way  line  of  the  said  Sand  Pond 
Road  and  with  the  line  between  the  said 
other  lands  of  the  said  WUllames,  et  ux  and 
the  said  other  lands  of  the  said  Koch,  et  vir. 
South  36°  62'  West  893  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
WUllames,  et  ux,  the  said  other  lands  of  the 
said  Koch,  et  vir.  other  lands  now  or  for- 
merly owned  by  the  said  Koch,  et  vir  and  the 
lands  now  or  formerly  owned  by  Fred  M. 
Benjamin,  et  ux;  thence,  leaving  the  said 
other  lands  of  the  said  Koch,  et  vir  and  the 
lands  of  the  said  Benjamin,  et  ux  and  with 
the  Une  between  the  said  other  lands  of  the 
said  WUllames  and  the  said  other  lands  of  the 
said  Koch,  et  vir. 

South  07 '26'  West  2074  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
WUllames.  et  ux  and  the  said  other  lands  of 
the  said  Koch,  et  vir  and  the  lands  now  or 
formerly  owned  by  Floyd  E.  Layton.  et  ux: 
thence,  leavtog  the  said  other  lands  of  the 
said  Koch,  et  vir  and  with  the  line  between 
the  said  other  lands  of  the  said  WUllames  et 
ux  and  the  said  Layt-on,  et  tix. 

South  01  •45'  West,  passtog  a  corner  com- 
mon to  the  said  other  lands  of  the  said  WU- 
llames, et  ux  and  the  lands  now  or  formerly 
owned  by  an  Unknown  Owner  at  250  feet.  In 
all  425  feet  to  a  corner  common  to  the  lands 
of  the  said  Layton.  et  ux  and  the  lands  now 
or  formerly  owned  by  Claus  W.  Heltman,  et 
ux  and  In  the  line  of  the  lands  of  the  said 
Unknown  Owner:  thence,  leaving  the  lands 
of  the  said  Unknown  Owner  and  with  the 
line  between  the  land.s  of  the  said  Heltman.  et 
ux  and  the  said  Layton.  et  ux.  the  followinL' 
courses  and  distances: 

North  57'55'  West  1269  feet. 
North  48 '53'  West  crossing  the  Southeast- 
erly right-of-way  line  of  the  Blalrstown- 
MUl brook  Road  at  146  feet,  leaving  the  lands 
of  the  said  Heltman.  et  ux  and  severing  the 
lands  of  the  Township  of  Hardwlck.  to  all 
213  feet  to  a  f>olnt  In  the  Northwesterly 
right-of-way  line  of  the  said  Blalrstown- 
MUlbrook  Road  and  In  the  line  of  the  lands 
now  or  formerly  owned  by  Bertha  G.  Oalsler, 
et  vir;  thence,  along  the  Northwefiterly  right- 
of-way  Itoe  of  the  said  Blalrstown-MUlbrook 
Road  and  with  the  Une  of  the  lands  of  the 
said  Oalsler.  et  vir. 

In  a  Southwesterly  direction,  approximate- 
ly 680  feet;  thence,  leaving  the  Northwesterly 


right-of-way  line  of  the  said  Blairstowii- 
MlUbrook  Road  and  with  the  Une  of  the 
lands  of  the  said  Oalsler.  et  vrr. 

In  a  Southwesterly  direction,  approximate- 
ly 680  feet:  thence,  leaving  the  Northwest- 
erly right-of-way  line  of  the  said  Blalrstown- 
Mlilbrook  Road  and  severing  the  lands  of  the 
said  Oalsler,  et  vir. 

South  62*40'  West  1426  feet  to  a  point  to 
the  Itoe  between  the  lands  of  the  said  Oals- 
ler, et  vir  and  the  lands  now  or  formerly 
owned  by  Augustus  Oalsler.  Trustee,  thence, 
leaving  the  lands  of  the  said  Oalsler.  et  vir 
and  severing  the  lands  of  the  said  Galsler 
Trustee. 

South  4€'07  West  985  feet  to  a  point  In 
the  Northwe6t*rly  rIght-of-'waT  line  otf  Pub- 
lic Service  Electric  and  Gas  Company; 
thence,  with  the  said  Public  Service  right-of- 
way  line  and  continuing  to  sever  the  lands 
of  ttoe  said  Oalsler.  Trustee,  the  following 
courses  and  distancee: 

South  49 '38  Weet,  crossing  tile  line  be- 
tween tiie  Townahlp  of  Hardwlck  and  the 
Township  of  BlatTBtown  at  approximately 
1660  feeit.  In  all  2221  feet. 
South  57'36  West  1212  feet. 
South  38*67  West  973  feet  to  a  poUit  In  the 
Une  between  the  larkds  of  tiie  said  Oalsler, 
Trustee  and  the  lande  now  or  formerly  owned 
by  Charlee  H  RaLsch.  et  ux.  thence,  leaving 
the  lands  of  the  said  Gaisler,  Trustee  and 
continuing  with  the  said  Public  Service 
right-of-way  line,  severing  the  lands  of  the 
said  Ralech,  et  ux.  the  foUowtog  courses  and 
distances: 

South  38 '67  Weet  84  feet. 
South  61*30  West  3081  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Raisch, 
et  ux  and  the  lande  now  or  formerly  owned 
by  W  Flock  Read,  thence,  leaving  the  lands 
of  the  said  RaLsch,  et  ux  and  continuing  with 
the  aald  Public  Service  right-of-way  Itoe.  sev- 
ering the  lands  of  the  said  Read. 

South  51*30  Weet  1291  feet  to  a  point  In 
the  Une  of  the  liindu  of  the  said  Retul  and  the 
lands  now  or  formerly  owned  by  George  WU- 
aam  Jonet.:  thence,  leaving  the  lands  of  the 
said  Read  and  continuing  with  the  said  Pub- 
lic SetTice  right-of-way  Une,  severing  the 
lande  of  the  eald  Jones,  the  following  coursee 
and  distance*^: 

South  51 '30'  'Wef^t  640  feet. 
Soutii  24 '37     Weet  246  feet   to  a  potot  In 
the  centes-  of  the  road  leading  to  Camp  Mo- 
hican:  thence,  leaving  the  said  Public  Serv- 
ice right-of-way  line  and  with  the  center  of 
the  said  road  to  Camp  Mohican  and  conttou- 
tog  to  sever  the  lands  of  the  said  Jones,  the 
following  coursee  and  distances: 
North  36  "00    West  208  feet. 
South  86'39    Weet  110  feet. 
South   66*02'    West   275    feet    to   a  corner 
common  to  the  lands  of  the  said  Jonee  and 
the    the    lands    now    or   formerly    owned   by 
Newark  CouncU.  Inc.  Boy  Sooute  of  America 
and  in  the  center  of  the  said  road  to  Camp 
Mohican:    thence,   leaving   the  center  of  the 
said  road  to  Camp  Mohican  and  with  the  line 
between  the  lands  of  the  said  Jones  and  the 
said  Newark  Council. 

South  54  40  Weet  3022  feet  to  a  comej- 
common  to  the  lands  of  Che  said  Jones,  the 
lande  now  or  formerly  owned  by  Public  Serv- 
ice Electric  and  Ga.^  Company,  et  al.  and  the 
lands  of  the  said  Nenxrark  CouncU;  thence, 
leaving  the  lande  of  the  said  Jonee  and  ■with 
the  line  between  the  lands  of  the  said  Public 
Service  and  the  aald  Newark  Council, 

South  60 '11  Weft  3780  feet  to  a  comer 
con-mion  :c  the  lands  of  the  said  Public  Serv- 
ice and  the  said  Newark  Council  and  the 
lands  now  or  formerly  o-wned  by  the  Robert 
Treat  CouncU.  Boy  Sooutfi  of  Amertca, 
thenoe.  leaving  the  lands  of  the  said  Newark 
OouncU  and  with  the  Une  between  the  l«tfide 
of  'ttie  said  Public  Service  and  the  aald  Ro*>ert 
Treat  Coimcil,  the  following  ooursee  and  <JI»- 
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NOTICES 


South  67*45'  West  1247  tout. 

North  2^•2<y  Bsat  376  feet  to  a  oomer  oom- 
moa  to  the  lands  of  tbe  mid  PvibUc  Service 
and  the  said  Newark  Oounctl  aod  In  Uie  line 
of  the  lajids  of  the  said  Robert  Treat  Oouzu:U: 
theru;a.  leaving  tbe  l&ode  of  tbe  aald  Robert 
Treat  CouiicH  and  with  the  line  betweem  the 
lands  of  the  said  Public  Serrloe  and  ttie  aald 
Newark  Council, 

South  70"03'  West  1206  feet  to  a  corner 
common  to  the  l&ad  of  the  aald  Public  Serv- 
ice and  tbe  saUd  Newark  Council  and  the 
lands  now  or  formerly  owned  by  Edmund  T 
Scholz.  et  al;  thence,  leaving  the  lands  of  the 
said  Newark  Council  and  with  the  line  be- 
tween the  lands  of  the  aald  Public  Service 
and  the  said  Scholz,  et  al..  the  follODi'lng 
ooureee  and  dlatanoee: 

South  04"09'  Eaat  1138  feet. 
■  South  62 'Se'  West  461  feet  to  a  corner 
common  to  the  lands  of  the  said  Public  Serv- 
ice and  the  sa;d  SchoU.  et  al  and  the  lands 
now  or  formerly  owned  by  the  State  of  New 
Jersey;  thence,  leavlni;  the  lands  of  the  said 
Scholz.  et  al.  and  with  the  line  between  an 
Unknown  Owner  and  the  said  State,  the  fol- 
lowing courses  and  distances 

South  26*37'  West  2142  feet, 

South  OO'So    Eftst  1250  feet. 

North  81*29'  West  226  feet. 

South  38* 06'  West  1290  feet,  to  a  corner 
common  to  the  lands  of  the  said  State  and 
the  lands  now  or  formerly  owned  by  the  New 
Jersey  Power  and  Light  Company:  thence, 
leaving  the  lands  of  the  said  State  and  with 
the  line  between  the  said  Unknown  Owner 
and  the  said  New  Jersey  Power  and  Light 
Company. 

South  38*06'  West  175  feet  to  a  corner 
common  to  the  said  Unknown  Owner  and 
the  said  New  Jersey  Power  and  Light  Com- 
pany, and  the  previous  lands  of  the  said 
State;  thence,  leaving  the  lands  of  the  said 
New  Jersey  Power  and  Light  Company  and 
with  the  line  between  the  land.s  of  the  said 
Unknown  Owner  and  the  said  State,  the  fol- 
lowing courses  and  distances: 

South  38*06'  West  735  feet. 

South  45*18'  East  254  feet. 

South  61*17'  West  416  feet. 

South  43°53'  West  180  feet. 

South  30*35'  West  383  feet. 

South  47*55'  West  209  feet. 

South  45 '27'  East  449  feet. 

South  46 '30'  West  676  feet. 

North  48 '27'  West  588  feet. 

South  52*26'  West  984  feet. 

South  27*44'  West  2203  feet. 

North  47*26'  West  917  feet, 

South  56*32'  West  707  feet. 

South  60*14'  'Weet  9850  feet  to  a  corner 
common  to  the  lands  of  the  said  Unknown 
Owner,  the  lands  of  the  said  State  of  New 
Jersey  and  the  lands  now  or  formerly  owned 
by  George  D  IlelUcks,  et  al  .  Trustees;  thence. 
leaving  the  lands  of  the  said  State  of  New 
Jersey,  and  with  the  line  between  the  lands 
of  the  said  Unknown  Owner,  and  the  said 
Helllcks.  et  al..  Trustees,  the  following  courses 
and  distances: 

South  53'55'  West  5900  feet. 

South  40*03'  East  253  feet. 

South  50*03'  East  633  feet. 

South  59*35'  East,  passing  the  center  of 
an  unnamed  drain  at  approximately  S30  feet. 
In  all  691  feet. 

North  22 "59'  Eaet.  parsing  the  center  of 
another  imnamed  drain  at  approximately  220 
feet.  In  all  538  feet. 

North  63*52'  East  420  feet. 

North  53*18'  East,  passing  the  center  of 
»  TOttd  at  approximately  190  feet.  In  all  278 
feet. 

North  30*20   East  »08  feet. 

South  19*3fi'  East  1444  feet. 

Booth  «*4r  Wert  1S77  feet. 

North  83*44'  BMt  1181  feet. 


South  03*41    West308Sfea^ 

North  ao'36'  Eaat  551  feet. 

South  21*37-  East  404  feet. 

North  41*12'  East  398  feet. 

South  37*03' East  189  feet. 

South  35*48'  Weet  628  feet. 

North  80*00   West  190  feet. 

South  52*13'  West  691  feet. 

South  83*15'  West  298  feet. 

North  36*50'  West  557  feet, 

S<iuth  81  *58'  We.st  494  feet, 

North  11*25'  Wast  212  feet. 

North  06*29'  West  380  feet. 

North  03°  26'  West  200  feet. 

South  82*40'  We-st  212  feet. 

South  00*36'  West  191  feet. 

South  87*53'  West  324  feet. 

South  02*25'  West  16fl  feet. 

South  79*53'  ■West  1276  feet. 

South  39*59'  West  1211  feet, 

South  07*41'  East  673  feet. 

South  57*03'  West  725  feet, 

South  12*12'  East  292  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Unknown  Owner 
and  the  lands  of  the  said  HeUtck,  et  al. 
Trustees  and  the  lands  now  or  formerly 
owned  by  the  said  State  of  New  Jersey,  said 
corner  being  a  point  In  the  Northeasterly 
right-of-way  line  of  Interstate  Highway 
Number  80  and  United  States  Highway  Num- 
ber 611;  thence,  leaving  the  lands  of  the 
said  Unknown  Owner  and  the  lands  of  the 
said  George  D.  Helllck  et  al.  Trustees,  and 
crossing  the  said  Interstate  Highway  Num- 
ber 80  and  United  States  Highway  Number 
611, 

South  46*30'  West,  crossing  the  South- 
westerly right-of-way  line  of  the  said  High- 
way at  approximately  303  feet,  aald  point 
being  in  the  left  descending  bank  of  the 
Delaware  River  In  all  458  feet  to  a  point  in 
the  line  between  the  said  State  of  New  Jer- 
sey and  the  Commonwealth  of  Pennsylvania, 
said  point  being  In  the  approximate  center 
of  the  said  River,  the  coordinate  yalue  of 
which  13  North  295.835  and  East  2,728.664; 
thence,  with  the  said  line  between  the  said 
State  and  the  said  Commonwealth  upstream, 
passing  the  center  of  the  said  Interstate 
Highway  Number  80  bridge  at  approximately 
28  miles,  passing  the  center  of  Labar  Island 
at  approximately  7.1  miles,  passing  the  cen- 
ter of  Tocka  Island  at  approximately  8.0 
miles,  passing  the  center  of  Poxono  Island 
at  approximately  10.9  miles,  passing  the  cen- 
ter of  Depew  Island  at  approximately  12.4 
miles,  passing  the  center  of  Dlngmaus  Perry 
bridge  at  approximately  29.3  miles,  p>as8lng 
the  center  of  Namanock  Island  at  approxi- 
mately 33.0  miles,  passing  the  center  of  Mini- 
sink  Island  at  approximately  35.1  miles,  pass- 
ing the  center  of  United  States  Highway 
Number  206  bridge  at  approximately  36.8 
miles,  passing  the  center  of  Quick  Island  at 
approximately  39.5  mllee,  In  all  40. 8  miles  to 
a  point  In  the  said  river  opposite  the  line  be- 
tween the  lands  of  the  said  Birchwood  Farms, 
Inc.  and  the  said  Stanley  Buczek.  the  co- 
ordinate value  of  which  is  North  442,602  and 
East  2.821.297;  thence,  leaving  the  center  of 
the  said  river  and  the  said  line  between  the 
said  Commonwealth  and  the  said  State. 

South  42*44'  East  145  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Joseph  M.  Flnkelsteln,  said  point  being  In 
the  bank  of  an  Unnamed  Island:  thence, 
leaving  the  said  bsuik  and  severing  the  lands 
of  the  said  Flnkelsteln,  crossing  the  said 
Island, 

South  42*44'  East  220  feet  to  a  point  In 
the  opposite  bank  of  the  ssJd  Island;  thence, 
leaving  the  lands  of  the  said  Flnkelsteln, 

South  42 '44'  East  289  feet  to  the  place  of 
beginning,  containing  39.015  acres  (land  area 
only),  more  or  leas,  of  which  11.171  acres 
(land  area  only)  are  located  within  the  Tocks 
Island  Lake. 


The  bearings  used  herein  are  referent^ed  to 
tha  PennsylvaoU  State  Rartangular  Orld 
System  (North  Zone)    1927  N.  A.  Datum. 


PAST  n- 


PENNSTLVAJflA 


A  certain  tract  of  land  situated  In  Upper 
Mount  Bethel  Township.  Northampton 
County;  Stroud  Township.  Smlthfleld  Town- 
ship, Middle  Smlthfleld  Township,  Borough 
of  Delaware  Water  Gap  all  In  Monroe 
County;  Lehman  Township.  Delaware  Town- 
ship, Dingnaan  Township,  Milford  Township. 
Westfall  Township,  Borough  of  Milford  all 
in  Pike  County;  Commonwealth  of  Penn- 
sylvania and  more  particularly  bounded  and 
described  as  follows; 

Beginning  at  a  corner  common  to  the 
lands  now  or  formerly  owned  by  an  Un- 
known Owner  and  the  lauds  now  or  formerly 
owned  by  Madeline  M.  Slegel,  said  comer 
being  at  the  confluence  of  the  center  of 
Slateford  Creek,  Upper  Mount  Bethel  Town- 
ship, Northampton  County,  with  the  right 
descending  bank  of  the  Delaware  Rlv«^ 
thence,  leaving  the  said  right  descending 
bank,  upstream  with  the  center  of  the  aald 
creek  along  the  line  between  the  lands  of 
the  said  Siegel  and  the  said  Unknown 
Owner,  the  following  courses  and  distances: 

South  51*26'  West  101  feet. 

South  28*49'  West  91  feet. 

South  42*36'  West  84  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
the  Erie  Lackawanna  Railroad;  thence,  leav- 
ing the  lands  of  the  aald  Slegel,  continuing 
upstream  with  the  center  of  said  creek, 
severing  the  lands  of  the  said  Ilallroad. 

South  52003'  West  63  feet  to  a  point; 
thence,  leaving  the  center  of  the  said  creek 
and  continuing  to  sev-er  the  lands  of  the  said 
Railroad,  the  following  courses  and  dis- 
tances: 

North  39*48'  West  31  feet,  ^ 

South  61*04'  West  44  feet. 

South  34*26'  East  43  feet  to  a  point  In 
the  center  of  said  creek;  thence,  continuing 
to  sever  the  lands  of  the  said  RallroeKl,  up- 
stream with  the  center  of  the  said  creek, 
the  following  courses  and  distances: 

South  57*01'  West  112  feet. 

South  65*36'  West  119  feet  to  a  point  In 
the  line  of  the  lands  now  c«-  formerly  owned 
by  Theodore  K.  Rothermund,  Jr.;  thence, 
leaving  the  center  of  the  said  creek  and 
with  the  line  between  the  lands  of  the  said 
Railroad  and  the  said  Rothermund,  Jr.. 

South  25*33'  East  39  feet  to  a  comet 
common  to  the  lands  of  the  said  Rother- 
mund, Jr.  and  the  lands  now  or  formerly 
owned  by  Milton  L.  Williams,  et  ur  and  In 
the  line  of  the  lai;ds  of  the  said  Railroad; 
thence,  leaving  the  lands  of  said  Rother- 
mund, Jr.  and  with  the  line  between  the 
lands  of  the  said  Williams,  et  ux  and  the 
said  Railroad,  the  following  courses  and  dis- 
tances: 

South  25*49'  East  526  feet. 

South  64*46'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Railroad  and 
lands  now  or  formerly  owned  by  Samuel  E. 
Sigafuss  at  approximately  50  feet,  passing  a 
corner  common  to  the  lands  of  the  said  Wil- 
liams, et  ux  and  the  lands  now  or  formerly 
owned  by  an  Unknown  Owner  at  294  feet. 
In  all  414  feet  to  a  point  in  the  center  of 
Township  Route.  Number  738;  thence,  leav- 
ing the  lands  of  the  said  Unknown  Owner 
and  severing  the  lands  of  the  said  Sigafuss 
along  the  center  of  the  said  Township  Route 
Number  7338,  the  following  courses  and  dis- 
tances: 

South  13*34'  East  86  feet. 

South  21*03'  West  24  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Melvln  Jay  Plsher;  thence,  leaving  the 
lands  of  the  said  Sigafuss  and  continuing 
with  the  center  of  said  Township  Bout* 
Number  738,  severing  the  lands  of  the  said 
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Plaher,  tbe  f^l»«iac  iMWinw  ■»*  dtattuma: 
South  32*31'  W^tt4Mtmt, 
South  66 '116'  WB«t  77  Imot, 

North  B8*a0'   West  40  Met  t»  a  point  In 
the  line  of  the  lands  mt  tbe  Mid  Dnknown 
Owner;  thence,  leaving  the  l«n(te  oC  tint  aald 
Fisher  and  ooctlnuing  with  the  oenter  ot  the 
said  Township  Route  Nximber  786,  Beverliig 
the  lands  of  the  said  Unknown  Owner,  th« 
following  courses  and  distances ; 
South  78*48   West  09  feet. 
South  62*32'  West  85  feet. 
South  44*22'  West  64  feet. 
South  52*59'  West  81  faet. 
South   35*08'    West  98   feet  to  a  point   In 
the  line  of  the  lands  now  or  formerly  owned 
by  Pasquale  De  Nardo.  et  ux;  thence,  leaving 
the  lands  of  the  said  Unknown  Owner,  con- 
tinuing  with    the   center   of  said   Township 
Route  Number  738,  severing  the  lands  of  the 
said  De  Nardo,  et  ux.  tbe  lollowlng  course* 
and  distances: 

South  32*69'  West  68  feet. 
South  :3°24'  East  86  feet. 
South  29'45'  West  65  feet.  »-* 

South  64*48'  West  75  feet. 
South  82*24'  West  136  feet. 
South  62*32'  West  86  feet. 
South  44*22'  West  64  feet. 
South  52*59'  West  81  feet. 
South  33*09'  West  466  feet. 
South  26*34'  West  72  feet. 
South  34*17'  West  240  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  De  Nardo.  et 
ux  and  other  lands  now  or  formerly  owned  by 
Samuel   E.    Sigafuss:    thence,    with    the    line 
between  the  lands  of  the  said  De  Nardo.  et 
ux  and  the  said  other  lands  of  the  said  Slga- 
fviss,  continuing  with  the  center  of  the  said 
Township  Route  Number  738. 

South  32*36'  West  102  feet  to  a  corner 
common  to  the  lands  of  the  said  De  Nardo. 
et  ux  and  the  said  Sigafuss;  thence,  leaving 
the  lands  of  the  said  De  Nardo.  et  ux.  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  738  and  severing  the 
lands  of  the  said  Sigafuss, 

South  34*28'  West  163  feet  to  a  point  In 
the  center  of  the  said  Township  Route  Num- 
ber  738;    thence,   leaving   the  center  of   the 
said  Township  Route  Number  738  and  con- 
tinuing to  sever  the  lands  of  the  said  Siga- 
fuss, the  following  courses  and  distances; 
North  45*84'  West  211  feet. 
North  54*45'  West  113  feet. 
South  88*22'  West  70  feet. 
South  50*55'  West  617  feet. 
North  39*24'  West  73  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Sigafuss  and 
lands   now   or   formerly   owned  by  the  Bor- 
ough of  Portland;  thence,  with  the  line  be- 
tween   the    lands   of   the    said   Sigafuss   and 
the  said  Borough. 

North  39*05'  West  1283  feet  to  a  corner 
common  to  the  lands  of  the  said  Sigafuss, 
the  said  Borough  and  the  larids  now  or 
formerly  owned  by  Dorothy  M.  Roberts; 
thence,  leaving  the  lands  of  the  said  Siga- 
fuss and  with  the  line  between  the  lands  of 
the  said  Roberts  and  the  said  Borough,  the 
following  courses  and  distances 
South  79*49'  West  843  feet, 
North  53*48'  East  152  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Roberts,  the 
lands  of  the  said  Borough  and  the  lands  now 
or  formerly  owned  by  Catherine  Wilson; 
thence,  leaving  the  lands  of  the  said  Roberts 
and  with  the  line  between  the  lands  of  the 
said  Borough  and  the  said  WUson, 

North  62*15'  West,  crossing  the  center  of 
the  said  Slateford  Creek  at  approximately 
364  feet.  In  all  560  feet  to  a  comer  common 
to  the  lands  of  the  said  Borotigh.  the  lands 
of  the  said  "Wilson,  lands  now  or  formerly 
owned  by  Theodore  K.  Rothermund,  Jr.  and 
lands  now  or  formerly  owned  by  Joe  Catn, 
et  al,  said  comer  being  In  tbe  center  of 
Township  Ronte  Number  707;  tbence,  lesT- 
Ing   tbe  lands  of  ttie  said  WItaon   and   tbe 


said  BotbMrmund.  Jr.  mMA  w\m.  ttte 
twMo  tk»  lands  of  Ika  aiAd  Bonnie 
lamte  of  ttoe  aald  OaHi.  vt  «!,  tmi 
center  of  tbe  aald  TBwii*«p  Btf^m  imi«ber 
707,  tfaa  foDowlng  oouxms  a«d  cSirtaiicaa; 
South  n-SC  We«  77  «a«t. 
South  83*54'  Weat  ISl  fe«t. 
South  3»-0«'  Weat  IM  tart  ta  a  comer 
common  to  tbe  lands  of  ttae  aaM  Oatn.  et  ai 
and  said  Borough;  thence.  leaTlng  the  lands 
of  tbe  said  Cain,  et  al.  contlnwing  with  tbe 
center  of  the  said  Township  Route  Number 
707.  severing  the  land*  of  tbe  said  Borough, 
In  a  generally  westerly  direction  approxl- 
niately  1416  feet  to  the  Interaectton  of  tbe 
center  of  the  said  Township  Route  Number 
707  with  the  center  of  Township  Route  Mum- 
ber  734;  thence,  continuing  with  tbe  center 
of  the  said  Township  Route  Number  707  and 
continuing  to  sever  the  lands  of  the  said 
Borough. 

North  61*01'  West  497  feet  to  a  corner 
common  to  the  lands  of  tbe  said  Borough 
and  the  lands  now  or  formerly  owned  by 
William  H  Klrkpatrlck.  et  al;  thence,  with 
the  line  between  the  lands  of  the  said  Bor- 
ough and  the  said  Klrkpatrlck.  et  al^con- 
tlnulng  with  the  center  of  the  said  Town- 
ship Route  Number  707.  tbe  following  courses 
and  distances: 

North  42*53'  West  153  feet. 
North  63*44  West  88  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Klrkpatrlck. 
et  al.  and  the  lands  of  the  said  Borough; 
thence,  leaving  the  lands  of  the  aald  Klrk- 
patrlck. et  al..  contlniung  with  the  center  of 
the  said  Township  Route  Number  707.  sever- 
ing the  lands  of  the  said  Borough. 

in  a  generally  westerly  direction  approxi- 
mately 2514  feet  to  a  corner  comnM>n  to  the 
lands  of  the  said  Borough  and  the  lands  now 
or    formerly    owned    by   Etoee  Marguerite   De 
Bon  O'Brien:  thence,  leaving  the  lands  of  the 
said  Borough,  continuing  with  the  center  of 
the  said  Township  Route  Number  707,  aever- 
ing  the  lands  of  the  said  O  Brien.  the  follow- 
ing courses  and  distances: 
North  86  51'  West  346  feet, 
North  71  09'  West  300  feet. 
North  63*05    West  148  feet. 
North  50'30'  West  318  feet. 
North  64Ue'  West  276  feet. 
North  84*10'  West  49  feet. 
South  77*12    West  303  feet. 
South  75*17'  West  166  feet. 
South    77  48     Weet    151    feet   to   a   comer 
common  to  the  lands  of  the  said  O'Brien  and 
the  lands  now  or  formerly  owned  by  NelUe 
Vogt;   thence,  leaving  the  lands  of  the  said 
O'Brien,  contmulng  with  the  center  of  the 
aald   Township   Route  Number   707  and  the 
lands  of  the  said  Vogt,  the  following  courses 
and  distances: 

South  82°23'  Weet  189  feet. 
South  65*06    West  437  feet. 
South    59*20'    West    169    feet   to   a   corner 
common  to  the  lands  of  the  said  Vogt  and 
the  said  O'Brien:    thence,  leaving  the  lands 
of   the   said   Vopt    and   continuing   with   the 
center  of  the  said  Township  Route  Number 
707,  severing  the  lands  of  the  said  O'Brien, 
the  following  courses  and  distances: 
South  56*14'  West  588  feet. 
South  63*12'  West  213  feet. 
South  73  18'  West  178  feet, 
South   87=03'    West    136    feet   to   a   oomer 
common  to  the  lands  of  the  said  O'Brien  and 
the  lands  now  or  formerly  owned  by  Edith 
Welnmann;  thence,  leaving  the  lands  of  the 
said  O'Brien  and  continuing  with  the  center 
of  the  said  Township  Route  Number  707  and 
the  lands  of  the  said  Welnmann.  the  follow- 
ing courses  and  distances: 
South  81*17'  West  165  feet. 
South  77*32'  West  514  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  O'Brien  and  the 
lands   now   or   formerly   owned   by   Karl   H 
"Vllet,  et  al  and  In  the  line  of  the  lands  of 
tbe    saJd    Welnmarm;    thence,    lea-ring    the 


laiKta  «C  tbe  aaM  O'Briea  and  w4tk  tba  Sine 
batweoB  tbe  lands  «(  tba  aaM  VetemMUi  and 
tba  aald  VUaC  et  al,  oanttnumg  wttlk  Ch«  cen- 
ter of  tbe  aald  Township  Bout*  Number  107. 
South  64'42  West  1X3  feot  to  a  oomer 
common  to  the  lands  of  the  aald  Vllet.  et 
al  aitd  tbe  lands  now  or  formerly  owned  by 
Qeorge  J  KMvan.  et  ux:  thence,  leaving  the 
lands  of  the  said  Welnmann  and  with  ttae 
lln*  between  the  lands  of  tbe  aald  KrlTan. 
et  ux  and  the  said  \1iet.  et  al.  continuing 
with  the  center  of  the  said  Township  Rtute 
Number  707. 

South    59*27'    West   288    feet  to   a   comer 
common  to  the  lands  of  the  said  Krivan,  et 
ux  and  the  said  \'llet,  et  ai.   thence,  leaving 
the  lands  of  the  said  Krivan.  et  ux  and  sever- 
ing tlie  lands  of  tbe  aald  Vliet.  et  al  along  the 
center  of  said  Townahtp  R(>ate  Number  707. 
the  following  coursee  and  distanoet 
South  48  45'  West  164  feet. 
South  55  48   West  219  feet. 
South  54=54   Weet  226  feet. 
South   73  44     West  450  feet  to  a  point   at 
the    Intersection    of    the   center   of    the   said 
Township  Route  Number  707  with  the  center 
of  the  Township  Route  Number  730:  thence, 
leaving    the    center    of    the    said    Township 
Route  Number  707  and  continuing  to  sever 
the  lands  of  the  said  \niet.  et  al  alone  the 
center  of  the  said  Township  Route  Number 
730. 

North  36*13'  West  227  feet  to  a  corner 
common  to  the  lands  of  the  said  \Tiet.  et  al 
and  other  lands  now  or  formerly  owned  by 
the  said  Rose  Marpuerite  De  Bon  O  Brlen; 
thence,  with  the  line  between  the  iande  of 
the  said  Vliet  et  al  and  the  said  O'Brien,  con- 
tinuing along  the  center  of  the  said  Town- 
ship Rc'ute  Number  730,  the  following 
courses  and  distances: 

North  36 'OS'  West  303  feet. 
North  25*15'  West  176  feet  to  a  corner 
common  to  the  lands  of  the  said  Viiet.  et  al 
and  the  said  O'Brien  and  the  lands  now  or 
formerly  owned  by  the  Stewart  Wolf  Medical 
ileeearch  F^lnd:  thence,  leaving  the  lands  of 
the  said  \niet.  et  al  and  the  said  O'Brien  and 
leaving  the  center  of  the  said  Township 
Route  Number  730  and  severing  tbe  lands  of 
the  .said  Fund,  the  following  coures  and  dis- 
tances: 

South  26*04'  West  305  feet. 
North  55  "43   West  266  feet. 
North  34'38'  West  271  feet. 
North  14*25'  West  221  feet. 
North  04'  13    East  232  feet. 
North  23 '30   East  226  feet. 
North  44  •04'  East  173  feet. 
North  59*06'  East  349  feet. 
North  65*22'  Eaet  758  feel. 
North    14" 53     West    776    feet    to   a    corner 
common  to  the  lands  of  the  said  Fund  and 
the  lands  now  or  formerly  owned  by  James 
Weldman,   Jr  ,   et  al   and   at   a   point  In   the 
line  of  the  lands  now  or  formerly  owned  by 
Ida  M.  Dennis,  said  point  being  in  the  line 
between  Northampton  and  Monroe  Counties: 
thence,   leaving  tlie  lands  of  the  said  Fund 
and  the  said  Weldman.  Jr.,  et  al  and  the  said 
County   line   and   severing   the   lands   of   the 
said  Dennis. 

North  14  ai)'  East,  passing  the  Appalachian 
Trail  at  approximately  50  feet.  In  aU  1088 
feet  to  a  point  in  the  line  of  the  lands  now 
or  formerly  owned  by  Lillian  C  Acker,  et  al; 
thence,  leaving  the  lands  of  the  said  Dennis 
and  severing  the  lands  of  the  sadd  Acker. 
et  al. 

North  1500'  Weet  1132  feet  to  a  corner 
common  to  the  lands  now  or  formerly  owned 
by  Spring  Del:  thence,  continuing  with  the 
lands  of  the  said  Del, 

North  14 '23'  West  447  feet  to  a  comer 
common  to  the  lands  of  the  said  Del  and  the 
said  Acker,  et  al;  thence:  leaving  the  lands 
of  the  said  Del  and  severing  the  lands  of  the 
said  Acker,  et  al. 
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North   14 '68    West  360  feet  to  ft  point  In 

the  center  of  TowTishlp  Route  Number  418; 
thence,  continuing  to  sever  the  lands  of  said 
Acker,  et  al  along  the  center  of  the  said 
Tuwiishlp  Route  Number  418. 

North  40°36'  West  515  feet  to  a  corner 
conunon  to  the  lands  of  the  said  Acker,  et  al 
and  lands  now  or  formerly  owned  by  Gustav 
Aernecke.  et  ux:  thence,  continuing  with  the 
center  of  the  said  Township  Route  Number 
418  and  the  line  between  the  lands  of  the 
said  Aernecke.  et  ux  and  the  said  Acker,  et 
following  courses  and  distances- 

North  27'3e'  West  119  feet. 

North  18*  15'  West  99  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Aernecke,  et  ux 
and  the  said  Acker,  et  al,  thence,  leaving  the 
lands  of  the  said  Aernecke,  et  ux  and  con- 
tinuing with  the  center  of  the  ,sald  Town- 
ship Route  Number  418  and  severing  the 
lands  of  the  said  Acker,  et  al. 

North  10  =  50'  West  330  feet  to  a  corner 
common  to  the  lands  of  the  said  Acker,  et  al 
and  the  lands  now  or  formerly  owned  by  Leon 
Berger.  et  ux;  thence,  continuing  with  the 
line  between  the  lands  of  the  said  Acker,  et 
al  and  the  said  Berger.  et  ux  and  the  center 
of  the  said  Township  Route  Number  418.  the 
following  courses  and  dlatanceo. 

North  08"26    West  184  feet. 

North  37'  14'  East  157  feet  to  a  corner  com- 
mon to  the  lands  of  the  -aid  Berger,  et  ux 
and  the  said  Acker,  et  al.  the  land.-,  now  or 
fi>rmerly  owned  by  Austin  Flotten.  et  ux,  and 
the  lands  now  or  formerly  owned  by  Reglna 
Lawler  Prosser,  said  corner  being  at  the  In- 
tersection of  the  center  of  the  said  Tow^lshlp 
Route  Number  418  with  the  center  of  the 
Township  Route  Number  383;  thence,  leav- 
ing the  lands  of  the  said  Acker,  et  al  and  the 
eaid  Berger,  et  ux  and  the  center  of  the  said 
Township  Route  Number  418  and  with  the 
line  between  the  lands  of  the  said  Prosser 
and  the  .said  Flotten.  et  ux.  with  the  center 
of  the  said  Township  Route  Nimiber  383. 

North  54  48  East  54  feet  to  a  point; 
thence,  leaving  the  lands  of  the  said  Plott«n, 
et  ux  and  the  center  of  the  said  Township 
Route  Number  383  and  severing  the  lands  of 
the  said  Prosser.  the  following  courses  and 
distances: 

North  16  09'  West  651  feet. 

North  76  23'  East  234  feet. 

North  68  15'  East,  passing  the  line  between 
Bmlthfield  Township  and  Stroud  Township 
at  approximately  911  feet.  In  all  944  feet  to 
a  point  in  the  center  of  the  said  Township 
Route  Number  383.  said  point  being  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Joseph  Farda.  et  ux;  thence,  with  the  line 
between  the  lands  of  the  said  Prosser.  and 
the  said  Farda.  et  ux  and  with  the  center  of 
the  said  Township  Route  Number  383.  the 
following  courses  and  dLntances' 

North  23  37    East  182  feet. 

North  28 -02'  East  192  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Prosser  and  the 
lands  now  or  formerly  owned  by  Frank  Perry 
and  In  the  line  of  the  lands  of  the  said  Farda. 
et  ux.  thence,  leaving  the  lands  of  the  said 
Pros.ser  and  with  the  line  between  the  land.s 
of  the  said  Perry  and  the  said  Farda.  et  ux. 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  383,  the  following 
courses  and  distances: 

North  36°08   East  342  feet. 

North  32''08'  East  337  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Franklin  V  Webb,  et  ux;  thence,  leaving  the 
lands  of  the  said  Perry  and  the  said  Farda. 
et  ux  and  continuing  with  the  center  of  the 
said  Township  Route  Number  383,  severing 
the  lands  of  the  said  Webb,  et  ux.  the  fol- 
lowing courses  and  distances: 

North  28   49    East  239  feet. 

North  20  31'  East  157  feet, 

North  23*14  East  254  feet  to  a  corner 
common  to  the  lands  now  or  formerly  owned 


by  Oeorge  Mate,  et  al  and  the  lands  nam  or 
formerly  owned  by  William  O.  Phillips,  et  ux 
and  In  the  line  of  the  lands  of  the  said  Webb, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Webb,  et  ux  and  with  the  line  between  the 
lands  of  the  said  Mate,  et  al  and  the  said 
Phillips,  et  ux.  continuing  with  the  center 
of  the  said  Township  Route  Number  383, 

North  23'03'  East  147  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mate,  et  al  and 
the  lands  now  or  formerly  owned  by  Lewis 
Markl,  et  ux  and  In  the  line  of  the  lands 
of  the  said  Phillips,  et  ux;  thence,  leaving 
the  lands  of  the  said  Mate,  et  al  and  with 
the  line  between  the  lands  of  the  said  Markl, 
et  ux  and  the  said  Phillips,  et  ux,  continuing 
with  the  center  of  the  said  Township  Route 
Number  383, 

North  23  "49'  East  159  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Markl,  et  ux 
and  the  said  Phillips,  et  ux;  thence,  leaving 
the  lands  of  the  said  Markl.  et  ux  and  con- 
tinuing with  the  center  of  said  Township 
Route  Number  383,  severing  the  lands  of  the 
said  Phillips,  et  ux.  the  following  courses 
and  distances: 

North  30-18'  East  206  feet. 

North  23  "50'  East  235  feet. 

North  18' 53'  East  201  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Charles  B  Miller,  et  ux;  thence,  leaving  the 
lands  of  the  said  Phillips,  et  ux  and  continu- 
ing with  the  center  of  the  said  Township 
Route  Number  383.  severing  the  lands  of  the 
said  Miller,  et  ux,  the  following  courses  and 
distances: 

North  19° 48'  East  186  feet. 

North  26°00'  East  91  feet. 

North  26  46'  East  251  feet  to  a  point; 
thence,  continuing  with  the  center  of  said 
Township  Route  Number  383.  the  following 
courses  and  distances: 

North  25 -03'  East  272  feet. 

North  19^56  Ea.«t  376  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Jerry  'Volpe,  et  ux;  thence,  leaving  the  center 
of  the  said  Township  Rout*  Number  383  and 
with  the  line  between  the  lands  of  the  said 
Miller,    et    ux    and    the    said    Volpe,    et    ux, 

South  55=34'  East  170  feet  to  a  corner 
common  to  the  lands  of  the  said  Volpe,  et 
\ix  and  lands  now  or  formerly  owned  by 
Walter  Reed  Dent,  et  ux  and  In  the  line 
of  the  lands  of  the  said  Miller,  et  ux;  thence, 
leaving  the  lands  of  the  said  Miller,  et  ux 
and  with  the  line  between  the  lands  of  the 
said  Dent,  et  ux  and  the  said  Volpe,  et  ux, 

North  37''40'  East  332  feet  to  a  corner 
common  to  the  lands  of  the  said  Dent,  et 
ux,  the  lands  of  the  said  Volpe,  et  ux  and 
the  land.s  now  or  formerly  o-wned  by  the 
Fairway  Realty  Corporation;  thence,  leav- 
ing the  lands  of  the  said  Volpe,  et  \ix 
and  with  the  line  between  the  lands  of 
the  said  Realty  Corporation  and  the  said 
Dent,   et   ux. 

South  53  52-  East  409  feet  to  a  corner 
conimon  to  the  lands  of  said  Realty  Cor- 
poration and  the  lands  now  or  formerly 
o-a,Tied  by  Stewart  I.  Huffsmlth  and  In  the 
line  of  the  lands  of  the  said  Dent,  et  ux; 
thence,  leaving  the  lands  of  the  said  Realty 
Corporation  and  with  the  line  between  the 
lands  of  the  said  Hufifsmlth  and  the  said 
Dent,  et  ux,  the  following  courses  and  dis- 
tances ; 

South  53°  15'  East  197  feet. 

North  62°33'  East  263  feet  to  a  point  Ln 
the  center  of  a  private  road  leading  from 
the  said  Township  Route  Number  383  to 
Mountain  Road;  thence,  continuing  with  the 
line  between  the  lands  of  the  said  Huffsmlth 
and  the  said  Dent,  et  ux  and  the  cent«" 
of  the  said  private  road,  the  following  courses 
and   distances: 

North  69°49     East   125  feet, 

North  62'22'  East  193  feet  to  a  point  in  the 
line  of   the   lands   of  the   said   Realty  Cor- 


poration; thence,  leaving  the  lands  of  the 
said  Huffsmlth  and  the  center  of  the  said 
private  road  and  with  the  line  between  the 
lands  of  the  said  Dent,  et  ux  and  the 
said  Realty  Corporation, 

South  29-07'  East  16  feet  to  a  point  Ui  the 
Southerly  side  of  the  said  private  road: 
thence,  leaving  the  lands  of  the  said  Dent, 
et  ux  and  severing  the  lands  of  the  said 
Realty  Corporation  and  with  the  South- 
erly side  of  the  said  private  road,  the  follow- 
ing courses  and  distances : 

North  6854   East  289  feet. 

North  59-58'  East  413  feet. 

North  64°06'  East,  crossing  the  center  of  an 
unnamed  drain  at  approximately  75  feet  In 
all  844  feet. 

North  5«'00'  East  125  feet, 

North  40°41  ■  East  171  feet. 

North  36°30'  East  378  feet, 

North  il"!!'  East  84  feet. 

North  57009'  East,  passing  the  line  between 
Snaithfleld  Township  and  the  Borough  of 
Delaware  Water  Gap  at  approximatelv  62 
feet,  in  all   114  feet. 

North  61°27'  East  91  feet. 

North  SS'IS'  East,  passing  the  Southeast- 
erly side  of  the  said  private  road  at  66  feet, 
more  or  less,  in  all  78  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned 
by  the  Borough  of  Delaware  Water  Gap 
and  at  the  center  of  the  said  Mountain 
Road;  thence,  with  the  line  between  the 
lands  of  the  said  Borough  and  the  said 
Realty  Corporation  and  with  the  center  of 
said  Mountain  Road, 

Due  North,  passing  ^e  center  of  a  left 
descending  branch  of  Caledonia  Creek  at 
approximately  61  feet,  in  all  86  feet  to 
a  point  in  the  line  of  the  lands  now  or 
formerly  owned  by  Margaret  W.  Maxwell, 
thence,  leaving  the  lands  of  the  said  Borough 
€knd  the  said  Realty  Corporation  and  con- 
tinuing with  the  center  of  the  said  Mountain 
Road,  severing  the  lands  of  the  said  Max- 
well, 

North  n^oe'  East  218  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned 
by  Robert  C,  Challls,  et  al;  thence,  leaving 
the  lands  of  the  said  MaxweU  and  with  the 
lands  of  the  said  Challls,  et  al,  continuing 
with  the  center  of  the  aald  Mountain  Road, 

North  25*14'  East  192  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Arthur  D.  Bartron.  et  ux;  thence,  leaving  the 
lands  of  the  said  Challls,  et  al  and  with  the 
lands  of  the  said  Bartron.  et  ux  continuing 
with  the  center  of  the  said  Mountain  Road. 

North  24*00'  East  150  feet  to  a  corner 
common  to  the  lands  of  the  said  Bartron.  et 
ux  and  the  lands  now  or  formerly  owned  by 
Stanley  D.  Morgan,  et  ux;  thence,  leaving  the 
lands  of  the  said  Bartron.  et  ux  and  with  the 
lands  of  the  said  Morgan,  et  ux,  continuing 
with  the  center  of  the  said  Mountain  Road. 

North  29*57'  Es^t  114  feet  to  a  corner 
common  to  the  lands  of  the  said  Morgan,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Ida  W.  Bartron;  thence,  leaving  the  land.s  of 
.the  said  Morgan,  et  ux  and  with  the  lands  of 
the  said  Bartron,  continuing  with  the  center 
of  the  said  Mountain  Road,  the  followintr 
courses  and  distances ; 

North  3r33'  East  170  feet. 

North  31*21'  East  129  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Bartron  and  the 
lands  now  or  formerly  owned  by  Jesse  V. 
Hawkins,  et  ux;  thence,  leaving  the  lands  of 
the  said  Bartron  and  with  the  Lands  of  the 
said  Hawkins,  et  ux,  continuing  with  the 
center  of  the  said  Mountain  Road,  the  follow- 
ing courses  and  distances: 

North  34*19'  East  76  feet, 

North  21*42'  East  227  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hawkins,  et  ux 
and  the  lands  now  or  formerly  owned  by  an 
ITnknown  Owner;  thence,  leaving  the  land? 
of  the  said  Ha-wklns,  et  ux  and  with  the  lands 
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of  the  said  Unknoiwn  Owner,  contiaulng  »  tth 

the  center  of  the  said  Mountain  Boad 

North  29°22'  East  55  feet  to  a  corner  com- 
mon to  the  lands  of  the  aald  Onknown  Owner 
and  lands  now  or  formerly  owned  by  Fred- 
erick S  Sheemaker.  et  ui;  thenoe,  leavint; 
the  lands  of  the  said  Unknown  Owner  and 
with  the  lemds  of  the  said  Shoemaker,  et  ux, 
continuing  with  the  center  of  the  said  Moun- 
tain Road, 

North  28°0r  East  124  feet  to  a  corner  com- 
mon t-o  the  lands  of  the  said  Shoemaker,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Richard  G  H8u.ser.  et  al;  thence,  leaving  the 
lands  of  the  said  Shoemiaker,  et  ux  and  with 
the  lands  of  the  said  Hauser,  et  al.  contlnu- 
Ins  with  the  center  of  the  said  Mountain 
Road. 

North  25  46'  Ea.st  129  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Hauser  et  al  and 
the  lands  now  or  formerly  owned  by  Harold 
E.  Pugh.  et  ux;  theftce,  leaving  the  lands  of 
the  sBld  Hauser,  et  al  and  -with  the  lands  of 
the  said  Piigh,  et  ux,  contlrailner  -with  the 
center  of  the  said  Mountain  Road. 

North  27*17'  East  107  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Puph.  et  ux  and 
the  lands  now  or  formerly  owned  by  Stanley 
E.  Smith,  et  ux;  thence,  lea^-lng  the  lands  of 
the  said  Pugh,  et  ux  and  -with  the  lands  of 
the  said  Smith,  et  ux.  continuing  with  the 
center  of  the  said  Mountain  Road,  the  follow- 
ing courses  and  distances: 

North  26*34'  East  47  feet. 

North  20*00'  East  196  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Smith,  et  ux  and 
other  lands  of  the  said  Hauser,  et  al;  thence, 
leaving  the  lands  of  the  said  Smith,  et  ux 
and  with  the  said  other  lands  of  the  said 
Hauser,  et  al,  continul-ng  with  the  center  of 
the  said  Mountain  Road, 

North  26*56'  East  280  feet  to  a  corner  com- 
mon to  the  other  lands  of  the  said  Hauser.  et 
other  lands  of  the  said  Hauser,  et  al;  thence. 
Bernard  Shurkin,  said  corner  being  at  the 
intersection  of  the  said  Mountain  Road  with 
the  road  leading  south  from  the  said  Moun- 
tain Road  to  Lake  Lenape;  thence,  leaving 
the  lands  of  the  said  Hauser,  et  al  and  the 
said  road  intersection  and  with  the  lands  of 
the  said  Shurkin,  continuing  with  the  center 
of  the  said  Mountain  Road. 

North  30*43'  'East  507  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Shurkin  and  the 
lands  now  or  formerly  o-wned  by  Mlchele  A. 
Magglo,  et  al;  thence,  leaving  the  lands  of 
the  said  Shurkin  and  with  the  lands  of  the 
said  Magglo.  et  al.  continuing  with  the  center 
of  the  said  Mountain  Road. 

North  28*15'  East  199  feet  to  a  corner' 
common  to  the  lands  of  the  said  Magglo, 
et  al  ai\d  the  lands  now  or  formerly  owned  by 
Prank  Kozemko.  said  corner  being  at  the 
Intersection  of  the  center  of  the  said  Moun- 
tain Road  with  the  center  of  Alternate 
United  States  Hlphway  Rotite  Number  611; 
thence,  leaving  the  lands  of  the  said  Magglo, 
et  a!  and  the  center  of  the  said  Alternate 
Route  Number  61 1  and  with  the  lands  of  the 
said  Kozemko.  continuing  with  the  center  of 
the  said  Mountain  Road. 

North  40*21'  East  96  feet  to  a  point  at  the 
Intersection  of  the  center  of  the  said  Moun- 
tain Road  with  the  center  of  Delaware  Ave- 
nue; thence,  leaving  the  center  of  the  said 
Mountain  Road  and  continuing  with  the 
lands  of  the  said  Kozemko  and  the  center 
of  the  said  Avenue. 

South  68*37'  East  358  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Kozemko  and 
the  lands  now  or  formerly  owned  by  Mabel  A 
Younkin:  thence,  leaving  the  lands  of  the 
said  Kozemko  and  with  the  lands  of  the 
said  Tounkln.  continuing  with  the  center  of 
the  said  Avenue, 

South  68*28'  Sa£t  99  feet  to  a  comer  com- 
mon to  the  lands  of  tbe  aald  Tounkln  and 
the   lands    now   or   formerly   owned    by   the 


Delaware  River  Joint  Toll  Brtdee  Commis- 
sion and  in  the  line  of  the  lands  now  or 
formerly  owned  by  the  Castle  Inn  Hotel 
Corporation:  tlience  leaving  the  lands  of  the 
aid  Ycunkin  and  with  the  Une  between  the 
;ands  of  the  said  Commls-sion  and  the  said 
Hotel  Corporation,  continuing  with  the  cen- 
ter of  the  said  Avenue. 

South  70*14'  East  30  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Comi:usston 
and  the  said  Hotel  Corporation;  thence, 
lea-vtng  the  lands  of  the  said  Hotel  Corpora- 
tion and  contlnu::.j  wr.h  tbe  center  of  the 
said  Avenue,  severing  the  lands  of  the  said 
Con-unlssion, 

South  70' 14'  East,  passing  the  end  of  the 
said  Avenue  at  app>roximately  350  feet,  in 
all  529  feet  to  a  point:  thence,  contmuing 
to  sever  the  land.';  of  the  said  Commission 

North  11°05'  West  603  feet  to  a  point  in 
the  line  of  the  lands  of  the  said  Hotel  Cor- 
poration; thence  contiisulng  with  the  line 
"between  the  lands  of  the  said  Hotel  Corpora- 
tion and  the  said  Commission,  the  following 
courses  and  distances. 

North  77'20  Ed.st  173  feet. 
South  77' 57'  Ea£t  196  feet  to  a  corner  com- 
mon to  the  lands  of  tbe  said  Hotel  Corpora- 
tion and  the  said  CommlsslOB  and  in  the 
Westerly  right-of-way  line  of  tbe  said  Bail- 
road  Company:  thence  leading  the  lands  of 
the  said  Hotel  Corporation  and  the  said  Com- 
mission and  with  the  said  Westerly  right-of- 
way  line  of  the  saki  Railroad  Company, 

In  a  Northwesterly  dirt-cllon  approximately 
1177  feet  to  a  point  in  the  center  of  Cherry 
Creek,  said  point  being  distant  33  feet  at 
right  anples  from  r&ilroad  oenterllne  Valua- 
tion Station  464«-86;  thence,  leaving  the 
said  Westerly  right-of-way  line  and  severing 
the  lands  of  the  said  Railroad  Company  along 
the  center  of  the  said  Cherry  Creek , 

North  63'5r  East,  passing  the  centerline 
of  the  said  right-of-way  at  33  feet.  In  all 
61  feet  to  a  point  In  the  line  of  other  lands 
of  the  said  Borough  of  Delaware  Water  Gap; 
thence,  with  the  line  between  -the  lands  of 
the  said  Railroad  Company  and  the  said 
Borough,  continuing  with  the  renter  of  the 
said  Cherry  Creek, 

North  66' 48'   East,  passing   a  corner  com- 
mon to  the  lands  of  the  said  Railroad  Com- 
pany and  the  lands  now  or  formerly  owned 
by  Cherry  Creek,   Inc    at   38   feet.  In   all   61 
feet;    thence,   continuing  -with   the   hne   be- 
tween  the   lands  of   the  said   Cherry   Creek, 
Inc.    and    the    said    Borough    and    with    the 
center  of  the  said  Cherry  Creek,  the  follow- 
ing courses  and  distances - 
South  44  =  03'  East  128  feet. 
South  68*55'  East  192  feet, 
South  52°18'  East  83  feet. 
South    07  02'    East    82    feet    to    a    point; 
thence,  leaving  the  lands  of  the  said  Borough 
and  the  center  of  the  said  Cherry  Creek  and 
severing  the  lands  of  the  said  Cherry  Creek, 
Inc.,  the  following  courses  aixl  distances - 
North  42   20'  East  179  feet. 
North  10*21'  East  234  feet. 
North  14   10'  West  519  feet. 
North  15*42'  East  451  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
A.  M    Price,  et  ux.  said  point  being  In  the 
right    descending    bank    of   a    back    channel 
of    the    Delaware    River    and    at    a    point    In 
the  line  "between   the  Borough   of   Delaware 
Water  Gap  and  Smithfield  To-wnshlp;  thence, 
leaving  the  lands  of  the  said  Cherry  Creek, 
Inc.  and  the  said  right  descending  baiik  and 
the  said  Borough-Township  line,  severing  the 
lands  of  the  said  Price,  et  ux,  the  following 
courses  and  distances: 

North  48*40'  East  321  feet. 
North  76*21'  ■East  182  feet. 
North  39*36'  East,  crossing  the  center  of 
Brodhead  Creek  at  approximately  220  feet.  In 
all  S59  feet  to  a  point  In  the  Ihie  at  1*e 
lands  iK)w  or  fonnertr  owned  by  John  K. 
Leeolne.   et  ux.  said  point  being  noai^sd  by 


a  stake  and  desigr.ated  as  Monument  A-54. 
established  by  Aero  Service  Corporation,  the 
coordinate  vakie  of  which  is  North  311.300  70 
and  East  2  722,381  96,  thence,  leaving  the 
lands  of  the  said  I'rice.  et  ux  and  serving 
the  lands  of  the  said  Lesolne  et  ux. 

North  33  44  East  114  feet  to  a  point  in  the 
line  of  the  lands  niw  or  formerly  owned  by 
Clifford  R.  Klntner,  et  ux;  thenoe.  leaving 
tlie  lands  of  the  said  Lesolne,  et  ux  and 
severmg  the  lands  of  the  said  Klntner.  et  ui. 
North  S3 '44'  JSa.st  86  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Thomas  F  Mulherln.  et  ux:  thence,  lea-vtng 
the  land»>  i>f  the  said  Klnter  el  ux  and  sever- 
me  the  lands  of  tbe  said  MulhertrL  et  ux. 

North  33  44'  East  86  feet  to  a  point  in  tbe 
line  of  the  lands  now  or  formerly  owned 
by  WiUard  Weldlich.  el  ux;  thence,  leaving 
the  lands  of  the  said  Mulhertn,  et  ux  and 
severuip  the  lands  of  the  said  Weldlich,  et  ux. 
North  33  "44  East  61  feet  to  a  point  tn 
the  line  of  the  lands  now  or  formerly  owned 
by  Leroy  H  Tucker,  et  ux;  thence  leavmg 
the  lands  of  the  said  Weldlich.  et  ux  and 
severing  the  lands  of  the  said  Tucker,  et  ux. 

North  33*44  East  57  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
John  C  Matters  et  ux:  thence  leaving  U.o 
lands  of  the  said  Tuc-ker  et  ux  and  severing 
the  lands  of  the  said  Masters  et  ux 

North  83  44'  East  57  feet  to  a  point  in  the 
line  of  the  lands  of  the  said  Price,  et  ux. 
said  point  being  marked  by  a  stake  and  desig- 
nated as  Monument  A  -52  established  by  .^ero 
Service  C,orporation.  the  coordinate  value  at 
which  Is  North  311.676.81  and  East  2.722- 
632.05;  thence,  leaving  the  lands  of  the  said 
Masters  et  ux  and  severing  the  lands  of  the 
said  Price,  et  ux. 

North  26°54  K«.st  110  feet  to  a  point  in 
the  line  of  the  land^  now  or  formerly  owned 
by  A  J  HarlBcJier  et  ux;  thence,  leaving  the 
lands  of  the  said  Prlf  e  et  -ux  and  se-verlng 
the  lands  of  the  said  Harlacher  et  ux 

North  26*64'  East  50  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Christine  A  Lauer  said  point  being 
marked  by  a  si-ake  and  desijrt^.ated  a.";  Monu- 
ment A- 61  established  by  Aero  Service  Cor- 
poration, the  coordinate  value  of  which  is 
North  311.817.99  and  East  2.722  716  0,^,  thence. 
leaving  the  lands  of  the  said  Harlacher.  et 
ux  and  severing  the  lands  of  the  said  Lauer. 
North  02*03'  East  94  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  o-wned  by 
Anna  R  Costenbader;  thence,  leaving  the 
lands  of  the  said  Lauer  and  severing  the 
lands  of  the  said  Costenbader. 

North  02*03'  Fasi  93  feet  to  a  point  in  the 
line  of  the  lands  new  or  former  !t  owned  by 
the  Monroe  Security  Bank  and  Trust  Com- 
pany; thence,  leaving  the  lands  of  the  said 
Costenbader  and  severing  the  lands  of  the 
said  Monroe  5iecurltv  Bank, 

North  02'0S  East  77  feet  to  a  paint  tn 
the  line  of  the  lands  of  the  said  .\  M  Price, 
et  ux:  thence  leaving  the  lands  of  the  ."aid 
Monroe  Security  Bank  and  severing  the  lands 
of  the  said  Price  et  v.t. 

North  02*0'^  Ea-st  60  fee-  t^  a  point  In  the 
line  of  the  lands  now  or  formerly  owner  by 
Chester  M  PfctlUps  et  ux  said  point  being 
tnarked  bv  a  stake  and  desicr.ated  as  Monu- 
ment A-50  established  by  Aero  Service  Cor- 
poration, the  coordinate  value  of  which  la 
N<K-thS12  141S1  and  East  2  722  716  05,  thenoe. 
lea-vtng  the  lands  of  ti>e  said  Price,  et  ur 
and  severing  the  lands  of  the  said  Phllllpa. 
et  ux. 

North  06*55  West  97  feet  to  a  point  tn  the 
line  of  the  lands  now  or  formerly  owned  by 
Foster  S  Mlnnlch,  et  ux;  thence,  leaving  th« 
lands  of  the  said  Mlnnlch,  et  ux  and  severing 
the  lands  of  the  said  Mlnnlch,  et  trx. 

North  06*55  West  83  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
William  B    Corey,  et  ux:  th^oe,  leavUng  ti»e 
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lands  of  the  said  Mlnulch.  ct  ux  and  se\ering 
the  lands  of  the  said  Corey,  et  ux. 

North  06 '55'  West  82  feet  to  a  point  in 
the  line  of  the  land.s  now  or  formerly  owned 
by  Ernest  H  KUngel,  et  ux;  thence,  leaving 
the  lands  of  the  said  Corey,  et  ux  and  sever- 
ing the  lands  of  the  said  Klingel.  et  ux. 

North  06''55'  West  82  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Elizabeth  Rockefeller,  et  al.  thence,  leav- 
ing the  lands  of  the  said  KUngel.  et  ux  and 
severing  the  lanas  of  the  said  Rockefeller, 
et  al. 

North  06° 55'  West  92  fe«t  to  a  point  In  the 
line  of  the  land.s  now  or  formerly  owned  by 
Floyd  O  Cyphers,  et  ux.  thence,  leaving  the 
lands  of  the  said  Rockefeller,  et  al  and  sever- 
ing the  lands  of  the  .said  Cyphers,  et  ux. 

North  06'56'  West  137  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  The  Big  Brothers  Association,  said  point 
being  marked  by  a  stake  and  designated  as 
Monument  A-48.  establLshed  by  Aero  Service 
Corporation,  the  coordinate  value  of  which 
la  North  312,  710.78  and  East  2,722,647.12: 
thence,  with  the  line  between  the  lands  of 
the  said  Cyphers,  et  ux  and  the  said  Big 
Brothers, 

North  59' 14'  West  101  feet  to  a  point,  the 
said  point  being  marked  by  a  stake  and  des- 
ignated as  Monument  A-47  established  by 
Aero  Service  Corporation,  the  coordinate 
value  of  which  is  North  312,723  56  and  East 
3.722  625  36.  thence,  leaving  the  lands  of  the 
said  Cyphers,  et  ux  and  severing  the  lands 
of  the  said  Big  Brothers,  the  following 
courses  and  distances: 

North  04" 20'  East  45^)  feet. 

North  10''57'  Ea-st  141  feet. 

North  25°  16'  East  169  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Moses  L  Sllverwater  et  ux:  thence,  with 
the  line  between  the  lands  of  the  said  Big 
Brothers  and  the  said  S!lverwat«r.  et  ux. 

North  50°  19  West  28  feet  to  a  point,  the 
said  point  being  marked  by  a  stake  and  des- 
ignated as  Monument  A-43.  established  by 
Aero  Service  Corporation,  the  coordinate 
value  of  which  is  North  31:3.481  39  and  East 
2,722,736.95:  thence,  leaving  the  lands  of  the 
said  Big  Brothers  and  severing  the  lands  of 
the  said  Silverwat«r  et  ux.  the  following 
courses  and  distances : 

North  36° 38'  East  275  feet. 

North  38°  03'  East  232  feet. 

North  4447   East  127  feet. 

North  44-06    East  182  feet. 

North  43 '31'  East  303  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Manwalamtnk.  Inc  .  et  al.  thence,  leaving 
the  lands  of  the  said  Sllverwater.  et  ux  and 
severing  the  lands  of  the  said  Manwalamlnk, 
Inc  .  et  al. 

North  43*31  East  60  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Karl  Hope,  et  ux:  thence,  leaving  the  lands 
of  the  said  Manwalamink.  Inc  and  severing 
the  lands  of  the  said  Hope,  et  ux. 

North  43*31'  East  81  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
F  Earl  Miller,  et  ux:  thence,  leaving  the 
lands  of  the  said  Hop>e.  et  ux  and  severing 
the  lands  of  the  said  P    Earl  MlUer,  et  ux, 

North  4;j*31  East  170  feet  to  a  point  In 
the  line  of  the  said  other  lands  of  the  said 
Hope,  et  ux,  the  said  point  being  marked 
by  a  stake  and  deslgiiated  as  Monument  A- 
38,  established  by  Aero  Service  Corporation, 
the  coordinate  value  of  which  ts  North  314,- 
N61  09  and  East  2.723,683  06.  thence,  leaving 
the  lands  of  the  said  P  Earl  Miller,  et  ux 
»nd  severing  the  said  other  lands  of  the  said 
Hope,  et  ux. 

North  46*27'  East  1578  feet  U.t  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Jacob  Jamea.  the  said  point  being  marked 
by  a  stake  and  designated  as  Monument  A- 
3a,  eetabllahed  by  Aero  Service  CorpcM^tlon, 
the  ooo«xllii*te  value  of  which  is  North  315  - 


638.45  and  East  2,724,827,16:  thence,  leaving 
the  said  other  lands  of  the  said  Hope,  et  ux 
and  severing  the  lands  of  the  said  James, 

North  52°  13'  East  141  feet  to  a  point  In 
the  line  of  the  lands  now  or  formerly  owned 
by  Renle  I  Gable,  et  ux;  thence,  leaving  the 
lands  of  the  said  James  and  severing  the 
lands  of  the  said  Gable,  et  ux, 

North  52°  13'  East  61  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Jule  Rascona:  thence,  leaving  the  lands  of 
the  said  Gable,  et  ux  and  severing  the  lands 
of  the  said  Rascona, 

North  52  13'  East  68  feet  to  a  point  In  the 
Hue  of  the  lands  now  or  formely  owned  by 
Donald  J,  Armitage,  et  ux;  thence,  leaving 
the  lands  of  the  said  Rascona  and  severing 
the  lands  of  the  said  Armitage,  et  ux. 

North  62  13  East  1 17  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Ruben  Armitage.  et  al;  thence,  with  the  line 
between  the  lands  of  the  said  Armitage, 
et  ux  and  the  said  Armitage,  et  al. 

North  36  54'  West  136  feet  to  a  corner 
common  to  the  lands  of  the  said  Armitage, 
et  ux  and  the  said  Armitage.  et  al  and  in  the 
line  of  the  said  other  lands  the  aald  Hojje, 
et  ux,  the  said  corner  being  marked  by  a 
stake  and  designated  as  Monument  A-29A. 
established  by  Aero  Service  Corporation,  the 
coordinate  value  of  which  is  north  315.985.24 
and  East  2.725,052.20:  thence,  leaving  the 
lands  of  the  said  Armitage,  et  ux  and  with 
the  line  between  the  said  other  lands  of  the 
.said  Hope,  et  ux  and  the  said  Armitage,  et  al. 

North  63 "48  East  59  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Armitage,  et  al 
and  the  lands  now  or  formerly  owned  by 
Allan  R,  "Paul,  et  ux  and  In  the  line  of  the 
said  other  lands  of  the  said  Hope,  et  ux; 
thence,  leaving  the  lands  of  the  said  Armi- 
tage. et  al  auid  with  the  line  between  the 
said  other  lauds  of  the  said  Hope,  et  ux  and 
the  said  Paul,  et  ux. 

North  63"48  East  59  feet  to  a  corner  com- 
mon to  the  s-ald  other  lands  of  the  said  Hope, 
et  ux  and  the  said  Paul,  et  ux,  the  said 
corner  being  marked  by  a  stake  and  desig- 
nated as  Monument  A-29,  established  by 
Aero  Service  Corporation,  the  coordinate 
value  of  which  Ls  North  316,037.36  and  East 
2.725.158,16:  thence,  leaving  the  lands  of  the 
SHld  Paul,  et  ux  and  severing  the  said  other 
lands  of  the  said  Hope,  et  ux.  the  following 
courses  and  distances: 

North  56  23' East  137  feet, 

North  46'  58    East  207  feet. 

North  07  18   West  202  feet. 

North  61  55    East  188  feet. 

North  52  40    East  242  feet. 

North  75  14   East  331  feet. 

North  66=10   East  258  feet. 

North  57  51    East  401  feet, 

South  64°3r  East  564  feet. 

South  72°02  Ea,st,  croeelng  the  center  of 
Shawnee  Creek  at  approximately  56  feet.  In 
all  161  feet. 

South  80  35    East  490  feet,. 

North  88  07    East  1029  feet. 

North  4« '  59    East  209  feet, 

North  16°0«    East  290  feet. 

North  10°  14    West  162  feet. 

North  34*04  Weet  212  feet  to  a  corner 
common  to  the  said  other  lands  of  the  said 
Hope,  et  ux  and  the  lands  now  or  formerly 
owned  by  Lucille  Mundy.  et  al;  thence,  with 
the  line  between  the  said  other  lands  of  the 
said  Hope,  et  ux  and  the  said  Mundy,  et  al. 

North  05"07'  West  72  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  said  Hope, 
et  ux  and  the  said  Mundy,  et  al  and  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Shawnee  Village,  Inc  ,  the  said  corner  being 
marked  by  a  stake  eind  designated  as  Monu- 
ment A~12,  established  by  Aero  Service  Cor- 
poration, the  coordinate  value  of  which  is 
North  817,578.62  and  Kast  2,738,906.35; 
thence,  leaving  the  aaid  other  lands  of  the 
said  Hope,  et  ux  and  with  the  line  between 


the  lauds  of  the  said  Village  and   the  sa.d 
Mundy.  et  al, 

North  77°26'  Elast  71  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Village  and  the 
said  other  lands  of  the  said  Hope,  et  ux  and 
In  the  line  of  the  lands  of  the  said  Mundy. 
et  al;  thence,  leaving  the  lands  of  the  said 
Mundy,  et  al  and  with  the  line  between  the 
lands  of  the  said  Village  and  the  said  other 
lands  of  the  said  Hope,  et  ux. 

North  00°29'  West  110  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Vil- 
lage and  the  said  Hope,  et  ux  and  in  the 
Easterly  side  of  a  private  road  12  feet  in 
width  commonly  known  as  Delaware  Drive; 
thence,  leaving  the  lands  of  the  said  Village 
and  with  the  Elasterly  side  of  the  said  Dela- 
ware Drive,  severing  the  said  other  lands  of 
the  said  Hope,  et  ux. 

In  a  generally  Northeasterly  direction  ap- 
proximately 450  feet  to  a  point  In  the  line  of 
the  lands  of  the  said  Village  and  In  the 
Easterly  side  of  the  said  Delaware  Drive; 
thence,  learlng  the  Easterly  side  of  the  said 
Delaware  Drive  and  with  the  ilne  between 
the  lands  of  the  said  Village  and  the  said 
other  lands  of  the  said  Hope,  et  ux. 

North  17'29'  East  84  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Village  and  the 
said  other  lands  of  the  .said  Hope,  et  ux  and 
In  the  center  of  Worthington  Stre^;  thence. 
leaving  the  lands  of  the  said  Village  and 
leaving  the  center  of  the  said  Worthington 
Street  and  severing  the  said  other  lands  of 
the  said  Hope,  et  ux,  the  following  courses 
and  distances: 

North  15*36'  East  60  feet. 

North  43°26'  West  80  feet. 

North  50*43'  East,  passing  the  center  of 
Mlnlslnk  Avenue  at  approximately  184  feet, 
in  all  205  feet  to  a  point  In  the  Easterly  right- 
of-way  line  of  the  said  Minlsink  Avenue: 
thence,  with  the  Easterly  right-of-way  line 
of  the  said  MmLsink  Avenue,  continuing  to 
sever  the  said  other  lands  of  the  said  Hope 
et  ux. 

North  36°42'  West  77  feet  to  a  point  In  the 
E^terly  right-of-way  line  of  the  said  Mlni- 
slnk  Avenue;  thence,  leaving  the  Easterly 
right-of-way  line  of  the  said  Mlnislnk  Ave- 
nue and  continuing  to  sever  the  said  other 
lands  of  the  said  Hope,  et  ux. 

North  51*39'  East  190  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Alexander  Coles,  Jr..  et  al,  the  said  point 
being  marked  by  a  stake  and  designated  as 
Montiment  A-9,  established  by  Aero  Service 
Corporation,  the  coordinate  value  of  which  Is 
North  318,652,28  and  East  2,729.289  46. 
thence,  leaving  the  said  other  lands  of  the 
said  Hope,  et  ux  and  severing  the  lands  of 
the  said  Coles,  Jr.,  et  al. 

North  43*36'  East  184  feet  to  a  point  in  the 
line  of  other  lands  of  the  said  Hope,  et  ux. 
thence,  leaving  the  lands  of  the  said  Coles. 
Jr.,  et  al  and  severing  the  said  other  lands  of 
the  said  Hope,  et  ux. 

North  43*36'  East  148  feet  to  a  point,  said 
point  being  marked  by  a  stake  designated  as 
Monument  A-8.  established  by  Aero  Service 
Corporation,  the  ct)ordinate  value  of  which 
Is  North  318,892.97  and  East  2,729,61864 
thence,  continuing  to  sever  the  said  other 
lands  of  the  said  Hope,  el  tix.  the  fol!o\vln(j 
cotu^es  and  distances : 

North  63*34'  East  863  feet. 

North  43*39'  East  442  feet. 

North  50*10'  East  447  feet. 

North  56*22'  Bast  321  feet  to  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Mlnhard  Flor,  the  said  point  being  marked 
by  a  stake  and  designated  as  Monument  A-3, 
established  by  Aero  Service  Corporation,  the 
coordinate  value  of  which  Is  North  320,061  16 
and  Bast  2,731,206,96;  thence,  leaving  the 
aald  other  lands  of  the  said  Hope,  et  uz  and 
aeyertng  the  lazuls  of  the  aald  Flor.  the  fol- 
lowing courses  and  distances : 

North  61*50'  East  409  feet, 
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North  15'  15'  West  66  feet  to  a  point  in  the 
center  of  Legislative  Route  Number  46012, 
the  said  point  being  marked  by  a  railroad 
spike  and  designated  as  Monument  A-1.  es- 
tablished by  Aero  Service  CorporaUon,  the 
coordinate  value  of  which  is  North  320,318.03 
and  East  2.731,549.78:  thence,  continuing  to 
sever  the  lands  of  the  said  Flor  and  with  the 
center  of  the  said  Legislative  Route  Number 
45012.  the  following  courses  and  distances: 
North  73°  10'  East  195  feet. 
North  63*51'  East  133  feet  to  a  point  in  the 
line  of  the  lauds  now  or  formerly  owned  by 
Residential  Investments;.  Inc.:  thence,  leaving 
the  lands  of  the  said  Plor  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  45012,  severing  the  lands  of  the  said 
Investments, 

North  65°28'  East  147  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Investments  and 
the  lands  now  or  formerly  owned  by  Thomas 
J.  Welch,  et  ux;  thence,  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  the  lands  of 
the  said  Investments  and  the  said  Welch, 
et  ux. 

North  64*39'  East  446  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Welch,  et  ux  and 
the  lands  now  or  formerly  owned  by  John  W'. 
Brink  and  In  the  line  of  the  lands  of  the  said 
Investments;  thence,  leaving  the  lands  of  the 
said  Welch,  et  ux  and  continuing  with  the 
cent«r  of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  the  lands  of 
the  said  Investments  and  the  said  Brink. 

North  65°  07'  East  107  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Brink  and  the 
lands  now  or  formerly  owned  by  Alfred  J. 
Tosl.  et  ux  and  In  the  line  of  the  lands  of  the 
said  Investments:  thence,  leaving  the  lands 
of  the  said  Brink  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  tlie  lands  of 
the  said  Investments  and  the  said  Tosl,  et  ux. 
North  64  49'  East  240  feet  to  a  corner 
common  to  the  lands  of  the  .said  Investments 
and  the  lands  now  or  formerly  owned  by 
Curtis  W  Hickman  and  In  the  line  of  the 
lands  of  the  said  Tosl,  et  ux:  thence,  leaving 
the  lands  of  the  said  Investments  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  45012  and  with  the  line 
between  the  lands  of  the  said  Hickman  and 
the  said  Tosl,  et  ux. 

North  64  06'  East  114  feet  to  a  corner 
common  to  the  lands  of  the  said  Tosl.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Walter  R.  Surrell.  et  ux  Eind  In  the  line  of 
the  lands  of  the  said  Hickman;  thence,  leav- 
ing the  lands  of  the  said  Tosl,  et  ux  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  45012  with  the  line  be- 
tween the  lands  of  the  said  Hickman  and  the 
said  Surrell.  et  ux. 

North  61  58'  East  87  feet  to  a  corner 
common  to  the  lands  of  the  said  Hickman 
and  the  lands  now  or  formerly  owned  by 
Samuel  Hohensheldt.  et  ux  and  In  the  line 
of  the  lands  of  the  said  Surrell,  et  ux;  thence, 
leaving  the  lands  of  the  said  Hickman  and 
continuing  with  the  center  of  the  said  Legis- 
lative Route  Number  45012  and  with  the  line 
between  the  lands  of  the  said  Hohensheldt. 
et  ux  and  the  said  Surrell.  et  ux. 

North  64  08'  East  37  feet  to  a  corner 
common  to  the  lands  of  the  aald  Surrell,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Edward  J  McManus.  et  ux  and  in  the  line 
of  the  lands  of  the  said  Hohensheldt.  et  ux; 
thence,  leaving  the  lands  of  the  said  Surrell. 
et  ux  and  continuing  with  the  center  of  the 
said  IjCglslatlve  Route  Number  45012  and 
with  the  line  between  the  lands  of  the  said 
Hohensheldt.  et  ux  and  the  said  McManus, 
et  ux. 

North  61=36'  East  153  feet  to  a  corner 
common  to  the  lands  of  Uie  said  Hohen- 
sheldt, et  ux  and  the  said  McManus,  et  ux; 
thence  leaving  the  lands  of  the  said  Hohen- 


sheldt, et  ux  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  45012, 
severing  the  lands  of  the  said  McManus,  et 
ux,   the  following  courses  and  distances: 
North  60  24'  East  51  feet. 
North  71  34'  East  79  feet. 
North    74  03'    East    73    feet    to    a    corner 
common  to  lands  of  the  said  McManus,  et  ux 
and   the   lands  now  or  formerly  owned  by 
Omar  H.  Michaels;   thence,  continuing  with 
the    center    of    the    said    Legislative    Route 
Number  45012  and  with  the  line  between  the 
lands  of  the  said  Michaels  and  the  said  Mc- 
Manus. et  vix, 

North  83  23'  East  69  feet  to  a  corner 
common  to  the  lands  of  the  said  McManus, 
et  ux  and  the  lands  now  or  formerly  owned 
bv  Patrick  P.  Booney,  et  ux  and  In  the  line 
of  the  lands  of  the"  said  MlchaeU:  thence, 
leaving  the  lands  of  the  said  McManus.  et  ux 
and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  45012  and  with 
line  between  the  lands  of  the  said  Michaels 
and  the  a^id  Rooney,  et  ux.  the  followmg 
courses  and  distances: 

North  80  45'  East  131  feet. 
North  77  19'  East  164  feet 
North  75  22'  East  25  feet  to  a  corner 
conimon  to  the  lands  of  the  said  Michaels 
and  the  said  Rooney,  et  ux;  thence,  leaving 
the  lands  of  the  said  Rooney.  et  ux  and  con- 
tinuing with  the  center  of  the  said  LegUla- 
tive  Route  Number  45012,  severing  the  lands 
of  the  said  Michaels,  the  following  courses 
and  distances: 

North  75  22'  East  137  feet. 
North    71°57'    East    371    feet    to    a    corner 
common  to  the  lands  of  the  said  Michaels, 
the  lands  now  or  formerly  owned  by  Henry 
G.    Tucker,    et   ux    and    the    lands    now    or 
formerly  owned  by  Prank  LeBar.  et  al  and 
at  the  Intersection  of  the  center  of  the  said 
Legislative   Route   Ntimber   45012    with    the 
Westerly  rleht-of-way  line  of  Cedar  Street 
extended;   thence,  leaving  the  lands  of  the 
said  Michaels  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  45012 
and  with  the  line  between  the  lands  of  the 
said  Tucker,  et  ux  and  the  said  LeBar.  et  al. 
North    77  30'    East    20    feet    to    a    corner 
common  to  the  lands  of  the  said  LeBar.  et  al 
and   the   lands   now  or   formerly   owned   by 
Prank  M.  LeBar  and  in  the  line  of  the  lands 
of  the  said  Tucker,  et  ux  and  at  the  Inter- 
section of  the  center  of  the  said  Legislative 
Route  Number  45012  with  the  Easterly  right- 
of-way    line    of    the   said    Cedar    Street    ex- 
tended; thence.  lea\-lng  the  lands  of  the  said 
Frank  LeBar.  et  al  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  the  lands  of 
the  said  Tucker,  et  ux  and  the  said  LeBar. 
the   following  courses   and   distances: 
North  70  37'  East  183  feet 
North  66  53'  East  178  feet. 
North  60  =  20'  East   182  feet. 
North    57'02'    East    236    feet    to    a    corner 
common  to  the  lands  of  the  said  LieBar  and 
the   lands    now    or    formerly    owned    by    the 
Hialeah  Cottage  Association  and  in  the  line 
of  the  lands  of  the  said  Tucker,  et  ux:  thence, 
leaving  the  lands  of  the  said  LeBar  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  450^2  and  with  the  line 
between  the  lands  of  the  said  Tucker,  et  ux 
and    the    said     .Association,    the    following 
courses  and  distances: 
North  57  02'  East  5  feet. 
North  67'37'  Ea'^t  15  feet  to  a  corner  com- 
mon   to   the    lands   of    the    said    Association 
and  the  said  "LeBar  and  in  the  line  of  the 
lands    of    the    said    Tucker,    et    ux:    thence, 
leaving  the  lands  of  the  said  As.soclation  and 
continuing    with    the    center    of    the    said 
Legislative  Route  Number  45012  and  with  the 
line  between   the  lands  of  the  said  Tucker, 
et  ux  and  the  said  LeBar. 

North  67*37'  East  40  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  LeBar  and  the 
lands  now  or  formerly  owner   by   Sidney  M 


Newcomb.  et  ux  and  In  the  line  of  the  lands 
of  the  said  Tucker,  et  ux;  thence,  leaving  the 
lands  of  the  said  LeBar  and  continuing  with 
the  center  of  the  said  Legislative  Route 
Number  45012  and  with  the  line  between  the 
lands  of  the  said  Tucker,  et  ux  and  the  said 
Newcomb.  et  ux. 

North  70°  25  East  63  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Tucker,  et  ux 
and  other  lands  of  the  said  Association  and 
in  the  line  of  the  lands  of  the  said  Newcomb, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Tucker,  et  ux  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  45012 
and  with  the  line  between  the  s.iid  other 
lands  of  the  said  Association  and  the  lands 
of  the  said  Newcomb.  et  ux. 

North  72  =  50'  East  58  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  .Association  and 
the  said  Newcomb.  et  ux;  thence,  leaving 
the  lands  of  the  said  Association  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  45012.  severing  the  lands 
of  the  said  Newcomb.  et  ux.  the  following 
courses  and  distances: 
North  76  44'  East  78  feet. 
North  81  00  East  205  feet. 
North  85  39'  East  122  feet  to  a  point  in 
the  line  of  the  lands  of  the  said  Tucker, 
et  ux:  thence,  leaving  the  center  of  the  said 
Legislative  Route  Number  45012  and  with 
the  line  between  the  lands  of  the  said  New- 
comb, et  ux  and  the  said  Tucker,  et  ux. 

North  23  34'  West  616  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Newcomb.  et  ux 
and  the  said  Tucker,  et  ux:  thence,  leaving 
the  lands  of  the  said  Newcomb,  et  ux  and 
severing  the  lands  of  the  said  Tucker,  et  ux. 
North  23  34'  West  532  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Spencer  C.  Cramer,  et  ux;  thence  with  the 
line  between  the  lands  of  the  said  Cramer, 
et  ux  and  the  said  Tucker,  et  ux. 

North  67*58'  East  1.087  feet  to  a  corner 
common  to  the  lands  of  the  said  Cramer,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Florence  Carter  and  In  the  line  of  the  lands 
of  the  said  Tucker,  et  ux;  thence,  leaving  the 
lands  of  the  said  Tucker,  et  ux  and  with  the 
line  between  the  lands  of  the  said  Cramer, 
et  ux  and  the  said  Carter. 

North  13"49'  West  473  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Cramer, 
et  ux  and  the  said  Carter  and  In  the  center 
of  Tow^lshlp  Route  Number  515:  thence, 
leaving  the  lands  of  the  said  Cramer,  et  ux 
and  with  the  center  of  the  said  Township 
Route  Number  515.  severing  the  lands  of  the 
said  Carter. 

In  a  generally  Northeasterly  direction,  ap- 
proximately 1700  feet  to  a  corner  common  to 
the  lands  of  the  said  Carter  and  the  lands 
now  or  formerly  owned  by  Alan  M  Kyle; 
thence,  continuing  with  the  center  of  the 
said  Township  Route  Number  515  and  with 
the  line  between  the  lands  of  the  said  Carter 
and  the  said  Kyle,  the  following  courses  and 
distances: 

North  87°24'  East  66  feet. 
South  89*ir  East  139  feet  to  a  corner 
common  to  the  lands  of  said  Carter  and  the 
said  Kyle;  thence,  leaving  the  lands  of  the 
said  Kyle  and  continuing  with  the  center 
of  the  said  Township  Route  Number  515, 
serving  the  land  of  the  said  Carter. 

In  a  generally  Northeasterly  direction. 
800  feet  to  a  corner  common  to  the  lands 
now  or  formerly  owned  by  Adolf  Egger.  et 
ux.  A  K  A  Adolph  Egger  and  the  lands  now 
or  formerly  owned  by  Elizabeth  C.  Mader. 
et  al.  and  In  the  line  of  the  lands  of  the 
said  Carter;  thence,  leaving  the  lands  of 
the  said  Carter  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
515  and  with  the  Une  between  the  lands  of 
the  said  Egger  and  the  said  Mader,  et  al.  the 
following  courses  and  distances: 
North  14° 22'  East  205  feet. 
North  26*16'  East  337  feet  to  a  corner 
conimou  to  the  lands  of  the  said  Egger.  et 
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ux  and  the  said  Mader,  et  al  ;  thence,  leaving 
the  lands  of  the  said  Mjkler,  et  al  stnd  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  515,  severing  the  lands 
of  the  said  Egger.  et  ux, 

In  a  Northeasterly  direction,  approxi- 
mately 480  feet  to  a  corner  common  to  the 
lands  of  the  said  Egger  and  the  said  Mader. 
et  al.:  thence,  continuing  with  the  center 
of  the  said  Township  Route  Number  515 
and  with  the  line  between  the  lands  of  the 
said  Egger.  et  ux  and  the  said  Mader.  et  al  . 

North  53*01'  East  208  feet  to  a  corner 
common  to  the  lands  of  the  said  Egger,  et  ux 
and  the  said  Mader.  et  al.  and  the  lands 
now  or  formerly  owned  by  Katherine  H. 
Wankow,  et  al.;  thence,  leaving  the  lands 
of  the  said  Egger.  et  ux  and  continuing 
with  the  center  of  the  said  Township  Route 
Number  515  and  with  the  line  between  the 
lands  of  the  said  Wankow,  et  al.  and  the 
sad  Mader,  et  al.,  the  following  courses  and 
distances: 

North  56'46'  East  308  feet. 

North  61*14'  East  906  feet  to  a  corner 
common  to  the  lands  of  the  said  Wankow. 
et,  al  ,  the  said  Mader.  et  al.  and  the  lands 
now  or  formerly  ovnaed  by  Scrauton  Pocono 
Girl  Scout  Council;  thence,  leaving  the  lands 
of  the  said  Mader,  et  al.  and  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 515  and  with  the  line  between  the  lands 
of  the  said  Wankow,  et  al.  and  the  said 
Council, 

North  55  "05'  East  346  feet  to  a  corner 
common  to  the  lands  of  the  said  Wankow, 
et  al.  and  the  said  Council  and  the  lands  now 
or  formerly  owned  by  Pred  L.  Rinker.  et 
ux;  thence,  leaving  the  lands  of  the  said 
Wankow.  et  al.  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
515  and  with  the  line  between  the  lands 
of  the  said  Rinker.  et  ux  and  the  said 
Council, 

North  53*57'  East  155  feet  to  a  corner 
common  to  the  lands  at  the  said  Rinker.  et 
ux  and  the  said  Council  and  the  lands  now 
or  formerly  owned  by  Howard  H  Mills, 
et  ux:  thence,  leaving  the  lands  of  the 
said  Rinker,  et  ux  and  the  said  Council  and 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  515.  severing  the  lands 
of  the  said  Mills,  et  ux. 

In  a  Northeasterly  direction,  approxi- 
mately 270  feet  to  a  corner  common  to  the 
lands  of  the  said  Mills,  et  ux  and  the  lands 
now  or  formerly  owned  by  John  S.  Michael; 
thence,  continuing  with  the  center  of  the 
said  Township  Route  Number  515  and  with 
the  line  between  the  lands  of  the  said 
MULs,  et   ux   and   the  said  Michael; 

North  66°  56'  East  257  feet  to  a  comer 
common  to  the  lands  of  the  said  Mills,  et 
ux  and  the  said  Michael  and  the  lands  now 
or  formerly  owned  by  J.  Stark  Michaels, 
A  "K 'A  J.  Stark  Michael  and  at  the  Inter- 
section of  the  center  of  the  said  Tovirnshlp 
Route  Number  515  with  the  center  of  the 
Township  Route  Number  538;  thence,  leav- 
ing the  land  of  the  said  Michael  and  the 
center  of  the  said  Township  Route  Number 
515  and  with  the  center  of  the  said  Town- 
ship Route  Number  538  and  with  the  line 
between  the  lands  of  the  said  Mills,  et  ux 
and  the  said  Michaels,  the  following  courses 
and  distances: 

North  10 '57'  West  32  feet. 

North  09 '15'  East  131  feet. 

North  04 '24'  East  65  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mills,  et  ux 
and  the  said  Michaels  and  the  lands  now 
or  formerly  owned  by  Robert  S.  Bower,  et 
ux;  thence,  leaving  the  lands  of  the  said 
Mill*,  et  ux  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  638 
and  with  the  line  between  the  lands  of 
the  said  Bower,  et  ux  and  the  said  Michaels, 
the   foUowing   courses   and   dliitances: 


North  03*28'  West  33  feet. 

North  07*37'  East  204  feet  to  a  corner 
common  to  the  lands  of  the  said  Bower,  et 
ux  and  the  said  Michaels  and  the  lands 
now  or  formerly  owned  by  Frederick  W. 
Egger,  et  ux;  thence,  leaving  the  lands  of 
the  said  Michaels  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
5:38  and  with  the  line  between  the  lEoids 
of  the  said  Bower,  et  ux  and  the  said  Fred- 
erick W.  Egger,  et  ux 

North  14"56'  East  62  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Bower,  et  ux. 
and  the  said  Frederick  W.  Egger,  et  ux 
and  other  lands  of  the  said  Michael;  thence, 
leaving  the  lands  of  the  said  Bower,  et  ux 
and  continuing  with  the  center  of  the  said 
Town.ship  Route  Number  538  and  with  the 
line  between  the  said  other  lands  of  the 
said  Michael  and  the  said  Frederick  W. 
Bgger,  et  ux,  the  following  courses  and 
distances: 

North  20*02'  West  90  feet. 

North  36"20'  West  192  feet, 

North  32° 37'  West  119  feet. 

North  39'58'  West  137  feet. 

North  37*34'  West  61  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  said 
Michael  and  the  said  Frederick  W.  Egger,  et 
ux  and  In  the  line  of  the  lands  now  or 
formerly  owned  by  Rita  Nordt;  thence,  leav- 
ing the  .said  other  lands  of  the  said  Michael 
and  the  said  Frederick  W.  Egger,  et  ux  and 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  538,  severing  the  lands 
of  the  said  Nordt, 

North  21  •42'  West  100  feet. 

North  19*07'  West  107  feet  to  a  corner 
common  to  the  lands  of  the  said  Nordt  and 
the  lands  now  or  formerly  owned  by  John 
J  Meegan,  et  ux;  thence,  continuing  with 
tlie  center  of  the  said  Township  Route  Num- 
ber 538  and  with  the  line  between  the  lands 
of  the  said  Nordt  and  the  said  Meegan,  et  ux. 

North  13*42'  West  84  feet  to  a  corner 
common  to  the  lands  of  the  said  Nordt  and 
the  said  Meegan,  et  ux;  thence,  leaving  the 
lands  of  the  said  Nordt  and  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 638,  severing  the  lands  of  the  said 
Meegan,  et  ux,  the  following  courses  and 
distances: 

North  04*20'  West  66  feet. 

North  09*28'  East  91  feet, 

Nortli  15°59'  East,  crossing  the  line  be- 
tween Smithfteld  Township  and  Middle 
Smithfleld  Township  at  approximately  60 
feet.  In  all  257  feet  to  a  comer  common  to 
the  lands  now  or  formerly  owned  by  Donald 
F.  Snyder  and  the  lands  now  or  formerly 
owned  by  Lloyd  H.  Armitage,  et  ux  and  in 
the  line  of  the  lands  of  the  said  Meegan,  et 
ux;  thence,  leaving  the  lands  of  the  said 
Meegan,  et  ux  and  continuing  with  the  cen- 
ter of  the  said  Township  Route  Number  538 
and  with  the  line  between  the  lands  of  the 
said  Snyder  and  the  said  Armitage,  et  ux, 
the  following  courses  and  distances: 

North  02*51'  East  123  feet. 

North  29*32'  East  276  feet. 

North  09*15'  East  44  feet  to  a  corner 
common  to  the  lands  of  the  said  Snyder  and 
the  said  Armitage.  et  ux  and  the  lands  now 
or  formerly  owned  by  Deer  Haven  Corpora- 
tion; thence,  leaving  the  lands  of  the  said 
Armitage,  et  ux  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
538  and  with  the  line  between  the  lands  of 
the  said  Snyder,  et  ux  and  the  said  Deer 
Haven  Corporation, 

•North  36*24'  West  624  feet  to  a  corner 
common  to  the  lands  of  the  said  Snyder,  et 
ux  and  the  sdld  Deer  Haven  Corporation 
and  the  lands  now  or  formerly  owned  by 
David  A.  Lee.  et  ux;  thence,  leaving  the  lands 
of  the  .said  Deer  Haven  Corporation  and  con- 
tinuing with  the  center  of  the  said  Town- 
.-hip  Route  Number  538  and  with   the  line 


between  the  lands  of  the  said  Snyder   et  ux 
and  the  said  Lee.  et  ux. 

North.  39*03'  West  34J  feet  to  a  corner 
common  to  the  lands  of  the  said  Snyder,  et 
ux  and  the  said  Lee.  et  ux  and  the  lands 
now  or  formerly  owned  by  Charles  F.  Clap- 
per, et  ux;  thence  leaving  the  lands  of  the 
said  Lee,  et  ux  and  continuing  with  the  cen- 
ter of  the  said  Township  Route  Number  538 
and  with  the  line  between  the  lands  of  the 
said  Snyder,  et  ux  and  the  said  Clapper, 
et  ux,  the  following  courses  and  distances: 

North  37*24'  West  107  feet. 

Due  North  225  feet  to  a  corner  common 
to  the  lands  of  the  said  Snyder,  et  ux  and 
the  said  Clapper,  et  ux:  thence  leaving  the 
lands  of  the  said  Snyder,  et  ux  and  continu- 
ing with  the  center  of  the  said  Township 
Route  Number  538.  severing  the  lands  of 
the  said  Clapper,  et  ux. 

North  60*54'  East  206  feet  to  a  corner 
common  to  the  lands  of  the  said  Clapper. 
et  ux  and  the  said  Lee.  et  ux;  thence,  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  538  and  with  the  line 
between  the  lands  of  the  said  Clapper,  et 
ux  and  the  sakl  Lee,  et  ux,  the  following 
courses  and  distances : 

North  51*56    East  334  feet. 

North  45  •57'  East  138  feet. 

North  25*07'  East  35  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Clapper,  et  tix 
and  the  said  Lee.  et  ux  ind  the  lands  now  or 
formerly  owned  by  Leonard  Kranendonk.  et 
ux;  thence,  leaving  the  lands  of  the  said  Lee. 
et  ux  and  continuing  with  the  center  of  the 
said  Township  Ri^ute  Number  538  and  with 
the  line  between  the  lands  of  the  said  Clap- 
per, et  ux  and  the  said  Kranendonk,  et  ux. 

North  09*01'  West  64  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Clapper,  et  ux 
and  the  said  Kranendonk,  et  ux;  thence,  leav- 
ing the  center  of  the  said  Township  Route 
Number  538  and  continuing  with  the  line  be- 
tween the  lands  of  the  said  Clapper,  et  t;x 
and  the  said  Kranendonk,  et  ux, 

North  34*4:3'  West,  crossing  the  cer.rer  of 
the  said  Town.shlp  Route  Number  538  at  ap- 
proximately 319  feet.  In  all  369  feet  to  a 
comer  conunon  to  the  lands  of  the  said 
Clapjjer,  et  ux  and  the  said  Kranendonk.  et 
ux  and  the  lands  now  or  formerly  owned  by 
Harry  J.  Sykes  and  in  the  Easterly  Right-of- 
Way  line  of  the  said  Township  Route  Num- 
ber 538;  thence,  leaving  the  lands  of  the  said 
Clapper,  et  ux  and  leaving  the  Easterly 
right-of-way  line  of  the  said  Township 
Route  Number  538  and  with  the  line  between 
the  lands  of  the  said  Sykes  and  the  said 
Kranendonk.  et  ux. 

North  34*13'  West,  crossing  the  center  of 
the  said  Township  Route  Number  538  at  ap- 
proximately 50  feet,  in  all  847  feet  to  a  corner 
common  to  the  lands  of  the  said  Sykes  and 
the  said  Kranendonk,  et  ux  and  at  the  inter- 
section of  the  center  of  the  said  Township 
Route  Number  538  with  the  center  of  Town- 
ship Route  Number  517;  thence,  !.*avlng  the 
center  of  the  said  Township  Route  Number 
538  and  ■with  the  center  of  the  said  Town- 
ship Route  Number  517  and  with  the  line 
between  the  lands  of  the  said  Sykes  and  the 
said  Kranendonk,  et  ux. 

North  44*43'  East  144  feet  to  a  corner  com- 
mon to  the  lands  of  the  Said  Sykes  and  the 
said  Kranendonk,  et  ux  and  the  lands  now 
or  formerly  owned  by  Lorna  M.  Heutchy: 
thence,  leaving  the  larwls  of  the  said  Sykes 
and  leaving  the  center  of  the  said  Township 
Route  Number  517  and  with  the  line  between 
the  lands  of  the  said  Heutchy  and  the  said 
Kranendonk,  et  ux,  the  following  courses  and 
distances: 

South  46*20'  East,  crossing  the  Soi;therly 
right-of-way  line  of  the  said  Township  Route 
Number  517  at  approximately  17  feet.  In  all 
152  feet, 

North  51*20'  East,  416  feet  to  a  corner  com- 
mon to  the  lands  of  the  ";ald  Heutchy  and  the 
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said  Kranendonk,  et  ux,  and  the  lands  now 
or  formerly  owned  by  Gilbert  C.  Mood,  et  al; 
thence,  leaving  the  lands  of  the  said  Kranen- 
donk, et  ux  and  with  tne  line  between  the 
lands  of  the  said  Heutchy  and  the  said 
Mood,  et  al. 

North  52  42'  E.ist  cros'i'ig  the  Southerly 
ri«ht-of-way  line  of  the  .said  Township  Route 
Number  517  at  approximately  990  feet.  In 
all  1,045  feet  to  a  corner  common  to  the 
lands  of  the  said  Heutchy  and  the  said  Mood, 
et  al  and  In  the  center  of  the  said  Township 
Route  Number  517:  thence,  leaving  the  lands 
of  the  said  Heutchy  and  with  the  center  of 
the  said  Township  Route  Number  517,  sever- 
ing the  lands  of  the  said  Mood,  et  al. 

North  68  20'  E.ist  262  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mood,  et  al 
and  the  lands  now  or  formerly  owned  by 
Louis  S.  Langlieb.  et  ux:  thence,  continuing 
with  the  center  of  the  =aid  Township  Route 
Number  517  and  with  'he  line  between  the 
lands  of  the  said  Mood,  et  al  and  the  said 
Langlieb,  et  ux,  the  following  courses  and 
distances: 

North  66   15'  E.ist  273  feet. 
South  85 '50'  East  276  feet. 
North  75  35'  East  181  feet, 
"  North  65  53'  East  73  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mood,  et  al  and 
the  said  Langlieb.  et  ux  and  the  lands  now 
or  foi-merly  owned  by  Western  Heritage  Prop- 
erties   Limited    (Inc.);    t-ence,    leaving    the 
lands  of  the  said  Mood,  et  al  and  the  said 
Langlieb.  et  ux  and  continuing  with  the  cen- 
ter of  the  said  Township  Route  Number  517, 
severing  the  lands  of  t'^e  said  Western  Herit- 
age, the  following  courses  and  distances: 
North  5955'  East  550  feet. 
North  65°  09'  East  90  feet. 
North  70  12'  East  72  feet. 
North  57*43'  East  40  feet. 
North  43*58' East  60  feet. 
North  38°  14' East  85  feet. 
North  42*03'  East  83  feet. 
North  52 '42'  East  6'3  feet. 
North  53 '50'  East  180  feet. 
North  46  00'  East  100  feet,- 
North  3500'  East  100  feet. 
North  11°  15'  East  240  feet. 
North  26' 00'  East  100  feet  to  a  corner  com- 
mon to  the  land=  of  the  said  We.stern  Herit- 
age and  the  lands  now  or  formerly  owned  by 
Virginia  Anderson:   thence,  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 517  and  with  the  line  between  the  lands 
of  the  said  Anderson  and  the  said  Western 
Heritage,    the    following    courses    and    dis- 
tances : 

North  59*56'  East  81  feet. 
North  62 '54'  East  300  feet. 
North  62  48'  East  63  feet. 
North  60  55'  East  37  feet. 
North  60  44'  East  100  feet. , 
North  60  48'  East  100  feet. 
North  60  45'  East  100  feet. 
North  60  46'  East  29  feet. 
North  57  49'  East  71  feet. 
North  57  46'  East  100  feet  to  a  point  in  the 
center  of  Township  Route  Number  550, 
North  65=40'  East  642  feet. 
North  62  '43    East  72  feet. 
North  61   44'  East  120  feet. 
North  59 '39'  East  257  feet. 
North  51   07'  East  40  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Anderson  and 
the  lands  now  or  formerly  owned  by  Alvln 
E    Heutchey.   et   ux  and   in  the   line  of  the 
lands  of  the  said  Western  Heritage;   thence, 
leaving  the  lands  of  the  said  Anderson  and 
continuing  with  the  center  of  the  said  Town- 
ship  Route  Number  517  and  with  the  line 
between  the  lands  of  the  said  Heutchey,  et 
ux  and  the  said  Western  Heritage,  the  fol- 
lowing courses  and  distances: 
North  45   37'  East  325  feet, 
North  45  00'  East,  pa-sslng  a  corner  com- 
mon to  the  lands  of  the  said  Heutchey,  et  ux 


and  the  lands  now  or  formerly  owned  by 
Anna  Koelmel  and  the  center  of  Township 
Route  Number  631  at  approxunately  15  feet, 
in  all  51  feet;  thence,  continuing  with  the 
center  of  the  said  Township  Route  Number 
517  and  with  the  line  between  the  lands  of 
the  said  Koelmel  and  the  said  Western  Herit- 
age, the  following  courses  and  distances: 

North  79  09'  East  457  feet. 

North  72'  17'  East  177  feet. 

Due  East,  crossing  the  center  of  a  small 
unnamed  drain  at  approximately  100  feet, 
in  all  151  feet. 

North  79*20'  East  157  feet. 

North  84 '59'  East  114  feet. 

North  72  =  00'  East  84  feet. 

North  61  02  East  128  feet  to  a  point  in  the 
center  of  Township  Route  Number  546, 

North  26*09'  East  61  feet. 

North  41 '31'  East  82  feet. 

North  57°  15   East  170  feet. 

North  59  47'  East  380  feet. 

North  48'51'  East  179  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Western  Herit- 
age, the  lands  now  or  formerly  owned  by 
Francis  Htckok  Erdman.  et  al  and  In  the  line 
of  the  lands  of  said  Koelmel;  thence,  leaving 
the  lands  of  the  said  Western  Heritage  and 
continuing  with  the  center  of  the  said  Town- 
.ship  Route  Number  517  and  with  the  line 
between  the  lands  of  the  said  Koelmel  and 
the  said  Erdman.  et  al. 

North  48*13'  East  237  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Koelmel  and  the 
said  Erdman.  et  al;  thence,  leaving  the  lands 
of  the  said  Erdman.  et  al  and  continuing 
with  the  center  of  the  said  Township  Route 
Number  517.  severing  the  lands  of  the  said 
Koelmel.  the  following  courses  and  distances: 

North  44  56'  East  249  feet. 

North  50  00'  East  137  feel. 

North  59  42'  East  466  feet. 

North  54*09'  East  169  feet. 

North  48'43'  East  333  feet. 

North  53  59'  East  218  feet. 

North  48  48'  East  133  feet. 

North  29*48'  East  248  feet. 

North  39   19'  East  441  feet. 

North  42'35'  East  532  feet  to  a  corner  com- 
mon to  the  lands  now  or  formerly  owned  by 
Karl  Hope,  et  ux  and  the  lands  now  or  for- 
merly owned  by  James  T  Ogden.  et  ux  and 
In  the  line  of  the  lands  of  the  said  Koelmel: 
thence,  leaving  the  lands  of  the  said  Koelmel 
and  continuing  with  the  center  of  the  said 
Township  Route  Number  517  and  with  the 
line  between  the  lands  of  the  said  Hope,  et  ux 
and  the  .said  Ogden.  et  ux. 

North  43 '50'  East  463  feet  to  a  corner 
common  to  the  lands  of  the  said  Ogden.  et 
ux  and  the  lands  now  or  formerly  owned  by 
Peter  Stapansky.  et  ux  and  in  the  line  of  the 
lands  of  the  said  Hope,  et  ux:  thence,  leaving 
the  lands  of  the  said  Ogden.  et  ux  and  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  517  and  with  the  line  between 
the  lands  of  the  said  Hope,  et  ux  and  the 
said  Stapansky.  et  ux. 

North  41*06'  East  149  feet  to  a  corner 
common  to  the  lands  of  the  said  Stapansky. 
et  ux  and  the  said  Hope,  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Stapansky.  et  ux  and 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  517.  severing  the  lands 
of  the  said  Hope,  et  ux. 

North  44*05'  East  40  feet  to  a  corner 
common  to  the  lands  of  the  said  Hope,  et 
ux  and  the  lands  now  or  formerly  owned  by 
John  C.  Mullins.  et  ux:  thence,  continuing 
with  the  center  of  the  said  Township  Route 
Number  517  and  with  the  line  between  the 
lands  of  the  said  Hope,  et  ux  and  the  said 
MuUiixs,  et  ux. 

North  42*37'  East  128  feet  to  a  corner 
cogimon  to  the  lands  of  the  said  Hope,  et  ux 
and  the  said  Mullins.  et  ux;  thence,  leaving 
the  lands  of  the  said  Mullins,  et  ux  and  con- 


tinuing with  the  center  of  the  said  Township 
Route  Number  517,  severing  the  lands  of  the 
said  Hof>e,  el  ux. 

North  41 '05'  East  102  feet  to  a  corner 
common  to  the  lands  of  the  said  Hope,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Peter  Buttacavoli.  et  ux;  thence,  continuing 
with  the  center  of  the  said  Township  Route 
Number  517  and  with  the  line  between  the 
lands  of  the  said  Hope,  et  ux  and  the  said 
Buttacavoli,  et  ux. 

North  40*47'  East  102  feet  to  a  corner 
common  to  the  lauds  of  the  said  Hope,  et  ux 
and  the  said  Buttacavoli,  et  ux:  thence,  leav- 
ing the  lauds  of  the  said  Buttacavoli,  et  ux 
and  continuing  with  the  center  of  the  said 
Township  Route  Number  517,  severing  the 
lands  of  the  said  Hope,  et  ux,  the  following 
courses  and  distances: 

North  38*16'  East  347  feet. 
North  27*46'  East  79  feet. 
North    11 '46'    East    171    feet    to   a    corner 
common  to  the  lands  of  the  said  Hope,  et  ux 
and  the  lands  now  or  formerly  owned  by  John 
S.  Walck.  et  ux:  thence,  continuing  with  the 
center  of  the  said  Township  Route  Number 
517  and. with  the  line  between  the  lands  of 
the  said  Walck.  et  ux  and  the  said  Hope,  et 
ux.  the  following  courses  and  distances: 
North  10'  16'  East  165  feet. 
North    24*53'    East    142    feet    to    a    corner 
common  to  the  lands  of  the  said  Walck.  et 
ux  and  the  said  Hope,  et  ux;  thence  leaving 
the  lands  of  the  said  Walck,  et  ux  and  con- 
tinuing with   the  center  of  the  said  Town- 
ship Route  Number  517.  severing  the  lands 
of  the  said  Hope,  et  ux.  the  following  courses 
81"^  distances: 

North  42°46'  East  lf^9  feet. 
North  46°  33'  East  291  feet. 
North  51  *03'  East  305  feet. 
North    71*48'    East    120    feet    to    a    corner 
common  to  the  lands  now  or  formerly  owned 
by  an   Unknown   Owner  and  the  lands  now 
or  formerly  owned  by  Edward  P,  TartagUone, 
et  ux  and  in  the  line  of  the  lands  of  the  said 
Hope,  et  ux,  thence  leaving  the  lands  of  the 
said  Hope,   et   ux  and   continuing  with   the 
center  of  the  said  Township  Route  Number 
517  and  with  the  line  between  the  lauds  of 
the  said  Unknown  Owner  and  the  said  Tart- 
agUone,   et    ux,    the    following    courses    and 
distances: 

North  67*14'  East  109  feet. 
North  49*55'  East  460  feet  to  a  corner 
common  to  the  lands  of  the  said  TartagUone, 
et  ux  and  the  lands  now  or  formerly  owned 
by  Robert  Wolbach,  et  ux  and  in  the  line  of 
the  lands  of  the  said  Unknown  Owner; 
thence,  leaving  the  lands  of  the  said  Tart- 
agUone. et  ux  and  continuing  with  the  center 
of  the  said  Township  Route  Number  517 
and  with  the  line  between  the  lands  of  the 
said  Unknown  Owner  and  the  said  Wolbach. 
et  ux.  the  following  courses  and  distances: 
North  37' 12'  East  66  feet. 
North  28*15'  East  136  feet. 
North  38'45'  East  483  feet  to  a  corner 
common  to  the  lands  of  the  said  Unknown 
Owner  and  the  said  Wolbach.  et  ux  and  in 
the  line  of  the  lands  now  or  formerly  owned 
by  Irvin  Transue;  thence,  leaving  the  lands 
of  the  said  Unknown  Owner  and  continuing 
with  the  center  of  the  said  Township  Route 
Number  517  and  with  the  line  between  the 
lands  of  the  said  Transue  and  the  said  Wol- 
bach, et  ux.  the  following  courses  and 
distances: 

North  42*05'  East  203  feet. 
North  47*04'  East  803  feet  to  a  corner 
common  to  the  lands  of  the  said  Transue 
and  the  lands  now  or  formerly  owned  by 
Henry  W,  Koons.  et  ux  and  In  the  line  of 
the  lands  of  the  said  Wolbach.  et  ux:  thence 
leaving  the  lands  of  the  said  Wolbach.  et 
ux  and  leaving  the  center  of  the  said  Town- 
ship Route  Number  517  and  with  the  line 
between  the  lands  of  the  said  Transue  and 
the  said  Koons.  et  ux. 
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North  43'47'  West  319  feet  to  the  center 
of  Le^slatlve  Route  Number  45012:  thence, 
continuing  with  the  line  between  the  lands 
of  the  said  Transue  and  the  said  Koons,  et 
ux  and  with  the  center  of  the  said  Legisla- 
tive Rout«  Number  46012,  the  following 
courses  and  dLstances 

South  69  "29    West  205  feet, 

South  61  "ST'  West  355  feet. 

South  80"43'  West  67  feet. 

North  83:55'  West  94  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Koons.  et  ixx 
and  the  lands  now  or  formerly  owned  by 
Jacfe  Oage.  et  ux  and  In  the  line  of  the 
lands  of  the  said  Transue;  thence,  leaving 
the  lands  of  the  said  Koons.  et  ux  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  45012  and  with  the  line 
between  the  lands  of  the  said  Transue  and 
the  said  Oage.  et  ux. 

North  74"18'  West  119  feet  to  a  corner 
common  to  the  lands  of  the  said  Gage,  et 
ux  and  the  said  Koons.  et  ux  and  In  the 
line  of  the  lands  of  the  said  Transue; 
thence,  leaving  the  lands  of  the  said  Gage, 
et  ux  and  continuing  with  the  center  of  the 
said  Legislative  Route  Number  45012  and 
with  the  line  between  the  lands  of  the  said 
Transue  and  the  said  Koons.  et  ux, 

North  65*39'  West  15  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Koons.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Henry  W.  Koons.  Jr  .  et  ux  and  In  the  Une 
of  the  lands  of  the  said  Transue:  thence, 
leaving  the  lands  of  the  said  Koons,  et  ux, 
and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  45012  and  with 
the  line  between  the  lands  of  the  said 
Transue  and  the  said  Koons.  Jr  .  et  ux. 

North  52°24'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Transue  and 
the  lands  now  or  formerly  owned  by  Andrew 
P  CtUlen  at  approximately  40  feet.  In  all 
133  feet  to  a  corner  common  to  the  lands 
of  the  said  Koons.  Jr..  et  ux  and  the  said 
Koons.  et  ux  and  In  the  line  of  the  lands  of 
the  said  Cullen;  thence,  leaving  the  lands 
of  the  said  Koons.  Jr  .  et  ux  and  continu- 
ing with  the  center  of  the  said  Legislative 
Rt-iute  Number  45012  and  with  the  line  be- 
tween the  lands  of  the  said  CuUen  and  the 
said  KoorLs,  et  ux,  the  following  courses  and 
distances: 

North  46*31'  West  49  feet. 

North  20°13'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  CuIIen  and  the 
lands  now  or  formerly  owned  by  Indian 
Lake  Camp  at  approximately  90  feet.  In  all 
154  feet  to  a  corner  common  to  the  lands 
of  the  said  Koons.  et  ux  and  the  lands  now 
or  formerly  owned  by  Richard  H.  Thomas, 
et  ux  and  in  the  Une  of  the  lands  of  the  said 
Camp;  thence,  leai-lng  the  lands  of  the  said 
Koons.  et  ux  and  continuing  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  the  lands 
of  the  said  Camp  and  the  said  Tliomas. 
et  ux. 

North  26 '00'  West  165  feet  to  a  corner 
common  to  the  lands  of  the  said  Thomas. 
et  ux  and  the  lands  now  or  formerly  owned 
by  Helen  A.  Ahnert  and  In  the  line  of  the 
lands  of  the  said  Camp;  thence,  leaving  the 
lands  of  the  said  Thomas,  et  ux.  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  45012  and  with  the  line 
between  the  lands  of  the  said  Camp  and 
the  said  Ahnert,  the  foUowing  courses  and 
distances: 

North  41=37'  West  208  feet, 

North  45  02'  West  253  feet. 

North  58^01'  West  169  feet. 

North  47  ■  19   West  87  feet. 

North  31=42'  West  67  feet, 

North  15 '29'  West  30  feet. 

North  OO'IO   East  314  feet. 

North  15>29'  West  95  feet. 

North  44*27 •  West  72  feet. 


North  SQ'SS'  Weert  93  feet  to  a  point  in  the 
center  of  Sand  Hill  Creek. 

North  59''25   West  83  feet. 

North  47=42'  West  278  feet,     . 

North  52"412'  West  108  feet. 

North  58'20'  West  204  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Camp,  the  said 
Ahnert,  and  the  lands  now  or  formerly  owned 
by  Henry  A.  Ahnert.  Jr.,  et  ux  and  at  the  In- 
tersection of  the  center  of  United  States 
Highway  Number  209  with  the  center  of  the 
said  Legislative  Route  Number  45012  leading 
Northwesterly  from  Township  Route  Number 
633;  thence,  leaving  the  lands  of  the  said 
Ahnert.  Jr..  et  ux  and  leaving  the  center  of 
the  said  Legislative  Route  Number  45012. 
and  cont'nulng  with  the  line  between  the 
lands  of  the  said  Oamp  and  the  said  Ahnert 
and  with  the  center  of  the  said  United  States 
Highway  Number  209, 

South  51°58'  West  41  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ahnert  and  the 
lands  now  or  formerly  owned  by  Donald  D. 
Smith,  et  ux  and  In  the  line  of  the  lands  of 
the  said  Camp,  and  at  the  Intersection  of  the 
center  of  the  said  United  States  Highway 
Number  209  with  the  center  of  Legislative 
Route  Number  46012  leading  Southeasterly 
from  LegLslatlve  Route  Number  45014; 
thence,  leaving  the  center  of  said  United 
States  Highway  Number  209  and  leav- 
ing the  lands  of  said  Camp  and  with  the 
center  of  the  said  Legislative  Route  Nunaber 
45012  and  with  the  line  between  the  lands  of 
the  said  Ahnert  and  the  said  Smith,  et  ux. 

North  56  07  West  357  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ahnert  and  the 
lands  now  or  formerly  owned  by  Robert  M. 
Ahnert,  et  ux  and  In  the  line  oi  lands  of  the 
said  Smith,  et  ux;  thence,  leaving  the  lands 
of  said  Ahnert  and  continuing  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
45012  and  with  the  line  between  the  lands 
of  the  said  SmitJi,  et  ux  and  the  said  Ahnert, 
et  ux. 

North  53''02'  West  223  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ahnert,  et  ux 
and  the  said  Ahnert  and  In  the  Une  of  the 
lands  of  the  said  Smith,  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Ahnert,  et  ux  and 
continuing  with  the  center  of  the  said  Leg- 
islative Route  Number  45012  and  with  the 
line  between  the  lands  of  the  aald  Smith,  et 
ux  smd  the  said  Ahnert.  the  following  courses 
arid  distances: 

North  54  47'  West  105  feet. 

North  59-26'  West  83  feet. 

North  63  36'  West  83  feet  to  a  corner  oom- 
mon  to  the  lands  of  the  said  Smith,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Helen  Singer  and  In  the  line  of  the  lands  of 
the  said  Alinert;  thence,  leaving  the  lands 
of  the  said  Smith,  et  ux  and  continuing  with 
the  center  of  the  said  Legislative  Route  Num- 
ber 45012  and  with  the  line  between  the 
lands  of  the  said  Singer  and  the  said  Ahnert. 

North  77^00'  West  92  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ahnert  and  the 
said  Singer;  thence  leaving  the  lands  of  the 
said  Ahnert  and  continuing  with  the  center 
of  the  said  Leelslative  Route  Number  45013. 
severing  the  lands  of  the  said  Singer. 

North  85''46'  West  70  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Singer  and  the 
lands  now  or  formerly  owned  by  Theresa 
Marie  Krogman;  thence,  continuing  with 
the  center  of  the  said  Legislative  Route  Niun- 
ber  45012  and  with  the  line  between  the 
lands  of  the  said  Krogman  and  the  said 
Singer. 

North  85=46  West  70  feet  to  a  corner  com- 
mon to  the  lands  of  the  aald  Singer  and  tiie 
said  Ahnert  and  In  the  line  of  the  lands  of 
the  said  Krogman.  thence,  leaving  the  lands 
of  the  said  Singer  and  continuing  with  the 
center  of  the  said  Legislative  Route  Niimtoer 
45012  and  with  the  Une  between  the  lazuls 


=t,      \ 


of  the  said  Krogman  and  the  said  Ahnert, 
the  followlug  courses  and  distances: 

North  38 '56'  West  89  feet. 

North  80 '46'  West  90  feet. 

North  69  "58'  West  93  feet. 

North  67°  04'  West  127  feet  to  a  corner 
common  to  the  lands  of  the  said  Ahnert  and 
the  lands  now  or  formerly  owned  by  Daniel 
McAulUfe,  et  al.  and  In  the  line  of  the  lands 
of  the  said  E^ogman;  thence,  leaving  the 
lands  of  the  said  Ahnert  and  continuing  with 
the  center  of  the  said  Legislative  Route 
Number  45012  and  with  the  line  between  the 
lands  of  the  said  Krogman  and  the  said 
McAuliffe,  et  al  ,  the  following  courses  and 
distances: 

North  65' 11-  West  59  feet. 

North  49  "^2'  West  217  feet. 

North  57°  04-  West  195  feet. 

North  63° 38'  West  250  feet 

North  66°  11'  West  44  feet. 

North  58°23'  West  222  feet  to  a  corner 
common  to  the  lands  of  the  said  Krogman 
and  the  lands  now  or  formerly  owned  by  Roy 
M.  Squires,  et  ux  and  in  the  line  of  the  lands 
of  the  said  McAuliSe.  et  al.:  thence,  leaving 
the  lands  of  the  said  ELrogman  and  con- 
tinuing with  the  center  of  the  aald  Legisla- 
tive Route  Number  46013  and  with  the  line 
between  the  lands  of  the  said  Squires,  et  ux 
and  the  said  McAuliffe.  et  al,,  the  following 
courses  and  distances: 

North  67 '08   West  306  feet. 

North  61*24'  West  208  feet, 

North  60°  37'  West  57  feet. 

North  34"  14'  West  40  feet. 

North  08*13'  West  44  feet. 

North  11*27'  East  60  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Squires,  et  vix, 
the  lands  now  or  formerly  owned  by 
Woldemar  Alexander  Bary.  et  ux  and  other 
lands  now  or  formerly  owned  by  the  aald 
Squires,  et  vix  and  In  the  line  of  the  lands 
of  the  said  McAuliffe.  et  al  and  at  the  inter- 
section of  the  center  of  the  said  Legislative 
Route  Number  45012  with  the  center  of 
Legislative  Route  Number  46014  and  the  cen- 
ter of  Township  Route  Number  523;  thence, 
leaving  the  lands  of  the  said  Squires,  et  ux 
and  the  said  Bary,  et  ux  and  leaving  the  cen- 
ter of  the  said  Legislative  Route  Number 
45012  and  the  center  of  the  sjdd  Legislative 
Route  Number  45014  and  with  the  line  be- 
tween the  said  other  lands  of  the  said 
Squires,  et  ux  and  the  lands  of  the  said 
McAuliffe.  et  al  and  with  the  center  of  the 
said  Township  Route  Number  523.  the  fol- 
lowing courses  and  distances 

North  30°40'  East  197  feet. 

North  32*37'  East  174  feet. 

North  37*38'  East  88  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  McAuliffe,  et  al 
and  the  lands  now  or  formerly  owned  by 
George  E.  Hattauer.  et  ux  and  In  the  Une  of 
the  said  other  lands  of  the  said  Squires, 
et  nx;  thence,  leaving  the  lands  of  the  said 
McAuliffe.  et  al  and  continuing  with  the  cen- 
ter of  the  said  Township  Route  Number  523 
and  with  the  Une  between  the  said  other 
lands  of  the  said  Squires,  et  ux  and  the  lands 
of  the  said  Hattauer,  et  ux. 

North  19°43'  East  111  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hattauer.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Anna  Marie  Divine  and  In  the  line  of  the 
said  other  lands  of  the  said  Squires,  et  ux; 
thence,  leaving  the  lands  of  the  said 
Hattauer.  et  ux  and  continuing  with  the 
center  of  the  said  Township  Route  Ntunber 
623  and  with  the  line  between  the  said  other 
lands  of  the  said  Squires,  et  ux  and  the  landa 
of  the  said  Divine,  the  following  covirsea  and 
distances: 

North  05°34'  East  54  feet. 

North  03*01'  Weat  80  fe«t, 

Ncrth  OO'Xl'  WmU  119  fMt  to  •  eorsar 
common  to  ttM  aakl  oOmt  luida  o<  the  miA 
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Sq\ilTW.  et  ux,  the  land*  a€  tbm  aaM  B«7. 
et  ux.  tb*  lands  of  tt>«  aald  DtHn*,  ttie  ta&da 

now  «r  formerly  owned  by  Israel  Uve.  c«  xix 
and  the  lands  now  or  formerly  owned  by 
William  Busch.  et  al:  thence,  leaving  the 
said  other  lands  of  tt»e  said  Squires,  et  ux 
and  the  lands  of  the  said  Bary.  e*  ux  and 
the  said  Divine  and  oonttnulng  with  tfce 
center  of  the  said  Township  Route  Number 
523  and  with  the  Une  between  the  lands  of 
tiie  said  Live,  et  ux  and  the  said  Busch.  et  al. 
North  00°25'  West  102  feet  to  a  corner 
common  to  the  lands  of  the  said  Busch.  et  a! 
and  the  lands  now  or  formerly  owned  by 
FYank  Cotton,  et  ux  and  in  the  line  of  the 
lands  of  the  said  Uve.  et  ux:  thence,  leaving 
the  lands  of  the  said  Bi»ch.  et  al  and  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  523  and  with  the  line  between 
the  lands  of  the  said  Live,  et  ux  and  the  said 
Cotton,  et  ux.  the  following  courses  and  dis- 
tances: 

North  12°21'  West  82  feet. 
North  23°09'  Wesit  142  feet  to  a  comer 
common  to  the  lands  of  the  said  Cotton,  et 
ux  find  the  lands  now  or  formerly  owned  by 
Robert  Rledmlller.  et  tix  and  In  the  Une  of 
the  lands  of  the  said  Live,  et  ux;  thence, 
leaving  the  lands  of  the  said  Cotton,  et  tix 
and  continuing  with  the  center  of  the  said 
Township  Route  Number  523  and  with  the 
line  between  the  lands  of  the  said  Live,  et 
ux  and  the  said  Rledmlller,  et  tix. 

North  Sl'Or  Wegt  227  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Rledmlller,  et 
ux  and  the  lands  now  or  fcwTnerly  owned  by 
Xavier  Rledmlller  and  in  the  Une  of  the 
lands  of  the  said  Live,  et  ux;  thence,  leaving 
the  lands  of  the  said  RledmUler.  et  ux  and 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  523  and  with  the  line 
between  the  lands  of  the  said  Uve,  et  ux  and 
the  said  Rledmlller,  the  following  courses 
and  distances : 

North  34*31'  West  84  feet. 
North  21°  05'  West  38  feet. 
North  20*05'  West  60  feet. 
North  09° 52'  West  75  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Rledmlller  and 
the  lands  now  or  formerly  owned  by  Harold 
Rledmlller  and  In  the  line  of  the  lands  of 
the  said  Live,  et  ux;  thence,  leaving  the  lands 
of  the  said  Xavier  Rledmlller  and  continuing 
with  the  center  of  the  said  Township  Route 
Number  523  and  with  the  Une  between  the 
lands  of  the  said  Live,  et  ux  and  the  said 
Harold  Rledmlller,  the  following  courses  and 
distances: 

North  12°23'  West  74  feet. 
North  35*38'  West  126  feet. 
North  29°  15'  West  52  feet  to  a  coirner  com- 
mon to  the  lands  of  the  said  Live,  et  ui  and 
the  lands  now  or  formerly  owned  by  Albert 
P.  Dahler.  et  ux  and  in  the  line  of  the  lands 
of  the  said  Harold  Rledmlller;  thence,  leaving 
the  lands  of  the  said  Live,  et  ux  and  continu- 
ing with  the  center  of  the  said  Township 
Route  Number  523  and  with  the  line  between 
the  lands  of  tlie  said  Dahler.  et  ux  and  the 
said  Harold  Rledmlller, 

North  23°  50'  West  53  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Harold  Rledmll- 
ler and  the  lands  now  or  formerly  owned  by 
Harold  P.  Rledmlller.  et  al  and  In  the  Une  of 
the  lands  of  the  said  Dahler.  et  ux;  thence, 
leaving  the  lands  of  the  said  Harold  Rled- 
mlller and  continuing  with  the  center  of  the 
said  Township  Route  Number  523  and  with 
the  Une  between  the  lands  of  the  said  Dahler, 
et  ux  and  the  said  RledmUler.  et  al.  the  fol- 
lowing courses  and  distances : 
North  18'40'  West  227  feet. 
North  06°  63'  West  67  feet. 
North  04' 13'  West  66  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  RledmUler.  et 
al  and  the  laiids  now  or  formerly  owned  by 
Theodore  Schmtikler.  et  ux  aXa.  Theodore 
Schmlkler.  et  ux  and  In  the  line  of  the  lands 


of  tlM  said  Dahler.  et  ux  and  In  the  right 
deee««dlng  bank  ot  Bl«  BuahklU  Oeek; 
thence,  leaving  the  lands  of  the  said  Bled- 

mUler,  et  al  and  leaving  the  right  descending 
bank  of  the  said  Big  BuahklU  Creek  and  con- 
tintUng  with  the  center  of  the  said  Township 
Route  Ntmiber  523  and  with  the  Une  be- 
tween the  lands  of  the  said  Dahler.  et  ux  and 
the  said  Schmukler,  et  ux. 

North  02*59'  East  54  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Dahler.  et  ux 
and  the  said  Schmukler,  et  ux.  said  comer 
being  In  the  center  of  the  said  Big  BuahklU 
Creek  and  in  the  line  between  Middle  Smith- 
field  Township,  Monroe  County,  and  Lehman 
Township.  Pike  County;  thence,  leaving  the 
lands  of  the  said  Dahlw.  et  ux  and  leaving 
the  center  of  the  said  Big  BushklU  Creek  and 
the  said  Township-County  line  and  continu- 
ing with  the  center  of  the  said  Township 
Route  Number  523,  severing  the  lands  of  the 
said  Schmukler,  et  ux. 

In  a  Northerly  direction  approximately  233 
feet  to  a  point  at  the  intersection  of  the  cen- 
ter of  the  said  Township  Route  Number  523 
with  the  center  of  Township  Route  Number 
301;  thence,  leaving  the  center  of  the  said 
Township  Route  Number  523  and  continuing 
to  sever  the  lands  of  the  said  Schmukler.  et 
ux  and  with  the  center  of  the  said  Township 
Route  Number  301. 

In  a  generally  Northerly  direction  approxi- 
mately 282  feet  to  a  comer  common  to  the 
lands  of  the  said  Schmukler.  et  ux  and  the 
lands  now  or  formerly  owned  by  Charles  B. 
nungworth.  et  ux  and  at  the  Intersection  of 
the  center  of  the  said  Township  Route  Num- 
ber 301  with  the  center  of  Township  Route 
Number  300;  thence,  leaving  the  center  of 
the  said  Township  Route  Number  301  and 
with  the  line  between  the  lands  of  the  said 
nUngworth,  et  ux  and  the  said  Schmukler,  et 
ux  and  with  the  center  of  the  said  Township 
Route  Number  300.  the  following  courses  and 
distances: 

North  65*24'  East  229  feet. 
North  66°24'  East  76  feet. 
North  73°48'  East  103  feet. 
North  58*32'  East  80  feet. 
North  47*25'  East  106  feet. 
North  33 '37'  East  247  feet. 
North  31*20'  East  60  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  lUlngworth,  et 
ux.  the  said  Schmukler.  et  ux.  the  lands  now 
or  formerly  owned  by  RusseU  E.  ScheUer.  et 
ux  and  the  lan<ls  now  or  formerly  owned  by 
W.  Rentz  Mourar,  et  al:   thence,  leaving  the 
lands  of  the  said  IlUngworth,  et  ux  and  the 
said  Schmukler,  et  ux  and  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 300  and  the  Une  between  the  lands  of  the 
said  ScheUer,  et  ux  and  the  said  Mourar,  et 
al. 

North  35*13"  East  197  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Motirar.  et  al 
and  the  lands  now  or  formerly  owned  by 
George  P  Angle,  et  ux  and  in  the  line  of  the 
lands  of  the  said  ScheUer,  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Mourar.  et  al  and 
continuing  with  the  center  of  the  said  Town- 
ship Route  Number  300  and  with  the  Une  be- 
tween the  lands  of  the  said  ScheUer,  et  ux 
and  the  said  Angle,  et  ux.  the  following 
courses  and  distances ; 
North  37°01'  East  110  feet. 
North  41 '26'  East  100  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Angle,  et  ux  and 
the  lands  now  or  formerly  owned  by  Harold 
P.  Feldmlller  and  in  the  line  of  the  lands 
of  the  said  ScheUer,  et  ux;  thence,  leaving 
the  lands  of  the  said  Angle,  et  ux  and  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  300  and  the  line  between  the 
lands  of  the  said  ScheUer.  et  ux  and  the  said 
RledmUler,  the  following  courses  and  dis- 
tances: 

North  42*37'  East  68  feet. 


North  4e*lB'  East  10  feet  to  a  point  In  the 
line  t>etween  the  lands  of  the  said  ScheUer. 
et  ux  and  the  said  Rledmlller  thence,  leav- 
ing the  lands  of  the  said  ScheUer  et  ux  and 
the  center  of  the  said  Township  Route  Num- 
ber 300.  severing  the  lands  of  the  said  Rled- 
mlller. 

South  57*05'  East  665  feet  to  a  point  In  Uie 
Une  between  the  lands  of  the  said  RledmiUer 
and  the  lands  now  or  formerly  owned  by 
Franklin  J  RledmUler,  et  ux,  ak.a.  PrankUn 
J  ReidmlUer,  et  ux:  thensje.  leaving  the  lands 
of  the  said  Rledmlller  and  severtng  the  lands 
of  the  said  RledmUler.  et  ux,  the  following 
courses  and  distances: 

South  87*58'  East  705  feet. 

South  58' 51'  East  777  feet  to  a  potnt  in  the 
Une  between  the  lands  of  the  said  RledmiUer. 
et  ux  and  the  lands  now  nr  forme-rly  owned 
by  Oeorpe  P  Wa'^aon.  et  al:  '.hence,  leaving 
the  lands  of  the  said  RiedmUler.  et  ux  and 
severing  the  lands  of  the  said  Wataon.  et  al, 
the  following  courses  and  distanoee: 

South  58*53'  East  678  feet. 

North  65 '09'  East  730  feet  to  a  point  In  the 
Une  between  the  lands  of  the  said  Wateon.  et 
al  and  the  lands  now  or  formerly  owned  by 
J.  Hlbbs  Bu.^kman.  Junior:  thence,  leaving 
the  lands  of  the  aald  Watson  and  severing  the 
lands  of  the  said  Buckman.  Junior,  the  fol- 
lowing courses  and  distances: 

North  66 '08'  East  1.266  feet- 
North  29*06'  East  1.230  feet. 

North  45*13'  EJast  420  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Buckman. 
Junior  and  the  lands  rvow  or  f mannerly  owned 
by  Rodney  P  Klmmlnoun  thence,  leaving 
the  lands  of  the  aald  Buckman.  Juntor  and 
severing  the  lands  of  the  said  Kimmlnour. 
the  following  courses  ttnd  distances: 

North  45' 13'  East  659  feet. 

North  12*37'  East  471  feet. 

North  16  •42'  West  157  fee<.. 

North  15'69'  West  199  feet  tc-  a  point  in  the 
line  between  the  lands  o:  the  said  Kimmln- 
our and  the  lands  now  or  formerly  owned  by 
Dorothy  Van  Why;  thence,  leaving  the  land* 
of  the  said  Kimmlnour  and  severtng  the 
lands  of  the  said  Van  Why.  the  following 
ooursee  and  dlsiancef  : 

North  09 '47'  West  576  feet. 

North  30*19'  East  301  feet. 

North  23  =  04'  East  956  feet  to  a  point  in  the 
Une  between  the  lands  of  the  said  Van  Why 
and  the  lands  now  or  formerly  owned  by 
Aaron  Weinateln  and  in  the  center  of  Town- 
ship Route  Number  305:  thence,  with  the 
center  of  the  said  Township  Route  Nxmvber 
305  and  with  the  line  between  the  lands  of 
the  said  Weinsteln  and  the  said  Van  Why. 

South  61'33'  East  100  fe«»t  to  a  corner  com- 
mon to  '.he  lands  of  the  said  Van  Why.  the 
said  Wein.'^tein.  the  lands  now  or  formerly 
owned  by  EU  Louis  Cooper,  et  ux.  the  laruls 
now  or  formerly  owned  by  Edward  S  Gjrm- 
ley.  et  \\x  and  the  lands  now  or  formerly 
owned  by  Mary  G  Costello:  thence  leaving 
the  lands  of  the  said  Gormley.  et  ux.  the  aald 
Costello  and  the  said  Van  V^'hy  and  leaving 
the  center  of  the  said  Township  Route  Num- 
ber 305  and  with  the  line  between  the  lands 
of  the  .said  Welnstein  and  the  said  Cooper,  et 
\\x.  the  following  courses  and  distances: 
North  40*24'  East  804  feet. 

North  35*21'  East  608  feet  to  a  point  In  the 
Une  between  the  lands  of  the  s«ad  Welnstein 
and  the  said  Cooper,  et  ux;  thence,  leaving 
the  lands  of  the  said  Cooper,  et  ux  and  sever- 
ing the  lands  of  the  said  Welnstein. 

North  41*15'  West  2275  feet  to  a  point  in 
the  Une  between  the  lands  of  the  said  Weln- 
stein and  the  lands  now  or  formerly  owned 
by  Mildred  B.  Peters,  et  al;  thence,  with  the 
Une  between  the  lands  of  the  said  Peters,  et 
al  and  the  said  Welnstein,  the  following 
courses  and  distances  ■ 

North  37  ■51'  East  229  feet. 
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South  41*31'  Bast  279  feet  to  »  corner  com- 
mon to  the  lands  of  the  aald  Petere.  et  aJ 
and  the  lands  now  or  farmerly  owned  by  Dor- 
othy Llzvui  and  In  the  line  of  the  lands  of  the 
said  Welnsteln:  thence,  leaving  the  lande  of 
the  said  Welnsteln  and  »^th  the  line  between 
the  landB  of  the  said  Peters,  et  al  and  the 
MUd  Hzun,  the  following  courses  and  dis- 
tances : 

North  47' ir  East  277  feet. 

North  18'2'  West  492  feet. 

North  28^22'  East  308  fee^, 

North  68°25'  Ba<^t  87  feet. 

North  76*45'  East  447  feet  to  a  cxjrner  com- 
mon to  the  l&nd-s  of  the  said  l.lrun  and  the 
lands  now  or  formerly  owned  by  Mildred 
Peters  Hoot,  et  al.  Tnusteee  and  In  the  line 
of  tJie  lands  of  the  said  Petere.  et  al  said  cor- 
ner being  In  the  center  of  Little  BuflhXlU 
CTeek:  thence  leaving  the  lands  of  the  aald 
Peters,  et  a!  and  with  the  line  between  the 
landfi  of  the  aald  Trustees  and  the  oald  Llzrvm. 
and  the  center  of  the  aald  Little  BufihkUl 
Creek,  dowiwrream.  the  following  coiireee  and 
dittAnoes: 

South  09*04 ■  East  91  feet. 

South  12'09'  East  137  feet, 

South  01*25'  West  63  feet, 

South  18°25'  West  76  feet. 

South  28*48'  West  120  feet. 

South  29*51  ■  West  106  feet. 

South  10 •49'  West  77  feet. 

South  10"  15'  East  72  feet. 

South  27*05   East  92  feet. 

South  39*39'  East  126  feet. 

South  38*36    East  206  feet. 

South  34*49    Ea.st  108  feet. 

South  50'04'  East  208  feet. 

South  42  "01    East  149  feet. 

South  58*16'  East  47  feet. 

South  63*29    East  56  feet, 

South  82*43.  East  63  feet, 

South  61*32'  Ea.st  42  fee'. 

South  46"5r  Ea.st  127  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Trustees  and 
the  lands  now  or  formerly  owned  by  Chester 
J  Brlsh  and  In  the  line  of  the  lands  of  the 
said  Llzun,  thence,  leaving  the  lands  of  the 
said  I.lzun  and  the  center  of  the  said  Little 
BushkUl  Creek  and  with  the  line  between  the 
lands  of  the  said  Trustees  and  the  said  Brlsh, 
the  following  courses  and  distances: 

North  69*00'  East  482  feet. 

North  28''23'  West  729  feet. 

North  66*28'  East  890  feet  to  a  corner  com- 
nion  to  the  lands  of  the  said  Ttustees  and 
the  said  Bnsh  and  the  lands  now  or  former- 
ly owned  by  Qunter  Stein,  et  ux;  thence, 
leaving  the  lands  of  the  said  Brlsh  and  with 
the  line  between  the  lands  of  the  said  Trust- 
ees and  the  aald  Stein,  et  ux.  the  following 
courses  and  distances : 

North  22° 51    West  43  feet. 

North  64*09  East  466  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Trustees  and 
the  said  Stein  et  ux  and  the  lands  now  or 
formerly  owned  by  the  Northeastern  Penn- 
sylvania National  Bank  k  Trust  Company, 
Trustee,  thence,  leaving  the  lands  of  the  said 
Stein,  et  ux  and  with  the  line  between  the 
lands  of  the  said  Trustees  and  the  said  Bank, 

North  77"47  East  72  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Trustees 
and  the  said  Bank  and  in  the  center  of  Legis- 
lative Route  Number  51001:  thence,  leaving 
the  lands  of  the  said  Bank  and  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
61001,  severing  the  lands  of  the  said  Trustees, 

North  30*31'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Trustees  and 
the  lands  now  or  formerly  owned  by  H.  Nel- 
son Albrecht,  et  ux  at  approximately  165  feet. 
In  all  366  feet  to  a  point  In  the  line  of  the 
lands  of  the  .said  Albrecht.  et  ux  and  the  said 
Trustees  and  at  the  Intersection  of  the  cen- 
ter of  the  said  Legislative  Route  Number 
51001  with  the  center  of  Legislative  Route 
Number  51002;  thence,  leaving  the  lands  of 
the  said  Albrecht,  et  ux  and  continuing  with 


the  center  of  the  said  Legislative  Route 
Number  61001.  severing  the  lands  of  the  said 
Trustees,  the  following  courses  and  distances: 

North  60 '26'  East  128  feet. 

North  68  =  47'  East  176  feet. 

North  74*58    EMt  144  feet. 

North  74 '40    East  72  feet, 

North  87*47'  East  183  feet  to  a  point  in 
the  line  between  the  lands  of  the  said  Trust- 
ees and  the  lands  now  or  formerly  owned  by 
Samuel  T  Seese,  et  ux;  thence,  leaving  the 
lands  of  the  said  Trustees  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001,  severing  the  lands  of  the  aald 
Seese,  el  ux, 

In  an  Easterly  direction  approximately  610 
feet  to  a  corner  common  to  the  lands  of  the 
said  See«e  and  the  lands  now  or  formerly 
owned  by  Wilbur  Henry  Zimertnan;  thence, 
continuing  with  the  center  of  the  said  Legis- 
lative Route  Number  51001  and  with  the  line 
between  the  lands  of  the  said  Seese  and  the 
said  Zlmerman,  the  following  courses  and 
distances: 

North  64 '54    East  83  feet. 

North  48*06'  East  109  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Samuel  T  Seese, 
et  ux  and  the  lands  now  or  formerly  owned 
by  Oeorge  W.  Seese,  et  ux  and  In  the  line  of 
the  lands  of  the  said  Zlmerman;  thence,  leav- 
ing the  lands  of  the  said  Samuel  T.  Seese,  et 
ux  and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  51001  and  with  the 
line  between  the  lands  of  the  said  George  W. 
Seese.  et  ux  and  the  said  Zlmerman, 

North  44*22'  East  215  feet  to  a  corner 
common  to  the  lands  of  the  said  George  W. 
Seese,  et  ux  and  the  said  Zlmerman  and  the 
lands  now  or  formerly  owned  by  Helen  S. 
Press  and  lands  now  or  formerly  owned  by 
Herbert  C.  Braiier,  et  ux:  thence,  leaving  the 
lands  of  the  said  George  W.  Seese,  et  ux  and 
the  said  Zlmerman  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
61001  and  with  the  line  between  the  lands 
of  the  said  Press  and  the  said  Brauer,  et  ux. 

North  45*24'  East  232  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Brauer,  et  ux  and 
the  lands  now  or  formerly  owned  by  Albert  L. 
Schoonover  and  in  the  line  of  the  lands  of 
the  said  Press;  thence,  leaving  the  lands 
of  the  said  Brauer.  et  ux  and  continuing  wltJh 
the  center  of  the  said  Legislative  Route 
Number  51001  and  with  the  line  between 
the  lands  of  the  said  Press  and  the  said 
Schoonover, 

North  44*12'  East  284  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Press  and  the 
said  Schoonover;  thence,  leaving  the  lands  of 
the  said  Schoonover  and  continuing  with 
the  center  of  the  said  Legislative  Route  Num- 
ber 51001.  serverlng  the  lands  of  the  said 
Press, 

In  a  Northeasterly  direction  approximately 
585  feet  to  a  corner  common  to  the  lands  of 
the  said  Press  and  the  lands  now  or  formerly 
owned  by  Holiday  Cottages,  Inc.;  thence,  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  61001  and  with  the  line 
between  the  lands  of  the  said  Cottages  and 
the  said  Press,  the  following  courses  and 
distances: 

North  68*49'  East  111  feet. 

North  68*53'  East  95  feet. 

North  63 '57^  East  93  feet. 

Nortel  57*36'  East  136  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Press  and  the 
lands  now  or  formerly  owned  by  William 
Rogallnskl,  et  ux  and  in  the  Une  of  the  lands 
of  the  said  Cottages;  thence,  leaving  the  lands 
of  the  said  Press  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
51001  and  with  the  line  between  the  lands 
of  the  said  Cottages  and  the  said  Rogallnskl. 
et  ux. 

North  47'35'  East  39  feet  to  a  corner 
common  to  the  lands  of  the  said  Rogalinskil, 
et  ux  and  the  said  Cottages;  thence,  leaving 
the  lands  of  the  said  Cottages  and  continu- 


ing with  the  center  of  the  said  Legislative 
Route  Number  51001,  severing  the  lands  of 
the  said  Rogallnskl,  et  ux. 

In  a  Northeasterly  direction  approximately 
420  feet  to  a  point  in  the  Une  between  the 
lands  of  the  said  Rogallnskl,  et  ux  and  the 
lands  now  or  formerly  owned  by  Anna  M. 
Schoonover;  thence,  leaving  the  lands  of 
the  said  Rogallnskl,  et  ux  and  continuing 
wltih  the  center  of  the  said  Legislative  Route 
Number  51001,  severing  the  lands  of  the  said 
Schoonover. 

In  a  Northeasterly  direction  approximately 
70  feet  to  a  corner  common  to  the  lands  of 
the  said  Schoonover  and  the  lands  now  or 
formerly  owned  by  David  Paul;  thence,  con- 
tinuing with  the  center  of  the  said  Legis- 
lative Route  Number  51001  and  vrith  the  line 
between  the  lands  of  the  said  Schoonover  and 
the  said  Paul, 

North  42^48'  East  99  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Paul  and  lands 
now  or  formerly  owned  by  Ralph  DeWltt,  et 
vix  and  In  the  line  of  the  lands  of  the  said 
Schoonover;  thence,  leaving  the  lande  of 
the  said  Paul  and  continuing  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
51001  and  with  the  line  between  the  lands 
of  the  said  Schoonover  and  the  said  De- 
Wltt, et  ux. 

North  42*36'  East  104  feet  to  a  corner 
common  to  the  lands  of  Che  said  Schoonover 
and  the  said  DeWltt,  et  ux;  thence,  leaving 
the  lands  of  the  said  DeWltt,  et  ux  and  con- 
tinuing with  the  center  of  the  sadd  Legisla- 
tive Route  Number  51001,  severing  the  lands 
of  the  said  Schoonover. 

In  a  Northeasterly  direction  approximately 
1411  feet  to  a  point  in  the  center  of  the  said 
Legislative  Route  Number  51001;  thence, 
leaving  the  center  of  the  said  Legislative 
Route  Number  51001  and  continuing  to  sever 
the  lands  of  the  said  SOhoonover. 

North  42*56'  West  17  feet  to  a  corner  com- 
mon to  the  lajids  of  the  said  Schoonover 
and  the  lands  now  or  formerly  owned  by 
William  J.  Schoonover,  et  ux  and  in  the 
Northwesterly  right-of-way  line  of  the  said 
Legislative  Route  Number  61001;  thence, 
with  the  Northwesterly  right-of-way  line 
of  the  said  Legislative  Route  Number  51001 
and  with  the  line  between  the  lands  of  .the 
said  Schoonover,  et  ux  and  the  said  Schoon- 
over, the  following  courses  and  distances: 

North  44*25'  East  95  feet. 

North  40*20'  East  68  feet. 

North  36°  10'  Bast  69  feet. 

North  35*38'  East  131  feet. 

North  38*45'  East  56  feet. 

North  45*20'  East  131  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Schoonover,  et 
ux  and  the  said  Schoonover;  thence,  leaving 
the  Northwesterly  rig^t-of-way  line  of  the 
said  Legislative  Route  Number  61001  and 
continuing  with  the  line  between  the  lands 
of  the  said  Schoonover,  et  ux  and  the  said 
Schoonover, 

South  62*42'  East  17  feet  to  a  point  In  the 
center  of  the  said  Legislative  Route  Number 
51001  and  In  the  line  between  the  lands  of 
the  said  Schoonover,  et  ux  and  the  said 
Schoonover;  thence,  leaving  the  lands  of  the 
said  Schoonover  and  with  the  center  of  the 
said  Legislative  Route  Number  51001.  sev- 
ering the  lands  of  the  said  Schoonover  et  ux. 

In  a  Northeasterly  direction  approximately 
350  feet  to  a  corner  common  to  the  lands  of 
the  said  Schoonover,  et  ux  and  the  lands  now 
or  formerly  owned  by  Marguerite  J  Greinert: 
thence,  continuing  with  the  center  of  the 
said  Legislative  Route  Number  51001  and 
with  the  line  between  the  lands  of  the  said 
Greinert  and  the  said  Schoonver,  et  ux. 

North  61*55'  East  203  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Greinert  and 
the  lands  now  or  formerly  owned  by  Amy 
Ralney  and  In  the  line  of  the  lands  of  the 
•aid  Schoonover.  et  ux;  thence,  leaving  the 
lands  of  the  said  Greinert  and  continuing 
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with  the  center  of  the  said  LeglslaUre  Ro\ite 
Number  51001  and  with  the  line  between 
the  lands  of  the  said  RaUiey  ai>d  the  said 
schoonover,  et  ux.  the  following  courses 
and  distances: 

North  58*22'  East  175  feet. 

North  54*23'  East  169  feet. 

North  60*44'  East  59  feet. 

North  67*46'  Bast  68  feet, 

North  53*14'  East  40  feet. 

North  36°44'  East  78  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Bainey  and  the 
said  Schoonover,  et  ux;  thence,  leaving  the 
lands  of  the  said  Schoonover,  et  ux  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  51001,  severing  the  lands 
of  the  =aid  Ralney. 

In  a  Northerly  direction,  passing  the  cen- 
ter of  Township  Route  Number  304  at  ap- 
oroximately  350  feet,  in  aU  approximately 
822  feet  to  a  point  In  the  center  of  the  said 
Legislative  Route  Numlier  51001;  thence. 
leaving  the  center  of  the  said  Legislative 
Route  Number  61001  and  continuing  to  sever 
•.he  lands  of  the  said  Ralney, 

South  79°24'  West  17  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Greinert  and 
the  said  Ralney  and  In  the  Westerly  right- 
of-way  line  of  the  said  Legislative  Route 
Number  51001:  thence,  with  the  Westerly 
right-of-way  Une  of  the  said  Legislative 
Route  Number  51001  and  with  the  line  be- 
tween the  lands  of  the  said  Greinert  and  the 
.'^ald  Ralney, 

North  10*36'  West  140  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Greinert  and  the 
said  Rainey:  thence,  leaving  the  said  Wester- 
ly right-of-way  line  of  the  said  Legislative 
Route  Number  51001  and  the  lands  of  the  said 
Greinert  and  severing  the  lands  of  the  said 
Rainev, 

North  79'24'  East  17  feet  to  a  point  in  the 
center  of  the  said  Leglslatlr*  Route  Number 
51001;  thence,  with  the  center  erf  the  said 
Legislative  Route  Number  61001  and  con- 
tinuing to  sever  the  lands  of  the  said 
Rainey, 

In  a  generally  Northerly  direction  approxi- 
mately 1077  feet  to  a  comer  common  to  the 
lands  now  or  formerly  owned  by  Stewart  E. 
Schoonover.  et  ux  and  the  lands  now  or 
formerly  owned  by  N.  Kenneth  Eshback.  et 
ux  and  In  the  Une  of  the  lands  of  the  said 
Rainey;  thence,  leaving  the  lands  of  the  said 
Ralney  and  continuing  with  the  center  of 
the  said  Legislative  Route  Number  51001  and 
with  the  line  between  the  lands  of  the  said 
Stewart  E.  Schoonover,  et  ux  and  the  said 
Eshback,  et  ux,  the  following  courses  and 
distances: 

North  63*11'  East  121  feet. 
North  62*28'  East  135  fee*. 
North  66*35'  East  141  feet. 
North  66*37'  Ei\st  364  feet  to  a  comer  com- 
mon   to   the    lands   of   the    said    Stewart   E. 
Schoonover,  et  ux  and  the  lands  now  or  for- 
merly owned  bv  Marvin  F.  Woltjen,  et  ux  and 
in  the  line  of  the  lands  of  the  said  Eshback, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Stev.art  E.  Schoonover,  et  ux  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001  and  with  the  line  between  the 
lands  of  the  said  Woltlen,  et  ux  and  the  said 
Eshback,   et   ux.    the   following   courses   and 
distances:  . 

North  57*56'  East  125  feet.  r 

North  54*02'  East  139  feet. 
North  48*09'  East  181  feet. 
North  38*37'  East  105  feet. 
North  33*27'  East  115  feet. 
North  29°    18'   East   1066  feet   to  a  corner 
common   to  the  lands  of  the   said  Wcdtlen. 
et  ux  and  the  said  Eshback,  et  ux  and  in  the 
line  of  the  lands  now  or  formerly  owned  by 
FYeda  Meyer;  thence,  leaving  the  lands  of  the 
said  Woltjen,  et  ux  and  the  said  Eshback, 
et  ux  and  continuing  with  the  center  of  the 
said  Legislative  Route  Number  51001.  sever- 
ing the  lands  of  the  said  Meyer 


In  a  Northeasterly  d-rectlon  appn>ximately 
497  feet  to  a  point  in  the  line  between  the 
lands  of  the  said  Meyer  and  the  aald  Woltjen, 
et  ux;  thence,  leaving  the  lands  o*  the  aaid 
Meyer  and  continuing  with  the  center  of  the 
and  Legislative  Route  Number  51001.  sever- 
ing the  lands  of  the  said  Woltjen.  et  ux. 

In  a  northeasterly  direction,  passing  the 
center  of  Legislative  Route  Nvimber  51024  at 
approximately  1212  feet.  In  aU  approximately 
2198  feert  to  a  point  in  the  line  between  the 
la.ids  of  the  said  Woltjen.  et  ux  and  the  land* 
now  or  formerly  owned  by  Percy  Benaley, 
et  ux:  thence,  leaving  the  lands  of  the  said 
Woltjen,  et  ux  and  continuing  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
51001.  severing  the  lands  of  Uie  said  Ben&ley. 
et  ux. 

In  a  Northeasterly  direction  approximately 
38  fee-t  to  a  corner  conrunon  to  the  lands  of 
the  said  Bensley.  et  ux  and  the  lands  now  oc 
fomierly  owned  by  Isaac  Benton  Dunlap,  et 
ux;  thence,  continuing  with  the  center  of  the 
said  Legislative  Roiite  Number  51001  and 
with  the  Une  between  the  lands  of  the  said 
Bensley,  et  ux  and  the  said  Dunlap  et  ux. 
the  following  courses  and  distances : 
North  30*42'  East  71  feet. 
North  22*36'  East  163  feet  to  a  comer 
common  to  the  lands  of  the  said  Bensley.  et 
ux  and  the  said  Dunlap.  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Dunlap,  et  ux  and 
continuing  with  the  center  of  the  said  Legis- 
lative Route  N'^imber  51001,  severing  the 
lands  of  the  said  Bensley.  et  ux. 

In  a  Northeasterly  direction  approximately 
89  feet  to  a  comer  common  to  the  lands  of 
the  said  Bensley,  et  ux  and  the  lands  now 
or  formerly  owned  by  John  W  Bensley.  et  \ix: 
thence,  continuing  with  the  center  of  the 
said  Legislative  Route  Number  51001  and 
with  the  line  between  the  lands  of  the  said 
John  W.  Bensley,  et  ux  and  the  said  Percy 
Bensley,  et  ux. 

North  20*54'  East  150  feet  to  a  corner 
common  to  the  lands  of  the  said  John  W 
Bensley,  et  ux  and  lands  now  or  formerly 
owned  by  Herbert  A.  Bensley  and  In  the  Une 
of  the  lands  of  t,he  said  Percy  Bensley  et  ux; 
thence,  leaving  the  lands  of  the  aald  John  W. 
Bensley,  et  ux  and  continuing  with  the  cen- 
ter of  the  said  I^eglslatlve  Route  Ntrmber 
51001  and  with  the  Une  between  the  lands 
of  the  said  Ben.sley  and  the  said  Percy 
Beiisley,  et  ux. 

North  23*41'  East  140  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Beu&ley  and 
the  said  Percy  Bensley,  et  ux;  thence,  leaving 
the  lands  of  the  said  Bensley  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001,  severing  the  lands  of  the  said 
Percy  Bensley,  et  ux. 

In'a  Northeasterly  direction  approximately 
160  feet  to  a  corner  common  to  the  lands  of 
the  said  Percy  Bensley.  et  ux  and  the  lands 
now  or  fMmerly  owned  by  Walter  P  BerLsley, 
et  ux;  thence,  continuing  with  the  center  of 
the  said  Legislative  Route  Number  51001 
and  with  the  line  between  the  lands  of  the 
said  Walter  P.  Bensley,  et  ux  and  the  said 
Percy  Bensley,  et  ux. 

North  27^25'  East  155  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Walter  P  Ben- 
sley, et  ux  and  the  lands  now  or  formerly 
owned  by  Lester  R.  Bensley,  et  ux  and  in  the 
line  of  the  lands  of  the  said  Percy  Bensley, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Walter  P.  Bensley.  et  ux  and  continuing  with 
the  center  of  the  said  Legislative  Route 
Number  51001  and  with  the  line  between  the 
lands  of  the  said  Lester  R.  Bensley,  et  ux  and 
the  said  Percy  Bensley,  et  ux. 

North  27' 11'  East  147  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Lester  R  Ben- 
sley, et  ux  and  the  said  Percy  Bensley.  et  ux: 
thence,  leaving  the  lands  of  the  said  Lester 
R  Bensley,  et  ux  and  continuing  with  the 
cc  ter  of  the  said  Legislative  Route  Number 


51001,  severing  the  lands  of  the  said  Percy 
Bensley,  et  ux. 

In  a  general  Northeasterly  direction  ap- 
proximately 795  feet  to  a  p)olnt  in  the  ime 
between  the  lands  of  the  said  Percy  Bensley. 
et  ux  and  the  lands  now  or  formerly  owned 
by  the  Egypt  Mills  Club;  thence,  leaving  the 
lands  of  the  said  Percy  Bensley,  el  ux  and 
continuing  with  the  center  of  the  said  Legis- 
lative Route  Number  51001.  severing  the 
lands  of  the  said  Club, 

In  a  Northwesterly  direction  approximately 
75  feet  to  a  point  In  the  Une  between  the 
lands  of  the  said  ClAb  and  other  lands  of 
the  said  Woltjen,  et  ux;  thence,  leaving  the 
lands  of  ihe  said  Club  and  continuing  with 
the  center  of  the  said  Legislative  Route 
Number  51001,  severing  the  said  other  lands 
of  the  said  Woltjen.  et  ux. 

In  a  generally  Northerly  direction,  passing 
the  center  of  Tom's  Creek  at  approximately 
4980   feet,  passing   the  center  of  Legislative 
Route  Number  61003  at, approximately  5438 
feet.  In  all  approxixnately  5590  feet  to  a  cor- 
ner common  to  the  said  other  lands  of  the 
said   Woltjen.   et   \ix  and   the  lands   now  or 
formerly  owned  by  Helen  Vallerschamp  and 
at  the  intersection  of  the  center  of  the  said 
Legislative   Route   Number    51001    with    the 
center    of    Township    Route    Number    310; 
thence,   continuing   with   the  center   of  the 
said   Legislative    Route    Number    51001    and 
with  the  Une  between  the  lands  of  the  said 
Woltjen,  et  ux  and   the  said  Vallerschamp, 
the  following  courses  and  distances: 
North  61^26   East  119  feet. 
North  59 '53'  East  204  feet. 
North  63''20'  East  356  feet. 
North  73° 29'  East  62  feet. 
North  83  =  1 1  ■  East  40  feet. 
South  85°16   East  116  feet. 
South  88  22'  East  56  feet. 
North  83*31'  East  64  feet. 
North  81  *03-  East  77  feet. 
North  73''09'  East  62  feet. 
North  87*23'  East  106  feet. 
North  89 '09'  East  436  feet. 
North  84 '44    East  52  feet. 
North  82*10'  East  93  feet  to  corner  com- 
mon to  the  isnds  of  the  said  Vallerschamp, 
and  the  said  Wr>ltjen,  et  ux  and  In  the  line 
of    the    lands    now    or    formerly    owned    by 
Joseph  Parda.  et  al;  thence,  leaving  U-.e  lands 
of  the  said  Vallerschamp  and  the  said  Wolt- 
jen. et  ux  and  continuing  with  the  center  of 
the  said  Legislative  Route  Number  51001  and 
severing  the  lands  of  the  said  Farda.  el  al. 
In  a  Northeasterly  direction,  approximately 
10  feet  to  3  corner  common  to  the  lands  now 
or   formerly   owned   by   Harold    K.    Rej-nolda 
and  in  the  Une  of  the  lands  of  the  said  Farda, 
et  al;  thence,  continuing  with  the  center  of 
the  said  I^^glslallve  Route  Number  51001  and 
with  the  line  between  the  lands  of  the  said 
Reynolds  and  the  said  Parda.  et  ux. 

North  82  35  East  93  feel  to  a  corner  com- 
mon to  the  lands  of  the  said  Reynolds  and 
the  said  Parda  et  ux;  thence,  leaving  the 
lands  of  the  said  Reynolds  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001,  severing  the  lands  of  the  said 
Parda,  et  ux. 

In  a  Northeasterly  direction,  approximately 
875  feet  to  a  corner  common  to  the  lands  of 
the  said  Farda.  et  ux  and  the  lands  now  or 
formerly  owned  by  Paul  Stuckl.  et  ux,  said 
corner  being  at  the  intersection  of  the  center 
of   Township    Route    Number   311    with    the 
center  of  the  said  Legislative  Route  Number 
51001;  thence,  continuing  with  the  center  of 
the  said  Legislative  Route  Number  61001  and 
with  the  line  between  the  lands  of  the  said 
Parda.  et  ux  and  the  said  Stuckl,  et  ux.  the 
following  courses  and  distances: 
North  32 '33    Ea.st  188  feet. 
North  55°43   East  169  feet. 
North  52°07   East  125  feet. 
North  43*28   East  100  feet. 


FEDCHAl   rEGISTER,   VOL.    42,    NO.    109 — TUESDAY,   JUNE   7,    1977 


29092 


NOTICES 


North  49  14'  East  102  feet, 

North  53 '54    EasT  66  feet, 

North  56  19    Ea^il  194  feet, 

North  53 '20   East  71  feet. 

North  44"37   Ea.st  282  feet. 

North  40  06    East  78  feet, 

Nort;h  30 '53   East  5«  feet. 

North  SCOO   East  85  feet. 

North  38' 53   East  199  feet. 

North  43 '47'  East  289  feet  to  r  corner  com- 
mon to  the  land-i  of  the  said  Farda,  et  ux, 
the  said  Stucitl.  et  ux.  the  lands  now  or 
formerly  owned  by  Enmnett  Bensley,  Jr., 
et  ux  and  the  lands  now  or  formerly  owned 
by  Emmett  Bensley.  et  u.x:  thence,  leaving 
the  land-s  of  the  said  Stuckl.  et  ux  and  the 
Bald  Parda.  et  ux  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
61001  and  the  line  between  the  lands  of 
the  said  Bensley.  Jr.,  et  ux  and  the  Bald 
Ben.sley,  et  ux  the  following  courses  and 
distances: 

North  46''3r  East  123  fe«t. 

North  54'5r  East  83  feet. 

North  56°4r  East  169  feet. 

North  56'5«   Ea.'^t  44  feet. 

North  42'05'  Ea.Mt  109  feet, 

North  2807'  Ea.st  41  feet  to  a  corner 
common  to  the  lands  of  the  said  Bensley, 
Jr.,  et  ux  and  the  said  Beu.=;ley.  et  ux: 
thence,  leaving  the  lands  of  the  eald 
Bensley.  Jr  .  et  ux  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
61001,  severing  the  lands  of  the  said  Bensley. 
et  ux. 

In  a  Northeasterly  direction,  approximate- 
ly 370  feet  to  a  corner  common  to  the 
lands  of  the  said  Emmett  Bensley,  et  ux 
and  the  land.s  now  or  formerly  owned  by 
Clarence  L  Bensley,  et  ux:  thence,  continu- 
ing with  the  center  of  the  said  LegLslatlve 
Route  Number  51001  and  with  the  line 
betwneen  the  land.s  of  the  said  Claj-ence 
I  Bensley,  et  ux  and  the  said  Emmett 
Bensley,  et  ux.  the  foUo-wlng  courses  and 
dL<<tance8: 

North  20  46    East  32  feet, 

North  27''45'  East  431  feet  to  a  corner 
common  to  the  lands  of  the  said  Clarence 
I  Bensley,  et  ux  and  the  lands  now  or 
formerly  owned  by  Oershom  H  Lltts.  et 
ux  and  In  the  line  of  the  lands  of  the  said 
Emmett  Ben.sley,  et  ux:  thence,  leaving  the 
lands  of  the  said  Clarence  L  Ben.sley,  et  ux 
and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  51001  and  with 
the  line  between  the  land.s  of  the  said 
Lltts,  et  ux  and  the  said  E"nunett  Bensley 
et  ux, 

North  29=44'  East  263  feet  Ui  a  corner 
common  to  the  lands  of  the  said  Emmett 
Bensley  et  ux  and  the  lands  now  or  fonnerly 
owned  by  Richard  P  Chase,  et  ux  and  In 
the  line  of  the  lands  of  the  said  Lltts,  et 
ux,  thence,  leaving  the  lands  of  the  said 
Emmett  Bensley,  et  ux  and  continuing  with 
the  center  of  the  said  Legislative  Route  Num- 
ber 510O1  aiid  the  line  between  the  lands 
of  the  said  Lltts,  et  ux  and  the  said  Chaoe, 
et  ux.  the  following  courses  and  distances' 

North  28*12    East   103  feet. 

North  25'33    East  213  feet. 

North  30M9   East  167  feet, 

North  29':U   East  97  feet. 

North  37 '08    East  94  feet. 

North  39'42   East  36  feet. 

North  42'53    East  193  feet, 

North  37°25   East  55  feet. 

North  29'69   East  61  feet. 

North  21*51'  Bast  66  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Chase,  et  ux, 
the  said  Lltte,  et  ux,  the  lands  now  or 
formerly  owned  by  Krlstoffer  O  Oabrlelsen. 
et  ux,  A,K/  A  Christopher  O  Oabrlelsen,  et 
ux  and  the  lands  now  or  formerly  owned 
by  ituy  Ellen  Chamberlain,  et  al;  thence, 
leaTlng  the  lands  of  the  said  Lltt^    et  ux 


and  the  said  Chase,  et  ux  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001  and  the  line  between  the 
lands  of  the  said  Oabrlelsen,  et  ux  and  the 
said  Chamberlain,  et  al.  the  following 
courses  and   distances: 

North  13   ir  East  64  feet. 

North  20°  16'  East  79  feet. 

North  28' 08'  East  115  feet, 

North  28°47'  East  183  feet. 

North  30  "20'  East  92  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Oabrlelsen,  et 
ux  and  the  lands  now  or  formerly  owned 
by  Thomas  Harry  Gibbons,  et  ux  and  In  the 
line  of  the  lands  of  the  said  Chamberlain, 
et  al:  thence,  leaving  the  lands  of  the  said 
Oabrlelsen.  et  ux  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
51001  and  with  the  line  between  the  lands  of 
the  said  Gibbons,  et  ux  and  the  said  Cham- 
berlain, et  al,  the  following  courses  and  dis- 
tances: 

North  35  09'  East  120  feet. 

North  26  03'  East  42  f^et. 

North  14°56'  East  137  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Chamberlain,  et 
al  and  the  said  Gibbons,  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Gibbons,  et  ux  and 
continuing  with  the  center  of  the  said  Leg- 
Lslatlve Route  Number  510O1,  severing  the 
lands  of  the  said  Chamberlain,  et  al, 

In  a  Northeasterly  direction  approximately 
1150  feet  to  a  corner  common  to  the  lands  of 
the  said  Chamberlain,  et  al  and  the  lands 
now  or  formerly  owned  by  Pauline  A.  Ste- 
phen, et  al;  thence,  continuing  with  the  cen- 
ter of  the  said  Legislative  Route  Number 
51001,  and  with  the  line  between  the  lands 
of  the  said  Stephen,  et  al  and  the  said 
Chamberlain,  et  al,  the  following  courses 
and  distances: 

North  23 '47'  East  69  feet. 

North  23-  II'  East  128  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Stephen,  et  al 
and  the  said  Chamberlain,  et  al;  thence, 
leaving  the  lands  of  the  said  Chamberlain,  et 
al  and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  51001,  severing  the 
lands  of  the  said  Stephen,  et  al. 

In  a  Northea-sterly  direction,  crossing  the 
center  of  Mill  Creek  at  approximately  665 
feet.  In  all  approximately  740  feet  to  a  cor- 
ner common  to  the  lands  of  the  said  Stephen, 
ei  al  and  the  lands  now  or  formerly  owned 
by  Harold  M  Sonnlchsen.  et  al  and  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Richard  A  Dicklson,  said  point  being  at  the 
Intersection  of  the  center  of  Township  Route 
Number  314  with  the  center  of  the  said  Legis- 
lative Route  Number  51001:  thence,  leaving 
the  l.^nds  of  the  said  Stephen,  et  al  and  the 
said  Sonnlchsen.  et  al  and  continuing  with 
the  center  of  the  said  Legislative  Route  Num- 
ber 51001,  severing  the  lands  of  the  said 
Diciclson, 

In  a  Northeasterly  direction,  approximately 
575  feet  to  a  corner  common  to  the  lands  of 
the  said  Dlckl.son,  and  the  lands  now  or  for- 
merly owned  by  Kenneth  P  Martin,  et  ux; 
thence,  continuing  with  the  center  of  the 
said  Legislative  Route  Number  61001,  and 
with  the  line  between  the  lands  of  the  said 
Martin,  et  ux  and  the  said  Dicklson,  the  fol- 
lowing courses  and  distances: 

North  22°0r  East  154  feet, 

North  19'40'  East  212  feet, 

North  33  05  East  69  feet  to  a  corner  cc«n- 
mon  to  the  lands  of  the  said  Dicklson  and 
the  lands  now  or  formerly  owned  by  Hazel 
Thumherr.  and  In  the  line  of  the  lands  of 
the  said  Martin,  et  ux:  thence,  leaving  the 
lands  of  the  said  Dicklson  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  61001  and  the  line  between  the  lands 
of  the  said  Martin,  et  ux  and  the  said  Thum- 
herr, 

North  46  "05'  East  '872  feet  to  a  comer 
common  to  the  lands  of  the  said  Martin,  et 


ux  and  the  said  Thumherr,  said  corner  being 
at  the  intersection  of  the  center  of  Town- 
ship Route  Number  316  with  the  center  of 
the  said  Legislative  Route  Number  51001; 
thence,  leaving  the  lands  of  the  said  Martin, 
et  ux  and  continuing  with  the  center  of  the 
said  Legislative  Route  Number  51001.  sever- 
ing the  lands  of  the  said  Thumherr, 

In  a  Northeasterly  direction,  approximately 
1565  feet  to  the  Intersection  of  the  center  of 
the  said  Legislative  Route  Number  61001 
with  the  center  of  Township  Route  Number 
313;  thence,  leaving  the  center  of  the  said 
Legislative  Route  Number  51001  and  with  the 
center  of  Township  Route  Number  313.  and 
continuing  to  sever  the  lands  of  the  said 
Thumherr, 

In  a  Southeasterly  direction,  approximately 
1260  feet  to  a  comer  common  the  lands  of 
the  said  Thumherr.  and  the  lands  now  or 
formerly  owned  by  Irving  Courtrlght,  et  ux; 
thenpe,  continuing  with  the  center  of  the 
Bald  Township  Route  Number  313  and  the 
line  between  the  lands  of  the  said  Thumherr 
and  the  said  Courtrlght,  et  ux. 

South  46°  14'  East  100  feet  to  a  corner 
common  to  the  lands  of  the  said  Thumherr 
and  the  said  Courtrlght,  and  the  lands  now 
or  formerly  owned  by  Harold  Dicklson,  et  ux 
thence,  leaving  the  lands  of  the  said  Thtim- 
herr  and  continuing  with  the  center  of  the 
said  Township  Route  313  and  the  line  be- 
tween the  lands  of  the  said  Harold  Dicklson, 
et  ux  and  the  said  Cotirtrlght,  et  ux. 

South  46°32'  East  323  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Harold  Dicklson. 
et  ux  and  the  said  Courtrtght.  et  ux  and  in 
the  line  of  the  lands  now  or  formerly  owned 
by  Louisa  P  Browning,  et  al.  said  comer 
being  at  the  Intersection  of  the  center  of 
Township  Route  Number  318  with  the  center 
of  the  said  Township  Route  Number  313. 
thence,  leaving  the  lands  of  the  said  Court- 
right,  et  ux,  and  with  the  center  of  the  said 
Township  Route  Ntimber  318  and  the  line 
between  the  lands  of  the  said  Harold  Dickl- 
son. et  ux  and  the  said  Browning,  et  al. 

North  2404'  £^st  660  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Thumherr,  the 
lands  of  the  .said  Browning,  et  al  and  the 
lands  of  the  said  Harold  Dicklson.  et  us 
thence,  leaving  the  lands  of  the  said  Harold 
Dicklson,  et  ux.  continuing  with  the  center 
of  the  said  Township  Route  Number  318  and 
the  line  between  the  lands  of  the  said  Thum- 
herr, and  the  said  Browning,  et  al,  the  follow- 
ing courses  and  distances: 

North  26 "03    East  235  feet. 

North  27^53    East  171  feet. 

North  20' 48'  East  64  feet. 

North  12  38'  East  62  feet, 

North  1  r  63 '  East  66  feet, 

North  04'23    East  63  feet, 

North  02"  57    West  76  feet. 

North  05  28'  West  76  feet. 

North  08=17   West  88  feet. 

North  02 "42'  West  65  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Browning,  et  al 
and  the  lands  now  or  formerly  owned  by 
Kathryn  Dicklson  and  in  the  line  of  the 
lands  of  the  said  Thumherr;  thence,  leaving 
the  lands  of  the  said  Thumherr  and  the 
lands  of  the  said  Browning,  et  al  and  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  318,  severing  the  lands 
of  the  said  Kathryn  Dicklson, 

In  a  Northeasterly  direction,  crossing  the 
center  of  Spackman's  Creek  at  approximately 
420  feet,  in  all,  approximately  1475  feet  to  a 
comer  common  to  the  lands  of  the  said 
Kathryn  Dicklson,  and  the  lands  of  the  said 
Browning,  et  al;  thence,  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 318  and  the  line  between  the  lands  of 
the  said  Kathryn  Dicklson,  and  the  said 
Browning,  et  al,  the  following  coursee  and 
distances: 

North  06°01 '  East  1 1 6  feet. 

North  10  "39'  East  147  feet. 
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North  06  55    East  532  feet. 
North  05  =  27'  East  51  feet. 
North  06"'07'  West  45  feet. 
North  16  26  West  383  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Browning,  et  al 
and  the  said  Kathryn  Dickison  and  In  the  line 
of  the  lands   now  or  formerly  owned  by  O. 
Crawford  Smith,   et  al;    thence,   leaving  the 
lands  of  the  said  Kathryn  Dicklson  and  the 
lauds  of  the  said  Browning,  et  al,  and  con- 
Tinuing  with  the  center  of  the  said  Town- 
ship Route  Number  318,  severing  the  lauds 
of  the  said  Smith,  et  al, 

In  a  Northerly  direction,  crossing  the  line 
between  Lehman  Towiiship  and  Delaware 
Towiishlp  at  approximately  285  feet.  In  all 
approximately  885  feet  to  a  point  In  the  line 
between  the  lands  of  the  said  Smith,  et  al 
and  the  lands  now  or  formerly  owned  by 
John  H.  Beckman,  et  ux;  thence,  leaving  the 
lands  of  the  said  Smith,  et  al  and  continuing 
with  the  center  of  the  said  Township  Route 
Number  318,  severing  the  lands  of  the  said 
Beckman,  et  \ix, 

In  a  Northeasterly  direction,  approximately 
1,960  feet  to  a  point  In  the  line  between  the 
lands  of  the  said  Beckman,  et  ux  and  the 
lands  now  or  formerly  owned  by  Charles  K 
Wynn,  et  ux:  thence,  leaving  the  lands  of 
the  said  Beckman,  et  ux  and  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 318,  severing  the  lands  of  the  said  Wynn. 
et  ux. 

In  a  Northea-sterly  direction,  approximately 
775  feet  to  a  point  In  the  line  between  the 
lands  of  the  said  Wynn,  et  ux  and  the  lands 
now  or  formerly  owned  by  Abigail  Emery; 
thence,  leaving  the  lands  of  the  said  Wynn. 
et  ux  and  contlniUng  with  the  center  of  the 
said  Township  Route  Number  318,  severing 
the  lands  of  the  Said  Emery, 

In  a  Northeasterly  direction,  passing  the 
center  of  Hornbeck  Creek  at  approximately 
460  feet,  in  all,  approximately  2,525  feet  to 
a  corner  common  to  the  lands  of  the  said 
Emerv  and  the  lands  now  or  formerly  owned 
by  Herbert  DePue,  et  ux;  thence,  continuing 
with  the  center  of  the  said  Township  Route 
Number  318,  and  the  line  between  the  lands 
of  the  said  Emery  and  the  said  DePue,  et  ux. 
North  12  44'  East  812  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Emery  and  the 
said  DePue,  et  ux,  and  the  lands  now  or 
formerly  owned  by  Theodore  Q.  Wyant,  et  al. 
said  corner  being  at  the  intersection  of  the 
center  of  the  said  Township  Route  Number 
318  with  the  center  of  Township  Route  Num- 
ber 323:  thence,  leaving  the  lands  of  the 
said  Emery  and  the  lands  of  the  .said  Wyant, 
et  al,  and  leaving  the  center  of  the  said 
Township  Route  Number  318.  continuing 
with  the  center  of  the  said  Township  Route 
Number  323,  severing  the  lands  of  the  said 
DePue,  et  ux. 

In  a  Northeasterly  direction,  passing  a 
corner  common  to  the  lands  of  the  said  De- 
Pue, et  ux  and  the  lands  now  or  formerly 
owned  by  John  P.  Neubert,  Sr  ,  at  approxi- 
mately 1.510  feet,  and  passing  another  corner 
common  to  the  lands  of  the  said  DePue.  et 
vix  and  the  said  Neubert.  Sr.  at  approximately 
1.685  feet,  said  corner  bemg  at  the  Intersec- 
tion of  the  center  of  the  said  Township  Route 
Number  323  as  it  turns  sharply  to  the  south 
with  the  center  of  Legislative  Route  Number 
51005;  thence,  leaving  the  lands  of  the  said 
Neubert.  Sr.  and  the  said  Township  Route 
Number  323  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  51005, 
severing  the  lands  of  the  said  DePue.  et  ux. 
In  a  Northeasterly  direction  passing  the 
center  of  the  part  of  Legislative  Route  Num- 
ber 51005  that  goes  to  the  northwest  at  ap- 
oroximately  1.990  feet,  passing  the  center  of 
Deckers  Creek  at  approximately  2.930  feet. 
in  all,  approximately  3.510  feet  to  a  corner 
common  to  the  lands  now  or  formerly 
owned  by  John  J.  Vayda.  et  ux  and  the  lands 
now  or  formerly  owned  by  Daniel  M.  Sullivan, 


and  in  the  line  of  the  lands  of  the  said  DePue 
et  ux;  thence,  leaving  the  lands  of  the  said 
DePtie.   et   ux   and   with   the  center   of   the 
said  Legislative  Route  Number  51005  and  the 
line  between  the  lands  of  the  said  Vayda.  et 
ux    and    the    said    Sullivan,    the    following 
courses  and  distances : 
North  51  =  10'  East  80  feet. 
North  4835'  East  136  feet. 
North  56 '  29 '  East  92  feet , 
North  61   46  East  61  feet. 
North  78  "32'  East  76  feet^ 
South  77^03'  East  49  feet  to  a  point  at  the 
intersection  of  the  center  of  the  said  Legis- 
lative Route  Number  51005  with  the  center  of 
Township  Route  Number  348:   thence,  leav- 
ing the  center  of  the  said  Legislative  Route 
Number  51005  and   with   the  center  of  the 
said  Township  Route  Number  348,  severing 
the  lands  of  the  said  Vayda.  et  ux. 

In  a  Northwesterly  direction,  approxi- 
mately 1,365  feet  to  a  corner  common  to  the 
lands  of  the  said  Vayda.  et  ux  and  the  lands 
now  or  formerly  owned  by  W  Alfred  Wycoff 
et  ux;  thence,  continuing  with  the  center  of 
the  said  Township  Route  Number  348  and 
with  the  line  between  the  lands  of  the  said 
Wycoff.  et  ux  and  the  said  Vayda,  et  ux. 

North  03*58'  West  160  feet  to  a  corner 
common  to  the  lands  of  the  said  Wycoff,  et 
ux  and  the  said  Vayda.  et  ux  and  the  lands 
now  or  formerly  ovmed  by  James  Rocco.  Sr  , 
et  ux;  thence,  leaving  the  lands  of  the  said 
Wycoff,  et  ux  and  continuing  with  the  center 
of  the  said  Township  Route  Number  348 
and  with  the  line  between  the  lands  of  the 
said  Rocco,  Sr.,  et  ux  and  the  said  Vayda, 
et  ux. 

North  02*  23'  East  370  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Rocco,  Sr.,  et 
ux,  the  lands  of  the  said  Vayda.  et  ux.  the 
lands  of  the  said  Wycoff.  et  ux  and  the  lands 
now  or  formerly  owned  by  James  F.  Doyle, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Rocco,  Sr.,  et  ux,  the  lands  of  the  said 
Vayda,  et  ux.  and  the  lands  of  the  said 
Doyle,  et  ux  and  with  the  center  of  the  said 
Township  Route  Number  348.  severing  the 
lands  of  the  said  Wycoff,  et  ux. 

In  a  generally  Northwesterly  direction,  ap- 
proximately 2,335  feet  to  a  corner  common 
to  the  lands  now  or  formerly  owned  by  Wel- 
don  Gold,  el  al  and  the  lands  now  or  formerly 
owned  bv  Prank  Passler  and  in  the  line  of 
the  lands  of  the  said  Wycoff.  et  ux;  thence, 
leaving  the  lands  of  the  said  Wycoff.  et  ux 
and  with  the  center  of  the  said  Township 
Route  Number  348  and  with  the  line  between 
the  lands  of  the  said  Gold,  et  al  and  the 
said  Passler. 

North  or  02'  East  225  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Oold,  et  al,  the 
said    Passler,    the    lands    now    or    formerly 
owned  by  Michael  J.  Hyias.  et  ux   and  the 
lands  now  or  formerly  ow^led  by  John  Ged- 
eon,  et  ux:  thence,  leaving  the  lands  of  the 
said  Gold,  et  al  and  the  lands  of  the  said 
Passler,   and   continuing  with   the  center   of 
the  said   Towniship   Route   Number   348   and 
the    line    between    the    lands    of    the    said 
Hylas.  et  ux  and  the  said  Oedeon.  et  ux.  the 
following  courses  and  distances: 
North  01  =  06'  West  59  feet. 
North  05° 37'  West  278  feet. 
North  05 '■51'  East  347  feet  to  a  corner  com- 
mon  to  the  lands  of   the  said   Hylas.   et  ux 
and  the  said   Oedeon.  et   ux   and  the  lands 
now  or   formerly   owned  by   Sidney  P.   Carr, 
et  ux.  said  point  being  at  the  intersection  of 
the  center  of  the  said  Township  Route  Num- 
34«  w^th  the  center  of  Township  Route  Num- 
ber  325;    thence,    leaving    the    lands    of    the 
said  Oedeon,  et  ux  and  the  center  of  the  said 
Township  Route  Number  348  and  with   the 
center  of  the  said  Township  Route  Number 
325  and  the  line  between  the  lands  of  the 
said  Hylas,  et  ux  and  the  lands  of  the  said 


Carr.  et  ux,  the  following  courses  and  dis- 
tances: 
South  85'01'  West  163  feet. 
South  79°49'  West  126  feet. 
South  68 '59'  West  251  feet  to  a  comer  com- 
mon to  th4  lands  of  the  said  Carr.  et  ux.  the 
lands  of  the  said  Hylas.  et  ux  and  the  lands 
now  or  formerly  owned  by  Morton  S.  Sirola. 
et  ux;  thence,  leaving  the  lands  of  the  said 
Carr,  et  ux,  continuing  with  the  center  of 
the  said  Township  Route  Number  325  and 
with  the  line  between  the  lands  of  the  said 
Hylas,  et  ux  and  the  said  Sirota.  et  ux. 

South  73'55'  West  63  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hylas,  et  tix  and 
the  lands  now  or  formerly  owned  by  Clarence 
P.  Werkheiser.  et  ux  and  in  the  line  of  the 
lands  of  the  said  Sirota,  et  ux;  thence,  leaving 
the  lands  of  the  said  Hylsis,  e:  ux  continuing 
with  the  center  of  the  said  Township  Route 
Number  325  and  with  the  line  between  the 
lands  of  the  said  Werkheiser,  et  ux  and  the 
said  Sirota,  et  ux. 

South  73*55'  West  30  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Werkheiser.  et 
iLx  and  the  lands  now  or  formerly  owned  by 
Walter  P  Johnson,  et  ux  and  In  the  line  of 
the  lands  of  the  said  Sirota,  et  ux;  thence. 
leaving  the  lands  of  the  said  Werkheiser,  et 
tix,  continuing  with  the  center  of  the  said 
Town.ship  Route  Number  325  and  with  the 
line  between  the  lands  of  the  said  Johnson, 
et  ux,  and  the  said  Sirota,  et  ux,  the  following 
courses  and   distances: 

South  73  55'  West  139  feet. 
South  71' 14'  West  93  feet. 
South  74'44'  West  164  feel  to  a  corner  com- 
mon to  the  lands  of  the  said  Johnson,  et  ux 
and  the  said  Sirota.  et  ux,  and  the  lands  now 
or  formerly  owned  by  Dewey  B.  Kingston.  Jr.. 
et  ux;  thence,  leaving  the  lands  of  the  said 
Johnson,  et  ux.  continuing  with  the  center 
of  the  said  Township  Route  Number  325  and 
the  line  between  the  lands  of  the  said  King- 
ston, Jr  .  et  ;iT  and  the  said  Sirota.  et  ux. 

South  8;  27'  West  199  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Kingston.  Jr.. 
et  ux  and  the  said  Sirota.  et  ux  and  the  lands 
now  or  formerly  owned  by  Shirley  A.  Hoener; 
thence,  leaving  the  lands  of  the  said  King- 
ston. Jr..  et  tix.  continuing  with  the  center 
of  the  said  Township  Route  Number  325  and 
the  line  between  the  lands  of  the  said  Hoener 
and  the  said  Sirota.  et  ux,  the  following 
courses  and  distances: 

South  79'23'  West  178  feet. 
South  67'47'  West  61  feet. 
South  45  00'  West  81  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hoener,  and  the 
said  Sirota,  et  ux,  and  the  lands  now  or 
formerly  owned  by  James  M  Vasllou;  thence, 
leaving  the  lands  of  the  said  Hoener,  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  325  and  the  line  between 
the  lands  of  the  said  Vasllou  and  the  said 
Sirota,  et  ux. 

.South  40  56'  West  104  feet  to  a  corner 
common  to  the  lands  of  the  said  VasUoii 
and  the  said  Sirota,  et  ux  and  the  lands  of 
the  said  Hoener:  thence,  leaving  the  lands 
of  the  said  Vasllou  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
325  and  the  line  between  the  lands  of  the 
said  Hoener  and  the  said  Sirota,  et  ux  the 
following  courses  and  distances: 
South  56  18  West  118  feet. 
South  6000  West  114  feet. 
South  73  05  West  162  feet. 
South  82  42'  West  100  feet  to  a  corner 
common  to  the  lands  of  the  said  Hoener  and 
the  said  Sirota.  et  ux  and  the  lands  now  or 
formerly  owned  by  Julia  E.  Oreenan;  thence, 
leaving  the  lands  of  the  said  Hoener,  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  325  and  the  line  between  the 
lands  of  the  said  Greenan  and  the  said  Sirota, 
et  ux. 

South  75'40'  West  204  feet  to  a  corner 
common  to  the  lands  of  the  said  Greennan 
and  the  said  Sirota,  et  ux,  the  lands  now  or 
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formerly  owned  by  Jean  Yvon,  et  ux  and  the 
lands  now  or  formerly  ow-ned  by  John  W. 
Matthews.  Jr..  et  ux;  thence,  leaving  the 
lands  of  the  said  Greenan  and  the  lands  of 
the  said  Yvon.  et  ux  and  leaving  the  center 
of  the  said  Township  Route  Numl>er  325  and 
with  the  line  between  the  lands  of  the  said 
Matthews,  Jr  ,  et  ux  and  the  said  Sirota.  et  ux. 

North  05°22'  East  951  feet  to  a  comer 
common  to  the  lands  of  the  said  Sirota.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Anna  R.  Seldel.  et  al  and  In  the  line  of  the 
lands  of  the  said  Matthews.  Jr  .  et  ux;  thence, 
leaving  the  lands  of  the  said  Sirota.  et  ux 
and  -with  the  line  between  the  lands  of  the 
said  Matthews,  Jr..  et  ux  and  the  same  Seidel. 
et  al. 

North  05*36'  East  109  feet  to  a  corner 
common  to  the  said  Matthews.  Jr  .  et  ux  and 
the  lands  now  or  formerly  owned  by  Jeanette 
C.  Bland  and  In  the  line  of  the  lands  of  the 
said  Seidel.  et  al;  thence,  leaving  the  lands  of 
the  said  Seidel.  et  al  and  with  the  line  be- 
tween the  lands  of  the  said  Matthews.  Jr  .  et 
ux  and  the  said  Bland. 

North  8T  =  a8  Wett.  passing  a  corner  com- 
mon to  the  lands  of  the  said  Matthews. 
Jr..  et  ux  and  the  lands  m'W  or  formerly 
owned  by  Ruth  F  Graueri  at  approximately 
200  feet  In  all  925  feet  to  a  corner  common 
to  the  lands  of  the  said  Graueri  and  the 
lands  now  or  formerly  owned  by  Stanley 
Everett  Hull,  et  ux  and  In  the  line  of  the 
lands  of  the  said  Bland,  said  corner  being  In 
the  center  of  the  said  Legislative  R«mte 
Number  51001;  thence,  leaving  the  lands  of 
the  said  Hull,  et  ux  and  leaving  the  lands 
of  the  said  Grauert  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
51001.  severing  the  lands  of  the  said  Bland, 
the  following  courses  and  distances: 

North  21*64'  West  671  feet. 

North  38  =  39'  West  191  feet. 

North  SCSS'  West  175  feet. 

North  24"43'  West  437  feet  to  b  point  In 
the  line  between  the  lands  of  the  said  Bland 
and  the  lands  now  or  formerly  owned  by 
Henry  Paul  Krlebel.  et  ux;  thence,  leaving 
the  lands  of  the  said  Bland,  and  continuing 
wlUi  the  center  of  the  said  Legislative  Route 
Number  SI 001.  severing  the  lands  of  the  said 
Krlebel.  et  ux.  the  following  courses  and 
distances: 

North  2r52'  West  640  feet. 

North  15  "49'  West  102  feet. 

North  08 '55'  West  287  feet  to  a  point  In 
the  center  of  the  said  LeglsUtlve  Route  Num- 
ber 51001;  thence,  leaving  the  center  of  the 
said  Legislative  Route  Number  51001  and 
continuing  to  sever  the  lands  of  the  said 
Krlebel,  et  ux. 

North  60°  17'  West  342  feet  to  a  corner 
common  to  the  landa  now  or  formerly  owned 
by  Thoma-s  Clifford  Shepherd,  et  al.  and  the 
lands  of  the  said  Krlebel.  et  ux;  thence,  con- 
tinuing with  the  line  between  the  lands  of 
the  said  Kriebel.  et  ux  and  the  said  Shepherd, 
et  al. 

North  68 '04  We.st  36  feet  to  a  corner 
common  to  the  lands  of  the  said  Shepherd, 
et  al  and  the  lands  now  or  formerly  owned 
by  Ruth  W.  Snyder  and  In  the  line  of  the 
lands  of  the  said  Kriebel.  et  ux;  thence, 
leaving  the  lands  of  the  said  ShepUerd.  et 
al  and  with  the  line  between  the  lands  of 
the  said  Krlebel,  et  ux.  and  the  said  Snyder. 

North  58''04'  West  315  feet  to  a  comer 
common  to  the  lands  of  the  said  Snyder  and 
the  lands  now  or  formerly  owned  by  M.  Stead 
Mauger.  et  ux  and  in  the  line  of  the  lands 
of  the  said  Kriebel.  et  ux;  thence,  leavmg 
the  lands  of  the  said  Snyder,  and  with  the 
line  between  the  lands  of  the  said  Krlebel. 
et  ux  and  the  said  Mauger.  et  ux. 

North  61°03'  West  183  feet  to  a  corner 
common  to  the  lands  of  the  ^ald  Mautjer.  et 
ux  and  the  lands  now  or  formerly  owned  by 
th«  said  Thomas  Clifford  Shepherd,  et  al  and 
In  the  line  of  the  lands  of  the  said  Krlebel. 


et  ux;  thence,  leaving  the  lands  of  the  said 
Manger,  et  ux  and  with  the  line  between  the 
lands  of  the  said  Krlebel,  et  ux,  and  the  said 
Shepherd    et  al. 

North  6P03'  West  15  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Shepherd,  et  al 
and  the  lands  now  or  formerly  owned  by 
Emanuel  D.  Herman,  et  ux  and  In  the  line 
of  the  lands  of  the  said  Krlebel,  et  ux;  thence, 
leaving  the  lands  of  the  said  Shepherd,  et  al 
and  with  the  line  between  the  lands  of  the 
said  Kriebel.  et  ux  and  the  said  Herman, 
et  ux. 

North  61*03"  West  206  Feet  to  a  corner 
common  to  the  lands  of  the  said  Krlebel, 
et  ux,  the  said  Herman,  et  ux,  the  lands  now 
or  formerly  owned  by  Earl  M.  Smale.  et  ux 
and  the  lands  now  or  formerly  owned  by  the 
Commonwealth  of  Pennsylvania;  thence, 
leaving  the  lands  of  the  said  Kriebel,  et  ux 
and  the  lands  of  the  said  Herman,  et  ux  and 
with  the  line  between  the  lands  of  the  said 
Smale.  et  ux  and  the  said  Commonwealth  of 
Penasylvanla. 

North  59  43'  West,  crossing  the  center  of 
Township  Poute  Number  346  at  approxi- 
niately  2.847  feet,  in  all  3.080  feet  to  a  corner 
common  to  the  lands  of  the  said  Common- 
wealth of  Penn.'^ylvanla  and  the  lands  now 
or  formerly  owned  by  an  Unknown  Owner; 
thence,  with  the  line  between  the  lands  of 
the  said  Unknown  Owner  and  the  said  Com- 
monwealth of  r^nasylvania. 

North  31*59'  East,  re-crossing  the  center  of 
the  said  Tounshtp  Route  Number  346  at  ap- 
proximately 245  feet,  crossing  the  center  of 
Township  Route  Number  S44  at  approxi- 
mately 992  feet.  croE,sing  the  center  of  Ding- 
man's  Creek  at  approximately  1,845  feet.  In 
all  1937  feet  to  a  point;  thence,  with  the 
Ime  between  the  lands  of  the  said  Unknown 
Owner  and  the  said  Commonv.ealth  of  Penn- 
sylvania, 

North  S3' 12'  Ea.st.  crossing  the  center  of 
Legislative  Route  Number  51006  at  approxi- 
mately  57  feet,  in  all  415  feet  to  a  corner 
common  to  the  lands  of  the  said  Unkno«-n 
Owner  and  the  said  Oontmonwealth  of  Penn- 
sylvania; thence,  with  the  line  l>etween  the 
lands  of  the  said  Unknown  Owner  and  the 
said  Commonwealth  of  Penn.sylvanla. 

South  77*26'  East  2.105  feet  to  a  (?orner 
cc>mmon  to  the  lands  of  tiie  said  Unknown 
Owner  and  the  said  Comnwjnw-ealth  of  Penn- 
sylvania; thence,  with  the  line  between  the 
lands  of  the  said  Unknown  Owner  and  the 
said  Commonwealth  of  Pennsylvania. 

South  22"23'  West,  re-crossing  the  center 
of  Legislative  Route  Number  51006,  at  ap- 
proximately 668  feet.  In  all  809  feet  to  a 
corner  common  to  the  lands  of  the  said  Un- 
known Owner  and  the  said  Commonwealth 
of  Pennsylvania  and  the  lands  now  or  for- 
merly owned  by  Theodore  Weber;  thence, 
leaving  the  land.s  of  the  said  Unknown  Owner 
and  with  the  line  between  the  lands  of  the 
said  Weber  and  the  said  Conunonwealth  of 
Pennsylvania, 

South  08  17'  West  387  feet  to  a  corner  com- 
mon to  thu  lands  of  the  said  Weber,  and  the 
lands  now  or  formerly  owned  by  Robert 
Janssen.  et  ux  and  In  the  line  of  the  lands  of 
the  said  Commonwealth  of  Pennsylvania; 
thence,  leaving  the  lands  of  the  said  Weber 
and  with  the  line  between  the  lands  of  the 
said  Commonwealth  of  Pennsylvania  and  the 
said  Janssen.  et  ux. 

South  08°  17'  West  216  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Janssen.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Agnes  Janssen  and  the  lands  now  or  formerly 
owiied  by  Albert  Antonaccl  and  In  the  line 
of  the  lands  of  the  said  Commonwealth  of 
Pennsylvania;  thence,  leaving  the  lands  of 
the  said  Robert  Janssen,  et  ux  and  the  lands 
of  the  said  Commonwealth  of  Pennsylvania 
ajid  with  the  line  between  the  lands  of  the 
said  Agnes  Janssen  and  the  said  AntonaccL 


South  53'27'  East  122  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Agnes  Janssen 
and  the  lands  now  or  formerly  owned  by 
Evelyn  L.  Headley  and  In  the  line  of  the 
lands  of  the  said  Antonaccl;  thence,  leaving 
the  lands  of  the  said  Agnes  Janssen,  and  with 
the  line  between  the  lands  of  the  said  Head- 
ley  and  the  said  Antonaccl, 

South  63*27'  East  95  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Antonaccl  and 
the  lands  now  or  formerly  owned  by  George 
M.  Williams,  Jr..  et  ux  and  In  the  line  of  the 
lands  of  the  said  Headley;  thence,  leaving 
the  lands  of  the  said  Antonaccl  and  with  the 
line  between  the  lands  of  the  said  Headley 
and  the  said  Williams.  Jr..  et  ux, 

South  63°27'  East  9  fett  to  a  corner  com- 
mon to  the  lands  of  the  said  Headley  and  the 
lands  now  or  formerly  owned  by  Richard 
Janssen.  et  ux,  and  in  the  line  of  the  lands  of 
the  said  Williams,  Jr.,  et  ux;  thence,  leaving 
the  lands  of  the  said  Headley  and  with  the 
line  between  the  lands  of  the  said  Richard 
Janssen.  et  ux  and  the  said  WUUams,  Jr., 
et  ux. 

South  53^27'  East  134  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Richard  Jansi^n. 
et  ux,  the  said  Williams,  Jr.,  et  ux,  the  lauds 
nor  or  formerly  owned  by  Edward  V.  Wolff 
and  the  lands  now  or  formerly  owned  by 
Percy  L.  Karrer,  et  ux;  thence,  leaving  the 
lands  of  the  said  Richard  Janssen,  et  ux  and 
the  lands  of  the  said  Wiiliams,  Jr.,  et  ux  and 
with  the  line  betwe&u  the  lands  of  the  .said 
Wolff,  and  tiie  said  Karrer,  et  ux. 

South  40' 10'  East  49  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Wolff  and  the 
lands  now  or  formerly  owned  by  Douglas  P. 
Murray,  et  ux  and  in  the  Line  of  the  land£  of 
the  said  Karrer.  et  ux;  thence,  leaving  the 
lands  of  the  said  Wolff  and  with  the  line  be- 
tween the  lands  of  the  said  Murray,  et  u>:  and 
the  said  Karrer.  et  ux. 

South  37  52  East  61  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Murray,  et  ux, 
the  said  Karrer,  et  ux,  and  the  lands  now  or 
formerly  owned  by  Emil  Link,  et  ux;  thence. 
leaving  the  lands  of  the  said  Murray,  et  ux 
and  with  the  line  between  the  lands  of  the 
said  Link,  et  ux  and  the  said  Karrer.  et  ux. 

South  43'45'Ea,st  23  feel  to  a  corner  com- 
mon to  the  lands  of  the  said  Karrer.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Irving  C.  Brown,  et  ux  and  in  the  line  of  the 
lands  of  the  ssid  Link,  et  ux:  thence,  leaving 
the  lands  of  the  said  Karrer.  et  ux.  and  with 
the  line  betw*^n  the  lands  of  the  said  Link, 
et  ux  and  the  said  Brown,  et  ux. 

South  49  22  Ea-st  65  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Link,  et  ux,  the 
said  Brown,  et  ux.  and  the  lands  now  or  for- 
merly owned  by  Bertha  Eckert:  thence,  leav- 
ing the  lands  of  the  .said  Link,  et  ux  and  with 
the  line  between  the  lands  of  the  said  Eckert 
and  the  said  Brown,  et  ux,  the  following 
courses  and  distances: 

South  53°40'  East  16  feet. 

South  64*17'  East  74  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Eckert  and  the 
said  Brown,  et  ux  and  In  the  line  of  the  lands 
now  or  formerly  owned  by  Fortunate  J.  Sa- 
lerno, et  ux;  thence,  leaving  the  lands  of  the 
said  Eckert  and  with  the  line  between  the 
lands  of  the  said  Salerno,  et  ux  and  the  said 
Brown,  et  ux. 

South  42*21'  West  138  feet  to  a  corner 
common  to  the  lands  of  the  said  Salerno,  et 
ux  and  the  said  Brown,  et  ux.  and  in  the  line 
of  the  lands  now  or  formerly  owned  by  the 
said  Thomas  Clifford  Shepherd,  et  al;  thence. 
leaving  the  lands  of  the  said  Brown,  et  ux 
and  with  the  line  between  the  lands  of  the 
said  Salerno,  et  ux  and  the  said  Shepherd. 
et  al. 

Soutb  68*57'  East  193  feet  to  a  corner 
common  to  the  lands  of  the  said  Salerno, 
et  ux,  the  said  Shepherd,  et  al  and  the  lands 
now  or  formerly  owned  by  Alfred  P.  Schenck, 
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et  ux;  ihence,  leaving  the  lands  of  the  said 
Salerno,  et  ux  and  with  the  line  between  the 
lands  of  the  said  Schenck,  et  ux  and  the 
said  Shepherd,  et  al. 

South  47°25'  East  81  feet  to  a  corner 
common  to  the  lands  of  the  said  Schenck,  et 
ux,  the  said  Shepherd,  et  al  and  the  lands 
now  CM-  formerly  owned  by  Mabel  HotTmann. 
et  vlr;  thence,  leaving  the  lands  of  the  said 
Schenck.  et  ux  and  with  the  line  between 
the  lands  of  the  said  Hoffmann,  et  vlr  and 
the  said  Shepherd,  et  al. 

South  42  08'  East  118  feet  to  a  cprner 
common  to  the  lands  of  the  said  Hoffmann, 
et  vlr  and  the  said  Shepherd,  et  al  and  the 
lands  now  or  formerly  owned  by  Julius  Du- 
brosky;  thence,  leaving  the  lands  of  the  said 
HotTmann,  et  vir  and  with  the  line  between 
the  lands  of  the  said  Dubrosky  and  the  said 
Shepherd,  et  al. 

South  37°05'  East  58  feet  to  a  corner 
common  to  the  lands  of  the  said  Dubrosky 
and  the  said  Shepherd,  et  al  and  the  lands 
now  or  formerly  owned  by  Henry  Gollinge, 
et  ux;  thence,  leaving  the  lands  of  the  said 
Shepherd,  et  al  and  with  the  JIne  between  the 
lands  of  the  said  Dubrosky  and  the  said 
Gollinge,  et  ux. 

North  46  =  00'  East  74  feet  to  a  corner 
common  to  the  lands  of  the  said  Gollinge, 
et  ux  and  the  lands  now  or  formerly  owned 
by  Allen  Fisher  and  in  the  line  of  the  lands 
of  the  said  Dubrosky:  thence,  leaving  the 
lands  of  the  said  Dubrosky  and  with  the  line 
between  the  lands  of  the  said  Fisher  and 
the  said  Gollinge.  et  ux. 

South  28°  57'  East  65  feet  to  a  corner 
common  to  the  lands  of  the  said  Fisher  and 
the  said  Gollinge.  et  ux  and  In  the  line  of 
the  lands  now  or  formerly  owned  by  May  E. 
Durnall.  et  al:  thence,  leaving  the  lands  of 
the  said  Gollinge.  et  ux  and  with  the  line 
between  the  lands  of  the  said  Plsher  and  tha 
said  Durnall.  et  al. 

North  46°  59'  East  76  feet  to  a  corner 
common  to  the  lands  of  the  said  Plsher  and 
the  said  Durnall.  et  al  and  the  lands  now  or 
formerly  owned  by  the  said  Thomas  Clifford 
Shepherd,  et  al:  thence,  leaving  the  lands 
of  the  said  Fisher  and  with  the  line  between 
the  lands  of  the  said  Shepherd,  et  al  and 
the  said  Durnall.  et  al. 

South  28°38'  East  55  feet  to  a  corner 
common  to  the  lands  of  the  said  Shepherd, 
et  al  and  the  said  Durnall,  et  al;  thence, 
leaving  the  lands  of  the  said  Durnall,  et  al 
and  severing  the  lands  of  the  said  Shepherd, 
et  al. 

In  an  Easterly  direction,  approximately  21 
feet  to  a  corner  common  to  the  lands  of  the 
said  Shepherd,  et  al  and  the  lands  now  or 
formerly  owned  by  Alfred  Hoag.  et  ux; 
thence,  continuing  with  the  line  between 
the  lands  of  the  said  Shepherd;-et  al  and  the 
said  Hoag,  et  ux,  the  following  courses  and 
distances: 

North  89-26'  East  94  feet. 
North  42°  37'  East  106  feet  to  a  corner 
common  to  the  lands  of  the  said  Shepherd, 
et  al  and  the  said  Hoag.  et  ux  and  in  the 
line  of  the  lands  now  or  formerly  owned  by 
Raymond  D.  Angle,  et  ux;  thence,  leaving 
the  lands  of  the  said  Hoag.  et  ux  and  with 
the  line  between  the  lands  of  the  said  Shep- 
herd, et  al  and  the  said  Angle,  et  ux. 

North  11'14'  East  426  feet  to  a  corner 
common  to  the  lands  of  the  said  .Angle,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Anna  L.  Schaubach  and  in  the  line  of  the 
lands  of  the  said  Shepherd,  et  al:  thence, 
leaving  the  lands  of  the  said  Shepherd,  et 
al  and  with  the  line  between  the  lands  of 
the  said  Schaubach  and  the  said  Angle. 
et  ux. 

South  74'36'  East  145  feet  to  a  corner 
common  to  the  lands  of  the  said  Schaubach 
and  the  lands  now  or  formerly  owned  by 
Robert  Yeoman,  et  ux  and  In  the  line  of  the 
lands  of  the  said  Angle,  et  ux;  thence,  leav- 


ing the  lands  of  the  said  Schaubach  and 
with  the  line  between  the  lands  of  the  said 
Yeoman,  et  ux  and  the  said  Angle,  et  ux. 

South  74°36'  East  84  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Yeomaui,  et  ux 
and  the  said  Angle,  et  ux  and  In  the  center 
of  the  said  Legislative  Route  Number  51001; 
thence,  with  the  center  of  the  said  Legisla- 
tive Route  Number  51001  and  with  the  line 
between  the  lands  of  the  said  Yeoman,  et 
ux.  and  the  said  Angle,  et  ux. 

North  13°  16'  East  291  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Angle,  et  ux 
and  the  lands  no*  or  formerly  owned  by 
Thomas  Clifford  Shepherd,  el  ux  tuid  the 
lands  now  or  formely  o»-ned  by  an  Unknown 
Owner:  thence,  leaving  the  lands  of  the  said 
Angle,  et  ux  and  continuing  with  the  center 
of  the  said  Legislative  Route  Number  51001 
and  with  the  line  between  the  lands  of  the 
said  Shepherd,  et  ux  and  the  said  Unknown 
Owner, 

North  12^42'  East  403  feet  to  a  corner  c 
common  to  the  lands  of  the  said  Unknown 
Owner,  the  said  Shepherd,  et  ux.  and  the 
lands  now  or  formerly  owned  by  James  Tel- 
lefsen,  Jr.,  et  al.  said  comer  being  at  the 
Intersection  of  the  center  of  the  said  Lecls- 
latlve  Route  Number  51001  with  the  center 
of  Legislative  Route  Number  51006:  thence, 
leaving  the  lands  of  the  said  Unknown  Own- 
er and  the  said  Shepherd,  et  ux  and  leaving 
the  center  of  the  siad  Legislative  Route 
Number  51006.  continuing  with  the  center 
of  the  said  Legislative  Route  Number  61001 
and  the  lands  of  the  said  Tellefsen,  Jr., 
et  al.  the  following  courses  and  distances: 
North  59*47  East  207  feet. 
North  61=04'  East  54  feet  to  a  corner 
common  to  the  lands  of  the  said  Tellefsen. 
Jr.,  et  al  and  the  lands  now  or  formerly 
owned  by  The  Bank  of  Matamoras:  thence, 
leaving  the  lands  of  the  said  Tellefsen.  Jr.. 
et  al  and  continuing  with  the  center  of  the 
said  LegLslatlve  Route  Number  51001  and 
with  the  lands  of  the  said  Bank  of  Matamoras, 
North  56 '26  East  115  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Bank  of  Mata- 
moras and  the  lands  of  the  said  Tellefsen. 
Jr..  et  al:  thence,  leaving  the  lands  of  the 
said  Bank  of  Matamoras  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001  and  with  the  lands  of  the 
said  Tellefsen.  Jr.,  et  al,  the  following  courses 
and  distances: 

North  56  =  56'  East  81  feet. 
North  46°  18'  East  106  feet. 
North  38°  43'  East  202  feet. 
North  27=57'  East  194  feet  to  a  point  In  the 
line  of  the  lands  now  or  formerly  owiied  by 
Rudolf  P.  Neumann,  et  ux:   thence,  leaving 
the  lands  of  the  said  Tellefsen.  Jr  .  et  al  and 
continuing  with  the  center  of  the  said  Leg- 
islative Route  Number   51001.   severing   the 
lands  of  the  said  Neumann,  et  ux. 

North  19  14'  Ea.st  503  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Neu- 
mann, et  ux  and  the  lands  now  or  formerly 
owned  by  HlLand  Acres:  thence,  leaving  the 
lands  of  the  said  Neumann,  et  ux  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  51001,  severing  the  lands 
of  the  said  HiLand  Acres. 

In  a  Northeasterly  direction,  approximately 
90  feet  to  a  corner  common  to  the  lands  of 
the  said  HiLand  Acres  and   the  lands  now 
or  formerly  owned  by  Eger  Lutheran  Home, 
Inc.;  thence,  continuing  with  the  center  of 
the  said  Legislative  Route  Number  51001  and 
with  the  line  between  the  lands  of  the  said 
HlLand  Acres  Eind  the  said  Home.  Inc..  the 
following  courses  and  dLstances: 
North  18  =  39'  East  834  feet. 
North  24° 57'  East  81  feet. 
North  34° 58'  East  46  feet. 
North  43  =  37'  East  229  feet. 
North  47*52'  East  153  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  HiLand  Acres, 
the  said  Home.  Inc.,  the  lands  now  or  former- 


ly owned  by  Louis  R  DettUng.  et  ux  and  the 
lands  now  or  formerly  owned  by  Mildred  W. 
Kammeyer;  thence,  leaving  the  lands  of  me 
said  HlLand  Acres  and  the  lands  of  the  said 
Home  and  continuing  with  the  center  of  the 
said    Legislative   Route    Number   51001    and 
with  the  line  between  tlie  lands  of  the  said 
DettUng.  et  ux  and  the  said  Kammeyer,  the 
following  courses  and  distances: 
North  39°38'  East  506  feet. 
North    53° 49'    East    70    feet    to    a    corner 
common  to  the  lands  of  the  said  DettUng. 
et  ux  and  the  said  Kammeyer  and  the  lands 
now  or  formerly  ov  ned  by  William  H.  Blohm, 
et  ux;   thence,  leaving  the  lands  of  the  said 
DettUng.  et  ux  and  continuing  with  the  cen- 
ter of   the   said   Legislative    Route   Number 
51001   and  with  the  line  between  the  lands 
of  the  said  Blohm.  et  ux  and  the  said  Kam- 
meyer. the  following  courses  and  distances: 
North  62 '50'  East  193  feet. 
North  54° 59'  East  174  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Blohm.  et  ux 
and  the  said  Kammeyer;  thence,  leaving  the 
lands  of  the  said  Blohm,  et  ux  and  contlnu- 
Ung  with  the  center  of  the  said  Legislative 
Route  Number  51001,  severing  the  lands  of 
the  said  Kammeyer.  the  following  courses  and 
distances : 

North  52' 58'  East  101  feet. 
North  46*05'  East  149  feet. 
North  39 ■37-  East  196  feet. 
North  35 •02'  East  25  feet  to  a  point  at  the 
Intersection  of  the  center  of  the  said  Legis- 
lative Route  Number  51001   and  the  center 
of   an    unnamed   road;    thence,   leaving    the 
center  of  the  said  Legislative  Route  Number 
51001   and  with  the  center  of  the  said  un- 
named road,  continuing  to  sever  the  lauds 
of  the  said  Kammeyer. 

In  a  generally  Southeasterly  direction,  ap- 
proximately 1530  feet  to  a  corner  common  to 
the  lands  of  the  said  Kammeyer  and  the  lands 
now  or  formerly  owned  by  Emil  Brombacher, 
et  ux:  thence,  continuing  with  the  center  of 
the  said  unnamed  road  and  with  the  line  be- 
tween the  lands  of  the  .said  Kammeyer  and 
the  said  Brombacher.  et  ux. 

North  87° 37'  East  366  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Kammeyer  ahd 
the  said  Brombacher,  et  ux;  thence,  leaving 
the  lands  of  the  said  Kammeyer  and  con- 
tinuing with  the  center  of  the  said  unnamed 
road,  severing  the  lands  of  the  said  Brom- 
bacher. et  ux. 

In  a  Northeasterly  direction,  approximate- 
ly 540  feet  to  a  point  In  the  center  of  the 
said  unnamed  road  opposite  a  corner  of  the 
lands  now  or  formerly  owned  by  Ruth  E. 
Cooledge;  thence,  leaving  the  center  of  the 
said  unnamed  road. 

North  29 ''49'  West  10  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Brombacher. 
et  ux  and  the  said  Cooledge  and  In  the  North- 
erly right-of-way  line  of  the  said  unnamed 
road:  thence,  along  the  Northerly  right-of- 
way  line  of  the  said  unnamed  road  and  with 
the  line  between  the  lands  of  the  said  Coo- 
ledge and  the  said  Brombacher,  et  ux,  the 
following  courses  and  distances: 
North  63°  10'  East  105  feet. 
North  69°2r  East  131  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Cooledge  and  the 
said  Brombacher,  et  ux  and  in  the  line  of 
the  lands  uow^  or  formerly  owmed  by  William 
P.  Henne.ssy.  et  ux.  said  corner  being  In  the 
center  of  Legislative  Route  Number  950; 
thence,  leaving  the  landg  of  the  said  Brom- 
bacher, et  ux  and  with  the  center  of  the  said 
Legislative  Route  Number  950  and  the  line 
between  the  lands  of  the  said  Cooledge  and 
the  said  Hennessy,  et  ux. 

North  06  42'  West  70  feet  to  a  corner  ;o=n- 
mon  to  the  lands  of  the  said  Cooledge,  the 
said  Hennessy,  et  ux,  the  said  Brombachf^r, 
et  ux  and  the  lands  now  or  formerly  owned 
by  Oscar  Korz,  et  ux,  said  comer  being  at 
the  intersection  of  the  center  of  the  said 
Legislative  Route  Number  950  with  the  cen- 
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ter  of  TowasMp  Route  Number  358.  thence, 
leaving  the  linds  of  the  aald  Cooledge  and 
the  la::cLs  of  the  tald  Brombacher.  et  ux  and 
the  center  of  the  said  Legislative  Route  Num- 
ber 950.  with  the  center  of  the  a&ld  Town- 
ship Route  Number  358  and  the  line  be- 
tween the  lands  of  the  said  Korz,  et  ux  and 
the  said  Hennetisy,  et  ux,  the  following 
courses  and  dt-stancee: 

North  80*08'  Ea-st  79  feet, 

North  82 'IS'  East  139  feet, 

North  80' 16'  East  123  feet  to  a  corne- 
common  to  the  lauds  of  the  said  Korz,  et 
ux  and  the  said  Henaeesy,  et  ux  and  the  lands 
now  or  formerly  ouiied  by  Arthur  Erlcltson, 
et  ux;  thence,  leaving  the  lands  of  the  Bald 
Henuessy,  et  ux  and  continuing  with  the 
center  of  tiie  said  Township  Route  Number 
358  and  with  the  line  between  the  lands  cf 
the  said  Korz.  et  ux  and  the  said"  Erlckson. 
et  ux.  the  following  coiu-ses  and  distances; 

North  73 '40'  East  75  feet. 

North  62"4r  Ea.-it  30  feel  to  a  corner  com- 
mon to  the  lands  of  the  aald  Korz.  et  ux 
and  the  said  Erlckson,  et  ux;  thence,  leaving 
the  lands  of  the  said  Erlckson.  et  ux,  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  358,  severing  the  lands  of 
the  said  Korz,  et  ux. 

In  a  Northeasterly  direction,  approxi- 
mately 625  feet  to  a  corner  oommon  to  the 
lands  of  the  said  Korz,  et  ux  and  the  lands 
now  or  formerly  owned  by  William  E  Mul- 
lln,  et  ux;  thence,  continuing  with  the  center 
of  the  said  To»Tijihlp  Route  Number  358 
and  with  the  line  between  the  lands  of  the 
said   MulUn,   et   lijc   and    the   said   Korz,   et 

UJC, 

North  25' 10'  East  303  feet  to  a  corner 
common  to  the  lands  of  the  said  Mullin.  et 
ux  and  the  lands  now  or  formerly  owned  by 
Arthur  J.  Albright,  et  al  and  In  the  line  of 
the  lands  of  the  said  Korz.  ei  ux;  thence, 
leaving  the  lands  of  the  said  MuIlln.  et  ux 
and  continuing  with  the  center  of  the  said 
Township  Route  Number  358  and  the  line 
between  the  lands  of  the  said  Albng-ht,  et 
al  and  the  said  Korr..  et  ux. 

North  25=  10'  East  29  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Albright,  et  ai 
and  the  said  Korz,  el  ux  and  the  lands  now 
or  formerly  owned  by  Jane  Sproul  Klaer 
.^siplnall.  et  al;  thence,  leaving  the  lands  of 
the  said  Albright,  et  al  and  leaving  the  lands 
of  the  .-laid  Korz,  et  ux,  continuing  with  the 
center  of  the  said  To^-nship  Route  Number 
368  and  sevenng  the  lands  of  the  said  Aspln- 
all,  et  al, 

In  a  generally  Northeasterly  direction, 
CP068ing  the  center  of  Adams  Creek  at  ap- 
proximately 2840  feet.  In  all  approximately 
BUG  feet  to  a  comer  comn>on  to  the  land.s 
of  the  said  A-sptnall,  et  al  and  the  lands  now 
or  formerly  owned  by  Marie  Zlmmennann; 
thence  continuing  in  and  along  the  said 
Township  Route  Number  358  and  with  the 
line  between  the  lands  of  the  said  Asplnall, 
et  al  and  the  sa'.d  Zlnvmerrr.ann 

North  41 '35'  East  1837  feet  to  a  point  In 
the  center  of  the  said  Towiishlp  R<:>ute  Num- 
ber 358  and  In  the  line  between  the  lands 
of  the  said  Asplnall,  et  al  and  the  said  TAm- 
mermann;  thence,  lea'.ing  the  lands  of  the 
said  -Asplnall,  et  al  and  continuing  with  the 
center  of  the  said  Township  Route  Number 
358,  severing  the  lands  of  the  said  Zlmmer- 
mann. 

In  a  Nortlieasterly  direction  approximately 
1395  feet  to  a  comer  common  to  the  lands 
of  the  said  Asplnall.  et  al  and  the  saJd  Zlm- 
mermann  and  the  lands  now  or  formerly 
owned  by  tlie  First.  Meihodlst  Episcopal 
Church  of  Dlngnians  Ferry;  thence,  leaving 
the  lands  of  the  said  Zimmgrmaan  and  con- 
tinuing with  the  center  of  the  said  Town- 
ship Route  Number  338  and  with  the  line  be- 
tween the  l&nda  of  the  s&id  Asplnall,  et  al 
and  the  said  Church, 


North  24<24"  East  43  feet  to  a  oorner  com- 
nioa  to  the  lands  of  the  said  Asp4nan,  et  al 
and  the  lands  no^  or  formerly  owned  by 
James  Fergiison  and  In  tbe  line  of  the  lands 
of  the  said  Church,  said  corner  being  at  the 
intersection  of  the  center  of  Township  Route 
Niunber  358  with  the  center  of  Townrtilp 
Route  Number  362;  tiience,  leaving  the  lands 
of  the  said  Asplnall,  et  al  and  the  center  of 
the  said  Township  Route  Number  358  and 
with  the  line  between  the  lands  of  the  said 
Ferguson  and  the  said  Church  and  the  cen- 
ter of  the  said  Township  Bloute  Number  362, 

North  24^24'  East  649  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Ferguson,  the 
said  Church,  the  said  Zlmmermann  and  the 
lands  now  or  formerly  owned  by  Charles  H. 
Dotey;  thence,  leaving  the  lands  of  the  said 
Fergtuion  and  the  said  Church,  continuing 
with  the  center  of  the  said  To^wnshlp  Route 
Number  362  and  with  the  line  between  the 
lands  of  the  said  Dotey  and  the  said  Zlm- 
mermann,  the  following  courses  and  dis- 
tances: 

North  28 '39'  East  218  feet. 

North  25  =  08'  East  750  feet. 

North  20 '54'  East  212  feet,  j 

North  11*47'  East  70  feet. 

North  06^29'  East  253  feet. 

North  05^20'  East  243  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Dotey,  the  said 
Zlmmermann,  the  lands  now  or  formerly 
owned  by  Frances  Dorothy  MacGregor  and 
the  lands  now  or  formerly  owned  by  Robert 
Thorn  Baylee.  et  al;  thence,  leaving  the  lands 
of  the  said  Dotey  and  the  said  Zlmmermann 
and  continuing  with  the  center  of  the  said 
Towasiilp  Route  Number  362  and  wlih  the 
line  between  the  lands  of  the  said  MacGregor 
and  the  said  Baylee.  ei  al. 

North  06-15'  East,  passing  a  corner  com- 
mon to  the  lands  of  ibe  said  MacGregor  and 
the  lands  now  or  formerly  owned  by  Les- 
icr  B  MacDouaid,  et  ux  approxiniateiy  20 
feet,  Ln  aii  211  feet  to  a  corner  commoji  to 
the  lands  of  the  said  MacDoruild,  et  ux  and 
other  lands  of  the  said  MacOregor,  and  In  the 
line  of  the  lands  of  the  said  Bayles.  et  al; 
thence,  leaving  the  lands  of  the  said  Mac- 
Donald,  et  U.X  and  continuing  with  the  cen- 
ter of  eald  Township  Route  Number  362  and 
with  the  line  between  the  said  other  lands 
of  the  said  MacGregor  and  the  lands  of 
the  said  Bayles,  et  al,  the  following  courses 
and  distances; 

North  05^10'  East  213  feet. 

North  06 '22'  East  81  feet. 

North  01 '51'  West  124  feet. 

NortJi  10"00'  West  169  feet  to  a  comer 
conunon  to  tJie  said  other  lands  of  the  said 
MacGregor  and  the  lands  now  or  formerly 
owned  by  Charles  Davanzo.  et  ux  and  In 
the  line  of  the  lands  of  the  said  Bayles.  et 
al;  thence,  leartng  the  said  other  lands 
o'.  the  said  MacGregor  and  continuing  with 
the  center  of  the  sold  Township  Route  Num- 
ber 362  and  -with  the  line  between  him  then 
the  lands  of  the  said  Davanzo,  et  ilt  and 
the  said  Bayle^.  et  al. 

North  09*19'  West  125  feet  to  a  corner 
common  to  the  lands  of  the  said  Davanzo.  et 
ux,  the  said  Bayles.  et  al,  the  lands  now  or 
formerly  owned  by  George  W.  Douglas,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Harold  L  Steele,  thence,  leaving  the  lands 
rf  the  said  Davanzo,  et  ux.  and  fie  said 
Bayles,  et  al.  and  continuing  with  the  center 
cf  the  said  Township  Ro'ute  Number  362,  and 
with  the  line  between  the  lands  of  the  said 
Douglas,  et  ux,  and  the  said  Steele, 

North  11*43'  West  302  feet  to  a  comer 
common  to  the  lands  of  the  said  D<.iugla.«,  et 
ux,  and  the  said  Steele;  thence,  leaving  the 
lands  of  the  said  Douglas,  et  ux  and  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  362.  severing  the  lands  of  said 
Steele, 


In  a  generally  Northerly  direction  approxi- 
mately 705  feet  to  a  corner  common  to  the 
lands  now  or  formerly  owned  by  Louis  J, 
DeMilhau,  Jr.,  and  the  lands  now  or  formerly 
owned  by  Walter  J.  Melghan,  et  al,  and  In  the 
line  of  the  lands  of  the  said  Steele;  thence, 
leaving  the  lands  of  the  said  Steele,  and  con- 
tinuing with  the  center  of  the  said  Township 
Route  Number  362,  and  the  line  between  the 
lands  of  the  said  DeMilhau,  Jr.  and  the  said 
Melghan,  et  al,  the  following  courses  and 
distances ; 

North  17°S9'  East  120  feet. 

North  24*41'  East  179  feet  to  a  point  at  the 
Intersection  of  the  center  of  the  said  Town- 
ship Route  Number  362  and  Township  Route 
Number  339,  being  a  corner  common  to  the 
lands  of  the  said  DeMilhau,  Jr.,  and  the  said 
Melghan,  et  al;  thence,  leaving  the  lands  of 
the  said  Melghan.  et  al.  and  severing  the 
lands  of  the  said  DeMilhau,  Jr.,  continuing 
with  the  center  of  the  said  Township  Route 
Number  362. 

In  a  generally  Northerly  direction  approxi- 
mately 1673  feet  to  a  corner  common  to  the 
lands  now  or  formerly  owned  by  Tri-State 
Land  Co.,  Ine  ,  and  the  lands  now  or  formerly 
owned  by  Dorothy  Strunk,  and  In  the  line 
of  the  lands  of  the  said  DeMUhau.  Jr,;  thence, 
leaving  the  lands  of  the  said  DeMilhau,  Jr., 
and  continuing  with  the  center  of  the  said 
Township  Route  Number  362  and  the  line 
between  the  lands  of  the  said  Land  Co..  Inc. 
and  the  said  Strunk,  the  following  courses 
and  distances : 

North  03*01'  East,  crossing  the  line  be- 
tween the  Township  of  Delaware  and  the 
Township  of  Dlngman  at  approximately  81 
feet.  In  all  126  feet. 

North  09*03'  East  164  feet. 

North  06*33'  East  99  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Land  Co.,  Inc.. 
and  the  said  Strunk;  thence,  leaving  the 
lands  of  the  said  Strunk,  continuing  with 
the  center  of  the  said  Township  Route  Num- 
ber 362  and  severing  the  lands  of  the  said 
Tri-State  Land  Co  ,  Inc  , 

In  a  generally  Northerly  direction,  crossing 
the  Conashaugh  Creek  at  approximately  1824 
feet.  In  all  2694  feet  to  a  jwint  in  the  center 
of  the  said  Township  Route  Number  362, 
being  a  corner  common  to  the  lands  of  the 
said  Trl-State  Land  Co.,  Inc.,  and  the  lauds 
now  or  formerly  owned  by  Harold  Popewiny. 
et  ux;  thence,  continuing  with  the  center  of 
the  said  Township  Route  Number  362  and 
with  the  line  between  the  lands  of  the  said 
Popewiny,  et  ux,  and  the  said  Tri-State  Land 
Co.,  Inc., 

North  28  00'  East  500  feet  to  a  corner  oom- 
mon to  the  lands  of  the  said  Pope'vrtny,  et  ux 
atul  the  said  Land  Co.,  Inc.;  thence,  leaving 
the  lands  of  the  said  Popewiny,  et  ux,  and 
continuing  with  tive  center  of  the  said  Town- 
ship Route  Number  362,  severing  the  lands 
of  the  said  Trl-State  Land  Co.,  Inc.. 

In  a  Northeasterly  direction  approximately 
977  feet  to  a  point  In  the  line  between  the 
lands  of  the  said  Land  Co..  Inc.,  and  the  lands 
now  or  formerly  owned  by  Marguerite  C. 
Astlett,  being  a  point  In  the  center  of  the 
said  Township  Route  Number  362;  thence, 
leaving  the  land-;  of  the  said  Tri-State  Land 
Co  ,  Inc.  and  severing  the  lands  of  the  said 
Astlett,  continuing  with  the  center  of  the 
said  Township  Route  Number  362. 

In  a  Northerly  direction  approximately 
1 1-46  leet  to  a  point  in  the  intersection  of  the 
center  of  the  said  Township  Route  Number 
362.  with  the  center  of  Legislative  Route 
Number  51001.  being  a  oorner  oommon  to  the 
lands  of  the  ssUd  Astlett  and  the  lands  now 
or  formerly  owned  by  Harold  L.  Steele,  and 
In  taie  line  of  the  lands  now  or  formerly 
owned  by  l<arg«Lret  Hamilton;  thence,  leaving 
the  lands  of  the  said  Steele,  and  the  said 
Astlett,  and  with  the  center  of  the  said  Legls- 
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latlve    Route    Number    51001,    severing    the 
lands  of  the  said  Hamilton, 

In  a  generally  Northeasterly  direction, 
passing  the  center  of  Legislative  Route  Num- 
ber B10C7  at  approximately  1031  feet.  In  aU 
approximately  1582  feet,  to  a  corner  com- 
mon to  the  lands  of  the  said  Hamilton,  and 
the  lands  now  or  formerly  owned  by  George 
Gross,  et  ux;  thence,  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
51001,  and  with  the  line  between  the  lands 
of  the  said  Gross,  et  ux  and  the  said  Hamil- 
ton, the  following  courses  and  distances: 
North  55*17'  East  313  feet. 
North  52 '19'  East  195  feet  to  a  corner 
common  to  the  lands  of  the  said  Gross,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Edith  Salzman.  and  In  the  line  of  the  lands 
of  the  said  Hamilton;  thence,  leaving  the 
lands  of  the  said  Gross,  et  ux,  and  continu- 
ing with  the  center  of  the  said  Legislative 
Route  Number  51001.  and  with  the  line 
between  the  lands  of  the  said  Salzman  and 
the  said  Hamilton, 

North  49*33'  East  177  feet  to  a  comer 
common  to  the  land<;  of  the  said  Salzman, 
and  the  lands  now  or  formerly  owned  by 
Joseph  Slenkevo.  and  In  the  line  of  the  lands 
of  the  said  Hamilton;  thence,  leaving  the 
lands  of  the  said  Salzman.  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  61001,  and  with  the  line  between 
the  lands  of  the  said  SienVtevo  and  the  said 
Hamilton, 

North  47*14'  East  208  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Hamilton  and 
the  lands  now  or  formerly  owned  by  Marjorle 
F.  Reaggs,  and  in  the  line  of  the  lands  of 
the  said  Slenkevo;  thence,  leaving  the  lands 
of  the  said  Hamilton,  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
61001  and  the  line  between  the  lands  of 
the  said  Slenkevo  and  the  said  Reaggs. 

North  46=12'  East  47  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Slenkevo  and 
the  lands  now  or  formerly  owned  by  Sarah 
Jane  T.  Schiffer,  et  al.  and  In  the  line  of 
the  lands  of  the  said  Reaggs;  thence,  leaving 
the  Isinds  of  the  said  Slenkevo.  and  contin- 
uing with  the  center  of  the  said  Legislative 
Route  Number  51001.  and  the  line  between 
the  lands  of  the  said  Schiffer,  et  al.  and  the 
Bald  Reaggs. 

North  43° 32'  East  231  feet. 
North  38*48'  East  107  feet  to  a  corner 
common  to  the  lands  of  the  said  Reaggs. 
and  the  lands  now  or  formerly  owned  by 
Stanley  J.  Dick,  and  !n  the  line  of  the  lands 
of  the  said  Schiffer,  et  al;  thence,  leaving 
the  lands  of  the  said  Reaggs.  and  continuing 
with  the  center  of  the  said  Legislative  Route 
Number  51001,  and  the  line  between  the 
lands  of  the  said  Schiffer,  et  al.  and  the  said 
Dick, 

North  35 '49  East  126  feet  to  a  corner  com- 
mon to  the  lands  of  tlie  said  Stanley  J.  Dick 
and  the  lands  now  or  formerly  owned  by 
Viola  M,  Dick,  and  in  the  line  of  the  lands 
of  said  Schiffer,  et  al  ;  thence,  leaving  the 
lands  of  the  said  Stanley  J  Dick,  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  51001  and  the  line  be- 
tween the  lands  of  the  said  Schiffer,  et  al. 
and  the  said  'Viola  M,  Dick, 

North  30  39'  East  104  feet  to  a  corner 
common  to  the  land.s  of  the  said  'Viola  M. 
Dick  and  the  lar -^  uow  or  formerly  owned 
by  Fannie  L.  Klpp,  and  In  the  line  of  the 
lands  of  the  said  Schiffer,  et  al.;  thence, 
leaving  the  lands  of  the  said  Viola  M.  Dick 
and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  51001  and  the  line 
between  the  lands  or  the  stUd  Schiffer,  et  al  , 
and  the  said  Kipp, 

North  21*19'  East  97  feet. 
North  1015'  East  65  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Kipp  and  the 
lands  now   or   formerly   owned  by   Viola  M. 
Dick,   and   In   the  line   of   the   Unds  of   the 


Bald  SchllTer,  et  al.;  thwace,  leaving  the  lands 
of  the  said  Epp,  and  continuing  with  the 
center  of  the  aald  Legislative  Btoute  Number 
51001,  and  the  line  between  the  lands  of  the 
said  Schiffer,  et  al.,  and  the  said  Dick,  the 
following  courses  and  distances; 
North  02*43'  East  86  feet. 
North  02*48'  Bast  245  feet  to  a  comer 
common  to  the  lands  of  the  said  Viola  M. 
Dick  and  the  lands  now  or  formerly  owned  by 
Anthcnv  M.  Schneider,  et  ux,  and  m  the 
line  of  the  lands  of  the  said  Schiffer,  et  al.; 
therfce,  leaving  the  lands  of  the  said  Viola 
M.  Dick,  continuing  with  the  center  of  the 
said  Legislative  Route  Number  61001  and 
the  line  between  the  lands  of  the  said  Schif- 
fer. et  al    and  the  said  Schneider,  et  ux. 

North  05'52'  East  176  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Schneider,  et 
ux  and  the  lands  now  or  formerly  owned 
by  Stephen  Garrison,  et  ux,  and  In  the  line 
of  the  lands  of  the  said  SchiSer.  et  al.; 
thence,  leaving  the  lands  of  the  said 
Schneider,  et  ux,  and  continuing  with  the 
center  of  the  said  Legislative  Route  Number 
51001,  and  the  line  between  the  Unds  of 
the  said  SchifTer,  et  al..  and  the  said  Gar- 
rison, et  ux.  the  foUowing  courses  and 
distances : 

North  10*51'  East  85  feet 
North  17*16'  East  114  feet  to  a  comer 
common  to  the  lands  of  the  aaid  Garrison, 
et  ux  and  lands  now  or  formerly  owned  by 
Emll  Lamac,  et  ux,  and  In  the  jlne  of  the 
lands  of  the  said  Schiffer,  et  al.;  thence,  leav- 
ing the  lands  of  the  said  Garrison,  et  ux.  and 
continuing  with  the  center  of  the  said  Legis- 
lative Route  Number  61001.  and  the  line  be- 
tween the  lands  of  the  said  Schiffer.  et  al 
and  the  said  Lamac.  et  ux;  the  following 
courses  and  distances : 

North  23*48'  East  170  feet. 
North  30*06'  East  317  feet  to  a  oorner 
common  to  the  lands  of  the  said  Schiffer. 
et  al  and  the  said  Lamac.  et  ux;  thence, 
leaving  the  lands  of  the  s&ld  Lamac.  et  ux. 
continuing  with  the  center  of  the  said  Leg- 
Isiative  Route  Ntunber  51001  and  severing 
the  lands  of  the  said  Sarah  Jane  T.  Schiffer, 
et  al,  the  following  courses  and  distances; 
North  29*57'  East  207  feet. 
North  28*20'  East  163  feet  to  a  owner 
common  to  the  lands  of  the  said  Schiffer. 
et  al  and  the  lands  now  or  formerly  owned 
by  the  School  District  of  Dlngman  Town- 
ship; thence,  continuing  with  the  center  of 
the  said  Legislative  Route  Number  61001 
and  with  the  line  between  the  lands  of  the 
said  Schiffer,  et  ai  and  tlie  said  School  Dis- 
trict, 

North  26*43  East  119  feet  to  a  corner 
conuiiou  to  the  lands  of  the  said  School  Dis- 
trict and  the  lands  now  or  formerly  owned 
by  Clara  A.  Wohlberg.  and  in  tiie  line  of  the 
lands  of  the  said  Schiffer,  et  al,  said  corner 
being  at  the  Intersection  of  the  said  Legis- 
lative Route  Number  51001  and  Legislative 
Route  Number  51008;  thence,  leaving  the 
lands  of  the  said  School  District  ai.d  the 
said  L-eglslative  Route  Number  61001  and 
with  the  center  of  Legislative  Route  Num- 
ber 51008  and  the  line  between  the  lands 
of  the  said  Schiffer,  et  al,  and  the  said  Wohl- 
berg, 

North   25*03'   East   70   feet   to   a   point   at 
the  intersection  of  the  said  Legislative  Route 
Number  51008  with  Legislative  Route  Num- 
ber  746;    thence,   leaving  t"ne   center  of   the 
said   Legislative   Route   Number   6IC1O8,    and 
witli  the  center  of  the  said  Legislative  Route 
Number  746  and  the  liiw  between  the  lands 
of  the  said  Schiffer,  et  ai  and  the  said  Wohl- 
berg, the  following  courses  and  dlstAuces- 
North  24  "39'  East  179  feet. 
North  20'  12'  East  386  feet, 
NcM-th   20*37'    East    146   feet    to    a    corner 
common    to    the    lands    of    the    said    Sarah 
Jane  T.  Schiffer  et  al  and  the  land";  now  or 
formerly  o'RTied  by  Norman  Hills.  Inc..  and 


In  the  Une  of  the  lands  of  the  said  Wohl- 
berg; thence,  leaving  the  lands  of  the  said 
Schiffer.  et  al  and  the  said  Norman  Hllto, 
Inc..  and  contlnulnp  with  the  center  of  th» 
said  Legislative  Route  Number  746,  and 
severing  the  lands  of  the  said  Wohlberg. 

In  a  Northe*v~tcrly  direction  approxlmatelv 
585    feet   to    a    point    In    the    center   of   the 
bridge  over  Raymondsklll  Creek,  and  In  the 
line  between  the  lands  of  the  said  Wohlberg 
and    the    said    Norman    Hills,    Inc.;    thence, 
leaving    the  lands  of  the  said  Wohlberg.  and 
the  center  of  the  said  Raymondsklll  Creek. 
continuing  with  the  center  of  the  said  Leg- 
islative Route  Number  746.  and  severing  the 
lands  of  the  said  Norman  Hills,  Inc.,  the  fol- 
lowing co'..u^cs  and  distances; 
North  43*48'  E^ast  84  feet. 
North   53*25'    East   143  feet  to   a  point   in 
the  line  between  tlie  lands  of  the  said  Nor- 
man Hills.  Inc..  and  the  lands  now  or  for- 
merly   owned    by    Sarah    D.    Simon,    thence, 
leaving  the  lands  of  the  said  Norman  Hlils, 
Inc  .  continuing  with  the  center  of  the  said 
Legislative  Route  Number  746,  and  severing 
the  lands  of  the  said  Simon. 

In  a  Northeasterly  direction  approximately 
IfiO  feet  to  a  corner  common  to  the  lands 
of  the  B&ld  Simon,  and  the  lands  now  or 
formerly  owned  by  Harry  W.  Buchanan,  et 
ux;  thence,  continuing  with  the  center  of 
the  said  Legislative  Route  Number  746.  and 
with  the  Une  between  the  lands  of  the  said 
Buchanan,  et  ux.  and  the  said  Simon,  the 
following  courses  and  distances: 
North  62*51'  East  102  feet. 
North  66'02'  East  103  feet  to  a  corner 
common  to  the  lands  of  the  said  Buchanan, 
et  ux  and  the  lands  now  or  formerly  owned 
by  Alan  C.  B,  Lleb.  et  ux  and  in  the  line  of 
the  lands  of  the  said  Simon;  thence,  leav- 
ing the  lands  of  the  said  Buchanan,  et  ux. 
and  continuing  with  the  center  of  the  said 
Legislative  Route  Number  746  and  with  the 
line  between  the  lands  of  the  said  Lieb,  et 
ux  and  the  said  Simon, 

North  72*15'  East  69  feet  to  a  corner 
common  to  the  lands  of  the  said  Simon  and 
the  lands  now  or  formerly  owned  by  George 
Goehring,  et  ux.  and  in  the  line  of  the  lands 
of  the  said  Ljeb,  et  ux:  thence,  continuing 
with  the  center  of  the  said  Legllslative 
Route  Number  746  and  with  the  line  be- 
tween the  lands  of  the  said  Lleb,  et  ux  and 
the  said  Goehring.  et  ux.  the  following 
courses  and  distances: 

North  73' 30'  East  111  feet. 
North  79' 25'  East  123  feet. 
North  81M6  East  128  feet. 
North  83  36  East  176  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Lieb,  et  ux,  the 
said  Goehring.  et  ux.  the  lands  now  or  form- 
erly owned  by  Merrltt  B.  Quinn,  and  tlie  lands 
now  or  formerly  ovnied  by  SUver  Spring 
House.  Inc.;  thence,  leaving  the  lauds  of  the 
said  Lleb.  et  ux.  and  the  aeld  Goehring.  et  ux. 
and  continuing  ■with  the  center  of  tlie  said 
Legislative  Route  Number  746  and  the  Une 
between  the  lands  of  the  said  Merritt  B, 
Quhin  and  the  said  Silver  Spring  House,  Inc.. 
North  82'02'  East  439  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Silver  Spring 
House,  Inc.  and  the  lands  now  or  formerly 
owned  by  Perry  R  BrO';kett,  and  in  ihe  line  of 
the  said  Qulnn;  thence,  leaving  the  lands  of 
the  said  Silver  Spring  House,  Inc.,  couUnuliig 
with  the  center  of  the  said  Legislative  Route 
Number  746,  and  the  line  between  the  lands 
of  the  said  Qulnn  and  the  said  Brockett, 

North  82  02'  East  439  feet  to  a  corner  com- 
mon tC'  the  lands  of  the  said  Qulnn,  the  said 
Brociceit.  and  the  lands  now  or  formerly 
owned  by  the  Delaware' Valley  Grange  Home 
Association.  A.''K/A  Ravmondsklll  Valley 
Grange  Hc«ne  Association,  and  the  lands  now 
or  formerly  owned  by  Silver  Spring  House. 
Inc  .  said  comer  being  at  the  Intersection  of 
Legislative  Route  Number  746  with  Town- 
ship Route  Number  379;  thence,  leaving  the 
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lands  of  the  said  QuUin  and  the  said  Brock- 
ett.  and  leaving  the  said  Township  Route 
Number  379.  continuing  with  the  center  of 
the  said  Legislative  Route  Number  746,  and 
the  line  between  the  lands  of  the  said  Orange 
Home  Ass.xjlatlon  and  the  said  Silver  Spring 
House.  Inc. 

.  North  81  57'  East  122  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Grange  Home  As- 
sociation and  the  said  Qiilnn,  and  in  the 
line  of  the  lands  of  the  said  Silver  Spring 
House.  Inc.;  thence,  leaving  the  lands  of  the 
said  Grange  Home  Association  and  continu- 
ing with  the  center  of  the  said  Legislative 
Route  Number  746.  and  the  line  between  the 
lands  of  the  said  Qulnn  and  the  said  Silver 
Spring  House.  Inc.. 

North  82  07'  East  322  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Qulnn  and  the 
lands  now  or  formerly  owned  by  EnUl  Laub- 
scher.  Jr  .  et  ux.  and  In  the  line  of  the  lands 
of  the  said  Silver  Spring  House.  Inc.;  thence. 
leaving  the  lands  of  the  said  Merrltt  B. 
Qulnn,  continuing  with  the  center  of  the 
said  Legislative  Route  Number  746.  and  with 
the  line  between  the  lands  of  the  said  Laub- 
scher.  Jr..  et  ux  and  the  said  Silver  Spring 
House,  Inc., 

North  82  03'  E.\st  239  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Laubscher,  Jr., 
efux  and  the  lands  now  or  formerly  owned 
by  Joseph  Harrington,  et  al  and  Ln  the  line 
of  the  lands  of  the  said  Silver  House,  Inc.; 
thence.  leaving  the  lands  of  the  said  Lau- 
bscher, Jr  .  et  ux.  and  contmulng  with  the 
center  of  the  said  Le^slative  Route  Numt)er 
746  and  the  line  between  lands  of  the  said 
Harrington,  et  al.  and  the  said  SUver  Spring 
House.  Inc.. 

North  82  03'  East  62  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Silver  Spring 
House.  Inc  and  the  lands  now  or  formerly 
owned  by  Arthur  H.  Hacker.  Jr  .  and  Ln  the 
line  of  the  lands  of  the  said  Harrington,  et 
al;  thence,  leaving  the  lands  of  the  .said 
Silver  Spring  House.  Inc.  and  continuing  with 
the  center  of  the  said  Legislative  Route  Num- 
ber 746,  and  the  line  between  the  lands  of 
the  said  Harrington,  et  al,  and  the  said 
Hacker.  Jr  , 

North  82  03'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Harrington,  et 
al.  and  the  lands  now  or  formerly  owned  by 
Alvln  L.  Blitz,  et  ux.  at  approximately  146 
feet.  In  all  238  feet,  to  a  corner  conimon  to 
the  lands  of  the  said  Blitz,  et  ux  and  the 
lands  now  or  formerly  o^^^^ed  by  William  A 
Fischer,  et  ux.  and  in  the  line  of  the  land.? 
of  the  said  Hacker.  Jr.;  thence,  leaving  the 
lands  of  the  said  Blitz,  et  ux  and  continuing 
wltlvthe  center  of  the  said  legislative  Route 
Number  746  and  the  line  between  the  lands 
of  the  said  Flsch?r.  et  ux.  and  the  said 
Hacker,  Jr  . 

North  82  58'  East  349  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Fischer,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Charles  S.  Castle,  et  ux.  and  In  the  line  of 
the  lands  of  the  said  Arthur  H  Hacker.  Jr  ; 
thence,  leaving  the  lands  of  the  said  FLscher, 
et  ux.  continuing  with  the  center  of  the  said 
LegLslatlve  Route  Number  746.  and  the  line 
between  the  said  Castle,  et  ux,  and  the  said 
Hacker.  Jr  . 

North  78  18  East  189  feet  to  a  corner  com- 
mon to  the  lands  of  the  .said  Ca,stle.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Margaret  L  Gavollle.  and  in  the  line  of  the 
lands  of  the  said  Hacker.  Jr  ;  thence,  leaving 
the  lands  of  the  said  Castle,  et  ux.  and  con- 
tinuing with  the  center  of  the  said  Legisla- 
tive Route  Number  746.  and  the  line  ijetween 
the  lands  of  the  said  OavolUe  and  the  said 
Hacker.  Jr  . 

North  74'  17'  East  120  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Margaret  L.  Oa- 
volUe. the  lands  of  the  said  Hacker.  Jr .  the 
lands  now  or  formerly  owned  by  Donald  Oa- 


voille,  and  the  lands  nor  or  formerly  owned 
by  Harry  W.  Buchanan,  m,  et  al;  thence, 
leaving  the  lands  of  the  said  Margaret  L. 
Gavollle  and  the  said  Arthur  H.  Hacker,  Jr., 
and  continuing  vrtth  the  center  of  the  said 
Legislative  Route  Number  746  and  the  line 
between  the  lands  of  the  said  Donald  Ga- 
vollle and  the  said  Harry  W.  Buchanan,  III, 
et  al. 

North  73  •'08'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Donald  Gavollle 
and  the  lands  now  or  formerly  owned  by 
Robert  P.  Mornlngstar,  et  ux,  at  approxi- 
mately 563  feet.  In  all  613  feet  to  a  comeor 
common  to  the  lands  of  the  said  Morning- 
star,  et  ux,  and  the  said  Buchanan,  UT,  et  al; 
thence,  leaving  the  center  of  the  said  Legis- 
lative Route  Number  746  and  with  the  line 
between  the  lands  of  the  said  Robert  P. 
Mornlngstar.  et  ux  and  the  said  Buchanan, 
III.  et  al.  the  following  courses  and  dis- 
tances: 

North  16  52'  West  165  feet. 

North  81=24'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Mornlngstar. 
et  ux  and  the  lands  now  or  formerly  owned 
by  Robert  P.  Mornlngstar  at  approximately 
98  feet.  In  all  821  feet  to  a  point  In  the  line 
between  the  lands  of  the  said  Mornlngstar 
and  the  said  Buchanan,  III,  et  al;  thence, 
continuing  with  the  line  between  the  lands 
of  the  said  Mornlngstar  and  the  said  Bu- 
chanan. Ill,  et  al,  the  foUowiiig  courses  and 
distances: 

North  69  00'  East  68  feet. 

North  55  31    East  301  feet. 

North  66  28'  East  71  feet. 

North  77   54'  East  96  feet, 

North  88  30'  East  191  feet. 

North  72  35'  East  73  feet. 

North  46  52'  East  113  feet. 

North  27°34'  East  105  feet. 

North  11  =  10'  East  265  feet. 

North  23  04'  East  89  feet. 

North  34  34'  East  114  feet. 

North  15  =  35   East  156  feet. 

North  01  04   East  333  feet. 

North  13^44  East  156  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Robert  P.  Morn- 
lngstar and  the  said  Harry  W.  Buchanan,  HI, 
et  al.  and  in  the  line  of  the  lands  now  or 
formerly  owned  by  Louis  Zippen;  thence, 
leaving  the  lands  of  the  said  Mornlngstar, 
and  with  the  line  between  the  landg  of  the 
said  Zippen  and  the  said  Buchanan,  III,  et  al. 

South  40  37  Ea.st  120  feet  to  a  point  In  the 
center  of  Legislative  Route  Number  746; 
thence.  leaving  the  lands  of  the  said  Bu- 
chanan. III.  et  al.  and  with  the  center  oi  the 
said  Legislative  Route  Number  746.  severing 
the  lands  of  the  said  Zippen.  the  following 
courses  and  distances: 

North  18'  10'  East  94  feet. 

North  24-30'  East  76  feet. 

North  31>10'  East  155  feet. 

North  37  57'  East  114  feet. 

North  43  =  46'  East  123  feet. 

North  45  33'  East  152  feet  to  a  point  In  the 
center  of  the  said  Legislative  Route  Number 
746;  thence  leaving  the  center  of  the  said 
Legislative  Route  Number  746,  and  continu- 
ing to  sever  the  lands  of  the  said  Zippen, 
the  following  courses  and  distances: 

South  58  40'  East,  crossing  the  center  of 
Township  Route  Number  383  at  approxi- 
mately 91  feet.  Ln  all  1026  feet. 

North  22  17'  East  450  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Zippen 
and  the  lands  now  or  formerly  owned  by 
Anna  Zipf;  thence,  leaving  the  lands  of  the 
said  Zippen  and  severing  the  lands  of  the 
said  Zipf. 

North  22  17'  East  901  feet  to  a  comer 
common  to  the  lands  or  the  said  Zipf  and  the 
lands  now  or  formerly  owned  by  Ruby 
Realty.  Inc  ;  thence,  with  the  line  between 
the  lands  of  the  said  Ruby  Realty.  Inc.,  and 
the  said  Zipf. 


North  2P36'  East  345  feet  to  a  corner 
common  to  the  lands  of  the  said  Ruby 
Realty.  Inc.  and  the  said  Zipf,  and  In  the 
line  of  the  lands  now  or  formerly  owned  by 
Adolph  A.  Wachsman,  et  ux;  thence,  leaving 
the  lands  of  the  said  Ruby  Realty.  Inc.  and 
the  said  Anna  Zipf.  and  severing  the  lands 
of  the  said  Wachsman,  et  ux. 

North  48  35'  East  283  feet  to  a  point  in 
the  line  between  the  lands  of  the  said 
Wachsman,  et  ux  and  the  lands  now  or  for- 
merly owned  by  Renee  Ann  Emery,  et  al; 
thence,  leaving  the  lands  of  the  said  Wachs- 
man. et  ux  and  severing  the  lands  on  the 
said  Emery,  et  al. 

North  79=35'  East  582  feet  to  a  corner 
common  to  the  lands  now  or  formerly  owned 
by  Samuel  C.  Schouppe.  et  ux.  and  the  lands 
now  or  formerly  owned  by  Robert  E.  Sigal. 
et  ux,  and  in  the  line  of  the  lands  of  the 
said  Emery,  et  al;  thence,  leaving  the  lands 
of  the  said  Emery,  et  al.  and  with  the  line 
between  the  lands  of  the  said  Schouppe,  et 
ux,  and  the  said  Slgal,  et  ux. 

North  38n7'  East  632  feet  to  a  corner 
common  to  the  lands  of  the  said  Schouppe, 
et  ux.  and  the  said  Sigal,  et  ux;  thence.  leav- 
ing the  lands  of  the  said  Schouppe.  et  ux. 
and  severing  the  lands  of  the  said  Sigal. 
et  ux. 

North  38=17'  East  395  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Slgal. 
et  ux  and  the  lands  now  or  formerly  owned 
by  Jonas  H.  Anchel.  et  ux;  thence,  with  the 
line  betwen  the  lands  of  the  said  Sigal.  et  ux 
and  the  said  Anchel.  et  ux. 

North  51  =  11'  Weet  626  feet  to  a  comer 
common  to  the  lands  of  the  said  Slgal,  et  ux. 
the  said  Anchel,  et  ux,  and  the  lands  now  or 
formerly  owned  by  Francis  E.  Joed,  et  ux; 
thence,  leaving  the  lands  of  the  said  Slgal, 
et  MX  and  with  the  line  between  the  lands  of 
the  said  Josd.  et  ux  and  the  said  Anchel. 
et  ux. 

North  39=40'  East  682  feet  to  a  corner 
common  to  the  lands  of  the  said  Josd.  et  ux 
and  the  said  Anchel,  et  itx,  and  in  the  line 
of  the  lands  now  or  formerly  owned  by 
Judith  Field  Kartychak,  A  K  A  Judith  Kar- 
tychak;  thence,  leaving  the  lands  of  the 
said  Anchel,  et  ux  and  with  the  line  between 
the  lands  of  the  .said  Josd,  et  ux,  and  the  said 
Kartychak. 

North  57=45'  West  208  feet  to  a  point  In 
the  center  of  Sloat  Brook;  thence,  leaving 
the  lands  of  the  said  Joed,  et  ux,  with  the 
center  of  Sloat  Brook,  .severing  the  lands  of 
the  said  Kartychak.  the  following  courses 
and  distances: 

South  68  30'  East  139  feet, 

North  75=30'  Bast  96  feet. 

North  38=47'  East  42  feet  to  a  corner 
common  to  the  lands  of  the  said  Kartychak 
and  the  lands  now  or  formerly  owned  by 
John  J.  Mulr,  et  ux;  thence,  leaving  the 
lands  of  the  said  Kartychak,  with  the  said 
Sloat  Brok  and  severing  the  lands  of  the  said 
Mulr,  et  ux. 

North  38  47'  East  327  feet  to  a  corner 
common  to  the  lands  of  the  said  Mulr.  et  ux 
and  the  lands  now  or  formerly  ownied  by 
Jonas  H.  Anchel,  et  ux.  and  on  the  right  de- 
scending bank  of  the  said  Sloat  Brook: 
thence,  with  the  line  between  the  lands  of 
the  said  Anchel.  et  ux.  and  the  said  Mulr. 
et  ux,  and  the  said  ripht   descending  bank. 

North  65  27'  East  45  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Anchel.  et  ux. 
and  the  said  Mulr.  et  ux:  thence,  leaving  the 
lands  of  the  said  Muir.  et  ux.  and  the  said 
right  descending  bank,  and  severing  the 
lands  of  the  said  Anchel,  et  ux. 

North  13  43'  West  21  feet  to  a  point  In  the 
center  of  Sawklll  Creek,  said  point  being  in 
the  line  between  the  Township  of  Dlngman 
and  the  Township  of  Mllford:  thence,  con- 
tinuing to  sever  the  lands  of  the  said  Jonas 
H.  Anchel,  et  ux,  and  with  the  said  line  be- 
tween  the  Township   of  Dlngman   and   the 
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Township  of  MUford,  and  with  the  center  of 
the  said  SawklU  Creek  downstream,  the  fol- 
lowing courses  and  distances: 

North  68»35'  Bast  108  feet, 

North  Tg-aC  Eaat  167  feet, 

North  57056 ■  East  232  feet  to  a  po^t; 
thence,  leaving  the  center  of  the  said  Saw- 
mill Creek  and  the  Bald  line  between  the 
Township  of  Dlngman  and  the  Township  of 
Mtlford  and  continuing  to  sever  tbe  lands  of 
the  said  Anchel.  et  ux. 

South  33=31'  East,  passing  a  comer  com- 
mon to  the  lands  of  the  said  Anchel.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Janls  Blair  at  approximately  26  feet.  In  all 
226  feet  to  a  comer  common  to  the  lands  of 
the  said  Blair  and  the  said  Anchel.  et  us: 
thence,  continuing  with  the  line  between  the 
lands  of  the  said  Blair  and  the  said  Anchel. 
et  ux. 

North  56'46'  East  180  feet  to  a  corner 
common  to  the  lands  of  the  said  Blair  and 
the  lands  now  or  formerly  owned  by  Vincent 
Orazlano.  et  ux;  thence,  lea'vlng  the  lands 
of  the  said  Blair,  and  with  the  line  between 
the  lands  of  the  said  Graziano,  et  ux,  and 
■aid  Anchel.  et  ux. 

North  71*20'  East  73  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Orazlano,  et 
nx,  and  the  said  Anchel.  et  ux;  thence,  leav- 
ing the  lands  of  the  said  Orazlano.  et  ux. 
and  severing  the  lands  of  the  said  Anchel, 
ei  ux. 

North  52 '17'  East  309  feet  to  a  point  in 
the  center  of  the  said  Sawklll  Creek,  said 
point  also  being  In  the  said  line  between  the 
Township  of  Dlngman  and  the  Township 
of  Mllford;  thence,  continuing  to  sever  the 
the  lands  of  the  said  Anchel,  et  ux.  down- 
Btream  with  the  center  of  Uie  said  Sawklll 
Creek,  and  with  the  line  between  the  Town- 
ship of  Dlngman  and  the  Township  of  Mll- 
ford. 

South  64'37'  East  225  feet  to  a  corner 
common  to  the  lands  of  the  said  Anchel.  et 
ux,  and  the  lands  now  or  formerly  o'wned  by 
Nazlra  J.  Maloof,  Bald  comer  also  being 
common  to  the  Township  of  Mllford  and  tJie 
Borough  of  Mllford;  thence,  leaving  the 
said  line  between  the  Township  of  Dlngman 
and  the  Township  of  Mllford.  and  continu- 
ing downstream  with  the  center  of  the  said 
Sawklll  Creek,  and  with  the  line  between  the 
lands  of  the  aald  Maloof  and  the  said 
Anchel.  et  ux.  and  with  the  line  between 
the  B<M'ough  of  MUford  and  the  Township  of 
Dlngman. 

South  61  '08'  East  72  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Maloof.  the 
■aid  Anchel.  et  ux.  and  the  lands  now  or 
formerlv  owned  by  Joan  Jermyn:  thence, 
leaving  the  lands  of  the  said  Maloof  and 
the  center  of  the  said  Sawklll  Creek,  and  the 
line  between  the  Borough  of  MUford  and 
Towiishlp  of  Dlngman.  and  with  the  line 
between  the  lands  of  the  said  Jermyn  and 
the  said  Anchel,  et  ux 

South  40"13  West  318  feet  to  a  point: 
■thence,  leaving  the  lands  of  the  said  Anchel. 
et  ux  and  severing  the  lands  of  the  said 
Jermyn, 

South  36 '06  East  290  feet  to  a  point  In 
the  line  between  the  lands  of  the  said 
Jermyn  and  the  lands  now  or  formerly 
owned  by  the  MUfcrd  Milling  Company: 
thence,  leaving  the  lands  of  the  said  Jermyn. 
and  severing  the  lands  of  the  said  MUling 
Company. 

South  36* 06'  Eaft  780  feet  to  a  point  In 
the  liue  between  the  lands  of  the  said  Mil- 
ling Company  and  the  lands  now  or  formerly 
owned  by  Robert  D.  Kraft,  et  ux:  thence, 
leaving  the  lands  of  the  said  Mllford  Mil- 
ling Company,  and  severing  the  lands  of  the 
said  Kraft,  et  ux. 

South  82'31'  East  245  feet  to  a  point  in 

the  line  between  the  said  Kraft,  et  ux  and 
the  lands  now  or  formerly  owned  by  Harry 


S.  Holley.  et  ux;  thenoe,  leaving  the  lands 
of  the  said  Kraft,  et  ux.  and  severing  the 
lands  of  the  said  Holley,  et  ux. 

South  82*31'  East  245  feet  to  a  comer 
common  to  the  lands  of  the  said  HoUey,  et 
ux.  the  lands  now  or  formerly  O'wned  by 
William  P  Wright,  Jr..  et  ux.  and  the  lands 
now  or  formerly  owned  by  George  R.  Wyck- 
off.  et  ux;  thence,  lea-,  ing  the  lands  of  the 
said  Holley,  et  ux  and  the  said  WyciofT.  et 
ux,  and  severing  the  lands  of  the  said 
Wright.  Jr„  et  ux. 

South  82*31'  East  120  feet  to  a  point  in 
the  line  between  the  lands  of  the  said 
Wright,  Jr.,  et  ux  and  the  said  'WyckofT,  et 
ux;  thence,  leaving  the  lands  of  the  said 
Wright.  Jr..  et  ux,  and  severing  the  lands 
of  the  said  Wyckoff,  et  ux. 

South  82*31'  East  260  feet  to  a  point  In 
the  line  between  the  lands  of  the  said  Wyck- 
off, et  ux  and  the  lands  now  or  formerly 
owned  by  Margaret  Durham:  thence,  leav- 
ing the  lands  of  the  said  Wyckoff,  et  ux.  and 
severing  the  lands  of  the  said  Durham. 

South  82'3r  East  280  feel  to  a  point  In 
the  line  between  the  lands  of  the  said  Dur- 
ham and  the  lands  now  or  formerly  owned 
by  WUliam  H.  McGaughey.  et  ux:  thence, 
leaving  the  lands  of  the  said  Durham,  and 
severing  the  lands  of  the  said  McOaughey. 
et  ux,  the  following  cour-^s  and  dL'^tances: 

South  82'31'  East  268  feet. 

South  28<'08'  East  799  feet. 

South  44*10'  Bast  432  feet  to  a  point  In 
ttoe  line  between  the  lands  of  the  said  Mc- 
Gaughey. et  ux  and  ttie  lands  noiv  or  form- 
erly owned  by  Robert  Richard  Schlelds.  et 
ux;  thence,  leaving  tSie  lands  of  the  said 
McG«ughey,  et  ux,  and  severing  the  lands  of 
the  said  Schlelds.  »t  ■ux. 

South  44*10'  Ea.st  283  feet  to  a  point  in  the 
line  between  the  lands  of  the  said  Schlelds 
et  tix  and  tJie  lands  now  or  formerly  owned 
by  the  MUford  Cemetery  Aseoclatlon;  thence 
wtth  the  line  between  the  lands  of  the  said 
Schlelds.  et  ux  and  the  said  Cemetery  Asso- 
cVatlon. 

North  47*04'  East,  passing  a  comer  com- 
mon to  the  lands  of  the  said  Schlelds,  et  ux 
and  the  lands  of  the  said  McCraughey.  et  ux. 
at  approximately  319  feet,  and  passing  a 
comer  common  to  ttie  lands  of  the  said  Mc- 
Gaughey, et  aux  and  ti.e  lands  now  or  form- 
erly owTaed  by  W  Roland  Shannon,  et  ux.  at 
apppoxlmatel'y  353  feet.  In  all  419  feet  to  a 
comer  common  to  the  lands  of  the  said  Shan- 
non, et  ux,  the  lands  of  the  said  Cemetery 
Association,  and  the  lands  now  or  formerly 
owned  by  Douglas  J.  Callahan,  et  ux.  said 
corner  being  In  the  center  of  Township  Route 
Nimiber  426:  thence,  leaving  tlie  lands  of  the 
said  C-emetery  Association,  and  with  the 
center  of  the  said  Township  Route  Number 
436,  and  the  line  between  the  lands  of  the 
said  W.  Roland  Shannon,  et  ux.  and  the  lands 
of  the  said  Callahan,  et  ux. 

North  13*28  West  63  feet  *o  a  00m er  com- 
mon to  the  lands  of  V\e  said  Shannon,  et  ux. 
the  said  Callahan  et  ux  and  the  lands  now 
or  formerly  O'wned  by  Augrist  Me^z,  Jr.; 
thence,  leaving  the  lands  of  the  3aid  Calla- 
han, et  ux  and  continuing  ■with  the  center 
of  the  said  Township  Route  Number  426.  and 
the  line  between  the  lands  of  the  said  Shan- 
non, et  ux  and  the  said  Metz.  Jr  the  fo'.low- 
Ine  covirses  and  distances 

North  29*47    'West  89  feet. 

North  47*09'  West  135  feet. 
North  57"02'  West  127  feet. 
North  54*41'  West  151  feet. 
North  32*  14'  West  38  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Shannon,  et  ■ux. 
the  lands  of  the  said  Metz.  Jr  ,  and  the  lands 
now  or  formerly  owned  by  'William  H.  Mc- 
Gaughey, et  ux;  thence,  leaving  the  lands  of 
the  said  Shannon  et  ux  and  the  lands  of  UM 
sakl  Metz,  Jr.,  and  leaving  the  center  of  the 
said  Tcra-nship  Ro^ute  Number  426    severing 


the  lands  of  the  said  McOaughey,  ei  ux.  the 

following  courses  and  distances; 
North  48*  14'  West  292  fe«t. 
North  20  •07'  We«  3€9  feet. 
North  50  "59    West  367  feet. 
South  88 '02   West  188  feet. 
North  20*04    West  88  feet  to  a  poiat  In  the 
line    betwefa    the    lands    of    the    said    Mc- 
Gatighey.  et  ux  and  the  lands  now  or  form- 
erly   cnmed    by    Margaret    Durham;    thenc«. 
leaving  the  lands  of  the  said  McOaughey,  »t 
ux  and  severing  the  laxids  of  the  said  Dur- 
ham, the  following  courses  and  distances 
North  20*04    West  106  feet, 
North   8S'21'    East,   crossing   the  line  be- 
tween   the   Township   of   Dlngman    and    the 
Borough  of  Mllford,  said  point  being  In  the 
center  of  Saw  kill  Creek,  at  approximately  66 
feet.  In  all  100  feet  to  a  point  In  the  line  be- 
tween the  lands  of  the  said  Durham  and  the 
s&ld  McGaughey,  et  ux,   thence,  leaving  the 
lands  of  the  said  Durham  and  severing  the 
lands  of  Uie  said  McGaughey.  et  ux. 

South  62 '06  East  279  feet  to  a  corner  com- 
mon t»  the  lands  of  the  said  McGaughey. 
et  ux  and  the  lands  now  or  formerly  owned 
by  Pierce  Harper,  et  ux;  thence,  with  the 
line  between  the  lands  of  the  said  Mc- 
Gaughey. et  ux  and  the  s&ld  Harper,  et  ux. 

North  41  '22'  Baat  106  feet  to  a  corner  c<:'ir.- 
mon  to  the  lands  of  the  said  McOaughey.  et 
ux.  the  said  Harper,  et  'ux  and  the  lands  now 
or  formerly  owned  by  Margaret  IXirham; 
thence.  Icavlr^  the  lands  of  the  said  Mc- 
Gaughey. »t  ux  and  with  the  line  between 
■the  lande  of  tlie  aald  Durham  and  the  said 
Harper,  et  ux,  the  foaowing  courses  and 
distances 

South  30 '38  East  19  feet. 
South  78*58'  Kast  87  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Dtirham,  the 
said  Harper,  et  ux.  and  the  lands  now  or 
fomierly  owned  by  Kenneth  W.  Harrington. 
et  ux;  thence,  leaving  the  lands  of  the  said 
Durham  aiid  with  the  line  between  the  lands 
of  the  said  Harrington,  el  ux  and  the  said 
Harper,  et  -ax,  the  following  courses  and  dis- 
tances: 

South  67*06  East  69  feet. 
North  40*22'  East  8  feet  tc  a  corner  com- 
mon to  t^.e  lands  of  the  said  Harrington,  et 
vix.  the  Sftid  Harper,  et  ux  and  the  lands  now 
or  formerly  O'aTied  by  Graham  D  Mussel- 
whlt*.  et  -vix,  thence,  leartng  the  lands  of  the 
said  Harrington,  et  tix,  and  with  the  line 
between  the  lands  of  the  said  Musselwhllc. 
et  ux  and  the  stld  Harper,  et  ux. 

South  62 '38  East  "..56  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Harper.  »t  ux, 
and  the  Ifviids  now  or  fo-'-merly  owned  by  Wil- 
liam H.  McGaughey  et  ux  and  In  the  line  of 
the  lands  of  the  said  Musselwhlte  et  ux; 
thence,  leaving  the  lands  of  the  said  Harper. 
et  ux.  and  with  the  line  between  the  lands  of 
the  said  Musselwhlte.  et  ux  and  the  said 
McGaughey.  et  ux. 

South  63  08  East  39  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Musselwhlte.  et 
ux  and  the  lands  now  or  formerly  owned  by 
Helen  Lanchaiitin.  and  In  line  of  the  lands 
of  the  said  McGaughey.  et  ux;  thence,  leaving 
the  lands  of  the  said  Musselwhlte,  et  ux.  and 
with  the  I'.ne  between  the  lands  of  the  said 
Lanchantlr.  and  the  said  McGaughey.  et  ux. 
South  76=23'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Lanchantin  and 
the  lands  now  or  formerly  owned  by  Rond- 
olp'h  D.  Gregory  at  approximately  96  feet,  Ifl 
all  151  feet,  to  a  comer  common  to  the  lands 
of  the  said  Gregory,  the  lands  of  the  said 
McGaughey.  et  ux  and  the  lands  now  or 
formerly  owned  by  D^hne  Klopman,  thenoe. 
leaving  the  lands  of  the  said  Gregory,  and 
with  the  line  between  the  lands  of  the  Mikl 
Eaopman  and  the  a&ld  McGaughey,  et  ta, 
th«  following  courses  and  dlstancee : 
South  4«°08'  Wwt  23  feet. 
South  40'23  East  3  22  feet. 
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North  41  22'  East  29  fe«£.  to  a  corner  com- 
mon to  the  lands  of  the  said  Klopnmn  and 
the  said  McGaughey.  et  ux,  said  corner  being 
in  the  northwesterly  right-of-way  lino  of 
Cranberry  Alley:  thence,  leaving  the  lands 
of  the  said  Kolpman.  and  with  the  lands 
of  the  said  McGaughey.  et  ux  and  crossing 
the  said  Cranberry  Alley. 

South  32  18'  East,  passing  a  point  In  the 
Southeasterly  right-of-way  of  the  said  Cran- 
berry Alley,  said  point  being  a  point  in  the 
line  of  the  lands  now  or  formerly  owned  by 
George  Benner,  Jr.,  et  ux,  at  appro.ximately 
16  feet,  and  continuing  on  the  same  course 
with  the  line  of  the  lands  of  the  said  Benner. 
Jr..  et  ux.  In  all  71  feet  to  a  corner  common 
to  the  lands  of  the  said  Benner.  Jr..  et  ux.  the 
said  McGaughey.  et  ux.  and  the  lands  now  or 
formerly  owned  by  Leida  O  Courtrlght; 
thence,  leaving  the  lands  of  the  said  Benner. 
Jr.,  et  ux  and  with  the  line  between  the  lands 
of  the  said  Courtrlght  and  the  said  Mc- 
Gaughey, et  ux. 

South  33 '38'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Courtrlght  and 
the  lands  now  or  formerly  owned  by  Edna  V 
Green  at  approximately  55  feet,  in  all  85  fe«»t 
to  a  corner  common  to  the  lands  of  the  said 
Green  and  the  said  McGaughey,  et  ux; 
thence,  continuing  with  the  line  between 
the  lands  of  the  said  Green  and  the  said 
McGaughey.  et  ux. 

South  23*20'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Green  and  the 
lands  now  or  formerly  owned  by  Richard 
Lee  Hoffman,  et  ux,  at  approximately  30  feet. 
In  all  85  feet,  to  a  oornor  common  to  the 
lands  of  the  said  Hoffman,  et  ux,  the  said 
McGaughey.  et  ux  and  the  lands  now  or 
formerly  owned  by  Henry  C  Cron,  et  ux: 
thence,  leaving  the  lands  of  the  said  Hoff- 
man, et  ux  and  with  the  line  between  the 
lands  of  the  said  Cron,  et  ux  and  the  said 
McGaughey,  et  ux, 

South  62-07'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Cron  et  ux.  the 
said  McGaughey,  et  ux  and  the  lands  now 
or  formerly  owned  by  Harvey  Harold  Hotalen. 
et  ux  at  approximately  63  feet.  In  all  84  feet 
to  a  corner  common  to  the  lands  of  the  said 
Hotalen,  et  ux  and  the  said  McGaughey.  et 
ux:  thence,  continuing  with  the  line  between 
the  lands  of  the  said  Hotalen,  et  ux  and  the 
said  McGaughey,  et  ux.  the  following  courses 
and  distances: 

South  18' 55'  E.vst  94  feet. 

South  27  38'  East  96  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Hotalen.  et  ux, 
the  said  McGaughey  et  ux,  and  the  lands 
now  or  formerly  owned  by  Milton  Staub,  et 
ux,  said  corner  being  In  the  center  of  Mott 
Street:  tfience,  leaving  the  lands  of  the  .said 
Hotalen.  et  ux,  and  with  the  line  between 
the  lands  of  the  said  Staub,  et  ux  and  the 
said  McGaughey,  et  ux.  and  with  the  center 
of  the  said  Mott  Street, 

South  43  03'  West  19  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Staub.  et  ux.  the 
said  McGaughey.  et  ux  and  the  lands  now 
or  formerly  owned  by  August  Metz.  Jr.: 
thence,  leaving  the  lands  of  the  said  William 
H.  McGaughey.  et  ux,  and  leaving  the  said 
Mott  Street,  and  with  the  line  between  the 
lands  of  the  said  Staub,  et  ux  and  the  said 
Metz,  Jr.,  the  following  courses  and  dis- 
tances: 

South  49  40"  East  121  feet. 

North  42  44'  East  20  feet  to  a  co/ner  com- 
mon to  the  lands  of  the  said  Staub,  et  ux,  the 
said  Metz,  Jr  .  and  the  lands  now  or  formerly 
owned  by  Leona  Canouse:  thence,  leaving 
the  lands  of  the  said  Staub,  et  ux,  and  with 
the  line  between  the  lands  of  the  said  Cano- 
xi'e  and  the  said  Metz,  Jr  . 

South  72'52'  East  30  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Canouse 
and  the  said  Metz.  Jr  ;  thence,  leaving  the 
Knds  of  the  said  Metz.  Jr  ,  and  severing  the 
lands  of  the  said  Canouse. 


North  70  !9'  East  197  feet  to  a  point  in  the 
line  between  the  lands  of  the  said  Oanouse 
and  the  lands  now  or  formerly  owned  by 
Wilson  Van  Alst.  Jr  ,  et  ux;  thence,  leaving 
the  Lands  of  the  said  Canouse.  and  severing 
the  lands  of  the  said  Van  Alst.  Jr.,  et  ux, 

South  66M3'  East  140  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Van  Alst,  Jr.. 
et  ux,  the  lands  now  or  formerly  owned  by 
Donald  W.  Kayton,  et  ux  and  In  the  line  of 
the  Lands  of  the  said  Metz.  Jr.;  thence,  leav- 
ing the  lands  of  the  said  Van  Alst,  Jr.,  et  ux, 
and  with  the  line  between  the  lands  of  the 
said  Kayton,  et  ux  and  the  said  Metz,  Jr., 

South'  75"36'  East  183  feet  to  a  corner 
common  to  the  lands  of  the  said  Kayton, 
et  ux,  the  said  Metz.  Jr.,  and  the  lands  now 
or  formerly  owned  by  Clara  Nothafft,  said 
corner  being  In  the  center  of  United  States 
Highway  Route  Number  209;  thence,  leaving 
the  lands  of  the  said  Kayton,  et  ux  and  the 
center  of  the  said  United  States  Highway 
Number  209.  and  with  the  line  between  the 
lands  of  the  said  Nothafft  and  the  said  Metz, 
Jr., 

South  63°  12'  East  86  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Nothafft,  the 
said  Metz,  Jr.,  and  the  lands  now  or  formerly 
owned  by  Clarence  Walton,  et  ux:  thence, 
leaving  the  lands  of  the  said  Nothafft,  and 
with  the  line  between  the  lands  of  the  said 
Walton,  et  ux  and  the  said  Metz,  Jr., 

South  54° 31'  East  95  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Walton,  et  vix 
and  the  said  Metz,  Jr.;  thence,  leaving  the 
lands  of  the  said  Metz,  Jr.  and  severing  the 
lands  of  the  said  Walton,  et  ux. 

North  69  "26'  East  137  feet  to  a  point  In 
the  line  of  the  lands  of  the  said  Walton,  et 
ux,  said  point  being  In  the  Southwesterly 
right-of-way  line  of  Harford  Street;  thence, 
with  the  lands  of  the  said  Walton,  et  ux,  and 
with  the  .said  Southwesterly  right-of-way 
line  extended  of  the  said  Harford  Street, 

South  52*  15'  East  37  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Walton,  et  ux 
and  the  lands  now  or  formerly  owned  by 
LawTence  A.  Hoey,  et  al,  said  point  being  In 
the  center  of  the  said  Harford  Street:  thence, 
leaving  the  Southwesterly  right-of-way  line 
extended  of  the  said  Harford  Street  and  with 
the  lands  of  the  said  Hoey,  et  al,  crossing  the 
said  Harford  Street, 

North  25°54'  East  55  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Hoey,  et  al  and 
the  lands  now  or  formerly  owned  by  Gun- 
ther  PGA.  Passarge,  et  ux,  said  comer  being 
in  the  Northeasterly  right-of-way  line  of 
the  said  Harford  Street:  thence,  leaving  the 
Northeasterly  right-of-way  line  of  the  said 
Harford  Street,  and  with  the  line  between 
the  lands  of  the  said  Passarge,  et  ux  and  the 
.said  Hoey,  et  al. 

South  50°54'  Ea.st  28  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Passarge, 
et  ux  and  the  said  Hoey,  et  al:  thence,  leav- 
ing the  lands  of  the  said  Hoey,  et  al  and 
severing  the  lands  of  the  said  Passarge,  et  ux. 

North  87°01'  East  144  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Passarge, 
et  ux  and  the  lands  of  the  said  Hoey,  et  al: 
thence,  with  the  line  between  the  lands  of 
the  said  Pa.ssarge,  et  ux  and  the  said  Hoey, 
et  al. 

North  43°  54'  East  12  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Psissarge.  et  ux, 
the  lands  of  the  said  Hoey.  et  al,  and  the 
lands  now  or  formerly  owned  by  Vanda  Sum- 
mers; thence,  leaving  the  lands  of  the  said 
Passarge.  et  ux  and  with  the  line  between 
the  lands  of  the  said  Summers  and  the  said 
Hoey,  et  al. 

North  42°02'  East,  leaving  the  lands  of  the 
said  Summers  and  passing  the  Southwester- 
ly right-of-way  line  of  Pear  Alley  at  approxi- 
mately 52  feet,  in  all  67  feet  to  a  corner 
common  to  the  lands  of  the  said  Hoey,  et  al 
and   the   lands   now   or  formerly  owned   by 


Reginald  Worthington.  et  ux.  said  corner 
being  In  the  Northeasterly  right-of-way  line 
of  the  said  Pear  Alley;  thence,  leaving  the 
lands  of  the  said  Hoey.  et  al,  and  the  said 
Northeasterly  right-of-way  line  of  the  said 
Pear  Alley  and  severing  the  lands  of  the 
said  Worthington,  et  ux. 

North  44*17'  West  248  feet  to  a  point  in 
the  line  between  the  lands  of  the  said 
Worthington,  et  ux  and  the  lands  now  or 
formerly  owned  by  Roscoe  C.  Gourlay.  et  ux: 
thence,  wdth  the  line  between  the  lands  of 
the  said  Worthington,  et  ux  and  the  said 
Oourlay,  et  ux. 

North  48°56'  West  44  feet  to  a  point  in 
the  Southwesterly  right-of-way  line  of  Ann 
Street;  thence,  leaving  the  lands  of  the  said 
Worthington,  et  ux  and  the  Southwesterly 
right-of-way  line  of  the  said  Ann  Street, 
and  with  the  Southerly  end  of  the  said  .Ann 
Street, 

North  0ri2'  east  73  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Gourlay,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Sidney  L.  Krawitz,  et  ux,  said  corner  being 
In  the  Northeasterly  right-of-way  line  of  the 
said  Ann  Street;  thence,  with  the  North- 
easterly right-of-way  line  of  the  said  Ann 
Street  and  with  the  line  of  the  lands  of  the 
said  Krawitz,  et  ux. 

North  48°59'  west  74  feet  to  a  point; 
thence,  leaving  the  Northeasterly  right-of- 
way  line  of  the  said  Ann  Street,  and  sever- 
ing the  lands  of  the  said  Krawitz.  et  ux,  the 
following  courses  and  distances: 

North  36°09'  east  265  feet. 

North  SS-Sl'  west  326  feet  to  a  corner 
conunon  to  the  lands  of  the  said  Krawitz,  et 
ux  and  the  lands  now  or  formerly  owned 
by  H.  James  Crellln.  said  corner  being  in  the 
Southeasterly  right-of-way  line  of  Straw- 
berry Alley  at  the  intersection  with  the 
Southwesterly  right-of-way  line  extended  of 
Catharine  Street;  thence,  with  the  Southerly 
end  of  the  said  Catharine  Street  and  with 
the  line  of  the  lands  of  the  said  Crellln, 

North  36*12'  east,  passing  the  Northeaster- 
ly right-of-way  line  of  the  said  Catharine 
Street  at  approximately  60  feet,  and  continu- 
ing with  the  line  between  the  lands  of  the 
said  Crellln  and  the  lands  now  or  formerly 
owned  by  the  Borough  of  Milford.  in  all  108 
feet,  to  a  corner  common  to  the  lands  of  the 
said  Borough  and  the  said  Crellln:  thence, 
continuing  with  the  line  between  the  lands 
of  the  said  Borough  and  the  said  Crellln. 
the  following  courses  and  distances: 

South  72*21'  east  68  feet. 

North  74*08'  east  81  feet. 

South  70'3r  east  78  feet. 

North  47*14'  east  30  feet. 

North  49*23'  east  30  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Borough  and 
the  said  Crellln;  thence,  leaving  the  lands 
of  the  said  Crellln  and  severing  the  lands 
of  the  said  Borough, 

North  01*41'  east  136  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Borough 
and  the  lands  now  or  formerly  owned  by 
Florence  K.  Dalrymple:  thence,  leaving  the 
lands  of  the^-  said  Borough  of  Milford  and 
severing  the  lands  of  the  said  Etalrymple,  the 
following  courses  and  distances  : 

North  16  =  37'  east  232  feet. 

North  19*22'  east  119  feet. 

North  15*01'  east  72  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Dalrymple  and 
the  lands  now  or  formerly  owned  by  Freddie 
Malanczuk,  et  ux;  thence,  with  the  line  be- 
tween the  lands  of  the  said  Dalrymple  and 
the  said  Malanczuk,  et  ux. 

North  23'39'  west  180  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Dalrymple  and 
the  said  Malanczuk,  et  ux,  said  corner  being 
in  the  Southeasterly  right-of-way  line  of 
TTilrd  Street;  thence,  leaving  the  lands  of 
the  said  Dalrymple,  and  with  the  South- 
easterly right-of-way  line  of  the  said  Third 
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Street  and  the  Une  of  the  lands  of  the  said 
Malanczuk,  et  ux. 

North  41*55'  east  M  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  MaUnczuk.  et 
ux  and  the  lands  now  or  formerly  owned  by 
frelUn's  Marine  and  Equipment.  Inc., 
thence,  leaving  the  Southeasterly  rlght-of- 
wav  line  of  the  said  Third  Street  and  the 
lands  of  the  said  Malanczuk,  et  ux.  croeslng 
the  said  Third  Street  and  with  the  line  be- 
tween the  lands  now  or  formerly  owned  by 
Charles  E.  Armstrong,  et  ux  and  the  said 
Crelllns  Marine  and  Equipment.  Inc.. 

North  40*28'  west,  passing  the  Northwe-^t- 
erly  right-of-way  line  of  the  said  Third 
Street  at  approximately  60  feet,  In  all  216 
feet,  to  a  corner  common  to  the  lands  of  the 
said  Armstrong,  et  ux  and  the  said  Marine 
and  Equipment,  Inc.;  thence,  continuing 
with  the  line  between  the  lands  of  the  said 
Armstrong,  et  ux,  and  the  said  Marine  and 
Equipment,  Inc., 

North  36*11'  weet.  passing  a  corner  com- 
mon to  the  lands  of  the  said  Armstrong,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Ethel  L.  Travis,  at  approximately  20  feet, 
passing  the  Southeasterly  right-of-way  line 
of  Cranberry  Alley  at  approximately  97  feet 
In  all  113  feet  to  a  point  in  the  Northwest- 
erly right-of-way  line  of  the  said  Cranberry 
Alley,  said  point  being  a  corner  common  to 
the  lands  now  or  formerly  owned  by  Victor 
O.  Gustafson,  et  ux,  and  the  said  Marine 
and  BqiUpment,  Inc.;  thence,  leaving  the 
Northwesterly  right-of-way  line  of  the  said 
Cranberry  Alley  and  with  the  line  between 
the  lands  of  the  said  Gustafson,  et  tix  and 
the  said  Marine  and  Equipment,  Inc.. 

North  16*37'  west  92  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Gustafson.  et 
ux,  the  said  Marine  and  Equipment,  Inc.. 
and  the  lands  now  or  formerly  owned  by 
Robert  E.  Slgal.  et  ux;  thence,  leaving  the 
lands  of  the  said  Gustafson.  et  ux,  and  with 
the  line  between  the  lands  of  the  said  Slgal, 
et  ux  and  the  said  Marine  and  Equipment, 
Inc., 

North  08*17'  west,  passing  the  Southwest- 
erly right-of-way  line  of  Cherry  Alley  at  ap- 
proximately 10  feet,  passing  the  Northeast- 
erly right-of-way  Une  of  the  said  Cherry  Al- 
ley at  approximately  30  feet.  In  all  120  feet 
to  a  corner  common  to  the  lands  of  the  said 
Sigal,  et  ux  and  the  said  Marine  ana  EJquip- 
ment.  Inc.;  thence,  continuing  with  the  line 
between  the  other  lands  of  the  said  Slgal, 
et  ux  and  the  said  Marine  and  Equipment. 
Inc., 

North  02*35'  West  88  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Slgal,  et  ux  and 
the  said  Marine  and  Equipment,  Inc..  said 
point  being  in  the  Southeasterly  right-of-way 
line  of  Fourth  Street;  thence,  leaving  the 
lands  of  the  said  Slgal,  et  ux  and  with  the 
Une  of  the  lands  of  the  said  Marine  and 
Equipment.  Inc  .  along  the  Easterly  end  of 
the  said  Fourth  Street, 

North  16  28  Eaot  91  feel  iii  a  point  at  the 
intersection  of  the  center  of  the  said  Fourth 
Street  with  the  center  of  John  Street:  thence, 
leaving  the  said  Fourth  Street  and  with  the 
Southeasterly  end  of  John  Street  and  the  line 
of  the  lands  of  the  said  Marine  and  Equip- 
ment. Inc  , 

North  03-57  East,  passing  the  Northeast- 
erly right-of-way  line  of  the  said  John  Street 
at  approximately  32  feet,  and  continuing  with 
the  line  of  the  "lands  now  or  formerly  owned 
by  Robert  James  Kyle,  et  ux.  In  all  111  feet 
to  a  corner  common  to  the  lands  of  the  said 
Kyle,  et  ux,  the  said  Marine  and  Equipment 
Co ,  Inc  and  the  lands  now  or  formerly 
owned  by  Walter  J  Bruno,  et  ux:  thence, 
leaving  the  lands  of  the  said  Kyle,  et  ux, 
and  with  the  line  between  the  lands  of  the 
said  Bruno,  et  \ix,  and  the  said  Marine  and 
Equipment.  Inc., 

North  59*46'  East,  crossing  the  center  of 
Vandermark  Creek  at  approximately  192  feet. 
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in  all  239  feet  to  a  comer  common  to  the 
lands  of  the  said  Bruno,  et  ux,  the  said  Ma- 
rine and  Equipment,  Inc  and  the  lands  now 
or  formerly  owned  by  The  Commonwealth  ot 
Pennsvlvanla:  thence,  leaving  the  lande  of 
the  said  Bruno,  et  ux  and  the  lands  of  the 
said  CreUins  Marine  and  Equipment,  Inc. 
and  severing  the  lands  of  the  aald  Common- 
wealth of  Pennsvlvanla. 

South  75*07'  East  308  feet  to  a  point  in  the 
line  between  the  lands  of  the  said  Common- 
wealth of  Pennsylvania  and  the  lands  now 
or  formerlv  owned  by  Cornelius  KoeiMlerman. 
et  ux;  thence,  leaving  the  lands  of  the  said 
Commonwealth  of  Pennsylvania,  and  sever- 
ing the  lands  of  the  said  Koenderman,  et  ux. 
South  75*  07'  East  74  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Koender- 
man, et  ux,  and  the  lands  now  or  formerly 
owned  by  WUliam  C  Gottlieb:  thence,  leav- 
ing the  lands  of  the  said  Koenderman,  et  ux 
and  severing  the  land.s  of  the  said  OottUeb. 
South  62' 21'  East  56  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Gottlieb 
and  the  lands  now  or  formerly  owned  by 
Marv  Jane  Healy.  thence,  leaving  the  lands  of 
the  "said  Gottlieb  and  severing  the  lands  of 
the  said  Healy.  the  following  courses  and 
distances : 

South  45*22  East  50  feet 
South  60*25'  Bart  84  feet  to  a  poUit  in 
the  line  between  the  lands  of  the  said  Healy 
and  the  lands  now  or  formerly  owned  by 
WiUiam  T  Bralsted;  thence,  leaving  the 
lands  of  the  said  Healy.  and  severing  the 
lands  of  the  said  Bralsted. 

South  60*25  East  12  feet  to  a  point  In  the 
line  between  the  lands  of  the  said  Bralsted 
and  the  lands  now  or  formerly  owned  by  the 
Glen  Crest  Equipment  Co  :  thence,  leaving 
the  lands  of  the  said  Bralsted,  and  severing 
the  Unds  of  the  said  Equipment  Co  , 

South  53*17'  East  64  feet  to  a  point  In  the 
Une  between  the  lands  of  the  said  Equip- 
ment Co.,  and  the  lands  now  or  formerly 
owned  by  OrvUle  R.  Nearing:  thence,  leaving 
the  lands  of  the  said  Glen  Crest  Eq\ilpment 
Co.,  and  severing  the  lands  of  the  said  Near- 
ing, the  following  courses  and  distances 
south  61*25'  East  108  feet 
North  72*09'  Ea.n  crossing  the  line  be- 
tween the  Borough  of  Milford  and  the  Town- 
ship of  MUford  at  approximately  87  feet.  In 
all  117  feet  to  a  comer  common  to  the  lands 
of  the  said  Nearing,  the  lands  now  or  for- 
merly owned  by  Portunata  Blzzlgotti.  and  the 
lands  now  or  formerly  owned  by  Marshall 
Myer,  et  ux.  said  corner  being  In  the  center 
of  Bennett  Avenue:  thence,  leavmp  the  lands 
of  the  said  Blzzlgotti,  and  with  the  line  be- 
tween the  lands  of  the  said  Myer.  et  ux  and 
the  said  Nearing,  and  with  the  center  of  the 
said  Bennett  Avenue. 

South  47*Sr  Bft-st  59  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Myer.  et  ux  and 
the  said  Nearing.  and  in  the  line  of  the  lands 
now  or  formerly  owned  by  Ralph  G  La  Pasta, 
et  ux,  said  corner  being  at  the  intersection 
of  the  center  of  the  said  Bennett  Avenue  with 
the  renter  of  Minerva  Avoinie;  thence,  l?aving 
the  lands  of  the  said  Nearing  and  the  cen- 
ter of  the  said  Bennett  Avenue,  and  with 
the  line  twtween  the  lands  of  the  said  Myer. 
et  ux  and  the  said  La  Pasta,  et  ux  and  with 
the  center  of  the  said  Minerva  Avenue. 

North  44*22'  East  92  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Myer.  et  ux 
and  the  said  La  Pasta,  et  ux.  said  corner 
being  at  the  intersection  of  the  center  of  the 
said  Minerva  Aventie  with  the  center  of 
Mildred  Road;  thence,  leaving  the  cent^-r  of 
the  said  Ml:ierva  Avenue,  and  with  the 
center  of  the  said  Mildred  Road,  continuing 
with  the  line  between  the  lands  of  the  said 
Myer.  et  ux  and  the  said  La  Pasta,  et  ux 

South  45* 04'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Myer  et  ux 
and  the  lands  now  or  formerly  owned  br 
William  J.  Scotl.  et  \ix    at  approximately  47 
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feet,  in  all  114  fe«>t  to  a  point  In  the  line 
between  the  land  of  the  said  Scott,  et  ux 
and  the  said  LaPasta,  et  ux;  theiK»,  leaving 
the  ©enter  of  Mildred  Road  and  severing 
the  lands  of  the  said  Scott,  et  ux. 

North  60*28  East  190  feet  to  a  point  to 
the  Une  between  the  lands  of  the  said 
Scott,  et  ux  and  the  lands  now  or  formerly 
owned  by  Ralph  R  Mayer,  et  \ix:  thence, 
leaving  the  lands  of  the  said  Scott,  et  ux. 
and  severing  the  lands  of  the  said  Ralph  B. 
Mver,  et  ux. 

North  27*30'  East  223  feel  to  a  point  in 
the  line  between  the  lands  of  the  said 
Ralph  R  Myer.  et  ux.  and  the  lands  now  or 
formerly  owned  by  Clifford  Myer.  et  ux; 
thence,  leaving  the  lands  of  the  said  Ralph  R 
Myer,  et  ux  and  severing  the  lands  erf  the 
said  Clifford  Myer,  et  ux.  the  following 
courses  and  distances: 

North  22 '56    East  118  feet. 
North  56*38   East  240  feet. 
South   63 '28'   East  375  feet   to  a  pouU   in 
the  line  betwe<'n  the  lands  of  the  said  Clif- 
ford Mver   et  ux  and  the  lands  now  or  for- 
merly   owned    by    Julio    A     Santos,    et    ux 
thence,  with  the  line  between  the  lands  of 
the  said  Clifford  Myer,  et  ux  and  the  said 
Santoe.  et  ux. 

North  47 '41  West  275  feet  to  a  point  in 
the  Une  between  the  lands  of  the  said  Clif- 
ford Myer,  et  ux  and  the  said  Santos  et  ux 
thence,  leaving  the  lands  of  the  said  Clifford 
Myer.  et  ux  and  severing  the  lands  of  the 
said  Santos,  et  ux. 

North  66* 38'  East  1.148  feel  to  a  point  lu 
the  line  between  the  lands  of  the  said 
Santos  et  ux  and  the  lands  now  or  formerly 
owned  by  James  E  Myer,  et  ux;  thence 
leaving  the  lands  of  the  said  Santos,  et  ux 
and  severing  the  lands  of  the  said  James  E 
Myer,  et  ux. 

North  69"  13'  East  1,014  feet  to  a  point  in 
the  line  between  the  lands  of  the  said 
Jamee  E  Myer.  et  ux  and  the  lajids  now  or 
formerly  owned  by  Mary  R  Cuddeback.  et 
al;  thence,  leaving  the  lands  of  the  said 
Myer,  et  ux,  and  severing  the  lands  of  the 
said  Cuddeback    et  al 

North  59*31'  East  321  feet  to  a  corner  com- 
mon to  the  land  of  the  said  Cuddeback.  et 
al  and  the  lands  now  or  formerly  owned  by 
Ira  Roeencrance,  et  ux;  thence,  leaving  the 
lands  of  the  said  Cuddeback,  ei  al,  and  sev- 
ering the  land'  of  the  said  Rosencranoe, 
et  ux 

South  60*10'  Ean  229  feet  to  a  point  m 
the  line  between  the  lands  of  said  Roseri- 
crance,  et  ux  and  other  lands  now  or  for- 
merlv owned  by  Julio  A,  Santos,  et  ux. 
thence,  leaving  the  lands  of  the  said  Rosen- 
crance.  et  ux,  and  severing  the  lands  of 
the  sttid  Santos,  et  ux,  the  following  courses 
and  distances 

South  60*10  East,  crossing  the  center  of 
a  right-of-way  of  the  Tennessee  Gas  Trans- 
mission Company  at  approximately  282  feet, 
in  all  622  feet. 

North  34*16  East  1,120  feet  to  a  point  in 
the  line  between  the  said  other  lands  of 
the  said  Santos  et  ux  and  the  lands  now 
or  formerly  owned  by  Emil  Moglla,  et  ux. 
and  m  the  line  between  the  Township  of 
Milford  and  Uie  Township  of  Westfall; 
thence  leaving  the  lands  of  the  said  Santos, 
et  ux,  and  the  said  MUford-Westfall  Town- 
ship line,  and  severing  the  lands  of  the  said 
Moglla,  et  ux,  the  following  courses  and 
distances; 

North  34^16   East  28b  feet. 
North  80*24   East  886  feet. 
North  66'  17'  West  405  feet. 
North  45 '21    Weet  426  feet  to  a  point  in 
the  said  line  between  the  Township  of  Mil- 
ford and  the  Township  oi  WeatfaU;  thence, 
continuing   to  sever   the  lands   of  the  said 
Moglia.  et  ux.  with  the  said  Mllford-We»<fa» 
Township  Une. 
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North  44*01'  East  954  feet  to  a  point 
thence,  leaving  the  said  MUford-Weetfall 
Township  line,  and  fonttnatng  to  sever  tb« 
landfi  of  the  said  MogMa.  et  ux. 

North  64 '43'  East  461  fe«t  to  a  corner 
common  to  the  lands  of  the  said  MogUa,  et 
ux  and  the  lands  now  or  formerly  owned  by 
Edson  D.  Mosher,  et  ux;  thence,  with  the 
line  between  the  lands  of  the  said  Mosher, 
et  ux  and  the  said  Moglla.  et  ux. 

South  40"55'  East  448  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Mosher.  et  ux. 
the  said  Moglla.  et  ux.  the  lands  now  or 
formerly  owned  by  James  Irish,  et  ux  and 
the  lands  now  or  formerly  owned  by  Dora 
H.  Maxaner;  thence,  leaving  the  lands  of  the 
said  Moglla.  et  ux  and  the  said  Maxaner.  and 
with  the  line  between  the  lands  of  the  said 
Mosher,  et  ux  and  the  said  Irish,  et  ux. 

North  44 '25'  East  299  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Irish,  et  ux 
and  the  lands  now  formerly  owned  by  An- 
thony E  Kerslcki.  et  ux,  and  in  the  line  of 
the  lands  of  the  said  Moeher.  et  ux;  thence, 
leaving  the  lands  of  the  said  Irish,  et  ux.  and 
with  the  line  between  the  lands  of  the  said 
Mosher.  et  ux  and  the  said  Kerslcki.  et  ux. 

North  44'25'  East  100  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Kerslcki.  et  ux 
and  the  lands  now  or  formerly  owned  by 
Ouldo  William  Oeorgl.  et  al  and  In  the  line 
of  the  lands  of  the  said  Mosher.  et  iix;  thence, 
leaving  the  lands  of  the  said  Kerslcki,  et  ux, 
and  with  the  line  between  the  lands  of  the 
said  Mosher.  et  ux  and  the  said  Georgt.  et 
al. 

North  44 '25'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Mosher.  et  ux 
and  the  lauds  now  or  formerly  owned  by 
John  E.  Hosack.  et  ux  at  approximately  48 
feet,  passing  a  comer  common  to  the  lands 
of  the  said  Hosack.  et  ux  and  the  lands  now 
or  formerly  owned  by  Jonathan  T  Palmer  II. 
et  ux  at  approximately  220  feet,  passing  a 
corner  common  to  the  lands  of  the  said  Pal- 
mer n.  et  ux  and  the  lands  now  or  formerly 
owned  by  Bert  Van  Etten.  et  ux  at  approxi- 
mately 401  feet.  In  all  500  feet  to  a  comer 
common  to  the  lands  of  the  said  Georgl.  et 
al  and  the  land*  now  or  formerly  owned  by 
Gloria  Marie  Palmer,  and  in  the  line  of  the 
lands  of  the  said  Van  Btten,  et  ux;  thence, 
leaving  the  lands  of  the  said  Georgl.  et  al  and 
with  the  line  between  the  lands  of  the  said 
Van   Etten.   et  ux   and   the  said   Palmer, 

North  44'25'  East  232  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Palmer  and  the 
lands  now  or  formerly  owned  by  Charles  I. 
Sebrlng,  et  ux,  and  In  the  line  of  the  lands 
of  the  said  Van  Etten.  et  ux:  thence,  leaving 
the  lands  of  the  said  Van  Etten,  et  ux  and 
with  the  line  between  the  lands  of  the  said 
Palmer  and  the  said  Sebrlng.  et  ux. 

South  42*12'  East  134  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Palmer  and 
other  lands  of  the  said  Georel,  et  al  and  In 
the  line  of  the  lands  of  the  said  Sebrlng,  et 
ux;  thence,  leaving  the  lands  of  the  said 
Palmer  and  with  the  line  between  the  lands 
of  the  said  Sebrlng.  et  ux  and  the  said 
Georgl.  et  al. 

South  60*45'  East,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Sebrlng,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Beatrice  Rosencrance,  said  corner  being  In 
the  Northwesterly  right-of-way  line  of  a  pri- 
vate rood,  at  16  feet.  In  all  34  feet  to  a  cor- 
ner common  to  the  lands  of  the  said  Rosen- 
crance, the  lands  of  the  said  Georgl,  et  al,  the 
lands  now  or  formerly  owned  by  Charles 
Healy,  et  ux,  and  the  lands  liow  or  formerly 
owned  by  Robert  Jameo  Reiser,  et  ux,  said 
comer  being  In  the  Southeasterly  right-of- 
way  line  of  the  paid  private  road;  thence, 
leaving  the  lands  of  tJie  said  Georpt.  et  al  and 
the  said  HeaJv  et  ux  and  with  the  line  be- 
tween the  lands  of  the  said  Rosencr.mce  and 
the  said  Reiser,  et  ux.  and  with  the  South- 


easterly right-of-way  line  of  the  said  private 
rrjad. 

North  44*43'  East  273  feet  to  a  comer  com- 
mon to  the  lands  of  the  said  Reiser,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Richard  V.  Oassmann.  et  ux,  and  In  the  line 
of  the  lands  of  the  said  Rosencrance;  thence, 
leaving  the  lands  of  the  said  Reiser,  et  ux, 
and  continuing  with  the  said  Southeasterly 
right-of-way  line  of  the  s&ld  private  road, 
and  with  the  line  between  the  lands  of  the 
said  Rosencrance  and  the  said  Gassmann.  et 
ux. 

North  44*42'  Eaet  ^90  feet  to  a  comer  com- 
mon to  the  lands  of  the  s&ld  Rosencrance 
and  the  said  Gassmann.  et  ux.  and  to  the 
line  of  the  lands  now  or  formerly  owned  by 
Helen  W.  Sargent,  et  vlr.  said  corner  being 
In  the  center  of  Roberts  Lane;  thence,  leav- 
ing the  lands  of  the  said  Gassmann.  et  tix. 
and  with  the  line  between  the  lands  of  the 
said  Rosencrance  and  the  said  Sargent,  et  vlr. 
and  with  the  center  of  the  said  Roberts  Lane. 

North  50*06'  West,  passing  a  comer  com- 
mon to  the  lands  of  the  said  Rosencrance 
and  the  lands  now  or  formerly  owned  by  Orra 
L.  Shannon,  said  corner  being  at  the  Inter- 
section of  the  Northwesterly  right-of-way 
line  of  the  .said  private  road  with  the  center 
of  the  said  Roberts  Lane,  at  approximately 
22  feet.  In  all  86  feet  to  a  ptotnt  In  the  line 
between  the  lands  of  the  said  Shannon  and 
the  said  Sargent,  et  vlr;  thence,  leaving  the 
center  of  the  said  Roberts  Lane  and  severing 
the  lands  of  the  said  Sargent,  et  vir. 

North  43°06'  East  161  feet. 

North  32*08'  East  327  feet  to  a  comer  com- 
mon to  the  lands  now  or  formerly  owned  by 
Warner  L.  Tschopp.  et  ux  and  the  lands  now 
or  formerly  owned  by  Rhoda  Graf,  et  al.  and 
in  the  line  of  the  lands  of  said  Sargent,  et 
vir;  thence.  leaving  the  lands  of  the  said 
Sargent,  et  vlr.  and  with  the  line  between  the 
lands  of  the  said  Tschopp.  et  ux  and  the  said 
Graf,  et  al. 

North  39° 38'  West,  passing  a  corner  com- 
mon to  the  lands  of  the  said  Tschopp.  et  ux 
and  the  lands  now  or  formerly  owned  by  Emll 
J.  Schlelds.  et  ux.  at  145  feet,  passing  a 
corner  comnaon  to  the  lands  of  the  said 
Sclilelds.  et  ux  and  the  lands  now  or  formerly 
owned  by  Daniel  Benedetto,  et  ux  at  295  feet, 
in  all  644  feet  to  a  corner  common  to  the 
lands  of  the  said  Benedetto,  et  ux.  the  said 
Graf,  et  al,  the  lands  now  or  formerly  owned 
by  James  J.  Plunkett,  et  ux  and  the  lands 
now  or  fomerly  owned  by  Marlon  R.  Phillips, 
said  corner  being  In  the  center  of  United 
States  Highway  Numbers  6  and  209;  thence, 
leaving  the  lands  of  the  said  Benedetto,  et 
ux  and  the  said  Graf,  et  al.  and  the  center 
of  United  States  Highway  Numbers  6  and 
209.  and  with  the  line  between  the  lands  of 
the  said  Plunkett.  et  ux  and  the  said  Phillips. 

North  35° 26'  West  25  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Phillips  and  to 
other  lands  of  the  said  Phillips,  used  for  cem- 
etery purposes,  and  In  the  line  of  the  lands 
of  the  said  Plunkett.  et  ux,  and  the  said 
other  lands  of  the  said  Phillips. 

North  35° 26'  West  122  feet  to  a  corner  com- 
mon to  the  said  other  lands  of  the  .said  Phil- 
lips and  the  lands  of  the  said  PhiUips.  and 
in  the  line  of  the  lands  of  the  said  Plunltett. 
et  ux.  said  corner  being  in  the  Southeasterly 
right-of-way  line  of  a  road  commonly  known 
as  Old  Mil  ford  Road;  thence,  leaving  the 
Southeasterly  right-of-way  line  of  the  said 
Old  Milford  Road,  and  leaving  the  said  other 
lands  of  the  said  Phillips,  and  with  the  line 
between  the  lands  of  the  said  Plunkett,  et 
us  and  the  lands  of  the  said  Phillips. 

North  3o'26'  West  17  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Plunkett.  et  ux. 
the  said  PhUlips.  the  lands  now  or  formerly 
owned  by  Bert  Van  Etten,  et  ux  and  the  lands 
now  or  formerly  owned  by  Charles  T.  Sebrlng. 
et  ux,  said  corner  being  in  the  center  ot  the 


said  Old  MUford  Road;  thence,  leaving  the 
lands  of  the  said  Plunkett.  et  ux  and  the 
lands  of  the  said  Van  Etten.  et  ux  and  with 
the  line  between  the  lands  of  the  said  Se- 
brtng.  et  ux  and  the  .said  PhUIips.  with  the 
center  of  the  said  Old  Milford  Road. 

North  65*54'  Ea-st.  passing  a  corner  com- 
mon to  the  lands  of  the  said  Sebrlng.  et  ux 
and  the  lands  now  or  formerly  owned  by  Otto 
L.  Georgl,  Jr.,  at  approximately  109  feet,  lu 
all  135  feet  to  a  corner  common  to  the  Kinds 
of  the  said  Georgl,  Jr..  and  the  said  PhilHpg; 
thence,  leaving  the  center  of  the  said  Old 
Milford  Road,  and  continuing  with  the  line 
between  the  lands  of  the  said  Georgl.  Jr  .  and 
the  said  PhUlips. 

North  33 '06'  West  466  feet  to  a  corner  com- 
mon to  the  lands  of  the  .said  Phillips  and  the 
lands  now  or  formerly  owned  by  the  Com- 
monwealth of  Pennsylvania  and  in  the  lino 
of  the  lands  of  the  .said  Georgl.  Jr  ;  thence, 
leaving  the  lands  of  the  said  Georgl.  Jr..  and 
with  the  line  between  the  lands  of  the  said 
Commonwealth  of  Pennsylvania  and  the  said 
Phillips,  the  following  courses  and  distsnces: 

North  68°  50  Ea.st  521  feet. 

North  66° 56'  East  288  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Commonwealth 
(rf  Pennsylvania  and  the  said  Phillipe.  and 
in  the  line  of  the  lands  now  or  formerly 
owned  by  Arthur  Paul  MacArthur.  et  al; 
thence,  leaving  the  lands  of  the  said  Com- 
monwealth of  Pennsylvania  and  with  the 
line  between  the  lands  of  the  said  MacAr- 
thur. et  al  and  the  said  PhiUlpg. 

South  56'21'  East  350  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  MacArthur.  et 
al  and  the  said  Phillips,  and  in  the  line  of 
the  lands  now  or  formerly  owned  by  George 
L.  Moon,  et  ux.  said  corner  being  in  the  cen- 
ter of  the  said  Old  Milford  Road;  thence, 
leaving  the  lands  of  the  said  Phillips,  and 
with  the  line  between  the  lands  of  the  said 
MacArthur.  et  al  and  the  said  Moon,  et  ux. 
with  the  center  of  the  said  Old  Milford 
Road. 

North  37° 44'  East  209  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Moon,  et  ux 
and  the  lands  how  or  formerly  owned  by  Har- 
old Kinney.  Jr..  et  ux.  and  in  the  line  of  the 
lands  of  the  said  MacArthur.  et  al;  thence, 
leaving  the  lands  of  the  said  Moon,  et  ux.  and 
with  .the  line  between  the  lands  of  the  said 
MacArthvrr.  et  al  and  the  said  Kinney,  Jr., 
et  ux,  continuing  with  the  center  of  the  said 
Old  Milford  Road, 

North  30°  15'  East  115  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Kinney,  Jr..  et 
ux  and  the  lands  now  or  formerly  owned  by 
George  Reidtnger.  et  ux.  and  in  the  line  of 
the  lands  of  the  said  MacArthur.  et  al;  thence, 
leaving  the  lands  of  the  said  Kinney.  Jr..  et 
ux  and  with  the  line  between  the  lands  of 
the  said  MacArthur.  et  al  and  the  said  Reid- 
inger.  et  ux.  continuing  wtih  the  center  of 
the  said  Old  Milford  Road. 

North  31°41'  East  100  feet  to  a  corner  com- 
mon to  the  lauds  of  the  said  Reldlnger,  et 
ux  and  the  lands  now  or  formerly  owned  by 
George  R.  Ralston,  et  ux,  and  In  the  line  of 
the  lands  of  the  said  MacArthur.  et  al; 
thence,  leaving  the  lands  of  the  said  Reld- 
lnger. et  ux  and  with  the  line  between  the 
lands  of  the  said  MacArthur.  et  al  and  the 
said  Ralston,  et  ux.  continuing  with  the  cen- 
ter of  the  said  Old  Milford  Road, 

North  31°40'  East  86  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Ralston,  et  ux 
and  the  lands  now  or  formerly  owned  by 
Comonaldo  Cicerone,  and  in  the  line  of  the 
lands  of  the  said  MacArthur.  et  al;  thence, 
leaving  the  lands  of  the  said  Ralston,  et  ux, 
and  with  the  line  between  the  lands  of  the 
said  MacArthur.  et  al  and  the  said  Cicerone, 
continuing  with  the  center  of  the  said  Old 
Milford  Road. 

North  31*40'  East  195  feet  to  a  corner  com- 
mon to  the  lands  af  the  said  Cicerone  and 
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the  lands  now  or  formerly  owned  by  Leslie  T. 
Pinkelday,  et  ux.  and  in  the  line  of  the  l«nd« 
of  the  said  MacArthur.  et  al;  thence,  leaving 
the  lands  of  the  said  Cicerone  and  with  the 
line  between  the  lands  of  the  said  MacAr- 
thur, et  al  and  the  said  Pinkelday.  et  ixx,  con- 
tinuing with  the  center  of  the  said  Old  Mil- 
ford Road,  the  following  courses  and  dis- 
tances: 

North  30'34'  East  71  feet. 
North  38°36'  East  133  feet. 
North  46°  18   Ea.st  94  feet. 
North  57"06'  East  121  feet  to  a  point  at  the 
Intersection   of   the   center  of  the   said   Old 
Milford  Road  with  the  center  of  a  road  com- 
monly known  as  Cummins  HIU  Road;  thence, 
leaving  the  center  of  the  said  Cummins  Hill 
Road,  and  continuing  with  the  line  between 
the  lands  of  the  said  MacArthur,  et  al.  and 
the  said  Flnkelday,  et  ux  and  with  the  cen- 
ter of  the  said  Old  Milford  Road. 

North  61 '32'  East  67  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  MacArthur,  et 
al  and  the  said  Flnkelday.  et  ux.  said  comer 
being  In  the  center  of  the  said  Old  Milford 
Road  at  its  Intersection  with  the  center  of 
Cummins  Creek;  thence,  leaving  the  center 
of  the  said  Old  Milford  Road,  and  continu- 
ing with  the  line  between  the  lands  of  the 
eald  MacArthur,  et  al  and  the  said  Plnkfll- 
day  et  ux,  downstream  with  tbe  center  of 
the'  said  Cummins  Creek,  the  following 
courses  and  distances : 

South  04*39'  East  123  feet, 
South  70°  24'  East  63  feet. 
South  44*47'  East  190  feet  to  a  corner  com- 
mon to  the  lands  of  the  said  Pinkelday,  et 
ux  «LQd  the  lands  now  or  formerly  owned 
by  Carl  P.  Cluck,  et  al..  and  the  line  of  the 
lands  of  the  said  MacArthur,  et  al.,  said  corner 
being  In  the  center  of  the  said  United  States 
Highway  Numbers  6  and  209;  thence,  leav- 
ing the  lands  of  the  said  Arthur  Paul  Mac- 
Arthur,  et  al..  and  the  center  of  the  said 
Cummins  Creek  and  with  the  line  between 
the  lands  of  the  said  Cluck,  et  al.  and  the 
said  Pinkelday.  et  ux  and  with  the  centw 
of  the  said  United  States  Highway  Numbers 
e  and  209. 

South  48°  52'  West  412  feet  to  a  corner 
common  to  the  lands  of  the  said  Flnkelday. 
et  ux.  the  said  Cluck,  et  al..  the  lands  now 
or  formerly  owned  by  Robert  C  PhllUpe.  et 
ux.  and  the  lands  of  the  said  Comonaldo 
Cicerone;  thence,  leaving  the  lands  of  the 
said  Pinkelday,  et  ux  and  the  said  Cicerone 
and  the  center  of  the  said  United  States 
Highway  Numbers  6  and  209  and  vrtth  the 
line  between  the  lands  of  the  said  Cluck, 
et  al.,  and  the  said  Phillips,  et  ux. 

South  47*15'  East  683  feet  to  a  point  In 
the  right  descending  bank  of  the  said  Dela- 
ware River;  thence,  leaving  the  lands  of  the 
said  Cluck,  et  al.  and  the  said  Phillips,  et  ux 
and  the  said  right  descending  bank, 

South  47°  15'   East  222  feet  to  a  point  on 
the    line    between    Pike    County,    Common- 
wealth of  Penn.sylvanla,  and  Sussex  County, 
State  of  New  Jersey,  said  point  being  In  the 
approximate   center   of   the   said   River,    the 
coordinate  value  of  which  is  North  442,180 
and    East    2.821,010;    thence,    with   the   said 
line   between   the   said    Commonwealth    and 
the  said  State,  downstream,  passing  the  cen- 
ter of  the  United  States  Highway  Number  206 
bridge    at   approximately   3.9    miles,    passing 
the  center  of  the  Dingmans  Ferry  Bridge  at 
approximately  11.4  miles,  passing  the  center 
of  Depue  Island  at  approximately  34  7  miles, 
pas.sing  the  center  of  Shawnee  Island  at  ap- 
proximately  36  1    miles,    passing    the    center 
of    Schellenberger    Island    at    approximately 
37.2    miles,    passing    the    center    Interstate 
Highway  Number  80  bridge  at  approximately 
37.9    miles,    passing    the    center    of    Arrow 
Island  at  approximately  39.6  miles,  in  all  40.6 
miles  to  a  point  In  the  said  river  opposite  the 
mouth  of  the  said  Slateford  Creek;   thence. 


leaving  the  center  of  the  said  river  and  the 
said  line  between  the  said  State  and  the  said 
Commonwealth. 

South  51*26'  West  308  feet  to  the  place 
of  beginning,  containing  17,455  acres  (land 
area  only),  more  or  lees,  of  which  9.423  acres 
(land  area  only)  are  located  within  the 
Tocks    Island    Lake. 

The  bearings  used  herein  are  referenced 
to  the  Pennsylvania  State  Rectangular  Grid 
System  (North  Zone)   1927.  N   A.  Datum. 

IFR  Doc  77-15805  Piled  6-6-77:8:45  am] 


DEPARTMENT  OF   HEALTH, 
EDUCATION.   AND  WELFARE 
Food  and  Drug  Administration 
ADVISORY   COMMITTEE 
Notice  of  Meeting 
AGENCY:   Food  and  Drug  Administra- 
tion. 


ACTION    Notice. 

SUMMARY:  This  notice  announces  a 
forthcoming  meeting  of  a  public  advisory 
committ-ee  of  the  Food  and  Drug  Ad- 
ministration I  FDA  I .  This  notice  also  sets 
forth  a  summao'  of  the  procedures  gov- 
erning committee  meetings  and  methods 
by  which  interested  persons  may  partici- 
pate in  oi^en  public  hearings  conducted 
by  the  committees  and  is  issued  under 
section  10<a^  (D  and  (2>  of  the  Federal 
Advisory-  Committee  Act  (Pub.  L.  92-463. 
86  Stat.  770-776  (5  U.S.C.  App  I>i.  and 
FDA  reRUlations  <21  CFR  Part  14 1  <  for- 
merly Subpart  D  of  Part  2,  prior  to 
recodification  published  in  the  Fedepal 
Register  of  March  22.  1977  (42  FR 
15553^  1 .  relating  to  advisory  committees 
The  following  advisory  committee  meet- 
ing Is  announced ; 


Conunittee  nam* 


Date,  tbM,  and  ptoM 


Type  of  meeting  and  eoiitart  p«r»n 


National  Adrlaory  food  I 
Drag  Committee. 


Jnat  71  and  S8.  (  aJD.,  eon- 
(ereoee  room  ?,  Park- 
lawn  Bldg..  6*00  PistMn 
Lane,  Rockvllle,  Md. 


Op«o  pabUe  bearinc  June  37,  9  to  10  a.m.;  open  ruiii- 
mlttee  dlseusaon  June  S7,  10  »jn.  to  4  p.m.:  Jnnf  >. 
9»-m.  to  1  r-m..  WilUiim  v.  Whitohoni.  M.D.  (HKii- 
1),  JBOO  Fisher?  L*ne,  BockvUlf,  Md.  21*57.  3t.'l- 
448-1M7. 


General  function  o/  the  committee. 
Reviews  and  evaluates  agency  programa 
and  advises  on  pcdlcy  matters  of  na- 
tional significance  as  they  relate  to  the 
statutory  mission  of  the  Food  and  Drug 
AdmlnlstratiCHi  in  the  areas  of  foods, 
drugs,  cosmetics,  medical  devices,  bio- 
logical products,  and  electronic  prod- 
ucts. Reviews  and  makes  recommenda- 
tlcwis  of  applications  for  grants-in-aid 
for  research  projects  relevant  to  the 
mlssicxi  of  the  Food  and  Drug  Admin- 
istration as  required  by  law. 

Agenda — Open  public  hearing.  Any 
Interested  persons  may  present  data, 
information,  or  views,  orally  or  In  writ- 
ing, on  Issues  pending  brfore  the  com- 
mittee. 

Open  committee  discussion.  Remarks 
by  the  Commissioner;  issues  from  the 
Bureaus;  presentations  by  Invited 
guests  on  how  tiie  public  views  FDA; 
reports  of  the  subcommittee  on  facili- 
ties: reports  of  the  subcommittee  on  re- 
search grant  guidelines;  review  of  re- 
search grant  applications 

FDA  public  advisory  committee  meet- 
ings may  have  as  many  as  four  separa- 
ble portions :  <  1  >  An  open  public  hear- 
ing. i2»  an  open  committee  discussion, 
(3t  a  closed  presentation  of  data,  and 
i4'  a  closed  committee  deliberation. 
Every  advisory  committee  meeting  shsdl 
have  an  open  public  hearing  portion. 
Whether  or  not  it  also  includes  any  of 
the  other  three  portions  will  depend 
upon  the  specific  meeting  Involved.  There 
are  no  closed  portions  for  the  meetings 
announced  in  this  notice.  The  dales  and 
times  reserved  for  the  open  portions  of 
each  committee  meeting  are  listed  above. 
The  open  public  hearing  portion  of 
each  meeting  shall  be  at  least  1  hour 
long  unless  public  participation  does  not 
last  that  long.  It  Is  emphasized,  however, 
that  the  1  hour  time  limit  for  an  open 
public  hearing  rQ)resents  a  minimum 
rather  than  a  maximum  time  for  public 


peutlclpation.  and  an  open  public  hear- 
ing may  last  for  whatever  longer  period 
the  committee  chairman  determines  will 
facilitate  the  committee's  work. 

Meetings  of  advisory  committees  shall 
be  conducted.  Insofar  as  is  practical,  in 
accordance  with  the  agenda  published 
In  this  PEDER.fL  Register  notice  Changes 
In  the  agenda  will  be  announced  at  the 
beginning  of  the  open  portion  of  a  meet- 
ing. 

Any  Interested  person  who  wishes  to 
be  assured  of  the  right  to  make  an  oral 
presentation  at  the  open  public  hearing 
portion  of  a  meeting  shall  inform  the 
contact  person  listed  above,  either  orally 
or  in  writing,  prior  to  the  meeting.  Any 
person  attending  the  hearing  who  does 
not  In  advance  of  the  meeting  request 
sm  opportunity  to  speak  will  be  allowed 
to  make  an  oral  presentation  at  the 
hearing's  conclusion,  if  time  permits,  at 
the  chairman's  discretion. 

Persons  Interested  in  specific  agenda 
Items  to  be  discussed  in  open  session  may 
ascertain  from  the  contact  person  the 
approximat-e  time  of  discu-ssion. 

A  list  of  committee  members  and  sum- 
marj'  minutes  of  meetings  may  be  ob- 
tained from  the  Public  Records  and 
Documents  Center  <HFC-18'.  5600 
Fishers  Lane,  Rockville,  Md.  20857.  be- 
tween the  hours  of  9  a.m.  and  4  p.m.. 
Monday  through  Friday.  The  FDA  regu- 
lations relating  to  public  advisorv'  com- 
mittees may  be  found  in  21  CFR  Part  14 
'formerly  Subpart  D  of  Part  2,  prior  to 
recodification  published  in  the  Federal 
Register  of  March  22.  1977  '42  FR 
155531 '. 

Dated:  May  27.  1977. 

Joseph  P    Hile 
Associate  Commissioner 
for  Compliance 

(PR  Doc. 77-15843  n\txl  »-«5-77:8:46  am) 
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[Docket   No. 


:N  0056" 


NDA    1^97,    MERCK   SHARP   &   DOHME, 
CT  AL 

New  Drug  Applications;  Withdrawal  of 
Approval 

AGENCY:  Pood  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY  TTie  Food  and  Drug  Ad- 
ministration IS  withdrawing  approval  of 
56  new  drug  applicatiorLs  on  the  ground 
of  applicants"  failure  to  submit  annual 
reports,  as  required  under  the  Federal 
Food,  Drug,  and  Cosmetic  Act,  and  their 
waiver  of  an  opportunity  for  hearing. 

DATES    Effective  June  13. 1977. 


FOR  FURTHER  INFORMATION  CON- 
TACT; 

Herbert  Behrens,  Bureau  of  Druers 
(HFD-105),  Food  and  Drug  Admin- 
istration, Department  of  Health,  Edu- 
cation, and  Welfare,  5600  Fishers 
Lane.  Rockville,  MD  20857.  (301-443- 
4320). 

SUPPLEMENTARY  INFORMATION: 
The  holders  of  the  new  drug  applications 
listed  herein  have  not  submitted  annual 
reports  of  experience  with  the  drugs  as 
requiied  and  have  advised  the  Pood  and 
Drug  Administration  that  marketing  of 
the  drugs  involved  has  been  discontinued. 
The  applicants  have  requested  with- 
drawal of  approval  of  the  new  drug  ap- 
plications and  have  waived  their 
opportunity  for  hearing. 


NDA  No. 


Dnic  noiue 


Applicanl's  name  and  address 


1-497    Elixir  Unlilrin.. 


2-467 


D«lTii\al  (vinbarbitsl)... 
Vicks  Inhaler 


2-811    Chorionic  Gonadotropin. 


2-847 
3-8U0 
4-(Jt» 


Breonei- 

Nicotinic  Acid. 
F'entobarbital . . 


4-fl35     Bflclysyl  in  D5-W.. 

4-638    Stilbestrol  (diethvlstilbestroi).. 

6-220    Metopon  UCl 

6-290    Neo-AnterRan    .Maloala    (pyril- 

lunine  inaleatc). 
6-310    ^U■ri-Vla^  .Methadone  HCl 


.Merck  Sharp  &  Uohme,  Division  of  .Merck  *  Co.,  Inc.,  West  Pointt 
Pa.  194Sa 
1)0. 

Vick  Chemical  Co.,  Division  of  Rirhardsou-Uerrell,  Inc.,  1  Bradlord 

Rd.,  Mount  \emon,  N.Y.  Hfi.'it. 
O'Neal  Jones  A  Keldnian,  Inc.,  2510  Metro  Blvd.,  Maryland  Heights, 

.Mo.  63043. 
Do. 
The  Vale  Chemical  Co.,  Inc..  12(11  Liberty  St.,  Allcniown.  Pa.  18108. 
Cooper  Laboratories,   Inc..  110  East  Hanover  Ave.,  Cedar  KnoHa, 

N.J.  (I7'J27. 
Abb.if  LaborBtories,  Abbot  Par':.  North  Ch>cm?o,  III.  60064. 
Vale  Chemical  Co.,  liie. 
Merck  Sharp  &  l>oiinie. 
Oo. 


6-.'M.') 
6-370 

6-416 
6-504 

C-824 

«-<»0 

7-030 
7-1.5.1 
7-382 

7-.141 

7-608 

7-829 

8-044 
8-232 
9-788 

10-107 
10-189 
10-234 
10-264 
10-383 


Methadone  HCI    . 

Melhadont-  HCl    .  

Pmpvlthiunracil 

Methadone  HCl 

S.C.T.  MelUapyrllene  UCl 

Cystokon  I'yelokon-R  Csodium 
iice.lrizoale). 

.\naliist  Uhonzylaiiune  IICli. .. 

Pyranisamine  Maleate 

(  yctaine  UCl  with  Deztroae 
(heiylcaiue  HCl). 

Novocain  and  I'ontocain*  HCl 
with  Levophed. 

P  y  ranisaniine  Maleate  and  As- 
pirin Compound. 

PMAC    

Morphine  PhosphaJe    

Cyclaine  fheiylcaine  HCl).  . .. 

Hycor  (hydrocortisone  acetate). 

Miokon  (sodium  diprolrizoate).. 

Sterisil  (hexetidine) 

I'yrilamine  -Maleale 

Duocaiue.. 

Kolyuos  Fluoride  Toothpaste... 


,  Englewood,  N.J. 


14072 
11434. 


10-336    Ilisdonet  iphonylloloxamine)... 


Vitamin  Bu  Concentrate 

PolyKyI  Ophthalmic 

Feal  Anli-Fungal  Powder 

Kyiiei    Acetyl    (.mlfaraethoiy- 

pyridazine). 
11-840    .MIer-(;-Tahlets  i,cleraizole 

HCl). 

Midicel  .\cetyl ; 

Trypp  Nose  Droi)S..  


10-707 

u-iae 

11-363 
11  389 


11-892 
12-149 


12-7JH 

12-849 
13-0117 
13-106 

13-23a 
IJ-61'J 
li-149 
16-111 

16178 

16-221 


Cortiphate    'hydrocortisone-21- 
pliosphate). 

Tri-Spaii .  . 

Novrad  with  A.S..\  .   ... 

Uylr;ist    .  .       . 


Dynocaine  HCl. 

TniM-x  

Rela^  (aspirin). 
Vernilest 


Eiiteiicin  faspirin) 

T'  orotra-st    (colloidal    thorium 
dioxide). 


Parke,  Davis  A  Co.,  Joseph  Campaa  at  the  Biver.  DelxDil.  Mich. 

48232. 
Beecham  Laboratories,  501  Fifth  St.,  Bristol.  Twin.  378aa 
Merrell-National  Laboratorie.s,  Divisioa  of  Ricbardson-Merrell,  Inc., 

CUnciiuiati.  Ohio  iJ215. 
Cole  Pharmacal  Co.,  fnc,  3721  Laclede  Ave.,  St.  Loeis,  Mo.  aatSt. 
O  .Neal.  Jonea  A  Keldman,  \ae. 
The  Blue  Luie  Chemical  Co.,  302  South  Broadway,  St.  Louis,  Mo. 

63102. 
Malhnekrodt,  fnc.,  MalUnckrodt  and  3d  St.,  8t.  Lonis,  Mo.  63147. 

Wiu-n.r-Lambert  Co..  201  Tabor  Rd.,  Morris  Plains,  N J.  07950. 
ICN  PharnKwentJcals,  Inc.,  5040  Lester  Rd.,  CmcinnaU,  Ohio  45211 
Merck  Sharp  A  Doiuue. 

Sterling  Druf,  Inc.,  98  Park  Ave.,  New  York,  N.Y.  lOOlt. 

K V  Pharmaceutical  Co..  2.'03  South  Uanley  Rd.,  St.  Loais,  Mo.  631«. 

ICN  Pharmaceuticats,  Ine. 

Mallitickrodt.  Inc. 

Merrk  Sharp  *  Dohme. 

(iold  Leal  Pharmacal  Co.,  Inc.,  23 South  Dean  St 

U7631. 
MallinckrcKlt.  Inc. 
Warner-Lambert  Co. 

Inveiiex  Pharmaceuticals,  P.O.  Boi.  122,  Grand  Island,  N.Y 
Graham  Chenucal  Corp.,  129-21  .Merrick  Blvd.,  Jamaica,  N.Y, 
Whileh;ill  Laboratories,  Divi.sion  of  American  Home  Products  Corp., 

685  3d  Ave.,  New  York,  N.Y.  10017. 
IViinwall  Corp.,  Pharmaceutical  Division,  Jeflerson  Rd.,  Rochester 

N.Y.  14683. 
Taylor  Phamiaeal  Co.,  1222  Grand  Ave.,  Decatur,  111.  6252S. 
Alniay,  Inc.,  .-^hiellelin  Rd..  Apex,  N.C.  27503^ 
.^button.  Inc.,  Clifton,  N.J.  0701.5. 
Lederte  Laboratories.  I'carl  River,  NY.  lOyfiS. 

riizer  Inc.,  235  East  42d  SI.,  New  York,  N.Y.  10017. 

Parke.  Davis  &  Co.  ,^,  _ 

r..''.\'.    I'harmacfutioal  C'orp.,   1   Pc.irsdate  Rd..  Tuckahoe,  N.Y. 

107(17. 
Travcnol  I.alioraJoi-ie';,  Inc  ,  Deerlield,  111.  60015. 

\  irk  Chemic;J  Co. 

Eli  Lilly  A  Co.,  Indianapolis.  Iiui.  46206. 

K.   b'ougera  A  Co..  Inc..  Divi.sion  of  Byk  Gulden,  Inc.,  CantiagiH 

Rock  Rd.  nicks\ille,  N.Y.  IIS02. 
(inihani  Chemical  C-oi\i. 

Person  4  Covey.  Inc..  616  Allen  Ave.,  Glendale,  Calil  913(0. 
Vick  Chemical  Co. 
Fuller  Laboratories.  Division  of  Parke  Davis*  Co..  Joseph  Campaa 

at  the  River,  Detroit.  Mich.  48232. 
Bi  isiol-.Myers  Product^  Division  of  bri»tol-M3rers  Co..  345  Park  Ave., 

New  York,  N.Y.  10022. 
ChromoUov    Itiannaceuticsls  Inc.,   12741  Capital  Ave.,  Oak   Park, 

.Mich.  48237. 


NDA  No.  I>n.<n»m. ^ppBcanf.  n«n«  and  ,ddT«  

„M.r  Vasitol  With  Pbenobarbital...-  Ko^  Laboratories,  Iiic,  21C  Main  Street  West.  Baodette,  Minr. 

C-S3S  Cysto"»l     Crologic     Irrigation    TraTeno!  Laboratories. 

[^  Stl^'phenytoinSodimn ^^g^*^**"^-'  '"  '  '"^  ^'^''  ^'^  ^'' '  "^  ^' 

1?:^  i^Tu^Vm-sieme-den-era:-  ^ST^^Corp.,    2636    South    Oear.rook    Dr.,    ArUngto. 

17-840  R^o-Iodiuated     '« I     Serum    AbboU  Laboratones. 

AJbumin.  


Tlierefore.   under   the   Federal   Pood, 

Drug,  and  Cosmetic  Act  -sec    oOoie',  52 
Stat  '  1053   as   amended    '21   U.S.C.   355 
^  e '     ' .  and  under  authority  delegated  to 
thf-  Director  of  the  Bureau  of  Drugs  i21 
cm   5.82'    'recodification   published  in 
the  Fe:  ER.1L  iJEGisiER  cf  March  22,  1977 
« 4*^  FR  15553 '  > ,  approval  of  the  new  drug 
applications    lifted    above,    and    supple- 
ments tliereto,  is  hereby  v.ithdrawn  on 
the   grounds   that   the   applicants  have 
failed  to  make  reports  under  section  505 
ij.    of  the  act   <21   US.C.  355u'>    and 
J  310  300  or  5  310.302  '?•   and  ie«  of  the 
new  drug  regulations   '21   CFR  310.300 
and  310.301 1 e>  and  <f  • .' . 

Tliis  order  shall  become  effective  on 
June  13,  1977. 

Dated:   May  25.  1977. 

J.    FllCHARD    CROUT. 

Director,  Bureau  of  Drugs. 
[FR  Doc.77-15691  Filed  S  6-77  8  45  ami 


the  drug  for  oral  administration  to  non- 
lacUting  cattle  for  treatment  of  in- 
fectious dii>ease  iii  which  the  causitive 
organism  is  sensitive  to  sulfamethazine. 
The  firm  request«l  that  the  NADA  be 
withdrawn  because  the  drug  is  no  longer 

being  market«d.  -.u  .  cia  ii<; 

Tlierelore,  m  accordance  witn  |  oi4.iio 
(21  CFR  514.115  .  notice  is  given  that 
approval  of  NADA  32-378V  and  all  sup- 
plements tliereto  for  sulfamethazine 
spanbolet  tablets  is  hereby  withdrawn. 
effective  June  7,  1977. 

I^ublished  elscA-here  in  thL=  i.^sue  of  the 
FrrEF.AL  Register  is  a  final  rale  revokinp 
5  520  2260a  Sid/amcthazine  tablets  and 
boluses  '21  CFR  520  2260a  '  to  reflect  this 
withdrawal  of  approval. 

Dated;  May  27.  1977 

C.  D.  Van  Hocwelinc. 

Director,  Bureau  of 
Veterinary  Medicine. 


2S105 

to  include  discas.sion  of  hypotensive  re- 
actions to  plasma  protein  fraction  (hu- 
man 1  Recent  reix)rts  of  severe  hypoten- 
sive reactions  as.'-ociated  with  the  ad- 
ministration of  plasma  protein  fraction 
I  human  axid  recom.niendations  for 
further  regulator!'  su:tions  for  the 
licensed  plasma  protein  fraction  'hu- 
man i  products  will  be  discussed  in  open 
public  hearing.  Any  interested  person 
who  wishes  to  make  a  presentation  at 
the  hearing  should  inform  the  contact 
person  shown  above.  This  discussion  will 
begin  at  11  a.m.  on  June  17. 

Dated:  June  2.  1977. 

Joseph  P.  Hile. 
Aisociate  Commissioner 

for  Compliance. 

IFB  Doc.77-16103  Filed  6-6-77,8  45  am) 
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(NADA  No   32-378VI 
NORDEN    LABORATORIES 

Sulfamethazine    Spanbolet   Tablets;    Wrth 
drawal  of  Approval  of  New  Animal  Drug 
Application 

AGENCY  Food  and  Drug  Administra- 
tion. 

ACTION.  Notice. 

SUMMARY:  The  Food  and  Drug  Ad- 
ministration is  withdrawing  a  new  ani- 
mal drug  application  (NADA'  for  sul- 
famethazine spanbolet  tablets. 

EFFECTIVE  D.\TE:  June  7,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

I>avid  N.  Scarr.  Bureau  of  Veteri- 
nary Medicine  (HFV-210'.  Food 
and  Drug  Administration,  Depart- 
ment of  Health,  Education,  and  Wel- 
fare. 5600  Fishers  Lane.  Rockvilic.  MD 
20857.  (301-443-3183'. 

SUPPLEMENTARY  INFORMATION : 
Under  the  Federal  Food.  Drug,  and  Cos- 
metic Act  <sec.  512' e'.  82  Stat.  345-347 
(21  U.S.C.  360b' e-  '  )  aiid  under  author- 
Itv  redelegated  to  the  Director  of  the 
Bureau  of  Veterinary  Medicine  '21  CFR 
5.29 1,  the  following  notice  is  issued: 

Norden  Laboratories.  Inc  .  Lincoln. 
N-E  68501.  holder  of  approved  NADA  No 
32-378V  for  sulfamethazine  spanbolet 
tablets  requested  by  letter  dated  Janu- 
ary 17.  1977.  that  approval  of  the  N.ADA 
be  withdrawn  and  waived  its  opportu- 
nity for  a  hearing.  The  NADA.  which 
was  originally  approved  February  20, 
1967,  currently  provides  for  tlie  use  of 


PANEL   ON    REVIEW   OF    BLOOD 
AND   BLOOD   DERIVATIVES 

Agenda  Change 

Food  and  Drug  Administra- 


AGENCY 

tion. 

ACTION:   Notice. 

SUMMARY:  The  agenda  for  the  meet- 
ing of  the  Panel  on  Revfew  Of  Blood 
and  Blood  Derivatives  has  been  changed 

DATES:  June  17-18,  1977 

ADDRESS:  Room  115,  Bldg-  29.  8800 
Rockville  Pike,  Bethesda,  Md 

FOR  FURTHER  INFORM.'iTION  CON- 
TACT. 

Clay      Sl.•^k.      Bureau      of      Biologies 
HFE-5  ^    Food    and    Drug    Adminis- 
tration, Department  of  Health.  Edu- 
cation,   and    Welfare.    8800    Rockville 
Pike.   Bethe-sda.   MD   20014    '301-443- 
54551. 
SUPPLEMEN-TARY       INI-  OHM.\TION 
Pur.-uant  to  the  Federal  Advisory  Com- 
mittee Act  of  October  6,   1972   (Pub,  L, 
92-463.  86  Stat.  770-776   (5  U.S.C.  App. 
lo.  the  Food  and  Drug  Administration 
'FDA'  announced  In  a  notice  published 
in  the  Federal  Register  of  May  13,  1977 
'42  FR  24326),  meeting  oi  FDA  public 
advisory  committees  and  otlicr  required 
information   in  accordance  with  provi- 
sions set  forth  is  section  l'""  a-    •]'   and 
'2'  of  the  act. 

Notice  ks  hereby  given  ti.at  u:e  agenda 
of  the  Panel  on  Review  of  Blood  and 
Blood  Derivatives  meeting  .scheduled  for 
Ju:ie  17  and  18.  1977,  has  been  amended 


[Docket  No  76N -0305] 

S/TETY   OF  CERT«!N    FOOD 

INGRED'.ENTS 

Oppoilunity  for  Pubitc  Hearing 

AGENCY:   Food  anu  Di  ug  Administra- 
tion. 
ACTION:  Notice. 

SUMM-A.RY:  The  Food  and  Drug  Admin- 
istration is  announcing  an  opportimity 
for  public  hearing  on  the  safety  of  cer- 
tain food  In^edients  to  determine  If 
thev  are  generally  recognized  as  safe 
GRAS'   or  subject  to  a  prior  sanction. 

D.\TES :  Requests  to  make  oral  presenta- 
tions at  the  public  hearing  must  be  post- 
marked on  or  before  July  5,  1977. 

.ADDRESSES:  Written  comments  to  the 
hearing  Clerk  *HFC-20^  Food  and  Drug 
Administration,  Rm.  4-65.  5600  Fishers 
Lane,  RockviUe,  MD  20857. 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Corbm  Miles,  Bureau  of  Foods  (HFF- 
335',  Food  and  Drug  Administration. 
Department  of  Health.  Education,  and 
Welfare,  200  C  St.  SW..  Washington. 
DC,   20204,    (202-472-4750>. 
SUPPLEMENTARY       INFORMATION: 
The  Commissioner  of  Food  and  Drugs  is- 
sued, in  the  Federal  Register  of  July  26. 
1973  (38  FR  20053  V  a  notice  advising  the 
public  that  an  opporttmity  would  be  pro- 
vided for  oral  presentation  of  data,  in- 
formation, and  views  at  public  hearings 
to  be  conducted  by  the  Select  Commit- 
tee on  GRAS  Substances  of  the  Life  Sci- 
ences   Research    Office,    Federation    of 
American  Societies  for  Experimental  Bi- 
ology <  hereinafter  referred  to  as  the  Se- 
lect Comnuttee)  ,  about  the  safety  of  in- 
gredients tised  in  food  to  determine  If 
thev   are   generally   recognized   as   safe 
GR.-^S  I   or  subject  to  a  prior  sanction. 
The   Comnussloner  now  gives   notice 
tliat  the  Select  Committee  is  prepared  to 
conduct  a  public  hearing  on  the  follow- 
ing    categories     of     food     Ingredients: 
Butylated     hydroxyanisole;     hjT>ophos- 
phit.es  (calcium,  manganese,  potassium. 
sodium);  rermet;   vegetable  oils  (coco- 
nut oil,  peanut  oil,  llnolelc  acid,  oleic 
acid  > .  The  public  hearing  will  provide  an 


F:.iER,a  r.'cisTE;^,  vca.  42,  t.o.  loc— Tu;.oay    ivm  7,  1977 
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NOTICES 


opportunity,  before  the  Select  Commit- 
tee reaches  its  final  conclusions,  for  any 
Int^erested  personis>  to  present  scientific 
data,  information,  and  views  on  the  safe- 
ty of  these  substances,  in  addition  to 
those  previously  submitted  in  wTiting 
pursuant  to  notices  published  in  the  Fed- 
eral Register  of  July  26,  1973  <38  FR 
20051,  20053  >,  and  April  17.  1974  '39  FR 
13796,  13798'. 

The  Select  Committee  has  reviewed  all 
the  available  data  and  information  on 
the  categories  of  food  ingredients  ILsted 
above  and  has  reached  one  of  the  five 
following  tentative  conclusions  on  the 
status  of  each: 

1.  There  is  no  evidence  in  the  available 
Information  that  demonstrates  or  sug- 
gests reasonable  grounds  to  su-spect  a 
hazard  to  the  public  when  it  Is  used  at 


levels  that  are  now  current  or  that  might 
reasonably  be  expected   In  the  future. 

2.  There  is  no  evidence  in  the  available 
information  that  demonstrates  or  sug- 
gests reasonable  grounds  to  suspect  a 
hazard  to  the  public  w^hen  it  is  used  at 
levels  that  are  now  current  and  In  the 
manner  now  practiced.  However,  it  is  not 
po.s.sible  to  determine,  without  additional 
data,  whether  a  significant  Increase  in 
con-simiption  would  constitute  a  dietary 
hazard.  'This  finding  does  not  apply  to 
the  substances  covered  by  this  notice.) 

3.  Altliough  no  evidence  In  the  avail- 
able information  demonstrates  a  hazard 
to  the  public  when  it  is  used  at  levels  that 
are  now  current  and  In  the  manner  now 
practiced,  uncertainties  exist  requiring 
that  additional  studies  be  conducted. 


4.  The  evidence  is  iiisufflcient  to  de- 
termine that  the  adverse  effects  report- 
ed are  not  deleterious  to  the  public 
health  when  it  is  used  at  levels  that  art 
now  current  and  in  the  manner  now- 
practiced.  (This  finding  does  not  apply 
to  the  substances  covered  by  this  notice.) 

5.  The  Information  available  is  not  suf- 
ficient to  make  a  tentative  conclusion, 
(This  finding  does  not  apply  to  the  sub- 
stances covered  by  tliis  notice. ) 

The  following  table  lists  each  ingredi- 
ent, the  Select  Committee's  tentative 
conclusion  (keyed  to  the  five  types  of 
conclusions  listed  above  >,  and  the  avail- 
able Infoi-mation  on  wliich  the  Select 
Committee  reached  its  conclusion. 


Substanca 


Select 
committee 
tentatlTe 
conclusion 


Sclentlflc  lltcratura 
review 


Ord«  No. 


Cost 


Animal  study  report 


Order  No. 


Cost 


Other  InformatiOQ 


Buiylaled  hydroryanlsole... 


3    PB-223-Se3/AS       »3. 50 


llypodiospUites: 

Mana<fanese  hypophosphite. 

Sodium  hypophosphite 

i'otasauim  hypophosphile... 
Calcium  bypophosptiite 

Rdonot » 


Vegftitl'lr  oils: 
Cuoonut  oil.. 

I'eimut  oil 

Oleic  acid 

Linoleic  acid. 


rB-?28-544/A3       $3.00 


Mn(a(?enlc  evaluation  (host  $5.28 
mediated,  dominant  lethal, 
and  eyto(?enetic)  of  buty- 
latod  hydroiyanisole  (71-24) 
by  Litton  Bionetics,  under 
FDA  contract  (PB-245-460/ 
AS). 

Mutagenic  evaluation  (Uer  1)      $.75 
o(  butylated  hydroiyanisole 
(71-24)  by  Litton  Bionetics, 
Inc.,  under  FDA  contract 
(PB-245-610'A8). 

Teratologic  evaluaUon  of  bu-  3. 75 
tylated  hydroxyanjsole  (71- 
24)  by  Food  and  Drug  Re- 
search Laboratories,  Inc., 
under  FDA  contract  (PB 
221-783). 

None Nod* 


a.  Human  intake  data,  taken  from  "  A  Comprehensive  Survey  of 
lodoatry  on  the  Use  of  Food  Chemicals  (ieneraUy  Recognized 
as  Safe  (ORA8),"  available  from  the  National  TfK-hnical 
Infonnatton  Service,  I'B  Noa.  2i;i-921  through  2-2l-v<4y. 


b.  "Evaluation  of  the  health  aspects  of  butylated  hydroxyloluene 
as  a  food  ingredient,"  submitted  to  FD.^.  by  FASEB. 


e.  "Butylated  hydroxyanisole:  Toxicity  and  teratogenicity 
studies  in  avian  embyros,"  submitted  to  FD.\  by  Uiiiversiiy 
of  Arizona. 


Human  intake  data,  taken  (rom  "A  Comprehensive  Siirvey 
of  Industry  on  the  Cse  of  Food  ChemicaLs  Oeneiraliy  Recog- 
nited  as  Safe  (GRA8),"  available  from  the  National  Technical 
Information  Service,  I'B  Nos.  22\-'fjl  through  221-949. 


b.  Letters  and  telephone  memo  to  the  Life  Sciences  Research 
Office  from  General  Foods  Corp.,  General  -Mills,  Inc.,  Mead 
Johnson,  Merck  A  Co.,  Inc.,  Hoffmann- La  Roche,  Monsanto 
Chejnical  Co.,  Hooker  Chemical  Co.,  S.  H.  Penick  Co.. 
Atomergic  Chcmepals  Co.,  American  Iloechst  Corp..  Western 
Chemical  Co. 

1    PB-228-541/AS        3.2S    None NOM    ».  Human  Intake  data,  taken  from  "A"  Comprehensive  Survey 

of  Industry  on  the  Use  of  Food  Chemicals  Generally  Kecog- 
niied  as  Safe  (QRA8),"  available  from  the  National  Technical 
Information  Service,  PB  Nos.  221-921  through  221-949. 

b.  "Investigation  of  the  toxic  and  teratogenic  effects  of  GRAS 
sabstanoes  to  the  developing  chicken  embryo:  rennet,"  J.  M. 
Verrett,  FDA. 

e.  Letter  dated  Nov.  18,  1975,  from  J.  A.  Dalley,  Foreign  Trade 
Division,  U.S.  Department  of  Commerce. 

d.  Letter  dated  June  3,  1974,  from  Paiil  K.  Stelnke,  Pfizer,  Inc. 

e.  "Evaluation  of  the  health  aspects  of  propylene  glycol  and 
propylene  glycol  monostearate  as  food  Ingredients,"  sub- 
mitted to  FDA  by  FASEB. 

L  Chrlstensen,  V.  W.,  "The  commercial  use  of  microbial  coagu- 
lants In  the  U.S.A.  cheesemaklng  Industry,"  paper  presented 
at  the  annual  meeting,  American  liistitute  of  Chemical  Engi- 
neers, lt74. 

%.  Letter  dated  Feb.  18,  1976.  from  V.  W.  CbrUtensen,  Miles 
Laboratories,  Inc. 

b.  Holmes,  D.  G.  and  C.  A.  Ernstroin,  "Distribution  of  milk- 
clotting  enzymes  between  curd  and  whey,  and  their  survival 
during  Cheddar  chees<>making,"  pajwr  presented  at  the  6S*tli 
annual  meeting,  American  Dairy  Association,  li'73.    , 


PB-228-54a;A3 


5.75  None -  None 


Human  Intake  data  taken  from  "A  Comprehensive  Siirvi^y  of 
Industry  on  the  Use  of  Food  Chemicals  tienerally  Recogiiizwl 
as  Safe  (GRAS),"  available  from  the  National  Teclniic;il 
Information  Service,  PB  Nos.  221-921  through  221-949. 


Reports  m  the  Uble  with  "PB"  pre- 
fixes may  be  obtiiined  from  the  National 
Technical  Information  Service,  U.S.  De- 
partment of  Commerce,  5285  Port  Royal 
Rd  ,  Springfield,  Va.  22151.  They  can 
Lil^o  be  purchased  m  microfiche  form  for 
$J  2.')  each. 

In  addition  to  the  information  con- 
tained in  the  documents  listed  in  the 
table  above,  the  Select  Committee  sup- 


plemented, where  appropriate,  their  re- 
views with  specific  information  from 
specialized  sources  as  announced  In  a 
previous  hearing  opportunity  notice  pub- 
lished in  the  Federal  Register  of  Sep- 
tember 23,  1974  ' 39 FR  34218'. 

The  Select  Committee's  tentative  re- 
ports on  111  butylated  hydroxyanisole, 
'2)  hypophosphltes  'calcium,  manga- 
nese, potassium,  and  sodium),  (3)  ren- 


net, and  (4)  vegetable  oils  i  coconut  oil, 
peanut  oil.  linoleic  acid,  and  oleic  acid ' 
are  available  for  review  in  the  office  of 
the  Hearing  Clerk,  Food  and  Drug  Ad- 
ministration, Rm.  4-65.  5600  Fishers 
Lane,  Rockville.  MD  20857.  and  also  at 
tiie  Public  Information  Office.  Food  and 
Drug  Administration,  Rm.  3807,  200  C 
St.  SW.,  Washington,  D.C.  20204.  In  ad- 
dition, all  reports  and  documents  used 
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by  the  Select  Committee  to  review  the 
Ingredients  are  available  for  review  in 
the  office  of  the  Hearing  Clerk. 

To  schedule  the  public  hearing,  the 
Select  (Committee  must  be  Informed  of 
the  number  of  persons  who  wish  to  at- 
tend and  the  length  of  time  requested 
to  give  their  views.  Accordingly,  any  in- 
terested person  who  wishes  to  appear  at 
the  public  hearing  to  make  an  oral  pres- 
entation shall  so  inform  the  Select  Com- 
mittee in  writing,  addressed  to:  Tlie  Se- 
lect Committee  on  GRAS  Substances. 
Life  Sciences  Research  Office.  Federa- 
tion of  American  Societies  for  Experi- 
mental Biologj-.  9650  Rockville  Pike, 
Bethesda,  Md.  20014.  A  copy  of  each 
such  request  shall  be  sent  to  the  Heariiif: 
Clerk,  address  noted  above:  all  such 
requests  shall  be  placed  on  public  di.":- 
play  in  that  office.  Any  such  requests 
must  be  postmarked  on  or  before  July  5. 
1977,  shall  state  the  substances >  on 
which  an  opportunity  to  present  oral 
views  is  requested,  and  shall  state  how 
much  time  is  requested  for  the  presen- 
tation. As  soon  as  possible  thereafter,  a 
notice  annoimcing  the  date,  time,  place, 
and  scheduled  presentations  for  any 
public  hearing  that  may  be  requested 
■will  t>e  published  in  the  Federal  Register 
The  purpose  of  the  public  hearing  L-^ 
to  receive  data,  information,  and  %'iews 
not  previously  available  to  the  Select 
Committee  about'  the  substances  ILsted 
above.  Information  already  contained  in 
the  scientific  literature  reviews  and  in 
the  tentative  Select  Committee  report 
shall  not  be  duplicated,  although  views 
on  the  Interpretation  of  thL<  material 
may  be  presented. 

Depending  on  the  number  of  requests 
for  opportunity  to  make  oral  presen- 
tations, the  Select  Committe  may  reduce 
the  time  requested  for  any  presentation. 
Due  to  time  limitations,  mdividuals  and 
organizations  with  common  interests  are 
urged  to  consolidate  their  pre.'^entation,'; 
Any  interested  person  may.  In  lieu  of 
an  oral  presentation,  submit  written 
views,  which  shall  be  considered  by  the 
Select  Committee.  Three  copies  of  such 
written  views  shall  be  addressed  to  tlie 
Select  Committee  at  the  address  not-ed 
above,  and  must  be  postmarked  not  later 
than  10  days  before  the  scheduled  date 
of  the  hearing,  A  copy  of  any  written 
Tle-ws  shall  be  sent  to  the  Hearing  Clerk. 
Pood  and  Drug  Administration,  and 
shall  be  placed  on  public  display  In  that 
office. 

A  public  hearing  will  be  presided  over 
by  a  member  of  the  Select  Committee. 
Hearings  will  be  transcribed  by  a  report- 
ing service,  and  a  transcript  of  eacl: 
hearing  may  be  purchased  directly  from 
the  reporting  ser\ice  and  will  also  be 
placed  on  public  display  In  the  office  of 
the  Hearing  Clerk,  Food  and  Drug  .Ad- 
ministration. 

Dated:  May  25,  1977. 

William  F.  Randolph. 
Acting  Associate  CommissioTier 

For  Compliance. 

(FR  DOC.T7-16689  Died  &-6-77;8:45  am] 


NATIONAL  ADVISORY  COUNCIL  ON  THE 
EDUCATION  OF  DISADVANTAGED  CHIL- 
DREN 

Addendum 

Tills  notice  is  an  addendum  to  the  first 
paragraph  of  the  meeting  notice  which 
appeared  to  the  Federal  Register  on 
Wtxinesday,  May  25,  1977  on  page  26709 
Tliat  paragraph  should  read:  Notice  is 
hereby  given,  pursuant  to  P.L,  92-463, 
that  the  next  meeting  of  tiie  National 
.\dvisor>-  Council  on  the  Education  of 
Disadvantaged  Children  will  be  held  on 
Fndaj-.  June  10  and  on  Saturday,  June 
11,  1977.  Friday  will  be  set  a.side  for  site 
visits  in  the  Appalachian  states  i  Ten- 
nessee, Southern  Ohio.  Kentucky.  Geor- 
gia, Alabama  amd  Arkansas  ■  and  will 
start  at  8:30  a.m  and  end  at  5;  30  pm 
The  Saturday  meeting  will  be  iield  at  the 
Sheraton  Hotel,  the  Garbo  Room,  1325 
Virginia  Avenue,  .Atlanta.  Georgia,  30344 
,404-768-66601   from  9  a.m    until  2  pm. 

Signed  at  Washington,  DC,  on  June  2, 
1977. 

Roberta  Lovenheim. 
Executive  Director. 
IFR  Doc,77-16025  Piled  6-6-77:8:45  am] 


Office  of  the  Secretary 

PRESIDENT'S    COMMITTEE    ON    MENTAL 
RETARDATION 

Meeting 

The  President's  Committee  on  Mental 
Retardation  wa.s  established  by  Execu- 
tive Order  to  provide  advice  and  assist- 
ance in  tlie  area  of  mental  retardation  to 
the  President  including  evaluation  of  the 
adequacy  of  the  national  effort  to  combat 
mental  retardation;  coordination  of  ac- 
tivities of  Federal  agencies:  provL'^ion  of 
adequate  liaison  between  foundations 
and  othei-  private  organizations;  and  de- 
velopment of  information  designed  for 
dissemination  to  the  general  pubhc. 

The  Committee  will  mieet  on  Monday. 
June  27,  1977,  9  a.m.,  to  5  p.m..  at  the 
Radisson  Inn  Atlanta  Hotel,  Chamblee- 
Dunw(X)dy  Road,  Atlanta,  Georgia  and 
on  Tuesday,  June  28,  1977,  9  am,  to  5 
p,m.,  at  the  Georgia  Retardation  Center. 
4770  North  Peachtree  Road,  Atlanta. 
Georgia.  At  the  meeting,  the  Committee 
will  disca-s  full  citizenship  rights,  hu- 
mane service  systems,  trends  in  residen- 
tial facilities,  pubhc  awareness,  and  pre- 
vention of  mental  retardation. 

These  meetings  are  open  to  the  public. 

Further  information  on  the  I*resi- 
dent's  Committ<>e  on  Mental  Retardation 
m.ay  be  obtained  from  Mr,  Tred  J, 
Krause,  Executive  Director.  President's 
Committee  on  Mental  Retardation.  Room 
2614,  ROB  No  3,  7th  and  D  Streets  SW., 
Washington,  D,C,  20201,  telephone  202- 
245-7634, 

Dated:  May  31, 1977. 

WiLIJAM    H,    WiLSNACK. 

Acting  Executive  Director. 
President's  Committee  on 
Mental  Retardation. 

JFR  Doc.77-16062  Piled  6-6-77;8:45  am) 


DEPARTMENT  OF   HOUSING  AND 
URBAN   DEVELOPMENT 

Federal  Disaster  Assistance  Administration 
[Docket  No  N-T7-Tnj 

INTERAGFNCY   DROUGHT  EMERGENCY 
COORDINATING   COMMITTEE 

Designation  o<  Additional  Emergency 
Drought  Impact  Areas 

AGENCY:  Federal  D.iai:er  Assistance 
.Administration. 

ACTION:  Notice  of  Emergency  Drought 
Impact  Areas. 

SUMMARY:  This  is  a  Notice  of  the  des- 
ignation of  additional  counties  as  Emer- 
gency Drought  Impact  Areas  by  the  In- 
te.'agenry  Drought  Emergency  Coordi- 
nating Committer  of  1977. 

DATE:  June  1.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Jack  W.  McGraw.  Director,  Prepared- 
ness Office,  Federal  Disaster  Assistance 
.Administration.  Departm.ent  of  Hous- 
ing and  Urban  Development.  Wash- 
ington. DC.  20410    202-634-7845'. 

.Acting  upon  the  request  of  the  respec- 
ave  (jovemor,  the  Interagency  Drought 
Emergency      Coordinating      Committee 

dosignatetl  the  following  counties  aa 
Em.ergency  Drought  Impact  Areas: 

Texas 


A!.a,-ews 

Hal! 

B.'den 

Howard 

Bre\>.-ster 

Jeff  Davis 

Ca.'-tro 

Kent 

Childress 

King 

Coiemar. 

LoTlng 

Collingsworth 

Lubbock 

Concho 

Lynn 

Cottle 

Martin 

Crane 

Midland 

Crosbv 

Motley 

Culberson 

Parmer 

Dau-son 

Feces 

Dickens 

Presidio 

Dlmmtt 

Reeves 

Dor.ley 

Scurry 

Ector 

Swisher 

Flovd 

Tom  Green 

Gaiiies 

Upton 

Garza 

Ward 

Glasscoclt 

Wheeler 

Grav 

Winkler 

H.i:e 

Toakum 

Tne   designation   of  a  coimty  as   «a 
Emergency  Drought  Impact  Area  doe* 
not  confer  entitlement   to  drought  as-  \ 
sistancc.  i 

Individ.;  a  L<;     and    communities    must 
meet    the    separate    eligibility    require- ' 
ments  established  by  each  agency  before 
assistance  may  be  provided.  j 

Under  the  authority  granted  to  me  M 
Secretary  to  the  Committee  by  the  Mem- 
orandum of  Agreement  (42  FR  2185&, 
April  29,  1977  >,  I  have  pro\;ded  Uie  list 
of  designated  counties  for  the  public 
record. 

Thomas  P.  Dttnne, 
Administrator.  Federal  Disaster 
Assistance  Administration. 

[FR  Doc,77-16069  Piled  6-6-77:8:45  am] 


FEDERAL  irEGISTE»,   VOl     4 J     NO     109— TUESDAY,    JUNE   7,    1977 


mos 


NOTICES 


Office  of  Interstate  Land  Sales  Registration 

[Docket  No.  N-T7-7701 

BRIARCLIFF 

Notice  of  Hearing 

In  the  matter  of:  BRIARCLIFF,  Ed- 
ward M.  Wrenn,  Jr.,  President  and  Briar- 
cliff.  Inc..  Respondent,  Dcxrket  No.  77- 
49-IS.  OELSR  No.  0-0543-4^19. 

Pursuant  to  15  U.S.C.  1706<e)  and  24 
CFR  1720  leS'b'.  notice  is  hereby  given 
that: 

1.  Briarcliff.  Edward  M.  Wrenn.  Jr.. 
President  and  Briarcliff.  Inc.,  authorized 
agent,  and  officers,  hereinafter  referred 
to  as  •Respondent",  being  subject  to  the 
provisions  of  the  Interstate  Land  Sales 
Full  Disclasure  Act   <Pub.  Law  90-448) 

<  15  use.  1710.  et  seq.i  received  a  No- 
tice of  Proceedings  and  Opportunity  for 
Hearing  is^sued  April  20.  1977.  which  was 
sent  to  the  developer  pursuant  to  15 
use.  1706(d>,  24  CFR  1710.45<b>il) 
and  1720.125  Informing  the  developer  of 
information  obtained  by  the  0£Bce  of 
Interstate  Land  Sales  Registration  alleg- 
ing that  the  Statement  of  Record  and 
Property  Report  for  Briarcliff,  located  in 
Travis  County,  Texas,  contain  untrue 
statements  of  material  facts  required  to 
be  stated  therein  or  necessary  to  make 
the  statements  tlierein  not  necessary  to 
make  the  statements  therein  not  mis- 
leading. 

2.  The  Respondent  filed  an  Answer  re- 
ceived May  13,  1977,  In  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  Answer  the  Respondent  re- 
quested a  hearing  on  tiie  allegations  con- 
tained in  the  Notice  of  Proceedings  and 
Opportunity  for  Hearing. 

4  Therefore,  pur'^utuit  to  the  pro- 
visions of  15  U.S.C.  1706 >d)  and  24  CFR 
1720.160' d>.  It  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of 
taking  e\  idence  on  the  questions  set  forth 
m  the  Notice  of  Proceeding's  and  Oppor- 
tunity for  Hearing  will  be  held  before 
Judge  James  W.  Mast.  In  Room  7146.  De- 
partment of  HUD.  451  Seventh  Street 
SW..  Washington.  DC  on  August  4.  1977 
at  2  p  m 

5  The  following  tune  and  procedure  is 
applicable  to  such  hearing:  The  parties 
are  directed  to  file  all  affidavits  and  a 
ILst  of  all  witnesses  with  tl^  Hearing 
Clerk.  HUD  Building.  Room  10?T8,  Wash- 
ington. DC.  20410  on  or  before  July  1, 
1977.  Copies  of  all  documents  filed  should 
be  served  at  the  same  time  on  all  parties 
of  record. 

6  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a  de- 
fault and  the  proceediiTgs  shall  be  de- 
termined against  Respondent,  the  alle- 
gations of  which  shall  be  deemed  to  be 
true,  and  an  order  Suspending  the  State- 
ment of  Record,  herein  Identified,  shall 
be  issued  pursuant  to  24  CFR  1710  45' b> 
.1). 


This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

By  the  Secretary. 

Dated:  May  26,  1977. 

Jamks  W.  Mast, 
Chief. 
Administrative  Law  Judge. 

|FR  Doc.77-16072  FUed  6-6-77;8:45  am] 


[Docket  No.  N-77-776] 

CIRCLE   "D"   COUNTRY   ACRES 

Notice  of  Hearing 

In  the  Matter  of;  Circle  "D"  Cowntry 
Acres,  sections  1-8;  acreage  tracts  1-8, 
Halifax  Corporation  and  James  Franklin, 
President,  Respondent,  Docket  No.  77- 
51-IS,  OILSR  No.  0-3360-49-441. 

Pursuant  to  15  U.S.C.  1706(e)  and  24 
CFR  1720.165(b),  notice  is  hereby  given 
that ; 

1.  Circle  "D"  Country  Acres.  Sections 
1-8;  Acreage  Tracts  1-8,  Halifa.x  Corpo- 
ration and  James  Franklin,  President, 
authorized  agents  and  officers,  herein- 
after referred  to  as  "Respondent"  being 
subject  to  the  ProvLsions  of  the  Interstate 
Land  Sale.s  Full  Disclosure  Act  (Pub.  Law 
90-448)  i  15  U.S.C.  1710,  et  seq.)  received 
a  Notice  of  Proceedings  and  Opportunity 
for  Hearing  Issued  April  20,  1977,  which 
was  sent  to  the  developer  pursuant  to  15 
U.S.C.  1706(d),  24  C.F.R.  1710.45(b)(1) 
and  1720.125  informing  the  developer  of 
information  obtained  by  the  Ofifice  of 
Interstate  Land  Sales  Registration  al- 
leging that  the  Statement  of  Record  and 
Property  Report  for  Circle  "D"  Country 
Acres,  Sections  1-8;  and  Acreage  Tracts 
1-8,  located  in  Bastrop  County,  Texas. 
contain  untrue  statements  of  material 
facts  required  to  be  stated  therein  or  nec- 
essary to  make  the  statements  therein 
not  necessary  to  make  the  statements 
therein  not  misleading. 

2.  The  Respondent  filed  an  Answer 
received  May  9,  1977,  in  response  to 
the  Notice  of  Proceedings  and  Oppor- 
tunity for  Hearing. 

3.  In  said  Answer  the  Respondent  re- 
quested a  hearing  on  the  allegations 
contained  in  the  Notice  of  Proceedings 
and  Opportunity  for  Hearing. 

4.  Tlierefore,  pursuant  to  the  provi- 
sions of  15  U.S.C.  1706(d)  and  24  CFR 
1720. 160  d),  it  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of  tak- 
ing endence  on  the  questions  set  forth 
in  the  Notice  of  Proceedings  and  Op- 
portunity for  Hearing  will  be  held  be- 
fore Ju(ige  James  W.  Mast,  in  Room 
7146,  Department  of  HUD,  451  Seventh 
Street  SW  .  Washington,  D.C.  on  July 
8,  1977  at  10  a.m. 

5.  The  following  time  and  procedure 
is  applicable  to  such  hearing:  The  par- 
ties are  directed  to  file  all  aflSdavits 
and  a  list  of  all  witnesses  with  the  Hear- 
ing Clerk.  HUD  Building.  Room  10278, 
Washington.   DC.   20410   on  or  before 


June  10,  1977.  Copies  of  all  documents 
filed  should  be  served  at  the  same  time 
on  all  parties  of  record. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a 
default  and  the  proceedings  shall  be 
determined  against  Respondent,  the  al- 
legations of  which  shall  be  deemed  to  be 
true,  and  an  order  Suspending  the 
Statement  of  Record,  herein  identified. 
shall  be  Issued  pursuant  to  24  CFR 
1710.45(b)(1). 

This  notice  shall  be  ser\'ed  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

By  the  Secretar>'. 

Dated:  May  13,  1977. 

James  W.  Mast. 
Chief. 
Administrative  Law  Judge. 

(FR  Doc.77-16078  Piled  6-6-77:8:45  am] 


[Docket  No.  N-77-771] 

CLEAR   CREEK   FOREST 

Notice  of  Hearing 

In  the  matter  of  CLEAR  CREEK  FOR- 
EST, sections  7,  8  and  9.  Mithcell  De- 
velopment Corporation  of  the  Southwest 
and  Robert  D.  Grace,  Vice  President. 
Respondent,  Docket  No.  77-47-IS.  OILSR 
No.  0-3105-49-345. 

Pursuant  to  15  U.S.C.  1706(e»  and  24 
CFR  1720.165(b).  notice  is  hereby  given 
that: 

1.  Clear  Creek  Forest,  Sections  7.  8  &  9. 
Mithcell  Development  Corporation  of  the 
Southwest  and  Robert  D.  Grace,  Vice 
President,  authorized  agents  and  officers, 
hereinafter  referred  to  as  "Respondent", 
being  subject  to  the  provisions  of  the 
Interstate  Land  Sales  Full  Disclosure 
Act  (Pub.  L.  90-448)  (15  U.S.C.  1710. 
et  seq.)  received  a  Notice  of  Proceedings 
and  Opportunity  for  Hearing  issued 
April  18,  1977,  which  was  sent  to  the 
developer  pursuant  to  15  U.S.C.  1706(d' , 
24  CFR  1710.45(b)  (M  and  1720.125  in- 
forming the  developer  of  information  ob- 
tained by  the  Office  of  Interstate  Land 
Sales  Registration  alleging  that  the 
Statement  of  Record  and  Property  Re- 
port for  Clear  Creek  Forest,  Sections  7, 
8  and  9,  located  in  Waller  County,  Texas, 
contain  untrue  statements  of  material 
facts  required  to  be  stated  therein  or 
necessary  to  make  the  statements  therein 
not  necessary  to  make  the  statements 
therein  not  misleading. 

2.  The  Respondent  filed  an  Answer 
received  May  18.  1977.  in  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  An.swer  the  Respondent  re- 
quested a  hearing  on  the  allegations 
contained  in  the  Notice  of  Proceedings 
and  Opportunity  for  Hearing. 

4.  Therefore,  pursuant  to  the  provi- 
sions of  15  U.S.C.  1706(d)   and  24  CFR 
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1720.160(d),  it  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of  tak- 
ing evidence  on  the  questions  set  forth 
in  the  Notice  of  Proceedings  and  Op- 
portunity for  Hearing  will  be  held  before 
Judge  James  W.  Mast,  in  Room  7146. 
Department  of  HUD,  451  Seventh  Street 
SW.,  Washington.  DC.  on  August  16. 
1977  at  10  a.m. 

5.  The  following  time  and  procedure 
Is  applicable  to  such  hearing;  The  par- 
ties are  directed  to  file  all  affidavits  and 
a  list  of  all  witnesses  with  the  Hearing 
Clerk.  HUD  Building,  Room  10278, 
Washington.  DC.  2O410  on  or  before 
July  5,  1977.  Copies  of  all  documents 
filed  should  be  served  at  the  same  time 
on  all  parties  of  record. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a 
default  and  the  proceedings  shall  be 
determined  against  Respondent,  the  al- 
legations of  which  shall  be  deemed  to  be 
true,  and  an  order  Suspending  the 
Statement  of  Record,  herein  identified, 
shEill  be  issued  pursuant  to  24  CFR 
1710.45(b)(1). 

This  notice  shall  be  served  upon  the 
Respondent  forth'with  pursuant  to  24 
CFR  1720.440. 

By  the  Secretary. 

Dated:  May  26.  1977. 

James  W.  Mast, 

Chief. 
Administrative  Law  Judge. 
[PH  Doc  77-16073  Filed  6-6-77:8:45  am  J 


[Docket  No.  N-77-7741 
GOLDEN   OAKS 
Notice  of  Hearing 

In  the  matter  of  GOLDEN  OAKS.  Joe 
B.  McMaster,  President  and  GOLDEN 
OAKS  RANG.  INC.,  Respondent,  Dock- 
et No.  77-44-IS.  OILSR  No  0-3370-49- 
446. 

Pursuant  to  15  U.S.C.  1706(e)  and  24 
CFR  1720.165 (b I  notice  is  hereby  given 
that: 

1.  Golden  Oaks,  Joe  B  McMaster, 
President  and  Golden  Oaks  Ranch,  Inc., 
authorized  agents  and  officers,  herein- 
after referred  to  as  "Respondent"  being 
subject  to  the  provisions  of  the  Interstate 
Land  Sales  Full  Disclosure  Act  (Pub. 
Law  90-448)  (15  U.S.C.  1710.  et  seq.)  re- 
ceived a  Notice  of  Proceedings  and  Op- 
portunity for  Hearing  Issued  April  15, 
1977,  which  was  sent  to  the  developer 
pursuant  to  15  U.S.C.  I706'd),  24  CFR. 
1710.45(b)(1)  and  1720.125  informing 
the  developer  of  Information  obtained  by 
the  Office  of  Interstate  Land  Sales  Regis- 
tration alleging  that  the  Statement  of 
Flecord  and  Property  Report  for  Golden 
Oaks  Ranch,  located  In  WUliaimson 
County,  Texas,  contain  untrue  state- 
ments of  material  facts  required  to  be 
stated  therein  or  necessary  to  make  the 
statemraits  therein  not  necessary-  to  make 
the  statements  therein  not  misleading, 

2.  "Hie  Respondent  filed  an  Answer  re- 
ceived May  3, 1977.  to  response  to  the  No- 


tice of  Proceedings  and  Opportunity  for 
Hearing. 

3.  In  said  Answer  the  Respondent  re- 
quested a  hearing  on  the  allegations  con- 
tained in  the  Notice  of  Prcxeedings  and 
Opportunity  for  Hearing. 

4.  Therefore,  pursuant  to  the  provi- 
sions of  15  U.S.C  1706<di  and  24  CFR 
1720.160(di.  it  is  hereby  ordered.  That  a 
public  hearing  for  the  purpase  of  taking 
evidence  on  the  questions  set   forth  in 

the  Notice  of  Proceedings  and  Opportu- 
nity for  Hearing  will  be  held  before 
Judge  James  W.  Mast,  in  Room  7146.  De- 
partment of  HUD.  451  Seventh  Street 
SW..  Washington.  D.C.  on  July  15  1977 
at  10  a.m. 

5.  The  following  time  and  procedure 
Is  applicable  to  such  hearing :  The  parties 
are  directed  to  file  all  affidavits  and  a  list 
of  aU  witnesses  with  the  Hearing  Clerk, 
HUD  Building.  Room  10278.  Washington. 
D.C,  20410  on  or  before  June  14.  1977. 
Copies  of  all  documents  filed  should  be 
served  at  the  same  time  on  all  parties  of 
record. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above  sched- 
uled hearing  shall  be  deemed  a  default 
and  the  proceedings  shall  be  determined 
against  Respondent,  the  allegations  of 
which  shall  be  deemed  to  be  true,  and  an 
Order  Suspending  the  Statement  of  Rec- 
ord, herein  identified,  shall  be  issued  pur- 
suant to  24  CFR  1710.45(b)  ( 1) . 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720  440. 

By  the  Secretary. 

Dated:  May  12.  1977. 


James  W.  Mast, 
Chief 
Admitiistrative  Law  Judge 
|PRDoc.77-16076  Piled  6-6-77:8:46  am) 


[Docket  No  N-77-773) 

McSHEPHERD   RANCHES 

Notice  of  Hearing 

In  the  matter  of  McShepherd  Ranch- 
es, Joe  B.  McMaster.  President  and 
McShepherd  Ranches,  Inc..  Respondent, 
Docket  No  77-45-IS,  OILSR  No  0-3351- 
49-438. 

Pursuant  to  15  U.S.C.  1706(e«  and  24 
CFR  1720.165' b I  notice  is  hereby  given 
that: 

1.  McShepherd  Ranches.  Joe  B 
McMaster,  President  and  McShepherd 
Ranches,  Inc.,  authorized  agents  and 
officers,  hereinafter  referred  to  as  "Re- 
spondent" being  subject  to  the  provi- 
sions of  the  Interstate  Land  Sales  Pull 
Disclosure  Act  (Pub.  Law  90-448)  (15 
U.S.C.  1710,  et  seq.)  received  a  Notice 
of  Proceedings  and  Opportunity  for 
Hearing  issued  April  18,  1977,  which 
was  sent  to  the  developer  pursuant  to 
15  use.  1706(d^  24  CFR  1710. 45(b) 
(1)  and  1720.125  informing  the  develop- 
er of  Information  obtained  by  the  Office 
of  Interstate  Land  Sales  Registration  al- 
leging that  the  Statement  of  Record 
and  Property  Report  for  iAcSbe^pheTd 
Ranches,    located    In    Williamson    and 


Travis  Counties,  Texas,  con  tarn  untrue 
statements  of  material  facts  required  to 
be  stated  therein  or  necessar>-  to  make 
the  statements  therein  not  neces.sary  to 
make  the  statements  therein  not  mis- 
leading 

2.  The  Respondent  filed  an  Aiiswer  re- 
ceived May  3.  1977,  In  response  to  the  No- 
tice of  Proceedings  and  Opportunity"  for 
Hearing 

3  In  said  An.swer  the  Respondent  re- 
quested a  hearing  on  the  allegations  con- 
tained in  the  Notice  of  Proceedings  and 
Opportimlty  for  Hearing. 

4  Therefore,  pursuant  to  the  provi- 
sions of  15  use  1706'd)  and  24  CFR 
1720.160(d».  it  is  hereby  ordered  That  a 
public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  In  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  will  be  held  before  Judge 
James  W.  Mast,  in  Room  7146.  Depart- 
ment of  HUD.  451  Seventh  Street  SW  , 
Washington.  DC.  on  July  13  1977  at  10 
am. 

5  The  following  time  and  procedure  is 
applicable  to  such  hearing*  The  parties 
are  directed  to  file  all  affidavits  and  a  ILst 
of  all  witnesses  with  the  Hearing  Clerk, 
HUD  BuUdlng.  Room  10278  Washington. 
DC.  20410  on  or  before  June  10.  1977. 
Copies  of  all  dcKuments  filed  should  be 
served  at  the  same  time  on  all  parties  of 
record 

6.  The  ResjxDndent  is  heieby  notified 
that  failure  to  appear  at  the  above  sched- 
uled hearing  shall  be  deemed  a  default 
and  the  proceedings  shall  be  determined 
against  Respondent,  the  allegations  of 
which  shall  be  deemed  to  be  true,  and 
an  order  Suspending  the  Statement  of 
Record,  herein  Identified,  shall  t>e  Issued 
pursuant  to  24  CFR  1710.45(b)(1). 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720  440 

By  the  Secretary 

Dated:  May  12.  1977 

James  W.  Mast. 

Chief, 
Administrative  Law  Judge. 

jPR  Doc  77-16075  Piled  6-6  77,8  46  am] 


(Docket  No  N-T7-775) 

PIKE    MEADOW   ESTATES   AND   PIKE 
FOREST   ESTATES 

Notice  of  Hearing 

In  the  matter  of :  Pike  Meadow  Estates 
and  Pike  Forest  states.  Pike  Meadow 
Estates  and  Pike  Forest  Estates,  and 
Louis  F.  Wailly  general  pariner  and  au- 
thorized agent,  respondent.  Docket  No. 
77-43-IS.  OILSR  No.  0-2620-05-282 

FMrsuant  to  15  U.6.C.  1706' ei  and 
24  CFR  1720.165 (b'  Notice  Is  hereby 
given  that: 

1.  Pike  Meadow  Estates  and  Pike 
Forests,  Pike  Meadow  Estates  and  Louis 
F.  Wailly.  General  Psirtner  and  Au- 
thorized Agent,  authorized  agents  and 
officers,  herein  after  referred  to  as  "Re- 
spondent" being  suJaject  to  the  pro\i- 
slona  of  the  Interstate  Land  Sales  Pull 
DLscloeure  Act   (Pub    Law   90-448'    il5 
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use  1710.  et  seq.)  received  a  Notice 
ot  Proceedings  and  Opportunity  for 
Hearing  issued  April  4,  1977.  which  was 
.sent  to  the  developer  pursuant  to  15 
U.S.C.  1706'd).  24  CPR  1710.45(b)  (!> 
and  1720.125  informing  the  developer  of 
information  obtained  by  the  Office  of 
Interstate  Land  Sales  Registration  aJ- 
legmg  that  the  Statement  of  Record  and 
i'rojjerty  Report  for  Pike  Meadow 
Elstates  and  Pike  Forest  Estates,  lo- 
cated in  Park  County,  Colorado,  contain 
untrue  statements  of  material  fact£  re- 
quired to  be  stated  therein  or  neces- 
sary to  make  the  statements  therein  not 
necessary  to  make  the  statements  there- 
in not  misleading. 

2.  The  Respondent  filed  an  .Answer 
received  April  27.  1977,  in  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  Answer  tlie  Respondent  re- 
quested a  hearing  on  tlie  allegations 
contained  in  the  Notice  of  Proceedmgs 
and  Opportunity  for  Hearing. 

4  Therefore,  pursuant  to  the  provi- 
sions of  15  U.S.C.  1706fd)  and  24  CFR 
1720.160(di,  it  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  m  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  wiU  be  held  before  Judge 
James  W.  Mast.  In  Room  7146.  Depart- 
ment of  HUD.  451  Seventh  Street  SW., 
Washington.  D.C.,  on  July  6.  1977,  at 
2  p.m. 

5.  The  following  time  and  procedure 
is  applicable  to  such  hearing:  The  parties 
are  directed  to  file  all  affidavits  and  a  list 
of  all  witnesses  with  the  Hearing  Clerk, 
HUD  Building.  Ro<3m  10278,  \Va.<;hing- 
ton.  DC.  20410,  on  or  before  June  10. 
1977.  Copies  of  all  document.?  filed  should 
be  served  at  the  same  time  on  all  parties 
of  record. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a 
default  and  the  proceedings  .shall  be 
determined  against  Respondent,  the 
allegations  of  which  shall  be  deemed  to 
be  true,  and  an  Order  Suspending  tlie 
Statement  of  Record,  herein  identified, 
shall  be  Lssued  pursuant  to  24  CFR 
1710.45«b>a>. 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

Dated:  May  13.  1977. 

By  the  Secretary. 

James  W.  M.\st. 
Chief.  Administrative  Law  Judge. 

[PR  Doc.77-18077  PUed  ft-6-77;8:45  am) 


[Docket   No,   N-77-7721 

VELD.A   ROSE   GARDENS 

r<kjt:ce  of  Hearing 

In  the  matter  of:  Velda  Rose  Gardens. 
Mobile  Home  E.<Ttates.  Inc.,  and  Harry 
Fabrt.  president.  re.sfx)ndent,  Docket  No. 
77-34-IS.  OILSR  No.  0-3914-02-767. 


Pursuant  to  15  U.S.C.  1706(e)  and  24 
CFR  1720.165tb.»  Notice  Is  hereby  given 
that: 

1.  Velda  Rose  Gardens,  Mobile  Homes 
Estates,  Inc..  and  Harry  Pabri,  President, 
authorized  agents  and  ofBcers,  herein- 
after referred  to  as  "Respondent"  being 
subject  to  the  provisions  of  the  Inter- 
state Land  Sales  Full  Disclosure  Act 
•  Pub.  L.  90^48)  (15  U.S.C.  1710.  et 
seq.)  received  a  Notice  of  Proceedings 
and  Opportunity  for  Hearing  issued 
March  24.  1977,  which  was  sent  to  the 
developer  pursuant  to  15  U.S.C.  1706(d>, 
24  CFR  1710.45(b)  Q)  and  1720.125  in- 
forming the  developer  of  information 
obtained  by  the  Office  of  Interstate  Land 
Sales  Registration  alleging  that  the 
Statement  of  Record  and  Property  Re- 
port for  Velda  Rose  Gardens,  located  In 
Maricopa  County.  Arizona,  contain  un- 
true statements  of  material  facts  re- 
quired to  be  stated  therein  or  necessary 
to  make  the  statements  therein  not 
necessary  to  make  the  statements  there- 
in not  misleading. 

2.  The  Respondent  filed  an  Answer 
received  April  19,  1977,  in  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  Answer  the  Respondent 
requested  a  hearing  on  the  allegatlwis 
contained  in  the  Notice  of  Proceedings 
and  Opportunity  for  Hearing. 

4.  TTierefore.  pursuant  to  the  provi- 
sions of  15  U.S.C.  1706(d)  and  24  CFR 
1720.160(d),  it  is  hereby  ordered.  That 
a  public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  in  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  will  be  held  before  Judge 
James  W.  Mast,  in  Room  7146,  Depart- 
ment of  HL'D.  451  Seventh  Street  SW., 
Washington,  D.C.,  on  July  6,  1977,  at 
10  a.m. 

5.  The  following  time  and  procedure  is 
applicable  to  such  hearing:  The  parties 
are  directed  to  file  all  affidavits  and  a  list 
of  all  witnesses  with  the  Hearing  Clerk, 
HUD  Building,  Room  10278,  Washing- 
ton. DC.  20410.  on  or  before  June  10. 
1977.  Copies  of  all  documents  filed  should 
be  served  at  the  same  time  on  all  parties 
of  record. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a 
default  and  the  proceedings  shall  be 
determined  against  Respondent,  the 
allegations  of  which  shall  be  deemed  to 
be  true,  and  an  Order  Suspending  the 
Statement  of  Record,  herein  identified, 
shall  be  issued  pursuant  to  24  CPR 
1710.45'b)(l). 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

Dated:  May  13,  1977. 

By  the  Secretary. 

James  W.  Mast. 
Chief  Administrative  Law  Judge. 

[FR  Doc.77-16074  PUed  6-6-77.8:45  am) 


DEPARTMENT  OF  JUSTICE 

Drug  Enforcement  Administration 

[Docket  No.  76  Tj 

WAYNE   E.    ELLISON   AND   NORTH 
STRINGTOWN    PLAZA,    INC. 

Hearing 

Notice  is  hereby  given  that  an  Feb- 
ruary 25,  1976,  the  Drug  Enforcement 
Administration,  Department  of  Justice, 
issued  to  WajTie  E.  Ellison,  d.b.a. 
Wayne's  Pharmacy.  Evansville.  Indiana. 
an  Order  to  Show  Cause  as  to  why  the 
Drug  Enforcement  Administration  reg- 
istration (AE4124284I.  issued  to  Re- 
spondent pursuant  to  Section  303  of  the 
Controlled  Substances  Act  (21  U.S.C. 
823) ,  should  not  be  revoked. 

Notice  is  further  hereby  given  that 
on  September  24,  1976.  the  Drug  En- 
forcement Administration,  Department 
of  Justice,  issued  to  North  Stringtown 
Plaza,  Inc..  d.b.a.  Wayne's  Pharmacy. 
Evansville,  Indiana,  an  Order  to  Show 
Cause  as  to  why  the  Drug  Enforcement 
Administration  should  not  deny  its  ap- 
plications for  registration  under  Secticm 
303  of  the  Controlled  Substances  Act 
(21  U.S.C.  823). 

Thirty  days  having  elapsed  since  the 
said  Orders  to  Show  Cause  were  received 
by  the  respective  Respondents,  and  writ- 
ten requests  for  hearing  having  been 
filed  with  the  Drug  Enforcement  Admin- 
istration, notice  is  hereby  given  that  a 
hearing  in  these  matters  will  be  held 
commencing  at  10  a.m.  on  Tuesday.  June 
14,  1977,  in  the  U.S.  Ta.x  Court  Court- 
room. Room  288,  Federal  Building  and 
Courthouse.  46  E.  Ohio  Street,  Indian- 
apolis, Indiana. 

Dated:  Jime  1,  1977. 

Peter  B.  Bensincer. 

Administrator. 
Drug  Enforcement  Administration. 

(PR  Doc. 77-16019  Piled  6-6-77:8:45  amj 


CONTROLLED  SUBSTANCES   IN 
SCHEDULE   II 

Proposed  1977  Revised  Aggregate  Produc- 
tion Quota — Oxycodone  tor  Conversion 

Section  306  of  the  Comprehensive 
Drug  Abuse  Prevention  and  Control  Act 
of  1970  (21  U.S.C.  826)  requires  the  At- 
torney General  to  establisli  aggregate 
production  quotas  for  all  controlled  sub- 
stances in  Schedules  I  and  IT  each  year. 
This  responsibility  has  been  delegated  to 
the  Administrator  of  the  Drug  Enforce- 
ment Administration  pursuant  to  5  0.100 
of  Title  28  of  the  Code  of  Federal  Regula- 
tions. 

On  November  11,  1976.  a  notice  of  the 
final  aggregate  production  quotas  for 
these  substances  was  publi.-hed  in  the 
Federal  Register  '41  FR  49873-74  >, 
Since  the  finali>'ation  of  this  quota,  DEA 
has  been  made  aware  of  yield  problems 
encountered  by  a  domestic  manufacturer 
of  oxymorphone.  Oxymorphone  is  pro- 
duced by  conversion  of  oxycodone.  Tlie 
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extremely  low  yields  of  oxymorphone  en- 
countered from  each  kilogram  of  oxy- 
codone resulted  In  the  complete  con- 
sumption of  the  entire  quota  established 
for  oxycodone  for  conversion  without  the 
entire  oxymorphone  quota  being  re- 
produced. 

Factors  which  the  Administrator  of 
the  Drug  Enforc^nent  Administration  is 
required  to  consider  pursuant  to  §  1303- 
11  (b)  (5*  of  Title  21  Code  of  Federal 
Regulations  are  yield  and  stability  prob- 
lems as  well  as  potential  disruption  to 
production.  Considering  these  factors  as 
well  as  the  other  factors  listed  in 
?  1303.11  of  Title  21  Code  of  Federal 
Regulations,  the  Administrator  has 
deemed  that  it  is  necessary  to  allow  the 
production  during  1977  of  additional 
amounts  of  oxyccxlone  which  will  be  uti- 
lized expressly  for  conversion  to  oxy- 
morphone. Therefore,  the  Administra- 
tor of  the  Drug  Enforcement  Adminis- 
tration, under  the  authority  vested  in 
the  Attorney  General  by  Section  306  of 
the  Comprehensive  Drug  Abuse  Preven- 
tion and  Control  Act  of  1970  (21  U.S.C. 
826)  and  delegated  to  the  Administrator 
by  §  0.100  of  Title  28  of  the  Code  of  Fed- 
eral Regulations  does  hereby  propose  the 
following  change  of  the  aggregate  pro- 
duction quota  for  1977  for  OxycodcMie 
for  Conversion  expressed  in  grams  in 
terms  of  anhydrous  base: 


Basic  class 


Previously  Propoeed 

finallied  revised 

1 977  aggrepai  t  1 977  aggT«cate 

production  production 

quou  quota 


Oxycodone  for  oodtm-- 
dtMi.. 


t,400 


8.400 


( Docket  No    77-6) 

IRVING   DAVIS,    M.D.,   SAN   FRANCISCO, 
CALIF. 

Hearing 

Notice  is  hereby  given  tliat  on  Jan- 
uary 25,  1977,  the  Drug  Enforcement 
Administration,  Department  of  Justice, 
issued  to  Irving  Davis.  M.D..  Siin  Fran- 
cisco. California,  an  Order  to  Show 
Cause  as  to  why  the  Drug  Enforcement 
Administration  Certificate  of  Registra- 
tion. AI1330618.  L<wued  to  Re.-pondent 
pursuant  to  Section  303  of  the  Con- 
trolled Substances  Act  <21  U.S.C.  823' 
should  not  be  revoked. 

Thirty  days  having  elap.^ed  smce  the 
said  Order  to  Show  Cause  was  received 
by  the  Respondent,  and  written  request 
for  a  hearing  having  been  filed  with  the 
Drug  Enforcement  Administration,  no- 
tice is  hereby  given  that  a  hearing  in 
this  matter  will  be  held  commencing  at 
10  a.m.  on  Wednesday.  June  29,  1977. 
in  the  U.S.  Tax  Court  Courtroom,  Room 
2021.  Federal  BuUding  and  Courthouse. 
450  Golden  Gate  Avenue.  San  Francisco, 
CaUfomia. 

Dated:  June  1.  1977, 

Peter  B.  Bensinger. 

Administrator, 
Drug  Enforcement  Administration. 
IFR  Doc  77-16018  Piled  6-6-  77;8;45  am] 


All  interested  persons  are  invited  to 
submit  their  comments  and  objections 
In  writing  regarding  this  proposal.  The 
comments  or  objections  should  state 
with  particularity  the  issues  concerning 
which  the  person  desires  to  be  heard. 
A  person  may  object  or  comment  on  the 
proposal  relating  to  any  one  or  more  of 
the  above  mentioned  substances  without 
filing  comments  or  objections  regarding 
the  others.  Comments  and  objections 
should  be  submitted  in  quintuplicate  to 
the  Administrator,  Drug  Enforcement 
Administration.  United  States  Depart- 
ment of  Justice.  Washington.  DC.  20537. 
Attention:  DEA  Federal  Register  Repre- 
sentative, and  must  be  received  by  July 
5.  1977.  If  a  person  believes  that  one  or 
more  issues  raised  by  him  warrant  a 
full  adversary-type  hearing,  he  should 
so  state  and  summarize  the  reasons  for 
his  beUef . 

In  the  event  that  comments  or  objec- 
tions to  this  proposal  raise  one  or  more 
issues  which  the  Administrator  finds.  In 
his  sole  discretion,  warrants  a  full  ad- 
versary-tji^e  hearing,  the  Administrator 
shall  order  a  pubUc  hearing  in  the  Fed- 
eral Register  summarizing  the  issues  to 
be  heard  and  setting  the  time  for  the 
hearing. 

Dated:  May  31,  1977. 

Peter  B.  Bensinger, 
Administrator 

I  PR  Doc  77-15942Plled6-6-77  8  45anil 


1301.43 (a ».  notice  is  hereby  given  that 
the  above  firm  has  made  application  to 
the  Drug  Enforcement  Administration  to 
be  registered  as  a  bulk  manufacturer  of 
the  basic  class  of  controlled  substances 
indicated,  and  any  other  such  person,  find 
any  existing  registered  bulk  manufac- 
turer of  the  above  substances  may  file 
\^Titten  comments  on  or  objections  to 
the  issuance  of  such  registration  and 
may.  at  the  same  lime,  file  a  wTitten  re- 
quest for  a  hearmg  on  the  application  in 
accordance  with  21  CFR  1301.54  in  such 
form  as  prescribed  by  21  CFR  1316.47. 
Such  comments,  objections  and  requests 
for  a  hearing  may  be  filed  no  later  than 
July  8.  1977. 

Comments  and  objections  may  be  ad- 
dressed to  tlie  DEA  Federal  Register 
Representative,  Office  of  Chief  Counsel, 
Drug  Eiiforcement  Administration,  Room 
1203.  1405  Elje  Street  NW..  Wa.shington 
DC    20537. 

Dated:  June  1,  1977. 

Donald  E  Miller. 
Acting  Deputy  Administrator, 
Drug  Enforcement  Administration 

|FR  Doc  77-16021  Filed  6-6  77.8  45  am) 


MANUFACTURE  OF  CONTROLLED 
SUBSTANCES 

Application 

Section  303iai  d)  of  tiie  Comprehen- 
sive Drug  Abuse  Prevention  and  Control 
Act  of  1970  (21  U.S.C.  823(a)  d)  )  states: 

The  .attorney  Generai  shall  re«i£t.er  an  ap- 
plicant to  nmnufacture  controlled  substances 
In  schedule  I  or  n  if  he  detemilnee  that  eoich 
registration  Ls  consistent  with  the  pubUc  In- 
terest and  with  United  States  obligations 
under  international  treatiee,  conventions,  or 
protocols  in  effect  on  the  effecUve  date  of  this 
part.  In  determining  the  pubUc  Interett,  the 
following  factors  shall  be  considered: 

(1)  Maintenance  of  effective  controls 
against  diversion  of  paxticular  controUed 
subetances  and  any  controlled  substance  In 
schedule  I  or  II  compounded  therefrom  Into 
other  than  legitimate  medical.  ecienUfic  re- 
search, or  Industrial  channels,  by  limiting 
the  Importation  and  bulk  manufacture  of 
such  controlled  substances  to  a  number  of 
establi.'ihmentB  which  can  produce  an  ade- 
quate and  uninterrupted  supply  of  Uiese 
substances  under  adequately  competitive 
conditions  for  legitimate  medical,  scientific. 
research,  and  industrial  purposes 

Pursuant  to  §  301.43  of  Title  21  of  the 
Code  of  Federal  Regulations  (CFR), 
notice  is  hereby  given  that  on  May  5. 
1977.  Arenol  Chemical  Corporation.  40-33 
23rd  Street.  Long  Island  City.  New  York 
11101.  made  application  to  the  Drug  En- 
forcement Administration  to  be  reg- 
istered as  a  bulk  manufacturer  of  the 
basic  class  of  controlled  substances  listed 
below : 
p^yg  Schedule 

Amphe  tarn  ine H 

Methamphetamlne II 

Pursuant  to  Section  301  of  the  Con- 
troUed Substances  Act  (21  U.S.C.  821), 
and     In     accordance     with     21     CPR 


PARKE,    DAVIS   &   CO 

Manufacture  of  Controlle-J  Substances; 
Notice  of  Registration 

By  NoUce  dated  March  23.  1977.  and 
pubilshed  in  the  Federal  Register  on 
March  30.  1977  (42  FR  16877-78  >.  Parke, 
Davis  &  Company,  188  Howard  Avenue, 
Holland.  Michigan  49423.  made  applica- 
tion o«n  Pebruarv-  24  1977.  to  the  Drug 
Enforcement  Administration  i  DEA  > .  to 
be  re^tered  as  a  bulk  manufacturer  of 
oxycodone,  methylplienidate.  methaqua- 
lone.  and  pentobarbital,  each  being  a 
basic  class  of  controlled  substance  listed 
in  Schedule  n. 

By  a  letter  dated  May  2.  1977.  counsel 
for  Ciba-Geigy  Corporation  submitted 
the  comments  and  objections  of  that 
company  in  response  to  the  above  notice. 
Ciba-Geigy  objected  to  tlie  regLstration 
of  Parke-Davis  as  a  manufacturer  of 
methylphenldate  for  the  reasc«is  that: 

1,  Parke-Davis  does  not  hold  a  New- 
Drug  Application  (NDA  >  approved  by  the 
Food  and  Drug  Administration  and  thus 
lacks  the  authority  to  manufacture  and 
market  methylphenldate  for  interstate 
commerce  and  m  view  of  that  deficiency, 
.sliould  not  be  granted  a  manufacturer's 
registration  by  DEA. 

2.  The  policy  of  the  Drug  Enforcement 
Administration,  at  least  regarding  the 
registration  of  importers,  is  that  it  is 
unnecessary  and  administratively  bur- 
densome to  presently  register  applicants 
as  a  contingency  measure  in  Uie  event 
they  may  possibly  conduct  controlled 
substances  activities  in  tiie  future,  and 
therefore  to  register  Parke-Davis  in  ad- 
vance of  thedr  ability  to  manufacture 
methylphenldate  for  marketmg  i."^  to  con- 
travene DEA's  owni  policy. 

The  first  objection  raised  by  Ciba- 
Geigy  regarding  no  approved  NDA  has 
been  previously  considered  by  this 
agency  in  In  the  Matter  of  MBH  Chem- 
ical Corp..  Dk  73-17.  73-18.  30  FR  12364- 
65.  April  5,  1974  That  proceeding  was  a 
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hearin:^  before  Administrative  Law 
Judge  William  E.  Brennan  on  an  appli- 
cation submitted  by  MBH  Chemical 
Corp.  to  become  re^stered  as  a  manu- 
facturer of  two  Schedule  II  controlled 
substances,  one  of  which  was  methyl- 
phenidate.  The  issue  presented  in  that 
case  was  whether  the  Admlnistrat^or  may, 
pursuant  to  21  U  S.C,  823.  regl>t«r  an 
applicant  to  manufacture  a  Schedule  11 
controlled  substance  where  it  i.s  a  New 
Drug  under  the  Federal  Food.  Drug,  and 
Cosmetic  Act  and  the  applicant  does  not 
hold  an  approved  NDA  as  that  Act  re- 
quires. 

Upon  consideration  of  that  issue,  in  his 
final  order  in  the  MBH  matter  the  then 
Administrator  of  the  Drug  Enforcement 
Administration  granted  the  application 
for  registration  recognizing  that  the 
agenc>^  had  no  regulation  which  made 
obtaining  an  approved  NDA  a  condition 
precedent  to  the  Lssuing  of  a  regi.'^tratiOTi 
to  manufacture  controlled  substances, 
and  he  stated  in  that  order  that  he  was 
granting  the  registration  even  though  it 
remained  unclear  to  him  what  benefits 
could  be  gained  by  an  applicant  who 
lacked  an  approved  NDA  for  the  drug 
they  sought  to  manufacture. 

In  the  present  matter,  as  In  the  \rBH 
matter,  the  nature  of  the  application,  the 
objection  raised,  the  issue  presented, 
and  even  the  objector  and  the  drug  in- 
volved, are  identical. 

Therefore,  the  Administrator  similar- 
ly regards  Parte-EJavis's  lack  of  an  ap- 
proved NDA  for  methylphenidate  to  be 
no  bar  to  DEA  granting  Its  application 
as  a  bulk  man'jiacturer  of  that  drug. 

Ciba-Geigy's  second  objection  is  that 
DEA  has  a  policy  against  registering  ap- 
plicants as  importers  who  do  not  pres- 
ently engage  in  importing  activities  but 
who  may  wish  to  do  so  in  the  future. 
Ciba-Geigy  suggests  that  tiiis  policy 
should  be  extended  to  preclude  register- 
ing an  applicant  as  a  manufacturer 
where  he  cannot  for  lack  of  an  approved 
NDA  engage  in  that  activity. 

The  policy  as  set  forth  in  40  FR 
4374&-46  (September  23.  1975 1  stated 
that  21  U.S.C.  9.58' h>  permits  an  appli- 
cant for  registration  as  an  unporter  to 
be  expeditiously  registered  by  DEA  with- 
out the  cu.stornary  publication  or  advance 
notice  of  its  application  or  opportunity 
for  a  hearing  provided  there  is  an 
emergency  situation  as  described  in  21 
U.S.C.  9521  aJ  concerning  the  domestic 
unavailability  of  controlled  substances. 
In  view  of  that,  the  then  Acting  Ad- 
ministrator made  a  determmation  in  the 
September  23.  1975  pohcy  statement  that 
a  '•contingency  reserve"  of  importer 
registrants  is  '"imncressary  aiid  ;idminis- 
tratively  burdensome"  l)ecause  it  ls  as  to 
them  only  that  the  statute  provides  for 
expeditious  registration  in  emergency 
situations  concerning  the  domestic  sup- 
ply of  controlled  substances,  and  in  doing 
so  ehminates  their  need  for  anticipatory 
regi.stratioii 

It  is  the  absenre  of  this  or  a  similar 
statutory  provision  as  to  manufacturer 
appliranLs  which  preserves  their  need  to 
rciflster   m  anticipation  of  their  ability 


to  manufacture,  and  which  precludes  ex- 
tending to  them  the  DKA  policy  against 
anticipatory  registration  of  Importers. 

For  the  foregoing  reasons,  the  applica- 
tion submitted  by  Parke,  Davis  &  Com- 
pany, dated  February  24,  1977,  shall  be 
granted. 

No  other  comments  or  objections  hav- 
ing been  received  and  no  hearings  hav- 
ing been  requested,  and  pursuant  to  sec- 
tion 303  of  the  Comprehensive  Drug 
Abuse  Prevention  and  Control  Act  of 
1970  and  21  CFR  1301.54<e>,  the  Ad- 
ministrator hereby  orders  that  the  ap- 
plication submitted  by  the  above  firm  for 
registration  as  a  bulk  manufacturer  of 
oxycodone,  methylphenldate,  methaqua- 
lone  and  pentobarbital  Is  granted. 

Dated;  June  1,  1977. 

Peter  B.  Bensittgeii, 

Administrator. 
DruQ  Enforcement  Administratioii. 

[FR  Doc.r7-ie020  PUed  6-6-77.8:45  am] 


(Docket  No.  77-2] 

DAVID   SACHS 

Certificate  of  Registration;  Revoked 

On  December  28.  197ff.  the  Administra- 
tor of  the  Drug  Enforcement  Adminis- 
tration iDEA>  directed  to  David  Sachs, 
M.D..  of  Aspen.  Colorado  (Respondent). 
an  Order  to  Show  Cause  proposing  to  re- 
voke Dr.  Sachs'  DEA  Certificate  of  Regis- 
tration *AS6723995»  for  the  reason  that 
Dr.  Sachs  was  not  authorized  by  the 
State  of  Colorado  to  prescribe,  dispense, 
admuiister  or  in  any  other  maimer 
handle  controlled  substances.  On  Janu- 
ary 19.  1977.  Respondent,  through  his  at- 
torney, requested  a  hearing  on  the  Order 
to  Show  Cause. 

Following  the  completion  of  a  prehear- 
ing conference,  Administrative  Law 
Judge  Francis  L.  Young,  issued  a  pre- 
hearing ruling,  dated  March  3.  1977. 
stating  that  the  only  proper  issue  posed 
by  the  Order  to  Show  Cau.se.  dated  De- 
cember 28.  1976,  IS  whether  Respondent's 
registration  at  an  address  in  Colorado 
.siiould  be  revoked  for  the  reason  that  the 
Colorado  State  Board  of  Medical  Exam- 
iner;; summarily  suspended  Respondent's 
licerse  to  practice  medicine  m  Colorado 
on  or  about  November  10.  1976.  Judge 
Yoiuig  set  a  May  6.  1977,  hearing  date 
in  this  matter. 

On  April  7.  1977.  Judge  Young  issued, 
in  response  to  a  government  motion  to 
terminate  the  proceeding,  a  Memoran- 
dum and  Order  holding  that  '  1 )  the 
papers  and  admissions  on  file  in  this 
matter  clearly  establish  that  the  State 
of  Colorado  has  suspended  Respondent's 
license  to  practice  medicine  in  Colorado, 
(2>  Respondent  cannot  have  a  DEA  reg- 
istration to  prescribe,  dispense,  or  ad- 
minister controlled  substances  in  the 
State  of  Colorado  without  a  correspond- 
ing state  license.  21  U.S.C.  823<f),  and 
1 3  >  there  is  no  relevant  or  material  Lssue 
of  fact  which  DEA  can  properly  consider 
in  an  evidentiary  hearing.  Accordingly. 
Judge  Young  cancelled  the  hearing  set 
for  May  6.  1977.  and  requested  that  both 


sides,  if  they  so  desire,  file  further  mem- 
oranda, proposed  findings  of  fact  and 
conclusions  of  law.  Neither  side  filed  ad- 
ditional papers. 

On  May  17.  1977.  Judge  Young  certi- 
fied to  the  Administrator  the  record  of 
this  proceeding,  including  his  opinion 
and  recwnmended  ruling,  findings  of 
fact,  conclusions  of  law  and  decision. 
Judge  Young  recommended,  for  the  rea- 
sons stated  above  in  his  Memorandum 
and  Order,  dated  April  7,  1977.  that  Dr. 
Sachs'  Certificate  of  Registration  »AS- 
6723995)  be  revoked.  Based  upon  careful 
ccHisideration  of  the  entire  record  and 
pursuant  to  21  CFR  1316.66,  the  Admin- 
istrator adopts  the  findings,  conclusions 
and  recommendation  of  the  Administra- 
tive Law  Judge. 

Accordingly,  pursuant  to  authority 
vested  in  the  Attorney  General,  and  re- 
delegated  to  the  Administrator  of  the 
Drug  Enforcement  Administration,  the 
Administrator  hereby  orders  that  the 
DEA  Certificate  of  Registration  of  David 
Sachs,  M.D.  (AS6723995»,  be  and  hereby 
is,  revoked,  effective  immediately. 

Dated:  June  1, 1977. 

Peter  B.  BENSifwiER. 

Administrator. 

[FR  Doc.77-16022  FUed  6-6-77:8:45  am] 

DEPARTMENT  OF   LABOR 

Employment  and  Training  Administration 

EMPLOYMENT     TRANSFERS     AND     BUSI 
NESS  COMPETITION  DETERMINATIONS 
UNDER  THE  RURAL  DEVELOPMENT  ACT 

Notice  of  Applicatkms 

The  organizations  listed  in  the  attach- 
ment have  applied  to  the  Secrctarj  of 
Agriculture  for  financial  assistance  in 
the  form  of  grants,  loans,  or  loan  guar- 
antees in  order  to  establish  or  improve 
facilities  at  the  locations  listed  for  the 
purposes  given  in  the  attached  list.  The 
financial  assistance  would  be  authorized 
by  the  Consolidated  Farm  and  Rural  De- 
velopment Act,  as  amended.  7  USC  1924 
(b),  1932,  or  1942(b). 

The  Act  requires  the  Secretary  of  La- 
bor to  determine  whether  such  Federal 
assistance  is  caculated  to  or  is  likely  to 
result  in  the  transfer  from  one  area  to 
another  of  any  employment  or  business 
activity  provided  by  operations  of  the 
applicant.  It  is  permissible  to  assist  the 
establishment  of  a  new  branch,  affiliate 
or  subsidiary,  only  if  this  will  not  result 
in  increased  unemployment  in  the  place 
of  present  operations  and  th^re  is  no  rea- 
son to  believe  the  new  facility  is  being 
established  with  the  intention  of  closing 
down  an  operating  facility. 

The  .\ct  also  prohibits  such  assistance 
if  the  Secretary  of  Labor  determines  that 
it  is  calculated  to  or  is  likely  to  result 
in  an  increase  in  the  production  of  goods, 
materials,  or  commodities,  or  the  avail- 
ability of  services  or  facilities  in  the  area, 
when  there  is  not  sufficient  demand  for 
such  goods,  materials,  commodities,  serv- 
ices, or  facilities  to  employ  the  eflBcient 
capacity  of  existing  competitive  com- 
mercial or  industrial  enterprises,  unless 
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such  financial  or  other  assistance  will 
not  have  an  adverse  effect  upon  existing 
competitive  enterprises  in  the  area. 

The  Secretary  of  Labor's  review  and 
certification  procedures  are  set  forth  at 
29  CFR  Part  75.  In  determining  whetlier 
the  applications  should  be  approved  or 
denied,  the  Secretary  wlU  take  into  con- 
sideration the  following  factors: 

1.  The  overall  employment  and  unem- 
ployment situation  in  the  local  area  in 
which  the  proposed  facility  will  be  lo- 
cated. 

2.  Employment  trends  in  the  same  in- 
dustry in  the  local  area. 

3.  The  potential  effect  of  the  new  fa- 
cility upon  the  local  labor  market,  with 
particular  emphasis  upon  its  potential 
impact  upon  competitive  enterprises  in 
the  same  area. 

4.  The  competitive  effect  upon  other 
facilities   in  the  same  industry  located 


in  other  areas  (where  such  competition 
is  a  factor  i . 

5.  In  the  case  of  applications  Involving 
the  establishmait  of  branch  plants  or 
facilities,  the  potential  effect  of  such  new 
facilities  on  other  existing  plants  or  fa- 
cihties  operated  by  the  applicant. 

All  persons  wishing  to  bring  to  the  at- 
tention of  the  Secretar>-  of  Labor  any 
information  pertinent  to  the  determina- 
tions which  must  be  made  regarding 
these  applicatiotis  arc  invited  to  submit 
such  information  in  writing  witliin  two 
weeks  of  publication  of  this  notice  to: 
Deputy  Assistant  Secretary  for  Employ- 
ment and  Training.  601  D  St.,  N\V. 
Washington,  DC.  20213. 

Signed  at  Washington.  DC.  this  31st 
day  of  May.  1977. 

Ernest  G.  Green. 
Assistant  Secretary 
for  Employment  and  Training. 


Applicatioru  received  during  the  tceefc  ending  if  ay  ?7,  1977 


Name  of  applicant 


LoeaUon  of  enterprlM 


Principal  product  or  Bctlvlty 


D.  Graham  l.aboratoii»5.  Inc.  (lonant  of 
County  ot  Delaware  Industrial  Develop- 
ment Agency). 

Donatl  Music  Co - • 


Hobart,  N.Y 5!annlacturc  of  pharmac*ntloals. 


Calvin   Eeg   Producti   (tenant  of  town  of 

n?a.sL'y's  Service  Center 

Th«  (laUiway 

Beard  Imrl''aiPnt  Co 


New  CasU^  Pa. 
EUore«,  PC 


American  Muton  Corp 

Terry's  ri.jvfT  Farm - - 

Merrick  Drv  Milk  Co..  Ine 

Contlnenlai  Conveyor  and  Equipment  Co. 

(lenaiit  of  DuraiU  Industrial  Foundation). 
Durant  Electrical,  Inc.   (tenant  of  Duraiit 

Industrial  FoundaUon). 
Motel  6  Inc.- 


.  Selling  and    repairing  organs,   pianos,  and 

other  musical  Instruments. 
.  Egg  processing. 

MurfrMBboro,  Tenn.--  A uto  repairs  and  accessoriw. 

Land  O' Lakes,  wis....   Reswt  complei. 

Prentice,  ni... -  -New  and  used  machinery  sal«,  repair,  over- 
haul. 5.'rvlce,  and  lt*!<lng. 

Richmond,  Ind Automobile  engines. 

Elmore,  Minn Lirucery  slore. 

Union  Cente(r,  Wis Manufacture  of  dry  milk. 

Durant,  Uk la Manufacture     of     bulk-handling     conveyor 

equipment. 

Durant,  OkUl Toy    maiiutaituriiig    and    plasUc    Injection 

molding. 

Santa  Rosa,  N.  Mez MotoL 


(PR  Doc.77-15881  Piled  «-ft- 77:8:45  am] 


Occupational  Safety  and  Health 
Administration 

IOWA   STATE  STANDARDS^ 

Approval 

1.  Background.  Part  1953  of  Title  29. 
Code  of  Federal  Regulations  prescribes 
procedures  under  section  18  of  the  Oc- 
cupational Safety  and  Health  Act  of  1970 
(hereinafter  called  the  Act)  by  which 
the  Regional  Administrators  for  Occu- 
pational Safety,  and  Health  (hereinafter 
called  the  Regional  Administrator)  un- 
der a  delegation  of  authority  from  the 
Assistant  Secretary  of  Labor  for  Occu- 
pational Safety  and  Health  (hereinafter 
called  the  Assistant  Secretarj') .  '29  CFR 
1953. 4>  will  re\aew  and  approve  stand- 
ards promulgated  pursuant  to  a  State 
plan  which  has  been  approved  in  ac- 
cordance with  section  18fc>  of  the  Act 
and  29  CFR  Part  1902.  On  July  20,  1973, 
notice  was  published  in  the  Federal 
Register  i38  FR  19368^  of  the  approval 
of  the  Iowa  plan  and  the  adoption  of 
Subpart  J  to  Part  1952  containing  the 
decision. 

The  Iowa  plan  provides  for  Uie  adop- 
tion of  Federal  Standards  as  State 
standards  (by  reference  after  comments 
and  public  hearing).  Section  1952.163  of 


Subpart  J  sets  forth  tlie  State's  schedule 
for  the  adoption  of  Federal  standards. 
By  letter  dated  April  27.  1977  from  Wal- 
ter Jc*inscwi.  Acting  CommLssioner  of  La- 
bor to  Vernon  A.  Strahm.  Regional  Ad- 
ministrator    for     Occupational     Safety 
and  Health   AdminLstration  and   incor- 
porated as  part  of  the  plan,  the  State 
submitted   State   standards   comparable 
to  29  CFR  1928  57  (41  FR  22268.  June  2. 
1976)-      1910.1003—1910.1016      '41      FR 
35184.  August  20.  1976)  :  1928  57  (41  FR 
46598    October  22.   1976':    1910.1029  (41 
FR   46784,   October  22.   1976»:    1910.309 
'41     FR    55703.    December    21.     1976); 
1926.400    '41    FR    55703.    December    21, 
1976'  ;  1910.309  (42  FR  2956.  January  14, 
1977)  :  1926  400  <42  FR  2956.  Janiiary  14, 
1977)  :  1910.1029  '42  FR  3304.  January  18. 
1977).  These  standards,  which  are  con- 
tained in  Chapter  88  of  the  Code  of  Iowa 
(1975).   were   promulgated   after   public 
comment    requested    on    February    24. 
1977.  hearings  held  on  March  28.  1977 
and  resolution  adopted  by  the  Iowa  Bu- 
reau of  Labor  on  April  21.  1977  pursuant 
to  Chapter  17a  of  the  Code.  The  stand- 
ards will  be  effective  on  June  9.  1977  and 
notice  of  their  adoption  was  published 
by  the  State  on  April  21. 1977. 


2.  Decision.  Having  reviewed  the  State 

submission  in  comparison  with  tlie  Fed- 
eral standards  it  has  been  detenmned 
that  the  State  standards  are  identical  to 
the  Federal  standards. 

3,  Location  of  supplement  for  inspec- 
tion and  copying.  A  copy  of  the  stand- 
ards supplement,  along  with  the  ap- 
proved plan,  may  be  inspected  and 
copied  during  normal  business  hours  at 
the  following  locations:  Office  of  the  As- 
sociate .\ssistant  Secretary  for  Regional 
Programs.  OSHA.  Room  N3608.  200  Con- 
stitution Avenue.  N.W..  Washington. 
DC  20210;  Technical  Data  Center. 
OSILA.  RocHn  N3620.  200  Constitution 
Avenue,  N.W..  Washington,  DC.  20210: 
Office  of  the  Regional  Administrator. 
OSHA,  Room  3000  Federal  Office  Build- 
ing, 911  Walnut  Street.  Kansas  City. 
Missouri  64106;  and  Iowa  Bureau  of 
Labor,  East  Seventh  and  Court  Avenue 
Fourth  Floor.  Des  Mo:nes.  Iowa  50319 

4.  Public  participation.  Under  5  1953  2 
(c)  of  this  chapter,  the  Assistant  Secre- 
tary may  prescribe  alternative  proce- 
dures to  expedite  the  review  process  or 
for  other  good  cause  which  may  be  con- 
sistent with  applicable  laws  The  As- 
sistant Secretary  finds  that  good  cause 
exists  for  not  publishing  the  supplement 
to  the  Iowa  State  plan  as  a  proposed 
change  and  making  the  Regional  Ad- 
ministrator's approval  effective  upon 
publication  for  the  following  reasons: 

1.  Tlie  standards  are  identical  to  the 
Federal  standards  and  are  Uierefore 
deemed  to  be  at  least  as  effective 

2.  Tlie  standards  were  adopted  in  ac- 
cordance witli  the  procedural  require- 
ments of  State  law  and  further  partici- 
pation would  be  umiecessary . 

This  decision  is  effective  July  5.  1977. 

(Sec.    18.   Pub    L.   91-596.   84   St*t.    1908    (29 
use    667)  ) 

Signed  at  Kansas  City.  Missouri  thia 
IStii  of  May.  1977. 


"Vernon  A.  Strahm. 
Regional  Administratcrr. 

[FR  Doc.77-15835  Filed  6-6-77:8:46  am] 


NATIONAL  ADVISORY  COMMITTEE  ON 
OCCUPATIONAL   SAFETY    AND    HEALTH 

Meeting 

Notice  is  hereby  given  that  tlie  Na- 
tional Advisory  Committee  on  Occupa- 
tional Safety  and  Health  will  meet  on 
June  24.  1977. 

The  National  Advisory  Committee  was 
esUblished  under  section  7(a>  of  the 
Occupational  Safety  and  HealUi  Act  of 
1970.  The  Committee  meetuag  will  be 
held  in  the  Departmental  Auditoriu.m, 
Conference  Room  B,  on  Constitution 
Avenue  between  12th  and  14th  Streets. 
N.W..  Washington,  D.C.  The  meetmg  will 
begin  at  9:00  a.m.  The  public  is  invited 
to  attend. 

The  agenda  will  include:  review  of 
OSHA  and  NIOSH  activities,  status  of 
pending  and  current  standards:  state 
plan  coverage  of  public  employees;  an 
update  on  the  National  Emphasis  Pro- 
gram: and  plans  for  future  meeting*. 
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For  additional  infonnation  contact: 

Wl'.Uam  Myers,  Division  of  Consumer  Affairs, 
Room  N-3635,  Department  of  Labor — 
OSHA,  3rci  Street  and  Constitution  Ave- 
nue, N.W.,  Washington,  D.C.  20210.  Phone: 
(202)  523-8024. 

Any  written  data  or  views  concerning 
these  agenda  items  or  suggestion-s  for  fu- 
ture agenda  items  wtiich  are  received  by 
the  Division  of  Consumer  Affairs  before 
the  scheduled  meeting  date,  preferably 
with  20  copies,  wUl  be  presented  to  the 
Committee  and  Included  in  tlie  official 
record  of  the  meeting. 

Anyone  wisiiing  to  make  an  oral 
presentation  .should  notify  the  Division  of 
Consumer  Affairs  before  the  meeting.  The 
request  should  state  the  amount  of  time 
de-sired,  the  capacity  in  which  the  per- 
.<ion  will  api:)ear,  and  a  brief  outline  of  the 
content  of  tlie  presentation.  Oral  pre- 
.sentations  will  be  scheduled  at  the  dis- 
cretion of  the  Committee  Cluiirper.son, 
depending  on  the  extent  to  which  tmie 
permit.s 

OfBcuil  records  of  the  meeting  will  be 
available  for  public  inspection  at  the 
above  address. 

Signed  at  Washington.  DC.  this  31st 
day  of  May  1977, 

EULA  BiNCH.MI. 

Assistant  Secretary  of  Labor 
I  PR  Doc.77-15829  FUed  6-6-77:8  45  ani| 


STANDARDS   ADVISORY   COMMITTEE   ON 
AGRICULTURE 

Meeting 

Notice  is  hereby  given  tliat  the  Stand- 
ards Advisory  Committee  on  Agnculture 
will  meet  on  June  22  and  23.   1977. 

The  SUindard.s  Advi.'<ory  Committee  on 
Agriculture  wa,s  established  under  section 
7'b'  of  the  Williams  Steiger  Occupa- 
tional Siifety  and  Health  Act  of  1970.  The 
Committee  meeting  will  be  held  in  Room 
S-4215,  Department  of  Labor  Building, 
3rd.  Street  and  Cortstitution  Avenue, 
NW.,  Washington,  DC.  20210  The  meet- 
ing will  begin  at  9  00  am  The  Public 
Ls  invited  to  attend. 

The  Committee  will  discu.-s  the  def- 
inition of  an  agricultural  operation; 
agricultural  compliance  activities;  agri- 
cultunU  accident  statistics:  status  of  cur- 
rent and  pending  standards;  means  and 
methods  of  enhancing  educational  efforts 
in  agriculture,  and  plans  for  future  meet- 
ings. 

For  additional  Information  contact: 

William  Myers.  Division  of  Consumer  Affairs, 
Room  N  3635,  Department  of  Labor-OSHA, 
3rd  Street  and  Constitution  Avenue.  NW., 
Waflhln^v.ou,  DC.  20210.  Phone  |202)  523- 
8024. 

Any  written  data  or  views  concerning 
these  agenda  Items  or  suggestions  for 
future  agenda  Itemi  which  are  received 
by  the  Division  of  Consumer  Affairs  be- 
fore the  scheduled  meeting  date,  prefer- 
ably with  20  copies,  will  be  presented  to 
the  Committee  and  Included  In  the  ofQ- 
clal  record  of  the  meeting. 

Anyone  wishing  to  make  an  oral  pres- 
entation should  notify  the  Division  of 


Consumer  Affairs  before  the  meeting. 
The  request  should  state  the  amount  of 
time  desired,  the  capacity  in  which  the 
person  will  appear,  and  a  brief  outline 
of  the  content  of  the  presentation.  Oral 
presentations  will  be  scheduled  at  the 
discretion  of  the  Committee  Chairper- 
.son,  depending  on  the  extent  to  which 
time  permits. 

Official  records  of  the  meeting  will  be 
available  for  public  Inspection  at  the 
above  address. 

Signed  at  Washington,  DC.  this  27th 
day  of  May  1977. 

EuLA  Bingham, 
Assistant  Secretary  of  Labor 

|FRDoc.77-15831  Piled  6-6-77 ; 8 : 45  am) 


Office  of  the  Secretary 

|TA  W~1681] 

A   &  T    LADIES   GARMENT   CORP. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1581 :  Investigation  regarding  certifi- 
cation of  eligibility  to  applj-  for  worker 
adjustment  assistance  as  prescribed  In 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
January  18.  1977  In  response  to  a  worker 
petition  received  on  January  18,  1977 
which  was  filed  by  three  workers  on 
behalf  of  workers  and  former  workers 
producing  women's  coats,  jackets  and 
suius  at  the  Brooklyn,  New  York  plant  of 
A  &  T  Ladies  Garment  Corporation. 

The  notice  of  investigation  was  pub- 
li.^ihed  in  the  Federal  Register  on  Janu- 
ary 28,  1977  1 42  FR  5447  >.  No  public 
hearing  was  requested  and  none  was 
held. 

The  Information  upon  which  the 
determination  was  made  was  obtained 
principally  from  ofiBclals  and  publica- 
tions of  A  &  T  Ladies  Garment  Corpora- 
tion, Its  customers,  the  U.S.  Department 
of  Commerce,  the  U.S.  International 
Trade  Commission,  industry  analysts, 
and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination- and  Lssue  a  certification  of 
eliglblhty  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

( 1 )  That  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  firm  or 
an  appropriate  subdivision  of  the  firm  have 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated, 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  Increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  Increased  imports  have  con- 
tributed Importantly  to  the  separations  or 
threat  thereof,  and  to  the  decrease  in  ealee 
or   production    The   term   "contributed  Im- 


portantly" means  a  cause  which  is  important 
but  not  nece&sarUy  more  important  than  any 
other  cause. 

The  investigation  has  revealed  that  all 
four  of  the  above  criteria  have  been 
met. 

Significant  Total  and  Partial 
Separations 

The  average  weekly  employment  of 
production  workers  by  A  &  T  Ladles  Gar- 
ment Corporation  declined  12.5  percent 
In  1975  compared  with  1974  and  declined 
5.0  percent  in  the  first  three  quarters  of 
1976  compared  with  the  first  three  quar- 
ters of  1975,  The  company  closed  October 
1.  1976  resulting  in  the  separation  of  all 
workers. 

Sales  or  Production,  or  Both.  Have 
Decreased  Absolutely 

In  terms  of  value,  sales  of  womens 
suits,  jackets  and  coats  decreased  20.2 
percent  in  1975  compared  with  1974  and 
decreased  12.6  percent  in  January  to 
October  of  1976  compared  with  the  same 
period  of  1975. 

Increased  Imports 

Imports  of  women's,  misses'  and  chil- 
dren's coats  and  jackets  in  terms  of 
quantity  increased  2.1  percent  in  1973 
compared  with  1972  decreased  18.2  per- 
cent in  1974  oomf>ared  with  1973,  in- 
creased 2.6  percent  in  1975  compared 
with  1974  and  increased  48.5  percent  in 
1976  compared  with  1975.  The  ratios  of 
imports  to  domestic  production  and  con- 
sumption increased  from  35.4  percent 
and  26.1  percent,  respectively.  Ln  1975  to 
52.2  percent  and  34.3  percent,  respec- 
tively, in  1976. 

Imports  of  women's,  misses"  and  chil- 
dren's suits,  in  terms  of  quantity  in- 
creased 18.9  percent  in  1973  compared 
with  1972,  increased  58.0  percent  in  1974 
compared  with  1973,  increased  6.5  per- 
cent in  1975  compared  with  1974  and 
decreased  1.0  percent  in  1976  compared 
with  1975.  The  ratios  of  Imports  to  do- 
mestic production  and  consumption  de- 
creased from  12.2  percent  and  10.9,  re- 
spectively, in  1975  to  11.6  percent  and 
10.4  percent,  respectively,  in  1976. 

Contributed   Importantly 

A  &  T  Ladles  Garment  Corporation 
did  contract  work  for  various  manufac- 
turers of  women's  coats  and  suits.  The 
manufacturer  for  which  it  performed  the 
majority  of  its  work  discontinued  sales 
by  early  1976  of  certain  garments  pro- 
duced by  A  &  T  Ladies  Garment  Corpoi-a- 
tion  because  of  the  manufacturer's  in- 
abiUty  to  compete  at  the  retail  level  with 
low  priced  imported  women's  coats  and 
jackets.  With  the  loss  of  this  work,  A  &  T 
Ladies  Garment  Corporation  fotmd  the 
remaining  available  work  performed  for 
other  manufacturers  of  women's  suits 
and  coats  inadequate  to  further  sustain 
the  company's  operations,  and  ultimately 
closed  on  October  1,  1976. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  Investigation,  it  is  con- 
cluded that  Increases  of  Imports  like  or 
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directly  competitive  with  women'a  sulta. 
jackets  and  coats  produced  by  the  Brook- 
lyn, New  York  plant  of  A  fc  T  LadlCB  Gar- 
ment Corporation  contributed  imp<x-- 
tantly  to  the  total  or  partial  separations 
of  the  workers  of  that  plant.  In  accord- 
ance with  the  provisions  of  the  Act,  I 
make  the  followirig  certification: 

All  workers  at  the  Brooklyn,  New  York 
plant  of  A  &  T  L.-idles  Garment  Corporation 
who  become  totally  or  partleaiy  separated 
from  employment  on  or  after  March  19.  1976 
are  elisrlble  to  apply  for  adjustment  assist- 
ance under  Title  II,  CTjapter  2  of  the  Trade 
Act  of  1974. 

Signed  at  Washington.  DC,  this  27th 
day  of  May  1977. 

James  P.  Taylor, 
Director.  Office  of  Management. 
Administration  and  Planning. 

[FR  Doc.77-16030  PUed  6-6-77:8:45  am] 


[TA-W-1924I 
BATA   SHOE  CO.,   INC. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1924;  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescrit>ed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  30.  1977  in  response  to  a  worker 
petition  received  on  March  22,  1977 
which  was  filed  by  workers  and  former 
workers  producing  athletic  footwear  at 
the  Elkins,  West  Virginia,  plant  of  the 
B-ata  Shoe  Company.  Inc. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  April 
14.  1977  *42  FR  19178).  No  public  hear- 
ing was  requested  and  none  was  held. 

Tlie  information  upon  which  the  deter- 
mination was  made  was  obtained  princi- 
pally from  officials  of  Bata  Shoe  Com- 
pany. Inc.,  its  customers,  the  U.S.  De- 
partment of  Commerce,  the  U.S.  Inter- 
national Trade  Commission,  industry 
analyst.s  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or 
an  appropriate  subdlvtsion  thereof,  have  be- 
come totally  or  partially  .separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  TTiat  sales  or  prodtict-ion.  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  bemg  imported  In  increa-tiing 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  increased  Import-s  have  con- 
tributed impwrtantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  'contributed  Im- 
portantly "  means  a  cause  which  Is  Impor- 


tant   bat    not    neeeasartly   more    Important 
than  any  other  cause. 

TTie  Investigation  has  revealed  tlial  all 
four  of  the  above  criteria  have  been  met. 

Significant  Total  oe  Partial 
Separations 

Eimployment  of  production  workers  de- 
clined 7.5  percent  in  1975  compared  to 
1974  and  declined  14.3  percent  in  1976 
compared  to  1975.  Emplo>-ment  declined 
33.6  ijercent  in  the  first  quarter  of  1977 
compared  to  the  first  quarter  of  1976. 

Shipments  or  PKODrcrioN,  or  Both, 
Have  Decreased  Absolutely 

Shipments  of  athletic  footwear  from 
the  Elkins,  West  Virginia  plant  of  Bata 
Shoe  Company,  Inc.  increased  in  1975  by 
2  2  percent  in  terms  of  quantity  com- 
pared to  1974.  Shipments  declined  34.3 
percent  in  1976  compared  to  1975  Ship- 
ments in  the  first  quarter  of  1977  de- 
clined by  65.3  percent  compared  to  the 
first  quarter  of  1976. 

Production  of  athletic  footwear  at  the 
Elkins.  West  Virginia  plant  of  Bata  Shoe 
Company,  Inc.  increased  in  1975  by  2.3 
percent  compared  to  1974.  Production 
declined  by  31.4  percent  in  1976  com- 
pared to  1975.  Production  declined  by 
63.2  percent  in  tlie  first  quarter  of  1977 
compared  to  the  first  quarter  of  1976. 

Increased  Imports 

Imports  of  athletic  footwear  increased 
in  1975  to  8.342  thousand  pairs  from  16,- 
818  thousand  pairs  that  were  imported 
in  1975.  Imports  in  1976  rose  to  34,702 
thousand  pairs  compared  to  the  16,818 
thousand  pairs  imported  in  1975.  Imports 
as  a  percentage  of  domestic  production 
increased  from  212.4  percent  in  1975  to 
333.4  percent  in  1976. 

Contributed  Importantly 

Customers  of  Bata  Shoe  Company, 
Inc.  increased  purchases  of  imports 
while  decreasing  purchases  from  Bata 
Shoe  Company. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  investigation.  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  athletic  footwear  pro- 
duced at  the  Elkins,  West  Virginia  plant 
of  Bata  Shoe  Company,  Inc.  contributed 
importantly  to  the  total  or  partial  sepa- 
ration of  the  workers  of  that  plant.  In 
accordance  with  the  provisions  of  the 
Act,  I  make  Ine  following  certification: 

All  workers  at  the  Elkins,  West  Virginia 
plant  and  warehouse  of  Bata  Shoe  Company, 
inc.  ".-ho  became  totally  or  partially  sepa- 
rated from  employment  on  or  af'er  March  16, 
1976  are  eligible  to  apply  for  adjustment  as- 
sistance under  Title  11,  Chapter  3  CJf  the 
Trade  Act  of  1974. 

Signed  at  Washington,  D.C,  this  31st 
day  of  May  1977. 

James  F.  Taylor. 
Director,  Office  of  Management. 
Administration  and  Planning. 

[PRDoc.77-16031  Piled  6-6-77; 8  45  am] 


>  [TA-W- 16321 

BREWSTER    FINISHING   CO.,    INC. 

Certification  Regarding  EiigiNlrty  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1632;  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  In 
Se-.-tion  222  of  the  Act. 

The  investigation  was  initiated  on 
February  7,  1977.  in  response  to  a  worker 
petition  received  on  January  27,  1977, 
which  was  filed  by  the  Textile  Printers 
Colorlst  Guild  on  behalf  of  workers  and 
former  workers  producing  printed  tex- 
tiles at  Brewster  Finishing  Company.  In- 
corporated, Paterson,  New  Jersey.  Sub- 
sequently, a  petition  was  filed  by  the 
Machine  Printers  and  Engravers  Asso- 
cLition  on  behalf  of  workers  at  that 
plant. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  March 
4.  1977  '42  FR  12494  V  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  ofiRclals  of  Brewster 
Finishing  Company,  its  customers,  the 
L^.S  Department  of  Commerce,  the  U.S. 
International  Trade  Commission,  the 
American  Textile  Manufacturers  Insti- 
tute, industry  analysts,  and  Department 
files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  mu.st  be  met; 

<  1 )  That  a  sigrnlficant  number  or  propor- 
tion of  the  workers  in  the  workers'  firm,  or 
an  appropriat*  subdivision  thereof,  have  be- 
came totally  or  partiially  separated,  or  are 
threatened  to  become  totally  ca-  partially 
separated : 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  hare  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  belne  Imported  In  Increased 
qtiantltles.  either  actual  or  relative  to  do- 
mestic production;  and 

(4>  That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales  or 
production.  The  term  "contributed  Impor- 
tantly" means  a  cause  which  la  Important 
but  not  necessarily  more  Important  than  any 
other  c.ause. 

Tlie  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met. 

Sicntficant  Total  or  Partial 
Separations 

Average  employment  of  salaried  and 
production  workers  at  Brewster  in- 
creased 2.8  percent  from  1974  to  1975  and 
then  declined  20  percent  from  1975  to 
1976. 

Sales  or  Production,  or  Both,  Have 
Decreased  Absolutely 

Total  sales  of  printed  and  dyed  mate- 
rial declined  47.3  percent,  in  quantity. 
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iiKcl  45.7  percent.  In  value,  from  1975  to 
1976. 

Production  of  printed  mat<?rlal,  In 
quantity.  decrea.sed  47  percent  from  1975 
to  1976  Production  of  dyed  material,  In- 
creased 74,6  percent  from  1975  to  1976. 
Dyed  material  contributed  12  percent  of 
total  production  in  1976. 

Increased  Imports 

Imports  of  cotton  broadwoven  print 
clotii  declined  ab.solutely  from  1972  to 
1973.  increased  from  1973  to  1974,  de- 
clined 10  5  percent  from  1974  to  1975 
and  then  increased  55  6  percent  from 
1975  to  1976.  The  ratio.';  of  Imports  to 
domestic  production  and  consumption 
increased  from  13  5  percent  and  129  per- 
cent, respectively,  in  1975  to  20.6  percent, 
and  19  8  percent,  respectively,  in  1976. 

Imports  of  man-made  woven  printed 
fabric  decUned  absolutely  from  1972  to 
1973.  increased  from  1973  to  1974.  de- 
clined 0,8  percent  from  1974  to  1975  and 
then  increa^sed  23  5  pxrcent  from  1975 
to  1976.  The  ratios  of  miports  to  domestic 
production  and  consumption  remained 
less  than  one  percent  from  1972  through 
1976 

Imports  of  bleaclied  and  dyed  woven 
man-made  fabrics  decreased  absolutely 
from  1972  to  1973  and  from  1973  to  1974 
Imports  Increased  13,2  percent  from  1974 
to  1975  and  Increased  8  percent  from 
1975  to  1976,  The  ratios  of  Imports  to 
both  domestic  production  and  consump- 
tion declined  from  3  9  percent  in  1975 
to  3  7  percent  in  1976, 

Contributed  Importantly 

The  petition  alleges  that  Increased  im- 
ports of  apparel  adversely  affected  pro- 
duction and  employment  at  Brewster 
Finishmg  Company.  Converters,  who  are 
customers  of  Brewster  stated  that  Im- 
ports of  apparel  have  been  a  factor  in 
reduced  business  with  Brewster.  Im- 
ported wearing  apparel  cannot  be  con- 
sidered to  be  like  or  directly  competitive 
with  printed  fabric.  Imports  of  fabric 
must  be  considered  In  determining  Im- 
port Injury  to  workers  producing  printed 
fabric. 

Customers  of  Brewster  Finishing  Com- 
pany are  converters  who  buy  greige  goods 
and  commission  Brewster  to  finish  the 
fabric,  by  printing  or  dyeing  It,  In  ac- 
cordance with  apparel  manufacturers' 
specifications.  Brewster's  converters  re- 
ported declining  business  with  Brewster 
because  their  customers  are  importing 
printed  or  finished  fabric.  Brewster's 
converters  Imported  some  printed  or 
finished  fabric  The  Department's  sur- 
vey of  apparel  manufacturers,  who  are 
customers  of  converters,  revealed  that 
manufacturers  are  importing  printed  or 
finished  fabric  for  use  In  the  manufac- 
ture of  men's  and  women's  wearing  ap- 
parel. The  converters  reported  a  growing 
trend  toward  manufacturers  bypassing 
converters  and  purchasing  finished  fab- 
ric offshore  or  purchasing  the  finished 
fabric  domestlcEiIly.  through  foreign 
trading  companies. 


CONCLtrSION 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation.  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  printed  or  dyed  textiles 
produced  at  Brewster  Finishing  Company 
contributed  impoi-tantly  to  tlie  totaJ  or 
partial  separations  of  the  workers  at 
Brewster  finishing  Company.  Incor- 
porated. Paterson.  New  Jersey.  In  ac- 
cordance with  the  provisions  of  the  Act,  I 
make  the  following  certification: 

All  workers  at  Brewster  Finishing  Com- 
pany. Incorporated.  Paterson.  New  Jersey  who 
became  totally  or  partially  separated  from 
employment  on  or  after  January  24.  1976  are 
eligible  to  apply  for  adjustment  assistance 
under  Title  11,  Chapter  2  of  the  Trade  Act 
of  1974, 

Signed  at  Washington.  DC  ,  this  27th 
day  of  May  1977. 

James  F.  Taylor. 
Director,  Office  of  Management. 
Administration  and  Planning. 


,FR  DO'. 
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CARDINAL   COTTONS   CORP., 
GETTYSBURG   GARMENT   CO. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  pre.sents  the  results  of  TA- 
W-1555:  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  Jan- 
uary 6.  1977.  m  response  to  a  worker 
petition  received  on  that  date  which  was 
filed  on  behalf  of  workers  and  former 
workers  producing  ladies'  robes  and 
loungewear  at  the  Gettysburg,  Pennsyl- 
vania plant  of  Gettysburg  Garment  Com- 
pany, Evidence  developed  In  the  investi- 
gation revealed  that  Gettysburg  Gar- 
ment Company  is  a  subsidiary  of  Cardi- 
nal Cottons  Corporation. 

The  Notice  of  Investigation  wa^  pub- 
lished In  the  Federal  Register  on  Janu- 
ary 28.  1977  (42  PR  5451^  No  public 
hearing  was  requested  and  none  was 
held. 

The  Information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  Information  and  publi- 
cations provided  by  oflaciaLs  of  Cardinal 
Cottons  Corporation,  its  customers,  the 
U.S.  Deimrtment  of  Commerce,  the  UJ5. 
International  Trade  Commission,  indus- 
try analysts,  and  Department  files. 

In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibihty  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  the  Trade  Act  of  1974 
mast  be  met: 

( 1 )  That  a  significant  number  or  propor- 
tion of  the  workers  in  the  workers'  firm,  or 
appropriate  subdivision  thereof,  have  become 


U>t&Uy  or  partially  separated,  or  are  threat - 
ttoed  to  become  totally  or  partially  separated. 

(2)  That  sales  or  production,  or  both,  of 
vuch  tlrm  or  subdivision  have  decreased 
absolutely: 

(3)  That  articles  Uke  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  Increased  Imports  have 
contributed  lmp>ortantly  to  the  8eparatloi:ia, 
or  threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  Important 
but  not  necessarily  more  Important  than  any 
other  cause. 

The  investigation  reveaLs  that  the 
fourtli  criterion  h&s  not  been  met 

Significant  Total  or  Partial 
Separations 

Employment  at  the  Gettysburg.  Penii- 
sylvania  plant  decreased  6.3  percent  from 
1974  to  1975,  Employment  increased  67.7 
percent  in  the  first  three  quarters  of  1976 
compared  with  the  same  period  in  1975 
all  workers  were  laid  off  when  the  plant 
closed  in  December  1976, 

Sales    or    Production,    or    Both,    Have 
Decreased   Absolutely 

Production  at  the  Gettysburg  plant 
decreased  7.1  percent  from  1974  to  1975, 
and  increased  32.1  percent  in  the  first 
three  quarters  of  1976  compared  to  the 
same  period  in  1975.  Production  ceased 
when  the  plant  closed  in  December  1976. 

Production  at  each  individual  plant 
was  determined  by  the  operation  of 
Cardinal  Cottons  Corporation  as  a  whole, 
which  included  the  level  of  purchases  of 
ladies'  robes  and  loungewear  from  out- 
side contractors.  Total  production  plus 
outside  purchases  decreased  16  percent 
from  1974  to  1975.  and  decreased  5.2  per- 
cent In  the  first  three  quarters  of  1976 
compared  with  the  same  period  in  1975, 
Production  ceased  when  Cardinal  Cot- 
tons' last  remaining  manufacturing  fa- 
cility in  Gettysburg  closed  In  December 
1976;  outside  purchases  also  ceased  in 
December  1976. 

increased   imports 

Imports  of  women's,  misses  and  chil- 
dren's robes  and  dressing  gowns,  which 
Include  ladies'  robes  and  loungewear,  de- 
creased each  year  from  271  thousand 
dozens  in  1971  to  134  thousand  dozens 
in  1973,  increased  to  151  thousand  dozens 
in  1974.  and  then  decreased  to  113  thou- 
sand dozens  in  1975.  The  ratio  of  imports 
to  US,  production  decreased  each  year 
from  6.5  percent  in  1971  to  3  percent  in 
1973,  increased  to  3.4  percent  in  1974. 
and  decreased  again  to  2.5  percent  In 
1975.  In  the  first  three  quarters  of  1976 
imports  increased  57.6  percent  compared 
with  the  same  period  In  1975. 

contributed  importantly 

Customers  that  decreased  purchases 
of  ladles'  robes  and  loungewear  from 
Cardinal  Cottons  reported  either  shifts 
to  other  domestic  sources  or  reduced  pur- 
cheises  from  all  sources.  Customers  cite 
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fashions  as  a  major  reason  for  changes 
,  in  their  purchases. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  increased  imports  of  articles  like  or 
directly  competitive  with  ladies'  robes 
and  loungewear  produced  at  Cardinal 
Cottons  Corporation,  Gettysburg  Gar- 
ment Company,  Gettysburg,  Pennsyl- 
vania, did  not  contribute  importantly  to 
the  decline  in  sales  or  production  or 
separation  of  workers  of  that  firm. 

Signed  at  Wa.shington.  D.C..  this  20th 
day  of  May  1977. 

James  F.  Taylor, 
Director.  Office  of  Management. 
Administration,  and  Planning. 

[FR  Doc.77-16033  Filed  6-6-77:8:45  am] 


[TA-W-16691 

CENTRAL   SHOE   MANUFACTURING   CO. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  tlie  results  of  TA- 
W-1669:  investigation  regarding  certi- 
fication of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  Feb- 
ruary 22.  1977  in  response  to  a  worker 
petition  received  on  February  3.  1977 
which  was  filed  on  behalf  of  workers 
and  former  workers  producing  men's, 
boys',  children's  and  infants'  shoes  at  the 
Norwich.  Connecticut  plant  of  Central 
Shoe  Manufacturing  Company. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on 
March  8,  1977  (42  FR  13083  >.  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  of  Central 
Shoe  Manufacturing  Co.,  its  customers. 
the  U.S.  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
industry  analysts  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  the  workers'  firm,  or 
an  appropriate  subdvlslon  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  In  Increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Impor- 
tantly '  means  a  cause  which  Is  Important 


but  not  neceasarlly  more  important  than  any 
other  causa. 

The  investigation  has  revealed  that  all 
four  of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

The  average  number  of  production 
workers  employed  at  Central  Shoe  Man- 
ufacturing Co,  increased  3,9  percent 
from  1974  to  1975.  Employment  declined 

37.7  percent  from  1975  to  1976, 
Average    weekly    hours    increased    1.7 

percent  from  1974  to  1975  and  declined 

11.8  percent  fro.m  1975  to  1976. 

S.^les    or   Production,    or    Both,    Ha\e 
Decreased  Absolutely 

Sales  of  shoes  by  Central  Slioe  Manu- 
facturing Co,  increas«*M5,0  percent  in 
value  from  1974  to  1975,  Sales  decUned 
39  0  percent  from  1975  to  1976, 

Production  of  shoes  declined  6,5  per- 
cent in  quantity  from  1974  to  1975  and 
further  declined  40,2  percent  from  1975 
to  1976, 

Increased  Imports 

Imports  of  men's,  youth's  and  boys' 
dress  and  casual  footwear  increased  4,1 
percent  from  1972  to  1973  and  declined 
23. 6  percent  from  1973  to  1974,  ImporU 
increased  13,1  percent  from  1974  t-o  1975 
and  further  increased  33,1  percent  from 
1975  to  1976.  The  ratio  of  imports  to  do- 
mestic production  increased  to  76,6  per- 
cent in  1976  from  61,1  percent  m  1975, 

Imports  of  children's  non-rubber  foot- 
wear dechned  every  year  from  1972  to 
1975.  From  1975  to  1976  imports  increased 
42.3  percent.  The  ratio  of  imports  to  do- 
mestic production  increa.sed  to  72,1  per- 
cent in  1976  from  60.0  percent  in  1975. 

Imports  of  infants'  and  babies'  non- 
rubt>er  footwear  declined  15.6  percent 
from  1972  to  1973  and  10.5  percent  from 
1973  to  1974,  Imports  increased  1.5  per- 
cent from  1974  to  1975  and  further  In- 
creased 55,1  percent  from  1975  to  1976, 
The  ratio  of  imports  to  domestic  produc- 
tion increased  to  41.0  percent  m  1976 
from  28,5  percent  in  1975. 

Contributed  Importantly 

The  Department's  investigation  re- 
vealed that  customers  of  Central  Shoe 
Manufacturing  Co.  have  reduced  pur- 
chases from  Central  Shoe  Manufactur- 
ing Co.  and  increased  purchases  of  im- 
ported shoes.  The  price  differential  be- 
tween domestic  and  imported  shoes  was 
the  factor  cited  most  frequently  as  the 
reason  that  cusCbmers  switched  from  do- 
mestic to  foreign  suppliers. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  Investigation.  I  conclude 
ihat  increases  of  imports  of  articles  like 
or  directly  competitive  with  men's,  boys', 
children's  and  infants'  shoes  produced  by 
the  Norwich.  Connecticut  plant  of  Cen- 
tral Shoe  Manufacturing  Company  con- 
tributed importantly  to  the  total  or  par- 
tial separation  of  the  workers  of  that 
plant.  In  accordance  with  the  provisions 
of  the  Act,  I  make  the  following  certifica- 
tion: 


AH  workers  at  the  Norwich.  Connecticut 
plant  of  Central  Shoe  Manufacturing  Com- 
pany who  became  totally  or  partially  sepa- 
rated from  employment  on  or  after  January 
31.  1976  are  eligible  to  apply  for  adjustment 
assistance  under  Title  II.  Chapter  2  of  the 
Trade  Act  of  1974. 

Signed  at  'Washington.  DC.  this  24th 
day  of  May  1977. 

James  F,  Taylor. 
Director,  Office  of  Manage- 
ment, Administration  and  Planning. 

|FR  Doc.77-15836  Piled  6-6-77:8:45  am] 


(TA-W-13361 
CHEMETRON   CORP. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
\V-1336:  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  No- 
vember 30.  1976,  In  respon.se  to  a  worker 
petition  received  on  November  30,  1976, 
which  was  filed  by  the  United  Steel- 
workers  of  America  on  behalf  of  workers 
and  former  workers  producing  carbon 
.^tee\  forged  flanges  at  the  Philadelphia. 
Pennsylvania,  plant  of  Tube  Turns,  a 
division  of  Chemetron  Corporation.  Chi- 
cago. Illinois. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on  De- 
cember 21.  1976  (41  FR  55602' .  No  public 
hearing  was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  of  Tube  Turas. 
its  customers,  the  US,  Department  of 
Commerce,  the  U,S,  International  Trade 
Commission,  industry  analysts,  and  De- 
partment files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

( 1 )  Tliat  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

(21  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  Imports  of  articles  like  or  di- 
rectly competitive  with  articles  produced  by 
such  workers'  firm  or  an  appropriate  sub- 
division thereof,  have  increased  either  ac- 
tual, or  relative  to  domestic  production,  and 

(4)  That  such  Increased  ImfKirts  have 
contributed  importantly  to  the  separations, 
or  threat  thereof,  and  to  the  decrease  In 
sales  or  production  The  term  "contributed 
Importantly  "  means  a  cause  which  Is  Im- 
portant but  not  necessarily  more  Important 
than  any  other  caiwe. 

The  investigation  has  revealed  that 
although   the  first  three  criteria  have 
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been   met.   criterion    four    '4i    haf;   not 
been  met. 

".,  Significant  Total  or  Partial 

Separations 

The  average  number  of  production 
workers  at  the  Philadelphia  plant  In- 
creased 9.2  percent  In  1975  from  1974 
and  declined  14  9  percent  in  the  first 
eleven  months  of  1976  from  the  like  pe- 
riod In  1975. 

■'■     Sales  or  PRODurTioN,  or  Botii,  Have 
Decreased  Absolutely 

Sales  of  carbon  steel  flanges  increased 
by  18  7  percent  in  quantity  and  63.9  per- 
cent in  value  from  1974  to  1975.  Sales 
declined  52.7  percent  \n  quantity  and 
53.7  percent  in  value  in  the  first  eleven 
months  of  1976  from  the  like  period  in 
1975. 

Production  of  carbon  steel  fiaiiges  ii;- 
creased  2  percent  in  quantity  and  39  5 
percent  In  value  from  1974  to  1975. 

Production  decreased  38.1  percent  in 
quantity  and  31.7  percent  in  value  in  the 
first  eleven  months  of  1976  compared 
to  the  like  period  in  1975. 

^  Increased  Imports 

Imports  of  carbon  and  stalnles.s  forged 
Bteel  flanges  decreased  from  23.9  mil- 
lion pounds  In  1971  to  23.1  million 
pounds  In  1972  then  decreased  to  12.7 
million  pounds  in  1973.  Imports  in- 
creaiied  to  45  mUllon  pounds  In  1974.  Im- 
ports Increased  to  104.5  million  pounds 
In  1975.  Imports  decreased  51.2  percent 
in  the  first  9  months  of  1976  compared 
to  the  like  period  In  1975,  from  84  9 
million  pc^unds  to  41.4  million  pounds. 

Tlie  ratio  of  Imports  to  domestic  pro- 
duction of  carbon  and  stainless  steel 
forged  fiaiiges  mcrea-'^-'d  from  14.7  per- 
cent in  1971  to  15  percent  in  1972.  then 
decreased  to  93  percent  in  1973.  The 
ratio  increased  to  31.4  percent  In  1974 
and  74  3  percent  in  1975.  The  ratio  of 
Imports  to  domestic  production  of  car- 
bon and  stainles.s  steel  forged  flange.^ 
decreased  In  the  first  9  months  of  1976 
compared  to  the  like  period  In  1975, 
from  77.5  percent  to  65  5  perceiu. 

\;  Contributed  Importantly 

A  survey  of  Tube  Turns'  largest  cus- 
tomers of  flanges  was  conducted.  Mot^t 
customers  reported  that  they  purchased 
no  Imported  flanges.  Custom.ers  de- 
creased purchases  from  Tube  Turns  and 
decreased  purchases  from  all  other 
sources.  Customers  explained  that  a 
scarcity  in  1974  caused  bu^-ers  to  stock- 
pile flanges  in  1975  Demand  for  these 
flanges  never  met  exi^ectations  and  most 
customers  were  still  working  down  in- 
ventories in  1976.  Consequently,  manu- 
facturers of  flanges  like  the  Tube  Turns 
Division  of  Chemetron  had  a  good  year 
for  sales  In  1975  and  experienced  de- 
pressed sales  in  1976. 
I  Conclusion 

After  careful  review  of  the  facts  ob- 
tamed  in  the  investigation.  I  conclude 
that  Increased  Imports  of  articles  like  or 
directly  competitive  witli  carbon  steel 
forged  flanges  produced  at  the  Philadel- 
phui.  Pennsylvania,  plant  of  Tube  Turns. 


a  division  of  Chemetron  Corporation,  did 
not  contribute  Importantly  to  the  total  or 
partial  separation  of  workers  at  that 
plant 

Signed  at  Washington,  D.C.,  this  27th 

diiy  of  May  1977. 

James  F.  Taylor, 
Director.  Office  of  Management. 
Administration,  and  Planning. 

[FR  Doc  77-16034  Filed  6-6-77; 8: 45  am] 


lTA-W-15151 

COPPERWELD   STEEL  CO. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1515;  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  In 
Section  222  of  the  Act. 

Tiie  investigation  was  initiated  on  De- 
cember 15.  1976  in  response  to  a  worker 
petition  received  on  that  date  which  was 
filed  on  behalf  of  v.orkers  formerly  pro- 
ducing steel  at  the  Copperweld  Steel 
Company,  Warren,  Ohio. 

The  notice  of  Investigation  was  pub- 
hshed  in  the  Federal  Register  on  Janu- 
ary 18,  1977  (42  FR  3370).  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  tlie  deter- 
mination was  made  was  obtained  prin- 
cipally from  Information  and  publica- 
tions provided  by  officials  of  Copperweld 
Steel  Company,  Its  customers,  the  U.S. 
Department  of  Commerce,  the  U.S.  In- 
ternational Trade  Commission,  industry 
analysts  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination Issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirem.ents  of  Section  222  of  the  Trade 
Art  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion ot  the  workers  in  the  workers'  Ann,  or  en 
appropriate  sutxiivlsion  thereof,  have  become 
totally  or  partially  separated,  or  are  threat- 
ened to  become  totally  or  pwrtlally  separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increased 
qutintities,  either  actual  or -relative  to  domee- 
tic  production;  ajid 

(4)  That  Buch  Increased  Imports  have  cop- 
tributed  Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  Important 
but  not  necessarily  more  ImportAnt  than  any 
other  cauee. 

On  June  3,  1976.  following  an  Investi- 
gation by  the  Department  of  Labor  under 
Section  222  of  the  Trade  Act  of  1974. 
workers  of  the  Warren,  Ohio  plant  of 
Coppenveld  Steel  Company  were  denied 
eligibilitv  to  apply  for  adjustment  assist- 
ance. That  Investigation  iTA-W-764) 
included  information  pertaining  to  the 


Warren  plant  from  the  beginning  of  1973 
up  to  and  including  the  first  quarter  of 
1976,  This  investigation  (TA-W-1515) 
Is  therefore  confined  to  operations  of  the 
Warren  plant  since  March  31,  1976. 

The  Investigation  has  revealed  that, 
without  regard  to  whether  the  other 
criteria  have  been  met,  crlterlc«i  (2  >  has 
not  been  met. 

Sales  by  the  Warren.  Ohio  plant  In- 
creased 6  percent  in  quantity  and  14  per- 
cent In  value  In  the  last  three  quarters 
of  1976  compared  to  same  three-quarter 
period  In  1975. 

Production  increased  25  percent,  8  per- 
cent, and  11  percent  In  quantity  In  the 
second,  third,  and  fourth  quarters  of 
1976  compared  to  the  respective  quarters 
of  1975. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  Investigation,  I  conclude 
that  sales  and  production  at  the  Warren, 
Ohio  plant  of  Copperweld  Steel  Company 
have  not  declined  as  required  for  cer- 
tification under  Section  222  of  the  Trade 
Act  of  1974. 

Signed  at  Washington  this  27th  day 
of  May  1977. 

James  P,  Taylor, 
Director,  Office  of  Management. 
Administration  and  Planning. 

[FR  Doc.77-16035  Piled  6-6-77;8:45  am] 


lTA-W-1420] 

CYCLOPS  CORP. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assrstance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1420:  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  adjust- 
ment assistance  as  pi-escribed  in  Section 
222  Of  the  Act.     - 

The  Investigation  was  Initiated  on 
December  14,  1976  in  response  to  a 
worker  petition  received  on  December 
14,  1976  which  was  filed  by  the  United 
Steelworkers  of  America  on  behalf  of 
workers  and  former  workers  producing 
coke,  pig  Iron,  and  carbon  steel  ingots  at 
Cyclops  Corporation,  Empire-Detroit 
Steel  Division,  Portsmouth,  Ohio 

The  Notice  of  Investigation  wa.-  pub- 
lished In  the  Federal  Register  on  Janu- 
ary 4,  1977  (42  FR  874>.  No  public  hear- 
ing was  requested  and  none  was  held 

The  Information  upon  which  the 
determination  was  made  was  obtained 
principally  from  officials  of  Cyclops 
Corporation,  its  customers,  the  U.S. 
Department  of  Conunerce,  the  U.S. 
International  Trade  Commission,  in- 
dustry- analysts  and  Department  files 

In  order  to  make  an  affirmative  deter- 
mination and  Issue  a  certiflcation  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  Th«t  a  slgntflcant  number  or  propor- 
tion of  the  workers  In  the  workers'  flnm,  or 
appropriate  subdivision  thereof,  have  become 
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totally  or  partially  separated,  or  are  threat- 
ened to  become  totally  or  partially  separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased 
absolutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  In  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  increased  Imports  have  con* 
tributed  importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production  The  term  ■'contributed  impor- 
tantly" means  a  cause  which  Is  important 
but  not  necessarily  more  important  than  any 
other  cause. 

The  investigation  has  revealed  that 
witli  respect  to  workers  engaged  in  em- 
ployment related  to  the  production  of 
coke,  criterion  (3)  has  not  been  met; 
with  respect  to  workers  engaged  in  em- 
ployment related  to  the  production  of 
pig  iron,  criterion  i2i  has  not  been  met; 
and  with  respect  to  workers  engaged  in 
emplo\-ment  related  to  the  production  of 
carbon  steel  ingots,  criteria  (2)  and  i4i 
have  not  been  met. 

Significant  Total  or  Partial 
Separations 

The  average  number  of  hourly  produc- 
tion workers  at  the  Portsmouth  plant 
declined  45.1  percent  In  1975  from  1974 
and  declined  10.7  percent  in  1976  from 
1975, 

Sales    or   Production,   or   Both.    Have 
Decreased  Absolutely 

A,    COKE 

Sales  of  coke  increased  1922.6  percent 
In  quantity  in  1975  from  1974  and  in- 
creased 34.1  percent  in  quantity  in  1976 
from  1975. 

Production  of  coke  declined  10.7  per- 
cent in  quantity  in  1975  from  1974  and 
increased  6.1  percent  in  quantity  in  1976 
from  1975. 

B.  PIG  iron 

Sales  of  pig  iron  increased  55.5  per- 
cent in  quantity  in  1975  from  1974,  and 
Increased  433.2  percent  in  quantity  in 
1976  from  1975. 

Production  of  pig  Iron  decreased  19.0 
percent  in  quantity  In  1975  from  1974 
and  increased  23.2  p>eroent  in  1976  from 
1975. 

Both  sales  and  production  of  pig  iron 
increased  in  quantity  in  the  fourth  quar- 
ter of  1975  and  in  every  quarter  of  1976 
compared  to  the  like  periods  of  the 
previous  years. 

C.   INGOTS 

Sales  of  ingots  increased  86  4  pei'cent 
in  quantity  in  1976  from  1975. 

Production  of  Ingots  Increased  21.3 
percent  in  quantity  in  1976  from  1975. 

Increased  Imports 


A.  COKE 

Imports  of  metallurgical  coke  increased 
steadily  from  174  thousand  tons  In  1971 
to  3540  thousand  tons  in  1974,  an  in- 
crease of  1934.5  percent.  In  1975,  im- 
ports declined  to  1819  thousand  tons,  a 
decrease  of  48.6  percent.  In  the  first 
eleven  months  of  1976,  imports  were  1183 


thousand  tons,  a  decline  of  31.5  percent 
from  the  like  period  in  1975.  The  ratio  of 
imports  to  domestic  production  in- 
creased steadily  from  0.30  percent  in 
1971  to  5.75  percent  in  1974.  In  1975.  the 
import  to  production  ratio  decreased  to 
3.18  percent.  In  the  first  eleven  months 
of  1976.  the  ratio  was  2.22  percent,  a  de- 
cline from  the  ratio  of  3.28  percent  in 
the  comparable  period  in  1975. 

B.  PIG  IRON 

Imports  of  pig  iron  increased  from  306 
thousand  tons  in  1971  to  637  thousand 
tons  in  1972.  Imports  declined  to  446 
thousand  tons  in  1973.  and  further  de- 
clined to  342  thousand  tons  in  1974.  Im- 
ports icreased  to  478  thousand  tons  in 

1975.  In  the  first  ten  months  of  1976,  im- 
port.s  were  328  thousand  tons,  a  decline 
from  the  hke  period  in  1975  when  im- 
ports were  397  thousand  tons.  Through- 
out this  period,  the  ratio  of  imports  to 
domestic  production  never  exceeded  0.7 
percent. 

C. INGOTS 

The  ingots  manufactured  at  the  Ports- 
mouth plant  are  included  in  the  category 
Carbon  Steel  Ingots,  Castings.  Blooms. 
Billets,  Slabs  and  Sheets  Bars.  Imports  of 
carbon  steel  ingots,  castings,  blooms,  bil- 
lets, slabs  and  sheet  bars  declined  from 
161.6  thousand  tons  in  1972  to  87.8 
thousand  tons  in  1973.  Imports  increased 
in  every  year  thereafter,  for  a  total  in- 
crease  of    119.4    percent   from    1973    to 

1976.  In  the  entire  1972  to  1976  period, 
the  ratio  of  imports  to  dcwnestic  produc- 
tion never  exceeded  0.18  percent. 

Contributed  Importantly 

It  was  not  necessary  to  determaie  if 
the  "contributed  importantly'"  factor 
had  been  met  for  workers  engaged  in 
employment  related  to  the  production  of 
pig  iron  or  coke.  In  both  cases,  one  of  tlie 
other  criteria  has  clearly  not  been  met. 

The  Portsmouth  plant  does  not  sell  in- 
gots to  outside  users.  The  majority  of 
the  Ingots  produced  at  the  Portsmouth 
plant  are  transferred  to  the  Cyclops'  fa- 
cihty  in  Mansfield,  Ohio,  The  Mansfield 
plant  processes  the  ingots  obtained  from 
Portsmouth  Into  hot  and  cold  rolled  steel 
sheets. 

Customers  of  the  Mansfield  plant  that 
bought  hot  and  cold  rolled  carbon  steel 
sheet  were  contacted.  These  customers 
reported  that  they  did  not  reduce  pur- 
chases of  carbon  steel  sheet  from  the 
Mansfield  plant  and  Increase  purchases 
of  imports.  The  Mansfield  plant  does  not 
purchase  imported  steel. 

Conclusion 

After  careful  review r  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  imports  of  artic:es  hke  or  directly 
competitive  with  coke  produced  at  the 
Portsmouth.  Ohio  plant  of  Empire- 
Detroit  Steel  Division  of  Cyclops  Corpo- 
ration have  not  increased,  either  absolute 
or  relative  to  domestic  production,  as  re- 
quired for  certification  under  Section  222 
of  the  Trade  Act  of  1974. 

I  further  conclude  that  neither  sales 
nor  production  of  pig  iron  at  the  Ports- 


mouth plant  have  decreased  as  required 
for  certification  under  Section  222  of  the 
Trade  Act  of  1974. 

I  furtlier  conclude  that  neither  sales 
nor  production  of  carbon  steel  ingots 
have  decreased  at  the  Portsmouth  plant; 
and  that  increases  of  imports  of  articles 
like  or  directly  competitive  with  carbon 
steel  ingots  produced  at  the  Portsmouth 
plant  have  not  contributed  importantly 
to  the  total  or  partial  separation  of  work- 
ers at  that  plant  as  required  for  certifi- 
cation under  Section  222  of  the  Trade  Act 
of  1974. 

Signed  at  Washington.  DC.  this  31st 
day  of  May  1977. 

James  F.  Taylor, 
Director.  Office  of  Management. 
Administration  and  Planning. 

IFR  Doc. 77-16036  PUed  6-6-77:8:45  am] 


(TA-W-1576] 

DURALOY-BLAW    KNOX,    INC. 

Notice  of  Negative  Determination  Repard- 
ing  Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

111  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1576:  Investigation  regardmg  certifi- 
cation of  eligibility  to  apply  for  worker 
ad.iustment  assistance  as  prescribed  m 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
January  17.  1977.  in  response  to  a  worker 
petition  received  on  January  17,  1977, 
which  was  filed  by  the  United  Steel- 
workers  of  America  on  behalf  of  workers 
and  former  workers  producing  high  alloy 
steel  centrifugal  and  static  castings  at 
the  Scottdale.  Pennsylvania,  plant  of 
Duraloy  Blaw-Knox,  Inc. 

Tlie  notice  of  investigation  was  pub- 
lisiied  in  the  Federal  Register  on  Janu- 
ary 28.  1977  '42  FR  5450'.  No  public 
hearing  was  requested  and  none  was 
held. 

The  Information  upon  which  the 
determination  was  made  was  obtained 
principally  from  officials  of  Duraloy 
Blaw-Knox,  Inc.,  its  customers,  the  U.S. 
Department  of  Commerce,  the  U.S. 
International  Trade  Commission,  in- 
dustry analysts,  and  Department  files. 

In  order  to  make  an  affimiative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  ehgibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met : 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  .separated,  or  are 
threatened  to  become  totally  or  partially 
t.eparated: 

(2 1  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely: 

I  3)  'That  articles  like  or  directly  competl- 
live  with  those  produced  by  the  firm  or  sub- 
division are  being  imported  In  Increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 
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(4)  That  siKh  Increased  Imports  haw  cxm- 
tributed  Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  important 
but  not  necessarily  more  Important  than  any 
Other  cause. 

Without  regard  to  whether  any  of  the 
other  criteria  have  been  met,  criteria  '3) 
and  (A)  have  not  been  met. 

Duraloy  Blaw-Knox,  Inc  .  produces 
customized  high  alloy  steel,  centrifugal 
and  static  pipe,  tube,  ancillary  pipe  and 
tube  hardware  and  furnace  hardware 
castings.  These  castings  are  made  to  or- 
der according  to  customer's  specifica- 
tions. The  castings  have  special  applica- 
tions for  heat,  corrosion,  and  abrasion 
resistant  uses. 

Imports  of  customized  high  alloy  cen- 
trifugal and  static  castings  used  only  for 
special  applications  are  not  separately 
indentified  in  the  Tariff  Schedules  of  the 
United  States  fTSUSA^ .  Imports  of  cus- 
tomized high  alloy  castings  are  negligi- 
ble. 

Customers  stated  tliat  they  reduced 
purchases  from  the  company  because  of 
economic  conditions  which  caused  a 
downturn  in  the  amount  of  capital 
spending  on  new  plant  and  equipment. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  Increased  imports  of  articles  like  or 
directly  competitive  with  high  alloy  steel 
centrifugal  and  static  casting?  produced 
at  the  Scottdale.  Pennsylvania,  plant  of 
Duraloy  Blaw-Knox.  Lnconjorated.  did 
not  contribute  Importantly  to  the  total  or 
partial  separations  of  workers  at  that 
plant. 

Signed  at  Washington,  D.C.,  this  27th 
day  of  May  1977. 

James  F  T.^ylor, 
Director.  Office  of  Management. 
Administration,  and  Planning. 

I FR  Doc. 77- 16037  Piled  6-6-77,8  45  am] 


ITA-W-1595  and  TA-W-15961 
FRANKLIN   STEEL  CO. 

Notices  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assfstance 

1:1  accordance  witii  Se<'tiou  223  of  tlie 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1595-6:  investigation  regarding  cer- 
tification of  eligibility  to  apply  for  worker 
adju-'^tment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigations  were  initiated  on 
January  25,  1977,  in  re.>ponse  to  a  worker 
petition  received  on  January  25.  1977, 
which  was  filed  on  behalf  of  workers 
and  former  workers  producing  carbon 
steel  products  including  fence  and  sign 
posts,  bar-size  light  shapes,  and  concrete 
reinforcing  bars  at  the  Franklin  Steel 
Company,  Franklin  and  Reno.  Pennsyl- 
vania. 

The  notices  of  investigation  were  pub- 
lished in  the  Feoer^l  Register  on  Feb- 
ruary 11.  1977  i42  FR  87.31).  No  public 
hearing  was  requested  and  none  was  held. 


The  Information  upon  which  the  de- 
terminations were  made  was  obtained 
principally  from  ofBclals  of  Franklin 
Steel  Company,  the  American  Iron  and 
Steel  Institute,  its  customers,  the  VS. 
Department  of  Commerce,  the  U.S.  In- 
ternational Trade  Commission,  industry 
analysts,  and  Department  flies. 

In  order  to  make  an  afHi-mative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met : 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  the  workers"  firm,  or  an 
appropriate  subdivision  thereof,  have  become 
totally  or  partially  separated,  or  are  threat- 
ened to  berome  totally  or  partially  separated: 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased 
absolutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  In  Increased 
quantities,  either  actual  or  relative  to  do- 
me.sllc  production:  and 

(4)  That  such  increased  Imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  Important 
but  not  necessarily  more  Important  than 
any  other  cause. 

The  Department's  investigation  re- 
vealed that  although  the  first  two  cri- 
teria have  been  met,  the  third  criterion 
has  not  been  met  with  respect  to  workers 
producing  bar-size  light  shapes,  and  the 
fourth  criterion  has  not  been  met  with 
respect  to  workers  producing  concrete 
reinforcing  bars,  fence  posts,  and  sign 
posts. 

SiGNiriCANT  Total  or  Partial 
Separations 

Franklin  Steel  Company  consists  of  a 
manufacturing  facility  in  Franklin, 
Pennsylvania,  and  administrative  offices 
in  Reno,  Pennsylvania.  All  production 
workers  at  Franklin  Steel  are  employed 
at  the  facility  in  Franklin.  Administra- 
tive and  clerical  workers  are  located  at 
Reno.  No  articles  are  manufactured  at 
the  Reno  facility. 

Average  employment  of  production 
workers  at  the  Franklin,  Pennsylvania, 
facility  declined  0.3  percent  in  1975  com- 
pared to  1974  and  5.7  percent  in  1976 
compared  to  1975. 

Average  employment  of  administrative 
and  clerical  workers  at  the  Reno,  Penn- 
sylvania facility  declined  2.1  percent  In 

1975  compaied  to  1974  and  1.1  percent  in 

1976  compared  to  1975. 

S.\LES  OR  Production,  or  Both,  Have 
Decreased  Absolutely 

Total  production  at  Franklin  steel  de- 
clined 19.7  percent  in  quantity  from  1974 
to  1975  and  12.4  percent  from  1975  to 

1976. 

Increased   Imports 

Imports  of  fence  and  sign  posts  de- 
clined from  4.7  thousand  tons  in  1974  to 
0.8  thousand  tons  in  1975  and  tlien  in- 
creased to  3  thousand  tons  in  1976.  The 
ratio  of  imports  to  domestic  production 
fell  from  1.8  percent  in  1974  to  0.3  per- 


cent in  1975  and  then  rose  to  1.2  percent 
In  1976. 

Imports  of  bar-size  light  shapes  'mer- 
chant bars)  declined  from  521.5  thou- 
sand tons  in  1974  to  167.2  thousand  tons 
in  1975  and  to  164.3  thousand  tons  in 
1976.  The  ratio  of  imports  to  domestic 
shipments  of  bar-size  light  shapes  de- 
clined from  53.1  percent  in  1974  to  22.7 
percent  in  1975  and  to  19.5  percent  in 
1976. 

Imports  of  concrete  reinforcing  bars 
fell  from  477.5  thousand  tons  in  1974  to 
141.9  thousand  tons  in  1975  and  tlien  rose 
to  192.2  thousand  tons  in  1976.  The  ratio 
of  imports  to  domestic  shipments  of  con- 
crete reinforcing  bars  declined  from  9.5 
percent  in  1974  to  3.9  percent  in  197o 
and  then  rose  to  5  percent  in  1976. 

Contributed  Import.antly 

The  Department's  investigation  re- 
vealed that  imports  of  fence  and  sign 
posts  were  insignificant  in  1975  and  19'76 
relative  to  domestic  production. 

The  investigation  further  revealed 
that  none  of  the  customers  that  pur- 
chased concrete  reinforcing  bar.'?  from 
Franklin  purchased  any  impoited  con- 
crete reinforcing  bars.  The  reinforcing 
bars  produced  at  Franklin  are  used  ex- 
clusively in  highway  construction.  Some 
of  the  states  tliat  are  the  major  purclias- 
ers  of  this  product  from  Franklin  have 
laws  that  prohibit  the  use  of  imported 
steel  in  state  projects  unless  a  particular 
item  is  not  manufactured  domestically. 
Those  states  that  reduced  purchases 
from  Franklin  did  so  because  of  declines 
in  highway  construction  in  1976  result- 
ing from  funding  problems  and  difficul- 
ties in  meeting  new  environmental 
standards. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation.  I  conclude 
that  articles  like  or  directly  competitive 
with  bar-size  light  shapes  produced  at 
Franklin  Steel  Company,  Franklin. 
Pennsylvania,  are  not  being  imported  in 
increased  quantities,  either  actual  or 
relative  to  domestic  production.  I  further 
conclude  that  increased  Imports  of  fence 
posts,  sign  posts  and  concrete  reinforc- 
ing bars  like  or  directly  competitive  with 
those  produced  at  Franklin  Steel  Com- 
pany did  not  contribute  im.portantly  to 
the  total  or  partial  separations  of  the 
workers  producing  such  articles  at  that 
firm. 

Signed  at  Washington,  D.C.,  this  31st 
day  of  May  1977. 

James  F.  Taylor. 
Director,  Office  of  Management. 
Administration,  and  Planning. 

[FR  Doc. 77-16038  Filed  6-6-77;8.i5  am) 


[TA-W-1970] 
H.  W.  GOSSARD  CO. 

Notice  of  Negative  Determ'nation  Renard- 
ing  Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  tiie 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1970:  investigation  regarding  certifi- 
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cation  of  eligibility  to  apply  for  worker 
adjtisunent  assistance  as  prescribed  in 
Section  222  of  the  Act. 

Tlie  investigation  was  initiated  on 
April  11,  1977,  in  response  to  a  worker 
petition  received  on  March  21,  1977, 
which  was  filed  by  the  International 
Ladies"  Garment  Workers  Union  on  be- 
half of  workers  and  former  workers  pro- 
ducing ladies'  sleepwear  at  the  Troy,  Mis- 
souri, plant  of  the  H  W.  Gossard  Com- 
paixv.  Chicago,  Illinois. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  April 
29.  1977  '42  FR  21872).  No  pubhc  hear- 
ing was  requested  and  none  was  held. 

Tne  information  upon  which  the  de- 
termination was  made  was  obtained 
priiicipally  from  officials  of  H.  W.  Gos- 
sard Company,  its  customers,  the  US. 
Department  of  Commerce,  the  U.S.  In- 
ternational Trade  Commission,  industry 
analysts,  and  Department  files. 

In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adju.^tment  as- 
sistance, each  of  the  group  elipibilily  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(ll  That  a  slsnificant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm  or  an 
appropriate  subdivision  thereof,  have  be- 
come totally  or  pwirtlally  separated,  or  are 
threatened  to  become  totally  or  partially  sep- 
arated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivi.sion  have  decreased  ab- 
solutely: 

(3)That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  in  increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  lncreaK?d  imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "ccrtitrlbuted  Im- 
fKjrtantly"  means  a  cause  which  Is  Important 
but  not  neces.sarlly  more  important  than  any 
other  cause. 

Tlie  investigation  has  revealed  tliat 
without  regard  to  any  of  the  other  cri- 
teria, criterior  four  (4)  has  not  been  met. 

Significant  Total  or  Paktial 
Separations 

The  average  number  of  production 
workers  declined  9  percent  from  1974  to 

1975  and  declined  2  percent  from  1975 
to  1976. 

Sales,  Production,  or  Both  Decreased 
Absolutely 

Sales  of  ladies'  sleepwear  by  the  Lin- 
gerie Division  of  H.  W.  Gossard  declined 
10  percent  from  1974  to  1975  and  de- 
clined 18  percent  from  1975  to  1976. 

Production  of  ladies'  sleepwear  at  the 
Troy,  Missouri,  plant  increased  7  per- 
cent from  1974  to  1975  and  then  declined 
19  percent  in  the  first  eleven  months  of 

1976  compared  to  the  first  eleven  months 
of  1975. 

Increased  Imports 

Imports    of    wMnen's,     misses'     and 

juniors'  non-cotton  sleepwear  declined 

absolutely  from  1971  to  1972  and  from 

1972   to   1973.  Imports  increased  abso- 


lute fnxn  1973  to  1974  *Dd  then  de- 
clined absointdy  and  rdattTciy  from 
1974  to  1975.  Imports  Increaaed  51  per- 
cent from  1975  to  1976.  Imports  of  wom- 
en's, misses'  and  juniors'  cotton  sleepv- 
wear  increased  43  percent  from  1975  to 
1976. 

Contributed  Importantly 

Customerr  of  H.  W.  Gossard  number  m 
the  thou-sands.  These  customers  range 
from  small  retail  or  boutique  stores  to 
major  mass  merchandise  or  discount 
chains.  A  random  sample  of  the  cus- 
tomers sur\eyed  indicates  that  they  did 
not  shift  purchases  from  H.  W  Gossard 
to  imported  sources.  Several  customers 
stated  that  Gossard's  products  were  high 
quality.  Others  indicated  that  there 
would  be  httle.  if  any.  cost  advantage  to 
importing  sleepwear.  Reduced  orders 
from  Gossard  were  the  result  of  style 
changes  and  fashion  trends. 

Conclusion 

After  review  of  the  facts  obtained  in 
the  investigation.  I  conclude  that  in- 
creases of  imports  like  or  directly  com- 
petitive with  ladies'  sleepwear  produced 
at  the  Troy.  Missouri,  plant  of  H.  W. 
Gossard  Company,  Chicago.  Illinois,  did 
not  contribute  importantly  to  the  decline 
in  sales  and  production  or  to  the  total 
or  partial  separations  of  workers  at  the 
plant. 

Signed  at  Washington.  D.C.,  this  31st 
day  of  May  1977. 

James  P.  Taylor. 
Director.  Office  of  Management. 
Administration,  and  Planning. 

|FR  Doc  77-  160-n  Filed  6-6-77.8:45  am) 


'T.'\-W-1722] 

HAWAIIAN   TUG   &   BARGE   COMPANY. 
LTD. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  result  of  TA- 
W-1722:  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  3,  1977  in  response  to  a  worker 
petition  received  on  February  23.  1977 
which  was  filed  on  behalf  of  workers  and 
former  workers  of  Hawaiian  Tug  & 
Barge  Company.  Ltd. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  March 
15.  1977  '42  FR  14185'.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained  prin- 
cipally from  officials  of  Hawaiian  Tug  & 
Barge  Company  and   Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eMglMUty  re- 
quirements of  Section  222  of  tfie  Trade 
Act  of  1974  must  be  met: 


(1)  Tb»t  a  slgnlflcant  number  or  propcr- 
XitMi  oi  the  workers  in  such  workers  firm, 
or  an  appropriate  subdivision  of  the  firm 
have  become  Ujtally  or  partially  separat/ed, 
or  are  threatened  to  become  totally  or  par- 
tially separated; 

( 2 )  That  sales  or  production,  or  both,  of 
such  firm  or  subdlvlslc«  hare  decreased  abso- 
lutely: 

(3)  That  article*  like  or  directly  comp>eU- 
tlve  with  those  produced  by  the  firm  or  sub- 
division are  being  lmp>orted  Ln  Increaaed 
quantities,  either  actual  or  relative  to  domes- 
tic production:  and 

(4)  That  such  increased  imports  have  con- 
tributed lmp>ort«ntly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portAnily"  means  a  cause  which  Is  Important 
but  not  necessarily  more  Important  than  any 
other  cause. 

If  any  of  tlie  above  criteria  is  not 
satisfied,  a  negative  determination  must 

be  made 

Hawaiian  Tug  &  Barge  Company  is  an 
independent  contract  carrier  regulated 
by    the   Federal   Maritime   Commission.   , 
Hawaiian  Tug  &  Barge  provides  Inter- 
state wnter  transportation  services. 

Hawaiian  Tug  &  Barge  Company  does 
not  produce  an  article  within  the  mean- 
ing of  Section  2220^  of  the  Act  and  this 
Department  has  already  determined  that 
the  performance  of  services  Is  not 
covered  by  the  adjustment  assistance 
program.  See  Notice  of  Determination  in 
Pan  American  World  Airwa.vs  Incor- 
porated fTA-W-153,  40  FR  54639* 

Conclusion 

After  careful  review  of  the  issues  and 
facts  involved,  I  have  determined  that 
services  of  the  kind  provided  by  Ha- 
waiian Tug  &  Barge  Company,  Ltd.  are 
not  "articles"  within  th^  meaning  of  Sec- 
tion 222<3>  of  the  Trade  Act  of  1974.  The 
petition  for  trade  adjustment  assistance 
is,  therefore,  denied. 

Signed  at  Washington.  DC.  this  27th 
day  of  May  1977, 

James  F.  Taylor. 
Director.  Office  of  Management. 
Administration  and  Planning 

IFR  Doc .77   16038  PUed  6-6-77:8:45  am] 


[TA-W-15881 

HORTON  AND  HUBBARD 
MANUFACTURING  CORP. 

Notice  of  Negative  Determinatio.is  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
I.abor  herein  presents  the  results  of  TA- 
W-1588:  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  adjust- 
ment a.'^sistance  as  prescribed  m  Section 
222  of  the  Act. 

The  investigation  was  initiated  on 
January  24,  1977  in  response  to  a  worker 
petition  received  on  January  24,  1977 
which  was  filed  by  three  workers  ckn  be- 
half of  workers  and  former  workers  pro- 
ducing luggage  and  stereo  speaker  cabi- 
nets at  the  Nashua,  New  Hampshire 
plant  of  the  Horton  &  Hubbard  Mfg. 
Corp. 


FEDEIAL  RfCISTER,   VOL   42,   NO.    109 — TUESDAY,    JUNE   7,    1977 


29122 


NOTICES 


The  notice  of  investigation  w&s  pub- 
lished in  the  Federal  Register  on  Feb- 
ruary 4.  1977  <42  ra  6940'.  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the  de- 
termination was  made  was  obtiiined 
principally  from  officials  of  the  Brown 
Group,  Inc.  on  behalf  of  Horton  &  Hub- 
bard, retail  customers  of  Horton  &  Hub- 
bard, the  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
indiistry  analysts  and  Department  files. 

In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met ; 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2 1  That  sales  or  production,  or  both,  of 
.•iuch  firm  or  subdivlislon  have  decreased 
absolutely; 

(3i  That  articles  like  or  directly  competi- 
tive with  those  produced  by  tlie  firm  or 
subdivision  are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  separatlon.s,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  im- 
portant but  not  necessarily  more  Important 
than  any  other  cause. 

The  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met  for 
the  luggage  department,  and  that  the 
third  criterion  has  not  been  met  for  the 
stereo  speaker  cabinet  department. 

Significant  Total  or  Partial 
Separations 

Employment  data  was  not  available  for 
1974,  and  was  not  available  separately 
by  department  for  1975. 

Employment  of  all  production  workers 
at  the  Na.shua  plant  declined  8  percent 
from  1975  to  1976  Employment  of  work- 
ers in  the  luggage  department  declined 
In  the  second,  third  and  fourth  quarters 
of  1976  compared  to  the  previous 
quarters.  Employment  of  workers  In  the 
stereo  .speaker  cabinet  department  in- 
creased in  each  quarter  of  1976  compared 
to  the  previous  quarters.  All  em!)loyment 
wa.s  terminated  when  the  plant  closed  In 
December.  1976 

Sales  or  Production,  or  Both.  Have 
Decre.ised  Absolutely 

Pro<iuction  data  was  not  available 
prior  to  1975  Production  of  luggage  in- 
crea-sed  57  perrent  in  quantity  from  1975 
to  1976.  but  declined  21  percent  in  the 
last  .Mx  month.-;  of  1976  compared  to  the 
same  period  of  1975  Production  of  lug- 
gage declined  in  the  second,  third  and 
fourth  quarters  of  1976  compared  to  the 
previous  quarters 

Production  of  stereo  speaker  cabinets 
declined  26  percent  In  quantity  from 
1975  to  1976. 


All  production  ceased  In  December, 
1976  when  the  company  was  dissolved 

and  the  plant  closed. 

Increased  Imports 

Imports  of  luggage  Increased  abso- 
lutely from  1972  to  1973,  declined  in  year 
from  1973  to  1975,  and  then  increased 
from  1975  to  1976.  The  ratio  of  imports 
to  domestic  production  increased  from 
13.8  percent  in  1975  to  24.2  percent  in 
1976. 

Imports  of  stereo  speaker  cabinets  are 
not  separately  identifiable  in  the  oflBcial 
trade  statistics.  A  sample  of  invoices  of 
goods  entering  the  United  States  under 
TSUSA  number  684.7050 — where  stereo 
speaker  cabinets  are  classified — in  1976 
contained  no  invoices  for  stereo  speaker 
cabinets.  The  sample  was  compiled  by 
the  U.S.  International  Trade  Commis- 
sion. 

CONTRirOTED    IMPORTANTLY 

All  of  the  retail  customers  of  Horton  & 
Hubbard  who  were  surveyed  purchase 
imported  luggage. 

Horton  &  Hubbard  increased  its  import 
purchases  of  luggage  677  percent  in  value 
from  1975  to  1976. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
th.Tt  increases  of  imports  like  or  directly 
competitive  with  luggage  produced  at  the 
Nashua,  New  Hampshire  plant  of  Horton 
&:  Hubbard  Mfg.  Corp.  contributed  Im- 
portantly to  the  total  or  partial  separa- 
tion of  the  workers  in  the  luggage  de- 
portment of  that  plant.  In  accordance 
with  tne  provisions  of  the  Act.  I  make  the 
foUo'ving  certification : 

"All  workers  engaged  in  employment 
related  to  the  production  of  luggage  at 
the  Nashua,  New  Hampshire  plant  of 
Horton  &  Hubbard  Mfg.  Corp.  who  be- 
came totally  or  partially  separated  from 
employment  on  or  after  March  13,  1976 
are  eligible  to  apply  for  adjustment  as- 
sL"^tance  under  Title  II.  Chapter  2,  of  the 
Trade  Act  of  1974." 

I  further  conclude  that  imports  of 
articles  like  or  directly  competitive  with 
stereo  speaker  cabinets  produced  hi  the 
stereo  speaker  cabinet  department  of 
that  plant  have  not  increased  as  required 
for  certification  under  Section  222  of  the 
Trade  Act  of  1974, 

Signed  at  Washington.  DC.  this  27th 
(Inyof  May  1977. 

James  F.  Taylor, 
Director.  Office  of  Management. 
Administration,  and  Planning. 
(PR  Doc.77-16040  Piled  6-«-77:8:46  am] 


[TA-W-16511 
MADLIN   SHRIMP,    INC. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 


W-1651:  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  pre,<;cnbed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  Feb- 
ruary 5,  1977  in  response  to  a  worker 
petition  received  on  February  5,  1977 
which  was  filed  on  behalf  of  workers  and 
former  workers  engaged  In  shrimp  fish- 
ing at  Madlin  Shrimp.  Incorporated.  Port 
Isabel,  Texas. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  i42  FR 
13089)  on  March  8,  1977.  No  public  hear- 
ing was  requested  and  none  was  held 

The  Information  upon  which  the  deter- 
mination was  made  was  obtained  prin- 
cipally from  offlcial.s  of  Madlin  Shrimp 
Incorporated,  its  customers,  the  U.S.  In- 
ternational Trade  Commission,  the  US. 
Denartment  of  Commerce,  industry  ana- 
lysts, and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Ti'ade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or  an 
appropriate  siibdivision  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

(2)  That  sales  or  production,  or  both,  of 
siich  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  prodxiced  by  the  firm  or  sub- 
division are  being  Imported  in  increased 
quantities,  either  actual  or  relstive  to  domes- 
tic production;  and 

(4)  That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales  or 
production.  The  term  'contributed  impor- 
tantly" means  a  cause  which  is  Important  but 
not  necessarily  more  Important  than  any 
other  cause. 

The  investigation  has  revealed  that  al- 
though criterion  (3)  has  been  met,  cri- 
teria (1>,  <2)  and  (4)  have  not  been  met. 

Significant  Total  or  Partial 
Separations 

Employment  data  in  the  shrimp  fish- 
ing Industry  have  been  expressed  in 
terms  of  shrimping  trips  or  landings  and 
gross  crew  earnings  since  shrimp  boat 
complements  usually  remain  constant 
with  three  crewmen  per  trawler  as  re- 
quired for  insurance  inirpase.^.  Crew 
earnings  increased  59.6  percent  from 
1974  to  1975  and  increased  38.8  percent 
from  1975  to  1976.  Crew  earnings  in- 
creased in  each  quarter  of  1976  comi.^ared 
to  the  similar  quarters  of  1975. 

Sales  or  Production,  or  Both    Have 
Decreased  Absolutely 

Total  sales,  in  terms  of  quantity  In- 
creased 87.6  percent  from  1975  to  1976 
and  In  terms  of  value  increased  154.1  per- 
cent in  1975  to  1976  Average  sales  per 
trawler  In  terms  of  quantity  Increased 
0.53  percent  and  Increased  38.8  percent 
In  terms  of  value  from  1975  to  1976, 
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Incre.askd  Imposts 

Imports  of  shrimp  in  terms  of  quan- 
tity declined  9.3  percent  from  1972  to 
1973  and  increased  by  15.9  percent  from 
1973  to  1974.  Imports  declined  13.8  per- 
cent in  1974  and  mcreased  17.2  percent 
in  1976  compared  to  1975.  Tlie  ratio  of 
imports  to  domestic  production  increased 
from  111.4  percent  in  1975  to  116.8  per- 
cent in  1976. 

Contributed  Importantly 

Customers  indicated  they  did  not  de- 
crease their  purchases  from  Madlin 
Shrimp,  Inc.  by  switching  to  import  pur- 
chases. Several  customers  cited  import 
purchases  were  made  when  domestic  sup- 
plies are  low. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  coiiclude 
that  increases  of  imports  of  shrimp  hke 
or  directly  competitive  with  shrimp  sold 
by  Madlin  Shrimp,  Incorporated  did  not 
contribute  importantly  to  the  total  or 
partial  separations  of  workers  at  that 
plant. 

Signed  at  Washington,  DC  this  31st 
day  of  May  1977. 

James  F.  Taylor, 
Director,  Office  of  Managc7nent, 
Administration  and  Planning. 

[FR  Doc.77-16042   Filed   G  6-77.8:45   am) 


[T.\-VJ-l5n  and  15181 
MUENCH-KREUZER   CANDLE  CORP. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974,  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1517  and  1518:  investigation  regard- 
ing certification  of  eligibility  to  apply  for 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
December  18,  1976  in  response  to  a 
worker  petition  received  on  December  18. 
1976  which  was  filed  by  the  Umted  Steel- 
workers  of  America  on  behalf  of  workers 
producing  candles  at  the  Liverpool  and 
Syracuse  facilities  of  Muench-Krenzer 
Candle  Corporation  Liverpool,  New  York. 

The  notice  of  investigation  was  pub- 
IL'^hed  in  the  Federal  Register  on  Jan- 
uary 18,  1977  (42  FR  3376>.  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  the  Muench-Kreuzer 
Candle  Corporation,  its  customen?,  the 
U.S.  Departanent  of  Commerce,  the  U.S. 
International  Trade  Commission,  indus- 
try analysts  and  Department  files. 

In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  slgnlflcAnt  number  or  propor- 
tion of  the  workers  In  such  workers'  firm  or 


an  fcpproprlat*  subdivision  of  the  firm  have 
become  totally  or  partially  separated: 

(3)  ThAt  sales  or  production,  or  both,  of 
such  flrm  or  subdivision  have  decreased  ab- 
solutely: 

( 3 )  "That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  in  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production:   and 

(4)  That  such  increased  imports  have  con- 
tributed lmfx)rtantly  to  the  sepwu-atlons  or 
threat  thereof;  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  impor- 
tantly" means  a  cause  which  la  important 
but  not  necessarily  more  Important  than  any 
other  cause. 

The  investigation  has  revealed  all  four 
of  the  above  criteria  have  t)een  met. 

Significant  Total  or  Partlal 
Separations 

The  employment  of  hourly  workers  de- 
clined 39.6  percent  m  1975  compared  to 
1974  and  ii:icreased  9.9  percent  in  1976 
compared  to  1975.  Employment  of  hourly 
workers  declined  ui  the  fourth  quarter  of 
1976  compared  to  the  fourUi  quarter  of 
1975.  Annual  average  weekly  hours  de- 
creased 5.3  percent  in  1975  compared  to 
1974  and  increased  5.6  percent  in  1976 
compared  to  1975.  Average  weekly  hours 
remained  unchanged  in  the  fourth  quar- 
ter of  1976  compared  to  the  fourUi  quar- 
ter of  1975. 

The  ave?'age  number  of  salaried  work- 
ers decreased  13.4  percent  in  1975  com- 
pared to  1974  and  increased  5.2  percent 
in  1976  compared  to  1975.  Tlie  average 
number  of  salaried  workers  declined  1 
percent  in  the  fourth  quarter  of  1976 
compared  to  the  fourth  quarter  of  1975. 

S.'VLEs    OR    Production,    or    Both,    Have 
Decreased   Absolutely 

Production,  in  terms  of  quantity,  in- 
creased 21  percent  in  1976  compared  to 
1975.  Production  dechned  5  percent  and 
34.2  percent,  respectively,  in  the  last  two 
qtiarters  of  1976  compared  to  the  last  two 
quarters  of  1975. 

Increased   Imports 

U.S.  imports  of  candles,  in  terms  of 
value,  increased  51.6  percent  in  1972 
compared  to  1971  and  decreased  8  per- 
cent in  1973  compared  to  1972  before 
decreasing  28  6  percent  in  1974  compared 
to  1973.  Imports  decreased  36  4  percent 
in  1975  compared  to  1974  The  ratio  of 
imports  to  domestic  production  and  con- 
.-^'omption  decreased  from  10.5  percent 
and  9.6  percent,  respectively  in  1974  to 
6  percent  and  5.7  percent,  respectively  in 
1975.  Imports  increased  17.4  percent  in 
the  first  nine  months  of  1976  compared 
to  the  similar  period  in  1975.  There  were 
no  U.S.  production  data  available  for  the 
January-September  1976  period. 

Contributed   Importantly 

Most  major  customers  of  Muench- 
Kreuzer  Candle  Company's  indicated 
they  purchase  some  imported  candles. 
Some  customers  indicated  increased  im- 
port purchases  while  decreasing  pur- 
chases from  Muench-Kreuzer. 


Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation.  I  conclude 
Uiat  mcreases  of  imports  like  or  directly 
competitive  with  candles  produced  by 
Muench-Kreuzer  Candle  Company  con- 
tributed importantly  to  the  total  or  par- 
tial separations  of  the  workers  at  tiiat 
firm.  In  accordance  with  the  provisions 
of  the  Act  I  make  the  following  certifi- 
cation: 

All  workers  at  Muench-Kreuzer  Candle 
ComF>iiny  located  In  Liverpool,  New  York, 
and  Syracuse.  New  York,  who  became  totally 
or  partially  separated  from  employment  on 
or  after  February  6.  1976,  are  eligible  to  apply 
for  adjustment  sisslstance  under  Title  n. 
Chapter  2  of  the  TVade  Act  of  1974. 

Signed  at  Washington^  DC,  this  27th 
day  of  May  1977. 

James  P.  Taylor. 
Director,  Office  of  Management. 
Administration,  and  Planning. 

|FR  Do.  77-16043  Piled  6-6-77.8:45  am] 


[TA-'W-174e] 
O'KEEFE    DRILLING   CO. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
\V-1749:  investigation  regarding  certi- 
fication of  eligibilit>'  to  apply  for  worker 
adju.'^tment  assistance  as  prescribed  In 
Section  222  of  tlie  Act. 

The  investigation  was  initiated  on 
March  J,  1977,  in  response  to  a  worker 
petition  received  on  February  28.  r977. 
which  was  filed  on  behalf  of  workers 
and  former  workers  at  O'Keefe  Drilling 
Company,  Butte.  Montana. 

The  notice  of  investigation  was  pub- 
lished in  the  Pederai  Register  on  March 
22,  1977  '42  FR  15477)  No  public  hear- 
ing was  request<^d  and  none  was  held. 

The  information  upon  which  the  de- 
termmation  was  made  was  obtained 
principally  from  officials  of  O'Keefe  Dril- 
iinsr  Company  and  Department  files 

In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
."^L^tance.  each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

( 1 )  That  a  «Ipnlflcant  number  or  propor- 
tion of  the  workers  in  .such  workers'  firm,  or 
an  appropriate  subdivision  of  the  firm  have 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

I  2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely: 

(3)  That  articles  like  or  directly  competi- 
tive with  thase  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increa-sed 
quantities,  either  actual  or  relative  to  do- 
inestic  production:  and 

(41  That  such  Increased  Impycrta  have 
crjntributed  Importantly  to  the  separations, 
or  threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portantly" means   a  cause  which  Is  impor- 
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tant    but    not    necesearlly    more    Important 
than  any  other  cause 

If  any  of  the  above  criteria  is  not  sat- 
isfied, a  netzative  determination  must 
be  made 

O'Keefe  Drilling  Company  which  Is 
engaged  in  exploratory  and  leach  drill- 
ing does  not  produce  an  article  within 
the  meaning  of  Section  222' 3)  of  the 
Act  and  this  Department  has  already  de- 
termined that  the  performance  of  serv- 
ices are  not  covered  by  the  adjustment 
assistance  program.  See  Notice  of  Deter- 
mination In  Pan  American  World  Air- 
ways. Incorporated  (TA-W-153.  40  FR 
546391  The  only  question  in  thl.'^  case  is 
whether  the  Anaconda  Company  I.e..  a 
firm  which  produces  an  article,  namely 
copper,  and  for  whom  the  service  Is  pro- 
vided, can  be  considered  the  "workers' 
firm."  See  Notice  of  Determination  in 
Nu-Car  Dnvcuay.  Incorporated  iTA- 
W-393.  41  FR  12749'. 

O'Keefe  Drilling  Company  is  a  drill- 
ing firm  locat.ed  in  Butte.  Montana. 
O'Keefe  competes  with  other  drilling 
companies  for  business  in  the  Butt«, 
Montana,  area  and  each  company  Is  free 
to  drill  for  any  business  requesting 
their  services 

Neither  the  Anaconda  Company,  on 
the  one  hand,  nor  O'Keefe  Drilling  Com- 
pany, on  the  other,  is  financially  or 
otherwi.se  involved  In  the  business  of  the 
other  O'Keefe  owns  the  facilities  neces- 
sary to  the  operation  of  its  business. 

The  workers  upon  whose  behalf  this 
petition  was  filed  were  hired  and  are 
paid  by  O'Keefe  Drilling  Company.  They 
are  sui^ervlsed  by  and  subject  to  the  con- 
trol of  O'Keefe  Drilling  personnel  only. 
All  employment  benefits  which  they  en- 
Joy  are  provided  and  maintained  by 
O'Keefe  Drilling  Company 

Conclusion 

After  careful  review  of  the  issues  and 
facts  Involved.  I  have  determined  that 
services  of  the  kind  provided  by  O'Keefe 
Drilling  Company  are  not  "articles" 
within  the  meaning  of  Section  222(3)  of 
the  Trade  Act  of  1974.  and  that  the  Ana- 
conda Company  cannot  be  considered 
the  "workers'  firm"  The  petition  for 
trade  adjustment  assistance  is,  there- 
fore, denied. 

Signed  at  Washington  DC.  this  27th 
day  of  May  1977 

James  F   Taylor, 
Director.  Office  of  Management. 
Administration,  and  Plannino 

|PR  DOC77-16044  Piled  6-6-77:8:45  ami 


ITA  W-1621! 

SANRIE   SPORTSWEAR,    INC. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust 
ment  Assistance 

In  accordance  with  Sectl>^n  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
'W-1621:  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 


adjustment  assistance  as  preBcrlbed  tn 
Section  222  of  the  Act. 

The  investigation  was  Initiated  on 
February  3,  1977,  in  response  to  a  worker 
petition  received  on  January  10,  1977. 
which  was  filed  by  the  Joint  Board  <rf 
Shirt.  Leisurewear,  Robe,  Glove  and 
Rainwear  Workers  Union  on  behalf  of 
the  workers  and  former  workers  produc- 
ing women's  knit  sportswear  at  liie  New 
York.  New  York,  plant  of  Sanrle  Sports- 
wear, Inc.  The  investigation  revealed 
that  the  products  produced  were  women's 
tops  and  blouses. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on 
February  18,  1977  (42  FR  10079*.  No 
public  hearing  was  requested  and  none 
was  held. 

The  information  upon  which  the 
determination  was  made  was  obtained 
principaUy  from  officials  of  Sanrie 
Sportswear.  Inc  .  Trissl,  Inc.,  the  Joint 
Board  of  Shirt.  Leisurewear.  Robe, 
Glove  and  Rainwear  Workers  Union,  the 
U.S.  International  Trade  Commission, 
the  US  Department  of  Commerce,  In- 
dustry analysts,  and  Department  files. 

In  order  to  make  an  afBrmatlve  de- 
termination and  Issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirement*  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met; 

I  1 1  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or  an 
appropriate  subdivision  thereof,  have  become 
totally  or  pcirtiaily  separated,  or  are  threat- 
ened to  become  totally  or  partially  separated; 

1 2 )  That  sales  or  prodiKStlon.  or  both,  of 
svu'h  firm  or  subdlvi.sion  have  decreased  ab- 
st^lutely: 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
dlvtslom  are  being  Imported  In  Increaeed 
quantities,  either  actual  or  relative  to  do- 
meKtlc  production:   and 

(4)  That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  sejjaradonfi,  or 
threat  thereof,  and  to  the  decrease  tn  sales  or 
production  The  term  "contributed  Impor- 
tantly" means  a  cause  which  Is  Important 
but  not  neces-sarlly  more  Important  than  any 
other  cause. 

The  investigation  revealed  that  cri- 
terion (4>  has  not  been  met. 

Significant  Total  or  Partial 
Separations 

The  average  number  of  workers  em- 
ployed by  Sanrle  Sportswear  decreased 
36.6  percent  in  1975  compared  with  1974 
and  decreased  6.4  percent  in  the  first 
three  quarters  of  1976  compared  with  the 
first  three  quarters  of  1975.  Sanrie 
Sportswear  was  permanently  closed  In 
November  1976  resulting  in  the  total  sep- 
aration of  all  workers. 

Sales  or  Production,  or  Both.  Have 
Decreased  Absolutelt 

Sales  of  women's  tops  and  blouses  in 
terms  of  value  by  Sanrie  Sportswear  de- 
creased 43  4  percent  In  1975  compared 
with  1974  and  decreased  17.8  percent  in 
the  first  eleven  months  of  1976  compared 
with  the  first  eleven  months  of  1975.  No 


production  Information  was  made  avail- 
able by  the  company. 

Increased  Iuports 

Imports  of  women's,  misses',  and  chil- 
dren's knit  blouses  and  shirts  in  terms  of 
quantity  Increased  1.3  percent  In  1973 
compared  with  1972,  Increased  19.4  per- 
cent In  1974  compared  with  1973,  In- 
creased 26.5  percent  in  1975  compared 
with  1974  and  increased  12.8  percent  in 
1976  compared  with  1975.  The  ratios  of 
imports  to  domestic  production  and  con- 
sumption, unavailable  for  1976,  hicreased 
from  69.6  percent  and  41  percent,  respec- 
tively, in  1974  to  81.6  percent  and  44  9 
percent,  respectively.  In  1975. 

Contributed  Importantly 

The  manufacturer  for  whom  Sanrie 
Sportswear  performed  contract  work  re- 
ported that  the  work  formerly  produced 
by  Sanrie  Sportswear  was  shifted  to 
other  domestic  contractors.  The  com- 
pany utilizes  no  foreign  contractors  nor 
does  it  import  women's  tops  and  blouses 
The  manufacturer  further  reported  that 
its  sales  and  production  of  women's 
blouses,  tops,  and  sportswear  increased 
In  1976  compared  with  1975.  Indicative  of 
this  inrease  were  the  costs  to  the  manu- 
facturer of  work  performed  by  its  con- 
tractors which  Increased  41,8  percent  in 
the  first  eleven  months  of  1976  compared 
with  the  first  eleven  months  of  1975 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation  it  is  concluded 
that  imports  of  articles  like  or  directly 
competitive  with  women's  blouses  and 
tops  produced  at  the  New  York,  New- 
York,  plant  of  Sanrie  Sportswear,  Inc  . 
did  not  contribute  importantly  to  the 
total  or  partial  separations  of  the  work- 
ers at  that  plant  as  required  for  certifi- 
cation under  Section  222  of  the  Trade 
Act  of  1974. 

Signed  in  Washington,  DC  ,  this  27th 
day  of  May  1977. 

James  P.  Taylor, 
Dtrector.  Office  of  Management. 
Administration,  arid  Planning. 

I  PR  Doc.77-16045  Piled  6-6-77:8:45  am) 


ITA-W-1380] 

SONDRA,    INC.,   ALLENTOWN,    PA. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1380;  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  to 
Section  222  of  the  Act. 

The  Investigation  was  initiated  cm 
December  7,  1976,  in  response  to  a  worker 
petition  received  on  December  7,  1976, 
which  was  fUed  CHi  behalf  of  workers  stnd 
former  workers  producing  textuiized 
yam  at  the  Allentown,  Pennsylvania, 
plant  of  Sondra,  Incorporated, 
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Tlie  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on 
January  7,  1977  (42  FR  1538).  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the 
determination  was  made  was  obtained 
principally  from  oCBcials  of  Sondra, 
Incorporated,  its  customers,  the  U,S. 
Department  of  Commerce,  the  U.S. 
International  Trade  Commission,  in- 
dustry analysts,  and  Department  files. 

In  order  to  make  an  affirmative 
determination  and  issue  a  certification 
of  eligibility  to  apply  for  adjustment 
assistance,  each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  such  workers'  firm, 
or  an  appropriate  subdivision  thereof,  have 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

1 2)  Tliat  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely: 

(3)  'That  Imports  of  articles  like  or  di- 
rectly competitive  with  articles  produced  by 
such  workers'  firm  or  an  appropriate  sub- 
division thereof,  have  Increased  either  ac- 
tual, or  relative  to  domestic  production,  ai^d 

(4)  That  such  Increased  imports  have 
contributed  importantly  to  tlie  separations, 
or  threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  ■contributed  im- 
portantly" means  a  cause  which  is  Important 
but  not  necessarily  more  important  than  any 
other  cause. 

The  Department's  investigation  re- 
vealed that  criterion  (4)  has  not  been 
met. 

The  Allentown,  Pennsylvania,  Plant 
No.  2  of  Sondra,  Incorporated,  was  en- 
gaged in  the  production  of  texturized 
yam  made  from  wholly  continuous  man- 
made  fiber.  Plant  No.  2  was  closed  on 
June  15,  1976,  reopened  on  September  29, 
1976,  then  closed  again  on  November  19, 
1976,  The  texturized  yam  was -then  pur- 
chased from  other  domestic  sources. 
Those  sources  indicated  that  all  tex- 
turized yam  sold  to  Sondra  was  produced 
domestically. 

U.S.  imports  of  texturized  man-made 
yam  declined  in  each  year  compared  to 
the  previous  year  from  1972  through  1976. 
The  ratio  of  imported  texturized  yarn  to 
domestic  production  declined  in  each 
year  compared  to  the  previous  year  from 
1972  through  1975. 

U.S.  imports  of  man-made  cellulosic 
yam  tspun  rayon  and/or  actate)  de- 
creased from  412  thousand  pounds  in 
1972  to  95  thousand  pounds  in  1973,  then 
increased  in  1974  to  356  thousand  pounds 
and  in  1975  to  973  thousand  pounds.  Im- 
ports decreased  to  490  thousand  pounds 
in  1976. 

U.S.  imports  of  spun  non-cellulosic 
yarns  i  acrylic,  polyester-modacrylic) 
increased  from  10,126  thousand  pounds 
in  1972  to  14,089  thousand  and  then  de- 
creased to  5.622  thousand  pounds  In  1974 
and  to  4.903  thousand  pounds  in  1975. 
Imports  increased  to  8,783  thousand 
pounds  in  1976. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  tovestigation,  it  Is  con- 


cluded that  Imports  of  articles  like  or 
directly  competitive  with  tiie  texturized 
y£im  produced  at  the  Allentown.  Penn- 
sylvania plant  of  SOTidra,  Incorporated, 
have  not  contributed  Importantly  to  the 
separations  and  to  the  decrease  in  pro- 
duction at  the  plant  as  required  for 
certification  under  Section  222  of  the 
Trade  Act  of  1974. 

Signed  at  Washington.  D.C,  this  31st 
day  of  May  1977. 

James  F    Taylor. 
Director.  Office  of  Management. 
Administration,  and  Planning. 

|PR  Doc.77-16046  Filed  6-«-77;8:45  am] 


ITA-W-13651 

STANLEY  G.   FLAGG  AND  CO. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1365;  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  De- 
cember 1,  1976  in  response  to  a  worker 
petition  received  on  December  1,  1976 
which  was  filed  by  the  United  Steel- 
workers  of  America  on  behalf  of  workers 
producing  pipe  fittings  of  malleable  iron, 
cast  iron,  and  cast  bronze;  pole  line 
hardware,  meter  parts  and  special  cast- 
ings at  Stanley  G.  Flagg  and  Company. 
Stowe,  Pennsylvania, 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  Janu- 
ary 4,  1977  <42  FR  898) ,  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  deter- 
mination was  made  was  obtained  from 
the  Stanley  G.  Flagg  and  Company,  its 
customers,  the  U.S.  Department  of  Com- 
merce, the  U.S.  International  Trade 
Commission,  industry  analysts  and  De- 
partment files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
AcJ  of  1974  must  be  met; 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  firm  or 
an  appropriate  subdivision  of  the  firm  have 
become  totally  or  partially  separated; 

(2)  That  sales  or  production,  or  both,  of 
stich  firm  or  subdivision  have  decreased 
absolutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or 
subdivision  are  being  imported  in  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  TTiat  such  increased  imports  have  con- 
tributed importantly  to  the  separations  or 
threat  thereof:  and  to  the  decrease  in  sales 
or  production  The  term  "contributed  im- 
portantly" means  a  cause  which  is  important 
but  not  necessarily  more  important  than 
any  other  cause. 

The  investigation  has  revealed  that  all 
four  criteria  have  been  met. 


Significant  Total  or  Partial 
Separations 

The  average  number  of  production 
workers  at  Flagg  declined  30  percent  In 
1975  compared  to  1974  and  increased  4 
percent  in  1976  compared  to  1975.  During 
the  last  two  months  of  1976.  lay-oEfs  in- 
creased to  over  5  percent  of  the  work 
force.  Workers  are  not  separately  identi- 
fiable by  product  line. 

Sales  or  Production,  or  Both.  Have 
Decreased  Absolutely 

Sales  in  quantity  of  Flagg's  malleable 
iron  pipe  fittings  decreased  one  percent 
in  1976  compared  to  1975.  Sales  declined 

14.7  percent  in  quantity  in  the  4th  quar- 
ter of  1976  compared  to  the  same  quarter 
m  1975. 

Production  in  quantity  of  Flagg's 
malleable  iron  pipe  fittings  increased  5 
percent  in  quantity  in  the  first  eleven 
months  in  1976  compared  to  the  like 
period  in  1975, 

Production  in  quantity  of  all  Flagg's 
products  decreased  29  percent  tn  1975 
compared  to  1974  and  increased  16  per- 
cent in  the  first  eleven  months  of  1976 
compared  to  the  like  period  of  1975. 

Increased  Imports 

Imports  of  malleable  iron  pipe  fittings 
increased  from  23.9  millicHi  pounds  in 
1971  to  27.6  million  pounds  tn  1972  and 
then  decreased  to  17.0  million  pounds  in 
1973  and  to  13.3  million  pounds  in  1974. 
Imports  increased  in  1975  to  15.1  million 
pounds.  Imports  for  the  first  nine  months 
of  1976  increased  to  15.5  million  pounds 
from  11.1  million  pounds  for  the  like  pe- 
riod in  1975. 

The  ratio  of  imports  of  malleable  iron 
pipe  fittings  to  domestic  production  in- 
creased  from   22.5    percent   in   1971   to 

24.8  percent  in  1972  and  decreased  to  14.1 
percent  in  1973  and  to  12  1  percent  in 
1974.  The  ratio  increased  In  1975  to  18.2 
percent.  The  ratio  for  the  first  nine 
months  of  1976  increased  to  21.6  percent 
from  16  8  percent  of  the  like  period  in 
1975. 

Imports  of  cast  iron  i  threaded  i  fit- 
tiiigs  increa-sed  from  4.2  rrulllon  pounds 
in  1971  to  8  3  million  pounds  in  1972  and 
decreased  to  1.5  million  pounds  in  1973 
and  to  1.3  million  pounds  in  1974.  Im- 
ports increased  in  1975  to  1.9  million 
pounds.  Imports  for  the  first  nine  months 
of  1976  decreased  to  .6  million  pounds 
from  1.6  million  ix>unds  in  the  like  pe- 
riod of  1975. 

The  ratio  of  imports  of  cast  iron 
(threaded*  fittings  to  domestic  produc- 
tion increased  from  3.4  percent  in  1971  to 
6.2  percent  tn  1972  and  then  decreased  to 
1.2  percent  in  1973  and  to  1.1  percent  in 
1974.  The  ratio  in  1975  increased  to  2.5 
percent.  The  ratio  for  the  first  nine 
months  of  1976  decreased  to  1.0  percent 
from  2.7  percent  in  the  like  period  of 
1975. 

Import^  of  brass  and  copper  pipe  fit- 
tings decrea.sed  from  1972  to  1975.  from 
4.8  million  pounds  to  2.1  million  pounds. 
Imports  increased  in  1976  to  2.3  million 
pounds. 

The  ratio  of  imports  of  brass  and  cop- 
per pipe  fittings  to  domestic  production 
increased   from   4.9   percent   in    1972   to 
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6.3  percent  In  1973  and  then  decreased  to 
5.8  percent  In  1974.  5.5  percent  In  1975. 
and  5.2  percent  In  1976. 

Contributed  Importantly 

Customer  responses  Indicated  a  swltch- 
tng  of  purchases  to  Imported  malleable 
Iron  pipe  fittings  because  of  lower  prices. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  Investigation,  I  conclude 
that  Increases  of  Imports  of  articles  like 
or  directly  competitive  wiUi  malleable 
Iron  pipe  fittings  produced  at  Stcinley  G. 
Fla«g,  Stowe,  Penn.sylvania.  contributed 
Importantly  to  the  toUol  or  partial  sepa- 
ration of  workers  of  the  plant.  In  accord- 
ance with  the  p'rovLsion.s  of  the  Act.  I 
make  the  following  certification : 

All  workers  at  Stanley  O.  Flagg.  Stowe. 
Penr.sylvanla  who  become  totally  or  partially 
separated  from  employment  on  or  after  No- 
vember 1,  1976  are  eligible  to  apply  for  ad- 
justment assistance  under  Title  II,  Ctapler 
a,  of  the  Trade  Act  of  1974. 

Signed  at  Washington,  DC,  this  27th 
day  of  May  1977. 

James  F.  Taylor. 
Director.  Office  of  Management, 
Administraticm  and  Planning. 

[PR  Doc  T7-16047  PUe<l  6-6-77;8:46  km] 


[TA  W-17571 

TIFFANY  AND  CO. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1757:  Investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  to 
Section  222  of  the  Act. 

The  Investigation  was  Initiated  on 
March  3.  1977  In  response  to  a  worker 
petition  received  on  Februan*  25,  1977 
which  was  filed  by  the  International 
Jewelry  Workers'  Union  on  behalf  of 
workers  and  former  workers  producing 
sterling  silver  flatware  and  holloware  at 
the  Newark.  New  Jersey  plant  of  Tiffany 
and  Company. 

The  notice  of  Investigation  was  pub- 
lished In  the  Federal  Register  on  March 
22.  1977  142  FR  15477) .  No  public  hearing 
was  requested  and  none  was  held. 

The  Information  upon  which  the  deter- 
mination was  made  was  obtamed  prin- 
cipally' from  officials  of  Tiffany  and  Com- 
pany, the  Department  of  Commerce,  the 
International  Trade  Commission,  todus- 
try  analysts,  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  ell- 
gibihty  to  apply  for  adjustment  assist- 
ance, each  01  the  group  ehgibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met; 

(1)  That  a  etgnlflcant  number  or  propor- 
tion of  the  workers  In  the  workers  flrm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come  totally  or   partially  separated,   or  are 


threatened    to    become    totally    or    pajtUBj 
separated; 

(2)  That  sales  or  production,  or  both,  of 
ruch    firm    or    rubdlvUloa    have    decreased 

absolutely: 

(3)  That  articles  like  or  directly  competi- 
tive wtlh  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  increased  lmj>orts  have  con- 
tributed Importantly  to  the  separatloiw,  or 
threat  thereof,  and  to  the  decrease  In  5<alea 
or  production.  The  term  "contributed  impor- 
tantly '  means  a  cause  which  Is  Important 
but  not  necessarily  more  Important  than  any 
other  cause. 

Tlie  Investigation  has  determined  that 
although  criterion  (3)  has  been  met,  cri- 
teria (1) ,  (2)  and  (4)  have  not  been  met. 

Significant  Total  or  Partial 
Separations 

Average  production  employrnent  in  the 
sUver  shop  of  the  plant  decreased  23  per- 
cent Ln  1975  from  1974  and  Increased  12 
percent  In  1976  from  1975  and  22  per- 
cent in  tlie  first  3  months  of  1977  com- 
pared to  the  same  period  of  1976.  Most 
oX  the  employees  in  the  silver  shop  are 
not  Identifiable  by  product  line. 

Sales  or  Production,  or  Both,  Havx 
Decreased  Absolutely 

All  production  is  sold  to  Tiffany's  New 
York  store  so  sales  and  production  are 
equal. 

Total  production  (sterling  sQvcr  flat- 
ware, hoUoware  and  fancy  goods)  at  the 
plant  declined  24  percent  to  1975  from 
1974  and  tocreased  15  percent  to  1976 
from  1975.  Production  tocreased  6  per- 
cent to  the  first  two  months  of  1977  com- 
pared to  the  same  period  of  1976. 

Production  of  sterling  silver  holloware 
at  the  plant  decreased  41  percent  to  1975 
from  1974  and  tocreased  45  percent  to 
1976  from  1975  and  117  percent  to  the 
first  2  months  of  1977  compared  to  the 
same  period  of  1976. 

Production  of  sterling  silver  flatware 
decreased  17  percent  to  1975  from  1974, 
increased  3  percent  to  1976  from  1975, 
and  decreased  19  percent  to  the  first  2 
months  of  1977  compared  to  the  same 
period  of  1976. 

Production  of  sterUng  silver  fancy 
goods  at  the  plant  decreased  25  percent 
in  1975  from  1974  and  tocreased  36  per- 
cent in  1976  from  1975  and  3  percent  to 
the  first  2  months  of  1977  compared  to 
the  same  period  of  1976. 

In  1976  flatware  accounted  for  62  per- 
cent of  prociuction  at  the  plant  and  hol- 
loware and  fancy  goods  accounted  for 
25  and  13  percent,  respectively. 

Increased  Imports 

The  value  of  imports  of  sterltog  sUver 
flatware  and  holloware  tocreased  abso- 
lutely and  relative  to  domestic  produc- 
tion in  1973  from  1972  and  to  1974  from 
1973,  decreased  to  1975  from  1974  and 
Increased  to  1976  from  1975.  Imports 
were  $2,962,000  or  3.09  percent  of  do- 
mestic producUon  to  1975  and  $3,550,000, 
or  3  51  percent  of  domestic  production 
to  1976. 


Durtog  the  part  5  years.  Imports  of 
rterltag  silver  flatware  and  holloware 
have  never  been  more  than  3.51  percent 
of  domestic  production. 

The  value  of  silver-plated  flatware  and 
holloware  tocreased  to  absolute  tem..<; 
and  relative  to  domestic  production  in 
1973  from  1972  and  decreased  to  1974 
from  1973  and  to  1975  from  1974.  Im.- 
ports  tocreased  absolutely  but  declmed 
relatively  to  1976  from  1975.  In  1975  toi- 
ports  were  $12,429,000  or  14.49  percent 
of  domestic  production  and  to  1976  Im- 
ports were  $15,144,000  or  12.72  percent 
of  domestic  production. 

Contributed  Importantly 

The  plant  produces  exclusively  for 
Tiffany's  domestic  stores  and  oversea."^ 
outlets.  Tiffany's  does  not  import  prod- 
ucts of  the  type  produced  at  the  plant. 
The  only  sUver  products  Imported  by 
Tiffany's  are  one-of-a-kmd  "museum 
pieces". 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained to  the  tovestigation,  I  conclude 
that  tacreases  of  Imports  like  or  directly 
competitive  with  sterltog  silver  flatware 
and  holloware  produced  at  the  Newark. 
New  Jersey  plant  of  Tiffany  and  Com- 
pany did  not  contribute  Importantly  to 
the  total  or  partial  separations  of  work- 
ers of  the  plant.  "Hierefore,  workers  of 
the  plant  are  not  eligible  to  apply  for 
trade  adjustment  assistance. 

Signed  at  Washington,  D.C.,  this  27Ui 
day  of  May  1977. 

James  F.  Taylor. 
Director,  Office  of  Management. 
Administration  and  Planning. 

|FR  Doc  77-16048  Filed  6-6-77; 8  45  am] 


lTA-W-1445) 
U.S.  STEEL  CORP. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordiince  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  present?  the  results  of  TA- 
W-1445:  Investigation  regardtog  certi- 
fication of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  tovestigation  was  toltiated  on 
December  15,  1976  to  response  to  a 
worker  petition  received  on  December  15 
1976  which  wa5  flied  by  the  United  Steel- 
workers  of  America  on  behalf  of  workers 
productog  steel  wheels  and  axles  at  the 
McKees  Rock,  Pennsylvania  plant  of  US. 
Steel  Corporation. 

The  Notice  of  Investigation  was  pub- 
lished to  the  Federal  Register  on  Jan- 
uary 7,  1977  (42  PR  1541).  No  public 
hearing  was  requested  and  none  was 
held. 

The  infomiation  upon  which  the  de- 
termtaatlon  was  made  was  obtained 
prtactpally  from  U.S.  Steel  Conx»ratlon, 
todustry  analysts  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mtoatlon   and   Issue  a  certification  of 
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eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  Tliat  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  firm, 
or  an  appropriate  subdivision  of  the  firm 
have  become  totally  or  partially  separated, 
or  are  threatened  to  become  totally  or  par- 
tially separated; 

(2)  That  sales  or  production,  or  both,  of 
such  flrm  or  subdivision  have  decreased  ab- 
solutely: 

(3)  "That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or 
subdivision  are  being  imported  in  increa.sed 
quantities,  either  actual  or  relative  to  do- 
mestic production;   and 

(4)  That  such  Increased  imports  have 
contributed  importantly  to  the  separation, 
or  threat  thereof,  and  to  the  decrease  in 
.sales  or  production.  The  term  "contributed 
Importantly"  means  a  cause  which  is  im- 
portant but  not  necessarUy  more  important 
than  any  other  cause. 

Without  regard  to  whether  any  other 
criteria  have  been  met.  criterion  t3i 
has  not  been  met. 

The  McKees  Rocks.  Pennsylvania 
plant  of  U.S.  Steel  Corporation  produces 
steel  wheels  and  axles  which  are  used 
to  the  railroad  industry. 

Imports  of  steel  wheels  and  axles  for 
railway  applications  tocreased  each  year 
between  1972  and  1975,  from  24,391  net 
tons  in  1972  to  74.955  net  tons  to  1975. 
In  1976.  imports  decreased  dramatically 
to  32.197  net  tons,  a  57  percent  decline 
from  1975. 

The  ratio  of  imports  to  domestic  pro- 
duction of  steel  wheels  and  axles  for 
railway  applications  decreased  from  7.1 
percent  in  1972  to  6.7  percent  in  1973. 
The  ratio  tocreased  to  14.2  percent  to 
1974  and  to  19.9  percent  to  1975.  In  1976, 
the  import  to  production  ratio  declined 
to  10.6  percent. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  tovestigation.  I  conclude 
that  articles  like  or  directly  competitive 
with  steel  wheels  and  axles  produced  at 
the  McKees  Rock,  Pennsylvania  plant  of 
U.S.  Steel  Corporation  are  not  being 
imported  to  tocreased  quantities,  either 
absolute  or  relative  to  domestic  produc- 
tion, as  required  for  certification  in  Sec- 
tion 222  of  the  Trade  Act  of  1974. 

Signed  at  Washtogton.  D.C.,  this  27th 
day  of  May  1977. 

James  F.  Taylor, 
Director.  Office  of  Management. 
Administration  and  Plannirig. 

IFR  Doc.77-16049  Piled  6-6-77:8:45  am] 


[T.^-V7-19671 

YOUNG  BROTHERS.  LTD. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker 
Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  hereto  presents  the  results  of  TA- 
W-1967:  Investigation  regardtog  certi- 
fication of  eligibility  to  apply  for  worker 


adjustment  assistance  as  prescribed  to 
Section  222  of  the  Act. 

The  investigation  was  toltiated  on 
April  7.  1977  to  response  to  a  worker 
petition  received  on  April  5,  1977  which 
was  filed  on  behalf  of  workers  and  former 
workers  of  Young  Brothers,  Ltd. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on  April 
15,  1977  1 41  FR  19939'.  No  public  hear- 
ing was  requested  and  none  was  held. 

Tlie  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  of  Young 
Brothers,  Ltd    and  Department  files 

In  order  to  make  an  affirmative  deter- 
mination and  Issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
qmrements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  the  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  .separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

(2)  That  sales  or  production,  or  both,  of 
.such  firm  or  subdivision  have  decreased 
absolutely: 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  domes- 
tic production:  and 

(4)  That  stich  increa-sed  imports  have  con- 
tributed ImfKirtantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  im- 
portantly" means  a  cause  which  is  Important 
but  not  necessarily  more  important  than  any 
other  cause. 

If  any  of  the  above  criteria  is  not 
satisfied,  a  negative  determtoation  must 
be  made. 

Young  Brothers,  Ltd.  is  a  common  car- 
rier licensed  and  regulated  as  a  public 
utility  by  the  state  of  Hawaii.  Young 
Brothers  provides  the  only  scheduled 
toter-island  barge  service  to  Hawaii 

Young  Brothers.  Ltd.  does  not  produce 
an  article  within  tlie  meaning  of  Section 
2221 3  >  of  the  Act  and  this  Department 
has  already  determined  that  the  per- 
formance of  services  are  not  covered  by 
the  adjustment  assistance  program.  See 
Notice  of  Determination  to  Pan  Ameri- 
can World  Airways,  Incorporated  <TA- 
W-153.  40  FR  54639* . 

Conclusion 

After  careful  review  of  the  issues  and 
facts  involved,  I  have  determtoed  that 
services  of  the  kind  provided  by  Young 
Brothers,  Limited  are  not  "articles" 
withto  the  meaning  of  Section  222<3)  of 
the  Trade  Act  of  1974.  The  petition  for 
trade  adjustment  assistance  is,  therefore, 
denied. 

Signed  at  Washington.  DC,  this  27th 
day  of  May  1977. 

James  F.  Taylor. 
Director.  Office  of  Management. 
Administration  and  Planning. 

IFR  Doc.77-16050  Filed  6-6-77:8  45  am) 


NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S  YEAR 

VARIOUS  STATE  WOMEN'S  MEETING 

Schedule  and  Agenda 

In  accordance  with  Section  10(a)  t2>  of 
the  Federal  Advisory  Committee  Act 
(Public  Law  92-463,  5  U.S.C.  App.  n  ,  an- 
nouncement is  made  of  the  State  Wom- 
en's Meetmgs  to  Arkansas,  Connecticut, 
District  of  Columbia,  HUnois,  Iowa,  Ken- 
tucky, Maryland,  Michigan,  New  Hamp- 
shire. Ohio.  Rhode  Island.  South  Caro- 
hna,  Virginia  and  Wyomtog. 

The  purposes  of  the  meetings  are  to: 

1 1 1  Recognize  the  contributions  of 
women  to  the  development  of  our  coim- 
try , 

i2t  Assess  the  progress  that  has  been 
made  to  date  by  both  the  private  and 
public  sectors  to  promoting  equality  be- 
tween men  and  women  to  all  aspects  ol 
life  in  the  United  States: 

'31  Assess  the  role  of  women  to  eco- 
nomic, social,  cultural,  and  political 
de\elopment: 

( 4 1  Assess  the  participation  of  women 
in  efforts  aimed  at  the  development  of 
friendly  relations  and  cooperation 
among  nations  and  to  the  strengthening 
of  world  peace; 

( 5 1  Identify  the  barriers  tliat  prevent 
women  from  participattog  fully  and 
equally  in  all  aspects  of  national  Ufe,  and 
develop  recommendations  for  means  by 
wliich  sucii  barriers  can  be  removed: 

(6t  Make  nominations  for  and  elect 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regula- 
tions promulgated  by  the  National  Com- 
mission on  the  Observance  of  Interna- 
tional Women's  Year  and  consistent  with 
the  requirement  that  the  National  Wom- 
en's Conference  shall  be  composed  of: 

<a'  Representatives  of  local.  State,  re- 
gional, and  national  institutions,  agen- 
cies, organizations,  unions,  associations, 
publications,  and  other  groups  which 
work  to  advance  the  rights  of  women; 
and 

(bi  Members  of  the  general  public, 
with  special  emphasis  on  the  representa- 
tion of  low-income  women,  members  of 
diverse  racial,  ethnic,  and  religious 
groups,  and  women  of  all  ages. 

Recommendations  will  be  developed  in 
workshops  and  other  discussion  groups 
■and  voted  on  by  the  State  Meeting. 
Topics  to  be  di.scu.s.sed  durtog  the  penods 
scheduled  below  include  a  variety  of  is- 
sues concen"iing  women  including  health, 
education,  employment,  and  the  legal 
and  economic  status  of  women. 

Tliese  Meetings  are  open  to  the  public. 
All  persons  16  years  old  or  over  who  are 
residents  of  the  State  or  enroUees  at 
education  institutions  in  the  State  may 
register  to  participate  to  any  activities. 
Participation  in  some  activities  may  be 
liimted  by  the  available  space  Registra- 
tion is  premised  up>on  a  satisfactory 
showtog  of  residency  or  educational  to- 
stitution  enrollment  and  the  payment  of 
a  nominal  fee. 
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ARKANSAS  Women  s  Meeting 

Place:  University  of  Arkansas,  Little  Rock, 
Arkansas. 

Time:   1  p.m.,  June  10  to  3  pm  ,  June  12. 

Number  of  Delegates  to  National  Women's 
Conference:    18. 

Time  of  Nominations  for  Delegates:  8:15 
p  m.,  June  lo. 

Time  of  Election  of  Delegates  1  to  5  p.m  . 
June  11. 

Times  of  Workshops:  June  11.  8:30  to  9:50 
a.m..  10  to  11:20  am  .  2  to  3:30  pm  ,  3  30 
to  4:50  p.m. 

Time  of  Voting  on  Recommendations:  June 
12,  9  a.ni.  to  3  p.m. 

For  further  Information,  contact  Brownie 
Ledbetter,  Chair.  IWY  Coordinating  Com- 
mittee. 326  Hall  Building.  209  West 
Capitol.  Little  Rock,  Arkansas  72201  or 
call  601-375-0615. 

Connecticut  Women's  Meeting 

Place:  University  of  Bridgeport.  Bridgeport, 
Connecticut. 

Time:  8:30  a.m..  June  11  to  6:30  pjn., 
June  12. 

Number  of  Delegates  to  National  Women's 
Conference:  22. 

Time  of  Nominations  for  Delegates:  9  to  10 
am .  June  It. 

Time  of  Election  of  Delegates:  1  to  4  pm, 
June  11  and  9  to  11  am..  June  12. 

Times  of  Workshops:  June  12,  9  am  to 
11:30  am..   10:45  a.m.  to   12:15  p  m. 

Time  of  Voting  on  Recommendations:  June 
12.  3:15  to  6  p  m. 

For  further  Information,  contact  Gloria 
Schaffer,  Chair.  ZWY  Coordinating  Com- 
mittee, CO  Marlon  Fitch  Connell,  3rd 
Floor.  61  Woodland  Road.  Hartford,  Con- 
necticut, or  call  2CH-527-8916. 

DiSTSicr  OF  Columbia  Women's  Meeting 

Place:  Trinity  College,  District  of  Columbia 

Time:   12  noon,  June  10  to  4  pm.  June  12. 

Number  of  Delegates  to  National  Women's 
Conference:    12. 

Time  of  Nominations  for  Delegates:  4:30 
p  m..  June  10. 

Time  of  Election  of  Delegates:  9:30  a.m.  to 
3:30  pm,  June  11 

Time  of  Workshops:  June  11.  9:45  am  to 
12:30  p  m..  3:30  p.m.  to  5:30  pm 

Time  of  Voting  on  Recommendations :  1 
pjn..   June    12. 

For  further  Infornaatlou.  contact  Anne 
Turpeau,  Chair,  IWY  Coordinating  Com- 
mittee. Room  204.  District  Building. 
Washington.  DC  20OO4  or  call  202  724- 
5583 

Illinois  Women's  Meeting 

Place:  Normal  State  University.  Normal. 
Illinois. 

Time:  12  noon.  June  10  to  3:30  p.m.,  June  12. 

Number  of  Delegates  to  National  Women's 
Conference:  58 

Time  of  Nominations  for  Delegates:  9  45  to 
10:30.  June  11. 

Time  of  Election  of  Delegates:  June  11.5  p.m 
to  12  midnight.  June  12.  9  a.rv  to  12  noon. 

Times  of  Workshops:  June  10.  1  p.m.  to  3 
p  m..  June  11.  130  p  m.  to  5  p.m. 

Time  of  Voting  on  Recommendation:  June 
12,  10  am.  to  12  noon  and  1  to  1:30  p  m. 

For  further  information,  contact  Susan 
Catania.  Chair.  IWY  Coordinating  Com- 
mittee. Box  404.  Normal,  Illinois  61761  or 
call  800-322-0471. 

Iowa  Women  s  Meeting 

Place:   Veterans'  Memorial  Auditorium.  Des 

Moines,  Iowa. 
Time:  8:30  a.m.,  June  10  to  12  noon,  June  12. 
Number  of  Delegates  to  National   Women's 

Conference:  22. 


Time  of  Nominations  for  Delegates:  June  10, 
1  to  2  p.m  ,  June  11.  10  to  10:4S  »jn. 

Time  of  Election  of  Delegates:  June  11,  12:15 
to  4  pjn. 

Times  of  Workshops:  June  10,  10:30  ajaa.  to 
12  noon,  2:15  pjn.  to  3:45  pjn.,  4  pjn.  to 
6:30  p  m..  June  11,  9  a.m.  to  10:30  a.m.. 
10:45  am.  to  12:15  p.m.,  2:30  p.m.  to  4 
pjn  .  June  12,  9:30  a.m.  to  11  a.m. 

Time  of  Voting  on  Recommendations:  June 

11,  4  to  6  p.m.  and  8  to  9  p.m. 

For  further  information,  contact  Jean 
Lloyd-Jones.  Chair.  IWY  Coordinating 
Committee,  507,  10th  Street.  Des  Moines, 
Iowa  50319  or  call  515-280-1241. 

Kentucky  Women's  Meeti.vg 

Place:  University  of  Kentucky  and  Lexing- 
ton Convention  Center. 

Time:  4  p.m.,  June  10  to  4:30  p.m..  June  12. 

Number  of  Delegates  to  National  Women's 
Conference:  24. 

Time  of  Nominations  for  Delegates:  10:45 
to  11 :30  a.m..  June  11. 

Time  of  Election  of  Delegates:  4  p.m.  to  8 
p.m..  June  11  and  8  p.m.  to  12  noon,  June 
12. 

Times  of  Workshops:  June  11.  4  p.m.  to 
5:15  p.m..  6:30  p.m.  to  7:45  p.m.  June  12, 
9  a.m.  to  10:15  a.m.,  10:30  a.m.  to  11:45  a.m. 

Time  of  Voting  on  Recommendations:  June 

12.  1  p  m.  to  2:15  p.m.,  2:30  p.m.  to  4  pjn. 
For  further  information,  contact  AlUe  Htx- 

son.  Chair.  IWY  Coordinating  Committee, 
Rt.  4,  Box  502,  Qreensburg,  Kentucky 
42743  or  call  502-932-7216. 

M.\RTLAND  Women's  Meeting 

Place:  John  Hopkins  University.  Baltimore, 
Maryland. 

Time;  10  a.m..  June  12  to  3  p.m.,  June  13. 

Number  of  Delegates  to  National  Women's 
Conference :  26. 

Time  of  Nominations  for  Delegates:  1  p.m., 
June  12. 

Time  of  Election  of  Delegates:  June  12,  8:30 
to  7:30  p  m.,  10  to  11  p.m.  June  13.  7  to 
9  a.m. 

Times  ol  Workshops:  June  12.  3  to  5:15  p.m., 
7:45  to  10  p.m. 

Time  of  Voting  on  Recommendations:  June 
13,9  am  to  12  noon.  1  p.m.  to  3  pjn. 

For  further  information,  contact  Emily 
Taylor.  Chair,  IWY  Coordinating  Commit- 
tee, 211  Elast  Fayette  Street,  Second  Floor, 
Baltimore.  Maryland  21202  or  call  301- 
837-5540. 

Michigan   Women's  Meeting 

PlRce:  Lansing  Civic  Center,  Lansing,  Michi- 
gan. 
.  Time:  7  p.m  .  June  9  to  4  p.m.,  June  11. 

Number  of  Delegates  to  National  Women's 
Conference:  46. 

Time  of  Nominations  for  Delegates:  11  a.m., 
June  10. 

Time  of  Election  of  Delegates:  June  10,  2  to 
8pm   June  11,  8  to  11  a.m. 

Times  of  Workshops:  June  10,  1  pjn.  tO' 
3:30  p  m.  June  11.  9:30  a.m.  to  12  noon. 

Time  of  Voting  on  Recommendation:  2  p.m., 
June  11. 

For  further  information,  contact  Mary  Alkey, 
Chair,  IWY  Coordinating  Committee,  c/o 
Dorothy  Brush,  217  Townsend  Street,  Lans- 
ing, Michigan  or  call  517-482-1695. 

New  Hampshire  Women's  Meeting 

Place:  Plymouth  Community  College.  Plym- 
outh, New  Hampshire. 

Time:  2  p  m  .  June  10  to  5  p.m.,  June  11. 

Number  of  Delegates  to  National  Women's 
Conference:  14. 

Time  of  Nominations  for  Delegates:  8:30  a.m. 
to  9:15  a  m,  June  11, 


Time  of  Election  of  Delegates:    1:30  pm    to 

2  p.m.,  June  11. 
Times  of  Workshops:  June  10,  8:30  pjn.  to 

10  p.m.,  June  11,  9:30  am   to  10:46  ajn.,  11 
a.m.  to  12:30  pjn. 

Pot  further  information,  contact  Elizabeth 
Hager,  Chair,  IWY  Coordinating  Commit- 
tee, 11  South  Main  Street.  Concord.  New 
Hampshire  03301  or  call  603-224-5092 

Ohio  Women's  Meeting 

Place:  Ohio  State  Fairgrounds,  Columbus. 
Ohio. 

Time:  8  a.m..  June  ell  to  5  p.m..  Jun  12. 

Number  of  Delegates  to  National  Women's 
Conference:  56. 

Time  of  Nominations  for  Delegates:  11:30 
a.m.  to  12:30  p.m.,  June  11. 

Time  of  Election  of  Delegates:  June  11.  3  to 
10  p.m. 

Times  of  Workshops:  June  11,  12:30  p.m.  to 
8  pjn. 

For  further  Information,  contact  Mary  Mil- 
ler, Chair,  I'WY  Coordinating  Committee. 
c,/o  Rosemary  Palmer,  65  South  Fourth 
Street,  Coliunbus,  Ohio  43215  or  call  614- 
461-0308. 

Rhode  Island  Women's  Meeting 

Place:   Brown  University,  Providence,  Rhode 

Island. 
Time:  8:30  a.m.,  June  11  to  5  p.m.,  June  12. 
Number  of  Delegates  to  National  Women's 

Conference:  14. 
Time  of  Nomln&tlons  for  Delegates:   2  to  3 

p.m.,  June  11. 
Time  of  Election  of  Delegates:   June   12.    10 

&.m.  to  1 :30  p.m. 
Times  of  Workshops:  June  II,  10:15  to  11:45 

ajn.,  3:45  to  5:16  p.m.  June  12,  10:45  a.m. 

to  12:15  p.m. 
For  further  Information,  contact  Helen  MIp:- 

liacclo.  Chair,  rWY  Coordinating  Commit- 
tee,   c/o    Margot    Honlg,    235    Promenade. 

Room  110,  Providence,  Rhode  Island  0290a 

or  call  404-277-3744. 

South  Carouna  Women's  Meeting 

Place:  Carolina  Inn,  Columbia,  South  Caro- 
lina, 

Time:  12  noon,  June  10  to  5:30  p.m  ,  June  11. 

Number  of  Delegates  to  National  Women's 
Conference:  22. 

Time  of  Nominations  for  Delegates:  7  p.m., 
June  10. 

Time  of  Election  of  Delegates:  9:30  a.m.  to 
4:30  p.m.,  June  11. 

Times  of  Workshops:  June  11,  9:30  a.m.  to 
10:50  a.m.,  11  a.m.  to  12:20  p.m. 

Time  of  Voting  on  Recommendations:  2  p.m., 
June  11. 

For  further  information,  contact  Marianna 
Davis.  Chair.  IWY  Coordinating  Commit- 
tee, 2801  Devine  Street.  McCrory  BuUdin?, 
Columbia,  South  Carc'.lna  29205  or  call 
803-254-6554 

Virginia  Women's  Meeting 

Place:   University  of  Richmond,  Richmond, 

Virginia. 
Time:  6  p.m.,  June  9  until  after  8  p.m.,  June 

11. 
Number  of  Delegates  to  National  Women's 

Conference:  30. 
Time  of  Nominations  for  Delegates:  June  11. 

11  a.m.  to  12:10  p.m. 

Time  of  Election  of  Delegates:  June  11.  2:15 
p.m.  to  5:15  p.m. 

Times  of  Workshops:  June  10,  11  a.m.  to  1 
p.m  .  2  p.m.  to  4  p.m.,  4  p  m.  to  6  p.m,  June 
11.  8:30  a.m.  to  10:15  am  ,  1 :45  p.m  to  3:45 
p.m. 

For  further  InforTnation.  contact  Jill  Rine- 
hart.  Chair,  IWY  Coordinating  Committee. 
1108  East  Main  Street,  Richmond,  Vir- 
ginia 23219  or  call  804-293-53167 
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Wyoming  Women's  Meeting 

Place :  Casper  College. 

Time:  11  »jn-,  June  10  to  12  noon.  June  la. 

Number  of  Delegates  to  National  W<wnen'i 
Conference:   12. 

Time  of  Nominations  for  Delegates:  June  11, 
8  to  10:15  a.m. 

Time  of  Election  of  Delegates:  June  11,  12 
noon  to  9  p.m. 

Times  of  Workshops:  June  10,  1:30  pjn.  to 
5  p-m.  June  11,  10:30  »Jn.  to  12  noon, 
3:30  p.m.  to  5  p.m.,  8:30  p.m.  to  10  pjn. 

Pot  further  Information,  contact  Patricia 
Duncombe,  Chair,  IWY  Coordinating  Com- 
mittee, Box  785,  Casper,  Wyoming  82602 
or  call  307-266-2266. 

General  notice  of  these  meetings  has 
been  publicized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  It 
necessary  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  until  this 
time. 

Dated:  June  2,  1977. 

■William  Wallace. 
Deputy    General    Counsel,    Na- 
ional  Commission  on  the  Ob- 
servance     of      International 
Women's  Year. 
[FR  Doc.77-1608  Filed  6-6-77:8:45  am] 


environment  areas  and  to  Increase  thfi 
applications  of  natural  resources  and 
envlronment-relsUed  acience  and  tech- 
nology products  and  processes  In  State 
and  local  governments, 

MINUTES  OF  THE  MEETING:  Sum- 
mary minutes  of  the  meeting  will  be 
available  from  Louis  Blatr.  Executive 
Secretary,  ISETAP.  Office  of  Science 
and  Technology  Policy.  Executive  Office 
of  the  President,  3011  New  Executive 
Office  Building.  Washington.  DC  20500; 
(2021  395-4596. 

Tentative  Agenda 

Ideni-ification  of  Potential  Issues  for 
the  Task  Force  to  address. 

Development  of  a  work  plan  to  be 
presented  to  the  Steering  Committee 
meeting  on  June  30,  1977. 

Wn.LiAM  J.  Montgomery. 
Executive  Officer.  Office 
oj  Science  and  Technology. 

May  26,  1977. 
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OFFICE  OF  SCIENCE  AND 
TECHNOLOGY  POLICY 

INTERGOVERNMENTAL  SCIENCE,  ENGI- 
NEERING AND  TECHNOLOGY  ADVISORY 
PANEL 

Meeting 

In  accordance  with  the  Federal  Advi- 
sory Committee  Act,  Pub,  L.  92-463,  the 
Office  of  Science  and  Technology-  Policy 
announces  the  following  meeting: 

NAME:  Intergovernmental  Science.  En- 
gineering, and  Technology  Advisory 
Panel  Natural  Resources  and  Environ- 
ment Task  Force. 

DATE:  June  21.  1977—11:00  a.m.  to 
3:00  p.m. 

PLACE:  Governors  Office.  State  Capi- 
tol, Denver,  Colorado. 

TYPE  OF  MEETING:  Open. 

CONTACT  PERSON : 

Mr.  James  Monaghan,  Office  of  the 
Governor,  Denver,  Colorado,  (303) 
892-2471.  Anyone  who  plans  to  attend 
should  contact  Mr.  Monaghan  by 
June  17. 

PURPOSE  OF  THE  PANEL:  The  Inter- 
governmenta,l  Science.  Engineering,  and 
Technology  Advisory  Panel  was  estab- 
lished on  November  4.  1976.  The  Panel 
Is  to  identify  State,  regional  and  local 
government  problems  which  research 
and  ^hnology  may  assist  in  resolving 
or  ameliorating  and  to  help  develop 
policies  to  transfer  research  and  de- 
vel<H3ment  findings.  The  Natural  Re- 
sources and  Environment  Task  Force 
was  formed  on  March  25.  1977.  It  is  re- 
sponsible for  Identifying  steps  that  the 
Federal  government  might  take  to  in- 
crease the  Involvement  of  State  and 
local  governments  In  setting  research 
priorities  In  the  natural  resources  and 


REVIEW   PANEL   ON    DAM   SAFETY 

PROGRAMS 

Establishment 

Pursuai.t  to  the  F-ederal  Advisory 
Committee  Act  ( Public  Law  92-463 ) ,  It  Is 
hereby  determined  that  the  establish- 
ment of  the  Review  Panel  on  Dam 
Safety  Programs  is  necessary,  appro- 
priate, and  in  the  public  interest  in  con- 
nection with  the  performance  of  the 
duties  imposed  upon  the  Direct-or.  Office 
of  Science  and  Technology  Policy 
'OSTPi  by  tJie  National  Science  and 
Technolog%-  Pohcy.  Organization,  and 
Pnorities^Act  of  1976.  This  determina- 
tion follows  consultation  with  the  Of- 
fice of  Management  and  Budget  lOMB  • . 
pursuant  to  section  9ia>  '2t  of  the  Fed- 
eral Advisory  Committee  Act  and  OMB 
Circular  No,  A-633.  Revised. 

1.  Name  of  Group.  Review  Panel  on 
Dam  Safety  Programs. 

2.  Purpose.  A  review  of  Federal  dam 
safety  programs  has  been  ordered  by  the 
President  in  a  memorandum  to  a  num- 
ber of  agency  heads.  In  that  memoran- 
dum the  President  directed  that  Federal 
agencies  review  their  programs  and  di- 
rected that  an  interag«icy  committee 
on  dam  safety  be  convened.  In  addition, 
the  President  ha.*;  asked  that  a  panel  of 
recognized  experts  be  established  to  re- 
view- 1 1  <  agency  regulations,  procedures, 
and  practices  and  <2t  proposed  Federal 
dam  safety  gtiidehnes.  The  Panel  will 
obtain  the  views  and  advice  of  es- 
tablished organizations,  professional 
societies,  and  others  concerned  with  the 
safety  of  dams  and  will  provide  advice 
on  the  adequacy  of  procedures  and  reg- 
ulations thro'oghout  the  Federal  govern- 
ment to  ensure  the  safety  of  dams  which 
are  In  any  way  affected  by  a  Federal 
role. 

3.  Effective  Date  of  Establishment  and 
Duration.  The  establishment  of  the  Re- 
view Panel  on  Dam  Safety  Programs  1^ 
effective  upon  filing  of  the  charter  with 
the  Director,  Office  of  Science  and  Tech- 


nology Policy,  and  with  the  standing 
committees  of  Corigress  having  legislative 
Jurlsdictioii  over  the  Office  of  Science 
and  Technology  Policy.  The  Review 
Panel  on  Dam  Safety  Programs  will  con- 
tinue until  October  31,  1978. 

4.  Membership.  Tlie  review  Panel'  on 
I>am  Safety  Program  wUl  be  composed 
of  approximately  ten  uidividuals  selected 
primarily  from  the  private  sector  and 
having  qualifications  for  providing  ex- 
pert knowledge. 

5.  Advisory  Group  Operation.  The  Re- 
view Panel  on  Dam  Safety  Programs  will 
operate  m  accordance  with  provisions  of 
the  Federal  Advisor>-  Committee  Act 
(Public  Law  92-463  ,  OSTP  policy  and 
procedures.  OMB  Circular  No.  A-63.  Re- 
vised, and  otlier  directives  and  instruc- 
tions issued  in  impiemcniation  of  tlie 
Act. 

Frank  Press, 

Director. 

IFP.  Doc  76-16008  Filed  &-e-77:8  45  an^l 

SECURITIES   AND   EXCHANGE 
COMMISSION 

'Rtlea.'^eNo   a^Vi:    70-5513| 

COLUMBIA  GAS  SYSTEM,  INC.  AND  CO 
LUMBIA  ALASKAN  GAS  TRANSMISSION 
CORP. 

Post- Effective  Amendment  Regarding  Par- 
ticipation by  Gas  Transmission  Company 
in  Arctic  Gas  Venture 

May  27.  1977. 

Notice  is  hereby  given  that  The  Colum- 
bia Alaskan  Gas  Transmission  Corpora- 
tion. 20  Montchanin  Road,  Wilmington, 
Delaware  19807  r-Columbia  Alaskan".), 
a  nonutiluy  cas  traiisportation  subsidiary 
of  Tlic  Columbia  Gas  System.  Inc.  '"Co- 
lumbia"' .  a  registered  holding  comnanj', 
has  filed  a  post-effective  amendment  to 
a  previously  amended  application-dec- 
laration with  this  Commission  pursuant 
to  Sections  9  and  10  of  the  Public  Utility 
Holding  Company  Act  cf  1935  ("Act";  as 
applicable  to  the  proposed  transaction. 
All  interested  persons  are  referred  to  the 
post-effective  amendment,  which  is  sum- 
marized below,  for  a  complete  statement 
regarding  the  proposed  transaction. 

Columbia  Alaskan  was  incorporated  in 
1974  by  Columbia  to  participate  in  proj- 
ects for  development  of  proven  gas  re- 
serves m  the  Arctic  regioriS  of  Alaska 
and  Canada  and  to  transport  any  gas 
produced  to  markets  in  the  United  St.ates. 
By  order  dated  Auriist  16,  1974  <  HCAR 
No.  18534  ' .  the  Commission  authorized 
Columbia  .Maskan  to  i.<?sue  and  Colum- 
bia to  acquire  up  to  40,000  shares  of  Co- 
lumbia Alaskan's  common  stock.  $25  par 
value.  The  Commission  also  authorized 
Columbia  .Alaskan  to  participate  in  the 
Northern  Border  Pii^ehne  Company  Gen- 
eral Partnership  Agreement  '  "Northern 
Agreement"''  with  five  other  comparJes, 
as  partners,  and  apply  the  proceeds  from 
the  sale  of  its  common  stock  to  the  capi- 
tal of  the  partnership  to  finance  the 
Northern  Border  Project  The  Northern 
Border  Project  represents  the  third  and 
final  stage  of  the  overall  pipeline  proj- 
ect, extending  through  the  United  States 
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to  a  terminal  near  Delmont.  Pennsyl- 
vania. 

Columbia  Alaskan  has  now  entered 
into  the  Ala-skan  Arctic  Gas  Pipeline 
Company  General  Partnership  Agree- 
ment ("Alaskan  Agreement")  with  seven 
other  companies,  pursuant  to  which  gas 
will  be  transported  over  the  first  leg  of 
the  overall  pipeline  project  extending 
from  the  North  Slope  of  Ala.ska  to  the 
Alaskan -Canadian  Ixjrder  [This  is  the 
first  step  of  the  Gas  Artie  Project,  which 
represents  the  overall  undertaking  of  the 
partners  to  deliver  gas  from  the  Arctic 
regions  of  Canada  and  Alaska  to  markets 
in  the  United  States.  A  proposal  by  Co- 
lumbia Alaskan  to  participate  in  a  ven- 
ture for  transportmp  gas  through  Can- 
ada, the  second  step  of  the  Gas  Arctic 
Project,  will  be  the  subject  of  a  further 
post-effective  amendment  to  this  appli- 
cation declaration. 

The  Alaskan  Apreement.  like  the 
Northern  Agreement,  provides,  among 
other  things,  that  Columbia  Alaskan's 
obligations  thereunder  are  contingent 
upon  Commission  approval  and  that  it 
will  contribute  its  share  to  the  capital 
requirements  of  the  partnership  over  a 
period  of  years.  Columbia  Alaskan's  con- 
tributions to  the  partnership  will  be 
made  from  proceeds  from  the  sale  of  its 
common  stock  to  Columbia  which  has 
previously  been  authorized.  Any  addi- 
tional capital  contributions  will  be  the 
subject  of  further  applications  to  this 
Commis.sion.  The  partnership  will  be  suc- 
ceeded, pursuant  to  the  terms  of  the 
Alaskan  Agreement,  bv  the  Alaskan  Gas 
Transmission  Company  ("Alaskan  Com- 
pany" >.  a  corporation  to  be  organized 
under  Alaskan  law  to  take  over  the  assets 
and  obligations  of  the  partnership.  The 
Alaskan  Companv  will  issue  shares  to  the 
partners  in  consideration  for  the  trans- 
fer of  the  partnership  business  in  propor- 
tion to  each  partner's  respective  interest 
in  the  partnership,  as  defined  in  the 
Alaskan  Agreement. 

The  fees,  commissions  and  e.xijenscs 
paid  or  incurred  in  connection  with  the 
proposed  transaction,  exclusive  of  filing 
fees,  totals  $3,000.  It  is  stated  that  no 
State  or  Federal  commission,  other  than 
this  Commission,  has  jurisdiction  over 
the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  June 
21.  1977,  request  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  interest,  the  reasons  for 
such  request,  and  the  issues  of  fact  or 
law  raised  by  said  post-effective  amend- 
ment which  he  de-sires  tc  controvert:  or 
he  may  request  that  he  be  notified  if  the 
Commission  should  order  a  liearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretan-,  Securities  and  Ex- 
change Commission,  Wa.shington,  D.C. 
20549.  A  copy  of  such  request  should  be 
addressed  personally  or  by  mail  upon 
the  applicants-declarants  at  the  above- 
stated  address,  and  proof  of  service  (by 
affidavit  or.  In  case  of  an  attomey-at- 
law,  by  certificate)  should  be  filed  with 
the  request,  At  any  time  after  said  date, 
the  post-effective  amendment,  as  filed 


or  as  it  may  be  amended,  may  be  granted 
and  permitted  to  become  effective  as 
provided  in  Rule  23  of  the  General  Rules 
and  Regulations  promulgated  under  the 
Act,  or  the  Commission  may  grant  ex- 
emption from  such  rules  as  provided  In 
Rules  20(a)  and  100  thereof  or  take  such 
otiier  action  as  It  may  deem  appropriate. 
Persorts  who  request  a  hearing  or  ad- 
vice as  to  whether  a  hearing  is  ordered 
will  receive  any  notices  and  orders  is- 
sued in  this  matter,  including  the  date 
of  the  hearing  (if  ordered)  and  any  post- 
ponements thereof. 

For  the  Commission,  by  the  Division  of 
Corporate  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 
Secretary. 

|PR  Doc. 77-15950  Piled  6-6-77;8:45  am] 


[Release  No.  IC-9785] 

INVESTMENT   COMPANIES   INVESTING 
IN   TA.X-EXEMPT   SECURITIES 

Views  on  Certain  Regulatory  and  Disclosure 
Matters 

In  order  to  assist  management,  direc- 
tors, and  counsel  in  complying  with  the 
federal  securities  laws,  the  Commission 
is  today  publishing  the  views  of  the  Divi- 
sion of  Investment  Management  with 
respect  to  certain  regulatory  and  dis- 
closure matters  pertinent  to  companies 
investing  in  securities  the  income  from 
which  is  exempt  from  federal  income 
taxation  ("tax-exempt  bonds").  Some  of 
the  matters  discussed  are  pertinent  only 
to  managed  tax-exempt  bond  funds 
("tax-exempt  bond  funds") ,  others  are 
pertinent  to  unit  investment  trusts  in- 
vesting hi  tax-exempt  bonds  as  well. 

Diversification 

Inquiry  has  been  made  as  to  whether 
the  term  "issuer"  as  used  in  the  diversifi- 
cation test  set  forth  in  section  5(b)(1) 
of  the  Investment  Company  Act  of  1940 
(the  "Act")  includes  states  and  munici- 
palities and  their  political  subdivisions. 
This  inquiry  stems  from  the  fact  that 
the  definitional  provisions  of  section  2 (a) 
of  the  Act  do  not  specifically  include 
such  entities.  However,  it  is  the  Divi- 
sion's view  that,  notwithstanding  the 
definition  of  issuer  in  section  2(a)  of 
the  Act,  the  context  of  section  5(b)  (1)' 
requires  that  the  term  "Issuer"  include 
for  the  purpose  of  such  section  all  the 
issuers  of  tax-exempt  bonds. 

The  identification  of  the  issuer  for 
purposes  of  section  5(b)(1)  depends  on 
the  terms  and  conditions  of  the  security. 
When  the  assets  and  revenues  of  an 
agency,  authority,  instrumentality  or 
other  political  subdivision  are  separate 
from  those  of  the  government  creating 
tiie  subdivision  and  the  security  is 
backed  only  by  the  assets  and  revenues 
of    the    subdivision,    such    subdivision 


would  be  deemed  to  be  the  sole  issuer  for 
purposes  of  section  5(b)(1).'  Similarly, 
in  the  case  of  an  industrial  development 
bond,  if  that  bond  is  backed  only  by  the 
assets  and  revenues  of  the  nongovern- 
mental user,  then  such  nongovernmental 
user  would  be  deemed  to  be  the  sole 
issuer  for  purposes  of  section  5(b)(1).' 
If,  however,  in  either  case,  the  creating 
government  or  some  other  entity  guar- 
antees a  security,  such  a  guarantee  would 
be  considered  a  separate  security  which 
must  be  valued  and  Included  in  the  5 
percent  limitation  computation  of  sec- 
tion 5(b)(1)  subject  to  the  limited  ex- 
clusion allowed  under  Rule  5b-2. 

The  uncertainty  within  the  industry 
as  to  who  is  the  issuer  of  each  tax- 
exempt  bond  suggests  that  there  may 
also  be  confusion  among  the  investing 
public.  Therefore,  when  the  term 
"issuer"  is  used  in  the  prospectus  of  a 
tax-exempt  bond  fund,  the  prospectus 
should  define  the  term  or  describe  the 
factors  considered  in  the  determination 
of  who  the  issuer  is  for  purposes  of  the 
diversification  test  as  well  as  for  other 
policies  and  restrictions  of  the  fund. 

Concentration 

In  the  Division's  view,  the  statement 
of  policy  required  by  section  8(b)  (1)  (E) 
of  the  Act  as  to  concentration  of  invest- 
ment in  an  industry  or  group  of  indus- 
tries is  not  applicable  to  investments  in 
tax-exempt  securities  Issued  by  govern- 
ments or  political  subdivisions  of  govern- 
ments since  such  Issuers  are  not  mem- 
bers of  any  industry.  However,  this  ex- 
clusion does  not  eliminate  the  require- 
ment for  each  tax-exempt  bond  fund  to 
disclose  its  policy  on  concentration.  Such 
a  policy  would  apply  to  tax-exempt 
bonds  issued  by  non-governmental  users 
as  well  as  to  otlier  securities  to  which 
such  policies  normally  apply.  Any  in- 
tended exclusion  of  government  issued 
tax-exempt  bonds  from  such  a  policy  by 
a  fund  should  be  made  clear. 

Risk  Disclosures 

Notwithstanding  the  above,  it  is  the 
Division's  view  that  when  a  substantial 
amount  of  the  assets  of  either  a  tax-ex- 
empt bond  fund  or  a  unit  investment 
trust  investing  in  tax-exempt  bonds  are 
invested  in  securities  which  are  related 
in  such  a  way  that  an  economic,  busi- 
ness, or  political  development  or  change 
affecting  one  such  security  would  like- 
wise affect  the  other  securities,  appropri- 
ate disclosure  is  necessary.  For  example. 
each  investment  company  investing  in 
tax-exempt  bonds  should  disclose  wheth- 
er 25%  or  more  of  its  assets  are  or  may 
be  invested  in  securities  whose  issuers 
are  located  in  the  same  state,  indicating 
which  states.  In  addition,  if  a  company 
invests  or  may  invest  25 '^'o  or  more  of  its 
assets  in  securities  the  interest  upon 
which  is  paid  from  revenues  of  similar 


^  The  Intn^diictory  lino  of  Section  2(a) 
state*  that  the  deflnltlona  in  such  section 
are  to  apply  "unleae  the  context  otherwise 
re<julre6." 


=  See  the  Division's  Interpretative  response 
to  Dreyfvis  New  York  Tax  Hlxempt  Bond 
Fund,  Inc..  dated  April  15.  1977.  „ 

"  See  the  Division's  no-actlon  response  to 
Pennsylvania  Tax-Free  Income  Trust  dated 
February  2.  1977. 
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type  projects,  it  should  disclose  this  fact. 
Identify  the  type  or  types  of  project  and 
discuss  Einy  econc«nic.  business,  or  politi- 
cal developments  or  changes  which 
would  most  likely  affect  all  projects  of 
that  tjT>e  or  t>-pes.  Such  disclosure  might 
include,  for  example,  proposed  or  sug- 
gested federal  or  state  legislation  in- 
volving the  financing  of  the  projects; 
pending  court  decisions  relating  to  the 
validity  of  the  projects  or  the  means  of 
financing  them:  predicted  or  foreseeable 
shortages  or  price  Increases  of  materials 
needed  for  the  projects:  and  declining 
markets  or  needs  for  the  projects.  Also, 
if  a  company  Invests  or  may  Invest  25 
percent  or  more  of  its  assets  in  indu«;trial 
development  bonds,  it  should  disclose 
this  fact. 

Tax  Matters  *^ 

A.   niSCLOSURE    OF   TAX   STATUS 

It  is  the  position  of  the  Division  that 
it  is  misleading  for  tax-exempt  bond 
funds  to  discuss  the  federal  income  tax- 
exempt  status  of  their  distributions  in 
their  prospectuses,  advertisement^,  and 
supplemental  sales  literature  unless,  to 
the  extent  applicable,  such  a  discussion 
is  accompanied  by  disclosure  indicating 
that  some  or  all  of  the  dLstributioa<:  may 
be  subject  to  federal,  state,  and  local  in- 
come taxation:  distributions  which  are 
exempt  from  federal  taxes  may  be  sub- 
ject to  state  and  local  taxation :  and  that 
capital  gaiiis  realized  by  the  fund  gener- 
ally will  be  subjef't  to  taxation  at  ep.ch 
level. 

B.    DE'IGNATION    OF    DISTRIBUTIONS    -^ 
TAX-£XEMPT 

Paragraph  '5i  of  section  «b2'b)  of 
the  Internal  Revenue  Code  ( the  "Code") 
Is  the  provision  added  by  the  Tax  Reform 
Act  of  1976  which  allows  for  tlie  "flow- 
through"  of  the  tax-exempt  status  of 
certain  interest  earned  and  distributed 
by  regulated  Investment  companies. 
Under  this  section,  it  appears  that  each 
company  has  the  power  to  determine  and 
designate  the  percentage  (the  "desig- 
nated percentage"  i  of  each  distribution 
which  is  tax-exempt,  subject  only  to  the 
limitation  that  during  the  com;o?.nys 
taxable  year  no  more  can  be  so  desig- 
nated tlian  the  adjusted  amount  actually 
earned.  Notwithstanding  the  time  of  dis- 
tribution, the  designation  does  not  have 
to  be  macie  until  45  days  after  the  end  of 
the  company's  taxable  year.  Thus,  for  a 
company  distributing  mcome  more  fre- 
quently than  annually  the  amount  of 
distribution  designated  as  tax-exempt 
for  each  period  is  not  required  by  the 
Code  to  bear  any  relationship  to  the  ac- 
tual amount  of  tax-exempt  interest 
earned  during  that  period.  There  appear 
to  be  two  reasonable  methods  of  making 
the  designation.  The  company  could  des- 
ignate as  tax-exempt  the  same  percent- 
age of  the  distribution  as  the  actual  tax- 
exempt  income  earned  during  the  period 
covered  by  the  distribution  bore  to  total 
income  earned  during  the  period  ("actiial 
earned  method") .  Alternatively,  one  des- 
ignated percentage  could  be  applied  uni- 
formly to  all  distributions  made  during 
the  company's  tax  year  ("average  annual 


method").  During  any  fraction  of  the 
year,  the  two  methods  could  lead  to  sub- 
stantially different  results. 

Investment  companies  which  Intend  to 
qualify  imder  section  852(b)  (5)  of  the 
Code  should  disclose  the  basis  which  will 
he  used  for  determining  the  designated 
percentage  of  each  distribution  and  the 
approximate  time  at  which  such  designa- 
tion wlU  be  made.  If  the  actual  earned 
method  is  used,  the  disclosure  should 
Indicate  that  the  percentage  of  the  dis- 
tribution which  is  tax  exempt  may  vary 
from  distribution  to  diitribution.  If  the 
average  aimual  method  is  used,  the  dis- 
clostire  should  make  clear  that  the  per- 
centage of  income  designated  as  tax-ex- 
empt for  any  particular  distribution  may 
be  substantially  different  from  the  per- 
centage of  the  company's  income  that 
was  tax-exempt  duriiag  the  period  cov- 
ered by  the  distribution 

C      CAPITAL    GAINS    TREATME.VT    OF    ACCRUED 
INCOME    AT    TIME    OF    REDEMPTION 

Many  municipal  bond  funds  are  de- 
claring dividends  daily.  Some,  however, 
declare  dividends  on  a  less  frequent  basis. 
such  as  monthly  or  quarterly  In 
such  cases,  it  appears  that  if  a  share- 
holder were  to  redeem  his  s'  n.  es  after 
the  accrual  of  tax-exempt  incoxne  which 
has  not  yet  been  the  subject  of  a  di\1- 
dend  declaration,  that  portion  of  his  re- 
dc-mption  proceeds  which  represents  such 
accrued  tax-exempt  income  will  be 
treated  as  part  of  the  amount  realized 
for  purooses  of  capital  gains  computa- 
tion.- T^Ja  amount  may.  therefore,  be 
taxed  at^Tbng-  or  short-term  capital 
gains  rat^  although  it  would  have  been 
tax  exempt  had  the  fund  declared  It  as 
dividends  prior  to  the  redemption.  The 
possibility  of  such  a  tax  consequence 
should  be  dLsclosed.  Furthermore,  the 
dates  on  which  dividends  will  be  de- 
clared should  be  disclosed  so  sharehold- 
ers know  when  a  redemption  can  be  ef- 
fe"tcd  w  ith  the  least  possible  adverse  tax 
consenuences.  Moreover,  tlie  Division  be- 
lieves that  section  36  of  the  Act  may  re- 
quire that  directors  and  managements  of 
such  funds  consider  the  dates  of  redemp- 
tions under  any  automatic  withdrawal 
programs  which  tiie  fund  may  have  when 
setting  dividend  declaration  date?  in 
order  to  maximize,  consistent  with  the 
tax-exempt  income  objective  of  the  fund, 
the  amount  of  income  or  gain  which  Ls 
tax  exempt  for  shareholders  under  these 
profrrams. 

Disclosure  Relating  to  Quality 
Ratings 

Most,  if  not  all,  tax-exempt  bond  funds 
hsve  a"5  one  of  their  investment  policies 
a  policy  limiting  purchases  of  bonds  to 
ones  which  have  been  given  a  published 
qurJity  rating  by  one  of  the  rating  serv- 
ices Most  funds  having  such  a  policy 
currently  include  in  their  prospectuses 
an  appendix  which  describes  the  criterion 
for  each  of  the  various  permissible  rat- 
ings of  the  bonds  in  which  it  may  Invest, 
The  Division  encourages  the  continua- 
tion of  this  practice. 

Funds  wWch  have  made  ratings  a 
part  of  their  Investment  policy  appar- 


ently have  determined  that  ratings  are 
meaningful  to  investors  and  that  a  mini- 
mum rating  policy  Ls  highly  desirable. 
However,  the  significance  of  this  policy 
is  largely  diluted  unless  information  is 
provided  as  to  the  distribution  of  the 
portfolio  among  the  various  mtings. 
Therefore,  tax-exempt  bond  funds  which 
make  ratings  a  part  of  their  investment 
policy  should  provide  information  in  the 
prospectus  as  to  the  distribution  of  port- 
folio securities  among  tlie  various  per- 
missible ratings  Tlie  average  percentage 
of  assets  invested  in  bonds  of  each  rating 
o'.er  the  fund's  last  fiscal  year  should  be 
disclosed  in  the  prospectus  where  rating 
policies  are  discussed.  In  addition,  is- 
suers may  wish  to  include  bond  ratine: 
information  in  their  portfolio  schedulues 
;■     ;-  done  by  many  L<;suers  currently 

Names  of  Tax-Exempt  Funds 

Section  35(d)  of  the  Act  in  essence 
prohibit.s  any  fund  from  using  a  name 
which  implies  a  certain  type  of  invest- 
ment unless  such  name  accurately  de- 
scribes the  fund's  investment  policies. 
Most  tax-exempt  bond  funds  have  names 
which  suggefci  that  their  dLstributions 
will  be  exempt  from  federal  income  tax- 
ation. In  tlie  Division's  opinion,  duiing 
periods  of  normal  market  conditions  the 
percentage  of  Income  and  corresponding 
distributions  which  is  tax-exempt  should 
be  very  close  to  IOC",  for  such  funds. 
In  addition,  any  such  fund  should  have 
either  a  fundamental  policy  requiring 
that  during  periods  of  normal  market 
conditions  the  fuiids  assets  be  invested 
so  that  at  least  8C7c  of  the  income  will 
be  tax-exempt  or  a  fundamental  policy 
requiilns  that  during  periods  of  normal 
market  conditions  the  fund  have  at  least 
SO^c  of  its  net  assets  Invested  in  tax- 
exempt  .securities. 

By  the  Commission 

George  A.  Fitzsimmons. 

Secretary. 
M.\Y  31,  1977. 
jFR  Doc  77-1595"  FUed  6-6-77;8;45  ami 
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MERRILL    LYNCH    MUNICIPAL   BOND 
FUND.    INC. 

Filing  of  Application  Pursuant  to  Section 
10(f)  of  the  Act  Exempting  Certain  Trans 
actions  From  the  Provisions  of  Section 
10(f) 

May  26.  1977. 

Notice  is  hereby  given  that  Merrill 
LvTich  Municipal  Bond  Ftmd.  Inc.,  One 
liberty  Plaza.  165  Broadwav  Plaza.  New 
York  New  York  10006.  a  Maryland  cor- 
poration 'the  "Fund"),  has  filed  an  ap- 
plication en  December  16.  1976.  and 
amendments  thereto  on  April  15,  1977. 
and  April  26.  1977.  pursuant  to  Section 
10if>  of  the  Inve.stment  Company  Act 
of  1940  as  amended  'the  '•Act"i.  for  an 
order  of  the  Commission  exempting  cer- 
tain transaction.^  of  the  Fund  from  Sec- 
tion lOvf'  of  the  Act  so  as  to  permit 
the  Fund  to  purchase  Municipal  Bonds 
<as  hereinafter  defined'  in  public  offer- 
ings in  which  affiliates  of  the  Fund's  in- 
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vestment  adviser  participate  as  a  prin- 
cipal underwriter,  subject  to  the  condi- 
tions specified  in  the  application  and  as 
set  forth  below.  All  interested  persons  are 
referred  to  the  application  wliich  is  on 
file  with  the  Commission  for  a  statement 
of  the  representations  made  therein 
which  are  summarized  below. 

The  Fund  is  a  diversified  open -end 
management  investmept  company  and  is 
registered  under  the  Act.  The  Fund's 
Investment  objective  is  to  provide  share- 
holders income  exempt  from  Federal  in- 
come taxation  at  the  maximiun  level  con- 
sistent with  prudent  investment  manage- 
ment. The  Fund  proposes  to  invest  in  a 
diversified  portfolio  of  obligations  issued 
by  or  on  behalf  of  states,  territories,  and 
possessions  of  the  United  States  and  the 
District  of  Columbia,  and  their  political 
subdivisions,  agencies,  and  instrumen- 
talities, the  interest  from  which  is  ex- 
empt from  Federal  income  taxation 
'such  obligations  being  referred  to  here- 
in as  '"Municipal  Bonds"). 

Tlie  Fund  Is  sponsored  by  Merrill 
Lynch.  Pierce.  Fenner  &  Smith,  Incorpo- 
rated I '-Merrill  Ljmch"'.  Merrill 
Lynch  &  Co..  Inc  .  the  parent  of  Merrill 
Lynch,  is  also  the  parent  of  Merrill 
Lynch  Asset  Management.  Inc..  which  is 
the  parent  of  the  Fund's  investment  ad- 
viser, Fund  Asset  Management,  Inc. 
r'FAMI"!.  Accordingly,  Merrill  Lynch 
and  the  Fund's  investment  adviser  are 
each  an  •afQliated  person"  of  each  otiier 
as  such  term  is  defined  in  Section  2(a» 
(3)  of  the  Act. 

Merrill  Lynch,  a  registered  broker- 
dealer,  conducts  a  diversified  securities 
business  and,  through  its  Municipal 
Bond  Etepartment,  participates  as  an 
underwTiter  in  a  substantial  niunber  of 
public  offerings  of  Municipal  Bonds  and 
acts  as  a  broker  and  dealer  in  Municipal 
Bonds.  The  application  states  that  the 
Municipal  Bond  Department  of  Merrill 
Lynch  and  FAMI.  the  investment  ad- 
viser to  the  Fund,  operate  as  completely 
separate  entities  under  the  umbrella  of 
the  Merrill  Lynch  &  Co..  Inc..  holding 
company.  Each  has  separate  officers  and 
employees,  and  each  maintains  separate 
'oooks  and  records  and  operates  as  an  in- 
independent  profit  center. 

Section  10if»  of  the  Act.  in  pertinent 
part,  provides  tliat  no  registered  invest- 
ment company  shall  knowingly  pur- 
chase or  acquire,  during  tlie  existence  of 
any  underwriting  or  selling  syndicate, 
any  security  a  principal  underwriter  of 
which  Is  an  officer,  director,  investment 
adviser,  or  employee  of  such  investment 
company,  or  is  a  person  of  which  any 
such  officer,  director,  investment  adviser, 
or  employee  is  an  affiliated  person.  That 
section  further  provides  that  the  Com- 
mission, by  rules  or  regulations  upon  its 
own  motion  or  by  order  upon  applica- 
tion, may  exempt  any  transaction  or 
classes  of  transactions  from  the  restric- 
tions contained  therein  to  the  extent 
such  exemption  is  consistent  with  the 
protection  of  investors. 

Pursuant  to  the  rule-making  authority 
granted  by  Section  10<f),  the  Commis- 
sion adopted  Rule  lOf-3  In  1958.  The 


Rule  provides  that  a  purchase  of  securi- 
ties by  a  registered  investment  company 
prolubited  by  Section  10<f>  of  the  Act 
shall  be  exempt  from  the  provisions  of 
such  Section  if  certain  conditions  are 
satisfied.  Tlie  Fund  notes  that  Rule  lOf-3 
was  designed  for  underwTitten  ofiferings 
of  corporate  equity  and  debt  securities, 
whereas  it  intends  to  invest  primarily  in 
Municipal  Bonds.  The  Fund  asserts  that 
underwritten  offerings  of  Municipal 
Bonds  are  conducted  under  different 
terms  and  conditions  than  corporate 
underwritings  and  for  several  reasons 
do  not  fit  within  the  framew^ork  of  Rule 
lOf-3.  For  example,  there  is  no  registra- 
tion requirement  for  Municipal  Bonds 
under  the  Securities  Act  of  1933  as  re- 
quired by  Section  (a)(1)  of  Rule  lOf-3. 
Tlierefoie  the  Fund  will  be  precluded 
from  being  able  to  take  advantage  of  the 
exemption  afforded  by  the  Rule  and  will 
be  unable  to  purchase  Municipal  Bonds 
in  public  offerings  in  which  Merrill 
Lynch  or  any  of  its  affiliates  participates 
as  a  "principal  underwriter",  as  such 
term  is  defined  in  Section  2(a)  (29)  of  the 
Act. 

It  is  the  Fund's  contention,  as  stated 
in  its  application,  that  due  to  the  special 
nature  of  the  Municipal  Bond  market 
and  its  emphasis  on  distributions 
through  underwriting  syndicates,  the 
Fund  must  have  access  to  the  primary 
underwriting  market  in  order  to  obtain 
best  price  and  execution  in  the  accumu- 
lation of  portfolio  securities.  Because  of 
tlie  high  degree  of  participation  of  Mer- 
rill Lynch  in  these  underwritings,  the 
Fund  believes  that  the  prohibition  of 
Section  10' fi  would,  unless  modified, 
prejudice  the  Fund  by  precluding  access 
to  a  significant  portion  of  the  Municipal 
Bond  market. 

In  order  for  tlie  Fund  to  participate 
in  public  offerings  of  Municipal  Bonds  in 
which  Merrill  Lynch  or  any  of  its  affili- 
ates is  a  "principal  underwriter",  the 
Fund  seeks  an  order  exempting  its  pro- 
posed future  purchases  of  Municipal 
Bonds  from  Section  lOtf )  on  the  basis  of 
the  terms  set  forth  below  which  are  dis- 
cussed in  its  application.  These  terms  are 
based  upon  Rule  lOf-3  appropriately  re- 
vised for  the  purposes  of  the  requested 
exernptive  order  to  reflect  the  special 
nature  of  the  Municipal  Bond  market. 

Terms  of  Proposed  Order  * 

The  exeniptive  order  sought  by  the 
Fund  would  be  subject  to  the  following 
conditions  i  paragraph  references  are 
keyed  to  the  text  of  Rule  lOf-3)  : 

I  a)  The  securities  to  be  purchased 
shall  be: 

i  1 1  Part  of  an  issue  of  Municipal 
Bonds,  the  interest  on  which  is  exempt 
from  Federal  income  tax,  which  is  being 
offered  to  tlie  public: 

1 2 »  Purchased  at  not  more  than  the 
public  offering  price  prior  to  the  end  of 
the  first  fuD  business  day  after  the  first 
date  on  which  the  issue  Is  offered  to  the 
public : 

1 3)  Offered  pursuant  to  an  underwrit- 
ing agreement  under  which  the  under- 
writers are  committed  to  purchase  all  of 


the  Municipal  Bonds  being  offered,  if  the 
imderwriters  purchase  any  thereof; 

(4)  Acquired  pursuant  to  an  order 
(which  may  be  conditional )  placed  by  the 
Fund  with  an  underwriter  prior  to  the 
first  date  on  which  the  issue  is  offered 
to  the  public; 

(5)  Purchased  in  an  unsolicited  trans- 
action originating  with  the  Fund  or  its 
investment  adviser;  and 

<6)  Purchased  in  transactions  for 
which  records  are  maintained  setting 
forth  the  reasons  for  the  purchase  and 
for  the  sale,  if  any,  of  any  portfolio  se- 
curities related  to  the  transaction,  which 
records  shall  be  available  for  inspection 
by  the  Connmission. 

(b)  Tlae  gross  commission,  spread  or 
profit  to  the  principal  underwriters  shall 
not  exceed  2.5  percent  of  the  principal 
amount  of  the  issue. 

(c)  On  the  date  of  purchase  the  issue 
shall  have  received  an  investment  grade 
rating  from  Standard  &  Poor's  Corpora- 
tion or  Moody's  Investors  Service,  Inc.: 
Provided,  however.  It  the  issuer  of  the 
securities  to  be  purchased,  or  the  entity 
supplying  the  revenues  from  which  the 
issue  is  to  be  paid,  shall  have  been  in 
continuous  operation  for  less  than  three 
years,  including  the  operations  of  any 
predecessor,  then  on  the  date  of  purchase 
the  issue  shall  have  received  a  rating  of 
"A"  or  better  from  Standard  &  Poor's 
Corporation  or  Moody's  Investors  Serv- 
ice, Inc. 

<d)  The  principal  amount  of  Municipal 
Bonds  to  be  purchased  by  the  Fund  or 
by  the  Fund  and  any  other  investment 
companies  having  tlie  same  investment 
adviser,  shall  not  exceed  3  percent  of  the 
principal  amount  of  the  is.sue  being  un- 
derwritten or  $500,000  in  principal 
amount,  whichever  is  greater,  but  In  no 
event  greater  than  10  percent  of  the 
principal  amoimt  of  the  issue. 

(e)  The  consideration  to  be  paid  by 
the  F\md  in  purchasing  the  Municipal 
Bonds  being  offered  shall  not  exceed  3 
percent  of  the  total  assets  of  the  Fund: 
provided,  that  if  such  consideration  .shall 
exceed  $1,000,000,  it  shall  not  exceed  2 
percent  of  the  Fluid's  total  asets. 

(f)  The  exemptive  order  shall  not  be 
construed  to  permit  transactions  with 
any  affiliated  person  or  principal  under- 
writer of  the  Fund  or  any  affiliated  per- 
son thereof  (including  purchases  from 
syndicate  managers  designated  aes  group 
sales  or  otherwise  allocated  to  the  ac- 
count of  such  affiliated  person  or  princi- 
pal underwriter*  which  would  otherwise 
be  prohibited  by  Section  17  of  the  Invest- 
ment Company  Act  of  1940;  the  Fund 
having  represented  that  it  will  keep  its 
nonlnterested  directors  completely  In- 
formed, and^  fully  aware,  of  the  available 
alternatives  with  respect  to  recapture  of 
the  costs  of  portfolio  transactions  and 
having  undertaken  to  take  such  steps 
may  be  necessary  to  seek  to  implement 
any  such  recapture,  including  the  filing 
of  applications  for  exemptions  under  the 
Investment  Company  Act  of  1940,  If  ttie 
nonlnterested  directors  should  deter- 
mine that  recapture  Is  in  the  best  in- 
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terests  of  the  Fund  or  If  otherwise  re- 
quired by  developments  tn  the  law. 

(g)  The  purchase  of  the  securities 
being  offered  shall  have  been  authorized 
or  approved  by  a  resolution  of  the  board 
of  directors  of  the  Fund,  or  of  a  com- 
mittee composed  of  at  least  three  mem- 
bers of  such  board  la  majority  of  which 
must  be  nonlnterested  persons  of  the 
Fund) ,  which  resolution  shall  state  that 
in  the  judgment  of  the  board  or  commit- 
tee, the  purchase  of  securities  proposed 
will  meet  all  the  requirements  of  para- 
graphs (a)  through  (f)  of  this  exemp- 
tive order  and  which  authorization  or 
approval  shall  have  been  supported  by 
the  vote  (at  a  meeting  or  by  written  con- 
sent given  without  a  meeting)  of  not 
less  than  a  majority  of  the  members  of 
the  board  of  directors  or  of  the  commit- 
tee who  were  not  interested  persons  of 
the  Fund. 

ih)  The  Fund  shall  set  forth  all  trans- 
actions conducted  pursuant  to  the  ex- 
emptive order  in  its  quarterly  reports 
filed  with  the  Securities  and  Exchange 
Commission  on  Form  N-IQ.  In  addition, 
information  as  to  such  transactions  shall 
be  contained  in  the  notes  to  the  Funds 
published  financial  statemenu^. 

(i)  The  officers  and  directors  of  the 
Fund  and  its  investment  adviser  assume 
the  burden  of  establishing  that  each 
transaction  made  pursuant  to  the  ex- 
emptive order  is  consistent  with  the  pur- 
pose of  such  order  to  prevent  tlie  selec- 
tion of  the  Funds  portfolio  securities  in 
the  interest  of  such  affiliated  persons  or 
in  the  interest  of  underwriters,  brokers 
or  dealers  rather  than  in  the  interest  of 
tlie  Fund's  security  holders. 

The  Fund  states  that,  as  set  forth  in 
Investment  Company  Act  Release  No. 
2797  (December  2.  1958'.  the  conditions 
to  the  exemption  from  Section  lOif)  con- 
tained in  Rule  lOf-3  were  designed  to 
permit  purchases  without  an  exemptive 
order  where  the  circumstance.-;  are  such 
as  to  make  it  unhkely  that  the  purchase 
will  be  inconsistent  with  tJiie  protection 
of  Investors.  The  Fund  contends  in  its 
application  that  the  exemption  sought 
from  the  prohibition  of  Section  lO'f)  is 
consistent  with  the  protection  of  in- 
vestors. The  Fund  further  contends  that 
the  terms  of  the  exemption  sought  in  its 
application  attempt  to  incorporate  the 
substantive  provisions  of  Rule  lOf-3  into 
a  framework  taking  into  account  the  re- 
alities of  Municipal  Bond  underwritings 
80  as  to  permit  effective  use  of  the  ex- 
emption and  at  the  same  time  making  it 
unlikely  that  a  purchase  thereunder  will 
be  Inconsistent  with  the  protection  of 
investors. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June  20, 
1977,  at  5 :  30  p.m..  submit  to  the  Commis- 
sion In  writing  a  request  for  a  hearing  on 
the  foregoing  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  interest, 
the  reason  for  such  request  and  the  is- 
sues, If  any,  of  fact  or  law  proposed  to  be 
WHitro verted,  or  he  may  request  that  he 
be  notified  If  the  Commission  shall  order 
a  hearing  tiiere<Mi.  Any  such  communica- 
tion should  be  addressed:  Secretary,  Se- 
curltle*     and     Exchange     Commission, 


Wasliingtoii,  DC.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  upon  the  Fund  at  the  address  stated 
above.  Proof  of  such  service  'by  affidavit 
or,  in  case  of  an  attomey-at-law.  by  cer- 
tificate* shall  be  filed  contemporaneously 
with  the  request.  As  pro\'ided  by  Rule  0-5 
of  the  Rules  and  Regulations  promul- 
gated under  tlie  Act.  an  order  disposing 
of  the  Application  will  be  i.ssued  as  of 
course  following  said  date,  unless  the 
Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission's 
own  motion.  Persons  who  request  a  hear- 
ing, or  advice  as  to  whether  a  hearing  is 
ordered,  will  receive  any  notices  and  or- 
ders issued  in  this  matter,  includmg  the 
date  of  the  hearing  <  if  ordered  >  and  any 
postponements  thereof. 

By  the  Commission. 

George  A   Fitzsimmons 

Secretary. 
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MIDWEST   STOCK   EXCHANGE.    INC 

Self  Regulatory  Organizations   P.-cposed 
Rule  Change 

Pursuant  to  section  19* b)'!)  of  the 
Securities  Exchange  Act  of  1934.  15 
U.S.C.  78s(b)a),  as  amended  by  Pub. 
L.  No.  94-29.  16  (June  4.  1975 ' .  notice  is 
hereby  given  that  on  May  23.  1977.  the 
above  mentioned  self -regulatory  organi- 
zation filed  with  the  Securitie^  and  Ex- 
change Commission  a  proposed  rule 
change  as  follows: 

Statement  of  the  Terms  of  Sub.stance 
ol  the  Proposed  Rule. 

Change  (deletions  I  bracketed i.  addi- 
tions italicized*. 

Article  XXIV 

TERMINATION  OF  REGISTRATION 

Rule  8.  I  The  Committee  on  Floor 
Procedure  may  at  any  time,  without 
prior  notice,  suspend  the  registration  of 
a  specialist,  co-specialist  or  relief  spe- 
cialist pending  an  opportunity  for  fair 
hearing  on  termination  before  tlie  Com- 
mittee on  Specialist  Assignment  and 
Evaluation.] 

•Whenever  it  shall  appear  or  be  called 
to  the  attention  of  any  member  of  the 
Committee  on  Floor  Procedure  or  tlie 
President  that  a  specialist,  co-specialist 
or  relief  specialL«;t  is  violating  any  of 
tlie  Rules  of  the  Exchange  or  the  Fed- 
eral Securities  latcs  or  is  conducting 
business  as  a  speciali-st.  co-specialist  or 
relief  specialist  in  an  vmethical  or  un- 
business-like  manner,  the  member  of  the 
Committe  on  Floor  Procedure  or  the 
President  shall,  without  the  necessity  of 
previous  notice,  order  such  sF>eciallst, 
co-specialist  or  relief  specialist  to  cease 
activities  pending  an  opportunity  for 
fair  hearing  on  the  apparent  violation 
consistent  with  the  procedures  set  out 
in  Article  XXI  of  the  Rules  of  the  Ex- 
change, [before  the  Cwnmlttee  on  Spe- 
cialist Assignment  and  Evaluation 
which  may  withdraw  the  registration 
of  the  specialist  co-specialist  or  relief 
specialist! 


In  connection  with  its  responsibilities 
to  monitor  and  evaluate  the  perform  - 
ance  of  registered  specialists,  co-spe- 
cialists and  rehef  specialists,  the  Com- 
mittee on  Specialist  Assignment  and 
Evaluation  may  withdraw  any  such 
registration  based  upon  a  finding  after 
an  opportunity  for  fair  hearuig  that  the 
particular  specialist,  co-specialist  or 
relief  specialist  hsis  not  adequately  per- 
formed their  particular  function  as 
measured  by  j^eriormance  guidelines 
adopted  by  the  Committee  on  Speciall";! 
Assignment  and  Evaluation. 

MSES    STATEMENT    OF    BASIS    AND    PVRPOSE 

The  basis  and  purpose  of  the  forego- 
ing proposed  rule  change  is  as  follows- 

The  purpose  of  the  proposed  rule 
change  is  to  eliminate  wording  in  order 
to  clearly  define  the  authority  of  the 
President  of  the  Exchange  and  members 
of  the  Committee  on  Floor  Procedure  in 
matters  concerning  apparent  violations 
of  Exchange  Rules  or  the  Federal  Secu- 
rities Laws  by  specialists,  co-specialists 
or  relief  specialists. 

Tlie  proposed  rule  change  helps  pre- 
vent fraudulent  and  manipulative  act.s 
nnd  practices  and  promotes  just  and 
equitable  principles  of  trade. 

Comments  have  neither  been  solicited 
nor  received. 

The  Midwest  Stock  Exchange.  Incor- 
porated, believes  that  no  burdens  have 
been  placed  on  competition. 

By  July  12.  1977,  or  within  such  longer 
period  (i)  as  the  Commission  may  desig- 
nate up  to  90  days  of  such  date  if  it  finds 
surh  longer  period  to  be  appropriate  and 
publishes  its  reasons  for  so  finding  or  (11'* 
as  to  which  the  above-mentioned  self- 
regulatory  nreanization  consents,  the 
Commission  will : 

(A»  By  order  approve  su?h  proposed 
rule  change,  or 

iB'  Institute  pr<xreedinrs  to  determine 
whether  the  proposed  rule  change  should 
be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  6  copies  thereof  with  the  Secretary  of 
the  Commission,  Securities  and  Ex- 
change Commission,  'Washington,  DC 
20549  Copies  of  the  filing  with  respect  to 
the  foregoing  and  of  all  written  submis- 
sions will  be  available  for  inspection  and 
copying  m  the  Pubic  Reference  Room. 
1100  L  Street  N'W.,  Washington.  DC. 
Copies  of  such  filing  will  also  be  available 
for  inspection  and  copying  at  the  princi- 
pal office  of  the  above-mentioned  sell- 
regulatory  organization.  All  submissions 
should  refer  to  the  file  number  refer- 
enced In  the  caption  above  and  should  be 
submitted  \^athin  twenty -one  days  of  the 
date  of  this  publication. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A    Fitzsimmons. 

Secretary. 
May  27,  1977. 
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[Release  No.  34-13574;  File  Mo. 
SIV-MSB-77-141 

MIDWEST  STOCK   EXCHANGE,    INC. 

Self  Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  Sectior.  19ibi<l)  of  the 
Securities  Exchange  Act  of  1934,  15 
U.S.C.  78sib)ili  'the  ■'Acf'i.  as 
amended  by  Pub.  L.  No.  94-29,  16  iJune 
4.  19751.  notice  li.  hereb>;  given  that  on 
May  18,  1977,  the  above-mentioned  self- 
regiilatory  organization  filed  with  the 
Securities  and  Exchange  Commission  a 
proposed  rule  change  as  follows; 

Midwest  Stock  Exchange's  CMSE^' 
Statement  of  the  Terms  or  Substanck 
OF  A  Proposed  Rule  Change 

Section  1  of  Article  II  of  the  MSE  Con- 
stitution is  amended  to  delete  the  last 
paragraph  tiiereof  in  its  entirety  as  fol- 
lows. I  Deletions  are  bracketed  and  addi- 
tions are  italicized)  : 

Article  II 

TYPES    OF    MEMBERSHIPS 

Sec.  1  •  •  •  [In  those  sections  of  the 
By-Laws  or  in  those  Rules  that  are  spe- 
cifically designated  as  applicable  to 
equity  trading  or  equity  members,  the 
word  member  shall  mean  only  equity 
members.  In  those  sections  of  the  By- 
Laws  or  in  those  Rules  specifically  desig- 
nated as  applicable  to  options  trading  or 
options  members,  the  word  member  shall 
mean  only  options  memtKTs.l 

Section  3  of  Article  n  of  the  MSE  Con- 
stitution Ls  amended  as  follows. 


Rights  and  Privileges  or  Membership 

Sec  3.  lai  Equity  members  have  full 
rights  and  privileges  with  respect  to 
equity  trading  on  the  Exchange  but  are 
not  [to  bel  entitled  to  the  rights  and 
privileges  of  options  trading  unless  also 
options  members. 

<b)  Options  members  have  full  rights 
and  privileges  with  respect  to  optiona 
trading  on  tiie  Exchange  [but  are  not  to 
be  entitled  to  the  rights  and  privileges 
of  equity  trading  unless  also  equity  mem- 
bers i  Options  members  may,  upon  ap- 
plication and  subject  to  payment  of  such 
fees  and  satisfaction  of  such  require- 
ments of  training,  experience  and  com,- 
petence  as  the  Exchange  may  impose, 
effect  on  the  same  basis  as  e<iuity  mem- 
bers neither  personally  or  through  a 
nom,inee)  tran^actiojis  in  those  equity 
securities,  and  only  those  equity  securi- 
ties, underlying  options  contracts  traded 
on  the  Exchange.  All  suc?i  transactions 
in  equity  semrities  by  an  options  mem- 
ber must  be  for  his  own  account  and 
effected  in  accordance  xvith  the  rules  of 
the  Exchange  designed  to  insure  that 
they  constitute  a  course  of  dealing  rea- 
sonably calculated  to  contribute  to  the 
maintenance  of  a  fair  and  orderly  mar- 
ket. Such  equity  trading  by  options  mem- 
bers IS  jyermitted  for  the  purpose  of 
facilitating  the  maintenance  of  a  fair 
and  orderly  Tnarket  in  options  contracts 
traded  on  the  Exchange  and  such  priv- 


ilege is  subject  to  revocation  on  an  indi- 
vidual or  collective  basis  by  the  Board  of 
Governors  upon  a  determination  that 
such  trading  by  individual  options  mem- 
bers or  all  options  members  as  a  group 
does  not  accomplish   that  objective. 

MSES     STATMENT     OF     BASIS     AND     PFRPOSK 

The  basis  and  purpose  of  the  foregoing 
proposed  rule  change  is  as  follows : 

The  punx).se  of  the  proposed  elimina- 
tion of  the  last  paragraph  of  Section  1 
of  Article  II  of  tlie  Constitution  is  in- 
tended to  avoid  any  confusion  with  re- 
spect to  the  existing  policy  of  the  Ex- 
change that  all  Rules,  whether  equity  or 
options,   apply   equally   to  all  members. 

The  purpose  of  the  proposed  amend- 
ment to  Section  3  of  Article  n  Is  to  imx>- 
vide  limited  access  to  equity  trading  to 
options'-only  members,  thus  providing 
additional  trading  opportunities  for  op- 
tions market  makers  and  additional 
liquidity  to  the  options  floor  in  order  to 
facilitate  a  fair  and  orderly  market  in 
options  contracts  traded  on  the  Ex- 
change. All  such  transactions  in  equity 
securities  by  an  options  member  will  be 
required  to  be  effected  in  accordance  with 
the  Rules  of  the  Exchange  designed  to 
insure  that  they  constitute  a  fair  and 
orderly  market.  Thus,  the  rule  change 
also  has  a  its  purpose  the  enhancement 
of  the  market  in  equity  securities. 

The  rule  changes  are  proposed  to 
promote  just  and  equitable  principles  of 
trade,  to  provide  a  regulatory  climate 
to  allow  the  Exchange  to  enforce  com- 
pliance by  membci-s  with  the  provisions 
of  the  Act,  and  to  facilitate  the  mainte- 
nance of  a  fair  and  orderly  market.  As 
such,  the  Exchange  cites  section  6(c)  (5) 
of  the  Act  as  the  statutory  basis  for  the 
proposed  amendments. 

The  Options  Floor  procedure  Com- 
mittee has  approved  this  proposal.  No 
other  comments  have  been  solicited  or  re- 
ceived. The  proopsals  are  presently  being 
submitted  to  a  vote  of  the  membership, 
however. 

The  Midwest  Stock  Exchange,  Incor- 
porated believes  that  the  proposed 
amendments  to  its  Constitution  would 
not  place  a  burden  on  competition. 

By  July  12,  1977.  or  within  such  longer 
period  (i>  as  the  Commission  may  des- 
ignate up  to  90  days  of  such  date  if  it 
finds  such  longer  period  to  be  appropri- 
ate and  publishes  its  reasons  for  so  find- 
ing or  ( il  I  as  to  whlcii  the  above-men- 
tioned self-regulatory  organization  con- 
sents, the  Commission  wUl: 

'A'  By  order  approve  such  proposed 
rule  change,  or 

<Bi  Institute  proceedings  to  deter- 
mine whether  the  proposed  rule  change 
should  be  disapproved. 

Interested  persons  are  Invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  6  copies  thereof  with  the  Secretary  of 
the  Commission.  Securities  and  Exchange 
Commission,  Washington,  DC.  20549. 
Copies  of  the  filing  with  respect  to  the 
foregoing  and  of  all  written  submissions 
will  be  available  for  Inspection  and  copy- 


ing in  the  Public  Reference  Room.  llOO 
L  Street  NW.,  Washington,  D.C.  Copies 
of  such  filing  will  also  be  available  for 
inspection  and  copying  at  the  principal 
ofiBce  of  the  above-mentioned  self-regu- 
latory organization.  All  submissions 
should  refer  to  the  file  number  refer- 
enced in  the  caption  above  and  should 
be  submitted  by  June  28,  1977. 

For  the  CommLssion  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 
Secretaxy. 
May   27.    1977. 

[PR  Doc.77-15964  PUed  6-6-77;8:45  am] 


[Rel.  No.  9784;   812-4063) 

PENNSYLVANIA  TAX-FREE  INCOME 
TRUST,   ET  AL 

Filing  of  Applicatjon  Pursuant  to  Section 
10(f)  of  the  Act  Exemption  Certain  Trans- 
actions From  the  Provisions  of  Section 
10(f) 

May  31.   1977. 

Notice  is  hereby  given  that  Pennsyl- 
vania Tax-Free  Income  Trust,  a  com- 
mon law  trust  organized  In  Pennsylvania 
("Trust")7B&S  Asset  Management  Cor- 
poration ("Adviser")  and  Butcher  & 
Singer,  Inc.,  1500  Walnut  Street,  Phila- 
delphia, Pennsylvania  19102,  (hereafter 
collectively  referred  to  as  the  "Appli- 
cants") have  filed  an  application  on  De- 
cember 14,  1976,  and  amendments  there- 
to on  April  25,  1977,  and  May  20,  1977, 
pursuant  to  Section  10(f)  of  the  Invest- 
ment Company  Act  of  1940,  as  amended 
(the  "Act"),  for  an  order  of  the  Com- 
mission exempting  certain  transactions 
of  the  Trust  from  Section  10(f)  ot.  the 
Act  so  as  to  permit  the  Trust  to  purchase 
Municipal  Bonds  <as  hereafter  defined) 
In  public  offerings  in  which  aflUiates  of 
the  Adviser  participate  as  a  principal 
underwriter,  subject  to  the  conditions 
sjjecifled  in  the  application  and  as  set 
forth  below.  All  interested  persons  are 
referred  to  the  application  which  Is  on 
file  with  the  Commission  for  a  statement 
of  the  representations  made  therein. 
which  are  summarized  below. 

The  Trust  is  a  diversified,  open -end 
management  Investment  company  and 
la  registered  under  the  Act.  It  filed  a 
registration  statement  on  Form  N-8B-1 
pursuant  to  Section  8(b)  of  the  Act  on 
November  10,  1976,  and  has  commenced 
distribution  of  shares  of  beneficial  In- 
terest of  the  Trust  pursuant  to  a  regis- 
tration statement  under  the  Securltiee 
Act  of  1933  which  was  declared  efifectlve 
on  February  18,  1977.  The  Trust's  In- 
vestment objective  is  to  provide  share- 
holders, through  investment  In  a  pro- 
fessionally managed  portfolio  of  Munic- 
ipal Bonds,  as  high  a  level  of  currmt 
income  exempt  from  Federal  and  Penn- 
sylvania Income  taxes  as  Is  consistent^ 
in  the  view  oi  the  Trust's  management^ 
with  preservation  of  capital  In  seeking 
this  objective,  the  Trust  propoees  to  In- 
vest at  least  80%  of  its  assets  to  a  dlrer- 
slfled    portfolio    of    obligations    Issued 
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by  or  on  behalf  of  the  Commonwealth 
of  Pennsylvania,  counties,  municipali- 
ties, school  districts,  state  and  local  au- 
thorities organize  in  Pennsylvania,  cer- 
tain interstate  agencies,  and  certain 
territories  of  the  United  States,  the  in- 
terest of  which  is  exempt  from  Federal 
and  Pennsylvania  Income  taxes  isuch 
obligations  are  referred  to  herein  as 
"Municipal  Bonds").  However,  this  per- 
centage may  be  temporarily  reduced 
from  time  to  time  for  defensive  purposes 
under  adverse  market  conditions.  The 
Trust  may  also  Invest  In  Municipal 
Bonds  of  other  jurisdictions  and  will 
invest  In  temporary  investments. 

The  Trust  and  the  Adviser  are  parties 
to  an  investment  advisory  agreement 
pursuant  to  which  the  Adviser  provides 
certain  specified  services  to  the  Trust  in 
return  for  a  set  fee.  The  Adviser  is  a 
Pennsylvania  corporation  registered  as 
an  Investment  adviser  under  the  Invest- 
ment Advisers  Act  of  1940.  All  of  the  Ad- 
viser's shares  of  capital  stock  are  owned 
by  Butcher  &  Singer,  Inc.  and  all  of  the 
Adviser's  directors  and  officers  are  also 
officers  of  Butcher  &  Singer.  Inc.  Ac- 
cordingly, the  Adviser  and  Butcher  & 
Singer.  Inc.  are  each  an  afflhated  per- 
son of  each  othier  as  that  term  is  defined 
In  Section  2(a)  (3)  of  the  Act. 

Butcher  &  Singer,  Inc.  is  a  Pennsyl- 
vania corporation  which  conducts  a 
general  Investment  banking  and  securi- 
ties brokerage  business  with  23  offices 
in  seven  states,  including  11  offices  in 
Pennsylvania.  Butcher  &  Singer,  Inc. 
proposes  to  act  as  a  principal  under- 
writer during  the  initial  distribution  of 
the  Trust's  Shares  and  as  general  dis- 
tributor during  the  continuous  offering. 
The  Applicants  state  that  Butcher  & 
Singer,  Inc.  Is  one  of  the  major  under- 
writers of  Municipal  Bonds  in  Pennsyl- 
vania, having  underwritten,  as  syndicate 
manfiiger  or  co-manager,  over  three  bil- 
llCKi  dollars  of  Pennsylvania  Municipal 
Bonds  since  1945. 

Two  of  the  five  Trustees  of  the  Trust 
are  affiliates  of  Butcher  &  Singer,  Inc., 
and  therefore  "Interested  persons"  of 
the  Trust  The  other  three  Trustees  are 
not  "Interested  persons"  of  the  Trust. 

Section  10(f)  of  the  Act,  in  pertinent 
part,  provides  that  no  registered  invest- 
ment company  shall  knowingly  purchase 
or  acquire,  during  the  existence  of  any 
underwriting  or  selling  syndicate,  any 
security  a  principal  underwTiter  of 
which  is  an  officer,  director,  investment 
adviser  or  employee  of  such  investment 
company,  or  is  a  person  of  which  any 
such  officer,  director,  investment  swl- 
vlser  or  employee  is  an  affiliated  per- 
son. That  section  further  provides  that 
the  Commission,  by  rules  or  regulations 
upon  its  own  motion  or  by  order  uf)on 
apphcation.  may  exempt  any  transaction 
or  classes  of  transactions  from  the  re- 
strictions contained  therein  to  the  extent 
such  exemption  is  consistent  with  the 
protection  of  investors. 

Pursuant  to  the  rule-making  author- 
ity granted  by  section  10(f),  the  CcMn- 
m'ission  adopted  Rule  lOf-3  in  1958.  The 
Rule  provides  that  a  purchase  of  secu- 
rities by  a  registered  investment  com- 
pany prohibited  by  Section  10' f)  of  the 
Act  shall  be  exempt  from  the  provisions 
of  such  Section  if  certain  conditions  are 


satisfied.  The  Applicants  note  that  Rule 
lOf-3  was  aesigned  for  undenvritten  of- 
ferings   of    corporate   equity    and   debt 
securities,  whereas  they  intend  to  invest 
primarily  In  Municipal  Bonds.  The  Ap- 
phcants  assert  that  underwritten  offer- 
ings of  Municipal  Bonds  are  conducted 
under    different    terms    and    conditions 
than   corporate   underwritings   and  for 
several   reasons   do   not  fit   within   the 
framework  of  Rule  lOf-3.  For  example, 
there  is  no  registration  requirement  for 
Municipal   Bonds   under   the   Securities 
Act    of    1933    as    required    by    Section 
(a)(1)    of    Rule    lOf-3.   Therefore,    the 
Trust  will  be  precluded  from  being  able 
to  take  advantage  of  the  exemption  af- 
forded by  the  Rule  and  wiU  be  unable  to 
purchSLse  Municipal  Bonds  In  public  of- 
ferings in  which  Butcher  &  Singer,  Inc. 
or  any  of  Its  affiliates  participates  as  a 
"principal  underwriter ',  as  such  term  Is 
defined  in  Section  2<a)  (29)   of  the  Act. 
It   Is   the   Apphcants'   contention,   fls 
stated  in  the  application,   that  due  to 
the  special  nature  of  the  Municipal  Bond 
market  and  its  emphasis  on  distributions 
through    underwriting    sj-ndicates,    the 
Trust  must  have  access  to  the  primary 
imderwriting  market  in  order  to  obtain 
best  price  and  execution  in  the  accumu- 
lation of  portfoUo  securities.  Because  of 
the    high    degree    of    participation    of 
Butcher  &  Singer,  Inc.  in  these  under- 
writings, the  Applicants  believe  that  the 
prohibitions  of  Section  10(f)  would,  un- 
less modified,  prejudice  the  Trust  by  pre- 
cluding access  to  a  significant  portion  of 
the  Municipal  Bond  market.  The  Appli- 
cants state   that  although  portions   of 
large  municipal  Issues  usually  reappear 
in  the  secondary  market  soon  after  the 
underwriting  sjTidicates  have  been  closed 
not  all  maturities  of  such  issues  reappear. 
Furthermore,  in  the  case  of  smaller  is- 
sues (and  a  substantial  porticm  of.  mu- 
nicipal issues  in  Pennsylvania  consist  of 
school  and  sewer  and  water  Issues  under 
$5,000,000)  Applicants  state  that  most  of 
the  bonds  may  be  purchased  by  investors 
who  hold  to  maturity. 

In  order  for  the  Trust  to  participate  in 
public  offerings  of  Municipal  Bonds  In 
which  Butcher  &  Singer,  Inc.  or  any  of 
its  affiliates  Is  a  "principal  imderwrlter", 
the  Applicants  seek  an  order  of  the  Com- 
mission exempting  its  proposed  future 
purchases  of  Municipal  Bonds  from  Sec- 
tion 10<f)  on  the  basis  of  the  terms  set 
forth  below,  which  are  discussed  in  the 
application.  These  terms  are  based  upon 
Rule  lOf-3  appropriately  revised  for  the 
purposes  of  the  requested  exemptive  or- 
der to  refiect  the  special  nature  of  the 
Municipal  Bond  market. 

The  exemptive  order  sought  by  the 
Applicants  would  be  subject  to  the  fol- 
lowing conditions  <  paragraph  references 
are  keyed  to  the  text  of  Rule  lOf-3  >  : 

(a I  The  securities  to  be  purchased 
shall  be : 

<  1 )  Part  of  an  issue  of  Municipal 
Bonds,  the  interest  on  which  is  exempt 
from  Federal  income  tax,  which  is  beirn? 
offered  to  the  public : 

(2)  Purchased  at  not  more  than  the 
public  offering  price  prior  to  the  end  of 
the  first  full  business  day  after  the  first 
date  on  which  the  issue  is  offered  to  the 
'^ublic; 


(3)  Offered  pursuant  to  an  under- 
writing agreement  under  which  the  un- 
derwriters are  conimitted  to  purchase 
all  of  the  Municipal  Bonds  being  offered, 
if  the  underwriters  purchase  any  there- 
(4> Acquired  pursuant  to  an  order 
(which  may  be  conditional*  placed  by 
the  Trust  with  an  underwriter  prior  to 
the  first  dale  on  which  tlie  issue  is  of- 
fered to  tlie  public; 

1 5 »  I*urchased  in  an  unsoUcited  trans- 
action originating  with  the  Trust  or  its 
investment  adviser:  and 

(6)  Purchased  in  transactions  for 
which  records  are  maintained  setting 
forth  the  reasons  for  the  purchase  and 
for  the  sale,  if  any,  of  any  portfolio  se- 
curities related  to  the  transaction,  wlilch 
records  shall  be  available  for  inspection 
by  the  Commi.ssion 

<b>  The  gross  commission,  spread  or 
profit  to  the  principal  underwriters  shall 
not  exceed  2  5  percent  of  the  principal 
amount  of  the  i.ssue. 

(c)  On  the  date  of  purchase  the  issue 
shall  have  received  an  investment  grade 
rating  from  Standard  k  Poors  Corpora- 
tion or  Moody's  Investors  Service.  Inc  : 
Provided,  however,  If  the  Lssuer  of  the 
securities  to  be  purchased,  or  the  entity 
supplying  the  revenues  from  which  the 
Issue  is  to  be  paid,  shall  have  been  in 
continuous  operation  for  le.ss  than  three 
years,  including  the  operations  of  any 
predecessor,  then  on  the  date  of  pur- 
chase the  issue  shall  have  received  a 
rating  of  "A"  or  better  from  Standard 
&  Poor's  Corporation  or  Moody's  Inves- 
tors Service.  Inc 

id)  The  principal  amount  of  Munici- 
pal Bonds  to  be  purchased  by  the  Trust 
or  by  the  Trust  and  any  other  invest- 
ment companies  having  the  same  invest- 
ment adviser,  shall  not  exceed  3  percent 
of  the  principal  amount  of  the  issue  t>e- 
Ing  underwritten  or  $500  000  in  principal 
amount,  whichever  is  greater,  but  in  no 
event  greater  than  lO'^c  of  the  principal 
amount  of  the  issue. 

(e)  The  consideration  to  be  paid  by  the 
Trust  in  purchasing  the  Municipal  Bonds 
being  offered  shall  not  exceed  3  percent 
of  the  total  assets  of  the  Trust .  Provided. 
That  if  such  consideration  shall  exceed 
$1,000,000,  it  shall  not  exceed  2  percent 
of  the  Trust's  total  assets 

(f)  The  exemptive  order  shall  not  be 
construed  to  permit  transactions  with 
any  affiliated  person  or  principal  under- 
writer of  the  Trust  or  any  affiliated  per- 
son thereof  'including  purcha.ses  from 
sv-ndicate  managers  designated  as  group 
sales  or  otherwise  allocated  to  the  ac- 
count of  such  affiliated  per.son  or  princi- 
pal underwriter"  which  would  otherwl.ce 
be  prohibited  by  Section  17  of  the  In- 
vestment Company  Act  of  1940;  the  Trust 
having  represented  that  it  will  keep  its 
non-interested  directors  completely  in- 
formed, and  fully  aware,  of  the  available 
alternatives  with  respect  to  recapture  of 
the  co.sts  of  portfoUo  transactions  and 
having  undertaken  to  take  such  step.s  as 
may  be  necessary  to  seek  to  implement 
any  such  recapture,  including  the  filing 
of  applications  for  exemptions  under  the 
Investment  Company  Act  of  1940  if  the 
non-interested  directors  should  deter- 
mine that  recapture  is  In  the  best  inter- 
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ests  of  the  Trust  or  If  otherwise  required 
by  develooments  In  the  law. 

I  g )  The  purchase  of  the  securities  be- 
ing offered  shall  have  been  authorized  or 
approved  by  a  resolution  of  the  Board  of 
Trustees  of  the  Tnist.  or  of  a  committee 
composed  of  at  least  three  members  of 
such  board  ■  a  majority  of  which  must  be 
nonlnterested  persons  of  the  Trust), 
which  resolution  shall  state  that  In  the 
judgment  of  the  Trustees  or  committee, 
the  purchase  of  securities  proposed  will 
meet  all  the  requirements  of  paragraphs 
(a)  through  if  >  of  thLs  exemptive  order 
and  which  authorization  or  approval 
shall  have  been  supported  by  the  vote 
(at  a  meeting  or  by  written  consent  giv- 
en without  a  meeting)  of  not  less  than  a 
majority  of  the  members  of  the  Board 
of  Trustees  or  of  the  committee  who  were 
not  Interested  persons  of  the  Trust. 

ih)  The  Trust  shall  set  forth  all  trans- 
actions conducted  pursuant  to  the  ex- 
emptive order  In  its  quarterly  reports 
filed  with  the  Securities  and  E.xchange 
Commission  on  Form  N-IQ  In  addition. 
Information  as  to  such  transactions  .shall 
be  contained  In  the  notes  to  the  Trust's 
published  financial  statements. 

'i>  The  officers  and  directors  of  the 
Trust  and  its  investment  adviser  assume 
the  burden  of  establishing  that  each 
transaction  made  pursuant  to  the  ex- 
emptive order  Is  consistent  with  the  pur- 
pose of  such  order  to  prevent  the  selec- 
tion of  the  Trust's  portfolio  securities  In 
the  Interest  of  such  affiliated  persons  or 
in  the  Interest  of  underwriters,  brokers 
or  dealers,  rather  than  in  the  interest  of 
the  Trust's  securitv  holders. 

The  Applicants  state  that,  as  .set  forth 
in  Investment  Company  Act  Release  No. 
2797  iDerember  2,  1958'.  the  conditions 
to  the  exemption  from  Section  10'  f  >  con- 
tained in  Rule  lOf-3  are  designed  to  per- 
mit purchases  without  an  exemptive  or- 
der where  the  circum.stances  are  such  as 
to  make  it  unlikely  that  the  purchase  will 
be  Inconsistent  with  the  protection  of  in- 
vestors. The  Applicants  contend  In  the 
application  that  the  exemption  sought 
from  the  prohibitions  of  Section  10(f)  is 
consistent  with  the  protection  of  inves- 
tors. The  Applicants  further  contend  that 
the  tenns  of  the  exemption  sought  In  the 
application  attempt  to  incorporate  the 
substantive  provisions  of  Rule  lOf-3  Into 
a  framework  taking  tnto  account  the 
realities  of  Municipal  Bond  underwrlt- 
ings  so  as  to  permit  effective  use  of  the 
exemption  and  at  the  same  time  making 
It  unlikely  that  a  purchase  thereunder 
will  be  Inconsistent  with  the  protection 
of  Investors. 

Notk-e  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  June 
24.  1977  at  5:30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hear- 
ing on  the  foregoing  matter  accom- 
panied by  a  statement  as  to  the  nature 
of  his  interest,  the  reason  for  such  re- 
quest and  the  Issues,  If  any.  of  fact  or 
law  proposed  to  be  controverted,  or  he 
may  request  that  he  be  notified  If  the 
Commission  shall  order  a  hearing  there- 
on. Any  such  communication  should  be 
addressed:  Secretary,  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  A  copy  of  such  request  shall  be 
served  personally  or  by  mall  upon  the 
Applicants  at  the  address  stated  above. 


Proof  of  such  service  (by  affidavit  or.  In 
case  of  an  attomey-at-law.  by  certifi- 
cate) shall  be  filed  contemporaneously 
with  the  request  As  provided  by  Rule  0-5 
of  the  Rules  and  Regulations  promul- 
gated under  the  Act,  an  order  disposing 
of  the  Application  will  be  issued  as  of 
course  following  said  date,  unless  the 
Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission's 
own  motion.  Persons  who  request  a  hear- 
ing, or  advice  a^  to  whether  a  hearing  Is 
ordered,  will  receive  any  notices  and  or- 
ders Lssued  in  this  matter.  Including  the 
date  of  tlie  hearing  (if  ordered)  and  any 
postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

Gectrge  a.  FrrzsiMMONS. 

Secretary. 

(PR  Doc .77- 15952  Filed  8-8-77:8:45  wn] 


[Bel    No    34-13575:  Pile  No.  SR-PHLX  77-3] 
PHILADELPHIA   STOCK   EXCHANGE,    INC. 

Self  Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  section  19<bMl)  of  the 
Securities  Exchange  Act  of  1934,  15 
U.S.C.  78s<b)  (li.  as  amended  by  Pub.  L. 
No.  94-29,  16  June  4,  1975),  notice  is 
hereby  given  that  on  May  24,  1977,  the 
above-mentioned  self -regulatory  organi- 
zation filed  with  the  Securities  and  Ex- 
change Commission  a  proposed  rule 
change  as  follows: 

PHLX'   St.mement   of   Terms   or   Sub- 

ST.'kNCE  or  THE  PROPOSED  RULE  CHANGE 

The  Philadelphia  Stock  Exchange.  Inc. 
I  PHLX)  proposes  to  amend  Its  Option 
Rules  by  the  addition  of  new  Rule  1058 
which  will  read  as  follows: 

Brackets  indicate  deletions,  Italics  in- 
dicate new  material. 

Pursuant  to  authority  delegated  by  the 
Committee  on  Options  under  By-Law  10- 
13.  any  optioTis  floor  official  may  impose 
on  members  and  member  organizations 
assessments  not  to  exceed  $100  per  oc- 
currence for  breaches  by  members  or 
their  employes  of  regulations  of  the  Com- 
mittee on  Options  which  relate  to  order, 
decorum,  health,  safety,  and  welfare  on 
the  Options  Trading  Floor  Notice  of  as- 
sessment for  breach  of  such  regulations 
shall  be  given  by  the  issuance  of  a  unit- 
ten  citation.  There  shall  be  a  right  to  a 
hearing  before  a  duly  appointed  member 
of  the  Cammittee  on  Options  whose  rul- 
ing in  the  matter  shall  be  final. 

01.  Time  and  place  of  hearing. — The 
PHLX  shall  fix  a  mutually  convenient 
time  and  place  of  hearing,  notice  of 
which  must  be  given  in  advance  and  may 
be  given  orally. 

02.  Record. — An  appropriate  record 
shall  be  kept. 

03.  Procedure. — The  hearing  shall  be 
conducted  by  a  Hearing  Director  who  is 
a  duly  appointed  member  of  the  Com- 
mittee on  Options  in  whatever  manner 
will  permit  full  presentation  of  the  evi- 
dence. 

04.  Evidence.— The  Hearing  Director 
Shan  be  the  sole  judge  of  relevancy  and 
materiality  of  the  evidence  offered. 


05.  Findings. — The  flndino  of  the 
Hearing  Director  shall  be  rendered  at 
the  close  of  the  hearing. 

06.  No  right  of  appeal. — The  finding  of 
the  Hearing  Director  shall  be  final. 
There  shall  be  no  appeal  from  such 
finding. 

07.  Repqgt  to  Securities  and  Exchange 
Commission  (SEC). — A  report  in  appro- 
priate form  of  the  finding  of  the  Hearing 
Enrector  shall  be  made  to  the  SEC.  No 
report  shall  be  made  if  the  citation  is 
not  contested  and  the  assessment  is 
promptly  paid. 

PHLlJ^'  Statement  of  B.».sis  and  Ptjrposb 

The  purpose  of  the  proposed  rule 
change  is  to  insure  the  health,  safety 
and  welfare  of  all  those  who  woiic  on  the 
PHLX  Options  Trading  Floor. 

Comments  were  not  solicited  nor  were 
comments  received. 

The  PHLX  does  not  believe  that  any 
burden  on  competition  will  be  imposed 
by  this  rule  change. 

By  July  12.  1977.  or  within  such  longer 
period  (1)  as  the  Commission  may  desig- 
nate up  to  90  days  of  such  date  if  it  finds 
such  longer  peri(xi  to  be  appropriate  and 
publishes  its  reasons  for  so  finding  or 
(11)  as  to  whicih  the  above-mentioned 
self-reg\ilatory  organization  consents, 
the  Commission  will: 

(a)  By  order  approve  such  proposed 
rule  change;  or 

(b)  Institute  proceedings  to  determine 
whether  the  proposed  rule  change  should 
be  disapproved. 

Interested  persons  are  Invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submission  should 
file  six  copies  thereof  with  the  Secretary 
of  the  Commission,  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  Copies  of  the  filing  witli  respect  to 
the  foregoing  and  of  all  written  submis- 
missions  wUl  be  available  for  inspection 
and  copying  in  the  Public  Reference 
RocHn.  1100  L  Street  NW.,  Washingttwi, 
D.C.  Copies  oi  such  filing  will  also  be 
available  for  Inspectlcai  and  aH>ying  at 
the  principal  oflice  ot  the  above-men- 
tioned self-regulatc«7  organizati<Mi.  AH 
submissions  should  refer  to  the  file  num- 
ber referenced  in  the  caption  above  and 
should  be  submitted  by  June  28. 1977. 

PV)r  the  Commission  by  the  Dtvlalon  ot 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsiaqcons. 

Secretary. 
May  27,  1977. 
|FR  Doc.77-15955  Piled  6-6-77;8:46  am) 

INTERSTATE  COMMERCE 
COMMISSION 

[No.  36589] 

ARKANSAS  INTRASTATE  FREIGHT  RATES 

AND  CHARGES,   1977 
Petition    For    Investigation    of    Intrastate 

Freight  Rates  and  Charges  Within  th« 

State  of  Arkansas 

Present:  Dale  W.  Hardin,  Commis- 
sioner, to  whom  this  matter  has  been  as- 
signed for  action. 

By  Joint  petition  authorized  under  sec- 
tion 13 '3 1   of  the  Interstate  Commerc* 
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Act,  filed  April  22,  1977.  petitioners,  six 
common  carriers  by  railroftd '  subject  to 
Part  I  of  the  Interstate  Commerce  Act. 
and  also  operating  in  intrastate  com- 
merce In  the  State  of  Arkansas,  request 
that  this  Commission  institute  an  in- 
vestigation of  their  Arkansas  intrastate 
freight  rates  and  charges,  under  section 
13  and  15a  of  the  Interstate  Comnierce 
Act.  wherein  they  will  seek  an  order 
autiaorizing  them  to  increase  such  rates 
and  charges  in  the  same  amounts  ap- 
proved for  interstate  application  by  this 
Commission  in  Ex  Parte  No.  336. 

By  tariff  filed  with  the  Arkansas 
Transportation  Commission,  petitioners 
sought  to  make  the  increases  granted  in 
Ex  Parte  No.  336  applicable  on  Arkansas 
intrastate  traffic.  Said  Commission  de- 
nied the  increases. 

Petitioners  contend  that  present  inter- 
state freight  rates  from.  to.  and  within 
Arkansas  are  just  and  reasonable  and 
tiiat  the  pr(HX)6ed  Intrastate  rates  will 
not  exceed  a  just  and  reasonable  level; 
that  transportation  conditions  for  intra- 
state traffic  in  Arkansas  are  not  more 
favorable  tlian  for  interstate  traffic;  tliat 
traffic  movmg  under  present  Arkansas 
intrastate  rail  freight  rates  and  charges 
fails  to  provide  its  fair  share  of  earnings; 
and.  that  the  present  Arkansas  intrastate 
rail  freight  rates  and  charges  create  un- 
due and  unreasonable  advantage,  prefer- 
ence, and  prejudice  between  persons  and 
localities  in  intrastate  commerce  witliin 
Arkansas  and  interstate  and  foreign 
commerce,  and  result  in  undue,  unrea- 
sonable, and  unjust  di.';crimination 
against  and  an  undue  burden  on  inter- 
state commerce  in  violation  of  sections 
13  and  15a  of  the  Interstate  Commerce 
Act.  among  others,  to  the  extent  that  they 
do  not  include  the  increases  authorized 
in  Ex  Parte  No.  336. 

Under  section  13  of  tlie  Interstate 
Commerce  Act.  this  Commission  may  in- 
stitute an  investigation,  into  the  lawful- 
ness of  intrastate  rail  freight  rates  and 
charges  for  the  purpose  of  adjusting  such 
rates  and  charges  to  those  charged  on 
similar  traffic  moving  in  interstate  or 
foreign  commerce.  This  Commission  may 
act  not  withstanding  the  laws  or  consti- 
tution of  any  State. 

\Vherefore.  and  good  cause  appearing 
tlierefore: 

It  is  ordered.  That  the  petition  be.  and 
It  is,  hereby  granted;  and  that  an  in- 
vestigation, under  section  13  and  15a  of 
the  Intel-state  Commerce  Act,  be,  and 
it  is.  hereby  instituted  to  determine 
whether  the  Arkansas  intrastate  rail 
freight  rates  in  any  respect  cause  any 
unjust  discrimination  against  or  any  un- 
due burden  on  interstate  or  foreign  com- 
merce, or  cause  undue  or  unreasonable 
advantage,  preference,  or  prejudice  as 
between  interstate  or  foreign  commerce, 
or  are  otherwise  unlawful,  by  reason  of 
the  failure  of  such  rates  and  charges  to 
include  the  full  increases  authorized  for 
interstate  application  by  the  Commis- 


sion In  Ex  Parte  No.  336;  and  to  deter- 
mine if  any  rates  or  charges,  or  maxi- 
mum or  minimum  charges,  or  both,  shall 
be  prescribed  to  remove  any  unlawful 
advantage,  preference,  prejudice,  dis- 
crimination, undue  burden,  or  other  vio- 
lation of  law.  found  to  exist. 

It  is  jurther  ordered.  That  all  common 
carriers  by  railroad  opera tmg  in  the 
State  of  Arkansas,  subject  to  the  juris- 
diction of  this  Commission,  be.  and  they 
are,  hereby  made  respondents  in  this 
proceeding. 

It  is  further  ordered.  That  all  persons 
wiio  wish  to  actively  participate  in  this 
proceeding  and  to  file  and  receive  copies 
of  pleadings  shall  make  known  that  fact 
by  notifying  the  Office  of  Proceedmgs. 
Room  5342.  Interstate  Commerce  Com- 
mission. Washington.  DC.  20423,  on  or 
before  1 5  days  from  the  Federal  Register 
publication  date.  Although  individual 
participation  is  not  precluded,  to  con- 
serve time  and  to  avoid  unnecessarj-  ex- 
pense, persons  having  common  interests 
should  endeavcr  to  consolidate  their 
presentations  to  the  greatest  extent  pos- 
sible. The  Commission  desires  participa- 
tion of  only  tliose  who  intend  to  take  an 
active  part  in  the  proceeding 

It  is  further  ordered.  T^at  as  soon  as 
practicable  after  the  date  of  indicating 
a  desire  to  participate  Jn  the  proceeding 
has  passed,  the  Commission  will  sers'e  a 
list  of  names  and  addresses  of  all  per- 
son.":  upon  whom  service  of  all  pleadings 
must  be  made  and  that  thereafter  this 
proceeding  will  be  assigned  for  oral  hear- 
ing or  handling  under  modified  proce- 
dure. 

A7id  it  is  further  ordered.  That  a  copy 
of  this  order  be  served  upon  each  of  the 
petitioners  and  respondents  herein :  that 
the  State  of  Arkansas  be  notified  of  the 
proceeding  by  sending  copies  of  this 
order  and  of  the  instant  petition  by  cer- 
tified mail  to  the  Governor  of  the  State 
of  Arkansas  and  the  Arkansas  Transpor- 
tation Commission ;  and  that  further  no- 
tice of  this  proceeding  be  given  to  the 
public  by  depositing  a  copy  or  this  order 
In  the  Office  of  the  Secretar,-  of  the  In- 
terstate Commerce  Commission,  at 
Washington.  D.C.  and  by  filing  a  copy 
with  the  Director.  Office  of  the  Federal 
Register,  for  publication  in  the  Federal 
Registek. 

This  is  not  a  major  Federal  action  sig- 
nificantly affecting  the  quality  of  the 
human  environment  within  the  mean- 
ing of  the  National  Environmental  Pol- 
icy Act  of  1969. 

Dated  at  Washington.  DC.  this  25th 
day  of  May.  1977. 

By  the  Commission.  Commissioner 
Hardin. 

Robert  L.  Oswald. 

Secretary. 
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cases  pre\iously  assigned  hearing  date. 
The  be&rings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  canceliauon  of 
hearings  as  prom.ptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearmgs   In  which  they  are  interested. 

No  36580  Oilfield  Pip*  or  Tubing.  Colorado 
to  Points  in  the  Southwest  now  being  a«- 
sl^ed  September  7,  1977  (3  days)  at  Dal- 
las, Texas  In  a  hearing  room  to  be  later 
designated 

MC  139973  Sub  15,  J  H.  Ware  Trucking.  Iw 
uow  being  assigned  September  13,  1977  ( 1 
day)  at  DaUga.  Texas  La  a  heariug  room 
to  be  later  designated. 

MC  142662.  Stewart  &  Stevenson  Transporta- 
tion, Inc  now  being  assigned  September 
3  4,  1977  (3  days)  at  Dalla";,  Texas  In  a  hear- 
ing room  to  be  later  designated. 

MC  133095  Sub  130.  Texas-Continental  Ex- 
press. Inc.  now  being  assigned  September 
12.  1977  (1  day)  at  Dallas.  Texas  In  a 
bearing  room  to  be  later  designated. 

MC  113631  Sub  203.  Indiana  Refrigerator 
Lines.  Inc.  now  being  assigned  September 
21.  1977  1 3  days)  at  Omaha.  Nebraska  in  a 
hearing  room  to  be  later  designated. 

MC  82841  Sub  198.  Hunt  Transportation,  Inc. 
now  being  assigned  September  20.  1977  (1 
day)  at  Omaha.  Nebraska  In  a  hearing 
room  to  be  later  designated 

MC  133096  Sub  138.  Texas  Continental  K.\- 
press.  luc  now  being  assigned  September 
26.  1977  il  day)  at  Omaha.  Nebraska  In  a 
hearing  room  to  be  laterdeslgnated. 

MC  123872  Sub  66.  W  &  L  Motor  Lines,  Inc  , 
MC  139091  Sub  18.  Logan  Motor  Lines,  Inc. 
now  being  assigned  September  28.  1977  (1 
day)  at  Omaha,  Nebraska  in  a  hearing 
room  to  be  later  designated 

MC  82492  Sub  141.  Michigan  *;  Nebraska 
Tran.s:t  Co..  Inc..  MC  134477  Sub  147. 
Schanno  Transportation,  Inc..  MC  80430 
Sub  160,  Gateway  Transportation  Co..  Inc 
now  being  assigned  September  29,  1977  (2 
days)  at  Omaha.  Nebraska  In  a  hearing 
room  to  be  later  designated 

MC  139850  Sub  9.  Four  Star  Transportation. 
Inc  now  being  assigned  September  27. 
1977  (1  day)  at  Omaha  Nebraska  In  a 
hearing  room  to  be  later  designated 

AB-  1  (Sub-29).  Chicago  ar.d  Northwestern 
Transportation  Company  Abandonment 
between  Hayward  and  Bayfield,  also  be- 
tween A.shland  Junction  and  Ashland,  all 
In  Sawyer.  Ashland  and  Bayfield  Counties. 
Wisconsin,  now  assigned  June  13  through 
15,  1977,  at  Ashland,  Wisconsin  at  the 
Ashland  County  Courthouse  and  June  16 
through  17,  1977.  at  Rayward.  Wisconsin  In 
the  County  Board  Room.  Sawyer  County 
Courthouse. 

MC  128007  (Snb-No.  91).  Hofer.  Inc.  now 
assigned  July  26.  1977.  at  Jefferson.  Mo., 
Is  postponed  to  July  27,  1977  (1  day).  In 
Room  201,  Governor  Hotel,  200  Madison, 
Jefferson  City.  Mo. 

Robert  L    Oswald 

Secretary. 

[PR  Doc  77-16083  PUed  6-6-77:8.45  ami 


'  Chicago,  Rock  Island  and  Pacific  Rail- 
road Company,  The  Kansas  City  Southern 
Railway  Company:  Louisiana  &  Arkansas 
Railway  Company;  Missouri  Pacific  Railroad 
Company;  St.  Louis-San  FYanclsco  Railway 
Company;  St.  Louis  Southwestern  RaiUvay 
Company. 


[Notice  No.  406] 
ASSIGNMENT  OF   HEARINGS 

June  2.  1977. 

Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  ap- 
pear below  and  will  be  published  only 
once.  This  hst  contains  prospective  as- 
signments   only    and    does   not   include 


[Notice  No    407) 
ASStCNMENT  OF   HEARINGS 

Junk  2.  1977. 

Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument 
appear  below  and  will  be  published  only 
once.  This  list  contains  prospective 
assignments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  Issues  as 
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presently  reflected  In  the  official  Docket 
of  the  CommL^sion  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  po&,sible,  but 
Interested  parties  should  take  appro- 
priate steps  to  insure  that  they  are 
notified  of  cancellation  or  postponements 
of  hearings  in  which  they  are  interested. 

Correction* 

MC  133566  Sub  78.  Gangloff  &:  Downham 
Trucking  Co.,  Inc.  now  being  a.>signed 
June  21,  1977  i9  daysi  at  Den%'er, 
Colorado  and  will  be  held  in  the  Tax 
Court,  Room  587.  U.S  Federal  Build- 
ing. 19th  and  Stout  Street  and  July  19. 
1977  19  days  I  at  Denver.  Colorado  and 
will  be  held  at  the  Court  of  AppeaLs, 
Division  Two,  U.S.  Courthouse,  1961 
Stout  Street. 

Robert  L.  Oswald, 

Secretary. 

(PR  r)oc.77- 16084  FUed  6-6-77:8:45  ami 


[No.  36581] 

NORTH  CAROLINA  INTRASTATE  FREIGHT 
RATES   AND   CHARGES,    1977 

Petition  for  Investic^'t  on  of  Intrastate 
Freight  Rates  and  Ch.irges  Witfiin  the 
State  of  North   faro  irij 

Present:  Dale  W.  Hardin.  Commis- 
sioner, to  whom  this  matter  has  been  as- 
signed for  action. 

By  joint  petition  authorized  under  sec- 
tion 13(3 •  of  the  Interstate  Commerce 
Act,  filed  May  9.  1977.  petitioners,  class 
I  common  carriers  by  railroad,'  .subject 
to  Part  I  of  the  Interstate  Commerce 
Act,  and  also  operating  in  intrastate 
commerce  in  the  State  of  North  Caro- 
lina, request  that  this  Commission  in- 
stitute an  investigation  of  North  Caro- 
lina intrastate  freight  rates  and  charges, 
under  section  13  and  15a  of  the  Inter- 
state Commerce  Act.  wherein  they  will 
seek  an  order  authorizing  them  to  in- 
crease such  rates  and  charges  in  the 
same  amounts  approved  for  interstate 
application  by  this  Commission  in  Ex 
Parte  No.  336,  Increased  Freight  Rates 
and  Charges,  1977. 

By  tariff  filed  on  January  4,  1977.  with 
the  North  Carolina  Utilities  Commission, 
petitioners  sought  to  make  the  increases 
granted  in  Ex  Parte  No.  336,  supra,  ap- 
plicable on  North  Carolina  intrastate 
trafflc,  effective  February  9,  1977.  The 
schedules  were  suspended  until  Novem- 
ber 5,  1977,  with  hearings  set  for  May 
24.  1977. 

Petitioners  contend  that  present  inter- 
state freight  rates  from.  to.  and  within 


•ThlB  notice  corrects  the  title  of  the  cane 
■  Carolina,  CUnchfleld  and  Ohio  Railway. 
LouisvUlo  and  Nashville  Railroad  Company, 
Norfolk  and  Western  Railway  Company.  Nor- 
folk Southern  Railway  Company,  Seaboard 
Oc<wt  Line  Railroad  Company,  and  Southern 
Ballwiv  Company 


North  Carolina  are  Just  and  reasonable 
and  that  the  proposed  Intrastate  rates 
will  not  exceed  a  just  and  reasonable 
level;  that  transportation  conditions  for 
intrastate  trafiBc  in  North  Carolina  are 
not  more  favorable  than  for  interstate 
traffic;  that  trafiBc  moving  under  present 
North  Carolina  intrastate  rail  freight 
rates  and  charges  fails  to  provide  its  fair 
share  of  earnings;  that  the  present  North 
Carolina  intrastate  rail  freight  rates  and 
charges  create  undue  and  unreasonable 
advantage,  preference,  and  prejudice  be- 
tween persons  and  localities  in  intrastate 
commerce  within  North  Carolina  and  in- 
terstate and  foreign  commerce,  and  re- 
sult in  undue,  unreasonable,  and  unjust 
discrimination  against  and  an  undue 
burden  on  interstate  commerce  in  viola- 
tion of  section  13  and  15a  of  the  In- 
terstate Commerce  Act,  among  others, 
to  the  extent  that  they  do  not  include 
the  increase  authorized  in  Ex  Parte  No. 
336.  supra:  and  that  the  State  commis- 
sion has  failed  to  act  on  the  change  in 
intrastate  rates  within  120  days  of  the 
date  of  filing  such  change  as  required  by 
section  13<5>  of  the  Interstate  Commerce 
Act. 

Under  section  13<4>  and  13(5)  of  the 
Interstate  Commerce  Act,  this  Commis- 
sion is  directed  to  institute  an  investi- 
gation, into  the  lawfulness  of  Intrastate 
rail  f  rieght  rates  and  charges,  upon  filing 
of  a  petition  bv  the  railroads  pursuant 
to  section  13*3)  of  the  Act,  after  the 
appropriate  State  agency  has  reached  a 
final  decision  or  has  failed  to  act  within 
120  davs  after  a  carrier  by  railroad  has 
filed  with  such  appropriate  state  body  a 
change  in  an  intrastate  rate,  fare,  or 
charge  for  the  purpose  of  adjusting  such 
rates,  fare,  or  charge  to  the  rate  charged 
on  similar  traflBc  moving  in  interstate 
or  foreign  commerce.  This  Commission 
may  act  notwithstanding  the  laws  or 
constitution  of  any  State,  or  the  pend- 
ency of  any  proceeding  before  any  State 
court  or  other  State  authority.  We  note 
the  failure  of  the  Public  Utilities  Com- 
mission of  the  State  of  North  Carolina  to 
act  finally  within  120  days  after  filing  by 
petitioners  for  an  appropriate  change  in 
intrastate  rates,  vesting  our  jurisdiction. 

Wherefore,  and  good  cause  appearing 
therefor : 

It  is  ordered,  That  the  petition  be,  and 
It  is,  hereby  granted;  and  that  an  in- 
vestigation, under  section  13  and  15a  of 
the  Interstate  Commerce  Act,  be,  and 
it  is,  hereby  instituted  to  determine 
whether  the  North  Carolina  intrastate 
rail  freight  rates  in  any  respect  cause 
any  unjust  discrimination  against  or  any 
undue  burden  on  Interstate  or  foreign 
coi.imerce,  or  cause  undue  or  unreason- 
able advantage,  preference,  or  prejudice 
as  between  interstate  or  foreign  com- 
merce, or  are  otherwise  unlawful,  by  rea- 
son of  the  failure  of  such  rates  and 
charges  to  include  the  full  increase  au- 
tliorized   for   interstate   application   by 


this  Commission  in  Ex.  Parte  No.  336, 
supra;  and  to  determine  if  &ny  rates  or 
charges,  or  maximum  or  minimum 
charges,  or  both,  shall  be  prescribed  to 
remove  any  imlawful  advantage,  pref- 
erence, prejudice,  discrimination,  undue 
burden,  or  other  violation  of  law,  foimd 
to  exist. 

It  is  further  ordered.  That  all  common 
carriers  by  railroad  operating  In  the 
State  of  North  Carolina  subject  to  the 
jurisdiction  of  the  Commission,  be.  and 
they  are,  hereby  made  respondents  in 
this  proceeding. 

It  is  further  ordered.  That  all  persons 
who  wish  to  actively  participate  in  this 
proceeding  and  to  file  and  receive  copies 
of  pleadings  shall  make  known  that  fact 
by  notifying  the  0£Bce  of  Proceedings, 
Room  5342,  Interstate  Commerce  Com- 
mission, Washington.  DC.  20423.  on  or 
before  15  days  from  the  Federal  Reg- 
ister publication  date.  Although  indi- 
vidual participation  is  not  precluded,  to 
nonserve  time  and  to  avoid  unecessary 
expense,  persons  having  common  inter- 
ests should  endeavor  to  consolidate  their 
presentations  to  the  greatest  extent  pos- 
sible. The  Commission  desires  participa- 
tion of  only  those  who  intend  to  take  an 
active  part  in  the  proceeding. 

It  is  further  ordered.  That  as  soon  as 
practicable  after  the  date  01  indicating  a 
desire  to  participate  in  the  proceeding 
has  passed,  the  Commission  will  serve 
a  list  of  names  and  addresses  of  all  per- 
sons upon  whom  service  of  all  pleadings 
must  be  made  and  that  thereafter  this 
proceeding  will  be  assigned  for  oral 
hearing  or  handling  under  modified 
procedure. 

And  it  is  further  ordered.  That  a  copy 
of  this  order  be  served  upon  each  of  the 
petitioners  and  respondents  herein;  that 
the  State  of  North  Carolina  be  notified 
of  the  proceeding  bv  sending  copies  of 
this  order  of  the  In.^tant  petition  by 
certified  mail  to  the  Governor  of  the 
State  of  North  Carolina  and  the  North 
Carolina  UtUitles  Commission;  and  that 
further  notice  of  this  proceeding  be  given 
to  the  public  by  depositing  a  copy  of  this 
order  in  the  Office  of  the  Secretary  of 
the  Interstate  Commerre  Commi.s.'sion,  at 
Washington,  D.C..  and  by  filing  a  copy 
with  the  Director,  Office  of  the  Federal 
Register,  for  publication  in  the  Federal 
Register. 

This  is  not  a  major  Federal  Action  sig- 
nificantly aflecting  the  quality  of  the 
human  environment  withii:  the  mean- 
ing of  the  National  Environmental  Policy 
Act  of  1969. 

Dated  at  Washington.  D.C..  this  25th 
day  of  May,  1977. 

By  the  Commission,  Conimi-s.^ioner 
Hardin. 

Robert  L.  Oswald, 
jSecrefary. 

[FR  Doc.77-16086  Filed  6-&-77;8:45  am] 
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CONTENTS 

Item 
Federal  Communications  Commis- 
sion    ^ 

Federal    Deposit   Insurance   Cor- 
poration    "^ 

Federal  Election  Commission 3 

Federal  Power  Commission 2 

Federal  Reserve  System 5.6 

Federal  Trade  Coimmission 9.  10 

International  Trade  Comnussion.  4 

Nuclear  Regulatory  ConimLssion_-  11, 12 

Tennessee  Valley  Authority 8 


AGENCY    HOLDING    TliE    MEETING: 
Federal  Communications  Commission. 

TIME  AND  DATE:    9  "0  am.,  Wednes- 
day, June  8,  1977. 

PLACE:  Room  856.  1919  M  Street  NW., 
Wa,<:hlngton,  D.C. 
STATUS:  Special  open  meeting. 
MATTERS  TO  BE  CONSIDERED 
Agenda.  Item  No.,  and  Subject 

Common       Carrier— 1— Expansion       of 
AT&Ts     Dataphone     Digital     Service 
(DI>Si  to  40  Additional  Cities. 
Common    Carrier— 2 — Authorization    of 

Switched  Digital  Data  Serv-ice.' 
Common  Carrier— 3— Petitions  for  Re- 
consideration    of     the     Commission's 
Pinal  Decision   and  Order  in  Docket 
No.    20288     (DDS>.    62    FCC    2d    774 
(1977).  filed  by  various  parties  to  the 
proceeding. 
Common    Carrier— l~Tcchnical   stand- 
ards and  rule  changes  related  to  peti- 
tions for  reconsideration  of  the  Com- 
mission's  telephone  equipment   regL-^- 
tration    program    decision    In    EKx-ket 
No.  19528. 
Common   Carrier— 5— Technical   stand- 
ards and  rule  changes  related  to  to- 
.-tallation.   connection   and  wiring   of 
PBX    and    kev    telephone    equipment 
under     the     Commission's     telephone 
equipment  registration  program  'Part 
68    of    the   FCC's    rules  1    Docket   No. 
19528. 
Common    Carrier— 6 — Petitions    against 
AT&T's  resale  and  sharing  tariff  re- 
visions. 
Common   Carrier— 7— Petition    to   Sus- 
pend and  Investigate  tariff  revisions 
intended  to  comply  with  Resale  and 
Shared  Use. 
Common     Carrier — 8— Application     for 
Authority,  pursuant  to  Section  214  of 
the  Communications  Act  of   1934.  as 
amended,  by  American  Satelhte  Cor- 
poration to  establish  and  operate  satel- 
lite channels  of  communication  beween 
Moffett  Naval  Air  Station,  California 
and  Barbers  Point,  Hawaii.  Applica- 


tion for  authoritj-  to  construct  and  op- 
erate a  transmit  receive  earth  .nation 
at  Barbers  Point,  Hawaii  in  connec- 
tion with  a  domestic  satellite  system. 
Application  to  modify  txistme  license 
:or  Moffett  Na\al  Air  Station  eartli 
temnnal  to  add  frequencies. 

Ccnmon  Carrier— 9—Applications  for 
Authority,  pursuant  to  Section  214 
and  Title  III  of  the  Communications 
Act  of  1934,  as  amended,  by :  '  1  >  Amer- 
ican Satellite  Corporation  to  establish 
a:-i.d  operate  a  1.544  Mbps  satellite 
chanufel  of  commuriicatiou  bet^\een 
Stockton.  California  ana  Wahiawa. 
Hawaii,  using  WESTAR  satellite  tran.<- 
ponder  capacity  and.  to  construct  and 
operate  a  satellite  earth  terminal  at 
Stockton.  California:  and  '2)  Western 
Union  International.  Inc..  to  construct 
a  satellie  earth  termmal  at  Wahiawa, 
Hawaii,  establi.'-h  Stockto:-..  California 
and  Wahiawa.  Hawaii  as  points  of 
communication,  and  provide  private 
Ime  service  to  the  Defense  Coir.muni- 
cations  AgeiiCy  by  acquiring  from  ASC 
and  LRU  interest  in  the  proposed 
Stockton.  California  earth  termmal. 
and  the  1.544  Mbp.-  channel  which  ASC 
seeks  to  establish. 

Common  Carrier— 10 — Applications  by 
RCA  American  Communications.  Inc.. 
for  a  satellite  earth  station  at  Barkmg 
Sands,  Kauai.  Hawaii,  a  connecting 
microwave  Imk  to  Kokee  Park,  Kauai, 
Hawaii,  and  Section  214  authority  to 
provide  a  data  sen-ice  between  Green- 
belt,  Md   and  Kokee  Park 

This  meeting  may  be  continued  the 
followiiig  work  day  to  allow  the  Commis- 
sion to  complete  appropriate  action 

CONTACT   PERSON    FOR    MORE    IN- 
FORMATION: 

Sair.uel  M.  Sharkey.  FCC  Public  Infor- 
mation Officer,  telephone  number  202- 
632-7260. 

Issued:  Junel,  1977. 

!&  569-77  Piled  6-2-77:2:13  pm] 


The  followmg  notice  ol  meeting  is 
published  pursuant  to  Section  3i  a)  of  the 
Government  in  the  Sunshine  Act  'Pub-  L. 
No.  94-409',  5  UB.C.   §  552b- 

AGENCY    HOLDING   MEETING      Fed- 
eral Power  CoETmission 

TIME  .AND  DATE:  June  9.  1977,  2  pm. 
PL.ACE ;  825  North  Capitol  Street,  Room 
9306,  Washii:igton.  D.C.  20426. 

STATUS    Open. 

MATTERS      TO      BE      CONSIDERED; 
-Agenda" . 


Note— Items  listed  on  the  agenda  may 
be  deleted  without  further  notice. 

CONTACT    PERSON    FOR   MORE    IN- 
FORMATION: 

Kennetli    F.    Plumb.    Secretary,    tele- 
phone 202-275-4166. 

This  is  a  List  of  the  matters  to  be  con- 
sidered by  the  Commission.  It  does  not 
include  a  list  of  all  papers  relevant  to 

the  Items  on  the  apenda  However,  all 
public  documents  may  be  examined  in 
the  Offi'  e  of  Public  Information,  Room 

lOOJ. 

Power   Agenda.    7e27TH   Meeting.    J->.-ne   9. 
1977.  Rbctju^b  Meeting,  Part  I 

P-1— Docket  No.  E-7734,  Mid-Cent  laent 
Area  Power  Pool  Agreement. 

P-2.— Docket  No.  E-fl563.  U.S.  Depaitmeut. 

of  the  Interior,  BonnevlUe  Power  Adruinls- 
traiion. 

P-3  Docl:et  No.  E-9583,  conservation  of 
natural  resources,  electric  energy  utUlzatlor. 
In  the  State  of  Texas  re<lv.-!ng  aatvual  gt*6 
Jc;^^U!:;ptiiJi.  for  boiler  '  -f. 

P_4 —Docket  No.  EI-.;6-6b».  West  Peiui 
Power  Company 

P_5. — ix>cket  No.  ER76-827.  Minvie-ota 
Power  and  Light  Company. 

Miscellaneous     Agent)a.     7627th     Meeting. 
JONE  9.    1977,   REtiiTLAK  Meettng,   Part  I 

M-1. — Reserved. 

M  -  2 . — Hes«rved. 

M-3A.— Docket  No  RM76-13,  regulation  of 
small  producers. 

M-3B.— Phillips  Petroleum  Company,  FPC 
Ga.s  Rate  Schedule  Noe.  554.  656.  656,  557. 
559.  and  580:  Sun  OU  Company,  FPC  Gas 
Rate  Schedule  Noe.  636.  539,  561.  562.  567, 
569.  572,  576,  and  577. 

G'.<   .^GE.'^^3A,   7627th  Meetinc,  June  9,   1977, 
Rectjlar  Meeting,  Pakt  I 

G-i  -Docket  No.  IIP75-62.  Cities  Service 
Gas  Company. 

G-2.— Docket  No.  RP76-38,  Arizona  Elec- 
tric Power  Cooperative,  Inc.  and  the  city  of 
WUlcox,  Arizona  v.  El  Paso  Natural  Gas  Com- 
panv. 

<>-3.— Docket  Nos.  RP71-6,  RP71-57  and 
RP72-1,  Tennessee  Gas  Pipeline  Compaxiy.  a 
division  of  Tenneco.  Inc. 

G_4 — Docket  No.  RP75-80,  Alabama -Ten- 
seasee  Natural  Gas  Company. 

G-S. — Docket  No.  RP76-159,  Columbia  Gas 
Tran.smls.sion  Corporation. 

G-6. — Docket  No  RP74-50-6,  Florida  Oas 
T.-an.snvLsMon  Company:  Florida  Hydrocar- 
bo:is  Conipaiiy. 

G-7.— Docket  No.  RP76-fl7-2.  Southern 
Nattira:  Ga.-  Company  (South  Carolina  Elec- 
tric and  G;\s  Comparjy:  Docket  No.  CP70-7. 
Southern  Natural  Gas  Company;  Docket  No 
RP76  67  5  .S'^uihem  Natural  Oas  Company 
I  the  utilities  board  of  the  town  of  Trtxss- 
vUle.  Alabama) . 

G-«.-  Docket  No.  Cr74-319,  James  M.  For- 
gotson,  operator  for  Gulf  Coast  Venture 

G-9.— Docket  No.  G-2801.  et  al  ,  Getty  OU 
Ccntpany  (operattTi  et  al. 

G-10.— Docket  No  RI77-55,  Transocean 
Oil.  Inc 
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G-ll. — Placid  Oil  Company,  et  al..  High- 
land Resources,  Inc.,  and  Ashland  OU  Com- 
pany. 

Q-12.— Docket  Nos.  CS7&-64.  et  al  .  H  3. 
Phillips,  et  al. 

0-13.— Docket  No.  CP73-232.  Florida  Ga.? 
Transmission  Company  and  United  Gft.s  Pipe 
Line  Company;  Docket  No.  CI75-243.  Mapco. 
Inc.;  Docket  No.  CI75-244.  Florida  Oas  Ex- 
ploration Company. 

G-14.— Docket  Nos.  CP70-196  and  CP74- 
227.  DLstrigas  Corporation;  Docket  Nos.  CP73- 
135  and  CP74-137,  Dlstrlgas  of  Massachusetts 
Corporation. 

G-1 5.— Docket  No.  CP76-492,  National  Fuel 
Gas  Supply  Corporation.  National  Gas  Cor- 
f)oratton. 

a-16A.— Docket  No.  CP76-177.  Colorado 
Interstate  Gas  Company,  a  Division  of  Colo- 
rado Interstate  Corporation. 

G-16B.— Docket  No.  CP75-176.  Colorado 
Interstate  Gas  Company. 

0-17.— Docket  No.  CP73-13.  Mountuln 
Fuel  Supply  Corporation. 

Power  Agenda,  7627th  Meeting,  June  9, 
1977,  Regular  Mfeting,  Part  II 

CP-1.— Docket  No.  ER77-273,  Illinois 
Power  Companv. 

CP-2.— Docket  No.  ER77-340,  Allegheny 
Power  Systems.  Inc. 

CP-3— Docket  No.  ER77-296,  Electric  En- 
ergy.  Inc. 

CP-4— Docket  No.  ER77-322.  Illinois  Power 
Company. 

CP-5.— Docket  No.  ES77-36,  Pacific  Power 
&    Light    Company. 

CP-6. — Project  No  2640.  The  Kan.sas  City 
Star  Company,  Flambeau  Paper  Division. 

CP-7. — Project  No.  2458,  Great  Northern 
Nekoosa  Corp>oration. 

CP-8— Project  No.  2716.  Virginia  Electric 
and  Power  Company. 

CP-9. — Project  No.  349.  Alabama  Power 
Company. 

CP-10. — Project  No.  2146.  Alabama  Power 
Company. 

CP-1 1.— Project  No.  2100.  Department  of 
Water  Resources.  State  of  California. 

CP-1 2. —Project  No.  659.  Crisp  County 
Power  Commission. 

CP-13.— Docket  No.  ER77-217.  Central 
Maine  Power   Company. 

CP-14. — Project  No.  2110,  Consolidated 
'.Vater  Power  Company. 

MlSCELLANEOtTS  AGENDA.  7627TH   MEETING 

June  9,  1977,  Regular  Meeting.  Part  II 

CM-1. — Staff  report  on  projected  1977 
summer  load-supply  situation  contiguous 
United  States. 

Oas  -Agenda.  7627th  Meeting,  June  9.  1977, 
Regular  Meeting.  Part  II 

CO-1— Docket  No.  RP73-91  .PGA  N-.> 
77-2A) .  McCuUouch  Interstate  Gas  Corpora- 
tion. 

CG-2— Docket  No.  RP72-10  (PGA  No. 
77-8),  Algonquin  Gas  Transmission  Com- 
pany. 

CG-3.— Docket  No  RP75-8  (PGA  No.  77-4) . 
Commercial   Plpepllne   Company,  Inc. 

CQ-4.— Docket  No.  RP72-157  (PGA  Nos. 
77-7  and  77-7A),  Consolidated  Ga,s  Supply 
Corporation. 

CO  5— Docket  No.  CP77-239,  Sea  Robin 
Pipeline  Company. 

CG-6— Docket  Nos.  AR61-2.  AR69-1. 
G- 18783.  et  al..  and  RP73-3,  Transcontinen- 
tal Gas  Pipe  Line  Corporation. 

CG-7. — Docket  No.  RP72-157.  Consolidated 
Oas   Supply    Corporation 

CO-8. — Mallard  E.xploratlon  Inc.  (opera- 
tor), et  al  .  FPC  Gas  Rate  Schedule  No   2 

CO-9— lA)  Docket  No.  CI76--148,  En- 
.serch  Exploration.  Inc.  ( formerly  Lone 
Star     Producing     Company);      Docket     No. 


CP74-134,  Natural  Gas  Pipeline  Company  of 
America;  Docket  No.  CP74-145,  Northern 
Natural  Ga-s  Company;  (B)  Docket  No.  Cr77- 
234,  Harper  OU  Company;  Docket  No.  CP74- 
134,  Natural  Gaa  Pipeline  Company  of 
America:  Docket  No.  CP74-145.  Northern 
Natural  Gas  Company. 

CG-10  -Docket  No.  CI77-386,  Exxon  Cor- 
poration. 

CG-11— Docket  No.  CP77-I65.  Columbia 
Gas  Transmission  Corporation;  Docket  No. 
CP77-l'j7.  Texas  Gas  Transmission  Corpora- 
tion. 

CG-12— Docket  No.  CP76-322,  Tennessee 
Gas  Pipeline  Company,  a  division  of  Ten- 
neco  Inc..  East  Tennessee  Natural  Gas  Com- 
pany: Docket  No.  P77-160,  Tennessee  Nat- 
ural Ga.-^  Lines.  Inc. 

CG-13— Docket  No.  CP77-319,  Cities  Serv- 
ice Gas  Company. 

CG-14— Docket  No.  CP77-318.  Arkansas 
Oklahoma  Gas  Corporation. 

CG- 13— Docket  No.  CI77-373,  Pinto,  Inc.; 
Docket  No.  CI77-373.  ECEE,  Inc.;  Docket  No. 
CI77-409.  TBF  Offshore  Company;  Docket  No. 
RI77- 13.  Mesa  Offshore  Company;  Docket  No. 
CI76  BOfi.  Pennzoil  Offshore  Gas  Operators. 
Inc. 

Kenneth  F.  Plumb, 

Secretary. 

(.S   :70-77   Filed  6-2-77;3:03  pmj 


AGENCY  HOLDING  THE  MEETING: 
Federal  Election  Commission. 

DATE  AND  TIME:  Thursday.  June  9, 
1977  at  10  a.m. 

PLACE:  1325  K  Street  NW.,  Washing- 
ton. D.C. 

STATUS:  Portions  of  this  meeting  will 
be  open  to  tlie  public  and  portions  will  be 
closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 

Portions  Open  to  the  Public 

I.  Future  meetings. 

II.  Correction      and      approval      of 
minutes. 

III.  Advisory  opinion  1977-18. 

IV.  Appropriations  and  budget. 

V.  Agency  job  classification  actions. 

VI.  Pending  legislr.tion. 

VII.  Liaison      with      other      federal 
agencies. 

Vin.  Report  on  pending  litigation. 

IX.  Routine  administrative  matters. 

Portions  of  the  Meeting  Closed  to 
the  Public 

X.  E.xecutive  session. 

A.  Compliance. 

B.  Per.-<onnel. 

PERSON  TO  CONTACT  FOR  INFOR- 
MATION 

David  Fiske.  Press  OfQcer,  telephone: 
202-523-4065. 

[S-571-77  Filed  6-2-77;  4: 13  pm] 


PLACE:  Room  119,  701  E  Street  NW., 
Washington,  D.C.  20436. 

STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public.  Tlie  rest  of  the  meet- 
ing will  be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED:  Por- 
tions open  to  the  public : 

1.  Reorganization. 

2.  Agenda. 

3.  Minutes. 

4.  Ratifications. 

5.  Paving  equipment  (Inv.  AA1921- 
16G) — briefing. 

6.  Petitions  and  complaints  (if  neces- 
sary: (a)  Golf  balls;  cb)  Specialty 
steel;  (c)  Fishing  industry  'action 
jacket  ID-77-20). 

7.  Financial  disclosure  regulations — 
see  draft  from  the  General  Counsel, 
dated  May  19,  1977. 

8.  Response  to  letter  dated  April  22, 
1977.  from  the  Administrative  Confer- 
ence of  the  United  States  lif  necessary) . 

9.  Any  items  left  over  from  previous 
agenda. 

PORTIONS  CLOSED  TO  THE  PUBLIC : 

1.  Reorganization  i  portions  respecting 
the  selection  of  personnel*. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Kenneth  R.   Mason,   Secretary,   202- 
523-0161. 

lS-572-77  Filed  6-2-77;  4:24  pm] 


AGENCY   HOLDING   THE   MEETING: 
International  Trade  CommLsslon. 

TIME  .AND  DATE:   9  30  a.m.,  June  16, 
1977. 


AGENCY   HOLDING   THE   MEETING: 
Federal  Reserve  System. 

Addition  of  Previously  Announced 
Agenda  Item 

The  Board  of  Governors  previously 
announced  a  meeting  to  be  lield  on  Fri- 
day, June  3,  1977,  which  was  closed  to 
public  observation  under  exemption  is) 
of  the  Government  in  the  Simshine  Act 
(5  U.S.C.  5  552bic»).  One  of  the  items 
announced  for  inclasion  at  that  meeting 
was  consideration  of  any  agenda  items 
carried  forward  from  a  previous  meet- 
ing. The  purpose  of  this  announcement 
is  to  inform  the  public  tliat  the  following 
such  item,  postponed  from  June  1.  1977. 
was  rescheduled  for  this  meeting. 

Computer  purchase  by  the  Federal 
Reserve  Board. 

The  previously  annoimced  closed 
items  are: 

1.  Draft  testimony  to  be  presented 
before  the  Senate  Committee  on  Bank- 
ing, Housing  and  Urban  Affairs,  regard- 
ing H.R.  5675.  a  bill  to  authorize  the 
Secretary  of  the  Treasury  to  invest 
operating  cash  in  (1 )  obligations  of 
depositories  maintaining  tax  and  loan 
accounts  and  (2)  obligations  of  the 
United  States  and  United  States 
agencies. 

2.  Possible  amendment's  to  Section  23A 
of  the  Federal  Reserve  Act  to  be  sub- 
mitted to  the  House  and  Senate  Bank- 
ing Committees.  This  matter  was 
originally  scheduled  for  a  meeting  on 
May  4,  1977. 
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The  meeting  remains  scheduled  for 
11  a.m.  in  the  Board's  offices  at  20th 
Street  and  Constitution  Avenue  NW., 
Washington,  D.C.  Information  may  be 
obtained  from  Mr.  Joseph  R.  Coyne, 
Assistant  to  the  Board,  at  202-452-3204. 
Board  of  Governors  of  the  Federal 
Rp.serve  System.  June  2,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 
[S-673-77  Filed  6-2-77.4  59  pm) 


AGENCY   HOLDING   THE   MEETING: 
Federal  Reserve  System. 

On  Friday,  June  10,  1977,  at  11  ajn.,  a 
meeting  of  the  Board  of  Governors  of  the 
Federal  Reserve  System  will  be  held  at 
the  Board's  offices  at  20th  Street  and 
Constitution  Avenue  NW.,  Washington. 
D.C,  to  consider  the  following  items  of 
official  Board  business : 

1.  Proposed  salarj-  structure  adjust- 
ments at  the  Federal  Reserve  Banks  of 
New  York  and  St.  Louis. 

2.  Proposed  salary  adjustment  for  an 
officer  at  a  Federal  Reserve  Bank, 

3.  A  staff  study  of  the  private  place- 
ment activities  of  commercial  banks  re- 
quested by  the  House  Committee  on 
Banking.  Finance  and  Urban  Affairs. 
This  matter  was  originally  scheduled 
for  a  meeting  on  June  6,  1977. 

4  Any  agenda  it«ms  carried  forward 
from  a  previously  announced  closed 
meeting. 

This  meeting  will  be  closed  to  public 
observation  because  the  items  fall  under 
exemptions  contained  in  the  Govern- 
ment in  the  Sunshine  Act  (5  U.S.C. 
§552b(ciK  Information  with  regard  to 
this  meeting  may  be  obtained  from  Mr 
Joseph  R.  Coyne.  A.ssL'^tant  to  the  Board, 
at  202-452-3204. 

Board   of    Governors   of   the   Federal 
Reserve  System,  Jime  2,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 
lS-674-77  Filed  6-2-77; 4: 69  pm) 


changes  in  the  Manning  Table  o<.- 
ca^ioned  by  the  resignation  of  former 
Chairman  Robert  E  Barnett  and  the 
election  of  George  A  LeMaistre  as  Chair- 
man of  the  Board  of  Directors  effective 
at  3  p  m..  June  1. 1977 

In  scheduling  the  meeting  the  Board 
determined  by  recorded  vote  that  Cor- 
poration business  required  consideration 
of  tlie  personnel  matters  on  less  than 
seven  days'  notice  to  the  public  and  that 
no  earlier  anr.ouncenient  of  the  meeting 
was  po.s.sible. 

The  Board  voted  to  close  the  meeting 
to  public  observation  pursuant  to  sub- 
sections icm6'  and  <diil>  of  the  Gov- 
ernment in  the  Sunshme  Act"  i5  U  S  C. 
552b  (c»  <6i  and  id>  (1  >  > . 

Requests  for  information  cor.cernlng 
the  meeting  may  be  directed  to  Mr  Alan 
R  Miller.  Executive  Secretary  of  the 
Corporation,  at  202-389-4446 

Dated-  June  2.  1977 

Feueral  Deposit  Insurance 

Corporation. 
Alan  R  Miller. 

Executive  Secretary. 

lS-57^-77  Piled  6-3-77:8  46  ami 


D — Project  AiTHORiiJATiONS 
1      No     3236— Demoiislration    preen- 
ho.i.^e  and  related  facilities 


None. 


E— Fertilizer  Items 


F — Power  Items 


AGENCY   HOLDING   THE   MEETING 
Federal  Deposit  Insurance  Corporation 

notice  of  agency  MEETING 

Pursuant  to  the  provisions  of  the 
"Government  in  the  Sunshine  Act"  (5 
U.S.C.  552b) ,  notice  is  hereby  given  that 
the  Board  of  Directors  of  the  Federal 
Deposit  Insurance  Corporation  met  in 
closed  session  at  9:05  ajm.  on  Thursday, 
Jime  2,  1977,  by  telephone  conference 
call,  to  consider  certain  personnel 
appointments     or     reassignments     and 
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AGENCY    HOIDING    THE    MEETING 

Tcnnes.see  Valley  Authority. 

TIME  -AND  DATE :  10 :30  air... Thursday. 

June  9,  1977. 

PLACE:    Conference    Rom    B-32     West 

Tower.  400  Commerce  Avenue  Knoxville, 

Tennessee - 

STATUS.  Open 

M. OTTERS  TO  BE  CONSIDERED: 
A — Personnel  Actions 
1.  Change     of     status — Nathaniel     B 
Hughes,  Jr.,  from  Assistant  Manager  of 
Power  Operations  to  Assistant  Manager 
of  Power.  Chattanooga.  Tenne.<isee. 

B— Consulting  and  Persona:  Service 
Contracts 

1.  Personal  senice  conuact  w:th  Ken- 
neth D.  McCa.<;land.  Knox^ille  Tennes- 
see— Division  of  Law 

2.  Consulting  contract  with  Dr  Gerald 
T.  Orlob.  Lafayette.  Callfomia— Divi- 
sion of  Environmental  Planning 

C — Purchase  Awards 

1  Req  No  142505— Turbine  parts  for 
Cumberland  Steam  Plant 

2  Req.  No.  143035— Indefinite  quantity 
term  contract  for  Apollo  Coaltrol  M 
Chemical  for  Cumberland  Steam  Plant. 

3.  Amendments  to  Contracts  70P-43- 
T25  and  73P-20-T13  witii  The  Pitts- 
burg &  Midway  Coal  Mining  Company  for 
coal  for  TV  A  Steam  Plants. 

4.  Sales  Invitation  No.  3590 — Sale  of 
scrap  admiralty  metal  condenser  tubing. 


1  Agreement  between  T\'A  and  City  of 
Knoxviile  Tennes-see.  conceniing  demon- 
stration time-of-day  rate  test. 

O  -Real  Pkoperty  Transactions 

1  Resolution  relating  to  abandonment 
of  portion  of  Cherokee-.Alcoa  161 -kV 
TransmLssion  Line  right  cf  way  m  Blounl 
County,  Tennessee 

2  Filint:  of  condemnation  suits. 

H — Unclassified 

1  Resolution  relating  to  extension  of 
employment  of  William  W  .«Lvdelott. 
Project  Manager.  Bellefonte  Nuclear 
Plant  Branch.  Divi'^ion  of  Construction 

2.  Revised  budget  plan  for  f.scal  >ear 
1977 — midyear  review 

3  Memorandum  of  Undf*rstanding  be- 
tween Alabama  Department  of  Conser- 
vation. Division  of  Game  and  Fi^h.  and 
TVA  concerning  development  and  pro- 
tection of  fish  and  wildlife  resources. 

4  .Agreements  between  Tennessee  Val- 
ley Authority  and  The  Upper  Cumber- 
land HoiL'^ine:  Development  Coriwration 
for  housinp  mitipatlor.  program — Harts- 
ville  Nuclear  Plant 
DATED:  June  2.  1977 
CONTACT  PERSON  FOR  MORE  IN- 
FORMATION 

John  Van  Mol.  Director  of  Informa- 
tion, or  a  member  of  his  staff  can  re- 
spond to  requests  for  Information 
about  thL';  meeting.  Call  615-632-32,==.': 
Knoxviile,  Tenne.ssee  Information  is 
also  available  at  T\'A  s  Washington 
Office,  202-343-4537. 

lS-576-77  Filed  6-3-77;l!;21  am] 


AGENCY  HOLDING  THE  MEETING: 
Federal  Trade  Com.mi.ssion. 

•FEDERAL  REGISTER"  CITATION  0> 
PREVIOUS  .ANTn'OUNCEMENT  42  PR 
28661,  June  3,  1977. 

PREVIOUSLY  ANNOlTsCED  TIME 
AND  DATE  OF  THE  MEETING  :  10  a.m.. 
Wednesday.  June  8.  1977 

CH.ANGES  IN  THE  MEETING  Addition 
to  agenda:  '2'  Dlsctission  of  Proposed 
changes  in  CommL'^sion  Rules  Concern- 
ing Assurances  of  Confidentiality  for 
Confidential  Business  Information 
(8-677-77  Fllede-3-T7;ll-62aml 


10 

AGENCY    HOLDING    THE    MEETING 
Federal  Trade  Commission 
•FEDERAL  REGISTER"  CITATION  OP 
PREVIOUS  ANNOUNCEMENT     42  FR 
28661.  June  3,  1977. 


F&>EtAL  tfCISTEH,   VOt    42,   NO     109— TUESDAY,    JUNE    7,    1977 


20112-29180 


SUNSHINE    ACT    MEETINGS 


PREVIOUSLY  ANNOrNCED  TIME 
AND  DATE  OF  THE  MEETING  1 0  anv, 
IXiesday,  June  7.  1977 

CHANGES  L\  THE  MEEIING  Deieilon 
of  Nonadjudicative  Matter  No.  3:  Con- 
sideration of  I.'^'^uance  of  Proposed  Com- 
plaint in    Nonpublic)  Part  11  Matter 

{S--578-77  Filed  6-3-77;  U  : 52  am] 
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ac;f:n(;v  ho:.ding  the  meeting: 
Nuclfar  Regulatjry  Commission 

TIME  AND  DATT:    Week  of  June  6,  1977. 

PLACE        Colnnu.^.^io:-e^>       Conference 
lioom,  1717  H  3t   N\V,,  Washington.  DC 

STATUS    Ope:: 

MATTERS  TO  BE  CONSUJERED: 

.Additional  Meetings;  Tnursday,  June  9 — 
1  p  m  4  Briefing  on  Proposed  Rule  on 
Upgrading  Safeguards  for  SSNM  (will 
follow  previously  announced  briefings). 
FYiJay,  June  10 — 10  a  m.  2.  Briefing  on 
Draft  Procedural  Rule  for  Export  Li- 
censing '  will  follow  previoa=Iy  an- 
nounced session ' 


Walter  Magee  202-6  *    :  4 , " 

WAiTKa    Macee. 
Office  of  the  Secretary. 

J&-590-77Plled6-»-77-,10:03  am. J 


CONTACT    PER.SON 
FHJliMATION. 


MORE    IN- 
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AGENCY  HOLDING  THE  MEETINO: 
Nuclear  Regulatory  Commission. 

TIME  AND  DATE:  11:30  a.m.  (approx.), 
Wednesday,  June  8,  1977. 

PLACE:  Commissioners'  Conference 
Room,  1717  H  St.  NW.,  Washington,  D.C. 

STATUS:  Closed. 

MATTERS  TO  BE  CONSIDERED 

NRC  Safety  Reviews  of  Foreign  Fat;  lii  ties 
(Additional  Meeting)  (Exemptions  1  and 
9). 

CONTACT  PERSON  f^Jii  MORE  IN- 
FORMATION: 

Walter  Magee  202-634-1410. 

Dated:  June  3,  1977. 

John  C.  Hoyle, 

Assistant  Secretary 
of  the  Commission. 

[S-591-77  FUed  6-6-77;  10; 03  am] 


FEDERAL   REGISTER     VOL.    45,   NO.    10* — TUKOAT     JVUt   7     1977 


TUESDAY,  JUNE  7,  1977 

PART   II 


OFFICE  OF  THE 
FEDERAL  REGISTER 


GUIDE  TO  RECORD 

RETENTION 

REQUIREMENTS 

Revision  as  of  January  1,  1977 


RECORD  RETENTION  GUIDE 


CONTENTS 


Office  of  the  Federal  Register 

GUIDE  TO  RECORD  RETENTION 
REQUIREMENTS 

REVISION  AS  Of  JANUARY   1,   1977 

This  Is  a  Guide  In  digest  form  to  the 
provisions  of  Federal  laws  and  regula- 
tions relating  to  the  keeping  of  records 
by  the  public.  It  tells  the  u>er  <  1 '  what 
records  must  be  kept,  (2>  who  must  keep 
them,  and  i3)  how  long  they  must  be 
kept. 

This  year's  edition  Includes  a  new  fea- 
ture: the  names,  addresses,  and  tele- 
phone numbers  of  contact  persons  within 
each  agency  who  can  answer  questions 
about  the  material  which  appears  in  the 
Guide. 

The  Guide  Ls  derived  from  the  regula- 
tions published  In  the  Code  of  Federal 
Regulations,  its  amended  in  the  daily 
Issues  of  the  Federal  Register  tiirough 
Dtr ember  31.  1976.  Authority  for  the  reg- 
ulations Is  derived  from  the  laws  pub- 
lished In  the  United  States  Code,  as 
amended  by  laws  enacted  during  1976. 

This  Guide  was  prepared  under  the 
editorial  direction  of  Rose  Steinman. 
with  Roy  Nano\1c  and  Carol  Blanchard 
as  Chief  Editors.  INQUIRIES,  telephone 
202-523-5227.  SUGOESTIONS  cor.cem- 
ing  this  publication  may  be  sent  to  Fred 
J.  Elmery,  Director,  Office  of  the  Federal 
Register,  National  Archives  and  Recortls 
Service,  Washington,  D.C.  20408. 

Coverage 

In  preparing  the  Guide  tt  was  neces- 
sary to  establish  boundaries  In  order  to 
keep  it  from  going  beyond  ils  Intended 
purpose. 

The  Guide  adheres  strictly  to  tlie  re- 
tention of  records.  It  does  not  cover  such 
matters  as  the  fumlshing  of  reports  to 
Government  agencies,  the  filing  of  tax 
returns,  or  the  submission  of  supporting 
evidence  with  applications  or  claims. 

Tlie  Guide  Is  limited  to  provi.-^lons 
which  SKjply  to  a  class.  Requirements 
applying  only  to  named  individuals  or 
bodies  have  been  omitted 


The  Guide  Is  confined  to  requlrementa 
which  have  been  expressly  stated.  In 
many  laws  and  regulations  there  Is  an 
implied  respon-^lblUty  to  keep  copies  ot 
reports  and  other  pa[>ers  furnished  to 
Federal  agencies,  and  to  keep  related 
working  papers.  Sirch  Implied  require- 
ments have  not  been  mcluded  In  the 
Guide. 

Tlie  following  types  of  requirements 
have  also  been  excluded  from  the  Guide : 

(1)  Requirements  as  to  the  keeping 
of  papers  furnished  by  the  Government, 
such  as  passports,  licenses,  permits,  etc.. 
unless  they  are  closely  related  to  other 
records  which  must  be  kept. 

(2)  Requirements  as  to  the  display  ol 
posters,  notices,  or  other  signs  in  places 
of  business. 

(3)  Requirements  contained  in  Indi- 
vidual Government  contracts,  unless  the 
contract  provisions  are  mcorporated  in 
the  Code  of  Federal  Regulations. 

Arrangement 

The  digests  of  recordkeeping  provi- 
sions comprising  the  Guide  are  grouped 
imder  the  Departments  or  independent 
agencies  which  Impose  or  administer 
them  (see  "Contents") .  Individual  items 
are  numbered  to  simphfy  Indexing.  The 
names,  addresses,  and  telephone  numbers 
of  contact  persons  within  e£ich  a^ncy 
are  located  at  the  end  of  the  appropriate 
grouping. 

In  general,  the  Items  retain  their  orig- 
tnal  numbers  from  year  to  year.  Renum- 
bering occurs  only  after  a  major  revision 
of  the  material  and  Is  so  Indicated  in 
brackets  after  the  name  of  the  agency 
involved.  Individual  items  revised, 
amended,  deleted,  or  added  are  shown  in 
brackets  following  the  item  heading. 

Two  supplements  to  the  Guide  contain 
generalized  Information  about  certain 
requirements  under  the  Second  War 
Powers  Act  of  1942  and  detailed  infor- 
mation on  requirements  imposed  by  the 
Federal  Aviation  Administration  relative 
to  the  availability  o(  credentlalB  for 
inspection. 

An  Index  to  the  Guide  follows  the  last 
supplement. 


NOTICE 

The  Guide  to  Record  Retention  ReQuircmcnts  does  not  have  the  effect  of 
law,  regulation,  or  ruling.  It  is  published  as  a  guide  to  legal  require-mentt 
that  appear  to  be  in  effect  as  of  January  1,  1977. 
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I.   DEPARTMEf^  OF 

AGRICULTURE 

1 .  Foreign  Agricultural  Service 

1.1  Person*     importins    cerlain    dmirj 
commodities. 

To  keep  record«  of  Importatlona  and 
of  the  transactions  relating  to  the  pro- 
curement and  disposition  of  such  com- 
modities. 

Retention  period:  Not  less  than  2  yean 
8ul)sequent  to  the  end  of  the  quota  period 
during  which  the  Importation  was  made. 
7  CFR  6.28 

1.2  [  Transferred  lo  I  6. 1 1 

1.3  [Transferred  to  I  6.2] 

1.4  L  Tran«f erred  to  1  6.3] 

1.3       [Transferred  to  I  6.4] 

1.6      [Transferred  to  I  6.5] 

fenoni  needing  further  informoHen  about 
lijfed  record  retention  requirements  thowld  con- 
tact  tlie   following: 

Franklin  H.  Sonnabend,  CJilef,  Managem^rt 
Analysis  Bran<h,  Rudget  and  Anolywt  Division, 
Foreign  Agriculturoi  Service,  U.S.  Departmen* 
of  Agricoltut»,  Room:  5096  S,  Woshington, 
D.C.  20250.  Telephone:  2O2-447-4220. 

2.   Agricultural       Marketing       Service 

2.1  Orange     and     grapefruit     handlers. 

[Amended] 

To  maintain  recorda  of  fnilt  received 
and  disposed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period:  At  least  2  succeeding 
years,  7  CFR  906.51;  as  may  be  pre- 
scribed by  the  marketing  committee,  7 
CFR  912.60,  913.50. 

2.2  Central  marketing  organizations. 

To  keep  records  regarding  allotment 
transactions  for  lemon  handlers. 

Retention  period:  3  years.  7  CFR 
910.62 

2.3  Lime  handlers. 

To  maintain  records  of  limes  received 
and  disposed  of  In  order  to  verify  reports 
submitted  thereon. 

Retention  period:  At  least  2  succeed- 
ing fiscal  years.    7  CFR  911.80 

2.4  Nectarine   handler*. 

To  keep  records  of  nectarines  received 
and  disposed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period:  At  least  2  succeed- 
ing fiscal  years.    7  CFR  916.80 

2.5  Pear,    plum,    and    peach    handlers. 
To  maintain  records  of  fruit  received 

and  disposed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period:  At  least  a  succeed- 
ing years.     7  CFR  917.50.  921  60,  931.60 

2.6  Apricot  handlers. 

To  TwnirittttTi  records  of  apricots  re- 
ceived and  disposed  of  as  may  be  neces- 
sary to  verify  reports  submitted  tbereoa. 

Retention  period:  At  least  2  succeed- 
ing yeara.   7CFR92a.M 


i.7      Qierry  handlers. 

To  maintain  records  of  cherries  re- 
ceived and  disposed  of  as  may  be  neces- 
sary to  verify  reports  submitted  tbereOD. 

Retention  perlcxl:  At  least  2  succeed- 
ing years.    7  CFR  923.60,  930.63 

2.8  Fresh  prune  handlers. 

To  maintain  records  of  prunes  received 
and  disposed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period;  At  least  2  succeed- 
ing years.    7  CFR  924.60,  925.90 

2.9  Potalo  handlers. 

To  keep  records  of  potatoes  received 
and  disposed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period:  At  least  2  succeed- 
ing years.  7  CFR  946.70,  947,80.  948.80, 
950.80,  953.75 

2.10  Onion  handlers. 

To  mnintAin  rccords  of  onlons  received 
and  dlsix}8ed  of  as  may  be  necessary  to 
verify  reports  submitted  thereon. 

Retention  period:  At  least  2  succeed- 
ing years.  7  CFR  958  65.  959.80 

2. 1 1  Tomato   handlers. 

To  maintain  records  of  tomatoes  re- 
ceived and  disposed  of  as  may  be  neces- 
sary to  verify  the  reports  submitted 
thereon. 

Retention  period:  At  least  2  succeed- 
ing years.     7  CFR  965.80,  966.80 

2.13      Papaya  handlers. 

To  maintain  records  of  papayas  re- 
ceived and  disposed  of  by  handler  as 
may  be  necessary  to  verify  reports 
requested.  

Retention    period:    2    years.    7    CFR 
928.60 
2.13       I.<tline  li.-indlcr". 

To  maintaOn  records  of  lettuce  re- 
ceived and  disposed  of  as  Diay  be  nacee- 
sary  to  verify  reports  submitted  thereon. 

Retention  period:  At  least  2  succeed- 
ing years.  7  CFR  971.80 


2.13a      Celery  producers  and  handl* 

To  maintain  records  to  substantiate 
the  reports  required  by  the  committee. 

Retention  period :  Not  less  than  1  year 
aftor  end  of  season.  7  CFR  967.71 

2.14     Almond  handlers. 

To   keep   records   showing   details   of 


receipt  of  almonds,  withholdings, 
shipments,  Inventories,  reserve  disposi- 
tion, and  other  pertinent  Information  in 
respect  to  operations. 

Retention  period:  2  years  after  end  of 
crop  year  to  which  such  records  apply. 
7  CFR  981.70 

2.14      Egg  handlers. 

To  maintain  records  of  eggs  received 
and  disposed  of  as  may  be  necessary  to 

verify  reports  submitted  thereon. 

R^etentlon  period :  2  years  beyond  fiscal 
period  of  applicability,   7  CFR   1250  352 

2.16      Filbert  handlers. 

To  keep  records  of  shelled  and  tn- 
shell  filberts  recelred  and  dtapoaad  ct 
as  prescribed  by  FUbert  Control  Board. 


Retention  period:  2  years  after  end  of 
marketing  policy  year  in  which  trans- 
action occurred.  7  CFR  982  71 

2.17  Walnut    handlers. 

To  keep  records  o'  shelled  and  in- 
shel!  wainu-s  and  walnut  luiitertal  re- 
ceived, held,  and  disposed  of. 

Retention  period :  2  years  after  end 
of  marketing  year  In  which  transactions 
a.'e  completed.  7  CFR  984.80.  984.4W. 
984  480 

2.18  Dateli.indlers. 

To  maintain  records  of  tne  receipt, 
holding,  handling,  withholding,  «ind  dis- 
position of  dates. 

Retention  period :  At  feast  2  years  sub- 
sequent to  termination  of  each  crop  year. 
7CFR987  68,  987  168 

2.19  Raisin  handlers. 

To  keep  records  as  prescribed  by  the 
Raisin  Administrative  Committee,  of 
raisins  received,  acquired,  stored,  sold, 
and  otherwise  disposed. 

Retention  period:  At  least  2  years  after 
the  termination  of  the  crop  year  In  which 
the  transaction*  occurred  7  CFR 
989  76.  989  176 

2.20  OHnp  handlers. 

To  maintain  records  of  olives  acquired, 
held,  and  disposed  of  as  may  be  pre- 
scribed by  the  Olive  Administrative 
Committee  and  needed  by  it  to  perform 
its  functions 

Retention  period:  At  least  3  yean 
beyond  the  crop  year  In  which  the  trans- 
action occurred.  7  CFR  932.61 

2.21  Prune  handlers. 

To  keep  records  of  prunes  received, 
held,  and  disposed  of  as  jMeacribed  by 
the  Prune  Administrative  Committee. 

Retention  period :  At  least  2  years  af  ta 
the  end  of  the  crop  year  in  which  th« 
transaction  occurred.  7  CFR  993.74, 
993  174 

2.21a      Cranberr?   liandlers. 

To  maintain  records  of  all  cranberries 
acquired,  withheld  from  handling, 
handled  or  otherwise  disposed  of  as  will 
substantiate  the  required  reports. 

Retention  period :  Not  less  than  3  years 
after  termination  of  the  crop  year  In 
which  the  transaction  occurred  or  for 
such  lesser  period  as  the  committee  may 
direct.  7  CFR  929.61 
2.21b      Peanut  handler*. 

To  maintain  such  records  of  peanuts 
received,  held,  and  disposed  of  by  him. 
as  win  substantiate  any  required  reports. 

Retention  period:  At  least  2  years  be- 
yond the  crop  year  of  their  applicability. 
Marketing  Agreement  146  i30  F.R.  9402) 
2.2 1  r      Hope  handlers. 

To  maintain  such  records  of  hops  han- 
dled or  held  as  will  substantiate  the  re- 
quired reports. 

Retention  period:  At  least  3  yean 
after  end  of  marketing  year.  7  cm 
M1.61 
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2.2 Id  Handlers  (including  each  nibaid- 
iary  and  afTiliale  thereof)  of  Type  62 
Shade  Tobacco. 

To  keep  5uch  booka  and  records  as  will 
clearly  show  the  detail*  of  the  respective 
person's  handling  of  tobacco,  Including, 
but  not  limited  to,  Identification  of  the 
grower  of  the  tobacco  and  the  field  In 
which  produced. 

Retention  period:  5  years.  7  CFR 
1201.60,  1201.130 

2.22  Shippers  handling  fruits  and  rege- 
tables  covered  by  exemption  certifi- 
cates under  marketing  order  pro- 
gruni-i. 

To  keep  records  of  such  shipments. 

Retention  period:  Not  specified,  except 
for  tomatoes  (at  least  2  succeeding 
years>.  7  CFR  917.141.  966.80 

(Certificate  (record)  returned  after 
shipment  of  commodities  (pears, 
grapes*.)    7  CFP  926.122.  927.125 

2.23  Commission  mcrchanl.i,  dealers, 
and  brokers  of  fruits  and  vegetables 
subject  to  the  Perishable  Agricultural 
Commodities  Aci  of  1930. 

(a)  To  keep  accounts,  records,  mem- 
oranda, and  documents  which  disclose 
all  b\islness  transactions. 

Retention  period :  2  years.  7  CFR  46.14. 
46.15,  46.17-4619,  46.21-4624,  46.28. 
46,29,  4631.  46  32 

(b)  To  preserve  recor(is  and  mem- 
oranda which  disclose  the  true  owner- 
ship and  management  of  the  business. 

Retention  period:  4  years.  7  CFR 
46  14 

2.2t  Date,  prune,  and  rai«in  importers. 
[  Ammd«'<l  1 

To  maintain  records  of  traixsactions. 

Retention  period:  Not  le.ss  than  2  years 
••subsequent  to  calendar  year  of  acquisi- 
tion for  dat^s  and  pnmes.  Not  less  than 
2  years  sub.sequent  to  calendar  year  of 
importation  for  raisms.  7  CFR  999  1.  999.- 
200,  999  300 

2.2.^  Paclters  of  pro<-f*»e<I  fmii«  and 
v«'K«'lablf». 

To  maintain  separate  data  sheets  for 
each  item  as  required  In  section  cited. 

Ret<>ntlon  period:  Not  specified.  7  CFR 
52.205 

2.26  [Rc-cocd; 

2.27  Traiisportcr".  sllipper^■.  and  han- 
diert     of     egg;'*     and     ecs     products. 

To  maintain  records  of  production,  re- 
reipt,  delivery,  sale,  movement,  disposi- 
tion, inventories,  and  class  and  quan- 
tities of  eggs  and  egg  products  and  such 
other  record.^  as  required  in  section  cited. 

Retention  period  2  year.-  7  CFR 
59.200 

2.28  [Reserved] 

2.29  Dairr  plants  approved  for  USD.A 
inspection     and     grading     service. 

To  maintain  (a)  records  of  quality 
tests  made  on  raw  mUk  and  cream  re- 
ceived from  each  prcxlucer.  seller,  or 
shipper,  I  b  >  pasteurization  recorder 
charts,  <c)  water  supply  test  certificates, 
and  id  I  cooling  and  heating  recorder 
charts 


Retention  period:  (a>  1  year,  (b)  3 
months,  (O  6  months,  (d>  3  months.  7 
CFR  58.148,  58.322 

2.30-2.37       [Reser%ed] 

2.38  Licensed     agricultural      products 
warehou.'*pnicn. 

To  keep  copies  of  all  receipts  Issued. 

Retention  period:  1  year  after  Decem- 
ber 31  of  the  year  in  which  the  corre- 
sponding original  receipt  is  canceled.  7 
CYR  101.17,  102.20,  103.17,  104.17,  105.17. 
106  17,   107.17,   108  17,   111.18 

2. 39  Licensed      agricultural      products 
warehousemen. 

To  retain  each  canceled  receipt. 

Retention  period :  6  years  after  Decem- 
ber 31  of  the  year  In  which  receipt  is 
canceled  and  for  such  longer  period  as 
may  be  necessary  for  the  purpose  of  any 
litigation  which  the  warehouseman 
knows  to  be  pending,  or  as  may  be  re- 
quired by  the  Administrator  in  partictilar 
cases  to  carry  out  the  purposes  of  the 
act.  7  CFR  101.28,  102.34.  103.28,  104.28, 
105.29.  106.30.  107.31,  108.29.  111.33 

2.40  [Reserved] 

2.41  Licensed     agricultural      products 
warehousemen. 

To  maintain  accounting  records  as 
specified  In  sections  cited. 

Retention  period:  6  years  after  Decem- 
ber 31  of  the  year  in  which  such  cotton 
for  such  longer  period  as  may  be  neces- 
sary for  the  purposes  of  any  litigation 
which  the  warehouseman  knows  to  be 
pending,  or  as  may  be  required  by  the 
Administrator  in  partictilar  cases  to 
carry  out  the  purposes  of  the  act.  7 
CFR  101.33.  102.37.  103.40.  104.28.  105.33. 
106  37,  107.39.  108.33.  111.41 

2.12      Licensed      acrricultural     products 
warehousemen. 

To  maintain  as  part  of  warehouse- 
man's records  an  exact  copy  of  etich 
reix>rt  submitted. 

Retention  period ;  3  years  after  Decem- 
ber 31  of  the  vear  in  which  submitted. 
7  CFR  101.36,  102.38.  103.41.  104.29, 
105.35,  106.39,  10742,  108  35,  111.44 

2.43      Licensed  cotton  warehousemen. 

To  keep  copies  of  certificates  covering 
cotton  stored,  and  copies  of  Forrf  A 
memorandums  and  Form  C  certificates 
i.-.'^ued  by  a  board  of  cotton  examiners 
which  forms  a  basis  of  any  receipt  issued. 

Retention  period:  1  year  after  Decem- 
ber 31  of  the  year  In  which  the  receipt 
ba.sed  on  such  certificates  or  memoranda 
is  canceled.  7  CFR  101.47 

2. 1  1      Licensed  cotton  warehousemen. 

To  keep  records  of  cotton  sampling  In- 
cluding the  written  request,  if  any. 

Retention  period :  1  year  after  Decem- 
ber 31  of  the  year  in  which  such  cotton 
is  removed  from  the  warehouse.  7  CFR 
101.49 
2.4.'>      liccn-t-d     tobacco     warehousemen. 

To  keep  records  of  information  neces- 
sary to  verify  any  submitted  forms. 

Retention  period:  2  years  from  the 
opening  of  marketing  season  In  which 
tobacco  Is  sold.  7  CFR  29.9407 


2.46  Licensed  agricultural  products 
warehousemen. 

To  keep  either  copies  of,  or  the  original 
inspection,  grade  and/or  weight,  certifi- 
cates covering  lots  of  commodities  stored. 

Retention  period:  3  years  after  Decem- 
ber 31  of  the  year  in  which  issued.  7 
CFR  102.29.  103.24,  105.46.  106.54,  107.55. 
108.47.  111.56 

2.47  IJcensed  grain  warehousemen. 

To  keep  records  of  weights,  kinds,  and 
grades  of  all  lots  of  nonstorage  grain 
received  into  and  delivered  from  ware- 
houses. 

Retention  period:  1  year  after  Decem- 
ber 31  of  the  year  in  which  the  lot  of 
nonstorage  grain  Is  delivered  from  the 
warehouse.     7  CFR  102.30 

2.48  Licensed  agricultural  products  ware- 
housemen. 

To  keep  as  a  record  notices  of  the 
condition  of  commodities  stored  In  the 
warehouse. 

Retention  period :  6  years  after  Decem- 
ber 31  of  the  year  In  which  created,  and 
for  such  longer  period  as  mtiy  be  neces- 
sary for  the  purposes  of  litigation  which 
the  warehouseman  knows  is  pending,  or 
as  may  be  required  by  the  Administrator 
In  particular  cases  to  carry  out  the  pur- 
poses of  the  act.  7  CFR  102.54,  103.39. 
106.48.107.51.  108.42.111.52 

2.49  Persons  shipping  agricultural  and 
vegetable  seeds  subject  to  the  Federal 
Seed  .Act  regulations. 

To  keep  complete  records  of  each  lot 
of  agricultural  and  vegetable  seeds  trans- 
ported or  delivered  for  transportation  in 
Interstate  commerce.  Including  records 
necessary  to  disclose  the  name  of  any 
substance  used  In  the  treatment  of  such 
seed. 

Retention  period:  3  years  for  docu- 
ments, 1  year  for  seed  samples,  including 
separate  samples  of  the  treated  seed  por- 
tion of  any  lot  of  seed.  7  CFR  201.4 

2.50  Cx)untry  shippers  of  agricultural 
seeds  subject  to  the  Federal  Seed  Act 
regulations. 

To  keep  copies  of  origin  declarations 
issued  and  records  showing  names  and 
addresses  of  growers  or  country  shippers 
from  whom  seeds  were  purchased,  quan- 
tity, and  date  of  delivery. 

Retention  period:  3  years  7  CFR 
201.5  (retention:  201.4) 

2. 51  Procurers  of  seeds  from  growers 
subject  to  the  Federal  Seed  Act  regu- 
lations. 

To  obtain  and  keep  the  grower's 
declaration. 

Retention  period:  3  years  7  CFR 
201.7  (retention:  201.4) 

2.52  Growers  of  seeds  subject  to  the 
Federal  Seed  .Act  regidations. 

To  keep  copy  of  the  grower's  declara- 
tion and  a  sample  of  the  seed. 

Retention  period:  3  years  for  docu- 
ments. 1  year  for  seed  samples.  7  CFR 
201.7  (retention:  201.4) 

2.53  Cotton  handlers. 

To  maintain  books  and  records  neces- 
sary to  carry  out  the  provisions  of  the 
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Cotton  Research  and  Promotion  Act  and 
to  verify  required  reports. 

Retention  period:  At  least  2  years  be- 
yond the  marketing  year  of  their  ai>- 
pUcabllity.  7  CFR  1205.335,  1205.531, 
1205.532 

2.34  Licensed   cottonseed   chemists. 

To  keep  records  of  the  analysis  of  each 
individual  sample  of  cottonseed  graded 
as  well  as  books,  papers,  records,  and  ac- 
counts relating  to  the  performance  of 
their  duties  under  the  Agricultural 
Marketing  Act  of  1946  and  the  regula- 
tions made  under  the  act  by  the  Secre- 
tary of  Agriculture. 

Retention  period :  At  least  1  year  after 
date  of  analysis.    7  CFR  61. 15 

2.35  [ Transftrrid  •to  I    11    and  revised] 

2.56  Accredited     turpentine     and     rosin 
processors  for  naval  stores. 

To  keep  such  records  as  may  be  neces- 
sary to  submit  correct  reports. 

Retention  period:  Not  specified.  7  CFR 
160.50 

2.57  [Reserved] 

2.58  Potato  handlers. 

To  maintain  books  and  records  nece«- 
sary  to  carry  out  provisions  of  the  Potato 
Research  and  Promotion  Act  and  to 
verify  required  reports. 

Retention  period:  At  least  2  years  be- 
yond marketing  year  of  their  applicabil- 
ity. 7  CFR  1207.351,  1207.532 

2.59  [Reserved] 

2.60  Milk  handlers. 

To  maintain  records  pertaining  to  re- 
ceipt and  use  of  milk  and  milk  products. 
Including  records  of  production,  proc- 
essing, and  distribution,  and  financial 
records  relating  thereto. 

Retention  period:  3  years,  but  can  be 
extended  by  the  market  administrator 
by  written  notice.  7  CFR  1000.5  (For 
specific  marketing  area,  see  Parts  1001- 
1199.) 

Persons  needing  furltier  information  about 
tilted  record  retention  requirenncnls  should  con- 
tact the   following: 

Robert  J.  McNeil,  Paperwork  Planning  and  Sys- 
tems Branch,  Administrative  Services  Division, 
AMS,  U.S.  Department  of  Agriculture,  Room 
1093  S,  Washington,  DC.  20250.  Telephone: 
202-447-7965. 

3.  Animal  and  Plant  Health  Inspection 
Service 

3.1  Licensed  manufacturers  (domestic 
and  foreign).  distributors,  and 
importers     of     biological     products. 

To  keep  detailed  records  of  production, 
Inventory,  disposition,  labeling,  steriliza- 
tion and  pasteurization,  and  such  other 
records  as  specified  in  part  cited. 

Retention  period:  2  years  after  ex- 
piration date  of  the  product  involved,  or 
longer  if  requested  by  the  Deputy  Ad- 
ministrator. Veterinary  Services.  9  CFR 
Part  116  (retention:  116. 8> 

3.2  Organizations  sponsoring  horse 
shows  or  exhibitions. 

To  maintain  records  as  specified  in 
section  cited. 


Retention  period:  90  days  or  as  speci- 
fied by  Deputy  Administrator.  9  CFR 
11.21 

3.3  [Deleted] 

3.4  IDeleledl 

3.5  Persons  processinjt.  transporting, 
shipping.  or  re<rei>  ing  poultry 
slaughtered  for  hyman  consumption 
or  poultry  products  in  commcrre,  or 
holding  such  products. 

To  maintain  detahed  records  of  such 
transactions  as  specified  in  the  regula- 
tions. 

Retention  period:  2  years.  9  CFR 
381.175  (retention:  381.177) 

3.6  R< -.  iirrli  in\<-lipator*  or  n^rarch 
sponsors  administering  experimental 
biological  products  to  animals. 

To  maintain  adequate  records  relaUve 
to  the  disposition  of  each  animal  ad- 
ministered experimental  biological  prod- 
ucts. Such  records  Include  name  and 
address  of  owner,  pertinent  data  about 
animals  and  their  location,  and,  if  sold, 
name  and  address  of  purchaser. 

Retention  period;  At  least  2  years  from 
the  date  that  an  experimental  product 
was  administered  to  such  animal.  9 
CFR  103  2 

3.7  Persons  certifying  animals  lo  be  free 
of    diclli>lslilbe«trol    (DLS)    residue. 

To  maintain  a  copy  of  such  certificate 
as  prescribed. 

Retention  period :  1  year  from  date  of 
transaction.  9  CFR  309.16 

3.8  Research  facilities,  exhibitors,  op- 
erators of  auction  sales,  and  dealers 
engaged  in  transportation,  sale,  and 
liandling  of  certain  warm  blooded 
animals  used  for  research,  exhibition, 
or  pel  purpo.ses. 

To  ketp  records  with  respect  to  the 
purchase,  sale,  transportation,  identifica- 
tion, and  previous  ownership. 

Retention  penod:  2  years  or  longer  as 
may  be  reqmred  by  any  Federal,  State,  or 
local  law,  9  CFR  2.75-2.78  (retention: 
2.79) 

3.9  Operators  of  livestock  markets  han- 
dling any  cla>-s  of  swine. 

To  maintain  records  of  origin  and 
destination  of  all  swtne.  and  also  of  the 
Identification  of  all  swine  other  than 
slaughter  swine,  handled  through  live- 
stock markets. 

Retention  period:  1  year  after  trans- 
action. 9  CFR  76.18 

3.10  Carriers  transporting  meat. 

To  keep  original  certificates  delivered 
to  a  carrier  separate  and  apart  from  aU 
its  other  papers  and  records  or  Identified 
in  some  acceptable  manner  so  •«  to  b« 
readily  accessible  for  review. 

Retention  period:  2  years  after  end  of 
year  in  which  transaction  occurred.  9 
CFR  325  14 

3.11  Meatbrokers,  renderers,  and  other 
persons  dealing  in  anim*!  carcaasei 
for  use  as  human  or  anlmai   food. 

To  keep  records  as  specified  In  section 
cited. 


Retention  period:  2  years  after  end  of 
year  in  which  the  transaction  occurred, 
or  longer  if  directed  by  the  Administra- 
tor. 9  CFR  320.1   (retention:  320.3) 

3.12  Custom  slaughter  operators  claim- 
ing exemption. 

To  keep  records  as  specified  in  section 
cited  or  by  the  Administrator. 

Retention  period:  2  years  after  end  of 
year  in  which  the  traasaction  occurred 
or  longer  if  directed  by  the  Administra- 
tor. 9  CFR  303.1  (retention  320.3) 

3.13  Tran>portcrs   of   undenntured    livo- 

slO(  k  liiiif;--. 

To  keep  shipper's  certificate. 

Retention  period:  2  years  after  end  of 
year  in  wiilch  transaction  occurred.  9 
CFR  325  8    retention:  320.3) 

3.14  Operators  of  quarantine  facililiea 
for  imported  birds. 

To  maintain  dally  log  for  each  lot  of 
birds,  recording  such  Information  as  gen- 
eral condition  of  birds  each  day,  source  of 
origin  of  each  lot,  total  number  in  each 
lot  when  imported,  date  placed  in  quar- 
antine, tests,  laboratory  findings,  and 
such  other  Information  as  specified  in 
section  cited. 

Retention  period :  1  calendar  year  fol- 
lowing relea.se  of  birds  from  quarantine. 
S  CFR  92.11 

3.15  Operator*  of  plants  preparing,  re- 
ceiving, or  shipping  certified  le<-lini- 
cal  animal  fat. 

To  keep  records  as  specified  in  section 
cited. 

Retention  period:  1  year  after  date  of 
transaction.  9  CFR  351.22 

Persons  needing  further  informotion  obout 
listed  record  retention  requirements  should  con- 
tact  the   following: 

Meat  and  Poultry  Inspection — 

E  C.  Mooti,  Jr.  Acting  Director,  Technlcol 
Services,  Meal  end  Poultry  Inspection,  4911 
South  Building,  Washington,  DC.  20250. 
Telephone:  202-447-7470. 

Veterinary  Services — 

E.  R.  Mockery,  Chief  Stuff  Veterinarian.  Regu- 
latory Administration,  Veterinary  Services, 
Room  868A,  Federal  Building,  Hyottsv.lle  Md. 
20782.  Telephone:  301-436-8684 

Plant  Protection  and  Quarantine — 

C  R.  Ranel<,  Executive  Officer,  Progrom  Serv- 
ices Office,  Plont  Protection  and  Quarantine 
Programs,  Room  402,  Federal  Building,  Hyatts- 
villc,   Md     20782     Telephone  301-436-8387 

4.  Agriculfural  Stabilization  and 
Conservation   Service 

4.1  [Re8er>ed] 

4.2  Producers  of  gum  naval  stores  from 
turpentine  tree*. 

To  keep  records  of  faces  by  tracts  and 
drifts  in  connection  with  the  Naval 
Stores  and  Agricultursd  Conservation 
Programs. 

Retention  period:  2  years  following 
close  of  applicable  program  year.  7  CFR 
706.6  (retention:  708.1) 
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4.2a  Food  prtK-essors  participating  in  the 
X Ileal  marketing  allocation  program. 

To  maintain  records  and  document* 
for  each  processing  plant  of  all  wheat 
processed  Inio  food  products  and  of  all 
Bale?  and  removals  of  food  products  from 

rrc'X'esslng  plants 

Retention  period.  3  year*.  7  CFR 
777.15 

4.2b       [Kesenetll 

4-.2<-  Dair>  ami  lM<ki  <  |ii  r  iiiclcninitv 
paynKTil  prDgrnm         parlMipiiiU-. 

To  keep  e.xlstl.ng  books,  records,  and 
Bcoou:its  supportlr.:;  anj-  infoiinatior. 
furnished  in  connection  with  ihe  pro- 
gram. / 

R«rentlon  period:  3  years  following 
tl.e  end  of  the  year  d'orlng  which  applica- 
tion for  payment  was  filed  7  CFR  760  30, 
760.118 

4. .3      Ginnors  yf  rotton. 

To  keep  for  each  bale  of  cotton  or  lot 
le&s  than  a  bale  ginned  by  him  records 
showing  la'  date  of  ginning;  ib'  name 
of  operator  of  farm  on  which  cotton  pro- 
duced; (O  name  of  producer  of  cotton; 
(d)  county  and  State  in  which  farm 
located;  (ei  gin  bale  number  or  mark; 
(f )  name  and  address  of  person  deliver- 
ing cotton  to  g-ln;  and  (g)  gross  weight 
of  each  bale  and  net  weight  of  each  lot 
of  lint  cotton  less  than  a  bale. 

Retention  period:  Until  December  31 
of  second  year  following  year  in  which 
cotton  Is  planted.'  7  CFR  722.85  >  reten- 
tion: 722.88' 

•1.1      Buyers  of  colton. 

To  keep  for  each  bale  of  cotton  or  lot 
less  thaji  a  bale  purchased  from  a  pro- 
ducer records  showing  *a  '  name  and  ad- 
dress of  the  producer;  (b'  date  pur- 
chased; (c)  original  gin  bale  number  or 
equivalent;  (di  number  of  pounds  of  Unt 
cotton  In  each  bale  and  lot;  and  le) 
amount  of  penalties  to  be  collected,  Lf 
any. 

Retention  period:  Until  December  31 
of  second  year  following  year  In  which 
cotton  Is  planted  '  7  CFR  722.86  (reten- 
tion: 722. 88> 

4..->-1.6       [Ke!.ir\edl 

4.7  ^  .irfln)ii»<'iiicii.  proff-*!)!-.  roiniiiuii 
rarrier",  anil  otluT  p«T»»>ii-<  haiitltitii: 
•  iilliin  frurn  for.  or  iiri  iM'lialf  uf  tiic 
prixluirr. 

To  keep  records  concerning  such  cot- 
ton so  that  the  accuracy  of  any  reports 
cr  other  records  that  may  be  required 
can  be  checked. 

Retention  period:  Until  December  31 
of  second  year  following  year  in  which 
cotton  Is  plant-^d  7  CIK  722  87  reten- 
tion: 722  88' 

4.B       I'riMliii"  r-  uf  rotliiii. 

To  keep  records  of  cotton  marketed, 
and  a  copy  of  certiflcate  showing  name 
and  address  of  buyer  or  transferee  if 
marketed  lo  persons  not  within  the 
United  States.  _ 


'  Or  for  such  longer  f>erlcxl  of  time  as  may 
be  requested  In  writing  by  the  State  Exera- 
tlve  Directi  r  or  ihp  Director 


Retention  period:  Until  December  31 
of  second  year  following  year  in  which 
cotton  is  planted.'  7  CFR  722.90 

4.9  Pnxlurers  and  producer-manufac- 
turers of  fire-cured,  dark  air-cured. 
\'irpinia  jun-riiri-j,  ri(;ar-binder,  and 
ripar-filler       and       binder       tobacco. 

To  maintain  records  relating  to  acre- 
age, production,  and  disposition  of  to- 
bacco as  required  by  regulations. 

Retention  period:  3  years  after  end 
of  marketing  year.'  7  CFR  724.95  (reten- 
tion- 724.105) 

l.Kl  I'rmluccrs  of  fluc-inrcd  and  hurley 
toii-irco. 

To  maintain  records  relating  to  the 
production  and  disposition  of  tobacco. 

Retention  period :  3  years  after  end  of 
marketing  year.-  7  CFR  725.98,  726.92  (re- 
tention: 725.111,  726.102)  (^ 

I 

4.11  OjfEar  tobacco  buyers  and  loun  or- 
ganii:ation<!. 

To  maintain  records  relating  to  each 
sale  of  tobacco  made  by  producer  to 
buyer,  kinds  of  tobacco  purchased,  and 
disposition  of  such  tobacco. 

Retention  period:  3  years  after  end  of 
marketmg  year.'  7  CFR  724.99.  724.100 
'retentl-n:  724.105) 

4.12  Tnu-Ucrs  and  persons  redrying, 
prizing,  or  sleniiiiinc  fire-cured,  dark 
air-<  urcd,  Virginia  Aun-cured,  cigar- 
liiiiticr.  atiil  ciKar-filler  and  binder 
tobacco. 

To  keep  complete  and  detailed  records 
containing  specified  Information  con- 
cerning each  lot  of  tobacco  received  and 
copies  of  required  reports. 

Retention  period:  3  years  after  end  of 
of  marl-.cting  vear  '  7  CFR  724.101  (reten- 
tion: 724.105) 

4.13  Truckers  and  firnw  redrying, 
prizing,  or  stemming  flue-cured  and 

iiurl'v    tobacco,    and    storage    firms. 

To  keep  complete  and  detailed  records 
containing  specified  Information  con- 
cerning each  lot  of  tobacco  received  or 
handled  and  copies  of  required  reports. 

Retention  period:  3  years  after  end  of 
marketing  year.'  7  CFR  725.105,  726.96 
(retention:  725.111.  726.102) 

4.14  Vi'ar«-hou!i.omen  handling  hurley. 
firc-cured.  dark  nir-ciircd,  Virginia 
futvcured,  cignr-biiider,  cigar-filler 
iiiu!   binder,  and   fluc-curcd   tobacco. 

To  keep  records  that  will  permit  fur- 
nlshlnp  detailed  information  of  all  trans- 
actions. 

Retention  period:  3  years  after  end  of 
marketmsj  year."  7  CFR  724.96,  725.99, 
725.115,  726.93  (retention:  724.105, 
725.111,  726.102) 

4.1.5  Firiii>  acting  as  marketing  agents 
or  proccf»or>-  for  proces.xcd  producer 
carryover  tobacco. 

To  maintain  records  as  required  In 
sections  cited,  in  addition  to  records  re- 
lating to  receiving,  processing,  storage, 
and  ssUe  of  producer  tobacco  delivered 
to  him  for  processing 

Retention  period  3  years.'  7  CFR 
725.103.  726  105 


4.16  Dealers  handling  hurley,  fire-cured, 
dark  air-cured,  Virginia  ran -cured, 
cigar-binder,  cigar-filler  and  binder, 
and  fine-cured  tobacco. 

To  keep  records  that  will  permit  fur- 
nishing detailed  Information  of  all  trans- 
actions. 

Retention  period:  3  years  after  end  of 
marketing  yeax.'  7  CFR  724.97.  724.99. 
725.100,  726.94  (retention:  724  105. 
725.111,  726.102) 

4.17  Firm.s  'lorinir  pro<-es«.ed  or  unproc- 
essed producer  ov,  ne<l  tobacco. 

To  maintain  records  as  required  in 
sections  cited,  in  addition  to  record.s  re- 
quired by  7  CFR  725.105,  726.96 

Retention  period:  3  years.-  7  CFR 
725.103,  725.104,  726.105,  726.106 

4.18  Persons  engaged  in  more  than  fine 
Idjsines.*  r<latinK  to  Iu!iac«'i;. 

To  keep  separate  records  for  each  busi- 
ness a£  required  by  regulations. 

Retention  period:  3  years  after  end  of 
marketing  year.'  7  CFR  724.102.  725.106. 
726.97  (retention:  724  105.  725  111, 
726.102) 

4.19-4.26      [Reserved] 

4.27  \(1icat  producer?,  warehousemen, 
ele^a!or  operator*,  feeders,  proces- 
sors or  Iraiis/crec*.  and  buyers. 

To  keep  records  of  wheat  traR^actlons 
as  specified  In  the  regulations. 

Retention  period:  2  calendar  years 
beyond  the  calendar  year  in  which  the 
marketing  year  ends.  7  cm  728.1173, 
728.1174.  728.1177 

1. 27a  Industtrial  users  of  flour  «cctmtl 
cli'ars. 

To'malntaJn  accurate  records  and  doc- 
uments supporting  Information  shown  on 
Form  CCC-161  (Industrial  Users  Produc- 
tion Report  and  Claim  for  Refund) . 

Retention  period:  3  years.  7  CFR 
777.19 

4.27h     DifclrlLiitors  of  flour  se<  oml  1 1<  ar~. 

To  maintain  accurate  records  and  doc- 
imients,  including  Forms  CCC-165  (Proc- 
essor Certification)  and  CCC-165-1 
(Flour  Second  Clears  > ,  relating  to  the 
sale  of  flour  second  clears  to  Ind.istrla: 
users. 

Retention  period:  3  years.  7  CFR 
777.20  (retention:  777.19' 

4.28  Peantil  producers. 

To  keep  copies  of  specified  reporLi  on 
disposition  of  peanjtj<  produced  and 
marketed. 

Retention   period:    3   years   following 
end  of  pertinent  marketing  year.'  7  CFR 
729.52,  729.53,  729,54,  729.56  'retention 
729.66* 

4.29  Peanut  buyers. 

To  keep  detailed  records  oi  peanut« 
marketed  and  sales  memoranda  with  re- 
spect to  farmers  stock  peanuta  and 
shelled  peanuts  purchased  from  pro- 
ducers. 

Retention  period:  3  years  following 
end  of  pertinent  marketing  year."  7  CFR 
729.57  (retention:  729.66) 
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4.30  Peanut  shellers. 

To  maintain  detailed  records  and  keep 
copies  of  reports  pertaining  to  the  shell- 
ing of  each  lot  of  peanuta  (Including  rec- 
ord of  peanuta  retained  by  the  sheller) 
as  specified  In  the  regulations. 

Retention  period:  3  years  following 
end  of  pertinent  marketing  year,'  7  CFR 
729.62  (retention:  729  66' 

4.31  Rice  produiern,  viarehousemen, 
mill  or  elevator  operators,  other 
processors  or  transferees,  and 
buyers. 

To  keep  records  of  rice  transactions  as 
prescribed  in  sections  cited. 

Retention  period;  2  calendar  years 
beyond  the  calendar  year  in  which  the 
marketing  year  ends.'  7  CFR  708.1, 
730  34,  730.35.  730.38 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
fact  the  following. 

Sara  L  Cohran,  Chief,  Communications  Man- 
agement Branch,  Administrative  Services  Di- 
vision, Agricultural  Stabilization  and  Conserva- 
tion Service,  US  Department  of  Agriculture, 
Room  6950  South,  Washington  DC.  20250. 
Telephone:  202--t47-2721 . 

5.  Commodify   Credit  Corporation 

5.1  Warchousenicfi  iiariilling  storage 
agreements  for  bulk  oils. 

To  maintain  inventory  and  oi>erating 
records. 

Retention  period:  Not  specified.  7 
CFR  1424.2 

5.2  r.oHonseed  cru-hcr'  parliiipating  in 
the  cottonseed  oil  and  meal  purcliase 
program. 

To  keep  complete  and  detailed  records 
as  specified  with  respect  to  all  purchases 
of  cottonseed  and  other  specified  trans- 
actions. 

Retention  period  A!  least  3  y-^ars  from 
the  last  date  any  of  the  products  ten- 
dered by  the  crusher  have  been  dehvered 
7  CFR  1443.67 

5.3  [Reserved] 

5.4  Peanut  shellers  participating  in  the 
peanut  price  support   program. 

To  keep  accounts  with  respect  to  the 
purcha.?e  and  sale  of  crop  pean'its,  m- 
cluding  types,  grades,  quality,  weight, 
names  and  addresses  of  producers  and 
purchasers,  and  date  and  place  of  each 
transaction. 

Retention  period:  3  years  after  final 
delivery  of  peanuts  to  CCC.  7  CFR  1446.19 

5.5  Mohair  producers  participating  in 
the  payment  program  for  mohair 
and       liheir       marketing       agencies. 

To  maintain  books,  records,  and  ac- 
counts showing  the  marketing  of  mohair 
on  which  an  application  for  payment  is 
based. 

Retention  period:  3  years.  7  (7PR 
1468.22 


5.6  Prodacers  of  wool,  sheep,  and  latnb* 
and  their  marketing  agencies  partici- 
pating   in    price    support    program. 

To  maintain  books,  records,  and  ac- 
counts on  production  of  wool,  sheep  and 
lambs,  and  the  shearing  thereof,  and 
on   purchases   of    lambs   on    and   after 

Aprtl  1,  1956. 

Retention  period:  3  years  after  end  of 
specified  marketing  year.  7  CFR 
14721;?51.    1472.1451 

5.7—3.8       [Reserved] 

5.9  Handlers,  dealers,  and  warehouse- 
men performing  transaction*  with 
reaard  to  delivery  orders  under 
the  liveslitck  feed  proprani. 

To  maintain  books  and  records  which 
will  permit  verification  of  all  transac- 
tions -xith  regard  to  delivery  orders. 

Retention  period:  At  least  3  full  years 
following  deliveries  against  delivery  or- 
ders I  or  to  be  kept  longer  if  requested 
by  the  Commodity  Credit  Corporation), 
7'CFR  1475  213 

,1,10  Dealers  partirlp.itl tig  in  the  Puerto 
Rican  tobacco  purchase  program. 

To  keep  records  with  respect  to  all 
transactions  relating  to  the  tobacco  of 
any  crop  year  during  which  tobacco  Is 
sold  to  CCC. 

Retention  period:  3  years  after  dellv- 
ety  of  tobacco  'o  CCC  7  CFR  1464  60 

!i.!  I  r.xporters  of  agricultural  coninnid- 
ilies. 

To  maintain  documents  evidencing  the 
export  sale  contract  and  obligation  of 
Importer  for  financed  portion  of  export 
sale. 

Retc^rtion  period:  3  years  after  ma- 
turity of  related  financing  agreement. 
7  CFR  1488.19 

5.12  Crtishers  of  castor  beans  parlici- 
paliiic  in  llie  caster  oil  purchase 
pruiiram. 

To  maintain  bookt,  records,  and  ac- 
counts including  name  of  sellers,  date  of 
receipt,  and  the  gross  and  clean  weight, 
quality  and  price  of  each  lot  of  castor 
bc.n  purchased. 

Retention  period :  At  least  3  years  from 
last  date  any  castor  oil  l.-^  delivered  by  the 
crusher.  7  CFR  1443.108 

.5.13  \^'ar«hoii>enien  handling  hone» 
uiitler    the    price    support    program. 

To  maintain  inventory  and  operating 
records. 

Retention  period:  Not  specified.  7  CFR 
1434.51 

5.1  1  V>  arehoux  nil  II  li.inilliiif;  ;:raiti.  rice-. 
ilrv  etiible  beans,  and  seed  under  the 
price  supi>orl  program. 

To  maintain  inventory  and  operating 
records. 

Record  retention:  Not  specified,  7  CFR 
1421.5552 


.1.5-5.17 


IRcM 
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5.18      Cotton  ginners  participating  in  the 
cottonseed  purchase  program. 

To  keep  books,  records,  and  accounts 
for  all  purchases  of  cottonseed  (including 


name  of  producer,  date  of  receipt,  weight, 
and  purchase  price  of  each  lot  >  and  other 
transactions. 

Retention  period :  3  years  from  last  day 
any  cottonseed  Is  tendered  to  CCC  for 
purchase  under  the  applicable  Partici- 
pating Ginner's  Agreement-  7  CFR 
1443.13 

5.19  Cooperative  tnarketine  associations 
parlicipalmg  in  llie  p'-ice  sujijHJrt 
program. 

To  maintain  records  showing  quantity. 
quality,  and  disposition  of  commodities 
•  cotton,  dry  edible  beans,  honey,  rice, 
soybeans,  tung  oil'  eligible  for  price  sup- 
port received  from  each  member  The 
same  records  to  be  Kept  for  commodities 
received  from  nonmembers  which  are  In- 
eligible lor  price  support 

Retention  period:  Tlirough  er.d  of  the 
5ih  marketing  year  followuig  the  mar- 
keting year  for  which"  approval  Is  ub- 
talned     7  CFR  1425  17,  1425.18 

,')  20  Fxporters  participating  in  the  to- 
bai  CO  export  program. 

To  maintain  accurate  records  'Includ- 
ing contracts  of  purchase,  sale,  and 
storage^  establishing  eligibility  of  to- 
bacco for  export  payments  made  to  ex- 
porters under  the  program. 

Rot!  niion  period:  3  years  after  date  of 
exiwrt      7  CFR  1490.10 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact  the   following: 

Soro  I  Cohran.  Chief,  Communlcotions  Man- 
agement Bronch  Administrotiv*  Services  Divi- 
sion, Agricultural  Stabilizotion  ond  Conservo- 
tion  Service,  US  Deportment  of  Agriculture, 
Room  6950  South,  Washington,  DC.  20250. 
Telephone    202-447-2721. 

6.   Office   of   the   Generol    Sales   Man- 
ager [Tionsferred  from  1  1  1 

f).l  1  \porl<r«  -iiliiect  to  export  sales  re- 
porting requirement*.  ITransferred 
From  1  1.2] 

To  maintain  records  of  all  export  sales 
of  commodities  designated  in  7  CFR  Part 
20.  Appendix  1,  including  contracts  and 
other  agreements  with  foreign  buyers 
and  sellers,  and  bills  of  lading  or  delivery 
documents  evidencing  all  such  exports 
and  inspection  and  weight  certificates 
relating  thereto, 

Fletention  period:  3  years  after  date  of 
exix>rt  to  which  they  relate.  7  CFR  20.9 

(t.2  Private  organizations  or  individuals 
v>hich  enter  the  firivate  trade  af;ri  e- 
ments  pursuant  to  title  I  of  Public 
Law   480.    [Transferred   In.m    I    1.3) 

Maintain  books  and  records  as  well 
as  pertinent  documents,  correspondence, 
and  memoranda  covering  all  transac- 
tions relating  to  the  private  trade  agree- 
ment. 

Retention  period:  Not  specified  isub- 
ject  lo  examination  by  the  Adminis- 
trator at  all  reasonable  times  until  the 
entire  amount  due  under  the  agreement 
has  been  paid  CCC ' .  7  CFR  14.66 
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6.3  SappliiT*  who  »^n  agricultural  com- 
niodities  under  a  title  I  cr«iit  par- 
rluiM-  autliiiri/ation  (including  ocejin 
transfMirtiition ) .  [Tratisfcrred  From 
I    1.4i 

Maintain  pertinent  books,  documents, 
papers,  and  records  related  to  the  sup- 
plier and  the  importer. 

Retention  period:  3  years  after  final 
payment  under  such  contracts.  7  C7FR 
14.17 

6.i  Kxporlir*  i>f  asri'  ullural  couumxl- 
itifs  undir  C.C.i'.  c\p<»rt  credit  sales 
program.    [Tran.sf erred  Froni  I   1.3] 

To  keep  books,  documents,  papers,  and 
records  involving  transactions  relating 
to  contracts  between  the  exporter  and 
the  Importer. 

Retention  period;  3  years  after  ma- 
turity of  related  credit  arrangement.  7 
CFR  1488.19 

6.!>  Iniporler^  and  «iipplier'>  in\ol>rd  in 
sa!(  >  tif  as:ri«iilliir;il  comnir.Iitie-. 
LTran>ferrid  From  I  l.f)] 

(ai  Importers — To  maintain  a  record 
of  all  offers  received  from  suppliers  as 
a  result  of  public  tenders  or  negotiation. 

ib»  Suppliers — To  maintain  accurate 
books,  records,  and  accounts  with  respect 
to  all  contracts  entered  into  hereunder. 

Retention  period:  Until  expiration  of  3 
years  after  final  payment  under  such 
contracts.  7  CFR  11.6,  11.17,   17  6.  17.17 

Perseus  needing  further  information  about 
nsted  record  retention  requirements  should  con- 
focf  the  following 

Thomos  B  McDonald,  Jr  ,  Adminislrative  Offi- 
cer, Office  of  the  Generol  Sale;  Manager.  Room 
4066  South,  US  Oeportmenf  of  Agriculture, 
Waihington  D  C  20250  Te'ephone  202- 
447-7493 

7.   Farmers    Home    AdministraHon 

7.1  Indi>iJual  Ixirrnvters  and  grant 
reiipient"  of  I  H\  fund>'. 

To  maintain  records  of  the  operations 
to  meet  requirements  of  State  and  local 
regulations  and  terms  of  agreement  with 
FHA  and  other  creditors. 

Retention  period:  Not  specified.  7  CFR 
1802.24 

7.2  Local  ori;aiu/a(it)iis  olitaiiiing  viatcr- 
shed  loan*  and  adTance*  under  tJie 
Watershed  I'rolecrlon  and  Flood  Pre- 
vention .\rl. 

To  maintaLn  accounts  and  records  re- 
lating to  the  installation,  operatlona.  and 
maintenance  of  works  of  Improvement 

Retention  period:  3  years  after  the 
year  to  which  such  records  pertain.  7 
CFR  1823.359 

7.3  Rural  communities  and  other  a«so- 
ciation*)  or  organizations  of  farmers 
and  rural  residents  obtaining  loans 
and  Rranls  for  housing,  central  do- 
mestic Hater  systems,  waste  disposal 
systems,  shift-in4and-use  projects 
and  related  facilities,  and  recrea- 
tif>nal  facilities. 

To  maintain  records  of  its  operations, 
maintenance,  and  management  of  its  fa- 
cility Including  the  establishment  suid 
maintenance  of  financial  accounts  and 
records. 


Retention  period:  Untfl  summarized 
and  reflected  to  the  agency's  oflBclal  rec- 
ords and  until  the  requirements  of  State 
and  local  law?  and  regulations  are  met. 
Number  of  years  after  this  point  not 
specified.  7  CFR  1802.77.  Part  1823,  App. 
2.  Item  3,  1823.107,  1823.284 

7.4  Persons  receiving  communitj  facU- 
ily  loans. 

To  maintain  books  of  account  and  all 
other  records,  books,  memoranda  which 
support  entries  In  the  books  of  siccoimt. 

Retention  period:  At  least  3  years.  7 
CFR  1823.14 

7..)  l{i)rrov»ers  receiving  bui-incss  and  iu- 
du.-trial  loans  from  private  lending 
institutions  guaranteed  by  the  Farm- 
•Ts  Home  .Administration.  [Amend- 
.dl 

To  maintain  accounting  records  sat- 
isfactory to  the  lender  and  the  Farmers 
Home  Administration. 

Retenuon  period:  Not  .•specified.  7  CFR 
1980493 

~ .(i  Individual  iKtrrovvers  receiving  real 
estate-  and  operating  type  loans  from 
private  lending  institutions  guaran- 
teed by  the  Farmers  Home  .Adminis- 
tration. 

To  maintain  accounting  records  satis- 
factory to  the  lender  and  the  Farmers 
Home  Administration. 

Retention  period:  Not  specified.  7  CFR 
1841.75 

7.7  FJorrowers  receiving  eniergency  live- 
slock  loans  from  private  lending  in- 
stitutions guaranteed  by  the  Farmers 
Home  \dministration. 

To  maintain  accouiating  records  satis- 
factory to  the  lender  and  the  Farmers 
Home  .Administration. 

Retention  period:  Not  specified  7  CFR 
1845.29 

Persons  needing  fur'Ser  Information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

N.  Eric  Rierson,  Chief,  Records,  Forms,  and 
Comrronifotions  Management  Branch,  Business 
Services  Division,  Farmers  Home  Administra- 
tion, USDA,  Washington,  D.C.  20250.  Tele- 
phone: 202-447-4495. 

8    Federal  Crop  Insurance  Corporation 

8.1  Insured  under  Federal  Crop  Insur- 
ance Torporalion.  [.Amended] 

To  keep  records  of  harvesting,  storage, 
shipments,  sale,  or  other  disposition  of 
all  barley,  dry  beans,  combined  crops, 
com,  cotton,  fla.x,  grain  sorghum, 
oat'5,  peanuts,  carmlng  and  freezing 
peas,  dr\-  peas,  rice,  rye,  soybeans, 
sugar  beeLs,  sugarcane,  sunflowers,  to- 
bacco, tomatoes,  and  wheat  produced  on 
eacii  insurance  unit  covered  by  the  con- 
tract, and  separate  records  showtog  the 
same  information  for  production  on  any 
uninsured  acreage  of  the  insured  crop  in 
the  county  in  which  he  has  an  interest. 

Retention  period:  2  years  after  time  of 
loss.  7  CFR  401.111,  sec.  17 

Persons  needing  f»rH»er  infonnotion  about 
listed  record  retention  requirements  should  ton- 
tact   the    following: 


lolph  F.  Sattcrfleld,  Administrative  Services 
Brand),  Admin istrativa  Management  Division, 
FederoJ  Craft  Insurance  Corporation,  Koom 
4606  South,  Washington,  DC.  20250  Tele- 
phone 202-447-4603. 

9.   Packers  and  Stockyards 
Administration 

9.1  [Reserved] 

9.2  Market  agencies  or  licensees  sell- 
ing or  buying  livestock  or  live  poul- 
try on  a  commission  or  agency  basis. 

To  keep  accounts  and  records  in  re- 
gard to  the  Custodial  Account  for  Ship- 
pers' Proceeds  and  the  Custodial  Ac- 
count for  Buyers'  Funds. 

Retention  period:  2  years.'  9  CFR 
201.42  (retention:  201.50) 

9.3  Market  agencies  or  licensees  sell- 
in?;  or  buying  livestock  or  live  poul- 
try on  a  commission  or  agency  basi*. 

To  keep  available  for  Inspection  by 
owners  or  consignors  or  purchasers 
copies  of  bills  covering  charges  paid  for 
or  on  behalf  of  the  owner  or  consignor 
which  were  deducted  from  the  gross 
proceeds  of  the  s&le  or  added  to  the  pur- 
chase price  thereof  when  accounting  for 
the  sale  or  purchase. 

Retention    period:     2    years."    9    CFR 

201.45  (retention:  201.60) 

9.4  Stockyard  owners,  registrants  buy. 
ing  or  selling  livestock,  and  licens- 
ees   buying    or    selling    live    poultry. 

To  keep  (in  addition  to  other  neces- 
sary records)  dally  accurate  records  of 
purchases,  sales,  shipments,  prices,  etc. 

Retention    period:    2    years.'    9    CFR 

201.46  (retention:  201.50) 

9.3  Sellers  of  live  poultry  under  Pack- 
ers  and  Stockyards   Act   regulaliuns. 

To  keep  copy  of  ticket  prepared  by 
seller  at  time  of  sale  showing  the  name  of 
the  designated  market,  the  date  of  the 
transaction,  the  names  of  the  seller  and 
buyer,  the  number  of  coops,  kinds  of 
poultry,  price  per  poimd,  and  such  terms 
and  conditions  as  the  parties  may  agree 
upon. 

Retention  {>eriod:  2  years."  9  CFR 
201.48  (retenUon:  201.50) 

9.6  Stockyard  owners,  market  agencies, 
or  licensees  weighing  livestock  or 
live  poultry  for  purposes  of  purchase 
or  sale  under  Packers  and  Stockyards 
Act  regulations. 

To  keep  copy  of  scale  ticket  of  weigh- 
ing showing  for  both  livestock  and  live 
poultry,  name  of  agency  performing  the 
service,  date  of  weighing,  number  of  the 
scale  or  other  information  Identifying 
the  scale,  name  of  seller,  name  of  buyer, 
name  of  consignor,  or  understandable 
abbreviations  of  such  names;  in  case  of 
Livestock,  also,  the  niunber  of  head,  kind, 
and  actual  weight,  the  amount  of  dock- 
age and  name  or  initials  of  person  weigh- 
ing it;  and.  In  case  of  live  poultry,  also, 


•  Except  as  otherwise  provided,  records 
sb&U  not  be  deetroyed  or  disposed  at  with- 
out Xixe  consent  In  writing  ot  the  Admin- 
istrator, Packers  and  Stockyards  Admlnta- 
tratlon,  Deparunent  of  Agriculture.  S  CFR 
201.60. 
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number  of  coops  weighed,  the  gross,  tare, 
and  net  weights,  and  the  name  or  Intdato 
of  person  operating   scale  at  thne  of 

weighing.  

Retention  period;  2  years.*  9  CPR 
201.49  (retention:  201J50) 
9.7  Stockyard  owners,  market  agencies, 
or  licensees  who  weigh  livestoA  or 
live  poultry  for  pnrpoM*  of  pnK*M« 
and  sale  under  Packers  and  Stock- 
yards Act  regulations. 

To  keep  one  copy  of  form  report  of 
tests  and  inspections  of  scales  and  shall 
cause  one  copy  to  be  kept  by  the  agency 
conducting  the  test  and  hispectlon  of  the 
scales  (a  thh-d  copy  to  the  Area  Super- 
visor of  the  Service) .  

Retention  period:  2  years.'  9  CFR 
201.74,  201.106  (retention:  201.50,  201- 
101) 

9.8  Antliorired  State  agencies  and  live- 
stock associations  and«r  Packers  and 
Stockyards  Act  regulations. 

To  keep  adequate  records  showing  In 
detail  the  income  derived  from  the  wd- 
lection  of  authorized  fees,  the  disburse- 
ment of  such  funds  as  expenses  for 
ctmducting  the  services,  the  Inspections 
performed  and  the  results  thereof.  In- 
cluding records  showing  a  full  descrip- 
tion of  brands,  marks,  and  otber 
Identlfsdng  charactertstics  of  Inspected 
livestock;  and  ctirrently  matntaln  ree- 
ords  of  the  brands,  marks,  and  other 
identifying  characteristics  of  llvestoclc 
located  in  the  State  from  which  such 
agency  or  association  will  operate  and 
with  reference  to  which  the  authorisa- 
tion has  been  granted. 

Retention  period;  Not  specified.'  9 
era  201.89 

9.9  Packers  subject  to  the  pro^riaioBa  of 
the  Packers  and  StockT»rds  Act. 

To  retahi  for  the  specified  period  of 
time  tiie  following  records: 

(a)  Cutting  tests;  departmental  trans- 
fers; buyers'  estimates;  drhre  sheets; 
scale  tl<*ets  received  from  others;  hiven- 
tory  Emd  products  In  storage;  receiving 
records;  trial  balances;  departmental 
overhead  or  expense  recapitulations; 
bank  statements,  reconciliations  and 
deposit  slips;  production  or  sale  tonnage 
reports  (Including  recapitulations  and 
summaries  of  routes,  branches,  plants, 
etc.) ;  buying  or  sealing  pricing  Instruc- 
tions and  price  lists;  correspondence, 
telegrams,  telets^pe  communications  and 
memoranda  relating  to  matters  other 
than  contracts,  agreements,  purchase  or 
sales  Invoices,  or  claims  or  credit 
memoranda. 

(b)  Km  sheets,  lot  sheets  or  carcass 
graded  cost  sheets;  carcass  hot  weight 
sheets  and  carcass  test  cost  sheets  by 
lots  for  purchases  of  hvestock  ota  a  grads 
and  yield  or  grade  or  yield  basis;  con- 
tracts and  agreements;  purchase  in- 
voices; sales  invoices:  freight  bills,  bills 
Df  lading  or  shipping  tickets;  scale  tick- 
ets and  weight  records  issued  or  prepared 
by  the  packer;  cash  sales  receipts  and 
memoranda;  claims  and  credit  memo- 
randa ;  canceled  checks  and  drafts ;  check 


See  footnote  3  page  39100. 


HECOtD  RETCNTJON  GUH>€ 

stabs  or  joaehen;  eoi r e^xmdence,  tele- 
grams, t^eQpe  oommtmloatlons,  and 
memoranda  relating  to  contracts,  agree- 
ments, purchase  or  sales  invoices,  or 
^'tyimn  or  credit  memoranda. 

(c)  Departmental  statements  and  sum- 
maries; balance  sheets  and  profit  and 
loss  or  operating  statements. 

Retention  period:  (a)  1  year;  (b)  2 
years;   (c)  3  years.     9  CPR  203.4 

9.10  Stockyard  owners,  market  age»- 
cies,  dealen  and  licensees  subject  to 
the  provisions  of  the  Packers  anJ 
Stockyards  Act. 

To  maintain  records  of  items  listed  In 
section  cited. 

Retention  period:  2  full  calendar  years, 
or  longer  If  directed  by  the  Adminis- 
trator.'9  CFR  201.50 

9.11  Packers  and  dealer*  of  live  pooltry 
nnder  the  Packers  a»d  Stockyards 
Act. 

To  keep  records  listed  In  the  section 

Retention  period:  2  years.  9  CFR 
201.101 

P»f»on»  needing  fwrthsf  InfarmiMam  oboirt 
n»t»d  re<ord  retention  requirement*  »hould  coo- 
loct  the  following: 

Robert  y  McKUa,  Poperwork  PUiniui»9  oad 
Sritenn  Bronch,  Admlniitnitlve  SM>ica*  Wvi- 
lion.  AMS,  U.S.  Department  of  Agricufture, 
Rooa  1093  S,  Wo*Wng«on,  D.C  20250.  !•*•- 
pheoe:  202-447-7965. 

10.  Office  of  the   Secretary 

10.1  Edncational  institutions  having  m»- 
gotiated  research  agreemenU  wilh 
the     Oepartmenl      of      Agriculture- 

To  maintain  reconis  with  respect  to 
status  of  project,  experidltures,  separate 
records  of  expenditures  for  fimdi  pro- 
vided from  other  sources,  and  accounUng 
records,  aU  to  be  compatible  with  the  De- 
partment's and  institutions*  administra- 
tive and  fiscal  processes. 

Retention  period:  3  years  after  final 
payment  under  the  agreerottit,  41  CFR 
4-3.5108,  4-7.6101-9  (retention:  4-7.5101- 
10) 

lOJ  State  agencies  having  contracts  Of 
agreements  for  relocation  assistance 
projects. 

To  maintain  recOTtls  as  specified  In 
section  cited.  

Retention  period:  3  years.  7  CFR 
21.909 

Persons     needing     fwrlher     InformotJoa     (ri>e<4 

listed   record   refenfion   rw^irem^nh   iiioutd   cott- 
toct  the  foil  owing: 

Oierie  L  Cozin,  Manogemenf  Anerlysii  Brandw 
Room  1541  S,  U.S.  Department  of  Agftcuthfrs, 
Washington,  D.C  20250.  Telephone:  202- 
447-9215. 

n.  Federal  Grain  Inspection  Service 
[Transferred  from  I  2.55  and  Re- 
vised] 

11.1  Grain  inspection  agencies  operat- 
ing under  Sectioa  27  of  the  U.S. 
Grain  Standards  Act  of  1976. 

To  maintain  complete  records  of  eadi 
Inspection  activity  performed  by  them. 

Retention  period:  2  yean  after  Inspec- 
tloo  activities  arc  pe^onned  (other  than 


I  12.2 

file  samples>.  1  CFR  2«55;  Section  27, 
VS.  Oratn  Standards  Act  of  1979,  Ptib. 
L.  94-582,  90  Stat.  2889 

11.2  Delegated  or  designated  grain  in- 
npection  and  weighing  nfeitrit^  and 
lirense*"*. 

To  maintain  records  of  inspection  and 
weighing  activities  performed  by  them. 
7  use.  87a,  as  amended  by  the  U.S. 
Grain  Standards  Act  of  1976.  Pub.  L.  94- 
582,  90  Stat.  2882.  'No  obligation  until 
Implementing  regulations  are  Lvued:  no 
such  agencies  were  delegated  or  desig- 
nated authority  prior  to  January  1. 
1977.) 

Retention  period:  5  years  after  the 
inspection  and  weighing  activlUes  are 
performed  (other  than  file  samples).  7 
UB.C.  87a,  as  amended 

11.3      Grain      merchandisers      and      prain 
warehouse  owners  and  operator*. 

To  maintain  records  of  purchases. 
sales,  trans ixirtatlon.  storage,  weighing, 
handling,  treating,  cleanmg,  drj'lng. 
blending,  and  other  proces-omg,  official 
Inspection,  and  official  weighing  of  grain 
merchandised,  stored,  or  handled  by 
them.  7  UJS.C.  87a,  as  amended  by  U.S. 
Grain  Standards  Act  of  1976.  Pub.  L.  94- 
582,  90  Stat.  2882.  iNo  obligation  to  keep 
specific  records  trntil  implementing 
regulations  are  Issued;  but  records 
rvMTnally  maintained  by  the  merchan- 
disers, owners,  and  operators  with  re- 
ference to  the  named  activities  must  be 
made  av-aUable  for  Inspection  and  copy- 
ing by  authorized  officials,  i 

Retention  period:  5  years  alter  obtain- 
ing official  Inspection  or  weighing 
services.  7  U.S.C.  87a,  as  amended 

Persons  needing  furffwr  information  obovt 
listed  record  refention  requtremenh  should  cot»- 
loct  the  following: 

Howord  WoodwortK.  fetierol  Gmin  tns^ction 
Smntf,  U.S.  Department  •«  AericuKwre,  Room 
14M  $,  Woihington,  D.C.  20250.  TeUphone: 
202-447-9166. 

12.   Food  and  Nutrition  Service 

12.1  Cooperating  Stale  agenciea,  school 
food  authorities,  and  food  servica 
management  companies  participatiBg 
in  the  National  School  Lunch  pro- 
gram.  [. Amended] 

To  maintain  records  a.i  specified  in 
the  regulations. 

Retention  period:  3  years  after  sub- 
mission of  final  Financial  Status  Report, 
or  imtll  resolution  of  any  audit  ques- 
tions. 7  CFR  210.8,  210.14,  210.16,  240  10 

12.2  ParticipanU  in  the  summer  food 
service        program        for        children. 

[.\niended  ] 

(a)  Food  service  maruioemcnt  com- 
jtanie* — To  maintain  records  supported 
by  Invoices,  receipts,  and  other  evidence 
pertaining  to  service  institution's  feeding 
operations. 

(b)  Service  inatitution* — To  maintain 
food  service  operations,  including  meals, 
program  recripts,  and  program  expendi- 
tures for  food,  labor,  and  all  other  costs. 

Retention  period:  (a)  3  years  after  end 
of  fiscal  year;  (b>  2  yean  and  3  months 
after  end  of  flscai  ytmr,  except  for  non- 
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food  assistance  records  which  are  to  be 
maintained  for  5  years.  7  CFR  225.5, 
225.9.  225.14 

12.3  Cooperatinie;  Stale  agenciefl,  school 
fo»>d  authorities,  child  care  institu- 
iKin-,  and  food  service  management 
roiiipanie«  participating  in  tJie  Spe- 
cial Milk  pro^ain. 

To  maintain  records  as  specified  In  the 
regulations 

Retention  period:  3  years  after  the  end 
of  the  Federal  fiscal  year  to  which  they 
pertain.  7  CFR  215.7.  215.11.  215.12 

12.4  Distributing,  subdistributing,  and 
recipient  agencies  distributing  food 
commodities  donated  for  use  in 
lU'hool  lunch  programs,  for  training 
student.^  in  home  economics,  in  sxini- 
mer  camps  for  children,  by  needy  In- 
dians on  reservations,  in  institations, 
and  management  companies  pertain- 
ing to  the  feeding  operations  of  the 
in.»titution.s,  in  State  correctional 
in«titations  for  niinom.  in  nutrition 
programs  for  the  elderly,  and  in  as- 
sistance of  other  needy  persons. 
[.Amended  i 

To  maintain  records  relating  to  re- 
ceipt, disposal,  and  Inventory  of  com- 
modities. Including  records  with  respect 
to  the  receipt,  and  disbursement  of  funds 
arising  from,  or  federally  disbursed  for, 
operation  of  the  distributing  program; 
also,  to  maintain  records  on  all  activities 
under  the  Supplemental  Food  Program. 
ALso,  to  maintain  records  with  respect  to 
the  receipt  and  disbursement  of  cash  re- 
ceived in  lieu  of  commodities  for  nutri- 
tion programs  for  elderly. 

Retention  period:  3  years  from  the 
close  of  the  Federal  fiscal  year  to  which 
the  records  pertain.  7  CFR  250.6,  250.8, 
250  10.   250  14,  250.15,  251.9 

12.5  Coop«raling  State  agencies,  school 
food  authorities,  and  food  serricc 
management  companies  participating 
in    the    school    breakfast     program. 

[  .Amemle<l  ] 

To  maintain  accounts  and  records  as 
specified  in  sections  cited. 

Retention  period:  (a>  3  years  after 
submission  of  final  financial  status  re- 
port by  school  food  authority  or  food 
service  management  company;  (bi  3 
years  after  the  end  of  the  Federal  fiscal 
year  to  which  they  pertain  for  State 
agencies.  State  records  may  be  kept  In 
their  original  form  or  on  microfilm.  In 
all  ca.ses  records  are  to  be  maintained 
until  the  resolution  of  anj-  audit  ques- 
tions   7  CFR  220.7,  220.13,  220  14.  240.10 

12.6  State  agencies  participating  in  the 
foo<I  stamp  program. 

To  keep  such  records,  microfilms,  or 
approved  ILsts  in  lieu  of  records,  and  sub- 
mit such  reports  and  other  Information 
a.s  may  from  time  to  time  be  required  by 
FNS. 

Retention  period  '  a  >  For  unlisted  rec- 
ords, microfilms,  or  lists  In  lieu  of  rec- 
ords, 3  years  from  month  of  origin  of 
*uch  records,  or  longer  Lf  Instructed  In 
writing  by  FNS  or  the  Department;  (b) 
for  records  which  have  been  microfilmed, 
no  retention  period  after  required  recon- 
r Illation  and  microfilming;   <ci   for  rec- 


ords covered  by  an  approved  list,  1  year 
after  month  of  execution,  or  longer  If 
Instructed  In  writing  by  FNS  or  the  De- 
partment. 7  CFR  271.1 

1 2.6a  State  agencies  participating  in  the 
food  stamp  program. 

To  maintain  financial  records,  sup- 
poitmg  documents,  statistical  records, 
and  other  records  pertinent  to  FNS  pro- 
gram funds  or  negotiated  contracts  ex- 
ceeding $2,500  thereunder. 

Retention  period:  3  years,  or  longer  if 
instructed  in  writing  by  FNS  or  the  De- 
partment, and  or  as  qualified  in  section 
cited.  7  CFR  275.4 

12.7  .'^liTlcs  participating  in  emergency 
food  assistance  for  victims  of  major 
disasters.  / 

To  keep  records  of  Information  as  re- 
quired by  the  Food  ?.nd  Nutrition  Service. 

Retention  period :  Not  specified.  7  CFR 
274.7 

12.8  School  food  autiiorilics  participat- 
ing in  the  National  School  Lunch  pro- 
gram or  receiving  federt.lly  donated 
commodities  for  school  lunch  pro- 
grams. 

To  keep  records  of  hearings  on  appli- 
cations which  families  make  for  free  or 
reduced  price  lunches  for  children. 

Retention  period:  3  years,  7  CFR  245.7 

12.9  Cooperating  State  agencies,  school 
food  aathorities,  and  service  institu- 
tions participating  in  the  nonfood 
as»i?«tance  program.    [.Amended! 

To  maintain  records  as  specified  In  the 
regulations. 

Retention  pe^^od:  3  to  5  years  after 
the  end  of  the  Federal  fiscal  year  to 
which  they  pertain.  7  CFR  226  22,  226.23, 
230.12 

12.10  States  participating  in  temporary 
emergency  food  assistance  for  vic- 
tims of  other   than   major  disasters. 

To  keep  records  of  Information  as  re- 
quired by  the  Food  and  Nutrition  Service. 

Retention  period:  Not  specified.  7  CFR 
274.14 

12.11  State  and  Io<'al  health  agencies 
participating  in  the  special  supple- 
mental f(K>d  program  for  women,  in- 
fant-*, and  children. 

To  maintain  records  of  fiscal  opera- 
tions, food  deliveiT  systems,  certification 
and  recertiflcation.  racial  and  ethnic  par- 
ticipation data  and  fair  hearings,  as  Indi- 
cated in  section  cited. 

Retention  period:  3  years  following 
end  of  Federal  fiscal  year  to  which  they 
pertain,  or  until  resolution  of  an  audit 
or  of  any  litigation.  7  CFR  246.9 

12.12  I  Deleted] 

12.1.'?  Participants  in  child  care  food 
program.  l.4dd<'d] 

lai  Food  service  management  compa- 
nies to  maintain  books  and  records  per- 
taining to  institution's  feeding  program. 

<b)  Service  institutions  to  maintain 
all  accounts  and  records  pertaining  to 
the  program. 

(c)  Sponsoring  organizations  to  main- 
tain records  as  specified  in  section  cited. 


Retention  period:  (at  3  years  from 
date  of  submission  of  final  Financial 
Status  Report;  (b)  3  years  after  end  of 
fiscal  year  to  which  they  pertain,  or 
until  resolutions  of  any  audit  questions: 
(c)  3  years.  7  CFR  226.9.  226.14.  226,15, 
226  28 

Personi  needing  furrtier  information  about 
listed  record  retention  requirements  should  con- 
tact the   following: 

Misi  Rose  S  Musumeci,  Records  Management 
Officer,  Food  and  Nutrition  Service,  Washing- 
Ion,   D.C.   20250    Telephone:   202-447-8278. 

II.   DEPARTMENT  OF 
COMMERCE 

1.   Economic  Development 
Administration 

1.1  Recipients  of  loans  and  grants  for 
public  work  and  development  facili- 
ties projects. 

To  maintain  financial  records,  sup- 
porting documents,  statistical  records, 
and  all  other  records  ralatmg  to  the 
project. 

Retention  period:  At  least  3  years  from 
date  of  submission  of  final  expenditure 
report  or  longer  if  audit  findings  have 
not  been  resolved;  3  years  after  final 
disposition  for  nonexpendable  property; 
period  required  by  State  or  local  law  for 
nonconstruction  loans  o;  grants  or  con- 
tracts for  less  than  $100,000.  13  CFR 
305.93 

1.2  Recipients  of  grants  for  technical 
assistance. 

To  maintain  (a)  financial  records  dis- 
closing the  amount  and  disposition  of 
any  fimds  applied  ic  the  project  and 
terms  and  conditions  upon  which  such 
grants-in-aid  were  made;  and  (b)  proj- 
ect control  records,  where  applicable,  re- 
flecting work  progress  and  indicating  it.<; 
relationship  to  estimated  costs  and 
schedules. 

Retention  period:  Until  completion  of 
the  purpose  or  undertaking  for  which 
such  funds  were  used,  or  imtil  final  dis- 
bursement is  made  by  EDA,  whichever  is 
later,  and  foi  at  least  3  years  thereafter. 
13  CFR  307.16 

1.3  Technical  assistance  and  research 
contractors  and  subcontractors. 

To  maintain  'a)  progress  control  rec- 
ords reflecting  acquisition,  work  prog- 
ress, expenditures  and  commitments  in- 
dicating relationship  to  established  costs 
and  schedules;  and  (b)  written  finan- 
cial records  establishing  compliance  to 
requirement  of  the  act  and  terms  and 
conditions  of  contract  or  subcontract. 

Retention  period :  At  least  3  years  after 
final  payment.  13  CFR  307.17 

1.4  Recipients  of  financial  assistance 
(including  contractors  and  subcon- 
tractors). 

To  maintain  financial  records  of 
amount  and  disposition  of  fimds,  total 
cost  of  project  or  imdertaking,  amount 
and  nature  of  portion  of  cost  supplied  by 
other  sources;  and  such  other  records 
as  will  facilitate  an  effective  audit. 

Retention  period:  3  years  after  date 
of  final  expenditure  or.  for  projects  re- 
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newed  annually,  after  date  c4  submis- 
sion of  annual  expenditure  report  except 
(a)  until  audit  findings  are  resolved;  (b) 
3  years  after  final  disposition  of  nooex- 
pendable  personal  property;  tc)  3  year 
retention  requirement  Is  not  applicable 
if  records  are  transferred  to  or  main- 
tained by  EDA.  13  CFR  305.96,  309  9 

1.5      Recipients  of  loan*  and  grants  (non- 
diMrimination  records),    [.\mended] 

To  maintain  timrfy.  complete,  and  ac- 
curate compliance  records  for  submis- 
sion to  EDA  officials  at  such  times  and 
in  such  form  and  containing  such  in- 
formation as  the  responsible  ED.\  oflQlclal 
may  determine  to  be  necessary  for  as- 
certaining whether  the  recipient  has 
complied  or  is  complying  with  section  112 
of  Public  Law  92-65  of  tlie  Public  Works 
and  Economic  De\-elopment  Act  of  1  SHI 
'nondiscrimination  cm  the  ground  of 
sex  > . 

Retention  period:  3  years  except  for 
applications  for  employment  which  shall 
be  retained  for  at  least  12  months.  13 
CFR  311.47.  315.3,  316.11 

1.6       Recipients  of      adjut-lnHnt      prants 

under     title  IX     under     the     Pnblic 

Work*    and  Fcon«>n»ic    IK-ve^opnient 
Act. 

To  mamtaiii  financial  records,  sup- 
porting documents,  statisticai  records, 
and  all  other  records  pertinent  to  a 
grant  program. 

Retention  period  3  years  except  that 
»a)  records  shall  be  maintauied  untU 
audit  findings  are  resolved,  bi  records 
for  nonexpendable  property  tuxjuired 
with  Federal  grant  funds  shall  be  re- 
tained for  3  years  after  final  dispo- 
sition, and  (c)  the  retention  requirenwnt 
is  not  apphcable  to  the  grantee  if  the 
grant  records  are  transferred  to  or  niain- 
tained  by  the  Federal  grantor  agency 
13  CFR  308.28IC) 

2.   Domestic  arxt   International 
Business   Administration 

2.1  [Reserved] 

iNDtJSTKIAL  MOBILIZATIOW 

2.2  Persons  in  lli«  United  Stales  par- 
ticipating in  tranaactions  covered  by 
DPS  Relation  2.  [  Amended  1 

To  keep  records  of  receipts  and  deliver- 
ies in  sufficient  detail  to  permit  the  deter- 
mination, after  audit,  of  compliance  of 
each  transaction  with  provisions  of 
DPS  Regtilation  2  (Operations  of  the 
Priorities  and  Allocations  Systems  be- 
tween Canada  and  the  United  States) . 

Retention  period:  At  least  3  years. 
32.A  CFR  652.  DPS  Reg.  2.  sec.  7ia> 

2.3  Individuals,  corporation*,  partner- 
ships, associations^  or  any  other  or- 
ganized groups  of  persons  partici- 
pating in  any  transaction  covered  by 
Deftnse  Materials  Svstem  Regnlation 
1.  as  amended  JoIt  1,  l«»7i. 
f  Antmdrd] 

To  keep  accurate  and  complete  rec- 
ords of  each  such  transaction,  includ- 
ing all  rated  orders,  ACM  orders  and 
directives    received    by    such    persons. 


copies  at  aH  rated  onJen  aod  ACM  orden 
placed  by  such  perscxts,  record*  at  p«r- 

chases.  receipts,  inventortee.  production, 
use,  sales,  and  dettvertes  of  all  material* 
acquired  by  means  of  iwlority,  allotment 
or  directive  assistance,  and  records  of 
sales  and  deliveries  of  all  materials  sold 
or  dellTered  by  such  persona  pursuant 
to  rated  orders,  ACM  orders  and  direc- 
tives. Records  shall  be  maintained  In 
sufficient  detail  to  permit  the  determina- 
tion, after  audit,  whether  each  trans- 
action complies  with  the  provisions  of 
DMS  Reg    1.  as  amended  July  1.  1974. 

Retention  period:  For  at  least  3  years. 
32 A  CFR  621,  DMS  Reg.   1.  sec    20 

2.1  Individuals,  corpora  lioti*,  pnrlner- 
•  liip'.  .is.'^ocialions,  or  any  otiio'  oi^ 
e;ani/ed  groups-  of  persons  participat- 
rny;  in  any  transaction  covered  by 
I)P^  H.-gulation  1.  DMS  Order  1.  and 
DMS  Order  3.  (  Amended  ] 

To  iieep  accurate  and  complete  records 
of  receipts,  deliveries,  inventories,  pro- 
duction, and  use.  in  sufficient  detail  to 
permit  the  determination,  after  audit. 
'.".hether  each  transaction  complies  with 
the  provisions  of  DPS  Reg.  1— Basic 
Rules  of  the  Priorities  System;  DMS 
Order  1— Iron  and  Steel;  and  DMS  Order 
3— Aluminum,  as  applicable  to  such 
trai^saction. 

Retention  period:  For  at  least  3  years. 
32A  CFR  651,  DPS  Reg.  1,  sec.  25;  631, 
DMS  Order  1,  sec.  17(^ai  :  633,  DMS  Order 
3,  sec.  15'ai 

2.5  Individualn.  corporations,  partner- 
ships, as(»ociatia«u,  or  any  other  or- 
gaEiaed  groopa  of  persons  partici- 
pating in  any  transaction  covered  by 
UPS  Order  1.  [Amended] 

To  keep  accurate  and  complete  rec- 
ords of  rated  orders  and  directives  re- 
ceived and  monthly  records  of  produc- 
tion, production  schedules  and  deliveries 
in  sufficient  detail  to  permit  the  deter- 
mination.  after  audit,  whether  each 
transaction  comphes  with  the  provi- 
sions of  DPS  Order  1— Metalworklng 
Machines. 

Retention  period:  For  at  least  3  years, 
32A  CFR   661.  DPS  Order   1,  sec.  S^a) 

2.6  Individuals,  corporations,  partnef- 
ships,  associations,  or  any  other 
orpnnired  groups  of  persons  partici- 
pnting  in  transaetiona  covered  by 
DMS  Order  2 — Nickel  Alloys  and 
DPS  Order  2 — Nickel,  [.\niendcd] 

To  keep  accurate  and  complete  records 
of  receipts  and  deliveries  in  sufficient  de- 
tail to  permit  the  determination,  after 
audit,  of  compliance  of  each  transaction 
with  the  provisions  of  DMS  Order  2 — 
Nickel  Alloys  and  DPS  Order  2— Nickel. 

Retention  period:  At  least  3  ye*ra. 
32A  CFR  632.  DMS  Order  2,  sec.  13(a) ; 
6«2.  DPS  Order  2.  sec.  €(a) 

2.7  Producer*,  distributors,  and  users  of 
copper  controlled  materiala,  iBter> 
mediate  skapea,  and  copper  raw  vnm- 
tcrials.  (DMS  Order  4— Copper  and 
Copper-base  .Alloys).  [Amendt^] 

To  keep  accurate  and  complete  record* 
of  purchases,  receipts,  inventories,  pro- 
duction, use,  sales  and  dellTerles  of  cop- 
per  controlled   materials,   intermediate 


shapes,  and  copper  raw  materials  Is  suf- 
ficient detail  to  permit  the  determina- 
tion,    after    audit,    whether    each    such 

transaction  complies  with  the  provisiorts 
of  DMS  Order  4 — Copper  and  Copper- 
base  Alloys.  Such  records  shall  Include, 
but  shall  not  be  limited  to.  all  authorised 
controlled  material  orders  (ACM),  rated 
orders  and  directlTcs  received  by  such 
persons,  and  copies  of  all  authorized  con- 
trolled material  orders  ( ACM> ,  and  rated 
orders  placed  by  such  persons. 

RoienUon  period:  At  least  3  years.  32A 
CFR   634,  DMS  Order  4,  sec.   12 

Export  ADMrwisTHATiON 

2.8  Holders  of  International  Import 
rcrlifirates  selling  or  tran«fcrring 
commodities  covered  by  snch  certifi- 
cate*. 

To  maintain  written  acceptance  by 
the  purchaser  or  transferee  of  all  obli- 
gations Imposed  under  the  Export  Ad- 
ministration regulations  of  tlie  United 
SUtes. 

Retention  period  2  years  from,  which- 
ever IS  later,  dale  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  tlie  transaction." 
15  CFR  368.2 

2.9  F-.TCcntors  of  Inlernatioiial  Import 
Certificates  where  resale  or  transfer 
of  commodities  covered  by  Import 
('.(■rtificale     occurs     before     deliTe*^.  _ 

To  maintain  written  acceptance  by 
purcliaser  or  transferee  of  obligation  to 
provide  delivery  verification. 

Retention  period:  2  years  from,  winch- 
ever  is  later,  date  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  the  transaction.* 
15  CFR  368.3 

2.10  E,xporteT  of  roounodities  related 
to  nnrlear  weapona,  nui-le«r  explo- 
sive    devices,     or     nadear      leslinf. 

To  keep  copies  of  exporter's  letter  of 
inquiry  and  manufacturer's  reply  re- 
garding use  of  commodities. 

Retention  period:  2  yesirs  from,  which- 
ever Is  later,  date  of  exportation,  reex- 
portation, transshipment.  dlreraJon,  or 
other  termination  of  the  transaction.'  15 
CPR  378  2  (retention:  387.11) 

2.11  Applieanis  for  export  licensea. 

To  keep  docimients  constituting  evi- 
dence of  an  order  and  of  facts  relating 
to  the  purchase  transaction  as  specified 
in  section  cited. 

Retention  period:  2  years  from,  which- 
ever u?  later,  date  of  exportation,  reex- 
portation, transshipment,  dlverslan.  or 
other  termination  of  the  transsiction ' 
15 CFR 372.8  (retention:  387.11) 

2.12  Foreign  importers  of  aircraft  or 
vessel  repair  parts. 

To  keep  records  of  commodltJeE  im- 
ported from  the  DJ3.  and  supjrtJed  ate-oad 
to  vessels  or  aircraft. 


•  Completa  and  accurate  reproducttons  may 
b«  substituted  for  documents  required  to  b« 
retained  under  Eiport  Administration  Regu- 
lations after  13  caontha  from  t>««(lnnlng  of 
required  retention  period,  provided  facUltlea 
for  location  and  Inspection  are  available  at 
the  place  of  retention.  15  CFR  387.11 
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Retention  period;  2  years  from, 
date  the  commodities  are  supplied  to  a 

ve.v-.el  or  aircralt  '  15  CFR  373  8 

2.13  Exporter   to   a   foreign   di^^tributor. 

(a)  Exporters — To    retain    copies    of 

validated  or  rejected  Fomi-s  DIB-624P 
and  DIB-6J5P,  and  all  other  lorms,  doc- 
uments.  correspondence,  memoranda, 
books,  and  other  records  relating  to  ex- 
ports under  the  Form  FC-243  procedure. 

(b)  Foreign  distributor— To  retain 
cnpies  of  Form  DIB-625P  and  records  of 
distribution,  sale,  or  reexportation  from 
a  foreign- ba.-ed  st<x:k  under  this  pro- 
cedure. 

Retention  period:  2  years  a)  from 
date  of  validated  or  rejected  forms,  and 
(b)  from  whichever  is  later,  date  of  ex- 
portation, reexportation,  tranBahlpment, 
diversion,  or  other  tennlnatlon  of  the 
tran><ir-,ion  '  15  CFR  373  4  '  rerention 
387.11) 

2.14  .\pplicanl..  for  a  Pt'rio<li(  Require- 
ments and  Time  Limit  Licenses. 

To  keep  records  of  the  documentary 
evidence  of  the  prescribed  relationship 
with  each  consignee. 

Retention  period:  2  years  from, 
whichever  Is  later,  date  of  exportation, 
reexportation,  transshipment,  diversion, 
or  otiier  termination  of  the  transaction.' 
15  CFR  373.5.  373.6  "retention:  387.11) 

2.15  Forwarding  agent.^  receiving  copies 
of  comnuTfial  invoiced  not  contain- 
ing de<<tination  control  statement. 

To  keep  record  of  corrected  entry  or 
of  notification  to  exporter  of  obligation 
and  exporter's  reply  of  compliance 
therewith. 

Retention  period:  2  years  from,  which- 
ever Is  later,  date  of  exportation,  re- 
exportation, transshipment,  diversion, 
or  other  tennination  of  the  transaction  ' 
15  CFR  386.6  (retention:  387.11) 

2.16  Tranjferoni  and  tran«feree»  of  ex- 
port licenses. 

To  keep  records  of  all  docur.ents  evi- 
dencing the  order  covered  by  these 
licenses. 

Retention  period:  2  years  from,  which- 
ever is  later,  date  of  exportation,  reex- 
jxjrtatlon.  transshipment,  diversion,  or 
other  termination  of  the  transax-tion  ' 
15  CFR  372.13 

2.17  Kxporters  or  agents. 

To  keep  records  of  export  transactions, 
expwrts  and  reexports. 

Retention  period:  2  years  from,  which- 
ever Is  later,  date  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  the  transaction.' 
15CFR387.il 

2.18  Loan  or  sale  of  commodities  by 
airlines. 

To  keep  records  of  commodities  Im- 
ported from  the  UJ3.  and  lent  <x  sold 
to  another  airline  without  profit. 


See  footnote  3  page  39198. 


Retention  period:  2  years  from  date 
of  transaction.  15  CFR  376.8 

2.19  Carriers  releasing  shipment  Mrith- 
out  receiving  a  bill  of  lading  contain- 
ing notice  of  prohibition  against  di- 
version. 

To  secure  a  receipted  copy  cf  the  writ- 
ten notice  omitted  from  the  bill  of  lading 
from  party  taking  custody  of  the  ship- 
ment. 

Retention  period;  2  years  from,  which- 
evf r  is  later,  date  of  exportation,  reex- 
portation, trtinsshipment,  diversion,  or 
other  termination  of  the  transaction.' 
15  CFR  386  6  (retention:  387.11) 

2.20  Exporters  of  certain  kinds  of  tech- 
nical data. 

To  secure  and  retain  a  written  as- 
surance from  the  consignee  regarding 
use  of  the  data  and  its  direct  product. 

Retention  period :  2  years  from,  which- 
ever Is  later,  date  of  exportation,  re- 
exportation, transshipment,  diversion, 
or  otlier  termmation  of  the  transaction.* 
15  CFR  379.4  'retention:  387.11) 

2.21  Exporters  and  distributors  of  com- 
modities under  distribution   licenses. 

I  Anicndcd  i 

To  keep  (a)  one  copy  of  each  validated 
or  rejected  Form  DIB-678P;  <bi  all  other 
forms,  documents,  correspondence, 
memoranda,  books,  and  other  records  re- 
lating to  any  export  from  the  United 
State.s  under  a  distribution  license;  (O 
all  records  regarding  a  sale  or  reexport 
by  a  distributor  who  Ls  an  approved 
cofLsignee:  'd>  the  original  of  Swiss  Blue 
Import  Certifl'^ate  and  reproduced  copies 
of  the  original  of  the  Yugoslav  End  Use 
Certificates. 

Retention  penod;  2  years  (a)  from 
date  of  validation  or  rejection;  (b)  from 
whichever  Is  later,  date  of  exportation, 
reexportation,  transshipment,  diversion, 
or  other  termination  of  the  transaction; 

(c)  from  date  of  sale  or  reexport;  and 

(d)  from  the  date  the  commodities  are 
distributed.'  15  CFR  373.3  (retention: 
387.11) 

2.22  U.S.  exporters,  foreign-based  serv- 
ice faculties,  and  foreign  manufaC' 
turers  operating  under  the  Service 
Supply  Procedure. 

To  keep  records  of  all  export*  and  re- 
exports under  the  Service  Supply  Pro- 
cedure. 

Retention  period:  2  years  from,  which- 
ever is  later,  date  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  the  transaction.'  15 
CFR  373.7   (retention:   387.11) 

2.23  Exporters  of  commodities  to  be 
relumed      to      the      United      State«. 

To  keep  records  of  temporary  exports 
to  be  returned  to  the  United  States  as 
well  as  Customs  Entry  Number  or  any 
other  evidence  of  disposition  of  com- 
modities exported. 


RetentlMi  period:  2  years  from  date 
of  return  of  commodities  of  other 
disposition.'  15  CFR  371.22  ' retention: 
387.11) 

2.24  Forwarding  agents  for  exporters 
operating  under  the  Shippers  Export 
Ueclaralion. 

To  maintain  the  power-of-attoruey  or 
other  authorization  as  well  as  redelega- 
tlons  by  the  forwarding  agent. 

Retention  period;  2  years  after  the  last 
action  taken.  15  CFR  386.3 

2.25  Exporters  reexporting  commodities 
exported  under  general  license. 

To  maintain  reexport  authorization 
document. 

Retention  period:  2  years  from,  which- 
ever is  later,  date  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  the  transaction.'  15 
CFR  374.7  (retention:  387.11) 

2.26  Exporters  and  relatetl  service  or- 
fjanizali<in><  (including  banks,  insur- 
ers, freight  forwarders,  shipping  com- 
panies, etc.) 

To  keep  pertinent  records  relating  to 
all  requests  for  an  action,  including  the 
furnishing  of  information  or  the  signing 
of  agreements,  that  has  the  effect  of  fur- 
thering or  supporting  restrictive  trade 
practices  or  boycotts  fostered  or  imposed 
by  foreign  countries  against  any  coun- 
tries friendly  to  the  United  States,  in- 
cluding those  requests  that  tend  to  dis- 
criminate against  U.S.  citizens  or  firms 
on  the  basis  of  race,  color,  religion,  sex 
or  national  origin ;  to  Include  records  re- 
lating to  any  action  taken  with  respect  to 
any  boycott  request. 

Retention  period:  2  yeais  from,  which- 
ever is  later,  date  of  exportation,  re- 
exportation, transshipment,  diversion,  or 
other  termination  of  the  transaction.  15 
CFR  369.5'  (retention:  387.11- 

2.27  Ajiplicants  for  export  liceii».e*  who 
have  submitted  supporting  docu- 
ments with  tlieir  applications. 

To  maintain  the  original  of  any  copy 
of  a  dociunent  submitted  to  support  a 
license  application,  should  inspection  of 
such  document  be  required  by  the  OfiBce 
of  Export  Administration.  However,  after 
a  year  from  the  beginning  of  the  pre- 
scribed retention  period,  a  reproduction 
of  the  original  document  may  be  sub- 
stituted. 

Retention  period:  2  years  from,  which- 
ever is  later,  date  of  exportation,  reex- 
portation, transshipment,  diversion,  or 
other  termination  of  the  transaction  15 
CFR  375.6'  (retention:  387.11) 

2.28-2.30      IRe-orved] 

Foreign-Trade  Zones 
2.31      Grantees  oF  foreign-trade  zones. 

To  maintain  records  required  under 
the  Uniform  System  of  Accounts,  Rec- 
ords, and  Reports. 

Retention  period:  5  years  after  the 
merchandise  covered  by  such  records  ha» 
been  forwarded  from  the  zone.  16  CFR 
400.1014 
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II   5.16 


Shippinc  Restrictions 

2.32  Ship  and  aircraft  owners,  masters, 
oflTicers,  employees  and  agents 
participating         in         tran'porl.Ttion. 

To  retain  records  of  voyages  and'or 
shipments  m  sufficient  deUil  to  permit 
an  aud;t  to  determine  if  the  provisions  of 
orders  T-1  and  T-2  (Shipping  restric- 
tions! have  been  carried  out.  No 
changes  in  the  records  customarily 
maintained  are  required  provided  such 
records  supply  an  adequate  basis  for 
audit.  Records  may  be  retained  in  micro- 
film or  other  photographic  copies  in- 
stead of  the  originals. 

Retention  penod;  At  least  2  years. 
32A  CFR  Ch.  VII,  T-1,  sec.  4;  T-2,  sec.  5 

2.33  Persons  transporting  comnio<litie8 
to     and     from     .^^outhern     Rhodesia. 

To  retain  records  of  shipments  in  suf- 
ficient detail  to  permit  an  audit  that  will 
determine,  for  each  transaction,  that  the 
provisions  of  15  CFR  Part  11  have  been 
met.  No  changes  in  the  records  cuistom- 
arily  mainCained  are  required  provided 
.such  records  supply  an  adequate  basis 
for  audit.  Records  may  be  retained  in 
microfilm  or  other  photographic  copies 
instead  of  the  originals. 

Retention  period:  At  least  2  years. 
15  CFR  11.5 

3.  Assistant  Secretary  for  Science  and 
Technology 

3.1  Slate  agencies  or  institutions  re- 
ceiving financial  assistance  under  th^e 
State  Technical  Services  Act  of  1965. 

To  maintain  records  and  dociunenta- 
tlon  (e.g.,  vouchers,  payrolls,  invoices, 
contracts)  relating  to  grant  and  amoimt, 
nature,  and  identification  of  funds  sup- 
plied from  non-Federal  sources. 

Retention  period:  Until  audit  has  been 
conducted  by  the  Department  and  all 
questions  arising  therefrom  are  resolved. 
15  U.S.C,  1368 

4.   Economic   Analysis   Bureau. 

4.1  Foreign  inve*tor9  in  the  L  nited 
States. 

To  maintain  information  concerning 
transactions  covered  by  Survey  of  For- 
eign Direct  Investment. 

Retention  period:  2  years  after  due 
date  for  filing  of  survey  report.  15  CFR 
804.19 

5.  Maritime  Administration 

S.l  General  agenu  (shipping  com- 
panies) or  their  subcontrartors  and 
bertli  agents.  [.\mende<l] 

To  keep  books,  records,  documents  and 
accounts  (which  shall  be  the  property  of 
the  U.S.).  relating  to  the  activities, 
maintenance  and  business  of  vessels 
•oTCTCd  by  or  Involving  transactions  re- 
latod  to  Service  Agreements  as  pre- 
scribed in  AGE-1 — General  Agents. 
Agents  and  Berth  Agents. 

Retention  period:  Until  completion  of 
audit.*  32A  CFR  1801,  AGE-1.  sec.  2(a>, 


General  Agency  Agreement,  Art.  3 
(g)(1)  and  Art.  15;  sec.  2(b)  Berth 
Agency  Agreement,  Art.  3(e)(1)  and 
Art.  14 


5.2  Agentt  entering  into   service   agree*- 
inents.   [\niended] 

To  keep  separate  sets  of  b<x)ks  of  ac- 
counts to  record  the  various  transactions 
In  connection  with  procedural  rules  for 
financial  transactions  under  agency 
agreements. 

Retention  period;  Until  completion  of 
.lUdit.*  32A  CP'R  1831.  FlS-1.  sec.  1 

5.3  Agents  entering   into   service   agree- 

iiieiit-.      \mend«Hl  j 

To  keep  the  originals  of  all  docuirents, 
at  his  principal  ofBce.  including  authori- 
zations, for  facilities,  services  and  sup- 
plies and  complete  tariffs  and  port 
schedules  covering  charges  at  domestic 
and  foreign  ports  incident  to  the 
operation  of  the  vessels  assigned  under 
the  procedural  niles  for  financial  trans- 
actions under  agency  agreements. 

Retention  period:  Until  completion  of 
audit.'  32A  CFR  1831.  FIS-1.  sees.  9 
and   12 

5.1      General  agents,  [.\niended] 

To  prepare  monthly  invoices  for  hus- 
banding and  other  compensation  earned 
during  preceding  month  imder  the  ap- 
plicable provisions  of  NSA  Order  No.  47 
<AGE-4'  and  record  amounts  of  com- 
pensation paid  in  agency  accoimt  books. 

Retention  period:  Until  completion  of 
audit.'  32ACFR  1832.  FIS-2.  sec  3  a'  '1' 
and  sec.  5 

5.5  (;eneral  agents.  [.Amended] 

To  keep  originals  of  statements  or 
credit  memoranda  for  return  premiums 
for  all  vessels  insured  with  Underwriters 
pursuant  to  INS-1-Marltime  Protection 
and  Indemnity  Insurance  Instructions 
Under  General  Agency  and  Berth  Agency 
Agreements. 

Retention  period:  Until  completion  of 
audit."  32A  CFR  1841  INS-1,  sec.  7  b 

5.6  Genoral  agent-.  [  Vmended] 

To  keep  records  to  accotmt,  if  required, 
for  the  purchase,  delivery  to  the  Master, 
receipts  from  sales,  condemnations, 
transfers  and  all  other  transactions  in 
connection  with  slop  chests. 

Retention  period:  Until  completion  of 
audit.' 32A  CFR  1861,  OPR-1.  sec.  2(e) 


Retention  period:  Until  completion  of 
audit.'  32A  CFR  1885,  SRM-5 

5.9  G«neriil  agents.  [  Vmended] 

To  keep  records  and  supporting  docu- 
ments pertauiing  to  repairs  and  equip- 
ment Purchased  for  repairs  to  ships  so 
that  reports  may  be  made  to  the  Mari- 
time Administration. 

Retention  period;  Until  completion  of 
audit.'  32 A  CFR  1882,  SRM-4.  sec.  2; 
1883.  sec.  3(di  :  SRM-4.  sec.  2;  1885.  sec. 
3'ai  and  sec.  19 

5.10  Chnrlcrers    of    Government-owned 

dry -cargo  \  c-scls. 

To  keep  books,  records,  and  accounts, 
required  under  Clause  37(1),  Part  U.  of 
Form  705  charter;  section  705  of  the  Mer- 
chant Marine  .^ct.  1936. 

Retention  penod:  3  years  after  a  re- 
lease or  final  settlement  is  completed  t>e- 
tween  the  Maritime  Administration  and 
the  charterer.     46  CFR  221.13 

5.11  [Reserved] 

5.12  Operators  of  operating-differential 


>.7      Ma-ters.  [  Vr 


idi-dl 


*  After  audit  by  th«  General  Accounting 
OtBos,  the  Maritime  AdmlnlstratloQ  wUl  take 
o«a%od7  of  t^o  records. 


To  keep  records  and  logs  disclosing  re- 
ceipts for  the  quantities  of  slop  chest 
Items  delivered  aboard  ship  and  for 
losses  sustained  due  to  fire,  water,  or 
other  damage  which  renders  articles  tin- 
saleable. 

Retention  period:  Until  completion  of 
audit.'  32A  CFR  1861.  OPR-1.  sec  3  (d) 
and  (ei 

5.8      General  agents.  [Amended] 

To  keep  a  copy  of  each  Job  Order,  Sup- 
plemental Job  Order  or  WORKSMAL 
REP  Contracts  for  the  maintenance  and 
repair  of  vessels  when  work  awarded  by 
General  Agents. 


giihxidized  vessels. 

To  keep  copy  of  Form  MA-140.  Re- 
pair Summary  (together  with  the  letter 
and  documents  pertinent  thereto)  for 
each  terminated  voyage. 

Retention  period ;  Not  less  than  6  years 
after  audit  and  approval  by  the  Mart- 
time  Administration  and  Maritime  Sub- 
sidy Board  of  a  final  accotmting  for  the 
last  year  of  a  recapture  period  and  set- 
tlement of  such  a  recapture  period.  46 
CFR  272.7 

5.13  Operating-differential  subsidy  con- 
tractors, and  such  aHiliates,  dome«tic 
apent-.  •.u!>^idia^ies.  or  holding  com- 
panies connected  with,  or  directly  or 
indirectly  controlling  or  controlled 
b»,  »iich  corilraclor*. 

To  keep  its  books,  records,  and  ac- 
counts, as  the  Maritime  Administration 
shall  require,  relating  to  the  mainte- 
nance, operation,  and  servicing  of  the 
vessels,  services,  routes,  and  lines. 

Retention  period:  In  accordance  with 
the  provisions  of  46  CFR  380.24,  46 
CFR  282  1,  2923 

5.14  Operating-differential  subsidy  con- 
tractors. 

To  keep  records  supportmg  entries  to 
notes  and  accounts  receivable  from 
officers  and  employees  and  subsidiary 
accoiuits. 

Retention  period:  In  accordance  with 
the  provisions  of  46  CFR  38024.  46  CFR 
282.364 

5.15  Contractors      and      subcontractors. 

To  keep  accounts,  books,  dcxiunents. 
memoranda,  minutes  and  records  of 
every  kind  involving  cost  of  performing 
a  contract  or  subcontract  subject  to  in- 
spection and  audit  by  the  Administra- 
tion. 

Retention  period:  2  years  after  the 
final  determinaticm  by  the  Maritime  Ad- 
ministration.    46  CFR  285.5 

5.16  Contractor*  and  mbcon tractor*. 

To  keep  books  and  records  in  such 
manner  that  a  proper  determination  of 
profit  can  be  made  therefrom. 
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Retention  period:  2  years  after  the 
contractor  or  subcontractor  has  made 
payment  of  excess  profits  as  determined 
4)y  the  Mantime  Administration.  46 
CFR  285.35 

5.17  Operators  of  operaling-tlifTerential 
«uh*<i(lT  ugrcenients  and  depoeiloric*. 

To  keep  certified  copies  of  resolutions 
authorizing  the  establishment  of  special 
and  capital  reserve  funds  and  such  other 
accounts  established  In  connection  there- 
with. 

Retention  period:  In  accordance  with 
the  provisions  of  46  CFR  380  24.  46  CFR 
2862 

5.18  TnxpoTers     P'labli^hing     ron«tru<-- 
lioti  reserve  fniirl*. 

To  keep  records  and  make  such  addi- 
tional rf-portr  as  the  CommLssioner  of 
Internal  Revenue  or  the  Maritime  Ad- 
ministration  may   require. 

Retention  period:  6  months  after  the 
tennination  or  clos:n"  out  of  the  re.=;er\-e 
fimd.     48  CFTl  287.26 

5.18a      Taxpayers    eslabii'hine    ronslrtic- 
lion    reserve    funds;    depositories. 

To  keep  resolutions  In  connection  with 
the  establishment  and  maintenance  of 
the  construction  reserve  fund  under 
agreement  with  the  depository. 

Retention  period :  2  years  after  a  final 
release  or  settlement  agreement  is  com- 
pleted between  the  Maritime  Adminis- 
tration Maritime  Subsidy  Board  and  the 
taxpayer.     46  CFR  287.6 

S.l**      Qperiilor*  of  oprrating-difTerenlial 
stibsidy  agnriiiint*. 

To  keep  all  working  papers  (irrespec- 
tive of  by  whom  prepared*  in  support  of 
the  various  statements  comprising  an- 
nual and  final  accountings. 

Retention  period:  In  accordance  with 
the  provisions  of  46  CFR  380.24.  46 
CFR  292.8 

5.20  [He.erNfdl 

5.21  Purchasers  of  wnr-liuilt  %cssel«. 

To  keep  books,  records  and  accounts 
available  for  examination  and  audit  as 
may  be  required  by  the  Maritime  Admin- 
istration 

Retention  period :  Until  a  final  release 
or  settlement  agreement  is  completed  be- 
tween the  Maritime  Admini.=;tration  and 
the  purchaser.    46  CFR  299  21 

5.22  Qiartcrers  of  war-built  vessels. 

To  keep  books  records  and  accounts 
relating  to  the  vessel  in  such  form  as 
the  Maritime  Administration  may  pre- 
scribe avciiiable  for  examination  and 
audit 

Retention  period:  2  years  after  final 
release  or  settlement  agreement  Is  com- 
pleted between  the  Maritim.e  Adminis- 
tration and  the  charterer.  46  CFR 
39931 

5.23  ("iiarterers  of  war-Luilt  vessels. 
Government-owned  dry-cargo  vessels, 
and  v.ar-built  dry-cargo  vessel.i. 

To  keep  books,  records  and  accc-ants 
relating  to  the  management,  operations, 
conduct  of  the  business  of  and  mainte- 


nance of  the  vessels  covered  by  the 
agreement  in  accordance  with  the  "Uni- 
form System  of  Accounts"  and  under 
such  regulations  as  may  be  prescribed 
by  the  owner:  Provided,  That  If  the 
Charterer  is  subject  to  the  jurisdiction 
of  the  Interstate  Commerce  Commis- 
sion, the  Administration  will  not  require 
the  duplication  of  books,  records  and  ac- 
counts required  to  be  kept  in  some  other 
form  by  the  Interstate  Commerce 
Commission. 

Retention  period :  2  years  after  final 
release  or  settlement  agreement  is  com- 
pleted between  the  Maritime  Adminis- 
tration and  the  charterer.  46  CFR 
299.39,  299.130    299.202 

5.24      Charterers  of  wnr-built  vessels. 

To  keep  cost  records  or  other  soimd 
accounting  evidence  for  purpose  of  sup- 
porting claims,  if  any,  for  post-redelivery 
overhead  expenses. 

Retention  period:  2  years  after  final 
release  or  settlement  agreement  is  com- 
pleted between  the  Maritime  Adminis- 
tration and  the  chaLrterer.  46  CFR 
299.48.299.52,299.53 

3.2,'>  I'ndcrwrituig  agents  under  war  risk 
insurance  program  for  hull,  P  &  I 
and  second  seamen. 

To  keep  a  full  and  complete  record  of 
all  applications,  binders  and  policies,  and 
also  record  all  premiums,  charges  or  de- 
posits required  by  the  terms  of  the  bind- 
ers or  policies;  smd  books,  records  and 
acco'.mts  covering  the  operations  and  ac- 
tivities under  the  Underwriting  Agency 
Agreement,  which  shall  be  the  property 
of  the  United  States  represented  by  the 
Maritime  Administrator. 

Retention  period :  Until  a  release  is 
granted  by  the  Maritime  Administration, 
at  which  time  the  Maritime  .Administra- 
tion will  take  custody  of  the  records.  46 
CFR  308.8 

5.26  Tliose  assured  under  war  risk  cargo 
insurance  program. 

To  keep  books,  records  and  accounts 
in  such  form  and  manner  that  all  in- 
formation available  to  the  assured  as  to 
the  amounts  at  risk  and  the  amounts  of 
losses  Incurred  and  premiums  due  can 
be  readily  ascertained  therefrom  by  the 
Maritime  .Administrator. 

Retention  period:  Until  a  release  la 
granted  by  the  Maritime  Administration, 
at  which  time  the  Maritime  Administra- 
tion will  take  custody  of  the  records.  46 
Cr'Tl308Dl7 

0.27  L  nderuriling  agents  under  Kar  risk 
cargo  in.surancc  program. 

To  keep  a  full  and  complete  record  of 
all  applications,  binders,  and  policies,  and 
also  record  all  premiums,  charges,  collat- 
eral deposit  funds  and  surety  bonds  re- 
quired by  the  terms  of  the  binders  and 
policies ;  and  books,  records  and  accounts 
covering  the  operations  and  activities 
under  the  Underwriting  Agency  Agree- 
ment, which  shall  be  the  property  of  the 
United  States  represented  by  the  Marl- 
time  Administrator. 

Retention  period:  Until  a  release  Is 
granted  by  the  Maritime  Administration, 
at  which  time  the  Maritime  Administra- 


tion will  take  custody  of  the  records.    46 

CFR  308.548 

5.28  State  maritime  schools. 

To  keep  records  pertaining  to  tlae 
schools,  its  officers,  instructors,  crew, 
cadets,  training  vessels  and  shore  bases. 
The  schools  shall  also  maintain  records 
of  cadet  enrollments,  reenrollments,  ab- 
sences with  or  without  leave,  hospitaliza- 
tions, disc nr oilmen ts,  graduations,  and 
other  analogous  data. 

Retention  period:  Not  specified.  46 
CFR  310.3 

5.29  Qearing  agents  under  war  risk 
cargo  insurance  programs. 

To  keep  a  complete,  separate  system 
of  books,  records  and  accounts  covering 
Its  operation  and  activities  under  this 
agreement,  including  a  record  of  all 
statements,  vouchers  and  other  informa- 
tion received  by  It  from  the  imderwrlting 
agents  which  shall  be  the  property  of  the 
United  States  represented  by  the  Man- 
time  Administrator. 

Retention  period :  During  the  period  of 
the  agreement  and  up  to  36  months  after 
its  termination  and  thereafter  imtll  final 
settlement  of  any  outstanding  claims 
against  the  Administrator  by  holders  of 
policies  issued  by  the  underwriting 
agents.    46  CFR  308.651 

5.30  Operators  under  title  VI  and  VII, 
Merchant  Marine  Act,  1936. 

To  keep  varied  records  created  while 
under  contract  with  the  Maritime  Ad- 
ministration/Maritime Subsidy  Board. 

Retention  period:  In  accordance  with 
the  provisions  of  sections  cited.  46  CFR 
380.20-380  24 

6.    Office     of     the     General     Counsel 

6.1  Persons  required  to  make  reports  to 
the  Office  of  Foreign  Direct  Invest- 
ments and  persons  aiding  in  making 
fiucli  reports. 

When  the  Office  of  Foreign  Direct  In- 
vestments was  abolished  on  June  30. 
1974,  the  General  Counsel  of  tlie  Depart- 
ment was  delegated  the  responsibility  to 
assure  continued  compliance  with  tlie 
Foreign  Direct  Investment  Regulations 
set  forth  in  15  CFR  1000—1050.  All  per- 
sons who  prepared  reports  required  by 
15  CFR  1020.121(ai  and  1000.602(b>  shall 
preserve  all  working  papers  (irrespective 
of  by  whom  prepared'  used  in  the  prep- 
aration of  such  reports,  all  e.xhibits,  all 
schedules,  all  attachments  to  such 
papers,  and  all  books  and  records  relat- 
ing to  such  reports  tiiat  were  prepared  m 
the  ordinao'  course  of  business. 

Retention  period:  UntilJuly  1,  1977.  15 
CFR  1020.121(b) 

7.  Notional  Bureau  of  Standcrds 

7.1  Parti<ipanl«  in  Voluntary  Lalwiitiv; 
Proyrain  for  Hoi'><liold  Appliaucev 
and  Equipment  To  Effort  liiergy 
Con^erv-ition.  [Revised] 

To  maintain  records  of  measurement 
data  on  energy  consumption  and  energy 
efficiency  characteric.s  of  household 
appliances  and  equipinent  labeled  In 
accordance  with  the  program. 


2919G 


FEDERAL   lECISTER,   VOL.   42,    NO     109 — TUESDAV,    JUNE   7,    1977 


RECORD   RETENTION   GUIDE 


II   11.1 


Retention  period:  2  years  after  the 
particular  model  of  appUance  or  equip- 
ment is  no  longer  manufactured  unless 
otherwise  provided  in  accordance  with 
program  procedures.  15  CFR  9.5(b)   (1) 

8.   National     Oceanic     and     Afmos- 
pheric  Administration 

8.1  Licensees     on     whale     catchers     and 
factory  ships,  and  at  land  stations. 

To  maintain  records  of  detailed  in- 
formation of  the  kilhng,  capturing,  and 
delivery  of  whales  and  a  detailed  record 
of  whales  received  and  processed. 

Retention  period:  6  months  following 
the  end  of  the  calendar  year  to  which  the 
records  apply.  50  CFR  230.30,  230.31, 
230.32  (retention:  230.34) 

8.2  Persons  engaged  in  weadier  modifi- 
cation or  related  activities. 

To  maintain  daily  record  of  activities, 
name  and  address  of  person  operating 
weather  modification  apparatus,  and 
such  other  records  as  required  by  sec- 
tions cited. 

Retention  period:  5  years.  15  CFR 
908.8,  908.9,  908.11 

8.3  RjH-ipienIs  of  fishing  vessel  obliga- 
tion guarante*-*.  [Amended] 

To  maintain  books  of  account  and  sub- 
mit periodic  reports  as  required  by  the 
Secretary  of  Commerce. 

Retention  period  End  of  period  during 
which  obligation  guarantees  is  in  force. 
50  CFR  255.4 

8.4  Masters  or  operators  of  fir-liinp  ves- 
sels liolding   shrimp   fishing   permits. 

To  maintain  an  accurate  log  of  fishing 
operations  showing  vessel  name,  official 
number,  port  of  departure  and  date,  port 
of  arrival  and  date,  net  size,  captain's 
name  and  number  in  crew,  fishing  area, 
fishing  time,  and  date,  and  shrimp  catch 
for  each  day  fished. 

Retention  period:  Not  specified.  50 
CFR  245.7 

8.5  Persons  v>itli  permits  to  engage  in 
activities  in>uKing  the  endangered 
wildlife  species. 

To  maintain  records  of  any  taking, 
possession,  transportation,  salf,  pur- 
chase, barter,  exportation,  or  importa- 
tion, including  names  and  addresses  of 
persons  involved  in  such  transaction, 
date  of  transaction,  and  such  other  in- 
formation as  may  be  required. 

Retention  period:  5  years.  50  CFR 
220.46 

8.6  Op«T.itors  of  fishing  vessels  possess- 
ing certificate  of  inclusion  to  take 
marine  mammals  incidental  to  fish- 
ing operations. 

To  maintain  logs  of  incidental  take  of 
marine  mammals  Including  location, 
time  and  date  of  death  or  Injury;  Iden- 
tity and  number  of  marine  mammals 
killed  or  Injured;  and  a  description  of 
the  clrcimastances. 

Retention  period :  1  year  after  stibmls- 
slon  of  required  reports.  50  CFR  216,24 


8.7  Masters  of  shipping  vessels  engaged 
in  yellow  fin  tuna  fishi..g  in  the  regu- 
latory area  of  the  Inter-American 
Tropical  Tuna  Commission. 

To  keep  an  accurate  log  of  all  fishing 
operations,  including  the  date,  locality, 
and  estimated  quantity  of  tima  fish  and 
other  marketable  fish,  by  species  which 
are  taken  on  board. 

Retention  period:  Not  specified.  50 
CFR  280.11 

8.8  Slate  fishery  agencies  or  olber  non- 
Federal  interests  receiving  Federal 
assistance  under  the  Anadromou* 
Fish  Act  of  1965. 

To  maintain  records  of  accounts  and 
reports,  with  supporting  documentation 
thereto. 

Retention  peri(xi:  3  years  after  sub- 
mission of  final  expenditure  report  on 
project,  or  imtil  final  resolution  of  any 
audit  question;;.  50  CFR  401.15 

8.9  [Reserved] 

8.10  Purchas«r«  of  any  regulated  species 
of  fish  taken  by  any  fi-vhing  vessel 
viithin  ihc  rceulalory  area  of  the 
lnl<Tnatit>nal  <  ,oiiimi«sion  for  the 
[Northwest  Atlantic  Fisheries 
[.Amended  J 

To  keep  records  of  each  purchase  of 
any  regulated  species  of  fish  taken  by  a 
U.S.  fishing  vessel  within  the  regulatory 
area  of  the  International  Commission 
for  the  Northwest  Atlantic  Fisheries,  in- 
cluding haddock,  ocean  perch,  halibut, 
grey  sole,  dabs,  Greenland  halibut,  cod, 
yellowtail  flounder,  pollock,  white  hake, 
black  back  or  lemon  sole,  silver  hake,  red 
hake,  herrliig,  and  mackerel. 

Retention  period:  Not  specified.  50 
CFR  240.5 

8.11  Masters  or  opcraliir-  of  \c.'.'>eU  o\cr 
100  gross  tons  fishing  for  regulated 
spe<  ics  within  the  r«-gulatory  area  of 
the  Internationid  Commission  for  the 
ISorthwest  .Atlantic  Fisheries. 
[.4niende«l] 

To  keep  an  accurate  log  of  all  fishing 
operations,  including  details  of  type  of 
gear  used,  locality  and  duration  of  fish- 
ing, and  estimated  poundage  of  each 
species  taken  at  each  retrieval  of  gear. 

Retention  period.  1  year  subsequent 
to  date  of  l£Uit  entry  in  logbook.  50  CFR 
240.5 

8.12  Masters  or  operators  of  vessels  hold- 
ing Pacific  halibut  fisheries  license  or 
permit. 

To  keep  an  accurate  log  of  all  fishing 
operations,  Including  the  date,  locality, 
amount  of  gear  used,  and  amount  of  hali- 
but taken  daily  in  each  locality. 

Retention  period:  2  years.  50  CFR 
301.7 


8.13      Halibut  dealers. 

To  keep  records  of  each  purchase  or 
receipt  of  halibut,  showing  date,  locality, 
name  of  vessel,  firm  or  corporation  pur- 
chased or  received  from  and  amount  in 
pounds  EMXording  to  trade  categories  of 
the  halibut  and  other  species  landed 
therewith. 


Retention  period:  2  years.  50  CFR 
301.8 

8.14  Factory  whaling  ships  and  land  sta- 
tions. 

To  enter  immediately  in  a  permanent 
record  the  information  reported  by  radio 
on  whales  taken  by  whale  catchers,  as 
prescribed  in  50  CFR  35113  (C>,  and 
other  data,  as  prescribed  in  paragraph 
(d  I .  when  it  becomes  available. 

Ret^-ntion  period:  Permanent.  50  CFR 
351  13 

8.13  Holiltrs  or  purchasers  viho  lia\e 
certiticnte  of  exemplionis  copies 
thereof,  or  applicati<»n«  thereof  for 
siM'rm  nhale  nil  or  scrini»liaw  prod- 
urls  held  »»ilhin  the  I  niled  .Stales  on 
Decendier  28,  1973.  in  the  course  of 
comnjcrt-ial  activity.   [Added] 

To  keep  an  accurate  record  with  the 
supix)rting  documentation  thereto  of  the 
receiving,  selling,  transferring,  distribut- 
ing, or  otherwise  disposing  thereof. 

Retention  peri(xl  3  years  following 
the  date  of  acquisition  or  transfer.  50 
CFR  222.12 

9.   Regional   Action    Planning 
Commissions 

9.1  [Reserved] 

9.2  Rj-iipient.i  of  grants,  technical  and 
planning  assistance,  and  suppleiiu-iits 
ti)   f  ftleral   grant-in-aids. 

To  maintain  records  of  amount  and 
disposition  of  total  budgeted  funds,  pur- 
p^^se  for  lise  of  funds,  amount  and  na- 
ture of  contributions  from  all  other 
sources,  and  other  such  financial  records 
as  necessary. 

Retention  period:  3  years  following 
disbursement  of  funds.  13  CFR  540.3. 
550.5,  560.8 

10.    United  States   Travel   Service 

10.1  State*  or  private  or  nonprofit  or- 
ganizations re<-ei>ing  Federal  grants 
for  travel   promotion   projects. 

To  mamtam  all  books,  docimients, 
papei-s,  and  records  relating  to  the 
project. 

Retention  period:  3  years  unless  ex- 
tended by  the  Assistant  Secretary  for 
Toun.<^m.  15  CFR  1200.5  (.retention: 
1200.7J 

1 1 .   Census  Bureau 

11.1  Exporters,  their  agents,  and  owners 
and  operators  of  exporting   carriers. 

To  retain  aU  shipping  documents.  In- 
voices, orders,  packmg  Lists,  correspond- 
ence, and  other  documentation  as  re- 
quired by  15  CFR  30.7  and  30.8. 

Retention  period:  3  years  subsequent 
to  exportation.  15  CFR  30.11 

Persons  needing  furttiM-  information  about 
littvd  record  retention  requirements  should  con- 
tact the  following: 

Mrs.  Ivy  V.  Parr,  Departmental  Records  Man- 
agement Officer,  Office  of  Administrative  Serv- 
ices and  Procurement,  loom  6047,  Main  Com- 
m»rcc  Buiidir>g,  Woshington,  D.C.  30230.  Tele- 
phone: 202-377-3630. 
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III    DEPARTMENT    OF    DEFENSE 
1.   Department  of  the  Air  Force 

1,1  Cx^ntractor-t'  flight  operating  proi'c- 
dures  and  tlight  crfws. 

To  keep  records  of  each  flight  crew 
member  and  policy  and  flight  operating 
procedures 

Retention  period:  Not  specified.  32 
CFR  860.5 

Persons  needing  further  information  about 
Tisted  r«<ord  retention  requirements  should  con- 
toct  f*ie  following: 

Mr.  H.  Hughes,  Headquarters  United  States  Air 
Fofte/LGPAA.  Waihingtoo,  D.C.  20330.  TeJ*- 
phone    202-695-6969. 

2.    [Reserved] 
3.  Defense  Civil  Preparedness  Agenqr 

5.1  Contractors  ^ilh  federally  MAisted 
contracts. 

To  maintain  payroll  emd  other  related 
records  diirlng  the  course  of  the  work 
for  all  laborers  and  mechanics  working 
at  the  site  of  the  work. 

Retention  period:  3  years  after  termi- 
nation of  the  contract.  32  CFR  1808.4 

3.2  Stutes  and  political  »ubdivisions  re- 
rcivinj?  Federal  contributions  for 
civil  defence  equipment  and  con^t^uc- 
lion. 

To  maintain  books,  records,  and  docu- 
ments relating  to  such  contributions. 

Retention  period:  3  years  following 
completion  of  the  approved  project.  Rec- 
ords for  nonexpendable  property  ac- 
quired with  Federal  assistance  shall  be 
retained  for  3  years  after  Its  final  dls- 
pofltlr-ii    32  CFR  1801.6,  1812.16 

3.3  States  and  political  subdivisions  re- 
reiving  financial  contributions  for 
personnel  and  administrative  cx- 
pen.se*. 

To  keep  book.^.  records,  papers,  and 
other  pertinent  supporting  material  in- 
cluding those  relating  to  procurement  of 
admlni'^tratlve  equipment  and  to  merit 
system  operations  showing  receipt  and 
disbursement  of  Federal  funds  received. 

Retention  period:  3  years  after  pay- 
ment unless  advised  by  DCPA  to  main- 
tain such  records  for  a  longer  period.  32 
CFR  1807,6 

3.1  Mall's  and  poliliral  »ubdi\  ioions  re- 
ceiviiiK  copi«—  of  conlTa^■tor^'  payroll 
renirds  fur  Fedfrally  a-'-i^lcd  con- 
struction. 

To  retain  copies  of  all  payrolls  and 
statements  required  to  be  submitted  In 
cases  where  the  contract  Involves  con- 
struction work  in  excess  of  $2,000. 

Retention  period:  3  years  from  date 
of  completion  of  contract  unless  records 
are  transfeiTed  to  the  Defense  Civil 
Preparedness  Agency.  32  CFR  1808.5 

Persons  needing  further  info/mation  about 
listed  rxord  retention  requirements  should  con- 
toct  the  following 

Mr  William  L.  Wilde.  Management  Division, 
Defense  Civil  Pr»poredne5s  Agency,  Washing- 
ton,  DC     20301     Telephone     202-695-7968. 


IV.  DEPARTMENT    OF    HEALTH, 

EDUCATION,  AND   WELFARE 

1.   Office  of  Education 

1.1  '^lalf  and  local  apcncies,  in-^litutions, 
orf;anizations,  and  others  receiving  fi- 
nancial assistance  under  direct  proj- 
ect grant  and  contract  programs  or 
under  State  adniini.stered  programs. 

To  maintain  records  relating  to  the 
receipt  and  expenditure  of  Federal  funds 
'and  to  the  expenditure  of  the  recipient's 
contribution  to  the  cost  of  the  project,  if 
any),  Including  all  accounting  records 
and  related  original  and  supporting 
documents. 

Retention  period:  3  years,  after  date 
of  submission  of  annual  or  final  expendi- 
ture report  or  after  final  disposition 
of  nonexpendable  personal  property. 
Microfilm  copies  may  be  substituted  in 
lieu  of  onginal  records.  45  CFR  lOOa.477, 
lOOb.477  , 

1.2 — 1.3      [Reservedl 

1.4  Local  educational  agencies  receiving 
Federal  assistance  in  areas  affected  by 

lederal  activities. 

To  maintain  adequate  written  records 
to  substantiate  Federal  connection  of 
pupils  forming  the  basis  for  claim  for 
financial  jissistance. 

Retention  period:  Until  completion  of 
administrative  review,  or  3  years  follow- 
ing fiscal  year  to  which  the  claim  relates, 
whichever  Is  earlier.  45  CFR  115,40  (re- 
tention: 115.42) 

1.5  Private  nonprofit  schools  receiving 
loanj  for  acquisition  of  equipment 
for  -trengthening  instruction  in  aca- 
demic subjects. 

To  keep  all  records  supporting  the  use 
of  loan  funds. 

Retention  period:  3  years  after  receipt 
of  loan  funds  or  until  the  loan  has  been 
paid  in  full,  whichever  Is  later.  45  CFR 
142.44 

1.6  Iii-lilulioiis  of  higher  education 
participating  in  the  national  defense 
student  loan  program. 

To  maintain  records  of  all  transac- 
tions with  respect  to  the  fund,  general 
ledger  control  accounts  and  subsidiary 
accounts  as  required,  pertinent  records 
of  fund  activities  including  individual 
oath.'^,  and  promissory  notes. 

Retention  period:  UntU  agreed  upon 
with  the  Conxmissloner  that  there  is  no 
further  need  for  retention.  45  CFR 
144.11 

1.7  In>litiites  of  hittlier  education  re- 
ceiving financial  assistance  for  grad- 
uate fellowship  programs. 

'To  keep  all  records  supporting  claims 
for  Federal  pajTnents 

Retention  period:  3  years  after  the 
close  of  the  fiscal  year  to  which  such 
records  relate;  or  until  notified  that 
such  records  are  not  needed  for  program 
administration  review;  or  unUl  notified 
of  the  completion  of  the  Department's 
fiscal  audit,  whichever  is  the  latest.  45 
CFR  145  5 


1.8  Stale  conimi8.sion«  receiving  finan- 
cial assistance  for  construction  of 
higher  education  facilities. 

To  maintain  (a)  complete  file  on  each 
application  received,  and  (b)  full  rec- 
ord of  all  hearings  and  appeals  and  all 
proceedings  by  which  it  establLshes  pri- 
orities and  recommends  Federal  share 
for  eligible  projects. 

Retention  period:  (a>  2  yeaxs  after 
final  action  with  respect  to  such  appli- 
cation; and  (b)  3  years.  45  CFR  170.5 

1.9  State  conirtiission.s  handling  grants 
for  instructional  equipnient  for  in- 
stitutions of  higher  education. 

To  maintain  records  on  each  applica- 
tion received,  on  all  hearings  on  appeals, 
and  on  all  proceedings  by  which  it  es- 
tablishes relative  priorities  and  recom- 
mends Federal  shares  for  eligible  proj- 
ects. 

Retention  period:  3  years.  45  CFR 
171.8 

1.10  Guarantee  agencies  and  lenders  of 
low-interest  loans  to  vocational  stu- 
dents and  students  in  institutions  of 
higher  education. 

(a)  Giuirantee  agencies.  To  keep  rec- 
ords on  status  of  its  student  loan  insur- 
ance reserve  fvmd  and  the  operation  of 
Its  loan  insurance  progam. 

(b)  Lenders.  To  keep  complete  and 
accurate  records  on  all  federally  insured 
loan  accounts  reflecting  each  transac- 
tion. 

Retention  period:  (a)  Not  specified; 
(b)  until  Commissioner  has  no  further 
need  for  such  records,  but  for  not  less 
thsm  3  years  from  date  loan  either  has 
been  repaid  in  full  or  defaulted  with 
reimbursement  of  the  lender  by  the 
guarantee  agency  or  the  Commissioner. 
45  CFR  177.8 

1.11  liOiders  participating  in  programs 
of  low-interest  loans  and  direct  Fed- 
eral loans  to  vocational  students. 

To  maintain  records  of  all  federally 
insured  loan  ficcounts  which  reflects 
each  transaction  io  as  to  identify  each 
borrowers  account  tuid  status  thereof 
and  contains  full  and  proper  documenta- 
tion to  support  a  claim  for  loss. 

Retention  period:  UntU  such  Ume  as 
the  Commissioner  has  no  further  need 
for  sucii  records.  45  CFR  178.41 

1.12  Institutions  of  higher  education  re- 
ceiving veteran's  cosl-of-instruction 
pay  nienls. 

To  maintain  records  relating  to  the 
receipt  and  exp«iditure  of  Federal  funds. 
Including  accoimting  records  and  related 
original  and  supporting  documents. 

Retention  period:  3  years  after  sub- 
mission of  fiscal  operations  report  or  in 
the  case  of  nonexpendable  property,  3 
years  after  its  final  disposition.  Micro- 
film copies  may  be  substituted  in  lieu  of 
original  records.  45  CFR  189.31 

1.13  [Reserved] 

1.1  I  Educational  institution  receiving 
supplemental  educational  opportu- 
nity grants. 

To  maintain  records  relating  to  the 
receipt  and  expenditure  of  Federal  funds. 
Including  accounting  records  and  related 
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original  and  supporting  docimients  sub- 
stantiating costs  charged  to  the  award. 

Retention  period:  3  years  after  date 
of  submission  of  annual  Institutional 
pnscal  Operations  Report,  or  If  Federal 
audit  questions  not  resolved,  until  reso- 
lution of  all  such  questions.  Microfilm 
copies  may  be  substituted  In  lieu  of  orig- 
inal records.  45  CFR  176.23 

1.13  Institutions  of  hi;;licr  educaliuii  re- 
ceiving hasic  educational  opportunity 
grants. 

To  maintain  records  relating  to  stu- 
dent eligibility,  r.m-ount  of  grant  awarded 
and  to  whom,  amoiuit  and  date  of  dis- 
bursement to  such  student,  and  amount 
and  dale  of  overpayments  t,hat  have  bec:i 
restored  to  program  account. 

Retention  period:  3  years  foUowmg 
date  of  submission  of  final  report  cov- 
erii-^  such  funds.  45  CFR  19C.80 

1.16  Grantees,  educational  hroadcasting 
facilities  program. 

To  maintain  fiscal  records  in  accord- 
ance with  45  CFR  lOOa.477,  provided  that 
fljial  disposition  of  nonexpendable  per- 
sonal property  shall  be  deemed  to  have 
occuiTed  10  years  after  completion  of 
project. 

Retention  period:  Not  specified.  45 
CFR  153.17 

1.17  lx>cal  educational  instituti«»ns  par- 
ticipating in  folios*  tliroiipli  prosram. 

To  maintain  records  showing  that  the 
Identification  and  selection  of  eligible 
children  comphed  with  requirements. 

Retention  period :  Not  specified.  45 
CFR  153.12 

1.18  Educational  institutions  participat- 
ing in  Federal.  State,  and  private  pro- 
grams of  lov* -interest  loan-  to  stu- 
dents. 

To  maintain  *a)  administrative  and 
fiscal  records  to  Insure  efficient  admin- 
istration of  fimds  received,  and  <b>  stu- 
dent records  of  admission,  academic 
study,  attendance,  courses  taken,  and 
placement. 

Retention  period:  la)  Not  specified; 
(b)  5  years  after  graduation,  withdrawal, 
or  failure  to  matriculate,  unless  other- 
wise directed  by  Commissioner  45  CFR 
177.62 

1.19  Regional  centers  for  deaf-blind  chil- 
dren receiving  Federal  funds  under 
Education   of   the    Flandieapp<Ml    Act. 

To  maintain  adequately  organized  rec- 
ords on  all  deaf -blind  children  in  the  re- 
gion. 

Retention  period:  Not  specified.  45 
CFR  121c  12 

IJJO  Loral  educational  agencies  receiv- 
ing emergency  schcKil  aid. 

To  maintain  records  necessarj-  to  veri- 
fy reports  submitted  and  a  description 
of  provisions  for  the  evaluation  of  the 
activities  for  which  assistance  is  sought. 

Retention  period:  Not  specified.  45 
CFR  185.13 


1^1  Instinitiom  of  higher  educatioB 
IMWlicipating  in  cooperative  educa- 
tion programs. 

To  maintain  such  records  as  the  Com- 
missioner may  require. 
Retention    period:    Not    specified:    45 

CFR  182  15 

1.22  .^tate  agencies  receiving  financial 
assistance  for  communitv  service  and 
conlimiiiij:  education  protrrani". 

To  maintain  such  records  as  necessary 
to  substantiate  reports  required  by  sec- 
tion cited. 

Retention  period:  Not  specified.  45 
CFR  173.22 

1.23  Local  educational  apeniies  receiv- 
ing grants  under  educational  services 
for  Indochinese  refugee  children  pro- 
^aiiis. 

To  maintain  written  records  to  sub- 
stantiate eligibility  and  entitlement  re- 
quirements, and  other  records  In  sup- 
port of  the  application 

Retention  period:  Until  completion  of 
administrative  review,  or  5  years  follow- 
ing fiscal  year  to  which  the  applicatiOTi 
relates,  whichever  is  earlier  45  CFR 
122.13.  122  14 

1.21  stale  ap«iicics  rceeiviiit  liiianciul 
u>si*.tan('e  under  Stale  adnuniivtered 
progriinis  iiivolvin;:  nialcliint:  and 
i'o»l  sharing. 

To  keep  records  of  in-kind  contribu- 
tion.s  frc«n  third  parties,  documenting 
(a)  the  extent  of  volunteer  services,  and 
<b'  basis  for  determining  the  charges 
for  personal  services,  material,  equip- 
ment, buildings  and  land. 

Retention  period:  Not  specified  45 
CFR  lOGb.94 

1.25  SLate  ancnries  ricrivinp  finatM'ial 
as.stKlaiM-e    undtr    .Mate    adBunistered 

jiTu^rauis    iuvulviuiE    iiesolialed    pro- 
>  kireiiititt.s. 

To  keep  with  procurement  records  or 
files,  for  negotiated  purchases  in  excess 
of  $2,500,  a  justification  for  the  lise  of 
negotiation  in  lieu  of  advertising,  con- 
tractor selection,  and  the  basis  of  cost 
or  price  negotiated. 

Retention  period:  3  years  after  date 
of  submi!r.'?ion  of  annual  or  final  expendi- 
ture report.  45  CFR  100b. 107  (retention: 
100b477' 

I.2(>  State  educational  agen<i«-»  receiving 
financial  assistance  for  supplenien- 
tar>  centers  and  s«rvice»:  eruidance. 
counseling      and      le-ting      programs. 

To  keep  such  records  as  may  be  neces- 
sary to  assure  correctness  and  verifica- 
tion of  reports  required  by  45  CFR 
100b.47T 

Retention  period  Not  specified.  45 
CFR  118  16 

1JZ7  sjale  educaitional  agencie'  receiving 
fund-  under  the  lihrarie-  and  learn- 
ing resources  program. 

To  maintain  data  on  expenditures  from 
non-Federal  sources  and  qualifications 
of  persons  appointed  to  the  State  ad- 
visory council, 


Retention    period:    Not    specified.    45 

CFR  134  41.  134.52 

Panons  needing  hrrtbar  informohon  obosjt 
tislMJ  record  retvnhon  rM^uiremenK  Uvould  con- 
tort fix  following 

Jorri^«  E  Amevon  Records  Officer  Office  of 
Education,  Health,  Edvcahon  and  Welfare  De- 
partment, 400  Morylond  Ave  .  S  W  Room 
1167  WoiKinBfon,  D.C  20201  Telephone: 
20:-245-«315. 

7.   Food   and  Drug   Administration 

2.1  rer«t»n-  »ntro<lucine  shipini  ril  nr  de- 
liver? of  unlabeled  food,  drug^  and 
device*,  and  cosmetics  into  inlersLale 
commerce  and  operators  of  e»tflbli«h- 
inents  pro<'es»ing.  Libeling,  ami  re- 
pacWin;:. 

To  keep  written  agreements  containing 
such  specifications  as  will  insiu-e  that 
such  food,  drugs  suid  devices,  and  cos- 
metics will  not  he  adulterated  or  mis- 
branded  upon  completion  of  such  proc- 
essing, labeling,  or  repacking 

Retention  period:  2  years  after  final 
shipment  or  delivery  of  such  CMnmodities 
from  &uch  esta-bhsliment.  21  CFR  201- 
150,  701.9,  801.150 

2.2  Commercial  processors  nianufaitur- 
ing.  processing,  or  packing  Ion-acid 
foods.  [  Amended  ] 

To  maintain  'a>  complete  records  cov- 
ering all  aspects  of  the  establishment  of 
the  process  and  associated  incubation 
tests;  and  (b)  processing  and  production 
records  as  specified  in  sections  cited . 

Retention  period:  la)  Permanent;  fb) 
not  less  than   1   year  at  the  processing 
plani;   and  at  the  processing  plant  or 
other    accessible    location    lor    2    more 
years    21  CFR  507  83,  507.110,  508.35 

2.3  Di-rtrlbulor*     of     ve«<-rinar»      driip.s. 

To  maintain  records  of  each  shipmeiit 
and  other  delivery-  ( Including  exports  >  of 
each  certified  batch  or  part  thereof, 
showing  date  and  quantity  of  each  ship- 
ment or  delivery,  and  name  and  address 
of  person  to  whom  shipped  or  delivered. 

Retention  penod  3  years  21  CFTl 
510.350 

2.4  Suppliers  of  foo<l  flavor  rertifica- 
liuii-.   I  \n»ended  ] 

To  maintain  certificates  relating  to 
food  flavor  labeling 

Retention  period  .'^t  least  3  years. 
21  CFR  501.22 

2.3  Packer*  of  processed  shrimp  and 
canned  o^atert  operating  under  the 
seafood  ijupection  •ervice. 

To  keep  shipping  records  covering 
shipments  from  each  lot  of  inspected 
seafood. 

Retention  period  At  least  2  years.  21 
CFR  85.9,  85.24 

2.6  .Sponsor*,  investigators,  and  shippers 
of  new  drugs  and  antibiotic  drugs  for 
investigational  uae:  and  investiga- 
tional review  committees. 

To  maintain  records  of  (ai  each  ship- 
ment and  delivery  and  dtepoeitlon  of  each 
new  or  antibiotic  drug;  and  (b^  docu- 
ments relating  to  membership,  study  dls- 
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cussions,     resolutions,    etc.    of    review 
committees. 

Retention  period:  <a)  2  years  after 
siilpment  and  delivery:  (b)  3  years  after 
completion  or  discontinuance  of  study. 
21  CFR  312  1,  312  9,  312  10,  433.17,  511.1 

2.7  Persons  introduring  shipment  or 
delivery  of  antibiolie  drug.<  into  inler- 
ilato  coninierre :  operators  of  estub- 
lisliinents  procf^-<inB,  laheling,  stor- 
ing:, repacking,  and  niunufaeturing 
antiliiolir  drug*;  and  perxtnn  rc(jue>it- 
ing   certification    of    antibiotic   drugs. 

'a'  To  keep  complete  records  of  all 
shipments  and  deliveries  of  each  batch  or 
part  thereof. 

Retention  period:  3  years  from  date  of 
shipment  or  delivery  and  or  receipt  of 
same    21  CFR  431  61.  433  12— 433  16 

Photostatic  or  other  permanent  re- 
productions may  be  used  as  substitutes 
for  records  identified  in  this  section  after 
the  first  2  years  of  retention.  21  CFR 
131, o2,   433.30 

2.8  Persons  petitioning  for  exemption 
from  certifiration  for  antibiotir 
drugs  intended  for  local  or  tgrpical 
use. 

To  keep  records  of  all  laboratory 
t€itoi  and  a.3.says  required  as  a  condition 
for  certifiration  on  each  batch  produced 
and  of  all  shipments  and  deliveries  of 
each  batch  or  part  thereof. 

Retention  period:  3  years  after  date 
of  shipment  or  delivery.  21  CFR  433.1 

Photostatic  or  other  permanent  repro- 
duction may  be  sub.stituted  for  .such  rec- 
ords alter  the  first  2  years  of  the  holding 
period  21  CFR  433  30 

2.9  Insulin  distributors  to  whom  certi- 
fications liave  been  issued  bj  the 
t  cMid       an<i       Drug       Adniiiii-lrution. 

To  keep  records  of  shipments  and 
deliveries. 

Retention  period;  2  years  after  dis- 
posal of  all  the  batch  covered  by  the  cer- 
tificate  21  CFR  429  60 

2.10  Dairv  farms  and  plants  at  which 
anv  milk  or  cream  is  pasteurized  for 
sliipment  or  transportation  into  the 
I  nitcd   M.iles. 

To  keep  all  thermograph  charts. 

Retention  period:  2  years,  unless 
within  that  period  the  charts  are  exam- 
ined and  released  by  authorized  agent  of 
the  Secretarj-.  21  CFR  1210.15 

2.11  Persons  maniifacluring,  proces-s- 
ing.     packing,     or     holding     finished 

pli.irmaiculicaU. 

To  mountain  bat<.-h  production  and 
control  records  for  each  batch  of  drugs; 
data  concerning  laboratory  tests  per- 
formed; records  of  tlie  dLstrlbutlon  of 
each  bat<h  of  diug  In  a  manner  that  will 
facilitate  itvS  recall  if  necessary;  and  writ- 
ten and  oral  complaints  regarding  the 
drujs' 

Retention  period:  2  years  after  the  dis- 
tribution of  the  drug  has  been  completed 
or  1  year  after  the  expiration  of  the  drug, 
whichever  is  longer.  21  CFTl  211  58.  211  - 
101.  211  110,  211.115 


2.12  Persons  to  whom  color-additir* 
certificate*  hare  be«n  issued  hj  the 
Food  and  Drug  Administration. 

To  keep  complete  and  separate  rec- 
ords showing  the  disposal  of  all  the  color 
additive  from  the  batch  covered  by  such 
certificates. 

Retention  period :  At  least  2  years  after 
disposal  of  all  such  color  additive.  21 
CFR  8.26 

2.13  Persons  delivering  for  introduction 
or  introducing  into  interstate  com- 
merce a  color  additive  or  a  food, 
drug,  or  cosmetic  containing  such  an 
additive,      for      investigational      use. 

To  maintain  complete  records  of  each 
shipment  and  delivery. 

Retention  period:  2  years  after  such 
shipment  and  delivery.  21  CFR  8.33 

2.  1  t'  Mamif.H  lurers  or  distributors  ship- 
ping new  <lrug  substances  in- 
tended   for    hypersensitivity    testing. 

To  maintain  records  of  all  shlpmente 
for  this  purpose. 

Retention  period:  2  years  after  ship- 
ment. 21  CFR  310.103 

2.15  Persona  treating  food  vrith  low  doa« 

eliH-troM   beam   radiation. 

To  keep  a  record  of  the  radiation  In- 
tensity and  power  used  by  means  of  re- 
corders coupled  to  the  electron  accelera- 
tor. The  record  shall  Identify  the  food 
that  has  been  subjected  to  the  radiation. 

Retention  period:  Permanent;  1  year 
for  Food  and  Drug  Administration  in- 
spection. 21  CFR  121.3007 

2.16  Manufacturers,  packers,  distribu- 
tors, and  shippers  of  antibiotic  drugs 

for  liiinian  release. 

To  maintain  such  records  as  specified 
in  section  cited  to  facilitate  determina- 
tion whether  such  certificate  or  release 
should  be  rescinded  or  whether  any  regu- 
lations should  be  amended  or  repealed. 

Retention  period:  Not  specified.  21 
CFR  431.60 

2.17  Persons  holding  approved  new>drug 

applicitioii*. 

To  maintain  records  necessary  to  facil- 
itate a  determination  whether  there  may 
be  grounds  for  Invoking  section  505(e)  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (21  U.S.C.  355(e))  to  suspend  or 
withdraw  approval  of  the  application. 

Retention  period:  Not  specified.  21 
CFR  310.300,  310.303 

2.18  Manufacturers,  processors,  packers, 
and  holders  of  medicated  feeds. 
1   Vnietided  1 

To  maintain  'a>  receipt  and  Inventory 
records  of  drug  components;  (b)  produc- 
tion records;  *c>  Master  Record  FUe; 
(dt  laboratory  control  records  on  results 
of  assays:  lei  records  of  action  taken 
when  results  of  assays  indicate  a  prob- 
lem; <f»  proofread  labels:  'g)  distribu- 
tion records;  and  ih)  records  of  com- 
plaints and  action  taken  and,  for  certain 
feeds,  records  and  reports  of  clinical  and 
other  experience  with  the  drug. 

Retention  period:  ia»-(d)  1  year;  (e) 
not  specified:    ifi    1   year;    (g)    1  year; 


(h)  not  specified.  21  CFR  225.42,  225.58, 
225.80,  225.102,  225.110,  225.115 

2.19  Manufacturers,  processors,  packers, 
and  holders  of  smoked  and  smoke- 
flavored  fish. 

To  maintain  records  providing  positive 
Identification  of  the  process  procedures 
used  for  the  manufacture  of  hot-process 
smoked  or  hot-process  smoke-flavored 
fish  and  of  the  distribution  of  the  fin- 
ished product. 

Retention  period:  Not  specified.  21 
CFR  128a.7(e)  (5) 

2.20  .Manufacturers,  processors,  packers, 
and  holders  of  medicated  premixes 
for  use  in  the  manufacture  of  medi- 
cated feeds. 

To  maintain  receipt  and  Inventory 
records  of  any  drug  components  used; 
batch  production  and  control  records; 
results  of  assays;  distribution  records; 
and  oral  and  written  complalnta  con- 
cerning safety  and  eflBcacy  of  each 
premix. 

Retention  period:  2  years.  21  CFR 
226.42.    226.58,    226.102,    226.110,   226.115 

2.21  Manufacturers,  processors,  packers, 
and  repackers  of  human  foods. 

To  maintain  records  of  coding  of  food 
products. 

Retention  period:  The  shelf  life  of  the 
product,  except  not  longer  than  2  years. 
21  CFR  128.7(1) 

2.22  Commercial  processors  manufac- 
turing, processing,  or  packing  cacao 
prtxlucts  and  confe«-tionary. 

To  maintain  records  of  results  of  ex- 
aminations of  raw  materials,  packaging 
materials,  and  finished  products;  sup- 
pliers' guarantees;  processing  and  pro- 
duction records;  initial  distribution  rec- 
ords. 

Retention  period:  Exceed  shelf  life  of 
finished  product,  except  that  records 
need  not  be  retained  more  than  2  years. 
21  CFR  128C.8 

2.23  .Manufacturers,  bottled  drinking 
water. 

To  maintain  records  of  government 
agency  approval  of  water  source;  samp- 
ling and  anab'sls  performed  by  plant; 
physical  inspection  of  water  treatjnent 
equipment,  mechanical  washers,  and 
sanitizing  operations. 

Retention  period:  2  years.  21  CFR 
128d.5,  128d.7 

2.24  Sponsors  of  metliadone  mainte- 
nance programs. 

To  maintain  for  each  patient  an  ad- 
mission evaluation  and  records  corlsistlng 
of  personal  and  medlcsd  history,  physical 
examination,  and  such  other  Information 
as  necessary. 

Retention  period:  Not  specified.  21 
CFR  310.505 

2.25  Manufacturers  of  impact-resistant 
lenses     for    glasses     and     sunglasses. 

To  maintain  records  of  sale,  distribu- 
tion, and  results  of  tests  conducted  on 
impact-resistant  lenses. 

Retention  period:  3  years.  21  CFR 
201.410 
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2.26-2.27      [Reserved] 

2.28     Licensed     domestic     and     foreigii 
manufacturing      establishments       of 

biological  products. 

To  keep  records  concurrently  with  per- 
formance of  each  step  In  the  manuf  ac- 
ture  and  distribution  of  each  lot;  com- 
plete records  of  recall  from  distribution ; 
rterilization  records  Including  date, 
duration,  temperature,  and  other  condi- 
tions relating  to  each  sterilization,  so  as 
to  identify  the  particiilar  process  to 
which  the  sterilization  relates;  animal 
necropsy  records:  and  records  by  each 
establishment  participating  iii  manufac- 
ture of  a  product  showing  degree  of 
individual  responsibility  with  manufac- 
turer preparing  product  in  final  form  to 
retain  complete  records  of  all  manufac- 
turing operations. 

Retention  period:  5  years  after  the  rec- 
ords of  manufacture  have  been  com- 
pleted or  6  months  after  the  latest  ex- 
piration date,  whichever  is  later. 

Suspension  of  retention  requirements: 
If  a  summary  is  retained,  authorization 
may  be  granted  to  suspend  retention  of 
records  of  a  manufacturing  step  upon  a 
showing  that  such  records  no  longer 
serve  the  purpose  for  which  they  were 
made.  21  CFR  600.12 

2.2^)  Food  manufacturers  ami  |»ro<-- 
essors  of  mislabeled  food  products 
sold  to  institutions  operated  by 
Federal,  ."stale  or  local  governments. 
1  .\mcnded] 

To  retain  signed  statements  of  pur- 
chasers that  acknowledge  nature  and  ex- 
tent of  mislabehng. 

Retention  period:  2  years  after  date  of 
shipment.  21  CFR  501.105 

2.30  Manufacturers  of  certain  electronic 

pr<Khicts. 

To  maintain  (a)  description  of  the 
q\iality  control  procedures  with  respect 
to  electronic  product  radiation  safety; 
(b^  record  of  the  results  of  tests  for  elec- 
tronic product  radiation  safety:  (c)  for 
products  that  display  aging  effects  which 
may  increase  radiation  emission,  records 
of  the  results  of  tests  for  durability  of 
the  product,  and  tlie  basis  for  selecting 
the  tests;  (d)  copies  of  aU  pertinent 
written  communications;  <e)  records  of 
the  manufacturers  distribution  of  prod- 
ucts; and  (f)  records  received  from 
dealers  or  distributors  pursuant  to 
I  1002.41. 

Retention  period:  5  years  from  the 
date  of  the  record.  21  CFR  1002.30  (re- 
tention: 1002.31) 

2.31  Dealers  and  distributors  of  certain 
eloclr<»iiic  products. 

To  maintain,  for  products  for  which 
the  retail  price  Is  not  less  than  $50.00. 
Information  as  necessary  to  permit  trac- 
ing of  specific  products  to  specific  pur- 
chasers. 

Retention  period:  5  years  from  the 
date  of  sale,  award,  or  lease  of  such 
product.  21  CFR  1002.40,  1002.41 

2.32  Blanufacturers,  packers,  distribu- 
tors, and  retailers  promoting  retail 
sales  promotions. 

To  maintain  invoices  and  other  rec- 
ords relating  to  "cents-off"  coupons  or 


other    Barings    representatloos    and    to 
package  size  savings. 

Retenticoi  period:  1  year  subsequent 
to  end  of  year  in  which  promotion  occurs. 
21  CFR  l.ld.  l.le 

2.33  Hospitals  and  oilier  author- 
ized      dispensers       of       n»ethadone. 

To  maintain  clinical  record  for  each 
patient  showing  dates,  quantity,  and 
batch  or  code  mark  of  drug  dispensed. 

Retention    period:    3    years.    21    CFR 

310.505 

2.34  >Ianufaclurer^        of        methadone. 
To  maintain  signed  invoices  of  metha- 
done dell\ered  to  licensed  practitioner. 

Retention  period:  Not  specified  21 
CFR   3IC-505 

2.33  Persons  introducing  or  moxing 
food  shipments  into  intcrsI.Tlc  com- 
merce who  arc  not  the  original  proc- 
essors  or   packers,    i  XnieiiHed  ] 

To  keep  records  of  agreements  with 
operators  of  food  processing  establish- 
ments, signed  by  and  contaminc  the  post 
office  addresses  of  such  persons  and  such 
operators,  and  containing  specifications 
for  the  processuig,  labeling,  or  repacking 
to  ir.surc  that  such  food  will  not  be 
adulterated  or  misbranded  upon  comple- 
tion of  such  processing,  labeling,  or 
repacking. 

Retention  period :  2  years  after  date  of 
final  shipment  or  delivery  from  the  es- 
tablishment. 21  CFR  501  100 

2.36  IHcserxed] 

2.37  Manufacturers  or  persons  employ- 
in;:  food  additive  amino  acids  to  im- 
prove    the     protein     value     of     food. 

To  keep  and  maintain  records  of  tests 
of  effectiveness. 

Retention  period:  During  period  of 
use  of  the  additive  is  >  and  for  3  years 
thereafter.  21  CFR  121.1002 

2.38  Sponsors  of  approved  nev.  animal 
drug  apf>lications. 

To  maintain  full  reports  of  information 
pertinent  to  the  safety  or  effectiveness 
of  new  animal  drugs  not  preuously  sub- 
mitted as  part  of  approved  applications. 

Retention  period:  Not  specified  2! 
CFR  510  300.  510  301 

2.39  Manufacturers,  packers,  and  dis- 
tributors      of       cosmetic       products. 

To  maintain  all  correspondence  and 
retords  pertaining  to  alleged   cosmetic 
product  injuries. 
Retention   period:    3   years.    21    CFR 

730  4 

2.40  Collectors  and  processors  of  whole 
blood  (human)  collected  from  hu- 
ntan  donors  for  transfusion  to  human 
reerpieiils. 

To  maintain  a  manual  of  standard 
procedui'es  and  methods  to  be  f  oUowed  by 
employees  to  determine  suitability  of 
donors,  and  to  m.aintain  records  of  names 
and  qualifications  of  persons  In  charge 
of  employees  who  determine  the  suit- 
abihty  of  donors  when  a  physician  is  not 
present. 

Retention  period:  Not  specified.  21 
CFR  600.12.  640.3 


2.41      Manufacturers    of    source    plasma 

(human). 

To  keep  separate  and  complete  records 
for  donors  of  all  Initial  and  periodic  ex- 
aniinatlQi;^.  te&ls.  Ubvirator>-  data,  inter- 
views, etc.,  Including  donors'  written 
consent  for  partis. ;;)dt:on  In  tlie  plasma- 
pheresis program  and  certifications  of 
good  health. 

Retention  period:  Not  specified.  21 
CFR  600.12,  640  69 

2.12  (o!  lee  tors  and  prt>ce«>or»  of  v.  hole 
hliMKi  (iiuniaiO  coll<H-led  from  hu- 
man donors  and  processed  ft»r  trans- 
fusion     or     further      maniifacluring. 

To  maintain  records  on  compatibility 
testing,  adverse  reactions,  collection, 
processing,  storage  and  distribution  of 
each  unit  as  specified  in  sections  cited. 

Retention  period:  5  years  after  records 
cf  processing  have  been  completed  or  6 
montlos  after  latest  expiration  date  lor 
individual  product,  whichever  is  later. 
When  there  is  no  expiration  date,  rec- 
ords shall  be  retained  indefinitely.  21 
CFR  606.151.  606.160    606.165.  606  170 

2.  Jj  1  -lahiislitiicnts  licciiKed  for  .Viurc«- 
i'lasioa  (Human).  [Added] 

To  msdntain  results  of  certain  labora- 
tory tests  for  review  by  a  licensed  physi- 
cian or  by  an  authorized  representative 
of  the  Food  and  Drup  Administration. 

Retention  period:  Not  specified.  21  CFR 
640,71  lb'    1  1 

2.4-1       Pla-niaphrreKMi  centers.   1  Addt-d  I 

To  maintain  records  documenting 
shipping  temperatures  for  source  plasma 
(human  I  intended  for  manufacture  into 
injectable  products;  maintain  records 
concerniiig  donors:  maintain  distribution 
records  of  plasma  found  reactive  to  a 
serologic  test  for  syphilis. 

Retention  period:  Not  specified.  21 
CFR  640.72 

2.4.^  Plasma  derivali>e  manufacturer. 
I  Added ] 

To  maintain  records  of  source  plasma 
•  human  i  that  has  been  stored  or  shipped 
at  unacceptable  temperattxres.  Records 
shall  Identify  the  imlts  involved,  their 
disposition,  and  shall  explain  the  condi- 
tions that  caused  the  accidental  tempera- 
ture exposure. 

Retention  period:  Not  specified.  21 
CFR  640.76 

2.  tft      Manufacturers  of  cholera   vaccine. 

\dd.dj 

To  m^xUiiain  records  of  the  results  of 
potency  testing  of  the  vaccine  In  mice. 

Retention  period  Not  specified.  21 
CFR  620.33'di 

Perjoni  netting  further  informotion  about 
lilted  tscord  retention  re<»uirementi  ihould  con- 
foe)  the  following 

John     A      Kichords,     F*derxil     Icsisler     Writer, 

(HFC^n).    5600   Fithan   Lone,   lockville,    Md. 

30857    Tet.^h—e:  301-443-2994. 
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3.    Public   Health  Service  ^ 

3.1  In'itiiutionH  receiving  grants  for  re- 

T.irc  li  projcil'. 

3.2  Siiil.s  and  Slate  aKcncie«  receiving 
Fe<li'riil  funds  for  construction  and 
niodfrni/iiition  of  ho^pitnU  and  niedi- 
ral  facilities. 

3.3  Puhlic  or  private  nonprofit  aecncies, 
in.^titutions,  or  organizations  receiv- 
ing fjrants  for  family  liealtli  center 
proj<  rl-. 

3.t  Pulilic  or  nonprofit  aj;t'ncic«  and  or- 
t:ani/ations  recci%ing  prarils  for  ini- 
tial cool  of  professional  and  teclinical 
personnel      of      coniinunilv      mental 

111    ilih   iciili  r-. 

To  maintain  such  records,  books,  docu- 
ments, and  paper.'  as  the  Secretary 
shall  prescribe  that  ire  pertinent  to  as- 
sistance under  the  .vlental  Retardation 
Facilities  and  Community  Mental  Health 
Centers  Construction  Act  of  1963,  in 
addition  to  any  other  records  required 
by  the  regulations  of  45  CFR  Part  74." 

Retention  period :  Not  specified  for  rec- 
ords other  than  those  required  by  45 
CFR  Part  74.  42  CFR  54.308,  54.309 

3.5  Stale  health  agencies,  pulilic  or  non- 
profit priNate  agcniies.  institutions, 
or  oriiaiii/alions  r<<-<i\  inj:  grants 
for  (I. Ilia!  In  .illli  i>f  iliildrcn." 

3.6  li|s|itiili<>ns  recfiNitiK  F'-drral  -rrant.s 
for  the  <-oiistru«lion  of  health  re- 
search facilities  (includinj:  tnetilal 
retardation  facilities). 

To  maintain  (a»  all  fiscal  or  other 
records  relating  to  the  construction  and 
ibi  payroll  records  and  kickbaclc  state- 
ments for  all  laborers  and  mechanics 
working  at  the  project. 

Retention  period:  la^  Not  specified 
Cb)  3  years  after  completion  of  the  con- 
tract.    42  CFR  57  8 

3.7  Puhlic  or  nonprofit  private  schools 
of  medicine,  dentistry,  osteopathy, 
pharmacy,  optometry,  podiatry,  vet- 
erinary medicine,  and  public  health 
receiving  Federal  grants  for  the  con- 
struction of  teaching  facilities  for 
health  personnel. 

To  maintain  (a)  adequate  and  sepa- 
rate accounting  and  fiscal  records  for 
all  funds  provided  from  any  source  to 
pay  the  cost  of  the  project  and  (b)  pay- 
roll records  and  kickback  statements  for 
all  laborers  and  mechanics  working  at 
the  project. 

Retention  period:  (a)  3  years  after 
close  of  fiscal  year  in  which  construction 
is  completed  or  if  audit  has  not  occurred, 
for  5  years  afttr  close  of  fiscal  year  in 
which  construction  Is  completed  or  luitil 
applicant   is   notified   of   completion   of 


-  For  Food,  Drr.t,'  and  Co.smetlc  .\ct  regula- 
tions applicable  to  products  licensed  under 
the  Public  Health  Service  Act,  see  Food  and 
Dru^  Adminl.stratlon.  IV  2. 

•  The  provisions  of  45  CFR  Part  74.  estab- 
lishing uniform  requirements  for  the  admin- 
istration of  HEW  ^ants,  are  applicable  to 
certain  Public  Health  Service  programs.  For 
record  retention  requirement  for  such  pro- 
grams, see  IV  6.4  of  this  Guide. 


Federal  audit,  whichever  is  earlier;  '  (b) 
3  years  after  completion  of  the  contract. 
42  CFR  57.107,  57.108 

3.8  Institutions  participating  in  the 
health  professions  and  the  nursing 
student  loan  programs. 

To  keep  ta)  records  reflecting  all 
transactions  with  respect  to  the  student 
loan  fund,  recording  Federal  capital  con- 
tributions and  Federal  capital  loans 
separately  and  (b)  individual  student 
records  as  indicated  in  sections  cited. 

Retention  period:  (a)  Until  agreed 
with  the  Secretary  that  there  is  no  fur- 
ther need  for  retention:  (b)  in  the  case 
of  health  professions  student  loan  pro- 
gram, 5  years  after  individual  student 
has  ceased  to  be  a  full-time  student,  or 
in  the  case  of  the  nui'sing  student  loan 
program.  5  years  after  the  individual  stu- 
dent has  ceased  to  be  at  least  a  half-time 
student."  42  CFR  57.218,  57.318 

3.9  Public  or  nonprofit  private  schools 
receiving  Federal  funds  for  construc- 
tion of  nurse  training  facilities. 

To  maintain  (a)  accounting  and  fiscal 
records  and  accounts  for  all  fmids  pro- 
vided from  any  source  to  pay  cost  of  con- 
struction project,  and  (b>  payroll  rec- 
ords and  kickback  statements  for  all 
laborers  and  mechanics  working  at  the 
project  site. 

Retention  period:  fa)  3  years  after 
close  of  fiscal  year  in  which  construction 
is  completed;  or  if  Federal  audit  has  not 
occurred,  5  years  or  until  applicant  Is 
notified  of  completion  of  audit,  which- 
ever is  earlier;  Mb)  3  years  after  com- 
pletion of  the  project.  42  CFR  57.407, 
57.408 

3.10  Public  or  nonprofit  schools  of 
medicine,  dentistry,  osteopathy,  op- 
tometry, pharmacy,  podiatry,  and 
veterinary  medicine  receiving  Federal 
funds  to  support  their  educational 
programs,  for  scholarship  funds  and 
for  special  projects. 

To  maintain  operational  and  account- 
ing records  relating  to  the  use  of  grant 
fimds. 

Retention  period :  3  years  after  close  of 
period  of  time  during  which  grantee  may 
obligate  funds  (budget  period >  if  grantee 
notified  of  completion  of  Federal  audit. 
If  grantee  not  so  notified  such  records 
shall  be  retained  for  5  years  after  close 
of  budget  period  or  until  grantee  Is  notl- 
flled  of  completion  of  audit,  whichever 
comes  first."  42  CFR  57.513.  57.611,  57.- 
1112 

3.11  Public  or  nonprofit  schools  of 
public  health  receiving  grants  for 
provision  of  public  health  training. 

To  maintain  records,  documents,  and 
Information  that  relate  to  the  grants. 

Retention  period:  Until  completlcfli  of 
the  fiscal  audit  and  resolution  of  all 
questions  arising  therefrom.  42  CFR 
68.9 


3.1: 


|{«'s<r>cd] 


3.13  Public  or  private  nonprofit  institu- 
tions receiving  Federal  grants  for 
improving  and  expanding  medical 
libraries.' 


'  In  all  caaea  where  audit  questions  have 
arisen  before  expiration  of  such  6  year  pierlod, 
records  shall  be  retained  until  resolution  of 

all  such  questions. 


3.14  Public  or  private  nonprofit  medical 
librariea  receiTinf  Federal  grants  for 
the  eatablishment  of  regional  med- 
ical libraries. 

To  maintain  separate  fiscal  record* 
and  accounts  for  all  grant  funds. 

Retention  period:  3  years  after  termi- 
nation of  the  grant  unless  a  shorter  or 
longer  period  of  time  is,  respectively, 
permitted  or  required  by  the  Secretary. 
42  CFR  59a.37 

3.15  Institutions  receiving  Federal  grants 
for  National  Institutes  of  Health  and 
National  Library  of  Medicine  train- 
ing. 

To  maintain  fiscal  and  other  records 
relating  to  the  training  and  instruction 
for  which  a  grant  is  awarded. 

Retention  period:  Not  specified.  42 
CFR  64.4 

3.16  State  and  State  agencies  receiving 
grants  for  the  support  of  communica- 
ble disease  control  programs.* 

3.17  Public  or  nonprofit  institutions  re- 
ceiving Federal  grants  for  regional 
medical  programs. 

To  maintain  all  constnjction,  financial 
and  other  records  relating  to  the  use  of 
the  grant  funds. 

Retention  period:  Until  records  have 
been  audited  unless  a  different  period  Is 
permitted  or  required  In  writing  by  the 
Secretary.  42  CFR  54.405 

3.18  .State  and  State  agencies  receiving 
grants  for  comprehensive  health 
planning. 

To  maintain  adequate  records  to  show 
the  disposition  of  all  funds  (Federal  and 
non-Federal)  expended  for  activities 
tinder  the  approved  State  program,  in 
addition  to  other  records  required  by  the 
regulations  in  45  CFR  Part  74." 

Retention  period:  3  years  after  sub- 
mission of  annual  expenditure  report  or 
until  resolution  of  all  audit  questions; 
for  nonexpendable  property,  3  years  after 
its  final  distribution.  42  CFR  51.4,  51.9 

3.19  State  health  or  mental  health  au- 
thorities receiving  grants  for  compre- 
hensive puhlic  health  services. 

To  maintain  adequate  records  to  show 
the  disrpoeition  of  all  funds  (Federal  and 
non-Federal)  expended  for  activities 
under  the  approved  State  plan.  In  addi- 
tion to  any  other  records  required  by  the 
regulations  in  45  CFR  Part  74.* 

Retention  period:  3  years  after  sub- 
mission of  annual  expenditure  report  or 
until  resolution  of  all  audit  questions: 
for  nonexpendable  property.  3  years  after 
its  final  distribution.  42  CFR  51.104, 
51.111 

3.20  Clinical  laboratories  nhich  have 
been  issued  licenses  under  the  Clin- 
ical I.al>oratories  Improvement  Act  of 
1967. 

To  maintain  'a)  records  relating  to 
the  observations  of  each  step  in  the 
examination  of  specimens,  the  identity  of 
the  specimens,  laborator>'  reports,  quality 
control  procedures,  and  maintenance  of 
equipment  and  instruments;  and  (b^ 
personnel  records. 

Retention  period:  (&">  At  least  2  years 
after  date  of  submittal  of  report  except 
as  otherwise  prescribed  in  the  part  or  au- 


Lf>'_'02 


FEDERAL   HEGISTER,   VOL.    42,    NO.    109 — TUESDAY     JUNE    7.    1977 


RECORD   RETENTION  GUIDE 


IV   3  45 


thorized  by  the  Secretary;  tb)  on  a  cur- 
rent basis.  42  CFR  74.50,  74.52,  74.53 

3.21  Oinical  laboratories  (microbiology 
and  Berology,  dinical  chemistrr,  im- 
munohemolologr,  pathology,  and 
radiobiology). 

Clinical  laboratories  with  small  or  in- 
frequent operations  in  which  no  more 
than  100  specimens  are  accepted  during 
any  calendar  year  and  which  hold  an  un- 
revoked or  imsuspended  letter  of  exemp- 
tion are  to  maintain  and  make  available 
such  accession  and  other  records  as  the 
Secretary  may  find  necessarj-  to  deter- 
mine initial  and  continuing  eligibility 
for  exemption. 

Retention  period:  Not  specified.  42 
CFR  74.2 

3.22  State  agencies  and  institutions  of 
higher  learning  receiving  Federal 
grants  for  maternal  and  child  health 
serrices  and  crippled  children's 
services.' 

5.23  State  agencies  receiving  Federal 
grants  for  child  welfare  services.' 

3.24  State  agencies  receiving  Federal 
grants  for  child  v*elfare  services 
which  have  purchased  items  of  equip- 
ment and  supply  in  carrying  out  the 
annual  budget.' 

3.25  State  health  agencies  or  puhlic  or 
nonprofit  private  agencies  and  insti- 
tutions receiving  project  and  per- 
sonnel training  grants  for  family 
planning  services.' 

5.26  State  and  local  public  agencies  and 
public  or  nonprofit  institutions  of 
higher  learning  receiving  Federal 
grants  for  research  projects  relating 
to  maternal  and  child  health  services 
and  crippled  children's  services,  and 
research  or  demonstration  projects 
relating  to  child  welfare  services.* 

3.27  Public  or  nonprofit  private  scliools 
of  nursing  receiving  F'ederal  funds 
for  scholarship  grants  ami  for  sup- 
port  of   tlieir   educational    programs. 

To  maintain  operational  and  account- 
ing records  relating  to  the  use  of  grant 
funds. 

Retention  period:  3  years  after  end  of 
budget  period  if  grantee  notified  of  com- 
pletion of  Federal  audit  or  if  grant«e  has 
not  been  so  notified,  untD  grantee  is  noti- 
fied of  the  completion  of  Federal  audit 
or  until  5  years  following  end  of  budget 
period,  whichever  comes  first.'  42  CFR 
57.911,  57  1013 

3.28  Public  and  nonprofit  agencies  or 
institutions  receiving  grants  for  the 
advancement  of  health  in  coal 
mining.' 

3.29  Approved  Psittacine  Bird  Treat- 
ment Centers. 

To  maintain  complete  records  of  all 
birds  received,  treated  and  shipped,  in- 
cluding date  of  each  shipment  and  name 
and  address  of  consignee. 

Retention  period:  Not  specified.  42 
CFR  71  163 

3..'i0  l/0<al  government  units  meiving 
grants  for  the  detection  and  preven- 
tion  of   lead-based   paint    poisoning.' 


See  footnote  6  page  29202 
See  footnote  7  page  29202. 


3..",!  Puhlic  or  nonprofit  entilie*  re- 
reiving  grants  for  migrant  health 
services.'  [.\niendedl 

3.32  Schools  receiving  grants  to  improve 
the  quality  of  training  centers  for 
allied  health  professions. 

To  maintain  progress  and  fiscal  records 
relating  to  the  use  of  grant  funds. 

Retention  period:  3  years  after  end  of 
budget  period  if  grantee  notified  of  com- 
pletion of  Federal  audit  or  if  grantee  has 
not  been  so  notified,  until  grantee  is  noti- 
fied of  the  completion  of  Federal  audit 
or  until  5  years  following  end  of  budget 
period,  whichever  comes  first '  42  CFR 
57.716 

3.33  Schools  receiving  grants  for  the 
construction  of  teaching  facilities  for 
allied    health    professions    personnel. 

To  maintain  (a>  adequate  and  sepa- 
rate accounting  and  fiscal  records  and 
accounts  for  all  funds  pro\-ided  from  any 
source  to  pay  for  the  cost  of  the  project 
and  (b)  payroll  records  and  kickback 
statements  for  all  laborers  and  me- 
chanics working  at  the  project. 

Retention  period:  la)  Not  specified. 
(b>  3  years  after  the  completion  of  the 
contract.  42  CFR  57.808 

3.3  t  Public  or  nonprofit  2-.vear  ischooU 
of  medicine  receiving  grants  for  con- 
version to  a  school  accredited  to  grant 
the  degree  of  doctor  of  medicine. 

To  maintain  operatic«ial  and  suicount- 
Ing  records  relating  to  the  use  of  grant 
funds. 

Retention  period:  3  years  after  end  of 
budget  period  if  grantee  notified  of  com- 
pletion of  Federal  audit  or  if  grantee  has 
not  been  so  notified,  unUl  grantee  is 
notified  of  the  completion  of  Federal 
audit  or  until  5  years  following  end  of 
budget  period,  whichever  come.'-  first '  42 
CFR  57.1310 

3.35  New  ptiblic  or  nonprofit  schi>ol.-  of 
medicine,  dentistry,  and  osteopathy 
re<-eiving  grants  to  meet  their  initial 
cost  of  operation. 

To  maintain  operational  and  account- 
ing records  relating  to  the  u-se  of  grant 
funds. 

Fletentlon  period:  3  years  after  end  of 
budget  period  if  grantee  notified  of  com- 
pletion of  Federal  audit  or  if  grantee  has 
not  been  so  notified,  until  grantee  is  noti- 
fied of  the  completion  of  Federal  audit  or 
until  5  years  following  end  of  budget 
period,  whichever  comes  first '  42  CFR 
57.1413 

3.36  Public  or  nonprofit  hospitals  re- 
ceiving grants  for  training,  trainee- 
ships,  and  fellowships  in  family 
medicine. 

To  maintain  operational  and  account- 
ing records  relating  to  the  use  of  grant 
funds. 

Retention  period:  3  years  after  end  of 
budget  period  if  grantee  notified  of  com- 
pletion of  Federal  audit  or  Lf  grantee  has 
not  been  so  notified,  until  grantee  is  noti- 
fied of  the  completion  of  Federal  audit  or 
until  5  years  following  end  of  bi.dt,'et 
j>eriod,  whichever  comes  first.'  42  CFR 
57  1612 


3.37  Public  and  private  nonprofit  agen- 
cie«  or  institutions  receiving  research 
and  demonstration  grants  relating  to 
occupational       safety       and       health. 

To  maintain  such  progress  and  fiscal 
records  relating  to  the  approved  project 
as  the  Secretary-  may  prescribe  In  addi- 
tion to  any  other  records  required  by  the 
regulation.'^  of  45  CFR  Part  '74  ' 

Retention  period :  3  years  after  end  of 
budget  period  if  grantee  notified  of  com-  ~ 
pletion  of  Federal  audit  or  if  grantee  has 
not  been  ■^o  notifiea.  until  grantee  is  noti- 
fied of  the  compleUon  of  Federal  audit 
or  until  5  years  following  end  of  budget 
period,  whichever  comes  first."  42  CFR 
87  24.  87  40.  87  41 

3.38       Vpplicarrls   for  certification   of   gas 
«lelector  tube  units. 

To  maintain  quality'  control  inspection 
records  as  specified  in  section  cited. 

Retention  period:  Not  specified  42 
CFR  84  33 

3.30  Heiiith  ni.iintenanee  organi/.aliuns 
re«'ei%ing  Icderal  financial  as>i.t;»ncr. 

To  maintain  records  disclosing  the 
amount  and  disposition  of  the  proceeds 
of  the  grant  or  loan  (directly  made  or 
guaranteed  <  and  the  total  cost  of  the  un- 
dertaking In  connection  with  which  such 
a-s-'-istanrp  was  given  or  used  <  including 
that  portion  of  the  cost  of  the  under- 
taking supplied  by  other  sources ' .  m 
addition  to  records  required  by  the  regu- 
lations of  45  CFR  Part  74.' 

Retention  period  Notspiecified  for  rec- 
ords other  than  those  required  by  45 
CFR  Part  74   42  CFR  110.205.  110.211 

3.10  Nonprjifit  institutions  r<<<*i>inc 
grants  for  carrying  out  programs  for 
ilie  operation  of  miners*  respiratory 

1  lini<».* 

3.11  .*»tale«.  units  of  general  lo<al  gov- 
ernment, or  public  and  nonprofit  pri- 
vate entitii"*  r<cei\ina  griint«  for 
einiTgencv    nitnlical  serMcis  svsicnis. 

3.12  S-hools  of  medicine,  dnilistry,  os- 
teopathy, and  nursing,  training  cen- 
ter* for  allirii  health  professions,  or 
•  ilhcr  e(lu<-atn)nal  entities  re»-eivinB 
grants  for  training  in  enuTgencv 
111)  (III  ,il  «<■r^  ices.' 

3.43  Sehools  of  medicine,  osti'iipathy, 
dentistrv,  veterinary  medicine,  op- 
loMielry.  pharmacy,  and  podiatry  r«'- 
<«i>iiig  linaneial  disir«-ss  jTraiits. 

3.41      Importers   of   nonhuman   primates. 

To  maintain  records  relating  to  num- 
ber of  primates  Imported,  countries  of 
origin,  species,  dates  of  Importation, 
dates  of  shipment  to  other  persons  or 
organizations,  disease  incidence,  and  such 
other  information  as  may  be  requested 
by  the  Director,  Center  for  Disease  Con- 
trol. 

Retention  period;  Not  specified.  42 
CFR  71.185 

3.1.'  Piihlir  or  nonprofit  prix.ite  sduMils 
(if  medirine.  osteopathy,  dentistry, 
and  puhlic  health,  afllliated  leaching 
hospitals,  and  spe<-ialir.ed  cancer  in- 
stitutes re<-eiving  F'ederal  grants  un- 
der the  National  Cancer  Institute 
rliiiieal     cancer    e«lui-ation     program. 

To  maintain  such  progress  and  fiscal 
records  relating  to  the  conduct  and  re- 
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suits  of  the  approved  grant  and  the  aae 
of  grant  funds  ius  the  Director,  NCI  may 
find  necessary  In  addition  to  any  other 
records  required  by  the  regi.datlons  of  45 
CFR  Part  74.' 

Retention  period:  Not  specified  for  rec- 
ords other  than  those  required  by  45 
CFR  Part  74.  42  CFR  52d.l0,  52d  11 

3  lb  I'ublic  or  nonprofit  private  sfJic-oU 
of  iiurHin^,  usriu-ic*.  orgatu/.alioru 
antl  iii»lilution-  riTti\  iiij:  :;raiiU  for 
>|><'i'iat  projects.' 

3  17  Piihlii-  <>r  nonpn.dt  pri%:ite  cntitiea 
receiving  Fe«leral  sranl*  for  siiddra 
infant  death  synilrome  information 
and  counseling.* 

3.18  \on-i  ederal  public  or  iioiiprofil 
pri>ale  in-ililuliorix  receiving  granU 
for  N:itit)nal  Cc^eurvli  .'service 
Av^ards. 

To  maintain  such  progress  and  Rac&l 
records  relating  to  the  conduct  and  re- 
sults of  the  approved  grant  and  tiie  us« 
of  grant  funds  as  the  Secretarv-  may  find 
necessary  in  addition  to  any  other  rec- 
ords required  by  the  regulations  of  45 
CFK  Part  74.' 

Retention  period:  Not  specified  for  rec- 
ords other  than  thase  required  by  45 
CFR  Part  74.  42  CFR  66  211.  66.212 

3.  t'>  Public  or  nonprofit  private  ngcn- 
I  ii-  and  in^titulioui*  rtxtiving  granU 
for  projects  relating  to  heart,  bU>od 
ve*>el,     lung,     and     blood     disease*. 

To  maintain  such  progress  and  fiscal 
records  relating  to  the  conduct  and  re- 
sults of  the  approved  grant  and  the  use 
of  grant  funds  as  tiie  Director.  NHLBI 
may  find  necc^ssary  In  addition  to  any 
other  records  required  by  the  regulatlona 
of  45  CFR  Part  74.' 

Retention  period:  Not  specified  for  rec- 
ords other  than  those  required  by  45 
CFR  Part  74.  42  CFR  52e.ll,  52e.l2 

3.30  Tuolic  or  nonprofit  private  health 
or  iihicalional  i-nlilie-*  recciMiis  »p«>- 
ci.il  111  allli  currcr  opporlmiilv  ;;ranl*. 

3.31  Public  or  nonprofit  private  ir\.<itito- 
tioru     of     higher     learning,      Indian 

lrl!n--,  and  VLi-^kan  Kiiiimial  (  orfKv 
ralii>ii>  rc"ci\iiis  ^raiil.*  uiiclcr  Minor- 
ity    ISiomedical     *>upp«irl      Pr<j;;rani.* 

To  maintain  such  progress  and  fiscal 
records  relating  to  the  conduct  and  re- 
sults of  tlie  approved  grant  and  the  use 
of  grant  funds  as  the  Secretarj'  may  find 
necessarj-  in  addition  to  any  other  rec- 
ords required  by  the  regulations  of  45 
CFR  Part  74.' 

Retention  period:  Not  specified  for  rec- 
ords other  tlaan  those  required  by  45 
CFR  Part  74.  42  CFR  52c.l0.  52c. 11 

3. .32  Public  or  nonprofit  educational  or 
training  au«'ncie.><  and  iiislilutions  re- 
ceiving grants  for  ei'.ucation  \tro- 
grains  in  occupalionil  taftt*  and 
heullh.' 

3. ,33  Public  or  nonprofit  pri>atr  institu- 
tions of  higher  learning  ri-^-eivinj 
srant>  for  sp<-cial  projit-ts  relating  to 
maternal  ami  child  health  and  crip- 
pled cliildreo's  serviees.' 


See  footnote  6  page  29302. 
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3.54  Public  or  nonprofit  private  schooU 
of  norning  receiving  financial  distrcM 
grants.' 

3.55  Public  or  nonprofit  private  health 
or  e<luiational  entities  receiving  Fed- 
eral grants  for  health  manpower  edu- 
cation   initiative    project*.*    [.\dded] 

3.36  Public  or  nonprofit  private  entitle* 
receiving  Federal  grants  for  health 
services  research  centers.'  [.4ddedj 

3.37  Health   systems   agencies   receiving 

Fe<leral  grants.'  [.\dded] 

3.38  I'ublic  or  nonprofit  private  entities 
re<-eiving  Federal  grants  for  couv- 
niunitv      health      services      projects.' 

[Add«Hl] 

3.39  Public  or  nonprofit  private  entiliea 
receiving  Federal  grants  for  home 
health  services.*  [Added] 

3.60  Public  or  nonprofit  private  entities 
receiving  Feileral  grants  for  hemo- 
philia treatment  center*.'  [.\dded] 

3.61  Public  or  nonprofit  private  hos- 
piUil.s  or  s<liool8  of  medicine,  or  other 
public  or  nonprofit  private  agencies 
or  institutions  receiving  Federal 
grants  as  national  research  and  dcm- 
o!i~tration  centers  under  the  National 
Heiirt.  Hlood  Vessel,  lung  and  Blood 
Diseases  and  Blood  Resources  Pro- 
gram. 1  \dded] 

To  maintain  such  progress  and  fiscal 
records  relating  to  the  conduct  and  re- 
sults of  the  approved  grant  and  the  use 
of  grant  fiinds  as  the  Director.  NHLBI 
may  find  necessary-  in  addition  to  any 
other  record":  required  by  the  regulatlona 
of  45  CFR  Part  74.' 

Retention  period:  Not  specified  for 
records  other  than  those  required  by  45 
CFR  Part  74.  42  CFR  52a. 11,  52a.l2 

3.62  Public  or  private  nonprofit  agen- 
cies or  institutions  receiving  grants 
for  construction  of  cancer  research 
and  demonstration  centers  and  lab- 
oratories.' L Added] 

3.63  Public  or  private  Institutions  or 
asencies  receiving  DllFW  grants  or 
contracts  supporting  research,  devel- 
opment, and  related  activities  involv- 
ing human  subjects.  [.\dded] 

To  maintain  all  records  related  to  the 
deliberations  of  Institutional  Review 
Boards,  subject  to  the  requirements  of 
tlie  grant  or  contract  award. 

PvCtention  period:  Subject  to  the  con- 
ditions of  the  grant  or  contract  award. 
45   CFR  46.119. 

Persopj  needing  further  Informofion  about 
listed  record  retention  requirements  should  con- 
lacl  the  following: 

Ms.  Susanne  Lee,  Attorney  Advisor,  PHS  Divi- 
sion, OGC,  Room  4A-53,  Parklown  Building, 
5600  Fishers  Lane.  Rockville,  Md.  20857.  Tels- 
phone:  301-443-2240. 

4.   Social   Security   Administration 
[Revised] 

11  "Stales  and  interstate  instrumentali- 
ties under  agreement  for  voluntary 
coveraj;e  of  employees  of  State,  polit- 
ical sulxlivision,  or  interstate  instru- 
mentality. 
To  keep  records  of  all  remuneration 

paid  to  employees  for  services  included 


under  an  agreement  The  records  must 
show  for  each  employee:  the  name,  ad- 
dress, and  accoimt  number  of  the  em- 
ployee (or.  when  applicable,  pertiiient 
infortnation  from  a  receipt  acknowl- 
edging that  the  employee  had  applied 
for  an  account  nimiber) ;  the  total 
amount  and  date  of  each  remuneration 
payment  (Including  any  sum  withheld 
for  any  reason)  and  the  period  of  serv- 
ice covered  thereby;  the  amount  of  such 
payment  which  constitutes  wages;  the 
amount  and  date  of  employee's  contribu- 
tion withheld  or  collected  with  respect  to 
such  payment;  the  reason  for  any  dif- 
ference between  the  total  payment  and 
the  amount  subject  to  contribution;  and, 
w^here  contributions  with  respect  to 
multiple  employment  are  computed  aa 
though  the  employee  had  only  one  em- 
ployer, the  amount  of  wages  received 
from  all  employers  for  services  in- 
cluded under  an  a;?reement.  In  addition, 
the  required  records  must  include  de- 
tails of  each  adjustment  or  settlement 
of  an  overpayment  or  underpayment  of 
contributions;  complete  and  detailed 
records  of  any  contribution  or  interest 
for  which  a  credit  or  refund  is  claimed; 
and  a  copy  of  any  form  or  document 
required  to  be  kept  by  regulations  of  the 
Social  Security  Administration  or  by  in- 
structions applicable  thereto. 

Retention  period:  4  years  after  the 
date  of  contributions  were  due  or  were 
paid,  whichever  is  later.  These  records 
must  be  retained  for  the  prescribed  pe- 
riod whether  or  not,  in  the  interim,  the 
agreement  has  been  terminated  in  whole 
or  In  part.  Records  for  claims  for  credit 
and  refund — for  4  years  after  the  date 
the  claim  Is  filed  whether  or  not.  In  the 
Interim,  the  agreement  has  been  termi- 
nated In  whole  or  in  part.  20  CFR 
404.1201,  404.1256 

4.2  Religious  orders  electing  old-age^ 
survivors,  and  disability  insurance 
coverage  for  members. 

To  maintain  records  of  details  relat- 
ing to  each  retirement. 

Retention  period:  Not  specified.  20 
CFR  404.1015a 

4.3  Hospitals  v»hich  have  filed  agree 
nients  to  participate  in  the  health  in- 
surance for  the  aged  and  disabled 
program. 

To  maintain  the  following:  bylaws 
adopted  by  the  governing  body  and  med- 
ical staff;  minutes  and  reports  ol  meet- 
ings conducted  by  the  governing  body, 
medical  and  nursing  staffs,  emd  execu- 
tive or  other  committees;  annual  oper- 
ating budgets  and  capital  expenditure 
plans;  written  evidence  of  inspections 
and  approvals  by  State  and  or  local  fire, 
health,  and  building  safety  authority; 
personnel  records  for  employees,  includ- 
ing application  forms  and  verification  of 
credentials;  medical  records  for  each 
patient  admitted  to  the  hospital,  each 
outpatient,  and  each  emergency  room 
patient;  records  of  pharmacy  or  drug 
room  transactions,  including  records  of 
prescription  and  narcotic  drugs  dis- 
pensed to  each  patient;  X-ray  reporta 
and  roentgenographs;  copies  of  labora- 
torv-  reports  and  reports  of  tissue  exam- 
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inations;  utilization  review  committee 
records  and  reports;  and  medical  care 
evaluation  studies  and  reports.  In  addi- 
tion to  the  above,  participating  psychiat- 
ric and  tuberculosis  hospitals  are  re- 
quii-ed  to  maintain  medical  records  which 
permit  determination  of  the  degree  and 
intensity  of  the  treatment  provided  to  in- 
dividuals who  are  furnu=hed  services  in 
the  institution. 

Retention  period:  Medical  records. 
X-ray  report.s.  and  roentgenographs,  for 
a  period  not  less  than  that  determined 
bv  the  statute  of  limitations  in  the  re- 
spective Stat*.  20  CFR  405.1026<b  > .  405- 
1029<d>  (3>.  Other  records,  not  sj^ecified. 
20  CFR  405.1011— 405.1040 

4.4  Hospitals  and  hospital-ba-ed  physi- 
cians under  agreements  apportioning 
the  physicians'  conipen«atioii. 

To  keep  records  which  substantiate 
the  agreements  they  enter  Into  concern- 
ing allocation  of  the  compensation  of 
the  physicians. 

Retention  period:  Not  specified.  20 
CFR  405.487. 

4.5  Skilled  nursing  facilities  which  have 
filed  agreenienls  to  participate  in  the 
health  in-urance  for  the  aged  and 
disahle<l  pri>grani. 

To  maintain  the  following  bylaws 
adopted  by  the  governing  body:  annual 
operating  budgets  and  capital  expendi- 
ture plans;  personnel  records  for  each 
employee  containing  suflacient  informa- 
tion to  support  placement;  records  indi- 
cating the  content  of.  and  attendance 
at,  staff  development  programs;  patient 
care  plans  for  each  patient:  written  re- 
ports of  inspections  by  State  and  or  local 
health  authorities,  with  notations  of  ac- 
tions taken  to  comply  with  any  recom- 
mendations; records  of  receipt  and  dis- 
position of  controlled  drugs;  medical  rec- 
ords for  each  patient;  written  disaster 
plans;  utilization  review  committee  rec- 
ords; and  medical  care  evaluation 
studies  and  reports. 

Retention  period:  Medical  records,  for 
a  period  of  time  not  less  than  that  de- 
termined by  the  respective  State  statute 
or  the  statute  of  limitations  in  the  State; 
In  the  absence  of  a  State  statute.  5  years 
from  the  date  of  discharge,  or.  in  the  case 
of  a  minor.  3  years  after  the  patient  be- 
comes of  age  under  State  law.  20  CFR 
405.1132(f  I .  Other  records,  not  specified 
20  CFR  405.1101 — 405.1137 

4.6  Home  health  agencies  >»hieh  have 
filed  agreements  to  participate  in  the 
health  insurance  for  the  ag«'d  and 
disabled  program. 

To  maintain  the  following;  bylaws 
adopted  by  the  governing  body;  person- 
nel records  Including  job  descriptions, 
qualifications,  licensure,  performance 
evaluations,  and  health  examinations; 
annual  operating  budgets  and  capital 
expenditure  plans;  written  plans  of 
treatment  for  each  patient;  clinical  rec- 
ords for  each  patient;  and  program  eval- 
uaticm  records  and  reports. 

Retention  period:  Clinical  records,  for 
5  years  after  the  month  the  cost  report 
to  which  the  records  apply  Is  filed  with 


the  Intermediary,  tmless  State  law  stipu- 
lates a  longer  period  of  time.  20  CFR 
405.1228ia).  Other  records,  not  specified 
20  CFR  405.1201—405.1230 


4.7 


f'Jinics.  rehabilitation  agencie-  and 
public  health  agencies  which  ha\e 
(ileil  agreements  to  participate  in  the 
health  insurance  for  the  aged  and 
di-abled  program,  as  providers  of 
outpatient  physical  therapy  and/or 
speech  palliology  service-.. 

To  maintain  the  following:  persomiel 
records  including  job  descriptions,  qual- 
ifications, licensure,  performance  eval- 
uations, and  health  examinations:  writ- 
ten plans  of  care  for  each  patient: 
clinical  records  for  each  patient:  and 
written  disaster  plans. 

Retention  period:  Clinical  records,  for 
a  period  of  time  not  less  than  that  de- 
termined by  the  respective  State  statute 
or  tlie  statute  of  limitations  in  the  State; 
in  the  absence  of  a  State  statute.  ,5  years 
after  the  date  of  discharge,  or.  in  the 
case  of  a  minor.  3  years  after  the  patient 
becomes  of  age  under  State  law  or  5  years 
after  the  date  of  discharge,  whichever  is 
longer.  20  CFR  405.1722(di.  OUier  rec- 
ords, not  specified.  20  CFR  405.1701  — 
405.1737 

1.}}  \11  pro\idii«  of  s.  ^^  ice-  (hospitals, 
skilled  nursing  facilitie-,  home  health 
agencies,  and  clinic,  rehabilitation 
agencies,  anil  public  health  n^eticies 
as  providers  of  outpatient  physical 
therapy  and/or  speech  pathology 
services)  v»hich  have  filed  agreements 
to  participate  in  the  health  insurance 
for   the   age<l   and   disabled    program. 

To  maintain  sufficient  financial  rec- 
ords and  statistical  data  for  proper  de- 
termination of  costs  payable  under  the 
program.  Such  records  sliall  include  but 
not  be  limited  to  matters  of  provider 
ownership,  organization,  and  operation; 
fiscal,  medical,  and  other  record-keeping 
systems ;  Federal  income  tax  status ;  asset 
acquisition,  lease,  sale  or  other  action: 
franchise  or  mamagement  arrangements ; 
patient  service  charge  schedules ;  matters 
pertaining  to  costs  of  operation; 
amoimts  of  income  received  by  source 
and  purpose:  and  flow  of  funds  and 
working  capital.  In  addition,  partici- 
pating providers  of  services  are  required 
to  retam  physician  certification  and 
recertification  statements. 

Retention  period:  Financial  records 
and  statistical  data,  not  specified.  20 
CFR  405.406.  Physician  certification  and 
recertification  statements,  not  specified 
20  CFR  405.1625 

4.9      Inde|>endent  laboratorie-. 

To  maintain  the  following,  records  of 
proficiency  testing  results:  employee  rec- 
ords containing  evidence  of  training,  ex- 
perience, duties,  dates  of  emploj-ment, 
and  adequate  health  supervision,  such  a.<= 
results  of  preemployment  physical  ex- 
aminations, incluchng  chest  X-zays.  Im- 
mtmization  records,  and  records  of  all 
accidents  or  illnesses  occtirring  on  duty; 
a  compilation  of  all  automated  and  man- 
ual methods  for  tests  performed  In  or 
offered  by  the  laboratory;  records  Indi- 
cating the  daily  accession  of  specimen*; 


duplicate  copies  or  a  suitable  retord  of 
laboratory  reports:  records  refiecting  the 
dates  and.  where  appropriate,  the  nature 
of  inspection,  validation,  moi^itoring,  or 
evaluation  of  laboratory  procedures  and 
the  dates  and  nature  of  changes  or  re- 
medial actions,  and  records  documenting 
the  routine  precision  of  each  metliod  and 
it.s  recalibnation  schedule. 

Retention  period:  Duplicate  copies  or 
a  suitable  record  of  laboratory  reports, 
for  at  least  2  years  after  the  date  of  sub- 
mittal of  the  report  or  for  a  period  of 
time  required  by  State  law  for  such  rec- 
ords, whichever  is  longer.  20  CFR  405  - 
1316*gt.  Other  records,  not  specified.  20 
CFR  405.1310— 405  1317 

4.10      Suppliers    of    portable    \-ray    serv- 
ices. 

To  maintaui  the  following:  employee 
records  including  documentation  ol 
training:,  experience,  and  adequate 
health  supervision,  such  as  records  of  all 
illnesses  and  accidents  occiu-ring  on  duty 
and  results  of  any  preemployment  and 
periodic  physical  examinations;  reports 
of  X-ray  examination  for  each  patient 
indicatmg  tlie  date  of  examination,  the 
name  of  the  patient,  the  procedures  or- 
dered and  performed,  the  referring  phy- 
sician, the  operatorts.)  of  the  portable  X- 
ray  equipment  who  p<:rformed  the  ex- 
amination, the  physician  to  whom  the 
radiograph  was  sent,  and  the  date  it  was 
sent:  and  records  of  current  inspections 
by  radiation  health  specialists. 

Retention  period:  Reports  of  X-ray 
examinations,  for  at  least  2  years,  or  for 
the  period  of  time  required  by  State  law 
for  such  records  las  distinguished  from 
requirement^^  as  to  the  radiograph  itself' . 
whichever  is  longer.  20  CFR  405  1414ic>. 
Other  records,  not  specified  20  CFR  405  - 
1411—405.1416. 

4.11  [Reserved] 

4.12  Suppliers  of  End-Stage   Renal   Dis- 
ease (K"sRl))  services. 

To  maintain  the  following:  personnel 
records  on  all  employees  including  health 
status  reports,  resumes  of  training  and 
exjjerience.  and  job  description.-;;  records 
refiecting  the  content  of,  and  attendance 
at.  employee  training  se.ssions:  written 
long-term  programs  and  patient  care 
plaiis  for  each  patient;  medical  records 
on  all  patients  a.e  ,  those  receiving  care 
within  the  facility  and  those  self-care  or 
home  dialysis  patients  for  whom  the  fa- 
cility has  assumed  responsibihty^ :  rec- 
ords of  equipment  test  results  and 
maintenance:  an  emergency  prepared- 
ness plan;  and.  in  the  case  of  renal  di- 
alysis facihties.  docimientation  from  a 
renal  dialysus  center  to  the  effect  that 
patients  from  the  facility  will  be  ac- 
cepted and  treated  in  emergencies. 

Retention  period:  Medical  records,  for 
a  ijeriod  of  time  not  less  than  that  de- 
termined by  the  State  statute  governing 
records  retention  or  statute  of  limita- 
tions; or  in  the  absence  of  a  State  stat- 
ute, 5  years  from  the  date  of  discharge, 
or.  In  the  case  of  a  minor.  3  years  after 
the  patient  becomes  of  age  under  State 
law,  whichever  Is  Icwiger    20  CFR  405  - 
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2139'e».  Other  records,  not  specified. 
20  CFR  405.2133—405.2160. 

Person!  needing  further  informoh'on  abo«|f 
Fitted  record  retention  requirement!  should  con- 
facf  the  following 

George  S  Yamamuro,  Social  Security  Admin- 
istrarion.  Room  1-A-16,  Operotiooi  Building, 
6401  Security  Boulevard,  Baltimore,  Md. 
2123S.  Telephone:  30I-S94-5770. 

5.    Social   and    Rehabilitafion    Service 

Non;  For  record  retention  requirement* 
for  grant  programs  not  Included  In  this 
section,  see  IV  6.4 

3.1— .'..13       (Resor>ed] 

MEDICVL    SERVICES    ADMINISTRATION 

3.1  t  Slate  agencies  administering  nu-d- 
ical  a.s.-islanre  pr«srain«.  '  Vdded  1 

To  maintain  records  on  applicant.-?  and 
recipients,  program  operation,  fiscal  and 
statistical  information,  and  other  records 
necessary  for  reporting  and  account- 
ability. 

Retention  period;  -^  prescribed  by  the 
Secretary.  45  CFR  205  60 

3.13  "slate  and  IikjI  aseiicie.s  parlii  ipat- 
iiifi  in  medical  .i-sisUinc  prdsranis. 
I  V.lded  1 

To  maintain  accountuig  and  fiscal  rec- 
ords relating  to  the  expenditure  of  funds. 

Retention  period:  3  years  from  date  of 
submission  of  expenditure  report  or  until 
resolution  of  audit  questions;  for  non- 
expendible  property,  3  years  after  dis- 
position of  such  property.  45  CFR  205.145 

3.16  Persons  or  institutions  providing 
sersires  under  .i  "state  plan  for  med- 
ical assistance. 

To  keep  such  records  as  are  necessary 
to  disclose  the  extent  of  the  services  pro- 
vided to  individuiil.s  receiving  assi.stance 
under  the  plan. 

Retention  period ;  Not  specified.  45  CFR 
250.21 

3.17  ""l.ile  asenries  adniinisttrins  pi. ins 
fi>r  medical  as,.islaii<e.  1  Vmendedl 

To  maintain  such  records  .as  specified 
In  sections  cited  relatmg  to  care  in  skilled 
nursing  facilities.  Intermediate  care  facil- 
ities, and  iiitermediate  care  facilities  for 
the  mentally  retarded . 

Retention  period:  Vai'ious  45  CFR 
249.12,  249.13 

3.18  [Reserved] 

3.10  i'.ontraeUirs  willi  "^tale  agencies  ad- 
niinistering  plans  fur  medical  assist- 
ance. 

To  maintain  an  appropriate  record 
system  for  services  rendered  title  XEX 
enroUees. 

Retention  period;  .^s  specified  by  the 
Secretary.  45  CFR  249  82 

3.20  I  lili/atiun  review  commiliees  in 
medical  avi<<islancc  programs. 

[.Vmended] 

To  maintain  records  which  show  the 
number  of  days  wiaich  each  title  XTX 
patient  has  received  Institutional  care 
beyond  sixty  days,  or,  for  inpatient  men- 
ial hospital  services,  beyond  ninety  days. 

Retention  period:  Not  specified.  45 
CFR  250  18 


3.21  .Sute  agencies  performing  f»eilit7 
.«urveTs  under  the  medical  atsiritaiKre 
program. 

To  maintain  survey  reports  and  own- 
ership information,  and  keep  on  file  aH 
information  and  reports  lised  in  deter- 
mining whether  Federal  requirements  for 
partlclpatmg  facilities  are  being  met. 

Retention  period;  Not  specified.  45 
CFR  250.70,  250.100 

3.22  ."slate  agencies  administering  plans 
for  medical  assistance. 

To  keep  on  file  health  and  other  stand- 
ards for  public  and  private  institutions 
furnishing   medical   care   and   services. 

Retention  period;  Not  specified.  45 
CFR  250.100 

,>.2.'i  .Slate  agencic^s  adininisterini;  plans 
for  medical  assit^tance.  [  Added] 

To  maintain  adequate  records  to  sub- 
stantiate compliance  with  the  require- 
ments specified  for  expenditures  for  In- 
patient psychiatric  facility  services  for 
individuals  under  the  age  of  21  and  to 
assure  that  aU  necessary  adjustments 
have  been  made. 

Retention  period;  Not  specified.  45 
CFR  249.10 

.3.2  1  Slate  aseiicies  adminislering  plana 
for  medical  assistance.  [.Added] 

To  maintain  procediires  for  reporting 
Information  specified  in  section  cited  re- 
lating to  cases  of  susi>ected  fraud  and 
abuse. 

Retention  period;  Not  specified.  45 
CFR  250.80 

3.23  Providers  of  long-term  care  facility 
services.  [Added] 

To  maintain  financial  and  statistical 
records  to  support  cost  reports  specified 
in  section  cited  relating  to  reasonable 
charges. 

Retention  period;  Not  less  than  3  years 
after  submission  of  cost  report.  45  CFR 
250.30 

,3.26  .State  agencies  adminitttering  plans 
for  medical  assLstance-  [  Added  ] 

To  maintain  all  cost  reports  submitted 
by  providers  of  long-term  facility  serv- 
ices and  all  reports  of  audits  siiecifled  in 
.section  cited  relating  to  reasonable 
charges. 

Retention  period;.  Not  less  than  3 
years.  45  CFR  250.30 

3.27-3.20       [F{e.s«rvedl 

Persons  needing  further  information  about  th* 
above  listed  record  retention  requirements  should 

contact  the  following: 

Patricio  HufFord,  Medical  Services  Administra- 
tion, Social  and  Rehabilitation  Service,  US. 
Department  of  Health,  Education,  ond  Welfare, 
330  C  Street,  S  W  ,  Room  4521,  Washington. 
DC.  20201.  Telephone:  202-245-0251. 

3.30  ."""late  agencies  administering  public 
assistance  programs. 

To  maintain  records  on  applicants  and 

ASSISTANCE   PATMKNTS   ADMINISTRATTOW 

recipients,  program  operation,  fiscal  and 
statistical  information,  and  other  records 
necessary  for  reporting  and  account- 
ability. 

Retention  period;  As  prescribed  by  the 
Secretary.  45  CFR  205  60 


5.31  Slate  and  local  agencies  partici- 
pating in  public  assistance  programs. 

To  maintain  accounting  and  fiscal  rec- 
ords relating  to  the  expenditure  of  funds. 

Retention  period:  3  years  from  date 
of  submission  of  expenditure  report  or 
until  resolution  of  audit  questions;  for 
non^pendable  property,  3  years  after 
final  disposition  of  such  property.  45  CFR 
205.145 

Persons  needing  further  information  about  tho 
above  listed  record  retention  requirements  should 
contact  the  following: 

Ludwig  Guckenheimer,  Assistance  Payments 
Administrotion,  Social  and  Rehabilitation  Serv- 
ice, U.S.  Department  of  hieolth,  Ecfucation,  and 
Welfare,  330  C  Street,  S.W.,  Room  1232-B, 
Washington,  D.C.  20201.  Telephone;  202- 
245-1699. 

3.32  Stale  and  local  WI.N  sponsors  and 
welfare  agencies  submitting  required 
report:,  to  DOL  and  HEW. 

To  maintain  records  and  accounts 
necessary  to  substantiate  expenditure  of 
all  program  funds,  including  non-Fed- 
eral share. 

Retention  period;  3  years  after  com- 
pletion of  or  final  paj'ment  under  agree- 
ment, whichever  is  later.  In  either  case, 
records  are  to  be  kept  imtll  final  resolu- 
tion of  any  audit  questions.  45  CFR 
224.17 

Persons  needing  further  information  about  Ih* 
above  listed  record  retention  requirements  should 
contact  the  following: 

Robert  Easley,  Office  of  Work  Incentive  Pro- 
gram, U.S.  Deportment  of  Labor,  601  D  Street, 
N.W.,  Room  5102,  Washington,  D.C.  20212. 
Telephone:  202-376-6375. 

3.33  Slate  rV— D  agencies  participating 
in    cliiW    support    enforcement    pro- 

gr  a  ms. 

To  maintain  records  necessary  for 
proper  and  efHcient  administration  of 
the  program  including  records  regard- 
ing; (a)  applications  for  services  for 
non-AFDC  recipients;  (b)  location  of 
absent  parents,  actions  to  establish  pa- 
ternity and  obtain  and  enforce  child  sup- 
port and  the  costs  incurred  in  such  ac- 
tions; (c)  amount  and  sources  of  child 
support  collections  and  the  distribution 
of  these  collections;  (d)  any  fees  charged 
or  paid  for  child  support  enforcement 
services:  (e)  any  other  administrative 
costs;  <f)  any  other  information  re- 
quired by  the  Office;  <gi  statistical,  fis- 
cal, and  other  records  necessary  for  re- 
porting *and  accoimtability  required  by 
the  Secretary-;  and  *h>  any  cases  serv- 
iced by  the  IV-D  program  which  will 
contain  aU  records  pertaining  to  the  case 
including  the  records  specified  in  45  CFR 
303.2. 

Retention  period:  All  records  of  the 
Child  Support  Enforcement  program  are 
to  be  retained  in  accordance  with  the 
requirements  of  45  CFR  Part  74  as  pro- 
vided in  45  CFR  302.15. 

Persons  needing  further  Information  about  !♦»• 
above  listed  record  retention  re«i«'r»''»«»'t»  shouW 
contact  the  following: 

Steve  Henigson,  Office  of  Child  Support  Ei»- 
forcement,  U.S.  Department  of  HeoWl  Edvcs- 
lion,   and   Welfare,    330  C  Street,   S.W.,   loom 
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2321,  Washington,  DC.  20201.  Telephone: 
202-427-4510. 

PUBLIC    SERVICES    ADMINISTRATION 

5.34  State  agencies  administering  •ocial 
service  programs  for  indi>'iduals  and 
families,  [.\mended] 

To  maintain  records  necessary  for 
proper  and  efficient  operation  of  pro- 
gram, including  records  regarding  appli- 
cations, determination  of  eligibility,  pro- 
vision of  services,  administrative  costs; 
statistical,  fiscal,  and  otiier  records 
necessary  for  reporting  and  account- 
ability in  accordance  with  45  CFTl  201 
and  205. 

Retention  period :  As  prescribed  by  the 
Secretary.  45  CF»  228.17 

Persons  needing  further  Information  obout  the 
above  listed  record  retention  requirements  thowM 
contoci  the  following: 

Mrs.  Johnnie  U.  Brooks,  Public  Services  Admirv- 
istration,  Social  and  Rehabilitation  Senrice,  U.S. 
Department  of  Healtti,  Education,  and  WeMora, 
330  C  Street,  S.W.,  Room  2225,  Wastiington, 
D.C.  20201.  Telephone;  202-245-9415. 

6.   Office   of  Secretary 

4.1  State  agencies  participating  in  the 
distribution  and  utilization  of  surploa 
property  for  health,  education,  and 
cisil  defense  purposes.  [Revised] 

Shall  maintain  accurate  accoimtaMl- 
Ity  records  of  all  donable  property  ap- 
proved for  transfer  to  the  State  agency 
and  donable  property  received,  ware- 
housed, and  distributed  by  It.  Accounta- 
bility records  of  all  single  Items  having 
an  acquisition  cost  of  $2,500  or  more  shall 
be  kept  separate  from  those  of  lesser 
amounts. 

Betoition  period:  Records  and  docu- 
moits  pertaining  to  the  eligibility  of  do- 
nee Institutions  and  organizations  shall 
be  retained  as  a  permanent  record.  All 
official  records  of  the  State  agency  shall 
be  kept  for  at  least  5  years.  However, 
records  pertaining  to  property  contain- 
ing restrictions  for  more  than  4  years 
(such  as  aircraft  and  vessels)  shall  be 
k^t  1  year  beyond  the  specified  period 
of  restrtctlOTiE.  In  those  cases  where 
property  is  in  noncompliance  status  at 
the  expiration  of  the  period  of  restric- 
tion, the  records  will  be  retained  for  at 
least  1  year  after  the  compliance  case  has 
been  closed.  45  CFR  14.6. 

Persons  needing  further  information  about 
Hsted  record  retention  requirements  should  con- 
tact the  following: 

Mr.  Cecil  A.  PaMerson,  Director,  Office  of  Fed- 
eral Property  Assistance,  (OFEPM)  Department 
of  Heolth,  Education,  and  Welfare,  Room  514, 
Reporters  BIdg.,  330  independence  Ave.,  S.W., 
Washington,  DC  20201.  Telephone:  202- 
755-8836. 

6.2      -State   and    local    agencies    acquiring 
real  property. 

To  maintain  (1)  records  of  relocation 
payments  made  and  assistance  fur- 
nished, and  notifications  to  persons  and 
businesses  displaced;  and  (2)  documents 
associated  with  an  appeal. 

Retention  period ;  (1)  As  prescribed  by 
regulations  for  affected  program  but  not 


lees  than  3  years;  C2)  3  years.  45  CFR 
15.52, 15.54 

Persons  needing  further  information  obout  the 
obove  listed  record  retention  requirements  should 
contact  the  following: 

Mr.  Art  Artiglia,  Director,  Office  of  Real  Prop- 
erty Management  (OF€PM),  Deparlmer«t  ef 
Health,  Edueotion,  and  Welfare,  Room  3040, 
North  BIdg.,  330  Independence  Ave,  S.W., 
Washington,  DC.  20201.  Telephone:  202- 
245-1597. 


6.3  [Tran-ftrr.ll  to  IV  0^ 

6.4  Stale  and  local  govcmnients.  institu- 
tions of  higher  learning,  hospitals, 
and  other  nonprofit  organizations  re- 
ceiving HEW  grant.'. 

To  maintain  financial  records,  sup- 
porting documents,  statistical  records, 
nonexpendable  property  records,  and  any 
other  records  pertinent  to  an  HEW  grant. 

Retention  period :  3  years  from  date  of 
submission  of  annual  or  final  expenditure 
report  (or  in  case  of  unexpendable  prop- 
erty,  3  years  after  final  disposition  of 
such  prop«rty) ;  or  If  Federal  audit  has 
not  been  completed  or  audit  findings 
have  not  been  resolved  at  the  end  of  3 
years,  xmtil  resolution  of  all  audit 
findings. 

Microfilm  or  other  adequate  copies 
may  be  used  In  lieu  of  orlglntd  records 
when  properly  authorized  45  CFR  74.20, 
74.21,  74.22 

Persons  needing  further  Informafion  about  Itve 
above  listed  record  retention  requirements  should 
contoct  the  following: 

Mr.  Joel  Feinglass,  Chief,  Business  ond  Geo- 
erol  Monogement  Policy  Branch  (OGPM),  De- 
portment of  Health,  Education,  and  Weifoie, 
Room  51 3D,  South  Portol,  200  IrvJependence 
Ave.,  S.W.,  Wochinsten,  O.C.  20201.  Tele- 
phcna:  202-345-S901 . 

6.5  PnWic  or  priyate  educational  insti- 
tnlions    receiving    direct    or    indirect 

Federal  financial  assistance. 

To  maintain  descriptions  of  any  mod- 
ifications of  policies  and  practices  cod- 
ceming  admission  of  students,  treatment 
of  students,  employment  at  both  aca- 
dMnlc  and  non-academic  personnel,  and 
remedial  steps  taken  to  eliminate  dis- 
crimination. 

Retention  period:  3  years  following 
completion  of  evaluation.  45  CFR  86  3 

Persons  needing  further  informotion  about  the 
obove  listed  record  retention  requirements  should 
contoct  the  following: 

Dr.  Uoyd  Her>derson,  Director  Elementary  and 
Se<or>dary  Edueotion  DIviilon  lOCR),  Deport- 
ment of  Health,  Education,  and  Welfore,  Room 
3228,  North  Building,  330  Independence  Ave., 
S.W.,  Washington,  DC  20201  Telephone: 
202-245-6118 

7.    Office    of    Human    Development 

OFFICE    OF    CHn,D    DEVELOPMENT 

7.1  Public  and  pinvale  non-profit  agen- 
cies receiving  grant*  under  head  start 
program. 

To  maintain  individual  health  records 
of  children  in  program,  pertinent  family 
data,  and  records  covering  nutrition 
services  budgets,  Including  expenditures 


for  food,  menus  utilized,  numbers  and 
types  of  meals  served  dally  with  separate 
recordings  for  children  and  adults.  In- 
spection reports  made  by  health  author- 
ities, recipes,  and  anj-  other  Inforrr.ation 
deemed  necessary. 

Retention  period;  Not  specified.  45 
CFR    1304.3-5,    1304.3-10.    1304.4-2 

DEVilLOPMENTAL    DISABILmES   OFFICE 

7.2  (iraiilee*  receiving  Federal  fiind« 
for  tlie  construction  of  universitr- 
afliliated  facilities  for  the  mentally 
retarded. 

To  maintain  «a)  adequate  and  sepa- 
rate accounting  and  fiscal  records  and 
accounts  for  all  funds  provided  from  any 
source  to  pay  the  cost  of  the  project  and 
(b)  payroll  records  and  kickback  state- 
ments for  all  laborers  and  mechanics 
working  at  the  project. 

Retention  period;  (a)  Not  sT>ecifled: 
(b)  3  years  after  completion  of  the  con- 
tract 42  CPR  54  4 

7.3  .Stale  and  public  or  nnnj»roril 
priTate  agencies  receiving  Federal 
funds  for  »ersice«  and  conktrui-tion 
of  derelopmenlal  dinabililies  facili- 
tic«. 

To  Tnn.intfl.tn  records  and  accounts  as 
required  by  Part  C  of  the  Developmental 
Dteabllltles  and  Facilities  Construction 
Act  and  regulaUocs  of  45  CFR  Part  416 

Retention  period:  3  years  or  longer  if 
audit  findings  have  not  been  resolved; 
nonexpendable  property,  3  years  after 
final  disposition  of  such  propertj-  45  CFR 
416.38 

7.4  Public  and  nonprofit  agemit*  ami 
org*iuKations  receis-ing  Federal  fund.* 
for  initial  cost  of  professional  and 
technical  pcrsormel  for  commu- 
nity    mental     retardation      facilities. 

To  mn.intain  adeqiiate  and  separate 
neoountlng  and  fiscal  records  and  ac- 
eounta  for  all  funds  provided  from  any 
aource  to  pay  the  costs  of  the  stafOng 

project,  in  addition  to  other  records  re- 
quired by  regulations  of  45  CFR  Part  74. 
Retention  period;  3  years  after  sub- 
mission of  itnniin.1  or  final  report,  or  if 
Federal  audit  not  completed  at  the  end 
of  3  years,  until  resolution  of  al!  audit 
questions.  45  CFR  416.94,  416.98,  416  99 

REHABILITATION     SERVICES     ADMINISTRATION 

".."i  '»lal«-«'  and  l«Ma1  go\  errinn  iil-  ri<i  i\- 
ing  l-rderal  fnndu  for  the  pros  i»i<iii  of 
vocational  rdiabilitation  M>r>  ii<'«  ;  a-- 
tiislanee  for  rehabilitation  farilili«-*. 
research,  and  training,  oi  ojxTalinn 
«>f  the  National  <  .enter  for  IJeaf-HImd 
VoutliK  and  Adults;  and  coiitrat'lors 
prosiding  program  and  prujecl  eval- 
uation      and       teelinical       ai-sistaiice. 

<a)  To  maintain  fiiiancial  records, 
supporting  documents,  statistical  rec- 
ords, and  all  other  pertinent  records  in 
accordance  with  45  CFR  Part  74  Sub- 
part D 

(b)  To  maintain  studies,  evaluation, 
and  program  data  developed  wltliin  ac- 
tivities supported  under  45  CFR  Part  402 

Retention  period:  (a)  3  years  from 
date  of  submission  of  annual  or  final 
expenditure  report  <or  in  ra?e  of  iinex- 
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pendable  property.  3  years  after  final 
disposition  of  such  property  >  ;  or  if  Fed- 
eral audit  has  not  been  completed  or 
audit  findings  not  resolved  at  end  of  3 
years,  until  resolution  of  all  audit  find- 
ings. Microfilm  or  other  adequate  copies 
may  be  used  In  lieu  of  original  records 
when  properly  authorized.  45  CFR  74.20- 
74.22;  ib>  3  years  after  termination  of 
Federal  support  unless  othen>.ise  speci- 
fied by  the  Secretary.  45  CFR  1362.16 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Miss  Dorothy  J  Butler,  Office  of  Human  Devel- 
opment, Deportment  of  Heolth,  Education,  and 
Welfare,  Room  330-E  So«th  Portal  BIdg.,  2nd 
and  Independence  Ave,  S.W.,  Wothington, 
D  C     20201      Telephone:    202-245-2879. 

.ADMINISTRATION    ON    AGING 

7.6  ^tate  agencies  or  oilier  public  and 
nonprofit  private  agencies  participat- 
ing in  tiie  retired  citizens  volunteer 
program. 

To  maintain  accounting  and  other  rec- 
ords as  determined  by  the  Commissioner. 

Retention  period:  Accounting  rec- 
ords— 3  years  after  end  of  budget  period 
or  if  audit  has  not  occurred,  until  audit 
or  5  years  following  end  of  budget  period, 
whichever  Is  earlier,  or  untD  resolution 
of  any  audit  questions,  other  records — 
not  specified.  45  CFR  906.10  (retention: 
901  4' 

7.7  "-Lite  aclinic-,  ornani/alioiK.  or 
grantees  adniiniHteriiig  a  project 
uiul.  r  the  Foster  Grandparent 
program. 

To  maintain  records  to  assure  correct- 
ness and  verification  of  such  reports 
required  by  this  section. 

Retention   period:    Not   specified.    45 

CFR  907.15 

Persons  neecfing  further  Informotlon  about 
Fitted  record  retention  requirements  should  con- 
tact the  following: 

Anita  Mclntyre,  Records  Liaison  Office,  Room 
4760,  Department  of  Health,  Edvicatioo,  and 
Welfare,  330  Independence  Ave.  S  W.,  Wash- 
ington, DC  20201  Telephone  202-245- 
0556 

8.      I  •>«•,•  7.6.  7.7] 

9.  National  Institutes  of  Health 
[Transferred   from   IV   6.3] 

0.1  Pultlic  or  private  in-titiitionA  or 
ni;encie«t  receiving  grunLn  or  contruclt 
MipjM>rttng  research,  development, 
and  related  activities  in  which  huniaii 
-uhjects  are  involvj-d.   I  .Vdded  j 

To  maintain  all  documents  presented 
or  required  for  initial  and  continuing 
review  by  the  Institutional  Review 
Board. 

Retention  period:  Not  specified.  45 
CFR  46  19 

Parsons  needing  further  information  about  the 
above  listed  record  retention  requirements  should 
contact  the  following: 

Dr.  Donald  T  Chalkley,  Director,  Office  for 
Protection  from  Research  Risk,  ^4allonal  Insti- 
tutes of  Health,  5333  Westbord  Ave.,  Room 
303,  Bethesda,  Md.  20016.  Telephone:  (3011 
496-7005 


V.  DEPARTMENT  OF  HOUSING 
AND  URBAN  DEVELOPMENT 

1.  OfRce  of  fhe  Secretary 

1.1  .'^late  agencies  participating  in 
relocation  as-^i.-^tance  program?. 

To  maintain  records  pertaining  to 
eligibility  for  relocation  payments,  in- 
cluding ail  claims,  receipted  bills,  or 
other  documentation  in  support  of  a 
claim,  and  records  pertaining  to  action 
on  a  claim. 

Retention  period:  3  years  after  com- 
pletion of  project,  or  in  the  case  of  com- 
munity development  bloclf  grant  pro- 
gram. 3  years  after  receipt  by  displaced 
person  of  final  payment  pursuant  to 
regulations  in  Part  cited.  24  CFR  42.180 

1.2  State  or  local  governments  applying 
for  assistance  under  community  de- 
velopment    block      grant      program. 

To  maintain  an  environmental  review 
record  for  each  project  as  specified  in 
section  cited. 

Retention  period:  Not  specified.  24 
CFR  58.11 

1.3  I  Transferred  to  V  9.1] 
1.4—1.5      [Reserved] 

1.6  In.'turer,  or  pool,  or  person  executing 
agreement  under  Federal  riot  rein- 
surance program. 

To  maintain  books,  doctunents,  papers, 
and  records  that  are  pertinent. 

Retention  period:  3  years  after  final 
adjustment.  24  CFR  1906.38 

1.7  Agencies  designing,  constructing  or 
altering  puhlicly-OMmed  residential 
structures. 

To  maintain  records  relating  to  each 
contract,  grant,  or  loan  Involving  such 
publicly-owned  resldentlsJ  structiu-es. 

Retention  period:  Not  specified.  24 
CFR  40.6 

1.8  Developers     of     nevr     communities. 

To  maintain  records  of  costs  incurred 
for  the  project,  including  those  of  con- 
tractors and  subcontractors. 

Retention  period:  Not  specified.  24 
CFR  710.22 

2.  Office  of  Assistant  Secretary  for 
Housing  Production  and  Mortgage 
Credit  (Federal  Housing  Adminis- 
tration) 

2.1  lending  agencies  v«ith  respect  to 
property    improvement    and    mobile 

home  loan-. 

To  keep  complete  credit  and  collection 
file  pertaining  to  each  eligible  property 
Improvement  or  mobile  home  loan  trans- 
action, which  will  accompany  any  claim 
for  loss  made  by  the  insured. 

(a)  A  property  Improvement  loan 
file  wUl  Include  the  borrower's  appli- 
cation for  a  title  I  loan,  the  original 
note,  completion  certiflcate(s^  certifica- 
tions with  respect  to  carpeting,  and 
other  exhibits  furnished  to  the  lend- 
ing Institution  by  the  borrower.  Where 
proceeds  of  the  loan  are  not  dis- 
bursed directly  to  borrower  without 
dealer    intervention    In    any    manner, 


file  will  Include  borrower's  written  au- 
thorization to  disburse  to  other  than  the 
borrower,  signed  copy  of  contract  or  sales 
agreement  describing  tjT^e  and  extent  of 
Improvements  to  be  made  and  the  mate- 
rial to  be  used,  also  record  of  written 
notice  to  borrower  of  credit  application 
approval.  Proper  evidence  shall  be  In 
the  file  of  permissible  additional  charges 
assessed  against  the  borrower  for  addi- 
tional expenses  such  as  recording  or 
filing  fees,  documentary  stamp  taxes, 
title  examination  charges  and  hazard 
insurance  premiums  In  cormectlon  with 
title  I  property  Improvement  loans 
where  security  Is  taken  In  the  nature  of 
a  real  estate  mortgage,  deed  of  trust 
conditional  sales  contract,  chattel  mort- 
gage, mechanic's  lien  or  other  security 
device  taken  for  the  purpose  of  securing 
the  payment  of  eligible  loans.  Evidence 
of  late  charge  billing  must  be  in  the  file 
if  claim  is  made  imder  the  Contract  of 
Insurance.  With  respect  to  Class  3 
property  improvement  loans  under  Title 
I  of  the  National  Housing  Act,  the  prop- 
erty description,  plans  and  speciflcationa 
shall  remain  a  permanent  part  of  the 
loan  file  in  coiuiection  with  certification 
to  the  Commissioner  by  the  Instu-ed  that 
In  Its  opinion  the  site  is  suitable  for  a 
home  and  the  proposed  structure  when 
completed  wlU  not  adversely  affect  sur- 
rounding properties. 

Retention  period:  Not  specified.  24 
CFR  200.171,  200.172.  200.174,  200.177, 
201.2,  201.4.  201.6,  201.8.  201.10,  201.11 

(b)  A  mobile  home  loan  file  will  In- 
clude a  dated  credit  application  form 
executed  by  the  borrower,  a  commercial 
credit  report  obtained  by  the  Insured  on 
the  borrower  or  evidence  that  the  Insured 
has  made  an  adequate  investigation  of 
the  borrower's  credit.  The  file  will  also 
Include  the  obligation  document,  a  rec- 
ord of  advance  notice  of  intention  to 
disburse  proceeds  of  the  loan,  a  number 
of  certificates  pertaining  to  mobile  home 
stendards,  sanitary  facilities  and  codes, 
zoning,  and  placement,  and  manufac- 
turer's warranty  Instrument. 

Retention  period:  Not  specified.  24 
CFR  201.520,  201.525.  201.545.  201.570. 
201.575,  201.605,  201.610.  201.665 

2.2  landing  agencies — title  I. 

To  keep  dealer  files  in  cormection  with 
dealer  approval,  investigation  and  con- 
trol which  shall  contain  the  dealer 
application,  the  approval  by  the  Insured 
together  with  supporting  Information 
and  a  record  of  the  Insured's  experience 
with  the  loans  originated  by  such  dealer. 

Retention  period:  Not  specified.  24 
CFR  200.171,  201.8,  201.595 

2.3  Project    mortgagors    under    the    Na- 
tional Housing  .\ct. 

(a)  To  keep  books  and  accounts  In  ac- 
cordance with  requirements  of  the  FHA 
Conmiissioner  and  in  such  form  as  will 
permit  a  speedy  and  effective  audit  and 
maintain  for  such  periods  of  time  as  may 
be  prescribed  by  the  Commissioner;  con- 
tracts, records,  documents,  and  papers 
shall  be  subject  to  inspection  and  exami- 
nation by  the  FHA  Commissioner  and  his 
duly  authorized  agent  at  iJl  reasonable 
times. 
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Retention  period:  Not  specified.  34 
CFR  205.127.  207.19,  213.30.  220.630, 
221.530,  221.538,  221.550,  221.552,  227.1, 
232.87,  233.505,  235.830,  236.1,  242.65, 
242.79,  244.105 

(b)  Where  neither  mortgagor  nor  any 
of  its  associates  has  any  interest  in  the 
builder,  flin£inclal  or  otherwise,  and  in 
connection  v?ith  cost  certification  pro- 
cedure, records  shall  be  kept  of  all  costs 
of  any  construction  or  other  cost  Items 
not  representing  work  under  the  gen- 
eral contract;  where  the  mortgagor  and/ 
or  its  associates  have  any  interest  in  the 
builder,  contractor,  or  any  subcontractor, 
the  mortgagor  shaJl  keep  such  records 
and  in  turn  require  the  builders  to  keep 
similar  records.  Requirements  also  apply 
to  rehabilitation  projects. 

Retention  period:  Not  specified.  34 
CFR  205.110-205.125,  207J7,  213.35, 
213.37,  220.501,  221.550,  227.1,  231.1, 
232.83,  233.505,  234.501,  235.501,  236.1. 
241.155-241.160,  242.251,  244.147-244.166 

2.4  Investors  insured  under  yield  insur- 
ance provisions  under  title  VTI  of  the 
National  Bousing  Act. 

To  maintain  such  books,  records,  and 
accounts  with  respect  to  the  Insured 
project  as  may  be  prescribed  by  the  Com- 
missioner and  will,  in  the  judgment  of 
the  Commissioner,  adequately  and  ac- 
curately reflect  the  conditions  and  opera- 
tions of  the  project.  The  Investor  shall 
agree  to  permit  the  Commissioner  or  his 
agent  at  all  reasonable  times  upon  re- 
quest to  examine  any  tind  all  books,  rec- 
ords, contracts,  documents,  and  accounts 
of  the  Investor  which  reflect  In  any  way 
the  condition  or  operations  of  ttie 
project. 

Retention  period:  Not  specified.  34 
CFR  238.255 

2.5  Lending  agencies  for  project  mort- 
gages insured  under  the  National 
Housing  Act. 

Upon  assignment  of  the  mortgage  to 
the  Federal  Housing  Commissioner,  when 
entitled  to  receive  the  benefits  of  the 
Insurance  will  deliver  to  the  Commis- 
sioner, in  addition  to  other  Items  speci- 
fied, all  records,  documents,  books, 
papers,  and  accounts  relating  to  the 
mortgage  transaction. 

Retention  period:  Not  specified  24 
CFR  Parts  205,  207,  210,  211,  213,  220. 
221,  224,  227.  229,  231-236,  241,  242,  244 

2.6  Mortgagors  of  new  or  rehabilitated 
multifamily  housing  insured  under 
the  National  Housing  .\<t. 

To  keep  such  records  as  are  prescribed 
by  the  Federal  Housing  Commissioner  at 
the  time  certification  to  keep  siKh  rec- 
ords Is  made  and  to  keep  them  in  such 
form  as  to  permit  a  speedy  aid  effective 
audit. 

Retention  period:  Not  specified.  42 
U.S.C. 1434 

2.7  Mortpngees  of  lov»er  in»*omc  familv 
home*;. 

To  maintain  such  records  as  tlie  Com- 
missioner may  require  with  respect  to 
the  mortgagor's  payments,  the  mortgage 
assistance  payments  received  from  the 

Commissioner,  and  the  biennial  recertifi- 


cations    of   financial    status    from    the 
homeowner  or  mortgagor. 

Retention  period:  As  prescribed  by  the 
Commissioner.  24  CFR  235.365 

2.S      Nursing  lionie  and  intermediate  rare 
facility  owners  or  builder^. 

To  maintain  records  o!  all  costs  of 
any  construction  improvement.''  or  other 
cost  Items  not  representing  work  vmder 
general  contract. 

Retention  period:  Not  specified.  24 
CFR  232.615 

3.  Office    of   Assistant    Secretary    for 
Policy  Development  and  Research 

5.1      Contractors  and  subcontractors  vfith 
research  and  development  contract*. 

To  maintain  books,  records,  docimients 
and  other  supporting  evidence  relating 
to  the  contract  and  such  other  records  as 
specified  in  41  CFR  1-20.301—1-20.301-3. 

Retention  period:  Various.  41  CFR 
Part  1-20 

4.  Office  of  the  Assistant  Secretary  for 

Housing  Management 

4.1  Lending  agencies  for  mortgages  of 
lower  income  family  homes. 

To  maintain  such  records  as  the  Assist- 
ant Secretary  may  require  with  respect 
to  the  mortgagor's  payments,  the  mort- 
gage assistance  payments  received  from 
the  Assistant  Secretary,  and  the  annual 
recertificatlon  of  financial  status  from 
the  hcaneowner  or  mortgagor. 

Retention  period:  As  prescribed  by  the 
Assistant  Secretary.  24  CFR  420.5 

4.2  Public  agencies  receiving  a»»i!«tance 
under  Advances  for  Public  Works 
Plaiming  (First  Program). 

To  keep  accurate  accoimtlng  records 
erf  all  costs  involved  in  connection  with 
plan  preparation. 

Retentioti  period;  Not  specified.  24 
CPR  490.13 

5.    Office  of  Assistant  Secretary  for 
Equal     Opportunity 

5.1  .Applicant",  recipient",  contractors, 
and  subcontractor*  of  assistance 
proje<-ts  subject  to  section  3  of  the 
Monsinc  and  I  rb."«n  Development  \ct 
of  19<>8. 
To  maintain  such  records  and  accounts 
a.s  required  by  the  Secretary. 

Retention  period;  Not  specified.  24 
CFR  135.120 

6  OflRce  of  Assistant  Secretary  for 
Community  Planning  and  Develop- 
ment 

6.1       Public  agenci«-«  rcceivine  commtinily 
development  blcwk  grant.*- 

To  maintain  financial  record.s,  sup- 
porting documents,  statistical  records, 
and  other  records  pertinent  to  the  grant 
program  a-s  indicated  in  sections  cited. 

Retention  period;  3  years  <&>  from 
date  of  submission  of  annual  perform- 
ance report  or  if  audit  questions  not 
resolved,  until  resolution  of  such  ques- 
tions, <  b  *  after  final  disposition  of  non- 
expendable property,  and  'c  after  final 


payment  to  any  displaced  person  24  CFR 
670.406,  570  510.  570.907 

6.2  .^Lates  receiving  managing  subulate 
planning  and  management  a^siM- 
ance. 

To  maintain  a  record  of  all  its  actions 
taken  pursuant  to  the  consultation  re- 
quirement and  of  the  comments  received 
from  elected  officials. 

Retention  period;  Not  specified.  24 
CFR  600  120 

7.  Federal    Disaster   Assistance 

Administration 

7.1  State  or  local  government*  receiving 
Federal  disaster  assistance. 

To  mftiiitain  adequate  and  separate 
accounting  and  fiscal  records  which  ac- 
coimt  for  all  funds  provided  from  any 
source  to  pay  costs  of  the  project. 

Retention  period;  Not  specified.  24 
CFR  2205  7 

8.  Low-income    Public    Housing 

t.1  Ov.-ncr«  participating  in  housing  as- 
•istanee  payments  program. 

To  maintain  (a)  copies  of  completed 
applications,  related  correspondence. 
records  on  applicant  families  necessary 
tc  provide  racial,  ethnic,  and  gender 
data,  and  records  of  ineligibility  deter- 
minations; (b)  records  of  unit  inspec- 
tions made  by  owner  and  families;  <c) 
bCK^is.  documents,  papers,  and  records 
p)ertaining  to  comphance  with  contract ; 
^d)  records  of  employment  by  trade  of 
number  of  apprentices  and  trainees,  rec- 
ords of  trainees  by  first  year  of  train- 
ing, records  of  journeymen,  and  wage 
and  hour  records;  lei  payroll  and  basic 
records  for  all  laborers  and  mechanics 
working  at  project. 

Retention  period;  (a' -(b)  3  years; 
(C'-idi  not  si>ecified;  (e)  during  course 
of  work  and  3  years  thereafter.  24  CFR 
880.218,  880.221.  880  Apps.  11,  IV.  V, 
881.218.  881.221.  881  Apps.  I,  II,  IV,  V, 
883.318.883.321 

t.2  Public  housing  agencies  participat- 
ing in  housing  as•ii^tancc  payment* 
progranu 

To  maintain  (a)  copies  of  applications, 
related  correspondence,  records  of  ineli- 
gibility determinalioiis  and  any  infor- 
mal hearings,  statements  of  final  dispo- 
sition; (b)  utility  consumption  records; 
'c)  complaints  received  concerning  o'wn- 
cr  compliance  with  PHA  quality  stand- 
ards; »d)  complete  and  accurate  books 
and  records,  as  may  be  prescribed,  in 
connection  with  each  project  to  pe:-mit 
speedy  and  effective  audit;  and  <e> 
origin..;  requests  for  lease  approval,  in- 
spection records,  and  any  PHA  disap- 
pi'ovals. 

Retention  period;  lai  'c'  3  yeais; 
(d'-'C  not  specified.  24  CFR  880  App  I, 
881.218.  881  Apr  IH,  882  209,  882210, 
882  211.  882  App.  I.  883.318,  890.107 

8.3  Housing  finance  agencies  participat- 
ing in  housine  a'>'-i*lance  p;l^ments 
program. 

To  maintain  (a)  dociunentation  relat- 
ing to  financing  projects,  including  any 
certifications    of    compliance    with    ap- 
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plicable  Treasury  or  HUD  regrulatlons; 
and  'b'  one  set  of  the  working  drawings 
•nd  specifications  covered  by  HFA  cer- 
tificate to  24  CFR  883  312(C). 

Retention  period  'n.'  Not  specified: 
ib>  while  contract  is  :n  effect,  unless 
HUD  approves  siiorter  period  of  time.  24 
CFR  880.125,  881.125,  883.312 

8.  I      rontructors  participaliiis  i'J  lumping 

a>!«inlance  pajiiuTiti  prof;rani. 

To  maintain  (a)  books,  records,  and 
accounts  necessary  to  show  compliance 
with  equal  employment  opportunity  pro- 
visions; «b)  records  of  employment  by 
trade  of  number  of  apprentices  and 
trainees;  (c>  payroll  and  basic  records 
lor  all  laborers  and  mechanics  employed 
at  project. 

Retention  period:  'a) -(b)  Not  speci- 
fied; (c>  3  vears.  24  CFR  880  Apps.  I,  II. 
IV.  881  Apps  I,  III.  IV. 

9.  Office  of  the  Assistant  Secretary  for 
Consumer  Affairs  and  Regulatory 
Functions   [Transferred  from  V  1.3] 

",'.1  l.i'iiilin^  iii-titutiiiii'<  injured  or  rt'i:- 
iilated  l)v  1  f(l<Tal  ajj»-n«ifs.  or  crrd- 
ititi's  inakiii;;  real  olalc  Itians. 

To  retain  copies  of  exemption  record 
and  settlement  statements  as  required 
by  RESPA. 

Retention  period:  2  years.  24  CFR 
3500. 7ifi.  3500. 8'ci. 

Persons  needing  further  information  about 
listed  reccd  retention  requirements  should  con- 
tact the  following : 

William  W.  Boird,  Ctiief,  Paperwork  Monoge- 
ment  Branch,  Room  3284,  Department  of 
Housing  and  Urbon  Development,  451  7th 
Street  SW  ,  Washington,  DC  20410  Tele- 
phone     202-755-5179 

VI.   DEPARTMENT  OF  THE 
INTERIOR 

1.  OfRce  of  the  Secretary 

l.l  .'^lalo  ast'iK'i*"*  partiripatiiig  in  rclo- 
<-ati<iii  a<>i»laiife  program-. 

To  maintain  records  pertaining  to  such 

program.-^. 

Retention  period:  At  least  3  years.  41 
CFTt  114-50  407-4 

Persons  needing  further  information  obout  the 
obove  listed  record  retention  requirements  should 
contact  the  following 

George  W  Sandberg  Office  of  Administrotion 
and  Management  Policy,  Department  of  the 
interior,  Washington,  DC  20240,  Telephone 
202-343-3185 

1.2       (  oiitraclor'i        and        sub<oiitru<lor«. 

To  maintain  books,  records,  euid  other 
evidence  of  accounting  practices  to  re- 
flect costs  claimed  and  incurred  In  per- 
formance of  contract. 

Retention  period:  3  years  from  final 
payment  of  contract  or  as  specified  by 
Federal  procurement  regulations  (41 
CFR  Part  1-20),  whichever  expires  ear- 
lier, and  for  such  longer  period  as  re- 
quired by  statute  or  contract,  41  CFR  14- 
63  104-1,   14-63  104-3 

Persons  needing  further  information  about  the 
above  lilted  record  retention  requirements  should 
contoct  the  following: 


William  Opdyke,  Oflic*  »*  Administration  ond 
Management  Policy,  Deportment  of  Itie  Inferior, 
Washington,  DC.  20240.  Telephone  202- 
343-5914. 

1.3  r4>nlru('tors  and  .subcontractors  sub- 
ject to  the'Trans-.VIaska  Pipeline  Au- 
thorisation .Act. 

To  maintain  such  records  as  are  nec- 
essary to  ascertain  compliance  to  the 
equal  employment  opportunity  require- 
ments of  the  act. 

Retention  period:  Not  specified.  43 
CFR  27.7 

Persons  needing  further  information  about  the 
above  listed  record  retention  requirements  should 
contact  the  following: 

Edward  Shelton,  Office  for  Equal  Opporfunlty, 
Department  of  the  Interior,  Washington,  D.C. 
20240    Telephone  202-343-5693. 

2.   Fish  and  Wildlife  Service 

2.1  Operator*  of  commercial  proser>'a- 
tion  facilities  receiving  or  having  in 
custody       migratory       game       birds. 

To  maintain  accurate  records  showing 
the  numbers  and  kinds  of  such  birds, 
dates  received  and  disposed  of,  and  the 
names  and  addresses  of  the  persons  from 
whom  received  and  to  whom  delivered. 

Retention  period:  1  year  following  the 
last  entry  on  record.  50  CFR  20.82 

2.2  ^tale  fi»h  and  game  departments 
condiictinp  fish  and  wildlife  restora- 
tion     projecla      with      Federal      aid. 

To  maintain  cost  records,  accounts, 
and  supporting  documents  relating  to 
each  project. 

Retention  period:  3  years  after  sub- 
mission of  final  expenditure  report.  50 
CFR  80.28 

2.3  Persons  engaged  in  wildlife 
actis  ities. 

To  maintain  records  of  any  taking, 
possession,  transportation,  sale,  pur- 
chase, barter,  exportation,  or  importation 
of  wildlife  pursuant  to  permit.  Records 
to  include  date,  names  and  addresses  of 
persons  involved  In  such  transaction,  and 
such  other  information  as  may  be 
required. 

Retention  period :  5  years  from  date  of 
issuance  of  permit.  50  CFR  13.46 

2.4  States  participating  in  anadromous 
fislieries  consersation  projects  or 
crant-in-aid    awards    with    Secretary. 

To  maintain  cost  records,  accounts, 
and  supporting  documents  relating  to 
each  project. 

Retention  period:  3  years  after  sub- 
mission of  final  expenditure  report,  or 
longer  if  audit  findings  have  not  been 
resolved -50  CFR  401.15-401.16 

2.0  Federal  or  State  agencies,  public  or 
private  institations,  or  other  persons 
receiving  grants  under  the  Marine 
Mammal  Protection  .Act. 

To  maintain  all  records  of  accounts 
and  reports,  with  supporting  documen- 
tation thereto. 

Retention  period:  3  years  after  sub- 
mission of  the  final  expenditure  report 
50  CFR  82.15 


2.6  Licensees  and  persons  (fabricators) 
engaged  In  business  of  processing 
American  alligator  hides  into  leather. 

To  maintain  records  of  all  American 
alligator  hides,  including  State  tags  and 
verification  stubs;  fabricators  shall 
maintain  records  showing  relationship 
of  hides  to  finished  products. 

Retention  period:  Not  specified.  50 
CFR  17.42 

2.7  Sliippers  of  furs,  hides  and  !>kins 
who   hold   symbol    marking    permits. 

To  maintain  and  hold  open  to  mspec- 
tion.  audit  or  copying,  records  of  furs, 
hides  and  skins  shipped  in  interstate  or 
foreign  commerce  which  are  identified 
by  a  symbol  in  lieu  of  marking  certain 
information  on  the  package  or  container. 

Retention  period:  Not  specified,  50 
CFR  14.83(b)(2) 

2.8  Buyers  of  captive-reared  iiiigralory 
waterfowl. 

To  maintain  buyer's  copy  of  form  3- 
186,  Notice  of  Waterfowl  Sale  or  Trans- 
fer. Copy  is  obtained  from  the  transferor, 
who  must  be  a  holder  of  a  waterfowl  sale 
and  disposal  permit. 

Retention  period :  During  possession  of 
such  birds  or  eggs,  or  progeny  or  eggs 
therefor.  50  CFR  21.14(f) 

2.9  Holders  of  permits  to  mark  or  band 
migratory  birds.   [AmetKledl 

To  maintain  accurate  records  and  file 
reports  as  set  forth  in  the  North  Ameri- 
can Bird  Banding  manual. 

Retention  period:  3  years  after  termi- 
nation or  inactivation  of  bird  marking 
and  salvage  permit,  50  CFR  21,22(Cm4) 

2.10  Holcfers  of  permits  to  perform 
taxidermy  services  on  migratory 
birds. 

To  maintain  accurate  records,  on  a 
calendar  year  basis,  showing  receipt  and 
delivery  of  migratory  birds,  parts,  nests 
and  eggs  for  taxidermy  purposes;  also 
repeats  requirement  for  retaining  buyer's 
copy  of  form  3-186.  Notice  of  Waterfowl 
Sale  or  Transfer  i  see  VI  2.8 » . 

Retention  period:  Not  specified.  50 
CFR  21.24(dH  ii 

2.11  Holders  of  permit*  to  sell  migra- 
tory waterfowl. 

To  maintain  one  copy  of  form  3-186, 
Notice  of  Waterfowl  Sale  or  Transfer,  in 
transferor's  (seller's  >  files. 

Retention  period:  Not  specified.  50 
CFR  21.25'c)(5) 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Arthur  J.  Ferguson,  U.S.  Fish  and  Wildlife 
Service  (FWS),  Deportment  of  the  Interior, 
Washington,  D.C,  20240,  Telephone  202- 
343-8914. 

3.    Geological    Survey 

3.1  Coal-mine  lessees  (federally  owned 
lands).   [Revised] 

Lessees  and  permittees  shall  maintain 
current  and  accurate  records  showing: 
(1)  the  type,  quality  or  grade  and  weight 
of  all  coal  mined,  sold,  and  used  on  the 
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premises,  or  otherwise  disposed  of,  and 
all  coal  in  storage  (remaining  in  inven- 
tory ;  (ill  the  prices  received  for  ail  coal 
sold  and  to  whom  sold,  by  type  and  by 
(juaUty  or  grade. 

Retention  period :  Until  termination  of 
lease    30  CFR  211,66<a) 

3.2  Oil  and  gas  lessees  (federally  owneil 
N  id  restricted  Indt,in  lands). 
I  A  men  tied  ] 

To  keep  accurate  and  complete  recorc'J 
of  the  drilling,  redrllllng.  deepening,  re- 
pairing, plugging,  or  abandoning  of  oil 
wells  and  of  all  other  well  operations, 
and  of  all  alterations  to  casing 

Retention  period:  Until  termination  of 
lease.  30  CFR  221  23 

3.3  Lessees  of  gcolhermal  resources 
operations  on  public,  acquired,  and 
withdrawn  lands.    [.\m<iided] 

To  maintain  records  of  all  well  opera- 
tions as  specified  in  section  cited. 

Retention  period:  Until  termination  of 
lease.  CFR  270.37-270  39.  270  70-270.78 

3.4-3.7       [Reserved] 

3.8  Operators  of  mines  on  lensed  public 
or  Indian  lands.   I  Aniend«-d  ) 

To  keep  books  of  a  correct  account  of 
all  ore  mined,  put  through  the  mill,  of 
all  ore  and  mineral  products  sold  and  to 
whom  sold,  the  weight,  assay  value,  mols- 
tiu-e  content,  prices  received,  and  per- 
centage of  mineral  products  recovered 
or  lost. 

Retention  period :  Until  termination  of 
lease.  CFR  231.60 

3.9  Oil  and  gas  and  sulphur  lessees 
(Outer  (>>ntinental  .Shelf). 

To  keep  well  records  and  production 
records,  and  information  obtained  In  the 
course  of  well  operations. 

Retention  period:  Until  termination  of 
lease  covering  such  well  operations.  30 
CFR  250  38 

Persons  needing  furthe*  inforrr^otion  about 
listed  record  retention  requirements  should  con- 
tort the  following 

Oscar  W.  Mueller,  Jr  ,  Geological  Survey,  206 
National  Center,  Reston,  Vc  22092  Tele- 
phone   703-860-7211 

4.   Bureau  of  Indian  AfFairs 

4.1  Indian  tribe-.  I'orporalion'.  partner- 
shijjs,  cooperative  associations,  and 
individual  Indians  with  loan  agree- 
ments from  the  I  niled  *«tates. 

To  maintain  accounting  and  operating 
records  that  are  satisfactoiT  to  the  Com- 
missioner, 

Retention  period:  Not  specified,  25 
CFR  92  12 

4.2  Indian  corporations  and   tribes. 

To  keep  separate  records  and  accounts 
of  their  cattle  loans  In  connection  with 
the  revolving  cattle  pool. 

Retention  period:  Not  specified  25 
(JFR92,9 
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4.5      Oil   and   gas  pipeline   opirsitor-   with 
rights-of-way   over    Indian    lands. 

To  keep  books  and  records  of  oil  pro- 
duced or  run  from  the  lands 


Retention  period:  Not  Bpedfled.  38 
CFR  161.25 

4.6  Lessee*  of   tribal   lands    for   mining. 

To  keep  a  full  and  correct  account 
of  all  operations;  and  their  t>ooks  and 
records. 

Retention  period  Not  specified  25 
CFR  171  18 

4.7  Lessees  of  allotted  lands  for  mining. 
To  keep  a  full  and  correct  accounting 

of  all  operations  and  their  books  and 
records,  showing  manner  of  operations 
and  persons  Interested,  shall  be  open  at 
aU  times  for  examination  of  such  officers 
of  the  Department  as  shall  be  instructed 
in  writing  by  the  Secretary  of  the  In- 
terior or  authorized  by  repulatlons  to 
make  such  examinations 

Retention  period:  Not  specified  25 
CFR  172  25 

4.8  lessees  of  lands  in  Crov  Indian  Res- 
ervation, Montana,   for   mining. 

To  keep  Ixxjks  of  account  showing 
amount  of  ore  shipped  or  oil  or  other 
mineral  substance  sold  or  treated,  and 
showing  amount  of  money  received  from 
sale  of  ores,  oil,  etc. 

Retention  period:  Not  specified  25 
CFR  173,18 

4.y  l.e«»ee«  of  restricted  land*  of  mem- 
bers of  FiTC  OTiliied  Tribe*.  Okla- 
homa, for  mining. 

To  keep  a  full  and  correct  account  of 
all  operations;  and  their  books  and  rec- 
ords. 

Retention  period-  Not  specified  25 
CFR  174  34 

4.10  lessee*  of  lands  in  Osage  Reserva- 
licm.  Oklahoma,  for  mining,  except 
oil  and  gas. 

To  keep  upon  the  leased  premises  ac- 
curate records  of  the  drilling,  redrllllng. 
or  deepening  of  all  boles,  showing  the 
formations;  and  books  Bind  records  show- 
ing manner  of  operations  and  persons 
Interested 

Retention  period  Not  specified  35 
CFR  175.13 

4.11  Le«»ee8  of  lands  under  juriediction 
of  Qoapaw  Agency  for  lead  and  rine 
mining. 

To  keep  books  In  which  shall  be  a  cor- 
rect account  of  all  ore  and  rock  mined  on 
the  tract,  of  all  ore  put  through  the  mill, 
etc 

Retpntion  period-  Not  specified  25 
CFR  176.24 

4.12  I>e«see«  of  Osage  Reser>ation  lands 
for  oil  and  gas  mining. 

To  keep  a  full  and  correct  account  of 
all  operations:  and  their  books  and  rec- 
ords 

Retention  period:  Not  specified  26 
CFR   183.30 

4.13  l^s»ee«  of  land«  in  Wind  River  In- 
dian Reservation,  Wjoming.  for  oil 
and  gag  mining. 

To  keep  a  full  and  correct  account  of 
all  operations;  and  their  books  and  rec- 
ords, showing  the  manner  of  operations 
and  persons  interested,  shall  be  open  at 
all  times  for  examination  by  such  officers 
of  the  Department  as  shall  be  instructed 


in  writing  by  the  Secretary  of  the  In- 
terior or  authorlMd  by  regulations  to 
make  such  examination 

Retention  period:  Not  specified  25 
CFR  184,26 

4.14  Business  owners  ami  p«»»  iibrukirs 
on  Navajo,  Zuni,  and  lb>ni  Reserva- 
tions. 

To  maintain  accurate  records  of  busi- 
ness transactions  by  owners:  pawnbro- 
kers shall  maintain  accurate  records  of 
Iransacuons  and  refinancing,  together 
with  records  of  nsk  insurance. 

Retention  period:  3  years  for  records 
of  business  owners;  not  specified  for  rec- 
ords of  pawnbrokers,  25  CFR  252  20. 
252  34.  252  41,  252  44.  252,58, 

ll."}  1,4-nders,  loans  to  eligible  tribe*.  In- 
dian organia^ations.  and  iniliv  idii.il 
liidKins. 

To  maintain  adequate  record.s  I'n 
guaranteed  and  insured  loans. 

Retention  period:  Not  specified.  25 
CFR  93  52 

4.16  Banks  niaiiilaining  -peeial  hank  a. - 
coiinis  for  a«l>ai)ic  |>i<>iiien|. 

To  maintain  books  and  records  with 
respect  to  the  sE>ectal  bank  ,»ccount5 

Retention  period:  Not  specified.  41 
CFR  14H-30.414-1 

4.17  Contractors.  Indian  tribal  orcaiii/a- 
lions. 

To  maintain  accounts,  books  and  rec- 
ords of  advance  payments. 

Retention  period:  Not  specified  41 
CFR  14H-30.414-2 

4.18  Minimum  s4.uidard.s  for  ilelcntioii 
program.    I  Added ) 

To  maintain:  lai  A  record  of  each 
inspection  logged  in  appropriate  records. 
lb  I  a  record  of  all  visitors  indicating 
date,  time,  and  Identity  of  each  visitor. 

Retention  period :  Not  specified.  25  CFR 
11.305 

4.19  Busirje*'  «»wners  on  Navajo.  Zuni. 
and  Hopi  Reservations,  [.\dded] 

To  maintain  records  necessary  to  sub- 
stantiate annual  reixjrts  filed  with  Area 
Du-ector  The  reports  contain  the  names 
and  respective  mtere.sts  of  aU  persons 
participating  m  the  buslJie.ss.  and  the  re- 
\K>Tts  are  subject  to  a  yearly  audit. 

Retention  period:  Not  specified  25 
CFR  252.58 

Persons  needing  further  information  oboul 
listed  record  retention  requirements  should  con- 
toct the  follow  ing 

Deon  Po'eoHlo,  Bureau  of  Indion  Affo.rv  De- 
portment of  the  Interior,  Washington  D  C. 
20245    Telephone    202-343-4144 

5.    [Reserved! 

6.  Mining  Enforcement  and  Safety 
Administration 

6.1  Operators  of  metal  and  nonmetal 
mines. 

To  maintain  records  of  Instruction  on 
fire  alarms  signals  and  procedures. 

Retention  period:  2  years  30  CFR  55  4, 

56  4.  57  4 
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6.2  Operators    »f    metal    and    aommeui 

min(«. 

To  maintain  wTltten  records  of  Investi- 
gations of  accldenUs  and  a  copy  of  rep<xi 
relating  thereto. 

Retention  period:  3  years  from  date 
of  accident.  30  CFR  55  23.  58  31 

6.3  Operators      of      underi^roiind      roaJ 

niiiH-s.    [  \iiien(le<l  I 

To  maintain  records  of  tests,  examina- 
tions, and  Inspections  required  by  man- 
datory safety  standards. 

Retention  period :  Not  specified.  30  CFR 
75.1800-75.1808 

6.1      Oporators      of      underground      coal 

iiirnc^.    i.AmendodJ 

To  maintain  a  list  of  all  certified  and 
qualified  persons  designated  to  perform 
duties  under  30  CFR  Parts  75  and  77. 

Retention  period:  Not  specified. 
CFR  75.159,  77.106 

6.5  Operators  of  coal  mines. 

To  maintain  (&>  written  records  of  In- 
vestigations of  accidents  and  ib'  a  copy 
of  report  relating  thereto. 

Retention  period:  (a)  5  years  from 
date  of  the  accident.  30  CFR  80  22.  80.23; 
ib>  5  vears  from  date  of  occurrence,  30 
CFR  80  31 

Persons  needing  further  information  abo4/1 
listed  record  retention  requiremenfi  thould  cor>- 
toct  the  following: 

Jun«  R  Rodano  Mining  EnforcernenI  and 
Safety  Admimslration.  4015  WiUon  Boulevard, 
Arlington,  Vo  22703  Telephone.  703-235- 
1470 

7.   Bureau    of   Mines 

7.1  [Reserved] 

7.2  '^tatf  and  local  nutlioritici  receiving 
aid  for  reclamation  Hnd  rehahilitation 
of  strip  and  surface  mine  area*. 
L  \meii«Jcd  I 

To  maintain  suitable  records  and  ac- 
counts of  transactions  with  and  pay- 
ments to  project  contractors 

Retention  period:  Not  specified. 
30  CFR  642  7 

7.3  Sl:il«'  auftuiis,  (>ri:aT!i/.ilii>n<,  in«ti- 
tiitiotn  (public  and  private)  or  in- 
divjduaU  receiving  Federal  KfanU 
for  Holid  watle  dii«po»al  project*, 
health  and  safetv  proc^ranis  in  co&l 
mines,  and  research,  [.\meniledl 

(a)  To  maintain  books  of  account  and 
supportliig  papers  of  financial  tran^^^ac- 
tlons  involving  Federal  grant.s  and  those 
financed  with  matching  [und,s  from  other 
sources. 

ib>  To  maintain  accountability  record 
of  all  property  items  with  expected  life 
of  more  than  1  year  and  acquisition  cost 
of  $100  or  more. 

Retention  period:  'ai  3  years  after 
last  payment  to  grantee;  (b)  not  spec- 
ified. 30  CFR  651.8 

7.1-7.5        [llt-.rscdl 

7.6  Private  hehum  didtribiitors  •selling  to 
Federal  agencies. 

To  keep  such  helium  accountlntr  rec- 
ords as  are  necessary  to  assure  compli- 
ance with  regulations  In  the  section  cited. 


Retention  period:  At  least  1  year  fol- 
lowing the  dates  of  their  applicability, 
and  shall  be  made  available  to  any  duly 
authorized  representative  of  the  Bureau 
of  Mines  for  examination.  30  CFR  602.4 

Persons  needing  fvrther  information  about 
lUted  re<ord  retention  requirements  should  con- 
toct  the  following; 

Victor  E.  Trover,  Bureau  of  Mines,  3401  E 
Street  NW.,  Washington,  D.C.  20241.  Tele- 
phone 202-634-1571. 

8.   National    Park   Service 

8. 1  f'.<)ncf«*ion<'r«. 

To  keep  records  of  their  employee*. 
payrolls,  and  other  records  with  respect 
to  compliance  with  labor  standards  es- 
tablished from  time  to  time  by  or  pur- 
suant to  Federal  or  State  labor  laws 

Retention  period:  3  years.  36  CFR  8.8 

8.2  Concessioner*  and  subconcessioner* 
operatiriK  under  nefcotinted  contracts 
in  areas  luimmixlored  hj  National 
Park  Sen  ice. 

To  keep  such  records  as  the  Secretary 
of  the  Interior  may  prescribe  to  enable 
the  Secretary  to  determine  that  all  terms 
of  the  concession  contract  have  been  and 
are  being  faithfully  pe.'-formed. 

Retention  period:  5  calendar  years 
after  the  close  of  the  business  year  of 
concessioner  or  subconcessloner,  16 
use.    20g 

Persons  needing  further  informotion  oboul 
listed  record  retention  requirements  should  eo«- 
(ott  the  following 

James  A  Owen,  Nah'onal  Park  Service,  1100 
L  Street,  NW.,  Woshington,  D.C.  20001  Tele- 
phone   202-523-5127 

9    Office  of  Water  Research  and 
Technology 

9.1  Indit  idiiuls  and  institutions  reeeir- 
iii|t  funds  under  the  Water  Resource* 
Heiearch  Act  of  1964. 

To  m.aintaln  bCKjks  and  records  re- 
flecting financial  transactions  involvlnB 
allotments,  prants,  contracts,  or  other 
arrangements  ai^d  all  papers  necessary 
to  explain  or  prove  the  validity  of  the 
transactions  recorded. 

Retention  period:  3  years  after  allot- 
tee's or  grantee's  last  disbursement  of 
such  funds  or  after  last  payment  there- 
under was  received  by  the  contractor. 
18  CFR  505.6 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

George  C.  Cassaday,  Office  of  Water  Research 
and  Technology,  Department  of  the  Interior, 
Washington,    DC.     20240.    Telephone:     202- 

343-4607. 

VII.   DEPARTMENT  OF  JUSTICE 


1.1 


Foreign   n-ients  required  to   register 
under      22       V.S.C      611       et      seq. 

To  keep  :;11  books  and  records  relating 
to  any  activities  which  require  regis- 
tration. Including  correspondence,  mem- 
oranda, and  other  wntten  commurilca- 
tlons  to  and  from  foreign  principals  and 
other  persona,  names  and  addresses  of 


persons  to  whom  "political  propacranda" 
has  been  sent,  ftnancial  reeords.  eic 

Retention  period:  3  years  followtn* 
termination  of  registration.  Upon  goo<l 
aiul  sufficient  cause  shown  In  writing  to 
the  Assistant  Attorney  General.  Criminal 
Division,  a  registrant  may  be  permitted 
to  destroy  books  and  records  in  sui^port 
of  the  information  furnished  in  the  reg- 
istration statement  which  was  filed  5  or 
more  years  prior  to  the  date  of  the  appli- 
cation to  destroy.     28  CFR  .5.500 

1.2  Manufacturers  of  and  dealers  in 
gambling  devices. 

To  keep  monthly  records  of  sales  and 
deliveries  of  gambling  devices,  showing 
the  mark  and  number  identifying  each 
article  together  with  the  name  and  ad- 
dress of  the  buyer  or  consignee  thereof 
and  the  name  and  address  of  the  carrier, 
and  Including  duplicate  bills  and  in- 
voices. 

Retention  period:  5  rears.  15  DSC. 
1173 

1.3-1.10      [Reserved! 

1.11  Manufacturers,  distributors,  dis- 
pensers, researchers,  importers,  ex- 
porters, and  clicmical  analysts  sub- 
ject to  the  Controlled  .Substances  Im- 
port and  Export  Act. 

To  maintain  records  and  Inventories  of 
each  substance  manufactured.  Imported, 
received,  sold,  delivered,  exported,  or  dis- 
posed of  in  accordance  with  Part  1304. 

Retention  period:  2  years.  21  CFR 
1304.03.  1304.11-1304.29.  1308.24  (reten- 
tion: 1304.04) 

1.12  Recipients  of  assistance  under  the 
Omnibus  Crime  Control  nnd  ."«;ife 
Streets  .\ei  of  1968. 

To  maintain  records  as  required  In  28 
CFR  Part  42. 

Retention  period:  Not  specified.  28 
CFR  42.305 

Persons  needing  further  inforTiation  about 
listed  record  retention  requirements  should  con- 
focf  the  following: 

Robert  M.  Yahn,  Chief,  Directives  and  Records 
Management  Section,  FSS/OBDSS  Office  of 
Management  and  Finance,  Department  of  Jus- 
tic*,  Washington,  D  C.  20530.  Telephone: 
202-739-4256 

VIII.   DEPARTMENT  OF  LABOR 

[Revised] 

1 .  Office  of  the  Secretary 

1.1  Contractors  or  suln-ontrartors  en- 
gaged in  construction,  pro^erul-on, 
completion,  or  repair  of  any  p^iblie 
building,  public  work,  or  work 
financed  in  oiiolc  or  in  part  b»  loans 
or    grants    from    a    Federid    n^encT. 

To  keep  weekly  payroll  records  setting 
out  name  and  address  of  each  labcrer 
and  mechanic,  his  correct  classification, 
rate  of  pay.  daily  and  weekly  number  of 
hours  worked,  deductions  made,  and 
actual  wages  paid. 

Retention  period:  3  years  from  date  of 
completion  of  contract  29  CFR  3.4;  33 
CFR   18.703-1;   41  CFR  1-18  703-1 
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VIII  2  3 


1.2  Contractors  or  mbcontractor*  ml»- 
j«ct  to  labor  standbrda  proTiaiona  m^ 
plJcable  to  contracta  corering  fed- 
erally financed  and  assisted  constme- 
tion    (see    29    CFR    5.1    and    5.5). 

(a)  To  keep  payroll  and  basic  record* 
including  name  and  address  of  each 
laborer  or  mechanic,  correct  classiflca- 
tion,  rate  of  pay  (Including  rates  of  con- 
tributions or  costs  anticipated  for  med- 
ical or  hospital  care,  pensions  on  retire- 
ment or  death,  compensation  for  Injuries 
or  lllnesa  resulting  from  occupational 
activity,  or  insurance  to  provide  any  of 
the  foregoing,  for  unemployment  bene- 
fit8,  life  insurance,  disability  and  sick- 
ness insurance,  or  accident  insurance, 
for  vacation  and  holiday  pay,  for  defray- 
ing costs  of  apprenticeship  programs,  or 
for  other  bona  fide  fringe  benefits), 
daily  and  weekly  number  of  hours 
worked,  deductions  made,  and  actual 
wages  paid  to  all  laborers  and  mechanics 

(b)  In  the  case  of  unfimded  plans  or 
programs  for  fringe  benefits  listed  in 
the  Davis-Bacon  Act,  which  are  approved 
by  the  Department  of  Labor,  to  maintain 
records  showing:  (1)  that  the  con- 
tractor's commitment  Is  enforceable. 
(2)  that  It  has  been  communicated  in 
writing  to  laborers  or  mechanics  em- 
ployed by  bim.  and  (3)  that  it  Is  finan- 
cially responsible. 

Retention  period:  3  years  after  termi- 
nation of  contract.  29  CFR  5  5'a)(3) 
(1)  and  (6) 

1.3  &)ntractors  or  subcontractor*  sub- 
ject to  labor  standarda  provisions  ap- 
plicable to  eontracu  cnbject  oialy  to 
the  Contract  Work  Hours  and  Safety 
Standards  Act. 

To  keep  records  relating  to  wages  and 
hours. 

Retention  period:  3  years  from  com- 
pletion of  contract.  29  CFR  5.5(e) ; 
6ie.2(a)  ;  32  CPR  12.303-1;  41  CFR  1- 
12.303 

1.4  Persons  subject  to  the  Farm  Labor 
Contractor  Regiatration  Act  of  1963. 

To  keep  payroll  records  showing  speci- 
fied information  concerning  earnings, 
hours  worked,  withholdings  from  wages, 
time  periods  constituting  the  basis  for 
pasrment,  piece  rates,  and  units  of  work 
performed  at  piece  rates  for  migrant 
workers  engaged  In  interstate  agricul- 
tural employment  paid  by  such  a  con- 
tractor either  on  his  own  behalf  or  on 
behalf  of  another. 

Retention  period:  Not  specified.  29 
CFR  40.10 

1.5  Contractors  or  aubcontractora  anb- 
ject  to  Service  Contract  Act  of  1965. 

To  keep  records  relating  to  <a)  work 
classifications,  wages,  fringe  benefits, 
hours  worked,  and  (bt  safety  and  health 
standards. 

Retention  period:  (at  3  years  from 
completion  of  work;  (b)  5  years  follow- 
ing the  end  of  the  year  to  which  they 
relate.  29  CPR  4.6(g),  4.185,  1925.3;  32 
CFR  12.1004;  41  CFR  1-12.904-1 


1,6  Contractor  «m"  aohcon  tractors  em- 
ploTing  apiwentieea  and  trainees  on 
Federal  and  federaDy  aasiated  con- 
struction. 

To  keep  records  of  emploj-ment  by 
trades  of  the  nximber  of  apprentlees  and 
trainees,  the  number  of  apprentices  and 
trainees  by  fljst  year  of  training,  the 
number  of  Jouxneymen,  and  the  wages 
paid  the  apprentices,  trainees,  and 
journeymen. 

Retention  period:  During  the  perform- 
ance of  each  contract  41  CFR  1-18  703-1 

Persons  neccJing  further  informotion  ak>out  the 
obove  listed  record  retention  requirements  should 
contoct  the  following 

Walter  S  Motx  Direclor,  Division  of  Enforce- 
ment Policy  ond  Procedures  Woge  and  Hour 
Division,  NDOL-S-3018,  Washington,  DC 
20210   Telephone    202-523-7474. 

1.7  '•p<in«t>r»  of  ajipr«-iiiiic»liip  and 
training  programs  and  State  ap- 
prciitice^hip  a  pencil-. 

To  maintain  records  on  Qualification 
and  evaluation  of  each  applicant  and 
other  records  of  compliance  with  r^rula- 
tlons  Including  aflBrmative  action  plans 
and  qualification  standards. 

Retention  period'  5  years  29  CFR  30  8 

1.8  Recipient*  participalins  in  fed- 
erally assisted  propranis  of  the  De- 
partment of  Lalnir  suhjetl  lo  noiidi*- 
criniination  regulations.     < 

To  maintain  records  as  spjecified  in 
section  cited  to  ascertain  compliance  to 
such  regulations. 

Retention  period  Not  specified.  29 
CFR  31.5 

1.9  Contractor*  or  •.iilx-nnlr.n  lor*  sub- 
ject to  the  e()ual  opportunity  in  em- 
ployment regulation'  under  l.O 
1  1246,  as  amended. 

To  maintain  written  affirmative  action 
programs  and  supporting  documentation 
including  required  utilization  analysis 
and  utilization  evaluation  for  supply  and 
service  contractors  and  subcontractors 

To  maintain  other  records  and  docu- 
ments relating  to  compliance  with  appli- 
cable EEO  nondiscrimination  and 
affirmative  action  requirements  for  con- 
struction and  supply  and  senice  con- 
tractors. Including  records  and  docu- 
ments on  nature  and  use  of  tests, 
validations  of  tests,  and  test  res\ilts  as 
required;  compliance  with  construction 
-industry  EEO  plans  and  requirements, 
etc. 

Retention  period:  Not  specified.  41 
CFR  1-12.805-4,  60-1.7,  60-140,  60-3.13 

1.10  Cx»ntractor8  and  subcontractors  sub- 
ject to  affinnative  action  require- 
ments under  the  Rehabilitation  Act  of 
1973,  as  amended. 

lai  To  maintain  pertinent  books,  docu- 
ments, papers,  and  records  concerning 
the  «nployment  and  advancement  in 
employment  of  the  handicapped. 

(b)  To  maintain  records  regarding 
complaints  and  the  action  taken. 

Retention  period:  (a)  Not  specified; 
(bt  1  year.  41  CFR  60-741.52 


! .  1  1  rA^inlrartorf  and  sub<  itntrailor*  "ub- 
jiH'l  to  affimjalive  action  require- 
ments under  the  Vietnam  Era  \  el- 
e^an^'  Readjustment  Assistance  .\c1 
of  1974. 

I  a  1  To  maintain  pertinent  books,  docu- 
ments, papers,  and  records  concerning 
the  emplojTnent  and  advancement  of 
disabled  veterans  and  veterans  of  the 
Vietnam  Era. 

(b»  To  maintain  records  regarding 
complaints  and  the  action  taken. 

I  c  I  To  provide  reports  to  local  offices 
of  State  employment  services  regarding 
employment  openings  and  hires  under 
the  mandatory  listing  requirement  of  41 
CFR  60-250  4. 

Retention  period:    (at    Not  specified 
ib>   1  year;   (c)   1  year  after  final  pay- 
ment under  contract.  41  CFR  60-250.4. 
60-250.52 

Persons  needing  further  informotion  obout  the 
obo«e  listed  record  retention  requirements  should 
contoct  the  following 

Stephen  Fcigin,  Deputy  Associate  Solicitor  Di- 
vision of  Lobor  Relations  ord  Civil  lights, 
NDOl-N-2414,  Wajhir>gton,  D.C.  2021C 
Telephone    202-523-8238. 

2.   Employment  Standards 
Administration 

2  1  Physicians  and  hospitals  treating 
Federal  employees  covered  by  the 
Federal  Employees"  Compensation 
Ael. 

To  ktep  records  of  all  injury  case* 
treated  by  them  sufHclent  to  supply  the 
Office  of  Federal  Employees'  Compensa- 
tion with  a  history  of  the  employee's  acci- 
dent, the  exact  descripticm,  nature,  loca- 
tion and  extent  of  injury,  the  degree  of 
disability  arising  therefrom,  the  X-ray 
findings  if  X-ray  examination  has  been 
made,  the  nature  of  the  treatment  ren- 
dered, and  the  degree  of  disability  arising 
from  the  Injury. 

Retention  period:  Not  specified  20 
CFR  10.410 

2.2  En)ployers  subject  lo  tbe  prosision- 
of  the  lx)njfshoremen's  and  Harbor 
Workers'  (x>mpensalion  Act.  as  ex- 
tended by  the  Defense  Base  \rU  the 
District  of  Columbia  Workmen's 
(Compensation  .Act,  the  Outer  (xm 
tinental  .Sbelf  Ijinds  Act.  and  the 
Nonappropriated  Eund  Instrmnen- 
lalities  Act. 

To  keep  records  in  respect  to  any  in- 
jury to  an  employee,  hicludliig  Informa- 
tion of  disease,  other  disability,  or  death 

Retention  period:  Not  specified.  20 
CFR  702  111 

2..1  Insurance  carriers  and  self-insur«d 
employers  subje<"t  to  Lonitshore- 
men's  and  Harbor  Workers'  i'jum- 
pensation  Act.  as  extended  by  the 
l>i8trict  of  Cx)lumbia  Workmen's 
Compensation  Act,  the  Defense  Base 
Act,  the  Outer  Continental  Shelf 
Ijinds  Act,  and  the  Nonappropriated 
Eund  Instrumentalities  Act. 

To  make,  keep,  and  preserve  such  rec- 
ords as  the  Secretary  deems  necessarj-  or 
appropriate  to  carry  out  his  responsiblli- 
tiee  under  section  44. 
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Retention  period:  Not  specified.  20 
CPR  702  148 

2.3a  Oprmlom  ^ubjrct  to  Part  C  of  Titl« 
l\.  Federal  l>)al  Mine  H«allh  and 
Sufctr  AcL,  as  aoit-nded. 

To  keep  receipts  for  paymenU  made 
to  disabled  mlneri,  or  In  case  of  death, 
his  dependents  or  personal  representa- 
tive. 

Retention  period:  Not  spectfled.  20 
CP"R  725.336 

Persons  needing  further  infonnotion  about  Hi» 
above  fisted  record  retention  requirements  ihouid 
confoct  ftie  following: 

Helen  F  Hettick,  Adminisfrativ*  Officer,  Ofllc« 
oi  Workers'  Compensation  Programs,  NOOL  - 
S-3524,  Wathuigton,  O.C  20210  Telephone: 
202-523-751 1 

2-4  Supplj  contractor*  subject  to  Publi* 
ContracU  Art  (conlracu  with  U.S. 
agencies    or    Di.ntricl    of    Columbia). 

(a)  To  keep  une<plred  certificate  of 
age  of  employee  Issued  and  held  pursuant 
to  the  Fair  Labor  Standards  Act. 

Retention  period:  During  period  of 
employment  of  such  minor.-;.  41  CFTl 
50-201  105 

tb)  To  keep  employment  records,  In- 
cluding name,  address,  sex,  occupation, 
date  of  birth  of  each  employee  under  19 
years  of  age  'Lf  the  employer  has  ob- 
tained a  certificate  of  age  to  record  the 
title  and  office  Lssutng  the  certificate, 
the  number  of  certificate,  If  any,  the  date 
of  Its  Issuance,  and  the  name,  address, 
and  date  of  birth  of  the  minor,  as  tha 
same  appears  oc  the  certificate  of  ace) , 
wage  and  hour  records. 

Retention  period:  3  years  from  date  of 
last  entry     41  C7R  50-301  JOl(d) 

•  c)  To  keep  b&slc  employment  and 
earnings  records,  wa<e  rate  tables,  aod 
work  time  schedules. 

Retention  period;  2  years  from  data 
of  last  entr\-  or  last  effective  date;  whlch- 
erer  Is  later     41  CVR  60-20 1.501(h) 

idi  To  keep  a  supplementary  record 
and  an  annual  summary  of  occupational 
Injuries  and  illnesses. 

Retention  period;  5  yeai's  following  the 
end  of  the  vear  to  which  they  relate  29 
CFR  1D04.6 

2.3  "^tatr  cdiualioruil  .iKenrie^  conreriuxJ 
uilh  Hiirk  ex  jj«"rieiMC  and  i  ar("<*r  i\- 
ploration  propr.Tnis. 

To  maintain  names  and  addresses  of 
each  school  enroUii^  students  in  such 
programs,  and  the  number  of  enroUees 
in  each  unit. 

Retention  period;  3  years  from  date  of 
enrollment   29  CFR  570.35a 

2.6  Stale  af^encies  having  airrrciiicnt* 
with  SgfTrturr  of  I.abar,  or  Admini*- 
tnitor  irf  Wagre  and  Hour  Di'»i«ion, 
for  ulilizjakm  of  tbcir  ■rr-vires  in 
makinff  ttivesli|pilio«i«  aiMi  in^prr- 
t'lMM  under  Fair  Lubor  .ScaiiiLard'  \rt 
and  PnUir  flunlritrta  \rt. 

To  keep  accounting  records  and  sup- 
porting data  pertaining  to  expenditures 
for  inTesti,^tions  and  tnspectlor» 

Retention  period  Not  spenfied  29 
CFR  515.6 


2.7  Public  agencies  mgagwl  in  fire  pnv 
tpction  or  law  enforeeinait  acttritie*. 

To  maintain  records  as  incncated  tn  29 

CFR  Part  516. 

Retention  period:  Varloua.  29  CPB 
553.21  (retention:  Part  516) 

2.8  FmploTers  «mb}ert  to  Fair  I.aHor 
.*»tandard»  .\rt. 

To  keep  employment  records  relating 
to  wages  (including  retroactive  payment 
of  wages),  hours,  se.^.  occupation,  condi- 
tions of  employment,  etc. 

Retention  period:  3  years  for  records 
containing  employee  information,  pay- 
rolls, and  certificates,  upon  agreements, 
and  notices;  and  2  years  for  basic  em- 
ployment and  earnings  records,  wage 
rate  tables,  work  time  schedules,  order 
shipping  and  billing  records  (customers 
bills,  etc.),  job  evaluations,  merit  or 
seniority  systems,  or  other  matters  which 
describe  or  explain  the  basis  for  payment 
of  any  wage  differentials  to  employees  of 
the  opposite  sex  In  the  same  establish- 
ment, records  of  deductions  from  or  ad- 
ditions to  pay  29  CPR  516  3,  516.3, 
51«.5,  516.6,  516.11-516  29 

2.9  Employen  lobject  to  Fair  Labor 
Standards  .Act  emploring  apprentices 
ia  skilled  trmde  at  wages  lower 
than  minimum  w:ij;e  applicable. 

To  keep  records  relating  to  wages, 
hours,  conditions  of  employment,  etc  ,  as 
well  as  designation  of  apprentices  on  the 
payroll,  and  when  applicable,  the  ap- 
prenticeship program,  apprenticeship 
agreement,  and  special  certificate  imder 
which  an  apprentice  is  employed. 

Retention  period:  3  years  from  termi- 
nation of  apprenticeship.  29  CFR  516  5, 
521.8  (a)  and  (c; 

2.10  Joint  npprenticeahip  coninniltees 
holding  ccrtiiiralea  i-'^ued  b^  Adntin- 
istrator. 

To  keep  records  of  apprenticeship  pro- 
gram, apprenticeship  agreement,  and 
special  certificate  under  which  an  ap- 
prentice is  employed  by  an  employer; 
the  cumulative  amount  of  work  experi- 
ence gained  by  the  apprentice,  and  a  list 
of  employers  to  whom  apprentice  was 
assigned  and  period  of  time  worked  for 
each  employer. 

Retention  period ;  3  years  from  date  of 
termination  of  apprenticeship.  29  CFR 
516.5.  521.3  (b '  and  id 

2.11  Fmployers  subject  to  Fair  I.abor 
Slandardi  Act  employing  learnen 
under    special     learners     certifieates. 

To  keep  payroD  records  of  learners 
and  occupation  In  which  each  learner 
is  employed:  any  special  learner  certifi- 
cates Issued;  statements  obtained  from 
lean.ers  employed  under  special  learners 
certificates  of  exper;ence  acquired  In  the 
industry  Ln  the  3  years  prior  to  employ- 
mrnt  as  a  learner;  and  to  maintain  file 
of  all  evidence  and  records,  including 
correspondence,  pertaining  to  filing  or 
cancellation  of  job  orders  'in  addition 
f)  requirements  of  29  CFR  Part  516'. 

Retention  period:  3  years,  29  CPR 
516.5,  516.30.  522.7 


2.12  Employer*  rabject  to  Fair  Labor 
Standards  Act  employins  sradent- 
leamers  as  learners  under  certifi- 
cate*. 

To  keep  payroll  records  of  student- 
learners  and  occupation  hi  which  each 
Btndent- learner  is  employed  aiKl  copies 
of  applications  filed  to  accordance  with 
520.4 fa)  and  of  any  special  certificates 
issued  imder  which  stndent-leamers  are 
employed  (In  addition  to  re<iiilrements 
of  29  CPR  Part  516). 

Retention  period:  3  years.  29  CPR 
516.5,  516.30.  520.7 

2.13  Employers  subject  to  Fair  Labor 
Standards  Act  employing  handi- 
capped workers. 

To  keep  a  copy  of  special  certificates 
authorizing  employment  of  workers 
whose  earning  capacity  is  Impaired  by 
physical  or  mental  deficiencies  at  wages 
lower  than  the  minimuTn  wa^es  applica- 
ble under  Pair  Labor  Standartls  Act  with 
employment  record  (in  addition  to  re- 
quirements of  29  CPR  Part  516). 

Retention  period:  3  years.  39  CFR 
516.5,  516.30,  524.10 

2.14  Sheltered  wrirkshopa  (as  defined  in 
29  (l^R  52.1.2(b)). 

To  keep  (a)  records  of  the  nature  of 
each  client's  disability  and  records  that 
reflect  the  productivity  of  each  client  on 
a  continuing  basis  or  at  periodic  Inter- 
vals not  exceeding  6  months;  learning 
periods  when  authorized  by  the  certifi- 
cate; designation  of  workers  who  are 
evaluees  and  trainees  as  authorized  by 
certificate;  indicatlcm  of  whith  workers 
are  under  each  certificate  where  more 
than  one  certificate  held;  indication  of 
workers  for  whom  individual  certificates 
held;  pricing  of  work  and  time  studies 
made  to  establish  prices;  documents  re- 
lating to  State  certification:  and  (b)  rec- 
ords required  under  applicable  provtsloDS 
of  29  CFR  Part  516. 

Retention  period:  (a)  2  years;  Cb)  3 
years.  29  CFR  516.5,  516.30,  525.13 

2.  T3  Educational  institutions  employing 
stodent-HTorkera     as     iramera     under 

re  rti  Urates. 

To  keep  payrcll  records  showing  rst« 
of  pay.  nicinding  a  copy  of  any  spec:al 
certificate  issued  (Ln  addition  to  recrtrtre- 
mentBof  29  CPR  Part  516'.  

Retention  period:  3  years  29  CPR 
516.5,  516.30.  527.7 

2.16  .Xgricullure,  retail,  or  &er\  i<'c  es- 
taiJishnirnts  and  institutions  of  hijili- 
rr  education  subject  to  Fair  J.aljor 
Standards  .\ct  employing  fn?l-time 
students  outride  of  their  school  liourt 
uader  •^peciui  full-tJnie  student  ci^r- 
tificate-i. 

To  keep  payroll  .'■ecords  of  fuH-tluie 
students  employed  outside  of  their 
school  hours  in  any  retail  or  service 
establishment  and  occupations  in  which 
each  snch  full-time  student  is  employed; 
statements  obtained  by  the  employer 
from  schools  atte&ded  by  such  students 
that  the  employee  receives  pjrlniarily 
daytime  instruction  at  the  physical  loca- 
tion of  the  school  in  accordance  with  the 
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school's  accepted  definitl(»i  of  a  full-tlm* 
student;  record*  ai  the  monthly  hours 
of  employment  of  ftill-tlme  students  at 

special  minimum  wages  under  a  full- 
timestudent  certificate  and  of  the  total 
hours  of  employment  during  the  month 
of  all  employees  in  the  establishment; 
and  any  special  certificates  Issued  On 
addition  to  requirements  of  29  CFR  Part 
516). 

Retention   period:    3   years.   29   CFR 
516.5,  516  30,  519.7,  519. 17 

2.17      Retail     or     service     establishments 
subject  to  Fair  Labor  Standards  Art 
employing  commission  emploree*  ex- 
empt    from     orertime    pay     reqiiMW- 
'«nents     pursuant     to     section     7(b). 
To  keep  employment  records  relating 
to  wages,  hours,  circumstances  and  con- 
ditions   of    employment,    including    a 
symbol  or  letter  to  Identify  each  such 
employee;   an  indication  that  the  em- 
ployee's  regular   rate   of   pay    In    each 
workweek    meets    requirements    of    the 
exemption  and  basic  records  demonstrat- 
ing this  fact;  copy  of  the  agreement  or 
understanding  or  summary  of  its  terms, 
including  the  basis  of  compensation,  ap- 
plicable representative  period,  and  the 
date  on  which  the  agreement  or  under- 
standing  was   entered   into;    and   total 
compensation  paid  to  each  employee  in 
each  pay  period  stating  separately  the 
commission  and  noncommisslon  straight 
time  earnings. 

Retention  period:  3  years  for  records 
containing  employee  information,  pay- 
rolls and  certificates,  union  agreements, 
and  notices;  2  years  for  basic  employ- 
ment and  earning  records,  wage  rate 
tables,  work  time  schedules,  orders, 
shipping  and  billing  records  (customers' 
bills,  etc. ) ,  record  of  deductions  from  or 
additions  to  pay.  29  CFR  516.2,  516.5, 
516.6,  516.28 

2.18  Homeworkers  and  employers  in  the 
women's  apparel  induslrr,  the  jewelry 
manufacturing  industry,  the  knitted 
outerwear  industry,  the  gloves  and 
mittens  industry,  die  button  and 
buckle  manufacturing  industry,  the 
handkerchief  manufacturing  indus- 
try,  and    the   embroideries   indu-<*try. 

To  maintain  a  copy  of  each  certificate 
authorizing  employment  of  Industrial 
homeworkers  in  the  above  industries  on 
file  in  the  same  place  at  which  the 
worker's  employment  records  are  main- 
tained (In  addition  to  requirements  of 
29  CFR  Part  516) . 

Retention  period:  3  years  29  CFR 
516.5.  516.30,  530.8,  530.9 

2.19      Hospitals   and    instilnlions   employ- 
ins  patient  workers. 

To  maintain  records  of  disability,  pro- 
ductivity, prevailing  wage,  production 
standards,  evaluation  and  training  rec- 
ords, work  activities  and  group  minimimi 
wage  records,  patient  worker  exceptions, 
and  other  applicable  provisions  of  29 
CFR  516. 

Retention  period:  As  specified  In  29 
CFR  516.  29  CPR  529.10 


2.20 

fashioned  Jewelry  am  the  Naraja, 
PueUo,  and  Hopi  InAm  Re«e*T»- 
tions. 

To  keep  record*.  Inchidlng  oaxoB,  ad- 
dress, and  data  of  birth  of  tha  hoooa- 
WOTker,    if    under    19    years    of    »««. 

descrlpticai  of  work  performed,  amount 
and  date  of  cash  payments  for  each  pay 
period,  and  a  schedule  of  piece  rates 
paid,  and  all  records  required  by  Part 
516,  except  those  req'jired  by  516.2  and 
516.24.  ^,^ 

Retention   period:    3    years.    29   CFR 
530.12  ■retention:  516.5) 
2,21       Employer*  ol   homeworkers   in   in- 
dustries in  Pucilo  Kicii. 

To  maintain  (a)  all  records  relaMng 
to  the  receipt,  distribution,  and  produc- 
tion of  goods;  lb)  handbook  furnished 
by  the  Wage  and  Hour  Division;  and  ic> 
personnel  and  wage  and  hour  (including 
retroactive  pay)  records  as  indicated  in 
section  cited. 

Re  ten  Uon  period:  (a)  and  <c)  3  years; 
(bi    2  years  after  date  of  last  entrS'-  29 
CFR  545.7 
2.22-2.21      [Hc^ervod] 

2.2JT      Employers      of      homeworkers      m 
indu-lries     in     the     Virgin     Islands. 

To  maintain  'a)  all  records  relating 
to  the  receipt,  distribution,  and  produc- 
tion of  goods;  <b)  handbook  furnished 
by  the  Wage  and  Hour  EHvislon;  and  (c> 
records  relating  to  such  homeworkers  in- 
cluding wage.s  and  hours  and  retroactive 
pay. 

Retention  i?criod-  (a'  and  (O  3  years: 
(bi  2  years  after  date  of  last  entry  29 
CFR  695.6  (retention:  695.7) 

2.26  r.juplu . <  is  of  domestic  serxice  eni- 
plo>ee». 

To  maintain  records  of  names,  social 
security  numbers,  addresses,  total  hours 
worked  each  week,  total  cash  wages, 
sums  claimed  by  employer  for  board  and 
lodging,  and  overtime  pay. 

Retention  period;  3  years.  29  CPR 
516.34,  552.110 

2.27  Employers  of  local  delivery  drivers 
and  helpers. 

To  keep  records  and  compulatlorj 
w.th  respect  to  employees  for  whom  the 
overtime  pay  exemption  Is  taken. 

Retention  period:  3  years.  29  CFR 
516.15.  551.9  (retention:  516.5) 

2.28  F.niplovers.  emplo^nient  agincie«. 
and  labor  organizations  subject  to 
Age  Discrimination  in  Employment 
Act  of  1967. 

I  a)  Employers — d)  To  keep  records 
for  each  employee  containing  name,  ad- 
dress, date  of  birth,  occupation,  rate  of 
pay  and  compensation  earned  each  week; 
1 2)  when  made  in  the  reg\ilar  course  of 
business,  to  keep  personnel  or  employ- 
ment records  related  to  Job  applications, 
promotion  or  discharge,  lob  orders  sub- 
mitted to  employment  agency  or  labor 
organization  for  recruitment  erf  person- 
nel,  teat   papers   of    employer-admlnls- 
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tared  aptitude  or  other  employment  test, 
raanita  of  physical  examinatioDS  con- 
■Idtfed  in  connection  with  personitel  ac- 
tion, and  advertisements;  (3)  to  keep 
any  employee  benefit  plana;  (4)  to  keep 
applicaUon  forms  for  positions  known  to 
be  of  a  temporary  nature. 

Retention  period:  H)  3  years.  (2)  1 
year,  (3)  1  vear  after  termination  of 
plan.  '4  I  90  days  29  CFR  850  3 

(b)  Emploirnent  affmcies — '1)  To 
keep  records  related  to  placements,  re- 
ferrals, job  orders,  lob  applications,  test 
papers,  and  advertisements;  and  '2)  to 
keep  application  forms  for  positions 
known  to  be  of  a  temporary  nature. 

Retention  period:  d'  1  year;  (2)  90 
days.  29  CFR  850.4 

'c»  L -""•or  orpanjsafion^— To  keep  rec- 
ords of  name,  address,  and  date  of  birth 
of  members,  and  any  individual  seeking 
membership  in  the  organization^ 

Retention  period:  1  year  29  CFR  850.5 

2.29  [ReserM-d] 

2.30  Employers  subject  to  child-labor 
provisions  of  the  Fair  I.abor  Stand- 
ards   \ct. 

To  maintain   fa)    certificates  of  age. 

(b)  written    training    agreements,    and 

(c)  such  other  employment  records  as 
required  by  29  CPR  Part  516. 

Retention  period:  <&)  Until  termina- 
tion of  employment,  (b'  duration  of 
training  program,  <c)  3  years.  29  CFR 
516.5,  516.33,  570.3.  570.35a,  570.72 

Personj  needing  KirtKer  informotion  about  fhv 
above  listed  record  retent>on  requfr»m»nh  »*»o»r)d 
contccl  tt»«  following. 

V/aller  S  Morx,  Diteclor,  Division  of  Enfoi-;e- 
menl  Policy  ond  Procedgres,  Wage  and  Hour 
Division,  NDOL-S-3018,  Woshinglon,  DC. 
20210.  Telephone:  202-523-7474. 

3.    Labor-Management   Services 
Administration 

3.1  Every  labor  organisation  requ'rc-d 
to  file  a  labor  organixation  in  forma, 
tion  report  under  the  I^bor-Mannge. 
ment  Reporting  and  Disclosure  Act 
of  1959,  or  under  regulations  pro- 
mulgated under  Executive  Order 
11  191.  as  ainend«-d.    1  .A.nM«nded  1 

To  maintain  records  on  the  matters  re- 
quired to  be  reported  which  wiU  pro- 
vide in  sttfflclent  detafi  the  necessary  ba- 
sic Information  and  daU  from  which  the 
documents  filed  with  the  Office  may  be 
verified,  explained  or  clarified,  and 
checked  for  accuracy  and  completeness. 
and  shall  include  vouchers,  worksheets, 
receipts,  and  applicable  resolutions. 

Retention  period:  Not  less  tlian  5 
vears  after  filing  of  documents.  29  CFR 
204  3.  402  9 

3.2  Every  person  who  pursuant  to  an 
agreement  or  arrangement  with  an 
employer  undertakes  certain  aclivi- 
ties  or  who  has  certain  receipts  or 
makes  certain  disbursements  subjecl 
to  the  Ijibor-Managcment  Reporting 
and  Disclosure  .4ct  of  1959. 

To  maintain  records  on  the  matters 
required  to  be  reported  which  will  pro- 
vide in  sufficient  detail  the  necessary 
ba&lc  mlormalion  and  data  frcwn  which 
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the  documents  filed  with  the  OfBce 
may  be  verified,  explained  or  clarified 
and  checked  for  accuracy  and  complete- 
ness, and  shall  Include  vouchers,  work- 
sheets, receipt.'',  and  applicable  resolu- 
tions. 

Retention  period  Not  less  than  5 
years  after  filing  of  documents.  29  CFR 
406  8 

3.3  LalM)r  orKiinization-.  required  to  file 
annual  finanrial  reporb*  under  the 
I  jibor-ManaKement  Re[x>rtinR  and 
DiM-Jofiure  Act  of  1959,  or  under 
reijulatiimt  proniulcated  under  Ilxec- 
Uli\e  Order  I  I  I'M.  a-  .iiiieiided. 
1  Ann'ndtil 

To  maintain  records  on  the  matters 
required  to  be  reported  which  will  pro- 
vide In  sufficient  detail  the  necessarv- 
basic  information  and  data  from  which 
the  documents  filed  with  the  OfBce  may 
be  verified,  explained  or  clarified,  and 
checked  for  accuracv  and  completeness, 
and  shall  Include  voucliers,  worksheets, 
receipts,  and  applicable  resolutions. 

Retention  period :  Not  less  than  5  years 
after  filing  the  docuinent-^;.  29  CFR 
204  3,  403  7 

3.1  Employer"  reiiulred  to  r<  port  pav- 
nienm  or  asreeinenlt  or  arranaeinenls 
under  the  I jibor-Manaeemenl  Report- 
in-;  and  Iliielo-ure  Ael  of  l''.S9. 

To  maintain  record.s  on  the  matters 
required  to  be  reported  which  will  pro- 
vide In  sufficient  detail  the  necessary 
basic  Information  and  data  from  which 
the  documents  filed  with  the  OfiBce  may 
be  verified,  explained  or  clarified,  and 
checked  for  accuracy  and  completene.ss, 
and  shall  Include  voucher.';,  worksheets, 
receipts,  and  applicable  resolution."?. 

Retention  period:  Not  less  than  5  years 
after  filing  of  document.^.  29  CFR  405.9 

3.5  Per«on!i  re<juired  to  file  any  report 
under  labor  orKani/ati«»n  tru«lee«hip 
report*  provi-ion  of  the  Ijibor- 
.ManaRenient  Kefvorting  atul  Disclo- 
sure .\rl  of  1959,  or  under  ref^Ia- 
tion.s  proniulKated  under  Exeeutive 
Order  1  I  I')  I  .  .i-  .iiiu  iidetl.  (  \nie!id- 
edl 

To  maintain  records  on  the  matters 
required  to  be  reported  which  will  pro- 
vide In  sufficient  detail  the  necessary 
basic  Information  and  data  from  which 
the  documents  filed  with  the  Office  may 
be  verified,  explained  or  clarified,  and 
checked  for  accuracy  and  completeness, 
and  shall  include  vouchers,  worksheets, 
receipts,  and  applicable  resolutions. 

Retention  period:  Not  less  than  5  years 
alter  filing  of  doi  amenta  29  cm  204  3, 
408.10 

3.6  I.aTior  organisation  oflfieep"  and  em- 
ploree.H  hIio  are  re<iuire<l  to  file  re- 
ports of  rerlain  income  and  interests 
under  the  I  jilxir-ManaRement  Re- 
porting  and    Divloi-ure  .Act  of    1959. 

To  maintain  records  on  the  matters 
required  to  be  reported  which  will  pro- 
vide in  sufficient  detail  the  necessEu^ 
basic  information  and  data  from  which 
the  dociunenta  filed  with  the  Office  may 
be  verified,  explained  or  clarified,  and 
checked  for  accuracy  suid  completeness, 
and  shAll  Include  vouchers,  worksheets, 
receipts,  and  applicable  resolutions. 


Retention  period :  Not  less  than  5  years 
after  filing  of  documents.  29  CFR  404.7 

3.7  Election  offiriaU  designated  in  the 
constitution  and  bvlaws,  or  the  secre- 
tary if  no  other  offirial  is  de8ignate<L 
of  labor  organizations  conduetinK 
election  by  secret  ballot  provided  for 
under  the  Ijibor-Managenient  Ro- 
portinp  and  I)i«eIosure  Aet  of  1959, 
or  under  retaliations  promulgated 
under  Kxecutive  Order  11191,  a* 
.imended.   [Amended] 

To  preserve  all  election  records,  In- 
cluding ballots. 
Retention  period:  1  year.  29  CFR  204.- 

29.  452.106 

3.8  Oflicials  desi^^nated  in  llie  constitu- 
tion and  bylaKs,  or  the  secretary  if 
no  oilier  official  is  designated,  of  na- 
tional or  international  labor  organi- 
zations eondurting  elections  by  a 
convention  of  delegates  provided  for 
under  the  I.abor-Managemcnt  Re- 
porting and  Disclosure  .Act  of  1959, 
or  under  regulations  promulgated 
under  Kxecutive  Order  11491.  as 
aniendtd  by  Executive  Order  11616. 

To  preserve  the  credentials  of  dele- 
pates  and  all  minutes  and  records  per- 
taining to  election. 

Retention  period:  1  year.  29  CFR  204.- 

29.  452.134 

.3.9  Surely  companies  re4{uired  to  file 
reports  under  section  211  of  the 
I  abor-Management  Reporting  and 
Di^losure  Actof  1959. 

To  maintain  records  on  matters  re- 
quired to  be  reported  which  will  provide 
in  sufficient  detail  the  necessary  basic 
liifcrmatlon  and  data  from  which  the 
reports  may  be  verified,  explained  or 
clarified,  and  checked  for  accuracy  and 
rompleteness. 

Retention  period:  Not  less  than  5  years 
after  filing  of  report.  29  CFR  409.5 

Persons  needing  further  information  about 
I  5tod  record  retention  requirements  should  con- 
toct    the    following: 

Vincent  R  Agnelli  Assistont  Director  for  Re- 
ports, Pfocessing  and  Disclosure,  Labor- 
Vonagemenf  Standards  Enforcement,  NDOU- 
N-5603.  Woihington,  DC.  20710  Telephone: 
20;-533-7298 

4.   Occupational   Safety  and   Health 
Administration 

4.1  Persons  accredited   for  vessel  cargo 

;;<'ar  certification. 

To  maintain  records  of  all  work  per- 
formed on  gear  certification,  including 
tests,  proof  loads,  and  heat  treatment; 
of  the  status  of  the  ceilificatlon  of  each 
vessel  issued  a  regLster  by  such  accredited 
person. 

Retention  period:  Permanent.  29  CFR 
1919.10.  1919.11 

4.2  Operators  or  officers  of  vessels. 

To  keep  vessel's  register  and  certifi- 
cates relating  to  cargo  gear. 

Retention  period:  4  years  after  date 
of  the  latest  entry  except  for  nonrecur- 
ring test  certificates  concerning  gear 
which  Is  kept  in  use  for  a  longer  period, 
!n  which  case  certificates  are  retained  as 
long  as  that  gear  is  in  use,  29  CFR 
1919.12 


4.3  Employers  of  maritime  employees 
under  the  Longshoremen's  and  Har- 
bor Workers'  Compensation  Act. 

(a)  To  maintain  records  of  tests  of 
strength  of  stevedoring  gear. 

Retention  period:  As  long  as  such 
gear  is  in  use.     29  CFR  1918.61 

(b)  To  keep  records  of  the  dates,  times, 
and  locations  of  tests  for  carbon  mon- 
oxide made  when  internal  combustion 
engines  exhaust  into  the  hold  or  Inter- 
mediate deck. 

Retention  period:  30  days  after  the 
work  is  completed.     29  CFR  1918  93 

(c)  To  keep  records  relating  to  tests 
and  inspections  for  the  existence  of  haz- 
ardous flammable,  explosive,  or  toxic 
liquids  and  gases. 

Retention  period:  3  months  from  the 
date  of  the  completion  of  the  job.  29 
CFR  1915.10,  1916.10,  1917.10 

4.4  Contractors  subject  to  Public  Con- 
tracts .Act  (contracts  with  U.S.  agen- 
cies or  District  of  Columbia). 

To  keep  an  armual  siunmiry  of  occu- 
pational Illnesses  and  accidents. 

Retention  period :  5  years  after  date  of 
entry.  29  CFR  1904;  41  CFR  50-201.502 

4.5  Contractors  subject  to  Public  Con- 
tracts Act  (contracts  with  U.S. 
agencies    or    District   of    Columbia). 

To  maintain  records  of  radiation  expo- 
sure of  all  employees  for  whom  personnel 
monitoring  is  required. 

Retention  period:  Not  specified  4 J 
CFR  50-204.32 

4.6  State  agencies  receiving  develop- 
ment and  planning  grants  for  occu- 
pational safety  and  health. 

To  maintain  records  consistent  with 
pertinent  instructions. 

Retention  period:  Not  specified  29 
CJFR1950.il 

4.7  Eniplov«-r«.  ex<-ept  small  emplovers 
as  provided  in  29  (TR  1904.15.  sub- 
j«'<"t  to  the  Occupational  ."*afelv  and 
Health  Act  of  1970.' 

To  maintain  records  for  each  occupa- 
tional injury  and  Ulness,  Including  an 
annual  summary,  and  also  a  supple- 
mental record  in  detail  according  to 
OSHA  Form  101  and  such  other  records 
as  specified  In  sections  cited. 

Retention  period:  5  years  29  CFR 
1904.2,  1904  4-1904.6.  1952.4 

4.8  Employers  subject  to  the  asbestos 
standard. 

To  maintain  records  of  (a)  any  per- 
sonal or  environmental  monitoring  re- 
quired by  section  cited,  and  (b)  all  em- 
ployee medical  examinations. 

Retention  period:  (a)  3  years,  (b^  20 
years.  29  CFR  1910.1001 

4.9  Employers  subject  to  Uie  ionize*! 
radiation  standard. 

To  maintain  records  of  radiation  expo- 
sure of  all  employees  who  are  personally 
monitored. 


•Any  employer  wltii  no  more  than  10  em- 
ployees during  calendar  year  1973  need  not 
comply  with  any  requirements  of  Part  1904 
(except  for  1904.8)  for  any  funds  appropri- 
ated under  Pub.  L   B3-617.  40  FR  7094 


202 1 « 


F€DERAl    REGISTER,    VOl     42     NO     109— TUESDAY,    JUNE   7,    1977 


Retention  period:  Indefinite.  29  CWl 
1A10.96 

4.10  Suie  agencies  receiving  graata 
implementing  approved  Sute  plana 
in  the  occopational  health  and  safety 

projirani. 

To  maintain  financial  records,  sup- 
porting documents,  statistical  records, 
and  all  other  records  pertinent  to  the 
grant  program. 

Retention  period:  3  years,  or  longer  if 
audit  findings  not  resolved;  for  ncxiex- 
pendable  property.  3  years  after  final 
disposition.  Microfilm  copies  may  be  sub- 
stituted for  the  originals.  29  CFR  1951.47 

4.1 1  Employers  subject  to  vinyl  chloride 

••landard-". 

To  maintain  i  a  >  monitoring  and  meas- 
uring records;  ib)  authorized  personnel 
rosters;  and  (c>  medical  records. 

Retention  period;  <at  Not  less  than  30 
years;  (b)  not  less  than  30  years;  and  ic> 
duration  of  employment  plus  20  years,  or 
30  years,  whichever  is  longer.  29  CFR 
1910.1017 

1.12  Eniph)vers    subject    to    mechanical 
{wwer  pres'-e;^  standard. 

To  maintain  records  of  periodic  and 
regular  inspections  of  his  power  presses 
and  of  the  maintenance  work  performed. 

Retention  period;  Not  .specified.  29 
CFR  1910.217(e) 

4.13  Employers     subject     to     industrial 
slings  standardjs. 

To  maintain  record  of  most  recent 
month  in  which  each  alloy  steel  cham 
sling  was  thoroughly  inspected  and  proof 
test  certificates  for  each  new,  repaired  or 
reconditioned  sling;  also,  to  attach' per- 
manent tag  or  mark,  or  keep  a  record  in 
order  to  indicate  date  and  nature  of  re- 
pairs to  metal  mesh  slings. 

Retention  period;  Not  specified.  29 
CFR   1910.184 

4.14  Employers,         teleconiniunications. 

To  maintain  la)  written  descrip- 
tion of  training  programs  and  record  of 
employees  who  have  received  such  train- 
ing ;  '  b  I  records  of  inspections  of  derricks 
and  associated  eqiiipment. 

Retention  period:  (a)  Duration  of  em- 
ployee's employment:  i.b)  not  specified. 
29  CFR  1910.268 

4.  IS      Employers    subject     to    carcinogen 
standards. 

To  maintain  records  of  ta^  authorized 
personnel  rosters;  and  (b*  medical  rec- 
ords. 

Retention  period:  (a>  At  least  20 
vears;  (b)  duration  of  employee's  em- 
ployment. 29  CFR  1910.1003-1910  1016 

4.16      Employers    subject    to    take    coke 
oven  emissions  standard. 

To  maintain  records  of  la)  all  meas- 
urements taken  to  monitor  employee  ex- 
posure required  by  section  cited,  and  Cb) 
tnipioyee  medical  surveillance  programs 
sequired  by  section  cited. 

Retention  period ;  At  least  40  years  or 
the  duration  of  employment  plus  20 
years,  whichever  Is  longer.  2»  CFR 
1910.1029 
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4.17  Employers  subject  to  gn>und-fault 
protection  standards. 

To  rnatntjdn  records  of  testing  of 
equipment  required  by  section  cited. 

Retention  period;  Cntil  replaced  by 
a  more  carrent  record.  29  CFR  1910  309 
(cV  1926.400<h) 

Persons  needing  further  information  about 
listed  re<ord  retention  requirements  shojid  con- 
toct    the    following;  • 

Ro  H.  Ryer,  NDOL-N-3663,  Washington,  DC. 
20210    Telephone    202-523-7174. 

5.    Employment   and   Training 
Administration 

5.10  -"»lale  apencies  adminifterins  Y  id- 
eral  Supplemental  benefits  pr<»pram 
(emergency  unemployment  compen- 
sation). 

To  maintain  records  pertaining  to  ad- 
ministration of  program  as  prescribed  by 
the  Secretary. 

Retention  period:  Not  specified.  20 
CFR  618.17 

5.2  State  agencies  administering  spo<ial 
unemployment  assistance  program. 

To  maintain  records  pertaining  to  ad- 
ministration of  program  as  prescribed  by 
the  Secretary. 

Retention  period;  Not  specified.  20 
CFR  619.15'at 

.■>  3  Sponsors  of  v.ork  training  and  ex- 
perience programs  under  the  Neigh- 
hor'nfid  Sinith  <  orp". 

To  maintain  such  records  as  required 
by  tlie  Secretary  for  the  purpose  of  the 
admlnL-itratlon  of  the  Economic  Oppor- 
tunity Act  of  1964,  as  amended. 

Retention  period:  Not  Bpedfled  29 
CFR  50  41 

5.4      Spon>or8  participating  in   tlie   Mtiior 
cnmniunily  service  eniplo»menl   pro- 
gram under  the  Older  .\rotrican  (.om- 
niunilv    Service    Emplojmtnt    .Vet    of 
1973.' 
To    maintsiin    f:nancial    records,   sup- 
porting   documents,    statistical   records, 
and  any  other  records  pertinent  to  the 
grant  program. 

Retention  period;  3  years  from  date  of 
submLssion  of  annu.al  or  final  expendi- 
ture report,  or  if  Federal  audit  questions 
not  resolved  at  end  of  3  years,  until 
resolution  of  such  questions;  or  for  non- 
expendable property.  3  years  after  final 
disposition.  Substitution  of  microfilm 
copies  in  lieu  of  original  records  may  be 
authorized  upon  request  29  CFR  89  39 

5.3      Center      directors     participating      in 
Job  Corps  Program. 

To  maintain  personnel  records  as  spe- 
cified and  to  maintain  auditable  records 
on  all  nonconsumable  materials  and 
equipment. 

Retention  period:  Not  specified.  29 
CFR  97  23,  97.114 


5.6  State  or  local  government  agency. 
public  agency.  Indian  tribes  on  Fed- 
eral or  Stale  reservations,  or  inslitn- 
lions  receiving  granU  under  tlie 
Emergency  Employment  .\ct  of  1971. 

To  maintain  records  and  accounts.  In- 
cluding records  of  property  purchaaed 
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with  non- Federal  shares,  and  personal 
and  finarvclal  records. 

Retention  period;  3  years  after  erpl- 
raUon  of  grant.  29  CFR  55.17,  55.31a, 
55.42,  55.51 

5.7      Stale    and    local   WIN    sponsors   and 
>*  elf  arc  agencies. 

To  maintain  records  and  accounts  for 
all  program  funds.  Including  non-Federal 

share. 

Retention  period:  3  years  after  com- 
pletion or  final  payment  under  agree- 
ment, whichever  is  later,  or  until  final 
resolution  of  all  audit  questions.  29  CFR 
56.17 

5.3       Si>onsors    parlleipating   in    prosrams 
for  ecjmomiralU  di*adv  aniapreil  »outh 
and  migrant  ami  other  seasonally  em- 
ploved   farmworker^   under  ihe  •-o'"- 
prehensive    Employment    and    Tr:iin- 
ing  Act  of   1973.   i  \mende»l] 
To   maintain   financial   records,  sup- 
porting  documents,   statistical   records. 
and  any  other  records  pertinent  to  the 
grant  program. 

Retention  period ;  3  years  from  date  of 
submission  of  aimual  or  final  expendi- 
ture report,  or  if  Federal -audit  questions 
not  resolved  at  end  of  3  years,  until 
resolution  of  such  questions ;  or  for  non- 
expendable property,  3  years  after  final 
disposition.  Substitution  of  microfilm 
copies  in  lieu  of  original  records  may  bo 
auUiorized  upon  request  29  CFR.  97.1  *,c), 
97,14.  97.250vbi,  98  18.  98.27 

5.9       Sponsor*.      »ubgranlees,      and      con- 
tractor* participating  in  Indian  man- 
piivter   prugram"    under   the   (.«>nippe- 
lien-ive     Enipho  nxrit     and    'I  raining 
Vet  of   1973. 
To    maintain    financial    records,   sup- 
porting   documents,    statistical    record*. 
and  any  other  records  pertinent  to  tho 
grant  program. 

RetenUon  period;  3  years  from  date  of 
submission  of  annual  or  final  expendi- 
ture report,  or  if  Federal  audit  question* 
are  not  resolved  at  the  end  of  3  years, 
imtU  resolution  of  such  questions;  or  few 
non-expendable  property,  3  years  after 
finaJ  disposition.  When  grant  program 
records  are  transferred  to  or  mainU»med 
bv  the  Secretary  the  3  year  retention  re- 
quiremenUs  will  not  be  applicable  to  tiie 
prime  sponsor.  Substitution  of  microfilm 
copies  in  lieu  of  original  records  may  be 
authorized  upon  request.  29 -CFR  97.134, 
97.154,  97.167 

5.10  SiK)nsors  of  emplovmenl  and  train- 
ing programs  under  Title*  I.  11  and 
VI  of  the  ('x)mprehensiTe  Employ- 
ment    and    Training     .Act     of     197X. 

To  maintain  financial  records,  sup- 
porting documents,  sUtlstlcal  records 
and  any  other  records  pertinent  to  the 
grant  program. 

Retention  period:  3  years  from  date  of 
submission  of  annual  or  final  expendi- 
ture report,  or.  if  Federal  audit  questions 
are  not  resolved  at  end  of  3  years,  until 
resolution  of  such  questiom;  or,  for  non- 
expendable property,  3  years  after  final 
disposition.  Substitution  of  microfilm 
copies  in  lieu  of  original  records  may  be 
authorized  upon  request.  29  CFR  98  1  a, 
98.27,  99.80 
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Persons  ne«ding  further  informoMon  about 
listed  r*<ord  retention  requirements  should  con- 
'a<l    the    following 

Mr  James  F  Moriarty,  Records  Officer,  Em- 
ployment and  Training  Administration.  De- 
partment of  Labor,  Woshington,  DC  20210. 
Telephone:  202-376-6204. 

6.  h:iiiplc»Min  111  H<-tii<  iiHiil  Iiirome 
>«i«iiril» 

«)  I  l'rr««ini»  rt-quirt'd  lo  lilc  aii.>  pliin 
<lr>criplion«,  anntml  ropijrl'*  ami  suni- 
riiarr  annual  report*  or  lo  rrrtify  any 
iiironiKilion  tlHTtfitr  unil<  r  llic  Imii- 
ploveo  i{i'lir«'ni<'nt  Inroiiie  .'vrurity 
Art' of  1974  (KHl'^A). 

Every  person  subject  to  a  requirement 
to  file  any  description  or  report  or  to 
certify  any  information  therefor  under 
Title  I  of  the  Employee  Retirement  In- 
come Security  Act  of  1974  'ERISA'— in- 
cluding a  requirement  to  comply  under 
an  alternative  method  prescribed  by  the 
Secretary  of  Labor  pursuant  to  sec.  110 
of  ERISA— or  who  would  be  sub.ject  to 
such  requirement  but  for  an  exemption 
or  simplified  reporting  requirement  un- 
der sec.  104' a  1  i2'  or  (3'  of  Title  I  of 
ERISA,  shall  maintain  records  on  the 
matters  of  which  disclosure  15  required 
which  will  provide  in  sufficient  detail  the 
necessary  basic  information  and  data. 

Retention  period:  Not  less  than  6  years 
after  filing  date  of  reportv<:  or  descriptions 
required — in  nomial  form  or  by  altcniatt' 
method — or  which  would  have  been  re- 
quired but  for  exemption.s  or  simplified 
reporting  requirements  under  sec  104'  a  > 
<2)  or  (3  1  of  Title  I  of  ERISA  28  USC 
1027 

6.2  I'rr-oii-  nqnlrfd  to  I'llc  aiiv  dc-crip- 
lion  or  report  or  to  certify  any  infor- 
mation llierefor  under  the  Welfare 
and    Pen.«ion    Plans    l)i.«clo->ure    .Act. 

To  maintain  records  on  the  matters  of 
which  disclosure  Is  required  which  will 
provide  in  sufficient  detail  the  necessary 
basic  Information  and  data  from  which 
the  documents  thus  required  may  be 
verified,  explained,  or  clarified,  and 
checked  for  accuracy  and  completeness, 
and  shall  Include  vouchers,  worksheets, 
receipts,  applicable  resolutions  and  rec- 
ords of  £my  written  authorization  dele- 
gating authority  to  sign  any  description 
or  report. 

Retention  period:  5  years.  29  CFR 
Part  486 

Pertoni  needing  further  information  obaul 
lilted  re<ord  retention  requirements  should  con- 
fo<t  the  following- 

Waylond  Coe,  NDOL  -  h4-4655  Woshington 
DC    20210    Telephone;  202-523-8769 

IX.   DEPARTMENT  OF  STATE 
[Transferred  from  X] 

1.  Office  of  Munitions  Control 

1.1      Persons  required  to  register  as  man- 

ufaclurer"     or     ••xporter-*     of     I  nit«Ml 
■•tatei   Munition"   I.i!<t  artietes. 

To  maintain,  subject  to  the  inspection 
of  the  Secretary  of  State,  or  any  person 
designated  by  him.  records  on  the  expor- 
tation of  articles  eniunerated  In  the 
United  States  Munitions  List.  Records 


shall  contain  all  information  pertinent 
to  the  transaction. 

Retention  period:  6  years,  except  that 
the  Secretary  may  prescribe  a  longer  or 
shorter  period  In  Individual  cases  as  he 
deems  necessary.  22  CFR  122.06 

1.2  .Applirants,  suppliers  and  vendors 
ri-quired  t<»  furnish  or  obtain  infor- 
mation rti;arding  politieal  contribu- 
tions and  fees  or  ooniniissions  in  con- 
iieetion  viitli  the  «ale  of  defense  arti- 
eles  or  i.»T\ii'es.  [.\dded] 

To  maintain  a  record  of  any  informa- 
tion required  to  be  furnished  or  obtained 
in  connection  with  the  sale  of  defense 
articles  or  services,  and  all  records  upon 
which  repoi-ts  are  based.  In  accordance 
with  Part  130  of  the  International  Traf- 
fic in  Arms  Regulations  (22  CFR  130). 
Records  shall  be  made  available  upon 
request  for  use  by  standing  committees 
of  the  Con.gress  and  subcommittees 
thereof,  and  by  United  States  Govern- 
ment agencies,  In  accordance  with  sec- 
tion 39(d)  of  the  Arms  Export  Control 
Act  (22U.S.C.  2779(d)). 

Retention  period:  Not  less  than  6 
years.  22  CFR  130.23 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  should  con- 
tact the  following 

Ms  Nancy  L.  Hindeman,  Pfrt/MC,  Room  800, 
SA-6,  Department  of  State,  Washington,  D.C. 
20520.  Telephone:  202-235-9770 

2.   Agency  for  International 
Development 

2.1  Foreii;n  Ko>emment«,  L'.S.  voluntary 
agencies,  or  intergovernmental  or- 
^ani/atioii»,  except  the  Vt  orld  Food 
Proprani  and  I  nited  Nations  Relief 
and  Works  Agency,  involved  in  the 
transfer  of  fooid  commodities  for  use 
in  disaster  relief,  e«onomic  develop- 
ment, and  oilier  assistance. 

To  maintain  records  and  documents 
of  all  transactions  pertaining  to  receipt, 
storage,  inspection,  and  distribution  of 
commodities,  including  records  of  receipt 
and  disbursement  of  funds  accruing  from 
the  operation  of  the  program. 

Retention  period:  3  years  from  close 
of  the  DJ3.  fiscal  year  to  which  they  per- 
tain. 22  CFR  211.10 

2.2  AID  suppliers  of  commodities  and 
commodity-related  services  for  AID- 
financed  programs  or  projects. 

To  maintain  all  records  pertaining  to 
the  supplier's  biislness  together  with  all 
other  documents  bearing  on  supplier 
compliance  with  the  tindertaklngs  and 
certifications  of  the  Supplier's  Certifi- 
cate. AID  Form  282. 

Retention  period:  Not  less  than  6 
years  after  date  of  execution  of  the  Sup- 
plier's Certificate.  23  CFR  Part  »1. 
App.  A.,  sec.  11 

2.3  AID  service  contractors  and  subcon- 
tractors. 

To  retain  records,  books,  documents, 
and  other  supporting  evidence  pertaining 
to  the  contract. 


•  AID   contractors   should   also  see   JtxiA 
of  this  Guide. 


Retention  period:  3  years  after  final 
payment  under  the  cootract  or  subcon- 
tract or  as  otherwise  specified.  41  CFR 
1-20 

2.4  AID  ijrantees  and  subgrantees  (other 
than  foreign  governments  or  agencies 
and  associations  thereof). 

To  retain  records,  books,  documents 
and  other  supporting  evidence  pertain- 
ing to  the  grant. 

Retention  period:  3  years  after  final 
payment  under  the  nongovermental 
grant  or  subgrant.  or  as  otherwise  speci- 
fied in  AID  Handbook  13.  "Grants".  22 
U.S.C.  2395ib» 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the   following: 

Fred  D.  Allen,  MO/CRM,  Agency  for  Intemo- 
tional  Development,  Department  of  State, 
Washiivgton,  DC  20523.  Telephone:  202- 
632-9808 

X.  DEPARTMENT  OF  TRANSPOR- 
TATION [Transferred  from 
XII] 

1.   Federal  Aviation  Administration 

1.1  Aircraft  and  related  products  man- 
ufacturers. 

To  maintain  records  of  Inspection 
identified  with  the  completed  product 
and  records  of  Materials  Review  Board 
action  applying  to  materials,  parts,  as- 
semblies, and  the  completed  product. 

Retention  period:  At  least  2  years.  14 
CFR  21  125 

1.2  Aircraft  and  related  products  man- 
ufacturers. 

To  maintain  records  of  inspection  ap- 
plying to  the  manufacture  of  replace- 
ment or  modification  parts  and  identi- 
fiable with  the  completed  part. 

Retention  period:  At  least  2  years.  14 
CFR  21.303 

1.3  Certificated  air  carriers  and  com- 
mercial operator*. 

To  keep  (a)  all  tiie  records  necessary 
to  show  that  all  requirements  for  the 
Issuance  of  an  airworthiness  release 
under  14  CFR  121.709  or  127.319  have 
been  met  and  (b)  records  of  total  time 
in  service  of  airframe;  current  stattis  of 
life  limited  parts  of  each  airframe,  en- 
gine, propeller,  rotor,  and  appliance: 
time  since  last  overhaul  of  all  items  re- 
quired to  be  overhauled  on  a  specified 
time  basis;  identification  of  current  in- 
spection status  of  aircraft,  including  time 
since  last  Inspection  required  by  Inspec- 
tion program  under  which  aircraft  and 
its  appliances  are  maintained;  current 
status  of  applicable  airworthiness  direc- 
tives. Including  method  of  compliance; 
and  a  list  of  ctirrent  major  alterations  to 
each  airframe,  engine,  propeller,  rotor, 
and  appliance. 

Retention  period:  (a)  Until  work  Is 
repeated  or  superseded  by  other  work  or 
for  1  year  after  work  is  performed,  except 
for  records  of  last  complete  overhaul  of 
each  airframe,  engine,  propeller,  rotor, 
or  appliance  which  are  retained  until 
work  is  superseded  by  work  of  equivalent 
scope  and  detail;   (b>   transferred  with 
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the  aircraft  at  the  time  the  aircraft  Is 
sold.  14  CFR  121.380.  127.141 

1.4  Certificated  repair  f^tations  or  air- 
frame, powerplant,  propeller,  or  ap- 
pliance  manufacturer*. 

To  maintain  a  duplicate  copy  of  the 
customer's  work  order,  when  accepted 
in  Ueu  of  the  Major  Repair  and  Altera- 
tion Form  (FAA-337  or  equivalent) . 

Retention  period:  At  least  2  years.  14 
CFR  Part  43,  App.  B 

1..1  I)onie>ilic.  flag,  and  .uppleiiiental  air 
carriers  and  commercial  operators  of 
large  aircraft. 

To  retain  information  taped  by  flight 
recorders. 

Retention  period:  Until  the  airplane 
has  been  operated  for  at  least  25  hours  of 
the  operating  time  specified  in  §  121.359 
(a)  but  no  more  than  60  days,  or  for  a 
longer  period  if  requested  by  a  represent- 
ative of  the  Federal  Aviation  Adminis- 
tration or  the  National  Transportation 
Safety  Board.  14  CFR  121.343 

1.6  Domestic,  flag,  and  supplemental 
air  carriers  and  commercial  opera- 
tors of  large  aircraft. 

To  maintain  current  records  of  every 
crewmember  and  aircraft  tlispatcher,  as 
is  necessary  to  show  compliance  with 
the  appropriate  requirements  of  Federal 
Aviation  Regulations  and  each  action 
taken  concerning  the  release  from  em- 
ployment or  physical  or  professional  dis- 
qualification of  flight  crewmembers  or 
aircraft  dispatchers. 

Retention  period:  At  least  6  months 
after  termination  of  employment.  14 
CFR  121.683 

1.7  Domestic,  flag,  and  supplemental 
air  carriers  and  commercial  opera- 
tors of  large  aircraft. 

To  maintain  (a)  an  aircraft  mainte- 
nance log;  (b)  copies  of  alteration  and 
repair  reports;  and  (c)  copies  of  air- 
worthiness release  forms. 

Retention  period:  Not  specified  for  (a) 
and  (b) ;  2  months  for  (c).  14  CFR 
121.701,  121.707,  121.709 

1.8  Flag  and  domestic  air  carriers. 

To  maintain  a  list  of  aircraft  in  current 
operation  and  airplanes  operated  under 
interchange  agreements. 

Retention  period:  Not  specified.  14 
CFR  121.685 

1.9  Flag  and  domestic  air  carriers. 

To  retain  copies  of  load  manifests,  dis- 
patch releases,  and  flight  plans. 

Retention  period:  3  months.  14  CFR 
121.695 

1.10  Flag  and  domestic  air  carrier*. 

To  maintain  records  pertaining  to 
radio  contacts  by  or  with  pilots  en  route. 

Retention  period:  30  days.  14  CFR 
121.711 

1.11  Air    taxi    operators    and    commer- 
cial    operators     of     small     aircraft. 

To  maintain  at  principal  business 
office  a)  ATCO  certificate.  (2)  opera- 
tion's specifications,  (3)  a  current  list  of 
aircraft  used  or  available  for  use  and  the 
operations  for  which  each  is  equipped 


and  <4)  an  individual  record  of  each 
pilot  used  (including  name,  certificate 
and  ratings  held,  aeronautical  experi- 
ence, current  duties,  medical  certificate. 
etc.>,andt5'  a  load  manifest. 

Retention   period:    (1)    and    (2)    Not 
specified;  '3>  and  i4>  6  months:  (5)  at 
least  60  days.  14  CFR  135.43 
1.12      Registered  owners  or  operators  of 


«i\il  aircraft 

To  keep  >a>  records  of  maintenance, 
alterations,  100-hour,  armual,  and  pro- 
gressive inspections,  and  other  required 
or  approved  Inspections  for  each  air- 
craft, and  for  each  airframe,  engine, 
propeller,  rotor,  and  appliance  of  an 
aircraft  including  a  description  of  the 
work  performed,  the  date  the  work  was 
completed,  and  signature  and  certificate 
number  of  the  persons  approving  the 
aircraft  for  return  to  service  and  (b) 
records  of  total  time  in  service  of  air- 
frame; current  status  of  life  limited 
parts  of  each  sdrframe,  engine,  propeller, 
rotor,  and  appliance;  time  since  last 
overhaul  of  all  items  required  to  be  over- 
hauled on  a  specified  time  basis;  iden- 
tification of  current  inspection  status  of 
aircraft,  including  time  since  last  inspec- 
tion required  by  inspection  program 
under  which  aircraft  and  its  appUances 
are  maintained,  current  status  of  appli- 
cable airworthiness  directives,  including 
method  of  compliance;  and  a  list  of 
current  major  alterations  to  each  air- 
frame, engine,  propeller,  rotor,  and 
appliance. 

Retention  period:  (a)  Until  the  work 
Is  repeated  or  superseded  by  other  work 
or  for  1  year  after  the  work  Is  per- 
formed; (b)  transferred  with  the  air- 
craft at  the  time  the  aircraft  Is  sold. 
14  CFR  91.173 

1.13  Air  carriers  (utilizing  helicopters 
in  scheduled  interstate  air  transpor- 
tation). 

To  keep  a  maintenance  log  of  all  ac- 
tion taken  in  the  case  of  a  reported  or 
observed  failure  or  malfunction  of  an 
airframe,  engine,  rotor,  or  appliance 
that  is  critical  to  the  safety  of  flight. 

Retention  period:  Not  «>eclfled.  14 
CFR  127.311 

1.14  Air  carriers  (utilizing  helicopters 
in  scheduled  interstate  air  transpor- 
tation). 

To  maintain  records  of  every  crew- 
member  as  Is  necessary  to  show  compli- 
ance with  the  appropriate  requirements 
of  Federal  Aviation  Regulations  iLnd  each 
action  taken  concerning  the  release  from 
employment  or  physical  or  professional 
disqualification  of  any  flight  crewmem- 
ber. 

Retention  period:  At  least  3  months. 
14  CFR  127.301 

1.15  Air  carriers  (ntiliiing  helicopters 
in  scheduled  interstate  air  tr«n«por- 

lation). 

To  retain  copies  of  lai  load  manifest, 
lb  I  flight  release,  and  ic»  airworthiness 
release  forms. 

Retention  period :  'a>  and  <b'  At  least 
60  days;  *c)  at  least  2  months.  14  CFR 
127.307.  127.319 


1.16  Air  carriers. 

To  retain  copy  of  shippers  certifica- 
tion for  transportation  of  explosives  and 
other  dangerous  articles. 

Retention  period:  Not  specified.  14 
CFR  103.3 

1.17  Pilot*. 

To  keep  a  reliable  record  of  the  flight 
time  used  to  meet  the  experience  require- 
ments for  pilot  certificate  or  rating,  or 
the  recent  flight  experience  require- 
ments, including  as  to  each  fiieht  such 
general  data  £ts  points  of  departure  and 
arrival,  date,  duration,  and  ty-pe  and 
Identification  of  aircraft;  type  of  pilot- 
ing time:  and  conditions  of  fhght 

Retention  period:  Not  specified.  14 
CFR  61.51 

1.18  Domestic  and  flag  air  carrier*,  com- 
mercial operators  engaged  in  intra- 
state common  carriage,  and  foreign 
air  carrier*:  X-rar  svstems.  [.\mend- 
ed] 

To  maintain  records  of  operator  duty 
time  and  results  of  dosimeter  evalua- 
tions. 

Retention  period:  Not  specified.  14 
CFR  121,538a,  129.26 


1.19  Flight   instrurtors. 

To  msdntain  separately  or  In  his  log- 
book a  record  of  (a)  the  name  of  each 
person  to  whom  he  has  given  flight  or 
group  instruction  or  whose  student  pilot 
certificate  he  has  endorsed,  and  the  date 
and  tj-pe  of  each  flight  Instruction  period 
or  endorsement,  and  <b>  the  name  of 
each  person  for  whom  he  has  signed  a 
recommendation  for  a  written,  flight,  or 
practical  test,  including  the  kind  of  test. 
date  of  his  certification,  and  the  result  of 
the  test. 

Retention  period"  3  years.  14  CFR 
61.189 

1.20  Flight     navigator     training     course 
operator*. 

To  keep  an  accurate  record  of  each 
student,  including  a  chronological  log  of 
all  instructions,  subjects  covered,  and 
course  examinations  and  grades. 

Retention  period :  During  continuation 
of  approval  of  course.  14  CFR  Part  63, 
App.  B,  para.  <f  > 

1.21  Certificated  parachute  riggers. 

To  keep  a  record  of  the  packing,  main- 
tenance, and  alteration  of  parachutes 
performed  or  supervised  by  him 

Retention  period:  At  least  2  years 
after  the  date  record  Is  made.  14  CFR 
65  131 

1.22  .Aircrnft    di^pntclier    course    opera- 
tors. 

To  keep  an  accurate  record  of  each 
student  Including  a  chronological  log  of 
all  Instructions,  subjects  covered,  and 
course  examinations  and  grades. 

Retention  period :  During  continuation 
of  approval  of  course.  14  CFTl  Part  65. 
App.  A.  para   (g> 

1.23  Certificated  pilot  schools. 

To  keep  a  current,  accurate,  and  in- 
dividual record  of  each  students  par- 
ticipation and  accomplishments  in  the 
course  for  which  he  is  enrolled,  Includl.ng 
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a  chronological  log  of  hla  Irtftructlon,  at- 
tendance, subjecu  covered,  tests,  and 
test  grades. 

Retention  period:  1  year  following 
student's  graduation  or  termination  of 
hl.s  participation  In  the  training  cnirse. 
:4  CFR  141.101 

1.21  f>rtirirntcd  H*»tnf"tir  rcpnir  •ta- 
lion«  and  nppli'-nnts  for  a  dom-'tic 
rt'pnir  (itation  rertificatc   and  rating. 

To  maintain  a  roster  of  its  supervisory 
and  inspection  personnel,  and  a  summary 
of  the  employment  of  each  person  whose 
name  is  or.  ilie  roster  containing  enough 
information  to  show  compUance  with  ex- 
perience requirements. 

Retention  period:  Net  specified  l-t- 
CTO  145.43 

1.2'J  C«Tlificali(l  donu-tir  repair  ^ta- 
ti<>n4. 

To  maintain  adequate  records  of  w.rlc 
performed,  namLig  the  certificated  me- 
chanic or  repairman  who  performed  or 
supervised  the  work,  end  the  Inspector  of 
that  worlc. 

Retention  period:  At  least  2  years.  14 
CFR  145  61 

1.26  Certifirntfil  for»i(rn  rep.Tir  elnfior*. 

To  keep  a  record  of  the  maintenance 
and  alteration  performed  on  United 
States  registered  aircraft. 

Retention  period:  Not  specified  14 
CFR  145  79 

1.27  Crrtificatpd  avinlion  mninlrniin<'e 
technician  schooli. 

To  keep  <&>  current  record  of  each 
student  enrolled  showing  his  attendance. 
te.st£.  and  grades  received  on  .'^ubjecUs 
required,  instruction  credited  by  reason 
of  instruction  completfd  at  another  avia- 
tion maintenance  tectmlcian  school  icr 
other  specified  source),  and  authenti- 
cated transcript  of  Ids  trades:  and  (b^ 
current  progre.s.^  chart  or  Individual 
progress  record  showing  the  projects  or 
laboratory  work  completed,  or  to  be  com- 
pleted, by  the  student  In  each  subject. 

Retention  period :  At  least  2  years 
after  the  end  of  the  student's  enrollment 
an  to  'a>:  (b*  not  specified.  14  CFR 
14733 

1.28  Holder*  of  par;ic}iii|c  loft  crrlifi- 
cate«. 

'  To  maintain  records  of  work  per- 
formed. Inrludlng  name."?  of  persons  do- 
ing the  work. 

Retention  period:  At  least  2  years.  14 
CFR  149.15 

1.20  Owner-,  ii'  \  (  H{.  nondiri 'clioii.il  ra- 
dio beacon,  and  instrument  landing 
s>»<tem  fucililies. 

To  keep  for  each  facility  the  following 
records  on  the  forms  named,  or  on  an 
equivalent  form  acceptable  to  the  Re- 
gional Director;  (a)  Record  of  meter 
readmgs  and  adjustments— Form  FAA- 
198  il  copy);  ib)  Radio  equipment  op- 
eration record — Form  F.\A-418  'origi- 
nal* ;  'O  VOR  ground  check  error  data. 
FAA  Form  6790-4  (original— for  VOR 
facilities  only  ;  and  id'  a  facility  main- 
tenance log— FAA  Form  6030-1. 


Retention  period:  Permanent  for  (a). 
I'b),  and  (d)  :  not  specified  for  (c).  14 
CFR  171.13,  171.33,  171.53.  171.73 

1 .30  M.inufacturers  of  aircraft. 

To  maintain  at  factory,  for  each  prod- 
uct type  certificated  under  the  delegation 
option  procedures,  current  records  con- 
cainln?  the  follovvLng:  'ai  technical  data 
file  Including  type  design  drawings,  re- 
ports on  tests,  and  original  type  inspec- 
tion report  and  amendments;  (b)  data 
(including  amendments)  required  with 
original  apphcation  for  each  production 
certificate;  (C  record  of  all  rebuilding 
and  alteration  performed;  (d)  complete 
iiu«7>ectlon  record  for  each  product  man- 
ufactured; 'ei  record  of  reported  service 
difficulties. 

Retention  period:  'a),  fb),  and  (c)  for 
the  duration  of  the  manufacturing  op- 
eration under  the  delegation  option 
authorization;  (d)  and  'e),  2  years.  14 
CFR  21  293 

1.31  Contriictors     for     conjtrurlion     of 
public  airport.o. 

To  keep  payrolls  and  basic  records  dur- 
in?  the  course  of  the  work  for  all  laborers 
and  mechanics  as  specified  in  the  Ap- 
pendix cited. 

Retention  period:  3  years  from  the 
completion  of  the  work.  14  CFR  151.49; 
Part  151,  App.  H.  para.  C(l) 

1.32  Sponsors    of    the    ronstniction    of 
public  airportR. 

To  keep  records  of  «dl  affidavits  and 
copies  of  payrolls  furnished  by  the  con- 
tractor. 

Retention  period:  3  years  from  the 
date  of  the  completion  of  the  contract. 
14  CFR  151.53 

1.33  ."^ponsor^    of    ihe    ronslruclion    of 

public    airport*. 

To  retain  in  It.5  files  documentary  evi- 
dence supporting  each  Item  of  project 
cost,  such  as  Invoices,  cost  estimates  and 
payrolls  .\lso  evidence  of  all  payments 
for  items  of  project  costs  Including 
vouchers,  canceled  checks  or  warrants, 
and  receipts;  for  ca.sh  pa:vTnent.= 

Retention  period:  3  years  after  final 
grant  payment.  14  CFR  151.55 

1.31      Supplemental  air  carriers  and  com- 
mercial operators. 

To  maintain  originals  or  copies  of  load 
manifests,  flight  releases,  flight  plans, 
airworthiness  release.*,  and  i)llot  route 
certification. 

Retention  period:  6  months  14  CFR 
121.697 

1.35  Commrrrial   operators   using  I.trge 
aircraft. 

To  retain  a  copy  of  each  contract 
under  which  it  provides  service,  or  a 
memorandum  stating  elements  of  oral 
contracts,  and  of  each  contract  amend- 
ment. 

Retention  period:  1  year  after  date 
of  e.xecutlon  of  contract  or  amendment 
14  CFR  121.713 

1.36  rommereial     agricultural     aircraft 

opcratoi^. 

To  maintain  records  showing  name 
and  address  of  persons  for  whom  service 


was  provided,  date  of  service,  name  and 
quantity  of  material  di^^ersed  for  ea^ 

operation  conducted,  and  the  name, 
address,  and  certificate  number  of  each 
pilot  used,  and  the  date  he  met  the  re- 
quirements of  14  CFR  137.19(e). 

Retention  period:  At  least  12  months. 
14  CFR  137.71 

1.37  DeM^Laied  alteration  stations. 

To  maintain  ciurent  records  of  tech- 
nical data  (including'  drawings,  photo- 
graphs, specifications,  instructions,  and 
reportsi)  for  each  product  for  which  It 
has  issiied  a  supplemental  type  certifi- 
cate; list  of  products  by  make,  model, 
manufacturer's  serial  number,  etc.;  and 
a  file  of  information  on  alteration  difiS- 
cultles  of  products  altered. 

Retention  period:  For  duration  of  the 
operation  under  the  DAS  authorization. 
14  CFR  21.493 

1.38  Flight  engineer  training  course  op- 
erators. 

To  keep  a  record  of  each  student's 
training,  including  a  chronological  log 
of  the  subject  course,  attendance,  ex- 
aminations, and  grades. 

Retention  period ;  At  least  2  years  after 
student  graduates,  fails,  or  drops  from 
course.     14  CFR  Part  63,  App.  C,  x)ara. 

1.39  Domestic,  flag,  and  gupplcmertnl 
air  carriers. 

To  keep  a  log  of  each  flight  conducted 
with  a  provisionally  certificated  airplane 
and  to  keep  accurate  and  complete  rec- 
ords of  each  Inspection  and  all  mainte- 
nance performed  on  the  airplane. 

Retention  period:  Not  specified.  14 
CFR  121.207 

1.40  Domestic,  fla^.  and  suppleiiirnt.il 
air  carriers,  and  commercial  opera- 
tors of  large  aircraft. 

To  keep,  In  the  event  of  an  accident 
or  occurrence  requiring  immedlatfe  no- 
tification of  the  National  Transportation 
Safety  Board  under  Part  431)  of  its  regu- 
lations, the  information  recorded  on 
cockpit  voice  recorders. 

Retention  period;  At  least  60  days  or 
longer  if  requested  by  the  Administrator 
or  the  Board.     14  CFR  121.359 

1.41  Domestic,  flap,  and  supplemental 
air  carriers. 

To  maintain,  or  determine  that  each 
person  with  whom  It  arranges  to  perform 
Its  required  inspections  maintains,  a  cur- 
rent listing  of  persons  who  have  been 
trained,  qualified,  and  authorized  to 
conduct  required  inspections. 

Retention  period:  Not  specified.  14 
CFR  121.371. 

1.42  4inTaft  and  related  product"^  man- 
ufacturers huldinfi  Tocliiiical  "Stand- 
ard Order  .Authorizations. 

To  keep  records  pertaining  to  each 
article  manufactured  including  (a)  a 
complete  and  current  technical  data  file, 
design  drawings,  and  speciflca41aDS,  and 
(b)  complete  and  current  Inspection 
records. 

Intention  period:  (a)  Until  the  T90 
article  ia  no  longer  produced  by  tbe 
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manufacturer;  (b)  and  at  least  2  years. 
14  CFR  37.13 

1.43  Air  carriers  (utilizing  helicopter* 
in  scheduled  interstate  air  transpor- 
tation). 

To  keep  a  log  of  each  flight  conducted 
with  a  provisionally  certificated  hell- 
copter  and  to  keep  accurate  and  complete 
records  of  each  Inspection  made  and  all 
maintenance  performed  on  the  hell- 
copter. 

Retention  period:  Not  specified.  14 
CFR  127.85 

1.44  Air  carriers  (utilizing  helicopters 
in  scheduled  interstate  air  transpor- 
tation). 

To  maintain,  or  determine  that  each 
person  with  whom  it  arranges  to  per- 
form Its  required  Inspections  maintains, 
a  current  listing  of  persons  who  hav« 
been  trained,  qualified,  and  authorized 
to  conduct  required  inspections. 

Retention  period:  Not  specified.  14 
CFR  127.135 

1.45  Air  travel  clubs  using  large  air- 
planes. 

To  maintain  (a)  current  records  of 
every  crewmember  and  aircraft  dis- 
patcher, as  is  necessary  to  show  compli- 
ance with  the  appropriate  requirements 
of  Federal  Aviation  Regiilations  and  each 
action  taken  concerning  the  release  from 
employment  or  physical  or  professional 
disqualification  of  flight  crewmembers  as 
aircraft  dispatchers,  and  (b)  an  aircraft 
maintenance  log. 

Retention  period:  .'Vt  least  6  months 
after  termination  of  employment.  14  CFR 
123.27  (retention:  121.683) 

1.46  .'iponsors  and  contractors  of  airport 
development  and   planning   projects. 

To  keep  records  (a)  pertaining  to  the 
expenditure  of  the  Federal  grant,  the  to- 
tal cost,  and  amount  supplied  by  other 
sources;  tb)  of  afBdavits  and  copies  of 
payrolls  furnished  by  the  contractor;  ic  ' 
of  payrolls  and  other  basic  records  of  all 
laborers  and  mechanics;  and  id'  of  dis- 
position of  non-expendable  property 
which  was  acquired  with  Federal  funds. 

Retention  period:  3  years  (a)  after  the 
date  of  the  submission  of  the  final  ex- 
penditure report;  (b)  from  date  of  com- 
pletion of  the  contract;  (c)  from  com- 
pletion of  the  work;  and  'd)  after  final 
disposition  of  the  property.  14  CFR  152- 
55,  152.59,  152.63,  152.143,  Part  152,  App. 
H,  para.  C. 

1.47  Aircraft  and  related  products  manu- 
facturers— production  under  trpe 
certificate  onlj. 

To  maintain  at  the  place  of  manufac- 
ture the  technical  data  and  drawing  nec- 
essary for  the  Administrator  to  deter- 
mine whether  the  product  find  Its  parts 
conform  to  the  type  design. 

Retention  period:  Not  specified.  14 
CFR  21.123 


1.48  Owner*  of  non-F©der*l  Simplified 
Directional  Fadlitie*  (SDF) ;  non- 
Federal  Distance  Measuring  EUiuip- 
ment  (D.ME)  Facilities:  and 
non-Federal  YOF  Marker  Beacon 
Facililie*. 

To  maintain:  (a)  record  of  meter 
readings  and  adjustments  (Form  FAA- 
198)  refiecting  an  accurate  record  of 
facility  operation  and  adjustment  and 
must  be  revised  after  any  major  repair, 
modification,  or  retuning;  (b)  a  facility 
maintenance  log  •F.'^A  Form  6030-1'. 
consisting  of  a  permanent  record  of  all 
equipment  malfunctioning  met  in  main- 
taining the  facility,  including  informa- 
tion on  the  kind  of  work  and  adjustments 
made,  equipment  failures,  causes  (if  de- 
termined), and  corrective  action  taken; 
(c)  a  radio  equipment  operation  record 
(Form  PAA-418)  containing  a  complete 
record  of  meter  readings,  recorded  on 
each  scheduled  visit  to  the  facility. 

Retention  period:  (a)  Permanent;  (b) 
and  (c)  not  specified.  14  CFR  171.117, 
171.163,  171.213 

1.49  Lessees  and  conditional  buyers  of 
U.S.  registered  large  civil  aircraft 
other  than  a  foreiifn  air  carrier  or 
certificate  hf)lder  imder  14  CFR  Farts 
121.  123,  127.  133,  or  141. 

To  keep  a  copy  of  lease  or  contract  of 
conditional  sale,  to  which  cited  section 
applies.  In  the  aircraft 

Retention  period:  Not  specified  14 
CFR  91.54 

).,iO  Owners  or  maintenance  represent- 
atives of  I.'^.ML.S  facililij-s. 

To  retain  originals  of  FA.'\  Forms  198, 
418.  and  6030-1  at  the  facility. 

Retention  period:  FAA  Forms  198  and 
6030-1.  permanent;  FAA  Form  418,  not 
specified  14  CFR  171.275 

Persons  needing  h;rther  information  about 
listed  record  refention  requirements  should  con- 
tact the  following: 

Dewey  R.  Roark,  Jr.,  Office  of  the  Chief  Coun- 
sel (AGC— 20),  Federal  Aviation  Administration, 
Washington,  DC.  20591.  Telephone:  202- 
426-3J35. 

2.    Federal    Highway    Administration 

2.1  State  highway  departments  or  their 
agents. 

To  maintain  all  records  and  documents 
as  may  be  prescribed  in  the  "Retention 
Schedule  of  Federal -Aid  Highway  Rec- 
ords for  State  Highway  Etepartmenta" 
relating  to  (a)  projects  undertaken  pur- 
suant tb  Federal  law  and  regulations; 
(b>  toll  facilities  financed  In  part  with 
Federal  funds;  and  (c)  such  other  rec- 
ords as  specified  in  the  appendix  to 
Part  17. 

Retention  period:  (a)  3  years  from 
date  of  final  payment  of  Federal  funds 
to  State  or  as  otherwise  specified  In  the 
retention  schedule;  (b)  at  least  3  years 
after  facility  has  been  operated  on  a  free 
basis;  and  (c)  various  23  CFR  17.105 
and  Part  17,  Appendix  A 


2.2  Sute  ageitcies  administering  reloca- 
tion  assistance  programs. 

To  maintain  relocation  records.  moNlng 
expense  records,  and  replacement  hous- 
ing payments  records  as  specified  In 
section  cited. 

Retention  period:  Not  specified.  23 
CFR  740.14 

2.3  (!lu>s      I      and      II      motor     carriers. 

To  keep  records  as  listed  In  the  part 
cited 

Retention    period:    Various.   49   cm 

Part  1220 

2.1      ('Ja«-  III  motor  carriers. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

2.5  .State  hiphwav  departments  using 
airspace  for  noiibighvtaT  purpo»e». 
[  Amended] 

To  maintain  an  Inventory  of  all 
agreements. 

Retention  period:  Not  specified.  23 
CFR  713.205. 

2.6  [Reserved] 

2.7  Carriers  of  migratorr  worker*  by 
motor   vehicle*. 

To  keep  records  as  listed  in  the  sec- 
tion cited. 

Retention  period:  Various.  49  CFR 
398  3 

2.8  Motor  carriers  in  interstate  com- 
merce transporting  Class  \  or  Qass  B 
explosives. 

To  maintain  drivers'  receipts  for  docu- 
ments pertaining  to  safety  and  proce- 
dures in  ca=^  of  accident  or  delay. 

Retention  period;  1  year.  49  CFR 
397.19 

2.9  Motor  carriers  reviewing  drivers' 
record*. 

To  maintain  records  of  all  violations 
of  motor  vehicle  tra£Qc  laws  of  which  the 
driver  has  been  convicted. 

Retention  period:  Not  specified.  49 
CFR  391.27 

2.10  All  common,  contract,  and  private 
motor  carriers  operating  in  interstate 
or  foreign  commerce,  except  private 
carriers  of  persons. 

To  maintain  driver  qualification  files 
as  listed  In  the  section  cited. 

Retentioii  period:  Various.  49  CFR 
391.51 

2.11  All  common,  contract,  and  private 
motor  carriers  operating  in  interstate 
or  foreign  commerce,  except  private 
carriers  of  persons. 

To  maintain  an  accident  register  and 
associated  documents  as  set  out  In  the 
section  cited. 

Retention  period:  3  years  from  the 
date  of  the  occurrence  of  any  accident 
recorded  49  CFR  394.13 
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2.12  All  common,  contract,  and  prirate 
motor  carriers  operating  in  inleratate 
or  foreign  commerce,  except  prirate 

rarritT*  of  pcr«>ons. 

To  maintain  drivers'  daily  logs  as  s«t 
out  in  the  section  cited. 

Retention  period:  Approximately  1 
year  from  the  date  the  carrier  receivsn 
the  daily  log  from  the  driver.  49  CFIi 
3C'5  8 

2.13  All  common,  contract,  and  private 
motor  carrier"*  operating  in  interstate 
or  foreign  coniniorcr,  except  private 
carriers  of  person-*. 

To  maintain  records  of  inspection  and 
maintenance  for  each  motor  vehicle  for 
the  period  the  motor  vehicle  Is  controlled 
by  the  earner  cis  sot  out  in  the  section 
cited. 

Retention  penod:  Varies.  49  CFR 
396.2 

2.  It  .\1I  coniinaii,  ccjnlract,  and  private 
motor  carriers  operating  in  interstate 
or  foreign  commerce,  except  private 
carriers  of  persons. 

To  maintain  daily  driver  report'^  on 
the  condition  of  motor  vehicles  as  set  out 
in  the  section  cited. 

Retention  period'  3  month=:  from  date 
of  the  report.  49  CFR  396.7 

2.13  Owners  of  private  interstate  toll 
bridj;e^. 

To  keep  records  relating  to  construc- 
tion, financing,  and  promotion  of  such 
bridges. 

Retention  period :  At  least  3  years  after 
completion  of  bridge.  33  U.S.C.  528 

2.16  .State*  or  niuniiipulitie.-  or  other 
poliliejil  .>>ubdi\i^io^.>•  or  public  agen- 
<ie>i  there  of  taking  o\er  or  acquiring 
or  conMrurting  an  interstate  toll 
liridire. 

To  keep   an   accurate   record   of  the 

amount  paid  for  acquiring  the  bridge  and 
Its  approaches,  the  actual  ezpenditiu'es 
for  maintaining,  repainng,  and  operat- 
ing same,  and  of  the  daily  tolls  collected. 
Retention  pericxi  Not  specified.  33 
U.S.C.  529 

2.17  (lonlrartor-  and  subcontraetors 
with  direct  Fetlcral  iii^fliHay  con- 
st ruelioti  cuntraets. 

To  maintain  such  record.'^  as  are  nece?- 
eary  to  determine  compliance  to  the  equal 
emploj-ment  opportunity  regulations. 

Retention  period:  3  years  following 
completion  of  contract.  23  CFR  Part  633. 
Subpart  C.  App,  A.  sec    6iji(2i 

2.li(  ( /unlraet(lr^  and  sulx'oiitrai'tors 
»«ilh  Fethral-ai<i  liinhway  eon^true- 
tlon  eontrait-. 

To  maintain  '3.'  payroll  records  dur- 
l.".g  the  cour.se  of  the  work  for  all  labor- 
ers, mechanics,  etc  .  working  at  the  site, 
and  'b>  records  of  materials  and  sup- 
plies purcha^sed. 

Retention  period:  (a'  3  years  after 
completion  of  the  project,  and  tb>  not 
specified,  23  CFR  Part  633,  Subpart  A. 
App.  A.  sec.  V.  para.  5  and  sec.  VT,  para. 
2,  and  Subpart  B,  App.  B,  sec  VTT.  para. 
5  and  sec  Vm,  para.  1, 


2.19  Contractor*  and  subeontractorA 
holding  .'<tate  highnay  contracts  other 
tlian  competitively  bid. 

To  maintain  atll  books,  documents, 
papers,  accounting  records,  and  other 
evidence  pertaining  to  the  costs  incurred, 
and  records  supporting  cost  proposals. 

Retention  period:  3  years.  23  CFR 
170.111 

2.20  State  hishnay  departiiieiits  a.dmin- 
istering  metropolitan  planning  funds. 

To  maintain  records  necessary  for  au- 
dit, including  identity  of  parties  Involved, 
purpose  and  statement  of  work,  period 
of  performance,  consideration  and  pay- 
ment, and  cost  principles. 

Retention  period:  Not  specified.  23 
CFR  450  206 

2.21  .Applicants,  railroad  work  reim- 
bursement- 

To  maintain  company  cost  records  and 
accounts  relating  to  project. 

Retention  period:  3  years  after  final 
payment  received  by  company.  23  CFR 
140.922 

2.22  "stale  highway  agencies,  bridge 
-triu  ;»ir«- data.   I  Added  J 

To  maintain  an  inventory  of  all  bridge 
structure  and  appraisal  data. 

Retention  period:  Not  specified.  23 
Ci=^  650.311 

2.2.'J  ."^tate  highvav  agencies,  forest  high- 
\>:\\  projects.  I  Added] 

To  maintain  records  for  forest  high- 
way projects  constructed  under  State 
supenlsion.  The  Federal  Highway  Ad- 
ministrator is  to  keep  all  forest  high- 
way records  as  listed  In  the  Part  cited. 

Retention  period:  Not  specified.  23 
CFR  660.9 

2.21  Slate  higliMMT  ngcn<'ic.«.  hydraulic 
design  and  data  computations. 
[Added] 

To  maintain  reports  and  design  com- 
putations for:  (1)  hydrologic  and  hy- 
draulic data  and  design  computations, 
'  2  >  the  analysis  of  the  highway  effect  on 
stream  stability,  and  (3>  the  favorable 
or  adverse  effects  on  the  stream  environ- 
ment. 

Retention  period:  In  permanent  files. 
23  CFR  650.109 

2.2.)      "Stale  higliHav  agencies,  negotiators 
for  real  properly  acquisition.  [Added] 

To  maintain  records  of  negotiation  on 
a  parcel  basis. 

Retention  period:  Not  specified.  23 
CFR  712.304(f) 

2.2h  (ioiilraetor^  and  sulM'onlraetors 
other  than  .VIetropolitan  Planning 
t)rKaai/.atiotis  (MPD'.s)  with  State 
highway  agemies  to  carry  out  re- 
Hcareh  and  development  or  planning 
stiidi-  •~.   [  \dd«(l  I 

Contractors  and  subcontractors  to 
maintain  all  books,  documents,  papers, 
accountiJig  records,  and  other  evidence 
pertaining  to  costs  incurred. 

Retention  period:  3  years  after  final 
payment  to  the  contractor.  23  CFR  420.- 
205'a; ilO> 


2.27  Contractors  and  subeontractors  of 
Metropolitan  Planning  Organizations 
(Ml^O'g)  with  .Slate  highway  agencies 
to  carry  out  research  and  develop- 
ment or  planning  »tudie«.  [  \dde<l  1 

Contractors  and  subcontractors  to 
maintain  all  records  pertaining  to  costs 
incurred. 

Retention  period:  3  years  after  final 
payment  to  contractor.  23  CFR  420.205 
(b)  (8) 

2.28  .State  highway  agoiieies.  Stale  audit 
expen><-  of  contrai-l  eo-t*.  I  \dded  ] 

To  maintain  records  and  accounts  for 
the  reimbursement  of  audit  costs  in- 
curred by  third  parties  pursuant  to  a 
State /claimant  contract  on  Federal-aid 
and  other  highway  projects  undertaken 
with  the  Federal  Highway  Administra- 
tion. 

Retention  period:  Not  specified.  23 
CFR  140.805 

2.29  .State  highway  agencies,  .State  legal 
expenses  in  contract  claims.  [  .Added] 

To  maintain  records  and  accounts 
evidencing  the  State  control  over  costs 
or  expenses  for  reimbursement  of  ad- 
ministrative settlement  costs,  and  other 
legal  expenses  in  contract  claims  on  Fed- 
eral-aid projects. 

Retention  period:  Not  specified  23 
CFR  140.504(b) 

2.30  ."state  highway  agencies,  bund  is-uc 
projects.  (.Added] 

To  maintain  final  vouchers  for  bond 
issue  projects. 

Retention  period:  3  years.  23  CFR 
140.607(b) 

2.31  State  highway  agencies,  consiruc- 
tion  c«)nfract  EF.O  compliance  pro- 
ccd»ir<  «.  [  Added  J 

State  highway  agencies  and  FHwA  Re- 
gional OfiBces  to  maintain  EEO  contract 
compliance  review  reports. 

Retention  period:  Not  specified.  23 
CFR  230.413 

2.32  State  highway  agencies,  research 
and  development  properl*  ni:<?iase- 
nienf.  [  .A<Wed  1 

To  maintain  an  inventory  record  for 
each  piece  of  nonexpendable  equipment 
ptirchased  or  built  imder  the  Federal-aid 
research  and  de\'elopment  program 

Fletentlon  period:  Not  specified.  23 
CFR  522.9 

2.33  .State  highway  agencies,  res<'ar«Jj 
and  development  program.    1   Vdded  ] 

To  maintain  internal  reports  to  con- 
trol R&D  portion  of  the  Highway  Plan- 
ning and  Research  (HP&R)  work  pro- 
gram, and  fiscal  accounting  records  for 
Federal-aid  R&D  program. 

Retention  period:  Not  specified  23 
CPR  524.7(c)  (3)  and  (4) 

2.34  Governorg,  Slate  highway  agencies, 
and  police  departments,  speed  limit 
enforit-ment.  [.Added] 

To  maintain  records  as  listed  in  the 
Part  cited. 

Retention  period:  Not  specified.  23 
CFR  658  7 
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2.35  Covemors,  SlaU  Ucbway    _ 
aad  police  departBOCnto,  wthitde  •fa* 
and  wei^pio.  [Added] 

To  maintain  reconli  m  listed  In  tb» 
Part  cited. 

RetenUcm  period:  Noi  specified.  2X 
CFR  658.9 

2.36  State  highway  ageneies,  sign  mod- 
ification cost*  rrimbnrsement, 
[Added] 

To  maintain  cost  records  for  reim- 
bursement of  funds  used  for  sign  modifi- 
cation. 

Retention  period:  Not  specified.  23 
CFR  658.13 

outdoor  advertising. 


2.37  .Stale«. 
[ Added ] 

To  maintain  records  to  be  eligible  for 
Federal  participation  concerning  sign 
information  for:  (1)  payment  to  sign 
owner,  (2)  payment  to  the  site  owner, 
and  (3)  relocation  of  signs  prior  to  Jan- 
uary 4,  1975. 

Retention  period:  Not  specified.  23 
CFR  750.306 

2.38  Stale  highnay  agencies,  noise  study 
report.  [Added] 

To  maintain  final  noise  study  report. 
Retention   pericxi:    Not   specified.    23 
CFR  772.11(c)  (2) 

2.39  .State  highway  agencies,  pavement 
markins  demonstration  program. 
[ Added  1 

To  maintain  records  of  all  data  col- 
lected to  carry  out  the  pavement  mark- 
ing demonstration  program. 

Retention  period:  Not  si->eclfled.  23 
CFR  920 

Persons  needing  h»rther  Informotloa  about 
listed  record  retenlien  requimnents  should  cofv- 
tact  the  fallowing: 

Durward  E.  Timmoni,  Jr.  (HCC-10),  Office  of 
the  Chief  Counsel,  Federol  Hrghwoy  Admini»- 
trotion,  Woshington,  DC.  20590.  Telephone: 
202-426-0761. 

3.  United  States   Coast  Guard 

3.1  Certificate*  or  domments  iswned  to 
the  pablic  by  Coast  Guard. 

To  maintain  certificates  or  documents, 
as  required  by  laws,  rules,  or  regulations, 
for  the  applicable  period  of  time. 

Retention  period :  If  the  certificate  or 
document  (a)  specifies  a  definite  period 
of  time  for  which  It  Is  valid,  it  shall  be 
retained  for  so  long  as  it  Is  valid  unless 
it  Is  required  to  be  surrendered;  (b)  does 
not  specify  a  definite  period  of  time  fc«' 
which  it  is  valid,  it  shall  be  retained  for 
that  period  of  time  such  certificate  or 
docimient  is  required  for  operation  of 
the  vessel;  or,  (c)  Is  evidence  of  a  per- 
son's qualifications,  It  shall  be  retained 
for  so  long  as  it  is  valid  unless  It  la 
required  to  be  surrendered.  46  CFR 
2.9&-1 

3.2  Owners,  masters  or  pei^ons  in  charge 
of  ressela  required  to  have  cargo  fear 
certificatea  aad/or  tvgisterm,  and 
record*  regardias  aarfa  gear. 

To  keep  on  board  the  current,  valid 
cargo  gear  oertificate  and/or  register, 
and  records  reeardlng  such  gear,  such 


M  iQspecUoDs  and  tests  or  eTamlimtlooa. 
orlglxkal  or  certified  cofAes  at  oertlflcates 
of  mantifacturen  aod/or  testing  labora- 
tories, companies,  or  organizations  lor 
loose  cargo  gear,  wire  rope,  or  the  an- 
nealing of  gear,  and  records  of  all  tests 
and  examinations  conducted  by  or  under 
the  supervision  of  surveyois  of  organl- 
Eatlons  or  associations  approved  by  the 
Commandant. 

Retention  period :  The  cargo  gear  cer- 
tificate and  or  register  shall  be  retained 
for  so  long  as  It  is  valid  unless  It  Is  re- 
quired to  be  surrendered,  and  in  addition 
until  the  next  Coast  Guard  inspection  for 
certification  of  the  vessel.  The  certifi- 
cates of  manufacturers  and 'or  testing 
laboratories,  companies,  or  organizations 
shall  be  maintained  so  long  as  the  gear 
described  in  such  certificates  is  on  board 
the  vessel.  The  records  of  Inspections  by 
ship's  officers  shall  be  maintained  on  the 
vessel  for  that  period  of  time  which 
agrees  with  the  period  covered  by  the 
current  Coast  Guard  certificate  of  In- 
spection issued  to  the  vessel.  46  CFR 
31.10-ie.  31.37-75,  71.25-25,  7147-75. 
91.25-25,  91.37-75  (retention:  2.95-5) 

3.3  Owners,  masters,  or  persons  ■■ 
charge  of  vessels  re^piired  to  have 
performed  tests  and  inspections  of  all 

fire  fighting  equipment. 

To  keep  on  board  records  of  required 
testa  and  inspections  of  all  flreSghtlng 
equipment. 

Retention  period:  For  the  period  of 
validity  of  the  current  Coast  Guard  cer- 
tificate of  Inspection  for  the  vessel. 
46  CFR  31.10-18.  78.17-80,  97.15-60, 
196.15-60 

3.4  Owners,  masters  or  persons  in 
charge  of  new  vessels  having  cargo 
gear    described    in    approved    plans. 

To  keep  on  board  a  set  of  approved 
plans  of  cargo  gear  showing  a  stress 
diagram  with  the  principal  details  of  the 
gear  and  a  diagram  showing  arrange- 
ment and  safe  working  loads. 

Retention  period:  During  period  such 
cargo  gear  Is  on  board  vessel  46  CFR 
31.57-15.  31.37-20,  31.37-23.  71.47-15. 
71.47-20,  71.47-23,  91.37-15,  91.37-20. 
91.37-23  (retention:  31.37-75,  7147-75, 
91.37-75) 

3.5  Masters  of  tank  vessels  or  vessels 
towing  tank  barges  transporting 
flammable     or     combustible     cargo. 

To  keep  on  board  a  bill  of  lading  mani- 
fest or  shipping  document  giving  name 
of  consignee  and  the  delivery  point,  the 
kind,  grades,  and  approximate  quantity 
of  each  kind  and  grade  of  cargo,  and  for 
whose  account  the  cargo  Is  being 
handled. 

Retention  period:  Not  specified.  46 
CFR  35.01-10 

3.6  Masters  or  persons  in  charge  of  ves- 
sels required  to  conduct  fire  and  life- 
boat drills. 

To  make  entries  in  the  ship's  logs  re- 
lating to  the  fire  and  lifeboat  drills  and 
examinations  of  emergency  eqxilpment. 

Retention  period:  Until  official  log 
txx>k  is  required  to  be  stirrendered  to  the 
Coast  Guard,  or  for  a  veaael  not  required 
to  use  the  oCOcial  log  book  such  logs  shall 


be  kept  for  a  paiod  of  one  year  after 
(tete  oxtrles  war  made.  46  CFR  35.10-^. 
7«J7-60.  97-16-35.  167.65-1,   196.1^-35 
J.7      Otrners,  agents,  masters,  or  persons 

in     charge     of     wta»^     involved     ia 

marine  caMialtie*. 

To  keep  such  voyage  records  of  the  ves- 
sel as  are  maintained  by  the  vessel,  such 
as  both  rough  and  smooth  deck  and 
englneroom  logs,  bell  books,  navigation 
charts,  navigation  work  books,  compass 
deviation  cards,  gyro  compass  records, 
stowage  plans,  records  of  draft  aids  to 
mariners,  radiograms  sent  and  received, 
the  radio  logs,  crew  and  passenger  U^a, 
articles  of  shipment,  official  logs,  ajid 
other  material  which  might  be  of  assist- 
ance In  iTrt-estigaLing  and  determining 
the  cause  of  the  casualty. 

Retention  period :  Until  notification  of 
completion  of  investigation  is  received 
from  Coast  Guard.  46  CFR  35.15-1, 
78.07-15,    97.07-15,    167.65-65,    196.07-15 

3.8  Master*  or  senior  deck  officer  of 
tank  ships  in  dbarge  of  transfer  of 
flammable    and    combustible    cargo. 

To  keep  on  board  copy  of  Declaration 
of  Inspection  Prior  to  Bulk  Cargo 
Transfer. 

Retention  period:  1  month.  33  CFR 
156.150  (e)  and  (f) 

3.9  Manufacturers  or  contractors  r<^ 
sponsible  for  welding  and  brazing 
procedures. 

To  maintain  records  of  test  results  ob- 
tained in  Veldlng  procedure,  welder's 
performance  qualifications,  and  Identifi- 
cation data. 

Retention  period:  Not  specified,  46 
CFR  57  02-3 

3.10  Owners,  masters,  or  persons  in 
cltarge  of  nncleju-  vessels  required 
to       have       "Operating       Manuals." 

To  keep  on  board  a  copy  of  the  ap- 
proved "Operating  Manual."  which  .sliall 
be  kept  up  to  date. 

Retention  period-  At  all  times  vessel 
has  a  nuclear  reactor  on  board.  46  CFR 
79  20-1,  99.20-1 

3.11  Owners,  operators,  and  maMorj.  of 
vessels. 

To  maintain  'a)  offlclal  logbooks  or 
(b)  for  those  not  required  to  have  such 
a  logbook,  logs  and  records  as  prescribed 
by  regulations. 

Retention  period:  (a)  Until  filed  with 
Officer  Ln  Charge,  Maritime  Inspection; 
(b)  other,  1  year.  46  CFR  35.07-5,  35.07- 
10,  4610-55,  78.37-3,  78.37-5.  97.35-3, 
97.35-5 

."?  12  Per>ons  holding  certificates  or  doc- 
iinionts  of  other  public  agencies  or 
private  organir.ations. 

To  maintain  such  certificates  or  docu- 
ments which  are  accepted  as  prima  facie 
evidence  of  compliance  with  Coast  Guard 
requirements. 

Retention  period:  If  the  certificate  or 
document  la;  specifies  a  definite  pericxi 
of  time  for  which  it  Is  valid,  it  shall  be 
retained  for  so  long  as  It  Is  valid  unless 
It  Is  required  to  be  surrendered;  (b)  does 
not  specify  a  definite  period  ot  time  for 
which  It  is  valid.  It  shall  be  retained  for 
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the  period  of  time  such  cei-tlficate  or 
document  Is  required  for  operation  of 
the  vessel,  or  '3'  Is  evidence  of  a  per- 
son's qualifications.  It  shaU  be  retained 
for  so  long  as  It  is  valid  unless  It  is  re- 
quired to  be  surrendered   46  CFR  2.95-5 

3.13  Ohiu'i^.  llirir  a(;c!i(-,  iir  ptr-oti'*  in 
ilijirRo  of  Onlir  ( !oiitiiii  iital  >lif'lf 
arlitu'iiil  «ir  tisiil  «trii<liirr-  iiixolstd 
in  niarinv  «-ii-iialti<'«. 

To  maintain  records  concerning  loss 
of  life,  injury,  damage  Incurred,  and 
need  for  emergency  equipment  as  indi- 
cated In  sections  cited. 

Retention  period:  Not  specified.  33 
CFR  146.01-20:  46  CFR  4.05-15 

3.11      Ch«n<T%      of      niaiinril      platronn^. 

To  maintain  report  records  of  all 
emergency  drills. 

Retention  period:  1  year.  33  CFR 
14605-25 

3.)  5  Mailers  of  ms'cI-*  •.Uiriiii;  .  \plo-ivcg 
for  a  period  exrredinK  2i  hoars 
(oilier  tiian  barges,  niajrwzine  ves- 
«M-U,  and  o<'ranof{rapiiic  vcmi'Ir). 
I  Xniciiiloii  1 

To  make  an  entry  ui  tlie  vessel's  log 
book  for  each  inspection  of  the  storage 
of  the  explosives. 

Retention  period:  1  year  for  vessels. 
46  CFR  146  02-22 

3.16  (  aniir-  sliifipiim  <\plo^i\<'»  or 
olIuT  il.m«iriiii«  artiflo*.   I  AnH'ndrd  I 

To  keep  shipping  orders,  manifests,  or 
other  shlpplntj  documents  cargo  lists, 
cargo  stowage  plan."!  reports,  papers,  and 
records  a,s  required  to  be  prepared. 

Retention  period:  l  year  46  CFR 
146.02-22 

3.17  0»nrr»,  ng<-nl«.  nia<-l<T».  and  op- 
erator* of  »<-»il»  imohi-d  in  a  ma- 
rine ra->iiall» . 

To  maintain  voyage  records  such  as 
logs,  charts,  books,  lists,  and  such  other 
material  as  may  be  related  to  the 
ca.^ualty. 

Retention  period:  Not  specified.  46 
CFR  4.05-15 

3.18  Masters  of  \««»eU  -nlijirl  lo  luatl 
line  ri'(|uir('ni<'ii!«. 

To  maintain  on  board  a  copy  of  the 
load  line  survey  report  which  shall  be 
made  available  for  inspectors  and  sur- 
veyors when  parrying  out  subsequent 
lead  line  surveys. 

Retention  period:  For  period  of  cur- 
rent certificate  <5  years'  46  CFR 
42.09-1.43.01-40 

3.19  I  Deleted! 

3-20  M.i«trn«  of  iDwint:  \i  --il-  tonin:; 
haru«'«  tran>portinti  or  .slorins  explo- 
•<iM-«  or  oIIht  danjieron*  articles  or 
"iili'.tanres,  and  roniboKtible  liquid*, 
a«  rargo. 

To   keep   on  board  dangerous   cargo 

manifests,  hst.^.  bills  of  latiing.  or  ship- 
ping document'^ 

Retention  period:  During  the  period 
of  transportation  or  storage.  46  CFR 
151.45-7 

3.21  riMeted] 

3.22  [Reserved] 


S.23  Manafaetorers  of  equipment  or 
material  which  muM  be  approved 
or       found       satisfactory      for      Die. 

To  keep  the  required  drawings,  plans, 
blueprints,  speclflcatlons.  production 
models  'If  any,  qualification  testa,  and 
related  correspondence  containing  evi- 
dence that  the  Coast  Guard  has  found 
such  equipment  satisfactory,  during  the 
period  of  time  the  approval  or  listing 
Is  valid. 

Retention  period:  Not  specified. 
Most  of  the  specifications  containing  de- 
tailed descriptions  of  records  to  be  re- 
tained are  contained  in  48  CFR  Parts 
160—164.  46  CFR  2.95-10 

3.21  Facli  voluntary  aisociation  holding 
a  ('ertifitation  of  .4uthoriEation  un- 
der the  Great  Lakes  Pilotage  Uni- 
form   .Xcrounting  System. 

To  keep  all  books,  records  and  memo- 
randa and  file  them  In  such  a  manner  to 
readily  permit  the  audit  and  examination 
thereof  by  representatives  of  the  D.8. 
Coast  Guard.  Also,  the  records  must  be 
hou.sed  or  stored  in  such  a  manner  as  to 
afford  protection  from  loss,  theft  or  dtim- 
age  by  fire,  flood  or  otherwise. 

Retention  period:  10  years  unless  oth- 
envlse  authorized  by  the  Commandant 
46  CFR  Part  403 

3.2.'>  Master*  or  operalors  of  vc«"iels  iub- 
ject  to  Oil  Pollution  Act  of  1961,  as 

amended. 

To  keep  on  board  an  Oil  Record  Book 
as  prescribed  by  33  CFR  151.35. 

Retention  period:  As  specified  In  33 
CFR  151.35'h> 

3.2f>  Ov»iier^,  operators,  and/or  matters 
of  oceaiM>grapliic  vessels. 

'u  I  To  keep  offlclal  logbook,  or  (b)  for 
Vessels  not  required  to  have  such  a  log- 
book, to  keep  their  own  logs  or  records 
as  prescribed  by  regulations. 

Retention  period:  (a)  1  year  or  for 
period  of  validity  of  vessel's  current  cer- 
tificate of  Inspection,  whichever  Is 
longer;  ib>  1  year,  except  for  separate 
records  of  tests  and  Inspections  of  fire- 
fighting  equipment,  which  shall  be  main- 
tained for  the  period  of  validity  of  the 
vessel's  certificate  of  inspection.  46  CFR 
19635-3.  196.35-5 

3.27  Masters  of  ships  subject  to  Inter- 
national Convention  on  Load  Lines, 
1<)66.    1  Anionded] 

To  enter  In  the  ships  logs,  before  de- 
parture from  loading  port,  the  data  re- 
quires! by  46  U.SC.  86g'bi  and  88e,  In- 
cluding statements  of  load  line  marks 
applicable  to  the  voyage,  position  of  load 
line  marks,  and  actual  drafts  of  the 
vessel. 

Retention  period:  Until  official  logbook 
Is  surrendered  to  Coast  Guard,  or  1  year 
for  ships  not  required  to  use  ofiBdal  log- 
book. 46  CFR  42.07-20 

3.28  Manufacturers  of  marine  sanitation 

di'\  irc«. 

To  maintain  records  required  to  deter- 
mine compliance  with  the  act. 

Retention  period  Not  specified  33 
U.S.C.  1322(g) i3> 


3.29  Nonprofit  firms  or  associations  des- 
ignated to  certify  containers  for  in- 
lemationa]  transport  under  Customs 
»eal. 

To  maintain  copy  of  each  Certificate 
of  Approval  by  design  type  issued,  to- 
gether with  copy  of  plans  and  applica- 
tions to  which  approval  refers,  and 
records  of  manufactiu-er's  serial  number 
assigned  to  containers  manufactured 
under  each  approval  and  such  other  rec- 
ords as  Indicated  In  section  cited. 

Retention  period:  Not  specified.  49 
CFR  421.30 

3.30  Operators  of  oil  transfer  facilities. 

To  maintain  (a)  letter  of  intent,  name 
of  person  In  charge  of  transfer,  opera- 
tions, equipment,  tests  and  Inspections 
hose,  information,  facility  inspection  rec- 
ord, and  fb)  signed  copy  of  each  declara- 
tion of  Inspection  for  facility. 

Retention  period:    (a)    Not  specified 
(b)   1  month  from  date  of  signature   33 
CFR  154.740,  156.150 

3.31  Owner"  and  operators  of  vessels 
engaged    in    oil    transfer    operations. 

To  maintain  (a)  name  of  person  In 
charge  of  transfer  operations,  date  and 
resxilts  of  tests,  hose  information,  and 
valve  inspection  data;  and  (b)  signed 
copy  of  each  declaration  of  Inspection 
for  such  vessel-to-vessel  transfer. 

Retention  period:  (a^  Not  specified; 
(b)  1  month  from  date  of  signature.  33 
CFR  155.820,  156.150 

3. .32      Licensees,   deepwaler   port,*. 

(a)  To  maintain  documentation  of  the 
designation  and  qualifications  of  key 
deepwater  port  personnel. 

(b)  To  maintain  a  record  of  all  ma- 
chinery, both  fixed  and  portable,  such  as 
generators,  cargo  pumps,  fire  pumps,  and 
discharge  containment  and  removal  sys- 
tems; and  a  record  of  all  fire  fighting. 
lifesaving,  and  other  emergency  equip- 
ment. 

(c)  To  maintain  a  record  of  the  name, 
nationality,  and  owner  of  vessels  dis- 
charging crude  oD  at  deepwater  pxjrts; 
the  country  of  origin  of  crude  oil;  and 
the  total  quantity  of  oil  transferred. 

(d)  To  maintain  signed  copies  of  tlie 
declaration  of  Inspection  of  the  deep  wa- 
ter port  form. 

Retention  period:  'ai  Duration  of 
each  individual's  employment  at  the 
deepwater  port  by  the  licensee;  (b>  1 
year  for  each  monthly  emergency  drill 
required.  3  years  for  test  and  inspection 
performed  by  port  personnel ;  i  c )  3  years 
(d)  1  month  from  date  of  signature.  33 
CFR  150.753.  150.755,  150.757,  150.759 

Persons  needing  further  Information  obout 
listed  record  retention  requirements  should  con- 
foct  the  following: 

Stanley  M.  Colby,  Office  of  the  Chief  Counsel 
(G-LRA/81),  United  Stales  Coast  Guard,  Wash- 
ington, DC.  20590  Telephone:  202-426- 
1534 

4.    Federal    Railroad   Administration 
[Revised] 

4.1       Railroad  companies. 

To  keep  records  pertaining  to  Federal 
financial  assistance  as  prescribed  by  the 
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Secretary  or  the  United  SUtes  Raflway 
Association. 

Retention  period:  3  years  afto-  Imple- 
mentation of  the  flnaJ  system  plan,  but 
with  respect  to  certain  matters,  until  the 
financial  assistance  has  been  repaid.  45 
U.S.C.  722 (a> 
4.2       Railrt»ud  <<»mpaiue*. 

To  keep  records  as  prescribed  by  the 

following  sections: 

(at  To  keep  a  record  of  each  inspec- 
tion of  track,  switch,  and  track  crossing. 
Retention  period:  1  year  after  the  in- 
.-^pection  covered  by  the-record.  49  CFR 
213.241 

(b>  To  retain  a  record  or  copy  of  in- 
formation cards  attached  to  or  removed 
from  defective  railroad  cars.  Retention 
period:  90  days.  49  CFR  215.9 

(c)  To  keep  a  record  of  the  date  and 
place  of  each  operational  test  and  in- 
spection. Retention  period:  1  year.  49 
CFR  217.9(d) 

(d)  To  keep  a  record  of  each  notifica- 
tion to  the  operator  of  remotely  con- 
trolled switches  that  work  is  to  be 
performed  and  that  each  remotely  con- 
trolled switch  has  been  lined  against 
movement  to  that  track  and  locked  as 
prescribed  by  49  CFR  218.29(a).  Reten- 
tion period:  30  days.  49  CFR  218.29<a) 
(effective  IT  1/77 > 

(e)  To  maintain  logs,  supplementary 
records,  and  annual  sumanaries  relating 
to  railroad  accidents.  Retention  period: 
5  years  after  end  of  calendar  year  to 
which  they  relate.  49  CFR  225.25, 
225  ''7 < a) 

(T)  To  retain  duplicates  of  all  forms 
submitted  to  Federal  RaUroad  Adminis- 
tration relating  to  raUroad  accidents. 
Retention  period:  2  years  after  end  of 
calendar  year  to  which  they  relate.  49 
CFR  225.27 <b) 

(g)  To  keep  such  records  as  the  Ad- 
ministrator shall  prescribe  concerning 
the  disposition  of  grants,  contracts,  or 
other  arrangements.  Retention  period: 
3  years  after  completion  of  the  project 
or 'undertaking.  49  CFR  255.19 

(h<  To  keep  books,  documents,  pa- 
pers, and  reports  used  as  justification  for 
matching  share  contributions.  Retention 
period:  3  years  after  completion  of  the 
project  or  undert-aking.  49  CFR  267.17 
(effective  2/11/77) 
4.3      Electric  railway  companii-s. 

To  keep  records  as  listed  in  Part  1220. 
Retention    period:    Various.    49    CFR 
1220 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Rufus  S.  Watson,  Jr.  (RCCl,  OfT.ce  of  th«  Chief 
Counsel,  Federal  Railroad  Administration, 
Washington,  DC.  20590.  Telephone:  202- 
426-7710. 


5.    [Reserved] 

6.   Mcferials  Transportalion  Bureau 

PrpELrKX  Safety 

6.1      Welders    of    steel    .naterials    to    be 
used  in  pipelines. 

To  keep  records  of  welding  procedures 
that  have  been  qualified  under  either 


section  EX  of  the  ASME  BoUer  and  Pres- 
sure Vessel  Code  or  section  2  of  API 
Standard  1104. 

Retention  period:  As  long  as  procedure 
is  used.  49  CFR  192.225(c) 

6.2  Operators   of   natural   gas   pip«4ine». 

Records  must  be  retained  showing  by 
milepost,  engineering  station,  or  by  geo- 
graphic feature,  the  number  of  girth 
welds  made,  the  number  nondestruc- 
tively  tested,  the  number  rejected  and 
the  disposition  of  the  rejects  whenever 
nondestructive  testing  is  rcq-oired  under 
132.241'bi. 

Retention  period:  Life  of  the  pipeline. 
49  CFR  192.243(f) 

6.3  Operators  of  natural  gas   pipelines. 
To   keep   records   of   safety   tests   re- 
quired  with   names   of   those   involved, 
methods  used,  and  results  of  the  tests. 

Retention  period:  Duration  of  pipe- 
line's use.  49  CFR  192.517 

6.4  Operators   of   natural   gas   pipeline*. 

To  retain  records  of  each  segment  of 
pipeline  that  has  been  uprated  showing 
each  investigation  required  by  the  sub- 
part, all  work  performed  and  iach  pres- 
sure test  conducted  In  connection  with 
t!ie  uprating. 

Retention  period:  Life  of  the  segment 
of  pipeline.  49  CFR  192.553ib) 

6.5  Operator*  of  natural   gas   pipeline*. 

To  keep  records  necessary  to  admin- 
ister the  operating  and  maintenance 
plan  established  for  each  segment  of 
pipeline. 

Retention  period:  Not  specified  49 
CFR  192.603(b) 

6.6  Operators   of   natural   gas    transmis- 
sion lines. 

To  keep  records  governing  each  leak 
discovered,  repair  made,  transmission 
line  break,  leakage  survey,  Une  patrol 
and  inspection. 

Retention  period:  As  long  sis  the  seg- 
ment of  transmission  line  involved  re- 
mains in  senice  49  CFR  192.709 

6.7  Operators  of  liquid  pipeline*. 

To  retain  records  of  the  nondestruc- 
tive testing  of  welds,  including  tlf  radi- 
ography is  used'  t2ie  developed  film,  with 
so  far  as  practicable,  the  location  of  the 
weld. 

Retention  period:  3  years  following 
the  placement  of  the  line  in  operation. 
49  CFR  195.234(g) 

6.8  Operators  of  liquid  pipelines. 

To  maintain  records  showing  the  total 
number  of  girth  welds  and  the  number 
nondestructively  tested,  including  the 
number  rejected  and  the  disposition  of 
each  rejected;  the  amount,  location,  and 
cover  of  each  size  of  pipe  mslalled.  the 
location  of  each  crossing  of  another  pipe- 
line; the  location  of  each  buried  utility 
crossing;  the  location  of  each  overliead 
crossing;  the  location  of  each  valve, 
weighted  pipe,  corrosion  t?st  station,  or 
other  item  connected  to  the  pipe. 

Retention  period:  Life  o:  each  facUity. 
49  CFR  195.266 


6.9  Operators  of  liquid  pipeline*. 

To  retain  records  of  each  hydrostatic 
test  including  the  recording  gauge 
charts,  deadweight  tester  data,  and  the 
reasons  for  any  failure  during  a  tej^t. 
Where  elevation  differences  in  the  sec- 
tion under  test  exceed  IOC  feet,  a  profile 
of  the  pipeline  that  shows  the  elevation 
and  test  sites  over  the  entire  length  of 
the  test  section  must  also  be  included. 

Retention  period:  As  long  as  the  facu- 
lty tested  is  in  use  49  CFR  195  310 

6.10  Operators  of   liquid   gas  pipeline*. 

To  maintain  maps  and  records  of  Its 
pipeline  systems  including  at  least  the 
location  and  Identification  of  all  major 
faculties,  all  crossings  of  public  roads. 
raUroads,  rivers,  buried  utUlties  and  for- 
eign pipeilnes.  the  maximum  operating 
pressure  of  each  pipeline,  the  diameter, 
grade,  type  and  nominaj  waii  thickness 
of  all  pipe. 

Retention  period:  Not  specified.  49 
CFR  195.404<ai 

6. 1 1  Operators  of  liquid  pipeline*. 

To  maintain  daUy  operating  records 
that  Indicate  the  discharge  pressures  at 
each  pump  station  and  any  unui=ual  op- 
erations of  a  facility. 

Retention  period:  At  least  3  years.  4* 
CFR  195.404(b) 

6.12  Operators  of  liquid  pipeline*. 

To  maintain  records  that  indicate  the 
date,  location  and  description  of  each 
repair  made  to  its  pipelme  systems  as 
well  as  a  record  of  each  inspection  and 
test  required  by  the  subpart. 

Retention  period:  DsefiU  life  of  the 
part  of  the  pipeline  system  to  which  the 
record  relates.  49  CFR  195.404(c) 

6.13  Operators  of  natural  or  other  gmM 
pipeline*. 

To  maintain  corrosion  control  record* 

and  maps  as  Indicated  In  section  cited. 

Retention  period:   Length  of  pipeline 

service.  49  CFR  192  491 

6.14  Operators       of       liquid       pipeline*. 

To  maintain,  at  the  principal  place  o* 
business,  a  copy  of  each  accident  report 
required  to  be  filed  with  the  Director, 
Office  of  PljX'iine  Safety. 

Retention  period:  Not  specified.  49 
CFR  195.54 

6.15-6.19      [Reserved] 

Hazardous  Materials 

6.20  [Reserved] 

6.21  Manufacturers    of   ronipre*.*ed    pas 
cylinders. 

To  maintain  data  sheets  recording  the 
results  of  visual  inspections  of  certain 
compressed  gas  cylinders. 

Retention  period:  Permanent.  49  CFR 

173.34'e>  (10) 

6.22  Owner*        of         compressed         gas 
cylinders. 

To  maintain  records  showing  results 
of  reinspection  and  retest  of  such 
cylinders. 

Retention  period:  Until  expiration  of 
retest  period,  or  untU  cylinder  is  reln- 
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Bpected  and  retesled.  whichever  occurs 
first.  49  CFR  173.34(e)  (5) 

6.23  .Motor   carriers    operaliim    .M<:    330 
and  M(i  331  (-<ir};u  laiik«. 

To  maintain  (ai  record.s  showing  each 
MC  330  and  MC  331  in  senice.  (b)  rec- 
ords relating  to  rea-son  for.  and  date  of, 
Withdrawal  of  certification  of  cargo  tank. 
(c)  copies  of  reports  filed  with  Director 
and  record.s  of  ln5pectlons,  and  (d;  rec- 
ords of  analy.sis  for  prescribed  water- 
content  in  ammonia. 

Retention  period:  '&'  to  (c  During 
period  of  service  and  at  least  1  year 
thereafter;  (d)  2  years.  49  CFR  173.33, 
173.315,  177.824 

6.24  Owncru     of     tank     motor     vehicle* 
tran.^porting  flaniniuble  liquidi*. 

To  maintain  records  of  Inspection  as 
required  in  section  cited. 

Retention  period:  2  years  after  date 
of  inspection.  49  CFR  177.824(b) 

6.25  Manufai'turert     of     cylindcri     and 
lank.s. 

To  maintain  (a>  Inspector's  report  on 
specification  DOT-39  cylinders,  and  (b> 
test  samples  on  specification  DOT-66 
and  57  portable  tanks. 

Retention  period:  (a>  3  years:  (b)  1 
year.  49  CFR  178.65-15ia' ,  178.251-5(a) 

6.26  Motor  carrier*  operating  carc;o 
tanks. 

To  maintain  manufacturer's  data  re- 
port and  certificate  of  compliance  and 
related  papers  on  specification  MC331 
cargo  tanks:  and  manufacturer's  certifi- 
cate of  compliance  on  specifications 
MC  306,  307,  and  312  cargo  tanks. 

Retention  period:  During  time  of  use 
of  tank  plus  1  year  thereafter  49  CFR 
178,337-18ib>,  178340-lOiC' 

6.27  Cargo  tank  manufacturers. 

To  maintain  sketch  of  location  of 
plate  In  specification  MC331  cargo  tank 
and  records  of  welder  qualification  In 
fabrication  of  such  cargo  tanks. 

Retention  period:  5  years.  49  CFR 
178,337-2(a)  (3).  178.337-4(b> 

6.28  Owners  of  portable  tank*  carrrinf 
lia/ardoiis  mat)  rial-. 

To  maintain  records  lai  of  manufac- 
turers data  report  and  'b»  date  and  re- 
sults of  all  required  tests. 

Retention  period:  <ai  During  time 
used,  and  'b'  until  satisfactory  comple- 
tion of  next  rctest  "9  CFR  173  32  ta' 
and  (c  (4 ' 

6.29  Shippers  of  iiu^ardous  materials 
ofTered  by  or  consifcn^  to  the  Depart- 
njent  of   Defense,    [.\niendedj 

To  maintain  duplicate  certification  of 
each  shipment. 

Retention  period:  Not  less  than  1  year. 
49  CFR  173  7'a'  di,  177  806'a)(l) 

6. .30      Owners      of      foreign      container*. 

To  maintain  records  showing  results  of 
retests  of  foreign  containers. 

Retention  period:  Until  the  next 
scheduled  retest  date  49  CFR  173.301(J) 
6.31      [Reserved! 


6. .32      .Shippers  subject  to  cargo  security 
advisory  standards. 

To  maintain  records  a.s  specified  In 
section  cited. 

Retention  period:  'Various.  49  CFR 
85.33  and  Appendix,  sees.  85-1.19,  85-1.33, 
85-1.35.  85-1.41,  85-2.49,  85-3  13,  85-3.71 

6.3.3      Owner*  of  tank  car.«. 

To  maintain  record  of  (a)  reports  of 
latest  tests  and  (b)  Inspection  results  of 
DOT  106A  and  DOT  106A-'W  tank  cars. 

Retention  period:  (a)  Until  next  test 
has  been  accomplished  and  recorded; 
(b)  permanently.  49  CFR  173.31 'cU8i, 
(d>«8),  and  (d) (9> 

6.3 1      .Shippers    of    .speeial     form    radio- 
active material. 

To  maintain  complete  certificate  and 
supporting  safety  analysis  to  Indicate 
compliance  with  requirements  of  sections 
cited. 

Retention  period:  1  year  after  latest 
shipment.  49  CFR  173.394(a)(1),  173.- 
395'a>il),   173.3981  a)  (4)    Note   1 

6.3.>      Motor    carriers    Uising    cargo    tank 
\eliicle». 

To  maintain  manufacturing  and  test- 
ing certificate  and  any  other  data  fur- 
nl.shed. 

Retention  period;  For  length  of  time 
cargo  tank  Is  used  and  for  1  year  there- 
after. 49  CFR  177.814(a) 

6.36      Manufacturers  of  shipping  contain- 
ers. 

To  maintain  (a'  test  results  of  spec 
34  containers;  (b»  Inspectors  report  on 
spec  3T  cylinders;  (O  tests  and  re&ults 
of  spec  33A  polystyrene  cases;  (d)  report 
of  tests  results  on  spec  23H  fiberboard 
boxes;  and  (ei  records  of  qualification  of 
spec  51  portable  tanks. 

Retention  period:  (a)  Not  specified; 
(b)  as  long  as  cylinders  are  authorized 
for  use  by  regulations;  (o  and  (d)  1 
year;  (e)  5  years.  49  CFR  178.19-7(d), 
178.45-18(aJ.  178.15()-6b.  178.219-14. 
178,245-l(a) 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Louise  Mills,  Chief,  Docket  SecHon  (MTH-n), 
Materials  Transportation  Bureau,  Washington, 
D  C   20590   Telephone:  202-426-2077 

7.    National    Highway    Traffic    Safety 

Administration 

7.1  Stales   participating  in  the   National 
Highwa/   Safety  Program. 

To  maintain  records  described  In 
Highway  Safety  Program  Standards  1, 
2.  5,  10,  and  14. 

Retention   period:    Not   specified.    23 

CFR  204,4 

7.2  Manufacturer*    of    complete    or    in- 
complete motor  vehicles. 

To  maintain  list  of  names  and  ad- 
dresses of  first  piu-chasers  or  subsequent 
purchasers  to  whom  a  warranty  has  been 
transferred  and  vehicle  Identification 
number  Involved  in  each  safety  defect 
notification  campaign. 


Retention  period:  5  years  after  defect 
Information  report  Is  submitted  to  the 
Administrator,  49  CFR  573,6 

7.3  Manufacturers,  brand  name  owners, 
distributors,  and  dealers  of  new  and 
retreaded  tires. 

To  maintain  records  of  name  and  ad- 
dress of  tire  purchaser  and  tire  seller, 
and  the  tire  Identification  number. 

Retention  period:  3  years  from  date 
the  tire  manufacturer  records  the  infor- 
mation is  submitted.  49  CFR  574.7,  574,8 

7.  I      Tire    niaiuifai  turers. 

To  maintain  records  of  each  distributor 
or  dealer  purchasing  tires  directly  from 
him  and  selling  them  to  purchasers, 
number  of  tires  purchased,  and  number 
of  tires  for  which  reports  have  been 
received  from  distributor  or  dealer. 

Retention  period:  3  years  from  date 
the  tire  manufacturer  records  the  Infor- 
mation Is  submitted.  49  CFR  574.7 

7.5  Manufactarers     of     motor     vehicles. 

To  maintain  records  of  tires  on  or  in 
each  vehicle  shipped  to  a  distributor  or 
dealer,  and  the  name  and  address  of  the 
first  purchaser. 

Retention  period:  3  years  from  date  of 
sale  of  vehicle  to  first  purchaser.  49  CFR 
574.10 

7.6  Manufacturers  of  nuitor  \<>hiele.  and 
tires. 

To  maintain  records  of  names  anc.  ad- 
dresses of  first  purchasers  of  motor  vehi- 
cles and  tires  produced. 

Retention  period:  Not  specified  15 
U.S.C.  14181b) 

7.7  Motor   \eliicle    manufacturers. 

To  maintain  records  containing  info.  - 
mation  concerning  malfunctions  that 
may  be  related  to  motor  vehicle  safety 

Retention  period:  5  years  49  CFR 
576.6  (retention:  576.5) 

Persons  needing  furttier  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Roger  Tilton,  OfRce  of  the  Chief  Counsel 
IN40-3-),  National  Highway  TrofRc  Safet> 
Administration,  Washington,  DC.  20590  Tele- 
phone: 202-426-2077. 

8.  Office  of  the  Secretary 

8.1  .'<lale  agencies  partieipalin;:  in  re- 
loi'alion  assistance  programs. 

(a)  To  maintain  all  documents  a.sso- 
ciated  with  an  appeal. 

Retention  period:  Not  specified.  49 
CFR  25.21  (b)(4) 

(b)  To  maintain  Information  on  each 
project  as  specified  In  section  cited. 

Retention  period:  Not  specified  49 
CFR  25.77 

(c)  To  maintain  relocation  accounts 
and  records. 

Retention  period:  3  years  after  com- 
pletion of  project.  49  CFR  25.23,  25.235 

Persons  needing  further  Information  obout 
listed  r»<ord  retention  requirements  should  con- 
tact the  following: 

Robert  I.  Ross,  Office  of  the  General  Counsel 
(TGC),  Department  of  Tronsportotion,  Wash- 
ington, D.C.  20590.  TeJephoner  202—426- 
4723. 
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XI.  DEPARTMEfn  OF  THE 
TREASURY 

1.   Bureau    of    Government    Financial 
Operations 

1.1  Public  and  private  «Kencies  holding 
refugee  relief  loans. 

To  maintain  adequate  booka  and  rec- 
ords relating  to  the  funds  borrowed  from 
the  Secretary  of  the  Treasury  under  the 
Refugee  ReUef  Act  of  1953,  as  amended, 
and  resettlement  loans  made  therefrom. 

Retention  period:  During  life  of  the 
loan.     31  CFR  290.5 

Persons  needing  further  informotion  obout 
listed  record  retention  requirements  should  con- 
tact the  following: 

Paperwork  Manogement  Officer,  BGFO,  Treas- 
ury Annex  No.  1,  Pennsylvania  Avenue  end 
Madison  Place,  NW.,  Washington,  DC.  20226 
Telephone:  202-566-8711. 

2.  Comptroller  of  the  Currency 

2.1  National  bank  loans  in   flood   areas. 

To  maintain,  in  connection  with  all 
loans  secured  by  improved  real  estate  or 
a  mobile  home,  sufficient  records  to  in- 
dicate the  method  used  by  the  bank  to 
determine  whether  or  not  such  loans  fall 
within  the  provisions  of  regulations  re- 
quiring flood  insurance,  prohibiting  loans 
in  certain  areas,  or  exempting  certam 
self-insured  State-owned  property. 

Retention  period:  Not  specified.  12 
CFR  22.5 

2.2  National      banks      exercising      trust 
po>*er». 

To  keep  a  separate  set  of  b(X)ks  and 
records  showing  in  proper  detail  aU 
permissible  fiduciary  transactions  en- 
gaged In  under  regulations  and  State 
and  loc£d  law. 

Retention  period:  Not  specified.  12 
CFR  9.8 

2.S  National  banks'  shareholder  list*. 
To  maintain  a  stock  regt«;ter  book  con- 
taining names  and  residences  of  all 
shareholders,  such  book  to  be  kept  to 
the  main  office  of  the  bank. 

Retention  period:  Permanent.  12 
XJB.C.  62 

2.4      Certificates     executed     by     national 
banks   under   Exception    13   of    R.S. 
5200. 
To  keep  certlflcatee.  executed  by  »n 
oflBcer  of  the  b«ik  designated  by  the 
board  of  directors  for  that  purpoee,  to 
inipport  of  loam  made  baaed  on  nego- 
tiable or  nonnegotlable  installment  con- 
sumer paper  where  the  bank  haa  to  fact 
eraluated  and  U  relying  primarily  on 
the  makers  for  the  payment  of  stich 
obligations. 

Retention  period:  Until  repayment  of 
the  loan.  12  U.S.C.  84 
2.3  Directors  and  principal  oflTner*  of 
national  banks. 
To  maintain  on  file  with  the  bank  a 
statement  of  his  outside  business  toter- 
ests  and  of  certato  transactions  between 
the  bank  and  the  outside  business  inter- 
ests. 


RECORD  RETENTION  GUIDE 

Retention  period:  During  the  tenure  of 
the  reporting  person  as  an  official  of  the 
bank  plus  2  years  and  until  repayment 
of  specified  credits.  12  CFR  23,3.  23  4 

2.6  Investments  in  seeurilies  hj  national 
banks:   credit   information   required. 

To  maintain  credit  Information  dem- 
onstrating prudence  in  evaluating  public 
and  tovestment  securities. 

Retention  i>eriod:  Not  specified  12 
CFR  1.8 

2.7  Security  devices  required  in  national 
banks. 

To  maintain  records  showing  the 
name(s)  and  tltle(s)  of  law  enforcement 
officer (s)  who  ad\ises  bank  on  installa- 
tion, maintenance,  and  operation  of 
appropriate  security  devices. 

Retention  period:  Not  specified.  12 
CFR21  5(b) 

2.8  Banks  dealin?  with  bank  ser\ice  cor- 
porations. 

To  retain  a  letter  recognizing  the  right 
of  the  Comptroller  to  examine  and  reg- 
ulate the  activities  of  a  bank  service 
corporation  or  other  supplier  of  bank 
services. 

Retention  period:  Not  specified.  12 
CFR  7.7390 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Mr,  Richard  H,  Neiman,  Staff  Attorney,  Comp- 
troller of  tht  Currency,  490  LEnfant  Plaia  SW. 
Washington,  DC  20219.  Telephone:  202- 
447-1880 

3.   United  States  Customs  Service 

,3.1  Owners,  importer"..  conMgnees.  and 
agent*  handlins  merchandise  for  re- 
pair*,     alteration*,      or      proce-- inp. 

To  maintain  certificates  of  registra- 
tion as  indicated  in  sections  cited. 

Retention  period :  2  years  from  date  of 
final  liquidation  of  final  quantity  covered 
by  certificate  of  registration  19  CFR  10.8, 
10.9 

3.2  Vess«'l9  withdraw  ins.  deliverinp,  or 
receiving  fuel  oil. 

To  maintain  all  pertinent  records,  in- 
cluding financial  records  relating  to  the 
withdrawal,  delivery,  or  receipt  of  such 
fuel  oil. 

Retention  period:  Not  specified.  19 
CFR  10.62 

3.3  Importer*  and  maiiufacliircr*  of 
master  record?  and  metal  matrices. 


To  maintain  plant  and  account  records 
relating  to  such  records  and  matrices. 

Retention  period:  Not  specified.  19 
CFR  10.90 

3.4  Exporting  carrier*  of  merchandise. 
To  maintain  records  of  claims  and  set- 
tlement of  export  freight  charges,  and 
any  other  records  which  may  relate  to 
the  transaction. 

Retention  period:  Not  specified.  19 
CFR  18.7 

3.5  Cigar  maniifaclurina  warehouse  pro- 
prietors. 

To  maintain  record  of  each  transfer  of 
scraps,  cuttings,  and  clippings  to  cigar 
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or  tobacco  manufacturer  operating  un- 
der internal  revenue  laws;  and  applica- 
tion for  such  transfer. 

Retention    period:    Not   specified.    19 
CFR  19.16 

3.6      Manufacturers.   prtM  essor*.   or   deal- 
ers entering  or  withdrawing  wool  or 
hair  of  the  camel  under  bond  or  re- 
ceiving    wool     or    hair     hj     transfer 
under   bond. 
To  keep  records  showing  (a)  in  case  of 
entry  or  withdrawal,  the  quantity,  en- 
tered clean  content,  identity,  and  de- 
scription of  such  wool  or  hair;    (b>   to 
case  of  receipt  by  transfer,  the  quantity, 
description,  and  date  of  transfer  certifi- 
cate of  wool  or  hair  and  name  and  ad- 
dress of  transferor. 

Retention  period:  Record*  relating  to 
bonded  wool  or  hair— 3  years  after  the 
imported  wool  or  hair  haa  been  uaed  to 
manufacturing;  records  of  transferor, 
where  the  wool  or  hair  has  been  charged 
against  the  transferee — 3  yeara  from 
date  of  transfer.  19  CFR  10.93  (rCten- 
Uon:  10.95) 

3.7  Manufacturer*  or  pror<  ^.-nr*  i>f  prixi- 
ucl*  and  substances  resultins  wholly 
(ir  in  part  from  hondcd  wotW  or  hair 
of  tlic  camel. 

To  keep  records  show  tog  (a>  date  or 
inclusive  dates  of  processing  of  each  lot 
or  inclusive  dates  of  each  period  of 
manufacture;  (b)  quantity,  identity,  and 
description  of  wool  or  hair  not  prerioualy 
processed  put  toto  process;  lO  quantity 
and  description  of  all  intermediate  prod- 
ucts, stocks  to  process,  and  wastes  not 
described  put  toto  process;  <d)  quantity 
and  description  of  final  products  and 
quantity  by  weight  of  wool  or  hair  con- 
tent; ^e)  quantity  of  wastes  remaintog 
on  hand;  tf )  toventory  of  wool  and  hair 
on  hand  at  close  of  each  abstract  period ; 
(g)  quantities  and  description  of  any 
yams  spun. 

Retention  period;  Records  relattog  to 
bonded  wool  or  hair — 3  years  after  the 
Imported  wool  or  hair  has  been  used  to 
manufacturing;  records  of  transferor, 
where  the  wool  or  hair  has  been  charged 
against  the  transferee — 3  years  from 
date  of  transfer.  19  CFR  10.94  (re- 
tention:  10.95) 

3.8  Manufacturers,  procewors.  or  deal- 
ers of  articles  of  wool  or  hair  of  the 
camel. 

To  lieep  records  showing  quantity,  de- 
scription, and  wool  or  hair  content  of 
all  articles  delivered  from  their  prem- 
ises pursuant  to  transfer  under  bond, 
purchase,  consignment,  or  otherwise; 
date  of  delivery;  name  and  address  of 
person  to  whom  delivered;  exEw:t  des- 
ignation; price  paid  or  agreed  upon. 

Retention  period:  Records  relattog  to 
bonded  wool  or  hair — 3  years  after  the 
imported  wool  or  hair  has  been  used  In 
manufacturing;  records  of  transferor, 
where  the  wool  or  hair  has  been  charged 
against  the  transferee — 8  years  from 
date  of  transfer.    IB  CFR  10.95 


3.9      Licensed    cartnaen    and    lightermen. 

To  maintain  written  records  relating 
to  cartage  and  lighterage  as  may  be  re- 
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Quired  by  district  directors  of  Customs 
for  local  Customs  administration. 

Retention  penoci'  Not  specified.  19 
CFR  112.29 

3.10  Importers  of  pctrol'-uni  produrlf 
subject  to  duty  at  a  8pecilic  rate 
transferred    to    >.hore    storage    tank«. 

To  maintain  file  of  plans  of  each  shore 
tank  and  certified  gauge  tables  at  the 
plant  of  the  oil  company. 

Retention  period:  Not  specified.  19 
CFR  151.44 

3.1  1  Operators  of  importing  vessels,  air- 
craft, or  vehicles. 

To  maintain  evidence  to  support  a 
claim  of  nonimportation  or  proper  dis- 
position of  merchandise  manifested  but 
not  found  on  board  the  lr:;porting  vessel, 
aircraft,  or  vehicle- 
Retention  period.  1  year.  19  CFR  4.12, 
67,   123  9 

5.12  Proprie1or«  of  bonded  smelting 
nnd/or  relining  vrardiouses  operat- 
ing; under  aection  312,  TarifT  Act  of 

I  '','>(l,  as  aiiit  iided." 

To  keep  such  records  of  the  operation 
that  will  show  the  quantities  of  metal- 
bearing  materials  (a)  on  hand  at  the 
beginning  of  the  period  and  the  dutiable 
contents  thereof ;  (b)  received  during  the 
period  and  the  dutiable  contents  thereof; 
(c)  total  to  be  accounted  for  and  the 
dutiable  contents  thereof;  (d)  on  hand 
at  the  end  of  the  period  and  the  dutiable 
contents  thereof;  and  (e)  worked  during 
the  period  and  the  dutiable  contents 
thereof. 

Retention  period :  5  years  from  date  of 
•tatement.  19  CFR  19.19 

5.13  Iinporler^,  exporters,  proprietors 
of  (Customs  b<;>nded  wiirehouse*. 
l>on<Ie<i  roiiimon  carriers,  and  others 
handlinK  imported  ttlieat  in  con- 
tinuous <  u-lonis  cusiiidv. 

To  maintain  such  records  as  will  en- 
Able  Customs  officers  to  verify  the  han- 
dling to  which  Imported  wheat  has  been 
•ubjected  and  the  proper  accounting 
of  any  increase  or  shortage  In  quantity 
from  shrinkage  or  other  factor. 

Retention  period:  2  years  after  date  of 
transaction.     19  CFR  19.34 

5.1  t  Manufacturers  or  producers  of  ar- 
ticles manufactured  or  produced  in 
the  I  nited  .*»tatrs  with  the  nse  of  im- 
ported dutv-puid  merchandise  and 
intenihd  for  exportation  with  benefit 
of  drawhaik  under  section  313(a), 
Tariff  Act  of  l'>30.  - 

To  keep  records  showing  the  date  or 
Inclu.^ive  dates  of  manufacture  or  pro- 
duction of  the  articles,  the  quantity  and 
Identity  of  the  imported  duty-paid  mer- 
chandise used  or  appearing  in  the  ex- 
ported articles,  the  quantity  and  descrip- 
tion of  finished  product  obtained,  and.  !f 
valuable  waste  is  Incurred  In  manufac- 
ture and  claim  Is  not  based  on  the  quan- 
tity of  imported  merchandise  appearing 
In  the  exported  articles,  the  value  of  the 
Imported  mercnandlse  used  in  raanufac- 


'■>  These  records  are  required  to  be  kept  by 
manufacturers  or  producers,  proprietors  of 
bonded  smeltlnR  and/or  refining  warehouses 
operating  under  sectlcm  312,  Tariff  Act  of 
I9J0,  and  Importers. 


ture  and  the  quantity  and  value  of  the 
waste  Incurred,  and,  in  cases  where  two 
or  more  products  are  obtained,  the  values 
thereof  at  the  time  of  separation. 

Retention  period :  At  least  3  years  after 
payment  of  drawback  claims.  19  CFR 
22.4,22.6  fretention:  22.46) 

3.13  .Manufacturers  or  producers  of  ar- 
ticles manufactured  or  produced  in 
the  L  nited  States  with  the  use,  in  cer- 
tain cases,  of  substituted  merchandise 
in  lieu  of  imported  duty-paid  mer- 
chandise and  intended  for  e.xporta- 
tion  with  benefit  of  drawback  under 
section  313(b),  TarifT  Act  of  1930, 
as  amended." 

To  keep  detailed  records  pertaining 
to  duty-paid  merchandise  or  other  ar- 
ticles manufactured  or  produced  under 
drawback  regulations  with  the  use  of 
such  merchandise  designated  as  the 
ba.';ls  for  the  allowance  of  drawback  on 
the  exported  articles. 

Retention  period:  At  least  3  years  after 
payment  of  drawback  claims.  19  CFR 
22.5.22,6  (retention:  22,46) 

3.16  Manufacturers  or  producers  of 
flavoring  extracts  and  medicinal  or 
toUet  preparations  (including  per- 
fumerr)  manufactured  or  produced 
in  the  I'nited  .States  with  the  u.«e  of 
domestic  taxpaid  alcohol  and  in- 
tended for  exportation  witli  benefit 
of  drawback  under  section  313(d), 
Tariff  .\ct  of  1930,  as  amended." 

To  keep  records  similar  to  those  re- 
quired of  manufacturers  or  producers  In 
the  case  of  articles  manufactured  or  pro- 
duced in  the  United  Slates  with  the  use 
of  Imported  duty-paid  merchandise  and 
intended  for  exportation  with  benefit  of 
drawback  under  section  313(a),  Tarlflf 
Act  of  1930. 

Retention  period:  At  least  3  years  after 
payment  of  drawback  claims  19  CFR 
2223,  22.24  fretention:  22.46> 

3.17  Licensed       customhouse       brokers. 

To  keep  current  records  of  account  re- 
flecting all  their  financial  transactions  as 
customhouse  brokers.  Including  a  copy  of 
each  eiUry  made  with  all  supporting 
papers,  except  those  documents  they  are 
required  to  file  with  Customs,  powers  of 
attorney,  copies  of  all  correspondence 
and  other  papers  relating  to  customs 
bu;iiness  and,  except  for  certain  specified 
limitations,  a  record  of  transactions  of 
licensed  customhouse  broker  (Customs 
Form  3079)  in  addition  to  the  regular 
recoros  of  account. 

Retention  period:  At  least  6  yeai's  after 
the  date  of  entry.  When  merchandise  Is 
witlidrawn  from  a  bonded  warehouse, 
copies  of  papers  relating  to  the  with- 
drawal shall  be  retained  for  6  years  from 
the  date  of  withdrawal.  Powers  cf  attor- 
ney siiail  be  retained  until  revoked,  and 
revoked  powers  of  attorney  and  letters 
of  revocation  shall  be  retained  for  6  years 
after  the  date  of  revocation.  Records  may 
be  retained  on  microfilm  pursuant  to  sec- 
tion cited.  19  CFR  111.21,  111.22  (reten- 
tion: 111.23) 

3.18  Injporlcrs  of  merchandi.se  subject 
to  actual  use  provisions. 

To  maintain  records  showing  use  or 

dispo-sition  of  Imported  merchandise. 


Retention  period:  3  years  from  date 
of  liquidation  of  entr>-.  19  CFR  10.137 

3.19  Mantifacturers  of  car,  compart- 
ment, and  package  seals. 

To  maintain  records  relating  to  the 
purchase,  sale  or  distribution  of  Customs 
approved  seals. 

Retention  period:  3  years,  19  CFR 
24.13a 

3.20  Import«Ts  of  nirlal  articles  to  bo 
used   in    renianufacture   br    lut'lting. 

To  maintain  plant  and  Import  records 
relating  to  such  remanufacttire. 

Retention  period;  Not  specified.  19 
CFR  54.6 

3.21  Alcoholic  beverage  warehouse  pro- 
prietors. 

To  maintain  records  relating  to  entry 
and  withdrawal  of  alcoholic  beverages  by 
foreign  military  persormel  under  Item 
822.20  of  the  United  States  Tariff  Sched- 
ules (19  use.  1202). 

Retention  period:  At  least  3  years  from 
date  of  entry  or  withdrawal  of  such  bev- 
erages. 19  CFR  148  90 

3.22  Importers  and  assemblers.  acticJes 
assembled  abroad  with  L'.S.  compo- 
nents. 

To  maintain  records  of  U.S.  compo- 
nents showing  quantities,  sources,  costs, 
dates  shipped  abroad  and  other  neces- 
sary information  in  order  to  waive  cer- 
tain entry  requirements. 

Retention  period:  Not  specified.  19 
CFR  10.24 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
fact  the  following; 

All  items  exc«p>  3.2,  3.4,  3.9,  and  3.11,  Di- 
rector, Regulatory  Audit  Division  IO:R),  U.S. 
Customs  Service,  Room  2116,  1301  Constitu- 
tion Avenue,  Woshington,  DC.  20229  Tele- 
phone: 202-566-2812. 

Items  3.2,  3  4,  3.9,  and  3.11,  Director,  In- 
spection ft  Control  Division  (0:1),  U.S.  Customs 
Service,  Room  4148,  1301  Constitution  Ave- 
nue, Woshington,  D.C.  20229.  Telephone: 
202-566-2366 

4.  Internal  Revenue  Service 

NoT«:  The  following  Items  refer  to  re- 
quirements Issued  unfler  the  Internal  Reve- 
nue Code  of  1939  and  the  Internal  Revenue 
Code  of  1954  which  were  in  effect  as  of  Janu- 
ary 1.  1977.  All  reg-ulattons  applicable  un- 
der any  provision  of  law  In  effect  on  August 
le.  10&4,  the  date  of  enactment  of  the  1B&4 
Code,  are  appUcable  to  the  corresponding 
provl£lon£  of  the  1954  Code  Insofar  as  such 
regulations  are  not  ir.coaslstent  with  the 
1954  Code,  and  such  regulations  remain  ap- 
plicable to  the  1954  Code  until  euperseded 
by  regulations  under  such  Code.  The  In- 
ternal Revenue  Service  points  out  that  tbe 
omission  from  thla  compilation  of  any  record 
retention  requirement  provided  for  by  law 
or  regulation  Iscued  thereunder  shall  not  be 
construed  as  authority  to  disregard  any  ruch 
requirement.  The  Service  also  points  out 
that  persons  subject  to  Income  tax  are  bound 
by  the  retention  requirement  given  In  Item 
4.1  regardless  of  other  requirements  which 
for  other  purpoees  allow  shorter  retention 
periods. 

The  record  retention  reqtiirements  of  the 
Internal  Revenue  Service  are  divided  Into 
the  following  categories:  Income,  Estate, 
Gift,  Employment,  and  Excise  Taxes. 


•.>2-Jii 
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iNcoitt  Tax 
4. 1      Person*  subject  to  income  tax. 

(a)  General.  Except  as  provided  In 
paragraph  (b).  any  person  subject  to 
tax,  or  any  person  required  to  file  a  re- 
turn of  Information  with  respect  to  In- 
come shall  keep  such  permanent  books 
of  accoimt  or  records.  Including  Inven- 
tories, as  are  sufficient  to  establish  the 
amount  of  gross  Income,  deductlona, 
credits,  or  other  matters  required  to  be 
shown  by  such  person  In  any  return  of 
such  tax  or  information. 

(b)  Farmers  and  wage-earners.  In- 
dividuals deriving  gross  Income  from 
the  business  of  farming,  and  Individuals 
whose  gross  Income  Includes  salaries, 
wages,  or  similar  compensation  for  per- 
sonal services  rendered,  are  required  to 
keep  such  records  as  will  enable  the  dis- 
trict director  to  determine  the  correct 
amount  of  Income  subject  to  tht  tax, 
but  It  Is  not  necessary  that  these  In- 
dividuals keep  the  books  of  account  or 
records  required  by  paragraph  (a) . 

(c)  Exempt  organizations.  In  addi- 
tion to  the  books  and  records  required 
by  paragraph  (a)  with  respect  to  the  tax 
imposed  on  unrelated  business  income, 
every  organization  exempt  from  tax 
under  section  501(a)  of  the  Code  shall 
keep  such  permanent  books  of  ac- 
count or  records.  Including  inventories, 
as  are  sufHcient  to  show  specifically  the 
Items  of  gross  income,  receipts,  and  dis- 
bursements, and  other  required  infor- 
mation. 

Retention  period :  So  long  as  the  con- 
tents thereof  may  become  material  In 
the  administration  of  any  internal  rev- 
enue law.     26  CFR  1.6001-1 

4.1a  Section  38  property;  computation 
of  investment  credit  and  qualified 
investment. 

(a)  Component  members  of  a  con- 
trolled group  on  a  December  31  appor- 
tionment of  $25,000  amount.  To  keep 
as  a  part  of  Its  records  a  copy  of  the 
statement  containing  all  the  required 
ccmsents  to  the  apportionment  plan.  26 
CFR  1.46-1 

(b)  Persons  computing  qualified  in- 
vestment  in  certain  depreciable  property. 
Maintain  sufQclent  records  to  determine 
whether  section  47  of  the  Internal 
Revenue  Code,  relating  to  certain  dis- 
positions of  section  38  property,  applies 
with  respect  to  any  asset.  26  CFR  1.46-3 

(c)  Recomputation  of  credit  and 
qualified  investment.  Maintain  records 
which  will  establish  with  respect  to  each 
Item  of  section  38  property,  the  follow- 
ing facts:  (1)  The  date  the  property  1b 
disposed  of  or  otherwise  ceases  to  be 
section  38  property,  (2)  the  estimated 
useful  life  which  was  assigned  to  the 
property  for  computing  qualified  invest- 
ment, (3)  the  month  and  the  taxable 
year  In  which  property  waa  placed  tn 
service,  and  (4)  the  basis  (or  cost), 
actually  or  reasonably  determined,  of 
the  property. 

Taxpayers  who.  for  purposes  of  deter- 
mining qualified  Investment,  do  not  uae 
a  mortality  dispersion  table  with  respect 
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to  section  38  aasets  similar  in  kind  but 
who  COTiaistently  assign  to  such  assets 
separate  lives  based  on  the  estimated 
range  of  years  taken  into  consideration 
in  establishing  the  average  useful  life 
of  such  assets,  must.  In  addition  to  the 
above  records,  maintain  records  which 
will  establish  to  the  satisfaction  of  the 
district  director  that  such  asset  has  not 
previously  been  considered  as  having 
been  disposed  of.  26  CFR  1.47-1 

(d)  Disposition  or  cessation  of  section 
38  property.  Any  taxpayer  who  seeks  to 
establish  his  Interest  In  a  trade  or  busi- 
ness, a  former  electing  small  business 
corporation,  an  estate  or  trust,  or  a 
partnership,  shall  maintain  adequate 
records  to  demonstrate  his  indirect 
Interest  after  any  such  transfer  or 
transfers.  26  CFR  1.47-3,  1.47-4,  1  47-5. 
1.47-6 

<e>  Persons  selecting  used  section  38 
property.  SSO.OOO  cost  limitation.  To 
maintain  records  which  permit  specific 
Identification  of  any  item  of  used  section 
38  property  selected,  which  was  placed  in 
service  by  the  person  selecting  the  prop- 
erty. Each  member,  other  than  the  filing 
member,  of  a  ccaitrolled  group  shaU  re- 
tain as  part  of  Its  records  a  copy  of  the 
apportionment  statement  which  was  at- 
tached to  the  filing  member's  return.  26 
CFR  1.48-3 

(f)  Election  of  lessor  of  new  section 
38  property  to  treat  lessee  as  purchaser. 
The  lessor  and  the  lessee  shall  keep  as  a 
part  of  their  records  the  statements  filed 
with  the  lessee,  signed  by  the  lessor  and 
Including  the  written  consent  of  the 
lessee.  26  CFR  1.48-4 

Retention  period:  See  Item  4.1 

1.1b  Vpportionmeiil  of  the  first  $25,000 
of  the  work  inrenlive  proiBtram 
(Yil.N)  credit  anionf!  members  of  a 
controlled     group     of     corporations. 

Each  component  member  of  the  group 
shall  keep  a  copy  of  the  statement  con- 
taining all  the  required  consents.  26  CFR 
1.50A-1 

Retention  period :  See  Item  4.1. 

4.1c      PerMms  claiming  that  a  recomputa- 
tion  of  the   work   incentive   program 
(WIN)   credit  is  not  required  br  the 
early   termination   of  a   participating 
employee. 
To  maintain  sufficient  records  to  sup- 
port claim  that  a  termination  of  employ- 
ment falls  within  the  exceptions  specified 
In  the  section  cited. 

Retention  period:  Expiration  of  the 
pertinent  period  of  limitations.  26  CFR 
1.50A-4 

4.1d  Per'ions  maintaining  that  the  trans- 
fer of  an  interest  in  a  former  »maU 
bu«ines.»  corporation,  estate  or  trust, 
or  partnership  for  an  interest  in 
another  entilr  does  not  result  in  a 
diminution  requiring  a  recapture  of 
the  Mork  in<<nti>e  program  (WIN) 
credit. 


To  maintain  adequate  records  to  dem- 
onstrate their  Indirect  interest  after  any 
such  transfer  or  transfers.  26  CFR 
1.50A-5,  1.50A-6,  1.50A-7 

Retention  period:  See  Item  4.1. 


XI  4.3b 

4.1c  Person*  parliripating  in  employer 
accident  or  health  plan*. 

To  maintain  records  as  are  necessary 
to  substantiate  amount  treated  as  their 
Investment  in  their  annuity  contract.  26 
CFR  1.72-15 

Retention  period:  See  Item  4.1. 

4. If  Person*  not  totally  blind  claiming 
the  additional  exemption  for  blind- 
ness. 

To  retain  a  copy  of  tlie  certified  opinion 
of  the  examining  physician  skilled  in  the 
disease  of  the  eye  that  there  is  no  reason- 
able probability  that  his  visual  acuity 
will  ever  Improve  beyond  the  minimum 
standards  described  In  section  1.151-1 
(d)  (3)  of  the  regulations.  26  CFR 
1.151-l(d)<4) 

Retention  period.  See  Item  4,1. 

4.2  Persons  paying  travel  or  other  busi- 
ness expenaee  incurred  by  an  em- 
ployee in  connection  with  the  per- 
forniant-e  of  his  service*. 

To  maintain  adequate  and  detailed 
records  of  ordinary  and  necessary  travel, 
transportation,  entertainment,  and  other 
■Imllar  business  expenses,  including 
Identification  of  amount  and  nature  of 
expenditures,  and  to  keep  supporting 
docximents.  especially  In  connection  with 
large  or  exceptional  expenditures.  26 
CFR  1.162-17 

Retention  i>erlod:  See  Item  4.1. 

4.3  Perwns  claiming  allovrance  for  de- 
preciation of  property  used  in  tr««e 
or  tu»ine*»  or  property  held  for  the 

production  of  income. 

To  keep  records  and  accounts  with  re- 
spect to  basis  of  property,  depreclaUon 
rates,  reserves,  salvage,  retirements,  ad- 
justments, elections,  property  excluded 
from  elections,  cost  of  repair,  mainte- 
nance or  Improvement  of  property, 
agreements  with  respect  to  estimated 
useful  life,  rates  and  salvage,  and  other 
factors,  26  CFR  1.167(a) -7,  1.167(ai-ll, 
1.167'at-12.  I.167id>-1 

Retention  period:  See  Item  4  1. 

i.3a  Persons  changing  method  of  depre- 
ciation of  section  1245  or  section 
1250  property. 

To  maintain  records  which  permit 
specific  identification  of  section  1245  or 
section  1250  property  in  the  accoimt  with 
respect  to  which  the  election  Is  made,  and 
any  other  property  in  such  accoimt.  The 
records  shall  also  show  for  all  the  prop- 
erty In  the  account  the  date  of  acqui- 
sition, cost  or  other  basis,  amounts  re- 
covered through  depreciation  and  other 
allowances,  the  estimated  salvage  value, 
the  character  of  the  property,  and  the 
remaining  useful  life  of  the  property.  28 
CFR  1.167*e)-l,  1.167<j)-l 

Retention  period:  See  Item  4.1. 

4.3b      Persons  claiming  depreciation  v.ith 
respect  to  residential  rental  property. 

To  maintain  a  record  of  the  gross 
rental  Income  derived  from  a  building. 
and  the  portion  thereof  which  cc«istl- 
tutes  gross  rental  Income  from  dwelling 
units,  in  addition  to  records  required 
under  section  1.167(a) -7(c)  with  respect 
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to  property  in  a  depreciation  account.  36 
CPR  l.l«7(J)-3 

Retention  period:  See  Item  4.1. 

4.3c  Por««>ri.'«  claiming  deprei'iation  of 
expenditures  to  rehabilitate  lovr- 
inrome   rental  housing. 

To  maintain  detailed  records  which 
permit  specific  Identification  of  the  re- 
habilitation expenditures  that  are  per- 
mitted to  be  allocated  to  Individual 
dwelling  units  under  the  allocation  rules 
and  Income  certifications  that  must  be 
obtained  from  tenants  who  propose  to 
live  In  rehabilitated  dwelling  units  after 
the  close  of  the  certification  vear.  26  CFR 
1  !67(ki-2,  1.167(k)-3 

Retention  per.od-  See  Item  4.1. 

4.3d  Persons  elainiirie  a  detluction  for 
amounts  expended  in  niuintain- 
inc  certain  "tndrnN  a-  :i  member 
of  ))ou<eliol<l. 

To  keep  adequate  records  of  amounts 
actually  paid  In  maintaining  a  student 
as  a  member  of  the  household  For  cer- 
tain items,  such  as  food,  a  record  of 
amounts  spent  for  all  members  of  the 
household,  with  an  equal  portion  thereof 
allocated  to  each  member,  will  be  ac- 
ceptable. 26  CFR  1.170-2.  1  170A-2 

Retention  period:  See  Item  4  1. 

4..3<'  l'er»<in'>  cl.iiniiiii;  :i  d<(li!rlion  for  a 
charitabb-  ronlriiiulioii  to  a  private 
nonopr ratiii::  foiuidalion  tluit  di*trib- 
iilew  an  amtmnt  erinal  to  all  eontpibn- 
tioriK  r«'ceived.    1  Adde<l  1 

Obtain  adequate  records  or  other  suf- 
ficient evidence  fron'.  .such  foundation 
showing  that  the  information  made  tlie 
required  qualifymg  distributions  within 
the  time  prescribed. 

Retention  period  See  Item  4.1  26  CFR 
1  170A-9<g'  <4' 

4.4  Person*  eleotinc  to  treat  trademark 
or  trade  name  expenditures  as  d«^ 
ferrrd  eTpenscs. 

To  mr.ke  an  accoimling  segregation  on 
his  books  and  records  of  trademark  and 
trade  name  expenditures,  for  which  the 
election  has  been  made  sufficient  to  per- 
mit an  identification  of  the  character 
and  amount  of  each  expenditure  and  the 
amortization  period  selected  for  each 
expenditure.  26  CFR  1.177-1 

Retention  period:  See  Item  4.1. 

4.5  Persona  electing  additional  first- 
year  depreciation  allowance  for  sec- 
tion 179  property. 

To  maintain  recordi"  which  permit  spe- 
cLflc  ldent*.flcatlon  of  each  piece  of  "sec- 
tion 179  property"  and  reflect  how  and 
from  whom  such  propertv  was  acquired. 
26  CFR  1.179-4 

Retention  period:  See  Item  4.1. 

4.5a  Persons  eleetinc  to  deduct  reha- 
bilitation expenditures  with  respect 
to     certain      railroad      n>llinK     gto<-i<. 

To  maintain  a  separate  section  263 (e"> 
record,  as  specified  In  the  section  cited, 
for  each  unit  for  which  rehabilitation  ex- 
penditures are  deducted,  and  to  main- 
tain records  for  expenditures  deducted  as 
incidental  repairs  and  maintenance.  26 
CFR  1.263  fe>-l 

Retention  period :  See  Item  4,1, 


4.6  Persons  receiyinK  any^  class  of  ex- 
empt income  or  holding  property  or 
en(a«9JDg  in  activities  the  income 
from  which  is  exempt. 

To  keep  records  of  expenses  otherwise 
allowable  as  deductions  which  are  di- 
rectly allocable  to  any  class  or  classes  of 
exempt  Income  and  amoiuits  of  items 
or  parts  of  Items  allocated  to  each  class. 
26  CFR  1.265-1 

Retention  period:  See  Item  4.1. 

47  Tii\pa»«T  sub»l.inliation  of  expenses 
f<^r  travel,  entertainment,  and  fdfts 
ri'lated  to  active  conduct  of  trade  or 
business. 

A  taxpa>^r  must  substantiate  each  ele- 
ment of  an  expenditure  by  adequate  rec- 
ords or  sufTlclent  evidence  corroborating 
hLs  ovni  .statements.  26  CFR  1274-1. 
1274-5 

Retention  period:  See  Item  4.1. 

•1.7a  Persons  v»bo  file  a  *»aiver  of  attri- 
bution agr<-enienl  with  respect  to  a 
redemption  of  sto<-k  in  termination 
of  their  interest. 

To  retain  copies  of  Income  tax  re- 
turns and  any  other  records  indicating 
fully  tlie  amount  of  tax  which  would 
have  been  payable  had  the  redemption 
been  treated  a.s  a  distribution  subject  to 
.section  301.  26  CFR  1.302-4 

Retention  period:  See  Item  4.1. 

1.7b  •  OtrporHtion-  ii<.ins  different  meth- 
ods of  depreciation  for  taxable  in- 
come     and      earnings      and      profit. 

To  maintain  records  which  show  the 
depreciation  taken  each  year  and  which 
will  allow  computation  of  the  adjusted 
basis  of  the  property  In  each  account 
using  depreciation  taken  26  CFR 
1  312-15id> 

Retention  period:  See  Item  4.1. 

■1.8  Corporations  receiving  distribu- 
tions in  complete  liquidation  of  sub- 
sidiaries. 

To  keep  record.s  showing'  information 
with  rpspect  to  the  plan  of  liquidaMon 
and  Its  adoption.  26  CFR  1.332-6 

Retention  period:  See  Item  4  1. 

4.9  Qualified  electing  sliarcholdcrs  re- 
eeiviniE  distributions  in  complete 
liquidation  of  domestic  corporations 
otlier   than   collapsible   corporations. 

To  keep  records  In  substantial  form 
showing  all  facta  pertinent  to  the  recog- 
nition and  treatment  of  the  gain  realized 
uiwn  shares  of  stock  owned  at  the  time 
of  the  adoption  of  the  plan  of  liquidatloT' 
26  CFR  1.333-6 

Retention  period:  See  Item  4  1 

4.10  Persons  who  participate  in  a  trans- 
fer of  property  to  a  corporation  con. 
trolled  by  the  transferor. 

To  keep  records  In  substantial  form 
showing  information  to  facilitate  the 
determination  of  gain  or  loss  from  a  sub- 
sequent disposition  of  stock  or  securities 
and  other  property.  If  any,  received  In 
the  exchange.  26  CFR  1.351-3 

Retention  period:  See  Item  4.1. 


4.11  Persons  who  participate  in  a  tax- 
free  exchange  in  connection  with  a 
corporate  reorganization. 

To  keep  records  in  substantial  form 
showing  the  cost  or  other  basis  of  the 
transferred  property  and  the  amount  of 
stock  or  securities  and  other  property  or 
money  received  (including  any  habilities 
assumed  upon  the  exchange,  or  any  lia- 
bilities to  wtiich  any  of  the  properties 
received  were  subject) ,  in  order  to  facili- 
tate the  determination  of  gain  or  loss 
from  a  subsequent  disposition  of  such 
stock  or  securities  and  other  properly 
received  from  Uie  exchainge.  26  CFR 
1.368-3 

Retention  period:  See  Item  4.1. 

4.12  CorjMvralions  which  are  parlie*  to 
reorpanijutlions  in  pursuance  of  court 
orders  in  receivership,  foreclosure,  or 
similar  proceedings,  or  in  pro<-eed- 
ing>  under  Ciiapter  X  of  the  Bank- 
ruptcy Act   [Renumbered  from   LLI! 

To  keep  records  in  substantial  form 
showing  the  cost  or  other  basis  of  the 
transferred  property  and  the  amount  of 
stock  or  securities  and  other  property  or 
money  received  (including  any  liabilities 
assumed  upon  the  exchange) ,  In  order  to 
facilitate  the  determination  of  gain  or 
loss  from  -a  subsequent  disposition  of  such 
stock  or  securities  and  other  property 
received  from  the  exchange.  26  CFR 
1. 37 1-2 

Retention  period:  See  Item  4.1. 

•1 . 1 .1  Pe^^^ou.^  who  exchange  sto<"W  and  -<•- 
curities  in  corporations  in  aicord- 
ancc  with  plans  of  rcorganii;ation< 
approved  by  U»e  courts  in  re<'ci\cr- 
•^hip.  foreclosure,  or  similar  proceed- 
ing-, or  in  proceedings  under  Ciiap- 
ter \  of  the  Bankruptcy  Act.  !  R<  - 
number<-d    from    4.12] 

To  keep  records  in  substantial  form 
showing  the  cost  or  other  basis  of  the 
transferred  property  and  the  amount  of 
stock  or  securities  and  other  property  or 
money  received  (including  any  liabil- 
ities assumed  upon  the  exchange) ,  in 
order  to  facilitate  the  determination  of 
gain  or  loss  from  a  subsequent  disposi- 
tion of  such  stock  or  securities  and  other 
propwty  received  from  the  exchange.  2fl 

CFR  1 J71-1 
Retention  period:  See  Item  4.1. 

4.14  Railroads  participating  in  a  tax- 
free   reorganization. 

Records  in  subetantial  form  must  be 
kept  by  every  railroad  corporation  which 
participates  in  a  tax-free  exchange  in 
connection  with  a  reorganization  under 
section  374(a)  of  the  Internal  Revenue 
Code,  showing  the  cost  or  other 
basis  of  the  transferred  proper^  and  the 
amount  of  stock  or  seetiritlea  and  other 
property  or  money  received,  including 
any  liabilities  asstmied  upon  the  ex- 
change. In  order  to  facilitate  the  de- 
termination of  gain  or  loss  tnan  a  aub- 
sequent  dlqxMitloQ  at  wacb.  atock  or 
securities  «md  other  propaty  received 
from  the  exchange. 

Retention  period:  Permanent.  39  cm 
1.374-3 


'J-SH> 


FEO£SAL  REGISTER,    VOL.    42,   NO.    109 — TUESDAY,   JUNE   7,    1977 


RECORD   RETENTION  GUIDE 


Xi  4J3 


4.15  Records  required  in  computing 
depreciation  allowance  carryorera  ol 
acquiring  corporations  in  certain 
corporate  acquisitions. 

Records  shall  be  maintained  In  aof- 
flclent  detail  to  Identify  any  depreciable 
property  to  which  section  1.381(c)  (6)-l 
of  the  regulations  applies  and  to  estab- 
lish the  basis  thereof.  26  CFR  1.381  (c) 
(6)-l 

Retention  period:  See  Item  4.1. 

4.16  Corporations  and  shareholders  for 
whom  elections  arc  filed  with  respect 
to  the  tax  treatment  of  corporate  re- 
organizations. 

To  keep  permanent  records  of  all  rele- 
vant data  in  order  to  facilitate  the  de- 
termination of  gain  or  loss  from  a 
subsequent  disposition  of  stock  or  securi- 
ties or  other  property  acquired  in  the 
transaction  In  respect  of  which  the  elec- 
tion was  filed.  26  CFR  1.393-3 

Retention  period:  See  Item  4.1. 

4.16a  Qualified  pension  or  annuity  plans 
with  provisions  for  certain  medical 
benefits. 

To  keep  a  separate  account  for  record- 
keeping purposes  with  respect  to  con- 
tributions received  to  fund  medical  bene- 
fits described  In  section  401(h)  of  the 
Internal  Revenue  Code.  26  CFR  1.401-14 

Retention  period:  See  Item  4.1. 

4.17  Employers  maintaining  a  pension, 
annuity,  »ti>ck  bonus,  profit-sharing, 
or  other  funded  plan  of  deferred 
conipon-alion. 

To  keep  records  substantlatmg  all  data 
and  Information  required  to  be  filed  with 
respect  to  each  plan.  26  CFR  1.404  a ^-2. 
1.404(a)-2A 

Retention  period:  See  Item  4.1. 

4.18  Persons  required  to  seek  the  ap- 
proval of  the  Commissioner  in  order 
to    cliange    their    annual    ai  counting 

-  period. 

To  keep  adequate  and  accurate  records 
of  their  taxable  income  for  the  short 
period  Involved  in  the  change  and  f<u: 
the  fiscal  year  proposed.  26  CFR  1.442-1 

Retention  period:  See  Item  4.1. 

4.19  Persons  selling  by  the  in.ataJlment 
method. 

(a)  Installment  method.  In  adopting 
the  Installment  method  of  accounting  the 
seller  must  maintain  such  records  a^  are 
necessary  to  clearly  reflect  Income.  A 
dealer  who  desires  to  compute  Income  by 
the  installment  method  shall  mamtaln 
accounting  records  in  such  a  manner  as 
to  enable  an  accurate  computation  to  be 
made  by  such  method. 

(b)  Revolving  credit  plan.  The  per- 
centage of  charges  under  a  revolving 
credit  plan  which  will  be  treated  as  sales 
on  the  installment  plan  shall  be  com- 
puted jy  making  an  actual  segregation 
of  charges  in  a  probability  sample  of  the 
revolving  credit  accounts  In  order  to  de- 
termine what  percentage  of  charges  in 
the  sample  is  to  be  treated  as  sales  on 
the  Installment  plan.  The  taxpayer  shall 
maintain  records  in  sufficient  detail  to 
show  the  method  of  computing  sind  ap- 
plying the  sample.  26  CFR  1.453-1. 
1.453-2 

Retention  period:  See  Item  4.1. 


4.19a      Prepaid  dnea  income. 

A  taxiMLyer  who  maJcet  an  election  with 
respect  to  pr^inld  dues  income  ihail 
maintain  books  and  records  in  sufOdent 
detail  to  enable  the  district  director  to 

determine  upon  audit  that  additional 
amounts  were  Included  In  the  taxjiayer's 
gross  income  for  any  of  the  three  taxable 
years  preceding  such  first  taxable  year. 
26  CFR  1.456-7 

Retention  period:  See  Item  4.1. 

4.20  Persons  engaged  in  the  production, 
purchase,    or    sale    of    meixhandise. 

la^  General.  To  keep  a  record  of  In- 
ventory, properly  computed  and  sum- 
merlzed,  conforming  to  the  best  account- 
ing practice.s  In  the  trade  or  business 
which  clearlv  reflect-s  Income,  enables 
inventories  to  be  verified,  and  Is  con- 
sistent from  year  to  year. 

(b)  Mamifacturcrs — full  ab'O^ption 
method.  To  maintain  records  and  work- 
ing papers  to  support  burden  rate  cal- 
culations; and  to  preserve  at  hLs  principal 
place  of  business  all  records,  data,  and 
other  evidence  relating  to  the  full  absorp- 
tion values  of  inventory  resulting  from  an 
election  to  change  to  the  full  absorption 
method.  26  CFR  1.471-1,  1.471-2. 1.471-11 

Retention  period:  See  Item  4.1. 

1.20a  Person*  permitted  or  required  to 
n«e  the  LIFO  method  of  inventory 
valuation. 

(a)  General.  To  maintain  such  sup- 
plemental and  detailed  inventory  records 
as  wUl  enable  the  District  Director  to 
verify  the  inventory  computations. 

(b)  Dollar-value  method.  To  main- 
tain adequate  records  to  support  the  ap- 
propriateness, accuracy,  and  reliability 
of  the  index  or  link-chain  mcthcd.  26 
CFR  1.472-2.  1.472-8 

Retention  period:  See  Item  4.1. 

■t.20b  CxjntroHed  entities  ami*s  leniflii 
cbaraes. 

To  maintain  adequate  books  and  rec- 
ords to  permit  verification  of  costs  or 
deductions  when  a  factor  in  determiiung 
the  arm's  lengtii  charge  for  services  ren- 
dered to  other  members  of  a  controlled 
group.  26  CFR  1.482-2 'b)  '3) 

Retention  period:  See  Item  4.1. 

-1.20r      Supplemental  I'neniploynient 

Henefit  Tru&ts. 

To  maintain  records  Indicating  the 
amount  of  separation  benefits  and  sick 
and  accident  benefits  which  have  been 
provided  to  each  employee.  If  a  plan  is 
financed.  In  whole  or  In  part,  by  em- 
ployee contributions  to  the  trust,  the 
trust  must  maintain  records  Indicating 
the  amount  of  each  employee's  total  con- 
tributions allocable  to  separation  bene- 
fits. 26  CFR  1.501(C)  a7)-2(J) 

Retention  period:  See  Item  4.1. 

4.20d  Farmer's  ro«»perative  inarkel- 
inp      and      purchasing      associations. 

To  keep  permanent  records  of  the 
business  done  both  with  members  and 
nonmembers,  which  show  that  the  as- 
sociation was  operating  during  the  tax- 
able year  on  a  cooperative  basis  in  the 
distribution  of  patronage  dividends  to 
all  producers.    While   under  the  Code 


patronage  dividends  must  be  paid  to 
all  producers  on  the  same  basis,  this 
requirement  Is  complied  with  If  an  as- 
sociation, Instead  of  paying  patronage 
dividends  to  nonmember  producers  In 
cash,  keeps  permanent  records  from 
which  the  proportionate  share*  of  the 
patronage  dividends  due  to  nonmember 
producers  can  be  detennlned.  and  such 
shares  are  made  applicable  toward  ihe 
purchase  price  of  a  share  of  stock  or 
of  a  membership  in  the  association.  26 
CFR  1.521-1 

Retention  period:  See  Item  4.1. 

1.21  Corporation*  <  l-tiniinR  deduction 
for  dividends  paid. 

To  keep  permanent  records  necessary 
(a)  to  establish  that  dividends  with  re- 
spect to  which  the  deduction  Is  claimed 
were  actually  paid  during  the  taxable 
year,  and  (b)  to  supply  the  information 
required  to  be  filed  with  the  Income  tax 
ret'orn  cf  the  corporation.  To  also  keep 
cancclfd  dUidend  checks  and  receipts 
obtained  from  shareholders  ackncwl- 
ed-'ing  payment    26  CFTl  1.561-2 

Retention  period:  See  Item  4.1. 

4  21a  Mutual  savings  banks,  etc..  main- 
taining     reserves      for      bad      debts. 

To  maintain  as  a  permanent  part  of  Its 
regular  bocks  of  account,  an  account  for: 
( 1 '  a  reserve  for  losses  on  nonqualifying 
loans,  '2'  a  reserve  for  losses  on  quali- 
fying real  property  leans,  and  i3)  if  re- 
quired, a  supplemental  reserve  for  losses 
on  ioans.  A  permanent  subsidiary 
ledger  containing  an  account  for  each 
of  such  reserves  may  be  maintained.  26 
CFR  1.593-7 

Retention  period"  See  Item  4.1. 

4.2 111  Mntnal  savings  banks,  eie..  mak- 
ing rapitcl  improvement*  on  laml 
acquired  b*  foreclosure. 

To  maintain  such  records  as  are  ncc- 
esrary  to  reflect  dep.rly.  with  re.spect  to 
each  particular  acquired  property,  the 
cost  of  each  capital  Improvement  and 
whether  the  taxpayer  treated  miner 
capital  Improvements  with  respect  to 
such  property  in  the  same  manner  as  the 
acquired  property.     26  CFR  1  595-1 

Retention  period:  See  Item  4.1. 

4.22  Persons  claiming  allowance  for 
cost  depletion  of  natural  f;as  prop- 
erty without  reference  to  dis<-overv 
value  or  percentage  depletion. 

To  keep  accurate  records  of  periodical 
pressure  determinations  where  the  an- 
ruial  production  Is  not  metered.  26  CFR 
1.611-2 

Retention  period:  See  Item  4.1. 

4.23  Person*  claiming  an  allowance  for 
depletion  and  depreciation  of  min- 
eral property,  oil  and  ga*  w«»ll«.  and 
otlier  natural  deiMi^il--. 

To  keep  a  separate  account  in  which 
shall  be  accurately  recorded  the  cost  or 
other  basis  of  such  property  together 
with  subsequent  allowable  capital  addi- 
tions to  each  account  and  all  other  re- 
qiiired  adjustments;  and.  to  assemble, 
segregate,  and  have  readily  available  at 
his  principal  place  of  business,  all  the 
supporting  data  which  Ls  used  in  compil- 
ing certain  summary  statements  required 
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to  be  attached  to  returns  and  such  other 
records  as  indicated  in  sections  cited.  26 
CFR  1.611-2,  1.611-5.  1.613-6 
Retention  period:  See  Item  4  1. 

4.233  Prr-i)H«  flinmiiii:  an  allow ;itir«'  for 
depletion  of  limber  property. 
[|{«iiimili<Tr(l  from  4.211 

To  keep  accurate  ledger  accounLs  In 
which  shall  be  recorded  the  cost  or  other 
basis  of  the  property  and  land  together 
with  subsequent  allowable  capital  addi- 
tions in  each  account  and  all  other  ad- 
justments. Ln  such  accounts  tiiere  shall 
be  set  up  separately  the  quantity  of  tim- 
ber, the  quantity  of  land,  and  the  quan- 
tity of  other  resources,  if  any.  and  a 
proper  part  of  the  total  cost  or  value 
shall  be  allocated  to  each  after  proper 
provision  for  Immature  timber  rrowth. 
The  timber  accounts  .shall  be  credited 
each  year  with  the  amount  of  the  charges 
to  the  depletion  accounts  or  the  amount 
of  the  charges  to  the  depletion  accounts 
shall  be  credited  to  depletion  reserves 
accounts  26  CFR  1611-3 

Retention  period:  See  Item  4.1. 

l.2'5Ii  TartiuTships  rlaimine  an  allow- 
aiiif  for  ill  plrtitin  of  oil  and  pa> 
proptTl* .   1  Viliii  d  I 

Each  partner  to  keep  separately  rec- 
ords of  his  share  of  the  adjusted  basis 
in  each  oil  and  gas  property  of  the  part- 
nership. 

Retention  period:  Not  specified.  26 
US.C.  613A  as  amened  by  Pub.  L.  94-455 

'1.23r  Mineral  prf)prrtv,  taxable  imonie 
computation,  alloration  of  section 
I2l.>  s^''"-  iKirniinliir.il  from 
l.2;ial 

Taxpayer  shall  have  available  perma- 
nent records  of  all  the  facts  necessary  to 
determine  with  reasonable  accuracy  the 
portion  of  any  gain  recognized  under  sec- 
tion 1245(aHl)  of  the  Code  which  la 
properly  allocable  to  the  mineral  prop- 
erty in  respect  of  wliich  the  ta.xable 
Income  is  being  computed.  In  the  ab- 
sence of  such  records,  none  of  the  gain 
recognized  under  section  1245ia)(l) 
shall  be  allocable  to  such  mineral  prop- 
erty. 26  CFR  1.613-5 

Retention  period:  See  Item  4.1. 

1.21  I'tr-on-  lompulirie  i:ro«s  inromcs 
from  mininc  by  ""e  of  represcntntiv  P 
market  or  held  price  IKomimbtTett 
from  4.23b] 

To  keep  records  as  to  the  source  of  hla 
pricing  information  and  relevant  sup- 
porting data.  26  CFR  1  613-4 'c>  <5) 

Retention  period:  See  Item  4.1. 

4.2.'j  Persons  elerting  to  agcrepate  «cpa- 
rate      operating      mineral      intere!»ts. 

To  maintain  adequate  records  and 
maps  that  shall  contain  a  description 
of  the  aggregation  and  the  operating 
mineral  Interests  within  the  operating 
unit  which  are  to  be  treated  as  separate 
properties  apart  from  the  eiggregatlon. 
.^  general  description,  accompcmled  by 
appropriately  marked  maps,  which  ac- 
curately circumscribes  the  scope  of  the 
aggregation  and  identifies  the  properties 
which  are  to  be  treated  separately  will  be 
sufficient.    There  shall  also  be  Included  a 


description  of  the  operating  unit  In  suf- 
ficient detail  to  show  that  the  aggregated 
operating  mineral  interests  are  properly 
within  a  single  operating  unit.  26  CPR 
1.614-2 
Retention  period:  See  Item  4.1. 

1.26  Per»on>  wilb  separate  operating 
mineral  inlrre«t«  in  tbe  ca.se  of  mines. 

To   maintain   adequate   records   and 

maps  and  statements  of  election  as  in- 
dicated  in   the  section  cited.  26   CFR 
1614-3 
Retention  period:  See  Item  4.1. 

4.26a  Per«on«  aggregating  operating 
mineral  interests  in  oil  and  gas  wells 
in  a   single   tract   or  parcel   of  land. 

To  obtain  accurate  and  reliable  infor- 
mation, and  keep  records  with  respect 
thereto,  establishilng  all  facts  necessary 
for  making  the  computations  prescribed 
for  the  fair  market  value  method  of 
determining  basis  on  the  aggregation.  26 
CFR  1.614-6 

Retention  period:  See  Item  4.1. 

4.26b  Persons  electing  to  treat  separate 
operalins  mineral  interests  in  oil  and 
gas  Mell>  in  a  single  trad  or  parcel 
of      land      as      separate      properties. 

To  maintain  and  have  available  rec- 
ords and  maps  sufficient  to  clearly  define 
the  tract  or  parcel  and  all  of  the  taxpay- 
er's operating  mineral  interests  therein. 
26  CFR  1.614-8 

Retention  period :  See  Item  4.1. 

4.26c  Trustee  of  trust  claiming  cbarita- 
blo  remainder  interest  deduction,  in- 

lompelent  grantor. 

To  retain  certificate  of  incompetency 
or  a  copy  of  the  judgment  or  decree  and 
any  modification  thereof.  26  CFR  1.642 
.,ic/-2ib»  (3> 
v' Retention  period:  See  Item  4.1 

4.26d  Pooled  imome  fund  investing  or 
reinvesting  any  portion  of  its  proper- 
ties   jointly     with    other    properties. 

To  maintain  records  which  identify 
the  portion  of  the  total  fund  which  is 
owned  by  the  pooled  income  fund  and 
the  income  earned  by,  and  attributable 
to,  such  portion.  26  CFR  1.642(0-5 

Retention  period:  See  Item  4.1. 

4.26e  Trusts. accimiulation  distribution 
allocated        to        preceding        years. 

For  all  taxable  years  of  a  trust,  the 
trustee  must  retain  copies  of  the  trust's 
income  tax  return  as  well  as  information 
f>ertaining  to  any  adjustments  in  the  tax 
.showii  as  due  on  the  return.  Trustee  shall 
aLso  retain  trust's  records  required  by 
section  6001  of  the  Internal  Revenue 
Code  and  the  regulations  thereunder  for 
each  taxable  year  for  which  the  period  of 
limitations  on  assessment  of  tax  imder 
section  6501  of  the  Code  has  not  expired. 
26  CFR  1.666id)-lA 

Retention  period:  See  Item  4.1. 

I  26f  life  insurance  companies  issuing 
( <mlracts  with  reserves  based  on  seg- 
regated asset  accounts. 

To  keep  such  permanent  records  and 
other  data  relatmg  to  such  contracts  as 
is  necessary  to  enable  the  District  Di- 
rector to  determine  the  correctness  of 


the  application  of  the  separate  account- 
ing rules  and  the  accuracy  of  the  com- 
putations. 26  cm  1.801-8' c> 
Retention  period:  See  Item  4.1. 

4.27  Life  insurance  companies  distrib- 
uting dividends  to  policyholder*. 

Every  life  insurance  company  claim- 
ing a  deduction  for  dividends  to  policy- 
holders shall  keep  such  permanent  rec- 
ords as  are  necessary  to  establish  the 
amount  of  dividends  actually  paid  during 
the  taxable  year.  Such  company  shall 
also  keep  a  copy  of  the  dividend  resolu- 
tion and  any  necessary  supporting  data 
relating  to  the  amounts  of  dividends 
declared  and  to  the  amounts  held  or  set 
aside  as  reserves  for  dividends  to  policy- 
holders during  the  taxable  year. 

Retention  period:  Permanent.  26  CFR 
1  811-2 

4.27a  Domestic  mnliial  life  insurance 
companies  with  contisuous  country 
branches  which  make  an  election 
under  sec.  819.\.  [.Added] 

To  establish  and  maintain  a  separate 
accoimt  for  the  various  items  attributable 
to  contracts  insuring  residents  of  a  coun- 
try contiguous  to  the  U.S. 

Retention  period:  Not  specified.  26 
U.S.C.  81flA  as  amended  by  Pub.  L.  94-455 

4.28  Life  insurance  companies  with  re- 
spect to  the  optional  treatment  of 
policies  reinsureo  under  modified 
coinsurance  contracts. 

The  reinsured  and  reinsurer  shall 
maintain  as  part  of  their  permanent 
books  of  account  any  subsequent  amend- 
ments to  the  original  modified  coin- 
surance contract  between  the  reinsured 
and  reinsurer.  26  CFR  1 .820-2     ^ 

Retention  period;  See  Item  4.1. 

4.29  Regulated     investment    conjpanies. 

(a)  To  maintain  records  showing  the 
information  relative  to  the  actual  owners 
of  its  stock  contained  in  the  written 
statements  to  be  demanded  from  the 
shareholders. 

(b)  To  maintain  records  showing  the 
maximum  number  of  its  shares  (includ- 
ing the  number  and  face  value  of  securi- 
ties convertible  into  stock)  t.o  be  con- 
sidered as  actually  or  constructively 
owned  by  each  of  the  actual  owners  of 
its  stock  during  the  last  half  of  its  tax- 
able year. 

(c)  To  maintain  a  list  of  persons  fail- 
ing or  refusing  to  comply  in  whole  or  in 
part  with  its  demand  for  statements  re- 
specting ownership  of  its  shares. 

(d)  To  keep  a  record  of  the  propor- 
tion of  each  capital  gain  dividend  which 
is  gain  described  in  section  1201(d)  iT) 
or  (2)  of  the  Internal  Revenue  Code  of 
1954  for  taxable  years  ending  after  1969, 
and  beginning  before  1975. 

(e)  To  keep  a  record  of  the  propor- 
tion of  undistributed  capital  gains  which 
are  gains  described  In  section  1201(d) 
(1)  or  (2)  of  the  Code  for  taxable  years 
ending  after  1969,  and  beginning  before 
1975.  26  CFR  1.852-4(0  (3\  1.852-6, 
1.852-9  (a)  (ixiii)  and  (c)  <3) . 

Retention  period :  See  Item  4.1. 
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4.29a  Sliareholdeps  of  regulated  invest- 
ment companies. 

To  keep  copy  C  of  Form  2439  furnished 

for  the  regulated  Investment  company's 
taxable  years  ending  after  1969.  and  be- 
ginning before  1975,  to  show  increases 
in  the  shareholder's  adjastod  basis  of 
shares  of  such  company.  26  CFR  1.852-9 
Retention  period:  See  Item  4.1. 

4.30  Real  estate  investment  trust. 

(a)  To  keep  a  record  of  the  propor- 
tion of  each  capital  dividend  which  .s 
gain  described  in  section  1201 'd*  (H  or 
(2)  of  the  Internal  Re-venue  Code  of 
1954  for  taxable  years  ending  after  1969. 
and  beginning  before  1975. 

(b)  To  maintain  records  showing  the 
Information  relative  to  the  actual  owTiers 
of  Its  stock  contained  In  the  written 
statements  to  be  demanded  from  its 
shareholders. 

(c)  To  maintain  records  showing  the 
maximum  number  of  its  shares  (Includ- 
ing the  number  and  face  value  of  securi- 
ties convertible  Into  stock)  to  be  con- 
sidered as  actually  or  constructively 
owned  by  each  of  the  actual  owners  of  its 
stock  during  the  last  half  of  Its  taxable 
year. 

(d)  To  maintain  a  list  of  persons  fail- 
ing or  refusing  to  comply  in  whole  or  In 
part  with  its  demand  for  statements  re- 
specting ownership  of  its  shares.  26  CFR 
1.857-4(6)  (2),  1.857-6 

Retention  period:  See  Item  4.1 

4.31  Persons  claiming  credit  for  taxes 
paid  or  accrued  to  foreign  countries 
and  possessions  of  the  United  States. 

To  keep  readily  available  for  compari- 
son on  request  the  original  receipt  for 
each  such  tax  payment,  or  the  original 
return  on  which  each  such  accrued  tax 
was  based,  a  duphcate  original,  or  a  duly 
certified  or  authenticated  copy,  in  case 
only  a  sworn  copy  of  a  receipt  or  return 
iB  submitted.  26  CFR  1.905-2 

Retention  period:  See  Item  4.1. 

4.32  Wc«tem  Hemisphere  trade  corpo- 
rations. 

To  keep  records  substantiating  income 
tax  statement  showing  that  its  entire 
business  Is  done  within  the  Western 
Hemisphere  and  If  any  purchases  are 
made  outside  the  'Western  Hemisphere, 
the  amount  of  such  purchases,  the 
amount  of  its  gross  receipts  from  all 
■ources,  and  any  other  pertinent  Infor- 
mation. 26  CFR  1.921-1 

Retention  period:  See  Item  4.1. 

4.32a  Persona  or  corporations  seeking 
to  come  within  tlie  exception  to  the 
limitation  on  reduction  in  income  tax 
liability  incurred  to  the  Virgin 
Islands,  under  section  934  of  the  In- 
ternal Revenue  Code  of  1954. 

Must  maintain  such  records  and  other 
documents  as  are  necessary  to  determine 
the  applicability  of  the  exception.  26 
CFR  1.934-1 

Retention  period:  See  Item  4.1. 

4.32b  United  States  shareholders  of 
controlled        foreign        corporations. 

To  provide  permanent  books  of  accoimt 
or  records  which  are  sufficient  to  verify 


for  the  taxable  year  subpart  F.  export 
trade,  and  certain  other  classes  of  in- 
come: gross  income  excluded  from  base 
company    income   and   the   Increase   in 

earnings  invested  in  United  States  prop- 
erty; also,  if  the  Commissioner  has  is- 
sued a  determination  letter  granting  au- 
thority for  excludmg  certain  income  from 
foreign  base  company  Income,  a  copy  of 
the  letter  shall  be  retained.  26  CFR 
1.954-l(b)(4)  (V),  1.964-3.  1.964-4 
Retention  period;  See  Item  4  1. 

4.32c  Domestic  international  sales  cor- 
porations (DlSCs)  ;  foreign  invest- 
ment attributable  to  producer's 
loans. 

To  keep  permanent  books  or  records 
as  are  sufficient  to  establish  the  tran.<;ac- 
tlons,  amounts,  and  computations  de- 
scribed In  the  section  cited  26  CFR 
1.995-5  If)  and  (gi 

Retention  period:  See  Item  4.1. 

4.32.1  ICIection  to  use  the  average  basis 
method  for  certain  rcgiii.Tted  invest- 
nient  company  stock. 

To  maintain  records  as  are  nece.ssaiT 
to  substantiate  the  average  basis  (or 
bases)  used  on  an  income  tax  return  in 
reporting  gain  or  loss  from  the  sale  or 
transfer  of  shares.  26  CFR  1.1012-1 

Retention  period:  See  Item  4.1. 

4.33  Executors  or  olher  legal  represent, 
atjves  of  decedents,  fiduciaries  of 
trusts  unler  wills,  life  tenants  and 
other  persons  to  whom  a  uniform 
basis  with  respci  t  to  property  trans- 
mitted at  death  is  applicable. 

To  make  and  maintain  records  show- 
ing in  detail  all  deductions,  distributions, 
or  other  items  for  which  adjustment  to 
basis  is  required  to  be  made.  26  CFR 
1.1014-4 

Retention  period:  See  Item  4.1. 

4.34  Persons  making  or  receiving  gifts 
of  property  actfiiired  by  gift  after 
December  31,  1920. 

To  preserve  and  keep  accessible  a  rec- 
ord of  the  facts  necessary  to  determine 
the  cost  of  the  property  and.  if  pertinent, 
its  fair  market  value  as  of  March  1,  1913, 
or  Its  fair  market  value  as  of  the  date  of 
the  gift,  to  Insure  a  fair  and  adequate 
determination  of  the  proper  basis  26 
CFR  1.1015-1 

Retention  period :  See  Item  4.1. 

4.35  PecMJiu  participating  in  exdian^ea 
or  diktributions  made  in  obedience 
to  orders  of  the  Securities  and  Ex- 
cliange  Commission. 

To  keep  records  In  substantial  form 
showing  'the  cost  or  other  basis  of  the 
property  transferred  and  the  amount  of 
stock  or  securities  and  other  property 
(including  money)  received.  28  CFR 
1  1081-11 

Retention  period:  See  Item  4.1. 

4.36  SitK-k  or  security  holders  records  of 
di.'itribatinn  pursuant  to  tiic  Bank 
Holding  ('xjmpany  .4ct  of  1956. 

Each  stock  or  security  holder  who  re- 
ceives stock  or  securities  or  other  prop- 
erty upon  a  distribution  made  by  a 
qualified  bank  holding  eorporatioa 
tinder    section    1101    of    the    Internal 


Revenue  Code  shall  maintain  records  of 
all  facts  pertinent  to  the  ncnrecognl- 
tlon  of  gain  upon  such  distribution.     26 
CFR  1.1101^ 
Retention  period :  See  Item  4.1. 

4.36a  Cain  upon  sale  or  exchange  of 
obligations  issued  at  an  original  issue 
discount    after    December    31,    1954. 

Ta.xpayer  shall  keep  a  record  of  the 
issue  price  and  issue  date  upon  or  with 
each  such  obligation  <if  known  or  rea- 
sonably ascertainable  by  him>.  If  the 
obligation  held  is  an  obligation  of  the 
United  States  received  from  the  United 
States  in  an  exchange  upon  which  gain 
or  loss  is  not  recognized  because  of  sec- 
tion 1037(a)  of  the  Code  (or  so  much  of 
section  1031  «bi  or  'c>  as  relates  to  sec- 
tion 1037'a)>,  the  taxpayer  shall  keep 
sufficient  records  to  determine  the  Issue 
price  of  such  obligations  for  purjxises  of 
appl3^g  section  1.1037-1  of  the  regula- 
tloris  upon  the  disposition  or  redemption 
cf  such  obligations.     26  CFR  1.1232-3(f) 

Retention  period:  See  Item  4.1. 

4.37  Persons  engaged  in  arbitrage  op- 
erations    in     stock     and     securities. 

To  keep  records  that  will  clearly  show 
that  a  transaction  has  been  timely  and 
properly  identified  as  an  arbitrage  oper- 
ation. Such  identification  must  ordi- 
narily be  entered  In  the  taxpayer's  rec- 
ords on  the  day  of  the  transaction.  26 
CFR  1  1233-1 

Retention  period:  See  Item  4.1 

4.37a      Grantors  of  straddles. 

In  the  ca.'^e  of  .»  multiple  option  where 
the  number  of  options  to  sell  and  the 
number  of  options  to  buy  are  not  the 
same  or  if  the  terms  of  all  the  options 
are  not  identical,  the  grantor  must  Indi- 
cate In  his  records  the  individual  serial 
number  cf.  or  other  characteristic  sym- 
bol Imprinted  upon,  each  of  the  two 
Individual  options  which  comprise  the 
straddle,  or  by  idoptlng  any  other 
method  of  Identification  satisfactory  to 
the  Corrjnlssloner  Si'ch  Identification 
must  be  made  before  the  expiration  of 
th"  fifteenth  dav  after  the  day  on  which 
the  multiple  option  is  granted  and  is 
applicable  to  multiple  options  cranted 
after  January  24,  1972.  26  CFR  1.1234-2 
•     Retention  period:  See  Item  4.1. 

t.38  Record  retention  requirenienls  for 
corporations  and  shareholders  with 
respect  to  the  substantiation  of 
ordinary  loss  deductions  on 

small      bii«iness      corporation      *to<'k. 

<a)  Corporations.  The  plan  to  issue 
stock  which  qualifies  under  section  1244 
of  the  Internal  Revenue  Code  must 
appear  upon  the  records  of  the  cor- 
poration. In  addition,  in  order  to  sub- 
stantiate an  ordinary  loss  deduction 
claimed  by  its  shareholders,  the  corpora- 
tion sliould  raalntain  records  as  ir.Gicat.t-d 
In  section  cited. 

(b)  Sharefiolders.  Any  person  who 
claims  a  deduction  for  ari  ordinary  loss 
on  stock  under  section  1244  of  the  Code 
shall  file  with  his  income  tax  return  for 
the  year  in  which  a  deduction  for  the 
loss  is  claimed  a  statement  setting  forth 
information  indicated  In  section  cited 
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In  addition,  a  person  who  owns  "sec- 
tion 1244  stock"  in  a  corporation  shall 
maintain  records  sufBclent  to  distinguish 
such  stock  from  any  other  stock  he  may 
own  in  the  corporation.  26  CFR 
1  1244.ei-l 

Retention  period :  See  Item  4.1. 

4.38a      Foreign      invcttment     ronipanie*. 

To  maintain  and  preserve  such  per- 
manent boofcs  of  account,  records,  and 
other  d':)Ciaments  as  are  sufQcicnt  to 
establish  what  its  taxable  Income  would 
be  If  It  were  a  domestic  corporation. 
Geiierally.  if  the  books  and  records  are 
maintained  In  the  manner  prescribed  by 
regulations  imder  section  30  of  the  In- 
vestment Company  Act  of  1940.  the  re- 
quirements shall  be  considered  satisfied. 
25CFR  1  1247-5 

Retention  period:  See  Item  4.1. 

4.!58b      Recomputed  baiis  of  section  1245 
property  and  additional  depreciation 
adjii-<lmenl.i  to  lection  1230  property 
v.iien     «iii-h     properly     is     sold,     ex- 
changed, transferred,  or  involuntarily 
converted. 
To  maintain  permanent  records  which 
Include    ( 1 )    the   date   and   manner   In 
which   the   property   was   acquired.    (2) 
the  basis  on  ch.    date  the  property  was 
acquired  and  the  manner  In  which  the 
basis  was  determined,   '3»    the  amount 
and  date  of  all  adjustments  to  basis,  and 
(4)   similar  information  with  respect  to 
other  property  having  an  adjusted  basis 
reflectmg   depreciation   or   amortization 
adjustments  by  the  taxpayer,  or  by  an- 
other  taxpaver   on   the   same   or  other 
property.  26  CFR  1.1245-2.  1.1250-2 
Retention  period:  See  Item  4.1. 

4.39      Persons  involved  in  the  liquidation 
and   replacement  of  lifo  inventories. 

To  keep  detailed  records  such  as  will 
enable  the  Commissioner.  In  his  exami- 
nation of  the  taxpayer's  return  for  the 
year  of  replacement,  readily  to  verify  the 
extent  of  the  Inventory  decrease  claimed 
to  be  Involuntary  In  character  and  the 
facts  upon  which  such  claim  is  based,  all 
subsequent  Inventory  Increases  and  de- 
creases, and  all  other  facts  material  to 
the  replacement  adjustment  authorized. 
26  CTO  1.1321-1,  1.1321-2 

Retention  period:  See  Item  4.1. 

4.10  Ininrorporalrd  l>u»ine»s  eleclins 
to  be  la\e<i  a-  a  domestic  corporation. 

To  keep  records,  render  statements, 
and  make  returns  In  the  same  manner 
as  a  domestic  corporation  and  maintain 
.such  other  records  as  indicated  In  the 
sections  cited.  26  CFR  1  1361-10,  1.1361- 
H 

Retention  period:  See  Item  4  1. 

4.41  Records  by  small  business  corpora- 
tions of  (1)  distributions  of  pre- 
viously taxed  income  and  (2)  undis- 
tributed taxable  income. 

A  small  business  corporation  must 
keep  records  of  (1)  distributions  of  the 
net  share  of  the  previously  taxed  In- 
come of  each  shareholder  and  (2)  each 
person's  share  of  undistributed  taxable 
income.  In  addition,  each  shareholder 
of  such  corporation  shall  keep  a  record 


of  his  own  net  share  of  previously  taxed 
income  and  undistributed  taxable  In- 
come and  shall  make  such  record  avail- 
able to  the  corporation  for  Its  informa- 
tion. 26  CFR  1.1375-4;  1.1375-6 
Retention  period:  See  Item  4.1. 

4.41a      Persons   required   to  withhold  tax 
«  on    nonresident    aliens,    foreign    cor- 
porations,     and      tax-free     covenant 
bonds  on  payments  of  income  made 
on  and  after  January  1,  1957. 

To   keep   copies   of   Forms   1042   and 
10428.  26  CFR  1.1461-2 
Retention  period:  See  Item  4.1. 

4.Hb  .AfTiIiated  group;  (1)  inlercom- 
pany  transactions,  accounting  for 
defcrretl  aain  or  loss,  and  (2)  aloca- 
tiim  of  Federal   income  lax  liability. 

(1)  Maintain  permanent  records  (In- 
cluding work  papers)  which  will  properly 
reflect  the  amount  of  deferred  gain  or 
loss  and  enable  the  group  to  identify  the 
character  and  source  of  the  deferred  gain 
or  loss  to  the  selling  member  and  apply 
the  applicable  restoration  rules.  (2)  If 
an  aflOJlated  group  elects  to  use  the 
method  of  allocating  Federal  Income  tax 
liability  provided  In  section  1.1502-33(d) 
(2»  (1)  of  the  regulations.  It  must  main- 
tain specific  records  to  substantiate  the 
tax  liability  of  each  member  on  a  sepa- 
rate return  basis  for  purposes  of  para- 
graphs ia)(l)  and  (b)cl)  of  such  sub- 
division (1).  In  addition,  allocations  of 
tax  liability  may  be-Diade  in  accordance 
with  any  other  method  approved  by  the 
Commis:- :  jner.  but  a  condition  of  such 
approval  shall  be  that  the  group  main- 
tain specific  records  to  substantiate  Its 
computations  pursuant  to  such  method. 
26  CFR'  1.1502-13(0(5),  1.1502-33. 
1.1552-1 

Retention  period:  See  Item  4.1. 

4.41c  Withholding  agents  making  pay- 
ment to  nonresident  aliens,  foreign 
partnerships,  or  foreign  corporations 
after  December  31,  1971,  which  are 
subject  to  a  reduced  rate  or  an  ex- 
emption from  tax  pursuant  to  a  tax 
treaty. 

To  maintain  Form  1001.  Ownership, 
Exemption,  or  Reduced  Rate  Certificate. 

Retention  period:  Coupon  boTid  inter- 
est at  least  4  years  after  the  close  of  the 
calendar  year  in  which  the  interest  is 
paid:  Income  other  than  coupon  bond 
interest  or  dividends  at  least  4  years  after 
the  close  of  the  calendar  year  in  which 
the  interest  is  paid;  Noncoupon  bond  in- 
terest at  least  4  years  after  the  interest 
is  paid.  26  CFR  1  1441-6.  1.1461-1 

4. 12      Tax-exempt  organizations. 

(a)  General.  To  keep  records  and 
books  of  account  pertaining  to  Informa- 
tion included  In  the  annual  return.  In- 
cluding items  of  ffross  Income,  recelpta. 
dlsbursementa.  and  contribution*  and 
gifts  received,  and  to  keep  other  perti- 
nent information  which  will  enable  the 
district  director  to  Inquire  Into  the  orga- 
nization's exempt  status.  An  organiza- 
tion claiming  an  exception  from  the  fil- 
ing of  an  Information  return  must  main- 
tain adequate  records  to  substantiate 
such  claim.  26  CFR  1.6001-1,  1.6033-1, 
1.6033-2 


(b)  Employees'  trusts.  To  keep  aa  a 
part  of  Its  records  for  taxable  years  be- 
glimlng  after  December  31,  1969,  and 
ending  before  December  31,  1971.  written 
notification,  or  a  copy  thereof,  from  an 
employer  to  the  trustee  that  the  employer 
has  or  will  timely  file  the  information  re- 
quired under  section  404  of  the  Internal 
Revenue  Code.  26  CFR  1.6033-2 

(c)  Group  returns.  The  central  or- 
ganization shall  retain  the  certified 
statements  of  those  local  organizations 
authorizing  their  inclusion  in  a  group 
return.  26  CFR  1.6033-1,  1.6033-2 

Retention  period;  (a)  and  (b^  See 
Item  4.1;  (c),  for  taxable  years  prior  to 
January  1,  1970.  permanent;  for  taxable 
years  after  December  31,  1989,  imtll  the 
expiration  of  6  years  after  the  last  tax- 
able year  for  which  a  group' return  In- 
cludes the  local  organization. 

4.42a  Banking  institutions,  trust  com- 
panies, or  brokerage  firms,  who  elect 
to  file  Form  1087,  Nominee's  Infor- 
mation Return,  for  each  actual  owner 
for  whom  it  arts  as  nominee. 

Must  maintain  such  records  as  will 
permit  a  prompt  substantiation  of  each 
payments  of  dividends  made  to  the  actual 
owner.  26  CFR  1.6042-1 

Retention  period:  See  Item  4.1. 

4.42b  Any  trustee,  insurance  eompany, 
or  other  person,  which  is  notified 
under  section  6047(b)  of  the  Code 
that  contributions  to  a  trust  or  under 
a  retirement  plan  have  been  made 
on  behalf  of  an  owner-employee. 

Shall  maintain  a  record  of  such  noti- 
fication. 

Retention  period:  Until  all  funds  of 
the  trust  or  under  the  plan  on  behalf  of 
the  owner-employee  have  been  distrib- 
uted.    26  CFR  1.6047-1 

4.42c  >onhank  trustees,  pension  and 
profit-sharing  trusts  benefiting 
owner-employees.  [.Added] 

To  maintain  separate  and  distinct  fi- 
duciary records,  permanent  records  of 
all  fiduciary  assets  deposited  or  with- 
drawn from  vault,  full  information  rela- 
tive to  each  account,  and  an  adequate 
record  of  all  pending  litigation  in  con- 
nection with  exercise  of  fiduciary  powers. 
26  CFR  11.401id>  (l)-l<f) 

Retention  period:  See  Item  4.1 

4.42d       [Transferred  to  4.41a] 

4.43  Persons  engaged  in  construction  of 
aircraft  for  tlie  \rm>  and  tlic  Vir 
Force. 

To  keep  books,  records,  and  original 
evidences  of  costs  pertinent  to  the  deter- 
mination of  the  true  profit,  excess  profit, 
deficiency  In  profit,  or  net  loss  from  the 
performance  of  a  contract  or  subcon- 
tract. 

Retention  period :  So  long  as  the  con- 
tents thereof  may  become  material  In 
the  administration  of  the  act  of  March 
27,  1934,  as  amended.  26  CFR  16.13  (see 
26  CFR  1.1471-1) 

4.44  Persons  engaged  in  conslruilion  o( 
naval  vessels  or  aircraft  for  the  Navy. 

To  keep  books,  records,  and  original 
evidences  of  costs  pertinent  to  the  deter- 
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mination  of  the  true  profit,  excess  profit, 
deficiency  in  profit,  or  net  loss  from  the 
performance  of  a  contrsujt  or  subcon- 
tract. 

Retention  period:  So  long  as  the  con- 
tents thereof  may  become  material  In 
the  admlnlfitraUon  of  the  »ct  of  March 
27,  1934,  as  amended.  26  CFR  17.14  (see 
26CrETl  1.1471-1) 

4.44a  PersonjB  making  payments  of  esti- 
mated tax  installments  in  foreign 
currency.  [Renumbered) 

Maintain  a  copy  of  the  statement  cer- 
tified by  the  foundation,  commission,  or 
other  person  having  control  of  the  pay- 
ments to  the  taxpayer  tn  nonconvertlble 
foreign  currency  which  are  expected  to 
be  received  during  the  taxable  year  for 
the  purpose  of  exhibiting  It  to  the  dis- 
bursing officer  when  making  Installment 
deposits  of  foreign  currency.  26  CFR 
301.6316-6 

Retention  period:  See  Item  4.1. 

4.44b      [Deleted] 

4.41c  Domestic  building  and  loan  asso- 
ciations. [Kenumberedl 

To  maintain  adequate  records  to 
establish  to  the  satisfaction  of  the  district 
director  that  various  assets  tests  are  met 
for  taxable  years  beginning  after 
October  16.  1962.  and  ending  before 
November  1,  1964.  26  CFR  301.7701-13 

Retention  period:  See  Item  4.1. 

4.44d  Income  lax  return  preparer*. 
[.4ddcd] 

To  maintain  a  completed  copy  of  the 
return  or  claim  for  refund,  or  retain,  on 
a  list,  the  name,  taxpayer  identification 
number,  and  the  taxable  year  of  the 
taxpayer  and  the  type  of  return  or  claim 
prepared. 

Retention  period:  3  years  following 
the  close  of  the  return  during  which  the 
return  or  claim  for  refund  was  filed.  26 
CFR  404.6107-1  (b) 

EsTATK  Tax 

4.45  Executors  of  estate*. 

To  keep  detailed  records  of  the  affairs 
of  the  estate  as  will  enable  the  district 
director  to  determine  the  amount  of  the 
estate  tax  liability.  Including  copies  of 
documents  relating  to  the  estate,  ap- 
praisal lists  of  Items  Included  in  the 
gross  estate,  copies  of  balance  sheets  or 
other  financial  statements  relating  to 
value  of  stock,  and  any  other  Informa- 
tion necessary  In  determining  the  tax. 

Retention  period:  Not  specified.  26 
CFR  20.6001-1 

Gm  Tax 

4.46  Persons  making  transfers  of  prop- 
erty by  gift. 

To  maintain  books  of  account  or 
records  as  are  necessary  to  establish 
the  amoimt  of  the  total  gifts  together 
with  the  deductions  allowsible  In  deter- 
mining the  amount  of  taxable  gifts,  and 
other  information  required  to  be  shown 
In  their  gift  tax  retiims.  

Retention  period :  Permanent.  28  CFR 
25.6001-1 


EicPLOTiaarr  Tax 

4.47  General  record  retention  require- 
ment for  employment  laxe*. 

(a)  Persons  required  by  regulations  or 
Instructions  shall  keep  copies  of  any  re- 
turn, schedule,  statement,  or  other  docu- 
ment as  part  of  their  records. 

(b)  Any  person  who  claims  a  refund, 
credit,  or  abatement  shall  keep  records 
as  Indicated  tn  the  section  cited. 

(c)  While  not  mandatory  (except  In 
the  case  of  claims'  it  Is  advisable  for 
each  employee  to  keep  permanent  accu- 
rate records  as  Indicated  in  the  section 
cited. 

Retention  period:  4  years  after  the 
due  date  of  such  tax  for  the  return  pe- 
riod to  which  the  records  relate  or  the 
date  such  tax  is  paid,  whichever  is  later. 
In  the  case  of  claimants,  at  least  4  years 
after  the  date  the  claim  is  filed.  26  CFR 
31.6001-1 

4.48  Vow-of-poverly  religiou«  orders 
electing  social  security  coverage  for 
its  members. 

To  maintain  records  of  the  details  re- 
lating to  the  retirement  of  each  of  Its 
members. 

Retention  period:  Not  specified  26 
CFR  31.3121(r)-l 

4.19  Employers  required  lo  deduct  and 
withhold  income  tax  on  wages  which 
include  sick  pay. 

To  keep  records  with  respect  to  pay- 
ments (sick  pay)  made  directly  to  em- 
ployees under  a  wage  continuation  plan, 
and  other  informaton  specified  In  the 
sections  cited. 

Retention  period :  4  years  after  the  due 
date  of  such  tax  for  the  return  period  to 
which  the  records  relate  or  the  date  such 
tax  is  paid,  whichever  is  later  26  CFR 
31.3401'ai-l.  31.6001-5  (retention: 
31.6001-11 

4.50  Employers  liable  for  tax  under  the 
Federal  Insurance  Contributions  Aet. 

To  keep  records  of  all  remunera- 
tion, whether  In  cash  or  In  a  medium 
other  than  cash,  paid  to  his  employees 
after  1954  for  services  (other  than 
agricultural  labor  which  constitutes  or 
Is  deemed  to  constitute  employment, 
domestic  service  In  a  private  home 
of  the  employer,  or  service  not  In  the 
course  of  the  employer's  trade  or  busi- 
ness i  performed  for  him  after  1936; 
and  records  of  all  remuneration  In  the 
form  of  tips  received  by  employees  after 
1965  and  reported  to  lilm.  Records  shall 
Include  information  specified  in  section 
cited. 

Retention  period :  4  years  after  the  due 
date  of  such  tax  for  the  return  period 
to  which  the  records  relate,  or  the  date 
such  tax  Is  paid,  whichever  Is  the  later. 
26  CFR  31.6001-a  (retention:  31.6001-1) 

4.51  Employers  and  employee  repre- 
.sentatives  subject  to  the  Railroad  Re- 
tirement Tax  .\cl. 

To  keep  records  of  all  remuneration 
(whether    In    money    or    In    something 


which  may  be  used  In  lieu  of  money) 
other  than  tips,  pedd  to  his  employees 
after  1954  for  services  rendered  to  him 
(including  "time  lost")  after  1954  and 
such  other  records  as  specified  in  section 
cited. 

Retention  period :  4  years  after  the  dtie 
date  of  such  tax  for  the  return  period 
to  which  the  records  relate,  or  the  date 
such  tax  is  paid,  whichever  Is  the  later. 
26  CFR  31.6001-3  (retention:  31.6001-1) 

4.52  Employers  and  persons  who  are 
not  eniph^yers  for  purposes  of  the 
F'ederal      I'neinplnyment      Tax      .\ct. 

To  maintain  records  as  specified  In  the 
section  cited  to  determine  the  correct 
Uability  or  nonliability  for  the  tax. 

Retention  pericxl:  4  years  after  the 
due  date  of  such  tax  for  the  return  pe- 
ri(5d  to  which  the  records  relate  or  the 
date  such  tax  is  paid,  whichever  Is  later. 
26  CFR  31.6001-4  (retention:  31.6001-1) 

4.53  Employers  reijuired  to  deduct  and 
withhold   income  tax   on   wage»   paid. 

'a'  To  keep  records  of  all  renumera- 
tion  i>aid  to  such  employees  and  tlp<?  re- 
ceived by  employees  and  reixirted  to  him. 
Such  records  shall  show  with  respect  to 
each  employee  the  Infomiation  specified 
in  the  section  cited 

(bi  To  retain  the  Internal  Revenue 
Service  copy  and  the  employee  copy  of 
all  undellverable  annual  withholding 
statemwits. 

Retention  period:  4  years  after  the  due 
date  of  such  tax  for  the  return  period  to 
which  the  records  and  statements  relate, 
or  the  date  such  tax  Is  paid,  whichever  Is 
later  26  CFR  31.6001-5,  31  6051-l(f)  (3» 
(retention:  31.6001-1) 

4.51  Employers  claiming  a  refund, 
credit,  or  abatement  of  tax  under  tlie 
FetiPra!  Insurance  Contributions  .Krt 
or  Railroad   Retirement  Tax  Act. 

Every  employer  who  has  filed  a  claim 
for  refund,  credit,  or  abatement  of  em- 
ployee tax  under  section  3101  or  section 
3201  of  the  Internal  Revenue  Code,  or  a 
corresponding  provision  of  prior  law,  col- 
lected from  an  employee  shall  retain  as 
part  of  his  records  the  written  receipt 
of  the  employee  showing  the  date  and 
amount  of  the  repayment,  or  the  written 
consent  of  the  employee,  whichever  la 
used  In  support  of  the  claim.  Where 
employee  tax  was  collected  imder  sec- 
tion 3101  of  the  Code,  or  a  correspond- 
ing provision  of  prior  law,  from  an  em- 
ployee In  a  calendar  year  prior  to  the 
year  In  which  the  credit  or  refund  is 
claimed,  the  employer  shall  also  retain 
as  part  of  his  records  a  written  state- 
ment from  the  employee  (a>  that  the 
employee  has  not  claimed  refund  or 
credit  of  the  amotmt  of  the  overcoUec- 
tion,  or  If  so.  such  claim  has  been  re- 
jected, and  (b)  that  the  employee  win 
not  claim  refund  or  credit  of  such 
amount. 

Retention  period:  4  years  after  the 
date  the  claim  Is  filed.  26  CFR 
31.6402(a>-a,  S1.6404(a)-1  (retention: 
31.6001-1) 
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4.33  Reparmfni  by  employer  of  tax 
erroneously  collected  from  employee 
under  the  Federal  Inaurmnce  Coo- 
tribiilioiu  Act  or  tlie  Riiilroad  Retire- 
ment Tax  Act  and  of  income  lax 
Hitlihrld   from  wages. 

lai  Before  emplover  files  return.  To 
obtain  and  keep  aa  part  of  hla  records 
the  written  receipt  of  the  employee 
showing  the  date  and  amount  of  the 
repayment. 

lb)  After  employer  files  return.  If  the 
amoiint  of  an  overcollectlon  Is  repaid  to 
an  employee,  the  employer  shall  obtain 
and  keep  as  part  of  hl.s  records  the  writ- 
ten receipt  of  the  employee,  .showing  the 
date  and  amount  of  the  repayment.  If 
In  any  calendar  year  an  employer  re- 
pays or  relmbur.ses  an  employee  In  the 
amount  of  an  overcnllnrtion  nf  employee 
tax  under  .ejection  3101  of  the  Internal 
Re\-«nue  Code,  or  a  corresponding 
provision  of  prior  law  which  was  col- 
lected from  the  emplovee  In  a  prior  cal- 
endar year.  Liie  emplover  .shall  obtain 
from  the  employee  and  keep  as  part  of 
his  records  a  written  statement  'ai  that 
the  employee  has  not  claimed  refund  or 
credit  of  the  amount  of  the  overcoUec- 
tion,  or  If  so,  such  rlrum  ha.s  been  re- 
jected, and  ib>  that  the  employee  will 
not  claim  refund  or  credit  of  such 
amount. 

Retention  period;  -i  years  after  the  due 
date  of  such  tax  for  the  return  period 
to  which  the  records  relate,  or  the  date 
■uch  tax  is  paid  whichever  Is  the  later. 
The  records  of  claimants  shall  be  main- 
tained for  a  period  of  at  l^ast  4  years 
after  the  date  the  rUilm  Is  f^led.  28 
CVR  31  64I3iai-l  (retention    31  6001-1) 

E::ciSE  Taxes 

4.56  Per^onii  gubjerl  to  ln\  on  certain 
highway  motor  vehicles. 

To  maintain  records  relating  to  each 
vehicle  registered,  as  specified  in  sections 
cited;  records  or  documents  substanti- 
ating any  claim  for  exemption  from  tax; 
and  records  and  documents  relating  to 
any  claim  for  credit  or  refund. 

Retention  period:  .^t  least  3  years  after 
date  tax  becomes  due  or  date  tax  is  paid, 
whichever  Is  later,  or  after  date  claim  is 
filed.  26  cm  41  4481-2    41  6001-1 

4.37  Persons  required  to  pay  excise  tax 
on  wagerini;. 

To  maintain  daily  records  of  opera- 
tions, a.s  required  In  sections  cited,  and 
records  of  overpayment  and  of  each  lald- 
off  wa^er  for  which  credit  or  refund  Is 
claimed,  Including  copy  of  required 
certificate 

Retention  period:  At  least  3  years 
from  date  tax  tiecomes  due  or  date  wager 
received  or  date  any  credit  or  refund  Is 
claimed.   26   CFR  44  4403-1,   44.6001-1 

4.58  Feraotu  claiminK  credit  for  State 
impoaed  tax  on  coin-operated  gaming 
device*. 

To  maintain  documentary  evidence  of 
paj-ment  of  State  tax  upon  which  claim 
Is  based. 

Retention  period :  At  least  3  years  after 
due  date  of  tax  or  date  tax  Imposed  la 
paid,  whichever  Is  later.  26  CFR 
45  4464-1 


4.59  Manafactarer*  of  white  phospho- 
roiu  matches. 

To  maintain  dally  records  showing 
material  used,  number  of  matches  pro- 
duced, and  number  of  stamped  packages 
and  original  packages  in  which  packed: 
also  the  total  number  of  stamped  and 
original  packages,  together  with  total 
number  of  matches  disposed  of  each  day. 

Retention  period:  3  years  after  due 
date  of  tax  or  date  tax  Is  paid,  which- 
ever is  later,  or  after  date  claim  is  filed. 
26  CFR  45.4804-10  i  retention:  45.6001-1) 

4.60  Manufacturers  of  adiillerale<l  but- 
ter exported  to  a  foreign  country. 

To  maintain  records  of  all  removals 
and  sufficient  written  proof  of  such  re- 
movals and  deliveries  to  substantiate  ac- 
tual deliver^'  of  such  butter  to  the  foreign 
trade  zone. 

Retention  period:  At  l?ast  3  years.  26 
CFR  45.4816-1    (retention:   45.6001-11 

4.61  Persona  making  contracts  of  sale 
of  cotton  for  future  delivery  and  cot- 
ton clearing  a.ssociations. 

To  maintain  all  books,  records,  papers, 
and  statements  as  specified  In  sections 
cited. 

Retention  period:  Not  less  than  3 
years.  26  CFR  45.4872-1,  45.4872-2  (re- 
tention: 45.4572-4) 

4.62  Persons  ••ubjeet  lo  certain  miscel- 
laneous stamp  taxes. 

To  maintain  returns,  schedules,  state- 
ments or  other  documents,  and  any 
other  records  relating  to  claim  for  credit 
or  refund. 

Retciiti'n  period:  At  least  3  years 
after  due  date  of  tax  or  date  tax  is  paid, 
whichever  is  later,  or  after  ^te  claim  Is 
filed.  26  CFR  45.6001-1 

4.63  M:iriiifaiturcrs  of  adulterated  bul- 
tiT,  process  or  renovated  butter,  or 
lilled  cheese. 

To  maintain  daiily  records  relating  to 
content,  production,  disposition,  and  tax 
stamps  purchased,  and  any  other  records 
relating  to  transactions  in  adulterated 
butter,  process  or  renovated  butter,  and 
filled  cheese. 

Retention  period :  At  least  3  years  after 
due  date  of  tax  or  date  tax  is  paid, 
wliichever  is  later,  or  after  date  claim 
is  filed.  26  CFR  45.6001-2  (retention: 
45.6001-11 

4.64  Wholeaale  dealers  in  adulterated 
butter  and  filled  cheese. 

To  maintain  daily  records  of  nimiber 
of  pounds  in  each  consignment  received, 
name  and  address  of  consignor,  date  of 
receipt,  and  any  other  records  of  trans- 
action as  specified  In  sections  cited. 

Retention  period :  At  least  3  years  after 
due  date  of  tax  or  date  tax  Is  paid, 
whichever  Is  later,  or  after  date  claim 
Is  filed.  26  CFR  45.6001-3,  45.6001-4 
(retention:  45.6001-1) 

4.65  Personi  subject  to  miscellaneous 
excise  taxes  payable  by  return. 

To  maintain  copies  of  any  return, 
schedule,  statement,  or  other  document 
M  part  of  records,  in  addition  to  any 
record  relating  to  claim  of  credit  or  re- 
fund. 


Retention  period :  At  least  3  years  after 
due  date  of  tax  or  date  tax  la  paid, 
whichever  is  later,  or  after  date  claim 
is  filed.  26  CFR  46.6001-1 

4.66  Manufacturers  of  sugar. 

To  maintain  monthly  record  relating 
to  quantity  on  hand,  received,  produced, 
sold,  and  other  records  relating  to  manu- 
factured sugar. 

Retention  period :  At  least  3  years  after 
due  date  of  tax  or  date  tax  Is  paid, 
whichever  is  later,  or  after  date  claim  Is 
filed.  26  CFR  46.6001-2  (retenUon: 
46.6001-1) 

4.67  Persons  required  to  keep  records 
with  respect  to  lax  on  foreign  insur- 
ance policies. 

To  maintain  records  relating  to  such 
policies,  including  Identifying  informa- 
tion, gross  premltun,  insurer,  and  any 
other  records  as  specified  in  sections 
cited. 

Retention  period:  At  least  3  years  from 
date  any  part  of  tax  is  due  or  date  tax 
is  paid,  whichever  Is  later.  26  CFR 
47.6001-2,46.6001-4 

4.68  Persons  required  to  (lie  returns  and 
pay  lax  on  the  sale  or  use  of  gasoline, 
lubricating  oil,  or  matches. 

To  keep  accurate  and  complete  rec- 
ords, including  accounts  with  respect  to 
sales  or  use  of  gasoline,  lubricating  oil, 
or  matches.  Duplicates  of  returns,  sup- 
porting information  with  respect  to 
exempt  or  tax-free  sales  must  also  be 
kept. 

Retention  period:  4  years  from  date 
tax  became  due.  or,  in  the  case  of  exempt 
or  tax-free  sales,  4  years  from  the  last 
day  of  the  month  immediately  following 
that  in  which  the  sale  occurs.  26  CFR 
314.62  (see  26  CFR  48.0-4) 

4.69  Persons  required  to  file  a  return 
and  pay  tax  on  the  sale  or  use  of 
dieseJ  fuel  and  special  motor  fuel. 

To  keep  accurate  records  and  accounts 
of  all  taxable  transactions. 

Retention  period:  4  years  from  the 
date  the  tax  became  due.  26  CFR  324.42 
(see  26  CFR  48  0-4  > 

4.70  Person*  claiming  exemption  from 
ta.x  on  sale  or  use  of  diesel  fuel  or 
special  motor  fuel. 

To  maintain  records  of  all  fuel  used 
for  each  purpose,  including  statements, 
exemption  certificates,  or  other  docu- 
ments to  verify  claim. 

Retention  period:  Not  specified.  26 
CFR  48.4041-5,  48.4041-6,  48.4041-9, 
148.1-4 

4.71  Manufacturers,  producers,  or  im- 
porters selling  automobile  tires  and 
tread  rubber. 

To  maintain  records  of  tires  sold  with 
metal  rims  or  rim  bases  attached  to  es- 
tablish portion  of  finished  product  that 
represents  weight  of  tire,  of  tax-free 
sales  of  tread  rubber,  and  of  exemption 
certlflcates  with  invoices  and  orders  re- 
lating to  such  exemption. 

Retention  period:  Not  specified.  26 
CFR  48.4071-2.  48.4073-3. 144,1-2 
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4.72  Manufacturers  of  lubricating  oU. 

To  maintain  exemption  certificates  for 
oil  seldom  used  as  a  lubricant  and  rec- 
ords of  invoices,  orders,  statements,  and 
documents  substantiating  claim  for  ex- 
emption or  for  credit  or  refund. 

Retention  period:  Not  specified,  26 
CFR  48.4091-6 

4.73  Manufacturers,  producers,  or  im- 
porters selling  pi.Ktols,  revolvers, 
oilier  firearms,  and  shells  and  car- 
tridges. 

To  maintain  records  to  substantiate 
claim  for  exemption  from  tax  imposed. 

Retention  period:  Not  specified.  26 
CFR  48.4182-1 

4.74  Persons  claiming  credit  or  refund 
of  lax  on  gasoline,  diesel  fuel,  or  spe- 
cial motor  fuels. 

To  maintain  records  to  substantiate 
claim,  In  addition  to  copy  of  claim  and 
any  statement  or  document  submitted 
with  such  claim. 

Retention  period :  At  least  3  years  after 
l&st  date  prescribed  for  filing  claim.  26 
CFR  48.6416(b) -2,  48.6420(f)-l,  48  6421 
(g)-l 

4.''5  Persons  providing  certain  commu- 
nication and  transportation  services 
lo  persons  entided  to  receive  the 
services  exempt  from  lax. 

To  maintain  exemption  certificate  and 
any  other  documents  substantiating  the 
tax  exemption  for  services  rendered. 

Retention  period:  Not  specified.  26 
CFR  49.4253-11,  49.4261-6 

4.76  Private  foundations  subject  to  tax 
on  taxable  expenditures. 

(a)  Grants  to  individuals  for  travel, 
study,  or  other  similar  purposes.  To 
maintain  records  reflecting  information 
evaluating  qualification  Of  potential 
grantees;  identification  of  grantees; 
amount  and  purpose  of  each  grant;  and 
grantee  progress  reports. 

Retention  period:  Not  specified.  26 
CFR  53.4945-4(0  (6) 

(b)  Grants  to  organizations.  To  main- 
tain copy  of  expenditure  responsibility 
agreement  signed  by  grantee  organiza- 
tion; records  of  receipts  and  expendi- 
tures; and  copies  of  reports  required  to 
be  part  of  records. 

Retention  period:  4  years  after  com- 
pletion of  use  of  grant  fimds.  26 
CFR  53.4945-5(b)  (3),  53.4945-5(0  (3 L 
53. 4945-5 (d)(3) 

(c)  Program-related  investments.  To 
maintain  books  and  records  adequate  to 
provide  information  required. 

Retention  period:  Not  specified.  26 
CFR  53.4945-5(b)  (4) 

4.76a  Persons  subject  lo  lax  as  private 
foundation.*-. 

To  maintain  complete  and  detailed 
records  sufficient  to  enable  the  district 
director  to  determine  accurately  the 
amount  of  tax  liability. 

Retention  period:  So  long  as  the  con- 
tents thereof  may  become  material  in 
the  administration  of  any  Internal  Rev- 
enue law.  26  CFR  53.6001-1  (a) ,  53.6001- 


1(b),  53.6001-1(0    (retention:    53,6001- 
1) 

4.77  Persons  claiming  credit  or  refund 
due  to  repeal  of  manufacturer's  ex- 
cise tax  on  passenger  automobilee, 
light  dutv  trucks,  etc.  (Revenue  .Act 
of  1971) 

To  maintain  records  sufficient  to  sup- 
port claim,  including  inventories,  written 
statement,  and  other  information  speci- 
fi'-'d  in  section  cited. 

Retention  period:  Not  specified.  26 
CFR  142.1-lid)  <3i,  142.1-l(g)  (3),  142.1- 
1(1)  (2),  142.2-l(a)  (4),  142.2-l(e),  142. 
2-2(a)(4),  142.2-2(c)(4),  142.2-3(1) 

4.78  Manufacturers  claiming  exemption, 
credit  or  refund,  or  tax-free  sales 
under  regulations  of  Uic  Excise  Tax 
Reduction  .Act  of  1965. 

To  maintain  all  records,  statements, 
exemption  certificates,  and  inventories 
to  substantiate  tax-free  sales  or  claims. 
as  specified  in  sections  cited. 

Retention  period:  Not  specified.  26 
CFR  145.2-l(e'.  145.2-2(a)  (2  i .  145.2-2 
(c)  14),  145.2-4(b),  145.2-5(f).  145.4-l(b) 

4.79  Persons  involved  in  acquisitions  of 
foreign  stock  or  debt  obligations:  in- 
terest equalization  lax. 

To  maintain  certificates  of  American 
ownership,  copies  of  confirmations  of 
prior  American  ownership,  records  of 
withholding,  financial  records,  and  such 
other  documents  or  records  as  specified 
In  section  cited. 

Retention  period:  So  long  as  contents 
thereof  may  become  material  in  the  ad- 
ministration of  anv  Internal  Revenue 
law.  26  CFR  147.2(a)(3).  147.4-l(d)  (8). 
147.5-1'b)  ;2),  147  5-2'g),  147.3(b)(4), 
147.7-6(b)(l).  147,7-7(g).  147.7-9(f). 
147.8-4  (retention:   147.8-4(d) ) 

4.80  Retailers,  manufacturers,  or  com- 
munications facilities  claiming  tax- 
free  sales  or  services  to  nonprofit 
educational  organizations. 

To  maintain  exemption  certificate, 
together  with  records  of  goods  sold,  serv- 
ices rendered,  or  facilities  furnished. 

Retention  period:  At  least  3  years  from 
date  tax  would  have  become  due.  if  pay- 
able 26  CFR  148.1-4 

4.81  .Sellers  and  purchasers  claiming 
lax-free  sales  of  aircraft  fuel  for  non- 
ta.xable  purposes. 

To  maintain  exemption  certificates 
and  proper  supporting  records,  including 
receipts,  invoices,  and  orders  relating  to 
tax-free  sales. 

Retention  period:  Not  specified.  26 
CFR  154.1-1 

4.82  Persons  transporting  property  by 
air. 

To  maintain  exemption  certificates, 
statements,  documentary  evidence  of  ex- 
portation and  any  other  records  as  speci- 
fied in  section  cited. 

Retention  period:  At  least  3  years.  26 
CFR  154.2-1 

4.83  Persons  acquiring  secondhand  civil 
aircraft. 

To  maintain  evidence  showing  whether 
or  not  there  was  taxable  use  prior  to  ac- 


quisition, or  evidence  of  reasons  whj-  un- 
able to  obtain  such  evidence. 

Retention  period:  Not  specified.  26 
CFR  154.3-l(di(4) 

Persons  needing  further  informotion  abotff 
listed  record  retention  requirements  should  con- 
tact the  following: 

Mr.  Jock  L.  Oleson,  Chief,  Bulletin  Section, 
Technical  Publications  Branch  (T  FP:P),  Intemol 
Revenue  Service,  1111  Constitvtion  Avenue 
NW.,  Room  2S71,  Washington,  DC  20224. 
Tc-lephone:  20^-566-3129. 

5.   Office  of  Foreign  Assets  Control 

r>  1  Pfr«ons  engaged  in  transactions 
subjeri  to  Foreign  A»sel8  (".ontrol 
Hepulationii.  Transaction  (onlrol 
Regulations.  Cuban  Assets  Control 
Re;;ulHlions,  Foreign  Funds  Control 
R<  eulHlions.  arid  Rhodoian  Sanc- 
tions   Hcgxilations. 

1  0  keep  a  full  record  of  each  tran&ac- 
tion  subiect  to  the  provisions  of  31  CFR 
Ch.  V,  whether  effected  pursuant  to  li- 
cense or  not. 

Retention  period :  At  least  2  years  after 
date  of  transaction.  31  CFR  600  601, 
500.804.  505  40.  505  60.  515  601,  515  804, 
620.601,  520.804,  530.601.  530.804 

Persons  needing  further  informotior,  obout 
listed  record  retention  re<?uirements  should  co"- 
toct  the  following 

Mr  Dennis  OConneil,  Dcporltnent  ot  tne 
Treasury,  Office  of  Foreign  Assets  Control,  15th 
ond  Pennsylvonio  Avenue  NW  ,  Washington, 
DC   20220   Telephone    202-376-0236 

6.    [Reserved! 

7.    Office    of    Law    Enforcement 

7.1  Corporations,  partnerships,  individ- 
uals, and  a— -oriations  having  in- 
terests in  foreign  financial  accounts. 

To  maintain  records  of  all  foreign 
financial  accounts  which  are  indicated 
on  Federal  Income  tax  form. 

Fletention  pertod:  5  years  31  CFR 
103.32 

7.2  Financial  in-titutions. 

To  maintain  either  the  original  or  a 
copy  of  records  of  (a)  extensions  of 
credit  exceeding  $5,000.  except  those  se- 
cured by  real  property ;  and  •  b '  advice, 
request,  or  instruction,  received  or  given 
to  another  financial  Institution  or  per- 
son, regarding  a  transtiction  resulting  in 
the  transfer  of  more  than  $10,000  to  a 
person,  account,  or  place  outside  the 
United  States. 

Retention  period:  5  years.  31  CFR 
10333  'retention:  103.36> 

7.3  Uanks. 

To  maintain  a  record  of  the  taxpayer 
Identification  number  or  social  security 
number  of  persons  who  open  deposit  or 
share  accounts  after  June  30,  1972:  and 
to  maintain  such  other  records  as  indi- 
cated in  section  cited. 

Retention  period :  2  years  for  records 
needed  to  reconstruct  a  demand  deposit 
account,  or  trace  a  check  through  the 
domestic  processing  system  or  to  supply 
a  description  of  a  deposited  check  over 
$100;  5  years  for  all  other  records.  31 
CFR  103.34  (retention:  103.36.1 
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7.t       Bn»ker8    and    dealer-     in     >«Turitit'«. 

To  maintain  a  record  of  the  taxpayer 
Identlflcatlon  number  or  social  security 
number  for  persons  who  opf n  brokerage 
accounts  after  June  30.  1972.  and  to 
maintain  such  other  records  as  Indicated 
In  section  cited. 

Retention  period:  5  years.  31  CFR 
103.35  tretentlon:  103.36) 

Persons  needing  further  InformaHon  about 
lilted  record  retention  requirements  should  coo- 
tact  the  following: 

Mr  Robert  J  Stonliey,  Jr  ,  Department  of  tha 
Treasury,  Office  of  Law  Enforcement,  15th  ond 
Pennsylvania  Avenue  NW  ,  Washington,  DC. 
20220    Telephone    202-566-5630. 

8.   Bureau    of   Alcohol,    Tobacco   and 
Firearms 

Liquors 

8.1  Manuf;iilurprs  recovering  laxpaid 
■IcohoL 

To  keep  records  of  dtstllled  spirits  re- 
covered from  dregs  or  marc  of  percola- 
tion or  extraction,  or  from  medicines, 
me<iiclnal  preparations,  food  products, 
flavors,  or  flavoring  extracts  and  the  sub- 
sequent use  to  which  such  recovered 
spirits  are  put. 

Retention  period:  Not  less  than  2 
years.  27  CFR  170  617 

8.2  Persons  disponing  of  .«ub»lanec«  or 
■rticle*  of  llie  rhararlrr  a»ed  in  man- 
ufartiirini;  digtillc<l  spirits,  or  dispo*- 
ing  of  containers  of  the  rharacter 
used    for    packaging   distilled   spirits. 

To  keep  records  pertaining  to  the 
disposition  of  such  substances  or  ar- 
ticles or  containers. 

Retention  period:  3  years.  27  CFR 
173.15 

8.3  Persons  manufacturing  liquor  bot- 
tles. 

To  keep  records  of  the  receipt,  manu- 
facture, and  disposition  of  liquor  bottles. 

Retention  period:  3  years.  27  CFR 
173.39  (retention:  173.15) 

8.4  Wliolesale  dealers  in  distilled  spirits 
(except  proprietors  of  distilled  spirits 
plants,  who  are  subject  to  the  reeord 
keeping  provLsions  of  27  CFR  Part 
201). 

To  keep  la)  dally  records  of  the  phys- 
ical receipt  and  disposition  of  dlstUled 
spirits  (including  any  spirits  transferred 
between  wholesale  and  retaU  depart- 
ments of  the  dealer's  own  premises) , 
copies  of  all  Invoices  or  memorandum 
shipping  records,  and  a  dally  lor  less 
frequent.  Interval  if  authorized*  recapit- 
ulation record  showing  total  quantities  of 
bottled  and  packaged  spirits  received 
and  disposed  of  during  the  day;  and  (b) 
file  copies  of  reports  on  Forms  52A  and 
52B  (unless  the  requirement  to  prepare 
and  submit  such  forms  Is  waived)  and 
338. 

Retention  period:  Not  less  than  3 
years.  fa>  27  CFR  194  221,  194  223.  194.- 
225-194.230.  194.238;  (b)  194.231.  194.- 
234-194.238  < retention:  194J242) 


8.5  Wliolesale    dealers    in    wine   and/or 
beer. 

To  keep  a  cMnplete  record  of  all  wines 
and  beer  received,  showing  the  quantities 
thereof,  from  whom  received,  and  the 
receiving  dates. 

Retention  period:  Not  less  than  2 
years.  27  CFR  194.222,  194.223  t  reten- 
tion:  194.222,  194.242) 

8.6  Retail  liquor  dealers. 

To  keep  a  complete  record  of  all  dis- 
tilled spirits,  wines,  and  beer  received 
showing  the  quantities  thereof,  from 
whom  received,  and  the  receiving  dates; 
a  record  of  each  sale  of  distilled  spirits, 
wines,  or  beer  In  quantities  of  20  wine 
gEillons  or  more  to  the  same  person  at 
the  same  time,  showing  the  date  of  sale, 
the  name  and  address  of  the  purchaser, 
the  kind  and  quantity  of  each  kind  of 
liquors  sold,  the  serial  niombers  of  all 
full  cases  of  dlstlUed  spirits  included  In 
the  sale;  and  the  delivery  receipt  sup- 
porting each  entry  In  the  sales  record. 

Retention  period:  Not  less  than  2 
years.  27  CFR  194.223,  194.238,  194.239 
(retention:  194.242) 

8.7  Liquor  dealers  packaging  alcohol  for 
industrial  uses. 

To  keep  records,  dally,  showing  bulk 
alcohol  received,  dumped  for  packag- 
ing, packaged,  strip  stamped,  and  dis- 
posed of,  including  the  name  and  address 
of  each  consignor  and  consignee.  To 
keep  copies  of  quarterly  reports  of  strip 
stamp  transactions  (Form  2260)  and 
monthly  reports  of  bulk  alcohol  trans- 
actions (Form  2733) . 

Retention  period:  Not  less  than  2 
years.  27  CFR  194.271  (retention: 
194.242) 

8.8  Proprietors  of  vinegar  factories. 

To  keep  dally  records  of  operations, 
showing  the  kind  and  quanti^  of  fer- 
menting and  distilling  material  received, 
produced,  used  and  removed  from  the 
premises,  the  quantity  of  mash  set,  the 
quantity  of  low  wines  produced  and  used, 
the  qimntity  of  vinegar  produced  and  re- 
moved, and  the  identity  of  each  con- 
signor and  consignee:  and  copies  of 
monthly  reports  (Form  1623). 

Retention  period:  Not  less  than  2 
years.  27  CFR  195.152,  195.153,  195  155, 
195.159—195.161.  195.175,  1W.176  (reten- 
Uon:  195.177) 

8.9  .Manufacturers   and   vendors   of  di»- 

tilUng  apparatus. 

(1)  In  the  case  of  any  distilling  appa- 
ratus removed  for  exportation  without 
payment  of  tax,  to  keep  a  copy  of  each 
bill  of  lading  covering  exportation  or  con- 
signment to  a  foreign- trade  zone; 

(2)  In  the  case  of  distilling  apparatus 
for  domestic  use  for  purposes  other  than 
dlstming  (as  defined  in  26  CFR  196.10), 
to  keep  a  record  showing  the  apparatus 
manufactured,  received,  and  removed  or 
otherwise  disposed  of,  the  name  and  ad- 
dress of  each  purchaser,  and  the  purpose 
for  which  each  still  is  to  b«  used. 


Retention   period:    Not  less    than    2 

years.  27  CFR  196.62,  196.80,  196.82. 

8.10  Mannfaeturer*      of       nonbevera^ 
prodacts  claiming  drawback. 

(a)  To  keep  a  copy  of  each  approved 
quantitative  formula  (Form  1678) . 

Retention  period:  Not  less  than  2 
years  from  the  date  of  filing  last  claim 
for  drawback  imder  such  formula.  28 
CFR  197.95  (retention:  197.133) 

(b)  To  keep  records  showing  the  dis- 
tilled spirits  received  and  used,  the 
products  produced,  and  the  dlsposltioD  of 
such  products;  and  all  Forms  179  and 
bills  of  lading  relating  to  the  spirits 
shipped  to  him 

Retention  period:  Not  less  than  2 
years.  27  CFR  197.95,  197.99,  197.130- 
197.132  (retention:  197.133) 

8.11  Proprietors  of  Tolatile  fruit- flavor 
concentrate  plants. 

(a)  To  keep  daily  records  showing 
processing  material  used;  laxxessing  ma- 
terial removed  and  the  reason  for  s^Jch 
removal;  concentrate  produced,  used, 
and  removed,  and  returned  concentrates 
received;  substances  received  for  uae  In 
rendering  concentrate  unfit  for  use  as  a 
beverage,  and  the  use  or  other  disposi- 
tion of  such  substances;  and  the  name 
and  address  of  each  person  to  whom 
processing  material  or  concentrate  is 
shipped  and.  in  the  case  of  concentrates 
shipped  to  or  returned  by  a  bonded  wine 
cellar,  the  registry  number  of  such 
bonded  wine  ceUair  and  the  identity  of 
such  concentrate. 

(b)  To  keep  file  copies  of  Form  3874, 
Notice  of  Transfer  of  Pmlt-Plavor  Con- 
centrate. 

(c)  To  keep  file  copies  of  monthly 
reports  (Form  1695) . 

Retention  period:  Not  less  than  2 
years.  27  CFR  198.111.  198.112,  198.116. 
198.117.  198.121—198.125  (retention: 
198.121) 

8.12  Scientific  institutions  and  cirfleges 
of  learning  authorized  U>  conduct 
experimental  or  research  operations. 

To  keep  records,  dally,  of  quantities  of 
spirits  produced,  received,  and  used. 

Retention  period :  Not  less  than  4  years. 
27  CFR  201.72  (retention:  201.612) 

8.13  Person*  receiving  distilling  ma- 
terial from  the  bonded  premise*  of  a 
distilled  spirit*  plant. 

To  keep  records  of  the  receipt,  use. 
and  disposition  of  such  material. 

Retention  period :  Not  less  than  4  years. 
27  CFR  201.74  (retention:  201.612) 

8.14  Proprietors      of      distilled      spiriu 

plant*. 

(a)  PTvduction.  To  keep,  as  pre- 
scribed by  regulations,  records  and  copies 
of  the  applications,  schedules,  notices, 
and  reports  of  transactions  and  opera- 
tions relating  to  production  facilities,  in- 
cluding the  receipt,  use,  and  dlspositioo 
of  fermenUng  and  distilling  materials: 
the  production  of  spirits  and  denatured 
spirits;  the  production  and  disposition  of 
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distillates  and  chemical  byproducts; 
losses  in  production  processes:  inven- 
tories; and  the  taking  of  samples. 

Retention  period:  Not  lea  than  4 
years.  27  CFR  201.261,  201.262,  201.264, 
201.265,  201.268,  201.269.  201.271,  201.274, 
201.275,  201.278,  201.279,  201.662,  201.582, 
201.587,  201.603,  201.611,  201.612.  201.61«J- 
201.620,  201.626,  201.627,  201.630,  201.630b. 
201.631a,  201.633  (retention:  201.612) 

(b)  Storage  in  bond.  To  keep,  aa 
prescribed  by  regulations,  records  and 
copies  of  the  applications.  schediUes, 
notices,  and  reports  of  transactions  and 
operations  relating  to  the  receipt  and 
storage  of  spirits  and  denatured  spirits; 
Qtiick -aging;  addition  of  oak  chips  or 
caramel;  repairing,  filUng,  and  changing 
packages;  mingling  and  consolidation  of 
spirits;  blending  of  beverage  rums  or 
brandies;  losses  and  voluntary  destruc- 
tion; Inventories;  and  the  taking  of 
samples. 

Retention  period:  Not  less  than  4 
years  from  the  date  thereof,  the  date 
transferred  to  an  inactive  file,  or  the 
date  the  spirits  covered  thereby  are  re- 
moved from  the  proprietor's  bonded 
premises,  as  applicable.  27  CFR  170.125, 
170.131,  201.291,  201.292.  261.294,  201.295, 
201.298,  201.302-201.308,  201.311,  201.312, 
201.312c.  201.312e,  201.313,  201.562, 
201.582.  201.583,  201.587,  201.603,  201.611, 
201.612,  201.616-201.618.  201.622,  201.626- 
201.630b,  201.631a,  201.633-201.634  (re- 
tention: 201.612) 

(c)  Bottling  on  bonded  premises.  To 
keep,  as  prescribed  by  regulations,  rec- 
ords and  copies  of  applications  and  re- 
ports relating  to  bottling  operations  on 
bonded  premises.  Including  bottling  In 
bond,  bottling  of  alcohol  before  taxpay- 
ment,  bottling  losses  and  gains,  strip 
stamp  transactions,  and  rebottllng,  re- 
labeling, and  restamplng  operations. 

Retention  period :  Not  less  than  4  years 
from  the  date  the  bottled  spirits  are  re- 
moved from  the  proprietor's  bonded 
premises.  27  CFR  201.322.  201.327. 
201.336-201.338,  201.341-201J43.  201.346- 
201.348,  201.352,  201.543,  201.546,  201.611, 
201.612.  201.616-201.618.  201.622,  201.624, 
201.633.    201.633a     (retention:     201.612) 

'd)  Transfers  and  tcithdraicals.  To 
keep,  as  prescribed  by  regulations,  rec- 
ords and  copies  of  application5,  notices, 
and  withdrawal  and  ta.xpayment  forms 
relating  to  transfer  and  withdrawal  of 
spirits  and  denatured  spirits,  including 
transfers  between  bonded  premises,  re- 
movals from  storage  to  production  fa- 
cilities, determination  and  payment  of 
tax  and  removal  of  spirits  after  taxpay- 
ment,  withdrawals  without  payment  of 
tax.  and  withdrawals  free  of  tax. 

Retention  period;  Not  less  than  4 
years  from  the  date  thereon,  the  date 
transferred  to  an  Inactive  file,  or  the  date 
the  spirits  covered  thereby  are  removed 
from  the  proprietor's  bonded  premises, 
as  applicable.  27  CFR  201.363.  201  364, 
201.366-201.380,  201.381-201.385.  201.387, 
201.388.  201.390.  201.393.  201.394,  201.602, 
201.603,  201.606,  201.611,  201.612,  201.614, 
201.616-201.618,  201.622,  201.624,  201.628. 
201.629,     201.633      (retenUon:     201.612.1 

(e)  Denatwation.  To  keep,  as  pre- 
scribed by  regulations,  records  and  copies 
of    statCTaents,    certifications,    appllca- 


tltms,  notleea,  and  reports  relating  to 
denaturing  transactions  and  operattont, 
InchMimg  recetiit.  teat,  oae,  and  dlsposl- 
taf»  flf  denateranta  and  the  denatoratton 
of  spirits  (including  redenaturatlon  and 
restoration  of  recovered  denatured 
^IritB  and  articles) . 

Retention  period:  Not  less  than  4 
years.  27  CFR  201.404.  201.406-201.408, 
201.410,  201.602,  201.603,  201.611,  201.612, 
201.614.  201.616-201.618.  201.621,  201.626, 
201.630.  201633  i  retention:  201.612' 
(f)  Rectification  and  bottling  on 
bottling  premises.  To  keep,  as  pre- 
scribed by  regulations,  records  and 
copies  of  applications,  affidavits,  state- 
ments, reports,  and  taxpayment  forms 
relating  to  transactions  and  operations 
on  bottling  premises.  Including  the 
receipt,  use.  and  disposition  of  flavoring 
materials  and  of  taxpaid  spirits  and 
wines;  rectification  of  spirits  and  wines; 
production  of  vodka  and  gin  by  redistil- 
lation; packaging,  bottling,  and  removal 
of  rectified  and  unrectlfied  spirits  and 
wines:  tax  liability  accounts;  tax  pay- 
ment: stamping;  operational  losses: 
disaster  losses;  voluntary  destruction  of 
spirits;  Inventories;  and  rebottllng,  re- 
labeling, and  restamplng  operations. 

Retention  period:  Not  less  than  4 
years.  27  CFR  170.60,  170.61.  170.6::, 
201  4^6,  201.427,  201.430,  201.432,  201.435, 
201.444,  201  446,  201.448,  201.450,  201.451, 
201.452,  201.454,  201.455,  201.460,  201.463- 
201.466,  201.470,  201.470f.  201.482-201.484, 
201.487,  201.490,  201.492,  201.543,  201.551, 
201.562.  201.563,  201.611,  201.612,  201.614. 
201.616-201.618,  201.623,  201.624,  201.627, 
201.630.  201633,  201.633a  (retention: 
201  612' 

(g)  Wholesale  liquor  dealer  and  tax- 
paid  storeroom  operations.  To  keep 
daily  records  of  the  receipt  and  disposi- 
tion of  distilled  spirits  and  wines  at  such 
premises,  and  of  restamplng  operations, 
and  to  keep  copies  of  periodic  reports  of 
spirits  received  at  and  removed  from 
such  premises. 

Retention  period:  Not  less  than  4 
vears.  27  CFR  194.224,  201.611,  201.612. 
201.614,  201.616,  201.618,  201.625,  201.634 
(retention:  201.612' 

(h)  Receipt,  use,  and  disposition  of 
liiTuor  bottles.  To  keep,  as  prescribed  by 
regtilations,  records  covering  the  receipt, 
use.  and  disposition  of  liquor  bottles  in 
such  manner  as  to  enable  any  internal 
revenue  oflQcer  to  verify  and  trace  the 
receipt  and  disposition  of  such  bottles. 
Retention  period:  Not  less  than  4 
years.  27  CFR  201630a  (retention; 
201.612) 

8.13      I'lrr*  of  rubbing  ah-olml  ba«e. 

To  keep  such  records  as  will  enable  an 
internal  revenue  ofBcer  to  verify  and 
trace  the  receipt  of  rubbing  alcohol  base; 
records  of  production,  bottling,  and  dis- 
tribution of  such  alcohol.  

Retention  period:  3  to  6  years  27  CFR 
211.190e  (retention:  211.273) 

8-16      Dealers  in  and  a5er«  of  complctelr 
denatured  alcohol. 

To  keep  such  records  as  will  enable  an 
internal  revenue  ofllcer  to  verify  and 
trace  the  receipt,  storage,  aind  dlsixwal  of 
such  alcohol 


Reteitlon  period:  3  to  6  years.  27 
CFR  211.118,  211.125,  211.261,  311.373, 
311.274  (retention:  211.373) 

8.17  Manufacturers  of  and  deal«r*  in 
proprietary  anti-frecsc  nuide  with 
complrlelj  denatured  alcohol. 

To  keep  such  records  as  will  enable  an 
internal  revenue  officer  to  verify  and 
trace  the  production,  receipts,  storage, 
and  disposal  of  such  products. 

Retention  period:  3  to  6  years  27 
CFR  211.125.  211.262,  311.273,  211.274 
(retenUon:   211.273) 

8.18  PeT!«on!«  recovering  eompletelv  de- 
natured alcohol  and  articles. 

To  keep  such  records  as  will  enable  an 
Internal  revenue  officer  to  verify  and 
trace  recovery,  redenattiratlon  (if  any) 
and  reuse;  to  keep  copies  of  monthly 
reports. 

Retention  pen(xi:  3  to  6  years.  27 
CTR    211.212.    211.214,    211.215,    211.218. 

211.263.  211.269,  211.273,  311.274  (reten- 
tion:  211273) 

8.1^  Dealers  in  speeiallv  denatured 
spirits. 

To  keep  records  and  copies  of  all  ap- 
plications, notices,  and  reports  reflecting 
details  of  procurement,  packaging,  losses, 
and  disposition  of  specially  denattired 
spirits. 

Retention  pericxi:  3  to  6  years.  27 
CFR  211.139,  211.145.  211.148.  211.234. 
211.241.  211.243.  211.251-211J253,  211.255, 

211.264,  211.270,  211.272-211.274,  211.285 
(retenUon:  211.273) 

8.20  Users  of  specially  denatured  spirits. 

To  keep  records  and  copies  of  all  ap- 
plications, notices,  and  reports  reflect- 
ing details  of  <&>  specially  denatured 
spirits  received,  used,  recovered  (includ- 
ing redenaturatlon).  lost,  and  other- 
wise disposed  of,  and  (b)  products  and 
articles  manufactured  and  the  disposi- 
tion of  such  products  and  articles. 

Retention  period:  3  to  6  year?  27 
CFR  311.159,  211  188,  311.312,  211.214, 
211.215  211.318,  211.241-211.243.  211.251- 
211.253,  211.255,  211.265-211.267,  211- 
371-211.274  (retenUon:  211.273' 

8.21  Reproce««ors,  repackagers,  and 
bottlers  of  bay  mm,  skin  and  hair 
lotions,  and  similar  products  and 
puprliasers  of  such  products  in  con- 
tainers larger  than  1  gallon  for 
resale. 

To  keep  records  of  receipt,  manufac- 
ture, packaging,  bottling,  and  sales. 

Retention  period:  3  to  6  years.  27 
CFR  211.265-211.267,  211.272-211.374 
(retenUon:  211.273 > 

8.22  Dealers  in  and  n.«ers  of  proprie- 
tary solvent*  and  special  induatrial 
solvents. 

To  keep  records  of  receipt.,  use.  and 
disposition. 

Retention  period:  3  to  6  years.  27  CFR 
211.268.  211.272-211.274  (retention: 
211.273) 

8.23  Users  of  tax-free  alcohol. 

To  keep  records  and  copies  of  all  ap- 
plications, notices,  and  reports  relating 
to  receipt,  use,  recovery  (Including  rea- 
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loration' .  losses,  and  Inventories  of  tax- 
free  alcohol.  

Retention  period;  3  to  6  years.  27  CTFR 
213.116.  213  134.  213  151-213.153,  213.- 
161-213.163.  213.165.  213.171-213.176  (re- 
tention: 213.175) 

8.2 1  Pr«>prirt()r*  of  taxpaid  wine  bot- 
tling   houjies. 

To  keep  records  of  wine  received, 
bottled,  packaged,  and  removed,  and 
of  semiannual  and  special  Inventories. 

Retention  ixriod:  3  years.  27  CFR 
231.110-231.114  (retention:  231.114) 

8.25  Person.'*  (other  than  proprietor* 
of  lK>nded  wine  cellarB)  producing 
wine  for  fdniily  use. 

To  keep  the  copy  of  the  registration 

(Form  1541  >  at  tlie  place  of  manufacture. 

Retention  period :  While  the  wine  pro- 
duced pursuant  thereto  remains  on  hand. 
27  Cf'R  240  542 

8.26  L'niver<<itif!«,  colleges  of  learning, 
and  institutions  of  scientific  research 
authorized  to  conduct  wine  experi- 
nienlal    or   reiearch    operation."!. 

To  keep  copies  of  approved  applica- 
tions and  appropriate  reconls  of  experi- 
ments and  research. 

Retention  period:  3  to  6  years.  27  CFR 
240.546-240.549.  240.731,  240  732,  240  924 
(retention:  240.924) 

8.27  Proprietors  of  vinegar  planlK  re- 
ceiving wine  free  of  tax  for  use  ia 
manufacturing  vinegar. 

To  keep  records  showing  receipt  and 
U5e  of  wine,  and  vinegar  produced  and 
disposed  of. 

Retention  period:  Not  specified.  27 
CF-R  240. 55e.  240.657 

8.28  Proprietors  of  bonded  wine  rellar«. 

'  a '  Production  of  wine,  nonbeverage 
wine,  distUIlng  material,  vinegar  stock, 
and  commercial  fruit  products.  To  keep, 
as  prescribed  by  regulations,  records  and 
copies  of  all  applications,  notices,  state- 
ments, and  reports  of  transactions  and 
operations  relating  to  the  receipt  and  use 
or  other  disposition  of  basic  winemaklng 
materials  such  as  fruit,  or  Juice,  or  con- 
centrated Juice,  and  of  sugar,  acids, 
chemicals,  preservatives,  distillates,  wine 
spirits,  volatile  fruit-flavor  concentrates, 
and  other  material.'^  used  In  production 
of  wine,  nonbeverage  wine,  and  allied 
products  and  in  cellar  and  finishing 
operations:  fermentation;  amelioration 
and  sweetening:  baking:  use  of  carbon 
dioxide  in  still  wines:  removal  of  excess 
color  in  white  wine:  reduction  of  acid 
content:  and  other  cellar  and  flni.'=;hlng 
treatment  of  wines. 

Retention  period:  3  to  6  years.  27  CFR 
170  683.  170.686.  170  690.  240.359a.  240.- 
362.  240  363.  240  366,  240.367  240.368. 
240.375-240.379.  240.382-240  385.  240.402, 
240  406.  240  407.  240  408,  240.409.  240.443, 
240  484-240.487,  240491,  240.525-240.- 
527a.  240.532,  240.537,  240  771,  240.773, 
240  822.  240.826.  240  832-240.834,  240.- 
836,  240.837,  240.890.  240  892,  240.900, 
240904,  240.908-240.911,  240.913-240.919, 
240  922-240.925  (retention:  240.924) 

( b  >  Storage  in  bond,  filling  bottles  and 
containers,  voluntary  destruction,  recon- 


ditioning of  foreign  wine,  losses,  and 
Inventories.  To  keep,  as  prescribed  by 
regulations,  records  and  copies  of  all  ap- 
plications, notices,  and  reports  relating 
to  the  receipt  and  storage  of  wine,  wine 
spirits,  nonbeverage  wine,  and  volatile 
fruit-flavor  concentrates  on  bonded 
premises;  bottling,  casing,  and  the  filling 
of  containers:  losses  and  voluntary  de- 
struction; and  semiannual  and  special 
inventories. 

Retention  period:  3  to  6  years.  27 
CFR  170.691,  240.359a.  240.534,  240.561, 
240.751.  240.753,  240.783,  240.786-240.789. 
240.804,  240.854-240.858,  240.871,  240.900. 
240.903,  240.912,  240.913,  240916,  240.922- 
240.925  (retention:  240.924) 

(c>  Transfers  and  removals.  To  keep, 
as  required  by  regulations,  records  and 
copies  of  all  applications,  notices,  trans- 
fer and  withdrawal  forms,  and  returns 
relatLng  to  wine,  wme  spirits,  and  non- 
beverage wine.  Including  transfers  be- 
tween bonded  premises,  return  of  wine  to 
bonded  storage,  return  of  concentrates 
to  volatile  fruJt-flavor  concentrate 
plants,  tax  payment  and  removal,  with- 
drawal free  of  tax  and  without  payment 
of  tax.  disposition  of  lees  and  other  resi- 
dues, and  the  disposition  of  commercial 
fi-uit  products  and  other  allied  prcxlucts. 

Retention  period:  3  to  6  years.  27 
CFR  170.687.  240.359b,  240.590-240.592. 
240.600.  240.613-240.615.  240.618-240.620. 
240.630.  240.633,  240.652,  240.660.  240.662, 
240.672.  240.722,  240.726.  240.730,  240.732. 
240.741,  240.743,  240.746,  240.761-240.763. 
240.802,  240  804,  240.839.  240.871.  240.892, 
240.900-240.902,  240  904,  240.920.  240.922- 
240.925  (retention;  240  924) 

( d )  Taxpaid  storeroom  operations.  To 
keep  records  of  receipt  and  disposition. 

Retention  period:  3  to  6  years.  27 
CFR  170.690.  240.801,  240.921-240.925 
(retention:  240.924) 

8.29      Ftrewers. 

To  keep,  as  required  by  regulations, 
records  and  copies  of  all  applications, 
statements,  notices,  tax  returns,  and 
reports  of  brewery  operations  and  trana- 
actions  relating  to  receipt  and  use  or 
disposition  of  brewing  materials;  pro- 
duction of  beer  and  cereal  beverages; 
production  of  wort,  wort  concentrate, 
malt  sirup,  and  malt  extract  for  sale  or 
removal;  beer  entered  into  concentration 
process:  concentrate  produced,  received. 
and  used  in  reconstituting  beer;  beer  re- 
constituted; transfers  of  beer  and  beer 
concentrate  between  breweries  of  same 
ownership;  removals  of  yeast  and  malt; 
removal  of  beer  unfit  for  beverage  use; 
racking  and  bottling  operations;  losses; 
voluntary  destruction;  beer  returned  to 
the  brewery;  beer  procured  from  another 
brewer;  removal  of  cereal  beverage;  re- 
moval of  beer  for  sale  or  consumption; 
removal  of  beer  free  of  tax;  removal  of 
beer  and  beer  concentrate  without  pay- 
ment of  tax;  removal  of  wort,  wort  con- 
centrate, malt  sh-up.  and  malt  extract; 
beer  cons'om.ed  at  the  brewery  and  in- 
ventories of  brewing  materials,  beer  and 
cereal  beverage  in  process,  concentrate, 
and  finished  beer  and  cereal  beverage 
on  hand. 


Retention  period:  Not  less  than  4 
years.  27  CFR  245.135,  245.136.  245.145- 
245.148.  245.152,  245.153,  245.155,  245.- 
157,  245.158,  245.161.  245.205-245.208. 
245.210,  245  215,  245.225-245.227.  245.230, 
245.232.  245.233.  245.243,  245.245  (reten- 
tion: 245.232; 

8.30  Proprietors  of  pilot  brewing  plants. 

To  keep,  as  required  by  regtilatlons, 
records  Including  information  sufQcient 
to  account  for  the  receipt,  production, 
and  disposition  of  aU  beer  received  or 
produced  on  the  premises  and  the  re- 
ceipt (and  disposition.  If  removed)  of  all 
brewing  materials. 

Retention  period:  Not  less  than  4  years. 
27  CFR  245.256  (retention:  245.232 » 

8.31  Proprietors  of  bonded  warehouses 
or  bonded  processing  rooms  in 
Puerto  Rico  withdrawing  spirits  of 
Puerto  Rican  manufacture  for  shiiH 
nient  to  the  United  States. 

To  keep  file  copies  of  Forms  2899,  2901. 
2925.  and  2630. 

Retention  period:  Not  less  than  2  years. 
27  CFR  250.78-250.81,  250.112  (retention: 
250.276) 

8.32  Proprietors  of  rectifying  plants 
in  Puerto  Rico  withdrawing  spirits 
of  Puerto  Rican  manufacture  for 
shipment  to  the  United  States. 

To  keep  file  copies  of  Forms  2925  and 
2926. 

Retention  period :  Not  less  than  2  years. 
27  (IFR  250.85  (retention:  250.276) 

8.33  Proprietors  of  bonded  premises 
in  Puerto  Rico  withdrawing  wine  of 
Puerto  Rican  manufacture  for  ship- 
ment to  the  United  States. 

To  keep  file  copies  of  Forms  2900,  2927. 
and  2928. 

Retention  period:  Not  less  than  2 
years.  27  CFR  250.93-250.96,  250.112 
(retention:  250.276) 

8.34  Proprietors  of  bonded  premises 
in  Puerto  Rico  withdrawing  beer  of 
Puerto  Rican  manufacture  for  ship- 
ment to  the  United  Slates. 

To  keep  file  copies  of  Forms  2900,  2929, 
and  2930. 

Retention  period:  Not  less  than  2 
years.  27  CFR  250  102-250.105,  250.112 
(retention:  250.276) 

8.35  Shippers  of  licjuors  and  articles  of 
Puerto  Rican  manufacture  to  the 
United  Slates. 

To  keep  file  copies  of  Forms  487-B  and 
3039. 

Retention  period:  Not  less  than  2  years. 
27  CFR  250.88,  250.89,  250.116  (reten- 
tion: 250.276) 

8.36  Persons,  other  than  tourist*,  bring- 
ing hquors  into  the  United  .'states 
from  Puerto  Rico  or  the  Virgin 
Islands  (except  proprietors  of  dis- 
tilled spirits  plants). 

To  keep  records  and  copies  of  reports 
pertaining  to  receipt  and  disposition  of 
such  liquors  (except  while  In  customs 
custody)  In  accordance  with  27  CFR  Part 
194  (Liquor  E>ealer) . 

Retention  period:  At  least  2  years.  27 
CFR  250.163,  250.272  (retention:  194.242) 
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8.37  Proprietors  of  distilled  spirits 
planu  bringing  liquon  into  th« 
United  States  from  Puerto  Rico  or 
the  Virgin  Islands. 

To  keep  records  and  copies  of  reports 
of  transactions  pertaining  to  such  liquors 
In  accordance  with  27  CFR  Part  201 
(DisUlled  Spirits  Plants). 

Retention  period:  Not  less  than  4 
years.  27  CFR  250.164,  250.273  (reten- 
tion: 201.612) 

8.38  Importers  bringing  botded  dis- 
tilled spirits  into  the  United  State* 
from  the  Virgin  Islands. 

To  keep  dally  records  and  copies  of 
strip  stamp  reports. 

Retention  period:  Not  less  than  2 
years.  27  CFR  250.270,  250.271  (reten- 
tion:  250.276) 

8.39  Importers  of  distilled  spirit."  re- 
ceiving and  storing  used  liquor  bot- 
tles pending  return  to  Puerto  Rico  or 
the    Virgin    Islands    or    exportation- 

To  keep  records  of  the  receipt  smd  dis- 
position of  used  liquor  bottles. 

Retention  period:  Not  less  than  2  years. 
27  CFR  25C.319,  251.209  (retention: 
250.276.251.137)  ^ 

8.40  Importers  of  distilled  spirits. 

To  keep  dally  records  and  copies  of 
strip  stamp  reports. 

Retention    period:    Not   less    than    2 

years.   27  CFR  251.130,  251.131    (reten- 
tion:  251.137) 

8. 11  Importers  of  distilled  spirits,  wines, 
or  beer  (except  proprietors  of  prem- 
ises qualified  under  the  provisions  of 
Chapter  51,  I.R.C). 

To  keep  records  and  copies  of  reports 
of  the  receipt  and  disposition  of  sucli 
liquors  (except  while  In  customs  custody) 
In  accordance  with  27  CFR  Part  194 
(Liquor  Dealers) . 

Retention  period:  At  least  2  years.  27 
CFR  251.133  (retention:  251.137) 

8.42  Proprietor*  of  premises  qualified 
under  the  provisions  of  Qiapter  51, 
Internal  Revenue  Code,  importinc 
liquors. 

To  keep  records  and  copies  of  reports 
of  transactions  In  accordance  with  the 
regulations  governing  the  operations  of 
such  premises. 

Retention    period:    Not    less    than    2 
years.     27     CFR     251.134      'retention: 
251.137) 
8.13      Importers  of  li(iuor«.  r.Anipndedl 

To  keep  records,  documents  or  copies 
of  documents  supporting  such  records, 
and  copies  of  reports  required  to  be  sub- 
mitted to  the  regional  regulaton'  ad- 
ministrator or  to  the  district  director  of 
cvistoms. 

Retention  period:  Not  less  than  2 
years.  27  CFR  251.136,  251  137  (reten- 
tion: 251.137) 


8.44  Proprietors  of  distilled  spirita 
plants  who  transfer  distilled  apirits 
from  customs  ciistody  to  their 
bonded   premises. 

To  keep  file  copies  of  Form  2609. 
Retention  period:  Not  less  than  2  yean. 
27  CFR  251.172  'retention:  251.137) 

8.45  Proprietors  or  claimants  export- 
ing liquors  under  the  provisions  of 
27  CFR  Part  232. 

To  keep  file  copies  of  all  export  forms 
Involved,  and  the  records,  documents,  or 
copies  of  the  records  and  documents 
supporting  such  forms. 

Retention  period:  Not  less  than  2 
years.  27  CFR  252.45 

8.4^  Proprietors  of  distilled  spiriU 
plants. 

(1)  To  keep  a  copy  of  each  Form  206 
(with  attached  Form  2630.  If  any) 
covering  distilled  spirits  withdrawn  with- 
out payment  of  tax  for  exportation,  use 
on  vessels  and  aircraft,  transfer  to  a 
foreign-trade  zone,  or  transfer  to  a 
manufacturing  bonded  warehouse,  and 
any  return  of  the  spirits  so  withdra^rn  to 
the  distilled  spirits  plant. 

Retention  period:  Not  less  than  2 
years.  27  CYR  252.107.  252.118  (reten- 
tion: 252.451 

(2)  To  keep  a  copy  of  each  Form  206 
(with  attachments,  if  any)  covering  the 
withdrawal  of  specially  denatured  spirits, 
free  of  tax,  for  exportation  or  transfer 
to  a  foreign-trade  zone,  and  smy  return 
of  the  spirits  so  withdrawn  to  the  dis- 
tilled spirits  plant. 

Retention  period:  Not  less  than  2 
years.  27  CYR  252  153  (retention: 
252.45) 

8.47  Proprietors  of  bonded  wine  cellars. 

To  keep  a  copy  of  each  Form  206  cov- 
ering the  withdrawal  of  wine  without 
payment  of  tax  for  exportation,  use  on 
vessels  and  alrca"aft,  or  transfer  to  a 
manufacturing  bonded  warehouse,  and 
any  return  of  the  wine  so  withdrawn  to 
the  bonded  wine  cellsir. 

Retention  period:  Not  less  than  2 
years.  27  CFR  252.125,  252.133  <  reten- 
tion:  252.45) 

8.48  Brewers. 

To  keep  a  copy  of  each  Form  1689 
covermg  beer  removed  without  payment 
of  tax  for  use  as  supplier  on  vessels  and 
aircraft:  and  a  copy  of  each  Form  1689 
covering  beer,  and  Form  3021  covermg 
beer  concentrate,  removed  without  pay- 
ment of  tax  for  exportation  or  transfer 
to  a  foreign -trade  zone,  and  any  return 
to  the  brewery  of  the  beer  or  beer  con- 
centrate so  removed. 

Retention  period:  Not  less  than  2 
years.  27  CFR  252  145.  252  146.  252- 
150f— 252.150h  (retention:  252.45) 

8.49  Bottlers  or  packagers  of  distilled 
spirits  stamped  or  restamped  and 
marked,  especially  for  export  with 
benefit  of  drawback. 

To  keep  a  copy  of  each  Form  IS82 
(with  attachments.  If  any)  on  which 
claim  for  drawback  Is  filed. 


Retention  period:  Not  less  than  2 
years.  27  CFR  252.195.  252.195a  (reten- 
tion:  252.45) 

8.50      Exporters  of  wine. 

To  keep  a  copy  of  each  Form  1582-A 
on  which  claim  for  drawback  is  filed  and 
the  supporting  tax  certification  Form 
2605. 

Retention  period:  Not  less  than  2 
years.  27  CFR  252  215,  252.218  (reten- 
tion:  252.45) 

8.31  Brewers. 

To  keep  a  copy  of  each  Form  1582-B 
on  which  a  claim  for  drawback  is  filed. 

Retention  period:  Not  less  than  2 
years.  27  CFR  252.225-252.227  (reten- 
tion: 252.45) 

8.32  .Airline  withdrawins  di«impd  spirits 
or  wines  from  it»  stock  held  in  cus- 
toms CUstodv. 

To  keep  a  copy  of  each  requisition. 
Retention    period:    Not    less    than    2 
years.     27     CFR     252.280      (retention: 

252.45' 

Tobacco 

8.33  Mariufarturers  of  tob.icco  protlucts. 

To  keep  authorizations  to  employ 
alternate  methods  or  proceduree,  to  em- 
ploy emergency  variations  from  require- 
ments, to  engage  l.n  another  business 
within  the  factory,  to  use  alternate  means 
for  marking  packages  of  cigars  or  ciga- 
rettes, to  repackage  cigars  or  cigarettes, 
to  remove  cigars  or  cigarettes  In  t)ond  for 
experimental  purposes,  to  temporarily 
store  cigars  or  cigarettes  outside  of 
factory,  and  to  destroy  cigars  or  ciga- 
rettes without  supervision. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  opera- 
tions under  authorizations  granted  un- 
der Part';  270  and  295  are  concluded  Not 
specified  for  authorizations  granted 
under  Part  290  27  CFR  270  45-270  47. 
270.212,  270.217.  270.232,  270.251.  270.253, 
290.72.  290.73.  290.184.  295.21,  293.22  (re- 
tention under  Part  270:  270.185) 

8.54  Manufacturers  of  tobacco  products. 

To  keep  receipted  copy  of  each  semi- 
monthly tax  return.  Form  3071.  and  of 
each  prepasTnent  tax  return,  Form  2617. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  filed 
27  CFR  270.162,  270  167  (retention: 
270  185) 

8.55  Manufacturers  of  tobacco  products- 

To  keep  daily  records  of  his  opera- 
tions, either  commercial  records  or  in- 
ternal revenue  Form  3065  or  Form  3066. 
together  with  auxiliary  and  supplementiJ 
records  from  which  such  records  aire 
complied,  supportir  -ccords  of  cigars 
and  cigarettes  remuvjd  subject  to  tax 
and  transferred  tn  bond,  and  separate 
records  with  respect  to  Puerto  Rican 
cigars  and  cigarettes  released  from  cus- 
toms custody,  without  payment  of  tax. 
To  keep  dally  records  of  his  operations 
in  tobacco. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  made. 
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27  CFR  270  181.  270  182,  270  183,  270.184, 
270.186,  275.139  (retention:  270.185, 
275.22' 

8,  "6      Manufaiturers  of  tobacco  products. 

To  keep  a  copy  of  each  Inventory, 
Form  3067 

Retention  period:  3  years  following 
the  close  of  calendar  year  in  which  made. 

L'T  ChH  270  201   ■  retention:   270  185  • 

8..>7      .Manufacturers  of  tobacco  products. 

To  keep  a  copy  of  each  monthly  report. 
Form  3068,  together  with  copy  of  any 
supplemental  report  covering  cigars  and 
cigarettes  of  I*uerto  Rlcan  manufacture. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed. 
27  CFR  270.202,  275.141  'retention: 
270.185,275.22) 

8..">8      Manufacturers  of  tobacco  products. 

To  keep  a  copy  of  each  claim  for  abate- 
ment or  refund.  Form  843,  and  of  each 
claim  for  allowance,  credit,  or  remission. 
Form  2635.  together  with  any  verified 
Eupportini^  schedules.  Form  3069. 

Retention  period:  3  years  following 
clo-e  oi  calendar  year  in  which  filed.  27 
CFR  270.281-270.284,  270.286,  270.287  (re- 
tention: 270.1851 

8.  j'l       >Iaiiufacturcr«  of  tobacco  product*. 

To  keep  a  copy  of  each  notice  of  re- 
lease. Form  2145  or  Form  3072,  covering 
the  release  from  customs  custody  without 
payment  of  tax  or  certain  duty  of  Im- 
ported, returned,  or  Puerto  Rlcan  cigars, 
cigarettes,  or  cigarette  papers  or  tubes. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  release 
is  made  27  CFR  275.86,  275.138  (reten- 
tion: 275  22) 

8.'>0      Manufaclurtrs  of  tobacco  products. 

To  keep  a  copy  of  each  notice  of  re- 
movBd.  Form  2149,  covering  shipment  of 
cigars  and  cigarettes  removed,  without 
payment  of  tax,  for  export,  and  notice  of 
removal.  Form  2160,  covering  the  return 
of  such  products  to  the  factory. 

Retention  period:  2  years  following 
close  of  calendar  year  In  which  shipment 
was  removed  or  received.  27  CFR 
290.199,  290.201 

8.61  Manufacturers  of  tobacco  products. 
To  keep  a  supporting  record  showing 

appropriate  entries  with  respect  to  re- 
movals of  cigars  Eind  cigarettes,  without 
payment  of  tax,  for  use  of  the  United 
States. 

Retention  period:  3  years  following 
close  of  year  Ln  which  removal  waa 
made  27  CFR  295.51 

8.62  Manufacturers  of  cigarette  papers 
and  tubes. 

To  keep  a  copy  of  each  notice  of  re- 
lease. Form  2145  or  Form  3072,  covering 
tliC  release  from  customs  custody  with- 
out payment  of  tax  or  certain  duty  of 
Imported,  returned,  or  Puerto  Rlcan 
cigarette  papers  or  tubes. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  release 
is  marie  27  CFR  275.86.  275.138  'reten- 
tion: 275  22) 


8.63      Manufacturers  of  cigarette  papers 
and   tubes. 

To  keep  a  receipted  copy  of  each 
monthly  tax  return.  Form  2137, 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  made. 

27  CFR  285  25  'retention:  285.31  > 

8.61      Manufacturers  of  cigarette  papers 
and  tubes. 

To  keep  authorizations  to  employ 
alternate  methods  or  procedures  and  to 
employ  emergency  variations  from  re- 
quirements. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  opera- 
tions under  authorizations  granted  under 
Parts  285  and  295  are  concluded. 
Not  specified  for  authorizations  imder 
Part  230    27  CFR  285.34a,  285.35,  290.73, 

295.21.  295.22  < retention  under  Part  285: 
285.31) 

8. 6.5      Manufaiturers  of  cigarette  papers 
and   tubes. 

To  keep  a  copy  of  each  Inventory, 
Form  2132. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  mtwle. 

27  CFR  285  91  '  retention:  285.31 ) 

8.66  Manufacturers  of  cigarette  papers 
and    tubes. 

To  keep  dally  records  of  his  operations 
and  tran-action.i,  and  also  separate  rec- 
ords with  respect  to  Puerto  Rican  ciga- 
rette papers  and  tubes  released  from 
customs  custody,  without  payment  of 
tax. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  made. 
27  CFR  275  139,  285.101  'retention: 
275.22.285.31) 

8.67  Manufacturers  of  cigarette  papers 
and    tubes. 

To  keep  a  copy  of  each  report.  Form 
2138,  together  with  copy  of  any  supple- 
mental report  covering  cigarette  papers 
and  tubes  of  Puerto  Rican  manufacture. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed. 
27    CFR    275.141,    285.111     'retention: 

275.22,  285.31) 

8.68  Manufacturers  of  cigarette  papers 
and   tubes. 

To  keep  a  copy  of  each  claim  for 
abatement  or  refund,  Form  843.  and  of 
each  claim  for  allowance,  credit,  or  re- 
mission. Form  2635.  together  with  any 
verified  supporting  schedules.  Form  3069. 

Retention  period:  3  years  following 
close  of  calendar  year  In  which  filed. 
27  CFR  285.171-285.174  (retention: 
285.1751 

8.69  Manufacturers  of  cigarette  papers 
and   tubes. 

To  keep  a  copy  of  each  notice  of  re- 
moval. Form  2149,  covering  shipment  of 
cigarette  papers  and  tubes  removed, 
without  payment  of  tax,  for  export,  and 
notice  of  removal,  Form  2150,  covering 
the  return  of  such  articles  to  the  factory. 

Retention  period:  2  years  following 
close  of  calendar  year  in  which  ship- 


ment was  removed  or  received.  27  CFR 
290.199,  290.201 

8.70  Manufacturers  of  cigarette  papers 
and   tubes. 

To  keep  a  supporting  record  showing 
appropriate  entries  with  respect  to  re- 
movals of  cigarette  papers  and  tubes, 
without  payment  of  tax.  for  use  of  the 
United  States. 

Retention  period:  3  years  following 
close  of  year  in  which  removal  was  made. 
27  CFR  295.51 

8.71  Persons  shipping  Puerto  Rican 
cigars,  cigarettes,  or  cigarette  papers 
or     tubes     to     the     United     States. 

To  keep  receipted  copy  of  each  prepay- 
ment return.  Form  3073. 

Retention  period:  3  years  following 
close  of  calendar  vear  in  which  filed,  27 
CFR  275.105   (retention:  275.22) 

8.72  Persons  ghippin£;  Puerto  Rican 
cigars,  cigarettes,  or  cigarette  papers 
or     tubes     to       the     United     Stales. 

To  keep  certified  copy  of  notice  of  re- 
lease. Form  3072. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed.  27 
CFR  275.137  (retention:   275.22) 

8.73  Puerto  Rican  manufacturer  ship- 
ping cigars,  cigarettes,  or  cigarette 
papers  or  tubes  to  the  United  Stale*. 

To  keep  receipted  copy  of  semimonthly 
tax  return.  Form  2988. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed.  27 
CFR  275.112  (retention:  275.22) 

8.74  Importers  of  cigars,  cigarettes,  or 
cigarette  papers  or  tubes. 

To  keep  receipted  copy  of  each  return 
made  on  customs  form. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed.  27 
CFR  275.81  (retention:  275.22) 

8.75  Importers  of  cigars,  cigarettes,  and 
cigarette  papers  and  tubes. 

To  keep  authorizations  to  employ  al- 
ternate methods  or  procedures  and  to 
employ  emergency  variations  from 
requirements. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  opera- 
tion under  the  authorization  is  con- 
cluded. 27  CFR  275.26,  275.27  'reten- 
tion: 276.22) 

8.76  Persons  filing  claims  for  tax  as- 
sessed or  paid  on  imported  cigars, 
cigarettes,  and  cigarette  papers  and 
lube«. 

To  keep  a  copy  of  each  claim  for  abate- 
ment or  refund.  Form  843,  together  with 
verified  supporting  schedules.  Form 
3069. 

Retention  period:  3  years  following 
close  of  calendar  year  in  which  filed.  27 
CFR  275.161,  275.163  (retention:  275.22) 

8.77  Proprietors  of  bonded  internal 
revenue  tobacco  export  warehouses. 

To  keep  authorizations  to  employ  al- 
ternate methods  or  procedures  and  to 

employ  emergency  variations  from  re- 
quirements. 
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Retention  period:  Not  specified.  27 
CFR  290.72,  290.73 

8.78  Proprietors     of     bonded     internal 
revenue  tobacco  export  warehoose*. 

To  keep  complete  and  adequate  dally 
records  of  operations  of  his  wsu-ehouae, 
with  a  copy  of  each  notice  of  removal. 
Form  2149  or  2150.  covering  receipt  of 
cigars,  cigarettes,  and  cigarette  papers 
and  tubes  from  a  manufactLirer,  another 
export  warehouse  proprietor,  or  customs 
warehouse  proprietor,  and  of  each  Form 
2150  covering  such  articles  removed  from 
his  warehouse. 

Retention  period:  2  years  followmg 
close  of  calendar  year  In  which  shipinent 
was  removed  or  received.  27  CFR 
290.142,  290.199-290.201  \ 

8.79  Proprietors     of     bonded     internal 
revenue   tobacco  export   »ar«-bouses. 

To  keep  a  copy  of  each  inventory  made. 

Retention  period:  2  years  following 
close  of  calendar  year  In  which  made. 
27  CFR  290.143 

8.80  Proprietors     of     bonded      internal 
revenue   tobacco   export   warehouses. 

To  keep  a  copy  of  each  monthly  report. 
Form  2140. 

Retention  period:  2  years  following 
close  of  calendar  year  in  which  filed. 
27  CFR  290.147 

8.81  Proprietors     of     bonded      internal 
revenue  tobacco   export  warehouses. 

To  keep  a  copy  of  each  claim  for  re- 
mission, Form  2635.  and  of  each  claim 
for  refmid,  Form  843. 

Retention  period:  2  years  following 
close  of  calendar  year  In  which  filed. 
27  CFR  290.152,  290.154 

8.82  Proprietors     of     customs      bonded 
manufacturing    warehouse,    class    6. 

To  keep  a  copy  of  each  notice  of  re- 
moval of  cigars.  Form  2149.  withdrawn 
from  the  customs  warehouse,  without 
payment  of  tax  for  export,  and  of  each 
notice  of  removal.  Forms  2149  and  2150, 
relating  to  the  return  of  cigars  to  the 
customs  warehouse. 

Retention  period:  2  years  following 
close  of  calendar  year  In  which  shipment 
was  withdrawn  or  received.  27  CFR 
290.201,  290.257,  290.266,  290.287 

Firearms  and  ExPLOsrvES 

8.83-8.84       [Reserved] 

8.8S  Licensed  firearms  manufacturers, 
importers,  dealers,  and  collectors. 
[  .4nu'nded  1 

To  maintain  complete  and  adequate 
records  and  supporting  documents  re- 
flecting the  production,  importation,  re- 
ceipt, and  disposition  of  all  .irearms  and 
ammunition  produced,  imported,  re- 
ceived or  disposed  of  in  the  course  of 
licensed  operations,  except  that  no  rec- 
ord need  be  kept  of  retail  sales  of  shot- 
gim  ammunition,  ammunition  suitable 
for  use  only  in  rifles,  or  components  for 
such  shotgun  and  rifle  ammunition. 

Retention  period:  For  ammunition 
2  years  from  date  transaction  occurs. 
For  firearms — permanent.  Vpoa  dlaoon- 


tinuance  of  business,  firearms  and  am- 
munition records  must  be  delivered  to 
successor,  or.  If  discontinuance  of  the 
business  is  absolute,  to  the  regional  reg- 
ulatory administrator.  27  CFR  178.122- 
178.127.  Public  Law  91-128  (83  Stat.  269) 

8.86    Transferees  of  firearms,  [.\mended] 

To  maintain  the  application  (filed  by 
the  transferor  and  approved  by  the  Di- 
rector, Bureau  of  Alcohol.  Tobacco  and 
Firearms,  for  the  transfer  of  a  firearm. 
This  Includes  transfers  exempt  from,  as 
well  as  subject  to.  the  transfer  tax. 

Retention  period:  Transferee  retains 
approved  application  for  duration  of  his 
ownership  of  the  related  firearm.  27  CFR 
179.84-179.93 

8.37  Manufacturers,  importers,  or  deal- 
ers in  firearms  (including  pawn- 
brokers). 

To  keep  records  showing  (a)  the  man- 
ufacture, receipt,  transfer  or  other  dia- 
position  of  all  firearms  taxable  under  the 
Internal  Revenue  Code,  (b)  date  of  such 
manufacture,  receipt,  transfer  or  disposi- 
tion (c)  the  number,  model,  and  trade 
name  or  other  mark  identifying  ea^ch 
firearm,  (d>  the  name  and  address  of 
the  person  to  whom  any  firearm  is  trans- 
ferred. 

Retention  period:  At  least  4  years  from 
date  of  disposition  of  the  firearm  27 
CFR  179.131 

8.88  Licensed  explosives  manufactur- 
ers, importers  limited-manufacturers, 
dealers  and  permittees. 

To  take  true  and  acciarate  inventory 
of  explosives  material  on  hand  as  of 
February  12.  1971,  or  at  time  of  com- 
mencing busmess.  To  maintain  complete 
and  adequate  records  and  supporting 
documents  refiecting  the  production,  im- 
portation, receipt,  emd  disposition  of  all 
explosives  material. 

Retention  period:  5  years  from  date 
transaction  occurs.  Upon  discontinuance 
of  business,  explosives  records  must  be 
delivered  to  successor,  or  if  discontinu- 
ance of  business  L*^  ab.^olute,  to  the  re- 
gional regulatory  administrator  27  CFR 
181.121-181.129 

8.89  Registered  importers  of  arm-,  am- 
munition, or  implements  of  war, 
sliown  on  the  lnip»>rt  List. 

Impoiters  who  are  required  to  registser 
under  27  CFR  Part  47  shall  maintain 
records  of  articles  on  the  U.S.  Munitions 
Imix)rt  List  that  are  imported,  their  ac- 
quisition and  disposition. 

Retention  period:  6  years.  The  Ehrec- 
tor.  Bureau  of  Alcohol,  Tobacco  and 
Firearm5  may  prescribe  a  longer  or 
shorter  period  in  IndividuaJ  cases  as  he 
deems  necessary.  27  CFR  47.34 

Persons  needing  further  informoHon  about 
listed  record  retention  requirements  thowld  con- 
tact the  followirtg: 

Mr.  Jon  S.  Baker,  Chief,  lecords  and  loportt 
Management  Branch,  Bureou  of  Alcohol,  T». 
bocce,  end  Firearms,  1300  Pennsylvania  Avo- 
nue  NW.,  Washington,  O.C.  30236.  Telephono: 
302-566-7938. 


9.   Office   of   Revenue   Sharing 

9.1  Audits  of  Stale  anditore  and  inde- 
pendent public  accountants. 

To  maintain  audit  workpapers  and  re- 
lated audit  reports. 

Retention  period:  3  years  after  the 
Issuance   of   the   audit   report.   31    CFR 

51.71ici  '3' 

9.2  Recipient  Stale  and  local  govern- 
nienls,  profn"ams  funded  with  entitle- 
ment fund.-. 

To  maintain  such  records  as  to  show 
compliance  with  non -discrimination  re- 
quirements of  this  subpart. 

Retention  period:  Not  specified.  31 
CFR  51.56'bi 

Persons  needing  further  informotior  obout 
listed  record  retention  requirements  should  con- 
tocf  the  following; 

Mrs  Doris  E  Griffin,  Office  of  Revenue  Sharing, 
Department  of  the  Treasury,  2401  I  Street  NW., 
Woshington,  DC  20226  Telephone  202- 
634-5180 

10.    Office    of    Secretary 

10.1  L  Deleted] 

10.2  Firms  gubjcet  to  Co^t  of  I.i>ing 
(.ounril  (Koonomic  .Stabilization  I'ro- 
irram)     Phaw    IV    price    regulations. 

To  maintam  such  records  as  are  suffi- 
cient to  demonstrate  that  the  prices 
charged  by  the  firm  are  m  compliance 
with  6  CFR  Part  150 

Retention  period :  4  years  after  the 
last  day  of  the  calendar  year  in  which 
the  transactions  or  other  events  occurred 
or  the  property  was  acquired,  whichever 
is  later.  6  CFR  150.164 

10.3       (Sup.r*e<h-d  h*   Will.  1.11 

Persons  needing  further  information  obout 
listed  record  retention  requirements  should  con- 
foci  the  following: 

Chief,  Document  Monogemenl  Bronch,  Office 
of  Administrative  Programs,  OS,  Department 
of  the  Treasury,  1  5th  and  Pennsylvonio  Avenue 
NW  ,  Room  1022,  Woshington,  DC  20220 
Telephone    202-566-5091 

XII.  DEPARTMENT  OF  TRANS- 
PORTATION [TRANSFERRED 
TO  X] 

XIII.   ACTION 

1,1-1.2       [Reserved] 

1.3  Spon.^ors    or    gratitee*    participating 
in  »olunt»'<'r  programs. 

To  maintain  accounting  records  for 
specific  volunteer  programs  authorized 
under  Pub.  Law  93-113  as  determined  by 
Director. 

Retention  period:  3  years  after  end 
of  budget  period  or  until  resolution  of 
any  audit  questions  raised  during  sucli 
3-year  period.  42  U.S.C.  6062 

1.4  [,'^uperf.eded  bv  1.3] 

Persons  needing  further  Informotion  obout 
listed  record  retention  requirements  should  con- 
tact the  following: 

Joseph  Mann,  Chief,  Paporwork  and  Printing 
Branch,  ACTION,  t06  Connoctlcul  Avonwo 
NW.,  Wothlngfon,  DC  30535.  Telephone: 
303-354-8103. 
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XIV.   APPALACHIAN    REGIONAL 
COMMISSION 

1.1      Rocipienls  of  grrants. 

To  maintain  accurate  and  complete 
records  of  transactions  and  activities  fi- 
nanced witii  Federal  funds  under  section 
302  of  the  Appalachian  Regional  De- 
velopment Act  of  1965.  as  amended. 

Retention  period:  Not  specified.  40 
App..  DS.C.   302(0)  12) 

The  Commission  requires,  as  a  con- 
dition In  all  grants  and  contracts  under 
this  section,  that  records  be  retained, 
usually  for  3  years  following  last 
disbursement. 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact   the    following 

Vivian  M.  Thompson,  Appalachian  Regional 
Commission,  1666  Connecticut  Avenua  NW., 
Washington,  DC.  20235.  Telephone:  202- 
673-7869, 

XV.    [Reserved] 

XVI.   CIVIL  AERONAUTICS 
BOARD 

1.1  .4ir  larriiTs   and   foreign  air  carriers 
general] V.   [Amended] 

(a)  To  maintain  records  which  evi- 
dence deposits  made  by  and  refunds 
made  to  each  charter  participant,  plus 
all  statements,  invoices,  bills,  and  re- 
ceipts from  suppliers  or  furnishers  of 
goods  or  services  in  connection  with  the 
charter  or  series  of  charters. 

Retention  period:  2  years  aft^-  com- 
pletion of  charter  or  series  of  charters. 
14  CFR  372.28,  372a  31.  373  8  'retention: 
249.9) 

lb)  To  maintain  evidence  of  compli- 
ance with  regulations  imposed  under 
Regulation  Z  of  the  Board  of  Governors 
of  the  Federal  Resen.e  System,  Imple- 
menting the  provisions  of  the  Truth  in 
Lending  Act  and  the  Consumer  Credit 
Protection  Act. 

Retention  period:  2  years.  14  CFR 
24931 

(c)  To  retain  all  documents  which 
evidence  or  reflect  the  furnishing  of 
transportation  and  all  statements,  in- 
voices, bills,  £Lnd  receipts  relating  to 
transport<iilon  provided  to  a  pohtical 
candidate  or  a  person  acting  on  his  be- 
half on  a  credit  basis  (except  foreign  air 
carriers' . 

Retention  period:  2  years.  14  CFR 
374a.7 

1.2  r«>rlifiratpd       route       air       rarriers. 
I  \nien<led  1 

fa>  To  keep  general  books  of  account 
and  supporting  books,  records,  and  mem- 
onmda.  Including  organization  tables 
and  charts.  Internal  accounting  manuals, 
minute  books,  stock  books,  reports,  work 
sheets,  etc. 

Retention  period:  Various.  14  CFR 
241.1-5  (retention:  249.13) 

(b»  To  maintain  a  complete  file  of  all 
tariffs  issued  by  it  and  by  Ita  agents  and 
those  Issued  by  other  carriers  in  which  It 
concurs 


Retention  period :  3  years  after  expira- 
tion or  cancellation.  14  CFR  221.170  (re- 
tenUon:  249.13) 

(c)  To  maintain  records  of  all  passes 
Issued  'and  of  regular  tickets  or  blUs  of 
lading  used  In  lieu  of  trip  passes »  and  re- 
lated correspondence  or  memoranda. 

Retention  period:  3  years.  14  CFR 
223.5  (retention:  249.13) 

id>  To  retain  a  record  of  the 
names,  addresses,  and  telephone  num- 
bers of  all  passengers  transported  on 
each  pro  rata  charter  trip. 

Retention  period:  2  years.  14  CFR 
207.9  (retention:  249.13) 

'e)  To  retain  copy  of  every  charter 
contract  (exclusive  of  Interline  agree- 
ments with  other  air  carriers  or  foreign 
air  carriers) . 

Retention  period:  2  years.  14  CFR 
207.9  (retention:  249.13) 

(f)  To  retain  every  statement  of 
supportin.cr  information  and  records  of 
proof  of  commission  paid  to  travel  agent 
for  each  pro  rata  charter  trip. 

Retention  period:  2  years.  14  CFR  207.9 
(retention:  249.13) 

g'  To  retain  written  confirmation 
and  accompanying  passenger  list  re- 
ceived from  another  carrier  and  a  copy 
of  a  request  and  passenger  list  to  such 
other  carrier  for  confirmation. 

Retention  period:  2  years.  14  CFR 
207.9  (retention:  249.13) 

I  h )  To  maintain  complete  file  of 
papers  and  correspondence  relating  to 
each  freight  loss  or  damage  claim. 

Retention  period:  3  years  after  settle- 
ment or  rejection.  14  CFR  239.10  (reten- 
tion: 249.13' 

(ii  To  maintain  a  record  pertaining  to 
esich  trade  agreement  entered  into.  In- 
cluding all  corresxxjndence  and  records 
concerning  advertising  and  transporta- 
tion services  provided.  (Applicable  only 
to  local  service  carriers  and  certificated 
route  air  carriers  furnishing  transporta- 
tion within  Alaska  or  Hawaii  and  certifi- 
cated route  helicopter  carriers.) 

Retention  period:  Not  specified.  14 
CFR  225.10 

(j)  To  retain  copies  of  all  passenger 
lists,  statements  of  depository  banks 
affirming  receipt  of  passenger  charter 
deposits,  and  statements  from  charter 
operators  that  contracts  have  been 
signed  with  all  passengers  in  cormection 
with  advance  booking,  travel  group,  and 
one-stop  inclusive  tour  charters. 

Retention  period:  2  years.  14  CFR 
371  44.  372a.50,  378a.45 

1.3      Certificated    rapplemental    air    car- 
riers.  [  .Vinendcd  ] 

(a)  To  keep  general  books  of  accoimt 
and  supporting  books,  records,  and 
memoranda.  Including  organization  ta- 
bles and  charts.  Internal  accounting 
manuals,  minute  books,  stock  books,  re- 
ports, work  sheets,  etc. 

Retention  period:  Various.  14  CFR 
241.1-5    (retention:    249.8) 

(.b)  To  maintain  at  Its  principal  or 
general  office  a  complete  file  of  all  tariffs 
issued  by  It  and  by  Its  agents  and  those 
Issued  by  other  carriers  in  which  It  con- 
curs. 


Retention  period :  3  years  after  expira- 
tion or  cancellation.  14  CFR  221.170  (re- 
tenUon:   249.8) 

(c)  To  maintain  records  of  all  passes 
Issued  (and  of  regular  tickets  or  bills  of 
lading  used  in  lieu  of  trip  passes)  and 
related  correspondence  or  memoranda. 

Retention  period:  3  years.  14  CFR  223.5 
(retention:  249.8) 

(d)  To  maintain  a  record  of  the  names, 
addresses,  and  telephone  numbers  of  all 
passengers  transported  on  each  pro  rata 
charter  trip. 

Retention  period:  2  years.  14  CFR 
208.4  (retention:  249.8) 

(e)  To  maintain  a  copy  of  every  char- 
ter contract  (exclusive  of  Interline  agree- 
ments with  other  air  carriers  or  foreign 
air  carriers) . 

Retention  period:  2  years.  14  CFR 
208.34  (retention:  249. 8i 

(f)  To  retain  all  passenger  lists,  in- 
cluding those  filed  by  charterers. 

Retention  period:  6  months.  14  CFR 
208.34  (retention:  249.8) 

(g)  To  retain  every  statement  of 
supporting  information  and  records  of 
proof  of  commission  paid  to  travel  agent 
for  each  pro  rata,  single  entity,  or  mixed 
charter  trip. 

Retention  period:  2  years.  14  CFR 
208.202a.  208.303,  208.400  (retention: 
249.8) 

ih)  To  maintain  written  confirmation 
and  accompanying  passenger  list  re- 
ceived from  another  carrier  and  a  copy 
of  request  and  passenger  list  to  such  other 
carrier  for  confirmation. 

Retention  period:  2  years.  14  CFR 
208.4  (retention:  249.8) 

(1 )  To  maintain  complete  file  of  papers 
and  correspondence  relating  to  each 
freight  loss  or  damage  claim. 

Retention  period:  3  years  after  settle- 
ment. 14  CFR  239.10  (retention:  249.8) 

(j)  To  maintain  all  receipts  and 
statements  of  travel  agents  and  other 
documents  which  evidence  or  reflect 
commissions  received  by,  paid  to,  or  de- 
ducted by  travel  agents  and  all  state- 
ments, invoices,  bills  and  receipts  from 
suppUers  or  furnishers  of  goods  or  serv- 
ices in  connection  with  the  tour  or  series 
of  tours. 

Retention  period :  2  years  after  comple- 
tion of  the  tour  or  series  of  tours.  14 
CFR  378.7  (retention:  249.9) 

1.4  Commuter  air  carriers. 

(a)  To  maintain  complete  file  of  papers 
and  correspondence  relating  to  each 
freight  loss  or  damage  claim. 

Retention  period:  3  years  after  settle- 
ment or  rejection.  14  CFR  239.10  (reten- 
tion; 249.27; 

1.5  Foreign        route        air        carriers. 
[.4n]endedj 

(a)  To  maintain  a  complete  file  of  all 
tariffs  issued  by  it  and  by  Its  agents  and 
those  issued  by  other  carriers  in  which  It 
concurs. 

Retention  period :  3  years  after  expira- 
tion or  cancellation.  14  CFR  221.170  (re- 
tention: 249.12) 

(b>  To  maintain  records  of  all  passes 
issued  (and  of  regular  tickets  or  bills  of 
lading  used  In  lieu  of  trip  passes)  atul 
related  correspondence  or  memoranda. 
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Retention  period:  3  years.  14  CFR  223.5 
(retention:  249.12) 

(c)  To  maintain  complete  file  of  pa^ 
pers  and  correspondence  relating  to  each 
freight  loss  or  damage  claim. 

Retention  period:  3  years  after  settle- 
ment. 14  CFR  239.10  (retention:  249.12) 

(d)  To  .maintain  all  records  and  state- 
ments of  travel  agents  and  all  other 
documents  wliich  evidence  or  reflect 
commissions  recei%"ed  by,  paid  to,  or  de- 
ducted by  travel  agents  and  all  state- 
ments, invoices,  bills  and  receipts  from 
suppliers  or  furnishers  of  goods  and 
ser\'ices  in  connection  with  the  tour  or 
series  of  tours. 

Retention  period:  2  years  after  comple- 
tion of  the  tour  or  series  of  tours.  14 
CFR  378.7  (retention:  249.9) 

(e)  To  retain  a  copy  of  each  con- 
tract covering  on-route  charter  flights 
originating  or  terminating  in  the  United 
States  together  with  all  traffic  documents 
pertaining  to  such  on-route  charters. 

Retention  period:  2  years.  14  CFR  212.7 
(retention:  249.12 > 

(f)  To  retain  true  copies  of  aU  pas- 
sengers lists,  air  waybills,  Invoices,  and 
other  traffic  documents  covering  off- 
route  charter  trips  performed  under  a 
"Statement  of  Authorization". 

Retention  period:  2  years.  14  CFR  212.7 
(retention:  249.12) 

(g)  To  retain  a  record  of  Uie  names, 
addresses,  and  telephone  numbers  of  all 
passengers  transported  on  each  pro  rata 
charter  trip  originating  or  terminating  in 
the  United  States. 

Retention  period:  2  years.  14  CFR  212.7 
(retention:  249.12) 

(h)  To  retain  every  statement  of 
supporting  information  and  proof  of  the 
commission  paid  to  any  travel  agent  for 
each  pro  rata  charter  trip.  

Retention  period:  2  years.  14  CFR  212.7 
(retention:  249.12) 

(1)  To  retain  written  confirmation 
and  accompanying  passenger  lists  re- 
ceived from  another  carrier  and  a  copy 
of  a  request  and  passenger  list  to  such 
other  carrier  for  confirmation. 

Retention  period.  2  years.  14  CFR  212.7 
(retention:  249.12) 

(j)  To  retain  copies  of  all  passenger 
lists,  statements  from  depository  banks 
affirming  jeceipt  of  passenger  charter 
deposits,  and  statements  from  charter 
operators  that  contracts  have  been  signed 
with  all  passengers  in  connection  with 
advance  booking,  travel  group,  and  one- 
stop  inclusive  tour  charters.      '' 

Retention  period:  2  years  14  CFR 
371.44,  372a.50,  378a.45. 

1.6      Foreigm  air  carrier*!  holding  permits 
for  charter  IransiMirlation  onlv. 

(a)  To  maintain  a  complete  file  of  all 
tariffs  by  it  and  its  agents  and  those 
Issued  by  other  carriers  in  which  it  con- 
curs. 

Retention  period :  3  years  after  expira- 
tion or  cancellation.  14  CFR  221  170  (re- 
tention: 214.6) 

'b)  To  retain  records  of  aU  passes 
issued  (and /or  regular  tickets  or  bills  of 
lading  used  In  lieu  of  trip  passes)  and 
related  correspondence  or  memoranda. 

Retention  period:  3  years.  14  CFR 
223.5  (retention:  214.6) 


(c)  To  retain  written  confirmation 
and  accompanying  passenger  lists  re- 
ceived from  another  carrier  and  a  copy 
of  request  and  passenger  list  to  such 
other  carrier  for  confirmation. 

Retention  period:  2  years.  14  CFR 
214.6 

(d)  To  retain  every  charter  con- 
tract, proof  of  commissions  paid  to  any 
travel  agent,  and  every  statement  of 
supporting  information. 

Retention  period:  2  years.  14  CFR 
214.6 

(e)  To  retain  all  pas.-^enger  lists  in- 
cluding those  filed  by  charters. 

Retention  period:  2  years.  14  CFR 
214.6 

(f)  To  retain  copies  of  all  passenger 
lists,  statements  from  depository  banks 
afiBrming  receipt  of  passenger  charter 
deposits,  and  statements  from  charter 
operators  that  contracts  have  been 
signed  with  all  passengers  in  connection 
with  advance  booking,  travel  group,  and 
one-stop  inclusive  tour  charters. 

Retention  period:  2  years.  14  CFR 
371.44.   372a. 50   and  378a. 45. 

1.7  Holders  of  permits  to  operate  for- 
eign civil  aircraft  in  the  United  States. 

(a^  To  keep  available  for  inspection  at 
a  place  In  the  United  States  true  copies 
of  all  manifests,  air  waybills,  invoices, 
and  other  traffic  documents  covering 
flights  originating  or  terminating  in  the 
United  States. 

Retention  period:  1  year.  14  CFR 
375.43  (retention:  249.11) 

(b)  To  retain  lists  of  names  and 
addresses  of  all  passengers  on  charter 
flights  originating  or  terminating  in  the 
United  States 

Retention  period:  6  months.  14  CFR 
375.43  (retention:  249.11) 

1.8  .\ir  freipht  forwarders  and  interna- 
tional air  freight  forwarders. 

(a»  To  maintain  a  complete  file  of  all 
tariffs  issued  by  it  and  by  its  agents  and 
those  Issued  by  other  carriers  in  which 
It  concurs. 

Retention  period:  3  years  after  expi- 
ration or  cancellation.  14  CFR  221.170 
(retention:  249.27) 

(b)  To  maintain  such  additional  rec- 
ords as  Indicated  by  14  CFR  296.71. 

Retention:  Various.  14  CFR  249.27 

(c)  To  maintain  complete  file  of  papers 
and  correspondence  relating  to  each 
freight  loss  or  damage  claim. 

Retention  period:  3  years  after  settle- 
ment. 14  CFR  239.10  'retention:  249.27) 

1.9  Study  group  charterer*.  tra>el  irroup 
organizer*  and  oversea*  niililar>  per- 
sonnel  charter   operators. 

To  retain  documents  which  evi- 
dence or  reflect  deposits  made  by,  or 
refunds  made  to  each  participant;  and 
all  statements,  invoices,  bills,  and  re- 
ceipts from  suppliers  or  furnishers  of 
goods  or  services  in  connection  with  the 
group  charter  or  series  of  charters,  and, 
in  the  csise  of  foreign  originated  travel 
group  charters,  true  copies  of  aU  docu- 
ments required  by  the  applicable  rules 
of  the  originating  country  to  be  filed 
with  the  regulatory  authority  of  that 
country  or  to  be  retained  in  Its  own  files 
for  any  specific  period  of  time 


Retention  period:  2  years  after  com- 
pletion of  group  charter.  14  CFR  372.28, 
372a. 31,  3738  (retention:  249. 9> 

1.10  .4dvance  booking,  inclusive  tour, 
and  one-stop  inclusive  tour  charter 
ojMTalors.    [  ^nu^nded] 

To  retain  documents  which  evidence 
or  reflect  deposits  made  by  each  charter 
participant  and  commissions  received  by. 
paid  to.  or  deducted  y  travel  agents  and 
all  statements,  invoices,  bills  and  receipts 
from  suppliers  or  furnishers  of  goods  or 
ser\'ices  in  connection  with  the  tour. 

Retention  period:  2  years  after  com- 
pletion of  the  tour.  14  CFR  371.44,  378.7. 
378a. 33  (retention:  249.9) 

1.11  .4ir  taxi  operators  engaged  in  air 
transportation. 

To  maintain  evidence  of  liability  hisur- 
ance  covei"age  with  attached  standard 
endorsement  at  principal  place  of  busi- 
ness. 

Retention  period:  Not  specified  14 
CFR  298.41 

Persons  needing  forttier  inforrnotion  obout 
listed  record  retention  requirements  stiou'd  con- 
toct  the  following 

Mr.  Clifford  Rand,  Chief.  Systems  Development 
Sec,  Accountirvg,  Reporting  System  Division, 
Bjreou  of  Accounts  ond  Stotistics,  Civil  Aero- 
nautics Board,  Room  603,  Universal  Building 
1825  Connecticut  Avenue  NW.,  Telephortt. 
675-5113. 

XVII.  COMMIHEE  FOR  PURCHASE 
FROM  THE  BLIND  AND  OTHER 
SEVERELY   HANDICAPPED 

1.1  Onlral    nonprofit    agencie*.. 

To  maintain  records  for  all  qualifying 
agencies  for  the  bllna  or  other  severely 
handicapped  of  the  data  necessar>-  to 
permit  them  to  (a*  allocate  equitably 
orders  among  such  agencies,  and  ( b  -  sub- 
mit a  comprehensive  annual  report  to  the 
Comrruttee  for  each  fiscal  year  concern- 
ing operations  of  its  workshop  including 
significant  accomplishments  and  devel- 
opments such  as  sales,  fringe  benefits, 
labor  rates,  and  other  details  requested 
by  the  Committee. 

Retention  period:  Not  specified.  41 
CFR  51-3.1  (e) 

1.2  .\|;encie»  for  the  blind  or  other  se- 
verely handicapped  (emploving 
bUnd  or  other  »e>erely  handicappe<l 
to  extent  of  75  percent  of  hours  of 
personnel  in  direct  lahttr)  selling  to 
Government  agencieji  and  participat- 
ing in  the  program  of  the  (.nnimitlee. 

To  keep  accounting  records  of  "per- 
centage of  direct  labor  performed  by 
such  workers. 

To  maintain  files  on  (a)  each  blind  in- 
dividueil  which  includes  a  written  report 
by  a  licensed  physician  reflecting  visual 
acuity  and  field  of  vision  of  each  eye  with 
and  without  glasses:  (bi  each  other 
severely  handicapped  Individual  which 
Includes  a  written  report  by  a  licensed 
physician,  psychiatrist,  and  or  qualified 
psychologist,  reflecting  the  nature  and 
extent  of  disability  or  disabilities  that 
cause  such  person  to  qualify  as  severely 
handicapped;  and  (c)  each  blind  and 
other  severely  handicapped   which  In- 
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eludes  reports  on  preadmission  evalua- 
tion, and  armual  reevaluatlons  of  the  in- 
dividual's capability  for  normal  compet- 
itive employment,  prepared  by  qualified 
person  to  evaluate  the  worlc  potential. 
Interests,  aptitudes,  and  abilities  of  such 
persons. 

Retention  period:  Not  specified.  41 
CFR  51-4.3 

Perjons  needing  further  information  about 
lilted  record  retention  requirements  should  con- 
loci  the  following: 

Mr  H  G  Fischer  Committee  for  Purchase  from 
the  Blind  ond  Other  Severely  Handicapped, 
2009  Mfh  St,  North,  Suite  610,  Arlington,  Va. 
22201     Telephone    703-557-1145 

XVIla.     COMMODITY     FUTURES 
TRADING        COMMISSION 

[REVISED] 

1.1  Fiitiire<«  romnii»«ii>n  niorrliann  and 
cicarinj;  orjjaiiizaliont  of  rontrarl 
markfts  deposiiins  fuslomers' 
nionrv,      securities,      and      property. 

To  riiamta:n  an  acknowledgment  from 
a  bank,  trust  company,  clearing  organi- 
fatlon  of  a  contract  market,  or  futures 
commission  merchant  that  It  was  in- 
formed that  the  money,  securities,  and 
property  deposited  therein  are  those  of 
commodity  customers  and  are  being  held 
In  accord  with  the  provisions  of  the  Com- 
modity Exchange  Act 

Retention  period:  5  years  after  date  of 
closing  of  such  bank  account."  17  CFR 
1.20  (retention:  1.31  > 

1.2  Futur«-s  comini<>sion  merchants  and 
clenrinK  orcani/aliunt  of  contract 
iTiark.rt«  depositing  oliiigution*  piir- 
clia.^cd       v>illi       (■  11  -  I II  nic  ph'       fiiMd.s. 

To  maintain  an  acknowledgment  from 
a  bank,  trust  company,  clearing  organiza- 
tion of  a  contract  market,  or  futures 
commission  merchant  that  it  waa  in- 
formed that  the  obligations  belong  to 
comjmodity  customers  and  are  being  held 
in  accord  with  the  provisions  of  the  Com- 
modity Exchange  Act. 

Retention  period:  5  years  from  date  of 
closing  o!  account."  17  CFR  1.26  (reten- 
tion: 1.31  J 

1.3  Fiiiiirrs  roinnii*sion  merchants  and 
(learini;  orpani/.alionM  of  contract 
markets.    (Amended] 

To  keep  records  of  obligations  and 
investment  securities  pmxhased  for  cus- 
tomers from  money  belonging  or  accru- 
ing Uiereto,  date  investments  m.ide, 
name  of  person  through  whom  invest- 
ments made,  amount  of  money  invested, 
description  of  obligations  in  which  in- 
vestments made  identity  of  depositories 
or  other  places  where  .'^uch  obligations 
are  segregated,  date  dtspo.sition  made 
and  amount  re<eived  therefor,  name  of 
person  to  or  through  whom  sold. 

Clearing  organizations  receiving  docu- 
ments from  members  representing  in- 
vestment of  custom.ers"  funds  shall  also 
keep  a  record  showing  separately  for  each 
member  the  date  on  which  docimienta 
were  received  from  member,  description 
of  documents,  date  on  which  documents 
were  returned  to  member,  or  details  of 
disposition  by  other  means. 


Retention  period:  5  years  after  Invest- 
ment liquidated  or  loan  paid."  17  CFR 
1.27  (retenUon:  1.31) 

1.1      Futures  commijision  merchanta. 
[  Amended] 

To  keep  a  record  of  the  daily  computa- 
tion of  money,  securities  and  property 
which  must  be  in  segregated  accoimt. 

Retention  period:    5  years."   17   CFR 

1.32  (retention:  1.31) 

1.3      Futures  commission  merchanta. 

To  keep  records  furnished  customers 
as  of  close  of  last  business  day  of  each 
calendar  month,  or  as  of  any  regular 
monthly  date  selected  showing  cus- 
tomer's p<.i.sitlon  in  each  future  brought 
to  the  market. 

Retention  period:    5  years."   17  CFR 

1.33  'retention:   1.31) 

1.6  Futures  commission  merchants. 

1   Vjiieiidt'd] 

To  keep  copy  of  confirmation  of  the 
execution  of  any  trade  originated  by 
any  person  controlling  account  other 
than  customer  for  whom  such  account 
is  carried. 

Retention  period:  5  years."  17  CFR 
1.33a  (retention:   1.31) 

1.7  Futures  commi.-^ion   merchants 

To  keep  a  "point  balance"  record  of 
aU  open  trndes  or  contracts  of  customers 
as  of  last  day  of  business  of  each  calen- 
dar month  or  any  regular  monthly  date 
selected. 

Retention  period:   5  years."   17  CFR 

1.34  (retention:  1.31) 

1.8  l'uture8  commission  merchants. 
I  .\mended] 

To  maintain  ledgers  or  other  similar 
records,  including  supporting  documents, 
of  traitfeactions  affecting  assets,  liability, 
income,  and  expense  and  capital 
accoimts. 

Retention  period:  5  years."  17  CFR  1.18 
(a)   (retention:  1.31) 

1.')  Fuluri'.s  coninii««i»in  merchants  and 
memix-rs  uf  contract  markets. 
[Amended] 

To  keep  full  and  complete  record  of  all 
futures  and  cash  transactions  Including 
all  orders,  trading  cards,  signature  cards, 
street  books,  journals,  ledgers,  canceled 
checks,  copies  of  confirmations,  state- 
ments of  purchase  and  sale,  together 
with  all  other  data  and  memoranda  and 
records  of  every  sort  pertaining  to  cash 
and  future  trarisactions. 

Retention  period:    5  years."   17  CFR 

1.35  'a I  and  la-l)   (retention:  1.31) 

1.10  I'litures  commission  merchants  and 
eJearing  members  of  contract  mar- 
kils.  I  Amended] 

To  prepare  and  keep  in  permanent 
form    the    following:     (a)    a    flnancltil 


>'  .After  3  years  the  person  required  to  keep 
Buch  booka  and  record*  may  at  hU  option 
substitute  photographic  reprodutrtlons  there- 
of on  fllm.  together  with  faclUtlea  for  th« 
projection  of  such  fllm  in  a  manner  which 
wlU  permit  it  to  be  readily  Inspected  or 
examli-.ed.  b'nder  certain  conditions,  micro- 
film reproductions  may  Immediately  be  sub- 
stituted for  hard  copy.  17  CFR  1.31,  1.35 


ledger  record  showing  all  charges  against 
and  credits  to  each  customer's  account; 
(b)  a  record  of  transactions  showing  for 
each  account  all  commodity  futures 
transactions  executed  for  such  eiccount. 
Including  date,  price,  quantity,  market, 
commodity,  and  future;  (c)  a  record  or 
journal  showing  for  each  day  complete 
details  of  all  commodity  futures  trans- 
actions executed.  Including  date,  price, 
quantity,  market,  commodity,  future, 
and  the  person  for  whom  such  transac- 
tion was  made  (in  the  case  of  clearing 
members,  the  record  or  journal  should 
also  show  the  floor  broker  or  floor  trader 
executing  each  transaction,  a  symbol  In- 
dicating the  customer  type,  the  opposite 
broker  or  floor  trader,  and  the  opposite 
clearing  m.ember  with  whom  It  was  made) . 
Retention  period:  5  years."  17  CFR 
1.35  (b)  and  (O  (retention:  1.31) 

1.11  Contract  Markets.  [Added] 

To  keep  or  have  its  clearing  organiza- 
tion keep  a  single  record  showing  for 
each  trade  the  date,  the  mechanically 
or  electronically  verified  time  of  execu- 
tion (to  the  nearest  minute)  or  such 
other  time  and  sequence  of  execution 
indicia  as  authorized  by  the  Commission. 
as  well  as  the  commodity,  future,  quan- 
tity, and  price,  the  fl(X)r  broker  or  trader 
and  clearing  member  buying,  the  floor 
broker  or  trader  and  clearing  member 
selling,  and  a  symbol  indicating  the  buy- 
ing and  selling  customer  types,  Le., 
whether  the  person  executing  the  trans- 
action was  trading  for  his  own  account, 
his  clearing  member's  house  account,  an- 
other member  present  on  the  exchange 
fl(X>r  or  an  account  controlled  by  him, 
or  another  type  of  customer.  In  addition, 
the  record  is  to  show  exchanges  of  fu- 
tures for  cash,  transfer  trades  and  trades 
cleared  on  other  than  execution  dates. 

Retention  period:  5  years.''  '=  17  CFR 
1.35  (e)  and  tg)   (retention:  1.31) 

1.12  Contract  MarkeU.  [.Added] 

To  keep  a  record  of  all  changes  in  the 
price  of  transactions  executed  on  the 
floor.  Including  the  time  of  all  changes 
to  the  nearest  ten  seconds. 

Retention  period:  5  years"  17  CFR 
1.35  (h)   (retention:  1.31) 

1.13  Futures  commission  nierdiants  and 
clearing  organization*  of  contract 
markets. 

To  keep  record  of  all  securities  and 
property  (other  than  money)  received 
from  customers  to  margin,  gua»antee  or 
secure  trades  and  contracts  Including 
description  of  securities  and  property, 
name  and  address  of  customer,  identity 
of  depositories  or  other  places  where  such 
securities  or  property  are  segregated, 
date  received  and  returned  or  otherwise 
disposed  of.  Including  authorization 
therefor. 

Retention  period :  5  years  from  date  of 
return  of  property.  '  17  CFR  1.36  (reten- 
Uon: 1.31) 


1'  The  record  required  must  be  kept  for  60 
days  In  computer-readable  form  on  compati- 
ble magnetic  tapes  or  discs.  17  CPR  1.35 
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1.14  Futures  commission  merchants  and 
members  of  eoatrart   markets. 

To  keep  record  showing  for  each  fu- 
tures account  name,  address  and  prin- 
cipal occuE>ation  or  business  of  c>erson  for 
whom  account  Is  carried  and  names  of 
persons  guaranteeing  account  or  exercis- 
ing trading  control  over  account. 

Retention  period.;  5  yearp  from  date  ac- 
count closed."  17  era  1.37   (retention: 
1.31) 
1.13      Cx^nlract  markets. 

To  keep  record  of  each  transaction 
wherein  a  member  acts  for  both  a  buyer 
and  a  seller.  Including  the  date,  price, 
quantity,  kind  of  commodity,  delivery 
month,  by  whom  executed,  and  the  exact 
time  of  execution.  ^ 

Retention  period:  5  years."  17  CFR 
1.39  (retention:  1.31) 

1.16  Contract  markets. 

Must  require  warehouse  operators 
whose  receipts  are  deliverable  In  satis- 
faction of  futures  contracts  made  on  or 
subject  to  the  rules  of  the  contract  mar- 
ket to  keep  records  showing  stocks  traded 
for  future  delivery  on  such  contract 
markets,  in  store  by  kind,  class,  and 
grade,  including  lots  and  parcels  stored 
specially  or  separately  

Retention  period:  5  years."  17  CFR 
1.44  (retention;  1.31) 

1.17  Persons  having  or  controlling  a  re« 
portable  position  in  commodity 
foturea. 

To  keep  books  and  records  showing 
all  details  of  all  positions  and  transac- 
tions for  future  delivery  In  the  com- 
modity on  all  contract  markets  and  all 
positions  and  transactions  In  the  cash 
commodity.  Its  prodticts,  and  byproducts. 

Retention  period:  5  years."  17  CFR 
18.05  (retention;  1.31) 

1.18  Contract  markets. 

To  keep  record  of  rule  enforcement 
Eictivities. 

Retention  period:  5  years."  17  CFR 
1.51  (retention:  1:31) 

1.19  Persons  accepting  moner,  securi- 
ties, or  property  from  an  option  cus- 
tomer as  payment  in  eonneetion  with 
a      commoditT      option      transaction. 

[Added] 

To  keep  full,  complete,  and  systematic 
records  together  with  all  pertinent  data 
and  memoranda  of  or  relating  to  the 
commodity  option  transactions.  The  rec- 
ords must  include  all  orders  (filled,  im- 
fllled.  or  cancelled),  signature  cards, 
books  of  record,  journals,  ledgers,  cam- 
celled  checks,  copies  of  all  statemoits  of 
purchase,  exercise  or  lapse,  and  reports, 
letters,  disclosure  statements,  confirma- 
tion statements,  solicitation  or  advertis- 
ing material,  circulars,  memoranda,  pub- 
lications, writings,  and  all  other  litera- 
ture or  written  advice  distributed  to 
option  customers  or  prospective  custom- 
ers. In  addition,  they  must  Include  the 


See  footnote  11,  page  29248. 


true  name  and  address  of  each  maker, 
underwriter,  isstter.  or  other  person  who 
assumes  or  purjxM^  to  assume  financial 
responsibility  for  the  fulfillment  of  any 
option  transaction  solicited  or  accepted, 
to  the  extent  such  informatlcm  is  known 

or  may  reasonably  be  obtained.  

Retention   period:    5   years"   17   CFR 
32.7  (a),  (b)  (retention:  1.31) 

1.20  Persons  accepting  orders  for  com- 
modity options.  [Added] 

To  keep  fuU,  complete,  and  systematic 
records  of  all  pertinent  data  and  memo- 
randa of  or  relating  to  all  commodity 
option  transactions  in  which  an  order  is 
accepted  from  a  person  other  than  an  op- 
tion customer.  The  records  must  mclude 
the  true  name  and  address  of  each 
maker,  underwriter,  issuer,  or  other  per- 
SCH3  who  assumes  or  purports  to  assume 
financial  responsibihty  for  the  fulfill- 
ment of  any  option  transaction  solicited 
or  accepted,  to  the  extent  such  infor- 
mation is  known  or  may  reasonably  be 
obtained.  To  the  extent  necessary  to 
reflect  the  person's  participation  In  the 
transaction,  it  must  further  include  all 
other  items  set  forth  In  paragraph  1.19, 
above. 

Retention  period:  5  years."  17  CFR 
32.7(C)   (retention  1.31) 

1.21  Persons  accepting  orders  for  com- 
modity options.  [.Added] 

To  keep  record  of  order,  including  ac- 
count identification  and  order  number, 
the  date,  and  the  time  to  the  netirest 
minute  that  order  is  (a)  accepted.  <b) 
transmitted  for  execution,  (O  executed. 

Retention  period:  5  years."  17  CFR 
32.7(d)   'retention:  1.31) 

Persons  n«eding  further  information  obowt 
listed  record  retention  requirementt  should  cor»- 
tacl  the  following: 

Edwin  L  Lyon,  Chief  Counsel,  Division  of 
Troding  and  Markets,  Commodity  Futures 
Troding  Commission,  2033  K  Street  NW.,  Wash- 
ington, D.C  20581.  Telephone;  202-254- 
8212. 

XVIIb.  COMMUNITY  SERVICES 
ADMINISTRATION 

1.1  rx>mmunity  action  apeneies  receiv- 
ing financial  assistance  under  title  II 
of     the     Community     Service*     Art. 

To  keep  a  copy  of  each  Administrative 
Cost  Report,  its  supporting  worksheets 
and  a  wrtten  explanation  to  explain 
the  basis  for  classifying  and  allocating 
personnel  costs,  as  part  of  their  financial 
records. 

Retention  period:  3  years,  except:  (a) 
records  shaU  be  retained  beyond  the  3 
year  peri(xl  if  any  audit  findings,  litiga- 
tions or  claims  lnvol\-ing  the  records  have 
not  been  resolved;  ib>  record?  for  nonex- 
pendable property  which  was  acquired 
with  Federal  funds  shall  be  retained  for 
3  years  after  its  final  disposition;  and 
(c)  when  records  are  transferred  to  or 
maintained  by  CSA,  the  3  year  retention 
requirement  is  not  applicable  to  the 
grantee.  34  CFR  258  App.  C.  45  CFR 
1068.3-8 


1.2  Conirannity  -Serviees  .Adminrstration 
irrantees  receiving  financial  a'.>i>l- 
anee  under  titles  II  and  VII  uf  llie 
C.omnninity  ."VTviee*  .AcL 

To  maintain  records  of  all  volunteered 
services  as  non-Federal  share,  including 
time  cards  of  actual  hours  and  specific 
duties  performed  by  each  volunteer  and 
such  other  records  as  specified  in  section 
cited. 

Retention  period;  3  years,  except:  (a) 
records  shall  be  retained  beyond  the  3 
j-ear  period  If  any  audit  findings,  litiga- 
tions or  claims  invoh'lng  the  records  have 
not  been  resolved;  <b)  records  for  nonex- 
pendable property  which  was  acquired 
viith  Federal  funds  shaU  be  retained  for 
3  years  after  Its  final  di.^positlon:  and  <c> 
when  records  are  transferred  to  or  main- 
tained by  CSA.  the  3  year  retention  re- 
quirement is  not  applicable  to  the 
graniee.  34  CFR  258  App.  C.  45  CFR 
1068.3-8 

1.3  Community  Services  .Administration 
prantees  receiving  finanrial  assi».t- 
ance  under  titles  II.  UI-B  and  VII 
of    the    Economic    Opportunity    .\rt. 

To  maintain  property,  personnel,  fi- 
nancial, and  other  records  and  accounts 
necessary  to  account  for  all  program 
funds. 

Retention  period:  3  years,  except  la) 
records  .shall  be  retained  beyond  the  3 
year  period  if  any  audit  findings,  litiga- 
tions or  claims  Involving  the  records  have 
not  been  resolved:  (b)  records  for  nonex- 
pendable property  which  was  acquired 
with  Federal  funds  shall  be  retalr?^d  for 
3  years  after  its  final  disposition;  and  <c) 
when  records  are  transferred  to  or  main- 
tained by  CSA,  the  3  year  retention  re- 
quirement IS  not  applicable  to  tlie 
grantee.  34  CFR  258  App.  C,  45  CFR 
1068.3-8 

Persons  needing  further  informotion  about 
fisted  record  retention  requirements  should  con- 
toct  the  following. 

Ms.  Bertha  Carpenter,  Paperwork  ond  Printing 
Sranch,  Community  Services  Administration, 
1200  19th  Street  NYI  20506.  Telephone;  202- 
254-6320 

XVIk.   CONSUMER   PRODUCT 
SAFETY  COMMISSION 

1.1  Persons  mai^ietin^;  or  handlin|c  cer- 
tain fabrics  intended  or  sold  for 
intrrlinings  or  other  covered  or  un- 
exposed part*  of  *»earing  apparel  antl 
persons  manufacturing  wearinif  ap- 
parel      containing        such        fuhrics. 

To  maintain  records  which  show  the 
acquisition,  disposition,  and  end  use  or 
Intended  end  use  of  such  fabrics. 

Retention  period:  Not  specified.  18 
CFR  1610.36(ai,  161136(a) 

1.2  Persons  marketing  or  handling  cer- 
tain fabrics  intended  or  sold  for  use 
in  hats,  gloves,  and  f(M>twear  and  per- 
sons manufacturing  liats,  gloves,  and 
footwear     containing     such     fabrics. 

To  maintain  records  which  show  the 
acquisition,  disposition,  and  end  use  or 
Intended  end  use  of  such  fabrics. 

Retention  period:  Not  specified.  Ifl 
CFR  1610. 36ibi.  1611.36^b) 
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1.3  I'<rM>ns  ;iiiaraiil>  ing  a.-*  I<>  llaniniable 
quulit.T  of  fiilirirs  in  weaririK  apparel 
cm  ba»i«  of  puaranlit-s  rtH'eivcd  by 
iIk'Iii. 

To  keep  the  guaranty  received  and 
Identificatlcn  of  the  fabric  or  fabrics 
contained  In  articles  of  wearing  apparel 
guaranteed  In  turn  by  them. 

Retention  period:  3  years  after  guar- 
anty furnished.  16  CFR  1610.38(C)  and 
'di,  1611.381CI  and  id) 

1  1  Persons  s'«'"'nn'>'r>g  as  to  flammable 
quality  of  fabrics  in  wearing  apparel 
•>M  bii>i«  f>f  <l.i«-  le«t.«. 

To  maintain  records  showing  identifi- 
cation of  the  class  test;  fiber  composi- 
tion, construction,  and  finish  type  of 
fabrics,  or  fabrics  used  or  contained  in 
articles  of  wearing  apparel  so  guaran- 
teed; and  a  swal<:h  of  each  class  of  fab- 
rics guaranteed. 

Retention  period:  3  years  after  test.  16 
CFR  I610.38ib»  and  'd>.  1611. 38<b.)  and 
(d) 

1..)  Prr'on*  ciinratil>iii£:  a-  to  flainituiblo 
(jualitv  of  fabrirs  in  wearinf;  apparel 
vli(»  lui\e  made  t«vt»  ibereof. 
I  .Amentled  J 

To  keep  records  showing  (a)  style  or 
range  number,  fiber  composition,  con- 
struction, and  finish  type  of  each  fabric 
(Including  those  with  a  nitro  cellulose 
fiber,  finish,  or  coating  >  used  or  con- 
tained in  the  article  of  wearing  apparel, 
including  a  swatch  of  the  fabric  tested; 
(b'  stock  or  formula  number,  color, 
thickness  and  general  description  of  each 
film  or  film  used  in  the  article  including 
a  sample  of  the  film;  and  (ci  results  of 
actual  tests. 

Retention  period:  3  years  after  test.  16 
CFR  1610.38ia>  and  td»,  1611.38(a>  and 
id) 

I  ii  I'l  r-oii-  <lii|i|iiiii:  or  delixnliiu  for 
»liipnient  fabric*  or  article-  of  nenr- 
inp:  apparel  for  prtwe.ssins. 

To  maintain  records  which  establish 
that  the  te.xtile  fabrics  or  articles  of 
wearing  apparel  have  been  shipped  for 
appropriate  flammability  treatment  and 
that  such  treatment  has  been  completed. 
and  records  showing  disposition  of  such 
fabrics  or  articles  of  wearing  apparel 
subsequent  to  the  completion  of  such 
treatment. 

Retention  period:  Not  specified.  16 
CFR  1610  39  b>.  1611.39(b) 

1.7  InijKirlcr-  of  textile  fabric-  or  arti- 
cles of  «i.iriiii:  ,i|ip,ircl. 

To  maintain  records  which  establish 
that  the  Imported  textile  fabrics  or  arti- 
cles or  wearing  apparel  have  been 
shipped  for  appropriate  flammability 
treatment  and  that  such  treatment  has 
been  completed,  and  records  showing  dis- 
fxxsltion  of  such  fabrics  or  articles  of 
wearing  apparel  subsequent  to  the  com- 
pletion of  such  treatment. 

Retention  period:  Not  specified.  16 
CFR  1610  39'C',  1611  39<ci 


l.<>  Manufacturer*  of  carpetx  and  ru^s 
!>ubjecl  to  ilanimability  standard  FF 
1—70  and  .<mall  rarpeUs  and  rugs  sub- 
jeet  to  flammability  standard  FT 
2-70. 

To  maintain  records  of  (a)  tests  made 
to  guarantee  flammable  quality  Including 
all  identifying  numbers,  sjmibols,  and 
manufacturing  specifications,  a  sample 
of  carpet  or  rug  covered  by  guaranty,  a 
copy  of  each  test  performed  for  purposes 
of  the  guaranty  which  shall  disclose  the 
date  of  t«st,  results,  and  sufficient  Infor- 
mation to  clearly  identify  carpet  or  rug 
tested,  and  a  record  showing  the  yardage 
at  which  test  wa^  performed;  and  (b) 
the  guaranty  received  and  Identification 
of  carpet  or  rug  or  quality  of  carpet  or 
rug  guaranteed  in  turn  by  them. 

Retention  period:  3  years  (a)  from 
date  tests  performed;  (b)  from  date 
guaranty  furnished  where  applicable.  16 
CFR  1630.31,  1631.31,  1631.32 

1.9  Manufaelurers,  iniporleDH,  or  otber 
persons  initially  introducing  mat- 
Ires.-e.s  into  eomniereo.  l.Vmended] 

To  maintain  records  showing  details, 
description,  and  identification  of  sampl- 
ing and  other  plans;  production  units  of 
all  mattresses  marketed  or  handled;  test 
results  and  details  of  all  tests  performed, 
disposition  of  all  failing  and  rejected 
mattresses;  certain  manufacturing  speci- 
fications; certain  test  data;  photographic 
evidence  of  test  results;  disposition  and 
such  other  records  as  required  in  section 
cited. 

Retention  period:  3  j'ears  or  longer  as 
required  in  prototype  testing.  16  CFR 
1632.31  (c  and  (ii 

l.Hf  Manufacturers,  importers,  or  other 
persons  initially  introducing  chil- 
dren's sleepnear;  sizes  0— 6X  and 
7—11.  into  commerce.  [Transferred 
from  1.  Ml  and  amended] 

To  maintain  records  necessary  to  es- 
tablish line  of  continuity  through  man- 
ufacturing process  of  each  production 
unit  of  items  of  children's  sleepwear  or 
fabrics  or  related  materials  intended  or 
promoted  for  use  in  children's  sleepwear 
to  sale  and  delivery  of  finished  items, 
and  from  specific  finished  items  back  to 
manufacturing  records. 

Retention  period:  3  years,  except  rec- 
ords of  prototype  testing  to  be  main- 
tained as  long  as  they  are  relied  upon  and 
for  3  years  thereafter,  16  CFR  1615.31 

tei.  1616.31(d) 

1 . 1  I  I'cr-ons  shifiping  or  delivering  a 
lui/ardous  sub-tance  in  interstate 
connnerce  that  is  to  be  labeled  in 
-iili-taiitiai  <)tiaTitlly  at  an  estab- 
li-hmcnt  otber  than  lliat  where  orig- 
in.dly  manufactured  or  packed. 
i  Kenumbcrctl  I 

To  keep  WTitten  agreements  signed  by 
and  containing  the  post  oflBce  address  of 
the  person  and  the  operator,  and  con- 
taining whatever  specifications  for  label- 
ing of  the  hazardous  substance  that  are 
necessary  to  Insure  that  the  hazardous 
substance  will  not  be  misbranded  upon 
completion  of  such  labeling. 


Retention  period:  2  years  after  final 
shipment  or  delivery  of  such  hazardoas 
substance  from  such  establishment.  16 
CFR  1500.84 

1.12  Manufacturers  and  importers  of 
clacker  balls,  baby  bouncers  and 
walkers,  or  similar  articles.  [Heniiiti- 
hereil] 

To  maintain  records  of  sale,  distribu- 
tion, and  results  of  inspections  and  tests 
conducted. 

Retention  period:  3  years.  16  CFR 
1500.86(a)    (4)(vil)   and   (5Mv» 

1.13  Manufacturers  and  importers  of 
electrically  operated  toys  and  other 
article-  iiilendcd  for  ii-e  b»  chiMreii. 
[Renumbered  ] 

To  maintain  material  and  production 
specifications,  description  of  quality  as- 
surance program,  results  of  all  inspec- 
tions and  tests  conducted,  and  records  of 
sales  and  distribution. 

Retention  period  3  years  after  produc- 
tion or  Importation  of  esich  lot.  16  CFR 
1505.4(a)  (3) 

1.14  Manufacturers  or  importers  of  baby 
cribs.    I  Renumbered  J 

To  maintain  records  of  sale,  distribu- 
tion, and  results  of  all  inspections  and 
tests  conducted. 

Retention  period :  3  years  after  produc- 
tion or  importation  of  each  lot.  16  CFR 
1508.10 

1.13  Manufacturers  or  importers  of 
non-full  size  baby  cribs.  [.4dded] 

To  maintain  records  of  sale  and  dis- 
tribution and  results  of  all  inspections 
and  tests  conducted. 

Retention  period :  3  years  after  prcxiuc- 
tlon  or  importation  of  each  lot  (effective 
8-10-76).  16  CFR  1509.12 

1.16  Manufacturers  of  poison  prcNcn- 
tion  packaging.  rRcnumberetl  1 

To  maintain  records  of  tests  and  re- 
sults of  both  children  and  adults  required 
imder  the  Poison  Prevention  Packaging 
Act  of  1970. 

Retention  period:  Not  specified.  16 
CFR  1700.20(a)  (3)  and  (5) 

1.17  [Reserved] 

Persons  needing  further  informafion  about 
listed  record  retention  requirements  should  Con- 
tact the  following: 

Edwin  F.  Tinsworth,  Deputy  Director,  Bureau  of 
Compliance,     Consumer     Product    Safety     Com- 
mission,   Washington,    DC.    20207.   Telephone 
301-^92-6621. 

XVIId.  ENERGY  RESEARCH  AND 
DEVELOPMENT  ADMINISTRA- 
TION 

1.1       Cost-type  contractors. 

To  keep  justifications  in  support  of 
subcontracts  and  purchase  orders  ade- 
quate to  reflect  the  procurement  prac- 
tices and  procedures  used  and  the 
circumstances  supporting  particular 
transactions. 

Retention  period:  Not  specified.  41 
CFR  9-55.204 
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1^      [Deleted] 

1^      Holder    of     realricted     daU     acceM 
peniuta> 

To  keep  written  agreements  from  all 
Individuals  who  will  have  access  to  Re- 
stricted Data  under  the  access  permit  to 
give  effect  to  waivers  of  claims  (a)  for 
damages  under  35  U.S  C.  183:  (b)  for 
compensaUon  under  section  173  of  the 
Atomic  Energy  Act  of  1954,  as  amended; 
and  (c)  against  the  United  States  and 
the  AdminlstraUon  arising  in  connection 
with  use  of  information  supplied.  To 
establish  a  document  accountability  pro- 
cedure for  documents  contaming  Secret 
Restricted  Data  and  maintain  records  to 
show  disposition  of  aU  such  documents 
which  have  been  in  his  custody  at  any 
time. 

Retention  period:  Not  specified.  10 
CFR  725.23.  7&5.34 

1.4  [I>eleteil] 

1.5  [Deleted]  ^ 

1.6  [Deleted] 

1.7  [Deleted] 

1.8  l.e*«ee«  of  uranium  deposits  on  land 
controlled  bj  the  Energy  Research 
and  Dercioproent  Adminij^tration. 
I  .Vmetidcd  ] 

To  keep,  and  make  avEiilable  to  the  Ad- 
ministration, such  records  as  required 
by  the  provisions  of  the  lease. 

Retention  period:  At  least  3  years  after 
termination  or  expiration  of  the  lease. 
10  CFR  760.1  (o) 

1.9  [Deleted] 

1.10  [Deleted] 

1.11  Persons  subject  to  financial  protec- 
tion requirements  and  indemnity 
agreement*,   [.\raendedj 

To  maintain  records  as  deemed  neces- 
sary by  the  Administration  for  the  ad- 
ministration of  the  regulations  concern- 
ing financial  protection  requirements  and 
Indemnity  agreements. 

Retention  period:  Not  specified.  10 
CFR  840.6 

1.12  Contractors  or  lessors  having  nego- 
tiated contracts  with  the  Energy  Re- 
search and  Development  .Administra- 
tion (except  foreign  goremments, 
agencies  thereof,  and  foreign  pro- 
ducers)     and     their     subcontractors. 

To  keep  directly  pertinent  books,  doc- 
tmients,  papers,  and  records. 

Retention  period:  3  yeari  after  final 
payment.  41  CFR  1-7.103-3,  9-7.5004-10 

1.13  [Deleted] 

1.14  Contractors  ■who«e  contract  containa 
the  safety,  health,  and  fire  protection 
clause  prescribed  in  41  CFR  9— 7»- 
5004-12.  [Amended] 

To  maintain  individual  occupational 
radiation  exposure  records  gwierated  In 
I>erf  ormance  of  contract  work. 

Retention  period :  Until  disposal  Is  spe- 
cifically authorized  by  the  Admlnbtra- 
tloo;  or  at  Vbe  option  of  the  contractor 
delivered  to  tbe  Admtnlstratloii  upoa 
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completion  or  termination  of  the  con- 
tract. 41  CPR  9-7.500&-60 

1.15  [Deleted] 

1.16  [Deleted] 

1.17  Recipietito     of    cot    sharin*    coo- 
tracts. 

To  maintain  records  of  cost  contribu- 
tions and  costs  charged  to  ERD.V 

Retention  period:  Not  specified.  41 
CFR  9-4.5604 

1.18  Coot-type   contractors   and    subcon- 
tractors. 

To  maintain  records  In  accordance 
with  the  provisions  of  their  contract  or 
subcontract. 

Retention  period:  Various.  41  CFR 
9-7.5006-1  (ERDA  Manual  Chapter  Ap- 
pendix 0230  contains  estatdished  reten- 
tion periods  for  more  than  900  record 
items  of  cost-type  contractors  and  sub- 
contractors.) 

1.19  [Deleted] 

1.20  1  Deleted] 

1.21  llMetedl 
1J22  [Deleti-d] 
1.23  :  Deleted  1 
1 .2  t       I  IMeted  ] 

Persons  needing  torlher  information  about 
listed  record  retention  requirements  shou(d  con- 
tact the  following: 

Loren  L  Rodemacher,  Chief  Records  Manage- 
ment Branch,  Office  of  the  Controller,  En*rgy 
Research  and  Development  Adminirtrotion, 
Washington,  D  C  20545.  Te»*phon«-  301- 
353-5055 

XVIII.     ENVIRONMENTAL     PRO- 
TECTION AGENCY 

1.1  Persons  awarded  EP.\  grants,  and 
contractors  for  all  gubaprcements  in 
excosof  $10,000. 


XVIIl    1.10 

1.4  Slate  agencies  jwirtiripalmg  in  re- 
K>cation  aesi»tan«^  programss. 

To  maintain  relocation  records  In  ac- 
cordance with  the  requirements  of  ap- 
pendix A  to  Pan,  4. 

Retention  period:  3  years  after  com- 
pleuon  of  a  project.  40  CFR  4.105 

1.3  0«  ner«  or  operators  of  any  building, 
filruiture.  f;irilit».  or  installation 
emitting  air  polliitanla. 

To  maintain  records  of  the  occurrence 
and  duration  of  any  startup,  shutdown, 
or  malfuncUon  In  operation  of  any  af- 
fected laclhty.  any  m^afuncilon  of  the 
air  pollution  control  equipment,  or  aiiy 
periods  durmg  which  a  continuoiLs  mon- 
itormg  .'-vstem  or  device  is  Inoperative; 
a  file  of  all  measurements,  iiicluding 
monitoring  and  performance  testing 
measurements;  and  any  other  records 
which  may  be  required  by  apphcable 
subparti. 

Retention  period;  2  years.  4C  CFR  50  7 

1.6      Owners   and   operators   o{   stationary 

»our(<'«     etniltinc    nir     pollulanU     for 
which  a  national  standard  is  in  cfTect. 

To  maintain  records  of  nature  and 
amount  of  emission,  air  sampling  data, 
and  other  information  deemed  necessary 
to  determine  compliance  with  applicable 
emission  liniiiauons  or  other  conirol 
measures,  i Stale  Implementation  Plan^) 
Retention  pertod:  2  years.  40  CFR 
51.19  and  Par;  52  set  specific  Stat* 
plan 

1.7  Mannfactnrers  of  products  subjcci  to 
noi!>e  emission  «landar<l»  and  labeling 
re«iuirerocnU  of  ll»e  .Noise  <  <»«itrt>l 
.\cl  of  1972. 

To  maintain  records  relating  to  such 
products  to  determine  compliance  to  xhe 
act. 

Retention  period:  Not  specified.  Pub- 
lic Law  92-574  (86  Stat.  1244) 


Grantee  shall  maintain  books,  records, 
documents,  and  other  evidence  and  ic- 
counting  procedures  necessary  to  show 
(1>  amount,  receipt,  and  disposition  of 
all  assistance  received  for  project.  In- 
cluding non-Federal  share,  and  (2)  total 
costs  of  the  project.  Contractors  of 
grantees  shall  maintain  books,  docu- 
ments, papers,  and  records  which  are 
pertinent  to  soeciflc  EPA  grants. 

Retention  period:  3  years  after  date  of 
final  settlement,  or  after  submission  of 
annual  financial  report  for  grants  which 
are  awarded  annually,  or  until  appeal, 
litigation,  claim,  or  exception  is  resolved. 
40  CFR  30.805,  App.  A 

Retention  period:  3  years.  40  CFR 
52.1161 

1.2  Persons  obtaining  an  experimental 
permit  for  use  of  a  pe*ticide  chemical 
for  whk-ii  a  temporary  tolerance  i« 
established. 

To  msdntatn  temporary  tolerance  rec- 
ords of  production,  distribution,  and 
performance.  

Retention  period:  a  year*.  40  CFR 
180.31(e)(4) 

1.J      [Deleted] 


1.8  ."^lale  or  iiilerslale  aeenrr  par- 
tieipatini;  in  the  national  polluLanI 
di.M-harjte  eliminalicwj  projjram. 

To  maintain  records  of  all  Information 
resulting  from  monitoring  activltiefl  as 
Indicated  in  section  cited. 

Retention  period:  3  years,  or  longer 
during  period  of  imresolved  litigation  or 
when  reqiiested  by  Director  or  Regional 
Administrator.  40  CFR  124.62,  125.27 

1.0  rx)ntractor<>  of  nonpersonal  service 
eon  tract*. 

To  maintain  payroll  records  as  speci- 
fied in  29  CFR  516.2'aK 

Retention  period:  3  years  after  com- 
pletion of  contract.  41  CFR  15-16.553-3, 
para    26' e> 

1.10  Persons  holding  permiu  to  allow 
dumping  of  material  into  the  ocean 
waters. 

To  maintain  complete  records  of  ma- 
terials dumped,  time  and  locations  of 
dumping,  and  such  other  records  as  re- 
<iuired  In  section  cited. 

RetaQtlao  period:  Noi  specified.  40 
Cni  234.1 
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1.11  DHiieri  and  optTHlors  of  onshore 
or  offihorc  farilitics  engapcd  in  oil 
acti>itie». 

To  maintain  written  procedures  de- 
veiin)ed  for  prevention  of  oil  pollution 
and  record  of  inspection  required  in  40 
CI-Ti  Part  112. 

Retention  period:  3  years.  40  CFR 
112.7 

1.12  0»»ntT>i  and  operalor'*  of  thrniiul 
prtM-fr>«inj:  farilillf-  and  latid  di~po-.il 
site*. 

To  maintain  records  and  monitoring 
data  as  required  by  regiilations. 

Retention  period:  Not  specified.  40 
CFR  240.211—240.211-3,  241,212— 
241  212-3 

1.13  Rr<ipi<nt.«  niiiMii;^  Itiicral  af*>i''t- 
aiuc  und«'r  tlic  I  fderal  Vi'atfr  Pollu- 
tion Control  Act  AnK-ndnients  of 
1972. 

To  mam  tain  .<;uch  records  as  are  neces- 
sary to  ascertain  compliance  to  the  equal 
employment  opportunity  requirements  of 
the  act. 

Retention  period:  Not  specified.  40 
CFR  12.7 

1.14  Produrers  of  pp«ticidp»  and  device*, 
and  prwlucer-  of  pesticides  pur><uant 
to      an      experimental      use      permit. 

To  maintain  records  of  production, 
brand  names,  receipt,  shipment.  Inven- 
tories, advertising,  guarantees,  disposal, 
tests,  research,  and  such  other  records  as 
specified  in  the  section  cited. 

Retention  period:  Various.  40  CFR 
169.2,  172.5 

1.15  State  asenries  u«iiii;  or  applying 
pesticides  pur»uant  to  a  quarantine- 
public   health  exi-inption. 

To  maintain  records  of  all  such  treat- 
ments specifymg  records  as  contained  in 
cited  section. 

Retention  period:  Not  specified.  40 
CFR  166.6 

1.16  FerMtn*  u«irist  or  recei\infi:  pc«ti- 
cides       and       pestici<ie       containers. 

To  maintain  records  to  locate  pesti- 
cides and  pesticide  containers  within  a 
designated  landfill. 

Retention  period:  Not  specified  40 
CFR  165  8.  165  9,  165.10 

1.17  F-ducational  institutions  or  employ- 
ers receivine  incentives  for  reduction 
of  sinnlc-pa««<'nKc-r  roniimil<r  \fhicle 

UM-. 

To  maintain  all  supportmg  documents 
and  data  required  by  section  cited. 

1.18  Hcfincr«,  dislril>utor'>.  an«l  rctaihrs 
of  i:a-i>lint'. 

To  maintain  information  on  bulk  ship- 
ments and  annual  gallonage  sales  of  un- 
leaded gasoline  as  specified  In  section 
cited. 

Retention  period:  6  months  40  CFR 
80.7 

I .  I  0  0\«ner>i  or  opera  tor-  of  piilili.-  »  ater 
«>  •«temi-. 

To  maintain  records  of  <ai  bacterio- 
logical analyses;  ib'  chemical  analyses: 
(ci  actions  taken  to  correct  violations  of 
primary  drinking  water  regulations:  (d) 
copies  of  written  reports,  summaries  or 


communications  relating  to  sanitary  sur- 
veys of  the  system;  and  (e)  records  con- 
cerning variances  or  exemptions  granted 
to  the  system. 

Retention  period:  (a)  5  years;  (b)  10 
years :  ( c)  3  years  after  last  action  taken 
for  each  violation;  (d)  10  years;  and  (e) 
5  years  after  expiration  of  variance  or 
exemption.  40  CFR  141.33 

1.20  I'rr-fin-  «lio  manufacture,  process, 
or  <li«triliiile  in  commerce  any  chem- 
ical •■iih-lance  or  mi.xture  subject  to 
the  I'ovic  .Substances  Control  Act. 
I  Added  1 

To  maintain  records  of  significant  ad- 
verse reactions  to  health  or  the  environ- 
ment alleged  to  have  been  caused  by  the 
substance  or  mixture.  Records  required 
to  be  maintained  include  records  of  con- 
sumer allegations  of  personal  injury  or 
harm  to  health,  reports  of  occupational 
disease  or  injury,  and  reports  or  com- 
plaints of  injury  to  the  environment. 

Retention  Period:  For  records  related 
to  adverse  reactions  to  the  health  of  em- 
ployees, 30  years  after  such  reactions  are 
first  reported  to  manufacturer.  Five  (5) 
years  after  first  reporting  for  all  other 
records  of  adverse  reactions.  Public  Law 
94-469  (15U.S.C.  2601) 

1.21  Owner*  or  operators  of  any  sta- 
tionary sources  emitting  hazardous 
pollutant-  for  which  a  national  stand- 
aril  is  in  effect.  [.Added] 

To  maintain  records  of  emission  test 
results  from  air.  stack,  sludge,  or  other 
sampling,  needed  to  determine  total 
emissions,  as  specified  in  the  sections 
cited.  

Retention  Period:  2  years.  40  CFR 
61.33.  61.43.  61.44,  61.53,  61.54,  61.71 

1.22  Manufacturers  of  new  motor  ve- 
hicles or  new  motor  vehicle  enginea 
subject  to  air  pollution  control  reg- 
ulations. [.\dded] 

To  maintain  general  and  specific  rec- 
ords relating  to  such  vehicles  as  specified 
in  the  sections  cited. 

Retention  Period:  6  years  after  Issu- 
ance of  all  related  certificates  of  con- 
formity. 40  CFR  85.006,  85.106,  85.206, 
85.306.  85.706,   85  806,  85.906,   86.077-7 

1.2.i  Manufacturers  of  new  motor  ve- 
hicles or  new  motor  vehicle  engines 
who  have  been  notified  that  such 
vehicles  or  engines  are  not  in  con- 
formity with  applicable  emission 
standards  and   regulations,    [.\dded] 

To  maintain  records  to  permit  the 
analysis  of  recall  campaigns  as  specified 
in  the  section  cited. 

Retention  Period:  5  years.  40  CFR 
85.1806 

1.21  Manufaiturcrs  of  portable  air 
i-onipres-ors  and  medium  and  heavy 
dutv  trucks  -ubject  to  the  noise  emis- 
sion -tandards  and  controls  for  con- 
struction and  transportation  equip- 
uMMt.  I  Addc<ll 

To  maintain  general  and  individual 
records  for  test  compressors  and  vehicles 
as  specified  in  the  sections  cited. 

Retention  Period:  3  years  from  the 
date  of  production  verification.  40  CFR 
204.53,  205  53 


1.25  Manufacturers  of  new  gasoline- 
fueled  and  diesel  light-duty  vehicles 
and  new  gasoline-fueled  and  diesel 
light-duty  trucks  subject  to  selective 
enforcement  auditing  procedures  re- 
quired by  air  pollution  control  reg- 
ulations. [Added] 

To  maintain  general  and  Individual 
records  relating  to  vehicle  emission  tests 
performed  pursuant  to  test  orders  as 
specified  in  the  section  cited. 

Retention  Period:  1  year  after  com- 
pletion of  tests.  40  CFR  86.605 

Penons  nseding  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Horold  R.  Masters,  Chief,  Administrotive  Man- 
agement Branch,  Management  and  Organiza- 
tion (PM— 213),  U.S.  Environmental  Protection 
Agency,  401  M  Street,  S.W.,  Washington,  D.C. 
20460.  Telephone:  202-755-0840. 

XIX.   EQUAL  EMPLOYMENT  OP- 
PORTUNITY COMMISSION 

1.1  Employers  subject  to  title  VII  of  the 
Civil  Rights  Act. 

To  maintain  personnel  and  employ- 
ment and  other  records  having  to  do  with 
hiring,  promotion,  demotion,  transfer, 
lay-off  or  termination,  rates  of  pay,  and 
selection  for  training  or  apprenticeship. 

Retention  period:  6  months  from  date 
of  making  record  or  personnel  action 
involved,  whichever  is  later.  Whenever  a 
charge  of  discrimination  has  been  filed, 
or  an  action  brought  by  the  CommissiMi 
or  the  Attorney  General — until  final  dis- 
position of  the  charge  or  action.  29  CFR 
1602.14 

1.2  Employer*,  labor  organizations,  and 
joint  labor-management  committees 
controlling  apprenticeship  programs. 

(a)  To  maintain  a  list  in  chronological 
order  of  names  and  addresses,  sex,  and 
minority  group  identification  oi  all  ap- 
plicants in  the  apprenticeship  program, 
and  any  other  records  relating  to  appli- 
cants for  apprenticeship,  such  as  com- 
pleted test  papers,  and  records  of 
Interviews. 

(b)  To  maintain  any  other  records 
made  solely  for  completing  Report 
EEO-2,  or  similar  reports. 

Retention  period:  va)  2  years  or  period 
of  successful  applicant's  apprenticeslilp, 
whichever  is  later;  (b)  1  year  from  the 
due  date  of  the  report.  Whenever  a 
charge  of  discrimination  has  been  filed, 
or  an  action  brought  by  the  Attorney 
General — until  final  disposition  of  the 
charge  or  action.  29  CFR  1602.20,  1602.21 

1.3  Local  unions. 

To  maintain  prescribed  records  con- 
cerning local  union  practices;  and  "re- 
ferral unions"  to  maintain  membership, 
referral,  and  applicant  records  by  sex 
and  mmority  group  Identification. 

Retention  period:  1  year  except  for 
other  membership  or  referral  records 
required  of  "referral  unions"  which  are 
to  be  retained  for  a  period  of  6  months. 
Whenever  a  charge  of  discrimination  has 
been  filed,  or  an  action  brought  by  the 
Commission  or  the  Attorney  Gaieral — 
until  final  disposition  of  the  charge  or 
action.  29  CFR  1602.22,  1602.28 
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1.4  Stale  and  local  governments  (non- 
educational  institutions). 

(ai  To  maintain  personnel  and  em- 
ployment records  having  to  do  with  hir- 
ing, promotion,  demotion,  transfer,  ter- 
mination, rates  of  pay  or  other  terms  of 
compensation  of  civil  service  and  other 
state  employees,  except  those  working  in 
educational  institutions. 

(b)  To  maintain  information  on  em- 
ployees in  order  to  complete  and  file 
form  EEO-4  as  required. 

Retention  period:  (a^  2  years,  29  CFR 
1602  31;   (bi   3  years,  29  CFR  1602.30 

1.3  Public  school  systems,  districts,  and 
individual  schools  nilh  15  or  more 
eniplo>  ee>. 

I  a)  To  maintain  personnel  and  em- 
ployment records  having  to  do  with  hir- 
ing, promotion,  demotion,  transfer,  ter- 
mination, rates  of  pay  or  other  terms  of 
compensation  of  all  public  school  em- 
ployees. 

(b)  To  maintain  information  on  em- 
ployees in  order  to  complete  and  file  form 
EEO-S  as  required. 

Retention  period:  •a''  2  years,  29  CFR 
1602.40;  lb*  3  years,  29  CFR  1602.39 

1.6      In»titutions  of  higher  education  vith 
15  or  more  employees. 

<a^  To  maintain  personnel  and  em- 
ployment records  having  to  do  with 
hiring,  promotion,  demotion,  transfer, 
termination,  rates  of  pay  or  other  terms 
of  compensation  of  all  school  employees. 

(b'  To  maintain  information  on  em- 
ployees m  order  to  complete  and  file  form 
EEb-6  as  required. 

Retention  period:  <ai  2  years,  29  CFR 
1602  49;  'b*  3  years,  29  CFR  1602.48 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
fact  the  following: 

Mr.  Joachim  Neckere,  Chief,  EmployipenI  Sur- 
veys Branch,  Equal  Employment  Opportunity 
Commission,  Room  2000,  2401  E  Stieel,  NW., 
Washington,  DC.  20506.  Telephone:  202- 
634-6474 

XX.   FARM  CREDIT  ADMINISTRA- 
TION 

1.1      Farm  credit  bank*  and  associations. 
[  Amended  1 

To  maintain  original  corporate  rec- 
ords, payroll  records,  basic  personnel 
records,  records  required  by  Federal  or 
State  laws.  Federal  records,  financial  re- 
ports as  of  June  30  and  December  31  each 
year,  applications,  notes,  security  instru- 
ments, financial  statements,  and  indi- 
vidual records  pertaining  to  loans 
charged  off  where  the  borrower  has  a 
significant  enforceable  and  residual  lia- 
bility, and  listing  of  obsolete  records 
destroyed. 

Retention  period:  Not  specified.  12 
CFR  618.8360 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Paul  C.  Redmer,  Director,  Administrative  Di- 
vision, Farm  Credit  Administrotion,  490  L'En- 
fant  Plaia  East,  S.W.,  Washington,  DC.  20578. 
Telephone:   202-755-4394. 


XXI.  FEDERAL  COMMUNICA- 
TIONS COMMISSION 

1.1  Licen»ce«  of  >ti)iid:ird,  1  M  and  non- 
commercial j-iluralional  l  .M  broad*  ;t-l 
(radio)  stations.   1  Amended] 

To  keep  at  each  transmitter  or  remote 
control  point  records  of  equipment 
performance  measurement  data  includ- 
ing diagrams  and  appropriate  graphs, 
together  with  descriptions  of  instru- 
ments and  procedures,  signed  and  dated 
by  qualified  person  making  the  measure- 
ments. 

Retention  period:  2  years.  47  CFR 
73.47.73.254 

1.2  |l)elcled] 

1.3  Licensees  or  permittees  of  standard, 
FM,  nonromnierrial  educational  FTVI, 
inlcrnalioiKil  radio,  and  l«Ic\  i.-ioii 
hroadca-1  ••talion-. 

To  keep  program,  operating,  and  main- 
tenance logs  except  for  licensees  of  inter- 
national radio  stations  who  keep  pro- 
gram and  operating  logs,  including 
rough  logs  and  transcribed  portions 
thereof. 

Retention  period ;  2  years  and  for  such 
additional  periods  as  required  as  follows : 
(a)  logs  invoUing  communications  inci- 
dent to  a  distress  or  disaster  and  those 
involved  in  an  investigation  by  the  Com- 
mission—until written  authorization  by 
the  Commission  to  destroy:  <b>  logs  inci- 
dent to  or  involved  in  any  claims  or  com- 
plaint— until  satisfaction  of  such  claim 
or  complaint  or  until  barred  by  the  stat- 
ute limiting  the  time  for  filing  of  such 
s'jits  upon  such  claims.  47  CFR  73  HI — 
73.115,  73.281—73.285.  73.581—73  585. 
73.669—73.673,  73.781—73.786 

1.4  Licensees  of  standard,  FM,  non- 
commercial educational  FM  radio, 
and  tele\  ision  broadcast  stations. 

To  keep  complete  records  of  all  re- 
quests for  broadcast  time  made  by  or  on 
behalf  of  candidates  for  public  office, 
together  with  appropriate  notations 
showing  disposition  made  and  charge,  if 
any,  if  request  is  granted. 

Retention  period:  2  years  47  CFR 
73.120,  73.290,  73.590,  73.657 

1.3  Licensees  of  radio  stations  in  the 
experimental,  auxiliary,  and  special 
broadcast  ^c^^ic(■•..  and  of  cable  tele- 
vision  relay  stations. 

To  keep  log  of  statk)n  operations  in- 
cluding hours  of  operation,  programs 
transmitted,  frequency  checks,  pertinent 
remarks  concerning  transmission,  re- 
search and  experimentation  conducted, 
tower  light  Inspections,  and  such  other 
records  as  indicated  in  sections  cited. 

Retention  period:  2  years,  except  li- 
censees of  instructional  television  fixed 
stations  and  cable  television  relay  sta- 
tions keep  records  for  such  longer  period 
as  the  Commission  may  direct  or  in  case 
of  claim  or  complaint,  until  satisfaction 
of  such  claim  or  complaint  or  until  barred 
by  statute  limiting  the  time  for  filing  of 
stilts  upon  such  claims.  47  CFR  74.181, 
74.281,  74.381,  74.481,  74.581,  74.681, 
74.781,  74.881,  74.981.  74.1291.  78  69 


1.6  Licensee*    of    low    power    broadcast 

auxiliary  stations.    ;  Di-leletl  ! 

1.7  Licensees  of  radio  stations  in  the 
experimental  service*  (other  than 
broadcast) . 

To  keep  adequate  station  records  of 
operation;  of  service  or  maintenance 
duties  which  may  affect  proper  station 
operation:  and  of  the  illumination  of 
antennas  or  antenna  supporting  struc- 
tures.   

Retention  period:  1  year.  47  CFR 
5.163,  17.49  ^retentlon:  5.165) 

1.8  Licensees   of   radio   stations  holdinf 

>tiidi'iit      ;iiitlHiri/.iti<>ii»     for     experi- 
mental service*. 

To  maintain  record  of  date,  time,  and 
frequency  of  operation  And  brief  descrip- 
tion of  experimentation  being  conducted. 

Retention  period:  1  month  after  ter- 
mination of  authorization.    47  CFR  5  410 

1.9  Licensees  of  r»dio  •tations  in  the 
international  flied  public  radio  com- 
munication services. 

To  keep  station  logs. 

Fletention  period :  1  year  and  such  ad- 
ditional periods  as  required  as  follows: 
<a>  logs  mvolvmg  communications  inci- 
dent to  a  distress  or  disaster  or  those 
involved  in  an  investigation  by  the  Com- 
mission— imtil  written  authorization  by 
the  Commission  to  destroy;  (b)  logs  inci- 
dent to  any  claim  or  complaint — tmttl 
satisfaction  of  such  claim  or  complaint 
or  until  barred  by  statute  limiting  time 
lor  filing  of  suits  upon  such  claims.  47 
CFR  23.47 

1.10  Licensees  of  radio  stations  on  land 
in  llie  maritime  services  and  .\la«ka- 
public   lixed  stations. 

To  maintain  station  records  and  logs 
as  indicated  in  sections  cited. 

Retention  period:  I  year  from  date  of 
entry  and  for  such  additional  periods  a5 
required  as  follows:  la)  Logs  invoUing 
communications  incident  to  a  distress  or 
disa-ster — 3  years  from  date  of  entry;  <b) 
logs  Including  communications  incident 
to  an  investigation  by  the  Commission — 
until  written  authorization  by  the  Com- 
mission to  destroy;  <c)  logs  incident  to 
or  involved  in  any  claim  or  complaint — 
until  satisfaction  of  such  claim  or  com- 
plaint or  until  barred  by  statute  limiting 
the  time  for  the  filing  of  suits  upon  such 
claims.  47  CFR  81.194,  81.214,  81.314, 
81.370,  81.458,  81.477,  81504,  81.536, 
81  704   'retention:   81. 115' 

1.11  Licensees  of  limited  coast  station* 
or  marine-utility  stations  used  on 
shore. 

To  keep  a  copy  of  agreements  with 
vessel  owners,  verifying  that  licensee  haa 
sole  right  of  control  of  the  ship  radio 
station  involved  and  that  the  vessel  op- 
erators shall  use  the  ship  stations  sub- 
ject to  the  orders  of  the  licensee  of  the 
coast  station  or  marine  utility  station  on 
shore. 

Retention  period:  Not  specified.  47 
CFR  81.352 
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1.12  Licensees  of  limited  coast  slations, 
riiarine-ulililT    stations,   anil   marine- 

lixcd  station*. 

To  keep  records  which  reflect  the  coat 
of  the  ser\-lce  and  Its  nonproflt.  cost- 
sharing,  cooperative  arrangement  or 
basis  on  which  radio  communication 
service  Ls  rendered. 

Retention  period:  Not  specliled.  47 
CFR  81.352.  81.451 

1.13  I.ircn«ees  of  radio  stations  on  ship- 
Ixiard     in     the     maritime     serrice*. 

To  maintain  station  logs  and  such 
other  records  as  Indicat-ed  In  sections 
cited. 

Retention  period:  1  year  from  date  of 
entry  and  such  additional  periods  as  re- 
quired as  follows:  (a)  logs  Involving  com- 
munications incident  to  a  distress  or  dis- 
aster— 3  years  from  date  of  entry;  (b) 
logs  Including  communications  Incident 
to  or  Involved  in  an  investigation  by  the 
Commission — until  written  notification 
by  the  Commission  to  destroy;  'c)  logs 
Incident  to  or  involved  In  any  claim  or 
complaint — until  satisfaction  of  such 
claim  or  complaint  or  until  barred  by 
statute  limiting  the  time  for  the  filing 
of  suits  upon  such  claims  (47  CFR  Part 
42  prescribes  the  requirement  concern- 
ing record  retention  by  communications 
common  carriers';  (d'  ship-radar  sta- 
tion licensees  retain  a  permanent  instal- 
lation and  maintenance  record.  47  CFR 
83  39.  83  111.  83.115,  83  184,  83  330,  83.331. 
83  368.  83  40.5.  83  456,  83  457,  83.459. 
83  462.  83.463.  83.473,  83  548.  83.819 

1.11      IJcpn«eps   of   radio   stations    in   llie 
ii\  lalion  »er\  ires. 

All  stations  at  fixed  locations,  except 
radionavigatlon  land  test  stations 
I MTF I ,  to  keep  adequate  records  of 
operation;  and  stations  whose  antenna 
structure  is  required  to  be  Illuminated — 
a  record  of  Illumination;  Aeronautical 
Public  Service  Stations — to  keep  a  file  of 
all  record  communications  handled  and 
all  ground  stations  so  licensed  to  keep 
a  record  of  radiotelephone  contacts 
either  In  the  form  of  telephone  traffic 
tickets  or  as  a  separate  list. 

Retention  perlixl:  30  days;  except 
those  logs  involving  communications  in- 
cident to  a  distress  or  disaster  or  in- 
volved in  an  investigation  by  the  Com- 
mission— until  written  notincation  by 
the  Commission  to  destroy;  or  logs  Inci- 
dent to  or  Involved  In  a  claim  or  com- 
plaint— until  satisfaction  of  such  claim 
or  complaint  or  until  barred  by  statute 
limiting  time  for  filing  suit  upon  such 
claim.  47  CFR  87  99-87.109 


m: 


Pul.i 


ir  -orv  ice  airrra 


ft. 


To  keep  adequate  records  to  permit 
ready  identification  of  Individual  air- 
craft if  in  lieu  of  radio  .station  call  letter, 
the  official  aircraft  reuistratlon  number. 
or  company  flight  identification  Is  used 
and  make  them  available  for  Inspection 
upon  request  of  an  authorized  repre- 
sentative of  the  Commission. 


Retention   period:   Not  specified. 
CFR  87.115 
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1.16  Lk-ensees  of  pulilic  •afetT',  indus- 
trial, and  land  transportation  radio 
services  stations. 

To  keep  records  as  follows:  By  all  sta- 
tions— transmitter  measurements,  serv- 
ice and  maintenance  records,  the  name, 
address,  and  license  Information  of 
person  or  persons  responsible  for  the 
foregoing  and  stations  whose  antenna 
or  antenna  supporting  structure  Is  re- 
quired to  be  Illuminated — a  record  of 
Illumination. 

Retention  period:  1  year.  47  CFR 
89.175,  89.179.  91.160,  93.160 

1.17  Licensees  of  publir  safety,  indus- 
triiil,  land  trau>p<irtalion,  and  per- 
sonal radio  «<'r\ire  stations  sharing 
costs  and  facilities  willi  other  li- 
cen.sees.   [  .\niended  ] 

To  keep  a  copy  of  cooperative  agree- 
ments and  contracts  as  well  as  records 
which  reflect  the  nonproflt,  cost-shar- 
ing nature  of  that  sharing.  

Retention  period:  1  year.  47  CFR 
89.13.  89.14,  91.6,  91.9,  93.3,  93.4,  95.87 
(retenUon:  89.179.  91.160,  93.160.  95.103) 

1.18  .Nonprofit  corporations  or  associa- 
tions organized  to  operate  radio  sta- 
ticms  in  the  power,  petroleum,  forest 
product,  motion  picture,  relay  press, 
and   ba>c  and   mobile  station-'. 

To  keep  records  which  reflect  the  cofit- 
Bharlng  nonproflt  basis  under  which 
they  operate. 

Retention  period:  1  year.  47  CFR 
91.251.  91.301.  91.351.  91.401.  91.451.  93.3. 
93.4  (retenUon:  91.160,  93.160) 

1.19  I.icensees  of  amateur  radio  stations. 

[  .\niended  1 

To  maintain  station  licenses,  logs,  and 
system  network  diagrams,  Including  In- 
formation indicated  In  sections  cited. 

Retention  period:  Varied.  47  CFR 
97.13,  97.47,  97.83.  97.88,  97.103,  97.105, 
97  111 

1.20  lacensees  of  private  operational- 
fixed  niicroKavo  service. 

To  maintain  records  as  specified  In 
section  cited. 

Retention  period:  1  year.  47  CPTi 
94.113 

1.21  [Reserved] 

1.22  Grantees  of  FCC  equipment  au- 
thorizations,   including    registration. 

l.\mended] 

To  maintain  records  of  original  design 
drawings  and  specifications  and  of  the 
procedures  used  for  production.  Inspec- 
tion, and  testing. 

Retention  period:  1  year  after  manu- 
facture of  Item  Is  permanently  discon- 
tinued or  until  notified  of  conclusion  of 
any  investigation  or  proceeding.  47  CFR 
2938 

1.2.3  Licensees  of  citizens  radio  service 
stations.   [Kevised] 

To  keep  records  as  foUaws:  F\)r  licens- 
ees whose  name  and/or  address  has 
changed,  a  copy  of  the  notification  to 
the  Commission;  for  licensees  of  certain 
General  Mobile  stations,  signal  strength 


ratio  measurements;  for  stations  re- 
quired to  conduct  tests  in  connection 
with  a  notice  of  violation,  the  reports  of 
the  test  results;  for  stations  transmitting 
abbreviations,  a  list  of  all  such  abbre%i- 
atlons  and  their  meanings:  for  stations 
In  which  the  Ucen-see  installs  a  unit  of 
his  station  on  the  premises  of  a  tele- 
phone answering  service,  the  required 
written  agreement;  for  each  station,  the 
ciirrent  authorization  and  a  current 
copy  of  Part  95;  for  stations  whase  an- 
teima  structure  Is  required  to  be  Illumi- 
nated, a  record  of  inspection  and  mam- 
tenance. 

Retention  period :  1  year,  unless  other- 
wise stated.  47  CFR  17.49,  95.35.  95. 41, 
95.53.  95.83,  95.89,  95.101,  95.105,   95.111 

1.24  Licensees  of  repeater  stations  (op- 
erated    under     automatic     control). 

To  retain  all  radlocommunications 
tr'-Jismltted  by  station. 

Retention  period:  30  days.  47  CFR 
97.111 

1.25  Licensees  of  disaster  communi- 
cations       service        radio        stations. 

To  keep  an  accurate  log  of  all  opera- 
tions Including  information  Indicated  in 
sections  cited. 

Retention  period:  1  year  or  if  a  portion 
of  log  related  to  an  actual  disaster,  until 
approval  by  the  ComndsRlon  to  destroy. 
47  CFR  99.25,  99.27 

1.26  Licensees  of  radio  stations  in  the 
domestic       public       radio       services. 

To  maintain  a  technical  log  of  station 
operations  and  an  operation  logbook  as 
Indicated  in  section  cited. 

Retention  period :  1  year,  or  If  records 
Involving  communications  Incident  to  a 
disaster  or  Involved  In  pn  Investigation 
by  the  Commission — until  written  au- 
thorization by  the  Commission  to  de- 
stroy; or  If  involved  In  a  claim  or  com- 
plaint— until  satisfaction  of  claim  or 
complaint  or  until  barred  by  statute  lim- 
iting time  for  filing  a  suit  upon  such 
claim.  47  CFR  21.208 

1.27  Communication  common  carriers, 
including  Communiralions  Satellite 
Corporation  and  certain  contractors. 

To  keep  accounts,  records,  memoranda, 
documents,  microfUm,  correspondence 
and  related  Indexes  prepsired  by  or  on 
behalf  of  the  carrier  as  well  as  records  of 
property  or  services  acquired  by  a  carrier 
through  purchase,  consolidation,  merger, 
etc. 

Retention  period:  Various.  47  CFR 
25.177  (retention:  42.9^ 

1.28  Owners  or  operators  of  industrial 
heating  equipment. 

To  keep  a  log  of  Inspections  of  Indus- 
trial heating  equipment. 

Retention  period:  Not  specified.  47 
CFR  18  105 

1.29  Licen«ee8  or  permittees  of  stand- 
ard, FM,  television,  or  international 
broadcast  station.*. 

To  maintain  resale  contracts  to  "time 
brokers,"  subchannel  leasing  agreements, 
time  sales  contracts  with  same  sponsor. 
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1.30  Applicants,  permittees,  and  b- 
censees  of  standard.  FM.  non- 
commercial educational  FM  radio, 
and     television     broadcast     stations. 

To  maintain  applications  for  construc- 
tion permits,  employment  records,  and 
such  other  records  as  may  be  required  by 
section  cited. 

Retention  period:  Various.  47  CFR 
1.526 

1.31  Licensees  of  standard,  FM.  and  in- 
ternational radio,  and  television 
broadcast  stations. 

To  keep  a  list  of  the  chief  executive  of- 
ficers or  members  of  the  executive  com- 
mittee or  of  the  board  of  directors  of  any 
corporation,  committee,  association,  or 
other  unincorporated  group  which  spon- 
sors, pays  for  or  furnishes,  In  whole  or 
In  part,  or  provides  material  or  services 
for  any  program,  other  than  a  program 
advertising  commercial  products  or  serv- 
ices, which  is  broadcast  by  the  station. 
Where  sponsorship  armouncements  have 
been  waived  pursuant  to  47  CFR  73.1212 
(g)  records  of  names,  addresses,  and 
telephone  numbers  of  the  advertisers 
must  be  maintained. 

Retention  period:  2  years.  47  CFR 
73.119.  73.289,  73,654,  73.789.  73.1212 

1.32  Licensees  of  standanl.  FM,  and 
television  broadea.«t  station-. 

To  retain  copies  of  confirmed  orders 
for  undelivered  antenna  'phase)  moni- 
tors, and  copies  of  agreements  and  Com- 
mission approval  for  antenna  structure 
marking  and  hghting  and  for  simul- 
taneous use  of  common  antennas 

Retention  period:  Not  specified.  47 
CFR   73.69,    73.1213,    74.22 

1.33  Licensees  of  operational  ^l.ilions  in 
the  aviation  services  sharing  costs 
and  facilities  with  other  licensees. 

To  keep  a  copy  of  cooperative  agree- 
ments and  contracts  as  well  as  records 
which  reflect  the  nonprofit,  cost  sharing 
nature  of  that  sharing  and  make  them 
available  for  inspection  upon  request  of 
an  authorized  representative  of  the  Com- 
mi.'^sion. 

Retention  i>eriod:  Not  specified.  47 
CFR  87.467 

1.34  Operators  of  cable  televi-ion  sys- 
tems.  I  Amended  J 

(a)  To  maintain  records  of  signal  car- 
riage commenced  after  March  31,  1972 
'required  of  systems  in  major  television 
markets  only ) . 

Retention  period:  1  year  after  an>- 
such  record  is  amended.  47  CFR  76.305 
(a) (b> 

(b)  To  keep  lists  of  requests  for  orig- 
ination cablecasting  time  made  by  or  on 
behalf  of  candidates  for  public  office: 
sponsors  of  origination  cablecasts  of  a 
political  or  controversial  nature;  names 
and  addresses  of  non-business  adver- 
tisers whose  ads  are  origination  cable- 
cast:  titles  and  dates  of  feature  film.s 
cablecast;  names  and  addresses  of  all 
persons  or  groups  requesting  access  time 
for  pubUc.  educational,  or  leased  access 


programming;  and  te  keep  a  copy  of 
FCC  Form  325  'annual  report'  and  each 
of  the  above  records  in  a  file  for  pubhc 
inspection. 

Retention  period:  2  years.  47  CFR 
76.205>c'.  76.221  'd'  and  if).  76.225'a) 
(3).  76.256(di.  76.305'a)  (4),  t7.>  and  <c) 

(c>  To  maintain  records  of  subscrib- 
ers served. 

Retention  period:  3  years.  47  CFR 
76.306 

(di  To  maintain  records  of  equal  op- 
portunity progi-ams  and  related  docu- 
ments and  technical  performance  test 
data  for  each  cable  iele\ision  channel. 

Retention  period:  5  years.  47  CFR  76- 
305  <aH7i  and  'C,  76.311'f  >  ^2' ,  76.601 
(c> 

(e'*  To  keep  in  public  inspection  file  a 
copy  each  of  franchise  and  certificate  of 
compliance  apphcations,  petitions  to  the 
Federal  Communications  Commission, 
decisions  of  the  Commission  pertaining 
to  the  system,  and  all  other  related  doc- 
uments. 

Retention  period:  15  years  or  until  sys- 
tem receives  certificates  of  compliance 
occasioned  by  local  franchise  renew, 
whichever  occurs  later.  47  CFR  76.305(a) 
(1). (2> . 13) ,  and  i8) 

(f)  To  keep  in  public  inspection  file 
a  copy  of  application  for  transfer  of  con- 
trol of  a  cable  television  relay  station 
serviiig  the  system. 

Retention  period :  As  long  as  authori- 
zation is  outstanding.  47  CFR  76.305' a» 
(6^ 

<gi  To  keep  in  public  inspection  file  a 
copy  of  network  program  nonduplication 
private  agreements  entered  into  after 
August  22,  1975. 

Retention  period:  Life  of  contract.  47 
CFR  76.95' d I 

(h)  To  keep  a  current  list  of  cable  tel- 
evision channels  delivered  to  subscribers 
and  a  list  of  signals  delivered  on  each 
Class  I  cable  television  channel. 

Retention  period:  Indefinite.  47  CFR 
76.601'b' 

1.35  Licensees  of  FM  broadcast  trans- 
lator stations  and  f^  broadcast 
booster  stations. 

To  maintain  station  records  of  current 
Instrument  of  authorization,  ofBcial  cor- 
respondence, maintenance  records,  con- 
tracts, permissions  for  rebroadcast,  and 
other  pertinent  documents. 

Retention  period:  2  years.  47  CFTl 
74.1281 

1.36  Licensees  of  plurality  ship  stations. 

To  keep  a  current  list,  available  for  In- 
spection, of  all  vessel  names  and  registra- 
tion numbers  authorized  by  tlie  plurality 
ship  station  license. 

Retention  period:  Not  specified.  47 
CFR  83.39 

1.37  Licensees  of  ship  stations  author- 
ized to  transmit  on  frequencies  in  the 
band  400-533. 

To  maintain  and  post  a  written  record 
of  adjustments  of  transmitting  and  re- 
ceiving equipment  for  operation  on  fre- 
quencies 410  and  500  kc  s  and  two  work- 
ing frequencies. 


Retention  period:  Not  specified.  47 
CFR  83.331 

1.38  Licensees  of  ship  radiotelegraph 
stations  provided  for  compliance  with 
part  II,  title  III  of  the  (  ommunica- 
tions  .\ct  or  the  radio  provisions  of 
the  SafetT  Convention. 

To  keep  a  record  on  board  the  ship  of 
the  direction  finder  calibrations,  and 
check  bearings  made  of  their  acctiracy. 

Retention  period  1  year.  47  CFR 
83.459.83.462 

1.39  Cxjmmon  carrier  licen*ec«  or 
permittees  emplovment  records. 
I  Amended  ! 

Each  licensee  or  permittee  required  to 
file  annual  employment  reports,  equal 
opporttmity  programs  tmd  reports  on 
complaints  of  Federal,  State,  or  local 
equal  opportunity  laws  must  malntsiin  for 
public  iiispection  a  copy  of  all  employ- 
ment reports,  exhibits,  letters,  documents 
and  correspondence  between  Commission 
and  licensee  or  permittee  pertaining  to 
reports  after  they  are  filed  and  all  docu- 
ments incorporated  therein  by  reference. 

Retention  period:  2  years.  47  CFR 
21.307,  23.55 

1.40  [Reserved] 

1.41  Licensees    of    television    broadcasi 

stations. 

To  keep  at  each  station  a  statement 
that  transmitter  and  station  perform- 
ance measurements  for  any  substitute 
transmitter  have  been  made  and  that  tlie 
data  confirm  tliat  the  station  and  trans- 
mitter performance  are  as  certified  by 
the  licensee. 

Retention  period:  Dming  utilization  of 
the  substitute  transmitter.  47  CFR  73.- 
640 

1.42  Licensees  and  permittees  of  televi- 
sion    broadcast     translator     stations. 

To  keep  a  current  copy  of  Volumes  I 
and  III  of  the  loose-leaf  service  contain- 
ing the  Commission's  rules. 

Retention  period:  Indefinite.  47  CFR 
74.769 

1.43  I.icensefs  of  sl.iiidard  (  VM)  non- 
commercial etlui  ational  FM.  and  tele- 
vision broadcasi  -tallons  wliich  re- 
ceive assistance  under  Part  IV,  litle 
III      of     the     (x>mmunicatioiis     Act. 

To  keep  audio  recordings  of  each 
broadcast  of  any  public  affairs  program 
in  which  an  Issue  of  pubhc  Importance 
IS  discussed,  and  requests  for  copies  of 
such  recordings. 

Retention  periods:  60  days  for  record- 
ings; 3  years  for  requests  for  copies.  47 
CFR  73.127.  73.600,  and  73.622, 

1.44  Licensees  of  Standard.  FM  and  non- 
eommeriial  educational  F.M  broadcast 
&tation.s.    l.Vdded] 

To  keep  signed  contracts  with  part- 
tune  first-claiss  radiotelephone  operators 
in  the  files  of  the  station  and  make 
available  upon  request  by  an  authorized 
representative  of  the  Commission. 

Retention  period:  Not  specified.  47 
CFR  73.93.  73  265,  73.565 
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l.l.'i      I  l(i-iis,i"»     pf     Standard     broadca«l 

••taliun-.   1  \<ld«d  1 

To  keep  a  copy  of  ihe  most  recent  an- 
tenna resistance  or  conimon-polnt  Im- 
pedance measurements  submitted  to  the 
Commission  and  a  copy  of  the  most  re- 
cent field  intensity  measurements  to  es- 
tablLih  performance  of  directional  an- 
tennas required  by  73.151. 

Retention  period:  Indefinite.  47  CFR 
73  116 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  should  con- 
lotf  the  following 

Upton  K  Gutherv,  Federal  Cornmunlcattons 
Cornmission,  Washington,  D  C  20554  Tele- 
phone   202-632-7024. 

XXII.   FEDERAL    DEPOSIT    INSUR- 
ANCE  CORPORATION 

1.1       Insured  banks. 

Each  In.-^iired  bank,  as  a  condition  to 
the  right  to  make  any  deduction,  allowed 
under  section  7(b)  of  the  Federal  De- 
posit Insurance  Act  '12  U.S.C.  1817). 
in  determining  its  assessment  base,  shall 
maintain  such  records  as  will  readily 
permit  verification  of  the  corrtctne::s  of 
its  aL^sessment  base. 

Retention  period:  5  years  from  the 
date  of  the  filing  of  any  certified  state- 
ment, except  that  when  there  is  a  dis- 
pute between  Uie  Insured  bank  and  the 
Corporation  over  the  amount  of  any 
assessment  the  bank  shall  retain  such 
records  until  final  determination  of  the 
Issue.  12USC  1317' b' :  12  CFR  304  3 


1. 


It 


E:d  banks 


To  keep  certified  statement  form.s 
Retention  period:  Same  as  for  Item  1.1. 
12  CFR  304.3 

1.3      InMired    State     nonnioniber    batik*. 

To  maintain.  In  connection  with  all 
loans  secured  by  improved  real  estate 
or  a  mobile  home.  suiBclent  records  to 
determine  whether  or  not  such  loans  fall 
Within  the  provisions  of  12  CFR  Part  339 
relating  to  special  flood  hazard  areas. 

Retention  period:  Not  specified.  12 
CFR  339.4 

1.1      In.*urod     Stale     nonmembtT     banks. 

To  maintain  control  and  subsidiary 
records  of  Its  standby  letters  of  credit. 

Retention  period:  Not  specified.  12 
CFR  337.2 

l..!      In«iir»-d     Slate     iionmeinbrr     banks. 
[Added  J 

To  maintain  records  showmg  the 
name's*  and  titles)  of  law  enforcement 
officens)  who  advises  bank  on  mstalla- 
tlon.  maintenance,  and  operation  of  ap- 
propriate security  devices. 

Retention  period;  Not  specified.  12 
CFR  326.4(a) 

1.6      Iii<^iirrd     Stale     nnnmeniber    banks. 
I  Add.tl  1 

To  maintaui  in  its  records  a  statement 
of  reasons  the  bank's  board  of  directors 
has  decided  not  to  irist.all.  maintain,  and 
operate  security  devices  at  least  equiva- 
lent to  tlie  standards  prescribed  in  Ap- 
pendi.x  A  of  12  CFR  Part  326. 


Retention  period;  Not  specified.  12 
CFR  326. 3ic) 

Persons  needing  further  informotion  about 
fisted  record  retention  requirements  should  con- 
tact the  following: 

Roger  A.  Hood,  Assistant  General  Counsel,  Fed- 
eral Deposit  Insurance  Corporation,  Room 
4006,  Washington,  DC  20429  Telephone: 
202-389-4628. 

XXIIa.   FEDERAL   ELECTION 
COMMISSION 

1.1  l're>i<lenlial  raiididates  seeking  pri- 
mary iiialrliinc  funds.  [Amended] 

To  maintain  records  of  contributions 
and  other  receipts  and  transfers  and 
other  such  records  as  are  required  to 
quahfy  for  primary  matching  payments. 

Retention  period:  Not  specified.  26 
U.S.C.  9031  et  seq.  (11  CFR  Part  131,  41 
FR  35969) 

1.2  National  eoniniittee  of  any  polilical 
parlv  entitled  to  convention  financ- 
ing. [Amended] 

To  make  available  signature  cards  of 
olBcials  authorized  to  sign  requests  for 
payment,  and  name  and  address  of  bank 
depository;  to  maintain  records  of  ex- 
penditures and  accounts  payable  and 
other  records  required  to  be  reported. 

Retention  period:  Not  specified.  26 
use.  9008  et  seq.  (11  CFR  123.3,  41  PR 
35966' 

1.^  ('andidates,  political  committees  and 
other  perstjii!*  required  to  file  reports 

or   »tatemetits    with    the   Commig-.ion. 
[  .Viiiended  J 

To  maintain  records  with  respect  to 
the  matter  required  to  be  reported  and 
to  retain  copies  of  the  reports  and  state- 
ments. 

Retention  period;  3  years.  2  U.S.C.  432 
-11  CFR  104.12,  41  FR  35943> 

1.1       [Deleted] 

1.5  [Deleted! 

1.6  Presidential  candidates  seeking  gen- 
eral       riei'lion       public       financing. 

[.Added] 

To  maintain  records  of  expenditures. 

Retention  period:  not  specified.  26 
use.  9003,  (11  CFR  141.1,  41  FR  35973) 

Persons  needing  further  Information  abovl 
listed  record  retention  requirements  should  con- 
tact the  following: 

Mr.  Christopher  M.  Thomas,  Chief  of  Public 
Informotion,  Federal  Election  Commission, 
Washington,  DC.  20463  Telephone:  202- 
382-4733. 

XXIIb.     FEDERAL     ENERGY     AD- 
MINISTRATION 

1.1  Firiujs  .sultjoct  to  mandatory  petro- 
leum allocation  and  price  regula- 
tion*. 

To  maintain  records  suflBcient  to 
demonstrate  that  prices  charged  or  the 
amounts  sold  are  In  compliance  with  re- 
quirements of  10  CFR  Part  210. 

Retention  period ;  At  least  4  years 
after  the  last  day  of  the  calendar  year  In 
which  transactions  or  other  events  oc- 


curred  or   the   property   was   acquired, 
whichever  is  later.  10  CFR  210.92 

1.2  Operators    of    propane    and    butane 

mereluitit  ^l^l^age  facilitie.s. 

To  maintain  required  reports  from 
owners  of  product  stored  in  their  facili- 
ties for  possible  audit  by  FEA. 

Retention  period:  Not  specified.  10 
CFR  211.87,  211.97 

1.3  Suppliers  of  surplus  allocated  pro<l- 
act8. 

To  maintain  adequate  records  to  allow 
FEA,  upon  request,  to  ascertain  the  dis- 
position of  the  surplus  product. 

Retention  period;  Not  specified.  10 
CFR  211.10 

1.4  Suppliers  of  petroleum  produet!<. 

To  maintain  records  which  demon- 
strate the  basis  for  distribution  of  alloca- 
ble supplies  among  their  various 
purchasers. 

Retention  period:  Not  specified.  10 
CFR  211.223 

!..'>  .Sellers  of  coered  petroleum  prod- 
acts. 

To  maintain  records  of  Its  base 
production  control  levels  and  selling 
prices. 

Retention  period:  Not  specified.  10 
CFR  212.29 

1.6  Gas  plant  operators  and  owners. 

To  maintain  records  of  prices  to  reflect 
Increased  product  costs  and  Increased 
nonproduct  costs. 

Retention  period:  Not  specified.  10 
CFR  212.150 

1.7  Coal  suppliers  under  Dc-fcnse  De- 
partment contracts. 

To  maintain  records  of  deliveries  and 
such  other  records  as  P'EA  may  require. 

Retention  period;  2  years.  Microfilm 
or  photographic  copies  of  records  may  be 
kept  in  lieu  of  originals.  10  CFR  317.8 

1.8  Petroleuin  .suppliers  in  Puerto  Rico. 

To  keep  aU  records  relating  to  petro- 
letim  product  transactions  and  such 
other  records  as  required  bv  10  CFR  Part 
660. 

Retention  period;  4  yeare  after  last 
day  of  calendar  year  in  which  transac- 
tion occurred  or  property  was  acquired 
by  that  firm,  whichever  Is  later.  10  CFR 
660.154 

1.9  Suppliers  or  producers  of  imported 
propane  and  butane  (other  than  from 
Canada). 

To  maintain  inventory  records  for  such 
propane  and  butaiie  separate  from  its 
inventory  records  for  propane  or  butane 
allocated  under  the  provisions  of  10  CFR 
211.10. 

Retention  period:  Not  specified.  10 
CFR  211.12 

1.10  Refiners  subject  to  profit  margin 
limitation       who       remit       revenues. 

To  maintain  records  of  the  names  and 
addresses  of  ultimate  consinners  and  rec- 
ords of  refunds  to  such  ultimate  con- 
snmers. 

Retention  period;  Not  specified.  10 
CFR  205.243 


29254 


FEDERAL   REGISTER,   VOL.    42,    NO.    109— TUESDAY,   JUNE  7,    1977 


RECORD  RETENTION  GUIDE 


XXIII  2.6 


XXIII.  FEDERAL     HOME     LOAN 
BANK  BOARD 

1.   Federal  Savings  and  Loan  System 

1.1  Federal    savings    and    loan    associa- 
tions.  [Amended] 

To  maintain  a  complete  record  of  all 
business  transactions,  and  to  maintain 
at  either  Its  home  office  or  at  a  branch 
or  service  office  located  within  100  mUes 
of  the  home  office,  all  general  accounting 
records,  including  all  control  records,  of 
all  business  transactions  at  each  office 
and  agency. 

Retention  period:  Not  specified.  12 
CFR  545.20 (b> 

1.2  Federal    savinpi    and    loan    associa- 
tions. [.\mendedl 

To  maintain  a  detailed  record  of  the 
business  transactions  made  at  esuih  mcn 
bile  facility  opra-ated  by  the  association. 

Retention  period:  Not  specified.  13 
CFR  545.14-4<c)  (3) 

1.3  Federal    savings    and    loan    associa- 
tions.  [.4mended] 

To  establish  and  maintain  such  books, 
records,  and  accounting  practices  as  will 
clearly  and  fiiUy  disclose  the  operations 
of  a  data  processing  service  center  In 
which  two  or  more  Institutions  partici- 
pate. 

Retention  period:  Not  spedfled.  12 
CFR  545.14-3(0 

1.4  Federal    savings    and    loan    associa- 
tions.  [.\mended] 

To  keep  a  record  for  each  loan  secured 
by  one  or  more  dwelling  units.  Such  rec- 
ord shall  contain  documentation  show- 
ing the  nimiber  of  dwelling  units  covered 
by  the  loan,  the  number  of  bedrooms  in 
each  dwelllxtg  unit,  and  whether  such 
dwelling  units  are  In  an  elevator-type 
structtire. 

Retention  period:  Not  specified.  12 
CFR  545.6-l(d) 

1.5  Federal    savings    and    loan    associa- 
tions.  [  .4mended  ] 

To  keep  a  record  of  the  stattis  of  taxes, 
•flsessments.  insurance  premiums,  and 
other  charges  on  all  real  estate  on  which 
the  association  has  loans  or  which  Is 
owned  by  it. 

Retention  period:  Not  specified.  13 
CFR  545.5-ll<a) 

1.6  Federal    savings    and    loan    associa- 
tions. 

To  keep  a  signed  copy  of  the  repots  of 
the  appraisal  of  each  parcel  of  real  estate 
owned  made  at  the  time  of  Its  acquisi- 
tion. 

Retention  period:  Not  specified.  13 
CFR  545.10 

1.7  Federal    savings    and    loan    associa- 
tions. I. Amended] 

To  keep  signed  statements  of  Inten- 
tion to  maXe  regular  monthly  payments 
Off  a  specified  amount  to  bonus  savings 
£w;countB. 

Retention  period:  Not  specified.  12 
CFR  545.2-2^b>(l) 


1.8      Federal    MtTinsa 
tions.   [. Amended] 


To  eamuu*  all  real  estate  loan  tn  vest- 
ments subject  to  percentage  UmltaUcos 
so  that  the  associatloii  wlD  be  able  to  de- 
termine the  total  investments  allocable 
to  any  perc^itage-UmltatloQ  category. 

RetentJOQ  period:  Not  specified.  12 
CFR  545.6-7^6) 

1.9  Federal    savings    and    loan    associa- 
tions.  l.\mended] 

To  keep  at  agencies  an  original  record 
of  all  business  trajiaacted  at  such 
agencies. 

Retention  period:  Not  specified.  12 
CFR  545.15 

1.10  Federal    savings   and   loan    associa- 
tions. [.\mcnded] 

To  keep  In  Its  records  a  card  contain- 
ing the  signatiire  of  the  owner  erf  a  sav- 
ings account  obtained  In  connection  with 
the  issuance  of  such  amoimt. 

Retention  period:  Not  specified.  12 
CFR  545.2ia> 

1.11  [Deleted] 

1.12  Federal  savings 
ciations.  Charter 
[.\niended] 

To  maintain  books  and  records  of  ac- 
count minutes  of  stockholder  and  direc- 
tor meeting5^*nd  a  record  of  stockhold- 
ers. 

Retention  period;  Not  specified.  12 
CFR  552.11  fa> 


and    loan 

S      aasociationa. 


1.13  Federal  savings  and  loan  associa- 
tions. ! Added] 

For  associations  engaging  In  mort- 
gage-futures transactions,  to  maintain: 
1 1 1  A  register  of  all  outstanding  futures 
contracts.  Including  brokers'  confirma- 
tions as  received;  (2^  a  record  of  specific 
futures  contracts,  the  present  or  antici- 
pated cash  market  transaction  or  trans- 
actions against  which  they  are  matched, 
and  in  the  case  of  an  anticipated  trans- 
action a  statement  of  facts  adequately 
justifying  such  sinticipated  transaction; 
t3i  a  record  of  all  transactions  in  due 
bills;  and  (4)  a  list  of  all  association 
personnel  authorized  to  engage  in  mort- 
gage-futures transactions  and  their 
duties,  responsibilities  and  Umits  of 
authority. 

Retention  period:  Not  specified.  12 
CFR  545.29'd> 

2.   Federal  Savings  and  Loan 
Insurance   Corporation 

2.1  Institutions  insured  by  tbe  Federal 
Savings  and  Loan  Insurance  Corpo- 
ration.   [.Vmended] 

Each  insured  institution,  affiliate  and 
service  corporation  thereof  shall  estab- 
lish and  maintain  -■fuch  accounting  and 
other  records  as  will  provide  an  accurate 
and  complete  record  of  all  business  trans- 
acted by  it  and,  without  any  limitation 
•D  the  generality  of  the  foregoing,  each 
insured  institutiCHi  ^all  establish  and 
maintain  records  with  respect  to:  (1) 
loans  on  the  security  of  real  estate,  in- 
cluding— n>  a  loan  application,  iii»  pur- 


chase price  I  If  applicable)  of  the  real 
estate,  liiU  appraisal,  tivt  borrower 
credit  report,  'v  docunientati<»  show- 
ing tiie  mstitutwc's  approval  of.  ai:id 
terms  of  the  loan,  ivli  a  record  of  dis- 
bursenents.  (vli)  validity  of  the  hen. 
( viii  >  documentatwc  showing  thai  a  loan 
settlement  statement  was  furnished  the 
borrower,  ix '  status  of  taxes  and  other 
assessments  on  the  loan  .security,  'x' 
loan  modifications  and  ( xi  >  releases  of 
collateral:  i2»  property  purchased  sub- 
ject to,  or  with  assumption  by  a  third 
party  of,  an  mstitution  s  loan.  i3i  loans 
sold,  <4i  the  acquisition  of  mortgaged 
security.  '5>  insured  accounts,  and  i6) 
such  oiher  records  as  are  required  by 
statute  or  by  any  other  regulation  to 
which  such  institution  Is  subject. 

Retention  period:  Not  spedfled..  13 
CFR  563.17-lic) 

2JB  Inatitntions  insured  hy  ibe  Federal 
Savings  and  Loan  inaorance  Corpo- 
ration.   [  Amended  ] 

To  keep  a  dated,  signed  copy  at  each 
report  of  appraisal  of  each  parcel  of  real 
estate  owned  which  Is  a  scheduled  Item 

Retention  period:  Not  spedfled.  12 
CFR  5«3.17^(») 

2Ji  Institntiotis  insured  by  the  Federal 
Savinc*  and  Loan  Insurance  Corpo- 
ration. 

Each  Insured  Institution  shall  ke^  a 
signed  appraisal  of  the  property  securing 
every  whole  loan  which  such  Institution 
makes  or  purchases  under  section  563  9 
or  In  which  such  tnstltatlon  participates 
imder  section  553  9-1  unless  such  loan  is 
Insured  or  guaranteed  In  accordance  with 
section  563.10(f).  Each  insured  tosOtu- 
tlon  shall  also  keep  copies  of  the  oer- 
tlflcation  by  Its  board  of  directors  or  Joan 
committee  of  such  appraisal. 

Retention  period:  Not  specified.  13 
CPR  563.10 

2.4  Institutions  insured  by  tfie  Federal 
Savings  and  Loan  inauranre  (x>rpo- 
ration.   [.\mended] 

Each  insured  Institution,  affiliate  and 
service  corporation  thereof  shall  keep 
records  showing  compliance  with  the 
limitations  on  real  estate  loans  to  one 
borrower  if  the  total  balances  of  all  out- 
standing loans  on  the  security  of  real 
estate  owed  to  an  institution  each  in- 
sured Institution  shall  by  any  one  bor- 
rower exceeds  $250,000  or  2'^r  of  the  in- 
stitution's net  worth,  whlche^-er  Is 
greater,  but  in  all  cases  where  such  out- 
standing loans  exceed  $1,000,000 

Retention  period;  Not  specified.  12 
CFR  563.9-3(0 

2.5  [I)el«e4] 

2.6  ln«titnlions  insured  bv  the  Federal 
Sa»-ings  and  ljr»an  Inrnrance  Corpo- 
ration.  I  Amendeo  J 

(ai  To  establish  and  maintain  by  a 
8^>arate  ledger  control  <»■  otherwise  rec- 
ords showing  the  siggregate  of  outstand- 
ing balances  of  all  accoimts  opened  or 
increased  as  the  result  of  the  services 
of  a  broker  and  to  make  and  retain  an 
itemized  record  of  each  paynaoit  ai  saies 
commission   to  smy  brtjker.  Identtfylnc 
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each  account  and  stating  the  amount 
thereof  in  respect  to  which  such  sales 
eommlsslon  Is  paid 

(b>  To  retain  original  or  signed  du- 
plicate of  each  agreement  by  which  a 
broker  Is  employed,  engaged,  or  retained. 

<c)  To  maintain  such  other  records  as 
will  establish  compliance  with  the  provi- 
sions of  section  cited. 

For  sales  commissions  paid  in  the  so- 
liciting of  retirement  savings  accounts: 

(&)  To  establish  and  maintain  a  rec- 
ord showing  the  aggregate  balance  of 
such  account. 

(b)  To  make  and  retain  an  itemized 
record  of  such  payments. 

(c)  To  retain  written  sales  commis- 
sion agreements. 

Retention  period:  Not  specified.  12 
CFR  563.25  (c)(3i   and  (f)(2) 

2.7  f n«li!iiiii>rn  irnurod  b>'  \hp  FoJcrnl 
Snyinj:-"  and  l.onn  In.suraiirf  (  urjKiru- 
tion.   [.4nicrnle<l  ] 

(a>  The  account  records  shall  be  con- 
clusive as  to  the  existence  of  any  rela- 
tionship pursuant  to  which  the  funds  in 
the  account  are  invested  and  on  which  a 
claim  for  iiasurance  coverage  Is  foimded. 

lb'  In  connection  with  a  trust  ac- 
count, to  include  in  it.s  account  records 
the  name  of  both  the  settlor  i grantor* 
and  the  trustee  of  the  trust  and  to  keep 
an  account  signature  card  executed  by 
the  trustee. 

Retention  period:  Not  specified.  12 
CFR  564  12' b' 

2.8  In.«titutii)n'(  injured  by  the  FcdcrBl 
Savinfcs  and  Ixian  Insurance  (..orpora- 
tion.   i  \iiii'ii<li'(l  1 

In  connection  with  the  sale  of  real 
estate  owned  by  an  in.sured  institution,  to 
maintain  records  of  the  book  value  of 
such  real  estate  at  the  time  of  sale  and 
the  price  at  which  it  was  sold. 

Retention  period;  Not  specified  12 
CFR  563.23-l(f' 

2.9  [Reserved] 

2.10  In«lilutii>n«  iii«urf<I  !i»  the  Frdcr.il 
Sa>inK'*  and  I,<iaii  In«ur;mi«' (  orpora- 
lion.  !  Anu-nd«Ml  I 

An  Insured  institution  which  elects  to 
defer  and  amortize  gains  and  losses  on 
security  transactions  shall  maintain 
such  records  as  the  Coriwration  may 
de<'m  necessiiry 

Retention  period  Not  specified.  12 
CFR  563.23-2 (d) 

2.1  1  In»tiliition>i  in>.iirfd  l»y  the  TtMliTul 
">avinu»  and  I.<»an  lii«iiranif  (jirpora- 
tion.  I  Vnn-nded  1 

Insured  Institutions  and  service  corpo- 
rations shall  maintain  such  books  and 
records  as  will  support  its  financial  state- 
ments and  reports  to  the  Corporation. 

Retention  period:  Not  specified  12 
CFR  563,23-3'bi 

3.  Federal  Home  Loan  Bank  System 

3.1  F«Hl«Tal  Flonio  I.<)an  Bank  nieniber* 
[  Anu-ndt'il  ! 

To  maintain  such  records  as  may  be 
required  to  verify  compliance  with  liquid- 
ity requirements. 


Retention  period:  Not  specified.  12 
CFR  523.13(b> 

3.2  Federal  Home  Loan  Bank  members 
participating  in  the  housing  oppor- 
tunity allowance  program.  [Amend- 
ed] 

To  keep  a  copy  of  borrowers  applica- 
tion and  the  originals  of  all  other  closing 
documents. 

Retention  period:  Not  specified.  12 
CFR  527.6(ci.  527.16(c) 

3. .3  Federal  Home  Ix>an  Bank  members 
oilier     than     FDIC     savings     banks. 

I  Amernled] 

To  maintain,  In  connection  with  all 
loans  secured  by  improved  real  estate  or 
a  mobile  home,  sufficient  records  to  in- 
dicate the  method  used  to  determine 
whether  or  not  such  loans  fall  within  the 
requirements  relating  to  special  fiood 
hazard  areas. 

Retention  period:  Not  specified.  12 
CFR  523.29id) 

4,   Savings   and   Loan   Holding 
Companies 

4.1  .^aNincA  and  lo;tn  holding  conipiinles. 
L  Amended  J 

To  maintain  such  books  and  records  as 
may  be  prescribed  by  the  Federal  Sav- 
ings and  Loan  Insurance  Corporation. 

Retention    period:    Not    specified.    12 

CFR  584.1 1 gi 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  should  con- 
tact   the    following: 

Mr.  John  W.  Stoley,  Federol  Home  loon  Bank 
Board,  Room  228,  320  First  Street  NW.,  Wash- 
ington D.C.  20552.  Telephone  376-3314 

XXIV.   FEDERAL  MARITIME 
COMMISSION 

1.1  Independent  ocean   freight  forMard- 

er-. 

(a>  To  keep  books  of  account  and  rec- 
ords, including  each  document  prepared, 
processed,  or  obtained  by  the  licensee,  in 
connection  with  carrying  on  the  business 
of  f  orvvardiiig. 

Retention  period:  5  years.  46  CFR 
51023 

(b  1  To  keep  in  its  files  a  true  copy,  or 
If  oral,  a  true  and  complete  memorandum 
of  every  special  arrangement  or  con- 
tract with  its  principal,  or  modification 
or  cancellation. 

Retention  period:  Not  specified.  46 
CFR  510.25 

1.2  Cairiers  and  conferences  of  carriers. 

To  keep  records  of  votes  on  each  ques- 
tion voted  on. 

Retention  period:  At  least  2  years. 
46  CFR  537.4 

1.3  Resident  representative  of  m  con- 
ference or  other  rate-making  group 
domiciled  outside  the  United  Slates. 

To  keep  a  complete  record  of  requests 
and  complaints  filed  by  shippers  and 
consignees  situated  in  the  United  States 
and  its  territories. 

Retention  period:  2  years  46  C7FR 
527.5 


1.4       [Deleted] 

1.3  Common  carriers  in  the  domestic  o/T- 
shore  trades  required  to  file  financial 
data  and  reports  pursuant  to  (ieneral 
Orders  5  and  11.  [Added] 

To  maintain  for  audit  purposes  docu- 
ments, accounts,  records,  rates,  charges, 
or  correspondence  used  in  the  prepara- 
tion of  reports  filed  with  tlie  Commission 
and  working  papers  in  support  of  all 
exhibits  and  schedules  submitted. 

Retention  period:  Not  specified.  46 
CFR  512.5,  512.24,  513.2 

1.6  Terminal  operator-;  and  common 
carriers  by  >»at»r  in  the  foreijin  com- 
nierce  granting  free  time  and  demur- 
rage charges  on  export  cargo  at  the 
I'orts  of  New  York  and  Phiiadelidiia. 
[ Added ] 

To  maintain  records  of  all  grants  of 
extended  free  time  and  consolidation 
time  to  export  shippers  or  their  agents 
at  the  Ports  of  New  York  and  Philadel- 
phia. 

Retention  period:  2  years.  46  CFR 
541. l(k) 

I -7  Common  carrier*  in  the  forei;;:! 
commerce  receiving  awards  from  the 
Military  .'^ealift  Oimmand  (MSC)  for 
the  transportation  of  l'..S.  Depart- 
ment  of   Defense   cargoes.    [Added] 

To  maintain  detailed  actual  cost  data 
supporting  adjustments  or  changes  to 
reported  cost  data. 

Retention  period:  Not  specified.  48 
CFR  549.5(a)  (2) 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact the  following: 

Ronald  D.  Murphy,  Management  Analyst,  Fed- 
erol Maritime  Commission,  Office  of  the  Man- 
aging Director,  11 00  I  Street  NW.,  Washing- 
ton. DC   20573    Telephone:  523-5326. 

XXV.   FEDERAL  POWER 
COMMISSION 

1.1  Public  utilities  and  Iicen8e««. 

To  maintain  records  as  Indicated  In 
Part  125  of  18  CFR." 

Retention  period:  Various.  18  CFR 
125.3 

1.2  Natural  gas  companies.     ~ 

To  maintain  records  as  indicated  in 
Part  225  of  18  CFR." 

Retention  period:  Various.  18  CFR 
225.3 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact  the   following: 


"  Se«  al.so  Regulations  to  Govern  the  Pres- 
ervation of  Records  of  Public  Utilities  and 
Licensees  (FPC  A-116),  effective  January  1, 
1972,  available  from  Superintendent  of  Docu- 
ments, U.S.  Oovernment  Printing  Office, 
Washington,    DC.    20402. 

1^  See  also  Regulations  to  Govern  the  Pres- 
ervation of  Records  of  Natural  Oas  Com- 
panies (FPC  A-1 15),  effective  January  1,  1973, 
available  from  Superintendent  of  Etocuments, 
XJ3.  Oovernment  Printing  Office.  Washington, 
D.C.  20403. 
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Ms.  Eloine  M.  Dcwson,  Ewlerol  Poww  C»iiimis- 
sion.  Office  of  Accounting  and  Hnanc»,  D»»iMo« 
of  SyitMM,  825  North  CapitoJ  Stn9»  NE., 
Washington,  DC.  ?04S6.  T«»ephof»  101-275- 
4074. 

XXVI.  FEDERAL  RESERVE 
SYSTEM 

1 . 1  Persons  other  than  banks,  brokers, 
or  dealers  extending  credit  for  pur- 
pose of  purclia*in«  or  carrying  mar- 
gin secaritiea.  [.^mended] 

To  maintain  such  records  m  shAll  be 
jaescribed  by  the  Bo»rd  of  Govemori  of 
the  Federal  ReBcrve  System  to  enaMe 
It  to  perlorm  the  funetlMU  conferred 
upon  It  by  the  Securities  Exchange  Act 

Retention  period:  Not  specified.  13 
CFR  207  J 

1.2  Persons  other  than  banks,  brokers, 
or  dealers,  rxtending  credit  for  p«r- 
poe«  of  pnrtiiasing  or  carrTing  mar- 
gin secaritiea.  [Amended] 

To  maintain  statemoitB  obtained  In 
conformity  with  retjulreinents  of  Federal 
Reserve  Form  G-3  In  connection  with 
any  extension  of  credit  secured  directly 
or  indirectly.  In  whole  or  In  part,  by  col- 
lateral that  Includes  any  margin  security. 

Retention  period:  3  years  after  the 
credit  is  exttngulshed.  12  CFR  207.1 

1.3  Banks  exIendiBC  credit  for  pnrpoM 
of  purckaainc  *»  carrying  margin 
stocks. 

To  maintain  statements  obtatoed  In 
conformity  with  requiranents  of  Federal 
Eeaerve  Forms:  U-1  in  ccmnection  with 
any  credit  secured  directly  or  indirectly, 
in  whole  or  in  part,  by  any  stock  (imless 
specifically  not  required) ;  U-2  In  con- 
nection with  credit  extended  to  an  OTC 
market  maker;  U-3  In  connection  with 
credit  extended  to  a  third  market  make-; 
TJ-S  and  U-6  In  connection  with  credit 
extended  to  block  positioners. 

Retention  period:  3  years  after  the 
credits  are  extinguished.  12  CFR  221.3 

1.4  Brokers  and  dealers  extending  credit. 

To  maintain  statements  obtained  In 
conformity  with  requlronent  of  Federal 
Reserve  Form  T-4  for  every  extension  of 
credit  on  a  margin  security  (other  than 
an  exempted  security')  not  for  the  pm*- 
pose  of  purchasing  or  carrying  or  trading 
In  securities. 

Retention  period:  3  years  eJter  the 
credit  is  extinguished.  12  CFR  220.7 

1.5  Persons  obtaining  credit  that  is 
collateralized  hy  securities. 

To  maintain  such  records  as  shall  be 
prescribed  by  the  Board  of  Qovemors 
of  the  Federal  Reserve  System  to  enable 
it  to  perform  the  functions  conferred 
upon  it  by  the  Securities  Exchange  Aot 
of  1934. 

Retentloa  period:  Not  specified.  12 
CFR  224.4 

1.6  Ptxwmna  ifKi«i»«i»«g  credit  fmi  oat- 
side  the  United  StalM  tkat  is  eattat- 
eraUzed  hj  secnrilies. 

To  —lutein  records  ntaBtectlaliy  In 
eoolaanl^  vtth  leqnireBeatB  at  Fedend 
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Reeerve  f^o^n  X-1  in  connectlcc  with 
credit  obtained  from  aouroes  outside  the 
United  States,  with  certain  exceptions, 
if  the  credit  is  secure*  tn  any  way  by 
collateral  Uiat  inclnrtes  any  United 
States  security  or  security  registered  on 
a  national  securities  exchange. 

Retention  period:  6  yean  after  credit 
Is  extinguished.  12  CFR  224.2 

1.7  Creditors  making  disclosures  under 
the  Truth  in  Lending  Act- 
To  mti*"*^*"  evidence  of  cotnplianee 

with  Federal  Reeerve  Regulation  Z. 

Retoition  period:  2  years  after  date  of 
each  disclosure.  12  CFR  226.6 

1.8  Preservation  of  rrrords  by  creditors 
under  E<nial  Credit  OppertunitT  Act 
and  Federal  Reserve  ResulaliaB  B. 
[Revised] 

To  maintain  any  af>plicAticm  form, 
written  or  recorded  Information  used  tn 
evaluating  an  appUcation  and  not  re- 
turned to  the  applicant  at  the  applicant's 
request,  written  or  recorded  Information 
regarding  any  action  taken  concemtng 
an  extension  of  credit.  Information  ob- 
tained for  governmental  credit  discrim- 
ination monitoring  purposes,  and  state- 
ment of  alleged  discrimination  submitted 
by  an  atvUoant. 

Retention  period:  25  months  after  the 
date  that  a  creditor  notifies  an  applicant 
of  any  action  regarding  an  application 
or  existing  extensicm  of  credit  or  imtil 
ftaal  disposition  of  any  administrative 
investigation  or  aif oreement  proceeding 
or  court  suit  if  the  creditor  receives  ac- 
tual nottoe  of  such  investigation,  pro- 
ceeding, or  sutt  prkv  to  the  end  of  25 
months.  12  CFR  202.12,  effective  March 
23, 1977 

1.9  Preservation  of  di»ck»siire  statements 
bv  depoaitory  institutions  under  the 
Home  Mortgage  Disclosure  Act  and 
Federal  Rcserte  Regulation  C 
[Added] 

To  maintain  fiscal  year  mortgage  loan 
disclosure  statement  for  public  inspec- 
tion and  copying. 

Retention  period:  5  years  after  the 
date  on  which  each  statement  Is  made 
pubUcly  available.  12  CFR  203.6(.a)  (3) 

XXVII.  FEDERAL  TRADE 
COMMISSION 

1.1  Wool  pr(>du<-ti>  maDafacturery. 

To  keep  records  of  the  varlons  fibers 
used  in  wool  pnxlucts.  The  records 
should  show  not  only  the  fiber  content 
of  wool,  reprocessed  wool,  and  reused 
wool,  but  also  any  other  fibers  used. 
Such  records  should  contain  sufficient 
Information  wher*y  eacto  of  ttie  wocA 
ptDduets  manufactured  can  be  identtfled 
with  Its  re^?ectlve  reeord  <rf  flbw  con- 
tent including  the  source  of  the  material 
laed  tbereln. 

Etetention  period:  3  years.  16  CFR 
300.31 

1.2  Fur  products  manufacturers  and 
dealers    in    furs    and    fur    products. 

To  keep  records  showing  all  the  in- 
XormaUon  required  under  the  Pur  Prod- 
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tacts  Labeling  Act  and  under  rules  and 
nculatioos  relating  to  such  products  or 
fun  in  a  manner  that  will  permit  proper 
f^fT^ifli— tinn  at  each  fur  product  or  fur 
manufactured  or  handled.  The  item 
nnmber  required  to  be  assigned  to  a  fur 
product  and  to  appear  on  the  label  and 
on  the  invoice  relating  to  such  product 
must  appear  to  the  records  to  such  a 
manner  as  to  identify  the  product 
through  the  various  processes  of  manu- 
facture, from  whom  purchased  and  the 
date  of  porchase;  If  exemption  on  baals 
of  cost  claimed,  records  of  coat  requtred. 
RetcntioD  period:  3  years.  1€  CPR 
S01.39.  301.41 

1.3  Dealers    adrertising    prices    of    fur* 
and  fur  products. 

To  keep  records  to  rapport  pricing 
representations  where  comparative 
prices  and  percentage  savings  claims  are 
used  in  advertising. 

R«tentiaci  period:  Not  specified.  16 
CFR  301.44 

1.4  Credi»orB  esrtendiiii!  conaM^er  credit. 
To  keep  records  of   romphance  with 

the  Truth  to  Lentaing  Act  and  Its  tm- 
plementlng  Regulation  Z.  other  than 
advertising  requirements. 

Retention  period:  Not  less  U^an  2 
yean  after  date  each  dlAclosure  12  CTR 
226.6 

X.5  AH  individuals  and  bu.sinr<«scs  which 
I  tJjtulaiir  extend  credk. 

To  keep  records  trf  compliance  with  tlie 
Equal  Credit  Opportunity  Act  and  its 
implementtng  regulation  '  Regulation 
B),  todudtag:  (a>  appbcatlon  forms. 
all  written  InfonnaUon  used  in  evaluat- 
ing Bpp^i/'a^tirtrm  and  Bixj'  written  state- 
ment from  applicant  alleging  discrimi- 
nation; and  (b>  all  written  information 
concerning  adverse  actior..<;  taken  on  an 
account  and  any  written  statement  from 
applicant  alleging  disc.nininatkm. 

Retention  period :  *a)  1,5  months  after 
action  Is  taken  on  the  application;  'b' 
15  months  alter  adverse  acuon  is  taken. 
Where  creditor  is  uiider  invesligatioc  by 
enforcement  agency  or  has  been  served 
with  a  notice  of  a  civil  action,  retention 
of  the  above  information  shall  conttoue 
unto  dlspopltion  of  the  matter  or  a«  or- 
dered by  the  agency  or  court  12  CFR 
202.9 

1.6  Consumer  credit  ref>ortrnp  agencies 
diwelusiitg  1 1  poi  Is  for  rmpJovment  or 
other  purpose*. 

To  keep  records  of  recipients  of  any 
consumer  report  on  a  consumer  which 
It  furnished  for  emplojment  or  ot}*r 
purpose. 

Retention  period:  2  years  when  re- 
vealed for  employment  purposes  and  6 
months    for    other    purpoees.    15    U£  C. 

lefiitg).  lesiU' 

1.7  Textile  fiber  piudutts  mannfartnrers 
and    dostribatMrs   aBbalituliNg    labels. 

To  keep  records  of  the  various  fibers 
used  to  the  manufacture  of  textile  fiber 
prod\ict8.  Such  records  should  contato 
juIQclent  information  whereby  each  of 
the  textile  fiber  products  manufactured 
can  be  identlfled  with  Its  re^ective  rec- 
ord ot  fiber  oont*«t  including  the  amuve 
at  the  material  nsad  theretn. 
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Those  substituting  labels  shall  keep 
8ucb  records  as  will  Bhaw  the  Informa- 
tion set  forth  on  the  label  removed  and 
the  name  of  the  person  from  whom  such 
textile  fiber  product  was  received. 

Retention  period:  3  years.  16  CFR 
303.39 

1.8  Ififi>rmal  dispute  setllenient  nietJia- 
llL«nii  for  Harraiitors  of  consumer 
proiluct.s. 

To  keep  records  of  the  handling  of 
warranty  disputes  by  infomial  dispute 
settlement  mechanl.<;ms.  to  compile  and 
keep  certain  indices  regarding  the  oper- 
ation of  such  mechanisms  and  to  com- 
pile and  keep  semi-annual  statistical 
reporus  sununarlzing  the  records. 

Retention  period:  4  years.  16  CFR 
703.6<f> 

1.9-1.11       [Re«.erve<n 

1.12  Packagers  or  labclrr*  engaged  in 
retail      sale      price      representations. 

To  maintain  Invoices  or  other  records 
in  compliance  with  sections  cited  for 
those  sponsoring  (a)  cents-off  represen- 
tations; (b)  Introductory  offers;  and  (c) 
economy  size  representations. 

Retention  period:  (a)  1  year  beyond 
year  In  which  representation  Is  made; 
(b)  1  year  subsequent  to  offer;  and  (c) 
1  year.  16  CFR  502.100(d),  502.101(e), 
502,102'd) 

XXVIII.  GENERAL  ACCOUNTING 
OFFICE    [REVISED] 

1.1  (^tntrartor*  ha\ing  Govemnu'nt  con- 
traets  neiioliat^Ml  without  adtertisinfi- 

To  keep  records  pertaining  to  the  con- 
tracted project.  This  requirement  doe-s 
not  apply  to  contracts  with  foreign  con- 
tractors or  subcontractors,  Including 
foreign  governments  or  agencies  there- 
of, excepted  from  the  requirement  pur- 
suant to  10  U.S.C.  §2313(0).  41  U.S.C. 
!254(c>,  22  TJS.C.  5  2686,  or  42  U.S.C. 
§  5876'a)  applying  42  U.S.C.  §  2206.  Nor 
does  this  requirement  apply  to  certain 
contracts  entered  Into  with  foreign  gov- 
ernments or  their  agencies  for  service 
rendered  to  the  United  States  or  Its 
agencies  within  the  continental  limits 
of  the  Unlited  States  or  to  purchases 
made  outside  the  continental  limits  of 
the  United  States  under  section  633ia> 
of  the  Foreign  As.slstance  Act  of  1961", 
22  use.  5  2393 1  a),  as  Implemented  by 
Executive  Order  11223.  May  12,  1965,  or 
uiider  section  lO^di  of  the  Peace  Corps 
Act,  22  use.  5  2509id' ,  as  implemented 
by  Executive  Order  11603,  June  30.  1971. 

Retention  period:  3  years  after  final 
pavment  under  the  contract.  41  U.S.C. 
§  254;  10  U.S.C.  §  2313:  22  U.S.C.  §  2586; 
42  U.S.C.  §  5876  applying  42  U.S.C.  J  2206. 
However,  subcontracts  may  contain 
clauses  specifying  that  records  pertain- 
ing to  such  subcontract  need  be  retained 
only  3  years  £Lfter  final  payment  under 
the  subcontract.  32  C.F.R.  §§  7-104.15,  7- 
203.7,  7-302.6,  7-402.7,  7-504.10,  7-603.7. 
7-605.15.  7-«07.8,  7-702.13.  7-703.11.  7- 
704.5,  7-706.6.  7-901.17,  7-1903.12,  and 
7-1910.25  and  41  C  J.R.  !S  1-7.103-3,  1- 
7.203-7.  1-7.302-6,  1-7.402-7.  1-7.603-7 
and  1-7.703-7 


1.2  Contraetors  and  subcontraetora  hav- 
ing (^vernment  contracts  or  subron- 
tract.t  under  Pub.  L.  85—804,  relating 
to  national  defense. 

To  keep  pertinent  books,  documents, 
papers,  and  records  related  to  contracts 
and  subcontracts,  and  amendments  or 
modifications  thereof,  entered  Into  with- 
out regard  to  other  provisions  of  law 
governing  contracts  in  order  to  facilitate 
tlie  national  defense  under  Pub.  L.  85- 
804,  August  28,  1958,  as  amended  (50 
U.S.C.  §  143 1-1436  >  as  implemented  by 
Executive  Order  10789,  November  14, 
1958.  as  amended  t50  U.S.C.  §  1431  note-) . 
This  requirement  does  not  apply  to  con- 
tracts with  foreign  contractors  or  sub- 
contractors, including  foreign  govern- 
ments or  agencies  thereof,  excepted  from 
the  requirement  pursuant  to  50  U.S.C, 
§  1433ib). 

Retention  period:  3  years  after  final 
payment  under  contract.  50  U.S.C. 
§  1433 <  b > .  However,  subcontracts  may 
contain  clauses  specifying  that  records 
pertammg  to  such  subcontract  need  be 
retained  only  3  years  after  final  payment 
under  the  subcontract.  32  C.F.R.  17- 
206* V). 

1.3  C,«intra<ting  parties  under  negotiated 
contrarLs  for  the  construction,  recon- 
struction, or  improvement  of  facili- 
ties and  equipment  entered  into  in 
furtlierance  of  any  grant  or  loan 
made  to  a  .State  or  local  public  body 
under  authority  of  the  Urban  Mass 
Transportation  Act  of  1964,  as 
amended,  49  U.S.C  §§  1601  et  seq. 

To  keep  any  books,  documents,  papers. 
and  records  pertinent  to  operations  and 
activities  under  the  contract. 

Retention  period:  Unspecified.  49 
use.  5  1608(b) 

l.t  Parties  to  negotiated  contracts  or 
agreements  for  re«earch  and  devel- 
opment and  demonstration  of  high 
speed  or  door-to-door  ground  trans- 
portation entered  into  under  author- 
ity of  Pub.  L.  89-220,  as  amended, 
49  U.S.C  §§  1631  ei  seq. 

To  keep  any  books,  documents,  papers, 
and  records  pertinent  to  operations  or 
activities  imder  the  agreement  or  ccai- 
tract. 

Retention  period:  Unspecified.  49 
U.S.C.  §  1638(a» (4) 

1.3  .Shipyards  or  tlieir  suln-ontractors 
which  are  parties  to  contracts  or  sub- 
contracts negotiated  pursuant  to  sec- 
tion 502(a)  of  the  Merchant  Marine 
Act.  1936,  49  U.S.C  §  1152(a)  (re- 
htting  to  constructions-differential 
suh-idy  ). 

To  keep  pertinent  books,  documents, 
palmers,  and  records  related  to  the  nego- 
tiation or  performance  of  such  contract 
or  subcontract. 

Retention  period:  3  years  after  final 
payment  imder  the  contract.  46  U.S.C. 
§  1152(a) 

Penoni  n»*dlng  further  InformotJon  obovt 
liit»el  r»<ord  retention  requirement!  thovld  cof>- 
•act  the  foHowing: 

Richard    T.    Cambotot,    United    Stotet    Generoi 
Accounting    Office,    441    G   Street    NW  ,    Room 


7072A,  Washington,   D.C.  20548.   Telephone: 
275-5544. 

XXIX.  GENERAL  SERVICES 
ADMINISTRATION 

1.1  War  contractor*  and  ■obcontractors. 
World  War  II,  having  contract  of 
$25,000  or  more  or  having  termina- 
tion inventory  worth  95,000  or 
more. 

To  keep  records  essential  to  determin- 
ing performance  under  the  contract  or 
subcontract  and  to  Justify  the  settle- 
ment thereof  as  required  by  the  Contract 
Settlement  Act  of  1944  (41  JJS.C.  101- 
125)  and  18  US.C.  443  (excluded  from 
this  provision  are  contractor  or  subcon- 
tractor records  title  to  which  Is  trans- 
ferred to  a  Federal  agency;  war 
contractor  or  subcontractor  records  that 
are  included  by  Federal  agencies  on  rec- 
ords disposition  schedules  approved  by 
the  Congress  in  the  manner  provided  In 
the  Records  Disposal  Act  (44  UjS.C. 
ch.  33).  and  war  contractor  or  subcon- 
tractor records  disposal  of  which  la 
approved  In  writing  by  the  Administrator 
of  Genersil  Services  and  the  Comptroller 
(General  of  the  United  States) . 

Retention  period:  (a)  5  years  after 
such  disposition  of  termination  inven- 
tory by  such  war  contractor  or  subcon- 
tractor or  Goverruntnt  agency,  or  (b)  5 
years  after  the  final  pasrment  or  settle- 
ment of  such  war  contract  or  subcon- 
tract, whichever  applicable  period  la 
longer.  41  CFR  101-13.3 

1.2  Recipient*  of  Federal  grants  or  al- 
locations for  collecting  and  publish- 
ing historical  documents. 

To  keep  such  records  as  the  Adminis- 
trator of  General  Services  shall  prescribe, 
including  records  which  fiilly  disclose 
the  amount  and  disposition  of  such 
fimds.  the  total  cost  of  the  undertaldng, 
the  portion  of  the  cost  supplied  by  other 
sources,  and  such  other  records  as  will 
facilitate  an  effective  audit 

Retention  period:  Not  specified.  44 
U.S.C.  2506 

1.3  Contractors  and  subcontractor* 
under  negotiated  contracts  pursuant 
to  41  U.S.C  254(c).  [Amended] 

To  maintain  books,  docimients,  papers, 
and  records  Involving  transactions  re- 
lating to  the  contract  or  subcontract. 

Retention  period:  3  years  after  final 
payment  under  the  contract  or  subcon- 
tract or  tmtil  erplration  of  the  time 
periods  for  certain  records  specified  in 
41  cm  Part  1-20.  whichever  expires 
earlier.  41  CFR  1-3.814-2,  1-7.103.3.  1- 
7.103-27 

1.4  Contractor*  with  contracts  contain- 
ing  the  Small  Busineaa  Subcontract- 
ing Program  clause,  and  subcon- 
tractor* with  contract*  containing 
provision*  which  conform  aabatan- 
tially  to  the  language  of  that  elaaae. 

V«^<ntAin  records  showing  Information 
required  by  the  clause. 

Retention  period:  1  year  after  award 
ot  the  contract  or  subcootraetorfor 
■uch  longer  iierlod  a«  m«7  be  required 
by  any  other  claxise  of  the  contract,  eulH 
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contract,  or  applicable  law  or  regulation, 
41  CFR  l-1.710-3(b) 

1.5  Contractor*  with  contract*  contain- 
ing the  Labor  Surplus  Area  Subcon- 
tracting Program  clause,  and  subcon- 
tractor* with  contract*  containing 
provisions  which  conform  *ub«lan- 
lially  to  the  language  of  that  clause. 

Maintain  records  showing  procedures 
which  have  been  adopted  to  comply  with 
the  policies  set  forth  in  the  clause. 

Retention  period:  1  year  after  award 
of  the  contract  or  subcontract  or  for 
such  longer  period  as  may  be  required 
by  any  other  clause  of  the  contract,  sub- 
contract, or  applicable  law  or  regulations. 
41  CFR  l-1.805-3ib) 

1.6  Contractor*  with  fixed-price  supply 
contract*  containing  the  standard  in- 
spection clause. 

Keep  complete  records  of  all  inspection 
work  by  the  contractor  and  make  such 
records  available  to  the  Government. 

Retention  period:  During  performance 
of  the  contract  and  for  such  longer 
period  as  may  be  specified  elsewhere  In 
the  contract.  41  CFR  1-7.102-5 

1.7  Contractors  with  fixed-price  con- 
tract's in  excess  of  $10,000  for  (a) 
supplies,  or  (b)  experimental,  devel- 
opmental, or  research  work  where  a 
profit  is  contemplated,  when  such 
contracts  contain  the  standard  long- 
form  Termination  for  Convenience 
of  the  (ioveninient  clause. 

Unless  otherwise  provided  for  in  the 
contract,  or  by  applicable  statute,  pre- 
serve and  make  available  to  the  Govern- 
ment at  all  reasonable  times  at  the 
office  of  the  contractor  but  without 
direct  charge  to  the  <3ovemment.  all  his 
books,  records,  documents,  and  other  evi- 
dence bearing  on  the  costs  and  expenses 
of  the  contractor  \inder  the  contract  and 
relating  to  the  work  terminated  there- 
imder,  or.  to  the  extent  lypproved  by  the 
contracting  officer,  photographs,  micro- 
photographs,  or  other  authentic  repro- 
ductions thereof. 

Retention  period:  3  years  after  filial 
settlement  under  the  contract.  41  CFR 
1-8.701 

1.8      Cxjntractors     with     fixed-price     con- 
struction  contracts   estimated   to   ex- 
ceed   $10,000,   when   such    contracU 
contain  the  standard  Termination  for 
Cx>nvenience     of      the      Government 
clause. 
Unless  otherwise  provided  for  in  the 
contract,  or  by  applicable  statute,  pre- 
serve and  make  available  to  the  Govern- 
ment   at    all    reasonable    times    at    the 
office    of    the    contractor    but    without 
direct  charge  to  the  Goverrunent,  all  his 
books,  records,  documents,  smd  other  evi- 
dence bearing  on  the  costs  and  expenses 
of  the  contractor  under  the  contract  and 
relating  to  the  work  terminated  there- 
under, or,  to  the  extent  approved  by  the 
contracting  officer,  photographs,  micro- 
photographs,  or  other  authentic  repro- 
ductions thereof. 

Retention  period:  3  years  after  final 
settlement  under  the  contract  41  CFR 
1-8.703 


1.9  Seller*  with  fixed-price  subcon- 
tract* which  contain  the  termination 
clause  suggested  for  u*e  in  ruch  coo- 
tract*. 

Unless  otherwise  provided  for  in  the 
subcontract,  or  by  applicable  statute, 
make  available  to  the  buyer  and  the  Gov- 
ernment at  all  reasonable  times  at  the 
office  of  the  seller  all  his  books,  records, 
documents,  or  other  evidence  bearing  on 
the  costs  and  expenses  of  the  seller 
under  the  subcontract  and  in  respect  of 
the  termination  of  work  thereunder,  or, 
to  the  extent  approved  by  the  (govern- 
ment, photographs,  microphotographs. 
or  other  authentic  reproductions  thereof. 
Retention  period:  3  years  after  final 
settlement  under  the  contract.  41  CFR 
1-8.706 

1.10  Contractors  and  subcontractors 
under  contracU  entered  into,  amend- 
ed, or  modified  under  the  extraordi- 
nary, emergency  authority  granted 
by  the  act  of  August  28,  1958  (72 
Stat.    972;    50    U.S.C    1431-1435). 

To  maintain  books,  documents,  papers, 
and  records  Involving  transactions  re- 
lating to  the  contracts. 

Retention  period:  3  years  after  final 
payment  or  until  expiration  of  the  time 
periods  for  the  particular  records  spec- 
ified in  Part  1-20  of  the  Federal  Procure- 
ment Regulations  (41  CFR  1-20) ,  which- 
ever expires  earUer.  41  CFR  1-17.206(0 

1.11  State  and  local  governments  rei-eiv- 
ing  Federal  grants. 

To  maintain  all  financial  records,  sup- 
porting documents,  statistical  records, 
records  of  nonexpendable  property  ac- 
quired with  grant  fmids.  and  any  other 
record  F>ertinent  to  the  grant  program. 

Retention  period:  3  years— from  date 
of  submission  of  annual  or  final  expen- 
diture report  or  from  date  of  final  dis- 
position of  nonexpendable  property;  or 
longer  if  audit  findings  not  resolved  at 
end  of  3  years.  34  CFR  Part  256,  App.  C 

1.12  Participant*  in  the  lead  and  rine 
stabilization  program  pursuant  to 
act  of  October  3,  1961  (75  Stat.  766; 
30  U.S.C.  681-689). 

To  keep  any  pertinent  books,  docu- 
ments, papers,  and  records  of  any  par- 
tlcipEint  involving  transactions  related  to 
the  program  established  under  the  regu- 
lations of  41  CFR  101-15  and  authorized 
representatives  of  the  United  States  Gov- 
ernment shall  have  access  to  and  the 
right  to  examine  such  records. 

Retention  period:  3  years  after  termi- 
nation of  the  program.  41  CFR  101- 
15.109 

1.13  Contractors  and  subcontractors  re- 
cfuired  to  submit  cost  and  pricing 
data  in  conjunction  with  certain  firm 
fixed-price  or  fixed-price  witli  escala- 
tion negotiated  contracts  in  excess  of 
$1(>0,000  or  in  conjunction  with  cer- 
tain contract  modifications  in  excess 
of  $100,000  or  with  fixed-price  re- 
search    and     development     contracts. 

To  maintain  books,  records,  documents, 
and  other  supporting  data  which  will 
permit  adequate  evsduation  by  the  con- 
tracting officer  or  his  authorized  repre- 


sentatives of  the  cost  or  pricing  data  sub- 
mitted, along  with  tlie  computations  used 
therein,  which  were  available  to  the  con- 
tractor or  subcontractor  as  of  the  date  of 
execution  of  his  Contractor's  Certificate 
of  Current  Cost  or  Pricing  DaU. 

Retention  period:  3  years  after  fl.nal 
payment  under  the  contract  or  subcon- 
tract or  until  expiration  of  the  time  pe- 
riods for  certain  records  specified  in  41 
CFR  Part  1-20.  whichever  expires  earlier. 
41  CFR  1-3.814-2.  1-7.103-18.  1-7.302-6. 
1-7  303-28.  1-7  602-5 

1.14  Contractors  and  subcontractors  hav. 
ing  certain  cost-reimhursenient  type, 
lime  and  material.  I.Tbor-liour,  in- 
(•enli\c.  research  and  de\eloprnent.  or 
price  rodetemiinable  conlrucis  in  c\- 
.,~.s  of  $100,000. 

To  maintain  books,  records,  docu- 
ments, and  other  eridence  and  account- 
ing procedures  and  practices,  sufficient  to 
reflect  properly  all  direct  and  indirect 
costs  of  whatever  nature  claimed  to  have 
been  incurred  for  the  performance  of  the 
contract  or  subcontract. 

Retention  period:  3  years  after  final 
paj-ment  under  the  contract  or  subcon- 
tract or  until  expiration  of  the  time  pe- 
riods for  certain  records  specified  In  41 
CFR  Part  1-20,  whichever  expires  ear- 
lier: <2)  if  contract  or  subcontract  Is 
completely  or  partially  terminated,  the 
records  relating  to  the  work  terminated 
shall  be  preserved  for  3  years  from  the 
date  of  any  resulting  settlement:  or  (4) 
records  which  relate  to  appeals  under  the 
■Disputes"'  clause  of  the  contract  liti- 
gation or  the  settiement  of  claims  arising 
out  of  performance  of  the  contract  or 
subcontract,  or  costs  and  expenses  of  the 
contract  or  subcontract  as  to  which  ex- 
ception has  been  taken  by  the  contract- 
ing officer,  shall  be  retained  until  dis- 
position has  been  made  of  such  appeals. 
litigation,  claims,  or  exceptions.  41  CFR 
1-3.814-2.  1-7  103-18.  1-7  402-7.  1-7.402- 
30,  1-7.602-5 

1.13  Contractors  with  fixed-price  or  cost- 
reimbursement  type  research  and  de- 
velopment  contracts  containing  the 
standard  iiispcrlion  clause. 

Keep  complete  records  of  all  inspec- 
tion work  by  the  contractor  and  make 
such  records  available  to  the  Govern- 
ment. 

Retention  period:  During  perform- 
ance of  the  contract  and  for  such  longer 
period  as  may  be  required  by  any  other 
clause  of  the  contract,  subcontract,  or 
applicable  law  or  regulations.  41  CFR 
1-7.302-4,  1-7.402-5 

1.16  Contractor,  educational  or  non- 
profit institution  having  fixed-price 
or  cost-reimbursement  t>pe  re-carcli 
and  development  contracts  »ithoul 
pr«>fil  or  fee. 

To  maintain  records  as  are  required 
to  control,  protect,  preserve,  and  main- 
tain all  (jovemment  property  delivered 
for  use  in  connection  with  contract. 

Retention  period:  Until  relieved  of  re- 
sponsibility therefor  in  accordance  with 
written  instructions  of  the  contracting 
officer.  41  CFR  1-7.303-7.  1-7.402-25 
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1.17  (  <iiilr.uti<r«  and  sulHinitractor".  a.»- 
«it;nliii;  dipn-tiatioii  of  tant!ii>le  rap- 
ital  a»««t-<  for  roiilrurl^  in  exre?'  of 
$100,000. 

To  maintain  records  adequate  to  shew 
age  at  retirement  for  a  sample  of  assets 
for  each  significant  category-. 

Retention  period:  Not  specified.  41 
CFR  1-3.1220-9 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  sh^yt^  con- 
tat'  th.?  following 

Mr  Michael  G  Barbour  Chief,  Records  Man- 
agement Branch  (BRARi,  General  Services  Ad- 
ministration, Washington  D  C  20405.  Tele- 
phone: 202-566-0673 

XXX.    INTERSTATE   COMMERCE 
COMMISSION    [REVISED] 

1 .  I       [(ailroad  lompanif-. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

1.2  r.liTtric  railway  contpanios. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

1.3  ELxprcM^  ruinpanies. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

I.t      iH.M-rvedl 

i.'i      l'ip<-line  companies. 

To  keep  records  as  listed  in  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220. 

\.f>      Person*  furni»liin(!;  cars  to  railroadii. 

To  keep  records  as  listed  in  the  part 
cited. 

Pw^teution  period:  Various.  49  CFR 
Part  1220. 

1.7  Motor  carricrT.  and  liroki th. 

To  keep  records  as  listed  in  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

1.8  Water  carrier*. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

1.0      FVciplit  forwarders. 

To  keep  records  as  listed  In  the  part 
cited. 

Retention  period:  Various.  49  CFR 
Part  1220 

1.10      Kate-niaking  organi/ationA. 

To  keep  records  as  listed  in  the  part 
cited. 


Retention  period:  Various.  49  CFR 
Part  1220 

1.11      Motor  carrier.x. 

To  maintain  records  of  all  underlying 
data  used  In  preparation  of  freight  and 
passenger  rate  increases. 

Retention  period:  Not  specified.  49  CFR 
1104.9 

Persons     needing     further     information     about 

listed    record    retention    requirements   should   con- 
tact  the   following: 

John  Grady,  Director,  Bureau  of  Accounts, 
Room  6133,  Interstate  Commerce  Commission, 
Washington,  D.C.  20423.  Telephone:  275- 
7565. 

XXXI.  NATIONAL  AERONAU- 
TICS AND  SPACE  ADMINIS- 
TRATION 

1.1  Contractor*  with  negotiated  fl.xed- 
price  supply  contracts  and  purchase 
orders  or  ti\ed-price  research  and 
dcvelopninit  c<nitracts,  in  excess  of 
$10,000. 

To  maintain  books,  documents,  papers, 
and  record.5  involving  transactions  re- 
lated to  the  contract. 

Retention  period:  3  years  after  final 
payment  under  the  prime  contract,  or  as 
specified  in  Appendix  M  of  NASA  Pro- 
curement Regulation.  41  CFR  18-7.104- 
15;  18-7.302-6;  1975  Edition  of  NASA 
Procurement  Regulation  (NHB  5100. 2A) 
July  1975PubL.  93-356 

1.2  Subcontractors  with  contracts  or 
purchase  onler-*  in  excess  of  $10,000 
(excluding  subcontracts  or  purchase 
orders  for  public  utility  scrvicea 
at  rales  established  for  uniform  ap- 
plicability to  the  general  public) 
under  neg;otialed  fixed-price  supply 
contracts  and  purchase  orders  or 
fixed-price  prime  research  and  de- 
velopment   contracts.    In    excess    of 

$10,000. 

To  maintain  books,  documents,  papers, 
and  records  Involving  transactions  re- 
lated to  the  subcontract. 

Retention  period:  3  years  after  flnjil 
payment  under  the  saibcontract.  or  as 
specified  in  Appendix  M  of  NASA  Pro- 
curement Regnilatlon.  41  CFR  18-7. 104- 
15;  18-7  302-6:  1975  Edition  of  NASA 
Procurement  Regulation  (NHB  5100. 2A) 
July  1975  Pub  L  93-356 

1.3  Contractors  with  cost-reimbursement 
type  contract,  including  facilities 
contracts. 

To  maintain  books,  records,  docu- 
ments, and  other  evidence  pertaining  to 
the  expenses  for  which  reimbursement  is 
claimed. 

Retention  period:  3  years  after  date  of 
flnaJ  payment,  until  settlement  of  liti- 
gation, or  bls  specified  by  Appendix  M  of 
NASA  Procurement  Regulation.  41  CFR 
18-7.203-7;  18-7.402-7;  18-7.451-7;  18- 
7.460-6;  18-7,702-13;  18-7.703-11,  18- 
7.704-5 


1.4  Subcontractors  with  subcontracts  of 
a  cost,  cost-plus-fixed-fee,  time-and- 
material,  or  labor-hour  type  under 
eost-reimbursement  type  prime  con- 
tract.",   including    facilities   contracts. 

To  maintain  books,  records,  docu- 
ments, and  other  evidence  pertaining  to 
all  direct  and  indirect  costs  of  whatever 
nature  for  which  reimbursement  Is 
claimed  under  the  subcontract. 

Retention  period:  3  years  after  date 
of  final  payment,  until  settlement  of 
litigation,  or  as  specified  by  Appendix  M 
of  NASA  Procurement  Regulation.  41 
CFR  18-7.203-7;  18-7.402-7;  18-7.451-7; 
18-7.460-6;  18-7.702-13 ;  18-7.703-11;  18- 
7.704-5 

1.5  Subcontractors  with  subcontracts  in 
exccs!*  of  $10,000  on  oilier  than  ro«l. 
cost-plus- fixed-fee,  time-and-material 
or  labor-hour  basis  (excluding  sub- 
con  tracts  or  purchase  orders  for  pul>- 
lic  utility  services  at  rates  established 
for  uniform  applicability  to  the  gen- 
eral public)  under  cost-reimburse- 
ment l>pe  prime  cuiitracts.  iiirhidlng 
facilities  conlractv. 

To  maintain  books,  documents,  papers, 
and  records  involving  transactions  re- 
lated to  the  subcontract. 

Retention  period:  3  years  after  final 
payment  under  the  subcontract,  or  as 
specified  by  Appendix  M  of  NASA  Pro- 
curement RegTjJation.  41  CFR  18- 
7.203-7;  18-7.402-7;  13-7.451-7;  18-7.- 
460-6;  18-7.702-13:  18-7.70^11;  18-7- 
704-5;  1975  Edition  of  NASA  Procure- 
ment Regulation  (NHB  5100. 2A)  July 
1975  Pub.  L.  93-356 

1.6  Contractors  with  fi\etl-price  con- 
tracts in  excess  of  $10,000  or  sup- 
plies or  experimental,  developmental 
or  research  work  other  llian  (a)  con- 
struction, alleration-i  or  repair  of 
buildings,  bridpes,  road*,  or  oilier 
kinds  of  real  property  or  (b)  experi- 
mental, developmental  or  research 
work  with  educational  or  nonprofit 
institution*  v«hcn  no  profit  i»  ci.ti- 
templatetl. 

To  maintain  books,  records,  docu- 
ments and  other  evidence  bearing  on  the 
cost  and  expenses  of  the  contractor 
tinder  the  contract  and  relating  to  work 
terminated  (may  be  kept  In  microfilm 
or  other  photographic  form  to  the  ex- 
tent approved  by  the  contracting  ofBcer  > . 

Retention  period:  3  years  after  final 
settlement.  41  CFR  18-8.701;  19"=i  Edi- 
tion of  NASA  Procurement  Regulation 
(NHB>  5100.2A)  July  1975  Pub  I.  93  356 

1.7  Contractors  with  fixed-price  con- 
struction contracts  amounting  to 
more  than   $10,000. 

To  maintain  books,  records,  docu- 
ments and  other  evidence  bearing  on  the 
cost  and  expenses  of  the  contractor 
under  the  contract  and  relating  to  work 
terminated  (may  be  kept  In  microfilm 
or  other  photographic  form  to  the  extent 
approved  by  the  contracting  ofTlcer) . 

Retention  period:  3  years  after  final 
•ettlement.  41  CFR  18-8.701 
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1.8  >ulKontraclor?  with  fixed-price  sub- 
contracts. 

To  maintain  books,  records,  docu- 
".^ents  and  other  e\idence  bearing  on 
the  cost  and  expenses  of  the  contractor 
under  the  contract  and  relating  to  work 
terminated  (may  be  kept  in  microfilm  or 
other  photographic  form  to  the  extent 
approved    by    the    contracting    officer). 

Retention  period:  3  years  after  final 
settlement.  41  CFR  18-8.706 

1.9  Contractors  with  construction  and 
facilities  contracts  in  excess  of 
$2,000  (for  work  within  tlie  United 
States). 

To  keep  payroll  records  showing  name 
and  address  of  each  employee,  classifica- 
tion, rate  of  pay,  daily  and  weekly  num- 
ber of  hours  worked,  deductions  from 
pay  and  actual  pay  received. 

Retention  period:  3  years  after  con- 
tract work  completed.  41  CFR  18- 
12.403-l(d)  ;  18-7.705-5 

1.10  Industrial  contractor*  Baving  Gor- 
emment  furnished  property. 

To  maintain  adequate  records  of  all 
Government  property,  whether  fur- 
nished to  or  acquired  by  them  for  the 
account  of  the  Government,  in  accord- 
ance with  the  provisions  of  "Control  of 
Government  Property  In  Possession  of 
Contractors"  (Appendix  B,  Subpart  3, 
N.\S-^  Procurement  Regulation) . 

Retention  period:  Not  specified.  41 
CFR  18-13.702;  18-13.703 

1.11  Contractors  furnishing  special  tool- 
ing under  fixed-price  contracts. 

To  maintain  property  control  records 
on  all  special  tooling  which  they  furnish. 

Retention  period:  Not  specified.  41 
CFR  18-13.704 

1.12  Nonprofit  contractors  having  Gov- 
emment  furnished  property  under 
research  and  development  contracts. 

To  maintain  records  of  Government 
property,  whether  furnished  to  or  ac- 
quired by  them  for  the  account  of  the 
Government,  In  accordance  with  the 
provisions  of  "Control  of  Government 
Property  in  Possession  of  Nonprofit  Re- 
search and  Development  Contractors" 
(Appendix  C.  Subpart  3,  NASA  Procure- 
ment Regulation). 

Retention  period:  Not  specified.  41 
CFR  18-13.706,  18-13.707 


1.13  .Ml  contractors  and  ^ubroiitr.Tclors 
oilier  than  tho«e  having  firm  fixed- 
price  contracts. 

To  maintain  books,  records,  docu- 
ments, and  other  evidence  and  account- 
in?  procedures  and  practices  sufficient  to 
reflect  all  direct  and  indirect  costs 
claimed  to  have  been  incurred  and  an- 
ticipated to  be  incurred  for  the  perform- 
aiice    of    the   contract    or   subcontract. 

Retention  period:  3  years  after  date 
of  filial  payment  or  until  final  settlement 
of  litigation,  whichever  is  longer.  41 
CFR  18-7.104-42;  18-7.203-29;  18-7.303- 
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29-    18-7.350-18;    18-7.402-30;    18-7.451- 
30;  18-7.702--48;  18-7.703-41;  18-7.704-33 

1.14  Contractors  with  facilities  contracU 
providing  for  the  use  of  facilities. 

To  maintain  adequate  property  con- 
trol procedures  and  records  and  a  system 
of  identification  of  the  facilities. 

Retention  period:  Not  specified.  41 
CFR  18-7.702-17;   18-7.704-11 

1.15  Cx)ntractor8  with  contracts  contain- 
ing the  Small  Business  .Subcontract- 
ing Program  clause,  and  subcontrac- 
tors with  contracts  containing  provi- 
sions whick  conform  substantially  to 
llie  language  of  that  clause. 

To  maintain  records  showing  (a> 
whether  each  prospective  subcontractor 
is  a  small  business  concern,  ib)  proce- 
dures which  have  been  adopted  to  comply 
with  the  policies  set  forth  in  the  contract 
clause  entitled  "Small  Business  Subcon- 
tracting Program",  and  (O  such  other 
information  required  by  the  clause. 

Retention  period:  Not  specified.  41 
CFR18-1.707-3(b) 

1.16  Contractors  with  contracts  con- 
tainuig  an  inspection  clause. 

To  keep  complete  records  of  all  in- 
spection work  by  the  contractor  and 
make  such  records  available  to  the 
Government. 

Retention  period:  During  performance 
of  the  contract  and  for  such  longer 
period  as  may  be  specified  elsewhere  In 
the  contract.  41  CFR  18-7.103-5;  18-7- 
203-5;  18-7.302-4;  18-7.402-5;  18-7.451- 
5;  18-7.702-6;  18-7.703-6;  18-7.704-8 

1.17  Contractors  with  contracU  con- 
taining the  "Data  Requiremenu" 
clause. 

To  maintain  the  following: 

(a)  A  set  of  engineering  drawings  suf- 
ficient to  enable  manufacture  of  any 
equipment  or  items  furnished  under  the 
contract,  or  a  set  of  flow  sheets  and  engi- 
neering drawings  sufficient  to  enable  any 
performance  of  any  process  developed 
under  the  contract. 

(b)  Any  subject  data  which  is  neces- 
sary to  explain  or  to  help  the  Govern- 
ment technicaJ  personnel  understand 
any  equipment,  items,  or  process  devel- 
oped under  the  contract  and  furnished 
to  the  Government. 

Retention  period:  1  yeeir  after  final 
payment  under  the  contract  41  CFR 
18^9.202-1  e  I 


1.18  Contractors  with  contracts  provid- 
ing   for   progress   payments. 

To  maintain  control  of  progress  pay- 
ments and  make  available  to  the  Gov- 
ernment the  books,  records,  and  accounts 
thereof. 

Retention  period :  During  performance 
of  the  contract.     41  CFR  18-7.104^35 

1.19  C^ontractors  and  subcontractors  re- 
quired to  furnish  cost  and  pricing 
data  certificate*. 

To  maintain  books,  records,  documents. 
and  other   e\idence   which  will   permit 
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adequate  evaluation  of  the  cost  or  pricing 
data  submitted  along  with  the  computa- 
tions and  projections  used  therein. 

Retention  period:  3  years  after  final 
payment  or  as  specified  in  Appendix  M 
of  the  NASA  Procurement  Reg-Jlatlon. 
41  CFR  18-3  807-4 

1.20      Cxjntractors    with    fixed-price    type 
letter   contracts. 

To  maintain  books,  records,  docu- 
ments, and  other  eMdence  bearing  on 
the  cost  and  expenses  of  the  contractor 
under  the  contract  and  relatirig  to  the 
work  terminated  <may  be  kept  in  micro- 
film or  other  photographic  form  to  the 
extent  approved  by  the  contracting 
officer) . 

Retention  period:  3  years  after  final 
setUement.  41  CFR  18-8.701-1 

1.21  Cxjnlractors  subject  to  llie  Work 
Hours  Act  of  l'U)2. 

To  keep  pajToU  records  containing 
name,  address,  classification,  rate  of  pay, 
hours  worked,  etc.,  for  each  employee 

Retention  period:  3  years.  41  CFR 
18-12.303-1,  18-12.403-1 

1.22  Cx)ntractors  and  »ul>contractors  sub- 
ject to  tlie  Senice  Contract  .4cl  of 
1963. 

To  keep  records  of  each  employee 
name  and  address,  basic  employment, 
earning  record,  and  work  time  schedules. 

Retention  period:  3  years  after  com- 
pletion of  the  work.  41  CFR  18-12.1004 

1.23  Educational  institution*  or  non- 
profit agencies  parli<  ipatirig  in  the 
NASA  grant  program. 

To  maintain  (a)  original  or  signed 
copy  of  each  document,  with  supporting 
data,  and  ib)  all  accounting  records  re- 
lating to  the  ca-^t  under  such  grants. 

Retention  period:  (a»  Not  specified; 
(b)  3  years    14  CFR  1260.308,  1260.406 

Persons  needing  further  informoHon  about 
listed  record  retention  requirements  should  con- 
tact   the    following 

Written    inquiries 

Mr.  Stuart  J  Evans  AssistonI  Adminlstrotor 
for  Procurement,  NASA  Headquarters,  Wash- 
ington, DC    20546 

Te'ephone    inquiries: 

Mr.  William  T.  Brown  OflRce  of  Procurement, 
202-755-2262. 

XXXII.  NATIONAL  CREDIT  UNION 
ADMINISTRATION 

1.1  Federal  credit  union  trustees  and 
custodians'  of  Pension  Plan*. 

To  maintain  individual  records  for 
each  participant  showing  all  transac- 
tions relating  to  funds  of  each  partici- 
pant or  beneficiary.   " 

Retention  period:  Not  specified.  12 
CFR  721.4 

1.2  Federal  credil  union  [>articipating  in 
the  eslablislinient  or  maintenance  of 
an  accounting  ser*  ice  center. 

To  maintain  records  of  names  of  par- 
ticipants,   proportion    and    amount    of 
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ownersWp  of  each  In  the  accounting 
ser\-ice  center,  proportion  of  facilities 
and  services  used  by  each,  current  totaJ 
operating  costs,  and  proportion  and 
amount  of  total  operating  costs  charged 
to  each  of  the  participating  credit 
unions. 

Retention  period:  Not  specified.  12 
CFR  701  27-2 

1.3  Federal  credit  uniunt  may  lease  safe 
deposit  boxes  to  its  menil>ors. 

To  maintain  records  Indicating  the 
lease  in  writing,  the  signature  of  tenants 
and  their  deputies,  a  written  record  will 
be  maintained  to  show  the  time  and  date 
of  entry  and  the  signature  of  the  au- 
thorized person  each  time  access  Is  made 
to  the  safe  deposit. 

Retention  period:  Not  specified.  12 
CFR  701.30 

l.t  F'rdi-r.il  cre<lit  unions  participatin;; 
in  the  e!<tabli.-<linient  and  mainte- 
nanre  of  a  records  preservation  pro- 
gram. 

To  maintain  vital  records  In  offslte  lo- 
cations which  are  for  reconstruction  pur- 
poses In  the  event  of  a  catastrophe 
Maintain  a  preservation  log  of  vital 
records  in  the  centers.  Vital  records  to 
be  stored,  listing  of  members'  share  and 
or  deposit  and  loon  balances,  a  financial 
and  statistical  report  as  of  the  record 
date. 

If  a  credit  union  maintains  Its  mem- 
bers' shaj'e  and  or  deposit  and  loan 
ledgers  on  a  data  processing  system,  and 
the  system  is  sufficiently  removed  from 
the  credit  union.  It  Is  deemed  to  have 
met  the  requirements  of  this  regulation. 

Retention  period:  Not  specified.  12 
CFR  749 

] .')  I  I'liiral  rredit  unions  and  each  fed- 
erallr  injured  .Slate  credit  union  par- 
ticip.ttiiis  in  the  national  flood  in>ur- 
ance  progn^ni. 

To  maintain  records  of  names  of  par- 
ticipants, of  loans  secured  by  Improved 
real  estate  or  a  mobile  home  located  or 
to  be  located  In  an  area  tliat  has  been 
Identified  as  having  special  flood  hazards. 

Retention  period:  Not  specified.  12 
CFR  760.2 

\  .h  f  ii-lodian-*  of  record*  of  Feileral 
rri'dit    unions    voluntarily    liijuidnted. 

To  keep  all  records  of  the  hquidated 
credit  union  necessary  to  establish  that 
creditors  were  paid  and  that  members' 
shareholdings  were  equitably  distributed, 
Retention  period:  Five  yeais  following 
date  of  cancellation  of  charter  of  the 
credit  unions.  12  CFR  710.13 

Persons  needing  further  information  abowt 
listed  record  retention  requirements  should  con- 
toct    the    following, 

Mr.  Homer  Lewis,  Office  of  Manogement  and 
Plonning,  National  Credit  Union  Administra- 
tion, 2025  M  Street,  N.W.,  Washington,  D.C. 
20456    Telephone:   202-254-9814 


XXXIII.  NATIONAL  TRANSPORTA- 
TION  SAFETY  BOARD 

1.1  Operators  of  aircraft  involved  in  an 
areidcnt  or  incident. 

To  preserve  to  the  extent  possible  all 
records.  Including  tapes  of  flight  re- 
corders and  voice  recorders,  pertaining  to 
the  operation  and  maintenance  of  the 
aircraft  and  to  the  airmen  Involved  In 
an  accident  or  incident  for  which  notifi- 
cation must  be  given  to  the  Board. 

Retention  period:  Until  the  Board 
takes  CLLstody  thereof  or  a  release  Is 
granted  by  an  authorized  representative 
of  the  Board.  49  CFR  830.10 

1 .2  Operators  of  aircraft  involved  in  an 
accident  or  incident. 

To  retain  all  records  and  reports,  In- 
cludhig  all  internal  documents  and 
memoranda  dealing  with  the  suxldent  or 
Incident. 

Retention  period:  Until  authorized  by 
tlie  Board  to  the  contrary.  49  CFR  830.10 

Persons  needing  further  Information  obouf 
tisted  retofd  retention  requirements  should  eon- 
toct   the   following: 

Mr.  Frederick  King,  Chief,  Operations  &  Fa- 
cilities Division,  Bureau  of  Administration,  Na- 
tional Transportation  Safety  Board,  800  Inde- 
pendence Avenue,  S.W.,  Washington,  D.C. 
20594.  Telephone:  202-426-3807. 

XXXIV.  NUCLEAR   REGULATORY 

COMMISSION 

1.1  Licensees  rei-eivinjj,  possessing, 
using,  or  tran.sfcrring  byproduct  ma- 
terial, source  material,  or  special 
nuclear  material,  [.\niendedl 

To  maintain  records  (a)  used  In  pre- 
paring Form  NRC-4,  "Occupational  Ex- 
ternal Radiation  Exposiu-e  History";  (b) 
showing  individual  exposure  to  radia- 
tion and  to  radioactive  material,  includ- 
ing all  the  Information  required  by  Form 
NTtC-5.  and  records  of  bio-assays,  includ- 
ing results  of  whole  body  counting  ex- 
aminations; (c)  showing  the  results  of 
surveys  made  to  evaluate  the  radiation 
hazards  Incident  to  the  production,  use, 
release,  disposal  or  presence  of  radio- 
active materials  or  other  sources  of  radi- 
ation: (d)  showing  the  results  of  moni- 
toring the  external  surfaces  of  packages 
received  for  radioactive  contamination 
caused  by  leakage  of  the  radioactive  con- 
tents; ie>  showing  the  results  of  moni- 
toring the  radiation  level  external  to 
packages  received  containing  quantities 
of  radioactive  material  in  excess  of  al- 
lowable Type  A  quantities,  other  than 
those  transportated  by  exclusive  ase  ve- 
hicle; If)  relating  to  the  disposal  of 
licensed  material  by  licensee  or  appli- 
cant; igi  relating  to  disposal  of  licensed 
material  into  a  sanitary  sewage  system; 
and  ih>  relating  to  disposal  of  licensed 
material  by  burial  In  soil. 

Retention  period :  'a)  Until  disposal  Is 
authorized  by  the  Commission,  10  CFR 


20.102;  (b)  until  disposal  is  authorized 
by  the  Commls.sion,  10  CFR  20.401;  (c>- 
(e)  for  two  years  after  completion  of  sur- 
vey except  that  the  following  records 
shall  be  maintained  until  disposal  Is  au- 
thorized by  the  Commission:  (1)  records 
of  the  results  of  surveys  to  determine 
compliance  with  10  CFR  20.103(a);  (2) 
In  the  absence  of  personnel  monitoring 
data,  records  of  the  results  of  surveys  to 
determine  external  radiation  dose;  (3> 
records  of  results  of  surveys  used  to 
evaluate  release  of  radioactive  effluents  to 
environment,  10  CFR  20  401;  if)-(h' 
until  disposal  is  authorized  by  the  Com- 
mission, 10  CFR  20.401 

1.2  Nonexempt  licensi-es  manufacturing, 
producinc,  triinsferrinc,  receiving 
acquiringr,  owninp.  pO'<se*sinfr,  u.sing. 
importing,  or  exportiiii  byproduct 
material.  [.Amended  I 

To  maintain  (ai  such  records  as  may 
be  determined  by  the  Commission  to  be 
necessary  or  appropriate  to  eEfectuate  the 
purposes  of  the  Atomic  Energy  Act  of 
1954.  as  amended,  and  the  regulations 
Issued  thereunder;  ibi  records  of  receipt 
of  byproduct  material ;  (o  records  of  ex- 
port of  byproduct  material;  (d)  records 
of  transfer  of  byproduct  materials;  and 
(e)  records  of  disposal  of  byproduct  ma- 
terial. 

Retention  period:  (a)  Unless  otherwise 
specified  by  an  appropriate  regulation  or 
license  condition,  until  disposal  Is  au- 
tliorlzed  by  the  Commission,  10  CFF 
30.34  and  30.51  rb)  ;  (b)  as  long  as  licerusei 
retains  possession  of  byproduct  material 
and  for  two  years  following  transfer,  ex- 
port or  disposal  of  byproduct  material 
10  CFR  30.51fc) ;  (c)  for  two  years  after 
export  of  byproduct  material,  10  CFR 
30.51(c);  (d)  by  licensee  transferring  by- 
product material  for  five  years  aft*>r 
transfer,  10  CFR  30.51  ic  ;  (e)  until  dis- 
posal of  records  Is  authorized  by  the 
Commission,  10- CFR  30.51 'c  and  20  401 
(c). 

1.3  Liccn.-ee.o  iitilizin<:  se;dtMi  source!^  of 
byproduct   niateri:il   for  radioaraphv. 

[  .Amended  ] 

To  maintain  fa)  records  of  the  results 
and  dates  of  calibration  for  each  radia- 
tion survey  Instrument  possessed  by  the 
licensee;  (b)  records  of  results  of  leak 
tests  of  sealed  sources;  fc)  records  of 
quarterly  physical  inventories  of  all 
sealed  sources  received  and  posses.sed 
under  the  license;  <d»  current  utilization 
logs  showing  for  each  sealed  source  a  de- 
scription of  the  radiographic  exposure 
device  or  storage  container,  the  identity 
of  the  radiographer  to  whom  assigned, 
and  the  plant  or  site  where  used  and 
dates  of  use;  (e)  film  badge  and  thermo- 
luminescence  dosimeter  reports  and  rec- 
ords of  pocket  dosimeter  readings;  (f) 
records  of  physical  radiation  surveys. 

Retention  period:  (a)  For  two  years 
after  the  date  of  each  calibration.  10  CFR 
34.24;  (b)  for  six  months  after  perform- 
ance of  the  next  required  leak  test  or 
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imtll  transfer  or  disposal  of  the  sealed 
source,  10  CFR  34.25;  (c)  for  two  years 
after  the  date  of  each  Inventory,  10  CFR 
34.26;  (d)  for  two  years  after  the  date 
of  each  recorded  event,  10  CFR  34.27;  (e) 
until  disposal  Is  authorized  by  the  Com- 
mission, 10  CFR  34.33;  (f)  for  two  years 
after  completion  of  the  survey,  or  for  any 
survey  used  to  determine  an  individual's 
exposure  until  disposal  is  authorized  by 
the  Commission,  10  CFR  34.43. 

1.4  Licen>ees  receivinp.  possessing, 
Uj^inK.  t^an^fer^in{:,  delivering,  im- 
porting, or  exporting  sour<-e  material. 

[.4m  ended] 

To  maintain  (a^  such  records  as  may 
be  determined  by  the  Commission  to  be 
necessary  or  appropriate  to  effectuate 
the  purposes  of  the  Atomic  Energy  Act 
of  1954.  as  amended,  and  the  regulations 
Issued  thereunder;  (b)  records  of  receipt 
of  soLm^e  material;  (c)  records  of  export 
of  source  material;  (d)  records  of  trans- 
fer of  source  material;  and  (e)  records 
of  disposal  of  source- ma teriaL 

Retention  period:  (a)  Unless  other- 
wise specified  by  an  appropriate  regula- 
tion or  license  condition,  until  disposal 
is  authorized  by  the  Commission,  10  CFR 
40.41  and  40.61(b);  (b)  as  long  as  the 
licensee  retains  possession  of  the  source 
material  and  for  five  years  following 
transfer,  export  or  disposition  of  the 
source  material,  10  CFR  40.61(c)  (1) ;  (c) 
for  five  years  after  export  of  the  source 
material,  10  CFR  40.61(c)(2);  (d)  unUl 
disposal  is  authorized  by  the  Commission, 
10  CFR  40.61(c)  (3) ;  (e)  untD  disposal  of 
records  Is  authorized  by  the  Commission, 
10  CFR  40.61(c)(4)    and  20.401(c)(3). 

1.5  Licensee*  and  holders  of  construc- 
tion permits.  [.4mcnded] 

To  maintain  (a)  such  records  as  may 
be  required  by  conditions  of  the  license 
or  permit  or  by  rules,  regulations,  and 
orders  of  the  Commission  (b)  records  of 
design,  fabrication,  erection,  and  testing 
of  structures,  systems,  and  components 
Important  to  safety  of  a  production  or 
utilization  facility;  and  (c)  quality  as- 
surance records  sufficient  to  furnish 
evidence  of  activities  affecting  quality, 
Including  oiseratlng  logs,  records  show- 
ing results  of  reviews,  Inspections,  tests, 
audits,  work  performance  monitoring 
and  materials  analyses,  and  records  con- 
taining closely  related  data  such  as  quali- 
fications of  persormel,  procedures  and 
equipment. 

Retention  period:  (a)  If  not  otherwise 
specified  by  regulation,  license  condition 
or  technical  specification,  until  disposal 
Is  authorized  by  the  Commission,  10  CFR 
50.71(c);  (b)  throughout  life  of  facility. 
10  CFR  Part  50,  App.  A,  Criterion  1;  (c) 
not  specified — to  be  established  by  appli- 
cant consistent  with  applicable  regtila- 
tory  requirements.  10  CFR  Part  50.  App, 
B,  sec.  XVn 

1.6  Licensee*  receiving  title  to  own,  ac- 
quire, deliver,  receive,  possess  use, 
transfer,  import,  or  export  special 
nuclear  material.  [.Amended] 

To  keep  (a)  such  records  of  ownership, 
receipt,  possession,  use,  transfer,  import, 
and  export  of  special  nuclear  material  as 


may  be  Incorporated  as  a  condition  or 
requirement  In  any  license;  ib)  records 
of  changes  to  the  material  control  and 
accounting  program  made  without  prior 
Commission    approval;     lO    records    of 
changes   to   the   physical   security   plan 
made    without    prior    Ctxnmlsslon    ap- 
proval;   (d'   records  of  receipt,  acquisi- 
tion,   phj-slcal    Inventory   or   import   of 
special  nuclear  material;   <e)  records  of 
export  of  special  nuclear  material;    if' 
records   of   transfer   of   special   nuclear 
material  to  other  persons;  (g)  records  of 
disposal  of  special  nuclear  material;  ^h) 
material  balance  records  for  each  ma- 
terial balance  showing  the  quantity  of 
element  and  fissile  Isotope  In  each  com- 
ponent of  the  material  balance;    <1)    a 
record  summarizing  the  qusmtities  of  ele- 
ment and  fissile  Isotope  for  ending  in- 
ventors" of  material  In  process  and  addi- 
tions and  removals  of  material  In  process 
dtn-ing  material  balance  Interval;   (j)   a 
record  summarizing  the  quantities  of  ele- 
ment  and   fissile  Isotope   In  tinopened 
receipts   and   ultimate   products   main- 
tained under  tamper-safing  or  In  the 
form  of  sealed  sources;    (k)   records  of 
results  of  review  and  audit  of  the  nuclear 
material  control  system;   (1)   record*  of 
shipper -receiver   difference  evaluations, 
investigations,    and    corrective    actions 
concerning  special  nuclear  material  re- 
ceived and  shipped;    (m)    all  data.  In- 
formation, reports,  and  doctiments  gen- 
erated by  the  measurement  control  pro- 
gram, including  summary  of  error  data 
utilized  In  limit  of  error  calculations  per- 
formed for  each  material  balance  period; 
and   (n)    records  pertaining  to  training 
and  qualification  of  personnel  who  per- 
form measurement  activities  pursuant  to 
10  CFR  70.57(b)  (7). 

Retention  period:  (a)  If  not  otherwise 
specified  by  regulation  or  license  condi- 
tion, imtll  disposal  Is  authorized  by  the 
Commission,  10  CFR  70.32(b)(5)  and 
70.51(b)  (2) ;  (b)  five  years  from  date  of 
change  10  CFR  70.32<c);  (c)  two  years 
from  date  of  change,  10  CFR  70.32(e) ; 
(d)  as  long  as  licensee  retains  possession 
of  speclEd  nuclear  material  and  for  five 
years  following  transfer  or  export  of 
special  nuclear  material.  10  CFR  70.51 
<b)(3);  six  months  for  records  of  In- 
ventorj-  of  special  nuclear  material  main- 
tained to  demonstrate  compliance  with 
requirements  of  10  CFR  70.58(h)  relat- 
ing to  establishment  and  maintenance 
of  system  of  storage  and  internal  han- 
dling controls,  10  CFR  70.51(b)(3);  (e) 
five  years  after  export  of  special  nuclear 
material,  10  CFR  70.51(b)  (4i;  (f)  imtil 
disposal  is  authorized  by  the  Commission, 
or  for  five  years  for  records  required  by 
10  CFR  70.51(e)  (l)(v)  to  document 
transfers  of  special  nuclear  material  be- 
tween materia]  balance  areas,  10  CFR 
70.51(b)(5);  (gi  until  disposal  Is  au- 
thorized by  the  Commission,  10  CFR 
70.51(b)  (6)  and  20.401(c) ;  (hi  five  years. 
10  CFR  70.51(e)  i4)  (Hi) ;  (i)  five  years, 
10  CFR  70.51(e)(4)  (Iv);  (j)  five  years. 
10  CFR  70.51(e)  (4)  (v)  ;  (k)  five  years.  10 
CFR  70.58(c)  (2;)  (1)  five  years,  10  CFR 
70  58(g)  (4) ;  (m)  five  years.  10  CFR 
70.57(b)  (12);  (n)  two  years.  10  CFR 
70  57(b)  (12). 


1.7  Licensees  and  other  person*  subject 
U>  financial  protection  requir<'menl» 
and  indemnity  agre<'ments. 

To  maintain  records  as  deemed  neces- 
sary by  the  Commission  for  the  adminis- 
tration of  the  regulations  concerning 
financial  protection  requi.f-ements  and 
indemnity  agreements. 

Retention  period:  Not  specified.  10 
CFR  140.6 

1.8  l,icen'«ees  packaging  radionctivc  ma- 
terial for  transport.  [Amended] 

To  keep  records  of  each  shipment  of 
fissile  material  or  of  more  than  a  type 
A  quantity  of  radioactive  material  as  de- 
fined in  10  CFR  71.4(qi,  in  a  single  pack- 
age. 

Retention  period:  2  years  after  gen- 
eration of  record,  10  CFR  71.62(a). 

1.9  Licensee's  required  to  proxide  phys- 
ical protection  for  »pe<-ial  nuclear 
material  in  transit  and  at  fixed  site*. 
L  .Amended  ] 

To  maintain  recoi-ds  of  names  and  ad- 
dresses of  all  authorized  personnel,  re- 
stilts  of  tests  and  inspections  of  protected 
areas  and  security -related  equipment 
shipments  of  special  nuclear  material.  In- 
formation to  comply  with  requirements 
of  this  part,  procedures  for  controlling 
access  to  protected  areas,  and  such  other 
records  as  indicated  In  10  CFR  73  70. 

Retention  period:  Not  specified,  10 
CFR  73.70 

1.10  iJcenMCS  manufac  luring.  di»tril>- 
nting,  or  importing  certain  items 
containing         byproduct         material. 

[  Amended  ] 

To  maintain  (a)  records  of  name  and 
address  of  each  person  to  who  material 
Is  transferred,  and  kinds  and  quantity 
of  byproduct  material  transferred;  and 
(b)  records  showing  the  name,  address, 
and  point  of  ccmtact  for  each  general 
licensee  to  whcnn  he  transfers  byproduct 
material  In  devices,  the  date  of  each 
transfer,  the  Isotope  and  quantity  of 
radioactivity  in  each  device  transferred, 
the  identity  of  any  intermediate  person 
through  whom  the  transfer  was  made, 
and  compliance  with  the  report  require- 
ments of  10  CFR  32.52. 

Retention  period:  (a)  for  two  years 
after  each  transfer,  10  CFR  32.20,  (b) 
for  five  years  from  the  date  of  each 
recorded  event  10  CFR  32.52<c). 

1.11  Licen»e«>  authortretl  to  poM-c**  at 
any  one  time  and  loratioii  more 
than       10.000      curies      of       tritium. 

[  Amejided] 

To  maintain  records  sufficient  to  en- 
able the  licensee  to  accoimt  for  the 
tritium  In  his  possession  under  specific 
license. 

Retention  period:  As  long  as  licensee 
retains  possesslCMi  of  tritium  and  for  two 
years  following  transfer  or  export  of 
tritium,  10  CFR  30.54  (a  I,  150.18. 

1.12  General  licen*.ee8  receiving,  acquir- 
ing, poaaeaaing,  uking  or  tran^fe^ring 
certain  detecting,  measuring,  gaug- 
ing, or  controlling  devices  containing 
by  product  nvaterial.  [  .Ajnended  1 

To  maintain  (a)  records  of  test*  per- 
formed on  guch  devices  lor  leakage  of 
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radioactive  material;  <b>  records  of  tests 
performed  on  such  devices  for  proper 
operation  of  the  on-ofT  mechanism  and 
indicator:  (c)  records  showing  com- 
pliance with  requirements  of  10  CFR  31.5 
10)  <3)  relating  to  the  performance  on 
such  devices  of  other  testing,  installa- 
tion, servicing,  and  removal  from  in- 
stallation Involving  the  radioactive 
materials,  shielding  or  containment. 

Retention  period:  (a)  For  one  year 
after  the  next. required  leak  test  is  per- 
formed or  until  the  sealed  source  is 
transferred  or  disposed  of,  10  CFR  31.5 
(c>(4):  lb)  for  one  year  after  the  next 
required  test  of  the  on-ofT  mechanism 
and  indicator  is  performed  or  until  the 
sealed  source  is  transferred  or  disposed 
of,  10  CFR  31.5ic)(4):  ic)  for  a  period 
of  two  years  from  the  date  of  the 
recorded  event  or  until  the  device  is 
transferred  or  disposed  of,  10  CFR  31.5 
(c)  (4). 

1,13  I.in-ilsrr-  aiillii'ti/i  .1  lo  iipir.ilc  iiii- 
rli-iir  protlin  lion  iiml  ulili/.ilioti  f;i- 
rilitifs.  l.\iiu-ndi'd  J 

To  maintain  (a>  records  of  changes 
to  physical  security  plan  made  without 
prior  Commission  approval;  (b>  records 
of  changes  in  the  production  or  utiliza- 
tion facility  as  described  in  the  safety 
analysis  report  made  without  prior 
Commission  approval;  (O  records  of 
changes  in  facility  procedures  as  de- 
scribed in  the  safety  analysis  report 
made  without  prior  Commission  ap- 
proval: and  id>  records  of  tests  or  ex- 
periments not  described  in  the  safety 
analysis  report  and  made  without  prior 
Commission  approval.  The  records  de- 
scribed in  paragraphs  (b>,  ic)  and  <di 
of  this  section  shall  include  written 
safety  evaluations  which  provide  the 
bsises  for  the  determination  that  the 
change,  test  or  experiment  does  not  in- 
volve an  unreviewed  safety  question. 

Retention  period:  (a)  For  two  years 
after  date  of  change,  10  CFR  50.54ip)  : 
'bi  until  date  of  termination  of  license, 
10  CFR  50.59ib) ;  (o  for  five  years  after 
each  change  in  facility  procedures,  10 
CFR  50.59ib>;  (d>  for  five  years  after 
each  test  or  experiment,  10  CFR  50,59 
(bt. 

1,1  t  I.iconsoe''  authorized  t«>  oprralr 
nuclear  prodiielion  and  iildi/atiiin 
farililies.  [  Amended  I 

To  maintain  records  to  document  each 
licensed  operator's  and  senior  operator's 
participation  in  the  requalificatlon  pro- 
gram. The  records  shall  contain  copies  of 
written  examinations  administered,  an- 
swers given  by  the  licensee,  results  of 
evaluations,  and  documentation  of  any 
additional  training  administered  in  areas 
In  which  an  operator  or  senior  operator 
has  exhibited  deficiencies. 

Retention  period:  For  two  years  after 
date  of  recorded  event,  10  CFR  Part  55, 
App.  A,  par.  5a. 

l.l.'j  Licensees  for  rertain  arciups  of 
inediral   ui*es  of  h>prodii(l   iiialerial. 

To  maintain  records  of  ia>  tests  for 
contamination  and  or  leakage  on  cer- 
tain sources  or  devices  containing  by- 
product material:  (b>  quarterly  physical 


inventories  taken  to  account  for  all 
sources  and  devices  received  and 
possessed. 

Retention  period:  Not  specified.  10 
CFR  35.14 

Persons  needing  further  information  about 
listed  retrord  retention  requirements  should  con- 
fact   the    following: 

G.  L.  Hutton,  Division  of  Rules  and  Records, 
Office  of  Administration,  U.S.  Nuclear  Regula- 
tory Commission,  Washington,  D.C.  20555. 
Telephone     301-492-7211. 

XXXV,  PANAMA  CANAL  COM- 
PANY AND  CANAL  ZONE 
GOVERNMENT 

i .  I  Masters  of  vessels  at  sea,  destined 
for  port"*  »)f  ihc  (!anal  Zone. 

To  keep  sanitary  log  or  other  ofQclal 
record  of  sanitary  conditions  and  correc- 
tive measures  taken. 

Retention  period:  Discard  at  expira- 
tion of  voyage.     35  CFR  61.151,   61.153 

!  .2  Ma-.IiT-  of  \e«<els  transferring  haz- 
ardous liquid  cargoes  at  a  port  of 
the  Canal  Zone. 

To  keep  original  of  the  "Declaration 
of  Inspection  Prior  to  Bulk  Cargo 
Transfer." 

Retention  period:  Discard  at  expira- 
tion of  voyage.     35  CFR  113.112 

1.3  Vessels  transiting  or  partially  tran- 
siting; Panama  Canal. 

To  keep  a  full  set  of  plans  and  a  copy 
of  the  measurements  made  at  the  time 
of  issue  of  the  national  tonnage  certifi- 
cate of  the  vessel,  as  well  as  the  national 
tonnage  certificate. 

Retention  period:  Various,  49  CFR 
Part  1224 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact  the   following; 

Chief,  Administrofive  Services  Division,  The 
Panama  Canal  Company,  312  Pennsylvania 
Building,  Washington,  D.C.  20004.  Telephone: 
202-393-31 1 1. 

XXXVI.       [Reserved] 

XXXVII.   RAILROAD  RETIREMENT 
BOARD 

1.1  I  niplimr«  -ulijcct  to  contributions 
under  the  Railroad  Unemployment 
Insurance  Act  for  any  calendar  quar- 
ter. 

To  keep  such  permanent  records  as  are 
nece.ssary  to  establish  the  total  amount 
of  compensation  paid  to  employees,  dur- 
ing each  such  quarter  for  services  per- 
formed after  Jime  30,  1939. 

Retention  period:  At  least  5  years,  20 
CFR  345  24 

1.2  Stales  (employment  agencies). 

To  make  records  available  to  Railroad 
Retirement  Board, 

Retention  period:    Not  specified,     43 

U,S,C,  503(c) <li 

1.3  Employers  subject  to  the  Railroad 
Retirement   Act. 

To  keep  original  records  necessary  to 
establish  serv^ce  and  compensation  for 


a  number  of  years  prior  to  1937  which, 
when  added  to  the  years  elapsed  after 
1936,  total  at  least  50. 

Retention  period:  Not  specified.  20 
CFR  220.4 

Persons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact  the   following: 

Mr.  W.  V.  Rodesk,  Director  of  Management 
Control,  U.S.  Railroad  Retirement  Board,  844 
Rush  Street,  Chicago,  Illinois  60611.  Tele- 
phone: 312-751-4690. 

XXXVIII.   SECURITIES  AND   EX- 
CHANGE COMMISSION 

1.1  Exchange    members,    brokers,    and 
dealers. 

To  keep  books  and  records  relating  to 
their  business  including  blotters;  ledg- 
ers; other  records  of  orders,  purchases, 
and  sales;  records  of  the  proof  of  money 
balances  of  all  ledger  accounts  in  the 
form  of  trial  balances  and  records  of  the 
computation  of  ag^gate  indebtedness 
and  net  capital;  questionnaires  or 
applications  for  employment  executed 
by  associated  persons  of  such  member, 
broker,  or  dealer:  arrest  and  indictment 
records;  financial  and  operational  rec- 
ords in  support  of  the  annual  audit  re- 
port; and  other  records  and  accoimts  as 
specified  in  the  sections  cited. 

Retention  period :  6  years  and  3  years 
as  specified  in  the  sections  cited.  Records 
may  be  microfilmed  Immediately.  17  CFR 
240.17a-3,  240. 17a^.  240.15c3-3 

1.2  Exchange  members,  brokers,  and 
dealers. 

To  keep  all  partnership  articles,  ar- 
ticles of  incorporation,  charters,  minute 
books,  and  stock  certificate  books. 

Retention  period :  Life  of  business  and 
its  successors.  Records  may  be  micro- 
filmed immediately.  17  CFR  240.17ar-4 

1.3  National  securities  exchanpes  and 
associations. 

To  maintain  one  copy  of  all  documents, 
including  all  correspondence,  memo- 
randa, papers,  books,  notices,  accounts, 
and  other  such  records  as  may  be  made 
or  received  in  the  course  of  its  business. 

Retention  period:  5  years  except  that 
an  earlier  destruction  or  conversion  to 
microfilm  is  permitted  if  specified  in  a 
plan  filed  with,  and  declared  effective  by, 
the  Commission  pursuant  to  Rule  17a-6. 
17   CFR   240.17a-l,    240.17a-6 

1.4  Mutual  and  subsidiary  service 
companies  in  registered  public 
utility     holding     company     systems. 

To  keep  uniform  accounts  and  other 
records  to  show  fully  facts  pertaining 
to  all  entries  and  supported  by  sufQclent 
detail  to  permit  ready  identification  smd 
analysis.  These  accounts  and  other  rec- 
ords include  not  only  accounting  records 
In  a  limited  technical  sense,  but  all  per- 
tinent records  such  as  minute  books, 
contracts,  billing  computations,  reports, 
memoranda,  correspondence,  other  pa- 
pers, and  documents  which  may  be  use- 
ful in  developing  history  of  or  facts  re- 
garding any  transaction  recorded  In 
accounts. 
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Retention   period:    Various.    17    CFR 
256.01-8  and  Part  256a 

1.5  ReRistercd  public  utility  holding 
companies  and  subsidiaries.  [Re- 
vised] 
To  keep  current  accounts,  books  and 
other  records  of  aU  of  Its  transactions 
In  sufficient  detail  to  permit  examina- 
tion, audit  and  verification  of  the  fi- 
nancial statements,  schedules  and  re- 
ports it  Is  required  to  file  with  the 
Commission,  or  which  it  Issues  to  stock- 
holders. These  accounts,  books  and 
other  records  include  not  only  account- 
ing records  in  a  limited  technical  sense. 
but  all  records  such  as  microfilm,  min- 
ute books,  stock  books,  stockholder 
records,  reports,  memorandum,  con- 
tracts, correspondence,  and  other  papers 
and  documents  which  shall  be  main- 
tained In  appropriate  form  and  In 
sufficient  detail  to  provide  all  of  the  in- 
formation with  respect  to  the  business 
of  the  cOTnpany  specified  by  such  Com- 
mission filing  requirements  as  are  to 
efifect  when  the  transactions  recorded 
occur. 

Retention  period:  Various.  17  CFR  257 
Appendix 

1.6  Registered  inveitment  eompanie* 
and  underwriter*,  broken,  dealer* 
or  investment  •dvi»er«  which  are 
majority-owned  Bobsidiaries  of  fuch 
companies. 

To  keep  such  accounts,  books,  and 
other  docvmients  relating  to  its  busineaa 
as  indicated  in  sections  cited. 

Retention  period:  Various.  Microfilm- 
ing may  be  used  for  taltial  maintenance 
of  records.  17  CFR  270.31»-1  (retention: 
270.31a-2) 

1.7  Depositor  of  and  principal  under- 
writer for  any  registered  investment 
company  other  than  a  closed-end  in- 
vestment company. 

To  keep  such  iwcounts,  books,  and 
other  docimients  as  are  required  of 
brokers  and  dealers  by  rule  adopted 
under  Section  17  of  the  Securities 
Exchange  Act  of  1934,  to  the  extent  such 
records  are  necessary  or  appropriate  to 
record  such  person's  transactions  with 
such  registered  Investment  company. 

Retention  period:  Not  less  than  6 
years.  Microfilming  may  be  used  for  Inl- 
tlal  maintenance  of  records.  17  CFR 
270.31a-l  (retention:  270.31a-2) 

1.8  Investment  adviser  not  a  majority- 
owned  subsidiary  of  a  registered  in- 
votmcnt  conipati>. 

To  keep  such  accounts,  books,  and 
other  documents  as  are  required  of 
registered  tovestment  advisers  by  rule 
adopted  under  Section  204  of  the  Invest- 
ment Advisers  Act  of  1940,  to  the  extent 
such  records  are  necessary  or  appropri- 
ate to  record  such  person's  trans- 
actions with  such  registered  Investment 
company. 

Retention  period:  Not  less  than  fl 
years.  Microfilming  may  be  used  for 
maintenance  of  records  after  2  years  pur- 


suant to  17  CFR  275.204-2(g).  17  CPR 
270.31a^l  (retention:  270.31»-2) 
1,9      Records  prepared  or  maintained  by 
others  than  person  re<niir«d  to  main- 
tain and  pre*ef-»e  them. 

Permits  records  to  be  maintained  or 
prepared  by  others  on  behalf  of  the 
person  required  to  maintain  and  preserre 
such  records,  subject  to  certain  agree- 
ments required  to  be  reduced  to  writing. 
See  Rule  318^-3  for  requirements  as  to 
such  written  agreements. 

Retention  period:  Not  less  than  6 
years.  Microfilming  may  be  used  for  Ini- 
tial maintenance  of  records.  17  CFR 
270.31a-3  (retention:  270.31a-2) 

1.10  Investment  advisers  making  use  of 
mails  or  of  any  means  or  instru- 
mentality of  interstate  commerce  in 
connection  with  bnsineas  as  inreat- 
ment  adriaer  (other  than  an  adviaer 
specifically  exempted  from  re»i»tpa- 
tion  pursnant  to  Section  203(b)  of 
the  Investment  Advisers  Act  of 
1940). 

To  make,  keep,  ar*d  retain  the  books 
and  records  specified  in  section  dted. 

Retention  period:  Various.  Microfilm- 
ing m3.y  be  used  for  matatenance  of  rec- 
ords  after  2  yefu^  pursuant  to  17  CPR 
275.204-2  (g).  17  CPR  275.204-2 

1.11  Non-resident     investment     advisors 
record  keeping  requirements. 

Copies  of  books  and  records  to  be 
mainUmed  and  preserved  within  the 
United  States  and  non-resident  advisers 
required  to  file  a  written  notice  with  the 
Commission  specifying  the  address  of 
such  place.  Non-resident  advisors  may, 
optionally,  file  an  \mdertaklng  to  fur- 
nish copies  of  such  books  and  records  on 
demand,  which  undertaking  would  be  in 
lieu  of  maintaining  such  books  and  rec- 
ords within  the  United  States, 

Retention  period:  Various.  Microfilm- 
ing may  be  used  for  maintenance  of  rec- 
ords after  2  years  pursuant  to  17  CFR 
275.204-2'g). 

1.12  Brokers     and     dealers     submitting 
quotations. 

To  maintain  records  as  specified  in  sec- 
tion cited. 

Fletentlon  period :  6  years  and  3  years. 
Records  mav  be  microfilmed  Immedi- 
ately. 17  CFR  240.15C2-11  (retention: 
240.17a-4) 

1.13  Registered    national    securities    ex- 
changes and  associations. 

To  maintain  a  record  of  each  extension 
granted  to  a  broker  or  dealer  pursuant 
to  section  cited  including  a  summary  of 
Justification  for  granting  such  extension. 

Retention  period:  3  years.  17  CTR 
240.15c3-3 

1.1  t       [Deleted] 

Persons  needing  further  information  about 
listed  re<ord  retention  requirements  should  con- 
tact  the    following: 

Margaret  Glorious,  Securities  and  Exchonge 
Commission,  500  H.  Capitol  Street,  NW., 
Washington,  DC.  20549  Telephone:  202- 
755-1219. 


XXXIX.  SMALL  BUSINESS 
ADMINISTRATION 

1.1      Corporations     licettsed      under      the 
Small      Basinew       Investment       Act. 

(a)  To  maintain  general  and  subsidi- 
ary ledgers  (or  other  records)  reflecting 
assets  and  valuation,  liabthty,  capital 
stock  and  surplus,  income,  and  expense 
accounts;  all  general  and  special  jour- 
nals I  or  other  records  forming  the  basis 
for  entries  in  such  k-dgers'' ;  and  corpo- 
rate charter,  bylaws,  license  application. 
and  all  mtoute  books,  capital  stock  cer- 
tificates or  stubs,  stock  ledgers,  and  stock 
transfer  registers. 

(b)  To  maintain  applications  for  fl- 
nanctog;  size  status  declarations:  lend- 
ing, participation,  and  escrow  agree- 
ments; financing  instruments,  capital 
stock  certiflcAtes  and  warrants  of  small 
concerns  not  surrendered  or  exercised: 
and  all  other  documents  and  supporting 
materials  relating  to  such  loan  or  in- 
vestment. 

(c)  To  maintain  accounting  records, 
including  vouchers,  checkbooks,  bank 
statements,  memoranda,  correspondence, 
etc. 

Retention  period :  <a»  Permanent;  ib) 
6  years  following  final  disposition  of  re- 
lated loan  or  invtslment;  and  <c)  6 
years.  Microfilm  reproduction  may  be 
substituted  for  originals  pursuant  to  sec- 
tion cited  13  CFR  107  1102 

1.2      .>Nub*ection  (b)  lenders. 

fa'  To  maintain  all  general  and  sub- 
sidiary ledgers,  general  and  special  jour- 
nals, corporate  charters,  bylaw.=  .  appli- 
cations with  Small  Businefis  Adminis- 
tration, all  minute  book.";,  carital  stock 
certificates  or  stubs,  stock  ledgers,  and 
stock  transfer  registers 

ib>  To  maintain  all  applications  for 
financing:  lending,  participation,  and 
escrow  agreements:  financing  instru- 
ments; aU  other  material  relating  to 
such  loans,  including  corre.";pondence. 

Retention  period:  'ai  Permanent;  (b> 
6  years  after  final  disposition  of  the  re- 
lated loan.  Microfilm  reproduction  may 
be  substituted  for  originals  pursuant  to 
section  cited.  13  CFR  120.5 

Persons  needing  further  information  about 
Tisted  record  retention  requirements  should  con- 
tact   the    follo>*Hng 

Mr.  C^orge  E  Elliott,  Chief,  tecerds  Manogc- 
ment  Bronch,  1441  L  Street,  N  W,,  Washing- 
ton    DC.   20416.   Telephone     202-653-6446 

XXXIXa.  SPECIAL  ACTION  OFFICE 
FOR  DRUG  ABUSE  PREVEN- 
TION 

1.1  Vidcrally  fund<-<l  dr-ug  tr<  an.ienl 
MTvices  and  drup  trcalnienl  central 
intake  units. 

To  maintain  system  of  patient  records 
adequate  to  comply  with  all  Federal  and 
State  reporting  requirements 

Retention  period:  Not  specified.  21 
CFR  1402.12,  1403.12 
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Pt?rsons  needing  further  information  about 
listed  record  retention  requirements  should  con- 
tact   the    following: 

Mr.  Robert  A.  Dormer,  Special  Action  Office 
for  Drug  Abuse  Prevention.  Rockwell  Building, 
Room  652,  11400  Rockville  Pike,  Rockville, 
Md    20352     Telephone;  301—443-6697. 

XL.   UNITED   STATES  POSTAL 
SERVICE 

1.1  ro>lage  melrr  licensees. 

To  maintain  record  of  register  read- 
ings of  metered  mail  on  each  day  of  op- 
eration of  the  meter. 

Retention  period:  At  least  1  year  from 
date  of  final  entry.  39  CFR  111  wncorpo- 
ration  by  reference'  ;  PSM  144.222,  144,- 
351e 

1.2  M.irmf.M  tint  r^     uf     jio-tage    meters. 
1  Aiiu-iulftl  J 

To  maintain  record  of  lai  serial  num- 
bers of  all  meters  manufactured.  show- 
In?  movement  of  each  from  time  it  is  pro- 
duced until  it  Is  scrapped  and  reading 
of  ascending  register  each  time  It  Is 
checked  Into  or  out  of  service  through  a 
!)Ost  office:  and  'b'  serial  numbers  of  all 
ir.eter  keys  issued. 

Retention  period:  >&)  3  years  after 
meter  is  scrapped:  ^b)  permanent.  39 
CFR  HI  I  incorporation  by  reference"; 
PSM  144  952  ihi  and  iji 

1.3  Aparlineiil  house  niiinaper-i. 

To  maintain,  pursuant  to  Publication 
n,  "Apartment  House  Mall  Receptacles, 
Regulations  and  In.structior..-."  records 
of  keys  supplied  by  manufacturers  and 
jobbers,  relating  the  key  number  to  the 
receptable  number,  so  that,  when  neces- 
sary, new  keys  may  be  ordered  and  of 
the  combinations  of  keyle.ss  locks  so  that 
new  tenants  may  be  given  the  combina- 
tion. 

Retention  period:  Key  numbers — untQ 
the  lock  has  been  changed,  when  It  may 
be  destroyed:  combinations  to  the  key- 
less locks— until  the  combination  Is 
changed,  when  It  may  be  destroyed.  39 
CFR  111  i incorporation  by  reference*: 
PSM  155  64 

1.4  rommenirtl   mail  re<.civing  agencies. 

[  Vmi'iulid  ; 

To  maintain  a  copy  of  Form  1583,  Ap- 
plication for  Delivery  of  Mall  Through 
Agent. 

Retention  period:  During  period  of 
agencv.  39  CFR  HI  incorporation  by 
reference'  :  PSM  154.212 

1.5  Contractors  with  the   Postal  Service. 

To  maintain  and  make  available  to 
the  Postal  Service  books  and  records 
respecting  <ai  negotiated  fixed-price 
supply  contracts  In  excess  of  $5,000 
(PCM,  7-104  1':  'b'  cost-reimburse- 
ment supply  contracts  'PCM,  7-203.7); 
(c>  cost  or  pricing  data  submitted  by 
bidders  or  offerors  (PCM.  3-814.2);  and 
(d>  time  and  material  and  labor  hour 
contracts  'PCM.  7-901.17'. 

Retention  period:  At  least  3  years 
after  final  payment  under  the  contract 
pursuant  to  PCM.  39  CFR  Part  601  (Ref- 
erences given  above  are  to  the  Postal 
Contracting    Manual,    Incorporated    by 


reference    into    the    Code    of    Federal 
Regulations.) 

Persons  needing  further  informotion  about 
listed  record  retention  requirements  should  con- 
tact   the    following: 

John  FInloy,  U.S.  Postal  Service,  475  L'Enfonl 
Plaza  West,  S  W.,  Washington,  O.C.  20260. 
Telephone     202-245-4142 

XLI.   VETERANS  ADMINIS- 
TRATION 

1.1  .State  owned  or  controlled  hospitals 
and  iiistilutions  distributing  tax-free 
toliaci  o  products  to  members  or  for- 
mer members  of  the  Armed  Forces  of 
the  United  States. 

To  keep  copies  of  orders  and  other 
pertinent  documents  involved  in  the  pur- 
chase, storage,  and  distribution  of  tax- 
free  tobacco  products  to  eligible  patients. 

Retention  period:  At  least  3  years  and 
available  to  the  Veterans  Administration 
and  the  Internal  Revenue  Service  for 
Inspection  purposes      41  CFR  8-11.250-2 

1.2  Medical  schools,  hospital.*,  and  re- 
search centers  receiving  grants  for 
the        f'xchange        of        information. 

To  maintain  records  of  amount  and 
disposition  of  grant  funds,  total  cost  of 
project,  amount  of  cost  of  project  re- 
ceived from  other  sources,  and  payroll 
records  and  kickback  statements  of  all 
laborers  and  mechanics  working  at  the 
project. 

Retention  period:  3  years  after  final 
payment.  38  CFR  17.268, 17.267 

1.3  Holders  of  loans  for  mobile  home* 
and  lots. 

To  keep  records  of  payments  received, 
disbursements  chargeable  thereto,  £uid 
dates  thereof. 

Retention  period:  Until  Administrator 
ceases  to  be  liable  for  loan.  38  CFR 
364215 

l.V  r<>llcs<  ■*  and  universities,  medical 
M-hooU.  and  other  educational  facili- 
liew  rei-eiving  grants  for  the  improve- 
inctit  of  medical  and  allied  health 
education. 

To  maintain  records  of  amount  and 
disposition  of  grant  funds,  total  cost  of 
project,  costs  supplied  from  other 
sources,  and  such  other  records  as  re- 
quested by  the  Administrator. 

Retention  period:  Not  specified.  38 
CFR  17.411 

1.. 1—1.6       r  Reserved] 

1.7  Fducational  institutions  furnishing 
education  or  special  restorative  train- 
ing under  chapter  34  or  3S,  title  38, 
I'.S.  Cx>de. 

To  keep  appropriate  records  and  ac- 
counts, including  but  not  limited  to,  (a) 
records  and  accounts  which  are  evidence 
of  tuition  and  fees  charged  to  amd  re- 
ceived from  or  on  behalf  of  all  students 
and  trainees,  'b)  records  of  previous 
education  or  training  of  veterans  and 
eligible  persons  enrolled  under  the  law 
at  time  of  admission  and  records  of  ad- 
vance credit  granted  by  Institution;  and 
ic)  records  of  the  veteran's  and  eligible 
person's  grades  and  progress. 


Retention  period:  3  years  following 
termination  of  enrollment  period,  unless 
further  retention  requested  by  General 
Accounting  Office  or  Veterans  Adminis- 
tration not  later  than  30  days  prior  to 
end  of  3-year  period.   38   CFR  21.4209 

1.8  Educational  institutions  having  vet- 
erans and  eligible  persons  under 
chapter  3  1  or  35,  title  38,  U.S.  Code, 
supra,  enrolled  in  courses  which  do 
not  lead  to  standard  college  degree. 

To  keep,  in  tiddition  to  the  records  and 
accounts  described  in  Item  1.7,  above. 
records  of  leave,  absences,  class  cuts, 
makeup  work,  and  tardiness. 

Retention  period:  3  years  following 
termination  of  enrollment  period,  unless 
further  retention  requested  by  General 
Accounting  OflQce  or  Veterans  Adminis- 
tration not  later  than  30  days  prior  to 
end  of  3-year  period.     38  CFR  21.4209 

1.9  Educational  institutions  having  vet- 
erans and  eligible  persons  under 
chapter  34  or  35,  title  38,  U.S.  Code, 
supra,  enrolled  in  nonaccredited 
courses  approved  under  section  1776, 
chapter     36,     title     38,     U.S.     Code. 

To  keep,  in  addition  to  records  &n6. 
accounts  described  in  items  1.7  and  1.8, 
above,  (a)  records  of  Interruptions  for 
unsatisfactory  conduct  or  attendance; 
and  (b)  records  of  refunds  of  tuition, 
fees,  and  other  charges  made  to  a  vet- 
eran or  an  eligible  person  who  falls  to 
enter  the  course  or  withdraws  or  is  dis- 
continued prior  to  completion  of  the 
course. 

Retention  period:  3  years  following 
termination  of  enrollment  period,  unless 
further  retention  requested  by  General 
Accounting  Offlce  or  Veterans  Adminis- 
tration not  later  than  30  days  prior  to 
end  of  3-year  period.     38  CFR  21.4209 

1.10  Holders  of  loans  guaranteed  or  in- 
sured by  the  Veterans  Administration 
under  chapter  37,  title  38,  U.S.  Code. 

To  keep  a  record  of  each  loan  showing 
the  amounts  of  payments  received  on  the 
obligation  and  disbursements  chargeable 
thereto,  and  the  dates  thereof. 

Retention  period :  Until  the  Adminis- 
trator ceases  to  be  liable  as  guarantor 
or  insurer  of  the  loan.    38  CFR  36.4330 

1.11  Holders  of  loans  insured  bjr  the 
Veterans  .Administration  under  chap- 
ter 37,  title  38,  U.S.  Code. 

To  keep  an  insurance  account  showing 
the  amounts  credited  as  available  for  the 
payment  of  losses  on  Insured  loans  made 
or  purchased  by  the  holder  and  the 
amounts  debited  on  account  of  transfers 
of  insured  loans,  purchases  by  the  Veter- 
ans  Administration  under  38  CFR  36.- 
4318,  or  payment  of  losses. 

Retention  period :  Until  effective  date 
of  closing  of  insurance  account  by  the 
Veterans  Administration.  38  CFR  36.- 
4370 

1.12  State  approving  agencies,  institu- 
tions, and  training  establishments 
participating  in  the  vocational  reha- 
bilitation   and    education    program. 

To  maintain  contracts,  agreements,  or 
arrangements  providing  for  number  and 
frequency  of  rejwrts,  adequate  financial 
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records  to  support  payment  for  each 
trainee,  and  attendance  and  progress 
records  and  number  of  inspection,  ap- 
proval and  supervisory  visits  and  item- 
ized vouchers  for  payment.  Including 
salary  and  travel. 

Retention  period:  4  years  following  the 
date  of  the  last  payment  or  a  longer  pe- 
riod if  requested  by  the  General  Account- 
ing OfBce  or  the  Veterans  Administra- 
tion.    41  CFR  8-95.209 

1.13  Training  estabiishmenu  furnishing 
training-on-the-job  courses  (other 
than  ■  procrun  of  apprenticeship) 
approved  under  lection  1777,  chap- 
ter 36,  tide  58,  U.S.  Code. 

To  keep  In  addition  to  records  and  ac- 
counts described  In  Item  1.7  above  ap- 
propriate records  pertaining  to  such 
training  Including,  but  not  limited  to 
(a)  payroll  records,  (b)  records  of  leave, 
absences,  class  cuts,  makeup  work,  and 
tardiness. 

Retention  period:  3  years  following 
termination  of  enrollment  period,  unless 
further  retention  requested  by  General 
Accounting  OfBce  or  Veterans  Adminis- 
tration not  later  than  30  days  prior  to 
and  of  3-year  period.  38  CFR  21.4209 

Persons  needing  further  information  about 
Fisted  retord  retention  requirements  should  con- 
tact  the   following: 

Mr.  William  F.  Harrison,  Management  Services 
Staff  1075D),  Veterans  AcJministrotion,  810 
Vermont  Avenue  NW.,  Wothington,  D.C. 
20420.  Telephone:  202-389-3632. 

XLIl.  WATER  RESOURCES 
COUNCIL 

1.1  State  agencies  receiving  funds  under 
the  Water  Resources  Planning  Act. 
[Amended] 

To  maintain  records  relating  to  each 
allotment  and  grant  and  their  allocabil- 
ity  to  the  State  comprehensive  water  and 
related  land  resources  planning  effort. 

A  proposed  rule  change  would  require 
record  retention  until  audited:  if  the 
audit  reveals  questioned  costs,  until 
resolved. 

Retention  period:  3  yeare  sifter  last 
disbursement  of  funds.  18  CFR  703.10 

Persons  needing  further  information  obout 
listed  record  retention  requirements  should  con- 
loct  the   following: 

D.  A.  Hitselberger,  Water  Resources  Council, 
2120  L  Street  NW.,  Woshington,  D.C  20037. 
Telephone:   202-254-6442. 

SUPPLEMENTS 

Supplement    I — Requirements    Under 
the  Second  War  Powers  Act  of  1942 

The  Second  War  Powers  Act  of  March 
27,  1942  (56  Stat.  185),  provided  that 
contractors  with  defense  contracts 
placed  after  September  8,  1939.  could  be 
required  to  produce  £iny  books  or  records 
deemed  relevant  for  audit  and  inspection 
by  any  agency  or  officer  designated  by 
the  President  or  the  Chairman  of  the 
War  Production  Board.  The  effective- 
ness of  this  Act  was  continued  by  the  Act 
of  June  30,  1953  (67  Stit.  120) .  for  the 
duration  of  the  national  emergency  pro- 


claimed December  16.  1950.  and  for  6 
months  thereafter. 

Supplement  II — Aeronautics  and 
Space  Requirements  on  Availability 
of  Credentials  for  Inspection  in  14 
CFR 
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INDEX 

Explanation:  The  Index  Ib  »  guide  to  tb« 
persons,  groups,  or  product*  covorsd  by  the 
subject  tltlee  In  tbe  list.  It  Horn  not  pur- 
port to  bring  together  under  a  glTen  entry 
a  complete  analysis  oi  all  requirements  re- 
lating to  a  given  business  or  product.  Thus, 
a  requirement  affecting  oorpcwtitlons  in  liqui- 
dation will  be  fovmd  under  "corporation" 
because  the  word  appears  In  the  subject  title 
In  the  list.  There  are  many  other  require- 
ments, however,  affecting  corporations  which 
must  be  sought  under  "taxe«",  •'manufac- 
turers", "employers",  "contractors",  name  of 
product  or  other  subject.  In  the  same  way 
general  categories  of  persons  to  whom  re- 
quirements may  apply  (such  as  manufac- 
turer* or  Importer*)  have  been  Included  only 
If  they  are  particularly  necessary  In  tdentt- 
fylng  the  appUcabUlty  of  the  requirement*. 

Item*  Included  In  the  Index  are  keyed  to 
the  dei>artment  (or  agency)  number  shown 
In  the  contents.  Reference*  are  to  agency 
and  Item  numbers,  not  to  Pkdixal  Rsoism 
pages. 

A 
Accidents: 

Aircraft,  XXXin  1.1, 1.2 

Continental  Shelf,  Outer,  X  3.13 

Motor  carriers,  X  2.8,  2.11 

Railroad,  X  4.3 

Vessels,  X  3.7,  3.13,  3.17 
Accounting  service  center : 

Federal  Credit  Union.  XXXll  1.2 

ACTION,  xrn 

Action  Planning  Commissions,  Regional. 

n  9 
Adjustment  assistance: 

Public  Works  and  Economic  Develop- 
ment Act  recipients,  n  1.6 

Trade  Assistance  Act  recipients,  n  2.1 


Aeronautics  and  Space  Admlnlstratloii. 

National,  XXXI 
Aeronautics  and  space  credentials,  Bupp. 

n 

Affirmative  action  compliance  programs, 

\'Tn  1.9-1  11 
Aged  and  disabled: 

Employment  discrimination.  VTII  2  28 

Food  distribution,  donated,  nutrition 
programs.  I  12.4 

Medical    and    ^^ealth    insurance    pro- 
grams, rv  4.3.  4.5-4.8 

Senior  community  service  employment 
program,  Vni  5.4 
Agency  for  International  Development, 

X2 
Agents: 

Foreign,  vn  1.1 

Forwarding.  11  2  15,  2.24 

Insurance,  war  risk,  II  5.25,  5.27,  5.S9 

Vessels,   11   2.32,    5.1-5.9;    X   3.7.   3.17. 
3.19,3  21 

Withholding.  XI  4.41c 
Agricultural  aircraft  operators.  X  1  36; 

supp.  n 

Agricultural  oonunodities: 

See  also  svenfic   commodity 

Brokers.  I  2.23 

Commission  merchants,  I  3.23 

Crop  Insurance,  18  1 

Crushers.  I  5. 12 

Dealers,  I  2.23 

Exporters,  I  5  11.  6.4 

Food   distribution    programs.    1    12.1- 
12.8,  12.10-12.11,  12.13 

Glnners,  15  18 

Handlers  and  shippers,  I  2.1-2.24.  2.27 

Importing  countries,  I  6.5 

Marketing  orders.  I  2.1-2.22,  2.24,  2.58 

Price  support  programs,  I  6.2,  6.4-5.6, 
5.13,  5.19 

Sales  for  foreign   currencies,  16  5 

Supphers.  I  6  3.  6.5 

Trading  in.  X\TIa  1.1-1.21 

Warehousing.    I    2  38,    2  39,    2  41-2  48. 
Agricultural      establishments:      student 

employment.  VIII  2.16 
Agricultural  Marketing  Service,  I  2 
Agricultural  Service.  Foreign,  1 1 
Agricultural  Stabilization  and  Conserva- 
tion Service,  I  4 
Agriculture  Department.  I 

Agricultural  Marketing  Service.  I  2 

Agricultural    Stabilization    and    Con- 
servation Service.  I  4 

Ai:iimal    and    Plant    Health    Inspec- 
tion Service,  I  3 

Commodity  Credit  Corporation,  I  5 

Farmers  Home  .■Administration,  I  7 

Federal  Crop  Insurance  Corporation, 
I  8 

Federal  Grain  Inspection  Service.  Ill 

Food   and   Nutrition   Sersice.   I   12 

Foreign  Agricultural  Service.  I  1 

General  Sales  Manager.  Office  of  the. 
I  6 

Packers  and  Stockyards  Administra- 
tion, I  9 

Secretary,  Office  of  the,  1 10 
Air  carriers: 

See  also  Aircraft  and  related  subjects; 
and  Carriers 

Alaskan,  XVI  1.2 

Charter  trips.  XVI,  1.1-1.3,  1.5-1  7.  1.9. 

1  10 

Combustible  cargo,  X  1.16 

Commuter,  XVI  1.4 

Credit  to  political  candidate.*^  XVI  11 
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Air  earners — Continued 
Distilled    spirits    or    wine    withdrawn 
from  stock   in  customs   for  use  as 

supplies  on  aircraft.  XI  8.52 
Domestic.  X   1.5-1.10,    1  18.    1.39-1.41; 

Supp.  II 
Explosives,   transportation  of,   X   1.16 
Flag.     X      1.5-1.10,      118.      1.39-1.41; 

Supp.  II 
Foreitrn,  XVJ  1.1.  16:   Supp.  H 
Freight  forwarders,  XVI  1.8 
General.  XVI  1.1 
Hawaiian.  XVI  12 
Helicopter.     X     1  13-1.15,     1.43-1.44: 

XVI  1.2:  Supp.  n 
Importers,  II  2.18;  XI  3.11 
Interstate,  X   1.5-1.7.   1.13-1.15,   1.43- 

1.44 
Intrastate.  X  1.18 
Local  service  carriers.  XVI  1.2 
Supplemental.  XII  1,5-1.7,  1.34,  1.39- 

1.41:  XVI  1.3:  Supp.  II 
X-ray  sy.stems.  X  1.18 
Air  compressors.  XVIII  1.24 
Air  Force:   contractors  and  subcontrac- 
tors. Ill  1.1:  XI  4  43 
Air  Force,  Department  of  the,  HI  1 
Air  navigation  fa<nlit;e.^.  X  1.29 
Air    pollution    control,    XVm    15,    16. 

1.17.  1.21-1.23,  1.25 
.\:r  taxi  operators,  small  aircraft,  X  1.11: 

XVI  1.11 
Air  travel  clubs,  X  1 .45 :  Supp.  n 
Aircraft  and  related  subjects: 
Accidents.  XXXm  1.1.  1.2 
Air  carriers.  See  Air  earners 
Alrtaxiopenvtors.Xl.il:  XVI  1.11 
Air  travel  clubs.  X  1  45:  Supp.  U 
Alteration -Stations,  X  1,37 
Civil.  X  1,12,  1.49,  XI  4.83 
Contractors  constructing  for  the  Army, 

the    Navy,    and    the    -Mr   Force.   XI 

4.43,  4  44 
Diesel  and  special  motor  fuel,  tax  ex- 
emption. XI  4.70 
DL^patcher.s,  X  1.22.  Supp.  U 
Knglneers,  Supp   H 
Flight  Instructors,  X  1.19 
Foreign- 

Civil    aircraft    operators,    XVI    17; 
Supp.  II 

Importers  of  repair  parti,  n  2.12 

Repair  sUtlons,  X  1  2lB 
Fuel,  XI  4  81 

Ground  instructors,  Supp.  H 
Instniction  courses.  X  1.20,  1.22-1.23, 

1  27.  1.38 
ISMLS  facilities,  X  1  50 
Large   aircraft.    X    15-17,    1.35,    1.40, 

1  45.  1  49 
Manufacturers  of  aircraft  and  related 

equipment,  X  1.1-1.2,   1.4,  1.30.  1.42, 

1  47;  XI  4.78;  Supp.  11 
Mechanics,  X  1.27  :  Supp.  n 
Navigators.  Supp,  H 
Owners  and  operators,  n  2  32:  X  1.3, 

1.5-1.7,  1  11-1  12,  1,34-1.36,  1.40,  1  50, 

XI  3.11;   XXXm  1.1.  1.2,   Supp.  U 
Parachute  loft  certifications.  X  1.28; 

Supp.  n 

Parachute  n^'pers.  X  1  21 ,  Supp.  n 

Pllot.s,X  1.17.  1.23.  Supp.  n 

PubUc  service,  XXI  1.15 

Radio  stations,  XXI.  1  14.  1.15,  1.33 

Repair  stations,  X  1.4,  1  24-1.26;  Supp. 

n 

Repairmen.  Supp.  n 


Aircraft  and  related  subjects — Continued 
Rotorcraft    external    load    operators, 

Supp.n 

SchooLs,  X  1.20.   1.22-1.23,   1.27,   1.38; 
Supp  n 

Small  aircraft.  XH  1.11 

Technicians,  X  1.27 
Airports: 

Air  navigational  facilities,  X  1.29 

Beacons,  X  1.48 

Construction,  X  1.31-1.33 

Control  tower  personnel,  Supp.  n 

Developers,  X  1.46 

Directional  facilities,  X  1.48 

Distance  measuring  equipment,  X  1.48 

PubUc.  X  1.31-1.33 
Air.space.    State    highway    departmentB, 

nonhighway  purposes.  X  2.5 
Alaska: 

Air  carriers.  XVI  1.2 

Pineline,  Trans-Alaska,  Authorization 
Act,  VI  1.3 

Radio  sUtlons.  XXI  1.10 
Albania;  shipping  restrictions,  U  2.32 
Alcohol: 

I>natured,  dealers,  XI  8.16-5.18 

Flavoring,    medicinal    products,    per- 
fumery, use  In  XI  3.16 

Indu.^trlal  use,  XI  8.7 

Tax  free.  XI  8.23 

Users  of  rubbing  alcohol  base,  XI  8.15 

Warehouse  proprietors,  XI  3.21 
Alcohol.  Tobacco  and  Firearms,  Btireau 

of,  XI  8 
Aliens,  nonresident.  XI  4.41c 
Alligator  hides,  processing,  VI  2.6 
Almonds;  marketing  orders,  I  2.14 
Aluminum;    defense    materlala    regula- 
tions, II  2.4 
Amino  arid.s,  food  additives,  IV  2.37 
Ammunition.  See  Firearms 
Anadromous  Fisheries: 

Act  of  1965,  II  8  8 

CorLservation  projects.  VI  2.4 
Animal    and    Plant    Health    Inspection 

Service,  I  3 
Animal  fat,  certified  technical,  plant  op- 
erator re.-ords,  I  3.15 
Animals: 

Dlethylstilbestrol  (DES)  residue  cer- 
tification, I  3.7 

Exhibitors,  I  3  2,  3  8 

Importers.  IV  3.44 

Research,  13.8 

SwUie,  I  3.9 
Antibiotic  drugs: 

Exemption  from  cerliflcations.  rv  2.8 

Manufacturers  and  processors.  IV  2.18 

Operators  of  establishments   process- 
ing, labeling,  and  shipping,  IV  2.7 

Shippers,  IV  2.6,  2.16 
Antifreeze  solutions  manufactiu^ers.  dis- 
tributors, and  users,  XI  8.17 

Apai-tment  house  managers,  XL  1.3  

Appalacliian  Regional  Commission,  XIV 
Apprentices  and  learners : 

Employers  of,  VHI  1.6.  2.9,  2.11,  2.12. 
2.15;  XrX  1.2  

Equal   employment  opportunity,  vm 
1.14  

Joint  apprenticeship  committees,  vm 

2,10 
Sponsors  of  programs  for,  Vm  1.7 
Student-workers,  Vin  2,12,  2.15 
Apprenticeship  committees.  Vn  2.10 
Apricots;  marketing  orders,  1 2.6 
Arbitrage  operations  In  stocks  and  secu- 
rities. XI  4.37 


Arms,  ammimltion,  and  Implements  of 

war.     5ee  Firearms 
Army: 

Aircraft,  XI  4.43 

Contractors    and    subcontractors,    XI 
4.43 
Arsenlcals  importers  and  manufactorers, 

IV  2  28 
A-sbestos  standards,  Vm  4.8 
As,semblers,    foreign,    articles   wlUi   U.S. 

componenus.  XI  3.22 
Assistance  Payments  Administration,  IV 

5.30-5.33 
Associations : 

See  aiso  Cooperative  associations,  etc. 

Farm  credit,  XX  1.1 

Foreign  financial  accounts,  XI  7.1 

Great    Lakes    Pilotage    Uniform    .Ac- 
counting System,  XII  3.24 

Securities,  XXXV 111  1.3 
Atmospheric    Administration,    National 

Oceanic  and,  n  8 
Atomic  energy: 

Contractors  and  subcontractors,  XVnd 
1.1.1.12,  1.14,  1.17,  1.18 

Licensees.  XXXTV  1.12-1.14 

Restricted  data ;  holders  of  access  per- 
mits to,  XVHd  1.3 
Atrr^on  sales,  operators,  I  3.8 
Automobiles.  See  Motor  vehicles. 
Aviation.     See  Air  carriers ;  Aircraft  and 

related  subjects;  and  Airports 


Baby  cribs,  XVHc  1.14.  1.15 

Bank  Holding  Company  Act  of  1956,  XI 

4.36 
Bankruptcy  Act,  XI  4.12,  4.13 
Banks  and  banking  institutions: 

See  also  Financing  agencies  a  u  com- 
panies. 

Bank  service  corporations.  XI  2.8 

Building  and  loan  associations,  XI 
4.21a.  421b.  4.44c;  XXIU  2.1-2.4, 
2.&-2.8.  2.10-2.11,  3.1-3.3 

Credit  for  purchasing  securities,  XXVI 
1.3 

Depository  institutions.  XXVI  1.9 

Farm  credit.  XX  1.1 

Financial  accounts,  XI  7  J 

Flood  insurance  loans,  XI,  2.1 

Indians,  special  advance  pa>-ment  ac- 
counts, VI  4.16 

Insured  banks,  XXn  1.1-1.6 

Mutual  savings  banks.  XI  4.21a,  4.21b 

National  banks.  XI  2.1-2.7 

Nominee's  Information  Return,  XI 
4.42a 

Property  acquired  by  foreclosxire,  casl- 
tal  Improvements  to,  XI  4.21b 

Reserves  for  bad  debts,  XI  4.21a,  4.21b 

Savings  and  loan  associations,  XXm 
1.1-1.11,  2.1-2.8,  2.10,  2.11.  3.1-3.3 

Savings  and  loan  holding  companlet, 
XXin  4.1 

Sectu-lty  devices,  XXH  1.5, 1.8 
Barley ;  crop  Insurance,  1 8.1 
Beacons.  See  Airports. 
Beans:  > 

Dry,  crop  insurance,  1 8.1 

Dry  edlWe,  price  support  program,  Z 
5.14,5.19 
Beekeepers;    Indemnity    payment    pro* 

gram.  I  4.2c 
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Beer: 

Brewers,  XI  8.29 
Dealers,  XI  8.5,  8.6 
Importers,  XI  8.41 
Pilot  brewing  plants,  XI  8.30 
Puerto  Rican,  withdrawn  from  booded 
storage  for  shipment  to  the  United 
States,  XI  8.34 
Wholesalers,  XI  8.5 
Berth  agents ;  shipping  companies.  II  6.1 
Bills  of  lading : 

Diversion  prohibition,  n  2.19 
Biological  products : 
Manufacturers,  distributors,  and  im- 
porters, I  3.1 :  IV  2.28,  2.46 
Research  Investigators  or  sponsors.  I 

36 
Vaccine,  cholera,  IV  2. 46 
Birds: 

Imported,  I  3.14 
Migratory,  VI  2.1,  2.8-2.11 
Treatment  centers,  rv  3,29 
Blind: 
Agencies  for  the  blind  selling  to  Got- 

emment  agencies,  XVn  1.2 
Central  nonprofit  agencies,  XVII  1.1 
Education   of   the   Handicapped   Act. 

deaf -blind  chUdren,  IV  1.19 
Exemption    claimed    by    persons    not 
totally  blind,  XI  4.1f 
Blind  and  Other  Severely  Handicapped. 
Committee    for    Purchase    from    the, 
xvn 

Blood,  whole;  processors.  IV  2.40,  2.42 
Bond  said  stockbrokers,  XI  4.67 
Bonded  warehouses.  See  Warehouses. 
Bonded  wine  cellars,  XI  8.28,  8.47 
Bonds  or  other  evidence  of  Indebtedness, 

sale  or  exchange  of,  XI  4.36a 
Borrowers;  FHA  loans,  I  7.1,  7.5-7.7 
Bottlers : 

Distilled  spirits,  XI  8.49 

Toiletries    made    with    specially    d*- 
natured  alcohol,  XI  8.21 
Bottling  houses,  XI  8.24 
Brazers,  X  3.9 
Breweries,  pilot,  XI  8.30 
Brewers  or  brewers  agents,  XI  8.29,  8.48, 

8.51 
Bridges;  interstate  toll,  X  2.15,  2.16 
Brokers : 

Foreign  Insurance  policiee,  XI  4.67 

Licensed  customhouse.  XI  3.17 

Motcw  carriers,  XXX  1.7 

Nominee's    Information    Return,    XI 
4.42a 

Perishable   Agricultural   Commoditle* 
Act  of  1930. 1  2.23 

Securities,    XT    4.67,    7.4;    XXVI    1.4; 
XXXVLLI  1.1-1.3,  1.12 
Building  and  loan  companies.  See  Banks 

and  banking  institutions 
Bunker  fuel  oil,  XI  3.2 
Business  expenses,  XI  4.2 
Business  loans,  I  7.5 
Butane,  XXlla  1.2,  1.9 
Butter,  adulterated  and  process  or  reno- 
vated ;  manufacturers  and  wholesalers, 

XI  4.60,  4.63.  4.64 
Button  and  buckle  manufacturing  In- 
dustry, vm  2.18 
Buyers ; 

Aircraft,  XI. 49 

Cotton,  I  4.4 

Peanuts,  1 4.29 

Rice.  1 4.31 

Tobacco.  14.11 


Buyers — Continued 
Toilet  preptaraUoms  oontalnlnc  dena- 
tured alcohol  purchased  for  resale, 

XI  8.21 
Water  Fowl,  migratory,  captive- reared, 

VI  2.8 
Wheat,  1 4.27 

C 

Cable  television,  XXI  1.5,  134 

Cacao   products   and   confectionerj,   IV 

2.22 
Cambodia;  shipping  restrictions,  n  2.32 
Camel's  haul  or  wool,  XI  3.6-3.8 
Canal  Zone  Government,  XXXV 
Candidates  for  public  office,  XXIIa  1.1, 

1.3.  1.6 
Carcinogen  standards,  vm  4.15 
Career  exploration  programs,  Vm  2.5 
Cargo.  See  Air  carriers;  Motor  carriers; 

Vessels. 
Carpets:  manufacturers.  XVHc  1.8 
Carriers: 

See  also  Air  carriers;  Motor  carriers; 
Radio   stations;    Railroads;    Vessels 

Billsof  lading.  112.19         

Conmiunication,  XI  4.75;  XXI  1.27 

Conferences  of  carriers.  XXTV  1.2,  1.3 

Cotton,  transportation  of,  1 4.7 

Employment,  XXI  1.39 

Exporters  of  merchandise.  XI  3.4 

Freight,  XXX  1.9 

General,  XXI  1.39 

Meat  inspection  certificates,  I  3.10 

Passengers,  XI  4.75 

Water    carriers,    transportatkwi    bj, 
XXrV  1.5;  XXX  18 

Wheat.  XI  3.13 

Cars: 
See  also  Motor  vehicles. 
Persons  furnishing  cars  to  railroads. 
XXX  1.6 
Cartmen.  XI  3.9 
Castor  beans;  crushers,  1 5.12 
Cattle  loans,  Indians,  VI  4.2 
Celery;  marketing  orders.  1 2.1Sa 
Census.  Bureau  of  the.  n  11 
Charitable     contributions,     deductions; 
private  nonoperatlng  Foundation.  XI 
4.3e 
Charterers : 

Air  carriers,  XVI  1.1-1.3,  1.5-1.7,  IJ», 

1.10 
Vessels : 

Dry-cargo,  U  5.10,  5.23,  6.24 
Explosives   and   dangerous   article*, 

X3.16,  3.19,  3.21 
War-built,  n  5.22-5.24 
Cheese,  filled;  tax  on: 
Manufacturers,  XI  4.63 
Wholesalers,  XI  4.64 
Chemical  substances.  XVm  1.20 
Chemists,  cottonseed,  I  2.54 
Cherries;  marketing  orders,  I  2.7 
Child  Development  Office,  IV  7.1 
Child   labor,   provisions   of   Pair  Labor 

Standards  Act,  VUI  2.30 
Children : 

Fair  Labor  Standards  Act,  Vm  2.30 
Food    service    programs.    I    12.2-12.5, 

12.8.  12.11,  12.13 
Refugee  programs.  Indochina.  IV  1.23 
Sleepwear.  XVHc  1  10 
Support    enforcement    programs.    IV 

5.33 
Welfare  services.  IV  3.23,  3.24 
China:  shipping  restrictions,  II  2.32 


Cigars  and  cigarettes . 
Cigarette  papers  and  tubes  manufac- 
turers  or   warehousemen.    XI    8  62- 
8.73 
Importers,  XI  8.74,  8.75 
Manufacturers.  XI  8.82 
Taxes,  XI  8.53-8.61,  8.74-8.76 
Warehouse  propnetors.  XI  3.6 
Citizens  service  radio  stations.  XXI  1.17. 

1.23 
Citrus  fruits.  See  Pnilt 
Civil  Aeronautics  Board,  XVI 
Civil  defmse  equipment,  m  3.2,  3.3 
Civil  Rights  Act,  XLX  1.1 
Clacker   balls;    manuffkcturers   and  im- 
porters, XVIIc  1.11 
Clearing    agents;     war    risk    Insurance 

program,  n  5.29 
Clearing  organizations  of  contract  mar- 
kets. XVHa  1.1-1.3,  1.13 
Clinical  laboratories.  IV  3.20,  3.21 
Clinical  Latwratories  Improvement  Act 

of  1967,  IV  3.20 
Clinics;   health  insurance  for  aged  and 

disabled.  IV  4.7.  4  8 
Coal  mines: 
Lessees  VI  3  1 

Operators,  VI  6.3-6.5;  Vm  2.3a 
Safety.  VI  6  3.  7.3 

State  and  local  authorities  receiving 
Federal  aid  for  reclamation  of ,  VI  7.2 
Coal  suppliers  under  Defense  Depart- 
ment contracts.  XXIIa  17 
Coast  Guard,  United  States,  X  3 
Coke  oven  emissions  standard,  Vui  4.16 
Colleges.   See    Educailonai    institution.'^; 

ajid  Schools 
Color  additives : 

Certificates    persons  to  whom  issued, 

IV2  12 
Shippers,  interstate.  IV  2  13 
Commerce  Department.  II 
Census  Bureau,  n  11 
Domestic  and  International  Business 

Administration,  n  2 
Economic  Analysis  Bureau,  n  4 
Economic    Development    Administra- 
tion, n  1 
General  Counsel's  Office,  II  6 
Maritime  Administration,  n  5 
National  Bureau  of  Standards,  n  7 
National    Oceanic    and    Atmospheric 

Administration,  n  8 
Regional    Action    Planning    Commis- 
sions, n  9 
Science    and     Technology.     Assistant 

Secretary  for.  II  3 
United  States  Travel  Service,  n  10 
Commercial    aircraft   operators.    X    1.3. 

1.5-1.7.  1  11.  1.18.  1.34-1  36.  1  40 
Commercial  mail  receiving  agencies,  XL 

1.4 
Commercial   preservation    facilities    op- 
erators. VI  2.1 
Commercial  Shipping  Restriction  Orders 
T-1   and   T-2;   Soviet   bloc  countries. 
Hong    Kong,    Macao,    China,    North 
Korea,  North  Vietnajn.  South  Vietnam. 
Cambodia.  Albetnla,  and  Cuba,  n  2.32 
Commission    merchants,    dealers,    and 
brokers : 
Futures    transactlorvs,    XVIIa    1.1-14, 

1.19-1.21 
Perishable   Agricultural   Commoditlet 
Act  of  1930,12.23 
Committee  for  Purchase  from  the  Blind 
and     Other     Severely     Handicapped. 

xvn 
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Commodities: 

See  also  Agricuitural  commodities 
GeneraJ.  n  2  23,  2.33 
Commodity  Credit  Corporation,  I  S 
Commodity   Futures   Trading   Commis- 
sion. XVIIa 
Commodity  exchanges.  XVIIa  1.1-1.21 
Commodity  futures,  XVna  1.1-1.21 
Commodity    option    transaction,    XVna 

1.19-1.21 
Commodity  suppliers.  AID  programs,  EX 

Common     carriers.     See     Carriers     and 

specific  types  of  carriert 
Communicable  disease  control  programs, 

IV  3.16 
Communications : 

Equipment     authiorizations     grantees, 
FCC.  XXI  1  22 

General,  XXI  1.1,  1.3-1.5.  1.7-1.20,  1.22- 
1.27,  1.29-1  38.  1.41-1  45 

Taxes  on,  XI  4.75.  4  80 
Communications  Act,  XXI  1  38 
Communications    Satellite    Conporatloii, 

XXI  1.27 
Community  action  agencies,  Xvub  1.1, 

12 
Community  development,  I  7,3:  V  1.2,  1.8, 

6  1 
Community  facilities  loans.  17  4 
Community  mental  health  centers,  rv  3.4 
Community  mental  retardation  facUltleB, 

IV7  4 
Community  Plannincr  and  Development. 

Office  of  the  Assistant  Secretary  for, 

V  6 
Community  service: 

Senior  employment  program.  Vm  5.4 
Community      Services      Administration, 

x\^n) 

Community  Services  Act.  XVTTb  1.1,  1.2 
Commuter  air  carriers.  XVI  1.4 
Comprehen.sive  Employment  and  Train- 
ing Act  of  1973,  vm  5.8-5.10 
Compressed  gas  cylinders.  X  6.21,  6.22 
Comptroller  of  the  Currency,  XI  2 
Computation  of  gross  Income  from  min- 
ing by  representative  market  or  field 
price,  XI  4.24 
Concessioners;    Nationiu   Park   Servlc«, 

VI  8.1.  8.2 

Conferences  of  carriers,  XXTV  U,  1.3 

Coiiservation : 

Anadromous  Fisheries,  VI  2.4 
Conservation  Service,  Agricultural  Sta- 
bilization and.  I  4 

Construction : 

Contracts,  Vm  1  2:  XXrX  1.8;  XXXI 

1.7.  1.9 
Developmental    disabilities    facilities, 

IV  7  3 
Health  research  facilities.  IV  3.6 
Higher  education  facilities,  IV  1.8 
Highway,  X  2.17-2.19 
Hospital  and  medical  facilities,  IV  3.2 
Intermediate  care  facilitiee.  V  2.8 
Licensees  and  permittees,  XXXTV  1.5 
MentaJ  health  facili'.ies.  IV  3.6.  7.2 
Nurse  training  facilities,  IV  3.9 
Nursln?  homes,  V  2,8 
Payroll  records  for  laborers  and  me- 
chanic.';, vm  1,1 
Teaching  facilities  for  health  person- 
nel, rv  3.7 

CooBuItants.  labor  relations.  Vm  3.2 

Consumer  Affairs  and  Reg^ulatory  Func- 
tions. Office  of  the  Assistant  Secre- 
tary  V  9 


Consumer  credit,  XXVH  1.4,  1.5, 1.8 
Consumer  products  warranties,  XXVII 

1.8 
Consumer  Product  Safety  Commission. 

xvno 

Containers    certified    for    International 
transport,  X3.29 

Continental  Shelf.  See  Outer  Continental 

Shelf. 
Contract  markets : 

Clearing  organizations.  XVIIa  1.1-1.3. 
1.13 

Futures  transactions,  XVIIa  1.9,  1.10. 
1.12,  1.14.  1.16 

Members,  XVHa  1.9-1.12.  1.14-1.16, 
1.18 

Rules  enforcement,  XVIIa  1.16,  1.18 

Warehouse  operators,  XVIIa  1.14,  1.16 
Contract  Work  Hours  Safety  Standards 

Act,  VUI  1.3 
Contractors  and  subcontractors : 

Agency  for  International  Develop- 
ment, X  2.3 

Air  Force,  m  1.1;  XI  4.43 

Airport  development  and  construction, 
X1.31,  1.46 

Apprentices  and   trainees.  Vm  1.8 

Army,  XI  4.43 

Atomic  energy,  XVIId  1.1,  1.12,  1.14. 
1.17,  1.18 

Brazing  procedures,  X  3.9 

Community  development.  V  1.8 

Contract  Work  Hours  Safety  Stand- 
ards Act,  vm  1.3 

Defense  Department,  m  1.1,  3.1; 
XXIIa  1.7;  Supp  I 

Developmental  disabilities  facilities 
projects,  rv  7.3 

District  of  Columbia.  Vm  2.4.  4.4,  4.5 

Environmental  Protection  Agency, 
XVm  1.1,  1.9 

Equal  employment  opportunitj  regula- 
tions, vm  1.9 

Farm  Labor  Contractor  Registration 
Actof  19S3,  Vnil4 

Federal  Government,  VUI  1.9.  1.10- 
1.11;  XXVm  1.2.  13;  XXIX  1.1,  l.J- 
1.10,  1.13-1.17 

Federal  highway.  X  2.15,  2.16 

Federally  financed  and  assisted  con- 
structions, m  3.1;  vm  1.1,  1.2 

Financial  assistance.  II  14 

Health  research  facilities  project,  IV 
3.6 

Hospital  and  medical  facillttea  proj- 
ects, IV  3  2 

Housing,  participating  In  assistance 
payments  program.  V  8.4 

Housing  and  Urban  Development  Act, 

V  5.1 

Indian  tribal  organizations.  VT  4.17 
Industrial.  XXXI  MO 
Interior  Department.  VI  1.3 
Maritime  Administration,  n  5.1.  5.13- 

5  19.  5.30 
Medical  assistance  plans,  rv  5.19      t 
Mental  health  facilities  projects,  IV 

3.6.7.2 
National  Aeronautics  and  Space  Ad- 

mlnlstraUon.  XXXI  1.1-1  22 
Navy.  XI  4.44 

Nondiscrimination  records,  n  1.5 
Nurse  training  facilities  projects,  IV 

3.9 
Postal  Service.  XL  1.5 
Public  Contracts  Act.  VTH  2  4.  4.4.  4.5 
Publicly-owned  residential  structures, 

V  1.7 

Rehabilitation  Act  of  1973,  VIII  1.10 


Contractors  and  subcontractors — CcM. 
Research,  n  1.3 
Research  and  development  contracts, 

V3.1 
Service  Contract  Act  of  1965,  Vm  1.5; 

xxxr  1.22 
Shipbuilding,  n  5.1,  5.1  J-5.19. 5  JO 
Teaching  facilities  project,  IV  3.7 
Technical  assistance,  n  U 
Trans-Alaska    Pipeline   Authorization 

Act,  VI  1.3 
Vessels,  X3.16 
Vietnam  Era  Veterans'  Readjustment 

Assistance  Act  of  1974,  Vm  1.11 
Vocational  rehabilitation  services,  IV 

7.5 
Welding  procedures.  Tcn  3.9 
Work  Hours  Act  of  1962.  XXXI  1.21 
Work  Incentive  programs,  Vm  5.7 
World  War  n,  XXIX  1.1 
Contracts: 
See  also  Contractors  and  subcontrac- 
tors   

Construction,  Vm  1.1,  1.2;  xxix  1.8; 

XXXI  1.7,  1.9 
Cost    and    pricing    data    certificates, 

XXXI  1.19  

Cost- reimbursement  type,  xxix  i.l4r- 

1.16:  XXXI  1.3-1.5 
Cost  sharing,  XVHd  1.17 
Data  requirements  clause,  xx jti  1.17 
Facilities,  XXXl  1.3-1.5.  1.9.  1.14 
Fixed  price,  XXLX  1.6-1.9,  L13.  1.15, 

1.16;    XXXI    1.1,    1.2,    1.6-1.8.    I.IL 

1.13,  1.20 
FHitures,  commodities  (various) ,  XVIIa 

1.14-1.17 
Incentive,  XXIX  1.14 
Inspection  clause,  Xxxi  1.16 
LaiJor  and  hour,  XXIX  1.14 
Labor    siirplus    area    subcontracting 

clause,  XXLX  1.5 
Life  Insurance.  XI  4.261 
Price  redetermlnable.  XXIX  1.14 
Progress  pajrments.  aaxi  1.18 
Research    and    development.    V    3.1; 

XXrX  1.7,  1.15,  1.16;  XXXI  1.1,  1.2, 

1.6,  1.12 
Sale  of   cotton   for   future   delivery; 

taxes.  XI  4.61 
Small  business,  XXIX  1.4;  XXXI  1.15 
Supply,  XXIX  I.e.  1.7;  XXXI  1.1,  1.2. 

1.6  

Time  and  materials.  XXIX  1.14 
Controlled  entitles,  arm's  length  charges, 
'     XI  4.20b 

Controlled  foreign  corporations,  XI  4.32b 
Controlled   materials   under   DMS   and 
DPS  regulations  and  OTders,  U  2.2-2.7 
Controlled    substances ;    manufacturers, 
distributors,  exporters,  importers,  VII 
1.11 
Controlled  Substances  Import  and  Ex- 
port Act,  Vm  1.11 
C:operative  associations,  etc.: 

Agricultural   commoditlea,   I   5.5,   5.8, 

5.19 
Parmer's  marheting  and  purchasing, 

XI  4.20d 
Ginners,  I  5.18 

Indians,  loan  agreements,  VT  4.1 
Lemon  handlers,  I  2.2 
Livestock    and    live    poultry    market 

agencies,  I  9.2-9.3,  9.6,  9.7 
Mohair  producers,  I  5.5 
Wool  producers,  I  5.6 
Copper;    defense   materials   regulations, 

n  2.7 
Com;  crop  insurance.  I  8.1 
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Corporations; 

Bank  service,  XI  2.8 

Chartering,  engaging,  or  contracting 
for  use  of  vessels,  X  3.16 

Claiming  deduction  for  dividends,  XI 
4.21 

Depreciation,  XI  4.7b.  4.15 

Domestic  International  sales,  XI  4.32c 

Foreign,  XI  4.41c,  4.79 

Foreign  financial  accounts.  XI  7.1 

Foreign-trade  zone  grantees,  n  2.31 

Indian,  loan  agreements,  VI  4.1 

Intercompany  transactions,  XI  4.41b 

Licensed  under  the  Small  Busineas  lb- 
vestment  Act,  XXXIX  1.1 

Liquidation  of  domestic  corporations, 
XI  4.9 

Loss  deductions  on  small  business 
stock,  XI  4.38 

Railroads  participating  in  a  tax-free 
reorgsmlzatiCHi,  XI  4.14 

Receiving  distributions  in  liquidation 
of  subsidiaries,  XI  4.8 

Regulated  Investment  companies,  XI 
4.29,  4.29a 

Reorganization  of,  XI  4,11-4.14,  4.16 

Shareholders,  XI  4.9,  4.32b 

Small  business  corporations  distribu- 
tions of  previously  taxed  income,  XI 
4.41 

Tax  liability,  allocation  of,  XI  4.41b 

Transfer  of  stock,  securities,  and  other 
property,  XI  4.10-4.14.  4.16 

Virgin  Islands,  exception  to  limitation 
on  reduction  in  income  tax  liability, 
XI  4.32a 

Western  Hemisphere  trade  corpora- 
tions; income  taxes,  XI  4.32 

Work  Incentive  program.  XI  4.1b,  4.1c, 
4. id 
Cosmetics : 

Manufacturers,  packers,  and  distrib- 
utors, rv  2.39 

Processing,  labeling,  and  shipping,  IV 
2.1 

Shippers,  interstate,  IV  2.13 
Cost  of  Living  Council,  firms  subject  to 

price  regulations,  XI  10.2;  XXTTh  1.1 
Cost-reimbursement      type      contracts. 

XXIX  1.14-1.16;  XXXI  1.3-1.5 
Cost  sharing  contract,  XVIId  1.17 
Cotton: 

Buyers,  I  4.4 

Common  carriers,  I  4.7 

Cooperative  marketing  associations,  I 
5.19 

Crop  insurance,  1 8.1 

Excise  tax  on  contracts  of  sale  of  cot- 
ton for  future  delivery,  XI  4.61 

Ginners,  I  4.3.  5.18 

Handlers,  1 2.53 

MEinuf  acturers  and  processors,  1 4.7 

Marketing  quotas.  1 4.3,  4.4. 4.7,  4.8 

Price  support  programs,  1 5.19 

Producers.  I  4.8 

WarAousemen.  I  2.43,  2.44,  4.7 
Cottonseed: 

Chemists,  licensed,  1 2.54 

Crushers,  I  5.2 

Price  support  program,  1 5.2 

P»\irch£i5e  program,  I  5.18 
Cranberries;  marketing  orders,  1 2 .21  a 
Credit: 

Air  carriers  extending  credit  to  politi- 
cal candidates,  XVI  1.1 

Banks  and  associations,  farm.  XX  1.1 

Collateralized  by  securities.  XXVI  LA, 
1.6 


Credit — Continued 
Cocsimier,  XXVn  1.4 
Due  to  tax  reduction  or  repeal,  XI  4.77 
Export  credit  sales  program,  I  8.4 
Investment    in    depreciable    property, 

XI  4.1a 
National  Credit  Unlcwi  Administration. 

xxxn  

Securities  purchasing.  XXVI  1.1-1.4 
State   Imposed   tax   on   coin-c^ierated 

gaming  devices.  XI  4.58 
Suppliers  of  agricultural  commodities 

under  credit  purchase  authorization, 

I  6.3 
Taxes  paid  to  foreign  countries  and 

U.S.  possessions,  XI  4.31 
Work  incentive  program,  XI  4.1b,  4.1c, 

4. Id 

Creditors :  

Equal  Credit  Opportunity  .^ct.  XXVI 

1.8;  XX\1I  1.5 
Records  preservation.  XXVI  1.8 
Reporting  agencies.  XXVn  1.5 
Residential  real  estate  k»ns,  V  9.1 
Truth    In    Lending    Act,    XXVI    1.7; 

xxvn  1.4 

Cribs,  baby,  XVHc  1.14,  1.15 

Crime  control  assistance,  VII  1.12 

Crop  insurance,  I  8.1 

Crow  Indian  Reservation;  mining,  VI  4.8 

Cuba: 

Assets  control  regulations,  XI  5.1 

Shipping  restrictions,  n  2.32 
Custonihouse  brokers,  XI  3.17 
Customs   seal   containers,   international 

transportation,  X  3.29 
Customs  Service,  United  States,  XI  3 

D 

Dairy  farms  and  plants,  IV  2.10 
Dairy  products: 

Importers,  1 1.1 

Inspection  of  plants,  I  2.29 

Manufacturers,  processors,  and  pack- 
agers, 12.29 

Marketing  order  program,  I  2.60 
Dates;  marketing  orders,  1 2.18,  2.24 
Deaf-blind  children.  Education  of  the 

Handicapped  Act,  IV  1.19 
Deaf -Blind  Youths  and  Adults,  National 

Center  for,  rv  7.5 
Dealers: 

Animal  carcasses  used  as  animal  or 
human  food,  I  3.11 

Animals  for  research,  I  3.8 

Beer,  XI.  8.5,  8.6 

Butter,  adulterated,  XI  4.64 

Credit  or  refund  due  to  repeal  of  cer- 
tain excise  taxes.  XI  4.77 

Denatured  alcohol.  XI  8.18-8.18 

Denatured  spirits,  XI  8.19,  8  J20 

Distilled  spirits,  XI  8.4-8.6 

Electroiic  products,  IV  2.31 

Explosives,  XI  8.88 

Peed,  livestock,  15.9 

Firearms,  XI  8.85,  8.87 

Pur  and  fur  products,  XXVn  IJ,  1 J 

Gambling  devices.  VII 1 2 

Gasoline.  XVm  1.18 

Hair  products,  XI  3.6,  3.8 

Halibut  received  trom  fishing  or  trans- 
porting vessels,  n  8.13 

Installment   method   accounting,   XI 
4.19 

Liquors.  XI  8.4-8.7 

Livestock  and  poultry.  I  9.4,  93,  9.10, 
9.11 

Perishable   Agricultural   CommodltleB 
Actof  1930.12.23 


Dealers — Continued 

Radio  receiver  distributors.  XXI  1.21 

RetaU,  XI  8.6;  XXVH  1.12 

Revolving  credit  plan.  XI  4.19     

Securities,  XI  7  4;  XXVI  14;  XXXVlll 
1.1-1.3,  1.12 

Solvents,   Industrial  and  proprietary. 
XI  8.22 

Stills,  XI  8.9 

Tobacco,  I  4.16,  5.10 

WTiolesale.  XI  4.64,  8.4,  8.5 

Wildlife.  VI  2.3 

Wine,  XI  8.5,  8.6 

Wool  products.  XI  3.6,  3.8 
Deepwater  ports,  licensees.  X  3  32 
Defense  articles  or  services,  sale:  political 

contributions  and  fees.  IX  1.2 
Defense  Base  Act,  Vm  2  J,  2.3 
Defense  CivU  Preparedness  Agency,  m  3 
Defense  Department,  m 

Air  Force  Department,  m  1 

Defense    Ci\il    Preparedness    .Agency, 
m  3 
Defense  materials:  DMS  and  DPS  reg- 
ulations and  orders : 

Copper,  n  2.7 

Iron,  steel,  and  aluminum  transactions, 

n2.4 

Metalworking  machinery,  n  2  5 

Nickel  and  nickel  alloys,  n  2  6 
Defense  Materials  System  participants, 

n  2.2-2.7 
Delivery  drivers  and  helpers,  Vm  2.27 
Dental  health  of  children,  grants,  IV  3.5 
Denatured  spirits   dealers   or  users,   XI 

8.19.  8.20 
Depletion  and  depreciation : 

Corporations,  XI  4.7b.  4.15 

Mineral  property.  XI  4.23,  4.23c 

Natural  depasits.  XI  4.23 

Natttral  gas  property,  XI  4.22 

Oil  and  gas  property,  XI  4.23b 

Oil  and  gas  welLs,  XI  4.23 

Property,  XI  4.1a,  4.3-4.Sc,  4.5.  4  38b 

Timber  property,  XI  4.23a 
Deposit  Insurance  Corporation,  Federal, 

xxn 

Developmental  Disabilities  OflBce  IV  7.2- 

7.5 
Diesel  fuel:  sale  or  use  of,  XI  4.69,  4.70. 

4.74 
Dlethylstllbestrol  (DES)  residue  certlfl- 

catdon,  I  3.7 
Disaster  assistance,  I  12.7,  12  10:  V  7.1; 

1X2.1 
Disaster  Assistance  Administration.  Fed- 
eral, V  7 
Disaster  communications  service,  radio 

stations,  XXI,  1.25 
Dispatchers,  aircraft,  xn  1.22;  Supp.  n 
DlstUled  spirits,  wine,  etc  .  XI  8 
Distress  grants,  IV  3.43 
Distributors : 

Antifreeze  solutions,  XI  8.17 

Biological  products  or  arsenlcals,  I  3.1; 
rv  2.28 

Chemical  substances,  XVm  1.20 

Commodities,  food  and  nonfood,  I  llA- 
12.10 

Controlled  substances,  VH  1.11 

Cosmetics,  IV  2.39 

Distribution  license,  II 2J21 

Drug,  IV  2.14,  2.18 

Eectronic  products.  IV  2.^1 

Flour  second  dears,  1 4J27b 

Food  commodities,  I  12.1-lU,  IXM. 
12.11,  12.13 

Foreign,  n  3.13 


FB>E1M  KGISTEt,   VOL   42,    NO     109 — TUESDAY,   JUNE  7,    1977 


29271 


RECORD    RETENTION   GUIDE 


Distributors — Continued 
Helium,  \T  7  6 
Insulin,  IV  2.9 

Radioactive  materi.ils,  XXXIV  1.10 
Retail  sales  representations,  IV  2.32 
Tax-free  tobacco  products,  XLI  1.1 
TextUe  fiber  products,  XXVn  1.7 
Veterinary  drugs,  IV  2  3 
District  of  Columbia: 
Contracts  with,  VIII  2  4.  4.4,  4.5 
Employers,  Vin,  2.2,  2.3 
Insurance  carriers,  VTII  2.3 
District  of  Columbia  Workmen's  Com- 
pensation Act,  VIII  2.2,  2.3 
Doctors.     See  Pixv.slcians 
Documents,       historical;       publication, 

XXEX  1.2 
Domestic  air  carriers,  XII  l.j-1.10,  1.13, 

1.39-1.41;  Supp.  II 
Domestic  and  International  Business  Ad- 
ministration, II  2 
Domestic    international    sales    corpora- 
tions, foreign  investment,  XI  4.32c 
Domestic  public  radio  services,  XXI  1.26 
Domestic  repair  stations.  XII  1.24-1.25 
Drawbacks: 

Custom  duties.  XI  3.14-3  16 
Taxes  on  distilled  spirits,  XI  8.49 
Taxes   on   nonbeverage   products,   XI 
8  10 
Driiiking  water,  bottled.  IV  2.23 
Drug  Abu.se  Prevention.  Special  Action 

Otnce.  XXXEXa 
Druggists.     See  Drugs 
Drugs: 

Animal  dru^  applications  sponsors,  IV 

238 
AnUblotlc,  rv  2.6,  2.7,  2.8,  2.16 
Color  additive.  Interstate  shippers  of, 

W2.13 
Color- additive  certificates,  persons  to 

whom  Issued.  IV  2.12 
Insulin,  IV  2  9 

Manufacturers,     processors,     dealers, 
et.-  .  IV  2.1.  2  7.  2.14,  2.16:   XI  3.16, 
8  1 
Methadone,  IV  2.24.  2.33,  2.34 
New-drug  applicants,  IV  2.17 
Shippers,  rv  2.1,  2.6,  2.7 
Sponsors  of  new  and  antibiotic,  rV  2.6 
Treatment  centers,  XXXIXa  1.1 
Veterinary,  IV  2.3 
Dry-cargo   vessels,    charterers,    n    5.10, 
5.23,  5.24 

E 

Economic  .Analysis  Bureau.  II  4 
Economic  Development  Administration, 

ni 

Economic   Stabilization   Program,   flrnis 
subject  to  price  regulations,  XI  10.2; 
XXIIb  1.1 
Education,  Office  of.  IV  1 
Educational  ii\stitutlons: 
See  also  Schools;   Students. 
Broadca.<ting    Fi\cilities    program,    IV 

1.16 
Contracts.  XXIX  1.16 
Cooperative    education   programs.   IV 

1  21 
Emergency  school  aid,  IV  1,20 
Emplojlng  student-workers  as  learn- 
ers, VIII2.15 
Equal  emplojTnent  opportunity,  XTX 

1.5.  1.6 
Experimental  or  research  operations, 

XI  8.12 
Pair  Lat)or  Standards  Act.  Vm  2.1fl 
Federal  financial  assistance,  IV  6.5 


Educational  institutions — Continued 

Grants,  I   10.1:    IV  1.14,   1.15;  XXXI 
1.23;  XLI  1.4 

Institutes  of  higher  learning,  IV  1.1, 
1.6,  1.7, 1.12,  1.15,  1.27 

Loans,  low-interest,  IV  1.18 

Motor  vehicles,  single-passenger  use, 
reduction  incentives,  XVin  1.17 

Private  nonprofit  schools,  IV  1.5,  1.13, 
3.9 

Refugee  children.  Indochina,  rv  1.23 

State  and  local,  IV  1.1,  1.4.  1.26,  1.27; 
VIII  2  5 

Veterans,  XLI  1.7-1.9, 1.12, 1,13 

War  orphans,  XLI  1.7-1.9 
Eggs  and  egg  products: 

Handlers,  12.15 

Transporters  and  shippers,  1 2.27 
Elected  officials.  State,  V  6.2 
Elections,  Federal  Election  Commission, 

XXIIa 
Electric  railway  companies,  X  4.2;  XXX 

1.2 
Electron  beam  radiation,  persons  proc- 
essing food  with,  IV  2,15 
Electronic  products,  IV  2,30,  2.31 
Embroideries  industry,  Vm  2.18 
Emergency     drills.     Outer    Continental 

Shelf,  manned  platforms,  X  3.14 
Emergency    Employment    Act    of    1971, 

VIII  5.6 
Emergency  livestock  loans,  I  7.7 
Emergency  medical  services.  IV  3.41,  3.42 
Employee  Income  Security  Act  of  1974, 

VIII  6.1 
Employees: 

Domestic  service,  Vm  2.26 

Employment  tax  records,  XI  4.47 

State  and  local  government,  IV  4.1 
Emplovees'  Compensation  Act,  Federal, 

VIII  2  1 
Employers : 

Accident  plans,  XI  4.1e 

Age  Discrimination  in  Employment  Act 
of  1967.  Vrn  2.28 

Apprentices  and  learners,  Vm  2.9,  2.11. 
2.12,  2.15;  XIX  1.2 

Asbestos  standards,  Vm  4.8 

Carcinogen  standards,  Vm  4.15 

Civil  Rights  Act,  XIX  1.1 

Coke  oven  emissions  standard,  VTII 
4,16 

Contract  Work  Hours  Safety  Stand- 
ards Act,  vm  1.3 

Contractors  and  subcontractors  of 
Federal    contracts,    VHI  ,  1.1,    1.2; 

xvni  1.9 

Contributions  to  pension  or  annuity 
plans  with  medical  benefits,  XI  4.16a 

Deductions  for  contributions  to  em- 
plovees' trust  or  annuity  plan,  XI 
4.17 

Delivery  drivers  and  helpers,  vm  2.27 

District  of  Columbia,  VTH  2.2,  2.3 

Domestic  service  employees,  VTII  2.26 

Educational  Institutions  employing 
learners,  vrn  2.15 

Employees  travel  and  business  expen- 
ses, XI  4.2 

Fair  Labor  Standards  Act,  Vm  2.8, 
2.9,  2.11-2.13,  2.16,  2.17,  2.30 

Farm  Labor  Contractor  Registration 
Act  of  1963.  vrn  1.4 

Federal  Insurance  Contributions  Act, 
XI  4.50,  4.54,  4.55 

Federal  Unemployment  Tax  Act,  XI 
4.52 

Ground-fault  protection  standards, 
VIII  4.17 


Employers — Continued 
Handicapped  workers.  Vni  2.13 
Health  plans.  XI  4. le 
Homeworkers,  Vm  2.18.  2.20,  2.21.  2.25 
Hospitals    and    institutions;     patient 

workers.  VIII  2.19 
Indian  industrial  homeworkers,   vm 

2.20 
Industrial  slings,  VIII  4,13 
Institutions  of  higher  education,  VIII 

2.16 
Internal  Revenue  withholding  tax  re- 

qulrcinents.  XI  4.49.  4.53 
Ionized  radiation  standard,  VTII  4.9 
Labor-Management     Reporting     and 

Disclosure  Act  of  1959.  VIII  3.4 
Longshoremen    and    harbor    workers, 

Vin  2,2.  2.3,  4.3 
Mechanical  power  presses,  VIII  4.12 
Motor  vehicles,  single  passenger  use, 

reduction  Incentives,  XVIII  1.17 
Occupational  Safety  and  Health  Act 

of  1970.  Vm  4.7 
Public  Contracts  Act,  Vni  2.4.  4.4.  4.5 
Puerto  Rico,  various  Industries,  VTH 

2.21 
Railroad: 

Retirement,  XXXVII  1.3 

Unemployment  insurance,  XXXVII 
1.1 
Railroad  Retirement  Tax  Act,  XI  4,51, 

4.54,  4.55 
Service  Contract  Act  of  1965,  vm  1.5 
Student-workers,  Vm  2.12,  2.15,  2.16 
Telecommunications.  VIII  4.14 
Vinyl  cWoride,  VIH  4.11 
Virgin  Islands,  Vm  2.25 
Wages,  retroactive  pavment  of,  VIII 

2,8,  2.21.  2.25 
Employment: 

Agencies  subject  to  Age  Discrimination 

in   Employment  Act   of    1967,   VIH 

2,28 
Carriers,  XXI  1.39 
Comprehensive       Employment       and 

Training  Act  of  1973,  VIH  5.8-5.10 
Equal  opportunity  in.  vm  1.9;  X  2.17 
Farmworkers,     migrant     and     other 

seasonally  employed,  VIH  5.8 
Grants  under  Emergency  Employment 

Act  of  1971.  Vin  5.9 
Indian  manpower  programs,  Vni  5.9 
Job  Corps  program,  VIII  5.5 
Rehabilitation  Act  of  1973.  VIH  1.10 
Senior  community  service.  VTII  5.4 
State  agencies.  VIH  2.6,  5.6:  XXXVII 

1.2 
Taxes,  XI  4.47-4,55 
Vietnam  Era  Veterans'  Readustment 

Assistance  Act  of  1974,  VIH  1.11 
Youth,    economically    disadvantaged. 

Vin  5,8 
Employment  and  Training  Administra- 
tion, vm  5 
Employment   Opportunity    Commission, 

Equal,  XIX 
Employment  Retirement  Income  Secu- 
rity. VIII  6 
Employment  Standards  Administration. 

vin2 

Endangered  wildlife  species,  n  8.5 
Energy  Administration.  Federal,  XXIIa 
Energy  conservation;    household  appli- 
ance and  equipment  labeling  program, 

n  7.1 

Energy  Research  and  Development  Ad- 
ministration, XVIId 
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Engineers,  aircraft,  Supp.  n 

Entertainment  expenses,  XI  4.7 

Environmental  projects,  XVm  1.1  ^^^ 

Environmental  Protection  Agency,  Avm 

Equal  Credit  Opportunity  Act.  XXVI  1.5, 
1.8 

Equal    employment    opportunity,    Viii 
1.14,2.36;  Xrx  1.4,  1.5 

Equal  Employment  Opportimlty   Com- 
mission, XTX 

Equal  Opportunity.   Office  of  Assistant 
Secretary  for,  V  5 

Estate  taxes,  XT  4.45 

Exchanges,        securities,        XI        4.79: 
XXXVm  1.1-1.3,  1.13 

Excise  Tax  Reduction  Act,  XI  4.78 

Excise  taxes,  XI  4.56-4.83 

Executors  of  estates  or  other  legal  repre- 
sentatives of  decedents,  XI  4.33,  4.45 

Explosives : 
Air  carriers  transporting,  X  1.16 
Exporters  of  nuclear  commodities,  n 

2.10 
Manufacturers,  Importers,  dealers,  and 

permittees,  XI  8.88 
Motor  carriers  transporting,  X  2.8 
Taxes.  XI  8.88 

Vessels  transporting.  X  3.5,  3.8,  3.15, 
3.16,  3.19-3.21;  XXXV  1.2 

Export  admiiiistration,  n  2.8-2.27 

Export  programs : 
Credit  sales,  I  6.4 
Tobacco,  I  5.20 

Exporters : 

Agricultural  commodities.  I  5.11,  6.4 
Arms  and  ammunition,  IX  1.1 
Commodities,  general,  U  2.23 
Controlled  substances,  VH  1.11 
Distribution  license,  n  2.21 
Excise  taxes,  XI  4.70 
Export  sales  reporting,  I  6.1 
General,  n  2.11,  2.13-2.17,  2.19,  2.20. 

2.23,  2.25-2.27.  11.1 
Licensees,  n  2.11,  2.14,  2.16,  2.27 
Liquors,  XI  8.45 
Merchandise  carriers.  XI  3.4 
Munitions  List,  United  States,  articles, 
IX  1.1 

Nuclear  material,  n  2.10   

Radioactive  material.  XXXIV  1.2,  1.4 
Service  supply  prcx:edure,  n  2.22 
Stills,  XI  8.9 
Tobacco.  15.20 
Wine,  XI  8.50 

Express  companies.  X  4  4:  XXX  1.3 

P 

Fabrics,  flammable  quality,  XVnc   11- 

1.10 
Facilities   contracts,   XXXI   1.3-1.5,   1.9, 

1.14 
Facility  surveys  under  medical  assistance 

programs.  IV  5.21  

Pair  Labor  Standards  Act  of  1938,  "VIII 

2,6,  2.8.   2  9.   2.11-2.13.   2.16,  2.17,  2.30 
Family  health  center  projects,  IV  S.3 
Family  medicine.  IV  3.36 
Family  planning  services.  IV  3.25 
Farm  Credit  Administration.  XX 
Farm  Labor  Contractor  Registration  Act 

of  1963.  vm  1.4 
Farmers : 

Cooperative  marketing  and  purchasing 
associations,  XI  4.20d 

Credit  or  refund  for  oil  or  gasoline,  XI 
4.70 

Crop  Insurance,  1 8.1 

Dairy,  rv  2.10 


Farmers — Continued 
Income  tax,  XI  4.1 

Rural  development,  loans  and  grants, 
n.3 
Farmers  Home  Administration,  I  7 
Farmworkers,  migrant  and  other  season- 
ally employed,  Vm  5.8 
Federal  aid  projects  and  programs : 
See  also  Grants. 
Airport  development,  X  1.46 
Biomedical  support  programs,  Indian. 

IV  3.51 
CivU  defense,  m  3.2,  3  3,  3.4 
Clinical  cancer  education  program,  IV 

3,45 
Commodity  suppliers,  AID.  IX  2.2 
Communicable    disease    control    pro- 
gram. IV  3.16 
Construction  of  higher  education  fa- 
cilities, rv  1.8 
Contractors    and    subcontractors,    m 

3.1:  vm  1.1.  1.2.  1.6 
Crime  control,  \'TI  1.12 
Developmental     disabilities     facilities 

projects,  rv  7  3  

Drug  treatment  services,  XXXIXa  1.1 
Educational  grants  and  leans  See  Edu- 
cational iristitutions  above. 
Emoloyers   on   construction   projects, 

vm  1.1,  1.2 
Environmental      Protection      Agency 

grants,  XVTOT  1  1 
Famllv  planning  services,  TV  3.25 
Health,  IV  3  6,  3,7,  3  11.  3.49.  3.50.  3.55- 

3  62 
Hospital  and  medical  facilities,  TV  3.2 
Instruction  equipment  for  liistitutlons 

of  higher  education,  IV  1.9 
Job  Corps,  vm  5.5 
Labor  Department.  Vm  1 .8 
Maternal  and  child  welfare  and  health 

research  grants.  IV  3.26,  3  53 
Medical  library  facilities.  IV  3  13.  3.14 
Medical  programs,  regional.  IV  3.17 
Medical  scholarship  grants,  IV  3.10 
Mental   health   facilities,  IV   3.4.   3.6, 

7.2.7.4 
National  Institutes  of  Health  training, 

IV  3.15 
National  Library  of  Medicine  training. 

IV  3.15 
National  Research  Service  Awards,  IV 

3.48 
Nurse  training  facilities,  IV  3.9 
Nursing  scholarships,  IV  3.27  , 
Nursing  special  projects  grant«;.  IV  3.46 
Occupational  safety  and  health  edu- 
cation programs.  IV  3.52 
Post'^econdari.*  education.  IV  1,13 
Public  health  training,  IV  3  11 
Research  centers.  IV  3.56.  3.61-3.63 
Research  facilities,  education.,  IV  3.6 
State  highway  departments.  X  2.1 
State  or  non-Federal  fishing  agencies. 

n8.8 

Sudden  infant  death  syndrome  grants, 
IV3A1 

Teaching  facilities,  IV  3.7 

Travel  promotion.  H  10.1 

Unemploym.ent  compensation.  Vm  5.1, 
5.2 

Veteran's      cost-of-lnstructlon      pay- 
ments, IV  1.12 

Vocational  rehabilitation  services,  IV 
7.5 

"WUdllfe  restoration  projects,  'VI  2.2 
Federal  Aviation  Administration.  X  1 


Federal  Coal  Mine  Health   and   Safety 

Act,  vm  2.3a 
Federal    Communications    Commission 

XXI  

Federal  credit  unions.  XXXiI 

Federal  Crop  Insurance  Corporation,  I  8 

Federal  Deposit  Insurance  Corporation, 

xxu 

Federal  Disaster  Assistance  Admlnistra- 

Uon.  V  7 
Federal  Election  Commission  XXUa 
Federal   Energy  Administration.  XXna 
Federal  Grain  Inspection  Service.  I  11 
Federal  Highway  Administration,  X  2 
Federal  Home  Loan  Bank  Board.  XXlll 
Federal  Home  Loan  Bank  System,  XXm 

3 
Federal  Housing  Administration,  V  2 
Federal  Insurance  Contributions  Act,  XI 

4.50.  4.54,  4.55 
Federal  loan  insurance  programs.  IV  1.10. 

1.11  

Federal  Maritime  Commission.  XXiV 
Federal  Power  Commission,  XXV 
Federal  Railroad  Administration,  X  4 
Federal  Reserve  System.  XXVI 
Federal   s:^vings   ar^d   loan   associations, 

XXIII   1,1-1.10.    1  12.   1.13 
Federal  Savings  and  Loan  Insurance  Cor- 
poration, xxm  2 
Federal     Savings     and     Loan     System, 

xxm  1 

Federal  Seed  Act,  I  2.49-2.52 

Federal  supplemental  benefits  program. 

^^II2  38  

Federal  Trade  Commission.  XXVn 
Federal  Unemployment  Tax  Act,  XI  4.52 
Federal    Water    Pollution    Control    Act 

Amendments  of   1972,  XVm  1  13 
Feed: 

Handlers  and  warehpu.semen,  I  5.9 

Manufacturers  and  processors,  TV  2.18, 
2.20 
Fellowship  program.  TV  17 
Filberts:  marketing  orders,  12.16 
Rnancing  agencies  and  companies: 

Debt  obligations.  XI  4.79 

Hoasing.  V  8,3 
Fire  and  lifeboat  drULs,  X  3.6 
Fire  protection  activities,  public  agencies, 

vm  2.7 
Firearms : 

Dealers.  XI  8  85.  8  87 

Exporters,  IX  1.1 

Importers,  XI  4.73.  8  85,  8  87,  8.89 

Manufacturers,  EX  11:  XI  8.85.  8.87 

Sale  of.  XI  8  84-8  89 

Taxes.  XI  8  84-8  89 

Transfer  of,  XI  8  86 
Firearms.   Bureau   of   Alcohol.   Tobacco 

and.  XI  8 
Flrefighting  equipment,  vessels,  X  3.3 

Fi.^h. 

See  also  specific  fish 

Restoration  projects.  'VI  2.2 

Smoked  and  smoke-flavored.  IV  2.19 
Fish  and  Wildlife  Service,  VJ  2 
Fi-sherles.  International  Commission  for 

the  Northwest  AtlanUc  U  8.10,  8.11 
Fl.shlng  agencies.  State  or  non-Federal, 

receiving  Federal  assistance,  n  8  8 
Fishing  vesseL;: 

Hali'DUt  fishing,  n  8.12 

Marine  mammals,  n  8.6 

Masters  and  owners,  n  8.11 

Obligation  guarantees,  n  8.3 

ShrLmp,  H  8.4 

Tuna  fishing,  n8.7 
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Five  Civilized  Tribes,  Oklahoma:  mining 

lands.  VI  4.9 
Fixed    price    contracts.    XXIX    1.6-1.9, 
1.13,  1.15.  1.16;  XXXI  11.  1.2.  1.6-1.8, 
1.11.  1.13,  1.20 
Flag  air  carriers.  X  1.5-1.10.  1.18.  1  39- 

1.41:  Supp.  II 
Flammable  or  combustible  cargoes: 
Air  carriers  transporting.  X  1.16 
Motor   carriers,    transporting.   X   2.8. 

6.24 
Ves.seLs  towing  or  transporting.  X  3  5, 
3.8.  3.15.  3.19-3.21:  XXXV  1.2 
Flammable  fabrics.  XVIIc  1  1-1.10 
Flavoring    extracts:    manufacturers    or 

producers.  XI  3  16.8.1.8  10 
Flax;  crop  Insurance,  I  8.1 
Flight  crews,  m  1.1 
Flight  m.structors,  X  1.19;  Supp.  II 
Flight   navigator   instruction  course,   X 
-  1.20 

Flight  operating  procedures,  m  1.1 
Hood  insurance  loans,  XI  2.1 ;  XXXn  1.5 
Flour  second  clear  users  and  distributors, 

I  4.27a,  4.27b 
Food: 

See  also  specific  food 
Amino  acid  additive,  IV  2  37 
Animal  carcasses,  dealers,  1 3.11 
Children.  progranuN,  I   12  2-12.5,    12.8, 

1211.    12.13 
Color  additive.  Interstate  shippers,  IV 

2.13 
Color-additlve  certificates,  persons  to 

whomi.ssued.  IV  2  12 
Distributors,    I    12  1-12  8,    12.10-12.11; 

1X2.1 
Electron  beam  radiation,  persons  proc- 
essing with.  W  2.15 
Emergency  disaster  assistance,  I  12.7, 

12  10 
Manufacturers    and    packers,    IV    2.2, 

2,21.  2  29 
Processing,   labeling,   and  shipping,  I 

4.2a;  IV  2,1 
Product.^  processors,  XI  8.1,  8.10 
Seafood  packers,  IV  2.5 
Shippers,  IV  2.35 
Stamp  program.  I  12  6.  12.6a 
Suppliers  of  food  flavor  certifications, 

rv  2.4 
Women,    supplemental    programs.    I 
12  11 
Food  and  Drug  Administration.  IV  2 
Food  and  Nutrition  Service,  I  12. 
Foreign- 

AgenUs.\TI  1.1 

Air  carriers.  XVI,  11,  15.  1.6 
Assemblers,  articles  with  U.S.  compo- 
nents, XI  3.22 
Assets,  controlled  traniuctions.  XI  5.1 
Civil  aircraft  operators,  XVI  1.7 
Corporations.    XI    4  32b.    4,41b,    4  41c. 

4.79 
Distributors.  II  2.13:  IX  2.1 
Financial  accounts.  XI  7.1 
Freight  forwarders.  XVI  1.8 
Importers.  I  6  5:  II  2  12 
Income  taxes.  XI  4  31 
Insurance  pohcie.-^.  XI  4  27a.  4.67 
Investment  companies.  XI  4.38a 
Investments,  II  6  1 :  IX  4  32c 
Investors  in  US  .  II  4.1 
Partnerships,  XI  4  41c 
Repair  stations,  X  1,26 
Securities,  XI  4,79 
Service  facilities,  II  2  22 
Tax  Installment  payments  In  foreign 
currency  XI  4  44a 


P'oreign — Continued 

Trade  zone  grant^ees,  11  2.31 
For*4gn  Agricultural  Service,  1 1 
Foreign  A.<sets  Control.  Office  of,  XI  5 
Foster  Grandparent  program.  IV  7.7 
Forwarding  agents,  n  2.15,  2.24 
Foundations,  private.  XI  4.4e,  4.76,  4.76a 
Freight  forwarders.  XVI  1.8;  XXIV  1.1; 

XXX  1.11 
Fruit: 

Marketing  orders,  I  2,1-2.8.  2.12,  2.18- 

2  21a,  2.22.  2.24 
Packers.  I  2,25 
Perl.-^hable    Agricultural   Commodities 

Act  of  1930.12,23 
Shippers.  12.22 
Fruit-flavor  concentrate  plants,  XI  8.11 
Fuel  oil.  See  Oil  and  gas 
I\ir: 
Manufacturers  and  dealers,  XXVn  1.2, 

1.3 
Shipp>ers,  symbol  marking  permits,  VI 
2.7 
Futures: 
Commis,<ion    merchants,    XVIIa    1.1- 

1.14 
Taxes  on  sale  of  cotton  foi^Tuture  de- 
livery, XI  4.61  

Transactions,  mortgage,  XXm  1.13 

G 

Gambling  devices;   manufacturers  and 
dealers,  vn  1.2 

Game  birds.  VI  2.1 

Gaming  devices,  coin-operated,  XI  4.58 

Gas  and  oil  See  Oil  and  gas 

Gasoline : 

Nonhlghway  or  farming  purposes,  XI 

4.70 
Refiners,  distributors,  retailers,  XVm 

1.18 
Tax  exemption,  XI  4  68  4,70, 4,74 
Use  and  sale  of,  XI  4.68    

General  Accounting  Office,  XXViil 

General  Counsel,  Office  of  (Commerce^, 
n  6 

General      Sales     Manager,     Offlce     of 
' USDA    ,16 

General  Services  Administration,  XXIX 

Creological  Survey.  VI  3 

Geothermal  resources  operations,  lessees, 
VI  3  3 

Gift  expenses,  business,  XI  4.7 

Gift  taxes.  XI  4.34,  4.46 

Ginners,  cotton,  I  4.3,  5.18 

Glasses,  impact  resistant  lenses,  IV  2.25 

Gloves  and  mittens  industry,  vm  2.18 

Government  Financial  Operations,  Bu- 
reau of.  XI  1 

Grain: 
Inspection   agencies   and  licensees,   I 

11.1.  11.2 
Merchandisers,  1 11.3 
Warehousing.  I  2.47,  5.14,  11.3 
Weighing  agencies  and  licensees,  1 11.2 

Grain  sorghum;  crop  insurance,  I  8.1 

Grants : 

See  also  Federal  aid  projects  and  pro- 
grams. 

Adjustment  assistance,  n  1.6 

Agency  for  Internatlo-  al  Development 
1X2.4 

Airport  development.  X  1.46 

Appalachian  Regional  Development 
Act  of  1965,  recipients,  XIV  1.1 

Biomedical  support  program,  Indian, 
IV  3.51 

Child  welfare  services,  IV  3.23,  b.24, 
3.26 


Grants — Continued 
Clinical  cancer  education  program,  IV 
3.45 

Communicable    disease    control    pro- 
gram, IV  3.16 
Community    development    and    plan- 
ning, block  grants,  V  1.2,  6.1 
Community   health   services  projects, 

rv  3.58 
Construction  projects,  IV  3.2,  3.6,  3.7, 

3  9  7  2  7  3 
Dental  health,  IV  3.5 
Developmental     disabilities     facilities 

projects,  IV  7.3 
Distress,  IV  3.43 
Education: 

Academic  subjects,  IV  1.5 
Current  expenditures,  IV  1.4 
Emergency  school  aid.  IV  1.20 
General,  IV  1.1 
Head  start,  IV  7.1 
Higher  education  facilities.  IV  18 
Research,  I  10.1;  IV  3.1 
Educational     broadcasting     facilities 

program.  IV  1.16 
Educational  opportunity,  IV  1.14,  1.15 
Emergency   medical  services,  IV   3.41, 

3.42 
Employment,  VIII  5.6 
Environmental.  XVIII 11 
Family  health  center  projects,  IV  3.3 
Family  medicine.  IV  3.36 
Family  planning  services.  IV  3.25 
Fish  and  Wildlife  Service.  VI  2.4,  2.5 
Follow  through  program,  IV  1.17 
Health,  IV  3.4,  3.6,  3.7.  3.11,  3.18.  3.19, 

3.22.  3  28.  3.45.  3.46,  3  49,3.50 
Health,  Education,  and  Welfare  De- 
partment, rv  6.4 
Health  maintenance  organizations,  IV 

3.39 
Health  manpower  education  initiative 

projects,  rv  3.55 
Health  professions.  IV  3.42.  3.43 
Health   services   research  centers.   IV 

3.56 
Health  systems  agencies.  IV  3.57 
Health  training  centers.  IV  3.32 
Hemophilia  treatment  centers.  IV  3.60 
Historical      documents      publication, 

XXIX  1.2 
Home  health  services.  IV  3.59 
Hospitals.  IV  6.4 
Housing.  I  7.3 

Institutes  of  higher  learning,  IV  6.4 
Lead-based  paint  poisoning,  preven- 
tion of.  rv  3.30 
Marine  Mammal  Protection  Act.  VI  2.5 
Maternal  and  child  welfare  and  health 

services,  rv  3.53 
Medical  library  facilities.  IV  3.13.  3.14 
Medical  programs,  regional,  IV  3.17 
Medical  scholarships.  IV  3.10 
Medical  schools  for  initial  cost  of  op- 
eration. IV  3  35 
Mental  health  projects.  TV  3.4,  3.6,  3.19, 

7.2 
Migrant  health  services,  IV  3.31 
Miner's  respirator>-  clinics.  IV  3.40 
National  Aeronautics  and  Space  Ad- 
ministration. XXXI  1.23 
National  Institutes  of  Health,  IV  3.15 
National  Library  of  Medicine,  IV  3.15 
National  Research  Service  Awards,  IV 

3.48 
Nondiscrimination  records,  n  1.5 
Nurse  training  facilities  projects,  IV 

3.9 
Nursing  financial   distress   grants,   IV 
3.54 
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Grants — Continued 

Nursing  scholarships,  IV  3.27 

Occupational  safety  and  health,  IV 
3.37,  3.52;  vm  4.6.  4.10 

Public  health  training,  IV  3.11 

Public  and  nonprofit  agencies,  rV  3.41, 
3.47,3.48.3.49,3.50.6.4 

Public  works  and  development  facili- 
ties projects,  nil 

Public  Works  and  Economic  Develop- 
ment Act  of  1965.  recipients,  n  9.2 

Recreational  facilities,  I  7.3 

Regional  Action  Planning  Commis- 
sions, n  9.2 

Relocation  assistance  programs.  I  10.2; 
rv  6.2;  V  1.1;  VI  1.1;  X  2.2.  8.1; 
Xvm  1.4 

Research.  I  10.1;  IV  3.1,  3.6.  3  61-3.63, 
6.3;  VI  7.3;  XVm  1.1 

Rural  development,  I  7.3 

Safety,  coal  mines,  VT  7.3 

Scholarships : 
Medical,  IV  3.10 
Nursing,  IV  3.27 

School  conversion  to  grant  doctor  of 
medicine  degree,  IV  3.34 

Shlft-ln-land  use  projects,  I  7.3 

State  and  local  agencies.  IV  3.41.  6.4 

State  Eind  local  governments.  XXEX 
1.11 

State  Technical  Services  Act  of  1965, 
recipients,  n  3.1 

Sudden  Infant  death  syndrome  grants, 
IV  3.47 

Teaching  facilities  projects.  IV  3.7,  3.33 

Technical  assistance,  n  1.2 

Travel  promotion,  n  10.1 

Undergraduate  Instruction  equipment. 
IV  1.9 

Vocational  rehabilitation  services.  IV 
7.5 

Waste  disposal  systems,  I  7.3 

Water  resource  planning,  XLII  1.1 

Water  systems,  domestic,  I  7.3 
Grapefruit;  marketing  orders.  I  2.1 
Grapes;  marketing  orders,  I  2.22 
Great  Lakes  Pilotage  Uniform  Account- 
ing System.  X  3.24 
Ground-fault  protection  standard.  VIH 

4.17 
Growers;  seeds.  1 2.52 


Hair  or  wool : 

Manufacturers,  processors,  or  dealers, 

XI  3.6-3.8 
Producers  of  mohair.  I  5.5 

Halibut: 

Dealers,  n  8.13 

Vessels  fishing  for,  n  8.12 
Handicapped,  Committee  for  Purchase 

from  the  Blind  and  Other  Severely, 

xvn 

Handicapped  persons : 

Agencies  for  the  severely  handicapped 
selling    to    Government    agencies, 
xvn  1.2 
Blind,  exemption  claimed  by  persons 

not  totally  blind,  XI  4.  If    

Central  nonprofit  agendee.  XVII  1.1 
Deaf -blind  children,  Ediicatlon  of  the 

Handicapped  Act.  IV  1.19 
Employers  of,  VTH  2.13 
Handkerchief   manxifacturlng   Industry. 

vm  2.18  

Harbor  workers,  employers  of.  Vm  2.2, 

2.3,  4.3 
Hawaii;  sdr carriers, XVII .2 


Hazardous  materials,  X  6.21-6.36 
Hazardous  pollutants.  XVm  1.21 
Hazairdous  substances,  labeled  and  un- 
labeled. XVHc  1.11 
Head  Start  program,  grants,  IV  7.1 
Health: 

Coal  mines.  IV  3.28 

Community  health  services  projects,  IV 

3.58 
Comprehensive    health    planning.    IV 

3.18 
Cooperating  health  agencies.  I\'  3  2 
Dental,  rv  3.5 
Emergency   medical  services.   IV   3.41. 

3  42 
Health  manpower  education  initiative 

grants.  IV  3.55 
Hemophilia  treatment  centers.  IV  3.60 
Home  health  services,  IV  3.59 
Insurance  for  the  aged  and  disabled, 

rv  4.3.  4.5^.8 
Maintenance  organizations.  IV  3.39 
Maternal  and  child  services  IV  3.22 
Medical   and   allied  health   education 

grants.  XLI  1.4 
Mental  health  centers.  IV  3.4.  3.6 
Migrant  health  services,  IV  3.31 
Nursing  student  loan  program,  IV  3.8 
Public  health  services  and  training,  IV 

3  11    3.19 
Research  facUities.  IV  3  6.  3.61-3.63 
Respiratory  clinics,  miner's.  IV  3.40 
Services  research  centers.  IV  3.56 
Svstems  agencies.  IV  3.57 
Teaching  facihties,  IV  3,7.  3.33 
Health,  Education,  and  Welfare  Depart- 
ment. IV 
Education  Office,  rv  1 
Food  and  Drug  Administration.  IV  2 
Human  Development  Office.  IV  7 
National   Institutes   of   Health.    IV   9 
Offlce  of  the  Secretar>-.  IV  6 
Public  Health  Service.  IV  3 
Social  and  Rehabilitation  Service,  IV 

5 
Social  Security  Administration.  IV  4 
Heating   equipment   industrial;    owners 

or  operators,  XXI  1  28 
Helicopters.  X  1.13-1.15,  143-144:  XVI 

1.2;  Supp.n 
Helium  distributors.  "VI  7.6 
Hides: 
Alligator,  processing.  "VI  2.6 
Shippers,  symbol  marking  permits,  "VI 
2.7 
Highway  departments: 

Airspace   used   for   nonhlghway   ptir- 

poses,  X2.5 
Federal  aid  projects,  X  2.1 
Metropolitan  plarmlng  funds,  X  2.20 
Highway  Traffic  Ssifety  Administration, 

National,  X  7 
Highways : 
Construction.  X  2  17-2.19 
Motor  vehicles,  persons  subject  to  tax 

on  use  of,  XI  4.56 
Safety  standards,  X  7.1 
Historical    documents    publication;    re- 
cipients of  Federal  grants.  XXIX  1.2 
Holding  companies.  See  Utilities. 
Home  health  agencies;  health  Insurance 

for  aged  and  disabled.  IV  4.6.  4.8 

Home  Loan  Bank  Board.  Federal,  xxiii 
Homeworkers : 
Indian.  'Vm  2.20 
Puerto  Rico.  "Vm  2.21 
Various  Industries.  'VIII  2.18.  2.20,  2.21, 

2.25  

Virgin  Islands,  Vm  2.25 


Honey : 

Price  support  program.  I  5.13,  5.19 
Warehousemen.  I  5. 13 
Hong  Kong;  shipping  restrictions,  n  2.32 
Hop!  Indian  Reservation : 

Employers  of  industnal  homeworkers, 

Vin2.20 
Pawnbrokers  and  business  owners,  VI 
4.14.  4.19 
Hops;  marketing  orders.  I  2.21c 
Horse  shows  and  exhibitions,  I  3.2 
Hospitals: 
Agreements    apportioning   physicians* 

compensation.  W  4  4 
Construction  and  survey  projects.  IV 

3  2 
Dispensers  of  methadone.  IV  2.SS 
Distributing  tax-free  tobacco  products. 

XLI  1.1 
Family  medicine  training  and  scholar- 
ship, rv  3  36  

Federal  employees,  treatment  of.  Vm 

2.1 
Health.   Education,   and  Welfare  E>e- 

partment  grants,  IV  6  4 
Health  Insurance  program  for  the  aged 

and  disabled.  TV  4,3,  4.8 
Medical  granu^,  XLI  1.2 
Patient  workers,  VT;n  2.19 
Household    appliances    and    equipment. 

manufacturers,  II  7.1 
Housing : 

A.'isistance  payments  program.  V  8.1- 

8.4 
Building  and  loan  associations.  XXm 

2,1-2.4,  2  6-28,   2.10-2.11,  3.1-3.3 
Grants.  17  3 

Investors  with  yield  insurance.  V  2.4 
Lendmg  agencies,  V  2.1.  2.2,  2.5,  4.1,  9.1 
Lower  Income  family  homes,  V  2.7,  4.1 
Mortgagors,  V  2.3,  2.6,  4.1 
Multlfamlly  hoa^^lng.  V  2.3,  2.5.  2.6 
National  Housing  Act.  V  2.1-2  6 
Property  Improvement  loans.  V  2.1.  2.2 
Publiclv -owned  residential  structures. 

V  1.7 
Savings  said  loan  associations.  XXm 
1  1-1  10.    1,12.    1.13.    2.1-2.4,    26-2.8, 
2.10-2.11.  3  1-3.3 
Yield  Insurance.  V  2.4 
Housing  Management.  Offlce  of  Assistant 

Secretary  for.  V  4 
Housing  Production  and  Mortgage  Cred- 
it, Office  of  AssL'itant  Secretary.  V  2 
Housing   and   Urban   Development   De- 
partment. V 
Community    Planning    and    Develop- 
ment. Office  of  the  Assistant  Secre- 
tary for.  V  6 
Constuner     Affairs     and     Regulatory. 
Functions.   Office   of   the   Assistant 
Secretary.  V  9 
Equal  Opporttmity,  Office  of  Assistant 

Secretary  for,  V  5 
Federal  Di.saster  Assistance  Adminis- 
tration, V  7 
Housing  Management,  Office  of  Assist- 
ant Secretary  for,  V  4 
Housing    Production     and     Mortgage 
Credit,  Offlce  of  AssLstant  Secretary. 
V2 
Low-Income  Public  Housing,  V  8 
Policy  Development  and  Research,  Of- 
flce of  Assistant  Secretary  for,  V  S 
Secretary,  Office  of  the,  V  1 
Human  Development  Offlce,  IV  7 
Human  subjects,  research,  grants  or  con- 
tracts, IV  3.83,  9.1 
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Immunohematology  laboratories,  TV  3.21 
Import  Certificates,  holders  and  execu- 
tors, ri  2  8.  2.9 
Importers: 

Air  carriers,  n  2.18 

.\ircraft  and  vessel  repair  parts,  n  2.12 

Arm-s,  ammunition,  and  implements  of 

war,  XI  8.89 
Articles  assembled   abroad   with  U.S. 

components,  XI  3  22 
Automobile  tires.  XI  4.71 
Baby  cnbs  and  toys,  XVlIc  1.12,  1.14, 

1.15 
Beer,  XI  8  41 
Biological  products  or  arsenlcals,  I  3.1; 

rV  2.28 
Butane.  XXHa  1.9 
Children's  sleepwear.  X\'IIc  1.10 
Cigarette  papers  and  tubes,   XI  8.74. 

8.75 
Cigars  and  cigarettes.  XI  8.74,  8.75 
Clacker  balls.  X\TIc  1.12 
Commodities      under      Import      Cer- 

tiflcates,  n  3  8,  2.9 
Controlled  substances.  VTI  1.11 
Dairy  products,  I  1  1 
Dates,  prunes,  and  raisins.  I  2.24 
DistUIed  .=;plrit.s,  XI  o  J3-8  41 
Explo.sives.  XI  8  88 
Firearms.  XI  4  73,  8  8,5,  8  87,  8  89 
Flammable  te.xtile  fabrics,  XVHc  1.7, 

1,10 
Foreign  countries,  I  6.5 
Liquors.  XI  8.42.  8.43 
Master  records  and  metal  matrices,  XI 

3  3 
Mattresses,  XVIIc  19 
Merchandise  for  repair,  alteration,  or 

processing,  XI  3  1 
Merchandise  subject  to  use  provisions, 

XI3.18 
Metal  articles  used  in  remanufactiire, 

XI  3  20  

Nuclear  material.  XXXTV  1.4 
Petroleum  products,  XI  3  10 
Primates  nonhuman.  IV  3  44 

Propane.  XXHa  19  

Radioactive  material.  XXXIV  1.2 
Strip  stamps   for  distilled  spirits.  XI 

840 
Toba<.T.,,  XI  8  74,  8  75 
Toys,  electrically  operated,  XVIIc  1.13 
Tread  rubber.  XI  4  71 
United  States  Munitions  List,  XI  8.89 
Ves.sel  and  aircraft  repair  parts,  n  2,12 
Wheat.  XI  3,13 
WUdlife,  VI  2  3 
Wines   XI  8  41 
Income  fund  pooled.  XI.  4.26d 
Income  t.ixes.  XI  4  1-4  44d 
Indemnity  payment  program.  I  4,2c 
Independent  laboratories.  IV  4.9 
Indian  .Affairs.  Bureau  of,  VI  4 

Indian  lands: 
Crow    Indian   Reservation.   Montana; 
lessees  of  landa  for  mining,  VI  4.8 
Five    Civilized    Tribes,    leasees   of    re- 
stricted lands  for  mining.  VI  4.9 
Food  donated.  di,sTibution,  I  12.4 
Hop!     Reservation ;     business    owners 

aiui  pawn  brokers,  VI  4.14,  4.19 
Muie  operators.  VI  3  8 
Mining  les.sefs,  VI  3  9.  4.6-4,13 
NavLijo  Reservatlori;    business  owners 

and  pawn  brokers,  VI  4,14,  4  19 
Oil  and  gas  lessees,  VI  3.2 


Indian  lands — Continued 

Osage  Reservation;  iesseee  of  reserva- 
tion lands  for  mintag.  VI  4.10,  4.12 
Quapaw    Agency,    lands    under    Juris- 
diction; lead  and  zinc  mining.  VI  4  11 
Rights-of-way     over     Indian     lands: 

pipeline  operators.  VI  4.5 
Wind  River  Indian  Reservation,  Wy- 
oming; lessees  of  lands  for  mining, 
VI  4.13 
Zuni     Reservation;     business    owners 
and  pawnbrokers,  VI  4.14,  4.19 
Indians: 

Banks,  special  advance  payment  ac- 
counts, VI  4.16 
Biomedical  support  programs,  IV  3.51 
Contractors,   tribal  organizations,   VI 

4.17 
Corporations,  tribes,  partnerships,  co- 
operative  associations,   individuals; 
loan  agreements,  VI  4.1,  4.2 
Detention  program,  VI  4.18 
Employers  of  Industrial  homeworkers, 

Vin2.20 
Employment  grants.  Vm  5.6 
Loans  to,  VI  4.15 
Manpower  programs,  vm  5.9 
Industrial  heating  equipment;  owners  or 

operators,  XXI  1.28 
Industrial  l;ians,  I  7.5 
Indu-strial  mobilization,  n  2.2-2.7 
Industrial  radio  stations.  XXI  l.lft-1.18 
Industrial  slings,  VTH  4.13 
Industrial  solvents  dealers  and  users,  XI 

8.22 
Industrial  u.:?rs  of  flour  second  clears, 

I  4.27a 
Informal     dispute     settlement     mecha- 
nisms. XXVII  1  8 
Inspection  agencies,  grain,  I  11.1,  lU 
Installment  method  accounting  dealers, 

XI  4,19 
Institutional  review  committees,  IV  2.6 
Institutions: 
Agricultural    commodity    distribution 

programs,  I  12.3,  12.4.  12.13 
Dental  health  grants,  IV  3  5 
Distributing  tax-free  tobacco  products, 

XLI  1.1 
Educational  equipment  grants,  IV  1.9 
Employing  student-workers  as  learn- 
ers, vm  2.16 
Employment  grants,  Vm  5.6 
Experimental  or  research  operations, 

XI  8.12,  8.26 
Family  health  center  projects,  IV  3.3 
Financial,  XI  7.2 
Health  programs.  IV  3.28 
Marine      Mammal      Protection      Act, 

grants,  VI  2  5 
Medical  assistance,  IV  5.16 
Medical  library  facilities,  IV  3.12,  3.13 
Medical  programs,  regional.  IV  3.17 
Miners   respiratory   clinic   grants,   IV 

3,40 
National  deferLse  loan  program.  IV  1.6 
Nonfood  assistance  programs,   I   12J 
Nonprofit;  contracts,  XXIX  1.16 
Occupational  safety  and  health  pro- 
gram. IV  3.37 
Patient  workers,  vm  2.19 
Research  grants.  IV  3.1.  3.6  6.3 
Solid  waste  disposal  projects,  recipi- 
ents of  Federal  grants  for,  VI  7.3 
State  Technical  Services  Act  of  1965, 

grants,  n  3.1 
Student  loan  programs.  IV  3.8 
Student -workers,  Vm  2.16 


Institutions — Continued 

Veterans,     educational     or     training 
courses,  XLI  1.7-l.fl,  1.12, 1.13 

War   orphans   educational   assistance 
enrolleea,  XT. 1 1.7-1.9 

Water  resources  research,  funds  for, 
\T9.1 
Instruction  courses : 

Aircraft  mechanic,  X  1.27 

Dlspatclier  operators,  X  1.22 

FUght  engineer,  X  1.38 

Flight  navigator,  X  1.20 

PUot,  X1.23 
Instructors: 

Flight,  X  1.19;  Supp.  H 

Ground.  Supp.  11 
Instrument     landing    system     facilities 

owners,  civU  airway,  X  1.29 
Insulin  distributors.  IV  2.9 
Insurance : 

Carriers,  vm  2.3  /" 

Companies  contributing  to  trust  or  re- 
tirement plans.  XI  4.42b 

Crop,  I  8.1 

Employer  accident  OE  health  plans,  XI 
4.1e 

Flood  loans,  XI  2.1;  XXXn  L5 

Foreign  policies,  XI  4.67 

Health  Insurance  for  the  aged  and  dis- 
abled. IV  4.3.  4.5-4.8 

Housing.     See  Housing 

Life,  XI  4.26f,  4.27,  4.27a,  4.28 

Loan  program.  Federal,  IV  1.10,  1.11 

Religious  orders,  IV  4.2 

Riot  reinsurance  program,  V  1.8 

Unemployment,  railroad,  XXXVn  1.1 

Ve.ssels : 
Obligation  guarantees,  n  8J 
War  rLsk.  II  5  25-5  27,  5.29 
Insurance  Corporation,  Federal  Deposit, 

xxn 

Insured  banks.  XXn  1.1-1.6 
Inter-American  Tropical  Tima  Commis- 
sion, n  8  7 
Interest  equalization  tax,  XI  4.T9 
Interior  Department,  VI 

Fish  and  WUdlife  Service.  VI  2 

Geological  Survey,  VI  3 

Indian  Affairs  Bureau,  VI  4 

Mines  Bureau,  VI  7 

Mining  Enforcement  and  Safety  Ad- 
ministration, VI  6 

National  Park  Service,  VI  8 

Secretary,  Office  of  the,  VI 1 

Water  Resources  Research,  Office  of, 
VT  9 
Intermediate  care  facilities,  owners  or 

builders,  V  2.8 
Internal  Revenue  Service,  XI 4 
International   Biisln  ess   Administration, 

Domestic  and,  n  2 
International  Commission  for  the  North- 
west Atlantic  Fisheries,  n  8.10,  8.11 
International  Convention  on  Load  Llno^ 

1966,  X  3.27 
International  Development,  Agency  for, 

1X2 
International    freight   forwarders,   XVI 

1.8 
International  Import  Certificates,  n  2.8, 

2.9 
International  labor  organizations,  vm 

3.8  

Interstate  Commerce  Commissloa,  XXX 
Inventorj-.   LIFO   method  of  valuation, 

taxes.  XI  4  20a.  4.39 
Investment    advisors,    non-resldeot, 

XXXVni  1.11 


:tii 
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Investment  companies: 

See  also  Banks  and  banking  institu- 
tions; and  Housing 

Foreign,  XI  4.38a 

Registered.  XXXVin  1.9-1.10 

Regulated.  XI,  4.29,  4.29a,  4.32d 
Investment  in  depreciable  property,  XI 

4.1a 
Investment  trust,  real  estate,  XI  4.30 
Investments,   foreign,   n   6.1;    XI   4.32c 
Investors : 

Foreign,  n  4.1 

Yield  insurance.  V  2.4 
Iron;   defense  materials  regulations,   n 

2.4 

J 
Jewelry : 

Hand-fa.shioned  Indian,  VIII  2.2 

Manufacturing  Industry,  VIH  2.18 
Job  Corps  program.  Vlll  5.5 
Justice  Department,  VH 


Knitted   outerwear   Industry,   VHI   2.18 


Labelers;  retail  sale  price  representation, 

xxvni.i2 

Labor  Department,  VTII 

Employment  and   Training   Adminis- 
tration, vm  5 
Employment  Retirement  Income  Secu- 
rity, vrn  6 
Employment    Standards    Administra- 
tion, Vin  2 
Labor-Management  Services  .Adminis- 
tration, VIII  3 
Occujmtional  Safety  and  Health  Ad- 
ministration, VIII  4 
Secretary,  Office  of  the,  Vm  1 
Labor-Management  Reporting  and  Etts- 

closure  Act  of  1959.  Vm  3.1-3.9 
Labor-Management    Services    Adminis- 
tration, vni  3 
Labor  organizations: 

Age  Discrimination  in  Employment  Act 

of  1967,  Vm  2.28  ^^ 

Apprenticeship  programs,  XTX  1.2 
Labor-Management     Reporting     and 
Disclosure  Act  of  1959,  vm  3.1,  3.3, 

3.5,  3.6         

Local  unions,  XIX  1.3 
Secretaries  and  election  ofBclals,  VTH 
3.7,  3.8 
Labor  relations  consultants,  VJU  3.2 
Laboratories : 

Clinical.  IV  3.20,  3.21 
Independent,  IV  4.9 
Lamb  and  yearling  producers,  I  5.6 
Land  disposal  sites.  XVIH  1,12 
Land  transportation  facilities;  radio  sta- 
tions, XXI  1.16,  1.17 
Landing  systems,  civil  airways,  X  1.29 
Lands: 

Federally  owned: 

Coal-mine  lessees,  VI  3.1 
Oil  and  gas  lessees,  VI  3.2 
Geothermal    resources    operation,   VI 

3.3 
Indian.  See  Indian  Lands. 
Law  Enforcement,  Office  of,  XI  7 
Law  enforcement  activities,  public  agen- 
cies, vni  2  7 
Lead  and  zinc : 

Mining  on  Quapaw  Agency  lands,  VI 

4.11 
Stabilization  program,  participants  In, 
XXIX1.12 
Lead-based  paint  poisoning,  prevention 
of,  rv  3.30   . 


Learners,  employers  of.  Vm  2.11,  2.12, 
2.15 

Leather,   processed,  American  alligator 

hides,  VI  2.6 
Legal  representatives  of  decedents.  XI 

4.33 
Lemons: 

See  also  Prult 

Marketing  orders,  I  3  J 
Lending  agencies.  See  Banks  and  banking 

institutions;  Housing:  Small  Business 

Administration. 
Lenses,  impact  resistant,  IV  2.25 
Lettuce;  marketing  orders,  I  2.13 
Libraries,  medical  facilities.  IV  3.13,  3,14 
Life  insurance  companies : 

Coinsurance  contracts,  XI  4.28 

Distributing  dividends  to  policyhold- 
ers, XI  4,27 

Domestic  mutual  with  contiguous 
county  branches,  XI  4.27a 

Segregated  assets  accoimts  contracts, 
XI  4.26e 
Lifeboat  drills,  X  3.6 
Llghtennen,  XI  3.9 

Limes: 

See  also  Fruit 
Maritetlng  orders,  1 2.3 

Liquors : 

Bottle  manufacturers,  XI  8.3 
Dealers,  XI  8.4-8.7 
Exporters,  XI  8.45 
Importers,  XI  8.42,  8.43 
Manufacturers     and     processors,    XI 

8.1.  8.2 
Puerto  Rican.  shipped  to  United  State*, 

XI  8.31-8.37 
Shippers,  XI  8.35 
Taxes,  XI  8.1-8.52 
Virgin  Islands,  shipped  to  the  United 

States  from,  XI  8.36-8.38 
Wholesalers,  XI  8.4,  8.5 

Livestock: 

Dealers.  I  3  9,  9  4 
Feed  program,  I  5.9 
Loans,  emergency,  I  7.7 
Market  agencies,  I  9.2,  9.3,  9.6,  9.7,  9.10 
Market  operators,  I  3.9 
Packers,  I  9.9 

Slaughterhouse  operators  claiming  ex- 
emption, I  3.12 
State  associations,  I  9.8 
Stockyard  owners,  I  9  4.  9,6.  97 
Transporters,  I  3.12 
Weighers,  19.6,9.7 

Loans: 

Cattle.  Indians,  VI  4.2 

Community  facilities,  I  7.4 

Farmers  Home  Administration,  I  7.1, 
7.5-7.7 

Federal  loan  Insurance  program,  IV 
1.10.  1.11 

Flood  Insurance,  XI  2.1 

Holders  of  VA  guaranteed  or  Insured 
loans,  XLI  1.10,  1.11 

Indian  agreements,  VI  4.1,  4.2,  4.15 

Mobile  homes.  XI  2.1:  XXH  1.3; 
XXin   1.11,   2.5,   3.3;   XLI   1.3 

Nondiscrimination  records,  n  1.5 

Nursing  students.  IV  3,8 

Private  nonprofit  schools,  IV  1.5 

Property  Improvement  loans,  V  2.1,  2.2 

Public  works  and  development  facili- 
ties projects,  n  1.1  

Real  estate.  I  7  6;  V  9.1:  XI  2.1;  XXH 
1  3 

Refugee  relief,  XI  1.1 

Rural  de\e!opment,  I  7.3 


Loans — Continued 

Small     Business     Administration, 
XXXXX   1 .2 

Students,  IV  16.  110,  1.11,  118.  3  8 

Tobacco  loan  organizations.  14  11 

Watershed.  I  7.2 
Longshoremen,   employers   of,   ViU   2.2, 

2.3,  4.3 
Longslioremen's    and   Harbor   Workers' 

Compensation  Act,  \TII  2.2,  2  3.  4.3 
Low- acid  foods.  IV  2  2 
Low-Income  Public  Housing,  V  8 
Lower  income  family  homes,  V  2.7 
Lubricating  oil : 

Manufacturers  and  processors  of,  XI 
4.72 

Nonhlghway  or  farming  purposes,  XI 
4.70 

Tax  exemption.  XI  4.70 

Use  and  sale  of,  XI  4.68,  4.70 

M 

Macao;  shipping  restrictions,  II  2.32 
Maciiines  and  machinery;  metalworklng, 

n  2.5 
Magazines.  XXHa 
MaU,XLl.l-14 
Manufacturers  and  processors; 
Aircraft  and  related  equipment.  X  1.1- 
1.2,    1.4,    1.30,    1.42,    1.47;    XI    4.78; 
Supp   n 
Antibiotic  drugs,  IV  2.7.  2.16 
Antifreeze  solutions,  XI  8.17 
Arms  and  ammumtion,  X  1,1;  XL  4.73. 

8.85,  8.87 
Articles  entitled  to  drawback,  XI  3.14- 

q   1  c 

.Automobile  tires.  X  7.3,  7.4;  XI  4.71 
Baby  cribs  and  toys,  XVIIc  1.11.  1.13 
Biological  products  or  arsenlcals,  I  3.1: 

rv  2.28 
Blood,  whole,  IV  2.42 
Brazing  procedures,  X  3  9 
Butter,    adulterated    and    process    or 

renovated,  XI  4.60,  4  63 
Cacao  products  and  confectionery,  IV 

2.22 
Cargo  tanks.  X  6.27 
Carpets  and  rugs,  XVHc  1.8 
Cheese;  filled,  XI  4.63 
ChUdrens'  sleepwear.  XVIIc  1  16 
Cigar  warehouse  proprietors,  XI  3.5 
Cigarette  papers  and  tubes,  XI  8  62- 

8.73 
Clacker  balls,  XVHc  1.11 
Compressed  gas  cylinders,  X  6,21 
Controlled  substances,  VII  1.11 
Cosmetics.  IV  2.1,  2.39 
Cotton,  14.7 
Credit  due  to  tax  reduction  or  repeal, 

XI  4,77 
Cylinders  and  tanks.  X  6.21,  6.25 
Dairy  products.  I  2.29 
Distilled  spirits,  XI  8  2,  8  10,  8.13,  8.14 
Drinking  water,  bottled,  IV  2.23 
Drugs  and  medicines,  IV  2.1,  2,7,  2.11, 

2.14,   2.16;    XI   3.16,   8.1 
Electronic  products,  IV  2.30 
Excise  taxes  and  exemptions,  XI  4  70 
Explosives,  XI  8  88 
Exporters,  XI  8  9 
Firearms,  XI  4.73,  8  85,  8.87 
Fish,  smoked  and  smoke-flavored,  TV 

2.19 
Flammable  fabrics.  XVHc  1.1-1.5,  1.8, 

1.9.  1.16 
Flavoring  extracts.  XI  3.16,  8,1 
Food  and  food  products.  I  4.2a;  IV  2.1. 
2.2,2.21.2.29.  2.37;  XI  8  1 
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Mnnufactm-ers  and  processors — Con. 
FYult-flavor    concentrate    plants.    XT 

8.11  

Fur  products,  XXVll  IJ2 

Gambling  devices,  Vn  1.2 

Gas  detector  tube  units.  IV  3.S8 

Hair  products.  XI  3  6-3  8 

Household  appliances  and  equipment, 

II  7.1 
Lenses,  Impact  resistant.  IV  2.25 
Liquor  bottles,  XI  8.3 
Liquors,  XI  8.1.  8  2 
Lubricating  oU.  XI  4.72 
Marine  sanitation  devices.  X  3.28 
Master  i^pcords  and  metal  matrices,  XI 

33 
Matches,  white  phosphorotia.  XI  4.59 
Mattresses,  XrVTIc  19 
Medicated  feeds  and  premlxes,  IV  2.18, 

2.20 
Medicines  and  drugs,  IV  2.1,  2.7.  2.11, 

2  14.  2.16;  XI  3.16,  8.1 
Methadone,  IV  2.34 
Motor    vehicles    and    equipment,    XI 

4.71:  X  7.2,  7.5-7.7;  XVIH  IJ 
Munitions  List,  United  State*,  article*, 

X  11 

NoLse  control,  XVIH  1.7 
Perfumery.  XI  3  18 
Pesticide  chemicals,  XVUI  1.2, 1.14 
Pharmaceuticals.     See     E>ru8i     aad 

Medicines. 

Plasma  i  humaji) ,  IV  2.45  

Poison   prevention   packaging.   XVIIc 

1.14 
Postage  meters,  XL  1.2 
Radio  receivers.  XXI  1.21 
Pladioactlve  material,  XVnd  1.4,  1.18; 

XXXTV  1.2.  1.10 
Retail  sale  representations,  IV  2  Jl 
Rice.  I  4.31 

Sale  ta.xes  and  exempUona.  XI  4.70 
SeaLs,    Customs;    for    can,   cacapart- 

ments.  and  packages.  XT  3.19 
Service  supply  procedures,  n  2.22 
Shipping  containers,  X  8.38 
Source  plasma  (himian> ,  IV  2.41 
Stills.  XI  8.9 
Sugar.  XI  4.66 

Tax-free  sales  and  servlcea.  XT  4.80 
Textile  fiber  products,  XXVII  1.7 
Tires  and  tubes,  X  7.3,  7.4,  7.8;  XI  4.T1 
Tobacco  and  tobacco  producta.  I  iS, 

4.12,   4.15,   4.17;    XI   8.53-8.61.   8.71- 

8.73.  8,82 
Toilet  preparations.  XI  3.16,  8.21 
Toys,  electrically  operated,  Xvuc  1.12 
Tread  rubber,  XI  4.71 
Vaccine,  cholera,  IV  2.46 
Vessel  supplies  and  equipment,  X  3.23; 

XI  4.78 
Vinegar,  XI  8.8.  8.27 
Weldln£j  procedures,  X  3.9 

Wheat,  14.27  

Wool  products.  XI  3.6-3.8;  XXVll  1,1 

Marine  Mammal  Protection  Act.  VT  2.5 
Marine  mammals,  certificates  to  take,  n 

8.6:  VT  2.5 
Marine  mammals,  exemption  certificates 
for   sperm   whale   oil  and  scrimshaw 
products.  II  8.15 
Marine    sanitation    devices,    manufac- 
turers. X  3.28 
Maritime  Administration,  n  5 
llultfme  Commlaioc  Federal.  XXIV 
Maritime  protection  and  Indemnity  In- 
surance; Insured  TesBels,  n  5.5 
Maritime  sdioola.  n  6.28 


Maritime  services,   radio  stations,  XXT 

LlO-1.13 
Marketing  allocation  program,  wheat,  I 

4.2a 
Marketing    associations    and    agendea. 

See  Cooperative  associations,  etc. 
Marketing  orders.   See  specific  crop  or 

prodiu-t 
Marketing  quotas: 

Cotton.  I  4.3,  4.4.  4.7,  4.8 

Peanuts.  1 4.28-4.30 

Rice,  I  4.31 

Tobacco,  I  2.21d,  2.45,  4.9-4.14,  4.16, 
4.18 

Wheat.  I  4.27 
Marketing  Service,  Agricultural,  I  2 
Master  records  and  metal  matrices,  XI 

3.3 
Masters,  vessels.   See  Vessel* 
Matches;  tax  on: 

Manufacturers,  XI  4.59 

Users,  XI  4.68 
Materials  Transportation  Bureau,  X  8 
Maternal  and  child  health  services,  IV 

3.22.3.26.3.53 
Mattresses,  XVTIc  1.9 
Meat  Inspection  certificates,  I  3.10 
Meatbrokers,  I  3.11 
Mechanical  power  presses,  VTII  4.13 
Mechanics,  aircraft,  X  1,27;  Supp.  n 
Medical  practitioners.     See  Physician* 
Medical  programs  and  projects: 

Annuity  and  pension  plana  with  medi- 
cal benefits.  XI  4.16a 

Clinical  cancer  education  program,  IV 
3.45 

Faculties  survey  and  conatnjctlon.  IV 
3.2 

Health  and  medical  education  grants, 
XLI  1.4 

Library  facnttlea.  IV  3.13. 3.14 

Long-term  care  facility  services.  IV 
5.25 

Medical  assistance,  IV  5.14-5.18.  5.19- 
5.24,  5.28 

Nuclear  material,  XVHd  1.24;  XXXTV 
1.15 

Nursing  homes,  IV  5.17 

Nursing  special  project  grant,  IV  3.46 

Regional,  rv  3.17 

Scholarship  grants.  IV  3.10 

Utilization  review  committees,  IV  5.20 
Medical     Services     Administration,     IV 

5.14-5-26 
Medicated  feeds  and  premixes,  IV  2.18, 

2.20 
Medicines    and    medicinal   preparations 

manufacturers  and  producers,  XI  3.16, 

8.1.8,10 
Mental  health,  grants,  IV  3.19 
Mental  health  centers,  community.  IV 

3  4 
Mental  retardaUon  facilities,  IV  7  2,  7.4 
Merchandise,  exporting  carriers,  XI  3.4 
Merchandise    handlers;    repair,    altera- 
tion, or  processing,  XI  3.1 
Merchandisers;    Income    derived    from 

production.  tHirchaae,  or  sale  of  mer- 
chandise. XI  4.20 
Merchant  Marine  Act.  n  5.30 
Metal  and  nonmetal  mine  operators,  VI 

6.1,  6.2 
Metal   articles   used  In   remanufacture, 

XI  3  20 
Metalworklng  machinery;   defense  ma- 
terials regulations,  n  2.5 


Methadone : 

Dispensers,  IV  2.S3 

Maintenance  program  sponsors,  IV 
2.24 

Manufacturers,  IV  2.34 
Metropolitan     planning     funds.     State 

highway  departments,  X  2.20 
Microbiology  and  serology  laboratories, 

IV  3.20  • 

Migrant  farmworkers,  employment,  Vm 

5.8 
Migrant  health  services,  IV  3.31 
Migratory  birds,  VI  2.1,  2.8-2.11 
Migratory    workers,    transportation    by 

motor  carriers,  X  2.7 
Milk  and  milk  products: 

See  also  Dairy  products 

Dairy  farms  or  plants  pasteurizing 
milk  or  cream  for  shipment,  rv  2.10 

Handlers.  I  2.60,  4.2c 

Indemnity  payment  program,  I  4.2c 

Special  milk  program,  1 12.3 
Mineral  lands;  Indian  lands  lessees,  VI 

4.6-4.13 
Mineral  property;  depreciation  suid  de- 
pletion, XI  4.23,  4.23a 
Minerals   and   metals.   See  Mines   and 

mining 
Miners'  respiratory  clinics,  IV  3.40 
Mines  and  mining: 

Coal,  VI  3.1,  6.3-6.5.  7.2.  7.3 

Computation  of  gross  Income  by  repre- 
sentative market  or  field  price 
method.  XI  4.24 

Indian  lands,  VI  3.8,  3.9,  4.6^.13 

Lead  and  zinc,  VT  4.1 1 

Metal  and  noxunetal,  operators,  VT  6.1. 
6.2 

Persons  electing  to  aggregate  separata 
operating  mineral  Interests,  XI  4.25- 
426 

Research  grants,  VI 7  J 

State  and  local  authorities  receiving 
Federal  aid  for  reclamation  of,  VI  7.2 
Mines,  Bureau  of,  VI  7 
Mining    Enforcement    and   Safety    Ad- 
ministration. VI  6  _ 
Mobile  homes,  loans.  XI  2.1;  XXil  1.3; 

XXin  l.U,  2.5,  3.3;  XLI  1.3 
Mohair;  producers  and  marketing  agen- 
cies. 15.5 
Montana ;  Indian  itinds,  VI  4.8 
Mortgagors.     See  Housing 
Motor  carriers : 

See  also  Carriers 

Brokers  for  XXX  1.7 

Cargo  tanks,  X  6.23,  6.24,  6.26,  6.35 

Class  I  and  n,  X  2.3 

Class  ni.  X  2.4 

Drivers'  records  and  reports,  X  2.8- 
2.10.2.12.2.14 

Explosives,  transportation,  X  2.8 

Foreign  commerce.  X  2.10-2.14 

Freight  and  passenger  rate  Increases, 
XXX  111 

Interstate,  X  2.8,  2.10-2.14 

Migratory  workers,  carriers  of,  X  2.7 

Rate  increases  data;  freight  and  pas- 
senger, XXX  1.12  

Rate-raaiidng  organizations,  XXX  1.10 
Motor  fuel  special,  XI  4.69,  4.70,  4.74 
Motor  vehicles  and  equipment; 

Commuter,  single  passenger,  reduction 
use  incentive,  XVUI  1.17 

Manufacturers.  X  7,2.  7.5,  7.6,  7.7; 
xvm  1.3 

"nres,  X  7.3,  7.4,  7.6;  XI  4.71 
Municipalities;  acquiring  or  constructing 

interstate  toll  bridges,  X  2.16 
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Munitions  Control  Office  of,  X  1 
Munitions  List.  United  State*.  IX  1.1;  XI 

a  go 
Mutual  and  subsidiary  service  companies, 

xxxvni  1.4 

N 


Narcotics   addicts,   methadone  mainte- 
nance program,  LV  2,24 
National  Aeronautics  and  Space  Admin- 
istration. XXXI 
National  banks: 
Certificates  executed  under  ExcepUon 

13of  R.B.  S200,XI2.4 
Directors  and  principal  officers,  XI  2.5 
Exercising  trust  powers.  XI  2.2 
Flood  insurance  loans.  XI  2.1 
Investments  in  securities,  XI  2.6 
Security  derlces,  XI  2  7 
Shareholder  lists.  XI  2.3 
National  Bureau  of  Standards.  U  7 
National  Center  for  Deaf-Blind  Youths 

and  Adults.  IV  7  5 
National  Credit  Union   Administration. 

XXXII 
National  Highway  Traffic  Safety  Admin- 
istration. X  7 
National  Houring  Act.  V  2  1-2.6 
National  Institutes  of  Health.  IV  3.15,  9 
National  LltHary  of  Medicine.  IV  3.15 
National  Oceanic  and  Atmospheric  Ad- 
ministration, n  8 
National  park  concessioners,  VI  8.1,  8.2 
National  Park  Service.  VI  8 
National  Transportation  Safety  Board. 

XXXIH 
Natural  deposits  depreciation  and  deple- 
tion, XI  4.23 
Natural  gas: 

Companies,  XXV  1.2 
Pipelines.  X  6.2-6.5,  6  13 
Property  depletion.  XI  4.22 
Transmission  lines.  X  6.6 
Navajo  Indian  Reservation: 
Erriployers  of  Indastrial  homeworkers, 

vni2.ao 

Pawnbrokers  and  business  owners,  VI 
4.14.  4.19 
Naval  stores: 
Producers  of  gvtm.  naval  stores.  I  4  2 
Turpentine    and    rosin    processors.    I 
2.56 
Navigators ;  aircraft,  Supp.  n 
Navy;    contractors   and   subcontractors. 

XI  4.44 
Nectarines;  marketing  orders,  1 2.4 
Neighborhood    Youth    Corps    projects. 

sponsors,  VTH  5.3 
Newspapers,  XXHa  14 
Nickel  and  nickel  alloys;  defense  mate- 
rials regulations,  II  2.6         

Noise  Control  Act  of  1972.  XVIH  1.7 
Nonappropriated  Fund  Instmmentalltlei 

Act.  Vin  2.2.  2.3 
Nonfood  assistance  programs,  i  12.9 
North  Korea;   shipping  restricUons.   n 

2.32 
Northwest  Atlantic  Fisheries,  Interna- 
tional Commission  for  the,  U  8.10,  8.11 
Nuclear  material : 
Exporters  of  related  commodities.  II 

2.10 
Licensees  and  others  subject  to  finan- 
cial protection  requirements  and 
indeHmdty  ««reements,  XVnd  1.11; 
XXXIV  1.7 
Licensees  rnmTxi^fmf^^r*r,e  dlstrlbatlng. 
or  transferring  bypu^oduct  material. 
XVnd  1.16;  XXXTV  1.10 
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Nuclear  material — Continued 
Licensees  receiving,  possessing,  using, 
or  transferring  special  nuclear  ma- 
terial or  byproduct  or  source  naa- 

terial.    XVHd    1.2,    1.6,     1.9,    1-15; 

XXXTV   1.1.   1.4,   1.6.   1.9 

Medical  uses,  XVHd  1.24;  XXXTV  LIS 
Nuclear  production  and  utilization  facili- 
ties, XVHd  1J21.  1.22;  XXXTV  1.13,  1.14 
Nuclear  reactors;  holders  of  construction 
and  operating  authorizations,  XVHd 

1.10.  1.23  

Nuclear  Regulatory  Commission,  XXXIV 
Nuclear  vessels.  X  3. 10 
Nursing ; 

Scholarship  grants,  TV  3.27 
Student  loan  program.  TV  3.8 
Training  faclliUes,  TV  3.9 
Nursing  homes: 

Health  insurance  for  the  aged  and  dis- 
abled. TV  4.5,  4.8 
Medical  assistance,  TV  5.17 
Owners  or  builders.  V  2.8 
Nutrition,  head  start  program,  TV  7.1 
Nutrition  Service.  Food  and,  1 12 
Nuts;  marketing  orders,  I  2.14,  2.16,  2.17, 
2.21b 

O 


Oats ;  crop  Insurance,  I  8.1 

OccupaUonal  Safety  and  Health  Act  of 
1970,  vm  4.7 

Occupational  Safety  and  Health  Admin- 
Lstration.  VIII  4 

Occupational  safety  and  health  pro- 
grams, IV  3. 3 7 

Ocean  dumping,  permits  to  allow.  XVin 
1.10 

Oceanic  and  Atmo.-^pherlc  Administra- 
tion, National,  n  8 

Oceanographic  vessels.  X  3.26 

Oil  and  gas: 

Butane,  XXIIa  1.2,  1.9 
Deepwater  ports,  transfer.  X  3.32 
Fuel  oil;  withdrawers.  deliverers,  and 

receivers.  XI  3.2 
Gas: 

Detector  tube  units,  TV  3.38 
Natural  gas.  See  beiow. 
Plant  operators  and  owners,  XXIIa 
1.6 
Importers : 

Butane  and  propane.  XXIIa  1.9 
Petroleum  products.  XI  3.10 
Indian  lands: 

Federally  owned  and  restricted,  les- 
sees. VI  3.2 
Mining.    Osage    and    Wind    River 
Reser\'ations,  VI  4.12.  4.i3 
Liquid  pipelines.  X  6.7-6.14 

Natural  ^is:      

Companies,  XXV  IJ2 
Pipelines,  X  6i-6.13 
Prop«iy,  depletion  of,  XI  4.22 
Outer  Continental  Shelf  lessees,  VI  3.9 
Owners  and  operators  of  on  and  off- 
shore facilities.  XVIH  1.11 
Persons  aggrefiating  operating  mineral 

interests,  3a4.26a 
Petroleum  and  petroleum  products: 
Allocations  and  price  requirements, 
XI10.3,XXnal.l 

Refiners,  XXHa  1.10   

SuCT>Uers  and  sellers,  AXiia  1.3,  1.4. 
1.5,  1.8 
Pipeline  operators,  VI  1.3.  4.5;  X  6.2- 

6.5.  6.7-6.13 
Propane,  yxna  1.2,  1.9 
Transfer  <«)eratlons,  X  3.30,  3.31 
Transmission  line  operators.  X  6.6 


Oil  and  gas — Continued 
Wells : 

Depletion  and  depreciatUm.  XI  4JT3 
Separate  mineral  Interests  as  sepa- 
rate properties,  XI  4  26b 
on  Pollution  Act  of  1961,  X  3.25 
Oils: 

Castor  on,  I  5  T2 
Cottonseed,  I  5.2 
Diesel  fuel.  XI  4  69.  4.70.  4.74 
Lubricating.  XI  4  68.  4.70,  4.72 
Sperm  whale.  TI  8.15 
Storage  agreements  for  bulk  oils.  I  5.1 
Tung  oil.  I  5.19 
Oklahoma;  Indian  lauds,  \T  4  9.  4.10 
Older  .American  Community  Service  Em- 
ployment Act,  1973.  \Tn  5.4 
Olives;  marketing  orders,  I  2.20 
Omnibus  Crime  Control  and  Safe  Streets 

Act  of  1968.  Vn  1  12 
Onions,  marketing  orders.  I  2.10 
Operating -differential     subsidized     ves- 
sels;   operators    and    contractors,    n 
5.12-5  14,  5.17,  5.19 
Oranges: 

See  also  Fruit 
Marketing  orders,  1 2.1 
Organizations- 
Dental  health  grant*.  TV  35 
Family  health  center  pro>ecL<;    T\'  3  3 
Health  maintenance.  IV  3  39 
Horse  shows  and  exhibitions.  I  3.2 
Mental  health  facilities.  TV  1.4 
Private   foundations.   XI    4  44b.    4.76, 

4  76a 
Public  and  nonprofil.  II  10  1 .  IV  7.4 
Solid  waste  disposal  projects,  recipi- 
ents of  Federal  grants  for.  VI  7  J 
Tax  exempt.  XI  4.1. 4.42 
Tobacco  loan  organizations.  I  4  11 
Trade  agreements,  I  6.2 
OBBge  Reserrmtion :  mining.  "VT  4  16.  4  12 
Outdoor  advertising  business.  XXIIa  14 
Outer  Continental  Shelf,  VI  3.9:  VHI  2.2. 

2.3:  X  3.13.  3.14 
Overseas  mlUtary  personnel  charter  op- 
erators, XVI  1.9 
Oysters;  padcers  of  canned  oysters.  TV 
2.6 


Packagers;  retail  sale  price  represeoU- 

tlon.XXVni.12 
Packers: 

Cacao  products  and  confectionery,  IV 

222 
Cosmetics,  TV  2.39 
Dairy  products.  I  2.29 
Drugs,  TV  2  16 
Fish,  smoked  and  smoke -flavored.  TV 

2.19 
Food  and  food  products.  TV  2.21 
Livestock  and  poultry,  I  9.9,  9.11 
Medicated  feeds  and  premlxes,  TV  2  18, 

2.20 
Nuts.  I  2.21b 
Oysters.  TV  2.5 

Pharmaceuticals,  TV  2.11  

Radioactive     material,     XVHd     1.13; 

XXXTV  1.8 
Retail  sales  representations,  TV  2.32 
Shrimp,  TV  2.5 
Packers  and  Stockyards  Administration, 

19 
Panama  Canal  Company  and  Canal  Zone 

ci<wemir»ent.  XXXV 
Papayas;  marketing  orders,  I  2.12 
Parachute    loft    certtflcatlc«is,    X    1.28; 

Supp.  n 

Parachute  riggers.  X  1.21 ,  Supp  n 
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Manufacturers  and  processors — Con. 
Fruit-flavor    concentrate    plants,    XI 

8.11  

Fur  products.  XXVU  12 

Oamblms?  devices,  Vn  1.2 

Gas  detector  tube  units.  rV  3.38 

Hair  producUs,  XI  3  6-3  8 

Household  appliances  and  equipment, 

II  7.1 
Lenses.  Impact  resistant.  IV  2.25 
Liquor  bottles.  XI  8.3 
Liquors,  XI  8  1.8  3 
Lubricating  oil,  XI  4.72 
Marine  sanitation  devices.  X  3.28 
Master  records  and  metal  matrices,  XI 

3  3 

Matches,  white  phosphorous,  XI  4.59 

Mattre.sses.  X\TIc  1.9 

Medicated  feeds  and  premlxes,  IV  2.18, 

2.20 
Medicines  and  drugs.  IV  2.1,  2.7,  2.11, 

2  14.  2.16:  XI  3.16,  8.1 
Methadone.  IV  2.34 
Motor    vehicles    and    equipment,    XI 

4.71:  X  7.2,  7.5-7.7:  xvm  1 J 
Munitions  List.  United  State*,  article*, 

X  1.1 

NoLse  control.  XVm  1.7 
Perfumery,  XI  3  16 
Pesticide  chemicals,  XVIU  IX  1.14 
Pharmaceuticals,      5ee      Dnigi     AOd 

Medicines. 
Plasma  i  human) .  IV  2.45 
Poison   prevention  packaging.  XVUe 

1  14 
Postage  meters.  XL  1.2 
Radio  receivers,  XXI 1 .21 
RadloacUve  material.  XVnd  1.4.  l.lft 

XXXTV  1.2,  1.10 
Retail  sale  representations.  IV  2  J2 
Rice,  14.31 

Sale  taxes  and  exemptions.  XT  4.70 
Seals,    Customs:    for    ccrs,   cccniMri- 

ments,  and  packages,  XI  3.19 
Service  supply  procedures,  n  2.22 
Shipping  containers.  X  6.38 
Source  plasma  (human > ,  IV  2.41 
StUls,  XI  8.9 
Sugar,  XI  4.66 

Tax-free  sales  and  services,  XI  4.80 
Textile  fiber  products.  XXVn  1.7 
Tires  and  tubes.  X  7.3.  7.4.  7.6;  XI  4.T1 
Tobacco  and  tobacco  product*.  I  4J, 

4  12.   4.15.   4.17;    XI   8.53-8.61,   8.71- 
8.73,  8  82 

ToUet  preparations.  XI  3.16,  8.21 

Toys,  electrically  operated,  Xvuc  1.12 

Tread  rubber.  XI  4.71 

Vaccine,  cholera,  IV  2  46 

Vessel  supplies  and  equipment,  X  3.23; 

XI  4.78 
Vinegar.  XI  8.8.  8.27 
Welding  pro<'edures.  X  3.9 

Wheat.  I  4  27  

Wool  products.  XI  3.6-3.8;  XXVII  1.1 

Marine  Mammal  Protection  Act  VI  2.5 
Marine  mammals,  certificates  to  take,  n 

8  6:  VI  2.5 
Marine  mammals,  exemption  certificates 
for   sperm   whsde  oil   and  scrtmsliaw 
products,  n  8.15 
Marine    sanitation    devices,    manufac- 
turers. X  3.28 
Maritime  Administration,  n  5 
HulUxne  Commlnioo,  Federal,  XXnr 
Maritime  pristection  and  indemnity  In- 
surance; Insured  Teasels,  n  5.5 
Marltline  scboolo.  II  6.28 


Maritime  services,  radio  stations,    x  xt 

LlO-1.13 
Marketing  allocation  program,  wheat,  I 

4.2a 
Marketing    associations    and    agencies. 

See  Cooperative  associations,  etc. 
Marketing  orders.   See  specific  crop  or 

product 
Marketing  quotas: 

Cotton,  I  4.3.  4.4.  4.7,  4.8 

Peanuts.  I  4.28-4.30 

Rice.  I  4.31 

Tobacco.   I  2.21d,  2.45,  4.9-4.14,  4.18, 
4.18 

Wheat.  I  4.27 
Marketing  Ser\ice,  Agricultural.  I  2 
Master  records  and  metal  matrices,  XI 

3.3 
Masters,  vessels.   See  Vessels 
Matches;  tax  on: 

Manufacturers.  XI  4.59 

Users.  XI  4.68 
Materials  Transportation  Bureau,  X  8 
Maternal  and  child  health  services,  IV 

3.22,3  26,3.53 
Matta-esses,  XVIIc  1.9 
Meat  Inspection  certificates.  I  3.10 
Meatbrokers.  I  3.11 
Mechanical  power  presses,  Vm  4.12 
Mechanics,  aircraft.  X  1.27;  Supp.  n 
Medical  practitioners.     See  Physlclanj 
Medical  programs  and  projects: 

Annuity  and  pension  plans  with  medi- 
cal benefits.  XI  4.16a 

Clinical  cancer  education  program,  IV 
3.45 

Facilities  survey  and  construction.  IV 
3.2 

Health  and  medical  education  grants, 
XLI  1.4 

Library  facilities,  IV  3.13. 3.14 

Long-term  care  f«Illty  services,  IV 
5.25 

Medical  assistance.  IV  5.14-6.18.  5.19- 
5.24.  5.28  

Nuclear  material.  XVnd  1.24;  XXXTV 
1.15 

Nursing  homes,  rv  5.17 

Nursing  special  project  grant.  IV  3.46 

Regional,  rV  3.17 

Scholarship  grants,  IV  3.10 

Utilization  review  committees,  IV  5.20 
Medical     Services     Administration,     IV 

5.14-5.26 
Medicated  feeds  and  premlxes.  IV  2.18, 

2.20 
Medicines    and   medicinal    preparations 

manufacturers  and  producers,  XI  3.18, 

8.1.8  10 
Mental  health,  grants.  IV  3.19 
Mental  health  centers,  community,  IV 

3  4 
Mental  retardaUon  facilities.  IV  7.2,  7.4 
Merchandise,  exporting  carriers.  XI  3.4 
Merchandise    handlers;    repair,    altera- 
tion, or  processing,  XI  3.1 
Merchandisers;    Income    derived    from 

prodiMJtlon.  purchase,  or  sale  of  mer- 
chandise, XI  4.20 
Merchant  Marine  Act,  n  5.30 
Metal  and  nonmetal  mine  operators,  VI 

6  1.  62 
Metal   articles  used   in  remanufacture, 

XI  3  20 
Metalworking  machinery;   defense  ma- 
terials regulations,  n  2.5 


Methadone : 

Dispensers,  IV  2.33 

Maintenance  program  sponsors,  IV 
2.24 

Manufacturers.  IV  2.34 
Metropolitan     plarmlng     fimds.     State 

highway  departments.  X  2.20 
Microbiology  and  serology  laboratories, 

rv  3.20  • 

Migrant  farmworkers,  employment,  vm 

5.8 
Migrant  health  ser\-lces.  IV  3.31 
Migratory  birds,  VI  2.1,  2.8-2.11 
Migratory    workers,    transportation    by 

motor  carriers,  X  2.7 
Milk  and  milk  products : 

See  also  E>airy  products 

Dairy  farms  or  plants  psisteurizlng 
milk  or  cream  for  shipment,  IV  2.10 

Handlers.  I  2.60,  4.2c 

Indemnity  payment  program,  I  4.2c 

Special  milk  program,  1 12.3 
Mineral  lands;  Indian  lands  lessees,  VI 

4.6-4.13 
Mineral  property;  depreciation  and  de- 
pletion. XI  4.23.  4.23a 
Minerals    and   metals.    See   Mines   and 

mining 
Miners'  respiratory  clinics.  IV  3.40 
Mines  and  mining: 

Coal.  VI  3.L  6.3-6.5,  7.2,  7.3 

Computation  of  gross  Income  by  repre- 
sentative market  or  field  price 
method.  XI  4.24 

Indian  lands.  VI  3.8.  3.9.  4.6-4.13 

Lead  and  zinc,  VI  4.11 

Metal  and  nonmetal,  operators,  VI  6.1, 
6.2 

Persons  electing  to  aggregate  separata 
operating  mineral  interests,  XI  4.25- 
4.26 

Research  grants,  VI 7  J 

State  and  local  authorities  receiving 
Federal  aid  for  reclamation  of,  VI  T.2 
Mines.  Biu^au  of.  VI  7 
Mining    Enforcement    and   Safety    Ad- 
ministration. VI  6  _ 
Mobile  homes,  loans.  XI  2.1;  XXH  1.3; 

XXin  l.n.  2.5,  3.3;  XLI  1.3 
Mohair;  producers  and  marketing  agen- 
cies, I  5  5 
Montana ;  Indian  lands,  VI  4.8 
Mortgagors.     See  Housing 
Motor  carriers : 

See  also  Carriers 

Brokers  for  XXX  1.7 

Cargo  tanks.  X  6.23.  6.24,  6.26.  6.35 

Class  I  and  n,  X  2.3 

Class  ni,  X  2.4 

Drivers'  records  and  reports,  X  2.8- 
2.10.2.12,2.14 

Explosives,  transportation,  X  2.8 

Foreign  commerce,  X  2.10-2.14 

Freight  and  passenger  rate  increases, 
XXX  1.11 

Interstate.  X  2.8.  2.10-2.14 

Migratory  workers,  carriers  of.  X  2.7 

Rate  Increases  data;  freight  and  pas- 
senger. XXX  1.12  

Rate-making  organizations.  XXX  1.10 
Motor  fueL  special,  XI  4.69.  4.70,  4.74 
Motor  vehicles  and  equipment: 

Commuter,  single  passenger,  reduction 
use  incentive.  XVm  1.17 

Manufacturers,  X  7.2.  7.5.  7.6.  7.7; 
xvm  1.3 

•nres.  X  7.3.  7.4,  7.6;  XI  4.71 
Municipalities:  acquiring  or  constructing 

interstate  toll  bridges,  X  2.16 
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Munitions  Control.  OfBce  of ,  X  1 
Munitions  List.  United  States,  IX  1.1;  XI 

8  89 
Mutual  and  subsidiary  sendee  companies, 

XXXVm  1.4 

N 


Narcotics   addicts,   methadone   mainte- 
nance program.  IV  2.24 

National  Aeronautics  and  Space  Admin- 
istration. XXXI 

National  banks: 
Certificates  executed  under  ExcepUon 
13  of  R.B.  5200.  XI  2.4  ^  ^r 

Directors  and  principal  ofBcers,  XI  2.5 
Exercising  trust  powers,  XI  2.2 
Hood  insurance  loans.  XI  2.1 
Investments  In  8ec\iritie8.  XI  2.8 
Security  derlces.  XI  2.7 
Shareholder  lists.  XI  2.3 

National  Bureau  of  Standards.  H  7 

National  Center  for  Deaf -Blind  Youths 
and  Adults.  IV  7.5 

National  Credit  Union   Administration, 

xixxn 

National  Highway  Traffic  Safety  Admin- 
istration. X  7 

National  Housing  Act.  V  2  1-2.6 

National  Institutes  of  Health.  IV  3.15.  9 

National  Library  of  Medicine.  IV  3  15 

National  Oceanic  and  Atmospheric  Ad- 
ministration, n  8 

National  park  concessioners.  VI  8.1,  8.2 

National  Park  Service.  VI 8 

National  Transportation  Safety  Board. 
XXXIU 

Natural  deposits  depreciation  and  deple- 
tion. XI  4.23 

Natural  gas:    

Companies,  XX  V  1.2 
Pipelines,  X  6.2-6.5.  6.13 
Property  depletion,  XI  4.22 
Transmission  lines.  X  6.6 

Navajo  Indian  Reservation: 
Employers  of  industrial  homeworkers, 

vni2.ao 

PawnbrokETS  and  business  owners,  VI 
4.14.  4.19 
Naval  stores: 

Producers  of  gum  naval  stores,  I  4.2 
Turpentine    and    rosin    processors,    I 
2.56 
Navigators :  aircraft,  Supp.  n 
Navy;    contractors  and  subcontractors, 

XI  4.44 
Nectarines :  marketing  orders.  1 2.4 
Neighborhood    Youth    Corps    projects, 

sponsors,  Vm  5.3 
Newspapers.  XXIIa  14 
Nickel  and  nickel  alloys:  defense  mate- 
rials regulations.  II  2.6 
Noise  Control  Act  of  1972.  XVEQ  1.7 
Nonappr{»3ri«-ted  Fund  Instrumentalltiei 

Act,  Vin  2.2.  2.3 
Nonfood  assistance  programs,  i  12.9 
North  Korea;   shipping   restrictions,   n 

2.32 
Northwest  Atlantic   Fisheries.  Interna- 
tional Commission  for  the,  n  8.10,  8.11 
Nuclear  material : 
Exporters  of  related  commodities.  II 

2.10 
Licensees  and  others  subject  to  finan- 
cial protection  requirements  and 
indemnity  agreements,  XVnd  1.11; 
XXXIV  1.7 
Licensees  ma thi  f tIiitI  i i it  dlstrfixrtlng, 
or  transf«Ting  byproduct  HvateriaL 
XVnd  1.16;  XXXIV  1.10 
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Nuclear  material — Continued 
Licensees  receiving,  possessing,  using, 
or  transferring  special  nuclear  ma- 
terial or  byproduct  or  source  ma- 
terial,   xvnd    1.2,    1.6.    1.9.    1.15; 

XXXTV   1.1.  1.4.   1.6.   1.9 

Medical  uses.  XVHd  1.24;  XXXIV  1.15 
Nuclear  production  and  utilization  facUi- 
Ues.  XVHd  1.21. 1.22;  XXXIV  1.13.  1.14 
Nuclear  reactors;  holders  of  construction 
and  operating  authorizaUons,  XVnd 
1.10.  1.23 
Nuclear  Flegulatory  Comraisslou.  XXXIv 
Nuclear  vessels,  X  3,10 
Nursing: 

Scholarship  grants.  TV  3.27 
Student  loan  program.  IV  3.8 
Training  faciUUes,  R^  3.9 
Nursing  homes: 

He.ilth  insurance  for  Uie  aged  and  dis- 
abled, rv  4.5.  4.8 
Medical  assistance,  IV  5.17 
Ow^lers  or  builders,  V  2.8 
Nutrition,  head  start  program,  IV  7,1 
Nutrition  Service.  Food  and.  1 12 
Nuts;  marketing  orders,  I  2.14.  2.16.  2.17, 
2.21b 

O 


Oats ;  crop  Insurance.  I  8.1 

Occupational  Safety  and  Health  Act  of 
1970,  vm  4.7 

Occupational  Safety  and  Health  Admin- 
istration. VIII  4 

Occupational  safety  and  health  pro- 
grams, IV  3.37 

Ocean  dumping,  permits  to  allow,  XVLH 
1.10 

Oceanic  and  Atmo.<^pheric  Administra- 
tion. Nationsd,  n  8 

Oceanographic  vessels.  X  3.26 

OH  and  gas: 

Butane,  XXIIa  1.2, 1.9 
Deepwater  ports,  transfer.  X  3.32 
Fuel  oil;  wlthdrawers,  deliverers,  and 

receivers.  XI  3.2 
Gas: 

Detector  tube  units,  rV  3.38 
Natural  gas.  See  below. 
Plant  operators  and  owners,  XXna 
1.6 

Importers :  

Butane  and  propane.  XXHa  1.8 
Petroleum  products,  XI  3.10 
Indian  lands: 
Federally  owned  and  restricted,  les- 
sees, VI  3.2 
Mming,    Osage    and    Wind    River 
Reservations.  VI  4.12.  4.i3 
Liquid  pipelines,  X  6.7-€.l4 
Natural  gas: 

Comp«uaies,  XXV  IJ 
Pipelines.  X  6.2-6.13 
Property,  depletion  of.  XI  4.22 
Outer  Continental  Shelf  lessees.  VI  3.9 
Owners  and  opjerators  of  on  and  off- 
shore facilities,  XVm  1.11 
Persons  aggv^atlng  operating  mineral 

Interests,  :3a4.26a 
Petroleum  and  petroleum  products: 
Allocations  and  price  requirements, 
XI10.3.XXnal.l 

Refiners,  XXHa  1.10   

Suppliers  and  sellers,  xxiia  1.3,  1.4, 
1.5,  1.8 
Pipeline  operators,  VI  1.3.  4.5;  X  6.2- 

6.5.6.7-6.13 
Propane.  XXIIa  1.2.  1.9 
Transfer  operations.  X  3.30.  3.31 
Transmission  line  operators,  X  6.6 


Oil  and  gas — Continued 
Wells : 

Depletion  and  depreciation.  XI  4.^3 
Separate  mineral  Interests  as  sepa- 
rate properties.  XI  4.26t) 
on  Pollution  Act  of  1961.  X  3.25 
Oils: 

Castor  oa.  I  5.12 
Cottonseed.  I  5,2 
Diesel  fuel,  XI  4  69,  4.70,  4  74 
Lubricating.  XI  4  68,  4.70,  4.72 
Sperm  whale.  II  8.15 
Storage  agreements  for  bulk  oils,  I  5.1 
Tung  oil.  I  5.19 
Oklahoma:  Indian  lands.  VL  4.9.  4.10 
Older  .Ajnerlcan  Community  Service  Em- 
ployment Act  1973.  \'in  5.4 
Olives;  marketing  orders.  I  2.20 
Omnibus  Crime  Control  and  Safe  Streets 

Act  of  1968,  Vn   1  12 
Onions,  marketing  orders.  I  2.10 
Operating -dlfferenUal     subsidized     ves- 
sels;   operators    and    contractors,    n 
5.12-5  14,  5.17,  5.19 
Oranges : 

See  alao  Fruit 
Marketing  orders,  I  2.1 
Organizations: 
Dental  health  grants,  IV  3  5 
Family  health  center  projects,  W  3  3 
Health  maintenance.  IV  3  39 
Horse  shows  and  extilbttlons.  13  2 
Mental  health  facUltJes.  IV  34 
Private   foundations.   XI    4  44b.    4  76, 

4  76a 
Public  and  nonprofu,  II  10  1 .  IV  7  4 
Solid   waste  disposal  projects.  recliM- 

ents  of  Federal  grants  for,  VI  7.3 
Tax  exempt,  XI  4.1.  4.42 
Tobacco  loiin  organliatlons,  I  4.11 
Trade  agreements.  I  6.2 
Ooage  Reserration :  minmg.  VI  4  18,  4.12 
Outdoor  advertising  b'uslneas.  XXIIa  1  4 
Outer  Continental  Shelf,  \T  3  9:  vm  2  2, 

2.3:  X  3.13,  3.14 
Overseas  military  personnel  charter  op- 
erators. XVI  1.9 

peckers  of  canned  oysters.  IV 


Oysters: 
2  5 


Packagers:  retail  sale  price  representa- 
tion, XXVn  1.12 
Packers: 

Cacao  products  and  confectionery.  IV 

2.22 
Cosmetics.  IV  2.39 
Dairy  products.  I  2.29 
Drugs,  rv  2.16 
FL<:h.  smoked  and  smoke -flavored.  IV 

2.19 
Food  and  food  products.  IV  2.21 
Livestock  and  poultry.  I  9.9.  9.11 
Medicated  feeds  and  premlxes,  IV  2  18, 

2.20 
Nuts,  I  2.21b 
Oysters,  IV  2.5 
Pharmaceulicais,  IV  2.11 
Radioactive     material.     XVnd     1.13; 

XXXTV  1.8 
Retail  sales  representations.  TV  2.32 
atrlmp,  IV2Ji 
Packers  and  Stockyards  Administration, 

19 
Panama  Canal  Company  and  Canal  Zone 

rvwemment,  XXXV 
Papayas;  marketing  orders,  I  2.12 
Parachute    loft    certlficaUons.    X    1,28; 

stipp.n 

Parachute  riggers.  X  1.21;  Supp.  H 
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Park  Service.  National,  VI  8 
Partnerships: 
Foreign.  XI  4  41c 
Indian,  loan  agreements.  VI  4.1 

Oil  and  gas  property;  depletion  allow- 
ance. XI  4  23b 
Pathology  laboratories.  IV  3.20 
Patient   workers,   haspltals  and  Institu- 
tions employing.  VTH  2.19 
Pawnbrokers,  VI  4.14;  XI  8.87 
Payment  prograni.s.  mohair.  I  5  5 
Peaches;  marketing  orders,  I  2.5 
Peanutj: 

Buyers,  I  4  29 

Crop  Insurance.  18  1 

M.iikrtir.t;  order.^,  I  2  21b 

Marketing  quotas,  I  4  28-4.30 

Price  support  program,  I  5.4 

Producers,  I  4,28 

Shellers.  I  4.30.  5.4 
Pears:  marketing  orders.  I  2  5,  2.22 
Peas;  crop  Insurance.  I  8.1 
Pension.';    VHI  6  1.  6.2;  XXXn  1.1 
Perfumery  manufacturers  and  produc- 
ers. XI  3.16  ' 
Periodic  requirements  license  applicant, 

II  2.14 
Perishable  Agricultural  Commodities  Act 

of  1930,12  23 
Pesticides: 

ChemicaLs,    persons    with    an    experi- 
mental permit  for  use  of   XVni  1.2 

Land  fills.  XVIII  1  16 

Producers,  XVIII  12,  1  14 

State     agencies,     quarantine     public 
health  e.xemption,  XVTII  1  15 
Petroleum  and  petroleum  products.  See 

Oil  and  ga.s;  and  Oils 
Pharmaceuilcals;  manufacturers,  proces- 
sors, packers,  IV  2.11 
Physical   therapv    outpatient,   providers 

of.  IV4  7,  4  8 
Physicians: 

Federal  employees,  treatment  of.  vm 
2.1 

Hospitals  under  agreements  apportion- 
ing physicians'  compensation.  IV  4.4 
Pilots  school;  aircraft,  Supp.  II 
Pilots,  aircraft.  X  1,17,  1.23;  Supp.  H 
Pipelines: 

Interstate  commerce.  XXX   1.5 

Liquid.  X  6.7-6.12,  6.14 

Natural  gas,  X  6  2-6.5 

Operators,  VI  4.5;  X  6.2-6  5,  6  7-6.14 

Safety,  X  6.1-6.13 

Trans-Ala^ska    Pipeline   Authorization 
Art.  VI  1.3 

Welders.  X  6,1 
Pistols  and  revolvers.  See  Firearms 
Plant  Health  Inspection  Service.  Animal 

and.  I  3 
Plasma  i  human  - ,  IV  2.41.  2.43-2.45 
Plasmapheresis  centers,  IV  2.44 
Plums;  marketing  orders.  I  2.5 
Poison  prevention  packaging,  X\'TIc  1.14 
Policy  Development  and  Research,  Office 

of  Assistant  Secretary  for.  V  3 
Political  candidates,  extension  of  credit 

by  air  can-iers,  XVI  1,1 
Political  committees,  treasurers.  XXIIa 

12,  1.3.  1.5 
Political  contributions  and  fees,  sale  of 

defense  articles  or  services.  EX  1.2 

PoUuUon  control: 

Air.  XVni.   1.3,   1.5,   1.6,   1,17 
Ocean    dumping,    permits    to    allow. 
XVIII  1.10 


Pollution  control — Continued 

Pollutant  discharge  elimination  pro- 
gram, xvrn  1.8 

Water.  XVTII  1.13 
Postage  meters: 

Licensees.  XL  1.1 

Manufacturers.  XL  1.2 
Postal  Service.  United  States,  XL 
Potatoes;  marketing  orders,  I  2.9,  2.58 
Poultry  and  poultry  products: 

Dealers,  I  9.4,  9.5.  9.11 

Market  agencies,  I  9.2-9.3,  9.6,  9.7 

Packers.  I  9.9,  9.11 

Processors.  I  3.5 

Shippers.  I  2.27,  3.5 

Weighers,  I  9,6,  9,7 
Power  Commission,  Federal,  XXV 
Practitioners.     See  Physicians 
Pre.'-idential  candidates;  primary  match- 
ing fund;>,  XXIIa  1.1 
Price    support    program.    See    Agricul- 
tural commodities  or  specific  commod- 
ity 
Primates,  nonhuman;   Importers  of,  IV 

3  44 
Priorities    and   Allocations   System   be- 
tween Canada  and  the  United  States, 

II  2  2 
Private  agencies.  See  Public  and  private 

agencies. 
Processors.     See      Manufacturers      and 

processors 
Producers : 

Articles  entitled  to  drawback,  XI  3.14- 
3.16 

Butane.  XXIIa  1.9 

Celery,  I  2.13a 

Cotton,  I  4  8 

Flavoring  extracts,  XI  3.16 

Gum  naval  stores.  I  4.2 

Lambs  and  yearlings.  I  5.6 

Medicinal  preparations,  XI  3.18 

Mohair,  I  5.5 

Peanuts,  I  4.28 

Perfumery,  XI  3.16 

Propane,  XXHa  1.9 

Rice,  14,31 

Tobacco,  I  4,9.  4.10 

ToCet  preparations,  XI  3.18 

Wheat.  I  4.27 

Wine  for  family  use,  XI  8.25 

Wool,I5  6 
Propane.  XXHa  1,2,  1.9 
Property: 

Depreciation   and   depletion.  XI  4.1a, 
4.3-4.3C,  4.5,  4  22-4  23c.  4.24,  4,38b 

Distribution  by  bank  holding  corpora- 
tion, XI  4.36 

Executors  or  other  legal  representa- 
tives of  decedents,  XI  4.33 

Participants   In    the   transfer   of,   XI 
4.10-4.14,4.16,4.35 

Persons  making  or  receiving  gifts  of. 
XI  4  34.  4.46 

Section  38  property,  XI  4  la 

Transportation  by  air.  XI  4.82 
Proprietary  solvents,  dealers  and  users, 

XI  8.22 
Prunes:  marketing  orders,  I  2.8,  2.21,  2.24 
Psittacine    bird    treatment    centers,    IV 

329 
Public  airports,  construction,  X  1.31-1.33 
Public  assistance  programs,  IV  5.30,  5.31 
Public  Contracts  Act.  VIH  2.4.  2.6,  4.4,  4.6 
Public  Health  Service.  IV  3 
Puhlic  Housing: 

Agencies    participating    In    assistance 
payments  program,  V  8.2 

Home    owners,    assistance    payments 
program.  V  8  1 


Public  and  private  agencies : 

See  also  States  or  State  agencies 
Coast   Guard   compliance   certificates 

and  documents,  X  3.12 
Community  development  block  grants. 

V  6.1 
Community  health  services  projects. 

IV  3.58 
Dental  health  grants,  TV  3.5 
Design,  construction  or  alteration  of 
publicly-owmed     residential     struc- 
tures. V  1.7 
Employment  grants,  VTII  5.6 
Family  health  center  projects,  IV  3.3 
Family  planning  services,  TV  3.25 
Fire  protection  activities,  vm  2  7 
Health,  Education,  and  Welfare  De- 
partment grants.  IV  6.4 
Health  manpower  education  Initiative 

grants,  IV  3.55 
Health   programs.  IV  3.28.   3.49.   3.50. 

4.7.  4.8 
Health  research,  IV  3.61.  3.62,  3.63 
Health  services   research   centers,   IV 

3.56 
Health  systems  agencies,  TV  3.57 
Hemophilia  treatment  centers,  IV  3.60 
Home  health  services.  TV  3.59 
Law  enforcement  activities,  VIII  2.7 
Lending  institutions,  private,  I  7.5.  7.6, 

7.7 
Maternal  and  child  health  and  welfare 

research  grants.  IV  3.26 
Mental  health  facilities,  IV  3.4 
Mental  retardation  facilities.  IV  7  4 
Migrant  health  services,  IV  3.31 
National  .Aeronautics  and  Space  Ad- 
ministration grants,  XXX  1.23 
National  Research  Service  Awards.  IV 

3.48 
Occupational  safety  and  health  pro- 
grams. IV  3  37.  3.52 
Refugee  relief  loans.  XI  1.1 
Rehabilitation  agencies,  TV  4.7,  4.8 
Relocation  assistance  programs,  V  1.1 
Retired   citizens   volunteer   programs. 

rV7.6 
Sudden  infant  death  syndrome  grants. 

IV  3.47 
Travel  promotion,  n  10.1 
Public    safety    radio    services    stations, 

XXI  1.16.  1.17 
Public  service  aircraft.  XXI  1.15 
F*ubllc  Services  Administration,  IV  5  34 
Public  utilities.  See  Utilities. 
Public  water  systems,  owners  and  opera- 
tors. XVni  1.19 
Public  works : 
Grants  and  loans,  recipients  of.  n  1.1 
State  agencies  plan  for,  V  4.2 
Public  Works  and  Economic  Development 
Act,  n  1.6.  9.2 

Pueblo  Indian  Reservation;  employers  of 

industrial  homeworkers.  vm  2.20 
Puerto  Rico : 
Beer,  XI  8.34 
Cigarette  papers  and  tubes,  XI  8.62. 

8.66,  8.67 
Cigars  and  cigaretes,  XI  8.59 
DlstUled  spirits.  XI  8.31,  8.32 
Employers  of  homeworkers,  Vm  2.21 
Ll(luors     brought     into     the     United 

States  from.  XI  8.31-8.37 
Petrolexmi  suppliers,  XXIIa  1.8 
Tobacco  and  tobacco  products,  I  5  10; 

XI  8.59.  8.71-8.74 
Wine,  XI  8.33 
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Purchase  programs: 

Castor  oil,  15.12 

Cottonseed,  I  5.18 

Tobacco.  Puerto  Rican,  I  5.10 
Purchasers : 

Aircraft  fuel,  XI  4  81 

Fish,  regulated  species  of,  11  8.10 

War-built  vessels,  n  5.21 

Wildlife.  VI  2.3 
Purchasing  associations,  cooperative,  XI 

4.20d 

Q 

Quapaw  Agency;  mining  for  lead  and 
zinc  on  land  under  Agency  jurisdic- 
tion, VI  4.11 

Quarantine     faculties,     operators,     im- 
ported birds,  I  3.14 
R 

Radiation,  employers  of  personnel  ex- 
posed to.  Vrn  4.5;   X\Tld   1.14 

Radiation  standard,  ionized,  vm  4.8 

Radio  beacon  facilities  owners,  X  1.29 

Radio  recelwra;  manufacturers,  owner*, 
and  distributors.  XXI  1.21 

Radio  stations: 
See  also  Carriers 
Aircraft,  XXI  1.14-1.15,  1.33 
Alaska,  XXI  1.10 

Amateur,  XXI  1.19  

Broadcast  booster  stations,  XXI  1.35 
Citizens  service  stations.  XXI  1.17,  1.23 
Disaster  oommunlcations  service.  XXI 

1.25  

Domestic  public   radio   services,   XXI 

1.26  

Educaticmal  services.  XXI  1.2-1.4,  1.30, 

1.43 
Experimental   and   auxiliary   services, 

XXI  1.5-1.8 
Industrial  radio  stations,  XXI  1.16-1.18 
International  communications  services, 

XXI  1.2,  1.3,  1.9.  1  29,  1,31  

Land    transportation    facilities.    XXI 

1.16,  1.17 
Ucensees.     XXI     1.1-1.20.     1.23-1.26. 

1.29-1.33,  1.35-1.38    1.43 
Maritime  services.  XXI  1.10-1.13 
Microwave     service,     private     opera- 

tional-fixed,  XXI  1.20 
Operational,  XXI  1,20.  1,33 
Plurality  ship  stations.  XXI  1.36 
Public  safety  services  'KXl  1  16-1,17 
Translator  stations,  XXI  1.35 
Vessels,  XXI  1.13,  1.36-1.38 
Radioactive    material,    X    6.34;    XVTId 
1.2,  1.4.  1.5,  1.13,  1.20;  XXXPV  1.1-1. 3, 
1.8.  1.12 
Radlobiology  laboratories,  TV  3.21 
Railroad  Retirement  Act,  XXXVn  1.3 
Railroad  Retirement  Board,  XXXVn 
Railroad  Retirement  Tax  Act,  XI  4.51, 

4.54-455 
Railroads: 

See  al30  Carriers 

.■\ccident5.X4.3 

Defective  cars,  information  cards,  X 

4.5 
Electric,  X  4.2:  XXX  1.2 
Express  companies,  X  4.4;  XXX  1.3 
General.  X  4.1;  XXX  1.1 
Participating  In  a  tax-free  reorganiza- 
tion, XI  4  14  ^^ 
Persons  furnishing  cars  to,  XXX  1.6 
Pipeline  companies,  XXX  1.5 
Rate-maktng  organizations,  XXX  1.10 
ReUrement.  XXXVH  1,3 


Railroads — Continued 
Rolling  stock,  persons  electing  to  de- 
duct rehabilitation  expenditures,  XI 

4  5a 
Unemploj-ment  insurance,  XXXVn  1.1 
Work    reimbursement,    applicants.    X 
221 

Raisins:  marketing  orders,  I  2.19.  2.24 

Rate-making  organizations  subject  to 
requirements  of  the  Interstate  Com- 
merce Commission.  XXX  110 

Real  estate  investment  trust.  XI  4.30 

Real  estate  loans,  I  7.6;  V  9.1;  XI  2.1; 
xxn  1.3 

Records  custodians.  Federal  Credit  Un- 
ion, xx.xn  1.6 

Records  preservation  program.  Federal 
Credit  Union,  XXXn  14 

Recreational  facilities,  loaiis  and  grants, 
I  7.3 

Refiners,  petroleum,  XXIIa  110 

Refugee  relief  loans.  XI  1.1 

Refugee  children  programs,  Indochlnese. 

IV  1.23 

Regional  Acticm  Planning  Commissions, 

n  9 

RehabUitation  Act  of  1973,  employment. 

vrn  1.10 

Rehabilitation  Service.  Social  and.  TV  5 
Religious  orders  electing : 

Old-age  survivors  and  disability  insur- 
ance. IV  4.2 

Social  security  coversvge.  XI  4  4* 
Relocation  assistance  projects  and  pro- 

erams.  I  10.2:   IV  6.2;  V  11;   VI  1.1: 

X  2.2.  8,1;  XVXn  1.4 
Renal  disease  services,  end-stage,  sup- 
pliers of.  IV  4.12 
Renderers  dealing  in  animal  carcasses, 

I  3.11 
Repair  stations,  aircraft.  X  1.24-1.26 
Repairmen,  aircraft.  Supp.  II 
Research:  - 

Animals.  I  3.8 

imologlcal  produc  ta.  I S  .< 

Cancer,  IV  S.62 

Grants.   I   10.1;    IV  3.1.   3.6;    VI  7 J; 
XLI  1.2 

Health.  IV  3.1,  3.6,336 

Human  subjects,  grants  or  contracts. 
IV  3.63,  9.1 

Maternal  and  cblld  health  and  wti- 
fare.  IV  3.26 

Water  resources,  VT  9.1 
Research    and    development    ec« tracts, 

V  3.1;  XXrX  1.7,  1  15.  1.1«;  XXXI  1.1. 
1.2,  1.6.  1.12 

Reservations.  See  Indian  lands. 

Reserve   funds;    taxpayers   efitabllshln* 

construction    reserve    fimds.    n    5.18, 

5.18a 
Residential  rental  property,  XI  4.3b 
Respiratory  clinics,  miners'.  IV  3.40 
Retailers.     See  Dealers 
Retired  citizens  volunteer  program,  IV 

7.6 
ReUrement.  railroad,  XXXvn  l.S 
Retirement  plan,  contrlbators,  XI  4.42b 
Revenue  Sharing.  Office  of ,  XI  9 
Revolvers.     See  Hrearms 
Revolving  credit  plan  dealers,  XI  4.19 
Rhodesia.    Southern;     transporters    of 

commodities.  H  2.33 
Rhodeslan   transaction   regulations,  XI 

5.1 


Rice: 
Cooperative    marketing    association*, 

15.19 
Crop  Insurance,  1 8.1 
Marketing  Quotas,  I  4.31 
Price  support  program,  I  5.19 
Producers,  warehousemen,  mill  or  ele- 
vator operator?,  other  processors  or 
transferees,  aiid  bu>"ers.  I  4.31,  5.14 
Riot  reinsurance  program.  V  1.6 
Rosin  processors  for  naval  stores.  I  2.56 
Rubber,  tread,  XI  4  71  ^^ 
Rugs;  manufacturers.  XVilc  1.8 
Rye;  crop  Insurance,  I  8.1 

S 

Safe  deposit  boxes.  Federal  credit  unions. 

XXXU  1.3 
Safety  AdmlnL^tration.   National  High- 
way TrafSc.  X  7 
Safety  Board,  National  Transportation, 

XXXIII 
Safety  Convention.  XXI  1.38 
Safety  standards: 

Aircraft.  See  National  Transportation 
Safety  Board 

Coal  mines.  VI  6  3,7.8 

Highway.  X  7.1 

Mines    See  Mining  Enforcement  and 
Safety  .'Administration. 

Motor  vehicles.  See  National  Highway 
Traffic  Safety  .\dministration. 

Occupational  IV  3.37 ;  \'ni  4 

Vessels.     Sc£    Coast    Guard,    United 
States 
Sanitation  devices,  marine.  X  3.J8 
Savings  banks,  mutual,  XI  4  21a.  4  21b 
Savings:    and    loan    associations,    XXIII 

1  1-1.12,  2.1—2.8,  2  10,  2  11.  3,1—3.3 
Savings    and   loan    holding    companies, 

XXin  4,1 
Schools: 

See     also     Educational     In&tituUoas; 
Students. 

Aircraft  mechanic.  X  1.27;  Supp.  n 

Airman  agency  flight  or  ground.  Supp. 

n 

.Aviation   maintenance   technician.   X 

1.27 
Biomedical  support  programs.  Indian. 

IV  3  51 
Breakfast  programs.  1 12,5 
Construction.  IV  1.2.  1.3 
Current  expenditures,  IV  1  4 
Dispatcher  course  operators.  X  !  22 
Equal  employment  opportunity,  XTV 

1.5.  16 
Flight  engineer,  X  1  38 
Plight  navigator.  X  1.20 
Pood  service  program  for  childroi,   I 

12.2-12  5.  12.8.  12.11 
Ground  Instructor,  flight  school,  Supp. 

n 

Health  professions,  IV  3.7.  3.32.  3.42, 
3.43,  2J>b 

Institutes  of  higher  education,  fellow- 
ships, rv  17 

Lunch  programa.  I  12.1,  12.4.  12.8 

Maritime,  n  6.28 

Maternal  and  chDd  health  and  wilfare 
grants,  IV  3,53 

Medical : 

Clinical  cancer  education  program, 

IV  3.45 
Conversion  from  2 -year  achoola,  IV 

3.34 
Grants.  IV  3.7.  3  35;  XLI  IJ,  1.4 
Research,  IV.  3.61 
Scholarship  grants,  IV  8.10 
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Schools — Continued 
Milk  program.  I  12  3 
Nurse  training  facilities.  IV  3.8 
Nursing.  IV  3  27.  3  46.  3.54 
Occupational  safety  and  health  edu- 
cation programs.  IV  3.52 
PUot.X  1,23.  Supp,  II 
Private    nonprofit,    receiving    Federal 

aid.  IV  15 
Public  health  training,  IV  3.11 
Teaching  facilities,  IV  3.33 

Science  and  Technology.  Assistant  Sec- 
retary for,  II  3 

Scientific  Institutions  conducting  experi- 
mental or  research  operations,  XI  8.12 

Scrimshaw  product.'^;;  exemption  certlfl- 
cat^s.  II  8.15 

Seafood;  packers,  IV  2.5 

Seals,  Customs;  manufacturers,  XI  3.19 

Second  War  Powers  Act  of  March  27, 
1942,  Supp.  I 

Securities    and    Exchange    Commission, 

xxx\'ni 

Securities  or  stocks: 
Arbitrage  operatlona,  XI  4.37 
Brokers  and  dealers,  XI  4.67,  4.79.  7.4; 

XXXVin  1.1-1.3,  1.13 
Credit  collateralized.  XXVT  1.5,  1.1 
Credit  for  purchase  of,  XXVI  1.1-1.4 
Distribution.  XI  4.36 
Japane.^e  issues.  XI  4.79 
Quotations.  XXX VIII  1.12 
Real  estate  Investment  trust.  XI  4.30 
Redemption,  waiver  of  attribution,  In- 
terest termination,  XI  4.7a 
Straddles.  XI  4.37a 
Tax  computation,  XI  4.32d 
Transfer  or  disposition.  XI  4.10-4.14 
4  32d.  4  35 

Seed  ■ 
Growers,   procurers,   and  shippers,   I 

2  49-2  52 
Warehousemen,  I  5.14 

Senior  community  service  employment 
pro(?ram.  Vm  18  _ 

Service  Contract  Act  of  1965,  Vm  1.5; 
XXXI  1  22 

Senice  supply  procedure,  exports  an  I  re- 
exports, 112.22 

Shareholders: 
Klectlons   flled  respecting  tax  treat- 
ment of  corporate  reorganlzatk>D8, 
XI  4  16 
Loss    deductions    on    small    buslnefls 

stock,  XI  4  38 
Receiving  distributions  In  liquidation 
of  a  domestic  oorixjratlon.  XI  4.8 

Sheltered  workshops,  Vm  2.14 

Bblp  construction  reserve  fimd;  taxpay- 
ers establishing  fund,  II  5.18,  5.18a 

Slupper.-^' 

Antibiotic  drugs,  IV  2.6,  2.16 
Cargo  security  standards,  X  6.32 
Ci^'ars  ;md  cigarettes,  XI  8.71-8.75 
Color-additive  food,  drugs  or  cosmetics, 

IV  2.13 
Cosmeucs.  unlabeled.  IV  2.1 
Drugs.  IV  2.1.  2.6,  2.16 
Flammable  fabrics,  XVIIb  1.6 
Fixxl.  IV  2.1,  2.35 
Foreign  containers.  X  6.30 
Fruits  and  vegetables,  I  3.23 
Furs.  VI  2.7 

Hazardous  materials,  X  6.29 
Hazardous      substances,      unlabeled, 

X\TIc  1.10 
Hides,  VI  2.7 
Liquors,  XI  8.35 


Shippers — Continued 

Poultry  and  poultry  products,  1 2.27,  3.5 

Property  by  air,  XI  4.82 
Radioactive  material,  X  6.34 

Seed.  I  2.4S-2.61 

Skins,  VI  2.7 

Tobacco    and    tobacco    products     XI 
8.71-8.75 

WUdllfe.  VI  2.3 
Shipping  company  agents,  n  2.15,  2.17, 

5.1-59 
Slilpping  containers.  X  6.36 
Shipping  Restriction  Orders  T-1  and  T- 

2 ;  Soviet  bloc  countries.  Hong  Kong, 

Macao,    China,    North    Korea.   North 

Vietnam,  South   Vietnam,   Cambodia, 

Albania,  and  Cuba,  n  2.32 
Ships.     See  Vessels 
Shrimp: 

Packers  of  proce.s.sed  shrimp,  IV  2.5 

Vessels  fishing  for,  n  8.4 
Skins,  shJpE)ers,  VI  2.7 
Slaughterhouse  operators,  I  3.12 
Sleepwear,  children's.  XVIIc  1.16 
Small  business : 

Contracts.  XXIX  1.4;  XXXI  1.15 

Corporation  stock,  loss  deduction  on, 
XI  4.38 

Corporations  distribution  of  previously 
taxed  Income,  XI  4.41 
Small  Business  Administration,  XXXIX 
Small  Business  Investment  Act,  XXXIX 

1.1 
Smelters  and  refineries;  metal  bearing 

materials.  XI  3.12 
Social  and  Rehabilitation  Service.  IV  5 
Social  security : 

Employers  employee  taxes,  XI  4.60 

Religious  orders  electing  coverage,  IV 
4.2;  XI  4.48 

State  and  local  government  employee*, 
IV4.1 
Social  Security  Administration,  IV  4 
Social  service  programs.  IV  5.34 
Solid  waste  disposal  projects,  recipients 

of  Federal  grants  for.  VI  7.3 
Solvents,    Industrial    and    pr  prletary; 

dealers  and  users,  XI  8.22 
Southern  Rhodesia;  transporters  of  com- 
modities, n  2.33 
Soviet  bloc  countries;  shipping  reeixlc- 

tlons.  n  2.32 
Soybeans : 

Cooperative  marketing  associations,  I 
5.19 

Crop  insurance,  I  8.1 

Price  support  program,  I  5.19 
Space    Administration.    National    Aero- 
nautics and.  XXXI 
Special   Action   Office   for   Dnig   Abuse 

Prevention,  XXXTXa 
Speech  pathology  services,  providers  of, 

IV  4.7,  4.8 
Stabilization  and  Conservation  Service, 

Agricultural.  I  4 
Stamp  taxes.  XI  4.62,  8.40 
Standards,  National  Bureau  of.  n  7 
State  and  local  governments: 

Audits.  XI  9.1 

Disaster  assistance,  V  7.1 

Grants,  V  1.2;  XXIX  1.11 
State  apprenticeship  council,  VHI  1.14 
State  Department,  IX 

Agency    for    International    Develop- 
ment, IX  2 

Munitions  Control  Office,  IX  1 
State  Technical  Services  Act  of  1965,  n 

3.1 


States  or  State  agencies: 
See  also  State  and  local  governments 
Agricultural   commodity   distribution 

programs.  I  12.1-12.12 
Anadromous  Fisheries,  VI   2.4 
Apprenticeship  agencies,  Vm  1.7,  1.14 
Audits,  XI  9.1 
Bridges.  Interstate  toll;   acquiring  or 

constructing.  X  2.16 
Child  support  enforcement  programs, 

rV  5.33 
Child   welfare   services,   FV   3.23,   3.24 
Children's  food  programs,  I  12.2-12.5, 

12.8,  12.11,  12.13 
Civil  defense.  III  3.2,  3.3.  3.4 
Communicable    disease    control    pro- 
gram. IV  3.16 
Construction  projects,  IV  1.8,  3.2,  7.2, 

7.3 
Cost  sharing  programs,  FV  1.24 
Credit  unions.  XXXn  1.5 
Dental  health  grants.  FV  3.5 
Educational    programs,    FV    11;    'VIII 

2.5;  XLI  1  12 
Emergency  food  assistance.  1 12.7. 12.10 
Emergency  medical  services  systems, 

FV  3.41 
Employees  of  State  and  local  govern- 
ments. IV4.1 
Employment  agencies,  XXXVII  1.2 
EmplojTnent  grants,  'Vin  1.10 
Equal  employment  opportunity,  'VIII 

1.14;  XIX  1.4 
Pair  Labor  Standards  Act  participa- 
tion. 'Vin  2.6 
Federal    supplemental    benefits    pro- 
gram,'Vin  2.38 
Fish  and  game  departments,  'VI  2.2 
Fishing  agencies  receiving  Federal  as- 
sistance, n  8.8 
Food  programs,  for  women  and  chil- 
dren,  I    12.2-12.5,    12.8,    12.11.    12.13 
Food  stamp  program,  I  12.6.  12.6a 
Foster  grandparent  program,  FV  7.7 
Health.  Education,  sind  Welfare  De- 
partment grants,  IV  6.4 
Health  programs,  FV  3.2.  3.6,  3.18,  3.19. 

3.22 
Highway  departments,  X  2.1,  2.5,  2.20 
Highway  safety  standards.  X  7.1 
Hospitals  and  institutions  distributing 

tax-free  tobacco  products,  XLI  1.1 
Instructional   equipment   for   Institu- 
tions of  higher  education.  IV  1.9 
Livestock  associations  and  agencies,  I 

9.8 
Marine      Mammal      Protection      Act. 

grants,  "VI  2.5 
Maritime  schools,  n  5.28 
Matching  programs.  FV  1.24 
Maternal  and  child  health  services,  FV 

3.26 
Medical  assistance.  IV  5.14-5.17,  5.19, 

5.21-5.24 
Medical  library  faculties.  IV  3.13,  3.14 
Mental  health  services,  FV  3.19 
Mental  retardation  faclLdes.  FV  7.2 
Mine  reclamation,  recipients  of  Fed- 
eral aid  for.  VT  7.2 
Mine  safety,  recipients  of  grants.  'Vn.3 
Nonfood  assistance  programs,  I  12.9 
Occupational  safety  and  health  grants, 

Vm  4.6.  4.10 
Payroll  records,  contractors,  III  3  •' 
Pesticides,  quarantine,  public  health 

exemption.  XVHI  1.15 
Planning  and  management  assistance, 
V6.2 


2U^»2 
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States  or  State  agencies— Continued 
Pollutant  discharge  elimination  pro- 
gram, XVin  1.8 
Procurements,  negotiated.  FV  125 
Public   assistance  programs,   FV   5.30. 

Public    Contracts    Act    participation, 

vm  2.6 
Public  works.  V  4.2 
Relocation    assistance    projects    and 

programs.  I  10.2;  FV  6.2;  V  1.1;  VI 

1.1;  X  2.2.  8.1;  XVHI  1.4 
Retired  citizens  volunteer  program,  FV 

''•6 
School  breakfast  and  lunch  programs, 

112.1,  12.4,  12.5,  12.8 
Social  service  programs.  FV  5.34 

State  Technical  Services  Act  of  1965, 

grants,  n  3.1 
Surplus    property,    distribution    and 

utilization.  FV  6.1 
Travel  promotion,  FT  10.1 
Unemployment  compensation.  VHI  5.1, 

5.2 

Vocational  education,  financial  assist- 
ance. FV  1.10.  1.11  ^         „^ 

Vocational  rehabilitation  services,  FV 
7.5;XLI1.12 

Water  Resources  Planning  Act,  XUI 

1.1 
Women,   supplemental  food  program 

for,  I  12.11 
Work  incentive  and  welfare  programs. 
\TII  5.7 
Steel;  defense  materials  regulations,  u 

Stills,    manufacturers    or    vendors,    XI 

8.9.8,13.8.14 
Stockbrokers,  XI  4.67.  7.4;  XXXVFQ  11- 

1.3,  1.12 
Stocks.    See  Securities  or  stocks 
Stockjard  owners  and  operators.  I  3.9, 

9.4,9.6,9.7,9.10 

Students:  .„-,.•  o^ 

Deductions,  persons  claiming,  XI  4.3d 
Employers    of    student-workers,    "Vin 

2.12,2.15,2.16 
Federal  loan  insurance  program,  FV 

National  defense  loan  program.  FV  1.6 
Nursing  loan  fund,  FV  3.8 
Study  group  charterers.  XVI  1.9 
Subcontractors.    See    Contractors    and 

subcontractors 
Subsidies;    vessels    operators    and    con- 
tractors, n  5,12-5.17.  5.19 
Sugar,  manufacturers.  XI  4.66 
Sugar  beets:  crop  insurance.  I  8.1 
Sugarcane;  crop  insurance,  I  8.1 
Sulphur  deposits;  lessees,  'VI  S.9 
Sunflowers :  crop  insurance,  I  8.1 
Sunglasses,  impact  resistant  lenses,  IV 

2.25  

Supply  contracts,  XXTX  1.6.  1.7;  XXXI 

1.1,  12,  1.6 
Surety  companies.  "VUI  3.9 
Surplus  property;  distribution  and  uti- 
lization. FV  6.1 
Swine,  I  3.9 


Tank  cars.  X  6.33 

Tank  motor  vehicles,  X  6.24 

Tank  vessels  transporting  fiammabl:  cr 

combustible  cargo.  X  3.5 
Tanks,     oortable,     carrying     hazardous 

materials.  X  6.25,  6.28 
Tax  stamps,  XI  4.62,  8.40 


Butter    adulterated    and    process    or 

renovated,  XI  4.63,  4.64 
Cheese.  flUed.  XI  4.63,  4.64 

Cigars   and  cigarettes,   etc.   XI   8.5^ 

8.76 
Communication   services   required   to 

collect.  XI  4.75 
Cotton  for  future  deUvery.  contracts 

of  sale  of.  XI  4  61 
Credit  for,  paid  to  foreign  countries  or 

U.S.  possessions.  XI  4.31 
Credit  or  refund.  XI  4.74,  4.78 
Diesel  fuel,  XI  4  69,  4.70.  4.74 
Employee   representatives   under   the 
Railroad  Retirement  Tax   Act,   XI 
4.51 
Employers: 
Federsd     Insurance     Contributions 

Act,  XI  4.50,  4.54,  4.55 
Federal  Unemployment  Tax  Act.  XI 

4.52 
RaUroad  Retirement  Tax   Act,  XI 
4.51,  4.54.  4.55 
Employment,  XI  4  47-4.55 
Estate,  XI  4  45 
Excess  profits,  XI  4.43,  4.44 
Excise.  XI  4.56-4.83 
Exemptions,  XI  4  1,  4.1f.  4.6,  4.41c.  4.42, 

4  70,  4.78.  4.81 
Explosives.  XI  8.88 
Firearms,  XI  4.73.  4.85-4  89 
Foundations,  private,  XI  4  76,  4.76a 
Gasoline,  XI  4.68,  4.70,  4.74 
Gift,  XI  4.34,  4.46 
Highway  motor  vehicles,  XI  4.56 
Income.  XI  4.1-4. 44d 
Insta.llment  payments  In  foreign  cur- 
rency. XI  4.44a 
Interest  equalization,  XI  4.79 
Inventorv,  LIFO  method  of  valuation, 

XI  4.26a.  4  39 
Liquors,  XI  8.1-8.52 
Lubricating  oU,  XI  4  68,  4.70.  4.72 
Manufacturers  sales,  XI  4.70,  4.78 
Matches.  XI  4  59,  4.68 
Motor  fuel,  special,  -XI  4.69.  4.70,  4.74 
Navy  contracts,  excess  profits  on,  XI 

4.44 
Return  preparers,  income.  XI  4.44d 
Rubber,  tread.  XI  4.71 
Sales  and  service.^,  tax-free.  XI  4  80 
Small    btislness    corporations    distri- 
butions of  previously  taxed  Income. 
XI  4.41 
Social  security,  XI  4.50 
State,  credit  for  tax  on  coin-operated 

gaming  devices,  XI  4.58 
Students,  persons  claiming  deductions 

for.  XI  4.3d 
Sugar,  manufactured.  XI  4.66 
Tax-free  sales  and  services,  XI  4  80 
Tires.  XI  4.71 
Tobacco    and    tobacco    products,    XI 

853-8.82 
Transportation.  XI  4.75,  4. 82 
Tread  rubber.  XI  4.71 
Vehicles.  XI  4.56 
Wagering.  XI  4  57 
Witliholdmg.  XI  4  41a.  4  49,  4.53,  4.55 

Tax-free  alcohol,  XI  8.23 

Tax-free   stocks,    securities,    and   other 

corporate  property  exchange,  XI  4.11 
Taxidemiy.    permit    holders,    migratory 

birds,  VI  2  10 
Taxpayers: 

See  also  Taxes 

General.    U   5.18.    5.18a;    XI   4.1-4.83, 
8  1-8  89 


Technicians,   anation   maintenance,   X 

1.27 
Telecommunications ; 

Employers.  VIH  4.14 

Taxes.  XI  4.75 
Telephone  carriers.  XI  4.75 
Television: 

Broadcasting    station   licensees,    XXI 
1  2-1.5.  1.29-1.32.  1.41-1.43 

Cable,  XXI  15,  1  34 

Translator  stations.  XXI  1.42 
Textile    fiber    products;    manufacturers 

and  distributors.  XXVn  1.7 
Thermal  processmg  facihties.  XVUl  i  12 
Timber  property  depreciation  and  deple- 
tion. XI  4  23a 
Tires.  X  7  3,  7.4.  7.6;  XI  4.71 
Tobacco : 

Buyers.  I  4.11 

Crop  Insurance,  18  1 

Dealers,  I  4.16.  5.10 

Distributors.  XU  1.1 

Exporters,  I  5  20 

Handlers,  I  2  21d 

Importers.  XI  8.74.  8  75 

Loan  organizations,  I  4.11 

Manufacturers  and  processors,  I  4  9. 
4.12,   4  15,   4.17;    XI   8  53-8  61,   8  71- 

Marketing   quotas,    I    2  2 Id.    4.9-4.14, 
4  16,  4  18 

Producers.  I  4.9,  4  10 

Puerto  Rican  tobacco  purchase  pro- 
grsun.  I  5.10 

Tsixes,  X3  8  53-8  82 

Truckers,  I  4.12,  4.13 

Warehousemen.  I  2.45.  4.14;  XI  8.77- 
881 
Tobacco,  excise  taxe>.  XI  8 
Toilet  preparations;  manufacturers,  re- 
processors,  repackagers,  and  bottlers. 

XI  3.16.  8.21  

Tomatoes : 

Crop  Insurance,  I  8.1 

Marketing  orders,  I  2.11,  2.32 
Tour  operators,  air  tours.  XVI  1.10 

Toys : 

Baby,  XVIIc  1.11 
Electrically  operated,  XVIIc  1.12 
Trade  agreem^ents.  private,  I  6.2 
Trade  Commission.  Federal.  XXVII 
Trade  Expansion  Act  of  1962,  n  2.1 
Trade  zone  grantees,  foreign,  n  2.31 
Trademark    and    trade    name    expendi- 
tures a.s  defe:Ted  ex;>enses.  XI  4.4 
Traffic  Safety  Administration.  NaUonal 

Highway.  X  7 
Training;    Comprehensive    Employment 

andTrainmg  Act  of  1973.  VIH  5  10 
Transaction    control    regulations,   ship- 
ments of  certain  merchandise  between 
foreign  countries,  XI  5.1 
Trans-Alaska     Pipeline     Authorization 

Act.  VI  1  3 

Transfer  of  stock,  securities,  and  other 
corporate    property,    participants    In, 
XI  4.10-4  14,  4  35 
Transit  systems: 
Credit  or  refund  for  oil  or  gasoline,  XI 

4.70 
Highway  motor  vehicles,  tax  00  use, 
XI  4  56 
Transportation : 

See  also  Air  carriers;  Carriers;  Motor 

carriers 
Animals  for  reseaj-ch.  I  3.8 
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Transportation — Continued 
Carriers  of  persons.  XI  4  75 
Containers,  certified.  X  3.29 
Explosives,  X  2.8 

Express  companies,  X  4  4 :  XXX  13 
Migratory  workers.  X  2.7 
-N'uclear  material.^;.  XWId  1  15 
Pipelines.  XXX  1.5 
Poultry   and   poultry    products    traru»- 

]K)n<^r<.  I  2  27.  3  5 
:■:->..;  er-.y  by  air.  XI  4  82 
Radio  stations.  XXI  1.17 
i;a:lr^:.ul  companie.v  X  4  1    4  2,  4  4   4  5: 

XXX  1.1-1  3 
Undenatured  llve.-t-ock  lungs,  I  3  13 
Water  carriers.  XXX  1.8 
Transportation  Department.  X 
(•oa->t  Guard.  XII  3 
f-'fderal    Aviatioii    Adnuiiistration,    X 

1 
federal   Highway    Administration,    X 

o 

P'ederal    Railroad    Adminl.<tration.    X 
4 

Materials   Transportation   Bureau,   X 
6 

National  Highway  Traffic  Safety  Ad- 
ministration, X  7 

Socretarv,  Office  of,  X8 
Transportation  Safety  Board,  National, 

xxxin 

Travel  and  business  expenses.  XI  4.2.  4  7 

Travel    gr-c  ;;p    cb.arter    organl/ers,    X^'I 
I  9 

Travel  promotion,  n  10  1 

Travel  Service,  Unit-ed  States,  n  10 

Tre.i,-'.;ry  Deparlnier.t   XI 
-X^i-i'liol.   Tobacco   and   Firearm^    Bu- 
reau, XI  8 
Comptroller  of   th.e  Currency,  XI  2 
Customs  Service.  XI  3 
Forelgrts   Asset,s   Control   Office,   XI  5 
Crovernmer.t  Financial  Operations  Bu- 
reau, XI  1 
Internal  Revenue  Service,  XI  4 
Law  Enforcement  OfSce,  XI  7 
Revenue  Sliaring  Office.  XI  9 
Secretary,  Office  of  the,  XI   10 

Tribes  St'c  Indian  Lands;  Indian.-. 

Tritium..  X\^Id  1  13,   XXXT,"  1  11 

Truckers,  tobacco.  14  12  4  13 

Tnists 

Accumulation  distributlcr..  XI  4  26e 
Companies,  nomanee's  Inf  jrmation  Re- 
turn. XI  4  42h 
Irxompetent  grantor.  XI  4,26c 
;''rofit-sharing.       benefiting       owner- 
employees.  XI  4,42c 
Real  e-stat-e  Investment  trust,  XI  4.30 
Trust  fund  contributors.  XI  4.42b 

lYu'.li  In  Lending  Act,  XX\'I  1.7;  XXVII 
1  4 

Tuna,   veilo'v-fln,  vessels  fisiilng  for,  II 
8  7 

T^ana  Comn;i.Ns!on,  Inter-America  Topi- 
cal, n  8  7 

Tung  oil,  I  5.19 

Turpentine  and  rosin: 

Processors  for  naval  stores,  I  S.66 
Producers  of  gum  naval  stores,  I  4.2 
U 

Underwriting  agents;  war  risk  Insurance 
program,  116.25,  5.27 

Unemployment: 

Benefit  trusts.  XI  4.20c 


UnempIojTnent — Continued 
Emersency      compensation;      Federal 
Supplemental      benefits      program, 

vin  5 1 

Insurance,  railroad.  XXXVTI  1.1 

Special   fissLstance   program,  VTTT  5.2 
United  States  agencies.    See  under  name 

of  specific  agency 
United  States  Munitions  List,  IX  1.1;  XI 

8.89 
Uranium  de!x>sits  lessees,  XVTId  1.8 
Urban   development.   See   Hpusing   and 

Urban  Development  Department 
Urban  renevcal  projects,  V  1.1 
Utilities: 

Holding  companies,  public,  XXXVin 
1.4.  1.5 

Licenseec.  XXV  1.1 


2.9-2.11.    2.13, 


Vaccine  cholera,  IV  2.46 
Vegetables: 

Marketing    orders,    I 

2.13a,  2.22.  2.58 
Packers.  I  2  25 
Perishable   Agricultural    Commo<iltle« 

.'Vet  of  1930,  I  2.23 
Shippers.  I  2.22 
Vehicles,  tax  on  use  of  highway  motor 

vehicles,  XI  4,56 
Vendors.     See  Dealers 
Vessels: 

Accidents,  X  3.7,  3.13,  3.17 

Agents,   II   2.32,   5.1-5.9;    X   3.7,   3.17, 

3.19,3.21 
Brazers.  X3.9 

Canal  Zone  port^,  XXXV  1.1, 1.2 
Certificates   or   doctmaents   Issued  by 

Coast  Guard.   Vin   4.1,   4.2;    X  3.1, 

3.2,3.4 
Charterers,  n  5.10,  5.22-5.24;  X  3.16, 

3.19.  3.21 
Constructicn    reserve    fund,    n    5.18, 

5,18a 
Contractors    and    subcontractors    for 

construction    and    repair,    n    5.15, 

5.16;  XI  4.44 
Contractors  for  use  of,  X  3.17 
Deepwater  port,-.  li':-en.<ees,  X  3.32 
Diesel  and  special  motor  fuel,  tax  ex- 
emption. XI  4.70 
Explosives  and  hazardous  flammable 

cargo.  X  3.5,  3.8.  3.15,  3.16,  3.19-3.21; 

XXXV  1.2 
Fire  drill  logs.  X  3.6 
Flrefightlng  equipment  inspections  and 

tests.  X  3.3 
Flailing  II  8.4.  8.6.  8.11,  8.12 
Foreign  Importers  of  repair  parts,  n 

2.12 
Fuel  oil ,  withdrawal,  delivery,  and  re- 
ceipt. XI  3.2 
Insurance: 

Obligation  guarantees,  II  8.3 

V.'ar  risk.  II  5.25-5.27,  5.29 
Lifeboat  drill  logs.  X  3.6 
Manufacturers  of  vessel  supplies,  XI 

4.78;  X3.23 
Marine  c.i-sualtios.  X  3.7 
Masters,  U  2  32,  5.7,  8.4,  8.7,  8.11.  8.12; 

X  3.2-3  8,  3  10.  3.11.  3.15,  3.17-3.20, 

3  25-3  27;  XXX\^  1.1,  1.2 
Mortgage  Insurance,  n  8.3 
Nuclear.  X  3.10 
Oceanographic,  X  3.26 
Oil  transfer  operations,  X  3.31 
Ov>erators,  II  5.12,  5.17,  5.19,  5.30,  8.4, 

8.11,  8.12.  11.1;  Vin4.2;  X  3.11.  3.19, 

3.25,3.26.  3.30,3.31;  XI  3.11 


Vessels — Con  tlnued 

Owners,  n  2.32,   11.1;   X  3.2-3.4,  3.7, 
3.10,  3.11,  3  16,  3.17,  3.19,  3.21,  3.26 
3.31.3.32 
Panama  Canal,  XXXV  1.1-1.3 
Purchasers,  n  5.21 
Radio  stations,  XXI  1.13,  1.36-1.38 
Security  advisory  standards,  X  6.32 
Shipping  restrictions,  n  2.32,  2.33 
Tuna  fishing,  n  8.7 
War-built.  II  5.21-5.24 
Welders,  XH  3.9 
Whaling,  n  8.1,  8.14 

Veterlnarj'  drug  dL'^tnbutlon,  IV  2  3 

Veterans : 
Cost-of-irL-;tractlon  payments.  IV  1.12 
Holders  of  VA  guaranteed  or  insured 

loans,  XLI  1.10-1.11 
On-tlie-job  training,  XLI  1.13 
Schools  for.  XLI  1.7-1.9,  1.12.  1.13 

Veterans  Administration,  XLI 

Vietnam,  North  and  South;  shipping  re- 
strictions, II  2.32 

Vietnam    Era    Veterans'    Readjustment 
Assistance  Act  of  1974,  VTTT  l.n 

Vinegar  factories,  XI  8.8,  8.27 

Vinyl  chloride,  vm  4  11 

Virgin  Islands; 
Corporations   exception   to   limitation 
on  reduction  in  Income  tax  liability. 
XI 4  32a 
DistlUed    spirits    Imported    from.    XI 

8.38 
Employers  of  homeworkers,  Vm  2.25 
Liquors  brought  into  the  United  Statea 
from,  XI  8.3&-8.38 

Vocational    education,   financial    assist- 
ance, rv  110.  1.11 

Vocational  rehabilitation  programs  and 
services,  rv  7.5;  XLI  1.12 

Volunteer  programs,  xm  1.3 

W 

Wage  earners;  income  tax,  XI  4.1 
Wagering;  persons  required  to  pay  ex- 
cise tax  on.  XI  4.57 
Wages.  See  Employers 
Walnuts;  marketing  orders,  I  2.17 
War-built  vessels : 

Charterers,  n  5.22-5.24 

Purchasers  n  5.21 
War    orphans    educational     assistance, 

XLI  1.7-1.9 
War  Production  Board,  Supp.  I 
War  risk  Insurance  programs,  n  5  25- 

5.27,5.29 
Warehoiisemen,    I    2.38,    2.39,    2.41-2.48, 

4.7,  4.14,  4.27,  4.31,  5.1,  5.9,  5.13,  5.14 
Warehouses;  operators  and  proprietors: 

Alcoholic    t'evcrages,    proprietors.    XI 
3.21 

Bonded     warehouses.       See     Bonded 
warehouses 

Cigar,  XI  3.5,  8.82 

Commodity  futures  exchanges,  XVTIa 
1.14 

Customs,  XI  3.13,  8.82 

Distilled  spirits,  XI  8,31,  8.32 

Internal  revenue,  XI  8.77-8.81 

Smelting  and  refining,  XI  3  12 

Tobacco,  XI  8.77-8.81 

Wheat,  Imported,  XI  3.13 
Warrantors,  cor.iiuner  products.  XXVn 

1.8 
Waste  disposal  projects: 

Rural  communities,  I  7.3 

Solid,  recipients  of  Federal  grants  for, 
VI  7.3 
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Water : 

Carriers,  XXIV  1.4:  XXX  1,8 

Ocean    dumping,    permits    to    allow, 
XVIII  1.10 

Pollution  control,  XVIII  1.13 

Research,  VI  9.1  ; 

Reso'orces,  XLII  1.1 

Systems,  public,  XVIH  1.19 

Systems,  rural.  I  7.3 

Watershed  loans,  I  7.2 
Water  Resources  Council,  XLII 
Water  Resources  Planning  Act.  XLII  1.1 
Water  Resources  Research,  Office  of,  VI 

9 
Water  Resources  Research  Act  of  1964, 

VI  9  1 
Waterfowl,  migratory,  VI  2.8,  2.11 
Watershed  Protection  and  Flood  Preven- 
tion Act,  I  7.2 
Weapons,  nuclear,  n  2.10 
Wearing  apparel,  X\Tlc   1.1-1.7,   1.16 
Weather  modification  activities,  n  8.2 
Weighers,  livestock  and  poultry.  I  9.6,  9.7 
Weighing  agencies,  grain,  1 11J2 
Welders,  X  3.9.  6.1 

Welfare  agencies  reporting  to  Labor  De- 
partment and  HEW,  IV  5.32 
Welfare  and  Pension  Plans  Disclosure 

Act,  vm  6  J 
Well  operations: 

.See  aiso  Oil  and  gas. 

Geothermal  resources  operatlona,  VI 
3.3 


Western  Hem.isphere  trade  corporations; 

Income  taxes,  XI  4.32 
Whale   products,   exemption   certificate 

for   sperm   whale   oil   and   scrim.shaw 

products.  11  8.15 
Whaling  ships  and  land  stations,  11  8  1. 

8.14 
Wheat: 

Crop  nns'orance,  I  8,1 

Exporters,  importers.  XI  3  13 

Marketing  allocation  program,  I  4.2a 

Marketing  quotas,  I  4  27 
Wholesalers : 

Beer,  XI  8  5 

Butter,    adulterated    and    proceaa    or 
renovat-ed.  XI  4.64 

Cheese,  filled,  XI  4.64 

DistlUed  spirits,  XI  8  4,  8.5 

Liquor,  XI  8.4,  8  5 

Wine,  XI  8.5 
Wildhfe: 

Dealers,   transporters,   import-ers,  etc^ 
\T  2  3 

Endangered  species,  n  8.5 

Restoration  projects,  VI  2.2 
Wills;  executors  or  legal  representatives, 

XI  4.33 
WIN  spomors.  FV  5.32 
Wind  River  Indian  Reservation,  Wyo- 
ming; mining,  VI  4.13 
Wine,  distilled  spirits,  etc.,  XI  8 
Wine  cellars,  bonded,  XI  8  47 
Wire  and  wireless  communications,  taxes 

on,  XI  4.75 


Women's  apparel  industry,  VIII  2  18 
Wool: 

Manufacturers,  processors,  or  dealers, 
XI  3,6-3  8:  XXVn  1.1 

Price  support  program,  I  5.6 

Producers,  I  5.6 
Work  experience  programs,  VIII  2.5 
Work  Hours  Act  of  1962,  XXXI  1.21 
Work  incentive  programs.  VIII  5.7;  XI 

4  lb,  4  Ic.  4. Id 
Work  tramlng  and  experience  programs, 

sponsors,  VIII  5.3 
Worksh.opp.  sheltered  VIII  2.14 
Wyoming ;  Indla:-<.  lands.  \T  4  13 


X-ray  services; 
.Air  carriers,  X  1.18 
Medicare  IV  4  10 


Yield  Insurance  investors,  V  2  4 

Youth,  economically  disadvantaged,  \ail 

Yugoslav  End  Use  Certificate,  U  2.21 

Z 

Zinc  and  lead: 
Mining  on  Quapew  Agency  lai-.ds.  VI 

4.11 
Stabilization  program,  participants  In, 
XXEX  1.12 
Zunl  Reservaticm,  busine.ss  owners  and 
pawnbrokers.  VI  4  1 4  4  19 
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PART  III 


FEDERAL 

ELECTION 

COMMISSION 


ADVISORY  OPINION 
REQUESTS 


FEDERAL  ELECTION   COMMISSION 

[Notice    1977-32,    AOR    irCT   23) 
ADVISORY   OPINION    REQUESTS 

Pursuant  to  2  U.SC.  43Tf  c  and  the 
procedures  reflected  in  Part  il2  of  tiie 
Commission's  regulations.  publL-hed  on 
August  25,  1976  '41  FR  35954>.  AdvL^^ory 
Opinion  Request  1977-23  has  been  made 
public  at  the  Commission.  Copies  of  AOR 
1977-23  were  made  available  on  June  2, 
1977.  These  copies  of  the  advisory  opin- 
ion request  were  made  available  for  pub- 
lic inspection  and  purchase  at  the  Fed- 
eral Election  Commission,  Public  Records 
Division,  at  1325  K  Street  N\V..  Washing- 
ton, DC.  20463. 

Interested  persons  may  submit  written 
comments  on  any  advisory  opinion  re- 
quest within  ten  days  after  the  date  the 


NOTICES 

re<^,uest  was  rr.ade  public  at  ihc  Com- 
niLision,  These  com.mer.ts  -hould  be  di- 
rected to  the  Office  o'  tiit,-  General  Coun- 
sel. Advisory  Opinion  Seciion.  at  the 
Commission,  Persons  requiring  addit:onal 
time  m  which  to  respond  to  any  advisory 
opuiion  requests  will  normally  be  granted 
such  time  uix-n  written  request  to  the 
Commission,  All  tmiely  comments  re- 
ceived by  the  Commission  will  be  con- 
sidered before  the  Commission  Issues  an 
advisory  opinion,  Commients  on  pending 
requests  should  refer  to  the  specific  AOR 
number  of  the  requests  and  statutory 
references  should  be  to  the  United  States 
Code  citations  rather  than  to  the  Public 
Law  citations. 

A  description  of  the  request  recently 
made  public  as  well  as  the  identlflcatkm 
of  the  requesting  party  follows  hereafter: 


'>C|KQ 


ihe  Prlend.s  of  Newt  Steers 
a    Joint    f-undralslng    effort 
\c    ■F-!"-,".n,a.-,  Re- 

•..s  Representative 
contributions 


AOa»77-2?    Ma 

participate  ir. 
with  other  Members  o'. 
publican  C".eiss  of  the  9; 
Friends  Comn-.; ;•.<■<'  r- ; 
Steers'  pro  r&;a  s;.i%re 
and  expenditures  related  to  the  joint  fund- 
raising  projecf  May  a  direct  mall  fund- 
rsOslng  arm  act  as  a  depository  agent  for 
Mr.  Steers  If  all  contributions  and  expendi- 
tures are  prorated  equally  among  Mr. 
St,eers  and  other  participating  Members? 

Pvequested   by   Itepresentatlve  Newton 
I.  Steers.  Jr..  House  of  Representatives, 

Washington.  D  C   20515. 

Dated ,  June  I,  1977 

Tjicmas  E   TT^'^F:s 
r':<i:"'tan  Mr  :  '.r 
Federal  Klecti.'n 

[FE  Doc. 7-:  lecKH  p.-i  r 
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PRIVACY  ACT  OF  1974 

Systems  of  Records:  Addition 


EQUAL  EMPLOYMENT  OPPORTUNITY  COMMISSION 
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EQUAL  EMPLOYMENT  OPPORTUNITY 
COMMISSION 

PRIVACY  ACT  OF  1974 
Systems  o!  Records;  Addition 

Agency  Equal  F.mplovmeni  Opponiiniiv  Commission 

Action    Proposed  eslahlishment  of  a  ne*  Pnvacy  Act  ■^sViem  of 

records  ,  ,.  c  ^    c 

Summarv  Notice  is  hereby  given  that,  pursuant  to  5  L  S  C  Sees 
301  and  552a  and  42  U  S  C  Sec  2000e-4(gHS  and  12(a),  the  Equal 
Employment  Opportunity  Commission  proposes  to  estabhsb  a  ne\* 
system  of  records  subject  to  the  Pnvacy  Act  of  19^4  (Pub  L  9?- 
579.  88  Stal.  18%)  This  system  of  records  entitled  EEOC-14, 
Day-Care  Center  Study  Records,  adds  a  svstem  to  those  previously 
published  by  the  Commission,  most  recently  at  41  FR  42P0 
(September  24.  19^6) 

The  purpose  of  this  system  of  records  is  to  maintain  informauon 
required  for  the  operation  of  the  Commission  s  day-care  center 
study  program  This  program  will  provide  day-care  services  for 
Commission  employees  staUoned  m  NVashington.  D  C  .  as  wcD  as 
for  employees  of  other  federal  agencies  who  are  stationed  withm 
the  Commission's  Headquarters  office  building.  2401  E  Street, 
N  W,  Washington.  D  C  In  addition  to  providing  day-care  services, 
the  Commission  will  use  information  maintained  m  this  system  to 
perform  a  study  of  the  effecU.  if  anv  on  employee  producUvity 
and  }ob  satisfaction  of  providing  day-care  services 

Effective  dale  Comments  on  this  proposed  system  of  records 
may  be  submitted  to  Constance  L  Dupre.  Associate  General  Coun- 
sel. Legal  Counsel  Division.  EEOC.  240!  E  Street.  N  W  ,  Washing- 
ton, DC  20506  Comments  received  on  or  before  July  7,  1977.  will 
be  considered 

For  further  information  contact  Garland  Ptnkslon.  Jr  .  Esquire, 
Legal  Counsel  Division.  Equal  Employment  Opportunity  Commis- 
sion. (202)  634-6464(51 

Supplementary  information  A  report  on  thu  proposed  new 
system  of  records  has  been  submitted  to  the  Office  of  Management 
and  Budget. 

Copies  of  that  report  may  be  obtained  from  the  Commission  by 
writing  to  Constance  Dupre,  Associate  General  Counsel,  Legal 
Counsel  Division,  Equal  Employment  Opportunity  Commission, 
2401  E  Street.  N  W  .  Washington.  DC  205O6  The  Commission  has 
determined  that  this  document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact  Statement  under  Ex- 
ecutive Order  11821  and  0MB  Circular  A  10" 

Signed  at  Washington,  DC  this  27ih  day  of  May,  1977. 

Ethel  Bent  Walsh, 

Vice  Cbairmao. 

EEOC-14 
SysUm  name:  Day  Care  Center  Study  Records 

SysUm  location:  Educational  Systems  Corporation,  PlO  N 
Street,  N.W.,  Washmgton,  DC  20036 

Categories  ot  Individuals  covered  by  the  system:  In  this  system  will 
be  maintained  informauon  on  those  persons  and  their  children  who 
participate  in  the  EEOC's  day-care  center  study  program  An  op- 
portunity to  participate  in  this  program  wiB  be  offered  to  current 
EEOC  employees  suUoned  at  the  EEOC's  Headquarters  Office 
and  the  Washington  District  Office  In  addition,  employees  of  other 
federal  agencies  who  are  sutioned  within  the  EECXT's  Headquar- 
ten  Office  buflding,  2401  E  Street,  N  W  ,  Washmgton,  DC,  wiD 
also  be  offered  an  opportunity  to  enroll  their  children  in  the  day- 


care program 

Cateftories  of  records  in  the  s>stem:  Re.>'rd-  « i.;  he  m..ir;ai"cd  -n 
three  categones  of  individuals  as  de>>cnhed  ^l'lovk     >]•  ( mK   1- K  >l 
Headquarters  empknees  are  participating  in  the  Mudv  avpf.!  of  !he 
day-care   program     As   to  them,   the   folli<«.ing   inf>.rTr:.tU..r    *ili   ►^<; 
maintained    Emplcvee  name    age.  sex    eihriK  v;iUg>".    c.;  i.,.!i.>n 
business  and  residential  address  and  teiephc^ne  numher    hjaCh:  icvel, 
year*  m  grade,  records  of  mterMews  ^■\ih  them  regar.::n).  t.hiii  im- 
pressions  of    }ob   satisfacuon    and    pri>duaiMV.      re,ord>.    or.    iri'er 
views  with  them  regarding  their  impressionv  ..f  the  a.v  .  ,'c   r'  • 
gram    and  their  time  and  attendance  record^      :    ^^^•^    trrh.tiv 
at   the  Washington   District   Office  and  empiovt-e^   of   o;r,ti    ie>.u-,,i 
agencies  stalK'ned  withm  the  FFOC  HeaJqt),.nerv  offuf   -uiiOu.k 
2401    E  Street.   N  W  .  Washington    DC      «.ill   >>e   rtlko^co  to  en-r;l 
theu  children  in  the  dav-care  program,  hout-ver    sfiev   *  ill  n..i  r -f- 
Ucipate  in  the  job  productivity  and  satisfaction  studv  aspea  of  the 
program     As   to   these   persons     the   foUovung   ir,f.>rmd;i.>n    «.  di    ^e 
maintained     Employee   name    age     sex     ethni.    c^tegorv     anc   ^um^ 
ness  and  residential  address  and  telephone  numbi-r    i^^  "*  ah  regard 
to  the  children  enrolled  m  the  da v  care  center  o.udv   rrogram    the 
foUowmg  informauon   will  be   maintained     Name     age     ■^ex     ethnic 
category    health  certificate,  and  records  of  the  euu^.itior.ai  develop- 
ment of  partKipaUng  children 

Aotbority  lor  malnteMDc*  ot  the  system:  42  L  S  C  :iK«*  4  j,;i(^) 
RoutiDC  use*  ot  records  mainUined  in  the  svstem.  Including  catejio- 
ries  o»  asers  and  the  purposes  ol  sucb  uses;  The  information  col- 
lected for  and  mamlamed  in  this  svstem  -.lE  be  used  for  two  pur- 
poses (1)  the  identifvmg  mformation  on  al)  children  enrolled  in  the 
program  and  their  parents,  will  be  used  for  general  record  keeping 
purposes,  (2)  the  mformation  obtamed  from  FFOC  Headquarters 
personnel  who  are  partKipaUng  in  the  studv  aspect  of  the  program 
will  be  used  for  research  purposes  only  to  study  the  effects  of 
providmg  day-care  services  on  the  job  productivity  and  worker 
sausf action  of  the  partKipanls  The  information  uilJ  he  disclosed, 
as  necessary,  to  employees  of  EducationaJ  Systems  Corporation, 
which  IS  conduclmg  the  study  Commission  employees  will  have  ac- 
cess to  the  mformation  obtamed  only  m  aggregate  form 

Policies  and  practices  for  storing,  retrieving,  accessing,  retaining, 
and  disposing  ot  records  im  tb«  sysUm : 

Storage:  Stored  on  computer  tape,  computer  pnn;  ouis  and  letter 
sized  paper 

Retrfevablllty:  Indexed  numencally  bv  assigned  empiovee  code 
and  alphabeucally  by  employee  name 

Safeguards:  Stored  in  standard  file  cabinets  and  on  c(imputer 
tapes  and  prmt-outs.  Access  is  hmited  per  routine  use  Jescnhed 
above 

RetentioB  and  disposal:  Retained  for  one  vear  and  iher  manually 
destroyed  Individual  identifiers  will  be  obliterated  bv  the  Fduca- 
tional  Systems  CorporaUon  pnor  to  the  transfer  of  the  study 
records  to  the  EEOC 

SystOB  managerts)  and  address:  Director.  Office  of  Planning, 
Research  and  Systems,  Equal  Employment  Opportunity  Commis- 
sion, 2401  E  Street.  N  W  ,  Washmgton.  D  C   205O6 

NodficatioB  procedure:  Individuals  wishing  Ic  know   whether  in- 
formation   about   them   is   mamlamed    m   this   system    of    records 
should  address  mquines  to  the  system  manager   AD  mquincs  should 
furnish  the  fuD  name  of  the  mdividual  and  mailmg  address  to  which 
the  reply  should  be  sent  (See  EEOC  Pnvacy  Act  Regulatxins,  29 
CFR  Part  1611  ) 
Record  access  procedures:  Same  as  above. 
Coatesting  record  procedures:  Same  as  above 
Record  source  categories:  Informauon  mainUined  m  this  system 
win  be  obtamed  from  the  mdividual's  time  and  attendance  records 
and  from  the  mdividuals  themselves 
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30-yeaT  Reference    Volumes 
Consolidated  Indexes  and  Tables 

Presidential  Proclamations  and  Exccud\c  Orders 

Consolidated  subject  indexes  aiici  tabular  firuiine  aiUs  u  Presidential  proclamations. 
Executive  orders,  and  certain  other  Presicleniia:  d .»  ;r:Tf>T  ts  promulgated  during  a 
30-year  period  (1936-1%5;  are  now  available  in  two  &<n>arate'v  bound  volumes. 
published  under  Title  3  of  the  Code  of  Federal  Reguiauoiis,  priced  as  follows; 

Title  3,   193&-1965  Consolidated  Indexes $3.  50 

TitJc  3,  1936-1965  Consolidated  Tables. _ $5.25 


G'tnpilcd  by  Offire  of  the  Federal  Register,  National   .Arrh;v 

,  Sorvicei   Admlninrati   " 


Recordi  Service,   Genf 


Order  from  Superintendent  of  Documents,  U5.  nnvernnier.t   Printing  Office 

Washington.  DC.     20-K)2 
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highlights 


"THE   FEDERAL  REGISTER— WHAT   fT   IS   AND 
HOW  TO  USE  IT" 

Reservations  for  July  are  being  accepted  for  the  free 
Wednesday  vyorkshops  on  how  to  use  the  FEDERAL  REGIS- 
TER. The  sessions  are  heW  at  llOOLSt.  N.W.,  Washington, 
DC.  in  Room  9409,  from  9  to  11:30  a.m. 

Each  session  irtdudes  a  brief  history  of  the  FEDERAL 
REGISTER,  the  difference  between  legislation  and  regula- 
tions, the  relationship  of  the  FEDERAL  REGISTER  to  the 
Code  of  Federal  Regulations,  the  elements  of  a  typical 
FEDERAL  REGISTER  document,  and  an  introduction  to  the 
finding  aids. 

FOR  RESERVATIONS  call:  Dean  Smith,  202-523-5282. 


SUNSHINE  ACT  MEETINGS 29379 


TRIS 

CPSC  announces  hearing  date  of  6-17-77  on  issues 
relating  to  repurchase  of  Tris-treated  garments  or  fabhc.  29326 

HEALTH  MAINTENANCE  ORGANIZATIONS 

HEW/PHS  interim  regulations  concerning  requirements 
for  entities  requesting  Federal  financtai  assistance; 
effective  6-&-77  (Part  il  of  this  issue) 29399 

COTTON  RESEARCH  AND  PROMOTION 
PROGRAMS 

USDA/AMS  considers  implementing  suppiemental 
assessment  on  Upland  cotton  producers;  comments  t>y 


6-23-77 


29313 


EQUAL  CREDIT  OPPORTUNITY  ACT 

SBA  proposes  amendments  regarding  nondiscrimination 

in  Federal  financial  assistance;  comnwnts  by  6-30-77..  29317 

"POP-UP"  ADVERTISEMENTS 

Postal  Service  charges  additional  postage  for  non- 
permissible  enclosures  in  second-class  publications; 
effective  7-8-77 29308 

NATIONAL  HISTORICAL  PUBUCATIONS  AND 
RECORDS  COMMISSION 

GSA/NARS  proposes  grant  application  procedures;  com- 
ments by  7-8-77 29319 

NATIONAL  FLOOD  INSURANCE  PROGRAM 

HUD/FiA  lists  comnturtitim  where  sale  of  flood  insur- 
ance is  authorized  and  rate  or  flood  hazard  bourtdary 
maps  have  been  temporarily  withdrawn  (5  documents) 
(Part  IV  of  this  issue) 29428-29433 


COHTIMUED  INSIOI 


AGENCY  PUBLICATION  ON   ASSIGNED   DAYS  OF  THE  WEEK 

The  SIX  month  trial  per  cd  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice.  41  FR  32914,  Ajgust  6,  1976V  The  following  agencies  have  agreed  to  remain  In  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 

* 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 

DOT/OHMO 

CSC 

bOT/OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/ FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
foilowing  the  holiday. 

Comments  on  this  program  are  still  invited  Comments  should  be  submitted  to  the  Dayofthe-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration,  Washington,    D.C.   20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  information  please  see  tne  list  of  telephone  numbers 
appearing  on  opposite  page. 


CV4 


^Mrta 


P'ljblished  dally,  Monday  through  Friday  (no  publication  on  Saturdays.  Sundays,  or  on  official  Federal 
holidavs).  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
Admi.-iutration.  Wa^.^iington,  DC.  20408,  under  the  Federal  Register  Act  (49  Stet.  500.  as  amended;  44  U.S.C, 
Ch  15  I  and  the  reflations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I)  Distribution 
IS  made  only  by  the  Suptr::iteadent  of  Documents,  U.S.  Government  Printing  Office,  Washington.  DC.  20402. 


The  FEDERAL  REiasTER  prov.des  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
by  Federal  agencies  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  appUcablllty  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
dcKunien-^  of  public  interest  Documents  are  on  file  for  public  inspection  in  the  Office  of  the  Federal  Register  the  day  before 
they  are  publLshed,  unless  earl.er  aimg  Ls  requested  by  the  issuing  agency. 

The  FEDERAL  Register  will  be  furnished  by  mail  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
in  advance  The  charge  for  Individual  copies  Is  75  cents  for  each  issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  made  payab;e  to  »he  Superintendent  of  Documents.  U.S.  Government  Prmttng  Office,  Washington. 

D  C    20402 

There  are  no  restrictions  on  the  republi:ation  of  material  appearing  In  the  Pedebai-  Reuister. 
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INFORMATION  AND  ASSISTANCE 

Questions  and  requests  for  specific  information  may  De  directea  to  the  foilow.ng  numbers.  General  inquiries 
may  be  made  by  dialing  2C2-523-5240. 


FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO)      

Subscription  problems  (GPO)    

"Dial  -  a  •  Regulation  '  (recorded 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling  of  documents  for 
publication. 

Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR).. 

Finding  Aids 


202-783-3238 
202-275-3050 
202-523-5022 


523-5220 


523-5240 


523-5286 
523-5215 
523-5227 
523-5282 

523-5266 

523-5227 


PRESIDENTIAL  PAPERS: 

Executive   Oraers   and   Proclama- 
tions 
Weekly  Comprial:c"  c:  Presioential 

Docume.nts. 

Public  Papers  of  the  Presidents.... 
Index   

PUBLIC  LAWS: 

Public  Law  dates  and  numbers     .. 

Slip  Laws 

US.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects 


523-5233 
523-5235 

523-5235 

523-5235 

t.  "5  _  5  2  3  7 
523-5237 
523-5237 

523-5230 

523-5240 
523-5240 


HIGHLIGHTS — Continued 


POLLUTION  CONTROL 

SBA  defines  small  business  for  purpose  of  pollution 
control  guarantee  assistance:  effective  6-8-77       

METAL  AND  NONMETALLIC  MINE  SAFETY 

Intenor/MESA  establishes  new  and  rev.sed  health  and 
safety  standards;  effective  7-8-77  (Part  111  of  this 
issue)  

NATIONAL  HOUSING  ACT 

HUD/FHA  applies  regulations  to  i.r.gie  family  home 
mortgages;    effective    6-8-77       

NEW  MOTOR  VEHICLES  AND  MOTOR  VEHICLE 
ENGINES 

EPA  announces  results  of  Federal  certi'  ,:ation  tests  fcr 
1977  Model  Year  to  determine  conformity  with  air 
pollution  control  standards  (Part  V!  of  this  issue) 

MANDATORY  CANADIAN  CRUDE  OIL 
ALLOCATION  PROGRAM 

FEA  allocates  light  and  heavy  crude  oi!  st'-eams 
separately  to  pnorrty  refineries;  effective  7-1-77  

INTERCITY  MOTOR  COMMON  CARRIER 
PASSENGER  SERVICE 

ICC  adopts  regulations  affecting  service,  equipment,  and 
facilities;    effective   8—8-77   

CLEAN  AIR  ACT 

EPA  identifies  t>enzene  as  hazardous  air  pollutant;  effec- 
tive    6-8-77 


29300 


29417 


29303 


29439 


29295 


29309 


29332 


MEETINGS— 

Ccm,merce/DIBA      Numerically     Controlled     Machine 
Tool  Tecnnical  Adviscy  Committee,   6-29-77 
NBS;  Task  Force.  Computer  Networking  Standards 
for    library    and     Information     Science    Com- 
munity,   6-27    thru    6-29,    7-25,    7-26    a^o 

8-22    and    8-23-77  

NBS  Interagency  Report  Review,  b- 24-77.... 


■■e-rt 


.ou' 


NOAA:  Western  Pacific   Fishe'y   Ma  :j 
cil,   6-28  and   6-29-77 
North     Pacific     Fishery     Management     Council, 
Scientific  and  Statistical  Conmiittee,  and  Ad- 
visory Panel,  6-23  and  6-24-77         

Commission  of  Fme  Arts.  6-28-77 
Commodity   Futures  Trading   Commiss' 
DOD/AIR:  USAF  Scie^tifc  Advisory  Boa'C    6-?b.  thru 
6r-30-77 

Interior/ BLM:    Deep    Creek    Mountains,    6-23-77 

NASA:     Space     Program     Aovisory     Council,     Physical 
Sciences  Committee,  6-27  ana  6-28-77 


:-7  7 


29323 


29325 
29324 

29326 


29325 
29326 
29326 

29328 
29344 

29346 


HEARINGS— 

ITC:   Live  cattle  ar>d  certai 


edible  n-:eat  products  o' 


cattle,  6-14 

>rtain      color 

6-14-77    .. 


6^28.  7-12 
television 


and  7-:9-77 29346 

receivers,     6-7     thru 


29346 


SEPARATE  PARTS  OF  THIS  ISSUE 

Part   II,    HEW/PHS       29399 

Part    III.    Interior./MESA 29417 

Part    IV.    HUD/FIA 29427 

Part   V,    ICC  29435 

Part    VI,    EPA 29439 
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AGRICULTURAL    MARKETING   SERVICE 

Rules 

PoUto    research    and    promotion 

plan;    expenses 29295 

Proposed   Rules 

Cotton  research  and  promotion 
orders : 
Referendum,  supervisory  and 
administrative  costs  reim- 
bursement: supplmental  as- 
sessment     29313 

Meat;   grading,  certification,  and 
standards: 
Beef,    carcass:     standards    for 

grades;  cross  reference 29313 

AGRICULTURE    DEPARTMENT 

Set'  Agricultural  Marketing  Serv- 
ice: Commodity  Credit  Corpo- 
ration; Food  Safety  and  Quality 
Service 

AIR    FORCE    DEPARTMENT 
Notices 

Ei'AirunmeiUal  statements:  avail- 
ability, etc  : 

Loring  AF"B    Maine. 29327 

Meeting.s 
Scientific  Advisory  Board.  De- 
fense  Chemical   Systems   ad 
hoc   Committee 29328 

COMMERCE    DEPARTMENT 

-S''''  Dome,-tif  and  International 
B:;,-;::e.s.s  Ad.'nir.i.'^tration:  Na- 
iionul  Bureau  of  Standards; 
National  Oceanic  and  Atmos- 
pheric Administration. 

COMMODITY   CREDIT   CORPORATION 
Notices 

Monthly  .sales  list: 
July    1,    1976   through  May   31. 

1977    29329 

COMMODITY    FUTURES   TRADING 

COMMISSION 
Notices 
Autorn.i'ion   m  Futures  Industry, 

Cor.ference    29326 

CONSUMER    PRODUCT   SAFETY 

COMMISSION 
Notices 

Ch.iclren  ,->  wearing  apparel  con- 
taining TRIS,  repurcha5e: 
hearing    ,_ 29326 

riiri-^tmas  tree  lights,  miniature. 

.meeting.^   extension  of  time 29327 

DEFENSE    DEPARTMENT 

See  .Air  Force  Department.  Navy 
Dc'partmer.t 

DOMESTIC    AND    INTERNATIONAL 

BUSINESS    ADMINISTRATION 
Notices 
Meeting.^ 

Numerically  Controlled  Ma- 
chine Tool  Technical  Advi- 
sory   Committee 29323 

ENERGY  RESEARCH   AND  DEVELOPMENT 
ADMINISTRATION 

Rules 

Procurement,  contract  and  sub- 
contract   action.s,     removal     of 


contents 

fixed  dollar  threshold  for  inde- 
pendent review:  correction 29308 

ENVIRONMENTAL   PROTECTION    AGENCY 
Notices 

Air    pollutants,    hazardous;    Na- 
tional emission  standards : 

Benzene  29332 

Air  pollution  control,  new  motor 
vehicles  and  engines: 
Certification     test     results    for 

1977  model  year 29439 

Pesticide    chemicals;     tolerances, 
exemptions,  etc.;  petitions: 

Ciba-Geigy  Corp 29333 

Pesticide  registration: 

Applications   29329 

ARQUAD    DMCB 29333 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Rules 

Maritime  services,  shipboard  sta- 
thnis: 
Mobile    service;     portable    sta- 
tions;   applications 29309 

Notices 

I-l':anngs,  etc.: 

Central  Plains  Cable  TV,  Inc.-.  29334 

FEDERAL   ENERGY   ADMINISTRATION 
Rules 

Canadian  crude  oil,  mandatory  al- 
location    29295 

Notices 

Reporting  and  recordkeeping  re- 
quirements; forms;  expiration 
or  extension : 29335 

FEDERAL  HOUSING  COMMISSIONER- 
OFFICE  OF  ASSISTANT  SECRETARY  FOR 
HOUSING 

Rules 

Mortgage  and  loan  insurance  pro- 
grams : 
Mutual     mortgage     insurance; 
.servicing   responsibilities,   in- 
corporation by  reference 29303 

FEDERAL    INSURANCE    ADMINISTRATION 

Rules 

F'lood    Insurance    Program,    Na- 
tional: 
Communities  eligible  for  sale  of 

insurance  i4  documents) 29428- 

29431 
Flood  elevation  determinations,      / 

etc 29307 

Special  hazard  areas 29433 

FEDERAL   MARITIME   COMMISSION 

Notices 

Agreements  filed,  etc.: 

Blok.  H   P 29335 

FEDERAL   POWER   COMMISSION 

Notices 

Hearings,  etc.: 

Trunkline  LNG  Co.  and  Trunk- 
line  Gas  Co 29335 

West  Texas  Utilities  Co 29336 


FEDERAL   RAILROAD  ADMINISTRATION 

Notices 

Petitions  for  exemptions,  etc.: 

Chicago  Union  Station  et  al 29353 

FEDERAL   RESERVE   SYSTEM 

Rules 

Credit    by    persoiis    other    than 
banks,  brokers,  or  dealers: 
Registration,  reporting  require- 
ments, etc 29299 

Notices 

Applications,  etc. : 

First  National  Charter  Corp 29342 

Granite  Holding  Corp 29343 

Krey  Co.  Ltd 29343 

Board   actions;    applications   and 

reports   29340 

FINE  ARTS  COMMISSION 

Notices 

Meetings  29326 

FISH   AND  WILDLIFE   SERVICE 

Rules 
Fishing: 
Hillside  National  Wildlife  Ref- 
uge, Miss 29312 

Public  access,  entry,  use.  and  rec- 
reation: 
Izembek       National       Wildlife 

Range,  Alaska 29312 

Notices 

Migratory  bird  hunting: 

Early  seasons  set.  lesser  sand- 
hill crane  added;  hearing 29345 

FOOD  SAFETY  AND  QUALITY  SERVICE 

Proposed   Rules 

Meat;   grading,  certification,  and 

standards: 
Beef,    carcass;     standards    for 

grades 29313 

FOREIGN-TRADE  ZONES   BOARD 

Notices 

Foreign-trade  zone  applications: 

LouisvUle,  Ky 29323 

Salt  Lake  City,  Utah 29324 

GENERAL   SERVICES   ADMINISTRATION 

See  National  Archives  and  Rec- 
ords Service. 

HEALTH,    EDUCATION.   AND  WELFARE 
DEPARTMENT 

See  Public  Health  Service. 

HOUSING   AND   URBAN    DEVELOPMENT 
DEPARTMENT 

See  Federal  Housing  Commis- 
sioner—Office of  Assistant  Sec- 
retary for  Housing,  Federal  In- 
surance Administration. 

INTERIOR    DEPARTMENT 

See   Fish    and    Wildlife   Service; 

Land      Management      Bureau; 

Mining  Enforcement  and  Safety 

Administration;   National  Park 

Service. 
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INTERNATIONAL  TRADE   COMMISSION 

Notices  * 

Import  investigations: 

Cattle,    live    and    edible    meat 

products,  hearing  changes^.-   29346 
Color   television   receiving   sets, 

certain,   hearing  continued __   29346 

INTERSTATE  COMMERCE   COMMISSION 

Rules 

Motor  carriers: 

Passengers;  adequacy  of  service, 

equipment,  and  faciUties 29309 

Practice  rules: 

Republication;  correction 29311 

Notices 

Abandonment  of  railroad  services. 
etc.; 
Atchison.   Topeka   &   Santa   Fe 

Railway  Co 29357 

Duluth.  Missabe  &  Iron  P^ange 

Railway  Co 29436 

Maine  Central  Railroad  Co 29437 

Raritan  River  Railroad  Co 29438 

Wabash  Railroad  Co.  et  al 29378 

Fourth  section  applications  for  re- 
lief     29357 

Hearing  assignments 29357 

Motor  carriers: 

Irregular    route    property    car- 
riers; gateway  elimination^  _.   29358 
Irregular    route    property    car- 
riers;    gateway    elimination; 

correction   29358 

Temporary    authority    applica- 
tions     29373 

Petitions  filing: 

Ajax  Transfer  Co 29377 

Railroad       freight       rates       and 
charges;   various  States,  etc.; 
Colorado    ._    29357 

JUSTICE    DEPARTMENT 

Rules 

Information: 
National    security    information 
and       material,       classified; 
transmission:      CFR     correc- 
tion    29307 

LAND   MANAGEMENT   BUREAU 

Notices 

Meetings: 

Deep  Creek  Mountains,  Utah  ..   29344 
Opening  of  public  lands : 

Oregon 29344 

Outer  Continental  Shelf: 

Official    protraction    diagrams; 

availability,   etc 29344 

MANAGEMENT   AND  BUDGET   OFFICE 

Notices 

Clearance  of  reports;   list  of  re- 
quests     29346 

MINING   ENFORCEMENT   AND 
SAFETY  ADMINISTRATION 

Rules 

Metal      and      nonmetallic      mine 
safety ; 
Fire    prevention    and    control, 

personal   protection,  etc 29417 


CONTENTS 

NATIONAL   AERONAUTICS   AND   SPACE 
ADMINISTRATION 

Notices 

Meetings: 
Space  Program  Advisory  Coun- 
cil        29346 

NATIONAL   ARCHIVES   .\HD   RECORDS 
SERVICE 

Proposed   Ruies 

Property  management 

National  Historical  Publicaiions 
and  Recoros  Commission 
grant  procedures -    29319 

NATIONAL   BUREAU   OF   STANDARDS 

Notices 

Meetings : 

Computer  Networking  Stand- 
ards for  Library  and  Infor- 
mation Science  Community 
Task  Force 29325 

Review  of  Interagency  Report: 
•■Recommended  Criteria  for 
Retrofit  Materials  and  Prod- 
ucts Eligible  for  Tax  Credit  \   29324 

NATIONAL  OCEANIC  AND  ATMOSPHERIC 
ADMINISTRATION 

Notices 

Meetings: 

North  Pacific  Fishery  Manage- 
ment Council.  Scientific  and 
StatLstical  Committee,  and 
Advisory    Panel 29325 

Western  Pacific  Regional  Fish- 
ery Management  Council 29326 

NATIONAL   PARK   SERVICE 
Notices 

Authority  delegations; 

Fort  Caroline  National  Memo- 
rial. Administrative  Services 
Assistant    29345 

Indiana  Dunes  National  Lake- 
shore,  Ind,.  Administrative 
Officer    29345 

Mount  Rainier  National  Park, 
Wash..  Administrative  Officer, 
et  al 29345 

Petrified  Forest  National  Park. 

Administrative  OtTicer.  et  aL.   2S345 

Theodore  Roosevelt  National 
Memorial  Park,  N.  Dak,.  .Ad- 
ministrative Officer,  et  al 29345 

NAVY   DEPART^■ENT 
Notices 
Meetings 
Regional  Discharge  Review  Sys- 
tem      29328 

Patent  licenses,  exclusive 

Sea  Systems  Development 29328 

Sonat^ch.Inc 29328 

PENSION    BENEFIT   GUARANTY 
CORPORATION 

Proposed   Rules 

Plan  benefits  valuation 29318 


POSTAL  SERVICE 

Rules 

Organization  and  administration; 
Headquarters    Operations 

Group 29308 

Postal  Service  Manual: 
"Pop-up"  advertisements;  non- 
permissible  enclosure  in  sec- 
ond  class   publications 29308 

PUBLIC   HEALTH    SERVICE 

Rules 

Health  maintenance  organiza- 
tions; interim  regulations 29399 

RAILROAD    RETIREMENT    BOARD 

Rules 

Appeals:  entire  record  available 
includmg  magnetic  voice  tape, 
etc 29302 

SAINT  LAWRENCE  SEAWAY  DEVELOPMENT 
CORPORATION 

Rules 

Seaways;  metric  system  imple- 
mentation;  correction    29308 

SECURITIES   AND   EXCHANGE 
COMMISSION 

Ruies 

Investment  Advisers  Act: 
Agency  cross  transactions,  ad- 
vance     disclosure       require- 
ments    29300 

Notices 

Hearings,  etc.: 

Aetna  Fund,  Inc.,  et  al... 29348 

E.scalade.   Inc 29350 

Investors  Syndicate  of  America, 

Inc  ,  et  al 29350 

Japan  Fund,  Inc 29351 

New  England  Electric  System .-  29352 

TR-3  Chemical  Corp 29353 

Westamenca  Automotive  Corp.  29353 

SMALL   BUSINESS  ADMINISTRATION 

Rules 

Small  business  size  standards: 
Pollution      control      guarantee 
assistance;      small      business 
definition 29300 

Proposed   Ri/les 

Nondiscrimination : 

Financial  assistance  program: 
equal  credit  opportunity  and 
types  of  Federal  financial  as- 
sistance covered 29317 

Notices 
Applications,  etc  : 

New   York  Business  Assistance 

Corp    29353 

.fiiuthonty  delegations: 

Personnel    Office,    Director,    et 

al   29353 
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CONTENTS 


TRADE  NEGOTIATIONS,  OFFICE  OF 
SPECIAL    REPRESENTATIVE 

Notices 

rnrr^.r:.!ttees      establishment,     re- 
iieuais   etc. : 
Teade      Negotiations     Advisory 

Conmuttce 29347 

In-.p'i!  t  quotas;  reallocation: 
Sieel.  specialty :  shortfalls;  cor- 

re.  nor.     29348 

Import        relief       investigations; 
detcrrr.:;..iti0U3: 


Mushrooms    _  29347 

TRANSPORTATION    OtPARTMENT 

See  Federal  Railroad  Administra- 
tion; Saint  Lawrence  Seaway 
Development  Corporation. 

TREASURY    DFRARTMEN"" 

Notices  4 

Ai.udumping: 

Saccharin  from  Japan 29355 

Saccharin    from    Republic    of 
Korea   2a356 


list  of  cff  ports  offected  In  this  issue 


T-e  'o'SAirg  '^^r-enzji  guide  is  a  Ist  of  the  parts  of  each  title  of  tne  Code  of  Federal  Regulations  affected  by  documents  published  in  today's 
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Rules  Going  Into  Effect  Today 


Note-  There  were  no  items  eligible  lor 
inclusion  In  the  hst  of  Rules  OotNC  Into 
Effect  Today. 


Next  Week's  Deadlines  for  Comments 
On  Proposed  Rutes 


AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Servtce — 

Cherries  (sweet)  grown  in  Washing- 
ton; grade,  size,  and  container  re- 
quirements;     comments      by      6- 

17-77 27912;  6-1-77 

Pears,  plums,  and  peaches  grown  m 
California;  grade  and  size  require- 
ments;  comments   by  6-17-77. 

28146;   6-2-77 

Forest  Service — 

Prohibitions  against  motors  and 
motorized  equipment  »r  Middle 
Fork  Feather  Wild  River  Zones. 
Calif.;  comments  by  6-13-77. 

24290;   5-13-77 
Farmers  Home  Administration — 

Community  Facility  loan  regulations 
revised  to  broaden  benefits;  com- 
ments by  6-13-77 24232; 

5-13-77 
CIVIL  AERONAUTICS  BOARD 

Transactions  with  affiliates  and  non- 
transport  divisions,  amendment  of 
CAB  Form  41  schedules;  comments 
by  6-13-77  24216;  5-12-77 

DEFENSE  DEPARTMENT 
Army  Department — 

Arlington  and  Soldiers'  Home  Na- 
tional Cemeteries;  eligibility  cri- 
teria  for  bunal;   comments   by   6- 

15-77       --    25725;    5-19-77 

Engineers  Corps — 

Dredged   or  fill    material;    permits   to 
discharge   into    U.S.    waters,    com 
ments  by  6-15-77  24756; 

5-16-77 
ENVIRONMENTAL  PROTECTION  AGENCY 
New   York    State    implementation    plan; 
revision;   comments   by  6—18-77. 

25501;    5-18-77 
Ocean  dumping;  municipal  sJodge  dump- 
ing; comments  by  6—17-77       23163; 

5-6-77 

Pesttcides    in    or    on    raw    agricultural 

commodities,  proposed  tolerance  ex 

emption  for  certain  inert  ingredients; 

comments   by   6-13-77  24071; 

5-12-77 
FEDERAL  COMMUNICATIONS 
COMMISSION 
Class   A   and    Class    B   telef>hone    com- 
panies,  uniform  system  of  accounts; 

comments   by  6-13-77 24291; 

5-13-77 

FM  broadcast  stations;  Tacoma,  Wash  ; 

comments  by  6-13-77  23165; 

5-6-77 


Private  land  mobile  radio  services;  per- 
missibility of  use  of  automatic  morse 
code  identification  equipment:  reply 
comments  by  6-16-77  14124: 

3-15-77 
Telephone  equipment  registration;  reply 
comments  extended  to  6-14-77. 

25342;    5-17-77 
[First    published    at    42    FR    20315, 
Apr.  19,  19771 
FEDERAL  ENERGY  ADMINISTRATION 
Energy  conservation   program  for  appli- 
ances  (4   documents),   comments   by 
6-15-77         21576-21593;    4-27-77 
FEDERAL  RESERVE  SYSTEM 

Equal  Credit  Opportunity;  interpretation 
of  credit  program:  comments  by  6- 
17-77  25508;    5-18-77 

Simplification  of  disclosure  provided  to 
consumes  in  credit  transactions; 
comments    by    6-15-77  23516: 

5-9-77 
HEALTH.   EDUCATION,   AND  WELFARE 
DEPARTMENT 
Food  and  Drug  Administration — 

Cosmetic  labeling,  establishment  of 
names  of  fluorocart)on  (halo- 
carbon)  propellant  ingredients; 
comments    by   6-13-77        24255; 

5-13-77 
Over-the-counter  drugs:   general   con- 
ditions for  use  and  labeling  of  in- 
actrve    ingredients:    comments    by 
6-13-77  19156;    4-12-77 

Saccharin  and  its  salts,  use  in  food, 
drugs,  and  as  a  smgle-mgredient 
drug-   comments   by   6-14—77 

19996:    4-15-77 
Public  Health  Service — 

Educational  resource  centers:  grants 
for  occupational  safety  and  health; 
comments    by    6-16-77         25340; 

5-17-77 
HOUSING    AND     URBAN     DEVELOPMENT 
DEPARTMENT 
Office  of  the  Secretary — 

Community  Development  Block  Grant 

Program:       environmental       review 

procedures;      comments      by      6- 

13-77  24755;  5-16-77 

INTERIOR  DEPARTMENT 

Office  of  Secretary — 

Trans-Alaska  pipeline  liability  fund: 
non-profit  organization  establish- 
ment:   comments   by   6-14-77. 

26441,    5-24-77 
LIBRARY  OF  CONGRESS 
Copyright  Office — 

Corn-operated  Phonorecord  players: 
recordation  and  certification:  reply 
comments    by    6-15-77         25514; 

5-18-77 

[First    published    at   42    FK    16838, 

Mar  30.  19771 

NATIONAL     AERONAUTICS     AND     SPACE 

ADMINISTRATION 

Patent     waiver     regulations;     proposed 

general     procedures;     comments     by 

6-17-77 25508;    5-18-77 


NUCLEAR  REGULATORY  COMMISSION 

Rules  of  practice    miscellaneous  amend- 
ments:   comments   by    6-16-77. 

22168,    5-2-"'7 

SECURITIES  AND  EXCHANGE 

COMMISSION 

Certain  railroad  issuers   exemption  from 

financial      stdtemert       requirements; 

comments  by  6-17-77  24071: 

5-12-77 
Railroao   industry  disclosure  guiOeitnes. 
deferred     maintenance,     and     better- 
ment     accounting       for'nulatic^      of 
guidelines;    comments    by    6-17-77. 
24069:    5-12-77 
SMALL  BUSINESS  ADMINISTRATION 
Farm    size    standards    for     purpose     cf 
fnancial     assistance:     comments     by 
6-16-77  2666Q:    5-25-77 

TRANSPORTATION   DEPARTMENT 
Federal  Aviation  AdministraUon — 

Airworthiness  directives  beech  models 
60.  A60  and  B60  airplanes:  com- 
ments  by  6-12-77  22172- 

5-2-77 
Bogalusa,    La      desigration   of  transi- 
tion area:  comments  by  6-16-77 
24752     5-16-7  7 
Lmcoln    Airport,    Neb  :    alteration    of 
federal    airwav,    cciments    by    6- 
16-77                       25740,    5-19-77 
O'Neill      Military      Operations      Area; 
alteration    cf   federal   a'r.vay:    com- 
ments  by  6-16-77 25740; 

5-19-77 


Pleasanton.    Tex 

sition  area;  co 

Transition    area; 


:    ateration    cf    tran- 
r-^-.ents  !^ y  6>-16-77 
24752;    5-16-77 
Killeen,    Tex.:    com 


ments  by  6-16-77 


26217; 
5-23-77 
Federal  Highway  Administration — 

Traffic  control  devices:  metnficatior 
of  national  standards  comiments 
by  6-13-77  21487,   4-27-77 

Hazardous  Materials  Operattons 
Office — 
Environmental      and      health      effects 
matenals:   new  or  acWittonai  t^ans 
portation    controls     comments    by 
6-13-77  13309:     3-10-77 

[First    published    at    41    fR    £3824 
12-9-77' 


Next  Week's  Meeting* 


ARTS  AND  HUMANITIES,   NATIONAL 
FOUNDATION 
Advisory    Comimittee    Fesearcn    Grants 
Panel,     Washington,     D.C      iricsed), 
6-16  and  6-17-77     27070    5-26-77 
Advisory  Panels 

Dance       Washington,      D.C       (open 
closed).   6-1?  thru   6-15-77. 

26^55     5-23-77 
Theatre.      New     York       N  v       (open 
dosed,     6-12  and  6-13-77 

26256;    5-23-77 
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Museum,  Washington,  DC.  (open- 
closed),    6-15    and    6-16-77. 

27377;    5-27-77 

Research     Grants     Panel.     Washington, 

D.C.    (closed),    6-13-77  21874; 

4-29-77 
CIVIL  RIGHTS  COMMISSION 
Advisory  Committees: 

Iowa.  Des  Momes,  Iowa  (open),  6-15 

and  6-16-77  26236;   5-23-77 

Michigan,   Saginaw,   Mich,   (open),  6- 

17-77  28182:  6-2-77 

Washington,    Seattle,    Wash,    (open), 

6-18-77  22389;    5-3-77 

CIVIL  SERVICE  COMMISSION 

Federal   Employees   Pay  Council,   Wash- 
ington,   DC     (open),    6-15-77. 

27267;    5-31-77 
Federal    Prevailing   Rate   Advisory   Com- 
mittee,    Washington,     DC.     (closed), 
6-16-77  26244;  5-23-77 

COMMERCE  DEPARTMENT 

National      Oceanic      and      Atmospheric 
Administration — 
Fishery  Management  Councils,  Scien- 
tific and  Statistical  Committees: 
Mid  Atlantic,      Southampton,      N.Y. 
(open    with    restrictions),    5—13 

thru    6-16-77 26685; 

5-25-77 
North    Pacific   and   Advisory   Panel, 
Juneau,    Alaska    (open    with    re- 
strictions),  6-15  thru   6-17-77. 
27277:   5-27-77 
Pacific,    Los   Angeles,   Calif,    (open 
with   restrictions),  6-13  and  6- 
14-77  26684;  5-25-77 

Gulf  of  Mexico  Fishery  Management 
Council,  New  Orleans,  La  (open), 
6-13  thru  6-15-77  24076: 

5-12-77 
Patent  and  Trademark  Office — 

Patent  and  Trademark  Advisory  Com- 
mittee, Arlington,  Va.  (open  with 
restrictions),  6-17-77  27278: 

5-27-77 
DEFENSE   DEPARTMENT 
Air  Force  Department — 

USAF  Scientific  Advisory  Board  De- 
fense Chemical  Systems  ad  hoc 
Committee,  Wright-Patterson  AFB, 
Ohio  (open  with  restrictions),  6— 
15-77  26692;   5-25-77 

USAF  Scientific  Advisory  Board  Elec- 
tronic Systems  Division  Advisory 
Group,  Hanscom  AFB,  Mass. 
(closed),    6-14   and   6-15-77. 

27021;    5-26-77 
Office  of  the  Secretary — 

Defense  Intelligence  Agency  Scientific 
Advisor/  Committee;  Rosslyn,  Va. 
(closed),  6-15-77  24304: 

5-13-77 
Electron      Devices     Advisory     Group 
Working  Group   D,   New  York,   N.Y. 
(closed),    6-15    and    6-16-77. 

27281:   5-27-77 

Wage    Committee,    Washington.    DC. 

(closed),    6-14-77  18633; 

4-8-77 
ENERGY   RESEARCH  AND   DEVELOPMENT 
ADMINISTRATION 
Geothermal     Energy    Advisory    Commit- 
tee's Technology  Utilization  Subcom- 


mittee,   San    Francisco,    Calif,    (open 
with  restrictions),  6-17-77...  28183; 

6-2-77 
ENVIRONMENTAL    PROTECTION    AGENCY 
Great    Lakes   Water   Quality   agreement, 
Rochester,   NY.   (open),  6-14—77. 

21643;  4-28-77 
Scientific    Advisory    Board's    Environ- 
mental Health  Advisory  Committee 
Study  Group  on  Mutagenicity  Test- 
ing.    Arlington,     Va.     (open),     6- 

15-77 27053;    5-26-77 

FEDERAL  COMMUNICATIONS 
COMMISSION 
FM    broadcast   stations   in    Kansas   and 
North   Carolina:   changes  in   table  of 
assignments;   reply  comments  by  6- 
13-77  20643;  20644;  4-21-77 

HEALTH,   EDUCATION,  AND  WELFARE 
DEPARTMENT 
Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration — 
Advisory     committees,     Washington, 
DC.  and  various  cities  in  Maryland 
and    Virginia    (open    and    closed), 

6-12  thru  6-18-77 23879; 

5-11-77 
Education  Office — 

Accreditation  and  institutional  Eligi- 
bility, Advisory  Committee,  Arling- 
ton, Va.  (open),  6-14  thru  &- 
17-77  25769;  5-19-77 

Bilingual  Education,  National  Advisory 
Council,   Washington,    D.C.    (open), 

6-17  thru  6-19-77 27677; 

5-31-77 

Career    Education    National    Advisory 

Council,    Washington.    D.C.    (open), 

6-16  and  6-17-77    25923; 

5-20-77 
Extension   and   Continuing   Education 
National  Advisory  Council  Com- 
mittees: 
Federal     Programs     Review;     Los 
Angeles,  Calif,  (open),  6-13-77. 
26468;   5-24-77 
Title  1;   Los  Angeles,  Calif,   (open), 

6-13-77 26469;    5-24-77 

Food  and  Drug  Administration — 

Blood  and  Blood  Derivatives  Panel; 
Bethesda,     Md.     (partially     open), 

6-17  thru  6-18-77 24327; 

5-13-77 

Dental    Device    Classification    Panel; 

Washington,     D.C.     (open),     6-13 

thru  6-14-77         24320;  5-13-77 

Hematology       Device      Classification 

Panel;     Washington,     D.C.     (open), 

6-14  thru  6-15-77 24320; 

5-13-77 

Hepatotoxicity   Subcommittee  of  the 

Gastrointestinal      Drugs      Advisory 

Committee,    Rockville,   Md.   (open), 

6-14  and  6-15-77 24320; 

5-13-77 
Psychopharmacological     Agents     Ad- 
visory   Committee;    Rockville,    Md. 

(open),    6-16-77  24320; 

5-13-77 
Pulmonary    Allergy    and    Clinical    Im- 
munology     Advisory      Committee; 
Rockville,     Md.     (partially     open), 

6-16  thru  6-17-77 24326; 

5-13-77 


National  Institutes  of  Health — 

Allergy  and  Immunology  Research 
Committee.  Bethesda,  Md.  (open), 

6-13  and  6-14-77 23174; 

5-6-77 

Cancer  Control  Community  Activities 

Review   Committee,    Silver   Spring, 

Md.   (open   and  closed),  6-16-77. 

23175;   5-6-77 

Cancer  Control  Grant  Review  Com- 
mittee, Bethesda,  Md.  (open  and 
closed),    6-13   and   6-14-77. 

23175;   5-6-77 

Cancer  Control  Community  Activities 
Review  Committee  and  Cancer 
Control  Grant  Review  Committee, 
Silver     Spring,     Md.     (open     and 

closed),   6-15-77         •. 23175; 

5-6-77 

Cancer  Immunotherapy  Committee, 
Bethesda,   Md.   (open  and  closed), 

6-15  thru  6-17-77 23176; 

5-6-77 

Cancer  Treatment  Division,  Clinical 
Investigations  Branch,  Cooperative 
Group  Chairmen,  Bethesda,  Md. 
(open),  6-14-77     21520;  4-27-77 

Control  of  Huntington's  Disease  and 
its  Consequences,  Commission, 
Chicago,   111.   (open).  6-18-77. 

27304;    5-27-77 

Clinical  Trials  Review  Committee, 
Seattle,     Wash,     (partially     open), 

6-13  and  6-14-77 24100; 

5-12-77 

Dental  Caries  Program  Advisory 
Committee,  Bethesda,  Md.  (open 
with  restrictions),  6-16  and  6— 
17-77 19403;    4-13-77 

Findings  on  complexity  of  nucleic 
acids  in  viral  genomes,  Madison, 
Wisconsin   (open),   6-16-77. 

25535;   5-18-77 

Graduate  Education  in  Oral  Oncology 
Workshop,    Bethesda,    Md.    (open). 

6-13  and  6-14-77 12264; 

3-3-77 

Mammalian  Cell  Lines  Committee. 
Bethesda,  Md.  (open),  6—14  and 
6-15-77 21521;    4-27-77 

National  Bladder  Cancer  Project 
Working  Cadre,  Boston,  Mass. 
(open  and  closed),   6-14-77, 

23175;   5-6-77 

National  Diabetes  Advisory  Board, 
Washington,  DC.  and  Rockville, 
Md.  (open  with  restrictions),  6—16 
and    6-17-77    .    21853;  4-29-77 

National  Institute  of  Environmental 
Health  Sciences;  Board  of  Scien- 
tific Counselors,  Research  Triangle 
Park,  N.C.  (open  with  restrictions), 

6-13  thru  6-15-77 21853; 

4-29-77 

National  Large  Bowel  Cancer  Project 
Working  Cadre,  Houston,  Tex, 
(open  and  closed),  6-16  and  6- 
17-77   23175;    5-6-77 

Pharmacology-Toxicology  Research 
Program  Committee,  Bethesda. 
Md.  (partially  open),  6-16  and  5- 
17-77 24101;    5-12-77 
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Primate  Research  Centers  Advisory 
Committee,  Bethesda,  Md.  (open), 

6-15-77 21522;    4-27-77 

Recombinant  DNA  Molecule  Program 
Advisory  Committee,  Bethesda, 
Md.  (open),  5-14  and  5-15-77. 

21522;   4-27-77 
Research  Grants   Division  Study  Sec- 
tions, Bethesda,  Md    (open),  6-12 

thru  6-18-77 23176;  5-6-77 

Research  Manpower  Review  Commit- 
tee, Chevy  Chase,  Md.  (open- 
closed),   6-12  thru   6-14-77. 

26703;   5-25-77 
Virus  Cancer  Program  Advisory  Com- 
mittee,    Bethesda.      Md.      (open), 
6-16  and  6-17-77  21853: 

4-29-77 
Virus  Cancer   Program   Scientific   Re- 
view Committee  B,   Bethesda,   Md. 
(open-closed)       6-18       and       6- 
19-77  27305:  5-27-77 

Vision  Research  Program  Committee, 
Bethesda,  Md.  (open).  6-13  and 
6-14-77  23177;  5-6-77 

Office  of  the  Secretary — 

Services  and  Facilities  for  the  Develop- 
mentally  Disabled  National  Ad- 
visory Council,  Washington,  D.C. 
(open),    6-13   thru    6-15-77. 

27067;    5-26-77 
HOUSING    AND     URBAN     DEVELOPMENT 
DEPARTMENT 
Office  of  the  Secretary — 

Future  of  the  Federal  Housing  Admin- 
istration, Task  Force,   Washington, 

D.C.  (open),  6-15-77 27679; 

5-31-77 
INTERIOR  DEPARTMENT 
National  Park  Service — 

Cape  Cod  National  Seashore  Advisory 
Commission,  South  Wellfleet, 
Mass.  (open  with  restrictions),  6- 

17-77 27310;    5-27-77 

Golden  Gate  National  Recreation  Area, 
Point  Reyes  Station,  Calif,   (open), 

6-15-77 24119;  5-12-77 

Rocky    Mountain    Regional    Advisory 

Committee:     .    24119;    5-12-77 

Medora,  N.  Dak.  (open),  6-16-77. 

Hot  Springs  and  Hill  City,  S.   Dak. 

(open),  6-17-77, 
Trenton,  N.  Dak,  (open),  6-15-77. 
Sleeping  Bear  Dunes  National   Lake- 
shore        Advisory        Commission, 
Honor,  Mich,  (open),  6-17-77, 

25925;   5-20-77 
JUSTICE  DEPARTMENT 

Judge  Nominating  Commission  West- 
ern Fifth  Circuit  Panel,  U.S.  Circuit, 
New    Orleans,     La.     (closed).     6- 

13-77 26481;    5-24-77 

NATIONAL    ADVISORY   COUNCIL   ON    EX- 
TENSION   AND    CONTINUING    EDU- 
CATION 
Meeting.  Los  Angeles,  California  (open), 
6-14  and  6-15-77..  25548;  5-18-77 


NATIONAL     AERONAUTICS     AND     SPACE 
ADMINISTRATION 

NASA  Research  and  Technology  Advisory 
Council    Space    Propulsion    &    Power 
Committee,    Washington,    DC.    (open 
with  restrictions),  6-14  and  6-15-77. 
27069:   5-26-77 
NASA    (RTAC),    Subcommittee    on    Avi- 
ation Safety  Reporting  System,  Wash- 
ington, D.C.  (open  with   restrictions), 
6-14  and  6-15-77     25943:5-20-77 
NASA     Research     and     Technology     Ad- 
visory   Council    Committee    on    Guid- 
ance,  Control,   and    Information    Sys- 
tems,  Huntsville,  Ala.   (open  with   re- 
strictions),  6-15  and   6-16-77. 

25942:    5-20-77 
NATIONAL  CAPITAL   PLANNING 
COMMISSION 
Plan    for    national   capital:   foreign    mis- 
sions    and     international     agencies, 
Washington,    D.C.    (open   with    restric- 
tions). 6-14-77  25774:   5-19-77 
NATIONAL  SCIENCE  FOUNDATION 
Advisory  Panels — 

Developmental      Biology      PCM/BBS, 
Washington,    D.C.    (closed),    6-13 
thru    6-15-77        27378:    5-27-77 
Economics,   Washington,    DC.    (open- 
closed),  6-17  and  6-18-77. 

28012;    6-1-77 
Federal    Scientific   and   Technical    In- 
formation   Managers,    Washington, 

D.C.  (open),  6-14-77 27378; 

5-27-77 

Political    Science,    Washington,     D.C. 

(open-closed).  6-14  and  6-15-77. 

27378;    5-27-77 

Public     Understanding     of     Science. 

Washington,      DC.      (open-closed), 

6-16  and  6-17-77 27700; 

5-31-77 

Science  Education   Projects  Subpanel 

for     Science     for    Citizens     Public 

Service    Science    Residencies    and 

Public  Service  Science  Internships, 

Washington,    DC.    (closed),    6-16 

thru    6-18-77        27700;    5-31-77 

NUCLEAR    REGULATORY    COMMISSION 

ACRS     Subcommittee,     Reactor     Safety 

Research,    Denver,    Colo,    (open),    6- 

16-77      25780:  5-19-77 

Reactor  Safeguards  Advisory  Commit- 
tee's Reactor  Safety  Research  Sub- 
committee, Denver,  Colo,  (open),  6- 
16-77  27076:    5-26-77 

OCEANS    AND    ATMOSPHERE,    NATIONAL 
ADVISORY  COMMITTEE 
Washington,     D.C.     (open    with    restric- 
tions), 6-13  and  6-14-77        27069; 

5-26-77 
STATE  DEPARTMENT 

Folk    Music    and    Jazz    Advisory    Panel, 
Washington,    D.C.    (open),    6-17-77. 
28013;   6-1-77 
International  Radio  Consultive  Commit- 
tee,    Washington,     DC,     (open),     6- 
16-77  25572;    5-18-77 

Shipping  Coordinating  Committee  Safety 
of  Life  at  Sea  Subcommittee,  Wash- 
ington,  D.C.   (open),   6-16-77. 

26711;   5-25-77 


Agency  for  International  Development — 
Board     for     International     Food     and 
Agricultural     Development,     Wash- 
ington,  D.C.   (open),  6-13-77. 

25572:    5-18-77 
TRANSPORTATION    DEPARTMENT 
Coast  Guard — 

Inert  gas  system;  extension  of  re- 
quirements: San  Diego,  Calif. 
(open).  6-16-77  24874; 

5-16-77 

Oil     tankers;      improved      emergency 

steennc     standards;     San     Diego, 

Calif    (open),  6-16-77  24869: 

5-16-77 

Vessels  of  10,000  gross  tons  or  more; 

additional    equipment,    San    Diego, 

Calif,  (open).  6-16-77 24871; 

5-16-77 
Federal  Aviation  Administration — 

Radio  Technical  Commission  for  Aero- 
nautics (RTCA)  Special  Committee 
122,  Washington,    DC.    (open   with 
restrictions),    6-14    and    6-15-77. 
24134;    5-12-77 
VETERANS   ADMINISTRATION 

Wage      Committee       Washington,      DC 
(closed),  6-16-77      20211;  4-18-77 


Next  Week's   Public   Hearings 


FEDERAL  ENERGY  ADMINISTRATION 

Energy  conservation  program  for  appli- 
ances, Washington,  DC.  (open)  (4 
documents),   6-13  and  6-14-77. 

21576-21593:    4-27-77 
HEALTH,   EDUCATION.  AND  WELFARE 
DEPARTMENT 
Education  Office — 

National  direct  student  loans;  interim 
final   regulation,   Washington,    D.C. 

(open.     6-14-77 25862: 

5-20-77 
INTERNATIONAL  TRADE   COMMISSION 
Live  cattle  a''d  certain  edible  meat  prod- 
ucts   of    cattle.    Rapid    City,    S.    Dak. 
(open).   6-14-77        19389:   4-13-77 
LABOR   DEPARTMENT 

Occupational  Safety  and  Health 
Administration — 
Emergency    temporary    standard    for 
occupational  exposure  to  benzene: 
Washington,     DC       6-12-77. 

22517:    5-3-77 
TRANSPORTATION   DEPARTMENT 
Coast  Guard — 

Tank    vessels    carrying    oil    in    trade; 

protection   of   marine  environment, 

San  Diego,  Calif    (open).  6-16-77 

24868.    5-16-77 

Federal  Aviation  Administration — 

Transport  category  airplane  post 
crash  fuel  systems:  fire  and  ex- 
plosion hazard  reduction,  Washing- 
ton, DC.  (open),  6-13  thru  6- 
17-77  21202:  4-25-77 


List  of  Public  Laws 


Note:  No  public  br.j*  uhlch  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register  for  Inclusion  lii  lod&y  s  List  of 
Public  Laws 
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Title  7 — Agriculture 

CHAPTER    XI— AGRICULTURAL    MARKET 
ING     SERVICE     (MARKETING     AGREE 
MENTS  AND  ORDERS;  MISCELLANEOUS 
COMMODITIES),        DEPARTMENT       OF 
AGRICULTURE 

PART   1207— POTATO   RESEARCH   AND 
PROMOTION    PLAN 

Expenses  and  Rate  of  Assessment 

AGENCY  Agricultural  Marketing  Serv- 
ice, USDA 

ACTION :  Final  rule. 

SUMMARY:  This  regulation  authorizes 
expenses  of  S2. 350. 000  and  establishes  a 
rate  of  assessment  of  one  cent  per  hun- 
dredweight of  potatoes  for  the  function- 
ing of  the  National  Potato  Promotion 
Board  for  the  1977-78  fiscal  period.  The 
regulation  \m11  enable  the  Board  to  collect 
assessments  from  designated  handlers 
on  asse.ssable  potatoes  and  to  use  the  re- 
sulting funds  for  its  expenses. 

EFFECTIVE  DATE:  July  1.  1977 

FH3R  FURTHER  INTORMATION  CON- 
TACT: 

Charles  R  Brader.  Deputy  Director. 
Fruit  and  Vegetable  Division,  AMS. 
US,  Department  of  Agriculture,  Wash- 
ington, DC,  20250,  Telephone  202-447- 
3545. 

SUPPLEMENTARY  INFORMATION : 
The  Potato  Board  is  the  admlnl?trat:^e 
agency  established  under  the  Potato  Re- 
search and  Promotion  Plan  '7  CFR 
1207  1 ,  This  program  is  effective  under  the 
Potato  Research  and  Promotion  Act  '7 
use,  2611-2627'  , 

Notice  was  published  m  the  May  12 
Federal  Register  i  42  FR  24JD56  >  regard- 
ing the  proposals.  It  afforded  interested 
persons  an  opportunity  to  submit  writ- 
ten comments  not  later  than  May  27, 
1977  One  comment  was  received  which 
expressed  general  opposition  to  the  Plan 
but  offered  ho  specific  suggestion.'^  on  the 
proposed  budget 

After  consideration  of  all  relevant 
matters,  including  rhe  proposals  m  the 
notice,  it  is  found  that  the  following  ex- 
penses and  rate  of  as.sessment  should  be 
approved 

It  is  further  found  that  good  cause 
exists  for  not  postponing  the  cffectne 
date  of  this  section  until  30  davs  after 
publication  in  the  Feoer.al  Register  '  5 
use  553 >  because  this  part  requires 
that  the  rate  of  a.s,sessment  for  a  particu- 
lar period  shall  apply  to  all  asse.ssable 
potatoes  from  the  begmnme  of  such 
pcricxi. 

The  regulation  is  as  follows : 
§   1207.106       F.\por»i-o-  and  rate  of  a'-sc---- 
nirnl. 

(a  I  The  reasonable  expenses  that  are 
likely  to  be  incurred  during  the  fiscal  pe- 


riod beginning  July  1,  1977.  and  ending 
June  30.  1978.  by  the  National  Potato 
Promotion  Board  for  its  maintenance 
and  functioning  and  for  such  purposes 
as  the  Secretary  determines  to  be  appro- 
priate will  amount  to  $2,350,000 

'b'  The  rate  of  a.^sessment  to  be  paid 
by  each  designated  handler  m  accord- 
ance with  the  proMslons  of  the  Plan  shall 
be  one  cent  i$0  01i  per  hundredweight 
of  assessable  potatoes  handled  bv  him 
during  said  fiscal  period 

'C'  Unexpended  income  in  excess  of 
expenses  for  the  fiscal  period  may  be  car- 
ried over  as  an  operating  monetar>  re- 
serve, 

id»  Terms  used  m  this  section  h.ave 
the  same  meaning  as  when  used  m  the 
Potato  Research  and  Promotion  Plan' 

(Title  III  of  P,L,  91-670  84  Slat  2041  7 
U  S,C   2611-2627  ) 

Dated  June  2.  1977.  to  become  effect:\e 
July    1     1977 

WlLLL^M    T     MaNLEY. 

Acting  Administrator. 
FR  Doc  77-16139  Filed  6-7-77,8  45  ami 

Title  10 — Energy 

CHAPTER   II— FEDERAL  ENERGY 
ADMINISTRATION 

PART  214 — MANDATORY  CANADIAN 
CRUDE    OIL   ALLOCATION    REGULATIONS 

Modification  of  the  Canadian  AMocation 
Program 

AGENCY:  Federal  Enen-v  Adn.;!;istra- 
tion  (PEA  I, 

ACTION     Final  rule 

SUMMARY:  This  rule  amend';  the  Man- 
datorv  Canadian  Crude  Oil  Allocation 
Regulations  set  forth  m  10  CFR  Part  214 
to  provide  for  allocation  by  FEA  of  the 
Canadian  light  and  heavy  crude  oil 
streams  separately  to  prioritv  refineries 
according  to  their  use  of  each  crude  oil 
type  m  the  base  period,  with  provisions 
permitting  priority  refineries  to  fill  out 
their  base  period  volume  of  Canadian 
crude  oil  with  heavy  oil  to  ofTset  the 
shortfall  of  light  crude  oil  FEA  has  de- 
termined that  the  amendments  adopted 
herein  are  necessary  to  facilitate  the  im- 
portation into  the  US  of  the  full  vol- 
ume of  Canadian  heavy  crude  oil  avail- 
able m  view  of  Canada's  decision  to 
licen.'^e  the  light  and  heavy  crude  oil 
streams  separately  for  export  and  to  in- 
crease the  export  volume  for  the  heavy 
crude  oils, 
EFFECTIVE  DATE:  July  1,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Deanne      Williams       'FEA      Reading 
Room',   12th   and  Pennsylvania   Ave- 


nue NW,,  Room  2107,  Washington, 
DC    I  202-566-9161  >. 

Donald  Creed  i Media  Relations),  12th 
and  Pennsvlvania  Avenue  NW  ,  Room 
3105,    Washington,    D.C.    20461     '202- 

566-9833 

Mario  Cardiiilo  Program  Office),  2000 
M  Street  NW  ,  Room  6128  Washing- 
ton, D  C  20461  1202-254-846'? 
Michael  Paine  or  Samuel  M  Bradley 
■Office  of  Creneral  Coun-^eli,  12th  and 
Pennsylvania  Avenue  NW  ,  Washing- 
ton. E),C,  20461    '202-566-9565' 

SUPPLEMENTARY    INFORMATION 

Backgroind 

On  March  10,  1977  FEA  issued  a  no- 
tice of  proposed  rulemaking  and  public 
hearing  42  FR  14116,  March  15.  1977  > 
to  amend  the  Mandatory  Canadian 
Crude  Oil  Allocation  Regulations  under 
the  Canadian  .Allocation  Program  (CAP) 
to  take  into  account  changes  m  Canada's 
crude  oil  export  program  resulting  in 
separate  licensing  by  the  Canadian  Na- 
tional Energy  Bo.ird  NEB'  of  Canadian 
light  and  heavy  crude  o::,<;  and  an  in- 
crea^sed  ex;xirt  volume  :,.:r  the  hea'.-y 
crude  oils 

As  a  result  of  Canada's  decision  to 
;ncrease  the  extx)rt  level  for  heavy  crude 
ui  relation  to  lisht  crude  oil,  FEA  pro- 
jected that,  without  any  change  in  the 
current  provi'^ions  of  the  CAP.  a  signifi- 
cant portion  of  the  increased  export  vol- 
ume of  heavy  crude  oil  would  not  be 
imported  into  the  United  States  m  1977 
due  to  the  fact  that  the  priority  refin- 
eries that  have  sufficient  Canadian  crude 
oil  rights  under  the  CAP  to  import  the 
heavy  crude  do  not  have  the  capability 
either  to  receive  or  run  that  type  of 
crude  oil,  while,  at  the  same  time,  the 
priority  refineries  that  have  the  capabil- 
itv  to  receive  and  run  this  crude  oil  would 
not  be  issued  a  sufficient  number  of 
rifhts. 

The  proposed  modifications  to  the 
C.^P  were  rresented  m  three  alternative 
proposals  that  were  intended  to  a.ssure 
that,  to  the  maximumi  extent  passible 
the  program  facilitates  lifting  of  the 
increased  volume  of  hea\T  crude  oil 
Each  of  the  proposals  contemplated  a 
quarterly  allocation  penod  instead  of  the 
present  six-month  allocation  penod  and 
a  change  in  the  present  base  peruxi 
'November  1,  1974  through  October  21, 
1975'    to  the  calendar  year   1975, 

Discussion  of  Comments 
Comments  on  the  proposed  alterna- 
tive amendments  to  the  CAP  were  in- 
vited through  April  5,  and  eleven  written 
comments  were  received  by  FEA  The 
public  hearing  on  these  proposals  was 
held  on  April  5  and  twelve  persons  pre- 
sented oral  statem.er.ts    T].e  '.  rai  state- 
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ments  and  written  comments  presented 
the  views  of  refiners  and  other  firms 
that  own  first  and  second  priority  re- 
fineries, including  major  refiners,  large 
independent  refiners,  and  small  refiners. 
Two  state  energy  ofBces  and  a  producer 
of  Canadian  heavy  oil  also  participated 
in  the  proceeding.  FEA  is  satisfied  that 
the  comments  received  fairly  represent 
the  broad  range  of  interests  which  would 
be  affected  by  any  modification  of  CAP. 
A  majority  of  the  comments  received 
by  FEA  supported  the  Agency's  prelimi- 
nary determination  that  changes  in  the 
CAP  were  required  to  assure  that  the 
regvUations  facilitate  liftmg  of  the  in- 
creased volume  of  Canadian  heavy  crude 
oil.  However,  four  refiners  questioned 
the  need  to  modify  the  CAP  in  light  of 
the  NEB'S  success  in  January  and  Feb- 
ruary of  this  year  in  exporting  its  addi- 
tional heavy  crude  oil  outside  the  CAP 
by  declaring  the  volumes  outside  Can- 
ada's exportable  surplus. 

Allocation  Period 

Most  of  those  commenting  supported 
FEA's  proposal  to  change  the  allocation 
period  from  the  present  six-month  pe- 
riod to  a  calendar  quaiter  to  permit 
the  program  to  be  more  responsive  to 
variations  which  may  occur  periodically 
m  the  export  levels  of  Canadian  crude 
oil.  Many  of  the  firms  commenting  on 
the  change  in  the  allocation  period  rec- 
ommended that  the  quarterlv  alloca- 
tioas  be  based  on  one-fourth  of  the  crude 
runs  to  stills  in  the  base  period  rather 
than  runs  to  stills  In  the  corresponding 
quarter  of  the  base  period,  since  alloca- 
tions based  on  historical  quarterly  runs 
In  tlie  ba^e  period  may  reflect  nonrecur- 
ring operating  conditions  that  could  in- 
terfei-e  with  a  reflnerj-'s  ability  to  meet 
current  product  demand.  Several  firms 
correctly  pointed  out  that  if  the  calendar 
quarter  allocation  period  were  adopted, 
the  regulations  would  require  further 
modification  to  preserve  refineries'  abil- 
ity to  pre-lift  allocated  volumes,  which 
was  .so  essential  this  past  winter. 

Following  the  public  hearing,  the  NEB 
advised  FEA  that  It  would  adopt  a  quar- 
terly nominations  procedure  for  heavy 
crude  oil  only,  effective  for  the  quarter 
beginning  July  1.  1977  in  conformity 
with  FEAs  proposal.  The  NEB  will  con- 
tinue to  license  and  receive  nominations 
for  light  crude  oil  on  a  monthly  basis 
due  to  potential  operational  constraints 
involving  the  light  oils  and.  In  particular, 
condensate,  which  may  cause  some  fluc- 
tuations in  the  monthly  exportable  sur- 
plu.->  of  light  crude  oils.  However.  FEA 
believes  that  it  will  be  able  to  project 
the  export  level  for  the  light  crude  oils 
for  each  calendar  quarter  with  sufficient 
accuracy  to  permit  the  allocation  of  light 
crude  oil  on  a  quarterly  basis.  Accord- 
ingly, In  light  of  the  evidence  presented 
in  the  oral  testimony  and  the  wTltten 
comments,  FEA  has  concluded  that  it 
is  appropriate  to  adopt  a  quarterly  al- 
location period  based  oh  one-fourth  of 
a  particular  firm's  crude  runs  to  stills 
in  the  base  period,  with  provisions  per- 
mitting refiners  to  pre-lift  against  future 
allocation  periods. 


Base  Period 

The  majority  of  the  firms  commenting 
opposed  FEA's  proposal  to  change  the 
present  base  period  (November  1,  1974 
through  October  31,  1975>  to  calendar 
year  1975.  Several  firms  challenged  FEA's 
initial  conclusion  that  the  proposed  base 
period  would  provide  a  more  accurate 
measure  of  the  historical  usage  of  Ca^ 
nadian  light  and  heavy  crude  oil  and  ex- 
pressed concern  that  changing  the  base 
period  would  precipitate  a  new  round  of 
exception  requests  for  redetermination 
of  base  period  volumes  and,  or  priority 
classifications.  It  was  also  pointed  out 
that  the  base  period  change  would  be 
necessary  only  if  the  quarterly  alloca- 
tions were  based  on  runs  to  stills  in  the 
corresponding  months  of  the  base  period 
instead  of  the  annual  average  runs  to 
.stills  in  the  base  period.  The  objections 
to  changing  the  base  period  convinced 
FEA  that  its  proposal  should  not  be 
adopted. 

Alternative  Allocation  Proposals 

A  majority  of  the  second  priority  re- 
finers and  other  firms  submitting  com- 
me^its  favored  Alternative  No.  1,  which 
provided  that  FEA  would  treat  as  sur- 
plus and  remove  from  the  coverage  of 
the  CAP  any  Canadian  heavy  crude  oil 
which  it  determined  would  not  be  im- 
ported by  priority  refiners  in  a  particular 
allocation  period  due  to  the  present  con- 
straints in  the  regulations.  The  princi- 
pal arguments  that  w-ere  advanted  in 
support  of  Alternative  No.  1  were  (1)  it 
would  enable  both  first  and  second  pri- 
ority refiners  to  obtain  heavy  oil  in  ex- 
cess of  their  present  rights  issuances;  <2> 
It  would  be  admiiiLstratively  uncompli- 
cattd  both  for  FE.A.  and  the  refiners:  and 
'  3  >  that  it  would  permit  all  domestic  re- 
finers to  compete  equally  for  the  surplus 
volumes  of  Canadian  heavy  crude  oil. 
Many  first  and  second  priority  refiners 
recommended  modifications  to  Alterna- 
tive No.  1  to  assure  that  priority  refiners 
and  other  firms  would  have,  in  effect,  a 
right  of  first  refusal  on  any  surplus  heavy 
crude  oil. 

Opposition  to  Alternative  No.  2,  which 
provided  for  removal  of  the  current  re- 
strictions on  sales  or  other  transfers  of 
Canadian  crude  oil  rights,  was  nearly 
unanimous,  the  consensus  being  that  it 
was  inconsistent  with  Uxe  intent  of  the 
CAP  because  it  would  provide  economic 
benefits  to  refiners  that  are  unable  to 
use  the  heavy  crude  and  thus  would  re- 
sult in  a  higher  cost  for  the  heavy  oil  to 
refiners  that  have  the  capability  to  use 
It.  Alternative  No.  2  was  also  opposed 
on  the  ground  that  it  would  increase  the 
costs  and  administrative  burdens  of  both 
FEA  and  the  refinei-s  due  to  the  reporting 
requirements  for  the  sale  of  rights. 

A  majority  of  the  first  priority  refiners 
and  other  firms  commenting  expressed 
support  for  Alternative  No.  3  with  certain 
modifications.  Alternative  No.  3  provided 
for  the  allocation  of  Canadian  light  and 
heavy  crude  oil  streams  separately  to  pri- 
ority refineries  according  to  thetr  use  of 
each  crude  oil  type  in  the  base  period  and 
employed  essentially  the  current  alloca- 


tion plan  and  procedures  set  forth  in  10 
CPR  214.31-214.32  The  principal  rea- 
son cited  in  the  comments  in  support  of 
Alternative  No.  3  was  that  it  would  as- 
sure that  Canadian  crude  oil  would  be 
allocated  according  to  hLstorical  usage 
to  those  refiners  and  firms  most  depend- 
ent upon  such  feedstocks.  Many  firms 
suggested  that,  in  light  of  the  dechning 
supply  of  light  crude  oil.  both  first  and 
second  priority  refiners  should  be  per- 
mitted to  fill  up  their  base  period  volume 
with  heavy  crude  oil.  Several  firms 
recommended  that  Alternative  No.  3  be 
modified  to  provide  a  penalty  for  unused 
rights  to  ensure  that  all  available  Ca- 
nadian crude  oil  is  imported  by  U.S. 
refiners. 

The  principal  objections  that  were 
raised  in  opposition  to  Alternative  No.  3 
were  that  (1»  since  heavy  oil  is  not  in 
short  supply,  no  useful  purpose  would  be 
served  by  allocating  it:  i2)  it  would  deny 
access  to  heavy  crude  oil  to  any  refiner 
that  did  not  import  such  oil  during  the 
base  period;  (3  >  it  would  increase  the  ad- 
ministrative complexity  of  the  program; 
and  (4'  the  proposed  definitions  of  light 
and  heavy  crude  oil  would  not  permit 
flexibility  in  the  event  the  NEB  changes 
the  composition  of  Canadian  crude  oil 
streams. 

Some  of  the  testimony  suggested  that 
refineries  that  have  the  capability  to  re- 
ceive and  process  heavy  crude  oil  should 
be  required  to  take  the  maximum  volume 
of  heavy  crude  oil  which  they  are  capable 
of  processing  before  being  allocated  any 
Ught  crude  oil.  FE.A.  has  concluded  that 
such  a  requirement  would  appear  to  re- 
ward those  firms  that  have  not  made  the 
capital  investments  necessary  to  process 
heavy  crude  oil,  and  in  fact-might  provide 
incentives  against  making  such  invest- 
ments in  the  near  term.  Further,  FEA 
believes  that  the  current  supply  situa- 
tion does  not  warrant  such  a  require- 
ment. Several  firms  commented  that  the 
present  restrictions  regarding  exchanges, 
and  in  particular  the  restrictions  appli- 
cable to  first  priority  refineries,  should  be 
relaxed  to  permit  exchanges  of  Canadian 
crudft  oil  by  first  priority  refineries  for 
non-C" nadian  oil  with  any  refiner  to 
facilitate  operations  during  turnaround 
periods.  The  rationale  behind  the  present 
restrictions  on  exchanges  is  that  the  total 
volume  of  Canadian  crude  oil  allocated 
to  first  priority  refineries  should  be  proc- 
essed by  first  priority  refineries,  which 
are  by  definition  the  most  dependent 
upon  Canadian  crude  sources,  and  that 
first  priority  refineries  should  therefore 
be  prohibited  from  disposing  of  any 
Canadian  crude  allocated  to  them  under 
the  program  to  firms  that  do  not  own 
first  priority  refineries,  except  where  an 
equal  volume  of  Canadian  crude  is  re- 
ceived in  return.  No  evidence  was  pre- 
sented in  this  proceeding  which  con- 
vinced FEA  that  this  rationale  is  no 
longer  valid. 

The  AMENDitENTS  Adopted 

Based  on  its  Einalvsis  of  the  material 
submitted  in  the  public  hearing  and  in 
the  written  comments,  and  upon  all  other 
available  information  available  to  it,  FEA 
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has  determined  to  adopt  Alternative  No. 
3,  allocation  of  Canadian  light  and  heavy 
crude  oil  by  streams,  with  the  modifica- 
tions discussed  below.  Although  the  testi- 
mony presented  at  the  public  hearing 
and  in  the  written  comments  appeared  to 
be  divided  evenly  in  support  of  Alterna- 
tives No.  1  and  No.  3.  the  various  modifi- 
cations to  Alternative  No.  1  proposed  by 
the  firms  which  favored  thafalternative 
resulted  in  an  allocation  methodology 
that  closely  resembled  Alternative  No.  3. 
FEA's  conclusion  from  the  record  in  this 
proceeding  is  that,  of  the  th  ee  alterna- 
tive approaches  suggested  by  FEA.  allo- 
cation of  Canadian  hght  and  heavy  crude 
oil  separately  by  streams  would  best 
achieve  the  stated  objective  of  removing 
any  impediments  to  importing  into  the 
U.S.  the  full  volume  of  Canadian  heavy 
crude  oil  available  while  assuring  that 
priority  refiners  continue  to  receive  both 
light  and  heavy  crude  oil  according  to 
their  historical  usage  patterns. 

As  stated  above,  FEA  has  determined 
to  adopt  a  calendar  quarter  allocation 
period  for  Canadian  light  and  heavy 
crude  oil  based  on  one-fourth  of  each 
refinery's  crude  oil  runs  to  stills  in  the 
base  period.  FEA  has  further  concluded 
that  there  was  insixfficient  support  for 
the  proposal  to  change  the  present  base 
period  to  calendar  year  1975. 

As.  previously  indicated,  the  NEB  has 
informed  FEA  that  it  has  adopted  a 
quarterly  nominations  and  licensing 
procedure  for  heavT  crude  oil  effective 
for  the  quarter  beginning  July  1.  1977 
but  will  continue  to  use  the  monthly 
nominations  and  licensing  procedure 
for  the  light  crude  oils.  Under  the  re- 
vised NEB  procedures,  nominations  for 
heavy  crude  oil  for  the  allocation  period 
commencing  July  1,  1977.  are  required  to 
be  submitted  to  the  NEB  on  May  31.  1977. 
Nominations  for  heavy  crude  oil  for  fu- 
ture allocation  periods  are  required  to  be 
submitted  to  the  NEB  forty-five  days 
prior  to  the  beginning  of  the  quarter. 
The  NEB  will  announce  the  export  level 
for  heavy  crude  oil  for  each  quarter  ap- 
proximately three  weeks  prior  to  the  be- 
ginning of  the  quarter.  Nominations  for 
light  crude  oil  will  continue  to  be  due  to 
the  NEB  on  the  last  day  of  the  second 
month  preceding  the  month  in  which  the 
export  will  occur,  and  the  NEB  will  an- 
nounce the  export  level  for  the  light 
crude  oils  shortly  after  receipt  of  the 
nominations. 

Under  the  amendments  adopted  today 
any  domestic  refiner  or  other  firm,  re- 
gardless of  whether  it  owns  a  priority  re- 
finery, that  desires  to  import  Canadian 
crude  oil  subject  to  the  CAP  in  a  par- 
ticular allocation  period  is  required  to 
submit  nominations  separately  for  light 
and  heavy  crude  oil  for  thf  entire  quar- 
ter of  FEA  no  later  than  forty -five  days 
prior  to  the  beginning  of  the  allocation 
period  As  soon  as  practicable  following 
the  announcement  by  the  NEB  of  the  ex- 
port level  for  heavy  crude  oil  for  the 
quarter,  but  not  later  than  three  weeks 
prior  to  the  beginning  of  the  allocation 
period.  FEA  will  issue  an  allocation  no- 
tice for  light  and  heavy  crude  oil  as  spec- 
ified in  10  CFR  214.32. 


RULES  AND   REGULATIONS 

As  is  the  case  under  the  current  regu- 
lations, for  each  allocation  period,  com- 
mencing with  the  July  1.  1977  allocation 
period.  FEA  wUl  issue  Canadian  crude  oil 
rights  to  each  firm  that  owns  or  controls 
a  first  or  second  priority  refinery  and 
each  such  right  will  entitle  the  firm  own- 
mg  the  right  to  process,  consume,  or 
otherwise  utilize  one  barrel  of  Canadian 
light  or  heavy  crude  oil,  as  specified  in 
the  allocation  notice.  The  allocation  no- 
tice for  each  quarter  will  specify  the 
number  of  rights  for  hea\-y  crude  oil  and 
the  number  of  rights  for  light  crude  oil, 
respectively,  issued  to  each  refiner  or 
other  firm"  and  the  specific  first  or  sec- 
ond priority  refineries  for  which  such 
rights  have  been  issued. 

FEA  is  adopting  the  definitions  of 
light  and  heavy  crude  oil  and  Canadian 
crude  oil  right  substantially  as  proposed. 
However,  the  definitions  of  light  and 
heavy  crude  oil  are  expanded  to  include 
any  other  crude  oil  streams  that  the  NEB 
determines  in  the  future  to  license  sep- 
arately for  export  and  which  FEA  de- 
termines to  treat  as  light  or  heavy  crude 
oil.  respectively,  for  purposes  of  alloca- 
tion. 

Canadian  light  crude  oil  will  be  allo- 
cated substantially   in  accordance  with 
the  allocation  plan  proposed  under  Al- 
ternative No.  3   Following  submission  of 
the  nominations  to  FEA  for  light  crude 
oil  for  the  entire  quarter.  FEA  will  co- 
ordinate with  the  NEB  to  project  the  ex- 
port level  for  light  crude  oil  for  the  allo- 
cation   period.    FEA   will    then    issue   a 
number  of  rights  for  light  crude  oil  to 
first  and  second  priority  refineries  up  to 
one-fourth  of  their  respective  base  peri- 
od volumes  of  light  crude  oil.  with  the 
base  period  volume  requirements  of  first 
priority  refineries  being  satisfied  before 
any  rights  for  light  crude  oil  are  issued 
to  second  priority  refineries.  The  num- 
ber of  rights  issued  for  light  crude  oil  for 
an  allocation  period  to  any  priority  re- 
finer will  not  exceed  that  refiners  nom- 
inations to  FEA  for  light  crude  oil.  In  the 
event  that  export  level  for  light  crude  oil 
increases  or  decreases  for  any  month  in 
a  particular  allocation  period.  FEA  will 
issue   a   supplemental  allocation   notice 
pursuant  to  10  CFR  214.32<c)   to  adjust 
the  issuances  of  rights  for  light  crude  oil. 
The  allocation  methodology   adopted 
for  heavy  crude  oil  differs  from  the  pro- 
posed Alternative  No.   3  in  several  re- 
spects. First,  in  the  event  that  the  export 
level  for  heavy  crude  oil  for  any  alloca- 
tion period  is  greater  than  the  nomina- 
tions of  priority  refineries  for  heavy  oil. 
FEA  will  advise  refiners  in  the  allocation 
notice  that  the  volume  of  heavy  crude  oil 
in  excess  of  nominations  of  priority  re- 
finers is  surplus  for  that  allocation  pe- 
riod and  Is  not  subject  to  10  CFR  Part 
214.  Second,   priority  refineries  will  be 
entitled  tc  an  allocation  of  heavy  crude 
oil   irrespective   of   whether   they    used 
heavy  crude  oil  in  the  base  period.  On  the 
basis  of  the  evidence  presented  at  the 
hearing  and  in  the  written  comments, 
FEA  has  concluded  that  the  refineries 
that  did  not  process  heavy  crude  oil  in 
the  base  period  may  now  desire  to  proc- 
ess some  of  the  heavy  crude  oils  in  light 
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of  the  diminishing  supply  of  light  crude 
oil.  Third,  to  offset  the  shortfall  in  hght 
crude  oil,  priority  refineries  will  be  per- 
mitted to  fill  out  their  base  period  vol- 
ume of  Canadian  c  ude  oil  with  heavy 
crude  oil  and,  if  the  supply  of  heavy 
crude  oil  is  sufficient,  to  receive  heavy 
crude  oil  in  excess  of  their  total  base  pe- 
riod volume  of  Canadian  crude  oil. 

Fourth,  the  allocation  plan  for  heavy 
crude  oil  contains  a  bias  for  first  priority 
refinene-s.  Under  the  procedures  adopted. 
FEA  will  issue  a  number  of  rights  for 
heavy  crude  oil  for  first  and  second  pri- 
ority refineries  up  to  one-fourth  of  their 
respective  base  period  volumes  of  both 
Canadian  hght  and  heavy  crude  oil,  less 
the  number  of  rights  issued  for  light 
crude  oil,  with  the  base  period  volume  en- 
titlement of  first  priority  refineries  being 
catisfled  first  If  the  export  level  of  heavy 
crude  oil  exceeds  the  number  of  rights 
calculated  in  this  first  step.  FEA  will  is- 
sue a  number  of  additional  rights  on  a 
pro-rata  basis  for  first  and  second  pri- 
ority refineries  up  to  their  respective 
nominations  for  heavy  crude  oil  to  FEA, 
with  the  nominations  of  first  priority  re- 
fineries being  satisfied  first.  FEA's  con- 
clusion from  the  record  in  the  proceed- 
ing is  that  the  bias  for  first  priority  re- 
finers is  necessary  to  assure  that  these 
firms,  which  are  by  definition  most  de- 
pendent upon  Canadian  crude  oil.  receive 
adequate  supplies  of  Canadian  feed- 
stocks. 

In  the  event  that  the'  export  level  f or 
light  crude  oil  decreases  for  any  month 
m  an  allocation  period,  priority  refiners 
that  are  unable  to  use  all  of  their  rights 
issuances  for  light  crude  oil  may  elect  to 
FEA  to  receive  additional  heavy  crude 
oil  to  compensate  for  the  reduced  light 
crude  oil  export  levels.  In  that  case.  FEA 
will  issue  a  supplemental  allocation 
notice  pursuant  to  10  CFR  214.32<c)  that 
modifies  the  issuances  of  rights  for  heavy 
oil  set  forth  in  the  initial  notice. 

A  number  of  the  comments  expressed 
concern   that  the  change  from   a  six- 
month  to  a  calendar  quarter  allocation 
period   could   restrict   a   refinery's   pre- 
hftmg   ability    To    preserve    pre-lifting 
flexibility,  the  amendments  adopted  to- 
day  provide   that   any    priority    refiner 
may   pre-lift   light   or   heavy   crude   oil 
against  anticipated  allocations  m  future 
aflocation  periods,  provided  that  the  re- 
finer obtains  the  prior  approval  of  the 
NEB  and  the  NEB  has  made  available 
volumes  of  crude  oil  above  the  exportable 
surplus  for  pre-lifting    In  addition,  any 
refiner  that  pre-lif  ts  in  an  allocation  pe- 
riod will  be  required  to  advise  FEA  no 
later  than  45  days  prior  to  the  begmning 
of  the  next  allocation  penod  of  the  vol- 
umes of  crude  oil  pre-lifted  and  of  the 
allocation  period  or  periods  'not.  how- 
ever, to  exceed  three  location  periods'  in 
which  repayment  of  the  crude  oil  is  to  be 
made.  Canadian  crude  oil  rights  will  not 
be  issued  for  crude  oil  pre-lifted  under 
this  provision.  In  any  allocation  penod  in 
which  repayment  is  to  be  made,  FEA  will 
reduce  the  rights  issuances  for  such  re- 
finer by  the  appropriate  number  of  bar- 
rels pre-lifted. 


FEDERAL   REGISTER,    VOL     42,   NO     110— WEDNESDAY,   JUNE   8,    1*77 


3298 


RULES   AND    REGULATIONS 


As  suggested  by  a  number  of  firms 
..ommentlng  in  this  proceeding,  the 
amendments  adopted  today  provide  a 
penalty  for  firms  that  nominate  for  more 
Canadian  crude  oil  than  is  estimated  to 
be  processed  or  utihzed  m  an  allocation 
period.  Under  this  penalty  provision,  if 
in  any  allocation  period  the  volume  of 
light  or  heavy  crude  oil  imported  by  any 
refiner  is  less  than  the  number  of  rights 
issued  for  light  or  hea\  y  oil  to  that  re- 
finer, in  the  appropriate  .subsequent  al- 
location pcnod  the  number  of  rights 
issued  to  that  refiner  will  not  exceed  the 
actual  volume  imported  in  the  prior  pe- 
riod, or  the  volume  nominated  for  m  the 
subsequent  allocation  period,  whichever 
is  less,  unless  the  refiner  certifies  to  FEA 
in  writing  that  the  underliftinK  was  due 
to  unforeseen  or  nonrecurring  operating 
conditions. 

Provisions  for  Allocation  Period 
Commencing  July  1,  1977 

The  amendments  adopted  hereby  are 
made  effective  commencing  with  the  al- 
location period  beginning  July  1.  1977. 
.A.ny  refiner  or  other  firm  that  desires  to 
import  Canadian  crude  oil  .subject  to  10 
CFR  Part  214  in  the  first  allocation  pe- 
riod must  submit  their  nominations  sep- 
arately for  light  and  heavy  crude  oil  to 
the  FEA  on  or  before  June  8.  1977  Nomi- 
nations for  subsequent  allocation  penods 
must  be  submitted  no  later  than  45  days 
prior  to  the  beginning  of  the  allocation 
period.  FEA  expects  that  the  NEB  will 
announce  the  export  level  for  heavy 
crude  oil  for  the  quarter  commencing 
July  1,  1977  on  or  about  June  1  and  that 
Canadian  crude  oil  rights  for  this  allo- 
cation period  will  be  issued  on  or  about 
June  8.  1977.  The  rights  tor  each  subse- 
quent allocation  period  will  be  issued  by 
FEA  approximately  three  weeks  prior  to 
the  allocation  fsenod.  pursuant  to  an  al- 
location notice  of  the  type  specified  in  10 
CFR  214  32'b> 

The  regulations  adopted  hereby  were 
reviewed  in  accordance  with  Executive 
Order  11821  and  OMB  Circular  A-107 
issued  November  7.  1974  and  were  deter- 
mined not  to  be  a  major  proposal  requir- 
ing an  evaluation  of  their  inflationary 
impact. 

.  Emerge.icy  Petroleum  .Mlocation  Act  of 
1973.  Pub  L  93-159.  a.^  amended  Pub.  L  93- 
511  P\ib  L  94-99.  Ptib  L  94-133.  and  Pub 
L  94-163,  and  Pub  L  94-385.  Federal  Energy 
.Administration  Act  of  1974,  Pub  L  93-275, 
as  amended.  Pub  L  94-386.  Energy  Policy 
and  Conservation  Act.  Pub.  L  y4-163  as 
amended  Pub.  L.  94-385;  E.O  llTyO.  39  FR 
JJ1B5  > 

In  consideration  of  the  foregoing.  Part 
214  of  Chapter  n.  Title  10,  Code  of  Fed- 
eral Regulations,  is  amended  as  set  forth 
below,  effective  July  1,  1977 

Lssued  in  Washington.  DC.  June  2, 
1977 

Eric  J.  Fyci, 
Acting  General  Counsel. 

1.  Section  214.1  is  amended  by  revis- 
ing paragraph  ib'   to  read  as  follows: 


S  2 1 1. 1      S<  op«-. 

>  *  «  «  « 

lb'  Applicability.  This  part  applies  to 
all  Canadian  crude  oil  imported  after 
July  1.  1977.  except  for  (1)  Crude  oil  au- 
thorized for  export  by  the  Canadian  Na- 
tional Energy  Board  for  the  period  end- 
ing June  30.  1977.  that  was  not  actually 
imported  into  the  United  States  by  that 
date.  i2i  Canadian  crude  oil  the  export 
of  which  is  not  a  factor  in  the  calucula- 
tions  for  the  maximum  export  levels 
fixed  by  Canada,  and  <3»  Canadian  crude 
oil  which  FEA  determines  pursuant  to 
§  214.31ibt  is  not  subject  to  this  part. 

2.  Section  214.21  is  amended  by  revis- 
ing the  definitions  of  "allocation  perioa" 
and  "Canadian  crude  oil  right"  and  by 
adding  in  the  proper  alphabetical  order 
definitions  of  "heavy  crude  oil"  and 
•light  crude  oil"  to  read  as  follows: 

§2 14.2  i       DtHnilion^. 

"Allocation  period"  means  a  calendar 
quarter.  The  first  allocation  period  shall 
be  the  calendar  quarter  commencing 
July  1,  1977. 

•  «*••* 

■Canadian  crude  oil  right"  or  "right" 
means  the  right  of  the  refiner  or  other 
firm  owning  the  right  to  process,  con- 
sume or  otherwise  utilize  one  barrel  of 
I  Ai  Canadian  light  crude  oil  or  (B)  Ca- 
nadian heavy  crude  oil,  as  specified  in 
an  allocation  notice  issued  under  §214.32 
of  this  part,  imported  in  a  specified  al- 
location period  at  a  specified  domestic 
refinery  or  other  facility.  The  issuance 
and  transfer  of  Canadian  crude  oil  rights 
shall  be  e\  idenced  on  records  maintamed 
by  the  FEA. 

•  •  •  a  * 

"Canadian  heavy  crude  oil"  means 
crude  oil  licensed  for  export  as  heavy 
crude  oil  by  the  Canadian  National  En- 
ergy Board  and  includes  any  other 
streams  that  the  National  Energy  Board 
determines  in  the  future  to  license  sepa- 
rately for  export  and  which  FEA  deter- 
mmes  to  treat  as  heavT  crude  oil. 

*  «  «  *  « 

"Canadian  light  crude  oil"  means  ci'ude 
oil  licensed  for  export  as  light  crude  oil 
by  the  Canadian  National  Energy  Board 
and  includes  any  other  crude  oil  streams 
that  the  National  Energy  Board  deter- 
mines m  the  future  to  license  separately 
for  export  and  which  FEA  determines  to 
treat  as  light  crude  oil. 

«  •  •  *  • 

3.  Section  214.31  is  amended  by  revis- 
ing its  title,  paragraphs  <ai,  (b),  (c>, 
and  lei  and  by  adding  paragraphs  <h> 
and  u  1  to  read  as  follows : 

§214..^!       Alitx-atiort    of    (^iiiadiuii     lipht 
and  tieavy  t-riidc  oil. 

lai  Basis  for  issuance  of  Canadian 
crude  oil  rights.  (1>  For  each  allocation 
period,  commencing  with  the  July  1,  1977 
allocation  period,  subject  to  the  adjust- 
ments provided  for  by  paragraphs   (c) 


and  <d>  of  this  section  and  by  5  214.35 
of  this  subpart,  the  FEA  shall  allocate 
Canadian  light  and  heavy  crude  oil  sub- 
ject to  this  part  separately  by  issuing  to 
each  refiner  or  other  firm  that  owns  or 
controls  a  first  or  second  priority  refin- 
ery a  number  of  Canadian  crude  oil  rights 
for  Canadian  light  and  heavy  crude  oil. 
respectively,  as  specified  under  subpara- 
graphs (2i  and  (3'  ol  this  paragraph. 
Provided,  That  the  number  of  right,s  is- 
sued for  an  allocation  period  to  an>'  such 
refiner  or  other  firm  shall  not  exceed 
that  refiner's  or  other  firm's  nommations 
for  Canadian  light  and  heavy  crude  oil, 
respectively,  to  the  FEA  for  that  alloca- 
tion period  pursuant  to  paragraph  ih' 
of  this  section. 

»2  •  Canadian  crude  oil  rights  for  light 
crude  oil.  FEA  shall  issue  a  number  of 
rights  for  Canadian  light  crude  oil  for 
first  and  second  priority  refineries  on  a 
pro-rata  basis  with  reference  to  tbut  not 
to  exceed!  one-fourth  of  their  respective 
base  period  volumes  of  Canadian  light 
crude  oil  las  adjusted  under  the  provi- 
sions of  paragraphs  <ci  and  <di  of  this 
section).  Provided.  That  the  base  period 
volume  requirements  for  Canadian  light 
crude  oil  of  first  priority  refineries  will  be 
satisfied  before  any  rights  for  Canadian 
light  crude  oil  are  issued  for  second 
priority  refineries. 

t3>  Canadian  crude  oil  rights  for 
heavy  crude  oil.  (i'  FEA  shall  issue  a 
number  of  rights  for  Canadian  heavy 
crude  oil  for  first  and  second  priority 
refineries  on  a  pro-rata  basis  with  refer- 
ence to  (but  not  to  exceed!  one-fourth 
of  their  respective  base  period  volumes  of 
Canadian  light  and  heavy  crude  oil  'as 
adjusted  under  the  provisions  of  para- 
graphs ici  and  idi  of  this  section),  less 
the  number  of  rights  for  Canadian  light 
crude  oil  issued  for  each  first  and  second 
priority  refinery  under  subparagraph  (2  i 
of  this  paragraph.  Provided.  That  tlie 
base  period  volume  requirements  for 
Canadian  heavy  crude  oil  of  first  priority 
refineries  will  be  satisfied  before  any 
rights  for  Canadian  heavy  oil  are  issued 
for  second  priority  refineries 

(ii)  In  the  event  tliat  the  allocable 
supply  of  Canadian  heavy  crude  oil  for  a 
particular  allocation  period  is  greater 
than  the  total  number  of  rights  cal- 
culated under  subparagraph  (3»u) 
above,  FEA  shall  issue  a  number  of  addi- 
tional rights  for  Canadian  heavy  crude 
oil  for  first  and  second  priority  refineries 
on  a  pro-rata  basis  with  reference  to  (but 
not  to  exceed  >  tlieir  respective  nomina- 
tions for  Canadian  heavy  crude  oil  to 
FEA  for  that  allocation  period  pursuant 
to  paragrapli  <hi  of  this  section.  Pro- 
vided. That  the  nominations  of  first 
priority  refineries  will  be  satisfied  before 
any  additional  rights  for  Canadian  heavy 
crude  oil  are  issued  for  second  priority 
refineries. 

(b)  Surplus  Canadian  heavy  crude  oil . 
For  a  particular  allocation  period,  if  the 
allocable  supply  of  Canadian  heavy 
crude  oil  is  greater  than  the  total  nomi- 
nations of  priority  refiners  and  other 
firms  for  Canadian  heavy  crude  oil  sub- 
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ject  to  this  part  pursusuil  to  paragraph 
(hi  of  this  section,  FE.A  sliall  advise  re- 
finers in  the  allocation  nouc^i  pursuant 
to  5  214.32' a  I  of  tliis  part  tliat  the  vol- 
ume of  Canadian  heavy  crude  oil  in 
excess  of  the  nominations  of  priority 
refiners  and  other  firms  is  surplus  for 
that  allocation  period  and  is  not  subject 
to  the  provisions  of  this  part. 

.  •  «  •  • 

(c)  Adjustments  to  issuances  of  Ca- 
nadian crude  oil  rights.  a>  If  for  any 
allocation  period  the  volume  of  Cana- 
dian crude  oil  estimated  to  be  processed, 
consumed  or  otherwise  utilized  at  any 
priority  refinery  is  less  than  the  volume 
that  would  otherwise  be  utilized  in  the 
calculations  for  that  allocation  period 
under  paragraph  (a>  of  this  section,  that 
estimated  volmne  shall  be  utilized  for 
purposes  of  such  calculations  for  that 
allocation  period. 

(2)  If  for  any  allocation  period  tlie 
Canadian  National  Energy  Board  ad- 
vises FEA  that  the  volume  of  Canadian 
light  or  heavy  crude  oil  imrxirted  by  any 
priority  refiner  or  other  firm  is  less  than 
the  number  of  rights  issued  for  Cana- 
dian light  or  heavy  crude  oil  to  that 
refiner.  In  subsequent  allocation  periods 
the  number  of  rights  Ls-sued  to  that  re- 
finer will  not  exceed  the  actual  volume 
imported  in  the  prior  allocation  period 
or  the  volume  nominated  for  in  subse- 
quent allocation  periods,  whichever  is 
less.  Prmnded.  That  no  reduction  shall 
be  made  to  the  issuances  of  Canadian 
crude  oil  rights  in  subsequent  allocation 
periods  if  such  refiner  or  other  firm  cer- 
tifies in  writing  to  FEA  that  the  under- 
lifting  of  Canadian  crude  oil  was  due  to 
unforeseen  or  nonrecurring  operating 
conditions. 

ft  *  *  *  • 

ie>  Canadian  crude  oil  rights  required 
for  processing  or  consumption  of  Cana- 
dian crude  oil.  'l>  Rights  issued  for  an 
allocation  period  to  a  refiner  or  other 
firm  shall  be  applicable  onlj-  for  Cana- 
dian light  and  heavy  crude  oil  subject  to 
this  part  imported  in  that  allocation 
period. 

(2)  No  refiner  or  other  firm  shall 
process,  consume  or  otherwise  utilize 
Canadian  light  and  heavy  crude  oil  sub- 
ject to  this  part  imported  into  the 
United  States  m  &ny  allocation  period  at 
any  refinery  or  other  facility  other  than 
a  priority  refinery.  Canadian  light  and 
heavy  crude  oil  subject  to  this  part  shall 
not  be  processed,  consumed  or  otherwise 
utilized  by  a  refiner  or  other  firm  unless 
(ii  that  refiner  or  other  firm,  has  been 
issued  one  Canadian  crude  oil  right  for 
each  barrel  of  Canadian  light  or  heavy 
crude  oil,  respectively,  so  processed,  con- 
sumed or  otherwise  utilized,  and  <ii) 
that  volume  of  Canadian  light  or  heavy 
crude  oil  is  processed,  consumed  or 
otherwise  utilized  at  its  priority  refinery 
or  refineries  listed  In  the  allocation  no- 
tice for  the  allocation  period  involved 
and  in  the  volumes  specified  In  that  al- 
location notice  for  the  particular  pri- 
ority refinery  or  refineries. 

•  •  •  •  « 

fh)   Nominations   procedure.  For   the 
allocation    period    commencing   July    1. 


1977.  any  refiner  or  other  firm  that  de- 
sii-es  to  import  Canadian  crude  oil  sub- 
ject to  this  part  in  that  allocation  period 
shall  submit  nominations  separately  for 
Canadian  light  and  heavT  crude  oil  to 
FEA  on  or  before  June  8.  1977.  For  sub- 
sequent allocation  penods.  nominations 
shall  be  submitted  to  FEA  not  later  than 
forty -five  i45»  days,  or  such  other  period 
of  time  as  FE.^  may  specify  in  a  prior 
allocation  notice,  prior  to  the  beginning 
of  the  allocation  period. 

•  ii  Pre-liiti7ig.  Notwithstanding  the 
provisions  of  paragraph  >e>  of  this  sec- 
tion, any  priority  refiner  or  other  firm 
may  pre-lift  Canadian  light  or  heavy 
crude  oil  against  estimated  allocations 
in  future  allocation  periods;  Provided. 
That  such  refiner  or  other  firm  obtains 
the  prior  approval  of  the  NEB  and  the 
NEB  has  made  available  volumes  of  Ca- 
nadian crude  oil  outside  the  exportable 
surplus  for  pre-lifting. 

Such  refiner  or  other  firm  shall  advise 
FEA  in  writing  no  later  than  forty-five 
<45»  days  prior  to  the  beginning  of  the 
next  allocation  period  of  the  volumes  of 
Canadian  crude  oil  pre-lifted  and  the 
allocation  period  or  periods  'not.  how- 
ever, to  exceed  three  allocation  periods* 
in  which  repayment  of  the  crude  oil  pre- 
lifted  is  to  be  made.  For  each  allocation 
period  in  w  hich  repayment  is  to  be  made. 
FEA  siiall  reduce  the  number  of  rights 
issuable  to  such  refiner  or  other  firm  by 
the  appropriate  number  of  barrels  of 
Canadian  crude  oil  so  prelifted. 

4.  Section  214.32  is  amended  by  revis- 
ing paragraphs  (a)  and  (b)  to  read  as 
follows; 

S  21  1.32      I««iKinrf  of  Canadian  crudr  oil 
ricliN. 

la)  Allocation  notice.  Canadian  crude 
oil  rights  for  the  allocation  period  com- 
mencing July  1.  1977  shall  be  issued  on 
or  about  to  June  8.  1977.  and  the  rights 
for  each  subsequent  allocation  period 
shall  be  issued  by  the  FEA  approximately 
three  weeks,  or  such  other  period  of  time 
as  FEA  may  specify  in  a  public  notice, 
prior  to  that  allocation  period,  pursuant 
to  an  allocation  notice  of  the  tjije 
specified  in  paragraph  'b  >  of  this  section. 

lb'  Content  of  notice.  Each  allocation 
notice  under  this  section  shall  specify  for 
a  particular  allocation  period  the 
allocable  supply  of  Canadian  light  and 
heavy  crude  oil  for  that  allocation 
period;  the  name  of  each  refiner  and 
other  firm  to  which  ri^^hts  have  been 
issued;  the  number  of  Canadian  crude 
oil  richts  for  light  and  heavy  crude  oil. 
respectively,  issued  to  each  such  refiner 
or  other  firm;  and  the  specific  first  or 
second  priority  refineries  for  which  such 
rights  have  been  issued 

»  •  •  »  • 

5.  Section  214  41  is  amended  by  revis- 
ing parafzr^ph  'bi  and  subparagraph  (1> 
of  paragraph  'd'  to  read  as  follows: 

§214.41      .\flidavii«     and     reporting     re- 
qiiir«'ni«-nl». 
«  •  •  •  • 

'b^  Supplemental  afhdcvits.  On  or 
prior  to  the  thirtieth  day  preceding  each 
allocation  period  commencing  after 
September  30.  1977.  each  refiner  or  other 


firm  that  owns  or  controls  a  first  priority 
refinery  shall  file  with  the  FEA  an  affi- 
davit supplemental  to  the  initial  affidavit 
filed  under  paragraph  <&)  of  this  section 
'  and  to  any  supplemental  affidavits 
under  this  paragraph*.  The  supple- 
mental affidavits  so  filed  shall  either 
confirm  the  continued  validity  of  the 
statements  and  representations  set  forth 
in  the  affidavit  or  affidavits  previously 
filed,  or  where  appropriate,  shall  set 
forth  any  mformation  required  to  main- 
tain the  accuracy  of  the  information  set 
forth  in  such  previously  filed  affidavit  or 
affidavits. 

•  *  *  •  • 

<d>  Periodic  reports,  d)  On  or  prior 
to  the  thirtieth  day  preceding  each  al- 
location penod  commencing  after  Sep- 
tem.ber  30,  1977,  each  refiner  or  other 
firm  that  owns  or  controls  a  refiner.-  or 
other  facility  that  is  classified  as  a  pri- 
ority reflner>-  shall  file  with  the  FEA 
a  report  certifying,  as  to  each  such  re- 
finery or  other  facility:  (i>  that  refin- 
ery's or  other  facility's  estimated  nomin- 
ations for  Canadian  crude  oil  and  Cana- 
dian plant  condensate  for  that  allocation 
period,  and  <ii'  the  estimated  volume 
of  Canadian  crude  oil  not  subject  to  this 
other  than  Canada  to  be  obtained  by  or 
program  and  crude  oil  from  sources 
other  than  Canada  to  be  obtained  by  or 
for  that  refinery  or  other  facility  for 
that  allocation  period,  with  a  specifica- 
tion as  to  the  type  of  transaction  or 
transactions  involved  in  obtaining  that 
crude  oil. 

•  •  *  •  • 
IFR  IX)c.r7-16101  FUed  6-3-77:10.58  am) 

Title  12 — Banks  and  Banking 
CHAPTER  II— FEDERAL  RESERVE  SYSTEM 

SUBCHAPTER    A — BOARD     OF    GOVERNORS    Of 
THE    FEDERAL    RESERVE    SYSTEM 

(Reg  G,  Docket  No  R-0(H91 

PART  207 — SECURITIES  CREDIT  BY  PER 
SONS  OTHER  THAN  BANKS.  BROKERS. 
OR   DEALERS 

Adoption  of  Revised  Forms  Required  Under 
Regulation  G 

.'AGENCY:  Board  of  Governors  of  the 
Federal  Reserve  System. 

ACTION:  .Adoption  of  revised  forms. 

SUMMARY:  The  Board  has  revised  the 
following  forms  for  u.se  in  fulfilling  cer- 
tain reouirements  of  Federal  Reserve 
Regulation  G 

a  Federal  Reserve  Form  G-1.  "Reg- 
istration Statement  for  Persons  Who  Ex- 
tend or  Arrange  Credit  Secured  by  Mar- 
gin Securities  i  Other  than  Commercial 
Banks  and  Brokers  or  Dealers)." 

b  Federal  Reserve  Form  G-2.  '  E>e- 
registration  Statement  for  Persons  Reg- 
istered Pursuant  to  Regulation  G  " 

c.  Federal  Reserve  Form  0-4.  'An- 
nual Report.  "  • 


'  A  copy  of  each  form  ts  filed  as  part  of 
the  ortglnal  document.  Copies  are  available 
on  request  to  the  Board  of  Governors  of  the 
Federal  Reserve  System  or  any  Federal  Re- 
serve Bank. 
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Revision  of  Federal  Reserve  Forms 
G-1.  G-2.  and  G-4  was  necessary  to  con- 
form the  forms  to  amendments  to  Fed- 
eral Reserve  Regulation  G  which  were 
adopted  in  July  of  1976,  41  FR  30007. 

EFFECTIVE  DATE:  June  30.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Michael   J.    Schoenfeld.    Accountant 
E.xaminer.  Division  of  Banking  Super- 
vision and  Regulation,  Board  of  Gov- 
ernors of  the  Federal  Reserve  System, 
Washington,  DC.  20551,  202-452-2781 

SUPPLEMENTARY  INFORMATION: 
In  July  of  1976.  41  FR  30007,  the  Board 
adopted  relaxing  amendments  with  re- 
spect to  the  registration,  termination  of 
registration,  and  reportmg  requirements 
contained  in  Federal  Reserve  Regulation 
G,  "Securities  Credit  by  Persons  Other 
Than  Banks.  Brokers,  or  Dealers."  12 
CFR  §  207.  In  announcing  those  amend- 
ments, the  Board  .stated  that  appropri- 
ate revisions  would  be  made  to  Federal 
Reserve  Forms  G-1.  G-2,  and  G-4  which 
are  used  in  compliance  with  Regulation 
G.  Accordingly,  the  Board  has  revised 
Federal  Reserve  Forms  G-1,  G-2.  and 
G-4  to  conform  to  the  July  1976  amend- 
ments and  has  simplified  the  forms 
wherever  po.«;sible 

Because  the  revisions  to  Federal  Re- 
serve Forms  G-1,  G-2,  and  G-4  are  pro- 
cedural in  nature  and  are  designed  to 
conform  the  forms  to  the  relaxing 
amendments  to  Regulation  G  which  were 
adopted  in  July  1976  and  do  not  impose 
any  additional  requirements,  the  Board 
concluded  that  comoliance  with  the  no- 
tice and  pubhc  comment  provisions  of 
section  553  of  Title  5.  United  States 
Code,  is  unnecessary  with  respect  to  such 
changes. 


(15  use 


78q.  and  78w  1 


By  order  of  the  Board  of  Governors 
of  the  Federal  Reserve  System.  June  2, 
1977. 

Griffith  L  Garwood. 
Deputy  Secretary  of  the  Board. 

IFR  Doc  77-16096  Filed  6-7-77,8  45  ami 

Title  13 — Business  Credit  and  Assistance 

CHAPTER    I — SMALL   BUSINESS 
ADMINISTRATION 

[Revision  13   Amdt    141 

PART    121— SMALL   BUSINESS    SIZE 
STANDARDS 

Definition  of  Small  Business  for  Purpose  of 
Pollution  Control  Guarantee  Assistance 

AGENCY  Small  Business  Administra- 
tion 

ACTION    Final  rule 

SUMMARY  This  rule  defines  a  small 
business  for  the  purpose  of  receiving 
pollution  control  guarantee  assistance 
from  the  Small  Business  Administration. 
Pub.  L  94-305.  enacted  June  4.  1976,  au- 
thorized SBA  to  provide  pollution  con- 
trol guarantee  assistance  to  small  busi- 
ness concerns,  who  because  of  their  size 
would  have  difficulty  obtaining  the  fi- 
nancing reauired  to  meet  pollution 
control  standards. 


EFFECTIVE  DATE:  June  8,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harvey  D.  Bronstein   (202-653-6373). 

SUPPLEMENTARY  INFORMATION: 
Pub.  L.  94-305  has  amended  the  Small 
Business  Investment  Act  of  1958  to  pro- 
vide that,  whenever  the  Small  Business 
Administration  determines  that  small 
business  concerns  are  or  are  likely  to 
be  at  an  operational  or  financing  dis- 
advantage with  other  business  concerns 
with  respect  to  the  planning,  design, 
or  installation  of  pollution  control  fa- 
cilities, or  the  obtaining  of  financing 
therefore  iincluri'n°  fi-anrin?:  jiy  nT><ins 
of  revenue  bonds  issued  by  States,  politi- 
cal subdivisions  thereof,  or  other  public 
bodies*  it  may  guarantee  the  payment 
of  rentals  or  other  amounts  due  tinder 
qualified  contracts. 

On  March  25,  1977,  the  SBA  published 
a  proposed  rule  to  define  a  small  busi- 
ness for  the  purpose  of  pollution  control 
guarantee  assistance  and  provided  30 
days  in  which  to  comment.  No  comments 
on  this  proposal  were  received. 

Accordingly,  13  CFR  Part  121  is 
amended  bv  adding  new  §  121. 3-16  to 
read  as  follows : 

§  121. .3— 16  Drfinilion  of  small  businps<> 
fop  the  purpose  of  pollution  control 
euaranlce  assistance  under  Public 
Law  94-305. 

A  small  business  concern,  for"  the  pur- 
pose of  pollution  control  guarantee  as- 
sistance under  Public  Law  94-305.  is  a 
ronrern  that  qualifies  as  small  under 
S  121.3-11. 

Dated:  May  31.  1977. 

A.  Vernon  Weaver, 

Administrator. 
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Title  17 — Commodity  and  Securities 
Exchanges 

CHAPTER    II— SECURITIES   AND 
EXCHANGE   COMMISSION 

IRel    N'o    I.A-589    34-13583,    File  No    S7-6621 

PART    275— RULES    AND    REGULATIONS. 
INVESTMENT  ADVISERS  ACT  OF  1940 

Agency  Cross  Transactions  for  Advisory 
Clients 

AGENCY:      Securities     and     Exchange 

Commission, 

.ACTION:  Final  rule. 

SUMMARY:  This  rule  provides  a  non- 
exclusive method  for  compliance  with 
the  Investment  Advisers  Act  of  1940  in 
connection  with  aTi  agency  cross  trans- 
action for  an  advisory  client  bv  persons 
who  otherwise  might  be  considered  to  be 
acting  in  a  conflict  of  interest  in  viola- 
tion of  their  fiduciary  duties  to  the 
client.  It  requires  that  the  transaction  be 
effected  pursuant  to  a  written  consent 
for  a  period  not  to  exceed  one  year  and 
executed  by  the  advisory  client  after  full 
written  disclosure  that  the  investment 
adviser  and /or  an  affiliated  broker- 
dealer  are  acting  as  agent  for  and  re- 


ceiving commissions  from  both  parties 
and.  accordingly,  have  a  conflicting  di- 
vision of  loyalties  and  respoiisibilities. 

EFFECTIVE  DATE :  Immediately. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Lee  B.  Spencer,  Chief  Counsel,  Division 
of  Investment  Management,  Securities 
and  Exchange  Commission,  Washing- 
ton. D.C.  20549   (2C2-376-8056'. 

SUPPLEMENTARY  INFORMATION : 
On  December  2,  1976,  the  Securities  and 
Exchange  Commission  published  notice 
(Advisers  Act  Release  No.  557.  41  FR 
53808,  December  9,  1976'  that  it  had  un- 
der consideration  the  adoption  of  Rule 
206<3)-2  (17  CFR  275.206' 3  i-2i  under 
the  Investment  Advisers  Act  of  1940 
("Advisers  Act")  (15  U.S.C.  80b-l  et 
seq.).  The  notice  invited  all  interested 
persons  to  comment  on  the  proposed 
rule.  The  Commission  has  considered  all 
the  comments  and  suggestions  received 
and  has  determined  to  adopt  Rule  206 
(3) -2,  with  certain  modifications,  in  the 
form  set  below. 

Section  206(3)  of  the  Advisers  Act 
makes  it  unlawful  for  any  investment  ad- 
viser, by  use  of  the  mails  or  any  means 
or  instrumentality  of  interstate  com- 
merce, directly  or  indirectly,  knowingly 
to  effect  a  securities  transaction  (a)  with 
a  client  while  acting  as  principal  or  tb> 
for  a  client  while  acting  as  broker  for  a 
person  other  than  such  client,  without 
disclosing  in  writing  to  such  client  before 
the  completion  of  the  transaction  the 
capacity  in  which  he  is  acting  and  ob- 
taining the  consent  of  the  client  to  the 
transaction.  That  prohibition  does  not 
apply  to  any  transaction  with  a  customer 
of  a  broker  or  dealer  if  the  broker  or 
dealer  is  not  acting  as  an  investment  ad- 
viser in  relation  to  such  transaction.' 

In  Advisers  Act  Release  No.  40.  dated 
February  5,  1945,  11  FR  10997  (Septem- 
ber 27,  1946 )  ( "Release  No.  40") ,  the  staff 
stated  its  opinion  that  an  investment  ad- 
viser who,  as  principal  or  as  agent  for 
another,  effects  a  transaction  with  or  for 
a  client  is  required  to  obtain  the  client's 
consent  in  accordance  with  Section  206 
(3)  of  the  Advisers  Act  on  the  basis  of 
full  disclosure  of  any  adverse  interest  of 
the  investment  adviser.  In  the  staff's 
opinion,  as  stated  in  that  Release  and 
modified  in  Investment  Advisers  Act  Re- 
lease No.  470,  dated  August  20,  1975  <40 
FR  38158,  August  27,  1975),  it  may  be 
necessary  that  such  disclosure  include: 
the  capacity  in  which  the  investment  ad- 
viser proposes  to  act;  the  cost  of  the 
security  to  the  investment  adviser  where 
he  proposes  to  sell  as  principal;  the  price 
he  expects  to  receive  on  resale  where  the 
investment  adviser  proposes  to  buy  from 
his  client,  or  the  total  commission  to  the 
investment  adviser  where  he  proposes  to 
act  as  an  agent  for  another;  and  the  best 
price  at  which  the  transaction  could  be 


'  However,  the  staff  has  taken  the  position 
that  section  206(3^  of  the  .Advisers  Act  is  ap- 
plicable even  where  an  affiliated  investment 
adviser  has  recommended  the  transaction. 
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effected  by  or  for  the  client  elsewhere  if 
such  price  is  more  advantageous.-  More- 
over, according  to  Release  No.  40,  except 
where  no  advice  is  rendered  as  to  the 
particular  trajisaction,  the  Advisers  Act 
requires  that  the  disclosure  of  capacity 
(although  not  the  other  disclosures)  be 
given  in  writing  and  the  client  s  consent 
t>e  obtained  before  the  completion  of  each 
separate  transaction. 

Section  211 1 a)  of  the  Advisers  Act  <15 
U.S.C,  80b-ll(a))  authorizes  the  Com- 
mdssion  to  issue  such  rules  as  are  neces- 
sary or  appropriate  to  the  exercise  of 
the  functions  and  powers  conferred  up- 
on the  C5ommission  in  the  Advisers  Act, 
including  rules  defining  accounting, 
technical  and  trade  terms  used  in  the 
Adv'isGTS  Act 

As  originally  proposed.  5  275.206'3>-2 
could  have  been  used  only  by  a  person 
who  was  dually  registered  as  an  invest- 
ment adviser  and  as  a  broker-dealer. 
Thus,  it  was  pointed  out.  although  Sec- 
tion 206(3)  of  the  Advisers  Act  would 
be  applicable  to  a  cross  transaction  by 
an  investment  adviser  who  was  not  dually 
registered  and/or  an  afBliated  broker- 
dealer.*  neither  the  investment  adviser 
nor  the  af&liated  broker-dealer  could 
make  use  of  the  procedures  specified  in 
the  proposed  rule.  This  was  not  the  in- 
tended result,  and  the  rule  was  modified 
throughout  to  make  its  provisions  avail- 
able to  any  registered  investment  ad- 
viser' and  any  affiliated  broker-dealer. 

The  proposed  role,  in  paragraph  fa) 
fl) .  would  have  required  that  the  client, 
prior  to  giving  consent  to  agency  cross 
transactions,  be  given  full  written  dis- 
closure of  the  nature  of  such  transac- 
tions and  the  effect  of  the  adviser  or 
affiliated  broker-dealer  acting  as  broker 
for  both  parties  to  the  transaction.  There 
was  some  concern  over  what  would  con- 
stitute adequate  disclosure  to  satisfy 
that  requirement.  Therefore,  that  para- 
graph was  modified  to  specify  more  pre- 
cisely the  disclosure  to  be  made. 

Paragraph  (a)  (2)  of  §  275.206(3") -2  re- 
quires that  any  person  relying  on  the 
rule  send  to  the  client  a  written  con- 
firmation which  includes:  A  statement 
of  the  nature  of  the  transaction   (i.e.. 


=  Whether  particular  dlBcloeures  are  re- 
quired In  connection  with  trajisactlonE  ef- 
fected in  reUance  upon  Rule  206(3) -2  wUl 
dei>end  on  the  materiality  of  the  facte  in 
each  situation,  aa  well  as  the  degree  of  trust 
and  conSdenoc  In  and  the  reliance  upon  the 
person  seeking  to  comply  with  the  rule  by 
the  client.  (See  Advisers  Act  Release  No.  470.) 
Tot  example.  In  such  agency  transactions  the 
disclosures  relating  to  principal  tr&nsactionB 
would  not  be  applicable. 

'  The  term  "affiliated  broker -dealer"  Is  used 
throttgbout  thla  release  to  dealgnate  a  per- 
son registered  under  the  Securltlee  Exchange 
Act  Of  1934  ("Exchange  Act")  (15  U.S.C 
78,  et  seq.)  and  who  controls.  Is  controlling 
or  under  common  control  with  the  Invest- 
ment adTlser  who  recommended  the  agency 
cross  tranaactlon. 

<  Investment  advisen  who  effect  brokerage 
transactions  for  their  advisory  clients  should 
be  aware  of  the  registration  requirements  of 
Section  15  of  the  Exchange  Act  (15  tJ.S.C. 
78o)  for  peisoius  within  the  definition  of 
"broker"  In  Seotlon  3(a)(4)  of  the  Act  (15 
U.S.C.  78c  (a)  14)). 


that  the  broker  also  is  acting  as  broker 
for  a  person  on  the  other  side  of  the 
transaction  > ;  the  date  the  transaction 
uxrfc  place;  and  an  offer  to  furnish  upon 
request  the  time  when  the  transaction 
took  place.  Moreover,  such  confirmation 
must  state  the  source  and  amount  of  any 
commission  and  othra*  remimeration  re- 
ceived or  to  be  received  in  connection 
with  the  transaction  by  the  mvestment 
adviser  and  any  other  person  relying 
on  the  rule;  except  that  m  the  case  of 
a  purchase  in  which  neither  the  invest- 
ment adviser  nor  any  other  person  rely- 
ing on  this  rule  was  participating  in  a 
distribution  or  a  sale  in  which  no  such 
person  was  participating  in  a  tender 
offer,  the  written  confljination  may 
state  whether  any  other  remuneration 
has  been  or  will  be  received  and  that  the 
source  and  amount  will  be  furnished 
upon  written  request  of  such  customer. 
As  the  rule  was  originally  proposed,  the 
time  of  the  transaction  and  the  source 
and  amount  of  commission  or  other  re- 
muneration regarding  any  agency  cross 
transaction  had  to  be  shown  on  the  con- 
firmation in  all  cases. 

Because  the  rule  requires  the  identi- 
fication of  the  transaction  date  on  each 
confirmation  and  source  of  all  compen- 
sation in  connection  with  an  agency  cross 
transaction  as  requested  by  the  advi- 
sory client,  paragraph  (.ai  <  2)  of  the  rule 
was  modified  to  require  only  that  the 
total  number  of  such  transactions  and 
the  total  compensation  in  conrwction 
therewith  for  the  period  covered  by  the 
statement  be  disclosed. 

Apparentlr.  there  was  some  craicem 
over  how  to  comply  with  the  requirement 
in  paragraph  i  a  ■  1 4 1  that  the  disclosure 
statements  and  confirmauons  bear  a 
"prominent  legend"  of  revocability.  It 
was  intended  that  the  cli«it  be  reminded 
he  may  revoke  at  any  time  his  consent 
to  agency  cross  transactions,  and  that 
such  reminder  be  conspicuous  so  as  not 
to  go  imnoticed.  In  this  regard,  since  the 
term  "conspicuous"  is  a  defined  teim  in 
the  Uniform  Commercial  Code,'  the 
phrase  "a  prominent  legend  clearly  stat- 
ing" has  been  changed  to  "a  conspicuous 
statement." 

Paragraph  (a)(5)  would  have  denied 
the  use  of  the  rule  for  any  transaction 
where  any  seller  and  any  purchaser  "are 
advised  in  relation  to  such  transaction 
by  the  same  investment  adviser."  It  ap- 
pears that  this  language  could  be  inter- 
preted to  include  even  casual  Impersonal 
advice,  which  was  not  intended.*  Accord- 


"SecUon  1-201(10)  of  the  Uniform  Com- 
mercUl  Code  defines  "conspicuous"  as  fol- 
lows: A  term  of  clause  Is  conspicuous  when 
It  iB  so  written  that  a  reasonable  person 
against  wbom  it  Is  to  operate  ought  to  have 
noticed  It.  A  printed  beading  In  capitals  (as: 
Non-negottable  bUl  of  lading)  is  conspic- 
uous. Language  in  the  body  of  a  form  Is 
"conspicuous"  U  It  Is  In  larger  or  other  con- 
trasting type  of  color.  But  In  a  telegram  any 
stated  term  Is  "conspicuous".  Whether  a 
term  or  clause  is  "conspicuous"  or  not  is  for 
decision  by  the  court. 

•See,  Rule  206(3)-l.  17  CFR  275.206(3)-! 
(1976). 


ingly,  the  paragraph  was  modified  to  ex- 
clude only  a  transacuon  w  here  "the  same 
investment  adviser,  or  an  investment  ad- 
viser and  any  person  controlling,  con- 
trolled by  or  under  common  control  with 
such  investment  adviser,  recommended 
the  transaction  to  both  any  seller  and 
any  purchaser."  (This  provision  also  re- 
flects a  change  made  throughout  the  rule 
to  encompass  the  afifihated  broker-dealer, 
as  discussed  earlier  ' 

The  terms  "advisorv  account"  and  "ad- 
visorj-  client  '  were  used  interchangeably 
in  the  proposed  rule.  To  be  consistent. 
the  term  "advisory  account  has  been 
changed  throughout  to  "advisory  cUent  " 

Additionally,  the  Note  to  the  rule  as 
originally  proposed  has  been  incorpo- 
rated, with  a  minor  modification  of  its 
language,  as  paragraph  lo  of  the  rule. 
"Hiis  language  is  not  intended  to  define 
the  requirements  as  to  best  price  and  ex- 
ecution, but  merely  to  remmd  the  per- 
sons relying  on  the  rule  that  the  rule 
does  not  reheve  them  of  whatever  obli- 
gations they  may  have  to  clients  m  this 
regard.'  The  language  of  the  rule  has 
been  changed  to  read  "fulfilling  the  duty 
with  respect  to  best  pnce  and  execution." 

Because  the  rule  provides  a  nonexclu- 
sive method  for  compliance  with  Section 
206(3),  it  is  made  immediately  effective, 
•  •  •  •  • 

Commission  action.  Pari  275  of  Chap- 
ter n  of  Title  17  of  the  Code  of  Federal 
Regulations  is  amended  by  adding  a  new 
I  275.206(3) -2  reading  as  follows 

§  273.206(3)-2      .\|tcnc>     cro**    iracuHtc- 
tiunti  for  ad\  it>ory  clienU. 

(a)  (1)  An  Investment  adviser  regis- 
tered under  Section  203  of  the  Act  '  15 
U5.C,  80b-3) ,  or  (2)  a  person  registered 
as  a  broker -dealer  under  Section  15  of 
the  Securities  Exchange  Act  of  1934  (15 
U.S.C.  780)  and  conlrollmg.  controlled 
by  or  under  common  control  with  an  in- 
vestment adviser  registered  under  Sec- 
tion 203  of  the  Act,  shall  be  deemed  in 
compliance  with  the  provisions  of  Sec- 
tion 206(3)  of  the  Act  <  15  U^.C.  80b-« 
(3) )  in  effecting  an  agency  cross  trans- 
action for  an  advisory  client,  if : 

(i)  The  advisory  client  has  executed 
a  written  consent  prospectively  author- 
izing for  a  period  not  to  exceed  one  year 
the  investment  adviser,  or  amy  otner 
person  relying  on  this  rule,  to  effect 
agency  cross  transactions  for  such  ad- 
visory client.  Provided,  that  such  written 
consent  is  obtained  after  full  written 
disclosure  that  with  respect  to  agency 
cross  transactions  the  investment  ad- 
viser or  such  other  person  will  act  as 
broker  for,   receive  commissions   from. 


'  It  was  6tat«d  m  Advisers  Act  Release  No 
40,  dated  February  6.  ''946.  that  the  disclo- 
sures In  connection  with  Section  206i3) 
transactions  mclude  the  best  price  at  which 
the  transaction  could  be  effected  by  or  for 
the  client  elsewhere  if  •  •  •  more  advan- 
tageous to  the  client  than  the  actual  pur- 
chase or  sale  price." 
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and  have  a  potentially  conflicting  divi- 
sion of  loyalties  and  responsibilities  re- 
garding, both  parties  to  such  trans- 
actions: 

ui»  The  investment  adviser,  or  any 
other  person  relying  on  this  rule,  sends 
to  each  such  client  a  wntten  confirma- 
tion at  or  before  the  completion  of  each 
such  transaction,  which  confirmation 
includes  'A'  a  statement  of  the  nature 
of  such  transaction,  (Bi  the  date  such 
transaction  took  place,  iCi  an  offer  to 
furnish  upon  request,  the  time  when 
such  transaction  took  place,  and  (Di 
the  source  and  amount  of  any  other 
remuneration  received  or  to  be  received 
by  the  investment  adviser  and  any  other 
person  relying  on  this  rule  in  connection 
with  the  transaction.  Provided,  however. 
That  if,  in  the  case  of  a  purchase,  neither 
the  investment  adviser  nor  any  other 
person  relying  on  this  rule  was  partici- 
pating in  a  dL'^tribution,  or  in  the  case  of 
a  s£de,  neither  the  investment  adviser  nor 
any  other  pei-son  relying  on  thus  rule 
was  participating  in  a  tender  offer,  the 
written  confirmation  may  state  whether 
any  other  remuneration  has  been  or  will 
be  received  and  that  the  source  and 
amount  of  such  other  remuneration  will 
be  furnished  upon  written  request  of 
such  customer; 

(iiii  The  investment  adviser,  or  any 
other  person  relying  on  this  nile.  sends 
to  each  such  client,  within  thirty  days 
prior  to  the  expiration  of  the  written 
consent  referred  to  in  paragraph  >&<  i2< 
<i>  of  this  section  and  with  or  as  part  of 
any  wntten  statement  or  summary  of 
such  account  from  the  investment  ad- 
viser or  such  otlier  person,  a  written  dis- 
closure statement  identifymg  the  total 
number  of  such  transactions  during  the 
period  since  the  date  of  the  written  con- 
sent or  during  the  period  covered  by  any 
other  wntten  statement  or  summary, 
and  the  total  amount  of  all  commissions 
or  other  remuneration  received  or  to  be 
received  by  the  investment  adviser  and 
any  other  person  reJying  on  this  rule  m 
connection  with  such  transactions  dur- 
ing such  period; 

liv)  Each  wntten  disclosure  and  con- 
firmation required  by  this  rule  includes  a 
conspicuous  statement  that  the  written 
consent  referred  to  in  paragraph  ia>(2» 
(i»  of  this  section  may  be  revoked  at 
any  time  by  written  notice  to  the  invest- 
ment adviser,  or  to  any  other  person  re- 
lying on  this  rule,  from  the  advisory 
client:  and 

I VI  No  such  transaction  is  effected  in 
which  the  same  investment  adviser  or 
an  investment  adviser  and  any  pei-son 
controlling,  controlled  by  or  under  com- 
mon control  with  such  investment  ad- 
viser recommended  the  transaction  to 
both  any  seller  and  any  purchaser. 

'b'  For  purposes  of  this  rule  the  term 
"agency  cross  transaction  for  an  advisor^' 
client"  shall  mean  a  transaction  in  whicii 
a  person  acts  as  an  investment  adviser 
m  relation  to  a  transaction  in  which  such 
investment  adviser,  or  any  person  con- 


trolling, controlled  by,  or  under  common 
control  with  such  investment  adviser, 
acts  as  broker  for  both  such  advisory 
client  and  for  another  person  on  the 
other  side  of  the  transaction. 

I  c  >  This  rule  shall  not  be  construed  as 
relieving  in  any  way  the  investment  ad- 
viser or  another  person  relying  on  this 
rule  from  acting  in  the  best  interests  of 
the  advisory  client,  including  fulfilling 
the  duty  with  respect  to  the  best  price 
and  execution  for  the  particular  trans- 
action for  the  advisory  client;  nor  shall 
it  relieve  such  person  or  persons  from 
any  disclosure  obligation  which  may  be 
imposed  by  subparagraphs  <1>  or  •2»  of 
Section  206  of  the  Act  or  by  other  ap- 
plicable provisions  of  the  federal  securi- 
ties laws. 

Section  275.206i3'-2  is  adopted  pur- 
suant to  the  authority  granted  to  'he 
Commission  in  Section  211(a)  of  the  In- 
vestment Advisers  Act  of  1940  (15  U.S.C, 
80b-ll(at  ). 

By  the  Contmission, 

George  A.  Fitzsimmons, 

Secretary. 

June   1,   1977, 
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Title  20 — Employees'  Benefits 

CHAPTER    II— RAILROAD   RETIREMENT 
BOARD 

PART  260 — APPEALS  WITHIN  THE  BOARD 

PART  320 — INITIAL  DETERMINATIONS 
UNDER  THE  RAILROAD  UNEMPLOY- 
MENT INSURANCE  ACT  AND  REVIEWS 
OF  AND  APPEALS  FROM  SUCH  DETER- 
MINATIONS 

Requirements  for  Develop. ng  a  Record 

AGENCY:  U.S.  Railroad  Retirement 
Board. 

ACTION:   Final  rule, 

SUMMARY:  The  Railroad  Retirement 
Board  is  amending  its  regulations  re- 
garding development  of  records  in  an 
initial  decision  that  is  appealed  to  the 
Board's  bureau  of  hearings  and  appeals. 
Previous  regulations  required  that  all 
oral  evidence  entered  into  the  record  at 
a  hearing  must  have  been  reduced  to 
writmg.  With  the  advent  of  technologi- 
cally reliable  recording  devices,  the 
Board  has  determined  that  all  such  evi- 
dence w  ill  be  retained  on  magnetic  voice 
recording  tape  This  will  facilitate  the 
work  of  the  appeals  referee  because  time 
delay  previously  encountered  in  tran- 
scribing the  hearing  recording  will  no 
longer  be  expended.  The  tape  recording 
of  the  hearing  will  be  able  to  be  heard  in 
its  entirety  by  both  the  hearings  referee 
and  the  Board  members,  should  such  an 
appeal  decision  be  appealed  to  the  Board. 
The  change  in  regulations  should  prove 
to  shorten  the  time  lag  between  appeal 
filing  and  decision  encountered  by  an  ap- 
pellant and  consequently  afford  him 
timely  due  process  of  his  appeal. 


EFFECTIVE  DATE:    Immediately. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  R.  F.  Butler,  Secretary  of  the 
Board,  U.S.  Railroad  Retirement 
Board.  844  Rush  Street,  Chicago,  Illi- 
nois 60611.  Telephone:  Commercial. 
312/751-4920;  FTS.  387-4920. 

SUPPLEMENTARY  INFORMATION : 
Pursuant  to  the  general  authority  con- 
tained in  section  7  of  the  act  of  Octo- 
ber 16,  1974  (88  Stat.  1338,  as  amended; 
45  U.S.C.  231f)  and  in  section  12  of 
the  act  of  June  25,  1938  (52  Stat.  1107. 
as  amended;  45  U.SC.  362 1,  §260  2igi 
of  Part  260  i20  CFR  26G2'gM  and 
5  320.28  of  Part  320  '20  CFR  320.28)  of 
the  Regulations  under  such  acts  are 
amended  to  read  as  follows: 

§  260.2      .Appeal  from  an  iniliul  drrision 
of  the  Bureau  of  RelirenienI  (llaini!). 


<g>  All  evidence  presented  by  the  ap- 
pellant and  all  evidence  developed  by 
the  referee  shall  be  preserved.  Such  evi- 
dence, together  with  a  record  of  the  ar- 
guments, oral  or  written,  and  the  file 
previously  made  m  the  adjudication  of 
the  claim,  shall  constitute  the  record 
for  decision  of  the  appeal.  After  an  ap- 
peal form  is  filed,  the  compilation  of  the 
record  shall  be  initiated  by  the  inclu- 
sion therein  of  the  file  made  in  the  ad- 
judication of  the  claim;  the  compilation 
of  the  record  shall  be  kept  up  to  date 
by  the  prompt  addition  thereto  of  all 
parts  of  the  record  subsequently  devel- 
oped. The  entire  record  at  any  time  dur- 
ing the  pendency  of  an  appeal  shall  be 
available  for  examination  by  the  appel- 
lant or  his  representative. 

§  320.28      Development  of  record. 

All  evidence  presented  by  any  party 
or  by  his  duly  authorized  representative. 
and  all  evidence  developed  by  the  ref- 
eree, shall  be  preserved.  Such  evidence, 
together  with  a  record  of  the  arguments. 
oral  or  written,  and  the  file  previously 
made  in  the  adjudication  of  the  claim. 
shall  constitute  the  record.  After  an 
appeal  from  an  initial  determination  is 
filed,  the  compilation  of  the  record  shall 
be  initiated  by  the  inclusion  therein  of 
the  file  made  in  the  adjudication  of  the 
claim;  the  compilation  of  the  record  shall 
be  kept  up  to  date  by  the  prompt  addi- 
tion thereto  of  all  parts  of  the  record 
subsequently  developed.  The  entire  rec- 
ord at  any  time  during  the  pendency  of 
an  appeal  shall  be  available  for  exami- 
nation by  any  properly  interested  party 
or  by  his  duly  authorized  representative. 

Dated:  May  31.  1977, 

By  Authority  of  the  Board. 

R.  F.  Butler. 
Secretary  of  the  Board. 

IFR  Doc.77-16136  Piled  6-7-77:8:45  ami 
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Title  24 — Housing  and  Urban  Development 

CHAPTER  II— OFFICE  OF  ASSISTANT  SEC- 
RETARY FOR  HOUSING — FEDERAL 
HOUSING  COMMISSIONER  (FEDERAL 
HOUSING  ADMINISTRATION),  DEPART- 
MENT OF  HOUSING  AND  URBAN  DE- 
VELOPMENT 

'Docket  No    R-77-406! 

SINGLE   FAMILY    HOME    MORTGAGES 

Incorporation  of  Subpart  C  of  Part  203 — 
Servicing  Responsibilities — Into  Certain 
Other  Parts  of  Chapter  II  and  Other  Con- 
forming Amendments 

AGENCY:  Department  of  Housing  and 
Urban  Development. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  incorporates  by 
reference  Subpart  C  of  Part  ?.03  into  var- 
ious sections  of  Chapter  II  of  the  Na- 
tional Housing  Act  that  relate  to  single- 
family  home  mortgages.  These  amend- 
ments are  made  to  conform  all  single- 
family  home  mortgages  to  existing  Part 
203  regulatioiis. 

EFFECTIVE  DATE:  June  8.  1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Julius  Williams,  Director,  Single-Fam- 
ily Housing  Division,  Office  of  Loan 
Management,  Department  of  Housing 
and  Urban  Development,  451  Seventh 
Street,  SW.,  Washington,  D.C.  20410, 
202-755-5752. 

SUPPLEMENTARY  INFORMATION: 
On  November  10,  1976.  at  41  FR  49730, 
the  Department  of  Housing  and  Urban 
Development  published  new  regulations 
governing  the  servicing  of  mortgages  in- 
sured under  section  203  of  the  National 
Housing  Act.  On  March  23.  1977,  at  42 
FR  15680,  the  Department  announced 
adoption  of  interim  rules  clarifying  cer- 
tain of  the  new  servicing  regulations. 
Through  oversight,  the  Department  ne- 
glected to  make  these  new  regulatioios 
applicable  to  single-family  home  mort- 
gages insured  un(aer  other  sections  of  the 
National  Housing  Act.  This  is  to  correct 
that  oversight  by  incorporating  by  refer- 
ence Subpart  C  of  Part  203  into  those 
sections  of  Parts  204,  209,  211.  213.  220, 
221.  222,  226.  227,  228,  23:^,  234,  235,  237. 
and  240  of  Chapter  II  that  relate  to  sin- 
gle-family home  mortgages. 

In  addition,  certain  other  amendments 
are  here  made  to  conform  the  above- 
mentioned  Parts  of  Chapter  II  and  the 
203  home  improvement  loan  program  to 
related  sections  of  Part  203  so  that,  in- 
sofar as  is  practicable  single-family 
home  mortgages  and  loans  insured  under 
all  sections  of  the  National  Housing  Act 
will  be  treated  similarly.  Other  changes 
correct  erroneous  references  to  amended 
sections  of  the  regulations  of  Part  203. 

The  Secretary  has  determined  that  be- 
cause the  amendments  hereby  adopted 
are  made  to  conform  all  single-family 
home  mortgage  insurance  programs  to 
existing  Part  203  regulations  which  have 
already  been  afforded  opportunity  for 
public  comment,  it  is  contrary  to  the 
public  interest  to  engage  in  public  rule- 


making which  would  postpone  the  effec- 
tive date.  The  Secretary,  therefore,  has 
det-ermined  that  advance  notice  and  pub- 
lication are  unnecessar>'  and  that  cau-e 
exists  for  making  these  amendments  ef- 
fective upon  publication. 

A  Finding  of  Inapplicability  respecting 
the  National  Ei::vironmental  Policy  Act 
of  1969  has  been  made  in  accordance 
with  HUD  procedures  A  copy  of  this 
Finding  of  Inapplicability  will  be  avail- 
able for  public  insjjection  during  regular 
business  hours  m  the  Office  of  the  Rules 
Docket  Clerk.  Office  of  the  Secretary, 
Room  5218.  Department  of  Housing  and 
Urban  Development.  451  7th  Street.  SW.. 
Washington.  DC  20410. 

Note. — It  Is  hereby  certified  that  the  eco- 
nomic and  Inflationary  effects  of  these 
amended  regulations  have  been  carefully 
evaluated  in  accordance  with  Executive  Or- 
der No.  11821. 

Accordingly,  Chapter  II  of  Title  24  is 
amended  as  follows: 

PART  203— MUTUAL  MORTGAGE  INSUR- 
ANCE AND  INSURED  HOME  IMPROVE- 
MENT LOANS 

1.  By  amenduig  §  203.102.  Late  charge, 
to  conform  to  §  203.25.  to  read  as  fol- 
lows : 

§  203,102      Lale  charge. 

The  loan  may  provide  for  the  collec- 
tion by  the  lender  of  a  late  charge,  not 
to  exceed  four  percent  of  the  amount  of 
each  pa.NTnent  more  than  15  days  in  ar- 
rears, to  cover  servicing  and  other  cosis 
attributable  to  the  receipt  of  payments 
from  the  borrower  after  the  date  upon 
which  payment  is  due. 

§203.379      1  Amended 

2.  By  amending  §  2G3.379(b)  (3»  Ad- 
justment for  damage  or  neglect,  by  strik- 
ing the  word  "mortgagor"  in  the  fourth 
sentence,  and  substituting  therefor  the 
word  "mortgagee." 


PART  209 — INDIVIDUAL  HOMES;  WAR 
HOUSING  MORTGAGE  INSURANCE 
[SEC.   603] 

5.  By  amending  the  table  of  contents 
of  Part  209— Individual  Homes,  War 
Housing  Mortgage  Insurance  (Sec, 
603' — to  add  a  new  Subpart  C  and  ac- 
companying section  as  follows: 

Subpart  C — Servicing  Rtiponsibillties 


Sec. 
209.400 


Incorporation  by  reference. 


6.  By  creating  a  new  Subpart  C  of  Part 
209  to  read  as  follows : 

Subpart  C — Servicing  Responsibilities 

§  209.400      Incorporation  by  reference. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  this  chapter  covering  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  cover- 
ing individual  homes  in  connection  with 
war  housing  insurance  under  section  603 
of  the  National  Housing  Act 


PART   204 — COINSURANCE 

3.  By  amending  the  table  of  contents 
of  Part  204 — Coinsurance — to  add  a  new 
Subpart  C  and  accompanying  section  as 
follows : 

Subpart  C — Servicing  Responsibilities 

Sec. 

204  400     Incorporation  by  reference, 

4.  By  creating  a  new  Subpart  C  of  Part 

204  to  read  as  follows: 

Subpart  C — Servicing  Responsibilities 

§  204,100      Incorporation  bv  reference. 

All  of  the  provisions  of  Subpart  C.  Part 
203  of  this  chapter  concerning  the  re- 
sponsibilities of  servicers  of  mortgages 
insured  under  section  203ib)  of  the  Na- 
tional Housmg  Act  apply  to  mortgages 
covering  on6-  to  four-family  dwelhngs 
to  be  insured  under  section  203' b>  pur- 
suant to  the  coinsurance  authority  of 
section  244  of  the  National  Hoa<;ing  Act 
except  that  $203.502(ai  and  §§203  650 
through  203.662  of  this  chapter  shall  not 
apply  during  the  period  of  coinsurance. 


PART  211— SINGLE  FAMILY  PROJECT 
LOANS;  WAR  HOUSING  MORTGAGE  IN- 
SURANCE  [SEC,   611] 

7.  By  amending  the  table  of  contents 
of  Part  211 — Single  Family  Project 
Loans;  War  Housing  Mortgage  Insur- 
ance 'Sec.  611 1 — to  add  a  new  Subpart 
C  and  accompanying  section  as  follows: 

Subpart  C — Servicing  Responsibilities 

Sec. 

2 1 1 .400     Incorporation  by  reference . 

8.  By  creating  a  new  Subpart  C  of 
Part  211  to  read  as  follows 

Subpart  C — Servicing  Responsibilities 

§  21 1,4(X)      Incorporation  by  reference. 

All  of  the  provisions  of  Subpart  C, 
Part  203  of  this  chapter  covering  mort- 
gages insured  under  section  203  of  the 
National  Housing  Act  apply  to  mortgages 
covering  individual  homes  released  from 
project  mortgages  in  connection  with 
large  scale  rentals  and  sales  war  housing 
insurance  under  section  611  of  the  Na- 
tional Housing  Act. 


PART   213 — COOPERATIVE    HOUSING 
MORTGAGE    INSURANCE 

9.  By  amending  the  table  of  contents 
of  Part  213 — Cooperative  Housing  Mort- 
gage Insurance — to  add  a  new  Subpart  E 
and   accompanying   section   as   follows: 

Subpart  E — Servicing  Responsibilities — Individ- 
ual   Properties   Released   From   Project   Mortgage 

Sec 

213  800     Incorporation  by  reference. 

10.  By  amending  5  213.514,  Payments 
to  include  other  charges  to  conform  to 
5  203.23.  by  redesignating  paragraph  'bt 
as  paragraph  (c» ,  and  by  inserting  a  new 
paragraph   (b»    to  read  as  follows: 

§213.314      Pa>-menl>     to     include     other 
charges. 
•  >  •  •  * 

lb  The  mortgagor  shall  not  be  re- 
quired to  pay  premiums  for  fire  or  other 
hazard  insurance  which  protects  only  the 
interests  of  the  mortgagee,  or  for  life  or 
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disability  income  insurance,  or  fees 
charged  for  obtaining  information  nec- 
essary for  iht'  payment  of  property  tax- 
es. The  foregoing  does  not  apply  to 
charges  made  or  peruilties  exacted  by  the 
taxmg  authority,  except  that  a  penalty 
assessed  or  interest  charged  by  a  taxmg 
authority  for  failure  to  timely  pay  taxes 
or  assessments  shall  not  be  charged  by 
the  mortgagee  to  the  mortgagor  if  the 
mortgagee  had  sufficient  funds  in  escrow 
for  the  accoimt  of  the  mortgagor  to  pay 
such  taxes  or  assessments  prior  to  the 
date  on  which  penalty  or  interest  charges 
are  imposed, 

«  •  •  •  • 

11,  By  amending  5  213.516,  Late  charge, 
to  conform  to  §  203,25,  to  read  as  fol- 
lows. 

§  213.r>l6      I-iilc  chareo. 

The  mortgage  may  provide  for  the  col- 
lection by  the  mortgagee  of  a  late  charge, 
not  to  exceed  four  percent  of  the 
amount  of  each  payment  more  than  I'n 
days  m  arrears,  to  cover  servicing  and 
other  costs  attributable  to  the  recei.^t 
of  payments  from  mortgagors  after  th-? 
date  upon  which  payment  Ls  due. 

12  By  amending  5  213  517.  Payments 
upon  execution  of  mortgage,  to  conform 
to  5  203.26,  to  read  as  follows: 

§2l.'i.,'JI7       FH>nirnl«    upon    exeoiition    of 
iiitir(«c  >•{:<'' 

(a>  The  mortgagor  must  pay  to  the 
mortgagee,  upon  execution  of  the  mort- 
gage, a  sum  that  will  be  sufficient  to  pay 
the  ground  rents,  if  any,  the  estimated 
taxes,  special  as.sessnients.  flood  insur- 
ance premiums,  if  required,  and  fire  and 
other  hazard  insurance  premiums  for  the 
period  beginning  on  the  last  date  on 
which  each  such  charge  would  have  been 
paid  under  the  normal  lending  practices 
of  the  lender  and  local  custom  uf  each 
such  date  constitutes  a  prudent  lending 
practice! ,  and  ending  on  the  due  date  of 
the  first  full  installment  payment  under 
the  mortgage,  plus  an  amount  sufficient 
to  pay  the  mortgage  insurance  premium 
from  the  date  of  closing  the  loan  to  the 
date  of  the  first  monthly  payment  under 
the  mortgage 

lb'  The  mortgagee  may  also  collect 
from  the  mortgagor  a  sum  not  exceeding 
one-sixth  of  the  estimated  total  amount 
of  such  taxes,  special  assessments,  insur- 
ance premiums  and  other  charges  to  be 
paid  during  t*ie  erusuing  12 -month  period 

13  By  creating  a  new  Subpart  E  of 
Part  213  to  read  as  follows 

Subpart  E — Servtcmg  ResportsibiDties — In- 
dividual Propert;es  Released  From  Proj- 
ect Mortgage 

§  213.800      Inrnrporalion  by  n'ft'n-nci-. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  this  chapter  covering  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  sliaJl  apply  to  mortgages  in- 
sured under  section  213  of  the  National 
Housmg  Act. 


PART  220 — URBAN  RENEWAL  MORTGAGE 
INSURANCE  AND  INSURED  IMPROVE- 
MENT  LOANS 

14  By  amending  the  table  of  contents 
of  Part  220 — Urban  Renewal  Mortgage 
Insurance  and  Insured  Improvement 
Loans — to  add  a  new  Subpart  E  and  ac- 
companying section  as  follows: 

Subpart  E — Servicing  Responsibilities — Homes 

Sec 

220  900     Incorporation  by  reference. 

§  220.2.'.  1       [Amended] 

15.  By  amending  §  220.251.  Incorpora- 
tion by  reference,  to  delete  "203.341  Re- 
imbursement for  uncollected  interest" 
and  substitute  therefor  "203,402a  Reim- 
bursement for  uncollected  interest"  and 
to  add  "203,343  Partial  release,  addition 
or  substitution  of  security"  and  "203,350a 
Assignment  of  defaulted  mortgage"  and 
to  delete  "203.352,  Title  evidence  upon 
a.ssignment." 

16  By  creating  a  new  Subpart  E  of 
Part  220  to  read  as  follows: 

Subpart  E — Servicing  Responsibilities — 
Homes 

§  220. "iXK)      Incorporalion  by  reference. 

All  of  the  provisons  of  Subpart  C,  Part 
203  of  this  chapter  concerning  the  re- 
sponsibilities of  services  of  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  covering 
1-  to  11 -family  dwellings  insured  imder 
section  220  of  the  National  Housing  Act. 


PART   221— LOW   COST   AND   MODERATE 
INCOME    MORTGAGE    INSURANCE 

17  By  amending  the  table  of  contents 
of  Part  221 — Low  Cost  and  Moderate  In- 
come Mortgage  Insurance — to  add  a  new 
Subpart  E  and  accompanying  section  as 

follows: 

Subpart  E — Servicing  Responsibilities — Low  Cost 
Homes 

Sec.  221.800     Incorporation  by  reference. 

§221.231       [Amended] 

Incorporation  by  reference,  to  add  to 
the  list  of  excluded  sections  "203.288 
Discontinuance    of    adjusted    premium 

charge  " 

19  By  creating  a  new  Subpart  E  of 
Part  221  to  read  as  follows: 

Subpart     E — Servicing     Responsibilities — 
Low  Cost  Homes 

§  221.800      Incorporation  by  reference. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  thi-s  chapter  concerning  the 
responsibilities  of  services  of  mortgages 
m.'^ured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  covering 
one-  to  four-family  dwellings  insured 
under  section  221  of  the  National  Hous- 
ing Act. 


gage  Insurance — to  add  a  new  Subpart 
C  and  accompanying  section  as  follows: 

Subpart  C — Servicing  Responsibilities 

Sec, 

222.400     Incorporation  by  reference 

21.  By  creating  a  new  Subpart  C  of 
Part  222  to  read  as  follows: 

Subpart  C — Servicing  Responsibilities 

§  222.400      Incorporation  b>  reference. 

All  of  the  provLsions  of  Subpart  C,  Part 
203  of  this  chapter  concerning  the 
responsibilities  of  servicers  of  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  insured 
under  section  222  of  the  National  Hous- 
ing Act. 


PART  226 — ARMED  SERVICES  HOUS- 
ING— CIVILIAN    EMPLOYEES    [SEC.    809] 

22.  By  amending  the  table  of  contents 
of  Part  226 — Armed  Services  Housing — 
Civilian  Employees  iSec.  809 1 — to  add  a 
new  Subpart  C  and  accompanying  sec- 
tion as  follow: 


Sec. 


Subpart  C — Servicing  Responsibilities 


226.300     Incorporation  by  reference. 

23.  By  creating  a  new  Subpart  C  of 
Part  226  to  read  a  follows: 

Subpart  C — Servicing  Responsibilities 

§  226.300      In<-«)rporalion  by  reference. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  this  chapter  concerning  the 
responsibilities  of  servicers  of  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  insured 
under  section  809  of  the  National  Hous- 
ing Act. 


PART   227— ARMED   SERVICES   HOUS- 
ING— IMPACTED   AREA   [SEC.   810] 

24.  By  amending  the  table  of  contents 
of  Part  227 — Armed  Services  Housing — 
Impacted  Areas  <  Sec  810'  — to  add  a  new 
Subpart  E  and  accompanying  section  as 
follows : 

Subpart  E — Sirvicing  Responsibilities — 
individual  Mortgages 

Sec. 

227.800     Incorporation     by    reference — Indi- 
vidual mortgages 

25.  By  creating  a  new  Subpart  E  of 
Part  227  to  read  as  follows :  Subpart  E — 
Servicing  Responsibilities— Individual 
Mortgages 

§  227.800      Ineorporatjon  by  reference — 
indivkliial  mort^iii-s. 

All  of  the  provisions  of  Subpart  C, 
Part  203  of  this  chapter  covering  mort- 
gages insured  under  section  203  of  the 
National  Housing  Act  apply  to  Individ- 
ual Mortgages  insured  under  section  810 
of  the  National  Housing  Act. 


PART   222— SERVICEMEN'S    MORTGAGE 
INSURANCE 

20.   By   amending   the   table  of   con- 
tents of  Part  222 — Servicemen's  Mort- 


PART  228 — INDIVIDUAL  RESIDENCES;  NA- 
TIONAL DEFENSE  HOUSING  MORTGAGE 
INSURANCE   [SEC.   903] 

26.  By  amending  the  table  of  contents 
of  Part  228 — Individual  Residences;  Na- 
tional Defense  Housing  Mortgage  Instir- 
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ance  iSec.  903 1— to  add  a  new  Subpart 
C  and  accompanying  section  as  follows: 

Subpart  C — Servicing  Responsibilities 

Sec. 

228.400     Incorporation  by  reference 

27.  By  creating  a  new^  Subpart  C  of 
Part  228  to  read  as  follows: 

Subpart  C — Servicing  Responsibilities 

§  228.400       Incorporalion  b.>  reference. 

All  of  the  provisions  of  Subpart  C. 
Part  203  of  thLs  chapter  covering  mort- 
gages insured  under  section  203  of  the 
National  Housing  Act  apply  to  mortgages 
covering  individual  homes  in  connection 
with  national  defense  housing  insurance 
under  section  9C3  of  the  National  Hous- 
ing Act. 

PART      233— EXPERIMENTAL      HOUSING 
MORTGAGE   INSURANCE 

28.  By  amending  the  table  of  contents 
of     Part     233— Experimental     Housing 
Mortgage  Insurance — to  add  a  new  Sub- 
part  G   and    accompanying   section    as 
follows ; 

Subpart  G^Servicing  Responsibilities — Homes 

Sec 

233  950     Incorporation  by  reference. 

29.  By  creating  a  new  Subpart  G  of 
Part  233  to  read  as  follows: 

Subpart  G — Servicing  Responsibilities — 
Homes 

§  2.3,'}. 9.^0      Incorporation  by  reference. 

Mortgages  insured  under  the  experi- 
mental home  mortgage  insurance  pro- 
gram shall  be  governed  by  the  provLsions 
of  the  regulations  covering  servicing  re- 
sponsibilities as  they  respectively  relate 
to  the  several  mortgage  insurance  pro- 
grams set  forth  in  §  233.1. 


PART   234 — CONDOMINIUM   OWNERSHIP 
MORTGAGE   INSURANCE 

30.  By  amending  the  table  of  contents 
of  Part  234 — Condominium  Ownership 
Mortgage  Insurance — to  add  a  new  Sub- 
part E  and  accompanying  section  as 
follows: 

Subpart  E — Servicing  Responsibilities — 
Individually  Owned  Units 


Incorporation  by  reference. 


Sec 
234  800 

31.  By  amending  5  234.46.  Late  charge, 
to  conform  to  203.25,  to  read  as  follows: 

§234.16      l^te  charge. 

Tlie  mortgage  may  provide  for  the  col- 
lection by  the  mortgagee  of  a  late  charge, 
not  to  exceed  four  percent  of  the  amount 
of  each  payment  more  than  15  days  in 
arrears,  to  cover  servicing  and  other 
costs  attributable  to  the  receipt  of  pay- 
ments from  the  mortgagors  after  the 
date  upon  which  payment  is  due. 

32.  By  amending  §  234  47,  Mortgagor's 
payments  when  mortgage  is  executed,  to 
conform  to  §  203.26,  to  read  as  follows; 

§  234.47      Mortgagor's      payments     when 
niortpape  i«.  e\e<-uted. 

ia>  The  mortgagor  must  pay  to  the 
mortgagee,  upon  execution  of  the  mort- 
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gage,  a  sum  that  will  be  sufficient  to 
pay  the  ground  rents,  if  any.  Uie  esti- 
mated taxes,  special  assessments,  flood 
insurance  premiums,  if  required,  and  fire 
and  other  hazard  insurance  premiums 
for  the  period  beginning  on  the  la^st  date 
on  which  each  such  charge  would  have 
been  paid  under  the  normal  lending 
practices  of  the  lender  and  local  custom 
•  if  each  such  date  constitutes  prudent 
lending  practice',  and  ending  on  the 
due  date  of  the  first  full  installment 
payment  under  the  mortgage,  plus  an 
amount  sufficient  to  pay  the  mortgage 
insurance  premium  from  the  date  of 
closing  the  loan  to  the  dale  of  the  first 
monthly  payment  under  the  mortgage. 

ibi  The  mortgagee  may  also  collect 
from  the  mortgagor  a  sum  not  exceeding 
one-sLxth  of  the  estimated  total  amount 
of  such  taxes,  special  assessments,  msur- 
ance  premiimts  and  other  charges  to  be 
paid  diu-ing  the  ensuing  12-month 
period. 

§234.255      [Amended! 

33.  By  amending  §  234.255,  Incorpora- 
tion by  reference,  as  follows: 

(ai  Delete  •■203.379  Adjustment  for 
fire,  flood,  earthquake,  or  tornado  dam- 
age." and  substitute  therefor  "203.379 
Adjustment  for  damage  or  neglect." 

(b>  Add  to  the  list  of  excluded  sec- 
tions "203.378  Property  condition." 

§234.260      I  Amended] 

34.  By  amending  §  234.260,  Assign- 
ment of  mortgage  and  certificate  by 
mortgagee,  to  delete  "§5  203.352  and' 
and  substitute  therefor  "§§203.350 
through." 

35.  By  amending  §  234  270.  Condition 
of  the  multifamily  structure,  to  conform 
to  §5  203.378  and  203.379,  to  read  as 
follows : 

§  234.270      Cxjndition  of  the  muitifamilv 
structure. 

lai  When  a  family  unit  is  conveyed 
or  a  mortgage  is  assigned  to  the  Secre- 
tary, the  family  tmit  and  the  common 
areas  and  facilities  designated  for  the 
particular  unit  shall  be  undamaged  by 
fire,  good,  earthquake,  tornado,  or  boiler 
explosion,  or,  as  to  mortgages  insured 
on  or  after  January  1,  1977.  due  to  fail- 
ure of  the  mortgagee  to  take  action  as 
required  by  .*;  203  377.  If  the  property  has 
been  damaged,  ^her  of  the  following 
actions  shall  be  taken: 

•  •  •  4  < 

<2>  If  the  prior  approval  of  the  Com- 
missioner is  obtained,  the  damaged  prop- 
erty may  be  conveyed  or  the  mortgage 
assigned  to  the  Secretary  without  repair- 
ing the  damage    *    *   • 

*  •  •  •  • 

(b)    •   •   • 

(3>  *  *  *.  including  coverage  under 
the  FAIR  Plan  A  "reasonable  rate"  is 
a  rate  not  more  than  25  percent  in  ex- 
cess of  the  rate  or  the  advisory  rate 
filed  or  used  by  the  principal  rating  or- 
ganization doing  business  in  the  state  If 
the  property  is  located  in  a  state  which 
has  no  rate  or  advisory  rate  as  pro- 
\'ided   in   the   preceding   sentence,   the 
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mortgagee  shall  consult  the  Director  of 
the  local  HUD  office  as  to  a  reasonable 
rate  When  hazard  insurance  coverage 
cannot  be  obtained  in  an  amount  equal 
to  the  unpaid  principal  balance  of  the 
loan  but  insurance  can  be  obtained  in 
a  reduced  amount  from  a  FAIR  Plan 
or  another  insurance  earner,  the  Sec- 
retary will  accept  the  reduced  coverage 
without  reduction  of  mortgage  insur- 
ance benefits,  if  the  rates  do  not  exceed 
the  guidelmes  stated  herein  If  cover- 
age in  any  amount  is  only  available  at 
rates  in  excess  of  a  reasonable  rate  as 
defined  herein,  the  mortgagor  may  but 
shall  not  be  required  to  purchase  such 
coverage.  If  coverage  is  purchased,  the 
amount  of  any  claim  for  insurance  bene- 
fits under  this  Part  shall  be  reduced  by 
the  amount  of  any  recovery  of  hazard 
insurance  benefits  by  the  mortgagee 
t  •  •  •  « 

<d»  •  *  *.  However,  the  mortgagee 
shall  be  responsible  for  damage  to  or 
destruction  of  security  properties  on 
which  the  loans  are  m  default  and  which 
properties  are  vacant  or  abandoned  due 
to  the  mortgagees  failure  to  take  rea- 
sonable action  to  inspect,  protect  and 
preserve  such  properties  as  required  by 
f  203  377.  as  to  all  mortgages  insured  on 
or  after  June  8.  1977.  but  such  respon- 
sibihty  shall  not  exceed  the  .amount  of 
Its  insurance  claim  as  to  a  particular 
property." 

36  By  amending  5  234.275.  Certificate 
or  statement  of  condition,  to  conform 
to  5  203.380,  to  read  as  foDows: 

§  234.275      Certifirate     or     statement     of 
condition. 

The  mortgagee  shall  either  certify  that 
as  of  the  date  of  the  filing  of  deed  for 
record,  or  Eissignment  of  the  mortgage 
to  the  Secretary,  the  property  was  <at 
undamaged  by  fire,  flood,  earthquake, 
tornado  or  boiler  explosion,  and  ib'  as  to 
mortgages  insured  or  for  which  commit- 
ments to  insure  are  issued  on  or  after 
June  8.  1977.  undamaged  due  to  failure 
of  the  mortgagee  to  take  action  as  re- 
quired by  §  203  377.  or  lUs  claim  shall 
be  accompanied  by  a  statement  describ- 
ing any  such  damage  that  may  still  exist 
together  with  a  copy  of  the  Secretary's 
authorization  to  convey  the  property  in 
damaged  condition.  In  the  atisence  of 
evidence  to  the  contrary,  the  mortgagee's 
certificate  or  its  statement  as  to  dam- 
age shall  be  accepted  by  the  Secretary 
as  establishing  the  condition  of  the 
family  unit  and  the  common  areas  and 
facilities  designated  for  the  particular 
unit. 

37.  By  amending  J  234.285.  Waived  title 
objections,  to  conform  to  i  203.389,  to 
read  as  follows: 

§  234.285      \!l  aived  title  objections. 
.  •  •  •  • 

<f  >  Federal  tax  liens  and  rights  of  re- 
demption arising  therefrom  if  the  fol- 
lowing conditions  are  observed.  If  the 
mortgagee  acquires  the  property  by  fore- 
closure the  mortgagee  shall  give  notice 
to  the  Internal  Revenue  Service  '  IRS  >  of 
the  foreclosure  action.  The  Commis- 
sioner will  not  object  to  an  outstanding 
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right  of  redemption  in  IRS  if  <  1  >  the 
Federal  tax'Uen  was  perfected  subse- 
quent to  the  date  of  the  mortiiut-'C  hen, 
and  '21  the  mortgagee  ha*  bid  an 
amount  sufficient  to  make  the  mortgagee 
whole  If  Uie  property  is  in  fact  redeemed 
by  the  IRS. 

38.  By  creating  a  new  Subpart  E  of 
Part  234 
Subpart  E — Servicing  Responsibilities — 
Individually  Owned  Units 

§  234. 81M)      Imorporatiiin  h>  rtftr.iuc. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  thLs  chapter  covering  mortgages 
insured  under  section  203  of  the  National 
Housing  Act  apply  to  mortgages  insured 
under  section  234  ic  of  the  National 
Housing  Act. 

PART  235 — MORTGAGE  INSURANCE  AND 
ASSISTANCE  PAYMENTS  FOR  HOME 
OWNERSHIP  AND  PROJECT  REHABIU- 
TATK}N 

39  Bv  amending  the  table  of  contents 
of  Pan  235— Mortgage  Insurance  and 
AssisUince  payments  for  Home  Owner- 
ship and  Project  Rehabilitation— to  add 
a  new  Subpart  G  and  accompanying  sec- 
tion as  follows 

Subpart  G — Servicing  Responsibilities — Home* 
tor  Lower  Tncome  Families 

235.1000     Incorporatior.  by  reference- 

40  By  amending  «  235.40.  Late  charge, 
to  conform  to  i  203.25.  to  read  as  follows; 

§  235.10      I^t«-  charge. 

The  mortgage  may  provide  for  the  col- 
lection by  the  mortgagee  of  a  late  charge, 
not  to  exceed  four  percent  of  the  mort- 
gagor's share  of  each  payment  more  than 
15  days  in  arrears,  to  cover  servicing  and 
other  casts  attributable  to  the  receipt  of 
payments  from  the  mortgagors  after  the 
date  upon  which  payment  is  due  Such 
charge  shall  not  be  included  in  the  as- 
sistance payment 


§  235.2U1 


AiiM-nded 


41  By  amending  «  235  201.  Incorpora- 
tion by  reference  to  delete  "^03  379  Ad- 
justment for  f\re,  flood,  earthquake  or 
tornado  damage  '  and  sub.stitute  there- 
for "203  379  Adjustment  for  damage  or 
neglect  ' 

42  By  amending  the  first  sentence  of 
t  235.220  to  r^ad  as  follows 

§  23.'>.220      (.ondilion  of  prop<'rtv. 

All  of  the  provisions  of  ii  203.379  relat- 
ing to  the  adjustment  of  the  insurance 
claim  for  damage  or  neglect  and  all  of 
the  provisions  of  5  203  380  of  this  chapter 
reciuinng  the  mortgagee  to  certify  as  to 
the  condition  of  the  property  shall  apply 
to  mortgages  msured  under  this  subpart 
with  the  exception  of  mortgages  involv- 
ing condominium  units.  •  '  ' 

43  By  amendmg  J  235.221,  Waived  Utle 
objections,  to  conform  to  §  203.389,  to 
read  as  follows 

§  233.221       Wi»iv«d  tilli  i.bjiclion*. 


(b» 
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(6>  Federal  tax  liens  and  rights  of  re- 
demption arising  therefrom  if  the  fol- 
lowmg  conditions  are  observed.  If  the 
mo.-tgagee  acquired  the  property  by  fore- 
closure the  mortgagee  shall  give  notice 
to  the  Internal  Revenue  Service  (IRS) 
of  the  foreclosure  action.  The  Corfimis- 
sioner  will  not  object  to  an  outstanding 
right  of  redemption  in  IRS  if  ai  the  Fed- 
eral tax  lien  was  perfected  subsequent  to 
the  date  of  the  mortgage  lien,  and  (ii) 
the  mortgaiiee  has  bid  an  amount  suffi- 
cient to  ma.ke  the  mortgagee  whole  if  the 
property  is  In  fact  redeemed  by  the  IRS. 

44.  By  amending  §  235.230.  Condition 
of  the  multifamily  structtire,  to  conform 
to  5S  203.378  and  203.379,  to  read  as  fol- 
lows 

g  233.230      <x>ndition  of  the  niuhifamily 
•■Injcturo. 

I  a  I  When  a  family  unit  is  conveyed  or 
a  mortgage  is  assigned  to  the  Secretary, 
the  family  unit  and  the  common  areas 
and  facilities  i  including  restricted  com- 
mon areas  and  facilities)  designated  for 
the  particular  unit  shall  be  undamaged 
by  fire,  flood,  earthquake,  tornado  or 
boiler  explosion,  or.  as  to  mortgages  in- 
sured on  or  after  June  8.  1977,  due  to 
failure  of  the  mortgagee  to  take  action  as 
required  by  §  103.377.  If  the  property  has 
been  damaged,  either  of  the  following  ac- 
tions shall  be  taken : 

•  •  *  •  • 

(b)    •   •    * 

(3)  •  •  •,  including  coverage  under 
the  FAIR  Plan.  A  "reasonable  rate"  is  a 
rate  not  more  than  25  percent  in  excess 
of  the  rate  or  the  advisory  rate  filed  or 
used  by  the  principal  rating  organization 
domg  business  in  the  state.  If  the  prop- 
erty is  located  m  a  state  which  has  no 
rate  or  advisory  rate  as  provided  in  the 
preceding  sentence,  the  mortgagee  shall 
consult  the  Director  of  the  local  HUD  of- 
fice as  to  a  reasonable  rate.  When  hazard 
insurance  coverage  has  been  cancelled  or 
renewal  has  been  refused  after  the  mort- 
gage IS  insured,  and  other  hazard  insur- 
ance coverage  cannot  be  obtained  in  an 
amount  equal  to  the  unpaid  principal 
balance  of  the  loan  but  insurance  can  be 
obtained  in  a  reduced  amount  from  a 
FAIR  Plan  or  another  insurance  carrier, 
tlie  Commissioner  will  accept  the  reduced 
coverage  without  reduction  of  mortgage 
insurance  benefits,  if  the  rates  do  not  ex- 
ceed the  guidelines  stated  herein.  If  cov- 
erage in  any  amount  Ls  only  available  at 
rates  in  excess  of  a  reasonable  rate  as  de- 
fined herein,  the  mortgagor  may  but  shall 
not  be  required  to  purchase  such  cover- 
age If  coverage  is  purchased,  the  amount 
of  any  claim  for  insurance  benefits  un- 
der this  Part  shall  be  reduced  by  the 
amount  of  any  recovery  of  hazard  insur- 
ance benefit-s  by  the  mortgagee. 

ic  The  mortgagee  shall  not  be  liable 
for  damage  to  the  pro{>erty  by  waste  in 
connection  with  mortgage  Insurance 
claims  paid  on  or  after  July  2,  1968.  How- 
ever, the  mortgagee  shall  be  responsible 
for  damage  to  or  destruction  of  secu- 
rity properties  on  which  the  loans  are 
in  default  and  which  properties  are  va- 
cant or  abandoned  due  to  the  mort- 
gagee's failure  to  take  reasonable  action 


to  inspect,  protect  and  preserve  such 
properties  as  required  by  5  203.377,  as 
to  all  mortgages  insured  on  or  after 
January  1,  1977,  but  such  responsibility 
shall  not  exceed  the  amount  of  its  in- 
surance claim  as  to  a  particular  prop- 
erty. 

45.  By  amending  §  235.235,  Certificate 
or  statement  of  condition,  to  conform  to 
§  203.380,  to  read  as  follows; 

§  235.233      Ortificate     or     slalemcnt     of 
condition. 

The  mortgagee  shall  either  certify  that 
as  of  the  date  of  the  filing  of  deed  for 
record,  or  assignment  of  the  mortgage 
to  the  SecreUry.  the  property  was  (a) 
undamaged  by  fire,  flood,  earthquake, 
tornado,  or  tx)iler  explosion,  and  'b)  as 
to  mortgages  insured  or  for  which  com- 
mitmenLs  to  insiire  are  issued  on  or  after 
June  8,  1977,  undamaged  due  to  failure 
of  the  mortgagee  to  take  action  as  re- 
quired by  §  203.377  of  this  ch£«>ter,  or 
its  claim  shall  be  accompanied  by  a  state- 
ment describing  any  such  damage  that 
may  still  exist  together  with  a  copy  of 
the  Secretary's  authorization  to  convey 
the  property  m  damaged  condition.  In 
the  absence  of  evidence  to  the  contrary, 
the  mortgagee's  certificate  or  its  state- 
ment as  to  damage  shall  be  accepted  by 
the  Secretary  as  estabhshing  the  condi- 
tion of  the  family  imit  and  the  common 
areas  and  facilities  designated  for  Uie 
particular  unit. 

46.  By  creating  a  new  Subpart  G  of 
Part  235  to  read  as  follows; 

Subpart  G — Servicing  Responsibilities — 
Homes  for  Lower  Income  Families 

§  235.1000      Ineorpt)ralion  by  reference. 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  this  chapter  covering  mortgages 
insured  under  section  203  of  the  Nation- 
al Housing  Act  apply  to  mortgages  in- 
sured under  section  235  of  the  National 
Housing  Act. 


PART  237— SPECIAL  MORTGAGE  INSUR- 
ANCE FOR  LOW  AND  MODERATE  IN- 
COME   FAMILIES 

47.  By  amending  the  table  of  contents 
of  Part  237— Special  Mortgage  Insur- 
ance for  Low  and  Moderate  Income  Fam- 
ilies— to  add  a  new  Subpart  D  and  ac- 
companying section  as  follows; 

Subpart  0 — Servicing  Responsibilities 


237.400 


Incorporstlon  by  reference 


§237.251       [Amended] 

48.  By  amending  §  237  251,  Incorpora- 
tion bv  reference,  to  delete  the  reference 
in  paragraph  <a)  to  "§237,3"  and  suo- 
stitute  therefor  ••§  237  1." 

49,  By  creating  a  new  Subpart  D  of 
Part  237  to  read  as  follows 

Subpart  D — Servicing  Responsibilities 

§  237.400       Incurporalion  b>  referenc*. 

Mortgages  insured  under  section  237 
of  the  National  Housing  Act  shall  be 
governed  by  the  provisions  of  the  regu- 
lations covering  servicing  responsibilities 
as  they  respectively  relate  to  the  several 
mortgage  insurance  programs  set  forth 
in§  237,1. 
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ACTION :  Final  rule. 

SUMMARY;  Tlie  Federal  Insurance  Ad- 

50   Bv  amending  the  table  of  contents     mmLstrator  has  published^  a^  notification 
of    Part    240— Mortgage    Insurance    on 


PART   240— MORTGAGE    INSURANCE    ON 
LOANS   FOR    FEE   TITLE   PURCHASE 


Loans  for  F-ee  Title  Purchase— to  add  a 
new  Subpart  C  and  accompanying  sec- 
tion as  follows 

Subpart  C — Servicing  Responsibititles 

240.400     Incorporation  by  reference. 

51  Bv  creating  a  new  Subpart  C  of 
Part  240 — Mortgage  Insurance  on  Loans 
for  Fee  Title  Purchase— to  read  as  fol- 
lows ; 

Subpart  C — Servicing  Responsibilities 
§  240.400      Inoorporalit'n  bv  referene. . 

All  of  the  provisions  of  Subpart  C,  Part 
203  of  thu?  chapter  covering  mortgages 
insured  under  section  203  oi  the  Na- 
tional Housing  Act  shall  apply  to  loans 
for  the  purchase  of  the  fee  simple  tjtle 
to  property  which  are  insured  under  sec- 
tion 240  of  the  National  Housing  Act. 

Issued  at  Washington.  D.C..  May  27, 

1977. 

Lawrence  B.  Simons. 
Assistant  S'^cretary  for  Housing, 
Federal  Housing  Commissioner. 
IPR  DOC77-16140  Piled  6-7-71;8;45  am) 


CHAPTER   X— FEDERAL  INSURANCE 
ADMINISTRATION 

SUBCHAPTER    B— NATIONAL    FLOOD 
INSURANCE   PROGRAM 

|Doc-..n  No   FI-2907t 

PART  1916 — CONSULTATION  WITH  LOCAL 
OFFICIALS 

Changes  in  Base  Flood  Elevations 
AGENCY     Federal  Insurance  Adminis- 
tration. HUD. 


of  modification  of  the  base  aOO-year 
flood  elevations  for  communities  listed 
below,  in  prominent  local  newspapers 
Since  that  publication,  ninety  days  have 
elapsed;  and  the  Federal  Insurance  Ad- 
ministrator has  evaluated  request-  for 
changes  in  the  base  flood  elevations,  and 
after  consultation  with  the  Chief  Execu- 
tive Officer  of  each  community  listed,  has 
determined  that  no  changes  in  the  modi- 
fied flood  elevations  are  necessary 

The  numerous  changes  made  in  the 
base  flood  elevaticns  o'l  Uie  Flood  In- 
surance Rate  Map  (FIRM>  for  each 
community  make  it  administratively  in- 
feasible  to  publish  m  this  notice  all  of 
the  base  flood  elevation  changes  con- 
tained in  the  maps.  However,  this  notice 
includes  the  address  of  the  Chief  Execu- 
tive Officer  where  the  modified  base  flood 
elevation  determinations  are  available 
for  inspection. 

DATES ;  These  modified  flood  elevations 
are  in  effect  as  of  the  dates  m  the  6th 
Column  of  the  attached  list  and  amend 
t^e  FIRM  in  effect  for  each  listed  com- 
munity prior  to  this  date. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mr.  Tlichard  Krimm,  Assistant  .Ad- 
ministrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street  SW  ,  Washington.  DC.  20410. 
SUPPLEMENTARY  INFORMATION ; 
The  modifications  are  pursuant  to  Sec- 
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tion  206  of  the  Flood  Disaster  Protec- 
tion Act  of  1973  >Pub.  L.  93-234.  and  are 
m  accordance  with  the  National  Flood 
Insurance  Act  of  1968,  as  amended  (Title 
Xin  of  the  Housing  and  Urban  Devel- 
opment Act  of  1968  Pub  L  90-448).  42 
use.  4001-4128,  and  24  CFR  Part  1916. 

For  rating  purposes.  Uie  revised  com- 
munity number  is  listed  and  must  be  used 
for  all  new  policies  and  renewals 

These  base  flood  elevations  are  basis 
for  Uie  flood  plain  management  meas- 
ures that  the  community  is  required  to 
either  adopt  or  show  evidence  of  being 
already  in  effect  in  order  to  qualify  or 
remain  qualified  for  participation  in  the 
National     Flood     Insmance     Program 

■  NFIP). 

These  elevations  together  with  the 
flood  plain  management  measures  re- 
quired by  Section  1910  3  of  the  program 
regulations  are  the  m.munum  that  are 
required  They  should  not  be  construed 
to  mean  the  community  must  change  any 
existing  ordinances  Uial  are  more  strin- 
gent in  their  flood  plain  management 
requirements  The  community  may  at 
any  time  enact  stricter  requirements  on 
Its  own.  or  pursuant  to  policies  estab- 
li.'^hed  by  other  Federal,  state  or  re- 
gional entities. 

These  modified  elevations  shall  be  used 
to  calculate  the  appropriate  flood  in- 
siuance  premium  rates  for  new  buildings 
and  their  contents  and  for  the  second 
layer  of  insurance  on  existing  buildings 
and  contents 

The  entry  '  entry  not  to  be  codified  m 
CFR '  reads  as  follows ; 

§  19U).8      Changes  in  Base  Flood  Elrva- 
tion<>. 


siati- 


County- 


Uxation 


Dati'  aiid  name  of  iipwspapw 
whcro  notice  was  puWijhed 


Cliirt  ntwatlvc  officer  til  coramumty 


Eflecuvi> 
datr  of 
modlfifd 

flood 
ii\suraiice 
rate  map 


New 
cuiufntt- 
nity  No. 


Miiiiipsola CarTfr -  Chaska,  city  of 

N.w  .torsry . .     I'assaic Wayne,  township  o(. . 

Oklahoma....  <^anadi«i Kl  Beoo,  city  of 

Khodf  Island.  Washinptmi. 

Texas         .       liiaioiia 

Do..      .^      JefTcrson 


Apr.  Z^ly76 
Not.  10.  WW 
8.1976 
3.1!»78 


\  irftiiiia. 


Do. 


ludepeiideiil 
ciiy. 

do..-  . 


The    rarver    Coui.tv     Herald.  Hon.  Leoii  Sthmidt.  Jliyor,.clty  of  Chikika.  Jft". 

ix_-  .r.    iti-«   II  _.    kl  107R  K  4th  SI     t  Uaska.  Minn.  .i.>31S. 

W«ne    filay      Zf'  i      WTB.  mTj-J?  NVwion^liller,  township  of  Way,«,  47.", 

II.*   1'  I-ITG       ^             •  Vallev  Rd.  Wayne.  NJ.  07470. 

The   Braiosport    Karts.   Det.  6,  VilUee   S«TetAry.  yilHj!-  of  (2>=Jer   CnH.k,   MO    Nov.  19,1-^ 

T.i:'S^r^of?:i.70.Nov.3,  N,^'Ka^lwlv^.?:W,di;^iH^l^^;^                         Oct.      *,1«76 

io-«  DevrJopment  DeiKirtment,  city  of  Port  Arthur. 

"'^-  V.O.  liox  lUftt.  Port  Arthur.  Tex.  776W. 

Arlini-loii  Jomual  Nov  i".,  inTfl.  Mr.   Dayton  L.  Cook,  dir.^tor.  Department  of    Oct.   22.  .9.6 

Arlliictoii  Jouniai,  .-NO     „,  Xraiisport-itioii    and    LiiviroiimentaJ    Services, 

"'^-"^*-  cUyolAloxa..dria,Al-3andria,Va.  22314. 

The  Viimnia  Beaeh  .-lui.  Newf,  Mr.  R.wks  K.  Jolm.son,  acting  director.  Depart-    Oct.     8.19.6 

Nov   3,  1^- N^v   W.  1976.  .nent  of  Public  Work*,,  city  of  \  irtinui  B^h, 


..  Oyster  CrcH-k,  village  of 
Port  Arthur,  city  of  . . . 

.    Alexandria,  city  of 

.  Virginia  Beach,  city  of. 


Z75234U 
M.'i3Z7A 
40d37TA 
4454028 

4912S.iB 

4a>4BeB 

.SlA»19A 
:il.V>3lB 


(National  Flood  Iii.surar.ce  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28,  19€8j ,  as  amended:  42 
VS.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680  February  27,  1969,  as 
amended  by  39  FR  2787    January  24,  1974  ) 

Issued:  May  6, 1977. 

J  Robert  Hunter, 
Acting  Federal 
Insurance  Administrator. 

I  FR  Doc. 77- 16011  Filed  6-7-77; 8; 45  ami 


Title  28 — Judicial  Administration 
CHAPTER    I— DEPARTMENT   OF   JUSTICE 

PART  17— REGULATIONS  RELATING  TO 
THE  CLASSIFICATION  AND  DECLASSI- 
FICATION OF  NATIONAL  SECURITY  IN- 
FORMATION AND  MATERIAL  PURSUANT 
TO  EXECUTIVE  ORDER  NO.  11652 
Subpart  L — Transmission  of  Classified 
Information  and  Material;  Correction 

AGENCY;  Department  of  Justice. 
ACTION;   Correction. 
SUMMARY;   ThLs  document  corrects  a 
clerical  error  in  the  Department  of  Jus- 


tice's   regulations    on    transmission    of 
classified  information  and  matenal. 

EFFECTrV'E  DATE    June  8.  1977 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mary  Eastx^ood  '202-739-5inv 
In   §  17.73   of   Title  28.  Code  of  Fed- 
eral Regulations,  the  reference  to  "Part 
XI"  is  corrected  to  read  "Subpart  K." 

Leon  Ulman, 
Deputy  Assistant  Attorney  General. 
Office  of  Legal  Counsel 

|FRDoc.77-16132  Piled  &-7-77:8:45  ami 
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RULES   AND   REGULATIONS 


Title  33 — Navigation  and  Navigable  Waters 

CHAPTER  IV — SAINT  LAWRENCE  SEAWAY 
DEVELOPMENT  CORPORATION.  DE- 
PARTMENT  OF   TRANSPORTATION 

PART  401— SEAWAY   REGULATIONS 

Metric  System  of  Measurement  and 
Miscellaneous  Amendments 

Correction 

In  FR  Doc.  77-15030  appearing  at  page 
27585  in  the  issue  for  Tuesday.  May  31. 
1977.  on  page  27587.  seventh  line  of 
iS  401  51.  "1.500"  should  read  "1500  " 

In  I  401  82.  third  line,  the  word  "trans- 
mit" should  read  "tran.sit." 

Title  39 — Postal  Service 

CHAPTER    I— U.S.    POSTAL   SERVICE 

PART    111 — GENERAL   INFORMATION 
ON    POSTAL   SERVICE 

"Pop-Up"  Advertisements:  Non-Permissible 
Enclosures  m  Second-Class  Publications 

AGENCY:  Postal  Service. 

ACTION:   Interpretative  rule. 

SUMM.\RY:  Some  mailers  have  been 
inserting  certain  nonpermissible  enclo- 
sures in  their  second-class  publications. 
Beginning  July  8,  1977,  the  Postal  Serv- 
ice will  charge  additional  postage  at  the 
applicable  third-  or  fourth-class  rate  on 
any  second-class  publication  containing 
such  enclosures. 

EFFECTIVE  DATE     July  8.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Arthur  S  Cahn  « 202-245-4604 ' 

SUPPLEMENTARY  INFORMATION : 
Reports  from  the  field  indicate  that  ma- 
terials referred  to  as  "pop-up"  advertise- 
ments are  being  enclased  in  copies  of 
second-class  publications.  These  types  of 
advertisements  usually  comprise  an  as- 
sortment of  die-cut  pieces  pasted  to  a 
folded  sheet  which  is  bound  into  or  en- 
closed in  copies  of  publications  When 
the  sheet  is  unfolded,  die-cut  figures  rep- 
resenting people  and  items  such  as  ta- 
bles, airplanes,  boats,  houses,  and  fences. 
a.ssume  positions  at  an  angle  to  the  sur- 
face of  the  page  to  give  a  three- 
dimensional  effect. 

Section  132  223  of  the  Postal  Service 
Manual  specifies  that  second-class  pub- 
lications must  he  formed  of  printed 
sheets.  For  postaJ  purposes,  a  "sheet"  is 
a  leaf  comprising  two  pages  i  front  and 
back>  In  the  opinion  of  the  Pastal  Serv- 
ice, "pop-up"  advertisements  formed 
from  die-cut  forms  which  are  folded 
and  attached  to  a  leaf  are  not  printed 
sheets.  Accordingly,  publications  which 
contain  "pop-up"  advertisements  fail  to 
meet  a  basic  qualification  for  second- 
class  mail  privileges. 

In  addition,  s  125  54  of  the  Postal 
Service  Manual  requires  that  the  pub- 
li-sher  must  determine  the  total  units  of 
advertising  space  and  nonadvertismg 
space  and  the  percentage  of  each  in  a 
second-class  publication.  The  postmaster 
must  be  able  to  verify   the  publisher's 


figures  <§  125.55,  Postal  Service  Man- 
ual". This  requirement  cannot  be  met 
by  publications  which  contain  "pop-up" 
advertisements  because  such  assemblies 
are  very  difficult,  if  not  impossible  to 
measure  in  any  convenient  manner. 

For  the  above  reasons,  the  Postal  Serv- 
ice has  determined  that  "pop-up"  ad- 
vertisements are  not  permissible  in  copies 
of  publications  mailed  at  the  second- 
class  rates  of  postage.  The  Postal  Service 
will  assess  additional  charges  at  the  ap- 
plicable third-  or  fourth -class  postage 
rate  on  any  second-class  publication 
containing  "pop-up"  advertisements. 
Because  this  policy  has  not  been  uni- 
formly applied  in  the  past,  this  action 
will  become  elTective  July  8,  1977. 

(39  U.S.C  401(10).) 

Roger  P.  Craig, 
Deputy  General  Counsel. 

|FR  Doc.77-16141  Filed  6-7-77:8:45  am] 


PART  224— GROUPS  AND  DEPARTMENTS 

Organizational  Changes 

AGENCY:   Postal  Service. 

ACTION:   Fmalrule. 

SUMMARY:  This  document  amends 
Postal  Service  regulations  to  reflect  a 
comprehensive  reorganization  of  the 
Headquarters  Operations  Group.  Instead 
of  the  former  three  departments,  the 
Operations  Group  is  now  divided  inlo 
two  departments,  the  Mail  Processing 
Department  and  the  Delivery  Services 
Department. 

EFFECTIVE  DATE:   June  7.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Peter  A.   Del  Grosso    ( 202-245-4278  • . 

Accordingly,  39  CFR  224.4  is  revised  to 
read  as  follows : 

§221.4      Oprrations  group. 

ia>  The  Operations  Group  is  headed 
by  the  Senior  Assistant  Postmaster  Gen- 
eral. Operations,  who  reports  to  the  Dep- 
uty Postmaster  General.  It  has  overall 
responsibility  for  all  facets  of  the  proc- 
essing and  dehvery  of  mail,  including  its 
collection,  sortation.  distribution,  and 
transportation  throughout  the  Postal 
Service.  Operations  establishes  and  eval- 
uates policies  related  to  these  functions 
and  is  responsible  for  insuring  the  con- 
sistent achievement  of  service  standards. 
It  is  responsible  for  establishing  national 
facility  and  equipment  maintenance 
policies  and  for  reviewing  and  approving 
regional  plans  and  budgets. 

'h>  The  heads  of  the  postal  regions, 
the  Regional  Postmasters  General,  re- 
port to  the  Senior  Assistant  Postmaster 
General.  Operations. 

<c)  The  Operations  Group  is  divided 
into  two  departments  whose  heads  re- 
port to  the  Senior  Assistant  Postmaster 
General.  Operations. 

<  1 1  Mail  Processing  Department.  The 
Mail  Processing  Department  is  managed 
by  an  Assistant  Postmaster  General  who 


has  managerial  and  budgetary  respon- 
sibility for  the  distribution,  processing 
and  transportation  of  all  mail  through- 
out the  Postal  Service  and  to  foreign 
countries,  and  to  and  between  U.S.  mili- 
tary installations  outside  the  United 
States.  The  Department  plans  and  de- 
velops a  national  mail  routing  and  trans- 
portation system,  monitors  performance 
of  each  region  with  respect  to  achieve- 
ment of  transportation  and  processing 
standards  and  productivity  goals,  and 
coordinates  national  mail  processing  fa- 
cility and  mechanization  requirements. 

The  Department  also  establishes  na- 
tional policies  and  standards  covering 
the  maintenance  of  buildings  i  including 
plant  requirement,  repair,  and  improve- 
ment) and  conventional  mail  processing 
equipment.  It  exercises  policy  authority 
over  procurement  issues  which  by  reason 
of  law  or  custom  are  unique  to  mail 
transportation  contracting  and  is  re- 
sponsible for  budget  review  and  approval 
for  all  regional  mail  processing  functions 

(2>  Delivery  Services  Department.  The 
Delivery  Services  Department  is  man- 
aged by  an  Assistant  Postmaster  General 
who  has  managerial  and  budgetary  re- 
sponsibility for  all  Postal  Service  city 
and  rural  collection  and  delivery  fimc- 
tions  including  operation  and  mainte- 
nance of  the  postal  fleet.  Further,  it  is 
responsible  for  the  establishment  of  pol- 
icy and  procedures  for  the  handling  of 
undeliverable  as  addressed  mail  and  for 
distribution  programs  which  affect  the 
delivery  of  mail  by  carriers  or  the  de- 
livery of  mail  through  lockboxes,  caller 
service  or  general  deliven--.  It  provides 
management  direction  relating  to  the 
consolidation,  establishment  and  or  dis- 
continuance of  any  delivery  service  func- 
tion and  its  associated  facility.  It  is 
responsible  for  the  development,  testing, 
and  implementation  of  related  cost  re- 
duction and  productivity  improvement 
programs  for  all  facets  ot  the  collection. 
delivery  and  fleet  operations. 
(39  U.S.C.  401(2)) 

Roger  P.  Craig, 
Deputy  General  Counsel. 

|PRDoc.77-16108  Filed  6-7-77:8:45  am  | 

Title  41 — Public  Contract  and  Property 
Management 

CHAPTER  9 — ENERGY  RESEARCH  AND  DE 
VELOPMENT  ADMINISTRATION  (ERDA- 
PR  TEMPORARY  REGULATION  NO.  32) 

PART  9-51— REVIEW  AND  APPROVAL  OF 
CONTRACT   ACTIONS 

PART  9-55 — JUSTIFICATION  AND  DOCU 
MENTATION  OF  PROCUREMENT  AC- 
TIONS 

Correction 

In  FR  Doc.  77-15310  appearing  m  the 
issue  of  Friday,  May  27,  1977,  on  page 
27247,  the  signature  and  title  at  the  end 
of  the  document  should  read  as  follows: 

William  A.  Parker. 

Deputy  Director, 
Division  of  Procurement. 
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Titte  47 — Tetecommunication 

CHAPTER   I — FEDERAL 
COMMUNICATIONS   COMMISSION 

PART   83 — STATIONS  ON   SHIPBOARD 
IN   THE   MARITIME   SERVICES 

Appl>cations  for  Portable  Stations  in  the 
Maritime  Mobile  Services 

AGENCY:  Federal  Communications 
Commission. 

ACTION:  Order 

SUMMARY;  Editorial  amendment  of  the 
Commission's  rules  concerning  applica- 
tions for  portable  stations  m  the  mari- 
time mobile  services.  This  will  eliminate 
confusion  on  the  part  of  the  public  con- 
cerning the  current  wording  of  the  rules. 

EFFECTIVE  DATE:  June  10.  1977. 

ADDRESS:  Federal  Communications 
Commission.  Washington,  D.C. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  Hays,  Safety  and  Special  Radio 
Services  Bureau  (202-632-7197*. 

SUPPLEMENTARY       INFORMATION : 

Adopted    May  25.  1977. 

Released:  May  31. 1977. 

1  By  this  Order,  it  is  intended  to  clar- 
ify $  83.40  of  the  Commission's  rules  set- 
ting forth  the  conditions  under  which  a 
license  for  a  ship  station  of  a  portable 
nature  i  other  than  a  marine-utility  sta- 
tion >  w  ill  be  granted  by  the  Commission 
for  use  aboard  vessels  of  the  United 
States. 

2.  Paragraph  1 2 '  of  S  83.40  requires  ap- 
plicants to  make  a  showing  that  such  a 
license  is  necessary  to  prevent  the  fre- 
quent filing  of  ship  station  applications. 
It  has  been  brought  to  our  attention  that 
Paragraph  *2)  has  been  interpreted  to 
require  applicants  to  designate  the 
United  States  vessels  on  which  the  port- 
able stations  will  be  used.  This  is  con- 
trary to  the  rationale  underlying  i  83.40. 
One  of  the  primary  purposes  of  S  83.40 
IS  to  permit  tlie  Commission,  under  cer- 
tain conditions,  to  hcense  radio  equip- 
ment which  IS  to  be  used  upon  short 
notice  aboard  different  vessels  of  the 
United  States.  Accordingly,  the  language 
of  5  83.40  is  amended  to  clarify  this 
matter. 

3.  Authority  for  this  amendment  ap- 
pears in  8Mii»  and  303(r)  of  the 
Communications  Act  of  1934.  as 
amended,  and  in  §  0.231(d)  of  the 
Commission's  Rules  and  Regulations. 
Since  the  amendment  is  editorial  m  na- 
ture, intended  merely  to  clarify  the  re- 
quirement and  not  to  substantively  alter 
it,  the  prior  notice  and  effective  date 
provisions  of  the  Administrative  Proce- 
dure Act,  5  use  553,  do  not  apply. 

4.  In  view  of '  the  above,  it  is  ordered. 
That  the  rule  amendment  set  forth  below 
shall  be  adopted  effective  Jiuie  10,  1977. 

(Sees.  4.  303.  48  SUt..  a.s  amended.  1066.  1082: 
47  U.S.C.  154.303.) 

Federal  Communications 
Commission. 

R     D     LlCHTWARDT, 

Executive  Director. 


Part  83  of  Chapter  I  of  Title  47  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows : 

Section  83.40  of  the  rules  is  amended 
to  read  as  follows: 

§  83.10  Application  for  station  of  port- 
ublr  nature  (other  titan  nmrinc- 
iitilit\  «latinti) . 

Upon  application  as  appropriate  under 
§5  83  26.  83.36.  83.41.  or  83.42.  mcluding  a 
supplemental  statement  as  prescribed  in 
paragraphs  (a>  and  ib»  of  this  section, 
the  Commission  may  grant  a  license. 
modification  of  hcense.  renewal  of  li- 
cense, or  special  temporar\  authoriza- 
tion, permitting  operation  of  a  station  of 
an  established  cla=;s  in  the  maritime  mo- 
bile or  maritime  radiodelermmation 
service  which  is  readily  portable  for  use 
as  the  occasion  requires  on  board  differ- 
ent vessels  of  the  L^nited  States:  Pro- 
vided. The  applicant  makes  a  satLsfac- 
tory  showing  that : 

■  a  The  station  will  be  operated  as  an 
establLshed  class  of  station  on  l>oard 
ship  in  conformity  with  all  applicable 
rules  of  the  Commission,  and 

(b>  CircumstiiiK es  exLst  whereby  a 
station  license  for  {X)rtable  equipment  is 
necessary  to  eliminate  frequent  applica- 
tions to  operate  a  ship  station  on  t>oard 
different  vessels  of  the  United  States. 

|FR  Doc, 77-16200  Filed  6-7-77,8.45  am  | 

Title  49 — Transportation 

CHAPTER   X — INTERSTATE   COMMERCE 
COMMISSION 

SUBCHAPTER   A— GENERAL   RULES   AND 
REGULATIONS 

iEx  Parte  No.  MC-95) 

PART  1063 — REGULATIONS  GOVERNING 
THE  ADEQUACY  OF  INTERCITY  MOTOR 
COMMON  CARRIER  PASSENGER  SERV- 
ICE 

Interstate  Trans [>ortation  of  Passengers  by 
Motor  Common  Carriers  (Adequacy  of 
Service,  Equipment,  and  Facilities) 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION:   Fmal  rule. 

SUMMARY:  This  document  prescribes 
new  regulations  for  regular  route  motor 
common  earners  of  pas.sengers.  The  new- 
rules  deal  specifically  with  ticketing,  m- 
formation  services  provided  by  carriers, 
baggage  service,  termmal  facilities. 
scheduling,  equipment,  accommodations 
for  the  handicapped,  and  identification 
of  buses  and  drivers. 

EFFECTWE  DATE:  August  8.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Michael  Erenberg.  Assistant  Dep- 
uty Director.  Section  of  Operating 
Rights.  Interstate  Commerce  Commis- 
sion. 12th  and  Constitution  Avenue, 
N.W.,  Washington.  D.C  20423.  202- 
275-7292. 

SUPPLEMENTAL  INFORMATION:  On 
July  17,  1975,  the  Interstate  Commerce 
Commission  published  a  series  of  pro- 
posed rules  140  FR  30134)  which  would 
be  codified  as  Part  1063  of  Title  49  of  the 


Code  of  Federal  Regulations  The  Com- 
mission has  adopted  the  rules  projxvsed. 
with  certam  modifications,  as  a  result  of 
the  proceeding  in  Ex  Parte  No.  MC-95. 

As  originally  propxased  the  rule.-  would 
ha\  e.  among  other  things.  ( 1 »    required 
more  responsive  information  to  passen- 
gers and  and  prospective  passengers  con- 
cerning schedules,  tickets,  fares,  baggage 
and  other  services.  <2''   required  the  es- 
tablishment of  baggage  checking  serv- 
ice,   established    high    priority    for   the 
transportation  of  baggage,  required  se- 
curity for  baggage  and  aLso  certain  other 
safeguards  to  provide  immediate  search 
for  lost  or  misplaced  tiaggage  and  faster 
settlement  of  claims  for  lost  baggage.  1 3  > 
required  terminals  at  each  city  or  com- 
munity havmg  a  population  of  15.000  or 
more  served  by  the  carrier  and  would 
have  required  minimum  termmal  facili- 
ties and  accommodations  for  comfort  and 
safety  of  passengers.  '  4  i  required  notice 
before  schedule  changes  and  if  needed. 
a  reservation  system.  >  5  <  required  buses 
to  be  equipped  wiUi  operable  cooling  and 
heating  systems  capable  of  mamtaining 
specified  temperatures,  other  equipment 
accommodations,  and  buses  to  be  free  of 
defective  conditions  adverse  to  a  passen- 
ger's comfort  and  health,  and    i6'    re- 
quired special  a.ssjstance  and   terminal 
facilities     for     handicapped,     disabled, 
blind,  and  elderly  passeiogers. 

The  regulations  adopted  differ  most 
significantly  from  those  proposed  m  the 
following  respects:  (1>  Special-opera- 
tions are  excluded  from  coverage  by  the 
regulations;  (2i  AH  record  keeping  re- 
quirements have  t>een  deleted  from  tl^ie 
regulatioi"is:  'S'  The  establishment  of 
24-hour  toll  free  mformation.  baggage 
checking  services,  terminals  at  each  point 
served  with  a  population  of  15.000  or 
more,  or  reservation  systems  will  not  be 
required;  and  (4^  Specific  standards  for 
making  terminals  accessible  to  the  hand- 
icapped have  been  adopted 

In  reaching  its  decLsion  concerning  the 
regulations  to  be  adopted,  the  Commis- 
sion gave  particular  consideration  to  the 
status  of  motor  bus  service  as  the  most 
affordable  means  of  intercity  for-hire 
transportation  currently  available  to 
many  persons  The  Commission  balanced 
the  conceivable  benefit  from  adoption  of 
given  regulations  against  the  cost  of  the 
regulations  and  the  poss'bihty  that  adop- 
tion would  cause  ticket  pnces  to  nse  and 
foreclose  bus  transportation  to  certam 
mdividuals.  Accordmgly,  those  regula- 
tions which  have  been  adopted  should 
significantly  improve  intercity  motor  bus 
service  at  httle  or  no  additional  expense 
to  the  consumer. 

These  rules  are  issued  under  the  au- 
thority of  49  use  301  et  seq.,  sections 
304taMn.  304(aM6),  308'a',  316.  317. 
319,  320.  and  322.  and  5  U.S.C.  553  and 
559 

Issued  at  'Washington,  DC. 

RoBEST  L.  Oswald. 
Seer e  tart . 

Chapter  X  of  Title  49  of  the  Code  of 
Federal  Regulations  supplemented  by 
adding  a  new  Part  1063  and  sections 
thereunder  as  set  forth  below. 
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1063  3       Ticketing  and  Information. 

1063  4       Baggage  service. 

1063  5       Terminal  facilities. 

1063  6       Service  responsibility. 

1063  7        Equipment 

1063  8       Accommodations    for    handicapped, 

disabled,  blind  and  elderly. 
1063  9       Identification— bus  and  driver 
1063  10     Relief  from  provisions. 

Authority  49  USC  301  et  seq  ,  sees.  304 
(a)  (1).  304(a)  (6).  308(a).  316.  317,  319,  320. 
and  322,  and  5  USC   553  and  559. 

§  1063.1        \ppliriihilit>. 

(ai  The  regulatious  in  this  part  apply 
to  all  motor  common  carriers  of  passen- 
gers subject  to  Part  11  of  the  Interstate 
Commerce  Act  which  operate  over  regu- 
lar routes. 

'b>  The  regulations  of  this  part  shall 
not  apply  to  special  operations  conducted 
by  rrotor  common  carriers  of  passengers 
or  to  charter  operations  conducted  by 
motor  common  carriers  of  passengers, 
whether  such  operations  are  conducted 
under  specific  authority,  pursuant  to  the 
provisions  of  section  208<ci  of  the  In- 
terstate Commerce  Act.  or  over  certifi- 
cated regular  routes. 

§  1063.2      Dofiiiiiion'*. 

lai  "Carrier"  means  a  motor  common 
carrier  of  passengers  as  set  forth  in 
1063,1(8' 

(b»  "Bus"  means  a  passenger-carrying 
vehicle  used  by  a  carrier  In  its  authorized 
operations,  regardless  of  the  design  or 
seating  capacity  of  the  vehicle 

ici  "Facility"  means  any  building  or 
structure  provided  by  or  on  behalf  of  a 
carrier  at  or  near  which  buses  stop  to 
pick  up  or  discharge  passengers 

id'  "Terminal"  means  a  facility  op- 
erated by  or  used  by  a  earner,  under 
contract  or  otherwise,  the  primary  pur- 
pose of  which  is  to  furnish  passengers 
with  services  and  accommodations  in 
connection  with  transportation. 

lei  "Station"  means  a  facility,  other 
than  a  terminal,  operated  by  or  on  be- 
half of  a  earner  at  a  point  on  its  regular 
routes  to  accommodate  passengers  ar- 
riving at,  or  departing  from  that  point  in 
a  carrier  s  regular  service. 

if  1  "Service"  means  the  operation  of  a 
bus  or  buses  for  the  transportation  of 
passengers  between  authorized  points  or 
over  authorized  routes. 

<  g  '  "Commuter  service"  notwithstand- 
ing the  provisions  of  1306  Odi  of  this 
chapter,  means  the  transportation  of 
passengers  on  buses  moving  wholly  be- 
tween points  which  are  not  more  than 
100  miles  apart  as  measured  by  air  line 
distances,  except  where  through-bus, 
connecting,  or  interline  service  is  pro- 
vided to  or  from  points  more  than  said 
100  miles  distant.  In  determining 
whether  a  particular  service  should  be 
treated  as  commuter  service  or  not,  con- 
sideration will  be  given  to  whether  the 
service  exhibits  the  usual  characteristics 
of  commuter  service,  such  as  'but  not 
limited  to'  provision  for  reduced  fare, 
multiple-rlde  and  commutation  tickets, 
and  peak  morning  and  evening  opera- 
tions, 
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th'  "Baggage  '  means  the  property  of 
a  passenger  taken  with  him  for  his  per- 
sonal use  or  convenience. 

(i)  "Restroom"  means  a  room  in  a  bus 
or  terminal  equipped  with  a  toilet,  wash- 
bowl, soap  or  a  reasonable  alternative, 
mirror,  wastebasket.  and  toilet  paper  for 
the  use  of  bus  passengers. 

§  1063.3      Tiokoling  and  information. 

<a^  Information  service.  <1)  During 
hours  of  operation  at  each  terminal  or 
station,  information  shall  be  provided  as 
to  carrier  schedules,  tickets,  fares,  bag- 
gage, and  other  services. 

<2)  Every  employee  or  agent  of  a  car- 
rier who  sells  or  offers  to  sell  tickets, 
or  who  provides  information  concerning 
tickets  and  services  provided  by  the  car- 
rier, shall  be  competent  to  conduct  such 
activities.  Each  carrier  shall  insure  that 
Its  employees  and  agents  are  provided 
with  sufficient  current  information  to 
handle  the  sale  of  tickets  and  impart  in- 
formation properly. 

<b)  Telephonic  information  service. 
Every  facility  where  tickets  are  sold 
shall  provide  the  traveling  public  tele- 
phonic information,  including  current 
bus  schedules  and  fare  information  when 
open  for  the  sale  of  tickets. 

(c)  Schedules.  Printed  schedules  for 
regular  route  services  shall  be  provided 
to  the  traveling  public  at  all  facilities 
where  tickets  for  such  services  are  sold. 
Each  schedule  shall  show  the  points 
along  the  regular-route's)  served  by  the 
carrier  at  which  such  facilities  are  lo- 
cated or  at  which  bus  trips  originate  or 
terminate  and  shall  indicate  the  sched- 
uled arrival  or  departure  time  for  each 
such  point. 

id>  Ticket  refunds.  Each  carrier  shall 
accept  its  unused  tickets  for  refund  in 
accordance  with  its  effective  tariffs  upon 
request,  at  each  place  where  tickets  are 
sold  Refunds  must  be  remitted  within  30 
davs  after  presentation  of  the  unused 
ticket. 

'e>  Announcements.  No  scheduled  bus 
'except  in  commuter  service)  shall  de- 
part from  a  terminal  or  station  until  a 
public  announcement  has  been  given  of 
the  departure  and  the  boarding  point 
therefor.  Such  announcement  must  be 
given  at  least  five  minutes  before  de- 
parture at  originating  points  and  at 
points  where  the  bus  is  scheduled  to 
stop  for  more  than  five  minutes. 

§  1063.4      Baggage  service. 

•  a»  Checking  procedures.  (1»  Carriers 
shall  issue  receipts,  which  may  be  in  the 
form  of  preprinted  tickets,  for  all  checked 
baggage 

'2 1  All  baggage  checked  at  a  baggage 
checking  counter  up  to  30  minutes  be- 
fore departure  'but  not  more  than  one 
hour  before!  shall  be  transported  on  the 
same  schedule  as  the  ticketed  passengers. 
If  baggage  checking  service  is  provided 
at  the  side  of  the  bus.  passengers  check- 
ing baggage  at  the  baggage  checking 
counter  le.ss  than  30  minutes  before  the 
scheduled  departure  time  shall  be  noti- 
fied that  their  baggage  may  not  travel 
on  the  same  schedule.  Such  baggage 
must  then  be  placed  on  the  next  avail- 
able bus  to  its  destination. 


(3)  All  baggage  checked  at  the  side  of 
the  bus  during  boarding  or  at  alternative 
locations  provided  for  such  purpose  shall 
be  transported  on  the  same  schedule  as 
the  ticketed  passengers. 

<b)  Baqgaqe  security.  All  checked  bag- 
gage shall  be  placed  in  a  secure  or  at- 
tended area  prohibited  to  the  public. 
Baggage  being  readied  for  loading  shall 
not  be  left  unattended. 

(c)  Baggage  liability.  No  carrier  shall. 
by  tariff  provision  or  otherwise,  totally 
exempt  its  liability  for  any  article  of- 
fered as  checked  baggage  except  those 
articles  that  have  been  so  exempted  by 
the  Interstate  Commerce  Commission.  At 
every  location  where  baggage  is  accepted 
for  checking,  there  shall  be  prominently 
posted  a  notice  listin?  those  articles 
which  have  been  exempted. 

fd>  Express  shipments.  Inasmuch  as 
the  transportation  of  package  express 
shipments  must  be  .subordinated  to  the 
interests  of  passengers,  baggage  shall  in 
all  cases  take  precedence  over  the  trans- 
portation of  express  shioments. 

'ei  Baggage  at  destination.  All  checked 
baggage  shall  be  made  available  to  the 
passenger  within  a  reasonable  time,  not 
to  exceed  30  minutes  after  arrival  at  the 
passenger's  destination.  If  a  carrier  fails 
to  make  checked  baggage  available  with- 
in 30  minutes  after  arrival,  it  shall  de- 
liver the  baggage  to  the  passenger's  local 
address  at  the  carrier's  expense. 

(f)  Lost  or  delayed  baggage.  (1> 
Checked  baggage  which  cannot  be  lo- 
cated within  one  hour  after  the  arrival 
of  the  bus  upon  which  it  is  supoosed  to 
be  transported  shall  be  designated  as  lost 
baggage.  The  passenger  shall  be  notified 
by  the  carrier  at  that  time  and  appro- 
priate tracing  forms  shall  be  furnished  to 
the  passenger  for  completion  and  filing 
with  the  carrier  or  its  agent.  Such  forms 
shall  be  considered  the  same  as  a  claim 
in  accordance  with  the  provisions  of  49 
CFR  1005  in  the  event  the  baggage  is  not 
recovered  within  ten  davs  after  filing. 

(2)  Every  carrier  shall  make  available 
at  each  ticket  window  and  baggage 
counter  a  form  to  be  used  in  tracing  lost 
or  misplaced  baggage  and  for  filing 
claims  for  lost  or  misplaced  baggage.  The 
form  shall  incorporate  all  the  informa- 
tion necessary  for  submission  of  both  a 
tracer  and  a  claim.  The  form  shall  be 
prepared  in  duplicate  and  be  signed  by 
the  passenger  and  the  carrier  repre- 
sentative. The  carrier  or  its  agent  shall 
receive  the  signed  original  of  the  form, 
with  such  documentation  and  additional 
information  as  is  necessary,  and  the 
claim  check,  for  which  a  receipt  shall  be 
given.  The  duplicate  copy  of  the  form 
shall  be  retained  by  the  passenger. 

<g)  Settlement  of  Claims.  Carriers 
shall  make  immediate  and  diligent  ef- 
forts to  recover  lost  checked  baggage 
Notwithstanding  the  provisions  of 
5  1005.5  of  this  chapter,  if  lost  checked 
baggage  cannot  be  located  within  15 
days,  the  carrier  shall  immediately  proc- 
ess the  matter  as  a  claim.  The  date  of 
which  the  tracing  form  was  received  by 
the  carrier  or  carrier's  agent  shall  be 
considered  as  the  first  day  commencing  a 
60-day  period  in  which  a  claim  must  be 
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settled  by  a  firm  offer  of  settlement  or 
by  a  denial.  A  denial  of  any  such  claim 
shall  be  in  writing  and  shall  contain  an 
explanation  for  the  basis  of  such  denial, 
(hi  Unchecked  baggage.  In  the  event 
unchecked  baggage  is  lost,  the  passenger 
mav  fill  out  a  tracing  form  and  the  car- 
rier shall  make  a  diligent  effort  to  recover 
the  baggage.  The  carrier  shall  forward 
recovered  unchecked  baggage  to  the  ter- 
minal or  station  nearest  the  address 
shown  on  the  tracing  form  and  will  notify 
the  passenger  that  the  baggage  will  be 
held  on  a  will-call  basis. 

§  1063.5      Terminal  facilities. 

la)  Passenger  security.  All  terminals 
and  stations  must  provide  adequate  secu- 
rity for  passengers  and  their  attendants 
in  the  form  of  station  personnel,  a  hired 
security  force,  or  local  police.  All  termi- 
nals shall  be  regularly  patrolled,  and 
every  effort  shall  be  made  to  assure  that 
unauthorized  persons  do  not  loiter  in 
terminals  or  stations  and  that  the  safety 
and  security  of  patrons  is  not  threatened. 

(b)  Outside  facilities.  At  terminals  and 
stations  which  are  closed  during  hours 
when  buses  are  scheduled  to  arrive  or 
depart,  there  shall  be  available,  to  the 
extent  possible,  a  public  telephone,  out- 
side hghting,  posted  schedule  informa- 
tion, overhead  shelter,  and  information 
on  local  accommodations  and  telephone 
numbers  for  local  taxi  service  and  police 
protection, 

I  c  >    Maintenance.  Terminals  shall  be 
maintained  in  a  clean  and  sanitary  con- 
dition. 
§  1063.6      Service  responsibility. 

la'  Schedules.  Carriers  shall  establish 
schedules  in  such  manner  as  to  provide 
adequate  service  to  and  from  all  points 
they  are  required  to  serve.  Carriers  shall 
assure  themselves  that  such  schedules 
can  be  reasonably  met.  including  connec- 
tions at  junction  points. 

(b)  Continuity  of  service.  Except  as 
provided  in  49  CFR  1042.2(c>  «6),  no 
carrier  shall  make  any  change  in  an 
existing  regular-route  schedule  without 
first  filing  a  written  notice  with  the 
Regional  Office  of  the  Interstate  Com- 
merce Commission  in  all  regions  affected 
by  the  schedule  change.  A  copy  of  such 
notice  shall  be  displayed  by  the  carrier 
continuously  in  a  conspicuous  place  in 
each  facility  affected  and  on  each  bus 
providing  the  affected  services.  Such 
notice  shall  be  displayed  for  a  reasonable 
time  before  it  becomes  effective  and  shall 
contain  the  carrier's  name,  a  descrip- 
tion of  the  proposed  schedule  change,  the 
effective  dates  thereof,  the  reasons  for 
the  change,  the  availabihty  of  alternate 
service,  and  the  name  and  address  of  the 
responsible  carrier  official  or  representa- 
tive to  whom  passengers  may  comment 
and  seek  information. 

(c>  Trip  interruptions.  Carriers  shall 
mitigate,  to  the  extent  possible,  the  in- 
convenience suffered  by  passengers 
whose  travel  plans  are  disrupted  by  the 
action  of  the  carrier.  This  mitigation 
may  take  the  form  of  bridging  a  missed 
connection,  providing  food,  shelter,  or  al- 
ternate transportation. 
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(d)  Seating  and  reservations.  Carriers 
shall  provide  buses  m  sufficient  numbers 
to  meet  the  normal  travel  demands  of 
passengers,  including  ordinary  weekend 
and  usual  seasonal  or  holiday  demand. 
Passengers  shall  be  guaranteed  passage 
and  seating,  except  on  commuter  serv- 
ices, to  the  extent  reasonably  possible. 

'e'  Inspection  of  rest  stops  No  car- 
rier shall  establish  rest  stops  which  have 
not  been  inspected  by  its  personnel  and 
found  to  be  m  a  clean  and  sanitary  con- 
dition. Each  carrier  shall  make  periodic 
inspections  of  all  rest  stops  used  by  its 
services  to  insure  that  each  rest  stop  is 
maintained  in  a  clean  and  sanitary  con- 
dition. 
§  1063.7      Equipment. 

(a'  Temperature  control.  All  buses 
used  to  provide  service  'except  com- 
muter services^  subject  to  this  part  shall 
be  equipped  with  operable  temperature 
control  equipment  capable  of  maintain- 
ing reasonable  temperatures. 

lb'  Restrooms.  Each  bus  used  to  pro- 
vide service  subject  to  this  part  with 
seating  for  more  than  14  passengers  'not 
including  the  driven,  except  those  in 
commuter  service,  shall  have  a  re-stroom. 
Such  on-board  restrooms  shall  be  clean, 
sanitary  and  free  of  offensive  odor,  and 
regularly  maintained.  A  bus  may  be  op- 
erated without  a  restroom  if  reasonable 
rest  stops  are  made. 

(c»  Bu5  servicing.  Each  bus  shall  be 
kept  clean  and  sanitary,  with  all  required 
items  in  good  repair  and  working  order. 

§  1063.8      Acconimodalions      for      handi- 
rapped.   disabled,   blind   and   elderl*. 

(a)  Transportation.  No  carrier  shall 
deny  transportation  to  any  person  on  the 
basis  of  a  handicap,  physical  disability, 
or  blindness,  or  because  that  person  can- 
not board  a  bus  without  assistance.  A 
guide  or  seeing-eye  dog  or  other  guide 
dog  specially  trained  for  that  purpose 
shall  be  provided  free  passage  when  ac- 
companied by  a  blind  person. 

fb)  Assistance.  All  carriers  shall, 
whenever  possible,  provide  assistance  to 
handicapped,  disabled,  blind,  and  elderly 
passengers,  in  boardmg  buses;  such  as- 
sistance when  requested  shall  include 
advance  boarding  and  seating.  Carriers 
shall  provide  assistance  to  such  passen- 
gers on  request  in  the  use  of  terminal 
accommodations  and  baggage  service.  At 
all  terminals  there  shall  be  prominently 
displayed  a  notice  stating  where  and 
from  whom  such  assistance  may  be  ob- 
tained. 

<ci  Terminal  accommodations.  '1'  All 
terminals  shall  be  designed  and  con- 
structed so  that  accommodations  are 
accessible  to  handicapped,  disabled, 
blind,  and  elderly  passengers. 

(2'  .All  terminals  which  are  newly 
built  or  substantially  renovated  after 
January  1,  1978,  shall  be  constructed 
or  altered  in  accordance  with  the  mini- 
mum standards  m  the  "American  Na- 
tional Standard  Specifications  for  Mak- 
ing Buildings  and  Facilities  Accessible 
to.  and  Usable  by,  the  Physically  Handi- 
capped,"  Number   A117. 1-1961    'R1971) 
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approved  by  the  American  National 
Standards  Institute.  Inc. 
§  1063.9  Idrntificution — bus  and  driver. 
Each  bus  operated  and  each  driver 
employed  to  provide  service  subject  to 
this  part  shall  be  identified  in  a  legible 
manner  visible  to  passengers  The  driver 
may  be  identified  by  name  or  company 
number. 
§1063.10      Belief  from  provisions. 

lai  Petitions.  In  any  situation  where 
compliance  with  any  provision  of  this 
part  would  impose  an  undue  burden  on 
a  earner,  that  carrier  may  file  a  petition 
with  the  Interstate  Commerce  Commis- 
sion, Washington.  DC.  seeking  waiver 
of  the  applicability  of  that  provision  with 
regard  to  particular  services  or  t  where 
appropriate'  seeking  that  particular 
services  be  treated  as  commuter  services 
notwithstanding  failure  to  conform  to 
the  definition  thereof.  An  original  and 
one  copy  of  any  such  petition  shall  be 
filed  with  the  Commission,  and  the  peti- 
tion shall  embrace  verified  statements 
setting  forth  all  the  evidence  upon  which 
the  carrier  intends  to  rely  in  support  and 
justification  of  its  request. 

'b'  Notice  to  the  public.  Notice  of  the 
filing  of  any  such  petition  shall  be  pro- 
vided by  the  carrier  to  the  traveling 
public  for  at  least  30  days,  displayed  con- 
tinuously in  a  conspicuous  place  in  each 
facility  affected  or  served  by  an  affected 
service  and  on  each  bus  affected  Such 
notice  shall  contain  the  carrier's  name 
and  address,  a  clear  and  concise  descrip- 
tion of  the  relief  sought  and  the  reasons 
therefor,  and  a  statement  that  any  in- 
terested person  may  file  written  com- 
ments concerning  the  relief  sought  with 
the  Interstate  Commerce  Commission. 
Washington,  DC.  (.with  one  copy  mailed 
to  the  carrier)  on  or  before  a  specific 
date  not  earlier  than  30  days  after  the 
posting  of  the  notice  commenced. 

|FR  Doc  77-16206  Filed  6-7-77;8  45  am) 


SUBCHAPTER    B— PRACTICE    AND    PROCEDURE 

[Ex  Parte  No    55    iSiib-No    24 1  ' 
PART  1100— RULES  OF  PRACTICE 
AGENCY.    Interstate   Commerce   Com- 
mission. 
ACTION :  Correction. 

SUMMARY  In  the  Report  of  the  Com- 
mission in  the  above-entitled  proceeding 
of  April  28,  1977,  served  May  2.  1977, 
clerical  errors  were  made  in  sections 
1100.5'C'.  1100  12'e'.  and  Appendix  B 
to  the  Rules  of  Practice  They  are  hereby 
corrected  as  set  forth  under  "Sup- 
plementary Information". 

EFFECTIVE  DATE:  July  1.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Janice  M.  Rosenak  'Rates'.  '202-275- 
7245'.  Philip  Israel   'Finance,   '202- 
275-7245',  Michael  Erenberg  'Operat- 
ing Rights '   ( 202-275-7292 )  . 
SUPPLEMENTARY       INFORMA'HON ; 
'1»  Sec.  1100  5' c  The  term  "complain- 
ant" means  a  person  filing  a  complaint; 
"defendant"    means    a    person    against 
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whom  a  complaint  is  filed:  'applicant" 
means  a  person  filing  an  application, 
•'respondent "  means  a  person  designated 
in  an  investigation:  "protestant  '  mean^ 
a  person  opposed  to  the  granting  of  an 
application,  to  any  taritT  or  schedule  be- 
coming effective  or  to  a  tentative  valua- 
tion: "intervener"  means  a  person  per- 
mitted to  intervene  as  provided  in  Rule 
70  or  71,  and  "petitioner"  means  any 
person  seeking  relief  other  than  by  com- 
plaint, protest  or  application. 

(2»  Sec.  110012ie'  Termination  of 
joint  board  jurisdiction:  subsequent  pro- 
cedure The  jurisdiction  of  a  joint  board 
over  a  referred  matter  shall  be  termi- 
nated in  the  event  of:  (\>  service  of  an 
initial  decision  as  provided  in  paragraph 
(di  of  this  section;  >2<  submission  of  the 
boards  conclusions  without  a  written  ini- 
tial decision:  <3'  waiver  of  action  in 
writing  by  appropriate  authority  of  each 
State  from  which  a  member  is  entitled  to 
be  appointed:  '4'  failure  of  all  members 
of  the  board  to  appear  at  the  hearing: 
(5)  failure  of  a  majority  of  the  board  to 
agree  on  substantive  matters:  or  '6i  en- 
try of  an  initial  decision  is  served  as  pro- 
vided in  paragraph  idi  of  tlus  section, 
in  which  event  the  subsequent  procedure 
will  be  as  provided  in  Rules  96.  97.  98. 
and  99,  a  referred  matter,  after  termina- 
tion of  joint  board  jurisdiction,  will  be 
decided  by  the  Commission  or  be  made 
the  subject  of  another  officer's  initial  de- 
cision on  the  record  theretofore  made  or 
after  such  hearing  or  further  hearing  as 
may  be  required 

(3)  Appendix  B 

( a  I  Table  of  contents. 

5  Form  of  reparation  statement  uncer 
Rule  95. 

(b»  Footnote  1— See  Rules  24  to  31 
inclusive. 

<c>  Footnote  3 — Signature  and  verifi- 
cation by  complainant  unnecessai-y  if 
complaint  is  signed  by  a  practitioner — 
See  Rule  15. 

<d>  Footnote  4— Sec  Rules  33  to  35. 
inclusive. 

le)  Footnote  5— See  Rule  15. 

if  I   No.  3 — Certificate  of  service. 

I  certify  that  I  have  this  day  served 
the  foregoing  document  upon  all  parties 
of  record  in  this  proceeding,  by  'here 
state  the  precise  manner  of  making  serv- 
ice, which  must  be  consistent  with  Rule 
20  > 

(gi  Footnote  6 — See  Rule  20. 

ih'   Footnote  7— See  Rule  71. 

<ii  No.  5 — Form  of  rei^aration  state- 
ment under  Rule  95 

<j  I  Footnote  8— See  Rule  48 

Robert  L.  Oswald. 

Secretary. 

|FR  Drir  77    16095  Piled  6  7   77.8  45  am  | 


RULES   AND    REGULATIONS 

Title  50 — Wildlife  and  Fisheries 

CHAPTER  I— UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE,  DEPARTMENT  OF 
THE    INTERIOR 

PART  26 — PUBLIC  ACCESS,  USE  AND 
RECREATION 

Opening  of  l?embek  National  Wildlife 
Range,  Alaska,  to  Public  Access,  Use, 
and  Recreation 

AGENCY:    Fish    and    Wildlife    Service, 

Interior. 

ACTION:  Special  Regulation. 

SUMMARY:  The  Director  has  deter- 
mined that  the  opening  to  public  access, 
use  and  recreation  of  Izembek  National 
Wildlife  Range  with  certain  restrictions 
as  delineated  below  tinder  Supplemen- 
tary Information,  is  compatible  with  the 
objectives  for  which  the  area  was  estab- 
lished, and  will  provide  recreational  op- 
portunity to  the  public. 

EFFECTIVE  DATE:  June  8,  1977  thence- 
forth until  amended. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Refuge  Manager,  Izembek  NWR,  Pouch 

2.  Cold  Bay.  Alaska  99571. 

SUPPLEMENTARY        INFORMATION: 

§26.31  Spt-cial  Kr^ululions;  public  ac- 
ir>>.  (i««'  .intl  recreation;  for  iiidivid- 
(Kil  wildlife  refuge  areas. 

Public  access,  use,  and  recreation  is 
permitted  on  the  Izembak  National 
Range,  on  a  year  round  basis,  and  shall 
be  in  accordance  w  ith  all  applicable  State 
and  Federal  regulations  subject  to  the 
following  conditions: 

1.  The  landing  of  aircraft  is  prohibited 
except  in  tlie  event  of  emergency. 

2  Overflights  by  aircraft  of  less  than 
1000  feet  above  ground  level  are  pro- 
hibited except  as  required  by  Federal 
Aviation  Regulations  governing  landing 
approaclies  to  the  Cold  Bay  airport. 

3  The  use  of  motorized  vehicles  is  re- 
stricted to  the  established  road  system. 

4.  The  use  of  boats  driven  by  air  thrust, 
commonly  known  as  ftir  boats  and  jet 
boats,  is  prohibited. 

The  provisions  of  this  special  regula- 
tion supplement  the  regulations  which 
govern  public  use  on  wildhfe  refuge  areas 
generally  which  are  set  forth  in  Title 
50  Code  of  Federal  Regulations,  Part  26. 
The  public  is  invited  to  offer  suggestions 
and  comments  at  any  time. 

Note — The  U.S  Pish  and  WUdJlfe  Service 
has  determined  that  this  document  does  not 
coniain  a  major  proposal  requiring  prepara- 
tion of  an  Economic  Impact  Statement  under 
Executive  Order  11949  and  OMB  Circular 
A- 107. 

Dated     May  26,  1977. 

John  Sarvis, 
Refuge  Manager. 

IFR  Doc.77-16135Plled  6-7-77; 8: 45  am] 


PART  33 — SPORT  FISHING 

Opening  of  the   Hillside  National  Wildlife 
Refuge,  Mississippi,  to  Sport  Fishing 

AGENCY:  Fish  and  Wildlife  Service.  In- 
terior. 

ACTION  Special  regulation. 
SUMMARY:  The  Director  has  deter- 
mined that  the  opening  to  sport  fishing 
of  Hillside  National  Wildlife  Refuges  is 
compatible  with  the  objectives  for  which 
the  area  was  established,  will  utilize  a  re- 
newable natural  resource,  and  will  pro- 
vide additional  recreational  opportunity 
to  the  public. 

DATES:     Open    season — May     1.     1977 
through  September  30,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  M.  Dale.  Refuge  Manager.  Ya- 
zoo-Hillside  National  Wildlife  Refuges, 
Rt.  1,  Box  286  Hollandale.  Mississippi 
38748.  601-839-2638 

SUPPLEMENTARY  INFORMATION: 

§  33.5  Special  regulation* :  iporl  li^h- 
infj;  for  individual  wildlife  rrfupe 
area*. 

(a)  Sport  fishing  is  permitted  on  the 
Hillside  National  Wildlife  Refuge,  Missis- 
sippi, only  on  the  areas  designated  by 
signs  as  being  open  to  fishing.  These 
open  areas  are  delineated  on  a  map  avail- 
able from  the  Refuge  Manager.  Yazoo 
National  Wildlife  Refuge.  Hollandale, 
Mississippi  and  from  the  office  of  the  Re- 
gional Director.  U.S.  Fish  and  Wildlife 
Service,  17  Executive  Park  Drive.  N.E.. 
Atlanta,  Georgia  30329.  Fishing  shall  be 
in  accordance  with  all  applicable  State 
regulations  subject  to  the  following  spe- 
cial conditions: 

(1)  Areas  open  to  fishing  include  all 
waters  north  of  the  Thornton-Tolersville 
Fload,  Bear  Lake,  and  Tipton  Parker 
Bayou. 

(2)  Fishing  is  limited  to  daylight  hours 
only. 

(3)  Trotlines,  Yo-yo's  and  nets  are 
prohibited. 

•  4)  Fishing  from  bridges  is  prohibited. 

The  provisions  of  this  special  regula- 
tion supplement  the  regulations  which 
govern  fishing  on  wildlife  refuge  areas 
generally  which  are  set  forth  m  Title  50, 
Code  of  Federal  Regulations,  Part  33. 
The  public  is  invited  to  offer  suggestions 
and  comments  at  any  time. 

The  U.S.  Pish  and  Wildlife  Service  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  State- 
ment under  Executive  Order  11949  and 
OMB.  Circular  A-107. 

EVated:  June  1,  1977. 

Ray  R.  Vaughn, 
Acting  Regional  Director. 

|FR Doc. 77-16199  Filed  6-7-77:8  45  am] 
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This  section  of  the  FEDERAL  REGISTER  conta.ns  notices  to  the  pubhc  of  the  proposed  issuance  of  rules  and   regulations    The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  m  the  rule  making  prior  to  the  adoption  of  t^e  f.nai  ruies 


DEPARTMENT  OF  AGRICULTURE 

Food  Safety  and  Quality  Service 

[  7  CFR  Part  53  ] 

CARCASS   BEEF 

Standards  for  Grades 

AGENCY:     Food    Safety    and    Quality 

Service,  USDA. 


ACTION:  Proposed  rule. 

SUMMARY :  This  proposed  rule  provides 
definitions  of  certain  terms — carcass, 
side,  quarter,  wholesale- cut.  primal  cut, 
and  subprimal  cut — which  are  used  in 
the  official  United  States  standards  for 
grades  of  carcass  beef  but  are  not  de- 
fined therein.  Some  members  of  the  in- 
dustry have  requested  that  these  terms 
be  defined  so  as  to  facilitate  uniform 
application  of  the  standards  and  to  pre- 
vent possible  confusion  as  to  what  con- 
stitutes these  forms  of  beef  for  purposes 
of  the  standards. 

DATE:  Comments,  in  duplicate,  must  be 
received  on  or  before  July  8,  1977. 

ADDRESS:  Send  comments  to:  Hearing 
Clerk,  Room  1077  South,  U.S,  Depart- 
ment of  Agriculture.  Washington,  D.C. 
20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

C.  E.  Murphey  (202-447-3997) . 

SUPPLEMENTARY  INFORMATION : 
The  Federal  grading  of  beef  is  a  volun- 
tary service  designed  to  facilitate  mar- 
keting. This  service  is  based  on  the  offi- 
cial United  States  standards  for  grades 
of  carcass  beef  which  provide  for  identi- 
fying beef  for  its  two  major  value-de- 
termining characteristics — its  eating 
quality  i  tenderness,  juiciness,  and  fla- 
vor' and  its  yield  of  salable  meat.  As 
such,  the  official  grade  designation  con- 
sists of  two  parts:  1 1  >  The  quality  grade 
TPrime.  Choice.  Good,  etc.»,  and  (2)  the 
yield  grade  1 1,  2.  3.  4,  and  5> . 

A  basic  premise  of  this  voluntary  beef 
grading  service  is  that  the  various  grade 
designations  identify  beef  which  differs 
significantly  in  grade-related  character- 
istics that  affect  its  market  value.  In 
most  instances,  this  means  that  officially 
graded  beef  should  be  identified  for  both 
its  quality  grade  and  its  yield  grade. 
While  practically  all  federally  graded 
beef  is  graded  as  carcasses  or  quarters, 
these  are  frequently  broken  up  into 
smaller  portions  for  marketing  purposes 
These  smaller  portions  usually  also  have 
had  fat  and  or  bone  removed  to  such 
an  extent  that  the  original  yield  grade 
no  longer  reflects  their  yields  of  salable 
meat  Therefore,  the  official  standards 
provide  that  when  beef  is  marketed  as: 
'D   Retail  cuts.   <2i   subprimal  cuts,  or 


<3  I  wholesale  cuts  which  have  been  sub- 
stantially trimmed  of  external  fat,  the 
yield  grade  designation  may  be  re- 
moved. In  these  forms,  the  official  grade 
may  consist  of  the  quality  grade  only. 
The  official  standards  do  not  permit 
federally  graded  carcasses,  sides,  or 
quarters  to  have  either  the  quahty  grade 
or  the  yield  grade  designation  removed 
unless  both  sucii  designations  are  re- 
moved. 

Tlie  proposed  definitions  are  those 
believed  to  be  generally  u.sed  throughout 
the  meat  industry.  The  inclusion  of  these 
definitions  in  the  standards  would  assist 
in  their  uniform  interpretations  and  ap- 
plication. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  in  con- 
nection with  this  proposal  may  file  the 
same,  in  duplicate,  with  the  Hearing 
Clerk.  Room  1077  South.  United  States 
Department  of  Agriculture,  Washirigton. 
DC.  20250,  on  or  before  July  8.  1977. 
All  written  submissions  will  be  made 
available  for  public  inspection  at  the 
office  of  the  Hearing  Clerk  during  regu- 
lar  business   hours    i7   CFR    1.27    'b''. 

The  proposed  regulation  would  amend 
the  Official  United  States  Standards  for 
Grades  of  Carcass  Beef  by  renumbering 
55  53  100.  53.101..  53,102.  53.103.  53.104, 
and  53.105  as  §;;53  101.  53.102,  53103, 
53.104,  53.105.  and  53.106,  respectively, 
and  by  adding  a  new  §  53.100  as  follows: 

§53.100      Definitions. 

Words  used  in  this  part  in  the  singular 
form  shall  be  deemed  to  import  the 
plural,  and  vice  versa,  as  the  case  may 
demand.  For  purposes  of  the.se  standards, 
unless  the  context  otherwise  requires, 
the  following  terms  shall  be  construed 
respectively,  to  mean : 

I  a  >  Carcass.  The  two  sides  of  the  same 
slaughtered  animal  with  or  without  the 
kidneys  and  after  removal  of  the  other 
viscera  and  the  hide.  head.  feet,  and  tail. 

(bi  Side.  Each  of  the  two  parts  which 
results  from  splitting  a  carcass  length- 
wise through  its  approximate  median 
plane. 

ic)  Quarter.  Each  of  two  portions 
which  results  from  ribbing  a  side  between 
the  12th  and  13th  ribs. 

'  d  >  Wholesale  cut.  Any  one  of  the  fol- 
lowing subdivisions  of  a  quarter:  Round, 
full  loin  I  or  short  loin  and  sirloin),  rib. 
chuck  I  square-cut  chuck  or  ann  chuck', 
brLsket.  short  plate,  flank,  and  foreshank. 
Except  for  the  full  loin  and  the  arm 
chuck,  a  combination  of  two  or  more  of 
these  subdivisions  .shall  not  be  considered 
as  a  wholesale  cut 

■  ei  Primal  cut.  Any  one  of  the  major 
wholesale  cuts —  round,  full  loin  '  or  short 
loin  and  sirloin',  rib,  and  square-cut 
chuck  Briskets,  short  plates,  flanks,  and 
foreshanks  are  not  primal  cuts. 


<f)  Subprimal  cut.  A  portion  of  a 
primal  or  other  wholesale  cut  such  as 
those  listed  in  the  100  numbered  series 
of  the  Institutional  Meat  Purchase  Spec- 
ifications for  Fresh  Beef  and  similar  cuts 
normally  produced  by  l)eef  fabricators. 
Examples  of  subprimal  cuts  include  the 
arm  section  of  a  square-cut  chuck,  a 
rump  and  .shank -off  round,  a  boneless 
brisket,  and  a  bone-m  or  boneless  strip 
loin  A  subprimal  cut  does  not  result 
from  the  trmiming  only  of  fat  nor  from 
the  removal  of  only  a  minor  amount  of 
lean  and  or  bone  from  a  primal  or  other 
wholesale  cut. 

Dated:  June  3.  1977. 

WiLtiAM  T.  Manley, 
Acting  Deputy  Administrator, 

Commodity  Operations. 

[FR  Doc  77-16198  Filed  6-7-77,8.45  am] 


Agricultural  Marketing  Service 

[  7  CFR  Part  1205  ] 

COTTON    RESEARCH   AND    PROMOTION 

Supplemental  Assessment  on  Upland 
Cotton  Producers 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Proposed  rulemaking. 

SUMMARY:  An  amendment  of  the  Cot- 
ton Board  Rules  and  Regulations  is  be- 
ing considered  to  implement  a  supple- 
mental assessment  on  Upland  cotton 
producers  to  help  finance  cotton  research 
and  promotion  programs. 

DATE:  Comments  must  be  received  on 

or  before  June  23,  1977, 

ADDRESS:  Comments  should  be  filed 
in  quadruplicate  with  the  Hearing  Clerk, 
US  Department  of  Agriculture.  Room 
1077  South  Building,  Washington.  DC 
20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Alvin  Deck,  Marketing  Programs 
Branch,  Cotton  Division,  Agricultural 
Marketing  Service,  U.S.  Department 
of  Agriculture.  Washington,  D.C,  20250 

'202-447-20721. 

SUPPLEMENTARY  INFORMATION: 
The  amendment  to  the  Cotton  Research 
and  Promotion  Order  '7  CFR  Part  1205' 
published  in  the  Federal  Register  on 
January  26,  1977  '42  FR  4812'.  provides 
that  the  Secretary  of  Agriculture  shall 
prescribe  by  regulation  whether  the  sup- 
plemental assessment  rate  of  four-tenths 
of  one  percent  of  the  value  of  cotton 
shall  be  levied  on  1 1 1  the  current  value 
of  cotton,  or  '2t  an  average  value  de- 
termined from  current  and/or  historical 
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cotton  prices  and  converted  to  a  fixed 
amount  for  bale  of  cotton. 

The  purpose  of  this  notice  is  to  present 
proposals  on  (1)  the  method  of  le^T^ng 
the  supplemental  as^esament  and  <2i  the 
changes  in  Cotton  Board  Rules  and  Reg- 
ulations that  will  be  neces^sary  to  imple- 
ment the  supplemental  assessment. 

Department's  Proposal  on  Method  of 
Levying  Supplemental  Assessment 

The  Department  is  proposing  that  the 
supplemental  assessment  for  four-tenths 
of  one  percent  be  levied  on  <  1 1  the  cur- 
rent value  of  cotton  multiplied  by  the 
number  of  pound.^  of  lint  cotton,  or  <2i 
the  current  value  of  cotton  converted  to  a 
fi.xed  amount  per  bale  using  an  assess- 
ment chart  to  calculate  the  assessment 
per  bale  Tliis  proposal  would  give  collect- 
inrr  ii:indlers  the  option  of  using  an  as- 
sessment chart  or  a.^sessmg  four-tenths 
of  one  percent  of  the  gro-s  sales  price  Use 
of  the  assessment  chart  as  propxjsed  in 
5  1205  510  would  provide  a  simple  and 
orderly  procedure  for  most  collecting 
handlers  while  the  provision  for  assess- 
ment on  gross  sales  price  would  be  help- 
ful to  collecting  handlers  with  computer- 
ued  accounting  systems.  Paragraph  (d 
of  ?  1205  510  provides  that  each  year 
collecting  handlers  must  notify  the  Cot- 
ton Board  which  of  the  two  collection 
options  will  be  used  during  that  year. 

Other  Chances  in  Cotton  Board  Rules 
Necessary  to  Imi'Llment  the  Supple- 
mental Assessment 

A  summary  of  significant  changes  in 
these  Rules  and  Regulations  that  are 
necessary  to  implement  fully  the  supple- 
mental assessment  follows: 

1.  Section  1205  500  i.->  amended  by  add- 
ing a  definition  of  "current  value  of  cot- 
ton '  which  IS  proposed  as  the  basis  on 
which  the  supplemental  assessment 
would  be  detei-mined  This  term  Ls  de- 
fined as  the  gross  price  per  pound  of  lint 
cotton  received  by  the  producer  as  shown 
on  the  producer's  settlement  sheet  before 
any  charges,  fees,  penalties,  assessments, 
or  any  otlier  deductions  are  made. 

2,  Section  1205  505  is  amended  to 
change  the  address  of  the  Cotton  Board 

3  Paragraph  'b'  of  5  1205  511  is  added 
to  provide  that  the  supplemental  assess- 
ment shall  be  paid  by  the  producer  of 
the  cotton  to  the  collecting  handler  des- 
ignated in  5  1205  513. 

4  Section  1205.512  is  amended  to  des- 
ignate coliccting  handlers  and  time  of 
collection  of  SI  per  bale  a.ssessment 
Paragraph  ie>  Ls  added  to  designate  the 
person  who  purchases  cotton  from  a  pro- 
ducer on  a  "sellers  call"  basis  as  the  col- 
lecting handler  The  handler  shall  col- 
lect the  $1  per  bale  assessment  at  the 
time  of  final  settlement 

5  Sections  1205  513  and  1205.514  are 
renumbered  as  1205  514  and  1205.515 
respectively. 

6  Section  1205.513  is  added  to  desig- 
nate the  collecting  handlers  and  the  time 
of  collecting  the  supplemental  assess- 
ment Paragraph  'bi  provides  that  only 
an  initial  collection  and  a  final  collection 
would  be  made  even  though  several  prog- 
ress payments  are  made  to  the  producer. 
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Paragraph  'di  designates  the  handler 
and  the  method  by  which  the  supplemen- 
tal assessment  would  be  collected  on  the 
producer's  equity  on  cotton  redeemed 
from  Form  A  loan.  Paragraph  if)  desig- 
nates the  collecting  handler  for  "sellers 
call"  cotton  and  provides  for  collection  at 
the  time  of  final  settlement.  Paragraph 
I  g )  provides  that  where  a  producer  con- 
sumes his  own  production  the  supple- 
mental assessment  will  be  based  on  a 
value  to  be  determined  In  consultation 
with  the  Cotton  Board.  Paragraph  (h) 
provides  that  a  producer  exporting  his 
own  production  will  pay  the  supplemen- 
tal a.ssessment  on  the  basis  of  the  value 
reflected  on  the  export  settlement  docu- 
ment. 

7  Paragraph  (b)(5)  of  §1205.514  is 
amended  to  include  "gross  price  per 
pound"  and  "total  assessments  collected 
and  remitted"  for  each  producer  in  addi- 
tion to  information  presently  required  on 
collecting  handler  reports.  These  addi- 
tional entries  on  collecting  handler  re- 
ports are  necessary  to  determine  that  the 
supplemental  assessment  has  been  prop- 
erly calculated  and  submitted  to  the  Cot- 
ton Board  and  to  provide  the  Cotton 
Board  with  an  auditable  record  of  col- 
lections. 

8.  Section  1205  515  is  amended  to  re- 
quire the  collecting  handler  to  give  the 
producer  an  invoice  or  settlement  docu- 
ment which  will  serve  as  a  receipt  for 
payment  of  assessments.  The  provision 
allowing  the  collecting  handler  to  give 
the  producer  a  separate  receipt  form  is 
deleted.  "Gross  price  per  pound  received 
by  the  producer"  and  "total  assessments 
paid  by  the  producer"  are  added  to  the 
present  information  required  on. the  re- 
ceipt 

9.  Paragraph  ibi  of  Section  1205.520  is 
amended  to  include  item  number  (5) 
"total  amount  to  be  refunded"  to  be 
shown  on  the  refund  apphcatlon. 

10.  Other  changes  and  modifications 
of  a  minor  nature  such  as  changing  sing- 
ular assessment  to  plural  assessments 
are  made  to  make  the  entire  rules  and 
regulations  conform  to  the  amendment 
to  the  Order. 

11.  An  additional  change  being  pro- 
posed in  Cotton  Board  Rules  and  Regu- 
lations would  exempt  from  both  the  $1 
per  bale  assessment  and  the  supplemen- 
tal assessment  any  cotton  consumed  by 
any  governmental  agency  from  its  own 
production.  This  propased  exemptio'.i  is 
provided  for  in  §1205.510. 

12.  The  Department  also  hereby  gives 
notice  that  it  proposes  to  abolish  the  sub- 
part in  7  CFR  Part  1205  headed  "Fiscal 
Period"  inits  entirety.  Section  1205.600, 
the  only  section  contained  in  this  sub- 
part, relates  to  establishment  of  a  fiscal 
period  other  than  the  calendar  year.  The 
Cotton  Board  has  now  determined  that 
the  calendar  year  is  the  most  orderly 
fiscal  period  for  budgeting  and  account- 
ing purposes.  Therefore,  this  subpart  is 
no  longer  needed. 

Interested  persons  may  participate  in 
this  proposed  rulemaking  by  submittin|f 
written  data,  views,  or  arguments  to  the 
Hearing  Clerk.  "United  States  Depart- 
ment of  Agriculture,  Room  1077  South 


Building,  Washington.  DC.  20250,  on  or 
before  June  23,  1977.  All  documents  filed 
should  be  in  quadruplicate. 

All  written  submLssions  made  (>ursuant 
to  this  notice  will  be  made  available  for 
public  inspection  at  the  oflRce  of  the 
Hearing  Clerk  during  regular  business 
hours  <7  CFR  1.27(b)  ) . 

The  following  Cotton  Board  Rules  and 
Regulations  as  amended  are  recommend- 
ed as  the  detailed  means  by  which  the 
foregoing  changes  may  be  carried  out. 

Signed  at  Washington,  D.C.,  June  3, 
1977. 

William  T.  Manley, 
Acting  Administrator. 

PART   1205 — COTTON    RESEARCH 
AND  PROMOTION 

Subpart — Cotton  Board  Rules  and 
Regulations 

*  •  >  •  * 

Definitions 

Sec. 

1205.500     Terms  dediied. 

General 

1205.505     Communication. 

Assessments 

1205.510     Levy  of  as.ses,sment 

1205  511     Payment  and  collection. 

1206.612  Collecting  handlers  and  time  of 
collection  of  $1  per  bale  as- 
sessment. 

1205.513  Collecting    iiandlers    and    time    of 

collection    of    the   supplemental 
assessment. 

1205.514  Remittance  to  Cotton  Board. 

1205.515  Receipts    for   payment   of   asssess- 

ments. 

Refunds 
1206.520     Procedure  for  obtaining  refund. 

Warehouse  Receipts 
1205.525     £ntry  of  gin  code  number. 

Reports  and  Records 

1206.530  Gin  reports  and  reporting  schedule. 

1206.531  Records. 

1205.532  Retention   period   for   reports   and 

record-s, 

1205.533  Availability  of  reports  and  records. 

Confidential  Information 

1205.540  Confidential  books,  records,  and 
reports. 

Authoritv  :  The  provisions  of  this  subpart 
issued  under  sec.  7.  80  Stat  281.  7  D.S.C 
2106:  Cotton  Research  and  Promotion  Order, 
7  CFR  1205.327. 

Definitions 

§  1205.500      Terms  defined. 

As  used  tliToughout  this  subpart,  un- 
less the  context  otherwise  requires,  the 
following  terms  shall  mean: 

(a)  "ASCS"  means  the  Agricultural 
Stabilization  and  Conservation  Service  of 
the  U.S.  Department  of  Agriculture. 

(b)  "Cotton  Board"  means  the  ad- 
ministrative body  established  pursuant 
to  the  Cotton  Research  and  Promotion 
Order. 

(c)  "CCC"  means  the  Commodity 
Credit  Corporation. 

id)  "Current  value  of  Cotton"  means 
the  gross  price  per  pound  (tf  lint  cotton 
received  by  the  producer  as  shown  on 
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the  producers'  settlement  document  be- 
fore weight  penalties,  buyer's  commis- 
sion or  brokerage  fees,  marketing  fees, 
the  $1  per  bale  cotton  research  and  pro- 
motion assessment,  picking  charges,  gin- 
ning charges,  warehouse  receiving 
charges,  warehouse  storage  charges, 
transportation  charges  or  any  other 
deductions  are  made. 

(e)  "Form  A"  means  Cotton  Produ- 
cer's Note,  Form  CCC  Cotton  A. 

(f)  "Gin  code  number"  means  the 
Identification  number  assigned  to  each 
cotton  gin  by  the  Cotton  Division,  Con- 
sumer and  Marketing  Service,  U.S.  De- 
partment of  Agriculture. 

<g)  "Handle"  means  Zo  harvest,  gin, 
warehouse,  compress,  purchase,  market, 
transport,  or  otherwise  acquire  owner- 
ship or  control  of  cotton. 

(h)  "Handler"  means  anj'  person  who 
handles  cotton,  including  CCC. 

<i)  "Marketing"  means  any  sale  of 
cotton,  or  the  pledging  of  cotton  to  CCC 
as  collateral  for  a  price  support  loan. 

tj)  "Marketing  year"  means  a  consec- 
utive 12-month  period  ending  on  July  31. 

(k)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  entity,  whether  governmental 
or  private. 

(1)  "Producer  "  means  any  person  who 
owns  or  shares  in  a  cotton  crop  (or  in 
the  proceeds  thereof)  as  landowner, 
landlord,  tenant,  or  sharecropper. 

(m)  "Secretary"  means  the  Secretary 
of  Agricinture  of  the  United  States,  or 
any  ofiQcer  or  employee  of  the  U.S.  De- 
partment of  Agriculture  to  whom  au- 
thority has  heretofore  been  delegated. 
or  to  whom  authority  may  hereafter  be 
delegated,  to  act  in  his  stead. 

General 

§  1205.503      Coniniunication. 

All  reports,  requests,  and  applications 
for  refunds  and  communications  in  con- 
nection with  the  cotton  research  and 
promotion  order  shall  be  addressed  as 
follows:  Cotton  Board.  Post  Office  Box 
2121,  Memphis,  Tenn.  38159. 

Assessments 

§  1205.510      I.*>7  of  assessments. 

(a)  An  assessment  of  $1  per  bale  for 
cotton  research  and  promotion  is  here- 
by levied  on  each  bale  of  upland  cotton 
that  is  produced  from  cotton  harvested 
and  ginned  on  and  after  June  10.  1967 
except  cotton  consumed  by  any  govern- 
mental agency  from  its  own  production. 
Such  assessment  shall  be  payable  and 
collected  only  once  on  each  bale. 

'b  I  A  supplemental  assessment  for  cot- 
ton research  and  promotion  in  addition 
to  the  $1  per  bale  assessment  provided 
in  paragraph  la*  of  this  section,  is  here- 
by levied  on  esich  bale  of  upland  cotton 
harvested  and  gined  on  and  after  July  1. 
1977  except  cotton  consumed  by  any  gov- 
ernmental agency  from  its  own  produc- 
tion. The  supplemental  assesment  shall 
be  levied  at  the  rate  of  four-tenths  of  one 
percent  of  <  1 )  the  current  value  of  cot- 
ton multiplied  by  the  number  of  pounds 
of  lint  cotton  or  ■  2  >  the  current  value  of 
cotton  converted  to  a  fixed  amount  per 


bale  as  reflected  in  the  following  assess- 
ment chart: 

Assessment  Chart  '■ 

Supplemental 
Current  value  assesavient 

cents  per  pound :  dollart  per  bale 

.00  to      0.99 ---       -10 

10.00  to     1999 .30 

30.00  to    29.99 .60 

30.00  to    39.99 70 

40.00  to    49.99 -90 

50  00  to     69.99 110 

60.00  to    69.99.. - -     130 

70.00  to    79.99 150 

8000  to    89.99 1    70 

9000  to    99.99    1   90 

100  00  to  109.99 2.10 

110.00  to  119.99 2.30 

■■  A,s.«*f«ment  Is  calculated  on  4/10  of  1  per- 
cent of  the  midpoint  of  each  10<  increment, 
based  on  a  600  lb  bale,  and  converted  to  a 
fijced  amount  per  bale. 

<c^  Each  marketing  year  the  collect- 
ing handler  must  select  one  of  the  two 
options  of  collecting  tlie  supplemental 
assessment  as  provided  in  paragraph  tb> 
of  this  section.  The  handler  shall  notify 
the  Cotton  Board  as  to  the  method 
selected  at  the  time  he  files  his  first 
handler  report  each  marketing  year 

§  1205.511      Payment  and  colleclion. 

(a)  The  $1  per  bale  assessment  shall 
be  paid  by  the  producer  of  the  cotton  to 
the  collecting  handler  designated  in 
§  1205.512. 

(b)  The  supplemental  asse.ssment 
shall  be  paid  by  the  producer  of  the 
cotton  to  the  collecting  handler  desig- 
nated in  §  1205.513. 

(CI  If  more  than  one  producer  shares 
In  the  proceeds  received  from  a  bale, 
each  such  producer  is  obligated  to  pay 
that  portion  of  the  assessments  which 
are  equivalent  to  hi;?  proportionate  share 
of  the  proceeds. 

(d>  Failure  of  the  handler  to  collect 
the  a.ssessments  on  each  bale  shall  not 
relieve  the  handler  of  hi?  obligation  to 
remit  the  assessments  to  the  Cotton 
Board  as  required  in  ?s  1205.512  1205.513 
and  1205.51-^. 

§  1205.512  Collertine  lian.llors  and 
time  of  rolUctioii  of  $1  pir  biile 
a''»«'«>nu'nl. 

Collecting  handlers  and  the  tune  of 
collecting  tlie  $1  per  bale  assessment 
shall  be  as  follows: 

'a^  Except  as  provided  in  i  aragi-aph 
'b'  of  this  section,  any  person  who  pur- 
chases a  bale  of  cotton  from  the  pro- 
ducer of  the  cotton  shall  be  the  collect- 
mg  handler  for  such  cotton.  The  han- 
dler shall  collect  the  assessment  at  the 
time  tiie  handler  first  makes  any  pay- 
ment or  any  credit  to  the  producer's 
account  for  the  cotton.  The  handler 
shall  give  the  producer  a  receipt  indicat- 
ing payment  of  the  assessment. 

lb)  Any  cooperative  marketmg  asso- 
ciation or  other  person  that  accepts  a 
bale  of  cotton  from  tiie  producer  of  the 
cotton  under  an  oral  or  written  contract 
or  agreement  providing  for  the  market- 
ing of  the  cotton  shall  be  the  collecting 
handler  for  such  cotton.  Such  associa- 
tion or  person  shall  collect  the  assess- 


ment regardless  of  whether  the  cotton 
is  marketed  or  tendered  to  CCC  for  price 
support  loan.  The  handler  shall  collect 
the  assessment  at  the  time  the  handler 
first  makes  any  cash  advance,  any  pay- 
ment, or  any  credit  to  the  producer's 
account  for  the  cotton.  The  handler 
shall  give  the  producer  a  receipt  indicat- 
ing payment  of  the  assessment. 

<ci  For  bales  of  cotton  tendered  to 
CCC  for  Form  A  loan,  except  bales 
tendered  pursuant  to  paragraph  ib)  of 
this  section; 

a»  The  ASCS  County  Office  shall  be 
tlie  collecting  handler  except  as  pro- 
vided in  subparagraph  i2i  of  this  para- 
graph. The  ASCS  County  Office  shall 
collect  the  assessment  when  it  makes  dis- 
bursement based  on  the  Form  A  loan 
documents.  The  producer's  copy  of  the 
Cotton  Producer's  Note  <Form  CCC  Cot- 
ton A )  shall  show  payment  of  the  assess- 
ment and  shall  constitute  the  producer's 
receipt  for  payment  of  tlie  assessment. 

•  2  I  Any  person  t  other  than  an  ASCS 
County  Office'  who  advances  to  the  pro- 
ducer the  loan  value  of  the  cotton  as 
shown  on  a  Cotton  Producer's  Note 
I  Form  CCC  Cotton  A'  shall  be  the  col- 
lecting handler  for  such  cotton.  The 
handler  shall  collect  the  $1  per  bale 
assessment  at  the  time  the  handler 
makes  any  advance  to  the  producer  on 
the  loan  value  of  U.e  cottx)n.  The  han- 
dler shall  give  the  producer  a  receipt 
indicating  payment  of  Uie  a.ssessment. 

idi  Any  person  who  purchases  cotton 
m  the  cotton  field  where  produced  or 
who  purchases  seed  cotton  or  unbaled 
lint  cotton  from  the  producer  of  tlie 
cotton  shall  be  the  collecting  handler. 
The  handler  shall  collect  the  assessment 
at  the  time  such  cotton  Is  ginned  and 
.-hall  give  the  producer  a  receipt  indicat- 
ing pa>-ment  of  the  a.ssessment.  'When  a 
bale  is  ginned  that  contains  any  such 
cotton  purchased  iron\  more  than  one 
producer,  the  handler  shall  collect  each 
producer's  proportionate  share  of  the 
asse.ssment  and  shall  give  each  producer 
a  receipt  indicating  the  producer's  pro- 
portionate share  of  the  assessment 
payment. 

I  e  I  Any  person  who  purchases  cotton 
from  a  producer  wh.ereby  the  producer 
agrees  to  deliver  a  certain  quantity  of 
cotton  but  retains  tlie  right  to  establish 
the  price  at  some  future  date  shall  be  the 
collecting  handler  for  such  cotton.  The 
handler  shall  collect  the  $1  per  bale  as- 
sessment at  tiie  time  final  settlement  is 
made  on  the  cotton.  The  handler  shall 
give  the  producer  a  receipt  indicating 
payment  of  the  $1  per  bale  assessment. 

f  >  Any  person  who  consumes  domes- 
tically or  exports  cotton  of  his  own  pro- 
duction shall  be  tlie  collecting  handler 
for  such  cotton.  Such  handler  shall  pay 
the  assessment  to  the  Cotton  Board  at 
the  time  tlie  cotton  is  consumed  or 
exported. 

I  g)  Any  person  who  obtains  ownership 
of  a  bale  of  cotton  from  the  producer  of 
the  cotton  by  transfer  of  any  kind  or  by 
any  means,  under  conditions  other  than 
those  described  in  paragraph  (a',  fb), 
(c) ,  fd^  or  'e>  of  this  section  shall  be  the 
collecting  handler  for  such  cotton  Such 
handler  shall  collect  the  assessment  at 
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the  time  he  takes  owTiership  of  the  cot- 
ton. The  handler  shall  give  the  producer 
a  receipt  indicating  payment  of  the 
assessment. 

(h>  In  the  event  of  a  producer's  death, 
bankruptcy,  receivership,  or  incapacity 
tx>  act.  the  representative  of  the  producer, 
or  hLs  estate,  or  the  person  acting  on  be- 
half of  creditors,  shall  be  considered  the 
producer  of  the  cotton  for  the  purposes 
of  this  section  and  §  1205.520. 

§  120.". ,"!.'?  (olio  liiiK  haiulliri  atu!  time 
of  collection  of  tlic  siii>pl«-iiieiital 
assessment; 

Collecting  handlers  and  the  time  of 
collecting  the  supplemental  a.ssessment 
shall  be  as  follows: 

(a)  E.xcept  as  provided  in  paragraph 
(b)  of  this  section,  any  person  who  pur- 
chases a  bale  of  cotton  from  the  pro- 
ducer of  the  cotton  .shall  be  the  collect- 
ing handler  for  such  cotton.  The  han- 
dler shall  collect  the  supplemental  as- 
sessment at  tlie  time  the  handler  first 
makes  any  payment  or  any  credit  to  the 
producer's  account  for  the  cotton.  The 
handler  shall  give  the  producer  a  receipt 
indicating  payment  of  tlie  supplemental 
assessment. 

<b)  Any  cooperative  marketing  asso- 
ciation or  other  person  that  accepts  a 
bale  of  cotton  from  the  producer  of  the 
cotton  under  an  oral  or  written  contract 
or  agreement  providing  for  the  market- 
ing of  the  cotton  shall  be  the  collecting 
handler  for  such  cotton.  Such  associa- 
tion or  person  shall  collect  the  supple- 
mental assessment  regardless  of  whether 
the  cotton  is  marketed  or  tendered  to 
CCC  for  price  support  loan.  The  handler 
shall  collect  the  supplemental  assessment 
at  the  time  the  handler  first  makes  any 
cash  advance,  any  payment,  or  any  credit 
to  the  producer's  account  for  the  cotton. 
Supplemental  assessments  due  on  any 
subsequent  cash  advances,  payments,  or 
credits  to  the  prcxiucer's  accovmt  .=;hall  be 
collected  by  the  handler  at  the  time  final 
settlement  is  made  on  the  cotton.  The 
handled  shall  give  the  producer  a  receipt 
each  time  a  supplemental  assessment  is 
collected. 

ici  For  bales  of  cotton  tendered  to 
CCC  for  Form  A  loan,  except  bales 
tendered  pursuant  to  paragraph  'bi  of 
this  section: 

(1)  The  ASCS  Coimty  Office  shall  be 
the  collective  handler  except  as  pro- 
vided in  subparagraph  ( 2  >  of  this  para- 
graph. The  ASCS  County  Office  .shall 
collect  the  supplemental  g.sses.-;ment 
when  it  makes  disbursement  based  on  the 
Form  A  loan  value  of  cotton  The  pro- 
ducer's copy  of  the  Cotton  Producer's 
Note  (Form  CCC  Cotton  Ai  shall  show- 
payment  of  the  supplemental  assessment 
and  shall  constitute  the  producer's  re- 
ceipt for  payment  of  the  supplemental 
assessment. 

t2i  Any  person  (other  than  an  ASCS 
County  Office'  who  .idvances  to  the  pro- 
ducer the  loan  value  of  the  cotton  as 
shown  on  a  Cotton  Producer's  Note 
•  Form  CCC  Cotton  .\i  shall  be  the  col- 
lecting handler  for  such  cotton.  The 
handler  shall  collect  the  supplemental 
assessment    at    the    time    the    handler 


makes  any  advance  to  the  producer  on 
the  loan  value  of  the  cotton.  The  han- 
dler shall  give  the  producer  a  receipt 
indicating  payment  of  the  supplemental 
assessment. 

id>  Any  person  who  (i)  purchases  a 
producer's  equity  in  cotton  tendered  to 
CCC  for  Form  A  loan  or  (2)  purchases 
cotton  that  a  producer  has  redeemed 
from  the  Form  A  loan,  shall  be  the  col- 
lecting handler  for  that  portion  of  the 
total  supplemental  assessment  not  col- 
lected imder  Paragraph  (c)  of  this  sec- 
tion. The  handler  shall  give  the  producer 
a  receipt  indicating  payment  of  that  por- 
tion of  the  supplemental  assessment. 

le)  Any  person  who  purchases  cotton 
in  the  cotton  field  where  produced  or 
who  purchases  seed  cotton  or  unbaled 
lint  cotton  from  the  producer  of  the 
cotton  shall  be  the  collecting  handler. 
The  handler  shall  collect  the  supplemen- 
tal assessment  at  the  Mme  such  cotton  is 
ginned  and  shall  give  the  producer  a  re- 
ceipt indicating  payment  of  the  supple- 
mental assessment.  'When  a  bale  Is 
ginned  and  baled  that  contains  any  such 
cotton  purchased  from  more  than  one 
producer,  the  handler  shall  collect  each 
Ijroducer's  proportionate  share  of  the 
supplemental  assessment  and  shall  give 
each  producer  a  receipt  indicating  the 
producer's  proportionate  share  of  the 
supplemental  assessment  payment. 

if)  Any  person  who  purchases  cotton 
from  a  producer  whereby  the  producer 
agrees  to  deliver  a  certain  quantity  of 
cotton  but  retains  the  right  to  establish 
the  price  at  some  future  date  shall  be  the 
collecting  handler  for  such  cotton.  The 
handler  shall  collect  the  supplemental 
assessment  at  the  time  final  settlement  is 
made  on  the  cotton.  The  handler  shall 
give  the  producer  a  receipt  indicating 
payment  of  the  supplemental  assessment. 

( g  I  Any  person  who  consumes  domes- 
tically cotton  of  his  own  production  shall 
be  the  collecting  handler  for  such  cotton. 
The  handler  shall  pay  the  supplemental 
assessment  at  the  time  of  consumption 
on  the  basis  of  a  market  value  deter- 
mined in  consultation  with  the  Cotton 
Board. 

<  h )  Any  person  who  exports  cotton  of 
his  own  production  shall  be  the  collect- 
ing handler  for  such  cotton.  Such  han- 
dler shall  pay  the  supplemental  assess- 
ment on  the  basis  of  che  current  value  of 
cotton  as  reflected  on  the  export  settle- 
ment document. 

ii>  Any  person  who  obtains  ownership 
of  a  bale  of  cotton  from  the  producer  of 
the  cotton  by  transfer  of  any  kind  or  by 
any  means,  under  conditions  other  than 
those  described  in  paragraph  (a^,  (b), 
fc).  idi,  te),  or  <f)  of  this  section  shall 
be  the  collecting  handler  for  such  cotton. 
Such  handler  shall  collect  the  supple- 
mental assessment  at  the  time  he  takes 
ownership  of  the  cotton.  The  handler 
shall  aive  the  producer  a  receipt  indicat- 
ing payment  of  the  supplemental  assess- 
ment. 

I  j »  In  the  event  of  a  producer's  death, 
bankruptcy,  receivership,  or  incapacity 
to  act,  the  representative  of  the  producer, 
or  his  estate,  or  the  person  acting  on  be- 
half of  creditors,  shall  be  considered  the 


producer  of  the  cotton  for  the  purposes 
of  this  section  and  §  1205.520. 

§  1205.514      Remittance  to  Cotton  Board. 

Each  collecting  handler  shall  transmit 
assessments  and  reports  on  assessments 
to  the  Cotton  Board  as  follows : 

(a)  Reporting  periods.  Each  calendar 
month  shall  be  a  reporting  period  and 
the  period  shall  end  at  the  close  of  busi- 
ness on  the  last  day  of  the  month. 

(b)  Reports.  Each  collecting  han- 
dler shall  make  reports  on  forms  made 
available  or  approved  by  the  Cotton 
Board.  Each  collecting  handler  shall 
prepare  a  separate  report  form  each 
reporting  period  for  each  gin  from  which 
such  handler  handles  cotton  on  which  he 
is  required  ot  collect  the  assessments 
during  the  reporting  period.  Each 
report  shall  be  mailed  in  duplicate  to  the 
Cotton  Board  within  10  days  after  the 
close  of  the  reporting  period  and  shall 
contain  the  following  information : 

( 1 )  Date  of  report. 

(2)  Reporting  period  covered  by 
report. 

(3)  Gin  code  number. 

(4)  Name  and  address  of  handler. 

(5)  Listing  of  all  producers  from 
whom  the  handler  was  required  to  col- 
lect the  assessments,  their  addresses,  and 
total  number  of  bales,  gross  price  per 
pound,  and  total  assesments  collected 
and  remitted  for  each  producer. 

(6)  Date  of  last  report  remitting  as- 
sessments to  the  Cotton  Board. 

(c)  Remittances.  The  collectiiig  han- 
dler shall  remit  all  assessments  to  the 
Cotton  Board  with  the  report  required 
in  paragraph  (b)  of  this  section.  All 
remittances  sent  to  the  Cotton  Board  by 
collecting  handlers  shall  be  by  check. 
draft,  or  morjey  order  payable  to  the 
order  of  the  "Cotton  Board."  All  remit- 
ances  shall  be  received  subject  to  col- 
lection and  payment  at  par. 

§  1205.515      Receipts  for  payment  of  a-- 
sessments. 

Each  collecting  handler  who  is  re- 
quired by  S  12.05.512  and  §  1205.513  to 
give  the  producer  a  receipt  showins  pay- 
ment of  cotton  research  and  promotion 
assessments  shall  provide  the  producer 
with  an  invoice  or  .settlement  sheet  for 
the  cotton.  Such  document  shall  serve  as 
a  receipt  and  shall  contain  the  following 
information: 

(a)  Name  and  address  of  collecting 
handler. 

(b)  Gin  code  number  of  gin  at  which 
cotton  was  ginned. 

(c)  Name  and  address  of  producer 
who  paid  assessment. 

(d)  Number  of  bales  on  which  assess- 
ment was  paid. 

<ei  Gross  price  per  pound  received  by 
the  producer. 

(f)  Total  assessments  paid  by  the 
producer. 

(g)  Date  on  which  assessments  were 
paid  by  the  producer. 

Refunds 

§  1205.520      Procedure   for   ohl;iinin^   re- 
fund. 

Each  cotton  producer  against  whose 
cotton  any  assessments  are  made  and 


FEDERAL  REGISTER,    VOL     42,    NO.    110 — WED^4ESDAY,    JUNE   8,    1977 


PROPOSED   RULES 


2931< 


collected  pursuant  to  this  subpart  may 
obtain  a  refund  of  such  assessment  only 
by  following  the  procedures  prescribed 
in  this  section. 

I  a  '  Application  form.  A  producer  shall 
obtain  a  refund  application  form  from 
the  Cotton  Board.  Such  form  may  be 
obtained  by  written  request  to  the  Cotton 
Board  and  the  request  shall  bear  the 
producer's  signature  or  his  properly 
witnessed  mark. 

ibi  Submission  of  refund  application 
to  Cotton  Board.  Any  producer  request- 
ing a  refund  shall  mail  an  application  on 
the  prescribed  form  to  the  Cotton  Board 
within  90  days  from  the  date  the  assess- 
ments were  paid  on  the  cotton  by  such 
producer.  Tlie  refund  application  shall 
show  (li  producer's  name  and  address; 
<2)  collecting  handler '.s  name  and  ad- 
dress: i3>  gin  code  number;  (4i  number 
of  bales  on  which  refund  Is  requested; 
<5)  total  amount  to  be  refunded;  '6) 
date  or  Inclusive  datps  en  which  assess- 
ments were  paid:  and  i?'  the  producer's 
signature  or  properly  witnessed  mark. 
'Wliere  more  than  one  producer  shared  in 
the  assessment  payment  on  cotton,  joint 
or  separate  refund  application  forms  may 
be  filed.  In  any  such  case  the  refund 
application  shall  show  the  names, 
addresses  and  proportionate  shares  of 
all  such  producers.  The  refund  applica- 
tion form  shall  bear  the  signature  or 
properly  witnessed  mark  of  each  pro- 
ducer seeking  a  refund. 

<c'  Proof  of  payjJient  of  assessments. 
The  receipt  given  to  the  producer  by  the 
collecting  handler,  or  a  copy  thereof,  or 
such  other  evidence  satisfactory  to  the 
Cotton  Board,  shall  accompany  the  pro- 
ducer's refund  application.  "Withir.  60 
days  from  the  date  the  properly  executed 
application  for  refund  is  received  by  the 
Cotton  Board,  the  Cotton  Board  shall 
make  remittance  to  the  producer.  For 
joint  applications,  the  remittance  shall 
be  made  payable  jointly  to  all  eUgible 
producers  signing  the  refund  applica- 
tion form.  Receipts  submitted  with  re- 
fund applications  shall  be  returned  to 
the  producer  with  his  refund  by  the  Cot- 
ton Board. 

Warehouse  Receipts 

§  120.'j.52j      Entr>-   of   gin   code   numlxr. 

For  each  bale  of  cotton  ginned  on  or 
after  June  10.  1967,  the  warehouse  that 
first  receives  the  bale  for  storage  after 
ginning  shall  enter  the  gin  code  number 
of  the  gin  at  which  the  bale  was  ginned 
on  the  warehouse  receipt  issued  for  the 
bale. 

Reports  and  Records 

§  120o,.')30      Gin    reports    and    reporting 
seiiedule. 

(at  Gin  reports.  Each  year  each  cot- 
ton gin  in  the  United  States  shall  submit 
reports  to  the  Cotton  Board  on  forms  or 
certificates  made  available  or  approved 
by  the  Cotton  Board  as  follows: 


(1)  End-of-season  report.  Except  as 
provided  in  subparagraph  '2i  of  this 
paragraph,  each  gin  shall  report  to  the 
Cotton  Board  an  alphabetical  listing  of 
producer  names.  th^iT  addresses,  and  the 
number  of  bales  ginned  for  each  such 
producer  during  its  ginning  season. 

(2)  Certificate  in  lieu  of  cnd-of -sea- 
son report.  If  a  gin  is  the  collectmg  han- 
dler on  every  bale  gimied  at  such  gm  and 
collecting  handler  reports  and  remit- 
tances of  assessments  have  been  made  in 
accordance  with  §  1205.514.  a  certifica- 
tion to  that  effect  may  be  made  to  the 
Cotton  Board  in  heu  of  an  end-of-season 
report. 

-ib»  Reporting  schedule.  The  schedule 
lor  submitting  gin  reports  is  as  follows: 

1 1  •  Each  gin  that  completes  ginning 
operations  prior  to  January  16  shall 
make  a  report  to  the  Cotton  Board  within 
10  days  after  completion  of  ginning. 

i2i  Each  gin  that  operates  on  or  after 
January  16  will  make  a  report  to  the 
Cotton  Board  not  later  than  January  25 
covering  bales  ginned  through  Jan- 
uary 15. 

<3>  Each  gin  that  operates  after  Jan- 
uary 15  shall  make  a  supplemental  report 
to  the  Cotton  Board  within  10  days  after 
the  close  of  ginning  operations  covering 
bales  ginned  after  January  15. 

g  1203.:'531      Record*. 

Each  handler  required  to  make  reports 
pursuant  to  this  subpart  shall  maintain 
such  books  and  records  as  are  necessary 

to  verify  the  reports. 

§  1205.5.^2       Relcnliim  perit>d  for  report- 
and  records. 

Each  handler  required  to  make  re- 
ports pursuant  to  this  subpart  shall  re- 
tain for  at  least  2  years  beyond  the 
marketing  year  of  their  applicability: 
•  a)  One  copy  of  each  report  made  to 
the  Cotton  Board:  and  (b)  such  books 
and  records  as  are  necessary  to  verify 
such  reports. 

§  1205.533      .Availabilil>    of    reports    and 
records. 

Each  handler  required  to  make  re- 
ports pursuant  to  this  subpart  shall  make 
available  for  inspection  by  the  Cotton 
Board,  including  its  designated  em- 
ployees, and  the  Secretary  any  reports. 
books,  or  records  required  under  this 
subpart. 

Confidential  Information 

§  1205.540      rx>n(idential  books,  records, 
and  reports. 

All  information  obtained  from  the 
books,  records,  and  reixtrts  of  handlers 
and  all  information  with  respect  to  re- 
funds of  assessments  made  to  Individual 
producers  shall  be  kept  confidential  in 
the  manner  and  to  the  extent  provided 
for  in  I  1205.336.' 

(TO  Doc  77-16187  Filed  6-7-77:8:45  am] 


SMALL   BUSINESS 
ADMINISTRATION 

[  13CFR  Part  113  ] 

NONDISCRIMINATION    IN    FINANCIAL   AS 
SISTANCE  PROGRAMS  OF  SMALL  BUSI 
NESS       ADMINISTRATION— EFFECTUA 
TION   OF   POLICIES   OF    FEDERAL   GOV- 
ERr;MENT    AND    SBA    ADMINISTRATOR 

F.c,'Osed  Inclusion  of  the  Nondiscrimina- 
tion Sanctions  Contained  in  the  Equal 
Credit  Opportunity  Act  Amendments  of 
j.976,  and  the  Addition  of  Appendix  A  to 
Part  113 

AGENCY:    Small  Business  AdmmisU-a- 

tion. 

ACTION:  Notice  of  proposed  rule- 
making. 

SUMMARY:  This  proposed  amendment 
will  put  into  effect  the  requirements  of 
the  Equal  Credit  Opportunity  Act,  as 
amended,  by  making  it  unlawful  for  any 
recipient  creditor  to  discriminate  against 
any  apphcant  with  respect  to  any  aspect 
of  a  credit  transaction  because  of  race, 
color,  religion,  national  origin,  sex, 
marital  status,  age,  (provided  the  appli- 
cant has  the  capacity  to  contract),  be- 
cause all  or  part  of  the  applicants 
income  derives  from  any  public  assist- 
ance program,  or  because  the  applicant 
has  in  good  faith  exercised  any  right 
under  the  Consumer  Credit  Protection 
Act  It  also  adds  a  listing  of  the  types 
of  Federal  financial  assistance  which  are 
covered  by  this  part 

DATES:  Comments  must  be  received, on 
or  before  June  30,  1977. 

ADDRESS     Room  328.  1441  "L"  Street, 

N\V    Wa.shington.  DC.  20416. 

FOR  FURTHER  LNFORMATION  CON- 
TACT; 

J   Arnold  Peldman,  202-653-6589. 

Part  113  of  Chapter  1  of  Title  13  CFR 
is  hereby  amended  by:  1.  Redesignating 
.5  llS.Kbi  as  §  113.1(c>  and  adding  the 
following  as  §  113.1(b:i  : 

In  accordance  with  Pub.  L.  94-239,  15 
use  1691.  cited  as  the  Equal  Credit  Act 
Amendments  of  1976.  It  is  imlawful  for 
any  recipient  creditor  to  discriminate 
against  any  applicant,  with  respect  to 
any  aspect  of  a  credit  transaction,  be- 
cause of  race,  color,  rehgion,  national 
origin,  sex,  marital  status,  age  "provided 
tlie  applicant  has  the  capacity  to  con- 
tract i,  because  all  or  part  of  the  appli- 
cant's Income  derives  from  any  public 
assistance  progi-am.  or  because  the  ap- 
plicant has  in  good  faiUi  exercised  any 
right  under  the  Consumer  Credit  Protec- 
tion Act. 

2.  Addmg  §  113.3ie)  to  read:  "With  re- 
gard to  the  granting  of  credit  by  all 
recipient  creditors,  discriminate  against 
any  applicant,  with  respect  to  any  a-spect 
of  a  credit  transaction,  because  of  race, 
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color,  religion.  ndCional  origin,  sex,  mar-  gram,  or  because  the  applicant  has  in 

ital  status,  age  i  provided  the  apphcant  good  faith  exercised  any  right  under  the 

has  the  capacity  to  contract',  because  Consumer  Credit  Protection  Act. 

all  or  part  of  tlie  apphcant's  income  de-  3.  Adding  Appendix  A  to  the  end  of 

rives  from   anj'   public   assistance   pro-  Part  113. 

Appendix  A 
Name  of  program  Authority 

Regular  business  loans Small  Business  Act.  sec.  7(a) . 

Economic  opportunity  loans Small  Easiness  Act.  sec.  7(1)  ( formerly  Title  IV  of 

the  Economic  Opportunity  Act) . 

Pool    loans Small  Business  Act.  sec.  7(a)  (5) . 

Displaced  business  loans.. Small  Business  Act,  sec.  7(b)  (3) . 

Handicapped  assistance  loans Small  Business  Act,  sec.  7(h) . 

Debtor  Small  business  Investment  com-     Small  Business  Investment  Act,  Title  III. 
panics  and  their  small  business  con- 
cerns 
Debtor  local  development  company  loans     Small  Business  Investment  Act,  sec.  502. 
(502)    and   their  small   business   con- 
cerns. 
Debtor     State     Development     company     Small  Business  Investment  Act,  sec.  601. 
loans   (501)    and  their  small  business 
concerns. 

Lease  guarantees Small  Business  Investment  Act,  Title  rv. 

Surety  bond  guarantees Small  Business  Investment  Act.  Title  IV,  pt.  B. 

Disaster  loaiu : 

Physical.  Including  riot Small  Business  Act.  sec.  7(b)(1)  as  amended  by 

sees.  231,  234.  and  237  of  the  Disaster  Relief  Act 
or  1970,  Public  Law  92-385.  Public  Law  93-24, 
and  Public  Law94-68. 

Economic    Injury Small  Buslne>is  Act.  sec.  7(b)  (2),  as  amended  by 

sees.  231  and  234  of  the  Disaster  Relief  Act  of 
1970,  Public  Law  92-385.  Public  Law  93-24.  and 
Public  Law  94-68. 

Product    disaster Small  Business  Act.  sec.  7(b)  (4);  Public  Law  92- 

385,  Public  Law  93-24,  and  Public  Law  94-68. 
Coal  mine  health  and  safety  loans..     Small  Busness  Act,  sec.  7(b)  (5) . 

Consumer    protection Do. 

Occupational  safety  and  health Do. 

Other    regulatory Do. 

Strategic     arms     economic     Injury     Small  Business  Act,  sec  7(b)  (6) . 
loans. 

Air  pollution  control  loans Small  Bu!;lness  Act,  sec.  7(b)  (5) . 

Base  closing  economic  injury Small  Business  Act,  sec.  7(b)  (7). 

Water  pollution  control  loans Small  Business  Act,  sec.  7(g)  (I) . 

Emergency     energy     shortage     eco-     Small  Business  Act,  sec.  7(b)  (8). 
nomlc  Injury. 

Dated;   May  28,  1977. 
(All  SBA  Programs  listed  In  the  Catalog  of  Federal  Domestic  Assistance  Program  under  Nos. 
69.001-59.025,  except  59.005-59.007,  59.009.  and  59.019.) 

A,  Vernon  Weaver, 

Administrator. 

I  FR  DfK-  77-16154  Filed  6-7-77.8:45  am] 


PENSION    BENEFIT   GUARANTY 
CORPORATION 

[  29  CFR  Part  2610  ] 

VALUATION   OF   PI-AN    BENEFITS 

Notice  of  Proposed  Rulemaking 

AGENCY:     Pen.^ion     Benefit,     Guaranty 
Corporation. 

ACTION    Proposed  rule. 

SUMM.ARV  Tins  prot>osed  i-ule  pre- 
h'jnoe.s  the  rate.s  and  factors  to  be  used 
for  valuuig  plan  benefits  under  Title 
IV  of  the  Employee  Retirement  Income 
Security  Act  of  1974  for  plans  that  ter- 
minated on  or  after  December  1.  1976. 
but  before  March  1.  1977.  It  is  neces- 
sar>-  becau.se  the  PBGC  has  not  yet  pub- 
lished valuation  rates  and  factors  for 
plans  that  terminated  during  the  period 
covered  by  the  rule.  The  rule's  effect  Is 
to  provide  notice  of  the  rates  and  factors 
that  will  be  used  to  value  benefits  pro- 
vided under  such  plans. 
D.^TES  Comments  should  be  .submitted 
on  or  before  July  8,  1977. 


ADDRESSES :  Comments  should  be  sent 
to:  Office  of  the  General  Counsel,  Pen- 
sion Benefit  Guaranty  Corporation. 
Suite  7200.  2020  K  Street  NW.,  Wash- 
ington. DC  20006.  Copies  of  written 
comments  will  be  available  for  examina- 
tion in:  Office  of  Communications,  Pen- 
sion Benefit  Guaranty  Corporation, 
Suire  7100.  2020  K  Street  NW.,  Wash- 
ington. DC  between  the  hours  of  9 
am.  and  4  p.m. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  E  Seals.  Staff  Attorney,  Office 
of  the  General  Counsel.  Pension  Bene- 
fit Guaranty  Corporation,  2020  K 
Street  NW.,  Washington,  D.C.  2006 
I  202-254-4895  > 

SUPPLEMENT.^RY  INFORMATION: 
On  November  3.  1976.  the  Pension 
Benefit  Guaranty  Corporation  (the 
"PBGC"'  issued  an  interim  regulation 
establishing  the  methods  for  valuing 
plEin  benefits  under  Title  IV  of  the  Em- 
ployee Retirement  Income  Security  Act 
of    1974    'the      Acfi.    '41    FR   48484   et 


seq.>.  The  regulation  included  an  ap- 
pendix containing  rates  and  factors  to  be 
used  to  value  benefits  in  plans  that 
terminate  on  or  after  September  2.  1974. 
but  before  October  1.  1975. 

On  November  3.  1976,  and  January  26. 
1977,  PBGC  published  for  comment  in 
the  FEDERAL  Register  additional  rates 
and  factors  for  valuing  benefits  in  plans 
that  terminate  on  or  aft-er  September 
2,  1974,  but  before  December  1  .1976  '41 
FR  48503  et  seq..  42  FR  4862  et  seq  > . 

PBGC  has  now  developed  rat«s  and 
factors  to  value  benefits  in  plans  that 
terminate  on  or  aft€r  December  1.  1976. 
but  before  March  1,  1977. 

Each  person  submitting  comments  on 
this  proposal  should  include  his  her 
name  and  address,  identify  this  notice 
and  give  reasons  for  any  recommenda- 
tion. The  propo.sal  may  be  changed  in  tlie 
light  of  comments  received 

Notice  is  hereby  given  that  the 
PBGC  proposes  to  amend  Chapter 
XXIV  of  Title  29  of  the  Code  of  Fed- 
eral Regulations  to  provide  valuation 
factors  for  plans  that  terminate  on  or 
after  December  1.  1976,  but  before  March 
1,    1977. 

In  consideration  of  the  foregoing,  it 
is  proposed  to  amend  Part  2610  of  Chap- 
ter XXIV  of  Title  29,  Code  of  Federal 
Regulations,  by  adding  a  new  Table  VII 
to  Appendix  B  to  read  as  follows: 
Appendix  B 
*  *  «  «  * 

VII.  The  following  interest  rates  and'quan- 
tltles  used  to  valvie  benefits  shall  be  effec- 
tive for  plans  that  terminate  on  or  after 
December  1,  1976,  but  before  March  1,  1977 

TABLE  I. INTEREST  RATB  FOR  VALUING 

1MMEDI.\TE  ANNUITIES 

An  Interest  rate  of  7  percent  shall  be 
used  to  value  Immediate  annuities,  to  com- 
pute the  quantity  "G"  In  §  2610.6,  and  for 
valuing  both  portions  of  a  cash  refund  an- 
nuity. 

TABLE  n. — INTEREST  RATE  FOR  VALUING 

DE.\TH  BENEFITS  * 

An  interest  rate  of  5  percent  shall  be 
used  to  value  death  benefits  other  than  the 
decreasing  term  insurance  portion  of  a  ca.sh 
refund  annuity  pursuant  to  §  2610  8. 

TABLK     m. IKTERJEST     RATES      AND      QUANTITIES 

USED  TO  VALUE  DEFERRED  .^^•^IUITIES 

The  following  factors  shall  be  used  to 
value  deferred  annuities  pursuant  to  ?  2610.6: 

kl=:  1.0625 
k2=  1.0475 
k3  =  l  0375 
nl  =  7 
n2=10 

(Authority:  Sees.  4002(b)(3).  4041(b).  4044. 
4062'(b)  (1)  (A).  Pub.  L.  93-406.  88  Stat  1004. 
1020,  1025-27,  1029  (29  U.S.C.  1302(b)(3)), 
1341(b).  1344,  1362(b)(1)(A)).) 

Issued  at  Washington,  DC  .  on  this 
19th  day  of  May  1977. 

Ray  Marshall, 
Chairman,  Board  of  Directors. 
Pension     Benefit     Guaranty 
Corporation. 

Issued  on  the  date  set  forth  above, 
pursuant  to  a  resolution  of  the  Board 
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of  Directors  authorizing  its  Chairman  to 
Issue  same. 

Henry  Rose. 

Secretary.  Pension  Benefit 
Guaranty  Corporation. 

|FRr)oc.77-16134  Filed  6-7-77:8:45  am] 

GENERAL  SERVICES 
ADMINISTRATION 

National  Archives  and  Records  Service 

[ADM  7900  ] 

[41    CFR   Part  105-65] 

NATIONAL   HISTORICAL    PUBLICATIONS 
AND   RECORDS   COMMISSION 

Grant  Procedures 

AGENCY:  National  Archives  and  Rec- 
ords Service,  GSA. 

ACTION:  Proposed  rule. 

SUMMARY:  This  proposed  rule  pre- 
."^cribes  procedures  to  be  followed  in  ap- 
plying for  and  administering  National 
Historical  Publications  and  Records 
Commission  granu'^.  Tlie  Commi.ssion  has 
decided  to  take  this  action  to  make  its 
procedures  more  available  to  the  public. 

DATES:  Comment?  mu.«t  be  received  on 
or  before  July  8.  1977 

ADDRESSES:  Comments  should  be  ad- 
dressed to:  General  Services  Administra- 
tion iNP'.  Washington.  DC.  20408. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  G  Burke.  Executive  Director. 
National  Historical  Pubhcation.s  and 
Records  Commission  iNP'.  Washing- 
ton. D.C.  20408.  202-724-1083. 

It  IS  proposed  to  amend  41  CFR  Chap- 
ter 105  by  iiddmfr  new  Part  105-65  as 
follows : 

PART  105-65 — NATIONAL  HISTORICAL 
PUBLICATIONS  AND  RECORDS  COM- 
MISSION 

Sec. 

105-65.000  Scope  of  pan. 

105-65  001  Definitions. 

105-65  002  Purpose  of  the  Commission. 

105-65.003  Proizrani-    of   the   CommLssion 

Subpart  105-65.1 — National  Historical 
Publications  Program 

105-65  100         General 

105-65.101  Scope  and  purpose 

106-65.102  Organization. 

106-65.103  Letterpres!=  publication  proj- 
ect* 

105-65,103-1     General. 

105-65.103-2     Subsidies  for  printing  costs. 

105-65  104  Microform  pvibllcatlon  proj- 
ects- 

105-65  104-1     General. 

105-65  104-2     Standards. 

Subpart  105-65.2 — National  Historical  Records 
Program 

105-65  200         General. 

105-65.201         Scope  and  purpose 

106-65.203         Organization. 

105-65.203  State  records  program  organi- 
zation. 

106-65.203-1  State  Hlatorical  Records  Coor- 
dinator. 

10&-e5.203-3  State  Historical  Records  Advi- 
sory Board. 


Subpart  106-65  3 — G'ant  Procedure!. 


105-65.300         Types  of  grants. 

105^  65.301         Grant  limitations. 

1 05  65  .302         Grant  applications 

105-65  302-1      Who  may  apply. 

105-65.302-2     Where  to  apply 

105-65.302-^     When  to  apply. 

105-65.303         Application  requirements 

105-65.303-1     Project  proposals 

105-65303-2     Proposed  budgets 

105-65  304  Review  and  evaluation  of  rec- 
ords project  proposals. 

105-65.305  Grant  adminlstra'ion  respon- 
sibilities. 

105-65.306         Grant  instrument 

105-65.307         Grant  period  and  payments. 

105-65.308  Adherence  to  original  budget 
estimates. 

105-65.309  Adherence  to  original  project 
objectives. 

105-65.310         Grar.t  reports 

105-65.311         Safety  precautions 

105-65.312         Acknowledgement. 

105-65.313         Revocation  of  grants. 

105-65.314  Transfer  of  grants  to  other  in- 
stitutions. 

105-65.315         Repayment  of  grant  funds 

105-65.316  Responsibility  for  exceeding 
grant  funds. 

105-65.3n  Records,  accounting  practices, 
,  and  audit 

105  65.318  Compliance  with  Government- 
wide  requirements. 

AuTHoRrTY:  The  provisions  of  this  Pait  106- 
65  are  issued  under  sec.  205(c).  63  Stat  390: 
40  U.SC.  486(c);  and  44  U.S.C.  25. 

§  I0.>-<>5.000      Scope  of  part. 

This  part  pre.-^cribes  the  procedures 
and  rules  governing  the  operation  of  the 
programs  of  the  National  HL'^torical  Pub- 
lications and  Records  Comnnssion. 

§   '05-65.001       Dtfiiiitions. 

lai  The  term  •Commission  '  means  the 
National  Historical  Publications  and 
Records  Comrr.ission  or  the  Chairman  of 
tlie  Commission  or  tlie  Executive  Direc- 
tor of  the  Commission,  acting  on  the 
Commission's  behalf. 

ibi  The  term  "hL-torical  records" 
means  unpublished  record  material  hav- 
ing permanent  or  enduring  value  regard- 
less of  physical  form  or  characteristics. 
including  but  not  limited  to  manuscripts, 
personal  papers,  official  records,  maps, 
and  audiovisual  materials 

ic)  The  term  "State"  means  all  50 
States  of  the  Union,  plus  Puerto  Rico,  the 
Virgin  L^lands.  Guam.  American  Samoa. 
the  Trust  Territories,  and  the  District  of 
Columbia 

§   105.65.002       l'iir[>o>r    of     iIm-    l.<!iiiiui!- 

The  NaUonal  HLslorical  Publications 
and  Records  Commission  makes  plans. 
estimates,  and  reconimendations  regard- 
ing the  preservation  '^nd  u.sc  of  historical 
records  that  may  be  important  for  an 
understanding  and  appreciation  of  the 
iristory  of  the  United  States  It  also  co- 
operates with  and  encourages  appropri- 
ate Federal,  State  and  local  agencies  and 
nongovernmental  institutions  in  collect- 
ing and  preserving  .and.  when  it  consid- 
ers it  desirable,  m  editing  and  publishing 
the  records  of  outstanding  citizens, 
groups,  or  Institutions  and  other  impor- 


tant documents.  On  recommendation  of 
tlie  Conmnssion.  the  Administrator  of 
General  Services  makes  allocations  to 
Federal  agencies  and  grants  to  State  and 
local  agencies  and  to  nonprofit  organi- 
sations and  institutions  in  support  of 
these  programs. 

§  105-65.003      Procrani-  of  ih«'  ^unlnli^- 
«.io:i. 

The  Commission  operates  primarily 
through  a  National  Historical  Publica- 
tions Program  (Subpart  105-65,1)  and  a 
National  Historical  Records  Program 
•  Subpart  105-65.2', 

Subpart  105-65.1 — NationrI  Historical 
Publications  Program 

fe  105-65.100      <.on.ral. 

This  subpart  de.scribes  the  sco;>e.  inr- 
pose.  and  organization  of  the  National 
HLstorical  Pubhcations  Program  and  pre- 
scribes requirements  ipplicable  to  letter- 
press and  microform  publication  proj- 
ects. Grant  application  and  administra- 
tion procedures  are  given  in  Subpart  105- 
65.3. 
t;  105-65.101      .*s«-opo  and  |inrpo>o. 

The  National  Historical  Pubhcations 
Program  is  intended  to  ensure  the  dis- 
semination and  accessibility  of  documen- 
tar>-  source  material  important  to  the 
study  and  understanding  of  U.S.  history. 
Projects  should  therefore  be  based  upon 
material  of  widespread  interest  among 
scholars,  students,  and  informed  citi- 
zens. Documents  should  have  historical 
value  and  interest  that  transcend  local 
and  State  boundaries.  More  specific 
guidance  may  be  found  in  the  Commis- 
sion's "A  National  Program  for  the  Pub- 
lication of  Historical  Documents  A  Re- 
port to  the  President '  1 1954)  and  "A  Re- 
port to  the  President  Containing  a  Pro- 
posal by  the  National  Historical  Publica- 
tions Commission"  ( 1963 • .  and  in  various 
reports  of  advisory  committees  to  the 
Commission  which  contain  examples  of 
documentary  publication  projects  that 
the  Commission  feels  merit  consideration 
in  a  national  program  These  reports  are 
available  on  request  from  the  Commis- 
sion 'mailing  address  National  Histori- 
cal Pubhcations  and  Records  Commis- 
sion iNP).  Washington.  DC  20408'.  In 
carrying  out  tliis  program,  the  aim  of  tlie 
Commi-ssion  is  to  promote  the  highest 
quality  of  scholarship  without  undue  in- 
terferencee  or  control, 

§  10.5-65.102      Orsani/alion. 

The   Executive   Director,   the   Deputy 

Executive  Director  for  the  Pubhcations 
program,  and  the  stafif  of  the  Commis- 
sion administer  tlie  program  under  the 
guidance  of  the  Commission  and  the  im- 
mediate administrative  direction  of  its 
chairman,  the  ArchivLst  of  the  Unit«d 
States.  The  Commission  may  establish 
special  advisory  committees,  compased  of 
leading  historians,  archivisU'=,  and  other 
specialists,  to  assist  in  developing  plans 
for  desirable  projects  in  particular  areas 
and  to  review  and  make  recommenda- 
tions regarding  proposed  pro.iect.s. 
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§  l(l^(>.").  103       l^tlcrpreaa       publication 
projects. 

§  IOS-65.I03-1       r.rneral. 

Each  letterpress  publication  project 
shall  include  either  the  papers  of  a  U.S. 
leader  in  a  significant  phase  of  life  in 
the  United  States  or  documents  relating 
to  some  outstanding  event  or  to  some 
topic  or  theme  of  national  significance 
in  U.S.  histor>'.  These  projects  shall  con- 
sist of  collecting,  compiling,  etiiting.  and 
publishing,  either  selectively  or  compre- 
hensively, the  papers  or  documents.  Pub- 
lication may  be  in  the  form  of  letterpress 
only  or  letterpress  supplemented  by  mi- 
croform. One  copy  of  each  letterpress 
publication  should  be  deposited  with  the 
National  Historical  Publications  and 
Records  Commission  (NP).  Washington. 
DC  20408. 

§  100-65.10.1-2      Snhsidios    for   printing 

I'OSt-. 

•  a)  The  Commission  will  consider  ap- 
plications from  university  and  other 
nonprofit  presses  for  the  subvention  of 
part  of  the  costs  of  printing  and  manu- 
facturing volumes  in  series  that  have 
been  formally  endorsed  by  the  Commis- 
sion. Grants  not  exceeding  $10,000  per 
volume  are  recommended  to  reduce,  to 
that  extent,  demonstrated  losses  sus- 
tained by  the  presses  in  publishing  vol- 
umes essential  to  the  ^Commission's 
program. 

<  b  1  The  granting  of  a  subvention  shall 
be  used  to  encourage  Uie  highest  stand- 
ards in  the  production  of  volumes,  par- 
ticularly the  quality  of  paper  and  ink. 
From  time  to  time  the  Commi.'^.sion  will 
issue  a  statement  of  standards  applica- 
ble to  volumes  produced  under  subven- 
tion grants. 

( c  I  The  Commission  may  seek  the  as- 
sistance of  the  Association  of  American 
University  Presses  and  others  in  deter- 
mining the  allocation  of  funds  to  par- 
ticular presses  for  specific  volumes. 

(di  The  CommLssion  shall  receive  15 
complimentary  copies  of  each  published 
volume  for  which  a  subvention  grant  is 
made. 

§  lO,")— l^i."}.  101      Miiroform  puhlicalion 

projtTt*. 

§  103-63.101-1       (,.neral. 

Each  microform  publication  project 
shall  involve  the  arrangement  and  film- 
ing, with  adequate  editorial  apparatus. 
of  papers  of  national  significance  located 
in  repositories  throughout  the  United 
States.  The  grantee  sh;Ul  make  positive 
prints  and  all  finding  aids  resulting  from 
these  microform  project,'^  available  to  in- 
stitutions, scholars,  or  student.'^,  for  loan 
and  for  purchase  without  profit  Copies 
of  microform,  publications  need  not  be 
deposited  with  the  Commi.ssion,  but  the 
existence  of  all  such  microform  publica- 
tions should  be  reported  to  the  National 
Union  Cat.ilog  of  Manu.script  Collections 
at  the  Library  of  Congress.  At  least  500 
copies  of  all  finding  aids  shall  be  printed. 


of  which  50  copies  shall  be  supplied  to 
the  Commission. 

§  10.3-63.101-2      Standard*. 

The  Commission  from  time  to  time  is- 
sues technical  standards  which  will  be 
supplied  to  grantee  institutions  at  the 
time  a  grant  is  made  for  a  microform 
project.  These  standards  will  not  be 
changed  while  a  project  is  in  progress, 
but  new  technical  standards  may  be  is- 
sued and  made  applicable  to  other 
grantee  institutions  when  their  projects 
begin. 

Subpart  105-65.2 — National  Histoiical 
Records  Program 

§  103-63.200      Oneral. 

This  subpart  describes  the  scope,  pur- 
pose, and  organization  of  the  National 
Historical  Records  Program.  Grant  ap- 
plication and  administration  procedures 
are  given  in  Subpart  105-65.3. 

§  103—63.201      Scope  and  purpose. 

Through  its  national  historical  records 
program,  the  National  Historical  Pub- 
lications and  Records  Commission  en- 
courages a  greater  effort  at  all  levels  of 
government  and  by  private  organiza- 
tions to  preserve  and  make  available  for 
use  those  records,  generated  in  every 
facet  of  life,  that  further  and  imder- 
standing  and  appreciation  of  U.S. 
history.  In  the  public  sector,  these  hls- 
torlcai  records  document  significant  ac- 
tivities of  States,  county,  municipal,  and 
other  units  of  government.  In  the  pri- 
vate sector,  historical  records  include 
manuscripts,  personal  papers,  and  fami- 
ly or  corporate  archives  that  are  main- 
tained by  a  variety  of  general  reposi- 
tories as  well  as  materials  in  sp^ial 
collections  relating  to  particular  fields 
of  study,  including  the  arts,  business,  ed- 
ucation, ethnic,  and  minority  groups,  im- 
migration, labor,  politics,  professional 
.services,  religion,  science,  urban  affairs, 
and  women.  In  addition  to  supporting 
projects  relating  directly  to  a  body  of 
records,  the  Commission  may  also  sup- 
port projects  to  advance  the  state  of  the 
art.  to  promote  cooperative  efforts  among 
institutions  and  organizations,  and  to 
improve  the  knowledge,  performance, 
and  professional  skills  of  those  who  work 
with  historical  records. 

§  103-63.202      Orfranization. 

The  Executive  E>irector,  Deputy  Ex- 
ecutive Director  for  the  Records  Pro- 
gram, and  the  staff  of  the  Commission 
administer  the  records  program  under 
the  guidance  of  the  Commission  and  the 
immediate  administrative  direction  of 
its  chairman,  the  Archivist  of  the  United 
States.  The  Commission  may  establish 
special  advisory  committees,  composed 
of  leading  historians,  archivists,  and 
other  specialists,  to  assists  it  In  devel- 
ing  plans  for  desii-able  projects  in  par- 
ticular areas  and  to  review  and  make 
recommendatiCns  regarding  proposed 
projects. 


103—65.203      Slate   records   program   or- 
ganization. 

§  103-65.203-1      Slate  Historical  Records 
Coordinator. 

The  Governor  of  each  Stale  desiring 
to  participate  in  the  program  shall  ap- 
point a  State  Historical  Records  Coor- 
dinator (Coordinator  I .  who  shall  be  the 
full-time  professional  official  in  charge 
of  either  the  State  archival  agency  or 
the  State-funded  historical  agency.  If 
the  State  has  both  agencies,  the  official 
in  charge  who  is  not  appointed  Coordi- 
nator shall  be  a  member  of  the  State 
Historical  Advisory  Board.  The  Coordi- 
nator is  appointed  to  a  4-year  term  with 
the  possibility  of  renewal.  The  Coordi- 
nator shall  serve  as  chairman  of  the 
State  Historical  Records  Advisory  Board 
and  shall  be  the  central  coordinating 
officer  for  the  liistorical  records  grant 
program  in  the  State.  The  person  ap- 
pointed will  receive  no  Federal  compen- 
sation for  such  .service.  The  pamphlet 
"The  State  Historical  Records  Coordi- 
nator and  the  State  Historical  Records 
Advisory  Board:  Suggested  Roles  and 
Procedures,"  which  is  available  from  the 
Commission  and  from  State  Historical 
Records  Coordinators,  provides  further 
information  on  the  role  of  the  Coordi- 
nator. 

§  103-63.20."J-2      Stale  Historic  ;J  Records 
.Vdvisor>-  Board. 

(a)  The  Governor  of  each  State  de- 
siring to  participate  in  the  pro?ra.m  shall 
nominate  for  the  Commission's  approval 
a  State  Historical  Records  Advisory 
Board  (Board)  consisting  of  at  least 
seven  members,  including  the  State  His- 
torical Records  Coordinator,  who  chairs 
the  Board.  A  majority  of  the  members 
shall  have  recognized  professional  ex- 
perience in  administration  of  historical 
records  or  in  a  field  of  research  that 
makes  extensive  use  of  such  records. 
The  Board  shall  be  as  broadly  repre- 
sentative as  possible  of  the  public  and 
private  archival  and  research  institu- 
tions and  organizations  in  the  State. 
Board  members  receive  no  Federal  com- 
pensation for  their  service  on  the  Board. 
They  are  appointed  for  3  years  with  the 
possibility,  of  renewal;  terms  are  stag- 
gered so  that  one-third  of  the  Board  is 
newly  appointed  or  reappointed  each 
year. 

(b)  The  Board  is  the  central  advisory 
body  for  historical  records  planning  and 
for  projects  developed  and  carried  out 
within  the  State.  Specifically,  the  Board 
may  perform  such  duties  as  sponsoring 
and  publishing  surveys  of  the  conditions 
and  needs  of  historical  records  in  the 
State;  soliciting  or  developing  proposals 
for  projects  to  be  carried  out  in  the  State 
with  Commission  financing:  reviewing 
records  proposals  by  institutions  in  the 
State  and  making  recommendations 
from  these  to  the  Commission:  develop- 
ing, revising,  £ind  submitting  to  the  Com- 
mission State  priorities  for  historical 
records  projects  following  guidelines  de- 
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veloped  by  the  Commission ;  and  review- 
ing, through  reports  and  otherwise,  the 
operation  and  progress  of  records  proj- 
ects in  the  State  financed  by  the  Com- 
mission. 

Subpart  105-65.3 — Grant  Procedures 
§105-65.300      T>TJe«  of  grants. 

The  Administrator  of  General  Services, 
on  the  adnce  and  recommendation  of 
the  Commission,  makes  three  types  of 
grants:  outright  grants,  matching 
grants,  and  combined  grants. 

(a)  Outright  grants.  An  application 
for  an  outright  grant  requests  the  Com- 
mission to  support  the  entire  cost  of  a 
project,  minus  the  share  of  the  cost  borne 
by  the  applicant.  Any  direct  or  indirect 
costs  relating  to  the  project  that  are  con- 
tributed by  the  applicant  may  be  in- 
cluded as  cost  sharing.  The  maximum 
possible  cost  sharing  is  encouraged  in 
every  proposal,  and  the  level  of  cost 
sharing  will  be  an  important  factor  in 
the  Commission's  consideration  of  most 
types  of  proposals. 

(b^   Matching  grants.  An  application 
for  a  matching  grant  should  be  made 
when  an  applicant  has  prospects  of  se- 
curing financial  support  from  third  part- 
ies or,  in  the  case  of  a  State  or  local  gov- 
ernment agency,  new  fimds  from  the  in- 
stitution's own  appropriation  source  are 
provided  expressly  for  the  project  pro- 
posed in  the  application.  Upon  Commis- 
sion approval  of  a  matching  grant  re- 
quest, the  applicant  shall  present  wTitten 
documentation  certifying  that  matching 
funds  have  been  provided  for  the  proj- 
ect by  the  non-Federal  source.  In  the  case 
of  a  State  or  local  government  agency, 
the  matching  requirement  may  also  be 
met  through  matching  fimds  from  the 
State  or  local  government  provided  that 
it  can  be  demonstrated  to  the  Commis- 
sion's   satisfaction    that    the    matching 
amount  has  been  provided  above  and  be- 
yond    funds     previously     allcx^ated     or 
planned  for  the  agency's  budget  and  that 
the  funds  are  set  aside  exclusively  to  sup- 
port the  project  proposed  for  Commis- 
sion support.   Matching   funds   may   be 
granted  only  after  the  Commission  has 
approved  a  proposal  and  after  documen- 
tation has  been  submitted  to  the  Com- 
mission demonstrating  that  the  match- 
ing funds  are  forthcoming  from  the  non- 
Federal    source.    Applicants    need    not. 
however,  have  money  in  hand  to  make 
a   matching   grant   request;    they   need 
only  assure  the  Commission  that  they 
have  reasonable  prospects  of  obtaining 
the  needed  amounts. 

(c)  Combined  grants.  A  combined 
grant  comprises  botli  outright  funds  and 
matching  funds.  When  the  gifts  an  ap- 
plicant can  raise  plus  the  equivalent 
amount  of  Commission  money  do  not 
equal  the  required  'oudget.  the  difference 
is  requested  in  outright  funds.  For  ex- 
amnle.  if  the  applicant  needs  $75,000  and 
is  able  to  raise  $25,000  In  gifts  or  in  a 
new  appropriation  for  the  project,  a 
combined  grant  of  $25,000  outright  and 
$25,000  in  matching  funds  for  a  total  of 
$50,000  should  be  requested  from  the 
Commission. 


§  105-65.301      Grant  liniitalions. 

The  Commission  does  not  pro\ide 
grants  In  Instances  of  excessive  or  un- 
equal access  restrictions  placed  on  ma- 
terials by  a  repository  or  donor,  for  the 
purchase  of  certain  categories  of  capital 
improvement  and  equipment  for  work 
on  the  papers  of  public  officials  still  in 
office,  for  oral  hLstory  inter\iews  or 
transcription,  and  for  other  reasons  as 
prescribed  from  time  to  time  in  Com- 
mission policy  sUitements  Grant  limi- 
tations are  de.scribed  in  procedure 
pamplilets  available  on  request  from  the 
Commission. 

§  103-63.302      (.rant  applications. 
§  10.3-63.302-1      >M\<i  may  apply. 

Applications  from  nonprofit  organi- 
zations and  institutions  and  from  Fed- 
eral. State,  and  local  government 
agencies  will  be  considered  Proposals 
under  the  National  Historical  Records 
Program  for  State  projects  "but  not  re- 
gional or  national  projects'  will  l>e  ac- 
cepted only  from  applicants  in  States  in 
which  a  State  Historical  Records  Coor- 
dinator has  been  appointed  and  a  State 
Historical  Records  Advisor>'  Board  nomi- 
nated and  approved  The  records  pro- 
gram pamphlet  "Guidelines  and 
Procedures:  Applicatioa';  and  Grants," 
which  is  available  from  the  Commission 
and  from  State  Historical  Records  Co- 
ordinators, provides  guidance  on  deter- 
mining State  Historical  Records  Co- 
ordinators, provides  guidance  on 
determining  whether  a  proposed  project 
is  considered  a  State  project. 

§105-65.302-2      thereto  applv. 

Project  'proposals  and  related  corre- 
spondence shall  be  sent  to  the  National 
Historical  Publications  and  Records 
Commission  tNP',  'Washington  DC. 
20408.  Multiple  copies  of  State  proposals 
under  the  records  program  shall  also  be 
sent  to  the  appropriate  State  Historical 
Records  Ccx)rdiiiator.  Applicants  should 
contact  the  Commission  or  appropriate 
Coordinator  for  current  requirements. 
Before  they  are  submitted,  proposals  may 
be  discussed  with  the  Commission  staff 
or.  if  appropriate  with  the  State  His- 
torical Records  Coordinator.  The  Com- 
mission encourages  these  discussions 
through  correspondence,  by  phone,  or  in 
person. 
§  103-65.302-.i      \\  Inn  to  apply. 

Grrtnt  proposals  are  considered  during 
Commission  meetings  held  three  or  four 
times  during  the  year.  For  current  appli- 
cation deadlines,  contact  the  Commission 
or  State  Historical  Records  Coordinators. 

§  103-65.303      Application  requirement*. 

Applications  for  grants  imder  the  Na- 
tional Historical  Publications  Program 
and  the  National  Historical  Records  Pro- 
gram shall  include  a  detailed  project  pro- 
posal (see  §105-65.303-1'.  a  proposed 
budget  (see  I  105-65.303-2'.  and  a  civil 
rights  compliance  assurance  signed  by 
the  administrative  officer  authorizing  the 
grant  proposal  A  sample  compliance 
statement  Is  available  from  the  Commis- 


sion. For  records  proposals,  the  applica- 
tion shall  include  also  a  cover  sheet  that 
may  be  obtained  frcan  the  Commission  or 
State  Historical  Records  Coordinators. 

§  10.5-63.303-1       Project  propo!.al>. 

Project  proposals  shall  be  submitted  in 
accordance  with  the  guidelines  pubhshed 
in  the  Commissions  pamphlet  "Records 
Program  Guidelines  and  Procedures: 
Applications  and  Grants,"  which  is  avail- 
able on  request  from  the  Commissiwi  or 
from  each  Coordinator. 

§  105-65. 30;i-2      Pn>poM-d  budget>. 

The  proposed  budget  shall  list  all  items 
to  be  supplied  by  the  sponsor  or  others 
and  thase  requested  from  the  Commis- 
sion. The  estimate  of  the  total  cost  shall 
be  calculated  for  each  year,  and  proposed 
contributions  to  the  project  from  other 
Federal  and  non-Federal  sources  shall 
be  listed  A  summary  of  all  past  and  cur- 
rent support  for  the  project  and  a  state- 
ment of  whether  the  proposal  is  being 
considered  by  other  ix)ssible  funding 
sources  .shall  be  included.  The  Commi.'^- 
Eion  shall  be  notified  of  any  additional 
support  for  the  project  that  ls  received 
after  the  submission  of  a  proposal  or 
after  the  receipt  of  any  grant  under  this 
program  Applicants  may  request  fimds 
for  the  duration  of  project  However,  in 
many  in.'^tances  the  Commission  will  rec- 
ommend a  grant  for  1  year  only  with 
annual  resubmission  required  for  addi- 
tional funding.  The  budget  shall  include 
the  following  categories: 

( a '  Salaries  The  salaries  of  profes- 
sional personnel  directly  associated  with 
a  project  are  appropriate  costs  in  pro- 
iwrtion  to  the  time  devoted  to  the  project 
if  that  portion  of  the  salary  would  not 
be  paid  without  grant  funding.  Grant 
fimds  do  not  augment  salaries  of  full- 
time  staff  members.  Proposals  shall  indi- 
cate which  personnel  are  to  be  hired  to 
carr\-  out  the  proposed  project  and  which 
lare  already  on  the  staff  of  the  applicant. 
If  existing  personnel  are  to  be  used,  jus- 
tification for  Commission  support  of  any 
portion  of  their  salaries  shall  be  pro- 
vided Project  directors,  assistants,  tech- 
nicians, and  secretarial  and  clerical  per- 
sonnel shall  be  listed  in  accordance  with 
the  percentage  of  time  devoted  to  the 
project 

ib»  Equipment  and  supplies.  Special- 
ized articles  of  equipment  required  for 
a  project  shall  be  itemized  by  description 
and  estimated  cost  and  include  an  ade- 
quate justification.  Items  not  normally 
considered  eligible  are  filing  cabinets, 
furniture,  typewriters,  and  other  types 
of  office  equipment. 

(c»  Travel  The  extent  of  any  travel 
and  its  relationship  to  the  project  shall 
be  specified. 

'd'  Publication  costs.  'When  projects 
involve  publication,  costs  and  projected 
selling  price  and  number  of  copies  to  be 
printed  shall  be  indicated  to  the  extent 
possible. 

(ei  Other  direct  costs,  indirect  cost^. 
and  contingency  funds.  All  direct  costs  of 
the  project  not  covered  by  this  subsec- 
tion shall  be  itemized.  No  allowances  for 
contingencies  may   be  included   to   the 
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proposed  budget.  Tlie  Coaimi&sion  nor- 
mally approves  budget  Items  for  indirect 
costs  orily  when  tiie^e  costs  are  included 
in  the  cost-sharing  {x)rtion  of  the  budget 
or.  in  the  ca.se  of  maichmg  grants,  when 
they  are  Included  In  the  non-Comml.sslon 
matching  portion.  Only  negotiated  Indi- 
rect cost  ratios  with  approval  by  an  ap- 
propriate Federal  agency  shall  be  used 
in  grant  applications  submitted  to  the 
Commission. 

§   lO.J — 6j..30t       F{c\iow   and   rv;ilu.\tiiin   of 
record-*  projert  pr«>iMi*aN. 

State  Historical  Records  Advisory 
Boards  review  and  evaluate  pro{X)sals  for 
State  projects  and  forward  them  to  the 
Commission  with  recommendations  for 
action.  l.Boards  may  decide  tliat  certam 
proposals  are  incomplete  or  require  fur- 
ther development;  in  these  instances 
proposals  may  be  returned  to  the  appli- 
cant by  the  Board  with  a  recommenda- 
tion for  revision.  The  Commission  staff 
shall  be  informed  of  the  recommenda- 
tions. Proposals  received  from  Boards 
and  regional  and  national  proposals  re- 
ceived directly  by  the  Commission  are 
reviewed  by  the  Commission  staff  for 
completeness,  conformity  with  applica- 
tion requirements,  and  relevance  to  the 
objectives  of  the  grant  program.  Re- 
gional and  national  proposals  may  also 
be  referred  by  the  CommL=;sion  staff  to 
selected  State  Historical  Records  Coor- 
dinators, members  of  Boards,  or  others 
with  appropriate  knowledge  to  assist  the 
Commission  and  its  staff  in  an  objective 
review  and  evaluation  of  the  projects. 
Following  review  and  evaluation,  pro- 
posals are  referred  to  the  Commission 
at  regular  meetings. 

§  103— 6. 'j..'} 0.5      Grant    atlinini^lration    rr- 
spon.«ibilities. 

Primary  responsibility  for  the  admiii- 
istration  of  grants  Is  shared  by  the 
grantee  institution  and  the  project  di- 
rector designated  by  the  institution. 

§  103— 6.J..306      (.rani  inatrumrnt. 

Tlie  project  grant  instrument  is  a  let- 
ter from  the  Arminlstrator  of  General 
Services  or  the  Archivist  of  the  United 
States  to  the  grantee.  The  letter  and  at- 
tachments outlme  conditions  of  the 
grant. 

§   lO.T — fi."..'i07       firanl      period      and      pay- 
ment.*. 

The  grant  period  begins  on  tlie  date 
specified  In  the  grant  letter  and  runs  the 
length  of  time  .specified  therein.  Expen- 
ditures LncuiTed  t>efore  the  effective  date 
of  the  grant  .shall  not  be  charged  against 
the  grant.  An  advance  of  funds  Ls  pro- 
vided to  each  institution  to  finance  the 
work  imder  the  grant. 

§  lO,")— ^."..108       Adherfncr       Jo       original 
budgi't  estimates. 

No  expenses  shall  be  charged  to  grant 
funds  unless  presided  for  in  the  budget 


summary  or  approved  to  a  subsequent 

letter  from  the  Commission.  No  amount 
shall  be  spent  from  grant  fimds  for  sal- 
aries of  project  persormel  In  excess  of  5 
percent  of  the  total  amount  allocated  for 
salaries  in  the  budget  simomary  without 
prior  approval  of  the  Commission.  The 
Commission  shall  be  informed  promptly 
by  the  grantee  of  any  significant  depar- 
ture from  the  budget  summary  that  does 
not  require  prior  approval  under  the  con- 
ditions of  this  section. 

§  105—65.309      .Vdherence       to       original 
project  objectives. 

During  any  grant  period  there  shall  be 
no  alteration  of  the  type  of  project  or  of 
its  scope  and  intended  purpose  without 
prior  written  approval  from  the  Com- 
mission. The  Commission  shall  be  con- 
tacted in  all  instances  in  which  circum- 
.stances  indicate  the  desirability  of 
changes  in  type,  scope,  or  objectives  of  a 
project. 

§  105-fio..'}10      Grant  report."*. 

Semiannual  and  final  financial  re- 
ports, made  on  Standard  Form  269.  Fi- 
nancial Status  Report,  arp  required. 
Semiannual  reports  covering  6-month 
periods  following  the  grant  date  shall  be 
forwarded  to  the'  Commission  within  30 
calendar  days  after  the  end  of  each  re- 
port period.  Final  reports  shall  be  for- 
warded to  the  Commission  within  90  cal- 
endar days  of  the  expiration  or  termina- 
tion of  the  grant.  If  the  grant  period  is 
less  than  6  months,  only  a  final  report 
shall  be  due.  Semiannual  reports  are  due 
for  the  first  3  years  of  a  project,  after 
which  reports  shall  be  submitted  an- 
nually. In  accordance  with  the  Federal 
Reports  Act  of  1942,  the  Office  of  Man- 
agement and  Budget  Approval  Number 
8O-R0180  has  been  assigned  to  this  pub- 
lic-use report. 

§  105— 6.J.311       Safety  precautions. 

The  Conimission  cannot  assume  any  li- 
ability for  accidents,  illnesses,  or  claims 
arising  out  of  any  work  imdertaken  with 
the  assistance  of  the  grant. 

S  105—63.312      .Acknowledgement. 

Grantee  institutions,  grant  directors, 
or  grant  staff  persormel  may  publish  re- 
sults of  any  work  supported  by  a  grant 
or  award  without  review  by  the  Commis- 
sion. Publications  or  other  products  re- 
sulting from  the  project  should,  however, 
acknowledge  the  assistance  of  the  Com- 
mission. 

S  I0.">— 65.313      Revocation  of  grant!*. 

Grants  may  be  revoked  in  whole  or  in 
part  by  the  Commission  for  cause  upon 
written  notice  of  the  decision  and  the 
reason.s.  or  for  the  convenience  of  the 
Government  upon  concurrence  of  the 
grantee  institution  and  the  project  di- 
rector. However,  the  revocation  shall  not 
affect  any  financial  commitment  ot 
grant  funds  that  had  l)ecome  firm  before 


the  effective  date  of  the  revocation.  Upon 
revocation  the  grantee  shall  reduce,  to 
the  extent  possible,  the  amount  of  out- 
standing commitments  and  sliall  return 
within  90  calendar  days  to  the  Commis- 
sion, citing  the  appropriate  grant  num- 
ber, the  uncommitted  balance  of  all 
funds  paid  the  grantee  under  the  grant. 
The  grantee  sliall  promptly  inform  the 
Commission  whenever  there  is  reason  to 
believe  that  circumstances  may  require 
revocation. 

§  105—65.314      Transfer      of      grants      to 
other  institutions. 

The  Commission  will  not  transfer 
grants  from  one  institution  to  another. 

§  105—65.315      Repayment        of        prant 
funds. 

Grant  funds  that  are  not  committed 
before  the  completion  of  the  grant  proj- 
ect shall  be  returned  with  the  financial 
report,  citing  the  appropriate  grant 
nimiber.  to  the  Commission  within  90 
calendar  days  of  the  completion  of  the 
project. 

§  105—63.316      Responsibilily  for  exceed- 
ing grunt  funds. 

All  commitments  and  expenditures  in- 
curred by  the  grantee  in  excess  of  the 
funds  provided  by  the  grant  or  beyond 
the  termination  of  the  grant  shall  be  the 
responsibility  of  the  grantee.  Expendi- 
tures incurred  before  the  effective  date 
of  the  grant  shall  not  be  charged  against 
grant  funds. 

§  105—65.317      Rtfords,  accounting  prac- 
ticcfi,  and  audit. 

Accounting  records  relating  to  all  ex- 
penditures for  each  project  shall  be  kept 
in  accordance  witli  generally  accepted 
accounting  practices.  These  records  are 
subject  to  inspection  and  audit  at  all 
reasonable  times  during  the  grant  period 
and  for  3  years  thereafter  in  accordance 
with  OMB  Circular  A-110  and  Federal 
Management  Circular  74-7. 

§  105—65.318      Compliance   with   Govcrn- 
mrnt-widc  requirements. 

In  addition  to  the  grant  application 
and  grant  administration  requirements 
outlined  in  this  Part  105-65,  grsintees  are 
responsible  for  complying  with  appli- 
cable Government-wide  requirements. 

Note. — The  General  Services  AtlinlxLi.5tra- 
tlon  has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Inflation  Impact  Statement 
under  Executive  Order  11821  and  OMB  Cir- 
cular A-107. 

Dated:  May  23.  1977.  '' 

James  B.  Rhoads. 
Archivist  of  the  United  States. 

lPRDoc.77-16153  Plied  6-7-77,8  45  am] 
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DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

[Amdt    51 

SALES   OF   CERTAIN   COMMODITIES; 
PEANUTS 

Monthly  Sales   List  (Period  July   1,   1976 
Through  May  31,  1977) 

The  CCC  Monthly  Sales  List  for  the 
period  July  1.  1976  through  May  31.  1977, 
published  at  41  PR  29198,  as  amended  at 
42  FR  1496,  Is  further  amended  by  de- 
leting the  provisions  of  Section  31  en- 
titled "Peanuts  Farmers  Stock— Re- 
stricted Use  Sales — Crushing  or  Export— 
(Segregation  1  lots  > ." 

(Sec.  4.  62  Stat  1070.  as  amended  i  15  U.S.C. 
714b);  sec.  407,  63  Stat.  1055.  as  amended  (7 
TJ-.C.  1427).) 

Effective  date:  2:30  p.m.  ^EDT'  April 
29,  1977. 

Signed  at  Washington.  D.C.  on  May  27. 

1977. 

Victor  A.  Senechal, 
ActiTig  Executive  Vice  President. 
Commodity  Credit  Corporation. 

[FR  Doc.  77-16196  Filed  6-7-77;8:45  am] 

DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

NUMERICALLY  CONTROLLED  MACHINE 
TOOL  TECHNICAL  ADVISORY  COMMITTEE 

Partially  Closed  Meeting 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act,  5  U.S.C. 
App.  I  (Supp.  V.  1975>,  notice  is  hereby 
given  that  a  meeting  of  the  Numerically 
Controlled  Machine  Tool  Technical  Ad- 
visory Committee  will  be  held  on  Wednes- 
day. Jtme  29.  1977,  at  9  a.m.  in  Room 
5230,  Main  Commerce  Building,  14th 
and  Constitution  Avenue  N\V.,  Washing- 
ton, DC. 

The  Numerically  Controlled  Machine 
Tool  Technical  Advisory  Committee  was 
Initially  established  on  January  3.  1973. 
On  December  20.  1974,  and  January  13, 
1977,  the  Assistant  Secretary  for  Admin- 
istration approved  tlie  recharter  and 
extension  of  the  Committee,  pursuant  to 
Section  5ich1)  of  the  Export  Adminis- 
tration Act  of  1969.  as  amended.  50  U.S.C. 
App.  Sec.  2404(0  (1)  and  the  Federal  Ad- 
visory Committee  Act. 

The  Committee  advises  the  Office  of 
Export  Administration,  Bureau  of  East- 
West  Trade,  with  respect  to  questions  in- 
volving technical  matters,  worldTunde 
availability  and  actual  utilization  of 
production  and  technology,  and  licei:is- 
Ing  procedures  which  may  affect  the  level 


of  export  controls  applicable  to  numeri- 
cally controlled  machine  tools.  Including 
technical  data  related  thereto,  and  in- 
cluding those  whase  export  is  subject  to 
multilateral  ^COCOM'  controls. 

The  Committee  meeting  agenda  has 
six  parts: 

General  Session 

«1)  Openii^  remarks  by  tlie  Chair- 
man. 

(2)  Presentation  of  papers  or  com- 
ments by  the  public. 

1 3)  Discussion  on  availabihty  within 
the  Eastern  Bloc  of  NC  computer  pro- 
grams for  part  proeramming  support. 

(4)  Reports  of  work  groups  on:  (ai 
Dimensional  inspection  machines:  and 
(b>  Accuracy  values. 

( 5 )  Discvkssion  of  control  unit  perform- 
ance criteria. 

ExECUTi'.E  Session 

(6)  Discussion  of  matters  proi>erly 
classified  imder  Executive  Order  11652, 
dealing  with  the  U.S.  and  COCOM  con- 
trol program  and  strategic  criteria  re- 
lated thereto. 

The  General  Session  of  the  meeting  is 
open  to  tlie  public,  at  which  a  limited 
number  of  seats  will  be  available.  To  the 
extent  time  permits  members  of  the  pub- 
lic may  present  oral  statements  to  the 
Committee.  Written  statements  may  be 
submitted  at  any  time  before  or  after  the 
meeting. 

With  respect  to  agenda  item  i6i,  the 
Acting  Assistant  Secretary  of  Commerce 
for  Administration,  with  the  concurrence 
of  the  delegate  of  the  General  Counsel, 
formally  determined  on  Januarj-  27,  1977. 
pursuant  to  Section  10<di  of  the  Federal 
Advisory  Committee  .A.ct.  as  amended  by 
Section  5c  >  of  the  Government  In  the 
Sunshine  Act.  Pub.  L.  94-409.  that  the 
matters  to  be  dlscu:^.sed  in  the  Executive 
Session  should  be  exempt  from  the  pro- 
visions of  the  Fede:al  Advisory  Commit- 
tee Act  relating  to  open  meetings  and 
public  participatioi:  therein,  because  the 
Executive  Session  will  be  concerned  with 
matters  hsted  in  5  U.S.C.  552b-C'vl». 
Such  matters  are  specifically  authorized 
under  criteria  established  by  an  Execu- 
tive Order  to  t>e  kept  secret  in  the  inter- 
ests of  the 'national  defense  or  foreign 
policy.  All  material  to  be  reviewed  and 
discussed  by  the  Cuinmitt-ee  dm-ing  the 
Executive  Session  of  the  meeting  have 
been  properly  clas.^if.ed  under  the  Execu- 
tive Order.  All  Committee  members  have 
appropriate  secur.ty  clearances. 

Copies  of  the  muiutes  of  the  open  por- 
ticHi  of  the  meeting  will  be  available  upon 
written  request  addressed  to  the  Free- 
dom of  Information  Officer.  Domestic  and 
International  Business  Administration. 
Room  3012.  U.S.  Department  of  Com- 
merce, Washington    DC.  20230 


For  further  information,  contact  Mr. 
Charles  C.  Swanson.  Director,  Operations 
Division,  Olfice  of  Export  Administration. 
Domestic  and  International  Business  Ad- 
ministration. Room  1617M.  US  DeE>art- 
ment  of  Commerrc.  Washington.  D.C. 
20230.  telephone  A  C  202-377-4196. 

The  complete  Notice  of  Dctermu.ation 
to  close  portions  of  the  series  of  meetmgs 
of  the  NumericaUy  Controlled  Machine 
Tool  Techmcal  Advisorj-  Committee  and 
of  any  sut)committees  thereof,  was  pub- 
lished in  the  Federal  Register  on  Febru- 
ary 1,  1977  <42  FR  5991V 

Dated:  Jime  3,  1977. 

Rauer  H  Meyer. 
Director.   Office  ol   Export   Ad- 
ministration. Bvreau  of  East- 
West  Trade.  U.S.  Department 
of  Commerce. 

ipR  Doc.77-16162  Filed   6-7-77:8:46  ami 


Foreign-Trade  Zones  Board 
I  Order  No.  118] 

RESOLUTION  AND  ORDER  APPROVING 
APPLICATION  OF  THE  LOUISVILLE  AND 
JEFFERSON  COUNTY  RIVERPORT  AU- 
THORITY, LOUISVILLE,  KENTUCKY.  FOR 
A  FOREIGN  TRADE  ZONE  IN  JEFFERSON 
COUNTY,   KENTUCKY 

Proceedings  of  the  Foreign-Trade  Zones 
Board,  Washington,  D.C,  Resolution  and 
Order 

Pursuant  to  the  authority  granted  in 
the  Foreign-Trade  Zones  Act  of  Jime  18, 
1934.  as  amended  '19  U.S.C.  81a-81u). 
the  Foreign -Trade  Zones  Board  has 
adopted  Uie  following  Resolution  and 
Order : 

The  Board,  having  considered  the  mat- 
ter hereby  orders: 

After  consideration  of  the  application  of 
:he  Louisville  ,^iid  Jefferson  County  River- 
port  Authority.  Louisville.  Kentucky,  filed 
with  the  Foreign-Trade  Zones  Board  (the 
Board  I  on  September  3.  1976,  requesting  a 
grant  of  authority  for  establishing,  oper- 
ating and  niaintaiiilng  a  foreign-trade  zone 
la  JePerson  County,  Kenuicky,  adjacent  to 
the  I.ouisviile  Cu-stom-s  port  of  entry,  the 
Board,  finding  that  the  requirements  of  the 
Fore i^-n -Trade  Zones  Act.  as  amended,  and 
the  Boards  rerulations  are  satisfied,  and 
thai  tlie  prup(>6i»l  is  ui  vhe  public  Interest, 
approves  the  application. 

S:iice  ihe  proposal  involve.s  an  industrtal 
paJi  type  zone  that  envisages  the  construc- 
tion of  buildings  by  parties  otl;er  than  the 
grantee,  this  appwovaJ  U.cludes  authority  to 
the  grantee  to  permit  the  erection  of  such 
buildings,  pursuant  to  {  400.815  of  the 
Board's  regulatioiis,  as  are  necessary  to  carry 
out  the  zone  proposal  providing  that  prior 
to  tts  granting  such  permission  it  shall  have 
the  concxnreiK**!  of  the  kx^l  District  Director 
of  Customs,  the  UlS  Army  District  Engineer, 
wher.  appropriate    and  the  Board  s  Executive 
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Secretary.  Further,  the  grantee  shall  notify 
the  Executive  Secretary  for  approval  prior  to 
the  commencement  of  any  nianufacCurUig 
operation  within  the  zone.  The  Secretary 
of  Commerce,  as  Chairman  and  Executive 
Officer  of  the  Board,  is  hereby  authorized  to 
issue  a  grant  of  authority  and  appropriate 
Board  Order. 

Gr.\n"t 

to  establish,  ope3l\te,  and  maintain  a 
poreion-tradk  zone  in  jeffebson  coun- 
ty, kentdckt 

Whereas,  by  an  Act  of  Congress  approved 
June  18.  1934.  an  Act  •To  provide  for  the  es- 
tablishment, operation,  and  maintenance  of 
foreign-trade  zones  In  ports  of  entry  of  the 
United  States,  to  expedite  and  encourage 
foreign  commerce,  and  for  other  purposes," 
as  amended  i  19  USC  81a  81ui.  (hereltmfter 
referred  to  as  "the  Act"),  the  Foreign-Trade 
Zones  Board  (herein  fter  referred  to  as  "the 
Board")  is  authorized  and  empowered  to 
grant  to  corporations  the  privilege  of  estab- 
lishing, operating,  and  maintaining  foreign- 
trade  zones  in  or  adjacent  to  ports  of  entVy 
under  the  Jurisdiction  of  the  United  States; 

Whereas,  the  Louisville  and  Jefferson 
County  Rlverport  Authority  (hereinafter  re- 
ferred to  as  "the  Or  ntee").  has  made  appli- 
cation (Sled  September  3.  1976)  In  due  and 
proper  form  to  the  Board  requesting  the  es- 
tablishment, operation,  and  maintenance  of 
a  foreign-trade  zone  In  Jefferson  County, 
Kentucky,  adjacent  to  the  Louisville  Customs 
port  of  entry; 

Whereas,  notice  of  said  application  has 
been  given  and  pu'^l  s'  e'l.  nnd  full  opportu- 
nity has  been  afforded  all  Interested  parties 
to  be  heard;  and 

Whereas,  the  Board  has  found  that  the  re- 
quirements of  the  Act  and  the  Board's  regu- 
lations (15  CPR  Part  400)  are  satisfied; 

Now,  therefore,  the  Board  hereby  grants  to 
the  Grantee  the  privilege  of  establishing,  op- 
erating, and  maintaining  a  foreign-trade 
zone,  designated  on  the  records  of  the  Board 
as  Zone  No.  29,  at  the  lo?atlon  mentioned 
above  and  more  particularly  described  on  the 
maps  and  drawings  accomnanvlng  the  appli- 
cation requesting  authority  for  a  foreign- 
trade  zone  In  Jefferson  County,  Kei>tucky. 
marked  as  Exhibits  IX  and  X.  said  grant 
being  subject  to  the  provisions,  conditions, 
and  restrictions  of  the  Act  and  the  regula- 
tions Issued  thereunder,  to  the  same  extent 
as  though  the  same  were  fully  set  forth 
herein,  and  also  to  the  following  express  con- 
ditions and  limitations,  to-wlt: 

Operation  of  the  foreign-trade  zone  shall 
be  commenced  by  the  Grantee  within  a  rea- 
sonable time  from  the  date  of  Issuance  of  the 
grant,  and  prior  thereto  the  Grantee  sh^l 
obtain  all  necessary  permits  from  Federal, 
State,  and  municipal  authorities. 

The  grantee  shall  allow  officers  and  em- 
ployees of  the  United  States  free  and  unre- 
stricted access  to  and  throughout  the 
foreign-trade  zone  la  the  performance  of 
their  official  duties. 

The  grantee  shall  notify  the  Executive  Sec- 
retary of  the  Board  for  approval  prior  to  the 
commencement  of  any  manufacturing  oper- 
ations within  the  zone 

The  grant  shall  not  be  construed  to  re- 
lieve the  Grantee  from  liability  for  injury  or 
damage  to  the  person  or  property  of  others 
occasioned  by  the  construction,  operation,  or 
maintenance  of  said  zone,  and  in  no  event 
shall  the  United  States  be  liable  therefor 

The  grant  is  further  subject  to  settlement 
locally  by  the  District  Director  of  Customs 
and  the  District  Army  Engineer  with  the 
Grantee  regarding  compliance  with  their  re- 
spective requirements  for  the  protection  of 
the  revenue  of  the  United  States  and  the 
InstaUaCton  of  suitable  facilities. 


In  witness  whereof,  the  Foreign-Trade 
Zones  Board  has  caused  its  name  to  be 
signed  and  its  seal  to  be  affixed  hereto  by  Its 
Chairman  and  Executive  Officer  at  Washing- 
ton. DC.  thlB  26th  day  of  May,  19T7  pur- 
suant to  Order  of  the  Board. 

Foreign -Trade  Zones  Board, 
Sidney  Harman, 
♦  Acting  Chairman  and 

Executive  Officer. 

Attest: 

John  J.  DaPonte, 
Executive  Secretary. 

[FR  Doc.77-16202  Filed  6-7-77;8:45  am] 


(Order  No.  119] 

RESOLUTION  AND  ORDER  APPROVING 
APPLICATION  OF  THE  SALT  LAKE  CITY 
CORPORATION,  SALT  LAKE  CITY,  UTAH, 
FOR  A  FOREIGN  TRADE  ZONE  IN  SALT 
LAKE  CITY 

Proceedings  of  the  Foreign-Trade  Zones 
Board,  Washington,  D.C.;  Resolution  and 
Order 

Pursuant  to  the  authority  granted  in 
the  Foreign-Trade  Zones  Act  of  June  18, 
1934,  as  amended  (19  U.S.C.  81a-81u). 
the  Foreign-Trade  Zones  Board  has 
adopted  the  following  Resolution  and 
Order 

The  Board,  having  considered  the 
matter  hereby  orders: 

After  consideration  of  the  application  of 
the  Salt  Lake  City  Corporation,  Salt  Lake 
City.  Utah,  filed  with  the  Foreign-Trade 
Zones  Board  (the  Board)  on  December  2. 
1976,  requesting  a  grant  of  authority  for 
establishing,  operating  and  maintaining  a 
foreign-trade  zone  In  Salt  Lake  City.  Utah, 
the  Board,  finding  that  the  requirements  of 
the  Foreign-Trade  Zones  Act.  as  amended, 
and  the  Board's  regulations  are  satisfied, 
and  that  the  proposal  is  In  the  public  inter- 
est, approves  the  application. 

Since  the  proposal  Involves  an  Industrial 
park  type  zone  that  envisages  the  construc- 
tion of  buildings  by  parties  other  than  the 
grantee,  this  approval  Includes  authority  to 
the  grantee  to  permit  the  erection  of  such 
buildings,  pursuant  to  §  400.815  of  the 
Board's  regulations,  as  are  necessary  to  carry 
out  the  zone  proposal,  providing  that  prior 
to  Its  granting  such,  permission  It  shall  have 
the  concurrences  of  the  local  District  Direc- 
tor of  Customs,  the  U.S.  Army  District  Engi- 
neer, when  appropriate,  and  the  Board's 
Executive  Secretary,  Further,  the  grantee 
shall  notify  the  Executive  Secretary  for  ap- 
proval prior  to  the  commencement  of  any 
manufacturing  operation  within  the  zone. 
The  Secretary  of  Commerce,  as  Chairman 
and  Executive  Officer  of  the  Board,  is  hereby 
authorized  to  Issue  a  grant  of  authority  and 
appropriate  Board  Order. 

Grant 

to  establish,  operate,  and  maintain  a 
robeicn-trade  zone  in  salt  lake  citt.  tttah 

Wliere&.s,  by  an  Act  of  Congress  approved 
June  18,  1934,  an  Act  "To  provide  for  the 
establishment,  operation,  and  maintenance 
of  foreign-trade  zones  In  ports  of  entry  of 
the  United  States,  to  expedite  and  encourage 
foreign  commerce,  and  for  other  purposes," 
as  amended  (19  U.S.C.  81a-81u).  (hereinafter 
referred  to  as  'the  Act"),  the  Foreign-Trade 
Zones  Board  (hereinafter  referred  to  as  "the 
Board")  is  authorized  and  empowered  to 
grant  to  corporations  the  privilege  of  estab- 
lishing, operating,  and  maintaining  foreign- 


trade  zones  In  or  adjacent  to  ports  of  entry 
under  the  Jurisdiction  of  the  United  States; 

Whereas,  the  Salt  Lake  City  Corporation 
(hereinafter  referred  to  as  "the  Grantee"), 
has  made  application  (filed  December  2,  1976) 
In  due  and  proper  form  to  the  Board  re- 
questing the  establishment,  operation,  and 
maintenance  of  a  foreign-trade  zone  in  Salt 
Lake  City,  Utah; 

Whereas,  notice  of  said  application  has 
been  given  and  published,  and  full  oppor- 
tunity has  been  afforded  all  Interested  par- 
ties to  be  heard;  and 

Whereas,  the  Board  has  found  that  the  re- 
quirements of  the  Act  and  the  Board  s  regu- 
lations (15  CFR  Part  400)   are  satisfied; 

Now,  therefore,  the  Bo.T.rd  hereby  grants  to 
the  Grantee  the  privilege  of  establishing. 
operating,  and  malntalnuig  a  foreign-trade 
zone,  designated  on  the  records  4>f  the  Board 
as  Zone  No.  30,  at  the  location  mentioned 
above  and  more  particularly  described  on 
the  maps  and  drawings  accompanying  the 
application  requesting  authority  for  a  for- 
eign-trade zone  In  Salt  Lake  City,  Utah. 
marked  as  Exhibits  IX  and  X,  said  grant 
being  subject  to  the  provlslor.s,  conditions, 
and  restrictions  of  the  Act  and  the  regiila- 
tlons  Issued  thereunder,  to  the  same  extent 
as  though  the  same  were  fully  set  forth  here- 
in, and  also  to  the  following  express  condi- 
tions and  limitations,  to-wlt: 

Operation  of  the  foreign-trade  zone  shall 
t>e  commenced  by  the  Grantee  within  a  rea- 
sonable time  from  the  date  of  issuance  of  the 
grant,  and  prior  thereto  the  Grantee  shall 
obtain  all  necessary  permits  from  Federal, 
State,  and  municipal  authorities. 

The  Grantee  shall  allow  officers  and  em- 
ployees of  the  United  States  free  and  unre- 
stricted access  to  and  throughout  the 
foreign-trade  zone  in  the  performance  of 
their  official  duties. 

The  grantee  shall  notify  the  Executive  Sec- 
retary of  the  Board  for  approval  prior  to  the 
commencement  of  any  manufacturing  oper- 
ations within  the  zone. 

The  grant  shall  not  be  constrtied  to  relieve 
the  Grantee  from  liability  for  Injurj-  or* 
damage  to  the  person  or  property  of  others 
occasioned  by  the  construction,  operation,  or 
maintenance  of  said  zone,  and  in  no  event 
shall  the  United  States  be  liable  therefor. 

The  grant  Is  further  subject  to  settlement 
locally  by  the  District  Director  of  Customs 
and  the  District  Army  Engineer  with  the 
Grantee  regarding  compliance  with  their 
respective  requirements  for  the  protection 
of  the  revenue  of  the  United  State.s  and 
the   Installation    of   suitable   facilities. 

In  witness  whereof,  the  Foreign -Trade 
Zones  Board  has  cavLsed  Its  name  to  be 
signed  and  its  seal  to  be  affixed  hereto  by 
Its  Chairman  and  Executive  Officer  at  Wash- 
ington, DC,  this  26th  day  of  May,  1977  pur- 
suant to  Order  of  the  Board. 

Foreign-Trade  Zones  Board, 
Sidney  Harman, 

Acting  Chairman  aiid 
Executive  Officer. 
Attest: 

John  J.  DaPonte, 
Executive  Secretary. 

(PRDoc.77-16203  PUed  &-7-77;8:45  ami 


National  Bureau  of  Standards 

REVIEW  OF  NBS  INTERAGENCY  REPORT 
75-795,  "RECOMMENDED  CRITERIA 
FOR  RETROFIT  MATERIALS  AND  PROD- 
UCTS ELIGIBLE  FOR  TAX  CREDIF' 

Public  Meeting 

This  is  to  announce  a  public  meeting 
to  review  comments  received  as  part  of 
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the  public  review  of  National  Bureau  of 
Standards  Interagency  Report  iNBSIR' 
75-795.  "Recommended  Criteria  for 
Retrofit  Materials  and  Products  Eligible 
for  Tax  Credit."  The  meeting  will  be 
held  at  the  National  Bureau  of  Stand- 
ards (NBS>.  Gaithersburg.  Maryland,  at 
10  a.m  on  June  24.  1977.  in  lecture  room 
B. 

As  announced  in  the  Federal  Register 
of  May  13.  1977  (42  FR  24301  > ,  and  in  the 
Commerce  Business  Daily  on  May  17, 
1977.  NBSIR  75-795  has  been  submitted 
for  public  review.  Tlie  report  is  to  be  re- 
vised, expanded  and  reissued  to  recom- 
mend criteria  for  materials  and  products 
which  may  be  promulgated  by  the  Fed- 
eral Energj-  Administration  iPEAi  as 
Standard.'?  for  Weathcrization  Materials 
to  be  used  in  their  Weatherizaiion  Pro- 
gram (Sec.  413.  Pub.  L  94-385.  90  Stat. 
1152  i42  U.S.C.  6863'  '.  The  public  and 
industry  were  asked  to  submit  to  NBS  by 
June  11.  1977.  their  couuiients  on  the  re- 
}X)rt  and  to  suggest  other  energj-savlng 
materials  and  products  which  should  be 
considered  for  inclusion  ii^  the  FEA 
Weatherization  Program.  Suggestions  of 
other  energy -saving  materials  and  prod- 
ucts were  to  be  accompanied  by  techni- 
cal information  on  properties  and  per- 
formance supporting  their  use  and  en- 
erg>'  savings  which  may  be  achieved 
These  suggestions  will  be  reviewed  by 
NBS  and  discussed  at  the  public  meeting. 

Persons  wishing  to  attend  tlie  meeting 
are  requested  to  contact  Ms.  Marie 
Dickey,  at  the  National  Bureau  of  Stand- 
ards. Center  for  Building  Technology-. 
Washington  DC.  20234.  telephone  301- 
921-3458. 

Dated:  June  6,  1977. 

Ernest  Ambler. 
Acting  Director. 

[FR  Doc.77-16359  FUed  6-7-77,8:45  am] 


in  development  and  adoption  of  stand- 
ards directed  specifically  to  the  librar>' 
and  information  science  community. 

The  purpose  of  this  public  notice  is 
to  announce  the  sixth  task  force  meeting 
which  will  be  held  on  June  27  and  29. 
1977.  in  Room  10104.  New  Executive 
Office  Building.  17th  and  H  Streets  NW.. 
Washington,  D.C.  The  sessions  will  con- 
vene at  9  a.m.  On  June  28.  1977.  the 
task  force  will  be  divided  up  into  scverrJ 
working  group  meetmgs. 

The  seventh  and  eighth  meetiiigs  of 
this  task  force  will  be  held  on  July  25-26. 
1977.  and  August  22-23.  1977.  No  further 
announcements  of  these  two  meetings  of 
this  task  force  will  be  given  in  the  Fed- 
eral Register.  All  meetings  of  thl';  task 
force  will  be  open  to  Uie  pubhc. 

For  further  information,  interested 
members  of  the  public  may  contact  John 
L.  Little,  Institute  for  Computer  Sciences 
and  Technologj-.  National  Bureau  of 
Standards.  Washington.  D.C.  20234.  tele- 
phone: 301-921-3723. 

Dated:  June  2.  1977. 

Ernest  Ambler. 
Acting  Director. 

IFR  Doc.77-16105  Filed  6-7-77:8:45  am) 


TASK   FORCE    MEETING 

Computer    Networking    Standards    for    Li- 
brary and  Information  Science  Community 

A  task  force  has  been  establi^shed  to 
address  the  problem  of  developing  high- 
level  computer-to-computer  protocols 
for  the  nationwide  interchange  of  in- 
formation among  existing  and  planned 
librarv'  and  information  science  net- 
works. 

Members  of  tlie  task  force  were 
designated  by  the  National  Commission 
on  Libraries  and  Information  Science  on 
the  basis  of  their  recognized  experience 
and  knowledge  in  the  area  of  computer- 
to-computer  data  interchange  for  this 
class  of  application,  and  their  compe- 
tence in  developing  related  computer 
networking  standard  protocols.  The  task 
force  receives  technical  support  from  the 
NBS  Institute  for  Computer  Sciences  and 
Technology. 

The  results  of  the  task  force  effort. 
expected  to  be  completed  in  September 
1977,  will  be  provided  directly  to  the 
American  National  Standards  Institute. 
the  American  Library  Association,  and 
the  American  Society  for  Information 
Science  for  their  respective  consideration 


Natton.31  Oceanic  and  Atmospberic 
Administration 

NORTH  PACIFIC  FISHERY  MANAGEMENT 
COUNCIL  AND  SCIENTIFIC  AND  STATIS- 
TICAL COMMITTEE  AND  ADVISORY 
PANEL 

Partially  Cioied  Meeting 

Notice  is  hereby  given  of  a  joint  meet- 
ing of  the  North  Pacific  Fishery  Man- 
agenient  Council,  its  Scientific  and  Sta- 
tistical Committee,  and  its  Advisorj- 
Panel. 

The  North  Pacific  Council  established 
by  Section  302  of  the  Fisherj'  Conserva- 
tion and  Management  Act  of  1976  iPub 
L.  94-265 '  has  authority,  effective  March 
1.  1977,  over  fisheries  within  tlie  fishery 
consen-ation  zone  adjacent  to  the  State 
of  Alaska.  The  Council  will,  among  other 
things,  prepare  and  submit  to  the  Sec- 
retary of  Commerce  fishery  management 
plans  with  respect  to  the  fisheries  within 
its  area  of  authority,  prepare  comments  . 
on  applications  for  foreign  fisliing,  and 
conduct  public  hearings. 

The  Council  has  established  a  Scien- 
tific and  Statistical  Committee,  as  well 
as  an  Advisory  Panel,  under  Section 
302<gt  of  the  Act.  to  a.ssist  tlie  Council 
in  the  development  and  amendment  of 
fisher>-  managemciit  plans. 

The  meetings  will  be  Thursday  and 
Friday,  June  23-24.  1977.  In  the  Hill 
Building  in  Room.s  808  and  809.  located 
at  632  6th  Avenue,  Anchorage.  Alaska. 
The  meetings  will  convene  at  8:30  a.m., 
and  adjourn  at  approximately  4:30  p.m. 
each  night.  The  meetings  may  be  ex- 
tended or  shortened  depending  upon 
progress  on  the  agenda. 

Proposed  Agekda 
jvnrK  13 

1  Public  hearings  on  Council  management 
plans  and  activities. 

2.  Bapcnla  from  Scientific  and  Statistical 
Committee  aiid  Advi.sr-y  Panel. 


S  Progress  report  and  update  from  Coun- 
cUs  Drafting  Management  Planning  Teams 

4  Closed  Executive  Session  to  discuss  c'.as- 
sl£ed  material  on  preparations  for  and  ac- 
:ual  negotiations  In  connection  with  the 
International  North  Pacific  Fisheries  Com- 
mission (IKPPC),  the  International  Pacific 
Halibut  Commission  (IPHCt.  and  continu- 
ing negotiations  with  the  Canadians  (Coxin- 
cU  only.) 

1  Review  of  foreign  fishing  actlvuirs 

2  Other  Council  business. 

A  closed  executive  session  of  the  Coun- 
cil is  planned  for  tlae  early  afternoon 
oi  the  first  day,  June  23,  from  1:30  p.m. 
through  3:30  p.m.,  to  hear  Department 
of  State  reports  and  other  related  Coun- 
cil business  on  preparations  for  and 
actual  negotiations  in  connection  with 
the  International  North  Pacific  Fisheries 
Commission,  the  International  Pacific 
Halibut  Commission .  r^nd  continuing  ne- 
gotiations with  the  Canadians,  properly 
classified  under  Executive  Order  11652. 
Only  those  Coimcil  members  having  se- 
curity clearances  wiU  be  allowed  to  at- 
tend this  executive  session.  The  Scien- 
tific and  Statistical  Committee  and  Ad- 
visor>-  Panel  will  not  attend  this  session. 
After  the  closed  meeung  adjourns,  a 
public  hearing  will  be  held  on  the  after- 
noon 01  tlie  first  day.  June  23.  at  ap- 
proximately 3:30  p.m.  at  the  same 
location  Interested  members  of  the  pub- 
hc are  mvied  to  testify  at  this  hear- 
ing on  matters  relating  to  fishery  man- 
agement plai^  under  development  by  tlie 
Council  and  other  related  Council  func- 
tions. A  separate  notice  of  the  oral  hear- 
ing will  be  issued. 

The  Assistant  Secretary  i<x  Adminis- 
tration, with  the  concurrence  of  tlie  Gen- 
eral Counsel,  formally  determined,  on 
June  3.  1977,  pursuant  to  Section  lO'd' 
of  the  Federal  Advisory  Committee  Act. 
that  the  agenda  items  covered  in  tlie 
executive  session  sliould  be  exempt  from 
the  provisions  of  the  Act  relating  to 
open  meetings  and  public  participation 
therein,  because  these  Items  will  be  con- 
cerned with  matters  listed  in  5  U.S.C. 
552ic><li.  i.e.  it  is  specifically  required 
by  E.O.  11652  that  they  be  kept  secret 
in  the  interest  of  national  security.  lA 
copy  of  the  determination  is  available  for 
•  public  inspection  and  copying.) 

The  meeting  will  be  open  to  the  public 
■  except  the  executive  closed  session  of 
the  Council  I  and  there  wiU  be  seating 
for  approximately  65-75  public  mem- 
bers available  on  a  first-come.  flrst-ser%e 
basLs.  Members  of  tlie  public  having  an 
interest  in  specific  items  for  discussion 
are  also  advised  tiiat  agenda  changes  are. 
at  times,  made  prior  to  the  meetings.  To 
receive  mfonnalion  on  changes,  if  any, 
made  to  the  agenda,  interested  members 
of  the  public  should  contact  on  or  about 
June  13.  1977: 

Mr  Jim  H  Branson  Executive  Director. 
North  Pacific  Fishery  Management  Coun- 
cil. P.O  Box  3136  DT.  Anchorage,  Ala.<;ka 
99510,    Telephone    907-274-4503. 

At  the  discretion  of  the  Council,  in- 
terested members  of  tlie  pubhc  may  be 
permitted  to  speak  at  times  which  will 
allow  the  c«-derly  conduct  of  Council 
business.  Interested  members  of  the  pub- 
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lie  who  wish  to  submit  written  comments 
should  do  so  by  addressing  Mr.  Jim 
H.  Branson  at  the  above  address.  The 
pubhc  is  permitted  to  file  wTittcn  state- 
ments at  any  time  before  or  after  the 
meeting.  However,  to  receive  due  con- 
sideration and  facilitate  inclusion  in  the 
record  of  the  me^'ting.  ty^x-written  state- 
ments which  relate  to  the  aeenda  items 
should  be  received  no  later  tlian  10  days 
after  the  close  of  the  joint  meeting. 

Dated:   Jime  3.  1977. 

Elsa  a.  Porter. 

Assistant  Secretwtj 
for  Administration. 

(PR  Doc  77-16254  Filed  &-7-77;8:45  am] 


WESTERN    PACIFIC   FISHERY 
MANAGEMENT  COUNCIL 

Public  Meeting 

Notice  Ls  hereby  given  of  a  meeting  of 
the  Western  Pacific  Fishery  Manage- 
ment Council,  established  by  Section  302 
of  the  Fishery  Conservation  and  Man- 
agement Act  of  1976  'Pub.  L.  94-265  i. 

The  Western  Pacific  Fishery  Manage- 
ment Council  has  authority,  effective 
March  1,  1977.  over  fisheries  within  the 
fishery  conservation  zone  seaward  of 
Hawaii.  Guam,  and  American  Samoa 
The  CouMil  will,  among  other  things. 
prepare  and  submit  to  the  Secretary  of 
Commerce,  fishery  management  plans 
with  respect  to  the  fisheries  withm  its 
area  of  authority,  prepare  comments  on 
applications  for  foreign  fishing,  and  con- 
duct public  hearings. 

The  meeting  of  the  CouncU  will  be  held 
in  the  Senate  Conference  Room  6  of  the 
Hawaii  State  Capitol,  Honolulu,  Hawaii, 
June  28  and  29,  1977  The  meeting  June 
28  will  begin  at  3:00  p  m.  and  end  at  6:00 
p.m.  The  meeting  June  29  will  begin  at 
9:00  a.m.  and  end  at  5:00  p.m.  The 
meeting  may  be  extended  or  shortened 
depending  upon  progress  of  the  meeting 

•      Proposed  Agenda 

1.  Administrative  Report. 

2.  Financial  Report. 

3.  Report  on  Foreign  Fishing  and  Enforce- 
ment Activities. 

4.  Report  on  Second  Meeting  of  the  Scien- 
tific and  Statistical  Committee. 

5.  Con.slderatlon  of  Priorities  for  Con- 
tracted Work. 

6.  Review  of  Fisheries  and  Fishery  Devel- 
opment Needs  of  the  Leeward  Hawaiian 
Islands 

7    Other  Management  Business. 

This  meeting  is  open  to  the  public,  and 
there  will  be  seating  for  approximately 
50  members  of  the  public  on  a  first-come. 
first-served  basis. 

Members  of  the  public  having  an  inter- 
est in  specific  items  for  discussion  are 
also  advised  that  agenda  changes  are  at 
times  made  prior  to  the  meeting.  To  re- 
ceive information  en  changes,  if  any, 
made  to  the  agenda,  interested  members 
of  the  public  should  contact,  on  or  about 
June  15,  1977: 

Mr.  Wllvan  G.  Van  Campen.  Executive  Di- 
rector, Western  Paciflc  Fishery  Manage- 
ment Council,  1164  Bishop  Street,  Suite 
1506.  Honolulu.  HaAaU  96613  18O8)  523- 
1368. 


At  the  discretion  of  the  Council,  in- 
terested members  of  the  public  may  be 
permitted  to  speak  at  times  which  will 
allow  the  orderly  conduct  of  official 
business.  Interested  members  of  the  pub- 
lic who  wish  to  submit  written  comments 
should  do  so  by  addressing  Mr.  WUvan 
Van  Campen  at  the  above  address.  To 
receive  due  consideration  and  to  facili- 
tate inclusion  of  these  comments  in  the 
record  of  the  meeting,  typewritten  state- 
ments should  be  received  within  10  days 
after  the  close  of  the  meeting. 

Dated:  Jime  3,  1977. 

Jack  Gehringer, 
Deputy  Director, 
National  Mari7ie  Fisheries  Service. 

I FR  Doc  77-16178  Piled  6-7-77:8:45  am) 

COMMISSION   OF   FINE   ARTS 
MEETING 

The  Commission  of  Fine  Arts  will  meet 
in  open  session  on  Tuesday,  June  28. 
1977.  at  10  a.m.  in  the  Commission 
offices  at  708  Jackson  Place  NW.,  Wash- 
ington, DC.  20006  to  discuss  various  proj- 
ects affecting  the  appearance  of  Wash- 
ington, D.C. 

Inquiries  regarding  the  agenda  and  re- 
quests to  submit  written  or  oral  state- 
ments should  be  addressed  to  Charles  H. 
Atherton.  Secretary.  Commission  of  Pine 
Arts,  at  the  above  address. 

Til  is  announcement  confirms  that 
published  on  January  11,  1977.  42  FR 
2337. 

Dated  in  Washington,  B.C.,  June  1. 
1977. 

Charles  H.  Atherton, 
Secretary. 

|FR  Doc. 77-16137  Piled  6-7-77:8:45  am] 

COMMODITY   FUTURES  TRADING 
COMMISSION 

INQUIRY  INTO  THE  FEASIBILITY  OF 
TRADING  BY  COMPUTER  AND  THE  EX- 
PANDED USE  OF  MODERN  COMMUNI- 
CATIONS SYSTEMS  BY  COMMODITY 
EXCHANGES  AND   BOARDS   OF  TRADE 

Public  Conference 

Commencing  at  9:00  a.m..  on  Wednes- 
day, June  15,  1977,  at  2033  K  Street. 
N.W.,  5th  Floor  Hearing  Room,  Wash- 
ington. DC.  the  Commodity  Futures 
Trading  Commission  ("Commission") 
will  sponsor  a  one-day  Conference  on 
Automation  in  the  Futures  Industry 
which  is  open  to  the  public. 

PURPOSE  OF  MEETING:  Section  18ia> 
of  the  Commodity  Exchange  Act,  as 
amended.  7  U.S.C.  22(a),  requires  the 
Commission  to  establish  and  maintain 
research  and  iivformation  programs. 
Specifically,  the  Commission  is  directed 
to  "determine  the  feasibility  of  trading 
by  computer,  and  the  expanded  use  of 
modern  information  system  technology, 
electronic  data  processing,  and  modern 
communication  systems  by  commodity 
exchanges,  boards  of  trade,  and  by  the 
Commission  Itself  for  purposes  of  im- 
proving, strengthening,  facilitating,  or 
regulating  futures  trading  operations." 


As  an  initial  step  in  the  process,  the  Com- 
mission is  sponsoring  this  conference 
to  explore  some  of  the  important  issues 
in  this  area.  It  is  hoped  that  the  con- 
ference will  assist  the  Commission  in 
formulating  the  role  it  should  play  on  a 
continuing  basis  in  the  area  of  automa- 
tion. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  Feltner.  Conference  Chair- 
man. Commodity  Futures  Trading 
Commission,  2033  K  Street,  N.W.. 
Washington,  DC.  20581  (202)  254- 
7857. 

Issued  in  Washington,  D.C,  on  June  2, 
1977  by  the  Commission. 

William  T.  Bagley, 
Chairman.  Commodity  Futures 

Trading  Commission. 

(FR  Doc.77   16110  FUed  6-7-77:8:45  am] 

CONSUMER   PRODUCT  SAFETY 
COMMISSION 

ISSUES  RELATING  TO  REPURCHASE 
UNDER  THE  FEDERAL  HAZARDOUS 
SUBSTANCES   ACT 

Hearing 

AGENCY:  Consumer  Product  Safety 
Commission. 

ACTION:  Notice  of  public  hearing. 

SUMMARY:  The  Commission  has 
scheduled  a  public  hearing  so  that  in- 
terested persons  may  make  presenta- 
tions on  how  certain  issues  relating  to 
repurchase  under  the  Federal  Hazard- 
ous Substances  Act  should  be  resolved. 

DATES:  The  hearing  will  be  on  Friday. 
Jime  17,  1977  and.  if  nece.ssary.  it  may 
continue  on  Saturday  morning,  June  18. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  Poth.  Bureau  of  Compliance, 
Consimier  Product  Safety  Commis- 
sion. Washington,  D,C,  (301-492- 
6400). 

SUPPLEMENTARY  INFORMATION: 
On  April  8,  1977  the  Commission  classi- 
fied as  banned  hazardous  substances 
certain  children's  wearing  apparel  con- 
taining the  chemical  flame  retardant 
Tris  (2,3-dibromopropyli  phosphate 
("TRIS"!  and  certain  uncut  fabric  con- 
taining TRIS  which  is  intended  for  sale 
to  consumers  for  use  in  such  apparel 
(42  FR  18850-54).  On  May  5,  1977  pur- 
suant to  an  order  of  a  federal  district 
court  judge  t42  FR  22878-79 1.  and  on 
June  1.  1977  pursuant  to  its  own  statu- 
torj'  authority  <42  FR  28059-64  > .  the 
Commission  classified  as  banned  haz- 
ardous substances  certain  fabric,  yarn, 
and  fiber  containing  TRIS  and  TRIS  it- 
self which  is  used  or  intended  for  use  in 
children's  wearing  apparel. 

Section  15  of  the  Federal  Hazardous 
Substances  Act  iFHSA.  15  U.S.C.  1274 1 
requires  the  repurchase  of  banned  haz- 
ardous substances  by  manufacturers 
and  others  in  the  chain  of  distribution. 
Unlike  all  or  most  previous  repurchases 
under  this  provision  of  the  FHSA,  the 
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repurchase  of  TRIS  products  involves 
more  than  one  type  of  manufacturer, 
including  manufacturers  of  the  affected 
chemical,  fiber,  fabric,  yarn,  and  gar- 
ments. The  existence  of  such  a  multiple 
manufacturer  situation  raises  many  dif- 
ficult repurchase  issues  and  tiiese  same 
issues  will  be  applicable  to  the  repur- 
chase of  products  otlier  than  TRIS 
products. 

Before  clarifying  or  resolviiig  these  is- 
sues, the  Commission  wants  to  obtain 
the  views  of  as  many  interested  persons 
as  passible.  The  Commission  has  there- 
fore scheduled  a  public  hearing  for  the 
purpose  of  receiving  such  views  on  the 
following  issues  that  have  already  been 
raised: 

1.  (a)  'What  are  the  rights  and  obliga- 
tions of  "private  labelers"  in  the  repur- 
chase process? 

(bi  Whether  retailers  who  are  also 
private  labelers  must  bear  fully  or  share 
in  the  repurchase  costs  of  their  sup- 
pliers. Are  there  special  aspects  in  the 
relationship  between  certain  suppliers 
and  retailers  such  that  this  should  be 
the  case?  In  partictUar,  does  a  retailer 
that  exerts  complete  control  over  the 
manufacturing  process  of  a  captive  sup- 
plier asstune  the  repurchase  responsibil- 
ities of  the  supplier?  Should  the  repur- 
chase process  follow  the  chain  of  dis- 
tribution in  the  same  manner  a,s  title  to 
the  goods  has  passed. 

2.  (a)  What  are  the  repurchase  re- 
sponsibilities of  contract  dyers  and  fin- 
ishers and  others  who  may  have  proc- 
essed TRIS  products  without  actually 
buying  or  selling  those  products? 

(b)  Are  these  repurchase  responsibil- 
ities different  if  the  contractors  first  in- 
troduced TRIS  or  added  additional 
TRIS? 

3.  (a I  Whether  and,  if  so.  under  what 
circumstances  a  banned  hazardous  sub- 
stance (such  as  TRIS  products)  can  be 
exported  or  diverted  to  other  uses. 

(bi  'What  impact,  If  any.  might  the 
Issuance  of  a  certificate  of  acceptability 
from  the  importing  country  have  on  tlie 
issue  of  export. 

'c  What  should  be-  the  status  of 
TRIS-treated  fabric  that  was  at  one  time 
intended  for  use  in  children's  sleepwear. 
Is  it  forever  banned  or  can  it  be  diverted 
to  other  uses,  such  as  drapes? 

Any  other  issues  relating  to  repur- 
chase of  TRIS  products  or  enforcement 
of  the  TRIS  ban  should  be  submitted 
to  the  Office  of  the  Secretary'  for  <'on- 
sideration  by  tlie  staff  for  inclusion  in 
the  hearing.  It  must  be  noted,  however, 
that  the  hearing  Ls  not  the  proper  forum 
for  presentation  of  views  on  the  merits 
of  the  ban  or  on  the  litigation  resulting 
from  it. 

The  hearing  will  be  held  in  the  third 
fioor  conference  room  in  Commission 
lieadquarters  at  llll-18th  Street.  N.W.. 
Washington.  DC.  It  will  be  an  mformal, 
non-adversary,  legislative  type  proceed- 
ing, conducted  in  accordance  with  the 
Commission's  "Procedural  Flegulations 
For  Oral  Presentations  Concerning  Pro- 
posed Consumer  Product  Safety  Rules  ' 
( 16  CFR  Part  1 109 1.  If  written  questions 
are  submitted  to  the  presiding  officer 
during  the  course  of  the  proceeding  by 


any  person  in  attendance,  and  if  time 
permits,  he  will  ask  the  question  of  the 
participant  to  whom  it  L-;  directed. 

The  Commission  believes  that  a  two- 
day  hearing  may  be  necessarj-  to  give 
all  interested  persons  a  reasonable  time 
for  presentations.  The  time  allotted  for 
their  presentations  will  probably  have  to 
be  limited  and  the  Commission  therefore 
requests  that  participants  endeavor  t-o 
make  joint  presentations  of  similar 
points  of  view  wherever  possible  In  ad- 
dition, written  submissions  are  encour- 
aged and  if  possible  should  be  submitted 
prior  to  the  date  for  hearing 

To  facihtate  plarmlng,  persons  who 
want  to  make  oral  presentations  should 
provide  to  Richard  Danca  iCPSC.  Wash- 
ington. DC  20207;  '202>  634-7700'  no 
later  than  5:00  p  ir,  on  June  10.  an  es- 
timate of  the  length  of  time  desired  and 
a  Ust  of  the  issues  that  will  be  addressed. 
The  time  pericxis  allotted  for  presenta- 
tions by  particular  participants  will  be 
available  no  later  than  Jime  15.  Anyone 
who  wants  to  participate  but  did  not 
contact  Mr.  Danca  in  time  v,lll  be  pro- 
\1ded  an  opportunity  if  time  i>ermits. 

Dated:  June  3,  1977 

Richard  E.  Rapps, 
Secretary,  Consumer  Product 
Safety  CommissUm. 

[FR  Doc  77-16214  Filed  6-7-r7:8:46  am) 


MINIATURE  CHRISTMAS  TREE  LIGHTS 

Extension  of  Time  in  Which  To  Accept  or 
Reject  Offers  To  Develop  a  Standard 

The  purpose  of  tins  Federal  Register 
notice  is  to  extend  the  period  of  time, 
specified  in  section  7<f )  (D  of  the  Con- 
sumer Product  Safety  Act  (CPSA',  15 
U,S.C.  2056(f)  (1>.  in  which  the  Con- 
sumer Product  Safety  Commission  must 
decide  whether  to  accept  or  reject  an 
offer  to  develop  a  recommended  con- 
sumer product  safely  standard  for  mini- 
ature Christmas  tree  lights. 
Background 

On  March  31.  1977  i42  FR  17154i ,  the. 
Commission  published  a  Federal  Reg- 
ister notice  initiating  a  proceeding  to 
develop  a  consumer  product  safety  stand- 
ard for  miniature  Christmas  tree  lights 
and  inviting  any  person  to  submit  an 
existing  standard  as  a  proposed  con- 
sumer product  safety  standard  or  to  offer 
to  develop  a  proposed  consumer  product 
safety  standard  In  response  to  this  no- 
tice the  Commission  received  two  offers 
to  develop  a  recommended  standard, 
from  Underwrilei-s  Laboratories.  Inc.. 
Long  Island,  New  York,  and  from  Na- 
tional Consumers  League.  Washington. 
DC.  The  Commission  also  received  a 
submission  as  an  existing  standard  from 
tlie  National  Ornament  and  Electric 
Lights  Christmas  Asscxriation  'NOELi. 
New  York.  Section  7tf » (1 '  of  the  CPSA, 
15  U.S.C.  2056if'il).  as  amended  Pub. 
L.  94-284;  provides  that  if  the  Commis- 
sion publishes  a  notice  mitiating  a  stand- 
ard development  proceeding  and  has  not 
accepted  am  offer  to  develc^J  a  standard 
within   60  days,   the  Commission   must 


either  terminate  the  standard  develop- 
ment proceeding  or  develop  on  its  own 
a  proposal  for  a  standard  However,  sec- 
tion 7*f)«l'  provides  that  the  Commis- 
sion may.  for  good  cause,  extend  this  time 
period. 

Extension  of  Time 

On  June  2,  the  Commission  instructed 
lis  staff  to  begin  to  negotiate  an  agree- 
ment with  Uie  National  Consumers 
League  In  order  to  allow  sufficient  time 
for  the  Commission  staff  to  negotiate  an 
agreement  with  National  Consumers 
League  to  develop  a  recommended 
standard  and  m  order  to  allow  sufficient 
time  for  the  Commission  to  review  and 
make  any  necessary  modifications  to  such 
agreement  prior  to  the  final  selection  of 
an  offeror,  the  Commission,  for  good 
cause,  extends  the  period  of  time  for  ac- 
cepting or  rejectmg  offers  until  June  30 
1977. 

Dated:  June  3  1977. 

Richard  E.  Rapps, 
Secretary,  CoTisumer 
Product  Safety  Commission. 
[PH  Doc  77-16161  FUed  6-7-77  8  45  am  | 

DEPARTMENT   OF   DEFENSE 

Department  of  the  Air  Force 

DRAFT  ENVIRONMENTAL  IMPACT 
STATEMENT 

Public  Hearing 

JlTNE   1.  1977 

An  informal  public  hearing  wiU  be 
held  for  the  purpose  of  sohciting  com- 
ments from  the  public  on  the  revised 
E>raft  Environmental  Impact  Statement 
iEIS)  for  the  proposed  reduction  of  Lor- 
ing  AFB,  Maine  The  present  Draft  EIS 
is  a  revision  of  the  original  Draft  EIS 
filed  on  September  3.  1976.  A  public 
hearing  on  the  original  Draft  was  held  in 
the  vicinity  of  Loring  AFB  on  November 
17  and  18.  1976. 

In  the  event  Loring  AFB  Ls  selected 
for  reduction,  the  rwitural  environment 
should  miprove  due  to  the  decrease  in 
aircraft  operations  The  socio-economic 
impacts,  however,  could  be  .severe  in  the 
areas  of  unemployment,  housing  va- 
vancy,  school  enrollments  and  funding.  A 
hearing  is  scheduled  to  be  held  in  the 
Loring  AFB  vicinity  on  July  7,  1977.  The 
revised  Draft  EIS  for  this  proposed  ac- 
tion was  filed  with  the  Council  on  En- 
vironmental Quality  (CEQ)  on  April  5. 
1977.  Copies  are  available  from: 

42     BMW  OI.     Loring     AFB.     Maine     0475] 
Special       A.ofeibtaiit       for       Environmental 
Quality   (SAF  ELE),  The  Pentagon,  Room 
4C885.  Washington,  DC.  20330 

In  addition,  copies  of  the  DEISs  have 
been  placed  m  the  following  locations 
for  public  reference: 

Robert  A.  Frost  Memorial  Library,  Limestone, 

Maine. 
Marie  &  Etajly  Turner  Memorial   Library    39 

Second  Street.  Presque  Isle.  Maine  ^ 

Caribou    Public    Library,    30    High    8tre«t, 

Caribou.  Maine 
Office   of    Information,    Room    27     Building 

6100.  Loring  AFB    Maine 
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The  presiding  ofScer  wlU  be  Colonel 
Harold  W.  Gardner,  Chief  Trial  Judge. 
USAF  Trial  Judiciary,  Forrestal  Biiild- 
ing,  VVa.shington,  DC.  20314,  Telephone 
(202'   693-5810. 

The  following  procedures  will  be  fol- 
lowed during  the  informal  public  hear- 
ing. Individual  speakers  will  be  lunlted 
to  five  minutes  with  ten  minutes  for  a 
group  spokesman.  There  will  be  no  re- 
linquishing of  time  by  one  speaker  to 
another.  Written  statement.^;,  in  addi- 
tion to  or  in  lieu  of  oral  presentations 
will  be  accepted.  The  closing  date  for  In- 
cluding written  communications  in  the 
hearing  record  is  five  days  after  date  of 
public  hearing.  Submit  written  com- 
munications to  the  42  BMW  OI,  Lortng 
AFB.  Maine  04751. 

The  time  and  place  of  the  iiearin;:^  will 
be  1 :  00  pra.  July  7.  1977:  Limestone  High 
School.  75  High  Street,  Limestone, 
Maine.  Any  changes  to  thLs  notice  wiH 
be  publicized  In  the  locaJ  news  media. 

The  public  conunent  period  will  end 
July  13.  1977 

Fkavkie  S   E-stkp, 
Air  Force  Federal  Register,  lA- 
aison  Officer,  Directorate  of 
Administration. 

(FR  DOC.77-1G164  Filed  6-7-77:8:45  am| 


USAF  SCIENTIFIC  ADVISORY  BOARD 
Meeting 

June  1,  1977. 

The  USAF  Scientific  Advisory  Board 
ad  hoc  Committee  on  Defensive  Chemi- 
cal Systems  wUl  hold  a  meeting  on  June 
28-30,  1977  from  9:00  a.m.  to  500  p.m. 
each  day  at  Tactical  Air  Command. 
Lan^ley  AFB.  Virginia. 

The  Committee  will  receive  classified 
briefings  and  hold  ("lassified  working  ses- 
sions on  the  capability  of  the  United 
States  Air  Force  to  ©iterate  m  a  hostile 
chemical  environment. 

The  meeting  will  be  closed  to  the  pub- 
lic in  accordance  with  section  552(b>  of 
Title  5,  United  States  Code,  specifically 
subparagraph  (1>. 

For  further  information,  contact  the 
USAF  Scientific  Advisory  Board  Secre- 
tariat at  202-697-4648. 

Frankie  S.  Estep. 
i4ir  Force  Federal  Register,  Liai- 
son   Officer,    Directorate    of 

Administration. 

|FR  Doc.77-16163  PUed  6-7-77:8:45  am) 


Department  of  the  Navy 

REGIONAL   DISCHARGE   REVIEW  SYSTEM 

Hearing  Locations 

In  FR  Doc  75-27207,  published  on 
October  9.  1975.  40  FR  47524.  the  Depart- 
ment of  the  Navy  published  notice  that, 
beginning  in  November  1975,  the  Naval 
Discharge  Review  Board  would  convene 
tiui  conduct  hearmgs  for  a  number  of 
days  each  quarter  in  certain  announced 
locations  In  FB  Doc.  76-20384,  published 
on  July  15,  1976,  41  FR  29190    the  De- 


partment of  the  Navy  published  notice 
that  ai^proval  had  been  granted  for  the 
Naval  Discharge  Review  Board  lo  con- 
duct hearing.'^,  within  assigned  resources, 
on  a  noncontinuing  basis,  in  cities  other 
than  the  announced  locations  when  the 
concentration  of  petitioners  in  a  geo- 
graphical area  so  warrants.  This  ex- 
panded availability  has  facilitated  the 
opportunity  for  personal  appearances  be- 
fore the  Board  and  the  initially  an- 
nounced hearing  schedule  has  been  modi- 
fied accordingly. 

The  following  Itinerary  for  July 
through  November  1977  has  been  »p- 
proved.  but  remains  subject  to  modifica- 
tion If  necessary: 

July — Atlanta.  Ne*  Orleans.  Tampa 
August — Dallas,  Kansas  City,  Columbus 
September — San  Diego,  San  Francisco, 

Salt  Lake  City 
October — Chicago,  Minneapolis,  St.  Paul 
No\  ember — Atlanta,     New     Orleans 

'Tampa  if  required) 

Any  former  member  of  the  Navy  or 
^Tarine  Corps  who  desires  to  obtain  a 
review  of  hLs  or  her  discharge,  either  In 
Washington.  DC.  or  in  one  of  the  other 
cities  in  which  the  Board  will  conduct 
hearings,  should  file  an  application  with 
the  Board  u.sing  DD  Form  293,  If  a  per- 
sonal appearance  Ls  requested,  the  pe- 
titioner should  indicate  which  scheduled 
location  is  preferred.  Application  forms 
'  DD  293 1  may  be  obtained  from,  and  the 
completed  applications  should  be  maDe<} 
to,  the  following  address: 

Naval  Discharge  Review  Board,  Suite 
905,  801  North  Randolph  Sttwt,  Ar- 
lington, VA  22203. 

Notice  is  hereby  given  that,  since  the 
foregoing  itinerary  Is  subject  to  modtfl- 
cation  and  since,  following  receipt  of  a 
new  application,  the  Naval  Discharge 
Review  Board  must  obtain  the  petition- 
er's military  records  before  a  hearing 
may  be  scheduled,  the  receipt  of  an  ap- 
plication by  the  Naval  Discharge  Review 
Board  is  not  tantamount  to  scheduling 
such  hearing.  Petitioners  and/or  their 
counsel  will  be  notified  by  mall  of  the 
date  and  place  of  their  scheduled  hear- 
ing when  personal  appearance  Is  re- 
quested. 

For  further  information  contact: 
Captain  John  G.  Shaw,  U  S.  Navy,  Exec- 
utive Secretary.  Naval  Discharge  Review 
Board,  Suite  905,  801  North  Randolph 
Street,  A.'-lington,  VA  22203.  202-692- 
4628. 

Dated:  June  1,  1977. 

K.  D.  Lawrence. 
Captain,     JAGC.     U.S.     Navy. 
Deputy  Assistant  Judge  Ad- 
vocate General  (Administra- 
tive Law^ . 

[FR   DOC77-16166   Piled  e-8-77;8:45  am] 


the  Department  of  the  Navy  announces 
its  mtention  to  grant  to  Sea  Systems  De- 
velopment, a  partnership  of  the  State 
of  California,  with  the  partners  being 
Stanley  A.  Black.  Leroy  W.  Tucker  and 
Steve  Sergev.  a  revocable,  nonassignable, 
limited  exclusive  license  for  a  period  of 
five  years  under  United  States  Patent 
Number  3,884,216.  entitled  -Electrochem- 
ical Energy  Source  for  Diver  Suit  Head- 
ing" issued  May  20.  1975,  to  inventor  Jo- 
seph F.  McCartney 

This  license  will  be  granted  unless 
within  60  days  from  the  publication  of 
this  notice  an  applicatiori  for  a  nwiex- 
clusive  license  from  a  resp«isible  apph- 
cant  Is  received  by  the  Office  erf  Naval 
Research  ( Code  302  > ,  Arlington,  VA 
22217  and  the  Chi^  of  Naval  Research 
or  his  designee  determines  that  such  ap- 
plicant has  established  that  he  has  al- 
ready brought  or  is  likely  to  bring  the 
inventiMi  to  the  point  erf  practical  appli- 
cation within  a  reasonable  period  under 
a  noaexcluaye  license:  or  the  Chief  of 
Naval  Research  or  his  designee  deter- 
mines that  a  third  party  has  presented 
to  the  Office  of  Naval  Research  'Code 
302  >  evidence  and  argument  which  has 
established  that  it  would  not  be  in  the 
public  interest  to  grant  the  limited  ex- 
clusive license. 

Any  objection  thereto,  together  with 
a  request  for  an  opportunity  to  be  heard. 
If  desired,  should  be  directed  to  the  Office 
of  Naval  Research  (Code  302),  Arling- 
ton. VA  22217  on  or  before  August  8, 
1977.  Also,  copies  of  the  patent  may  b" 
obtained  for  fifty  cents  f$0.50)  from  the 
Commissioner  of  Patents  and  Trade- 
marks. Wa.shington.  DC  20231. 

Por  further  Information  concerning 
this  notice,  contact:  Dr.  A.  C.  Williams. 
Staff  Patent  Adviser,  Office  of  Naval  Re- 
search (Code  302) .  Ballston  Tower  No.  1, 
800  North  Quincv  Street,  Arlington,  VA 
22217.  Telephone  No.  202-692-4005 

Dated:  June  1.  1977. 

K.  D.  Lawrence, 
Captain.     JAGC,     U.S.      Navy. 
Deputy  Assistant  Judge  Ad- 
vocate General  (Administra- 
tive Law  > . 

[PR  Doc.77-16167  Piled  6-7-77:8:45  ami 


SEA   SYSTEMS   DEVELOPMENT 

Intent  to  Grant   Limited   Exclusive  Patent 
License 

Pursuant  to  the  provisions  of  Part  746 
of  title  32,  Code  of  Federal  Regulations 
'41  FR  55711-55714,  December  22,  1976), 


SONATECH,    INC. 

Intent  to  Grant   Limited   Exclusive  Patent 
License 

Pursuant  to  the  provisions  of  Part  746 
of  title  32,  Code  of  Federal  Regulations 
(41  FR  55711-55714,  December  22.  1976", 
the  Department  of  the  Navy  announces 
its  intention  to  grant  to  Sonatech,  Inc., 
a  corporation  of  the  State  of  California, 
a  revocable,  nonassignable,  limited  ex- 
clusive license  for  a  period  of  five  years 
under  United  States  Patent  Number 
4,007,633,  entitled  Method  of  Deter- 
mining the  Physical  Characteristics  of 
a  Sea  Floor",  issued  February  15.  1977. 
to  inventor  Jolin  R.  Thompson. 

This  license  will  be  granted  unless 
within  60  days  from  the  publication  of 
this  notice  an  application  for  a  non- 
exclusive lic«ise  from  a  responsible  ap- 
plicant is  received  by  the  Office  of  Naval 
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Research  (Code  302',  Arlington,  VA 
22217  and  the  Chief  of  Naval  Research 
or  his  designee  determines  that  such  ap- 
plicant has  established  that  he  has  al- 
ready brought  or  is  likely  to  bring  the 
invention  to  the  point  of  practical  ap- 
plication within  a  reasonable  period 
under  a  nonexclusive  license:  or  the 
Chief  of  Naval  Research  or  his  designee 
determines  that  a  tlaird  party  has  pre- 
sented to  the  Office  of  Naval  Research 
(Code  3021  evidence  and  argument 
which  has  established  that  It  would  not 
be  In  the  public  Interest  to  grant  the 
limited  exclusive  license. 

Any  objection  thereto,  togetlier  with  a 
request  for  an  opportimity  to  be  heard, 
if  desired,  should  be  directed  to  the  Office 
of  Naval  Research  (Code  302) .  Arlington. 
VA  22217  on  or  before  August  8,  1977. 
Also,' copies  of  the  patent  may  be  ob- 
tained for  fifty  cents  ($0.50*  from  the 
Commissioner  of  Patents  and  Trade- 
marks, Washington.  DC  20231. 

For  further  information  concerning 
this  notice,  contact:  Dr.  A.  C.  Williams, 
Staff  Patent  Adviser,  Office  of  Naval  Re- 
search (Code  302) ,  Ballston  Tower  No.  1, 
800  North  Qulncy  Street.  Arlington,  VA 
22217,  Telephone  No.  202-692-4005. 

Dated:  June  1.  1977. 

K.  D.  Lawrence. 
Captain,     JAGC,     V.S.     Navy. 
Deputy  Assistant  Judge  Advo- 
cate. General  ( Administrative 
Latp). 
[FR  Doc  77-16168  FUed  6-8-77:8:46  am] 

ENVIRONMENTAL  PROTECTION 
AGENCY 

[FRL  742-2;  OPP-33000  506,  507.  608) 

DATA  TO  BE  CONSIDERED  IN  SUPPORT 
OF  APPLICATIONS 

Receipt  of  Application  for  Pesticide 
Registration 

On  November  19,  1973,  the  Environ- 
mental Protection  Agency  (EPA)  pub- 
lished in  the  Federal  Register  (39  FR 
318621  its  interim  policy  with  respect  to 
the  administration  of  section  3(c^  ( 1  •  (D) 
of  the  Federal-Insecticide,  FXingicide.  and 
Rocentlcide  Act  (FIFRA>.  as  amended 
("Interim  Policy  Statement"' .  On  Janu- 
ary 22,  1976,  EPA  published  in  the  Fed- 
eral Register  a  document  entitled  "Reg- 
istration of  a  Pesticide  Product — Consid- 
eration of  Data  by  the  Administrator  in 
Support  of  an  Application"  (41  FR 
3339) .  This  document  described  the 
changes  in  the  Agency's  procedures  for 
implementing  section  3ic'ili<D»  of 
FIFRA,  as  set  out  in  the  Interim  Policy 
Statement  which  were  effected  by  the  en- 
actment of  the  recent  amendments  to 
FIFRA  on  November  28.  1975  iPub.  L. 
94-140 1 .  and  the  new  regulations  govern- 
ing the  registration  and  re-registration 
of  pesticides  which  became  effective  on 
August  4.  1975  (40  CFR  Part  162  i . 

Pursuant  to  tlie  procedures  set  forth 
in  these  Federal  Register  documents, 
EPA  hereby  .gives  notice  of  the  applica- 
tions for  pesticide  registration  listed  be- 
low. In  some  cases  these  applications 
have  recently  been  received;    in   other 


cases,  applications  have  been  amended 
by  the  submission  of  additional  support- 
ing data,  the  election  of  a  new  method  of 
support,  or  the  submission  of  new  "offer 
to  pay  '  statements 

In  the  case  of  all  applications,  the 
labeling  furnished  by  the  applicant  for 
the  product  wiU  be  available  for  inspec- 
tion at  the  En\u-onmental  Protection 
Agency.  Room  209.  Ea.'^t  Tower.  401  M 
Street  SW..  Wa,shington,  DC,  20460.  In 
the  case  of  applications  subject  to  the 
new  section  3  rcculations.  and  applica- 
tions not  subject  to  the  new  section  3 
regulations  which  utilize  either  the  2(a' 
or  2 lb)  method  of  support  specified  in 
the  Interim  Policy  Statement,  all  data 
citations  submitted  or  referenced  by  the 
applicant  in  support  of  the  application 
wTll  be  made  available  for  Inspection  at 
the  above  address.  This  Information 
(proposed  labeline  and.  where  applicable, 
data  citations)  will  also  be  supplied  by 
mail,  upon  request  However,  such  a  re- 
quest should  be  made  only  when  clrctmi- 
stances  make  it  inconvenient  for  the 
Inspection  to  be  made  at  the  Agency 
offices. 

Any  person  who  la^  Is  or  has  been  an 
applicant,  (b)  believes  that  data  he  de- 
veloped and  submitted  to  EPA  on  or  after 
January  1,  1970,  is  being  used  to  support 
an  application  described  In  this  notice, 
(ci  desires  to  assert  a  claim  under  sec- 
tion 3(c)  (It  (Di  for  such  use  of  his  data, 
and  (d)  wishes  to  preserve  his  right  to 
have  the  Administrator  determine  the 
amount  of  reasonable  compensation  to 
which  he  is  entitled  for  such  use  of  the 
data  or  the  status  of  such  data  under 
section  10  must  notify  the  Administrator 
and  the  applicant  named  In  the  notice 
in  the  Federal  Register  of  his  claim  by 
certified  mail.  Notification  to  the  Ad- 
ministrator should  be  addressed  to  the 
Product  Control  Branch,  Registration 
Division  (WH-567i.  office  of  Pesticide 
Programs.  Environmental  Protection 
Agency.  401  M  St.  SW.,  Washington, 
DC.  20460  Every  such  claimant  must 
include,  at  a  minimum,  the  information 
listed  in  the  Interim  Policy  Statement  of 
November  19.  1973 

Specific  questions  concerning  applica- 
tions made  to  the  Agency  should  be 
addressed  to  the  designated  Product 
Manager  '  PM  > .  Registration  Division 
tWH-567i,  Office  of  Pesticide  Progi-ams, 
at  the  aboveaddress,  or  by  telephone  as 
follows : 

PM  11,  12.  and  13—202  756-9315 

PM  21  and  22—202  426-2454 

PM  24— 202  755  2196 

PM  31— 202  426-2635 

PM  33—202   755-9041 

PM  15.  16.  and  17— 202/426-S-425 

PM  23—202  755-1397 

PM  25—202  755-2632 

PM  32—202   426-9486 

PM  34—202  426-9490 

The  Interim  Policy  Statement  requires 
that  claims  for  compensation  be  filed  on 
or  before  August  8,  1977.  With  the  excep- 
tion of  2(c)  applications  not  subject  to 
the  new  section  3  regulations,  and  for 
which  a  sixty-day  hold  period  for  claims 
is  provided.  EPA  will  not  delay  any  regis- 
tration pending  the  assertion  of  claims 


for  compensation  or  the  determination 
of  reasonable  compensation.  Inquiries 
and  assertions  Uiat  data  relied  upon  are 
subject  to  protection  under  section  10 
of  FIFRA.  as  amended,  should  be  made 
on  or  before  July  8,  1977. 

Dated:  May  31,  1977. 

Douglas  D.  Campt. 
Acting  Director. 
Registration  Division. 

APPUCATIONS    RrtTEU'ED    (OPP-33000    50d  I 

EPA  Pile  Symbol  37985-R.   Associated   Pool 
Service.   Inc     1520   N.E.    2$5lh   Ter.,    Noriii 
Miami  Beach   FL  33179    SODIUM  HTPO- 
CHLORITE    SOLUTION     Acvtlve    Ingred- 
ients: Sodium  Hypochlorite  9  0'";.  Method 
of    Support      Application    proceeds    under 
2(b)  of  interim  ix)llcy  P.M34 
EPA  File  Svmbol  38221 -G   Perfect  Pools.  4595 
N.   Dlile   Hwy  .   Ft.   Lauderdale   FL   33334 
PERFECT    POOLS    P<X)L    CHLOR.    Active 
Ingredient*      Sodium    Hypochlorite    Q.O"'. 
Method  of  Support     Application  proceeds 
under  a(b)  of  tnierlm  policy.  PM34 
EPA   Pile   Svmbol    38339  R     Mels    Hardwarr 
Garden    i:    Pool    Supplies.    9155    Taft    St.. 
Pembrolte  Pines   FL  33024    MELS  HARD- 
WARE   CHLORINATION    SOLUTION.    Ac- 
tive   IngredUnts:     Sodium     Hypochlorite 
9  0'',    Method  of  Support:  Application  pro- 
ceeds under  2ib)   of  interim  policy.  PMSl 
EPA  File  Symbol  38651-E    Coleman  Pools  of 
Planutlon     Inc  ,    1633    S     University    Dr 
Plantation  FL  33313   COLEMANCIDE  SAN- 
ITIZER   Active  Ingredients:  Sodium  Hypo- 
chlorite   Method   of  Support:    Application 
proceed-s    under    2(b)    of    Interim    poUr> 
PM34 
EPA    File    Symbol    38903-E     Boca    Pool-Trol 
Lab.,   Inc!   303   NW.    1    Ave.,   Boca   Raton 
PL  33432    BOCA  POOL-TROL  SANITIZER 
Active  Ingredients.    Sodium   Hypochlorite 
9  O'v    Method  of  Support:  Application  pro- 
ceeds under  2ib)   of  interim  policy.  PM34 
EPA  Pile  Svmbol  38995  E.  Pool  Supplies,  Inc 
258   N    State   Rd  ,   «7.   Margate   FL  33063. 
PSI   SANITIZER     Active   Ingredients:    So- 
dium Hypochlorite  9  0";     Method  of  Sup- 
port:  Application  proceeds  under  2(b)    ol 
Interim  policy  PM34 
EPA  File  Svmbol   39017  E    Davy  Jones  Pool 
Co  ,  PO  Box  928.  Bridge  Rd  .  Hobe  Sound 
PL  23455    CHLORINATING  LIQUID  SOLU- 
TION   .Active  Ingredients:    Sodium  Hypo- 
chlorite 9  0':     Method  of  Support:   Appli- 
cation   proceeds    under    2(b)     of    interim 
policy  PM34 
EPA  File  Symbol  39093 -E.  Melody  Pool  Serv- 
ice. Inc  .  6264  N  E    3  Ter.,  Ft.  Lauderdale 
FL    33334     MELODYO    POOL    AID     Active 
Ingredients      Sodium    Hypochlorite    9.0. 
Method  ol  Support:   Application  proceeds 
under  2(b)  of  interim  policy.  PM34 
EPA  File  Symbol  39113-E.  Pool  Medic,  Inc.. 
9354    Alternate    AIA.   Palm   Beach    Garden 
FL   33403.    PM   SANITIZER    Active   Ingre- 
dients: Sodium  Hypochlorite  9.0""-    Method 
of    Support:    Application    proceeds    under 
2(b)  of  Interim  policy.  PM34 
EPA    Pile   Symbol    39115-R.    Mulvey    Supply 
Co  ,  5925  Rodman  St  .  Hollywood  FL  33023 
POOL  GUARD  SANITIZER    Active  Ingre- 
dient-s    Sodium  Hypochlorite  9.0"",    Method 
of    Support      Application    proceeds    under 
2(b)  of  interim  policy  PM34 
EPA  File  Symbol   39157-R.   Palmetto  Hard- 
ward    Plumbing    Supply.    7325    Red    Rd  . 
South  Miami  FL  33143    PAL-CHLOR.  Ac- 
tive    Ingredient*       Sodium     Hypochlorite 
9.0't    Method  of  Support:  Application  pro- 
ceeds under  2ib)   of  Interim  policy.  PM34 
EPA  Pile  Symbol  39228- E   Pour  Seasons  Pool 
Service,    851    Glenn   Pkwy    HoUywood   FL 
33024      FOUR     SEASON     CHLORINATING 
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SOLUTION.    ActlT»    In«T«dtent«:    Sodium 

Hypochlorite  9.0%.  Method  oX  Support: 
Application  proceeds  under  2^b)  of  In- 
terim policy.  PM34 
EPA  Pile  Symbol  39261  B  AA  Pool  Supply. 
421  Northlake  Blvd  .  Palm  Beach  Oardena 
FL  33410.  POOL  SANTTIZER.  Active  In- 
gredients: Sodium  Hypochlorite  9.0%. 
Method  of  Support:  Application  proceeds 
under  2(b)  of  Interim  policy  PM34 
EPA  Pile  Symbol  39505-R..  Sutter  Water 
Systems.  1819  S.  State  Rd..  c7,  Ft  Lauder- 
dale PL  33317.  SUTTERS  SUPER  POOL 
CONDITIONER.  Active  Ingredients:  So- 
dium Hypochlorite  9.0":  .  Method  of  Sup- 
port: Application  proceeds  under  2ib)  of 
interim  policy.  PM34 

EP.A  File  Symbol  3fl527-E.  Dadeland  Pool  Co., 
14094  S  W.  84th  St.  Miami  FL  33183 
DADELAND  POOL  GUARD  WATER 
TREATMENT.  Active  Ingredients:  Sodium 
Hypochlorite  9.0'"^^.  Method  of  Support: 
Application  proceeds  under  2(b)  of  in- 
terim policy.  PM34 

EPA  File  Symbol  39581-R.  Pool  Control.  PO 
Box  83,  Jupiter  FL  33458.  ALGAE  CON- 
TRON.  Active  Ingredients:  Sodium  Hypo- 
chlorite g.C"'.  Method  of  Support:  Appli- 
cation proceeds  under  2(b)  of  interim 
policy.  PM34 

EPA  File  Symbol  39694-R.  Laird's  Hardware, 
Inc.,  6452  Pembroke  Rd  .  Mlramard  FL 
33023.  SODIUM  HYPOCHLORITE  SOLU- 
TION. Active  Ingredients;  Sodium  Hypo- 
chlorite g.OTc .  Method  of  Support-  Appli- 
cation proceeds  under  2(b)  of  Interim 
policy.  PM34 

EPA  Fi;c  SymBol  39S43-R.  Handy  Home  Cen- 
ter. Inc.,  18320  N.W.  7th  Ave.,  Miami  FL 
33169.  H.^NDY-CHLOR.  Active  Ingredients: 
Sodium  Hypochlorite  9.0"  .  Method  of  Sup- 
port: Application  proceeds  under  2(b)  of 
interim  policy.  PM34 

EPA  File  Symbol  39944-R.  Boca  Raton  Hard- 
ware. Inc..  1865  N  W.  2nd  Ave..  Boca  Raton 
FL  33432.  PETCO  CHLOR.  Active  Ingredi- 
ents: Sodium  Hypochlorite  9.0"-.  Method 
of  Support :  Appltcatlcm  proceeds  uncfer  2 
(b)  of  Interim  policy.  PM34 

EPA  File  Sj-mbol  39946-R.  Hlaleah  Pool  Serv- 
ice, Inc.,  37  E.  44  St.,  Hlaleah  FL  33013.  HI- 
ALEAH  POOL  SANITIZER.  Active  Ingredi- 
ents: Sodium  Hypochlorite  9  0"^.  Method 
of  Support:  Application  proceeds  under  2 
(b)  of  Interim  policy  PM34 

EPA  File  Symbol  39947-R  McGrath  fc  .'\3socl- 
ates.  Inc.,  7261  N  W  77th  St  .  Miami  FL 
33166.  UQUID  CHLORINATING  SOLU- 
TION Active  Ingredients  Sodium  Hypo- 
chlorlte  9.0%  .  Method  of  Support:  Applica- 
tion proceeds  under  2(b)  of  interim  pol- 
icy. ?M34 

EPA  File  Symbol  39948-R.  National  Sprin- 
klers &  Wells.  Inc  ,  171  NW  13th  9t  ,  Boca 
RAton  FL  33432.  HI-WATAH  S  HIGH  WA- 
TER SANITIZER.  Active  Ingredlenti:  So- 
dium Hypochlorite  9.0%.  Me^od  of  Sup- 
port: Application  proceeds  uuder  2(b)  of 
interim  policy.  PM34 

EPA  File  Symbol  39949-R.  Radermacher's 
Swim  Pool  Service.  952  Perrliie  Ave.,  Per- 
rlne  FL  33157  RADEMACHERS  BLEACH- 
ER. Actlv&>  Int^redleutrt :  Sodium  Hypo- 
chlorite 9.0%  Method  of  Support:  Appllca- 
c&tion  proceeds  under  2(b)  of  interim  pol- 
icy   PM34 

EPA  File  Symbol  39951  R.  Village  Pool.  Inc  , 
6967  W  Broward  Blvd,  Plantation  FL 
33317  VXUJlGE  POOL  CHLORIN.A.TION 
SOLUTION  .Active  Ingredients:  Sodium 
Hypochlorite  9  0%  Method  of  Support: 
Application  proceeds  under  2(b)  of  in- 
terim policy  PU34 

KPA  Pi:«  Symbol  3995i-R.  Westchester  Pool 
aarvlce.  9051  8.W.  34th  St..  Miami  FL  33166. 
WESTCHE3TEH  POOL  SANTTIZEB.  Activ* 
Ingredient*:     SCKllum    Hypoctilorlt«    9.0%. 


Method  of  Support:  Application  proceeds 
under  2*b)  of  Interim  poilcy.  PIii34 
EPA  FUe  Symbol  39970-R.  Alonao  Pool  Serv- 
ice, Inc  ,  8165  S.W.  40  St..  Miami  FL  33155. 
ALONSO  POOL  S.^NICHLOR.  Active  In- 
gredients: Sodium  Hypochlorite  9.0%. 
Method  of  Support:  Application  proceeds 
under  2(b)    of  Interim  policy.  PM34 

EPA  File  Symbol  40035-R.  Central  Florida 
Pool  Service,  Inc.,  506  S.  Magnolia  Ave., 
Ocala  FL  32670.  CHLORINATING  SOLU- 
TION. Active  Ingredients:  Sodium  Hypo- 
chlorite 9,0c.  Method  of  Support:  Appli- 
cation proceeds  under  2(b)  of  Interim  pol- 
icy. PM34 

EPA  Pile  Symbol  40044-R.  Mathews  &  Son 
Pool  Co..  2879  W.  Proepect  Rd.,  Ft.  Lauder- 
dale PL  33309.  POOL  AID.  AcUve  Ingredi- 
ents: Sodium  Hypochlorite  9.0%.  Method 
of  Support:  Application  proceeds  under  2 
(  b)  of  Interim  poilcy.  PM34 

EPA  Pile  Sj-mbol  40045-R.  Mllo  Chemical. 
Inc.,  7436  N.W.  55  St..  Miami  FL  33166.  A- 
1  CHLOR.  Active  Ingredients:  Sodium  Hy- 
pochlorite 9.0' c.  Method  of  Support:  Ap- 
plication proceeds  under  2(b)  of  Interim 
policy.  PM34 

EPA  FUe  Symbol  40046  R.  Scientific  Pool 
Service  &  Supply,  1215  S.E.  12  Ter.,  Deer- 
field  Beach  FL  33441.  SCIENTIFIC  LIQUID 
PURIFIER.  Active  Ingredients;  Sodium 
Hypochlorite  9.0%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  Interim 
policy.  PM34 

EP.\  FUe  Symbol  40049-R.  Tropic  Trade.  Inc.. 
DBA  Jet  Army-Navy  Store.  9696  Bird  Rd., 
Miami  FL  33165.  JET  POOL  PRODUCTS. 
.Active  Ingredients:  Sodium  Hypochlorite 
9.C"  .  Method  of  Support;  Application  pro- 
ceeds under  2ib)    of  Interim  policy.  PM34 

EPA  Pile  Sj-mbol  40075-R.  Atlantic  Pools  of 
Broward.  Inc..  3007  N.  State  Rd,.  ztl.  Hol- 
lywood FL  33021.  SODIUM  HYPOCHLO- 
RITE SOLUTION  9%.  Active  Ingredients: 
Sodium  Hypochlorite  9,0  ■;.  Method  of 
Support;  Application  proceeds  under  2(b) 
of  interim  policy.  PM34 

EPA  File  Symbol"  40080-R.  Outdoor.  World 
Dist.  Inc.,  329  S.W.  14th  Ave..  Pompano 
Beach  FL  33060.  SODIUMS  HYPOCHLO- 
RITE SOLUTION.  Active  Ingredients:  So- 
dium Hypochlorit*  9.0%.  Method  of  Sup- 
port; Application  proceeds  under  2(b)  of 
interim  poilcy.  PM34 

EPA  File  Symbol  40209-R.  Leslies  Swimming 
Pool  Supplies.  750  E.  McNab  Rd.,  Pompano 
Beach  PL  33060.  LESLIES.  Active  Ingredi- 
ents: Sodium  Hypochlorite  9.0%.  Method 
of  Support:  Application  proceeds  under  2 
(b)  of  Interim  poilcy.  PM34 

EPA  FUe  Symbol  40213-R.  ABC  Hardware, 
3665  W.  Flagler  St..  Miami  FL  33135.  SO- 
DIUM HYPOCHLORITE  SOLUTION.  Active 
Ingredients;  Sodium  Hypochlorite  9.0%. 
Method  of  Support;  Application  proceeds 
under  2(b)   of  Interim  policy.  PM34 

EPA  File  Symbol  40214-R.  K  &  M  Hardward. 
1918  SW.  57th  Ave..  Miami  FL  33156. 
K  &  M  HARDWARD  POOL  CHLOR.  Active 
Ingredients;  Sodium  Hypochlorite  9.0%. 
Method  of  Support:  Application  proceeds 
under  2(b)   of  Interim  policy.  PM34 

EPA  File  Symbol  40215-R.  Heller's  Hardward, 
4308  HoUywood  Blvd..  HoUywTX)d  FL  33021. 
HELLERS  POOL  CHLOR.  Active  Ingre- 
dients: Sodium  Hypochlorite  9.0%.  Method 
of  Support:  Application  proceeds  under 
2(b)   of  Interim  poilcy.  PM34 

EPA  File  Symbol  40218-R.  Atlantic  Pool 
Service.  4326  N  E.  11  Ave.,  Ft.  Lauderdale 
PL  33334  ATI-^NTIC  POOL  SODIUM  HY- 
POCHI.ORITE  SOLUTION.  Active  Ingre- 
dients- Sodium  Hypochlorite  9  0%  Method 
of  Support:  Application  proceeds  under 
2(b)  of  interim  poilcy  PM34 

EPA  nie  Symbol  40217-R.  Florida  Pool  Serr- 
Ice.  Inc..  2832  N.  Sterllag  Rd..  Hollywood 


FL  33020.  POOL  BLEACH.  Actlye  Ingre- 
dients: Sodium  Hyjxxjhlorlte  9  0%.  Method 
of  Support:  Application  proceeds  under 
2(b)  of  Interim  poUcy  PM34 
EPA  FUe  Symbol  40218-R.  Melrose  Hardware, 
418S  N.W.  167  St..  Opa-Locka  PL  33054. 
MELCHLOR.  Active  Ingredients:  Sodium 
Hypochlorite  9.0%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  interim 
policy.  PM34 

EPA  FUe  Symbol  4022a-R.  Plantation  Pool 
Service,  Inc.,  25  E.  Acre  Dr.,  Plantation  FL 
33317.  PLANTATION  POOL  SERVICE  WA- 
TER SANITIZER.  Active  Ingredients: 
Sodium  Hypochlorite  9.0';!.  Method  of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  RVI34 

EPA  File  Symbol  40221-R.  Pool  Town.  1431 
8.  Federal  Hwy  .  Dania  FL  33004.  SODIUM 
HYPOCHLORITE  SOLUTION.  Active  In- 
gredients: Sodium  Hypochlorite  9.0%. 
Method  of  Support:  Application  proceeds 
under  2(b)  of  interim  policy.  PM34 

EPA  FUe  Symbol  40222  R.  Shell  Man  Inc.. 
PO  Box  1917.  Key  Lar^o  FL  33037.  SHELL 
CLEANER  CHLORINATING  SOLUTION. 
Active  Ingredients ;  Sodium  Hypochlorite 
9.0%  .  Method  of  Support:  Application  pro- 
ceeds under  2(b)   of  Interim  policy.  PM34 

EPA  FUe  Symbol  40223-R.  South  '  Florida 
Pool  Co.,  8737  Sunset  Dr.,  Miami  FL  33173. 
SOUTH  FLORIDA  SANITIZER.  Active  In- 
gredients: Sodium  Hj-pochlorite  9.0%. 
Method  of  Support:  Application  proceeds 
under  2(b)    of  interim  policy.  PM34 

EPA  Pile  Symbol  106-AA.  BruUn  &  Co.,  Inc.. 
Indianapolis  IN  46206.  TAP-256.  Active 
Ingredients;  n-Alkyl  (60%  C14,  30%  C16, 
5%  C12,  5%  C18)  dimethyl  benzyl  am- 
monium chlorides  6.25%;  n-Alkyl  (68% 
C12,  32%  C14)  dimethyl  ethylbenzyl  am- 
monium chlorides  6.25 <r;  ;  Tetrasodlum 
ethylenediamine  tetraacetate  3.60%  .  Meth- 
od of. Support:  Application  proceeds  under 
2(b)    of  Interim  poUcy.  PM31 

EPA  Reg.  No.  241-250.  American  Cyanamid 
Co.,  Agricultural  Dlv  .  PO  Box  400.  Prince- 
ton NJ  08540.  AVENGE  WILD  OAT  HERBI- 
CIDE. Active  Ingredients;  Difenzoquat 
(l,2-dlmethyl-3.5-diphenyl-lH-pyTazo!lum 
methyl  sulfate)  31.8%  Method  of  Support: 
Application  proceeds  under  2(b)  of  Interim 
poilcy.  Republished:    Amendment.  PM23 

EPA  File  Symbol  334-UUT.  Hysan  Corp..  919 
W.  38th.  Chicago  IL.  LEN-6-QUAT  7.  Ac- 
tive Ingredients:  Alkyl  (C14  68%:  CIS 
28%:  Cia  14%)  dimethyl  benzyl  ammo- 
nium chloride  2.00%;  Essential  oils  0  25%. 
Method  of  Support;  Application  proceeds 
under  2(b)  of  interim  policy.  PM31 

EPA  Reg.  No.  352-376.  E.  I.  DuPont  De 
Nemours  &  Co  .  Inc  .  Biochemical <?  Dept,, 
7056  DuPont  Bldg  ,  Wllmlneton  DE  19898. 
KRENTTE  BRUSH  CONTROL  AGENT  Ac- 
tive Ingredients:  Ammonium  ethyl  car- 
bamoylphosphonate  41,5%.  Method  of 
Support:  Application  proceeds  under  2ib) 
of  Interim  policy.  Republished:  Added  uses. 
PM24 

EPA  FUe  Symbol  3635-EEA  Oxford  Chemi- 
cals, 5401  Peach  Tree  Industrial  Blvd  . 
Chamblee  GA  30005  OXFORD  1219.  Active 
Ingredients:  Dloctyl  dimethyl  ammonium 
chloride  50%.  Method  of  Support:  Appli- 
cation proceeds  under  2(b)  of  Interim 
poUcy.  Republished;  Revised  offer  to  pay 
statement   submitted.   PM31 

EPA  FUe  Symbol  10000-U.  Hallemlte,  Lehn 
&  Pink  Industrial  Products  Dlv.  of  Sterling 
Drug  Inc  .  225  Summit  Ave..  Montx-ale  NJ 
07645.  GROTAN  DP-35  PRESERVATIVE. 
/ictlve  Ingredients;  2-chloro-N-(hydroxy- 
methyl) -acetamlde  14.5%;  FVsrmaldehyde 
12.0%.  Method  of  Support;  Ap^lcatUHi 
proceeds  under  2(b)  of  Interim  policy. 
PM33 
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EPA      FUe      Symbol       lOOOO  L.      Hallemitc. 
OROTAN  BW  PBBSSKVATlvt.  Acttre  In- 
gredients:  Benzyl  alcobol  60.0%;   Formal- 
dehyde  16.0%;    Sodium  2-pyTidlnethlol-l- 
oxlde  4.0%.  Method  of  Support:    Applica- 
tion    proceeds     under     2(b)     of     interim 
policy    PM33 
EPA  pile  Symbol    10827-EL    Industrial   3<M- 
vents.  Div    Chemical  Specialties.  Inc.,  PO 
Box  312.  San  Marcos  TX    BRONL\-SOL  100 
LIQUID   WEED   KILLER.    Active    Ingredi- 
ents:    BromacU      (5-broino-3-3ec-butyl-6- 
methyluracU)   2.44%.  Method  of  Support; 
Application    proceeds    under    2ih)    of    in- 
terim policy   PM25 
EPA  File   Svmbol    10827-EA.   Industrial   Sol- 
vents.    BR0MA-30L     60     LIQUID     WEED 
KILLER.  Active  Ingredients;   BromacU   (5- 
bromo-3-sec-butyl-6-methyluracU)   1.22%. 
Method  of  Support-    Application  proceeds 
under  2(b)  of  interim  poilcy   PM25 
EP.'V  Pile  Svmbol  10873-IJE.  Tlfton  Chemical 
Co .    PO    Box    5.    Golden    Rd  .    Tlfton    OA 
31794.  TIFCHEM  DIPEL  150  DUST.  Active 
Ingredients:    BacUlus    thurlnglensis.    Ber- 
liner,  Potency  of  320  International  Units 
per  mg  ( at  least  0.5  billion  viable  spores  per 
g.l     0  064%.    Method    of    Support:     AppU- 
catlon  proceeds  under  2(a)  of  interim  pol- 
ler PM17 
EPA   Pile   Symbol    110e2-A.   Long   Chemical, 
Inc.,   2615   Southwest   Dr.,   PO   Box   43068. 
Los    Angeles    CA    900*3.    HIGH     ACTTVB 
BOWL -CLEANER.  Active  Ingredients:   Oc- 
tyl    decyl    dimethyl    ammonium    chloride 
1  250%;  Dl(5ctyl  dimethyl  ammonium  chlo- 
ride 0.625%;  fjldecyl  dimethyl  ammonium 
chloride     0.625%;     Alkyl     amino     betalne 
1.000%;  Hydrogen  chloride  17.500%    Meth- 
od of  Support:  Application  proceeds  under 
2(b)   of  Interim  poUcy   Republished:   Sub- 
mission of  data.  PM32 
EPA   File   Symbol    11082-T.   Long   Chemical, 
Inc.  ALGIGONE  Q   Active  Ingredients:  Al- 
kyl   (C14.   60-"r;    C16.   30'";    C12,   5%;    C18, 
5%)    Dimethyl    Benzyl   Ammonium   Chlo- 
rides   5.0%:    Alky!    C12.    68%;    C14,    32%) 
Dimethyl    Ethylbenzyl    Ammonium    Ch\o- 
rtdes  50%    Method  of  Support:   Applica- 
tion proceeds  tinder  2(b)  of  interim  poilcy. 
PM31 
EPA    Reg     No      11265-12.     SeyTnour    Chem. 
Assoc  .Inc.   1609  Arbor.  Highland  Park  IL 
60035.     NYLATE-10.     Active     Ingredients: 
Copper  8 — QulnoUnolate   10%.  Method   of 
Support;     Application    proceeds    under    2 
( b )  of  Interim  poilcy.  PMa2 
EP.\  FUe  Symbol  11559-RC.  S.  V.  Chemicals, 
1918  Milwaukee   Way,   Tacoma  WA   96421. 
STERISOL-45.  Active  Ingredients:  DIdecyl 
dimethyl  ammonium  chloride  4.5%;  Tetra- 
sodlum      ethylenediamine       tetraacetate 
2.0%;     Sodium    carbonate     1.0%:     sodium 
metaslllcate.   anhydTJus   0  5%.   Method  of 
Support:  Application  proceeds  under  2(b) 
of  Interim  poilcy  PM31 
EPA  Reg.  No.  11600-2.  (Donklln  Co.,  Inc..  Hwy. 
101    and  Vally   Park   Drive.   Shakopee   MN 
55379.   SANI-MAX.   Active  Ingredients:   n- 
Alkyl    (60%    C14.    30%    C16.    5%    C12,    5% 
C18)  dimethyl  benzyl  axnmonltim  chlorides 
SO'-,;    n-Alkyl    (68%    C12.    32%    C14)     di- 
methyl  ethylbenzyl   anunonlum   chlorides 
5.0%.  Method  of  Support:  Application  pro- 
ceeds  under   2(b)    of   interim   policy    Re- 
published; Revised  offer  to  pay  statement. 
PM31 
EPA  Reg.  No.   11666-3.  Western  Farm  Serv- 
ice. Inc..  3401  C^ow  Canyon  Rd.,  San  Ra- 
mon   CA   94583.    DUSTING    SULFUR.    Ac- 
tive Ingredients:    Sulfur   9a %.  Method  of 
Support:   Application  proceeds  under  2(ai 
of  interim  policy.  PM22 
EPA  PUe  Symbol   in41-KN.  D.  W.  Davies  4 
Co.,   3200  PhlUlpa  Ave  .  Racine  WI  53403. 
DA  VIES  MINT  DISINFBCTANT.  AcUve  In- 
trredlents:  n-Alkyl  (60%  C14,  30%  C16,  &% 
C12,  5%  C18)  dinaetiiyl  benzyl  amcaontum 
chlorides   0.8%;    n-AlkyI    (68%    C12,   32% 


C14>  dimethyl  ethylbenzyl  ammonhim 
chlorJclee  0.8"-;  Sodlam  M«taaUtc&te  3A%: 
Tetrasodlum  e thy tepeull amine  tetraacetate 
10%  &«ethod  of  Support:  AppUcatloo  pirv 
ceeds  tmder  a(b)   of  mtertim  poilcy.  PM33 

EPA  File  Symbol  13368-E  Betterbuflt  Chem- 
icals Inc..  9843  S  Alburtte  Ave..  Santa  Pe 
Springs  CA  90670  VIRU-CIDB — 2O0.  Active 
Inttredlents :  Alkyl  (60%.  C14;  S0%,  CIS; 
5%.  C12:  5%.  C18i  Dimethyl  Benzyl  .Am- 
monium Chlorides  !.23%.  Alkyl  (68%,C12; 
32%,  C14)  Dimethyl  Ethylbenzyl  Ammoul- 
um  Chloride*  1.28%;  Sodium  carbonate 
3.00%.  Method  cf  Support;  .Application 
proceeds  under  2(b)  oi  interun  policy. 
PM31 

EPA  PUe  Symbol  1336B-U  BetterbUt  Chemi- 
cals Inc.  VIRU-CIDE — 300  AcUve  Ingredi- 
ents: Octyl  Decyl  EMmethyl  Amnjonlum 
Cmorlde  3.750;.  Dloctyl  Dimethyl  Am- 
monium Chloride  I  875%;  Dldecyl  Dimeth- 
yl Ammonium  Chloride  1.875%;  Alkyl  (C14. 
50%;  C12.40%;  C16.  10%)  Benzyl  Dlnieth- 
yl  Ammonium  CVUorlde  5.000%;  Tetraaodi- 
um  Ethylenediamine  Tetraacetate  3.420%; 
Isopropyl  Alcohol  3.(X)0%;  Ethyl  Alcohol 
1  000 %.' Method  of  Support;  Application 
proceeds  under  2(b)  of  interim  policy. 
PM31 

BPA  Rec-  No  14335-0  The  Falrbank  Corp, 
325  Almeria  St..  Hato  Rey  PR  00919  FACT- 
CIDE  SP-20.  Active  Ingredients:  Poly 
[oxyethylenetdimethyliminloi  ethylene  (dl- 
methylimlnloi ethylene  dlchlorlde]  ZOO-'c. 
Method  of  Support:  .AppUcatlon  proce&ds 
under   2ib)    of   Interim   policy     PM34 

EPA  File  Symbol  1433(J-RN.  The  Palrbanka 
Corp.  FACI-CTDE  SP-30.  Active  Ingredi- 
ents- Poly  (oxyetliylene  (Dlmethyllmlnlo) 
ethylene  (dimethyltmlnio)  ethylene  dl- 
chlorlde]  30.0%.  Method  of  Support;  Ap- 
plication proceeds  under  2(b)  of  Interim 
policy.   PM34 

EPA  File  Symbol  14336-RR.  The  Fairbanks 
Corp.  FACI-CIDE.  CT-20.  Active  Ingredi- 
ents: Poly  [oxyethylene  (dimethyllmlnJo) 
ethylene  (dimethyllmlnlo )  ethylene  dlchlo- 
rlde]  20.0%.  Method  of  Support:  Applica- 
tion proceeds  under  2(b)  of  Interim  policy. 
PM34 

EPA  File  Symbol  14336-RE.  The  Fairbanks 
Corp.  FACI-CIDE  CT-30.  Active  Ingredi- 
ents: PHjly  [oxyethylene(dlmethyUmlnJo) 
ethylene  (dlmethyllmlnlo) ethylene  dlchlo- 
rlde]  30.0%.  Method  of  Support;  Applica- 
tion proceeds  under  2(b)  of  interim  pwlicy. 
PM34 

EPA  Pile  Symbol  14336-RG.  The  Fairbanks 
Corp.  FACI-CIDE  N-18.  Active  Ingredients: 
Dlsodlum  cyaiiodithlomldocarbonate  7- 
35%;  Potassium  N-methyldlthlocarbamate 
10.15%.  Method  of  Support:  Application 
proceeds  under  2(b)  of  interim  policy. 
PM33 

EPA  Pile  Symbol  14336-RU  The  Fairbanks 
Corp.  FACI-CIDE  N-12.  Active  ingredients; 
Dlsodium  cyar.odithlomldocarbonate  4  - 
90%;  Potassium  N-methyldithlocarbamate 
6.75":  ,  Method  of  Support;  Application 
proceeds  under  2(b)  of  Interim  poUcy. 
PM33 

EP.'V  File  Symbol  1 4803- R  Delta  Chemical 
&  Service.  13910  N  W  19th  Ave,.  Opa  Locka 
FL  33054.  ALG.AENITE  NO,  5,  Active  In- 
gredients :  Po' V  i  exyethylcnedimethyUml- 
nlo )  etfiyiene ( dubethyllmlalo )  ethylene  dl- 
chlorlde]  12,0^  Method  of  Support:  Appli- 
cation procee(is  under  2(b)  of  interim 
policy.  PM34 
EPA  FUe  Svmbol  lia,^3  L  Englneerinp  Chem- 
ical Services.  I:.c  .  40  Pulton  St  PO  Box 
1761.  New  Bmr.swlck  NJ  08902.  L-1I3A — 
COOLING  WATER  TREATMENT.  Active  In- 
gredients :  Poly  i  oxyethylene*  dlmethylmii- 
nlo)  ethylene* dimethyllmlnlo) ethylene  dl- 
cbloride]  6.0%  Method  of  Support:  AppW- 
caUon  proceeds  Tinder  3(b)  of  interim 
policy.  PMa4 
EPA  File  Symbol  19761-E.  Nation*!  Ohemical 
laboratories,    Inc..    Highway    86,    Rte,    2, 


Chapel  Hill  NO  37514.  AS-406  Actl-?*  In- 
gredtonts  Poly)oxy<e«l>ylene4dimet2kyllml- 
nloiethvleneidlmethyllinlnlo  ethylene  dt- 
chk.rtdel  10.0%.  Method  of  Support:  Ap- 
plication proceeds  under  3(b)  <rf  tnierun 
policy  PM34 
EPA  FUe  Symbol  20eOS-R.  NaUonai  Pool 
Equipment,  Inc.  716  N.W  7th  Ave.  Ft. 
Lauderdale  FL  33.ni.  SODIUM  HYPO- 
CHLORITE SOLUTION  Active  Ingredients: 
Sodium  Hypochlorite  9  0%  Method  of  Sup- 
port: Applicauon  proceeds  under  2(b)  of 
mterim  policy  PW34 
EPA  File  Symbol  21138  R  Aldine  Products 
Co.,  Blochemicals  Dept..  6405  Telegraph 
Rd.,  Bldg  D.  Suite  1.  Birminghan-i  Ml  48010. 
ELM  GUARD  Active  Ingredients:  Sodium 
.salt  or  :?,-2  methylenebls(4-chlo^opher.ol)- 
(Dlchlo^cpheaet  '  1,96%.  Method  of  Sup- 
port: Applicauon  proceeds  under  2(a)  of 
Interim  poilcy  PM23 
EPA  PUe  Symbv>l  28287  R  Armas  Industrial 
Products.  Ir.c  .  PO  B..ix  4897.  Miami  Beach 
FL  33141.  V.\G-SP.  Active  Ingredients 
Poly  I  oxyethylene  ( dimethyltmlnio )  ethylene 
( dirnethyllminlo )  ethylene  dlchlortde  1 

10.0%.    Method    of    Stipport:     Application 
proceeds  under  2(b)  of  interim  policy.  PM34 
EPA    Reg     No     32690-4     Blo-Chemlcal.    Inc  . 
1353  Ellsworth  Industrial  Dr  .  N  W.,  Atlanti 
GA    30318     ^^CROBIO-CTDE     Active    In- 
gredients: n-AlkyI  (60%  C12,  30%  C14.  6% 
C16%.   5%    CI 8)    2,88%;    dimethyl    benzyl 
ammonium  chloride  2  88%;   n-Alkyl   (88% 
€12.  32%    C14i    dimethyl  ethylbenayl   am- 
monium chloride   1  33%     Method  of  Sup- 
port:   Application   proceeds   under  2(c)    of 
Interim  policy.  Republished:   Re-vlsed  offer 
to  pay  statement.  PM31 
EPA  File  Svmbol  33827-R.  Hydro-Chem,  4373 
Clague    St.    North    Olmstead    OH    44070. 
HYDRO-CHEM  HC-14    Active  Ingredients 
Pol  V 1  oxyethylene  ( dtmethyllmlnio )  ethylene 
(dirnethyllminlo)   ethylene  dlchloride)   15- 
0%    Method  of  Support:    Application  pro- 
ceeds under  2(b)  of  Interim  policy.  PM34 
EPA   File   Symbol    35329-U.    New   Richmond 
Farmers  Union  Co-Op  Oil  Co  .  PO  Box  188, 
539   N    Knowles   Ave  .    New   Richmond    WI 
54017   CENE3  12-24-24  STSTEMIC-D  CON- 
T.MNS  O.'i'"    DI-STSTON     Active   Ingredi- 
ents: 0,0-Dlethyl  S-(a-(ethylthto)   ethyl) 
phosphorodithloate  0.5%.  Method  at  Sup- 
port:   Application  proceeds  under  2(b)    of 
Interim  policy.  PM15 
EPA  File  Symbol  35571-U.  Chetn  Pro  Labora- 
tory   Inc..   941    W     190th   St,   Gardena   CA 
90248,   CHEM    PRO    ALGAE   CONTROL   CD 
LIQUID,    Active    Ingredients:    Poly    ((exy- 
ethvlene    (dlmethyllmmlo)     ethylene    (di- 
methvUmlnlo)    ethylene  dlchlorlde  i  )    15%. 
Method   of   Support     Application   proceeds 
under  2(b)  of  interim  poilcy   PM34 
EPA  File  Svmbol  37879-1   San  Joafiuin  Chem, 
Inc.    4684 — East    Hedaes    .'Vve,.    Fresno   CA 
93703    S.VNATOX  2308   Active  Ingredients: 
n-Alkyl    (60   r    C14.  30%    C16,  5%   C12  and 
5%     C18)     dimethyl     benzyl     ammonium 
chloride  13,44 ".;  n-Dlalkyl  (60%  C14,  30% 
C16,  6%    C12  and  5%   C18)    methyl  benzyl 
ammonium     chloride     2.56%.     Method     of 
Support:   Application  proceeds  under  2(b) 
of  intenm  poilcy,  PM31 
EPA  PUe  Symbol  37879-T,  San  Joaquin  Chem, 
3ANATOX    2207.    Active    Ingredients:     n- 
Alkvl   (60'-    C14,  30'-.   C16,  5%  C12  and  5% 
CIS)  8  4%;  n-Dlalkyl  (60%  C14.  30%  C16, 
5%   C12  and  5%   C18)    methyl  benzyl  am- 
monium   chloride    1.6%.    Method    of    Sup- 
port:   .\ppUcation  proceeds  under  2(b)    of 
interim  policy.  PM31 
EPA  FUe  Symbol  38900-E.  Pedrlck  Plumbing. 
1615  N.E   a  Ave..  Deerfleld  Beach  FL  33441. 
BLEACH.      Active      Ingredients:      Sodium 
Hypochlorite    9  0%      Method    of    Support: 
Application    proceeds    under    2(b)     of    In- 
terim poilcy  PM34 
EPA  File  Symbol  38047-G.  4  Share,  Inc,  649 
Ionia.    N  W  .    Grand    Rapids    Ml    49502     4- 
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ALGAECIDE  30  Active  Ingredients:  Poly 
(oxyethylene(dlmethyllmlnlo)  Ethylene 
dichlorlde)  ISCr.  Method  of  Support: 
Application  proceeds  under  2(b)  of  In- 
terim policy.  PM34 

EPA  File  Symbol  39743-R  Keystone  Labora- 
tories, Inc.,  PO  Box  1367,  Decatur  AL  35602. 
KEYCIDE  3500.  Active  Ingredients:  Alkyl 
(C12,  61 -Tr;  C14.  23%;  C16,  lir;:  C8  and 
CIO.  2.5^;;  C18,  2.5'r)  dimethyl  benzyl 
ammonium  chloride  9.0''; ;  Trlbutyltln 
neodecanoate  b.0%:  Alkyl  (C14,  58  i ;  C16, 
28;:  C12.  14 ';i)  dimethyl  benzyl  ammo- 
nium chloride  4.5'; ;  Alkyl  (C14,  90';;  C16. 
5Vc:  C12,  S^'r  )  dimethyl  ethyl  ammonium 
bromide  1.5 '^r.  Method  of  Support:  Appli- 
cation proceeds  under  2(b)  of  interim 
policy.  PM33 

EPA  Pile  Symbol  3983&-R.  Opal  Pools  by 
Opal  Structure  Inc  ,  2525  Old  Okeechobee 
Rd  .  West  Palm  Beach  FL  33409  SODIUM 
HYPOCHLORITE.  Active  Ingredients: 
Sodium  Hypochlorite  9.2',..  Method  of 
Support:  Application  proceeds  under  2(b) 
of  interim  policy  PM34 

EPA  Pile  Symbol  40023-R.  Dart  Trading  Co., 
PO  Box  576.  Forest  Hills  NY  11375  DEAHL 
ROACH  KILLER.  Active  laRredientfi: 
Boric  Acid  49.0^0.  Method  of  Support: 
Application  proceeds  under  2  b)  of  In- 
terim poUcv.  PM16 

EPA  File  Symbol  40330-R  The  Stevens  Co  , 
118  North  West  St  .  Pairborn  OH  45324  M- 
103.  Active  Ingredients:  Poly[oxyethylene 
(dlmethyllmlnio  I  ethylene  (Dlmethyllml- 
nlo)  ethylene  dichlorlde]  12  0';.  Method 
of  Support:  Application  proceeds  under 
2(b)  of  Interim  policy.  PM34 

EPA  File  Svrabol  40342-R.  Precision  Pools. 
Inc  8  Curtis  Pk»-y  .  Miami  Springs  FL 
33166  PRECISION'S  CHLORINATING 
SOLUTION.  Active  Ingredients:  Sodium 
Hypochlorite  9  0%  Method  of  Support: 
Application  proceeds  under  2ib)  of  In- 
terim policy  PM34 

EPA  File  Svmbol  40457-R  Omnl-Chem  Co.. 
Inc..  1889  Mt  Diablo  St..  PO  Box  335, 
Concord  CA  94522  D-C  SAN-Q  =1  Active 
Ingredients:  Dldecyl  dimethyl  ammonium 
Chloride  7  5";:  Isopropanol  3  0;.  Method 
of  Support:  Application  proceeds  under 
2(b»  of  interim  p<>lloy  PM31 

EPA  Pile  Symlx^l  40457-G.  Omnl-Chem  Co. 
Inc  O-C  SAN  Q  ir3  MICROBIOCIDE 
Active  Ingredients:  Dldecyl  dimethyl  am- 
monium chloride  50%:  Isopropyl  alcohol 
20%  Method  of  Support:  Application  pro- 
ceeds under  2(b)  of  Interim  pollrv   PM31 

EPA  Reg  No  275-27  Chemical  Dlv  .  .Abbott 
Laboratories.  14th  *:  Sheridan  Rd  .  D-t95, 
North  ChlcaTO  IL  60064  .\MICAL^50  Active 
Ingredients:  DUodomethyl  paratolyl  sul- 
fone75  7  Method  of  Support:  Application 
proceeds  under  2(a)  of  Interim  policy.  Re- 
published :   Added  uses.  PM22 

EPA  Reg  No  352-372.  E.  I  duPont  de  Ne- 
mours and  Co.  Legal  Dept  D7045  Attn 
M  B  Lore  Wilmington  DE  19898  DU 
PONT  VYDATE  L  OXAMYL  INSECTI- 
CIDE NEMATICIDE  Active  Ingredients: 
Methyl  NiNi  dimethyl  .V|(methylcarba- 
moyl)oxyl  l-thiooxamlmldate  24';.  Meth- 
od of  Support:  Application  proceeds  under 
2ib)  of  interim  policy  Republished:  Add- 
ed  use.   PM12 

EPA  File  Symbol  778-UR.  Miller-Morton  Co.. 

•  Richmond  VA  23230.  A  Subsidiary  of  A  H. 
Robins  Co.  SERGEANTS  SENTRY  IV 
FLEA  &  TICK  COLLAR  FOR  C.^TS  Active 
Ingredients:  Sengard  i  1.2-dibromo-2.  2- 
dlchloroethyl  dimethyl  phosphatei  7.0;: 
O  -  Isopropoxphyenyl  methylcarbamate 
2  4%  Method  of  Support:  Application 
proceeds  under  2ib)  of  Interim  policy. 
PM16 
EPA  File  Symbol  778-UE.  Miller-Morton  Co. 
SERGEANTS   SENTRY  IV   FLEA   &  TICK 


COLLAR  FOR  DOGS.  Active  Ingredlente: 
Sengard  ( l.2-dibromo-2.  2-dlchloroethyl 
dimethyl  phosphate)  15.0%;  O-Isopropox- 
phyenyl  methylcarbamate  4.2%.  Method  of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  PM16 

EPA  Reg.  No.  891-178.  Agricultural  Chemi- 
cals. Synthetics  Dept .  Hercules  Inc.  Wil- 
mington DE  HERCULES  TORAK  P  EMUL- 
SIFLABLE  CONCENTRATE  INSECTICIDE. 
Active  Ingredients:  Diallfor  0,0-dlethyl 
S-(2-chloro-l-phthalLmldoethyl)  phospho- 
rodlthloatel  40  5%:  Related  reaction  prod- 
\ict,s  4  5%  .  Method  of  Support:  Application 
proceeds  under  2(b)  of  Interim  policy. 
PM16 

EPA  File  Symbol  869-RAa.  Green  Light  Co.. 
PO  Box  17985  San  Antonio  TX  78217. 
GREEN  LIGHT  VEGETABLE  GARDEN 
WORM  KILLER  DUST  Active  Ingredlente: 
Bacillus  thurlnglensls.  Berliner.  Potency  of 
320  International  units  per  MG.  (0.15  bil- 
lion International  units  per  pound). 
Method  of  Support :  Application  proceeds 
under  2(b)   of  Interim  policy.  PM17 

EPA  File  Symbol  9601-RR.  Chardon  Labora- 
tories, Inc  ,  PO  Box  1004.  Columbus  OH 
43216.  ALGEX  30.  Active  Ingredients: 
Dldecyl  dimethyl  anrnionlum  chloride  60%: 
I-sopropyl  alcohol  20%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  Interim 
policy  PM31 

EPA  Pile  Symbol  34164-U.  American  Refining 
&  Mfg  Inc  2375  N.W.  75th  St..  Miami  FL 
33147.  A  &  S  350  Active  Ingredients:  Dlo- 
ctyl  dimethyl  ammonium  chloride  60%; 
Ethyl  alcohol  10%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  Interim 
policy    PM31 

EPA  File  Symbol  35978-E.  Wyoming  Dept.  of 
Agriculture,  2219  Carey  Ave.,  Cheyenne  WY 
82002  WC90  Active  Ingredients:  Sodium 
Monoflouroacetate  90.00%.  Method  of  Sup- 
port: Application  proceeds  under  2(b)  of 
interim  policy.  PMl  1 
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NATIONAL  EMISSION  STANDARDS  FOR 
HAZARDOUS  AIR  POLLUTANTS 

Addition  of  Benzene  to  List  of  Hazardous 
Air  Pollutants 

AGENCY :  Environmental  Protection 
Agency  lEIPA). 

ACTION:  Addition  to  List  of  Hazardous 

Air  Pollutants. 

SUMMARY:  This  notice  adds  benzene 
to  the  list  of  pollutants  determined  to  be 
hazardous  as  defined  under  Section  112 
of  the  Clean  Air  Act.  as  amended.  It  Is 
based  on  scientific  reports  which  strongly 
suggest  an  increased  incidence  of  leu- 
kemia in  humans  exposed  to  benzene. 

This  notice  also  announces  EPA's  in- 
tention to  undertake  a  thorough  public 
review  of  the  scientific  data  to  determine 
the  health  risks  resulting  from  exposure 
to  ambient  concentrations  of  benzene. 
The  results  of  this  review,  which  will 
consider  information  submitted  by  all 
interested  persons,  will  be  used  in  deter- 
mining which  sources  of  benzene  emis- 
sions must  be  controlled,  and  the  extent 
of  control  needed. 

DATES:  Effective  date  of  listing:  Effec- 
tive on  June  8.  1977.  Information  on 
health  effects  of  benzene  exposure  and 
ambient  concentrations  required  by: 
July  30,  1977. 


ADDRESSES:  Information  i  preferably 
In  triplicate)  on  the  health  effects  of 
benzene  exposure  and  ambient  concen- 
trations should  be  submitted  to  Dr.  Roger 
Cortesi,  Environmental  Protection 
Agency,  RD-683,  Wa,shington.  D.C.  20460. 

FXDR  FURTHER  INFORMATION  (X)N- 
TACT: 

Joseph  Padgett,  Strategies  and  Air 
Standards  Division,  Environmental 
Protection  Agency,  MD-12,  Research 
Triangle  Park,  North  Carolina  27711. 
Telephone  No.  1 919  >  688-8146.  Exi.  204. 

SUPPLEMENTARY  INFORMATION: 
On  April  14,  1977,  the  Environmental 
Defense  Fund  petitioned  EPA  to  list  ben- 
zene as  a  hazardous  air  pollutant  under 
Section  112  of  the  Clean  Air  Act.  Benzene 
Is  an  organic  chemical  known  to  cause  or 
contribute  to  adverse  health  effects  at 
high  levels  of  exposure."  Scientific  re- 
ports strongly  suggest  an  increased  in- 
cidence of  leukemia  in  workers  exposed 
to  benzene.'  In  response  to  these  data, 
which  Include  a  recent  (April.  1977  >  Na- 
tional Institute  for  Occupational  Safety 
and  Health  study  Indicating  high  levels 
of  leukemia  in  exposed  workers,'  the 
Occupational  Safety  and  Health  Admin- 
istration has  proposed  to  reduce  allow- 
able work  place  exposure  levels  '  Based 
on  the  reports  cited  above,  the  EPA  Ad- 
ministrator has  determined  that  benzene 
is  a  hazardous  air  pollutant  which  ma-y 
cause,  or  contribute  to,  an  increase  in 
mortality  or  an  Increase  in  serious  irre- 
versible, or  Incapacitating  reversible. 
Illness. 

Benzene  is  produced  and  used  in  large 
quantities  throughout  the  United  States 
and  a  large  number  of  people  are  rou- 
tinely exposed  to  measurable  concentra- 
tions of  benzene  in  the  ambient  air. 
While  these  ambient  exposures  are  at 
levels  substantially  lower  than  those  to 
which  affected  workers  were  exposed. 
there  is  reason  to  believe  that  ambient 
exposures  may  constitute  a  cancer  risk 
and  should  be  reduced. 

Approximately  11  billion  pounds  of 
benzene  were  produced  in  the  United 
States  in  1976.  Of  this  total  it  is  esti- 
mated that  as  much  as  260  million 
pounds  may  been  emitted  to  the  air.  The 
principal  sources  of  benzene  emission.'; 
are  chemical  manufactui-ing  facilities. 
petroleum  refineries,  gasoline  storage 
and  handling  facilities,  coke  ovens,  and 
automobiles. 


'  Health  Effects  of  Benzene:  A  Review.  Na- 
tion Academy  of  Sciences,  Washington,  D.C. 
June.  1976. 

'  Update  Criteria  and  Recommendations 
for  a  Revised  Benzene  Standard.  US  De- 
partment of  Health.  Education,  and  Welfare. 
Public  Health  Service.  Center  for  Disease 
Control,  National  Institute  for  Occupational 
Safety  and  Health.  September.  1976 

'  "Lexlkemla  Among  Workers  Exposed  to 
Benzene."  National  Institute  for  Occupa- 
tional Safety  and  Health.  Cincinnati,  Ohio. 
April,  1977. 
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EPA  has  adopted  a  regulatory  policy 
which  recognizes  that  some  risk  exists 
at  any  level  of  expoBure  to  carcinogenic 
chemicals.  Under  this  pohcy.  emissions 
and  resultant  ambient  concentrations 
should  be  reduced  to  the  lowest  possible 
level.  In  making  a  judgment  of  the  de- 
gree of  control  which  can  and  should  be 
required  for  benzene,  the  Administrator 
of  EPA  will  consider  the  availability  of 
control  technology  and  the  relative  risk 
to  the  public  before  and  after  emi.ssion 
controls  are  employed. 

The  listing  of  benzene  under  Section 
112  of  the  Clean  Air  Act  identifies  ben- 
zene as  a  hazardous  air  ix)Uutant  which 
may  cause  or  contribute  to  irreversible 
or  incapacitating  adverse  health  effects. 
EPA  is  initiating  a  careful  evaluation  of 
the  risks  vmphed  by  ambient  exposures 
to  benzene.  All  persons  are  invited  to 
submit  information  by  July  30.  1977.  on 
the  health  effects  oi  benzene  exposure 
and  ambient  atmospheric  concentrations. 
This  information  will  be  considered  in  a 
health  risk  assessment,  to  the  completed 
by  November.  1977.  which  wUl  be  devel- 
oped by  EPA  in  consultation  with  scien- 
tific experts  from  outside  the  Agency.  A 
draft  of  tills  assessment  wiU  be  reviewed 
by  the  EPA  Science  Advisory-  Board  and 
the  interested  pubUc. 

The  Listing  of  a  ccwnpound  as  a  hazard- 
ous air  pollutanbunder  Section  112  of  the 
Clean  Air  Act  reqtiires  the  proposal  of 
emission  regulations  withm  six  months. 
Recent  EPA  experience  in  developing  and 
promulgating  regulations  under  Section 
112  to  control  vinyl  chloride  emissions 
indicates  that  this  schedule  may  not  be 
feasible.  Also,  completion  of  the  previ- 
ously described  health  risk  assessment  is 
considered  essential  before  a  responsible 
determination  can  be  made  as  to  which 
sources  of  benzene  emissions  must  be 
controlled,  and  the  extent  of  control 
needed.  However,  EPA  already  has  ten- 
tatively concluded  that  emission  reduc- 
tions from  some  chemical  manulacturing 
facilities,  petroleum  refineries,  aiid  coke 
ovens  may  be  necessary.  Work  already  in 
process  to  develop  data  on  adequate  con- 
trol technology  for  these  sources  is  being 
expanded  to  permit  the  proposal  of  emis« 
sion  control  regulations  as  soon  as  pos- 
sible after  completion  of  the  health  risk 
a.ssessment.  The  dates  for  the  proposal  of 
regulations  will  be  annotinced  upon  com- 
pletion of  the  health  risk  assessment 
and  identification  of  sources  to  be  con- 
trolled. 

The  Agency  has  a  wide  range  of  regula- 
tory authorities  available  which  could  be 
used  other  than  Section  112  The  Admin- 
istrator interprets  Section  112  to  permit 
the  Agency  to  control  some  sources  of  a 
listed  hazardous  air  pollutant  tmder 
other  statutes  or  other  sections  of  tlie 
Clean  Air  Act  if  appropriate.  The  Agency 
Will  make  a  serious  examination  of  the 
extent  to  wlxich  the  Toxic  Substances 
Control  Act  or  other  authorities  may  be 
used  either  in  addition  to.  or  instead  of. 
the  Clean  Air  Act  to  achieve  reductions 
in  exposures  to  benzene. 

After  evaluating  available  informa- 
tion, the  EPA  Administrator  has  con- 
cluded that  benzene  is  a  "hazardotis  air 
pollutant"  as  defined  in  Section  112  of 


the  Clean  Air  Act.  as  amended  In  reach- 
ing this  decision.  EPA  already  has  con- 
sulted with  OSHA.  NI08H.  and  the  Na- 
tional Center  for  Toxicological  Research. 
and  also  plans  to  consult  with  other  ap- 
propriate Federal  departments  and 
agencies,  advisory  committees,  and  inde- 
pendent experts.  .Accordingly,  notice  is 
given  that  the  Administrator,  pursuant 
to  Section  112 lb)  <lHAi  of  the  Act,  ef- 
fective on  I  date  of  publication',  amends 
the  list  of  hazardous  air  pollutants  to 
read  as  follows: 

List  of  Hazarjxjls  Air  Pou.ut*j*ts 
*  •  •  •  • 

5    Benzene. 

Dated:  June  1,  1977. 

Douglas  M.  Costlk. 

AdTninistrator. 

lFRDoc.77-16204  Filed  6-7-77,8.45  am] 


[FBL  742-i:  OPP-301331 

PESTICIDE   PROGRAMS 

Receipt  of  Application  To  Register  a  Pesti- 
cide Prtxluct  Containing  a  New  Active 
lngre<*ient 

Armak  Co.,  300  S.  Wacker.  Chicago,  ni. 
60606,  has  submitted  to  the  Environ- 
mental Protection  Agency  '  EPA  >  an  ap- 
plication to  register  the  pesticide  product 
ABQUAD  DMCB  EPA  File  Symbol 
6922-RI',  containing  80T  of  the  active 
ingredient  N-alkyl  dlmethylbenzj-1  am- 
monium chloride  T'lkyl  groups  C12-57%. 
C14-18^r.  Cl&-8^-,  CIO-6'T.  CSS'^r.  and 
CS-5%  i .  which  has  not  been  included  in 
any  previously  registered  pesticide  prod- 
ucts. The  application  received  from 
.Armak  Co.  proposes  that  the  product  be 
classified  for  general  use  a.s  a  disinfect- 
ant, sanitizing  algicide.  PM31 

Notice  of  receipt  of  this  application 
does  not  indicate  a  decision  by  the 
Agency  on  the  application.  Interested 
persons  are  invited  to  .submit  wTitten 
comments  on  this  application  to  the 
Federal  Register  Section.  Technical 
Services  Division  'WH-569',  OfDce  of 
Pesticide  Programs.  Environmental  Pro- 
tection Agency.  Rm.  401.  East  Tower.  401 
M  St.  SW..  Washmgton.  DC.  20460. 
Three  copies  of  the  comments  should  be 
submitted  to  facilitate  the  work  of  the 
Agency  and  others  interested  in  inspect- 
ing them.  The  comments  must  be  re- 
ceived on  or  before  July  8.  1977  and 
should  bear  a  notation  indicating  the 
EPA  Pile  Symbol  ••6922-RI."  Comments 
received  within  the  specified  time  period 
will  be  considered  'oefore  a  final  decision 
is  made  with  respect  to  the  pending  ap- 
plication. Comment.^  received  after  the 
specified  time  period  will  be  considered 
only  to  tlie  extent  po.ssible  wiiiiout  delay- 
ing proce.ssing  of  Die  application.  Specific 
questioix?  concerning  this  application 
.^iiould  be  directed  to  the  Product  Man- 
ager iPM>  31.  Registration  Division 
I WH-567  I .  OfBce  of  Pesticide  Programs. 
at  tile  above  address  or  by  telephone  at 
202-426-2635. 

Notice  of  approval  or  denial  of  tins 
application  to  register  ARQUAD  DMCB 
will  be  announced  in  the  Pedfral  Reg- 
i<?TER.  Tlie  label  furnished  by  Armak  Co.. 


as  well  a.-:  all  written  comments  filed  ptir- 
suant  to  this  notice,  will  be  available  for 
public  inspection  in  tl->e  oCRce  of  the  Fed- 
eral ReeL';ter  .section  from  8:30  a  m  to 
4  00  p  m   Monday  through  Friday, 

Dated;  June  1. 1977. 

Douglas  D    Cakpt. 

Acting  Director, 
Registration  Division. 


(FR  Doc  77-16093  FUed  6- 


7.8  46  am| 


[FRL,  742-3:   PP  SG1563  TlOB) 

PESTICIDE    PROGRAMS 

Renewal  of  a  Tempofary  Tolerance  2- 
chtoro  -  N  -  (2-ethyi-6-methylphef»y*>-N- 
(2  methoxy-l-methy»ethy<-«cetamKle) 

On  May  6,  1976.  the  Environmental 
Protection  Agency  'EPA)  announcwl 
'41  FR  18709>  a  renewal  of  temporary 
tolerances  for  combined  residues  of  the 
herbicide  2-chloro-A'-(2-ethyl-6-meth- 
ylphenyl )  -N-  ( 2-methoxy- 1  -methylethyl 
acetamide  and  it*  metabolites  converted 
to  2-1 12-ethyl-6-methylphenyr-aminoi 
propanol  (calculated  as  the  herbicide) 
in  or  on  several  raw  agricultural  com- 
modities as  foUo'ws: 

Com  fodder  and  forage  at  0.75  part 
per  million  ippm*  : 

Com  grain  and  fresh  com,  including 
sweet  corn  >  kernels  plus  cob  with  basic 
removed*  at  0  05  ppm. 

Eggs.  mill:,  and  the  meat,  fat,  and 
meat  byproducts  of  cattle,  goats,  hogs. 
horses,  poultry,  and  sheep  at  0  02  ppm. 

Tlicse  tolerances  were  established  <40 
P'R  13334  I  in  response  to  a  Pesticide  Pe- 
tition •  PP5G1553>  submitted  by  Ciba- 
Geigy  Corp  ,  Agricultural  Div..  P.O.  Box 
11422.  Greensboro.  N.C  27409.  This  re- 
newal expired  April  30.  1977. 

Ciba-Geig>-  Corp.  has  requested  a 
tliree-month  extension  of  these  tempo- 
rary tolerances  both  to  permit  contmued 
testing  to  obtain  additional  data  and  to 
ix;rm:l  Uie  marketing  of  Uie  above  raw 
agricultural  commodities  when  treat-ed 
in  accordance  wiiii  the  provisions  of  an 
experimental  use  permit  that  has  been 
extended  under  the  Federal  Insecticide. 
Fungicide,  and  Rodenticide  Act  <FI- 
FRA».  as  amended  <86  Stat.  973.  89 
Stat.  751:  7  U.S.C.  136' a)   et  seq.>. 

The  scientific  data  reported  and  all 
other  relevant  material  have  been  eval- 
'.;ated.  and  it  has  been  determined  that 
a  renewal  of  the  temporary  tolerances 
will  protect  the  public  health  Therefore. 
the  temporary  tolerances  arc  renewed  on 
cmdition  that  tlie  pesticide  is  used  in 
accc^-dance  with  the  experimental  use 
permit  with  the  following  provisions: 

1  The  total  amount  of  the  pesticide 
to  be  used  ma"^  not  exceed,  the  quantity 
authorized  by  the  experimental  use 
permit. 

2.  Ciba-Geigy  Corp  must  immediately 
notify  the  EPA  of  any  findings  from  the 
experimental  use  that  have  a  bearing  on 
safety.  The  firm  must  also  keep  records 
of  production,  distribution,  and  perform- 
ance and  on  request  m^Lke  the  records 
available  to  any  authorized  c^Bcer  or 
employee  of  the  EPA  or  the  Food  and 
Drug  Administration. 
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These  temporary'  tolerances  expire 
July  30.  1977.  Residues  not  in  excess  of 
0.75  ppm  remaining  In  or  on  com  fod- 
der and  forage:  0  05  ppm  in  or  on  corn 
grain  and  fresh  com  including  sweet  com 
ikernals  plus  cob  with  husk  removed'; 
and  0.02  ppm  m  eggs,  milk,  and  the  meat, 
fat,  and  meat  byproducts  of  cattle,  goats. 
)ioi;s,  horses,  poultry,  and  sheep  after  this 
expiration  dat€  will  not  be  considered  ac- 
tionable if  the  pesticide  is  legally  applied 
during  the  tei-m  of  and  in  accordance 
with  the  provisiorvs  of  the  experimental 
use  permit  and  temportaxy  tolerances. 
These  temporary  tolerances  may  be  re- 
voked if  the  experimental  use  permit  i^ 
revoked  or  if  any  scientific  data  or  ex- 
perience with  this  pesticide  Indicate  such 
revocation  is  necessary  to  protect  the 
public  health.  Inquiries  concerning  this 
notice  may  be  dii-ected  to  Ms.  Libby  Zink. 
Registration  Division  '  WH-567  > .  Office 
of  Pesticide  Programs,  Room  315,  East 
Tower,  401  M  St.  SW.,  Washington,  D.C. 
20460  1202-755-4851). 

(Sec.  408(J)   of  the  Federal  Food.  Drug,  and 
Cosmetic  Act  (21  U.S.C.  34€a(J»).) 

Dated  June  1,  1977. 

Douglas  D.  Camp, 

Acting  Director, 
Registration  Division. 

I  PR  Doc.77-16098  Piled  6-7-77:8:45  am] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

IO8C-150,  (SD0021),  FCC  77-231 1 
CENTRAL   PLAINS   CABLE  TV,    INC. 

Petition  for  Order  To  Show  Cause 
Adopted:  March  24,  1977. 
Released:  Aprils.  1977. 

1.  Forum  Communications  Company. 
licensee  of  Station  KSFY-TV  'NBC, 
Channel  13',  Sioux  Falls.  South  Dakota, 
has  filed  a  petition  requestmg  that  the 
Commission  order  Central  Plains  Cable 
TV.  Inc..  to  cease  and  desist  from  car- 
riage of  the  signal  of  Station  KTIV 
I  NBC.  Channel  4i,  Sioux  City,  Iowa,  on 
the  cable  television  system  at  Mitchell, 
South  Dakota  Central  Plains  responded 
by  letter.  Forum  Communications  has 
replied. 

Background 

2.  The  subject  cable  television  system 
Is  located  in  the  Sioux  Falls-Mitchell, 
South  Dakota,  major  television  market 
I  No.  85 1.  By  letter  dated  February  5. 
1975,  Central  Plains  was  granted  special 
temporary  authority  iCSTA-27i  to  carry 
the  signal  of  KTIV,  because  the  signal  of 
KSFY-TV.  the  local  NBC  affiliate,  was 
unavailable  at  Central  Plains  headend 
site,  due  to  the  collapse  of  Uie  lo<"al  sta- 
tions  tower  Thereafter,  on  March  18. 
1975,  tlie  Commission  released  its  order 
in  which  Central  Plains  was  granted  a 
certificate  of  compliance  and  was  author- 
ized  to  carry  the  signal  of  KTIV  for  one 


year  or  until  the  availability  of  either  of 
the  two  distant  independent  signals  it 
was  authorized  to  carry,-  whichever  oc- 
curred first.  The  Commission  refiised  to 
accord  grandfathered  statas  to  the  KTTV 
signal  for  the  subject  cable  system.  Cen- 
tral Plains  Cable  TV,  Inc.  i  Mitchell, 
South  Dakota),  FCC  75-266.  51  FCC  2d 
904,  recon.  denied,  FCC  75-548,  53  FCC 
2d  188  11975'. 

Arguments 

3.  Petitioner  outlines  the  events  just 
described  and  indicates  that  the  cable 
system  continues  to  carry  the  signal  of 
KTIV  but  without  authorization.  It  states 
that  it  rebuilt  its  tower  and  had  resumed 
normal  operations  on  December  19,  1975. 
Therefore,  petitioner  asks  that  Central 
Plains  be  ordered  to  cease  and  desist  from 
carriage  of  the  signal  of  KTTV. 

4.  In  response.  Central  Plains  argues 
that  the  requested  order  should  not  be 
Lssued  because  it  has  timely  filed  a  re- 
quest for  authority  to  continue  carriage 
of  KTIV  '  CSR-986  > .  It  argues  that  the 
petition  was  not  made  untimely  by  its 
carriage  of  one  of  the  distant  independ- 
ent signals.  WTCN-TV.  prior  to  its  filing 
of  the  request  since  carriage  was  only  on 
a  test  basis  to  determine  the  acceptability 
of  the  common  carrier  microwave  serv- 
ice. It  argues  that  the  Commission's 
policy  is  to  permit  continued  operation 
pending  di.spKJsition  of  such  requests. 
Also.  Central  Plains  states  that  KSFY- 
TV  has  not  alleged  any  adverse  impact 
from  carriage  of  the  signal. 

5.  Petitioner  replies  that  the  cable  sys- 
tem has  used  the  Commission's  provisions 
for  filing  petitions  merely  to  prolong  con- 
tinued carriage  of  the  unauthorized  sig- 
nal. It  states  that  the  cable  system  does 
not  have  authority  to  continue  carriage 
of  the  signal  pending  disposition  of  the 
cable  system's  request  and,  moreover, 
even  if  continued  operation  would  be  per- 
mitted otherwise,  the  cable  system's  re- 
quest was  not  timely  filed.  First,  peti- 
tioner indicates  that  the  authority  to 
carry  the  signal  of  KTTV  was  for  a  spe- 
cific period  of  time  which  could  not  be 
renewed  Tlius,  any  Commission  practice 
of  permitting  continued  operation  pend- 
ing dis!;K)sition  of  such  requests  is  in- 
applicable. Second,  in  any  event,  the 
cable  system's  request  was  not  timely 
filed.  Its  authorization  for  carriage  ex- 
pired upon  the  availability  of  either  of 
the  two  authorized  distant  independent 
signals.  Although  carriage  of  one  of  the 
signals  on  a  permanent  basis  may  not 
have  commenced  until  after  the  filing  of 
the  cable  system's  request,  at  least  one 
of  those  two  signals  was  available  for 
carriage  prior  to  the  filing  of  the  request. 
Thus,  continued  carriage  violat€d  the 
Rules. 

Analysis 

6  There  is  no  question  that  Central 
Plains  is  presently  carrying  the  signal  of 
at  least  one  of  the  Independent  signals, 
WTCN-TV.  or  that  the  one  year  tempo- 


rary authorization  has  long  since  expired. 
The  Commission  has  today  issued  its  de- 
cision denying  the  cable  system's  request 
(CSR-986)  for  permanent  authorization 
to  carry  the  signal  of  KTIV.  Thus,  con- 
tinued carriage  of  the  signal  of  KTIV  on 
the  cable  television  system  is  in  violation 
of  the  Commission's  Rules. 

7.  There  is  reason  to  believe  that  car- 
riage of  the  signal  of  KTIV  will  be  dis- 
continued upon  announcement  of  our  de- 
cision regarding  the  cable  system's  re- 
quest or  upon  release  of  this  opinion.  For 
this  reason,  we  choose  not  to  issue  an 
order  to  show  cause  at  this  time.'  There- 
fore, the  subject  cable  television  system 
will  be  directed  to  discontinue  carriage  of 
the  signal  of  KTTV  within  fifteen  (15) 
days  of  the  release  date  of  this  memoran- 
dum opinion  and  order.  Further,  the  sub- 
ject cable  television  syst€m  is  instructed 
to  advise  the  Chief,  Cable  Television  Bu- 
reau, of  the  fact  of  compliance  within 
thirty  (30)  days  of  the  release  date  of 
this  memorandum  opinion  and  order. 
Any  further  action  on  the  petition  iCSC- 
150)  filed  by  Forum  Communications  will 
be  held  in  abeyance  pending  the  response 
of  the  subject  cable  television  system.  If 
compliance  with  this  directive  has  not 
been  effected  within  the  period  of  time 
specified  herein,  the  Chief.  Cable  Televi- 
sion Bureau,  is  hereby  authorized  to  issue 
an  order  to  show  cause  against  the  sub- 
ject cable  television  system  to  show  cause 
why  it  should  not  be  directed  to  cease  and 
desist  from  violation  of  Section  76.63  of 
the  Commission's  Rules. 

Accordingly,  it  is  ordered.  That  the 
cable  television  system  operated  by  Cen- 
tral Plains  Cable  TV,  Inc.,  at  Mitchell, 
South  Dakota,  is  directed  to  comply  with 
the  requirements  of  Section  76.63  of  the 
Commission's  Rules  within  fifteen  il5) 
days  of  the  release  date  of  this  memoran- 
dum opinion  and  order  as  indicated  in 
paragraph  7  above. 

It  is  further  ordered.  That  further  ac- 
tion by  the  Commission  on  the  petition 
filed  by  Forum  Communications  Com- 
pany 'CSC-150)  is  deferred  as  indicated 
above. 

It  is  further  ordered,  That  the  Chief. 
Cable  Television  Bureau,  is  authorized  to 
issue  an  order  to  show  cause  to  be  di- 
rected against  the  cable  television  system 
operated  by  Central  Plains  Cable  TV. 
Inc.,  at  Mitchell,  South  Dakota,  subject 
to  the  conditions  specified  above. 

Federal  Communications 

Commission, 
Vincent  J.  Mullins, 

Secretary. 

|PR  Doc.77-16160  Piled  6-7-  77;8  45  ami 


'  KSPT-TV'  resumed  operations  on  Decem- 
ber 19,  1975.  and  Is  now  being  carried  on  the 
system. 


'KWON-TV,  Denver,  Colorado,  and  WTCN- 
TV.  Minneapolis.  Minnesota. 


=  Such  an  approach  of  deferring  the  issu- 
ance of  an  order  to  show  cause  where  It  ap- 
pears that  compliance  will  be  forthcoming  is 
like  that  used  in  South  Saiisahto  Cable  TV 
(Sausallto,  California),  FCC  76-122,  58  FCC 
2d  162  (1976):  Century  Cable  of  Northern 
California.  Inc.  ( .Albany,  California) .  FCC  76- 
652,  60  PCC  2d  842  ( 1976) ;  National  Cable  Co 
(East  Lansing,  Michigan),  FCC  76-679,  60 
FCC  ad  986  (197C) ;  and  Burdette's  Kadio-TV 
Service,  Inc.  (White  Sulphur  Springs.  West 
Virginia),  PCC  76-807.  60  PCC  2d  947  (1976). 
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FEDERAL   ENERGY 
ADMINISTRATION 

REPORTING  AND  RECORDKEEPING 
REQUIREMENTS 

Extension  of  Expiration   Dates  of  Certain 
Forms 

The  Federal  Energy  Administration 
i'FEA")  hereby  gives  notice  that  the 
General  Accounting  Office  has  extended 
the  expiration  date  for  the  following 
FEA  report  forms  to  June  30.  1978: 

Form  Number  Title  * 

FEA-IOOA Producers  and   Wholesale 

Pvircha-ser-Resellers 

Monthly  Report. 
FEA-103B Storage    Operators    Monthly 

Report. 
FEA-1000 Prime  Supplier's  Monthly 

Report. 

Dated:  June  2.  1977. 

Eric  J.  Fygi, 
Acting  General  Counsel. 

IFR  Doc  77-16194  Piled  6-7-778  45  am] 

FEDERAL   MARITIME  COMMISSION 

FAR   EAST   DISCUSSION   AGREEMENT 

Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  )39  Stat.  733.  75  Stat.  763,  46 
U,S.C.  814). 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  tlie  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission,  1100  L  Street.  N'W., 
Room  10126,  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  N.Y..  New  Orleans.  La.,  San  Juan, 
Puerto  Rico  and  San  Francisco.  Cali- 
fornia. Comments  on  such  agreements, 
including  requests  for  hearing,  may  be 
submitted  to  the  Secretarj-.  Federal 
Maritime  Commission.  'Washington,  D.C, 
20573.  on  or  before  June  18.  1977.  Any 
person  desiring  a  hearing  on  the  pro- 
posed agreement  shall  provide  a  clear  and 
concise  statement  of  the  matters  upon 
which  they  desire  to  adduce  evidence.  An 
allegation  of  discrimination  or  unfair- 
ness shall  be  accompanied  by  a  state- 
ment describing  the  discrimination  or 
unfairness  with  particularity.  If  a  vio- 
lation of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  Is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri- 
ment to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing 
the  agreement  i  as  indicated  hereinafter  < 
and  the  statement  should  indicate  that 
this  has  been  done. 

Par  East  discussion  agreement.  Notice  of 
Agreement  Piled  by:  H  P.  Blok.  Secretary. 
Agreement  No  9981.  417  Montgomery 
Street,  San  Francisco.  California  94104. 

Agreement  No.  9981-5 (A)  is  an  appli- 
cation on  behalf  of  the  member  lines  of 
the  Far  East  Discussion  Agreement  for 


an  interim  extension  through  November 
15,  1977  of  the  authority  conferred  under 
the  terms  and  conditions  of  said  agree- 
ment which  has  a  present  expiration 
date  of  June  20,  1977.  On  April  8,  1977. 
the  member  lines  filed  Agreement  No. 
9981-5  to  extend  their  agreement  for  a 
period  of  one  year  beyond  the  June  20. 
1977  expiration  dale.  Notice  of  this  was 
published  in  the  Federal  Register  on 
April  18  in  Volume  42,  No.  74,  at  Page 
20188, 

By    Order   of    the   Federal    Maritime 
Commission. 

Dated:  June  3.  1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

(PR  Doc.77-16165  Filed  6-7-77:8:45  ami 


FEDERAL  POWER  COMMISSION 

1  Docket  No6.  CP74-138,  CP74-139,  CP74-1401 

TRUNKLINE  LNG  CO.  AND  TRUNKLINE 
GAS  CO. 

Order  Setting  Oral  Argument,  Granting  Late 
Petitions  To  Intervene  Subject  to  Con- 
ditions, and  Denying  Request  for  Further 
Extension  of  Time  for  State  Commission 
Comments 

June  2.  1977, 

On  May  20,  1977.  Trunkline  LNG  Com- 
pany and  Trunkline  Gas  Company 
(Trunkline)  filed  a  motion  for  oral  argu- 
ment "en  banc"  regarding  issues  raised 
in  Trimkline's  subsequently  filed  appli- 
cation for  rehearing  of  Opinion  No.  796. 

FPC issued  April  29.  1977. 

in  this  proceeding.  Specifically.  Trunk- 
line  requests  oral  argument  on  three  con- 
ditions set  forth  by  Opinion  No.  796 
which  allegedly  jeopardize  the  project. 
These  issues  relate  to: 

•  •  •  imposition  of  fixed  rates  for  resale 
of  the  LNG  regardless  of  cost  adjustment  re- 
quired by  the  LNG  supply  and  freight  rate 
contracts:  (b)  rejection  of  the  cost  of  service 
tariff  concept  and  promulgation  of  a  mini- 
mum bill  provision  which  fails  to  preserve 
the  economic  viability  of  the  project:  and  (o 
imposition  of  mandatory  incremental  pric- 
ing of  the  LNG  sales  by  Trunkline  and  iis 
pipeline  customers  (Panhandle  Eastern  Pipe 
Lme  Company  and  Mississippi  River  Trans- 
mission Company).  Motion,  p.  2.) 

Trunkline  argues  that  oral  argument 
will  provide  a  good  forum  for  resolution 
of  the  issues  raised  in  its  motion  and  its 
apphcation.  and  for  state  commissions 
to  express  their  views  on  the  issues 
raised  by  the  project.  Furthermore,  the 
issues  raised  may  affect  similar  LNG 
projects  currently  awaiting  certificate 
authorization  before  the  Commission. 

On  May  26.  1977,  Tennessee  Gas  Pipe- 
hne  Company  'Tennessee'  filed  a  plead- 
ing supporting  Trunklines  motion.  A 
similar  pleading  was  filed  by  Southern 
California  Gas  Company,  el  al.  on  May 
27.  1977. 

In  order  to  provide  the  parties  to  this 
proceeding,  including  the  Commission 
Staff,  interested  state  commissions,  other 
agencies  of  the  Federal  Government,  and 
other  interested  parties,  an  opportunity 


to  discuss  the  issues  raised  by  Trunkline 
and  other  parties  on  rehearing,  the 
Commission  shall  schedule  an  oral  argu- 
ment for  June  13.  1977.  to  discuss  the 
three  issues  raised  by  Trunkline.  as  well 
as  any  other  issues  deemed  relevant  by 
the  parties  to  this  proceeding. 

On  May  27,  1977.  the  National  Associa- 
tion of  Regulatory  Utility  Commission- 
ers iNARUCi  filed  a  motion  requesting 
an  extension  of  the  time  for  state  com- 
missions to  file  comments  on  Opinion  No. 
796  until  June  30.  1977.  On  May  27.  1977, 
the  Commission  extended  the  date  for 
such  comments  until  June  15,  1977.  Be- 
cause of  the  need  for  final  action  on 
Trunkline's  certificate  application  by 
July  1.  1977,'  the  Commission  shall  not 
extend  the  date  for  comments  from  state 
commissions  beyond  June  15.  1977. 

On  May  31.  1977.  late  jjetitions  to  in- 
tervene were  filed  by  General  Motors 
Corporation.  East  Ohio  Gas  Company, 
Battle  Creek  Gas  Company,  and  the  In- 
terstate Natural  Gas  Association  of 
-America  in  conjunction  with  their  re- 
spective apphcations  for  rehearing  filed 
on  that  date.  For  good  cause  showTi.  the 
Commission  shall  grant  the  petitions 
subject  to  the  conditions  set  forth  below. 

The  Commission  orders:  (A)  Oral 
argument  shall  be  held  in  this  proceeding 
before  the  Federal  Power  Commission 
commencing  at  2  p.m.  lEDTi.  Jime  13, 
1977.  in  Hearing  Room  A.  825  North 
Capitol  Street  NE..  'Washington.  D.C. 

'Bt  All  parties  to  this  proceeding,  in- 
cluding the  Commission  Staff,  and  otlier 
interested  parties,  such  as  state  commis- 
sions and  NARUC.  may  participate  in  the 
oral  argument.  Those  desiring  to  make 
oral  argument  shall  inform  the  Secre- 
tary on  or  before  June  9.  1977.  and  shall 
state  the  amount  of  time  that  they  re- 
quest. In  addition,  any  party  wishing  to 
file  a  written  statement  relating  to  oral 
argument  shall  do  so  not  later  than  June 
10.  1977. 

I C I  The  above-named  petitioners  are 
permitted  to  intervene  in  this  proceeding 
as  hereinbefore  discussed,  subject  to  the 
Rules  and  Regulations  of  the  Cwnmis- 
sion:  Provided,  however.  That  the  par- 
ticipation of  such  interveners  shall  be 
limited  to  matters  affecting  asserted 
rights  and  interests  specifically  set  forth 


'  Applications  for  rehearing  were  filed  on 
May  27.  1977.  by  Algonquin  LNO,  Inc.,  and 
Algonquin  Gas  Transmission  Company. 
Eascogas  LNG,  Inc.,  Southern  California  Gas 
Company,  et  al..  and  Distrigas,  et  al  On  May 
31,  1977,  applications  for  rehearing  were  filed 
by  Public  Service  Electric  &  Gas  Company. 
Columbia  Gas  Transmls,sion  Corporation. 
Mississippi  River  Tran.smlssion  Corporation. 
I:^.d:ana  Gas  Company.  Columbia  LNG  Cor- 
poration. Tennessee  Gas  Plp>ellne  Company. 
Battle  Creek  Gas  Company,  Interstate  Nat- 
ural Gas  Association  of  .America,  Consumers 
Power  Company  Southern  Energy  Company, 
and  Southern  Natural  Gas  Company,  Gen- 
eral Motors  Corporation,  East  Ohio  Gas  Com- 
pany, and  Trunkline  LNG  Company  and 
Trunkline  Gas  Company  .A  'Memorandum 
•  •  *  Re.«pectlng  Rehearing"  was  filed  on  May 
26.  1977,  by  El  Paso  Algeria  Corporation. 

■•  Opinion  No   796.  p   5.  footnote  2. 
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In  their  petitions  to  intervene:  Provided, 
further.  That  the  admission  of  such  in- 
tervenors  shall  not  be  construed  as  recog- 
nition by  the  Commission  tiiat  they 
might  be  aggrieved  because  of  any  order 
or  orders  issued  by  the  Commission  in 
this  proceeding;  and  Provided,  further. 
That  the  granting  of  such  petitions  shall 
not  be  grounds  for  delay  in  this  proceed- 
ing, and  that  such  intervenors  shall  take 
tlie  record  as  they  find  it. 

tDi  NARUC's  May  27,  1977.  motion  to 
extend  the  comment  date  for  state  com- 
missions to  June  30,  1977,  is  denied  to 
tlie  extent  that  it  would  extend  the  iate 
for  such  comments  beyond  June  15.  1977. 
the  date  established  by  Notice  issued  May 
27,  1977. 

'El  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  In 
the  Federal  Register,  and  shall  serve 
copies  of  the  same  on  all  parties  to  this 
proceeding. 

By  the  Commission. 

Kenneth  F.  Plumb, 
Secretary. 

|PR  Doc.77-16253  Piled  ft  7-77:845  am) 


;  Docket  Nos  ER7d-E47,  ER76-748,  ER76-749, 
ER76-750,  ER76-751.  ER76-752.  ar.d  ER76- 
7531 

WEST  TEXAS    UTILITIES   CO, 

Order  Accepting  Service  Agreements  for 
Filing.  Granting  Intervention  and  Waiving 
Notice  Requirements 

JlTNE    1,    1977. 

Electric  rates:  acceptance  for  filing. 
Before  CommLssloncrs:  Richard  L.  Dun- 
ham. Chairman;  Don  S.  Smith,  John  H. 
HoUoman  III.  and  James  G.  Watt. 

This  matter  comes  before  the  Commis- 
sion as  part  of  the  continuing  contro- 
versy with  respect  to  the  Texas  inter- 
connection question.  Before  May  4.  1976 
West  Texius  Utilities  Company  (WTU), 
Central  Power  and  Light  Company 
(CP&L),  the  Texas  Utility  Companies' 
and  Houston  Light  and  Power  Company 
'HL&P>.  together  with  the  Cities  of  San 
Antonio.  Austin,  the  Lower  Colorado 
River  Authority,  among  others,  com- 
prised the  Texas  Interconnected  System, 
a  power  pool  operating  in  Texas.  On  May 
4.  1976.  WTU  commenced  sales  of  elec- 
tricity in  interstate  commerce  from  its 
previously  intrastate  transmission  lines 
and  HL&P  and  the  Texa.s  Utility  Com- 
panies responded  by  opening  their  inter- 
connections with  CP&L,  WTU.  the  Cities 
of  San  Antonio.  Austin,  and  the  Lower 
Colorado  River  Authority.  By  order  is- 
sued July  21.  1976  and  September  17. 
1976.  the  Commission  dttermined  tiiat 
WTU  was  a  "public  utility"  within  the 
meaning  of  Section  201  of  the  Federal 
Power  Act  1 16  U  S.C.  824).  and,  there- 
fore, subject  to  its  jurisdiction  for  having 
commenced  the  transmission  of  electric 
energy  in  Interstate  commerce  and  the 


sale  of  electric  energy  at  wholesale  in 
interstate  commerce.' 

By  letters  dated  June  18,  1976,  WTU 
submitted  for  filing  various  executed 
contracts  for  electric  ser\'ice  with  six- 
teen (16)  wholesale  customers  which 
were  previously  served  from  WTU's  in- 
trastate sytem  in  Texas.  The  following  is 
a  discussion  of  each  of  the  filings. 

Docket  No.  ER76-747 

WTU  submitted  for  filing  its  separate 
fixed  rate  contracts  with  seven  Rural 
Electric  Cooperative  customers  provid- 
ing for  the  sale  of  firm  power  and  asso- 
ciated energy.  The  Rural  Electric  Coop- 
erative customers  are:  Coleman  County 
Electric  Cooperative.  Inc.,  Concho  Valley 
Electric  Cooijeratives,  Inc.,  Dickens 
County  Electric  Cooperative.  Inc.,  Mid- 
west Electric  Cooperative,  Inc.,  South- 
west Texas  Electric  Cooperative,  Inc.. 
Stamford  Electric  Cooperative,  Inc.,  and 
Taylor  Electric  Cooperative,  Inc,  The 
terms  and  conditions  of  each  fixed  rate 
contract  expire  on  January  1,  1980. 

Docket  No.  ER7&-748 

WTU  submitted  for  filing  Its  separate 
fixed-rat«  agreements  with  the  City  of 
Sonora,  Gate  City  Electric  Cooperative, 
Inc..  McCulloch  Electric  Cooperative, 
Inc..  and  Brazos  Electric  Power  Coopera- 
tive, Inc. 

Docket  No.  ER76-749 

WTU  submitted  for  filing  its  intercon- 
nection Agreement  with  Texas  Electric 
Service  Company  (TESCO).  The  fixed 
rate  agreement  provides  for  the  sale  of 
firm,  emergency,  and  economy  energy. 
The  contract  between  WTU  and  TESCO 
contains  language  which  restricts  the 
transmission  of  power  and  energy  to  in- 
trastate commerce.  On  May  4.  1976. 
when  WTU  commenced  the  transmission 
of  electric  energy  in  interstate  com- 
merce. TESCO  severed  its  ties  with 
WTU:  tlie  interconnections  were  opened 
and  service  between  the  parties  has  not 
been  exchanged  since.  However,  by  In- 
terim Order.  Docket  No.  14,  the  Public 
Utility  Conmiission  of  Texas  on  May  3, 
1977.  ordered  that  the  interconnection 
be  closed. 

Docket  No.  ER76-750 

WTU  submitted  for  filing  Its  Inter- 
connection Agreement  dated  February 
13.  1975.  with  the  Lower  Colorado  River 
Authority  'LCRA).  The  agreement  pro- 
vides for  the  exchange  of  power  and  en- 


:  The  Texas  UtlJuy  Companies  comprise 
the  following:  Dallaa  Power  &  Light  Com- 
pany, Texas  Electric  Service  Company  and 
Texa-s  Power  and  Light  Compajiy. 


-By  order  Issued  May  3.  1977.  in  Re:  the 
.Application  of  Houston  Lighting  and  Power 
Company,  et  al.,  for  Reconnectlon  of  the 
Texas  Interconnect  Sj^tem.  Docket  No.  14. 
the  P\ibllc  Utility  Commls.slon  of  Texas 
ordered  WTU  and  others  lnt€r  alia.  ■••  •  * 
Immediately  reestablish  the  Texas  Intercon- 
nect. System  as  it  existed  on  May  3,  1976,  and 
AS  contractually  agreed  to  by  such  pities 
and  that  any  SJid  all  disconnects  which  must 
be  made  to  remove  the  contract  Impediments 
to  such  reconnectlon  be  made  Immediately 
•  •  •".  The  effect,  If  any.  of  that  order  on 
this  Commission's  determination  that  WTU's 
Jurisdictional  status  Is  not  at  this  time 
determinable. 


ergy  between  the  parties,  and  the  sale 
of  emergency,  economy,  and  supplemen- 
tary energy,  firm  and  short-temi  firm 
power  from  one  party  to  the  other.  The 
rates  for  such  sales  are  based  on  the  in- 
cremental cost  of  providing  the  sub.iect 
service.  The  charges  will  be  determined 
at  the  time  of  each  sale  and  will  be 
mutually  agreed  upon  by  the  parties. 

Docket  No.  ER76-751 

WTU  submitted  for  filing  its  Inter- 
connection Agreement  dated  May  20. 
1966.  with  CP&L.  The  agreement  provides 
for  the  exchange  of  energy  and  the  sale 
of  firm  power.  CP&L  filed  a  Certificate  of 
Concurrence  to  the  filing. 

Docket  No.  ER76-752 

WTU  submitted  for  filing  its  Elec- 
tric Service  Agreement  dated  June  2. 
1969.  with  the  Commtmity  Public  Serv- 
ice Ccmpani'  (Community".  The  fixed 
rate  agreement  provides  for  the  sale  of 
power  and  energy  to  Community  and  the 
lease  of  certain  transmission  facilities 
owned  by  Commuruty  and  operated  in- 
terconnected with  the  transmission  sys- 
tem of  WTU.  A  monthly  credit  of  $3,000 
Is  apphed  to  the  bill  of  Community  lo 
compensate  for  the  use  of  transmission 
facilities  provided  by  Community.  This 
Contract  terminates  on  June  1.  1977. 

Docket  No.  ER76-753 

WTU  submitted  for  filing  an  un- 
executed agreement  for  electric  service 
with  Western  Farmers  Electric  Coopera- 
tive (WFEC)  The  agreement  provides 
for  the  sale  of  power  and  energy  to 
WFEC  at  rates  identical  to  those  ac- 
cepted by  the  Commission  in  West  Tex- 
as Utilities  Co..  et  al..  Docket  No.  E-9143 
issued  Jime  6.  1975.  The  fuel  adjustment 
clause  contained  in  the  proposed  rates 
complies  with  Commission  Order  No. 
517.  In  addition,  the  agreement  contains 
language  which  permits  unilateral  rate 
change  application  to  the  Commission 
In  conformance  with  Commission  Order 
No.  541. 

Further,  WTU  seeks  waiver  of  the 
filing  requirements  of  Section  35.14  of 
the  Commission's  Regulations,  with  re- 
spect to  those  fixed  rate  contracts  which 
contain  fuel  adjustment  clauses.  WTU 
asserts  that  since  the  contracts  are  of  a 
fixed  rate  nature  compliance  witli  Com- 
mission Order  No.  517  is  unnecessary. 
WTU  states  that  the  provisions  of  the 
fuel  adjustment  claiLses  were  an  integral 
part  of  the  rate  developed  in  1964  and 
the  fuel  adjustment  clauses  were  also 
carefully  considered  in  1969.  when  the 
extensions  of  the  contract  terms  were 
negotiated  t>efore  such  sales  were  reg- 
ulated by  the  Commission.  WTU  main- 
tains that  if  the  fuel  adjustment  clauses 
are  changed,  the  entire  rate  would  have 
to  be  changed  to  maintain  the  same 
compensation  from  tiie  rates.  In  addi- 


^  The  agreement  with  Western  Farmers 
Electric  Cooperative  filed  In  Docket  No.  ER 
76-753  provides  for  unilateral  rate  change 
application  with  the  Commission.  However, 
the  subject  agreement  contains  a  fuel  ad- 
justment clause  which  conforms  to  Order 
No.  517. 
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tion,  WTU  avers  that  since  the  fuel 
adjustment  clauses  are  part  of  the  long- 
term  fixed  rate  contracts  under  the 
Sierra-Mobile  doctrine.'  they  cannot  be 
unilaterally  altered  by  either  WTU  or 
the  Commission,  at  least  absent  hearings 
and  findings  by  the  CommLssion  pur- 
suant to  Section  206  of  the  Act.  WTU 
also  contends  that  this  position  has  been 
recognized  by  the  Commission  in  Elec- 
tric and  Water  Plant  Board  ot  the  City 
of  Frankfort  et  al.  v.  Kentucky  Utilities 
Company.  Opinion  No.  760.  issued  April 
29.  1976  (Docket  No.  E-9532) 

It  is  clear  from  an  examination  of  the 
various  rate  schedules  that  the  subject 
contracts  are  long-term  fixed  rate  con- 
tracUs  which  have  no  provision  for  a  imi- 
lateral  change  of  any  part  of  the  contract 
bv  either  party  to  the  contract,  except  for 
the  filing  in  Docket  No.  ER76-753  which 
provides  for  unilateral  rate  change  ap- 
plication to  the  Commi.ssion.  In  addition, 
the  fixed  rate  contracts  under  analysis 
contain  language  that  is  identical  to  that 
contained  in  WTU's  Rate  Schedules,  FPC 
Nos.  12  and  13,  which  were  also  fixed 
rate  contracts.'*  Accordingly,  in  light  of 
our  decLsions  cited  in  footnote  4,  supra., 
wrrU's  fuel  clauses  may  not  be  unilat- 
erally conformed  to  §  35.14  tf  the  Regu- 
lations since  the  clauses  are  an  integral 
part  of  contracts  which  may  be  referred 
to  as  fixed-rate  contracts.  The  Commis- 
sion under  §  206ia)  of  the  Federal  Power 
Act.  may  modify  a  fixed  rate  contract 
only  when  "the  rate  (provided  by  the 
contract)  is  so  low  as  to  adversely  affect 
the  public  interest — as  where  it  might 
impair  the  financial  ability  of  the  public 
utility  to  continue  its  service,  cast  upon 
other  consumers  an  excessive  burden, 
or  be  unduly  discriminatory"  'supra, 
note  3.)  or  is  so  high  that  it  exceeds  a 
just  and  reasonable  rate.  Such  is  not  the 
case  here.  Because  conformance  to  Sec- 
tion 35.14  is  not  required,  a  waiver  of 
conformance  is  unnecessary.  In  addition, 
the  fuel  adjustment  clause  in  Docket  No. 
ER76-753  conforms  to  the  requirements 
of  Order  517. 

WTU  also  seeks  waiver  of  the  notice 
requirements  of  Section  35.11  of  the  Reg- 
ulations, requesting  that  the  various  rate 
schedules  be  allowed  to  become  effective 
on  May  4,  1976,  the  date  on  which  WTU 


begun  transmission  of  energy  in  inter- 
state commerce. 

Public  notices  of  the  filings  in  Docket 
Nos.  ER76-749.  ER76-751,  ER76-752 
and  ER76-753  were  Issued  on  Jtme  29. 
1976  and  notices  in  Docket  Nos.  ER76- 
747,  ER76-748.  and  ER76-750  were  issued 
on  July  1.  1976.  Comments,  protests,  or 
petitions  to  intervene  were  due  on  or  be- 
fore July  9.  1976.  with  the  exception  of 
Docket  No.  ER76-749.  which  had  a  dead- 
line for  responses  of  July  7,  1976.  A  timely 
Petition  to  Intervene  was  filed  by  Com- 
munity in  Docket  No.  ER76-752  on  July 
9.  1976  which  alleged  that  it  was  an  in- 
terested party,  that  it  had  interest  which 
may  be  directly  affected  and  which  is 
not  adequately  represented  by  existing 
parties.  An  untimely  Protest  of  the  filmg 
was  filed  in  Docket  No.  ER76-749.  by  the 
Texas  Electric  Services  Company 
•  TESCOi.  on  July  9.  1976. 

We  conclude  that  it  is  reasonable  and 
in  the  public  interest  to  permit  Com- 
mtmity to  Intervene  in  this  proceeding. 
In  addition,  we  determine  that  a  hearing 
in  this  proceeding  is  unwarranted.  Ac- 
cordingly WTI's  rate  schedules  in 
Docket  Nos.  ER76-747,  76-748.  76-749, 
76-750.  76-751.  76-752,  and  76-753  are 
accepted  for  filing  to  become  effective 
May  4,  1976,  and  is  designated  as  shown 
on  the  Attachment. 

Tlie  Commission  finds:  fl)  Interven- 
tion in  Docket  No.  ER76-752  by  Com- 
munity is  in  the  public  interest. 

(2>  It  is  necessarj'  and  proper  in  the 
public  interest  and  to  aid  in  the  enforce- 
ment of  the  Federal  Power  Act  that  the 
service  agreements  tendered  in  Docket 
Nos.  ER76-747.  ER76-748.  ER76-749.  ER 
76-750,  ER76-751.  ER76-752,  and  ER76- 
753,  be  accepted  for  filing  to  become  ef- 
fective May  4,  1976. 

<  3  >  Good  cause  exists  to  waive  the  re- 
quirements of  Section  35.11  of  the  Com- 
mission's Regulation, 


*  United  Gas  Co.  v.  Mobile  Gas  Corp.,  350 
U.S.  332  (1956);  FPC  v.  Sierra  Pacific  Power 
Co..  350  U.S.  (1956). 

'  By  letter  order  dated  October  12.  1976,  in 
Docket  No.  ER76-384,  the  Commission  deter- 
mined that  conformance  with  the  filing  re- 
quirements of  Section  35.14  of  the  Regula- 
tions is  not  required  in  light  of  its  decision  la 
Electric  and  Water  Plant  Board  of  the  City  of 
Frankfort  et.  al.  v.  Kentucky  Utilities  Co., 
Opinion  760  (Docket  No.  E-9532),  Issued  AprU 
29,  1976.  and  Monongahela  Power  Company, 
Docket  No.  ER76-400.  Issued  July  2?.  1976. 
which  held  that  fuel  adjustment  clauses  con- 
tained in  contracts  of  a  fixed  rate  nature 
were  subject  to  the  protection  of  the  Sierra- 
Mobile -doctrine,  supra,  and  that  revised  fuel 
adjustment  clauses  conforming  to  Section 
35.14  of  the  Regulations  neea  not  be  filed. 


The  CommL=ision  orders:  (A)  The  pro- 
posed ser\'ice  agreements  tendered  for 
fihng  m  Docket  No.  ER  76-747.  ER76-748. 
ER76-749,  ER76-750.  ER76-751.  ER76- 
752.  and  ER76-753  are  hereby  accepted 
for  filing  to  become  effective  May  4.  1976. 

1 B  i  Community  is  hereby  permitted  to 
intervene  in  Docket  No.  ER76-752.  sub- 
ject to  the  Rules  and  Regulations  of  the 
Commission;  Provided,  however.  That 
the  participation  of  this  intervener  shall 
be  limited  to  matters  effecting  the  rights 
and  interests  specifically  set  forth  in  its 
petition  to  intervene,  and  Provided,  fur- 
ther. That  the  admission  of  such  inter- 
vener shall  not  be  construed  as  recogni- 
tion that  it  might  be  aggrieved  because 
of  any  order  or  orders  Lssued  by  the  Com- 
mission in  this  proceeding. 

(C)  This  acceptance  of  filing  does  not 
constitute  approval  of  any  service,  rate, 
charge,  classification,  or  any  rule,  regu- 
lation, contract,  or  practice  affecting 
such  rates  or  services  provided  for  in  Uie 
designations  as  shown  on  the  Attach- 
ment; nor  shall  such  acceptance  be 
deeemed  as  recognition  of  any  claimed 
contractual  right  or  obligation  affecting 
or  relating  to  such  seri-ices  or  rates;  and 
such  acceptance  is  without,  prejudice  to 
any  findings  or  orders  which  have  been 
or  may  hereafter  be  made  by  the  Com- 
mission is  any  proceeding  now  pending 
or  hereafter  instituted  by  or  against  tlie 
parties. 

( D '  This  acceptance  for  filing  termi- 
nate Docket  Nos.  ER76-747,  ER76-748, 
ER76-749,  ER76-750,  ER76-751,  ER7i>- 
752.  and  ER76-753. 

<E)  The  requirements  of  Section  35.11 
of  the  Regulations  are  hereby  waived. 

( F I  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission, 

Kenneth  F.  Plumb, 
Secretary. 


West  Texas  UrarnKs  Co. 


Designation 


Instrument 
date 


Other  party 


Di«crtption 


Docket  No.  ER76-747 


Ralp  sclipdule  FPC  No.  23 Nov. 

Supp.    No.  1  to  ran  schedule  FPC    Oct. 

No.  23. 
Supp.    No.  2  to  rate  jfliedule  FPC    Aug. 

No.  Zi. 
Supp.    No.  3  to  rate  sichwiule  FPC    Apr. 

No.  -23. 
Rale  .stIu-duU-  FPC  No.  24 Nov. 

Supp,    No.  1  to  rate  schedule  FPC    Oct. 

No.  24. 
Supp.  No.  2  to  rat*  schedule  FPC    Apr. 

No.  24. 
Supp.  No.  3  to  ratf  sihedule  FPC    May 

No.  24. 
Supp.  No.  4  to  rale  schedule  FPC    Nov. 

No.  24. 
Supp.  No.  5  to  rale  schedule  FPC    May 

No.  24.  ^ 

Supp.  No.  6  to  rate  schedule  FPO    Dec. 

No.  24. 
Rate  Schedule  FPC  No.  25 Nov. 

Supp.  No.  1  to  rate  schedule  FPC    Jan. 
No.  25. 


30, 19frl    Coleman  County  Wholesalt- i>i'weri«Krecment. 

Electric  Coop.  , 

23  1989  do Increase    in    i-outnict     di-niaints    at 

Del.  IMs. 
1,1972 do Dnss^y  Dil.  Pt. 

8_  ly73 do _.  Iiicreiise    in    conlruct     di'UiHiiil.''    ill 

Rowena  Del.  I't. 
30, 1964    Concho  Valley  Wholesale  iM.wer  agreement. 

Electric  Coop. 
23  1909  do  -  .  -  Increase    In    ctmtract    ui'maun*    at 

■    ■  Del.  Pis. 

■'6. 1973  do  Iricri'ase    in    contract    di-nisiid*    at 

Wall.  Del.  Pi. 
15,1973 do - Malhis  Field  DeL  1*1. 

13,1973 do Edith  Del.  Pt. 

21,1974 do Bamhart  Del.  Pt. 

22,1975 do Increase    in    contract    demands    at 

various  Del.  Pis. 
30  1964    Dickens  County  Wholesale  power  agreemetit. 

Electric  Coop.  „  .,,.... 

2,1968         -do -  Espuela    Suhslalion    and    West    M 

Aspennont  Del.  Pts. 
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Designation 


Instrument 
date 


Other  party 


Description 


Supp.    No.  2  to  rate  schedule  FPC    Oct.   23,1369 do ..  Ir^^MwJn   contract    demands    at 

sJJp.^No.  3  to  rate  schedule  FPC    Apr.     6, 1973  .....do " "  —  ^A^^o^t  Def.^pf.'    ^^^"^    ** 

^°-^^-  ■    ■■ .._».,,«-.         ^g Clairemont  Del.  Pt.  ' 


Wholesale  power  agreement. 


Supp".    No.  4  to  rate  schedule  FPC    May   23, 197.5 

K^t^'s?hcdule  FPC  No.  26.  ^  .  Nov.  30, 1964    Midwest  Electric 

Co-op. 

Supp.    No.  1  to  rate  schedule  FPC    Oct.    23,  l'J69  do ^"Del^ti"    *"""''"    '^™*"^'    *"• 

SuS-.j;o.  2  to  rate  schedule  FPC    Aug.    3,1972 do '"f/|Suln 'ikd^'bTcef  1^^''    " 


No.  26. 


Supp.    No.  3  tfl  rate  scliedule  FPC     Feb.   18, 197.i do.. 


Roliiii  No.  2  Del.  Pi. 
Wholesale  power  agreement. 


No   ''6 

RaleSl'hedule  FPC  No.  27. .   .   Nov.  30, 1964    Southwest  Texas 

l!.lectnc  Co-op.  ^   t,  .  t.. 

Supp.    No.  1  to  rule  schedule  FPC    Nov.  26, 1967 do. West  olCUflou  Brooks  Del.  Pt. 

No.  27 


Supp.' No.  2  to  rate  schedule  FPC    Oct.    23,1969 do. 


Increase    In    contract  demands    at 
^,     „,                                                                                                                        Del.  Pts. 

'>*o.^,.                          ...     ^„,,     ,__      13  i()7i           do                   Increase    in    contract  demands    at 

'   '                                                    Midway    Lane    and  Yates    Shell 


?upp.    No.  3  to  rate  schedule  FPC    Jan 
.\o.  27. 


Supp.    No.  4  to  rate  .^tluduli'   FPC     Mar.   2=i,  1972 
No.  27. 


-do... 


Del.  Pis. 
Increase    in    contract    demands    at 

Menard  and  Soiiora-Atlantic  Star 

Uon  Del.  Pts. 
Big  Lake  Del.  Pi. 


Supp.    No.  5  to  rate  Schedule  FPC  July   27,1972  .   ...do. 

Su'^p.^No.  6  to  rate  schedule  FPC    July     2.1973 do "  ^"van^  Del 'pL'^"''    ''"""^'^  ** 

Bu^pp.  No.  7  to  rate  schedule  FPC    Apr.  23.1974  .  ...do '"S[X.y  LnTDTpt.''""*"''  " 

Bu^p.^o.  8  to  rate  schedule   FPC    Jan.    20,1975  .....do Trippetl  Del.  Pt. 

4°p.  NO.  9  to  rate  schedule  FPC    Apr.  30,1975  .....do ^^^rra-i^lanllc'^Ln^rPt.'' 

Bu'^.p.  No.  10  to  rate  schedule  FPC  .....do. do - ^-^^  •?„  ^t".'""'    '*«°^''  " 

Bu'^p:  No.  11  to  rate  schedule  FPC    June  25,1975  .....do --  I"^^^  j^"^,  ~"'"«'    ^«^  '  ^'' 

4p.no.  12  to  rate  «=hedule  FPC    Aug.  27.1975  .....do ^^JXldDaPr'    *"""  '' 


.do. 


do  Increase    in    contract    demand    a 

OxonaDel.pt. 

Wholesale  power  agreement. 


8upp.*No.  13  to  rate  schedule  FPC 

R^teSd'iedule  FPC  No.  28 Not.  30,1964    St^rd  Electric 

Bupp.  No.  1  to  rate  schedule  FPC    Oct.   23.1969  ...^0 -  Incr^e  in  contract  demands  at  DeL 

R^teSdiedule  FPC  No.  29 Nov.  30,1964    Ta^r  Electric  Wholesale  power  agreement. 

Supp.  No.   1  to  rate  ^.hedule  FPC    Oct.    23,1969  .....do^! - Increase  in  contract  demands  at  Del. 


No.  29. 


Bupp.  No.  2  to  rate  schedule  FPC    Apr.   18,1974  .     ..do... -. ^^^^  j^elTt^'^'    '*"'°'^    '' 

Bu'Jp.^^o.  3  to  rate  schedule  FPC    Dec.   1«,1974  .....do -  Blackwell  and  Trent  Del.  Pts. 

Af,  Increase    in    contract    demands    at 

'" CedarQapDel.pt. 

iQ-fi           rto  Increase    In    contract    demands    at 

itf.o ao .^rtous  Del.  Pts. 


No.  29 


BupP.'No.  4  to  rate  schedule  FPC  Oct.  23,1975 

No.  29.  ..   J   ,  ^  u  ,« 

Supplement  No.  5  to  rate  schedule  Feb.  18, 
FPC  No.  29. 


Docket  No.  ER76-748 


Rate  schedule  FPC  No.  30_. 
Rate  schedule  FPC  No.  31... 


Supp.  No.  1  to  rale  si'hcdule  FPC  No. 

Exhibit  A  to  rate  schedule  FPC  No. 

31.                                   „ 
Rate  schedule  FPC  No.  32.- 

Supp.  No.  Iterate  schedule  FPC  No.    Jan.      5.1976 
Supp.  No.  2  to  rate  schedule  FPC  No.    June  U.,  1976 


Jan.     7,1974    CltyofSonora —  AF«f'™'J°' '*"■ ''^**'i!l2^J?"' 

Dec.   12;  1974    McCuUoch  Electric        Wholesale  power  agreement. 

Feb.  21,197'i do!'." Revision  of  contract  terms. 

,,,  aq  Statement  of  Intention  not  to  entorw 

^'  "" \        articles. 

Dec      6  1973    Gate  City  Electric     \  Wholesale  power  agreejnent. 


Coop, 
-...do 


..  Mc.^daras  Del.  Pt. 


.ao LlbertyDel.pt. 


32. 


Exhibit  A  to  rate  schedule  FPC  No 

32. 
Rate  schedule  FPC  No.  33 


(') 


(Jo  Statement  of  Intention  not  to  n  force 

articles. 
Nov     6  1950    Braios  Electric  Wholesale  power  agreement. 

Power  Coop. 
Supp.  No.  Itorate schedule  FPC  No.    Nov.    4,1950  .....do Faculties. 

BUM.  NO.  2  to  rate  schedule  FPC  No.    June    6,1951  .....do --  Rochester  Del.  Pt. 

B.f^p  No.3loratescheduleFPCNo.    Aug.  14,1952  .....do -- Benjamin  and  Moran  Del.  Pts. 

Bu^p.No.ttoratesc-hedulcFPCNo.    June  16,1953  .....do --  8E.  of  Albany  Del.  Pt.- 


33.                          ^   .  ,   _onvT„     M.TT  ■«  tqw          do  .  Various  addlUonal  DeL  PtJi. 

Bnpp.  No.  5  to  rate  schedule  FPC  No.    May  26,195,  ao — 

Bu^p.    No.  6  to  rate  schedule  FPC    July     6,1957 do 


Buw'.  No.  7  to  rate  schedule  FPC  Jan.  14, 1965 
Bu^p.^No.  8  10  rale  schedule  FPC  Oct.  29.1975 
Exhibit  A  to  rate  schedule  FPC  No.  O 


Increase    In    contract    e err. an. 
MoranDeLPU 
do  ReTlsed  rates. 


.do. 


Do. 


33. 


Ag  Statement  of  intention  not  to  entorw 
article  6,  sec.  1. 


F€DERAL    RtOiSTER     VOL     42      SO 


: ;  0— 


WED.Nti.OAr,    JUNE   8,    1977 


NOTICES 


29339 


jyteigostioa 
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dau 


Other  party 


Description 


Docket  No.  ER76-748 


Kate  schedule  FPC  No.  34. 


Interconnection  agreement. 


Bupp     N"    '.  10  rate  schedule  FPC 

No.  34. 
Bmap.    No.  2  to  rate  schedule  FPC 

Na34. 
Supp.    No.  3  to  rate  schedule  FPC 

No.  34. 
Supp.    No.  4  to  rate  schedule  FPC 

No.  34. 
Supp.    No.  5  to  rate  schedule  FPC 

No.  34. 
Supp.    No.  6  to  rate  schedule  FPC 

No.  34. 
Bupp.    No.  7  to  rate  schedule  FPC 

No.  34. 
Supp.    No.  8  to  rate  schedule  FPC 

No.  34. 
Bupp.    No.  9  to  rate  schedule  FPC 

No.  34. 
Supp.    No.  10  to  rate  schedule  FPC 

No.  14. 
Supp.  No.  11  to  rate  schedule  FPC 

No.  34. 
Supp.  No.  12  to  rale  schedule  FPC 

No.  34. 
Supp.  No.  13  to  rate  schedule  FPC 

No.  34. 


Feb.   16,1938    Texas  Elect  nc  -<r 

ic*  Co. 
do do Lease  of  lacilitiea. 


July  21,1950 do Revised  excess  standby  charge. 

Mar.  20,1953 do Lease  renewaL 

Apr.  22.1954 do Amendment       to      interconnection 

agreement. 
Nov.    8.1962.        do Revision  of  termination  conditions. 


.do. 


do Revision  of  rental  fee. 


Dec.     1,1961 do Operating  conditions  at  Lake  Pauline 

and  Vernon. 
May   28,1964 do Emergency  operalimj  conditions  at 

Lake  Pauline  substation. 
Not.  29,1967 do Economy  energy. 


Mar.  20,1969 da 

Mar.  20,19Ce 
do 


Amendment       to      interconnection 

agreement. 
do Revised  rental  fees. 


do — -  Facilities  provided  at  various  liiler- 

conneclion  points. 
June  12,1972 do Emergency  and  firm  power. 


Docket  No.  E  R76-7S0 


Rate  Schedule  FPC  No.  35 Feb.  13,1975    Lowtff  Colorado  Interconnection      and       Interchange 

River  Authority.  agreement. 

Bupp.  No.  1  to  rate  schedule  FPC do do Service  schedule  L 

Supp.  No.  2  to  rate  schedule  FPC do ...do Service     schedule      II       emejgency 

No  35  service.  ' 

Bupp'  No   3  to  rate  schedule  FPC do ....do Serriee  schedule   III     miscellaneous 

l5o  35  poww  and  energy. 

Supp'.  No.  4  to  rate  schedule  FPC do do Exhibit  A— coop.  Del.    Pts. 

No  35 

Supp'.  No.  5  to  rate  schedule  FPC do do Exliiblt  B-munlcipal  Del  Pts. 

Supp.  No.  6  to  rate  schedule  FPC  No. do do Exhibit    C— west   Texas   customers 

^  Del.  Pts. 

Supp.  No.  7  to  rate  schedule  FPC  No. do do _  Exhibit  D— interconnection  points. 

35 
Supp.  No.  8  to  rate  schedule  FPC  No. do do Exhibit    E-future    Del.    Pts.    and 

35  facilities. 

Bupp.  No.  9  to  rate  schedule  FPC  No. do do.. Exhibit  F—ftiture  plans. 

Bnpi).  No.  10  to  rate  schedule  FPC do do Exhibit  Y— scheduling  Interchange 

^_  power  and  energy. 


Docket  No.  ER76-751 


Rate  schedule  FPC  No.  36 May   20,1966    Central  Power  4 

Light  Co. 


Exchange  agreement. 


Cknteai  Power  4  Lioht  Co. 


Designation 


Instrument 
date 


Other  party 


Description 


Bate  schedule  FPC  No.  49  (concurs    May     4, 1976    WeM  Texas  Ulilities...  Certificate  of  concorreDoe. 
In  West  Texas  raU  schedule  FPC 
No.  36).       • 


Docket  No.  ER7fr-752 


Agreement  for  electric  service. 
-rates. 


Bate  schedule  FPC  No.  37 June    2,1969    Community  Public 

Service  Co. 
Bupp.  No.  1  to  rate  schedule  FPC  Na  0)  do Exhibit  A- 

37. 

ftgop.  No.  2  to  rate  schedule  FPC  No.  June    2, 19(» do Supplemental  letter  agreement 

Supp.  No.  3  to  rate  schedule  FPC  No.  Feb.     9,1971  do Del.  Pt  E. 

37. 

.  No.  4  to  rate  schedule  FPC  No.  Sept.  27.1973 do Revision  oX  meter  reading. 


Docket  No.  ER76-753 


Rate  schedule  FPC  No.  38., 


(') 


Western  Farmen  Agreement  lor  Electric  ServlM. 

Electric  Coop. 


'  Undated. 


[FR  Doc  77-15986  F;ied  6-7-77,8:45  am] 
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FEDERAL   RESERVE   SYSTEM 

1H2.   1977  No    21  | 

ACTIONS   OF  THE   BOARD 

A  {ion,  of  the  Board;  Applications  and 
Reports  Received  During  the  Week  End- 
ing May  21,  1977 

Letter  to  Senator  Proxnilre  responding  to  a 
request  for  the  Boards  consent  to  a  "per- 
formance audit"  by  the  General  Account- 
ing Office  of  the  Board's  conduct  of  a  bank 
holding  company  supervision. 

Bancapltal  Financial  Corporation,  Austin, 
Texas,  extension  of  time  to  August  16,  1977. 
within  which  to  divest  of  Ind'.ret-t  owner- 
ship of  the  .shares  of  Texas  General  Life 
Insurance  Company.  Austin.  Texas  ' 

Bancorporatlon  of  Wisconsin.  Inc  .  West  AUls. 
Wisconsin,  extension  of  time  to  September 
30.  1977.  within  which  to  become  a  baak 
holding  company  through  the  acquisition 
of  80  per  cent  or  more  of  the  voting  shares 
of  West  Allls  Stat-e  Bank.  West  AllLs.  Wis- 
consin, and  Southwest  Bank.  New  Berlin. 
Wisconsin  > 

Equitable  Company  of  Texas,  a  wholly-owned 
subsidiary  of  Mercantile  Texas  Corpora- 
tion. Dallas.  Texas,  extension  of  time  to 
June  2.  1978.  within  which  to  divest  of 
shares  of  Llquldo:ilcs  Industries.  Inc  '■ 

First  Haiidi-Bankshares.  Inc  .  SaJlna.  Kansas, 
extension  of  time  to  June  1.  1977,  within 
which  to  file  Its  registration  statement.' 

Northeast  United  Bancorp,  Inc  of  Texas, 
Port  Worth.  Texas.  exteni?lon  of  time  to 
August  17.  1977.  within  which  to  conflum- 
naate  the  acquisition  of  First  State  Bank, 
Bedford.  Texas  ' 

Redwood  National  Mortgage  Company,  a  sub- 
sidiary of  Redwood  Bancorp.  San  FYan- 
cisco.  California,  extension  of  time  to  De- 
cember 31.  1977.  within  which  to  divest 
Iteelf  of  four  parcels  of  unimproved  prop- 
''■     erty  In  Tucson.  Arizona  ' 

SWB  Corporation.  Oklahoma  City,  Oklahoma, 
extension  of  time  to  July  20.  1977,  within 
which  to  cor.summate  the  acquisition  of 
Southwestern  Bank  and  Trust  Company, 
Oklahoma  City.  Oklahoma  ' 

Farmers  Bank  and  Savings  Company  of 
Pomeroy.  Ohio,  to  n-uike  an  Investment  in 
bank  premises. ' 

Manufacturers  and  Trailers  Trust  Company, 
Buffalo.  New  York,  to  make  at.  additional 
Investment  in  bank  premises  ' 

Citizens  Commercial  Bank.  Cellna,  Ohio,  re- 
quest for  permission  to  establish  a  trust 
department  with  full  flduclary  powers.' 

D<iver  Plains  National  Bank.  Dover  Plains. 
New  York,  proposed  merger  into  The  Plsh- 
klU  National  Bank,  Beacon,  New  York,  re- 
port to  the  Comptroller  of  the  Currency  on 
competitive  factors." 

First  National  Bank  of  Grace.  Grace.  Idaho, 
proposed  merger  with  First  Bank  &  Trust 
of  Idaho,  Malad  City,  Idaho,  report  to  the 
Federal  Deposit  Insurance  Corporation  on 
competitive  factors.' 

Slxth>^venue  Branch  of  North  Pacific  Btmk, 
Tacoma.  Washington,  proposed  acquisition 
by  Rainier  National  Bank.  Seattle.  Wash- 
ington, report  to  the  Comptroller  of  the 
Currency   on    competitive    factors 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Re- 
serve Act 

APPROVED 

The  Ohio  Citizens  Trust  Company,  Toledo, 
Ohio.  Branch  to  be  established  at  2200  Jef- 
ferson Avenue.  Toledo.  Lucas  County." 


'  Application  processed  on  behalf  of  the 
Board  of  Governors  under  delegated 
authority 

»  Application  processed  by  the  Reserve  Bank 
on  behalf  of  the  Board  of  Governors  under 
delegated  authority. 


Salamanca  Trust  Company,  Salamanca,  New 
York.  Branch  to  be  established  at  54  Wash- 
ington Street,  Ellcottvllle,  Cattaraugus 
County. - 

Bankers  Trust  Company  of  Western  New 
York,  Jamestown,  New  York.  Branch  to  be 
established  at  the  Statler  Hilton  Building, 
107  Delaware  Avenue,  City  of  Buffalo,  Erie 
County.' 

•  •  •  •  * 

International  Investments  and  Other 
Actions  Pursuant  to  Sections  25  and  25 
fa>  of  the  Federal  Reserve  Act  and  Sec- 
tions 4fc)  iQ)  and  4<c)  (13)  of  the  Bank 
Holding  Company  Act  of  1956,  as 
amended. 

APPROVED 

The  Dalaa  Bank,  Limited:  to  continue  to 
hold  7  63  per  cent  of  the  shares  of  Sanyo 
Securities  Company,  Limited,  not  to  ex- 
ceed two  years. 

Maryland  National  Overseas  Investment  Cor- 
poration :  Investment — additional  invest- 
ment In  London  Interstate  Bank,  Limited, 
London.  EJngland. 

The  First  National  Bank  of  Atlanta:  Invest- 
ment-additional In  London  Interstate  Bank 
Limited.  London.  England. 

Indiana  National  Overseas  Corporation:  In- 
vestment-additional In  London  Interstate 
Bank  Limited.  London.  England. 

Bank  of  America  N  T  and  S  A:  Investment- 
additional  In  Bankhaus  Centrale  Credit 
AG.  Germany. 

To  Form  a  Bank  Holding  Company 
Pursuant  to  Section  3'aUp  of  the  Bank 
Holding  Company  Act  of  1956. 

APPROVED 

Hamburg  Financial.  Inc.  Hamburg.  Iowa, 
for  approval  to  acquire  82  5  percent  of  the 
voting  shares  of  Iowa  State  Bank,  Ham- 
burg, Iowa  - 

NBM  Corporation,  McAlester.  Oklahoma,  for 
approval  to  acquire  100  percent  (less  di- 
rectors' qualifying  shares)  of  the  voting 
shares  of  The  National  Bank  of  McAlester, 
McAlester.  Oklahoma  • 


To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  3 fa)  (3)  of  the  Bank 
Holding  Company  Act  of  1956. 

APPROVED 

Pacesetter  Financial  Corporation,  Grand 
Haven,  Michigan,  for  approval  to  acquire 
100  percent  of  the  voting  shares  of  the 
successor  by  consolidation  to  nrst  Secu- 
rity Bank  of  Grand  Blanc,  Grand  Blanc, 
Michigan." 


To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  4(c)  (8)  of  the  Bank 
Holding  Company  Act  of  1956. 

PERMrrXED 

Chemical  New  York  Corporation.  New  York, 
New  York^  notification  of  Intent  to  relocate 
de  novo  activities  (making  of  direct  loans 
and  purchasing  sales  financial  contracts 
representing  extensions  of  credit  such  as 
would  be  made  or  acquired  by  a  finance 
company;  and  acting  as  agent  for  the  sale 
of  credit  life  insurance,  credit  accident  and 
health  Insurance  and  credit  related  prop- 
erty and  casualty  Insvirance  l.ssued  In  con- 
nection with  extensions  of  credit)  from 
1515  Mockingbird  Lane,  Charlotte,  Nwth 
Carolina  to  5  Woodlawn  Green,  Charlotte, 
North  Carolina,  through  Its  Indirect  sub- 
sidiary, Sun  Finance  Company-603  (6-19- 
77)  .= 


«4(c)(8)  and  4(c)  (12)  notifications  proc- 
essed by  Reserve  Bank  on  behalf  of  the  Board 
of  Governors  under  delegated  authority. 


Fldelcor,  Inc.,  Rosemont,  Pennsylvania,  noti- 
fication of  intent  to  relocate  de  novo  ac- 
tivities (making  and  acquiring,  consumer 
and  mortgage  loans  to  Individuals  includ- 
ing   second    mortgages    on    properties    in 
North  Carolina  where  the  loans  are  owned 
by  direct  or  Indirect  subsidiaries  of  Fldel- 
cor:   engaging   in   a   general    consximer   fi- 
nance   business;    purchasing    Installment 
contracts  eu-ising  from  the  sale  of  personal 
property   and  services;    and,   with   respect 
to  all  of  the  above,  selling  credit  life  a'  d 
credit  accident  and  health  insurance,  and 
mortgage  life  and  disability  insurance,  and 
accidental    deatii    insurance    and    casualty 
Insurance  on  the  callateral:   and  through 
Master  Life  Insurance  Company,  an  indi- 
rect   subsidiary     of     Fldelcor,     reinsuring 
consumer  type  credit  life  insurance  sold; 
the  location   Indicated  is  relevant  to  the 
reinsurance   only   as   establishing   a   loca- 
tion of  credit  traiiisactlon  to  which  the  re- 
insurance  relates)    from    664    Washington 
Street,   Eden,   North   Carolina  to  620  Van 
Buren  Road,  Eden,  North  Carolina,  througi^ 
Its  subsidiaries.  Fldelcor  Financial  Centers, 
Inc.  and  Trefoil  Mortgage  Companv  (5-15- 
77).' 
First    Maryland    Bancorp.    Baltimore.    Mary- 
land, notification  of  intent  to  engage  in 
de  novo  activities    (making  or  acquiring. 
for  Its  own  account  or  for  the  account  of 
others,    loans    and    other    extenjslons    of 
credit;  servicing  such  loans  and  other  ex- 
tensions of  credit  for  its  own  account  or 
for  the  account  of  others  and  to  operate 
as   a  sales   finance  company)    at   20   Mall 
Shopping  Center,  Gullderland,  New  York, 
through    its    stibsldiary.    Albany    D:scount 
Corporation  (5-21-77).' 
Union  Trust  Bancorp,  Baltimore.  Maryland, 
notification  of  Intent  to  engage  in  de  novo 
activities    (making    installment    loaiis    to 
Individuals  for  personal,  family  or  house- 
hold  purposes:    purchasing    sales   finance 
contracts  executed  in  connection  with  tie 
sale  of  personal .  famUy  or  household  goods 
or  services:  and  acting  as  agent  m  the  sale 
of    credit    life    and    credit    accident    and 
health    insurance    directly    related    to    Its 
extension-s  of  credit)  at  4908 -A  West  Mer- 
cury      Boulevard.       Hampton.       Virginia, 
through   a  subsidiary.   Landmark   Finance 
Corporation  of  Virginia  (5-19-771.' 
Union  Trust  Bancorp.  Baltimore,  Maryland, 
notification  of  Intent  to  engage  in  de  novo 
activities    (acting    as   insurance   agent   or 
broker  In  offices  at  which  Bancorp  or  lis 
subsidlariee     are     otherwise     engaged     in 
business    (or   In  offices  adjacent   thereto) 
with  respect  to  the  following  types  of  in- 
surance:   credit   life   insurance   and   credit 
health    Insurance   and   accident    insuraiiLe 
pursuant  to  group  policies   in  connection 
with   extensions   of   credit   by   subsidiaries 
of    Bancorp)    at    Baltimore    and    St.    Paul 
Streets,   Baltimore,    Maryland,    through    a 
subsidiary,  UTB  Agency,  inc.  (5-15-77) .'' 
Trust  CompaJiy  of  Georgia.  Atlanta.  Georgia. 
notification  of  intent  to  engage  in  de  novo 
activities  (acting  as  agent  for  the  sale  of 
decreasing   term    credit   life  accident    and 
health  Insurance)    at    1945  The  Exchange. 
Cobb  County.  Georgia;  8  LaVista  Perimeter 
Center,  Tucker.  Georgia;   5444  Bay  Center 
Drive.  Tampa.  Florida;    1895  Phtjenix  Bou- 
levard, College  Park,  Georgia;  and  25  Park 
Place,    N.E.,    Atlanta.     Georgia,     through 
a    subsidiary,    Adair    Mort.gage    Company 
(5-20-77).' 
BankAmerlca    Corporation,    San    Francisco, 
California,  notification  of  intent  to  engage 
In  de  novo  activities  (making  or  acquiring, 
for  its  own  account  or  for  the  account  of 
others,  loans  and  other  extensions  of  credit 
such  as  would  be  made  by  a  mortgaee  com- 
pany;   leasing   real   property  or  acting   as 
agent,  broker,  or  adviser  in  the  leasing  of 
recti    property;    servicing    loans    and    other 
extensions  of  credit  for  itself  and  others  i 
at   555   California   Street.    San    Francisco, 
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California,    through    Its    subsidiary.    BA 
Mortgage  Company,  Inc.  (S-19-77).» 

B-iukAmerica  Corporation,  San  Francisco. 
California,  notification  of  intent  to  relo- 
cate de  noio  activities  (making  or  acquir- 
ing, for  Its  own  account  or  for  the  account 
of  others,  loans  and  other  extensions  of 
credit  such  as  would  l>e  made  by  a  mort- 
gage company:  leasing  real  property  or 
acting  as  agent,  broker,  or  adviser  in  the 
leasing  of  real  property;  servicing  loans 
and  other  extensions  of  credit  for  itself 
and  oUiers)  from  2600  Douglas  Road.  Suite 
1010.  Coral  Gables.  Florida  to  5401  West 
Ketuiedy  Boulevard.  Tampa.  Florida, 
through  Its  subsidiary,  BA  Mortgage  Com- 
pany, Inc.  (5-19-77)  » 

Bank.'\mcrica  Conx>ration.  San  Francisco. 
California,  notification  of  intent  to  engage 
in  de  novo  activities  (making  or  acquiring, 
for  Its  own  account  or  for  the  account  of 
others,  loans  and  other  extensions  of  credit 
such  as  would  be  made  by  a  mortgage 
company;  leasing  real  ppo{>erty  or  acting  as 
agent,  broker,  or  adviser  in  the  leasing  of 
real  property;  servicing  loans  and  other 
extensions  of  credit  for  Itself  and  others) 
at  .S909  West  Loop  Road,  Suite  625,  Bellalre. 
Texas,  through  its  subsidiary.  BA  Mortgage 
Company  (5^19-77).' 

Rainier  Bancorporatlon.  Seattle  Washing- 
ton, notification  of  Intent  to  engage  in  de 
novo  activities  (the  making  or  acquli^ng, 
for  its  own  account  or  for  the  account  of 
others,  loans  and  otlier  extensions  of  credit 
and  servicing  loans  and  other  extensions 
of  credit  for  other  persons)  at  East  11516 
Sprague  Avenue,  Spokane,  Washington, 
through  its  sul)6ldlary,  Rainier  Mortgage 
Company  (5-19-77) .» 

U.S.  Bancorp.  Portland.  Oregon,  notification 
of  intent  to  engage  in  de  novo  activities 
(leasing  of  personal  property  and  equip- 
ment and  acting  as  agent,  broker,  or  ad- 
viser in  the  leasing  of  such  prc^>erty)  at 
733  North  7th  Street,  Boise.  Idaho,  through 
Its  subsidiary,  Bancorp  Leasing,  Inc. 
(6-16-77) .» 

APPROVE!) 

United  Kentucky.  Inc.,  Louisville.  Kentucky, 
for  approval  to  acquire  shares  of  Keesel- 
rlng-Netherton  &  Associates,  Inc  ,  Louis- 
ville, Kentucky. 


To  Expand  a  Bank  Holding  Company 
Pursuant  to  Section  4(c)  (12)  of  tlie  Bank 
Holding  Company  Act  of  1956. 

PEBMrmcD 

Berkshire  Hathaway  Inc.,  New  Bedford, 
Massachusetts,  notification  of  Intent  to 
acquire  more  than  5  percent  of  Purolator. 
Inc.,  Rahway.  New  Jersey,  a  courier, 
armored  car  and  armed  guard  .service,  and 
automotive  replacement  product  distribu- 
tor ( 5-15-77).- 

.Arkansas  Best  Corpyoration.  Fort  Smith.  Ar- 
kansa,s,  through  its  wholly-owned  subsidi- 
ary. Arkansas-Best  Freight  System,  Inc..  an 
Interstate  motor  carrier,  notification  of  in- 
tent of  Its  purchase  of  a  portion  of  the 
operating  rights  of  Great  Lakes  Express. 
Inc.  of  Saginaw.  Michigan,  also  an  inter- 
state motor  carrier  (5-20-77)." 

Ap^LIC.^■noNS  Received 

To  Establish  a  Domestic  Branch  Pur- 
suant to  Section  9  of  the  Federal  Re- 
serve Act. 


=  4(c)  (8)  and  4(c)'(12)  notifications  proc- 
essed by  Reserve  Bank  on  behalf  of  the  Board 
of  Governors  under  delegated  authority. 


The  Harter  Bank  &  Trust  Company.  Canton. 
Ohio.  Branch  Xf  be  est-ablLshed  at  the  Mel- 
lett  Mall  Shopping  Center.  4196  West  Tus- 
carawas Street,  Canton,  Stark  County 

Bank  of  Virginia  Beach.  Virginia  Beach.  Vir- 
ginia. Branch  *o  be  established  at  5293 
Princess  Anne  Road.  Virginia  Beach 

The  Stonewall  Jack>on  Bank  <St  Trust  Com- 
pany. Mount  Jack.«on.  Virginia.  Branch  to 
be  established  at  the  Intersection  of  Main 
I  US.  Route  11)  and  High  Streets.  Wood- 
stock.  Shenandoah  County. 

The  Bank  of  Waverly.  Waverly.  Virginia 
Branch  to  be  established  at  the  intersec- 
tion of  State  Routes  735. and  634.  Sussex. 
Sussex  County. 

United  Virginia  Bank  of  Charlottesville. 
Charlottesville.  Virginia.  Branch  to  be  es- 
tablished in  the  Albem:irle  Square  Shop- 
ping Center  at  the  intersection  of  U.S. 
Route  29  and  Rio  Road,  Albemarle  County 

Bank  of  Florida.  St  Petersburg.  Florida. 
Branch  to  he  established  in  South  Pasa- 
dena on  the  corner  of  Pasadena  Avenue, 
and  Sunset  Boulevard. 


Thirty  Day  Notice  by  a  Member  Bank 
of  Intention  to  Establish  an  additional 
Branch  in  a  Foreign  County. 

Manufacturers  Hanover  Trust  Company: 
Branch -additional  in  Dusseldorf.  Germany. 

To  Form  a  Bank  Holding  Company 
Pursuant  to  Section  3 1  a  i '  1  >  of  the  Bank 
Holding  Company  Act  of  1956. 

Fulcorp  .  Inc  .  Atlanta.  Georgia,  for  approval 
to  acquire  85  percent  or  more  of  the  vot- 
ing shares  of  Doraco.  Inc..  Etoraville. 
Georgia  and  indirectly  The  Northeast  Com- 
mercial Bank.  Doraville.  Georgia  and  86 
percent  or  more  of  thg  voting  shares  of 
Duco.  Inc..  Duluth.  Georgia  and  Indirectly 
The  Bank  of  Duluth.  Duluth.  Georgia. 

OLD  C^JC.AL  BANKSH.\RES,  INC..  Lockport. 
Illinois,  for  approval  to  acquire  80  f>ercent 
or  more  of  the  voting  shares  of  Heritage 
First  National  Bai.k  of  Lockport,  Lockport. 
IJilnols. 

DCB  Investment  Co.,  Inc.,  Dartd  City, 
Nebraska,  for  approval  to  acquire  80  per- 
cent or  more  of  the  voting  shares  of  David 
City  Bank,  David  City,  Nebraska 

Midland  Capital  Co  ,  Oklahoma  City,  Okla- 
homa, for  approval  to  acquire  100  percent 
of  the  voting  shares  of  Northwest  Bank. 
Oklahoma  City,  Oklahoma. 

PHTI.l.TPSCO,  INC..  Denver,  Colorado,  for  ap- 
proval to  acquire  80  percent  or  more  of  the 
voting  shares  of  The  First  National  Bank 
of  Holyoke,  Holyoke.  Colorado. 

Citizens  Bankers,  Inc..  Baytown.  Texas,  for 
approval  to  acquire  100  percent  of  the  vot- 
ing shares  (less  directors'  qualifying 
shares)  of  Citizens  National  Bank  &  Trust 
Company.  Baytown.  Texas  and  Baytown 
State  Bank.  Baytown.  Texas. 

Metropolitan  Bank  and  Trust  Company.  Ma- 
katl.  Rizal.  Philllpines.  for  approval  to  ac- 
quire 20.001  to  28.000  shares,  inclusive,  of 
the  voting  shares  of  Internationa!  Bank 
of  California.  Los  Angeles,  California. 

PhiUipine  Securities  Corporation,  MAkatt. 
Rlzal.  Philllpines.  for  approval  to  acquire 
20.001  to  28.000  shares.  Inclusive,  of  the 
voting  shares  of  International  Bank  of 
California.  Los  Angeles.  California. 

Tytana  Corporation,  Makatl.  Rl7.al.  PhUlp- 
plnes,  for  approval  to  acquire  20.001  to  38- 
000  shares,  inclusive,  of  the  voting  shares 
of  International  Bank  of  California.  Los 
Angeles.  California 

To  Expand  a  Bank  Holding  ComiJsmy 
Pursuant  to  Section  3iai  '3)  of  the  Bank 
Holding  Company  Act  of  1956. 


The  Fulton  National  Corporation.  .Atlanta. 
Georgia  for  approval  to  acqtilre  86  F>er- 
cent  or  more  of  the  voting  shares  of  Duco. 
Inc  Duluth.  Georgia  and  indirectly  The 
Bank  of  Duluth.  Ehiluth.  Georgia. 

The  Fulton  National  Corporation.  Atlanta, 
Georgia,  for  approval  to  acquire  85  per- 
cent or  more  of  the  voting  shares  of  Doraco. 
Inc  .  Dtiluth.  Georgia  and  Indlrecly  The 
Northeast  Commercial  Bank.  Doraville, 
Georgia. 

.T  R  Montgomery  &  Co  .  Inc..  Lawton.  Okla- 
homa, for  approval  to_acqulre  an  addi- 
tional five  percent  of  the  voting  shares  of 
The  City  National  Bank  and  Trust  Com- 
pany of  Lawton.  Oklahoma.  Lawton.  Okla- 
homa 

•  •  •  •  • 

To  Ebcpand  a  Bank  Holding  Company 
Pursuant  to  Section  4ic)  i8)  of  the  Bank 
Holding  Company  Act  of  1956. 

Chemical  New  York  Corporation,  New  York. 
New  York,  notification  of  Intent  to  engage 
in  de  novo  activities  (leasing  real  and  per- 
sonal property  and  equipment  on  a  non- 
operating,  full-payout  basis  and  acting  as 
agent,  broker,  and  adviser  with  resj>ect  to 
such  leases;  financing  real  and  personal 
property  and  equipment  such  as  would  be 
done  by  a  commercial  finance  company: 
and  servicing  such  extensions  of  credit)  at 
700  108th  NE.  Bellevue.  Wa.shlngton, 
through  Its  subsidiary.  ChenJLease,  Inc. 
(5-1&-77).' 

Chemical  New  York  Corporation.  New  York. 
New  York,  for  appro^•al  to  convert  to  an 
Industrial  l>ank.  to  be  known  as  Depositors 
Industrial  B.ink,  an  once  of  your  Indirect 
subsidiary.  Sun  Finance  and  Loan  Com- 
pany. Boulder.  Colorado  (to  engage  In  nvak- 
ing  dire<-t  loans  and  purchasing  sales  fi- 
nance contracts  and  such  other  extensions 
of  credit  as  would  be  made  or  acquired  by 
an  Industrial  bank:  providing,  at  the  elec- 
tion of  debtors  of  said  Industrial  bank, 
group  credit  life  and  group  accident  and 
health  Insurance  directly  related  to  such 
extensions  of  credit:  and  receiving  time 
savings  deposits) 

Citicorp.  New  York.  New  York,  notification 
of  Intent  to  relocate  de  novo  activities 
I  making  of  consumer  Installment  personal 
loans,  purchasing  consumer  installment 
sales  finance  contract-s;  sale  of  credit  re- 
lated life  accident  and  health  Insurance; 
and  sale  by  a  Ucen.sed  agent  of  Insurance 
which  protects  personal  and  real  property 
subject  to  a  security  agreement  with  Na- 
tionwide Financial  C-orporatlon  of  New 
Mexico)  from  3416  Central  Avenue  SE.. 
Albuquerque.  New  Mexico  to  Coronado 
Shopping  Center,  corner  of  Menual  and 
Louisiana  NE  .  Albuquerque.  New  Mexico. 
through  Its  subsidiary.  Nationwide  Finan- 
cial Corporation  of  New  Mexico  (5-17-77)  » 
Midland  Bancorp.  Inc..  Chicago.  Illinois,  no- 
tification of  Intent  to  engage  In  de  novo 
activities  (the  business  of  making  con- 
sumer installment  loans  and  consumer  fi- 
nance loans)  at  Suite  103,  106  Wllmot 
Road,  Dearfield,  nilnols.  through  Its  sub- 
sidiary, SBT  Financial  Corp.  (5-17-77). • 
County  National  Bancorporatlon,  St.  Loula, 
Missouri,  notification  of  Intent  to  engage 
in  de  novo  activities  (the  business  of  orig- 
inating, making,  acquiring,  and  servicing 
of  real  estate  loans  and  other  exteri.«lon8 
of  credit  such  as  would  be  made  by  a  real 
estate  mortgage  company)  at  10111  Lin- 
coln Trail.  Palrvlew  Heights.  lUlnota, 
through  a  subsidiary.  General  Mortgage 
Company  (5-19-77).* 
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County  National  Bancorporation.  St.  Louis. 
Missouri,  notification  of  intent  to  engage 
in  de  novo  activities  (the  buslne.s.s  of  orig- 
inating, making,  acquiring,  and  servicing 
of  real  estate  loan-s  and  other  e.xtenslons 
i>r  credit  such  as  would  be  made  by  a  real 
estate  mortgage  company;  and  acting  as  an 
)vt;ent  or  broker  in  the  sale  of  credit  llf? 
insurance  and  credit  health  and  accident 
iiisiiriince  which  Is  directly  related  to  ex- 
tensions of  mortgage  loan  credit  and  mort- 
gage loan  servicing)  at  the  Clayton  Tower. 
Suite  602.  7751  Corondelet.  Clayton,  Mi.s- 
iouri.  through  its  sul»sldiary.  General 
Mortgage  Company  (5-19-77. 

County  National  Bancorporation,  St.  Louis, 
Missouri,  notification  of  Intent  to  engage 
in  de  novo  activities  (the  business  of  orig- 
inating, making,  acquiring,  and  servicing 
of  real  estate  loans  and  other  extenision.s 
of  credit  such  as  wotild  be  made  by  a  real 
estart*  mortgage  company,  and  acting  as 
an  agent  or  broker  In  the  sale  of  credit  life 
instu-ance  and  credit  health  and  accident 
Insurance  which  is  directly  related  to  ex- 
tensions of  mortgage  loan  credit  and  mort- 
gage loan  servicing)  at  305  Eastgate  Build- 
ing, Columbia,  Missouri,  through  its  sub- 
sldlan.-.  General  Mortgage  Company  (5- 
19-77).^ 

County  National  Bancorporation.  St.  Louis. 
Missouri,  notification  of  intent  to  engage 
In  de  novo  activities  (the  business  of  orig- 
inating, making,  acquiring,  and  servicing 
of  real  estate  loans  and  other  extensions  of 
credit  such  as  would  be  made  by  a  real 
estate  mortgage  company;  and  acting  as  an 
agent  or  broker  in  the  sale  of  credit  life 
insurance  and  credit  health  and  accident 
Insurance  which  Is  directly  related  to  ex- 
tensions of  mortgage  loan  credit  and  mort- 
gage loan  servicing)  at  The  Tower  Build- 
ing, 116  West  47th,  Kan-sas  City,  Missouri, 
through  Its  subsidiary,  General  Mortgage 
Company  (5-19-77).' 

Mercantile  Bancorporation  Inc..  St.  Louis. 
Missouri,  notification  of  intetit  to  relocate 
de  novo  activities  (making,  acquiring,  or 
servicing  loans  or  other  extensions  of  credit 
for  personal,  family,  or  household  purposes 
such  as  are  made  by  a  finance  company; 
and  insurance  agency  or  brokerage  in  con- 
nection with  selling  to  consumer  finance 
borrowers  credit  life  and  credit  accident 
and  health  insurance)  from  2796  Lakewood 
Avenue  SW .  Atlanta.  Georgia,  to  3375 
Roosevelt  Highway.  Red  Oak.  Georgia, 
through  lUs  subsidiary.  FTanklin  Finance 
Company  (5-16-77).' 

Midland  Capital  Co  .  Oklahoma  CHy,  Okla- 
homa, for  approval  to  acquire  75  percent 
of  the  voting  shares  of  Midland  Mortgage 
Co  and  Johnston  Records  Co..  both  of 
Oklahoma  City.  Oklahoma 

BankAmerlca  6orp>oratlon.  San  Francisco. 
California,  notification  of  Intent  to  engage 
in  de  novo  activities  (making  or  acquir- 
ing, for  lt.s  own  account  loans  and  other 
extensions  of  credit  such  as  would  be  made 
or  acquired  by  a  finance  company  and  .serv- 
icing loans  and  other  exten.sions  of  credit; 
such  activities  will  include,  but  not  be 
linolted  to.  making  con.sumer  in.stallment 
loans,  purchasing  installment  sales  finance 
contracts,  making  loans  and  other  exten- 
slon-s  of  credit  to  small  businesses,  and 
making  loans  secured  by  real  and  personal 
property:  acting  as  agent  or  broker  for  the 
Rale  of  credit  related  life  and  credit  re- 
lated accident  and  dLsabUlty  In.surance  In 
connection  with  extensions  of  credit  made 
or  acquired  by  Finance.Amerka  Consumer 
IXscount  Company)  at  Royal  Oaks  Shop- 
ing  Center  Golden  Mile  Highway  Monroe- 
vUle.  Pennsylvania,  through  lt.s  indirect 
Rubtildlary,  Pi  nance  America  Consumer  EMs- 
nouiit  Cf'inpaiiV   i5    16  77).' 


BankAmerica  Corporation,  San  Francisco, 
California,  notification  of  intent  to  relo- 
cate de  novo  activities  (making  or  acquir- 
ing, for  their  own  account  extensions  of 
credit  such  as  would  be  made  or  acquired 
by  a  finance  company;  FlnanceAmerlca 
Corporation  will  engage  Ui  making  con- 
sumer Installment  loans,  loans  and  other 
extensions  of  credit  to  small  businesses  and 
loans  secured  by  real  or  personal  property; 
FlnanceAmerlca  Industrial  Plan.  Inc.,  will 
engage  in  purchasing  Installment  sales  fi- 
nance contracts;  both  corporations  will  act 
as  agent  or  broker  for  the  sale  of  credit  re- 
lated life  and  credit  related  accident  and 
disability  insurance  and  credit  related 
property  insurance  In  conneL-tion  with  ex- 
tensions of  credit  made  or  acquired  by 
FlnanceAmerlca  Corporation  or  Finance 
America  Industrial  Plan,  Inc.)  from  249 
West  Orange  Avenue.  Cococa  Beach,  Flor- 
ida, to  715  North  Courtenay  Parkway,  Mer- 
rltt  Island,  Florida,  through  Its  Indirect 
subsidiaries,  FlnanceAmerlca  Corporation 
(a  Florida  corporation)  and  Finance 
America  Industrial  Plan,  Inc   (5-16-77)  .• 


Reports    Rbceivh^) 


None. 


Petitions  fob  Rolcmakinc 
None. 

Board  of  Governors  of  the  Federal  Re- 
serve System,  June  3,  1977. 

Griffith  L.  Garwood, 
Deputy  Secretary  of  the  Board. 

IFR  Doc. 77-1621 1  Piled  6-7-77:8:45  am] 


FIRST    NATIONAL   CHARTER 
CORPORATION 

Order  Approving  Acquisition  of  Bank 

First  National  Charter  Corporation, 
Kansas  City,  Missouri  ("Applicant"),  a 
bank  holding  company  within  the  mean- 
ing of  the  Bank  Holding  Company  Act, 
has  applied  for  the  Board's  approval  un- 
der §  3(a)(3)  of  the  Act  (12  TJ.S.C. 
§  1842(a) (3 »>  to  acquire  80  percent  or 
more  of  the  voting  shares  of  The  Farm- 
ers Tioist  Company  of  Lee's  Summit, 
Lee's  Summit.  Missouri  ("Bank"). 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views,  has  been 
given  in  accordance  with  §  3<b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  the  Board  has 
considered  the  application  and  all  com- 
ments received  in  light  of  the  factors  set 
forth  in  §3(0  of  the  Act  (12  U.S.C. 
?  1842(c)>. 

Applicant,  the  fourth  largest  banking 
organization  in  Missouri,  controls  18 
banks  with  total  deposits  of  $919.2  mil- 
lion, representing  5.4  percent  of  the  total 
deposits  In  commercial  banks  in  the 
State.  ■  Acquisition  of  Bank  (deposits  of 
$18.7  million)  would  increase  Appli- 
cant's share  of  commercial  bank  de- 
pasits  in  Mls.souri  by  0.1  of  one  percent 
and  would  have  no  appreciable  effect 
upon  concentration  of  banking  resources 
in  Missouri. 


Bank,  the  59th  largest  of  134  conuner- 
cial  banks  in  the  relevant  market '  hold.= 
approximately  0  4  percent  of  the  total 
commercial  bank  deposits  in  the  market 
Applicant  has  five  banking  subsidiaries 
in  the  Kansas  City  market  and  is  the 
second  largest  banking  organization  iri 
the  market,  controlling  11.5  percent  of 
market  deposits.  Upon  consummation  of 
the  proposed  acquisition.  Applicant's 
share  of  commercial  bank  deposit?  in  the 
market  would  increase  to  11.9  percent 
and  Applicant  would  become  the  mar- 
ket's largest  banking  organization.  Inas- 
much as  Applicant  and  Bank  are  lo- 
cated in  the  relevant  market,  the  pro- 
posed acquisition  would  eliminate  some 
existing  competition  and  increase  the 
concentration  of  banking  resources  in 
that  mariiet.  However,  the  Board  does 
not  view  such  effects  as  being  particular- 
ly serious  in  light  of  the  competitive 
banking  structure  in  the  Kansas  City 
market.  Eight  of  the  twenty  largest 
banking  organizations  in  Missouri  are 
also  represented  in  the  market  and  are 
among  the  ten  largest  banking  organiza- 
tions in  the  market.  In  addition,  even 
with  the  addition  of  Bank,  Applicant's 
share  of  market  deposits  would  be  only 
slightly  greater  than  the  shares  held  by 
the  second  and  third  largest  banking  or- 
ganizations in  the  market.  While  con- 
summation of  the  proposal  would 
reduce  the  number  of  independent  bank- 
ing organizations  in  the  Kansas  City 
market,  this  does  not  appear  to  be 
significant  since  ninety-seven  inde- 
pendent commercial  banks  or  one-bank 
holding  companies  would  remain  com- 
peting in  the  market.  In  light  of  the 
above  and  other  facts  of  record,  the 
Board  concludes  that  the  proposed  ac- 
quisition would  have  only  slightly  ad- 
verse effects  on  competition  and.  in  light 
of  the  considerations  discussed  below, 
the  Board  does  not  view  such  effects 
as  being  so  serious  as  to  require  denial 
of  this  proposal. 

The  financial  and  managerial  re- 
sources and  future  prospects  of  Applicant 
and  its  subsidiaries  are  regarded  as  gen- 
erally satL<;factory  and  consistent  wtih 
approval  of  the  proposal.  Applicant  has 
committed  itself  to  take  steps  to  improve 
Bank's  capital  and  intends  to  strengthen 
Bank's  management,  particularly  in  the 
areas  of  loans  and  investments.  Thus, 
the  Board  concludes  that  the  financial 
and  managerial  resources  and  future 
prospects  of  Bank  are  consistent  with 
and  lend  some  weight  toward,  approval 
of  the  application.  It  appears  that  the 
proposed  affiliation  of  Bank  with  Appli- 
cant is  likely  to  result  in  an  expansion 
of  the  services  presently  offered  by  Bank 
including  Banks  trust  services  and  its 
lending  operations.  Thus,  considerations 
relating  to  the  convenience  and  needs 
of  the  community  to  be  served  lend 
weight  toward  approval  of  the  applica- 


Banklng  data  are  as  of  June  30.  1976 


•The  Kansas  City  banking  market  1b  made 
up  of  the  northern  half  of  Cass  County,  all 
of  Clay,  Jackson,  and  Platte  Cotmtlee  in 
Missouri,  and  Johnson  and  Wyandott*  Coun- 
ties  In   Kansas. 
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tion  and,  in  the  Board's  view,  are  suffi- 
cient to  outweigh  any  slight  adverse 
competitive  effects  that  might  result 
from  consummation  of  the  proposal.  It 
is  the  Boards  judgment  that  the  appli- 
cation should  be  approved. 

On  the  basis  of  the  record,  the  appli- 
cation is  approved  for  the  reasons  sum- 
marized above.  The  transaction  shall  not 
be  made  'ai  before  the  thirtieth  calen- 
dar dav  following  the  effective  date  of 
this  order,  or  (b>  later  than  three 
months  after  the  effective  date  of  this 
Order,  unless  such  period  is  extended  for 
good  cause  by  the  Board,  or  by  the  Fed- 
eral Reserve  Bank  of  Kansas  City  pur- 
suant to  delegated  authority. 

By  order  of  the  Board  of  Governors," 
effective  June  2, 1977. 

RtTTH  A.  Reister. 
Assistant  Secretary  of  the  Board. 
|FRDoc.77-16208  Piled  6-7-77.8:45  am) 


GRANITE   HOLDING   CORP. 

Order  Denying  Formation  of  Bank  Holding 
Company 

Granite  Holding  Corp.,  Granite  FaUs, 
Minnesota,  has  applied  for  the  Board's 
approval  under  section  3(a)(1)  of  the 
Bank  Holding  Company  Act  (12  U.S.C. 
§1842ia)(l>>  of  formation  of  a  bank 
holding  company  through  acqtiisition  of 
100  percent  iless  directors'  quahfying 
shares!  of  the  voting  shares  of  Granite 
Falls  Bank.  Granite  Falls.  Minnesota 
(■•Bank") . 

Notice  of  the  application,  affording 
oportunity  for  interested  persons  to  sub- 
mit comments  and  views,  has  been  given 
in  accordance  with  section  3(bi  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  the  application 
and  all  comments  received  have  been 
considered  in  light  of  the  factors  set 
forth  in  section  3(c)  of  the  Act  ( 12  U.S.C. 
§  1842(c> I. 

Apphcant  is  a  recently  chartered, 
nonoperating  corporation,  organized  for 
the  purpose  of  becoming  a  bank  holding 
company  by  acquiring  Bank,  which  holds 
deposits  of  $12.4  million.'  Upon  acquisi- 
tion of  Bank,  Applicant  would  control 
the  169th  largest  commercial  banking 
organization  in  the  State  of  Minnesota 
and  would  control  approximately  0.08 
percent  of  total  deposits  in  commercial 
banks  in  that  State. 

Bank,  located  in  Granite  Palls,  Min- 
nesota, is  the  fifth  largest  of  11  conuner- 
cial  banks  in  the  relevant  banking  market 
and  holds  approximately  9.4  percent  of 
tlie  total  commercial  bank  deposits  in  the 
market.'  Since  AppliCEtnt  has  no  subsi- 
diaries and  Applicant's  principals  do  not 
control  any  other  banks,  it  appears  un- 


likely that  consummation  of  the  proposal 
would  have  any  adverse  effect  upon 
existing  or  potential  competition  or  in- 
crease the  concentration  of  banking  re- 
sources in  any  relevant  area.  Thus,  the 
Board  concludes  that  the  competitive 
effects  of  the  proposal  are  consistent  with 
approval  of  the  application. 

As  part  of  this  proposal.  Applicant 
would  assume  approximately  $325,000  in 
debt  incurred  by  Bank's  principal  share- 
holder m  acquiring  Bank's  shares.  Appli- 
cant proposes  to  ser\'ice  this  debt  over  a 
ten-year  period  exclusively  with  distrib- 
uted earnings  of  Bank.  However,  Bank's 
liistorical  earnings  and  the  operating  re- 
sults of  other  banks  located  in  the  same 
gec^raphic  area  suggest  that  Bank's 
earnings  over  the  ten -year  debt  retiie- 
ment  period  will  not  be  of  the  magnitude 
projected  by  Applicant  in  planning  for 
the  servicing  of  its  acquisition  debt.  In 
the  Board's  view  Bank  would  not  provide 
Applicant  with  tlie  necessary  financial 
resources  to  meet  Applicants  annual 
debt  servicing  requirements  as  well  as  any 
unexpected  problem.s  that  might  arise 
at  Bank.  Furthermore,  under  the  instant 
proposal,  It  does  not  appear  that  Bank 
would  maintain  an  adequate  level  of  capi- 
tal throughout  the  debt  retirement  pe- 
riod.' Accordingly,  the  Board  concludes 
that  Bank's  financial  resources  and  fu- 
ture prospects,  upon  which  Applicant  is 
dependent,  weigh  against  approval  of  the 
application. 

No  significant  changes  in  Bank's  oper- 
ations or  in  the  services  offered  to  cus- 
tomers of  Bank  are  anticipated  to  follow 
from  consummation  of  the  proposed  ac- 
quisition. Consequently,  convenience  and 
needs  factors  lend  no  weight  toward  ap- 
proval. 

On  the  basis  of  the  entire  record  be- 
fore it.  the  Board  concludes  that  the 
banking  considerations  involved  in  this 
proposal  present  adverse  factors  bearing 
upon  the  financial  and  managerial  re- 
sources and  future  prospects  of  both  Ap- 
plicant and  Bank.  Such  adverse  factors 
are  not  outweighed  by  any  procompeti- 
tive  effects  o'r  convenience  and  needs  fac- 
tors. Accordingly,  it  is  the  Board's  judg- 
ment that  approval  of  the  application  to 
become  a  bank  holding  company  would 
not  be  in  the  public  interest  and  that  the 
application  should  be  denied. 

On  the  basis  of  the  facts  or  record,  the 
application  is  denied  for  .the  reasons 
summarized  above. 

By  order  of  the  Board  of  Governor,' 
effective  Jtme  2,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

IFR  Doc.77-16209  Filed  6-7-77:8:45  am| 


-Voting  for  this  action:   Chairman  Burns 
and    Governors   Gardner.    Wallich,    Coldwell, 
Jackson.  Partee.  and  Lilly. 
'  1  All  banking  data  are  as  of  June  30.  1976. 

=  The  relevant  banking  market  is  approxi- 
mated by  southern  Chippewa,  eastern  Lac 
Qui  Parle,  northeastern  Tellow  Medicine,  and 
northwestern   Renville   Counties 


'  Bank  recently  issued  »300,000  of  subordi- 
nated capital  debentures,  scheduled  to  be  re- 
tired in  ten  years  Since  Applicant  must  rely 
on  Bank's  dividends  to  service  the  acquisi- 
tion debt.  Bank  will  be  unable  to  retain 
sufficient  earnings  to  build  an  adequate  and 
permanent  capital  base. 

•  Voting  for  this  action :  Chairman  Burns 
and  Governors  Gardner.  WalUch,  Coldwell, 
Jackson.  Partee,  and  Lilly. 


KREY  CO..    LTD. 

Order  Approving  Formation  of  Bank  Hold- 
ing Company  and  Engaging  in  Consumer 
Finance  and  Insurance  Agency  Activities 

Krey  Co.,  Lt ,  Pratt.  Kansas,  has  ap- 
plied for  the  Board's  approval  under 
5  3 1  a  >  1 1  >  of  the  Bank  Holding  Company 
Act  «12  U.S.C.  §  1842ia>  a»  )  to  become  a 
bank  holding  company  through  acquisi- 
tion of  51  percent  of  the  voting  shares 
of  The  Peoples  Bank,  Pratt,  Kansas 
> "Bank" I.  "The  factors  that  are  con- 
sidered ii.  acting  on  this  application  are 
set  forth  in  §  S'O  of  the  Act  (12  U.S.C, 
5  1842' c I  I.  Apphcant  has  also  applied, 
pursuant  to  §4ic(i8i  of  the  Act  (12 
U.SC.  S1843'Ci(8ti  and  5  225.4ib)(2) 
of  the  Board  s  Regulation-Y,  for  permis- 
sion to  acquire  consumer  finance  com- 
pany offices  m  Liberal.  Kansas,  and  Guy- 
mon,  Oklahoma,  and  to  engage  in  tlie 
sale  of  credit  life  and  credit  accident  and 
health  insurance  directly  related  to  ex- 
tensions of  credit  made  through  such 
consumer  finance  offices.  Such  activities 
have  been  determined  by  the  Board  to  be 
closely  related  to  banking  '  12  CFR  5  225- 
4' at  1 1 1    and    i  9Miii ) . 

Notice  of  the  applications,  affording  an 
opportunity  for  interested  persons  to  sub- 
mit comments  and  views,  has  been  given 
in  accordance  with  sections  3  and  4  of 
the  Act  '42  FR  18899'.  The  time  for 
filing  comments  and  views  has  expired, 
and  the  Board  has  considered  the  appli- 
cations and  all  comments  received  in 
light  of  the  factors  set  forth  in  section 
3'Ct  of  the  Act  (12  U.S.C.  i  1842(0  > .  and 
the  considerations  specified  in  section 
4' CMS'  of  tlie  Act  (12  U.S.C.  §1843(01 
(8i  ). 

Applicant  is  a  nonoperating  corpora- 
tion organized  for  the  purposes  of  be- 
coming a  bank  holding  company  though 
the  acquisition  of  Bank,  and  of  engag- 
ing in  consumer  financing  activities  and 
credit-related  insurance  sales.  Upon 
acquisition  of  Bank  «$36.1  milUon  in  de- 
posits I .  Apphcant  would  control  the  48th 
largest  bank  in  Kansas,  holding  approxi- 
mately 0.4  percent  of  total  deposits  in 
commercial  banks  in  the  State  Bank  is 
the  largest  of  four  banks  in  the  relevant 
banking  market,-  controlling  55  percent 
of  aggregate  deposits  therein.  Inasmuch 
as  this  proposal  represents  a  reorganiza- 
tion of  the  ownership  of  Bank  from  an 
individual  to  a  corporation  controlled  by 
the  same  individual,  it  is  unlikely  that 
any  adverse  effect  on  competition  will 
occur.  Accordingly,  the  Board  concludes 
that  competitive  considerations  are  con- 
sistent with  appoval  of  the  apphcation 
to  become  a  bank  holding  company 

Considerations  relating  to  financial 
and  managerial  resources  and  future 
porspects  of  Applicant  and  Bank  as  well 
as  considerations  relating  to  banking 
factors  are  generally  satisfactorj-  and 
consistent  with  approval.  Although  con- 
summation   of    the    transaction    would 


■  All  banking  data  are  as  of  December  31. 
1976. 

•The  relevant  market  is  approximated  by 
Pratt  County, 
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effect  no  changes  in  the  banking  ser\'ices 
offered  by  Bank,  considerations  relating 
to  the  convenience  and  needs  of  the 
community  to  be  served  are  consistent 
with  approval.  It  is  the  Board's  judgment 
that  consummation  of  the  proposal  to 
form  a  bank  holdmg  company  would  be 
consistent  with  the  public  Interest  and 
should  be  approved. 

In  connection  with  the  application  to 
become  a  baiik  holding  company,  Appli- 
cant also  proposes  to  acquire  substan- 
tially all  the  assets  of  two  consumer 
finance  offices  located  in  Guymon.  Okla- 
homa, and  Liberal,  Kansas.  The  two  fi- 
nance company  offices  compete  in  mar- 
kets separate  from  each  other  and  Bank. 
The  proposed  acquisition  will.  Uierefore, 
have  no  effect  on  exi.-ting  or  future  com- 
petition or  on  market  concentration. 
There  is  no  evidence  iii  the  record  indi- 
cating that  consumnxation  of  the  propo- 
sal would  result  in  any  undue  concentra- 
tion of  resources,  imfair  compeiition. 
conflicts  of  interests,  unsound  bankmg 
practices  or  other  adverse  effects  on  the 
public  Interest. 

Based  upxin  the  foregoing  and  other 
considerations  reflected  in  the  record,  it 
has  been  determined  that  the  considera- 
tions affecting  the  competitive  factor.?. 
under  section  3^0  of  the  .^ct,  and  the 
balance  of  the  public  interest  factors  the 
Board  mu.st  consider,  under  section  4ic) 
(8'.  favor  approval  of  Applicant's  pro- 
posals. 

Accordingly,  the  applications  are  ap- 
proved for  the  reasons  summarized 
above.  The  acqul.^ltion  of  Bank  shall  not 
be  made  before  the  tlurtieth  calendar 
dav  following  the  effective  date  of  thi.- 
Order;  and  neither  the  acqui.sition  of 
Bank  nor  the  acquisition  of  tlie  consumer 
finance  offices  shall  be  made  later  than 
three  months  after  the  effective  date  of 
this  Order,  unless  such  period  Is  extended 
for  good  cause  by  the  Board,  or  by  the 
Federal  Re.'^erve  Bank  of  Kansas  City, 
pursuant  to  delegated  authority.  The  de- 
termination as  to  Applicant's  consumer 
finance  and  in.'^urance  activities  is  .sub- 
ject to  the  conditions  set  forth  in  5  225.4 
(c>  of  Regulation  Y  and  to  the  Boards 
authority  to  require  reports  by,  and  to 
make  examinations  of.  bank  holding 
companies  and  their  subsidiaries,  and  to 
require  such  modification  or  termination 
of  the  activities  of  a  holding  company  or 
any  of  its  subsidiaries  as  the  Board  finds 
nece.ssary  to  assure  compliance  with  the 
provisions  and  pun>oses  of  the  Act  and 
the  Board'.s  regulations  and  orders  Issued 
thereunder,  or  to  prevent  evasion  thereof. 

By  order  of  the  Board  of  Governors,' 
effective  June  3,  1977. 

Griffith  L   G.^rwood, 
Deputy  Secretary  of  the  Board. 

iFK  Doc.77-ia210  PUed  6-7-77:8  45  am) 


DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Land  Management 

DEEP   CREEK   MOUNTAINS 

Meeting 

Pursuant  to  provisions  of  the  Fed- 
eral Land  Policy  and  Management  Act  of 
1976.  a  meeting  will  be  held  June  23. 
1977  at  7:30  p.m.  in  room  220  of  the  Salt 
Palace,  100  South  West  Temple,  Salt 
Lake  City,  Utah,  concerning  the  emer- 
gency withdrawal  of  26.927  acres  of  fed- 
eral land  in  the  Deep  Creek  Mountains  of 
Utah.  The  public  is  invited  to  attend. 

The  emergency  withdrawal  order  was 
signed  by  Assistant  Secretary  Guy  Mar- 
tin and  appeared  on  page  22365  of  the 
FEDEitAL  Register  on  May  3,  1977.  The 
action  was  taken  to  protect  rare  fish. 
plant  and  animal  species,  archaeological 
sites  and  a  farming  community's  water 
supply.  Tlie  withdrawal  would  prevent 
.settlement  and  sale  of  land  and  filing  of 
new  mining  claims. 

At  the  June  23  meeting.  Information 
will  be  presented  by  BLM  about  re- 
sources in  the  withdrawal  area.  Although 
the  meeting  will  not  be  formally  orga- 
nized as  a  hearing  there  wUl  be  oppor- 
tunity for  brief  comments  or  discussion. 
In  addition  written  statements  may  be 
received  from  the  public  before  Jtine  25 
and  these  should  be  addressed  to  the 
Utah  State  Director,  Bureau  of  Land 
Management.  136  East  South  Temple, 
Salt  Lake  City,  Utah  84111. 

Paul  L.  Howard, 
Sfafe  Director. 
June  1,  1977. 
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The  areaa  descril^ed  aggregate  2,162.14  acres 
In  Deschutefi  and  Lake  Counties. 

2.  The  United  States  did  not  acquire 
any  mineral  rights  with  the  land  in  T.  22 
S..R.  20E. 

3.  The  subject  lands  are  located  in  the 
vicinity  of  the  community  of  Hampton 
approximately  60  miles  east  of  the  City 
of  Bend.  Elevation  ranges  from  4.400  to 
4,800  feet  above  sea  level,  and  the  topog- 
raphy is  generally  flat  to  rolling  with  oc- 
casional basalt  outcrops.  Vegetation  con- 
sists primarily  of  sagebrush  and  native 
grasses.  In  the  past,  the  lands  have  been 
used  for  livestoc-k  grazing  purposes,  and 
they  will  be  managed,  together  with  ad- 
joining national  resource  lands,  for  mul- 
tiple use. 

4.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law,  the 
lands  described  in  paragraph  1  hereof 
are  hereby  open  (except  as  provided  in 
paragraph  2  hereof)  to  operation  of  the 
public  land  laws,  including  the  mining 
laws  (Ch.  2.  Title  30  US.C  and  the 
mineral  leasing  laws.  All  valid  applica- 
tions received  at  or  prior  to  10:00  a.m.. 
Ju-'y  1,  1977.  shall  be  considered  as  simul- 
taneously filed  at  that  time.  Those  re- 
ceived thereafter  shall  be  considered  in 
the  order  of  filing. 

5.  Inquiries  concerning  the  lands 
shotild  be  addressed  to  the  Chief.  Branch 
of  Lands  and  Minerals  Operations.  Bu- 
reau of  Land  Management.  P.O.  Box 
2965.  Portland,  Oregon  97208. 

"Virgil  O.  Seiser, 
Acting  Chief.  Branch  of  Lands 

and  Minerals  Operations. 

[FRDoc.77-16213  riled  6-7  77:8:45  am] 


■V)-.:;y  for  this  action:  Chairman  Buriis 
tiud  Ciuvernors  Gardner,  Wallich,  Coldwell, 
Jackson.  Partee,  and  Lilly. 


Order  Providing  for  Opening  of  Public 
Lands 

May  26,  1977. 
1  In  an  exchange  of  lands  made 
under  tiie  provisions  of  section  8  of  the 
Act  of  June  28,  1934,  48  Stat.  1269.  1272. 
as  amended  and  supplemented.  43  U.S.C. 
315g  11964).  the  following  lands  have 
been  reconveyed  to  the  United  States: 
Willamette  Meridian 

T.  22S.R20E. 

Sec.  13.  lot  3,  SW'^NE'i,  NWV4.  NE'^SW*. 

and'W'iSE'^; 
Sec.  22,  SE'iNEi^i  and  E%SEV4: 
Sec.      23,      SWUNWV4.      N'/jSWU,      and 

SE'iSW'i; 
Sec.  25,  lots  3  and  4.  S-WViNEU.  SE'4NWi4, 

EI2SWV4.  and  Wi4SE^4: 
Sec.  26.  NEV,,NWV4- 
T  23  S  .  R  20  E., 

Sec     12,    SW14NEV4,    sy2NW'4.    NViSW'A. 
SE '  i  sw  1 :, .  and  "W  Vi  SE  '4 . 
T  22  s    R  21  E., 

Sec    18.  N'iNEVi,  SE'^NE^.  and  NliSE'-i: 
Sec.  30.  lots  2  and  3,  S^jNE^,  SEi^NW/*, 
NEUS'W'vi.  and  NljSEU. 
T  23  S..  R.  21  E., 
Sec    19.  SEI4: 
Sec.  20,  SW'/4. 


OUTER  CONTINENTAL  SHELF  OFFICIAL 
PROTRACTION   DIAGRAMS 

Approval 

1.  Notice  is  hereby  given  that,  effective 
with  this  publication,  the  following  OCS 
OflScial  Protraction  Diagrams,  approved 
on  the  dates  indicated,  are  available  for 
information  only,  in  the  Outer  Conti- 
nental Shelf  Office.  Bureau  of  Land  Man- 
agement. Anchorage,  Alaska.  In  accord- 
ance with  Title  4.  Code  of  Federal 
Regulations,  these  protraction  diagramt: 
are  the  basic  record  for  the  description 
of  mineral  and  oil  and  gas  lease  offers  in 
the  geographic  area  they  represent. 

Outer  Continental  Shelf  Protraction 

DflAGRAMS 

Descrrption  Approval  date 

NN  1-3,  Bowers  Ridge Feb.  3,  1977 

NN  2-3,  Chagulak  Canyon...  Do 

NN  3-4,  False  Pass Dec.  13,   1976 

NN  4-3,  Simeonof  Island...       Feb    3,  1977 
NN  5-3,  Chlrlkof   Seamount  Do. 

2.  Copies  of  these  diagrams  are  for 
sale  at  two  dollars  ($2.00'  per  sheet  by 
the  Manager.  Outer  Continental  Shelf 
Office.  Bureau  of  Land  Management. 
P.O.  Box  1159,  Anchorage,  Alaska  99510. 
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The  street  address  Is  800  A  Street. 
Anchorage,  Alaska.  Checks  or  Money 
Orders  should  be  made  payable  to  the 
Bureau  of  Land  Management. 

Edward  J.  Hoffman. 
Manager.  Alaska  Outer 
Continental  Shelf  Office. 

I  PR  Doc.77-16138  Piled  6-7-77;  8 :  45  am] 


Fish  and  W  ld\fe  Service 
MIGRATORY  GAME  BIRD   REGULATIONS 

Public  Hearing;  Amendment 
AGENCY:    Fish    and    WUdlife    Service. 
Interior. 
ACTION:  Notice  amendment. 

SUMMARY:    The    Service    amends    its 

Notice  of  Public  Hearing  published  in  the 
Federal  Register  on  Mav  25,  1977  i42  FR 
267091  by  adding  the  le.sser  sandhill 
I  little  brown  I  crane  to  the  list  of  species 
to  be  reviewed  and  discussed  at  the  June 
21,  1977,  public  hearing  Because  lesser 
sandhill  (little  brown'  crane  hunting 
seasons  commencing  in  September  are 
now  being  considered  for  designated  por- 
tions of  North  and  South  Dakota,  it  is 
necessary  that  these  proposed  regula- 
tions be  discussed  at  the  public  hearing 
scheduled  for  June  21  rather  than  on 
August  2,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  P.  Rogers.  Chief,  Office  of  Migra- 
tory Bird  Management,  U.S.  Fish  and 
Wildlife  Service,  Department  of  the 
Interior,  18th  and  C  Streets  NW., 
Washington.  D.C.,  or  call  202-343- 
8827. 

DATED:  June  3,  1977. 

Lynn  A.  Greenwalt, 
Director.  U.S.  Fish 
and  Wildlife  Service. 

[PR  Doc.77-16159  Piled  6-7-77:8:45  am) 


National  Park  Service 

(Order    No     2] 

ADMINISTRATIVE    SERVICES    ASSISTANT, 
FORT  CAROLINE  NATIONAL  MEMORIAL 

Delegation  of  Authority 

Section  1.  Administrative  Services 
Assistant.  The  AdminL<;trative  Services 
Assistant  may  Lssue  purchase  orders  not 
In  excess  of  S500  for  supplies,  equipment. 
or  services  in  conformity  with  applicable 
regulations  and  statutory  authority  and 
subject  to  the  availability  of  appro- 
priated funds. 

Section  2.  Revocation.  Tliis  order 
supersedes  Order  No.  1  published  28  FR 
10758  dated  10  5  63 

(National  Park  Service  Order  No,  77  (38  FR 
7478)  a.s  amended;  Souihea.st  Region  Order 
No.  5  (37  FR  7721)   as  amended.) 

Dated:  March  14,  1977. 

Charles  L.  Vial, 
SuperiJitendent ,  Fort  Caroline 

National  Memorial. 

|PR  Doc.77-16125  Piled  6-7-77;8:45  am] 


[Order   No    2] 

ADMINISTRATIVE   OFRCER,    INDIANA 
DUNES  NATIONAL  LAKESHORE,  INDIANA 

Delegation  of  Authority  Regarding 
Purchasing  Auttiority 

Sec.  1.  Administrative  Officer.  The 
Administrative  Officer  may  issue  pur- 
chase orders  and  enter  into  contracts  not 
in  excess  of  $50,000  for  supplies  or  equip- 
ment and  services  m  conformity  with 
applicable  regulations  and  statutory 
authority  and  subject  to  availability  of 
appropriated  funds.  This  autliority  may 
be  exercised  by  the  Administrative 
Officer  in  behalf  of  any  unit  under  the 
adniii:iistration  of  Indiana  Dunes  Na- 
tional Lakeshore. 

Sec.  2.  Revocation.  This  order  super- 
sedes Order  No.  1.  Indiana  Dunes  Na- 
tional Lakeshore,  dated  April  5,  1972  and 
published  at  37  FR  11735,  June  13,  1972. 

(National  Park  Service  Order  No  77  (38  FR 
7478)  as  amended:  Midwest  Regional  Order 
No.  5  (37  FR  6324 1  a.s  amended.) 

Dated:  March  11, 1977. 

James  R.  Whitehouse, 

Superintendent. 

[FRDoc.77-16124PUed6-7-77;8;45  am] 


[Order  No.  6] 

ADMINISTRATIVE       OFFICER,       ET       AL, 

MOUNT     RA'NIER      NA'IONAL     PARK, 
WASHINGTON 

Delegation  of  Authority 

Section  1.  Administrative  OfiBcer.  The 

Administrative  Officer  is  authorized  to 
execute,  approve,  and  administer  con- 
tracts not  in  excess  of  $50,000  for  sup- 
plies, equipment,  or  services  in  conform- 
ity with  applicable  regulations  and  statu- 
torv'  authority  and  subject  to  availability 
of  appropriated  funds. 

Section  2.  Procurement  Agent.  The 
Procurement  Agent  is  autliorized  to  exe- 
cute, approve,  and  administer  contracts 
not  in  excess  of  $15,000  for  supplies, 
equipment,  and  services  in  conformity 
with  applicable  regulations  and  statutory 
authority  and  subject  to  availability  of 
appropriated  funds.  The  Procurement 
Agent  is  also  authorized  to  make  local 
open  market  purchases  with  the  use  of 
imprest  funds  in  accordance  with  appli- 
cable regulations.  This  authority  may  be 
exercised  on  behalf  of  any  office  or  area 
imder  the  supervision  of  the  Superin- 
tendent of  Mount  Rainier  National  Park. 

Section  3.  Revocation.  This  order  sup- 
ersedes Order  No.  5  published  29  FR 
15052  dated  11/6^64. 

(National  Park  ServicV  Order  No.  77  (38  FR 
7478),  as  amended:  Pacific  Northwest  Region 
Order  No.  3  i37  FR  6325),  as  amended.) 

Dated:  March  14,  1977. 

Daniel  J.  Tobin,  Jr., 
Superintendent.  Mount  Rainier 

National  Park. 

[FR  Doc.  77-16122  Plied  6-7-77;8:45  am] 


;  Order  31 

ADMINISTRATIVE  OFFICER  ET  AL. 
PETRIFIED  FOREST  NATIONAL  PARK 

Delegation  of  Authority  Regarding 
Purchase  Orders 

Sec  1.  Administrative  Officer.  The  Ad- 
ministrative Officer  is  now  and  hereafter 
authorized  to  execute  and  approve  pur- 
chase orders  not  In  excess  of  $10,000. 

Sec.  2.  Procurement  and  Property 
Management  Officer.  The  Procurement 
and  Property  Management  Officer  is  now 
and  hereafter  authorized  to  execute  and 
approve  purcliase  orders  not  in  excess  of 

$10,000,  ■ 

Sec.  3.  The  limitations  in  Sections  1 
and  2  apply  only  to  open  market  or  non- 
mandatory  sources  of  supply.  Each  officer 
may  issue  orders  to  GSA  centers  and 
sources  under  established  Federal  Supply 
Schedules  of  Contracts  in  amounts  ex- 
ceeding $10,000. 

Sec.  4.  Redelegation.  The  authority 
delegated  in  Order  3  may  not  be  redele- 
gaied. 

Sec.  5.  Revocation.  This  order  super- 
sedes Order  No.  2,  published  In  37  FR 
18405,  dated  September  9.  1972. 

(National  Park  Service  Order  No.  77  (38  FR 
7478) ,  as  amended;  Western  Region  Order  No. 
7  (37  FR  6326)  dated  March  28.  1972.  aa 
amended.) 

Dated:  January  2.  1977. 

David  B.  Ames. 
Superintendent, 
Petrified  Forest  National  Park. 

Dated:  March  1,  1977. 

John    H.    Davis, 
Acting  Regional  Director, 

Western  Region. 

[PR  Doc.77-16123  Filed  6-7-77;8;45  amj 


[Order  No    31 

ADMINISTRATIVE  OFFICER  ET  AL..  THEO- 
DORE ROOSEVELT  NATIONAL  MEMO- 
RIAL   PARK.    NORTH    DAKOTA 

Delegation  of  Authority 

Section  1.  Administrative  Officer.  Tlie 
Administrative  Officer  may  execute  and 
approve  contracts  not  in  excess  of  $10,000 
for  supplies,  equipment,  or  services  in 
conformity  with  applicable  regulations 
and  statuton-'  authority  and  subject  to 
the  availability  of  appropriated  funds. 

Section  2.  Park  Managers  (Port  Union 
Trading  Post  National  Historic  Site  and 
KiLife  River  Indian  Villages  National 
Historic  Site)  and  Maintenance  Fore- 
man 'North  Unit  I .  Pai-k  managers  <Fort 
Union  Trading  Post  National  Historic 
Site  and  Knife  River  Indian  Villages  Na- 
tional Historic  Sitei  and  maintenance 
foreman  i North  Unit"  may  issue  pur- 
chase orders  not  in  excess  of  $200  for 
supplies  and  equipment  in  accordance 
with  applicable  regulations  and  statutory 
authority  and  subject  to  availability  of 
appropriated  funds. 

Section  3.  Revocation.  This  order  su- 
persedes Order  No.  2.  dated  September 
27,  1974  and  published  in  40  FR  4468 
dated  Januar.-  30.  1975. 
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(National  Park  Service  Order  No.  77.  (38  FR 
7478)  as  anieaded;  Rocky  Mountain  Region 
Order  No    1   (39  FR  12369)   as  amended  ) 

Dated:  Januarj'  17,  1977. 

John  O.  Lancaster. 
Superintendent.       Theodore 
Roosevelt  National  Memorial 
Park. 
FR  LX-c.77-16121  Filed  6-7-77:8  45  am) 

INTERNATIONAL  TRADE 
COMMISSION 

[Investigation  No.  337-T.\  23 

CERTAIN  COLOR  TELEVISION  RECEIVERS 

Order  Continuing  Hearing 

The  hearing  in  the  >i.bjve  styled  pro- 
ceeding which  was  noticed  for  June  7, 
1977  (42  FR  24342,  May  13.  1977),  Is 
hert'by  continued  until  10  a.m.  on  June 
14.  1977. 

The  Secretary  shall  serve  a  copy  of  this 
Order  upon  all  parties  of  record,  and  shall 
publish  it  in  the  Federal  Register. 

Issued  June  3.  1977. 

Judge  Myron  R.  Renick. 

Presiding  Officer. 

|FR  Doc  77-16207  Piled  6-7-77:8:45  am) 


iT.A-2nt-2.=;i 

LIVE  CATTLE  AND  CERTAIN  EDIBLE  MEAT 
PRODUCTS   OF   CATTLE 

Times  and  Places  of  Public  Hearings 

Notice  Is  hereby  given  that  the  public 
hearing  in  this  matter  scheduled  to  be- 
gin on  Tuesday,  June  14.  1977,  in  Rapid 
City,  S.  Dak.,  will  commence  at  10  a.m., 
m.(i.t..  at  the  Rushmore  Plaza  Civic  Cen- 
Ut,    444    Mt.    Rushmore    Road    North, 
Rapid  City.  S.  Dak.:  the  public  hearing 
scheduled  to  begin  on  Tuesday,  June  28. 
1977.  in  Dallas.  Tex.,  will  commence  at 
10  a.m.,  c.d.t.,  in  Room  7A23.  1100  Com- 
merce  Street.    Dallas,    Te.\.:    the   public 
hearing  scheduled  to  begin  on  Tuesday. 
July    12,    1977,    in  New   York  City,   will 
commence  at  10  am.,  ed.t..  in  tlie  audi- 
torium of  the  United  States  Mission  to 
the  United  Nations,  799  U_N.  Plaza,  45th 
Street  and  First  Avenue,  New  York,  N.Y. 
(please  u.se  45th  Street  entrance;  and 
the  pubhc  hearmg  scheduled  to  begin  on 
Tuesday,  July  19,  1977.  in  Kansas  City. 
Mo.,    will   commence   at.    10   a.m.,   c.d.t., 
in  Room  302,  911  Wakiut  Street,  Kansii.-; 
Citv.     Mo      Reque.^ts     for     appearances 
should  be  filed  with  the  Secretary  of  the 
United  States  International  Trade  Com- 
mission,   in    writing,    at    his    o£Qce    in 
Wasluns^tor.,  DC.  not  later  than  noon 
of  the  fifth  calendar  day  preceding  the 
hearing  at  which  an  appearance  is  re- 
quested. 

Notices  of  tlie  investigation  and  hear- 
ings were  publisiied  in  tlie  Federal 
REGISTER  of  AprU  13,  1977  (42  FR  19389' 
and  May  19  1977  (42  FR  25779'. 

By  order  of  the  Commission. 

Ls6U©d:  Jxme  3.  1977. 

Ktnneth  R   Mason. 

Secretary. 

[PR  Doc.77-16181  PUed  6-7-77,8:45  am] 


NATIONAL  AERONAUTICS   AND 
SPACE  ADMINISTRATION 

I  Notice  77-42  1 

SPACE  PROGRAM  ADVISORY  COUNCIL, 
PHYSICAL   SCIENCES   COMMITTEE 

Meeting 

Tlie  Physical  Sciences  Committee 
I PSC '  of  the  NASA  Space  Program  Ad- 
visorv-  Council  will  meet  on  June  27-28, 
1977.  at  the  National  Aeronautics  and 
Space  Administration.  The  meeting  will 
be  held  in  Room  5026  of  Federal  Office 
Building  6,  located  at  400  Maryland 
Avenue  SW.,  Washmgton.  D.C.  20546. 
Members  of  the  public  will  be  admitted 
to  the  meeting  beginning  at  9  a.m.,  each 
day,  on  a  first  come,  first  served  basis 
to  within  the  40  seat  capacity  of  the 
room.  Visitors  will  be  requested  to  sign 
a  visitor's  register. 

The  Physical  Sciences  Committee 
serves  only  in  an  advisory  capacity  to 
NASA.  The  Committee  is  concerned  with 
all  aspects  of  the  physical  scl«ices 
which  are  relevant  to  the  space  program, 
including  astrophysics,  life  sciences,  so- 
lar terrestrial,  upper  atmospheric  re- 
search, and  lunar  and  planetary  explo- 
ration. 

The  Committee  presently  has  15  mem- 
bers. For  further  information  regarding 
the  meeting,  please  contact  Dr.  Sabatino 
Sofia  (Area  Code  202-755-3613  or  8493) , 
or  Dr.  Shelby  Tilford  (Area  Code  202- 
755-37661 .  The  agenda  for  the  meeting 
is  as  follows ; 

Time  and  Topic 

June  27.  1977. 

9  a.m. — Opening  remarks.  This  time  is 
provided  for:  (1)  The  Chairman's  In- 
troductory remarks,  bringing  to  the 
attention  of  the  Committee.  Issues  of 
concern  and  Interest:  and  (2)  for  the 
Executive  Secretary  to  cover  admin- 
istrative matters. 
9:30  a.m. — Office  of  Space  Science  (OSS) 
overview.  The  Associate  Administrator 
for  Space  Science,  Dr.  Noel  W.  Hlnners, 
will  brief  the  Committee  on  Issues 
concerning  the  Office  of  Space  Science. 

10 ;  30  a.m. — Explorer  program  stattis.  The 
current  .status  of  the  Explorer  Program 
m  the  Office  of  Space  Science  will  be 
presented  to  the  Committee,  followed 
by  discu.ssion. 

11:30  a.m. — Supporting  research  &  tech- 
nology (SR&T)  review  process.  The  re- 
view procees  for  SR&T,  within  OSS 
win  be  presented  to  the  Committee, 
followed  by  discussion. 

1:30  p.m — Extended  missions  and  data 
analysis.  Decision  making  considera- 
tions for  extended  mission  and  data 
analysis  will  be  presented  to  the  Com- 
mittee, followed  by  discussion. 

S  30  p  m —A.stro physics  program — new 
start  candidate.?.  New  start  candidates 
in  the  .'u'itrophysios  Program,  will  be 
reviewed.  !■  llowed  by  discussion. 

4  p.m  — bi.-;ar  terrestrial  program— new 
start  caiidldatey  New  start  candidates 
in  the  Solar  Terrestrial  Program  wlU 
be  reviewed,  followed  by  discussion. 

6:30  p,m  — .\dJouni. 
Jtme  28.  1977 

9  a  m  — La:iar  and  planetary  programs — 
new  start  candidates  New  start  can- 
<Udates  In  the  Lunar  and  Planetary 
Program  wUi  be  reviewed,  followed  by 
discuaeton 

10:30  am— Space  Science  Board  (SSB) 
activities    The  iralson  members  of  the 


&SB,  and  its  various  subcommittees, 
will  summarize  recent  activities,  fol- 
lowed by  discussion. 

11  a.m. — Spacelab  announcement  of  op- 
portunity (AO).  The  proposed  An- 
nouncement of  Opportunity  for 
follow-on  Spacelab  missiorxs  will  be 
presented  to  the  Conunittee,  followed 
by  discussion. 

1  pjK. — Summary  discussion  and  writing 
session.  The  members  of  the  Commit- 
tee will  use  this  period  to  conclude 
discussions  and  document  recommen- 
dations. 

4  pjn. — Adjourn. 

KIeNNETH    R.    CliAPMAN, 

Assistant  Administrator  /or 
DOD  and  Interagency  Affairs. 

May  31,  1977. 

(FR  Doc.77-16120  Filed  6-7-77; 8  45  am] 

OFFICE   OF   MANAGEMENT  AND 
BUDGET 

CLEARANCE  OF   REPORTS 
List  of  Requests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  intended  for  use  in 
collecting  information  from  the  pubhc 
received  by  the  OfSce  of  Management 
and  Budget  on  June  2,  1977  (44  U.S.C. 
3509 1 .  The  purpose  of  publishing  this  list 
In  the  Federal  Register  is  to  Inform  the 
public. 

The  list  includes  the  title  of  each  re- 
quest received:  the  name  of  tlie  agency 
sponsoring  the  proposed  collection  of  in- 
formation; the  agency  form  number's*. 
if  applicable ;  the  frequency  with  which 
the  information  is  proposed  to  be  col- 
lected; the  name  of  the  reviewer  or  re- 
viewing division  within  OMB,  and  an  in- 
dication of  who  will  be  the  respondents 
to  the  proposed  collection. 

Requests  for  extension  which  appear 
to  raise  no  significant  issues  are  to  be 
approved  after  brief  notice  tlirough  this 
release. 

Further  iniormation  about  the  items 
on  this  daily  list  may  be  obtained  from 
the  Clearance  OlEce.  Office  of  Manage- 
ment and  Budget.  Washington.  D.C. 
20503  (202-395-4529),  or  from  the  re- 
viewer listed. 

New  Forms 

r.S.    crVIL    SERVTCE    COMMISSION 

Test  Study  of  Insurance  Benefit.?,  BLS  3086 
through  3091,  single  time,  private  estab- 
lishments and  plan  administrators,  Stras- 
ser.  A.,  395-5867 

INVIEON MENTAL    PHOTECTION    AGENCY 

New  Source  Environmental  Questionnaire, 
single-time,  other  point  sources  of  surface 
discharges,  Ellett,  C.  A..  395-5867. 

SMALL    BUSINESS    ADMLNISTT-ATION 

Score  Client  Questionnaire,  smgle-time. 
recipients  of  score  assistance.  Caywood. 
D.  P..  395-3443. 

New  Forms 
department  cf  commerce 

National  Oceanic  and  Atmospheric  Adminis- 
tration, ACPEC  Shellfish  Cost  Production 
Survey,  single-time,  shellfish  vessel  opera- 
tora.  Marl*  Gonzalez,  395-6132. 

Domestic  and  International  Business  Ad- 
mlnlstraUon,  Building  Insulation  Mate- 
rials, DIB-9002.  single-time,  producers  of 
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building     Insulation     materials.     Marsha 

Traynham,  395--1529. 

DEPARTMENT    OF    HEALTH,    EDUCATION.    AND 
WELFARE 

Public  Health  Service.  Application  for  Iden- 
tification of  U.S.  Citizen  Foreign  Medical 
Students,  annually,  applicants  for  t.-an&fer 
program.   Richard  Eisinger.  395-6140, 

Social  and  Rehabilitation  Service,  Title  XX, 
Cash  Payments  F>rovlsion  Telephone  Ques- 
tionnaire, single-time,  officials  In  selected 
States  and  countries.  Housing,  Veterans 
and  Labor  Division,  395-3532. 

Office  of  Education,  Evaluation  of  the  Emer- 
gency School  Aid  Act  Nonprofit  Organiza- 
tions Program,  516.  single-time,  applicants 
for  ESAA  NOP  awards  and  review  panelists, 
human  resotirces  division,  Rajiisford,  R.. 
395-3532. 

Office  of  the  Secretary,  State  Mental  Hospital 
Instrument,  OS-7-77,  single-time.  Individ- 
uals, Richard  Eisinger,  395-6140. 

DEPARTMENT  OF  THE  TREAStlRY 

Departmental  and  other: 
Management  Services  Questionnaire  .\  &  B, 
single-time,      management     consulting 
firms,  Warren  Topelius,  395-5872. 

Revisions 

departmej^t  of  agriculture 

Food  and -Nutrition  Service.  Pood  Preference 
Report.  FNS-35,  annually  State  distribut- 
ing agencies  and  school  districts,  housing, 
veterans  and  labor  division,  395-3532. 

Agriculture  Research  Service,  1977-78  Na- 
tionwide Survey  of  Household  Food  Con- 
sumption and  Food  Intake  of  Individuals, 
single-time,  low-income  households,  Sun- 
derhauf,  M.  B.,  395-6140. 

DEPARTMENT    OF    COMMERCE 

National  Oceanic  and  .atmospheric  Admin- 
istration .Application  for  Guarantee  Agree- 
ment and  Guarantee  Agreement,  NOAA 
88-25.  annually,  shrimp  and  tuna  fishing 
vessel  ovmers.  Lowry,  R.  L..  395-3772. 

DEPARTMENT  OF  JUSTICE 

Law  Enforcement  Assistance  Administra- 
tion: 
Application  for  action  grant,  LEAA4402/ 
1.  annually.  State  planning  agencies  In 
50  states.  5  territories.  Georsrc  Hall,  395- 
6140. 

Planning  grant  Application,  ljEAA4202/T, 
£innually.  State  planning  agencies  In  50 
States,  5  territorie.s,  Warren  Topelius, 
395-5872. 

DEPARTMENT  OF  LABOR 

Bureau  of  Labor  Statistics.  Information  for 
the  Wholesale  ?«ce  Index — Telephone 
Communication  Price  Indexe.?.  BLS--473, 
BLS  473.'\.  monthly,  manufacturers  and 
producers  companies  In  SIC  4811,  Strasser, 
A  , 395-5867. 

DEPARTMENT  OF  THE  INTERIOR 

National  Park  Service.  Visitor  Use  Studies — 
Yellowstone — Teton  Region,  single-time, 
Caywood,  D.  P.  395-3443. 

Extensions 

department  of  acp-icultltre 

food  and  Nutrition  Service.  Administrative 
Review  Report,  FNS19.  on  occasion,  officials 
of  service  Institutions  and  food  service 
sites,  housing,  veterans  and  labor  divi- 
sion. 395-3532^ 

Statistical  Reporting  Service,  Mm'  Surveys. 
quarterly,  mint  growers,  Warren  Topelius, 
395-5872, 

Food  and  Nutrition  Service.  Regulation — 
Annual  Inventory  Report — Donated  Foods, 
annually.  State  distributing  agency.  War- 
ren TopeUus.  395-5872. 


DEPARTMENT  OF  COMMERCE 

National  Bure«u  of  Standards,  Synthetic- 
Polymer  Fire  Accident  Case  Study.  NBS  782. 
on  occaalon.  individuals  involved  in  fire  In- 
cidents, BUett,  C.  A.,  395-5867. 

Extensions 

department  of  housing  and  urban 
development 

Administration  (Office  of  Assistant  Secre- 
tary): 

Survey  of  Mortgage  Lending  Activity,  HUD 
136,  monthly.  11  mortgage  lending 
groups.  Larry  Haber,  395-5631. 

Damage  Survey  Report.  HUD  484.  on  occa- 
sion. Federal  and  State  government  in- 
spectors, housing,  veterans  and  labor 
division,  39&-3532. 

Notice  of  Interest,  HUD  496.  on  occasion, 
State  and  local  governments  in  disaster 
areas,  housing,  veterans  ajid  labor  divi- 
sion, 395-3532. 

Inspector's  Environmental  InXormatlon. 
HUD  484.2,  on  occasion,  field  inspector 
on  disaster  projects,  housing,  veterans 
and  labor  division,  395-3532. 
"^P^ood  Insurance  Survey  (Supplement  to 
Damage  Survey  Report),  HUD  4«4.5.  on 
occasion.  State  and  local  governments  in 
disaster  areas,  housing,  veterans  and 
labor  division.  395-3532. 

BuUding  survey  (Supplement  to  Damage 
Survey  Report  \ .  HUD  484.3,  on  occasion, 
State  and  local  governments  in  disaster 
areas,  housing,  veterans  and  labor  divi- 
sion, 395-3532. 

Extensions 

department  of  housing  and  urban 
developmkht 

AdmiiUstration  (Office  of  Assistant  Secre- 
tary) : 

Annual  Budget  Information — Part  II,  HUD 
423.1,  on  occasion.  State  governments, 
housing,  veterans,  and  labor  division, 
395-3532. 

Project  Application  for  Federal  FLnnanclal 
Assistance,  HUD  483,  on  occasion,  Stat* 
and  local  governments,  budget  review 
division,  Lowry,  R.  L.,  395-4775. 

DEPARTMENT    Of    JUSTICE 

Federal  Bureau  of  Investigation: 

Return  A — Monthly  Return  of  Offenses 
Known  to  the  Police,  12-95,  monthly, 
all  nationwide  law  enforcement  agencies, 
George  Hall,  395-6140. 
Age,  Sex,  and  Race  of  Persons  Arrested  18 
Years  of  Age  and  Over:  Under  18  Years  of 
Age.  12-90.  12-90A.  monthly,  all  nation- 
wide law  enforcement  agencies.  George 
Hall,  396-6140. 
Supplement  to  Return  A — Monthly  Re- 
turn of  Offeases  Known  to  the  Police, 
12-85,  monthly,  all  nationwide  law  en- 
forcement agencies,  George  Hall,  395- 
6140. 

DEPARTMENT     OF     THE     INTERIOR 

Bureau  of  Mines: 

Salt  (Production  and  Disposition)  ,6-1235- 
A,  annually,  salt  producers,  Warren 
Topelius,  395-5872. 

Zirconium  and  Hafnium  (Production. 
Sales,  and  Purchases),  6-109G-A.  annual- 
ly, producer^  of  zirconium  and  hafnium. 
Warren  Topelius,  395-5872. 

Clay  and  Shale  (Consumptior  and  Sales  i 
(Production),  6-1255-A,  annually,  pro- 
ducers of  clay  and  shale,  Warren  Tope- 
lius. 395-5872. 

Phillip  D    Larsen, 
Budget  and  Management  Officer 

|FR  Doc.77  16330  Filed  6-7-77.8:45  am| 


OFFICE  OF  THE  SPECIAL  REPRE- 
SENTATIVE FOR  TRADE  NEGOTIA- 
TIONS 

ADVISORY  COMMITTEE  TOR  TRADE 
NEGOTIATIONS 

Renewal  of  the  Committee  Charter 

Having  consulted  with  the  Office  of 
Management  and  Budget  <OMB>.  the 
Special  Representative  for  Trade  Nego- 
tiations I  the  'STR")  has  determined  that 
the  renewal  of  the  charter  of  the  Advi- 
sory Committee  for  Trade  Negotiations 
(the  "Committee'),  as  required  under 
Section  135<b>(l>  of  the  Trade  Act  of 
1974  ( Pub.  L.  93-61 8  > .  is  irf  the  public  in- 
terest in  connection  with  the  perform- 
ance of  duties  imposed  on  the  STR  by 
law.  Tliis  action  is  in  accordance  with 
the  provisions  of  both  the  Federal  Advi- 
sory- Committee  Act  iPub.  L.  92-463*  .Tnd 
joint  OMB  Justice  Department  guide- 
lines issued  in  connection  therewith. 

The  Committee  will  continue  to  ad- 
vise, consult  with,  and  make  recommen- 
dations to  the  STR  on  matters  concern- 
ing the  multilateral  trade  negotiations 
currently  being  undertaken  by  the 
United  States  in  Geneva,  The  Committee 
consists  of  approximately  45  persons  in- 
cluding representatives  of  govcrnmer/, 
labor,  industry,  agriculture,  small  busi- 
ness, service  industries,  retailers,  con- 
sumer Interests  and  the  gener;'.l  public. 

The  Committee  wiU  continue  to  meet 
at  irregular  intervals  at  the  call  of  the 
STR.  depending  on  such  factors  as  ilic 
level  of  activity  of  the  trade  negotiations 
and  the  needs  of  the  STR.  It  functions 
solely  as  an  advL<;or\-  body,  and  in  com- 
pliance with  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act.  with  cleri- 
cal and  staff  support  to  be  provided  by 
the  Office  of  Commercial  Policy  and  Liai- 
son of  the  OfQce  of  the  STR. 

June  2.  1977. 

Phtllis  O.  Bonanno, 
Executive  Secretary,  Advisory 
Committee  for  Trade  Negotiations. 

I  FR  Doc.77-16133  Filed  6-7-77.8:45  ami 


MUSHROOMS 
Market  Disruption 

Pre.'^Jdenl  Carter  decided  on  March  10. 
1977  that  import  relief  on  mushrooms  is 
not  in  Uie  national  economic  interest.  He 
also  directed  the  Office  of  the  Special 
Trade  Representative  tSTR  )  to  continue 
monitoring  imports  and  domestic  market 
conditions  and  to  request  consultations 
with  the-  Governments  of  the  Republics 
of  Korea  and  China  in  the  event  imports 
become  a  di.sruptive  factor  in  the  U.S. 
market.  In  accordance  with  the  Presi- 
denf.s  d':ci'ion  and  directive,  the  STR  no- 
tified the  respective  governments  of  the 
US.  Governments  intention  to  monitor 
lmport^  and  to  seek  consultations  should 
problems  an.se  and  of  the  U.S.  concern 
that  their  mushroom  exports  not  disrupt 
the  US  market. 

The  Governments  of  both  the  Re- 
public of  China  and  the  Republic  of 
Korea  have  informed  the  U.S.  Govern- 
ment that: 
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1  The  assurances  given  to  the  U.S. 
Government  in  September  1976  that  ex- 
ports of  mu.'=;hroom.s  during  the  market- 
ing year  July  1.  1976  to  June  30,  1977 
would  not  disrupt  the  U.S.  market  will 
be  maintained. 

2  Future  exports  of  mushrooms  from 
their  countries  will  not  di.srupt  the  U.S. 
market. 

3  If  problems  of  market  disruption  due 
to  imports  in  the  US.  market  should 
arise,  the  Governments  will  consult  and 
cooperate  with  the  U.S.  Government. 

William  B  Kelly,  Jr.. 
Chairman.  Trade  Policy 
Staff  Committee. 

[FR  Doc,77-16158  Piled  6-7-77:8:45  am) 


SPECIALTY  STEEL  QUOTAS 

Possible  Reallocation 

Correction 

In  FR  Doc.  77-14381  appearing  at  page 
25791  in  the  issue  for  Thursday.  May  19. 
1977  on  page  25792.  in  the  table  of  cate- 
gories the  word  "Sweden"  should  ap- 
pear directly  below  "Col.  1." 

SECURITIES  AND   EXCHANGE 
COMMISSION 

[Release  No.  9792) 

AETNA  FUND.  INC.  AND  AETNA  FINANCIAL 
SERVICES,   INC. 

Application  for  Order  Approving  Offers  of 
Exchange  and  Order  of  Exemption 

June  1.  1977. 

Notice  is  hereby  given  that  AEtna 
Fund.  Inc  i"Fund"t,  a  diversified, 
open-end  management  investment  com- 
pany registered  under  the  Investment 
Company  Act  of  1940  r'Act"»  and  AEtna 
Financial  Services.  Inc.  < "Financial"  > , 
151  Farmington  Avenue.  Hartford,  CT 
06156  1812-3934' .  a  Connerticut  corpora- 
tion which  serv&s  as  the  Fund's  principal 
imderwriter  and  mve.stment  adviser  and 
is  a  wholIy-owTied  sub-sidiary  of  AEtna 
Life  and  Casualty  Company  i  "AEtna" •. 
filed  an  apphcation  on  March  24.  1976 
and  amendments  thereto  on  April  28, 
1977  and  May  17.  1977.  pursuant  to  Sec- 
tion 11  of  the  Act  for  an  order  approving 
offers  of  exchange  and  pursuant  to  Sec- 
tion 6ici  of  the  Act  for  an  order  grant- 
ing an  exemption  from  Section  22id'  of 
the  Act  All  interested  i)ersorLs  are  re- 
ferred to  the  application  on  file  w'th 
the  Commission  for  a  statement  of  the 
representations  contained  therein,  which 
are  summarized  below. 

Applicants  state  that  the  Fund  is  of- 
fered in  combination  with  a  sroup  an- 
nuity contract  of  AEtna  Life  Insurance 
Company  '"AEtna  Life"',  a  wholly- 
owned  subsidiary  of  AEtna.  called  "Mul- 
tivestor'  to  trustees  ot  employee  benefit 
plans  (excluding  H.R.  10  plans'  which 
meet  the  requirements  for  qualification 
under  Section  401  of  the  Internal  Rev- 
enue Code  of  1954.  as  amended.  The  Mul- 
tivestor  aiinuity  contract  provides  both 
general  and  separate  account  accumula- 
tion facilties  and  annuity  and  lump  sum 
distribution  facilities,  Plan  contributions 


directed  to  the  general  accoimt  by  the 
trustees  at  the  request  of  plan  partici- 
pants or  otherwise  pursuant  to  the  pro- 
visions of  the  plan  accimiulate  at  rates 
of  interest  which  may  change  from  year 
to  year.  The  separate  account  accumula- 
tion facility,  available  only  through  the 
Multivestor  annuity  contract,  is  a  pooled 
AEtna  Life  unregistered  separate  ac- 
count and  is  similar  to  a  balanced  fund 
investing  in  both  common  stock  and 
fixed  income  securities.  An  employee 
benefit  plan  which  utilizes  the  Multi- 
vestor annuity  contract  as  an  accumula- 
tion facility  may  also  elect  to  contribute 
plan  assets  to  the  Fund  pursuant  to  the 
provisions  of  the  plan. 

A  "basic  service  charge"  is  imposed  on 
aggregate  annual  contributions  made  to 
the  Multivestor  accumulation  facilities 
including  the  Fund)  by  an  employee 
benefit  plan.  The  basic  service  charge 
covers  both  administrative  and  sales  ex- 
penses, including  commissions  paid  to 
salesmen  which  do  not  exceed  37c-  The 
basic  senice  charge  schedule  is  as  fol- 
lows : 


Net  deposits 
to  niulti- 

vr.-ilor  iKcu- 
iiiulatioii 
Iiicilities 


With 

AEtim 
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ket^piiig 

(percent) 


Without 
AEtna 
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4 
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1 
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4 
» 
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1 
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Reductions  in  the  basic  service  charge 
are  provided  in  special  situations  involv- 
ing reduced  sales  compensation.  Gen- 
erally, depending  on  the  terms  of  the 
particular  plan,  the  service  charge  is  paid 
by  the  employer  and  is  not  deducted 
from  contributions  to  the  acciunulation 
facihties.  The  service  charge  makes  no 
distinction  with  respect  to  how  plan  con- 
tributions are  allocated  among  the  avail- 
able accumulation  facilities.  Applicants 
represent  that  sales  compensation  to 
agents,  brokers,  co^ultants,  and  others 
is  not  influenced  by  such  allocations,  and 
salespersons  have  no  incentive  to  in- 
fluence the  direction  of  contributions  to 
particular  accumulation  facilities. 

The  normal  Fund  sales  load  of  8V2% 
of  the  offering  price  for  sales  of  less  than 
$10,000  I  reduced  on  larger  purchases)  is 
not  imposed  on  contributions  to  the  Fund 
in  a  Multivestor  context.  Applicants  as- 
sert that  given  the  nature  of  the  service 
charge,  the  additional  assessment  of  a 
sales  load  would  be  redundant. 

Applicants  state  that  only  new  con- 
tributions to  a  plan  are  subject  to  a 
basic  service  charge.  Amounts  previously 
contributed  to  the  Multivestor  annuity 
contract  for  investment  in  the  general  or 
separate  account  or  to  the  Fund  may  be 
transferred  from  one  funding  facility  to 
another  at  no  additional  charge,  and 
amounts  previously  contributed  under 
the  plan  to  a  non-AEtna  accumulation 
facility  may  be  transferred  to  either  the 
Multivestor  annuity  contract  or  to  the 
Fund  at  no  additional  charge. 

Applicants  represent  that  employee 
benefit  plans  have  almost  imlimited  dis- 


cretion with  respect  to  the  allocation  of 
plan  contributions  among  the  available 
Multivester  accumulation  facilities  and 
with  respect  to  the  transfer  of  contribu- 
tions from  one  facility  tn  another.  The 
AEtna  companies  and  their  sales  rep- 
resentatives refrain  from  rendering  any 
advice  as  to  the  choice  of  or  allocation 
among  accimiulation  facilities.  No  re- 
strictions are  placed  on  the  allocation  of 
contributions  between  the  general  and 
separate  account  accumulation  facilities 
offered  under  the  group  annuity  contract. 
If  a  plan  elects  to  utilize  the  Fund  as 
an  additional  acciunulation  facility, 
there  is  no  limitation  on  the  allocation 
of  contributions  to  the  Fund  other  than 
the  limitation,  that  the  Fund  not  be  the 
sole  accumiflation  facility.  The  extent 
of  the  right  of  plan  participants  to  trans- 
fer amounts  from  one  facility  to  another 
is  provided  for  in  the  master  plan 
adopted  by  the  employer  and  plan  trust- 
ee. In  turn,  the  Multivestor  annuity  con- 
tract provides  for  amoimts  to  be  trans- 
ferred between  the  general  and  separate 
account  facilities  and  for  withdrawals  to 
be  made  (for  purposes  of  transfer  to  an- 
other accumulation  facility)  pursuant  to 
the  provisions  of  the  master  plan.  Simi- 
larly, no  limitations  are  placed  by  the 
Fund  on  transfers  from  the  Fund  to  an- 
other accumulation  facility. 

Section  22idK  Section  22(d)  of  the 
Act  provides,  in  pertinent  part,  that  no 
registered  investment  company  or  any 
principal  underwriter  thereof  shall  sell 
any  redeemable  security  issued  by  such 
company  except  at  a  current  offering 
price  described  in  the  prospectus. 

Applicants  have  requested  an  order  of 
exemption  from  Section  22(di  of  the  Act 
to  permit:  ( 1 »  The  assessment  of  a  basic 
service  charge  rather  than  the  normal 
Fund  sales  load  where  contributions  to 
the  Fund  are  made  by  an  employee  bene- 
fit plan  In  combination  with  the  purchase 
of  a  Multivester  annuity  contract;  (2' 
transfer  of  fimds  from  the  general  or 
separate  accoimt  of  AEtna  Life  which 
funds  the  Multivestor  annuity  contract 
to  the  Fund  at  no  sales  load:  and  <3i 
transfer  of  funds  previously  contributed 
from  a  non-AEtna  accumulation  facility 
to  the  Fund  at  no  sales  load. 

Applicants  have  noted  the  Commis- 
sion's announcement  in  Investment  Com- 
pany Act  Release  No.  8570  (November  4. 
1974)  that  it  would  consider  applications 
for  exemption  from  Section  22 '  d  >  to  per- 
mit sales  load  reductions  to  be  offered  to 
persons  who  have  previously  or  contem- 
poraneously purchased,  from  the  same 
retailer,  another  investment  or  insurance 
product,  distributed  by  the  same  under- 
writer, if  such  exemption  were  in  the  best 
interests  of  investors.  Applicants  point 
out  that  a  1974  Commission  staff  study, 
"Mutual  Fund  Distribution  and  Section 
22(d)  of  the  Investment  Company  Act  of 
1940,"  recommended  favorable  consider- 
ation of  exemptive  requests  where  mutual 
funds  are  sold  at  a  reduced  or  eliminated 
sales  load  in  combination  with  other  in- 
vestment or  insurance  products. 

In  support  of  its  request  to  permit  the 
sale  of  Fund  shares  at  the  basic  service 
charge  rather   than  the  normal  F^ind 
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sales  load,  applicants  assert  that  certain 
economies  of  costs  and  sales  effort  wlU 
result  in  charges  to  virtually  all  pur- 
chasers of  F*und  shares  in  combination 
with  the  Multivestor  annuity  ccaitract 
which  are  lower  than  the  normal  Fund 
sales  load.  They  represent  that  these  are 
attributable  in  large  part  to  economies 
of  sales  cost  associated  with  the  com- 
bined offering  of  several  accumulation 
facilities,  and.  to  some  extent,  to  the 
differences  between  the  way  in  which 
the  Fund  is  sold  in  combination  with  tlie 
Multivestor  annuity  contract  and  the 
way  in  which  it  is  sold  individually.  In- 
dividual sales  of  the  Fund  generally  in- 
volve the  direct  solicitation  of  Fund  pur- 
chases. In  contrast,  the  basic  thrust  of 
the  Multivestor  sales  effort  is  the  utiliza- 
tion by  a  plan  of  AEtna  accumulation 
and  distribution  facilities  and  not  the 
direction  of  plan  purchases  to  particular 
facilities.  Consequently,  applicants  state. 
the  incremental  sales  cost  of  offering  the 
Fund  in  combination  with  the  Multives- 
tor annuity  contract  is  minimal.  In  addi- 
tion, applicants  point  out  tliat  sales  of 
the  Fund  not  in  combination  with  the 
Multivestor  amiuity  contract,  even  to 
groups,  typically  involve  personal  solici- 
tation of  individual  purchasers,  whereas 
sales  of  the  Fund  in  combination  with 
the  Multivestor  annuity  contract  typi- 
cally involve  group  solicitation  tech- 
niques which  have  been  recognized  in  the 
insurance  industry  as  a  basis  for  sub- 
stantial savings  in  costs. 

Applicants  state  that  the  administra- 
tion of  Multivestor  accounts  requires  the 
performance  of  certain  annual  services 
which  are  not  associated  with  the  direct 
purchase  of  Fund  shares.  As  a  result  in 
part  of  such  differences  in  services,  ap- 
pUcants  do  not  represent  that  a  lower 
charge  than  the  normal  Fund  sales  load 
will  always  be  paid  for  purchases  of  Fund 
shares  in  combination  with  the  Multi- 
vestor annuity  contract.  However,  they 
assert  that  tlie  possibility  of  higher 
charges  is  rare  and  generally  requires,  in 
the  absence  of  recordkeeping  services,  a 
combination  of  unusual  circumstances 
I  such  as  annual  conU-ibutions  to  the 
Fund  in  excess  of  $25,000  and  relatively 
small  contributions  to  the  general  and 
separate  accounts).  Applicants  will  dis- 
close this  possibility  to  prospective  pur- 
chasers of  the  Fund  in  combination  with 
the  Multivestor  annuity  contract  by 
means  of  a  separate  statement  to  be 
delivered  together  with  the  Fund 
prospectus. 

Applicants  assert  it  would  not  be  fea- 
sible to  impose  the  normal  Rmd  load 
rather  than  the  basic  service  charge  on 
plan  purchases  of  tlie  Fund  in  combina- 
tion with  the  Multivestor  annuity  con- 
tract when  such  sales  load  is  lower,  for 
several  reasons.  First,  the  Fund  sales 
load  does  not  adequately  correspond 
with  the  sales  and  administrative  ex- 
penses incurred  in  connection  with  sales 
of  the  Fund  in  combination  with  the 
Multivestor  annuity  contract.  Second, 
significant  administrative  expenses 
would  be  Incurred  in  monitoring  when  a 
plan  was  entitled  to  pay  the  normal 


Fund  sales  load  In  lieu  of  the  basic  serv- 
ice charge,  particularly  tn  view  of  the 
great  flexibility  which  plan  trustees  and 
participating  employees  have  to  trsuisfer 
funds  from  one  facility  to  another. 
Finally,  such  a  procedure  would  l>e  In- 
cor^lstent  with  the  objective  of  the 
AEtna  companies  to  afford  employee 
benefit  plans  a  climate  of  complete 
neutrality  in  wliich  to  choose  among  ac- 
cumulation facilities,  i.e.,  without  having 
to  con.^ider  sales  charges  in  determinii-.g 
which  accumulation  facility  to  select. 

In  support  of  its  request  to  permit  the 
sale  of  the  Fund  at  no  sales  load  when 
such  sales  result  from  the  transfer  ot 
funds  from  the  Multivestor  annuity  con- 
tract. Applicants  state  that  a  signiflicant 
feature  of  the  Multivestor  product  is  that 
plan  participants  are  entitled  to  transfer 
all  or  part  of  their  funds  from  one  ac- 
cumulation facility  to  another  at  no  cost. 
In  Applicants'  view,  such  a  policy  is 
economically  sound  inasmuch  as  no  sales 
effort  is  involved  with  respect  to  such 
transfers,  and.  indeed,  any  such  effort 
would  be  undesirable  in  view  of  their 
goal  to  enable  plan  participants  to  make 
fundii",g  decisions  in  a  neutral  atmos- 
phere. Applicants  represent  that  the 
Funds  Board  of  Directors  is  fully  aware 
of  this  transfer  feature  and.  at  Board 
meetuigs.  is  advised  of  total  sale?  and 
redemptions  and  of  sales  and  redemp- 
tions in  a  Multivestor  context 

In  support  of  its  request  to  permil  the 
sale  of  Fund  shares  at  no  sales  load  when 
such  sales  result  from  the  transfer  from 
a  non-AEtna  accumulation  facility  of 
funds  previously  contributed  under  the 
plans.  Applicants  assert  that  these  trans- 
fers do  not  involve  any  sales  effort  and 
Uie  imposition  of  a  sales  load  is  not  eco- 
nomically warranted.  Additionally,  they 
assert  tiiat  the  imposition  of  a  sales  load 
would  be  inconsistent  with  their  intent 
to  allow  participants  to  make  funding 
decisions  in  a  neutral  atmosphere. 

Section  11.  Section  11(a)  of  the  Act 
provides  that  it  shall  be  unlawful  for  any 
registered  open-end  company  or  princi- 
pal underwriter  for  such  company  to 
make,  or  cause  to  be  made,  an  offer  to 
tlie  holder  of  a  security  of  such  company 
or  of  any  other  open-end  investment 
company  to  exchange  his  security  for  a 
security  in  the  same  or  another  such 
company  on  any  basis  other  than  the  rel- 
ative net  asset  values  of  the  respective 
securities  to  be  exchanged,  unless  the 
terms  of  the  offer  have  first  been  sub- 
mitted to  and  approved  by  the  Commis- 
sion. Section  11' c  provides  that,  irre- 
spective of  the  basis  of  exchange,  the 
pro\'isions  of  Section  11(a)  shall  be  ap- 
plicable to  anj-  type  of  offer  of  exchange 
of  the  securities  of  registered  unit  invest- 
ment trusts  for  the  securities  of  any 
other  investment  company. 

Applicants  state  that  in  some  situa- 
tions a  payment  from  a  non-AEtna  ac- 
cumulation facility  may  be  derived  from 
funds  previoutly  invested.  In  whole  or  In 
part,  in  securities  of  registered  unit  In- 
vestment trusu;.  Applicants  represent 
that  the  sale  of  the  Fund  In  a  Multivestor 
context  Involves  a  sophisticated  purchas- 


er, and  that  due  to  the  magnitude  of  such 
a  sale  and  the  legal  considerations  In- 
volved, tlie  sale  is  generally  consimi- 
mated  only  after  considerable  scrutiny 
by  management  and  coun.sel  of  both  the 
purchaser  and  tlie  AEUia  companies.  Ap- 
plicants, therefore,  assert  that  there  is 
little  likelihood  that  a  transfer  to  the 
Fund  would  occur  without  adequate  con- 
sideration of  the  smtabiUty  of  the  trans- 
action by  the  parties. 

Applicants  assert  that  such  transac- 
tions should  not  be  viewed  as  involving 
an  offer  of  exchange  by  Applicants  in- 
tended to  t>e  cov-ered  by  Section  11.  Ap- 
plicants will  not  accept  a  payment  In 
the  form  of  securities  of  other  invest- 
ment companies,   will  not   process   the 
conversion  of  securities  of  other  invest- 
ment companies  held   by  the  contract 
owner  into  cash  to  permit  application  of 
the  proceeds  as  a  contribution,  and  will 
not  make  arrangements  with  the  issuers 
or  underwriters  of  any  investment  com- 
pany securities  held  by  a  contract  owner 
to  facilitate  the  owner's  change  in  in- 
vestment. Applicants  assert  that,  since 
any  such  change  in  investment  made  by 
a  contract  owner  will  be  done  miilate ral- 
ly without  the  participation  of   Appli- 
cants, Apphcants  will  be  neither  effect- 
ing an  exchange  of  investment  compaiv 
securities  nor  making  an  offer  to  ex- 
change  However,  in  order  to  avoid  any 
question  being  raised  as  to  the  applicabil- 
ity of  Section  11.  Applicants  request  an 
order  pursuant  to  Section  11  approving 
the   offer  of   Fund   shares   at  no   sales 
load  to  plan  trustees  who  are  purchasing 
the  Pound's  .shares  in  a  Multivestor  con- 
text with  funds  transferred  from  a  non- 
AEtna  accumulation  facility  which  were 
invested  in  securities  of  registered  unit 
investment  trusts. 

Notice  b  further  given  that  any  in- 
terested   person    may,    not    later    than 
June  27,  1977  at  5.30  p.m.,  submit  to  the 
Commission  is  wTiting  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in- 
terest, the  reason  for  such  request  and 
tlie  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary.  Se- 
curities    ai;d     Exchange     Commission, 
Washinpton.  DC   20549,  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail    upon   Applicants   at    the    addre.ss 
stated  above  Proof  of  service  by  affidavit 
or  in  Uie  ca.se  of  an  attorney  at  law  by 
certificate)  shall  be  filed  contemporane- 
ously witli  the  request.  As  provided  by 
Rule  0-5  of  the  Rules  and  Regulations 
promulgated  under  the  Act.  an  order  dis- 
posing of  the  application  will  be  issued 
as   of   course   following   June   27,   1977, 
unle,<=.s  tlie  Conimis.<:ion  thereafter  orders 
a   hearing   upon    request   or  upon   the 
Commission's  own  motion.  Persons  who 
request  a  hearing  or  advice  as  to  wheth- 
er a  hearing  is  ordered  will  receive  any 
notices  or  orders  Issued  tn  this  matter, 
including  the  date  of  the  hearing  < if  or- 
dered I  or  sjDs  postponements  thereof. 
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For  the  Commission,  by  the  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons, 
Secretary. 

I  PR  Doc. 77-16143  PUed  6-7-77;8;45  am) 


I  File  No.  500-1) 

ESCALADE,   INC. 

Suspension  of  Trading 

May  26,  1977. 
It  appearing  to  the  Secunlie.s  and  E.\- 
change  Commission  that  tlie  summary 
suspension  of  tradmg  in  the  securities  of 
Escalade.  Inc..  being  traded  on  a  national 
securities  exchange  or  otherwi.se  is  re- 
quired in  the  public  interest  and  for  the 
protection  of  investors; 

Therefore,  pursuant  to  Section  12 'k» 
of  the  Securities  Exchange  Act  of  1934, 
trading  in  such  securities  on  a  national 
securities  exchange  or  otherwLse  is  sus- 
pended, for  the  period  from  10  a.m. 
le.d.t.)  on  May  26,  1977.  through  June  4, 
1977. 

By  the  Commission. 

George  A.  Fitzsimmons, 

Secretary. 

[FR  DOC77-16144  Piled  6-7-77;8:45  am| 


|Rel    No    97881 

INVESTORS  SYNDICATE  OF  AMERICA,  INC. 
AND   IDS  PROPERTIES.   INC. 

I  Filing  of  Application 

JXTNE  1.   1977. 

Notice  is  hereby  given  that  Investors 
Syndicate  of  America.  Inc  i 'Inves- 
tors"), a  face-amount  certificate  com- 
pany registered  under  the  Investment 
Company  Act  of  1940  ithe  'Act")  and  a 
wholly-owned  subsidiary  of  Investors 
Diversified  Services.  Inc.  <'IDS"),  and 
IDS  Properties.  Inc.  i  "Properties"  > .  IDS 
Tower,  Minneapolis.  Minnesota.  55402, 
812-4127.  also  a  wholly-owned  sub.sidiary 
of  IDS  I  collectively  "Applicants"!,  filed 
an  application  on  April  21,  1977.  and  an 
amendment  thereto  on  May  9,  1977,  pur- 
suant to  Section  17' d"  of  the  Act  and 
Rule  17d-l  thereunder,  for  an  order  of 
the  Commission  permitting  Inve.stors  to 
consent  to  the  sale  of  certam  real  estate 
by  Properties  and  the  assumption  of  cer- 
tain mortgage.s  and  notes  by  the  buyer. 
All  interested  persorLs  are  referred  to  the 
application  on  file  with  the  Commi.ssion 
for  a  statement  of  the  representation.s 
contained  therein,  which  are  summa- 
rized below. 

Applicants  state  that  Investors  has 
been  engaged  in  the  business  of  issuing 
face-amount  certificates  since  1941.  At 
December  31,  1976,  Investors  had  cash 
and  qualified  investments  of  approxi- 
mately $1,066  million,  including  certain 
real  estate  loans  evidenced  by  notes 
("Investors  Notes"),  .secured  by  three 
mortgages  'Investors  Mortgages" '  on 
certain  real  estate  located  in  Minne- 
apolis, Minnesota,  and  known  as  the 
Northstar  Center.  The  Investors  Notes 


bear  interest  at  the  rate  of  5.75%  per 
annum,  and  the  principal  and  interest 
are  payable  in  quarterly  installments 
continuing  through  October  1,  1991.  The 
Investors  Mortgages  provide  that  the 
subject  property  may  be  sold  or  trans- 
ferred by  the  mortgagors  only  with  the 
mortgagee's  written  consent.  The  terms 
of  each  of  the  Investors  Mortgages  are 
virtually  identical,  and  a  default  under 
any  one  of  the  mortgages  would  consti- 
tute a  default  under  the  others. 

Applicants  represent  that  Properties 
leases  office,  retail  and  other  commercial 
space,  and  operates  hotel  and  hotel-re- 
lated facilities,  in  buildings  owned  by 
it  in  downtown  Minneapolis.  In  1968, 
Properties  acquired  ownership  of  the 
Northstar  Center  and  certain  other  real 
estate  interests  in  Minneapolis  and 
agreed  to  assume  the  Investors  Mort- 
gages and  Notes.  IDS  Properties  Man- 
agement Co.  I  "Management") ,  a  wholly- 
owned  subsidiary  of  Properties,  provides 
maintenance  and  hotel  services  on 
buildings  owned  by  Properties  as  well  as 
certain  other  buildings  not  owned  by 
Properties. 

Applicants  also  state  that,  on  March 
17,  1977.  Properties  entered  into  a  con- 
tract Ithe  "Sales  Agreement")  with  Ox- 
ford Development  Minnestota.  Inc.  ("Ox- 
ford"), a  Minnesota  corporation  not  af- 
filiated with  Investors  or  Properties,  for 
the  sale  of  the  Northstar  Center  and  also 
certain  property  known  as  the  Baker 
Block,  mcluding  both  hte  real  estate 
interests  of  Properties  therein  and  cer- 
tam related  personal  property  used  in 
the  operation  of  the  propet-ty.  for  a  pur- 
chase price  of  approximately  $67  million. 

The  Sales  Agreement  provides  for  a 
closing  on  July  1.  1977,  and  for  the  pay- 
ment at  the  closing  by  Oxford  of  $26.4 
million  in  cash  and  the  assumption  by 
Oxford  of  certain  liabilities  of  Proper- 
ties, including  the  Investors  Notes.  Ap- 
plicants represent  that  the  principal 
amount  of  the  Investors  Notes  at  July  1. 
1977.  IS  expected  to  be  $18,812,745.58. 
The  Sales  Agreement  further  provides 
that  Properties  will  use  its  best  efforts 
to  obtain  the  consent  of  Investors  to  the 
sale  and  to  obtain  the  order  of  the  Com- 
mission requested  in  this  Application. 
Moreover,  the  Sales  Agreement  makes 
the  consent  of  Investors  a  condition  prec- 
edent to  the  closing. 

Applicants  further  represent  that  Ox- 
ford is  a  wholly-owned  subsidiary  of 
Oxford  Development  Group  Ltd.  ("Ox- 
ford Canada"!,  a  Canadian  real  estate 
development  and  management  company; 
and  piu'suant  to  the  Sales  Agreement, 
the  obligations  assumed  thereunder  by 
Oxford,  including  the  Investors  Notes 
and  Mortgages,  will  be  fully  and  uncon- 
ditionally guaranteed  by  Oxford  Canada, 
Applicants  state  that  Oxford  Canada 
owns  mixed-use  real  estate  develop- 
ments in  Toronto.  "Winnipeg.  Edmonton, 
and  CalgaiT.  together  with  major  shop- 
ping centers  in  eastern  Canada.  In  addi- 
tion, it  has  acquired  development  Inter- 
est's in  Denver  and  Colorado  Springs. 
Colorado;  Phoenix.  Arizona;  and  Lake 
Buena  Vista,  Florida.  Oxford  Canada's 


financial  statements  for  the  year  ended 
March  31,  1976,  show  gross  assets  of 
$474,800,000.  shareholder  equity  of  $46,- 
558,000,  and  net  income  of  $3,033,000. 

Applicants  further  represent  that  Ox- 
ford is  currently  negotiating  with  Prop- 
erties for  the  acquisition  of  Manage- 
ment. Applicants  state  that  if  such  an 
acquisition  is  concluded.  Oxford  would 
undertake  the  management  of  the  IDS 
Center  in  addition  to  the  properties  it 
would  acquire  under  the  Sales  Agreement 
and  other  buildings  not  owned  by  Prop- 
erties which  are  currently  managed  by 
Management.  Applicants  note  that  in 
view  of  Properties'  announced  intention 
to  sell  the  Northstar  Center  and  Baker 
Block,  it  will  be  in  the  best  interests  of 
Investors  if  the  ownership  of  the  North- 
star  Center  is  vested  in  a  party  willing 
and  able  to  manage  a  significant  amount 
of  property  in  Minneapolis. 

Applicants  finally  represent  that  in  the 
event  the  above  proposed  sales  of  the 
Baker  Block,  the  Northstar  Center  and 
Management  are  consummated.  Proper- 
ties will  have  substantially  no  remaining 
business  except  ownership  of  the  IDS 
Center.  In  that  event.  Applicants  state 
that  it  is  probably  that  Properties  will 
be  merged  ino  IDS  in  a  short-form  mer- 
ger in  ordet-  to  utilize  Pi'operties'  Minne- 
sota tax  loss  carry-forward.  Such  a  mer- 
ger would  result  in  IDS  becoming  obli- 
gated on  the  Investors  Notes  in  the  place 
of  Properties, 

Rule  17d-l.  adopted  by  the  Commis- 
sion pursuant  to  Section  1 7 1  d  >  of  the  Act. 
provides,  in  pertinent  part,  that  no  af- 
filiated person  of  any  registered  invest- 
ment company  and  no  affiliated  person 
of  such  a  person,  acting  as  principal, 
shall  participate  in,  or  effect  any  trans- 
action in  connection  with  any  joint 
enterprise  or  other  joint  arrangement 
in  which  such  registered  company  is  a 
participant  unless  an  application  regard- 
ing such  joint  enterprise  or  arrangement 
has  been  filed  with  the  Commis.sion  and 
has  been  granted  by  an  order.  A  joint 
enterprise  or  other  joint  arrangement  as 
used  In  this  Rule  is  any  written  or  oral 
plan,  contract,  authorization  or  arrange- 
ment, or  any  practice  or  understanding 
concerning  an  enterprise  or  undertaking 
whereby  a  registered  investment  com- 
pany and  any  affiliated  person  of  such 
registered  investment  company,  or  any 
afiTiUated  person  of  such  a  person,  have 
a  joint  or  a  joint  and  several  participa- 
tion, or  share  in  the  profits  of  such  en- 
terprise or  undertaking.  In  pa.ssing  upon 
•such  application,  the  Commission  will 
consider  whether  the  participation  of 
such  registered  investment  company  in 
such  joint  enterpri.se  or  joint  arrange- 
ment on  the  basis  propased  is  consistent 
with  the  provisions,  policies  and  purposes 
of  the  Act.  and  the  extent  to  which  such 
participation  is  on  a  basis  different  from 
or  less  advantageous  than  that  of  other 
participants. 

Under  Section  2ia)(3)ici  of  the  Act. 
an  affiliated  person  of  another  person 
includes  any  person  under  common  con- 
trol with  another  person.  Accordingly. 
because  Investors  and  Properties  are  both 
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controlled  by  IDS.  Properties  is  an  affili- 
ated person  of  Investors,  a  registered 
investment  company.  Therefore,  the  sale 
by  Properties  of  the  Northstar  Center 
and  the  consent  of  Investors  thereto  may 
be  deemed  to  constitute  a  "joint  enter- 
prise or  other  joint  arrangement"  In 
which  a  registered  investment  company 
and  an  affiliated  person  thereof  are  par- 
ticipants, within  the  meaning  of  Section 
17(d)  and  Rule  17d-l. 

Applicants  state  that  Investors'  chief 
concern  in  responding  to  a  request  for 
consent  to  a  sale  of  properly  on  which 
it  holds  mortgages  is  that  Investors'  se- 
curity be  protected.  Investors  has  deter- 
mined that  this  concern  is  best  satisfied 
by  an  examination  of  the  prospective 
purchaser,  including  its  operating  ex- 
pertise, financial  strength  and  business 
reputation.  If  it  Ls  satisfied  as  to  these 
attributes  of  the  prospective  purchaser 
and  is  assured  that  its  existing  rights  of 
recourse  will  not  be  impaired.  Investors 
uniform  practice  is  to  consent  to  the  sale 
of  property  subject  to  the  lien  of  its 
mortgages.  "While  Investors  may  have 
the  right  in  some  jurisdictions,  to  with- 
hold its  consent  or  to  condition  its  con- 
.sent  upon  a  modification  of  the  terms  of 
the  mortgage  loan  <such  as  an  increase 
in  the  interest  rate  < .  Investors  believes 
that  such  a  practice  might  adversely 
affect  its  reputation  as  a  lender,  thus 
impairing  its  ability  to  obtain  future 
desirable  investment  opportunities.  Ap- 
plicants represent  that  Investors  has  re- 
viewed the  operating  expertise,  financial 
strength  and  business  regulations  of  Ox- 
ford Canada,  and  that  both  the  manage- 
ment and  directors  of  Investors  are 
satisfied  that  granting  of  the  requested 
consent  is  in  the  best  interests  of  In- 
vestors, and  consistent  with  current 
practice  of  Investors. 

Applicants  also  represent  that  the  sale 
of  the  Northstar  Center  by  Properties 
to  Oxford  will  not  impair  Investors'  se- 
curity for  the  Investors'  Notes  or  the 
value  of  such  notes.  Applicants  state  that, 
in  addition  to  Investors  retaining  its 
mortgage  on  the  Northstar  Center,  its 
security  will  be  substantially  increased  by 
having  Oxford's  undertaking  to  pay  the 
Investors'  notes  and  Oxford  Canada's 
guarantee  thereof,  and  having  IDS  with 
$290  million  in  shareholder's  equity  as  of 
December  31,  1976,  substituted  for  Pi-op- 
erties  (with  a  shareholder's  equity  of  $25 
million  as  of  the  same  date  •  as  obligor  on 
the  Investors  Notes  as  a  result  of  the 
proposed  merger  between  IDS  and  Prop- 
erties. Thus.  Applicants  argue  that  the 
sale  of  the  Northstar  Center  to  Oxford 
will  in  no  way  diminish,  but  in  fact  will 
augment,  the  security  for  the  Investors 
Notes. 

Additionally,  Applicants  represent  that 
the  Investors  Notes  are  seasoned  invest- 
ments and  their  historical  performances 
and  ample  security  make  them  excep- 
tionally soimd  and  suitable  investments. 
Moreover,  the  Investors  Notes  serve  to 
reduce  the  Minnesota  taxes  assessed 
against  Investors  "with  respect  to  its 
net  worth.  A  decision  by  Investors  to 
withhold  consent  to  the  ssJe  of  the  North- 
star  Center,  which  precipitated  a  pre- 


payment of  the  Investors  Notes,  would 
require  Investors  to  obtain  suitable  sub- 
stitute Minnesota  investments,  "which 
may  not  be  readily  available,  or  to  pay 
MinnesoU  taxes  equal  to  about  4^^  of 
the  unreplaced  amount  of  the  Invest- 
ment. 

Apphcants  further  submit  that  Inves- 
tors' consent  to  the  proposed  sale  of  the 
Northstar  Center  will  not  adversely  af- 
fect Investors'  face-amount  certificate- 
holders.  Since  the  face-amount  certifi- 
cate entitles  its  holders  to  a  fixed  return 
on  their  investment  and  does  not  rep- 
resent an  equity  interest  in  Investors, 
the  interests  of  the  certificateholders  are 
best  served  by  the  maintenance  of  well- 
secured  and  seasoned  investments.  If  pre- 
payment of  the  Investors  Notes  was  pre- 
cipitated by  withholding  consent  to  the 
sale,  a  hypothetical  substitute  invest- 
ment at  a  higher  rate  of  return  would 
be  unnecessary  to  secure  Investors"  ob- 
ligations to  its  certificateholders  and 
not  result  in  any  practical  benefit  to 
them  As  evidence  of  this  fact  Applicants 
point  out  that,  as  of  December  31.  1976, 
Investors  had  cash  and  qualified  invest- 
ments totahng  approximately  SI 20  mil- 
lion more  than  Investors  was  required 
to  maintain  pursuant  to  Section  28<bi 
of  the  Act. 

The  Board  of  Directors  of  In\  estors.  at 
a  Special  Meeting  held  on  April  18.  1977. 
attended  by  a  majority  of  its  directors 
who  are  not  "interested"  persons  of  In- 
vestors or  Properties  'as  defined  in  Sec- 
tion 2ia»(19)  of  the  Act'  accordingly 
authorized  the  consent  by  Investors  to 
the  sale  of  the  Northstar  Center  pur- 
suant to  the  Sales  Agreement,  subject  to 
the  granting  of  the  order  of  the  Com- 
mission requested  in  this  Application 
Tlie  directors  of  Investors  detemiined 
that  Investors'  consent  to  the  sale  of  the 
Northstar  Center  is  in  Investors'  best 
interests,  consistent  with  Investors'  cur- 
rent practice,  and  not  detrimental  to  the 
interests  of  the  ccrtificateholder.t  of  In- 
vestors. 

In  light  of  tlie  foregoing.  Applicants 
submit  that  Investors'  consent  to  the  sale 
of  the  Northstar  Center  and  the  assump- 
tion of  the  Investors  Mortgages  and 
Notes  by  Oxford  is  consistent  with  the 
provisions,  policies  and  purjxiscs  of  the 
Act.  and  that,  although  Investors,  as 
mortgagee,  and  Properties,  as  mortgagor, 
are  participating  in  the  transaction  on 
different  bases,  such  differences  are  not 
significant  because  Investors',  participa- 
tion is  not  on  a  basis  less  advantageous 
than  that  of  other  participants. 

Accordingly.  Applicants  request  an  or- 
der from  the  Commission  pursuant  to 
Section  17(d)  of  the  Act  and  Rule  17d-l 
thereunder  permitting  Investors'  con- 
sent to  the  sale  of  the  Northstar  Center 
by  Properties  and  the  assumption  of  the 
Investors  Mortgages  and  Investors  Notes 
by  Oxford. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  June 
27.  1977,  at  5:30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hear- 
ing on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  interest, 
the  reasons  for  such  request,  and  the 


Issues,  if  any,  of  fact  or  law  proposed  to 
be  cctfitroverted.  or  he  may  request  that 
he  be  notified  tf  the  Commission  shall  or- 
der a  hearing  thereon.  Any  such  connmu- 
nicatic«i  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission. 
Washington.  DC  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  uix>n  Applicants  at  the  address 
stated  above  Proof  of  such  service  "by 
affidavit,  or  in  case  of  an  attorney-at- 
law.  by  certificate)  shall  be  filed  contem- 
poraneously with  the  request.  As  pro- 
vided by  Rule  0-5  of  the  Rules  and  R-eg- 
ulations  promulgated  under  the  Act.  an 
order  disposing  of  the  application  will  be 
issued  as  of  course  following  said  date 
unless  the  Commission  thereafter  orders 
a  hearmg  upon  request  or  upon  the  Com- 
mission's own  motion.  Persons  who  re- 
quest a  hearing,  or  advice  as  to  whether 
a  hearing  is  ordered,  will  receive  any 
notices  and  orders  issued  in  this  matter, 
including  the  date  of  the  hearing  'if  or- 
dered'  and  any  postponements  thereof 

For  the  Commission,  by  tlie  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A    Fitzsimmons. 

Secretary. 

IPR  Doo  77-16145  Piled  6-7-77  8  45  am) 


1  Release  No    9789] 
JAPAN  FUND,   INC. 
Filing  of  Application 

June  1.  1977 
Notice  is  hereby  given  that  The  Japan 
Fund,  Inc  (  "Applicant"),  1  Rockefeller 
Plaza.  New  York,  New  York,  10020,  812- 
3946.  a  closed-end,  diversified  manage- 
ment company  registered  under  the  In- 
vestment Company  Act  of  1940  '"•Act">, 
filed  an  application  on  April  26,  1976,  and 
amendments    thereto    on    December    30, 

1976,  January   25.    1977,   and   March   7. 

1977.  for  an  order  of  the  Commission 
pursuant  to  Section  10<f)  of  the  Act 
to  permit  Applicant  to  purchase  securi- 
ties from  underwriting  syndicates  of 
which  an  affiUated  person  of  its  sub- 
adviser  is  a  member  All  interested  per- 
sons are  referred  to  the  application  on 
file  with  the  Commission  for  a  statement 
of  the  representations  made  therein 
which  are  summarized  below. 

Applicant  represents  that  Asia  Man- 
agement Corporation,  a  Delaware  cor- 
poration ("Management"),  has  been  its 
uivestmeni  adviser  and  manager  since 

1974,  and  that  Nikko  Research  Center. 
Ltd..  a  Japanese  corporation  •"Re- 
search'), has  been  its  sub-adviser  since 

1975.  It  states  that  Research,  which  pro- 
vides Management  with  investment  in- 
formation, recommendations  and  adNlce, 
is  a  wholly-owned  subsidiary  of  The 
Nikko  Securities  Co.,  Ltd.,  a  Japanese 
corporation  '"Securities'"),  which  from 
1961  until  1974  served  as  Applicant's  sole 
investment  adviser.  Applicant  submits 
that  Securities  is  one  of  the  major  securi- 
ties firms  in  Japan.  Applicant  states  that 
its  policy  has  been  to  invest  at  least  80% 
of  its  total  assets  in  Japanese  securi^es. 
consisting  principally  of  common  stocks 
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Section  lO't^  of  the  Act  in  part  sfcat«s. 
with  certain  exreptlonis  not  relevant 
hereto,  that  no  registered  •  investment 
company  shall  knowingly  purcha.se  or 
othen*-ise  acquire,  during  the  existence 
of  any  underwriting  or  selling  s\'ndicate, 
any  recurity  of  which  a  principal  under- 
writer is  an  investment  adviser  of  such 
company  or  is  a  person  of  wWch  any  such 
investment  adviser  is  an  afRliated  per- 
son. Tlie  Commission,  by  rules  and  tegu- 
lations  upon  its  own  motion  or  by  order 
upon  application,  may  conditionally  or 
unconditionally  exempt  any  transaction 
classes  of  transactions  from  any  of  the 
provisions  of  Section  lOff)  if  and  to  the 
extent  that  such  exemption  is  consistent 
with  the  protection  of  investors. 

Applicant  represents  that  since  Securi- 
ties is  an  afBliated  person  of  Research. 
Applicant  is  prohibited  by  Section  10<f> 
from  knowingly  purchasing  securities 
during  the  existence  of  an  imderwriting 
syndicate  any  security  of  which  Securi- 
ties is  a  principal  undenvTiter.  Applicant 
states  that  Securities  is  involved  in 
almost  every  underwritten  offering  of 
securities  in  Japan,  and  therefore  it 
loses  opportunities  to  purchase  equity 
and  debt  securities  at  favorable  prices, 
because  such  public  offerings  typically 
are  sold  at  discounts  from  market  prices. 

Rule  lOf-3  under  the  Act  exempts  such 
transactions  from  the  provisions  of  Sec- 
tion 10' f  I  if  specified  conditions  are  met. 
Included  among  such  conditions  are  tliat 
the  securities  to  be  purchased  are  part  of 
an  issue  effectively  registered  under  the 
Securities  Act  of  1933.  and  that  such 
securities  have  been  authorized  or  ap- 
proved in  the  manner  .specified  in  para- 
graph ig)  of  the  rule. 

Applicant  requests  an  order  of  the 
Commission  to  permit  it  to  purchase 
securities  in  transactions  otherwise  pro- 
hibited by  Section  lO'fi  of  the  Act.  if: 
(D  The  securities  are  the  subject  of  a 
notification  which  has  become  effective 
under  tlie  Securities  and  Exchange  Law 
of  Japan  and  a  prospectus  required  by 
the  laws  of  Japan  is  reviewed  by  a  mem- 
ber of  the  Board  of  Directors  of  Manage- 
ment, or  a  committee  thereof,  making 
the  determination  specified  in  paragraph 
(gi  of  Rule  lOf-3:  1 2)  the  requirements 
of  paragraphs  'ai  through  (g>  of  Rule 
lOf-3  under  the  Act  are  satisfied,  with 
the  exception  only  of  the  requirement  re- 
garding registration  under  the  Securi- 
ties Act  of  1933:  and  '3»  a  statement  of 
the  trarvsaction  clearly  indicating  com- 
pliance with  such  order  is  filed  with  the 
Commission  within  30  days  after  Con- 
summation of  each  such  transaction. 

Applicant  represents  that,  before  it  is 
finally  committed  to  make  any  purchase 
pursuant  to  the  requested  order,  a  direc- 
tor of  Management  will  review  a  copy  of 
the  Japanese  Prospectus  relating  to  the 
offering.  It  states  that  the  Directors  of 
Management  who  participate  most  ac- 
tively in  investment  decisions  are  fa- 
miliar with  and  can  translate  Japanese 
financial  statements  and  that  the  review 
of  the  remainder  of  the  Japanese  Pro- 
spectus will  be  through  an  oral  transla- 
tion and  a  brief  summarj-  <by  a  person 
who  is  not  an  afBliated  person  of  Se- 


curities or  Research)  of  the  material 
facts  disclosed  In  the  Prospectus  which 
are  considered  to  be  necessary  to  arrive 
at  an  informed  investment  decision. 

Applicant  states  that  it  has  been  ad- 
vised that  in  Japanese  underwritings  of 
common  stock  the  obligation  of  the  un- 
derwriters are  several  and  not  joint; 
and  that,  in  addition,  issuers  or  imder- 
wrilers  sometimes  request  that  a  por- 
tion of  such  shares  be  allotted  to  one 
or  more  dealers  for  resale  to  the  public 
through  iiiformal  arrangements  whereby 
a  portion  of  the  underwriting  discount  is 
passed  along  to  the  dealers.  It  believes 
that  It  will  be  able  to  satisfy  the  re- 
quirements of  paragraph  'f)  of  Rule 
lOf-3,  which  requires  that  Applicant  not 
purchase  such  securities  directly  or  in- 
directly from  Securities,  by  purchasing 
common  stock  from  an  underwriter 
other  than  Securities  or  from  a  dealer 
who  has  not  been  allotted  shares  from 
Securities'  commitment. 

Applicant  further  states  that  it  has 
been  advised  that  in  Japanese  under- 
writings of  convertible  debentures  or 
other  debt  securities  there  are  a  larger 
number  of  underwriters  who  form  a  syn- 
dicate and  tlaat  the  obligations  of  such 
underwriters  are  joint  and  several.  Ap- 
plicant represents  that  it  will  not  pur- 
chase convertible  debentures  or  debt  se- 
curities pursuant  to  the  requested  order 
unless  this  practice  is  changed,  or  unless 
an  exceptional  case  arises  so  that  the 
obligations  of  the  underwriters  are  sev- 
eral and  not  joint:  and  that  in  such  in- 
stance it  will  be  able  to  satisfy  the  re- 
quirements of  paragraph  tf)  of  Rule 
lOf-3  by  purchasing  securities  from  an 
underwriter  other  than  Securities  or 
from  a  dealer  who  has  not  been  allotted 
securities  from  Securities'  commitment. 

Applicant  submits  that  it  is  aware  of 
the  decision  of  the  United  States  District 
Court  for  the  Southern  District  of  New 
York  entitled  Papilsky  v.  Berndt,  et  al.. 
No.  71  Civ.  2534  (June  24,  1976)  and  has 
requested  its  Japanese  attorneys  to  make 
an  investigation  of  whether  there  is  any 
possibility  under  Japanese  law  for  its  "re- 
capturing" any  portion  of  underwriting 
commissions  in  respect  of  purchases 
pursuant  to  the  requested  order.  It  states 
that  tlie  results  of  this  investigation  will 
be  presented  to  its  Board  of  Directors. 
and  in  particular  to  the  directors  who 
are  not  interested  persons  of  Applicant, 
so  that  the  Board  may  conclude  whether 
or  not  it  is  in  Applicant's  best  interests 
to  seek  recapture  under  any  method 
which  such  counsel  advises  would  be 
lawful  in  Japan.  Applicant  undertakes 
to  notify  the  Commission  of  the  results 
of  this  investigation  and  the  Board's 
conclusions  within  six  rtnonths  of  the 
Commission's  granting  the  requested 
order,  and  agrees  that  during  the  period 
before  such  notification  to  the  Commis- 
.<:ion  any  order  placed  with  imderwriters 
for  the  purchase  of  securiites  will  be  at 
a  price  which  represents  a  discount  from 
the  then  prevailing  market  price  for  the 
security. 

Applicant  asserts  that  the  requested 
exemption  is  consistent  with  the  protec- 
tion of  investors. 


Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June 
26. 1977,  at  5:30  pm.  submit  to  the  Com- 
mission in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state- 
ment as  to  the  nature  of  his  interest,  the 
reason  for  such  request,  and  the  issuers, 
if  any,  of  fact  or  law  propased  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission. 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail  upon  Applicant  at  the  address 
stated  above.  Proof  of  .^uch  .service  <by 
afiBdavit,  or  in  case  of  an  attomey-at- 
law,  by  certificate*  shall  be  filed  con- 
temporaneously with  the  request.  As 
provided  by  Rule  0-5  of  the  Rules 
promulgated  under  the  Act,  an  order 
disposing  of  the  application  will  be 
issued  as  of  course  following  said  date 
unless  the  Commission  thereafter  orders 
a  hearing  upon  request  or  upon  the 
Commission's  own  motion.  Persons  who 
request  a  hearing,  or  advice  as  to  whether 
a  hearing  is  ordered,  will  receive  any 
notices  and  order.^;  issued  in  this  matter, 
including  the  date  of  the  hearing  fif 
ordered)  and  any  postponements  thereof. 

For  tlie  Commission,  by  the  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Pitzsimmons, 

Secretary. 

IFRDoc.77-16146  Piled  6  7-77,8:45  am] 


[Rel.   No.   200561 

NEW  ENGLAND  ELECTRIC  SYSTEM 

Proposed  Issue  and  Sale  of  Common  Stock 
at  Competitive  Bidding 

May  31,  1977. 
Notice  is  hereby  given  that  New  Eng- 
land Electric  System  ("NEES"  < ,  20  Turn- 
pike Road,  'Westborough.  Mas.sachusetts. 
01581.  70-6020,  a  registered  holding 
company,  has  filed  a  declaration  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
("Act"),  designating  Sections  6iai  and 
7  of  tlie  Act  and  Rule  50  promulgated 
thereunder  as  applicable  to  the  proposed 
traiisaction.  All  interested  persons  are 
referred  to  the  declaration,  which  is 
summarized  below,  for  a  complete  state- 
ment of  the  proposed  transaction. 

NEES  proposes  to  issue  and  sell, 
subject  to  the  competitive  bidding  re- 
quirements of  Rule  50  under  the  Act,  up 
to  1,250,000  sliares  of  it5  common  stock, 
par  value  $1. 
''The  proceeds,  estimated  at  about 
S27,500,000.  will  be  applied  to  the  pay- 
ment of  $25,000,000  in  short-term  debt 
and  the  balance  will  be  made  available 
to  subsidiaries  for  their  construction 
programs. 

The  fees  and  expenses  to  be  incurred 
by  NEES  in  connection  with  the  pro- 
posed transaction  are  estimated  at 
$160,000,  including  service  fees,  at  cost, 
of  New  England  Power  Seriice  Company. 
a  wholly-owned  subsidiary  of  NEES,  of 
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$72,000.  The  fees  of  counsel  for  the 
underwriters,  to  be  paid  by  the  success- 
ful bidders,  will  be  supplied  by  amend- 
ment. It  Is  stated  that  no  state  commis- 
sion and  no  federal  commission,  other 
than  this  Commission,  has  jurisdiction 
over  the  proposed  transaction. 

Notice  is  further  given  tiiat  any  in- 
terested person  may,  not  later  than  Jime 
27.  1977,  request  In  writing  that  a  hear- 
mg  be  held  on  such  matter,  stating  the 
nature  of  his  interest,  the  reasons  for 
such  request,  and  the  issues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert;  or  he  may  request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed :  Secre- 
tary, Securities  and  Exchange  Commis- 
sion. Washington,  D.C.  20549.  A  copy  of 
such  request  should  be  sensed  person- 
ally or  by  mail  upon  the  declarant  at  the 
above-stated  address  and  proof  of  serv- 
ice ( by  afQdavit  or,  in  csise  of  an  attorney 
at  law,  by  certificate)  should  be  filed 
with  the  request.  At  any  time  after  said 
date,  the  declaration,  as  filed  or  as  it  may 
be  amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  23  of  the 
General  Rules  and  Regulations  promul- 
gated under  the  Act,  or  the  Commission 
may  grant  exemptiOTi  from  such  rules  as 
provided  In  Rules  20(a)  and  100  thereof 
or  take  such  other  action  as  it  may  deem 
appropriate.  Persons  who  request  a  hear- 
ing or  advice  as  to  whether  a  hearing  Is 
ordered  will  receive  any  notices  and  or- 
ders issued  in  this  matter,  including  the 
date  of  the  hearing  (if  ordered  >  and  any 
postponements  thereof. 

For  the  Commission,  by  the  Division  of 
Corporate  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  F^tzsimmons, 
Secretary. 

|PR  Doc.77-16147  Filed  6-7-77:8:45  ami 


[Pile  No.  500-1) 

TR-3  CHEMICAL  CORPORATION 

Suspension  of  Trading 

May  26.  1977. 

It  appearing  to  the  Securities  and  Ex- 
change Commission  that  the  summary 
suspension  of  trading  in  the  securities  of 
TR-3  Chemical  Corporation  being 
traded  on  a  national  securities  exchange 
or  otherwise  is  required  in  the  pubhc  in- 
terest and  for  the  protection  of  inves- 
tors; 

Therefore,  pursuant  to  Section  12(k) 
of  the  Securities  Exchange  Act  of  1934, 
trading  in  such  securities  on  a  national 
securities  exchange  or  otherwise  is  sus- 
pended, for  the  period  from  10  a.m. 
le.d.t. )  on  May  26.  1977.  through  June  4. 
1977. 

By  the  Commission. 

George  A.  Fitzsimmons. 
Secretary. 

|PR  Doc  77   16157  Filed  6-7-77:8  45  am] 
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WESTAMERICA  AUTOMOTIVE  CORP, 

Suspension  of  Trading 

May  26.  1977. 
It  appearing  to  the  Securities  and  Ex- 
change Commission  that  the  summary 


suspension  of  trading  in  the  securities  of 
Westamerica  Automotive  Corp.  being 
traded  on  a  national  securities  exchange 
or  otherwise  is  required  in  the  public 
interest  and  for  the  protection  of  in- 
vestors ; 

Therefore,  pursuant  to  Section  12'k» 
of  the  Securities  Exchange  Act  of  1934, 
trading  in  such  securities  on  a  natlonsJ 
securities  exchange  or  otherwise  is  sus- 
pended, for  the  period  from  10  a.m. 
(e.d.t.)  on  May  26.  1977,  through  June  4, 
1977. 

By  the  Commission. 

George  A.  Fitzsimmons, 

Secretary. 

(PR  Doc  77-16148  Filed  6-7-778  45  ami 

SMALL   BUSINESS 
ADMINISTRATION 

[License  No  02  02-0074] 
NEW  YORK  BUSINESS  ASSISTANCE  CORP. 

Filing  of  Application  for  Approval  of 
Conflict  of  Interest  Transaction 

Notice  Is  hereby  given  that  New  York 
Business  Assistance  Corp.  (NYBA),  360 
Lexington  Avenue.  New  York,  New  York 
10017,  a  Federal  Licensee  under  the 
Small  Business  Investment  Act  of  1958, 
amended  (the  Act',  has  filed  aii  appli- 
cation pursuant  to  5  107.1004  of  the  reg- 
ulations governing  small  business  Invest- 
ment companies  (13  CFR  107.1004 
(1977)  ) ,  for  an  exemption  from  the  pro- 
visions of  the  conflict  of  interest 
regulations. 

The  exemption.  If  granted,  will  permit 
NYBA  to  purchase  Band  Realty  Com- 
pany's (Band I  <a  Limited  Partnership) 
investment  In  Romanoff  Industries,  Inc., 
(approximately  $60,000)  for  $25,000. 
Originally,  five  investors  Including  NYBA 
and  Band  furnished  financing  of 
$300,000  to  Romanoff  Industries,  Inc. 
Subsequent  thereto,  foreclosure  proceed- 
ings were  Initiated  by  NYBA  as  sponsor 
and  on  behalf  of  the  remaining  partici- 
pants Band  Is  a  Limited  Partnership 
•  now  In  liquidation  <  whose  general  part- 
ners are  Lawrence  A.  Blatte  and  Alfred 
H.  Mattikow,  both  of  whom  are  the  prin- 
cipal oflBcers  and  directors  of  NYBA. 
Accordingly.  Messrs.  Blatte  and  Mat- 
tikow are  considered  Band's  Associates 
and  the  transaction  will  require  an  ex- 
emption pursuant  to  Section  107  1004ib) 
(5 1  of  the  Regulations. 

Notice  is  hereby  given  that  any  per- 
son may  on  or  before  June  23.  1977,  sub- 
mit. In  writing,  relevant  comments  on 
the  proposed  transactions  to:  Deputy 
Associate  Administrator  for  Investment, 
Small  Business  Administration.  1441  L 
Street  NW..  Washington.  DC  20416. 

A  copy  of  this  Notice  shall  be  pub- 
lished m  a  newspaper  of  general  circula- 
tion in  New  York  City. 

I  Catalog  of  Federal  Domestic  Assistance 
Program  No  59  011.  Small  Bu';iness  Invest- 
ment   Companies  i 

Dated:  Junel.  1977. 

Peter  F    McNeish. 
Deputy  Associate  Administrator 
for  Investment. 

[PR  Doc  77-16127  Piled  6-7-77;8:45  am] 


(Delegation  of  AuthOTlty  No.  15-A:  Amdt.  5) 
PERSONNEL   TRAINING 

Delegation  of  Administrative  and  Financial 
Activities 

Delegation  of  Authority  No.  15-A  <37 
FR  24716'.  as  amended  i38  FR  19294.  40 
FR  23125,  41  FR  15762.  and  42  FR  19538  ' . 
Is  hereby  further  amended  to  delegate 
authority  for  the  procurement  of  train- 
ing requirements  for  Central  OCBce  per- 
sonnel. Section  D  to  Delegation  of  Au- 
thority No  15-A  is  therefore  amended 
as  follows : 

D.  Personnel  training  authority.— \ 
Director.  Office  of  Personnel.  ia>  To  ob- 
ligate the  Agency  for  procurement  of  out- 
servlce  training  for  Central  office  per- 
sonnel not  to  exceed  $750  per  single 
transaction. 

2.  Assistant  Director.  Office  of  Person- 
nel, tai  Same  as  D.l.a  above. 

3.  Chief.  Training  Division,  la'  Same 
as  D.l.a.  above. 

Dated:  June  1,1977. 

Roger  H.  Jones. 
Assistant  Administrator 

for  Administration. 

(PR  I>oc  77-16128  Piled  6-7-77:8  45  ami 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Railroad  Administration 

RAILROAD  OPERATING   RULES 

Petitions  for  Waiver 

Pursuant  to  45  US  C.  431 'C.  notice 
Is  hereby  given  that  four  railroads  have 
submitted  waiver  petitions  to  the  Fed- 
eral Railroad  Administration  i  FRA  ' . 
Each  petition  requests  that  the  railroad 
be  granted  a  permanent  waiver  of  com- 
pliance with  certain  safety  standards 
contained  in  the  Railroad  Operating 
Rules  1 49  CFR  Part  218). 

Initial  Railroad  Operating  Rules  were 
issueti  by  FRA  on  March  15.  1976  (41  FR 
10904  t.  and  became  effective  on  June  1, 
1976.  This  safety  regulation  requires 
railroads  to  take  certain  protective  meas- 
sures  to  assure  the  safety  of  railroad  per- 
sonnel engaged  in  the  inspection,  testing, 
servicing  and  repair  of  locomotives  and 
other  rolling  equipment.  These  protec- 
tive measures  are  commonly  referred  to 
in  the  Industry  as  providing  'blue  flag"  or 
"blue  signal"  protection  for  workmen 

FRA  subsequently  amended  these  pro- 
visions on  January  11,  1977  I42FR2318'. 
in  response  to  statutory  requirements 
contained  in  section  5ib)  of  the  Federal 
Railroad  Safety  Authorization  Act  of 
1976.  Pub  L  94-348  which  was  enacted 
on  July  8.  1976.  The  amended  provisions 
will  become  effective  on  July  1.  1977.  al- 
though FRA  has  authorized  earlier  com- 
pliance by  the  railroads. 

Each  of  the  railroads  which  are  identi- 
fied below  are  seeking  a  waiver  of  com- 
pliance with  specific  provisions  of  the 
standard.-:  A  brief  description  of  the 
particular  facts  involved  In  each  request, 
as  well  as  the  particular  regulatory 
provision,  has  been  provided. 

Interested  persons  are  Invited  to  par- 
ticipate In  these  proceedings  by  submit- 
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ling  written  data,  views  or  comment. 
FRA  does  not  anticipate  scheduling  an 
opportunity  for  oral  comment  on  these 
petitions  since  the  facts  do  not  appear  to 
warrant  it.  An  opportunity  for  oral  com- 
ment will  be  provided,  however,  if  re- 
quested by  any  interested  person  prior  to 
June  17.  1977. 

AH  communications  concerning  these 
petitions  must  identify  the  appropriate 
docket  number  teg  FRA  Waiver  Peti- 
tion Docket  Number  RSOR-77-2i  and 
should  be  submitted  in  triplicate  to  the 
Docket  Clerk.  Office  of  Chief  Counsel. 
Federal  Railroad  Administration.  400 
Seventh  Street  SW..  Washington.  DC. 
20590.  Communicritions  received  before 
June  30,  1977.  will  be  considered  by  the 
Federal  Railroad  Administration  before 
final  action  Is  taken.  Comments  received 
after  that  date  will  be  considered  as  far 
as  practicable.  Detailed  information  con- 
cerning each  petition  is  on  file  with  the 
Federal  Railroad  .Admmistration  and  is 
available  for  examination  by  mterested 
persons.  Any  comments  received  will  also 
be  on  file.  This  material  Ls  available  for 
examination  during  regular  business 
hours  in  Room  5101.  Nassif  Building.  400 
Seventh  Street  SW  ,  Washington,  DC. 

Chicago  Union  Station 

(Waiver  Petition  Docket  RSOR-77-1  ] 

The  Chicago  Union  Station  Company 
'  CUS'  seeks  a  permanent  waiver  of  com- 
pliance with  the  provisions  of  section 
218.29(3'  of  the  Blue  Signal  Protection 
regulation.  That  section  requires  that 
the  operator  of  a  remotelv  controlled 
switch,  providing  access  to  Uie  work  area, 
must  line  the  switch  against  movement 
to  a  track  and  apply  a  locking  device  to 
that  control  before  a  workman  may  serv- 
ice equipment  on  the  protected  track. 

CUS  operates  the  passenger  train  fa- 
cility in  Chicago.  Illinois,  that  is  used  by 
five  railroads  to  provide  commuter  and 
intercity  passenger  service  to  that  city. 
On  an  average  day  approximately  50 
Intercity  trains  and  160  commuter  trains 
use  this  passenger  train  facility.  Accord- 
ing to  CUS  estimates,  some  60  of  these 
trains  will  be  given  servicing  of  some 
nature  that  requires  the  use  of  a  blue 
signal  to  afford  protection  for  the  work- 
men who  are  performing  that  activity. 

CUS  indicates  that  several  design  fea- 
tures of  this  facility  make  it  impossible 
to  comply  with  this  provision  of  the  regu- 
lation without  severely  impeding  tlie 
movenient  of  trains  through  the  facility. 
The  heavy  volume  of  commuter  trains 
with  very  close  headways  makes  it  im- 
perative in  the  opinion  of  CUS  that  some 
alternate  solution  be  permitted  at  this 
facility. 

CUS  proposes  to  utilize  derails 
equipped  with  blue  signals  at  tlie  en- 
trance to  each  track.  The  derails 
equipped  with  a  blue  signal  would  be 
utilized  whenever  It  ts  necessary  for 
workmen  to  be  afforded  blue  signal  pro- 
tection. 

Illinois  Central  Gin.F 
IWftlver  Petition  Docket  RSOR  77  2] 

The  lUlnois  Central  Gulf  Railroad 
(ICG'    seeks    a    permaneiit    waiver    of 


compliance  with  certain  provisions  of 
the  Blue  Signal  Protection  regulatloa 
for  Its  passenger  train  facility  known  as 
the  Randolph  Street  Station.  TTiis  fa- 
cility serves  as  the  terminal  for  ICG 
commuter  trams  in  Chicago.  Illinois.  The 
ICG  seeks  a  waiver  of  compliance  with 
the  provisions  of  5  218.29fa)  which  re- 
quire that  the  operator  of  a  remotely 
controlled  switch,  providing  access  to 
the  work  area,  must  line  the  switch 
against  movement  to  a  track  and  apply 
a  locking  device,  to  that  control  Ijefore 
a  workman  may  service  equipment  on 
the  protected  track.  ICG  states  that  the 
only  activity  performed  in  servicing  this 
equipment  is  the  coupling  or  uncoupling 
of  the  self  propelled  passenger  cars.  This 
activity  is  performed  with  great  care 
and  very  slow  speeds  according  to  ICG 
and  the  workmen  who  perform  the  tasks 
are  not  permitted  to  go  under  the  cars 
for  any  purpose.  In  the  event  that  some 
emergency  condition  arises  which  re- 
quires a  workman  to  go  under  the  equip- 
ment a  blue  signal  is  utilized  to  protect 
that  individual.  ICG  believes  that  com- 
pliance with  the  requirement  to  apply  a 
locking  device,  and  thereby  take  that 
track  out  of  service,  will  substantially 
reduce  its  ability  to  move  trains  through 
this  facility.  The  ICG  indicates  that  the 
design  of  tliis  facility  necessitates  that 
ICG  have  full  use  of  these  switch 
controls. 

ICG  also  seeks  a  waiver  of  compliance 
to  permit  car  cleaners  to  wtwk  inside 
these  cai-s  witliout  compliance  with 
§  218.25  which  requires  the  display  of  a 
blue  signal.  ICG  believes  that  the  nature 
of  the  work  being  performed  and  the 
careful  slow  speed  coupling  or  uncou- 
pling of  the  cars  will  pennit  these  work- 
men to  perform  tiieir  duties  wiUiout  sig- 
nificant risk  of  injury.  ICG  indicates 
these  workmen  have  historically  per- 
formed theii-  duties  without  any  signifi- 
cant injury  prior  to  the  adoption  of  this 
regulation  and  witliout  the  display  of 
the  blue  signal. 

St.  Louis— San  Francisco  Railway 
1  Waiver  Petition  Docket  RSOE-77-9| 

The  St.  Louis — San  Francisco  Railway 
1  Frisco  I  seeks  a  permanent  waiver  of 
compliance  with  certain  provisions  of  the 
Blue  Signal  Protection  regulation  for  its 
freight  car  classification  facility  known 
as  Tennessee  Yard  at  CapleviUe.  Ten- 
nessee. This  facility  is  a  major  freight 
car  classification  yard  near  Memphis. 
Tennessee. 

The  Frisco  seeks  a  waiver  of  compli- 
ance with  provisions  of  §  218.29(a>  which 
requires  that  the  operator  of  a  remotely 
controlled  switch,  providing  access  to  the 
work  area,  must  line  the  switch  against 
movement  to  a  track  and  apply  a  locking 
device  to  that  control  before  a  workman 
may  perform  servicing  functions  on 
equipment  located  on  that  track.  The 
Frisco  indicates  that  four  of  its  hump 
yard  tracks  are  used  for  the  servicing 
and  light  repair  of  freight  cars.  The 
switches  from  the  hump  track  that  pro- 
vide access  to  these  tracks  can  be  con- 
trolled by  Uie  hump  operator.  If  a  work- 
man intends  to  perform  tasks  on  any  of 
these  tracks  that  will  require  blue  signal 


protection,  the  workmsin  operates  a  con- 
trol device  which  illuminates  a  blue  sig- 
nal at  the  track  entrance;  activates  a 
spUt  point  derail  to  protect  that  track; 
and  removes  control  over  tlie  switch  pro- 
viding access  to  that  track  from  the 
hump  operator.  The  Frisco  seeks  a  waiver 
of  compliance  with  procedural  approach 
for  control  of  these  switclies  and  the  re- 
lated recordk'eeping  requirements  that 
are  contained  in  the  regulation. 

In  addition  the  Frisco  seeks  a  waiver  of 
compliance  with  the  provi.'^ions  §  218  27 
which  requires  that  each  manually  oper- 
ated switch,  providing  access  to  the  work 
area,  be  lined  against  movement  to  the 
track  and  that  a  locking  device  be  ap- 
plied to  each  switch.  The  Frisco  lias  in- 
stalled an  extensive  system  of  remotely 
controlled  electric  blue  signals  or  blue 
lights  on  fifteen  of  its  tracks  at  this  fa- 
cility. If  a  workman  intends  to  perform 
tasks  that  will  require  blue  signal  pro- 
tection he  operates  a  control  device 
which  illuminates  a  blue  signal  at  the 
points  of  entrance  to  that  track.  Activa- 
tion of  that  device  is  displayed  on  a 
panel  in  the  yardmaster's  office. 

The  Frisco  states  that  in  addition  to 
these  devices  its  rules  prohibit  any  move- 
ment on  th&se  fifteen  tracks  until  the 
car  foreman  authorizes  sucii  a  move. 
This  system  has  been  in  existence  for 
many  years  and  tlie  Frtsce  indicates  that 
no  deaths  or  injuries  have  occurred  at 
this  facility  because  of  rolling  equipment 
improperly  entered  the  work  areas.  The 
Frisco  also  indicates  that  the  distance 
involved  between  the  switch  locations  on 
these  service  tracks  will  necessitate  the 
workmen  travelling  long  di.stances  to  Line 
and  lock  these  STxitches  in  order  to  fully 
comply  with  the  regulation. 

CnicAco,  Rock  Island  L  Pacific  Railro\d 
I  Waiver  Petition  Docket  RSOR-77-10) 

The  Chicago.  Rock  Island  and  Pacific 
Railroad  (Rock  Lsland'  seeks  a  perma- 
nent waiver  of  compliance  with  the  pro- 
visions of  section  218.29  of  the  Blue 
Signal  Protection  regulation  for  its  pas- 
senger train  facility  known  as  the  La- 
Salle  Street  Station.  This  facility  serves 
as  the  terminal  for  Rock  Island  com- 
muter trains  in  Chicago.  Illinois. 

The  Rock  Island  seeks  a  waiver  of 
ctMnpliance  with  the  provisions  of 
§  218.291  a'  which  require  that  the  oper- 
ator of  a  remotely  controlled  switch, 
providing  access  to  tiie  work  area,  must 
line  the  switch  against  movement  to  that 
track  and  apply  a  locking  device  to  that 
control  before  a  workman  may  service 
equipment  on  Uie  protected  track.  The 
Rock  Island  states  tliat  the  princip>al 
problem  occurs  during  the  evening  rush 
hour  when  the  primary  activitiy  being 
p>erformed  in  servicing  tlois  equipment  is 
the  coupling  of  locomotives  to  the  pas- 
senger cars  standing  in  the  station  area. 
The  delays  that  are  being  experienced  by 
compliance  with  the  regulation  are  pre- 
venting the  workmen  from  completing 
their  tasks  so  as  to  permit  the  trains  to 
leave  on  schedule.  The  delay  problem  is 
very  acute  for  the  tower  operators  who 
are  required  to  maintain  written  rec- 
ords of  their  actions  under  this  section. 

The  Rock  Island  states  that  if  the 
waiver  is  granted  blue  signals  will  be 
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placed  at  the  entrance  to  each  track  and 
on  the  lixomotive  units  prior  to  a  work- 
man performing  his  tasks  on  the  equip- 
ment. The  blue  signals  will  be  visible  to 
the  tower  operator  who  controls  the 
switches  providing  access  to  the  track. 
This  method  of  operation  was  previously 
used  by  the  Rock  Bland  for  many  years 
without  any  injury  to  workmen  at  this 
facility. 

(Section  202  of  the  Federal  Railroad  Safety 
Act  of  1970  (45  U.S.C.  431).  as  amended  by 
Sec.  5(b)  of  the  Federal  Railroad  Authoriza- 
tion Act  of  1976,  Pub.  L.  94-348.  90  Stat.  817. 
July  8.  1976;  §  1.49(n)  of  the  regulations  of 
the  Office  of  the  Secretary,  49  CFR  1.49(n)  ) 

Issued  in  Washington.  D.C..  on  June 
2,  1977. 

Donald  W.  Bennett, 

Chairman, 
Railroad  Safety  Board. 

IFR  Doc.77-16179  Piled  6-7-77;8:45  am] 

DEPARTMENT  OF  THE  TREASURY 

Office  of  the  Secretary 

SACCHARIN   FROM  JAPAN 

Artidt;mp;ng;   Tentative   Determination   of 
Sales  at  Not  Less  Than  Fair  Value 

AGENCY:  United  States  Treasury  De- 
partment. 

ACTION:  Tentative  negative  determina- 
tion. 

SUMMARY :  This  notice  is  to  advise  the 
public  that  there  is  no  reason  to  believe 
or  suspect,  based  on  the  information 
available,  tliat  saccharin  from  Japan  is 
being  sold  at  less  than  fair  value  within 
the  meaning  of  the  Antidumping  Act. 
1921.  Sales  at  less  than  fair  value  gen- 
erally occur  when  the  price  of  the  mer- 
chandise sold  for  exportation  to  the 
United  States  is  less  than  the  price  of 
such  or  similar  merchandise  sold  in  the 
home  market  or  to  tliird  countries.  In- 
terested persons  are  invited  to  comment 
on  tlis  action  not  later  than  30  days  from 
tlie  effective  date  of  this  notice. 
EFFECTIVE  DATE:   June  8,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Anthony  L.  Russo,  Operations  Of- 
ficer. Duty  Assessment  Division. 
United  States  Customs  Service.  1301 
Constitution  Avenue  NW..  Washing- 
ton, D.C.  20229  < 202-566-5492  ■. 

SUPPLEMENTARY  INFORMATION: 
Information  was  received  in  proper  form 
on  October  20,  1976.  from  counsel  acting 
on  belialf  of  Slierwin-Williams  Company 
of  Cleveland.  Ohio,  alleging  that  sac- 
charin from  Japan  was  being  sold  in  the 
United  States  at  less  liian  fair  value, 
thereby  causing  injury  to,  or  the  hke- 
lihood  of  injury  to.  or  the  prevention  of 
establishment  of.  an  indui:try  in  the 
United  States,  within  the  meaning  of  the 
Antidumping  Act,  1921.  as  amended  '19 
U.S.C.  160  et  seq.i  (referred  to  in  this 
notice  as  "the  Act") .  On  the  basis  of  this 
information  and  subsequertt  preliminary 
investigation  by  the  Customs  Service,  an 
"Antidumping   Proceeding   Notice"   was 


published  in  the  Federal  Register  of  No- 
vember 29,  1976  (41  PR  52352) . 

For  purposes  of  this  notice,  the  term 
"saccharin"  means  .sodium  saccharin  in 
soluble  granular  and  soluble  powder 
forms. 

Tentative  Determination  of  Sales  At 
Not  Less  Th.\n  Fair  Value 

On  the  basis  of  the  informatiCHi  de- 
veloped in  Customs  investigation  and  for 
reasons  noted  below,  pursuant  to  section 
201(b)  of  the  Act  (19  U.S.C.  160(bi),  I 
hereby  determine  that  there  are  reason- 
able grounds  to  beheve  or  suspect  that 
the  purchase  price  of  saccharin  from 
Japan  is  not  less  than  fair  value,  and 
thereby  tlie  foreign  market  value,  of  such 
or  similar  merchandise. 

Statement  of  Re.'.sons  On  Which  This 
Determi::ation  Is  Based 

The  reasons  and  bases  for  the  above 
tentative  determination  are  as  follows : 

a.  Scope  of  the  investigation.  It  ap- 
pears that  over  60  percent  of  the  imports 
of  the  subject  merchandiseTrom  Japan 
were  manufactured  by  Aisan  Chemical 
Industrial  Co..  Ltd.,  and  Daito  Chemical 
Industrial  Co.  Thereiore,  the  investiga- 
tion was  limited  to  these  manufacturers. 

b.  Basis  of*<:omparison.  For  the  pur- 
pose of  considering  whether  tlie  mer- 
chandise in  question  Ls  being,  or  is  likely 
to  be,  sold  at  less  than  fair  value  within 
the  meaning  of  the  Act,  tlic  proper  basis 
of  comparison  appears  to  be  between 
purchase  price  and  the  home  market 
price  of  such  or  similar  msrcliandise. 
Purchase  price,  as  defined  in  section  203 
of  the  Act  (19  U.S.C.  162'.  was  used 
since  the  export  sales  compared  appear 
to  be  made  to  unrelated  purchasers  in 
the  United  States  or  to  unrelated  trading 
companies  in  the  home  market,  which 
then  sell  the  merchandise  to  unrelated 
firms  in  the  United  States.  Home  mar- 
ket price,  as  defined  in  section  153.2,  Cus- 
toms Regulations  (19  CFR  153.2'.  was 
used  since  such  or  similar  merchandise 
appears  to  be  sold  in  the  home  market 
in  suflBcient  quantities  to  provide  a  basis 
of  comparison  for  fair  value  purpases. 

In  accordance  with  section  ISS.SKb'. 
Customs  Regulations  (19  CFR  153.31 
<b)i,  pricing  information  was  obtained 
concerning  imports  and  home  market 
sales  of  saccharin  from  Japan  during  the 
period  June  1  through  December  31. 
1976. 

c.  Purchase  price.  For  purposes  of  this 
tentative  determination  of  sales  at  not 
less  than  fair  value,  since  all  merchan- 
dise was  purchased  prior  to  the  time  of 
e:<portation  by  the  persons  by  whom  or 
for  whose  account  it  was  imported,  with- 
in the  meaning  of  section  203  of  the  Act. 
purchase  price  has  been  calculated  on 
the  basis  of  the  c  i  f.  packed  price,  to  the 
United  States,  or  the  f.o.b.  packed  price 
to  Uae  unrehiled  trading  companies,  with 
deduclions  for  inland  freight,  ocean 
freight,  insurance,  rJiipping  charges, 
banking  fees  and  commissions,  as  appro- 
priate. 

d.  Home  market  price.  For  purposes  of 
this  tentative  determination  of  sale  at 


not  less  than  fair  value,  the  hcwne  market 
price  was  calculated  on  the  basis  of  the 
fob.  delivered  price  to  wholesale  pur- 
cliasers.  Adjustments  were  made  for  in- 
land freight,  discounts  i  taken  into  con- 
sideration in  arriving  at  a  weighted-av- 
erage priced .  differences  in  packing,  in- 
terest and  cost  of  production,  and  for 
selling  expenses  up  to  the  amount  de- 
ducted for  commissions  in  the  calcula- 
tion of  purchase  price,  as  appropriate 
Adjustments  for  interest  expenses  and 
packing  expenses  relate  to  the  difference 
in  those  costs  between  home  market 
sales  and  sales  for  export  to  the  United 
States. 

The  adjustment  for  differences  in  cost 
of  production  relates  to  discounts  re- 
ceived on  the  purchase  of  raw  materials 
used  in  the  production  of  saccharin  for 
export. 

AdjiL^-tments  were  claimed  for  differ- 
ences in  circtmistances  of  sale  in  accord- 
ance with  section  153.10.  Customs  Regu- 
lations (19  CFR  153.10),  for  general 
selling  expenses.  Adjustments  for  these 
expenses  have  been  disallowed.  Adjust- 
ments to  the  home  market  price  for  sell- 
ing expenses,  in  purchase  price  situa- 
tions, ore  allowed  only  for  circumstances 
of  .sale  which  bear  a  direct  relationship 
to  the  sales  under  consideration.  Since 
genei-al  selling  expenses  must  be  bonie 
regardless  of  whether  particular  sales  are 
made,  they  are  not  directly  re!:;ted  to 
the  sales  under  consideration. 

e.  Rerult  of  fair  lvalue  compcrisons. 
Using  the  above  criteria,  purchase  price 
was  found  to  be  not  less  than  the  home 
market  price  of  such  or  similar  meiclian- 
dl-^e.  Comparisons  were  made  on  approx- 
imately 90  percent  of  the  saccharin  sold 
to  the  United  States  by  the  manufac- 
turers during  the  period  of  investigation. 

In  accordance  with  ?!!  153.40(a'  and 
153  40(b^  <?ustom.s  Regulations  (19  CFR 
153.40' a' ,  153.40(b> ),  interested  persons 
may  present  written  views  or  arguments, 
or  request  in  writing  that  the  Secretarj- 
of  the  Treasur>'  afford  an  opportunity  to 
present  oral  views. 

Any  request  that  the  SecretaiT  of  the 
Treasui-y  afford  an  opportunity  to  pre- 
sent oral  views  should  be  addressed  to 
the  Commissioner  of  Customs,  1301  Con- 
stitution Avenue  NW.,  Washington.  D.C. 
20229.  in  time  to  be  received  by  his  office 
not  later  than  June  18,  1977.  Such  re- 
quest must  be  accompanied  by  a  state- 
ment outlining  the  issues  wished  to  be 
discussed. 

Any  written  views  or  arguments  .should 
likewise  be  addressed  to  the  Commis- 
sioner of  C^ustoms  in  time  to  be  received 
by  his  office  not  later  tlian  July  8.  1977. 

Tills  tentative  determination  and  the 
statement  of  reasons  therefor  are  pub- 
lished pursuant  to  S153.34(a'  of  the 
Custonxs  Rci^ulations  ( 19  CFR  153.34 
'ai ). 

Dated:  June  2,  1977 

Henry  C.  Stockell.  Jr.. 
Acting  General  Counsel 
of  the  Treasury. 
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NOTICES 


SACCHARIN    FROM   THE    REPUBLIC   OF 
KOREA 

Antidumping;  Withholding  of  Appraisement 

AGENCY     United  States  Treasury  De- 
partment. 

ACTION:  Withholding  of  Appraisement. 

SUMMARY:  This  notice  is  to  advise  the 
public  that  there  are  reasonable  grounds 
to  believe  or  suspect  that  there  are  sales 
of  sachharin  from  the  Republic  of  Korea 
to  the  United  States  at  less  than  fair 
value  within  the  meaning  of  the  Anti- 
dumping Act,  1921.  Sales  at  less  than 
fair  value  generally  occur  when  the  price 
of  merchandise  sold  for  exportation  to 
the  United  States  is  less  than  the  price 
of  such  or  similar  merchandise  sold  in 
the  home  market  or  to  third  countries. 
Appraisement  for  the  purpase  of  deter- 
mining the  proper  duties  applicable  to 
entries  of  this  merchandise  will  be  sus- 
pended for  6  months  I-^terested  persons 
are  invited  to  comment  on  this  action  not 
later  than  30  days  from  the  effective  date 
of  this  notice. 
EFFECTIVE  DATE :  June  8,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Anthony  L.  Russo,  Operation.^; 
OfiBcer,  Duty  Assessment  DivLsion. 
United  States  Customs  Service.  1301 
Constitution  Avenue  NW..  Washing- 
ton. DC.  20229  (202-566-5492'. 

SUPPLEMENTARY  INFORMATION: 
Information  was  received  in  proper  form 
on  October  20.  1976.  from  counsel  acting 
on  behalf  of  Sherv.in-Wilhams  Company 
of  Cleveland.  Ohio,  alles^in?  that  sac- 
charin from  the  Republic  of  Korea  was 
being  sold  in  the  United  States  at  less 
than  fair  value,  thereby  causing  injury 
to.  or  the  likelihood  of  injury  to.  or  the 
prevention  of  establishment  of  an  in- 
dustry in  the  United  States,  within  the 
meaning  of  the  Antidumping  Act.  1921, 
as  amended  '19  U  S  C.  160  et  seq  > 
'referred  to  in  this  notice  as  "the  Act'i 
On  the  basis  of  this  information  and 
subsequent  preliminary  investigation  by 
the  Customs  Service,  an  "Antidumping 
Proceeding  Notice  '  was  published  in  the 
Federal  Register  of  November  29.  1976 
(41  FR  52352'. 

For  purposes  of  this  notice,  the  term 
"saccharin"  means  sodium  saccharin  in 
soluble  granular  and  soluble  powder 
forms. 

Tentative   DETERMI^•.^TION   of   Sales   at 
Less  Than  Fair  Value 

On  the  basis  of  information  developed 
in  Customs  investigation  and  for  the  rea- 
sons noted  below,  pursuant  to  section  201 
(b)  of  the  Act  '19  U  S.C.  160'b)i,  I 
hereby  determine  that  there  are  reason- 
able grounds  to  believe  or  suspect  that 
the  purchase  price  of  sacchann  from  the 
Republic  of  Korea  Ls  le.ss  than  the  fair 
value,  and  thereby  the  foreign  market 
value,  of  such  or  similar  merchandise 

Statement  of  Reasons  on  Which  This 
Determination  is  Based 

The  reasons  and  bases  for  the  above 

tentative  determination  are  as  follows; 


a.  Scope  of  the  investigation.  It  appears 
that  over  90  percent  of  the  imports  of 
tlie  subject  merchandise  from  the  Re- 
public of  Korea  were  manufactured  by 
Kumbuk  Chemical  Industries  Co.,  Ltd., 
Choheung  Chemical  Industrial  Company, 
and  Jeil  Moolsam  Co..  Inc.  Therefore, 
the  investigation  was  limited  to  these 
manufacturers. 

b.  Basis  of  comparison.  For  the  pur- 
pose of  considering  whether  the  mer- 
chandise in  question  is  being,  or  is  likely 
to  be.  soia  at  less  than  fair  value  within 
the  meaning  of  the  Act,  the  proper  basis 
of  comparison  appears  to  be  between 
purchase  price  and  the  home  market 
price  of  such  or  similar  merchandise. 
Purchase  price,  as  defined  in  section  203 
of  the  Act  tl9  U.S.C.  162  >,  was  used  for 
the  export  sales  which  appear  to  be  made 
to  unrelated  importers  in  the  United 
States.  Home  market  price,  as  defined  in 
section  143.2,  Customs  Regulations  <  19 
CFR  153.21 ,  was  used  since  such  or  sim- 
ilar merchandise  appears  to  be  sold  in 
the  home  market  in  sufficient  quanti- 
ties to  provide  a  basis  of  comparison  for 
fair  value  purposes. 

In  accordance  with  §  153.31(b),  Cus- 
toms Regulations  <19  CFR  153.31(b), 
pricing  information  was  obtained  con- 
cerning imports  and  home  market  sales 
of  saccharin  from  the  Republic  of  Korea 
during  the  6-month  period  July  1 
through  December  31,  1976. 

c.  Purchase  price.  For  the  purposes  of 
this  tentative  determination  of  sales  at 
less  than  fair  value,  since  all  of  the  mer- 
ciiandise  was  purchased  or  agreed  to  be 
purcha-^ed.  prior  to  the  time  of  exporta- 
tion, by  the  persons  by  whom  or  for 
whose  account  it  was  imported,  within 
the  meaning  of  section  203  of  the  Act.  the 
purchase  price  has  been  calculated  on 
the  basis  of  the  c.i.f.  price  to  U.S.  im- 
porters with  deductions  for  ocean  freight, 
marine  in.surance.  shipping  charges, 
banking  charges,  and  inland  freight,  as 
appropriate. 

Additions  were  made,  where  appropri- 
ate, for  the  amount  of  the  commodity, 
defense  and  .sales  taxes  incurred  with 
respect  to  home  market  sales  but  not 
collected,  or  rebated  upon  exportation. 
Additionally,  Korean  defense  tax  and 
customs  duty  on  imported  raw  materi- 
als, rebated  at  the  time  of  exportation, 
were  added.  These  additions  were  made 
in  accordance  with  section  203  of  the 
Act. 

d.  Home  market  price.  For  the  pur- 
poses of  this  tentative  determination  of 
sales  at  less  than  fair  value,  the  home 
market  price  has  been  calculated  on  the 
basis  of  the  weighted  average,  packed, 
delivered  price  to  wholesale  purchasers. 
Adjustments  have  been  made  for  trans- 
portation, rebates,  interest  expenses  and 
for  differences  in  packing  expenses. 

Adjustments  for  rebates,  interest  ex- 
penses and  for  differences  in  packing  ex- 
penses were  made  in  accordance  with 
§  153.10.  Customs  Regulations  (19  CFR 
153.10). 

Adjustments  claimed  for  the  following 
were  not  allowed :  general  selling  and  ad- 


vertising expenses;  credit  costs  associ- 
ated with  the  payment  of  Korean  cus- 
toms duty  and  defense  tax  on  imported 
raw  material  used  in  the  production  of 
saccharin  for  home  market  consumption : 
an  alleged  higher  cost  of  production  as- 
sociated with  the  manufacture  of  sac- 
charin sold  in  the  home  market:  and 
profit  derived  from  selling  import  rights 
which  are  based  upon  export  sales. 

General  selling  and  advertising  ex- 
penses and  profit  from  selling  import 
rights  were  not  allowed  because  they 
were  determined  to  be  not  directly  re- 
lated to  the  sales  under  consideration,  in 
accordance  with  5  153.10.  Customs  Regu- 
lations (19  CFR  153.101. 

Credit  costs  and  the  alleged  produc- 
tion-cost differential  were  not  allowed 
because  they  w^ere  not  properly  docu- 
mented. Upon  proper  documentation. 
they  may  subsequently  be  allowed. 

e.  Result  of  fair  value  comparisons. 
Using  the  above  criteria,  preliminary 
analysis  suggests  that  the  purchase  price 
probably  will  be  lower  than  the  home 
market  price  of  such  or  similar  merchan- 
dise. Comparisons  were  made  on  about 
71  percent  of  the  saccharin  sold  to  the 
United  States  by  the  manufacturers  dur- 
ing the  period  of  investigation.  Margins 
were  tentatively  found  ranging  from  30 
percent  to  33  percent  on  100  percent  of 
the  sales  compared.  The  weighted-aver- 
age margin  tentatively  appears  to  be  31 
percent. 

Accordingly,  Customs  officers  are  being 
directed  to  withhold  appraisement  of 
saccharin  from  Korea  in  accordance 
with  §  153.48,  Customs  Regulations  >  19 
CFR  153.48). 

In  accordance  with  §§  153.40(a)  and 
153.40(b),  Customs  Regulations  (19  CFR 
153.40(a),  153.40* b' I,  interested  per- 
sons may  present  written  views  or  argu- 
ments, or  request  in  writing  that  the 
Secretary  of  the  Treasury  afford  an  op- 
portimity  to  present  oral  views. 

Any  request  that  the  SecretaiT  of  the 
Treasury  afford  an  opportunity  to  pre- 
sent oral  views  should  be  addressed  to 
the  Commissioner  of  Customs,  1301  Con- 
stitution Avenue  NW*.  Washington.  D.C. 
20229,  in  time  to  be  received  by  hLs  of- 
fice not  later  than  June  18.  1977.  Such 
request  must  be  accompanied  by  a  state- 
ment outlining  the  issues  wished  to  be 
discussed. 

Any  written  views  or  arguments  should 
likewise  be  addressed  to  the  Commis- 
sioner of  Customs  in  time  to  be  received 
by  his  office  not  later  than  July  8.  1977. 
This  notice,  which  is  published  pur- 
suant to  5  153.35(b),  Customs  Regula- 
tions (19  CFR  153.35(b)),  shall  become 
effective  June  8.  1977.  It  shall  cease  to 
be  effective  at  the  expiration  of  6  months 
from  the  date  of  thus  publication,  unless 
previously  revoked. 
Dated:  Jime  2,  1977. 

Henry  C.  Stockwell.  Jr., 
Acting  General  Counsel 
of  the  Treasury. 
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NOTICES 


29.1.- 


)t 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  No.  4081 
ASSIGNMENT  OF   HEARINGS 

June  3. 1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  ap- 
pear below  and  will  be  published  only 
once.  This  Ust  contains  prospective  as- 
signments only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible.*  but 
interested  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 

Ex  Parte  No.  308,  Valuation  of  Common  Car- 
rier Pipe  Llue.-i,  now  being  assigned  August 
16,  1977,  at  the  Offices  of  the  Int.erstate 
Commerce  C-ommission.  Washington.  DC. 

MC  113495  (Sub  78),  Gregory  Heavy  Haulers. 
Inc.,  now  as,slgned  June  13.  1977,  at  Wash- 
ington. DC.  Is  cancelled,  application  dis- 
missed. 

MC  123048  (Sub-355),  Diamond  Transporta- 
tion System.  Inc.,  now  being  assigned  pre- 
hearing conference  July  6,  1977.  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC. 

MC  142785  I  Sub-No.  1).  Brotherly  Love  Ex- 
press. Inr  .  now  assigned  June  7.  1977,  at 
Philadelphia.  Pa..  Is  postponed  indefinitely. 

No,  36401,  Kansas  City  Power  and  Light  Com- 
pany V.  Die  Kansas  City  Southern  Railway 
Company,  and  36446.  Kansas  City  Power 
and  Light  Company  v.  Kansas  City  South- 
em  Railii-ay  Company,  et  al.,  now  being  as- 
signed June  27,  1977  (5  days) .  in  the  Stuart 
Boom.  8th  floor.  Continental  Hotel,  Balti- 
more at  11th  Street,  Kansas  City.  Missouri. 

Robert  L.  Oswald. 
Secretary. 

(FR  Doc. 77-16192  Piled  6-7-77;8;48  ami 


Proceedings.  Interstate  Commerce  Com- 
mission, Wasiitngton,  DC.  20423.  tele- 
phone 202-275-7011. 

Robert  L.  Oswald. 

Secretary. 

[FR  Doc  77-16185  Piled  6-7-77:8:45  am] 


FOURTH    SECTION    APPLICATION    FOR 
RELIEF 

June  3.  1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  appli- 
cation to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
distant  pomts. 

Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  General  Rules  of  Practice 
(49  CFR  1100  40  >  and  filed  within  15 
days  from  the  date  of  publication  of  thLs 
notice  in  the  Federal  Register. 

FSA  No.  43370— JoJTif  Water-Rail 
Container  Rates—States  Steamship 
Company.  Filed  by  States  Steamship 
Company.  (No.  105' ,  for  itself  and  inter- 
ested rail  carriers.  Rates  on  general  com- 
modities, between  ports  in  Hong  Kong. 
Japan.  Korea.  Phihppines,  Taiwan  and 
Thailand,  and  rail  stations  on  the  U.S. 
Atlantic  and  Gulf  Seaboard  ports. 
Grotmds  for  relief— Water  competition. 

By  the  Commission. 

Robert  L.  Oswald. 

Secretary. 

IFR  Doc.77-16189  PUed  6-7-77:8:45  am] 


(Finance  Docket  No.  28300:  AB  52 

fSub.  No.  8)1 

ATCHISON,   TOPEKA   &   SANTA   FE 
RAILWAY   CO. 

Abandonment  Between  R-chmnd  and  Oak- 
land in  Contra  Costa  and  Alameda  Coun- 
ties, Calif.,  and  Trackage  Rights  Over 
Southern  Pacific  Transportation  Co.  Be- 
tween Richmond  and  Oakland  in  Contra 
Costa  and  Alameda  Cojnties,  Calif. 

M.^y25.  1977. 

The  Interstate  Commerce  Commission 
hereby  gives  notice  that  comments  re- 
ceived in  response  to  the  environmental 
threshold  assessment  survey  (TASi  in 
the  above-entitled  proceedings  has  not 
caused  tlie  Commission's  Section  of  En- 
ergy and  Environment  to  modify  its  pre- 
vious conclusion  thai  tiiese  proceedings 
do  not  represent  a  major  Federal  action 
significantly  affecting  tlie  quality  of  the 
human  environment  v,'ithin  the  meaning 
of  the  National  Enviionniental  Policy 
Act  of  1969,  42  U.S.C    4321.  et  seq. 

Said  comments  have  been  responded 
to  in  an  addendum  to  the  TAS  which  Is 
available  upon  request  to  the  OfBce  of 


I  No    3658*1 1 


INCREASED  COLORADO   INTRASTATE 
FREIGHT   RATES   AND   CHARGES— 1977 

Petition  for  Investigation  of  Intrastate 
Freight  Rates  and  Charges  Within  the 
State  of  Colorado 

Present:  Dale  W.  Hardin,  Commis- 
,-ioner.  to  whom  thLs  matter  has  been 
assigned  for  action. 

By  .ioint  petition  authorized  under  sec- 
tion 13' 3'  of  the  Interstate  Commerce 
Act.  filed  May  16.  1977.  petitioners,  com- 
mon carriers  by  railroad,-  subject  to  Part 
I  of  the  Interstate  Commerce  Act.  and 
also  operating  in  intrastate  commerce 
in  the  State  of  Colorado,  request  tliat 
tliis  Commission  institute  an  investiga- 
tion of  Colorado  intrastate  freight  rates 
and  chai-ges.  imder  secticai  13  and  15a 
of  the  Interstate  Commerce  Act,  wherein 
they  seek  an  order  authorizing  them  to 


■  The  -Atchison.  Topeka  and  San' a  Fe  Rail- 
way Company.  Burlington  Northern,  Inc.. 
Chicago.  Rock  Island  and  Pacific  Rai:road 
Company.  The  Colorado  and  Soutliern  Rail- 
way Company.  The  Colorado  and  Wyoming 
RaUway  Company,  The  Denver  and  Rio 
Grande  Western  Railroad  Company.  Mis.sourl 
Pacific  Railroad  Company.  San  Luis  Central 
Railroad  Co.mpany.  Soutliern  San  Luis  Valley 
Railroad  Company  and  Union  Pacific  Rail- 
road Company. 


Increase  such  rates  and  charges  in  the 
same  amounts  approved  for  interstate 
apf^cation  by  this  Commission  m  Ex 
Parte  No.  336.  Increased  Freight  Rates 
and  Charges^  1977 

By  tariff  filed  on  January  13.  1977.  with 
The  PubUc  Uulitiep  Commission  of  the 
State  of  Colorado,  petitioners  sought  to 
make  tlie  increases  granted  in  Ex  Parte 
No.  336.  supra,  applicable  on  Colorado 
intrastate  traffic,  effective  February  14, 
1977.  The  schedules  were  suspended  and 
hearing  was  held  on  March  4.  1977.  An 
initial  decision  dated  April  15,  1977  rec- 
ommended denying  the  increase.  Excep- 
tions uere  filed  and  on  May  10.  1977.  the 
increases  were  ordered  canceled. 

Petitioners  contend  tiiat  present  inter- 
state freight  rates  from,  to,  and  witliin 
Colorado  arc  just  and  reasonable  and 
that  the  projxjsed  intrastate  rates  will 
not  exceed  a  just  and  reasonable  level; 
that  transportation  conditions  for  intra- 
state traffic  m  Colorado  are  not  more 
favorable  than  for  Interstate  traffic:  that 
traffic  moving  vm(ier  present  Colorado 
intrastate  rail  freight  rates  and  charges 
fails  to  provide  its  fair  share  of  earnings: 
that  the  present  Colorado  intrastate  raU 
freight  rates  and  charges  create  tmdue 
and  unreiisonable  advantage,  preference, 
and  preiudice  between  persons  and  local- 
ities in  intra.*Jtate  commerce  within  Col- 
orado and  interstate  and  foreign  com- 
merce, and  result  in  undue  bm^den  on 
intci-state  commerce  in  violation  of  sec- 
tion 13  and  15a  of  the  Interstate  Com- 
merce Act,  among  others,  to  tlie  extent 
that  they  do  not  include  the  increase 
autliorized  in  Ex  Parie  No.  336.  supra. 

Under  section  13(4)  and  13(5 »  of  the 
Interstate  Commerce  Act.  this  Commis- 
sion Is  directed  to  institute  an  investi- 
gation, into  the  lawfulness  of  intrastate 
rail  freight  rates  and  charges,  upon  filing 
of  a  petition  by  the  railroads  pursuant 
lo  section  13' 3'  of  the  Act,  after  the 
appropriate  State  agency  has  reached  a 
final  decision  or  has  failed  to  act  within 
120  days  after  a  carrier  by  railroad  has 
filed  with  such  appropriate  state  body, 
a  change  in  an  intrastate  rate.  fare,  or 
charpre  for  the  purpose  of  adjusting  such 
rates,  fare,  or  charge  to  the  rate  charged 
on  similar  traffic  movig  in  interstate  or 
foreign  commerce.  ThLs  Commission  may 
act  notwithstanding  the  laws  or  consti- 
tution of  any  State,  or  tlie  pendency  of 
any  proceeding  before  any  State  court 
or  other  State  authority. 

Wherefore,  and  good  cause  ari-'^aring 
therefor: 

It  is  ordered.  That  the  petition  be.  and 
it  is.  hereby  granted;  and  that  an  inves- 
tigation, under  section  13  and  15a  of  the 
Interstate  Commerce  Act.  be.  and  It  is, 
hereby  instituted  to  determine  whether 
the  Colorado  intrastate  rail  freight  rates 
in  any  respect  cause  any  unjust  discrim- 
ination against  or  an>-  undue  burden  on 
interstate  or  foreign  commerce,  or  cause 
undue  or  unreasonable  advantage,  pref- 
erence, or  prejudice  as  between  Inter- 
state or  foreign  commerce,  or  are  other- 
wise tmlawful,  by  reason  of  the  failure 
of  such  rates  and  charges  to  include  the 
full  increase  authorized  for  interstate 
application  by  thte  Commission  to  Ex. 
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Parte  No  336.  supra;  and  to  determine 
if  any  rales  or  charges  or  maximum  or 
minimiun  charges,  or  both,  shall  be  pre- 
scribed to  remove  any  unlawful  advan- 
tage, preference,  prejudice,  discrimina- 
tion, undue  burden,  or  other  violation  of 
law,  found  to  exist 

It  Is  further  ordered,  Tliat  all  common 
carriers  by  railroad  operating  in  the 
State  of  Colorado  subject  to  the  jurisdic- 
tion of  tills  CommLssion,  be,  and  they 
are,  hereby  made  respondents  in  this 
proceeding. 

It  is  further  ordered.  That  all  persons 
who  wish  to  actively  participate  in  this 
proceeding  and  to  file  and  receive  copies 
of  pleadings  shall  make  known  that  fact 
by  notifying  the  Office  of  Proceedings, 
Room  5342,  Interstate  Commerce  Com- 
mission. Washington.  DC.  20423,  on  or 
before  15  days  from  the  Federal  Register 
publication  date  Although  individual 
participation  is  not  precluded,  to  con- 
serve time  and  to  avoid  unnecessary  ex- 
pense, persons  having  common  interests 
should  endeavor  to  consolidate  their 
presentations  to  the  greatest  extent  pos- 
sible. The  CommLssion  desires  F>articipa- 
tion  of  only  those  who  intend  to  take  an 
active  part  in  the  proceeding 

It  is  further  ordered.  That  as  soon 
as  practicable  after  the  date  of  indicat- 
ing a  desire  to  participate  in  the  proceed- 
ing has  passed,  the  Commission  will 
serve  a  list  of  names  and  addre.sses  of 
all  persons  upon  whom  service  of  all 
pleadings  must  be  made  and  that  there- 
after this  proceeding  will  be  a.ssigned  for 
oral  hearing  or  handhng  imder  modified 
procedure 

And  be  it  further  ordered.  That  a  copy 
of  this  order  be  served  upon  each  of  the 
petitioners  and  respondents  herein:  that 
the  State  of  Colorado  be  notified  of  the 
proceediiig  by  sending  copies  of  this  or- 
der of  the  instant  petition  by  certified 
mail  to  the  Crovemor  of  the  State  of 
Colorado  and  The  Public  Utilities  Com- 
mission of  the  State  of  Colorado:  and 
that  further  notice  of  this  proceeding  be 
given  to  the  public  by  depasiting  a  copy 
of  this  order  in  the  Office  of  the  Secre- 
tary of  the  Interstate  Commerce  Com- 
mission, at  Washington,  D.C.,  and  by  fil- 
ing a  copy  with  the  Director,  Office  of 
the  Federal  Register,  for  publication  in 
the  Federal  Register. 

This  IS  not  a  major  Federal  action 
significantly  affecting  the  quality  of  the 
human  environment  within  the  meaning 
of  the  National  Environmental  Policy 
Act  of  1969. 

Dated  at  Washington  D  C  .  this  27th 
day  of  May,  1977. 

By  the  Commission,  Commissioner 
Hardin 

Robert  L  Oswald, 

Secretary. 

|FR  Doc  77-16190  Piled  8-7-77; 8  45  am] 


1977.  on  page  27112,  in  the  third  column, 
in  the  second  paragraph,  in  the  first  line. 
"No.  MC  111329"  should  read  "No.  MC 
111320'. 


IRREGULAR   ROUTE  MOTOR  COMMON 
CARRIERS  OF  PROPERTY 

Elimination  of  Gateway  Applications 

Correction 

In  FR  Doc.  77-15045  appearing  at  page 
27112  in  the  Issue  for  Thursday,  May  26, 


IRREGULAR-ROUTE   MOTOR   COMMON 
CARRIERS  OF   PROPERTY 

Elimination  of  Gateway  Letter  Notices 

June  3,  1977. 

The  following  letter-notices  of  propos- 
als to  eliminate  gateways  for  the  pur- 
pose of  reducing  highway  congestion,  al- 
leviating air  and  noise  pollution,  mini- 
mizing safety  hazards,  and  conserving 
fuel  have  been  filed  with  the  Interstate 
Commerce  Commission  under  the  Com- 
mission's Gateway  Elimination  Rules  (49 
CFR  10651,  and  notice  thereof  to  all  in- 
terested persons  is  hereby  given  as  pro- 
vided in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis- 
sion on  or  l>efore  June  18,  1977.  A  copy 
must  also  be  served  upon  applicant  or  its 
representative.  Protests  against  the  elim- 
ination of  a  gateway  wiU  not  operate  to 
stay  commencement  of  the  proposed 
operation. 

Successively  filed  letter-notices  of  the 
same  carrier  under  these  rules  will  be 
numbered  consecutively  for  convenience 
in  identification.  Protests,  if  any,  must 
refer  to  such  letter-notices  by  number. 

No.  MC  2633  'Sub-No.  E6i,  filed  May 
12,  1974.  Applicant:  CROSSETT.  INC.. 
P.O.  Box  946,  Warren,  Pa.  16365.  Appli- 
cant's representative:  M.  A.  Burgett 
(same  as  above* .  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Liquid  petroleum  products,  in  bulk,  in 
tank  trucks,  <  1  >  from  points  in  Erie,  Ni- 
agara and  Chautauqua  Counties,  N.Y.,  to 
points  in  that  part  of  Ohio  bounded  by  a 
line  beginning  at  Cleveland  and  extend- 
ing along  U.S.  Highway  21  to  Massillon, 
Ohio,  thence  along  U.S.  Highway  30  to 
the  Ohio- Pennsylvania  State  line  to  Lake 
Erie,  and  tlience  along  the  shore  of  Lake 
Erie,  to  Cleveland  (except  points  in  Ash- 
tabula, Lake.  Geauga,  and  Cuyahoga 
Counties  cut  including  Cleveland',  (2) 
from  James  town,  N.Y.  and  points  in  the 
Chautauqua  County.  New  York  State 
towns  of  Fi-ench  Creek,  Clymer,  Sher- 
man. Harmony,  North  Harmony.  Busti, 
EUery,  Kiantone.  Ellicott.  Gerry.  Char- 
lotte. Carroll.  Poland,  ElUngton.  and 
Cherry  Creek,  to  Cleveland,  Ohio  and 
points  in  Lake  and  Geauga  Counties  and 
that  [X)rtion  of  Cuyahoga  County  on  and 
east  of  Ohio  Highway  21,  and  (3)  from 
points  in  that  part  of  New  York,  on. 
south,  and  west  of  a  line  extending  in  a 
northerly  direction  from  the  New  York- 
Pennsylvania  State  line  along  U.S.  High- 
way li  to  Syracuse,  thence  in  a  westerly 
direction  along  New  York  Highway  5  to 
junction  New  York  Highway  31B,  thence 
along  New  York  Highway  31  B  to  Weeds- 
port,  thence  along  New  York  Highway  31 
to  junction  New  York  Highway  250. 
and  thence  in  a  northerly  direction  along 
New  York  Highway  250  to  Lake  Ontario 
(except    points    in    Erie,    Niagara    and 


Chautauqua  Coimties.  N.Y.i .  to  points  in 
that  part  of  Ohio  bounded  by  a  line  be- 
ginning at  Cleveland,  and  extending 
along  U.S.  Highway  21  to  Massillon, 
Ohio,  thence  along  U.S.  Highway  30  to 
the  Ohio-Pennsylvania  State  line,  thence 
along  the  Ohio-Pennsylvania  State  line 
to  Lake  Erie,  and  thence  along  the  shore 
of  Lake  Erie,  to  Cleveland.  The  purpose 
of  this  filing  Is  to  eliminate  the  gateway 
of  points  in  Venango  County,  Pa.  within 

5  miles  of  Titusville.  Pa. 

No.  MC  40215  < Sub-No.  E26'  (Correc- 
tion!, filed  June  4,  1974,  published  in  the 
Federal  Register  issue  of  May  18.  1977, 
and  republished,  as  corrected,  this  issue. 
Applicant;    RICHARDSON  TRANSFER 

6  STORAGE  CO.,  INC.,  246  N.  Fifth  Ave- 
nue, SaUna,  Kans.  67401.  Applicant's  rep- 
resentative; James  F.  Flint,  Ephraim  and 
Polydoroff,  Suite  600,  1256  Connecticut 
Ave.,  NW..  Washington,  D.C.  20036.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Household  goods, 
as  defined  by  the  Commission,  d)  from 
points  in  Pemisylvania  to  points  in  Ari- 
zona, California,  Colorado,  Idaho,  Ne- 
braska, Nevada,  New  Mexico,  Oklahoma, 
Texas;  and  Utah.  (2»  (A»  from  points  in 
Pennsylvania,  to  points  in  Arkansas  on 
and  west  of  a  line  beginning  at  the  Mis- 
souri-Arkansas State  line  and  extending 
south  along  U.S.  Highway  71,  to  junction 
U.S.  Highway  70.  thence  west  along  U.S. 
Highway  70  to  the  Arkansas-Oklahoma 
State  line.  (B)  from  points  in  Pennsyl- 
vania on  and  east  and  north  of  a  line  be- 
ginning at  the  Pennsylvania-New  York 
State  line,  and  extending  south  along 
U.S.  Highway  11  to  junction  Pennsyl- 
vania Highway  492.  thence  east  along 
Pennsylvania  Highway  492  to  jimction 
Pennsylvania  Highway  375.  thence  east 
along  Pennsylvania  Highway  376  to  the 
Pennsylvania-New  York  State  line,  to 
points  in  Arkansas  on  and  west  of  a  line 
beginning  at  the  Missouri-Arkansas  State 
line,  and  extending  south  along  U.S. 
Highway  65  to  junction  Arkansas  High- 
way 7,  to  junction  Arkansas  Highway 
27,  thence  south  along  Arkansas  High- 
way 27  to  junction  Arkansas  Highway  14, 
thence  south  along  Arkansas  Highway 
14  to  junction  Arkansas  Highway  29. 
thence  south  along  Arkansas  Highway  29 
to  the  Arkansas-Louisiana  State  line.  (Cj 
from  points  in  Pennsylvania,  to  Ft. 
Smith,  Ark.  ( 3  >  from  points  in  Pennsyl- 
vania to  points  in  Kansas.  i4i  from 
points  in  Pennsylvania,  to  points  in  Mis- 
souri on  and  west  of  a  line  beginning  at 
the  Missouri-Iowa  State  line,  and  ex- 
tending south  along  U.S.  Highway  65  to 
the  Missouri- Arkansas  State  line. 

(5)  from  points  in  Pennsylvania  to 
points  in  South  Dakota  on  and  west  of  a 
line  beginning  at  the  South  Dakota- 
North  Dakota  State  line,  and  extending 
south  along  U.S.  Highway  85  to  junction 
South  Dakota  Highway  79,  thence  south 
along  South  Dakota  Highway  79  to  jimc- 
tion U.S.  Highway  385,  thence  south 
along  U.S.  Highway  385  to  the  South 
Dakota-Nebraska  State  line.  (6' (A) 
from  points  in  Pennsylvania  to  points  in 
Wyoming  on  and  west  and  south  of  a 
line  beginning  at  the  Nebraska-Wyoming 
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state  Une  and  extending  west  along  U.S. 
Highway  20  to  junction  U.S.  Highway 
87.  thence  north  along  U.S.  Highway  87 
to  the  Wyoming-Montana  State  line.  ( B  > 
from  points  in  Pennsylvania  on  and  east 
of  a  line  beginning  at  the  Pennsylvania - 
New  York  State  line,  and  extending  south 
along  Pennsylvania  Highway  29.  to  junc- 
tion Pennsylvania  Highway  309.  thence 
south  along  Pennsylvania  Highway  309 
to  the  Atlantic  Ocean,  to  points  in  Wyo- 
ming. The  purpose  of  this  filmg  is  to 
eliminate  the  gateways  of:  Sec.  d*,  (2>, 
t4 ) ,  (61,  points  in  Ohio  and  Kansas;  Sec. 
( 3)  points  in  Ohio,  and  Kansas  City,  Mo. : 
Sec.  <5i  points  in  Ohio.  Kansas,  and 
Kansas  City.  Mo. 

NoTi:. — TTie  purpose  of  this  correcilon  is  to 
show  the  correct  docket  number  ■40216'  in- 
stead of  '112070". 

No.  MC  61825    (Sub-No.  E823  > ,  filed 
May  13.  1974.  Applicant:   ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Colllnsville,  Va.  24078.  Applicant's 
representative;    Harry   J.   Jordan,    1000 
Sixteenth   St.,   NW.,   Washington,   DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregtilar  routes,  transporting:  iVeiz;  iur- 
niture,  from  points  in  lUinol'^  and  In- 
diana on  and  north  of  a  line  beginning 
at  the  Ohio-Indiana  State  line  and  ex- 
tending west  along  Indiana  Highway  252 
to   junction   U.S.   Highway    52,    thence 
northwest   along   U.S.   Highway    52    to 
jimction     U.S.     Highway     136.     thence 
northwest  along  U.S.   Highway   136   to 
junction    U.S.     Highway     150,     thence 
northwest  along  U.S.  Highway   150   to 
junction  Illinois  Highway  9,  thence  west 
along  Illinois  Highway  9  to  the  Illinois- 
Iowa  State  line,  and  points  in  Michigan, 
on  and  southwest  of  a  line  beginning  at 
Lexington,  Michigan  and  extending  west 
along  Michigan  Highway  90  to  junction 
Michigan    Highway    24,    thence    north 
along  Michiga:^ Highway  24  to  junction 
Michigan  Highway  46,  thence  west  along 
Michigan  Highway  46  to  junction  Michi- 
gan Highway  15,  thence  northwest  along 
Michigan  Highway  15  to  junction  Mich- 
igan   Highway    25,    thence    west   along 
Michigan  Highway  25  to  junction  Inter- 
state   Highway    75.    thence    northwest 
along  Interstate  Highway  75  to  junction 
Michigan  Highway  32,  thence  west  along 
Michigan  Highway  32  to  junction  Michi- 
gan    Highway     66,     thence     northwest 
along  Michigan  Highway  66  to  Charle- 
voix Michigan,  thence  northwest  across 
Lake  Michigan  to  Manistique.  Michigan, 
thence  northwest  along  Michigan  High- 
way 94  to  junction  Michigan  Highway 
28.  thence  west  along  Michigan  Highway 
28   to  Marquette.   Michigan,   tlience   to 
Lake  Superior,  and  points  in  Ohio  and 
West  'Virginia  on  and  bounded  by  a  line 
beginning  at  the  'Virginia -West  "Virginia 
State    line,    and    extending    northwest 
along  U.S.  Highway  250  to  junction  U.S. 
Highway  219.  tlience  south  along  U.S. 
Highway  219  to  junction  West  Virginia 
Highway    15,   thence   west   along   West 
Virginia  Highway   15  to  junction  West 
Virginia  Highway  20,  thence  north  along 
West  Virginia  Highway  20  to  junction 
U.S.  Highway  33,  thence  west  along  U.S. 
Highway  33  to  junction  West  Virginia 


Highway  47.  thence  west  alMig  West 
Virginia  Highway  47  to  junction  XJ& 
Highway  50, 

Tlience  west  along  U.S.  Highway  50  to 
junction  Ohio  Highway  7.  thence  north- 
east along  Ohio  Highway  7  to  junction 
Ohio    Highway    60.    thence    northwest 
along  Ohio  Highway  60  to  junction  Ohio 
Highway  179.  tlience  north  along  Ohio 
Highway  179  to  junction  Ohio  Highway 
89.  thence  north  along  Ohio  Highway  89 
to   junction   Ohio   Highway    58.   thence 
north  along  Ohio  Highway  58  to  Lorain. 
Ohio,    thence    west    along    the   shore   of 
Lake  Erie  to  the  Ohio-Michigan  Stat* 
line  at  Toledo.  Ohio,  thence  west  along 
the    Ohio-Michigan    State    line    to    the 
Ohio-Indiana   State   line,   thence   south 
along    the   Ohio-Indiana   State   Ime   to 
junction  Ohio  Highway  129  near  Scipio, 
Ohio,  thence  east  along  Ohio  Highway 
129  to  junction  Ohio  Highway  4.  thence 
southeast  along  Ohio  Highway  4  to  junc- 
tion   Interstate    Highway    275,    thence 
southeast  along  Interstate  Highway  275 
to  junction  Ohio  Highway   131.   thence 
east  along  Ohio  Highway  131  to  junction 
U.S.  Highway  68.  thence  south  along  U.S. 
Highway  68  to  junction  Ohio  Highway 
32,  thence  east  along  Ohio  Highway  32  to 
junction  Ohio  Highway  247.  tlience  south 
along  Ohio  Highway  247  to  junction  U.S. 
Highway  52,  thence  northeast  along  U.S. 
Highway  52  to  Portsmouth,  Ohio,  thence 
southeast    along    the    Ohio    River    to 
Huntington,  West  Virginia,  thence  east 
along  U.S.  Highway  60  to  junction  U.S. 
Highway    119,    thence   northeast    along 
U.S.  Highway  119  to  junction  West  Vir- 
ginia Highway  4,  thence  northeast  along 
West   Virginia   Highway   4   to   junction 
West  Virginia  Highway  20.  thence  south 
along  West  Virginia  Highway  20  to  junc- 
tion West  Virginia  Highway  15.  thence 
east  along  West  Virginia  Highway  15  to 
junction  US.  Highway  219.  thence  north 
along  U.S.  Highway  219  to  junction  U.S. 
Highway    250,    thence    southeast    along 
U.S.  Highway  250  to  the  point  of  begin- 
ning, to  points  in  South  Carolina  on  and 
east  of  a  line  beginning  at  the  North 
Carolina-South  Carolina  State  line  and 
extending  .south  along  U.S.  Highway  21 
to   junction   U.S.   Highway   321,   thence 
south  along  U.S.  Highway  321  to  junc- 
tion U.S.  Highway  17,  thence  south  along 
U.S.  Highway  17  to  the  South  Carolina- 
Georgia  State  line.  The  purpose  of  this 
filing   is   to   eliminate  the   gateways   of 
Pulaski.  Va..  and  Martinsville.  Va. 

No.  MC  61825  (Sub-No.  E824.,  filed 
May  13,  1974.  Applicant;  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville.  Va,  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan,  1000  Six- 
teenth St  NW.,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
vion  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Neu;  furni- 
ture, from  points  in  Wisconsin  on  and 
north  of  a  line  beginning  at  Milwaukee. 
Wis.,  and  extending  southwest  along 
Wisconsin  Highway  15  to  junction  Inter- 
state Highway  90,  thence  south  along 
Interstate  Highway  90  to  the  Wisconsin- 
Illinois  State  line,  thence  west  along  the 
Wisconsin-Illinois  State  line  to  the  Wis- 
consin-Iowa   State    line,    to    points    in 


South  Carolina  on  and  east  ot  a  Ime  be- 
ginning at  the  North  Carolina-South 
Carolina  State  line  aoid  extending  south 
along  South  Carolina  Highway  18  to 
junction  U.S.  Highway  176,  thence  south 
along  U.S.  Highway  176  to  junction 
South  Carolina  Highway  121,  thence 
south  along  South  Carolina  Highway  121 
to  junction  U.S.  Highway  25.  thence 
south  along  U.S.  Highway  25  to  the 
South  Carolina-Georgia  State  line, 
thence  southeast  along  the  South  Caro- 
lina-Georgia State  line  to  the  Atlantic 
Oce;ui  The  purpose  of  this  filmg  is  to 
eliminate  the  gateways  of  points  in 
Smyth  County  Va..  and  Martinsville 
Va" 

No  MC  61825  'Sub-No.  E825i  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORP  PO  Box  385.  Col- 
linsviile.  Va  24078  Applicant's  repre- 
sentative: Harry  J  Jordan,  1000  Six- 
teenth St  NW.,  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  co?7i- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furnt- 
ture.  from  pomts  ui  Iowa  to  points  in 
South  Carolina  on  and  east  of  a  line  be- 
ginning at  the  North  Carolina-South 
Carolina  State  Ime  and  extending  south 
along  U.S.  Highway  321  to  junction  U.S. 
Highway  21.  thence  south  along  U.S. 
Highway  21  to  the  Atlantic  Ocean  The 
purpose  of  this  filing  is  to  elimuiate  the 
gateway  of  points  in'Smyth  County.  Va.. 
and  Martinsville.  Va 

No  MC  61825  'Sub-No.  E826',  filed 
May  13.  1974  Apphcant:  ROY  STONE 
TRANSFER  CORP  .  P  O  Box  385.  Col- 
llnsville. Va  24078.  Apphcanfs  repre- 
.■^entalive:  Harry  J  Jordan,  1000  Six- 
teenth St.  NW..  Washington,  D  C  20036 
Authority  sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, from  points  tn  Missouri  on  and 
north  of  a  line  beginning  at  Saint  Louis, 
Missouri,  and  extending  southwest  of 
Interstate  Highway  44  to  junction  Mis- 
souri Highway  32.  thence  west  along  Mis- 
souri Highway  32  to  junction  U.S.  High- 
way 54.  thence  west  along  U.S.  Highway 
54  to  the  Missouri -Kansas  State  line  to 
points  ill  South  Carohna  on  and  east  of 
a  line  beginning  at  the  North  Carolina- 
South  Carolina  State  line  and  extending 
south  along  US  Highway  21  to  junction 
South  Carolina  Highway  97.  thence 
south  along  South  Carolina  Highway  97 
to  junction  U.S.  Highway  521,  thence 
south  along  US  Highway  521  to  junction 
South  Carolina  Highway  261.  thence 
south  along  South  Carolina  Highway  261 
to  junction  US.  Highway  15,  thence 
south  along  U.S.  Highway  15  to  junction 
U.S.  Highway  176,  thence  southeast  along 
US  Highway  176  to  junction  U.S.  High- 
way 52.  thence  south  along  U.S.  Highway 
52  to  juntcion  South  Carolina  Highway 
7,  thence  south  along  South  Carolina 
Highway  7  to  junction  South  Carolina 
Highway  171,  thence  south  along  South 
Carolina  Highway  171  to  the  Atlantic 
Ocean  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  In 
Smyth  County.  Va.,  and  Martinsville. 
Va. 
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No.  MC  61825  <Sub-No  E827>.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P  O.  Box  385.  Col- 
linsvillo*  Va.  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan.  1000  Six- 
teenth St.  NW.,  Washington.  D.C.  20036. 
Authoriy  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, from  New  York.  NY.,  to  points  in 
Virginia  on  and  west  of  a  line  beginning 
at  the  Virginia-West  Virginia  State  line 
and  extending  southeast  along  Virginia 
Highway  3W  to  junction  U.S.  Highway 
11.  thence  east  along  U.S.  Highway  11  to 
junction  U.S.  Highway  220.  and  thence 
south  along  U.S.  Highway  220  to  the 
Virginia-North  Carolina  State  line.  The 
purpose  of  this  fihng  is  to  eliminate  the 
gateways  of  Lynchburg.  Va.,  and  Pulaski. 
Va. 

No.  MC  61825  i  Sub-No.  E828i.  filed 
May  13.  1D74.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P.O.  Box  385.  Col- 
linsville.  Va.  24078.  Applicant'.^;  represent- 
ative: Harrv  J.  Jordan.  1000  Sixteenth 
St.  NW..  Washington.  DC  20036.  Au- 
thority sought  to  operate  as  a  cojnmon 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture,  from 
those  points  in  New  Jersey  on,  east,  and 
south  of  U.S.  Highway  202.  to  points  in 
Virginia  on  and  west  of  a  line  beginning 
at  the  We^t  Virginia,- Virginia  State  line 
and  extending  southeast  along  US.  High- 
way 460  to  junction  Virginia  Highway  8. 
and  thence  south  along  Virgmia  High- 
way 8  to  the  Virginia-North  Carolina 
State  line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Lynchburg. 
Va  .  and  Pulaski,  Va. 

No.  MC  61825  (Sub-No.  E829'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  PO.  Box  385.  Col- 
linsville.  Va.  24078.  Applicant's  repre.^ent- 
atlve:  Harry  J.  Jordan.  1000  Sixteenth 
St.  NW..  Washington.  D.C.  20036.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture,  from 
points  in  Pennsylvania  on  and  south  of  a 
line  beginning  at  the  New  Jersey-Penn- 
sylvania State  line,  and  ext-ending  south- 
west along  U.S.  Highway  202  to  junction 
U.S.  Highway  422.  to  junction  U.S.  High- 
way 15.  to  junction  U.S.  Highway  15 
Business  near  Gettysburg.  Pa.,  thence 
southwest  along  US.  Highway  15  Basi- 
ness  to  junction  U.S.  Highway  15.  and 
thence  southwest  along  U.S.  Highway  15 
to  the  Pennsylvania-Maryland  State  line 
to  points  in  Virginia  on  and  west  of  a 
line  beginning  at  the  West  Virginia-Vir- 
ginia Stat«  line,  and  extending  southeast 
along  U.S.  Highway  460  to  junction  Vir- 
ginia Highway  100.  thence  south  along 
Virginia  Highway  100  to  junction  U.S. 
Highway  58.  thence  east  along  U.S.  High- 
way 58  to  junction  Virginia  Highway  8. 
and  thence  south  along  Virginia  8  to  the 
Virginia -North  Carolina  State  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Lynchburg,  Va.,  and  Pulaski, 

Va. 

No.  MC  61825  (Sub-No.  E830) .  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.  PO    Box  385.  Col- 


linsville.  Va.  24078  Applicant's  represent- 
ative: Harry  J.  Jordan.  1000  Sixteenth 
St.  NW..  Washington.  D.C.  20036.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture,  be- 
tween points  in  Wisconsin,  on  the  one 
hand,  and,  on  the  other,  points  in  Vir- 
ginia on  and  south  of  a  line  beginning  at 
the  North  Carolina-Virginia  State  line 
and  extending  north  along  the  Patrick 
Henry  County  line  to  the  Frank- 
lin County  line,  thence  east  along 
the  Franklin-Henry  County  line  to 
junction  U.S.  Highway  220,  thence  north 
along  U.S.  Highway  220  to  junction  U.S. 
Highway  11.  thence  northeast  along  U.S. 
Highway  11  to  junction  U.S.  Highway 
250.  thence  cast  along  US  Highway  250 
to  the  Blue  Ridge  Parkway,  thence 
northeast  along  the  Blue  Ridge  Parkway 
and  the  Skyline  Drive  to  junction  U.S. 
Highway  33.  thence  southeast  along  U.S. 
Highway  33  to  junction  Virginia  High- 
way 230.  thence  east  along  Virginia  High- 
way 230  to  junction  U.S.  Highway  29, 
thence  northeast"  along  U.S.  Highway  29 
to  junction  U.S.  Highway  522.  thence 
-south  along  U.S.  Highway  522  to  junction 
Virginia  Highway  3.  thence  east  along 
Virginia  Highway  3  to  junction  Virginia 
Highway  218.  thence  east  along  Virginia 
Highway  218  to  junction  U.S.  Highway 
301.  thence  east  along  U.S.  Highway  301 
to  the  Potomac  River,  thence  southeast 
along  the  Potomac  River  to  the  Chesa- 
peake Bay.  and  thence  south  along  the 
Chesapeake  Bay  to  the  Atlantic  Ocean. 
Tlie  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Smyth  County, 
Va..  and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E83n .  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Applicant's  represent- 
ative: Harry  J.  Jordan,  1000  Sixteenth 
St.  NW..  Washington.  D.C.  20036.  Au- 
tliority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture,  be- 
tween points  in  Iowa,  on  the  one  hand, 
and.  on  the  ether,  points  in  Virginia  on 
and  southeast  of  a  line  beginning  at  tlie 
North  Carolina-Virginia  State  line  and 
extending  north  along  Virginia  Highway 
8  to  junction  Virginia  Highway  57.  thence 
northeast  along  Virginia  Highway  57  to 
junction  Virginia  Highway  623,  thence 
northeast  along  Viriginia  Highway  623 
to  junction  Virginia  Highway  40,  tlience 
northeast  along  Virginia  Highway  40  to 
junction  U.S.  Highway  220,  thence  nortli 
along  U.S.  Highway  220  to  junction  U.S. 
Highway  11.  thence  northeast  along  U.S. 
Highway  11  to  junction  U.S.  Highway 
250.  thrnc?  east  along  U.S.  Highway  250 
to  the  Blue  Ridge  Parkway,  thence  nortli- 
east  along  the  Blue  Ridge  Parkway  and 
Skyline  Drive  to  junction  U.S.  Hijhway 
33.  thence  southeast  along  U.S.  Highway 
33  to  jimction  Virginia  Highway  230, 
thence  east  along  Virginia  Highway  230 
to  junction  U.S.  Highway  29.  thence 
northeast  along  U.S.  Highway  29  to  junc- 
tion U.S.  Highway  522,  thence  south 
along  U.S.  Highway  522  to  junction  Vir- 
ginia Highway  3,  thence  east  along  Vir- 


ginia Highway  3  to  junction  Virginia 
Highway  218.  thence  east  along  Virginia 
Highway  218  to  junction  U.S.  Highway 
301,  thence  east  along  U.S.  Highway  301 
to  the  Potomac  River,  thence  southeast 
along  the  Potomac  River  to  the  Chesa- 
peak  Bay,  thence  across  the  Chesapeak 
Bay  to  the  Maryland-Virginia  State  line, 
thence  east  along  the  Maryland-Virginia 
State  line  to  the  Atlantic  Ocean.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Smji:h  County,  Va., 
and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E832i.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
linsville,  Va.  24078.  Applicants  repre- 
sentative: Harry  J.  Jordan.  1000  Six- 
teenth St.  NW.,  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  co?7i- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  Missouri,  on  the 
one  hand.  and.  on  the  other,  points  in 
Virginia  on  and  southeast  of  a  line  be- 
ginning at  the  North  Carolina-Virginia 
State  line,  and  extending  north  along  the 
Patrick-Henry  County  line  to  the  Frank- 
lin-Henry County  hne.  thence  east  along 
the  Frankhn-Henr>'  County  line  to  junc- 
tion U.S.  Highway  220,  thence  north 
along  U.S.  Highway  220  to  junction  U.S. 
Highway  60,  thence  east  along  U.S.  High- 
way 60  to  junction  Virginia  Hijihway  42. 
thence  northeast  along  Virginia  High- 
way 42  to  junction  U.S.  Highway  11,  at 
Harrisonburg,  Va..  thence  northeast 
along  U.S.  Highway  11  to  junction  U.S. 
Highway  211,  thence  east  alonrr  U.S. 
Highway  211  to  the  Potomac  River  at 
Arlington,  Va.,  thence  southeast  along 
the  Potomac  River  to  the  Chesapeake 
Bay,  thence  east  across  the  Chesapeake 
Bay  to  the  Maryland-Virginia  State  line, 
and  thence  east  along  the  Maryland-Vir- 
ginia State- line  to  the  Atlantic  Ocean. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateways  of  points  in  Smyth  County, 
Va  .  and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E833),  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
linsville,  Va.  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan,  1000  Six- 
teenth St.  NW.,  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  Ohio  on  and 
northwest  of  a  line  beginning  at  the 
Indiana-Ohio  State  line,  and  extendinst 
northea.st  aJong  U.S.  Highway  36  to 
junction  Ohio  Highway  121,  thence 
northeast  alon^  Ohio  HiThway  IJl  to 
junction  Ohio  Hishway  242.  thence  eai^.t 
along  Ohio  Highway  242  to  junction  Ohio 
Highway  185.  thence  north  along  Ohio 
Highway  105  to  junction  Ohio  Highway 
47,  thence  northeast  along  Ohio  High- 
way 47  to  Sidney.  Ohio  at  Interstate 
Highway  75.  thence  north  along  Inter- 
state Highway  75  throu:rh  Findlay.  Ohio, 
to  Toledo.  Ohio,  rnd  th'^nce  to  the  Ohio- 
Michigan  State  line,  on  the  one  hand. 
and.  on  the  other,  points  in  Virginia  on 
and  sout.hea.st  of  a  line  bepinnint;  at  the 
North  Carolina-Virginia  State  line  and 
extend  ins  north  along  U.S.  Highway  220 


FEDERAL  REGISTCS,    VOL.   42,    NO.    11 0— \VCD.MESD.^Y,    ."JNC    3,    1977 


NOTICES 


29361 


to  junction  Virginia  Highway  57,  thence 
northeast  along  Virginia  Highway  57  to 
junction  U.S.  Highway  29.  thence  north 
along  U.S.  Highway  29  to  junction  Vir- 
ginia Highway  699,  then  east  along  Vir- 
ginia Highway  699  to  junction  US.  High- 
way 501.  thence  southeast  along  U.S. 
Highway  501  to  junction  Virginia  High- 
way 40.  thence  east  along  Virginia  High- 
way 40  to  junction  Virginia  Highway 
137.  then  east  along  Virginia  Highway 
137  to  junction  Virginia  Highway  136. 
thence  east  along  Virginia  Highway  136 
to  junction  US.  Highway  1.  thence 
northeast  along  U.S.  Highway  l  to  junc- 
tion Virginia  Highway  40.  thence  east 
along  Virginia  Highway  40  to  junction 
U.S.  Highway  460.  thence  soutlieast  along 
U.S.  Highway  460  to  junction  Virginia 
Highway  620.  thence  east  along  Virginia 
Highway  620  to  junction  U.S.  Highway 
258.  thence  east  along  U.S.  Highway  258 
to  the  James  River,  thence  east  along  the 
James  River  to  the  Chesapeake  Bay.  and 
thence  east  along  the  Chesapeake  Bay  to 
the  Atlantic  Ocean.  The  purpose  of  this 
flUng  is  to  eliminate  the  gateways  of 
Pulaski.  Va..  and  Lynchburg.  Va. 

No.  MC  61825  (Sub-No.  E834i.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P  O  Box  385,  Col- 
linsville.  Va.  24078.  Applicant's  repre- 
sentative: Harry  J  Jordan.  1000  Six- 
teenth St.  NW..  Washington,  DC.  20036. 
Authority  sought  to  operate  as  a  corn- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Nexc  furni- 
ture, between  Jeffersonville.  Ind..  Clarks- 
ville.  Ind  ,  and  points  in  Indiana  on  and 
south  of  a  line  beginning  at  the  Indiana- 
Kentucky  State  line,  and  extending 
northwest  along  Interstate  Highway  64 
to  junction  U.S.  Highway  150,  thence 
west  along  U.S.  Highway  150  to  Vln- 
cennes.  Ind.,  and  thence  to  the  Indiana- 
Illinois  State  line  on  the  one  hand.  and. 
on  the  other,  points  in  Virginia  on  and 
east  of  a  line  beginning  at  the  North- 
Carolina-Virginia  State  line  and  extend- 
ing north  along  U.S.  Highway  220  to 
junction  U.S.  Highway  11.  and  thence 
northeast  along  U.S.  Highway  11  to  the 
Virginia-West  Virginia  State  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Smyth  County. 
Va.,  and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E835>.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP  .  P.O.  Box  385,  Col- 
llnsville,  Va  24078.  Applicant's  repre- 
sentative: Harr>'  J.  Jordan,  1000  Six- 
teenth St.  NW..  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  Indiana  on  and 
north  of  a  line  beginning  at  the  Ohio- 
Indiana  State  line  and  extending  south- 
west along  Ohio  River  to  junction  Inter- 
state Highway  64.  thence  west  along 
Interstate  Highway  64  to  junction  U.S. 
Highway  150,  thence  west  along  U.S. 
Highway  150  to  Vincennes,  Ind..  and 
thence  to  the  Indiana-Illinois  State  line 
on  the  one  hand,  and,  on  the  other, 
points  in  Virginia  on  and  southeast  of 
a  line  beginning  at  the  North  Carolina - 
Virginia  State  line  and  extending  north 


along  U.S.  Highway  220  to  junction  Vir- 
ginia Highway  108.  thence  along  north 
along  Virginia  Highway  108  to  junction 
Virginia  Highway  890.  thence  northeast 
along  Virginia  Highway  890  to  junction 
Virginia  Highway  40.  thence  west  along 
Virginia  Highway  40  to  junction  Vir- 
ginia Highway  834.  thence  north  along 
Virginia  Highway  834  to  junction  Vu-- 
gmia  Highway  122.  thence  northeast 
along  Virginia  Highway  122  to  junction 
Virginia  Highway  221.  thence  east  along 
Virginia  Highway  221  to  junction  U.S. 
Highway  29.  thence  northeast  along  U.S. 
Highway  29  to  junction  US.  Highway 
250.  thence  southeast  along  U.S.  High- 
wav  250  to  junction  US  Highway  60. 
thence  east  along  U.S.  Highway  60  to 
junction  Virginia  Highway  33.  thence 
east  along  Virginia  Highway  33  to  the 
Chesapeake  Bay.  and  thence  south 
along  the  Che.sapeake  Bay  to  the  At- 
lantic Ocean.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Pulaski. 
Va  .  and  Lynchburg.  Va. 

No.  MC  61825  (Sub-No  E836 ' .  filed 
May  13.  1974.  Apphcant :  ROY  STONE 
TRANSFER  CORP..  P.O.  Box  385.  Col- 
linsville.  Va.  24078.  Apphcants  repre- 
.sentative:  Harr>-  J  Jordan.  1000  Six- 
teenth St.  NW.,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  Illinois,  on  the 
one  hand,  and.  on  the  other,  points  in 
Virginia  on  and  southeast  of  a  line  be- 
ginning at  the  North  Carolina-Virginia 
State  line  and  extending  north  along 
U.S.  Highway  220  to  junction  U.S.  High- 
way 11.  thence  northeast  along  U.S. 
Highway  11  to  junction  US  Highway 
211.  thence  east  along  U.S  Highway  211 
to  junction  U.S.  Highway  522.  thence 
southeast  along  U.S.  Highway  522  to 
junction  Virginia  Highway  3.  thence 
southeast  along  Virginia  Highway  3  to 
junction  Virginia  Highway  218.  thence 
east  along  Virginia  Highway  218  to  junc- 
tion Virginia  Highway  206.  thence  south- 
east along  Virginia  Highway  206  to  the 
Potomac  River,  thence  southeast  along 
the  Potomac  River  to  the  Chesapeake 
Bay.  thence  east  across  the  Chesapeake 
Bay  to  the  Mar>'land-Virginia  State  line, 
and  thence  east  along  the  Marjland- 
Virginia  State  line  to  the  Atlantic  Ocean. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateways  of  Pulaski,  Va.,  and  Lynch- 
burg. Va. 

No.  MC  61825  "Sub-No  E837'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P.O  Box  385,  Col- 
linsville,  Va.  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan.  1000  Six- 
teenth St.  NW  .  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  com- 
7non  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  Michigan  on  and 
north  of  a  line  beginning  at  Lake  Michi- 
gan and  extendmg  east  along  the  Michi- 
gan-Indiana State  line  to  junction  U.S. 
Highway  27.  thence  north  along  U.S. 
Highway  27  to  junction  U.S.  Highway  12, 
thence  east  along  U.S.  Highway  12  to 
junction  U.S.  Highway  127,  thence  north 
along  U.S.  Highway  127  to  junction  In- 


terstate Highway  94.  thence  east  along 
Interstate  Highway  94  to  Detroit.  Mich., 
thence  ra.>-l  to  the  Detroit  River,  and 
thence  Lake  Saint  Clair,  on  the  one 
-hand.  and.  on  the  other,  points  in  Vir- 
ginia on  and  south  of  a  line  beginning 
at  the  North  Carolina-Virginia  State 
line  and  extending  north  along  the 
Palnck-Henry  County  line  to  the 
Franklin-Henr.v  County  line,  thence  east 
along  the  Franklin-Henry  County  line 
to  junction  US.  Highway  220.  thence 
north  alons;  US  Highway  220  to  junc- 
tion U.S  Highway  11,  thence  northeast 
along  US  Highway  11  to  junction  US 
Highway  60.  thence  southeast  along  US 
Highway  60  to  junction  U.S.  Highway  29, 
thence  nortlieast  along  U.S.  Highway  29 
to  junction  Virginia  Highway  6,  thence 
east  along  Virginia  Highway  6  to  junc- 
tion U.S.  Highway  15.  thence  north  along 
U.S.  Highway  15  to  junction  Interstate 
Highway  64,  thence  southeast  along  In- 
terstate Highway  64  to  the  Colonial 
Parkway,  thence  southeast  along  the 
Colonial  Parkway  to  Yorktown.  Va  , 
thence  east  to  the  Chesapeake  Bay.  and 
thence  to  the  Atlantic  Ocean.  The  pur- 
pose of  this  filing  is  to  eliminate  the 
gateway.';  of  Pulaski.  Va  .  and  Lynchburg, 
Va. 

No.  MC  61825  (Sub-No.  E838'.  filed 
May  13.  1974.  Apphcant:  ROY  STONE 
TRANSFER  CORP  .  PO  Box  385,  Col- 
linsville.  Va  24078  Applicant's  repre- 
sentative Harry  J.  Jordan.  1000  Six- 
teenth St  NW  .  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carreer,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  New  furni- 
ture, between  points  in  West  Virginia 
on  and  west  of  a  line  beginning  at  the 
Virginia-West  Virginia  State  line,  and 
extending  nortlieast  along  US  Highway 
460  to  junction  Interstate  Highway  77. 
thence  north  along  Interstate  Highway 
77  to  junction  West  Virginia  Highway 
56.  thence  west  along  West  Virginia 
Highway  56  to  the  Ohio  River,  on  the 
one  hand.  and.  on  thet  other,  points  in 
Virginia  on  and  southeast  of  a  line  be- 
ginning at  the  North  Carolina-Virginia 
State  line,  and  extending  north  along 
U.S.  Highway  501  to  Lynchburg.  Va.. 
thence  east  along  U.S.  Highway  501  to 
Lynchburg.  Va  .  thence  east  along  US 
Highway  460  to  junction  Virginia  High- 
way 24.  thence  northeast  along  Virginia 
Highway  24  to  junction  US  Highway  60. 
thence  east  a^long  US  Highway  60  to 
the  Colonial  Parkway,  thence  east  along 
the  Colonial  Parkway  to  the  Chesapeake 
Bay,  and  thence  east  across  the  Chesa- 
peake Bay  to  the  Atlantic  Ocean.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Pulaski.  Va..  and  L>Tich- 
burg.  Va 

No  MC  61825  (Sub-No  E839i  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  PO  Box 
385.  Collinsvllle.  Va  24078  Applicant's 
representative  Harrv*  J.  Jordan  1000 
Sixteenth  St  NW  ,  Washington,  DC 
20036.  Autlionty  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplier 
used  in  the  manufacture  and  distribution 
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of  new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk* ,  from  points  in 
Arizona.  California,  Nevada.  Oregon,  and 
Washington  on  and  west  of  a  line  begin - 
nmg  at  the  Mexico-United  SUites  Inter- 
national Boundar>-  line  at  Douglas.  Ariz., 
at  U.S.  Highway  80.  thence  northwest 
along  U  S.  Highway  80  to  junction  Inter- 
state Highway  10.  thence  north  along  In- 
terstate Highway  10  to  junction  Inter- 
.^tate  Highway  17.  thence  north  along 
Interstate  Highway  17  to  junction  Ari- 
zona Highway  69.  thence  west  alonj^  Ari- 
zona Highway  69  to  junction  US  High- 
way 89.  thence  north  along  US  Highway 
89  to  junction  US  Highway  66.  thence 
west  along  US.  Highway  66  to  junction 
U.S.  Highway  93.  thence  northwest  along 
U.S.  Highway  93  to  the  Arizona-Nevada 
State  line,  thence  west  along  U.S.  High- 
way 93  to  junction  U  S  Highway  95. 
thence  north  along  US  Highway  95  to 
junction  US.  Alternate  Highway  95, 
thence  west  along  U.S.  Alternate  High- 
way 95  to  junction  Ne%ada  Highway  34. 
thence  north  along  Nevada  Highway  34 
to  junction  NevadsfHighway  8A.  thence 
northeast  along  Nevada  Highway  8A  to 
junction  Nevada  Highway  140.  thence 
north  along  Nevada  Highway  140  to  the 
Nevada-Oregon  State  line,  thence  west 
along  Oregon  Highway  140  to  junction 
U.S.  Highway  395,  thence  north  along 
U.S  Highway  395  to  jimction  Interstate 
Highway  SON,  thence  west  alon^'  Inter- 
state Highway  SON  to  junction  US.  High- 
way 197,  thence  north  along  US  High- 
way 197  to  the  Oregon -Washington  State 
line,  thence  north  along  US  Highway 
197  to  junction  Washington  Highway  14. 
thence  west  along  Washington  Highway 
14  to  junction  Klickitat  River,  thence 
north  along  Klickitat  River  to  US  High- 
way 12  near  Clear  Creek  Dam.  Wash  , 
thence  west  along  US.  Highway  12  to 
nmction  Washington  Highway  123. 
thence  north  along  Washington  Highwav 
123  to  junction  Washington  Highway  410. 
thence  west  along  Washington  Highway 
410  to  junction  Wi^shington  Highway  169, 
thence  north  along  Washington  Hitrhway 
169  to  junction  Interstate  Highwav  5. 
thence  north  along  Interstate  Highway  5 
to  junction  Canadian-United  States  In- 
ternational Boundarv'  line  to  point.s  in 
West  Virginia  The  purix^.se  of  this  filing 
Is  to  eliminate  the  gateways  of  points  in 
Smyth  County.  Va.  and  Lynchburg,  Va. 

No  MC  61825  (Sub-No.  F840>.  filed 
Mav  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville.  Va.  24078.  Applicants 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  DC. 
20036.  Authority  sought  to  opeiatc  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts 
•  except  commodities  in  bulk',  from 
points  in  the  states  of  Arizona,  Cali- 
fornia, Colorado.  Idaho.  Montana,  Ne- 
vada. New  Mexico.  Oregon.  Utah.  Wash- 
ington, and  Wyoming  on  and  west  of  a 
line  beginnmg  at  the  United  States-Mex- 
ico International  Boundary  line  at  the 


Texas-New  Mexico  State  line,  and  ex- 
tending north  along  New  Mexico-Texas 
State  line  to  US.  Highway  66,  thence 
west  along  U.S.  Highway  66  to  junction 
Arizona  Highway  39.  thence  north  along 
Arizona  Highway  39  to  junction  XJS. 
Highway  56.  thence  west  along  U.S. 
Highway  56  to  junction  U.S.  Highway  85, 
thence  north  along  U.S.  Highway  85 
to  the  New  Mexico-Colorado  State  line. 
thence  north  along  U.S.  Highway  85  to 
junction  Colorado  Highway  69.  thence 
northwest  along  Colorado  Highway  69 
to  junction  U.S.  Highway  50.  thence 
west  along  U.S.  Highway  50  to  junction 
U.S.  Highway  285.  thence  north  along 
U.S.  Highway  285  to  junction  Colorado 
Highway  9,  thence  northwest  along  Colo- 
rado Highway  9  to  junction  U.S.  High- 
way 40,  thence  west  along  U.S.  Highway 
40  to  the  Colorado-Utah  State  line, 
thence  west  along  U.S.  Highway  40  to 
junction  Utah  Highway  44.  thence  north 
along  Utah  Highway  44  to  junction  Utah 
Highway  43.  thence  north  along  Utah 
Highway  43  to  the  Utah-Wyoming  State 
line,  thence  northwest  along  Wyoming 
Highway  414  to  junction  Wyoming  High- 
way 410,  thence  north  along  Wyoming 
Highway  410  to  junction  Interstate  High- 
way 80.  thence  west  along  Interstate 
Highway  80  to  junction  U.S.  High- 
way 189.  thence  north  along  U.S.  High- 
way 189  to  junction  U.S.  Highway  26. 
thence  west  along  U.S.  Highway  26  to 
the  Idaho-Wyoming  State  line,  thence 
west  along  U.S.  Highway  26  to  junction 
US,  Highway  191,  thence  north  along 
U.S.  Highway  191  to  the  Idaho-Montana 
State  line,  thence  north  along  U.S.  High- 
way 191  to  junction  Montana  Highway 
''93,  thence  north  along  Montana  High- 
way 293  to  junction  U.S.  Highway  89. 
tlience  north  along  U.S.  Highway  89  to 
junction  U.S.  Highway  91.  thence  north 
along  US.  Highway  91  to  the  United 
States-Canada  International  Boundary 
line  to  points  in  West  Virginia  on  and 
east  of  a  line  beginning  at  the  Virginia- 
West  Virginia  State  line,  and  extending 
along  U.S.  Highway  19  to  junction  U.S. 
along  U.S.  Highway  19  to  junction  U.S. 
Highway  33,  thence  east  along  U.S.  High- 
way 33  to  junction  U.S.  Highway  219. 
thence  northeast  along  U.S.  Highway  219 
to  the  West  Virginia-Maryland  State 
line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in 
Smyth  County.  Va.  and  Lynchburg.  Va. 

No.  MC  61825  t  Sub-No.  E841).  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville,  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.  NW.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts 
I  except  commodities  in  bulk>.  from 
points  in  Arizona.  California.  Colorado, 
Idaho.  Montana.  Nevada.  New  Mexico, 
Oregon.  Utah,  and  Washington  on  and 
west  of  a  line  beginning  at  the  New 
Mexico-Texas  State  line  and  extending 


alc«ig  U.S.  Highway  285.  thence  north 
along  U.S.  Highway  285  to  jimction  U.S. 
Highway  82,  thence  west  along  UB.  High- 
way 82  to  Junction  U.S.  Highway  54. 
thence  north  along  U.S.  Highway  54  to 
junction  U.S.  Highway  380.  thence  west 
along  U.S.  Highway  380  to  junction  In- 
terstate Highway  25,  thence  north  along 
Interstate  Highway  25  to  junction  U.S. 
Highway  60.  thence  west  along  U.S. 
Highway  60  to  junction  New  Mexico 
Highway  32.  thence  north  along  New 
Mexico  Highway  32  to  jimction  U.S. 
Highway  666.  thence  north  along  U.S. 
Highway  666  to  the  Colorado-New  Mexico 
State  line,  thence  northwest  along  U.S. 
Highway  666  to  junction  U.S.  Highway 
163.  thence  south  along  U.S.  Highway 
163  to  junction  Utah  Highway  95.  thence 
northwest  along  Utah  Higliway  95  to 
junction  Utah  Highway  24,  thence  north- 
west along  Utah  Highway  24  to  junction 
Utah  Highway  119.  thence  west  along 
Utah  Highway  119  to  junction  U.S.  High- 
way 89,  thence  north  along  U.S.  Highway 
89  to  junction  U.S.  Highway  91.  thence 
north  along  U.S.  Highway  91  to  the 
Utah-Idaho  State  line,  thence  north 
along  U.S.  Highway  91  to  the  Idaho- 
Montana  State  line,  thence  north  along 
U.S.  Highway  91  to  the  United  States - 
Canadian  International  Boundary  line  to 
points  in  West  Virginia  beginning  at  the 
Pennsylvania -West  Virginia  State  line, 
and  extending  along  West  Virginia  High- 
way 69  and  extending  south  along  West 
Virginia  Highway  69  to  junction  U.S. 
Highway  250.  thence  south  along  U.S. 
Highway  250  to  junction  U.S.  Highway 
19.  thence  south  along  U.S.  Highway  19 
to  junction  U.S.  Highway  50,  thence  west 
along  U.S.  Highway  50  to  junction  West 
Virginia  Highway  18.  thence  south  along 
West  Virginia  Highway  18  to  junction 
U.S.  Highway  119.  thence  west  along  U.S. 
Highway  119  to  the  Kentucky-West  Vir- 
ginia State  hne.  thence  east  along  tlie 
Kentucky-West  Virginia  State  hne  to  the 
Virginia-West  Virginia  State  line,  thence 
east  along  the  Virginia-West  Virginia 
State  line  to  junction  U.S.  Highway  19, 
thence  north  along  U.S.  Highway  19  to 
junction  U.S.  Highway  33.  thence  east 
along  U.S.  Highway  33  to  junction  U.S. 
Highway  219.  thence  northeast  along 
U.S.  Highway  219  to  the  West  Virginia- 
Maryland  State  line,  thence  north  along 
the  West  Virginia-Maryland  Stat*  line 
to  the  West  Virginia-Pennsylvania  State 
line,  thence  west  along  the  West  Vir- 
ginia-Pennsylvania State  line  to  Uie 
point  of  beginning.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Smyth  County,  Va.  and  Lynch- 
burg, Va. 

No.  MC  61825  < Sub-No.  E842i.  filed 
May  13,  1974.  .Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385.  Collinsville.  Va.  24078.  Applicants 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St.  NW..  Washington.  DC. 
20036.  Authority  .sought  to  operate  as  a 
comm,on  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  sup- 
plies used  in  the  manufacture  and  dis- 
tribution of  new  furniture  and  furniture 
parts  fexcept  commodities  in  bulk  > ,  from 


FEDERAL  regi:t:r,  vci.  ^.z,  .'JO.  TIC   -v.;d:::;s..y.  :u:!s  j,  i?// 


NOTICES 


29S63 


points  In  Arizona.  California,  Colorado. 
Idaho.  Montana.  Nebraska.  Nevada.  New 
Mexico.  North  Dakota,  Oregon,  South 
E>akota,  Utah,  Washington  and  Wyoming 
on  and  west  of  a  line  beginning  at 
the  United  States-Canada  International 
Boundary  line  at  the  North  Dakota-Min- 
nesota State  line  and  extending  south 
along  the  North  Dakota-Minnesota  State 
line  to  the  Minnesota-South  Dakota 
State  line,  thence  south  along  the  Min- 
nsota -South  Dakota  State  line  to  the 
South  Dakota-Iowa  State  Une,  thence 
south  along  the  South  Dakota-Iowa 
State  line  to  the  Nebraska-Iowa  State 
line,  thence  south  along  the  Nebraska- 
Iowa  State  Une  to  junction  U.S.  Highway 
30.  thence  west  along  U.S.  Highway  30  to 
junction  U.S.  Highway  77,  tiience  south 
along  U.S.  Highway  77  to  junction  Ne- 
braska Highway  92.  thence  west  along 
Nebraska  Highway  92  to  junction  U.S. 
Highwav  81.  thence  south  along  U.S. 
Highwav  81  to  junction  U.E  Highway  6, 
thence  west  along  U.S.  Highway  6  to 
junction  U.S.  Highway  281.  thence  south 
along  U.S.  Highway  281  to  the  Nebraska- 
Kansas  State  line,  thence  west  along  the 
Nebraska-Kansas  State  Une  to  the  Kan- 
sas-Colorado State  line,  thence  south 
along  the  Kansas-Colorado  Stat«  Une  to 
junction  U.S.  Highway  50.  thence  west 
along  U.S.  Highway  50  to  junction  U.S. 
Highway  350,  thence  southwest  along 
U  S.  Highwav  350  to  juncUon  Interstate 
Highwav  25.  tlience  south  along  Inter- 
state Highway  25  to  the  Colorado-New 
Mexico  State  line,  thence  west  along  the 
Colorado-New  Mexico  State  line  to 
junction  New  Mexico  Highway  3. 

Thence  south  along  New  Mexico  High- 
wav   3    to   junction   U.S.   Highway    64, 
thence  south  along  U.S.  Highway  64  to 
junction  U.S.  High.vay  285,  thence  south 
along  U.S.  Highway  285  to  junction  U.S. 
Highwav   85,   thence   south   along   U.S. 
Highwav  85  to  junction  U.S.  Highway  60, 
thence  west  along  U.S.  Highway  60  to 
junction  Colorado  Highway  78.  thence 
south   along   Colorado   Highway    78    to 
lunction  Colorado  Highway   61,  thence 
south    along   Colorado   Highway    61    to 
juncUon  Colorado  Highway  90,   thence 
south   along   Colorado   Highway    90    to 
junction  U.S.  Highway  70.  thence  souUi- 
east  along  U.S.  Highway  70  to  junction 
Colorado  Highway  81,  thence  south  along 
ColoradTo  Highway  81  to  junction  Colo- 
rado Highway  9,  thence  east  along  Colo- 
rado  Highway   9   to   the   Luna-Hidalgo 
County    line,    thence   south    along    the 
Luna-Hidalgo  County  line  to  the  United 
States-Mexico    International    Boundary 
line,  to  points  in  South  Carolina  on  and 
north  and  west  of  a  line  beginning  at  the 
.Atlantic  Ocean  at  Charleston,  S.C..  at 
Interstate   Highway    26    and   extending 
northwest  along  Interstate  Highway  26 
to     junction     Interstate    Highway     20, 
thence  east  along  Interstate  Highway  20 
to  junction  South  Carolina  Highway  341. 
thence  south  along  South  Carolina  High- 
way   341    to    junction    South    Carolina 
Hiehway  512,  thence  south  along  South 
Carolina  Highway  512  to  junction  US. 
Highway   52,   thence   south   along   US. 
Highway  52  to  junction  South  Candina 
Highway    527,    thence   southeast    along 


South  Carolina  Highway  527  to  junction 
South  Carolina  Highway  41,  thence 
south  along  South  Carolina  Highway  41 
to  junction  U.S.  Highway  521.  thence 
southeast  along  U.S.  Highway  521  to  the 
Winyah  Bay,  thence  southeast  along  the 
Winyah  Bay  to  the  Atlantic  Ocean. 
thence  south  on  the  Atlantic  Shore  to 
the  point  of  beginning.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways 
of  points  in  Smyth  County,  Va  and 
Lynchburg,  Va. 

No.  MC   61825    (Sub-No.  E843).  filed 
May  13,  1974.  Applicant:  BOY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville,  Va.  24078.  Applicant's 
representative:    Harry   J.   Jordan,    1000 
Sixteenth   St.    NW.,    Washington,    D.C. 
20036.  Authority  sought  to  operate  as  a 
coinmon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplies 
used  in  tlie  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parU 
I  except    conunodities    in    bulk),    from 
points  in  California.  Idaho,  Montana,  Ne- 
vada, North  Dakota,  Oregon,  Utah,  Wy- 
oming, and  Washington,  on  and  west  of 
a  line  beginning  at  the  Canada-United 
States   International   Boundary   line   at 
North  Dakota  Highway  256,  tlience  soutli 
along    North    Dakota    Highway    256    to 
junction  U.S.  Highway  83.  thence  south 
along  U.S.  Highway  83  to  junction  North 
Dakota  Highway  22.  tlience  south  along 
North  Dakota  Highway   22   to  juncUon 
U.S.  Highway  10.  thence  west  along  U.S. 
Highway  10  to  the  North  Dakota-Mon- 
tana State  line,  thence  west  along  U.S. 
Highway   10  to  junction  U.S.  Highway 
89,  thence  south  along  U.S.   89  tp  the 
Montana-Wyoming    State    line,    thence 
south  along  U.S  Highway  89  to  junction 
Wyoming  Highway  22,  thence  west  along 
Wyoming  Hichwav  22  to  the  Wyoming- 
Idaho  State  line,  thence  west  along  Idaho 
Highway  31  to  juncton  U.S.  Highway  26, 
thence  west  along  U.S.  Highway  26  to 
junction  U.S.  Highway  91.  thence  south 
along  U.S.  Highway  91  to  junction  Utah 
Highway   56.   thence   west   along   Utah 
Hiehway  56  to  the  Utah-Nevada  State 
line,  thence  west  along  Ne\'ada  Highway 
25  to  jimction  US.  Highway  6,  thence 
west  along  U.S.  Highway  6  to  junction 
U.S.   Highway   95.   thence   south   along 
US.    Highway    95    to    junction    Nevada 
Highway  3.  thence  west  along  Nevada 
Highway    3    to    the    Nevada-California 
State  line,  thence  southwest  along  Cali- 
fornia   Highway    168    to    junction    U.S. 
Highway   395.  thence  south   along  U.S. 
Highway    395    to    junction    CaUfornia 
Highway   14.  thence  south  along  Cali- 
fornia Highway  14  to  junction  Califcrnia 
Highway  N-3.  thence  south  along  Cali- 
fornia Highway   N-3  to  junction  Cali- 
fornia Highway   2.  thenc*  south  along 
California  Highway  2  to  junction  Cali- 
fornia Highway  118,  thence  south  along 
California  Highway  118  to  junction  Cali- 
fornia Highway  7.  thence  south   along 
CaUfomia    Highway    7    to    the    Pacific 
Ocean  near  Long  Beach.  Cedif ..  to  points 
in  South  CaroUna  on  and  bounded  by 
a  line  beginning  at  the  North  Carolina- 
South  CaroUna  State  line  at  US.  High- 
way 25  and  extending  south  along  U.S. 


Highway  25  to  junction  U.S.  Highway 
276,  thence  southeast  along  U.S.  High- 
way 276  to  junction  Interstate  Highway 
26.  thence  southeast  along  Interstate 
Highway  26  to  junction  Interstate  High- 
way 20.  thence  southwest  along  Inter- 
state Highway  20  to  the  South  Caro- 
lina-Georgia State  Une.  thence  north 
along  tlic  South  Carolina -Gewpia  State 
Une  to  tlie  South  CaroUna-North  Caro- 
Una State  Ime,  thence  east  along  the 
South  Carolina-North  Carolma  State 
line  to  point  of  beginning.  The  purpose 
of  tliLs  filmp  is  to  eliminate  the  gateways 
of  points  in  Smyth  County,  Va.  and 
Lynchburg.  Va 

No.   MC   61825    (Sub-No.   E844V  filed 
Mav   13,    1974.  AppUcant:    ROY  STONE 
TRANSFER  CORPORATION.  PO    Box 
385.  CoUins\llle.  Va.f24078.   Applicant's 
representative:    Harry   J.    Jordan.    1000 
Sixteenth    St.    NW..   Washington.   DC. 
2003C.  Autliority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplies 
used  Li  the  manufacture  and  distribution 
of   new   furniture   and   furniture   parts 
I  except    commodities    in    bulk\    from 
points   in   California.   Colorado.   Idaho, 
Montana.  Nebraska.  Nevada.  North  Da- 
koUi,  Oregon.  South  Dakota.  Utah,  Wyo- 
ming, and  Washington  on  and  west  of  a 
Une  begimiing  at  the  United  States-Can- 
ada International  Boundary  line  at  tlie 
Nortli  Dakota-Minnesota  State  line  and 
extending  south  along  the  North  Dakota - 
Minnesota  State  line  to  the  Minnesota- 
South  Dakota  State  Ime  to  junction  U.S. 
Highway   212,    thence   west   along   U.S. 
Highway  212  to  junction  South  Dakota 
Highway  63,  thence  south  along  South 
Dakota  Highway  63  to  junction  Inter- 
state Highway  90.  tlience  west  along  In- 
terstate Highway  90  to  junction  Soutli 
DakoU  Highway  79.  thence  south  along 
SouUi  Dakota  Highway  79  to  junction 
U.S    Highway  385,   thence  south  along 
U.S.  Highway  385  to  the  South  Dakota- 
.Nebraska  State  Une,  thence  south  along 
U.S.  Highway  385  to  junction  U.S.  High- 
way 20.  thence  west  along  U.S  Highway 
20  to  the  Nebraska-Wyoming  State  line, 
tlience  west  along  U.S.  Highway  20  to 
junction  Wyoming  Highway  220,  thence 
soutliwest  along  Wyoming  Highway  220 
to    junction    Wyoming    Highway    789. 
thence  south  along  Wyoming  Highway 
789  to  the  Wyoming-Colorado  State  Une, 
thence  south  along  Colorado  Highway 
789   to  junction  Colorado  Highway  64. 
thence  west  along  Colorado  Highway  64 
to    junction     Colorado     Highway     139. 
thence  south  along  Colorado  Highway 
139  to  junction  U.S.  Highway  6,  thence 
west  along  U.S.  Highway  6  to  the  Colo- 
rado-Utah State  line,  thence  west  along 
U.S.  Highway  6  to  junction  unnumbered 
liighway     near     Harley     Dome,     Utah, 
thence  south  along  imnumbered  high- 
way   to    junction    Utah    Highway    128, 
thence  south  along  Utah  Highway  128  to 
junction  U.S.  Highway  163,  thence  north 
along  U.S.  Highway  163  to  Junction  In- 
terstate Highway  70,  thence  west  along 
Interstate  Highway  70  to  junction  U.S, 
Highway  89,   thence  south   along  U.S, 
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Highway  89  to  Junction  Utah  Highway 
14. 

Thence  west  along  Utah  Highway  14 
to  junction  Utah  Highway  56.  thence 
west  along  Utah  Highway  56  to  the  Utah- 
Nevada  State  line,  thence  along  Nevada 
Highway  25  to  junction  US.  Highway  93, 
thence  south  along  U.S.  Highway  93  to 
junction  Nevada  Highway  25,  thence 
along  Nevada  Highway  25  to  junction 
U.S.  Highway  6.  thence  west  along  US. 
Highway  6  to  junction  U  S  Highway  95, 
thence  south  along  US.  Highway  95  to 
junction  Nevada  Highway  29.  thence 
south  along  Nevada  Highway  29  to  the 
Nevada-California  State  line,  thence 
south  along  California  Highway  127  to 
junction  Interstate  Highway  15,  thence 
south  along  Interstate  Highway  15  to 
junction  unnumbered  highway  near 
Barstow,  Calif  ,  thence  south  along  un- 
numbered highway  to  junction  California 
Highway  18.  thence  south  along  Califor- 
nia Highway  18  to  junction  unnumbered 
highway  near  Baldwin  Lake,  Calif.. 
thence  southeast  along  unnumbered 
highway  to  junction  California  Highway 
62,  thence  south  along  California  High- 
way 62  to  junction  Interstate  Highway 
10,  thence  west  along  Interstate  Highway 
10  to  junction  California  Highway  HI, 
thence  south  along  California  Highway 
HI  to  junction  California  Highway  74. 
thence  west  along  California  Highway 
74  to  junction  California  Highway  71, 
thence  west  along  California  Highway 
71  to  junction  California  Highway  79, 
thence  south  along  California  Highway 
79  to  junction  Interstate  Highway  8, 
thence  west  along  Interstate  Highway  8 
to  junction  Interstate  Highway  5,  thence 
south  along  Interstate  Highway  5  to  the 
California -Mexico  International  Bound- 
ary line  to  points  in  South  Carolina  on 
and  bounded  by  a  line  beginning  at  the 
Atlantic  Ocean  at  Charleston.  S.C,  at 
Interstate  Highway  26  and  extending 
northwest  along  Interstate  Highway  26 
to  junction  Interstate  Highway  20, 
thence  southwest  alongv Interstate  High- 
way 20  to  the  South  Carolina -Georgia 
State  line,  thence  southeast  along  South 
Carolina-Georgia  State  line  to  the  At- 
lantic Ocean,  thence  northeast  on  the 
Atlantic  Shore  to  the  point  of  begin- 
ning The  purpase  of  this  filing  Is  to 
eliminate  the  gateways  of  points  in 
Smyth  County.  Va.  and  Lynchburg,  Va. 

No.  MC  61825  i  Sub-No.  E845 ' ,  filed 
May  13,  1974  Applicant  ROY  STONE 
TRANSFER  CORPORATION    P  O.  Box 

385,  CoUinsville,  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St  NW..  Washington.  DC. 
20036  Authority  sought  to  operate  as  a 
coynmon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Furniture 
parts.  matcriaU.  eciuipment.  and  supplies 
used  m  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bulk ' .  from  points 
in  Arizona.  California,  Colorado,  Idaho, 
Montana,  Nebraska,  Nevada,  North  Da- 
kota. Oregon,  South  Dakota,  Utah.  Wy- 
oming, and  Washington  on  and  west  of  a 
line  beginning  at  the  United  States- 
Canada  International  Boundary  line  at 


North  Dakota  Highway  30  and  extend- 
ing south  along  North  Dakota  Highway 
30  to  U.S.  Highway  2,  thence  west  along 
US.  Highway  2  to  junction  North  Dakota 
Highway  3,  thence  south  along  North 
Dakota  Highway  3  to  junction  U.S.  High- 
way 52.  thence  west  along  U.S.  Highway 
52  to  junction  North  Dakota  Highway  14, 
thence  south  along  North  Dakota  High- 
w^ay  14  to  junction  North  Dakota  High- 
way 200,  thence  west  along  North  Da- 
kota Highway  200  to  junction  North  Da- 
kota Highway  41,  thence  south  along 
North  Dakota  Highway  41  to  junction 
U.S.  Highw^ay  83,  thence  south  along  U.S. 
Highway  83  to  junction  U.S.  Highway  10, 
thence  west  along  U.S.  Highway  10  to 
junction  North  Dakota  Highway  6, 
thence  south  along  North  Dakota  High- 
way 6  to  junction  North  Dakota  Highway 
21,  thence  west  along  North  Dakota 
Highway  21  to  junction  North  Dakota 
Highway  31.  thence  south  along  North 
Dakota  Highway  31  to  the  North  Dakota- 
South  Dakota  State  line,  thence  south 
along  South  EKakota  Highway  31  to  junc- 
tion U.S.  Highway  12,  thence  east  along 
US  Highway  12  to  junction  South  Da- 
kota Highway  65,  thence  south  along 
South  Dakota  Highway  65  to  junction 
US  Highway  212.  thence  west  along  U.S. 
Highway  212  to  junction  South  Dakota 
Highway  79,  thence  south  along  South 
Dakota  Highway  79  to  junction  U.S. 
Highway  385.  thence  south  along  U.S. 
Highway  385  to  the  South  Dakota-Ne- 
braska State  line,  thence  south  along 
U.S.  Highway  385  to  juncUon  U.S.  High- 
way 20 

Thence  west  along  U.S.  Highway  20  to 
the  Nebraska-Wyoming  State  line, 
thence  west  along  U.S.  Highway  20  to 
junction  U.S.  Highway  87,  thence  south 
along  U.S.  Highway  87  to  junction  Wyo- 
ming Highway  34,  thence  southwest 
along  Wyoming  Highway  34  to  junction 
U.S.  Highway  287,  thence  south  along 
U.S.  Highway  287  to  junction  Wyoming 
Highway  230,  thence  southwest  along 
Wyoming  Highway  230  to  the  Wyoming- 
Colorado  State  line,  thence  south  along 
Colorado  Highway  127  to  junction  Colo- 
rado Highway  125.  thence  south  along 
Colorado  Highway  125  to  junction  Colo- 
rado Highway  14,  thence  south  along 
Colorado  Highway  14  to  junction  U.S. 
Highway  40,  thence  west  along  U.S. 
Highway  40  to  junction  Colorado  High- 
way 131,  thence  south  along  Colorado 
Highway  131  to  junction  U.S.  Highway  6, 
thence  west  along  U.S.  Highway  6  to  the 
Colorado  River,  thence  west  along  Colo- 
rado River  to  the  Colorado-Utah  State 
Ime,  thence  south  along  Colorado  River 
to  jimction  U.S.  Highway  163,  thence 
northwest  along  U.S.  Highway  163  to 
junction  U.S.  Highway  6,  thence  west 
along  US.  Highway  6  to  junction  Utah 
Highway  24.  thence  south  along  Utah 
Highway  24  to  junction  Utah  Highway 
12,  thence  southwest  along  Utah  High- 
way 12  to  junction  U.S.  Highway  89, 
thence  along  U.S.  Highway  89  to  junction 
Utah  Highway  15,  thence  west  along 
Utah  Highway  15  to  junction  U.S.  High- 
way 91.  thence  south  along  U.S.  Highway 
91  to  the  Utah -Arizona  State  line,  thence 


south  along  U.S.  Highway  91  to  Arizona- 
Nevada  State  line,  thence  south  along 
Arizona-Nevada  State  line  to  junction 
U.S-.  Highway  93,  thence  south  along  U,S, 
Highway  93  to  junction  U.S.  Highway  66, 
thence  south  along  U.S.  Highway  66  to 
junction  Arizona  Highway  95.  thence 
south  along  Arizona  Highway  95  to  junc- 
tion U.S.  Highway  95,  thence  south  along 
U.S.  Highway  95  to  the  United  States- 
Mexico  International  Boiuidary  line,  to 
points  in  South  Carolina  on  and  bounded 
by  a  line  beginning  at  the  North  Caro- 
lina-South Carolina  State  line  at  U.S. 
Highway  25  and  extending  south  along 
U.S.  Highway  25  to  junction  U.S.  High- 
way 276.  thence  southeast  along  U.S. 
Highway  276  to  junction  Ir^erstate 
Highway  26.  thence  southeast » along 
Interstate  Highway  26  to  junction  ^ter- 
state  Highway  20.  thence  east  iplong 
Interstate  Highway  20  to  junction  South 
Carolina  Highway  341,  thence  northwest 
along  South  Carolina  Highway  3,0  to 
junction  U.S.  Highway  521.  thence  north 
along  U.S.  Highway  521  to  the  South 
Carolina-North  Carolina  State  line, 
thence  west  along  the  North  Carolina- 
South  Carolina  State  line  to  the  point  of 
beginning.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  points  in 
Smyth  County.  Va.  and  Ljmchburg.  Va. 

No.  MC  61825  (Sub-No.  £846'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P  O,  Box 
385,  CollirLsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Furniture 
parts,  materials,  eQuipment.  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts 
•  except  commodities  in  bulki,  from 
points  in  Arizona,  Cahfomia,  Colorado, 
Idaho,  Montana.  Nebraska,  Nevada,  New 
Mexico,  North  Dakota,  Oregon,  South 
Dakota,  Utah,  Washington,  and  Wyo- 
ming on  and  west  of  a  line  beginning  at 
the  Mexico-New  Mexico-Texas  Interna- 
tional Boundary  line  near  El  Paso,  Tex  . 
thence  north  along  the  New  Mexico- 
Texas  State  line  to  the  New  Mexico- 
Oklahoma  State  line,  thence  north  along 
the  New  Mexico-Oklahoma  State  line  to 
junction  Colorado-Oklahoma  State  line, 
thence  east  along  the  Colorado-Okla- 
homa State  line  to  the  Colorado-Kansas 
State  line,  thence  north  along  the  Colo- 
rado-Kansas State  line  to  the  Nebraska- 
Kansas  State  line,  thence  east  along  the 
Nebraska-Kansas  State  line  to  junction 
U.S.  Highway  77.  thence  north  along  US 
Highway  77  to  junction  Interstate  High- 
way 80,  thence  west  along  Interstate 
Highway  80  to  junction  Nebraska  High- 
way 14,  thence  north  along  Nebraska 
Highway  14  to  junction  Nebraska  High- 
way 92,  thence  west  along  Nebraska 
Highway  92  to  jimction  U.S.  Highway 
183.  thence  north  along  U.S.  Highway 
183  to  the  Nebraska-South  Dakota  State 
line,  thence  north  along  U.S.  Highway 
183  to  junction  Interstate  Highway  90, 
thence  west  along  Interstate  Highway  90 
to   junction   U.S.    Highway    83.    thence 
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north  along  U,S.  Highway  83  to  the  South 
Dakota-North  Dakota  State  line,  thence 
north  along  U.S.  Highway  83  to  junction 
North  Dakota  Highway  14,  thence  north 
along  North  Dakota  Highway  14  to  junc- 
Uon North  Dakota  Highway  200,  thence 
east  along  North  Dakota  Highway  200 
to  junction  U.S.  Highway   281,   thence 
north  along  U.S.  Highway  281  to  junction 
North  Dakota  Highway  57.  thence  north- 
east along  North  Dakota  Highway  57  to 
junction   U.S.   Highway   2.   thence   east 
'  along  U.S.  Highway  2  to  junction  North 
Dakota  Highway  1.  thence  north  along 
North   Dakota   Highway    1    to   junction 
North  Dakota  Highway  5.  thence  east 
along  North  Dakota  Highway  5  to  the 
North     Dakota-Minnesota     State     line, 
thence  north  along  North  Dakota-Min- 
nesota State  line  to  the  Canadian-United 
States   International   Boimdary  line   to 
points  in  Mar>-land  on  and  bounded  by  a 
line  beginning  at  the  Marj'land -Delaware 
State  line  at  Interstate  Highway  95  and 
extending    southwest    along    Interstate 
Highway  95  to  junction  Interstate  High- 
way 495,   thence  west  along  Interstate 
Hichway  495  to  junction  Maryland  High- 
wav  193.  thence  north  along  MaiTland 
Highway  193  to  junction  Maryland  High- 
way 586.  thence  south  along  Maryland 
Highway  586  to  junction  Maryland  High- 
way   28.   thence   west   along   Maryland 
Highway  28  to  junction  Maryland  High- 
way  107.   thence  west  along   Maryland 
Highway  107  to  the  Maryland-Virginia 
State  line,  thence  west  along  the  Marv- 
land-Virginia    State    Une    to    junction 
Marvland    Highway    34.    thence    north 
along  Mar\land  Highway  34  to  junction 
Maryland    Highway    65,    thence    north 
along  Mar>-land  Highway  65  to  junction 
U.S.  Highway  H.  thence  north  along  U.S. 
Highway  11  to  the  Mar>' land-Pennsyl- 
vania State  hne,  thence  east  along  the 
Pennsylvania-Maryland  State  line  to  the 
Delaware-Maryland   State   Une,   thence 
south     along     the     Maryland-Delaware 
State  line  to  the  !>oint  of  besimiing.  Tl:ie 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  Smyth  County, 
Va.  and  Lj-nchburg,  Va. 

No  MC  61825  (Sub-No.  E847),  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St.  NW.,  Washington.  DC, 
20036.  Authority  sought  to  operate  as  a 
commo7i  carrier,  by  motor  vehicle,  over 
ii-regular  routes,  transporting:  Furniture 
parlc,  materials,  cqidpmcnt.  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
( except  commodities  in  bulk ' ,  from 
points  in  Arizona.  California,  Colorado. 
Idaho.  Montan,  Nevada.  New  Mexico, 
Oregon.  Utah.  Washington,  and  Wyo- 
ming on  and  west  of  a  line  beginning  at 
the  Mexico-Texas -New  Mexico  Inter- 
national Boundary  line  near  El  Paso. 
Tex.,  thence  north  along  the  New  Mex- 
ico-Texas State  line  to  the  New  Mexico- 
Oklahoma  State  line,  thence  north  along 
Uie  New  Mexico-Oklahoma  State  line  to 
the  Colorado-Oklahoma  State  line, 
thence  east  along  the  Colorado-Okla- 
homa State  line  to  the  Colorado-Kansas 


State  line,  thence  north  along  the  Colo- 
rado-Kansas State  line  to  junction  In- 
terstate Highway  70.  thence  west  along 
Interstate  Highway  70  to  jtmctlon  U.S. 
Highway  385,  thence  north  along  U.S. 
Highway  385  to  junction  U.S.  Highway 
36,  thence  west  along  US.  Highway  36 
to  junction  Colorado  Highw-ay  63.  thence 
north    along    Colorado   Highway   63    to 
junction  U.S.  Highway  6.  thence  north 
along  U.S.  Highway  "6  to  junction  Colo- 
rado Highway  14,  thence  west  along  Colo- 
rado Highway  14  to  junction  US  High- 
way 85,  thence  north  along  U.S.  Highway 
85  to  the  Colorado-Wyoming  State  line, 
thence  north  along  U.S.  Highway  85  to 
junction  Interstate  Highway  80.  thence 
west   along   Interstate   Highway   80   to 
junction  U.S.  Highway  287,  thence  north- 
west along  U.S.  Highway  287  to  junction 
Wyoming    Highway    789,    thence    north 
along  Wyoming  Highway  789  to  junc- 
tion U.S.  Highway  16.  thence  northeast 
along  U.S.  Highway  16  to  junction  U.S. 
Highway   87,   thence   north   along   UJS. 
Highway   87  to  the  Wyoming-Montana 
State  line,  thence  north  along  US  High- 
way  87   to  junction  Montana  Highway 
47.  thence  north  along  Montana  Highway 
47  to  junction  U.S.  Highway  10,  thence 
east  along  US.  Highway  10  to  junction 
unnumbered  highway  near  Myers,  Mont., 
thence  north  along  unnumt)ered  highway 
through    Ingomar.    Mont.,    to    junction 
Montana  Highway  200-near  San  Springs. 
Mont.,  thence  east  along  Montana  High- 
way 200  to  junction  Montana  Highway 
24,  thence  north  along  Montana  High- 
way  24   to  junction  Montana   Highway 
247,  thence  north  along  Montana  High- 
way 247  to  the  Canadian-United  States 
International  Boundary  line  to  points  in 
Maryland  on  and  west  of  a  line  beginning 
at  the  Marjiand-Virginia  State  line  at 
Maryland    Highway    34.    thence    north 
along  Maryland  Highway  34  to  junction 
Maryland    Highway    65.    thence    north 
along  Maryland  Highway  65  to  junction 
U.S.   Highway    11.   thence   north    along 
U.S.  Highway  11  to  the  Maryland-Penn- 
sylvania State  line.  The  purpose  of  this 
filing   is   to  eliminate   the   gateways   to 
points  in  Smyth  Coimty,  Va.  and  Lynch- 
burg, Va. 

No.  MC  61825  tSub-No.  E848*.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  CoUinsville,  Va.  24078.  Applicant's 
representative:  Hai-ry  J.  Jordan,  1000 
Sixteenth  St.  NW.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
ii-regular  routes,  transporting :  Furniture 
parts.  7na!crials,  equipment,  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  biilk).  from 
points  in  Alabama  on  a;id  west  of  a  line 
beginning  at  the  Tennessee-Alabama 
State  line  and  extending  along  U.S. 
Highway  231  to  junction  Alabama  High- 
way 69,  to  junction  US  Highway  43. 
to  junction  Alabama  Highway  56  to  the 
Alabama-Mississippi  State  line,  to  points 
in  Virginia  bounded  by  a  line  beginning 
on  the  North  Carolina-Virginia  Sta^e  line 
and  extending  north  along  the  Henry- 
Patrick  County  line  to  Virginia  Highway 


57.  to  junction  Virginia  Highway  623.  to 
Jimction  Virginia  Highway  602.  to  the 
Blue  Ridge  Parkway,  to  junction  US. 
Highway  220.  to  junction  Virginia  High- 
way 40.  to  junction  Virginia  Highway 
603.  to  junction  Virgmia  Highway  746.  to 
junction  U.S.  Highway  360,  to  junction 
U.S.  Highway  15  to  the  Virginia-North 
Carolina  State  line  and  extending  west 
along  the  Virginia -North  Carolina  State 
line  to  the  point  of  beginning.  The  pur- 
pose of  this  filing  is  to  eliminate  the  gate- 
ways of  points  in  Smyth  County.  Va.,  and 
Lynchburg.  Va. 

No.  MC  61825  (Sub-No  E849'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O  Box 
385,  CoUinsville.  Va.  24078.  Applicants 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  op>erate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregiUar  routes,  transportuig :  Furniture 
parts,  materials,  equipment ,  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
'except  commodities  in  bulk),  from 
points  in  Alabama  to  points  in  Virginia 
on.  east  and  north  of  a  line  begiiuiing  on 
the  North  Carolina-Virginia  State  line 
and  extending  along  U.S.  Highway  15  to 
junction  U.S  Highway  360.  to  junction 
Virginia  Highway  746.  to  jimction  Vir- 
ginia Highway  603,  to  junction  Virginia 
Highway  40.  to  junction  U.S  Highway 
220.  to  junction  Virginia  Highway  419. 
to  junction  Virginia  Highway  311  to  the 
Virginia-West  Virginia  State  lipe  The 
purpose  of  this  filing  is  to  eUmtnate  the 
gateways  of  points  in  Smyth  County.  Va. 
and  Lynchburg.  Va. 

No.  MC  61825  (Sub-No.  E850^  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385,  Colliiisville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sbcteenth  St..  NW..  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  F>arts 
(except  commodities  in  bulk>,  from 
points  in  Alabama  on  and  south  of  a  line 
beginning  on  the  Mississippi-Alabama 
State  line  and  extending  along  Alabama 
Highway  32  to  junction  Alabama  High- 
way 17,  to  junction  Alabama  Highway  2. 
to  junction  U.S.  Highway  82.  to  junction 
U.S.  Highway  11.  to  junction  Alabama 
Highway  5,  to  junction  Alabama  High- 
way 25.  to  juncUon  U.S.  Highway  280. 
to  junction  Alabama  Highway  9.  to  junc- 
tion Al;i.bama  Highway  48  to  the  Ala- 
bama-Georgia State  line,  to  points  in 
West  Virginia  on.  east  and  north  of  a 
hne  beginning  on  the  Virginia-West  Vir- 
ginia State  line  and  extending  west  along 
West  Vrginia  Highway  39.  to  junction 
West  Virginia  Highway  20,  to  junction 
We,Tt  VirginlT  Highway  4.  to  junction 
West  Vi:einia  Highway  5.  to  iuncti(3n  US. 
Highway  119.  to  junction  West  Virginia 
Highway  18  to  the  West  Virginia-Ohio 
State  line.  The  purpose  of  this  filing  is  to 
elimiiiate  the  gateways  of  points  in 
Smyth  County.  Va.  and  Lynchburg.  Va. 
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No  MC  61825  iSub-No  E851'.  filed 
May  13,  1&74  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385.  CollinsviUc.  Va.  24078.  Applicant's 
representative:  Harrj-  J.  Jordan,  1000 
Sixteenth  St.,  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  avS  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  In  the  manufacturing  and  distribu- 
tion of  new  furniture  and  furniture  parts 

I  except  commodities  in  bulk',  from 
points  in  Alabama  on  and  west  of  a  line 
beginning  on  the  Alabama-Georgia  State 
hne  and  extending  along  US    Highway 

II  to  junction  US.  Highway  31.  to  junc- 
tion Alabama  Highway  22,  to  junction 
Alabama  Highway  41,  to  junction  Ala- 
bama Highway  28.  to  junction  Alabama 
Highway  21,  to  the  Alabama-Florida 
State  line,  to  points  in  North  Carolina  on, 
north  and  east  of  a  line  beginning  at  the 
Virginia-North  Carolina  State  line  and 
e-xtending  along  U  S.  Highway  15  to  junc- 
tion US.  Highway  158,  to  junction  U.S. 
Highway  401.  to  junction  North  Caro- 
lina Highway  58.  to  junction  North  Caro- 
lina Highway  43,  to  junction  North  Caro- 
lina Highway  561,  to  junction  US.  High- 
way 301,  to  junction  North  Carolina 
Highway  125.  to  junction  US.  Highway 
64,  to  the  Atlantic  Ocean,  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  m  Smyth  County.  Va,  and 
Lynchburg,   Va. 

No  MC  61825  iSub-No  F.852i.  filed 
May  13,  1974.  Applicant  ROY  STONE 
TRANSF'ER  CORPORATION  P  O.  Box 
385.  Collinsville.  Va  24078  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.,  NW .  Washington.  DC. 
20036  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  In  the  manufacturing  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk ' .  from 
points  in  Ala'oama  to  points  in  Maryland. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  poiiits  in  Smyth  County. 
Va.  and  Lynchburg,  Va, 

No.  MC  61825  (Sub-No.  E853»,  filed 
May  13.  1974.  Applicant  ROY  STONE 
TRANSFER  CORPORATION,  P  O.  Box 

385.  Collinsville.  Va  24078  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St,  NW.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacturing  and  distribu- 
tion of  new  furniture  and  funiiture  parts 
I  except  commodities  in  bulk',  from 
points  in  Alabama  to  Washington.  DC 
Tlie  purpase  of  tliis  filing  is  to  eliminate 
the  gateway.^  of  points  u\  Smyth  Coimty. 
Va  and  Lynchburg.  Va. 

No.  MC  61825  'Sub-No  E854 ' ,  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385,  Collinsville.  Va  24078.  Applicant's 
representative:  Harry  J  Jordan.  1000 
Sixteenth  St.,  NW..  Washington.  D.C. 
20036   Authority  sought  to  operate  as  a 


co7nmon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts 
I  except  commodities  in  bulk  '< ,  from 
points  in  Maine  on  and  east  of  a  line  be- 
ginning at  the  International  Boundary 
between  United  States  and  Canada,  and 
extending  along  Maine  Highway  11  to 
junction  Maine  Highway  157,  to  junction 
Maine  Highway  2,  to  junction  Maine 
Highway  6.  to  junction  U.S.  Highw-ay  1, 
to  junction  Maine  Highway  191  to  the 
Atlantic  Ocean,  to  points  in  North  Caro- 
lina on  and  west  of  a  line  beginning  on 
the  South  Carolina-North  Carolina  State 
line  and  extending  along  U.S.  Highway 
521  to  junction  U.S.  Highway  21  to  the 
North  Carolina-Virginia  State  line.  The 
purpose  of  thLs  filing  is  to  eliminate  the 
gateways  of  points  in  Smyth  County,  Va. 
and  Lj'nchburg.  Va. 

No  MC  61825  'Sub-No.  E855i,  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  CoUinsvUle,  Va.  24078,  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St..  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk  > ,  from  points 
in  Maine  on,  east  and  north  of  a  line 
beginning  on  the  New  Hampshire -Maine 
State  line  and  extending  along  Maine 
Highway  26  to  junction  Maine  Highway 
121.  to  junction  Maine  Highway  196,  to 
junction  U.S.  Highway  201.  to  junction 
Maine  Highway  123  to  the  Atlantic 
Ocean,  to  points  in  South  Carolina  on 
and  west  of  a  line  beginning  at  the  At- 
lantic Ocean  and  extending  north  along 
U.S.  Highway  21  to  the  South  Carolina- 
North  Carolina  St-ate  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  points  in  Smyth  County.  Va.  and 
Lynchburg.  Va. 

No.  MC  61825  (Sub-No.  E856).  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P  O.  Box 
385,  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St.,  NW.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  Ln  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  (ex- 
cept conim(Xlities  in  bulk) ,  from  {X)ints 
In  Florida  to  the  District  of  Columbia. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Smyth  County, 
Va.  and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E857 ' .  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St..  NW..  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 


parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk',  from 
points  in  Florida  on,  west  and  south  of 
a  line  beginning  on  the  Atlantic  Ocean 
and  extending  along  U.S.  Highway  1  to 
jimction  Florida  Highway  100,  to  junc- 
tion U.S.  Highway  441  to  the  Florida- 
Georgia  State  line  to  points  in  Virginia 
on  and  north  of  a  line  beginning  at  the 
Virginia-West  Virginia  State  line  and 
extending  east  along  Virginia  Highway 
311  to  junction  Virginia  Highway  419,  to 
junction  U.S.  Highway  220,  to  junction 
Virginia  Highway  40,  to  junction  U.S. 
Highway  360  to  the  Appomattox  Eiver, 
to  the  James  River,  to  Virginia  Highway 
31,  to  the  Colonial  National  Historical 
Parkway,  to  junction  U.S.  Highway  17. 
to  the  James  River,  to  the  Chesapeake 
Bay.  and  extending  along  across  the 
Chesapeake  Bay  to  Pungoteague.  Vir- 
ginia and  extending  along  Virginia 
Highway  180  to  the  Atlantic  Ocean.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County.  Va 
and  Lynchburg.  Va. 

No.  MC  61825  (Sub-No.  £858',  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385,  CollinsvUle.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.,  NW .  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk',  from 
points  in  Florida  on.  west,  and  south  of 
a  line  beginning  at  the  Atlantic  Ocean 
and  extending  west  along  Florida  High- 
way 100  to  junction  U.S.  Highway  441 
to  the  Florida-Georgia  State  line,  to 
points  in  Maryland.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County.  Va  .  and  Lynch- 
burg, "Va. 

No.  MC  61825  (Sub-No.  E859'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  CoUlnsville.  Va.  24078.  Applicants 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.,  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk>.  from 
points  in  Florida,  on  and  south  of  a  line 
beginning  at  the  Atlantic  Ocean  and  ex- 
tending along  Florida  Highway  520  to 
junction  Florida  Highway  50,  to  junction 
Interstate  Highway  4,  to  junction  Florida 
Highway  60  to  the  Gulf  of  Mexico,  to 
points  in  West  Virginia  on.  east  and 
north  of  a  line  beginning  on  the  Vir- 
ginia-West Virginia  State  line  and  ex- 
tending along  U.S.  Highway  60  to  the 
Kanawha-Fayette  County  line,  to  the 
Kanawha-Clay  County  line,  to  State 
Highway  4,  to  Junction  U.S.  Highway 
119.  to  junction  West  Virginia  Highway 
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14.  to  junction  U.S.  Highway  21,  to  junc- 
tion U.S.  Highway  50  to  the  West  Vir- 
ginia-Ohio State  line  and  points  locat- 
ed west  of  a  line  beginning  on  the 
Virginia-West  'Virginia  State  line  and 
extending  west  along  West  Virginia 
Highway  39  to  junction  West  Virginia 
Highway  16,  to  jimction  U.S.  Highway 
50.  to  junction  U.S.  Alternate  Highway 
50  to  the  West  Virginia-Ohio  State  line. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Smyth  County, 
Va,.  and  Lynchburg.  Va. 

No.  MC  61825  'Sub-No.  E860',  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsviUe.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St..  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk) .  from 
points  in  Florida  to  points  in  West  Vir- 
ginia on.  east  and  north  of  a  line  begin- 
ning on  the  Virginia-West  Virginia  State 
liiie  and  extending  along  West  Virginia 
Highway  39  to  junction  West  Virginia 
Highway  16.  to  junction  U.S.  Highway 
50.  to  junction  U.S.  Highway  Alternate 
50  to  the  West  Virginia-Ohio  State  line. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Smyth  County, 
Va.  and  LjTichburg,  Va. 

No  MC  61825  'Sub-No.  E861 ' .  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville,  Va,  24078.  Applicants 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St.,  NW.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furriiture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribu- 
tion of  new  furniture  and  furniture  parts 
(except  commodities  in  bulk",  from 
points  in  Illinois  on  and  north  of  a  line 
beginning  on  the  Indiana-Illinois  State 
line  near  Dennison.  HI.,  and  extending 
along  U.S.  Highway  40  to  the  Illinois- 
Missouri  State  line  to  points  in  South 
Carolina  on.  north  and  east  of  a  line 
beginning  on  the  Atlantic  Ocean  near 
Myrtle  Beach,  S.C.  and  extending  along 
U.S.  Highway  501.  to  junction  U.S.  High- 
way 76,  to  junction  U.S.  Highway  52/ 
401.  to  junction  U.S.  Highway  52  to  the 
South  Carolina-North  Carolina  State 
line.  The  purpose  of  this  filing  is  to  elim- 
inate the  gateway  of  points  in  Smyth 
County,  Va.  and  Lynchburg,  Va. 

No.  MC  61825*  (Sub-No.  E862).  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jorclan,  1000 
Sixteenth  St.,  NW..  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
co77imon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 


used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk  > .  from  points 
in  lUinois  on  and  south  of  a  line  begin- 
ning on  the  Indiana-niinois  State  line, 
and  extending  along  U.S.  Highway  50  to 
the  niinois-Missourl  State  line,  to  points 
in  Marj-land  on  and  east  of  a  Une  begin- 
ning on  the  Virginia -Maryland  State  line 
and  extending  north  along  U.S.  Highway 
15  to  the  Marvland  Pennsylvania  State 
line.  Tlie  purpose  of  this  filing  Ls  to  elim- 
inate the  gateway  of  points  in  Smyth 
County.  Va.  and  Lynchburg.  Va. 

No.  MC  61825  'Sub-No.  E863 ' .  filed 
May  13,1974.  AppUcant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  J.  Jordan,  1000 
Sixteenth  St..  NW.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  '  ex- 
cept commodities  in  bulk',  from  points 
in  Illinois  on  and  south  of  a  line  begin- 
ning on  the  Missouri-niinois  State  line, 
and  extending  along  U.S.  Highway  24  to 
junction  U.S.  Highway  67,  thence  along 
U.S.  Highway  67  to  junction  Illinois 
Highway  125.  thence  along  Illinois  High- 
way 125  to  junction  Illinois  Highway  97. 
thence  along  Illinois  Highway  97  to  junc- 
tion Illinois  Highway  29.  thence  along 
Illinois  Highway  to  junction  Illinois 
Highway  16.  thence  along  Illinois  High- 
way 16  to  junction  Illinois  Highway  128. 
thence  along  Illinois  Highway  128  to 
junction  Illinois  Highway  33.  thence 
along  Illinois  Highway  33  to  tlie  Illinois- 
Indiana  State  line,  to  the  District  of 
Columbia.  The  purpose  of  this  filing  is  to 
ehminate  the  gateway  of  points  in  Smyth 
County.  Va.  and  Lynchburg.  'Va. 

No.  MC  61825  'Sub-No.  £864'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  PO.  Box 
385.  Collinsville.  Va.  24078.  Applicants 
representative:  Harry  J.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vheicle,  over 
irregular  routes,  transporting:  Furniture 
parts,  materials,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk*,  from  points 
in  Illinois,  to  points  in  North  Carolina 
on  and  east  of  a  line  beginning  at  the 
South  Carolina-North  Carolina  State 
line,  and  extending  along  Nortli  Carolina 
Highway  41  to  junction  U.S.  Highway 
301.  to  junction  North  Carolina  Highway 
87.  to  junction  U.S.  Highway  421.  to 
junction  U.S.  Highway  220  to  the  North 
Carolina-Virginia  State  line.  Tlie  pur- 
pose of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County.  Va. 
and  Lynchburg.  Va. 

No.  MC  61825  'Sub-No  E865 ' .  filed 
May  13.  1974,  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O  Box 
385.  Collinsville,  Va.  24078  Applicant's 
representative:    Harry   J.    Jordan.    1000 


Sixteenth  St..  NW..  Washington.  DC. 
20036.  Authority  sought  Jo  operate  as  a 
common  earner,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
par,^.  materials,  equipment  and  supplies 
used  in  tlie  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bulk',  from  points 
in  Illinois  on  and  west  of  a  line  begin- 
ning on  the  Wisconsin-Illinois  State, 
line,  and  extending  along  U.S.  Highway 
51  to  junction  Illinois  Highway  29, 
thence  along  Illinois  Highway  29  to  junc- 
tion U.S.  Highway  136.  to  junction  Illi- 
nois Highway  29.  to  junction  U.S.  High- 
way 36.  to  junction  Illinois  Highway  4. 
to  junction  Illinois  Highway  108,  to  junc- 
tion U.S.  Highway  67  to  the  lUinoLs- 
Missouri  State  line,  to  points  in  North 
Carolina  on  and  east  of  a  line  begii'ming 
on  the  South  Carolina-North  Carolina 
State  line,  and  extending  along  U.S. 
Highway  52  to  junction  North  Carolina 
Highway  8,  to  junction  U.S.  Highway 
29  70.  to  junction  U.S.  Highway  52,  to 
junction  U.S.  Highway  311,  to  junction 
North  Carolina  Highway  89,  to  junction 
North  Carolina  Highway  8  to  the  North 
Carolina-Virginia  State  line  and  points 
west  of  a  line  beginning  on  the  Soutli 
Carolina-North  Carolina  State  Une,  and 
extending  along  North  Carolina  Highway 
41  to  junction  U.S  Highway  301,  to  junc- 
tion North  Carolina  Highway  87.  to 
junction  L^.S.  Highway  421,  to  junction 
U.S.  Highway  220  to  the  North  Carohna- 
Virginia  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Smj'th  County,  Va.  and  Lynch- 
burg, Va. 

No.  MC  61825  'Sub-No.  E866>.  filed 
May  13,  1974  Applicant  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville,  Va.  24078.  Applicant's 
representative;  Harry  J.  Jordan.  1000 
Sixteenth  St..  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
com 7n on  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Furniture 
parts,  inatcrials,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bulk',  from  points 
in  Illinois  to  points  in  Virginia  on.  east 
and  south  of  a  line  beginning  on  the 
North  Carolina-Virginia  State  line  and 
extending  along  Virginia  Highway  8.  to 
junction  U.S.  Highway  58.  to  the  Blue 
Ridge  Parkway,  thence  north  along  the 
Blue  Ridge  Parkway  to  Junction  U.S. 
Highway  250.  to  junction  Interstate 
Highway  64.  to  junction  U.S.  Highway 
360,  to  junction  Virginia  Highway  3.  to 
junction  Virginia  Highway  203.  to  junc- 
tion Virginia  unnumbered  highway  to 
the  Virginia-Maryland  State  line  and 
extending  along  the  Virginia-Maryland 
State  line  to  the  Atlantic  Ocean.  The 
purprose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  Co..  Va.  and 
Lynchburg,  Va. 

No.  MC  61825  'Sub-No.  E867'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  PO  Box 
385.  Collinsville,  Va.  24078  Applicant's 
representative:  Harry  J.  Jordan.  1000 
Sixteenth   St..   NW..   Washiiagton.   D.C. 
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20036.  Authority  sought  to  opreate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Furniture 
parts,  material,  equipment  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bulk>.  from  points 
in  Illinois  on  and  west  of  a  line  beginning 
on  the  Wisconsin-Illinois  State  line,  and 
extending  along  U.S.  Highway  51  to 
junction  Illinois  Highway  16,  to  junction 
Illinois  Highway  32.  to  junction  Illinois 
Highway  33,  to  junction  Illinois  Highway 
130.  to  junction  US,  Highway  50  to  the 
Illinois-Indiana  State  line  and  to  points 
in  Virginia  on  and  bounded  by  a  line 
beginning  near  the  Virginia-West  Vir- 
ginia State  hne  and  extending  along  Vir- 
ginia Highway  18  to  junction  U.S.  High- 
way 60/220.  to  junction  U.S.  Highway 
220.  to  junction  U.S.  Highway  250,  to 
junction  Virginia  Highway  42,  to  junc- 
tion U.S.  Highway  33,  to  junction  Vir- 
ginia Highway  20,  to  junction  Virginia 
Highway  3,  to  junction  Virginia  Highway 
218  to  the  Potomac  River,  thence  south 
along  the  Potomac  River  to  junction  Vir- 
ginia Highway  203,  to  junction  Virginia 
Highway  3.  to  junction  U.S.  Highway  360. 
to  junction  Interstate  Highway  64,  to 
junction  U.S.  Highway  250.  to  the  Blue 
Ridge  Parkway,  to  junction  U.S.  High- 
way 460,  to  junction  Virginia  Highway 
419,  to  junction  Virginia  Highway  311  to 
the  point  of  beginning.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County,  Va.  and  Lynch- 
burg. Va. 

No.  MC  61825  'Sub-No.  E8681.  filed 
May  13.  1974.  AppUcant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Apphcant's  represent- 
ative: Hariw  J.  Jordan,  1000  Sixteentli 
St  NW.,  Washington.  DC.  2003G.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Furniture  parts, 
materials,  equipment  and  supplies  used 
in  the  manufacture  and  distribution  of 
new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk  1 .  from  points 
in  Tennessee  to  points  in  North  Carolina, 
on.  east  and  north  of  a  line  beginning  on 
the  Atlantic  Ocean  near  Jacksonville, 
N.C..  and  extending  along  the  Nev>-  River 
to  U.S.  Highway  258  to  junction  North 
Carolina  Highway  58.  to  junction  U.S. 
Highway  264.  to  junction  North  Carolina 
Highway  96  to  the  North  Carolina-Vir- 
ginia State  line.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  points  in 
Smyth  County,  Va..  and  Lynchburg.  Va. 

No.  MC  61825  (Sub-No.  E869'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
Imsville.  Va  24078.  Applicant's  represent- 
ative: Harry  J.  Jordan.  1000  Sixteenth 
St  NW..  Wasnington.  D.C.  20036.  Au- 
tliority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Furniture  parts, 
materials,  equipment,  and  supplies  used 
in  tJie  manufacture  and  distribution  of 
new  furniture  and  TumiLure  parts  'ex- 
cept commodities  in  bulki,  from  points 
in  Tennessee  on.  north  and  west  of  a  line 


beginning  on  the  Kentucky-Tennessee 
State  line  and  extending  along  U.S. 
Highway  231  to  junction  Tennessee 
Highway  99,  to  junction  Tennessee  High- 
way 20.  to  jimctlon  Tennessee  Highway 
100,  to  junction  Tennessee  Highway  18  to 
the  Tennessee-Mississippi  State  line,  to 
points  in  North  Carolina,  on,  east  and 
north  of  a  line  beginning  at  the  Atlantic 
Ocean  near  Wilmington,  N.C.,  and  ex- 
tending along  U.S.  Highway  421  to  junc-. 
tion  U.S.  Highway  401.  to  junction  North 
Carolina  Highway  55,  to  jimction  North 
Carolina  Highway  54,  to  junction  North 
Carolina  Highway  86  to  the  North  Caro- 
lina-Virginia State  line  and  points  lo- 
cated south  and  west  of  a  line  beginning 
on  the  Atlantic  Ocean  near  Jacksonville. 
N.C..  and  extending  along  the  New  River 
to  U.S.  Highway  258,  to  junction  North 
Carolina  Highway  58,  thence  to  junction 
U.S.  Highway  264,  to  junction  North 
Carolina  Highway  96  to  the  North  Caro- 
lina-Virginia State  line.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County.  Va..  and  Lynch- 
burg, Va. 

No.  MC  61825  <  Sub-No.  E870i,  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville.  Va.  24078.  Applicant's  repre- 
sentative: Harrj-  J.  Jordan,  1000  Six- 
teenth St.  NW.,  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  supplies 
used  in  the  manufacture  and  distribution 
of  new  fumitiu-e  and  furniture  parts 
except  commodities  in  bulk),  from 
points  in  Tennessee  to  points  in  Virginia 
on  and  east  of  a  line  beginning  on  the 
Virginia-West  Virginia  State  line  at  U.S. 
Highway  250  and  extending  east  along 
U.S.  Highway  250  to  junction  Virginia 
Highway  151.  thence  south  along  Vir- 
ginia Highway  151  to  junction  U.S.  High- 
way 29.  thence  south  along  U.S.  High- 
way 29  to  junction  Virginia  Highway  668. 
thence  southeast  along  Virginia  Highway 
668  to  junction  Virginia  Highway  603, 
thence  southeast  along  Virginia  High- 
way 603  to  junction  U.S.  Highway  501, 
thence  south  along  U.S.  Highway  501 
to  the  Virginia-Nortla  CaroUna  State 
line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  Smyth 
County.  Va.,  and  Lynchburg,  Va. 

No.  MC  61825  'Sub-No.  E871'.  filed 
Mav  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
linsville.  Va.  24078.  Applicant's  represent- 
ative: Harry  J.  Jordan.  1000  Sixteenth 
St.  NW.,  Washington,  D.C.  20036.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Construction  mate- 
rials, machinery,  mine  supplies,  glass- 
icarr.  paper  products:  and  hardvxire.  ex- 
cept commodities  in  bulk.  Class  A  and 
B  explosives,  and  commodities  requiring 
special  equipment,  '  A  >  between  points  in 
Butler  County.  Pa.,  within  50  miles  of 
Steubenville.  Ohio,  on  the  one  hand,  and, 
on  the  other,  points  in  South  Carolina; 
'B'   between  points  in  South  Carolina. 


on  the  (Hie  hand,  and,  on  the  other, 
points  In  Butler  County,  Pa.,  within  50 
miles  of  Steubenville.  Ohio.  The  purpose 
of  this  fUlng  is  to  eliminate  the  gateway 
of  (A)  points  In  Brooke  County.  W.Va., 
within  the  Steubenville,  Ohio,  Commer- 
cial zone,  and  Clarksburg,  W.Va..  and 
Lynchburg,  Va.,  and  (B>  Lynchburg,  Va.. 
and  Welrton,  W.  Va. 

No.  MC  61825  iSub-No.  E872 ' .  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Apphcant's  rep- 
resentative: Harry  J.  Jordan.  1000  Six- 
teenth St  NW..  Washington.  DC.  20036. 
Authority'  souglit  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  irreg- 
ular routes,  transporting:  Construction 
materials,  machinery,  mine  supplies, 
glassware,  paper  products,  and  hardware, 
except  commodities  in  bulk.  Class  A 
and  B  explosives,  and  commodities  re- 
quiring special  equipment.  'A)  between 
points  in  Beaver  County,  Pa.,  on  the 
one  hand,  and,  on  the  other,  points  in 
South  Carolina;  iBt  between  points  in 
South  Carolina,  on  the  one  hand,  and, 
on  the  other,  points  in  Beaver  County, 
Pa.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  (A)  points 
in  Brooke  County,  W.  Va.,  within  the 
Steubenville,  Ohio,  Commercial  Zone, 
Clai-ksburg,  W.  Va,  and  Lynchburg.  Va., 
and  (B)  Lynchburg,  Va..  and  Weirton, 
W.  Va. 

No.  MC  61825  'Sub-No.  E873',  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsviUe.  Va.  24078.  Applicant's  rep- 
resentative: Harry  J.  Jordan,  1000  Six- 
teenth St.  N.W.,  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  to7n- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Construc- 
tion materials,  machinery,  mine  supplies. 
glassware,  paper  products,  and  hardware. 
except  commodities  in  bulk.  Class  A  and 
B  explosives,  and  commodities  requiring 
special  equipment.  'A'  between  points 
in  Allegheny  County,  Pa.,  on  the  one 
hand.  and.  on  the  other,  points  in  South 
Carolina;  'B»  between  points  in  South 
Carolina,  on  the  one  hand,  and,  on  the 
other,  points  in  Allegheny  County.  Pa. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  (Ai  points  in  Brooke 
County,  W,  Va.,  within  the  Steuben- 
ville. Ohio.  Commercial  zone,  Clarks- 
burg. W.  Va.,  and  Lynchburg.  Va.,  and 
'B)  Lynchburjj,  Va..  and  Weirton. 
W.  Va. 

No.  MC  61825  'Sub-No.  E874'  fi'ed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P.O.  Box  385.  Col- 
linsvOle.  Va.  24078.  Applicant's  repre- 
.sentative:  Harry  J.  Jordan,  1000  Six- 
teenth St.  NW..  V/ashington.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  CoTistruction  ma- 
terials, machinery,  mine  supplies,  glass- 
ware, paper  products:  and  hardware,  ex- 
cept commodities  in  bulk.  Class  A  and  B 
explosives,  and  commodities  requiring 
special  equipment,  (A)  between  points  In 
Wetzel  County.  W.  Va  ,  within  50  miles  of 
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Steubenville,  Ohio,  on  the  one  hand,  and, 
on  the  other,  points  in  Berkeley,  Charles- 
ton, and  Georgetown  Counties.  S.C;  <B) 
between  points  in  Berkeley,  Charleston, 
and  Georgetown  Counties,  S.C.  on  the 
one  hand,  and,  on  the  other,  points  in 
Wetzel  County.  W.  Va.,  within  50  miles 
of  Steubenville.  Ohio.  The  purpose  of  this 
filing  is  to  eUminate  the  gateway  of  « A) 
points  in  Brooke  County,  W.  Va..  within 
the  Steubenville.  Ohio,  commercial  zone, 
Clarksburg,  W.  Va..  and  Lynchburg.  Va.. 
and  'B'  Lynchburg,  Va.,  and  Weirton, 
W.  Va. 

No  MC  61825  'Sub-No.  E875i.  filed 
Mav  13.  1974.  Applicant:  ROY  STONTE 
TRANSFER  CORP..  P.O.  Box  385.  Col- 
hnsville.  Va.  24078.  Applicant's  repre- 
sentative; Harry  J.  Jordan.  1000  Six- 
teenth St.  NW..  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Iron  and  steel 
articles  except  those  of  unusual  value, 
commodities  in  bulk.  Household  goods,  as 
defined  by  the  Comrrussioru  and  com- 
modities requiring  special  equipment,  (A) 
between  points  in  Marshall  County,  W. 
Va..  on  the  one  hand,  and,  on  the  other, 
points  in  Berkeley,  Charleston,  George- 
town, and  Horry  Counties,  S.C;  (B)  be- 
tween points  in  Berkeley,  Charleston, 
Georgetown,  and  Horry  Counties,  S.C,  on 
the  one  hand,  and,  on  the  other,  points  in 
Marshall  County.  W.  Va.  The  purpose  of 
this  filing  is  to  eliminate  the  gateways  of: 
( A»  Weirton.  W.  Va.,  Clarksburg,  W.  Va., 
and  Lynchbiug,  Va.,  and  iB)  Lynchburg, 
Va.,  and  Weirton,  W.  Va, 

No,  MC  61825  <  Sub-No.  E876'.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan,  1000  Six- 
teenth St.  NW.,"  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Iron  and  steel 
articles  (except  those  of  ususual  value, 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  and  those 
requiring  special  equipment),  'A*  be- 
tween points  in  Ohio  County,  W.  Va..  on 
the  one  hand,  and,  on  the  other,  points 
in  South  Carolina  except  Abbeville. 
Anderson.  Greenville,  Laurens,  Oconee, 
Pickens,  and  Spartanburg  Counties:  <B) 
between  points  in  South  Carolina,  except 
Abbeville,  Anderson,  Greenville,  Laurens, 
Oconee.  Pickens,  Spartanburg  Counties, 
on  the  one  hand,  and,  on  the  other,  points 
in  Ohio  County.  W.  Va.  The  purpose  of 
tliis  filing  is  to  eliminate  the  gateway  of: 
'A'  Weirton.  W.  Va..  Clarksburg,  W.  Va., 
and  Lynchburg,  Va.;  iB<  Lynchburg.  Va, 
and  'Weirton,  W.  Va. 

No.  MC  61825  <  Sub-No.  E877  > .  filed 
Mav  13.  1977.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
hnsville.  Va.  24078.  Applicants  repre- 
sentative: Harry  J.  Jordan.  1000  Six- 
teenth St.  NW..  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Iron  and  steel  prod- 
ucts 'except  those  of  imusual  value, 
household  goods,  as  defined  by  the  Com- 


mission, commodities  in  bulk,  and  those 
requiring  special  equipment),  cA)  be- 
tween points  in  Wetzel  County,  W.  Va.. 
within  50  miles  of  Steubenville,  Ohio,  on 
the  one  hand.  and.  on  the  other,  points 
in  Berkeley,  Charleston,  and  Georgetown 
Coimties,  S.C;  'B'  between  points  in 
Berkeley,  Charleston,  and  GeorgetowTi 
Coimties,  S.C,  on  the  one  hand,  and,  on 
the  other,  points  in  Wetzel  County.  W. 
Va.  The  purpose  of  this  fihng  is  to  elimi- 
nate the  gateways  of:  (A)  Weirton,  W. 
Va..  Clarksburg.  W.  Va..  and  Lj-nchburg, 
Va.;  (B>  L>Tichburg,  Va.,  and  Weirton, 
W.  Va. 

No,  MC  61825  (Sub-No.  E878).  fUed 
Mav  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P  O.  Box  385.  Col- 
lins\ille.  Va.  24078.  Applicants  repre- 
.sent.ative;  Harr>-  J.  Jordan.  1000  Six- 
teenth St,  NW..  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  cotti- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Furniture 
parts,  and  materials,  supplies,  and  equip- 
ment used  in  the  manufacture  and  dis- 
tribution of  new  furniture  and  furniture 
parts  ( except  commodities  in  bulk ' ,  from 
IX)ints  in  Kentucky  on  and  south  of  a 
line  beginning  on  the  West  Virginia - 
Kentucky  State  line  and  extending  along 
Kentucky  Highway  32  to  junction  US. 
Highway  27  to  the  Kentucky-Ohio  State 
line  to  points  in  Virginia  on  and  east  of 
a  line  beginning  on  the  Potomac  River 
and  extending  along  U.S.  Highway  29  to 
iunction  Virginia  Highway  28.  to  junc- 
tion U.S.  Highway  29.  to  junction  Vir- 
ginia Highway  668.  to  jimction  Virginia 
Highway  40.  to  junction  Virginia  High- 
way 603  to  junction  U.S.  Highway  501  to 
the  Virginia -North  Carolina  State  line. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Smyth  County.  Va..  and 
Lynchburg,  Va. 

No,  MC  61825  (Sub-No.  E879).  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Applicant's  repre- 
sentative: Harry  J.  Jordan,  1000  Six- 
teenth St.  NW.,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Furniture 
parts,  materials,  equipment,  and  sup- 
plies used  in  the  manufacture  and  dis- 
tribution of  new  furniture  and  furniture 
parts  'except  commodities  in  bulk), 
from  points  in  Kentucky  on  and  west 
of  a  line  beginning  at  the  Kentucky- 
Indiana  State  line  at  Kentucky  Highway 
79  and  extending  south  along  Kentucky 
Highway  79  to  junction  Kentucky  High- 
way 54,  thence  east  along  Kentucky 
Highway  54  to  junction  Kentucky  High- 
way 187.  thence  south  along  Kentucky 
Highway  187  to  junction  Kentucky  High- 
way 70.  thence  west  along  Kentucky 
Highway  70  to  junction  Kentucky  High- 
way 185.  thence  south  along  Kentucky 
Highway  185  to  junction  Kentucky  High- 
way 67.  thence  south  along  Kentucky 
Highway  67  to  junction  US  Highway 
31-W.  thence  south  along  US,  Highway 
31-W  to  the  Kentucky-Tennessee  State 
line  to  points  in  Virginia  on  and  north  of 
a  line  beginning  on  the  Virginia-North 


Carolina  State  line  at  US.  Highway  220 
and  extending  along  US  Highway  220 
to  junction  US  Highway  460,  thence 
east  along  US,  Highway  460  to  junction 
U.S.  Highway  29.  thence  south  along 
U.S.  Highway  29  to  junction  Virginia 
Highway  668.  thence  south  along  Vir- 
ginia Highway  668  to  junction  Virginia 
Highway  603,  thence  south  along  Vir- 
ginia Highway  603  to  junction  US. 
Highway  501.  thence  south  along  U.S. 
Highway  501  to  the  Virgmia-North  Car- 
olina StAte  line,  thence  west  along  the 
Virgmia-North  Carolina  State  line  to 
point  of  beginning  and  Henry  County, 
Va,  The  punx)6e  of  this  filing  is  to  elimi- 
nate the  gateway  of  Sm\ah  County,  Va.. 
and  Lynchburg.  Va, 

No.  MC  61825  (Sub-No.  E880).  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORP  PO  Box  385.  Col- 
Uns\ille.  Va.  24078.  Apphcant's  repre- 
sentative Harrs'  J  Jordan.  1000  Six- 
teenth St  NW  .  Wa,shington.  DC.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Furniture 
parts,  material';,  equipment,  and  sup- 
plies used  in  the  manufacture  and  dis- 
tribution of  new  furniture  and  furniture 
parts  (except  commodities  in  bulk), 
from  points  in  Kentucky  on  and  south 
of  a  line  beginning  on  the  West  Virginia- 
Kentucky  State  line  and  extending  along 
Kentucky  Highway  32  to  junction  Inter- 
state Highway  75,  to  jimction  Kentucky 
Highway  36,  to  junction  US  Highway 
127.  to  .iunction  Kentucky  Highway  227. 
to  junction  Kentucky  Highway  47  to  the 
Kentucky -Indiana  State  Ime,  to  points 
in  the  District  of  Columbia.  The  purpose 
of  thLs  filing  is  to  eliminate  the  gateway 
of  ix>ints  in  Smyth  County,  Va..  and 
Lynchburg,  Va. 

No,  MC  61825  'Sub-No,  E881  • .  filed 
May  13.  1974,  Applicant:  ROY  STONE 
TRANSFER  CORP..  PO  Box  385.  Col- 
linsville.  Va  24078,  Applicant's  repre- 
sentative: Harr\-  J.  Jordan,  1000  Six- 
teenth St,  NW,,  Washington,  DC  20036, 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes.  transportiiTg :  Furniture 
parts,  materials,  equipment,  and  sup- 
plies used  in  the  manufacture  and  dis- 
tribution of  new  furniture  and  furniture 
parts  'except  commodities  in  bulk), 
from  points  in  Kentucky  on  and  south 
of  a  line  beginning  at  the  Indiana-Ken- 
tucky State  line  and  extending  along 
US,  Highway  231  to  junction  US,  High- 
way 60.  to  junction  US,  Highway  31W, 
to  junction  US  Highway  62,  to  junction 
US  Highway  150,  to  junction  Kentucky 
Highway  52,  to  junction  Kentucky  High- 
way 30,  to  junction  US  Highway  460, 
to  "junction  Kentucky  Highway  40  to  the 
Kentucky-West  Virginia  State  line  to 
points  in  Maryland  on  and  east  of  a  line 
beginning  at  the  Virginia-Tennessee 
State  line,  and  extending  along  Inter- 
state Highway  81.  thence  along  Inter- 
state Highway  81  to  the  Virginia-Mary- 
land State  line.  The  purpose  of  this  fil- 
ing is  to  eliminate  the  gateway  of  points 
in  Smyth  County.  Va  .  and  Lynchburg. 
Va. 
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No.  MC  61823  (Sub-No.  E882).  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P  O.  Box  ,385.  Col- 
linsville,  Va.  24078.  Applicants  repre- 
sentative: Harry  J.  Jordan,  1000  Six- 
teenth St.  NW..  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irretrular 
routes,  transporting:  Furniture  parts, 
viaterials.  equipment,  and  supplies  used 
in  the  manufacture  and  distribution  of 
new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bulk*,  from  points 
in  Kentucky  on  and  west  of  a  line  begin- 
ning at  the  Kentucky-Indiana  State 
line  and  extending  along  Kentucky 
Highway  79  to  junction  Kentucky  High- 
way 54.  to  junction  Kentucky  Highway 
187.  to  junction  Kentucky  Highway  70. 
to  junction  Kentucky  Highway  185.  to 
junction  Kentucky  Highway  67,  to  junc- 
tion U.S.  Highway  31W  to  the  Kentucky- 
Tennessee  State  line  to  points  in  North 
Carolina,  on  and  east  of  a  line  begiiining 
at  the  Atlantic  Ocean  and  extending 
along  North  Carolina  Highway  211  to 
junction  U.S.  Highway  701,  to  junction 
North  Carolina  Highway  87  to  tlie  North 
Carolina-Virginia  State  line,  and  points 
on  and  west  of  a  line  beginning  at  the 
Atlantic  Ocean,  at  Bogue  Inlet,  and  ex- 
tending across  Bogue  Sound  to  North 
Carolina  Highway  58  to  junction  U.S. 
Highway  17,  to  jui:iction  Nortli  Carolina 
Highway  58  to  junction  U.S.  Highway 
2G4.  to  junction  North  Carolina  Highway 
96  to  the  North  Carolina-Virginia  State 
Ime.  The  purpose  of  this  filing  is  to  elimi- 
nate the  gateway  of  points  in  Smyth 
County,  Va.,  and  Ljnchburg,  Va. 

No.  MC  61825  'Sub-No.  £883'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
linsville.  Va.  24078.  Applicant's  repre- 
sentative: Harry  I.  Jordan,  1000  SLx- 
teenth  St.  NW.,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Furniture  parts, 
materials,  equipment,  and  supplies  used 
in  the  manufacture  and  distribution  of 
new  furniture  and  furniture  parts  'ex- 
cept commodities  in  bull:  > .  from  points 
in  Kentucky  to  points  in  North  Carolma 
on  and  east  and  north  of  a  line  begin- 
ning on  tiie  Atlantic  Ocean  at  Bogue  In- 
let and  extending  across  Bogue  Sound 
to  Nortli  Carolina  Highway  58,  to  junc- 
tion U.S.  Highway  17,  to  junction  North 
Carolina  Highway  58,  to  junction  U.S. 
Highway  264.  to  junction  North  Caro- 
lina Highway  96,  to  the  North  Carolina- 
Virginia  state  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County,  Va.,  and  Lynch- 
burg, Va. 

No  MC  61825  'Sub-No.  884),  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP.,  P.O.  Box  385.  Col- 
linsville.  Va.  24078.  Applicant's  repre- 
sentative: Harry  I.  Jordan,  1000  Six- 
teenth St.  NW  ,  Washington.  DC.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Furniture  parts, 
materials,  equipment,  and  supplies  used 
in  the  manufacture  and  distribution  of 


new  furniture  and  furniture  parts  (ex- 
cept commodities  in  bulk  > .  from  points 
in  Iiidiana  on  and  south  of  a  line  begin- 
ning at  the  Kentucky-Indiana  state  line 
and  extending  along  U.S.  Highway  460  to 
junction  U.S.  Highway  150,  to  junction 
U.S.  Highway  50  to  the  Indiana-Illinois 
stat«  line  to  points  in  Maryland  on  and 
east  and  south  of  a  line  beginning  at  the 
Maryland-Delaware  state  line  and  ex- 
tending along  Interstate  Highway  95  to 
the  Maryland-Virginia  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County,  Va., 
and  Lynchburg,  Va. 

No.  MC  61825  (Sub-No.  E885).  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORP..  P.O.  Box  385,  Col- 
linsville,  Va.  24078.  Applicant's  repre- 
sentative: Harry  I.  Jordan.  1000  Six- 
teenth St.  NW.,  Washington,  D.C.  20036. 
.\uthority  sought  to  operate  as  a  com- 
7non  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting :  New  furni- 
ture, (A)  between  points  in  Maryland 
on  and  south  and  west  of  a  line  begin- 
ni.ng  at  the  Maryland-Delaware  state 
line,  and  extending  southwest  along  In- 
terstate Highway  95  to  junction  Inter- 
state Highway  495,  thence  west  along 
Interstate  Highway  495  to  junction 
Maryland  Highway  193,  thence  north 
along  Maryland  Highway  193  to  junc- 
tion Maryland  Highway  586,  thence 
soutli  along  Maryland  Highway  586  to 
junction  Maryland  Highway  28,  thence 
west  along  Maryland  Highway  28  to 
junction  Maryland  Highway  107,  thence 
west  along  Maryland  Highway  107  to  the 
Mai-yland-Virginia  state  line  to  junction 
Maryland  Highway  34.  thence  along 
Maryland  Highway  34  to  junction  Mary- 
land Highway  65,  thence  north  along 
Maryland  Highway  65  to  junction  U.S. 
Highway  11.  thence  north  along  U.S. 
Highway  11  to  the  Maryland-Pennsyl- 
vania state  line,  thence  east  along  Perm- 
sylvania-Maryland  state  line  to  the 
Delaware-Maryland  state  line,  thence 
south  along  the  Marj'land-Delaware 
state  line  to  the  point  of  beginning,  on 
the  one  hand,  and  on  the  other,  points 
in  Arizona,  California,  Colorado,  Idaho, 
Montana,  Nebraska,  Nevada,  New  Mex- 
ico. North  Dakota,  Oregon,  South 
Dakota,  Utah,  Washington,  and  Wyo- 
ming on  and  west  of  a  line  beginning  at 
the  Mexico-New  Mexico-Texas  Interna- 
tional Boundary  line  near  El  Paso,  Tex., 
thence  east  and  north  along  the  New 
Mexico-Texas  state  line  to  the  New  Mex- 
ico-Oklahoma state  line,  thence  north 
along  the  New  Mexico-Oklahoma  state 
line  to  the  Colorado-Oklahoma  state  line, 
thence  east  along  the  Colorado-Okla- 
homa state  line  to  the  Colorado-Kansas 
state  line  thence  north  along  the  Colo- 
rado-Kansas state  line  to  the  Nebraska- 
Kansas  state  line,  thence  east  along  Ne- 
braska-Kansas state  line  to  junction  U.S. 
Highway  77. 

Thence  north  along  U.S.  Highway  77  to 
junction  Interstate  Highway  80,  thence 
west  along  Interstate  Highway  80  to 
.junction  Nebraska  Highway  14.  thence 
north  along  Nebraska  Highway  14  to 
junction  Nebraska  Highway  92,  thence 
west   along    Nebraska    Highway    92    to 


junction  U.S.  Highway  183.  thence  north 
along  U.S.  Highway  183  to  the  Nebraska- 
South  Dakota  state  hne.  thence  north 
along  U.S.  Highway  183  to  junction  In- 
terstate Highway  90.  thence  west  along 
Interstate  Highway  90  to  junction  U.S. 
Highway  83,  thence  north  along  U.S. 
Highway  83  to  the  South  Dakota -North 
Dakota  state  line,  thence  north  along 
U.S.  Highway  83  to  junction  North 
Dakota  Highway  14.  thence  north  along 
North  Dakota  Highway  14  to  junction 
North  Dakota  Highway  200,  thence  east 
along  North  Dakota  Highway  200  to 
junction  U.S.  Highway  281.  thence  north 
along  U.S.  Highway  281  to  junction  North 
Dakota  Highway  57,  thence  northeast 
along  North  Dakota  Highway  57  to 
junction  U.S.  Highway  2,  thence  east 
along  U.S.  Highway  2  to  junction  North 
Dakota  Highway  1,  thence  north  along 
North  Dakota  Highway  1  to  junction 
North  Dakota  Highway  5,  thence  east 
along  North  Dakota  Highway  5  to  the 
North  Dakota -Minnesota  state  line, 
thence  north  along  North  Dakota-Min- 
nesota state  line  to  the  Canadian-United 
States  International  Boundary  line.  <B) 
Between  points  in  Arizona,  California, 
Colorado,  Idaho,  Montana,  Nebraska, 
Nevada,  New  Mexico.  North  Dakota, 
Oregon.  South  Dakota.  Utah,  Washing- 
ton and  Wyoming  on  and  west  of  a  line 
beginning  at  the  Mexico-New  Mexico- 
Texas  International  Boundary  line  near 
El  Paso.  Tex.,  thence  east  and  nortli 
along  the  New  Mexico-Texas  state  line 
to  the  New  Mexico-Oklahoma  state  line, 
thence  north  along  the  New  Mexico- 
Oklahoma  state  line  to  the  Colorado- 
Oklahoma  state  line,  thence  east  along 
the  Colorado-Oklahoma  state  line  to  the 
Colorado-Kansas  state  line,  thence  north 
along  the  Colorado-Kansas  state  line  to 
the  Nebraska-Kansas  state  line,  thence 
east  along  Nebraska -Kansas  state  line 
to  junction  U.S.  Highway  77.  thence 
north  along  U.S.  Highway  77  to  junction 
Interstate  Highway  80.  thence  we.^t  along 
Interstate  Highway  80  to  junction  Ne- 
braska Highway  14,  thence  north  aloiig 
Nebraska  Highway  14  to  junction  Ne- 
braska Highway  92.  thence  west  along 
Nebraska  Highway  92  to  junction  U.S. 
Highway  183.  thence  north  along  U.S. 
Highway  183  to  the  Nebraska-South 
Dakota  state  line,  thence  north  along 
U.S.  Highway  183  to  junction  Interstate 
Highway  90. 

Thence  west  along  Interstate  Highway 
90  to  junction  U.S.  Highway  83.  thence 
north  along  U.S.  Highway  83  to  the  South 
Dakota-North  Dakota  state  line,  thence 
north  along  U.S.  Highway  83  to  junction 
North  Dakota  Highway  14.  thence 
north  along  North  Dakota  Highway  14  to 
junction  North  D.ikcrta  Highway  200. 
thence  east  along  North  Dakota  High- 
way 200  to  junction  U.S.  Highway  281, 
thence  north  along  U.S.  Highway  281  to 
junction  North  Dakota  Highway  57. 
thence  northeast  along  North  Dakota 
Highway  57  to  junction  US.  Highway  2. 
thence  east  along  US.  Highway  2  to 
junction  North  Dakota  Highway  1. 
thence  north  along  Nortli  Dakota  High- 
way 1  to  junction  Nortli  Dakota  High- 
way 5,  thence  east  along  North  Dakota 
Highway     5     to     the     North-Dakota - 
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Minnesota  state  line.  U»mce  north  along 
North  DakoU-MiiMiefioU  state  line  to 
the  Canadiaa-United  StaAes  Interna- 
tional Boundary  line,  on  the  one  hand, 

and.  on  the  other,  points  in  Maryland  on 
and  south  and  west  of  a  line  beginning 
at  the  Maryland -Dela»-are  state  line 
and  extending  southwest  along  Inter- 
state Highway  95  to  junction  Interstate 
Highway  495.  thence  west  along  Inter- 
state Highway  495  to  junction  Maryland 
Highway  193.  thence  north  along  Mary- 
land Highway  193  to  junction  Maryland 
Highway  586.  thence  south  along  Mary- 
land Highway  586  to  junction  Mar>'land 
Hiehway  28.  thence  west  along  Maryland 
Highway  28  to  junetion  Marjiand  High- 
way 107.  thence  west  along  Marj-land 
Highway  107  to  the  Maryland-Virginia 
state  line,  thence  west  along  Maryland- 
Virginia  state  line  to  junction  Maryland 
Highway  34.  thence  north  along  Mary- 
land Highway  34  to  junction  Maryland 
Highway  65.  thence  north  along  Mary- 
land Highway  65  to  junction  U.S.  High- 
way 11.  thence  north  along  U.S.  Highway 
11  to  the  Maryland-Pennsylvariia  state 
line,  thence  east  along  Pennsylvania- 
Maryland  salute  line  to  the  Delaware- 
Marjiand  state  hne.  thence  south  along 
the  Maryland -Delaware  state  line  to  the 
point  of  beginning.  The  jjurpose  of  this 
filing  1.^  to  eliminate  tlie  gateways  of 
L>-nchburg.  Va.  and  points  in  Smyth 
County.  Va. 

No.  MC  61825   (Sub. -No.  ER86'.  filed 
May  13.  1974.  Applicant:   ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.   Collins^ille.  Va.  24078.   Applicant's 
representative:    Harry    I.    Jordan,    1000 
Sixteenth    St    NW.,    Washington,    D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier  by  motor  veliicle.  over  ir- 
regular routes,  transporting:  New  furni- 
ture,   'Ai    between  poinLs  in  Maryland 
on  and  west  of  a  line  beginning  at  the 
Maryland-Virginia  state  line  at  Mary- 
land Highway  34.  and  cxtejiding  north 
along  Maryland  Highway  34  to  junction 
Maryland    Highway    65.    tlience    north 
along  Maryland  Highway  65  to  junction 
U.S.   Highway    11.    thence    north    along 
U.S.    Highway    11     to    tlie    Maryland - 
Pennsylvania  state  line,  on  Uie  one  hand, 
and.   on   the   other,   points   in   Arizona. 
California.    Colorado.    Idaho.    Montana. 
Nevada.    New    Mexico.    Oregon.    Utah, 
Washington  and  Wyoming  on  and  west 
of  a  line  beginning  at  the  Mexico-Texas- 
New  Mexico  International  Boundary  line 
near  El  Paso.  Tex.  and  extending  east 
and  north  along  the  New  Mexico-Texas 
state  line  to  the  New  Mexico-Oklahoma 
.■=tate  line,  thence  north  along  the  New 
Mexico-Oklahoma    state    line    to     the 
Colorado-Oklahoma    state    line,    thence 
east  along  the  Colorado-Oklahoma  state 
line  to  the  Colorado -Kansa-s  state  line, 
thence  north  along  the  Colorado-Kansas 
stnte  line  to  junction  Interstate  Highway 
70.  thence  west  alons:  Interstate  Highway 
70  to  junction  U.S.  Highway  385.  thence 
north  along  U.S.  Highway  385  to  junc- 
tion U.S.  Highway  56.  thence  west  along 
U.S.  Highway  36  to  junction  Colorado 
Highway  63,  thence  north  along  Colorado 
Highway  63  to  jimcttan  U^.  m^way  6. 
thenoe  north  along  U.S.  Highway  6  to 


junction  (Colorado  Higiiwajr  14,  thence 
west  along  Colorado  Hjgiiway  14  to  iunc- 

tk>n  U.S.  Highway  85.  thenoe  north  aiong 
U£-  Highway  65  to  ti»e  Ooaorado- 
Wyommg  stjate  line,  tiiaice  north  al<xis 
\JS.  Highway  85  to  junction  Interstate 

Highway  80. 

Thence  west  along  Interstate  High- 
way 80  to  junction  U.S.  Highway  287. 
tiience   northwest  along   U.S.   Highwai- 
287  to  junction  Wyoming  Highway  7&fl. 
thence  north  along  Wyoming  Highway 
789  to  junction  U.S  Highway  16,  thence 
northeast    along    U.S.    Highway    16    to 
iunction  US.  Hiehway  87.  thence  north 
along  US  Highway  87  to  the  Wyomuig- 
Montana  state  line,  thence  north  along 
U.S.  Highway  87  to  junction  Montana 
Highway  47.  thence  north  along  Mon- 
tana Highway  47  to  junction  U.S.  High- 
way 10.  thence  east  along  U.S.  Highway 
10    to    junction    unnumbered    Highway 
near  Myers.  Mont  .  thence  north  along 
the  unnumbered  Highway  through  In- 
gomar.     Mont  .     to    junction     McMitana 
Highway  200  near  Sand  Spring:?.  Mont  . 
thence  east  along  Montana  Highway  206 
to  junction  Montana  Highway  24.  thenec 
north    alone   Moiitana    Hiehway    24    to 
junction  Montana  Highway  247.  thence 
north   along  Montana   Highway   247   to 
the    C:anadian- United    States    Interna- 
tional   Boundary    Liner-;     'B'     Between 
points  in  Ari7ona.  Cahfornia.  Colorado, 
Idaho.  Montana,  Nevada.  New   Mexico. 
Oregon.    Utah.    Washington   and    Wyo- 
ming on  and  west  of  a  line  beginning 
at  the  Meiico-Texas-New  Mexico  Inter- 
national Boundary  line  near   El   Paso. 
Tex.,  and  extending  east  and  north  along 
the  New  Mexico-Texas  state  Une  to  the 
New  Mexico-Oklahoma  state  line,  thence 
north  along  the  New  Mexico-Oklahoma 
state    line    to    the    Colorado-Oklahoma 
state  line,  thence  east  along  the  Colo- 
rado-Oklahoma state  line  to  the  Colo- 
rado-Kansas  state   line,    thence    north 
along    Colorado-Kansas    state    hne    to 
junction  Interstate  Highway  70    thence 
west   along    Interstate    Highway    70    to 
iunction  U.S.  Highway  385.  thence  north 
along  US.  Highway  3fi5  to  junction  U.S. 
Highway    36     thence    west    along    U.S. 
Highway  36  to  junction  Colorado  High- 
way   63.    thence   north    along   Colorado 
Highway  63  to  junction  U.S.  Highway  6. 
thence  north  along  U.S.  Highway  6  to 
junction  Colorado   Higliway    14.   thence 
west  along  Colorado  Highway  14  to  junc- 
tion US.  Highway  85,  thence  north  along 
U.S.  Highway  85  to  the  Colorado-Wyo- 
ming state  line,  thence  north  along  U.S. 
Highway  85  to  junction  Interstate  High- 
way   80,   thence   west   along   Interstate 
Highway  80  to  junction  VS.  Highway 
287. 

Thence  northwest  along  US  Highway 
287  to  junction  Wyoming  Highway  789. 
thence  north  along  Wyoming  Highway 
789  to  junction  US  Highway  16.  thence 
northeast  along  U.S.  Highway  16  to 
junction  U.S.  Highway  87.  thence  north 
along  U.S.  Highway  87  to  the  Wyoming- 
Montana  state  Une.  thence  north  along 
U.S.  Highway  87  to  junction  Montana 
Highway  47.  thence  north  along  Mon- 
tana Highway  47  to  junction  US.  High- 
way 10.  thence  east  along  U.S   Highway 


10    to    junction    unnumbered    highway 
near  Myers.  Mont.,  thence  north  along 
unnumbered  highway  through  Ingomar, 
Mont.,   to   junction   Montana   Highway 
200.  near  Sand  Springs.  Mont.,   thence 
east    along    Montana    Highway    200    to 
junction  Montana  Highway  24,  thence 
north    along   Montana    Highway    24    to 
iunction  Montana  Highway  247,  thence 
north  along   Montana  Highway   247  to 
the    Canadian-United    States    Interna- 
tional Boundary  line,  on  the  one  hand, 
and.  on  the  other,  points  in  Maryland 
on  and  west  of  a  line  beginning  at  the 
Maryland -Virginia  state  line  at  Mary- 
land Hi.ghway  34.  and  extending  north 
along  Maryland  Highway  34  to  junction 
Maryland    Highway    65,    thence    north 
along  Marj'land  Hlgh'way  65  to  junction 
U.S    Highway    11.   thence   north   along 
US.  Highway  11  to  the  Mary  land -Penn- 
sylvania state  line.  The  purpose  of  this 
fiung   is   to   eliminate  the  gateways   of 
Lynchburg.    Va.    and    points    m    Smyth 
County,  Va. 

No.  MC  107107  I  Sub-No.  E43)  (Partial 
con-ection*.  filed  April  25.  1977.  pub- 
liahed  in  tlie  Federal  Register  issues 
of  September  19.  1975  and  October  30, 
1975.  and  republislied.  as  corrected,  this 
issue  Applicant:  ALTERMAN  TRANS- 
PORT LINES.  INC..  12805  NW.  42d 
.^vp  P  O  Box  425.  Opa-Locka.  Fla. 
33054  Applicant's  representath-e •  Pord 
W^  Sewell  'same  address  as  applicant^. 
.^uthority  sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  o\'er  ir- 
rejular  routes,  transporting:  Frozen 
foods.  1 1  ^  from  points  In  Alabama  on 
.ind  south  of  a  line  beginning  at  the 
.Mabama -Georgia  state  line  and  extend- 
ing along  U.S.  Highway  84  to  junction 
Interstate  Highway  65.  thence  along  In- 
terstate Highway  65  to  Mobile.  Ala.,  and 
those  in  Baldwin  and  Mobile  Counties, 
Ala.,  to  points  in  Arkansas,  Kentucky, 
Maryland.  Tennessee  and  those  In  Lou- 
isiana on  and  west  of  US.  Highway  167. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Florida. 

NoTF..— Tlie  purpose  of  this  partial  correc- 
tion is  to  state  the  correct  territorial  de- 
scription. The  remainder  of  this  letter- 
notice  remains  as  previously  published. 

No  MC  111401  <Sub-No.  E4t  'Partial 
coiTectiom.  filed  May^  12.  1974.  pub- 
lished in  the  Federal  Register  issue  of 
July  24,  1974.  and  republished,  as  cor- 
rected, this  i.ssue.  Applicant:  GROEN- 
DYKE  TRANSPORT.  INC..  P.O.  Box 
G32.  Enid.  Okla,  73701  Applicant's  rep- 
resentative: Victor  R,  Comstock  'same 
addrc^  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Petroleum  products,  in  bulk,  in  tank 
veliicles.  '2)  from  points  in  that  part 
of  Colorado  on  and  east  of  Colorado 
Highway  71  and  on  and  north  of  U.S. 
Highway  24.  to  points  In  that  part  of 
McKinley  County,  N.  Mex.,  on  and  north 
of  U.S.  Highway  66.  and  on  and  west 
of  U.S.  666.  The  purpose  of  this  filing 
IS  to  eluninatc  the  gateway  of  point* 
in  that  part  of  Texas  on  and  north  of 
U.S    Highway  66. 


«DERAl   tEOISTER,    VOL    42,    NO.    110 — WiDNtSOAf,    iUHt    8,    1977 


2y;J72 


NOTICES 


Note— The  piirpcw^e  of  this  partial  correc- 
tion is. to  Stat*  the  correct  territorial  de- 
Bcrlptlon.  The  remainder  of  this  letter- 
notice  remains  as  previously  published. 

■  No.  MC  113855  < Sub-No.  E418»  'par- 
tial correctioni.  filed  July  6.  1976.  pub- 
lished in  the  Federal  Register  is.sue  of 
May  4.  1977.  and  republished,  as  cor- 
rected, this  issue.  Appbcant:  INTERNA- 
TIONAL TRANSPORT.  INC..  2450  Mar- 
ion Rd.  SE  ,  Rochester,  Minn.  55901. 
Applicant's  representative:  Michael  E, 
Miller.  502  First  Natl  Bank  Bide  .  Fargo. 
N.  Dak.  58102.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing; Metal  and  metal  articles  'd>  be- 
tween points  in  Wyoming  i  except  points 
in  Goshen.  Platte,  Laramie,  Albany,  and 
Carbon  Counties' .  on  the  one  hand,  and, 
on  the  other,  points  in  and  east  of  Cas- 
well, Alamance,  Orange,  Wake.  Johnson. 
Sampson,  Pender.  and  Brunswick 
Counties,  North  Carolina. 

Note — The  purpose  of  this  partial  correc- 
tion Is  to  state  the  correct  territorial  de- 
scription in  Part  (d)  above.  The  remainder 
of  the  letter-notice  remains  ad  previously 
published. 

No,  MC  113855  'Sub-No.  E438 ' ,  'par- 
tial correction' ,  filed  July  19,  1976,  pub- 
lished in  the  Federal  Register  Issue  of 
May  4.  1977.  and  republished,  as  cor- 
rected, this  issue.  Applicant:  INTERNA- 
TIONAL TRANSPORT,  INC.,  2450  Mar- 
lon Rd.  SE ,  Rochester.  Minn,  55901. 
Applicants  representative:  Michael  E, 
Miller.  502  First  Natl  Bank  Bld^r..  Fargo, 
N  Dak  58102.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Metal  and  metal  articles.  'C'lli 
Between  points  in  Idaho  *  except  Bene- 
wali.  Sho.-;hone.  Kastenal.  Bonner,  and 
Boundary  Counties,  on  the  one  hand, 
and,  on  the  other,  points  in  Nebraska 
I  Utah,  Montana,  or  Wyoming;  and 
points  in  South  Dakota  east  of  the  Mis- 
souri River'  V  The  purpose  of  this  filing 
Is  to  eliminate  the  gateways  indicated 
by  astert.=ks  above 

Note — The  purpo,>*e  of  this  partial  correc- 
tion Is  to  state  the  correct  portion  cxf  the 
paragraph  that  should  be  In  the  paren- 
thesis In  Part  (c)  (II), -The  remainder  of  this 
letter-notice  remains  as  previously  pub- 
lished. 

No.  MC  113855  'Sub-No.  E444'  'par- 
tial correction',  filed  July  19,  1976,  pub- 
lished in  the  Federal  Register  issue  of 
May  4,  1977,  and  republished  as  cor- 
rected, thLs  Lssue  Applicant  INTERNA- 
TIONAL TRANSPORT.  INC.,  2450 
Marion  Rd.  SE..  Rochester,  Minn.  55901. 
Applicant's  representative:  Michael  E. 
Miller,  502  First  Natl  Bank  Bldg..  Fargo. 
N  r>ak  58102  Authority  sought  tt)  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Metal  and  metal  articles.  '  A  "  4  >  between 
points  in  Kansas  on.  west  and  north 
of  a  line  beginning  at  tlie  Nebraska- 
Kansas  State  line  extending  alonii  U.S. 
Highway  281  to  junction  US.  High- 
way 56.  thence  along  U.S.  Highway  56  to 
junction  U.S.  Highway  183.  thence  along 
U.S.  Highway  183  to  junction  U.S.  High- 


way 54.  thence  along  U.S.  Highway  54  to 
the  Kansas-Oklahoma  State  line  (except 
points  described  in  1 3 )  above  i ,  on  the  one 
hand,  and,  on  the  other,  points  In  West 
Virginia  on  and  north  of  U.S.  Highway 
33  and  on  and  west  of  U,S.  Highway  250. 

Note. — The  purpose  of  this  partial  correc- 
tion is  to  state  the  correct  territorial 
description  in  Part  (A)  (4)  above.  The  re- 
mainder of  this  letter-notice  remains  as 
previously  publLshed. 

No.  MC  113855  (Sub-No.  E445) 
(partial  correction),  filed  July  19,  1976. 
published  in  the  Federal  Register  issue 
of  May  4,  1977,  and  republished,  as 
corrected,  this  issue.  Applicant:  INTER- 
NATIONAL TRANSPORT.  INC..  2450 
Marion  Rd..  SE..  Rochester.  Minn.  55901. 
Applicant's  representative:  Michael  E. 
Miller,  502  First  Nafl  Bank  Bldg..  Fargo, 
N.  Dak,  58102.  Authority  sought  to. 
operate  a.s  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Metal  and  metal  articles,  <■&>  be- 
tween points  Ln  Wisconsin,  on  the  one 
hand,  and,  on  the  other,  points  in 
Indiana,  Kentucky,  Ohio  and  Scranton, 
Reading,  Allentown,  Harrisburg,  Lan- 
caster, and  Hazleton,  Pa.,  and  mines  in 
that  part  of  Pennsylvania  south  and  west 
of  a  line  beginning  at  the  Pennsylvania- 
Ohio  State  line  and  extending  along  U.S. 
Highway  224  to  junction  U.S.  Highway 
422.  thence  along  U.S.  Highway  422  to 
jimction  U.S.  Highway  19  near  Rose 
Point.  Pa.,  thence  along  U.S.  Highway  19 
to  junction  unnumbered  highway  near 
Portersville,  Pa.,  thence  along  unnum- 
bered highway  via  Prospect,  Pa,,  to 
junction  U.S.  Highway  422.  thence  along 
U.S.  Highway  422  to  Ebensburg.  Pa., 
thence  along  U.S.  Highway  22  to  junc- 
tion U.S.  Highway  522,  thence  along  U.S. 
Highway  522  to  jimction  Pennsylvania 
Highway  641  'formerly  Pennsylvania 
Highway  433 » .  thence  along  Pennsyl- 
vania Highway  641  to  junction  Pennsyl- 
vania Highway  997,  thence  along 
Pennsylvania  Highway  997  to  the 
Pennsylvania-Maryland  State  line  in- 
cluding points  on  the  indicated  portions 
of  the  highways  specified.  The  purpose 
of  this  filing  Ls  to  eliminate  the  gateways 
of  Elgin.  111.,  on  (a)   •  •  • 

Note — The  purpose  of  this  partial  correc- 
tion Is  to  state  the  correct  territorial 
description  In  Part  (a).  The  remainder  of 
this  letter-notice  remains  as  previously  pub- 
lished. 

No.  MC  116014  'Sub-No.  E19',  filed 
June  15,  1975,  Applicant;  OLIVER 
TRUCKING  COMPANY.  INC..  P.O.  Box 
53,  Winchester.  Ky.  40391.  Applicant's 
representative:  Louis  J.  Amato.  P.O.  Box 
E.  Bowling  Green,  Ky,  42101.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Lumber  from  points  in 
■Virginia  to  points  in  Minnesota,  Wiscon- 
sin, Iowa,  IllinoLs,  Indiana,  and  points  In 
Missouri  on  and  North  of  a  line  begin- 
ning at  the  Illinois-Missouri  State  line, 
thence  along  U.S.  Highway  60  to  the 
Missouri-Oklahoma  State  line,  points  in 
Tennessee  on  and  west  of  the  line  be- 
ginning at  the  Kentucky-Tennessee 
State  line,  thence  along  Interstate  High- 


way 65  to  the  Tennessee-Alabama  State 
line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Winchester. 
Ky.,  and  Clark  County,  Ky. 

No.  MC  117574  (Sub-No.  El  15'.  'par- 
tial correction',  filed  January  20.  1976, 
published  in  the  Federal  Register  issue 
of  AprU  27,  1977.  and  republished  as 
corrected,  this  issue.  Applicant;  DAILY 
EXPRESS.  INC.  P.O.  Box  39.  Carlisle. 
Pa.  17013.  Applicant's  representative: 
William  A.  Chestnutt,  P.O.  Box  1166. 
Harrisburg.  Pa.  17108.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting; (1>  Commodities,  the  transpor- 
tation of  which  because  of  size  or  weight. 
require  the  use  of  special  equipment, 
and  related  inateriab^.  supplies,  and  parts 
of  such  commodities  when  their  trans- 
portation Is  incidental  thereto,  and.  '2) 
self-propelled  articles  each  weighing 
15,000  pounds  or  more  and  related  ma- 
chinery, tools,  parts  and  supplies  mov- 
ing in  connection  therewith,  restricted 
to  self-propelled  articles  transported  on 
trailers,  <  1 '  Between  points  in  Effingham 
and  Fayette  Counties,  111.,  on  the  one 
hand,  and.  on  the  other,  points  in  Penn- 
sylvania. West  Virginia.  Kentucky  on 
and  east  of  a  line  commencing  at  the 
Kentucky /Virginia  State  line,  thence 
along  Kentucky  Highway  160  to  its  junc- 
tion with  Kentucky  Highway  7.  thence 
along  Kentucky  Highway  7  to  its  junc- 
tion with  Kentucky  Highway  15,  thence 
along  Kentucky  Highway  15  to  its  junc- 
tion with  Kentucky  Highway  11,  thence 
along  Kentucky  Highway  11  to  its  junc- 
tion with  Kentucky  Highway  165,  thence 
along  Kentucky  Highway  165  to  its  junc- 
tion with  Kentucky  Highway  10,  thence 
along  Kentucky  Highway  10  to  the  Ken- 
tucky/Ohio State  line;  Michigan  on  and 
east  of  a  line  commencing  at  the  Mich- 
igan/Ohio State  line,  thence  along  Mich- 
igan Highway  127  to  its  junction  with 
U.S.  Highway  27.  thence  along  U.S. 
Highway  27  to  its  junction  with  Inter- 
state Highway  75,  thence  along  Inter- 
state Highway  75  to  Sault  Saint  Marie. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateways  in  (a)  through  (o'  above; 
Columbus,  Ohio  and  points  within  80 
miles  thereof. 

Note. — The  purpose  of  this  partial  cor- 
rection Is  to  correct  the  territorial  descrip- 
tion In  Part  (1)  above.  The  remainder  of 
this  lett«r-notlce  remains  as  previously 
published. 

No,  MC  117574  i Sub-No.  E116>  'par- 
tial correctioni,  filed  January  20,  1976. 
published  in  the  Federal  Register  issue 
of  April  27,  1977,  and  republished  as  cor- 
rected, this  issue.  Applicant;  DAILY  EX- 
PRESS. INC..  P.O.  Box  39.  Carlisle.  Pa. 
17013.  Applicant's  representative:  Wil- 
liam A.  Chestnutt.  P.O.  Box  1166.  Har- 
risburg. Pa.  17108.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (B)  Self-propelled  articles  each 
weighing  15,000  pounds  or  more  and 
related  machinery,  tools,  parts,  and  sup- 
plies moving  in  conection  therewith,  re- 
stricted to  self-propeUed  articles  trans- 
ported on  trailers:  (43^  between  points 
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in   Franklin    and   Williamson   Counties, 
m..  on  the  one  hand,  and,  on  the  other, 
points  in  Pennsylvania.  West  Virginia, 
and  Indiana  on  and  east  of  a  line  com- 
mencing at  the  Indiana 'Kentucky  State 
line   thence  along  Indiana  Highway  262 
to  its  junction  U.S.  Highway  50.  thence 
along  U.S.   Highway   30  to  its  junction 
with  U.S.  Highway  421.  thence  along  U.S. 
Highway  421  to  its  junction  with  Indiana 
Highway  3.  thence  along  Indiana  High- 
way 3  to  its  junction  U.S.  Highway  36. 
thence  along  U.S.  Highway  36  to  the  In- 
diana Ohio  State  line:  Kentucky  on  and 
east  of  a  hne  commencing  at  the  Ken- 
tucky'Virginia  State  line,  thence  along 
US    Highway  460  to  its  .lunction  with 
Kentucky   Highway    201,   thence   along 
Kentucky  Highway  201  to  its  junction 
with  Kentucky  Highway  32.  thence  along 
Kentucky   Highway    32    to   its    junction 
with  Kentucky  Highway  11.  thence  along 
Kentucky   Highway    11    to   its   junction 
with  Kentucky  Highway  24.  thence  along 
Kentucky   Highway   24   to   its   junction 
with  U.S.  Highway  62.  thence  along  U.S. 
Hishwav   62  to  its  junction  with  Ken- 
tucky Highway   19,  thence  along  Ken- 
tucky Highway  19  to  its  junction  with 
Kentucky  Highway  22.  thence  along  Ken- 
tucky Highway  22  to  its  junction  with 
U.S.    Highway    27,    thence    along    U.S. 
Highway  27  to  its  jimction  with  Ken- 
tucky     Highway      17.      thence      along 
Kentucky   Highway    17   to  its   junction 
with  Kentucky  Highway  14.  thence  along 
Kentucky    Highway    14    to    the    Indi- 
ana Kentucky  State  line:  Michigan  on 
nnd  east  of  a  line  commencing  at  the 
Michigan  Indiana   State  line,   and   ex- 
tending  along  U.S.   Highway   27  to  its 
iunction    with    Michigan    Highway  115. 
thence  along  Michigan  Highwsiy  115  to 
its  junction  with  Michigan  Highway  37, 
thence  along  Michigan  Highway  37  to 
Grand  Traverse  Bay. 

<  44  1  Between  points  in  Jackson,  Per- 
ry, and  Randolph  Counties.  111.,  on  the 
one  hand.  and.  on  the  other,  points  in 
Pennsylvania.  West  Virginia,  and  Indi- 
ana on  and  east  of  a  line  commencing  at 
the  Indiana  Ken tuckj-  State  line,  along 
Indiana  Highway  262  to  its  junction  with 
U.S.  Highway  50.  thence  along  U.S.  High- 
way 50  to  its  junction  with  U.S.  Highway 
421.  tliencc  along  U.S.  Highway  421  to  its 
junction  with  Indiana  Highway  3.  thence 
along  Indiana  Highway  3  to  its  junction 
with  U.S.  Highway  36.  thence  along  U.S. 
Highway  36  to  the  Indiana  Ohio  State 
line:  Kentucky  on  and  east  of  a  line 
commencing  at  the  Kentucky  Virginia 
Stale  line,  thence  along  U.S.  Highway 
23  to  its  junction  witli  Kentucky  High- 
way 201.  tlience  along  Kentucky  High- 
way 201  to  its  junction  witii  Kentucky 
Highway  32.  thence  along  Kentucky 
Hlgliway  32  to  its  junction  with  Ken- 
tucky Highway  201.  tlieiice  along  Ken- 
tucky' Highway  201  to  its  junction  with 
Kentucky  Highway  11,  thence  along 
Kentucky  Highway  11  to  its  junction 
with  Kentucky  Highway  24,  thence  along 
Kentucky  Highway  24  to  its  junction 
V.  ith  US.  Highway  62.  tlience  along  U  S. 
Highway  62  to  its  junction  with  Ken- 
tucky Highway  19.  thence  along  Ken- 
tucky- Highway  19  to  its  junction  with 


Kentuckv  Highway  22,  thence  along 
Kentucky  Highway  22  to  its  junction 
with  US  Highway  27,  thence  along  US. 
Highway  27  to  its  junction  with  Ken- 
tucky Highway  17.  thence  along  Ken- 
tucky Hishway  17  to  its  junction  with 
Kentucky-  Highway  14.  thence  along 
Kentucky  Highway  14  to  the  Indiana 
Kentucky  State  line;  Michigan  on  and 
east  of  a  line  commencing  at  the  Michi- 
gan Indiana  State  line,  tlience  along 
U.S.  Highway  27  to  its  junction  with 
Michican  Highway  115.  thence  along 
MichlEtan  Highway  115  to  its  junction 
with  Michiean  Highway  37.  thence  along 
Micliigan  Highway  37  to  Grand  Traverse 
Bay.  The  purpose  of  this  filing  Ls  to  elim- 
inate the  gateways  in  '  1 '  through  '46' : 
Columbus.  Ohio  and  points  within  80 
miles  thereof. 

Note.— The  purpose  of  this  partial  correc- 
tion Is  to  state  the  correct  territorial  descrip- 
tion In  Part  (43)  and  Part  (44).  The  re- 
mainder of  the  letter-notice  remain-s  as  pre- 
viously published. 

By  the  Commission. 

Robert  L.  Oswald, 

Secretary. 
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[Notice  No.  711 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPL»CATIONS 

Juke  6.  1977. 

The  following  are  notices  of  filing  of 
applications  for  temporary  authority 
under  Section  210a'a'  of  the  Interstate 
Commerce  Act  provided  for  under  the 
provisions  of  49  CFR  1131.3.  These  rules 
provide  that  an  original  and  six  '6) 
copies  of  protests  to  an  application  may 
be  filed  with  the  field  official  named  in 
the  Federal  Register  publication  no 
later  than  the  15th  calendar  day  after 
the  date  the  notice  of  the  filing  of  the 
application  is  published  in  the  Federal 
Register.  One  copy  of  the  protest  must 
be  served  on  the  applicant,  or  its  au- 
thorized representative,  if  any.  and  the 
protestant  must  certify  that  such  service 
has  been  made.  The  protest  must  iden- 
tify the  operating  authority  upon  which 
it  is  predicated.  s])ecifying  the  "MC" 
docket  and  "Sub"  number  and  quoting 
the  particular  portion  of  authority  upon 
which  It  relies.  Also,  the  protestant  shall 
specify  the  service  it  can  and  will  provide 
and  the  amount  and  tyiie  of  equipment  it 
will  make  available  for  use  In  connection 
with  the  service  contemplated  by  tlie  TA 
application.  The  weight  accorded  a  pro- 
test shall  be  governed  by  the  complete- 
ness and  pertinence  of  the  protestant's 
information. 

Except  as  oUierwise  .<;pei  finally 
noted,  each  applicant  states  that  there 
will  be  no  significant  effect  on  the  quality 
of  the  human  environment  resulting 
from  approval  of  its  application. 

A  copy  of  the  application  is  on  file,  and 
can  be  examined  at  the  Office  of  the  Sec- 
retary. Intei-state  Commerce  Commis- 
sion. Washington.  DC.  and  also  in  the 
ICC  Field  Office  to  which  protests  are  to 
be  transmitted. 


Motor  Carriers  of  Property 

No     MC    1184    'Sub-No.    24TA''.    filed 
May  2.  1977.  Applicant.  K  &  B  MOUNT- 
ING, INC.,  215C3  Mound  Road.  Warren. 
Mich   48091.  Applicant's  representative: 
Eugene  C.  Ewald.  100  West  Long  Lake 
Road,  Suite  102,  Bloomfield  Hills.  Mich. 
48013.  Authcuity  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
iiregular  routes,  transporting:  New  au- 
tomobiles, new  trucks  and  new  chassis. 
m  secondary  movements,  in  driveaway 
service,  from  railheads  at  South  Bend. 
Ind..  to  points  in  Indiana  restricted  to 
traffic  originating  at  tlie  plant  site  of 
Ford  Motor  Company  at  Lorsin,  Ohio. 
for  180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  Ship- 
per ts' ;    Ford   Motor   Company,   K.    R. 
Hammond,  Manager,  Vehicle  Transpor- 
tation   Department,    P.O.   Box    1529   B. 
Dearborn.  Mich.  48121.  Send  protests  to; 
James  A    August yn.  District  Supervisor. 
Interstate  Commerce  Commission.  Bu- 
reau   of     Operations.     1110     Broderlck 
Tower.    10    Witherell    Avenue,    E>etroit, 
Mich.  48226. 

No.  MC  22229  'Sub-No.  114TA1,  filed 
May  2.  1977.  Apphcant;  TERMINAL 
TRANSPORT  COMPANY.  INC..  248 
Chester  Avenue.  S.E.,  Atlanta.  Ga. 
30316.  Applicant's  representative;  Har- 
old H.  Clokey.  410  The  Equitable  Build- 
ing. Atlanta.  Ga.  30303.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting:  Paper  and  paper  products, 
from  Yulee.  Fla.,  to  points  in  Alabama, 
Georgia.  Illinois.  Indiana.  Kentucky  and 
Tennessee  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shlpperts' ;  Terminal  Paper  Bag 
Co..  Inc.  P.O.  Box  47,  Yulee.  Fla.  32097. 
Send  protests  to;  T  A  Sara  K.  Davis.  In- 
terstate Commerce  Commission.  1252  W. 
Peachtree  St.  N.W.,  Room  546,  Atlanta, 
Ga.  30309 

No  MC  107496  (Sub-No.  1082TA '.  filed 
May  11.  1977  Applicant;  RUAN  TRANS- 
PORT CORPORATION.  3200  Ruan 
Center.  666  Grand  Ave..  Des  Moines, 
Iowa  50309.  Applicant's  represenUtive : 
E.  Check  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular  routes,  transporting;  Liquid  fer- 
tilizer, in  bulk,  in  tank  veliicles.  from  the 
storage  and  termffial  facilities  of  Allied 
Chemical  Corporation  at  or  near  Durant, 
Iowa,  to  points  in  Arkansas,  111.  (except 
points  in  the  St.  Louis,  Mo.-East  St. 
Louis,  111.  Commercial  Zone'.  Iowa,  In- 
diana. Kansas,  Kentucky,  Minnesota, 
Missouri.  Nebraska,  South  Dakota,  Ten- 
nessee and  Wisconsin  for  180  days.  Sup- 
porting Shipper(s)  :  Allied  Chemical 
Corporation,  3000  Richmond  Avenue. 
Houston,  Tex.  77011.  Send  protests  to: 
Herbert  W.  Allen  District  Supervisor. 
Bureau  of  Operation.  Interstate  Com- 
merce Commission.  518  Federal  Building. 
Des  Moines,  Iowa  50309. 

No.  MC  110525  (Sub-No.  1192TA.  filled 
Ajul   29.    1977.   AppUcant;    CHEMICAL 
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LEAMAN  TANK  LINES,  INC  ,  520  East 
Lancaster  Avenue,  P  O.  Box  200.  Down- 
ingtowTi,  Pa  19335.  Applicants  repre- 
sentative: Thomas  J  O'Brien  (same  ad- 
dress as  applicant'.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  route.*;,  transport- 
ing: AnhydrouH  ammonia,  in  bulk,  in 
tank  vehicles,  from  the  plantsite  of 
Farmland  Industries.  Inc..  Farmland. 
La  ,  located  near  Pollock.  La  .  to  points 
and  places  m  Texas  located  east  of  U.S. 
Highway  281  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeing  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper  IS)  :  Farmland  Indus- 
tries, Inc  ,  33115  North  Oak  Traflicway, 
Kansas  City,  Mo  64116.  Send  protests  to: 
Monica  A.  Blodgett  Transportation  As- 
sistant. Interstate  Commerce  Commis- 
sion. 600  Arch  Street.  Room  3238.  Phila- 
delphia. Pa.   19106. 

No.  MC  112520  'Sub-No.  33.5TA)  (cor- 
rection', filed  March  2.  1977.  published 
In  the  Feder.al  Register  issue  of  March 
22,  1977.  and  republished  as  corrected 
this  issue  Applicant:  McKENZIE  TANK 
LINES,  INC  ,  PO.  Box  1200.  Tallahas- 
see. Fla.  32302  Applicant's  representa- 
tive: Sol  H.  Proctor.  1101  Blackstone 
Bldg.,  Jacksonville,  Fla.  32202.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  rout<;s, 
transporting:  Processed  clay  catalyst,  in 
bulk,  in  tank  vehicles,  from  Attapulgus. 
Ga  ,  to  Sugar  Creek.  Mo.,  and  Tulsa  and 
Ponca  City.  Okla  .  for  180  days  Support- 
ing shipper's  I  :  Engelhard  Minerals  & 
Chemicals.  Menlo  Park.  Edison,  N.J. 
08817  Send  protests  to:  G.  H  Fauss,  Jr., 
District  Supen'Lsor.  Bureau  of  Oper- 
ations. Interstate  Commerce  Commission. 
Box  35008.  400  W.  Bay  St  .  Jacksonville, 
Fla.  32202.  The  purpose  of  this  republi- 
cation is  to  correct  the  MC  No.  112520, 
Sub  335TA.  that  wa,s  published  as  MC 
142990TA 

No.  MC  115331  iSub-No  422TAi.  filed 
May  2.  1977.  Applicant:  TRUCK  TRANS- 
PORT, INCORPORATED.  29  Clayton 
HllLs  Lane.  St.  Louis.  Mo  63131.  Appli- 
cants representative:  J.  R.  FerrLs.  230 
St.  Clair  Avenue.  Ea.st  St.  Louis.  HI. 
62201.  Authority  sought  to  operate  as  a 
common  earner,  by  motor  vehicle  over 
irregular  routes,  transporting:  S'on-alco- 
holic  beverages,  in  containers,  and  ma- 
terials and  supplies  used  or  useful  In  the 
production,  distribution,  and  sale  of  non- 
alcoholic beverages  between  Warrenton, 
Mo.,  on  the  one  hand.  and.  on  the  other, 
points  in  Arkansas.  Illinois.  Indiana, 
Iowa,  Kansas.  Kentucky  and  Nebraska 
for  180  da.vs  Supporting  shippens'  : 
Warrenton  Products,  Inc..  P.O.  Box  "^eg, 
Warrenton.  Mo.  Send  protests  to:  Dis- 
trict Supervisor  J.  P.  Werthmann.  Inter- 
state Commerce  CommLssion.  Bureau  of 
Operations.  Room  1465.  210  N  12th 
Street.  St.  Louls.  Mo.  63101, 

No.  MC.  117686  <  Sub-No.  17,iT.\' ,  filed 
May  18.  1977  Applicant  HIRSCH- 
BACH  MOTOR  LINES,  INC  ,  5000  South 
Lewis  Blvd  .  P.O.  Box  417,  Sioux  City. 
Iowa  51102.  Applicant's  representative; 
George  L   Hirschbach  (.same  address  as 


applicant'.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting;  Meat, 
meat  products,  meat  by-products,  and 
articles  distributed  by  meat  packing- 
houses, as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  report  in  Descrip- 
tions in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766  (except  hides  and 
commodities  in  bulk' .  from  the  plantsite 
and  storage  facilities  in  Flavorland  In- 
dustries Inc.,  located  at  or  near  Denver. 
Colo.,  to  points  in  the  states  of  Arizona, 
Califonua,  Alabama,  Florida,  Georgia, 
Louisiana.  Mississippi,  North  Carolina, 
South  Carolina,  and  Tennessee  for  180 
days.  Supporting  shipper(s>  :  Richard  J. 
Loose,  Corporate  Traffic  Manager,  Fla- 
vorland Industries,  Inc.,  P.O.  Box  16345, 
Denver.  Colo.  80216.  Send  protests  to; 
Carroll  Russell  District  Supervisor.  In- 
terstate Commerce  Commission,  Suite 
620,  110  North  14th  Street,  Omaha,  Nebr 
68102. 

No.  MC  117686  i  Sub-No.  176TAi,  filed 
May  20.  1977.  Applicant:  HIRSCHBACH 
MOTOR  LINES,  INC.,  5000  South  Lewis 
Blvd..  P.O.  Box  417,  Sioux  City.  Iowa 
51102.  Applicant's  representative:  George 
L.  Hirschbach  (same  address  as  appli- 
cant > .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Ceramic 
tile,  artificial  turf,  neoprene  foam  pad- 
ding, floor  coverings,  and  materials  and 
supplies  used  in  the  installation,  manu- 
facture, packaging,  distribution  and  sale 
of  ceramic  tile,  artificial  turf,  neoprene 
foam  padding,  floor  coverings,  when 
moving  in  mixed  shipments  therewith, 
'1'  from  Chattanooga,  Tenn.  (2»  to 
points  In  Georgia  north  of  Interstate  I 
No.  20  to  Atlanta,  and  thence  north 
of  Interstate  I  No.  85  and  (3)  Topeka, 
Kans.,  and  Lincoln,  Nebr..  restricted  to 
trafific  destined  to  the  plantsite  and  stor- 
age facilities  of  Cla-Mar,  Inc.,  at  or  near 
the  above  named  destination  points, 
under  a  continuing  contract  with  Cla- 
Mar.  Inc.  for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to  90 
days  of  operating  authority.  Supporting 
shipper  IS  I  :  Wm.  J.  McNelve  President, 
Cla-Mar.  Inc.  713  East  8th  Street,  P.O. 
Box  1797.  Topeka,  Kans.  66601.  Send 
protests  to:  Carroll  Russell  District 
Supervisor.  Interstate  Commerce  Com- 
mission. Suite  620,  110  North  14th  St.. 
Omaha.  Nebr.  68102. 

No.  MC  118142  (Sub-No.  151TA).  filed 
May  13.  1977.  Applicant:  M  BRUENGER 
&  CO  .  INC  ,  6250  North  Broadway,  Wi- 
chita. Kans.  67219.  Applicant's  repre- 
sentative: Lester  C.  Arvin.  814  Century 
Plaza  Building.  Wichita,  Kans.  67202.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Frozen  meat  prod- 
ucts ( frozen  boxed  beef ' ,  from  the  plant- 
site  of  Del  Pero  Mondon  Meat  Company, 
at  or  near  Marysville,  Calif.,  to:  (a)  Des 
Moines,  Iowa,  Indianapolis,  Ind.,  while 
moving  in  the  same  vehicle  with  ship- 
ments to  Chicago,  lU.,  and  (b)  to  Chi- 
cago, 111.,  while  moving  in  the  same  ve- 
hicle with  shipments  to  Sandusky,  Piqua, 
and  Columbus,  Ohio,  for  180  days.  Sup- 


porting shipper (s) :  Del  Pero  Mondon 
Meat  Company,  1109  Chestnut,  Marys- 
vUle,  Calif.  95901.  Send  protests  to;  M.  E. 
Taylor,  District  Supervisor.  Interstate 
Commerce  Commission.  101  Litwin 
Building,  Wichita,  Kans.  67202. 

No.  MC  119934  'Sub-No.  217TA'.  filed 
AprU  26.  1977.  Applicant:  ECOFF 
TRUCKING.  INC  ,  625  East  Broadway. 
FortviUe,  Ind.  46040.  Applicants  repre- 
sentative: Robert  W.  Loser  II.  1009 
Chamber  of  Commerce  Bldg.,  Indian- 
apolis, Ind.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Molasses,  edible,  in  bulk,  in  tank  vehicles, 
from  Edgard,  La.,  to  Pittsburgh,  Pa  . 
Fair  Lawn.  N.J.:  and  Denver.  Colo.,  for 
180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per(s)  ;  Caire  &  Graugnard,  P.O.  Box  7. 
Edgard.  La.  70049.  Send  protests  to:  Con- 
nie Lepak,  Interstate  Commerce  Com- 
mission, Federal  Bldg.  and  U.S.  Court- 
house, 46  East  Ohio  Street.  Room  429 
Indianapolis.  Ind.  46204 

No.  MC  123405  (Sub-No.  51TA'.  filed 
April  26.  1977.  Applicant:  FOOD 
TRANSPORT.  INC.,  R.D.  No.  1,  Thomas- 
ville.  Pa.  17364.  Applicant's  representa- 
tive :  Christian  'V.  Graf.  407  North  Front 
Street,  Harrisburg,  Pa.  17101.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  products,  i ex- 
cept petro-chemicals)  in  containers. 
from  New  Kensington,  Pa.,  to  points  in 
Florida  and  Georgia  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shippens':  Quaker 
State  Oil  Refining  Corporation.  Oil  City 
Pa.  Send  protests  to:  Robert  P.  Amerine 
District  Supervisor,  Bureau  of  Opera- 
tions, Interstate  Commerce  Commission 
278  Federal  Bldg.,  P  O  Box  869.  Harris- 
burg, Pa.  17108. 

No.  MC  123872  (Sub-No.  69TA',  filed 
May  2,  1977.  Applicant:  W  &  L  MOTOR 
LINES,  INC.,  P.O.  Box  2607,  State  Road 
1148,  Hickory,  N.C.  28601.  Applicant's 
representative;  Allen  E.  Bowman,  P.O. 
Box  2607,  Hickory,  N.C.  28601.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Candy  and  confectionery 
and  adi^ertising  and  promotional  ma- 
terials, when  moving  in  the  same  vehicle. 
and  at  the  same  time  with  the  aforemen- 
tioned commodities  (except  commodities 
in  bulk),  from  Centralia,  111.,  to  points 
in  'Virginia.  West  Virginia.  North  Caro- 
lina. South  Carolina,  Georgia  on  and 
north  of  U.S  Highway  80.  and  Tennessee 
on  and  east  of  U.S.  Highway  27  for  180 
days.  Supporting  shipper's'  ;  Hollywood 
Brands,  A  Consolidated  Foods  Company, 
836  South  Chestnut,  Centralia,  111.  Send 
protests  to:  District  Supervisor  Terrell 
Price,  800  Briar  Creek  Road,  Room 
CC516,  Mart  OflQce  Building.  Charlotte. 
N.C.  28205. 

No,  MC  128161  (Sub-No.  2TA),  filed 
May  11.  1977.  Applicant:  ECOFF 
TRUCKING.  mC  ,  625  East  Broadway. 
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FortviUe.  Ind.  46040.  Applicant's  repre- 
sentative; Robert  W.  Loser  H,  1009 
Chamber  of  Commerce  Bldg.,  Indian- 
apolis, Ind.  46204.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  trans- 
porting: Sulfuric  acid,  in  bulk,  in  tank 
vehicles,  (1)  from  Cairo,  Ohio,  to  Cabin 
Creek.  Glasgow.  New  Haven  and  St.  Al- 
bans. W.  'Va.;  and  Cleveland,  and  Glen 
Lyn,  Va.:  1 2 '  from  Toledo,  Ohio  to  Louis- 
ville. Ky.:  Cabin  Creek,  Glasgow,  New- 
Haven.  St.  Albans.  W.  Va.;  Cleveland, 
and  Glen  Lyn.  Va.,  for  180  days.  Support- 
ing shipper's'  :  Coulton  Chemical  Cor- 
poration. 6600  Sylvania  Avenue.  Syl- 
vania.  Ohio  45360.  Send  protests  to: 
William  S.  Ennis,  Interstate  Commerce 
Commission,  Federal  Bldg.  and  U.S. 
Courthouse,  46  East  Ohio  Street,  Room 
439,  Indianapolis.  Ind.  46204. 

No.  MC  134467  (Sub-No.  18TA',  filed 
May  19.  1977.  Applicant:  POLAR  EX- 
PRESS, INC.,  P.O.  Box  845,  Springdale, 
Ark.  72764.  Applicant's  representative; 
Charles  M.  Williams,  Kimball  and  Wil- 
liams, 350  Capitol  Life  Center,  1600  Sher- 
man Street,  Denver,  Colo.  80203.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Packaged  petro- 
leum products,  except  in  bulk,  from  the 
facilities  of  Industrial  Terminal  Systems. 
Inc.,  at  or  near  New  Kensington,  Pa.,  to 
Memphis,  Term.,  and  its  commercial 
zone,  and  points  in  Arkansas,  Oklahoma, 
Louisiana.  Texas  and  Mississippi  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's' ;  Quaker  State  Oil  Refining  Cor- 
poration. Box  989.  OU  City,  Pa.  16301. 
Send  protests  to;  District  Supervisor 
Wilham  H.  Land,  Jr.  3108  Federal  Office 
Building,  700  West  Capitol,  Little  Rock, 
Ark.  72201. 

No.  MC  135082  iSub-No.  47TA ' .  filed 
May  19,  1977.  Applicant:  BURSCH 
TRUCKING.  INC.,  d.b.a.  Roadrmmer 
Trucking,  Inc.,  P.O.  Box  26748,  415  Ran- 
kin Road  NE.,  Albuquerque,  N.  Mex. 
87125.  Applicant's  representative:  D.  F. 
Jones.  Bursch  Trucking,  Inc..  d.b.a. 
Roadrunner  Trucking,  Inc.,  P.O.  Box 
26748,  415  Rankin  Road  NE..  Albuquer- 
que, N.  Mex.  87125.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Lumber,  lumber  products,  and  wood 
products.  '  1 '  between  points  in  Arizona. 
Colorado,  and  New  Mexico.  (2'  from 
points  in  Arizona,  Colorado,  and  New 
Mexico  to  points  in  Kansas,  Oklahoma, 
Texas,  Missouri,  Arkansas,  and  Louisi- 
ana, restricted  to  service  for  Sagebrush 
Sales  Company  for  180  days.  Applicant 
has  also  filed  an  underlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shipper's'  :  Darrell  W.  Ham- 
mons  District  Supervisor,  Interstate 
Commerce  Commission.  Bureau  of  Op- 
erations, 1106  Federal  Office  Building.  517 
Gold  Avenue  SW..  Albuquerque.  N.  Mex. 
87101. 

No.  MC  136371  (Sub-No.  23TA>.  filed 
May  10,  1977.  Applicant;  CONCORD 
TRUCKING  CO.,  INC..  1  Scout  Avenue, 
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South  Kearny.  N.J,  07032.  Applicant's 
representative:  Mr.  George  A.  Olsen,  69 
Tonnele  Avenue.  Jersey  City,  N.J.  07306, 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Such  commodities 
as  are  dealt  in  or  used  by  discount  de- 
partment stores,  between  the  facilities  of 
Lady  Rose  Division,  Westbury,  N.Y..  on 
the  one  hand.  and.  on  the  other,  Elwood 
Kokomo.  Des  Moines.  Sioux  City.  Iowa; 
Detroit.  Essexville.  Midland.  Saginaw, 
Mich.;  Pompton  Plains.  Rockaway.  N.J., 
under  a  continuing  contract  or  contracts 
with  Lady  Rose  Division,  Westbury.  N.Y. 
for  180  days.  Supporting  shippens': 
Ladv  Hose  Division.  725  Summa  Avenue. 
Westburv.  N.Y.  11590.  Send  protests  to: 
Robert  E.  Johnston.  District  Supervisor. 
Interstate  Commerce  Commission.  9  Clin- 
ton  Street,  Newark,  N.J.  07102. 

No.  MC  138104  'Sub-No.  40TAi.  filed 
May  2. 1977.  Applicant;  MOORE  TRANS- 
PORTATION CO  .  INC..  3509  N.  Grove 
Street,  Fort  Worth.  Tex.  76106.  Appli- 
cant's representative:  Bernard  H.  En- 
gU.sh,  6270  Firth  Road.  Forth  Worth.  Tex. 
76116.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Clay,  in 
bulk,  in  dump  vehicles,  from  points  in 
Saline  and  Pulaski  Counties.  Ark  .  to 
points  in  Ellis  County.  Tex.,  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper's'  :  Texas 
Industries,  Inc.,  P.O.  Box  400.  Arling- 
ton, Tex.  76010.  Send  protests  to:  Robert 
J.  Kirspel.  District  Supervisor.  Room 
9A27  Federal  BuUding.  819  Taylor  Street. 
Forth  Worth,  Tex.  76102. 

No.  MC  138676  'Sub-No.  4TA'.  filed 
May  3,  1977.  Applicant;  O-J  TRANS- 
PORT CO.,  2739  Sturtevant.  Detroit, 
Mich.  48206.  Applicants  representative: 
Robert  E.  McFarland.  McFarland.  Stone- 
man  &  Singer,  999  West  Big  Beaver 
Road,  Suite  1002,  Troy,  Mich.  48084.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Malt  beverages, 
from  Detroit,  Mich.,  to  Hammond.  Ind.; 
and  Lansing,  BerwTn,  Geneva,  111.;  with 
empty  containers  on  return  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shippens'  :  Stroh 
Brewery  Company.  Norbert  J.  Lewan- 
dowski.  Manager  Director.  Purchasing 
and  Transportation.  909  E.  Elizabeth 
Street,  Detroit,  Mich.  48226.  Send  pro- 
tests to:  James  A.  Augustyn  District  Su- 
pervisor. Interstate  Commerce  Commis- 
sion. Bureau  of  Operations.  1110  Broder- 
ick  Tower.  10  Witherell  Avenue,  Detroit, 
Mich.  48226. 

No.  MC  139116  iSub-No.  2TAi.  filed 
May  2.  1977.  Apphcant;  R.  W.  STEELE, 
d.b.a.  R.  W.  Steele  Trucking  Co  .  320 
Heaslet  Street,  Clovis,  N.  Mex.  88101. 
Applicant's  representative;  Hugh  T. 
Matthews.  Brooks  &  Matthews.  2340 
Fidelity  Union  Tower,  Dallas.  Tex.  75201. 
Authoritj-  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Self-pro- 
pelled irrigation  systems  and  parts  for 
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self -propelled  irrigation  systems  'except 
comjmodities  which  require  the  use  of 
special  equipment,  plastic  pipe  and  plas- 
tic tubing  ' .  from  Fillmore  County.  Nebr.. 
to  Port  of  Houston,  Houston,  Tex.,  for 
export  for  180  days.  Supporting  ship- 
per's': Willis  Kettelhut,  President. 
Reinke  Manufacturing  Co.,  Inc  ,  Desh- 
ler.  Nebr.  68340.  Send  protests  to:  Dar- 
rell W  Hammons.  District  Supervisor. 
Interstate  Commerce  Commission.  Bu- 
reau ol  OiJerations,  1106  Federal  OfBce 
Building.  517  Gold  Avenue  SW.,  Al- 
buquerque. N.  Mex.  87101. 

No.  MC  139274  i  Sub-No.  2TAi.  filed 
Mav  10.  1977.  Applicaiit:  THE  DANIEL 
COJ.IPANY  OF  SPRINGFIELD,  491 
East  Kearney.  Springfield.  Mo.  65800. 
Applicants  representative;  Turner 
White  or  Bruce  McCurry,  910  Plaza  Tow- 
ers, Springfield,  Mo.  65804.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transf>oriing ;  Commodities  distributed 
and  manufactured  by  The  R.  T  French 
Co.,  and  materials,  supplies,  and  eguip- 
ment  used  in  the  manufacturing,  pack- 
aging, distribution,  and  sales  of  The 
R.  T.  French  Co..  from  Springfield.  Mo., 
and  Fresno.  Calif.,  to  Safeway  Stores 
Spice  plant  and  warehouse  facilities  at 
or  near  Fremont,  under  a  continuing 
contract  or  contracts  with  The  R.  T. 
French  Company,  for  180  days.  Support- 
ing shipper's'  ;  The  R  T.  French  Com- 
pany. One  Mustard  Street,  Rochester, 
NY.  14609.  Send  protests  to:  John  V. 
Barry.  District  Supervisor.  Interstate 
Commerce  Commission.  Box  600,  Federal 
Bmlding,  911  Walnut  Street.  Kansas 
City,  Mo.  64106 

No.  MC  140363  'Sub-No.  IOTA',  filed 
Mav  3.  1977.  Applicant;  CHAMPS 
TRUCK  SER'VICE.  INC  .  P  O  Box  1233. 
Meraux.  La.  70075  Applicant's  represent- 
ative; Edward  A.  Winter.  235  Rosewood 
Drive,  Metaine.  La.  70005.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes. 
transporting;  Coal  and  coke,  alloys  and 
ores,  in  bulk,  in  dump  trucks,  from  Mis- 
sissippi River  ports  in  Louisiana  to  points 
in  Louisiana,  restricted  to  traffic  having 
a  prior  movement  by  water  for  180  days. 
Supporting  shipper's*  :  Atlantic  &  Gulf 
Stevedores,  Inc.,  P.O.  Box  26187.  New 
Orleans.  La  70186  Send  protests  to;  Dis- 
trict Supervisor  Ray  C.  Armstrong.  Jr.. 
701  Loyola  Ave..  9038  Federal  Bldg..  New- 
Orleans.  La.  70113. 

No.  MC  141410  (Sub-No.  3TAi.  filed 
April  28.  1977.  Applicant;  BLACK  AN- 
GUS. INC  .  P.O.  Box  8780.  Jackson.  Miss. 
39204.  Applicants  representative:  Mor- 
ton E.  Kiel.  Suite  6193,  5  World  Trade 
Center.  New  York.  N.Y.  10048.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
tan.sporting :  Glass  fiber,  glass  yarn, 
fiberglass  cloth  and  fabric,  and  waste 
fiber,  from  Aiken  and  Anderson,  S.C: 
Jackson  and  Nashville,  Term,:  New 
Castle  and  Wilmington.  Del. :  Huntington 
and  Pittsburgh.  Pa.;  to  Salt  Lake  City. 
Utah:  Denver,  Colo.;  Wallace,  Idaho: 
Andover.  Bellingham.  Seattle,  and 
Spokane,  WESsh.,  and  Bend,  Culver  City, 
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and  Portland.  Oreg.,  under  a  continuiug 
contract,  or  contracts  with  Piberchem, 
Inc..  for  180  days.  Supporting  shlp- 
per(s)  :  Piberchem.  Inc..  P  O  Box  88279, 
Seattle.  Wash.  98188.  Send  protests  to: 
Alan  C.  Tarrant,  District  Supervisor.  In- 
terstate Commerce  Commission,  Room 
212.  145  East  Amite  Building,  Jackson, 
Miss.  39201. 

No.  MC  142548  f Sub-No.  3TA>,  filed 
May  16.  1977.  Applicant:  STALEY  EX- 
PRESS. INC.,  2501  N.  Bru.<^h  College 
Road,  Decatur,  111.  62521.  Applicant's 
representative:  Fritz  R.  Kahn.  Suite 
1000,  1660  L  Street  NW.,  Washington, 
DC.  20036.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Iron 
castings,  in  steel  bins.  (1)  from  Decatur. 
111.,  to  Toledo  and  Dayton,  Ohio,  and 
Kokomo,  Ind..  and  '2'  from  Decatur. 
111.,  to  Lima,  Ohio,  with  stop  in  transit 
permitted  for  inspection  at  Cleveland, 
Ohio.  Both  (1)  and  (2)  above  restricted 
to  the  transportation  of  shipments  from 
the  plantsites  or  storage  facilities  of 
Wagner  Castings  Company,  at  Decatur, 
HI.,  under  a  continuing  contract  with 
Wagner  Castings  Company  for  180  days. 
Supporting  shipper's*:  C.  E.  Allison. 
Vice  President-Administration,  Wagner 
Castings  Company,  P  O.  Box  1319.  Deca- 
tur, 111.  62525. 

No.  MC  142978  'Sub-No.  1TA».  filed 
April  28.  1977.  Applicant:  W.  L.  DAVIS. 
INC..  800  Fourth  Financial  Center. 
Wichita.  Kans.  67202.  Applicant's  repre- 
sentative: Patrick  E.  Quinn.  P.O.  Box 
82028.  Lincoln.  Nebr.  68501.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  route<;. 
transporting:  Meat,  meat  product.-<.  meat 
by-products,  and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec- 
tions A  and  C  of  Appendix  I  to  the  report 
in  Descriptions  m  Motor  Carrier  Certifi- 
cates. 61  M.C.C.  209  and  766  'except 
hides  and  commodities  in  bulk',  from 
the  plantsites  of  Iowa  Beef  Processors. 
Inc..  located  at  or  near  Dakota  City. 
Nebr.,  and  Emporia.  Kans.,  and  from  the 
facilities  of  Swift  &  Co  ,  located  at  or 
near  Des  Moines,  Iowa,  and  Cactus.  Tex.. 
to  Reno,  Nev..  and  Sacramento.  Calif., 
restricted  to  a  tran.'jportation  service  to 
be  performed  imder  a  continuing  con- 
tract, or  contracts  with  Raleys  Super- 
markets for  180  days.  Supporting  ship- 
per's) ;  Raleys  Supermarkets.  3112  O 
Street,  P.O.  Box  160387.  Sacramento, 
Calif.  95816.  Send  protests  to:  M.  E.  Tay- 
lor. District  Supervisor.  Interstate  Com- 
merce Commission.  Suite  101  Litwin 
Building.  Wichita,  Kans,   67202. 

No.  MC  143214  (Sub-No.  ITAi.  filed 
May  12,  1977  Applicant:  MATUSZKO 
FARMS  TRUCKING  INC.,  19  Ball  Lane, 
North  Amherst.  Mass.  01059  Applicant's 
representative:  David  M  Marshall. 
Marshall  &  Marshall,  135  «ute  Street, 
Suite  200,  Springfield,  Mass.  01103.  Au- 
thority sought  to  operate  as  a  contract 
carrier  by  motor  vehicle,  over  irregular 
routes.  transporting:  Prefabricated 
buildings,  complete  or  hi  sections,  and 
materials,  supplies,  and  equipment  used 


m  the  manufacture,  distribution,  and 
u.  itallatlon  of  prefabricated  buildings 
■  except  commodities  in  bulk,  in  tank  ve- 
hicles ' .  between  Leverett,  Mass.,  on  the 
one  hand,  and,  on  the  other,  points  in 
Maine.  New  Hampshire.  Vennont,  Con- 
necticut, Rhode  Island.  New  York,  New- 
Jersey.  Pennsylvania.  Ohio.  Illinois,  In- 
diana. Delaware.  Maryland,  ■Virginia, 
and  the  District  of  Columbia  imder  a 
contmuing  contract  with  Sawmill  River 
Post  &i  Beam,  Inc..  for  180  days.  Appli- 
cant has  also  filed  an  imderlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper(s^  :  Sawmill 
River  Post  &  Beajn,  Inc.,  P.O,  Box  227, 
Leverett,  Mass.  01054.  Send  protests  to: 
District  Supervisor  J.  D.  Perry,  Jr.,  In- 
terstate Commerce  Commission,  436 
Dviight  Street,  Room  338,  Springfield, 
Ma.ss.  01103. 

No.  MC  143225TA,  filed  May  5,  1977, 
Apphcant:  LOUISIANA  MIDLAND 
RAILWAY,  P.O.  Box  110,  Jena,  La. 
71342.  Applicant's  representative:  Craig 
E.  Burroughs  (same  address  as  appli- 
cant) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  General 
commodities.  The  service  performed  by 
apphcant  shall  be  limited  to  service 
which  is  auxUliary  to,  or  supplemental 
of.  rail  service  of  the  Louisiana  Midland 
Railway  between  Packton.  Zion,  George- 
town, Zenoria,  Hester,  Little  Creek, 
Searry,  Trout,  Good  Pine.  Midway.  Jena, 
Glade.  Rhinehart.  Archie.  UtUity,  Jones- 
ville,  Wildsville.  Frogmore.  Ferriday. 
Concordia  Junction,  and  'Vidalia,  La.. 
all  stations  on  the  Louisiana  Midland 
Railway,  for  180  days.  Supporting  ship- 
per's): Louisiana  Midland  Railway, 
P.O.  Box  110,  Jena,  La.  73142,  Send  pro- 
tests to:  District  Supervisor  Ray  C. 
Armstrong,  Jr.,  701  Loyola  Avenue.  9038 
Federal  Bldg..  New  Orleans,  La.  70113. 

No.  MC  L43246TA,  filed  May  10.  1977. 
Apphcant:  LAND  TRANSPORT  CORP., 
24  Sabrina  Road,  Wellesley.  Mass.  02181. 
Applicant's  representative:  James  E. 
Mahoney.  84  State  Street.  Boston,  Mass. 
02109.  Authority  souglit  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Such 
commodities  as  are  sold  in  drug,  clialn, 
discount,  and  department  stores  (except 
commodities  in  bulk,  in  tank  vehicles', 
between  the  distribution  centers  and 
warehouses  of  Zayre  Corporation  in  Mas- 
sachusetts. Georgia.  Florida.  Elinols. 
Minnesota,  Indiana,  and  Pennsylvania, 
on  the  one  hand,  and.  on  the  other. 
points  in  Maine.  New  Hampshire,  'Ver- 
mont. Rhode  Island.  Connecticut.  Mas- 
sachusetts. New  York.  New  Jersey,  Penn- 
sylvania. Illinois.  Wisconsin,  Minnesota. 
Kentucky.  Maryland.  Alabama.  Nortli 
Carolina.  South  Carolina,  Ohio.  Missouri. 
Indiana.  Michigan.  Termessec.  'Virginia. 
Georgia.  Florida,  Iowa,  Delaware,  and 
West  "Virginia,  under  a  continuing  con- 
tract witli  Zayre  Corporation  and  its  sub- 
sidiaries for  180  days.  Supporting  ship- 
per's)  :  Zayre  Corporation.  Newton  Buy- 
ing Corporation,  Beaconway  Fabrics, 
Inc..  Commonwealth  Trading  Corpora- 
Uon.  235  Old  Connecticut  Path.  Framing- 


ham,  Mass.  01701.  Send  protests  to:  Max 
Gorenstein,  District  Supervisor.  Bureau 
of  Operations.  Interstate  Commerce 
CoramisBion.  150  Causewav  St..  Boston 
Mass.   02114. 

No.  MC  143249TA,  filed  May  10.  1977 
Applicant:  MID-EASTEPiN  TRANS- 
PORTATION. INC..  Sugar  Hollow  Road. 
Box  1834.  Morristown.  Tenn.  37814.  Ap- 
plicant's representative:  Roland  M. 
Lowell,  618  United  American  Bank  Bldg  . 
Nashville,  Tenn.  37219.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transporr- 
ing:  General  commodities  'except  those 
of  imusual  value,  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  'o 
the  Commis.sion.  livestock,  commodities 
in  bulk,  in  tank  vehicles,  and  articles 
which  because  of  size  or  weight  require 
special  equipment^,  restricted  to  ship- 
ments with  tiie  prior  or  subsequent  mo'v  e  - 
ment  by  rail  between  Cocke  Count' 
Term.,  and  Morristown.  Tenn..  for  18') 
days.  Apphcant  has  also  filed  an  underly- 
ing ETA  seeking  up  to  90  days  of  operat- 
ing authority.  Supporting  shipper's 
■Vemco  Corporation  of  Tennessee,  Roui. 
5,  Newport,  Tenn.  37821.  Send  protect, 
to:  Joe  J.  Tate,  District  Supervisor,  Bu- 
reau of  Operations,  Interstate  Commerce 
Commission,  Suite  A-422,  U.S.  Court 
House,  801  Broadway.  Nashville.  Tenn. 
37203. 

No.  MC  143259TA.  filed  May  9.  1977 
Applicant:  TOM  CURKIN,  d.b.a.  Tor;; 
Durkln  Trucking,  36  East  Chestnui 
Walla  Walla,  Wash.  98362.  Applicant '.- 
representative:  Robert  G.  Gleason.  1127 
10th  East,  Seattle,  Wash.  98102.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Floor  coverings - 
tile  and  linoleum,  from  Miami,  Fla.,  t^ 
points  in  Utah.  Oregon.  Idaho,  anci 
Washington,  under  a  continuing  contract 
with  Dowdier  Corp.,  for  180  days.  Sup- 
porting shipper's)  :  Dowdier  Corp  .  335') 
N.W.  112th  St..  Miami,  Fla.  33167.  Senci 
protests  to:  L.  D.  Boone.  Transportation 
Specialist,  Bureau  of  Operations.  Inter- 
state Commerce  Commission,  858  Federal 
Builchng.  915  Second  Avenue.  Seattle. 
Wash.  98174. 

No.  MC  143247TA,  filed  May  10.  1977. 
Applicant:  OK  TRUCKING.  1440  Ea--^* 
23rd  Sti-eet  Circle,  South,  Jacksonville. 
Fla.  32206.  Applicant's  representative 
Jimmie  Western.  1440  East  23rd  Street 
Circle.  South.  Jacksonville.  Fla.  3220'.;. 
Authority  sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  over  ir- 
regT.ilar  routes,  transporting:  General 
commodities  in  containers,  except  com- 
modities in  biUk.  and  automobiles,  be- 
tween points  in  Jacksonville.  Fla..  and 
its  commercial  zone,  except  Yulee  and 
Fernandina  Beach,  Fla..  restricted  to 
traffic  having  a  prior  or  subsequent 
movement  by  water  for  180  days.  Sup- 
porting shipper's):  Sea-Land  Service. 
Inc.  P.O.  Box  3281.  Jacksonville.  Fla 
32206.  Send  prote.'its  to:  District  Super- 
visor G.  H.  Fauss.  Jr.  Bureau  of  Opera- 
tions. Interstate  Commerce  Commission. 
Box  35008.  400  West  Bay  Street.  Jack- 
sonville, Fla.  32202. 
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No  MC  143261TA,  filed  May  13.  1977. 
Applicant:  PRM  TRUCKING  CORP.,  545 
Clyde  Avenue.  Suite  320.  West  Vancouver, 
British  Columbia,  Canada.  Applicant's 
representative:  William  J.  Monheim, 
15942  Whittier  Blvd.,  P.O.  Box  1756. 
Whittier.  Calif.  90609.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Lumber,  from  the  ports  of  entry  be- 
tween the  United  States  and  Canada  at 
or  near  Blaine.  Sumas.  Oroville.  Ferry 
and  Danville.  Wash.,  Eastport.  Ind..  and 
Eureka.  Mont.,  to  points  in  Arizona. 
California  and  Nevada,  under  a  con- 
tinuing contract  or  contracts  with  Pacific 
Rim  Mills,  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper's)  :  Pacific  Rim  Mills 
<1973>  Ltd.  Suite  320.  545  Clyde  Avenue, 
West  Vancouver.  B.C.  V7T  1C5.  Send 
protests  to:  L.  D.  Boone.  Transportation 
Specialist,  Bureau  of  Operations.  Inter- 
state Commerce  Commission.  858  Federal 
Building.  Seattle.  Wa.sh.  98174. 

No.  MC  143262TA.  filed  May  12.  1977. 
Applicant:  GILLETTE  DAIRY.  INC.,  700 
E.  Omaha  Avenue.  Norfolk.  Nebr.  68701. 
Applicant's  representative:  GaUyn  L. 
Larsen.  Peterson,  Bowman,  CofTman.  & 
Larsen.  521  South  14th  Street.  P.O.  Box 
81849.  Lincoln.  Nebr.  68501.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Sugar,  from  the  facilities 
of  Holly  Sugar  Company,  at  or  near  Tor- 
rington.  Wyoming  to  points  in  Nebraska 
under  a  continuing  contract  or  contracts 
with  Nash  Finch  Company  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper's):  Al 
Flaten.  General  Branch  Manager.  Nash 
Finch  Company.  1125  West  "O"  Street. 
Lincoln.  Nebr.  68501.  Send  protests  to: 
Carroll  Russell.  District  Supen,isor.  In- 
terstate Commerce  Commission.  Suite 
620.  110  North  14th  Street.  Omaha.  Nebr. 
68102. 

No.  MC  143167  'Sub-No.  ITAi.  filed 
Mav  11.  1977.  Applicant:  SEYFORTH 
EXPRESS.  INC..  Suite  1209.  Bamett 
Regency  Tower.  Jacksonville.  Fla.  32211. 
Applicant's  representative:  Martin  Sack. 
Jr..  1754  Gulf  Life  Tower.  Jacksonville. 
Fla.  32207.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Drink  preparation  powder,  vitamins, 
liquid  food  supplements,  and  cosmetics, 
<  1 1  from  Hayward  and  Orange.  Calif.,  to 
Dallas.  Tex.;  Atlanta.  Ga.:  Belmawr. 
N.J.:  Indianapolis.  Ind.;  and  Portland. 
Oreg.;  and  i2>  from  Atlanta.  Ga..  to 
Orlando.  Fla..  under  a  continuing  con- 
tract with  Seyforth  Laboratories.  Inc..  for 
180  days.  Supporting  shipper's':  Sey- 
forth Laboratories.  Inc..  1107  Bamett 
Regency  Tower.  Jacksonville.  Fla.  32211. 
Send  protests  to:  District  Supervisor  G. 
H.  Fauss.  Jr..  Bureau  of  Operations.  In- 
terstate Commerce  Commission.  Box 
35008.  400  West  Bay  Street.  Jacksonville, 
Fla.  32202. 


No.  MC  143273TA.  filed  May.  16.  1977. 
Applicant:  JOHN  THRUSTON  LYNCH. 
651  North  Main  Street,  Marion,  Va. 
24354.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Moulding, 
finished  u>ood.  plastic  and  I'inyl  urap 
and  special  commodities :  Moulding,  fir/ 
pine  in  the  white  bulk,  packed  in  16^2-ft. 
lengths,  From  Marion,  Va.,  to  points  in 
Tennessee,  Virginia,  West  Virginia. 
■  Ohio,  Kentucky,  Maryland,  North  Caro- 
Ima.  South  Carolina.  Georgia.  Florida. 
Alabama.  New  York.  Pennsylvania  and 
Indiana  for  180  days.  Supporting  ship- 
per's' :  DG  Shelter  Products.  P.O.  Box 
610.  Marion.  Va.  24354.  Send  protests  to: 
Danny  R.  Beeler.  District  Supervisor. 
Bureau  of  Operatmgs.  Interstate  Com- 
merce Commission.  P  O.  Box  210  Roa- 
noke. Va.  24011. 

No.  MC  143275TA.  filed  May  13,  1977. 
Applicant:  HILTON  K.  RAWLINS,  P.O. 
Box   84.  McRae.  Ga.   31055.  Applicants 
representative:    William   Addams.  Suite 
212.    5299   Roswell   Road.   N.E.   Atlanta. 
Ga.  30342.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over     irregular     routes,     transporting: 
Lawn   mower  sub-assemblies   and   lawn 
mower     parts,     between     McRae     and 
Swainsboro.     Ga.:      Orangeburg,     S.C; 
Williamsburg.  Ky.;  and  Bradley.  Ilhnois. 
Materials  and  supplies  used  in  the  manu- 
facture of  lawn  mowers,  from  points  in 
South    Carolina.    Ohio.    Alabama,    and 
Indiana,  Sardis.  Mo.;  Livingston.  Term.; 
and   Jacksonville.   Fla.;    to   McRae   and 
Swainsboro.  Ga.;  Orangeburg.  S.C;  Wil- 
liamsburg.   Ky.;    and    Bradley.   Illinois, 
under    a    continuing    contract    or    con- 
tracts with  Roper  Lawn  Products  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  shipper's)  ; 
Floper    Lawn    Products.    12052    Middle- 
ground  Fload.  Savanah.  Ga.  31406.  Send 
protests   to:    District   Supervisor   G.    H. 
Fauss.  Jr..  Bureau  of  Operations.  Inter- 
state Commerce  Commission.  Box  35008. 
400  West  Bay  Street.  Jacksonville.  Fla. 
32202. 

No.  MC  143291TA.  filed  May  19.  1977. 
Applicant;  RAYLS  BROTHERS  TRANS- 
FER. INC..  Box  342.  North  DLxie  High- 
way. Hoopeston.  111.  60942.  Applicant's 
repre.sentative;  Robert  T.  Lawley.  300 
ReLsch  Bldg..  Springfield.  III.  62701.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Canned  goods,  un- 
frozen, from  the  plant'^ites  and  facilities 
of  Joan  of  Arc  Company.  Inc  at  Hoope- 
ston and  Prince\ille.  Ill  .  to  points  in 
Indiana.  Iowa.  Kentucky  and  the  Lower 
Peninsula  of  Michigan  for  180  days.  Ap- 
plicant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper's'  :  Joan  of 
Arc  Company.  Inc.  Douglas  H.  Wiggins. 
Corporate  Traffic  Manager.  2231  W. 
Altorfer  Drive.  Peoria.  111.  61614.  Send 
protests  to;  Transportation  Assistant 
Patricia  A.  Roscoe.  Interstate  Commerce 


Commission.  Everett  McKinley  Dirksen 
Building.  219  S.  Dearborn  Street.  Room 
1386.  Chicago.  111.  60604. 

No.  MC  143293TA.  filed  May  18.  1977. 
Applicant         RODNEY       TSCHETTER, 
Bridgewater.  S.  Dak.  57319.  Applicant's 
representative:     Mark    Menard.    S.    D. 
Transport    Services.    Inc.    5301    North 
Cliff.  P.O    Box  480.  Sioux  Falls.  S.  Dak. 
57101.   Authroity   sought  to   operate   as 
a  common  carrier,  by  motor  vehicle.  o%'er 
irregular    routes,    transporting:     Fresh 
and  frozen  meats,  from  the  plantsite  or 
storage  facihties  of  Sol's  Packing  Plant. 
Bridgewater.    S.    Dak.,    over    irregular 
routes  to  East  St.  Louis,  111.;   Lebanon, 
Pa.;  and  Oklahoma  City.  Okla  .  for  180 
days.  Supporting  shipper's'  :  Sol's  Pack- 
ing Plant.   Bridgewater.  S.  Dak.   57319. 
Solman  S.  T.schett«r.  Owner.  Send  pro- 
tests to:  J   L.  Hammond  District  Supre- 
visor.  Interstate  Commerce  Commission. 
Bureau  of  Operations.  Room  455,  Fed- 
eral Building.  Pierre.  S.  Dak.  57501. 

Passenger  Application 

No.  MC  143290TA.  filed  May  19.  1977. 
Applicant:  ROBERT  LEE  THOMPSON. 
168  Poydras  Avenue.  Mobile.  Ala.  36606. 
Applicant's  representative:  Howard  M. 
Johnson,  Jr..  168  Poydras  Avenue.  Mo- 
bile. Ala.  36606.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Passengers,  between  Mobile  and 
Theodore,  Ala.,  on  the  one  hand,  and, 
on  the  other.  Pascagoula.  Mississippi 
along  the  following  route:  Begin  at 
Springdale  Plaza,  Mobile,  then  to  Inter- 
state Highway  64  to  Interstate  Highway 
10  to  Canal  St .  to  the  Municipal  Audit, 
to  Interstate  Highway  10  to  Highway  90 
to  Theodore,  then  to  Interstate  Highway 
10  to  Highway  90  to  Ingalls  and  return 
for  180  days  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per's' :  107  employees  of  Ingalls  Ship- 
yard. Pascagoula.  Miss.  Send  protests  to; 
Clifford  W.  W^hite  District  Supen'isor. 
Interstate  Commerce  Commission.  Bu- 
reau of  Operations,  Room  1616-2121 
Building.  Birmingham.  Ala.  35203. 

By  the  Coinmission 

Robert  L.  Oswald. 

Secretary. 

IFR  DOC.T7-16188  Filed  6-7-77:8:45  am] 


I  No    MC-C-96991 

PETITION  FOR  DECLARATORY  ORDER- 
INTERPRETATION— BEER  AS  A  FOOD- 
STUFF 

Petitioner;  Ajax  Transfer  Company. 

Petitioner's  representative:  Donald  L. 
Stern.  Suite  530  Univac  Building.  7100 
West  Center  Road.  Omaha.  Nebr.  68106. 
By  petition  filed  May  20.  1977.  Ajax 
Transfer  Company  seeks  a  ruling  that 
under  the  authority  held  in  its  Certifi- 
cates No  MC-138896  'Sub-No.  3TA'  and 
its  pending  'Sub-No.  6*.  it  is  authorized 
to  transport  beer. 
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Petitioner  presently  holds  temporary 
authority  in  No.  MC- 138896  (Sub-No.  3 
TA) ,  as  a  common  carrier  by  motor  ve- 
hicle, over  irregular  routes,  authonzms?. 
as  pertinent,  the  transportation  of  food- 
stuffs in  mechanicaliy  refrigerated  ve- 
hicles, between  points  in  Minnesota,  on 
the  one  hand,  and,  on  the  other,  points 
in  Minnesota,  Wisconsui,  and  the  Upper 
Peninsula  of  Michigan.  Petitioner  also 
has  a  pending  application  in  No.  MC- 
138896  (Sub-No.  6>  for  authority  corre- 
sponding to  the  temporary  authority 
described  above. 

Petitioner  has  received  rec^uests  from 
se\  eral  shippers  to  transport  beer.  It  cites 
the  decision  in  Beaver  Transport  Co. — 
Revocation,  64  M.C.C.  689  (1955)  as 
holding  that  beer  is  considered  a  sepa- 
rate class  by  reason  of  industry  practice 
and  thus  may  not  be  transported  under 
"prepared  food  products"  or  "groceries" 
authority.  In  Hilt  Truck  Line — Investiga- 
tion, 117  M.C.C.  9  ( 1972) ,  petitioner  con- 
tends that  a  "nutritional  value"  test  was 
applied  to  wine  and  tonic  mixers.  The 
Commission  is  asked  specifically  whether 
the  "industry  practice"  standard  or  "nu- 
tritional value"  test  is  applied  to  beer, 
and  whether  authority  to  transport  food- 
stuffs authorizes  movements  of  beer. 

Any  interested  person  or  peroons  de- 
siring to  participate  in  this  proceeding 
may  file  an  original  and  six  (6(  copies  of 
his  or  her  written  representations,  views 
or  arguments  in  support  of  or  against 
the  petition  within  30  days  from  the  date 
of  this  notice  in  the  Federal  Register.  No 
oral  hearing  is  contemplated  at  this  time. 

Robert  L.  Oswald. 

Secretary. 

IPR  Doc.77-16187  Filed  6-7-77;8:45  am] 


I AB  10   (Sub-No.  10)1 

WABASH    RAILROAD   CO.    AND   NORFOLK 
AND  WESTERN   RAILWAY   CO 

Abandoning  Portion  of  Moberly  Division 
and  Abandonment  of  Trackage  RiRhts 
an^;  Joint  Trackage  Over  Connecting 
Lines  in  the  Counties  of  Brown,  Adams 
and  Hancock.  Illinois,  and  the  City  of 
Keo.kuk,  Iowa 

May  25.  1977. 
The  Interstate  Commerce  Commission 
hereby  gives  notice  that  its  Section  of 
Energy  and  Environment  has  concluded 
that  the  proposed  abandonment  of  a  54.5 
mile  portion  of  the  Wabash  Railroad 
Company  and  Norfolk  and  Western  Rail- 
way Company's  Moberly  Division  and  of 
36.5  nules  of  Trackage  Rights  and  Joint 
Trackage  over  Connecting  Lines  iii  the 
city  of  Keokuk.  la.,  and  in  the  Counties 
of  Brown.  Adams,  and  Hancock.  Ill,,  if 
approved  by  the  Commission,  does  net 
constitute  a  major  Federal  action  signif- 
icantly affecting  the  quality  of  the  hu- 
man environment  within  the  meaning  of 
the  National  Environmental  Policy  Act 
of  1969  iNEPA),  42  U.S.C.  4321,  cl  seq.. 
and  that  preparation  of  a  detailed  envi- 
roiunental  impact  statement  will  not  be 
required  under  section  'i332(2»  (Ci  of  the 
NEPA. 

It  v.as  concluded,  among  otiier  things, 
that  the  apparent  physical  condition  of 
the  trackage  limits  rail  use  of  the  corri- 
dor, that  traffic  volume  on  the  line  pro- 
posed for  abandonment  is  declining,  and 
that  the  euvii'onmental  impacts  associ- 
ated with  the  possible  divei-sion  of  rail 
traffic  to  motor  carrier  should  be  mini- 
mal. Applicant's  stations  at  Grolden, 
Elvaston.  and  Keokuk  will  continue  to 
receive  freight  sei-vice  from  other  rail 
companies.  These  stations  should  serve 
as  alternate  railheads  for  traffic  from  the 
rest  of  the  affected  corridor.  Because  no 
industrial  developmental  plans  exist  that 


are  in  any  way  dependent  upon  continu- 
ation of  rail  service,  there  should  be  no 
serious  adverse  impact  on  community 
development.  F::  'hermore.  the  proposed 
action  will  not  affect  any  hist-oric  site,  or 
threatened  and  endangered  species  of 
v/ildlife  and  plants.  An  appropriate  con- 
dition has  been  suggested  to  maintain 
the  integrity  of  the  corridor  for  120  day.s 
if  the  abandonment  is  approved.  This  is 
to  facilitate  State  elTort  to  find  a  pur- 
chaser for  three  identified  prairie  rem- 
nants along  the  instant  line,  and  for  po- 
tential recreational  use  of  the  corridor. 
A  determination  has  been  made  that  the 
right-of-way  would  be  suitable  for  public 
use. 

nils  conclu.sion  is  contained  in  a  staff- 
prepared  environmental  threshold  as- 
sessment survey,  which  is  available  on 
request  to  the  Interstate  Commerce 
Commission.  Office  '  of  Proceedings. 
Washington,  D.C.  20423;  telephone  202- 
275-7011. 

Interested  persons  may  comment  on 
this  matter  by  filing  their  statements  in 
writing  with  the  Interstate  Commerce 
Commission,  Washington,  D.C.  20423  on 
or  before  July  11.  1977. 

It  shoiild  be  emphasized  that  the  en- 
vironmental thresliold  assessment  survey 
represents  an  evaluation  of  the  environ- 
mental issues  in  the  proceeding  and  does 
not  puiT>ort  to  resolve  the  issue  of 
whether  the  present  or  future  public  con- 
venience and  necessity  permit  discon- 
tinuance of  the  line  proposed  for  aban- 
donment. Consequently,  comments  on 
the  environmental  study  should  be 
limited  to  discussion  of  the  presence  or 
absence  of  environmental  impacts  and 
rea.sonable  alternatives. 

Robert  L,  Oswald. 

Secretary. 

(FRDoc.77-16191  Filed  6-7-77:8:45  am] 
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AGENCY  HOLDING  THE  MEETING; 
Civil  Aeronautics  Board. 

TIME  AND  DATE:  10  a.m.,  June  7,  1977. 

PLACE:  Room  1027,  1825  Connecticut 
Avenue  NW.,  Washington,  DC,  20428, 

SUBJECT:  Addition  of  Item  to  June  7. 
1977  Meeting  Agenda;  Revised  Agenda. 
1,  Docket  27891,  EDRr-301,  Advance  No- 
tice of  Proposed  Rulemaking  to  amend 
Part  234  to  establish  mandatory  on-time 
arrival  standards  for  certificated  route 
air  carriers  (petition  for  rulemaking  In- 
stituted by  Aviation  Consumer  Action 
Project) . 

2.  Docket  23315,  Delta -Northeast  Mer- 
ger Case  (petition  of  Juanita  Wells  to 
compel  arbitration  of  labor  dispute*  and 
Docket  22690  Caribbean -Atlfin tic  Air- 
lines, Inc,  Eastern  AMlnes,  Inc.  Acqtil- 
sition  Case  (petition  of  Jose  Dones  to 
compel  arbitration  of  labor  dispute). 

3.  Docket  29139,  EDR-296  Reexami- 
nation of  the  Board's  Policies  concerning 
Deliberate  Overbooking   and   Oversales; 

STATUS:   Open. 

PERSON  TO  CONTACT: 

Phvllis  T.  Kaylor,  The  Setretan    202- 
673-5068. 

SUPPLEMENTARY  INFORNLMTON ;  It 
was  clear  that  further  discussion  of 
Docket  29139,  Reexamination  of  the 
Board's  Policies  concerning  Deliberate 
Overbooking  and  Oversales  was  neces- 
sary. However,  no  additional  time  for 
such  discussion  was  available  at  the 
June  2.  1977  meeting.  So  that  the  Board 
could  continue  its  discussion  of  this  Item 
at  its  next  session,  the  following  Mem- 
bers voted  agency  business  requires  the 
addition  of  Overboc*ing  to  the  agenda 
of  the  June  7.  1977  meeting  and  that  no 
earlier  annotmcement  of  the  change  was 
possible :  Acting  Chairman  Lee  R.  West : 
"Vice    Chairman    Richard    J     O'Melia; 


AGENCY   HOLDING    THE   MEETINO: 
Federal  Communications  Commission. 

TIME  AND  DATE:  2  15  p.m.  MOTiday, 
June  6,  1977. 

PLACE:  Room  856,  1919  M  Street  NW, 
Washington,  D.C. 

STATX'S     Closed  meeting. 

MATTER  TO  BE  CONSIDERED; 
Ccmtinuation  of  the  discussion  of  the  al- 
ternative facilities  plans  to  t>e  discussed 
at  meeting  in  Rome,  Italy  (June  13-15, 
1977),  with  CEPT  and  Canadian  repre- 
sentatives. The  prompt  arid  orderly  con- 
duct of  Commission  business  requires 
that  less  than  7 -days  notice  be  given  of 
this  meeting. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION; 

Samuel  M.  Sharkey,  FCC  Public  In- 
formation Officer,  telephone  nimiber 
202-632-7260. 

Issued:  Jime  3,  1977. 

lS-684-77  PUM&-3-77.3  MpeQ) 
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AGEN<jy  HOLDING  THE  MEEnNO: 
Federal  Communications  Commlssloo. 

PREVIOUSLY  ANNOUNCED  TIME  AND 
DATE  OP  MEFTTNG:  9:30  ajn., 
"V^'ednesday.  June  8,  1977. 

STATUS:  Spelcal  open  meeting. 

CHANGES  IN  THE  MEETING :  Consid- 
eration of  Common  Carrier  Agenda 
Items  Nos,  8,  9,  and  10  has  been  can- 
celled. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Samuel  M.  Sharkey.  PCC  Public  In- 
formation Officer,  telephone  number 
202-632-7260. 

Issued:  June  3,  1977. 

IS- 583  77  Plied  6-3-77,3.39  pm] 


AGENCY    HOLDING    THE    MEETING: 
Federal  Communlcatl<Mis  Commlaslon. 

TIME  AND  DATE:  9:30  a.m  ,  Thursday, 
June  9,  1977. 

PLACE:  Roc«n  856,  1919  M  Street  NW., 
Washington,  DC 


STATUS.  Open  Commission  Meeung 
MATTERS  TO  BE  (?ONSIDERED; 
Agenda,  Item  So.,  and  Subject 

Cable  Tele\islon— 1 — Applications  for  li- 
cense.'; in  the  Cable  Tele\"».'=:on  Relay 
Service  filed  by  Poc'os  Cnhie  of  Oak- 
land. Inc.,  Oakland,  California,  and  a 
petluon  to  deny  filed  by  Com:iiun:t\ 
Coalition  for  Media  Change. 

Cable  Tele\is:on— 2— Petition  for  Special 
relief  filed  by  KT\'  SrKit  Sales,  a  Los 
Angeles  advertl-^ing  agency:  and  ob- 
jection filed  by  tlw  National  .Associa- 
tion of  Broadra,-t.ers, 

Assignment  of  License  and  Transfer  of 
Control — 1 — .Applications  for  volun- 
tarj-  fissignment  of  licenses  of  UHF 
telerLMon  statior.s:  KBHK-T\',  San 
PrancLsco,  CalL^'omia  'B.A.LrT-632' ; 
WFLD-T\'.  Chicago,  Illuio-..<=  B.\LCT- 
633':  WXBD-TV,  Detroit,  Michigan 
iBALCT-33l!:  WLVI-T\',  Ca;nbridge. 
Massachusett,<:  <BALCT-630);  and 
■WKBS-T\^  Bjrhnpt-on  New  Jersey 
iBAlxrr-634' ;  from  KaL-^er  Broad- 
casting Company  to  Fieic  Communica- 
tions Corporation:  and  requests  for 
waivers  of  Commission's  Top-50  Policy 
and  Section  73,636ia'  of  the  rtUes. 

Aural — 1 — Application  for  construction 
permit  to  relocate  antenna-transmit- 
ter site  and  mam  studio  (File  No, 
BPH-1983)  filed  by  Magic  Box  Media. 
Inc.,  licensee  of  FM  station  'WHLY. 
Leesburg,  Florida;  and  petition  to 
deny  application  filed  on  behalf  of 
Shamrock  Development  Corporation. 
llcaisee  of  FM  .'-laUor  WDIZ  Orlando. 
Florida. 

Aural — 2 — Applications  ol  Moody  Bible 
Institute  for  CPs  for  new  noncommer- 
cial educational  FM  stations  to  oper- 
ate on  channel  207.  East  Mollne.  nii- 
noL*;.  and  cliannel  204.  Boynton  Beach. 
Florida. 

Televisloij — 1 — Petition  for  reconsidera- 
tion by  the  Town  of  Oyster  Bay,  New 
York,  directed  against  the  Bureau  ac- 
tion of  July  1.  1975.  granting  the  ap- 
plication of  The  Long  Island  Educa- 
tional Television  Council.  Inc.,  to 
change  the  transmitter  location  of 
non-commercial  educational  broadcast 
station  WLIW(TV) ,  Garden  City,  New- 
York. 

Broadcast — 1  -Memorandum  Opinion 
and  Order  relating  to  a  petition  for 
reconsideration  filed  by  Mohawk-Hud- 
son Council  on  Educational  Television 
in  Docket  No.  20418  proceeding. 

Broadcast — 2 — Memorandum  Opinion 
and  Order  relating  to  a  request  for 
clarification  filed  by  the  A.ssociatlon  of 
Maximum  Service  TelecasLer?  Inc  .  in 
Docket  No  20418  proceeding 
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Broadcast— 3— Proposal  for  institution 
of  rule  making  relating  to  assignment 
of  broadcast  licenses. 

Complaints  and  Compliance — 1— Appli- 
cation for  review,  filed  on  December 
16.  1976  by  The  Council  for  Employ- 
ment and  Economic  Energ>'  U.'=e  of  the 
Broadcast  Bureaus  ruling  of  October 
28,  1976  concerning  fairness  doctrine 
complaint  against  WJIBiFMi  and 
WROR I FM I .  Boston,  Massachusetts 
and  \VNCR,  Worcester,  Massachusetts. 

Special— 1— Inquiry  into  the  economic 
relationship  between  television  broad- 
casting and  cable  telivision. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION: 

Samuel  M.  Sharkey.  FCC  Public  In- 
formation OfiBcer,  telephone  number 
202-632-7260. 

Issued:  June  2,  1977. 

IS-585-77  Filed  6-3-77:3:39  pm] 


AGENCY    HOLDING    THE   MEETING: 
Federal  Communications  Commission. 

TIME  AND  DATE:    Follows   9:30  a.m. 
open  meeting.  Thursday,  Jime  9,  1977. 

PLACE:  Room  856.  1919  M  Street  NW  . 
Washington.  DC. 

STATUS :  Closed  Commission  Meeting. 

MATTERS  TO  BE  CONSIDERED: 

Agenda.  Item  No.,  and  Subject 

Hearing— 1 — Appeal  from  an  Interlocu- 
tory Order  of  the  Administrative  Law 
Judge  in  the  Rochester  and  Cheek- 
towaga.  New  York.  AM  license  renewal 
proceedings  (Docket  Nos.  29791-2'. 

Complaints  and  Compliance — 1 — Field 
investigation  into  the  ot:'erations  of 
Stations  KLBK-TV  ■  BRCT-1 12  > .  Lub- 
Ixx'k.  Texas;  KMOM-TV  iBRCT-459i. 
Monahans.  Te.xa.s;  KWAB-TV 

(BRCT-366>,  Big  Spring,  Texas:  and 
KTXS-T\'  ■BRCr-458i.  Sweetwater. 
Texas 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION 

Samuel  M.  Sharkey,  FCC  Public  Infor- 
mation Officer,  telephone  number  202- 
632-7260, 

Issued:  June  2,  1977. 

[S-586-77  Piled   6-3-77:3:39   pml 


AGENCY    HOLDING   THE    MEETING: 
Federal  Deposit  Insurance  Corporation 

TIME  AND  DATE:   10:30  am.  June  13. 
1977. 

PLACE:  Room  6135.  FDIC  Building.  550. 
17th  Stteet  NW.,  Washington.  DC. 

STATUS:  Closed* 

MATTERS  TO  BE  CONSIDERED: 

Pursuant  to  the  provisions  of  the 
"Government  in  the  Sunshine  Act"  i5 
use.  553b' .  notice  Is  hereby  given  that 
at  10:30  a.m.  on  Monday.  June  13,  1977. 


the  Federal  Deposit  Insurance  Corpora- 
tion's Board  of  Directors  will  meet  In 
closed  session,  by  vote  of  the  Board  of 
Directors  pursuant  to  sections  552b(d) 
(1),  552bfc)(6>,  and  552b(c)  (9)  (B)  of 
title  5,  United  States  Code,  to  consider 
the  following  matters : 

Applications  or  requests  pursuant  to 
section  19  of  the  Federal  Deposit  Insur- 
ance Act  for  the  Corporation's  consent 
to  sen'ice  of  persons  convicted  of  offenses 
involving  dishonesty  or  a  breach  of  trust 
as  directors,  officers,  or  employees  of  in-  _ 
sured  banks : 

Names  of  persons  and  of  banks  au- 
thorized to  be  exempt  from  disclosure 
pursuant  to  the  provisions  of  subsection 
(ci  i6)  of  the  'Government  in  the  Sun- 
shine Act"  <5  U.S.C.  552b(c)(6>). 

Recommendations  regarding  liquida- 
tion of  a  bank's  assets  acquired  by  the 
Corporation  in  its  capacity  as  receiver, 
liquidator,  or  liquidating  agent  of  those 
assets: 

Case  No.  43,063-HR— United  States  Na- 
tional Bank,  San  Diego,  California. 

Case  No.  43.065-L — Centennial  Bank, 
Philadelphia,  Pennsylvania. 

Case  No.  43.066-SR — Sharpstown  State 
Bank.  Houston.  Texas. 

Case  No.  43.071-L — The  Monroe  Bank  & 
Trust  Company.  Monroe,  Connecticut. 

Case  No.  43,073-L — Franklin  National 
Bank.  New  York,  New  York. 

Case  No.  43,073-L — State  Bank  of  Clear- 
ing, Chicago.  Illinois. 

Case  No.  43.074— Farmers  Bank  of  the 
State  of  Delaware.  Dover.  Delaware. 

Case  No.  43,078-L — Hamilton  National 
Bank  of  Chattanooga,  Chattanooga, 
Tennessee. 

Case  No.  43.080-L — Hamilton  National 
Bank  of  Chattanooga,  Chattanooga, 
Tennessee. 

Ci\se  No.  43,081-L — Hamilton  National 
Bank  of  Chattanooga.  Chattanooga, 
Tennessee. 

Case  No.  43.087-L— First  State  Bank  of 
Northern  California,  San  Leandro, 
California. 

Personnel  actions  regarding  appoint- 
ments, promotions,  administrative  pay 
increases,  reassignments,  retirements, 
separations,  removals,  etc.: 

Names  of  employees  authorized  to  be 
exempt  from  disclosure  pursuant  to  the 
provisions  of  .subsection  (cM6)  of  the 
"Government  in  the  Sunshine  Act"  (5 
use.  552b(c)(6)). 

CONTACT   PERSON   FOR    MORE   IN- 
FORMATION : 

Alan  R.  Miller,  Executive  Secretary 
'202-389-4446). 

lS-597-77  Filed  6-3-77;  12:03  pm] 


AGENCY   HOLDING   THE   MEETING: 
Federal  Deposit  Insurance  Corporation. 

TIME  .^ND  DATE:   10:45  a.m.,  June  13, 

1977. 

PLACE :   Room  6135,  FDIC  Building,  550, 
17th  Street  NW.,  Washington,  D.C. 

STATUS:   Closed. 


MATTERS  TO  BE  CONSIDERED: 

Applications  for  Federal  deposit  ta- 
Burance : 

El  Captain  Bank,  to  be  located  at  5176 
Highway  49  North,  Mariposa,  Mari- 
posa County,  CaHfomia. 

Old  Stone  Morris  Plan  Banking  Com- 
pany of  Suffolk  County,  locat-ed  in 
Chelsea.  Suffolk  County.  Massachu- 
setts. 

Old  Stone  Morris  Plan  Banking  Com- 
pany of  Bristol  County,  located  in  New 
Bedford,  Bristol  County,  Mi^ssachu- 
setts. 

Banco  de  Bogota  Ti-us't  Companj-.  to  be 
located  at  373  Park  Avenue.  New  York 
(Manhattan).  New  York  County,  New 
York. 

Wyoming  State  Bank,  to  be  located  at 
3600  East  Pershing  Boulevard,  Chey- 
enne, Laramie  County,  Wyoming. 

Request  for  modification  of  a  condition 
previously  imposed  in  comiection  with 
the  approval  of  an  application  for  Fed- 
eral deposit  insurance: 

Gateway  State  Bank.  New  York  iStaten 
Island),  Richmond  County,  New  York. 

Applications  for  consent  to  establish 
branches : 

Citizens  Bank  of  Glencoe,  Glencoe.  Ala- 
bama, at  the  comer  of  Old  Georgia 
Road  and  Whitt  Street.  Sardis  City, 
Etowah  County,  Alabama. 

First  American  Bank  of  North  Palm 
Beach.  North  Palm  Beach.  Florida,  at 
140  North  County  Road,  Palm  Beach. 
Palm  Beach  County.  Florida. 

University  State  Bank.  Tampa,  Florida, 
on  the  south  side  of  Fletcher  Avenue, 
approximately  150  feet  west  of  the  in- 
tersection with  Livingston  Avenue,  in 
an  unincorporated  area  of  Hills- 
borough County,  Florida. 

Trigg  County  Farmers  Bank.  Cadiz. 
Kentucky,  on  Highway  68  West,  Cadiz, 
Trigg  County.  Kentucky. 

The  Elmira  Savings  Bank.  Elmira.  New 
York,  at  930  West  Church  Street.  El- 
mira, Chemung  County.  New  York. 

North  Side  Savings  Bank,  New  York 
(Bronx) .  New  York,  at  412  Third  Ave- 
nue, New  York  (Manliattan) ,  New 
York  County.  New  York. 

Oregon  Mutual  Savings  Bank,  Portland, 
Oregon,  at  Main  Street  Extension  and 
Baseline  Road,  Hillsboro.  Washington 
County,  Oregon  i  Hillsboro  Branch  > , 
and  the  southeast  corner  of  S.W. 
Beaverton-Hm.sdale  Highway  and 
Griffith  Drive.  Beaverton,  Washington 
County,  Oregon  (Beaverton  East 
Branch » . 

Applications  for  consent  to  establish 
•  remote     service     facilities     (electronic 

branches)  : 

Buffalo  Savings  Bank,  Buffalo.  New  York. 
in  Super  Duper  Supermarkets  at  313 
West  Ferry  Street,  Buffalo.  Erie 
County,  New  Y'ork;  202  West  Utica 
Street,  Buffalo,  Erie  County,  New 
York;  1657  Kensington  Avenue. 
Buffalo,  Erie  County,  New  York:  476 
William  Street.  Buffalo.  Erie  County. 
New  York;   and  3040  Sheridan  Drive 
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(Unincorporated  Jire&K  Town  of 
Amherst,  Erie  County.  New  York:  and 
within  the  premises  of  Elmwood  Park 
Drugs,  Inc.,  at  2050  Elmwood  Avenue, 
Buffalo,  Erie  County,  New  York. 
Erie  County  Savings  Bank.  Buffalo,  New 
York,  in  Super  Duper  Supermarkets  at 
3185  Southwestern  Boulevard  (Unin- 
corporated Area  i ,  Town  of  Orchard 
Park,  Erie  County,  New  York,  and 
Aurora  Village  Shopping  Center,  123 
Grey  Street.  East  Aurora.  Erie  County, 
New  York. 

Requests  for  extensions  of  time  in 
which  to  establish  branches: 

The  Arizona  Bank.  Phoeniz.  Arizona,  for 
extensions  of  time  to  November  1,  1977, 
within  which  to  establish  branches  at 
the  intersection  of  Broadway  and 
Rosemont  Boulevards.  Tucson.  Pima 
County,  Arizona,  and  at  the  southeast 
comer  of  Hayden  Road  and  Via  Ven- 
tura, Scottsdale,  Maricope  County, 
Arizona. 

Bank  of  Soutliern  Maryland,  La  Plata. 
Maryland,  for  an  extension  of  time  to 
April  11.  1978.  within  which  to  estab- 
lish a  branch  on  the  south  side  of 
Smallwood  Drive,  St.  Charles.  Charles 
County,  Maryland. 

First  Vermont  Bank  and  Trust  Company, 
Brattleboro.  Vermont,  for  an  extension 
of  time  to  June  30,  1978.  within  which 
to  establish  a  branch  at  411  Western 
em  Avenue.  Brattleboro.  Windham 
County.  Vermont, 

Application  for  consent  to  move  a 
branch : 

Commercial  and  Industrial  Bank  of 
Memphis.  Memphis.  Tennessee,  for 
consent  to  move  its  Raleigh  Springs 
Mall  Branch  from  3415  Raleigh  Spring.^. 
Mall  to  3357  North  Watkins  Street 
within  Memphis,  Tennessee. 

Application  for  prior  written  consent 
to  the  retirement  of  a  subordinated  capi- 
tal note  in  accordance  with  the  manda- 
torj-  repayment  schedule: 

Manufacturers  Bank.  Los  Angeles.  Los 
Angeles  County,  California. 

Application  for  approval  of  subordi- 
nated capital  notes  as  an  addition  to 
capital  structure  and  for  advance  con- 
sent for  retirement  thereof  at  maturity-: 

First  State  Bank  of  Elgin.  Elgin.  Union 
Coimty,  Or^on. 

Application  for  consent  to  merge: 

Brewer  Savings  Bank.  Brewer,  Maine,  for 
consent  to  merge  under  its  charter  and 
title  with  Bucksport  Loan  and  Build- 
ing Association.  Bucksport.  Maine 
(L&B>,  a  noninsured  mutual  savings 
and  loan  association,  the  sole  office  of 
L&B  to  be  discontinued  upon  consum- 
mation of  the  proposed  merger. 

Apphcations  for  consent  to  merge  and 
establish  branches: 

Bank  of  Central  Mississippi,  Carthage. 
Mississippi,  for  consent  to  merge  with 
The  Bank  of  Sebastopol,  Seb€istopol. 
Mississippi,  under  the  charter  and  title 
of  the  Bank  of  Central  Mississippi,  and 


to  establish  the  sole  office  of  The  Bank 
of  Sebastopol  as  a  brsinch  of  the  re- 
sultant bank. 

Peoples  Bank,  Montvale,  New  Jersey,  for 
consent  to  merge  with  United  Jersey 
Bank  Ridgewood.  Ridgewood.  New 
Jersey,  under  tlie  charter  of  Peoples 
Bank  and  with  the  title  •'United  Jersey 
Bank  Nortii,"  and  to  establish  the 
three  offices  of  United  Jersey  Bank 
Ridgewood  as  branches  of  the  resultant 
bank. 

Westcliester  County  Saving.=  Bank.  Tar- 
ry^town.  New  York,  for  consent  to  merge 
with  Peoples  Sanngs  Bank  of  New 
York.  Yonkers.  New  Y'ork.  also  an  in- 
sured mutual  savings  bank,  under  the 
charter  of  Westchester  County  Savings 
Bank  and  with  the  tiUe  'Peoples  West- 
chester County  Savings  Bank."  and  to 
establish  tlie  five  approved  offices  of 
Peoples  Savings  Bank  of  New  York  as 
branches  of  the  resultant  bank. 

Recommendations  regarding  liquida- 
tion of  a  bank's  assets  acquired  by  the 
Corporation  in  its  capacity  as  receiver, 
liquidator,  or  liquidating  agent  of  those 
assets: 

Case  No.  43.068-I^-State  Bank  of  Clear- 
ing, Chicago.  Illinois. 
Case  No.  43,069-L — Tlie  Hamilton  Baiik 
and  Trust  Company.  Atlanta.  Georgia. 
Case  No.  43. 070-L— American  City  Bank 
and  Trust  Company,  National  Associa- 
tion, Milwaukee.  Wisconsin. 
Case  No.  43. 079-NR— United  Stales  Na- 
tional Bank,  San  Diego.  California. 
Case    No.    43,08'2-SR — Franklin    Bank. 

Houston.  Texas. 
Case   No.    43,086-L — FVanklin    National 

Bank.  New  Y'ork.  New  York. 
Memorandum  re:  Farmers  Bank  of  the 
State  of  Delaware.  Dover.   Delaware 
Memorandum  re:   American  Bank  and 
Trust  Company.  New  York.  New  York, 
Recommendations     with     respect     to 
paj-ment  for  legal  services  rendered  and 
expenses  incurred  in  connection  with  re- 
ceivership and  liquidation  activities: 
Miller.  Martin.  Hitching.  Tipton.  Lanl- 
han  &  Waterhoa"=e.  Chattanooga.  Ten- 
nessee, in  connection  with  the  Uqui- 
dation  of  The  Hamilton  National  Bank 
of   Chattanooga.    Chattanooga.    Ten- 
nessee. 

Freedom  of  Information  Act  appeal 
from  the  denial  of  a  request  for  Corpora- 
tion records. 

Recommendations  with  respect  to  the 
initiation  of  cease-and-desist  proceed- 
ings or  termination-of-insurance  pro- 
ceedings against  certain  insured  banks: 
Names  and  locations  of  banks  author- 
ized to  be  exempt  from  disclosure  pur- 
suant to  the  provisions  of  subsections  (c) 
(8).  (c)  (9)  (A> 'ii),  and  (c)(10>  of  the 
"Government  in  the  Sunshine  Act"  (5 
U.S.C.  552b'ci(8'.  (c)  OHA)  (11) ,  and 
( c )  ( 1 0  >  ' . 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Alan   R.   Miller,   Executive  Secretar>' 
(202-389-4446), 

[  S-596-77  Piled  «-«-77;  1 2  08  pm ) 


AGENCY   HOLDING   THE   MEETING: 

Federal  Deposit  Insurance  Corporation. 

TIME  AND  DATE:  11  a.m.,  June  13,  1977. 

PLACE  Board  Room,  Sixth  Floor.  FDIC 
Building.  550,  17th  Street  NW..  Wash- 
ington, DC. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED; 

Disposition  of  minutes  of  previous 
meetings. 

Recommendations  with  respect  to  pa>-- 
ment  for  legal  services  rendered  and  ex- 
penses incurred  in  cormection  with  re- 
ceivership and  liquidation  activities: 

Schall.  Boudreau  &  Gore.  Inc..  San  Diego 
California,  in  connection  with  the  re- 
ceivership of  United  States  National 
Bank.  San  Diego.  California. 

Potter.  Anderson  &  Corroon.  Wilming- 
ton, Delaware,  in  connection  with  the 
liquidation  of  assets  acquired  from 
Farmers  Bank  of  the  State  of  Dela- 
ware. Dover.  Delaware. 

Reisz.  Blackburn  &  Manly.  Louisville. 
Kentucky,  in  connection  with  the  re- 
ceivership of  Mt,  Zion  Deposit  Bank. 
Mount  Zion.  Kentucky. 

R<'>Tiolds.  Ridings  &  Hargis.  Oklahoma 
City,  Oklahoma,  in  comiection  with  the 
liquidation  of  International  City  Bank 
and  Trust  Company.  New  Orleans. 
Louisiana. 

Hughes,   Hubbard   &   Reed.   New   York 
New  York,  in  connection  with  the  liq- 
uidation of  Franklin  National  Bank 
New  York,  New  York. 

Kaye.  Scholcr.  Fierman,  Hays  &  Han- 
dler. New  York.  New  York,  in  connec- 
tion with  the  liquidation  of  Franklin 
National  Bank.  New  York,  New  Y'ork. 

J    Randolph  Pelzer.  North  Charleston, 
South    Carolina,    in   connection   with 
the  liquidation  of  American  Bank  & 
Trust.  Orangeburg.  South  Carolina. 
Recommendations  with  respect  to  the 

dis[>osition  of  appeals,  pursuant  to  the 

Freedom  of  Information  Act,  from  the 

Corjx)ration's  denial  or  partial  denial  of 

requests  for  records. 

Recommendations  with  respect  to  the 

appointment   of    agents   for   service   of 

process  in  the  states  of  Montana  and 

South  Dakota. 

Reports  of  committees  and  officers: 

Minutes  of  the  actions  approved  by  the 
Committee  on  Liquidations.  Loans  and 
Purchases  of  Assets  pursuant  to  au- 
thority delegated  by  the  Board  of 
Director. 

Report  of  the  Executive  Secretary-  re- 
garding the  transmittal  of  "no  sig- 
nificant effect  "  competitive  factor 
reports 

Reports  of  the  Director  of  the  Division 
of  Bank  Super\-tsion  with  respect  to 
applications  or  requests  approved  by 
him  and  the  various  Regional  Direc- 
tors pursuant  to  authority  delegated 
by  the  Board  of  Directors. 

Report  of  the  Division  of  Liquidation 
with  respect  to  the  status  of  the  De- 
posit Insurance  National  Bank  of  the 
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Virgin  Islands,  Charlotte  Amalie.  St 
Thomas,  Virgin  Islands,  as  61  April  28, 
1977. 
Reports  with  respect  to  .security  trans- 
actions authorized  by  the  Chairman. 

The  meeting  wUl  be  held  in  the  Board 
Room  on  the  sixth  floor  of  the  FDIC 
Building  located  at  550,  17th  Strt-et  NW,. 
Washington.  D.C. 

Requests  for  inlormation  concerning 
the  meeting  may  be  directed  to  Mr,  AJan 
R.  Miller,  Executive  Secretary-  of  the 
Corporation,  at  (202-389-4446'. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION . 

.\la>n    R.    MiUer,    Exwutive    Secretary 
(202-389-4446). 

[  S-595-77  Filed  6-G-77;  1 2 :  03  pm  1 


AGENC\-  HOLDING  THE  MEETING: 
Federal  Election  Commission. 

"FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT;    S-571- 

77,  June  7,  1977. 

PRE\70USLY  ANT^'OUN(?ED  DATE 
ANT)  TIME:  Thursday.  June  9,  1977.  10 
am 

PLA(7E:  1325  K  STREET  NW.,  WASH- 
ES'GTON.  DC. 

CH.ANGES  L\  THE  MFin'LNG:  Plea.se 
add  to  open  meeting —  Definition  of  can- 
didate statiLs. 

PERSON  Ti)  CO.VrACT  FOR  INFOR- 
\L\TION 

David  Fiske,  Press  O.Tii-er.   telephone 
202-523-4065. 

[S-582-77  Filed  6-3-77:4:14  pm] 
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AGENCY  IIOLDLNG  THE  MEETING; 
Federal  Maritime  Commi-ssion. 

•■FEDERAL  REGISTER"  CITATION  OP 
PREVIOUS  ANNOUNCEMENT;  42  FR 
28661,  June  3.  1977. 

PRE\'IOUSLY  ANNOUNCED  TIME 
.•\ND  DATE  OF  THE  MEETING  10  a.m., 
June  8.   1977, 

CH.\NGES    IN    THE    MEETING;    Addi- 

?;  in  of  i;;"  :  '1!  -.v::;:;  .tern  to  the  closed 
.'^esslon ; 

6  Asrreemcnt  No,  10294.  among  Ameri- 
can E.xport  Lines,  Inc..  Atlantic  Con- 
tainer Lnie  'G,IE,>.  Dart  Contamerline 
Co,,  Ltd..  Hapag-Lloyd  AG.  Sea-I.and 
Service.  Inc..  Seatrain  International, 
S.A.  and  United  States  Lmes.  Inc — Lim- 
itation of  Consolidation  Allowance 
Payments. 

[S-587-77  Filed  6-3-77:4. 14  pm] 
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AGENCY    HOLDING   MEETING;    Fed- 
eral Power  Commission. 

■  FEDER.AL  REGISTER"  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:    (To  be 

published  6  7  77). 


PREVIOUSLY       ANNOUNCED      TIME 

ANT)    DATE    OF    MEETING:     2    p.m., 

June  9.  1977. 

CHANGE  IN  THE  MEETING:  Addition 
of  Item  P-6.  Docket  No.  ES77-31,  Iowa 

Southern  Utilities  Company. 

Kenneth  F.  Plumb, 
Secretary. 

I S-598-77  Filed  6-6-77;  12 : 03  pm  1 
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AGENCY   HOLDING   THE   MEETING: 

FedcrLd  Reserve  System. 

NaricE  or  Change  in  Subject  of 

Meeting 

The  previously  announced  meeting  of 
the  Board  of  Governors  of  the  Federal 
Reserve  System  on  Monday,  June  6,  1977 
1 42  FR  27713).  included  an  additional 
item; 

Computer  purchase  by  the  Federal  Re- 
sene  Bank  of  Minneapolis.  Disclosure 
would  frustrate  implementation  of  agen- 
cy action  in  that  purchase,  If  authorized, 
would  be  made  through  competitive  bid- 
ding. 

The  business  of  the  Board  required 
that  tiie  item  be  added,  and  no  earlier 
announcement  of  the  change  was  pos- 
sible. 

This  item  was  closed  to  public  observa- 
tion becau.se  the  item  falls  under  exemp- 
tion (s)  in  the  Goveriiment  in  the  Sun- 
.shine  Act  '5  U.S.C.  ii  552b(c)  ). 

The  previously  aiinounced  closed  item 
wa.s;  A  staff  study  of  the  private  place- 
ment activities  of  commercial  banks  re- 
quested by  the  House  Committee  on 
Banking.  Finance  and  Urban  Affairs. 

The  meeting  was  held  at  10  a.m.  in 
the  Board's  offices  at  20th  Street  and 
Constitution  Avenue  NW..  Washington, 
DC.  Information  may  be  obtained  from 
Mr.  Joseph  R.  Coyne,  Assistant  to  the 
Board,  at  (202-452-3204) . 

Board  of  Governors  of  the  Federal  Re- 
serve Sy.^tem,  June  6,  1977. 

Gritfith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

lS-594-77  Filed  6-6-77;  10:37  am] 
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AGENCY   HOLDING   THE   MEETING: 
Federal  Reserve  System. 

On  Monday.  June  13,  1977,  at  10  ajn. 
a  meeting  of  the  Board  of  CJovemors  of 
the  Federal  Reserve  Sysu^m  will  be  held 
at  tlie  Board's  offices  at  20th  Street  and 
Constitution  Avenue  NW.,  Washington, 
DC.  t(3  consider  the  following  items  of 
oSicial  Board  business: 

1.  Proposed  sale  of  the  building  cur- 
rently occupied  by  the  Federal  Reserve 
Bank  of  Richmond. 

2.  Pos.s:ble  amendments  to  Section  23A 
of  the  Federal  Reserve  Act  to  be  submit- 
ted to  the  Congress  This  matter  waa 
originally  scheduled  for  a  meeting  on 
May  4.  1977. 


3.  Any  agenda  items  carried  forward 
from  a  previously  announced  closed 
meeting. 

This  meeting  wUl  be  closed  to  public 
observation  because  the  items  fall  under 
exemptions  contained  in  the  C>overn- 
ment  in  the  Sunshine  Act  <5  U  S  C. 
§552b(c)).  Information  with  regard  to 
this  meeting  may  be  obtained  from.  Mr 
Joseph  R.  Coyne,  Assistant  to  the  Board, 
at  (202-452-3204). 

Board  of  Governors  of  the  Federal  Re- 
serve System,  June  3,  1977. 

Griffith  L.  G.'^rwood, 
Deputy  Secretary  of  the  Board. 

[S-589-77  PUed  6-6-77; 8: 48  am] 
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AGENCY   HOLDING   THE    MEETING: 
Indian  Claims  Commission. 

TIME  AND  DATE;  10:15  a.m.,  June  15, 
1977. 

PLACE:  Room  600,  1730  K  Street  NW., 
Washington,  D.C. 

STATUS:  Open  to  the  Public. 
Docket  272,  Creek. 

FOR  MORE  INFORMATION; 

David  H.  Bigelow,  Executive  Director, 
Room  640.  1730  K  Street  N'W..  Wash- 
ington, DC.  20006,  telephone  202-653- 
6184. 

[S-599-77  FUed  6-«-77;  12 :03  pm] 
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AGENCY   HOLDING   THE    MEETING: 
Postal  Rate  Commission. 

TIME   AND  DATE;    1    p.m.,   Thursday, 
June  2, 1977. 

PLACE:    Conference  Room,   Room  500, 
2000  L  St.  NW..  Washington.  D.C. 

STATUS:  Closed. 

MATTERS  TO  BE  CONSIDERED: 

1.  Docket  No  MC76-3. 

2.  Docket  No.  MC77-1. 

(Authority  to  conduct  closed  meeting: 
5U.S.C.  552b(c)  '10>.> 

CONTACT   PERSON    FOR    MORE    IN- 
FORMATION : 

Ned  Callan.  Information  Officer,  Postal 
Rate  Commission,  Room  500,  2000  L 
Street  NW.,  Washington,  DC.  20268, 
telephone  202-254-5614. 
[3-588-77  PUed  6-3-77;  PUed  4 :  14  pm] 


16 

AGENCY  HOLDING  THE  MEETING: 
The  Renegotiation  Board. 

"FEDERAL  REGISTER"  (7ITATION  OP 
PRE"VIOUS  ANNOUNCEMENT:  42  PR 
28017,  June  1.  1977. 

PREVIOUSLY  ANNOUNCED  DATE 
AND  TIME  OP  MEETING;  Tuesday, 
June  7,  1977,  10  a.m. 

CHANGES  IN  MEETING;  Item  15  la 
added  to  the  previously  announced 
agenda. 
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MATTERS    TO   BE    CONSIDERED; 
Court  of  Claims  Case;  Southu^st  Truck 
Body    Co.    V.    United    States,    Coui't    of 
Claims  No,  427-73. 

STATUS;  Closed  to  the  public. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION ; 

Kelvin  H.  Dickinson.  Assistant  Gen- 
eral Counsel-Secretary,  2000  M  Street 
NW.,  Washington.  D.C,  20446  ■202- 
254-8277 >. 

Dated;  June  3,  1977. 

Goodwin  Chase, 

Chairman. 

[S-681-77  Piled  6-3-77;2 :35  pm] 
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AGENCY  HOLDING  THE  MEETING; 
The  Renegotiation  Board. 

DATE  .\ND  TIME;    Tuesday,  June   14 

1977  at  10  a.m. 

PLACE;  Conference  Room,  4th  Floor, 
2000  M   Street   NW  ,   Washington,   D.C. 

20446. 

STATUS;  Matter  1  wiU  be  open  to  pub- 
lic; Status  is  not  applicable  to  matters  2 
and  3. 

MATTERS  TO  BE  CONSIDERED; 

1.  Approval  of  Minutes  of  meeting  iieid 
Jime  7,  1977.  and  other  Board  miCetings, 
if  any. 

2.  Approval  of  agenda  for  meeting  to 
beheld  June  28,  1977. 

3.  Approval  of  agenda  for  other  rheet- 
ings. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION ; 

Kelvin  H.  Dickenson.  Assistant  Gen- 
erad  Counsel-Secretary,  2000  M  Street 
NW.,  Washington.  DC.  20446  (202- 
254-^277). 

Dated:  June  3. 1977. 

Goodwin  Chase, 

Chairman. 

[S-580-77  Piled  6-5-77,2:35  pm] 
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AGENCY    HOLDING    THE    MEETING 
The  R-enegotiation  Board. 
DATE  ANT)  TIME    Friday,  June  17.  1977 
at  10  am, 

PLACE;  Conference  Room,  4th  Floor, 
2000  M  Street  N'W  ,  Washington.  D.C. 
20446. 

STATUS;  Open  to  public, 
MATTERS  TO  BE  (X)NSrDERED; 
Staff  Presentation  on  the  Boards  Elec- 
tronic Data  Processing  Program 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION 

Kelvin   H.  Dickinson.   A.ssistant   Gen- 
eral Counsel-Secretary.  2000  M  Street 
mv.,    ■Washington,    DC.    20446    ^202- 
254-8277). 
Dated:  June  3.  1977. 

Goodwin  Chase 

Chairman 

lS-579-77  Piled  6-3-77;2:36  pm] 


19 

.A.GENCY  HOLDING  THE  MEETTNG; 
Uniformed  Service.-^  University  of  tlie 
Heallh  Sciences, 

TIME  .A.ND  DATE;  8  am  .  June  13.  1977. 
PLACE;  Administrative  Offices.  Uni- 
formed Services  University  of  the  Health 
Sciences,  6917  Arlington  Road  Bethesda, 
Mar>-land  20014. 
STATUS;  Open. 

MATTERS  TO  BE  CONSIDERED 
Meeting — Board  of  Regents. 

Dean's  Report:  (1)  Action;  Proposed 
faculty  Actions;  (2)  Report;  Admissions 
Progress  Class  1981;  (3)  Report:  Pre- 
liminary, Site  Visit  Accreditation  Grad- 
uate Education  Program. 


Director  Administration  lActinp)  Re- 
port: (1)  Report:  Financial  Status;  (21 
Report;  <a'  Status  MILCON  Summary, 
lb)  Status  Increment  I  and  n  Sewer  Ac- 
cess; (3i  Action:  Faculty  Compensation 
Package;  (4)  Action:  Proposed  "Func- 
tions and  Composition  of  Executive 
Committee". 

New  Business 

Scheduled  Meetings:  September  11-12. 
1977;  December  11-12, 1977. 
CON-TACT    PERSON    FOR    MORE    IN- 
FORMATION ; 

Stephen  Barchet,  Captain.  MC  USN. 

Executive  Secretary  of  the  Board,  AC 

202-227-1990. 

[S-593-77  Filed  6-6-77:10:22  amj 
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AGENCY  HOLDING  THE  MEETING; 
Postal  Rate  Commission. 

'•FEDERAL  REGISTER"  CITATION  OF 
PRE\'IOUS  ANNOUNCEMENT;    S-588- 

77,  June  8.  1977. 

PREVIOUSLY  ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  1  p.m.,  June 
2.  1977. 

STATUS;  Closed. 

CHANGES  IN  THE  MEETING ; 

The  time  allotted  to  consider  the  issues 

in  Docket  No.  MC7&-3  was  not  sufBclent; 

therefore,  the  meeting  of  June  2,  1977 

will  be  continued  on  June  3, 1977  at  9  a.m. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Ned  Callan.  Information  Officer,  Postal 
Rate  Commission.  Room  500,  2000  L 
Street.  NW.,  Washington,  D.C.  20268. 
t^^lephone  202-254-5614. 

IS-602-77  FUed  6-3-77; 3: 32  pm] 
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DEPARTMENT  OF 

HEALTH, 
EDUCATION,  AND 

WELFARE 

Public  Health  Service 


HEALTH  MAINTENANCE 
ORGANIZATIONS 

Interim  Rcsulations 


L'*MUU 


RULES  AND   REGULATIONS 


Title  42— Public  Health 

CHAPTER  I— PUBLIC  HEALTH  SERVICE, 
DEPARTMENT  OF  HEALTH,  EDUCATION, 
AND   WELFARE 

SUBCHAPTER  J— HEALTH  CARE  DELIVERY 
SYSTEMS 

PART  110— HEALTH   MAINTENANCE 
ORGANIZATIONS 

Interim  Regulations 

AGENCY:  Public  Health  Service,  HEW. 

ACTION ;  Interim  regulations. 

SUMMARY;  These  regulations  Imple- 
ment certaiii  aspects  of  Title  XIII  of  the 
Public  Health  Service  Act.  "Health 
Maintenance  Organizations"  <42  U.S.C. 
3O0e  et  seq.» .  as  amended  by  tlie  Health 
Maintenance  Organization  Amendments 
of  1976  (Pub.  L.  94-460).  Included  are 
regulations  which  set  forth  requirementa 
regarding  the  organization  and  operation 
of  qualified  health  maintenance  organi- 
zations (Subpart  A>,  requirements  for 
entities  requesting  Federal  financial  as- 
sistance for  the  development  and  initial 
operation  ot  health  maintenance  organi- 
zations (Subparts  B.  C,  D.  and  E».  and 
requirements  for  entitles  seeking  a  de- 
termination by  the  Secretar>'  that  they 
are  qualified  health  maintenance  organi- 
z;ations  under  Title  XIII  i  Subpart  P  > . 

EFFECTIVE  D.\TE:  June  8.  1977. 

FOR  FtTRT^ER  I^^FOR^L\TION  CON- 
TACT: 

Frank  H  Seubold.  Ph.  D.,  Director,  Di- 
vision of  Health  Maintenance  Organi- 
zations, 5600  Fishers  Lane,  Parklawn 
Building,  Room  12-05,  Rockville, 
Maryland  20857  '301-443-4106)  or 

Mr.  William  J.  McLeod.  Director.  Of- 
fice of  Health  Maintenance  Organiza- 
tions QuEilification  and  Compliance. 
5600  Fishers  Lane,  Parklawn  Building, 
Room  14A-35.  Rockville,  Maryland 
20857   (301-443-2778). 

SUPPLEMENTARY  INFORMATION: 
Regulations  to  implement  certain  provi- 
sions of  Title  XIII  of  the  Public  Health 
Service  Act  were  published  in  tiie  Fed- 
eral Register  on  October  18.  1974.  i39 
FR  37308-37323:  Subparts  A,  B,  C.  D,  E, 
and  Qi  and  on  .August  8,  1975,  i40  FR 
33520-33524:  Subpart  F».  With  respect 
to  Subpart  F,  certain  provisions  were 
proposed  to  be  amended  in  a  Notice  of 
Proposed  Rulemaking  published  on  Sep- 
tember 17,  1576.  in  the  Federal  Register 
(41  FR  40292).  The  Assistant  Secretary 
for  Health  of  the  Department  of  Health, 
Education,  and  Welfare,  with  the  ap- 
proval of  the  Secretary  of  Health.  Edu- 
cation, and  Welfare  hereby  amends  the 
regulations  cited  above  by  deleting  all 
provisions  that  are  inconsistent  with 
the  Health  Maintenance  Organization 
Amendments  of  1976  iPub.  L.  94-460) 
and  by  adding,  as  appropriate,  the  text 
of  the  statutory-  amendments.  In  addi- 
tion, it  was  necessary  In  certain  instances 
to  add  clarifying  language  which  will  al- 
low the  activities  of  the  health  mainte- 
nance organization  program  to  be  ad- 
ministered under  the  authority  of  the 
1976  amendments. 


For  reasons  set  out  below,  the  Secre- 
tary has  determined  that  public  partici- 
pation m  rulemaking  prior  to  issuance 
of  these  regulations  and  a  delay  in  their 
effective  date  would  be  impractical  and 
contrary  to  tlie  public  interest,  and,  ac- 
cordingly, that  good  cause  exists  for 
making  these  regulations  effective  im- 
mediately on  June  8,  1977.  Because  the 
new  law  moderates  certain  restrictive 
provisions  of  the  original  Act,  there  is 
an  urgent  need  to  revise  the  current  reg- 
ulations as  soon  as  possible  so  that  or- 
ganizations may  qualify  under  the 
amended  law.  In  addition,  applicants 
for  grants  and  loans  will  benefit  sub- 
stantially from  the  less  restrictive  provi- 
sions of  the  new  law,  and,  with  only  a  two 
year  extension  of  the  financial  assistance 
programs,  revised  regulations  are  ur- 
gently needed. 

Following  the  Issuance  of  these  in- 
terim regulations,  the  Department  In- 
tends to  issue  a  Notice  of  Proposed  Rule- 
making which  would  propose  to  revise 
these  regulations  by  implementing  all  of 
the  provisions  of  the  Health  Mainte- 
nance Organization  Amendments  of 
1976.  except  for  the  amendments  to  Ti- 
tles X\TII  (Medicare)  and  XTX  (Medic- 
aid) of  the  Social  Security  Act.  The  pub- 
lic would  be  given  60  days  to  comment 
on  these  proposed  regulations.  Including 
the  amendments  made  in  these  interim 
regulations. 

Set  forth  below  Is  a  summary  of  the 
amendments  made  by  these  interim  reg- 
ulations. 

A. — Discussion  of  the  Health  Mainte- 
nance Organization  Amendments  of 
1976 

Attention  is  called  to  features  of  the 
amended  law  which  required  either  de- 
leting inconsistent  provisions  in  the  cur- 
rent regulations  or  adding  the  text  of  the 
statutory  amendments.  Provisions  of  the 
1976  amendments  included  in  the  interim 
regulations  are: 

1. — SUPPLEMETAL  HEALTH  SERVICES 

Allows  inclusion  of  supplemental 
health  services  in  the  basic  health  serv- 
ices which  a  health  maintenance  orga- 
nization provides  its  members  for  a  basic 
health  services  paj-ment. 

Makes  the  offer  of  supplemental  health 
services  optional  for  the  health  mainte- 
nance organization. 

2. — STAFFING 

Permits  the  health  maintenance  orga- 
nization to  provide  the  services  of  heaJth 
professionals  which  are  provided  as  basic 
health  services  through  any  combination 
of  staff,  medical  group.  Individual  prac- 
tice association,  or  health  professionals 
under  contract. 

Broadens  the  range  of  personnel  who 
may  be  utilized  to  provide  basic  health 
services. 

Limits  extent  of  direct  contracting 
between  a  health  maintenance  organiza- 
tion and  health  professionals  for  the  pro- 
vision of  basic  health  services  to  15 
percent  '30  percent  for  a  health  mainte- 
nance organization  serving  a  rural  area) 
of  the  total  compensation  paid  to  phy- 


sicians for  the  provision  of  basic  and 
supplemental  health  services. 

3. OPEN    ENROLLMENT 

Requires  open  enrollment  to  be  of- 
fered only  by  a  health  maintenance  or- 
ganization which  did  not  incur  a  deficit 
in  its  most  recent  fiscal  year  and 

a.  Has  provided  comprehensive  health 
care  services  on  a  prepaid  basis  for  at 
least  5  years,  or 

b.  Has  an  enrollment  of  50,000. 

Provides  that  the  open  enrollment  pe- 
riod is  the  lesser  of  30  days  or  the  period 
within  which  the  health  maintenance  or- 
ganization enrolls  a  number  of  individu- 
als at  least  equal  to  3  percent  of  its  net 
increase  in  enrollment  during  the  prior 
year,  excluding  any  increase  in  enroll- 
ment under  contracts  which  were  in  ef- 
fect prior  to  qualification.  The  health 
maintenance  organization  may  not  be 
required  to  enroll  Individuals  who  are 
confined  to  an  institution  because  of 
chronic  illness,  permanent  injury,  or 
other  infirmity  which  would  cause  eco- 
nomic impairment  to  the  health  main- 
tenance organization. 

Provides  that  the  health  maintenance 
organization  may  not  be  required  to 
make  the  efifective  date  for  benefits 
less  than  90  days  after  the  date  of 
enrollment. 

Permits  the  Secretary  to  waive  the 
open  enrollment  requirement  If  the 
health  maintenance  organization  demon- 
strates that  Its  economic  viability  would 
be  jeopardized  by  compliance  with  the 
requirement. 

4. — DEFINITION    OF    SERVICES 

Eliminates  preventive  dental  care  for 
children  from  the  list  of  required  basic 
health  services. 

Defines  preventive  health  services  to 
Include  immunizations,  well-child  care 
from  birth,  periodic  health  examinations 
for  adults,  voluntary-  family  planninsr 
services,  services  for  infertility,  and 
childrerv's  eye  and  ear  examination:-. 

5. COMMUNITY    RATING 

Permits  health  maintenance  organiza- 
tions which  provided  comprehensive 
health  services  on  a  prepaid  basis  at  the 
time  of  qualification  as  a  health  mainte- 
nance organization  48  months  to  meet 
the  requirement  that  pajTnents  for  basic 
and  certain  supplemental  health  services 
be  fixed  under  a  community  rating 
system. 

Requires  applications  for  a.sslstance  to 
include  art  additional  assurance  with  re- 
spect to  the  fixing  of  basic  health  serv- 
ices payments  and  supplemental  health 
services  payments  under  a  community 
rating  system 

Adds  diflference  in  marketing  costs  to 
the  nominal  differentials  allowable  under 
a  community  rating  system 

Allows  nominal  differentials  in  rates 
to  accommodate  the  group  purchasing 
practices  of  employers  under  the  com- 
munity rating  systesm. 

6. MEDICAL     CROUP     REQUIREMENTS 

Partially  relieves  the  requirement  that 
the  "principal"  practice  activity  of  the 
medical  group  must  be  for  the  health 
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maintenance  organization,  by  requiring 
the  group  to  have  a  "substantial"  respon- 
sibility for  delivery  of  health  services  to 
health  maintenance  organization  mem- 
bers. 

Provides  that  payment  to  group  mem- 
bers is  to  be  unrelated  to  the  frequency 
of  services  performed. 

Requires  that  the  health  mamtenance 
organization  member's  enrollment  status 
is  not  to  be  made  known  to  the  health 
professional  providing  services  to  the 
member. 

7. — INCREASE  IN  LIMITS  ON  ASSISTANCE  FOR 
FEASIBILITY  SURVEYS,  PLANNING,  INITIAL 
DEVELOPMENT,  AND  INITIAL  OPERATION 

Increases  feasibility  grant  limit  from 
$50,000  to  $75,000. 

Increases  planning  grant  limit  from 
$125,000  to  $200,000. 

Allows  up  to  $1,600,000  for  the  initial 
development  of  certain  health  mainte- 
nance organizations  which  will  under- 
take to  expand  or  will  sene  non-contigu- 
ous services  areas. 

Extends  period  for  use  of  loan  funds 
(time  to  reach  break  even)  from  36 
months  to  60  months;  maximum  loan 
remains  at  $2,500,000. 

8. — LOAN  GUARANTEES  FOR  PRIVATE  ENTITIES 

Permits  guarantee  of  private  loans  to 
non-profit  private  entities. 

Provrides  for  special  con.slderation  for 
applicants  which  will  serve  medically  un- 
derserved  populations. 

9. MISCELLANEOUS    AMENDMENTS 

Extends  the  period  of  loan  assistance 
from  36  to  60  months  and  permits  the 
health  maintenance  organization  to 
break  even  in  less  than  60  months  with- 
out being  required  immediately  to  repay 
part  of  the  loan. 

Facilitates  the  administration  of  the 
loan  program  by  revising  language  relat- 
ing to  the  interest  rate  for  loans. 

Permits  use  of  initial  development 
grant  funds  to  recruit  physicians  who 
will  engage  In  practice  principally  for  the 
health  maintenance  organization. 

10. — HEALTH  MAINTENANCE  ORGANIZATIONS 
AND  FEDERAL  EMPLOYEE  HEALTH  BENE- 
FITS   PROGRAM 

Provides  that  an  entity  serving  Fed- 
eral employees  under  contract  with  the 
ClvU  Service  Commission  can  be  con- 
sidered a  qualified  health  maintenance 
organization  if  it  meets  all  the  require- 
ments of  the  Health  Maintenance 
Organization  Act  with  respect  to  its 
other  enroUees, 

II. CONFORMING    AMENDMENTS 

Changes  references  in  the  original  Act 
to  "the  section  314(a)  Stat«  health 
planning  agency"  and  "the  section  314 
(b)  areawide  health  planning  agency"  to 
read  "State  health  planning  sind  de- 
velopment agency"  and  "health  systems 
agency",  respectively. 

B. — Clarifyinc  Language  Added 

In  certain  cases,  clarifying  language 
was  necessary  and  has  been  added  to  the 
Interim  regulations  sis  follows: 


1.  The  term  "comprehensive  health 
services"  was  defined  by  listing  the 
services  set  forth  at  f  110.603ib),  which 
describes  a  transltlonally  qualified  health 
maintenance  organization  (J  llO.lOKs)  >. 

2.  A  specific  "use  of  fimds"  statement 
was  added  to  the  requirements  for 
feasibility  surveys  and  planning  and 
initial  development  projects  (J§  110.305 
(C)  and  110.405'a)  i3)  and  (b)«4)). 

3.  The  definition  of  the  term  "operat- 
ing cost"  was  expanded  to  include  the 
use  of  Federal  funds  for  restricted 
reserve  accounts  required  by  State 
authority  (5  110.501'a)). 

4.  In  the  case  of  applicants  for  qualifi- 
cation which  have  regional  components 
tsee  MIO.IOM)  (4' '.  the  regulations 
now  provide  that  the  applicant  may  be 
considered  to  be  a  transitionally  qualified 
health  maintenance  organisation  for 
those  regional  components  which  have 
signed  the  assurances  required  for 
transitional  qualification.  However,  If  all 
of  the  regional  components  have  not 
signed  these  assurances  within  one  year 
or  If  any  of  the  components  falls  to 
comply  with  the  applicable  time-phased 
plan  for  becoming  an  operational  quali- 
fied health  mamtenance  organization, 
the  qualification  of  the  entire  entity  will 
be  terminated  '5  110.603(b'  (3i  '. 

C  —Procedural  Chances  in  Qualifica- 
tion Application  Requirements 

Certain  procedural  changes  have  been 
made  with  respect  to  quahficatlon  appli- 
cation requirements.  The  application  re- 
quirements for  qualification  applicants 
previously  contained  in  I  110.604<b),  (c), 
and  (d  < .  have  been  deleted  from  the  in- 
terim regulations  and  will  be  revised  and 
set  forth  in  a  separate  application  form 
provided  by  the  Secretary.  Application 
forms  and  instructions  may  be  obtained 
by  writing  the  Office  of  Health  Mainte- 
nance Organizations  Qualification  and 
Compliance,  Assistant  Secretary  for 
Health,  Department  of  Health,  Educa- 
tion, and  Welfare.  5600  Fishers  Lane, 
Rockville.  Mar>iand  20857  or  the  Re- 
gional Health  Administrator  in  the  ap- 
propriate Regional  Office  of  the  Depart- 
ment of  Health,  Education,  and  Welfare 
at  the  addresses  set  forth  at  45  CFR 
5.31(b). 

Note — The  Department  of  Health.  Educa- 
tion, and  Welfare  has  determined  that  thla 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  vmder  Executive  Order  11821  and 
ONfB  Circular  A-107. 

Dated:  April  8,  1977. 

Jaices  F.  Dickson, 
Acting  Assistant  Secretary 
lor  Health 


Sec 

110.104     Providers  of  services. 

no  106     Payment  for  basic  health  services 

110  106  Payment  for  supplemental  health 
services. 

no  107  AvailabUity.  accessibility,  and  conti- 
nuity of  basic  and  supplemental 
health  services. 

110.108  Organization  and  Ofjeratlon. 

110.109  Special  requirements:   Titles  XVm 

and   XIX  of  the  Social   Security 
Act. 
no  110     Special  requirements:  Federal  Em- 
ployee Health  Benefits  Program 

Subpart  B — rederal  Financial  Assistance:  General 


Approved:  May  28,  1977. 
Joseph  A.  Califano,  Jr  , 
Secretary. 

Subpart  A — Ra<)uiramants  for  a  Haaitti 
Maintenance  Organization 
Sec 

110.101     Definitions. 

110  102    Health  l>eneflts  plan:  Basic  hMltti 

BervlcwB. 
110  106    Health  benefits  plan :  Supplement*! 

health  aervlcee. 


110  201     AppUcabUlty. 

110.202  Definitions. 

110.203  Application  requirements 

no.204  Health  systems  ag«ncy  or  State 
health  planning  and  development 
agency  review  and  oomments. 

110.205  Records,    reports.    Inspection,    and 

audit. 

1 10.206  Additional  conditions. 
1 10^207     Nondiscrimination. 

1 10.208     Inventions  or  discoveries. 

1 10 J209     Publications,  copyright,  and  data 

110.210  Confidentiality. 

110.211  ApplicaWlity  of  45  CFR  Part  74 
110  212     U.se  of  funds. 

110.213  Grantee  accountability. 

110.214  Continued  support. 

Subpart  O— Grants  for  Feasibility  Surveys 

110.301  AppllcabiUty. 

110  302  EligibUity. 

110.303  Project  elements. 

110.304  Evaluation  and  award. 

110.305  Poinding  duration  and  limitation. 

Subpart  D — Grants  and  Loan  Guarantees  for 
Planning  and  for  Initial  Development  Costs 

110.401  Applicability. 

110.402  EllglbiUty. 

110.403  Project  elements  for  planning. 

110  404     Project  elements  for  Initial  devel- 
opment. 
1 10  405     Funding  duration  and  limitation, 
1 10.406     Evaluation  and  award. 
110  407     Loan  provisions. 

Subpart  E — Loans  and  Loan  Guarantees  for  Initial 
Operating  Costs 

110.501  .Applicability. 

110.502  Definitions. 

110.503  EligibUity. 

110  504  Project  elements. 

110  505  Reserve  requirements. 

no  506  Evaluation  and  award. 

110  507  Poinding  duration  and  limitation. 

no  608  Loan  provisions. 

Subpart  F — Qualification  of  Health  Maintenance 
Organizations 

no  601     Applicability. 
110.602     Definitions. 
1 10  603     Requirements  for  qualification. 
110.804     Application  requirements. 
110  605     Evaluation    and    determination    ot 
qualification. 

AuTHoarrT:  Sec.  215,  68  Stat  690.  (43 
VS.C.  216);  sees.  1301-1316,  as  amended^O 
Stat.  1945^1960  (42  U.SC   300e-15i. 

Subpart  A — Requirements  for  a  Health 
Maintenance  Organization 

§  110.101       Ucfinilioii*. 

As  used  in  this  part: 

(ai  "Health  maintenance  organiza- 
tion" means  a  legal  entity  which  provides 
or  arranges  for  the  provision  of  basic 
and  supplemental  health  services  to  its 
members  In  the  manner  prescribed  by, 
Ifl  organized  and  operated  In  the  manner 
prescribed  by,  and  otherwise  meete  the 
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requirements  of,  section  1301  of  the  Act 
and  the  regulations  under  this  subpart. 

(b»  "Basic  health  services"  means: 

<1)  Physicians  services  (including  con- 
sultant and  referral  services  by  a 
physician) ; 

(2i  Outpatient  services  and  inpatient 
hospital  services; 

i3)  Medically  necessary  outpatient 
and  inpatient  emergency  health  services; 

(4)  Short-term  mot  to  exceed  twenty 
visits!,  outpatient  evaluative,  and  crisis 
intervention  mental  health  services; 

(5)  Medical  treatment  and  referral 
services  (including  referral  services  to 
appropriate  ancillary  services"  for  the 
abuse  of  or  addiction  to  alcohol  and 
drugs; 

(6)  Diagnostic  laboratory  and  diag- 
nostic and  therapeutic  radiologic 
services : 

(7)  Home  health  services;  and 

(8)  Preventive  health  services  i  includ- 
ing (i)  immunizations,  <il'  well-child 
care  from  birth,  ail)  periodic  health 
evaluation  for  adults,  *lvi  voluntary 
family  planning  services,  (v)  services  for 
Infertility,  and  ui)  children's  eye  and 
ear  examinations  conducted  to  deter- 
mine the  need  for  vision  and  hearing 
correction). 

(c)  "Supplemental  health  services" 
means: 

( 1 )  Services  of  facilities  for  Intermedi- 
ate and  long-term  care; 

(2 1  VTslon  care  not  Included  as  a  basic 
health  semce; 

(3)  Dental  services; 

(4)  Mental  health  services  not  In- 
cluded as  a  basic  health  service; 

(5)  Long-term  pl^sical  medicine  and 
rehabilitative  services  (including  physi- 
cal therapy »  ,  and 

(6 1  The  provision  of  prescription 
drugs  prescribed  in  the  deliven,  of  a  basic 
health  service  or  a  supplemental  health 
ser\'lce  provided  by  the  health  mainte- 
nance organization. 

(d)  "In-area"  means  the  geoeraphical 
area  defined  by  the  health  maintenance 
organization  a^  its  service  area  in  which 
It  provides  health  services  to  its  mem- 
bers directly  through  Its  ouii  resources 
or  through  arrangements  with  other 
providers  in  the  area. 

fe)  "Out-of-area"  means  tliat  area 
outside  of  the  geographical  area  defined 
by  the  health  maintenance  organization 
as  its  sen  ice  area. 

(f)  "Member",  when  used  in  connec- 
tion with  a  health  maintenance  organi- 
zation, means  an  individual  who  has  en- 
tered into  a  contractual  arrangement,  or 
on  whose  behalf  a  contractual  arrange- 
ment has  been  entered  into,  with  the  or- 
ganization under  which  the  orpani/ation 
assumes  the  responsibility  for  the  provi- 
sion to  such  individual  of  basic  health 
services  and  of  such  supplemental  health 
services  as  may  be  contracted  for. 

(g)  "Subscriber"  means  a  member 
who  has  entered  into  a  contractual  re- 
lition.-hip  ttith  Uie  health  maintenance 
org  aaiza  Lion. 

th*  tl)  "Health  prof essioruUs"  means 
ph:.-iicians,  dentists,  nurses,  podiatrists, 
optomptrlrtj?.  ph>-5lcians'  a.<;s1.=;tants,  clin- 
ical p«yrhok)glstR,  social  workers,  phar- 


macists, nutritionists,  occupational  ther- 
apists, physical  therapists,  and  other  pro- 
fessionals engaged  in  the  delivery  of 
healtl:  senices  who  are  licensed,  prac- 
tice under  an  institutional  Ucense,  are 
certified,  or  practice  under  authority  of 
tlie  health  maintenance  organization,  a 
medical  group,  individual  practice  asso- 
ciation, or  other  authority  consistent 
with  State  law. 

t2)  "Physician"  means  a  doctor  of 
medicine  or  a  doctor  of  osteopathy. 

(1)  "Medical  group"  means  a  partner- 
ship, association,  corporation,  or  other 
entity; 

( 1 »  Which  is  composed  of  health  pro- 
fessionals licensed  to  practice  medicine 
or  osteopathy  and  of  such  other  licensed 
health  professionals  'Including  dentists, 
optometrists,  and  podiatrists)  as  are  nec- 
essary for  the  provision  of  health  serv- 
ices for  which  the  group  is  responsible; 

(2)  A  majority  of  the  members  of 
which  are  licensed  to  practice  medicine 
or  osteopathy;  and 

( 3 1   The  members  of  which 

(1)  As  their  principal  professional  ac- 
tivity I  over  50  percent  Individually)  and 
as  a  group  responsibility  engage  In  the 
coordinated  practice  of  their  profession 
and  as  a  group  have  substantial  respon- 
sibility 'Over  35  percent  in  the  aggregate 
of  their  professional  activity)  for  the  de- 
livery- of  health  services  to  members  of 
a  health  maintenance  organization  or 
present  a  time  phased  plan,  which  Is 
acceptable  to  the  Secretary  and  to  which 
they  are  committed,  to  meet  this  require- 
ment within  3  years  from  the  date  the 
health  maintenance  organization  Is 
found  by  the  Secretary  to  be  a  qualified 
health  maintenance  organization.  Pol- 
lowing  the  expiration  of  such  3  year  pe- 
riod, the  Secretary  may  waive  the  re- 
quirement that  over  35  percent  of  the 
activity  of  a  medical  group  be  for  mem- 
bers of  a  health  maintenance  organiza- 
tion. 

(ill  Pool  their  Income  from  practice 
as  members  of  the  group  and  distribute 
it  among  themselves  according  to  a  pre- 
arranged salary  or  drawing  accotmt  or 
other  similar  plan  imrelated  to  the  pro- 
vision of  specific  health  services; 

(ilii  Share  health  (Including  medical) 
records  and  substantial  portions  of  major 
equipment  and  of  professional,  technical, 
and  administrative  stafif; 

livi  Establish  an  arrangement  where- 
by a  member's  enrollment  status  is  not 
known  to  the  health  professional  who 
provides  health  services  to  the  member; 
and 

(V)  Arrange  for  and  encourage  coti- 
tinuing  education  m  the  field  of  clinical 
medicine  and  related  areas  for  the  mem- 
bers of  the  Group;  and 

(41  Which  has  a  written  services 
agreement  with  a  health  maintenance 
organization  to  provide  services  to  mem- 
bers of  the  health  maintenance  organi- 
zation. 

(j)  "Individual  practice  association" 
means  a  partnership,  corporation,  as- 
sociation, or  other  entity:  f  1)  Which  has 
as  its  primary  objective  the  delivery  or 
arrangements  for  the  delivery  of  health 
services  and  which  has  entered  into  a 


written  service  arrangement  or  arrange- 
ments with  health  professionals,  a 
majority  of  whom  are  licensed  to  prac- 
tice medicine  or  asteopathy.  Such  written 
services  arrangement  shall  provide: 

(1)  That  such  persons  shall  provide 
their  professional  senices  in  accordance 
with  a  compensation  arrangement  estab- 
lished by  the  entity ;  and 

(ii)  To  the  extent  feasible: 

(A)  For  the  sharing  by  such  persons 
of  health  (including  medical)  and  oth- 
er records,  equipment,  and  professional, 
technical,  and  administrative  staff;  and 

(B)  For  the  arrangement  and  eii- 
cotu-agement  of  the  continuing  educa- 
catlon  of  such  persons  In  the  field  of 
clinical  medicine  and  related  areas;  and 

(2)  Which  has  a  written  senices 
agreement  with  a  health  maintenance 
organization  to  arrange  for  the  provi- 
sion of  services  to  members  of  the  health 
maintenance  organization. 

(k)  "Medically  underserved  popula- 
tion" means  the  population  of  an  urban 
or  rural  area  designated  by  the  Secre- 
tary as  an  area  with  a  shortage  of  per- 
sonal health  senices.  Designations  with 
respect  to  such  urban  or  rural  areas  will 
be  made  by  the  Secretary  as  described 
in  5  110.203(g). 

(h  "Commimity  rating  system"  (com- 
munity rate)  means  a  system  of  fixing 
rates  of  pa^^nents  for  health  services. 
Under  such  a  S3^tem  rates  of  payments 
may  be  determined  on  a  per-person  or 
per-famlly  basis  and  may  van'  with  the 
number  of  persons  in  a  family,  but  except 
as  otherwise  authorized  in  tliis  para- 
graph, such  rates  must  be  equivalent  for 
an  Individuals  and  for  all  families  of 
similar  composition.  This  does  not  pre- 
clude changes  in  the  rates  of  payments 
for  health  services  based  on  a  community 
rating  system  which  are  established  for 
new  enrollments  or  reenrollments  and 
which  changes  do  not  apply  to  existing 
contracts  until  the  renewal  of  such  con- 
tracts. Only  the  following  differentials  in 
rates  of  pavTnents  may  be  established 
under  such  system: 

(1)  Nominal  differentials  in  such  rates 
may  be  estsibLished  to  reflect  differences 
in  marketing  costs  and  the  different  ad- 
ministrative costs  of  collecting  payments 
from  the  following  categories  of  sub- 
scribers : 

(1)  Individual  (non-groupi  subscrib- 
ers (including  their  families) , 

(!i)  Small  groups  of  subscribers  dOO 
subscribers  or  less) , 

(iii)  Large  groups  of  subscribers  (over 
100  subscribers) . 

(2)  Nominal  differentials  In  such  rates 
may  be  established  to  reflect  the  com- 
positing of  the  rates  of  paj-ment  in  a 
systematic  manner  to  accommodate 
group  purchasing  practices  of  the  various 
employers. 

(3)  Differentials  in  such  rates  may  be 
established  for  subscribers  enrolled  in  a 
health  maintenance  organization:  M> 
Under  a  contract  with  a  governmental 
authority  under  section  1079  ("Contracts 
for  Medical  Care  for  Sjwuses  and  Chil- 
dren: Plans")  or  section  1086  '"Con- 
tracts for  Health  Beneflts  for  Certain 
Members,  Former  Members  and  their  De- 
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pendents")  of  Title  10  ("Armed  Forces") . 
United  States  Code;  or  (ii)  Under  any 
other  governmental  program  (other  than 
the  health  benefits  program  authorized 
by  chapter  89  ("Health  Insurance"),  of 
Title  5  ("Government  Organization  and 
Employeeii"),  United  States  Code);  or 
( iii )  Under  any  health  benefits  program 
for  employees  of  States,  political  sub- 
divisions of  States,  and  other  public  en- 
tities. 

(4)  A  health  maintenance  organization 
may  establish  a  separate  community  rate 
for  separate  regional  components  of  the 
organization  upon  satisfactory  demon- 
stration to  the  Secretary-  of  the  fol- 
lowing : 

(1)  Each  such  regional  component  Is 
geographically  distinct  and  separate 
from  any  other  regional  component; 

(ii)  Membership  is  established  with  re- 
spect to  the  Individual  regional  com- 
ponent, rather  than  with  respect  to  the 
parent  health  maintenance  organization ; 
and 

(ill)  Each  such  regional  component 
provides  substantially  the  full  range  of 
basic  health  senices  to  Its  rpembers. 
without  extensive  referral  between  com- 
ponents of  the  organization  for  such 
services,  and  without  substantial  utiliza- 
tion by  any  two  such  components  of  the 
same  health  care  facilities.  Tlie  separate 
community  rate  for  each  such  regional 
component  of  the  health  maintenance 
organization  must  be  based  on  the  dif- 
ferent costs  of  providing  health  services 
in  such  regions. 

(m)  "Nonmetropolitan  area"  means 
an  area  no  part  of  which  is  witliin  an 
area  designated  as  a  standard  metro- 
politan statistical  area  by  the  OfQce  of 
Management  and  Budget  and  wiiich  does 
not  contain  a  city  whose  population  ex- 
ceeds fifty  thousand  individuals. 

(n)  "Rural  area"  means  any  area  not 
listed  as  a  place  having  a  population  of 
2.500  or  more  in  Document  No.  PC(1)-A. 
"Number  of  Inhabitants".  Table  VI. 
"PoptHatlon  of  Places",  and  not  listed  as 
an  urbanized  area  in  Table  XI,  "Popula- 
tion of  Urbanized  Areas"  of  the  same 
document  (1970  Census,  Bureau  of  the 
Census,  U.S.  Department  of  Commerce), 
(o)  "Non-Federal  lender"  means  any 
lender  other  than  an  agency  or  instru- 
mentality of  the  United  States. 

(p)  "Act"  means  the  Public  Health 
Service  Act. 

(q>  "Secretary"  means  the  Secretary 
of  Health.  Education,  and  Welfare  and 
anv  other  officer  or  employee  of  the  De- 
partment of  Health.  Education,  and 
Welfare  to  whom  tlie  authority  involved 
has  been  delegated. 

(r)  "Qualified  health  maintenance  or- 
ganization" means  an  entity  which  has 
been  found  by  the  Secretary  to  meet  the 
applicable  requirements  of  title  xm  of 
the  Act  and  the  apphcable  regulations  of 
this  part. 

(s)  "Comprehensive  health  senices" 
means  health  services  which  are  pro- 
vided or  arranged  for  Individuals  or 
groups  by  a  public  or  private  organiza- 
tion and  are  health  services  which  in- 
dividuals might  reasonably  require  in  or- 
der to  be  maintained  In  good  health. 


These  health  senices  include  as  a  min- 
imum the  following  senices.  which  may 
be  limited  as  to  time  and  cost:  Physician 
senices  (5  110.102(a)(1));  outpatient 
services  and  inpatient  hospital  services 
(1110.102(a)(2));  medically  necessary 
emergency  health  senices  (§110.102 
(a»  (3) ) ;  diagnostic  laboratory  and  diag- 
nostic and  therapeutic  radiologic  serv- 
ices (§  110.102iai  i6'  ). 

§110.102      ll.-ahh    bfnofils    plan:    ba.«if 
healtli  ^o^^icc!^. 

A  health  maintenance  organization 
shall: 

(a)  Provide  or  arrange  for  the  provi- 
sion of  basic  health  services  to  its  mem- 
bers as  needed  and  without  limitations 
as  to  time  and  cost  other  than  those  pre- 
scribed in  the  Act  and  these  regulations, 
as  follows: 

(P  Physician  senices  (including  con- 
sultant and  referral  senices  by  a  ph\-si- 
ciam,  which  shall  be  provided  by  a  li- 
censed physician,  or  If  a  senice  of  a 
physician  may  also  be  provided  imder 
applicable  State  law  by  other  health 
professionals,  a  health  maintenance  or- 
ganization may  provide  such  senice 
through  such  other  health  professionals; 

(2)  Outpatient  senices,  which  shall 
include  diagnostic  or  treatment  senices 
or  both  for  patients  who  are  ambulatory 
and  may  be  provided  in  a  nonhospltal 
based  health  care  facility  or  at  a  hos- 
pital; inpatient  hospital  services,  which 
shall  include  but  not  be  limited  to,  room 
and  board,  general  nursing  care,  meals 
and  special  diets  when  medically  neces- 
sary, use  of  operating  room  and  related 
facilities,  intensive  care  unit  and  serv- 
ices. X-ray,  laboratory,  and  other  diag- 
nostic tests,  drugs,  medications,  biologi- 
cals,  anesthesia  and  oxygen  senices, 
special  duty  nursing  when  medically  nec- 
essary, physical  therapy,  radiation  ther- 
apy. Inhalation  therapy,  and  administra- 
tion of  whole  blood  and  blood  plasma; 
outpatient  services  and  inpatient  hos- 
pital senices  shall  include  short-term 
rehabilitation  services  as  appropriate; 

1 3 1  Instructions  to  its  members  on 
procedures  to  be  followed  to  secure  in- 
area  and  out-of-area  medically  neces- 
san*  emergency  health  services  (see 
5  li0.104(aU2)  i; 

(4)  At  least  20  outpatient  visits  per 
member  per  year,  as  may  be  necessary 
and  appropriate  for  short-term  evalua- 
tive or  crisis  intervention  mental  health 
services,  or  both: 

151  Diagnosis,  medical  treatment  and 
referral  senices  (including  referral  serv- 
ices to  appropriate  ancillarj'  senices) 
for  the  abase  of  or  addiction  to  alcohol 
and  drugs; 

(i)  Diagnosis  and  medical  treatment 
shall  include  detoxification  for  alcohol- 
ism or  drug  abuse  on  either  an  outpa- 
tient or  inpatient  basis,  whichever  is 
medically  determined  to  be  appropriate, 
in  addition  to  treatment  for  other  med- 
ical conditions; 

(ii)  Referral  services  may  be  eitlier 
for  medical  or  for  non-medical  anclllan 
senices.  Medical  senices  shall  be  a  part 
of  basic  health  services:  non-medical 
ancillan'  senices  isuch  as  vocational  re- 


habihtation,  employment  counseling), 
need  not  be  a  part  of  basic  health  sen- 
ices; 

(61  Diagnostic  laboratory  and  diag- 
nostic and  therapeutic  radiology  sen  ices 
in  support  of  basic  health  senices: 

(7)  Home  health  senices  provided  at 
a  niemlDer  s  home  by  health  care  person- 
nel, as  prescribed  or  directed  by  the  re- 
sponsible physician  or  other  authority 
designated  by  the  health  maintenance 
organization;  and 

1 8 »  Preventive  health  senices.  which 
shall  be  made  available  to  members  and 
shall  include  at  least  the  following: 

(i)  A  broad  range  of  volimtary  fam- 
ily planning  senices; 

I  ii )   Senices  for  infertility : 
(iii)    Well-child  care  from  birth  and 
pericxlic  health  evaluations  for  adults, 

(Iv)  Eye  and  ear  examinations  for 
children  through  age  17.  to  determine 
the  need  for  vision  and  hearing  correc- 
tion; and 

IV)  Pediatric  and  adult  immuniza- 
tions, in  accord  with  accepted  medical 
practice. 

lb'  In  addition,  a  health  maintenance 
organization  may  include  a  health  sen'- 
Ice  defined  as  a  supplemental  health 
senice  by  5  110.101  <c)  among  the  basic 
health  .services  provided  or  arranged  for 
its  members  for  a  basic  health  senices 
payment. 

(ci  The  following  are  not  required  to 
be  provided  as  basic  health  senices: 

il'  Corrective  appliances  and  artifi- 
cial aids: 

(2)  Mental  health  services,  except  as 
required  under  section  1302(  1)  (D*  of  the 
Act; 

(3>  Cosmetic  surgery,  unless  medi- 
cally necessary: 

'4)  Prescribed  drugs  and  medicines 
incidental  to  outpatient  care; 

•  5)  Ambulance  services,  unless  medi- 
cally nece.s.san': 

(6)  Treatment  for  chronic  alcoholism 
and  drug  addiction,  except  as  reqtiired  by 
section  1302(1)  (E'  of  the  Act  and  para- 
graph (a)i'5)  of  this  section; 

(7)  Care  for  military  service  connected 
disabilities  for  which  the  member  L'^ 
legally  entitled  to  senices  and  for  which 
facilities  are  reasonably  available  to  thl-^ 
member; 

<8'  Care  for  conditions  that  State  or 
local  law  requires  be  treated  in  a  public 
facility; 

(9)  Dental  senices : 

(lOi  Vision  care: 

(11>  Custodial  or  domic ilian- care; 

(12 1  Experimental  medical,  surgical, 
or  other  experimental  health  care  pro- 
cedure? unless  approved  as  a  basic  health 
senice  by  the  policy  making  body  of  Uie 
health  maintenance  organization: 

il3>  Personal  or  comfort  Items  and 
private  rooms,  imless  medically  neces- 
sary during  Inpatient  hospitalization: 
ancl 

( 14  I  Whole  blood  and  blood  plasma. 

§  1  I(».103      Hoaltli  lKnefit>  plan:  Supplc- 
nienlal  htaltli  sf rvires. 

(a)  Each  health  maintenance  organi- 
zation may  provide  to  each  of  Its 
members   any  of   the   following  health 
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services  which  are  included  In  supple- 
mental health  services  las  defined  in 
5  llO.lOUc))  : 

(i)  Services  of  facilities  for  inter- 
mediate and  long-term  care: 

I  ii>  Vision  care  not  included  as  a  basic 
health  service, 

(ili:>  Dental  services  not  included  as  a 
basic  health  service; 

(Iv)  Mental  health  services  not  in- 
cluded as  a  basic  health  service ; 

tv)  Long-term  physical  medicine  and 
rehabiliutive  services  (including  physi- 
cal therapy  >  ; 

(vi)  Prescription  drugs  prescribed  in 
the  coiu-se  of  provision  of  basic  out- 
patient or  supplemental  health  services; 
and 

(vili  Otlier  health  services  which  are 
not  Included  as  basic  health  services  and 
which  have  been  approved  by  the  Secre- 
tary for  delivery  as  supplemental  health 
services. 

(bi  A  health  maintenance  organiza- 
tion sliall  determine  the  level  and  scope 
of  such  supplemental  health  services 
included  among  ba^sic  health  services 
provided  to  its  members  for  a  basic 
health  services  payment  or  such  services 
offered  to  its  members  as  supplemental 
health  services. 

ic)  A  health  maintenance  organiza- 
tion is  authorized,  if  it  so  elects,  in  con- 
nection with  the  prescrlpUon  or 
provision  of  prescription  drugs,  to  maiii- 
taln.  review,  and  evaluate  a  drug  use 
profile  of  Its  members  receiving  such 
services,  evaluate  patteiTis  of  drug 
utilization  to  a.-sure  optimum  drus 
therapy,  and  provide  for  instruction  of 
Its  members  and  of  health  professionals 
In  the  use  of  prescription  and  non- 
prescription drCgs.  Each  health  main- 
tenance organization  providing  such 
service.^  siiall  insure  tiiat: 

(1)  The  program  is  developed  jointly 
by  the  physicians  and  pharmacists  as- 
sociated with  the  health  maintenance 
organization; 

(2)  The  objectives  of  the  program  are 
explained  to  all  health  professionals  and 
members  of  the  health  maintenance  or- 
ganization; 

(3)  Individual  rights  are  protected  and 
that  all  information  regarding  and  iden- 
tifying an  individual  is  available  only  to 
appropriate  health  professionals  of  the 
health  maintenance  organization,  and  to 
the  Individual  member  at  hl.«  request; 

1 4 '  The  primary  thrust  of  the  program 
Is  optimum  drug  therapy  for  tlie  Indi- 
vidual member  of  the  health  mainte- 
nance organization,  and 

(5 1  Tlie  Information  obtained  in  drug 
utilization  review  is  utilized  in  educa- 
tional pro-rrams  far  professionals  and 
members  ui  the  health  maintenance  or- 
ganization 

§  110. lot       Pro\i(lrr«  of -«r>k-e«. 

iA>  Basic  heaJth  services  shall  be  pro- 
vided or  arranged  for  through  health 
professionals  who  are  employed  by  the 
health  maintenance  organization  as 
members  of  the  .staff  of  the  health  main- 
tenance organization,  through  a  medical 
group  I  or  groups) ,  which  has  contracted 
wiih  the  health  maintenance  organiza- 


tion, tixrough  an  individual  practice  as- 
sociation (or  associations),  which  has 
contracted  with  the  health  maintenance 
organization,  through  health  profes- 
sionals who  have  contracted  with  the 
health  maintenance  organization  for  the 
provision  of  such  services,  or  through 
any  combination  of  such  staff,  medical 
group  (or  groups),  individual  practice 
association  (or  associations),  or  health 
professionals  under  contract  with  the  or- 
ganization. Such  contracts  shall  include 
the  acceptance  by  the  members  of  the 
medical  groups  or  individual  practice  as- 
sociations of  effective  incentives,  such  as 
risk  sharing  or  other  financial  incentives, 
designed  to  avoid  unnecessary  or  unduly 
costly  utilization  of  health  services.  A 
healtla  maintenance  organization  may 
not,  in  any  of  its  fiscal  years,  enter  into 
contracts  with  health  professionals 
(Other  than  as  members  of  Its  staff)  or 
entities  other  tlian  medical  groups  or  in- 
dividual practice  associations  if  the 
amounts  paid  under  such  contracts  for 
basic  and  supplemental  health  services 
exceed  fifteen  percent  of  the  total 
amoimt  to  be  paid  in  such  fiscal  year  by 
the  health  maintenance  organization  to 
physicians  for  the  provision  of  basic  and 
supplemental  health  services,  or.  If  the 
health  maintenance  organization  prin- 
cipally serves  a  rural  area,  thirty  percent 
of  such  amount,  except  that  this  sentence 
does  not  apply  to  the  entering  into  of 
contracts  for  the  purchase  of  basic  and 
supplemental  health  services  through  an 
entity  which  but  for  the  requirements 
of  5  i  10.101 1 1)  (3>  il)  would  be  a  medical 
group  for  purposes  of  this  subpart.  Con- 
tracts between  a  health  maintenance  or- 
ganization and  health  prof essionaly  for 
the  provision  of  basic  and  supplemental 
health  services  shall  Include  such  pro- 
visions as  the  Secretary  may  require  (in- 
cluding provisions  requiring  appropriate 
continuing  education*.  Basic  health 
sen  ices  shall  be  so  provided  luiless : 

(1)  The  services  are  unusual  or  in- 
frequently used  services  which  do  not 
warrant  provision  through  staff  of  the 
health  maintenance  organization,  or  a 
medical  group,  or  an  Individual  practice 
association  or  any  combination  of  the 
above  as  demonstrated  by  the  health 
maintenance  organization  to  the  satis- 
faction of  the  Secretary.  The  provision 
of  such  services  not  provided  throiigh 
tlie  staff  of  a  health  maintenance  or- 
ganization or  through  a  medical  group 
or  an  individual  practice  association 
shall  be  arranged  for  by  the  health 
maintenance  organization  with  other 
providers  in  the  area;  or 

(2)  The  services  are  medically  neces- 
sary (i.e.,  are  not  provided  for  reasons  of 
convenience)  and  are  provided  to  a 
roember  other  than  through  the  health 
maintenance  organization  because  the 
member's  condition  would  be  jeopardized 
before  he  could  obtain  such  services 
through  the  health  maintenance  organi- 
zation; or 

(3)  Tlie  services  are  provided  as  part 
of  Inpatient  hospital  services  by  em- 
ployees or  staff  of  a  hospital. 

(b)  Each  health  maintenance  orgzml- 
zation  shall  pay  the  provider,  or  reim- 


burse its  members  for  the  payment  of, 
reasonable  charges  for  basic  health 
services  or  supplemental  health  services 
for  which  its  members  have  contracted, 
which  are  medically  necessary  emer- 
gency services  obtained  within  area  or 
out-of-area,  other  than  through  the 
health  maintenance  organization.  Each 
health  maintenance  organization  shall 
adopt  procedures  to  review  promptly  all 
claims  from  members  for  reimbursement 
for  the  provision  of  medically  necessary 
health  services,  which  procedures  shall 
include  the  determination  of  the  medical 
necessity  for  obtaining  such  services. 

(c)  Supplemental  health  services  shall 
be  provided  or  arranged  for  by  the  health 
maintenance  organization  and  need  not 
be  provided  by  providers  of  basic  health 
services  under  contract  with  the  health 
maintenance  organization. 

§  IIO.IOS      Pavm.nt      for      ba-ir      lieallh 

(a)  Each  health  maintenance  organi- 
zation shall  provide  or  arrange  for  the 
provision  of  basic  health  services  for  a 
basic  health  services  payment  which: 

(1)  Is  to  be  paid  on  a  periodic  basis 
without  regard  to  the  dates  such  health 
services  are  provided ; 

(2)  Is  fixed  without  regard  to  the 
frequency,  extent,  or  kind  of  such  health 
services  actually  furnished; 

(3)  Is  fixed  under  a  community  rating 
system,  except  as  provided  In  paragraph 
(c)  of  this  section;  and 

(4)  May  be  supplemented  by  addi- 
tional nominal  copayments  which  may 
be  required  for  the  provision  of  specific 
basic  health  services.  Each  health  main- 
tenance organization  may  establish  one 
or  more  copayment  options,  calculated 
on  the  basis  of  a  community  rating 
system. 

( i )  To  Insure  that  copayments  are  not 
a  barrier  to  the  utilization  of  health  serv- 
ices or  membership  In  the  organization, 
a  health  maintenance  organization  shall 
not  Impose  copayment  charges  that 
exceed  50  percent  of  the  total  cost  of 
providing  any  single  service  to  its  mem- 
bers, nor  in  the  aggregate  more  than  20 
percent  of  the  total  cost  of  providing  all 
basic  health  services. 

(11)  No  copajment  may  be  Imposed  on 
any  subscrit)€r  or  members  covered  by 
his  contract  with  the  health  maintenance 
organization  In  any  calendar  year,  when 
the  copayments  made  by  such  subscriber 
or  members  In  such  calendar  year  total 
50  percent  of  the  total  annual  premium 
cost  which  such  subscriber  or  members 
would  be  required  to  pay  if  he  or  they 
were  enrolled  under  an  option  with  no 
copayments,  if  such  subscriber  or  mem- 
bers demonstrates  that  copayments  in 
that  amoimt  have  been  paid  in  such  year, 

(b)  A  health  maintenance  organiza- 
tion may  Include  a  health  service  defined 
as  a  supplemental  health  service  by  §  110. 
101(c)  in  the  basic  health  services  pro- 
vided Its  members  for  a  basic  health  serv- 
ices payment. 

(c)  In  the  case  of  an  entity  which  be- 
fore it  became  a  qualified  health  mainte- 
nance organization  (^  within  the  meaning 
of  section  1310(d)  of  the  Act)  provided 
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comprehensive  health  services  on  a  pre- 
paid basis,  the  requirement  for  commu- 
nity rating  shall  not  apply  to  such  entity 
until  the  expiration  af  the  forty -eight 
month  period  beginning  with  the  month 
following  the  month  in  which  the  entity 
became  a  qualified  health  maintenance 
organization. 

(d)  If,  pursuant  to  workmen's  com- 
pensation or  employer's  Uability  law  or 
other  legislation  of  similar  purpose  or 
import,  a  third  party  would  be  respon- 
sible for  all  or  part  of  the  cast  of  basic 
health  services  provided  by  the  health 
maintenance  organization  if  services  had 
not  been  pro\ided  by  the  health  mainte- 
nance organization,  then  the  health 
maintenance  organization  may  collect 
from  the  third  party  the  portion  of  the 
cost  of  such  services  for  which  such  third 
party  would  be  so  responsible. 

§  110.106      Fa.vment      for     supplnuental 
liealtit  servircs. 

fa)  A  health  maintenance  organiza- 
tion may  require  supplemental  health 
services  payments,  in  addition  to  the 
basic  health  services  payments,  for  the 
provision  of  each  health  service  included 
in  the  supplemental  health  services  set 
forth  In  §  110.103  for  which  subscribers 
have  contracted. 

(b)  Supplemental  health  services  pay- 
ments may  be  made  in  any  agreed  upon 
manner,  such  as  prepav-ment,  or  fee-for- 
service.  Supplemental  health  services 
payments  wliich  are  fixed  on  a  prepay- 
ment basis,  however,  shall  be  fixed  under 
a  community  rating  system,  except  that, 
in  the  case  of  an  entity  which  before  It 
became  a  qualified  health  maintenance 
organization  (within  the  meaning  of  sec- 
tion 1310(d)  of  the  Act)  provided  com- 
prehensive health  services  on  a  prepaid 
basis,  the  requirement  of  this  sentence 
sliall  not  apply  to  such  an  entity  during 
the  forty-eight  month  period  beginning 
with  the  month  following  the  month  in 
which  the  entity  became  such  a  qualified 
health  maintenance  organizaticm. 

(c)  If,  ptirsuant  to  any  workmen's 
compensation  or  employer's  liability  law 
or  other  legislation  of  similar  purpose 
or  import,  a  third  party  would  be  re- 
sponsible for  an  or  part  of  the  cost  of 
supplemental  health  services  provided 
by  the  health  maintenance  organization 
If  services  had  not  been  provided  by  the 
health  maintenance  organization,  then 
the  health  maintenance  organization 
may  collect  from  the  third  party  the 
portion  of  the  cost  of  such  services  for 
which  such  third  party  would  be  so  re- 
sponsible. 

§  110,107  Availabilitv.  arre.ssihilitv.  and 
conlinuit.v  of  basic  and  supplemental 
health  services. 

"Within  the  area  served  by  the  health 
maintenance  organization,  basic  health 
services  and  only  such  supplemental 
health  services  for  which  members  have 
contracted  shall: 

( a )  Be  provided  or  arranged  for  by  the 
health  maintenance  organization; 

(b  I  Be  available  and  accessible  to  each 
of  the  health  maintenance  organization's 


members  promptly  as  appropriate  with 
respect  to: 

(1)  Its  geographic  locatlc«i,  hours  of 
operation,  and  provisions  for  after- 
hours  services  i  medically  neces=iary 
emergency  services  must  be  available  and 
accessible  24  hours  a  day,  7  days  a  week) ; 
and 

(2)  Staffing  patterns  within  generally 
accepted  norms  for  meeting  the  projected 
membership  needs :  and 

(c)  Be  provided  In  a  manner  which 
assures  continuity.  Including  but  not 
limited  to: 

( 1 )  Provision  of  a  health  professional 
who  is  primarily  responsible  for  coordi- 
nating the  member's  overall  health  care ; 
and 

(2>  Development  of  a  health  (Includ- 
ing medical)  recordkeeping  system 
through  which  all  pertinent  Information 
relating  to  the  health  care  of  the 
patient  is  accumulated  and  is  readily 
available  to  appropriate  professionals. 

§110.108      Organization  and  operation. 

Each  health  maintenance  organiza- 
tion shall — 

(a)  Have  a  fiscally  sound  operation, 
as  demonstrated  by  a  financial  plan, 
satisfactory  to  the  Secretary,  which: 

(1)  Identifies  the  achievement  and 
maintenance  of  a  positive  cash  flow.  In- 
cluding provisions  for  retirement  of  ex- 
isting and  proposed  indebtedness: 

(2)  Demonstrates  the  ability  to  estab- 
lish reserves  in  compUance  with  applica- 
ble State  laws  pertaining  to  fiscal  re- 
sponsibility or  such  reserves  as  the 
Secretary  may  determine  necessary  rela- 
tive to  repayment  of  principal  and  inter- 
est on  loans  made  or  guaranteed  under 
this  part; 

( 3 1  Demonstrates  an  approach  to  the 
risk  of  insolvency  which  allows  for  con- 
tinuation of  benefits  for  the  duration  of 
the  contract  period  for  which  payment 
has  been  made,  continuation  of  benefits 
to  members  who  are  confined  on  the  date 
of  insolvency  In  an  Inpatient  facility  im- 
til  their  discharge,  and  payments  to  un- 
affiliated providers  for  services  rendered; 
and 

1 4)  Demonstrates  that  the  entity  has 
procured  and  maintains  In  force  a  fidel- 
ity bond  or  bonds,  in  such  amount,  but 
not  less  than  $100,000,  as  may  be  fixed 
by  its  Board  of  Directors  or  other  policy- 
making body,  covermg  every  officer  and 
employee  entrusted  with  the  handling  of 
Its  fluids.  The  bond  may  have  reasonable 
deductibles,  based  upon  the  financial 
strength  of  the  entity. 

(b)  Assiune  full  financial  risk  on  a 
prospective  basis  for  the  provision  of 
basic  health  services,  except  that  a 
health  m.aintenance  organization  may 
obtain  insurance  or  make  other  arrange- 
ments: 

( 1 )  For  the  cost  of  providing  to  any 
member  basic  health  services  the  aggre- 
gate value  of  which  exceeds  $5,000  in 
any  year; 

( 2  (  For  the  cost  of  basic  health  serv- 
ices provided  to  Its  members  other  than 
through  the  organization  because  medi- 
cal necessity  required  their  provision  be- 


fore Uiey  could  be  secured  through  the 
organization;  and 

i3i  For  not  more  than  90  percent 
of  the  amount  by  which  its  costs  for  any 
of  its  fiscal  years  exceed  115  percent 
of  its  income  for  such  fiscal  ye&r; 

(C)  After  fuU  and  fair  disclosure  of 
benefits,  coverage,  rates,  grievance  pro- 
cedures, location,  and  hours  of  service, 
and  a  general  description  of  participat- 
ing providers,  offer  enrollment  to  per- 
sons who  are  broadly  representative  of 
the  various  age,  social,  and  income 
groups  within  the  area  it  serves  except 
that  in  tiie  case  of  a  health  maintenance 
organization  which  has  a  medically  im- 
derserved  population  located  (in  whole 
or  in  part)  In  the  area  it  serves,  not 
more  than  75  percent  of  Uie  members 
of  that  organization  may  be  enrolled 
from  the  medically  underserved  popula- 
tion unless  the  area  m  which  such  popu- 
lation resides  Is  also  a  rural  area;  and 

(d)  Have  an  open  enrollment  period 
as  follows: 

(1)  (1)  A  health  maintenance  organi- 
zation which — 

(A)  Has  for  at  least  5  years  provided 
comprehensive  health  services  on  a  pre- 
paid basis,  or 

(B)  Has  an  enrollment  of  at  least 
50.000  members,  shall  have  at  least 
once  during  each  fiscal  year  next  follow- 
ing a  fiscal  year  in  which  it  did  not 
have  a  financial  deficit,  as  reported  and 
certified  by  an  independent  Certified 
Public  Account,  an  open  enrollment  pe- 
riod (determined  under  paragraph 
(d)  (D  111)  of  this  section  I  during  which 
It  shall  accept  individuals  for  member- 
ship in  the  order  In  v;hich  they  apply 
for  enrollment  and,  except  as  provided 
in  paragraph  id' '2'  of  this  section, 
without  regard  to  preexisting  illness, 
medical  condition,  or  degree  of  disability. 

(li>  An  open  enrollment  period  for 
a  health  maintenance  organization  shall 
be  the  lesser  of — 

(Ai    30  days,  or 

(B»  The  number  of  days  in  which  the 
organization  enrolls  a  number  of  individ- 
uals at  least  equal  to  3  percent  of  its 
total  net  increase  In  enrollment  i  If  any ) 
in  the  fiscal  year  preceding  the  fiscal 
year  in  which  such  period  is  held.  For 
the  purpose  of  determining  the  total 
net  increase  in  enrollment  In  a  health 
mamtenance  organization,  there  shall 
not  be  included  any  individual  who  Is 
enrolled  in  the  organization  through  a 
group  which  had  a  contract  for  health 
care  servicer  with  the  health  mainte- 
nance organization  at  the  time  that  such 
health  maintenance  organization  was 
determined  to  be  a  qualified  health 
maintenance  organization  imder  Sub- 
part F  of  this  part. 

(2)  Notwithstanding  the  requirements 
of  paragraph  id*'!)  of  this  section,  a 
health  maintenance  organization  shall 
not  be  required  to  enroll  individuals  who 
are  confined  to  an  Instltutlori  because  of 
chronic  illness,  permanent  injury,  or 
other  infirmity  which  would  cause  eco- 
nomic impairment  to  the  health  mainte- 
nance organization,  as  demonstrated  to 
the  satisfaction  of  the  Secretary,  If  such 
individuals  were  enrolled. 
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«3)  A  health  maintenance  organiza- 
tion may  not  be  required  to  make  the 
effective  date  of  benefltjs  for  individuals 
enrolled  under  this  subsection  less  than 
90  days  after  the  date  of  enrollment. 

i4»  The  Secretary  may  waive  tiie  re- 
quirements of  this  paragraph  for  a  health 
maintenance  organization  which  demon- 
strates that  compliance  with  the  provi- 
sions of  this  subsection  would  jeopardize 
Us  economic  viability  in  its  service  area. 

ie>  In  order  to  obtain  a  waiver  under 
paragraph  (d)  i4)  of  thus  section  of  the 
annual  open  enrollment  period  required 
in  paragraph  'di  of  this  section,  the  ap- 
pUcant  shall  submit  documentation  that 
the  health  maintenance  organization  ha.s 
prospectively  determined  on  an  actuarial 
basis,  utilizing  data  available  in  the  area 
or  from  similar  organizatiorus  elsewhere, 
that  the  average  utilization  of  services  of 
potential  Individual  members  would  so 
increase  costs  as  to  jeopardize  the  eco- 
nomic viability  of  the  organization  if  it 
maintained  an  open  enrollment  period. 
The  data  coRceming  the  prospective 
utilization  of  Individual  members  need 
not  be  obtained  by  the  health  mainte- 
nance oriranizatlon  from  actual  individ- 
ual cases  In  its  area,  but  may  be  com- 
posite data  from  known  experiences. 

*f>  Not  expel  or  refuse  to  re-enroll 
any  member  because  of  his  health  status 
or  his  health  care  needs,  nor  refuse  to 
enroll  Individual  members  of  a  group 
on  the  basL=;  of  the  health  status  or 
health  care  needs  of  such  individuals: 

fg)  Offer  each  sub.scriber  leaving  a 
group  a  membership  agreement  on  the 
same  terms  and  conditions  as  are  avail- 
able to  a  non-group  subscriber: 

*h>  Be  organized  in  such  a  manner 
that  assures  that  ■ 

111  No  later  than  one  year  after  be- 
coming operational  as  a  qualified  health 
maintenance  organization,  at  least  one- 
third  of  the  membership  of  the  Board 
of  Directors  of  the  health  maintenance 
organization  or  in  the  absence  of  such. 
Its  equivalent  policy-making  body,  will 
be  members  of  the  organization.  No 
member  having  ownership  or  interest  In, 
or  employed  by  or  gaining  financing  re- 
ward from  direct  dealings  with,  the 
health  maintenance  organization,  or 
with  a  plan-affiliated  institution  or  or- 
ganization, and  no  members  of  his  Im- 
mediate family  shall  be  Included  in  the 
minimum  one-third  member  representa- 
tion on  the  Board  or  policy-making 
body:  except  that  none  of  the  foregoing 
shall  prohibit  the  payment  of  directors^' 
fees  or  other  sim.ilar  fees,  or  interest  and 
dividends  derived  from  membership  In 
a  cooperative,  to  persons  serving  on  such 
Board  or  body:  and 

<2'  There  shall  be  equitable  repre- 
sentation on  the  member  portion  of  such 
policy-making  bodv  of  members  from 
the  medically  under.served  populations 
In  proportion  to  their  enrollment  rela- 
tive to  the  entire  enrollment:  except  that 
if  the  medically  underserved  member- 
ship is  at  least  5  percent  of  the  total 
enrollment,  then  such  pomilation  .shall 
r,nt  be  without  representation: 

1 1 '  Be  organized  In  such  a  manner 
that  provides  meaningful  procedures  for 
hearing  and  resolving  grievances  between 


the  health  maintenance  organization 
(including  the  staff  of  the  health  main- 
tenance organization,  the  medical  group, 
and  the  individual  practice  association) 
and  the  members  of  the  organization, 
which  procedures  will  assure  that  griev- 
ances and  complaints  will  be  transmitted 
in  a  timely  manner  to  appropriate  de- 
cision-making levels  within  the  organiza- 
tion which  have  authority  to  take  cor- 
rective action: 

<j)  Have  organizational  arrangements, 
consistent  with  program  emphasis  on 
quality  health  care,  for  an  ongoing  qual- 
ity assurance  program  for  its  health 
services  which  program: 

( 1 )  Stresses  health  outcomes  to  the 
extent  consistent  with  the  state  of  the 
art: 

( 2 1  Provides  review  by  physicians  and 
other  health  professionals  of  the  process 
followed  in  the  provision  of  health  serv- 
ices; 

(3)  Utilizes  systematic  data  collection 
of  performance  and  patient  results,  pro- 
vides interpretation  of  such  data  to  the 
practitioners,  and  institutes  needed 
change:  and 

<  4  •  Is  designed  in  such  a  manner  as  is 
likely  to  meet  the  standards  established 
pursuant  to  section  1155(e)  of  the  Social 
Securiity  Act  (i.e.  Professional  Standards 
Review  I  for  services  provided  by  hospi- 
tals and  other  operating  health  care 
facilities  or  organizations; 

(k>  Assure  that  the  providers  through 
which  the  health  maintenance  organiza- 
tion provides  basic  and  supplemental 
health  services  are  certified  under  Title 
XVm  of  the  Social  Security  Act  (Medi- 
cares in  accordance  with  20  CFR  Part 
405,  or  in  accordance  with  the  regulations 
governing  participation  of  providers  In 
the  Medical  Assistance  Program  under 
Title  XIX  of  the  Social  Security  Act 
(Medicaid)  :  Provided,  That  clinical  lab- 
oratories subject  to  section  353  of  the 
Act  (Clinical  Laboratories  Improvement 
Act)  shall,  unless  exempted  thereunder, 
be  certified  in  accordance  with  regula- 
tions governing  participation  of  such 
laboratories  under  such  Titles  XV III  and 
XIX; 

(1)  Provide,  or  make  arrangements 
for,  continuing  education  for  its  health 
professional  staff; 

(m)  In  support  of  the  provision  of 
health  services,  offer  Its  members  the 
following; 

(1)  Health  education  services  and 
education  in  the  appropriate  use  of 
health  services  and  in  the  contribution 
each  member  can  make  to  the  mainte- 
nance of  his  own  health ; 

(2»  Instruction  in  personal  health 
cai-e  measures: 

(3>  Information  about  its  services,  in- 
cluding recommendations  on  generally 
accepted  medical  standards  for  use  and 
frequency  of  such  services:  and 

'4»  Nutritional  education  and  coun- 
seling: 

(n)  In  support  of  the  provision  of 
health  services,  offer  its  members  medi- 
cal social  services,  which  shall  include 
appropriate  assistance  in  dealing  with 
the  physical,  emotional  and  economic 
impact  of  illness  and  disability  through 
services  such  as  pre-  and  post -hospital- 


ization planning,  referral  to  services 
provided  through  community  health  and 
social  welfare  agencies,  and  related 
family  counseling ; 

(0)  Provide  an  effective  procedure 
while  safeguarding  the  confidentiality  of 
the  doctor-patient  relationship,  to  de- 
velop, compile,  evaluate,  and  report,  at 
such  times  and  in  such  manner  as  the 
Secretary  may  require,  to  the  Secretary, 
to  its  members,  and  to  the  general  public, 
statistics  and  other  information  relating 
to: 

( 1 )  The  cost  of  its  operations : 

(21  The  patterns  of  utilization  of  its 
services ; 

(3)  The  availability,  accessibility,  and 
acceptability  of  its  services: 

(4)  To  the  extent  practical,  develop- 
ments in  the  health  status  of  its  mem- 
bers; and 

(5)  Such  other  matters  as  the  Secre- 
tary may  require : 

(p)  Be  organized  and  operated  in  a 
manner  intended  to  preserve  human 
dignity ; 

(q)  Establish  adequate  procedures  to 
Insure  confidentiality  of  its  members' 
health  (including  medical)  records;  and 

(r)  Make  arrangements  with  referral 
resources  to  assure  that  the  health  main- 
tenance organization  is  kept  informed 
about  the  services  provided  to  its 
members. 

§110.109  Special  roquiromenis:  Titlos 
XVIII  and  XIX  of  the  Social  Seturity 
Act. 

fai  A  health  maintenance  organiza- 
tion which  otherwise  complies  with  sec- 
tion 1301(b)  and  section  1301(c)  of  the 
Act,  and  with  the  applicable  regulations 
of  this  part,  and  which  enrolls  members 
who  are  entitled  to  insurance  benefits 
imder  Title  XVin  of  the  Social  Security 
Act  or  to  medical  assistance  under  a 
State  plan  approved  under  Title  XIX  of 
such  Act,  may  still  be  considered  a  quali- 
fied health  maintenance  organization,  if 
with  respect  to  its  Title  XVm  and  Title 
XIX  members: 

(1)  It  provides,  at  a  minimum,  only 
those  health  services  for  which  it  will  be 
compensated  under  Title  XVni  or  imder 
the  Title  XIX  State  plan,  and  it  does 
not  require  such  members  to  obtain  cov- 
erage of  any  health  service  for  which  it 
will  not  be  compensated  under  Title 
XVm  or  under  Title  XIX  State  plan; 

(2)  It  fixes  payments  for  any  services 
paid  for  under  Title  XVm  or  under  a 
Title  xrx  State  plan  on  a  basis  other 
than  a  community  rating  system: 

(3)  It  assumes  full  financial  risk  for 
the  provision  of  health  services  only  as 
required  under  Title  XVm  of  the  Social 
Security  Act  or  under  its  contract  with 
a  State  for  services  under  the  Title  XIX 
State  plan;' 

(4)  With  respect  to  health  senices  pro- 
vided which  it  is  not  required  to  provide 
or  for  which  it  is  not  compensated  under 
Title  XVni  or  under  the  contract  with 
a  State  for  services  under  the  Title  XIX 
State  plan,  it  fixes  payments  for  such 
services  on  a  community  rating  system, 
fee-for-service,  or  other  basis;  and 

(5)  It  complies  with  the  applicable  re- 
imbursement provisions  authorized  under 
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Title  XVIII  or  imder  the  Title  XIX  State 
plan  of  the  State  with  which  it  is  con- 
tracting. 

(h>  A  health  maintenance  organiza- 
tion which  enters  into  a  contract  with 
the  Secretary  under  Title  XVIH  of  the 
Social  Security  Act  or  with  a  State  under 
Title  XIX  of  such  Act  shall  comply  with 
the  appUcable  Title  XVin  or  TiUe  XIX 
deductible  and  coinsurance  requirements 
in  accordance  with  the  provisions  of  Title 
XVni  or  the  Title  XIX  State  plan  of  the 
State  with  which  it  Ls  contractmg.  Co- 
payment  options  which  are  not  in  ac- 
cordance with  a  Title  XIX  State  plan 
may  not  be  imposed  on  Title  XTX 
enrollees. 

(c)  At  no  time  shall  the  members  of  a 
qualified  health  maintenance  organiza- 
tion who  are  entitled  to  insurance  bene- 
fits under  Title  XVEQ  of  the  Social 
Security  Act  or  to  medical  assistance  un- 
der a  State  plan  approved  under  Title 
xrx  of  the  Social  Security  Act  constitute 
more  than  50  percent  of  the  total  mem- 
bership unless  for  good  cause  shown  the 
Secretary  waives  such  requirement. 

(d)  Any  grievance  procedures  author- 
ized under  Title  XVni  or  Title  XIX  of 
the  Social  Security  Act  are  not  super- 
seded by  the  provisions  of  §  llO.lOSd) . 

§  1  10.1  10      Special  reqiiirrments:  Federal 
Lniployec  Health  Benefits  Program. 

(a)  An  entity  which  provides  health 
services  to  a  defined  population  on  a  pre- 
paid basis  and  which  has  members  who 
are  enrolled  under  the  health  benefits 
program  authorized  by  chapter  89  of  title 
5,  United  States  Code,  may  be  considered 
as  a  health  maintenaaice  organizatioij  for 
purposes  of  receiving  assistance  under 
this  part  if  with  respect  to  its  other  mem- 
bers it  provides  health  services  in  ac- 
cordance with  section  1301  (b>  of  the  Act 
and  the  applicable  regulations  of  this 
part  and  is  organized  and  operated  in  the 
manner  prescribed  by  section  1301(c)  of 
the  Act  and  the  applicable  regulations  of 
this  part. 

Subpart  B — Federal  Financial  Assistance: 
General 

§  110.201      Applicabililv. 

The  regulations  of  this  subpart  apply 
to  the  award  of  grants,  loans,  and  loan 
guarantees  to  public  or  nonprofit  pri- 
vate entities  or  private  entitles  (other 
than  nonprofit  private  entitles)  for  proj- 
ects as  authorized  by  sections  1303,  1304. 
and  1305  of  the  Act 

§  110.202      Definitions. 

(a)  "Nonprofit"  as  applied  to  a  private 
eitity,  agency.  Institution,  or  organiza- 
tion means  a  private  entity,  agency.  In- 
stitution, or  organization,  no  part  of  the 
net  earnings  of  which  inures,  or  may  law- 
fully inure,  to  the  benefits  of  any  private 
shareholder  or  IndMduEil. 

(b>  The  term  "health  system  agency" 
means  an  entity  which  has  been  desig- 
nated In  accordance  with  section  1515 
of  the  Public  Health  Service  Act;  and 
the  term  "State  health  planning  and  de- 
velopment agency"  means  an  agency 
which  has  been  designated  In  accordance 
with  section  1521  of  the  Act. 


(c)  "Significant  expansion"  means 
(1)  a  planned  increase  in  membership, 
to  be  effected  at  a  rate  which  exceeds 
the  average  growth  rate  (see  S§  110.303 
(g).  110.403(h>.  and  110.404(f))  of  the 
health  maintenance  organization  and 
which  will  require  an  increase  in  the 
number  of  health  professionals  serving 
members  of  the  health  mainteiiance  or- 
ganizatiSR  or  an  expansion  of  the  phys- 
ical capacity  of  the  total  health  facili- 
ties: or  (2»  a  plamied  expansion  of  the 
service  area  beyond  the  current  service 
area  which  would  be  made  possible  by 
the  addition  of  healtli  ser\ice  delivery 
facilities  and  health  professionals  to 
sene  members  at  a  new  site  or  sites  in 
areas  previously  without  such  service 
sites.  Only  organizations  which  have 
been  found  by  the  Secretary  to  be  quali- 
fied health  maintenance  organizations 
are  eligible  to  apply  for  assistance  for 
expansion  under  sections  1303  and  1304 
of  the  Act. 


§  110.203      .Vpplication  requirements. 

'a'  -An  apphcation  for  a  grai^it.  loan, 
or  loan  guarantee  shall  be  submitted  to 
the  Secretary  at  such  time  and  in  such 
form  and  manner  as  the  Secretary  may 
prescribe. 

(b)  The  application  shall  contain  a 
budget  and  a  narrative  describing  the 
manner  in  which  the  applicant  intends 
to  conduct  the  project  and  carry  out  the 
requirements  of  these  regulations.  The 
application  must  describe  the  project  in 
sufBcient  detail  to  identify  clearly  the 
need  for  and  nature,  specific  objectives, 
plan  and  methods  of  the  project. 

(c)  The  application  must  be  executed 
by  an  individual  authorized  to  act  for  the 
applicant  and  to  assume  in  behalf  of  the 
applicant  the  obligations  impased  by  the 
statute,  the  regulations  of  this  subpart, 
£ind  any  additional  conditions  of  the 
award. 

(di  Applicants  must  submit  an  au- 
dited full  financial  statement  unless  ex- 
empted by  the  Secretary  An  applicant 
whose  financial  statement  shows  unobh- 
gated  cash  assets  which  presumably 
could  be  used  to  conduct  all  or  part  of  the 
project  or  undertaking  for  which  appli- 
cation is  made  must  also  submit  a  de- 
tailed statement  satisfactory  to  the  Sec- 
retary stating  why  the  unobligated  cash 
assets  of  the  applicant  (other  than  those 
to  be  used  to  meet  the  applicants  con- 
tribution requirements)  are  not  avall- 
'able  or  are  inadequate  for  the  planned 
project.  An  applicant  for  a  loan  or  loan 
guarantee  shall  also  submit  a  written 
verification  from  at  least  two  public  or 
two  private  lending  agencies  or  Institu- 
tions demonstrating  that,  after  a  formal 

a>  Funds  have  been  denied  m  the 
amount  requested  in  the  apphcation,  or 

(2)  Funds  In  the  amount  requested  In 
the  application  are  available  only  at  an 
interest  rate  in  excess  of  those  currently 
in  effect  for  the  loan  and  loan  guarantee 
program  on  the  date  of  the  apphcation. 
On  the  basis  of  the  Information  submit- 
ted, the  Secretary  will  determine 
whether  or  not  the  applicant  would  not 
be  able  to  complete  the  project  or  under- 


taking for  which  the  application  Is  sub- 
mitted without  the  assistance  applied 
for. 

I e>   Each  application  must  contain  the 
following  assurances,  as  appropriate: 

( 1 )  In  the  case  of  an  application  for 
assistance  under  section  1303  of  the  Act. 
if  the  survey  or  other  activity  supported 
demonstrates  that  the  development  and 
operation  or  the  expansion  of  the  oper- 
ation of  a  health  maintenance  organiza- 
tion Ls  feasible,  the  applicant  will  be.  or 
will  form,  or  expand  the  operation  of.  as 
the  case  may  be.  a  health  maintenance 
organization: 

(2)  In  the  case  of  an  application  for 
assistance  under  section  1304  of  the  Act. 
the  applicant  will  develop  and  operate  or 
expand  the  operation  of,  as  tlie  case  may 
be.  a  healtli  maintenance  organization; 

•  3 '  WTien  operational  as  a  health 
maintenance  organization,  the  applicant 
will  (i»  provide  basic  and  supplementiU 
health  services  to  its  members.  <  ii)  pro- 
vide such  services  in  the  manner  pre- 
scribed by  section  1301  (b»  of  the  Act  and 
by  the  regulations  of  this  part,  and  (iii» 
be  organized  and  op>erated  in  the  manner 
prescribed  by  section  1301 'c  of  the  Act 
and  by  the  regulations  of  this  part; 

(4  1  When  operational  as  a  health 
maintenance  organizalion,  the  applicant 
will  enroll,  and  maintain  an  enrollment 
of,  the  maximum  number  of  members 
that  lis  available  and  potential  resources 
will  enable  it  to  serve  effectively.  Maxi- 
mum number  of  members  is  defined  as 
the  actual  or  projected  enrollment  which 
the  health  maintenance  organization 
can  serve,  considenng  tlie  availability  of 
the  required  health  man;x)wer  in  the 
area  to  be  serveti  by  the  organization  and 
the  capacity  of  the  facihUes  of  the  or- 
ganization: and 

I  5 )  A  statement  of  intent  <  including  a 
demonstration  of  the  applicants  ability) 
to  meet  the  requirements  of  paragraphs 
( 1 )  and  ( 2  >  of  section  1301 '  b )  of  the  Act 
and  tiie  applicable  regulations  of  this 
part  respecting  the  fixing  of  basic  health 
services  payments  and  such  supplemen- 
tal health  services  that  the  member  has 
contracted  for  on  a  prepayment  basis 
under  a  commionity  rating  system. 

(f)  Each  application  which  evidences 
or  projects  an  enrollment  of  at  least  66 
percent  from  a  n  on  metropolitan  area 
shall  identify  the  area  in  which  such 
population  resides  and  indicate  the  per- 
cent of  anticipated  eru-ollment  to  be 
drawn  from  such  area 

(g)  Each  application  which  evidences, 
or  projects  an  enrollment  of  at  least  30 
percent  of  its  members  from  a  medically 
underserved  population  when  the  health 
maintenance  organization  first  receives 
financial  assistance  or  becomes  opera- 
tional shall  Identify  the  area  in  which 
such  population  resides,  the  total  popu- 
lation of  that  area,  and  the  percent  of 
anticipated  enrollment  to  be  drawn  from 
that  area.  Medically  undersen-ed  areas 
will  be  designated  by  the  Serretan'.  tak- 
ing into  consideration  the  following  fac- 
tors, among  others: 

( 1 )  Available  health  resources  in  re- 
lation to  size  of  the  area  and  its  popu- 
lation, including  appropriate  ratios  of 
primarj'  care  physicians   (both  d(Xtors 
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of  medicine  and  doc- tors  of  osteopathy) 
in  general  or  family  practice,  Internal 
medicine,  pediatrics,  obstetrics  and  gyn- 
ecology, or  general  surgery,  to  popula- 
tion: 

i2i  Health  indices  for  the  population 
of  the  area,  such  as  infant  mortality 
rate; 

(31  Economic  factors  affecting  the 
population's  access  to  health  services, 
such  as  percentage  of  the  population 
with  Incomes  below  the  poverty  level; 
and 

i4>  Demographic  factors  affecting  the 
population's  need  demand  for  health 
services,  such  as  percentage  of  the  popu- 
lation age  65  or  over. 

The  designation  of  such  areas  may  be 
made  by  the  Secretary  only  after  con- 
sideration of  the  comments,  If  any.  of 
the  appropriate  health  systems  agency  or 
State  health  planning  and  development 
agency  whose  plan  covers  (In  whole  or 
in  part)  the  area  in  which  such  popula- 
tion group  resides. 

<hi  Each  application  must  show  that 
each  health  systems  agency  whose  plan 
covers  <in  whole  or  in  part)  the  area  to 
be  served  by  the  health  maintenance  or- 
ganization for  which  such  application  Is 
submitted  ■  or  if  there  Is  no  such  agency, 
the  State  health  planning  and  develop- 
ment agency  whose  State  health  plan 
covers.  In  whole  or  in  part,  such  area^ 
has  been  sent  a  copy  of  the  application 
concurrent  with  its  submission  to  the 
appropriate  Regional  OfiQce  of  the  De- 
partment of  Health,  Education,  and 
Welfare  Such  health  systems  agency  or 
State  health  planning  and  development 
agency  shall  have  60  days  in  which  to 
review  and  comment  on  the  application, 
commencing  on  the  day  the  application 
is  received.  The  applicant  shall  request 
that  the  comment.^;  of  such  a.gencies  be 
forwarded  to  the  Secretar>-  through  the 
appropriate  Department  of  Health,  Edu- 
cation, and  Welfare  Regional  Office  not 
later  than  60  days  from  the  date  the 
application  Ls  received. 

li)  If  under  applicable  State  law,  the 
application  may  not  be  submitted  with- 
out the  approval  of  the  health  system? 
agency,  or  State  health  planning  and 
development  agency,  the  applicant  shall 
obtain  such  approval  which  must  be  in- 
cluded as  a  part  of  the  application. 

(J)  The  application  shall  provide 
written  Information  describing  the  ap- 
plicant's development  and  operation  of 
any  prior  projects  which  were  supported 
by  funds  or  by  loans  or  loan  guarantees 
under  Title  XIII  of  the  Act  Applicants 
must  also  describe  projector  for  the 
planning  or  operation  of  health  service 
delivery  programs  supported  under  any 
other  titles  o'  the  PubHc  Health  Service 
Act,  or  for  which  applications  under  the 
Act  are  currently  uncier  consideration, 

'ki  Applicants  for  more  than  one 
grant,  loan,  or  loan  guarantee  under 
Title  xni  of  the  Act.  simultaneously  or 
over  the  course  of  time,  shall  not  be  re- 
quired to  duplicate  information,  but  shall 
update  such  Information  with  each  sub- 
sequent application 


§  1 10.20 1  Health  aystems  agency  or 
State  health  planning  and  develop- 
ment  agency    review   and   comments. 

The  appropriate  health  systems  agency 
or  State  health  planning  and  develoE>- 
ment  agency  should  provide  to  the  Sec- 
retary through  the  appropriate  Depart- 
ment of  Health.  Education,  and  Welfare 
Regional  Office  comments  and  recom- 
mendations on  approval.  Including  the 
general  bases  for  comments  pertinent  to 
Inadequacies,  If  any.  in  the  applications, 
with  respect  to  the  following: 

I  a )  Compatibility  of  the  proposed 
project  with  the  area-wide  or  State  plan 
for  health  services : 

(b)  Accuracy  and  thoroughness  of  the 
description  of  the  medical  services  area 
in  which  the  applicant  proposes  to  de- 
velop, operate,  or  expand  a  health  main- 
tenance organization; 

ic)  Accuracy  and  thoroughness  with 
which  applicant  has  Identified  the  popu- 
lation groups  to  be  served  by  the  pro- 
posed health  maintenance  organization 
as  required  by  §§  110.203(f)  and  110.203 

'g' : 

(d)  Anticipated  impact  of  the  proposed 
project  on  the  general  accessibility  and 
availability  of  care  in  the  area,  including: 

(1)  'Whether  the  proposed  project 
meets  the  needs  of  the  community  for 
health  services  in  the  proposed  service 
area ; 

(2)  Effects  of  offering  an  alternative 
fonn  of  health  services  to  individuals  or 
groups;  and 

(3)  Identification  of  existing  barriers 
to  the  effective  delivery  of  health  serv- 
ices, which  may  include  geographic,  eco- 
nomic, cultural  and  language  barriers; 

le)  Economic  Impact,  Including; 

1 1 )  Effects  on  existing  health  resources 
or  facilities;  and 

i2)  Potential  of  proposed  project  to 
draw  new  health  resources  Into  the  area; 
and 

(f)  Agency  cooperation,  Including: 
(1)  Applicant's  statement  of  Intent  to 

work  cooperatively  with  the  appropriate 
health  systems  agency  or  State  health 
planning  and  development  agency;  and 

1 2 )  The  experience  of  the  applicant,  if 
any.  in  dealing  with  other  segments  of 
the  health  care  community;  and 

(g)  Whether  arrangements  for  serv- 
ices appear  realistic,  achievable  and  ap- 
propriate, including,  but  not  limited  to: 

<  1  >  Potential  for  proposed  project  to 
be  adequately  staffed  to  accommodate  en- 
rolled members  or  anticipated  member- 
ship: 

1 2  •  Potential  for  adequate  provision  of 
the  services,  considering  availability  of 
manpower  and  equipment,  and  success  of 
previous  attempts  to  recruit  personnel; 

•  3 )  Availability  of  health  professionals 
in  the  area,  and  adequate  evidence  of  co- 
operative planning  with  these  providers 
'  including  summaries  of  verbal  contacts 
or  copies  of  correspondence) ;  and 

(4)  Rehabllity  of  evidence  of  support 
for  and  acceptance  of  the  proposed  proj- 
ect by  the  community. 


§  110.205      Records,    reports,    inspection, 
and  audit. 

(a)  Each  grant,  loan,  or  loan  guaran- 
tee awarded  pursuant  to  this  part  shall 
be  subject  to  the  condition  that  the  re- 
cipient shall  maintain  records  which  dis- 
close the  amount  of  disposition  of  the 
proceeds  of  the  grant,  or  loan  'directly 
made  or  guaranteed ) ,  the  total  cost  of 
the  imdertaklng  in  connection  with 
which  such  assistance  was  given  or  used. 
the  amount  of  that  portion  of  the  cost  of 
the  undertaking  supplied  by  other 
sources,  and  such  other  records  as  will 
facilitate  an  effective  audit. 

(b)  The  Secretary  and  the  Comptroller 
General  of  the  United  States,  or  any  of 
their  duly  authorized  representatives, 
shall  have  access  for  the  purpose  of 
audit,  examination  or  evaluation  to  any 
books,  documents,  papers,  and  records  of 
the  recipients  of  a  grant,  loan  or  loan 
guarantee  under  Title  XIII  of  the  Act 
which  relate  to  such  assistance. 

(c)  A  report  shall  be  submitted  to  tlie 
Secretary  by  the  recipient  of  a  grant, 
loan,  or  loan  guarantee  under  Title  XIII 
of  the  Act  not  later  than  60  days  after 
the  termination  date  of  each  project,  de- 
scribing existing  and  anticipated  plans, 
developments  and  operations  In  accord- 
ance with  information  required  under 
section  1306(b)  (3)   of  the  Act. 

(d)  Such  other  reports  shall  be  sub- 
mitted as  the  Secretary  may  require  to 
meet  the  provisions  of  the  Act  and  these 
regulations. 

§  110.206      Additional  conditions. 

The  Secretary  may,  with  respect  to 
the  approval  of  any  grant,  contract,  loan. 
or  loan  guarantee,  Impose  additional  con- 
ditions prior  to  or  at  the  time  of  any 
approval  when,  in  his  judgment,  such 
conditions  are  necessary  to  assure  or  pro- 
tect the  advancement  of  the  approved 
project,  the  Interests  of  public  health,  or 
the  conservation  of  project  funds. 

§  110.207      Nondiscrimination. 

Attention  Ls  called  to  the  requirements 
of  Title  \J  of  the  Civil  Rights  Act  of 
1964  (78  Stat.  252.  42  U.S.C.  2000d  et 
seq.)  and  in  particular  section  601  of  such 
Act  which  provides  that  no  person  In 
the  United  States  shall  on  the  grounds 
of  race,  color,  or  national  origin  be  ex- 
cluded from  participation  in.  be  denied 
the  benefits  of.  or  be  subjected  to  dis- 
crimination under  any  program  or  activ- 
ity receiving  Federal  financial  assistance 
A  regulation  implementing  such  title  'VI. 
which  applied  to  all  financial  assistance 
under  this  part,  has  been  issued  by  the 
Secretary  of  Health,  Education,  and 
Welfare  with  the  approval  of  the  Presi- 
dent (45  CFR  Part  80).  In  addition  no 
person  shall,  on  the  grounds  of  sex,  or 
creed  (unless  otherwise  medically  indi- 
cated) be  excluded  from  participation 
In,  be  denied  the  benefits  of,  or  be  sub- 
jected to  discrimination  under  any  pro- 
gram or  activity  receiving  Federal  finan- 
cial assistance.  Nor  shall  any  person  be 
denied  employment  In  or  by  such  pro- 
gram or  activity  so  receiving  Federal 


FEDERAL   REGISTER,    VOL     47,    NO.    1)0 — WtONESOAY,    JUNC    8,    1977 


RULES  AND   REGULATIONS 


29409 


financial  assistance  on  the  grounds  of 
age,  sex,  creed,  or  marital  status. 

§  110.208      Inventions  or  discoveries. 

An  award  under  this  part  is  subject  to 
the  regulations  of  the  Department  of 
Health.  Education,  and  Welfare  as  set 
forth  In  45  CFR  Parts  6.  "Inventions  and 
Patents  (General)"  and  8.  "Inventions 
Resulting  from  Research  Grants.  Fellow- 
ship Awards,  and  Contracts  for  Re- 
search." Such  regulations  shall  apply  to 
any  activity  for  which  funds  are  in  fact 
used  whether  \\ithin  the  scope  of  the 
project  as  approved  or  otherwise.  Ap- 
propriate measures  shall  be  taken  by  the 
award  recipient  and  by  the  Secretary  to 
assure  that  no  contracts,  assignments  or 
other  arrangements  inconsistent  with 
the  award  obligations  are  continued  or 
entered  into  and  that  all  personnel  In- 
volved in  the  supported  activity  are 
aware  of  and  comply  with  such  obliga- 
tions. Laboratory -notes,  related  techni- 
cal data,  and  Information  pertaining  to 
inventions  and  discoveries  shall  be  main- 
tained for  such  periods,  and  filed  with 
or  otherwise  made  available  to  the  Sec- 
retary or  those  he  may  designate  at  such 
times  and  In  such  maimer  as  he  may  de- 
termine necessary  to  carry  out  such  De- 
partment regulations. 

§  110.209      Publications,    copyright,    and 
data. 


(a)(1)  Except  as  may  otherwise  be 
provided  under  the  terms  and  conditions 
of  the  award,  the  applicant  may  copy- 
right without  prior  approval  any  data 
developed  or  resulting  from  a  project 
supported  under  this  part,  subject,  how- 
ever, to  a  royalty-free,  non-exclusive,  and 
irrevocable  license  or  right  in  the  Gov- 
ernment to  reproduce,  translate,  publish. 
use,  disseminate,  and  dispose  of  such 
materials  and  to  authorize  others  to  do 

SO-  J       V 

(2)  The  government  may  use.  dupli- 
cate, or  disclose  In  any  manner  and  for 
any  purpose  whatsoever,  and  have  or 
permit  others  to  do  so,  all  data  devel- 
oped during  the  term  of  Federal  finan- 
cial assistance. 

(3>  Whenever  any  data  is  to  be  ob- 
tained from  a  contractor  or  subcontrac- 
tor under  the  assisted  projects,  the 
applicant  shall  include  this  section 
(§  110.209)  in  the  contract  or  subcon- 
tract without  alteration,  making  it  appli- 
cable to  the  subject  matter  of  the  con- 
tract or  subcontract,  and  no  other  clause 
shall  be  used  to  diminish  the  govern- 
ment's right  m  that  contractor's  or  sub- 
contractor's data. 

(b)  As  used  in  this  section,  the  term 
"data"  means  writings,  films,  sound  re- 
cordings, pictorial  reproductions,  draw- 
ings, designs  or  oUier  graphic  represen- 
tations, procedural  manuals,  forms, 
diagrams,  work -flow  charts,  equipment 
descriptions,  data  files  and  data  process- 
ing or  computer  programs,  and  works 
of  any  similar  nature  (whether  or  not 
copvrighted  or  copyrightable)  which  are 
developed  during  the  term  of  Federal 
financial  assistance. 


§110.210      Conlidenlialitv. 

Each  award  is  subject  to  the  condi- 
tion that  all  information  obtained  by  the 
personnel  of  the  project  from  partici- 
pants in  the  project  related  to  their  ex- 
amination, care,  and  treatment  shall  be 
held  coiifidential.  and  shall  not  be  di- 
vulged without  the  individuals  informed 
consent  except  as  may  be  requii'ed  by 
law  or  as  may  be  necessary  to  provide 
service  to  the  individual  or  to  the  Sec- 
retary as  part  of  his  duties  uiader  the 
Act.  Information  may  be  disclosed  in 
summary,  statistical,  or  oUier  form 
which  "does  not  identify  particular 
individuals. 

§  110.211      .Applicahilil^   of   45  CFK  Pari 
74. 

The  provisions  of  45  CFR  Part  74. 
establishing  uniform  administrative  re- 
quirements and  cost  principles,  shall 
apply  to  all  awards  under  this  part  to 
State  and  local  governments  as  those 
terms  are  defined  m  Subpart  A  of  that 
Part  74.  The  relevant  provisioiis  of  the 
following  subparts  of  Part  74  shall  also 
apply  to  all  other  grantee  orgamzations 
under  this  part: 

Subpart : 

A — General. 
B — Cash  Depositories. 
C — Bonding  and  Insurance. 
D — Retention    and    Custodial    Require- 
ments for  Records. 
F— Grant-related  Income. 
G — Matching  and  Cost  Sharing. 
K — Grant  Payment  Requirements. 
L — Budget   Revision   Procedures. 
M— Grant  Closeout.  Suspension,  and  Ter- 
mination. 
O — Property. 
Q — Cost  Principles. 


§  110.212      Iseof  funds. 

Any  grants,  loans,  and  loan  guaran- 
tees awarded  pursuant  to  this  Part  as 
well  as  other  Federal  funds  to  be  lised 
in  the  performance  of  the  approved 
project  shall  be  expended  solely  for  tar- 
rying out  the  approved  project  in  ac- 
cordance with  the  statute,  the  regula- 
tions of  this  part,  and  the  terms  and 
conditions  of  the  award  or  assistance. 


§  110.213       Grantee  accounlahility. 

(a)  All  payments  made  by  the  Secre- 
tary* under  grants  awarded  pursuant  to 
sections  1303  and  1304  of  the  Act  shall 
be  recorded  by  the  grantee  in  account- 
ing records  separate  from  the  records 
of  all  other  grant  funds,  including  funds 
derived  from  other  grant  awards.  With 
respect  to  each  approved  project  the 
grantee  shall  account  for  the  sum  total 
of  all  amounts  paid  by  presenting  or 
otherwise  making  available  evidence 
satisfactor\-  to  the  Secretary  of  expendi- 
tures for  direct  and  Indirect  costs  meet- 
ing the  requiremenus  of  this  part:  Pro- 
vided, however.  That  when  the  amount 
awarded  for  indirect  cost  was  based  on 
a  predetermined,  fixed-percentage  of 
estimated  direct  costs,  the  amoimt  al- 
lowed for  indirect  costs  shall  be  com- 
puted on  the  basis  of  such  predetermined 
fixed-percentage    rates    applied    to    the 


total,  or  a  selected  elemeiit  thereof,  of 
the  reimbursable  direct  costs  incurred. 

I  b )  1 1 )  A  grantee  shall  render,  with 
respect  to  each  approved  project,  a  full 
account,  as  provided  herein,  as  of  date 
of  the  termination  of  grant  support.  The 
Secretary  may  require  other  special  and 
periodic  accounting. 

( 2 )  There  shall  be  payable  to  the  Fed- 
eral Gtovrnment  as  final  settlement  with 
respect  to  each  approved  project  the 
total  sum  of : 

li)  Any  amount  not  accounted  for 
pursuant  to  paragraph  la)  of  this  sec- 
tion; 

(ill  Any  other  amoimts  due  pursuant 
to  Subparts  F.  M,  and  O  of  45  Cm  Part 
74. 

Such  total  sum  shall  constitute  a  debt 
owed  by  the  grantee  to  the  Federal  Gov- 
enunent  and  shall  be  recovered  from 
the  grantee  or  its  successors  or  assignees 
by  setoff  or  other  action  as  provided  by 
law. 

§110.211       Continued  support. 

Neither  the  approval  of  any  project 
nor  any  award  of  financial  assistance 
shall  commit  or  obhgate  the  United 
States  to  make  any  additional,  supple- 
mental, continuation,  or  otlier  award 
with  respect  to  an>'  approved  project  or 
portion  thereof.  For  continuation  sup- 
port, applicants  must  make  separate  ap- 
plications at  such  times  and  in  such 
manner  as  the  Secretan,-  may  direct. 

Subpart  C — Grants  for  Feasibility  Surveys 

§  110.301       \pplicahility. 

Tlie  regulations  of  this  subpart,  in 
addition  to  the  regulations  of  Subpart 
B  of  this  part,  are  applicable  to  grant-s 
awarded  pursuant  to  section  1303  of  the 
Act  for  projects  to  conduct  surveys  or 
other  activities  to  determine  the  feasibil- 
ity of  developing  and  operating  or  ex- 
panding the  operation  of  health  main- 
tenance organizations. 

§  110.302      Eligibility. 

lai  Eligible  apphcants.  Any  public  or 
private  nonprofit  entity  which  is  or  pro- 
poses to  develop  or  become  a  health 
maintenance  organization  is  eligible  to 
apply  for  an  award  under  this  subpart, 
exceiDt  that  in  the  case  of  apphcations 
for  support  of  expansion,  only  organiza- 
tions which  have  been  found  by  the  Sec- 
retary to  be  qualified  health  mainte- 
nance organizations  are  eligible  to  ap- 
ply. 

lb)  Eligible  projects  Awards  may  be 
made  pursuant  to  section  1303  of  the 
Act.  the  reg\ilations  of  Subpart  B  of  this 
part,  and  this  subpart,  to  eligible  ap- 
plicants to  assist  in  conducting  surveys 
or  other  actintles  to  determine  the  feasi- 
bility of  developing  or  expanding  the 
operation  of  organizations  which  meet 
or  propose  to  meet  the  requirements  un- 
der subpart  A  of  these  regulations.        ^ 

§110.303      Projeet  elements. 

An  approvable  application  must  pro-- 
\1de: 
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(a)  Statements  which  describe  con- 
cisely: 

1 1 )  The  goals  and  objectives  for  the 
proposed  healUi  maintenance  organiza- 
tion; 

■  2 1  The  administrative,  managerial, 
and  organizational  arrangements  and  re- 
sources to  be  utilized  to  conduct  the 
feasibility  study. 

(3>   The  propo-sed  service  area;  and 

(41  Intended  ftnancial  participation 
of  the  applicant,  specifying  the  type 
of  contributions,  such  as  cash  or  serv- 
ices, loans  of  full-  or  part-time  staff, 
equipment,  spaces,  materials,  or  facili- 
ties or  other  contributions; 

(b)  An  assurance  that  the  applicant 
will  cooperate  with  the  appropriate 
health  systems  agency  or  State  health 
planning  and  development  agency; 

(ci  Written  evidence  of  notification 
to  the  local  medical  societies  of  the  ap- 
plicant's intention  to  apply  for  assist- 
ance; 

(d)  Letters  or  otlier  fomis  of  evidence 
that  there  is  general  support  for  and  ac- 
ceptance of  the  proposed  health  main- 
tenance organization  by  the  comnaimity 
which  the  applicant  proposes  to  serve; 

lei  Concise  plans  for  conducting  tlie 
feasibility  study,  wliich  must  Include,  at 
a  minimum,  a  description  of  tasks  for 
each  activity  listed  below,  accompanied 
by  a  time-phased  milestor.e  chart  Indi- 
catmg  proposed  funding  and  manpower 
to  be  allocated  to  each  activity  (where 
circumstances  indicate  that  it  would  be 
appropriate  and  consi.'^tent  with  the  in- 
tent of  the  Act.  additional  activities  may 
be  proposed  in  the  application ;  : 

1 1 1  Identify  pertinent  State  laws,  reg- 
ulations, and  practices  relating  to  operat- 
ing as  a  health  maintenance  organiza- 
tion; 

(2 1  Identify  population  groups  which 
would  be  sources  of  payment  for  services 
when  the  health  maintenance  organiza- 
tion becomes  operational; 

(3)  Identify  potential  providers  or 
Bourccs  of  providers  of  basic  health 
services ; 

(4)  Develop  an  estimate  of  the  amount 
to  be  charged  for  b€islc  health  services 
when  the  proposed  health  maintenance 
organization  becomes  operational: 

i5i  Develop  an  estimate  of  the  enroll- 
ment £und  funds  required  to  reach  the  fi- 
nancial breakeven  point;  and 

(6»  Develop  a  preliminary  estimate  of 
the  faculties  required  for  operational 
status; 

I  f )  In  suddition.  in  the  case  of  an  exist- 
ing organization  which  provides  health 
care  services  financed  on  a  prepaid  capi- 
tation basis  to  an  enrolled  population 
which  Is  requesting  assistance  to  become 
a  health  maintenance  organization,  iden- 
tification of  gaps  between  the  applicant's 
CTirrent  operation  and  the  requirements 
of  Subpart  A  of  this  part; 

I  g^  In  addition,  in  the  case  of  qualified 
health  maintenance  organizations  re- 
questing assistance  for  significant  expan- 
sion: 

( 1 )  Data  on  prepaid  membership  totals 
for  annual  intervals  over  the  past  five 
years,  or  if  the  health  maintenance  or- 
ganization hsfi  not  been  operating  for 
five  years,  such  data  on  a  quarterly  basis 


for  the  time  during  which  It  has  been  In 
operation ; 

( 2 1  The  current  enrollment  figure : 

(3 )  A  description  of  the  current  health 
service  deliveiT  facilities,  Including  an 
estimate  of  their  capacity; 

(4 1  The  number  and  specialties  of  cur- 
rent health  professionals  serving  Its 
members;  and 

<5)  The  plans  for  the  proposed  sig- 
nificant expansion  which  demonstrate 
that  the  definition  of  significant  expan- 
sion in  §  110.202(c)  will  be  met. 

g   llO-.tOl      Kvaliialion  and  award. 

(a)  Within  the  limits  of  funds  avail- 
able for  such  purpose,  the  Secretary  may 
make  awards  to  cover  up  to  90  percent  of 
the  cx>st  of  projects,  or  In  the  case  of 
projects  which  will  draw  not  less  than  30 
percent  nor  more  than  the  appropriate 
percentage  (as  determined  under  5  110.- 
108  ( c )  of  its  anticipated  enrollment  from 
medically  underserved  populations,  up  to 
100  percent  of  the  costs,  to  those  appli- 
cants whose  projects  will.  In  his  judg- 
ment best  promote  the  purposes  of  sec- 
tion 1303  of  tlie  Act  and  the  regulations 
of  this  subpart,  ta.king  into  account: 

1 1 1  Tlie  degree  to  which  the  proposed 
project  satisfactorily  provides  for  ele- 
ments set  forth  in  §  110.303  above. 

(2)  The  comments  of  the  appropriate 
health  systems  agency  or  State  health 
planning  and  development  agency. 

(3)  The  degree  to  which  the  goals  and 
objectives  of  the  proposed  project  will 
promote  the  purposes  of  the  Act  and  are 
consistent  with  the  generally  recognized 
capability  of  effectively  organized  and 
managed  health  maintenance  organiza- 
tions to  reduce  inappropriate  hospital 
utilization,  to  contain  health  care  costs, 
to  use  effectively  medical  and  other 
health  manpower,  to  emphasize  early  de- 
tection and  treatment  of  Illness,  smd  to 
contribute  to  a  better  distribution  and 
quality  of  health  care. 

<4i  The  capability  of  the  applicant  to 
organize  and  manage  the  project  suc- 
cessfully. 

•  5)  The  soundness  of  the  proposed 
plan  for  conducting  the  feasibility  study 
and  for  assuring  effective  utilization  of 
grant  funds. 

'6)  The  potential  of  the  project  to  ob- 
tain Indications  of  the  willingness  of 
basic  medical  and  health  care  providers 
to  participate  in  the  operation  of  the 
health  maintenance  organization. 

(7)  The  probability  of  financial  via- 
bility based  on  potential  sources  of  finan- 
cial support  for  development  and  opera- 
tions £ind  potential  sources  of  enroll- 
ment. 

<8)  The  inclusion  of  medically  under- 
served  populations  in  the  projected 
enrollment. 

(9)  Location  relative  to  the  number  of 
organizations  providing  health  services 
to  a  defined  population  on  a  prepaid 
capitation  basis,  which  are  already  oper- 
ating In  the  proposed  geographic  area. 

(10>  The  percentage  of  total  antici- 
pated enrollment  to  be  drawn  from  non- 
metropolitan  area5  to  be  served. 

(11)  Evidence  of  the  applicant's  In- 
tended contribution  to  the  project. 


1 12)  In  the  case  of  an  existing  organi- 
zation operating  on  a  prepaid  capitation 
basis,  the  applicant's  potential  for  ex- 
peditious transition  mto  a  qualified 
health  maintenance  organization. 

(13)  In  the  case  of  expansion  projects, 
the  potential  rate  of  increase  of  exp?Bi- 
sion,  or  the  potential  increase  In  the 
area  to  be  served  by  the  expanded 
health  maintenance  organization. 

(b)  In  considering  applications  mider 
this  subpart,  the  Secretary  wiU  give 
priority  to  applications  which  contain 
assurances  satisfactory  to  the  Secretary 
that  when  the  organizations  become  op- 
erational not  less  than  30  percent  of  their 
members  will  be  members  oi  a  medically 
underserved  population. 

§  1  10.303       Fiiriiliii^  tiiiruliuii  and  limita- 
tion. 

(a)  The  amount  of  any  award  shall 
be  determined  by  the  Secretary  on  the 
basis  of  his  estimate  of  the  simi  neces- 
sary for  project  costs:  Provided,  how- 
ever, That  any  single  grant  may  not 
exceed  $75,000. 

(b)  Feasibility  survey  applicants  may 
propose  that  the  award  period  be  12 
months  or  less.  Feasibility  survey  proj- 
ects shall  be  completed  within  the  pe- 
riod of  the  award.  The  Secretary  maj' 
make  not  more  than  one  additional  grant 
for  a  project  for  a  feasibility  survey 
for  which  a  grant  has  previously  been 
made,  and  may  permit  additional  time 
(up  to  12  months)  for  completion  of 
the  project  If  he  determines  that  the 
additional  grant  or  additional  time,  or 
both,  is  needed  to  complete  the  project 
adequately. 

(c)  Funds  under  grants  for  feasibility 
surveys  shall  be  used  only  for  actlvltes 
set  forth  In  5  110.303(e)  and  for  activi- 
ties designed  to  fill  the  gaps  referred  to 
In  §  110.303(f). 

Subpart  D — Grants  and  Loan  Guarantees 
for  Planning  and  Initial  Development 
Costs 

§   110.401       Applicahilitv. 

The  re^idatlons  of  this  subpart.  In 
addition  to  the  regulations  of  Subpart 
B  of  this  part,  are  applicable  to: 

(a)  Grants  awarded  pursuant  to  sec- 
tion 1304  of  the  Act  for  projects  for 
planning,  and  Initial  development  of 
health  maintenance  organizations  or  for 
significant  expansion,  as  defined  In 
§110.202(c».  of  the  membership  of,  or 
areas  served,  by  qualified  health  main- 
tenance organizations,  and 

(b>  Guarantees  made  to  non-Federal 
lenders  of  paj-ment  of  the  principal  of 
and  the  Interest  on  loans  made  to — 

(1)  Nonprofit  private  entities  for  such 
projects  for  the  establishment  or  ex- 
pansion of  health  maintenance  organiza- 
tions, or 

(2)  Private  entities  (other  than  non- 
profit private  entitles)  for  such  projects 
for  health  malntensuice  organizations 
which  wlU  serve  medically  underserved 
populations. 

§  110.402     EliBibilitv. 

(a)  Eliffible  applicants,  d)  Any  public 
entity  which  is  or  which  proposes  to  be- 
come a  health  maintenance  organization 
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is  eligible  to  apply  for  a  grant  imdcr  this 
subpart,  except  that  in  the  case  of  appli- 
cations for  support  of  expansion,  only 
organizations  which  have  been  found  by 
the  Secretary  to  be  qualified  health 
maintenance  organizations  are  eligible 

to  apply.  .^ .  . 

( 2 )  Any  nonprofit  private  entity  which 
is  or  which  proposes  to  become  a  health 
maintenance  organization  is  eligible  to 
apply  for  a  grant  or  a  loan  guarantee 
under  this  subpart,  except  that  in  the 
case  of  applications  for  support  of  ex- 
pansion, only  organizations  which  have 
been  found  by  the  Secretary  to  be  quali- 
fied health  maintenance  organizations 
are  eligible  to  apply. 

(3)  Any  private  entity  (other  than  a 
nonprofit  private  entity)  which  is  or 
which  proposes  to  become  a  health 
maintenance  organization  and  which 
proposes  to  serve  a  medically  under- 
served  population  is  eligible  to  apply  for 
a  loan  guarantee  under  this  subpart,  ex- 
cept that  in  the  case  of  api  lications  for 
support  of  expansion,  only  organizationa 
which  have  been  found  by  the  Secretary 
to  be  qualified  health  maintenance  or- 
ganizations are  eligible  to  apply. 

(b)  Eliffible  projects— ^l'  Grants. 
Awards  of  grants  may  be  made  pursuant 
to  section  1304  of  the  Act  and  the  regiila- 
tlons  of  Subpart  B  of  this  part  and  this 
subpart  to  eligible  applicants  for  plan- 
ning for  the  establishment  of  health 
maintenance  organizations,  or  for  the 
significant  expansion  of  the  membership 
of,  or  areas  served  by  the  health  mainte- 
nance organizations  meeting  the  re- 
quirements of  Subpart  A  of  this  part,  or 
for  the  initial  development  or  actual  ex- 
pansion of  such  organizations; 

(2)  Loan  guarantees,  di  In  the  case  of 
nonprofit  private  entities,  guarantees 
may  be  made  pursuant  to  section  1304  of 
the  Act  and  the  regulations  oi  Subpart 
B  of  this  part  and  this  subpart  to  eligible 
applicants  for  the  payment  of  the  prin- 
cipal of  and  the  Interest  on  loans  for 
planning  projects  for  the  establishment 
of  health  maintenance  organizations,  or 
the  significant  expansion  of  existing  or- 
ganizations which  have  been  found  by 
the  Secretary'  to  meet  the  applicable  re- 
quirements of  Title  Xin  of  the  Act  and 
the  applicable  regulations  of  this  part, 
or  for  the  initial  development  or  actual 
expansion  of  such  health  maintenance 
organizations. 

(ii)  In  the  case  of  private  entities 
(other  than  nonprofit  private  entities), 
guarantees  may  be  made  pursuant  to 
section  1304  of  the  Act  and  the  regula- 
tioiis  of  Subpart  B  of  this  part  and  this 
subpart  to  eligible  applicants  for  the 
payment  of  the  principal  of  and  the  in- 
terest on  loans  for  planning  projects 
for  the  establishment  of  health  mainte- 
nance orgar.izations.  or  the  sianificant 
expansion  of  existing  organizations 
wliich  have  been  found  by  the  Secretarv 
to  meet  the  applicable  requirements  of 
Title  XIII  of  the  Act  and  the  applicable 
regulations  of  this  part,  or  for  the  initial 
development  or  actual  expansion  of  such 
health  maintenance  organization.s :  Pro- 
vided. That  at  least  30  percent  of  tlie 


projected  members  of  such  orgtoiizatlonj 
are  from  medically  underserved  popula- 
tions. 

§  110.403      Project    elemeuU    for    plan- 
ning. 

An  approvable  application  must  pro- 
vide: 

(a)  Statements  which  describe  In  de- 
tail: 

<1)  The  goals  and  objectives  of  the 
proposed  health  maintenance  organiza- 
tion: 

(2)  The  administrative,  managerial 
and  organlzatloned  arrangements  and 
resources  to  be  utilized  in  the  perform- 
ance of  the  proposed  activities; 

(3)  The  proposed  service  area;  and 

(4)  The  intended  financial  participa- 
tion of  the  appbcant,  specifying  the  type 
of  contribution  such  as  cash  or  servlcea, 
loans  of  fuU-  or  part-time  staft,  equli>- 
ment,  space,  materials,  facilities,  or  other 
contributions. 

(h)  An  assurance  that  the  applicant 
will  cooperate  with  the  appropriate 
health  systems  agency  or  State  health 
plarming  and  development  agency 

(c)  Written  evidence  of  notification  to 
the  local  medical  societies  of  the  appli- 
cant's Intention  to  apply  for  assistance 

(d)  Letters  or  other  forms  of  evidence 
that  there  is  support  for  and  acceptance 
of  the  project  by  organizations,  institu- 
tions, and/or  employer  groups  which  may 
participate  in  the  development  of  the 
proposed  hesdth  maintenance  organiza- 
tion. 

(e)  A  detailed  report  of  the  results  of 
the  survey  or  study  which  established  the 
feasibility  of  developing  the  health  main- 
tenance organization,  as  well  as  of  any 
other  activities  relating  to  the  develop- 
ment of  the  health  maintenance  organi- 
zation undertaken  prior  to  application 
for  plarming  assistance.  With  regard  to 
the  report  of  the  feasibility  survey.  In- 
formation OD.  the  following  must  be  In- 
cluded : 

(I)  Status  of  the  applicant  in  terms 
of  pertinent  State  laws,  regulations,  and 
practices  relating  to  operating  as  a 
health  maintenance  organization; 

(2>  Organizational  structure  of  the 
proposed  health  maintenance  organiza- 
tion; 

(3»  Providers  of  basic  health  services 
who  have  agreed  or  might  reasonably  be 
expected  to  agree  to  provide  health  bene- 
fits: 

<4'>  The  types  of  population  groups 
which  would  be  sources  of  prepayment 
for  an  operational  health  maintenance 
organization  and  other  potential  sources 
of  payment  for  services  when  opera- 
tional; 

(5 1  Sources  of  payment  and  opera- 
tional support  including: 

<i)  Preliminar>-  estimate  of  the  amoimt 
to  be  charged  for  basic  health  benefits 
when  the  proposed  health  maintenance 
organization  becomes   operational;    and 

(II)  Estimate  of  enrollment  and  in- 
come required  to  reach  the  financial 
breakeven  point .  and 

(6)  A  preliminary  estimate  of  facul- 
ties required  for  operational  status. 


(f)  Conci.«»e  plans  for  accomplishing 
planning  stage  activities,  which  must  In- 
clude at  a  minimum,  a  description  of 
tasks  for  each  activity  listed  below,  ac- 
companied by  a  time-phased  milestone 
chart  indicating  proposed  funding  and 
manpower  to  be  allocated  to  each  such 
activity  ( where  circumstances  indicate 
that  It  would  be  appropriate  and  con- 
sistent with  the  intent  of  the  Act.  addi- 
tional actinties  may  be  proposed)  : 

(1>   Recruit  key  project  staff; 

<2>  Plan  for  and  initiate  appropriate 
action  relating  to  any  State  legal  and  or 
regulatory  restrictions: 

( 3 )  Develop  formal  organization; 

(4)  Establish  community  support; 

(5)  Refine  market  estimate  made  in 
feasibility  survey; 

(6)  Develop  health  benefits  plan: 

(7)  Develop  premium  structure; 

(8)  Develop  plans  for  marketing  of  the 
services  and  enrollment  of  members: 

(9>  Develop  budget  and  financial  plan; 

(10^  Identify  providers  of  basic  health 
services  and  develop  preliminary  agree- 
ments to  negotiate  with  these  providers; 
and 

1 1 1  >  Plan  for  necessary  facilities  and 
equipment 

(g)  In  addition,  in  the  case  of  an  ex- 
isting organization  which  provides 
health  care  services  financed  on  a  pre- 
paid capitation  basis  to  an  enrolled  pop- 
ulation which  is  requesting  assistance  to 
become  a  qualified  health  maintenance 
organization,  an  identification  of  gaps 
between  the  applicant's  current  opera- 
tion and  the  requirements  of  Subpart  A 
of  this  part. 

(ht  In  addition.  In  the  case  of  quali- 
fied health  maintenance  organizations 
requesting  assistance  for  significant 
expansion : 

( 1  >  Data  on  prepaid  membership  to- 
tals for  annual  intervals  over  the  past 
five  years,  or  if  the  health  maintenance 
organization  lias  not  been  operating  for 
five  years,  such  data  on  a  quarterlv-  basis 
for  the  lime  during  which  it  has  been 
In  operation; 

(2)  The  current  enrollment  figure; 

'3'  A  description  of  the  current  health 
senice  delivery  facilities,  including  an 
estimate  of  their  capacity; 

1 4 1  Tlie  number  and  specialties  of  cur- 
rent health  professionals  serving  its 
members;  and 

(5>  The  detailed  plans  for  the  pro- 
posed significant  expansion  which  dem- 
onstrate that  the  definition  of  signifi- 
cant expansion  in  5  110.202' O  wUl  be 
met. 

§110.4fl*      Projort    rlrmMits    for    initial 
development. 

An  approvable  application  must 
provide : 

(a>  W^ritten  evidence  satisfactory  to 
the  Secretary  that  tlie  feasibility  of  the 
establishment  and  operation  or  expan- 
sion has  t)een  established  by  the  appli- 
cant and  that  sufficient  planning  for  the 
establishment  or  expansion  has  been 
conducted  by  tlie  applicant.  In  addition, 
applicants  must  provide  Uie  mlormation. 
assurances  and  evidence  required  by 
§110  403    ai ,  (b),  (c) .  and  (d^  and  must 
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report  all  other  activities  relating  to  the 
development  of  the  health  maintenance 
organization  underUiken  prior  to  appli- 
cation for  initial  development  assistance. 
(b)  Detailed  plans,  which  must  in- 
clude, at  a  minimum,  tasks  designed  to 
accomplish  the  activities  listed  below, 
accompanied  by  a  time-phased  milestone 
ciiart  indicating  proposed  funding  and 
manpower  to  be  allocated  to  each  (where 
circumstances  indicate  that  it  would  be 
appropriate  and  consistent  with  the  in- 
tent of  the  Act,  additional  activities  may 
be  proposed  In  the  application'  : 

( 1  >  Develop  a  schedule  to  meet  the  re- 
quirements of  Subpart  A  of  this  part; 

(2)  Complete  activities  related  to  re- 
solving legal  issues ; 

i3'  Recruit  and  train  personnel  es- 
sential for  operation  as  a  health  main- 
tenance organization: 

(4  >  Develop  a  comprehensive  financial 
plan  ; 

(5  <  Organize  physician  and  other  basic 
health  services: 

(6i  Construct  renovate  health  main- 
tenance organization  facihties: 

( 7 )  Organize  ambulatorj-  care  facility ; 
(8>  Formalize  contract  arrangement^; 
(9>  Initiate  enrollment  plan  and  Im- 
plement a  staffing  plan  that  demon- 
strates compliance  with  the  appropriate 
15  or  30  percent  limitation  on  contracts 
for  basic  and  supplemental  health  serv- 
ices under   5  110, 104' a'  :   and 

(10 1  Create  any  operating  reserves  re- 
quired by  State  authorities. 

'CI  Signed  letters  from  at  least  three 
physicians  Indicating  that  they  intend 
or  are  willing  to  be  employed  by  or  to 
contract  with  the  proposed  health  main- 
tenance organization  for  the  provision 
of  basic  health  services  to  its  members 
and,  signed  letters  from  one  or  more 
hospitals  Indicating  that  they  intend  to 
or  are  willing  to  negotiate  an  agreement 
to  provide  hospital  services  to  members 
from  the  proposed  health  maintenance 
organization  as  necessary. 

I  d  I  In  the  case  of  an  applicant  which 
Intends  to  serve  Title  XIX  eligibles  as 
part  of  the  intended  enrollment,  evidence 
that  the  State  Title  XIX  agency  is  wUhng 
to  negotiate  a  prepaid  capitation  con- 
tract In  the  form  of  a  letter  or  other 
document  from  the  State  Title  XIX 
agency. 

<e)  In  addition,  in  the  ca.se  of  an  ex- 
isting organization  which  provides  health 
care  services  financed  on  a  prepaid  capi- 
tation basis  to  an  enrolled  population. 
which  is  requesting  assistance  to  become 
a  qualified  health  maintenance  organiza- 
tion, and  identification  of  gaps  between 
the  applicant's  current  operation  and  the 
requirements  of  Subpart  A  of  this  part. 
ifi  In  addition,  in  the  case  of  quali- 
fied health  maintenance  organizations 
requesting  assistance  for  significant  ex- 
pansion: 

<  1 1  I>ata  on  prepaid  membership  totals 
for  annual  intervals  over  the  past  five 
years,  such  data  on  a  quarterlj*  basis  for 
the  total  number  of  years  during  which 
It  has  been  in  operation: 

(2)  The  current  enrollment  figure: 

(3)  A  description  of  the  current  health 
service  dellverv-  facilities,  including  an 
estimate  ot  their  capacity; 


f  4i  The  number  and  specialties  of  ctir- 
rent  health  professionals  serving  Its 
members;  and 

1 5 1  The  plans  for  the  proposed  signifi- 
cant expansion  which  demonstrate  that 
the  definition  of  significant  expansion  In 
5  110.2021  c)  will  be  met. 

§   I  10,  lO.'i      Funding  durulion  and  limita- 
tion. 

I  a )  Planning  projects.  <  1  >  The  amount 
of  any  award  shall  be  determined  by  the 
Secretary  on  the  basis  of  his  estimate  of 
the  .sum  necessary  for  project  costs: 
Provided,  That  any  single  grant  and  the 
amoimt  of  principal  of  any  single  loan 
guaranteed  under  section  1304  of  the 
Act  may  not  exceed  $200,000. 

1 2  1  In  considering  applications  under 
this  subpart,  the  Secretary  will  give 
priority  to  applications  which  contain 
assurances  satisfactory  to  the  Secretary 
that  when  the  organization  becomes 
operational,  not  less  than  30  percent  of 
its  members  will  be  members  of  a  medi- 
cally underserved  population.  In  con- 
sidering applications  for  loan  guarantees 
for  planning  projects  under  this  subpart, 
the  Secretar>'  will  give  special  considera- 
tion to  applications  for  projects  for 
health  maintenance  organizations  which 
will  serve  medically  underserved  popula- 
tions. Applicants  may  propose  that  the 
award  period  be  for  one  year  or  less,  as 
appropriate  to  the  planning  activities  to 
be  accomplished.  Planning  projects  shall 
be  completed  within  the  period  of  the 
award.  The  Secretary  may  not  make 
more  than  one  additional  grant  or  loan 
guarantee  for  a  planning  project  for 
which  a  grant  or  loan  guarantee  has 
previously  been  made,  and  may  permit 
additional  time  (up  to  12  months)  for 
completion  of  the  project  If  he  deter- 
mines that  the  additional  grant  or  loan 
guarantee  (as  the  case  may  be)  or  addi- 
tional time,  or  both,  is  needed  to  com- 
plete the  project  adequately, 

(3)  Funds  under  grants  and  loans 
guaranteed  for  planning  projects  shall 
be  used  only  for  the  activities  set  forth 
in  5  110.403(f)  and  for  activities  required 
to  fill  the  gaps  referred  to  in  J  1 10.403  ( g) , 

<b)  Initial  development  projects.  (1) 
The  amount  of  any  award  shall  be  deter- 
mined by  the  Secretary  on  the  basis  of 
his  estimate  of  the  sums  necessary  for 
project  costs:  Provided,  however.  That 
the  aggregate  amount  of  loan  guarantees 
and  grants  for  any  Initial  development 
project  may  not  exceed  $1,000,000  or,  In 
the  case  of  a  project  for  a  health  main- 
tenance organization  which  will  provide 
services  to  an  additional  service  area  or 
which  will  provide  services  in  two  or 
more  areas  which  are  not  contiguous, 
$1,600,000. 

(2)  Applicants  may  propose  that  the 
award  period  for  initial  development 
activities  be  one  year  or  less,  as  appro- 
priate to  the  Initial  development  activi- 
ties to  be  accomplished.  Initial  develop- 
ment projects  shall  be  completed  within 
the  period  of  tlie  award  beginning  on  the 
first  day  of  the  month  in  which  such 
award  was  made,  and  the  number  of 
grants  made  for  any  initial  development 
project  under  section   1304  of  the  Act 


may  not  exceed  a  total  of  three.  A  loan 
guarantee  for  an  initial  development 
project  may  only  be  made  for  a  loan  '  or 
loans)  for  initial  development  costs  in- 
curred in  a  period  not  to  exceed  three 
years. 

(3)  In  considering  applications  for 
loan  guarantees  for  initial  development 
projects  under  this  subpart,  the  Secre- 
tary will  give  special  consideration  to 
applications  for  projects  for  health 
maintenance  organizations  which  will 
serve  medically  underserved  populations. 

<4)  Funds  under  grants  and  loans 
guaranteed  for  projects  for  initial  de- 
velopment shall  be  used  only  for  activi- 
ties set  forth  in  §  110.104(b)  (except  that 
such  funds  may  not  be  used  for  the  costs 
of  construction  or  for  recruitment  of 
personnel  who  will  not  engage  in  prac- 
tice principally  for  the  health  mainte- 
nance organization)  and  for  activities 
required  to  fill  gaps  referred  to  in  S  110  - 
404(e). 

§110.406      Evaluation  and  anard. 

(a)  Within  the  limits  of  funds  avail- 
able for  such  purpose,  the  Secretary  may 
make  awards  to  cover  up  to  90  percent 
of  the  cost  of  projects,  or  in  the  case  of 
projects  which  wiU  draw  not  less  than 
30  percent  nor  more  than  the  appropri- 
ate percentage  (as  determined  under 
5  110.108(C)  I  of  its  anticipated  enroll- 
ment from  medically  imderserved  popu- 
lations, up  to  100  percent  of  the  costs, 
to  those  applicants  whose  projects  will, 
in  his  judgment,  best  promote  the  pur- 
poses of  section  1304  of  the  Act  and  the 
regulations  of  this  subpart,  taking  into 
account: 

(1)  The  degree  to  which  the  proposed 
project  satisfactorily  provides  for  the 
elements  set  forth  in  §  110.403  or  §  110- 
404. 

(2)  The  comments  of  the  appropriate 
health  systems  agency  or  State  health 
planning  and  development  agency. 

(3)  Whether  the  feasibility  of  the 
project  has  been  established,  and  in  the 
case  of  initial  development  applications. 
whether  all  requirements  of  a  planning 
application  have  been  met. 

(4)  The  appropriateness  of  the  goals 
and  objectives  of  the  proposed  project. 

(5)  The  effectiveness  the  proposed  or- 
ganization may  reasonably  be  expected 
to  have  in  reducing  inappropriate  hos- 
pital utilization,  containing  health  care 
costs,  using  medical  and  other  health 
manpower,  emphasizing  early  detection 
and  treatment  of  illnesses,  and  achiev- 
ing a  better  distribution  and  quality  of 
care. 

(6)  The  capability  of  the  applicant 
to  organize  and  manage  the  project 
successfully. 

(7)  Evidence  of  the  applicant's  in- 
tended contribution  to  the  project. 

(8)  Evidence  of  intent  from  providers 
expressing  a  willingness  to  be  employed 
by  or  contract  with  the  proposed  health 
maintenance  organization  for  the  pro- 
vision of  basic  health  services. 

fQ)  Evidence,  In  form  of  letters,  from 
Individuals,  groups,  or  organizations  In- 
dicating that  they  support  the  develop- 
ment and  operation  of  the  proposed 
health  maintenance  organization. 
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(10)  The  results  of  marketing  efforts 
and  the  prospects  for  eventual  economic 
viability  as  an  operational  health  main- 
tenance organization  without  continued 
Federal  support. 

'ID  The  Inclusion  of  medically  under- 
served  populations  in  groups  to  be  en- 
rolled. 

'12)  Lxx;atlon  relative  to  the  number 
of  organizations  providing  health  serv- 
ices to  a  defined  population  on  a  prepaid 
capitation  basis,  which  are  already  oper- 
ating in  the  area. 

( 13 1  The  percentage  of  anticipated 
total  enrollment  to  be  drawn  from  non- 
metropolitan  areas  to  be  served. 

(14)  In  the  case  of  an  existing  orga- 
nization operating  on  a  prepaid  capita- 
tion basis,  the  applicants  potential  for 
expeditious  transition  into  a  qualified 
health  maintenance  organization. 

( 15)  In  the  case  of  expansion  projects, 
the  potential  rate  of  increase  of  expan- 
sion, or  the  potential  Increase  In  the 
area  to  be  served  by  the  expanded  health 
maintenance  organization. 

(b)  In  considering  applications  under 
this  subpart  the  Secretary  will  give  pri- 
ority to  applications  which  contain  as- 
surances satisfactory  to  the  Secretary 
that  when  the  organizations  become  op- 
erational, not  less  than  30  percent  of 
their  members  will  be  members  of  a 
medically  underserved  population. 

§  110.407      Loan  guarantee  pp«vi(sion«. 

(a)  Disbursement  of  loan  proceeds. 
The  principal  amoimt  of  any  loan  guar- 
anteed by  the  Secretary  under  this  sub- 
part shall  be  disbursed  to  the  applicant 
in  accordance  with  an  agreement  to  be 
entered  into  between  tlie  parties  to  the 
loan  and  approved  by  the  Secretary. 

(b)  Length  and  maturity  o)  loans.  ThR 
principal  amount  of  each  loan  guaran- 
tee, together  with  interest  thereon,  shall 
be  repayable  over  a  period  of  20  years, 
beginning  on  the  date  of  endorsement  of 
the  loan  guarantee  by  the  Secretary.  The 
Secretary  may  however,  approve  a 
shorter  repayment  period  where  he  de- 
termines that  a  repayment  period  of  less 
tlian  20  years  i*  more  appropriate  to  an 
applicant's  total  financial  plan. 

i  c)  Repayment  The  principal  amount 
of  each  loan  guarantee,  togetiier  with  in- 
terest thereon,  shaU  be  repayable  In 
accordance  with  a  repai'ment  schedule 
which  is  to  be  agreed  upon  by  the  parties 
to  the  loan  and  approved  by  the  Secre- 
tary prior  to  or  at  the  time  of  his  en- 
dorsement of  the  loan.  Unless  otherwise 
specifically  authorized  by  the  Secretary, 
each  loan  guaranteed  by  the  Secretary 
shall  be  repayable  in  substantially  level 
combined  installments  of  principal  and 
interest,  to  be  paid  at  intervals  not  less 
frequently  than  annually,  sufSclent  to 
amortize  the  loan  through  the  final  year 
of  the  life  of  the  loan.  Principal  repay- 
ment during  the  first  36  months  of  oper- 
ation may  be  deferred,  with  payment  of 
Interest  only  by  the  applicant  during 
such  pericxl. 


Subpart  E — Loans  and  Loan  Guarantees 
for  Initial  Operating  Costs 

§  110.301      ApplifabUity. 

The  regulations  of  this  subpart,  to  ad- 
dition to  ttie  regulations  of  Subpart  B,  of 
this  part  are  applicable  to  loans  and  loan 
guarantees  awarded  pursusmt  to  section 
1305  of  the  Act. 
§  110.302     Dtfiiiiiioii*. 

<a)  '•Operating  cost"  means  any  cost 
which  under  generally  accepted  account- 
ing principles  or  under  accounting  prac- 
tices prescribed  or  permitted  by  State 
regulatory  authority  Is  not  a  capital  cost 
and  which  Is  Incurred  on  or  after  the 
first  day  of  the  applicable  period  of  op- 
eration OT  expansion  as  defined  In  para- 
graph (b)  of  this  secton:  Provided.  That 
pajTnents  mswle  by  a  health  maintenance 
organization  during  such  applicable  pe- 
riod to  reduce  balance  sheet  liabilities 
exlsthig  at  the  beginning  of  such  period 
are  operating  costs  to  the  extent  that 
they  are  expressly  approved  by  the 
Secretary  at  the  time  the  loan  or  loan 
guarantee  Is  made.  In  addition,  when 
deposits  of  funds  to  restricted  reserve 
accounts  are  required  by  State  authority, 
deposits  made  during  such  applicable  pe- 
riod are  operating  costs. 

'b)  "First  60  months  of  operation  or 
expansion"  means  the  60  month  period 
beginning  on  the  first  day  of  the  month 
during  which  the  health  maintenance 
organization  first  provides  services  to 
members,  or  In  the  case  of  significant  ex- 
pansion, first  provides  servlceB  in  ac- 
cordance with  its  expansion  plan. 

§  110.303      EligibililT. 

(a)  Eligible  applicants.  (1)  Any  public 
qualified  health  maintenance  organiza- 
tion is  eligible  to  apply  for  a  loan  under 
this  subpart. 

(2)  Any  nonprofit  private  qualified 
health  maintenance  organization  Is  eli- 
gible to  apply  for  a  loan  or  a  loan  guar- 
antee under  this  subpart. 

(3)  Any  private  'other  than  a  non- 
profit private)  qualified  health  mainte- 
nance organization  which  wlD  serre  a 
medically  underserved  populations  is 
eligible  to  apply  for  a  loan  guarantee 
under  this  subpart. 

(b)  Eligible  projects — (1)  Loans.  In 
the  case  of  public  or  nonprofit  private 
qualified  health  maintenance  organiza- 
tions, loans  may  be  made  pursuant  to 
section  1305  of  the  Act  and  the  regula- 
tioris  of  Subpart  B  of  this  part  and  this 
subpart  to  eligible  applicants  to  assist 
them  in  meeting  the  amount  by  which 
their  operating  costs  during  a  period  not 
to  exceed  the  first  60  months  of  their 
operation  exceed  their  revenues  in  such 
p)eriod,  or  in  meeting  tlie  amount  by 
which  their  operating  costs,  which  the 
Secretary  determines  are  attributable  to 
significant  expansion  In  their  member- 
ship or  area  served,  a?  defined  tn  }  110- 
202fc),  and  which  are  incurred  during  a 
period  not  to  exceed  the  first  60  months 
of  their  operation  after  such  expansion. 


exceed  their  revenues  In  that  period 
which  the  Secretary  determines  are  at- 
tributable to  such  expansion. 

'2)  Loan  guarantees.  Loan  guarantees 
may  be  made  pursuant  to  section  1305  of 
the  .^ct,  and  the  regulations  of  Subpart 
B  of  this  part  and  this  subpart  to  guar- 
antee to  non -Federal  lenders  paynient  of 
the  principal  of  and  the  interest  on  loar\s 
made  to  any  nonprofit  private  qualified 
health  maintenance  organization  or  any 
private  (other  than  a  nonprofit  private) 
qualified  health  maintenance  organiza- 
tion for  the  amounUs  referred  to  in  para- 
graph ib)il'  of  this  section:  Proinded, 
That  any  such  private  (other  than  non- 
profit private)  qualified  health  mainte- 
nance organization  will  serve  a  medically 
underserved  population. 
§110.3Ot      rroject  elements. 

.An  approvable  application  must  pro- 
vide: ^        ., 

(a)  Statements     wluch     descnbe     m 

detail: 

(1)  The  applicant's  adequate  accom- 
plishment of  feasibility  survey,  planning. 
and  development  activities;  and 

(2)  Tlie  health  maintenance  organi- 
zation's management  capability. 

(b)  Detailed  Information  on  uie 
health  maintenance  organization's  mar- 
keting plan  and  enrollment  forecasts  and 

(c)  A  detailed  narrative  statement  de- 
scribing: 

( 1 )  All  existing  and  planned  provider 
arrangements  Including  copies  of  all  ex- 
ecuted contracts;  and 

(2)  All  facilities  to  be  used  in  the  de- 
livery of  health  services. 

( d)  Financial  information  in  such  de- 
tail as  the  Secretary  may  prescribe. 

(e)  Evidence  that  any  certificate  of 
need  required  under  SUite  law  for  the 
operation  of  the  health  maintenance  or- 
ganization has  been  obtained  by  the  ap- 
plicant 

§  110.305       Krfcrvc  rtquirciiiriit. 

The  applicant  receiving  a  loan  or  loan 
guarantee  under  section  1305  of  the  Act 
shall  establish  a  restricted  reserve  ac- 
count beginning  at  the  point  when  the 
revenues  and  expenditures  of  the  healtii 
maintenance  organization  reach  the 
break-even  point,  or  by  the  end  of  the  60 
month  period  following  the  making  of  the 
loan  or  the  guarantee  under  section  1305 
of  the  Act,  whichever  Is  sooner,  unless 
a  longer  period  is  approved  by  the  Sec- 
retarj-.  This  reser%'e  shall  be  so  consti- 
tuted as  to  accumulate  no  later  than 
ten  '10)  years  following  the  endorse- 
ment of  tlie  loan  or  loan  guarantee,  an 
aggregate  amount  equal  to  one  year's 
principal  of  and  interest  on  the  loan, 
as  determined  under  the  terms  of  the 
loan  made  or  guaranteed. 

§  110.S06      Ft  alualion  and  av<ard. 

Within  the  limits  of  funds  available  for 
such  purposes,  the  Secretarj*  may  award 
loans  or  loan  guarantees  to  those  appli- 
cants whose  projects  will.  In  his  Judg- 
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ment,  best  promote  the  purposes  of  sec- 
tion 1305  of  the  Act  and  the  regulations 
of  this  part,  taking  into  account: 

(a)  The  ability  of  the  health  mainte- 
nance organization  to  achieve  financial 
viability; 

tb>  The  ability  of  the  health  mainte- 
nance organization  to  make  repayments 
of  the  principal  and  interest  when  due 
and  to  have  additional  funds  to  defray 
the  remaining  operating  deficit.s: 

(c)  The  comments,  if  any.  of  the  ap- 
propriate health  systems  agency  or  State 
health  planning  and  development 
agency: 

(d)  The  relative  distribution  of  quali- 
fied applicants  with  respect  to  the  fol- 
lowing factors: 

(1)  The  inclusion  of  medically  under- 
served  populations  In  the  groups  to  be 
enrolled; 

<2)  Location  relative  to  the  number 
of  organizations  providing  healtli  serv- 
ices to  a  defined  population  on  a  prepaid 
capitation  basis,  which  are  already  oper- 
ating in  the  proposed  area:  and 

(3)  The  percentage  of  anticipated 
total  enrollment  dra^'.Ti  from  nonmetro- 
polltan  areas  sen-ed  or  to  be  sen-ed  by 
the  applicant. 

§  n().,>07      Fiindinjr  chiralion  aiul  limila- 
tion. 

(a)  In  any  fiscal  year  the  amount  dis- 
bursed to  a  health  maintenance  organi- 
zation under  section  1305  of  the  Act  and 
this  subpart  <cither  directly  by  the  Sec- 
retary or  by  an  escrow  agent  under  the 
terms  of  an  escrow  agreement  or  by  a 
lender  under  a  loan  guaranteed  under 
section  1305  of  the  Act  and  this  subpart* 
may  not  exceed  $1,000,000. 

(b)  A  loan  or  loan  guarantee  under 
section  1305  of  the  Act  shaU  be  limited  to 
two-thirds  of  the  Secretary's  projection 
of  the  amount  by  which  operating  costs 
during  a  period  not  to  exceed  the  first 
60  months  of  operation  exceed  revenues 
for  such  period,  except  a.^  approved  by 
written  waiver  by  the  Secretary  for  such 
higher  percentage  of  the  total  operating 
deficit. 

'c'l  The  approval  of  any  loan  or  loan 
guarantee  shall  not  obligate  the  United 
States  In  any  way  to  make  any  additional 
loan  or  loan  guarantee  with  respect  to 
the  approved  application  or  portion 
thereof,  except  as  may  be  otherwise  set 
forth  In  the  agreement  between  the 
United  States  and  the  approved  appli- 
cant. 

'di  In  considering  applications  for 
loan  guarantees  under  section  1305  of  tlie 
Act  and  this  subpart,  the  Secretary  will 
give  special  consideration  to  applications 
for  health  maintenance  organlzatj  »ns 
which  will  serve  medically  underserved 
populations. 

§  1I0,.'>08      I/<tan  pnn i>-ion«. 

ia.1  Disbursement  of  loan  proceeds. 
The  principal  amount  of  any  loan  made 
or  guaranteed  by  the  Secretary  under 
this  subpart  shall  be  disbursed  to  the 
applicant  in  accordance  with  an  agree- 
ment to  be  entered  into  between  the 
parties  to  the  loan  and  approved  by  the 
Secretary. 


(b)  Length  and  maturity  of  loans.  The 
principal  amount  of  each  loan  or  loaJi 
guarantee,  together  with  interest  there- 
on, shall  be  repayable  over  a  period  of  20 
years,  beginning  on  the  date  of  endo;-se- 
ment  of  the  loan,  or  loan  guarantee  by 
the  Secretary.  The  Secretary  may.  how- 
ever, approve  a  shorter  repayment  period 
where  he  determines  that  a  repayment 
period  of  less  than  20  years  Is  more  ap- 
propriate to  an  applicant's  total  financial 
plan. 

(c)  Repayment.  The  principal  amount 
of  each  loan  or  loan  guarantee,  together 
with  interest  thereon,  shall  be  repayable 
in  accordance  with  a  repayment  sched- 
ule which  is  to  be  agreed  upon  by  the 
parties  to  the  loan  or  loan  guarantee  and 
approved  by  the  Secretary  prior  to  or  at 
the  time  of  his  endorsement  of  the  loan. 
Unless  otherwise  specifically  authorized 
by  the  Secretary,  each  loan  made  or 
guaranteed  by  the  Secretary  shall  be  re- 
payable in  substantially  level  combined 
installments  of  principal  and  interest  to 
be  paid  at  Intervals  not  less  frequently 
than  annually,  suflQclent  to  amortize  the 
loan  through  the  final  year  of  the  life  of 
the  loan.  Principal  repayment  during  the 
first  60  months  of  operation  may  be  de- 
ferred, with  payment  of  Interest  only  the 
applicant  during  such  period. 

Subpart  F — Qualification  of  Health 
Maintenance  Organizations 

§  I  10.601      Applit ability. 

The  regulations  of  this  subpart  apply 
to  any  entity  seeking  a  determination  by 
the  Secretary  under  section  1310<d)  of 
the  Act  that  it  Is  a  qualified  health  main- 
tenance organization,  tSee  §  110.109  con- 
cerning the  requirements  for  a  health 
maintenance  organization  with  members 
who  are  entitled  to  insurance  benefits 
under  Title  XVIII  (Medicare)  of  the 
Social  Security  Act  or  to  medical  as- 
sistance under  a  State  plan  approved 
under  Title  XTX  (Medicaid)  of  such  Act. 
See  §  110,110  concerning  the  require- 
ments for  a  health  maintenance  organi- 
zation with  members  who  are  enrolled 
under  the  Federal  Employees'  Health 
Benefits  Program.) 

§  110.602      Delinilions. 

In  addition  to  the  terms  defined  In 
§  110.101,  as  used  in  this  subpart: 

ia>  "Operational  qualified  health 
maintenance  organization"  meaas  a 
health  maintenance  organization  which 
the  Secretary  has  determined  provides 
basic  and  supplemental  health  services 
to  all  of  iu  members  In  accordance  with 
Subpart  A  of  this  part  and  is  oi-ganized 
and  operated  in  accordance  with  Sub- 
part A  of  this  part. 

lb  I  "Traditionally  qualified  health 
maintenance  organization"  means  an 
entity  which  operates  a  prepaid  health 
care  delivery  system  and  which  the  Sec- 
retary has  determined  meets  the  require- 
ments of  §  110.603(b).  (A  transitionally 
qualified  health  maintenance  organiza- 
tion is  deemed  a  "qualified  health  main- 
tenance organization"  for  the  pirrpoee  of 
compUance  by  an  employer  which  has  a 
contract  with  such  health  maintenance 
organization   with   the   requirements   of 


section  1310fa)  of  the  Act  so  long  as  the 
health  maintenance  organization  com- 
plies with  its  time-phased  plan  approved 
by  the  Secretary  under  I  110.603(b>  (2) 
(Ui).) 

(c)  "Pre -operational  qualified  healtli 
maintenance  organization"  means  an 
entity  which  the  Secretary  has  deter- 
mined will,  when  it  becomes  operational 
as  a  prepaid  health  care  delivery  system. 
be  an  operational  qualified  health  main- 
tenance organization, 

§  110.603      Requirements     for    qiialitiiu- 
tion. 

Upon  the  basis  of  an  application  sub- 
mitted in  accordance  with  this  subpart 
and  such  additional  Information  and  in- 
vestigation (including  site  visits*  as  the 
Secretary  may  require: 

(a)  The  Secretary  will  determine  that 
an  entity  is  an  operational  qualified 
health  maintenance  organization.  If  he 
finds  that  the  entity  meets  the  require- 
ments of  Subpart  A  of  this  part  and  it 
the  entity  provides  written  assurances 
that  it: 

(1)  Provides  and  will  provide  basic  and 
supplemental  health  services  to  its  mem- 
bers: 

(2)  Provides  and  will  provide  such 
services  in  the  manner  prescribed  by  sec- 
tion 1301  (b>  of  the  Act  and  Subpart  A 
of  this  part; 

(3)  Is  organized  and  operated,  and  will 
continue  to  be  organized  and  operated 
in  the  manner  prescribed  by  section  1301 
(c)  of  the  Act  and  Subpart  A  of  this  part : 

(4)  Under  arrangements  which  will 
safeguard  the  confidentiality  of  patient 
information  and  records,  will  provide  ac- 
cess to  the  Secretary  and  the  Comptroller 
General  or  any  of  their  duly  authorized 
representatives  for  the  purpose  of  audit 
examination  or  evaluation  to  any  books, 
documents,  papers,  and  records  of  the  en- 
tity relating  to  Its  operations  as  a  health 
maintenance  organization,  and  to  any 
facilities  operated  by  the  entity;  and 

(5)  Will  continue  to  comply  with  any 
other  assurances  which  the  entity  has 
given  to  the  Secretary  under  5§  110.203 
(e> ;  110.303ib);  and  110.403(b). 

(b)  The  Secretary  may  determine  that 
an  entity  Ls  a  transitionally  qualified 
health  maintenance  organization  if  the 
entity  currently  is  organized  and  cur- 
rently is  providing  prepaid  health  serv- 
ices as  described  in  this  subparagraph. 
and  provides  assurances  satisfactory  to 
the  Secretary  that  it  will: 

(1)  With  respect  to  all  new  group  and 
individual  i  non-group  >  contracts  which 
it  enters  into  after  the  date  of  the  Sec- 
retary's determination  that  the  entity  is 
a  transitionally  qualified  health  mainte- 
nance organization,  provide  basic  and 
supplemental  health  services  to  members 
enrolled  under  such  contracts  and  will 
provide  such  services  in  the  manner  pre- 
scribed by  Subpart  A  of  this  part  and 
will  with  respect  to  such  members,  be 
organized  and  operated  in  accordance 
with  §  110.108. 

(2)  With  respect  to  its  group  and  non- 
group  contracts  which  are  in  effect  on 
the  date  of  such  determination,  and 
which  are  renewed  or  renegotiated  dur- 
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ing  the  period  approved  by  the  Secre- 
tary under  paragraph  (bM2i  liiii  of  this 
section  in  accordance  with  the  plan  so 
approved ; 

(I)  Provide  at  least  those  services  spec- 
ified In  the  following  sections  of  this  part 
except  that  these  services  may  be  hmlted 
as  to  time  and  cost:  §  110.102(a)  (D 
(physician  services);  §  110.102(a)  (2) 
(outpatient  services  and  inpatient  hos- 
pital services  >  ;  §  110.102(a)  (3)  (niedi- 
callv  necessary  emergency  health  serv- 
ices i  :  and  §  110.102(a)  (6)  (dlagnastlc  ' 
laboratory  and  diagnostic  and  therapeu- 
tic radiologic  services)  ; 

(ii»  Be  organized  and  operated  in  ac- 
cordance with  §  110.108  I  except  that  it 
need  not  assume  full  financial  risk  for 
the  provision  of  basic  health  services  as 
required  by  §  llO.lOStb).  and  need  not 
abide  bv  the  limitations  on  insurance  of 
§  llO.lOS'b)  (1)  and  (3))  and  provide 
that  payment  for  basic  health  services 
shall  be  In  accordance  with  §  110.105  (ex- 
cept that  It  need  not  comply  with  the 
community  rating  system  as  required  by 
§  110.105'a)  (3),  and  need  not  comply 
with  the  limitations  on  copayments  of 
§  110.105' a)  (4»,  and  the  requirement  of 
§  110.1061  b»  that  supplemental  health 
services  payments  which  are  fixed  on  a 
prepayment  basis  be  fixed  under  a 
community  rating  system ' : 

(ill)  Implement  a  time-phased  plan 
acceptable  to  the  Secretary  which  speci- 
fies definite  steps  for  meeting,  on  a  con- 
tract-by-contract (or  category  of  con- 
tracts) basis,  within  a  period  not  to  ex- 
ceed 3  years  from  the  date  of  the  Secre- 
tary's determination  of  qualification,  all 
the  requirements  of  Subpart  A  of  this 
part;  and 

(ivi  Upon  completion  of  the  time- 
phased  plan; 

(Ai  Provide  basic  and  supplemental 
health  services  to  all  of  Its  members; 

(.B»  Provide  such  services  to  all  of  Its 
members  In  the  mamier  prescribed  by 
Subpart  A  of  this  part;  and 

(C)  Be  organized  and  operated  in  the 
manner  prescribed  by  Subpart  A  of  this 
part. 

(3)  A  health  maintenance  organiza- 
tion which  has  more  than  one  regional 
component,  as  defined  by  §  110.101  d)  (4», 
will  be  considered  qualified  for  those  re- 
gional components  which  have  signed  as- 
surances in  accordance  with  paragraphs 
ib)(l)  and  (bi'2i  of  this  section:  Pro- 
vided. Tiiat  all  of  the  regional  compo- 
nents have  signed  such  assurances  within 
one  year  of  the  date  on  which  the  first  of 
the  regional  components  signs  these  as- 
surances. In  the  event  that  not  all  re- 
gional components  have  signed  these  as- 
surances within  this  one  year  period  or  if 
any  of  them  have  failed  to  comply  with 
the  time  limitation  of  paragraph  (b)  (2) 
(III*. of  this  section,  the  qualification  of 
the  entire  entity  will  be  terminated. 

(4)  The  assurances  specified  in  para- 
graphs (bi  ( 1)  and  (b)  (2)  of  this  section 
need  not  be  executed  on  behalf  of  the  en- 
tity until  it  has  been  notified  that  the  ap- 
plication   Is    otherwise    approvable.    At 


such  time,  the  applicant  must  spec- 
ify the  date  on  which  such  assurances 
will  be  made  effective  and  must  execute 
the  assurances  accordmgly.  The  Secre- 
tary's approval  of  the  apphcation  will  be 
effective  on  the  date  so  specified. 

(c)  The  Secretary  may  determine  that 
an  entity  is  a  preoperational  qualified 
health  maintenance  organization  if  it 
provides  assurances  satisfactory  to  the 
Secretary  that  it  wiU  become  operational 
within  30  days  following  the  Secretary's 
determination  of  qualification,  and  will, 
when  It  becomes  operational,  meet  the 
requirements  of  Subpart  A  of  this  part. 
Upon  notification  by  tlie  entity  to  the 
Secretary  that  the  entity  has  become  op- 
erational, tlie  Secretary  will,  within  30 
days  of  such  notification,  make  a  deter- 
mination whether  the  entity  is  an  opera- 
tional quaUfied  health  maintenance  or- 
ganization; in  the  absence  of  such  a  de- 
termination the  organization  is  not  an 
operational  qualified  health  maintenance 
organization  even  though  it  becomes 
operational. 

§  110.601      .\ppliralion  roqiiiremenls. 

(a)  An  entity  seeking  a  determination 
that  it  is  a  qualified  health  maintenance 
organization  pursuant  to  this  subpart 
shall  apply  to  the  Secretary  at  such 
time  and  In  such  form  and  manner  as 
the  Secretary  may  prescribe.'  The  ap- 
plication must  be  executed  by  an  indivi- 
dual authorized  to  act  for  the  applicant 
and  to  assume  on  behalf  of  the  appli- 
cant the  obligations  lmix)sed  by  the  stat- 
ute and  the  regulations  of  this  part. 
The  application  shall  provide  a  com- 
plete description  of  how  tlie  entity 
meets  or  will  meet  the  requirements  of 
Subpart  A  of  this  part  and  applicable 
sections  of  the  Act  as  set  forth  m  a 
separate  application  form  =  provided  by 
the  Secretary. 


1  Applicants  should  be  aware  that  provi- 
sions of  the  Preedom  of  Information  Act. 
5  U-S.C.  552,  may  require  disclosure  of  cer- 
tain official  Government  records.  Regula- 
tions of  the  Department  of  Health.  Educa- 
tion, and  Welfare,  45  CFR  5.71,  provide  ex- 
ceptions to  disclosure.  Applicants  submitting 
material  which  they  feel  is  covered  by  these 
exceptions  should  label  such  material 
"Privileged  '  and  Include  a  concise  explana- 
tion of  the  applicability  of  45  CFR  5.71. 
In  the  event  that  the  Secretary  determines 
that  such  material  is  not  appropriately 
labeled  "PrivUeged "  under  45  CFR  5  71,  he 
WiU  Inform  the  applicant  of  such  deter- 
mination and,  if  the  applicant  does  not 
concur,  allow  the  applicant  to  withdraw 
his  application.  Otherwise,  the  Secretary 
will  not  voluntarily  disclose  such  material 
and  will  notify  the  applicant  of  any  court 
proce&s  or  subpoena  to  compel  such  dis- 
cloeure. 

2  Application  forms  and  Instructions  may 
be  obtained  by  writing  the  Office  of  Health 
Maintenance  Organizations  Qualification 
and  Compliance,  Assistant  Secretary  for 
Health,  Department  of  Health.  Education. 
and  Welfare,  5600  Fishers  Lane.  Rockvllle, 
Maryland  20857  or  the  Regional  Health  Ad- 
ministrator In  the  appropriate  Regional 
OflSce  of  th«  Department  of  HeAlth.  Educa- 
tion, and  Welfare  at  the  ewldressee  set  forth 
at  45  CFR  5  31(b). 


'b'  In  addition,  each  application  shall 
describe  interrelationship^;,  if  any,  be- 
tween the  entity  and  any  of  the  entity's 
contractors  which  provide  a  professional 
health  service  or  administrative  fimc- 
tion  or  ser\ice  to  the  entity.  Such  de- 
scription should  include  identification  of 
interrelationships  such  as  common 
financial  or  beneficial  ownership,  or 
common  directorship  or  trusteeship. 
However,  descriptions  or  contracts  for 
nonmedical  services  are  required  only  if 
the  interrelationship  represents,  in  the 
aggregate,  dollar  amounts  in  excess  of 
5  percent  of  either  party's  income  or 
expenses,  whichever  is  smaller.  If  no 
such  interrelationships  exist,  the  appli- 
cation shall  so  state. 

;;   I1(\()0.'>      F.valiiaiioii  uikI  iletermiaalion 
tif  ({iialilirutiun. 

(a)  The  Secretary  will  evaluate  appli- 
cations submitted  under  this  subpart, 
and  may  obt^ain  such  additional  infor- 
mation as  he  may  require,  employing  site 
visits,  public  hearings  or  any  other  pro- 
cedures determined  appropriate  by  him 
and  will  determine  whether  the  apph- 
cant  meets  tlie  appropriate  requirements 
of  §§  110.603  and  110.604,  section  1301  of 
the  Act,  and  Subpart  A  of  this  part. 

ibi  Tlie  Secretary  will  notify  each  en- 
tity applying  for  qualification  under  this 
subpart  of  his  determination  and  tlie 
basis  for  such  determination,  and  will 
publish  In  the  Federal  Register  the 
names,  addresses,  and  descriptions  of  the 
service  areas  of  the  newly  qualified 
health  maintenance  organizations  on  a 
monthly  basis,  and  a  cumulative  list  of 
all  qualified  health  maintenance  organi- 
zations on  an  annual  h&sis. 

I  c »  Copies  of  Usts  published  pursuant 
to  paragraph  (b)  of  this  section  may  be 
obtained  from,  and  additional  informa- 
tion regarding  qualified  health  mainte- 
nance organizations  will  be  available  for 
public  Inspection  between  the  hours  of 
8:30  a.m.  and  5  p.m..  Monday  through 
Friday  at  the  Office  of  Health  Mainte- 
nance Organizations  Qualification  and 
Compliance,  Assistant  Secretary  for 
Health.  Department  of  Health,  Educa- 
tion, and  Welfare,  Parklawn  Building, 
5600  Fishers  Lane,  Rockville,  Maryland 
208.57. 

'  d  I  Upon  the  denial  of  an  application 
for  qualification  under  this  subpart,  the 
Secretary  will.  In  writing,  so  notify  the 
entity  making  such  application  and  shall 
provide  such  entity  a  reasonable  oppor- 
tunity for  a  reconsideration  of  such  de- 
termination under  paragraph  (e)  of  this 
section  or  for  a  fair  hearing  under  para- 
graph ( f '  of  this  section. 

le)  A  request  for  reconsideration  shall 
be  submitted  in  writing,  within  60  days 
following  the  date  of  the  notification  of 
denial,  addressed  to  the  officer  or  em- 
ployee of  the  Department  of  Health, 
Education,  and  Welfare  who  has  denied 
the  application,  and  shall  set  forth  "the 
grounds  upon  which  such  reconsidera- 
tion is  requested,  specifying  the  material 
issues  of  fact  and  of  law  upon  which  the 
appUcant  rehes.  Reconsideration  will  be 
based  upon  the  record  compiled  during 
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the  qualification  reviCA  .proceedings,  ma- 
terials submitted  In  siipport  of  the  re- 
quest for  re<:ori.sideratlon,  suid  other  rel- 
evant matenals  available  to  the  Secre- 
tary. Written  notice  of  the  reconsidered 
determination  will  be  provided  to  the  en- 
tity seeking  reconsideration.  Such  notice 
shall  set  forth  the  basis  for  the  determi- 
nation and  shall  inform  the  entity  of  its 
right.^;  to  seek  a  fair  hearing  under  para- 
grapii   '  f '    of  this  section. 

i  f  Any  enilty  dissatisfied  with  an  ini- 
tial determination  or  a  reconsidered  de- 
termination of  it^s  application  or  qualifi- 
cation under  this  subpart  may,  within  60 
days  following  the  date  of  notification  of 
any  such  determination,  request  a  fair 
hearing.  Such  request  shall  be  made  In 
writing  and  shall  specify  the  material 
l.s.sues  of  fact  upon  which  it  Is  based. 

N'orE  — Pending  promulgation  of  regula- 
tUins  zovernir.g  fair  hearings,  applicants  re- 
queeting  a  hearing  will  be  provided  a  copy  of 
applicable  procedures. 

iFR  i)  M-  77-16002  Piled  6-7-77;8:45  am] 


HSDfiUl  ttOISTU,  yfOL.  41.  Na   no— WCDNtSDAY,   WNl   •     1977 


WEDNESDAY,  JUNE  8,  1977 

PART  III 


DEPARTMENT  OF 
THE  INTERIOR 

Mining  Enforcement  and 
Safety  Administration 


METAL  AND 

NONMETAL  MINING 

OTHER  THAN  COAL 

AND  LIGNITE  MINING 

Health  and  Safety  Standards 


2Hll>5 


RULES   AND    REGULATIONS 


Title  30 — Mineral  Resources 

CHAPTER  I— MINING  ENFORCEMENT  AND 
SAFETY  ADMINISTRATION,  DEPART- 
MENT  OF   THE    INTERIOR 

SUBCHAPTER    N— METAL   AND    NONMETALLIC 
MINE    SAFETY 

METAL  AND  NONMETAL  MINING  OTHER 
THAN    COAL   AND   LIGNITE   MINING 

Health  and  Safety  Standards 

AGENCY:  Department  of  the  Interior. 
Mining  Enforcement  and  Safety  Admin- 
istration (MESA>. 

ACTION:  Final  rule. 
SU\rMARy :  This  publication  establishes 
certain  new  and  revised  health  and 
safety  standards  for  metal  and  nonmetal 
mining  other  than  coal  and  lignite  min- 
ing. It  makes  final  certain  definitions  and 
standards  that  were  proposed  as  Part  II 
in  the  Federal  Register  on  January-  28, 
1977  1 42  FR  5546-5565).  The  standards 
are  intended  to  improve  health  and 
safety  conditions  and  practices  carried 
on  in  the  metal  and  nonmetal  mineral 
industries. 

EFFECTIVE  DATE:  The  amendments, 
revisions,  and  revocation  of  standards 
shaU  be  effective  on  July  8,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Arthur  P.  Nelson.  Assistant  Adminis- 
trator, Metal  and  Nonmetal  Mine 
Health  and  Safety,  Mining  Enforce- 
ment and  Safety  Administration,  De- 
partment of  the  Interior,  Room  718, 
Ballston  Tower  No.  3,  4015  Wilson 
Boulevard,  Arlington.  Virginia  22203 
(703-235-8480). 
SLTPPLEMENTARY  INFORMATION: 
Statutory  Rulemaking  Procedures 

Under  the  rulemaking  authority  of 
section  6  of  the  Federal  Metal  and  Non- 
metallic  Mine  Safety  Act  (30  U.S.C.  725) , 
the  Secretary  of  the  Interior  published 
a  notice  of  proposed  rulemaking  to 
amend  Parts  55,  56.  and  57.  Subchapter 
N,  Chapter  I,  Title  30,  Code  of  Federal 
Regulations  in  Part  II  of  the  Federal 
Register  on  Friday,  January  28,  1977  (42 
FR  5546-55651:  republication  of  page 
5560  on  February-  8,  1977  (42  FR  7968)  : 
correction  notices  published  on  March  2, 
1977  (42  FR  12068).  and  March  4,  1977 
<  42  FR  12442  and  12443  ' .  The  notice  pro- 
posed revising  certain  existing  manda- 
tory standards,  adding  certain  new  defi- 
nitions, deleting  or  devising  certain  ad- 
visory standards  and  making  them  man- 
datoi-y.  and  adding  new  mandatory 
standards,  all  relating  to  mining  activi- 
ties and  hazards  in  the  general  areas 
of  ground  control,  fire  prevention  and 
control,  ventilation  and  radiation,  load- 
ing and  hauling  and  dumping,  man 
hoisting,  travelways  and  escapeways, 
electricitv,  personal  protection,  and  gassy 
mines. 

Each  of  the  standards  and  actions  con- 
tained in  the  notice  wa^  developed  or 
revLsed  after  consultation  with  the  Fed- 
eral Metal  and  Nonmetal  Mine  Safety 
AdvLsory  Committee  appointed  pursuant 


to  section  7  of  the  Act  (30  U.S.C.  726). 
In  accordance  with  section  10(a)  of  the 
Federal  Advisory  Committee  Act  (5 
U.S.C.  Appendix  I  (Supp.  V  1975))  the 
standards  and  definitions  were  included 
in  agendas  which  were  made  available 
to  the  public,  discussed  during  open 
meetings  of  the  Advisory  Committee 
with  timely  notices  of  such  meetings 
published  in  the  Federal  Register,  and 
interested  persons  were  permitted  to  at- 
tend, appear  before,  and  file  statements 
with  the  Advisory  Committee  before, 
during,  and  to  30  days  after  the 
meetings. 

The  notice  further  provided  that  each 
proposed  standard  which  was  to  be  a 
mandatory  standard  was  designated  by 
the  word  "Mandatory"  at  the  beginning 
of  the  standard  and  if  the  mandatory 
standard  had  been  recommended  by  the 
Federal  Metal  and  Nonmetal  Mine  Safety 
Advisory  Committee,  the  standard  was 
preceded  by  the  word  "Mandatory"  and 
the  letters  "MNMSAC"  in  this  manner 
"Mandatory.  MNMSAC  •  •    •" 

Under  subsections  (d)  and  (e)  of  sec- 
tion 6  (30  U.S.C.  725  (d)  and  (e) )  on 
or  before  the  last  day  of  the  period  fixed 
for  the  submission  of  written  data,  views, 
or  argxmients,  any  person  who  may  be 
adversely  affected  by  a  proposed  health 
or  safety  standard,  which  was  designated 
as  a  mandatory  standard  under  sub- 
sections (b)  and  (c)  of  section  6  of  the 
Act  (30  U.S.C.  725  (b)  and  (c) )  and 
which  had  not  been  recommended  as  a 
mandatory  standard  by  the  Federal 
Metal  and  Nonmetal  Mine  Safety  Ad- 
visory Committee,  was  afforded  an  op- 
portunity to  file  with  the  Secretary 
written  objections  stating  the  grounds 
for  such  objections  and  requesting  a 
public  hearing  subject  to  the  provisions 
of  the  Administrative  Procedure  Act  (5 
use.  556,  557)  on  such  objections. 

Pursuant  to  the  provisions  of  subsec- 
tion (e;  of  sect(?n  6  of  the  Act,  pro- 
posed mandatory  standards  which  have 
been  recommended  by  the  Federal  Metal 
and  Nonmetal  Mine  Safety  Advisory 
Committee  are  not  subject  to  a  public 
hearing.  The  Secretary  may,  upon  the 
expiration  of  the  comment  period  and 
after  consideration  of  all  relevant  matter 
presented,  promulgate  such  standards. 

Interested  persons  were  requested  to 
submit  written  data,  views,  arguments, 
and  objections,  including  a  request  for 
a  public  hearing,  to  the  Administrator, 
Mining  Enforcement  and  Safety  Admin- 
istration I  MESA  I,  Department  of  the 
Interior,  on  or  before  March  14,  1977.  By 
a  notice  published  in  the  Federal 
Register  on  Monday,  March  14,  1977  (42 
FR  13840  and  13841 1 ,  the  period  of  time 
for  the  submission  and  filing  of  com- 
ments, objections,  and  requests  for  pub- 
lic hearing  was  extended  to  and 
including  Thursday,  April  28,  1977,  only 
for  those  mandatory  standards  NOT 
designated  "MNMSAC." 

The  definitions,  mandatory,  standards, 
and  revocation  of  standards  promulgated 
below  are  those  proposed  definitions  and 
mandatory  standards  that  were  desig- 
nated "MNMSAC",  not  subject  to  public 
hearings,  and  for  which  no  comments 


were  received.  The  comments,  data, 
views,  and  suggestions  timely  received 
on  the  other  proposed  standards  are 
being  fully  and  carefully  considered. 
Subsequent  action  on  these  standards 
will  be  published  in  the  Federal  Register 
at  a  later  date. 

Editorial  changes  have  been  made  in 
the  following  definition  and  standards 
for  accuracy  and  clarity:  the  definition 
of  the  term  "insulated"  as  used  in  Parts 
55,  56,  and  57;  standards  57.3-26:  55.3- 
57,  56.3-57,  and  57.3-57:  57.5-44  and 
57.5-47;  55.12-69.  56.12-69.  and  57.12-69; 
55.19-50,  56.19-50,  and  57.19-50:  55.19- 
66,  56.19-66,  and  57.19-66;  55.19-76, 
56.19-76,  and  57.19-76;  57.21-36,  57.21- 
39,  57.21-40,  57.21-41,  57.21-76,  and  57.- 
21-100. 

Parts  55,  56,  and  57,  Subchapter  N, 
Chapter  I,  Title  30,  Code  of  Federal 
Regulations  are  amended  as  set  forth 
below. 

Drafting  Information 

The  principal  persons  responsible  for 
preparation  of  these  final  standards  are: 
Arthur  P.  Nelson,  Assistant  Adminis- 
trator Metal  and  Nonmetal  Mine  Health 
and  Safety,  MESA;  E.  Levi  Brake,  Chief, 
Division  of  Safety ;  Aurel  Goodwin,  Chief, 
Division  of  Health;  and  Donald  R.  Tin- 
dal.  Assistant  Solicitor,  Metal  and  Non- 
metallic  Mine  Health  and  Safety.  Office 
of  the  Solicitor. 

Impact  Statement 

The  Department  of  the  Interior  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact 
Statement  under  Executive  Order  11821. 
as  amended  by  Executive  Order  11949 
dated  December  31,  1976,  and  OMB 
Circular  A-107. 

Dated:  June  2,  1977. 

Joan  M.  Davenport, 
Assistant  Secretary 

of  the  Interior. 

Note. — Incorporation  by  reference  provi- 
sions approved  by  the  Director  of  the 
Federal  Register,  on  May  11,  1977.  The 
Incorporated  material  Is  on  file  at  the  library 
of  the  OfBce  of  the  Federal  Register. 

PART  55— HEALTH  AND  SAFETY  STAND- 
ARDS— METAL  AND  NONMETALLIC 
OPEN    PIT   MINES 

Part  55,  Subchapter  N,  Chapter  I.  Title 
30,  Code  of  Federal  Regulations  is 
amended  and  revised  as  follows ; 

§  55^       [.Amended] 

A.  Section  55.2  Definitions  is  amend- 
ed as  follows: 

1.  New  definitions  for  the  terms-"cir- 
cuit  breaker,"  "conductor,"  "insulated," 
"insulation."  and  "short  circuit"  are 
added  to  §  55.2  as  follows: 

•  •  *  *  • 

"Circuit  breaker"  means  a  device  de- 
signed to  open  and  close  a  circuit  by  non- 
automatic  means  and  to  open  the  circuit 
automatically  on  a  predetermined  over- 
current  setting  without  injury  to  itself 
when  properly  applied  within  its  rating. 
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"Conductor"  means  a  material,  usually 
in  the  form  of  a  wire,  cable,  or  bus  bar, 
capable  of  carrying  an  electric  current, 

•  •  •  •  * 
"Insulated"    means    separated    from 

other  conducting  surfaces  by  a  dielectric 
substance  permanently  offering  a  high 
resistance  to  the  passage  of  current  and 
to  disruptive  discharge  through  the  sub- 
stance. When  any  substance  is  said  to  be 
insulated,  it  is  understood  to  be  msulated 
in  a  manner  suitable  for  the  conditions 
to  which  it  is  subjected.  Otherwise.  It  is. 
within  the  purpose  of  this  definition,  un- 
insulated. Insulating  covering  is  one 
means  for  making  the  conductor  insu- 
lated. 

•  •  •  •  • 
"Insulation"  means  a  dielectric  sub- 
stance offering  a  high  resistance  to  the 
passage  of  current  and  to  a  disruptive 
discharge  through  the  substance. 

•  •  •  •  * 
"Short   circuit"   means   an   abnormal 

connection  of  relatively  low  resistance, 
whether  made  accidentally  or  intention- 
ally, between  two  points  of  different  po- 
tential in  a  circuit. 

•  »  «  »  • 
§  55.3       [.4m«"ndr<n 

B.  Section  55.3  Ground  control  is 
amended  as  follows: 

1.  New  mandatory-  standard  55.3-57  is 
added  to  read  as  follow's: 

55.3-57  Mandatory.  If  used  in  rock-bolt 
as.sembUes  to  reduce  friction  between  the 
bolt  head  and  the  bearing  plate,  wa-shers 
.shall:  (a)  Have  hardness  In  the  range  of  35- 
45  HRC  (Hardness  Rockwell  C  Scale),  (b) 
Conform  to  the  shape  of  the  bolt  head  and 
bearing  plate,  (c)  Have  sufficient  strength  to 
withstand  loads  up  to  the  yield  point  of  the 
rock  bolt. 

§  55.9      [Amended] 

C.  Section  55.9  Loading,  Jiauling, 
dumping  is  amended  as  follows: 

1.  Advisory  standard  55.9-46  is  made 
mandatory  and  revised  to  read  as  fol- 
lows ; 

55.9-46  Mandatory.  Backpollng  of  troUejrs 
shaJl  be  avoided  wherever  possible;  but  when 
necessary,  backp>ollng  shall  be  done  only  at 
slow  speeds. 

2.  Advisory-  standard  55.9-57  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

55.9-67  Mandatory.  Orl2zlles,  grates,  and 
other  stationary  sizing  devices  shall  be  an- 
chored securely. 

3.  New  mandatory  standard  55.9-72  is 
added  to  read  as  follows: 

55  9-72  Mandatory.  Persons  attempting  to 
free  hangups  shall  be  exjjerlenced  persons 
who   understand  the  hazards  Involved. 

4.  New  mandatory  standard  55.9-73  Is 
added  to  read  as  follows : 

55.9-73  Mandatory.  Defective  equipment, 
remored  from  service  as  unsafe  to  operate, 
shall  be  tagged  to  prohibit  further  use  until 
repairs  are  completed. 

§  55.12      [.4inendedl 

D.  Section  55.12  Electricity  is  amended 
as  follows: 


1.  Advisory  standard  55.l2-«  is  made 
mandatory  said  revised  to  read  as  fol- 
lows : 

55.12-8  Mandatory  Power  wires  and 
cables  shall  be  Insulated  adequately  where 
they  pass  Into  or  out  of  electrical  compart- 
ments Cables  shall  enter  metal  frames  of 
motors,  splice  boxes  and  electrical  compart- 
ments only  through  proper  fitting?  When  In- 
sulated wire,'^.  other  than  cables.  pas.s  through 
metal  frames,  the  holes  shall  be  substan- 
tially bushed  with  insvdated  bushings. 

2.  Mandatorj-  standard  55  12-11  is  re- 
vised to  read  as  follows: 

55  12  11  Mandatory  High-poitr.tial  elec- 
trical conductors  shall  be  covered.  Insulated, 
or  placed  to  prevent  contact  with  low  poten- 
tial conductors. 

3  Advisory  standard  55.12-13  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

55.12-13  Mandatory.  Permanent  splices 
and  repairs  made  In  power  cable?,  including 
the  ground  conductor  where  provided,  shall 
be:  la)  Mechanically  strong  with  electrical 
conductivity  as  near  as  possible  to  that  of 
the  original;  (b)  Insulated  to  a  degree  at 
least  equal  to  that  of  the  original,  and  sealed 
to  exclude  molstvire;  and  (ci  Provided  with 
damage  protection  as  near  as  possible  to  that 
of  the  original,  including  good  bonding  to  the 
outer  jacket. 

4.  Advisory  standard  55.12-34  Ls  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

55.12-34  Mandatory.  Portable  ejitension 
lights,  and  other  lights  that  by  their  location 
present  a  shock  or  burn  hazard,  shall  be 
guarded. 

5.  Advisory  standard  55.12-42  is  made 
mandatoi-y  and  re\i.sed  to  read  as  fol- 
lows: 

55  12-42  Mandatory.  Both  rails  shall  be 
bonded  or  welded  at  every  Joint  and  rails 
■shall  be  crossbonded  at  lea.st  every  200  feet  If 
the  track  serves  as  the  return  trolley  circuit. 
When  rails  are  moved,  replaced,  or  broken 
bonds  are  discovered,  they  shall  be  rebonded 
within  three  working  shifts. 

6.  Advisorj-  standard  55.12-69  is  made 
mandator^'  and  revised  to  read  as  fol- 
lows : 

55.12-69  Mandatory.  Each  ungrounded 
power  conductor  or  telephone  wire  that  leads 
underground  and  is  directly  exposed  to  light- 
ning shall  be  equipped  with  stiltable  light- 
ning arrestors  of  approved  tyi>e  within  100 
feet  of  the  point  where  the  circuit  enters  the 
mine.  Lightning  arrestors  shall  be  connected 
to  a  low  resistance  grounding  medium  on  the 
surface  and  shall  be  separated  from  neutral 
grounds  by  a  distance  of  not  less  than  25  feet. 

7.  Advisory  standard  55.12-70  Is  re- 
voked, and  standard  number  55  12-70  Is 
reserved. 

55.12-70     [Resened] 
§55.19      [  Amended] 

E.  Section  55.19  Man  hoisting  Is 
amended  as  follows: 

1.  Advisory  standard  55.19-8  Is  made 
msoidatory  and  revised  to  read  as 
follows : 

56.19-8  Mandatory.  Where  creep  or  Blip 
may  alter  the  effective  position  of  safety  de- 
vices, friction  hoists  shaU  be  eqtilpped  with 
synchronizing   mechanisms   that   recalibrate 


the  overtravel  devices  and  position  indica- 
tors. 

2.  New  mandatory  standard  65.19-17 
Is  added  to  read  as  foUows: 

55  19-17  Mandatory  Each  electric  hoist 
sha:i  be  equipped  with  a  manually-operable 
switch  that  will  initiate  emergency  braking 
action  to  bring  the  conveyance  and  the 
counterbalance  safely  to  rest.  This  rwltch 
shall  t)e  located  within  reach  of  the  holst- 
mau  tu  case  the  manual  controls  of  the  hoist 
faU. 

3.  Ad\'isory  standard  55.19-27  is  re- 
voked, and  standard  number  55.19-27  is 
reserved. 

55.19-27     [Reserved] 

4.  Advisory  standard  55.19-40  is  made 
mandatory-  and  revised  to  read  as 
follows: 

55  19-40  Mandatory.  Head,  Idler,  knuckle, 
and  curve  sheaves  shall  have  grooves  of 
proper  contour  for  the  specific  rope  diameter 
used. 

5.  Mandatory  standstfd  55.19-50  is  re- 
vised to  read  as  f ollows : 

55  19-50  Mandatory.  Buckets  ut*d  to 
hoist  persons  during  vertical  shaft  sinking 
operations  shall:  (a)  Be  securely  attached 
to  a  crosshead  when  traveling  In  either  di- 
rection between  the  lower  and  upper  crO!>-- 
head  parking  locations;  (b)  Have  overhead 
protection  when  the  shaft  depth  exceeds  50 
feet;  (c)  Have  sufficient  depth  or  a  suitably 
designed  platform  to  transport  persons  safely 
in  a  standing  position:  and  (d)  Have  devices 
to  prevent  accidental  dumpUig  where  Uie 
bucket  Ls  supported  by  a  bail  attached  to  its 
loAer  half. 

6.  Mandatory  standard  55.19-54  is  re- 
vised to  read  as  follows: 

65.19-54  Mandatory.  Where  rope  guides 
are  used  In  shafts  other  than  in  shaft  sinking 
operations,  the  rope  guides  shall  be  a  type  of 
lock  coil  construction. 

7.  Advisory  standard  55.19-57  Is  made 
mandator}'  and  revised  to  read  as  fol- 
lows: 

56  19-57  Mandatory  No  person  shall  oper- 
ate a  hoist  unless  within  the  preceding  12 
months  he  has  had  a  medical  examination  by 
a  qualified,  licensed  physician  who  shall  cer- 
tify his  fitness  to  perform  this  duty.  Such 
certification  shall  be  available  at  the  mine 

8.  Advlson.-  standard  55  19-60  Is  re- 
voked, and  standard  number  55.19-60  Is 
reserved. 

5519-60     [Reserved] 

9.  Advisory  standard  55  19-61  is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

55.19-61  Mandatory  The  safe  speed  for 
hoisting  men  shall  be  determined  for  each 
shaft,  and  this  speed  shall  not  be  exceeded 
Men  shall  not  be  hoisted  at  a  speed  faster 
than  2.600  feet  per  minute,  except  in  an 
emergency 

10.  Advlsor>-  standard  55.19-62  is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

68.1&-<52  Mandatory  Maximum  normal 
operating  acceleration  and  deceleration  shall 
not  exceed  fl  feet  per  second  per  second  Dur- 
ing emergency  braking,  the  deceleration  shall 
not  exceed  16  feet  per  second  per  second 
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11.  Advisory  standard  55.19-66  is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

55.19-66  MaTidatory.  In  shafts  Inclined 
over  45  degrees,  the  operator  shall  determine 
and  post  In  the  conveyance  or  at  each  shaft 
station  the  mixlmum  number  of  persons  per- 
mitted to  ride  in  a  hoisting  conveyance  at 
any  one  time  Each  person  shall  be  provided 
a  minimum  of  1.5  square  feet  of  floor  space. 

12.  Advisory  standard  55.19-68  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

55.1fr-68  Mandatory.  Men  shall  enter,  ride, 
and  leave  conveyances  In  an  orderly  manner. 

13.  Advisory  standard  55.19-76  Ls  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

55.19-76  Mandatory.  When  men  are 
hoisted  In  buckets,  speeds  siiail  not  exceed 
500  feet  per  minute  and  shall  not  exceed  200 
feei  per  minute  when  within  100  feet  of  the 
intended  station. 

14.  Advisory  standard  55.19-102  Is 
made  mandatory  and  revi-sed  to  read  as 
follows : 

55  19-102  Mandatory.  A  n'.eaas  shall  b« 
provided  to  guide  the  movement  of  a  shaft 
conveyance. 

15.  Advisory  standard  55.19-106  la 
made  mandatory  and  revised  to  read  aa 
follows  : 

55.19-106  Mandatory.  Shaft  sets  shall  b« 
kept  tn  good  repair  and  clean  of  hazardous 
material. 

16.  Advisory  standard  55.19-111  la 
made  mandatory  and  revised  to  read  as 
follows ; 

56.1ft-lll  Mandatory.  Substantial  fl^ed 
ladders  shall  be  provided  from  the  collar  to 
as  near  the  shaft  bottom  as  practical  during 
shaft-sinking  operations,  or  an  escape  hoist 
powered  by  an  emergency  power  source  shall 
be  provided.  When  persona  are  on  the  shaft 
bottom,  a  chain  ladder,  wire  ropje  ladder,  or 
other  exten.slon  ladders  shall  be  u.-*ed  from 
the  fixed  ladder  or  lower  linalt  of  the  escape 
hoist  to  the  shaft  bottom. 

17.  Advisory  standard  55.19-lJl  la 
made  mandatory  and  revised  to  read  as 
follows : 

55.19-121  Mandatory.  Complete  records 
shall  be  kept  for  three  years  of  inspections, 
tests,  and  maintenance  of  shafts  and  hoist- 
ing equipment. 

18.  Ad^ory  standard  55.19-122  ia 
made  mandatory  and  revised  to  read 
follows: 

55.19-122  Mandatory.  Parts  used  to  repair 
hoists  shall  have  properties  that  will  Insure 
the  proper  and  safe  function  of  the  hoist. 

19.  Advisory  standard  55.19-123  is 
made  mandatory  and  revised  to  read  as 
follows ; 

55.19-123  Mandatory.  Wire  ropes  shall  be 
lubricated  or  treated  with  dressing  as  recom- 
mended or  approved  by  the  rope  manufac- 
turer. 

20.  Advisory  standard  55.19-134  is 
made  mandatory  and  revised  to  read  as 
follows : 

55.19-134  Mandatory.  Sheaves  In  operat- 
ing shafts  shall  be  Inspected  weekly  and  kept 
properly  lubricated. 


21.  Advisory  standard  55.19-135  is 
made  mandatory  and  revised  to  read  as 
follows : 

55.19-135  Mandatory.  Rollers  vised  In  op- 
erating Inclined  shafts  shall  be  lubricated, 
properly  aligned,  and  kept  In  good  repair. 

§  53.20       [.VnM-nded] 

P.  Section  55.20  Miscellaneous  la 
amended  as  follows : 

1.  Advisory  standard  55.20-3  is  made 
mandatory  and  revised  to  read  aa 
follows : 

55.20-3  Mandatory.  At  aU  mining  opera- 
tions; (a)  Workplaces,  passageways,  store- 
rooms, and  service  rooms  shall  be  kept  clean 
and  orderly,  (b)  The  floc«  of  every  work- 
place shall  be  maintained  In  a  clean  and.  so 
far  as  possible,  a  dry  condition.  Where  wet 
processes  are  used,  drainage  shall  be  main- 
tained, and  false  floors,  platforms,  mats,  or 
other  dry  standing  places  shall  be  provided 
where  practicable,  (c)  Every  floor,  working 
place,  and  passageway  shall  be  kept  free  from 
protruding  nails,  splinters,  holes,  or  loose 
boards,  as  practicable. 

2.  New  mandatorj-  standard  55.20-11  Is 

added  to  read  as  f  oUows : 

55.20-11  Mandatory.  Areas  where  health 
or  safety  hazards  exist  that  are  not  Immedi- 
ately obvious  to  employees  shall  be  barri- 
caded, or  warning  signs  shaU  be  posted  at  all 
approaches.  Warning  signs  shall  be  readily 
visible,  legible,  display  the  nature  of  the  haz- 
ard, and  any  protective  action  required. 

3.  New  mandatory  standard  55.20-12  Is 
added  to  read  as  follows : 

55.20-12  Mandatory.  Toxic  materials  used 
In  conjunction  with  or  discarded  from  min- 
ing or  mUUng  of  a  product  shall  be  plainly 
marked  or  labeled  so  as  to  positively  Identify 
the  nature  of  the  hazard  and  the  protective 
action  required. 

4.  New  mandatory  standard  55.20-14  Is 
added  to  read  as  follows: 

55.20-14     Mandatory.   No  person   shall   be 

allowed  lo  con.sume  or  store  food  or  beverages 
in  a  t.-';iet  room  nor  In  any  area  exposed  to 
a  toxic  material. 


PART  56 — HEALTH  AND  SAFETY  STANI> 
ARDS — SAND,  GRAVEL,  AND  CRUSHED 
STONE   OPERATIONS 

Part  56.  Subchapter  N,  Chapter  I,  Title 
30,  Code  of  Federal  Regulations  la 
amended  and  revised  as  follows: 

§  ,>(i.2       I  Vmcndedl 

G.  Section  56.2  Definitions  Is  amended 
as  follows: 

1.  New  definitions  for  the  terms 
"circuit  breaker",  "conductor",  "insu- 
lated", "insulation",  and  "short  circuit" 
are  added  to  5  56.2  as  follows: 

«  •  •  •  • 

"Circuit  breaker"  means  a  device 
designed  to  open  and  close  a  circuit  by 
nonautomatlc  means  and  to  open  the 
circuit  automatically  on  a  predetermined 
overcurrent  setting  without  Injury  to 
Itself  when  properly  applied  within  Its 
rating 


"Conductor"  means  a  material,  usually 
in  the  form  of  a  wire,  cable,  or  bus  bar, 
capable  of  carrying  an  electric  current. 


"Insulated"  means  separated  from 
other  conducting  surfaces  by  a  dielectric 
substance  permanently  offering  a  high 
resistance  to  the  passage  of  current  and 
to  disruptive  discharge  through  the 
substance.  When  any  substance  is  said  to 
be  insulated,  it  is  understood  to  be  in- 
sulated in  a  manner  suitable  for  the 
conditions  to  which  it  is  subjected. 
Otherwise,  It  is,  within  the  purpose  of 
this  definition,  uninsulated.  IiL-mlating 
covering  is  one  means  for  making  the 
conductor  Insulated. 

•  •  •  •  • 

"Insulation"  means  a  dielectric  sub- 
stance offering  a  high  resL=:tance  to  the 
passage  of  current  and  to  a  disruptive 
discharge  through  the  substance. 

•  •  •  •  • 
"Short   circuit"   means    an   abnormal 

connection  of  relatively  low  resistance, 
whether  made  accidentally  or  Inten- 
tionally, between  two  points  of  different 
potential  in  a  circuit. 

•  •  •  •  • 

§  56.3       [Amended] 

H-  Section  56.3  Ground  control  is 
amended  as  follows: 

1.  New  mandatory  standard  56.3-57  is 
added  to  read  as  follows: 

56.3-57  Mandatcrry.  It  u.sed  In  rock-bolt 
assemblies  to  reduce  friction  between  the 
bolt  head  and  the  bearing  plate,  washers 
shaU:  (a)  Have  hardness  In  the  range  of  35- 
45  HRC  (Hardness  Rockwell  C  Scale),  (b) 
Conform  to  the  shajje  of  the  bolt  head  and 
beswlng  plate,  (c)  Have  sufficient  strength  to 
withstand  loads  up  to  the  yield  point  of  the 
rock  bolt. 

§  56.9      [Amended] 

I.  SectUm  56.9  Loading,  hauling,  dump- 
ing is  amended  as  follows: 

1.  Advisory  standard  56.9-46  is  made 
mandatory  and  revLsed  to  read  a^ 
follows : 

56.9-46  Mandatory.  Backpoltr.g  of  trolleys 
shall  be  avoided  wherever  possible:  but  when 
necessary,  backpollng  shall  be  done  only  at 
slow  speeds. 

2.  Advisory  standard  56.9-57  is  made 
mandatory  and  revised  to  read  as 
follows: 

56.9-57  Mandatory.  Grizzlies,  grates,  and 
other  stationary  sizing  devices  shall  be 
anchored  securely. 

3.  New  mandatory  standard  56.9-72  Is 
added  to  read  as  follows : 

56.9-72  Mandatory.  Persons  attempting 
to  free  hangups  shall  be  experienced  persons 
who  understand  the  hazards  involved. 

4.  New  mandatory-  standards  56.9-73  Is 

added  to  read  as  follows: 

56.9-73  Mandatory.  Defective  equipment, 
removed  from  service  aa  unsafe  to  operate, 
shall  be  tagged  to  prohibit  further  use  until 
repairs  are  completed. 

§56.12      [Amended] 

J.  Section  56.12  Electricity  is  amended 
as  follows: 

1.  Advisory  standard  56.12-8  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 
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56.12-8  Mandatory.  Power  wires  and  cables 
shall  be  insulated  adequately  where  they  pass 
Into  or  out  of  electrical  ccnpartments.  Cable-s 
shall  enter  metal  frames  of  motors,  splice 
boxes,  and  electrical  compartments  only 
through  proper  fittings.  Wlien  Insulated 
wires,  other  than  cables,  pass  tlirough  metal 
frames,  the  holes  shall  be  substantially 
bushed  with  Insulated  bushings. 

2.  Mandatory  standard  56.12-11  is  re- 
vised to  read  as  follov,  s ;  ^ 

56.12-11  Mandatory  High-potential  elec- 
trical conductors  shall  be  covered.  Insulated, 
or  placed  to  prevent  contact  with  low  po- 
tential conductors. 

3.  Advisory  standard  56.12-13  as  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

56  12-13  Mandatory.  Permanent  splices 
and  repairs  made  In  power  cables.  Including 
the  ground  conductor  where  provided,  shall 
be:  (at  Mechanically  strong  with  electrical 
conductivity  as  near  as  possible  to  that  of 
the  original;  (b)  In.sulated  to  a  degree  at 
least  equal  to  that  of  the  original,  and  sealed 
to  exclude  moisture;  and  (c)  Provided  with 
damage  protection  as  near  as  possible  to  that 
of  the  original.  Including  good  bonding  to 
the  outer  Jacket 

4.  Advisory  standard  56.12-34  is  made 
mandatory  and  revised  to  read  as 
follows :  \ 

56.12-34  Mandatory.  Portable  extension 
lights,  and  other  lights  that  by  their  loca- 
tion present  a  shock  or  burn  hazard,  shall 
be  guarded. 

5.  Advisory-  standard  56.12-42  is  made 
mandatorj'  and  revised  to  read  as 
follows : 

56.12-42  Mandatory.  Both  rails  shall  be 
bonded  or  welded  at  every  Joint  and  rails 
shall  be  crossbonded  at  least  every  200  feet 
If  the  track  serves  as  the  return  trolley  cir- 
ctUt.  When  rails  are  moved,  replaced,  or 
broken  bonds  are  discovered,  they  shall  he  re- 
bonded  within  three  working  shifts. 

6.  Advisory  standard  56.12-69  is  made 
mandatory  and  revised  to  read  as 
followB: 

66. 12-59  Mandatory.  Each  ungrounded 
power  conductor  or  telephone  u-tre  that  leads 
underground  suad  Is  directly  exposed  to  light- 
ning shall  be  equipped  with  suitable  light- 
ning arrestors  of  approved  type  within  100 
feet  of  the  point  where  the  circuit  enters  the 
mine.  Lightning  arrestors  shall  be  connected 
to  a  low  resistance  grounding  medium  on  the 
surface  and  shall  be  separated  from  neutral 
grounds  by  a  distance  of  not  less  than  25 
feet. 

7.  Advisorj.-  standard  56.12-70  is  re- 
voked, and  standard  number  56  12-70 
Is  reserved. 

56.12-70  [Reserved] 
§56.19      [Amendo<n 

K.  Section  56.19  Man  hoistitw  is 
amended  as  follows : 

1.  Advisory  standard  56.19-8  is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

56.19-8  Mandatory.  Where  creep  or  slip 
may  alt«r  the  effective  position  of  safety  de- 
vices, friction  hoists  shall  be  equipped  with 
synchronizing  mechanisms  that  recalibrate 
the  overtravel  devices  and  position  Indica- 
tors. ^ 


2.  New  mandatory  standard  56.19-17  is 
added  to  read  as  follows: 

56  17  Mandatory.  Each  electric  hoist  shall 
be  equipped  vrtth  a  manually-operable  switch 
that  will  Initiate  emergency  braking  action 
to  bring  the  conveyance  and  the  counter- 
balance safely  to  rest.  This  switch  shall  be 
located  within  reach  of  the  hoistman  in  case 
the  manual  controls  of  the  hoist  faU. 

3.  Advisory  standard  56.19-27  is  re- 
voked, and  standard  number  56.19-27  is 
reserved. 

56.19-Z7  [Reserved]. 

4.  Advisorj-  standard  56.19-40  is  mr.de 
mandatory  and  revised  to  read  as  fol- 
lows : 

56  19^0  Mandatory.  Head,  idler,  knuckle, 
and  curve  sheaves  shall  have  grooves  of 
proper  contour  for  the  specific  rope  diameter 

used, 

5.  Mandatory  standai'd  56.19-50  is  re- 
vised to  read  as  follows : 

56.19-50  Mandatory.  Buckets  used  to  hoist 

person-s  during  vertical  shaft  sinking  opera- 
tions shall:  (a)  Be  securely  attached  to  a 
crosshead  when  traveling  in  either  direction 
between  the  lower  and  upper  crosshead  park- 
ing location-s:  ibi  Have  overhead  protection 
when  the  shaft  depth  exceeds  50  feet;  (C) 
Have  sulBclent  depth  or  a  suitably  designed 
platform  to  transport  persoris  safely  In  • 
standing  position:  and  (di  Have  devices  to 
prevent  accidental  dump;ug  where  the 
bucket  is  supported  by  a  bail  auached  to 
its  lower  half. 

6.  Mandatory  standard  56  19-54  i.^  re- 
vised to  read  as  follows : 

56.19-54  Mandatory  Where  rope  guides 
are  used  in  shafts  other  than  In  shaft  sink- 
ing operations,  the  rope  guide?  shall  be  a 
type  of  lock  coll  construction 

7.  Advisorj'  standard  56  19-57  ls  made 
mandatory  and  revised  to  read  as 
follows : 

66.19-67  Mandatory.  No  person  .shall  op- 
erate a  hoist  unless  within  the  preceding 
12  months  he  has  had  a  medical  examina- 
tion by  a  qualified,  licensed  physician  who 
shaU  certify  his  fitness  to  perform  this  duty. 
Such  certification  shall  be  availatale  at  the 
niine. 

8.  Advisory  standard  56.19-60  Ls  re- 
voked, and  standard  number  .'^C  19-60 
Is  resened. 

55  19-60     [Reserved]. 

9.  Advisory  standard  56.19-61  is  made 
mandatorj-  and  revised  w  read  as 
follows: 

56  19-61  Mandatory.  The  safe  speed  for 
hoisting  men  shall  be  determined  for  each 
shaft,  and  this  speed  sl-all  not  be  exceeded. 
Men  sihall  not  be  hoisted  at  a  speed  faster 
than  2,500  feet  per  minute,  except  In  an 
eniergency, 

10.  Advisory  standard  56,19-62  is 
made  mandatory  and  revised  to  read  as 
foUows: 

56  19-62  Mandaw\.  Ma.xununi  normal 
operating  acceleration  and  deceleration  shall 
not  exceed  6  feet  per  second  per  second.  Dur- 
ing emergency  braking,  the  deceleration  stiall 
not  exceed  16  feet  per  second  per  second 

11.  Advisorj'  standard  56,19-66  is 
made  mandatory  and  revised  to  read  as 
follows: 


56.19-66  Mandatory.  In  shafts  Inclined 
over  45  degrees,  the  operator  shall  determine 
and  poet  in  tlie  conveyance  or  at  each  shaft 
station  the  maximum  number  of  persons 
permitted  to  ride  In  a  hoisting  conveyance 
at  any  one  time.  Each  person  shall  be'  pro- 
vided a  mlnlmiun  of  1  5  square  feet  of  floor 
space. 

12.  Advisory  standard  56.19-68  Is 
made  mandatory  and  revised  to  read  as 

follows: 

56  19-68  Mandatory.  Men  shall  enter,  ride, 
and  leave  conveyances  In  an  orderly  manner 

13.  Advisory  standard  56.19-76  Is 
made  mandatory  and  revised  to  read  as 
follows : 

56.19-76  Mandatory.  When  men  are 
hoisted  In  buckets,  speeds  shall  not  exceed 
500  feet  per  minute  and  shall  noi  exceed 
200  feet  per  minute  when  within  100  feet  of 
the  intended  station. 

14.  Advisorv'  standard  56.19-102  is 
made  mandatoiy  and  revised  to  read  as 

follows : 

56  19-102  Mandatory.  A  means  shall  be 
provided  to  guide  the  movement  of  a  shaft 
conveyance. 

15.  Advisorj'  standard  56.19-106  is 
made  mandatory  and  revised  to  read  as 
follows : 

56  19-106  Mandatory.  Sliaft  sets  shall  be 
kept  in  good  repair  and  clean  of  hazardous 

material. 

16.  Advisory  standard  56  19-111  Is 
made  mandatory  and  revised  to  read  as 

follows: 

66  19-111  Mandatory.  Substantial  fixed 
ladders  shail  be  provided  from  the  collar  to 
as  near  the  shaft  bottom  as  practical  during 

shaft -sinking  operations,  or  an  escape  hoist 
powered  by  an  emergency  power  source  shall 
be  provided  When  pe.Tsons  are  on  the  shaft 
bottom,  a  chain  ladder,  wire  rope  ladder,  or 
other  exten.'ion  ladders  shall  be  used  from 
the  fixed  ladder  or  lower  limit  of  the  escape 
hoist  to  the  shaft  bottom, 

17.  Advisory  standard  56.19-121  Is 
made  mandatory  and  revised  to  read  as 
follows : 

56  19-121  Mandatory.  Complete  record* 
shall  be  kept  for  three  years  of  Inspections. 

tests,  and  maintenance  of  shaft*  and  hoisting 
equipment 

18.  Advisorj-  standard  56,19-122  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

56  19-122  Mandatory.  Parts  used  to  re- 
pair hoists  shall  have  properties  that  will 
In.'-ure  the  proper  and  safe  function  of  the 

hoist 

19  Advisorj'  standard  56.19-123  Is 
made  mandatorj-  and  revised  to  read  as 

follows : 

56  19-123  Ifandaforj/.  Wire  ropes  shall  be 
lubricated  or  treated  -with  dressing  as  recom- 
mended or  approved  by  the  rope  manu- 
facturer 

20.  Advisory  standard  56.19-134  Is 
made  mandatory  and  revised  to  read  as 
follows : 

56  19-134  Mandatory.  Sheaves  In  operat- 
ing shafts  shall  be  Inspected  weekly  and  kept 
properly  lubricated. 
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21.  Advisory  standard  56.1^135  Is 
made  mandatory  and  revised  to  read  as 
follows : 

68.19-138  Mandatory.  Roller*  used  In 
operating  IncMned  shaft*  .shall  be  lubricated. 
properly  aligned,  and  kept  in  good  repair 

§36.20      [AnM-ndttll 

L.  Section  56.20  Miscellaneous  Is 
amended  as  follows: 

1.  Advisory  standard  56.20-3  Is  made 
mandatory  and  revised  to  read  as 
follows : 

50.20-3  Mandatory.  At  all  mining  opera- 
tions:  (a)  Workplaces,  passageways,  store- 
rooms, and  service  rooms  shall  be  kept  clean 
and  orderly,  (b)  The  floor  of  every  workplace 
shall  be  maintained  In  a  clean  and.  so  far  as 
possible,  a  dry  condition.  Where  wet  processes 
are  used,  drainage  shall  be  maintained,  and 
false  floors,  platforms,  mats,  or  other  dry 
standing  places  shall  be  provided  where 
practicable,  (c)  Every  floor,  working  place, 
and  passageway  shall  be  kept  free  from 
protruding  nails,  splinters,  holes,  or  loose 
boards,  as  practicable. 

2.  New  mandatory  standard  56.20-11 
Is  added  to  read  as  follows : 

56.20-11  Mandatory.  Areas  where  health 
or  safety  hazards  exist  that  are  not  Im- 
mediately obvious  to  employees  shall  be 
barricaded,  or  warning  signs  shall  be  posted 
at  all  approaches.  Warning  signs  shall  be 
readily  visible,  legible,  display  the  nature  of 
the  hazard,  and  any  protective  action 
required. 

3.  New  mandatory  standard  56.20-12  is 
added  to  read  as  follows : 

56  20-12  Mandatory.  Toxic  materials  used 
In  conjunction  with  or  discarded  from  min- 
ing or  mining  of  a  product  shall  be  plainly 
marked  or  labeled  so  as  to  positively  Identity 
the  nature  of  the  hazard  and  the  protective 
action  reaxured. 

4.  New  mandatory  standard  56.20-14  Is 
added  to  read  as  follows: 

56.20-14  .Mandatory.  No  person  shall  be 
allowed  to  consume  or  store  food  or  beverages 
In  a  toilet  room  nor  in  any  area  exposed  to 
a  toxic  material. 


PART  57— HEALTH  ANC  SAFETY  STAND- 
ARDS— METAL  ANL  NONMETALLIC 
UNDERGROUND   MINES 

Part  57,  Subchapter  N,  Chapter  I.  Title 
30.    Code    of     Federal    Regrilatlons     Is 

amended  and  rt-vl.'-ed  a.s  follows: 

§37.2       [Aniendf-d] 

M.  J  57.2  Definitions  is  amended  as 
follows: 

1.    New    definitions    for    the    terms 
"circuit     breaker",     "conductor",     "in- 
sulated",     "Insulation",      and      "short 
circuit"  are  added  to  §  57.2  as  follows: 
•  •  •  •  • 

"Circuit  breaker"  means  a  device 
designed  to  open  and  close  a  circuit  by 
nonautomatlc  means  and  to  open  the 
circuit  automatically  on  a  predetermined 
overcurrent  setting  without  injury  to 
Itself  when  properly  applied  within  Its 
rating. 


"Conductor"  means  a  material,  usually 
in  the  form  of  a  wire,  cable,  or  bus  bar, 
capable  of  carrying  an  electric  current. 

•  >  •  •  • 

"Insulated"  means  separated  from 
other  conducting  surfaces  by  a  dielectric 
substance  permanently  offering  a  high 
resistance  to  the  passage  of  current  and 
to  dLsruptlve  discharge  through  the 
substance.  Wlien  any  substance  Is  said 
to  be  insulated,  It  is  understood  to  be 
insulated  in  a  manner  suitable  for  the 
conditions  to  which  It  Is  subjected. 
Otherwise,  it  Is,  within  the  purpose  of 
this  definition,  uninsulated.  Insulating 
covering  is  one  means  for  making  the 
conductor  insulated. 

•  •  •  •  • 

"Insulation"  means  a  dielectric  sub- 
stance offering  a  high  resistance  to  the 
passage  of  current  and  to  a  disruptive 
discharge  through  the  substance. 


•'Short  circuit"  means  an  abnormal 
connection  of  relatively  low  resistance, 
whether  made  accidentally  or  Inten- 
tionally, between  two  points  of  different 
potenual  in  a  circuit. 

•  •  •  •  • 

§  37.3       [.\iiH'nded] 

N.    Section    57.3    Ground    control   Is 

amended  as  follows: 

1.  Advisory  standard  57.3-25  Is  re- 
voked, and  standard  number  57.3-25  Is 
reserved. 

57.3-25     [Reserved]. 

2.  Advisory  standard  57.3-26  which  is 
applicable  to  underground  only  is  made 
mandatory  and  revised  to  read  as  fol- 
lows: 

57.3-28  Mandatory.  Timbers  tised  for  sup- 
port of  ground  In  active  workings  shaU  b« 
set.  blocked,  or  blocked  and  wedged  so  that  a 
tleht  at  ts  achieved.  Damaged,  loosened,  or 
dislodged  timbers  which  create  a  hazardous 
condition  shall  be  promptly  repaired  or 
replaced. 

3.  New  standard  numbers  57.3-36 
through  57.3-49  are  added  and  reserved. 

57.3-36  through  57.3-49     [Reserved]. 

4.  A  new  center  subheading  entitled 
"General — Surface  and  Underground"  Is 
added  immediately  below  reserved 
standard  numbers  57.3-36  through  57.3- 
49  to  read  as  follows: 

•  •  •  •  • 
57.3-36  through  57.3-49     [Reserved]. 

Qeker.u. — Surface  and  Undkkground 

•  •  •  •  • 

5.  New  mandatory-  standard  57.3-57 
which  is  applicable  to  surface  and 
underground  is  added  to  read  as  follows: 

57.3-57  Mandatory.  It  used  In  rock-bolt 
a.ssembUes  to  reduce  friction  between  the 
bolt  head  and  the  bearing  plate,  washers 
shall,  (a)  Have  hardness  In  the  range  of  35- 
45  HRC  (Hardness  Rockwell  C  Scale),  (b) 
Conform  to  the  shape  of  the  bolt  head  and 
bearing  plate,  (c)  Have  sufficient  strength  to 
withstand  loads  up  to  the  yield  point  of  th« 
rock  bolt. 


§  57.5      [.Amended] 

0.  Section  57.5  Air  quality,  ventilation, 
radiation,  and  physical  agents  Is 
amended  as  follows : 

1.  Advisory  standard  57.5-30  Is  re- 
voked, and  standard  number  57.5-30  is 
reserved. 

57.5-30     [Reserved]. 

2.  Reserved  standard  number  57.5-35 
is  revoked,  and  a  new  series  of  reserved 
standard  numbers  57.5-35A  through 
57.5-35Z  is  added  under  the  present  cen- 
ter heading  and  subheading,  and  stand- 
ard numbers  57.5-35B  through  57.5-35Z 
are  reserved  and  the  present  reserved 
numbers  57.5-33  through  57.5-36  are  re- 
vised as  follows : 

57.5-33     [Reserved]. 

57.5-34     [Reserved]. 

S7.5-35B     through  57.S-35Z  [Reserved]. 

57.5-38     [Reserved]. 

3.  New  mandatory  standard  57.5-35A 
which  is  applicable  to  underground  only 
Is  added  to  read  as  follows : 

57.5-35A  Mandatory.  Seels  shall  be  pro- 
vided with  a  means  for  checking  the  qtiallty 
of  air  behfnd  the  seal  and  a  means  to  pre- 
vent a  water  head  from  developing  unlesa 
the   seal    Is   designed    to    lmp>ound   water. 

4.  New  mandatory  standard  57.5-44 
which  Is  applicable  to  underground  only 
Is  added  to  read  as  follows : 

57.5-44  Mandatory.  The  wearing  of  respi- 
rators approved  for  protection  against  radon 
daughters  shall  be  required  In  environments 
exceeding  1.0  WL  and  respirator  use  shall  be 
In  compliance  with  standard  57.5-5. 

6.  New  mandatory  standard  57.5-47 
which  is  applicable  to  underground  only 
is  added  to  read  as  follows : 

57.5-47  Mandatory.  Gamma  radiation 
surveys  shall  be  conducted  annually  in  all 
underground  mines  where  radioactive  ores 
are  mined.  ( a)  Surveys  shall  be  In  accordance 
with  American  National  Standard  ANSI 
N13.8-1973,  entitled  "Radiation  Protection  In 
Uranium  Mines",  section  14.1  page  12,  which 
Is  hereby  lncorj>orated  by  reference  and  made 
a  paxt  hereof.  This  publication  may  be  ex- 
amined In  any  Metal  and  Nonmetal  Mine 
Health  and  Safety  Subdistrlct  Office.  Mining 
Enforcement  and  Safety  Administration,  or 
may  be  obtained  from  the  American  National 
Standard  Institute.  Inc.,  1430  Broadway,  New 
York,  NY  10018.  (b)  Where  average  gamma 
radiation  measurements  are  in  excess  of  2.0 
mlUlroentgena  per  hour  in  the  working  place, 
gamma  radiation  dosimeters  shall  be  pro- 
vided for  all  persons  affected,  and  records 
of  cumulative  Individual  gamma  radiation 
exposure  shaU  be  kept,  (c)  Annual  individual 
gamma  radiation  exposure  shall  not  exceed 
5  Rems. 

§  37.9       [Amended] 

P.  Section  57.9  Loading,  hauling, 
dumping  is  amended  as  follows: 

1.  Advisory  standard  57.9-46  which  Is 
applicable  to  surface  and  underground 
is  made  mandatory  and  revised  to  read 
as  follows : 

57.9-46  Mandatory  Backpoling  of  trolleys 
shall  be  avoided  wherever  possible:  but  when 
necessary,  backpoling  shall  be  done  only  at 
slow  speeds. 

2.  Advisory  standard  57.9-57  which  is 
applicable  to  surface  and  underground  is 
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made  mandatory-  and  revised  to  read  as 
follows : 

57.9-57  Mandatory.  OrlzzLles,  grates,  and 
other  stationary  sizing  devices  shall  be  an- 
chored securely. 

3,  Advisory  standard  57.9-108  is  re- 
numbered 57.9-72,  made  applicable  to 
Burface  and  underground.  Is  mandatory, 
*nd  is  revised  to  read  as  follows: 

67.9-72  Mandatory.  Persons  attempting  to 
free  hangups  shall  be  experienced  persona 
who  understand  the  hazards  Involved. 

4.  New  mandatory  standard  57.9-73 
which  Is  applicable  to  surface  and  imder- 
ground  is  added  to  read  as  follows: 

67.9-73  Mandatory.  Defective  equipment, 
removed  from  service  as  unsafe  to  operate. 

•hall  be  tagged  to  prohibit  further  use  until 
repairs  are  completed. 

§  57.12      [Amended] 

Q.  Section  57.12  Electricity  is  amended 
as  follows : 

1.  Advisory  standard  57.12-8  which  is 
applicable  to  surface  and  imderground  is 
made  mandatory  and  revised  to  read  as 
follows : 

67.12-8  if aruiatory.  Power  wires  and  cables 
■hall  be  insiUated  adequately  where  they  pass 
Into  or  out  of  electrical  compartments.  Cables 
shall  enter  metal  frames  of  motors,  splice 
boxes,  and  electrical  compartments  only 
through  proper  fittings.  When  Insulated 
wires,  other  than  cables,  pass  through  metal 
frames,  the  holes  shall  be  substantially 
bushed  with  ln£ulated  bushings. 

2.  Mandatory  standard  57.12-11  which 
Is  applicable  to  surface  and  underground 
Is  revised  to  read  as  follows : 

57.12-11  Mandatory.  High-potential  elec- 
trical conductors  shall  be  covered.  Insulated, 
or  placed  to  prevent  contact  with  low  po- 
tential conductors. 

3.  Advisory  standard  57.12-13  which  is 
applicable  to  surface  and  underground  is 
made  mandatory,  and  is  revised  to  read 
as  follows: 

57.12-13  Mandatory.  Permanent  splices 
and  repairs  made  In  power  cables.  Including 
the  ground  conductor  where  provided,  shall 
be:  (a)  Mechanically  strong  with  electrical 
conductivity  as  near  as  possible  to  that  of 
the  original;  (b)  Insulated  to  a  degree  at 
least  equal  to  that  of  the  original,  and 
sealed  to  exclude  moisture:  and,  (c)  Pro- 
vided with  damage  protection  as  near  as 
possible  to  that  of  the  original.  Including 
good  bonding  to  the  outer  Jacket. 

4.  Advisory  standard  57.12-34  which  Is 
applicable  to  surface  and  undergroimd  Is 
made  mandatory  and  revised  to  read  as 
follows : 

57.12-34  Mandatory.  Portable  extension 
lights,  and  other  lights  that  by  their  loca- 
tion present  a  shock  or  bum  hazard.  shaU 
be   guarded. 

5.  Advisory  standard  57.12-42  which 
Is  applicable  to  surface  and  underground 
Is  made  mandatory  and  revised  to  read 
as  follows: 

57.12-42  Mandatory.  Both  rails  shall  be 
bonded  or  welded  at  every  joint  and  rails 
ShaU  be  crossbonded  at  least  every  200  feet 
if  the  track  serves  as  the  return  troUey 
circuit.  When  rails  are  moved,  replaced,  or 
broken  bonds  are  discovered,  they  shall  be 
re-bonded  within  three  working  shifts 


6.  Adviaory  standard  57.12-69  wiilch  is 
applicable  to  stirface  only  Is  made  man- 
datory and  revised  to  read  aa  follows : 

57.13-69  Mandatory.  Each  ungrounded 
conductor  or  telephone  wire  that  leada  un- 
derground and  is  directly  exxx3sed  to  light- 
ning shall  be  equipped  with  suitable  light- 
ning amestors  of  approved  type  within  100 
feet  of  the  point  where  the  circuit  enters 
the  mine.  Lightning  arrestors  shall  be  con- 
nected to  a  low  resistance  grounding  me- 
dium on  the  surface  and  shaU  be  separated 
from  neutral  grounds  by  a  distance  of  not 
less  than  25  feet. 

7.  Advisorj-  standard  57.12-70  Is  re- 
voked, and  standard  number  57.12-70 
Is  reserved. 

57.12-70      [Reserved]. 

8.  Advisory  standard  57.12-81  which 
Is  applicable  to  underground  only  is 
made  mandatory  and  revised  to  read  as 
follows : 

67.12-81  Mandatory.  All  metallic  plpte- 
llnee,  1.000  feet  or  more  In  length  running 
parallel  to  trolley  tracks,  that  are  used  aa 
a  ground  return  circuit  shall  be  bounded  to 
the  return  circuit  raU  at  the  ends  of  the 
pipeline  and  at  Intervals  not  to  exceed  600 
feet. 

§57.19      [Anundedl 

R.  Section  57.19  Man  hoistiTig  \s 
amended  as  follows: 

1.  Advisory-  standard  57.19-8  is  made 
mandatory  and  revised  to  read  as 
follows : 

57.19-8  Mandatory.  Where  creep  or  slip 
may  alter  the  effective  position  of  safety 
devices,  friction  hol^t-s  shall  be  equipped 
with  synchronizing  mechanisms  that  recali- 
brate the  overtravel  devices  and  position 
indicators. 

2.  New  mandatory-  standard  57.19-17 
Is  added  to  read  as  follows : 

67.19-17  Mandatory.  Each  electric  hoist 
shall  be  equipped  with  a  manually-operable 
switch  that  will  Initiate  emergency  braking 

action  to  bring  the  conveyance  and  the  coun- 
terbalance safely  to  rest.  This  switch  ahall 
be  located  within  reach  of  the  holstman  In 
case  the  manual  controls  of  the  hoist  fall. 

3.  Advisory  standard  57.19-27  Is  re- 
voked, and  standard  number  57.19-27  L<: 
reserved. 

57.19-27     [Reserved] 

4.  Advisory  standard  57.19-40  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

57.19-40  Mandatory  Head,  idler,  knuckle, 
and  curve  sheaves  shall  have  grooves  of 
proper  contour  for  the  specific  rope  diameter 
u.sed. 

5.  Mandatory  standard  57.19-50  is  re- 
vised to  read  as  follows: 

57.19-50  Mandatory.  Buckets  used  to  hoist 
persons  during  vertical  shaft  sinking  opera- 
tions shall:  (a)  Be  securely  attached  to  a 
croeehead  when  traveling  in  either  direction 
between  the  lower  and  upper  crosshead  park- 
ing locations;  (b)  Have  overhead  protection 
when  the  abaft  depth  exceeds  50  feet;  (c) 
Have  stifflcient  depth  or  a  suitably  designed 
platform  to  transport  persons  safely  in  a 
standing  position;  and  (d)  Have  devices  to 
prevent  accidental  dumping  where  the 
bucket  Is  supported  by  a  ball  atta,ched  to  its 
lower  half 


6.  Mandatory  standard  57.19-54  is  re- 
vised to  read  as  follows: 

87.19-54  Mandatory.  Where  rope  guides 
are  tised  in  shafts  other  than  in  shaft  sink- 
ing operation,  the  rope  guides  siiai:  be  a  type 
of  lock  col!  construction. 

7.  Advisor%-  standard  57.19-57  Is  made 
msindatory  and  revised  to  read  a^  fol- 
lows : 

87.19  -57  Mandatory  No  person  shall  op- 
erate a  hoLst  unless  within  the  preceding  13 
months  he  has  had  a  medical  examination  by 
a  qualified.  Ucensed  pihyslclan  who  shall  cer- 
tify his  fitness  to  perform  this  duty.  Such 
certification  shaU  be  available  at  the  mine. 

8.  Advisory  standard  57.1&-«0  is  re- 
voked, and  standard  number  57.19-60  Is 
reserved, 

57.19-eo     [Reserved] 

9.  Advisory  standard  57.19-61  Is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

57.19-61  Mandatory.  The  safe  speed  for 
hoisUng  men  ahall  be  determined  for  each 
shaft,  and  this  speed  shall  not  be  exceeded. 
Men  shall  not  be  hoisted  at  a  speed  faster 
than  2.500  feet  per  minute,  except  In  an 
emergency. 

10.  Advisor>-  standard  57.19-62  Is 
made  mandators'  and  revised  to  read  &s 
follows : 

57  19-62  Mandatory.  Maximum  normal 
operating  acceleration  and  deceleration  ahall 
not  exceed  fl  feet  per  second.  Dtirlng  etner- 
pency  braking,  the  deceleration  shall  not  ex- 
c^-ed  16  feet  per  second. 

10.  Advl^ry  standard  57.19-66  Is 
made  mandatory-  and  revised  to  read  as 

f  ollow.s : 

57, 19-66  Mandatory.  In  sliafts  Inclined 
over  45  degrees,  the  operator  ahall  determine 
and  post  in  the  conviey&nee  or  at  eech  shaft 
station  the  maximum  number  of  persons  per- 
mitted to  ride  In  a  hoisting  conveyance  at  any 
one  time.  Bacb  person  shall  be  provided  a 
minimum  of  1.6  square  feet  of  floor  space. 

12.  Advisory  standard  57.19-68  is 
made  mandatory-  and  revised  to  read  as 

follows 

67  19-68  Mandatory.  Men  shall  ent«r. 
ride,   and   leave   conveyances   In   an   orderly 

manner. 

13.  Advisory  standard  57.19-76  is  made 
mandatory  and  revised  to  r«id  as  fol- 
lows: 

67.19-76  Mandatory.  When  men  are 
hoisted  In  buckets,  speeds  ahall  not  exceed 
600  feet  per  minute  and  shall  not  exceed  200 
feet  per  minute  when  within  100  feet  of  the 
Intended  station. 

14.  Advisory  standard  57,19-102  Ls 
made  mandatory  and  revised  to  read  as 
follows : 

57.19-102  Mandatory-  .^  mean.s  shall  be 
provided  to  guide  the  movement  of  a  shaft 
conveyance. 

15.  Advisory  standard  57.19-106  to 
made  mandatory  and  revised  to  read  as 
follows : 

67.19-106  Mandatory.  Shaft  sets  shall  be 
kept  In  good  repair  and  clean  of  hazardous 
material. 

16.  Advisory  Standard  67.19-111  to 
made  mandatory  said  revised  to  read  as 
follows : 
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57.19-111  Mandatory.  Substantial  fixed 
ladders  shall  be  provided  from  the  collar  to 
as  near  the  shaft  bottom  as  practical  during 
shaft-sinking  operations,  or  an  escape  hoist 
powered  by  an  emergency  power  source  shall 
be  provided.  When  persons  are  on  the  shaft 
bottom,  a  chain  ladder,  wire  rope  ladder,  or 
other  extension  ladders  shall  be  used  from 
the  fixed  ladder  or  lower  limit  of  the  escape 
hoist  to  the  shaft  bottom. 

17.  Advisory  standard  number  57.19- 
121  Is  made  mandatory  and  revised  to 
read  as  follows : 

57.19-121  Mandatory.  Complete  records 
shall  be  kept  for  three  years  of  Inspections, 
t-esus.  and  maintenance  of  shafts  and  hoi.st- 
Ing  equipment. 

18.  Advisory  standard  57.19-122  is 
made  mandatory  and  revised  to  read  as 
follows: 

57.19-122  Mandatory.  Parts  used  to  repair 
hoists  shall  have  properties  that  will  Insure 
the  proper  and  safe  function  of  the  hoist. 

19  Advisory  standard  57.19-123  is 
made  mandatory  and  revised  to  read  as 
follows: 

57  19-123  Mandatory.  Wire  ropes  shall  be 
lubricated  or  treated  with  dressing  as  recom- 
mended or  approved  by  the  rope  manufac- 
turer. 

20.  Advisory  standard  57.19-134  is 
made  mandatory  and  revised  to  read  as 
follows : 

57.19-134  Mandatory.  Sheaves  in  operat- 
ing shafts  shall  be  Inspected  weekly  and  kept 
properly  lubricated. 

21.  Advisory  standard  57.19-135  Ls 
made  mandatorj-  and  revised  to  read  as 
follows: 

57.19-135  Mandatory.  Rollers  used  In  op- 
erating Inclined  shafts  shall  be  lubricated, 
properly  aligned,  and  kept  In  good  repair. 

§  37.20      [.Amended] 

S.  Section  57.20  Miscellaneous  is 
amended  as  follows : 

1.  Advisory  standard  57.20-3  which  Ls 
applicable  to  surface  and  underground  is 
made  mandatory  and  revised  to  read  as 
follows : 

57.20-3  Mandatory.  At  all  mining  opera- 
tions: (a)  Workplaces,  passageways,  store- 
rooms, and  service  rooms  shall  be  kept  clean 
and  orderly,  (b)  The  floor  of  every  workplace 
shall  be  maintained  in  a  clean  and.  so  far 
0,3  possible,  a  dry  condition.  Where  wet  proc- 
esses are  used,  drainage  shall  be  maintained, 
and  false  floors,  platforms,  mats,  or  other 
dry  standing  places  shall  be  provided  where 
practicable,  (c)  Every  floor,  working  place, 
and  passageway  shall  be  kept  free  from  pro- 
truding nails,  splinters,  holes,  or  loose  boards, 
!to  practicable. 

2.  New  mandator^'  standard  57.20-11 
which  is  applicable  to  surface  and  under- 
ground is  added  to  read  as  follows : 

57.20-11  Mandatory.  Areas  where  health 
or  safety  hazards  exist  that  are  not  immedi- 
ately obvious  to  employees  shall  be  barri- 
caded, or  warning  signs  shall  be  posted  at 
all  approaches.  Warning  signs  shaU  be  readily 
visible,  legible,  display  the  nature  of  the 
hazard,  and  any  protective  action  required. 

3.  New  mandatory  standard  57.20-12 
which  is  applicable  to  surface  and  under- 
ground is  added  to  read  a-<  follow.';: 


57  20-12  Mandatory.  Toxic  materials  used 
In  conjunction  w^th  or  discarded  from  min- 
ing or  milling  of  a  product  shall  be  plainly 
marked  or  labeled  so  as  to  positively  Identify 
the  nature  of  the  hazard  and  the  protective 
action  required. 

4.  New  mandatory  standard  57.20-14 
which  is  applicable  to  surface  and  under- 
ground is  added  to  read  as  follows: 

57.20-14  Mandatory.  No  person  shall  be 
allowed  to  consume  or  store  food  or  bever- 
ages in  a  toilet  room  nor  In  any  area  exposed 
to  a  toxic  material. 

§57.21       [.\mcndcd] 

T.  Section  57.21  Gassy  mines  is 
amended  as  follows: 

1.  Mandatory  standard  57.21-12  is  re- 
vised to  read  as  follows : 

57.21-12  Mandatory.  Immediately  before 
and  continuously  during  welding  or  cutting 
with  an  arc  or  open  flame  or  soldering  with 
an  open  flame,  in  other  than  fresh  air,  or  in 
places  where  methane  is  present  or  may 
enter  the  air  current,  a  competent  person 
shall  test  for  methane  with  a  device  approved 
by  the  Secretary  for  detecting  methane. 

2.  Mandatory  standard  57.21-13  is  re- 
vised to  read  as  follows : 

57.21-13  Mandatory.  Welding  or  cutting 
with  an  arc  or  open  flame  or  soldering  with 
an  open  flame  shall  not  be  performed  in 
atmospheres  containing  more  than  1  per- 
cent of  methane  as  determined  by  a  device 
approved  by  the  Secretary  for  detecting 
methane. 

3.  Advisory  standard  57.21-22  is  made 
mandatory  and  revised  to  read  as  fol- 
lows : 

57.21-22  Mandatory.  The  main  Intake  and 
retvirn  air  currents  in  mines  shall  be  In  sep- 
arate shafts,  slopes,  or  drifts,  except  that 
during  shaft  or  slope  development,  vent  tub- 
ing may  be  used  In  the  same  opening.  Until  a 
second  openfng  to  the  surface  can  be  pro- 
vided, single  shafts  used  for  intake  and  re- 
turn air  shall  be  provided  with  a  curtain  wall 
or  partition. 

4.  Mandatory  standard  57.21-26  is  re- 
voked, and  standard  number  57.21-26  is 
reserved. 

57.21-26     [Reserved] 

5.  Mandatory  standard  57.21-27  is  re- 
vised to  read  as  follows: 

57.21-27  Mandatory.  When  the  main  fan 
or  fans  have  been  shut  down  with  all  men 
out  of  the  mine,  no  pyerson,  other  than  those 
competent  to  examine  the  mine,  or  other 
authorized  persons,  shall  go  underground  un- 
til the  fans  have  been  started  and  the  mine 
is  examined  for  methane  and  other  hazards 
and  declared  safe. 

6.  Mandatory  standard  57.21-30  is  re- 
vised to  read  as  follows: 

57.21-30  Mandatory.  Atixiliary  fans  shall 
be  of  a  permissible  type,  maintained  In  i>er- 
mlssible  condition,  so  located  and  operated  to 
avoid  recirculation  of  air.  .A.uxlllary  fans  shall 
not  be  used  to  ventilate  any  working  place 
during  the  Interruption  of  normal  mine  ven- 
tilation. If  the  auxiliary  fan  Is  stopped  or 
falls,  the  electrical  equipment  In  the  affected 
area  shall  be  stopped  and  the  power  discon- 
nected at  the  power  source  until  ventilation 
In  the  afTecf-ed  ares  Is  restored.  Tests  shall 
be  made  at  the  fan  for  methane  before  aux- 
iliary fans  are  started.  The  air  passing  over 


or  through  auxiliary  fan  units  shall  not  ex- 
ceed 1.0  percent  of  methane. 

7.  Mandatory  standard  57.21-32  is  re- 
voked, and  standard  number  57.21-32  is 
reserved. 


57.21-32     [Reserved] 

8.  Mandatory  standard  57.21-34  is  re- 
vised to  read  as  follows : 

57.21-34  Afandaforj/.  The  quantity  of  air 
coursed  through  the  last  open  crosscut  In 
pairs  or  sets  of  entries  or  through  other  ven- 
tilation openings  nearest  the  fact,  shall  be 
at  least  6,000  cubic  feet  per  minute,  or  9.000 
cubic  feet  per  minute  in  longwall  and  con- 
tinuous miner  sections. 

9.  Advisory  standard  57.21-36  is  made 
mandatory,  and  revised  to  read  as 
follows: 

57.21-36  Mandatory.  Permanently  in- 
stalled battery-charging  station.?  and  trans- 
former stations  In  combustible  areas  shall  be 
ventilated  by  sei>arate  splits  of  air  con- 
ducted directly  to  return  air  courses.  Per- 
manently installed  means  stations  that  are 
Intended  to  exist  for  one  year  or  more. 

10.  Mandatory  standard  57.21-39  is  re- 
vised to  read  as  follows : 

57.21-39  Mandatory.  If  methane  gas  in  ex- 
cess of  1.0  percent  is  detected  in  the  air  not 
less  than  12  inches  from  the  back,  face,  or 
rib  of  an  underground  working  place  or 
places,  adjustments  shall  be  made  in  the  ven- 
tUatlon  Immediately  so  that  the  concentra- 
tion of  methane  gas  in  such  air  is  reduced 
to  1  percent  or  less.  While  such  changes  or 
adjustments  are  underway  and  until  they 
have  been  achieved,  power  to  electric  equip- 
ment located  in  such  place  shall  be  cut  off, 
no  other  work  shall  be  permitted  in  such 
place,  and  due  precautions  shall  be  carried 
out  under  the  direction  of  the  operator  or  his 
agent  so  as  not  to  endanger  other  areas  of 
the  mine. 

11.  Mandatoiy  standard  57.21-40  is  re- 
vised to  read  as  follows : 

57.21.40  Mandatory.  If  1.5  percent  or  high- 
er concentration  of  methane  gas  is  present 
in  air  returning  from  an  underground  work- 
ing place  or  places,  or  is  present  in  the  air 
not  less  than  12  Inches  from  the  back,  face, 
or  rib  of  an  undersp-ound  working  place,  all 
men  other  than  those  persons  referred  to  In 
section  8  (a)  of  the  Federal  Metal  and  Non- 
metallic  Mine  Safety  .\ct  shall  t>e  withdrawn 
from  the  area  of  the  mine  endangered  by 
such  methane  gas  until  the  concentration  of 
methane  in  such  areas  Is  reduced  to  1  per- 
cent or  less. 

12.  Mandatory  standard  57.21-41  is  re- 
vised to  read  as  follows: 

57.21-41  Mandatory.  Air  that  has  passed 
by  an  op>enlng  of  any  unsealed  abandoned 
area  and  contains  0.25  percent  or  more  of 
methane  shall  be  cotirsed  directly  to  a  re- 
turn airway.  Examinations  of  such  air  shall 
be  conducted  during  the  preshlft  exa.T.ina- 
tions  required  by  standard  57.21-59. 

13.  Advisory  standard  57.21-47  is  re- 
voked, and  standard  number  57.21-47  is 
reserved. 

57.21-47  [Reserved] 

14.  Mandatorv-  standard  57.21-52  is  re- 
vised to  read  as  follows : 

57.21-52  Mandatory.  Entries  or  rooms 
shall  not  be  started  off  entries  beyond  the 
last  open  crosscuts,  except  that  room  necks 
and  entries  not  to  exceed  18  feet  in  depth 
may  be  turned  off  entries  beyond  the  last 
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open  crosscuts  if  such  room  necks  or  entries 
are  kept  free  of  acctmiulatlons  of  methane 
by    use    of    line    brattice   or   other    adequate 

n-.eans 

15.  Advisorj-  standard  57.21-54  is  re- 
voked, and  standard  number  57.21-54  is 
reserved. 

57  21-54      [Reserved] 

16.  Mandatorj-  standard  57  21-57  is 
revised  to  read  as  follows : 

57.21-57  Mandatory.  Doors  which  control 
the  flow  of  air  by  being  closed  shall  be  kept 
closed,  except  when  persons  or  equipment  are 
psissing  through  such  doorways.  Doors  shall 
be  plainly  marked  to  Indicate  whether  they 
shall  be  closed  or  open  lor  ventilation  control 
purposes. 

17.  Mandatory  standard  57  21-58  L^ 
revised  to  read  as  follows : 

57.21-58  Mandatory.  Overcasts  and  under- 
casts  shall  be:  (a)  Constructed  tightly  of 
noncombustlble  material,  (b)  Of  suSlclent 
strength  to  wlthstemd  possible  falls  from 
the  back,  (ci  Kept  clear  of  obstruction. 


18.  Mandator>-  standard  57,21-76  is 
revised  to  read  as  f oUow.s 

57.21-76     Mandatory  Diesel -powered 

equipment  shall  not  be  taken  Into  or  oper- 
ated In  places  where  methane  exceeds  1  per- 
cent at  any  point  not  less  than  12  inches 
from  the  back,  face,  or  rib 

19.  Mandator>- standard  57  21-77  is  re- 
revised  to  read  as  follows: 

57,21  57  Mandatory.  Trolley  wires  and 
tr.lley  feeder  wires  shall  be  on  Intake  air 
and  shall  not  extend  into  the  last  open  cross- 
cut or  other  ventilation  opening  Such  wires 
shall  be  kept  at  least  150  feet  from  pUlar 
recovery  workings. 

20.  Mandatory  standard  57.21-79  is  re- 
vised to  read  as  follows : 

57,21-79  Mandatory.  Only  permissible 
distribution  boxes  shall  be  used  In  working 
places  and  other  places  where  1  percent  or 
more  of  methane  may  be  present  or  may 
enter  the  air  current. 

21   Mandator>-  .standard  57.21-81  is  re- 
voked, and  standard  number  57.21-81  Is 
reser\'ed. 
5721-81      [R<>served] 


22  Mandatory  standard  57.21-99  Is 
reMsed  to  read  as  follows: 

67  21-99  Mandatory.  When  blasting  on 
Biilft,  exanimatians  for  methane  shall  be 
made  imnied:ately  before  firing  each  shot  or 
round  and  at:s,m  before  other  work  is  per- 
formed Exanunatlons  shall  be  made  by 
competent  pers>:ns  with  de-ices  approved  by 
the  Secretary  for  detecting  methane 

23  Mandatory  standard  57.21-100  is 
revised  to  read  a.s  follows: 

57.21-100  MandatL'ry  Shots  or  rounds 
shall  not  be  fired  In  ;:):;i^es  where  1.0  percent 
or  more  of  methane  Is  i:  resent  at  a  point  no 
less  than  12  Inches  from  the  back,  face,  c«r 
Tib  Tests  U)  determirie  :he  presence  of  meth- 
ane shall  be  made  by  a  competent  person 
with  devices  approved  by  the  Secretary  for 
detecting  methane 

24.  Advisor>  .standard  57.21-101  is 
made  mandatory  and  revised  to  read  as 
follows : 

67J1-101  Mandator  Shots  and  rounds 
shall  be  fired  by  competent  persons. 
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Title  24 — Housing  and  Urban  Development 

CHAPTER  X— FEDERAL  INSURANCE  AD- 
MINISTRATION, DEPARTMENT  OF 
HOUSING  AND  URBAN   DEVELOPMENT 

SUBCHAPTER    B— NATIONAL    FLOCK) 
INSURANCE    PROGRAM 

|I>-)C>-.et  No.  F'- 28931 

PART   1914 — COMMUNITIES  ELIGIBLE 
FOR  THE  SALE  OF  INSURANCE 

Status  of  Participating  Communities 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  The  purpose  of  this  rule  is 
to  list  those  communities  wh'.re  the  sale 
of  flood  insurance  is  authorized  under 
the  National  Flood  Insurance  Program. 
Flood  insurance  policies  for  property  lo- 
cated in  the  communities  listed  can  be 
obtained  from  any  licensed  property  in- 
surance agent  or  broker  serving  the  eli- 
gible community,  or  from  the  National 
Flood  Insurers  Association  servicing 
company  for  the  state. 


DATES:  The  date  that  appears  In  the 

fourth  column  of  the  table  is  the  effective 
date  of  authorization  for  the  sale  of  flood 
insurance. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Ad- 
ministrator. Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street  SW.,  Washington,  DC  20410. 

SUPPLEMENTARY  INFORMATION: 
The  Flood  Disaster  Protection  Act  of 
1973  I  Pub.  L.  93-234)  requires  the  pur- 
chase of  flood  insurance  as  a  condition 
of  receiving  any  form  of  Federal  or  fed- 
erally related  financial  assistance  for  ac- 
quisition or  construction  purposes  in  a 
flood  plain  area  having  special  hazards 
within  any  community  identified  for  at 
least  one  year  by  the  Secretary  of  Hous- 
ing and  Urban  Development.  The  re- 
quirement applies  to  all  identified  special 
flood  hazard  areas  within  the  United 
States,  and  no  such  financial  assistance 
can  legally  be  provided  for  acquisition  or 


construction  except  as  authorized  by  sec- 
tion 202'b>  of  the  Act,  as  amended,  un- 
less the  community  has  entered  the  pro- 
gram. Accordingly,  for  communities 
listed  under  this  Part  no  such  restriction 
exists,  although  insurance,  if  required, 
must  be  purchased. 

The  addresses  of  the  National  Flood 
Insurers  Association  servicing  compa- 
nies, where  flood  insurance  policies  can 
be  obtained,  are  published  at  §  1912.5  i24 
CFR  Part  1912). 

The  Federal  Insurance  Administrator 
finds  that  delayed  effective  dates  would 
be  contrary  to  the  public  interest.  The 
Administrator  also  finds  that  notice  and 
public  procedure  under  5  U.S.C.  553ib» 
are  impracticable  and  unnecessary. 

Section  1914.6  of  Part  1914  of  Sub- 
chapter B  of  Chapter  X  of  Title  24  of  the 
Code  of  Federal  Regulations  is  amended 
by  adding  in  alphabetical  sequence  new 
entries  to  the  table.  In  each  entry,  a  com- 
plete chronology  of  effective  dates  ap- 
pears for  each  listed  community.  The 
entry  reads  as  follows : 

§  1914.6      List  of  eligible  cuniniiinitie.s. 


Stute 


Connty 


Location 


EfTeclive  date  of  sothoriiation  of  sale  o(  flood 
insurance  ior  ares 


IlMard  arpa    Community 
ideutiflrd  No. 


I.oui£iaiia Livingston 

Texas Collin 


I'ort  Vincent,  village  oT - May  17,  1S77,  emergency. 

I'arker,  city  of May  26,  l'j77,  eraentency. 


Aug. 
Oct. 


13. 1«76 
1, 1976 


220119 
4SII!:M 


Connecticut       Hartlord Avon,  town  of May  16,  1977,  suspended;  withdrawn Jan. 

Uo ". FairfleW .Vew  Canaan,  town  of ~ do - -—  July 

Do Hartford Simsbury,  town  of - do Aug. 

Georgia       Fnhon  and  Clayton Forest  Park,  city  of do .- May 


Buchanan Independence,  city  of.  _ 


Iowa ^ 

Massachusetts Essex Salisbury,  town  of.. 

Missouri St.  Louis -  Crcslwood,  city  of. 


.do. 


.do. 
.do. 


May 
-May 
July 
Sept. 
.May 


New  Jersey 

Do 

North  Carolina 

Rhode  Island 

Texas _ 


...  Bnrtington... 

...  BerRen 

...  Beaufort 

...  Newport 

. ..  Montgomery. 


Delran,  township  of ..do.. 

Saddle  River,  borough  of do., 

Helhavcn,  town  of do.. 

Tiverton,  town  of do.. 

Conroe,  city  of do.. 


Do... 


do 


Wisconsin Eau  Claire- 
Do Milwaukee... 

Uo Winnebago... 

Virginia 

Do _ 


Universal  City,  city  of do.. 

Eau  Claire,  city  of - do. 

Fox  Point,  village  of do. 

Oshkosh,  city  of do., 

Newport  News,  independent  city do. 

Poquoson,  independent  city -.- do. 


Delaware New  Castle Wilmington,  city  of - do. 


Nov. 

Jan. 

Apr. 

-May 

June 

May 
Mar. 

Apr. 
Sept. 

Sept. 

Mar. 

....'.  Nov. 

Aug. 

July 

Sept. 
May 


Georgia 

Maryland 


._  Newton,  .^ 
Harford.. 


Unincorporated  anas 

Uavrede  Grace,,  city  of 


New  York Cayuga 

Peimsyhrania Armstrong... 

Do Cumberland. 

Uo Crawford 


May  23,  1977,  emergency 

...  Feb.  26, 1975,  emergency; Mar.  15, 1977, regular; 
Mar.  15,  1977,  suspended;  May  12,  1977,  re- 
Instated. 
Sennett,  town  of -  May  23,  1977,  amergency _ 


.do. 


Cowansliannock,  towii^lp  oL 

I^wer  MIfBIn,  township  of do.. 

West  Fallowfield,  township  of do. 


Apr. 
July 
Jan. 

June 
May 
Sept. 
Dec. 
Dec. 


23, 1974 
19, 1974 

2, 1974 
31.  1974 
21, 1976 

3, 1974 
23.1976 
13, 1974 

3,  1974 

23, 1973 
9, 1974 

13. 1973 

24. 1974 
14, 1974 
21, 197(i 

8, 1974 

2,  iy:i) 

20, 1974 

24, 1970 

1. 1974 

23. 1973 
Ifi,  1974 

26. 1974 
24, 197« 
31,1971 

23, 1976 
26, 1974 
16, 1976 

14, 1974 
14, 1976 
1.3, 1974 
31. 1976 
27, 1974 


Iowa. Johnson... 

Minnesota. Ramsey... 

Ohio .Van  Wert. 


North  Liberty,  city  of. 
Little  Canada,  city  of.. 
Unincorporated  areas.. 


May  24, 1977,  emefganey Apr.  2.3, 1976 

do July   23,1976 

do 


.Sew  York Cayiiga.. 

Do Madison.. 


Moravia,  town  of. 

WampsvlUe,  village  of 


...  May  27, 1977,  emerjency -.  June  14,1974 

Jime  18, 1976 
do Jan.    17,1975 


090(121 

09(X)10 

09tXi52-.V 

130O42.\ 

190O31-.\. 

250103 

290343 


310094 
;i40(i73 
370015 
440012 
4S0484-A 

480019   .\. 

55012><-.\ 

550274-.^ 

550511- A 

510103 

5101S3-A 

10002S  .V 


130143 
240(M3B 


360124A 

421230.1. 

421.'S2 
422651  Niw 

• 

1906.30 
270377 
390784 

• 

360117A 
361485 


(NailonaJ  Flood  I.-isurmce  Act  of  1968  (Title  XIH  of  the  Housl.ng  and  Urban  Development  Act  of  1968);  eCTectlTe  Jan.  28,  1969  (33  FR 
17804,  Nov,  28,  l»68),  M  ajcnende<l.  43  UB  C.  4001-4128;  aiid  Secretary's  delegation  of  authority  to  Federal  Insurance  Administrator  ^34  FR 
a«580,  Feb.  n,  19<SB).  as  amended  W  FR  3787,  Jan.  34,  1974.) 

J.  Robert  HtJNTER, 
Acting  Federal  Insurance  Administrator. 

(PR  Doc.r7-15929  Filed  6-7-77;8;45  am] 


Issued:  May  23,  1977. 
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[Docket  No.  FI-28941 

PART  1914 — COMMUNITIES  ELIGIBLE 
FOR  THE  SALE  OF   INSURANCE 

Status  of  Participating  Communities 

.AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:   Final  rule. 

SUMMARY:  The  purpo.'^e  of  this  rule 
is  to  hst  those  commumties  where  the 
sale  of  flood  insurance  is  authorized  un- 
der the  National  Flood  Insurance  Pro- 
gram. Flood  insurance  policies  for  prop- 
erty located  In  the  communities  listed 
can  be  obtained  from  any  hceiised  prop- 
erty insurance  agent  or  broker  serving 
the  eligible  community,  or  from  the  Na- 
tional Flood  Insurers  Association  servic- 
ing company  for  the  state. 

DATES:  The  date  that  appears  in  the 
fourth  column  of  the  table  is  the  effec- 
tive date  of  authorization  for  the  sale 
of  flood  insurance. 


FOR  FURTHER  INFORM.'^TION  COS- 
TACT: 

Mr.  Richard  Ki-unm.  .A.ssi.=:tant  Admin- 
istrator. Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-«872.  Room  5270.  451  Seventh 
Street  SW..  Washmgton.  D,C,  20410. 

SUPPLEMENT.\RY       INFORMATION : 
The  Flood  Disaster  Protection  Act  of  1973 

(Pub.  L.  93-234 >  requires  the  purchase 
of  flood  insurance  as  a  condition  of  re- 
ceiving any  form  of  Federal  or  federally 
related  financial  assistance  for  acquisi- 
tion or  construction  purposes  m  a  flood 
plam  area  liaving  special  hazards  wilhin 
any  community  identified  for  at  least  one 
year  by  the  Secretary  of  Housmg  and 
Urban  Development,  The  requirement 
apphes  to  all  identified  special  fiood  haz- 
ard areas  within  the  United  States,  and 
no  such  financial  assistance  can  legally 
be  provided  for  acquisition  or  construc- 
tion except  as  authorized  by  section  202 
cb)  of  the  Act,  as  amended,  unless  the 


community  has  entered  thepMBram.  Ac- 
cordingly, for  communities  listed  imder 
this  Part  no  such  restriction  exists,  al- 
though insurance,  if  required,  must  be 
purchased. 

The  addresses  of  the  National  Flood 
In-surers  .'Association  servicing  compa- 
nies, where  flood  msursince  policies  can 
be  obtained,  ars  published  at  §  1912.5  (24 
CFR  Part  191  i' 

The  Federal  In.-urance  .AdminLstrator 
finds  that  delayed  effei.:tive  dates  would 
be  contrary  to  the  pubhc  mterest.  The 
Administrator  al.so  finds  that  notice  and 
public  procedure  under  5  U.S.C.  553(b) 
arc  unpriicticable  and  tmnecessary. 

Section  1914  6  of  Part  1914  of  Subchap- 
ter B  of  Chapter  X  of  Title  24  of  the  Code 
of  Federal  Regulations  is  amended  by 
adding  m  alphabetical  sequence  new  en- 
tries to  the  table  In  each  entry,  a  com- 
plete chronology  of  eflecuve  dates  ap- 
pears for  each  listed  community,  Tlie 
entrj-  reads  as  follows: 

§  191 1.6      List  of  rligiblo  communities. 


SlaU 


County 


Location 


EflecUve  dat»  of  ajithor^fatlnr,  at  ale  of  ftood 

iii.'iurance  li*  »rw 


Hazard  am 
idaoUflMl 


Coniinnnlty 
No. 


loira  - 

Ne^-  York... 


Do. 
Ohio... 


Jasper 

Essei 

Cayuga 

Brown 


Newton,  city  of 

Chesterfleld,  town  of.. 


Sdplo,  town  of 

Uioincorporated  areas 


May  9, 1977,  emergency. 
do - 


do. 


do 


Apr.  30,187* 

: 8*pt.    6,1974 

Aug.  13.1878 
May    S1.19"< 

May    28,1976 


190028 
3002&4B 

5GP;  71X 


Missouri 

Do 

Montana 

New  York 

North  Dakota.. 
Utah. 


Mississippi 

PheliJS 

Fergus 

OlMgO 

Adams 

Davis 


AnnisUm.  city  of 

Kdgar  >pnng.  city  of.. 

Moore,  Ujwn  of 

Richfiftld.  town  of 

Hettingw,  city  of. 

Fruit  Heights,  city  of.. 


May  11,1977,  emergency May     S.1974  290i28A 

„     do       . July    S0,l»76  280861 

do                             -  Aug.     8,1875  800100 

May  id,   1977,  eTOftr^ency - Oct.    18.1974  361279 

May  11,  lir7,  emergency July   U,197B  3eo:33 

.rrTdo.. fc Mar,   18,1977  490O1SA 


Florida 

Miciugan.. 

Ohio 

Tojiness*^. 
Teias 


Flagler 

Calhoun — 

Colum  blana 

Hamilton 

WaUer _ 


Beveriy  Beach,  town  of 

Clarence,  township  of 

Unincorporated  areas 

Lookout  Mountain,  town  of.. 
Brootshire,  city  of 


May  12, 1977,  emergency 

May  fl,  1977,  emergency 

May  12, 1877,  emergency 


_  Sept.  a*.  197i 

""May"i4,"l979' 
..  Aug.     6,1876 


1205<» 

aooefio 

890076 
470075 
48KI87 


New  York. 
Do 


Otsego. 
do. 


Burlington,  town  of.. 
Butternuts,  tvwn  of.. 


Do...- 

Do...- 
r>0...- 


Schoharle. 


Cobleskin.  viUage  ot.„. 


Otseeo 

Schoharie.. 


Exeter,  town  of 

Fulton,  town  of 


May  13, 1977  emergency Not.  22,1974 

do  - nee.  IS.  1974 

June  28, 1976 

do         _  June    7,1874 

Sept.  1^1978 


Do - —  Otsego. 


Hartwick,  lown  of do.. 


Do.... 
Do... 

Do.... 
Do...- 
Do.... 
Do.-.- 


do 

Rensselaer 

Otsego 

do 

do 

Albany 


Do.... 
Do.... 
Do.... 


Do. 

Pennsylvania. 

Do 

Do 


MllJord,  viUage  of. 

Nassau,  village  of. 


do.. 

do.. 


New  Lisbon,  town  of 

Pittsflftld,  town  of 

I'lttinfleJd.  town  of 

RensseJaervilie,  tC'Wn  of 


....do 

—..do. 

....do 

....do _. 


Schoharie. . 
Rensselaer. 

Chemung.. 


Schoharie 

Beaver 

Northampton. 
Indiana 


Sharon  Springs,  village  of 

Stephen  town,  town  of 

Veteran,  town  of. 


Wright,  town  of 

South  Heigbts.  boroujih  o( — 

I'pper  Naiareth,  town.s.hip  of 

Weil  Wheali.eld,  Vownship  of 


do 

do 

do. 


.do 

.do 

.do 

.do 


Jan 

Nov. 

Jan. 

Oct. 

July 

Jan. 

Mar. 

Mar. 

Jan. 

Oct. 

Nov. 

Dec. 

Sept. 


10, 1975 

8.1974 

30, 1876 

25,1974 

9,1976 

10. 1875 

22.1974 

5.1976 

81,1978 

25. 1874 

8,1974 

6,1874 

8,1976 


> 


Jaa.    10.1975 

Dec  20.1974 

Oct.    25.1874 

June  18. 1976 

Not.    8,1974 

Jan.    31,1975 

Dec.  27, 1971 

„  Nov.  19,1976 


361416 
361 247  A 

36074aA 

361418 
361196.V 

381271  A 

361352 
3606758 

361420 

361277 

361278 

30001 4.\, 

361&49A 

361170 

361067.V 


861202 
422330 
42183< 
421724 


Connecticut. 

Do 

Delaware 


Fairfield Tiaiibury,  rity  of 

Hartford U»lhera:ieid,  town  of., 

Sussex Lewes,  city  of 


Ix)uisiana 

Ma.'wac  hU5etts., 

Do 

Minnesota 


Missouri. 


Do 

Nrw  Jersey 

.North  Carolina. 
South  CaroUna,, 

Texas 


.  May  2,  1977,  suspension  withdrawn Aug. 

do M»y 

do Jtme 


Weet  Feliciana  Parish... 

Plymouth 

Barnstable— 

Chippewa  and   Yellow 

Medicine, 


St.  Francisville,  town  of. 

Duxliury,  Uiwn  of 

"^'armouth,  town  of 

Ciraute  Fails,  city  of 


Pike __ Clarksvllle,  city  of. 


....do ^ 

....do 

._.do 

do 


.do. 


St.  Chariee. _ 

Bergen..___i_ 

Pender.... 

Beaufort 


Portage  des  Slotu.  city  of — 

Old  Tsppan,  borough  ot 

Puif  City,  town  of 

Beaufort,  city  «L 


do... 

do... 

do... 

do_. 


Hidalgo. 


EdinbtuT.cftyof do. 


Dec. 

May 

Aug. 

Oct. 

Not. 

May 

May 

Feb. 

Dec 

June 

_ May 

June 

Sept. 
Jimc 

Apr. 


1974 
1973 
1974 
1975 
1974 
1974 
1974 
1973 
1976 

1974 
1976 
1973 
1873 
1974 
1974 
1975 
1974 
1976 


0!)00r4 

awxMO 

100041-.\, 

22024fi-A 

2.')'l2iJ 

astwi,"! 

2700li6-A 


290289-.\ 

2WW17 
34<)(l'.'t 

37(il«>-.\. 

iSOOtX-X 

480338-.*. 
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RULES   AND    REGULATIONS 


?\Me 


Coanty 


Location 


Effective  date  of  anthoritatlon  of  sale  of  flood 
Insurance  for  area 


Hazard  area 
identified 


Coniinuiiitv 
No.      " 


Wisconsin... 
Do 


Brown Green  Bay,  city  of. 

Manitowoc - Manitowoc,  oily  of.. 


-do Aug.  30,1974  500022-A 

Nov.     7, 1975 

-do ...June    7,1974  5o0240-A 

July   16,1976 


(National  Flood  Insurance  Act  ot  1968  (Title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968);  effective  Jan.  28,  1969  (33  FR 
17804.  Nov.  28,  1968),  as  amended,  42  U.S.C.  4001^128;  and  Secretary's  delegation  of  authority  to  Federal  Insurance  Adminl.strator  (34  FR 
2680,  Feb.  27,  1969).  as  amended  39  FR  2787,  Jan.  24,  1974.) 


Issued:  May  6,  1977. 


J.  Robert  Hunter, 
Acting  Federal  Insurance  Administrator. 


|FR  Doc.77-15928  Filed  6-7-77; 8. 45  am] 


[Docket  No  PI- 28951 

PART    1914 — AREAS    ELIGIBLE    FOR    THE 
SALE    OF    INSURANCE 

Suspension  of  Community  Eligibility 

.•\GENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

.-XCTION:  Final  nile. 

SU.M-M.A.RY:  Tlie  purpose  of  tiiL^;  rule  Ls 
to  list  communities  where  the  sale  of 
flood  Insurance  a-s  authorized  under  the 
.N'atlonal  Flood  In.^urance  Program  will 
l>e  su.spended  because  of  noncompliance 
with  tile  program  regulations. 

D.ATES:  The  last  date  that  appears  m 
the  fourth  column  is  the  effective  date  of 
the  suspension  of  the  sale  of  flood  insur- 
ar.ce. 

FOR  FURTHER  I.N'FOR.M.^TION  CON- 
T.-\CT , 

Mr.  Richard  Krimm.  Assistant  .■Admin- 
istrator. OfSce  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Une  800-424- 
8872,  Room  5270,  451  Seventh  Street 
SW.,  Washington.  D.C.  20410. 


SLPPLEivIE^^^ARY     information: 

The  Flood  Disaster  Protection  Act  of 
1973  I  Pub.  L  93-2341  requires  the  pur- 
chase of  flood  insurance  as  a  condition  of 
receiving  any  form  of  Federal  or  fed- 
erally related  financial  assistance  for  ac- 
quisition or  con.=truction  purposes  in  a 
flood  plain  area  having  special  hazards 
Within  any  community  identified  by  the 
Secretary  of  Housing  and  Urban 
Development. 

The  requirement  applies  to  all  identi- 
fied special  flood  hazard  areas  within 
the  Unit.ed  States,  and  no  such  financial 
a.s,;.=; lance  can  legally  be  provided  for  ac- 
quisition or  construction  In  these  areas 
unless  the  community  has  entered  the 
program  and  insurance  is  purchased.  Ac- 
cordingly, for  communities  listed  under 
tills  Part  such  restriction  exists  as  of  the 
effective  date  of  suspension  because  in- 
surance, which  is  required,  cannot  be 
purchased. 

Section  1315  of  the  National  Flood  In- 
s  irance  Act  of  1968.  as  amended  (42 
U.S.C.  4022  >  prohibits  flood  instirance 
coverage  as  authorized  under  the  Na- 


tional Flood  Insurance  Program  '42 
U.S.C.  4001-4128)  unless  an  appropriate 
public  body  shall  have  adopted  adequate 
flood  plain  management  measures  with 
effective  enforcement  measures.  The 
communities  suspended  in  this  notice  no 
longer  meet  that  statutory  requirement 
for  compliance  with  program  regulations 
(24  CFR  Part  1909  et  seq.) .  Accordingly, 
the  communities  are  suspended  on  the 
effective  date  in  the  list  below. 

The  Federal  In.surance  Administrator 
finds  that  delayed  effective  dates  would 
be  contrary  to  the  public  interest.  The 
Administrator  also  finds  that  notice  and 
public  procedure  under  5  U.S.C.  553<b» 
are  impracticable  and  unnecessary. 

Section  1914.6  of  Part  1914  of  Sub- 
chapter B  of  Chapter  X  of  Title  24  of  the 
Code  of  Federal  Regulations  is  amended 
by  adding  in  alphabetical  sequence  new 
entries  to  the  table.  In  each  entrj-.  a 
complete  chronology  of  effective  dates 
appears  for  each  listed  community. 

The  entry  reads  as  follows: 

§  1914.6      List  of  eligible  comnuinitios. 


State 


County 


tiocation 


Ellt^tivc  date  of  anthoriMition  of  salf  of  flood 
insurance  for  area 


Hazard  area    Community 
identified  No. 


California Orange FuHerton,  city  of Oct.  1,  1971,  emergency;  July  5,  1977,  regular; 

July  5, 1977,  suspended. 
Colorado Boulder Longmont,  city  of Nov.  26.  1971,  emergency;  July  5, 1977,  regular; 

July  5,  1977,  suspended. 

Florida Bay 

Do    do -  Panama  City  Boach,  city  of- Dec.  17,  1971,  emergency;  Jime  1,1977,  regular; 

July  6,  1977,  suspended. 

Indiana    — Perry .     TtJ!  City  c.ty  of Mar.  1,  1977,  emergency;  Mar.  1,  1977,  regular; 

July  5, 1977,  suspended. 

Missouri  St.  Loute -   Eurtk.i,  city  of Jan.  23,  1974,  emergency;  July  6,  1977,  regular; 

July  5,  1977,  suspended. 

New  York Broome— B  Ingham  ton,  city  oL Sept.  7, 1973,  emergency;  June  1, 1977,  regular; 

July  S,  1977,  suspended. 

Do  Erie Elms,  town  of. Feb.  4,  1972,  emergency;  Jime  1, 1977,  regular; 

July  6,  1977,  suspended. 

Do  Cattaraugus Oowanda,  vQlage of „ June 23, 1972,  ejnergoney;  June  1, 1977,  regtilar; 

July  6, 1977,  suspended. 

Do  -  Broome KJrkwood,  town  of. Apr.  6,  1973,  emergency;  June  1,1977,  regular; 

July  5, 1977,  suspended. 


June  28,1974 
July  2, 1976 
Oct.    26,1973 


Jan. 
July 
Jan. 


Do 

Ohio... 


.do Vestal,  town  of. 


„ Apr.  4,  1974,  emergency;  July  5,  1977,  regular; 

July  6,  1977,  suspended. ' 
Erie Sandusky,  city  of Jan.  28, 1972,  emergency;  July  5, 1977,  regular; 

July  5,  1977,  suspended. 
Bouth  Carolina.    Horry Myrtle  Beach,  city  of Oct.  15,  1971,  emergency,  July  5,  1977,  regular; 

Jtily  6, 1977,  suspended. 
Teias         Erath Stephenvllle,  city  of _  Mar.  11, 1974,  emergency;  July  5, 1977,  regular; 

Jtily  5,  1977,  suspended. 
Wisconsin  Eau  Claire Eau  Claire,  city  of Mar.  19, 1971,  emergency;  June  1, 1977,  regular; 

Jol;  6, 1977,  suspended. 


July   19,1974 

Mar.  26,1976 
16. 1974 
16. 1976 
9,1974 
Sept.  26. 1975 
Apr.  12,1974 
Apr  23.1976 
S*pt,  21,1973 

Feb.     8, 1973 

Oct.      5, 1973 


Apr.  5, 1974 
Jan.  3, 1975 
Jane    21, 1874 

July  3(\197« 
Sept.  20, 1974 

Juno  28.1974 
Jan.  2, 1978 
Sept.  20, 1974 
Sept.  24, 1976 


060219A 
080027 

120013A 
180197B 
2908I9A 

aeooasB 

360239 

360075 

3<XXiJ7A 

390154A 

450109 

48022C 

550128A 


(National  FIckxI  In.surance  .\ct  of  1968  (Title  XIH  of  the  Housing  and  Urban  Development  Act  of  1868);  effective  Jan.  28,  1969  (33  FR 
17804,  Nov  28,  l9G8i .  as  amended,  42  U5.C.  4001-4128;  and  Secretary's  delegation  of  authority  to  Federal  Insurance  Administrator  (34  PR 
2680.  Feb   27,  1969  i ,  &»  amended  39  FR  2787,  Jan.  24,  1974.) 

J.    ROEERT    HtJNTBR. 

Acting  Federal  Insurance  Administrator.^ 
[FR  Doc.77-15926  Piled  6-7-77:8:46  am] 


Issued:    May   17,   1977. 
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[Docket  No  f:-2896] 

PART   1914 — COMMUNITIES  ELIGIBLE 
FOR   THE   SALE   OF   INSURANCE 

Status  of  Participating  Communities 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

.'ACTION:  Final  rule. 

SUAIM.AJIY:  Tlie  purpose  of  this  rule  is 
to  list  those  communities  where  the  sale 
of  flood  insurance  is  authorized  tmder 
the  National  Flood  Insurance  Program. 
Flood  insurance  policies  for  property 
located  in  the  communities  listed  can  be 
obtairied  from  any  licensed  property  in- 
surance agent  or  broker  serving  the  eligi- 
ble community,  or  from  the  NationaJ 
Flood  Insurers  Association  servicing 
compar.y  for  the  state. 

D.^TE;  The  date  that  appears  in  the 
fourth  columii  of  the  table  is  the  effective 
date  of  authorization  for  the  sale  of 
flood  insurance. 


FOR  FUBTHER  INFOR^L\TION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, OfQce  of  nood  Insurance, 
202-755-5581  or  ToU  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  D.C. 
20410. 

SUPPLEMENTARY  INFORMATION: 
The  Flood  Disaster  Protection  Act  of 
1973  'Pub.  L.  93-234>  requires  the  pur- 
chase of  flood  insurance  as  a  condition 
of  receiving  any  form  of  Federal  or  fed- 
erally related  financial  assistance  for 
acquisition  or  construction  purposes  In 
a  flood  plain  area  ha\'lng  special  hazards 
within  any  community  identified  for  at 
least  one  year  by  the  Secretarj-  of  Hous- 
ing and  Urban  Development.  The  re- 
quirement applies  to  ^11  identified  special 
flood  hazard  areas  within  the  United 
States,  and  no  such  financial  assistance 
can  legally  be  provided  for  acquisition  or 
construction  except  as  authorized  by 
section  202(b)   of  the  Act,  as  amended. 


unless  the  commimitF  has  entered  the 
program.  Accordingly,  for  communities 
listed  under  this  Part  no  such  restriction 
exL^ts.  although  insurance,  if  required, 
must  be  purchased. 

The  addresses  of  the  National  Flood 
Insurers  Association  ser\icing  com- 
panies, where  flood  insurance  policies 
can  be  obtained,  are  published  at  §  1912.5 
(24  CFR  Part  1912t. 

The  Federal  Insmance  Administrator 
finds  that  delayed  effective  dates  would 
be  contrary  to  the  pubhc  interest.  The 
AdminLstrator  also  finds  that  notice  and 
public  procedure  imder  5  U.S.C.  553<b) 
are  impracticable  and  unnecessary. 

Section  1914.6  of  Part  1914  of  Sub- 
chainer  B  of  Chapter  X  of  Title  24  of 
the  Code  of  Federal  Regulations  is 
amended  by  adding  in  alphabetical 
sequence  new  entries  to  the  table.  In 
each  entry,  a  complete  chronology  of 
effective  dates  appears  for  each  listed 
community.  The  entr>-  reads  as  follows: 

§  1911. 6      List  of  cli;;il)h' »-onHiiunilics, 


.*itate 


County 


Location 


Effective  date  of  aulhoriiation  of  sole  of  rood 
insurance  for  area 


ITafBTd  area    Coinmutiii  y 
idi-ntified  No. 


Alabama.     .   - Walker- Carbon  Hill,  city  of . .  ..  May  18,  1977,  praerpency  .Oct.    31, UC! 

Do  -       Pike -  UnincorporaU-d  areas - - do... .June  1S,1976 

Loni-xiaiia Lafavptte  Parish Carencro,  town  of —  -May  10,  1977,  emergency _ —  Mar.   36.1!»76 

New  York Reiisselaer N assau,  town  of _ .May  16,  1977.  emergency Nov.  ^2.17:* 

r'cnnsylvania Warron Fannlngton,  towosliip  of. V. May  18, 1977,  emergency 

Texas Wise .— Boyd,  dty  of. - do — O'v    ^.I'-'^S 

Mar.     5,  IU76 

Do _-  CoUin - WyUe,cltyof. ..  -do Nov.  1 2,1 '.'76 


01.  ."'t 

22>t:iii 

361!  .S 

4.*J1.M 

1S067I-V 

4S0:5t» 


Connectii-ut Hartford... 

Do Fairlicld... 


-K von.  town  of _.  Oct.  6. 1!r4.  emergency:  Miv  IB.  1"77.  n-gulnr  . 

New  Canaan,  town  of -  July  I'J,  l'J74,  emergency;  .May  16,  ly77,  re^iiilar. 


Georgin. 

Do 

Illinois. - 
Do.. 


..  Clayton  and  Fulton Forest  Park,  city  of. . 

..  Thomas Thomasville,  city  of.. 


Stephenson 

Henr>- 


..  Freeport,  city  of 

..  Ucneseo,  city  of -.. 


Sept.  15, 1972, emergency;  May  16, 1977,  rrgular. 

Dec.  17,  li)73,  emergency;  May  IP,  1977,  regulir. 

Jan.  28,  l'.i73,  cmercency;  May  IS,  1977,  regular. 

.Mar.  31. 1972,  emergency;  May  16, 1U77,  regular. 


Iowa- Bnchonan Independence,  city  of Sept.  24. 1971,  emergenry;  May  16, 1977.  reguUir. 

Michigan Emmett Harbor  Sprinps,  city  of. - Sept.  7, 1973,  emergency:  Miiy  18, 1977,  regular. 

Do.        Menominee Stephenson,  city  of. .^up.  7, 1973,  emergency;  May  16, 1977,  repilar. 


Missouri. 
Do.. 


St.  Louis Brentwood,  city  of „ Sept.  9, 1973,  emergency;  May  16. 1977.  reguliw. 

do Cool  Valley,  village  of Dec.  11, 1973,  emergency;  May  16, 1977,  reguliir. 


Do  Marion rnlncorpomted  areas June  28. 1973,  emergency;  May  16.1977.  regular. 

Do St.  Louis Richmond  Heights,  city  of Sept.  6,  U73,  emergency;  .Miiy  16,19..,  rcgnl-.u-. 


J.m. 
.\pril 
May 
.Mav 
M;jy 
June 
.\pr. 
Nov. 
Dec. 
.Mar. 
Mav 
July 
June 
Mar. 
Mav 
.Mav 
Dec. 
May 
Dec. 
May 
.May 


23. 1>'77 

7.  U'7t 

16.1'.rr7 

31.197» 

21. 1976 

7.1974 

9,1976 

2,1973 

17.1 '173 

.1.1,176 

3. 1'Ct 

23.  l''7i; 

2S,  I'.Ct 

5.1976 

17.1974 

>.  1976 

■28. 1973 

3.1974 

19.1975 

16.1'.C7 

16.1977 


(XimUllA 

13001 :b 

1301 71  m 

17l)i>t' \ 
1702<1(.^ 

1 90031  n 

3002720 

2601  S'Ml 

29033.SV 

2a(>-2.'2 

29tUM) 


Do 

New  Jersi-y.. 


.-  St.  Louis 

..  Cape  May 


Rock  Hill,  city  of 

Middle,  township  of. . 


May  29, 1973, emergency.  May  10. 1977,  r<-v;uKr. 

Nov.  26, 1971, emergency;  May  16, 1977, n;:ular. 


Do  ...  Monmouth Monmouth  Beach,  borough  of. July  30, 1971,  emergency  May  16. 1977,  regular.. 

Do'  Bergen  Saddle  River,  borough  of — Mar.  10. 1972,  cmerg-ncy:  May  16. 1977,  regular. 

New  York -  Erie Collins,  town  of May  26, 1972,  emergency;  May  10, 1977,  r.-gular. 

Do  Broome Conklln,  town  of. _  Nov.  2, 1973,  emergency;  M»y  16, 1977.  regular. 

Do —  Nassau North  Hempst.ad,  town  of Dec.  17, 1971, emergency;  Apr.  l.i,  1977,  regular. 


Do 

Do 

Do 


Oswego  .      .  Oswego,  city  of - Apr.30,1073,emergency;M»y  16, 1977,  regular. 

Tioga  Owego,  village  oL.. — Dec.  22,  1972,  emerppncy;  May  16,  l't77 

BuSolk  yuogtie,  village  of - July  28, 1972,  emergency;  .May  16, 1977,  regtUar. 


North  Carolina Beaufort Belhaven,  town  of Oct.  27. 1972, emergency; May  16, 19.., regular. 

Pennsylvania Luzerne Exeter,  borough  of Feb.  9,  197.3,  emergency;  May  16,  1977,  regular. 

Do  do  Hanover,  township  of Oct.  20, 1972,  emergency;  May  16, 19,-,  regular. 


Do..  Luieme., 

Do Berks.... 


Jenkins,  township  of - Feb.  2, 1973,  emergency;  .May  10, 1977.  regular. 

, Leteport,  borough  of _  Dec.  28, 1973,  emergency;  May  16, 1977,  rt>Eular. 

Do Lycoming Loyalsock,  township  of Feb.  8, 1974,  emergency;  May  16,  1977,  regular. 

Do... - Perry Marysville,  borough  of Feb.  9, 1973,  emergency;  .May  16, 1977,  regular. 

Do Allegheny McKees  Rocks,  borough  of Nov.  3, 1972,  emergency;  May  16, 1977,  regular. 

Do Wayne Palmyra,  townslilp  of Mar.l8, 1977,  emergency;  Mar.  15,1977,  regular. 

Do Luzerne Plains,  township  of Dee.  1, 1972,  emergency;  May  16, 1977,  regular. 

Do —Delaware.. Swartiur.ort,  borough  of Mar.  9.  1973,  emergpi.ty;  May  16, 19?7,  regular. 

Do do tpper  Chichester,  township  ot Dec.  17, 1971,  emergency;  May  16, 1977,  regular. 

Do... 


Lebanon —.  West  Lebanon,  township  of _  Apr.  26, 1974,  emergency;  Apr.  15, 1977,  regular. 


Sept. 
S<'pt. 
Oct. 

.May 
Jan. 
Aug. 
May 
Apr. 
June 
May 
May 
Apr. 
Jan. 
June 
Apr. 
J  une 
Jifly 

June 

.May 

May 

June 

June 

June 

May 

-Vug. 

June 

July 

June 

July 

Sept. 

Jan. 

Jan. 

May 

Apr. 


14. 1975 
20, 1974 
31,197.". 
17,1974 

9.1974 

2,  l'.>74 

2S.  1976 

i,  1974 

28, 1974 

28,1976 

10, 1974 

6.  197;i 

9, 1974 

2.'..  1976 

13. 1973 
1.1, 1973 

26. 1974 

1,1978 
24.1974 
14.1974 
■28. 1974 
11.1976 
•.'•2,r.>73 

14. 1976 
31.1973 
18. 1976 
19, 1974 
18. 1976 
20,1973 

24. 1976 
9, 1974 

28,1974 
■28,1976 

16. 1977 


2903S2A 
MOl.MU 

34031.'..V 

34(in73A 

360^234)11 

36004-0 
36WS2B 

.%06.^^«B 

3eiN»)U 

37lini.-.A 
42ilfi<L'.B 
42060PA 


420I-.11B 
42013AU 

4210400 

420751  B 

43005  JB 

43066513 

430021 H 

42043SA 

42013'.'B 

421106 
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suu 


Coonty 


Location 


Effective  date  of  aathoriiaOon  of  sale  of  flood     Hatard  su-ea    Community 
Insurance  for  area  identifled  No. 


Trxas Bexar 

Do 

Do 


Live  Oak,  city  of Nov.  S,  1972,  emergency;  May  16,  1977,  repilar.  May   24,1974  480(H3B 

Mar.   12,1976 

Tom  Qreen San  Angelo,  city  of. Mar.  S,  1972,  emergency;  May  16, 1977,  regtUar.  June  28, 1974  480623B 

Mar.   12,1976 

Bexar Universal  City,  city  of Feb.  14, 1974;  May  16, 1977,  regular _  .  Mar.    8,1974  48'X>19B 

Apr.     2, 1976 


Virginia. Poquoson,  city  of Aug.  29, 1973,  emergency;  May  16, 1977,  regular, 

Wisconsin MDwatikee Fox  Point,  village  of Aug.  7, 1973,  emergency;  May  16, 1977,  re^rular. 

'  Do  _" _  'R'lnnebafo Oshkosti,  city  of Nov.l2, 1971, emergency;  May  16, 1977,  regular. 

Do'      "I""""-.   Otaukee Unincorporated  areas May  14, 1971,  emergency;  May  16, 1977,  reKuhir.. 

AlabainaI""I"ririI"   Lauderdale Florence,  city  of - May  24, 1973,  emergency;  May  2,  1977,  regular. 

ralllomla  —  Marin Tiburon,  city  of. Sept.  1,1972, emergency; May  16, 1977, regular.. 

Connecticut  .....  Fairfield - Danbury,  city  of Nov.  19, 1971,  emergency;  May  2, 1977,  ri^gular.. 

jjo  ...  New  London New  London,  city  of Mar.  24;  1972,  emergency;  May  2, 1977,  regular. 

pn " Hartford - Simsbury,  town  of - Dec.  10,  1971,  emergency;  May  16,  1977,  reg- 

tilar. 

Po  do -- Wetiiersfleld,  town  oL Apr.  14, 1972,  emergency;  May  2, 1977,  regular.. 

Delawm  r...  New  Castle Wilmington,  city  of. Dec.  19, 1973,  emergency;  May  2, 1977,  r^ular.. 

Florida.  irillllT  Okaloosa - Fort  Walton  Beach,  city  of June  19, 1970,  emergency;  Apr.  1, 1977,  regular. 

Pq "    ""    .  Volusia Port  Orange,  city  of July  19, 1974,  emergency;  May  16, 1977,  regular.. 


May  11,1973 

.May  31,1974 

July  19,1974 

July  19.1974 

May  16,1977 


Kentucky. 


Mafisacbuaetts 


Harlan Cumberland,  city  of. Nov.   5, 1971,  emergency;  Mar.  15, 1977,  regular. 

Lout^ana " '-"  West  Feliciana St.  Franclsvllle,  town  of Apr.  30, 1973,  emergency;  .May  2, 1977,  regular.. 

~       ...       .  •.--    ~.   .~~-^  •'--",  1977,  regular.. 

, 1977,  regular.. 
, 1977, regular.. 
, 1977, regular.. 
, 1977, regvUar.. 
, 1977, regular- - 

Po Yellow-Medicine  and        Granite  Falls,  city  of. Dec.  23, 1971,  emergency;  Apr.  1, 1977,  regular.. 

Chippewa. 

Mi«isourl  Clark Alexandria,  city  of Mar.  13, 1974,  emergency;  May  2, 1977,  regular.. 

Do.l"'.'.'.'.'.'.'.'.'-'."'-  Pike... Bowling  Oreeu,  city  of. Feb.  12, 1974,  emergency;  May  2, 1977,  regular.. 

Do 6t.  Louis Crestwood,  city  of. June  18, 1973,  emergency;  May  2, 1977,  regular.. 

Po] " Lincoln Elsberry,  city  of. Mar.  25, 1974,  emergency;  May  2, 1977,  regular.. 


,^_^_^,_ Norfolk BrookUne,  town  of Mar.  24, 1972,  emergency;  May  2, 1 

"l)o        '~'"  11  Plymouth Du-xbury,  town  of... Sept. 29, 1972, emergency;  May  2, 1 

Po "  Essex Salisbury,  town  of. - Nov.  17, 1972,  emergency;  May  2, 1 

Do "         Barnstable Yarmouth,  town  of -  May  26,  1972,  emergency;  May  2,  1 

Michigan' Muskegon North  Muskegon,  city  of Dec.  11, 1973,  emergency;  May  2, ' 

MlnnMOta*  Sherburne Elk  River,  city  of. Feb.  19, 1974,  emergency;  May  2. 


Do. 


St.  Charles Portage  des  Sioux,  city  of Aug.  29, 1973,  emergency;  Apr.  1,1977,  regular.. 


Mar. 

.May 

Aug. 

Aug. 

Sept. 

Oct. 

May 

Mar. 

June 

Nov. 

May 

Oct. 

Mar. 

Oct. 

May 

.May 

Nov. 

Doc. 


16. 1973 

17. 1974 
9, 1974 

30,1974 
13, 1974 
18. 1974 
31,  1974 
8. 1974 
11.1976 

16. 1973 
7, 1976 

23. 1974 

22. 1974 

17. 1975 
3, 1974 

10. 1974 

21. 1975 
28, 1973 


S10183B 

M0274B 

5.^il6HB 

M0310 

0101 40B 

0<XM30.\ 
«.i(j004.\ 
OXIIOO.A. 
09003SA 

OC^KHOA 
l(i002*b 
1 2111 74  A 
l.tiSlSA 


210100B 
220246B 
230234A 
2.50283A 
25C103A 
2.'O01dA 
280164A 
270436B 

270068B 

290(H0A 
290288B 

290343.*. 
290209B 

290317A 


Niw  Jersey  Burlington Delran,  township  of. Mar.  24, 1972, emergency: May  2, 1977, regular... 

North  CaroUna  Pender Surf  City,  town  of. Dec.  8, 1972,  emergency; May  2, 1977,  regular.... 

Do Beaufort Washington,  city  of Jan.  24, 1975,  emergency;  Feb.  2, 1977,  regtilar... 

Ohio  Lake       Painesville,  city  of Dec.  30, 1971,  emergency;  Feb.  2, 1977,  regular... 

Pennsylvania"  Delaware Colwyn,  borough  of Sept.  15, 1972,  emergency;  May  2, 1977,  regular. . 

Po. " Dauphin Dauphin,  borough  of. Mar.  16, 1973,  emergency;  Apr.  15, 1977,  regular. 

Po Lycoming Muncy,  borough  of June 3, 1972, emergency;  Feb.  16, 1977,  regular.. 

Po Northumberland Point,  township  of Nov.  19, 1973, emergency; May  2, 1977,  regular.. 

Pouth  Carolina Beaufort Beaufort,  city  of. Nov.  27, 1970, emergency; May  2, 19T7,  regular.. 

>jgxag Montgomery Conroe,  city  of. Mar.  8, 1974, emergency; May  16, 1977, regular... 

Po Hidalgo Edinburg,  city  of Oct.  13, 1972,  emergency;  May  2, 1977,  regular. . . 

\irBinla.  Taiita Clifton,  town  of - Dec.  6, 1973,  emergency;  May  2, 1977,  regtilar.... 

*Do    Newport  News,  city  of. _ Aug.  16, 1974,  emergency;  May  2, 1977,  regular.. 

\\ -St  virgi'nia Mtago  Gilbert,  town  of July  7, 1972,  emergency;  May  2, 1977,  regular 


Nov. 

May 

Feb. 

June 

Nov. 

Nov. 

Nov. 

Oct. 

Aug. 

Mar. 

Mar. 

June 

June 

Sept. 

June 

May 

June 

Apr. 

Mar 

Aug. 

May 


23,1973 
24,1974 
20, 1973 
18,1976 

2, 1973 
16, 1973 

9,1973 

8. 1976 

24. 1973 

29. 1974 
15, 1974 
18, 1976 
28, 1974 

5. 1977 
14,1974 
21, 1976 

28. 1974 
16, 1976 

28. 1975 
16. 1974 
31, 1974 


340094A 
37018«iB 
370017B 

.•W«19.V 
42(H09B 
420375B 

420649C 

421026B 

450026B 

480484B 

4!5033l?B 

5:0186A 
610103A 
540135B 


New  Hampshire Coo8_ Columbia,  town  of May  19, 1977,  emergency. 

New  Yak - Cortland Taylor,  town  of - do 

Ohio  Perry Unincorporated  areas do — 

Uttb Kane Olendale,  town  of do - 


Jan. 
July 


3.  197,5 
11, 1975 


Apr.     2, 1976 


330183 
361330 
390778 
490084 


New  York --  Montgomery. _ Charleston,  town  of. 


May  20, 1977,  emergency. 


July    26,1974 
May    28,1976 


360444A 


(National  Flood  Insurance  Act  of  1968  (Title  XIII  of  the  Housing  and  Urban  Development  Act  of  19681;  eflectlve  Jan  28,  1969  i33  FH 
I78r>4  Nov  28,  19681.  aa  amended,  42  USC  4001^128;  and  Secretary's  delegation  of  authority  to  Federal  Insurance  Administrator  (34  PR 
268",  Feb    27.  1969),  a.-*  an^ended  39  FR  2787.  Jan    24.  1974.) 


Issued     May  12,  1977. 


J.  Robert  Hunter, 
Acting  Federal  Insurance  Administrator. 


[FR  Doc  77-15927  FHled  6-7-77;8:45  am] 
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[Docket  No.  FI-2877] 

PART  1915 — IDENTIFICATION  AND 
MAPPING  OF  SPECIAL  HAZARD  AREAS 

Withdrawal  of  Flood  Insurance  Maps 

AGENCY:  Federal  Insurance  Admin- 
istration, HUD. 

ACTION :  Final  rule.  ! 

SUMM.A,RY;  The  purpose  of  this  rule  is 
to  ILst  communities  where  Flood  In- 
.surance  Rate  Maps  or  Flood  Hazard 
Boundary  Maps  published  by  the  Federal 
Insurance  Administration  have  been 
temporarily  withdrawn.  The  list  also 
includes  the  date  that  each  map  was 
withdrawn,  and  the  effective  date  of  its 
republication  if  the  map  has  in  fact  been 
republished.  During  the  period  that  the 
map  Is  withdrawn,  the  insurance  pur- 
chase requirement  of  the  National  Flood 
Insurance  Program  las  described  below) 
was  suspended. 

DATE:  The  effective  date  of  withdrawal 
Is  the  date  that  appears  in  the  fifth 
column  of  the  table. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Fiee  Line  800- 
424-8872,  Room  5270.  451  Seventh 
Street  SW.,  Wa.shington.  D.C,  20410. 

SUPPLEMENTARY  INFORMATION: 
The  Flood  Disaster  Protection  Act  of 
1973  (Pub.  L.  93-2341  requires  the  pur- 
chase of  flood  insurance  on  and  after 
March  2,  1974,  as  a  condition  of  receiv- 
ing any  form  of  Federal  or  federally 
related  financial  assistance  for  acquisi- 
tion or  construction  purposes  in  an  iden- 
tified flood  plain  area  having  special 
flood  hazards  that  is  located  within  any 
community  participating  in  tlie  National 
Flood  Insurance  Program.  Tlie  denial  of 
such  financial  assistance  has  no  applica- 
tion outside  of  the  identified  special  flood 
hazard  areas  of  such  flood-prone  com- 
munities. 

One  year  after  the  identification  of 
the  community  as  flood  prone,  the  re- 
quirement applies  to  all  identified  special 
flood  hazard  areas  within  the  United 


States,  so  tliat,  afier  liiat  date,  no  such 
financial  assistance  can  legally  be  pro- 
vided for  acquisition  and  construction  in 
these  areas  unless  the  community  has 
entered  tlie  program. 

The  prohibition,  however,  does  not  ap- 
ply to  loans  by  federally  regulated,  in- 
sured, supervised  or  approved  lending 
institutions  (1»  to  finance  the  acquisi- 
tion of  a  residential  dwellmg  occupied 
as  a  residence  prior  to  March  1.  1976, 
or  one  year  following  identification  of  the 
area  within  which  such  dwelling  is  lo- 
cated as  an  area  containing  special  flood 
hazards,  whichever  is  later,  or  made  to 
extend,  renew,  or  increase  the  financing 
or  refinancing  in  connection  with  such 
a  dwelling,  i2i  to  finance  the  acquisition 
of  a  building  or  structure  completed  and 
occupied  by  a  small  business  concern,  as 
defined  by  the  Secretary,  prior  to  Jan- 
uary 1.  1976.  '  3  I  any  loan  or  loans,  which 
in  the  aggregate  do  not  exceed  $5,000.  to 
finance  improvements  to  or  rehabilita- 
tion of  a  buildmg  or  structure  occupied 
as  a  residence  prior  to  January  1.  1976,  or 
(4)  any  loan  or  loans,  which  in  the  ag- 
gregate do  not  exceed  an  amount  pre- 
scribed by  the  Secretary,  to  finance  non- 
residential additions  or  impro\  ements  to 
be  used  solely  for  agriculture  purposes 
on  a  farm. 

Prior  to  July  1.  1975,  the  statutory 
requirement  for  the  purchase  of  flood 
insurance  did  not  apply  until  and  unless 
the  community  entered  the  program  and 
the  special  flood  hazard  areas  were  iden- 
tified by  the  issuance  of  a  flood  insur- 
ance map.  However,  after  July  1.  1975, 
or  one  year  after  identification,  which- 
ever is  later,  the  requirement  applies 
to  all  communities  in  the  United  States 
that  are  identified  as  having  special  flood 
hazard  areas  within  their  community 
boundaries,  so  that,  no  such  financial 
assistance  can  legally  be  provided  for 
buildings  in  these  areas  unless  tlie  com- 
munity has  entered  the  program. 

The  insui-^nce  purchase  requirement 
with  respect  to  a  particular  community 
may  be  altered  by  the  issuance  or  with- 
drawal of  the  Federal  Insurance  Ad- 
ministration's (FIA's)  ofiBcial  flood  maps, 
the  Flood  Insurance  Rate  Map  (FTRM) 


or  the  Flood  Hazard  Boundary  Map 
(FHBM> .  A  FHBM  Is  usually  designated 
by  the  letter  H"  preceding  the  map 
number  and  a  FIRM  by  the  letter  "I" 
preceding  the  map  number.  If  the  FIA 
withdraws  a  FHBM  for  any  reason  the 
insurance  purchase  requirement  is  sus- 
pended during  the  period  of  withdrawal. 
However,  if  the  community  is  in  the 
Regular  Program  and  only  the  FIRM  is 
withdrawn  but  a  FHBM  remains  in 
effect,  then  flood  insurance  is  still  re- 
quired for  properties  located  in  identified 
special  flood  hazard  areas,  but  the  max- 
imum amoimt  of  insurance  available  for 
new  applications  or  renewal  Is  first  lay- 
er coverage  under  the  Emergency  Pro- 
gram, since  the  community's  Regular 
Program  status  is  suspended  while  the 
map  is  withdrawn.  (For  definitions  see 
24  CFR  Part  1909  et  seq.). 

As  the  purpose  of  this  revision  is  the 
convenience  of  the  public,  notices  and 
public  procedure  are  unnecessary,  and 
cause  exists  to  make  this  amendment 
effective  June  8,  1977.  Accordingly,  Sub- 
chapter B  of  Chapter  X  of  Title  24  of 
the  Code  of  Federal  Regulations  is 
amended  as  follows: 

1.  Present  §  1915.6  is  revised  to  read  as 
follows : 

§  1915.6      .A(linini>tralMe    \tillidrawal    of 
maps. 

<a)  Flood  hazard  boundary  rnaps 
iFHBM's).  The  following  is  a  cumula- 
tive list  of  withdrawals  pursuant  to  this 
part: 


40  FR  5149 

40  FR  17015 
40  FR  20798 
40  FR  46102 
40  FR  53579 
40  FR  56672 


41  PR  1478 
41  PR  50990 
41  PR  13352 

41  PR   17726 

42  FR   8896 
42   PR  29433 


'b)  Flood  insurance  rate  maps 
f  FIRM'S^ .  The  following  is  a  cimiulatlve 
list  oi  withdrawals  pursuant  to  this  part: 

40  FR   17015 

41  FR   1478 

2.  The  following  additional  entries 
(which  will  not  appear  in  the  Code  of 
Federal  Regulations)  are  made  pursuant 
to  5  1915.6: 


State 


County 


Location 


Map  No.  aiid  Feder.vl  Reguteb 
citation 


Effective 

dat«  of 

withdrawal 


Effective 

date  of 

repnblicatioa 


Alabama Jackson BridgPi)ort.  city  of  (2) IT 

Arkansas Columbia _  Taylor,  city  of  (lA) H 

Do Washington Wins'ow.  city  of  (2) H 

CaUfornia Monterey Carnipl-by-the-Sea,  city  of  U) H 

Do —  SaaDie^o ." La  Mesa,  city  of  (4) H 

Florida -..  Okeechobee _ Okeechobee,  city  of  (lA) H 

Georgia Fanning Blue  Ridge,  city  of  (I) .— 11 

Idaho -—  Bannock Arimo,  city  of  il> H 

Do Bingham Basalt,  city  of  (1A> H 

Do Payette — Fruitland,  city  of  (1) 11 

Do Gooding Uagemian,  city  of  (1) H 

Do Twin  Falls Kimberly.  city  of  (1) , H 

Kan3,is Mitchell Cawker,  city  of  (1> - ' H 

Do.  - Doniphan Elwood.  city  of  (1) H 

Kentucky Hopkins Morton's  Gap,  town  of  (lA) H 

Loui.'iiana Union  Parish Bemice.  town  of  (lA) . H 

Do Bienville  Parish Bienville,  village  of  (lA) H 

Do Caddo  Parish.. Blanchard,  village  of  (lA) H 

Do : Lincoln  Parish Choudrant,  village  of  (lA) H 

Do Morehouse  Parish CoUinston,  village  of  (lA) H 

Do.- Caddo  Parish Gilliam,  village  of  (lA) H 

Do do Hosston,  town  of  (lA) H 

Do _ do Ida,  village  of  (lA) H 

Do West  Carroll  Parish Oak  Grove,  town  of  (lA) H 

Do -  Morehouse Oak  Ridge,  village  of  (L\) H 

Do Caddo  Parish Rodessa,  town  of  (1) H 

Do Webstar  Parish Sarepta,  village  of  (lA)...; H 

Do Lincoln  Parish Simsboro.  village  of  (1.4) H 


OlSOOPA  01-03;  41  FR  205J9 

05(XM2A  01-02;  40  FR  56910 , 

050300  01;  40  FR  242.1 

060196A01;39  FR24.-.35. 

(xeaSZK  01-04;  41  FR  33916 

120178  01;  39  FR  28253 

l.-WH45(n-(M;41  FR  179H 

100128  01;  4(1  FR  27001 

lil012J01:40  FR  24723 

IfiOieS  01 ;  40  F  R  33<.75 

1M1139  01;40FR  17a89 

li»173  01;40  FR  170I« 

200476  01;  40  FR  27003 

200080  01;  39  FR  28255 

210116  01;  39  FR  17519 

220314  01;  40  FR  3774 

220265  01;  41  FR  45549 

220315  01;  40  FR  33677 

220319  01;  40  FR  20801 

2202C7  01;  41  FR  21328 

220289  01;  40  FR  33677 

220295  01;  40  FR  2.-»8;) 

220296  01;  40  FR  25469 

220342  01-fl2;  41  FR  13343 

22030301;  41  FR  45552 

220308  01;  40  FR  20804 

22034801:41  FR  45549 

22031201;  40  FR  6958 , 


Dec.   14,1976 

Sept.  30, 1976 

Jan.    31,1977 

do 

Dec.     2,1976    June  25. 197f 

Deo.   14.1976 

Dec.  28, 197r. 

Nov.  11, 1976 

do 

-...do 

Jan.    28,1977 

Nov.  ll,197ii  • 

Nov.  10,1976 

Deo.     8, 1976 

Sept.  30, 1978 

Dec.     3. 1978 

Dec.   10,1978 

Dec.     0, 1078 

do 

do 

do 

do 

do 

.  Dec.   10, 1976 

do 

do 

do 

Dec.    »,  197t 
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Coon  17 


LocMion 


Map  No.  and  Fkdebal  K  E' 
eitatioB 


Effective 

dBt«  of 

witbdiawal 


Effective 

date  0/ 

repablication 


Misjci.  hiis«tt8. 

Miunrsou 

Do 

Do 

Do 

Do 

Miswrari 

Do 
Do 


FmnSlin  -  Heath,  town  of  (1  A) H  aSOSSO  01-07;  «  FR  10072 Sept.  30, 1978 

K.w".n.>»  Ahme«k,  village  of  (1) H  280613  01;  40  F  R  36322 Nov.  U,Kff6 

Uniiirhtin Sonth  Range,  village  of  (1) H  260612  01;  40  FR  36822 do 

K,.nv'Ue  .      Fairfax,  city  of  (lA) H  270396  01 ;  39  F R  1 1898 _...  Nov.    2,1976 

— .-,  Uirn" -    -  Hollandale,  city  of  (lA) H  270138  01;  39  FR  3162 do 

K  t'*n    "'      _  Hnmboldt,  city  of  (1) H  2T0228  01 ;  39  F R  30L» Oct.      5,1976 

krin~l;vohi  ""        Prinsburg,  city  of  U) H  270221  01;  39  FR  31313 Jan.    23,  laTT 

l,,n,,n      '"  Tyler,  city  of  (lA) H  270255  01 ;  3B  F  R  14804 Nov.  12,1978 

SL  LouJa' Bel-Nor,  vUlage  of  (1) H  290332  01-02;  39  FR  13149 ..Dec.     8,1976 

do      DeUwood,  city  of  (4) H  29034601;  39  FR  28259 Aug.  12, 1978 

do II  -II St.  Louis,  city  of  (4) H  V063S  01-1»;  36  FB  28890 Dec.     4, 1976 


no  Pnlaaki St.  Robert,  city  of  (1).— H  290662 01;  40  FR  6059 Nov.  10,1976 

Do BtLooia  Winchester,  city  of  (lA) „ _  H  200397  01;  38  FR  340S9 .Sflpu  30, 1976 

Monuaa.'" Chouteau II Big  Sandy,  tow-n  of  (lA) H300012A  01;  39  FR  11899 Dec     7,1976 

Nebr^a'" Merrick Silver  Creek,  village  of  (1) H  310150  01;  40  F R  4129 Dec   27,1976 

VewYork Lewis    "'  Cagtorland,  viUage  of  (lA) H  390368  01;  39  FR  30121 S.  pt.  30, 1976 

Do       RocklMidH'""II Grandview-on-Uudson,  village  of  (4) H  3a0880JL  01-02;  41  FR  28193 Dec.    14,1978 

Ijo Schuvler  '  ReadinB.  town  of  (lA) H  361205  01-04;  39  FB  38828 Svpt.  30,1976 

r)o Chautaunua""II" Vlllenova,  town  of  (2).. H  361082A  01-03;  42  FR  8889 Oct.    28,1976 

North  Caroliiiall  Buncombe.. IIII-IIIIII Weaverville,  townofd)..; H  3702e9A  01;  41  FR  23193 ._  .Nov.  15,1978 

2,1976 
8,1976 
9,1976 
6,1976 


Aug. 
Feb. 


13,  197P 
21, 1975 


Jnac  1«  19"6 


.North  Dakota  "  Towner      "I Cando,  city  of  (1) H  880217A  01;  40  FR  45808 Dec 


Do 

Do 

Do 

Do 

Do 

Do.-.. 

Do.... 
Ohio 

Do._. 

Do.... 
Oklahoma 

Do 

Do 

Oregon 

Do 

Do 

Itinnsylvania. . 

Do.. 

South  Carolina 

Do 


McLean Garrison,  city  of  (1). 

Benson   Minnewaukan,  city  of  (lA). 

BotUnean" Newburg,  city  of  UA) 

Emmons         - — Strasburg,  city  of  (lA) 

McHenry Towner,  city  of  (lA) 

Kidder  Tuttle,  city  of  (lA) 


H880059A01;41  FB2345 Nov 

H»0240  01;40FR3778 Dec 

H  380009  01;  38  FR  44397- Dec 

H  380252  01;  40  FK  9969 Dec. 

H  880253  01;  40  FR  5155 ..do 

H  n0041  01;  39  FR  43396 do 


Barnes  Wimbledon,  city  of  (LA) _  H  380212  01;  40  FR  num. 

Clemont ■ -  Chilo,  village  of  (4) — H  390067  01;  38  FR  29682 

Wayne      _  . Doylestown,  village  of  (1).. H  ayir,'*  ni;  40  FR  8989 Jan. 

Cohimbiana  "  "    _    East  Rochester,  village  of  (3) H  3«^*s.  a  01;  41  FR  21330 May 

Creek             '"  .-  Depew,  town  of  (lA) fl  WHXitft  ul;  41  FR  45556 Dec 

do II"II        -      -  Shamrock,  town  Of  (LA) H  400327  01;  41  FR  20560 .Nov 

Ltaixjln  -  _II etrood,  city  of  (LA) H  400417  01;  41  FR  21332 


.-^.tio 

July    22, 1978 

a,  1977 

21,  1978 

6.1978 

30,  1976 

lo 


July  J3,l»7e 


T;^     "      :.  .  ..  Creawell,  city  of  (1) H  410121  01;  38  FR  35460 Dsh^.     N  ig76 

M^w """  -_  Irrigon.  City  of  (1) H  410177A  01;  40  FR  43725 Dec.     3. 1U76 

MftlS^nr"'" II"  " .  -  Vale,  city  of  (1) H  410158A  01;  38  FR  32926 Jan.    24.1977 

F^Un ~  GreencasUe,  borough  of  (lA) _  H  420470  01;  39  FR  28289 Sept.  30.1976 

Luie^e        -I Sugar  Notch,  borough  of  (lA) H  421820  01;  39  FR  43085 Aug.  30,1976 

GeoTKeto^" mill -  Andrews,  town  of  (1) H  450086  01;  39  FR  19464 Sept.  30,1979 

Kerahaw      -  Kershaw,  town  of  (lA) H  450119  01;  39  FR  24644 do 

fv,nirDakota"""  SDiSk        7111— Conde,  town  of  (lA) H  460078  01;  40  FR  782 _.  Dec.     7,1976 

South  Dakota....  ^PJ^«r^ IIIIIII" Elkton.  city  of  (lA) H  480172  01;  40  FR  27003 do. .. 

r<? Mmh^ "  — -  Langford,  town  of  (lA) _ H  480125  01;  40  FR  20802... Dec     6,19:6 

^ C^Db^ "* Pollock,  town  of  (1) H  460132  01;  40  FR  30802 Nov.  10,1979 

"--n^Sike' OlhsSn     Dyer,  town  of  (lA) H  470058  01-04;  39  FR  20698 Sept.  30,1976 

T  li^f^ Bell       " Tinple,  city  of  (2) H  480031A  01-10;  40  FR  27003....  Nov    29,  1978 

v!?r--; Wtadaor' II" PerkinsviUe,  village  of  (3) H  800296  01;  40  FR  24*4 Jan.    31.1977 

V^IihSrtbn kST^ I  .1 Hunts  Point,  town  of  (1) H  630288  01;  41  FR  35712 Jan. 

V^^^hington h^. Moasyrock,  city  of  (lA) H  530253  01;  40  FB  8904 -Nov 

dS ~  BDOtaOie' — ~ Waverly,  towTi  of  (1) H  530184  01;  39  FR  41508 Jan. 

i<? ^r^ Yarrow  Point,  town  of  (1) _  H  530308  01;  40  FR  24725 Jan. 


WEDNESDAY,  JUNES,  1977 

PART  V 


Do 


WtocOttSBlIIIIIII  FmDu'LacVIIIIIIIIIIIIIIIIIIIIIIII-  Mount  Calvary,  village  of  (lA) H  550137  01;  39  FR  21149 Sept. 


13,  1977 
10.  1976 
28,1977 
13,  1977 
30,1976 


INTERSTATE 

COMMERCE 

COMMISSION 


Reasons  for  RECiNrMFvr 
1.  The  Coninvxnity  appealed  lis  nood-prone  designation  and  FL-\  determined  the  Community  would  not  be  inundated  by 
a  f.ood  having  a  one-percenc  chance  of  occurrence  In  any  given  year  ..,..,  ^ 

l.\.    FT;.\  determined  the  Community  would  not  be  Inundated  by  a  flood  having  a  one-percent  chance  of  occurrence  Jn  any 

^'^'  2.  Vrie  Flo(Ki  Hazard  Boundary  Map  -FHBM    ror.talned  prlntins  errors  or  was  Improperly  dl.<^trlbuted.  A  new  PHBM  win 
be  prepared  and  dbitrlbuted. 

3    Tl'.e  Com.munlty  lacked  land-u.se  authority  over  the  special  flood  hazard  area. 

4.  A  m^ore  accurate  FT.A  map  Is  the  effective  map  for  this  community. 
fN.itlor.ci:  FlcTKl  Ir.?\irance  Act  of  1968  (Title  XIH  of  the  Hou.«lng  and  Urban  Development  Act  of  1968      fSectlve  Jan.  28,  1969  (33  PR  17804. 
Nov    28,    1968,   a.s   arr.f^nded.   42  U  S  C    400!  -4:28:    ar.d  Secretary?   dc!etratlon  of  authority  to  Federal  luaunmce  Administrator.  34  FR  3680, 
Feb    27    1969  > 

Ls.sucd     ^Dr'l   IF    :<<T7  ^    Robert  Httnter. 

Acting  Federal  Insurance  Administrator. 

[FR  Doc.77-15925  Piled  6-7-77:8:46  am] 
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NOTICES 


INTERSTATE   COMMERCE 
COMMISSION 

\.\B  101    (SDM)  I 

DULUTH    MISSABE   AND    IRON    RANGE 
RAILWAY    CO. 

System  Diagram  Map 

Notice  is  hereby  given  that,  pursuant 
to  the  requirements  contained  in  Title 
49  of  the  Code  of  Federal  Rei;-ulations, 


Part  1121.22,  that  the  Duluth  Missabe 
and  Iron  Range  Railway  Company,  has 
filed  with  the  Commission  its  color-coded 
system  diagram  map  in  docket  No.  AB 
101  (SDM).  The  maps  reproduced  here 
in  black  and  white  are  reasonable  repro- 
ductions of  that  system  map  and  the 
Commission  on  April  29,  1977,  received  a 
certificate  of  publication  as  required  by 
said  regtilation  which  Is  considered  the 
effective  date  on  which  the  system  dia- 
gram map  was  filed. 


Color-coded  copies  of  the  map  have 
been  served  on  the  Governor  of  each 
state  in  which  the  railroad  operates  and 
the  Public  Service  Commission  or  similar 
agency  and  the  State  designated  agency. 
Copies  of  the  map  may  also  be  requested 
from  the  raUroad  at  a  nominal  charge. 
The  maps  also  may  be  examined  at  the 
ofiBce  of  the  Commission,  Section  of 
Dockets,  by  requesting  docket  No.  AB 
101    (SDM,>. 

RoBEni  L.  Oswald. 
Secretary 


I  lit      .Kntirifii    iiiooanKr  UK  I  <li*l. 
t«>ltv   •Ptlfiti.l    ruTu*l    Atia*tliil«t. 


r*«i<>< 


■  ■Dal 

•  m  11 1  rs  Ml  u  t  ■Aid  It, 
-•>  >j  9  la  !!«•(. I  »kti  I*. 


''i 


i  I 


evi.VTH,MII«t|[  •  IMON   HAltlt  RillWlY  CO. 

^     AB-IOI 

*fm,  u.ntt 


nit 


Category  1. — "All  lines  or  portions  of  line.s 
which  the  carrier  anticipate*  will  be  the  sub- 
ject of  an  abandonment  or  discontinuance 
application  to  be  filed  within  the  three-year 
porkxl  following  the  date  upon  which  the 
dlat-ram,  or  any  amt-nded  dla^jram,  l.s  filed 
■>*.  i:}\  the  Conixiilsslon." 


DM(!v:IR  has  no  such  lines  to  report. 

Category  2. — "All  lines  or  portions  of  lines 
potentially  subject  to  abandonment  which 
the  carrier  has  under  study  and  beUeves  may 
be  the  subject  of  a  future  atjandonment  ap- 
plication t>ecau.se  of  either  anticipated  op- 
erating losses  or  ezceeetve  rehablUtatlon 
costs,  as  compared  to  potential  revenues." 


ST.\TE  :     MINNESOTA 

"(»)  Carrier's  designation  for  each  line  " 
Wales  Branch  between  Isabella  and  Sawbil! 
Junction. 

"(b)  State  or  states  in  which  each  line  Is 
located."  Minnesota. 

"(c)  County  or  counties  In  which  each 
line  Is  located."  Lake  County. 
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"(d)  Mlleposts  delineating  each  line  or  por- 
tion of  line."  MP  33.5  to  MP  42. 

"I el  Agency  or  terminal  stations  located 
on  each  line  (x-  portion  of  line  with  mllepost 
designations."  None. 

Category  3. — "All  lines  or  portions  of  lines 
for  which  an  abandonment  or  discontinuance 
application  is  pending  bffore  the  Commission 
on  the  date  up>on  which  the  diagram,  or  any 
amended  diagram.  Is  filed  with  the  Commis- 
sion." 

state:     MrNNESOTA 

"(a)  Carrier's  designation  for  each  line." 
Wales  Branch  between  Sawblll  Junction  and 

Forest  Center. 

"(b)  State  or  states  In  which  each  line  la 
located."  Minnesota. 

"(c)  County  or  counties  in  which  each  line 
is  located."  Lake  County. 

"(d)  Mlleposts  delineating  each  line  or 
portion  of  line."  MP  42  to  MP  49.6  lend  of 
track ) . 

"(e)  Agency  or  terminal  stations  located 
on  each  line  or  FK>rtion  of  Itne  with  mlleiKWt 
designations."  None. 

[FRDoc.77-15918Flled  6-7-77:8:45  am] 


[.^.B  a?  iSDM)l 

MAINE   CENTRAL   RAILROAD   CO. 

System  Diagram  Map 

Notice  is  hereby  given  that,  pursuant 
to  the  requirements  contained  in  Title  49 
of  the  Code  of  Federal  Regulations,  Part 
1121.22.  that  the  Maine  Central  P^Uroad 


Com.pany.  has  filed  with  '.he  Comir-i^sion 
its  color-coded  system  diagram  m.ap  in 
docket  No.  AB  83  'SDM).  Tlie  map.'^  re- 
produced here  in  black  and  v,hite  are 
reasonable  reproductions  of  that  system 
map  and  the  Com.mLssion  on  May  20, 
1977.  received  a  certificate  of  publication 
as  required  by  said  regulation  which  is 
considered  tlie  effective  date  on  w.hich 
the  system  diagram  map  was  filed. 

Colored-coded  copies  of  the  map  have 
been  served  on  the  Governor  of  each  st<ite 
in  which  the  railroad  operates  and  the 
Public  Service  Commission  or  similar 
agency  and  the  State  designated  a^rency. 
Copies  of  the  map  may  also  be  requested 
from  the  railroad  at  a  nominal  charge. 
The  maps  ako  may  be  examined  at  the 
ofSce  of  the  Commission.  Section  of 
Dockets,  by  requesting  docket  No.  AB 
83  '  SDM^ . 

Robert  L.  Oswald. 

Secrctarff. 

[AB-831 

Maik«   Cxntral   Railroad   Co. 

Description  of  Lines  to  Accompany  the  Sys- 
tem Diagram  Map  as  Required  by  49  CFR 
1121.21: 

CATtOOBT     (X) 

The  Main  Central  anticipates  that  tl.e  por- 
tion of  its  Bingham  Branch  between  Oakland 
(railroad  mileage  79  57)  and  Norti  Anson 
(railroiul  mileage  104  29  i  will  be  the  subject 
of   an   abandonment   application   to  be  filed 


within  a  three-yeax  period.  This  portion,  lo- 
cated In  Kennebec  and  Somerset  Counties,  la 
entirely  within  the  State  of  Maine.  Agency 
stations  are  located  at  Oakland  (mileage 
79.23)  and  Madison  (mileage  100.12).  North 
Anson  (mileage  104.49)  Is  a  non-agency  sta- 
tion at  the  terminus  of  the  proposed  aban- 
donment. 

CATECORT     (3) 

An  abandonment  applications  pending  be- 
fore the  Interstate  Commerce  Commission 
for  the  Maine  Central's  Parmlngton  Branch, 
Eastport  Branch  and  a  portion  of  the  Bing- 
ham Branch. 

The  Farmlngton  Branch  Is  located  In  An- 
droscoggin and  FYanklln  Counties  In  Maine 
between  Llvermore  Falls  (mileage  68.20)  and 
Parmlngton  (mileage  84.34).  Llvermore  Falls 
(mileage  68  19)  Is  the  only  agency  station 
serving  this  Branch  but  Is  not  Included  In 
this  abandonment  application.  Parmlnplon 
'mileage  84.27)  Is  a  non-agency  station  at 
the  terminus  of  the  proposed  abandonment. 

The  East;xirt  Branch  la  located  entirely 
within  Washington  County  In  Main  between 
Avers  Junction  (mUeage  254.23)  and  East- 
port  (mileage  270J20).  The  Branch  has  one 
agency  station,  E^astport  (mUeag©  270.01) 
which  Is  the  terminus  of  the  proposed  aban- 
doment. 

The  portion  of  the  Bingham  Branch  Is  lo- 
cated entirely  within  Somerset  County  in 
MalTie  betwe*  I.  North  Anson  (mileage  104.29) 
and  Bingham  r..i:eage  120.29).  There  are  no 
agency  stations  on  ttila  portion  of  the 
Branch  Bingham  (mileage  120.25)  Is  a  non- 
agency  st-vtion  at  the  terminus  of  the  pro- 
posed abandonmei.t. 


.— '   1%-ri  1 


[PR  DOC.T7-15919  Filed  0-7-77;8:46  am] 
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AB    :63     SDM) 


RARITAN    RIVER    RAILROAD   CO. 

System  Diagram  Map 

Notice  1.-  Jiereby  given  Lliat,  pursuant 
to  Uie  rtHiuirernenus  contained  in  Title  49 
o:  the  Code  of  Federal  Regulations.  Part 
ll-'l  22.  tliat  tiie  RariUin  River  Railroad 
Conip^uiy.  has  Hied  with  the  Commission 


ided  sv.stem  diagram  map  In 


NOTICES 

doc'kec  No  AB  163  -SDM* .  The  maps  re- 
produced here  in  black  and  white  are 
rea^sonable  reproductions  of  that  system 
map  and  the  Commission  on  April  26, 
1977,  received  a  certificate  of  publication 
as  required  by  said  regulation  which  is 
con.-^idered  tlie  effective  date  on  which 
the  system  diagram  map  was  filed. 

Color-coded  copies  of  the  map  have 
been  served  on  the  Governor  of  each  state 
m  which  the  railroad  operates  and  the 


Public  Service  Commission  or  similar 
agency  and  the  State  designated  agency. 
Copies  of  the  map  may  also  be  requested 
from  the  railroad  at  a  nominal  charge 
The  maps  also  may  be  examined  at  the 
office  of  the  Commission.  Section  of 
Dockets,  by  requesting  docket  No  AB  163 

(SDM). 

Robert  L.  Oswald. 

Secretary. 


R,\RITAN-    Rivf.H    R.Mi     R.'.-in    C'-Mi'.fNY     Sun 
A.«BiY     Nirw    Jf;RsFY    08879 

Re     ICC   F.\   Pa.'te  274    isub    No    2i 
:.\B-163| 


-I-INK     DF:.SL-RIF>-rl-.  >NS 


Category  1  The  entire  SayrevlUe  Branch 
running  from  SayrevlUe  Junction  (mlleposc 
0)  Uirough  Brlghts  Station  i  mllepoet  0.7)  to 
SaprevlUe  Station  i  mUepo^t  1.61 1,  located 
In  Saj-revUle,  Middlesex  County,  New  Jersey. 

Category  2  The  entire  South  River  Branch 
running  between  the  Main  Line  and  Wrights 
Station,  a  distance  of  1  33  miles,  located  In 
South  River.  Middlesex  County.  New  Jersey 

3.  None 


There  are  no  separate  agency  or  terminal 
stations  located  on  the  SayrevlUe  or  South 
River  Branches,  the  nearest  agency  station 
being  ParUn  Station,  Washington  Road,  Par- 
Un.   New  Jersey  08859. 

Rarit\n    Rrvf:R    Rai:.   Road   Company   South 

Amb  'Y     Nfw   JrRSET  08879 

Re     ICC   E.x   Parte  274   (sub.  No.  2) 
(A3~1631 

4  9    rf-R     1121   20(D) LINU    DESCRIPTIONS 

Category  1.  The  entire  SayrevUle  Branch 
running  from  SayrevUle  Junction  (mllepoet 
01    through  Brlghts  Station    (mllepoet  0.7) 


to  SayrevlUe  Station  i  milepost  1  61  )  .  located 
In  SayrevUle,  Middlesex  County,  New  Jersey 

Category  2.  The  entire  South  River 
Branch  running  between  the  Main  Line  and 
Wrights  Station,  a  distance  of  1.33  miles,  lo- 
cated In  South  River.  Middlese.x  County.  New- 
Jersey. 

Category  3.  None 

Category  4.  None 

Category  5.  All  other  lines. 

There  are  no  separate  agency  or  termina: 
stations  Icoated  on  the  SayrevlUe  or  South 
River  Branches,  the  nearest  agency  station 
being  ParUn  Station,  Washington  Road 
Parlln.  New  Jersey  08859 

[FRDoc.77-15920  Piled  6-7-77;8:45  am] 
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NOTICES 


ENVIRONMENTAL  PROTECTION 
AGENCY 

i  FRI.  740-  8 : 

CONTROL  OF  AIR  POLLUTION  FROM  NEW 
MOTOR  VEHICLES  AND  NEW  MOTOR 
VEHICLE    ENGINES 

Federal  Certification  Test  Results  for  1977 
Model  Year 

Section  206  e'  of  the  Cle&n  Air  Act  as 
amended  (42  U.S  C.  18157f-5<ei ),  directs 
the  AdmLnLstrator  of  the  Environmental 
Protection  Agency  to  announce  In  tiie 
the  FEDER.'a  Register  the  results  of  cer- 
tification tests  conducted  on  new  motor 
vehicles  and  new  motor  vehicle  engines 
to  determine  conformity  with  F^ederal 
standards  for  the  control  of  air  pollution 
cau.'^e  by  motor  vehicles. 

P^EDERAL  Emission  Standards 

The  regulations  that  apply  to  the  con- 
trol of  emissions  from  977  model  year 
vehicles,  appearing  at  40  CFR  part  86,  set 
maximum  allowable  emission  levels  for 
new  ga^soline-fueled  and  Ehesel  heavy- 
duty  engines  (for  use  in  trucks  and 
buses',  gasoline-fueled  and  Diesel  light- 
duty  vehicles  'paosenger  cars",  and  gas- 
oline-fueled and  Diesel  light-duty  trucks. 
Gasoline -fueled  and  Diesel  heav-y-duty 
engines  are  required  to  meet  emission 
standards  of  16  grams  per  brake-horse- 
power hour  <  grm.  BHP-hr  i  for  hydro- 
carbons (  unbumed  gasolme)  plus  oxides 
of  nitrogen  i  measured  as  NO, '  and  40 
gm.s  BHP-hr.  for  carbon  mono.xide  la 
poisonous  gasK  In  addition.  Diesel 
heavy-  duty  engines  must  meet  Federal 
smoke  emission  standards  of  20  percent 
opacity  during  acceleration,  15  percent 
opacity  during  lugging,  and  50  percent 
opacity  during  the  peaks  in  either  the 
acceleration  or  lugging  mode.  The  opac- 
ity standards  limit  the  darkness  of  the 
exhaust  sm.oke  to  a  light  gray  haze. 

Federal  exhaust  emission  standards 
allow  1977  gasolme-fueled  and  Diesel 
light-duty  vehicles  to  emit  no  more  than 
1.5  grams  per  mile  igms.  mi.'  of  hydro- 
carbons, 15  gms  mi.  of  carbon  monoxide 
and  2  0  gms.  ml.  of  oxides  of  nitrogen 
from  from  the  tailpipe.  Light-duty  trucks 
(■le*>s  than  6,OCM3  ixiunds  GVW'R)  are  al- 
lowed to  emit  no  more  than  2.0  gms.  mi. 
of  hydrooart>ons.  20  gms.  ml.  of  carbon 
monoxide,  and  3  1  gms.  ml.  of  oxides  of 
nitrogen.  The  standards  for  gasoline- 
fueled  vehicles  prohibit  all  crankcase- 
eml.sslor„^  and  limit  the  loss  of  gasoline 
by  evaporation  from  the  carburetor  and 
fuel  tank  to  no  more  than  2.0  gms.  per 
te..: 

Ligiu-duty  velncles  and  hght-duty 
trucks  intended  for  sale  at  altitudes 
ab<:ive  4,000  feet  are  required  to  demon- 
strate compliance  with  emi.ssion  stand- 
ards when  operated  at  elevate<i  altitudes. 
Therefore,  certain  vehicles  were  tested  at 
high  altitude,  'one  test  required  per  en- 
gine family  >.  These  test  vehicles  are 
designated  by  an  "H"  preceding  the 
model  name  In  tiie  listing  below.  The 
car  lines  that  the  test  cars  represent  may 
be  sold  at  high  altitudes  and  are  desig- 
nated in  the  same  manner. 


Tlie  State  of  CalLfornia  exhaust  emis- 
Elon  standards  i  established  under  a 
waiver  granted  under  Section  209  of  the 
Clean  Air  Acti  allow  1977  gasoline- 
fueled  light-duty  vehicles  to  emit  no 
more  than  0.41  gms. /ml.  of  hydroiar- 
bons.  9  gms.  mi.  of  carbon  monoxide,  and 
1.5  gms. /mi.  of  oxides.  Gasoline-fueled 
hght-duty  trucks  must  emit  no  more 
than  0.9  gms. /ml.  of  hydrocarbons,  17 
gms  mi.  of  carbon  monoxide,  and  2.0 
gms  mi.  of  oxides  of  nitrogen.  The  EPA 
doe.s  not  require  that  a  vehicle  meet  the 
stricter  California  standards  in  order  to 
obtain  Federal  certification.  The  test  ve- 
hicles and  car  lines  that  are  designed  to 
meet  the  California  standards  are  Identi- 
fied m  the  listing  below  by  an  asterisk 
preceding  the  m.odel  year. 

Fedlkal  Ceriufication  Procedures 

Under  the  provisions  of  the  Clean  Air 
Act.  It  is  unlawful  to  offer  for  sale  new 
motor  vehicles  which  are  not  In  con- 
formity with  Federal  regulations.  Prior 
to  the  "beginning  of  each  model  year,  au- 
tomobile manufacturers  apply  to  the  Ad- 
ministrator of  the  Environmental  Pro- 
tection Agency  for  a  certificate  of 
conformity  for  each  model  they  wish  to 
produce  for  that  model  year.  The  Federal 
regulations  prescribe  a  number  of  re- 
quirements which  a  manufacturer  must 
meet  before  the  Administrator  will  grant 
a  certificate  of  conformity. 

Prior  to  production,  the  manufac- 
turers are  required  to  provide  the  Ad- 
ministrator with  extensive  test  data 
demonstrating  the  effectiveness  and  du- 
rability of  the  emission  control  systems 
over  the  useful  life  of  the  vehicles  (50.000 
miles ' .  The  data  is  collected  from  pro- 
totype test  vehicles  that  are  selected  and 
tested  in  accordance  with  EPA  regula- 
tioii.s.  In  addition  to  the  submission  of 
test  data  on  prototype  test  vehicles,  the 
nianufacturers  are  required  to  deliver 
the  test  vehicles  to  the  Federal  Testing 
Laborator>-  at  Ann  Arbor,  Michigan  (or 
to  Denver,  Colorado  for  high  altitude 
testing ' .  At  these  facilities,  the  vehicles 
are  re  tested  to  asstu-e  conformity  with 
the  regulations. 

The  Federal  emiission  test  procedure 
for  light-duty  vehicles  and  light-duty 
trucks  Ls  designed  to  simulate  two  aver- 
age trips  of  7.5  miles  in  an  urban  area. 
The  vehicle  Is  operated  on  a  chassis 
dynamometer  through  a  specified  driv- 
ing .schedule.  The  first  trip  begins  with  a 
cold  engme  start-up,  and  the  second  trip 
begins  with  a  hot  engine  start-up.  There 
Is  a  ten  minute  interval  between  trips. 
The  cold  operation  trip  Ls  weighted  43  Tc 
and  the  hot  operation  trip  57%  to  reflect 
the  fact  that  2  of  the  4.6  trips  made  by 
the  average  vehicle  each  day  are  begtm 
from*  a  cold  start. 

.As  noted  previously,  the  regulations  re- 
quire a  manufacturer  to  test  a  selection 
of  prototype  vehicles,  as  designated  by 
the  Administrator,  which  wUl  represent 
the  models  to  be  sold.  These  vehicles  are 
grouped  into  two  separate  fleets.  The 
emission-data  fleet  velilcles  are  tested 
after  the  accumulation  of  4,000  miles. 
The  purpof^e  of  the  emission-data  fleet  Ls 


to  determine  the  stabilized  emission 
levels  of  new  motor  vehicles.  The  second 
fleet,  kno^-n  as  the  durability  fleet,  Is 
made  up  of  prototype  vehicles  which  are 
driven  for  50.000  miles  and  tested  every 
5,000  miles.  The  durabdity  fleet  is  t-ested 
in  order  to  establish  "deterioi-ation  fac- 
tors" which  are  adjustments  that  account 
for  the  decrease  in  an  emission  control 
system's  efficiency  over  Its  expected  use- 
ful life.  The  deterioration  factors  enable 
the  Administrator  to  predict  a  motor  ve- 
hicle's emission  levels  at  50,000  miles 
based  upon  its  measured  levels  at  4,000 
miles.  The  test  data  from  the  two  fleets 
are  then  combined,  in  accordance  with 
the  procedures  specified  in  the  regiila- 
tlons,  to  determine  whether  the  emission - 
data  vehicle  would  be  In  compliance  wltli 
emission  standards  over  the  expected  use- 
ful life  of  the  vehicle.  If  aU  the  motor 
vehicles  in  an  engine  family  so  tested  are 
found  to  conform  with  the  regulations, 
the  manufacturer  Is  granted  a  certificate 
of  coniormity. 

The  same  procedure  is  applicable  to 
heavy-duty  engines,  except  that  emis- 
sion-data hea\T-duty  engines  accumu- 
late 125  hours  of  service  on  an  engine 
dynamometer  before  the  emission  test, 
and  durability  gasoUne-fueled  heavj'- 
duty  engines  and  durability  Diesel  heavy- 
duty  engines  accumulate  1,500  and  1.000 
hours  of  service,  respectively. 

Federal  Certification  Data 

Listed  below  are  the  emission  levels  of 
each  light-duty  vehicle  and  truck  and 
heavy-duty  engine  which  was  tested  as 
an  emission  data  vehicle  or  engine,  as 
adjusted  by  the  deterioration  factors  dis- 
cussed above. 

The  vehicles  listed  represent  all  of  the 
models  and  configurations  certified  as  of 
April  15.  1977  and  the  engines  listed  rep- 
resent all  of  the  models  and  configur- 
ations certified  as  of  Aprd  10,  1977. 

The  emission  data  listed  below  were 
obtained  from  the  original  emission  data 
vehicles  and  engines.  In  some  cases, 
manufacturers  have  submitted  requests 
to  perform  "running  changes"  on  already 
certified  configurations.  EPA  has  au- 
thorized manufacturers  to  make  such 
running  changes  if  the  review  of  the  test 
data  and  technological  information  has 
shown  that  the  proposed  modifications 
do  not  cause  the  vehicles  or  engines  to 
exceed  the  standards.  The  data  listed  be- 
low do  not  indicaie  the  effect  of  running 
changes,  except  for  those  runnir^ 
changes  whi.  h  added  a  new  car  Une  to  a 
previously  certified  family,  or  those 
which  added  a  new  car  line  or  a  family 
to  those  certified  for  sale  at  high 
altitudes. 

P\iel  economy  niformation  is  not  in- 
cluded in  this  publication.  Fuel  economy 
information  of  1977  cars  and  hght  trucks 
Is  available  by  WTlting  for  the  EPA  FEA 
1977  Gas  Mileage  Guide  at:  Fuel  Econo- 
my. Pueblo,  Colorado  81009.  The  1977 
Gas  Mileage  Guide  Is  also  available  at 
new  car  dealer  showrooms. 

The  various  systems  that  comprise  the 
test  vehicles'  exhaust  emission  control 
fij'stems    are    listed    Individually    under 
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emission  control  system  and  are  abbre- 
viated as: 

AIR,  il/  =  alr  injection 

ACS  =  air  cleaner  storage 
CAN  ~  canister  storage 
CRK  -  crankcase  storage 
DBC  -  dual  bed  catalyst 
EGR,  £G  =  exhaust  ga£  recirculation 


^;=:#uel  tn)«^t»on 
OG  =  oxidation  catalyst 
i?C- reduction  catalyst 
TR  —  Utermal  reactor 
TWO  =  three-way  catalyst 
OTR    OT --  other  (in  Itoe  case  of  General  Mo- 
tors vehicles.  "OTR"  and  "OT  ' 
meaji     early     fuel     evaporation 
(EFE, ) 


This  publication  should  not  be  con- 
strued as  an  endorsement  by  the  Envi- 
ronmental Protection  .Agency  of  any 
manufacturer's    veliicles    or    ei^gines. 

Dated     May  27.   1977 

Edward  F    TtTRK, 
Acting  Aisiftant  AdmtnvftTator. 


1177  '*v<>    ».-ar  Me  iv»-n,ity   nip<c>   tnpl».'^ 


Allis-Chalmers 


f:     I.-.-   f^-|l« 
trjjinc    \ir  ^»oily 


T.I. 


1-HDD 


^IcmU'L      ,  H.f.       ,      Tc  rq  ue 


JLt.    I 


25000 


400 


I 


1160 


i])»4f«carboii«   *  XOx 

cw/aiif-HS 

15 


cn/etff-it< 


T.I. 


1-HDD 


25000 


Dpterioralion 


Cat>  -iiillar 


N.A. 


3208 


400 


1160 


1« 


no 


485 


I     3208 


..1. 


lietcriorat ion   factors     I 

"l 


T.C. 


3306 


3306 


IT.C.   k  s.c: 


Oct  £X '  ''.r  a  I  ion 
7  I     1603 


310 


485 


250 


690 


250 
"actors 


690 


r 


425 


1275 


1693      I      425 


T.C. 


_ DKtcrinv.it  lun   factot.s 
•)  3406 


"T" 


325 


T.C.   t,  A . c 


Detrriorat ion    f.ictors 


1275 


970 


10 


1 


T.C. 


j_  34_q6_     I 3  7  5_ 

tcrioration    Factors 
11 3406     ■!      325 


1145 


Dot 


Oeteri 


■1 —i ■= r- 

cration   farcors     ' 


1C15 


0.13 


0.75 


Accvl  Iv  P.'»k 

<H  ««)  <") 


12 


U 


0,0 


0.18 


0.08 


0.16 


0- 


O.Ol 


11 


17 


17 


2.86 


13 


0.92 


1.34 


0.69 


18 


0.96 


10 


0.46 


12 


0.21 


10 


18 


20 


0.85    0.0 


19 


23 


1.33 


15 


21 


24 


25 


4.32 


21 


0.08 


26 


0.86 


17 


0.82    0.45 


-B- 
1S77   Model    Yfjr  Hcivj-Outy  Piewl   tnr.irwi 


Cert  1  fic.ic  ion   Levels 


e«.;.r.i  .Mr 
T.C.    &   A.C 

Tr«l   (tiritK< 

IkKinua 
Tor<iitc 

1350 

£>hatj«t    Tnnsic-s 
llydrocAxbons  ♦  SOx         Caraon  r.or.3iiid« 

«t^ 
19 

ill 

6 

I-tMHi:  -.cturer 

KJC04 
Korfvl               H.f.      , 

?t..-.. 
(■  1 

Caterpillar 

12 

3408 

450 

6 

1 

," 

Deteri  )rat  ion    factors 

0.04 

0.19 

1.31 

n 

n 

T.C. 

15 

3408 

400 

1225 

9 

3 

14 

9 

18 

Deteripratlon      actors 

0 

0.12 

0,30 

0.57 

0.04 

N.A. 

13 

3208 

200 

490 

5 

8 

6 

7 

17 

1 

Deterioration    factors 

0 

0.9S 

1.06 

0,22 

4.0 

T.C.    4   A.C 

14 

3  306 

245 

820 

5 

2 

16 

10 

28 

1 

Deteri 

>raticn    factors 

0 

0 

2.71 

2.70 

3.04 

1 

- 

Cumains 

.     N.A. 

091 

NH-2  30 

220 

644 

8 

5     -     . 

6 

6 

6 

_ 

NH-2  30     1      220 

644 

9 

5 

7 

6 

10 

jsHC-250 

240 

654 

8 

4 

8 

10 

11 

:                1 
Dctcrilir.ition    I^.irtors 

0.47 

0 

0 

0 

0 

T.C. 

092 

NTF-365 

365 

957 

12 

3 

8 

3 

11 

* 

1 
[V;teri6r.Ttion   Factors 

1 

0 

0 

0 

0 

1         T.C. 

09:a            tNTC-390'     290 

930 

9 

4 

17 

3 

31 

1              Deterioration    Factors 

0 

0.24 

1.22 

1-.55 

0 

iT.r.    &  A.C 

'       09 lA             InTC-350!      350 

1006 

12 

3 

15 

5 

19 

1                       !                         : 

'                           I               Dcteriorntion    flactors 

1.20 

0.10 

0 

1.14 

0 
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1.9  7  7  ft.T!:-l   Yc;^r  Hcnvy-Duty   Diesel   Engir.efi 


Cert i ficjc ion  Levels 


Er J IPH    F.TOllv 
Enj:lnj  A.r  ta-iily 

Aiiir.-.i  ;.n    ,    t>esi.  i  uirn 


T.C.    &    A.Cj 


09  3C 


K.P. 


NTA-400        400 


silted         I-t.Txir.tj-n         Hydrocarbons  +  NOx         Curlior.  >'onoxlde  Accd  \.ur, 

c:7Bii?-iiR  c':/;:-'-"i<  .     (')  ('  i 


Deteriorition    factors 


T.C.    &   .\.CJ 


09  30 


NTCC- 


350  1      350 


De 


;terioraCii"'a    Factors 


T.C. 


I         172A 


I VT-350 


350 


T.C. 


Dctcr_ior;''t  It.    Factors 
I  7 2 B I  VI-903    I      320 


Torque 


1150 


1006 


1 VT-90  3 


320 


805 


805 


Dc-tpri(ir,it  ion 


1^.1  rt 


T.C. 


192B 


!KT-m50 


i50 


Detorit'r.Tt  ion   l*actors 


N.A. 


201 


IV6-155 


149 


N.A. 


N.A. 


Deterioration   Factors 
2 1  I !VB-210  202 


1350 


289 


387 


IV8-210 


202 


\ 1 

Dcteriorntian    Factors 


387 


221 


lV-555 


216 


425 


IV-555 


216 


Do t erioratton    p'actors 


425 


\ 


-10- 


10 


11 


2.03 


11 


12 


0.77 


10 


0.09 


19 


0.47 


11 


2.32 


5.48 


15 


16 


!•  18 


0.43 


12 


10 


10 


3.12 


22 


22 


2.25      e.l" 


19 


23 


26 


16 


10 


0 

17 


19 


12 


14 


17 


11 


13 


3.6  5      3.39 


1977   Model   Year   Heavv-Ducy   nie'igl    Fntnries 

Cere  if  ic.itlon   Lcvjls 
Tf?;c    r.n^incs  F:<!i.'.rst    E-'i'^si  •'■:^. 


Manuf jccurer 

Curarni  ns 

Enj.nc   .Vir 
Aspir.Tt.ion 

T.C. 

Fjnilv 

M.'d.l 

luced 
11. P. 

'taxinum 
Torque 

445 

Hydrocarbons   +  NLU 
CM/B!ir-I1R 

Carbon   Monoxide 
CV./BHP-HR 

Acctl 

r.) 

15 

£1 

7 

re,.'. 
{'■■' 

222                VT-555 

240 

9 

2 

18 

1               Deteriorat  ion   1 

actors 

1.96 

0          •     1 

0 

0 

0 

T   C 

092R 

'TCC-290 

290 

930 

8 

2 

8 

1 

14 

Deterioration   : 

actors 

0.95 

0.15 

0 

0.24 

0 

1 

T.C.    i    A.C 

1                   1 
093E             |NTC-400!      400 

1150 

10 

4 

16 

2 

20 

1 

Deterioration   factors 

0.39 

0.90 

0.47 

0 

0 

T.C.    &    A.C 

093F            NTCC-350        350 

1065 

7 

'2 

13 

3 

18 

1      • 

KTCC-350        350 

1065 

7 

2 

14 

3 

21 

1 

Deceriprat Ion    Factors 

0.12 

0 

0 

1.55 
1 

0 

T.C.    i   A.C. 

193               j  KTA--600  1      600 

1650 

11 

1     - 

10 

18 

_ 

Do  1 0  r  i 

nr.it  ion 

actors 

1.02 

0 

0 

0 

0 

1 

N.A. 

1                   ' 
4L-5  3N           1  41.-5  3N'     1      135 

282 

• 

12 

11 

10 

8 

.    24 

1      117 

2  70 

13 

12 

15 

11 

34 

1 — 

1              Dcteri 

•ration 

I^ictors 

1 

1.76 

0 . 7'l 

4.50 

1.01 

14.54 

N.A. 

6V-53N 

6V-5  3N 

1      210 

440 

14 

9 

7 

5 

17 

1             1 

.       210 

440 

14 

7 

13 

6 

32 

Dotorliration   Factors, 

2.64 

0 

0 

0 

3.02 

1.       N.A. 

!     6V-71N- 

i 
16V-71N- 

i     250 

1       610 

14 

13 

15 

9 

28 

-11- 
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H77  _H\<t^l     Vfxf    »nvy-riacy    D1<>^«-I     Twrinf**; 


C^Tt  if  i.-.it -.on   l^'vcls 


In  •. 

r  ,->ll<, 

1 
Mc*cJ 

St    Ini'ino* 

11.  r. 
1?3 

Torque 
510 

Exh 

lubt    Inissiorii 

*<r<:cl 

5 

3 

ujjf  J  -turer 

C»f:inc   Air 
Acpi  tat  io.-i 

F.jc;ll, 
fiesiffijc  icn 

Hydrocarbcrs   ■► 

NOx 

Cart>o«  >'<cncxidc 

P.i» 

1 

11 

5 

10 

1                             '                                 I 

250 

610 

12 

1 

11    - 

19 

1^ 

33 

1                     .! 

€.12 

0.37 

3.2: 

1. 

62 

7.45 

,      .,..      ■ 

12V-71N        1  12V-71N 

45b 

1200 

1! 

9 

18 

6 

y> 

1 

1 

■                    1 
Doteribrat ion  factors 

0 

0.i3 

3.6" 

0 

7.81 

1      T.C.      : 

6L-71T        I6L-71T 

2:0 

772 

11 

3 

10 

3 

18 

1         •           i 

2  38 

703 

14 

2 

3 

0 

8 

i                    ! 

1                           '                Di'teribr.it  ion 

•actors      1 

0.93 

0 

0.?b 

0 

1.87 

1 

N.A. 

Co.^cli           1  Coach 

1      262 

!       7  30 

11 

i 

} 

2 

63 

^ 

1 

Dcteri  jrat  ion 

factors 

t 
t 

0.39 

0    • 

1.28 

2.73 

- 

i 

'T.C.    I.   A.C. 

8V-71TAE 

JV-71TA1; 

'      318 

941 

9 

1                    ■) 

14 

: 

;i 

1 

!      305 

lOf-4 

1                     9 

i       ? 

Ifc 

1, 

2£ 

IV  tericrat  ion 

1 
«V-71N         i8\'-71N 

(•actors 

i 

0.35 

1 

0 

0 

37 

0 

j         N.A. 

'      353 

1       814 

12 

9 

14 

7 

28 

J 

i     253 

i       7  34 

12 

1    .            6 

5 

3 

9 

1 

Di'teriorjtion 

Factors 

I 

1.21 

'                 0 

1.94 

0 

2.44 

N.A. 

6V-?i;4          6V-71N 
Coaiii           .Cti.ich 

1      163 

530 

14 

t. 

1       2 

■1 

2 

1 

Dctcriiration  J^actors 

0.10 

'                0 

0 

0 

0 

!          N.A. 

6L-71?;         I6L-71N     1      250 

610 

12 

I 

i              1-4 

1 

19 

15 

___-^ 

-12- 


Ep  ■:n.     r -••llv                                             T<- 
Engine    All                f..rll> 
Asr.i  r.^tl'W       C-Sipnalion            >Vjael 

si    r.v  mcs 

?;.!  xir.un 

550 

E>lilMSt    Er 
Hydrocarbons   +   .'.Ox 
C-.'til.'=-.d!< 

rt  1 T  ic  It  ion   Ipvrls 

Atc-1 

4 

I.. . 
0 

1  r  •- 1 .- 1  ; 
Carter)    ">nc»i^ 

■jfacturcr 

II. r. 

1.) 

189 

14 

6 

« 

1               DeC^ri^irdtioo 

actors     1                   1 

1.44 

0 

0 

0 

1                  1 
T  C     4  A   C        PV-J2IA        8V-92TA    '      411 

1208 

9 

1 

in 

19 

— ■ r 

1 

'                             1                          .400 

1152 

9 

2 

8 

15 

Deter' oraCioQ   Factors 

0.89 

0.39 

0.40 

0.88 

■ 

T  r                   flV-71T        !  av-71T           305 

1038 

12 

1 

12 

14 

. 

'       308 

865 

13 

1 

5 

9 

12 

fieterioralion     '.actors 

0.92 

P 

0.60 

0.22 

0.52 

N.A           '        4V-92          |6V-92 

255 

7fc8 

12 

15 

13 

1  "i 

t^ 

Deterioration   Factors 

0 

0    • 

0.21 

0 

5.61 

, 

♦I.A.         '        flV-92          l«V-92 

350 

1025 

14 

7 

.11 

8 

17 

actors 

0.23 

0 

^«5 

.    J-9'' 

?-36 

1        T.C.         '        tV-92T        1 6V-92T    i      335 

958 

12 

3 

9 

1 

lb  . 

;          ■■           i 

2  70 

958 

11 

2 

7 

2 

10 

1                         ;                            i 

1              {)eteriPrat  ion 

actors 

0.79 

0 

0 

0.04 

0 

1                         '                            1                   ' 

1        T.C.         1        8V-927        i8V-92T    1     430 

!     118f 

1 

i                    4 

12 

3 

31 

i                                                      '                   i.    365 

1     1223 

!         1: 

i                5 

20 

8 

39 

1                         '              Deterioration   Factors 

1.08 

1                0.35 

0.80 

0.64 

9.58 

It.C.    i  A.c'       6V-92TA      '  6V-92TA ,      310 

914 

i 

2 

12 

5 

21 
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FIDEIAL  ttCISTH,   VOl.   42,   NO.    110— WEOWBOAY,   MHl    «,    1977 


2^t  1 1 J 


•!anur  ictiror 


CM 


UiiL 


NOTICES 


IQT-   Mn,-l?[    Ycir  l!c.ivv"D»ty   Dtgscl    rnpincs 


Cert i  f icit  ion   Levels 


£:■  ■■  i-j  rari!y 
EiiRinc   .'..r  F.ir.ily 

Asrir.-.tin   ,    Dciir^-.  u.cin 


E:chau-;C    Errissior^s 


Mo  :.:1 


Raced         MaMtnun         Hydrocarbons  +  NOx         Cjrbon  :'.onoxide  Accel 

ll.i'.  Torrue  CM/BHP-JIR  C^•/KlP-im  .      (') 


S-  'Uc    E-iisj. 


T.C. 


T.C. 


T.C. 


274 


826 


Di-a  e  r  i'o  r  1 C  innFac_tors_ 


v-sn p 1.3 '' n"A"  i      3 5 0_ 


820 


Pc c o - ijnrjrion    factnrs 


.DV_^0_ijiO::.Vlj__l?0 
190"A"    '       1''0 


360 


.1 


DT-.'.66 


i' 

21"^. 


360 


215 


515 


!     2i5         I      215 


515 


I  I90C.: 


190        ,        46--. 


[V  terUir^tiqn^Fn^  tors 

r)TI-if6S   _21_3___i^l5 [ 


499 


2'.0 


210 


£.87 


Of  teri p r aj:_ ion    Factors      | 


iB?L 


80 


!53 


Do rerior.-it  ion    gacr:ors 


6P.i;l 


6r,P.'.A  120 


224 


0.20 


15 


0.19 


12 


0.61 


0.49 


11 


15 
8 


10 


11 


0.71 


15 


12 


14 


2.44 


12 


12 


12 


CO 
2  31 

0  0 


31 


12  24 

1.37      4.79 


17 


17 


4.65  2.06      6.69 


16 
13 


11 


3.26  3.29      4.62 

7  7  7_ 


-14- 


1>';   :\i!ol    Yc.-r   l!eT'v-D.ty    DijLJo'.    Cnrl^ios 


- 

r.~.    .n..    F.;r. 
Enr.i:i>:    '.ir 
A>;r.ir.-.c.on       D; 

.i.;-.,ui..:i         ::.i'..-!     1       II. p. 
Deteriirntion   Factors 

M.kxir.dn 

Cerclflc.iti.^n   Lev.?ls 

ExIiHust    Fir:i:;si.>r.'= 
Hydrocarbons  ■*■  NOx          Carbon  "ono.<iae 

GM/a;ir-HR                    r.-i/'-vi.^-H.R 

J-oVe 

E-i'sin-s 

?!»nut2-taror 

Accel 
0.97 

0 

Tot!*. 

0 

0.04 

0 

'             !         i     __J 

N.A.         ' 

1                  i 
1                  ENn'.73E'       180 

540 

n 

7 

10 

u 

14 

; 

1                    [      180 

540 

13 

7 

10 

12 

14 

t 

i 

'                    i 
Deterioration   factors 

1.31 

0.87 

0 

0.16 

0 

T            1 

kNirr{i\)    1 

3A               6  71C         i      250 

700 

16 

2 

14 

4 

25 

1                    i 
Dot  jriorat  i  "•n    Factors 

0 

0 

1.40 

0 

2.78 

T            1 

IB             1       6/1             215 

906 

14 

1 

17 

10 

34 

1                           I 

i                   1 
Df  tcrior.ic  ion    Factors 

0.23 

0 

0 

0 

3.5" 

T           i 

1                           ■' 

3C            l.^m'';      235 

906 

5 

2    . 

19 

9 

35 

- 

Deterioration   Factors 

0.32 

0.28 

2.10 

0 

3.61 

^        1 

it;:.i.'T(a) 

3D             ■  F6  7  3C       '      280 

721 

! 

4 

14 

6 

21 

1                                ; 

'      230 

721 

1 

4 

14 

6 

20 

i 

Deterioration   Factors 

i                     0 

0.18 

0.13 

0.09 

0 

1              T            ^ 

3D            ET(a)673.      260 

t- 

i       775 

13 

2 

6 

5 

11 

1 

Deterioration    Factors 

1 

!                     0.53 

0 

0.06 

0 

0.6C 

:             T 

, INDTfB) , 
63             1       «n5       !      322 

1100 

I                   13 

3 

11 

15 

14 

Deterioration  .factors 

1 

1 

0.46 

0.14 

0 

1.56 

0 

1                         '• 
i           TI 

7                i  "oA         1  .  293 

1130 

i                      9 

2 

15 

12 

30 

-15- 


FEDERAL    REGISTER     VOL     42      NO      HO— WEDNESDAr      jUNE    8,     !977 


NOTICES 


2S445 


19T;    VC(',-1     Vn 


I . t V    nickel    rnflno « 


"an^Mrturer 


'lack 


Tr.-;t   ■•:■ 


Cert  if  icat  i<'n  Levels 


ust    cmis^ic- 


E-icme   .  : 
Aspirat  i; 

TI 


rj^ily 
r.?sii;naticn 


^c.:el 

ETAZ 
676A 


Jatcd 
II. P. 


298 


Detoriorat ion   Factors 


Torctie 


1130      I 


Hydroc3rto:.s   ■»■  NOx         Careen  y-:noxide 
CM'B:!F-HS g^^.-^EH^-KR 


0.44 


0.29 


Li/u:;)   I  I 

1005      i       353  1370 


Accel 


11 


28 


0.  -:      0 


13 


21 


Deterilorat  ion    Factors 


0.29 


r.c. 


Oe 


terinration    Factors 


2.11 


0.93  1.62      1.04 


TI           i 

9 

■eiay(b), 

676            283 

1080 

8 

11 

u 

16 

1                                           Deterilorat  ion    taccors 

1 

0 

0 

2.13 

0 

1 

1 

i 

1 

Mercedes-Benz 

N.A. 

' \ : 1 

II               !  CM   314             80 

1 
170       1 

1 

5 

4 

6 

6 

!             i 

Deterioration    Fartjrs 

1 

1...0 

0.6S 

0 

53 

1 

7 

17      1  _  •» 

N.A. 

III               OM   352    '       120 

245       i 

6                      i 

6    - 

4 

7 

:               i 

120 

245 

1 

t 

4 

5 

6 

1.79      1.70 


IV 

OM   352Ai      14  5 

306       . 

10 

3 

14 

7 

25 

1       145 

306 

12 

! 

3 

13 

6 

23 

Deterioration    Factors      ' 

0. 

1 
36              1 

0 

0 

0 

0 

'         N.A. 

'        6DR5             '  6DR50A    :      103        ' 

168 

6 

3 

i 
10 

9 

14 

i                        1                 '                 ; 
Deterioration   Factors     1 

i  .. 

0.5 

0.4 

0 

0.3 

0 

i       '        i      1      1      : 

-16- 


j;    Yt-ar   'ie    ■-•.-r:..,:v   Oic^.-!    :ri^:".^-3 


>ljr,;,f.:;;..rer 


■Jissan 


Cert :  f ;  V  .u  irn    Levels 


E:i  -ine    Fanilv 
En,',ine  A.r  F.ixily 

.A^riration       Dec  i  .-.nrit  icn 


N.A. 


SD331 


Tost    rr;.:ines 

kateJ  MdM- 

hbdcl      ,         11.  P.      ,     To-l. 


E.^^a^:s:     Enisci';:^ 


SrokoE-1 


SD33 


89 


137 


Hydrocaibr-.s  +  NOx  Career   >'enoxide  Accel 

o;  ;i:^-hR  c:'/SKP-i:R  .     C) 

I  5  -       3 


Deteribrit ion   Factors     I 


C.02 


1.22 


1.91      1.34 


Perkins 


N.A.  Perkins   7      !    6.247    \        98 


163 


I     14 U 


De 


I  I 

teriorntion    Factors 


0.5  3 


0.76 !       6.36  6.1c      8.9  7 


T.C.  Perkins   8      !T6.3544I      134 


J-l 


10 


3 


19 


Deterioration   I*actors*   ! 


0.3 


Saab-Scinia 


SIB 


F:r477    I    210 510 


DetcriJ'rat icn   Factors 


Al. 


0.38 


0.2-3 


I 


Volvo 


T.C. 


TD60  !    TD60A  170 


382 


11 


'Deterioration  F'actcrs 


0.73 


0.29 


'   T.C. 


TD70 


TD70E 


i  205    I   402 


13 


18 


1.25   0 


31 


1 

Deter 

'                   i 
ioration   Factors 

1 

1 

C 

64 

0.09 

2.80 

0 

6.42 

:                  ^               •      i 

1 

■.".■hite 

T 

C. 

LDT-465 

lLDT-465-( 
'■         IC 

134 

3  35        ' 

10 

! 

3 

16 

10 

21 

i 

134 

335        i 

9 

i 
1 

3 

14 

9 

20 

i 

Deterioration   F 

actors 

0 

i 
1 

0 

1.98 

1.17 

3.15 

*A£sign.  d  deterioration  Factors 
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FEDERAL   REGISTER,   VOL     42,    NO     110 — WEDNESDAY,    JUNE    8,    1977 


.'Mur, 


NOTICES 


1977   Model    Year  Gasoline    Engines 


Enj;i.n.-  F.intl 


Test  En;;ine 


Certification  Levels 
Exhaust  Emissions 


Displactnent 

(Cubic    Inc-hes)    . 

258 

Far.ily 
Desieni^tion 

Displacement 
(Cubic    Inches) 

liydrocarbons   +  NOx 
GM/BHP-HR 

Carbon   Monoxide 
C;'./BH?-HS 

w:j 

1-H[i 

258 

12 

7 

'                         Deter 

oration    Factors 

0 

0 

360.    401 

in-HP 

360 

9 

18 

401 

8 

31 

1 

360 

12 

31 

Deter 

orscton  factcrs  .. 

0 

4.06 

360.    401 

IV-HD 

360 

4 

9 

401 

6 

u 

Deter  or,iclon   Factors 

0.97 

7.15 

Qirysler 

225 

RG                                  225 

15 

29 

Deterioration    Factors 

0.88 

1.78 

31R 

I.A 

318 

15 

24 

1 

318 

14 

29 

Deter 

oration   factors 

0 

3.30 

318 

LA-C 

318 

5 

it 

Deterioration   Factors 

0.76 

0 

'               350 

LA-l 

360 

16 

15 

-18- 


1977   Model   Year  Gasoline   EnRtnes 


Eni-.ini'    F.ireilv 


Test    Engine 


Certification   Levels 
E-xhaust    Emissions 


••>  I  irf  icti;rer 

Displacement                  Fa:?.ily 
(Cubic    Inches)           Dcsipnation 

Displacement 
(Cubic    Inches) 

Hydrocarbons   +   KOx 
Ct;/BHP-HR 

Carbon   Monoxide 
GM/BHP-HR 

Chrysler 

360 

LA-l 

360 

13 

20 

360 

6 

8 

t                       Deterioration   Factors 

0.296 

0 

351                                  L3 

361 

15 

24 

Deteri 

oration   Factors 

0 

2.09 

400                                    B 

400 

16 

■   22 

Deteri 

oration   Factors 

1.46 

0.83 

■    ■  - 
413 

RB 

413 

14 

20 

Deteri 

oration   Factors 

0 

1.32 

440                   !               REM 

440 

8 

11 

1 

440 

8 

11 

440 

16 

23 

Deterf 

jratlon   Factors 

2.11 

3.25 

Ford 

300 

300 

300 

7 

10 

300 

15 

32 

1 

Deteri 

jration   Factors 

0 

0 

351/400 

351>1/400(1CV7) 

351 

4 

■  13 

400 

5 

7 

-10- 


FEO£BAL   REGISTER,    VOi..    42,    NO.    110 — WEONESOAY,    JUNE    8,    )  977 


M  inu  fac  t  urcr 

Engine 
Displacenent 
(Cubic    Inches) 

NOTICES 

1977   .M,^dol    Ycir    n,,.^line    Ensi-^es 

Cert  i  fic.it  ica   Levels 
Fi^i;--'                                 Tv^c    Engine                                         E.<haust    Emissiv^r.-; 

Family                     D-isp  lacerTien  t                Hv  Jrocarbons   +  .NOx             Carbon   >'.^no:-.ide 
Dc  ;i;'.n,it  ion      ,       fCibic    Inches)       ,                 CM-P-I-P-KR                 ,              CM/BH.^-H.% 

Ford 

Deter 

oration    Factor 

0 

1.57 
IQ 

351/400 

351M/400 

351 

14 

400 

11"                                              2.S 

i 

Deteri 

oration   Factor           !                         0                         '                       3   03 

460 

460 

4bO 

14                                                 24 

^ 

460 

6                                                 11 

DeterJor.it  ion    Factor 

0 

0 

Deterioration   Factor 

0.01 

u 

351 

351W(irV7) 

351 

5 

3 

1 

1 
Deterioration    Factor 

0 

2.38 

351 

351U 

351 

15                                              31 

Deterior.ition    Factor 

0                         1                      0 

351/400 

351M/400 
ECK/AIR 

351 

6 

16 

_A 

400 

6 

13 

Deteri 

oration    Factor 

* 
0 

0 

1 

]          477/534 

477/534 

477 

16 

37 

I 

5  34 

■  5 

34 

i 

477 

7 

19 

2^-14; 
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En^int 
Displacerent 
I     (Cubic    Inches) 

Fantlv 

Tes  t    En*7i  ne 

Certif  irat  i 
Exhau-. t    F- 

'n    Lev- Is 
iss  ions 

M.nnuf.icturei 

F.iTTiily 
DesienatioR 

Uisplacenent 
,       (Cubic    Inches) 

53.^ 

HyJrocarbons   +   .NOx 
f               GM/3HP-HR 

Carbon    Monoxide 

CM/ H  ";?-!(:•: 

Ford 

5 

1                      18 

Deter 

oration   Factor 

0 

1                        0.53 

1                       Deter 

oration    Factor 

0.29 

1 

!                        5.87 

330/361/391 

330/361/391 

330 

13 

1 

9 

361 

14 

26 

391 

15 

26 

361 

13 

1  -> 

330 

14 

lo 

330 

7 

23 

361 

6 

33 

391 

6 

2b 

Dvteriorat ion   Factor 

0 

1 .49 

Uelvri 

oration   Factor 

0 

4.73 

1 

351 

351W/EGR/AIR 

351 

5 

13 

1                           Dotel 

oration    Factor 

0 

0 

i 

1 

302 

302 

302 

12 

38 

-I 
302 

13                         1 

29 



Deter! 

oration   Factor 

0 

0 

-?1  ■ 


FEDERAL   REGISTER,    VOL     42,    NO.    11(3 — WEDNESDAY     JUNE    B      1977 


2^  1 IX 


NOTICES 


1977  Model   Year  Gasoline   Engines 


Eoi^i.-i'-    K.ir.i  1;. 


Test    Engine 


C^Ttif  ic3t  inn    L^vcla 
Exh.itist    Emissions 


DlspljceinenC        Eaoily         Displacoment 
M  n.. f  if-r,. ri.r          rr.ihir  Tnrhp';>  ,   Di";  icnnt  ion   ,   (Cuhic  Inches)   i 

Hydrocarbons  +  NOx 
.CM/BllP-HR 

Carbon  Monoxide 
GM/BHP-HR 

CM 

250 

CM  Ui 

250 

12 

» 
25 

Deter 

oration  Factor 

1.37 

0 

292            CM  U2.\ 

292 

13 

25 

292 

9 

15 

292 

6 

16 

Do  tor - 

orition  Factor 

0 

0.63 

303/350/iOO 

GM  113 

350 

12 

27 

400 

13 

35 

3'".0 

15 

29 

-■  ■-- 

305 

15 

26 

366/''.27 

-  ■-  ■ 

Deterioration  Factor 

2.49 

7.67 

CM  ii; 

366 

13 

32 

366 

5 

26 

_ 

427 

14 

26 

427 

6 

18 

>. 

Doteri|oration  Factor 

0.25 

7.10 

Deterioration  Factor 

1.20 

0 

65i 

(•>!  115 

454 

15 

16 

-22- 


1977   MoJel    Yeir  Casnline    Entwines 


M.inut.iLturer 


CM 


I  lie 


En-.: Lnu    Family 
Olsplaconent  Fanily    - 

f Cubic    Inches)  Deriii;natlon 


Doter: 
Deter: 


350/400 


403 


455 


CM   113T 


Dcleri 


CM   317 


Dotcri 


CM    115 


Do  te  r  i 


196 


304 


4-196 


Dctcri 


V-)04 


Test    Engine 

Displacement 

fCubtc  Inches) 

454 


CtTti  f  tcatlon  Levels 

Exh  lust  Emissions 

Hydrocarbons  +  NOx     Carbon  Monoxide 


oration  Factor 


oration  Factor 


350 


350 


350 


400 


iratlon  Factor 


403 


oration  Factor 


455 


iration   Factor 


196 


oration    Factor 


304 


304 


ni-terifiration   Factor 


CM/BHr-HR 


1.37 


0.65 


13 


0.35 


14 


14 


11 


GM/EllP-HR 


16 


6.11 


15 


20 


17 


4.20 


28 


18 


21 


3.10 


25 


34 
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FEDE8AL    REGISTER,    VOL     42,    NO     HO — WEDNESDAY     JUNE    8     ^  977 


NOTICES 


29449 


Manufacturer 
IHC 


Manufacturer 


IHC 


19  77   Model   Year  Casnline   Engines 


Emine    Family 
Displaceaeivc  Faaily 

(Cubic    Inches)  Desijjnatlon 


345 


392 


400/^46 


537 


V-34  5   Fed. 


Deteri 


V-392    Fed. 


MV-8  Fed. 


Te9t    Engine 

Displacem^t 
(Cubic  Inches) 

345 


3*5 


oration    Factor 


392 


Deterioration  Factor 


400 


400 


400 


Deterijoration   Factor 


196 


392 


400/446 


V-537   Calif. 


Deterioration    Factor 


4-196C 


V-392C 


Qeteri 


MV-8   Calif. 


446 


Certification   Levels 
Exhaust    Eaissions 
Hydrocarbons   +  KOx  Carbon   >tonoxi4« 

GM/BHP-HR  CM/BHP-HR 


13 


31 


15 


3.45 


14 


12 


15 


14 


12 


537 


196 


Deteri :)ration   Factor 


392 


392 


Dration   Factor 


400 


26 


JLL 


■?.57 


26 


23 


30 


23 


3.*1 


1.22 


1.12 


1.27 


18 


0.79 


16 


1.47 


17 


16 


1.38 


26 


-24- 


1977  Model   Year  Casollne   Engines 


En,i;ine    Family 
Displacement  Family 

(Cubic    Inches)  Desii^nation 


345 


537 


Deteri 


V-345C 


Test    Engine 

Displacement 

(Cubic  Inches) 


400 


400 


446 


oration   Factor 


345 


Certification    Levels 
Exhaust    Emissions 
Hydrocarbons  +  HOx  Carbon  Moaoxide 

GM/BHP-HR CM/my-Ha 


21 


0.53 


345 


Deterioration   Factor 


V-537   Fed. 


537 


537 


Beterijoratien   Factor 


24 


21 


4.83 


18 


15 


12 


11 


1.98 


28 


21 


9.82 
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reOf«Al  lEGISTER.    VOL.    42     NO     110— WEDNESDAY,    JUNE    8     1977 


2M.')0 


NOTICES 


t^ft   Min»rL    Tr  ••'   ».iw«i    yuir    Vf»ii»Ltb 


lili-itBlCLtS 


"J-     ■-»CTU-'f'» 

>  I-  \\.1    Of '^lOKaTinN 

iru.    In.  0i5Oi.4rEMENi) 
Ci2LUi£.S.£ai:£^£.a 

iLf*    womCO 


-lfU_itJliLJ.-::CUj;L. 

M»«lFFTIi  CO, IPC  llh.lS 
•4LFFIT0  COuCf  1I'>.15 
•^UOC    Sf>IOF« 


CLiilLaUIlQ-'.Lii.U.i-. 

tiat^l^iI5Si&ij_  F"H 

tN&INE       T  (&«««S/'<ILE>  SI 

l'ISP.4      H    INt:<TH                                                          0»IurS  T"- 

CIHB.         »      »EIOHI                                         CIXSON      OF  Ti 

vtN-           N      Cl»SS      t«LE      MYD«0-      "ON-         NITSO-  x\n- 


M«S'inf»    vELOCf    ?000 
m«»lFftT» 


016^0 

Si»inEB    vEtOCE    ?000 


(PETE''I0'<TI0N    FiTTOPS    FOR 

?oon  Si-iuF»   ns.r? 


"IP/FI    /UC    / 
«I?/FI     /OC     / 

«ip/ri  /OC  / 


JIO/FI  /OC  / 
•IR/FI  /    / 


/        /C?K    lao-FI    M-S      3000      ».I0  0.3  2  I.* 

/         /COK    1?0-FI    M-S      3000      "..lO  0.2  i  1.0 

/         /own    UO-FI    M-S      ?7S0      fc.SS  0.2  3  0.7 


((.FIEPtot-TION    FJCTuPS    FOP    -    ilR/FI    / 


/    /CRK  F«MlL»  01615»« 

/    /CPK  120-FI  ►<-!>   2750   fc.SS 

/    /CPK  FAMILY  01629 


1.30S       |.<>79       1.000 
l.«  1%  1.0 

I    1.0?1       1.03S       1.000 


n/t 

K/* 
N/4 


o.c 

N/* 


«-E!<ICAN     'OTOiS 
1-* 

(232. ?S8) 
OIiFml  1,*« 

p»rFP 
Par^p  wArfO** 

M^.B'iFT 
MjPiFT    ..IGOM 


A 


I-C 


•G-F-LlN 
•P,;rFa 

•PICFP    UCbON 
•  H.i0.tT 
•MOh'^ET    >*CON 


<.I»/EGB/  /  / 

AI»/FG^/  /  / 

«IP/E5-/  /  / 

«IP/E&«/  /  / 


PACFO 

r")-»ifT     VIACOM 

i;be"lI"i 


(DcTti'IO>'-TinN    FlCTJliS    FOP 

•HO.'fiET    k»r.ON 
♦P»Cf »- 
•G«t  ML  I N 
•P»C^  P 
•GHiMi.IN 


(DETEWln^iTICN    F»CTO«S   FOB    -    ilR/OC    /FG.</ 


/C«N  ^32-  1  t 

3S00 

2.73 

1.2 

a 

2.0 

!./» 

/c»N  esi-   I  t 

3'!;oo 

2. S3 

I.O 

10 

1  .9 

U/k 

/C»N  ?S>!-  1   * 

3500 

2.73 

1.2 

12 

?.o 

N/» 

/CJN  JS-I-  1  k 

3000 

3.08 

1.2 

12 

l.<. 

K»/l 

/Can  family  I-a 


I    1.013       1.000       I.IOA 


AIP/OC  /EG-i/ 

/ 

/CAN  232-  1  A 

SbOO 

3. OS 

0.3 

<> 

0.9 

C. 

Alt/OC  /t&P/ 

/ 

/CSN  ir32-  1  A 

SbOO 

3.oa 

0.3 

1 

1.3 

0. 

AIR/OC  /Ffw/ 

/ 

/CAN  <'3^-  1  M-<, 

3S00 

2.73 

U.J 

1. 

1.1 

0. 

AIP/OC  /cO-*/ 

/ 

/CJN  25i-  1  A 

3S00 

3.oa 

0.3 

1 

0.9 

0. 

-IP/OC  /COM/ 

/ 

/CAN  2Sa-  1  M-fc 

3500 

2.73 

0.3 

2 

1.0 

0. 

/CAN  FAMILY  I-C 


I  1.000   l.UOO   1.000 


l-I 


(212. 2S«) 

B    G-F>.Ll«l 
M    PJCfP 
H   Pf.CP    wtOON 
H    M,^P\f  T 
H    MiPjFI     ■cAOO'i 
M«TAOOP 


i;>SHI 

G-'cMLlS 


PACE-* 

H    PACFQ 
M4CF  P 
G^'.MLl-* 
PAC^  t' 

HAr*r>OK  /»-r,p 

■  iPt-Ll'- 

(tETlSM-'TION    FACT.iMS    FOP 

mO-vnE  r    k.AGON 
PtCErf 


.IR/OC 

/EGP/ 

/ 

/Can 

232-  1 

A 

3500 

2. S3 

O.S 

7 

i.S 

N/t 

«IN/OC 

/too/ 

/ 

/CAM 

232-  1 

A 

3500 

3.08 

o.s 

b 

2.0 

0 

-IP/OC 

/»  OK/ 

/ 

/CAN 

.-32-  1 

M-3 

3500 

2.73 

0.* 

b 

1.9 

K/A 

iIP/OC 

/CGpJ/ 

/ 

/CAN 

?32-  1 

M-3 

3000 

2.73 

o.s 

9 

1.7 

K/k 

".W/OC 

/E6P/ 

/ 

/C«i. 

-•b^-  I 

A 

.  3500 

2.73 

o.« 

4 

1.4 

\/k 

-iR/or 

/tO-v/ 

/ 

/C«.\ 

<;Si-  1 

A 

1.000 

3. IS 

0.(> 

5 

2.0 

l./k 

ilR/or 

/IVt/ 

/ 

/CAN 

<;=;<(-  1 

M-3 

3000 

2.73 

0.4 

b 

1.6 

K/k 

4IP/0C 

/tea/ 

/ 

/Can 

fAMjLY 

I-l 

t 

1.203 

1.070 

1.000 

0. 

•Ih/EFP/    / 

/ 

/Can 

^S9-  2 

A 

3sor. 

2. S3 

1.0 

13 

1.3 

\/A 

AIH/F6 

'/   / 

/ 

/Can 

?Sa-  2 

A 

3S00 

2.73 

1.1 

10 

1.5 

N/i 
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S'/»t 

Itai.S^F-ii^^s £«aiuSI-L-iS5I3NS_  E-IS- 

"jOiN'E      '  <&iamS/'«ilEI  SL£ 

Mt^«l»■A^TU■'^•*  I'lS^.l      P    INt-'TU  0«I1)ES    (Gmj/ 

Ft«lL»    r>«<Iu'JJTI3w  CA.'M.         A       I.FIOMT  CAPTION      OF  TtS 

irii.     In.    ni";PLSi"E''ENTl  VFN-  N      CLASS       AXLE      MYOPO-      mON-         NIIPO-    NTr,-(0 

CiiLluFS.iay'J-ED l£al_liE.HirLE^Qt£l lUlSSLQ!*.C!»;IiQL.iIiILM  -lyPii  _5_iL25iJ.  iSilifl  tiiiOtiS  .Qii-E 6E.li  Csecu. 


A"F^IC.' 


-n-CHS 
Pirci 

MfC^P    WAGON 
H(J4f  T 
MOP-lFT     «Ar.OH 


I-2C 

•CF  ^LIN 
•p;CF<< 

•p«r''"  ktooM 

•«,)JEr    .ACO-J 


(COVTI'.UFOl 


(rFTEPIO-..TIPN   FArTiiRS   FOP 
•  i-ACFP 


-.IP/FO-/         / 
4!P/')C    /lC-(/ 


/         /CAN    FamIlV    1-2  t     1.000       1.000       1.000         0.00 

/         /CAN    «rS8-    2    A  3S00      3.08  0.3  5  I.I  3.^ 


OETtPIOPATIOS   FACTuPS    FOR    -    »IR/OC    /EOP/ 


/CAN    FAMIl*    1-/C 


>    l.ni?      1.083      1.200        0.00 


1-3 


(?5BI 

O-iF-l  IN 

ptrFP 

P»r«'P    WAGON 

MjO'FT 

HOP.'.f  T    .AGON 


PACFp    ~FO«n  SU"SI    fop    WON    AlR/nc  /EOw/ 

OP'"HN  Alk/OC  /K»-»/ 

piCJ  »iP/nc  /tow/ 

HO«NFT     VGN  Al«/nC  /top/ 


inFTEStOP-.TI0«J    FACT'iPS    FOP    -    AtP/OC    /tGP/ 


/  /CAN  PSR-  2  M-3  3S0O 

/  /CAN  t-sa-  2  M-4  3000 

/  /CAN  2S8-  2  M-fc  JSOO 

/  /Can  ?s«-  e  M-4  3-,00 


/CAN    FAMILY     1-3 


2.73 

1.0 

11 

1.7 

N/A 

2. S3 

O.S 

7 

1.2 

N/A 

2.73 

0.7 

5 

2.0 

N/l 

2.5J 

O.S 

<> 

1.* 

N/» 

1.38S      1.41P      1.000 


11 


(30".l 

MOP'lF  T 

MJP-,fT  >tGON 
maTaOOP 
M-TACOB  MAGON 


MATAOIW  (.-OP 
mataJC'^  ,;r>«. 
HOKNET  JOV 


(iiFTt;-lTO--TION  FACTjBS  FOP 


-IP/OC  /tG^/ 

AI'^'/OC  /tGP/ 

liia/oc  /to^/ 


■IP/OC  /top/ 


/  /CAN  304-  2  A 
/  /CAN  3C4-  2  A 
/    /CAN  JOA-  2  A 


/CAN  FAMILY  II 


A'.OO 

2.P7 

1.0 

IS 

l.S 

N/A 

4',00 

3. IS 

0.7  ' 

u 

1.* 

N/A 

3500 

3.15 

O.T 

11 

I.* 

N/« 

."•88   2.231   l.Q 


fl-C 

(■»0»> 

•  <*i  TAO0« 

•-- ■ a-OR  *aGO\ 


III 


•iiOR 

■J' OP  WAGON 


•MATano- 

•■!ATA0O'<  <.0« 


'UP/OC  /top/ 
AIP/<iC  /EOP/ 


/CAN  jO"—  2  A 
/CAN  J0»-  2  A 


4S00 
4S00 


(rFTEPIOP.-TlON    F<'ToPS    Fpo    .     ilP/OC     /top/  /  /CAN    FAMILY     I  I -C 


MATAOO-  APP 

MAIAl'O-.  21IR 

•JATAOOP  kOM 

maTAOO^  »'aGON 


AIP/OC  /£&,</ 

!>  IP/OC  /top/ 

AIP/OC  /'.GP/ 

,» IP/OC  /to->/ 


-.HIM-"'  H1.1.W-.  —    inrHL  ^CV—  ^ 

(UEIEPln*'I|0.<    FACI'PPS    FOP    -    AIP/OC    /EG"/ 


/CAN  J'.O-  ? 

/CAN  360-  2 

/CAN  l^0-  2 

/CAN  360-  2 


/CA^    ►AMILY     III 


4S00 
<.500 
ASOO 
<.S00 


3.15 
3. IS 


3.S'. 
3.15 
2.87 
3. IS 


0.3 
0.4 


I    1 


0.6 
0.6 
O.S 
O.S 
000 


s 

10 

7 

11 

1.000 


1.0 
0.9 


1.000       1.237       1.0f<5 


I.T 
1.3 

1.3 

1.2 

1.033 


C* 

c? 


0.00 

c? 

N/A 
N/A 
K/A 
0.00 
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2S451 


I  t     *r  ni^u(.> 


-ItilJttdKUi _---__- 


MANUFACtUPFS 

FAMlL'     Of  S I  OAil  T  I CIN 

iru.     IN.     OISPlA'-EMfNTl 

LJP|.l!rt.i_C2y^iEQ Itil-!1U!1CLF.V20FL 


.•1SP.4       «     lNf-7  1A 
r\P'>.  A       ktlGMl 

v.tS-  •«        r;  !SS        A>Lt 


r  V 

_LiMiLSI-iil5aC'jS_  C'l 

IO"AMS/«lLtl  t 

OMOES    i^^ 

CAPBAN       OF  I 

H^.un-        mON-  NlTwO-    htr 


AMf-JlCAN     "OtllPS 

IIl-C 

I3»-01 

•MATADOR 


(1211 
H.GPfOLlN 


iCOl'INUl  Jl 


•  .»ATArH»---r>P 

•  lAlADMr-^IiH 


AIP/OC    /IGP/ 
AIP/OC     /Ibl/ 


irEUPIOP-'TiC"   FAFIOSS    FOP    -    ilP/OC    /tGP/ 


G"-l  HLIi. 

M    — ^ML^^ 
|i)Flf  PIOP-TIr,  4   Fsi-T.PS    FOP 


•  IB/iX  /fGP/ 

■IR/OC  /tOP/ 

-IP/OC  /t&M/ 

-IP/OC  /tL-P/ 

ilP/or  /EG''/ 


«.''0«      3.15 
■•bOO       3. IS 


/Cah    3f>0-    2    A 
/Can   i'lO-   2   A 

/CAN  FAMILY  Ill-C 


/CAN  1^1-  2  A  3000  3.31 

/Can  121-  2  A  3100  3.31 

/CAN  121-  2  M-4  300C  3.31 

/CAN  121-  2  M-4  3000  3.31 
/CAN  '  AMILY  V 


0.4 
U.3 


0.6  10 

0.7  8 

0.9  10 

1.1  U 


1.0 
».9 


1.037   1.096   1.076 


1.24S   1.063   l.:oo 


1.1  ( 

0.7  f 

1.3  I 

1  .0  ( 


0. 


A  JO  I 

A  )01  PO  CI 
(  -)7I 
H»FO« 
M«FOX  STATION  k AGON 


A  .ri  »0    Fl 
(  971 

H  FOX 

M  FOX  STATION  VAGON 


ine  ri 
til*) 

•  1->0L^ 


•  SU'II  H'X  STATIO"  <AGO»               fl  /or     /..GP/ 

f    Allll  f-i»  STAII-IN  .AGO*.              Fl  /OC     /t'-P/ 

•A'llll  F..«  510/.H  Fl  /OC     /FOP/ 

(rtTlRIO- -TION    FACTjRS    Fou    -    Fl  /OC    /EGP/ 

AUl'I  r,i«  STATION  saGON              F|  /'GP/           / 

H     A.'i^I  t<l  StOAN  'I  /f''-/             / 

AuJl  Fj«  StOAN  fl  /E6^/           / 


100   fl 

111*) 

lt>«LS 


AVA-.TI 

GM71fij..-l 
IS*") 

•  A\(A-|TI    II 


(OETtPIOM-TION    FACTf^MS    FOP    -    Fl     /FG-</ 


•  /■'JOI    H'O   IS 
•toill     IjO    LS 


fl     /OC    /t6P/ 
Fl    /OC    /tOP/ 


ICf TIpIOP'TIOj    FACTORS    FOP    -    ''I    /OC    /EGP/ 


AUOI     lv>0    iS 
AUOI    )'0    LS 

lOf  It  .JIO-.  TION    FACT   IPS    FOB 

•  AVA'Tl 
(I  ETE^IOP' TION   FACT.iPb    Fop 


Fl     /fG-/  / 

fl    /EG-/         / 


-    ri    /EG"/ 


OC    /EG-/OTP/ 


uC    /EG-/OIP/ 


/CAN      <17-F1    A  2-.00  3.91 

/CAN      -*7-FI    A  i>00  3.91 

/CAN      97-fI    M-4  ?-300  4.11 

/CAN    F  A-«lLY     AuOI     CO     CI 

/Can      i7-fl    A  ?500  3.91 

/CAN         OT-.l     M-4  ?S00  4.11 

/CAN       97-fl     M-4  ^^OO  4.11 

/CAN  FAMILY  AUOI  CO  Fl 

/CAN    !14-fl    A  3il00.  3.91 

/Can    114-fI    M-4  3000  4.11 

/CAN    ► AM1LY    ISO  CI 

/CAN     n4-fl     A  3000  3.91 

/CAN    IW-fl    ••-*       3000  4,11 

/CAN  Family    100  fl 


U.2  2 

0.1  1 


/CAN     JbO-     4     A 


-OVO       3.07 


1.134 


U.2 
0.2 


I  .1 
I  .1 
0.8 


i.ono  1.000  i.reo 


1.2 

4 

1.2 

l.S 

6 

l.S 

1.4 

6 

1  •* 

l.COO       1.048 


t.9 
1.2 


/Can   FApIiY   GM7ICJ4-1 


1.016  1.007  1.000 

1.4  B  ! .6 

1.5  9  l.. 

1.000  1.000  1.000 

0.4  1               1.6 

1.217  1.000  i.ote 


9/ 

0 
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MA'J'IF  Ar  TU^fP 

f  A 'ti  Y   ■>f  ^IGr.tTIoa 

icu.    I-J.   displ-.'E'EnTi 


■JJO— . 


•t  I.    »:  --    L  !>•"'  I    oil 


ISF.L       P    iNt  »TIA 
vaP(i.  a        al  IGMI 

'f'l-        N     Class 
t;!imL!N.Ct»>l!aL.SISJ.E.S  -llfili  _i_lL:i»l 


CL£llCIClIifl"J-l.EJ(t.L5  — 

ti>?u.'i:^ti5sifjs_  F-u 

i.,pA  •s/-;Lt  I  ..i; 

OIDES    l'--^ 

CAPfOt       Of  't 

AXLE       >-»i;PO-      -^N-         NllfcO-    MYi): 

<itlU>  Lk^iJUi  -fiiljC  .--tea  (.kiz 


F  •.     1?0.« 
l!?ll 
H-3-"lI 


■M     1?C.9 

ll?l) 

M   J20I 


•I 'i     131.  fl 
1'2> 
•  St^I 
•*.  ircsi 


••-••..    32'  I 

H    -<M-    3/-  'I 
(Tf  Tti-IO^-TION    FACTl.PS    FOP 

BMW     3/"-IA 
J»'.     3i'M 
■<    -"y     )r  ■! 
(    fjfwio-    iio-i   rA'T^t   fOM 

•  >■'.     <,  '•      C«IA 
•.V,     S   I.'      I» 

••'•■.    Sj       1 
>-    -."J    ".J-.'    CSI 

-••<     4J.I     CSI 

ll'f TlpIO-'TION    FACT-OS    fco 


;1B/FI  /TMVFGP/ 

-ip/Fi  /iMJ/teR/ 

•  IP/''I  /im'/lGp/ 

•  IP/FI  /IHM/iGP/ 


11U/FI  /F'..'/ 

AiM.Fl  /rGP/ 

-IP/FI  /I  --P/ 

-IP/FI  /-r.j/ 


/CAN     1?1-F1  A  ^75(1  3.^4 

/Ca-4    1/I-»I  m-4  ^7S^  3.'-4 

/CAN     i;>l-EI  M-4  i7S0  3.^4 

/Can  t  AMiLY  BM*  I^.|.l^ 


/CAN  1?I-FI  A 

/Can  IZl-FI  M.4 

/CAN  1^1-F I  M-4 

/Can  f  amjly  pm« 

/Can  la^-FI  A 

/CAN  1>12-«I  A 

/Can  ir?-> I  M-4 

/CAN  l-'^-t  I  M-4 

/cm  i"2-i  1  M-4 


-IP/f!  /Tm-"/E'>p/ 

A|P/ri  /lM«/'GMi^f 

'IP/FI  /IMivtG"/ 

-IP/FI  /iM'/lGP/ 

.-IP/FI  /IHV'.P/ 

IP/FI  /TM'/iG"/  /CAN    FA'Mlt     PM*     130.8 


/rso 

7 '50 

?750 

121.9 

;<soo 

3t0« 
3r.00 
•  SOO 
3->00 


3.6* 
3.6* 
3.6* 


3. 45 

J. 45 

3.45 
3.45 
3.45 


1  .1)00 


8 

d 
1  .000 


1.0  9 

1.1  » 
1.1            IS 

1.000  1.0*0 


0.2 


U.S 

'1.3 
I  .000 


IS 

7 

14 

9 
1.000 


1 .1 

1.0 

0.0 
I  .000 

1.3 

l.S 

l.S 

1.008 

I  .1 
1.4 
1.8 
l.S 
1.4 
1.000 


0. 

0. 

0. 

O.C 

0. 

0. 

0. 

0.( 

0. 
0. 
0. 
0. 

0. 

o.c 


IML-O    k\  STIN-m(iBCIS 
p/C 

l)l». 

•M ;  4 


f/iO 

111*' 


•  ■•Gri     Cl'-VlBTmf 


UP/OC    /top/ 


lOETtPIOP-TION    FACT'OS    FOB    -  MP/OC  /tOP/  / 

H   uGx    CO-yC^TIML'  AIP/OC  /fGP/  / 

•  ..f,u    C"'-YFtJTI  «l  »  AIB/OC  /IGB/  / 

«<,'*    CuVl-Tl-LF  AIB/OC  /t&P/  / 

(r>f TFPini-.TiON  >»CT'»s  FoD  .  AIP/OC  /top/  / 


/CAN  110-  1  '-S   i'SO   5.91 


/CAN  FAMILY  I /C 

/CAN  no-  1  M-4   ?7S0   3.91 

/CAN  1  10-  I  •'-4   ?750   3.91 

/CAN  110-  1  M-4   i-7S»   3.91 

/CAN  FAMILY  H/50 


1.2 


l.COO   1.000   I. OS* 


0.4 
l.f 

0.2 
1.296 


8  2.0 

8  1.2 

6  1.2 

i.sos  i.oee 


0. 
o.c 


0. 

0. 

0.1 


fMLwr  >     JA  -MAP 
Vlp/SO 
1326) 
»J1? 

A.JS 


4.2L/S0 
»2S») 

•  X  )ft  stBi!:<;   II 


XJl?L 

«J-S 


AlP/fl  /OC  /tow/ 
AIR/fl  /OC  /F.GP/ 


/CAN  J26-fI  » 
/CAN  3?6-FI  M. 


4,00 
4000 


intTlPlO-'TION    FA^TOBS    FOB    -    A|R/fl    /OC    /tOM/         /CAN    IAmIly    V 1  JiAi. 


X  J6l 
♦IJ61 


AIP/OC    /kG-*/ 
AIP/OC     /tOM/ 


IOeifP|OM(T10N    lACTilMS    foe    -    MH/OC    /t6»/ 


/CAN    ?S<!-     2     A 
/CAN    ^S«-     2    A 


i.~00 


/CAN   f  AMli  Y    4.?L/50 


J. 31 
3.31 


3.31 
3.31 


e.6 

1.2 


1.101 


0.4 

1.3 


t 

13 


I  .000 
7 


1.2 
I.I 


1.3 
I  .2 


N/A 
N/A 


N/J 

N/A 


I    1.000      1.000       1.0**         t.o 
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liil-ytaltLLS 


FiXlL"    DFM&'i'TIO-l 

(CU.     I*".    01  VL><"t"tNTI 
CiSLi:iES-£'J:iE:iitU — 


...Uii_i!:ai:Li- 


tiHiii5I_[.ilSilJbi_  f' 

LNf-If.t       I  (C-««bS/KIi.EI  £ 

.ISP. 4.      f<    INfKTI*  0«I&£S    lC-< 

tt-n.         »      ttflGMT  C»><nON      Of  T- 

VtN-  N       CL'SS        ««LE        MTurtO-       MOi.-  NIT-^n-     HY'.- 


TX-T 


TC/iSC 
I    111 

•Mr.    ■'  I  Pf.f  T 


TC/snc 


H     M..      V.IDG'   I 
H    S^ITf  IH' 


CMfCKED 

0'71'>FI" 

H    H-BATrtON 


C-<71P  ]<.^ 
OSOl 
H*MAQATnON 


G<7in»2 
l30Si 

MiPftTHO-* 


Tk7 

CT'f  re»I(i» '710%  rjci..ws  fn»  - 

•  T^7 

•  TP7 

(.iFIt.Jin-1- ^lf|^l  farr.ws  f'^o   - 
•SPITfl-.f 

.■.i'i(---:i 


I  i<</nc  /tr..*/ 

IP/or  /c'.-/ 

iiw/or  /Kf,.-'/ 

•■.I.*/nc  /I'.-'/ 

i If/or  /to-'/ 

-IP/or  /t(.-i/ 

ilrf/OC  /tj-/ 


{lif  Tt..- in-.Tin,.    i--4rtiiws    fnP    -    41i</or    /tOa/ 


•Ir'ITFl'F 
,.  I    r,.  I 

H       '.I'.W  I 


u-'/nc  /cG.</ 
■  IP/or  /Mw/ 

■Ir</OC     /C^"/ 


(ijFTt  JlOl..' rlO.N    FJCT.<OS    FOP    -    AlM/OC    /t&-l/ 


ci'trnf  ^ 

(DETFf<in."  TION   FaCD-S    FOK 
H    CXFCXt" 

•CMtCHtH 
(uE7f  Pint.    TJC  4    Ftr7r.l<S    fnp 


uC    /F.C.'/llT-f/ 

oc  /Er..</or«/ 


'iC    /Fr.»/OTK/ 


ii»/or  /tOw/oTH/ 
•u^/oc  /tG-i/ur«/ 


AIP/OC    /t&-</OTW/ 
Jf    /E5^/UTn/         / 


/CtN    U?-    2    A  ?7i0  3,?7  0.7  *  l.i 

/C/IN    1?,?-    2    M-t      ??bO  S.fc*  C*  1  1.3 

/CeN    12^-    i    y-S      a7bn  3.90  O.*.  Z  1.3 

/c«N  fawilt  SL^/a/boc      :  l.^Sfc  l.ieo  l.ooo 


/C4N    12?-    2    M-*       ?750       3.*<. 
/C«ti    1?2-    ?    M-5      27SC       3.flO 


O.b 
U.I 


0.5 
O.S 


/C4.J    Faf.iLT    SLt/2/SOC/C 


:  1.196   l.lbl   1.0«? 


/C»N   91-  1-  f'-*   ??S0   J.f9 
/CtN   •.].  1  H-k   22iO   3.91 


o.<> 
U.3 


0.9 

0.6 


/CAN  f  AM11.T  TC/25C 

/Can   91-  I  K-fc   2250   3.89 

/Cf-iJ   vi-  1  K-4   2/SO   3.91 

/Ci.M   91-  1  c-i.   2250   3.91 

/CAN  Family  tc/50c 


:    1.170       1.210       1.000 


u.S  1  1.6 

0.5  2  1.0 

1.6  S  1.0 


1.3<.3       1.000       1.090 


/CAN  F  4»iIl.Y  &M710FIM 


/CCN  "jSO-  <.  A 
/CAN  J50-  «.  » 


/Can  family  GM7ioj'.S 

/can  JOS-  2  »     '.'.00   3.07 


1.000       1.000       1.066 


IDf  7l«inic.IinN  FifTrPS   for   -   uC   /fG-i/crw/ 


/Can  family  GM7inY2 


1.113   1.000   1.000 
0.6     13      l.<> 

:     1.000       1.000       1,000 


•.    i 


/ 

/CAN    250-     1     A 

i>noo 

3.07 

0.7 

13 

1.9 

0 

/ 

/CAN    c50-     1     A 

kOOO 

3.07 

u.e 

11 

1.9 

0 

V 


i=.00 

3.07 

U.<> 

12 

l.S 

C 

<...oo 

3.07 

0.2 

1 

1.3 

0 

ChpvqlFp 

CT-225-1-FP 
(."Si 
M»Cf  4AP0N 
H*ASPFN 


•OLyMOiilM    VOL  ^PF- 

•HL  /V'iurn 

M  c^*.,  y«;li  -^ 

•PI    VkOU  I  r< 


:IW/OC  /to-'/ 

r.  iK/nC  /do-(/ 

-IP/OC  /rO.J/ 

ilP/OC  /tOP/ 


/Can  ^25-  1  A 
/Can  <-2i-  1  A 
/Can  225-  1  A 
/CAN    225-    1    M-3 


<.OBC  3.23  I.*  2 

".iiOO  2.7o  0.6  7 

<.nOO  3.23  0.9  10 

tOOO  3.23  0.6  "• 


1.3 

N/t 

l.<. 

U/l. 

l.*. 

( 

1.0 

N/.-. 
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It.Ll_iEL:;i.L£S 

MAN  IFArtt'.'FP 

f  l.y[>  1     .^«SI0'liTtO  I 

tr'j.   IN.  nt^>'L»'"t>'ENTi 
Ci-'.lSLi.CQiFs-tL' I!:iIJif::L:LC_lCDFl -:^IS5Lj5!.C:!t;l!lCL.SISIFM 


ClPUCltil  lUU-LCitLS.  „ 

F  Vrt-' 

1 _£«Mayi7_t»issx2NS_  f"is- 

ijcI'iE  1  (r.>.AnS/"!LEi               SL£ 

I   IS". I  W  INtPTiA  OXJOES  (Gi-S/ 

C».<t'.  A      fcf  IGMI  C»PinN      OF  IE'; 

»fN-  N       Cl  AbS  AXLE        MYijPO-       "ON-           NITPO-  MYOPO 


-WYtLFP 

..•AsPl*.    wT.nN 

-■■:)ipi  fi>-5T 

M*v  .L  ^^'E 

-•v  .(  tPE    .AOnri 


(COMIN.'E-ll 

•'>0'  r-F 

•  PLY"'>t'It'    VOL-iPF 


{r-FTtuKii.  >Tin.j  F«ri,,ps  FOB  -  AIP/OC  /tr.j/ 


[J/nr-    /K.P/ 

/ 

/C«N 

ri^- 

1    ►•-3 

1.000 

2.9<. 

IP/OC    /to-'/ 

/ 

/CAM 

.-'25- 

1    "-<• 

til  0  0 

3.21 

/CAN    FAMILY    C0-2?'.,-l-FP 


1.3 
1.* 


1.^12       1.000       1.000 


N/A 
N/A 


C"i-3I  --'-r.p 
IllM 
..>L'^'^PIlt. 
...C'^*''.nj* 

M  s  s  V  oc  I.. 

>.•»•. .■•^^     fcfr..)M 

MTtPi.OMA' 

M*ri:3.  {'PAY     .iA^.nN 

^•M  i:  't  o 

V.c-A-f.EP    SF 

H'V   'LA"t 

w«v  ^l  ^.-'F     >A'*.Oi 

M»F.    h.Y 


•  '.n  >(.F. 

•  PL  Yvool'     VOL  ^PF 
•puyoii'*- 

•=LY»-'ll''-    VOL'.VF 

•  ri.l'>r.F       «;..*f  •: 
H     10  lOt       *.Pt;: 


('  s'TE.'I01--TI3N    ri."T'^PS     Fno 


"IP/oc 

/t(>"/ 

/ 

/CAN 

31->- 

2    « 

".''OO 

2.71 

J.  3 

3 

l.o 

N/A 

•IP/or 

/F  -.->/ 

/ 

/CAN 

.ll«- 

2    * 

<.noo 

2.76 

0.3 

b 

c.s 

N/A 

'IP/OC 

/t'w/ 

/ 

/CAN 

<ia- 

2    « 

<.-,oo 

3.21 

U.» 

i 

1.2 

N/A 

■■IP/OC 

/Fi.J/ 

/ 

/CAN 

JM- 

2    A 

-000 

2.<.5 

0.3 

S 

I.I 

N/A 

■■IP/nc 

/>■'.->/ 

/ 

/CAl, 

IIH- 

2    • 

fjOO 

i.21 

J.3 

2 

1.2 

S/A 

.^/n- 

ItA'i' 

/ 

/CtN 

Ji.^- 

2    A 

iiOO 

3.21 

O.I. 

7 

1.5 

0 

Jio/fir  /Ft,p/ 


/CAW   tA-ILY    CD-31.<-2-C.P 


1.276       1.1(16       1.199         0.0^ 


.T-Ol 
-.C-.5-10.JA 
-•C-'-'.'.LEP 

w     AtnF\i 

«•  A.-Ok  \    V  AGON 

V,VM-.J-,CO 

^my'ii\C,ri  .AC'On 
.-•u.'Y^l  Ki:nACO 
H*P  -YfL     V>.AC't    bAOON 

•-•v..L'PE 

M»V    I  A-^E    .AOON 

w»F.  .«Y 

--•F     WY     WArON 

...•O^A'i    Fu^-Y 


•  C-iyYSl,  .  w 

•1(1  ir.F. 

•  Cr-YCiL-O 
•PLY"0.;I«    V.ILft.'^ 

.idiir.F    '. cofv 

H».>L  YMOll!  N     VOLi^F 


iIP/OC   /Er..(/ 

/ 

/CAN 

3hO- 

<•     A 

'.'~00 

2.71 

0.3 

1.0 

N/A 

.^IP/nC   /EOP/ 

/ 

/CAN 

Jf.O- 

<•     A 

5000 

2. ".5 

3.2 

1.3 

N/A 

tIP/oc   /tOP/ 

/ 

/C«N 

J^o- 

4     A 

5000 

J. 21 

0.3 

I.I 

N/A 

■•  I«/OC    /F(-i/ 

/ 

/CAN 

jhO- 

<*    A 

..SOO 

3.21 

O.fc 

1.1 

N/A 

IIP/OC    /tOP/ 

/ 

/CAN 

J^O- 

(>     A 

<>000 

2.71 

0.?' 

0.9 

N/A 

AIP/OC    /t(iP/ 

/■ 

/Can 

J>iO- 

(t    A 

i500 

3.21 

0.3 

).6 

1 

C"l-<.<.r--'<:>-FP 
(kcOl 

•  "•''NSCO 
•filOY 


(nETEPIO>-'II0'-    F^riliRS    Foi,-    .    «I«/OC    /EGP/ 


•  lOor.F 

•PL  YMilllTH 


tIP/OC    /EG"/ 
-IH/OC    /tO"/ 


/CAN    FA^>ILY    CO-3^0-<.-C.P 


/ 

/CAN    «.1.0-    4    A 

5000 

2.71 

/ 

/CA,    -»0-    «.    A 

5,000 

3.21 

KEItPlO-'.IlON    F«rl.i5S    Fop    -    4IP/0C    /EG-"/ 


/CAN    FA-ILY    CU-'".0-4M.J-FP 


1.2S9  |.35<.  1.015         O.Ot 

U.A  4  1.4  K/A 

0.3  3  1.4  N/A 

1.524  1.105  1.000         0.06 
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NOTICES 


2^45; 


1977    mOjFl    y>  ;  .-    (.  lo-^l 


iIY      VtMiLLL^ 


._£5jaiatiJii;.'-LUUi 


.USl-ltcKUS -- 


.£ 


I 


"•AH\1FACTU."EP 

family  "f"; 
iru.    Is 

CitL 

C»-P»SLf  P 

CD-441-4SI 
1440) 

^•C-Py 
m»Pi)YA 

M'S-**'. 


I5P.I      B    l>,f.IlA 
iC-v.iTmif.I) 


ts^ti'Si-trissiiiS—  r- 

(C-'-amS/»ilEI 

OaIOES    I. 
CAP-ON       OF 
Cl'SS       A«LE       nYuPO-       "On-  NIIP3-    '> 


•  0€P 

SLFP 

I     mynaCO 
FUPY 


•C->WTSltK 
•  ,,.)•  JF.E 
H    •CM-YSlIP 
•C-fYSL.S 


MtJ/PC  /EGP/ 

/,|P/nc  /li.x/ 

ilM/OC  /to«/ 

-IS/OC  /EuP/ 


/ 

/Can  ~40-   4   A 

5500 

3.21 

0.4 

4 

1.5 

/ 

/Can  4*0-   4   A 

•■COO 

3.21 

0.3 

3 

;.3 

/ 

/CAN    »40-     4     A 

5-CO 

3.21 

0.5 

6 

1  .e 

/ 

/CAN    "40-    4     A 

5500 

2.71 

C.2 

9 

i.i 

N, 


(.,ETFPI0".-T]0N    Fid.  PS    FOP    -.  IP/OC    /tO"/tOP/         /Can    Fa-IJlY    CD-«40-4SI-&tP       :    1.824       l.2e.*       LOSS 


r  A-4nc-4-iE 

(4001 

C.'pnoriA 
C-oy-LE- 

C-'PY^LF..     wf.'^N 

K-xnCd 

C-.A.'OEP    5E 

MONACO        Af.ON 

B.iYAL     Ml.l.ACO 

BOYAL     M.'NAC')    .AGON 

F-.PY 

FliOY     nAr.ON 

&WAN    F(l.-Y 

0"AN    Fll-Y     ..-.GON 


.3»n-4-rE 
(3-0) 

ASPFN 

AtPIN    «Ar,ON 

MONACO 

VOL«t-E 

VOLtPE    l««(jON 

F.IBY 


'">--»SLiP    'E» 
C-YSL:  p 
PL  YMOiiTf 

C"~YSLuP 
..0:..GE    ■  AGON 


'"  / 

■-M  / 

C  / 

(L"  / 

.-1  / 


(.'ETfPlOf.'YION    Fi-TOBS    FOP    -    f«    / 


rio'.jr.f  ■  ot./co 
lorir.e 

PLYMOUTH    VOLiPF 
iKlnGf    iSPFN 


(Ci«  IF.VIOP  'HON    Ftri.-pS    FOP     -    V.C     / 


r-'-4on-4-cr 

(40OI 

COPf^OBA 

C-py'lFC 
C"RYCLEP    Jtr.ON 

MONACO 

C-'A-GEB   <;t 

MlfiiCO  -AGON 
BuYAL  PO.^ACO 
B.)YAL     MU^^AC)    aAOON 


PLYMO.IIH    FOPY 
Ct-YSLtB 
C^.'YSLt  P 
CHhYSL  rp 
C'VSLtP 


/Can  -co-  4  A 
/Can  -33-  4  A 
/Can  -f^O-  4  A 
/Can  -30-  4  A 
/Can  409-   4   A 


5500 

"SOO 
"500 

5roC 
5C00 


3.21  1.4 

2.45  1.3 

3.21  1.3 

2. "5  1.2 

3.21  1.3 


U 
9 
9 

* 
10 


/Can   family  FA-4GC-4-NE 


/C/\  (amIly   Ft<-36r-"-CE 


2.0 
I.J 
1.3 
2.0 
1.7 


1.216       1.695       l.CCO 


•vC    / 

/ 

/ 

/ 

/CAN    jhO-    4    A 

4500 

3.21 

0.2- 

7 

2.0 

JC    / 

/ 

/ 

/ 

/C<N     J60-    4     A 

4,00 

3.21 

0.3 

5 

1.6 

•  iC    / 

/ 

/ 

/Can   jfco-   4   A 

4(;U0 

2.71 

V.3 

5 

1.8 

OC     / 

/ 

/ 

/ 

/CAN    J6tl-    4     A 

"000 

3.21 

>J"2 

5 

1.4 

1.000       l."20       1.000 


AIP/OC     / 

/ 

/ 

/Can  -00-  4  A 

4^00 

2.45 

^..4 

4 

Aip/or  / 

/ 

/ 

/CAN  -10-  4  A 

5uOO 

2.71 

0.3 

4 

-IB/nc   / 

/ 

/ 

/Can  -"0-   4   A 

5100 

2. "4 

0.5 

5 

ilP/or  / 

/ 

/ 

/CaN   -00-   4   A 

■..5OO 

3.21 

3.3 

2 

AlP/OC     / 

/ 

/ 

/LAN    "00-    4     A 

"500 

3.21 

0.3 

" 
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.^^211EiC«Il£-..LLia.l.5 


FAMILY    .^Fc;lG...-TIO'l 

ICU.    I'J.    ni^PL  ""ETNTl 
Ci;LlNFS.ro^r.r2 ...IFiI.yt:il;LE.JU^n.- 

Cr-PYS^fP  (CO^TI^.llF:^| 

F   •*» 


IFSLit-L-iCL^S 

■•..-I-.E      J 

I^P.i       R     iNtPllA 
LAl-t).  A        •tlG"l 

.fE--          N      Class      ajiE      my  ;po-      "On-        niiwO-   mv": 
LSiSs;;.j.t:v-^T|^2l._VYiiEM  .i:Jt:s  _5_iLs5Al.  SilU  CtrWtiS  -CiiCE 6La  Zth^ 


_ii:;i'^51-i.r;siiL"Ji_ 

(C-"A"S/"lLf.  1 

C»IOE j 

caphon     or 


f  "IS- 

IE' 


F'.Py    ^tr■■^\ 
C-.f     F1...Y 

G-'i  J   Fu^ Y   4Aror; 


(I'ETr-'IlP     TICN    FACT. PS    FOP 


.4<..?— o-DE 
("-01 

C..av<;LF» 
"    \;C0 

B-YlL    M.  *i/-CO 
F.'PY 
G-i-    Fl"Y 


F..-44n..-.ST-Cr 
(440) 

C-Pvt.LfP 
C"iP*SLEP    '.A'.rN 
s'v'.L  -"saco 

OnYf.L    ►•"VAC'i    kAr-ON 

6-«  I   FllCY 

GP4N    Fd'-Y    k.l'.O*.' 

( 


PL  Y^-OllT^- 
FLY''0jI'- 


MP/OC    ,' 

/ 

/ 

/CtN 

ir  /      •/ 

/ 

/ 

/CAN 

"C   /       / 

/ 

/ 

/CAN 

-«.oo**.-CF 


USU       l.b*.&       1  .000 


5000 

2.71 

3.2 

1 

1.9 

N/A 

5CC0 

3.21 

'...2 

2 

l.S 

N/A 

•FTFJIO1--TIOM   fact;  iS   FOP 


/Can  Fa'-lLV  F"-fc*iC-*MP-OE 


1.000   l.OOn   1.011 


aip/oc    / 

/ 

/ 

/CtJ    "-0-    4    A 

"^00 

2.71 

y 

3 

2 

2.0 

N/A 

AIP/OC     / 

/ 

/ 

/CAN    "«0-    4    A 

5S00 

3.21 

r 

7 

9 

l.a 

l>/A 

•'IP/OC    / 

/ 

/ 

/CAW    "40-    4     A 

5^00 

2.71 

.; 

4       » 

2 

2.0 

N/A 

aiP/OC    / 

/ 

/ 

/CAN    4"0-     4     A 

5(00 

3.21 

(j 

3 

2 

1.9 

N/A 

Jip/or  / 

/ 

/ 

/CAN    "40-     4     A 

5C0C 

2.71 

0 

S 

J 

l.S 

'./A 

Fn-r?=-l-A 

(225) 

ASPFN 
M.1..-C0. 

V(JL'PE 
F   'PY 


F-1.225-1-C 
(225) 

ACPFN 
V'lLAPE 


(225) 

LFflAOON 
ASPEN 


OEIt  JIO"niON    FArl.Ob    FpP    -    /.IB/OC    /         /         /         /Can    (AmIly    Ff-440-4SI-Cf 

rioi^'-F   fcpEM 

PLyOulH    Fl)OV 
PLY-'IOIm    VOLAPli 

00' OF    :.<-vfH 
ply-ouTh 

irETEPlO"«TI0N    FACI.-RS    Fob    - 

i)oor,F   A^pfN 
PLY"0l.1-    V3L<PF 

Pl.Y^'OulM 

llOOGE        .:SPfI) 

P1_YMOll)M 

lOETEhlOP  TION  FACI,  Rs  FOP  - 

PLYMfU'lM 
PLY^'0(;)H 

PLY'-nuiH 

()OH,r    fSPtN 


1.590   1.000   1.000 


-IR/OC 

/EGP/ 

/ 

/CAN 

<r2S-    1 

A              "000 

3.23 

-.. .  A  - 

7 

1  .8 

t./A 

AIP/OC 

/EG-/ 

/ 

/CAN 

y25-    1 

A              "OCO 

2.94 

O.H 

10 

1.7 

N/A 

AI'/OC 

/tGP/ 

/ 

/CAN 

c"23-    1 

A              4000 

2.76 

V.<i 

1" 

1.4 

N/A 

aiw/OC 

/EG"/ 

/ 

/C»N 

225-    1 

M-3      4g00 

2.94 

1.1 

12 

1.8 

N/A 

MR/OC 

/tG-l/ 

/ 

/Can 

r25-    1 

*'-4       4UC0 

3.23 

0.9 

6 

1.6 

N/A 

AIR/OC 

/top/ 

/ 

/Can 

FAMILY 

FD-225-I-A 

: 

1.000 

1.000 

1.080 

0.0 

AIP/OC 

/EFP/ 

/ 

/CAN 

225-    1 

A            3'.00 

2.76 

0.5 

5 

1.7 

N/A 

»ip/or 

/EO^/ 

/ 

/Can 

22,-    1 

A            3->00 

2.76 

'.6 

5 

1.3 

S/A 

tlR/OC 

/FGP/ 

/ 

/CfN 

.25-    1 

'•-3      3500 

2. "4 

1.0 

10 

2.0 

N/A 

ciB/or 

/f  GP/ 

/ 

/CAN 

^25-    1 

v-3       ?500 

3.23 

1.0 

H 

1.6 

N/A 

MP/OC 

/toP/ 

/ 

/CAN 

£25-    1 

M-4       3S00 

J. 21 

1.1 

« 

2.0 

N/A 

AIP/OC 

/E6P/ 

/ 

/CAN 

FAMILY 

FD-225-1-C 

1 

1  .000 

1.000 

1.021 

0.0 

A IP/OC 

/tGP/ 

/ 

/CAN 

225-    2 

A            "OOC 

3.23 

O.S 

7 

1  .6 

N/A 

AIP/OC 

/^&P/ 

/ 

/Can 

Y^25-    2 

A            4C00 

2.94 

0.9 

9 

1.4 

N/A 

-IP/or 

/tGP/ 

/ 

/CAN 

225-    2 

A            "COO 

2.76 

U.R 

13 

1.6 

N/A 

»IP/OC 

/to.-/ 

/ 

/CAN 

225-    2 

M-4        "000 

3.23 

0.8 

II 

1.6 

N/A 
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NOTICES 


flMllT    ilf  ».?I".N'TT1  J 

iru.   IN.  ois^'i  trt-f  r,ti 
tl£Ll!»£.5_raiLttB IiiULJl:i£--ajCL-. 

«y"-k  <»onN  "lOC-E  ;<->'t''^  .iH/oc  /t(.-(/ 


_Ii'^l_iiJitLLi £lS£A!SI_LlXSiI:iS_  f -  ' 

tti.I'jE       1  (0-*>iS."-IlE1 

;  isf-.t    i-  iNt-.Ti4  o>  IDES   i:- 

Ctait,  «       MflOMT  C»'<'!t.N       OF 

VK'i-  N       C1.4SS       »»LE       Mrlkn-       HON-  (.it-JO-    HT 


/C4W  ^^'i-  ^  x-*.    <.ooo    3.?i 


/Ci-i  f4«ili.y  rD-??S-?-C 


1.0 


16 


?.0 


!     l.COS       1.03n       1.09? 


rn-3iH-?-r 
niP) 

l^l>sPO^ 

4SPFN 

4:^P1U    W.-&ON 

niPI  OMAT 

OIPl  "MAT     J«CI".\ 

C-<»-'OtP    •nE 

PtYtl     MA'.tCO 

V  ;l«"E 
F'BY 


Fn-3<>i-?-c 

LF*APO>« 

C-<PVSL£P 

»SPFN 

(SP'N    WAOdM 

0 1  PL  0««  t 

DlPLflM*'     ■<•  .DN 

"If  '.CO 

CM«"r.tP     St 

MOM/.co  .ar.'i^ 

OftVftl.     H(*M*CO 

V  n  "'E 

V'lLtuE    .lOON 
Fi.PT 

Fjpr  dtcaK 


PL»-Olllri    VOL'SF 
^t  T*'1"lH 
•  >'AK.F. 

L'Mnf-E 

PLYMOUl"    VOL'''PE 


iiB/nc  /tr.p/ 

'.I*/nc  /E&</ 

1.I9/0C  /Ft..</ 

..H/or  /EC.-/ 

i.  iwynf  /Ei.^/ 


irf  TtVIU^aTIOli    F'.CTiii<S    Fc;-    - 
mvr.F 
Dt.ijr.E 

PLTWOuTM 


iM/nc 

/tOJ/ 

/ 

IP/'^C 

/t>..J/ 

/ 

la/oc 

/t ;.«/ 

1 

l=/')r 

/to=>/ 

/ 

W/OC 

/EG-'/ 

/ 

Iif/or 

/i<ft/ 

/ 

/C^^   Jlii-   Z   < 
/C«.'»    31o-    i    k 

/at  Ji«-.  ?  4 

/C4N    Jlij-    2    K-3 
/Ctr,    31-1-    2    »-* 


<.000 

?.71 

O.t 

6 

1  .e 

i^iOO 

2.71 

0.6 

1* 

1  .6 

4000 

?.'.S 

0.5 

9 

1  .6 

<.boa 

3.?1 

o.« 

* 

1  .A 

1000 

2. "J* 

0.7 

9 

1.4 

/C«N    fAMlL"    fO-3le-2-C 


/C«N  360-  2  A 

/C:.^  3^0-  2  A 

/CAN  3S0-  2  A 

/ClN  J».0-  2  A 

/C4N  363-  2  A 


kOOO 
*S00 

sooo 
4ooe 

5000 


3.;l 
2.45 
2.71 
2.45 
2.45 


.099       1.000       1.095 


0.5 
0.4 
0.6 
O.S 


7 
7 
S 

11 


1.7 
1.7 

1.4 
1.4 
1.9 


K/ 

^/ 


(1  £Tt-IO"-l  ION  f^CT'.PS  tow   -   'ic/nc   /fr.w/        /        /Can   jamily   F0-3A0-2-C 


1.000       I. 000       1.030 


E»C4LI1u!»    AjTOS 
12B-0 

1454) 


|i'FTfm')WATI()-i    taCLrfS    FfL 


/         /         /  -54-         A  4S00      2.73 

/  /  /  h4HIl.Y     12P40 


0.2  3  ('.2         N/ 

1.100       1.100       1.100         0. 


MAN  ;F4CTU<F» 

Hk-JlY    J» s !&»•.•! I Oi 

icu.   IN,  nisp^irEMf Nt> 
L:=Li£iE.5^i;iC£tQ 


lCi.I_i:E.tllCLF.-.2^'Fl 


Fv 
ILiT   vL-lLLLi Fi!:UiSI-i.UlSS12jS_  E^l 

tNr.lwE       T  (G«4MS/.(ILE1  S. 

ilSP.l       H    iNFStlA  CXIOES     l!i« 

CArffc.         A      fcFIOrtI  C4.<i<0N      OF  T: 

,E^K  >t      CLASS      AILE      MrofO-      WON-         NITIO-    »Tj- 


rEBPtuj 

F    10»-    A 
11791 

H  oiin  3«"  CiT-4 

H    F-P^4**I 


jp.n   l..a   r,T   4 
n   Fti'MA-*!    3.i<   '■.T<; 


(r.EIti.lri-.TlO'i    KACT'PS    FnP    -    i,H/T«i/ 


.-.I^/TH-/ 

/ 

/ 

/Can    1  7'<-    8    w-S 

3=-00 

3.70 

•1.S 

t 

0.3 

0 

AH/T-i-  / 

/ 

/ 

/C4N    179-    It    M-5 

3500 

3.70 

0.7 

14 

C.8 

0 

/CAN  Family   F    106   A 


1.000       1.000       1.009 


FIAT 


1     791 


I'f'-fCI 
(    7<J> 

•  l-'8 

•  l/K    WAOl'N 
•«I/9 


I  1071 

M  111  ►iP»Fin.ii 

Fi    131    FST«tF    .46n«i 
K    LASCI«     -    '  ' 


12. tf,- 

'f  1  300    4  IP 

jH/ 

/ 

/ 

/ 

«!/•. 

..I"/ 

/ 

/ 

/ 

Xl/o 

.!»»/ 

/ 

/ 

/ 

ir'tTEi'lO'-TinN  tACT'WS  fop  -  .-w/       /       / 

•  12*-^EP-':l'*0n  "I1-/0C    /         / 

•  <l/0  .-.IP/OC     /  / 


<'ietf.jI(i«.-tion  FfCT  p^  Frp  -  .ic/or  /  / 

l?k    S>-Jl-T    SPI'lFw    IHOO  Jl»/EC-/  / 

131    ►s'.M'  :l->/rr,i-/  / 

13|Ml,  ;.f  lii.<I.*r.y  .iH/fr./  / 

(1    L»"iCI«    "fT4    Cf^f*    IMun  iM/FT"*/  / 

L4..CI4     S'TA     1."1U    C'l'iW.  i.I»/rG^/  / 

t4«-IA    rfTA     SF^A.,     IhOO  -IK/Fr.-/  / 

131"l-'-F  10-11    4-iP  :.\A/^.'<-'/  / 

(rFTEWlO^-TlON    FAPTi.PS    Frw  .    tlH/EL,-/  / 


♦  m    FST«TF 
•1241.^1.  f-<Iinn 
•LA-iCI-    rfTA     H-YO    COUPE 
•Liirl"    t-tlA    SCO^'ION 
•131    KSlAfF 

•(.anCIA    4M«    (joO    SEOav 
.(.IMCIA    K£t4     CCOPPION 

(,.f  Tf  1-ICW..TION    FArl   irfS    FO- 


l32-r:i 
(107> 

•  I  ll   >/lp«f  lojl 

•111     fiTie     ^ibfW 

•  1.^4    «,PO"T 
•LAfjrlA    t-FT4 


-iw/or  /t(.j/ 
iIi/OC  /\.vt/ 
.Mk/uC  /f3.</ 
ilw/OC    /EC*/ 

-iH/nr  /E3P/ 

.-.  IP/flC    /Ej»»/ 

-  .ii></oc  /tw/ 


/C4M  79-  2  »-4  2250  3.76 
/C4N  79-  2  H-*  2^50  -..42 
/CIN   79-  2  «-*   2250   4.42 


/CAN  f  AXIL»  121" 


/CAN   79-  2  "-4   2250   3.76 
/C4N   79-  2  M-4   2250   4.08 


/CAM   f4><IL»    12C-CC1 


/CAN  107- 
/Can  107- 
/CAN  107- 


/CaN  107-  *»M-5 
/Can  lu'-Xx-S 
/CAN  107*  ^-5 


/Can 


1.1 

10 

1.6 

N/A 

1.2 

13 

1.4 

0 

0.3 

9 

1.4 

N/A 

:  1.049   1.061   1.000 


0.2 
0.3 


11 

12 
9 

13 
« 
7 

13 


20*   1.000 


1.2 

1.1 


1.000   I.UOO   1.000 


1.9 
1.3 
1.5 
1.3 
1.3 
1.1 
1.2 
1.009 

i.2 
1.0 
1.2 
1.2 

1  .1 
1.3 


S/4 

N/4 


N/A 
\/A 
f./4 

c 

N/S 

N/A 
N/A 

0. 

h/A 
N/t 
N/t 

N/1 
N/4 
N/A 


/CAN  fAMlLt  132-CCl 


1.000   l.OOf   1.000 


f  l.oOlCd 


•f  |r<,TA 
lOETtVn-'-TIrlN    F4r:T..-Ji    ro9 


iH/CC    /tOw/ 
'li</.ir  /i&H/ 


•FIESTA 


-all 


/        /Can     9(4-   2   ►'-4      2000      3.5»  0.2  3  1.1 

/  /CA.J    f  AMlLY    F1,6G1CV3  :     1.122       1.14?        1.000 
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£llU.L_ILOLJ.U£ii. 


"4';  irATTU-TP 

F4mIl»    ■,F<;I6n«7  10s 

iru.   IN.  risoLJC 
C3?'.i!«:;-£Qi"- 

FiXSO 

FIF«TA 


ftNT) 

(COMlMj£ll 

FItcTA 


.Ilil-VtalCLiS 

i -.'.I-.E      1 

.lie. 4      G    lNF  =  n4 

(.14b.  A         HflGKT 

vfN-  H      CLlSS       AXLE 


a-HA-SZ-lLEI  i 

OMDES    !()>• 

CAI.90N      OF  1 

HYvl.0-      "Oh-         MTiiC-    nyr 


_-  filiSlJU-CUtlliflL-SISItB  -lUilS  _i_iLi5U.  aUi2  U.:i2'ai  -iiluE tUi  Cti 


F?.341Cv) 

(140) 

•PtNTO 
•PIKTO  k.-.-iON 

•  ".iSTlNf-    II 

•  •i  IB'lT 

•  H^nflT    .400'* 
•C'P-I     II 


FJ.34  1C.S 
(  I  4  0  1 
►.    PINIO 
-    PINTO    V^GON 
H     M.1ST4NC.     I  I 
M    6   IPClT 

H    t..ir'".4T    .4GnN 

M     CaMPI       II 


F?.3B1C>/1? 
1140) 

CiP->l     II 


F2. 3niCv5 
1140) 

PINTO 

PINTO    w^r.ON 
M.i<;TAf.r-   I J 
B-'BCAT 
BosrAl   .Ar.Q-j 

C4POI     II 


-IW/OC    /l&J/ 


IOFtF.'IO"    TUl.^    FACT.iiJS    Fop    -    -IP/lC    /t6^/ 


•pInTO    '.TlTin  1 
•^v-»C4T 

•  C.-t^I 

•  .-IjTO 
•PpjTd 
•CSPPI 


'.ip/or  /to-i/ 
■.  ih/or  /tc.j/ 

•M^/OC  /E  (■•.</ 

Am/OC  /tin/ 

-IP/OC  /kGK/ 

SIP/OC  /IGP/ 


(Of  tl-K'-     TUN    FaCTiXS    fob    -     •IK/CC    /EG-'/ 


iHiTiN.    II 

Pl.TT 

Hli-ClT 

"JSTAN,.    11 
"    Ci.^"^ 

PI  ITO 
H    f^l   jio 

(I  t  TF'iTO'-i  TION    FlCTufS    FOP 
("ETt-IO--TI0'«   F4m>*S    FOP 

C4PPI     II 
C4P>'1     II 

([ETEwIOp-.TIun    F1CT..S3    Fo« 

PINTO 
•.USTA.,..-  II 

fippi 


oc  /Fr,J/  / 
oC  /EO-./  / 
.iC  /FG"/  / 
lIP/OC  /tC.J/ 
tIb/OC  /Eg-/ 
IIB/OC  /tGw/ 
llh/OC    /EuM/ 

nC  /f  &-/  / 
«I.</OC    /EG"/ 

•••IB/OC  /EGB/ 
4H/CC    /EGB/ 

-IB/OC    /EG^/ 

«IP/0C  /EG9/ 
JI-/OC  /to-'/ 
lIK/OC  /IGB/ 


/CAN   9--  2  "-4   2uCC   3.58 


/CA.\<  family  r  1.6H1CVS 


/CAN  l4C- 
/CIN  140- 
/C1..J  140- 
/CAS  14U- 
itfH  1«J- 
/C«N  1-0- 


M-4 

M-4 


3000 
2750 
jrco 
2750 
3ri0C 
3>}00 


/CAN  >  AMlLY  f 2.3A1CV1 


/CAN  140- 

/C4N  14(1- 

/C4N  l40- 

/CAN  140-  2  M-4 

/CAN  140-  2  C-4 

/CAN  140- 


2  A 

2  A 

2  A 


2  •--» 


3000 
31-00 
2750 
30CO 
3CC0 
27b0 


3.18 

S.l" 

2.73 
3.16 
3.22 


3.10 
3.1" 

3.ia 

3. IB 
3.22 
2.73 


/CAN  140-  2  ►'-4   2750   3.18 


/Can  t  AxlLY  F2. 3A1CV5 

/CAN    FA-ILY     F2.3AlCk5 


/CAN   Fa-IlY   F2. 3eiCY12 


/Can  140-  2  >"- 

/CAN  l40-  2  ►■- 
/CAN  1.---  ?  -- 


2750 

3000 
3000 


2.73 

3.1b 
3.22 


1.914       1.462       1.C60  0. 


0.4 
0.6 
0.4 
L.5 
1.1 

0.4 


.2 

J. 6 


I  .7 

0.9 


/CAN 

1«0-    2    •<-* 

jOOO 

3.22 

1  .1 

/CAN 

140-   2   >'-4 

3000 

3.44 

0.9 

1.1 
1.1 

0.9 


1.5O0       1.2PS 


15 
11 


12 

5 


1.034       1.000 
1.19K        1.004 


0.9 
0.7 
1.1 
1.0 

0.8 
1.0 


1.161 

I  .- 
O.d 
0.9 
1.6 
1.2 
I  .8 
1.4 

1.000 
1.026 

1.9 
2.0 


1.582      2.16n      1.11<5 


1.8 
1.6 
1.3 


N/i 

n. 


(i'ETtPIO'.TI.IN  FACIIPS  FOR  -  -IB/OC  /EGV/ 


/CAN  f  A'<1LY^2.3^1CV5 


I  1.454   1.274   1.000 


F2.o-'VlCVl 
II  71) 
•PINTO 


•PlMTO  .f.iO.« 
•CAPPI 


IB/OC     /EG.J/ 

/ 

/CAN    )71-    2    A 

3';0C 

3.00 

0.3 

b 

0.8 

IB/OC     /tGB/ 

/ 

/CAN     171-     2     A 

3000 

3.00 

0.2 

2 

1.4 

IB/OC    /E6-I/ 

/ 

/CAN     1 71-     2    "-» 

30OC 

3.09 

0.3      . 

3 

1.0 
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>'A';:'rtcTJ-'F» 

r»<»ii  »  T  tiGv  Tt"  1 

Ifi.     I  J.    niSPLK 

c^i£i.iyt-_coit 

Fr»5 

*PI'.TC    S'.''-ON 

♦  vieTlNO    II 
•4- jr4T 

•  ?  I--M    .AGO  1 

•CiP.-:  II 


E'lENT) 

etii IFiIJ(F;;ljr.).r_-..!JijCj._ 

iCO'.'TINJf  1) 


lEiUYE-aULtS 

•  N'.I  .£       T 

"IS.;. 4      •>    I«E-7IA 

LAMd.  A        MFIGHt 

"IN-  N       CI  ISS       ajlE 

i!ilSSIi:i!-CQ!!l!iQL.iYilL3  -IVtlS  _5_iLcSa  HtltS 


CD:llUU.I12a.LFiiLLS 

FVAP. 

._!;£^4i..si_t.^SSiQ:iS_  r-is- 

(OPA-S/-ILE )  S1Cn< 

OaIOES  (G«>S/ 
CAkT<r>s     of  TEST) 

MYDBO-   ►'ON-    NITRO-  KYPiO- 

CAi!125x5  -SUUt VJi  CtSi'-NS 


F?. 

-='C.5 
!  !  71  1 

Pt.FTO 

spiTO   •,;.! 

'■•ON 

V  S-'NO 

1 1 

4    i*r;.T 

«  ■'  riT    1  . 

\r-y 

CTVI       11 

rso 

O'lCVS 
IP-0) 

v-vi  =IC»^ 

:>..£  ,aDa 
C.»'FT 
•"?•  4«CM 

r25 

"ICJl 
l,-".0) 

•  ^•^V'^1C■^ 

•&-4-  4DA 

•  C  '-FT 

•  -"'hiPCH 

r?53.llCvS 

l?SO) 

M;vrK  IC 

O-'A-ilO* 

CT'!  T 

momfCm 

(LETEBIO.'-TION    FAri'lRs    FOP    .    ilB/nC    /EG-*/ 


■■I'STAr,      i: 
PI\TO 

':-3Pi   ;i 

■•UsTlNi     II 

CA.'-I 

urSTiN-i 


CI  ETEPIO-'TION    F4CT  )B5    FnP    -    4IW/0C    /EOS/ 


/C4N    FlMlLY     r2.«HvlCVl 


1.000       1.027 


.023         0.220) 


A IB/OC    /E69/ 

/ 

/CAN 

171-     2     A 

■«500 

3.00 

1.3 

10 

1.7 

1.1 

IIP/OC   /EGj/ 

/ 

/CAI( 

171-     2     A 

3500 

3. IB 

1.2 

6 

1.9 

"/» 

1  IB/OC    /E'iP/ 

/ 

/CAN 

171-    2    A 

3000 

3.18 

1.1 

11 

l.S 

0.5 

J  IB/OC     /tGJ/ 

/ 

/CAN 

171-     2     A 

3fi00 

3.09 

1.0 

8 

1.2 

0.8 

^  IB/OC    /FOP/ 

/ 

/CAN 

171-    2    "-4 

JSOO 

3.00 

1.4 

12 

1  .6 

0.7 

i.  IB/OC    /I..-'/ 

/ 

/CAN 

1  71-     2     »-4 

.lr>00 

5.09 

1.4 

10 

1.3 

0.7 

-IB/OC   /to-'/ 

/ 

/CAN 

171-    2   —4 

3500 

3.00 

1.2 

8 

1.8 

N/A 

CO-FT 
CU-'T 
GPA'  AO.-. 


IOETt4IO~ -TIO'l   FACTCBS    FOP 


•  r.L'4*'40r 
•■•Av'  Pit" 


|i"ETF4I0'    TION    FSCT.'RS    FTP 

r,oisi4f'.i 
^'tvFPICr 

ro-FT 

'■kAI'A  )<• 


(OFTfPI I^itIOn   FACTi.PS    Fr,P 
inritPIU.(;.T10N   FACT'iBS   FCH 


A  IB/OC  /EGi</ 
».  IB/OC  /IGk/ 
lIP/OC    /tG.</ 


.IP/OC    /EGO/ 


<IS/Or    /EG«/ 
4 IB/PC    /EGrf/ 


iW/OC    /EGB/ 

OC  /Er.u/  / 
.<  /FO"/  / 
AIS/OC  /EGK/ 
-IB/OC    /EOP/ 


'<C    /EG.-/        / 
.'IB/OC    /EGO/ 


/CAN    lAMlLY  F2.>J91CV5 

/CAN    TOO-    1  A  3^00 

/CAN  <.no-   1  '-3     ?'-oo 

/Can   roo-    1  '--4      J'jOO 


/CAN  f  A"ILY  r2r.0Alcv5 


/CAN    cSO-     1     A 
/CAN    ibO-     1     A 


/CAN    I  AMRY    F25C11CV1 


/CAN    250-  1  A 

/CAN    250-  1  A 

/CAN  ;-so-  1  >'-3 

/CAN    .-511-  1  ►•-4 


T-on 

.■>500 

4000 


/CAN    fAMlLY     F^fCAlCVS 
/CAN    FAMILY     FJ50A1CVS 


1.695       1.294       1.124         0.291) 


2.79 

O.o 

2.79 

1.0 

3.40 

1.4 

4000      2.79 
3-^00       2.79 


2.47 

2.79 
2.79 

3.00 


I  .6 
I  .8 
2.0 


0.4 

0.4 


1.3 
1.2 

U.6 

o.« 


2.105 
1.453 


6 
12 


1.212 

1.442 


1.6 
I  .8 

1.4 

1.6 


1.000 
1.000 


1.524       1.372       1.000         0.505) 


1.9 


1.273       1.066       1.043         8.569) 


i.e 

1.6 
0.9 

0.^ 


0.7101 
0.3371 


F  'V'tC'S 
12501 


JC     /FO-/ 


/CAN   <r5a-    1    A 


4000       2.47 


U.9 


II 


1.8 


1.6 
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usi-itaiots 


i»4Stl»*CTU-Fa 

ICU.    I".    Vf^'i-KfrtT) 

CS'-Lim.S.i.Q'Ii.iLD l£ii_yUi:Lt:_l.'2:.a- 


LA^tf.  A        KElGHr 

vEN-  N       CI  tSS 

t.llSSL2'i_CQIiI2Ql_SiSIta  .IU>iIS  _S_1LSS»1  Sslifl  CA-SQkS 


f 

iiHiL'Sl^lISSiCiLS—   E"-- 

(r,rl4MS/¥lLt  )  : 

0«iOES    (0 
C»l*HON      Of 
AXLE      MVOSO-      MOM-         NIT«0-    Hr' 


(C^-.TI'    if  Tl 


^'f  vFmtf 

r.-A''.<OA 

COMET 
m  i^iftPCH 


f  jr<rn)i-vi 

H»«'.Ut  tic 
HwC'-A-  ADA 

M»C''«t-'T 

•  V-.  J';»Ui  f  1 


foci;'  iCvS 

h   H.HTANf.    I  I 
M  f  ^VF wirf 

rt    O-iA  1AI>* 
M    C)>"fT 

M   •^^^^  -.  kO* 


f jo'cacvA 
m?> 

LIT.    II 

C'lli'-AK 

C  lU^'Al*     »"-' 


MISTANG     II 

M-V*-  t'lC 
&-<A  lAO* 

MONAA'C** 


(jtTf  JIO-  -TION    FACTil:-s    FOB    -    JC    /EC.-/ 


/CAM   >AHILT    fZ5081CV5 


l.?S9       1.25B       1.163 


•  O-f  •  A.'" 
H    '■wA*JAl»< 

•  muST»»'-    II 


4H/0t  /fJ'/ 

-IP/nr  /E&y/ 

i|i</OC  /tO"/ 

tIP/OC  /t&J/ 


■•asTAtl.    II 


(lif TF.»in».'Tl('N  f.irT-i»s  fop 

I.TT    II 


(,<f  rt-.IO^--T10\    FArT.HS    Fo-* 
-j.-C.'.A.).. 

rr.MFT 

<I,STAN, 


(Oi  lb-<in«MTin:j  t»n-^os  Fn« 


/ 

/CAN     J02-    ?    » 

3S00 

2.7V 

0.3 

^ 

1.2 

/ 

/Can  '3(1?.-  2  A 

iOOO 

?.<.! 

0.3 

<* 

1  .3 

/ 

/Can   30^-  2   A 

moo 

a.fc? 

C.5 

5 

1.0 

/ 

/CAN    jOi-    ?    A 

3500 

3.(10 

0.? 

2 

1.2 

■  Ih/nC    /EG.!/         /         /CAN    FA«<Ij^Y    F302AvlCtfl 


l.?12   1.30S   1.000 


-lO/OC  /EOH/ 

•iw/nc  /KO"/ 
1 11-/00  /(r.«/ 


-.iM/nc  /EG-*/       / 
clk/OC   /E'irf/        / 


^IP/OC  /EO"?/ 

I'C  /FO-/  / 
oC  /Fr.'./  / 
OC  /F&w/    / 


/Can  302-  2  A 
/CAN  ')C2-  2  K-* 
/CAN  302-  2  "-<• 


/CAN  FAMILY  F302A1CV5 

/CAC4    3"2-    2    4  fcbOO      2. SO 


4000 

3.00 

O.D 

7 

l.» 

3'i00 

3.00 

0.7 

» 

1.6 

kOOO 

3.00 

O.^i 

14 

1  .« 

1.167       1.S71       1.000         0. 
O.g  4  2.0 


/Can    fA^ilLV    F302C2CV* 


I    I.IAB       1.000       1.000 


/CAN     J02-     2    A 

4000 

2.47 

1.2 

IS 

1.3 

/CAN    Jf!2-    2    A 

3b00 

2.79 

1.2 

12 

1.7 

/CAN    302-    2    A 

3S00 

3.00 

0.6 

2 

1.9 

ir    /FW/         /        /        /Ca:.   FAMILY   F30201CV5 
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1.316       1.000       1.107 


f  •.»ll  Y     *v,\a>;ir\iv: 

(t   r.     1     .     CI  ,(>LirE-[r,r) 

c:2Li'jC5-;2'j^tD 

FjK!) 


.liiI_i^2L:Ll_.-Ci:iL 


CeillU.liIi2'J,LE.l£aS 

tVAP. 

_^Lii    ifcUiiU-S     . L«a(liJ51-£iIi5IQ"JS_  F^IS- 

►  •Jfili-E       T  {(,R«MS/M|Ltl  Sll!Ni 

.  tsp.fc    »  iNF>iTiA  Oxides  ig-s/ 

tAi*h.         A       •tlOHT  CAKMON      UF  Ti-;5T> 

\iy\-  N        CLASS        AXLE        HYDBO-       «0N-  NITrtO-     XTnfcU- 


<1'1   .4'.0I 

"  LTP    !I 

~  L'f>    II    v.;.50  4 

w  I.-  e-t 

M  fO^'*     .iAf.Tj 

f  T-'P    ■)t«-I-''l 

w  P'.*'-».tPf- 

-  C  •.:.i«    .J-T 

»  Cv  •»•   ■-  •.r.o-i 

■■  "rS-'WY     .-..-.Tl 


IC0>  ti*-  rt  'ii 

■    lT.'II 


wp/or  /tG^/ 


/CAN    400-     2     A 


M'OC      3.00 


(■.KTF.'IOw^TIP-l  F^rTr'fS  Fpp  -  -IK/OC  /EGw/ 


/CAN    (AMILY    f3'>lKAi?CVl 


I    2.293      1.294      1.-30 


Fi«i»-?:vi  ■jA-ir.iE-r 

L'!"    Jl    I  anO'l  Lfn    II 

fcf    I*-,  F;..,n 

r,-=..  JA1.1N  lT''  II 

•  T-'i-  '•tP'-  !'? 

•  MA»IC*-EMrk 
"•C-'J  -AB 
•C'.""A«     <0-7 

^  M.  tri'Pr   gAr.fj'r 
•LINC^L'J    C"NTT^lF^TAL 
•C  ''il  I'lf  •  TAL    '■Ai-'K    V 

I'JFTtPIO"' TlOfJ    'ACTiBS    FAO 


r»i»02cv» 

CO^\r.^u 

I?S1  .4'">> 

fi  i^-iH^ 

LTP    II 

rn«o 

.          LtD    II    VAG-^V 
'        r  >on 

LIMI 

LT'II 

F.'OI     WA(0-J 

r  jun 

T-H-  -AO'  WO 

au.ryt.»i% 

C'HI'-AM 

Cl.i'AW    I-I-7 

C')'>'A«    44f.0\ 

llf/OC    /EG"/ 


/CAN   f  A^llc*    F35lHj,2CVl 


0.7 


OIP/OC 

/EOJ/ 

/ 

/CAN    3S1- 

2    A   ■ 

4=i00 

2.50 

0.7 

u 

1  .3 

1.5 

-IP/or 

/L<"'/ 

/ 

/CA.<    JSl- 

2    A 

f.noo 

2.47 

o.n 

12 

1.6 

1.6 

1IP/0C 

/IG-^/ 

/ 

/CA.N     Jbl- 

2    A 

Snoo 

J. 00 

U.7 

13 

1  .5 

1.5 

AlH/OC 

/EG-;/ 

/ 

/CAN    400- 

2    A 

5000 

3.00 

0.6 

a 

1.6 

I  .^ 

Mis/nc 

/toy/ 

/ 

/CAN    400- 

2     A 

snoo 

2.47 

0.6 

a 

1.3 

1.4 

•.13/OC 

/f  ijj/ 

/ 

/CAN    41)0- 

2    A 

45«p 

2.50 

0.6 

6 

1.5 

1.6 

.*26       1.65«.       1.063         0.9*11 


■  )C    /FGiJ/ 

/ 

/ 

/CAN    351-    2    A 

5000 

3.00 

0.6 

6 

2.0 

; . ! 

■ic  /f  :•>  / 

/ 

/ 

/C»I4    351-    2    A 

4S00 

2.50 

o.s 

a 

1.9 

1 . 1 

1>C    /FG.</ 

/ 

/ 

/Ca»(    J^l-   2    A 

5000 

2.47 

0.6 

12 

1.5 

0  .'^ 

jC    /EG-i/ 

/ 

/ 

/CAN    40tf-     2     A 

4500 

2.50 

0.5 

7 

1.* 

1.9 

•iC    /FG-(/ 

/ 

/ 

/CAN   4no-    2    A 

5000 

3.00 

0.5 

6 

1  .6 

0.9 

lie    /EGK/ 

/ 

/ 

/CAN    400-    2     A 

5000 

2.47 

0.6 

9 

l.S 

0.9 
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2Wo7 


1977  -a-EL  YEiX  LlGHI  OoTY  VEiIClES 


.-£Jiiiauli:::^-LU'- 


MAmoF»CTU''F» 

fAClLY  'ItSI&».lTI(Kl 

<Ct).  ri.  OI<;=T.«'"E-FNT) 

_  _Cii»LitiE.i-C'iat2Ul I£il_it3l£U.-:auSt — 

"  -  (Cf>.TI'»ufli) 


ttiissi'jti-CJHiiiCu-aiilta  -Uta 


£.t=iuil_t.iliiitSS_ 

fWA«S/'»lLt' 
l.lsfc.l   W  IKFJTIA  O/IuES 

CAUO,     A   WflblT  CA«iO«   CF 

N   CLASS   AAlE   HY  ,00-   WON-    WlTaO- 

5     u-s.i    Silifl  Lt=d£>:ii  -ail_£ U'Ji 


»tN- 


F0»0 


MEPfU-iY 


(nETf»in;<iTiON  fact  >e5  fao  -    ic  izw-'i       /       i 


/CAN    FAMILT    f3Sll»r)2CV4 


FISIkCKVI 
1151  . 

0-<A->Ai>A 
H'l\iWCH 
VtP5tlLl  E5 


Fltl.CltVl 
1351  > 

G-A   .ADA 
MIlfjAPCH 


F1S1WC2CV4 

13511 

LTD    II 

Fr,Pn 
T-llH.r^tR  *IBO 

PifCHEP'* 

C'lLli'A« 
ClUGAH    »B-7 


f-i«Ar.AO'. 


{'^ETt-iOrf'TIdv   Ftri.ies   Fiu 
f.PAr.Aii- 

((•ETEilO-'    TlOr.    f  ATT.  ~S    filw 
LTl.    II 


/Can   351-  2   A 

-000 

2.50 

i.O 

/CAN     J5l-    2     A 

4000 

2.47 

(,.7 

^.:  /Er-/ 
»C    /EG'/ 


uC    /E'.-/         /         /         /CAN   fAKlLY    F351»C1CV1 

OC    /EG-/        /        '        'Can   j51-   2   A  4OC0      2.47 


I. IS?       I.SOC       1. 000 


l.S 
1.7 


l.-2^       I.Sb-       1.000 
1.4  12  1.3 


OC    /fSii/         / 
i>C    /EG->/         / 


IfETk-IO-.TlO.'.    FACT,.aS    Fnp    -    jC    /FCv-/         / 


F460'.2Ci/l  LIMCOL'. 

14601  ..f«Cu-T 

M    F'iBT  ""    LlNfOL" 

H    F'lPn    UAi.ON  FOWO 
H  wi-prnttv 

H    MEPri>KY     WAGHfi 

!•   LIKrOLN   CONTINENTAL 

M    C>NTINF"TiL     "'AaK     Y 

i;  ETtKlO'i-TIOK    FACTuHS    FG" 


-IP/OC  /tO'^/ 

"IK/OC  /EG-J^ 

«IB/nC  /t&a/ 

»ia/OC  /tGB/ 


-IB/OC    /1(>M/ 


iH/OC  /EG«/ 

>IP/r>C  /tw/ 

.iK/or  /EG-i/ 

-l«/nr  /lo"/ 


F4*D4?Cv*  '-r-f.)-' 

(4601  FO^ 

H    F.iP^  "    LI'K"Ol-- 

H    F-,»n  •A»-ON                                Ll'»COL  • 

M    MrPCl'*<Y     rfA'»'l\ 

H    LIM".OLN    CIlNflNFNTAL 

M    CnNTlNfNTAL     ''A«^     W  ..   .  „ . 

(IrTE-Io-'   Tir.<  fA-T<BV   rrfc   -    .|«/0C   /tuP/ 


/CA«.   FAMILY    f351«ClCv3  :     1.799       l.UOO       1.000 

/CAN    351-    2    *  »50«      2.50  1.0  12  i •» 


/CAN    FAMltY    F35;wC2CW« 


1.004      i.u6o      1.000 


/ 

/CAN    -60-     4     A 

5500 

2.75 

0.5 

b 

1.6 

/ 

/Can  -m*-   4   A 

5000 

2.7S 

V.4 

1  .  1 

/ 

/CAN    4hO-     4     A 

S500 

3. to 

0.4 

3 

7.0 

/ 

/Can  -60-   »  A 

5000 

3.00 

0.5 

3 

1.2 

/CAN    fAMlLY     f»*OA?CVl 


1.162        1.091         1.000 


/Can    4S(1-  4  A 

/Can  -60-  4  A 

/CAN    4^0-  4  A 

/Can   4tj-  4  A 


5000 
SObO 


2.75 

3.00 


^•500       3.00 
5S00      2.75 


u.7 
0.9 
0.7 


12 

1>> 

5 
9 


1.) 

1.1 

1.9 
1.6 


/Ca<    fA-<I'.Y     F44012CV4 


1.32i       1.4l?       1.003 
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-^■l■J»ArTU-'f  =» 

FAJ-IL*    f*';H»^-TIIVl 

iCi.   n.   Oi5i>L«rE«*»<T> 
Ci2'.l!>E.i-£a,i'-EID 

C:'  Jl     *'*-:aVY      |»<J 
I     571 


Tf  si_i^Ml£i.F_::QC'iJ. 

<nmA»'J(5TATTTJ    *-GfTM  -IR/fr*/ 

•  t;iHAvul/>;>0!>«>   5=''i^:j)  .la/FT.J/ 

•  •liHA^Jt'TATIO",    •.OllM  •lO/rr-'/ 
h    5.j'<AW.)(t,T4IlJ»'    «fli'"»   <.>r)  *l;</FG->/ 

Silif-<v.'ir.  "^(B     VOOM)  4|W/tG'/ 

STlTId-     .tGONI4.  .)  il-'/t'-/ 

•■^IJHiXL'tcTATIPN    k.-GO^Jl  ilB/FG^/ 

„,rTF-I«-.-.TH)M    FACT  IfS    FOB     -  AIM/Fi-/ 


t^AP. 

xisi.it.ji:L!.5 r-,r,-r- — TGi;=s7;irtt        ._iiai 

r.isP.l      B    f#PTlA  0'10«*    '0-i' 

CA-B.  A       .tlGMI  C»ltOH       iX  TtS 

yf.N-  »      CLASS      »«lE      hTjBO-      -on-         I.1TB0-   KYn^O- 


tGx>   c-i^v-mfT 

71IC.^ 

llAfl 

H»V-''A 

1-«V''G1     KAoON 
w."    t  7A 
-•A<,T^F 

h»A'-TwF     !t*«'API 
H'Sl'-'IPf^ 


TirFiH 
12501 

M  ^'ive 
M   Ct"^PO 

M    mil  I^W 

M    C-^VSOlfT 

"   El    CAT'" 
M   G'C    5PPINT 


71  OF  IS"! 

•  N.'V1 
•Ca^AfcO 

•".  LtWO 

•  C-f  Y-OlfT 

•El   fAwlN" 

•<,mC    fPOINT 


Vf'-.A    Kj  TCHrtAC 

rfF..A     MTC"-<'C« 
H    VFoA    »--  TC^— tAC« 

k-,:-;7A    .-.2 

•  VF  >A    M-1C^*-<ACK 
«AO"N  VE'..«     "  ,TC"r-ACK 


-IP/AC  /tGB/ 

5IP/nC  /EG.</ 

j!0/"C  /i-G-^/ 

-is/nc  /tGi--/ 

.■•IB/dC  /EG''/ 

«lS/.-.r  /fGK/ 

■iIR/OC  /f.O-l/ 


/CAN 

/CAN 

/CAM 

/Can 

/Can 

/C*N 


ir^TE^Io-  TIO-  FArT'-.Bs  F"u  -   -H/nC   /tG-r/ 


•■alHO 

MALI=<U    CLiS5ir 
r.    ^'ALl'^i-i 
•invA 

CA'AiHl 

•.r>vA 


■)C  /E'—/0T3/ 

'K  /FGj/ijI-*/ 

jC  /FG-'/uTa/ 

,iC  /EG-i/OTw/ 

OC  /E'.-'/OT-/ 

jC  /f-'/uT'*/ 


C.-.tTr'.IOKMlON  FACT..PS  FOB  -  'C  /EGW/OIH/ 


»1«iA 

13501 


•CO>lCllU-«-NOVA 

•CA^ABO 

•  MWA 

•CASWICt    CLAS5IC    '»£"AN 


inETtxIOK'.TION    FACT  -PS    FOP 

i«0»lTE    LAKLO 

4    IKVl"    St?AN      •'OvA 


«IP/OC  /EGB/PTR/ 

AIB/Or  /E'-fc/OTH/ 

tI«/r)C  /EGB/CTP/ 

Ain/nr  /ttWAitu/ 


97- 
97- 
9  7- 
97- 
97- 
'.7. 
97- 


/CIlU    F  AKIl* 


l-'-4 
K-4 


HO 


/CAN  I4fl- 

/CAN  l4U- 

/CAn  140- 

/CAN  140- 

/CAN  140- 

/C/IN  140- 

/CAN  140- 


2500 
2250 
2SC0 
^500 
2250 
2Htt0 
2500 


3000 
3noo 
3C00 
3000 
jnOO 
3"00 
3000 


3.ai 
J.«i 

3."1 
3.69 
3.70 
3.69 
3.70 


2.92 
3.42 
3.42 
3.42 
3.42 
2.02 
3.42 


/CAN  f AHILY  710C2 


/CAN  ''50- 

/CAN  f50- 

/CAN  250- 

/CAN  i50- 

/CAN  cSO 


1 
1 
1 
1 
1  "3 


/CAN  r50-  1  "S 


4000 
4S0C 
4000 
3500 

4000 

3500 


/CAN    FAXILT  TloFi- 

/CAN    250-    1  » 

/CAN    25«-    1  • 

/CAN    250-    1  A 

/CAN    r5U-     I  ' 


■IP/OC    /EGM/OTP/         /CAN    rA-ILT    TIOFIS-U 


OC    /FGP/OTx/ 

iK    /EG'/OT-f/ 


/Can   j5»- 

/CAN     J50- 


.1.7 
b.4 
•1.3 
1.5 
I.? 
1.* 

0.4 

1.000 


6 
10 
10 

3 
1.000 


3 

5 

14 

« 

6 
5 


1.7 
1.1 
1.2 
1.2 
1.3 
1.5 
l.l 
1.000 


1  .6 
l.« 
2.0 

i.a 
••» 
i.i 
l.« 


1.112       1.000       1.000 


2.73 

3.09 
3.0* 
2.73 
2.73 

3. OH 


0.5 
0.6 
1.0 
0.6 

0.7. 


II 
I* 

12 

10 

8 


1.0 
1.7 
U* 
l.o 


.000       1.000 


0.0 

0.0 

0.4 
N/A 

e.l 

0.2 

a. 2 
o.oor 


0.0 
0.0 
0.0 
1.2 

0.0 
0.0 

o.v 


0.1 

c.r 
i.r 

CO 
O.I 
0.1 


O.Oi 


,    „ 

2.73 

0.3 

2 

1.2 

0. 

-O0« 

2.73 

C.3 

2 

1.7 

0. 

3^00 

2.73 

0.2 

2 

1.2 

4000 

3.00 

0.3 

3 

1  .0 

I    1.471       1.07(1       1.0*0         0.0 


?.5* 

> .  flO 


O.S 

0.3 


1.0 
l.S 


-41- 


FEDE«Al    lEOlSTft     VOi    42,   NO.    nO— WEOMtSOAt,   MtHt   t,    \  977 


MJ58 


NOTICES 


CEillLLC-IiliL.LtiE.Li 


M«NiiriCtU'-FO 

ftHliy    "fSlGMMIOi.! 

ICU.    1".    ni^PlTf^CriTl 

CiSLLati-CJiCiLO ...ItSIji-lsiCLS-'-QiJtJ.. 

IGMI    C"tv--i|(T  IC.l-  T  ll.utll 


C-f vtOL> I 

C-f  7tOI  '  T    trir.O'i 

M-AIF    r.WLO 

C  '=7f  TTt 

El   r*"l'  '^ 

&VC    SPC1:,T 

OUT*    0- 

CfNTUftY 


ISLIIm    »i(  ON 
Ci-^xICt     LI  ASSIC     ««1>0'1 
Ci)-vET1f 


itsi.KtiiCLts ti£iijsi.i-isai£:is_  e- 

vtN-           N      CL»SS      AXLE      mYUBO-       "On-         t<lT»0-    H> 
i.-lSSL2*J.CJ!iI£CL.SIilL!!  -lliilS  ^—ILuSii  StI12  CiSiQUS  -CilCE 5Cj  C4 

■iC  /Fo-/OTa/ 
/C  /fa-'/ulH/ 
JC    /EC-'-ZuT-i/ 


/ 

/CiU    jSO-    i.    t 

snoo 

3.08 

0.4 

7 

1.7 

/ 

/CAN    JSO-    <t     A 

'.SOD 

3.00 

O.'t 

6 

1.7 

/ 

/Cam  jSu-  <•  ••-'< 

»000 

3.36 

u.t 

6 

l.O 

(,;t  :t..'n'--rl'lf.    F4CI''^b    Fn-' 


•ir  /EG-/UI"/ 


/CAN    t  AMILY    710J'. 


1.217       1  .UOO       1 .000 


7inji.s 


01 

Mf  L  tt-ll 

♦</  L  1***J     ^f.ON 

C.*  71.01 'I 

CHrvPWfT  w.r-ON 
"(j»nF  cii'i.O 
cwvt  TT': 
El    r"«i"0 

PmO(M« 

O'-F'-A 

S<»LAHK 

C'MI.HY 

Bff-lL 

Ct'itllRY    MACO'J 


•'■.l-.FTTt 
•K^llt     L..-10 
1     .<4Ll^'V/     .il.U't 
•CL  It^IL-l-tLIIU 

•'.I'VA     *.'  » 

ro.3WFTif 


-Ifc/OC 

/t'lK/Uifc/ 

/Can 

1S0- 

a 

A 

iOOO 

3.S5 

0.6 

1.7 

'.iK/Ot 

/ti.-l/v/T(./ 

/Cam 

JbO- 

u 

A 

".SOO 

<;.56 

0.2 

1.3 

-It/OC 

/tr,-/i.TR/ 

/Cau 

JbO- 

«. 

A 

srioo 

3. OS 

0.3 

1  .» 

.IP/nc 

/fip^/OTW/ 

/Can 

jSC- 

<* 

A 

•■000 

2.73 

J. 2 

1.2 

-IK/OC 

/M>.</UT.^/ 

/Can 

jso- 

<» 

A 

..000 

?.S6 

0.3 

1  .0 

«li</OC 

/tCiki/JTO/ 

/Can 

jSO- 

<i 

1 

kOOO 

3.70 

0.9 

1.8 

lllFTt  .<I<M..T  ION    FACT.jBS    Fnw 


IK/or   /to-'/OTM/       /Can  fsxliY   7ioj*s 


1.113       1.000       1.000 


710-1 

CrtFvFITF 


rnruEl  Jf 
SConriw 
rnt  «f  1  I F 
C'tWETIF 

CIltlfTOl-'  Tlfli,    FACTORS    FriP 


■JC  /ri.'-/  / 

>C  /tr>"/  / 

)C  /Fr.-,/  / 

1C  /EG-/  / 

-    jC  /Ff.w/  / 


/ 

/Can 

Bb-     1     A 

22S0 

<..u 

0.6 

9 

1.2 

/ 

/Can 

,S-      1      M-4. 

2i'b0 

'..11 

O.Fi 

10 

1.3 

/ 

/CA.1 

98-     1     A 

2^b0 

3.70 

0.4 

7 

1.9 

/CA'<      9--    1    M-i      22S0       3.70 
/CAN    (  AMlLY     710*1 


1.221       1.000       l.CO'. 
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XANl'F  ArT'J-'F3 


^^ Ci-;'.IL*C5-CGjlh-D I£'^l_^l"I.'-LC_;C::wL-. 

(r,M,"r^rv-ri%  T  "        IC"' 'I'- if"  ji 


7.r,i.-,. 

►-•C-f  v!7T> 


M  •fc,7A 


V^ 


C  ."11-0 
x-Ll^U 

MM    I"U     .«''.0j 

c  -•  j"m- 1 

C-rvoOL'T    SiKON 
"•>'|TF     f-MLO 
f  I     Ct-1'  T 
C-  ":    <;pi.  I  -IT 

«•  f.  flHA 

p-o-f  U 
r  i3F^IP>i 
Lf.-vs 

L.»'.1KS     «.AfikT     WAijOfcJ 

P1-«'I  AC 

P    •  T1«C    <;a'  'OI    »0N 

0    ;-.f 

STA-^f  ItE 

O'LTA    p.- 

CMIIPY 

fc-'-.tL 

L'^aBWF 


►  •CH.  VFTIC 
•'■."' VtT  If 
•r-vvr»lE 

•  r-li  VFTIF 
•rHtVFTH 
("'  T( -IT.     TION    FArT'XS    FOP 

"AL I-" 
...I  1.1. ■ 
•  •f,^,7^ 

....  ?',  ,  .^ 


CLilHUt«HiiL.LE.^U  S 

r  VAk- 

ILil-MLtlCLLi tl31L'5I_£;iS5lttiS_  f  "Ib- 

iM.lNt       I  (r.to-S/'^ll.F  >  Sl.t 

■  ISO. I      h    INF  =  TlA  0«IO£S    (r-'iS/ 

LAWp.  A        WMGHr  CAKHUN       UF  IE? 

vfi-  N       CLJSS       axle       HTiJPO-       XON-  MTRO-    MTDJC 

t;:I'3<;i?U.CL>!il2iiL-SlSIt;;  -lutlS   _i_.XL:iiAi   Ktllfl  CA3eQ"^   .aill.£   ...iiW  cttiC 


-IR/OC  /E0.»/ 

-IP/nf  /ti.H/ 

..|C/nr  /t6J/ 

'IP/nr  /tG-*/ 

iI3/Pr  /tiji^/ 


-   UB/oc  /tr.p/ 

■JC  /Fr.w/om/ 
■jC  /f  r..  /otj/ 
■ic  /FG-'/cr>-/ 

IC  /FG.</()T.'/ 
v.C      /flW/Ol"/ 


/ 

/CAN 

9rl-     1 

A 

2251) 

3.70 

0.4 

5 

0.8 

0.0 

/ 

/CAN 

7d-     1 

A 

22S0 

4.11 

0.3 

6 

1.0 

0.0 

/ 

/CAN 

VS-     1 

A 

2250 

4.11 

0.«i 

14 

I    1,1 

0.0 

/ 

/CAN 

9'j-     1 

M-4. 

2250 

4.11 

".3 

5 

1.1 

0.1 

/ 

/CAN 

>4fl-     1 

M-4 

7250 

3.70 

0.1 

4 

1.4 

0.1 

/ 

/C«N 

FA«I|  Y 

710W1OII 

I 

1.000 

1.23H 

1.000 

0.00 

/ 

/CAN 

30S-    2 

A 

4S0O 

2.56 

o.s 

7 

1.4 

0.0 

/ 

/CAN 

jOS-    2 

A 

4IJ00 

2.56 

0.4 

3 

1.6 

0.0 

/ 

/CAr» 

;<(>b-  2 

A 

3S00 

2.29 

o.s 

6 

1.7 

0.0 

/ 

/C«N 

jns-    2 

--3 

..iJOO 

2.73 

0.6 

S 

l.S 

<>.l 

/ 

/CAN 

JO-.-    2 

*»-** 

3SU0 

2.73 

0.7 

5 

1.6 

0.1 

("•■rf Jinp'TioN  FArTi'tts  fop  -    jc  /egi-votj/      /       /can  iaxily  7inY2 


1.000   1.000 


71CY,-'V 
IJ051 

M«M:)N^A 

•NJ'/« 

•C A^aPO 
•C-FvuOLFT 
-•SlAPFIRf 


•  ■■(■VA 

•  I.*;JAt.A     aHP    cff^AN 
"•?♦?    ••n-.7A 

'I'?    -O    7* 
•2»2    -^O'.?* 


»IB/nC  /E0i)/UTB/ 

AIp/OC  /t...'/OTH/ 

Alt'/fie  /tO.J/('TW/ 

"lO/OC  /to"/uT"/ 

AlW/nC  /LG.^/f'Tk/ 


/CAN 

J05-    2    A 

«nOO 

2.56 

0.3 

4 

1.1 

0 

/CAN 

(05-    2    A 

"000 

2.56 

0.? 

2 

0.8 

0 

/CAN 

505-    2    A 

3500 

2.56 

o.s 

u 

1.5 

0 

/CAN 

3n'j-«2    A 

3b00 

•2,29 

0.2 

1 

1.1 

0 

/CAN 

.•05-«2    A 

3S00 

•2.29 

0.3 

3 

0.9 

0 

(DfTEPlllH.lTinN    FACT  IBS    FCB    -    OW/OC    /tuw/OTii/  /CAN    tA"lLY    710Y?V 


l.OOO       1.000 


1.011 
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»<Wi9 


IY77     4U  «.L     Tt4<*     Lll^l     Uul>     Ytni^Ltb 


MAf.'jFArTU'^T" 

rjflLY    lyr<;I6NiTI0N 

ICII.    I'J.    niSPL'CE-'tNTl 

CiELiats-caiCin: 


!£.il_j;L2lCL£_rQua 


liil-ltaij-u-i 

.n&inE      I 

CAP)-. 
VEN- 
,  LilSSlili.CL'iUjiaL-SIiltJ  -liWIi 


CtiUSiCiIU.-l.ULLS- 

-.^^»;4i.S:.£r;Siii^S_  E'!^ 

(■i«A-s/-iLt'  i; 

P    INE.'TlA                                                          OaIOCS  (O*- 

A     kEloxT                              CAhacat    or  t; 

l»      Class      A«lE      ntl^wo-      »i>N-         N1T<0-  HTO- 

i—ltiSU  StIiJ  CASdOMS  JiiiCt  — &CJI  CABi 


(Ol  PONTIAT 
72nK4FH 

(JS0.4n«l 
f  IiiF..IBri 
L^M^^]S 

L.m/imS    SArA.^T    ■AGO'J 
P^^NTIAC 

P.Jf.'TIAC     SAFiSI     H5N 
O-A-.O    P-  I« 


.»0\TI11'    oUiMiJ    PB1« 
ri-FJ|  -0 

.'•i"..'.n   Lc''<.i"S   STAT    .Af.' 

f  U..-1H..    f  I«F-4lO0 
(iKA^'D     ►■PlA 
pl^'.TIAw     T.*A'*S     A*. 


.'C 

/Er.../OT':/ 

/ 

/CAN 

350- 

4 

"•^00 

2.41 

0.6 

■  If 

/t  t.-/\j1-l/ 

/ 

/Can 

350- 

4 

"000 

2.41 

0.5 

JC 

/f  G.J/OT-1/ 

/ 

/CA« 

-00- 

4 

•.,,00 

3.23 

«.S 

'IC 

/Ff..  /I.T-/ 

/ 

/Ci.4 

-00- 

4 

.000 

3.23 

0.6 

>c 

/Eii-VCT.*/ 

/ 

/Can 

»00- 

4 

"500 

2."1 

0.6 

...c 

/EG^/OT-"/ 

/ 

/CA.< 

"00- 

4 

»-4 

4n00 

3.23 

■'.6 

(l,Flf  ■<!  1"    TIO.i    FACTrys    Fo»    -    -/C    /FuJ/^T-/         /         /CAN    FauIlt    720H41 -i 


'205?'' 
I3CI  I 

Vr  NTliRA 
p-tnt.\I)r 

FlPCMiB.;^ 
li--At.-S 

L-^'n.S  SAFAOI  hA60N 

P'K.TIAC 

P^..NTI*C     5AFA.I     WuN 

0^4- n  p=i« 

Cf  ^A 
OlLTA    «6 

S'<YLAWr 
LrS'HRE 


Vf  •■Tm-'. 

>i>r.Ni."  V  ILLF    Cjii^f 
^.i^^^")    LFvr.N*:    .iGiN 

Vt  «jTi»'  ^    Cf'ijPK 
PO'TliL    tSj'I'IT 


JC  /FGi-VoI.*/ 

•C  /fr.'/uH/ 

>1C  /tr..«/,.T«/ 

ir  /fG-/OTK/ 

■jC  /Et.~/JTF</ 


/CAN  (CI-    2    A 

/Can  jcl-   2    A 

/CAN  301-   2    A 

/Can  jOI-    2   ►■-4 

/CA.N  AUl-   2  •<-* 


.000 
"OCO 
-.000 
"(,00 
40U« 


2.41 
2.41 
2.56 
3.23 
1.2J 


0.6 


V.6 


l.J  0 

I.*  0 

U2  0 

1.8  0 

l.J  0 

1  .5  0 


t    l.iOh       1.000       i.bCA 


2.« 
1.7 
I.* 
1.3 
l.J 


|:.ETE-<IO'' .TIPN    FA^T    US    Fp>.'    -    I.C    /EG'/OT.*/ 


/CAN    f  ANILY    72052'. 


1.000      l.ufct      I. COO 


T2P«?f 
IISU 
•A^TSf 

•AST-E     S'FAi<I     -AGON 
•S.IN.11P0 


•  5.1  1=>I»(' 

•ASTPE     STATION    HAl-ON 


ilR/or    /KO«/uT></ 
AI.'/OC    /t6«/0T.</ 


/CAN  151-  2  A 
/CAN  ISl-  2  A 


3000 
3000 


ir.f  T«>.ir(.--TinN  facti  bs  fob  -  -iw/.->c  /eo.4/uTR/       /Can  rAMU.»   7iOA<t 


77fl»?l) 
(ISll 

A-,TJF 

AST^r     S'.FAPI     HtGON 

S'J'^MPf) 

VFNT,|RA 

P-iOF>;l» 


aSTPF  STATION  <'il.ON 
Vt-.Tit"' 

Sun.  I-.. 
aSI-€ 
vt -T.i-'f 


lie  /EG 

vC  /F 

.IC  /FG 

■JC  /fr. 

>1C  /FT, 


-/0T.</ 

■  /.)Ty/ 

../OTW/ 


/Can 
/Cti. 
/C»:. 

/C»N 

/CAN 


151- 
151- 

151- 
I-.1- 
151- 


* 
A 

M-4 
M-S 

M-S 


30  bS 
3S0O 

30Q0 
.^roo 
3  =  00 


3. "2 

2. S3 


2.73 
3. "2 
3.42 
3. "2 
3. "2 


1  .4 


1.301       1.12"      1.129 


r 

9 

8 
10 


1.3 

1.9 
1.8 
2.0 
2.0 


infTE-iID-    TI'i':    FTl    P5    F,-i- 


>C     /fZ-'/OTH/ 


/CAN    FAMILY     72r»2u 


1.145       1.659       I.e. 2 
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M£'J^»-A'-»T.'  .fO 

fAMll  Y     :)F.;IO«f.TI(»N 

IC.i.    IV.   PISPLM-E-FNT) 

Ci2Li:.'£.^-Ca-'ii:C2 


Te^T_yi.HlXl.t_'QLtl. 


CLSlltiwlIiL  J-LULLS 

r  0*.- . 

trsT    7.-.ILLLS LlSlLil-ttlSiiii'JS—    !-!•>- 

....i..A>.4"j r;:KfNt~    I  (■>.»-S/-lLt>  .-iiVJii 

1  ISP.l      S    INfiTlA  OMOES    'G-S/ 

CA-O.  A        .HfT  CAB-sON       U*-  TtiT) 

VEH-  N       CI  ASS        AJLE        MY..Bn-       mON-  NITBO-    MYI^KP- 

t.-:sSi:'i--:'iIV2t-lISIt3  .UtlS  _S_iL:S.-l   ttllfl  tiraCua  -UiiCE Kii  CACSOSi 


Ti;-.?  • 

(2^0) 

n-F-.A 
C'iTLnSS 
W.LTt    l«» 


VlT»    ->■ 
F-a>;   L^'i^F 

CUTI  45'-    bliPB'.''' 
run  »5^    Si:PPr"T 
C JTl  \5, 
tHFTF^lf)-"  II^N    F  ACTIOS   Ff^P 


•  ■/'"•iIlilJA 

•  F  H-f:  IPT 
•L=''«lS 

•  L-"A-(S    SaFA«I    «Ar,ON 

•  por.T ;  AC 

•  P-i'TJAC     SAFAOI     VGN 

•  r.'-«.-p   putK 

•  O'F    .A 
•C  ■',  'SS 

•VlSTA    C-'IISF.O     «A<.0n 
•S-LTA    R- 
.•C'lS^PM    r^'JI*^*P    Wf»N 

•ou'.";"o^lLt  11^ 

•  ir.o.V.A'V* 

•  f.  YL  iiiK 

•  C>-Ml  i<Y 

•  U=f.AL 

•  C\'.  TI-i^Y    WA'VO'I 
•Lf.S    =«! 

.|,FS..ouf    Ll'«C'S|Ne 
•F^T.-TE     .»GUN 

•  Fl.E'TH* 
•RIVIFHA 


•F  O-'M'll.  ^ 
•CUTI   -.iS 
•oISTS    CPU1S?» 
•T.».>f*--.i.    fv 

•  T-n-.S    ■■••    F  lOfuIP.-. 

•  To-tO'i.:-'  T  '..jrvK-.Mj. 


^;c  /Er,-/ 

/ 

/ 

/CAN 

<-»M)-    2 

A 

..^  OC 

,'.5o 

(  .6 

8 

2.0 

0.0 

i.'C    /f-.'/ 

/ 

/ 

/C«N 

260-    2 

A 

"r.0t> 

-'.56 

.1.6 

5 

1  .6 

n.l 

lie   /'r.,/ 

/ 

/ 

/CAN 

^6.1-    2 

4 

4S0C 

2.73 

^■.6 

7 

2.0 

0.0 

'•C    /FT--/ 

/ 

/ 

/CtN 

<'nO-    2 

►•-5 

"-.OO 

2.73 

'  .6 

9 

1  .7 

0.0 

>C    /FG-/ 

/ 

/ 

/Ctx 

/^B-   « 

«^!> 

4eo»' 

2. 73 

».7 

8 

1.6 

0.0 

<C    /FG-/ 

/ 

/ 

/Ct  < 

f AHILY 

73r- 

HI 

: 

I.IM 

1.024 

1.000 

R.OOOI 

,lB/OC     /f.fj.'/aTH/ 

/Can 

)S0-     4 

A 

41100 

2.41 

0.4 

4 

1  .6 
l.S 

0.7 
0.2 

"ip/rc  /t(*/i 

!«/ 

/CA-l 

j50-    4 

A 

4500 

2.41 

W.4 

4 

.IB/PC     /F.(»B/OTP/ 

/CA.N 

.(=;)-     4 

A 

5000 

2.73 

U.3 

3 

1.2 

o.e 

-IP/nc   /t 

W/OIW/ 

/CA.4 

"OJ-     4 

A 

boOO 

2.73 

C.4 

9 

1  .4 

0." 

■.IP/"C    /►.1^/OIH/ 

/CA.< 

"(■3-     4 

A 

""00 

?."l 

0.3 

4 

1  •) 

0.2 

.IM/OC    /t 

i^/urp/ 

/Can 

"03-     4 

A 

■-000 

2.73 

."  .4 

6 

1  .3 

0.0 

H-FTtwlOWiTlON    FACT    95    FOB    -    AlB/OC    /Et^/UTB/  /C4.- 


iw'     73'M"AU 


730"4'l 

l3S8.4n-«> 

'-'       M    VFNTPttA 
H     P-OFMli 

M   Fiocoiwn 

M     L'MANS 

H     Pl»fH*C 

M    P.)f,7I»C    SAFARI     WON 


TiftIA    •  " 
CUT',  «S'     Sl'PPf    'F 
ulSTC     --IISF"    .Ai.ON 
ri'STll"    C.^I'I5fP    «.-GJ.i 
ViSTA    '  PillSf"     WAiJIN 


or 

/FG.-/ 

/ 

/ 

/CA« 

JSO- 

JT 

/EG"/ 

/ 

/ 

/CAN 

J50- 

.>r 

/FGJ/ 

/ 

/ 

/CAN 

,t50- 

■)C 

/ir.-i/ 

/ 

/ 

/Can 

"03- 

ur 

/FG-V 

/ 

/ 

/CAN 

"0  3- 

JC 

/EGi*/ 

/ 

/ 

/CAN 

"03- 

I.OIS       1.000       l.COO         O.QO«> 


4n00 

2.41 

.,.9 

5 

1  .8 

0.0 

4SO0 

2.41 

1.5 

11 

1  .T 

0.0 

>...oo 

2.73 

l.S 

12 

1  .c 

0.1 

4500 

2.56 

0.9 

4 

1.7 

0.0 

SOOO 

2.56 

1.2 

6 

2.0 

0.0 

4r00 

2.56 

1.0 

8 

l.» 

0.5 

-45- 
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1477    WOvEL    VEiP    LIGHT    OllTY    VfnKLtS 


.^LsIlQUIlUIi-LtiiLLS. 


.lESI-litSiatS- 


"»NUf ICTU-E" 

f«MlL»    Of  1ION'TIO-1 

irw.   I'l.  ri';piArE>'fNT) 
C22LUj£5-iai5.2tU 

H    0'  F  -,» 

H    Jf  L  Tl     ht 

H  C'KJTn"  r-.jisrn   won 
H   OLOfO'-ILr    ■•'* 
H    S'YLIM" 

M    Ofr./L 

H    Cr'JTMHY    j«f.O»; 

H    Lr^l'-Xt 

LEI'-t-Hf    LI^i'^'SINE 
►.    EiTlTt    .iAO*. 

tLkCT-'* 

if>tn-'in--Tl(i''(  F'.rT-'RS  fo" 


►  ..1,1'  E 

T 

>  Ibi-.i 

K 

INf -Tli 

C»Jn. 

* 

•  t  iOHF 

\.£N- 

N 

CL-SS 

AXLE 


(OKi-^S/^-ILLI  i 

0«;0£S  IG- 

C»rtioN      OF  1 

MVilBO-      CON-         NITSO-  hTC 


...Ilil.'it^ICLl.Lu;^!! l^lSSlL'ti.CUaieUL.SJSIttS  -lyfcia  -5_iL2ia   eslia  t£-!lQ>jS    _(liL2F   _.5i'j   C£6 


-    ^C    /FG.-/ 


/C«N   '  »'11LY    T30M4U 


1.908       I. 019       1.017 


T.irPi'iY 

PO'iTIAC 

OFlI*   b>- 
OLr-.>'iViLE 

H  L-;'«>-Hr 
E'.f-Ta* 


v.-    t-E  -."ICY 

•C    /EG-/ 

/ 

/ 

/C«N   -OS-    *    * 

tSOO 

l.>.l 

0.9 

«• 

^.0 

t.wo  J-i.  0    '•hOU''"i«  1 

.>C    /EG,I/ 

/ 

/ 

/C4N  koa-  *  « 

''OCO 

«'.73 

0.9 

4 

1.6 

iii-r.N-'  0  lirfDii'.H*'. 

■jC    /FG.J/ 

/ 

/ 

/Ca.<  ".03-   k    * 

■jdOO 

2.73 

0.4 

5 

1."* 

K-Jfi'.e.    1) 

'(C    /Fb>-/ 

/ 

/ 

/CAN    »«3-    *     A 

SODO 

^.73 

■1.8 

5 

1.3 

i.1-lT»    -c 

oC    /FG-./ 

/ 

/ 

/C«K    ".01-     i    A 

■.-,00 

^.'.l 

1.1 

5 

I  .d 

ri  FTF..'1'T- .TION   fariiPS   FOB 


/CAN    FAMILY     730P<.tlY 


1.669       1.0S9-    1.000 


l&H)    f.|IICK 
7<.0E? 

I?31l 

SON < I  on 

VFMI  rlA 

P-O'nU 

LFmsns 

P.IM  I  AC 

o~>rGA 
Cull  «s«; 

DELTA    fl- 

Sm  VL  AtVH 
CFhTl,KY 


Vr-TlJMl     SJ 
CLriTlWt 

Nll'.f  I"l 

CF'iTilrr'CliST!'*- 
SOi"l>    I 
SKYMA*K. 


StOAN 


■)C  /EG'/OTJ/ 

■JC  /F.r.-i/i:1-i/ 

)C  /FG.'/OT-I/ 

■jC  /FG^/Ol-*/ 

/C  /K.-/UT.(/ 

jC  /FG</OT-i/ 


/Ce  4  .-Sl- 

/Ca.j  ?  (I- 

/CAN  <;n- 

/Ca.<  <rJl- 

/Can  ^31- 

/Can  /Jl- 


?    A 

2  A 

3  A 

?    1-3 

J     M-i. 

2    f-S 


3->00 
".000 
3500 
"•000 
JSOO 
3300 


<;.S6 

2.73 
2.93 
3.01 
2.93 

2.56 


0.6 
0.9 
0.7 
1.2 
!.<. 

l.A 


S 

7 
13 
13 

7 


l.H 
1.8 
l.S 
1.2 

1.9 
1.3 
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-Uil-iLSlCLLS 


»j.;..r»<-Tuif  J 

Fa<':ly    lF  MGNfTIO'i 

(>-■.'.  I  ..  r is'^L/irE'F'iT) 
Cl'LitiC^.C'JiiitO IESI_!iFHlri.cjjQjr| 


CLSIlU.UliU5!.LLi£.LS 

tvJP. 

f;it!iusi_t.ii5SlC"JS„  f-is- 

•NGI'-E   7  (uUiMbz-lLEI       iU^i 

risp.i    R  i:jf>TiA  Oxides  (gk^/ 

Cawh.        a      *FiG>n  cawmon     of  TESTl 

»t!J-  N        CLASS        AXLE        nY.lHO-       "ON-  NITHO-    MYO-JO- 


P-G1L 
L'?.'.--'=E 


(COf  TU.if  I) 


(I  ETt-lao  .TIO'l    FSrTias    Fou 


K    /f5-/0T3/ 


/CAN    FAMILY    Y..0E2 


:     1.BS3       l.okO       1.028         D.OOOl 


7i.'>-;?LU 
I2J11 

-•S' ••i'l  90 

-•vMn^A 

►"'L'^'-'iS 
-.a  -rue 

i-.SI/'rlpe- 
-'C    T'  tSS 
.-•'I-ITA     fJ 
-'%•  t:,f^f 
-•S^Y-A.H 
►..C-"7i"Y 

"•tFS--JE 


•  sii-jt-IP- 

•«•).  TI'.L    r  l-r»iDO 
•••Cf-jT  .!■"■     i>J»-J 
•■T'i  G» 
•l.t'i'-iS    SE'  AN 

•SD  .-IB'J 


MO/OC 

/KGP/GTB/ 

/CA«   ^31- 

2    A 

TjOO 

2.93 

(i.? 

3 

0.6 

0.7 

.IP/r^C 

/Cl'"/"'"/ 

/CAN    /-Jl- 

2    A 

<.n(  0 

3.23 

0.3 

"• 

0.9 

0.1 

flH/OC 

/FGW/OTP/ 

/CA"J    ,'31- 

2    A 

4000 

3.23 

0.1. 

7 

1.5 

0.8 

.•lU/OC 

/tG-</OT«/ 

/CA.J    211- 

2     A 

JSOO 

3.23 

h.i 

5 

0.9 

O.I 

■>|J/OC 

/fGB/OTM/ 

/CAN    231- 

2    f-3 

"OOO 

3.23 

'1.3 

2 

1.1 

0.1 

■•IB/OC 

/tO-'/'Itt'/ 

/CKrJ    £■31- 

2    M-4 

3S00 

2.93 

0.3 

2 

0.9 

0.6 

AIB/OC 

/KG-I/OTW/ 

/CaN    231- 

2   t--S 

3500 

2.93 

0.3 

3 

0.7 

0.7 

I'f.TE-lIOi- -TlO'g    FiCT'"<S    FTP    -    -1.^/nC    /tO-^/OIB/         /CA:J    family    7'.0E2LU 


1.103 


.000  1.000   o.oor 


7kf  J? 

13=0) 

C'l-MWY 
R-GaL 
LES'kPF 
ELECTHA 


Jfr,t{_ 
CF'iTD"»    CPUBE 


OC    /fG-'/Oia/ 

■'C  /fr-'/oi^/ 


llFTF^ilD--  TIPN  FacicBS  FT''  -  OC  /EG^/OTa/ 


/ 

/CAN    J'lO-    2    A 

«500 

2. 41 

1.0 

13 

1.3 

0.1 

/ 

/CAN    jSO-    2    A 

AOOO 

2.<.1 

0.9 

11 

1.3 

0.3 

/CAU  f  AMILY  740J2 


l.6<.9       1.17<.       1.076         O.OOf 


7<.''J<.'J 
n«.0) 

C?>riiPY 
Dt  r.  \L 

C"  TllBY    HAG1N 
L£<;n='PF 
KTYBj 
WIVIEMA 


CK'»T'J>  Y      CUSTflN-    i-jGON 
FLtCT-.    LiMlTtO 
tI"I!Bl 


■JC  /FG-VPTr</ 
OC  /rG-/OI.</ 
JC    /EGJ/OTP/ 


(">EYt.'n''-'TION    ''ACT  (HS    F'lP    -    JC    /FG^'/OT-/ 


/ 

/CAM    3S0-    4    A 

5000 

2.73 

0.9 

IS 

1  .4 

s.o 

/ 

/Can    3S0-    »    A 

4500 

2.41 

1.2 

6 

1.9 

0.2 

/ 

/CAN    JSO-    4    A 

4S00 

3.08 

1.1 

7 

1.7 

Iv   '« 

/CAN    • amIlY    7«0J4U 


:    2.217       1.476       1.000 


0.00' 
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29461 


MAN'irACTUBFM 

FAMIlY    ■>E^I&N^TION 

(CO.    IN.    OISBL'TETNT) 

Ci;Liiits.LQ:;Liai 


1977    "Ji/EL    y£ik    LlGnl    OtiTY    VcMlCLES 

l». 

rFM    vFjiCLts iib£JSI-£.iJ5Si::iS_  fl' 

• J.-ii.-i— ".1.4J ,n,,i,,t      I  (GH»»S/«I.EI  „5i 

'Ib-.l       B    INfCIlA  OXIOES     i'---- 

r«w>..  1       »»  IGnT  CA.<i.O«l       OF  TE 

VEN-  N       CLASS        AXlE        HYilBO-       HON-  MIBO-    ►'YU'' 


(r,Mi    C'-nlLLAC 
76CJ0 

I3S0» 

•StVlLLF 


7^0JOil 
CSOl 
H    S-VILLF 


7»,0V0 

(i.f5l 
M    ClOIlLAC 
M    ELDilWAO'l 


7f.CV4S 

(4.>5I 

'-"C-nULAC 
H«L  iM'-iiiSIr'^ 

•ELH^'pApn 

H»C   )M-.     Cr-ASSIS 


76n';4ij 

I4?S) 

M  c^niiLAC 

LImOuSInC 
h   ELfl.lPADO 

COM".    C^-ASSIS 


MO\OA 
77Er 

(     761 

CIVIC 


77E0-1 

<     91.     (.»•) 
►••CIVIC    Cvrc 

►■•CIVIC  C'.'cr 


^IW/OC    /EG-*/ 


(r>F  (flfl-'  TIP-.    FA'I-i.'S    Fnp    -       IP/or    /to.!/ 


/Ctfi     <50-FI    A 


4sOO       2.5b 


SEv'LL- 

«.t  /Il.L- 

•-    ■irv'UL- 

(nETf  ~io  ..  tir.1  lACT'PS  F0«' 
m  nf  .'iLi  ►    ^Eu^• 

I'f   'iLLr     SF  .A.- 
M    Fi  ,.o.<-.'  ■, 

(LETf-IO-    Il'i.i    FATT.  PS   Fr.P 

•I'tvII.L'     St-)A- 
r.    lit  vlLLr     S:    '£•' 
•■it>'ILL-     st.lA-: 
•fLTiw/.-n 
cc-'r'-i.uL  C'lASsis 


..  IB/rl  /OC  /fGK/ 
■•IP/FI    /oC    /£&«/ 

-ix/ri   /OC  /tOP/ 

■  IP/FI    /OC    /tC**/ 

-l»/nr  /F'j-</  / 

■  Ip/rir  /fG</  / 

;ip/ic  /►..-/  / 

.IP/or  /►>..(/  / 

-IP/OC    /tl.-/         / 

-IP/or  /fup/jTi./ 

.Ifc/OC  /LoP/OTh/ 
-IB/nC  /t'.P/uTP/ 
■.IP/OC    /iG-i/i'TP/ 

-ip/or  /tup/'jTP/ 


/CAN  Family  76(ijo 

/CA.1    jSO-FI  t  VSOO       2.56 

/CAN     l-SO-FI  A  4^00        j.Ort 

•  Can    jt>0-f  I  A  4.^00      3.08 

/Ctt    r  A'«IlY  7*0J01' 


:     1.300       1.416       1.074 


/CA  J  4i3-.  I 
/CAN  -?S-FI 

/Can  -^i-F I 
/Ca™  ^23-r I 
/Can  t  AMILY  76CV0 


saco  3. OB 

soon  2.?M 

S~00  3.07 

".SOO  2.73 


/CAN   -'5-    »  A 

/Can   4^5-    4  A 

/CAN    4?5-     4  A 

/CAN    -/S-     4  A 

/CAN    42.>-     4  A 


vnOO  2.73 

•.non  2.73 

SuOP  3.fd 

5^00  2.73 

3300  J. 15 


0.6 
0.6 
0.3 

l.noo 

0.7 
"  .  A 
p. 9 
0.8 
1.118 

U.I 

0.7 
0.3 


5 
1.31h 

13 
II 
13 
14 
l.uOl 

2 

10 

4 

5 
3 


(iiETExIO.'i-fllir^   FACT. .PS    FOB    -    aIp/OC    /tOP/OTP/         /CAN    tAMUY    760V4S 


1.210       l.U 


l.S 

1  .6 

1.3 

l.COO 

1.4 
1.5 
2.0 
l.S 
1.052 

1.4 

1.4 
1.4 
1.7 
1.9 

1.000 


ilfVlLl?      St  .JAN 
H    FLOUP''!  O 

■rtv'LL^    C(.OP£ 
f:ino3"..n 

OtVlLL^    npiHK.-ti" 
CO^-'■fPCIiL    C-IASSIS 
FLOPP--0 
IPFYt  ^inp.  Tir-i  Fsri.  OS   fcp 


.iC  /KG-VOTP/ 

>C  /FL-/OTP/ 

•iC  /FN' /DTP/ 

■jC  /FC.-i/olP/ 

i<  /EGp/oT-/ 

■■iC  /FC.-/UTP/ 

iC  /fG-/oTP/ 

i.C  /Ei-/>jTP/ 


CH-IC  -IP/ 

Mu'itJ  (  WIC    >   ">i"-'   sEnAtj      -IP/ 

(I.FTt  Pla-- .IIO-j    FACT.BS   FPP    -     .IP/ 

•CI-JIC  'TR/ 

•  MIl.T.l  CIVIC    CVCC     S    OP     «AG    .ITB/ 

H  rivir  -IP/ 

•  •,o-iii.%  I  IvIC  CvCC  Vi-  .AG   ;TP/ 


/^ 


/CAN  FAMILY  77Fa 


0.0 

0. 
0. 

a.. 

0.0 

0.. 
0. 

0.1 

0. 

0.0. 


/ 

/Can 

-2s-     4 

sooo 

3.08 

r.4 

3 

?.o 

K/A 

/ 

/CAN 

42S-    4 

ti-OO 

3.07 

.'.6 

8 

2.0 

0.- 

/ 

/CAN 

»23-     4 

4SU0 

2.20 

'..S 

5 

1.6 

0.. 

/ 

/Can 

4  2S-    4 

5S00 

2.73 

0.6 

8 

?.0 

o.< 

/ 

/Can 

-23-      4 

SOOO 

2.?!* 

J. 6 

10 

l.S 

K/A 

/ 

/CA.. 

..PS-    4 

ssoo 

3.15 

o.S 

3 

2.0 

H.? 

/ 

/CA.V 

•.?S-     4 

SVOO 

3.07 

0.7 

3 

1.8 

P.  1 

/ 

/CAN 

'  AMlLY 

760V4O 

• 

1.374 

1.593 

1.000 

O.Ul 

/ 

/Can 

76-    2 

P- 

4 

/nOO 

4.93 

f  .» 

11 

1.4 

o."- 

/ 

/CAN 

76-   2 

S-* 

20«0 

-.12 

U.6 

8 

1.7 

p.. 

:     l.COO       l.OCO       1.000 


O.IS 


/ 

/ 

/CAN 

91-     3    ►•-4 

.jr.co 

4.07 

0.1 

3 

1.2 

C.3 

/ 

/ 

/CAN 

91-3    »-4 

^•^■SO 

4.43 

'..? 

3 

1.2 

P.f 

/ 

/ 

/CAN 

91-3    M-S 

,-000 

4.07 

0.7 

i 

1.4 

I.. 

/ 

/ 

/CAN 

91-     3    S-A 

2/50 

4.12 

U.2 

4 

1.2 

U.3 
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Trtt_j,r__.i._l_t.i 


PAN-'-ArTO-f  3 

Fa^'Ii  ••    ~r  c.  H.N' T  TO  J 

(ni.    I'..   risoL""F"FMi 
_  C^i-.l'jS5-C'2:i'L'-Li} „.riil-i!t-i:L£_-ii-'J 

w,^^-.I  "'  (C'K.Tlr.iF'll 


'..IP. 

r,E    i  "*  (f.pA-s/»i'..k)  siiii 

ISP.i      P    INfPTlA  OxlDES    <&PS/ 

(tPh.  A       PMOMT  CA-^PN       uF  Its' 

WN-  N        CLASS         AXLE         MYOPO-        mON-  MTPO-    MYIPO- 

'••1^5'   -J  Ca;i'iaL-"^''iItl)  -l^rlS  ^..iLiSil  -aIUj  ££-^0-5  .uillE  .— Si-J  liSiui 


-•A'.C"pU    CVCC 


77Fri-2 

(     91.     »-) 

CIVIC  cwrc 

CIV'C    CjCC    pm.pn 
ACC'pO    fVCC 


IS-I7U 

G'.Pt?-" 

1111) 

P.O-I-L     "Y     ISO/" 


GIF  ,.7-F 

1 ;  1 1  • 

i-'fl     HY    IS'J7U 


•  iCC'Wi 

•  Hii'.'-iA  '.rropo  CvCC 
(•■FTtPIo-   Tlo^  fJrl'PS   Fpo   - 

CIVIC 

Ml);'.!\    -.IvIC  cvrc    --llB    HG 

*"o  .PA    CIVIC  r^TC    SIJP    ►  AG 

crTt.'lJ-     Tir..i  IfrTt-S    Ff^t.     - 


•  '^^'^L     -  '^P     SFT.'i 

•  .-ipcL    2  "P    CP  1"- 
t.    nPK  I     '  *■•  '    CPi.'PF 

(rcttPll-  t;u'-:  fa^T' PS  Fot^ 

,iPfL    i  .  P    3F    ''J 

I'Ptl      2  fP     Sf'A'l 
('•£  Tf- IP'-Tin-l    rin(BS    FOP 


.  Tp/ 

/ 

/ 

/ 

/Ci'J 

9«-    3 

P-S      ,/50 

4.27 

".3 

2 

1.2 

0.4 

JTP/ 

/ 

/ 

/ 

/CJ.J 

9,)-    3 

S-A       ,;25C 

4.12 

0.2 

3 

1.3 

0.4 

.■IP/ 

/ 

/ 

/ 

/Can 

'AMILY 

YfFP-l 

: 

I  .000 

1.000 

1.000 

0.15S 

•  Tp/ 

/ 

/ 

/ 

/Can 

01-    3 

p. 4        /AftO 

3.8'( 

1.4 

6 

l.S 

0.4 

..'TP/ 

/ 

/ 

/ 

/CAti 

91-     3 

..-4       ?PS0 

4.43 

.'.9 

5 

1  .7 

P. 4 

■'TP/ 

/ 

/ 

/ 

/Can 

01-    3 

S-A         ^,-5(1 

4.12 

n.4 

4 

l.S 

0.3 

OTP/ 

/ 

/ 

/ 

/LAi-i 

pp-    3 

X- S      ??S0 

4.27 

1.3 

5 

1  .4 

0.3 

■.*TP/ 

/ 

/ 

/ 

/CXN 

■<—    3 

S-A       ,.,-50 

-.12 

T.S 

4 

1.7 

0.4 

OTP/ 

/ 

/ 

/ 

/Can 

tA-lLY 

77F0-2 

1.000 

1.000 

1.000 

P.  15 

•  IP/PC 

/lo 

-/ 

/ 

/COK 

HI-    2 

A            7S00 

3.S4 

0.3 

4 

1.0 

O.n 

-IP/PC 

/EG 

-/ 

/ 

/C"K 

111-    2 

-4       ;,oe 

3. '■4 

1.3 

s 

0.6 

N/A 

A "P/PC 

/rG 

-/ 

/ 

/C-K 

111-    2 

►■4         ^soo 

3. 54 

U.4 

6 

1  .5 

0.0 

■  IP/IK 

/tG 

•/ 

/ 

/C"-i< 

f  AMLY 

r-i.'oz-p 

2.239 

3.11*' 

1.000 

0.00' 

■x:p/="r. 

►  / 

/ 

/ 

/CPU 

111-    2 

A              2300 

J. 54 

'^.9 

11 

1.3 

0.0 

MP/FS 

-</ 

/ 

/ 

/CPX 

111-    2 

"-4       ^,00 

3.54 

■1.7 

10 

1  .6 

K/A 

/CP«    '  A'MLY    Ol''02-r 


:     I. 000       1.000       1.008         0.00' 


1  0T"<: 
LOTl 


♦ESO=IT 
•  E'-l  ■T 
•ElI'E 


-iT'E    .%'ITP'STIC 

i!P/"C    / 

/ 

/ 

/CAN     121-     1     A 

2  750 

3.T3 

■J. 5 

•LnriiS 
•L"TIIS 

- ^PPIT 

•  IP/i'C    / 

/ 

/ 

/CiN     121-     1     —5 

^-'-OP 

4.37 

UITE 

t!P/PC    / 

/ 

/ 

/CAN     121-     1     P-5 

2  '50 

3.73 

''.3 

(fit  !►  jTpp  .Tir,-j  jxn.ps  Ffp  -  ••;b/rc  /       /       / 


/CAN    fA'MLY    LOTl 


1.0 

1.1 

1.8 


K/A 

0.2 
0.2 


1.476   1.146   1.000    0.13' 


M£S«=AYI 
l'.7/49 
1301) 

•  ■^-A-SIN 


•  '-A>SI'.    120 
•-OPA     117 


tlP/TM-^/  /  / 

pIP/TH./  /  / 


(t.cTEPI'.P-  TIPN    Ft':T.-BS    FOB     -     -MB/ThV  /  / 


/CAN     .'01-    8     A  4000        3.S4  0.3 

/CAN     301-     K    K-S       -000        4.22  0.4 


1.1 
1.0 


/Can    t-  A"ILY    10  7/49 


0.0 
0.0 


1.000     l.COO     i.ooa      0.00 


>»"^p-FPrS    PF'J? 
V-p/PC— ■•9 
(4171 
M»4SC     SE 

H«4S0    SEL 


•  ■"P     1  l>.    *     I4S1     Stl      6.91 
.4    wp     116     V     (p*.:!     St.L     6,9» 


-IP/Ft     /OC    /FGB/ 
-|B/FI    /OC    /IGP/ 


/Can    4  17-FI    A  450C       2. 65 

/Can    -17-fI    A  4-00      2.65 


•J. 3 
0.3 


,rf,fulOK..Tl,i'.    ctrr  ,BS    FOB    -    JIB/FI    /"C    /tOB/        YCAN    Fa-IlY    V-.'i/0C-6.9 


1.2 

l.fc 


1.336       1.593       I. 000 


0.0 
0.0 
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NOTICES 


ILil-KtJlCLtS 


FlMllT    'H  «.I'.N.  TION 

ICU.     ?■».    OIS01.«''t>'f  Nl) 


"EWCfDES    "F  1/ 


ir.iv.ii.iuFI) 


t 

t.i=ii!il-i.;iSilL:/5_  f 

•   I'l^.l      »    IM^TI*  0>!UCS    T(i 

Li-lo.  A        xi'lOMI  CtHoON       OF 

VtN-  N       CL4S5        «»lt       MYOMO-       MON-  HITBO-    H* 


H      ,>-0F 


•  m;  slC 


1?1    i/'30) 


li  •:TF.<ir,.-    TIC    F'l-T-lb    F(J    - 


!«/n->'-/r.-.-j/ 

/ 

/C«t,    1<.1- 

iK/nJc/LO-'/ 

/ 

/C/iN    1".!- 

iw/r-.vt  fw/ 

/ 

/C»r»    FA^•1I 

...    !  I"  I?-'     SI 

(I  rT>  anv.  TI.i'i    F'-C'-JS    FP;' 

(I  f  Tf  >-in,<.- Tin  i  Fnrr,  „s  Fin 


l«/FI  /OC  /Lhf/ 

li-zri  /or  /if..'/ 

-[x/FI  /UC  /Ll.w/ 

■I"/FI  /OC  /tC/ 

^I<</FI  /OC  /t'>i*/ 


.I'-OO       3.^9 


/CA«  IH-FI  A 
/C»«  ISr-F!  A 
/CA  I     l^l-FI     A 


/Ci.j  Fi-iiLv  ^l/L-^■;/oc-^.8 

/Can    c  7a-t  I    A  '.000       J.Ob 


O.A 
0.3 


1". 


1.1 
I.I 


1.333   1.150   1.100 


iOOO 

i.b" 

.).^ 

b 

1.7 

iOCO 

?.•■■< 

0.0 

7 

I.S 

-000 

3. so 

l.k 

H 

I.S 

l.<.06   l.»7<<   1.000 
1.?      7      1.7 


If/FI    /oC    /tGH/         /CAN    ta-llLY    2A/v-»/i..S/l07       :     1.349       1.J9S       1.000 


2A/V.4/..S/110 

f'^SO    SF 
M«i.->0    StL 


?u/i.-*f /n-c/.'.N 

ll'-MI 
H«?-lO     S 


2-./v-H/*..^/107 
M«<.S('    SLC 


-IW/FI    /OC    /lex/ 
ilf/FI     /,1C     /t&M/ 


/CA.J    /7<)-FI     A 
/CAN    r7*)-Fl     A 


-''OO       3.06 
-SOO       3.06 


J. 5 
•).S 


••—    1  1-1       (/■•n    •■,■1 
"•'"     '?j     I/".!    F) 


Ih/Fl    /0"C/tr,rt/ 
-|f/Fi    /iwc/tO-*/ 

.jh/FI      /IJdC/tGf/ 


/Can  ln-l-FI  A 
/CAri  Ihh-Fl  A 
/CAiJ     1^1-FI     A 


••OOO  3.>-t 
4000  3.5» 
tOOO       3.S" 


•  .••    ir.  7    -.    (•.=^1    <;l  I 
"•tfi    117    H     l»>^ii    SL> 


- |K/t I      /OC      /tiW/ 

■  U/FI    /OC    /t&x/ 


/On    t7h-FI    A 
/Can   -'76-fi    a 


'•nno     3.0b 

•■OOO       J.Ob 


ir'TtJinw HPi,  f«ri   JS  row  -      if/Fl    /uc  /tSf/       /ca-i  family  2a/v-t/'..b/lo7 


U.2 


a 

15 
1 


(o«T^■'IO-    rli^i  F'.rT>''-.s  Fr>    -   -ik/FI    /i^r/tG.*/       /Can  ttxiLY  f'J/L-f':/D"C/?.b   :    1.0S7 


0.1 
0.5 


1.7 


(1-FT>  yIO--TK  ;    Furi.uf    f,;;j    -       IH/FI    /OC    /'OH/         /CA  <    fSflLY    ?A/v-f /*.  .5/ 1  1<S       :     1  .  3ft0       1.53-       l.CSO 


1  .4 
1  .i 
1.2 


l.?35       1.13* 
10 


1-.3 
1  .0 


1.3??       l.J?>.       l.OSO 


;>'/v-«/..'i/i  If. 

I?7M 
►■•-so    ^£ 
►••^■iC    StL 


>H    \r<r  c      (<■-'■   Si  C) 
•  M-i    in/    c       I4'.c>    S'Cl 


-iw/f  I     /OC    /IGx/ 
-l"/FI    /OC    /tow/ 


/CAN    /7f)-F  I     A 

<4300 

J.Ob 

'J.  3 

? 

1.3 

/Can    t'7o-FI     A 

-500 

3.0b 

0.5 

7 

1  .2 

(I  FTf  l-IO)  .1  ION    FlCI.P";     FOU     -     <.|W/FI     /OC     /tOU/  /CAN    I-AMILY    ?B/V-H/<.  .5/ 1  1 6 


1.3<.7       1.375       1.000 
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CLSlia.li:i2t.'_LLyt.LS- 


-Uil.VF-i'.LLS 


-I'j'iFAr'U-FO 

Fifli-     .r;iG».'TiO' 

IC".     !\.    P^SOLirf-fNT) 
C.£'-l:<F<_rgy'_ifFr) 

••It<.l'-IVH| 
»-3-r 

I     JRi 

►■•C'l  T 


IFil.i'.JlLL.-liL'Fl. 


ti-iL'5IU.;iSiiC^5..   £-; 

'"OiNt       T  (i.i.«>'S/-'ILt  I  >■ 

nsu.l.      H    INFi^TU  0«!OES    it- 

F»w^.  A       S'fllK'I  caJoON      of  I 

'".J-  N       CL'.SS        axle        HrnWO-       kON-  NITSO-    HVCi 


•  ■O-F 

I      CB, 

A.'P'^W 

C'L'>^Tf 

«    It 

C  il  T    yir.O'j 

■     C-ir-tT 

L  •■•)(■'« 

C-lrMT 

■(A'-.IV 

!.■.■.. r 

M??) 

•A-JCOW 

•rii  T 

•SOLT    KA. 

•ON 

»:;•-» 

ti?i) 

avo^w 

C-l'STf 

C  'LT 

C'l  T     <Ar.ON 

C-Ii-»ET 

L-'JCFW 

C-tCHET 

*A';  IN' 

e-IC'ET 

•Ail)l. 

>H^<«N 

Aiicr 

1    '•51 

"•n-flO 

•nor.''-F 

1  OUT 

•  IW/T-     /fc 

i,j/ 

/ 

/CAN 

9^-    ? 

A 

?K00 

3.fc9 

U.J. 

6 

1.3 

0 

•illH ''F 

"LI 

•.I~/I"-  /t 

r.-i/ 

/ 

/C6N 

-JK-    2 

A 

?^00 

J.»-9 

0.3 

6 

1.3 

1 

•onnr-F 

-",.,  t 

■ lO/Ti    /I 

G-v/ 

/ 

/CAN 

•f-    2 

w-4 

??5n 

3.t-9 

0.3 

5 

1.2 

0 

•  ai  t—M 

It"    /t.aot' 

<.|l./T--/t' 

0-'/ 

/ 

/CAN 

<'',-    2 

M-4 

i-500 

3. "9 

■1.3 

S 

I.I 

0 

M«-^'tl_)f.F 

..  iLT 

•Il'/T-.,    /t 

rw/ 

/ 

/CiN 

S^-    ? 

...5 

?5fiO 

*.?? 

U.9 

» 

I.S 

0 

.-l<j,.cr 

•i-LT 

•  IP/TH.  /f 

f.^/ 

/ 

/CAN 

9^-    ? 

H-5 

?500 

<••?? 

0.3 

4 

1  .2 

0 

(1  t^Tt-in- 

■  iio.v  rtrT'Ri  rru  .    .ib/t-i'vegj/ 

/ 

/Con 

f AWILY 

<.G3- 

■C 

: 

1.000 

1.000 

1.000 

0. 

Ml   »••'" 

•IM     ^JO  )ii 

ill'/F'i''/ 

/ 

/ 

/CAN 

■.rt-    ? 

A 

?SO0 

3.K9 

1  .<• 

u 

1  .b 

0 

IV).,f« 

'  ItT 

'•I'./FO-/ 

/ 

/ 

/CA   J 

9'f-    ? 

A 

?500 

3.5* 

1.? 

9 

1.7 

0 

f.HM'.f 

■  Fit 

^l^/FC-/ 

/ 

/ 

/Can 

9-(-    I 

M— it 

?750 

3.M9 

1.6 

■* 

l.d 

0 

■•t »'-'-, 

Jr-     (./«"-• 

*  I  >■■/«(.-/ 

/ 

/ 

/CtN 

w.,.    ? 

M.4 

^■'OO 

3.X9 

1.? 

y 

)  .a 

0 

>,*1rtr.f 

•  f'Ll 

■.lO/Ff-'/ 

/ 

/ 

/C«N 

vid-    2 

K-4 

?<50 

3.31 

1.5 

7 

1  .i 

n 

•lOMf,.- 

1  .ILI 

;|>-/Fr..v 

/ 

/ 

/Can 

<*M-    ? 

c-5 

/SOO 

<..?2 

1.0 

9 

1.7 

0 

(111  Itwin-' iior]   i»rT.  JS   Fn>   -    .iu/r(.-/ 


/CAN  Family  uiii-r 


I    I. 000      1.001      1.000 


•lO.iF.F.  (01  T 


('IF  Tf  •'!•)'- 'T  ION    FACTOOS    Fr^ 


•Iw/TH    /K.o/ 
"IK/TH    /►G'J/ 


,  lO/T-.-./tGW/ 


/Can    I?c-    i    A  ?/5P       J.f* 

/CAN    I??-    a    M-5      ?750       3.AV 


/CAN    t  A"ILY    AG5-C 


U.3 
■J.  3 


1.2 
1.1 


•000   1.000   1.000 


nif'Ar    (  -n  T 
PLY'-T'T-    Axl-n. 


11"  TF-IO-  .T  II"!    F/.'Tf'W<;    FOD    _ 


•-210 
•■"210 
•.»2I0 


/CA<    122-    2    A 

?750 

J.S* 

1.1 

9 

1.5 

0 

/CAN    122-   2    >'-S 

2750 

J. 69 

1.0 

9 

i.a 

0 

-l^/tG'/         / 

/ 

/CAS 

tA<ILY    <.G5-F 

' 

1.000 

1.000 

1  .  C  0  0 

0. 

•IP/OC    /tou/ 

/ 

/Can 

"5-    2    A            ??50 

3.89 

0.3 

3 

0.9 

0 

"IW/OC     /LOJ/ 

/ 

/Can 

»S-    2    A            <-S00 

3.K9 

U.3 

3 

1.0 

0 

-i»/oc  n<^-*/ 

/ 

/tAN 

*^-   2   »-»      ?2b0 

3.79 

0.* 

2 

1.1 

0 

-51- 
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NOTICES 


29463 


MANUFACTU-FB 

FAMILY    1  F«;lGil.  TION 

ICU.    I''.    niStLAFEnEiiTl 

Ci^Liliti  CQ2Eji£.D „.IF;l.iF.jL.tl_-jOua 


NISSAN 


H'F-n  tiA'.oi. 


*i4or 

(    rtSl 
F-in 

F-ll     WAIilN 


(|A|F 

(    PS) 

ri-210 


L2eor 

(1191  ' 

.-•7;  0 

M«710    (.AGON 
H«2u0    SX 


t^cor 

dl""! 

7in 

7  in    '.AbCN 
200    SX 


L2<.0C 

(i<.6l 
H«M10 
M»810     WAGOi'l 


L2A0F 

(1-bi 
810 

810    kAGOK 


(CO-  TIN  l«l.l 

...-i^in 

•t  1-1 
CuHt-'II-    TIO-.   f«nv«S    FOD    . 

.?\r 
.210 

F|" 

l;.FTl-.,inK-TIO  1    Fii-T-  OS    Foa    - 
-210 


tilSSL 

•IH/OC 

..m/nr 

-  U/.)C 

.»/oc 


I  v; 

.itj-vtii ITZWr  I  '  io"A-S/«lLll              ..i: 

iISP.l  O  INE-'IA  0»IOES    lo"- 

CAUo.  a  nr  IGmT  CA.<=0N      OF                 't 

YEN-  N  CUSb  AILE        MY-mO-       "ON-           MTBO-    HYO- 


/t..»/  /  /CAN   «i-  2  H-^   2/SO 

/!.&</  /  /CAN   AS-  2  M-S   /(-so 

/t'.i/  /  /Can  b3-  2  »•- s  t'^^o 

/LGJ/  /  /CAN    FA-llLY  AI*OC 


|B/f  C.-/ 
..I-/tG-/ 

IS/FC-/ 
.  Ih/F  :.-/ 

^IP/rCw/ 


Mi'/rc   /t.r.-/ 


(i.FTF-vn-'.Tlo.N   FArTi.iS    FOP    -    -Ix/fO-'/ 


•  Hi  Ti 
•HlCl 


f  I     /OC    /i  G^/ 

> 1   /or  /tOJ/ 

»  1    /OC    /IGW/ 


(liFTt'^IO^^TI'ln    f^rtiXS    F(li<    -   Fl    /OC    /lGh/ 


•■10 


» I     /FG-/ 
rl    /fG-/ 


('.f.  Tf-lo-    Tir.i    rtrtlKS    FOk 

-    -IP/OC    /e.6-1/ 

/ 

•  /ll 

•M  1 
.7l.> 

•  .>  11  >  ^  ■    ■ 
..»>I|||SX 

H.'ETt-10-l-TIOl.   r«':T-'S    FOB 

-I-/OC     /C'.-I/ 

-|rf/nr   /iG.-/ 

-IR/OC    /IG-'/ 

;|i-/oc  /!.•'..»/ 

-IK/nc   /cG-i/ 

-    41H/PC    /tG-i/ 

/ 

/ 
/ 
/ 
/ 
/ 

7n 

710 

?0(iS« 

-IS/tG-/         / 
A'.fc/FO-/         / 
Mf/EF-/         / 

/ 
/ 
/ 

/C£N 

/Can 
/Can 
/Can 


^5-  2  A 

i>^-  2  "-* 

«5-  2  x-S 

-.5-  2  —S 


2?50 
?2S0 
P^iO 
f  f-40 


3.70 
3.70 

3.A7 


3.09 
3.70 
3.70 
3.<-7 


U.3 

0.2 

1  .30k 

!.<• 
1.3 
l.<. 
1  .2 


2 
2 

1  .000 

12 

» 

10 

4 


I'.  9 

I.I 

1.1 

1.000 

1.3 

l.k 


/CAN    f  AMll  Y 


OF 
/CAN       "5-    2    »•- S      275f 

/CAN    f  A-<IlY     Al-IF 


/CAN  n>*-  2  A 

/CA.4  119-  2  "-* 

/CAN  1  19-  2  >•- » 

/CiN  I  I-*-  2  x-5 

/Can  1  !■«-  i   f-5 

/CAN  t  ahIlY  L2C0C 

/CtN  1 19-  2  A 

/Can  119-  2  H-* 

/CAN  ll-<-  2  M-i 


/CAt.  f  akIlY  L200f 


5.70 


1.IS4   1.15b   1.00* 


/CAN  Itb-FI  A 
/CAN  I  <.!)-►■  I  "-» 


3000  3.70  0.3 
3000  3.7»  0.3 
u.b 


(llf  tt^IO^'-TlO-;  FAFIuxS  FOP  -  'I  /FG'/ 


/CAN  1'.'<-FI  H-*   3n00  3.70 

/Can  I AHlLY  L2»0C 

/CAN  US-FI  A     3000  3.70 

/CAN  l<.o-t  I  I--*   3000  3.70 


/CAN  f  A.'llLT  l2»0F 


1.1 

l.l> 


1  .<• 
1.4 


0. 

0. 

0. 

0.(. 


l.OSO   1.000   1.000    o.c 


l.SJk   1.511   l.uOO    O.C 


3000 

3.70 

■1.2 

b 

1.2 

0. 

<:»50 

3.70 

).<• 

7 

1  .0 

0. 

3000 

3.70 

u.k 

a 

1.1 

0. 

?7S0 

3.>'9 

l<.2 

2 

1  .0 

0. 

2  7S0 

3.H9 

ti.3 

7 

o.d 

0. 

1.487 

1.744 

1.000 

o.t 

?7S0 

3.70 

1:1 

10 

1.7 

0. 

2  750 

3.70 

IS 

l.b 

?7i(, 

3.09 

1.2 

11 

.  l.» 

0. 

.0  • 

.2  0 

.2  0 


:     I.IIH       1.000       1.030         ••! 


1.1S7       1.210       1.000         0.1 
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-ILil-il. 


yAtriFAC'i'-Tp 

f.'ll  Y    v.F  5.16^-7  1 0-1 

(T'J.     I-l.    nlSPL'CfFMT) 


_.icsi.yt.:L:Li_-'2^u 


CLiliU.l.tIi2y.t.Llfl.l.S 

(  VAt 

flS- 

.-SU 
•ISP.l      «    iNf^TlA  UMO'.S    (G«S/ 

LA".,.  A        BFIG-t  CAK^O'.       OF  Tt' 

VFN-  N       CLASS        A«LE        "Y.lOO-       "ON-  NITBO-    HYpOl 


-iIls  .._  _- t.i-iL'ii.t.risiia'jS- 

.A-ttj y-_   ^— — ^      f      —  -  i(.i-j-S/-lLE» 


NISSCN' 

Lpair 
11-^1 


L7F1f 

ll*.*) 
2  -OP 


ICO'.Y  I' ■».!') 

•P"07 

•2-117 
(r-ETF"TO^.' T  I0'<   FACT"i'S    FOP 

.»  :i7 
7-07 


Ft  /OC  /tG-l/ 

►  I  /or  /t  l.r-/ 

►  I  /or  /to^/ 

Fl  /OC  /to'/ 


'I    /EC-/ 
FI    /FG-/ 


(•-f  TFtl^li'-  TION    FirT^  -(S    Fo-    -    M    /f'-i/ 


/  /C'N  1S.(-FI    A            3000  3.5» 

/  /CAN  1~H-FI     A              5000  J. 54 

/  /C^N  l^it-FI    »— 4       1100  3.54 

/  /Can  f aMILY    L2O0C 

/  /CAN  1«"<-FI    A            3000  3.54 

/  /CAN  I^H-FI     "-*        3000  3.54 

/  /CAN  ►  Ai<IuY    LP'iOF 


0.2              3  0.9  O.P 

0.1              b  1.2  O.' 

g . P              3  0.9  0.1 

1.137  I. in  1.075  0.0' 


1.4 
1.1 


I.S 
I  .6 


l.OII       I. 000       1.002 


1).0> 


Pf  L-if  UT 
ll'.O.O 
ll«-3( 


112. o.i 
(1S3> 

fc*»4'»4^ 


«,n4C(. 
CETt-^I  )'    YIOn    FACT'DS   Fou 
►-•S;1-«;t. 

(iiFri>Jl.l--TIC>l   FArT"OS    Fop 


■,  le/oc  /rr.K/ 

nlP/r.C  /tG.>/ 

3l«/or  /ff.-*/ 

-IK/OC  /tu-/ 

^ IH/OC  /tGJ/ 

.•|i(/nr  /n."/ 

'  IW/OC  /K-i/ 

-IB/OC  /tG.-/ 


/  /Can    1'.3-    3  A            3-00  3.70 

/  /CA^g    163-    3  A            rnOO  3.70 

/  /Can    143-    3  "-4      3^00  3.70 

/  /Can  Family  112. 9. ■) 

/  /CAN    l»i3-    3  A            3->00  3.70 

/  /Can    in-    3  A            3500  3.70 

/  /CAN    IfiJ-    3  "-*       3S00  3.70 

/  /CAN    t  A.11LY  112. 9. t 


1.0  10  l.b  1.- 

0.«                7  l.b  O.!- 

0.7              4  1  .1  n. 

I     1.P19  1.144  1.132  O.Oi 


0,7                8  0.«  l.f 

0.4            5  I.I  e.~ 

11.4              3  0.9  0.; 

1.217  1.087  1.232  0.0' 


P-3RSC-F 

Fikll.Y    II 
(  1S4I 
-•oils 


Iv 


(1P31 

•  TuBXO   CA="»F.»A 


(1211 
H   9^4 


VI 


(I'll 

•9?4 


Ills 

-•■.11<; 

»-\  IS 

•■.11? 

91  |S 

(rPTf  r  !->-.  TION    »A':T'^';    FO"- 
•  Til''''  )    C  APPfPA 


(r>ETF.JI'7-''TI'>N   FACT  '^S   FOP 

■JP4 

3P4 

I*    ■-*24 

(•,f  Tt^-i'i^-TiPN  F«r:i,»s  f-t 

•  u?4 

•  =  24 


-IR/FI  /TM  l/tGR/ 

if/FI  /IMVlO*"/ 

•-IO/FI  /TM:</>GK/ 

-IP/FI  /If'l/iO'i/ 

.|w/Fl  /TM./fG"/ 

..IP/FI  /Trc-i/KGW/ 


/CAN  IS4.(  I  »-S 

/CAN  l^«-^ I  x-5 

/CAN   144-Fl  M-5 

/CAN  l»-4-f  I  S-A 

/CAN  l'.4-Fl  S-t 


P/SO 

p'50 
2750 
P7S0 
P750 


/CAN    FA'MLY    F  axil*    II 
.I(-/FI     /IMI/Tllf/FGH/CAN     1"3-FI     ►-4        3000 

ilP/FI     /I>i</lU>-/F''-B/CAN    f  A-»IlY     IV 


3.f-« 
3.S8 
3.»» 
3.3* 
3.38 


4.22 


O.b 
P.S 
0.3. 
0.3 
J.  3 
1.000 

ij.2 


7 
9 

h 

6 

10 

I. 110 


0.9 
1.2 
0.9 
1.2 
1  .1 
I  .Olt 

1.0 


O.r 
0.' 
0.( 
0.' 
0.' 
0.0' 


1.000   1.000   1.000    0.0( 


<IR/FI 

/Fl.J/ 

/ 

/CAN 

121-FI 

A 

3000 

3. 

,44 

I.S 

8 

1.7 

0.: 

0.' 

AlP/FI 

/tG-</ 

/ 

/CAN 

121 -F  I 

M.4 

JO  00 

3. 

,44 

1.0 

» 

1  .k 

•-.IW/FI 

/tG-</ 

/ 

/CAN 

121-FI 

».. 

•  4 

.^000 

3. 

.44 

1.1 

10 

I  .S 

0.( 

' lU/Fl 

/Fr.'</ 

/ 

/CAN 

FA^<KY 

V 

1.000 

I.OCO 

I.CS4 

O.OI 

Fi   /nc 

/EGH/ 

/ 

/CAN 

121- 

•■• 

>4 

3000 

3, 

,44 

0.3 

4 

1.1 

0.1 
0.( 

H   /nc 

/t6«/ 

/ 

/CAN 

121- 

».• 

-4 

3000 

J 

.  ■**• 

0.3 

3 

1.1 

(OtTE-liW-TKVJ  r«r»  i«S  Foe  -  H  /OC  /IGJ/    / 


/CAN  t  AXILY  VI 


1.2S5   1.148   1,00*    O.Of 
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2^'im 


NOTICES 


)9/7    "1    r.L    licei    LIiiHI    OoTY    1/ErlIi.LtS 


.ILlI.y£.aKLtS 


t 

titlii!SIJ:llSm,;.5_  r- 

r»»+f,_»»ij6NttiON  "■»>•(<.       •     •homt  €*♦»»««    or 

ecu.     I-:.     ri'.JL  •!'"£•  f'T)  "f—  N       CCiSS       »«lC       B»1)"0-       kOn-  nitso-    mti  • 


»1I 


ICO>  T|-<.)f   II 


A  TIC  ,  ran,  :<£.  r( « 


-IP/fl  /oC  /E&H/ 

IW/FI  /OC  /H.fc/ 

■  l"/r  1  /DC  /t  i>M/ 

-u/ri  /uC  /tGw/ 


/■CaN    1?I-FI    » 
/C4'<    l^l-FI    4 
/C«N    lli-f  1    I.'-'. 
/C«N  t  amIlT   wII 


3000 

joon 

3000 


3.73 
3.73 
3."- 


0.* 

1.1 

u.? 

1.072 


1  .<.<.% 


I. a 

1.7 

I.I 


RlOU 

(     7'») 
5 


(101) 

1 7  ■.p«ri-Ji 


ti- 
ll"! > 

!<<    -too. 
I  1 


*i3HC 
I1"l> 
•1? 

•IJ 


,»uLi    -.'■•IL 


..  |B/tT.-/ 
.|«/E'.-/ 


rarl'.hS    n. -i    -    ■IM/Ff.-/ 


r.riJ'-i    1    cn.iOF    ro   v. 


(..'Tr  Jl  T  -TIl.N    («'t    OS    ''i" 


■Iti/ri     /rLT.rJ/ 


-IW/FI  /C&a/ 


,7',TL  ..r,..Pr  r"  'V 

'.tl.tilLI      1?    tUTI 

N     OfO'i 

-l6/(  r.j/ 
l.-/f  •.-/ 

-IK/FG-/ 

/ 

/ 
/ 

/ 
/ 
/ 

(I'tTthin-    1  ID-:    I  fl 

,3S    F*^!*    - 

l^/Ff,./ 

/ 

/ 

•  1 7.1IL   '  ''.«►-£  ';"'  V 

•1<;     STt  t  lO-l    ,.  M,  i-i 

-11. .IF 

■  lO/OC    /tG-/ 

-l"/f*C    /rT''/ 

Irt/OC    /I  0-1/ 

/ 
/ 
/ 

/C4.M 
/C«!J 


7^-  2  (•- 
7'<-  2  "- 


2000 
?000 


irrTt-n'--Tiij  J  rori.,-s  f"^  -   -ii./nr  /f.'.o/ 


/C»N  t  »MlL»     HOd 

/Can  101-FI    h-5      27S0 

/C»N  FAMI;.V     fci.3FIS 

/Can  101-  2  »     ?7S0 

/CAN  101-  2  A     2SO0 

/Can  101-  2  M-<.   i^bOO 

/Can  ►  amily  t(<.3K 

/Can  101-  2  t     ?'^00 

/CAN  101-  2  A     27b0 

/Cam  ni-  2  H.<.   ,S00 

/CAN  Fa-IlV  «'.3'iC 


J.t3 

3.e3 


3.5b 
3.55 
3. S3 


3.55 
3.5S 
3.5S 


1.2 

1.3 


I  .000 
1.3 

1.117 

1.3 
i.u 
1.2 


O.k 
1.2 

(..3 


I< 


I  .ail- 
.  t) 


2.0 
r.O 


1.000 

;.5 


1.010   1.000 


11 

15 
12 


1.000   l.Okri   1.300 


1.3 
1.2 
I  .2 


1.6 

U/ 

1.8 

•J/ 

1.3 

K/ 

s/ 

N/ 

N/ 


1.353       1.517       I.eOt 


qntLf-'50vct 
I 

11.121 

H«i>-ML£T 


•  slLV^-    c-,/.>n»    1. 

•;-     ^tl   «•< 

■IW/OC   /ts-/ 

/ 

/Ctt  -12-   2   A 

5'OC 

3.08 

0.2 

2 

1.1 

sli  v^'-    t-..'.,in/  /. 

J   <;l''3>i 

iH/or  /to J/ 

/ 

/CAN    -12-    2    A 

5-)00 

J. 08 

C? 

1 

;.o 

sItvF*-    *...*jn.   i. 

.' >^   Ski'iAS 

•  IC/OC    /t:.-/ 

/ 

/Ca.'.  -12-    2   A 

5500 

3.08 

0.4. 

6 

1  .t> 

I'fTt'^IO^     71', 'J    FofT'luS    FOB    -     '.IW/nr     /MW/ 


/CAN    fiHIL*     1 


l.ono     1.1)00     1. 000 


pi2or» 

1121  I 


•■(■i-.L    S'-r-.Aii 

/FI     /TkC/ 

/ 

/Can    121-fi    w-*      30O0 

3.f<9 

0.7 

«t 

0.2 

•  •»'..,IF      .F04.N 

/FI     /I,C/ 

/ 

/CA.4    121-t  I    A             (000 

3.P9 

11.2 

3 

0.3 

«•.— 'tlC       -FlIiN 

/FI     /1«C/ 

/ 

/CAi,    121-fl    A            30O0 

3.89 

0.1 

6 

l'.3 

II  f  rr«H>..-T  in.j   fAr7,,P5    Ffirf    - 

/FI     /t.'C/ 

-5A- 

/ 

/Can    1  AMlLY    H12i)Ca 

2.323 

1.520 

1.536 

iv/  /    ■-  •    r.L 

tr  ..H     L  10"  1      Ui 

t  1 

"t -^11  ui.3 

-liil.KlJl'iLLi 


■•••I'  «';.''Ti.  •'- 

Ffl_  .      ■»  «.?(,•.*  7I0*< 

»'■'.     !•'.    D'S'L  ^fF"lhTl 

iiiLC^:'.^  }jZ3to... 


<i 

%-2-  •■'= 
;l21i 
9-1 

■;'u-7 

7  >r-..«.j 
c-Ji 

STI-T7 

T 

c-  ;  = 

1    07) 

•  ■.I  7'-A 

•  •«.  7'A 

• 

CUiHUtU  IfiN.LULLS 

fVAP. 

^^i.if»Li5I_i.SUSll"jS   .   flS- 

'"■'I.f  I  K.F-AMS/XILt  )  ..SSJB 

'   liF'.i  1«  INP  1.7  1a  RaICCS  T'OuS/ 

C«J?<.  A      wFlOHT  t»*»SnN      uF  HS 

vfN-  N      CLirSS  *»1B      MYimo-      "aOfl-         >II  Tvo-  HYO-O 

...nii.ycri:!.c_"jiJtL i'-'lssii'N.cj^siioL.SYsit.!!  -lusis  ^_<Le5u  e»iia  Ciattoes  .qjice  ...si^  cssaD: 


ILO-  T  !•  .If    1) 

•*«*  OL     ATfH.j-.r-- 

95    f-t      t  1,  , 


•  ■<-7'A    »    ^    wjrON 


•.7"»     »'M 


I     7I»1 
H    O'JI*    »  I" 

Hi7n«    »"H    iA'ON 
X   6..C 


I      7«.     311 

•>';7"iA   P«-3 

H«xi7r,3     u>-h 
M««\7*'i     »«.<. 


•  Itt/Fl    /tr,.^/ 
.  lO/t  1    /I  f,:j/ 


l-ltTF-lIOl-     Ilnj    f  ACT. .MS    F.1W    .    iI*l/FI     /tOJ/ 

Ti-n..'..  n  f-.*n...o.ii.j  -le/nc   /f .'.-./ 

I'"  rri- 11-.   rioiv  fattus  f^o  .  aip/oc  /fgp/ 


•  .././'lA  -.)^   t.i-.ni)    ST   »£.-,oi  iiuynf  /t",.o/ 


(i.l  Tnifjt    710.;   (  ar7(  PS   Fr.o   -  ..lu/nc  /EG-/ 

'A/PA    -|.pS    inooi  11778  »M»/OC  /tu-/ 

•  ■>«/[lil    .  Ort     11  •0'")     Cl'iiPF  -li^/OC  /'GU/ 

•  .i/r,t    -nx    (il.^i'l    ST    ftrn^  ;li./nc  /tf-"/ 

|.-f7fi»IO-    TI(iN    FAC'iUS    Ff)0    .  Jl«/f)r  /f.l»»'/ 

>-     •ti'^k    ■nn     ll-n")     Cl'ljPF  JI*-/  /  / 

l./p^     -ro    |).^C11    Cii'iPF  ^iB/  /        / 

•A/I.'A    '"s     (l.-m)     31     »",0».  Jli</  /  / 


IIFTIJIIU-TION    FACT., us    FOC 


•  IB/ 


■iA/'>A      .-.is    H3i)0)  i|>./nc  /'.G-l/ 

M     >£/..1     "(IIS     IllfOI  III-/OC  /to"/ 

vj/'</        n.(     IIJ"")!     CO.lPf  ".lli/.lC  /t»*/ 

-'A'..*     .  1H     113  111)     ST     </fON  -IK/OC  /l0»/ 

K     ■a/fj    .(.a    ll)r>.i)    CO'IPF  •I>'/OC  /E'iM/ 

II  Fit  ..|,l».l  |n«k  F»€I"*s   Foa   •  A|0>oc  /tG^> 


A|il/T>-<'/         / 

♦lU/Tx-Zfu-/ 
Altf/TH../  / 

AIP/T-M/  / 

AlH/TM  /t  (,J/ 
-if/T-  /t'.J/ 
AI.J/TM1/  / 


*7na 

-  1-1    s.^ 

A/'>A 

.  ^-iss.* 

A71A 

-)-3    ',•' 

A/IIA 

•  »-l    «•> 

M4/nA    -•-.,    ST^TI-.N    *Af-nN 
•.••/.->A     -»-;.     ri,.l-'f 
<A7i>A    COii'O 


/CA--^    121-FI    a 
/Ca-(    121-FI    m-* 


3000 
3000 


/CAN    I  A.«lLY     '(I20PU 
/C»*i    -03-    fc    A  ?0CO 

/Can   Family   73nM<.A.j 


/Ca«(     u/-   2   a 
/CAM      97-    2    t<.S 


2?00 
2'-0C 


3.f^9 
3.B* 


2.73 


3.IS« 
3.f.» 


1.5 
•1.9 

1.000 

0.1. 
1.015 


0.2 
0.3 


i.eoo 


1.000 


1  .5 
I  .n 

1.087 

1.3 
!  .too 


I.I 
1.1 


a.i 
•  .I 

0.10 

•.0 

i.oc 


n.l 


/CAN    f AMlLY     CNAP 


:     1.21*        1.IA2        1.013 


/CArJ       7«-    2    A 
/CAN      7U-   2    lA-*. 
/Can      78-   2   m-* 

/Cam  FAMILY   CTCP 


f  250 
^500 


o.It 
3.7J 

J. 72 


0.3 
«»3 

n.2 


I.* 
0.9 
0.9 


1.3*5   1.1.21   l.«0» 


/Cam  FAMILY  FNA 


/CAN 
/CAN 
/CAN 

/CAN 


7ft-  7  A 

78-  2  A 

7rt-  2  >•.» 

7H-  2  x-* 

7H-  2  >.-* 


y^-so 

2250 

;'^5« 

7500 
7750 


<..10 
*.  10 
>.73 
3.73 
3.73 


/CAM  ( AHIUY  FtCP 


/Can  70-  »  A 

/Can  7u-  k  A 

/CAN  70-  *  M-5 

/CAN  70-  *  "-5 

/CAN  eo-  *  A 

/CAN  HO-  *  * 

/Can  »o-  »  M-5 


?75»  3.73 

7/50  3.73 

«'750  3.73 

7/50  3.73 

3100  3.>.3 

.♦^00  i.t-3 

3000  3.63 


0.6 
0.9 
«.« 
11.7 
0.9 
l.kO* 

9^1 
O.h 
0.3 
1.0 
0.8 
».3 
0.8 


9 

12 
10 
12 

1.325 

6 
3 
2 

9 
10 


1.* 
I.k 
1.2 
1.3 
1.3 

l.oor 

1.3 
0.9 
1.0 
1.6 
1.6 
0.9 
l.S 


e.r 
o.c 


/Can 

07-    2    A 

£•500 

3.91 

6.3 

8 

1  .H 

«.5 

/Can 

07-    2    A 

2.^00 

3.91 

0.6- 

10 

1.7 

C.( 

/can 

V7-     2    I.--4 

7500 

3.^'. 

0.5 

1« 

1.8 

O.C 

1.000       l.OOb       1.119         O.IC 


•.  I 

O.k 

0.1 

0.  1 

0  . 

a.c 

0.' 
•  •' 
«.( 
»•' 
».' 
0.' 
*.( 
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lv77  mUjFL  Yfl9  LIGnT  OutT  vEllCutS 


IIi!_i£.3iCU£i— 


MAN.if  ATTU^If  » 

Fa-Ilt  uf^IOiaTION 

(cii.   IN.  nis»LirE> 

'ENT) 



Ci»Ll:i£S_£aiCtf£D 

Ul 

TOTf. 

ror.Yu 

(Cn>.7|N'if  11 

H   ■•a^-n* 

•  ■•t/f'ft 

"^..fc^    /^ 

( 

~.t-  TE-l'.i- 

^'^•'k' 

( 

■*■  Tt-*\0-* 

tiaiiiilJt-ilJSluiiS—  f-i> 

ri.olNE  I  iG-A-S/MlLtl                     S^ 

ilSl-.k  M  INfJllA  0«IDtS  161-^ 

CA-K.  A       ■flOI  CA--.1N      Of  If 

VEN-  N       CLASS  AILt       nYl-.MO-       bON-           NI  TBO-  "YLli- 


TOTOTA 

2T-CIC) 
(    971 

M«Cf»P.-'LLA 
H»C0O.lLLA     rfAGlN 


2T-C(F) 
<    9TI 

C-lPllLLA 
CIBALLA     WAGjf 


2n»(CI 
lllfcl 

•  C'<t»ONA 

•  C-PO'lA 
H»CfLlCA 


2aBin 

113*1 

CIBONA 

COBOr.A     .AGON 
CFLIC* 


3'-C(FI 
I    711 

COBOLLA 


•  Ci-(^LI    .  51ATI0'.    .A.-.O^ 

•  CO-f>LI  •  ■f^-'*    St  -lA-; 
•Ca-'.l.l  -  J^l-I    Sr   14 

.-•COnf.LI  *  2l"-W    Sf'^AN 

•ci.-'ii.i.'  LiFT-»r«-s-^ 

(fFTK-n-    HON   F«.-I..kS    low    . 

Cn-'nul.-     STATI.i'P    .AijON 
C'>-"L1--    ^w    SF'>A.. 
Cu-HLL        il".«     Sf^A., 
ri)-OIL-    LIFT-ir^-s^s 
(iiFTf-In-< -TIO.!  .f  ACT.  <S    fl'»    - 

•Ctl   IC-     H...,-.T,-1B-ST 

i-«rr..'ii>.e   ^TATI.i-i   Kfrtr... 

•  CikT-.-    STATl"*.-.    t#r«iN 
•CtLiC-'-     .-Aa.iY.IO-Gl 

•  C.'..'0,-.,»    iV   «>;^^N 
•CtLlCs    1  IFT^aC'->.I 

(.•lETEKI'CiTinN    FATT'lKS    FrP    - 

CtLTCA    i.APO    TOa-xt 
CG70NA    STATI.>,!    H-OON 
Cf  I  K-    .-A-T    Tl.--.-r 
CCIilc    t.i)\-    St.. IN 
CfLlC"    UIFTMaC'-.-.T 
lfHTt"!0-'- TflN    F/.CT  IBS    FiiB    - 

Cvl-iflLL-     7nB    SF1A  . 
CO-'fLL'     2IW    5-"'>A-i 

<OFTE.vI')>'    TIPN    F«rT,  JS    FOB    . 


-IB/T-I-'/           / 

/ 

/CAN 

bO-    * 

--5 

3000 

3.63 

1.1 

b 

1.2 

0. 

AlB/7-./           / 

/ 

/Can 

-0-    * 

M-5 

3000 

3.63 

■O.k 

k 

1.0 

0. 

-IB/T"'/          / 

/ 

/CAN 

FAMILY 

FtP 

: 

1  .COO 

1  .000 

l.OCO 

o.c 

IIB/Ti-    /tiw/ 

/ 

/CAN 

>AMUY 

BtP 

I 

1.000 

1.000 

1.000 

o.c 

;I»-/nC    /eG^/ 

r 

/CAN 

97-    2 

A 

7580 

k.lO 

0.7 

3 

1.1 

0. 

-I9/0C    y-.fy)/ 

/ 

/Can 

7/-    2 

A 

7-.00 

J.«.| 

.,.2 

2 

1.2 

n/a 

.I-/OC    /r.ii.</ 

/ 

/C£N 

.*'-    2 

M-4, 

r5flO 

3.91 

0.2 

2 

1.0 

fi.l 

-IK/OC    /£.^/ 

/ 

/can 

VJ-    2 

I"-* 

2*100 

3.91 

U.3 

2 

I.I 

0. 

aiB/oC    /Li</ 

/ 

/Can 

97-   2 

1—5 

2-.00 

k.l« 

0.2 

2 

l.I 

0. 

IB/OC    /L-i'V 

/ 

/Can 

> AMILY 

2T.C(ri 

77: 

l..,00 

l.lkl 

1.000 

0.. 

aJB/fT../           / 

/ 

/Can 

J7-     2 

A 

2500 

k.lO 

1.0 

9 

1.3 

n. 

iI«/F..    /         / 

/ 

/Can 

97.    2 

A 

7i00 

3.91 

i.O 

a 

1.* 

N/A 

ijk/Fr..-/        / 

/ 

/Can 

-.7-    2 

M-k 

2->00 

3.91 

1.1 

9 

1.5 

0. 

-iB/n-i/      / 

/ 

/Can 

97.    2 

M-* 

2500 

*.I9 

1.1 

9 

1.8 

0. 

-IB/Fr.-/        / 

/ 

/CAN 

FAMILY 

2T-C(F) 

77: 

l.COO 

I.OllO 

l.OOO 

0.  . 

•IR/fIC    /<ii.;/ 

/ 

/Can 

13—    2 

A 

2750 

3.73 

J. 2 

3 

1.0 

N/1 

klii/nr  /ci.w/ 

/ 

/Can 

13—    2 

A 

3.T00 

3.58 

O.k 

11 

O.-i 

1 . 

.IB/nc  /t".»/ 

/ 

/Can 

13*-    2 

A 

300ft 

3.56 

0.2 

2 

1.1 

N/A 

•  IB/PC    /t(»-(/ 

/ 

/CAN 

13«-   2 

M-* 

7750 

3.58 

'J. 2 

2 

0.9 

K/A 

il^/nc    /r.G.</ 

/ 

/Car, 

13*-    2 

1^-* 

3l'00 

3. SO 

...1 

2 

C-.9 

N/A 

-.  M/OC    /fo-i/ 

/ 

/Can 

iJ*-   2 

M-S 

3u00 

J. 58 

0.2 

2 

1.2 

K/» 

-iK/or  /•&«/ 

/ 

/CA.< 

fAMlLY 

70M 

CI 

77; 

l.C7k 

1.03'< 

1.000 

c. 

.IB/fC.-./          / 

/ 

/Can 

11*-    2 

A 

7750 

3.72 

U.9 

8 

1.* 

c 

ilh/Fr.-/        / 

/ 

/CAN 

IJ»-   2 

A 

31.00 

3.58 

:.* 

10 

1.2 

0. 

.iiB/rr..,/       / 

/ 

/C.V, 

13*-   2 

'•-* 

2750 

3.5c 

C.7 

9 

1.* 

I./A 

ilB/FG-'/        / 

/ 

/CAN 

:j*-  2 

M-4 

3000 

3.«.n 

L  .6 

Ik 

1.3 

0. 

AfU/Fr."/           / 

/ 

/CAN 

13*-    2 

M-S 

3000 

3.58 

0.9 

10 

l.S 

0 

-IR/FG.</         / 

/ 

/Can 

t  amIly 

70h(F> 

77: 

l.k.00 

1.000 

l.COO 

c. 

-iH/.ir  /tG«/ 

/ 

/CAN 

71-    2 

M.4. 

7750 

3.91 

(..9 

7 

1.* 

0. 

«1B/0C    /flirf/ 

/ 

/CAN 

71-    2 

M-S 

2250 

k.lO 

V.6 

6 

1  •* 

A/A 

ilB/Or    /fGB/ 

/ 

/Can 

Family 

3«-ClF) 

771 

I  .000 

1.000 

1.000 

0. 

1152> 
TvB 


IV.-    25    O-  .IM/EG-/  / 

ciFTtPio-   Tio;i  FarTt.Bs  fo.h   -    ,ib/fGm/        / 


/        /Can   152-        »-<•      2S00      3.k5  1.7 

/         /CA,.i    r  AMlLY    TiJ  :     I  .100 


13  l.i> 


l.luO       l.IOO         0. 


-56- 


'AN-.r  a^T'jJF^ 
ri-iL»    iFsiG'.'TinN 

((■•.    In.   pisoLifFMtNT) 
Ci?l.ititi.C2^FJr]3 _  Tc. 


•J  IL  -/I 
*-A 


'  1  -1 .1 « 
•  2-1 

M..^.S    l-,AC-."J 


'1  '0) 
M    2-« 
M   2-*    .Af.iN 


•2-»S    ^Ar.:'N 


(1-3) 

M  7-n 

M    2'.5    WAG""'. 


V/Ol.'<<f0-FN 
DiSHrs    CI 
(     .7) 

H«r  %«..f-M 
'-•t'f-c-EB  .ar.iN 


n-.SMru    F| 
«     m7i 

M    U»«Mf8 

M    P-SHFH     -Af.JN 


FAVUr     3?C 
I     »7| 

•Ra:>o|T 
•SCI»OCC'l 


•74k 
A,->.i. 
•7k* 
•7*k 
.-•744 

(i;ETt.yI')o 

P44 
'44 


i;Kul_;QL.Fl.... 


Tlr-j   riri-Bs    rrc 


:f:iI-X!.2iCU.i il^i:'J5!a.SIS51if«_  f-is- 

■     '"''•E  '  ('."AMS/uiLt  I                     JL. 

I    IjP.k  K  iNt-TlA  OAIOES  ll,"i. 

CAJ*.  •       «t  IGmT  CAhdO.N      OF  TE' 

'FN-  N      Class  *»Lt      MT.iMO-      mOn-         NITRO-  HY.)«i 


r'l     /T«C/OT«/ 

/ 

/Can 

Ilfl-FI 

A 

3^.00 

3.91 

1.2 

2 

0.2 

N/A 

•1     /Twc'/Cfl./ 

/ 

/Can 

110-ri 

A 

luOP 

3.91 

0.2 

i 

0.1 

N/A 

FI     /Tk-t/ilTB/ 

/ 

/CAN 

110-Fi 

M-* 

3500 

3.91 

0.2 

3 

0.2 

N/A 

'1    /T.C/CT-/ 

/ 

/CAN 

1  1H-F1 

f-h 

31100 

3.9» 

0.2 

3 

0.2 

N/A 

•- 1   /T»t  /aTw/ 

/ 

/CAN 

130-FI 

M-5 

3-700 

3.Vt 

0.3 

* 

0.2 

0.? 

'  1    /T.r/ulv/ 

/ 

/CAN 

FAMILY 

4CA 

1 

l.COO 

1.000 

1.1*1 

0.0( 

FI  /or  /t"-'/ 

/ 

/CA.V 

1  1.1-FI 

A 

3500 

3.91 

0.4 

6 

1  .3 

N/A 

'  1   /nc  /t4M/ 

/ 

/CA  V 

1  10-FI 

A 

JOOC 

3.91 

U.4 

5 

1.5 

N/A 

•-'I   /or  /Fi-M/ 

/ 

/Can 

1 10-ri 

M.4 

1SO0 

3.91 

0.5 

It 

I.J 

N/A 

H    /OC    /tG«/ 

/ 

/CAN 

1T)-I  1 

►.-4 

j.,00 

3.91 

U.4 

6 

1  .ft 

N/A 

^■I    /OC    /i(jJ/ 

/ 

/CAN 

1  JO-FI 

M-5 

1^00 

3.01 

a. 5 

6 

1 .5 

O.c 

Ff    /or    /EG.!/ 

/ 

/CAN 

► AMILY 

4FA 

I 

1  .000 

1.000 

1.000 

0.0( 

-IB/ri    /OC    /l.«B/ 

/CAN 

16  3-f  1 

A 

350O 

3.54 

.■'.3 

2 

1  •* 

N/» 
«/* 

•Iw/n    /CC    /l-.GK/ 

/CA-J 

I'-l-t  I 

M-S 

3500 

3.73 

1.2 

1 

1.2 

(:   FTtliin:      TI.1N     F,--r     BS     F  Ot 
♦744 

•  2>-4 


Ir.ErEJJnM.  Tin,      r,,^T.-OS    FC-C     -     AIB/Fl     /OC    /tOB/  /CAN    f  AMJLY    frCA 


I    1..'00       1.000 


7<-4 
M     7*34 


►  1  /c>c  /to.-/ 
FT  /or  /E.,J/ 
F I   /nc  /tGB/ 


(fi'-Tf  Mtnw:  Tio.v  Fan  , 'US  foi.    -  fi    /ic  /EjB/ 


/  /CAN  !63-»I    A  ISOO  3.54 

/  /CAN  141-fl    M-4  l.,00  3.Y3 

/  /CAN  163-FI    M-5  35OO  3.73 

/  /CAN  FA«IlY    fcFA 


•  tinj   f. 

M»«.....I      f- 

•  AlllT     f. 


»     'lATTTI 
«     STf.TI"N 

»  stnc-i 


tr,FrtkI!)M-TI(iN    FACT, 


Ai.-ir  f. 

rl    AiMlI    F 
AtlOT    F. 


»     STATION 

A      StOAI.* 
.<      SEDAN 


«A',o:- 

MAGON 


SS    Foil 
I.  A 101. 


FI  /nc  /FT,"/  / 
'  I  /OC  /f  Gm/  / 
f I    /OC    /£o</         / 


'I  /nc    /LGB/ 

FI  /FT-/  / 

Ff  /Fr..  /       / 

r|  /£(■-/  / 


/Can      J7-FI    A  2S00 

/Can      97-FI    a  7S00 

/Can      .»7-^I   »'.4      ^r.00 

/CAN   FAMILY    DaSmFi.    ci 


(r?  rE-n-'Tio'j  F  «ri,.ws  f-.i,  . 


/  /CAN       07-FI     A  7S00 

/  /Can      97-ri    m-*      2500 

/  /Can      9/-FI    M-4      2500 

/  /Can    rAMILT    PAShEO   FI 


•  v-i»   f^'i; 
•V*   SF' 


MIT 
IT 


O.Ol 


•1.7 

b 

1.4 

N/A 

O.S 

6 

1.* 

N/A 

0.8 

6 

1.2 

O.i 

I   1.000     1.000     i.oeo      «.oc 


3 

91 

0.1 

1 

1.1 

e.t 

3 

01 

0.2 

2 

1.1 

O.i 

* 

11 

U.I 

1 

0.8 

t.r 

1 

I  .000 

1  .000 

l.oei 

0.0c 

3 

91 

1.2 

4 

1.2 

O.f 

4 

11 

1.5 

ft 

1.5 

0.- 

4 

11 

1.4 

ft 

1.* 

».( 

<     1.13*       1.000       1.000         O.Oi. 


IB/OC     /IGB/ 

/ 

/CAN 

97-    2    A 

27S0 

3.76 

•).2 

* 

l.S 

O.f 

IB/OC  /tr.B/ 

/ 

/Can 

97-    2    M-4 

7250 

3.90 

0.3 

5 

o.s 

o.c 

(•.TTFBIOMMinN   FACT  ,Ps    Fit    .    alB/or    /tOH/         /         /CAN    HMR  Y    F  A-lL»    J2C  7  ( 77 1     1     1.000       1.000       1.000         O.OC 
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NOTICES 


1977    "•lylfL    vti-rt    Lit'il     I'uTY    VfnKLtS 


l£iL.iL:;lCLLi 


CLSIiLlCil  U3!:.l.UiLS 

tiS£i5I-L-15iI2:i5_  E-IS- 

t    lol'.E       I  (f.K«>'S/-'ll.£>  ill 

n,       IiV  UL.rE-FST,  vtN-  "      CL.SS       -Lt      HY,)B0-      mo.,.         NITRO-    h,,-.»C 


Ficiir    <7 

I    47) 
H    SCl-OCC" 


I    til 

•SCI-    tC'l 


r,»iL»  '.'• 

I    971 

B.a-I I 
SMiiCCC" 


I    971 
H   b'EUE 


I    97) 
•hCEIlC 


-J-i^tl    '.£0«-'    1' 
..■—11    vij.i-i    1  f 

.1.-- n  «■■  i\N  1 7 


•  it.i- 


Til/.    SI'T'.SS    F^J 


I-  I  /FT.-/ 

/     r  I  /t'^     / 

r  I  /rr,../ 

I  /iC-:/ 


..A— II     St '..■.•■     17 
•  .*J^-  ]  T     «.L1  f.     1  7 


I    ETl.'?>      Tln\    F  irT.  -is    F  '.p 


JS.--IT    17 
.  t— If     1/ 


,     [  fr-I.l'     T  11)1, 


i  I    /or   /to."./ 

r  I     /nC     /Ci)-/ 


'  1    /OC    /f.w/ 


-l"/nC    /rO-'/ 


-I,,J5    Fro    -    .,IW/0C    /t  0-/ 
/ 


vfc    VF   ■•Til  '1  /'•■'".'/ 

V,  c/)   •'•-t Cle   1-  *  1  /tr.'/ 

„    .••.    <;>.-     .1)1  ''I  /f'.^/ 

|..ttt"l---71fVj    Ff-T'iuf  Fnt.    -    (1  /FT.-/ 


•S-.f'i     :1 

•CO' vF.l I-l£     I- 


'  I   /iir  /i'j'/ 
fl    /nc   /i.O-/ 


/  /Ce.j  '.7.FI    t          i;>so  3.70  1.2  S  1.5 

/  /Can  .</-i-"1    »-<•      i-.'bo  3.90  1.3  *  l.". 

/  /C».J  9;->I    M-*       ?iSO  3.90  l.a  6  l.» 

/  /L»  J  >  »"lLr    f  A-'lLlr    37 

/  /C»N  97-f  1    t            ;>^i(.  3.76  C?  I  C.9 

/  /C«--  .i/-fl    y-t.       ^f50  3.90  0.1  1  0.9 


o.c 
o.c 
0.: 


l.COO       1.000       1.13?         o.c 


(l.rTI- JIO-  .TllVl    (  r.n  j-»f,    F,-K    -    M     /OC    /r.a</ 


/C»r,    t  I.^'IL''     F"*lLt     3't 

/ClN      .»7-    1    "-<.      ??bO       l.t-i 
/C»N      •»'-    1    >--'•      /''bO       3,70 


/  /Cjn  tt'lLY    FAMILY    •.b 

/  /Ci\  «j;-tl    ►•-*  ?,-S0       J.h7 

/  /Can  .j7-t  I   »■-<.  i'.^oo     j.o7 

/  /(Tin  ..7-Fl    "-<.  rriO      3,87 

/  /Ci\  t -xlLY    1 

/  /Can  >7-fl    ►-<.  ^50      3.88 

/  /Cr.\  ..T-f  I    ►-<.  /SOO       3. KB 

/  /Ca>.  >  A"lLY    ? 


:     l.COO       1.000       l.COO 


0.7 

u.<. 


l.* 
I ... 


1.000  ).1>G0  1.000 

1.3  9  1.2 

1.3  ■*  l.S 

1.3  9  l.S 

1.099  1.000  l.COO 


U.3 

O.fc 


1.1 

C.9 


0. 
0. 


f./A 

O.C 
K/L 

\/a 


I. 000       1.000       l.COO         C.I 
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•.i^  .'A/'TU  *F3 

fi.-n  Y  I  ««iC'f.- Y|oi 

*ri.     I  J.    L-I  ;si  ■rF..£'.Il 

t.;si.ut.i._c;ii=CD 

I-» 

•?■•?.<?  "5 '■1 

P  IS'    0F(  Kf    vE-ICLF 
J-FO    C.)-S 
J.  E^    CJ-T 


l£.iI.iL-iCL£.5... 


„.iLii_!iL:i:L?;--.aL"j iiiS5L-ii-tJtiiHai.-sisiLB 


tvAi. 
tlHtL'il^-l^SiSaS..  fl!.- 

t  jOI'JE        T                                                         (GfAHi/uiLF)  5U 

IS'  .^       "    II.F:jTIA                                                                OaIOEO  T&»S/ 

if-i,          •       *i  ll.MT                                         FArJaON      OF  Tt! 

vE'v-          N     r.iiSS     ahlE      mY;)(<o-      nOn-        nithO-  "Yrj^t. 

-H-'iilS  _5_1L°5»1   B'llU   Ct^euiS   -OilLlE   — itlj  t«5ii. 


I-TC 

•PCI    of: i^r 
.-•J-  F-'    Cj-S 
-•J-FJ    Cj-7 


I-n-r/  1 

•  "  HI    0F>  ICE 
•.'-'■'    CJ-S 

•J.F3     Cj-7 


•'E-!Cl'' 


1/i.    TC 

POST    •,i'"FICE    V". 

ilK/FC.^'/         / 

/ 

/C»\ 

c3i-     1 

3000 

3.07 

1.* 

1* 

i.t 

0.? 

J'  m   c 

J-/ 

.■.!P/F(.-/         / 

/ 

/Can 

<r32-    1 

»-3 

3000 

i.,n9 

1.5 

1* 

1.* 

N/A 

.1't.P   C 

'-7 

'IK/FR-/         / 

/ 

/CAM 

/SI-    ) 

3-300 

3,5* 

1.5 

n. 

?.a 

N/A 

1//    Tl 

■    prit,!    OFT  ICF    v^"". 

•l-/Fr.-/       / 

/ 

/CAN 

fS".    1 

"■ion 

3,73 

1.3 

19 

?.9 

0.1- 

J"  P    C 

1-7 

-IP/F',.^/            / 

/ 

/Can 

/"3-<.    1 

3S«0 

"..fl* 

1.3 

12 

2.0 

N/A 

J".>    t 

i-S 

-IK/tf.-'/            / 

/ 

/Cf4 

<-S«-    1 

M-'^ 

31-00 

3.5* 

1.3 

15 

2.2 

N/A 

fTf JlO- 

l\f)l.    F<-T  jQS    FOO    - 

• IP/F?-/             / 

/ 

/CAN 

»«-Ily 

I-T 

: 

I. 000 

1.000 

1.000 

O.OC 

•I  /-T'l 

p,J5T      Fl  lit     /Fh. 

••IP/or  /ir.i/ 

/ 

/CAN 

.•32-    1 

3noO 

3.07 

0.* 

9 

1.* 

0.3 

•.Ir.u    I. 

1-7 

•IP/OC   /to*/ 

/ 

/CAIJ 

/Ss-    1 

j'-OO 

3.5* 

0.* 

u 

2.0 

N/A 

•  l<  I-  o    i. 

1-7 

•'|P/OC    /tf..'/ 

/ 

/CAN 

/".a-    1 

3500 

-.ot 

n.* 

7 

2.6 

0.* 

•1 //TO  1 

Cil   Fj..  J 

■■.|p/or  /tl.-)/ 

/ 

/CAr4 

/Sh-    1 

»(>00 

3,73 

0.5 

8 

l.b 

0.6 

'  J'  (  P    C 

1.7 

-IR/OC    /to.)/ 

/ 

/CAN 

/S—    1 

.T.00 

*.09 

0.* 

7 

1.2 

N/» 

•  JFtp    L 

;-7 

'IP/OC    /tC."/ 

/ 

/CAN 

/S.i-    1 

K-3 

3'00 

3.5* 

0.* 

* 

1.3 

N/A 

(  Tt-in.. 

Tln.\  Fic^'^^'i  fru  - 

.Mi'/OC    /EC-/ 

/ 

/CAN 

FA-luY 

I-TC 

: 

1  .000 

1.000 

1.000 

O.OC 

•    .l-SiD 

-;:ST    oFFicr     <(.H. 

-IP/OC    /E&sV 

/ 

/CAW 

d^Z-    I 

3000 

3.07 

O.h 

8 

1.7 

N/A 

•  Jt  <  P   c 

•-7 

..IP/nC    /tGJ/ 

/ 

/CAN 

--S—    1 

31100 

*.09 

U.5 

* 

l.S 

N/A 

-r   j-Kt. 

■;  ST     OFFICl-      ^FH. 

A  IP/OC    /K)-»/ 

/ 

/Cb.-^ 

/c;rt.      1 

inoo 

3.73 

o.«, 

7 

1.5 

N/A 

♦CJ-**    ^ 

■■    FJD    c  l-i- 

-IP/OC    /KC.J/ 

/ 

/CAN 

,.51-     1 

M-4 

3000 

*.09 

0.7 

a 

1.7 

N/A 

I.t  Tl.PI'l.vTIOf,    FfCT  :3S    FrP    -    ,MM/0C    /tG^/ 


/Can  fA'^itT    I-Tc-c/0 


2.00*       1.000       l.COO         O.OC 


II.-T 

I -..1*1 

H     J'FD     Cj-«. 

►■    J-.F"    Cj-7 


JIKP  C  i-T 
jrko  c  -T 
jFfO  C.'.7 
Iti-.P  C  I-S 
"  J'  EP  (..'-7 
•K1f-1  )>■■  TltV.    FiFT    JS    FOP 


-!P/OC  /t'.w/ 

-I«/OC  /E0.</ 

fl«/nc  /tiw/ 

ilP/OC  /EOS/ 

•  is/oc  /t&.</ 

:iP/OC  /Hj>./ 


/CAN     JO..     2 

/Can  jo*.  2 
/Can  jO*.  2 
/Can    iC* 

/CAN     JO* 

/Can   t  A"Ilt 


3 
2   n-3 
2    »"-3 
I-T 


3500 
3^00 
J-iOO 
3->00 
3500 


*.09 
3.5* 
*.09 
3.5* 
*.C9 


U.4 
1.3- 
1.3 
1.9 
1.9 
1.772 


II 

19 
10 
18 
20 
1.181 


2.9 
2.8 
2.9 
>.2 

2.8 

1.000 


N/A 
N/A 

N/» 
N/A 

0.2 
O.OC 


I'-f-C/'" 

•  jFFD    (,  .-s 

iip/oc  /top/ 

/ 

/CAN 

Jil*-    2 

M-3 

3500 

3.5* 

0.8 

10 

1.9 

N/A 

1304) 

•  'Ff  P   Cj-S 

•JFf3    CJ-7 

1'  t  TF'-IO'.'.  TION    FACT'iiJs    FOP 

-    -lO/OC    /t&R/ 

/ 

/CAN 

FAMILY 

I I-TC-C/0 

: 

1.000 

1.000 

1.310 

C. 

C-o.<n.ro 

I-.-/?S-l-C 

•  oi,.,f.f    (I.J5   rtJ    riCMjP 

'K    /FG-/ 

/ 

/ 

/Ca', 

'25-    1 

A 

-flOO 

3.21 

0.9 

17 

1.2 

N/A 

1225) 

■vi.,r.F  i-ici-'iP 

.'C    /F(-/ 

/ 

/ 

/CAJ 

<r25-    1 

A 

4(100 

3.21 

0.9 

IS 

1.9 

N/A 

•  0  ifi.-.f    PIC* 

;o 

•lO'-.'E    ifl 

JC    /Ef.°/ 

/ 

/ 

/CAN 

/?S-    1 

A 

4000 

3.55 

0.9 

1* 

1.9 

N/A 

•  C*  -O-.F     ViN 

■)M;lf.C      .-..*j 

'C    /Ff.-'/ 

/ 

/ 

/CAN 

r^'i-    1 

>«-3 

*noo 

3.«5 

I.I 

9 

2,0 

N/A 

•  OJN'^MA.J'    F.* 

oj    r"-^c.rP 

■)C    /FC-/ 

/ 

/ 

/C/IN 

-2i-    1 

h.-j. 

4SC0 

3.55 

1.7 

15 

I  ,6 

N/A 

•PLY-'OUT-     VA«t 

oo'jr.i   .-icMip 

.)C    /E4-/ 

/ 

/ 

/CAN 

/25.    1 

»-» 

4O00 

3.55 

1.5 

lb 

1  ,9 

N/A 
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29467 


.Uil-i^iriLLLi -- 


fflt»        «^IGNrt!0-< 

IT".     I-l.    ni«PLTe*FNT) 


_.^Tt;vT_^.CML2'.£.v2ji . 


rocT 


'3-21 

PTC"' 

^■*<\  -CO 


T3«l"f;CvT 

I  l«;i  .tin) 
u*p|c.<>>P 


(CoMI-.jf  iM 

---o-C.. 


C5iliLLCiIi2:i.LEJ£U.S 

Ev»; 

Li;i-51Jt.;lSilt3S_  E-I5- 

~ZT^vi'  ~f  "     ~  ii.-A-s/MiLEi  „iu: 

.   ISO.i      «    iNf-TiA  C.IOtS    10-5/ 

t*-n.  4       mi  lOKT  CA.JHON      OF  T£? 

wt  :<-  N       CLASS        »«LE       my  AO-       MUN-  NIThO-    MYr«C 


T  'KI-.-ICVT 
(35!) 

V.ri    (EC'*'«01. 1'^l 
V'.»*    ICLi'P   ytr.oM 


T"!^;*  'U'.VT 
(3^11 
u    V»«4    (ECOiCLI*P» 
M  VN    :CL'M  i^'■UNl 


tic  /r'-»/ 

<C    /Ej-/ 


/CAN    iW-    2    • 
/CA.<    j02.    2    A 


*t>00      3,50 


1.1) 

0,9 


(..CTt-l'l-    llr.-i   F.-T.  JS    FOP   -    "C    /fC-/         /         /         /C'N    <AMltY    TJC2nlcJ<7 


r*  r-in,i   *-.M 

•  F'trn    ■■.  4 

►  -irriL    ^ 
r.|ri   '  .  M 
f-iri  I    M 

f    fyEkI  .IH-.TIPI,    fA'-T    o<    FoC    . 

(T-inii   I  »-   v».i 

F-10?     --'..%     yA" 
|- f  T^^pn*.  T  I'l^.    t  ACT.  i*^    FO>-    - 

M   FinrL"-'   VAN 
(iFTt-vin..-   Titv.  FirT-.9S  f''p   - 


-I''/nC  /tC*/ 

-I'-- /or  Atj.*/ 

-W/|>C  /t.'-'t 

.11  .'/or  rfKM/ 

■  {"/OC  /»:;-/ 

.T.rf/nr  /tFw/ 

.M^/PC  /fc-*/ 

-W/OC  /tl.-/ 


/CAN    351-  2    A 

/CAN  J3l-  2  A 

/CAN  J.>1-  2  A 

/CAN  3S1-  2  ••- • 

/CAN  »00-  2  » 


4500 
4:.00 

-soo 
450  « 

-300 


2,75 
2.TS 
2.75 
3-50 
3.24 


/CA.«   FAMILY    T351"A1CV7 


/CAN    iil-    2    » 
/CAN    jSI-    2    M-J 


*500 

4-.oa 


2.75 

3.00 


0.6 
U.7 
1.1 
0.9 
1.322 

l.> 

1.4 


I* 


2.5 
2.7 


6 
2 
9 
« 
9 
1,1  *n 

15 
13 


tIK/rc    nr.i/        /        /CAN  tA-lLY    T351KA1CV7  :    1.4A5      1.310 

^Iw/Of    /llM./         /         /CAN    JSl.    2    M-3      4S0O       3.25  \  .*•  » 


2.1 
l.« 
2.3 
2.* 

e.2 

1.000 

1.3 
1.2 


I. 090 
1.3 


-IP/OC    /fV"/ 


/CA  1    Family    TJ'I.'-)C»7 


:    2.05f       l.lL?       1.000 


1.316       1.00(1       1,10%        0,35 


1.9 
1.1 
0.4 
0.4 
O.-. 
0.3* 

I.? 

1.4 


1.16 

1.4 


li-<l    C-FV-OLtT 
712t)'l 
(?40) 

H  c-Fvooi'T  Pir«:i.i» 
u   c-CrfOOi.'  I    Vn^' 
M   G-C   PIC'.ilP 

M    r,»*C     VAN 


712J4 

nsP) 
„,r.-.r.ooLFT  oiC'iP 

m.c-.FJ'jOIH    VA'. 
M«t,    C    PIC-ilo 
M«li*  C    VAN 


FLtflMOt     PlC"'lf 

(.   -'  \'!VlMt      <;t'i'-T  'At; 
STtu^I  *' 
FLtFTSIrE    PtC'lP 

FLfFTsir-t  Pir-'i^ 

('■FT  fir.."  Tiff;   F.'.CTi  P5   Fr.' 

-•♦CMtV.*"!  f  T    5P<'-'T    vi-1 

•  Fl.F'  TSl'E    ."K.-i'P 
«?-Mi.uT   vr*i 

•  cTi-osI  't 

•  -.(  nu^iLLt:  sp"-r  .  A>, 


DC  /FC-'/oT</ 

'C  /Er.    /OTW/ 

OC  /Ff.-/Ut</ 

..C  /£%-/.oT.</ 

lie  /Fr— /otrf/ 

■  •C  /F(.-/i>T^/ 

VC  /FG-/liIrf/ 


..IP/OC  /tOl/UTK/ 

-IP/OC  /f.-'J/uTH/ 

..IP/OC  /tl..'/  JTt*/ 

ilM/OC  /tl>-'/'>T««/ 

..  I1-/OC  /t"-/.ilP/ 


/CAN    250.  I  A 

/CA.<    f50.  I  * 

/CAN    c:>0.  I  ►•-3 

/Can    (-so-  1  H.3 

/CAN    cSO-  I  ".3 

/Can  iSO-  1  ".» 


/CAN    »  AmIlY     7i2FU' 


4''0r 
4500 

4StO 

4000 

45(10 

4-IOO 


/Can  .'50.  4  A 

/Can  ji-O-  »  A 

/CAN  JSO-  *  A 

/Can  isi)-  »  M-l 

/CAN  ij'i-  4  —3 


5.;0C 
4..OO 
SOOO 

4..00 

tiiOO 


3.73 
3.40 
3.73 
3.40 
3.40 
3.73 


3.73 

3.07 
2.76 
3.07 
3.40 


0.9 
1.6 
1.3 
I.I 
1.1 
1.557 

I.I 

u.f. 
u,6 
0,9 
1.0 


II 

10 
20 


9 

1.074 

14 

3 
3 

10 
10 


2.1 

2.2 

2.5 

1.9 
2.8 

3.0 
I.C47 

2.6 

1.4 
1.6 

1.4 

1.6 


O.C 
0.1 
1.? 
O.C 
O.C 
0.1 
O.OC 

0.^ 
0.( 

0.1 

o.c 

0.4 


,„CTf-to^,TI0>.    FACT.  PS    r"P    -    IIP/OC   AG-ATP/         /CAN    tA-ILY    712J4 


I    1.4)4       1.187       I. 000         0.01 
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1-77    t~^t.L    Yti<l       Li'.'-T    iloTY    T.<urK5 


MlNHFArillPFi* 

Family   ofmG^'TIOn 

(Cii.    I'u   1)1  jPLirfME'iTi 

CiS'-lIstS-COiLiLfi I£ii_i'-jl:i-i--i^^L.. 

C.»B'5LFJ 


t 

(..M4MS/-1LEI 

o>jo-:s  (■■. 

CA..1  .N      uF 
VfN-  N       Cf-SS        A»Lt        MY     J-)-       «-0N-  MJPC-     »» 


>  .\br.t     T 

■   ISP. I       O    !-:Fi.TlA 
C«i.tt.  A       .!  Il-MT 


•  T.AtLni''.TF° 


T0-31--<--r 
131M) 

H^fJ  lO  .t     PI-"'!.' 

M»o.'"'.E  Pir"'p 

H*PA^  TMA-'.FP 
M*PLY-.r,JTM     V3-S 
M«T-AIlDlj-If  J 


Tr.-3'-u-?-» 
13^01 

0  'r^.F  Pir^.i- 

O-'fi-.F    PIC--).' 
o»>.Th»p..f;i 
Ply  'CUTt-   VAN 

T-t  ILUU-^Tf  P 


ICO  .11    -in.  1 

(t'"Tf«I.-. 'Tir...    fiCT    -S    f  ■'■'■    -    ■•€    /f'.-/ 


1-,  .r.F 

.P.M  T     .'.G^ 

>  c 

/r 'j-/ 

/ 

/ 

..-MV': 

■>c 

/FT-/ 

/ 

/ 

..||-  ,iF 

t-lD-     CH     4    C 

UN 

■  •C 

/f:-/ 

/ 

/ 

,ii..f,f 

.■H.-.i» 

c 

/T-/ 

/ 

/ 

M    .U'.OF 

,►.11 T       lOO-. 

;C 

/f  c.-  / 

/ 

/ 

'■•■:•'•': 

I  -  iir.d 

.<r 

/Er.../ 

/ 

/ 

<-.t  Tf -lOr-.TIc.  1  F'rl  .PS   Fr#   -    ..C    /'t--/ 


.vvir.F    .4.4 
l.'-jr.F    IL^lr    C'. 

1;  >'.'■*    r-lCi-ciO 


C.l  TtMlJ'-    TIO-.    F.-rx,  ,s    r.-,- 


c  /rr.../ 

.  c  /( '-/ 

.r  /f'.-/ 

,;r.  /FO-/ 


/CAN 


.'Uly 


:-22'-i-c 


I     1.3?1       1.264       1.030 


/Cir.  Jl"-  2    A 

/CAT.  Jlrl-  2    A 

/CAN  JH-  2    A 

/Can  Jl".  2   '■-J 


-.-UO  3.55 

.jOO  3.21 

-    00  2.71 

-000  <:.7i 


/CAN    !ln-    2    v-4      4, CO       3,?l 
/CAN    Jln-    2    M-*      .300       J, 55 


/CfN    tA-lLT    Tl>.3l--2-C 


/CiN  j'-u.    2    A 

/CAN  j60-    2    * 

/CAK  jnU-    2    A 

/Can  J'-O-   2   » 


4m.o  ?,7i 

4jOO  2.71 

-too  3,55 

4D00  3.55 


U.4 


I* 

b 
II 

16 
16 
15 


1 ,  c  p  0     1.00c 


1.0 

',.7 
0.7 


» 

16 

9 

12 


1.5 
c.» 
1.7 
1.9 
f.» 
2.2 

1.692 

2.8 

2.4 
^.5 
2.8 


/Can   tA^ilLY   Tli-36c-2-t 


!     1.279       l.vlOP       1.274  ( 


ro><  I 

T300A1C77 
(  jlOl 

•  PIC'l'P 

•  VAN  lEfO'iOLI'E) 

•  VAN  <Ct.i.'>  ^jrjjia 


T30OCICV7 

(3oni 

PIC'lP 
•VN     (tC'NOLfF) 
•  Vf-N    ICtH    i«.'.'.0"l 


T3C2A1C;7 
(■>121 

««PIC'"«» 
H»RWO-.CO 


r-ioo 
.--10,- 
f  -  K  > 


F-ion 

r-lOli 

•f -I  ro 
f -100 


11   -..)      Sii->t.  CAT 

IL-     >    -1*1. -JP 

iL..      1      '■I'-'*     Ur- 


Ijir.  F-.rTi.a«.  fcp  -   ■.Iw/'^C   /tc.-/ 


-IP/OC 

/lC.p/ 

/ 

/Can   JfiO-   1 

•If/or 

/tO-/ 

/ 

/CAN    jnu-    1 

-iH/.ir 

/tl,-/ 

/ 

/Cti.    jiK'.    1 

....    Cl...'- 


-IP/nC  /ti.</ 

-iM/iC  /-r.-/ 

-IM/OC  /tr.-(/ 

.  ;fc/OC  /iii</ 


irFTtMl'>«"Tlr<N  fact'ihS  Ff 
•f-inn   -•.= 

n    F-l<i,i    .>    M 

F-nn  I .  - 

..    F-lOll    »   .M 
♦  (  -|AT     I   ... 
-t    )'  CO 
ir-ETS-IO-  -Tlt.f:    ■  tn  iPS    Fr 


-lO/O. 
.  Ifc/ilC 

. iM/OC 

..IP /or 

I.'/f'C 

tlM/or 
..I"/oC 

.  !P/OC 
-IP/'lC 


/tlrJ/ 
/ti-i/ 

/tr.</ 
/t(w/ 
/t(W/ 

/111'/ 

/^  f.-"/ 


4..0C 

400(1 
-iiOO 


/CAN  t  A.«lLY  T300A1CV7 

/Can  ..OO-  1  *     -SOO 

/CAN  jO.1-  1  A      -i,'0 

/Can  300-  t  •'-S   -000 

/CAN  jOn-  1  M-3   -^00 


.:  /tb-x/  I  /CAN  fAllLY  T3C0C1CV7 


/Can 

/CAN 

/Can 
/Can 

/CAN 
/CAN 


31..2- 
t:,2- 

j02. 
Jj2- 

i- 


M-3 

-3 


/CAS  j:2-  2  M-i 


4C00- 

-;,00 

-ceo 

4..0C 

4000 

4100 

"00 


/CAN  'AMIlY  T3(l2AlCv7 


2.75 

3.00 
j.OO 


3.25 

2.75 
3.00 
2.75 


2.75 
3.50 
2.75 
3.P0 
3.50 
2.75 
4.11 


1.3 

<:.o 
i.o 


1  .p.n 
1.0 

o.s 

c.9 
1.2 


n.5 
U.9 
v." 
0.9 
1.1 


1.167 


lb 
Is 

* 

1  .alt. 

IS 

k 

II 

28 


1.2 
2.7 
i.5 


l.COO 

I  .6 
1  .9 

l.b 
I.* 


l.COO   l.OuC   I. 000    ( 


7 

u 

6 
8 
10 
a 
6 
1.571 


l.Y 
1.2 

2.1 
2.6 
2,1 
1.2 

2.8 

.000 
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29\f>s 


NOTICES 


liii.Kijicas : 

f.O!\E       T 

ck-lii.         A       .1  IOmT 
vrN-  N       Cl-SS       JilE 


refill    ( =  10'  -Tio-/ 

icu.    I".   nj-iPi.  irE  ■•>  Ml 
_ tIE'.l!;ii.C';!i^i:i[l ...V.:i..ilJlCLi—ici}. iLiiSLj'j.C-''Jlil.'L-5iSlt.S  -Ijsli  ^—ILuiiJ.  iSlU  tt^EQiS  .LAL2E  ...iiii  Ci£ 

(,.MI     rnfrf-r.!  t  T  iCr  T  I       ,>    11 


Ev 

(&KtKS/'l!LE>  S. 

0>IDcS    IG* 
Ci-^bON      OF  T- 

nVi^SO-      HON-         NIIkO-    rTD- 


Jl?^ 


C-f.-Olrl     J.-. 

0-C    ric-.'O 
G-C    v»N 


t(.^«>l 

C-rvi-oi>  T    I'lr- 
0  r  ~u-  !■> 


71?r? 

C'-ri/i-OLi  T   PTr« 
C-r  .t,)!  .  T    V'.*' 
o-C    i-lC-.i^ 
G  iC    V«M 


Gl'iVL-t 

inn 

H-L'iv    cic-iiP 


G1P0?1  -f 
I  111) 

(.•■«    PIC-'JO 


vi<;<;«N 

Nl"! 

in'i 


SK..1  r      •.  .  -r  /Fr.-/ijiw/ 

Nr-.'-T     •'  •  .C  /^'..-/OTW/ 

SI-'  •  T    .-:.  'C  /r:,^/t,\^/ 

T]-,.  F.-^r   -"S  Fr ;-   .    .c  /fr— /.jT'/ 


'  '  TK-T    I 


,T.JsI    ,-    i.ir-..-> 
r  i-  r  r- 1   t    •'I    "■■'' 


11- /f  -/^I.^/ 


TIOi.    F-'-T..,S    F(    •     -      .It/Fr-  -/I   I-/ 


-l.  •  I  .:-'F   tflv' 
<■-.  v    .  ■-'. 

(■••.  ■/Y     V  ■>. 

c.t  rt-iii>-i  lOi  '  ■ 


•  no 


."  ,C    /K-    /i-t-'/ 

iC    /F'-/ul.</ 

•c  /tr..  /.ii.v 


/CJ-. 

jbf)-    * 

« 

«^co 

3.07 

0.7 

■J 

1.3 

0 

/CI  J 

•So-    *• 

A 

iiiOO 

2.76 

U.^ 

b 

2.2 

0 

/C.-.N 

■  -.n-    4 

►^-.l 

5-10  0 

3.<.0 

0.8 

10 

c.<- 

0 

/c;.< 

.-isa-  k 

f-3 

••^oo 

3.<-0 

l.!. 

•• 

1.7 

0 

/til. 

.■•,0-    > 

^■-4 

bnoo 

3.-0 

1.2 

IS 

2.1 

0 

/C4^ 

»3ilLV 

'IPJ**- 

l.-^P-J 

1.661 

1.00« 

0. 

/C.-N 

^s.,-     4 

A 

^.^00 

3.73 

1.7 

16 

J'.O 

0 

/Clrg 

-S--    <. 

A 

?uOC 

3.07 

1.1 

13 

r.H 

r 

/L/1  J 

..S«.-     <i 

A 

"■(■OO 

3.07 

1.7 

I* 

2.0 

0 

/Ci  . 

1-  ;  '• ;  L  V 

7!?K>.|i 

1.2'i8 

1.000 

l.COO 

0. 

/CtN 

jli-    ? 

A 

<.soo 

2.76 

U.6 

6 

?.6 

0 

/CtN 

"<|>S-    2 

A 

<.^00 

3.07 

0.6 

1. 

2.7 

0 

/CirV 

jc-;-  ? 

A 

<.iOO 

2.76 

U.6 

7 

?.>> 

0 

/ClN 

J0t>-    ? 

<-3 

^iOO 

3.i0 

J.O 

<• 

2.0 

0 

/Cfir. 

jf.b-    2 

x-a 

~soo 

3.07 

1.2 

7 

2.7 

c 

/CAN    ► A-IlV     712Yi 


1.215       1.000       1.000 


•••Li'i/ 

•IK 

•  1_1.V 

(.  f  It  -1 

1 

H'V 

ll-V 

IIK 

1.11/ 

I     -f.- 

1 

■art.;'  .-It"  f 

O-TVll   .  xlC^llr' 

iiiT^i.  nrriw 

"Tt-  'M-  :l'),   ►  .  T- 


i>./iir  /t. 

■.«/ 

/ 

/C-r. 

111-2 

p            2'bO 

••.lO 

0.4 

10 

1.6 

\/i 

IH/IC      /f 

0-/ 

/ 

/Ck.rt 

111-    2 

A              -l.TOO 

<..10 

3.3 

d 

1.5 

r./£ 

ii-/rr  /r 

5../ 

/ 

/cm 

ill-    2 

M«         2 'SO 

i.lO 

0.5 

20 

.    0.6 

r  /i 

!-!/■■.'■    /r 

1.-/ 

/ 

/t^« 

Ml-? 

^•.            c'30 

"..lO 

U.3 

5 

1.3 

'.  / 1 

lii/^r    /r 

'i-/ 

/ 

/(.-I 

Ill-    2 

K«         31)00 

-.lO 

0.3 

4 

1  .<• 

N/A 

J.'/nC    /r 

-.-/ 

/ 

/c-« 

'A  •IL» 

Ol-r^t.-E 

l.SI,7 

2.003 

1.000 

0, 

li</r-^--/ 

/ 

/ 

/C-IK 

ill-    2 

A              f  7bC 

«.10 

1.2 

!3 

2.'. 

0 

IW/t  I-/ 

/ 

/ 

/(."« 

■11-2 

A            jOOO 

-.lo 

1.2 

15 

2.4 

0 

iM/r'.j.  / 

/ 

/ 

/C-n 

111-2 

^■-^.       gTld 

'•.10 

1.6 

12 

2.4 

f. 

Il'/'^C.^/ 

/ 

/ 

/(-•'H 

111-    2 

►  -i        3;.00 

-.10 

0.0 

IJ 

2.0 

^// 

]../.- r,./ 

/ 

/ 

/Cw^ 

'  A«IL» 

Ol»-02L-f 

: 

1.000 

l.COO 

l.OCO 

0. 

I^/FT.-/ 

/ 

/ 

/CAN 

ll-<-    2 

A              ?7S0 

<-.u 

1.5 

13 

2.* 

r 

I-/''--/ 

/ 

/ 

/Ca.j 

11  SI-    2 

.•-<.      2750 

<..38 

1.3 

11 

2.2 

c 

IK/Ft,./ 

/ 

/ 

/Co*j 

W-i-    2 

--b      2/5n 

<..38 

1.3 

13 

2.* 

t 

l-./f  r.-/ 

/ 

/ 

/CAJ 

t  At-KY 

MOl 

1.000 

1.000 

1  .000 

0. 

NOTICES 


29469 


^•r  t    »i  «« 


'luiv     iMiici^b 


MAVIFArTU-'Fi* 

FAfc-U*     iFSIG»-«TrO-J 

(Cll.     In.    C>'<iP|."-E>Ft.Tl 
r..ui  TNff  *-  .'O-'f  -»Fn 

Tiyr.TA 
2F(C) 

(25«1 

•L'NFi    CBi  IS="    •i'-.OM 

(' 

2F(F) 

(2SB1 
H    L-W'l    CP'iI^Fa  , 


lI.^l..iL'.i:Lt—ic-JL. 


'    .  CJiUL:tiIlC-JJ.tiiU. 

1  ISP.fc      »    P.fBTlA  '^•lOES    I 

LAMf.       A     •tlOMT  CAasoN     or 

>tN-          S     CLASS      A«LE  fiYj»0-     »o«-       Miao-  ►• 


•  It",  c- 

*"i,A"",     t' 


'I>-t'P    ST.     .i-'i 


-Iw/T*:  1/tOJ/ 
.IX/T"-/to.</ 


:Tt.<If'-    IIOM    ► '.rt'  -IS    >0B    -    ..IP/T--/EC"'/ 


I.'   .1     L    I'l^tP    '-^«       T^*" 


;.  |w/c(,./  / 
-Iw/H.'/  / 
,!»./fr.-/        / 


(.)>•  Tt  -I'l-     '  III 


ACT'  f<S   f'V    -    -iK/fC..'/ 


2liR(TCl 

in») 

•MIL'I"     Cr-S^SI^     CAH 


?■  SIT*  > 
(1  3k) 

MlL'i* 

MlLim    ChASSK    CAB 


•  .IL'    ■  -It.-vii-  '^TK  ..ll</..t.     /ll.V/ 

•"•IL'A  •-|'_-..i.>  T  'O^H  .  I^-./nC     /cOK/ 

i-«-lL'<  ■    IC-    1»  1-Ui<  -lO/lK     /to.*/ 

•■•.IUI'1  '■■(■^^•l"  T-.l.  «  -11-/0C    /E&1/ 

;Frr  m.-. ..  1  U'.,  .Ar;..Ks  f'.j  -  .  ik/hc   /ic*/ 

-.ll'iK  iIC'/P  TJ;.'.«  Mii/F.)-/         / 

•lU'jl  'IC'i'P  T.'li.  «  .  Iw/K-./         / 

-tlLUA  .-!C»U''  I^ot*  -iM/tr."/         / 


i: 


VOU'S>h'',En 
F^«-H.Y    10 
(1201 

•floS    <Jp«-.'<f)>--I,PHL) 


■  TrVlOi'-T  It' J    FAC:Ti'.<5    n^    -    -.i^/fs-*/ 


•  ,.    «,T«(1JI.:    «(.(.0< 


f  I  /or  /to-i/ 
f  I   /oc  /to.*/ 


(■i!Tt.i'ir.)"-Ti  1 ;  (ACTr.fcs  Fo.<  -  'I  /or  /toi</ 


FAMlLV    * 
(1201 

H  BUS    (<r.-.',<Ox»-l  .P.JL) 


STf.TK.       r';'".')-:    ??  'I     /Efc"-/  / 

.  <;t.itio      .»iO,  2?  Ft    /fr.i-/       / 

r  rinlo-.Tlo,,    ctCI    OS    FOB    -    tl    /EOs/         / 


/CAN  25H-  2  H-* 
/(.AM  cSs-  2  •"-*  • 


/CAN  FAMILY  2F(C> 

/Can  /5.1-  2  »•-<•   -VOO 

/Can  .bH-  2  H-4   4300 

/CAN  t=>K-    2  X-k   4000 

/Can  ►  a.<!l»  2F  (FI 

/Can  134-  2  A     2750 

/CAN  134-  2  M-k   JSOO 

/LAN  114-  2  K-5   27S0 

/Can  134-  2  »-5   2750 

/CAN  f  A<IL»  20" (ICl 


4500 

k.n 

0.6 

13 

1.6 

4000 

4.  11 

0.4 

10 

l.» 

77:  1.000   1.000   1.000 


k.ll 
4.11 
4.11 


1.3 
1.4 
1.9 


Ik 

17 
16 


/Can  134-  2  A 
/CA.N  1  »k-  2  x-k 
/CAN  134-  2  M-5 


2'50 

3500 
i  ;S0 


4.11 
k.ll 
k.ll 
k.ll 

77: 
>.ll 

k.ll 

k.ll 


0.3 

o.» 

0.3 

0.3 

1.07* 


1.0 
1.0 
l.k 


S 
7 
S 
6 
1.036 

II 
11 
13 


/CAN  >   A«1L»  20B<TFI 


/CAN  ;20-f I  A 
/CAN  120-FI  H- 


S-^OO 
3500 


/CAN     ►  AMlLT     f  AklLY      10 

/CAN    12n.FI    A  jsOO 

/CAN    120-FI    M-k       3b00 
/CAN    120-FI    f-k       Jr>t<0 

/CAN  Family  fa-^ilv  9 


k.0<» 
k.57 


k.(i9 

4.57 

k.57 


0.5 


II 
II 


1.078       l.OCO 


1.3 

2.0 

l.« 

l.2k2 


10 

IS 

15 

1.000 


2.* 
e.s 

2.3 


77:     1.000       1.000       1.000 


1.* 
1.2 
1.0 
1  .* 
1.000 


77:     1.000       l.OCO       1.000 


1.6 

1.0 


1.09K 
5.0 


2.6 

1.07k 
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<:-i'  rifo  "■; 

F;>  :■  r     ^«  1.  Ii.-  ..T'T' 

cr-i.    !•  .    n)  ^.*i,  Tf.x.FNT  ) 

_5;_i-_2:^F  3_r.j_.r  Lrn It  l.Z„it-iCLC JlIL. 

.  I<;^...j  (Cn   T  I-  ..e  1) 


C£iIiU.LlI12^.LULLS 

\  mw^  ■ 

.-:L--I-':iCil.H.i L«yi!Jil-t;IS513NS„   t-is- 

•■•ui-.F      1  ((.«A"5/«iLt)  Sit 

15". i      w    INfTlA  'JxIUES    7o«5/ 

'.e-tl.         A       «"•  IChT  CAKciCjN      OF  TES 
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For  an  advance  "look"  at  the 
FEDERAL  REGISTER,  try  our 
new  information  service.  A 
recording  will  give  you  selections 
from  our  highlights  listing  o* 
documents  to  be  published  m  the 
next  day's  issue  of  the  FEDERAL 
REGISTER. 


AREA  CODE  202 


1 


,  5g3»50M , 


Vol.42— No.l  11 
6-9-77 

PAGES 
29471-29840 


THURSDAY,  JUNE  9,  1977 


highlights 


SUNSHINE  ACT  MEETINGS 


29616 


FATHER'S  DAY 

Presidential    prcclamation      „ _-       ?9471 

INVESTMENT  COMPANIES 

SEC  proposes  revision  of  annual  reports,  registration, 
reporting  forms  and  requirements  (2  documents);  com- 
ments by  S-lS-77  (Part  VI  of  th's  'Ssue) 29716    29828 

HEALTH  SERVICES 

HEW/PHS   proposal   on   gra-ts  fcr   resea-c'^-     eva  . .,:!:■" 

end  demonstration    projects:    cc'-'e^ts   bv    7-25-""         29518 

NATIONAL  FLOOD  INSURANCE  PROGRAM 

HUD/FIA  proposal  on  sales  and  serv;cir-g  o*  ^s.;'c--:e 
comments  by  7-7-77  (Part  V  of  th.s  issue'    29691 

INDUSTRIAL  ENERGY  CONSERVATION 
PROGRAM 

PEA  establishes  fna'  efficiency  improvement  targets  fo^ 

the   10  most  energy-consumptive   manufactufing   indus 

tries  in  the  United  States  (Pa-I  I!  of  t^>s  issue'  29641 

FISHERY  CONSERVATION  AND   MANAGEMENT 

State    publishes    applications    for    perr^^.ts    tc    fs'^    o" 

US,  coasts  (Part  VII  of  this  issue,  29829 

CULTURAL  RESOURCES 

interior/Reclamation    proposes   pohc.es   end    p'o.tr<.;..'es 

for    identification,    protection    and    maintenance:    com 

ments  by  7-11-77  (Part  III  of  this  issue;  29681 

AIRCRAFT  ENGINE  REGULATORY  REVIEW 
PROGRAM 

DOT/FAA   announces    progra-^    and    invites    public    par 
ticipation;  proposals  by  8-4-77    Part  IV  of  this  issue  29687 

REHABILITATION  ENGINEERING  RESEARCH 

HEW/OHD/RSA  announces  cicsi'-c  date  rf  7-6-77  fn^ 
receipt   of    applications  29662 

NATIONAL  RESEARCH  SERVICE  AWARDS 

HEW'PHS  amends  rules  to  encompass  undergraduate 
training;    elective    6-9-77    294«2 

WATER  POLLUTION 

EPA  allocates  one  twllion  dollars  to  States  for  carrying 

out  the  requirements  of  the  Federal  Water  Pollution  Con 

trol  Act;  effective  6-3-77  294S1 

SAVINGS  AND  LOAN  ASSOCIATIONS 

FHLBB  emervjs  loans  to  facilitate  sale  of  reai  estate 
owned;    effective    6-13-77  _ 29473 

■"^^■^"■■^^^■■■^^■^i^^i^^^^""""""*     CONTINUED    :NSiDE 


feminders 


(The  Items  In  this  list  were  editorially  complied  as  an  aid  to  F^Dzajn.  Rkgistme  uaers.  Incliislon  or  •xcluslon  from  thl*  list  haa  no  legal 
gwnlflcance.  Since  this  list  Is  Intended  as  a  reminder.  It  does  not  Include  effective  dates  that  occ>ir  within  14  days  of  publication.) 


Rules  Effective  June  8,  1977 


List  of  Public  Laws 


DOT  FAA — Standard  instru-vent  approach 
procedures  for  operation  of  certain  air- 
ports in  Fia.,  Mass..  Mich.,  Miss.,  N.C., 
and  Tenn 21609,  21610;  4-28-77 


Rules   Going   Into   Effect  Today 


DOT/FAA — Transition     area     and     control 
zone  at  Essex  County  Airport..   20620; 

4-21-77 


Thl»  Ifl  a  continuing  listing  of  public  bills 
that  have  become  law,  the  text  of  which  Is 
not  published  In  the  Federal  Register. 
Copies  of  the  laws  In  individual  pamphlet 
form  (referred  to  as  "slip  laws")  may  bo 
obtained  from  the  U.S.  Government  Printing 
Office. 

H.R.  6752 Pub.  L  95-41 

To  amend  the  Water  Resources   Plan- 
ning Act  (79  Stat   244)   as  amended. 
(June    6,    1977;    91    Stat    209) 
Price:  $.35 


AGENCY  PUBLICATION   ON   ASSIGNED   DAYS  OF  THE  WEEK 

The  SIX  month  trial  period  ended  August  6.  The  program  is  being  continue(d  on  a  voluntary  basis  (see  OFR 
notice.  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

DOT/COAST   GUARD 

DOT/NHTSA 

USDA/ASCS 

NRC 

USDA/ASCS 

USDA  'APHIS 

DOT/COAST  GUARD 

USDA/APHIS 

USDA/fNS 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT'OHMO 

CSC 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/FDA 

HEW/FDA 

Documents  normally  schedule:!  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  t^^e  holiday. 

Comments  on  this  program  are  still  invited.  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration.  Washington.    DC.    20408.  ' 


ATTENTION;  For  questions,  corrections,  or  requests  for  information  please  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


o 
0 


I 


Published  daily  M^-iid  iv  t;.r  •--a  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
holtdavs).  by  the  Office  of' the  Federal  Register.  National  Archives  and  Records  Service,  ^"^^"^  ^e^^^j!^ 
^dmlr'is  ration  Washln^u^ii,  DC,  20408,  under  the  Federal  Register  Act  (49  Stat,  500,  as  amended;  44  U.SC, 
Ch  15^ ^cl  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch,  IK  Dlstnbmion 
IS  made  only  by  the  Superintendent  of  Dociunents,  U.S.  Government  Printing  Office,  Washln^on,  DC.  20402. 

'ThrFE-.«,T  R.^.isiE..  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  Issued 
bv  rldera'  aeencles  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  ha.lng 
«neri  apptfcablUty  and  legal  effect,  document^  required  to  be  published  by  Act  of  Congress  and  other  Federa.  agency 
fo^ur^ent^  of  public  ir.tere.rDocun-.en-..  .ue  on  file  for  public  inspection  in  the  Office  of  the  Federal  Register  tne  da.,  before 
they  are  published,  uiV.ess  earlier  filing  is  requested  by  the  Issumg  agency. 

T>-e  FFDERAi  RECIST-.R  Will  be  furnished  by  mall  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 

DC    2O402. 


There  are  no  restrictions  on  the  re 


^publication  of  material  appearing  In  the  Federal  Register. 
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INFORMATJON  AND  ASSISTANCE 


Questions  and  requests  for  specific  information  may  be  directed  to  the  following  numbers.  General  inquiries 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO)   202-783-3238 

Subscription  problems  (GPO)    -  202-275-3050 

"Dial  ■  a  ■  Regulation"     (recorded     202-523-5022 

summary  of  highlighted   docu- 
^     ments  appearing  in  next  day's 

issue). 
Scheduling     of     docum.ents     for  523-5220 

publication. 
Copies  of  documents  appearing  in  523-5240 

the  Federal  Register. 

Corrections 523-5286 

Publicinspection  Desk 523-5215 

Finding  Aids 523-5227 

Public  Briefings:  "How  To  Use  the  523-5282 

Federal  Register." 
Code  of  Federal  Regulations  (CFR)..  523-5266 

Finding  Aids : 523-5227 


PRESIDENTIAL  PAPERS: 

Executive   Orders   and    Proclama-  523-5233 

tions 

Weekly  Compilation  of  Presidential  523-5235 

Documents. 

Public  Papers  of  the  Presidents....  523-5235 

Index    523-5235 

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 523-5237 

Slip  Laws    523-5237 

U.S.  Statutes  at  Large 523-5237 

Index   523-5237 

U.S.  Government  Manual 523-5230 

Automation    523-5240 

Special  Projects   --  523-5240 


HIGHLIGHTS- 


FEDERAL   SAVINGS   AND   LOAN    SYSTEM 

FHLBB  proposes  procedure  for  comment  on  change  oi- 
name  applications  by   Federal   associations;   comments 

by     7-15-77 29511 
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presidential  documents 


Title  3— The  President 


PROCLAMAIION  4^05 


Father's  Daw  1977 


B\  the  P^> ''(!>■':!  of  the  T^Jiited  States  of  America 
A  Pioi  laiiiation 

A  fatlier  watches  his  cloildren  gro\s  a:.d  sluiir^  tiieir  jo\s  lu  i  i  'f  n*^  them 
through  the  manv  minor  crises  that  are  of  enoniious  sicnificant  c  to  a  duid.  But  the 
challencej  of  raiane  a  child  in  an  increasingly  complex  anci  uncertain  world  require 
more  tlian  lu.^t  a  c:e^:rc  :(■  tv"  a  cxtki  nart^^nt.  A  fathier  i!;u>t  \>c  rcaviv  u-  supply  the 
love.  discji)line,  security  and  supj^ort  froiii  which  liis  cliildrcr,  c.;r.  dr;s\%  strength — even 
as  he  faces  his  own  problems  ami  cx>ncems  wlii'h  an-  d  r  a  ti;: /  .  h^\x)nd  their 
understanding. 

In  rctogiiition  of  the  coT-;tribut!on<;  of  our  Nation's  fathci'S.  the  Congress,  by  joint 
resolution  of  April  24.  \^':2  86  Stat.  124,  ?o  U.S.C.  142a),  has  dvM-!uited  the  thin! 
Sundav  iii  Ji-ic  <:•'.  e.;.  ':,  '.ear  a5  Fatliei's  IXr.  a:,d;  l;as  requested  t;.c  President  to  issue 
annua'lx  a  proclamation  calline  for  !*s  appropriate  observance. 

NOW.  I  lilRKK  iRE,  I.  JIMMY  C:  ART  I.i^.  President  of  t;,r  rnlted  States  of 
America   dc  liereby  request  tluit  Su:.d.c^.  June  19,  1977,  be  obserscd  a-«  rat}i'--"<  D:>.v, 

I  a:;,  instructing  federal  official?  to  display  the  flag  of  d.e  U:..:! ,;  States  on  all 
Go\crnment  buildings  on  that  daN  ara:  I  urge  all  citizens  to  display  the  flag  at  their 
hon^e?  and   other  suitable  placet. 

I  ask  a^i  Americans  to  make  a  special  e'Tort  tliis  year  to  let  our  Nation's  fathers 

kno\s  tliat  tlip^  will  alwavs  have  our  love  arid  gratitude. 

IN  NVrrNI.SS  WHKRF.UF.  1  iiavr  lierc-unto  set  nr-  ia-id  tiii-:  seventh  day  of 
June,  in  the  scar  of  our  I^rd  mnctcea  hundred  seventy-.v-\er..  and  of  the  Inde- 
pendence of  t;.c  l"nited  States  of  Amera  a  t!  '>  two  hundred  and  first 


''/^^f/i^^; 


[FR  L\.  .77-16526  Filed  ^1-11  \1 :  59  pm] 
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rules  one)  regulations 


This  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  having  gt-erai  applicatiity  and  legal  effect  '-lost  of  w'nc'  £'t 
keyed  to  and  codified  in  the  Code  of  Federal  Regulations,  which  is  published  unde'  bC  titles  pursuant  to  44  U  S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold  by  tne  Supenntendent  of  Docu-eris  Pnces  of  nevs  tx>cks  are  listed  in  the  first  FEDERAL 
REGISTER   issue   of   each    month. 


Title  12 — Banks  and  Banking 

CHAPTER  V— FEDERAL  HOME   LOAN 
BANK   BOARD 

[No.  77-338] 

PART   545 — OPERATIONS 

PART  561— DERNITIONS 

Amendments  Relating  to  Certain  Loans  in 
Excess  of  Ninety  Percent  of  Value  arKl 
the  Definition  of  "Scheduled  Items" 

June  1.  1977. 
AGENCIES:   Federal  H<xne  Loan  Bank 
Board   (FHLBB)  ;   Federal  Savings  and 
Loan  Insurance  Corporation  iFSLICi . 

ACTION:  Final  rule. 

SL'MMARY:  This  nile.  In  part,  (l'>  re- 
vises certain  regulations  regarding  loans 
In  excess  of  90  percent  of  value.  (2)  Is 
needed  to  specifically  except  certain 
loans  and  contracts  to  facilitate  the  sale 
of  real  estate  owned  from  certain  insur- 
ance or  reserve  requirements,  and  ( 3 )  ef- 
fects the  Intended  action  by  providing 
that  such  loans  and  contracts  of  Federal 
savings  and  loan  associations  having  un- 
paid principal  balances  exceeding  90% 
of  the  value  of  the  real  estate  security 
are  excepted  from  private-mortgage-in- 
surance and  specific -reserve  require- 
ments applicable  to  most  loans  in  excess 
of  90%  of  value. 

Also,  this  rule  (1)  revises  certain  regu- 
lations regarding  "scheduled  items"  (I.e. 
certain  substandard  assets) ,  (2)  is  need- 
ed to  provide  parity  for  all  FSLIC-ln- 
sured  institutions  as  to  high  lo£in- 
to- value -ratio  loans  and  contracts  to 
facilitate  the  sale  of  real  estate  owned, 
and  (3)  effects  the  Intended  action  by 
excepting  from  "scheduled  Items"  such 
loans  and  contracts  having  principal  bal- 
ances exceeding  90%  of  the  value  of  the 
real  estate  security,  if  they  meet  the  regu- 
latory requirements  regarding  loans  to 
excess  of  90%  of  value  made  by  Federal 
savings  and  loan  associations. 

EFFECmVE  DATE:  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harry  W.  Quillian.  Associate  General 
Counsel,  Federal  Home  Loan  Bank 
Board,  at  320  First  Street.  NW,.  Wash- 
ington. D.C.  20552  or  telephone  number 
202-376-3556 

SUPPLEMENTARY  INFORMATION : 
On  April  1.  1977.  the  Federal  Home  Loan 
Bank  Board  published  a  proposed  rule 
(42  FR  17483-17484)  dated  March  23, 
1977,  to  revise  I  545.6-1  iaM5)  of  the 
Rules  and  Regulations  for  the  Federal 
.savings  and  loan  system  <  12  CFR  545.6-1 
<aM5i)  and  §561.15  of  the  Rules  and 
Regulations  for  Insurance  of  Accounts 
1 12  CFR  561.151  for  the  purposes  stated 


in  the  above  SLrMMARY.  The  period  for 
.neceiving  comments  from  interest<>d  per- 
sons ended  on  May  2,  1977.  All  of  Uie  12 
comments  received  on  the  proposed 
changes  were  favorable,  except  that  two 
conimenters  did  not  support  the  portion 
of  Uie  proposed  amendment  that  would 
allow  loaiLs  or  contracts  to  facilitate  the 
sale  of  real  estate  owned  In  excess  of 
90  percent  of  value  to  be  excluded  from 
the  computation  of  "sched'oled  items" 
without  private  mortgage  insurance. 

DisctrssiON  or  Commznters'  Oejeciion 

One  commenter  stated  in  part,  as 
follows : 

In  our  view,  this  would  give  favored  treat- 
ment to  loeos  to  facilitate  over  conventional 
loans  In  excees  of  90  percent,  despite  the  fact 
that  loana  to  facilitate  ar«  inherently  of  a 
higher  risk  nature.  We  reconimeind  that  loans 
to  facilitate  in  excess  of  90  percent  of  value 
be  excluded  from  the  computation  of  sched- 
uled Items  provided  the  amount  of  the  loan 
which  Is  In  excess  of  80  percent  of  value  is 
Insured  by  a  "qujJlfled  private  Insurer"  or 
the  loan  Is  allocated  ag-alnst  any  permissible 
investment  limits  of  a  special  n(>n conforming 
loan  category  •   •    •. 

That  quotation  states  also  the  stab- 
stance  of  the  other  objecting  commenter. 

The  Federal  Home  Loan  Bank  Board 
does  not  agree  with  the  objection.  "Hie 
exception  provided  In  this  rule  applies 
only  to  the  sale  of  real  estate  owned  and 
if  the  Institution  financing  the  trans- 
action Is  required  later  to  take  back  the 
real  estate,  there  will  be  merely  a  re- 
storation of  the  situation  that  existed 
prior  to  such  sale.  In  other  words,  the 
sale  does  not  substantially  increase  the 
lender's  potential  loss.  It  is  noted,  how- 
ever, that  the  revised  rule  wotHd.  at  the 
lender's  option,  permit  private  mortgage 
insurance  In  such  cases. 

This  rule,  In  substance  and  in  part, 
excludes  from  "scheduled  item.";"  a  State- 
chartered  insured  Institution's  over- 
90% -of -value  loan  or  contract  to  fa- 
cilitate sale  of  real  estate  owTied  which 
is  subject  to  no  lending  limitation  as  to 
maximum  amount  when  the  loan  or  con- 
tract comphes  with  all  of  the  provisions 
of  5  545.6-1  <  a)  1 5 )  of  the  Federal  Regula- 
tions regarding  over- 90%  -of -value  loans 
made  by  Federal  association.<;  Also, 
under  this  rule,  such  loans  and  con- 
tracts of  any  FSLIC-insured  institution, 
including  Federal  associations,  are  not 
subject  to  the  requirement  of  private 
mortgage  insixrance  or  specific  reserve 
in  5  545.5-1  <a>  «5)  (v),  and  therefore  are 
not  scheduled  items  merely  because  of 
noncompliance  with  that  requirement. 

The  Federal  Home  Loaji  Bank  Board 
finds  that  pubUcatlon  of  this  rule  for  the 
30-day  period  specified  to  12  CFR  508.14 
and  5  U.S.C.   553 'd*    prior  t-o  effective 


date  Ls  unnecessary,  because  the  rule  re- 
lieves a  restriction. 

Accordmgiy.  12  CFR  Parts  545  and  561 
are  amended  as  prc^osed,  to  read  as  set 
forth  below,  effective  June  13.  1977. 

1  Pvevise  ^  5456-1  (a)  (5)  (v)  to  read  as 
folIot\-s 

§   ,'>1,1.(>-1        Ix-Iiiiirii;      [><iv.( 
tii>n*  1  3  and   1  I  of  <  li. 


r   K 


a     Herri'' >   or  combination  of  hornet: 
and  bxuHnefs  property — •  •  • 

(5)  Loans  in  excess  of  90  percent  of 
roiitc.  •  •  • 

(v>  Except  as  to  a  loan  or  contract  to 
facilitate  the  .=  nl'>  of  real  estate  owned. 
either — 

(a>  That  as  lonp  as  the  unpaid  balance 
of  such  a  loan  L<:  in  excess  of  an  amount 
equal  to  90  percent  of  the  value  or  pur- 
chase price  of  the  real  estate  security, 
whichever  Is  less,  determined  at  the  time 
the  loan  was  made,  that  portion  of  the 
impald  balance  of  such  loan  which  is  in 
excess  of  an  amount  equal  to  80  percent 
of  such  value  or  purchase  price  of  the 
real  estate  security  L*;  guaranteed  or  in- 
sured by  a  mortgage  Insurance  company 
which  has  been  determined  to  be  a 
"qualified  private  insurer"  by  the  Federal 
Home  Loan  Mortgage  Corporation;  or 

(b)  The  association  establishes  and 
maintains  a  specific  reserve  with  respect 
to  such  loan  equal  to  one  percent  of  the 
unpaid  principal  balance  tliereof  until 
the  unpaid  principal  balance  has  been 
reduced  to  an  amount  not  in  excess  of 
90  percent  of  the  value  or  purchase  price 
of  the  real  estate  .security,  whichever  is 
less,  detemilned  at  the  time  the  I'-'ar.  was 
made. 

•  •  •  •  • 

2  Revi.^e  5  561  15  di  (2>  to  read  as  fol- 
lows : 

^  .^61.1.T       S<h((lul(«i  il.  1118. 

The  term   ".'ichedaled  items"  means: 


'  2  '  have  unpaid  principal  balances  in 
excess  of  the  maximum  amounts  per- 
mitted under  otherwise  applicable  lend- 
ing limitations,  or.  m  the  ab.sence  of 
otherwise  applicable  lending  limitations. 
in  excess  of  90  percent  '95  percent,  if 
the  requirements  of  5  545  6-1  -  a  '  i5  '  of 
this  chapter  are  met  i  of  the  value  of  tiie 
real  estate  securing  such  loans  or  sold 
under  such  contracts:  except  tliai  only 
20  percent  of  the  unpaid  principal  bal- 
ance of  an%-  such  loan  or  contract  will  be 
tocluded  in  ".scheduled  items  if  all  of 
the  following  requirements  are  ".e; 
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(Sec.  5.  4a  Stat.  132.  as  amended  (12  U.S.C. 
1484):  Sees.  402.  403.  407.  4S  Stat.  1258,  1267, 
1260.  as  amended  ( 12  U.S.C  1725,  1726.  1730) . 
Reorg.  Plan  No.  3  of  1947.  12  CFR  4381,  3 
CFR  1043-48  Comp.  1071.) 

By    the    Federal    Home    Loan    Bank 

Board 

J,  J.  Finn. 
Secretary. 

(FB  Doc. 77-16336  Filed  6-8-77;8:45  am] 

Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN- 
ISTRATION. DEPARTMENT  OF  TRANS- 
PORTATION 

[Docket  No.  77-SO-20;   Amendment  No. 
39-2914) 

PART   39— AIRWORTHINESS    DIRECTIVES 

Piper  Models  PA-28  and  PA-32  Series 
Airplanes 

AGENCY:  Federal  Aviation  Administra- 
tion iFAAi,  DOT. 

ACTION:  Final  rule. 

SU\r\!ARY:  ThLs  rule  adds  a  new  Alr- 
worthlnes.s  Directive  which  requires  the 
modification  of  the  fuel  system  to  pre- 
vent fuel  system  malfunction  and  a  re- 
petitive fuel  system  check  on  certain 
Piper  Model  PA-28-235.  PA-32-260,  and 
PA-32-300  airplanes.  There  Is  a  history 
of  fuel  system  malfunctions  which  re- 
cult.s  in  an  Improperly  functioning  fuel 
system  that  may  cause  engine  power  loss 
and  fuel  mismanagement. 

DATES:  Effective  date  June  10.  1977. 
Compliance  Schedule,  as  prescribed  In 
the  body  of  the  A.D. 

ADDRESSES:  Copies  of  Piper  Service 
Bulletins  may  be  obtained  from  Piper 
Aircraft  Corporation.  820  East  BaW 
Eagle  Street,  Lock  Haven,  Pennsylvania 
17745.  Copies  of  Piper  Service  Bulletins 
342,  376  and  571  are  maintained  In  the 
A.D.  Docket  Pile  and  may  be  examined 
In  Room  264,  Inderal  Aviation  Adminis- 
tration Southen  Region.  3400  Whipple 
Street.  East  Point,  Georgia. 

FOR  FL'RTHER  INFORMATION  CON- 
TACT 

Gil  Carter.  ASO-214.  Propulsion  Sec- 
tion. Engineering  and  Manufsurturlng 
Branch.  Southern  Region.  P.O.  Box 
20636.  Atlanta,  Georglii  30320.  Tele- 
phone 404-763-7435. 
SLTPI.EMENTARY  INFORMATION: 
There  has  been  a  service  history  of  fuel 
svslem  contamination  causing  internal 
leakage  m  the  Airborne  fuel  selector 
valve  Models  IHIO.  1H16.  and  1H26  In- 
stalled on  certain  Piper  PA-28-235,  PA- 
32-260.  and  PA-32-300  model  airplanes. 
An  IntemiUly  leaking  fuel  selector  valva 
can  cause  fuel  transfer  from  one  tank 
to  another  resulting  in  possible  fuel  mis- 
management and  fuel  exhaustion.  Other 
fuel  system  malfunctions,  when  com- 
bined with  a  leaking  fuel  selector  valve. 
may  result  In  air  Ingestion  and  rough  en- 
gine operation  or  power  InterrupUcm*. 
Since  a  situation  exists  that  reQuires  Im- 
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mediate  adoption  of  this  regulation.  It  is 
found  that  notice  and  public  procedure 
hereon  are  Impracticable  and  good  cause 
exists  for  making  this  amendment  ef- 
fective in  less  than  30  days. 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Gil  Carter,  Flight  Standards 
Division,  and  Eddie  L.  Thomas,  Office  of 
the  Regional  Counsel 

Adoption  or  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 
5  39.13  of  the  Federal  Aviation  Regula- 
tions 1 14  CFR  39.13)  is  amended  by  add- 
ing the  following  new  Airworthiness 
Directive: 

Pipes  Aircraft  Corporation.  Applies  to 
Models  PA-28-235.  PA-32-260,  PA-32- 
300.  PA-32S-300  airplanes  certificated  In 
all  categories.  Models  and  serial  num- 
bers of  airplanes  affected  are  noted  in 
sections  (a),  (b),  (c).  (d).  and  (e)  in 
the  body  of  the  A.D. 

To  prevent  a  fuel  system  malfunction  and 
a  possible  power  interruption,  accomplish 
the  foUowlng: 

(a)  On  Model  PA-28-235  serial  numbers 
28-10001  through  28-7410093;  Model  PA-32- 
260  serial  numbers  32-03,  32-04.  32-1  through 
32  7400049;  Model  PA-32-300  serial  numbers 
32-15,  32-21,  32-40000  through  32-7440160, 
and  Model  PA  32S-300  serial  numbers  323- 
15.  32S-40000  through  32S-7240137,  airplanes 
equipped  with  an  Airborne  Model  IHIO. 
lHia-1.  1H26-2.  1H26-3  or  1H26-^  model  fuel 
selector  valves,  within  the  next  five  hours 
time  In  service  after  the  effective  date  of  this 
A  D.  and  thereafter  before  the  first  flight  of 
each  day  until  (b),  (c),  (d)  and  (e)  are 
accomplished  and  thereafter  at  lnt«ryal8  not 
to  exceed  50  hours  time  In  service  from  the 
laat  check  perform  the  following  check: 

( 1 )  Insure  that  there  ts  fuel  In  each  tank. 
Drain  fuel  tank  sumps  and  fuel  selector  sump 
using  normal  pre  flight  procedures. 

(3)  Place  the  fuel  selector  vaive  In  the 
"OFF"  detent  f)08lUon. 

(3)  Actuate  the  fuel  selector  valve  drain 
lever  for  one  minute,  collect  contents  and 
discard. 

NOTB — Several  attempt*  may  be  required 
to  drain  all  fuel  from  sump  bowl,  A  leaking 
fuel  selector  valve  la  Indicated  by  continued 
draining,  when  the  fuel  selector  Is  In  the 
"OPP"  position.  The  volume  of  this  dralnags 
depends  on  the  size  of  the  "leak." 

(4)  Close  drain  valve  and  wait  three  min- 
ute*. Drain  fuel  selector  again  for  one 
minute,  collecting  contents  In  a  container. 
Close  drain  valve. 


(5)  If  fuel  collected  exceeds  one-half  fluid 
ounce  (one  tablespoon) ,  repeat  Item  (4) 
above. 

(6)  If  the  repeated  drain  procedure  pro- 
duces one-half  fluid  ounce  or  more,  an 
excessive  Internal  leaking  fuel  valve  Is  in- 
dicated and  (1)  or  (U)  miost  be  accomplished. 

(I)  Remove,  clean,  and  reinstall  the  fuel 
selector  valve,  and  repeat  steps'  (1)  through 
(5). 

(II)  Replace  the  fuel  selector  valve  with 
the  applicable  Piper  fuel  valve  kit  757  148V  or 
760  895V. 

Paragraph  (a)  does  not  apply  to  those  air- 
planes that  have  installed  Piper  fuel  valve 
kit  757  148V  or  fuel  valve  kit  760  895V. 

(b)  On  Model  PA-28-235.  serial  numbers 
28-10001  through  28-11236;  Model  PA-32-260. 
serial  numbers  32-03.  32-04.  32-1  through 
32-1123;  Model  PA-32-300.  serial  numbers 
32-15,  32-21,  32-40000  through  32^0629,  and 
Model  PA-32S-300,  serial  numbers  32S-15, 
32S-40000  through  323-^0629  airplanes,  with- 
in the  next  100  hours  time  in  service  after 
the  effective  date  of  th_ls  A.D.,  perform  the 
following : 

(1)  Check  to  determine  whether  the  main 
and  tip  fuel  tank  fill  caps  are  Piper  Part 
Number  66817-00.  Fuel  tank  fill  cap.  Piper 
Part  Number  66817-00,  contains  a  circular 
red  rubber  seal  In  the  center  of  the  underside 
of  the  cap. 

(2)  If  any  fuel  tank  fill  cap  la  not  Piper 
Part  Ntimber  66817-00,  remove  and  replace  It 
with  Piper  Part  Number  66817-00. 

(c)  On  Model  PA-28-235,  serial  numbers 
28-10001  through  28-7310125;  Model  PA-32- 
360.  serial  numbers  32-03,  32-04,  32-1 
through  32-7300036;  Model  PA-32-300,  serial 
numbers  32-15,  33-21,  32-40000  through  32- 
7340081,  and  Model  PA-32S-309,  serial  ntmi- 
bers  32S-15,  32S-40000  through  323-7240110. 
airplanes,  within  the  next  50  hours  time  in 
service  after  tJio  effective  date  of  this  A.D., 
unless  alre-ody  accomplished,  modify  the  fuel 
selector  control  system  in  accordance  with 
Piper  Service  Bulletin  376  dated  AprU  19, 
1973. 

(d)  On  Models  PA-2e-235.  serial  numbers 
28-10001  through  28-7710O4O;  Model  PA-32- 
260,  serial  numbers  32-03,  3204,  32-1  through 
32-7700016;  Model  PA-32-300,  serial  ntimbers 
33-16.  32-21,  33-40000  through  33-7740037, 
32-7740039  through  32-7740063,  32-7740055 
through  32-7740062,  32-7740064  through  32- 
7740069;  and  Model  PA -323-300.  serial  num- 
bers 323-15.  323-40000  through  323-7240137 
airplanes,  within  the  next  50  hours  time  In 
service  after  the  effective  date  of  this  AJD, 
perform  the  following  modification  and/or 
inspecUona  to  the  main  and  wing  tip  fuel 
tAUk  vent  tubes: 

(1)  Unless  already  accomplished,  rework 
fuel  tip  tank  vent  to  the  dimensions  shown 
on  the  sketch  below : 


i 


.062  hole  thru  aft 
nil   /aide  of  vent  tube 


Fuel  Vent  Tube 


Scarf  Tube  End 
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Tip  Tank  Vknt  Tubs 

KoTE— Some  tip  ttinks  were  not  equipped 
with  protruding  external  vents,  and  (d)(1) 
of  the  A.D.  does  not  apply  to  those  tanks. 

(2)  Unless  already  accomplished,  install 
the  new  main  fuel  tank  vent  assembly  con- 
tained In  Piper  Kit  No.  760  5«0V. 

(I)  Remove  all  screws  from  each  main  fuel 
tank  and  slide  tank  forward  approximately 
six  (6)  Inches.  Remove  present  vent  as- 
sembly. 

(II)  Install  the  new  vent  assembly  con- 
tained in  Piper  Kit  No.  760  560V. 

(III)  Replace  each  tank  in  Its  proper  posi- 
tion, and  secure  in  place  with  the  screws  re- 
moevd  in  (1) . 

(3)  Inspect  both  wing  tip  fuel  tank  vent 
tubes  scarf  angle  and  alignment  to  the  lower 
wing  surface. 

(4)  If  the  tip  tank  vent  tube  scarf  angle  is 
not  between  60*  and  65',  or  If  the  vant  tube 
is  not  perpendicular  (90*  i  plus  or  minus  2", 
rework  It  to  those  dimensions. 

(5)  Inspect  both  main  fuel  tank  vent 
tubes  scarf  angle  and  alignment  to  the  lower 
wing  surface, 

(6)  If  the  vent  tube  scarf  angle  is  not  40* 
plus  or  minus  2*.  or  if  the  vent  tube  is  not 
perpendicular  (90* )  plus  or  minus  2'.  rework 
It  to  those  dimensions. 

(e)  On  Models  PA-28-235,  serial  numbers 
28-10001  through  28-7710040;  Model  PA-32- 
260,  serial  numbers  32-03,  32-04,  32-1 
through  32-7700016:  Model  PA-32-300,  serial 
numbers  32-15,  32-21.  32-40000  through  32- 
7740037,  32-7740039  through  32-7740O53,  32- 
7740055  through  32-7740062,  32-7740064 
through  32-7740069:  and  Model  PA-32S-300. 
serial  numbers  32S-15.  323-40000  through 
323-2740137  airplanes,  within  the  next  50 
hours  time  in  service  after  the  effective  date 
of  this  A.D.,  inspect  the  two  fuel  hoee  as- 
semblies. Piper  Part  Number  63901-15  or 
63901-48  at  each  main  fuel  tank  for  proper 
Installation  as  follows : 

(1)  Disconnect  both  main  landing  gear 
strut  fairings  from  the  wings. 

(2)  Remove  both  main  landing  gear  access 
covers, 

(3)  Visually  Inspect  both  fuel  hose  assem- 
bUes,  Piper  Part  Number  63901-15  or  63901- 
48  as  applicable. 

(I)  If  the  hose  assembly  is  twisted,  looeen 
the  Inboard  end  fitting  and  allow  the  hose 
to  return  to  Its  natural  untwisted  state 

(II)  If  the  hose  assembly  does  not  rettirn  to 
Its  natural  state  with  slight  hand  pressure, 
replace  It  with  a  serviceable  hose  assembly, 
Piper  Part  Ntmiber  63901-15  or  63901-48  as 
applloable. 

(4)  Reconnect  the  Inboard  end  fittings, 
making  sure  the  hose  is  not  twisted,  and  re- 
install the  main  landing  gear  access  covers 
and  strut  fairings. 

(f)  Alternate  method  of  compliance  must 
be  approved  by  the  Chief.  Engineering  and 
Manufacturing  Branch.  Federal  Aviation  Ad- 
ministration, Southern  Region. 

The  checks  in  this  A.D.  may  be  accom- 
plished by  the  pilot  and  appropriate  log  book 
entries  made  in  accordance  with  FAR  91.173. 

Piper  Service  Bulletins  342,  376  and  571 
pertain  to  this  subject. 

This  amendment  becomes  effective  June 
10,  1977. 

(Sees.  313(a).  601,  and  603.  Federal  Aviation 
Act  of  1958,  as  amended  (49  VS.C.  13M(ft), 
1421,  and  1423):  sec.  6(c),  Department  of 
Transportation  Act  (49  U.S.C  1655(c)  and  14 
CFR  11  89).) 

Note. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  majc*  proposal  requiring  p>rep- 
aratlon  of  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended  by 


Executive   Orter    11940,    and    OMB    Olreular 
A-107. 

Issued  In  East  Point,  Georgia,  <hi  Mm 

27.  lyn. 

OXORCK  R.  Ijl  Catt.i.f, 

Actino  Director. 
Southern  Region. 
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PART    71 — DESIGNATION    OF     FEDERAL 
AIRWAYS,    AREA    LOW    ROUTES,    CON- 
TROLLED AIRSPACE,   AND  REPORTING 
POINTS 

Alteration  of  Federal  Airways — VORTAC 
Name  Change 

AGENCY:  Federal  Aviation  Administra- 
tion *FAA',DOT. 

ACTION:  Final  nile. 

SUMMARY:  The  Los  Bancs.  Calif, 
VORTAC  Is  located  near  Panoche.  Calif., 
and  approximately  24  miles  south  of  the 
city  of  Los  Banos  and  the  Los  Bancs  Air- 
port. To  avoid  further  confusion  t>etween 
flight;?  to  the  Los  Banos  Airport  and  to 
the  Los  Banos  VORTAC.  the  name  of 
the  VORTAC  Is  changed  to  Panoche  In 
the  description  of  V-23,  V-107.  V-109. 
V-113  and  V-230  ain\-ays. 

EFFECTIVrE  DATE:  Augu.n  11.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Everett  McKisson.  Airspace  Regula- 
tions Branch  (AAT-230t.  Air  Traffic 
Rules  Di\ision.  Air  Traffic  Service, 
Federal  Aviation  Administration.  800 
Independence  Avenue.  SW..  Washing- 
ton. D.C.  20591,  telephone  202^26- 
3715. 

SUPPLEMENTARY  INFORMATION : 
The  purpose  of  this  amendment  to  Part 
71  of  the  Federal  Aviation  Regrilations 
114  CFR  Part  71  >  is  to  substitute  the 
words  Panoche,  Calif.,  for  Los  Bancs, 
Calif.,  where  they  appear  in  the  de.scrip- 
tton  of  V-23,  V-107,  V-109,  V-113  and 
V-230  airways.  This  action  would  elimi- 
nate the  confusion  caused  by  pilots  not 
specifying  which  Los  Banos  they  intend 
in  their  flight  plan. 

Naming  of  air  navigation  aids  is  an 
administrative  function  of  the  FAA. 
However,  interested  persons  were  advised 
of  the  contemplated  name  change  and  no 
objections  were  raised.  Since  changing 
the  name  of  an  air  navigation  aid  Is  a 
mmor  action  on  which  the  public  would 
have  no  particular  desire  to  comment, 
notice  and  public  procedure  thereon  are 
unnecessary  and  good  cause  exists  for 
making  th^  amendment  effective  on 
August  11.  1977. 

Drafting  Information 

Tne  principal  authors  of  this  docu- 
ment are  Everett  L.  McKisson,  Air  Traf- 
fic Service,  and  Jack  P.  Zimmerman, 
Office  of  the  Chief  Counsel. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 
Subpart  C  of  Part  71  of  the  Federal  Avia- 


tion ReguI&tlOQB  (U  CFR  Pari  71)  m 
repid>U8h«d  (42  FB  907)  aztd  amflnded 
(41  FR  45819)  ts  further  amended,  effec- 
tive 0901  GMT,  August  11.  l»n.  M  fol- 
lows: 

1.  In  V-23  "Tte  Loe  B*no«,  Oallf,*  la  deleted 
and  '^U  P«iK>cbe,  CUtf..'  )■  autetltuted 
therefor. 

a.  m  v-107  ^ioa  B«LDOS,  Oallf.4  OttXltJOA, 
OallI„  Including  mn  B  altemAte  vte  LNT  Ixm 
Banoe  317*"  la  deleted  and  "Panoche,  OtdU.. 
Oakland.  Oallf.,  Including  an  B.  alternate  rl* 
DTT  Panoche  317""  la  subsUtuted  therefor 

3  In  V-108  "FrcKn  Um  Banos,  CA  ,"  le  de- 
leted and  "Frotn  Panoche.  Calif  .  via"  is  sub- 
stituted therefor. 

4  In  V-i;:}  Los  Banos,  Calif.;"  Is  deleted 
and  Panoche,  Oallf  ;"  Is  substituted  there- 
for, 

5.  In  V-230  'Los  Banos,  Calif,.  Including  a 
south  alternate  via  INT  Salinas,  Calif.,  100' 
and  Los  Banos,  Calif  .  245*  radlals;'  is  deleted 
and  ■'Panoche.  Calif.,  including  a  S.  alter- 
nate via  IKT  Salinas  100"  and  Panoche  245 
radlals;"  Is  substituted  therefor. 

(Sees  .307ia)  and  313(a).  Federal  Aviation 
Act  of  1958  (49  V£C.  1348(a)  and  i3M(a)); 
sec    6ici,  Department  of  Transportation  Act 

(49  use     1655(c));    and   14  CFR   11.69) 

Note.— The  PAA  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Im- 
pact Statement  under  Executive  Order 
11821,  as  amended  by  Executive  Order  1194P 
and  OMB  Circular  A-107. 

Issued  In  Washington,  D.C,  on  June 
1.  1977. 

William  E.  Broadwater. 
Chief,  Airspace  arid  Air 
Traffic  Rides  Diinsion. 

|FR  Doc.77-15968  Filed  6-8-77:8  45  am] 
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PART     71 — DESIGNATION     OF     FEDERAL 
AIRWAYS,    AREA    LOW    ROUTES,    CON 
TROLLED  AIRSPACE,   AND  REPORTING 
POINTS 

PART   73— SPECIAL   USE   AIRSPACE 

Alteration  and  Establishment  of  Restricted 
Areas 

AGENCY :  Federal  Aviation  Administra- 
tion I  FAA '.DOT. 

ACTION :  Final  rule. 

SL^MMARY:  These  amendment*  pre- 
scribe and  alter  several  restricted  areas 
over  a  portion  of  Florida,  to  contain  U.S 
Shuttle  Training  Aircraft  and  Space 
Orbitter  Program  Operations  Tliese  ac- 
tions are  necessarj-  to  provide  for  the 
safe  and  efficient  use  of  the  navigable 
airspace  by  restricting  unauthorized 
flight  operations  of  nonparticipatlng 
aircraft  within  the  areas  durmg  their 
times  of  use, 

EFFECTI\-E  DATE :  August  11. 1977. 

ADDRESSES:  Controlling  agency— Fed- 
eral Aviation  Administration.  Miam: 
ARTC  Center  U.sing  agency — Command- 
er, Air  Force  Eastern  Test  Range,  Pat- 
rick Air  Force  Base,  Florida. 

FOR  FURTHER  INFOFIMATION  CON- 
TACT: 

Mr.  John  Watterson,  Airspace  Regu- 
lations Branch    (AAT-230),  Airspckce 
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and  Air  Trafflc  Rules  Dlvtslon,  Air 
Traific  Service.  F'ederaJ  Aviation  Ad- 
ministraUon.  800  Independence  Ave- 
nue SW..  Washington.  DC.  20591;  tele- 
phone 202-426-8525. 

SUPPLEMENTARY       INFORMATION: 

History 

On  March  31.  1977.  the  FAA  proposed 
to  amend  Parts  71  and  73  of  the  Federal 
Aviation  Regulations  il4  CFR  Parts  71 
and  73)  to  designate  and  alter  several 
restricted  areas  over  a  portion  of  Florida. 
and  to  designate  the  affected  airspace  a.s 
special  use  airspace  restricted  to  author- 
ized participating  aircraft  during  the 
times  of  use  (42  FR  17139).  Interested 
persons  were  invited  to  participate  in 
this  rule  making  proceeding  by  submit- 
ting written  comments  on  the  proposal  to 
the  FAA.  All  comments  received  were 
favorable.  These  amendments  are  those 
propased  in  the  notice.  §  71  I.tI  and 
}  73  29  were  republished  in  the  Federal 
Register  on  January  3,  1977  (42  FR  345 
and  667.  respectively) . 

The  Rdxe 

These  amendments  to  Parts  71  and  73 
of  the  Federal  Aviation  Regulations 
(.FARs)  alter  and  designate  several  re- 
stricted areas  over  a  portion  of  Florida. 
These  alterations  and  designations  are 
established  to  contain  U.S  Shuttle 
Training  Aircraft  and  Space  Shuttle  Op- 
erations which  involve  activities  which 
would  create  hazards  In  the  operation 
of  nonparticlpatlng  aircraft  In  the  des- 
ignated areas.  In  addition,  thase  areas 
encompassing  airspace  at  and  above 
14.500  feet  Mean  Sea  Level  (MSL)  are 
included  In  the  Continental  Control 
Area.  Concurrent  with  these  amend- 
ments, the  FAA  Is  taking  nonregulatory 
action  to  establish  two  Military  Opera- 
tions Areas  iMOAs)  to  overlie  R-2921 
through  R-2928  Restricted  Areas. 
Drafting  iNFORM.^Tioif 

•  Ti\e  pruicipal  authors  of  this  docu- 
ment are  John  Watterson,  Air  Traffic 
Service,  and  Jack  P.  Zimmerman.  OfHce 
of  the  Chief  Counsel. 

Adoption  or  the  Amendment 
Accordingly,  pursuant  to  the  author- 
ity delegated  to  me  by  the  Administra- 
tor. Parts  71  and  73  of  the  Federal  Avia- 
tion Regulations  '  14  CFR  Parta  71  and 
73)  are  amended,  effective  0901  GMT, 
August  11.  1977.  as  follows; 

1.  By  amending  5  71.151   (42  FR  345) 

to  add  the  following  restricted  area*: 

R  2921  Cape  Kennedy.  Fli. 
B-2922  Cape  Kennedy.  Fla. 
R~2935  Cap©  Kennedy,  Fla. 
R-29a6  Cap*  Kennedy.  Fla.. 
Rr-3927  Cape  Kennedy.  Fla. 
R-2928  Cape  Kennedy.  Fl*. 

2  By  amending  5  73.29  (42  PR  667) 
as  follows: 

a.  In  R-2921  Cape  Kennedy.  Ka,  tti« 
test  Is  amended  to  read  a«  toDomm: 


Boundaries.  Beginning  at  Lat.  28'49'10"  N., 
Ix>ng.  80*50'45"  W.;  to  Lat.  28'51'15"  N.. 
Long.  80'47'15"  W4  to  Lat.  28'5ri5"  N., 
Long.  80*42'20"  W.;  thence  three  nautical 
mUes  from  and  parallel  to  the  shoreline  to 
Lat.  28*45'20"  N..  Long.  80'38'25"  W.;  to 
Lat.  28'42'10"  N..  Long.  80'48'20"  W.;  to 
point  of  beginning. 

Designated  altitudes.  8.000  feet  MSL  to  but 
not  Including  PL  180. 

Time  of  designation.  Intermittent,  to  be  ac- 
tivated by  NOTAM  at  least  24  hours  In 
advance. 

Controlling  agency.  Federal  Aviation  Admin- 
istration, Miami  ABTC  Center. 

Using  agency.  Commander,  Air  Force  Eastern 
Test  Range.  Patrick  Air  Force  Base.  FU. 
b.  In  R^2922  Cape  Kennedy,  Fla.,  the 

text  Is  amended  to  read  as  follows: 

Boundaries.  Beginning  at  Lat.  28°42'10"  N., 
Long.  80°48'20"  W.;  to  Lat.  28*45'20"  N, 
Long.  80'38'25"  W.;  to  Lat.  28°40'00"  N., 
Long.  80°40'28"  W.;  to  Lat.  28°38'00"  N., 
Long.  80"47'02''  W.;  to  point  of  beginning. 

Designated  altitudes.  1200  feet  MSL  to  but 
not  Including  FL  180. 

Time  of  designation.  Intermittent,  to  be  ac- 
tivated by  NOTAM  at  least  24  hours  In  ad- 
vance. 

Controlling  agency.  Federal  Aviation  Admin- 
istration, Miami  ARTC  Center. 

Using  agency.  Commander,  Air  Force  Eastern 
Test  Range,  Patrick  Air  Force  Base.  Fla. 

Also,  In  §  73.29  the  following  restricted 
areas  are  added: 

c.  R-2926  Cape  Kennedy,  Fla.: 

Boundaries.  Beginning  at  Lat.  28°38'00"  N, 
Long.  80'47'02"  W.;  to  Lat.  28*40'00"  N, 
Long.  80'40'28"  W.;  to  Lat.  28''34'00"  N, 
Long.  80'35'45'  W.;  to  Lat.  28"24'30"  N, 
Long.  80"38  00"  W.;  to  Lat.  28"24'30"  N., 
Long.  80°4r45"  W.;  to  Lat.  28°30'30"  N, 
Long.  80°4C'30"  W.;  to  Lat.  28'37'35"  N, 
Long.  80°4650"  W.;  to  point  of  beginning. 

Designated  altitudes.  Surface  to  unlimited — 
except  that  airspace  below  1200  feet  AOL 
west  of  line  from  Lat.  28°31'20"  N,  Long. 
80'43'50"  W.;  to  Lat.  28"28'40"  N,  Long. 
80'40'30"  W.;  to  Lat.  28"24'30"  N.,  Long. 
80'40-30"  W. 

Time  of  designation.  Continuous. 

Controlling  agency  Federal  Aviation  Admin- 
istration, Miami  ARTC  Center. 

Using  agency.  Commander,  Air  Force  Eastern 
Test  Range,  Patrick  Air  Force  Base,  Fla. 

d.  R-2927  Cape  Kennedy,  Fla.: 

Boundaries.  Beginning  at  Lat.  28°24'30"  N.. 
Long.  80'41'45"  W.;  to  Lat.  28*24'30"  N, 
Long.  80"3030"  W.;  to  Lat.  28*22'30"  N, 
Long.  80'350O"  W.;  to  Lat.  28*22'30"  N, 
Long  80'40'50"  W.:  to  point  of  beginning. 

Designated  altitudes.  8.000  feet  MSL  to  but 
not  Including  FL  180. 

Time  of  designation.  Intermittent,  to  be  ac- 
tivated by  NOTAM  at  least  24  hours  In  ad- 
vance. 

Controlling  agency.  Federal  Aviation  Admin- 
istration, Miami  ARTC  Center. 

Using  agency.  Commander.  Air  Force  Eastern 
Test  Range.  Patrick  Air  Force  Base,  Fla. 

e.  R^2928  Cape  Kennedy,  Fla.: 

Boundaries.  Beginning  at  Lat.  28'40'00"  N, 
Long.  80°4O-28"  W.;  to  Lat.  28°45'20"  N.. 
Long.  80'38'25"  W.:  thence  throe  nautical 
mllea  from  and  parallel  to  the  shoreline  to 
Lat.  28'4r40"  N,  Long.  80'3500"  W.;  to 
point  of  beginning. 

Designated  altitudes.  Surface  to  unlimited. 

Time  of  designation.  Continuous. 

Oontrolllng  agency  Federal  Aviation  Admln- 
Utratlon,  Miami  ARTC  Center. 


Using  agency.  Commander,  Air  Force  Eastern 
Test  Range.  Patrick  Air  Force  Base.  Fla. 

(Sec.  307(a).  Federal  Aviation  Act  of  1958  (49 
U.S.C.  1348(a));  sec.  6(c).  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)  );  and 

14  CFR  11.69.) 

NoTK. — The  FAA  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Im- 
pact Statement  under  Executive  Order  11821. 
as  amended  by  Executive  Order  11949,  and 
OMB  Circular  A- 107. 

Issued  in  Washington.  B.C.,  June  1, 
1977. 

William  E.  Bro.\dwater, 
Chief,  Airspace,  and  Air 
Traffic  Rules  Division. 

[FR  Doc.77-15969:  PUed  6-8-77;8:45  am] 


[Airspace  Docket  No.  76-PC-7] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES.  CON- 
TROLLED AIRSPACE,  AND  REPORTING 
POINTS 

Alteration  of  Controlled  Airspace,  Transition 
Area 

AGENCY:  Federal  Aviation  Administra- 
tion (FAA) ,  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  would  ex- 
tend the  Honolulu,  Hawaii,  700  foot 
transition  area  southward  to  include  the 
area  necessary  for  controlling  IFR  flights 
to  and  from  the  east  and  southeast  at 
lower  altitudes. 

EFFECTIVE  DATE:  Augtist  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Everett  L.  McKisson,  Airspace  Regu- 
lations Branch  'AAT-230),  Air  Traffic 
Rules  Division,  Air  Traffic  Service. 
Federal  Aviation  Administration,  800 
Independence  Avenue  SW.,  Washing- 
ton, D.C.  20591;  telephone  202-426- 
3715. 

SUPPLEMENTARY  INFORMATION: 

History 

On  January  21,  1977.  the  FAA  pub- 
lished for  comment  a  proposal  to  alter 
the  700  foot  transition  area  at  Honolulu 
to  Include  an  area  south  of  the  present 
area  and  within  15  NM  of  the  Honolulu 
International  Airport  '42  FR  3861*.  In- 
terested persona  were  invited  to  partici- 
pate In  this  rule  making  proceeding  by 
submitting  written  comments  on  the  pro- 
posal to  the  FAA.  No  comments  were 
received. 

The  RfLE 

This  amendment  to  Part  71  of  tlie 
Federal  Aviation  Regulations  »FARs)  en- 
larges the  700  foot  transition  area  south- 
ward to  permit  the  control  of  IFR  flights 
to  and  from  the  south  at  a  lower  altitude 
than  Is  presently  available. 

Draftiwg  Inform.ation 

The  principal  authors  of  this  docu- 
ment are  Everett  L.  McKisson,  Air  Traffic 
Service,  and  Jack  P.  Zimmerman,  Office 
of  the  Chief  Counsel 
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Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator. 
Subpart  G  of  Part  71  of  the  Federal 
Aviation  Regulations  <14  CFR  Part  71) 
as  republished  (42  FR  440)  is  amended, 
effective  0901  GMT.  August  11,  1977,  as 
follows : 

In  Hor.olulu.  Hawaii.  a:i  before  "und  that 
airspace  extending  upward  from  1.200  feet" 
Is  deleted  and  "That  airspace  extending  up- 
ward from  700  feet  above  the  surface  south 
and  southeast  of  Honolulu  beginning  at  Lat. 
21  2030-  N..  Long.  157  51  15  \V,  thence 
south  to  Lat.  21'15  30'  N.,  Long  157  49  15" 
W.,  thence  east  along  the  shoreline  to  and 
clockwise  along  the  arc  of  a  15  >rM  radius 
circle  centered  on  HonoUUu  International 
Airport  (Lftt  arigsS"  >f..  Long  157''55'45' 
W.)  to  Lat.  2r08'4O"  N..  Long.  158"07'35' 
W..  thence  northwest  to  Lat  ai'lO'lO"  N.. 
Long.  158°ir55"  W.,  thence  northeast  along 
a  line  4.5  nUles  southeast  of  and  parallel  to 
the  Honolulu  VORT.^C  242'  radial  to  and 
counterclockwise  along  the  arc  of  a  5-mlie 
radius  circle  centered  on  NAS  Barbers  FHDlnt 
(Lat.  2n8'35'  N.,  Long.  158°04-30'  W.)  to 
and  counterclockwise  along  the  arc  of  a  5- 
mlle  radius  circle  centered  on  Honolulu  In- 
ternational Airport  to  the  point  of  beginning, 
and  within  3  miles  northwest  and  4  5  miles 
southeast  of  the  Honolulu  VORTAC  242* 
radial,  extending  from  13  miles  to  14  miles 
southwest  of  the  VORTAC:"  Is  substituted 
therefor.  Additionally,  the  heading  is  clianged 
to  read:  "Honolulu.  Hawaii.  (Honolulu  In- 
ternational Airport) ." 

(Sec.  3071  a)  and  1110.  Federal  Avlatlcn  .\ct  of 
1958  (49  U.S  C  1348(ai  and  1510).  Executive 
Order  10854  (24  VR  9565):  Sec.  6ic).  Depart- 
ment of  Transportation  Act  (49  U.S.C.  1655 
()c;  and  14  CFR  11.69).) 

Note — The  F.^.\  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparaticre  of  an  Economic  Impact 
Statement  under  Executive  Order  11821.  as 
amended  by  Executive  Order  11949.  and  OMB 
Circular  A-107. 

Issued  in  Washington,  D.C.  on  June  1, 
1977. 

William  E.  Broadwater, 
Chief,  Airspace  and  Air 
Traffic  Rules  Division. 

(FR  Doc. 77-15970  Piled  6-8-77;8:45  am] 


SUBCHAPTER    F — AIR   TRAFFIC   AND    GENERAL 
OPERATING   RULES 

[Docket  No.  16917;  Amdt.  No.  1076) 

PART  97 — STANDARD  INSTRUMENT 
APPROACH    PROCEDURES 

Miscellaneous  Amendments 

AGENCY :  Federal  Aviation  Administra- 
tion IFAA),  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  estab- 
lishes, amends,  suspends,  or  revokes 
Standard  Instrument  Approach  Pro- 
cedures (SIAPs)  for  operations  at  cer- 
tain airports.  These  regulatory  actions 
are  needed  because  of  the  adoption  of 
new  or  revised  criteria,  or  because  of 
changes  occurring  in  the  National  Air- 
space System,  such  as  the  commission- 
ing of  new  navigational  facilities,  addi- 
tion of  new  cAjstacles.  or  changes  In  air 
traffic  requirements.  These  changes  are 
designed  to  provide  safe  and  efficient 


use  of  the  navigable  airspace  and  to  pro- 
mote safe  flight  operations  under  instru- 
ment flight  rules  at  the  agected  airports. 

DATES;  An  effective  date  for  each 
SIAP  is  .specified  In  the  amendator>-  pro- 
visions. 

ADDRESSES:  A\-ailability  of  matters  in- 
corporated by  reference  in  the  amend- 
ment is  as  follows:  For  Eramtvation. — 
1.  FAA  Rules  Docket,  FAA  Headquarters 
Building.  800  Independence  Avenue.  SW., 
Washington,  D.C.  L'0591 :  2.  Tlie  F.\-^  Re- 
gional OfBce  of  tlie  region  In  which  the 
affected  airport  is  located;  or  3.  The 
Flight  Inspection  Field  Office  which  orig- 
inated the  SIAP.  For  Purchase. — Indivi- 
dual SIAP  codes  may  be  obtained  from : 
1.  FAA  Public  Infomiation  Center  i.\P.\- 
4301,  FAA  Headquarters  Building.  800 
Independence  Avenue.  SW..  Washineton. 
DC.  20591 ;  or  2.  The  FA,A  Regional  Office 
of  the  region  in  which  the  affected  air- 
port is  located.  By  Subscription. — Copies 
of  all  SL\Ps,  mailed  weekly,  may  be  or- 
dered from  Superintendent  of  Docu- 
ments, U.S.  Government  Printing  Office, 
Washington,  D.C.  20402.  The  current  an- 
nual subscription  price  is  $150.00;  add 
$30.00  for  each  additional  copy  mailed 
to  the  .^ame  address. 

FOR  FLTRTHER  INFORMATION  CON- 
TACT: 

William  L.  Bersch,  Flight  Procedures 
and  Airspace  Branch  (AFS-730'.  .Air- 
craft Programs  Division.  Flight  Stand- 
ards Service.  Federal  A\iation  Admin- 
istration. 800  Independence  Avenue. 
SW..  Washington.  D.C.  20591,  tele- 
phone 202-426-8277. 

SUPPLEMENTARY  INFORMATION : 
This  amendment  to  Part  97  of  the  Fed- 
eral Aviation  Regulations  ( 14  CFR  Part 
9)  proscribes  new.  amended,  suspended. 
or  revoked  Standard  Instrument  Ap- 
proach Procedures  i  SIAPs  >.  The  com- 
plete rqgulatorj-  description  of  each  SLAP 
is  contained  in  official  FAA  form  docu- 
ments which  are  incorporated  by  refer- 
enee^ln  this  amendment  tmder  5  U.S.C. 
552(a).  1  CFR  Part  51,  and  }  97.20  of 
the  Federal '  A\-iation  Regulations 
(FARs I.  The  applicable  FAA  forms  are 
Identified  as  FAA  Forms  8260-3.  8260-4 
and  8260-5.  Materials  incorporated  by 
reference  are  available  for  examination 
or  purchase  as  stated  above. 

The  large  number  of  SIAPs.  their 
complex  nature,  and  the  need  for  a  spe- 
cial format  make  their  verbatim  publl- 
catiCKi  In  the  Federal  Register  expensive 
and  impractical.  Further,  airmen  do  not 
use  the  regulatory  text  of  the  SIAPs  but 
refer  to  their  graphic  depiction  on  charts 
printed  by  publishers  of  aeronautical  ma- 
terials. Thus,  the  advantages  of  incor- 
poration by  reference  are  realized  and 
publication  of  the  complete  description 
of  each  SIAP  contained  in  FAA  form 
document  is  unnecessary.  The  provisions 
of  this  amendment  state  the  affected 
CFR  (and  FAR)  sections,  with  the  types 
and  effective  dates  of  the  SIAPs.  This 
amendment  also  Identifies  the  airport,  its 
location,  the  procedure  identification  and 
the  amendment  number. 


This  amendment  lo  Part  97  is  effective 
on  the  date  of  publlcauon  and  contains 
separate  SIAPs  which  have  compliance 
dates  stated  as  effective  dates  based  on 
related  changes  in  the  National  Ali-space 
System  or  the  application  of  new  or  re- 
vised criteria.  Some  SIAP  amendments 
may  have  been  prenously  issued  by  the 
F.\,A  in  a  National  Flight  Data  Center 
FDC)  Notice  to  Airmen  < NOTAM)  as 
an  emergency  action  of  immediate  flight 
safety  relating  directly  to  published  aero- 
nautical charts.  The  circumstances  which 
created  the  need  for  some  SIAP  amend- 
ments may  require  making  them  effective 
in  less  than  30  days.  For  the  remaining 
SIAPs.  an  effective  date  at  least  30  days 
after  publication  is  provided. 

Further,  the  SIAPs  contained  In  this 
amendment  are  based  on  the  criteria  con- 
tained in  the  U.S.  Standard  for  Termi- 
nal Instrument  Approach  Procedures 
'TERPs) .  In  developing  these  SIAPs,  the 
TERPs  criteria  were  applied  to  the  con- 
ditions existing  or  anticipated  at  the 
affected  airports.  Because  of  the  close  and 
immediate  relaticKiship  between  these 
SLAPs  and  safety  in  air  ccMnmerce.  I  find 
that  notice  and  public  procedure  before 
adopting  these  SIAPs  is  unnecessary.  Im- 
practicable, or  contrary  to  the  public  in- 
terest and.  where  applicable,  that  good 
cause  exists  for  making  some  SIAPs  ef- 
fective in  less  than  30  days. 

The  principal  authors  of  this  document 
are  Rudolph  L.  Fioretti.  Flight  Standards 
Service,  and  Richard  W.  Danforth,  Office 
of  the  Chief  Counsel. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me.  Part  97  of  the  Federal 
Aviation  Regulations  il4  CFR  Part  97 1 
is  amended  by  establishing,  amending, 
suspendmg,  or  revoking  Standard  Instru- 
ment Approach  Procedures,  effective  on 
the  dates  specified,  as  follows: 

1  By  amending  §  97.23  VOR-VOR/ 
DME  SIAPs  identified  as  foUows: 

•  •    •  Effective  August  11,  1977. 

Sacramento.  CA — Sacramento  Executive,  VOR 

Rwy  2.  Amdt.  6 
BeaumoM-Port        Arthur,         TX — Jefferson 

County.  VOR  Rwy  11,  Amdt.  5 
Beaumoui-Port        Arthur,         TX — Jefferson 

County,   VOR-A   Amdt.   4 
Beaumont-Port        Arthur,         TX — Jefferson 

County,   VOR-B.    .^^dt.   4 
Beaumo:.t-Port         Arthur.         TX — Jefferson 

Ckjunty,   VOR-C,   Amdt.   3 
Beaumont-Port         Arthur,         TX — Jefferson 

County.  VOR  T»M&-D,  Original 
Beaumor.t-Port         Arthur,         TX — Jefferson 

County.  VOR  DME  Rwy  16,  Orlg,  cancelled 
Beaumor.t-Port         Arthur.         TX — Jefferson 

County.  VOR  DME  Rwy  34  (TAC) .  Amdt.  4 

•  •   •  Effective  July  28.  1977. 

Enid.   OK — Enid   Woodrlng   Municipal.    VOR 

Rwy   17,  Amdt.  6 
Enid,   OK— Enid  Woodrlng  Municipal.  VOR 

Rwy  35,  Amdt.  8 

•  •   •  Effective  July  21.  1977. 

Cross    City,    FL — Cross    City,    VOR    Rwy    31, 

.Amdt,  15 
Hopedale       MA— Hopedale-Draper.      VOR-A, 

-Vmdt    1 
Hibbing.  MN— Chtshohn-Hlbblng.  VOR  Rwy 

13  (T.\C),  .^jndt.  8 
Hibbing.  MN— Chlsholm-HlbbUig.  %'OR  Rwy 

31  (TAG).  Amdt.  18 
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Greenville.      MS — Greenville      International. 

VOR   Rwy    17L,    An^dt.    7 
Jaffrey.  NH — jaffrey  Muni  .  VOR- A.  Amdt.  2 
AmltyvlUe,  NY— Zahns.   VOR-A,   Amdt.  4 
Lancaster.  PA — Lancaster  Airport.  VOR  Rwy 

8.  Amdt.  12 
Lancaster.  PA— Lancaster  Airport,  VOR  Rwy 

31.  Amdt  9 
Lancaster.  PA — Lancaster  Airport,  VOR  DME 

Rw^-  26.  Amdt.  2 
West  Point,  VA — West  Point  Municipal.  VOR- 

A.  Original 
West  Point,  VA— West  Point  Municipal.  VOR 

Rwy  33.  Amdt.  5.  cancelled 
Racine,    WI— Horllck-Raclne.    VOR    Rwy    4. 

Amdt.  3 
Racine.    WI — Horlock -Racine,   VOR    Rwy   22, 

Amdt  5 

•  •    •   Effective  July  14.  1977 
Houma,  LA— Houma-Terrebonne,  VOR/DME 

Rwy  12,  Orlg. 
Houma,   LA— Houma-Terrebonne.   VOR   Rwy 
12,  Amdt    6.  cancelled 

2.  By  amending  5  97.25  SDF-LOC-LDA 

SL\Ps  identified  a.s  follows. 

•  •    •  Effective  Auffust  11.  1977. 

New  Orleans.  LA— New  Orleans  International 
(Molsant  Field),  LOC  BC  Rwy  19,  Amdt.  4 

Beaumont-Port  Arthur.  TX— Jefferson 
County.  LOC  BC  Rwy  29,  Amdt.  12 

•  •  •  Effective  July  21.  1977. 

Hlbblng.    MN— Chlsholm-Hibblng.    LOC(BC) 

Rwy  13.  Amdt.  4 
Greenville.      MS — Greenville      Internatlonea. 

LOCBCt    Rwy  35R,   Amdt    3 
Concord    NH— Concord  Minil..  LOC  Rwy  36, 

Amdt.  1 
Barre-Montpeller.     VT— Edward     P      Knapp 

State.  LOC  Rwy  17,  Amdt.  1 

3.  By     amending     5  97.27     NDB'ADP 
8I.\Ps  Identified  &s  follows: 

•  •   •  Effective  August  11.  1977. 
Sa-ramento.       C  A -Sacramento      Executive. 

NDB  Rwv  2.  Amdt.  8 
New     Orleans.     LA— New     Orleans     Intema- 

natlonal    (Molsant    Field  (     NDB    Rwy    10, 

.Amdt.  21  ,  „ 

Beaumont-Port         Arthur.         TX— Jefferson 

County.  NDB  Rwy   11.  Amdt.   11 

•  •   •  Effective  July  21.  1977. 
Greenville.      MS — Qreenvllle      International 

NDB  Rwv  35R,  Amdt.  3 
Concord,  NH— Concord  Muni  .  NDB  Rwy  35, 

Amdt    1 
Linden,  N J— Linden,  NDB-B.  Amdt.  1 
Amltyvllle.  NY— Zahns,  NDB  Rwy  36.  Amdt.  7 

•  •    •  Effective  June  16.  1977. 
Lufkln.  TX— Angelina  County,  NDB  Rwy  33, 

Original 

4.     By     amending     §  27.29     ELS-MLS 
SIAPs  identified  as  follows; 

•  •    *   Effective  August  11.  1977. 
Sacramento.  CA — Sacramento  Executive,  ILS 

Rwy  2,  Amdt.  19 

New  Orlean.s,  LA— New  Orleai;;^  International 
(Molsant  Field)  ILS  Rwy  1.  Amdt.  5 

Beaumont-Port  Arthur.  TX -Jefferson  Coun- 
ty. ILS  Rwy  11.  Amdt    13 

•  •   •  Effective  July  21.  1977. 
Hibblng.    MN— Chlsholm-Hlbbing,    ILS   Rwy 

31,  Amdt.  6 
Gieenville.      MS — OreenvUle     International, 

ILS  Rwy  17L.  Amdt  5 
Lancaster.  PA— Lancaster.  ILS  Rwy  8.  Amdt 

5 

5   By  amending  §  97.31  RAD..\R  SIAPs 
identified  as  foUows; 


«    •    • 


Effective  Au{;ust  11,  1977. 


New  Orleans.  LA — New  Orleans  International 
I  Molsant  Field),  R.ADAR-1,  Amdt.  10 

6.  By  amending  §  97.33  RNAV  SIAPs 
Identified  as  follows: 

•   •   •  Effective  August  11.  1977. 

New  Orleans.  LA— New  Orleans  International 
(Molsant  Field)   RNAV  Rwy  1,  Amdt.  4 

(Sees.  307.  313(a).  601.  and  1110,  Federal  Avi- 
ation Act  of  1958  (49  VS.C.  1348,  1354(a). 
1421.  and  1510):  sec.  6(c),  Department  of 
Transportation  Act  (49  U  S.C.  1655(c)):  Del- 
egation: 25  FR  6489  and  Paragraph  802  of 
Order  FS  P  1100  1.  as  amended  March  9, 
1973.) 

Note. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821.  as  amended  by 
Executive  Order  11949.  and  OMB  Clrcxilar  A- 
107. 

Issued  in  Washington,  D.C.,  on  June 
3,  1977. 

James  M.  Vines, 

Chief. 
Aircraft  Programs  Division. 

Note — -The  Incorporation  by  reference  In 
the  preceding  document  was  approved  by  the 
Director  of  the  Federal  Register  on  May  IX 
1969 

[FR  Doc.77-16241  FUed  6-8-77;8:45  am] 

Trtle  16 — Commercial  Practices 

CHAPTER  I — FEDERAL  TRADE 
COMMISSION 

[Docket  9063] 

PART  13— PROHIBITED  TRADE  PRAC- 
TICcS,  AND  AFFIRMATIVE  CORRECTIVE 
ACTIONS 

Providence  Washington  Insurance 
Company,  et  al. 

AGENCY :  Federal  Trade  Commission. 

ACTION :  F^al  order. 

SUMMARY:  This  order,  among  other 
things,  requires  a  Providence,  R.I.  Insur- 
ance company  and  Its  subsidiary.  Provi- 
dence Premium  Service,  Inc.,  to  cease 
niLsrepresenting  to  delinquent  debtors 
tliat  legal  action  is  imminent  or  that  de- 
linquent accounts  have  been  referred  to 
tliird  parties  for  collection.  Further,  the 
firm  is  required  to  cease  violating  the 
Truth  in  Lending  Act  by  failing,  in  con- 
nection with  the  extension  of  consumer 
credit,  to  use  proper  terminology  and  to 
provide  such  disclosures  as  are  required 
by  Federal  Reserve  Board  regulations. 
Additionally,  the  order  dismisses  the 
complaint  issued  against  Christopher  F. 
Kempf  in  his  individual  capacity  and  as 
a  named  officer  of  the  two  firms. 

DATES:  Complaint  Issued  Nov.  24,  1975. 
Final  Order  issued  May  3,  1977.' 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  M.  Gibson,  Director.  Boston 
Regional  Office,  Federal  Trade  Com- 
mission. 150  Causeway  St.,  Rm.  1301, 
Boston,  Mass.  02114.  (617)  223-6621. 


SUPPLEMENTARY  INFORMATION  In 
the  Matter  of  Providence  Washington  In- 
surance Company,  a  corporation,  and 
Providence  Premium  Service,  Inc.,  a  cor- 
poration, and  Christopher  F.  Kempf,  in- 
dividually and  as  an  officer  of  said  cor- 
porations. The  prohibited  trade  prac- 
tices and/or  aflirmatlve  coiTective  ac- 
tions, as  codified  under  16  CFR  13.  are  as 
follows : 

Subpart — Coercing  and  Intimidating: 
§  13.356  Delinquent  debtors,  Subpart — 
Corrective  actions  and /or  requirements; 
5  13.533  Corrective  actions  and 'or  re- 
quirements: 13.533-20  Disclosures:  13.- 
533-37  Formal  regulatory  and/ or  statu- 
tory reqiiirements.  Subpart — Enforcing 
Dealings  or  Payments  Wrongfully: 
5  13.1045  Enforcing  dealings  or  payments 
wrongfully.  Subpart  —  Misrepresenting 
Oneself  and  Goods — Business  Status.  Ad- 
vantages or  Connections:  5  13.1370  Busi- 
ness methods,  policies,  and  practices: 
§  13.1395  Connections  and  arrangements 
with  others;  §  13.1520  Personnel  or 
staff. — Goods:  5  13.1623  Formal  regula- 
tory and  statutory  requirements:  5  13.- 
1623-95  Truth  in  Lending  Act;  §  13.1675 
Law  or  legal  requirements;  S  13.1740 
Scientific  or  other  relevant  facts.  Prices: 
I  13.1823  Terms  and  conditions:  §  13- 
1823-20  Truth  in  Lending  Act.  Subpart — 
Neglecting.  Unfairly  or  Deceptively,  to 
Make  Material  Disclosure:  §  13.1852  For- 
mal regulatory  and  statutory  require- 
ments; 13.1852-75  Truth  in  Lending  Act: 
?  13.1895  Scientific  or  other  relevant 
facts:  S  13.1905  Terms  and  conditions: 
13.1905-60  Truth  in  Lending  Act.  Sub- 
part— Threatening  Suits.  Not  in  Good 
F^tth:  5  13.2264  Delinquent  debt  collec- 
tion. 

(Sec.  6.  38  Stat.  721;  15  U.S.C.  46  Iinerpi-ei 
or  apply  sec.  5.  38  Stat.  719.  as  amended:  82 
Stat.  146.  147;  15  U.S.C.  45,  1601.  et  seq  ) 

The  final  order,  including  further  or- 
der requiring  report  of  compliance  ther?- 
with,  is  as  follows: 

Pinal  Order 

This  matter  having  been  heard  by  the 
Commission  upon  the  appeal  of  respond- 
ents' counsel  from  the  initial  decision 
and  upon  briefs  and  oral  argiunent  in 
support  thereof  and  opposition  thereto. 
and  the  Commission,  for  the  reason-; 
stated  in  the  accompanying  Opinion, 
having  substantially  denied  the  appeal, 
w^hile  granting  it  in  minor  part : 

It  is  ordered.  That  pages  1-58  of  the 
initial  decision  of  the  administrative  la^^.- 
judge  be,  and  they  hereby  are.  adopted 
as  the  Findings  of  Fact  and  Conductions 
of  Law  of  the  Commission,  with  the  fol- 
lowing exceptions:  p.  27.  final  two  para- 
graphs; p.  28.  first  four  paragraphs. 

Other  Findings  of  Fact  and  Conclu- 
sions of  Law  of  the  Commission  are  con- 
tained In  the  accompanying  Opinion. 

It  is  further  ordered,  That  the  follow- 
ing Order  to  cease  and  desist  be.  and 
It  hereby  is,  entered: 

Order 


'  Copies  of  the  Complaint,  Initial  Decision, 
Final  Order  and  Opinion,  filed  with  the  orig- 
inal document. 


It  i3  ordered,  That  respondents  Providence 
Washington  Insiu-ance  Company  and  Provi- 
dence Premium  Service.  Inc..  corporations, 
their  successors  and  aBsigns,  and  their  offi- 
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cers.  agents,  representatives  and  employees, 
directly  or  through  any  corporation,  subsid- 
iary, division  or  other  device.  In  connection 
with  the  collection  of.  or  attempts  to  col- 
lect, accounts  In  or  affecting  commerce,  aa 
"commerce"  Is  defined  in  the  Federal  Trade 
Commission  Act.  do  forthwith  cease  and  de- 
sist from : 

1.  Misrepresenting  by  any  means,  directly 
or  by  Implication,  that  delinquent  accounts 
have  been  or  will  be  referred  to  an  Inde- 
pendent, third-party  attorney  or  to  any  at- 
torney for  Institution  of  legal  action. 

2.  Misrepresenting  by  any  means,  directly 
or  by  implicaticm.  that: 

(a)  Respondents  are  prepared  to  Institute, 
or  cause  to  be  Instituted,  legal  proceedings 
In  the  collection  of  delinquent  accounts. 

(b)  Lecal  action  with  respect  to  an  alleg- 
edly delmquenv  account  has  been,  or  is  about 
to  be.  or  may  be  Initiated. 

3.  Misrepresenting  by  any  means,  directly 
or  by  Implication  that  any  delinquent  ac- 
count has  been  or  will  be  referred  to  any 
third  party  for  collection  action. 

n 

It  is  further  ordered.  That  respondents 
Providence  Washington  Insurance  Company 
and  Providence  Premium  Ser\-ice.  Inc..  cor- 
porations, their  successors  and  assigns,  and 
their  officers,  agents,  representatives,  and 
employees,  directly  or  through  any  corpora- 
tion, subsidiary,  division,  or  other  device.  In 
connection  with  any  extension  of  consumer 
credit,  as  "consumer  credit"  Is  defined  In 
Regulation  Z  (12  CFR  Part  226)  of  the  Truth 
In  L-pnding  Act  (Pub.  L  90-321.  15  U.S.C. 
1601  ct  seq.)  do  forthwith  cease  and  desist 
from: 

1  Frilling  to  disclose  The  annual  percent- 
age rate,  computed  In  accordance  with 
§  226.5  of  Regulation  Z.  as  required  by  §  226  - 
8ib)  (2)  of  Regulation  Z. 

2.  Palling  to  disclose  the  annual  percent- 
age rate  accurately  to  the  nearest  quarter  of 
one  percent.  In  accordance  with  !  226.5  of 
Reeulation  Z.  as  required  by  J  226.8(b)  (2) 
of  Regulation  Z. 

3.  Palling  to  use  the  term  "cash  price"  as 
defined  In  5  226.2(1)  of  Regulation  Z,  to  de- 
scribe the  purchase  price  of  the  transaction, 
as  required  by  |226,8(c)(l)  of  Regulation 
Z. 

4.  Palling  to  use  the  term  "cash  downpay- 
ment"  to  describe  the  downpayment  In 
money  made  In  connection  with  the  credit 
sale,  as  required  by  §  226.8(c)  (2)  of  Regula- 
tion Z. 

6.  FaUlng  to  use  the  t«rm  "unpaid  balance 
of  the  cash  price"  to  describe  the  difference 
between  the  cash  price  and  the  total  down- 
payment.  as  required  by  1226.8(c)(3)  of 
Reg\ilatlon  Z. 

6.  Falling  to  use  the  t-erm  "amount  fi- 
nanced" to  describe  the  amount  of  credit  ex- 
tended, as  required  by  {  226.8(c)  (7)  of  Reg- 
ulation Z. 

7.  Palling  to  use  the  term  "finance  charge- 
to  describe  the  sum  of  all  charges,  as  re- 
quired by  5  226.4  of  Regulation  Z  to  be  In- 
cluded therein,  as  required  by  5  226.8(c)(8) 
(1)  of  Regulation  Z. 

8.  Palling  to  use  the  term  "total  of  pay- 
ments" to  describe  the  sum  of  the  payments 
.scheduled  to  repay  the  Indebtedness,  as  re- 
quired by  §  226.8(b)  (3)  of  Regulation  Z. 

9.  Palling  to  disclose  the  sum  of  the  cash 
price,  all  charges  which  are  Included  In  the 
amount  financed  but  which  are  not  part  of 
the  finance  charge,  and  the  finance  charge, 
and  to  describe  that  sum  as  the  "deferred 
payment  price",  as  required  by  §  22t!.8(c)  (8) 
(U)  of  Regulation  Z. 

10.  Palling  to  make  all  disclosures  required 
by  Regulation  Z  clearly,  conspicuously  and  In 
a  meaningful  sequence,  as  required  by  i  220.- 
6(a)  of  Regulation  Z. 

1 1 .  Palling  In  any  consumer  transaction  to 
make  all  disclosures  determined  In  accord- 


ance with  5  226  4  and  !  226.5  of  Regulation  Z 
at  the  time  and  In  the  manner,  form,  and 
amount  required  by  §5  226  6.  226  8  and  5  226  - 
10  of  Regulation  Z. 

Provided,  hoveicr,  Tliat  the  forecoiiig  pro- 
visions of  Parts  I  and  11  of  this  order  shall 
not  apply  to  any  extension  of  credit  for  pay- 
ment of  premiums  afforded  la  connection 
with  the  sale  of  Insurance  on  credit  in  the 
State  of  Texas  where  the  creditor  Is  the  sell- 
er of  the  Insurance:  nor  shall  they  apply  to 
the  acts  and  practices  of  the  seller  of  insur- 
ance In  connection  with  the  collection  of. 
or  attempts  to  collect,  unpaid  balances  of 
premlun^  for  such  Insurance  sold  in  Texas. 

It  M  further  ordered.  That  the  complaint 
against  Christopher  P.  Kempf  In  his  individ- 
ual capacity  and  as  a  named  officer  of  Provi- 
dence Washington  Insurance  Company  and 
Providence  Premium  Service.  Inc..  be.  and  it 
hereby  is.  dismissed. 

It  i3  further  ordered  That  respondent  cor- 
porations deliver  a  copy  of  this  order  to  cease 
and  desist  to  all  present  and  future  pfcrson- 
nel  of  respondents  now  or  hereafter  engaged 
In  the  consumniatlon  of  any  extension  of 
consumer  credit,  other  than  an  extension  of 
credit  In  Texas  exempted  from  the  forego- 
ing provision  of  this  order,  and  that  respond- 
ents secure  a  signed  statement  acknowledg- 
ing receipt  of  said  order  from  each  such 
person. 

It  ia  further  ordered.  That  respondent  cor- 
porations notify  the  Commission  at  least 
thirty  (30)  days  prior  to  any  proposed  change 
In  any  of  the  corporate  .-eepondents.  such  as 
dlssolut;on,  a-sslgnment.  or  sale  resulting  In 
the  emergence  of  any  successor  corporation 
or  corporations,  the  creation  or  dis.solution 
of  sub>ldlarles,  or  any  other  change  In  the 
corporations  which  may  affect  compliance 
obligations  arising  out  of  the  order. 

It  is  further  ordered.  That  the  respondent 
corporations  or  their  suc^-essors  and  a-ssigns 
shall,  within  sixty  (60)  days  of  the  effective 
date  of  this  Order,  file  with  the  Commission 
a  report  In  writing,  setting  forth  In  detail 
the  manner  and  form  In  which  they  have 
compiled  with  the  provisions  of  this  Order  • 

John  P.  Dugan, 
Acting  Secretary. 

(PR  Doc  77-16341  Piled  6-8-77,8:45  am] 

Title  24 — Housing  and  Urban 
Development 

SUBTITLE  A— OFFICE  OF  THE  SECRETARY 

I  Docket  No   R^77-S60) 

PART  16 — IMPLEMENTATION  OF  THE 
PRIVACY  ACT  OF   1974 

Fees 

AGENCY:  Department  of  Hou5ing  and 
Urban  Development. 

ACTION:  Pinal  rule. 

SUMMARY:  This  finalizes  the  proposed 
amendment  of  24  CPR  16.12  published 
March  9,  1977,  at  42  PR  13123.  The 
amendment  will  permit  the  Department 
of  Housing  and  Urbtm  DevelojMnent  to 
charge  a  fee  for  copying  when  an  Indi- 
vidual requests  voluminous  records 
covered  by  th«  Civil  Service  Conimls- 
slon's  Govemmoit-wlde  published  sys- 
tems of  notice  of  systems  ot  records  and 
the  cost  of  copying  will  be  in  excess  of 
five  dollars.  The  amendment  calls  for 
payment  to  be  made  in  favor  of  the 
"Treasurer  of  the  United  States"  rather 
than  to  the  "U.S.  Department  of  Hous- 
ing and  Urban  Development".  Copytnt 

■  Chairman  Pertschuk  did  not  participate. 


may  be  undertaken  before  collection  of 
the  fees. 

EFFECTIVE  DATE:  July  11.  1977. 

ADDRESS:  Rules  Docket  Clerk,  Room 
10141.  Department  of  Housing  and 
Urban  Development.  451  Seventh  Street 
SW..  Washington,  DC.  204101. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Harold  Rosenthal,  Departmental 
Privacy  Act  Officer  (202-755-5192). 

SLT'PLEMENTARY  INFORMATION: 
Tlie  Department  has  determined  that  an 
Environmental  Impact  Statement  is  not 
required  with  respect  to  this  rule.  A  copy 
of  the  Finding  of  Inapplicability  is  avail- 
able for  inspection  at  the  above  address. 

Note — It  Is  hereby  certified  that  the  eco- 
nomic and  Inflationary  Impacts  of  this  rule 
have  been  carefully  evaluated  In  accordance 
with  OMB  Circular' A-107. 

Accordingly.  Paragraphs  'a><3)  and 
<c)  of  §  16.12  of  TlUe  24  of  the  Code  of 
Federal  Regulations  are  amended  to 
read  as  follows: 

§  16.12      Foes. 

(a)    '   •   • 

<3>  As  requested  by  the  United  States 
Civil  Service  Commission  in  its  published 
regulations  implementing  tJie  Act.  the 
Department  will  charge  no  fee  to  an 
individual  who  requests  copies  of  a  per- 
sMinel  record  covered  by  tiiat  Commis- 
sion.*; Government -wide  published  notice 
of  sy.suems  of  records.  However,  when 
such  records  are  voluminous  and  the 
cost  of  copying  would  he  In  excess  of 
five  dollars  iS5  ■  the  Department  may,  in 
its  discretion,  charge  a  fee. 

•  •  •  •  • 

<c>  Payment  of  fees  imder  this  sw- 
tion  shall  be  made  in  cash,  or  prefer- 
ably by  check  or  money  order  payable  to 
the  "Treasurer  of  the  United  States  " 
Payment  shall  be  delivered  or  sent  to  the 
office  stated  In  the  billing  notice  or,  if 
none  Is  stated,  to  the  Privacy  Act  Of- 
ficer processing  the  request.  Payment 
may  be  required  In  the  form  of  a  certi- 
fied check  in  appropriate  circumstances. 
Postage  stamps  will  not  be  accepted. 

ATTTHORrrr:  The  Privacy  Act.  5  U.SC  552a; 
Sec.  7(d) .  Department  of  Housing  and  T'rban 
Derelopment  Act.  42  U.SC    3535 (di 

Issued  at  Washlngtc«x  D.C.,  June  3, 
1977. 

Patricia  Roberts  Harri.s. 
Secretary  of  Housing  and 

Urban  DevelopTT^eTii . 

|FR  Doc  77    -6360  Piled  6-8  77:8:46  am) 


CHATTER  X — FEDERAL  INSURANCE  AD- 
MINISTRATION. DEPARTMENT  OF 
HOUSING  AND  URBAN  DEVELOPMENT 

SUBCHAPTER   C — FEDERAL   CRIME 
INSURANCE   PROGRAM 

[Docket  No   R'77-4561 

PART  1930 — DESCRIPTION  OF  PROGRAM 
AND  OFFER  TO  AGENTS 

PART  1931— PURCHASE  OF  INSURANCE 
AND  ADJUSTMENT  OF  CLAIMS 

States  CngMe  for  Sale  of  Insuraruw 
Agaiint  Burglary  and  Robbery 
AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 
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ACTION :  Final  rule 

SUMMARY:  This  rule  updaWs  the  list 
of  States  eligible  for  the  sale  of  Insur- 
ance against  burglary-  and  robberj*  losses, 
under  the  Federal  Crime  Insurance  Pro- 
gram, by  adding  the  states  of  Alabama 
and  Iowa.  Under  the  Act.  these  states  are 
not  eligible  to  participate  in  this  Pro- 
gram until  they  have  been  included  by 
publication  in  the  Feder-^l  Register. 

EFFECTIVE  DATE:  May  1.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  James  M.  Rose,  Jr  .  A.s.sLstant  Ad- 
ministrator for  Urban  Property  Insur- 
ance— Riot  and  Crime.  451  Seventh 
Street  S\V..  Washington.  DC.  20410. 
Telephone  number  202-755-6555. 

S  UPPLEMENTAR  Y  INFORMATION : 
This  rule  will  extend  to  the  citizens  of 
Alabama,  effective  June  1,  1977.  and 
Iowa,  effective  May  1,  1977,  eligibility  to 
purchase  Federal  crime  Insurance  poli- 
cies against  burglary  and  robbery  losses 
under  the  Federal  Crime  Insurance  Pro- 
gram by  updating  §  1930  6  aiid  §  1931.1  to 
provide  a  current  de.<;ignatlon  of  the 
.servicing  company  for  the  Federal  Crime 
Insurance  Program  and  to  update  the 
list  of  State.<  eligible  for  the  sale  of  crime 
insurance. 

This  action  is  belnsj  taken  under  the 
authority  of  12  U.S.C.  1749bbb-10a  on 
the  basis  of  evidence  obtained  through  a 
continuing  review  of  the  market  avail- 
ability situation  In  each  of  the  several 
States  and  particularly  upon  the  conclu- 
sions and  recommendations  of  the  In- 
surance Commissioners  of  these  two 
States  who  requested  that  their  citizens 
be  made  ehgible  for  Federal  crime  In- 
surance. The  effect  of  this  action  will 
be  to  enable  re*;ident.s  and  businesses  in 
the  states  of  Alabama  and  Iowa  to  obtain 
the  same  benefius  of  purchasing  Federal 
crime  insurance  policies  which  Is  cur- 
rently available  to  residents  and  busi- 
nesses in  the  DLstrlct  of  Columbia  and 
the  States  of  Arkansas,  Colorado.  Con- 
necticut. Delaware.  Florida,  Georgia,  Il- 
linois, Kansas.  Maryland.  Massachusetts. 
Minnesota.  MLssourl.  New  Jer.sey,  New 
York,  Pennsylvania,  Ohio,  Rhode  Island. 
Tennessee,  and  Virgliila. 

The  Federal  Crime  Insurance  Program 
commenced  operation  in  August  1971 
and  approximately  34.000  policies  are 
currently  in  force  m  the  District  of  Co- 
lumbia and  nineteen  States  eligible  for 
Federal  crime  insurance.  The  Program 
enables  residents  and  businesses  to  ob- 
tain affordable  policies  of  burglary  and 
robbery  insurance  which  will  not  be  can- 
ceUed  or  nonrenewed  because  of  losses. 
Applicants  are  required  to  meet  mini- 
mum protective  device  requuements  de- 
signed to  reduce  their  vulnerability  to 
crime  losses.  Since  1971.  the  Program  has 
grown  from  the  District  of  Columbia  and 
nine  States  to  a  current  total  of  the  Dis- 
trict of  Columbia  and  nineteen  States. 
The  Insurance  Commissioners  of  Ala- 
bama and  Iowa,  after  considering  the  In- 
surance needs  of  their  respective  States, 
have  requested  that  their  citizens  be 
made  eligible  to  purchase  Federal  crime 


insurance.  With  the  addition  of  these 
two  States,  the  Federal  Crime  Insurance 
Program  will  be  available  to  residents 
and  businesses  in  the  District  of  Colum- 
bia and  twenty-one  States.  Accordingly, 
on  the  basis  of  the  Administrator's  con- 
tinuing review  of  the  crime  insurance 
availability  situation  in  the  various 
States  and  on  the  basis  of  findings  and 
recommendations  by  the  Commissioners 
of  Insurance,  it  has  been  determined 
that  a  critical  market  unavailability  sit- 
uation exists  in  the  States  set  forth  In 
revised  §  1931.1  and  that  as  of  the  ef- 
fective date  of  this  regulation,  May  1. 
1977.  tliese  States  will  be  made  eligible 
for  the  sale  of  crime  insurance,  or  con- 
tinue to  be  eligible  for  such  sale  (except 
that  with  respect  to  Alabama,  the  Fed- 
eral Criiiie  Insurance  Program  will  be  in 
operation  on  June  1,  1977).  Because  the 
availability  of  Federal  crime  insurance  Is 
beneficial  to  the  public,  it  Is  unnecessary 
to  provide  for  notice  and  public  proce- 
dure, and  good  cause  exists  for  making 
tliese  amendments  effective  on  May  1, 
1977. 

A  Finding  of  Inapplicability  respecting 
tlie  National  Environmental  Policy  Act 
of  1969  has  been  made  in  accordance 
with  HUD  Regiilatioris  published  at  38 
FR  19182.  19186.  A  copy  of  this  Finding 
of  Inapplicability  is  available  for  public 
inspection  during  regular  business  hours 
at  the  following  address:  Rules  Docket 
Clerk.  Department  of  Housing  and  Ur- 
ban Development,  Room  5218,  451 
Seventh  Street  SW.,  Washington,  B.C. 
20410. 

Note. — It  Is  also  certified  that  the  eco- 
nomic and  Inflationary  Impacts  of  this  pro- 
posed regulation  have  been  carefully  evalu- 
at.ed  In  accordance  with  OMB  Circular  A-107. 

1  Section  1930.6  is  revised  to  read  as 
follows : 

§  1930.6      Nanir  and  address  of  serviring 
conipuny. 

The  following  company  has  been  desig- 
nated to  act  as  servicing  company  for  the 
Federal  Crime  Insurance  Program: 
Safety  Management  Institute.  Federal 
Crime  Insurance,  P.O.  Box  41033.  Wash- 
ington. D.C.  20014.  SMI's  toll-free  num- 
ber Is  800-638-«780.  In  Washington.  D.C. 
Metropolitan  Area  call  652-2367.  In 
Maryland,  outside  Washington,  D.C, 
Metropolitan  Area,  call  collect  301-652- 
2637. 

2.  Paragraph  (b)  of  §  1931.1  Is  revised 
to  read  as  follows : 

§  1  'I,!  I .  I       .S|al<"<  eligible  for  sale  of  crime 
iri'iiriinro. 
«  *  •  *  • 

lb'  On  the  basis  of  the  information 
available,  the  Administrator  has  deter- 
mined that  the  States  set  forth  tn  this 
paragraph  have  an  unresolved  critical 
market  availability  situation  that  re- 
quires the  operation  of  the  Federal  Crime 
Insurance  Program  therein  as  of  May  1, 
1977  (except  as  to  Alabama  wherein,  as 
designated  on  the  Ust  of  States  below,  the 
Federal  Crime  Insurance  Program  shall 
be  in  operation  as  of  June  1,  1977).  Ac- 
cordingly, the  program  Is  In  operation  in 
the  following  States : 


Ala,t>&mA 

(June  1,  1977) 
Arkansas 
Colorado 
Connecticut 
Delaware 
District  of 

Columbia 
Florida 
Georgia 
minols 
Iowa 


Kansa.s 

Maryland 

Massachu-setts 

Minnesota 

Missouri 

New  Jersey 

New  York 

Ohio 

Pennsylvania 

Rhode  Island 

Tennessee 

Virginia 


(Sec.  7(d).  79  Stat.  670:  42  U.S.C.  3535(d); 
Sec.  1103,  82  Stat.  466,  12  U£.C.  1749bbb-17.) 

J.  Robert  Hunter, 

Acting  Federal 
Insuraiice  Administrator. 
IFR  Doc.77-16358  Piled  6-«-77;8:45  am] 

Title  33 — Navigation  and  Navigable  Waters 

CHAPTER  I — COAST  GUARD, 

DEPARTMENT  OF  TRANSPORTATION 

|CGD  75-1731 

PART  161— VESSEL  TRAFFIC 
MANAGEMENT 

Puget  Sound  Vessel  Traffic  Service 

AGENCY:  Coast  Guard,  DOT. 

ACTION:  Pinal  Rule. 

SUMMARY:  This  amendment  changes 
the  operating  rules  for  the  Puget  Sound 
Vessel  Traffic  Service  (VTS).  This 
amendment  is  intended  to  simplify  re- 
porting requirements  and  reduce  con- 
gestion on  the  over  crowded  assigned 
radio  frequency.  This  amendment  also 
requires  vessels  which  lack  radio  com- 
munications to  notify  and  receive  per- 
mission to  get  underway  from  the 
Vessel  Traffic  Center  (VTC)  to  prevent 
vessels  from  transitting  without  the 
means  to  receive  the  Information  pro- 
vided by  the  VTC  for  safe  transit  in  the 
Puget  Sound  VTS  area. 

EFFECTIVE  DATE :  This  amendment  is 
effective  on  July  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: \^ 

Captain  George  K.  Greiner,  Marine 
Safety  Council  (G-CMC/81).  Room 
8117,  Department  of  Transportation, 
Nassif  Building,  400  Seventh  Street 
SW.,  Washington,  D.C  20590  <202- 
426-1477) . 

SUPPLEMENTARY  INFORMATION : 
On  January  17,  1977.  a  notice  of  proposed 
rulemaking  was  published  in  the  Federal 
Register  (42  FR  3182);  it  proposed  to 
change  the  operating  regulations  for  the 
Puget  Sound  Vessel  Traffic  Service.  In- 
terested persons  were  given  the  opportu- 
nity to  submit  comments  no  later  than 
March  4,  1977. 

DRAFTING  INFORMATION :  The  prin- 
cipal persons  involved  in  drafting  this 
rule  are:  Commander  E.  J.  Hickey,  Proj- 
ect Manager,  and  Mr.  Stephen  Jackson. 
Project  Attorney. 

Discussion  of  Comments 

Four  comments  were  received  Three 
commentors  endorsed  the  proposed 
amendments  as  published.  The  fourth 
commentor  requested  clarification  ol 
§  161.131.  Section  161.131  previously  re- 
quired the  final  report  to  be  made  when 
anchoring,   mooring,   or   departing   the 


FEDERAL   REGISTER,    VOL.    42,    NO.    Ill — THURSDAY,    JUNE   9,    1977 


RULES  AND   REGULATIONS 


29481 


VTS.  Paragraph  (b)  was  proposed  to 
allow  these  vessels  to  report  up  to  60  min- 
utes before  these  maneuvers  occur  if  the 
vessels  are  not  in  the  TSS. 

Proposed  §  161.133(b) '2)  Is  deleted. 
In  the  Puget  Sound  VTS  area,  a  situation 
when  a  vessel  could  not  contact  the  VTC 
by  any  means  before  getting  underway 
would  be  unlikely.  The  Coast  Guard  is 
concerned  that  "unable  to  contact  the 
VTC"  could  be  interpreted  to  mean  in- 
convenient to  contact  the  VTC,  which 
would  substantially  dilute  the  intent  of 
this  section.  Paragraph  (b)(l>  becomes 
paragraph  ibi  to  be  consistent  with  the 
form  of  the  rest  of  the  part. 

The  proposed  changes  to  Part  161  of 
Chapter  I  of  Title  33  of  the  Code  of  Fed- 
eral Regulations  are  hereby  adopted  with 
one  change  and  are  set  forth  below. 

The  Coast  Guard  has  determined  that 
this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an 
Economic  Impact  Statement  under 
Executive  Order  11821,  as  amended,  and 
OMB  Circular  A-107. 

Dated:  May  31, 1977. 

O.  W.  SiLER, 

Admiral,  U.S.  Coast  Guard, 
Commandant. 

1.  By  revising  the  title  of  Part  161  to 
read:  'VESSEL  TRAFFIC  MANAGE- 
MENT". 


Subpart  B — Vessel  Traffic  Services 

2.  By  revising  the  title  of  Subpart  B 
of  Part  161  to  read:  "Vessel  Traffic  Serv- 
ices". 

2a.  Bv  adding  the  heading  "PUGET 
SOUND  VESSEL  TRAFFIC  SERVICE" 
immediately  before  §  161.101. 

§  161.101       [Amended] 

3.  In  §  161.101,  by  striking  the  word 
"system"  and  Inserting  the  word  "serv- 
ice" in  place  thereof  on  line  3  of  para- 
graph (a). 

§  161.103       [.\nicnded] 

4.  In  §  161.103(a) ,  by  striking  the  word 
"system"  and  inserting  the  word  "serv- 
ice" in  place  thereof  at  the  end  of  the 
paragraph. 

5.  In  §  161.103 tb) ,  by  striking  the  word 
"system"  and  Inserting  the  word  "serv- 
ice" In  place  thereof  on  the  first  line  of 
the  paragraph. 

§  161.120       [Amended] 

6.  In  §  161.120,  by  inserting  the  words 
"current  edition  of"  between  the  words 
"designated  in"  and  "Puget  Sound  VTS 
Operating  Manual." 

7.  By  revising  §  161.128  to  read: 

§  161.128      Initial  report. 

Except  as  provided  in  §  161.129,  at 
least  15  minutes  before  a  vessel  enters  or 
begins  to  navigate  in  the  VTS  Area  the 
master  of  the  vessel  shall  report,  or  cause 
to  be  reported,  the  following  informa- 
tion to  the  VTC: 

(a)  Name  and  type  of  the  vessel. 

(b)  Position  of  the  vessel. 

(c)  Estimated  time  of  entering  or  be- 
ginning to  navigate  in  the  VTS  area. 

(d)  Destination  in  the  VTS  Area. 

(e)  ETA  of  the  vessel  at  its  destina- 
tion. 


(f)  Vessel  speed  in  Uie  VTS  Area. 

(g)  Whether  or  not  the  vessel  intends 
to  use  the  TSS. 

(h)  If  the  vessel  is  a  towing  vessel,  the 
overall  length  of  the  low  including  the 
towing  vessel. 

(ii  Whether  or  not  any  dangerous 
cargo  listed  in  §  124.14  of  tlus  chapter 
is  on  board  the  vessel  or  its  tow. 

(j)  Any  impairment  to  the  operation 
of  the  vessel  as  described  in  §  161.135' a > 
and  (bi . 

8.  By  adding  new  5  161  129  to  read; 
§  161.129      IxM-al  harlwr  report. 

(at  When  a  vessel  moves  within  a 
three  mile  radius  of  its  point  of  depar- 
ture in  the  VTS  area,  the  movement  is 
a  local  harbor  movement.  A  vessel  mak- 
ing a  local  harbor  movement  is  exempted 
from  the  reporting  requirements  in 
§§  161.128  and  161.131. 

(b>  At  least  5  minutes,  but  not  more 
than  45  minutes,  before  a  vessel  makes  a 
local  harbor  movement  under  paragraph 
(ai  of  this  section,  the  master  shall  re- 
port, or  cause  to  be  reported,  the  follow- 
ing information  to  the  VTC: 

( 1 )   Name  and  type  of  vessel. 

(2>  Position  of  departure. 

( 3 )  Time  of  departure. 

(4)  Destination  and  ETA. 

(5 1  General  description  of  operation  to 
be  performed. 

(c»  The  master  shall  report,  or  cause 
to  be  reported,  any  changes  from  the 
information  reported  under  paragraph 
(bi  of  this  section,  except  that  depart- 
ing or  ET.^  times  must  be  reported  only 
if  they  vary  by  15  minutes  or  more  from 
the  report. 

§  161.130       (Deleted] 

9.  By  deleting  §  161.130. 
§  161.136      FAmended] 

10.  By  striking  the  references  "I  161.- 
130"  in  §  161.136<a>. 

11.  By  revising   §  161.131   to  read: 

§  161.131      Final  rtport. 

(ai  Whenever  a  vessel  anchors,  moors 
In,  or  departs  from  the  VTS  Area  the 
master  shall  report,  or  cause  to  be  re- 
ported, the  place  and  time  of  anchor- 
ing, mooring,  or  departing,  to  the  VTC 

(b)  The  report  required  in  paragraph 
(a)  of  this  section  may  be  made  up  to 
60  minutes  before  anchoring,  mooring, 
or  departing  the  VTS  area,  if  the  vessel 
is  not  in  and  will  not  be  in  the  TSS 
after  making  the  report. 

(c»  If  the  report  in  paragraph  'b' 
of  this  section  is  made,  the  master  shall 
report,  or  cause  to  be  reported,  the  re- 
vised estimated  time  of  action  immedi- 
ately if  it  varies  by  15  minutes  or  more 
from  the  report. 

12.  By  revising  §  161.133  to  read: 
§  161.133      Radio  failure. 

Whenever  a  vessel's  radiotelephone 
equipment  fails — 

(ai  Before  entering  or  while  under- 
way in  the  VTS  area — 

il)  CompUance  with  55  161.120  and 
161.142  is  not  required;  and 

(2>  CompUance  with  55  161.128  and 
161.131  is  not  required  unless  the  re- 
ports can  be  made  by  other  means ; 


'b>  Before  getting  underway  In  the 
VTS  area  permission  to  get  underway 
must  be  obtained  from  the  VTC;  and 

I  c  1  Tlie  master  shall  restore  the  radio- 
telephone to  operating  condition  as  soon 
as  possible. 

13.  By  revising   §  161.142  to  read: 

§161.142      Movement  reports. 

la'  The  master  of  a  vessel  shall  re- 
port, or  cause  to  be  reported,  the  fol- 
lowing information  to  the  VTC  by  radio- 
telephone: 

I I  >  Any  increase  or  decrease  In  speed 
of  more  than  one  knot. 

i2>  The  intent  to  cross  through  the 
TSS  at  least  10  minutes  before  begin- 
ning to  cross  the  TSS. 

i3>  When  the  vessel  clears  the  TSS 
after  crossing. 

ibi  When  directed  by  the  VTC,  and 
when  the  vessel  passes  a  reporting  point 
listed  in  5  161  189.  the  master  of  a  ves- 
sel shall  report,  or  cause  to  be  reported, 
the  following  information  to  the  \'TC 
by  radiotelephone: 

(1)  The  name  of  the  vessel. 

(2)  The  reporting  point 

14..  By  revising   §  161  189  to  read: 

§  161.189      Reportinfj  points. 

The  reporting  points  are — 

i&)  When  North  of  New  Dungeness 
Light— Buoy  R  at  latitude  48'16'26"  N.. 
longitude  123  06  30'  W. 

lb'  When  Northeast  of  Colville 
Pomt— Buoy  RB  at  latitude  48'26'24' 
N..  longitude  122-45  12"  W. 

.ci  When  Northeast  of  LawTence 
Point— Buoy  C  at  latitude  48'^40'34"  N., 
longitude  122  42'44"  W. 

(d>  When  Abeam  of  Matla  Island — 
Buoy  CA  at  latitude  48  45  19"  N.,  longi- 
tude 122  46'26"  W. 

I  e  I  When  West  of  West  Point  Light — 
Buoy  SH  at  latitude  47  39  42  '  N  ,  longi- 
tude 122  27'48'  W, 

I  f  I  When  Abeam  of  Robinson  Point — 
Buov  TB  at  latitude  47"23'07"  N.,  lon- 
gitude 122  2108-  W. 

igi  When  Abeam  of  Browns  Point— 
Buov  TC  at  latitude  47  19'30"  N..  longi- 
tude 122  27'19'  W. 

(h)   The  boundary  of  the  TSS. 

(Sec.    104.   Pub    L    92-340.   86   Stat    424    (33 

use     1224);    49    CFR    14«(n)(4)). 

;  FR  Doc  77-16368  Plied  e-a-77:8  45  ami 


Title  40 — Protection  of  Environment 

CHAPTER  I — ENVIRONMENTAL 
PROTECTION    AGENCY 

SUBCHAPTER    B — GRANTS 

IPRI.   74L>-7 

PART  35 — STATE  AND  LOCAL 
ASSISTANCE 

Water  Pollution  Control 

AGENCY .  Environmental  Protection 
Agency. 

ACTION:  Final  construction  grant  reg- 
ulations. 

SUMMARY:  This  document  allocatea 
one  billion  dollars  to  the  State*  for  the 
purpose  of  carr>-lng  out  the  require- 
ment* of  Title  n  of  the  Federal  Water 
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Pollution  Control  Act,  as  amended.  Con- 
t,Te.s.s  passed  Public  Law  95-26  on  May  4, 
1977.  which  provided  that  these  funds 
be  used  for  construction  of  municipal 
waste  water  treatment  facilities. 

EFFECTIVE  DATE:  June  3.  1977. 

FOR  FURTHER  LNFORMATION  CON- 
TACT: 

Albert  L.  Pelinoter.  Municipal  Con- 
struction DlvLslon,  401  M  Street  SW.. 
El  139  (WH-547',  Washington,  D.C. 
20460  1 202-426-8902'. 

SLT-PLENfEN'T-ARY  INFORMATION: 
On  May  4.  1977.  Public  Law  95-26,  an 
Act  "making  supplemental  appropria- 
ilon.s  for  the  fiscal  year  ending  Septem- 
ber 30,  1977.  and  for  other  purpases" 
became  law.  Chapter  V  of  Title  1  reads. 
In  part,  "Construction  Grants.  For  nec- 
essary expenses  to  carry  out  Title  11  of 
the  Federal  Water  Pollution  Control  Act, 
as  amended,  other  than  sections  206, 
208,  and  209.  $1,000,000,000.  to  remain 
available  until  expended;  Provided. 
That  the  funds  .shall  be  allotted  In  ac- 
cordance with  the  table  on  page  16  of 
Senate  Report  Number  95-38,  adjusted 
proportio:;ally  in  accordiince  with  the 
above  appropriation:  Provided,  further, 
That  the  funds  shall  not  be  subject  to 
the  reallotment  provisions  of  section 
205' b I  of  the  Federal  Water  Pollution 
Control  Act.  as  amended,  until  three 
years  from  Uie  date  of  enactment  of  this 
provision." 

Tlie  table  on  page  16  In  Senate  Re- 
port Number  95-38  allocated  $4,538,700.- 
000  to  the  States  on  the  ba-^ls  of  the 
formula:  25  percent  based  on  popula- 
tion, 50  percent  ba^sed  on  the  partial 
needs  of  the  State?,  25  percent  based  on 
total  needs  of  the  States— with  the 
amount-s  adjusted  so  that  no  State  re- 
ceives less  than  one  third  of  one  percent 
of  the  total  allocation.  The  amounts 
shown  on  that,  table  were  then  adjusted 
proportionally  to  establLsh  State  allot- 
ments In  accordance  with  the  one  bil- 
lion dollar  appropriation. 

This  amendment  shall  be  effective 
Immediately,  in  order  to  accomplish 
pnxnpt  utilization  of  the  funds,  consist- 
ent with  the  legislative  purpose  and  in- 
tent. 

I>ated:  June  3.  1977. 

Douglas  M.  Costle. 
Administrator. 

I  3.".'>10-7  Fi«ral  War  1077  .'supple- 
mental Appn>prialioris  .Art  allot- 
nifnt». 

(ai  Effective  Immediately.  $1,000.- 
000,000,  appropriated  under  Public  Law 
95-26,  91  Stat.  61,  Is  available  for  obll- 
gaUon  as  provided  for  under  Title  I, 
Chapter  V  of  that  Act.  Accordingly,  the 
allotments  are  to  be  used  to  carry  out 
Title  II  of  the  Federal  Water  Pollution 
Control  Act  as  amended,  excluding  sec- 
tlona  206,  208,  and  209,  are  to  remain 
available  untU  expended  and  are  to  re- 
main available  for  obligation  through 
May  3.  1980.  after  which  date  unobli- 
gated balances  rfanalnlng  in  State  allot- 
menta  will  be  subject  to  re&llotraent  aa 


provided  for  In  Section  205ibi  of  Public 
Law  92-500 

ibi  The  allotments,  which  are  com- 
puted by  proportionally  adjusting  the 
table  on  page  16  of  Senate  Report  Num- 
ber 95-38,  are  based  on  four  factors: 

(1  >  25  percent  on  the  estimated  1975 
census  population  of  the  States; 

>2i  50  percent  on  the  partial  needs 
of  each  State,  that  is  on  the  cost  of 
needed  facilities  In  categories  I.  11,  and 
IVB  'secondar\'  treatment,  more  strin- 
gent treatment  required  to  meet  water 
quality  standards  and  Interceptor  sewers 
and  pumping  stations) — as  shown  in 
Table  IV  of  the  May  6,  1975  EPA  report, 
"Cast  Estimates  for  Construction  of 
Publicly  Owned  Wastewater  Treatment 
Facilities— 1974  Needs  Survey"; 

<3>  25  percent  on  the  full  needs  of 
each  State,  that  Is  on  the  cost  of  needed 
facilities  in  categories  I.  n,  IHA,  IHB, 
TV  A,  IVB.  and  V  f  secondary-  treatment, 
more  stringent  treatment  required  to 
meet  water  quality  standards,  infiltra- 
tion and  Inflow  correction,  major  sewer 
system  rehabilitation,  collector  sewers. 
Interceptor  sewers  and  pumping  stations, 
and  treatment  of  combined  sewer  over- 
flows 1  —as  shown  in  Table  V  of  the  EPA 
report  noted  in  <2>  above;  and, 

14 1  An  allotment  adjustment  to  Insure 
that  no  State  receives  less  than  the  one 
third  of  one  percent  of  the  total  amount 
allocated. 

(C  Based  on  paragraph  fbt  of  this 
.section,  the  total  additional  sums  hereby 
allotted  to  the  States  are  as  follows: 

Alabama   10.906,000 

Alaska 4,759.000 

Arizona — -  6,345,000 

Arkansas    ..- 10,807.000 

California    82,391,000 

Colorado   8,031,000 

Connecticut    12.195,000 

Delaware    3,966,000 

District  of  Ck>l\iinbia 3.966,000 

Florida    36,792,000 

Georgia 19,929,000 

HawaU    — — 6,940,000 

Idaho    4,066,000 

lUlnols    52,161,000 

Indiana 21,713,000 

Iowa         11,006,000 

Kansas    12,196,000 

Kentucky - --  14,971,000 

LouLilana    12,483,000 

Bdalne    5.463.000 

Maryland    - 37.874.000 

Massachusetts 27,662,000 

Michigan    - —  46.897,000 

Minnesota    15,070,000 

Mississippi    - - 7,535,000 

Missouri    19,830,000 

Montana - 3.272,000 

Nebraska    -  6.147,000 

Nevada    3.272,000 

New    Hampshire 6.742,000 

New    Jersey 47.591.000 

New  Mexico 3,272.000 

New    York 105.294.000 

North  Carolina- - 20.  722,  000 

North    DakoU - 3,272,000 

Ohio               -- 65,622,000 

Oklahoma    13,484,000 

Oregon    8,328,000 

Penn-sylvanla    -  ♦*.  898,  000 

Rhode    Island 3.966,000 

South    Carolina- 13,088,000 

South  Dakot* 3.272.000 

Tennessee - - — — • —  14,872.000 

T^xas - ~-  48.030.000 


Utah     5.007,000 

Vermont   3,272.000 

Virginia    22,011,000 

Washington   15,368.000 

West   Virginia 21,614,000 

Wisconsin    , 19,929.000 

Wyoming    3,272,000 

Guam    992,000 

Puerto  Rico 8.923.000 

Virgin    Islands 496,  000 

American   Samoa 298,  000 

Trxist  Territory  of  Pacific  Is- 
lands     1,983,000 

Total    1,000.000,000 

(FR  Doc.77-16251  Piled  6-8  77;8:4,'5  am> 

Title  42 — Public  Health 

CHAPTER  I — PUBLIC  HEALTH  SERVICE. 
DEPARTMENT  OF  HEALTH,  EDUCATION, 
AND   WELFARE 

PART  66— NATIONAL  RESEARCH 
SERVICE   AWARDS 

Amendment  To  Permit  Undergraduate 
Training 

AGENCY:  Department  of  Health,  Edu- 
cation, and  Welfare,  Public  Healtli 
Service. 

ACTION:  Final  rule  technical  amend- 
ment. 

SUMMARY:  This  rule  redefines  the 
term  "predoctoral  training"  in  the  Na- 
tional Flesearch  Service  Award  regula- 
tions. This  revision  encompasses  under- 
graduate research  training  and  is  nec- 
essary in  order  to  make  the  regulations 
comply  with  the  express  intent  of 
Congress. 

EFFECTIVE  DATE:  June  9,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Elward  Bynum,  Program  Director. 
Minority  Access  to  Research  Careers 
Program.  NIGMS.  NIH,  Bethesda. 
Maryland  20014  <301-496-7357) . 

SUPPLEMENTARY  INFORMATION : 
Section  472  of  the  Public  Healtii  Service 
Act  authorizes  the  Secretary  of  Health. 
Education,  and  Welfare  to  make:  (V 
National  Research  Service  Awards  di- 
rectly to  individuals  for  biomedical  and 
behavioral  research  and  predoctoral  and 
postdoctoral  training  to  engage  In  such 
research,  and  (2>  grants  to  Institutions 
to  enable  them  to  make  National  Re- 
search Ser\ice  Awards  to  Individuals  for 
such  research  and  training.  This  legisla- 
tion was  Implemented  by  regulations 
published  in  the  Federal  Register  on 
May  2.  1975  '40  FR  19314',  and  codiflied 
in  42  CFR  Part  66. 

Section  66  102  of  these  regulations  de- 
fines "predoctoral  training"  to  mean 
"training  at  the  post-baccalaureate  level 
In  a  program  leading  to  Uie  award  of 
doctor  of  philosophy  or  science,  or  equiv- 
alent d^xee."  However,  in  appropriating 
funds  for  the  National  Institute  of  Gen- 
eral Medical  Sciences  (NIGMS) ,  as  part 
of  the  HEW  Appropriations  Act  for  fis- 
cal year  1977  (Pub.  L.  94-439),  Congress 
indicated  that  a  portion  of  the  funds 
earmarked  for  research  training  should 
be  used  for  undergraduate  training  un- 
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der  NIGMS'  Minority  Access  to  Research 
Careers  iMARC>  Prc^ram  (Senate  Re- 
port No  94-997,  at  page  57' .  In  order  to 
accomplish  this,  it  is  necessary  to  re- 
define the  term  "predoctoral  training" 
in  the  regulations  to  encompass  under- 
graduate training. 

The  amendment  to  5  66.102  of  the  reg- 
ulations set  forth  below  is  intended  to 
accomplish  this  purpose. 

In  \'iew  of  the  amendment's  limited 
scope,  and  the  need  to  publicize  the  new- 
category  of  eligibility,  receive  and  eval- 
uate applications,  and  make  awards  be- 
fore the  end  of  the  fiscal  year,  the  De- 
partment has  determined  that  notice 
and  public  procedure  with  resi^ect  to  this 
amendment  are  impracticable  and  un- 
necessary and  that  good  cause  exists  for 
making  the  amendment  effective  upon 
publication. 

Note. — The  Department  of  Health.  Educa- 
tion, and  Welfare  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 

Dated:  May  9,  1977. 

James  F.  Dickson, 
Actina  Assistant  Secretary 
for  Health. 

Approved:  May  27, 1977. 

Joseph  A.  Califano.  Jr., 
Secretary. 

Accordingly.  §  66.102  of  Part  66  of  Ti- 
tle 42  of  the  Code  of  Federal  Regulations 
is  amended  by  revising  paragraph  ij)  to 
read  as  follows : 

§66.102      Definitions. 

•  •  *  *  * 

(ji  "Predoctoral  training"  means 
training  at  the  post-baccalaureate  level 
in  a  program  leading  to  the  award  of  a 
doctor  of  philosophy  or  science,  or  equiv- 
alent degree;  except  that  for  purposes  of 
Awards  under  the  Minority  Access  to 
Research  Careers  program  of  the  Na- 
tional Institute  of  General  Medical  Sci- 
ences "predoctoral  training"  also  means 
training  in  a  program  leading  to  the 
award  of  a  baccalaureate  degree  in  sci- 
ence or  equivalent  degree 


[FR   Doc77->6250   Filed   6~8-77;8:45    am] 

Title  46 — Shipping 

CHAPTER  I— COAST  GUARD, 
DEPARTMENT  OF  TRANSPORTATION 

[COD  72-149R1 

PART   187— LICENSING 

Physical  Examination  for  Original 
Licenses — Correction 

AGENCY:  Coast  Guard,  DOT. 

ACTION:  Final  rule. 

SUMMARY:  In  the  March  5.  1973.  Issue 
of  the  Federal  Register  (38  FR  5860), 
the  Coast  Guard  amended  the  visual  acu- 
ity requirements  for  an  original  license. 
The  regulations  concerning  an  applicant 
wearing  glasses  were  revised  at  that  time, 


but  the  prenous  regulations  were  not 
deleted.  This  document  amends  the  codi- 
fied regulations  by  deleting  the  previous 
regulations  concerning  an  applicant 
wearing  glasses. 

EFFECTIVE  DATE:  July  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Captain  George  K.  Greiner.  Marine 
Safety  Council  iG-CMC  81',  Room 
8117,  Department  of  Transportation. 
Nassif  Building,  400  Seventh  Street 
SW.,  Washington.  DC.  20590  <202- 
426-1477 >. 

SUPPLEMENTARY  INFOR\L^TION : 
Since  this  document  merely  corrects  a 
previously  issued  regulation,  notice  and 
public  procedure  under  5  U.S.C.  553  are 
unnecessary  and  under  5  U.S.C.  553 <d). 
the  amendment  may  be  made  effective  in 
less  than  thirty  days. 

DRAFTING  INFORMATION :  The  prin- 
cipal persons  involved  in  drafting  this 
rule  are:  Lieutenant  Commander  James 
Norman.  OflBce  of  Merchant  Marine 
Safety.  Project  Manager,  and  Lieutenant 
Edward  J.  Gill,  Jr.,  Office  of  the  Chief 
Counsel,  Project  Attorney. 

Accordingly,  Part  187  of  Title  46  of  the 
Code  of  Federal  Regulations  is  aimended 
by  deleting  the  second  sentence  of 
§  187.10-15'Ci. 

IR.S.  4405.  as  amended.  R  S  4462,  R  S  4438, 
as  amended;  sec  3,  70  Stat.  152;  sec  6(b)  (1), 
80  Stat.  937;  46  U.S.C.  375,  416,  224,  390(b); 
49  U.S.C.   1655(b)(1);   49  CFR  1.49(b).) 

Dated:  June  6.  1977. 

E.  L.  Perry, 
Vice  Admiral,  U.S.  Coast  Guard. 
Acting  Commandant. 

|FR  Doc. 77-16369  Filed  6-8-77:8  45  am] 

Title  47 — Telecommunication 

CHAPTER  I— FEDERAL 
COMMUNICATIONS  COMMISSION 

PART  73 — RADIO  BROADCAST  SERVICES 

PART  74 — EXPERIMENTAL,  AUXILIARY, 
AND  SPECIAL  BROADCAST,  AND  OTHER 
PROGRAM   DISTRIBUTIONAL  SERVICES 

Correction  of  the  Contact  Address  Con- 
cerning the  Protection  of  the  Table 
Mountain  Receiving  Zone 

AGENCY:  Federal  Communications 
Commission. 

ACTION:  Correction. 

SUMMARY:  Correction  of  telephone 
numbers  contained  in  Order.  Mimeo  No. 
69301,  42  FR  22558.  published  May  4, 
1977.  concerning  Radio  Frequency  Man- 
agement Coordinator,  Table  Mountain 
Receiving  Zone. 

EFFE<7n\TE  DATE:  April  26.  1977. 

ADDRESS :  Federal  Communications 
Commission.  Washington.  D.C.  20554 

FOR  FUTRTHER  INFORMATION  CON- 
TACT: 

John  W.  Reiser,  Broadcast  Bureau, 
202-632-9660 


SUPPLEMENTARY  INFORMATION : 

In  the  matter  of  amendments  of  Parts  73 
and  74  of  the  Commission's  Rules  and 
Regulations  to  correct  the  contact  ad- 
dress concerning  the  protection  of  the 
Table  Mountain  Receiving  Zone. 

Released:  June  3.  1977. 

In  an  Order  adopted  by  the  Commis- 
sion on  April  11,  1977.  Mimeo  No.  69301, 
42  FR  22558,  published  on  May  4.  1977. 
changes  were  made  in  the  mailing  ad- 
dress and  telephone  number  shown  in 
the  Rule^  and  Regulations  for  contacting 
the  Department  of  Commerce  concern- 
mg  protection  of  the  Table  Mountain 
Receiving  Zone  from  radio  frequency  in- 
terference from  proposed  installation  of 
certain  transmitting  stations.  The  tele- 
phone extension  numbers  given  in  that 
Order  were  inadvertently  transposed. 
Tlie  correct  address  and  telephone  num- 
ber is  as  follows : 

Radio  Frequency  Management  Coordinator 
Department  of  Oommerce 
Research  Support  Services,  NOAA.R5X3 
Boulder  Laboratories 
Boulder.  Colorado  80302 

Telephone  (3031   499-1000.  Extension  6548  or 
6549 

Federal  Communications 
Commission. 

R      D.    LiCHTWARDT. 

Executii^  Director. 
[PR  Doc.77-16305  Piled  6-8-77:8:45  am] 


[Docket  No    20687    FCC  77-3S1) 
PART  87— AVIATION  SERVICES 

Providing  for  the  Assignment  of  Frequen- 
cies to  the  Band  129.3  to  130.7  MHz 
To  Serve  Other  Than  Air  Carrier  Opera- 
tions 

AGENCY :  Federal  Communications 
Commission. 

ACTION:  Report  and  Order. 

SUMM.ARY:  Amendment  of  Part  87  of 
the  Commission's  rules  to  pronde  aero- 
nautical VHF  frequencies  to  individuals 
and  organizations  in  Alaska  such  as 
prospectors  and  lumber  companies  who 
need  to  communicate  with  aircraft. 

This  is  in  response  to  requests  by  tliese 
applicants  for  'VHF  communications. 
This  rulemaking  will  allow  private  air- 
craft to  have  a  more  reliable  form  of 
communication. 

EFFECTI\'E  DATE:  July  11,  1977. 

ADDRESSES:  Federal  Communications 
Commission,  Washington,  DC.  20554 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

John  Hays,  Aviation  and  Marine  Divi- 
sion. Safety  and  Special  Radio  Serv- 
ices Bureau  (202t  632-7197. 

SUPPLEMENTARY  INFORMATION : 
In  the  matter  of  amendment  of  Part  87 
of  the  Commission's  rules  to  provide  for 
the   assignment  of   frequencies   In   the 
band  129.3  to  130.7  MHz  to  serve  other 
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than  air  carrier  operations.  (Report  and 
Order;  Proceeding  Terminated  • 

Adopted:  May  25,  1977. 

Released:  June  8.  1977. 

By  the  Commission: 

1.  A  Notice  of  Proposed  Rule  Making 
In  the  above-captloned  matter  was  re- 
leased on  Januar\-  28,  1976.  and  was 
published  In  the  Federal  Register  on 
Februan,'  2.  1976.  (41  FR  4833  > .  The  time 
for  filing  comments  and  reply  comments 
was  extended  by  order  released  on  March 
4,  1976,  but  has  now  expired.  The  follow- 
ing interested  parties  filed  comments: 

Aeronautlml  Radio.  Inc. 
Alaska  Air  Carriers  Association 
Alaska  Aviation  Radio.  Enc. 
American  Petroleum  Institute 
Ketchikan  Air  Services.  Inc. 
Ketchikan  Radio  Club 
Webber  Airlines.  Inc. 

2.  TWs  rule  making  will  make  avail- 
able four  VHF  aeronautical  enroute  fre- 
quencies to  various  individuals  and  or- 
ganizations In  .\laska  such  as  prospectors 
and  lumber  companies  for  air  ground 
communication.'^.  Under  present  Com- 
mLsslon  rules  only  certain  high  frequen- 
cies are  available  for  thLs  purpose  to 
these  applicants;  however,  problems 
have  developed  with  their  use.  Atmos- 
pheric conditions  In  Alaska  at  vanous 
limes  have  rendered  these  frequencies 
unusable  or  unsafe  because  of  inter- 
ference from  ionospheric  disturbances 
and  the  reception  of  distant  stations. 

3  In  it-;  Notice  of  Proposed  Rule 
Making,  the  Commission  selected  fre- 
quencies 129.3,  130.1.  130.3  and  130.7 
MHz  for  assignment  to  the  types  of  ap- 
plicants being  considered  In  this  rule 
making  These  frequencies  are  among 
ten  VHF  aeronautical  enroute  frequen- 
cies currently  available  for  assignment 
to  stations  in  Alaska  only  when  serving 
scheduled  air  carriers.  For  the  reasons 
.set  forth  in  this  Report  and  Order,  the 
Commission  has  modified  the  proposed 
rule  making  Including  the  frequencies 
to  be  assigned. 

4.  Of  those  interested  parties  filing 
comments  In  thLs  proceeding,  the  Alaska 
Air  Carriers  Association,  the  American 
Petroleum  Institute,  Ketchikan  Air 
Services.  Inc  .  and  Webber  Airlines,  Inc., 
supported  the  proposal  In  its  entirety. 

5.  Aeronautical  Radio.  Inc.  lARINC*, 
and  the  Ketchikan  Radio  Club  (KRC 
objected  to  the  reallocation  of  four  of 
the  ten  VHF  aeronautical  enroute  fre- 
quencies which  are  presently  available 
for  assignment  to  aeronautical  enroute 
stations  in  Alaska  only  when  serving 
scheduled  air  earners.  ARINC.  who  pro- 
vides international  aeronautical  enroute 
service  in  Alaska,  operates  on  one  of  the 
four  frequencies.  129.3  MHz.  and  envi- 
sions a  continued  growing  need  for  the 
international  enroute  service  in  the  fu- 
ture. KRC  believes  that  four  additional 
frequencies  should  be  made  available  for 
the  proposed  use  to  avoid  any  congestion 
on  the  presently  assigned  VHF  aero- 
nautical enroute  frequencies  In  Alaska. 
In  addition.  KRC  suggests  that  commu- 
nications between  two  or  more  ground 
stations  should  be  limited  to  communi- 
cations directly  affecting  aircraft  with 
which  they  are  engaged. 


6.  Alaska  Aviation  Radio,  Inc.  (AARV  , 
also  objects  to  the  proposed  reallocation 
of  the  four  aeronautical  enroute  fre- 
quencies. AARI  questions  the  need  for 
this  reallocation  to  general  aviation 
since  channels  are  available  to  private 
aircraft  in  the  band  121.975-123.075 
MHz,  and  coordinated  enroute  service 
can  be  obtained  by  private  aircraft  oper- 
ators from  AARI.  F^irthermore.  AARI 
states  there  Is  no  indication  that  the 
aeronautical  advisory  or  the  multlcom 
services  are  inadequate  to  meet  the  needs 
of  general  aviation  in  Alaska.  It  suggests 
that  the  multlcom  service  would  be  the 
appropriate  service  for  the  itinerant 
operations  of  prospectors,  lumber  com- 
panies, etc.  However,  if  a  need  is  dem- 
onstrated for  the  use  of  VHP  aeronauti- 
cal en  route  frequencies  by  prospectors, 
lumber  companies  and  other  general 
aviation  Int-erests.  AARI  recommends 
that  frequencies  131.5,  131.6,  131.8  and 
131.9  MHz  be  assigned  to  them  Instead 
of  the  frequencies  set  forth  in  the  Notice 
of  Proposed  Rule  Making. 

7.  In  view  of  the  organizations  which 
filed  comments  supporting  this  proposed 
rule  making  and  the  applicants  from 
Alaska  such  as  prospectors  and  lumber 
companies  who  in  past  years  have  tried 
to  obt;iin  VHF  frequencies.  It  is  clear 
that  a  need  does  exLst  for  the  assignment 
of  VHF  aeronautical  enroute  frequencies 
to  serve  other  than  air  carrier  operations 
in  Alaska.  A  similar  need  for  high  fre- 
quencies was  recognized  In  Docket  No. 
11078,  when  the  Commission,  after  com- 
ment by  Int-erested  parties,  set  aside  two 
high  frequencies  as  general  purpose  air/ 
ground  frequencies.  These  were  made 
"available  to  any  aeronautical  interest 
leg.  trading  posts,  remote  mining 
camps^  without  regard  to  the  Commis- 
sion's policy  of  authorizing  only  one 
aeronautical  enroute  station  to  serve  an 
area."  As  indicated  above  the  high  fre- 
quencies have  become  inadequate  In 
many  instances  and  VHF  is  now  needed 
to  serve  these  Interests. 

8.  Moreover,  It  Is  evident  that  existing 
aeronautical  enroute  stations  such  as 
those  licensed  to  AARI  cannot  provide 
adequate  VHF  coverage  to  these  general 
aviation  interests.  Under  Commission 
rules.  VHF  is  available  to  aeronautical 
enroute  stations  only  when  serving 
scheduled  air  carriers  and  can  provide 
communications  only  along  the  routes 
served  by  the  scheduled  operations  of 
such  carriers.  Considering  the  short 
range  of  VHF.  the  jtations  must  be  lo- 
cated near  these  air  carrier  routes.  Con- 
sequently, the  remote  areas  of  Alaska 
which  are  not  close  to  any  scheduled  air 
carrier  route  will  not  receive  VHF  cov- 
erage from  such  stations. 

9.  Furthermore,  the  problem  cannot 
be  solved  by  the  assignment  of  frequen- 
cies in  either  the  multlcom  service  or 
the  aeronautical  advisory  service.  The 
multlcom  service  provides  communica- 
tions for  activities  of  a  temporary,  sea- 
sonal or  emergency  nature;  it  was  not 
Intended  to  serve  activities  which  are  of 
a  continuing  or  permanent  nature  such 
as  those  involved  In  running  a  trading 
post  or  lumber  company.  The  aeronauti- 
cal ad\isory  service  provides  communi- 


cations for  the  safe  and  expeditious  op- 
eration of  private  aircraft  at  landing 
areas.  The  aeronautical  advisory  sta- 
tions involved  are  required  to  provide  in- 
formation to  the  aviation  public  upon 
request;  they  are  not  intended  to  pro- 
vide supporting  radiocommunications 
for  the  in-flight  operations  of  the  sta- 
tion licensee  or  those  associated  with 
him. 

10.  The  proper  service  to  provide  gen- 
eral purpose  VHF  air/ground  radiocom- 
mxmication  to  aeronautical  interests 
such  as  prospectors  and  lumber  com- 
panies Is  the  aeronautical  enroute  serv- 
ice. This  service  was  Intended  to  provide 
aeronautical  interests  with  air  ground 
radiocommunications  necessary  to  carry 
on  their  operations.  It  presently  pro- 
vides high  frequency  radlocommunica- 
tion  to  aeronautical  interests  other  than 
those  serving  scheduled  air  carriers  and 
Is  the  logical  choice  to  provide  them  with 
the  same  type  of  communication  In  the 
VHP  band.  Accordingly,  the  Commis- 
sion Intends  to  allocate  aeronautical  en- 
route VHF  for  use  by  individuals  and  or- 
ganizations other  than  those  serving 
scheduled  air  carriers  for  air/ground 
communications.  However,  after  consid- 
ering the  comments  of  AARI,  ARINC 
and  KRC  who  object  to  the  reallocation 
of  four  of  the  ten  VHF  aeronautical  en- 
route frequencies  available  only  to  sta- 
tions serving  scheduled  air  carriers,  the 
Commission  has  accepted  the  recom- 
mendation of  AARI  and  is  making  avail- 
able frequencies  131.5,  131.6,  131.8  and 
131.9  MHz  Instead  of  frequencies  129.3, 
130.1,  130.3  and  130.7  MHz  for  purposes 
of  this  rule  making. 

11.  In  Its  comments.  AARI  contends 
that  the  availability  of  aeronautical  en- 
route VHF  to  aviation  interests  not  re- 
quired to  serve  scheduled  air  carriers  will 
weaken  the  aeronautical  advisory  serv- 
ice since  applicants  will  prefer  to  operate 
in  the  aeronautical  enroute  service, 
which  Is  less  restricted  by  Commission 
rules,  rather  than  in  the  aeronautical 
advisory  service.  The  Ccanmission  does 
not  see  any  merit  in  this  argument.  In 
its  rules  and  the  orders  prescribing 
them,  the  Commission  has  set  forth  ade- 
quate guidelines  defining  the  scope  of 
each  of  these  ser\1ces.  When  applying 
for  a  station  license,  applicants  are  re- 
quired to  submit  information  which  Is 
sufficient  for  the  Commission  to  deter- 
mine whether  they  are  applying  in  the 
appropriate  service.  If  problems  develop 
in  this  regard,  additional  information 
can  be  requested  and  appropriate  action 
can  be  taken. 

12.  The  Commission  has  also  accepted 
the  recommendation  of  B31C  and  has 
modified  the  rules  to  limit  communica- 
tion between  two  or  more  stations  to  mat- 
ters directly  affecting  the  aircraft  with 
which  they  are  engaged.  This  should  pre- 
vent superfluous  ground  to  ground  com- 
munications. Additionally,  we  have  modi- 
fied Section  87.297(a)  to  prevent  the 
transmission  of  possible  conflicting  safe- 
ty Information. 

13.  In  Its  comments,  AARI  suggested 
that  the  Commission  in  this  rule  maiklng 
consider  utilizing  additional  100  kHz 
channel  spacing  in  the  aeronautical  CD- 
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route  service  in  Alaska  to  provide  addi- 
tional frequencies.  Such  an  undertaking 
Is  beyond  the  scope  of  this  rule  making 
which  is  limited  to  the  assignment  of 
VHF  frequencies  to  aeronautical  inter- 
ests other  than  tiiose  serving  scheduled 
air  carriers.  We  will  consider  this  in  a 
separate  proceeding. 

14.  Accordingly,  if  is  ordered.  That 
Part  87  of  the  rules  is  amended  as  in- 
dicated below,  effective  July  H.  1977. 
Authority  for  the  promulgation  of  these 
rules  is  contained  in  Sections  4 1  i  i .  303  <  c  > 
and  (r>  of  the  Communications  Act  of 
1934,  as  amended. 

15.  It  is  further  ordered.  That  this  pro- 
ceeding Is  terminated. 

(Sees  4,  303.  48  Stat.,  as  amended,  1066,  lOM; 
47U.SC.  164,  303). 

Federal  Communications 

commi-ssion, 
Vincent  J.  Mullins. 

Secretary. 

Part  87  of  Chapter  I  of  Title  47  of  the 
Code  of  Federal  Regulations  Is  amended 
as  follows : 

1.  In  §  87.297,  paragraph  (a)  Is  amend- 
ed to  read  as  follows: 

§  87.297      .\laska. 

(a>  The  following  frequencies  are 
available  for  assignment  to  aeronautical 
enroute  stations  In  Alaska.  The  provi- 
sions of  §  87.291 'b I  do  not  apply  to  sta- 
tions operating  on  frequencies  in  accord- 
ance with  this  paragraph  Communica- 
tions between  two  or  more  of  these  sta- 
tions shall  be  limited  to  matters  directly 
affecting  the  aircraft  with  which  they 
are  engaged.  If  these  stations  are  lo- 
cated at  an  uncontrolled  landing  area 
where  there  is  an  aeronautical  advisory 
station,  the  enroute  station  shall  not 
transmit  information  pertaining  to  the 
conditions  of  runways,  wind  conditions 
or  weather  information  during  the  hours 
of  operation  of  the  aeronautical  advisory 
station. 

Frequencies^vailable : 

Kllohertz :     / 
3411    .. 
4383.8  1 

4668    ' 

4696 


Megahertz 

131.  5 

131.6 

131.8 

131.9 


» The  frequency  4383.8  kHz,  maximum 
power  150  watts  PEP.  may  be  used  by  any 
station  authorized  under  this  part  to  com- 
municate with  any  other  station  authorized 
In  the  Stat©  of  Alaska  for  emergency  com- 
munications. No  airborne  operations  will  be 
permitted  on  this  frequency. 

'  Daytime  only. 

a  •  •  •  • 

|FR  Doc.77-18303  Piled  6-6-77:8:45  am) 


IRM-2877;   FCC  77-352] 
PART  97— AMATEUR   RADIO  SERVICE 

Lowering  the  Minimum  Age  for  Volunteer 
Examiners  From  21  to  18 


AGENCY:      Federal 
Commission. 

ACTION:  Final  rule. 


CommtmlcationB 


SUMMARY:  In  response  to  a  petition 
submitted  by  a  member  of  the  pubUc.  we 
are  lowering  the  minimum  age  for  a  vol- 
unteer examiner  in  the  Amateur  Radio 
Service  from  21  to  18.  This  action  will 
result  in  a  larger  number  of  qualified 
volimteer  amateur  examiners. 

EFFECTTVE  DATE:  June  13,  1977. 

ADDRESS :  Federal  Communications 
Commission,  Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
T.'^CT: 

Mr.  Gregory  M.  Jones,  Personal  Radio 

Division.  202-632-7175. 

SUPPLEMENTARY       INFORMATION: 

In  the  matter  of  amendment  of  Part  97 
of  the  Commission's  Rules  lowering  the 
minimum  age  for  volunteer  amateur  ex- 
aminers from  21  to  18. 

Adopted:  May  25,  1977. 

Released:  June  8,  1977. 

By  the  Commission: 

l.The  Commission  has  before  It  Peti- 
tion for  Rulemaking  RM-2877,  submitted 
by  Mr.  Gordon  H.  Piper,  hcensee  of  Ama- 
teur Radio  Service  station  WB4EKC. 
Public  Notice  of  the  filing  of  Mr.  Piper's 
Petition  was  given  April  18.  1977,  pursu- 
ant to  Section  1.403  of  the  Commission's 
Rules. 

2.  In  his  Petition  for  Rulemaking.  Mr. 
Piper  requests  that  }97.28(bi  of  the 
Rules  be  amended  to  permit  administra- 
tion of  Novice  Class  amateur  radio  ex- 
aminations by  qualified  volunteer  exam- 
iners 18  years  of  age  and  older.  Under 
existing  §  97.28(b)  of  the  Rules,  volun- 
teer examiners  administering  Novice 
Class  operator  examinations  must  hold 
General.  Advanced,  or  Amateur  Extra 
Class  operator  licenses  and  be  at  least  21 
years  of  age. 

3.  Mr.  Piper  states  in  support  of  his  Pe- 
tition that  citizens  aged  18  and  above 
maj^now  vote  in  national  elections  and 
may  exercise  all  rights  of  adulthood  in 
many  states  of  the  United  States.  He  also 
states  that  many  of  those  interested  in 
obtaining  Novice  operator  licenses  attend 
colleges  and  universities,  where  qualified 
volunteer  examiners  aged  21  or  above  are 
difficult  to  find,  smd  that  there  is  no  evi- 
dence suggesting  amateur  operators  aged 
18,  19.  and  20  are  any  less  honest  or 
capable  of  competently  administering 
Novice  Class  operator  examinations.  For 
these  reasons.  Mr.  Piper  requests  that  the 
minimum  age  for  a  volimteer  examiner 
in  the  Amateur  Service  be  lowered  from 
21  to  18. 

4.  Tlie  Commission  believes  there  to  be 
great  merit  in  Mr.  Piper's  proposal,  and 
we  are  by  this  Order  amending  J  97.28 ib) 
to  permit  qualified  volunteer  examiners 
aged  18  and  above  to  administer  Novice 
Class  operator  examinations.  We  are 
aware  of  no  valid  reason  why  amateur 
operators  aged  18  and  over  holding  Gen- 
eral, Advanced  or  Amateiu"  Extra  Class 
licenses  should  not  be  permitted  to  ad- 
minister Novice  Class  examinations: 
such  individuals  have,  after  all,   been 


shown  by  Commission  examination  to  l>« 
qualified  amateur  operators.  For  this 
reason,  and  because  individuals  aged  18 
and  above  are  accorded  full  rights  of 
adulthood  in  many  jurisdictions,  we  are 
adopting  the  proposal  contained  In  RM- 
2877. 

5.  Authority  for  this  amendment  ap- 
pears in  Sections  4ili  and  303  of  the 
Communications  Act  of  1934,  as 
amended.  Because  the  manner  in  which 
examinations  are  conducted  in  the  .Ama- 
teur Radio  Service  is  a  matter  of  agency 
procedure,  the  prior  notice  and  pubhc 
procedure  provisions  of  the  Administra- 
tive Procedure  .^ct.  5  U  S  C.  §  533.  are  not 
applicable. 

6.  Accordmgly,  it  is  ordered,  That  Part 
97  of  the  CommLsslon's  Rules  is  amended 
as  set  forth  below,  effective  Jime  13.  1977, 
it  is  further  ordered.  That  this  proceed- 
ing Is  terminated. 

(Sees  4.  303,  48  St.at.,  as  amended,  1066,  1083; 
47  U.S.C.  154,  303.) 

Ftderal  Commxtjications 

CoaocissioN, 
Vincent  J    Mcxlins. 

Secretary. 

Part  97  of  Chapter  1  of  Title  47  of  the 
Code  of  Federal  Regulations  Is  amended, 
as  follows: 

1.  S  97.28(b)  Is  amended  to  read,  as 
follows :  .<• 

§  97.28      Manner  of  i  ondui-ting  rxaniiiia- 
lions. 

•  •  •  •  • 

(b)  The  examination  for  a  Novice 
Class  operator  license  shall  be  conducted 
and  .supervised  by  a  volunteer  examiner 
selected  by  tlie  applicant,  unless  other- 
wise prescribed  by  the  Commission.  The 
volunteer  examiner  shall  be  at  least  18 
years  of  age.  shall  be  unrelated  to  the  ap- 
plicant, and  shall  be  the  holder  of  an 
Amateur  Extra.  Advanced,  or  General 
Class  operator  license.  The  written  por- 
tion of  the  Novice  Class  operator  exanni- 
natlon  shall  be  obtained,  administered, 
and  submitted  in  accordance  with  the 
followmg  procedure;  •  •  • 

•  •  •  •  • 

|FRD<X'  77-16304  Filed  6-8-77:8:45  am] 

Title  50 — Wildlife  and  Fisheries 

CHAPTER  VI — FISHERY  CONSERVATION 
AND  MANAGEMENT,  NATIONAL  OCE- 
ANIC AND  ATMOSPHERIC  ADMINISTRA- 
TION,  DEPARTMENT  OF  COMMERCE 

PART  661— SALMON    FISHERY 

Emergency  Regulations  Repromulgated 

AGENCY;  National  Oceanic  and  Atmos- 
pheric .'Administration,  Commerce. 

ACnON:  Emergency  regulations. 

SUMMARY:  This  rule  extends  the  emer- 
gency regulatic«i  of  the  commercial  and 
recreational  salmon  fisheries  off  the 
coasts  of  Washinguxi.  O.Tgon  and  Cali- 
fornia for  an  additional  45-days  from 
June  10.  1977  to  July  24.  1977  Inclusive. 
The  emergency  described  in  the  initial 
Federal    Recistkh    publication    (42    FR 
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214121    on   April   26.   1977   continues   to 
exist. 

EFFECTIVE  DATE;  June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Mr  Donald  R  Johnson,  Northwest  Re- 
gional Director,  National  Marine  Fish- 
eries Service.  Seattle.  Washington 
98109. 206-442-7575. 

SUPPLEMENTARY  INFORMATION: 
On  April  26.  1977,  the  Director,  National 
Marine  Fisheries  Service  published  emer- 
gency repilatlons  In  the  Federal  Regis- 
ter (42  FR  21412>  to  Implement  the 
flsher\-  management  plan  concerning  the 
commercial  and  recreational  salmon 
fisheries  off  the  coasts  of  Washington, 
Oregon  and  California  prepared  by  the 
Pacific  Fishery  Management  Council. 
The  Secretary  has  determined  that  the 
current  regulations  should  be  continued 
for  an  additional  45-days  as  authorized 
by  Section  305fe)  (2i  of  the  Fishery  Con- 
servation and  Management  Act  of  1976. 
Therefore,  the  emergency  regulations 
adopted  on  April  26,  1977  are  continued 
in  effect  for  45-days  from  0001  ajn- 
June  10.  1977  to  July  24.  1977  Inclusive 
unless  sooner  amended  or  terminated  by 
appropriate  public  notice. 

Dated  this  6th  day  of  June,  1977.  at 
Wa-shlngton,  D.C. 

Jack  W.  Gehringer, 
Deputy  Director.  National 
Marine  Fisheries  Service. 

(FR  Doc  77-19464  Piled  6-8-77:8:45  am] 

Trtle  20 — Employees'  Benefrts 

CHAPTER  n — RAILROAD  RETIREMErfT 
BOARD 

PART  337— RATE  OF  RAILROAD 
UNEMPLOYMENT 

AGENCY:   Railroad  Retirement  Board. 

ACTION:  Final  rule. 

SUMMARY:  Sections  2«'c*  and  2'h"»  of 
the  Railroad  Unemployment  Insurance 
Act  (45  use.  352ic>  and  352ihi  )  pro- 
vide extended  unemplojTnent  benefits  for 
qualified  employees  with  less  than  10 
years  of  railroad  service  who  have  e.x- 
hausted  their  rights  to  normal  unem- 
plo\-ment  benefits  in  a  particular  benefit 
year  and  who  arc  unemployed  during  a 
period  of  "high  unemployment"  in  the 
railroad  Industry.  Subdivisions  *2'  and 
<  3  '  of  section  2  -  h '  provide  the  method 
for  det-erminlng  when  a  period  of  "high 
unemployment"  Is  m  existence  These 
subdivisions  require  certain  adjustments 
In  the  formula  utilized  for  this  purpose, 
namely,  the  mldmonth  count  of  employ- 
ees of  class  I  railroads  and  class  I  switch- 
ing and  terminal  companies  reported  to 
the  Interstate  Commerce  Commission 
must  be  adjusted  to  include  all  employees 
covered  by  the  Act  and  -seasonal  adjust- 
ments must  be  made  in  the  rate  of  rail- 
road unemployment.  The  Board  Is  di- 
rected to  determine  the  method  by  which 
these  adjustments  are  to  be  made  and 
is  further  directed,  by  subdivision  (4) 
of  sectlOTi  2(h).  to  promulgate  regula- 


tions providing  the  formulas  for  making 
the  determinations  in  question  and  to 
cause  such  formulas  to  be  published  In 
the  Federal  Register. 

EFFECTIVE  DATE:  May  25,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

R.  F.  Butler.  Secretary,  Railroad  Re- 
tirement Board,  844  Rush  Street,  Chi- 
cago, niinols  60611.  312-751-4920. 

A  new  Part  337  Is  added  to  the  Board's 
regulations  imder  the  Railroad  Unem- 
ployment Insurance  Act  (20  CFR  Parts 
300-370"  as  follows: 

6ec. 

337.1     Statutory  provisions. 

837il     Rat«  of  railroad  unemployment. 

837.3     Adjustment  of  the  mldmonth  <»unt 

employees    to    Include    ail    covered 

employees. 
S37  4     Seasonal  adjufiiments  In  the  rate  ot 

railroad  unemployment. 
AuTHORrrY;   46  UJ3.C.  352(c),  36a(h).  and 
367.  52  Stat.  307. 

S  337.1      Statutory-  provisions. 

(a)  Section  2(c)  of  the  Railroad  Un- 
employment Insurance  Act  provides.  In 
part,  that: 

•  •  •  with  respect  to  an  employee  who  has 
less  than  ten  years  of  service  as  defined  In 
section  1(f)  of  the  Railroad  Retirement  Act 
of  1974.  who  did  not  voluntarily  retire  and 
did  not  voluntarily  leave  work  without  good 
cause,  and  who  had  current  rights  to  normal 
benefits  for  days  of  unemployment  In  a  ben- 
efit year  but  has  exhausted  such  rights,  the 
maximum  number  of  days  of,  and  amount 
of  payment  for.  unemployment  within  such 
benefit  year  (as  extended  by  the  provisions 
of  paragraph  (h)  of  this  section)  for  which 
benefits  may  be  paid  shall  be  enlarged,  but 
not  by  more  than  sixty-five  days,  to  Include 
all  compensable  days  of  tmemployment 
within  an  extended  benefit  period  determined 
pursuant  to  the  provisions  of  paragraph  (h) 
of  this  section,  but  the  total  amount  of  ben- 
efits which  may  be  paid  to  an  employee  for 
days  of  unemployment  within  such  extended 
benefit  period  shall  in  no  case  exceed  60  per 
centum  of  the  employee's  compensation  In 
the  base  year  •   •   •. 

(b)  Section  2<h)  of  the  Act  provides, 
in  part,  that: 

1 1 '  For  purposes  of  the  second  pro- 
viso of  paragraph  (c)  of  this  section,  an 
extended  benefit  period,  with  respect  to 
an  employee,  shall  begin  on  the  first  day 
of  unemployment  within  a  period  of  high 
unemployment  following  the  day  on 
which  the  employee  exhausted  his  then 
current  rights  to  normal  benefits  for  un- 
emploi-ment  and  shall  continue  for  seven 
successive  fourteen-day  periods  (each  of 
which  periods  shall  constitute  a  regis- 
tration period).  •   •   • 

(21  For  purposes  of  subdivision  (1) 
of  this  paragraph,  a  "period  of  high  em- 
ployment" shall  begin  with  the  twenti- 
eth day  after  whichever  of  the  following 
fir-^t  occurs:  (i>  there  Is  a  national  "on" 
Indicator  as  defined  in  section  203(d)  of 
Public  Law  91-373,  as  amended,  or  (11) 
a  period  of  three  consecutive  calendar 
months  in  which,  for  each  month  In- 
cluded in  such  period,  the  rate  of  rail- 
road unemplovTnent  (seasonally  ad- 
Justed)  equalled  or  exceeded  the  lowest 


applicable  imemployment  rate  specified 
for  the  national  "on"  indicator  in  sec- 
ticm  203(d)  of  Public  Law  91-373,  as 
amended,  and  shall  end  with  the  twen- 
tieth day  after  both  of  the  following 
occur:  (A)  there  is  a  national  "off"  in- 
dicator as  defined  in  section  203(d)  of 
Public  Law  91-373,  as  amended,  and  (B> 
a  period  of  three  consecutive  calendar 
months,  in  which,  for  each  month  in- 
cluded in  such  period,  the  rate  of  rail- 
road unemployment  (seasonally  ad- 
justed) was  less  than  the  lowest  appUca- 
ble  imemplojTnent  rate  specified  for  the 
national  "off'  indicator  in  section  203 '  d  > 
of  Public  Law  91-373,  as  amended. 

(3)  For  purposes  of  subdivision  (2' 
of  this  paragraph,  the  term  "rate  of  rail- 
road unemployment"  for  a  month  means 
the  percentage  arrived  at  by  dividing 
(1)  the  average  weekly  number  of  indi- 
viduals who  filed  bona  fide  claims  for 
benefits  for  days  of  unemployment  in 
such  month,  excluding  from  such  number 
those  Individuals  whose  unemployment 
was  due  to  a  stoppage  of  work  because 
of  a  strike,  lockout,  or  other  labor  dis- 
pute, by  (11 )  the  average  mldmonth  count 
of  employees  of  class  I  railroads  and 
class  I  switching  and  terminal  compa- 
nies, as  reported  to  the  Interstate  Com- 
merce Commission,  adjusted,  as  deter- 
mined by  the  Board,  to  include  all  em- 
ployees covered  by  this  Act  for  the  twelve 
months  ending  with  the  second  calen- 
dar quarter  preceding  such  month. 

(4)  Determinations  under  this  subsec- 
tion shall  he  made  by  the  Board  in  ac- 
cordance with  regulations  prescribed  by 
it.  When  a  determination  has  been  made 
that  a  "period  of  high  unemployment" 
Is  beginning  or  ending,  the  Board  shall 
cause  notice  of  such  determination  to  be 
published  in  the  Federal  Register.  The 
Board  shall  also  cause  to  be  published  in 
the  Federal  Register  the  formula  which 
It  uses  to  adjust  the  mldmonth  comit  of 
employees  of  class  I  railroads  and  class 
I  switching  and  terminal  companies  to 
Include  all  employees  covered  by  this 
Act,  and  the  formula  It  uses  to  make 
seasonal  adjustments  in  the  rate  of  rail- 
road imemployment. 

§  337.2      Rate  of  railroiul  iin»'nipU>>  uu'mU. 

For  purposes  of  making  the  monthly 
determinations  required  by  section  2«h) 
of  the  Act,  the  "rate  of  railroad  unem- 
ployment" for  a  particular  calendar 
month  wiU  be  the  ratio  of: 

(a)  The  seasonally  adjusted  weekly 
average  of  unemployment  beneficiaries 
for  all  weeks  containing  4  or  more  day.": 
In  such  month,  excluding  those  bene- 
ficiaries whose  imemployment  was  due 
to  a  stoppage  of  work  because  of  a 
strike,  lockout,  or  other  labor  dispute. 
to: 

(b)  The  average  mldmonth  count  of 
employees  covered  by  the  Act  in  the 
12  months  ending  with  the  second  calen- 
dar quarter  preceding  such  month  (in- 
terpreted as  the  first  4  of  the  last 
6  calendar  quarters  preceding  such 
month).  The  "rate  of  railroad  unem- 
ployment" for  any  month,  seasonally  ad- 
justed, will  be  computed  to  four  decimal 
places  and  not  otherwise  rounded. 
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§  337.3  Adjustment  of  the  midnionth 
cuiint  of  employee*  to  include  all  rov- 
i-red  eniplojee«. 

In  order  to  include  in  the  rate  of  rail- 
road unemplo>Tnent  all  employees  cov- 


ered by  the  Act,  the  mldmonth  count  of 
class  I  linehaul  and  class  I  switching 
and  terminal  railroads,  as  reported  to 
the  Interstate  Commerce  Commission, 
will  be  inflated  by  using  the  following 
formula : 


.l.  =  /i'  f  Ai 


wluTt. 


.1  -Miilfiiouth  count  of  employees  of  other  than  class  I  railroads. 

Continuity  rate  lor  other  than  class  I  rallroaUa, 
''°°  Continuity  rate  for  class  I  railroads 

Total  employmwit  ot  other  than  class  I  railroada 
""Total  employment  of  class  I  railroads 

.-l  =  Mldmonthcountofemployp<>sofclassIrallroails.  ^     .,      ..        .  ^,      , 

Factor  a  and  laclor  b  shall  be  deriTed  from  the  latest  avalUibl.  T;iii:al  fiirur.j.  Continuity  ntos  are  d.  nnej 
as  tlie  yearly  average  of  the  ratios  derived  by  dlrldlng  (oi  the  ntunber  of  employiwB  worktni;  in  a  (riven 
month  who  also  worked  In  the  next  succ«>ding  month  by  (*)  the  total  number  who  worked  In  the  first  of 
the  2  months.  .4i  is  available  on  a  current  basis  from  the  Inlerslato  Commerce  Comiuission. 

Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service,  U.S.  Depart- 
ment of  Agriculture.  Washington.  D.C. 
20250,    202-447-3545. 

SUPPLEMENTARY  INFORMATION : 
(a)  Fijidings.  Hi  Pursuant  to  the 
amended  marketing  agreement  and 
Order  No.  908.  as  amended  i7  CFR  Part 
908 ' .  regulating  the  handling  of  Va- 
lencia oranges  grown  In  Arizona  and 
designated  part  of  California,  effective 
under  the  appUcable  provisions  of  the 
Agricultural  Marketing  Agreement  Act  of 
1937,  as  amended  >1  U.S.C.  601-674' ,  and 
upon  the  basis  of  the  recommendations 
and  information  submitted  by  the  Va- 
lencia Orange  Administrative  Commit- 
tee, established  under  the  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  foimd 
that  the  limitation  of  handling  of  Valen- 
cia oranges,  as  provided  in  this  regula- 
tion will  tend  to  effectuate  the  declared 
policy  of  the  act. 

(2)  The  need  for  this  regulation  to 
limit  the  quantities  of  Valencia  oranges 
that  m.ay  be  marketed  from  Distrlc  tl. 
District  2  ,  or  Dcstlti3r 
that  may  be  marketed  from  District  1, 
District  2,  or  District  3  during  the  speci- 
fied week  stems  from  the  production  and 
marketing  situation  confronting  the  Va- 
lencia orange  industry. 

•  1*  The  committee  has  submitted  its 
recommendation  for  the  quantities  of 
Valencia  oranges  that  should  be  mar- 
keted during  the  specified  week.  The 
recommendation,  designed  to  provide 
equity  of  marketing  opportunity  to  han- 
dlers in  all  districts,  resulted  from  con- 
sideration of  the  factors  covered  in  the 
order.  The  committee  further  reports  the 
fresh  market  demand  for  Valencia 
oranges  has  eased  during  the  present 
week.  Average  fob.  price  was  $3.94  per 
carton  on  822  cars  for  the  week  ended 
June  2.  as  compared  with  $3.95  per  carton 
on  906  cars  the  pre\ious  week.  Track  and 
rolling  supplies  at  352  cars  were  down 
129  cars  from  last  week. 

(11)  Having  considered  the  recommen- 
dation and  information  submitted  by  the 
committee,  and  other  available  informa- 
tion, the  Secretary  finds  that  the  quanti- 
ties of  Valencia. oranges  which  may  be 
handled  should  -be  established  as  pro- 
vided in  this  regulation. 


§337.  t      Seasonal     adju^lmonts     in     the 
rate    i»f    railroad    iiiwniploynicnt. 

The  seasonal  adjustment  factor  for  a 
given  month  is  the  latest  applicable  fac- 
tor prepared  by  the  Bureau  of  Research, 
United  States  Railroad  Retirement 
Board,  using  the  X-11  variant  of  the 
Census  Method  II  Seasonal  Adju.'^tment 
Program  developed  by  the  Department 
of  Commerce,  Bureau  of  the  Census,  and 
described  in  their  Technical  Paper  No. 
15  dated  February  1967.  Counts  of  all 
beneficiaries  will  be  seasonally  adjusted 
with  the  temporary  exception  of  bene- 
ficiaries with  less  than  10  years  of  serv- 
ice receiving  extended  benefits;  counts 
of  such  beneficartes  will  not  be  season- 
ally adjusted  until  more  data  is  avail- 
able. 

Dated:  June  2,  1977. 

By  authority  of  the  Board. 

R.  F.  Butler, 
Secretary  of  the  Board. 

[PR  Doc  77-16342  Piled  6-8-77: 8  45  am) 

Title  7 — Agriculture 

CHAPTER  IX — AGRICULTURAL  MARKET- 
ING SERVICE  (MARKETING  AGREE- 
MENTS AND  ORDERS;  FRUITS,  VEGE- 
TABLES, NUTS),  DEPARTMENT  OF 
AGRICULTURE 

[Valencia  Orange  Reg.  559] 

PART  908— VALENCIA  ORANGES  GROWN 
IN  ARIZONA  AND  DESIGNATED  PART 
OF   CALIFORNIA 

Limitation  of  Handling 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Final  Rule. 
SUMMARY:  This  regulation  establishes 
the  quantity  of  California -Arizona  Va- 
lencia oranges  that  may  be  shipped  to 
fresh  market  during  the  weekly  regula- 
tion period  June  10-16.  1977.  This  regu- 
lation is  needed  to  provide  for  orderly 
marketing  of  fresh  Valencia  oranges  for 
the  regulation  period  because  of  the 
production  and  marketing  situation  con- 
fronting the  orange  industry. 

EFFECTIVE  DATE:   June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
T.'^CT: 


(3>  It  is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the 
public  interest  to  give  preUmmary  no- 
tice, engage  in  public  rulemaking  pro- 
cedure, and  postpone  the  effective  date 
of  this  regulation  imtil  30  days  after 
publication  in  the  Federal  Register  (5 
U.S.C.  553  • .  because  the  time  interven- 
ing between  the  date  when  information 
becomes  available  upon  which  this  regu- 
lation is  based  and  the  time  when  this 
regulation  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufficient.  A  reasonable  time  is 
permitted  for  preparation  for  such  effec- 
tive time:  and  good  cause  exists  for  mak- 
ing the  reguation  effective  as  specified. 
The  committee  held  an  open  meeting 
during  the  current  week,  after  giving  due 
notice,  to  consider  supply  and  market 
conditions  for  Valencia  oranges  and  the 
need  for  regulation  Interested  persons 
were  afforded  an  opportimtty  to  submit 
information  and  views  at  th\f  meeting. 
The  recommendation  and  supporting  In- 
formation for  regulation  during  the  pe- 
riod specified  were  promptly  submitted 
to  tlie  Secretary  sifter  the  meeting  was 
held,  and  Information  concerning  such 
provisions  and  effective  time  has  been 
provided  to  handlers  of  Valencia  oranges. 
It  is  necessary,  to  effectuate  the  declared 
policy  of  the  act.  to  make  this  regulation 
effective  during  the  period  specified.  The 
committee  meeting  was  held  on  June  7, 
1977, 

§  908.8.>0       Valencia    Oraimr    Regulation 
559. 

ib^  Order.  il»  The  quantities  of  Va- 
lencia oranges  grown  in  Arizona  and  des- 
ignated part  of  California  which  may  be 
handled  during  the  period  Jime  10,  1977. 
through  June  16,  1977,  are  hereby  fixed 
as  follows : 

(1)   District  1:  287.000  cartons; 

(ii)   District  2:  413,000  cartons; 

(1111   District  3:  Unlimited. 

(2'>  As  used  in  this  section,  "handled". 
"District  1".  "District  2",  "District  3". 
and  "carton"  have  the  same  meaning  as 
when  used  in  the  amended  marketing 
agreement  and  order. 

(Seca.  1-19,  48  Stat    31.  as  amended:  7  U.S.C. 
601-674.) 

Dated:  June  8,  1977. 

Charles  R.  Brader, 
Deputy  Director.  Fruit  and  Veg- 
etable   Division.    AffrictUturaJ 
Marketing  Service. 

I  PR  Doc  77-16662  Piled  6-8-77:11 :36  am] 


PART  918 — FRESH   PEACHES  GROWN   IN 
GEORGIA 

Expenses  and  Rate  of  Assessment 

AGENCY:  .Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Final  rule. 

SUMMARY:  This  regulation  authorizes 
expenses  of  $20,538.59  and  establishes  a 
rate  of  assessment  of  $0  015  per  bushel 
of  peaches  to  support  the  actl\-itle«  erf 
the  Industry  Committee  for  the  1977-78 
fiscal  period.  The  regulation  will  enable 
the   committee    to    collect    assessments 
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from  first  handlers  on  all  assessable 
peaches  handled  and  use  the  resulting 
funds  for  its  expenses. 

DATES:  Effective  for  Uie  peruxl  Murch 
1,  1977,  through  February-  28    1978 

FOR  FLT^THER  INFORMATION  CON- 
TACT ; 
Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division  Agri- 
cultural   Marketing    Service,     U.S. 
Department  of  Agriculture,  Wash- 
ington. DC.  20250,  202-447-3545 
SUPPLEMENTARY       INFOR^LATION ; 
On  May  16,  1977,  notice  of  pro;x)sed  rule- 
niakmg   was   publL-^hed    in   tiie   Feder,^l 
Register  (42  FR  24744'   regarding  pro- 
posed cx.ix»n,^e.-  and  rat«  of  assessment, 
under     tlie     markftm.Ej     agreement,     as 
amended,  and  Order  No.  918,  as  amended 
(7  CFR  Part  918'    regulatmu'  the  han- 
dling of  fresh  ;)eaches  grown  in  the  Stat.e 
of  Georgia.  TliLs  notice  allowed  interested 
persons  15  days  during  which  they  could 
submit  written  conunents  pertaining  to 
these   proposals.   None   were  submitted. 
This  regulatory  program  L<  effective  un- 
der the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  a-s  amended  '7  U  S  C. 
601-674' . 

After  coiibideration  of  all  relevant 
matters  presented.  Including  the  pro- 
posaL=;  set  forth  In  the  notice,  which 
were  submitted  by  the  Industry  Commlt- 
tee  (established  pursuant  to  the  max- 
kettng  agreement  and  order ' ,  It  Is  here- 
by found  and  determined  that: 


i;  ')li',.2\7>      Expenses  and  rale  of  assess- 
nicnt. 

lai  Expenses.  Expenses  that  are  rea- 
sonable and  necessary  to  be  incurred  by 
the  Industry  Comjnittee  during  the  pe- 
riod March  1,  1977,  through  February  28, 
1978.  will  amount  to  $20,538.59. 

I  bi  Rate  of  assessment.  The  rate  of  as- 
sessment for  the  fiscal  period  payable 
bv  each  handler  in  accordance  with 
5  918.41.  Is  established  at  $0,015  per 
bushel  basket  of  peaches  (48  pounds  net 
v.eight' .  or  an  equivalent  for  peaches  in 
other  containers  or  in  bulk. 

It  is  hereby  further  found  that  good 
cause  exists  for  not  postponing  the  effec- 
tive date  untU  30  days  after  publication 
in  the  Federal  Register  (5  U.S.C.  553 > 
in  that:  tl'  Shipments  of  the  current 
crop  of  fre^h  peaches  grown  in  Georgia 
have  already  begun;  (2)  provisions  of 
the  marketing  agreement  and  this  part 
require  that  the  rate  of  assessment  shall 
apply  to  all  assessable  fresh  peaches 
handled  during  the  fiscal  period;  and  (3) 
the  fisciU  period  began  on  March  1,  1977, 
and  tlie  rate  of  assessment  will  auto- 
matically apply  to  all  fresh  peaches 
handled  during  the  period. 
(Sees.  1-19,  48  Stat,  31,  as  amended;  7 
U  S  C    601-674.) 

Dat^-d:  June  6.  1977. 

Charles  R.  Brader. 
Deputy  Director.  Fruit  and  Veg- 
etable  Division,   Agricultural 
.     Marketing  Service. 
[PR  Doc.77-16284  Filed  6-8-77:8:45  am] 


Title  39 — Postal  Service 

CHAPTER   I — UNITED  STATES   POSTAL 
SERVICE 

SUBCHAPTER    B— INTERNATIONAL    MAIL 

PART  lO— INTERNATIONAL  POSTAL 
SERVICE 

Editorial  Note. — The  Director  of  the  Fed- 
eral Register  has  approved  an  extension  of 
the  IncorpKjratlon  by  reference  of  the  Postal 
Service  PubUcatlon  No,  42,  International 
MaU,  from  July  1,  1977  untU  July  1,  1978, 
as  provided  In  39  CFR  10  4, 

SUBCHAPTER  C — POST  OFFICE  SERVICES 
(DOMESTIC    MAIL) 

PART   111 — GENERAL  INFORMATION   ON 
POSTAL   SERVICE 

EDrroRiAL  Note. — Tl.e  Director  of  the  Fed- 
eral Register  has  approved  an  extension  of 
the  Incorporation  by  reference  of  Chapter  I 
of  the  Foetal  Service  Manual  from  July  1. 
1977  until  July  1,  1978,  as  provided  In  39 
CFR  111.4. 

SUBCHAPTER   H— PROCUREMENT  SYSTEM   FOR 
THE    U.S.    POSTAL   SERVICE 

PART  601— PROCUREMENT  OF 
PROPERTY   AND   SERVICES 

EDrroRiAL  Note — The  Director  of  tl^ie  Fed- 
eral Register  has  extended  approval  for  ai. 
additional  one -year  period  to  expire  on  July 
1,  1978,  the  Incorporation  by  reference  of  the 
Poetal  Contracting  Manual  (PCM).  Publica- 
tion 41  as  provided  la  39  CFR  601  100. 
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This  section  of  the  FEDERAL  REGISTER  contain*  notices  to  the  public  of  the  proposed  issuance  c'   rules   a^d   i-eguiations    The  purpose  of 
these  notices  Is  to  give  interested  persons  an  opportunity  to  [>articipate  in  the  rule  making  prior  to  the  adoption  of  t^e  fi-^a    i-.iles 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

[7  CFR  Part  921] 

FRESH  PEACHES  GROWN  IN  DESIGNATED 
COUNTIES   IN   WASHINGTON 

Notice  of  Proposed  Handling  Regulation 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION :  Proposed  Rule. 

SUMMARY:  This  notice  invites  wnlien 
comments  on  proposed  requirements  on 
siiipments  of  fre^h  Washington  peaches. 
These  are  that  peaches  shall  grade 
Washington  Extra  Fancy  Grade  except 
that  peaches  meeting  Washington  Fancy 
Grade,  may  be  shipped  If  packed  in  the 
western  lug  or  the  standard  peach  box. 
All  varieties  of  peaches  are  required  to 
meet  minimum  size  reqiurements  of  2^8 
inches  diameter  except  the  Elberta  varie- 
ties and  peaches  of  any  variety  other 
than  Elberta  when  packed  in  the  stand- 
ard peach  box.  may  be  shipped  if  they 
meet  a  minimum  diameter  of  2^4  inches. 
All  peaches  shall  be  well  matured  and 
have  a  reasonably  unifrom  degree  of 
firmness.  Loose  or  jumble  packs  are  per- 
mitted m  containers  of  a  capacity  equal 
to  or  greater  than  that  of  a  western  lug 
box  with  a  net  weight  of  26  pounds  and 
in  such  containers  of  a  lower  net  weight 
if  the  packages  are  well  filled.  These  re- 
quirements are  designed  to  provide  con- 
sumers with  acceptable  quality  peaches. 

DATES:  Comments  must  be  received  by 
June  20.  1977.  Proposed  effective  dates: 
July  15,  1977,  through  July  31.  1978. 

FOR  FURTHER  INFORM.\TION  CON- 
TACT: 

Charles  R.  Brader.  Deputy  Director. 
Frmt  and  Vegetable  Division,  Agricul- 
tural Marketing  Service,  United  States 
Department  of  Agriculture,  1 202  »  447- 
3545. 

SUPPLEMENTARY       INFORMATION: 

The  proposal  was  submitted  by  the 
Washington  Fresh  Peach  Marketing 
Committee,  established  under  the  mar- 
keting agreement  and  Order  No,  921  (7 
CFR  Part  921)  regulating  the  handling  of 
fresh  peaches  grown  in  designated  coim- 
ties  in  Washington.  This  program  is 
effective  under  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  use,  601-674'. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  in  connec- 
tion with  the  proposal  should  file  two 
copies  of  them  with  the  Hearing  Clerk, 
Room  1077.  South  Building.  U.S.  Depart- 
ment of  Agriculture,  Washington,  D.C, 
20250.  not  later  than  June  20,  1977.  All 
written  submissions  made  pursuant  to 
this  notice  will  be  made  available  for  pub- 


lic ini-pection  at  the  ofl&ce  of  the  Hearing 
Clerk  durmg  regular  business  hours  i7 
CFR  1.27ib'  ', 

The  recommendation  of  the  Washing- 
ton Fresh  Peach  Marketing  Committee 
reflects  its  appraisal  of  the  current  and 
prospective  crop  and  market  conditions, 
Washington's  1977  commercial  peach 
crop  is  estimated  by  the  committee  at 
12,850  tons,  compared  with  SRS  reported 
utilized  production  m  1976  of  20,500  tons. 
The  proposed  regulation,  hereinafter  set 
forth  is  designed  to  prevent  the  handling 
on  and  after  July  15,  1977,  of  lower 
quality  and  smaller  size  peaches  and  pro- 
vides orderly  marketing  in  the  Interest  of 
producers  and  consumers,  consistent  with 
the  objectives  of  the  act. 

Such  proposal  reads  as  follows: 

§  921.31  1      Pearh  Reguation  14. 

Order  ia>  Peach  Regulation  13  '41 
FR  29897)  is  hereby  terminated  July  15, 

1977. 

tbi  During  the  period  July  15.  1977, 
through  July  31,  1978,  no  handler  shall 
hsmdle  any  lot  of  peaches  unless  such 
peaches  meet  the  following  applicable 
requirements,  or  are  handled  in  accord- 
ance with  subparagraph  (6)  of  this 
paragraph. 

(li  Minimum  grade.  Such  i>eache8 
shall  grade  at  least  Washington  Extra 
Fancy  Grade:  Provided.  "Riat  peaches 
which  grade  Washington  Fancy  Grade 
or  better  may  t»e  handled  If  they  are 
packed  in  the  Western  lug  box  or  the 
standard  peach  box. 

I  2  >  Minimum  size.  '  1 !  Such  peaches 
of  any  variety,  except  peaches  of  the  El- 
berta varieties  when  packed  in  any  con- 
tainer except  the  standard  peach  box, 
shall  measure  not  less  than  2^^,  inches 
in  diameter : 

I  ii  t  Such  peaches  of  any  variety  when 
packed  in  the  standard  peach  box  shall 
measure  not  less  than  2^\  inches  in  di- 
ameter; and 

I  iii  I  Such  peaches  of  the  Elberta  va- 
rieties, packed  in  any  container  shall 
measure  not  less  than  2*4  inches  m  di- 
Etmeter, 

i3i  Minimum  maturity.  Such  peaches 
shall  be  well  matured,  except  that  any 
lot  of  peaches  .shall  be  de«ned  to  have 
met  such  minimum  maturity  require- 
ment if  not  more  than  25  percent,  by 
count,  of  the  peaches  in  such  lot  are  ma- 
ture but  not  well  matured. 

'4i  Uruform  nrmihess.  Such  peaches 
In  indmdual  containers  shall  have  a 
reasonably  uniform  degree  of  firmness. 

'5'  Pack  lii  Such  peaches  in  loose 
or  jumble  packs  shall  be  In  containers 
of  a  capacity  equal  to  or  greater  than 
that  of  a  western  lug  box  and  shall  con- 
tain not  less  than  26  pounds  net  weight 
of  peaches  Provided.  That  such  con- 
tamers  of  i:>eaches  having  less  than  26 


pound.N   net  weight  may  be  handled  if 
such  containers  are  well  filled,  and 

liii  Such  peaches  other  than  peaches 
m  loose  or  jumble  packs  in  any  contain- 
ers shall  meet  the  standard  pack  require- 
ments as  set  forth  m  the  Wa.'^hington 
Standards  for  Peaches  (Order  No,  1212», 
or  the  US  Standards  for  Peaches  t7 
CFR  51  1210  et  seq  ) . 

i6>  NotwTth^tanding  any  other  provi- 
siOTis  of  this  section,  any  individual 
shipment  of  peaches  sold  by  the  pro- 
ducer or  at  an  estab'.L'^hed  packinghouse 
which  meets  each  of  ihe  following  re- 
quirements may  be  handled  without  re- 
gard to  the  provlsioi"i5  of  this  iJaragraph. 
of  5  921.41  (Assessments',  and  of  §921- 
55  (Inspection  and  Certification*   if: 

(1)  The  shipment  consists  of  peaches 
sold  for  hcMne  use  and  not  for  resale; 
and 

(il)  The  shipment  does  not.  in  the  ag- 
gregate, exceed  600  ;x>unds,  net  weight. 
*f  peaches, 

(c)  The  terms  "Wa.shington  Exti-a 
Fancy  Grade,"  "Washington  Fancy 
Grade,"  and  "mature"  shall  have  the 
same  meaning  as  when  used  in  the 
Washington  Standards  for  Peaches  (ef- 
fective October  18.  1971  is.'^ued  by  the 
State  of  Washington  Department  of  Ag- 
riculture: the  term  "well  matured"  shall 
mean  peaches  which  will  jneld  very 
slightly  to  moderate  pressure  at  the  su- 
ture or  blossom  end.  have  shoulders  and 
sutures  that  are  well  filled  out.  and  have 
skin  and  flesh  colored  s',.iificieiitly  that 
it  will  show  characteristic  varietal  color 
when  ripe;  the  term  ■loose  or  jumble 
pack"  shall  mean  that  the  peaches  are 
not  placed  in  the  container  m  rows.  cups. 
compartments,  or  otiierwise  are  not 
placed  m  the  container  m  symmet.'-ical 
order:  the  term  "standard  peach  lx)X" 
shall  mean  a  container  with  inside  di- 
mensions of  4^4  to  6  by  1 1 1-2  by  16  inches; 
the  term  "Western  lug  box"  .shall  mean 
any  container  with  inside  dimensions  of 
7  by  11 '2  by  18  inches,  the  term  "well 
filled"  shall  mean  that  the  level  of  fruit 
is  filled  at  least  to  the  t-op  edge  of  the 
container:  the  term  "diameter"  shall 
mean  the  greatest  distaiice  measured 
through  the  center  of  the  peach  at  right 
angles  to  a  line  running  from  the  stem 
to  the  blossom  end;  and  terms  used  in 
the  marketirig  agreement  and  order 
sJiall.  when  used  lierem,  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  marketing  agrc-ement  and 
order 

Dated:  June  6, 1977. 

Ch.\rles  R  Brader, 
Deputy     Director.     Fruit     and 
Vegetable    Diiision,    Agricul- 
tural Marketing  Service. 

■FV.   EXk  77-16361   Filed  6-8-77:8:45   am) 
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FEDERAL  ENERGY 
ADMINISTRATION 

[10  CFR  Part  212] 

PROPOSED  AMENDMENTS  TO  SUBPART 
K  OF  THE  MANDATORY  PETROLEUM 
PRICE  REGULATIONS  TO  PfMJVIDE  FOR 
RECOVERY  OF  INCREASED  PROCESS- 
ING AND  MARKETING  COSTS  BY 
SELLERS  OF  NATURAL  GAS  LIQUIDS 
AND  NATURAL  GAS  LIQUID  PRODUCTS; 
RECEIPT  OF  COMMENTS  AND  TESTI- 
MONY UPON  OTHER  OUTSTANDING 
ISSUES  UNDER  SUBPART  K 
AGENCY  Federal  Energy  Administra- 
tion. 

ACTION:  Notice  of  Proposed  Rulemak- 
ing and  Public  Hearing. 

SUMMARY:  The  Federal  Energy  Ad- 
ministration <FEA)  hereby  gives  notice 
of  a  proposed  rulemaking  and  public 
hearing,  for  the  purpose  of  amending 
Subpart  K  of  the  Mandators-  Petroleimi 
Price  Regulations  to  provide  detailed 
rules  for  the  passthrough  of  Increased 
processing  and  marketing  costs  In  the 
price  of  natural  gas  liquids  and  natural 
gas  liquid  products.  Also  proposed  are 
amendments  Intended  to  clarify  the  ap- 
pUcallon  of  Subpart  K  to  the  marketing 
operations  of  gas  processors.  Finally,  cer- 
tam  provisions  regarding  the  "banking" 
of  all  Increased  casts  and  required  cor- 
rections for  overrec-overy  of  such  costs 
are  proposed. 

It  Is  aLso  the  purpose  of  this  proceed- 
ing to  Identify  and  receive  commeaits 
and  (Insofar  as  is  feasible)  testimony 
concerning  other  outstanding  Issues  re- 
garding the  operation  of  Subpart  K.  In 
an  effort  to  provide  a  comprehensive  re- 
view of  Subpart  K  and  to  provide  a  basis 
for  any  necessar>-  further  revisions  to 
Subpart  K. 

DATES  Comments  by  Friday.  July  15. 
1977  4  30  p.m.;  Requests  to  speak  by 
Fildav.  June  24.  1977.  4:30  pm  :  hear- 
ing dates:  Washington  Hearing:  Wed- 
nesday. Julv  20.  1977.  9:30  a.m.:  Dallas 
Hearing:  Monday,  July  11.  1977.  9:30 
am  :  Denver  Hearing:  Thursday,  July 
14, 1977. 9:30  a.m. 

ADDRESSES:  All  comments  to  Execu- 
tive Communications.  Room  3317.  Fed- 
eral Energy  Administration,  Box  MD. 
Washington,  D.C  20461:  Requests  to 
speak;  Washington  Hearing;  Attn:  Ex- 
ecutive Communicatioris,  12th  and  Perm- 
cvlva:ilii  Avenue,  NW..  Room  3317,  Box 
MD  Washington.  D.C.  20461;  Dallas 
Hearmg  Federal  Energy  Administra- 
tion Attn:  Susan  Dickey.  Office  of  Com- 
pliance 2626  West  Mockingbird  Lane, 
Dallas,  Texas  75235;  Denver  Hearing: 
Federal  Energy  Administration,  Attn: 
K  Merica.  P.O.  Box  26247.  Belmar 
Branch  1075  South  Yukon  Street.  Lake- 
wood  Colorado  80226;  Hearing  location: 
Wa-'hlngton  Hearing:  Room  2105,  2000 
M  Street  NW  .  Washington,  DC.  20461: 
Dallas  Hearing:  Room  250,  2626  West 
Mockingbird  Lane,  Dallas,  Texas;  Den- 
ver Hearing:  Main  Post  Office  BuUdlng. 
Room  269.  18th  and  Stout  Street.  Den- 
ver Colorado  80201. 


PROPOSED   RUIES 

FOR  FTJRTHER  INFORMATION  CON- 
TACT: 

Robert  C.  Gillette  (Hearing  Proce- 
dures). 2000  M  Street,  NW..  Room 
2214B.  Washington.  D.C.  20461,  202- 
254-5201. 

Ed  Vllade  (Media  Relations^ .  12th  and 
Pennsylvania  Avenue.  NW.,  Room 
3104.  Washington,  D.C.  20461.  202- 
566-9833. 

Ed   Mampe    (Regulatory   Programs), 
2000  M  Street.  NW..  Room  2304,  Wash- 
ington. D.C. 20461, 202-254-7200, 
Cliff    G.    Russell    (Office    of    General 
Counsel! ,  12th  and  Pennsylvania  Ave- 
nue.  NW..    Room   5138.   Washington, 
D,C. 20461.  202-566-9567. 
SUPPLEMENTARY  INFORMATION: 
I.  Background  and  Sttmmary 

A.  Summary  of  Issues  Proposed  for 
Resolution  in  this  Rulemaking. 

B.  Summary  of  Other  Issues  upon 
which  Comments  are  Requested. 

n.  Proposed  Amfndments 
A.  Passthrough  of  Increased  Process- 
es Costs, 

B  Increased  Marketmg  Costs;  AppU- 
cation  of  Subpart  K  to  Marketing  Oper- 
ations of  Gas  Processors. 

C.  Banking  of  Increased  Costs:  Cor- 
rections for  Overrecovery  of  Increased 
Costs. 


in.  Other  Issues  Regarding  the 
Operation  of  Subpart  K 

A.  Limitations  Upon  Net-back  Obliga- 
tions of  Gas  Processors. 

B.  Allocation  of  Increased  Product 
Costs  Among  Firms.  __ 

C  Adjustment  for  "Unrepresentative 
Mav  1973  Costs  and  First  Sale  Prices. 

D.  Adjusted  May  15,  1973  NGL  Prices 
Based  Upon  "Discounts"  from  NGL 
Products  Prices. 

E.  Exclusion  of  Costs  Attributable  to 
Uncontrolled  Products. 

F.  Calculation  of  Increased  Costs  of 
Natural  Gas  Shrinkage. 

G.  Imputed  May  15.  1973  Prices  and 
Costs  under  Subpart  K. 

H.  Definition  of  a  "Gas  Plant."  or  of 
"Costs  Attributable  to  Gas  Plant  Opera- 
tions." for  Purposes  of  Computing  Proc- 
essing Costs  and  Determining  Adjusted 
May  15,  1973  Prices. 

I.  Treatment  of  Mixed  NGL  Products 
and  Partially  Fractionated  NGLs. 
rv.  Comment  Procedures 

.^    Written  Comments. 
B.  Public  Heai-ings. 

I.  Background  and  Sttmm.ary 

On  December  24,  1974  'effective  Janu- 
ary 1.  1975  >,  the  FEA  first  promulgated 
Subpart  K,  entitled  "Natural  Gas  Uq- 
ulds  "  to  the  Mandator>-  Petroleum  Price 
Regulations  i39  FR  44407.  December  24. 
19741 .  Prior  to  the  promulgation  of  Sub- 
part K.  the  prices  of  natural  gas  liquids 
(hereinafter  referred  to  as  "NGLs")  and 
natural  gas  liquid  products  (hereinafter 
referred  to  a«  "NGL  products") ,  whether 
produced  in   crude   oil   refineries  or  In 


natural  gas  processing  plants,  had  been 
regtilated  by  the  FEA  under  a  single  set 
of  provisions   (now  Subpart  E  of  Part 
212)    which  are  directed  primarily   to- 
ward crude  oU  refinery  operations.  The 
promulgation    of    Subpart    K    reflected 
FEA's  recognition  that  separate  treat- 
ment of  NGLs  and  NGL  products  pro- 
duced in  gas  plants  was  warranted,  in 
view  of  the  different  pricing  conditions 
applicable  to  NGLs  and  NGL  products 
derived  from  natural  gas,  the  difference 
in  the  nature  of  the  costs  Incurred  by 
gas  processors,  and  the  differences  be- 
tween gas  plant  operations  and  crude  oil 
refinery  operations.  In  view  of  the  im- 
portant role  played  by  such  NGLs  and 
NGL  products,  and  their  practical  sig- 
nificance to  the  scheme  of  FEA  regula- 
tions generally,  the  need  to  respond  to 
the  more  pressing  issues  was  apparent. 
The  FEA  recognized  at  that  time  that, 
while  Subpart  K  would  address  the  then 
more  salient  Issues  pertaining  to  the  ap- 
propriate costs  and  prices  of  NGLs  and 
NGL  products  produced  from  gas  plants, 
the  operation  of  Subpart  K  In  practice 
could  have  unforeseen  consequences  and 
raise  imforeseen  Issues  which  would  re- 
quire further  rerislons  to  that  subpart 
Since  that  time,  the  FEA  has  sought, 
through  specific  amendments  to  Subpai-t 
K,   rulings,   interpretations   and  excep- 
tions, to  address  a  number  of  particular 
Issues  which  have  been  raised  under  Sub- 
part K,  However,  continued  experience 
under  this  subpart  has  led  the  FEA  to 
the   tentative  conclusion  tiiat   at   least 
prospective  resolution  of  certain  broad 
issues,  through  adoption  in  this  rulemak- 
ing proceeding  of  appropriate  amend- 
ments to  Subpart  K.  is  now  both  neces- 
sary  and   appropriate.   These  proposed 
amendments  pertain  e.ssentially  to  tlie 
recovery    of    Increased    processing    and 
marketing  costs  in  the  prices  of  NGLs 
and  NGL  products. 

The  FEA  has  also  concluded  that  it  is 
now  appropriate  to  vmdertake  compre- 
hensive review  of  the  operation  of  Sub- 
part K,  and  that  receipt  of  public  com- 
ments and  testimony  identifying  and 
discussing  other  outstanding  Lssues  un- 
der Subpart  K  may  be  of  significant 
benefit  to  the  FEA  in  determining  how 
Subpart  K  may  be  further  revised  to  im- 
prove its  operation.  In  section  m..  below. 
the  FEA  Identifies  and  discusses  some  of 
the  more  salient  Issues  which  have  come 
to  its  attention,  aiid  upon  which  public 
comment  may  provide  a  basis  for  future 
rulemaking.  However,  the  FEA  also  en- 
courages commenters  to  identify  and  dis- 
cuss any  other  issues  which  tliey  believe 
require  regulator^'  action. 

A.  SUMMARY  OF  ISSUES  PROPOSED  FOR  RESO- 
LUTION IN  THIS   RULEMAKING 

The  FEA  proposes  to  amend  Subpart 
K  by  revising  and  adding  several  provi- 
sions, which  are  discussed  in  more  de- 
tail In  section  n.,  below,  to  accomplish 
the  following : 

1.  To  remove  the  present  ceilings  con- 
tained In  §  212.165  on  the  passthrough  of 
increased  non-product  costs  in  the  prices 
of  NGLs  and  NGL  products,  and  to  pro- 
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vide  in  lieu  thereof  a  mechanism  for  de- 
termining the  specific  allowable  In- 
creased processing  costs  which  may  be 
passed  tlirough  in  the  price  of  NGLs  and 
NGL  products: 

2.  To  provide  specifically  that  gas 
processors  may  pass  through  increased 
costs  of  marketing  NGL  products  (pro- 
pane, butane  and  natural  gasoline)  in 
the  prices  of  such  NGL  products,  in  a 
manner  essentially  parallel  to  that  which 
is  now  (under  a  final  rulemaking  issued 
by  FEA  on  AprU  25.  1977  (42  FR  22131, 
May  2.  1977) )  permitted  for  resellers 
under  Subpart  F; 

3  To  clarify,  on  a  prosrJective  basis 
and  mthout  prejudice  to  a  later  deter- 
mination regarding  the  appropriate 
treatment  of  past  practices,  that  except 
in  limited  situations  in  which  an  affili- 
ated entity  qualifies  as  a  reseller  eligible 
for  Subpart  F  treatment  under  §  212.91, 
Subpart  K  is  exclusively  applicable  to  all 
of  the  operations.  Including  marketing 
operations,  of  all  gas  processors  that  do 
not  refine  crude  oil.  regardless  of 
whether  such  operations  are  conducted 
directly  by  the  gas  processor  or  through 
a  separate  corporate  entity:  and 

4.  To  provide  specific  rules  regarding 
the  banking  of  all  Increased  costs,  and 
to  provide  an  express  requirement  to 
make  corrections  for  overrecovery  of  all 
increased  costs. 

B.  SUMMARY  OF  OTHER  ISSUES  UPON  WHICH 
COMMENTS    ARE    REQUESTED 

Itemized  below,  and  discussed  In  more 
detail  in  section  m.,  are  Issues  identi- 
fied by  the  FTIA  as  possibly  requiring  reg- 
ulatory revision  or  other  appropriate  res- 
olution and  upon  which  comments  and 
testimony,  if  appropriate,  are  requested. 
The  FEA  reiterates  that  the  ensuing  list 
is  not  necessarily  exhaustive  of  the  is- 
sues relating  to  Subpart  K  which  are  or 
may  be  outstanding,  and  that  com- 
menters are  encouraged  to  identify  and 
comment  upon  any  other  issues  which 
they  beUeve  are  of  general  significance 
and /or  can  feasibly  be  addressed  through 
appropriate  regulatory  revision.  Depend- 
ing upon  time  constraints  and  the  need 
to  establish  priorities  among  issues,  and 
subject  further  to  the  general  rules  ap- 
plicable to  its  hearings,  the  FEA  will 
attempt  to  accommodate  requests  to  tes- 
tify on  the  ensuing  listed  issues  and  on 
any  other  issue  identified  by  commenters 
and  determined  by  FEA  to  be  appropri- 
ate for  testimony. 

1.  Whether  the  FEA  feasibly  can  and 
properly  should  provide  a  mechanism  for 
limiting  gas  processors'  net-back  obli- 
gations, so  that  net-back  interests  are 
not  permitted  to  receive  payments  based 
on  first  sale  prices  to  the  extent  such 
prices  reflect  the  recovery  of  increased 
costs  Incurred  by  the  processor:  and,  if 
such  limitations  should  be  impased,  what 
mechanism  for  accomplishing  that  pur- 
pase  should  be  adopted, 

2  Whether  the  F^A  should  amend 
Subpart  K  to  provide,  in  the  manner  pro- 
posed for  increased  processing  and  mar- 
keting costs  in  this  proposed  rulemaking, 
that  Increased  product  costs  shall  be  per- 
mitted to  be  passed  through  only  In  the 


prices  of  NGLs  and  NGL  products  sold 
by  the  firm  which  actually  incurs  or  is 
deemed  to  have  incurred  such  increased 
product  costs. 

3.  Whetiier  Subpart  K  should  be  fur- 
ther amended  to  provide  that,  where  ac- 
tual costs  incurred  in  May  1973  or  actual 
fii-st  sale  prices  on  May  15,  1973,  as  de- 
termined imder  Subpart  K  or  pursuant 
to  the  "new  item"  rule  of  §  212.111,  are 
not  reasonably  representative  of  costs 
incurred  or  prices  charged  during  the 
relevant  general  period,  the  FEA  may 
permit  or  require  the  use  of  average  costs 
or  prices  during  a  longer  period,  such  as 
the  firm's  entire  fiscal  or  calendar  quar- 
ter (or  fiscal  or  calendar  year>  which  in- 
cludes the  day  or  month  otherwise  ap- 
plicable under  present  Subpart  K  or 
§  212.111. 

4.  'Whether  the  FEA  should  amend 
current  §  212.164(b)  to  eliminate  the 
present  "discount"  basis  upon  which 
May  15,  1973  first  sale  prices  of  NGLs 
are  permitted  to  be  adjusted  when  the 
NGL  products  seller  uses  adjusted  May 
15.  1973  first  sale  prices  under  5  212.164 
(a),  and  either  (a)  base  the  adjusted 
NGL  price  upon  the  objective  May  15, 
1973  price  differential  between  such 
NGLs  and  the  NGL  products  derived 
from  the  NGL  product  seller's  plant  at 
which  such  NGL*  were  fractionated,  or 
(b)  permit  the  NGL  seller  generally  to 
adjust  Its  May  15.  1973  first  sale  price  to 
all  purchasers  up  to  a  specified  uniform 
amount  <e.g..  up  to  one-half  cent  per 
gallon  less  than  the  swijustments  per- 
mitted NGL  product  sellers  imder  §  212.- 
164(a)). 

5.  'Whether  the  FEA  should  amend 
current  §  212.167(a)  to  exclude,  from  the 
amount  of  increased  product,  prcx-esslng 
and  marketing  costs  available  for  recov- 
ery in  the  prices  of  NGL  products,  those 
costs  attributable  not  coily  to  ethane  but 
also  to  other  products,  such  as  helium, 
nitrogen  and  sulfur,  which  are  frequently 
contained  in  wet  natural  gas  streams  but 
which  are  not  themselves  controlled 
products  imder  FEA  regulations. 

6.  'Whether  the  FEA  should  provide  for 
a  different  or  alternative  method  of  cal- 
culating increased  costs  of  natural  gas 
shrinkage  under  Subpart  K  and  FEA 
Ruling  1975-18.  in  order  to:  (a)  estab- 
lish a  fixed  base  period  cost  of  shrinkage 
for  "new  streams";  ib)  address  the  phe- 
nomenon of  "negative  shrinkage"  (i.e.. 
decreased  shrinkage  costs);  and  or  (c» 
permit  the  recovery  of  increased  costs  of 
natural  gas  shrinkage  in  cases  in  which 
the  residue  gas  is  not  sold  pursuant  to  a 
pre-existing  contract  of  sale. 

7.  'Whether  Subpart  K  should  be 
amended  to  provide  specific  rules,  appli- 
cable in  particular  situations,  concern- 
ing the  appropriate  May  1973  cost  and 
price  levels  for  NGLs  or  NGL  products 
which  are  or  may  be  "new  items."  and  for 
other  situations  in  which  actual  May 
1973  costs  and  prices  are  not  available. 

8.  Whether  the  FEA  should  amend  the 
current  definition  of  "gsis  plant."  con- 
tained in  5  212.162,  in  order  to  specify 
with  greater  p>articularlty  the  facilities 
which  constitute  a  gas  plant  for  pur- 
poses  of   applying   the   processing   cost 


rules  of  §  212.165  and  the  imputed  price 
rules  of  §  212  164.  In  connection  with  this 
issue,  the  FEA  requests  comments  upon 
whether  the  definition  of  a  "gas  plant." 
or  the  concept  of  "costs  attributable  to 
gas  plant  operations,"  should  be  ex- 
panded to  permit  tlie  recovery  of  in- 
creased costs  associated  with  facilities 
(such  as  gathering  hnesi  which  do  not 
appear  presently  to  be  covered  by  the 
definition  of  a  "gas  plant,";  or  whether 
such  increased  "gas  gathering"  costs 
should  be  treated  as  increased  product 
costs  in  a  mamier  analogous  to  the  treat- 
ment of  transportation  costs  as  "costs  of 
crude  oil"  under  Subpart  E. 

9.  'Whether  the  FEA  should  amend 
Subpart  K  to  clarify  the  pricing  and 
costing  treatment  of  partially  fraction- 
ated NGLs  and  mixed  NGL  products. 

n.  Proposed  Amendments 

In  the  ensuing  discussion  in  this  sec- 
tton,  the  background  *or  current  situa- 
tion), which  the  FEA  has  tentatively 
concluded  warrajits  the  amendments  to 
Subpart  K  which  are  specifically  pro- 
posed herein,  will  be  briefly  discussed, 
and  then  the  intended  operation  of  and 
Issues  pertaining  to  the  amendments 
themselves  are  discussed.  Commenters 
are  urged  to  make  as  comprehensive  a 
review  of  the  prc^xised  amendments  as 
possible,  with  regard  not  only  to  the  text 
thereof  but  also  with  regard  to  tlielr 
context,  both  within  Subpart  K  and  in 
relation  to  other  pertinent  .subparts 
(e.g..  Subparts  E  and  F' .  The  FEA  may 
consider  any  additional  and  collateral 
amendments  to  Subpart  K  <and  other 
appropriate  subparts)  which  are  neces- 
sary to  effectuate  the  intent  of  these 
prc^x>sals  to  be  within  the  scope  of  this 
proposed  rulemaking  and  :t  accordingly 
reserves  the  option  to  make  anj*  such 
additional  amendments  as  part  of  a 
final  rulemaking  In  this  proceeding,  with- 
out further  notice  of  proposed  rulemak- 
ing with  respect  thereto.  The  FEA  also 
reserves  the  option  to  adopt  the  amend- 
ments proposed  herein  in  part  rather 
than  in  their  entirety. 

A  PASSTHROUGH  OF  INCREASED 
PROCESSING  COSTS. 

1,  Background.  In  promulgating  Sub- 
part K.  the  FEA  recognized  that  the 
calculation  of  increased  non-product 
costs  and  the  proper  method  of  recovery 
of  such  increased  costs  was  particularly 
complicated  with  respect  to  gas  plant 
operations,  principally  because  of  the 
multitude  and  dispersion  of  gas  plants, 
the  varied  patterns  of  equity  interests 
in  gas  plants  and  gas  plant  production, 
and  the  wide  variety  of  contractual  ar- 
rangements among  firms  concerning  gas 
plant  operations.  In  view  of  this  com- 
plexity, the  FEA  determined  that  It 
would  not  then  provide  a  method  or 
formula  for  permitting  the  automatic 
passthrough  of  increased  non -product 
costs  in  the  prices  of  NGLs  and  NGL 
rwoducts  produced  at  gas  plants,  but 
would  rather  generally  permit  the  pass- 
through  of  actual  (undefined*  increased 
non-product  costs  attributable  to  gas 
plant  operations  up  to  an  amount  equal- 
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ling  $.00  per  gallon  for  NGL  products 
and  $.00375  per  gallon  for  NGLs.  Such 
limitations  or  "ceilings"  are  pre.?ently 
contained  In  5  212.165.  However,  it  was 
not  tlie  FEA's  policy  that  actual  in- 
increased  non-product  costs  In  excess  of 
these  limitations  should  not  be  recovered 
In  NGL  and  NGL  product  prices;  the 
limitations  presently  contained  In 
5212  165  were  rather  considered  to  be 
a  matter  of  admlnLstratlve  necessity  in 
view  of  the  complexities  previously  dis- 
cussed. Therefore,  giis  processors  that 
Incurred  Increased  non-product  costs  In 
excess  of  the  regulatory  ceilings  were 
(and  are  now  both  required  £md  gen- 
erally permitted  to  utilize  the  exceptions 
process  In  order  to  recover,  on  a  case- 
by -case  and  plant-by -plant  basis,  such 
excess  mcreased  non-product  costs. 

Ga^  processors  have  with  increasing 
frequency  availed  themselves  of  the  ex- 
ceptions process  in  order  to  recover  In- 
creased non-product  costs  in  excess  of 
the  limitations  presently  contained  In 
5  212.165.  The  large  majority  of  these 
requests  have  involved  a  common  situa- 
tion In  which  the  gas  processors  have 
claimed  that  the  actual  costs  of  process- 
tog  to  a  particular  plant  or  plants  have 
substantially  exceeded  the  present  limi- 
tations of  {  212.165.  Such  situations  have 
become  sufficiently  common  that  the 
Office  of  Exceptions  and  Appeals  has 
adopted  the  general  rule  that,  where  the 
gas  processor's  cost  records  substantiate 
Its  claim  that  actual  tocreased  non- 
product  costs  substantially  exceed  the 
permitted  recovery  under  §  212.165,  Its 
request  for  exception  will  ordtoarlly  be 
granted.  (The  Office  of  Exceptions  and 
Appeals  has  also  adopted  certato  sub- 
sidiary rules  and  presumptions  to  apply- 
tog  the  above  staed  general  rule.  How- 
ever, these  rules  and  presumptions  will 
not  be  discussei  hereto  except  where 
relevant  to  Issues  regardtog  the  proper 
proepective  application  of  the  more  com- 
prehensive tocreased  processtog  cost 
passthroughs  proposed  hereto.) 

With  the  accumulation  of  experience 
under  the  exceptions  proems  and  also 
under  the  tocreased  non-prcxluct  cost 
passthrough  provisions  of  Subpart  E.  the 
FEA  has  tentatively  concluded  that  it 
may  be  feasible  to  suiopt  a  more  com- 
prehensive approach  to  tocreased  proc- 
esstog cost  passthroughs  under  Subpsirt 
K.  The  FEA  has  concltided  that  it  would 
be  desirable  to  provide  to  the  regulations 
for  such  passthroughs.  if  and  to  the 
extent  feasible,  rather  than  to  relegate 
gas  processors  to  the  exceptions  process. 
As  todicated  by  the  precedtog  discussion. 
It  has  never  been  the  policy  of  the  FEA 
to  deny  to  gas  processors  the  recovery 
of  actual  tocreased  non-prdouct  costs 
attributable  to  gas  plant  operations,  pro- 
vided that  a  means  can  be  devised  for 
properly  dehntog  the  appropriate  costs 
and  limiting  the  recovery  thereof  so  as 
to  prevent  unjustified  tocreases  to  the 
pnres  of  any  NGLs  and  NGL  products. 

2  Proposed  Amendments.  Proposed 
5  212.165  Is  totended  to  suxomplish  the 
objective  of  permltttog  gas  processors  to 
pass  through  actual  tocreased  processing 
coits  attributable  to  gas  plant  operations. 


without  regard  to  the  $.005  per  gallon 
limitation  contained  to  present  j  212.165, 
but  subject  to  the  conditions,  limitations. 
and  definitions  contamed  to  proposed 
§  212.165. 

As  discussed  heretoafter  to  section 
n.B..  there  has  evidently  been  some  un- 
certainly concerning  whether  the  phrase 
"non-product  costs  attributable  to  gas 
plant  operations,"  contained  to  present 
§  212.165.  means  only  the  costs  of  proc- 
essing natural  gas  to  derive  NGLs  or  NGL 
products  or  also  Includes  the  costs  of 
marketing  the  NGLs  and  NGL  products 
prcxluced  in  gas  plants.  Proposed  S  212.- 
165  would  be  applicable  only  to  process- 
tog  costs:  whereas  proposed  §  212.166 
•  discussed  in  section  II.B.i  would  be  ap- 
plicable only  to  markettog  costs. 

Proposed  5  212.165  would  permit  "a 
firm"  to  tocrease  the  prices  of  NGLs  and 
NGL  products  "which  it  sells"  to  reflect 
actual  tocreased  processing  costs  "which 
It  has  tocurred."  The  allowable  categories 
of  processtog  costs  which  may  be  used  to 
calculattog  Increased  processing  costs  are 
defined,  and  taclude  depreciation,  labor, 
plant  fuel,  matotenance,  certato  over- 
head, certain  taxe.s.  utilities,  and  toterest. 
(See  text  of  proposed  §  212.165(b)  (2).) 
The  allowable  processing  costs  are  to- 
tended generally  to  parallel  those  allowed 
crude  oil  reftoers  with  respect  to  their 
reftoery  operations,  tocludtog  those  addi- 
tional categories  provided  to  the  FEA's 
recent  rulemaktog  concerning  tocreased 
non-product  costs  under  Subpart  E  (42 
FR  5023.  January  27.  1977) .  As  to  that 
rulemaktog.  certato  general  accounttog 
pr(X'edures  are  required  to  the  calctila- 
tion  of  pr(x:esstog  costs  and  to  the  assign- 
ment of  sudti  costs  to  the  proper  cate- 
gory. Specifically,  the  firm  must  use 
generally  accepted  accounttog  methods 
which  have  been  historically  and  con- 
sistently applied  by  it,  must  depreciate 
rather  than  "expense"  capital  tovest- 
ments.  and  must  prorate  extraordtoary 
or  irregular  expenses. 

Also  like  the  approach  taken  to  the 
recent  Subpart  E  rulemaktog,  processing 
cost  tocreases  wt)uld  be  measured  on  an 
"output-adjusted,"  or  per  unit,  basis, 
rather  than  in  absolute  total  dollar 
amounts.  That  is,  processtog  costs  for  the 
ciorrent  month  would  be  measured  by  dl- 
vidtog  (1>  total  allowable  costs  (calcu- 
lated separately  for  each  category  and 
added  together)  tociu-red  by  a  firm  dur- 
tog  the  current  month  at  the  gas  plant  or 
plants  in  question  by  (2)  the  volumes  of 
NGLs  and  NGL  products  owned  by  the 
firm  and  produced  to  that  plant  or  plants 
durtog  the  current  month.  The  process- 
tog costs  for  such  plants  would  thus  be 
expressed  to  terms  of  so  many  cents  per 
gallon.  A  similar  per  unit  cost  figure 
would  be  derived  for  May  1973  by  ustog 
May  1973  total  costs  and  volumes.  The 
difference  between  current  month  per 
unit  processing  costs  and  May  1973  per 
unit  processtog  costs  would  then  be  mul- 
tiplied by  the  volume  of  NGLa  and  NGL 
products  owned  by  the  firm  and  produced 
to  that  plant  or  plants  for  the  current 
month,  and  the  resulting  amount  would 
represent    tocreased     processing    costs 


available  for  passthrough  to  sales  by  the 
firm  durtog  the  current  month. 

Proposed  J  212.165  would  also  limit  the 
amount  of  tocreased  processtog  costs 
available  for  recovery  by  any  firm  to  only 
those  costs  actually  tocurred  (or  deem«l 
to  have  been  tocurred )  by  the  firm.  Spe- 
cifically, proposed  §  212.165(c)  (3*  would 
establish  the  general  rule  that  only  the 
firm  directly  liable  to  pay  the  actual  to- 
creased processtog  costs  (e.g..  wages  for 
Its  employees >  would  be  entitled  to  in- 
crease its  selling  prices  by  reason  of 
such  tocreases.  However,  proposed 
5  212.165(c)  (3)  then  seeks  to  address  and 
account  for  contract  payments  between 
firms  which  are  "separate"  but  which  are 
"related"  to  the  sense  that  they  each 
have  an  interest  to  one  or  more  of  the 
same  gas  plants  or  to  the  production 
from  such  plant  or  plants.  PajTnents  be- 
tween such  firms  may  amount  to  effect 
to  a  reimbursement  to  the  firm  that  has 
actually  and  directly  tocurred  allowable 
costs,  and  they  create  a  recognizable 
"cost"  to  the  reimbursing  firm.  To  the 
extent  that  such  payments  have  this 
effect  of  shifting  the  burden  of  the  per- 
ttoent  imderlying  allowable  cost,  the  re- 
imbursing firm  Is  logically  entitled  to 
pass  them  through  to  Its  sales,  provided 
that  a  means  can  be  devised  for  present- 
tog  recovery  of  the  same  costs  in  sales 
by  any  other  firm.  Thus,  these  contract 
payment  provisions,  If  they  prove  feasi- 
ble, would  have  the  effect  of  recognizing 
"processtog  fee"  pa^-ments,  whether 
made  to  cash  or  to  ktod. 

Proposed  S  212.165  would  also  provide 
certato  rules  regarding  the  sales  in  which 
tocreased  processtog  costs  are  recover- 
able. In  particular,  increased  processtog 
costs  would  be  required  to  be  aggregated 
and  allocated  to  products  on  the  same 
basis  upon  which  product  costs  are  ag- 
gregated under  present  §  212.167(b)  (i.e., 
by  stream,  by  plant,  or  across  plants). 
(However.  proposed  5  212.165(b)(3) 
would  ensure  that  any  such  aggregation 
does  not  result  to  a  May  1973  cost  basis 
of  zero  for  any  plant.)  It  Is  also  proposed 
that  the  provisions  of  present  $212,167 
which  pertato  to  the  exclusion  of  to- 
creased costs  attributable  to  ethane 
(5  212.167(a)).  the  allocation  of  to- 
creased costs  to  propane  (5  212.167(c)). 
and  the  allocation  of  tocrease  costs 
among  classes  of  purchaser  (§212.167 
(e)  ),  would  apply  to  the  recovery  of  to- 
creased processtog  costs  as  well  as  to  to- 
creased product  costs. 

Finally,  a  proposed  new  I  212.169. 
which  would  apply  to  all  tocreased  costs, 
product,  processtog  or  marketing,  would 
permit  the  "banktog "  of  any  currently 
unrecovered  tocreased  processing  costs, 
to  be  available  for  recovery  to  subsequent 
months,  subject  however  to  certain  limi- 
tations on  Uie  amount  by  which  prices 
can  be  tocreased  to  any  month  by  rea- 
son of  the  application  of  "banked"  to- 
creased costs.  (Proposed  5  212.169  Is  dis- 
cussed to  greater  detail  to  section  II.C , 
below.) 

The  FEA  requests  comments  and  eval- 
uation regardtog  Its  proposed  handling  of 
tocreased  processtog  caste.  In  pcutlcular, 
and    without   llmlttog    commentera    to 
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these  Issues,  the  FEA  seeks  evaluation 
and  comment  upon  certato  Issues  which 
are  briefly  discussed  below. 

(a*  Categories  of  Allowable  Processina 
Costs.  As  previously  todicated,  the  cate- 
gories of  allowable  processing  costs  (set 
forth  to  proposed  5  212.165(b)(2))  are 
totended  generally  to  parallel  those  per- 
mitted crude  oil  reftoers  with  respect  to 
their  refinery  operations.  However,  there 
are  some  differences  to  the  desclption  of 
these  categories,  primarly  in  an  effort  to 
avoid  the  necessity  for  complicated 
formulae  but  also  to  reflect  differences  to 
the  situation  of  gas  processor.":  from  that 
of  crude  oil  refiners. 

The  FEA  believes  that  the  general  cost 
categories  used  for  Subpart  E,  and  the 
general  poUcy  considerations  for  llmlttog 
certain  costs  m  those  categories  under 
that  subpart,  are,  with  some  exceptions, 
generally  valid  for  gas  processors  as  well. 
This  tocludes  the  requirement  to  apply 
certain  accounting  procedures  for  certain 
Items  such  as  depreciation  and  extraordi- 
nary or  irregular  expenses.  However,  the 
PEA  solicits  comments  on  the  adequacy 
of  Its  description  of  allowable  increased 
processing  costs  with  respect  to  gas  proc- 
essors. Gas  processors  that  also  refine 
crude  oil  should  bear  to  mind  that  they 
are  required  under  present  5  212.161(b) 
(2)  to  calculate  their  tocreased  costs  for 
NGLs  and  NGL  products  produced  to  gas 
plants  under  Subpart  K  rather  than  Sub- 
part E. 

<i>  Depreciation.  As  proposed,  in- 
creased depreciation  costs  would  not  be 
allowed  for  gas  plants  where  the  prod- 
ucts produced  from  such  plants  receive 
an  adjusted  May  15,  1973  price  under 
5  212.164(c)-(e)  (pertaining  to  plants 
which  are  constructed  or  exr>anded  after 
January  1,  1975).  This  Is  to  reflect  the 
fact  that  the  "Incentive"  for  such  con- 
struction or  expansion,  represented  by 
the  tocreased  adjusted  price,  has  the 
effect  of  allowing  a  recovery  of  costs  for 
gas  plant  facilities  and  equipment  which 
could  not  otherwise  be  recovered  under 
Subpart  K.  However,  a  firm  would  be 
given  the  option  of  using  actual  May  15, 
1973  prices  in  lieu  of  the  adjusted  price, 
and  to  conjunction  therewith  would  have 
the  right  to  claim  depreciation  cost  to- 
creases for  those  plants. 

The  FEA  recognizes  that  some  price 
tocentive  has  been  necessary,  to  order  to 
stimulate  additional  plant  construction 
and  thereby  to  bring  about  an  increase  in 
NGL  and  NGL  product  supply.  It  also 
recognizes,  as  discussed  in  section  III- 
G.l.a..  that  to  certain  circumstances  an 
additional  tocentive  may  be  required. 
However,  tlie  FEA  also  believes  that  the 
allowance  of  tocreased  costs  of  deprecia- 
tion should  serve  as  such  an  incentive, 
at  least  for  those  processors  that  have 
established  May  1973  depreciation  costs 
and  for  whom,  therefore,  any  increased 
levels  of  capital  tovestment  made  stoce 
that  time  would  be  reflected  in  increased 
depreciation  costs. 

However,  the  FEA  solicits  commenters' 
views  regarding  the  proper  Interactiwi 
between  the  adjusted  May  15,  1973  price 
for  new  plants  under  §  212.164(c)-(e) 
and  the  passthrough  of  depreciation  cost 
increases  as  proposed  herein. 


Previously,  the  Office  of  Exceptions  and 
Appeals  has  not  permitted  the  recovery 
of  depreciation  cost  tocreases  which  were 
to  excess  of  the  cefltog  contained  to  pres- 
ent 5  212.165,  on  the  basis  that  such 
"costs"  do  not  represent  actual  "out-of- 
pocket"  cash  outlays  for  which  excep- 
tion relief  would  be  appropriate.  How- 
ever, as  the  period  of  controls  lengthens. 
It  appears  appropriate  to  the  FEA  to  rec- 
ognize and  permit  the  passthrough  of 
such  tocreased  costs,  to  order  to  reflect 
recognition  of  the  fact  that  gas  plants 
are  agtog  and  to  provide  the  necessarj- 
stimulus  for  continued  plant  construction 
and  reconstruction.  However,  the  FEA 
requests  comments  on  the  need  for  and 
propriety  of  recognizing  this  category 
of  processtog  costs  under  all  of  the  pres- 
ent regulatory  circumstances. 

lui  Plant  fuel.  Plant  fuel  costs  are 
treated  differently  to  the  proposed  5  212- 
165  than  to  Subpart  E,  In  two  respects. 
First,  where  (as  Is  frequently  the  case) 
some  of  the  natural  gas  processed  at  the 
gfts  plant  is  utilized  as  plant  fuel,  to- 
crea^^ed  costs  attributable  thereto  are 
preser.tlj-  accounted  for  as  Increased 
product  costs.  I.e..  as  tocreased  costs  of 
natural  gas  shrinkage,  under  FEA  Rul- 
ing 1975-18.  (Of  course,  natural  gas 
shrinkage,  tocludtog  shrinkage  attribut- 
able to  the  use  of  processed  gas  as  plant 
fuel,  can  occur  only  with  respect  to  plants 
to  which  extraction  of  the  liquids  from 
the  gas  stream  occurs,  and  not  with  re- 
spect to  separate  NGL  fractionation 
plants  in  which  only  the  NGL  stream  Is 
being  processed.)  If  such  costs  continue 
to  be  so  streated  as  natural  gas  shrink- 
age, they  obviously  should  not  also  be 
accounted  for  as  tocreased  processing 
costs.  In  addition,  since  the  Increased 
"costs"  associated  with  the  use  of  such 
processed  nat\u-al  gas  as  plant  fuel  gen- 
erally do  not  represent  actual  cash  out- 
lays, and  to  view  of  the  difficulty  of 
measuring  and  valutog,  as  a  discrete 
quantity,  the  amount  of  processed  gas 
which  Is  cycled  back  toto  plant  fuel,  the 
FEA  beheves  that  such  costs  are  more 
easily  ajid  appropriately  treated  as  nat- 
ural gas  shrinkage  costs  under  Rultog 
1975-18.  Accordtogly.  the  FEA  proposes 
to  exclude  such  costs  from  the  plant  fuel 
processing  cost  category.-. 

Second,  proposed  5  212.165  does  not 
provide  a  fuel  efficiency  tocentive.  which 
is  an  option  pro\ided  to  crude  oil  reftoers 
I  if  they  do  not  also  claim  depreciation 
on  fuel  conservation  equipment*  under 
the  amended  Subpart  E.  However,  since 
gas  processors,  unlike  crude  oil  refiners, 
liavo  not  previously  utilized  the  tocentive 
formula,  and  to  view  of  the  fact  that  fuel 
conserv'ation  investmenU;  may  be  depre- 
ciated, the  FEA  has  tentatively  concluded 
liiat  provision  of  such  an  tocentive  may 
not  be  sufficiently  productive  to  justify 
the  admtoistrative  difficulties  which  it  is 
likely  to  create  for  the  FEA  and  for  gas 
processors.  Among  other  complicattog 
factors  in  the  use  of  such  a  formula 
would  be  the  necessity  to  "factor  out"  the 
volumes  of  natural  gas  proces.sed  at  the 
gas  plant  which  are  utilized  as  plant  fuel 
and  which,  therefore,  would  be  recovered 
in  costs  of  naturr.l  gas  shrinkage.  More- 


over due  to  basic  differences  in  the  na- 
ture of  gas  plant  operations  from  those 
of  crude  oil  refineries,  even  to  an  efficient 
gas  plant  the  quantity  of  liquids  recov- 
ered may  tend  over  time  to  decline  faster 
tlian  the  rate  of  fuel  utilization.  As  gas 
field  reserves  are  depleted,  the  volumes 
available  for  processing  in  a  given  gas 
plant  may  decrease,  the  inlet  gas  pres- 
sure may  decltoe.  and  the  gas  may  be- 
come less  "rich"'  In  terms  of  Uquid  con- 
tent Each  of  these  trends  would  tend  to 
affect  fuel  consumption  per  unit  of  liquid 
vol'ome  produced  adversely  Under  these 
conditions,  the  use  of  tlie  reftoers'  fuel 
efficiency  tocentive  may  not  be  effective 
However,  the  FEA  wishes  to  consider 
whether  it  should  and  can  feasibly  pro- 
vide an  appropriate  tocentive  for  fuel 
conservation,  particularly  in  \  icw  of  the 
current  natural  gas  storage  and  in  view 
of  the  fact  that  plant  fuel  may  account 
for  a  considerable  portion  of  the  reduc- 
tion to  processed  gas  available  for  sale 
(especially  to  the  older,  less  efficient 
plants') .  Accordtogly.  FEA  requests  com- 
menters' views  as  to  ways  to  which  It  can 
provide  such  an  tocentive.  The  FEA  will 
consider  the  alternative  of  reraovtog 
plant  fuel  from  the  category  of  shrinkage 
costs  altogether,  and  treattog  It  exclu- 
sively as  a  processing  cost  If  this  can 
feasibly  be  done,  Uien  It  may  be  possible 
to  provide  an  tocentive  formula  substan- 
tially along  the  Itoes  of  that  provided  for 
crude  oO  refiners  under  Subpart  E  For 
example,  It  may  be  pcssiblc  to  permit 
optional  plant-by -plant  calculation  of 
plant  fuel  costs  under  a  formula  substan- 
tially similar  to  that  permitted  refiners 
(eg.,  tocreased  costs  per  unit  of  energv- 
consumed  as  plant  fuel  multiplied  by  the 
Toltmie  of  NGLs  recovered  to  the  current 
month,  and  multiplied  by  the  amount  of 
energy  consumed  as  plant  fuel  per  unit 
or  NGLs  recovered  to  May  1973 )  for  those 
plant.":  to  which  such  a  formula  would 
permit  higher  tocreased  cost  pass- 
throughs and  thus  presumably  prov  ide  a 
meantogful  fuel  conservation  incentive 
The  FE.^  requests  comments  regardtog 
whether  it  would  be  feasible  for  this  pur- 
pose to  measure  the  amount  of  processed 
gas  which  is  lised  as  plant  fuel  Sugges- 
tions as  to  the  most  appropriate  method 
of  valutog  such  gas  for  these  purposes  are 
also  requested.  Comments  and  sugges- 
tions are  also  requested  concemtog  other 
possible  means  of  Implementing  a  fuel 
efficiency  tocentive. 

(bi  Accounting  for  Contract  Costs 
(Including  Processing  FeesK  Determi- 
nation of  Which  Firm  is  Entitled  to  Pass 
Through  Increased  Processing  Costs 
Present  Subpart  K  contains  no  express 
pro\isions  regarding  the  matter  of  which 
firm  is  entitled  to  claim  tocreased  proc- 
essing costs.  Pre.--ent  §  212  165  provides 
only  that  actual  non-product  costs  'at- 
tributable to  gas  plant  operations  >  may 
be  passed  through  to  NGLs  and  NGL 
product^  up  to  the  specified  amount  per 
gallon  Proposed  ?  212.165,  in  conjunc- 
tion with  providing  for  the  "automatic" 
passthrough  ol  tocreased  prcKesstog 
costs,  seeks  to  provide  an  express  regu- 
latory basis  for  allocation  of  such  costs 
among  variou"^  firrr.';  which  may  In  some 
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fashion  share  in  the  costs  and  output  of 
one  or  more  plants.  It  also  seeks  to  estab- 
lish that  increased  processing  costs  may 
be  passed  through  only  by  the  firm  which 
incurs  tor  is  deemed  to  have  incurred) 
such  costs. 

The  necessity  of  providing  a  method  of 
allocating    increased     processing    costs 
among  different  firms  derives  from  the 
fact  that  ownership  of  a  gas  plant,  and/ 
or  ownership  of  the  production  from  a 
gas  plant,  is  frequently  not  limited  to  a 
single  firm.  Often  a  gas  plant,  or  the 
liquid  production  from  a  gas  plant,  is 
owned  bv  several  firms.  However,  even 
where  the  interests  in  a  gas  plant  or  gas 
plant  production  are  multipartite,  a  sin- 
gle firm  typically  undertakes  to  operate 
the  plant,'  on  its  own  behalf  and  on  be- 
half of  the  other  interests.  This  operator 
is  the  firm  that  typically  incurs  the  actual 
processing   costs   in   the   first   instance. 
However,  this  firm  may  then  be  reim- 
bursed by  the  other  Interests,  either  in 
proportion  to  their  interests  or  in  some 
other  agreed  upon  fashion.  This  reim- 
bursement may  be  in  cash,  or  it  may  Uke 
the  form  of  an  in-kind  transfer  of  a  por- 
tion of  the  liquids  Or.  rather  than  being 
reimbursed  on  the  ba.'^is  of  an  after-the- 
fact  determination  of  costs  and  shares, 
the  operator  may  receive  a  specified  cash 
amount  per  uhit  of  volume  processed  or 
a  specified  percentage  of  the  liquids  pro- 
duced I  above  any  amounts  deriving  from 
the  operator's  interest,  if  any.  In  the  gas  > 
as  compensation  for  processing  services. 
The  same  types  of  arrangements  may 
be  made  between  firms  In  cases  in  whlcb 
one  of  the  firms  has  no  continuing  inter- 
est in  the  gas  plant  or  in  its  production, 
but  from  time  to  time  or  for  a  period  of 
time  has  its  gas  stream  processed  by  the 
other  as  an  "accommodation." 

In  either  of  these  cases,  there  Is  a  need 
to  determine  what  Increased  costs  may 
be  passed  through,  and  by  which  firm. 
Proposed  5  212  leS'ci  '  3'  attempts  to 
provide  the  basis  for  making  these  de- 
terminations. The  specific  proposed  rules 
for  allocating  costs  are  dlscu.-.sed  sub- 
sequentlv  However,  in  order  to  under- 
stand the  intended  operation  of  these 
rules.  It  is  necessary  to  define  some  new 
concepts  and  terminologv'.  Proposed 
5  212.165  introduces  a  concept  which  Is 
somewhat  new  to  the  Mandator>-  Petro- 
leum Price  Regulations,  viz.,  the  concept 
of  "related  entitles."  "Related  entities" 
are  firms  which  are  .separate  and  inde- 
pendent. 1  e  ,  which  are  not  affiliated  with 
or  controlled  by  the  other,  but  which 
each  have  an  interest  in  one  or  more  of 
the  same  gas  planus  or  in  the  production 
from  such  plant  or  plants  "Related  en- 
tities" are  also  those  separate  and  m- 
dependent  firms  which  are  in  the  busi- 
ness of  selling  products  which  are  •  or  at 
any  time  were*  "covered  products"  un- 
der the  Mandator>-  Petroleum  Price  Reg- 
ulation.>.  whether  or  not  such  firms  have 
an  interest  in  one  or  more  of  the  same 
gas  plants  or  in  the  production  from  such 
plant  or  plants.  Proposed  5  212.165<c>  t3> 
attempts  to  provide  specific  rules  for  the 
allocation  of  costs  among  such  "related 
entities  "  Thus.  It  would  not  generally 
modify  the  "one-firm"  concept,  because 
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it  applies  only  to  payments  between  firms 
which  are  not  affiliated  with  or  controlled 
by  the  other;  but  it  would  recognize  that 
specific  arrangements  among  such  firms 
regarding  gas  plant  interests  and  oper- 
ations do  not  create  a  new  entity  which 
must  be  attributed  in  its  entirety  to  one 
or  another  of  the  participant  firms.  In 
^lef,  the  concept  of  "related  entitles" 
is  Intended  to  permit  each  Independent 
participant  to  assign  Its  share  of  the 
processing  costs  to  Its  liquids. 

As  indicated  above,  a  "related  entity" 
to  which  the  payment  provisions  of 
§  212.165  would  apply  would  include  a 
stranger  to  any  basic  gas  plant  operating 
agreement  who  in  fact  has  his  gas  proc- 
es.sed  at  the  plant  in  question  in  return 
for  a  fee  <in  cash  or  in  kind) .  He  would 
be  a  "related  entity"  because  he  would, 
for  the  period  during  which  his  gas  Is 
being  processed,  have  an  Interest  in  the 
production  from  that  p;ant.  Thus,  the 
processing  fee  payment  provisions  would 
apply  to  payments  between  strangers  as 
well  as  "partners." 

As    proposed,    the   contract   payment 
provLsions  of  §  212.165(c)  (3)   would  not 
apply  to  payments  made  to  an  "unrelated 
entity."  i  e  .  a  separate  and  independent 
firm  "which  has  no  Interest  in  any  gas 
plant   I  or  in  the  production  from  any 
plants  In  which  the  paying  firm  has  an 
Interest,  and  which  Is  not  in  the  business 
of  sellin.E;  a  product  that  is  (at  or  any 
time  was>  a  "covered  product."  In  these 
cases,  the  operator  Is  presumably  per- 
forming on   a   strictly   service  contract 
basis.  (Of  course,  this  assumes  that  the 
payment  is  not  made  In  kind,  since  other- 
wi.se  the  operator  would  have  an  interest 
In  the  production  and  thus  become  a  "re- 
lated entity.")  The  FEA  has  tentatively 
concluded  that  payments  made  in  such 
a  case  do  not  require  the  level  of  strict 
control  required  for  "related  entitles," 
because  the  paying  firm's  self-interest 
should  keep  such  pajmients  to  a  mini- 
mum. The  requirement  that  the  operator 
in  such  a  case  not  be  in  the  business  of 
selling  covered  products  is  intended  to 
prevent  the  possibility  of  any  "roimd- 
robin"  arrangements  among  gas  proces- 
sors or  refiners. 

With  respect  to  the  specific  substan- 
tive rules  for  allocating  costs  among  re- 
lated entities,  the  basic  touchstone  for 
the  FEA's  consideration  of  these  matters 
is  that,  however  the  costs  are  allocated 
among  the  various  firms,  the  prices  »f 
NGLs  and  NGL  products  shall  be  in- 
creased to  reflect  increased  processing 
costs  only  to  the  extent  that  actual  in- 
creased processing  costs  ( as  such  process- 
ing costs  are  defined  and  limited  in  the 
proposed  5  212. 165'  are  incurred.  Pay- 
ments between  "related"  entities  may 
represent  a  real  cost  to  the  paying  firm, 
but  they  do  not  in  themselves  necessarily 
represent  the  direct  incurrence  of  actual 
processing  costs  attributable  to  gas  plant 
operations  On  the  other  hand,  payments 
pursuant  to  contract  or  agreement  be- 
tween such  firms  ordinarily  reflect  the 
need  of  the  payee  to  be  reimbursed  for  a 
portion  of  the  costs  which  it  incurs  in 
processing  natural  gas  or  NGLs  (al- 
though it  would  be  difficult  to  infer  that 


the  entirety  of  such  pa>Tnents  consti- 
tutes reimbursement  of  coets,  since 
agreements  of  this  kind  would  ordinarily 
be  expected  to  anticipate  an  element  of 
profit  (return)  to  the  payee  as  well' .  The 
paying  firm  might  therefore  understand- 
ably claim  that  a  portion  of  such  pay- 
ments reflects  reimbursement  for  actual 
processing  costs,  and  that  it  should 
therefore  be  entitled  to  pass  through  such 
amount  in  the  prices  of  its  NGLs  and 
NGL  products.  The  FEA  recognizes  the 
validity  of  these  claims,  and  in  proposed 
§  212.165(c)  (3)  seeks  to  establish  a  basis 
upon  which  actual  Increased  processing 
costs  can  be  allocated  among  the  firms, 
without  permitting  the  passthrough  by 
all  of  such  firms  combined  of  more  than 
the  total  of  all  actual  increased  process- 
ing costs. 

Proposed  §  212.165(^c)  (3)  attempt.?  to 
provide  such  a  basis  by  first  providing 
that  only  that  firm  which  actually  and 
directly  incurs  a  particular  Increased 
processing  cost  shall  be  entitled  to  pass 
such  increase  through  in  the  prices  of  its 
NGLs  and  NGL  products;  but  it  then 
modifies  that  general  rtUe  by  providing 
for  the  treatment  of  contract  payments 
between  "related  entities." 

As    proposed,    related    entities    may 
agree  (in  writing)  among  themselves  as 
to  cost  allocation  or  assignment  i  which 
may  be  a  fixed  per  gallon  or  lump  sum 
amount) ,  provided  that  such  agreement 
is  specific  in  providing  the  method  by 
which  such  costs   are  allocated  or   as- 
signed and  provides  a  mechanism  which 
assures  that  such  cost  allocation  does  not 
result  in  a  combined  recovery  of  more 
than  total  actual  Increased  processing 
costs.  The  FEA  believes  that  each  firm's 
self-interest  should  prevent  grossly  dis- 
proportionate allocations,  and  it  seeks  in 
these  regulations  merely  to  provide  a 
regulatory  basis  for  recognizing  these  ar- 
rangements. Apart  from  preventing  se- 
verely dislocating  effects  on  purchasers 
and  excessive  total  recoveries,  it  does  not 
seek  to  interfere  with  the  firms  decisions 
in  this  regard.    (The   agreement  must, 
however,  be  in  writing,  and  it  must  pro- 
vide a  specific  mechanism  for  allocating 
such    costs    and    preventing    combined 
overrecovery  of  such  costs,  in  order  to 
provide  a  sufficiently  verifiable  basis  for 
the  FEA  to  determine  that  related  enti- 
tles are  complying  with  these  regula- 
tions.) 

Failing  a  proper  agreement,  the  FEA 
proposes  to  "require"  that  the  payee 
certify,  to  the  payor,  the  extent  to  which 
actual  costs  attributable  to  gas  plant 
operations  and  allowable  under  these 
regulations  are  reflected  in  such  pay- 
ments. Such  costs  would  be  the  same  pro- 
portion to  total  allowable  costs  for  the 
plant  concerned  as  the  amount  of  NGLs 
and  NGL  products  owned  by  the  paying 
firm  and  on  account  of  which  the  pay- 
ments are  made  bears  to  the  total 
amount  of  NGLs  and  NGL  products  pro- 
duced at  the  gas  plant  concerned  during 
that  period  The  payor  would  then  be  en- 
titled to  treat  the  certified  costs  as  hav- 
ing been  incurred  by  It.  for  purposes  of 
calculating  its  processing  costs;  and  the 
payee  would  be  required  to  deduct  the 
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same  amount  from  the  costs  Incurred 
by  It. 

The  PEA  recognizes  that  the  pajee 
may  be  reluctant  to  make  such  a  certl- 
flcatlon,  for  the  reason  that  It  may  not 
be  willing  to  divulge  its  cost  (and  there- 
fore Its  contract  profit)  Information  to 
another  firm  and  thus  (possibly)  affect 
bargaining  relationships  between  the 
two.  Therefore,  the  FEA  does  not  pro- 
pose an  unconditional  requirement  to 
certify  such  costs ;  but  it  proposes  to  pro- 
vide that  if  such  costs  are  not  certified, 
the  payor  Is  entitled  to  treat  the  en- 
tirety of  such  payments  as  costs  Incur- 
red by  It.  and  the  pa>-ee  must  coirversely 
deduct  the  entirety  of  such  payments 
from  costs  otherwise  Incurred  by  it. 

A  somewhat  different  approach  is  pro- 
posed for  payments  made  tn  the  form  of 
In-klnd  transfers  of  NGLs  and  NGL  pro- 
ducts. "With  respect  to  such  payments. 
the  payor  must  obtain  either  a  written 
agreement  regarding  cost  allocation  or 
certification  of  allocable  costs  from  the 
payee.  In  the  absence  of  either  of  these, 
the  payor  may  not  claim  any  increased 
processing  costs  by  reason  of  such  pay- 
ments. However,  the  payee  would  still  be 
required  to  deduct  from  the  costs  it  actu- 
ally incurs  the  amoimt  which  is  attribu- 
table (on  a  volumetric  basis)  to  the  out- 
put which  Is  owned  by  the  payor. 

The  primary  reason  for  not  permitting 
an  tn-ktnd  transfer  to  be  reflected  In 
the  payor's  processing  costs.  In  the  ab- 
sence of  agreement  or  certification,  is 
the  fundamental  difficulty  of  either  valu- 
ing the  transfer  or  characterizing  It  as 
a  "cost"  In  the  same  sense  as  for  casli 
payments.  Certainly  such  a  transfer  re- 
presents lost  revenues,  but  it  appears  to 
FEA  to  be  extremely  difficult  to  trace  the 
ajnount  of  lost  revenues,  as  they  may 
vary  from  time  to  time  depending  on  the 
market,  to  any  actual  processing  cost. 
An  additional  problem  Is  that  valuing 
such  a  transfer  on  a  lost  revenue  basis, 
and  further  requiring  the  payee  to  de- 
duct that  amount,  would  be  tantamount 
to  Imposing  a  forced  purchase  of  the 
NGLs  upon  the  payee. 

Of  course,  an  alternative  under  either 
the  cash  or  in-kind  method  of  payment 
would  be  to  Impose  an  unconditional  re- 
quirement upon  the  payee  to  certify  costs 
to  the  payor. 

The  requirement  that  the  payee  deduct 
all  cash  payments,  and  a  pro  rata  share 
of  costs  in  the  case  of  in-kind  transfers, 
is  Intended  to  create  an  inducement  for 
the  payee  to  do  so.  For  reasons  previ- 
ously stated,  the  FEA  does  not  propose 
to  Impose  such  an  unconditional  require- 
ment. However,  It  considers  that  such  an 
(^tlon  Is  open  to  It  In  this  rulemaking, 
and  requests  comments  on  the  alterna- 
tive. 

The  issues  presented  by  any  effort  to 
ascribe  c«nmon  costs  to  specific  firms 
are  recognized  by  the  FEA  to  be  very 
complex,  particularly  in  view  of  the  wide 
variety  and  complexity  of  arrangements 
between  gas  plant  operators,  gas  plant 
owners,  natural  gas  producers,  and  nat- 
ural gas  royalty  owners  regarding  the 
sharing  of  costs  and  output,  the  valua- 
tion of  In-klnd  transfers,  and  similar 
matters.  The  FEA  requests  that  all  such 


Interests  carefully  scrutinize  propofced 
§  212.165(c)  (3) ,  and  bring  to  the  PE-Vs 
attention  any  foreseeable  problems  In 
the  operation  of  those  provlslon5.  "Where 
problems  are  noted,  the  commenter 
should  provide  Ulustratlon  with  refer- 
ence to  the  specifics  of  the  inter-firm 
arrangements  or  types  of  arrangements 
for  which  problems  are  foreseen,  the 
speciflc  problems  foreseen  for  such  ar- 
rangements, and  suggested  changes  or 
additional  provisions  to  remove  or  miti- 
gate those  problems.  As  previously 
stated,  the  FEA  may  consider  any  addi- 
tional and  collateral  changes  to  these 
provisions  which  are  necessary  to  effec- 
tuate the  Intent  of  Its  proposed  amend- 
ments to  be  within  the  scope  of  these 
proposals. 

'O  Aofftcgation  and  Allocation  of  In- 
creased Processing  Costs.  The  FEA  pro- 
poses that  increased  processing  costs  be 
aggregated  and  aJlocated  on  tlic  same 
basis  as  Increased  product  costs  under 
present  J  212.167.  That  Is.  It  would  re- 
quire that  a  portion  of  Increased  proc- 
essing costs  bie  allocated  to  ethane,  and 
excluded  from  costs  available  for  recov- 
ery In  NGL  products  prices.  In  the  same 
manner  as  provided  under  the  formula 
of  §  212.167(a)  for  Increased  product 
costs;  that  Increased  processing  costs  be 
aggregated  on  the  same  basis  upon 
which  Increased  processing  costs  are  ag- 
gregated under  1212.167(b)  (i.e.  by 
stream,  by  plant,  or  across  plants)  ;  that 
Increased  processing  costs  be  allocated 
to  proptme  only  to  the  extent  permitted 
on  a  volumetric  annusd  sales  basLs  as 
provided  for  Increased  product  costs  un- 
der present  §  212.167(c) ;  and  that  In- 
creased processing  costs  be  allocated 
(generally  equally)  among  classes  of 
purchaser  as  provided  in  S  212.167(e)  for 
Increased  product  costs. 

The  FEA  re<iuests  comments  upon  the 
appropriateness  of  treating  the  aggrega- 
tion and  allocation  of  Increased  process- 
ing costs  In  the  same  manner  as  for 
Increased  product  costs.  If  a  commenter 
objects  to  the  proposed  treatment  of  In- 
creased processing  costs  In  these  re- 
gards, specific  reasons  Justifying  differ- 
ent treatment  should  be  provided. 

In  coTiSldering  whether  to  adapt  the 
provisions  of  present  1 212  167  to  In- 
creased processing  costs,  the  FEA  wishes 
to  consider  in  particular  the  relationship 
between  {  212. 167 (b\  which  permits  ag- 
gregation of  costs  on  several  alternative 
bases,  and  5  212.167(e).  which  gen- 
erally requires  equal  application  of 
Increased  costs  amoi^  classes  of  pur- 
chaser. The  PEA  seeks  to  ascertain  the 
practices  and  experience  of  gas  proces- 
sors under  these  two  provisions,  with  a 
general  description  of  how  increased 
costs  have  been  aggregated  under  ?  212- 
167(b) ,  and  the  sales  In  which  (and  ptir- 
chasers  with  respect  tq  which)  such  In- 
creased costs  have  been  recovered.  The 
FEA  also  seeks  to  ascertain  In  general 
whether  classes  of  purchaser  have  cut 
across  cost  centers,  or  whether  such  cost 
centers  reflect  separate  classes  of  pur- 
chaser, "nie  FTLA  seeks  to  determine 
whether  a  requirement  to  aggregate  In- 
creased processing  costs  In  the  manner 
provided  by  present  §  212. 167(b^   would 


be  appropriate,  to  light  of  gas  processors' 
practices  and  with  respect  to  the  impli- 
cations of  such  aggregation  for  the  "class 
of  purchaser '  concept,  and  it  will  give 
thorough  consideration  to  the  appropri- 
ateness and  practicability  of  an  alterna- 
tive which  would  require  firm-wide  ag- 
gregation of  increased  processing  costs. 

On  the  assumption  that  increased 
proce.ssing  costs  are  permited  to  be  ag- 
gregated on  any  of  tJie  several  alterna- 
tive bases  provided  for  increased  product 
costs  under  pre.-ent  5  212.167ib\  It  ap- 
pears to  the  FEA  to  be  desirable  to  pro- 
vide a  basis  for  establishing  May  1973 
processing  costs  for  plants  T»hlch  have 
been  constructed  since  May  1973.  at  least 
where  costs  Incurred  at  such  a  new  plant 
or  plants  are  aggregated  solely  with  re- 
spect to  that  plant  or  plants.  In  the  ab- 
sence of  a  contrary  provision,  the  pro- 
posed processing  cost  provisions  might 
be  susceptible  to  a  reading  that  May 
1973  processing  costs  would  be  aggre- 
gated as  provided  in  present  $  212  167ibi 
for  puriwses  of  aggregating  increased 
costs  Such  a  reading  would  result  In 
May  1973  proce.ssing  costs  for  nev;  plants 
being  zero,  with  the  further  result  that 
all  actual  processing  costs  in  a  given 
month  would  by  definition  be  increased 
processing  costs  permitted  to  be  added  to 
May  15.  1973  prices  in  order  to  determine 
current  lawful  selling  prices.  Such  a  re- 
sult is  not  Intended  and  would  be  Inap- 
propriate, since  It  would  mean  that  the 
Imputed  May  1973  prices  provided  In 
5  212  164  would  represent  pure  profit. 
However,  those  prices,  like  all  "base 
period"  prices  whether  actual  or  im- 
puted, are  necessarily  based  upon  the 
premise  that  they  reflect  "base  period" 
costs. 

Therefore,  proposed  ?  212.165'b) '3) 
w  ould  establish  that  In  the  case  of  a  new 
plant  with  respect  to  which  the  gas  proc- 
essor separately  aggregates  costs,  the 
May  1973  processing  costs  for  such  plant 
will  be  tlie  weighted  average  processing 
costs  experienced  by  the  firm  in  May 
1973  with  respect  to  all  plants  which 
were  then  In  existence  and  In  whkh  (or 
in  the  production  from  which)  the  firm 
In  question  then  had  an  interest.  The 
FEA  believes  that  this  would  represent 
the  fairest  method  of  ests^lishing  im- 
puted May  1973  processing  costs  for  new 
plants. 

It  should  be  noted  that  the  foregoing 
requirement  would  apply  only  where  the 
gas  processor  aggregate?  increased  proc- 
essing costs  separately  with  respect  to 
a  new  plant  or  gro'dp  of  new  plants.  It 
would  not  apply  where  aggregation  in- 
cludes an  "old"  plant,  since  the  exj^eri- 
ence  In  the  "old"  plant  would  provide  a 
"per  imlt"  processing  cost  for  May  1973. 
It  should  also  be  noted  that  the  require- 
ment could  not  apply  in  a  case  In  which 
a  gas  processor  experienced  no  May  1973 
costs,  either  because  the  gas  processor 
was  not  in  existence  or  because  the  gas 
processor  had  not  yet  begun  to  process 
natural  gas  to  derive  NGLs  or  NGL  prod- 
ucts. (Issues  pertaining  to  "new"  proces- 
sors are  discussed  In  section  m.,  below.) 

(d)  Accounting;  for  Extraordinary  or 
Irregular  Costs.  Proposed  {  212.16S(c) 
1 2  ' .  like  the  recent  rulemaking  regard- 
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ing  Subpart  E  non-product  costs,  pro- 
poses to  require  the  proration  (spread- 
ing out)  of  costs  which  are  Irregular  or 
extraordinary.  Such  costs  would  include 
annual  taxes  and  extraoi-dinar>'  mainte- 
nance <such  as  that  InvoU-lng  unusual 
shut-downs',  and  any  other  item  of  cost 
which  is  paid  or  incurred  less  frequently 
than  monthly.  Such  costs  would  also  in- 
clude those  paid  or  incurred  each  month 
but  in  significantly  different  amounLs 
independent  of  variations  in  the  amount 
of  production. 

The  purpose  of  this  proposed  require- 
ment is  to  prevent  sudden  Inflation  in 
prices  of  NGLs  and  NGL  products  as  a 
result  of  iiTegular  costs  which  caiuiot 
reasonably  be  ascribed  in  their  entirety 
to  operation  of  the  gas  plant  in  the 
month  In  which  they  are  actually  paid 
or  incurred. 

If  the  firm  has.  under  generally  ac- 
cepted accounting  practices  historically 
and  consistently  applied  by  it,  accrued 
or  prorated  such  costs  over  tlie  appro- 
priate period,  the  FEA  generally  pro- 
poses to  permit  it  to  continue  to  do  so. 
However,  if  the  firm  has  not  historically 
prorated  such  costs  over  an  appropriate 
period,  the  FEA  proposes  to  require  that 
these  costs  be  annualized,  i.e.,  spread 
over  a  twelve-month  period.  Tlie  pur- 
pose of  the  annualization  requirement, 
as  opposed  to  a  requirement  to  prorate 
costs  over  an  "appropriate  period,"  is  to 
provide  a  degree  of  certainty  for  gas 
processoi-s  that  have  not  historically 
prorated  such  costs,  and  to  prevent  the 
possibility  of  dispute  in  such  cases  con- 
ceiTiing  what  the  appropriate  period  is. 
However,  in  recognition  of  the  fact  that 
some  small  gas  processors  may  have  a 
requirement  to  recover  unusually  higli 
costs  on  a  faster  basis,  the  FEA  proposes 
to  permit  the  twelve-month  period  to 
begin  up  to  six  months  prior  to  the 
month  In  which  the  costs  were  incun-ed. 
This  would  have  the  effect  of  creating 
an  Instant  'banlc"  of  costs  which  could, 
subject  to  the  limitations  regarding 
banking,  be  recovered  in  the  current 
month  or  in  ensuing  months. 

It  should  be  noted  that,  with  respect 
to  May  1973  ("base  period"!  costs.  If  ex- 
traordinary or  irregular  costs  are  not 
accounted  for  'under  generally  accepted 
accounting  practices  hLstoncally  and 
consistently  applied  by  the  firm'  as  hav- 
ing been  incurred  over  the  appropriate 
period,  they  must  be  treated  as  having 
been  incurred  over  the  entire  fl.scal  year 
of  the  fiiTO  of  which  May  1973  was  a 
part. 

Commenters  are  requested  to  assess 
the  adequacy  of  the  proposed  treatment 
of  extraordinary  or  irregular  costs.  In 
particular,  comments  are  requested  con- 
cerning whether  the  requirement  to  "an- 
nualize" extraordinarv-  or  irregular  costs 
is  practicable,  or  whether  the  FEA  should 
simply  require  that  such  costs  be  pro- 
rated over  the  -appropriate  period"  to 
which  thev  apply.  Commenters  should 
bear  m  mind  that,  notwithstanding  any 
annualization  requirement,  under  pro- 
ix)sed  5  212.165(c)  (1  >  those  "costs"  which 
are  actually  capital  investments  may  not 
be  annualized  but  must  be  depreciated 
over  their  useful  life. 


The  FEA  recognizes  that  the  NGL  and 
NGL  product  market  has  been  such  that 
prices  have  been  subject  to  wide  geo- 
graphic and  seasonal  variations,  result- 
ing in  some  cases  in  an  inability  to  pass 
through  all  Increased  costs  at  particular 
times  even  though  permitted  under  the 
regulations.  This  is  a  major  reason  that 
the  FEA  is  proposing  to  permit  the 
"banking"  of  increased  processing  costs, 
as  discussed  below.  The  FEA  also  re- 
quests comments  upon  whether  the  na- 
ture and  extent  of  these  variations  is 
such  that  gas  processors  should  be  per- 
mitted to  recover  extraordinary  costs  on 
an  "as  incurred"  basis,  when  the  market 
would  otherwise  permit.  However,  the 
FEA  has  tentatively  concluded  that  such 
costs  should  be  subject  to  the  modified 
prorating  requirement  proposed  herein, 
particularly  in  view  of  the  authority  to 
bank  all  increased  costs. 

(e;  "Banking"  of  Increased  Processing 
Costs.  Present  Subpart  K  has  no  express 
provisions  for  the  banking  of  processing 
costs,  although  it  has  a  general  provision 
t§  212.167^f) )  for  banking  increased 
product  costs.  The  FEA  proposes  to  pro- 
vide for  the  banking  of  all  increased 
costs,  product,  processing  and  marketing, 
subject  to  certain  limitations  on  the  re- 
covery of  such  banked  costs  designed  to 
prevent  severe  and  sudden  price  in- 
creases in  any  single  month.  In  conjunc- 
tion with  the  new  provision  for  banking, 
the  FEA  is  also  proposing  a  mechanism 
for  correcting  for  the  prior  overrecovery 
of  increa.-ed  costs.  Becatise  these  provi- 
sions concemmg  unrecovered  and  over- 
recovered  increased  costs  are  applicable 
to  all  increased  costs,  they  are  discussed 
separately  in  section  II.C,  below. 

B  INCREASING  M.\RKETINC  COSTS;  APPLICA- 
TION OF  SUBPART  K  TO  MARKETING  OPERA- 
TIONS OF  GAS  PROCESSORS 

1.  Background.  Present  Subpart  K  does 
not  expressly  treat  the  subject  of  In- 
creased marketing  costs.  The  provision 
for  increased  non-product  costs  (present 
§  212.165)  applies  to  costs  which  are  "at- 
tributable to  gas  plant  operations,"  leav- 
ing open  the  question  of  whether  the 
costs  of  marketing  NGLs  and  NGL  prod- 
ucts in  gas  plants  may  be  included  as 
costs  "attributable  to  gas  plant  opera- 
tions '  or  whether  allowable  non-product 
costs  are  restricted  to  costs  incurred  in 
the  processing  of  natural  gas.  Evidently, 
gas  processors  have  had  different  inter- 
pretations concerning  the  allowability  of 
increased  marketing  costs  under  present 
5  212.165.  Some  have  claimed  and  recov- 
ered such  costs  on  their  own,  subject  to 
the  present  ceiling  of  §  212.165.  and  in 
addition  they  and  others  have  sought  ex- 
ceptions relief  based  upon  increases  in 
such  costs  together  with  increases  in 
processing  costs.  Where  these  increased 
costs  have  been  claimed  and  were  cost- 
justified.  FEA  auditors  and  the  Office  of 
Exceptions  and  Appeals  have  allowed 
such  costs.  Others,  however,  have  appar- 
ently proceeded  on  the  basis  that  in- 
creased marketing  costs  are  not  covered 
by  §  212.165,  and  have  not  claimed  such 
costs  thereunder. 

Among  those  gas  processors  that  have 
not  claimed  such  costs  under  §  212.165. 


this  situation  has  apparently  presented 
no  particular  issue  for  integrated  gas 
processors  that  engage  in  extended  mar- 
keting operations  and  also  refine  crude 
oil,  perhaps  because  at  least  some  of 
them  have  treated  Subpart  E  as  per- 
mitting the  limited  recoverj'  of  increased 
marketing  costs,  at  least  with  respect 
to  propone.  Nor  does  it  appear  to  have 
raised  any  signficant  Lssue  with  respect 
to  propane  resellers  that  are  not  also 
gas  processors,  since  Subpart  F  has  pro- 
vided for  a  similarly  limited  recovery  of 
such  propane  marketing  costs.  Finally, 
this  situation  does  not  appear  to  have 
raised  significant  issues  with  respect  to 
gas  processors  that  do  not  engage  in  ex- 
tended marketing  operations,  although 
treating  §  212.165  as  not  applicable  to 
marketing  costs  might  have  had  the 
effect  of  preventing  passthroughs  of  in- 
creased costs  incurred  by  the  processor 
for  transporting  NGLs  and  NGL  products 
to  the  purchaser. 

However,  the  situation  described  has 
raised  the  Issue  of  whether  integrated 
gas  processors  that  engage  (through 
separate  subsidiaries)  in  extended  mar- 
keting operations  and  do  not  also  refine 
crude  oil  are  governed  exclusively  by 
Subpart  K  or  are  governed  (as  to  their 
marketing  operations!   by  Subpart  F. 

The  FEA  is  giving  careful  study  to 
the  proper  resolution  of  this  matter  un- 
der the  current  reflations.  However, 
the  existence  of  this  Lssue  has  led  the 
FEA  tentatively  to  conclude  that,  as  a 
matter  of  prosiiective  policy  and  without 
prejudice  to  the  proper  resolution  of 
this  issue  imder  the  current  regulations. 
Subpart  K  should  be  amended  to  make 
clear  that  it  does  govern  the  marketing 
operations  of  gas  processors  that  do  not 
refine  crude  oil.  regardless  of  whether 
such  marketing  operations  are  conducted 
directly  or  through  separate  corporate 
entities.  The  F^A  is  al.=^  proposing  to 
amend  Subpart  K  to  provide  specifically 
for  increased  costs  of  marketing  NGL 
products  (propane,  butane  and  natural 
gasoline),  with  the  Intention  that  such 
costs  would  be  recoverable  substantially 
as  provided  for  resellers  under  Subpart  F. 
The  FEA  has  tentatively  concluded  that. 
as  a  matter  of  prospective  policy,  the 
marketing  operations  of  gas  processors 
(large  or  small)  should  be  given  general 
parity  of  treatment  with  those  of  NGL 
product  resellers  under  Subpart  F.  This 
implies  permitting  the  passthrough  of 
certain  increased  marketing  costs,  while 
preventing  the  passthrough  of  "cost"  in- 
creases which  merely  reflect  intrafirm 
product  transfers. 

2.  Proposed  Amendments.  Tlie  pro- 
posed amendments  addressing  the  above 
issues  are  intended  to  accomplish  essen- 
tially two  things.  First,  amendments  to 
|212.161(a>.  pertaining  to  the  ap- 
plicabUity  of  Subpart  K.  and  to  §  212.162, 
containing  definitions  for  Subpart  K. 
would  make  clear  that  Subpart  K  applies 
to  all  operations  of  a  "firm.  "  which  term 
includes  all  controlled  entities,  and  that 
Subpart  F  does  not  apply  to  marketing 
entities  of  gas  processors  except  where 
such  entities  meet  tlie  tests  of  5212.91 
'regarding  the  applicability  of  Subpart 
F!.  Under   §212.91,  a  marketing  entity 
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may  be  treated  as  a  separate  reseller 
subject  to  Subpart  F  in  lieu  of  Sub- 
part K  only  where  such  entity  d)  does 
not  purchase  more  than  5%  of  Its  prod- 
ucts from  an  afBliated  entity  and  lil) 
has  historically  and  consistently  ex- 
ercised exclusive  price  authority  over  its 
sales. 

Second,  a  proposed  new  §  212  16C.  pro- 
viding for  the  passthrough  of  increased 
costs  of  marketing  propane,  butane  and 
natui-al  gasoline  in  sales  of  such  NGL 
products,  would  be  added  to  Subpart  K. 
This  should  in  large  measure  remove  the 
practical  economic  problems  involved  in 
the  question  of  whether  Subpart  K  or 
Subpart  F  is  applicable,  by  permitting 
the  passthrough  of  actual  increased  mar- 
keting costs  attributable  to  NGL  prod- 
ucts which  are  Incurred  by  the  "firm  " 
The  proposed  5  212.166  would  of  course 
be  applicable  to  all  properly  character- 
ized marketing  activities  of  all  gas  proc- 
essors that  do  not  al.so  refine  crude  oil. 
whether  such  marketin?  activities  are 
far-flung  or  limited  and  whether  con- 
ducted through  subsidiaries  or  otherwise. 
Furthermore,  increased  marketing  costs 
would  be  sharply  distinguished  from 
processing  costs.  Such  processing  costs 
would  now  be  clearly  limited  to  those 
which  are  incurred  in  connection  v.ith 
the  operation  of  gas  plants  as  such,  and 
would  not  include  costs  attributable  to 
the  movement  of  products  to  purchasers. 

In.  developing  5  212.166.  the  FEA  has 
sought  to  parallel  roughly  the  provisions 
of  Subpart  F  as  they  pertain  to  market- 
ing costs.  In  this  connection,  the  FEA 
has  recently  issued  a  notice  of  finil  rule- 
making under  Subpart  F  (42  FR  22131 
April  25.  1977 »  to  permit  propane  <and 
butane  and  natural  gasoline)  resellers 
to  pass  through  their  actual  increased 
costs  of  marketing  such  NGL  products, 
without  regard  to  the  prior  ceilings  on 
such  passthroughs  under  Subpart  F.  (In 
addition  to  removing  the  prior  ceilings 
on  resellers'  ability  to  pass  through  in- 
creased costs  in  the  prices  of  pronane. 
the  Subpart  F  rulemaking  establi.'^hes  a 
new  rule  in  permitting  butane  and  nat- 
ural gasoline  resellers  to  recover  such 
increased  costs.  Prior  to  the  recent 
amendments,  among  NGL  products  only 
propane  prices  could  reflect  such  pass- 
throughs.) In  addition.  In  that  notice  the 
FEA  has  established  a  rule  permitting 
the  banking  of  increased  marketing  costs 
by  resellers  and  retailers  Because  the 
costs  incurred  by  gas  processors  with  re- 
spert  to  their  marketing  operations 
would  appear  to  be  generically  similar  to 
those  Incurred  by  NGL  resellers,  the  FT: A 
proposes  that  Subpart  K  would  generally 
parallel  the  appropriate  provisions  of 
Subpart  F  <as  such  provisions  have  been 
amended) . 

Thus,  under  the  proposed  §  212.166. 
natural  gas  processors  could  pass  through 
actual  Increased  marketing  costs  attrib- 
utable to  marketing  of  NGL  products, 
without  any  specific  ceilings  thereon. 
Such  increased  marketing  costs  could  be 
banked  for  future  recovery,  without  re- 
gard to  the  limltatl<Mis  which  are  pro- 
vided In  proposed  }  212.169  (discussed  in 
section  n.C.)  for  banked  Increcised  prod- 
uct and  processing  costs  Allowable  mar- 


keting costs  are  defined  substantially  as 
provided  in  Subpart  F  (as  amended), 
and  include  labor,  utility,  interest,  cer- 
tain tax,  maintenance,  depreciation,  and 
certain  overhead  costs.  (See  text  of  pro- 
posed §  212.166(b!  i2).) 

The  FEA  also  proposes  to  permit  in- 
creased marketing  costs,  as  distinguished 
from  increased  product  and  processing 
costs,  to  be  aggregated  on  a  "separate  in- 
ventor>-"  basis  rather  than  on  a  firm- 
wide  basis,  if  a  firm  has.  pursuant  to 
generally  accepted  accounting  practices 
historically  and  consistently  apphed  by 
it.  maintained  such  separate  inventories. 
It  should  be  noted  that,  as  proposed, 
firms  may  aggregate  only  increased  mar- 
keting costs  on  the  basis  of  sepaarte 
inventories,  not  increased  processing 
costs  or  increased  product  costs.  Tlie  rea- 
son for  this  is  to  permit  only  a  limited 
exception,  with  resnect  to  costs  of  mar- 
keting (Which  are  likely  to  consist  sub- 
stantially of  increased  transportation 
costs),  to  the  basic  rule  requiring  equal 
application  of  increased  costs  among 
classes  of  purchaser. 

The  FEA  requests  comment*  concern- 
ing the  practicability  and  utility  of 
recognizing  separate  inventories  for  pur- 
poses of  increased  marketing  cost  pa.ss- 
throughs.  The  FE.^  recognizes  that  per- 
mitting only  increased  marketing  costs 
to  be  aggregated  on  an  "inventor>' "  basis, 
while  permitting  aggregation  of  in- 
creased product  and  processing  casts  on 
a  "plant"  or  "stream"  basis,  may  add 
complexity  to  increased  cost  allocation 
calculations  Therefore,  comments  are 
requested  as  to  whether  such  increased 
marketing  costs  should  be  required  to  be 
calculated  on  a  firm-wide  basis  The  FEA 
also  requests  comments  regarding  the 
appropriateness  and  feasibility  of  per- 
mitting separate  inventorj-  pricing  with 
respect  to  increased  product  and  proces- 
sing costs.  An  alternative  which  the  FEA 
also  wishes  to  consider  is  one  in  which 
increased  costs  of  purchased  products 
« one  type  of  increased  product  co'^t*: !  and 
increased  transportation  costs  'one  type 
of  increased  marketing  cost)  are  per- 
mitted to  be  aggregated  on  an  "inven- 
tory" basis,  while  other  increased  co^ts 
are  aggregated  on  either  a  "plant"  or 
"stream"  or  firm -wide  basis  The  FEA 
wishes  to  be  as  responsive  a^";  possible  to 
pre.sent  cost  realities,  wiiile  avoiding  un- 
due hardship  to  particular  regions  and 
classes  of  purcha.ser,  and  requests  com- 
menters' views  on  the  most  rational 
means  to  aocom.plish  those  ends. 

In  the  rulemaking  regarding  Subpan  F 
NGL  products  resellers,  the  F'EIA  has  re- 
tained the  "standardized  mark-up"  of  a 
specified  number  of  cents  per  gallon, 
presently  contained  in  §  212.93 'b)  '4! .  as 
an  option  for  sanaU  resellers  (i.e.,  those 
with  sales  of  less  than  5  million  gallons  of 
NGL  products  in  the  preceding  year) .  The 
reasons  for  this  treatment  are  essentially 
administrative,  reflecting  the  frequently 
unsophisticated  accounting  systems  of 
small  resellers  and  the  lack  of  sufficient 
compliance  resources  within  PEA  to  audit 
all  of  the  great  many  small  resellers. 
Such  sm  option  Is  not  contained  in  the 
proposed  S  212.166.  for  two  reastwis.  First, 
the  major  use  of  the  new  provisions  for 


increased  mai^etuig  cost  will  undoubt- 
edly be  by  those  gas  processors  tiiat  en- 
gage In  extensive  marketing  operations, 
and  that  should  therefore  have  reason- 
ably sophisticated  accounting  systems. 
Second,  the  purely  marketing  operations 
of  other  gas  processors  are  believed  to  be 
relatively  small,  with  the  result  that  a 
standardized  mark-up  in  amounts  equal 
to  those  in  present  §  212.93 'b)  »4 !  may  be 
misleading  in  suggesting  tliat  purely 
marketing  costs  (as  distinguished  from 
processing  costs  attributable  to  gas  plant 
operations!  would  generally  approxi- 
mate the  stated  amounts.  However,  the 
FEA  requests  comments  regarding 
whether  such  an  option  should  be  pro- 
vided to  gas  processors. 

The  FEA  requests  comments  regarding 
its  proposed  approach  of  attempting  gen- 
erally to  parallel  Subpart  F  in  regards 
to  marketing  costs.  Commenters  who  be- 
lieve that  these  rules  are  inappropriate 
as  applied  to  gas  processors  should  spec- 
ify in  what  respects  gas  processors  are 
fundamentally  differently  situated  than 
resellers  as  regards  marketing  operations, 
and  the  relevance  of  these  differences 
for  different  marketing  cost  rules.  Com- 
ments are  also  solicited  with  respect  to 
the  appropriateness  of  applying  Subpart 
F  rules  rather  than  Subpart  E  rules  re- 
garding increased  mai'keting  costs. 

Commentors  should  take  note  of  the 
fact  that,  as  indicated  previously,  in- 
creased costs  cf  transporting  NGLs  and 
NGL  products  from  gas  plants  to  depots 
NGL  products  from  gas  plants  to  depots. 
retail  outlets  or  purchasers  would  be 
treated  as  increased  marketmg  costs, 
and  not  as  increased  prcx^essing  costs.  On 
the  other  hand,  costs  of  transporting 
NGLs  from  an  extraction  facility  to  a 
fractionation  facility  would  be  treated 
as  processing  costs  in  the  "overhead' 
category. 

The  FEA  proposes  tliat  gas  processors 
that  also  refine  crude  oil  would  not  be 
subject  to  the  provisions  of  proposed 
5  212  166  pertaining  to  calculation  of 
increased  marketing  costs),  but  would 
calculate  increased  marketing  costs  pur- 
suant to  Subpart  E  instead.  Since  it  is 
FEA's  understanding  that  such  refiners 
frequently  commingle  NGL  products  de- 
rived from  natural  gas  with  those  de- 
rived from  crude  oil  and  market  them  in 
the  same  fashion,  It  appears  that  similar 
marketing  cost  treatment  for  all  prod- 
ucts of  a  refiner  is  warranted.  How- 
ever, comments  are  requested  regarding 
whether  crude  oil  refiners'  Increased 
costs  of  marketing  NGL  prixluct.s  derived 
from  natural  gas  should  be  governed  by 
Subpart  K  'proposed  5  212.166'  rather 
than  Subpart  E. 

C  BANKING  OF  INCREASED  COSTS;  CORREC- 
TIONS FOR  OVERRECOVERY  OF  INCREASE!) 
COSTS 

1.  Background.  In  preceding  sectictfis. 
It  has  been  noted  that  Subpart  K  does 
not  presently  provide  for  the  "banking 
of  unrecovered  Increased  ncMi-prodiict 
costs.  As  Indicated  previously,  ttie  PEA 
propoees  to  provide  for  the  baziklng  at 
Increased  processing  and  marketing 
costs 
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Subpart  K  f5  212.167ifM  presently 
provides  for  the  banking  of  Increased 
product  costs.  As  originally  promulgated 
(39  PR  44407.  December  24,  1974).  pres- 
ent §  212  167(f)  provided  that  Increased 
product  costs  not  recovered  In  the  cur- 
rent month  may  be  carrltxl  forward  for 
recovery  in  a  subsequent  month.  It  also 
provided  that  any  excessive  current  re- 
coveries were  required  to  be  deducted 
from  increased  product  costs  available 
for  recover^'  in  the  followmg  month. 

The  original  provision  for  the  carry- 
forward of  imrecovered  increased  prod- 
uct costs  remains  substantially  Intact 
In  present  5  212.167<f).  However,  In  41 
PR  24110  'June  15,  1976 >,  the  provision 
retiutrlng  corrections  for  prior  overre- 
foveries  was  deleted.  As  indicated  In  the 
notice  of  proposed  rulemaking  In  that 
proceeding  i40  PR  49105,  October  21. 
1975) .  such  deletion  was  part  of  an  effort 
to  permit  the  allocation  of  increased 
product  costs  to  propane  on  an  annual 
bh.'us.  rather  than  on  a  monthly  basis. 
However,  its  deletion  was  not  Intended 
to  abrogate  the  general  rule  that  over- 
recoveries  of  total  increased  product 
costs  must  be  compensated  for. 

It  should  be  noted  that  the  require- 
ment to  correct  for  prior  net  overrecov- 
eries  of  any  increased  costs  Is  implicit 
in  the  present  regulatory  provisions,  in- 
asmuch as  the  provisions  permitting  re- 
covery of  mcreased  costs  are  limited  ex- 
ceptions to  the  general  rule  of  5  212.163. 
prohibiting  prices  In  excess  of  their  May 
15,  1973  levels.  It  would  be  contrary  to 
the  Intent  and  entire  structure  of  the 
price  regiUations.  based  upon  a  "doUar- 
for-dollar"  principle  of  Increased  cost 
passthroughs.  to  permit  sellers  to  retain 
prior  net  overrecoveriefi.  Thus,  a  require- 
ment to  compensate  for  overrecoveries  Is 
implicit  in  the  regulations  and  exists 
even  wltliout  any  express  provision 
therefor. 

However.  In  order  to  make  clear  that 
such  a  requirement  exists,  and  also  to 
provide  a  specific  mechanb^m  for  the 
banking  of  all  increased  costs  and  for 
corrections  for  prior  overrecoveries  of 
such  costs,  the  PEA  proposes  to  add  a 
new  5  212.169,  dealing  with  the  banking 
of  all  increased  costs.  In  connection  with 
this  new  provision,  the  PEA  proposes  to 
delete  present  §212.16T'fi  (renumbered 
§  212.168' f)  under  this  proposal) .  and  to 
apply  the  sanae  general  rules  for  banking 
and  corrections  for  overrecovery  of  in- 
creased product  costs  as  would  be  appli- 
cable to  increased  processing  and  mar- 
keting costs. 

2.  Proposed  Amendments.  The  FEA 
proposes  to  add  a  new  §  212.169.  provid- 
ing for  the  banking  and  carrying  forward 
of  all  unrecovered  increased  costs,  and 
aLso  providing  an  express  requirement 
and  mechanism  for  compensating  for 
any  overrecoveries  of  increased  costs.  The 
FEA  also  proposes  to  delete  paragraph 
(f)  of  present  §212.167  'renumbered 
§  212.168  under  this  proposal) . 

Proposed  5  212.169  would  provide  gen- 
eral authority  for  the  canning  forward 
of  all  unrecovered  Increased  costs,  prod- 
uct, processing  and  marketing.  It  woiild 
provide  m  effect  that  separate  banks  b« 


established  for  each  "cost  center,"  I.e.,  for 
each  center  with  respect  to  which  the 
firm  aggregates  Its  increased  costs.  Thus, 
for  example.  It  would  require  a  separate 
b£ink  of  unrecovered  increased  product 
and  processing  costs  incurred  with  re- 
spect to  a  particular  plant  or  gas  stream. 
If  the  firm  calculates  and  aggregates  Its 
current  Increased  costs  on  that  basis. 
Similarly,  unrecovered  Increased  market- 
ing costs  would  be  required  to  be  banked 
with  respect  to  the  Inventory  with  respect 
to  which  such  costs  were  Incurred,  If  the 
firm  calculates  Increased  marketing 
costs  on  a  separate  Inventory  basis.  Such 
banks  would  be  available  for  appllcatlcm 
only  in  the  prices  of  NGLs  and  NGL 
products  from  that  plant  or  In  that  In- 
ventor}.-.  Piu^er.  unrecovered  Increased 
costs  in  any  bank  could  be  allocated 
among-products  and  classes  of  piu-chaser 
with  res;>ect  to  that  cost  center  only  in 
accordance  with  the  applicable  provisions 
for  the  allocation  of  current  Increased 
costs.  Thus,  for  example,  the  applicatlMi 
of  banked  Increased  costs  wcmld  be  sub- 
ject to  the  special  propane  rule  contained 
in  present  5  212.167(c). 

The  carry -forward  and  application  of 
Increased  product  and  processing  costs  In 
any  baiik  which  are  unrecovered  two  or 
more  months  after  they  first  could  have 
been  recovered  as  "current"  Increased 
costs  would  be  subject  to  substantially 
the  same  limitations  on  the  recovery  of 
such  banked  costs  as  are  provided  under 
Subpart  E  for  crude  oU  refiners.  That 
is.  costs  which  are  two  or  more  months 
old  could  be  passed  through  In  current 
prices  only  in  an  amount  which  does  not 
exceed  the  greater  of  (1)  10%  of  the 
largest  amount  of  costs  In  the  two- 
month-old  bank  in  any  month  or  (2)  an 
amount  which  results  in  an  Increase  of 
not  more  than  10%  hi  the  price  at  which 
at  least  25%  of  the  product  concerned 
was  lawfully  priced  in  the  preceding 
month.  With  respect  to  banked  Increased 
marketing  costs,  however,  there  would  be 
no  carry-forward  limitations,  a  result 
which  parallels  the  increased  marketing 
cast  banking  provisions  of  Subpart  P. 
ALso  proposed  Is  an  "order  of  recovery" 
provision  for  current  and  banked  In- 
creased product  and  processing  coeta, 
which  would  establish  the  order  In  which 
old  and  new  Increased  costs  are  deemed 
to  have  been  recovered. 

Also  proposed  Is  a  provision  providing 
a  mechanism  for  the  adjustment  of 
prices  to  correct  for  any  prior  over- 
recoveries  of  increased  costs.  Prices 
would  be  required  to  be  adjusted  (by  a 
reduction  in  May  15,  1973  seUing  prices) 
for  thase  products,  cost  centers,  or  classes 
of  purchaser  with  respect  to  which  such 
overrecoveries  occurred,  not  later  than 
the  third  month  following  such  over- 
recoveries.  (However,  the  proper  allo- 
cation of  increased  costs  to  propane 
would  be  determined  pursuant  to  the 
"twelve-month"  rule  provided  under 
pre.sent  5  212.167(c).) 

The  FEA  recognizes  that  NGLs  and 
NGL  products  are  subject  to  unusual 
seasonal  demand  fluctuation,  with  cor- 
responding price  fluctuations,  and  that 
a  provision  for  banking  of  unrecovered 


Increased  processing  and  marketing 
costs  should  therefore  be  provided. 
Moreover,  in  light  of  such  unusual  vari- 
ations, the  Subpart  E  limitations  on  re- 
covery of  banked  costs  may  not  be  fully 
responsive  to  NGL  market  patterns. 
(The  PEA  is  also  aware  that,  by  provid- 
ing a  limitation  on  the  passthrough  of 
certain  "old"  Increased  product  and 
processing  costs,  it  Is  imposing  a  require- 
ment that  gas  processors  establish  rec- 
ords not  only  with  respect  to  separate 
banks  but  also  with  respect  to  separate 
months  within  banks;  and  it  uill  con- 
sider the  recordkeeping  burden  in  de- 
termining whether  to  impose  limitations 
on  the  application  of  banked  costs.) 
However,  the  limitations  upon  the  re- 
covery of  banked  product  and  process- 
ing costs  are  restricted  to  costs  which 
are  two  or  more  months  old.  and  are 
Intended  to  provide  some  measure  of 
price  stability  In  periods  and  markets 
experiencing  unusually  short  supply  or 
high  demand.  The  passthrough  of  such 
"old"  Increased  product  and  processing 
costs  Is  not  prohibited,  but  is  only  lim- 
ited to  avoid  severe  and  sudden  price 
increases.  Finally,  under  the  proposed 
provisions  for  "automatic"  passthrough 
of  current  processing  and  marketing  cost 
increases,  gas  processors  would  no  longer 
experience  the  time  lag  between  the  in- 
currence of  such  costs  and  the  oppor- 
tunity to  recover  them  which  occurs 
under  the  present  exceptions  approach. 
Accordingly,  the  FEA  presently  believes 
that  the  banking  provisions  will  provide 
substantial  ability  to  meet  increases  in 
demand  with  higher  passthroughs.  How- 
ever, comments  are  solicited  on  the  ade- 
quacy of  the  banking  provisions  under 
NGL  market  patterns. 

It  should  be  noted  that,  although  the 
banking  provisions  of  proposed  §  212.169 
generally  parallel  (with  respect  to  in- 
creased product  and  processing  costs) 
the  provisions  of  Subpart  E,  gas  proc- 
essors that  also  refine  crude  oil  are  not 
governed  by  Subpart  K,  but  rather  by 
Subpart  E,  with  respect  to  banking  pro- 
visions. Since  banking  provisions  relate 
not  to  the  calculation  of  Increased  costs, 
but  rather  to  their  recovery,  under  pres- 
ent §  212.161(b)  crude  oil  refiners  are 
not  governed  by  the  banking  provisions 
of  Subpart  K. 

in.   OTHER    ISSUES    REGARDING    THB 
OPERATION    or    SUBPART   K 

As  stated  at  the  outset  of  this  Notice, 
the  FEA  has  Identified  several  is.sues  per- 
taining to  present  Subpart  K  which, 
while  not  the  subject  of  specific  proposals 
herein,  may  require  regulatory  treat- 
ment. These  Issues  are  enumerated  and 
discussed  briefly  below.  As  also  stated  at 
the  outset  of  this  Notice,  the  FEA  also 
invites  the  identification  of  and  com- 
ment upon  other  Issues  pertaining  to 
present  Subpart  K. 

A.  Limitatioiis  Upon  Net-back  Obliga- 
tions of  Gas  Processors.  The  FEA  has  re- 
ceived a  number  of  requests  to  provide 
some  means  to  prevent  net-back  payees 
from  receiving  or  demanding  net-back 
payments  which  have  been  characterized 
by  gas  processors  as  excessive. 
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As  the  FEA  understands  it,  a  typical 
situation  is  as  follows.  Under  long-term 
net-back  agreements,  the  net-back  payee 
is  entitled  to  a  percentage  of  revenues 
from  the  sale  of  NGL  products  derived 
from  its  gas  or  NGL  stream.  The  reve- 
nues to  which  the  net-back  percentage 
is  apphed  are  measured  under  the  agree- 
ment by  the  sales  price  of  the  products. 
Prior  to  the  Imposition  of  price  controls 
on  such  sales,  processed  products  could 
be  costed  differently  than  products 
v.hich  were  purchased  and  held  for  re- 
sale, so  that  net-back  payments  could 
reflect  such  separate  costing.  (Or,  in  any 
event,  the  gas  processor  could  adjust  Its 
mark-up  to  account  for  increased  net- 
back  payments.)  Under  Subpart  K,  how- 
ever, a  gas  processor  is  required  to  limit 
its  first  sale  price  to  the  weighted  average 
May  15.  1973  price  to  Its  various  classes 
of  purchaser,  plus  no  more  than  an 
amoimt  necessary  to  recover  (among 
other  costs)  Incresised  product  costs 
which  Include  product  costs  attributable 
to  processed  and  purchased  products. 
While  the  costs  of  natural  gas  shrinkage 
may  be  aggregated  on  a  less  than  firm- 
wide  basis,  and  allocated  to  the  prices  of 
products  derived  from  a  particular 
stream  or  plant  under  present  J  212.167 
(b) ,  there  Is  no  similar  provision  for  sep- 
arate aggregation  of  increased  costs  of 
purchased  products.  Since  (it  Is  claimed) 
increased  product  costs  of  purchased 
products  have  substantially  outstripped 
those  for  processed  products,  the  result 
Is  that  gas  processors  must  Increase  the 
first  sale  price  of  processed  products  to 
reflect  the  Increased  cost  of  purchased 
products,  or  forego  recovery  of  a  sub- 
stantial amount  of  such  Increased  costs 
altogether;  but  If  the  net-back  payment 
Is  based  upon  such  actual  first  sale  prices, 
the  gas  processor  may  In  effect  be  re- 
quired to  remit  a  portion  of  Its  recovery 
to  the  net-back  payee,  notwithstanding 
that  the  costs  being  recovered  have  no 
relation  to  the  cost  Involved  In  the  proc- 
essing of  the  net-back  payee's  gas  or 
NGL  stream. 

It  should  also  be  noted  that  a  similar 
result  would  obtain  with  respect  to  other 
than  product  cost  Increases,  tf  Increased 
processing  costs  and /or  Increased  mar- 
keting costs  are  required  to  be  aggre- 
gated on  a  firm-wide  basis,  or  are  other- 
wise required  to  be  aggregat^ed  with  each 
other. 

Yet  another  potential  problem  is  said 
to  exist  with  respect  to  the  impact  of  in- 
creased processing  costs  upon  gas  proc- 
essors' net-back  obligations.  For  exam- 
ple, the  net-back  payee's  natural  gas  or 
NGL  stream  may  be  processed  at  a  proc- 
e.<:slng  plant  which  has  experienced  in- 
creased processing  costs.  These  Increased 
processing  costs  may  of  course  be  added 
to  May  15.  1973  prices  for  the  products, 
but  in  doing  so  the  gas  processor  will  be 
Increasing  the  amount  of  its  net-back 
obligation  (where  such  obligation  is 
based  on  the  selling  price  of  the  prod- 
ucts). However,  since  the  gas  processor 
may  not  Increase  Its  prices  on  a  greater 
than  doUar-for-dollar  basis  to  reflect  its 
increased  costs   (exclusive  of  increased 


net-back  payments) ,  the  result  may  be 
that  It  Is  required  to  share  a  portion  of 
Its  cost  recovery  with  the  net-back  payee 
that  has  not  Incurred  the  cost.  (Of 
course,  whether  this  situation  in  fact  ob- 
tains is  also  dependent  upon  whether  the 
gas  processor  is  reimbursed  by  the  net- 
back  payee  In  the  form  of  processing  fee 
payments.) 

Gas  prcxessors  have  therefore  urged 
that  the  FEA  adopt  some  system  of  im- 
puted "plant  gate"  prices,  permit  the 
maintenance  of  separate  cost  pools  for 
processed  and  purchased  products,  es- 
tablish separate  Inventory  rules  and  or 
specifically  provide  for  the  exclusion  of 
certain  cost  recoveries  from  the  calcula- 
tion of  sales  prices  for  purposes  of  deter- 
mining net-back  obligations  It  has  been 
contended  that  failure  to  do  so  would 
constitute  a  violation  of  statutory  re- 
quirements to  permit  doUar-for-dollar 
passthroughs  of  Increased  costs. 

The  FEA  does  not  necessarily  agree 
that  a  failure  specifically  to  limit  net- 
back  payments  would  constitute  a  viola- 
tion of  statutory  requirements.  Insofar 
as  such  a  passthrough  requirement  Is  ap- 
plicable, the  FEA  believes  that  its  statu- 
tory duties  will  have  been  met  by  per- 
mitting the  passthrough.  In  the  first  sale 
price,  of  Increased  costs  a«;tuaUy  In- 
curred by  gas  processors.  <(Z>n  the  other 
hand,  the  FEA  has  clesu-ly  stated  that 
Increased  cost  attributable  to  increased 
net-back  payments  must  not  be  per- 
mitted to  further  Increase  first  sale 
prices,  since  otherwise  there  would  be  an 
endless  chain  of  Increases  In  first  sale 
prices.  See  i  212.166(d)  and  40  FR  39850 
(August  29.  1975).)  Moreover,  the  FEA 
has  In  the  past  been  reluctant  to  Inter- 
vene in  net-back  relationships,  except  to 
assure  that  such  dealings  do  not  result 
under  the  price  regulations  In  unin- 
tended increases  In  the  first  sale  price  or 
in  imacceptable  distortions  between  In- 
dependent gas  processors  and  crude  oU 
refiners  that  process  natural  gas  as  re- 
gards supplies  of  natural  gas.  Finally,  a 
complete  resolution  of  these  Issues  may 
in  part  be  a  function  of  the  proper  In- 
terpretation of  the  net-back  contract 
imder  all  of  the  pertinent  circumstances, 
and  the  FEA  is  of  course  not  In  a  position 
authoritatively  to  construe  the  meaning 
of  contracts  between  private  parties. 

Nevertheless,  the  FEA  will  be  receptive 
to  comments  and  suggestions  regarding 
ways  (if  any)  in  which  it  can  properly 
alter  its  current  regulations  to  prevent 
unjustified  "windfalls."  If  such  they  are. 
to  net-back  Interests.  The  FEA  requests 
that  net-back  payees  comment  upon 
these  Issues,  to  assure  that  the  FEIA  has 
the  benefit  of  their  vIpws  on  the  matter. 

In  commenting  upon  these  issues,  com- 
menters  should  consider  the  possible  ef- 
fects of  permitting  increased  marketing 
costs  to  be  allocated  on  the  basis  of  sepa- 
rate inventories,  as  proposed  herein. 
Commenters  should  also  discuss  their 
pasitlon  with  respect  to  the  increased 
product  cost  aggregation  provisions  of 
present  §  212.167(b>,  and  their  relation- 
ship to  increased  costs  of  purchased 
products.  Commenters  should  also  con- 
sider and  discuss  the  relationships  of  all 


of  these  pro\isions  with  the  class  of  pur- 
chaser provisions  of  Subpart  K.  Pinalli'. 
where  the  problem  exists  with  respect  to 
gas  processors  that  also  refine  crude  oil. 
the  relationship  of  all  of  the  above  con- 
siderations to  cognate  Subpart  E  provi- 
sions ( tf  any '  should  be  addressed . 

Commenters  should  also  examine  and 
discuss  the  possible  mechanics  of  imple- 
menting any  change  to  the  regulations  to 
limit  gas  processors'  net-back  obliga- 
tions. As  hidicated  previously,  informal 
suggestions  have  Included  the  use  of  im- 
putf^d  "plant  gate"  prices,  the  mainte- 
nance of  separate  cost  pools  for  processed 
and  purchased  products,  the  establi.sh- 
ment  of  separate  Inventories,  and  or  the 
adoption  of  a  rule  specifically  excluding 
(for  purposes  of  net-back  calculations' 
certain  cost  recoveries  from  the  calcula- 
tion of  the  relevant  sales  price. 

.An  Imputed  "plant  gate"  price  wou'd 
presumably  refiect  a  value  for  the  prod- 
uct at  the  outlet  of  a  given  plant,  and 
would  exclude  Increased  marketing  cost« 
and  all  product  and  processing  costs  not 
attributable  to  products  prixluced  at  that 
plant.  However.  It  would  Include  the  in- 
creased product  and  processing  costs  at- 
tributable to  those  products,  at  least  in 
the  absence  of  a  provision  specifically 
excluding  them:  and  the  gas  processor 
would  therefore  presumably  remain  Ua- 
ble  to  make  net-back  pajinents  on  the 
basis  of  a  value  which  reflects  such  in- 
creased costs. 

Commenters  should  be  cognizant  of 
the  fact  that  maintenance  of  separate 
cost  pools  for  purchased  products  is  not 
a  solution  which  the  FEA  presently  fav- 
ors. Where  legitimate  separate  inven- 
tories exist.  It  may  be  possible  to  allocate 
costs  on  that  basis.  (However,  this  may 
be  a  complicated  effort,  and  a  change  in 
present  concepts  which  would  result  in 
drastic  price  changes  to  some  purchasers 
would  require  adequate  justification.! 
However,  where  there  are  no  such  sepa- 
rate Inventories,  to  permit  separate  pric- 
ing of  fungible  products  based  solely  on 
their  manner  of  acquisition  by  the  gas 
processor  would  appear  to  create  con- 
siderable administrative  difliculties  in 
tracing  costs,  and  a  potential  for  de- 
stroying the  entire  class  of  purchaser 
concept. 

An  approach  in  which  certain  costs  are 
excluded  (for  net-back  calculation  pur- 
poses »  from  the  computation  of  first  sale 
prices  would  presumably  build  upon 
present  §  212.169.  which  airead.v  exclude'^ 
cost  of  crude  oil  from  such  computation.-;. 
As  noted  previously,  the  inclusion  of  in- 
creased processing  costs  in  the  first  sale 
price  may  have  the  result  of  permitting 
net-ba«:k  payees  to  receive  payments  re- 
flecting costs  which  (although  in  a  sense 
"attributable"  to  their  products'  they 
did  not  incur,  and  conversely  of  requiring 
the  gas  pr(x-essor  to  absorb  a  portion  of 
such  increased  costs.  In  fact,  it  appears 
that  the  same  logic  would  be  applicable 
to  all  allowable  increased  costs,  product, 
proce-ssing  or  marketing,  since  the  gas 
processor  may  in  no  event  increase  first 
sale  prices  in  an  amoimt  greater  than 
that  necessary  to  reflect  such  increased 
costs  on  a  dollar-for-dollar  basis.  Thus. 
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pursuing  this  logic  to  its  ultimate  conclu- 
sion would  result  In  the  position  that 
net-back  interests  may  not  receive 
greater  \>eT  gallon  revenues  than  they  did 
on  May  15,  1973.  except  to  the  extent  that 
the  parties  have  by  agreement  changed 
the  method  for  determining  the  amoiuit 
of  the  net-back.  In  other  words,  an  in- 
crease in  the  first  sale  price  of  NGL«  or 
NGL  products  would  not  in  and  of  itself 
result  in  the  increase  of  net-back  pay- 
ments. 

The  FEA  requests  that  commenters 
assess  the  implications  and  relative  mer- 
its of  the  various  possible  methods  dis- 
cussed above  for  limiting  gas  processors' 
net-back  obligations,  as  well  as  the  need 
for  any  provision  imposing  limits  on  such 
obligations. 

B.  ALLOCATION  OF  INCREASED  PRODUCT  COSTS 
AMONG    FIRMS 

Proposed  §  212.165,  dealing  with  proc- 
essing costs,  proposes  a  mechanism  for 
allocating  increased  processing  costs 
among  the  various  "related  entities" 
which  In  a  sense  share  such  costs.  The 
FEA  requests  comments  as  to  whether 
it  Is  feasible  to  apply  a  .similar  mecha- 
nism with  respect  to  increased  product 
costs,  and  if  not.  suggestions  as  to  feas- 
ible methods  of  accomplishing  such  an 
allocation.  Conversely.  i^EA  seeks  com- 
menters' views  on  whether  the  proposed 
processing  cost  allocation  method  (or 
any  method  of  allocating  such  costs)  is 
practicable  without  al.-o  providing  for 
similar  allocation  of  Increased  product 
costs.  If  the  FEA  determines,  based  upon 
the  response  to  this  issue,  that  it  would 
be  both  necessary  and  feasible  to  provide 
a  method  of  allocating  product  costs  on  a 
basis  similar  to  that  for  processing  costs, 
it  may  in  this  rulemaking  adopt  neces- 
sary provisions  to  accomplish  that  end. 

It  would  appear  that  increased  prod- 
uct costs  attributable  to  purchased  NGL 
products  may  be  relatively  easily  traced 
and  allocated  among  related  entitles. 
More  dlfRcult  Is  the  question  of  what 
firm  Incurs  "common"  costs  attributable 
either  to  natural  gas  shrinkage  or  to  pur- 
chased NGLs  I  which  are  thon  fraction- 
ated into  NGL  products!  The  FEA  re- 
quests comments  on  whether  it  would  be 
feasible  to  allocate  such  costs  on  a  volu- 
metric basis  (i.e..  on  the  basis  of  the  re- 
spective volumes  of  processed  products 
owned  by  the  related  entitles  > .  subject  to 
the  cost  aggregation  and  allocation  pro- 
visions of  present  §  212.167  and  subject 
also  to  specific  provisions  for  treating 
inter-firm  contract  payments  in  the 
same  manner  as  proposed  herein  for 
processinJT  costs. 

C.     ADJUSTMENT     FOR     "UNREPRESENTATIVE" 
MAY  1973  COSTS  AND  FIRST  SALE  PRICES 

In  enacting  Subpart  K.  the  FEA  was 
aware  that  tlie  use  of  specific  May  1973 
costs  and  prices  as  the  basis  from  which 
to  compute  increased  costs  and  maxi- 
mum lawful  prices  was  in  some  degree 
artificial,  in  that  .such  costs  and  prices 
could  have  reflected  an  unusual  and 
atypical  .situation  for  a  particular  gas 
processor,  a  situation  not  representative 
of  the  gas  processor's  prices  and  costs 


over  a  longer  and  more  representative 
period  of  time.  It  was  for  this  reason. 
among  others,  that  gas  processors  were 
permitted  to  us€  the  adjusted  May  15, 
1973  prices  provided  in  present  f  212.164 
(a)  in  heu  of  their  actual  May  15,  1973 
weighted  average  first  sale  prices.  <On 
the  other  hand,  it  was  also  recognized 
that  any  system  of  price  controls  based 
upon  historic  price  levels  and  pass- 
throughs  of  increased  costs  requires  the 
use  of  some  relatively  fixed  "base 
period.") 

However,  the  FE.A.'s  experience  in  ad- 
ministering Subpart  K  (including  ex- 
perience with  the  "new  Item"  rule  of 
5  212.111.  where  there  are  no  May  1973 
costs  or  prices  for  the  gas  processor  cc«i- 
cerned  and  in  which  costs  and  prices  on 
the  date  of  the  first  sale  of  the  item  are 
therefore  used)  has  caused  It  to  consider 
whether  it  would  be  appropriate  to  pro- 
vide some  means  to  either  require  cw 
permit  May  1973  costs  or  prices  to  be 
calculated  on  some  other  basis  than 
those  presently  provided,  where  such 
costs  or  prices  as  presently  calculated 
are  anomalous  or  clearly  unrepresenta- 
tive of  the  gas  processor's  experience 
over  a  more  representative  period.  The 
FEA  is  therefore  considering,  and  re- 
quests comments  upon,  reserving  to  It- 
self the  option  to  require  or  permit  gas 
processors  to  utilize  average  costs  and 
prices  over  a  longer  (e.g.,  three  month 
or  one  year)  period  than  is  presently 
provided  under  Subpart  K  (or  under  the 
"new  item  ■  rule  of  5  212.111). 

An  example  of  an  "unrepresentative" 
situation  would  be  one  in  which  there 
was  a  substantial  shut-down  of  a  plant 
during  the  revelant  month,  with  the  re- 
.<;\ilt  that  per  tinlt  non-product  costs  for 
that  plant  would  be  extremely  high. 
While  the  proposed  §  212.165  would  re- 
quire any  extraordinary  or  Irregular  cost 
to  be  prorated  over  an  appropriate  pe- 
riod of  time,  many  of  the  costs  may 
simply  represent  fixed  (or  ordinary) 
costs  spread  over  a  very  small  produc- 
tion base.  Other  examples  might  include 
a  relatively  new  plant  experiencing  high 
start-up  costs,  a  new  plant  experiencing 
low  natural  gas  volume,  or  distress  sales. 
As  win  be  seen  from  the  foregoing  ex- 
amples, in  some  cases  it  would  be  to  a 
gas  processor's  advantage  to  utilize  some 
sort  of  alternative  averaging  process,  in 
order  to  reduce  base  period  costs  and 
thus  raise  the  amount  of  Increased  costs; 
and  in  others  it  would  be  to  its  disad- 
vantage, as  where  base  period  costs 
would  otherwise  be  high  or  base  period 
prices  low  However,  in  both  cases  there 
is  the  common  fact  'or  possibility)  that 
such  costs  or  prices  are  abnormal  and 
unrepresentative,  and  the  same  question 
as  to  whether  it  is  appropriate  to  con- 
tinue computing  maximum  lawful  prices 
through  a  prolonged  control  period  on 
such  an  tmrepresentative  basis. 

The  FEA  requests  comments  on 
whether  such  an  alternative  method  of 
calculating  base  period  costs  and  prices 
would  be  fea.slble.  The  FEA  also  requests 
comment^s  on  the  Implications  and  sug- 
gested limitations  on  the  use  of  such  an 
alternative  with  respect  to  the  effect  of 


such  an  alternative  on  gas  processors' 
existing  price  structures.  Comm«its  are 
also  requested  concerning  possible  cri- 
t«ia  for  determining  when  costs  and 
prices  are  "unrepresentative." 

D.  ADJUSTED  MAY  15,  1973  NGL  PRICES  BASED 
UPON  "DISCOUfTTS"  FROM  NGL  PRODUCTS 
PRICES 

Present  S  212.164(a)    permits  a  seller 
of  NGL  products  to  use  a  specified  num- 
ber Of  cents  per  gallon  ($.085  for  pro- 
pane, $.09  for  butane,  and  $.10  for  nat- 
ural gasoline)    as  its  May  15,  1973  first 
sale  prices  In  lieu  of  actual  May  15.  1973 
first  sale  prices,  if  such  seller  so  chooses. 
Ordinarily,    the    NGL    products    seller 
would  SO  choose  and  has  so  chosen  the 
specified  (adjusted)  prices  where  actual 
May  15,  1973  prices  were  less  than  the 
amount  allowed  tmder  5  212.164(a).  In 
an   attempt   generally   to   preserve   the 
pricing  relationship  between  the  .seller  of 
the  NGL  products  and  the  firm  'if  any) 
which  sold  mixed  NGLs  to  such  seller, 
and  In  order  to  permit  the  NGL  seller 
to  share  In  any  price  Increase  resulting 
from  the  NGL  products  seller's  use  of 
the  adjusted  May  15,  1973  price,  §  212.- 
164fb)    provides  that  if  the  NGL  price 
to  the  NGL  product";  seller  on  May  15, 
1973   represented   a   dl.-'coimt   from   the 
price  erf  NGL  products  sold  on  that  date, 
the  NGL  seUer  may  Increase  Its  price 
to  the  NGL  products  seller  in  an  amoimt 
reflecting  the  same  percentage  dL^oimt 
from  the  adjusted  NGL  products  price  as 
the   actual   NGL  price  was   discounted 
from  the  actual  NGL  products  price  at 
the  NGL  products  .seller's  nearest  selling 
point  on  May  15,  1973. 

Although  the  objectives  of  5  212  164(b) 
are  beUeved  to  be  valid,  the  FEA  has 
been  advised  of  a  number  of  diflScultles 
under  that  section.  The  difficulties  are 
both  administrative  and,  according  to 
some  NGL  sellers,  economic  in  nature. 
From  the  administrative  standpoint, 
some  NGL  sellers  have  contended  that 
there  Is  substantial  uncertainty  regard- 
ing the  proper  May  15.  1973  NGL  prod- 
ucts sales  from  which  to  ascertain  the 
amount  of  the  "discount"  which  existed 
between  NGL  prices  and  NGL  products 
prices  on  that  date.  Thus,  there  is  ap- 
parently a  degree  of  cwilusion  as  to 
whether  the  relevant  May  15,  1973  NGL 
products  price  should  be  the  prire  of  the 
products  derived  from  the  specific  mxied 
NGL  stream,  regardless  of  where  the 
stream  was  fractionated,  or  whether  it 
should  be  the  NGL  products  seller's  prices 
at  the  point  nearest  the  point  at  which 
the  NGL  stream  was  sold,  regardless  of 
whether  such  products  w  ere  derived  from 
that  stream.  There  has  also  apparently 
been  some  question  as  to  whether  the 
relevant  price  may  be  that  of  a  products 
seller  to  whom  the  NGL  seller  has  made 
no  sales,  if  in  fact  that  NGL  products 
ser.er  made  sales  at  the  point  closest  to 
the  NGL  seller's  sales  on  May  15,  1973. 
Finally,  some  questions  have  been  raised 
as  to  whether  the  provisions  of  §  212.164 

(b)  may  be  used  to  establish  an  adjtistcd 
price  for  NGLs  based  upon  a  single  proc- 
essor's own  mark-ups  between  NGLs  and 
NGL  products  on  May  15,  1973. 
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Some  NGL  sellers  have  also  contended 
that,  assuming  the  proper  NGL  products 
sales  are  Identified,  they  cannot  obtain 
(or  be  assured  that  they  have  accurately 
obtained)  the  relevant  May  15,  1973 
products  prices  from  the  products  seller. 
Thus,  It  \s  contended  either  that  the 
Information  necessary  to  determine 
proper  prices  imder  §  212.164' bi  cannot 
be  obtained  or  that  the  use  of  such 
information  exposes  the  NGL  seller  to 
the  risk  of  errors  for  which  It  is  not 
responsible. 

From  an  economic  standpoint,  some 
NGL  sellers  have  contended  that  the  pro- 
visions of  5  212.164ibi  are  preventing 
them  from  obtaining  a  price  which  fairly 
reflects  the  value  of  NGLs  relative  to 
NGL  products.  This  may  be  because  no 
adjustment  to  NGL  prices  is  permitted 
unless  the  relevant  NGL  products  prices 
are  permitted  to  be  adjusted  under 
§  212.164(a^ ,  and  because  (in  some  cases) 
the  relevant  May  15,  1973  products  prices 
were  above  the  adjusted  levels  of  §  212.- 
164(a)  even  though  NGL  prices  were  con- 
siderably below  the  adjusted  amounts. 
Or  it  may  be  because,  even  if  the  products 
sellers  may  increase  the  products  prices 
under  §  212.164<a) ,  the  use  of  the  actual 
price  differential  on  May  15, 1973  between 
the  price  of  those  products  and  the  price 
of  the  mixed  NGLs  in  determining  the 
adjusted  NGL  price  would  perpetuate  a 
pricing  relationship  which  did  not  even 
in  May  1973  fairly  reflect  the  relative 
value  of  NGLs  to  NGL  products.  It  has 
been  contended,  for  example,  that  the 
May  15,  1973  relationship  between  prices 
was  not  that  of  a  "discount"  in  the 
ordinary  sense  of  the  word,  but  rather 
reflected  long-term  NGL  contract  supply 
price  versus  NGL  product  spot  market 
price,  or  reflected  unusual  conditions 
such  as  distress  sales  of  NGLs. 

The  FEA  Is  desirous  of  clarifying  and 
Improving  the  aplication  of  S  212.164(b^ , 
where  necessary  and  appropriate  to  avoid 
difficulties  of  the  type  mentioned.  It  re- 
quests comments,  from  both  NGL  sellers 
and  NGL  products  sellers,  regarding 
whether  and  how  §  212.164(b)  should  be 
amended  to  resolve  these  questions  and 
any  other  perceived  ambiguities  sur- 
rounding that  provision.  In  commenting 
on  these  Issues,  the  following  matters 
should  be  noted. 

First,  although  the  FEA  does  not 
necessarily  concede  that  the  provisions 
of  present  §  212.164(b) ,  when  considered 
in  light  of  their  history  and  purpase,  are 
ambiguous  in  all  of  the  respects  dis- 
cussed above,  it  is  nevertheless  desirous 
of  maximizing  clarity  and  certainty  for 
processors  in  their  application  of  these 
provisions.  In  determining  whether  and 
how  to  alter  these  provisions,  the  PEA 
will  carefully  consider  factors  pertaining 
to  ease  of  application  and  administra- 
tion. 

■With  respect  to  the  economic  concerns 
of  NGL  sellers  and  NGL  products  sellers 
regarding  the  relative  prices  of  NGLb 
and  NGL  products,  several  factors  must 
be  considered.  First,  J212.164<b)  oper- 
ates only  to  permit  an  NGL  seller  to  in- 
crease Its  NGL  price;  in  no  event  does  it 
require  a  redtLction  of  actual  May  15. 


1973  ftrst  sale  prices.  Nor  does  it  operate 
to  prevent  the  passthrough  of  any  In- 
creased costs.  Therefore,  J  212.164(b) 
does  not  affirmatively  create  a  hardship 
for  NGL  seDers  that  would  not  be  ex- 
perienced under  the  general  rule  of 
5  212.163,  which  would  ordinarily  re- 
quire holding  the  May  15.  1973  price  at 
Its  actual  dower)  level.  On  tiie  other 
hand,  tn  providing  for  adjusted  NGL 
products  prices  in  5  212.164'ai  it  was 
FEA's  intention  to  mitigate  the  effects  of 
using  specific  May  15,  1973  prices  to  es- 
tabhsh  a  "base  period"  maximum  law- 
ful selling  price,  where  such  actual  May 
15,  1973  selling  prices  reflected  condi- 
tions unrepresentative  of  more  normal 
market  conditions.  It  was  FEA's  Intai- 
tion.  in  doing  so,  to  maintain  continuing 
Incentives  to  produce  NGL  products. 
Sintfe  the  necessary  first  step  tn  the  pro- 
duction of  NGL  products  Is  the  extrac- 
tion of  NGLs  from  the  wet  gas  stream, 
and  since  the  option  to  extract  or  not  to 
extract  appears  to  be  more  sensitive  to 
economic  considerations  than  the  ques- 
tion of  whether  or  not  to  fractionate 
mixed  NGL  streams,  there  is  some  force 
to  an  argument  that  the  incentive  should 
be  directed  primarily  toward  the  extrac- 
tor « NGL  seller  > . 

Second,  the  FEA  has  tentatively  con- 
cluded that  any  change  In  the  provisions 
of  J  212.164(b)  should  not  be  permitted 
to  increase  the  first  sale  price  of  NGL 
products.  (Present  §  212.166(c)  would 
prevent  any  such  increase  in  products 
prices.)  Otherwise,  the  effect  would  be 
the  same  as  permitting  a  further  In- 
crease in  the  adjusted  May  15,  1973  price 
for  NGL  products,  above  the  specified 
limits  of  §212.164(a>.  The  option  pro- 
vided by  J  212.164(a)  to  increase  May  15, 
1973  prices  was  an  option  for  a  one-time 
increase  only,  and  only  up  to  the  stated 
limits.  In  short,  the  total  Increase  in 
NGL  products  prices  under  §  212.164'a) 
must  be  distributed  among  the  NGL  sel- 
ler and  the  NGL  products  seller,  without 
further  Increasing  NGL  products  prices. 
Therefore,  any  change  to  the  provisions 
of  §  212.164tb)  to  permit  the  NGL  seller 
to  increase  its  price  to  the  NGL  product 
seller  would  necessarily  require  the  prod- 
ucts seller  to  absorb  a  "cost"  not  pres- 
ently being  Incurrec. 

The  FEA  has  Identified  two  alternative 
possibihties  to  which  It  wishes  to  give 
consideration  and  upon  which  it  requests 
comments,  as  follows: 

1.  Estabhsh  a  fixed  adjusted  price  for 
NGLs.  based  upon  a  certain  number  of 
cents  per  gallon  for  the  propane  con- 
tent, a  certain  number  of  cents  per  gal- 
lon for  the  butane  content,  and  a  cer- 
tain nimiber  of  cents  per  gallon  for  the 
natural  gasoline  content.  The  specified 
number  of  cents  per  gallon  would  be  the 
price  specified  for  the  relevant  specific 
product  under  §  212.164(a).  less  an 
amount  which  would  reasonably  reflect 
the  costs  of  fractionating  in  May  1973 
(plus  some  margin  for  the  fractionator) . 
"The  FT:a  does  not  have  detailed  data  for 
establi'^hing  the  proper  reduction  but  be- 
lieves that  $.005  per  gallon  Is  a  generally 
realistic  figure.  Thus.  In  short.  |  212.164 
lb  I    might  be  amended  to  provide  that 


NGL  sellers  may  use  as  an  adjusted  May 
15.  1973  price  sm  amount  of  $  08  per  gal- 
lon for  propane  content.  $.085  per  gal- 
lon for  butane  content,  and  $095  per 
gallon  for  natural  gasoline  content. 

It  should  t>e  noted  that  under  this  ap- 
proach Uie  adjusted  prices  for  NGLs 
could  be  used  regardless  of  whetiier  or 
the  extent  to  which  the  NGL  products 
seller  adjusted  its  May  15.  1973  prices 
under  5  212  164' a  ' .  Moreover,  such  prices 
would  be  generally  applicable,  regard- 
less of  Uie  identity  or  circumstances  of 
the  purchaser. 

This  alternative  has  the  viitue  of 
avoiding  uncertainty,  and  of  attempting 
to  establLsh  a  realistic  relationship  be- 
tween NGL  and  NGL  products  value.  The 
FEA  is  cognizant  of  the  fact  that  any 
attempt  to  provide  a  generalized  price 
for  NGL«  in  this  manner  would  have 
differing  effects  on  tndi\idual  parties,  de- 
pending upon  their  specific  circum- 
stances. In  particular,  the  FEA  is  aware 
that  such  a  generalized  approach  may 
substantially  cut  into  current  revenues  of 
NGL  products  lellers.  and  may  m  some 
cases  even  remove  tiieir  May  1973  mar- 
gins altogether.  However,  inscrfar  as  gen- 
eral regulatory  treatment  is  cor.cemed. 
the  question  Is  one  erf  balancing  total 
benefits  of  this  kind  of  approach  against 
total  costs,  and  the  FE.A.  would  therefore 
consider  whether  the  suggested  approach 
is  generally  rcaisonable  and  reaUsuc  The 
PEA  would  also  consider  the  pobsibility 
of  requiring  the  NGL  seller  to  use  a  lower 
adjusted  price  In  those  cases  ui  whicli 
the  use  of  a  specified  general  price  would 
unreasonably  reduce  the  products  seller's 
margin.  Comments  are  also  requested  as 
to  the  general  validity  of  the  $.005  per 
gallcxi  figure  to  reflect  actual  May  1973 
fractionating  cosu  plus  a  rea^^oiiabld 
margin  for  fractlon&tors. 

2.  A  second  possibility  is  to  maintain 
the  present  general  system  of  determin- 
ing May  15,  1973  first  sale  prices  for 
NGLs,  but  to  specify  with  greater  partic- 
ularity in  {  212.1641  b'  the  reference  NGL 
products  prices  upon  which  such  NGL 
prices  are  to  be  based.  In  this  connection. 
the  reference  to  a  -discoimt"  might  be 
deleted  in  Its  entirety  and  NGL  prices 
might  be  based  simply  upon  the  objec- 
tive historical  differential  existing  be- 
tween actual  May  15.  1973  NGL  price 
and  the  actual  May  15,  1973  prices  for 
NGL  pr<xiucts  derived  from  that  NGL 
stream  'or  from  the  plant  in  which  such 
stream  was  fractionated  i .  Also  in  this 
connection,  the  NGL  products  seller 
might  be  required  to  certify  to  the  NGL 
seller  the  weighted  average  selling  price 
on  May  15.  1973  for  products  produced  at 
the  plant  at  which  the  NGL  stream  was 
fractionated. 

The  principal  reasons  for  retaining  the 
present  general  approach  of  §  212.164(b) 
would  be  to  avoid  the  problems  Identified 
In  attempting  to  establish  a  specified  ad- 
justed May  15,  1973  price  for  NGLs.  as 
discussed  with  respect  to  the  first  alter- 
native, above.  As  noted  previously,  a 
major  difficulty  of  adopting  a  uniform 
specified  figure  may  be  Its  uneven  and  un- 
foreseeable Impact  upon  existing  specific 
supply  relaWoDshlps.  As  also  discussed 
previously   there  Is  no  afllrmative  hard- 
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ship  created  by  present  §  212.164ib) 
which  is  not  inherent  in  the  general 
price  rule  of  §  212.163  (requiring  that 
May  15,  1973  prices  be  held  at  their  ac- 
tual levels',  except  to  the  extent  that 
any  uncertainty  in  the  application  of 
5  212.164' b)  prevails. 

This  suggested  approach  would  gen- 
erally conform  to  the  original  intent  of 
§212.164ib).  viz..  to  permit  the  NGL 
seller  to  share  in  any  increa-^e^  in  May 
15.  1973  prices  which  the  NGL  products 
seller  enjoys  by  reason  of  being  permit- 
ted to  use  the  adjusted  NGL  products 
prices  under  §212.164'a>.  Where  the 
products  seller  has  not  used  the  adjusted 
price  (because  the  actual  price  on  May 
15.  1973  was  above  the  adjusted  levels  K 
tlie  NGL  seller  would  be  required  to  use 
its  actual  May  15.  1973  price.  Moreover, 
the  NGL  seller  could  make  the  adjust- 
ment under  S  212.164' bi  only  for  sales  of 
streams  to  that  particular  NGL  products 
seller.  Section  212  164  (bi  would  not  serve 
as  authority  for  the  NGL  seller  to  In- 
crease its  May  15,  1973  prices  generally, 
regardless  of  tlie  Identity  of  the  pur- 
chaser. In  short,  §212.164ib»  would 
simply  provide  for  the  preservation  of  a 
pricing  relationship  which  exi.sted  be- 
tween a  specific  NGL  seller  and  a  specific 
NGL  product  seller  on  May  15,  1973. 

In  di.scu.<;sing  the  first  alternative 
above,  the  FEA  has  noted  certain  possi- 
ble justifications  for  adopting  a  umform 
adjusted  price  for  NGLs.  It  has  also 
noted  certain  potential  problems  in  do- 
ing so.  the  principal  one  being  that  of 
adopting  a  specified  figure  which  does 
not  unreasonably  reduce  NGL  product 
sellers'  margms  or  substantially  distort 
exLstmg  pricing  relationships.  The  FEA 
requests  that  commenters  assess  the  rel- 
ative benefits  and  detriments  of  the  vari- 
ous alternative  possibilities  discussed 
herein,  and  that  they  provide  detailed 
dLscussion,  where  feasible,  regarding 
their  views  as  to  the  impllcaiions  of  each 
alternative. 

E.     EXCLtJSION    OF    COSTS    ATTRIBUTABLE    TO 
UN'CON'TROLLED    PRODUCTS 

When  a  gas  processor  processes  nat- 
ural gas  or  mixed  NGLs  to  derive  NGL 
products  'propane,  butane  and  natural 
gasoline) ,  it  also  frequently  derives  from 
the  stream,  and  either  sells  or  uses,  cer- 
tain products  which  are  not  NGL  prod- 
ucks  subject  to  FEA  price  controls.  The 
most  significant  of  these  uncontrolled 
products  is  ethane,  but  a  processor  may 
also  sometimes  derive  and  sell  other  prod- 
ucts such  as  helium,  nitrogen,  or  sulfer. 
In  such  cases  the  question  arises 
whether  a  portion  of  the  increased  prod- 
uct and  processing  costs  which  are  "com- 
mon" to  both  NGL  products  and  uncon- 
trolled products  should  be  allocated  to 
the  uncontrolled  products  and  thus  re- 
moved from  the  pool  of  increased  costs 
which  may  be  recovered  in  NGL  product 
sales. 

As  a  matter  of  abstract  accounting 
principle,  such  an  allocation  of  a  pro- 
portionate share  of  Increased  costs  to 
uncontrolled  products  Is  logical;  and 
present  §212.167ia)  provides  a  formula 
for  allocating  such  costs  to  ethane  and 


excluding  them  from  costs  recoverable  In 
NGL  product  sales  (the  "ethane  exclu- 
sion"* .  The  FEA  requests  comments  con- 
cerning the  appropriateness  and  feasi- 
bility of  providing  a  similar  exclusion  for 
other  uncontrolled  products. 

In  particular,  the  FEA  seeks  to  ascer- 
tain whether  a  provision  for  the  exclu- 
sion of  such  costs  can  be  formulated 
without  creating  undue  complexity,  and 
whether  the  economic  significant  of  un- 
controlled products  (other  than  ethane) 
is  sufficient  to  warrant  an  additional  re- 
quirement for  calculating  and  excluding 
costs  attribuuible  thereto.  The  FEA  seeks 
to  determine  whether  the  existence  of 
these  other  uncontrolled  products  in  the 
gas  or  NGL  stream  plays  any  role  in 
the  valuation  of  such  streams,  and  if  so 
how  substantial  that  role  is.  It  also  re- 
quests comments  concerning  whether 
tlie  amounts  of  these  micontrolled  prod- 
ucts present  in  a  stream  can  be  deter- 
mined and  converted  (if  necessary)  to 
units  of  measurement  which  can  also  be 
utilized  for  NGL  products  and  ethane 
and  thus  be  incorporated  into  a  volumet- 
ric formula  similar  to  that  of  §  212.167 
I  a)  for  calculating  the  "ethane  exclu- 
sion." 

In  conrunenting  upon  these  matters, 
commenters  should  bear  in  mind  that 
different  uncontrolled  products  may  af- 
fect certain  costs,  such  as  costs  of  nat- 
ural gas  shrinkage,  in  different  ways. 
For  example,  if  such  costs  are  based  upon 
BTU  reductions  in  the  residue  gas, 
neither  helium  nor  nitrogen  (and  pos- 
sibly not  .sulfur)  would  appear  to  have  a 
subetantlal  effect  on  such  costs.  On  the 
other  hand,  to  the  extent  that  such  costs 
are  based  upon  volume  (MCF)  reductions 
in  the  residue  gas,  helium  and  nitrogen 
may  have  an  effect  which  is  relatively 
easilv  measurable;  but  volumetric  reduc- 
tions attributable  to  sulfur  may  be  less 
significant  or  less  easily  measured. 

F.     CALCULATION     OF     INCREASED     COSTS     OF 
NATURAL    CAS    SHRINKAGE 

In  promulgating  Subpart  K.  the  FEA 
recognized  that  "increased  costs  of  nat- 
ural gas  shrinkage"  are  an  Increased 
product  cost  eligible  for  passthrough  in 
the  prices  of  NGLs  and  NGL  products. 
Section  212.162  defines  "cost  of  natural 
gas  shrinkage"  as  follows: 

•  •  •  the  reduction  in  selling  price  per 
thou.sand  cubic  feet  (MCF)  of  natural  gas 
processed,  which  Is  attributable  to  the  re- 
duction In  volume  or  BTU  value  of  the  nat- 
ural gas  resulting  from  the  extraction  of 
natural  gas  liquids,  as  determined  pursuant 
to  the  contract  In  effect  at  the  time  for  which 
cost  of  natural  gas  shrinkage  Is  being  meas- 
\ired.  and  under  which  the  proce.sed  natural 
gas  is  sold. 

The  general  purpose  of  recognizing 
"shrinkage"  costs  as  a  product  cost  is  to 
compensate.  In  the  prices  of  the  NGLs 
and  NGL  products  derived  from  a  gas 
stream,  for  the  reduction  In  gas  sales 
revenues  which  results  from  the  extrac- 
tion of  the  NGLs. 

FEA  Ruling  1975-18  details  the  meth- 
ods for  calculating  increased  costs  of 
natural  gas  shrinkage.  Including  methods 
for  calculating  the  costs  of  natural  gas 


shrinkage  for  each  of  the  periods 
May  1973  and  the  current  month.  In 
essence,  the  cost  of  natural  gas  shrink- 
age for  any  month  is  the  amount  derived 
by  multiplying  f  1 )  the  reduction  ( in  MCF 
or  BTU)  in  the  gas  stream  resulting  from 
NGL  extraction  by  (2)  the  selling  price 
per  MCF  or  BTU  of  the  residue  gas,  and 
dividing  that  amount  by  the  amount  (in 
MCF)  of  inlet  or  "wet"  gas  processed. 
Thus,  the  cost  of  natural  gas  shrinkage 
for  any  period  is  expressed  as  a  certain 
number  of  cents  per  MCF  of  proces.sed 
gas.  Increased  shrinkage  costs  are  the 
difference  in  this  "per  MCF"  cost  be- 
tween May  1973  and  the  current  month, 
multiplied  by  the  MCF  amount  of  gas 
processed  in  the  current  month. 

The  operation  of  Ruling  1975-18  and 
the  definition  of  "cost  of  natural  gas 
shrinkage"  has  generated  some  issues 
which  are  discussed  below,  and  upon 
which  the  FT:a  solicits  comment. 

(1)  Calculations  for  "New  Streams" 
under  §  212.168.  Where  a  stream  of  nat- 
ural gas  is  now  being  processed  and  sold, 
but  had  not  been  processed  and  sold  as 
of  May  1973,  it  is  necessary  to  establisli 
May  1973  costs  of  natural  gas  shrinkage 
for  such  gas,  in  order  to  calculate  in- 
creased shrinkage  costs  for  such  gas. 
Present  §  212.168  provides  one  element 
of  the  necessary*  calculation,  by  providing 
an  imputed  May  1973  selling  price  for 
the  residue  gas.  However,  it  does  not  In 
terms  establish  an  imputed  May  1973 
amount  of  MCF  or  BTU  reduction  in  the 
gas  stream  by  reason  of  extraction  of 
NGLs,  nor  does  It  establish  an  imputed 
May  1973  volume  of  gas  processed.  Under 
Ruling  1975-18,  as  discussed  above,  these 
elements  are  necessary  for  calculating 
base  period  shrinkage  costs,  and  thus  for 
determining  Increased  shrinkage  costs 
since  that  time. 

In  40  FR  39850  (August  29.  1975>, 
the  FEA  noted  the  absence  of  such 
imputed  volume  figures  in  §  212.168.  and 
indicated  that  it  would  "permit  firms 
to  use  the  current  month's  processing 
and  extraction  statistics  In  computing 
the  cost  of  natural  gas  shrinkage  both 
for  the  current  month,  and  for  the  month 
of  May  1973."  There  is  no  evidence  that 
the  FEA  specifically  intended  that  the 
imputed  May  1973  volume  figures  should 
be  recalculated  for  each  "current 
month."  as  distinguished  from  utilizing 
the  figures  for  the  first  "current  month" 
in  which  the  new  stream  was  processed. 
However,  the  language  quoted  above  ap- 
pears to  permit  shrinkage  calculations 
on  a  revolving  "current  month"  basis, 
although  it  does  not  prohibit  the  use  of 
volume  figures  for  the  "first"  current 
month. 

Under  a  "revolving  current  month" 
approach,  in  which  imputed  May  1973 
volumes  are  changed  to  reflect  any 
changes  in  current  volumes,  only  vari- 
ables affecting  increased  costs  of  nat- 
ural gas  shrinkage  would  be  'I'  the 
amount  by  which  the  current  selling 
price  of  the  residue  gas  exceeds  the  im- 
puted May  1973  price  as  provided  in 
§212.168  ($0.23  per  MCF  or  MMBTU. 
or  any  lower  actual  price  on  the  date 
on  which  the  gas  is  first  sold»,  and  (2) 
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the  actual  s^nount  of  extraction  In  the 
current  month.  The  amount  of  Inlet  gas 
Is  assumed  to  have  been  the  same  ta 
May  1973  as  it  Is  In  the  current  month, 
so  that  this  element  plays  no  role  In 
calciilatlng  Increased  natural  gas  shrink- 
age costs.  In  addition,  the  absolute 
amount  of  shrinkage  in  the  current 
month  Is  assumed  to  have  been  the  same 
In  May  1973.  so  that  in  calculating  dif- 
ferences In  shrinkage  costs  between  May 
1973  and  the  current  month  this  element 
also  plays  no  role. 

The  above  approach  may  result  in  dif- 
ferent treatment  for  new  gas  streams 
and  gas  streams  which  are  not  new. 
beyond  that  Inherent  In  the  use  of  the 
specified  Imputed  price  of  §  212.168  for 
new  streatms  and  the  use  of  actual 
May  15,  1973,  prices  In  the  case  of  old 
streams.  Thus,  If  an  "old"  stream  was 
In  fact  selling  at  $0.23  per  MCF  or 
MMBTU  on  May  15, 1973,  and  is  now  sell- 
ing at  a  price  Identical  to  that  of  the 
new  stream.  It  does  not  necessarily  fol- 
low that  Increased  shrinkage  costs  for 
the  old  stream  would  be  the  same  as  for 
the  new  stream,  because  the  pertinent 
volume  of  natural  gas  processed  or  of 
NGLs  extracted  may  be  different  between 
the  current  month  and  May  1973  for  old 
streams. 

For  example.  If  In  May  1973,  l.OOO 
MCF  of  the  old  stream  were  processed 
and  reduction  resulting  from  NGL  ex- 
traction were  100  MCF,  May  1973  shrink- 
age costs  would  be 

100X.23 
1.000   ■ 

or  0.023  cents  per  Inlet  MCF.  If  In  the 
current  month  2,000  MCF  of  wet  gas 
were  processed  and  reduction  from  NGL 
extraction  were  150  MCF,  then  (assum- 
ing a  current  price  of  0.40  cents  per 
MCF)  current  shrinkage  costs  would  be 

iaox.4<i 

2,(»0  ' 

or  0.03  cents  per  Inlet  MCF.  Increased 
shrinkage  costs  would  be  0.007  (0.03— 
0.023)  per  Inlet  MCF,  or  a  total  of  $14 
(0.007x2,000).  For  a  new  stream,  how- 
ever, May  1973  costs  would  be 

2,000  ' 

or  0.017  cents  per  MCF,  and  current  cost*: 
would  be 

iaox.«o 

2,000 '' 

«•  .03  cent  per  MCF,  resulting  In  In- 
creased coets  of  .013  cent  per  MCF  or 
$26.00.  Note  that  the  result  Is  the  same 
aa  multiplying  150 x. 17  iU.,  .40-J23). 
For  old  streams,  in  other  words,  the  re- 
sult will  not  be  the  same  as  for  new 
streams  whenever  the  proportion  of 
absolute  MCTP  shrinkage  to  the  amount 
of  gas  processed  is  different  than  in  May 
1973.  In  the  case  of  a  new  stream,  how- 
ever, the  Increased  costs  of  shrinkage  in 
effect  reflect  only  the  absolute  current 
Bhrtnkage  multiplied  by  the  difference 
between  the  curr«it  selltng  price  and  the 
Imputed  May  15,  1973  price  under  i  212- 
168,  because  the  amount  of  natural  gas 


processed  Is  assumed  to  be  the  same.  In 
other  words,  the  "per  MCF"  coet  of 
natural  gas  shrinkage  may  be  different 
tn  May  1973  and  the  current  month  for 
old  streams,  whereas  for  new  streams  It 
Is  assumed  to  be  Identical. 

The  FEA  requests  comments  regarding 
whether  continued  treatment  of  new 
streams  in  the  maimer  described  above 
Ls  appropriate,  in  light  of  the  different 
treatment  which  results  for  old  streams 
which  are  generally  similarly  situated. 
The  FEA  requests  evaluation  concerning 
whether  permitting  Imputed  May  1973 
volumes  to  fluctuate  for  new  streams  is 
consistent  with  the  basic  "per  MCF"  con- 
cept for  measuring  costs  of  natural  gas 
shrinkage,  as  elaborated  tn  Ruling  1975- 
18.  or  with  the  general  principle  of  estab- 
lishing a  fixed  "base"  cost  by  which  In- 
creased costs  are  to  be  measured.  Spe- 
cifically, the  FEA  requests  comments 
regarding  whether  it  should  adopt  a  rule 
requiring  the  processor  of  a  new  stream 
to  use,  as  Its  May  1973  volumes  for  pur- 
poses of  calculating  Increased  shrinkage 
costs  under  Ruling  1975-18.  the  volumes 
processed  and  extracted  In  the  month  In 
which  gas  from  the  new  stream  Is  first 
sold. 

More  generally,  these  corisideratlons. 
and  the  considerations  discussed  below 
in  connection  with  "negative  shrinkage," 
raise  the  question  whether  increased 
costs  of  natural  gas  shrinkage  should  be 
calculated  on  some  basis  other  than  a 
"per  MCF"  bEisis.  Possible  alternatives 
are  discussed  below,  In  the  section  per- 
taining to  "negative  shrinkage." 

(2)  Decreased  Costs  of  Natural  Gas 
Shrinkage  ("Neffative  Shrinkage" ) .  Oc- 
casionally, the  "per  MCF"  basis  for 
measuring  cost  of  natural  gas  shrinkage 
has  retsulted  In  cases  in  which  current 
shrinkage  costs  are  less  than  those  for 
May  1973.  This  could  happen,  for  ex- 
ample, where  the  selling  price  of  the 
residue  gas  has  not  Increased,  or  has 
Increased  only  slightly,  and  where  the 
amoimt  of  NGLs  extracted  from  the  nat- 
ural gas  is  less,  In  proportion  to  the  total 
amount  of  gas  processed,  than  In  May 
1973.  This  could  happen  even  though  ab- 
solute amounts  of  NGLs  extracted  may 
be  gieater,  and  even  though  the  "cost ' 
(lost  sales  revenues )  attributable  to  each 
MCF  or  BTU  reduction  Is  greater  (by 
reason  of  hlghw  current  selling  prices 
per  MCF  or  BTU  of  the  residue  gas  > , 
because  such  increases  may  not  be  sufU- 
clent  to  compensate  for  the  fact  that  a 
substantially  hierher  volume  of  natural 
gas  is  being  processed.  In  other  words, 
even  though  the  absolute  shrinkage  costs 
may  be  higher,  the  "per  MCF"  amoimt  of 
shrinkage  may  be  smaller  becatise  of  the 
greater  amount  of  Inlet  gas  processed. 
The  result  may  thus  be  that  shrinkage 
coefct.  as  calculated  under  Ruling  1975-18. 
are  less  In  the  current  month  than  In 
May  1973,  even  though  total  reduction 
tn  re\'enues  from  the  sale  of  residue  gas 
may  be  greater  In  the  current  month 
than  in  May  1973. 

The  FEA  requests  comments  as  to  the 
most  skppropriate  method  of  handling 
such  ""negative  shrinkage,"  as  well  as 
evaluation  of  possible  alternative  meth- 


ods of  calculating  Increased  shrinkage 
costs  In  general,  ta  light  of  the  considers - 
ttODB  dlscTiased  briow. 

Ttie  F^A  did  not  specifically  contem- 
plate the  possibility  of  decreased  shrink- 
age costs  In  providing  for  the  pass- 
through  of  lncreas?ed  shrinkage  co6ts  In 
promulgating  Subpart  K  and  Ruling 
1975-18.  It  was  generally  assumed  that 
costs  of  shrinkage  would  either  remain 
generally  constant,  or  would  increase  be- 
caiKe  of  likely  increases  In  natural  eas 
selling  prices  Moreover,  the  FEA  recog- 
nized that  costs  of  natural  gas  shrinkage 
were  not  always  Ini^urred  In  their  en- 
tirety by  tlie  sellers  of  the  NGL?  or  NGL 
products  derived  from  the  gas  stream, 
but  were  rather  Incurred  In  the  first  in- 
stance by  the  seller  or  sellers  of  the 
residue  gas.  who  may  or  mav  not  be 
Identical  with  the  NGL  and  NGL  prod- 
uct sellers  However,  the  FEA  determined 
that  the  cost  of  natural  gas  shrinkage 
should  be  treated  as  a  legitimate  product 
cost  attributable  to  NGLs  and  NGL  prod- 
ucts, and  decided  to  permit  the  pass- 
through  of  any  increases  In  such  costs 
In  such  NGLs  and  NGL  product-^,  while 
leaving  to  the  parties  Involwd  the  de- 
cision as  to  how  such  cost'j  would  be 
distributed  among  themselves.  Tlie  al- 
lowance of  such  increased  costs  was  in 
part  Intended  to  provide  an  Incentive  to 
remove  the  NGL«i  and  NGL  products 
from  the  gas  stream,  said  thus  to  maxi- 
mize the  supply  of  such  NGLs  and  NGL 
products 

The  FEA  wishes  to  consider.  In  light 
of  the  above  ccffwlderatlons,  what  pur- 
poses would  be  served  by  requiring  gas 
processors  to  continue  to  calculate 
shrinkage  costs  on  a  "per  MCF"  basis. 
and  to  recognize  and  pass  through  any 
decreases  tn  cost*  of  natural  gas  .shrink- 
age so  calculated,  tn  cases  tn  which  ab- 
solute reductions  in  gas  sales  revenues 
have  Increased  since  May  1973.  The  PEA 
seeks  comments  upon  whether  It  should 
adopt  a  provision  which  would  permit 
alternative  methods  of  calculating 
shrinkage  costs  In  cases  In  which  .".bso- 
lute  gas  sales  revenue  losses  resulting 
from  NGL  extractlrKi  have  increased  but 
"per  MCF"'  shrinkage  (as  presently  cal- 
culated >  has  decreased. 

One  alternative  which  might  be  ap- 
plied would  be  to  eliminate  the  "per 
MCF"  basis  of  measurement,  and  to  cal- 
ciilate  shrinkage  costs  for  any  period  on 
the  basis  of  the  absolute  reduction  in  the 
stream  ( exclusive  of  reductions  attribut- 
able to  lease  fuel  and  other  uses  of  the  gas 
which  are  excluded  from  the  calcula- 
tions under  Ruling  1975-18'  multiplied 
by  the  unit  selling  price  of  tlie  residue 
gas.  and  then  dl\'iding  that  amount  by 
the  amoimt  of  NGLs  and  NGL  products 
derived  from  the  stream.  This  would 
have  the  general  effect  of  spreading  total 
reduction  In  sales  revenue  for  the  resi- 
due gas  attributable  to  NGL  extraction 
(and  plant  fuel)  In  that  period  over  the 
volume  of  NGLs  and,  or  NGL  pr(xijcts 
derived  from  that  gas  during  that  period. 
Shrinkage  costs  would  thus  be  measured 
(HI  a  "per  gallon"  (of  NGL  and  NGL 
prodtict)  basis,  and  Increased  shrinkage 
costs  would  be  the  difference  In  these 
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"per  gallon"  amounts  between  the  cur- 
rent month  and  the  month  of  May  1973. 
multiplied  by  the  number  of  gallons  de- 
rived in  the  current  month.  In  contrast 
to  the  present  -per  MCF"  approach,  this 
method  would  permit  the  gross  amount 
of  lost  revenue  attributable  to  process- 
ing in  a  given  period  to  be  .'spread  over  the 
products  produced  in  that  period. 

A  second  alternative  is  to  compute  the 
gross  amount  of  lost  revenues  in  each 
period,  as  discussed  above,  but  then  to 
subtract  such  gross  amount  for  May  1973 
from  the  gross  amount  for  the  current 
month,  and  then  to  divide  the  difference 
by  the  NGL  and  NGL  product  volume  for 
tiie  current  month. 

The  PEA  requests  comments  concern- 
big  whether  either  of  these  two  alterna- 
tives would  be  appropriate  for  calculat- 
ing increased  costs  of  natural  gas  shrink- 
age However,  it  should  be  noted  that  the 
first  alternative  above  is  likely  to  result 
In  increased  shrinka.^e  which  is  in  effect 
measured  solely  by  the  increase  in  sell- 
ing prices  and  the  amount  of  current 
NGL  production,  in  much  the  same  man- 
ner as  discussed  in  the  precedmg  section 
regarding  new  streams  under  §  212.168. 
This  is  for  the  reason  that  the  ratio  of 
MCP  tor  BTU»  reduction  in  the  gas 
stream  to  volumes  of  liquids  produced  *  as 
distmguished  from  the  volumes  of  gas 
processed'  is  likely  to  remain  constant 
for  the  same  stream.  Thus,  there  would 
be  no  continuing  incentive  to  remove  as 
much  of  the  liquids  as  possible. 

On  the  other  hand,  the  "per  MCF"  (of 
gas  proce.ssed>  basis  of  measurement  has 
the  effect  of  rewarding  efforts  to  extract 
a  higher  proportion  of  liquids  from  the 
same  stream.  However,  the  FE.\  recog- 
nizes that  there  are  certain  physical  limi- 
tations on  processors'  ability  to  prevent 
'negative  shrinkage."  the  main  one  being 
the  possibility  that  a  given  stream  of 
natural  gas  will  become  less  "rich"  in 
liquid  content  as  it  gets  older  li.e.,  as  gas 
field  reserves  are  depleted' .  In  such  cases 
the  "per  MCF"  basis  for  calculating  nat- 
ural gas  shrinkage  costs  may  not  only 
provide  no  positive  incentive  to  extract 
the  liquids,  but  may  actually  become  a 
dLslncentive  for  the  production  of  liquids. 
Therefore,  it  my  be  appropriate  to  retain 
the  "per  MCF"  basis  for  calculating  In- 
creased shrinkage  costs,  for  use  In  those 
cases  in  which  it  will  provide  an  Incen- 
tive for  liquid  extraction,  but  not  to  per- 
mit the  use  of  a  "per  gallon"  basis  of 
measurement  as  an  alternative. 

It  should  also  be  noted  that  the  second 
alternative  discus.sed  above  could  in 
some  cases  result  in  "negative  shrink- 
age." even  though  a  higher  proportion 
of  available  liquids  is  extracted  from  the 
stream.  This  could  happen,  for  example, 
where  the  amount  of  gas  processed  in  the 
current  month  Is  very  small  relative  to 
that  processed  m  May  1973,  so  that  gross 
lost  revenue  from  the  sale  of  the  residue 
gas  is  smaller  than  In  May  1973  even 
after  accounting  for  the  higher  propor- 
tion of  liquid  extraction  and  higher  gas 
prices  On  the  other  hand,  a  "per  MCF" 
calculation  would  take  Into  account  the 
smaller  amount  of  gas  processed,  and 


actually  reward  the  higher  extraction 
rate. 

(3)  Natural  Gas  Shrinkage  Where 
There  is  No  Sale  of  Residue  Gas.  The 
FEA  has  been  aware  that  portions  of 
the  residue  gas  from  a  gas  plant  may 
not  actually  be  sold,  but  may  rather  be 
used  for  other  purposes  such  as  plant 
fuel,  lease  fuel,  or  injection  gas.  In 
Ruling  1975-18,  the  FEA  addressed  these 
uses  of  the  residue  gas.  and  (with  the 
exception  of  plant  fuel>  estabhshed  that 
they  may  not  be  considered  to  constitute 
allowable  shrinkage  when  calculating 
the  increased  costs  of  natural  gas 
shrinkage. 

However,  both  Ruling  1975-18  and  the 
definition  of  "cost  of  natural  gas  shrink- 
age" in  §  212.162  clearly  contemplate  that 
the  gas  which  is  being  processed  is  the 
subject  of  a  contract  for  sale  and  that  in 
fact  a  significant  portion  of  the  residue 
gas  is  being  sold  under  such  contract. 
It  is  integral  to  the  concept  of  the  cost 
of  natural  gas  shrinkage  under  current 
regulatory  provisions  that  the  process  of 
extraction  of  NGLs  from  the  gas  stream 
must  result  in  the  reduction  of  revenues 
from  the  sale  of  the  gas  being  proc- 
essed. The  general  purpose  of  the  regu- 
latory provisions  recognizing  costs  of 
natural  gas  shrinkage,  and  permitting 
the  passthrough  of  increased  costs  of 
natural  gas  shrinkage  in  the  prices  of 
NGLs  and  NGL  products,  is  to  compen- 
sate in  such  NGL  prices  for  the  reduc- 
tion in  revenues  from  the  sale  of  the 
processed  gas  which  results  from  the 
extraction  of  the  liquids.  That  the  gas 
being  processed  is  the  subject  of  a  con- 
tract for  sale  is  therefore  essential  in 
order  for  there  to  be  any  costs  of  natiural 
gas  shrinkage:  for.  if  none  of  the  gas 
being  processed  is  to  be  sold,  then  there 
can  by  definition  be  no  reduction  in  sales 
revenues  resulting  from  the  extraction 
of  NGLs  from  that  stream- 


for  the  fact  that  an  unrelated  gas  owner 
sells  the  residue  gas  may  reflect  a  dis- 
tinction not  based  upon  substantial  eco- 
nomic differences. 

In  addition,  it  js  the  FEA's  desire  to 
provide  continuing  incentives  to  extract 
liquids  from  gas  streams,  even  where 
the  residue  gas  is  not  sold.  In  fact,  it 
appears  that  incentives  for  removal  of 
liquids,  which  are  then  available  for 
sale  as  fuel,  are  especially  pertinent  when 
the  alternative  is  leaving  them  in  a 
stream  which  is  not  used  as  fuel. 

For  the  foregoing  reasons,  the  FEA 
wishes  to  consider,  and  seeks  comments 
upon,  whether  and  under  what  circum- 
stances It  should  expand  tlie  concept  of 
natural  gas  shrinkage  costs  to  include 
situations  in  which  the  processed  gas  is 
not  sold  pursuant  to  contract.  However, 
in  doing  so  it  will  carefully  consider 
whether  such  an  expansion  is  necessary- 
and  appropriate  to  address  the  foregoing 
concerns.  For  example,  it  will  consider 
whether  an  expansion  of  the  shrinkage 
concept  is  the  most  precise  and  rational 
way  in  which  to  provide  further  Incen- 
tives for  extraction.  If  further  incen- 
tives are  required,  particularly  In  view 
of  the  fact  that  Increased  passthroughs 
of  Increased  processing  costs  would  now 
(under  the  proposals  discussed  in  sec- 
tion II,  of  this  Notice)  be  permitted  and 
in  view  of  other  alternatives  such  as 
specific  incentive  price  provisions  for 
new  plants.  Commenters  favoring  an  ex- 
pansion of  the  shrinkage  concept  should 
provide  specific  data  demonstrating  the 
need  for  such  a  change  to  respond  to 
present  economic  circumstances,  In  lieu 
of  other  alternatives  for  possibly  ac- 
complishing the  same  ends. 

Comments  are  also  requested  on  the 
most  feasible  manner  of  calculating  m- 
creased  costs  of  natural  gas  shrinkage 
In  cases  where  there  Is  no  contract  for 
the  sale  of  the  specific  gas  being  proc- 


Thc  FEA  has  become  aware  that,  iiK^essed,    assuming    that    shrinkage    costs 


more  than  a  few  instances,  gas  proces- 
sors or  owners  do  not  in  fact  seU  the 
residue  gas  pursuant  to  any  contract. 
This  may  be  because  aU  of  the  gas  is 
used  for  other  purposes,  such  as  reinjec- 
tion.  Or  it  may  be  because  there  Is  no 
readily  available  pipeline  or  other  pur- 
chaser. In  fact,  the  "recycling"  ^reinjec- 
tion»  of  the  gas,  without  selling  it,  may 
be  a  response  to  state  regulatory  require- 
ments prohibiting  the  "flaring"  of  asso- 
ciated gas.  Whatever  the  reasons  that 
the  residue  gas  is  not  sold,  the  result  Is 
that  such  processors  may  not  reflect  any 
increased  shrinkage  costs  in  the  prices 
of  their  NGLs.  The  further  result  is  that 
they  are  not  permitted  to  increase  their 
NGL  prices  to  the  same  extent  as  other 
processors  wiiere  the  residue  gas  is  sold 
pursuant  to  contract.  Of  course,  where 
the  owner  of  the  liquids  is  also  the  owner 
of  the  residue  gas  and  is  thus  the  entity 
which  would  have  (but  has  not)  In- 
curred any  reduction  in  gas  sales  reve- 
nues, such  different  treatment  may  have 
substance.  However,  it  may  also  happen 
that  the  o^-ner  of  all  or  a  part  of  the 
liquids  has  no  interest  in  the  gas,  and 
treating  such  a  processor  differently 
than  one  that  is  similarly  situated  except 


were  to  be  allowed  in  such  cases.  One 
possibility  would  be  to  value  the  residue 
gas  at  the  most  recent  national  average 
price  for  gas  sold  In  Interstate  com- 
merce, as  published  by  the  Federal 
Power  Commission.  Or,  the  gas  might  be 
valued  at  the  rates  permitted  under  the 
Federal  Power  Commission  rate  order  or 
opinion  which  would  be  applicable  if  tlie 
gas  were  sold  in  interstate  commerce. 
Yet  another  possibility  might  be  to  value 
such  gas,  and  to  calculate  shrinkage 
costs,  as  if  the  residue  gas  were  sold 
under  the  contract  or  contracts  (If  any) 
imder  which  otlier  gas  of  the  producer 
is  sold  at  the  point  nearest  the  process- 
ing plant  in  question. 

G.  IMPUTED  MAY  15.  1973  PRICES  AND  COSTS 

UNDER    SUBPART    K 

A  Wide  variety  of  situations  have  pre- 
sented themselves  In  which  It  is  neces- 
sary to  establish  May  1973  costs  and 
prices  for  particular  NGLs  and  NGL 
products,  but  where  tlie  present  provi- 
sions of  Subpart  K  are  silent  on  the  cal- 
culation of  such  costs  and  prices.  Some 
of  these  situations  are  described  below. 
In  an  effort  to  highlight  certain  issues 
upon  which  tlie  FEA  requests  comments. 
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The  FEA  requests  that  commenters 
describe  their  practices  In  resolving 
these  issues  under  current  regulatory 
provisions,  and  that  suggestions  be  pro- 
vided as  to  how  existing  provisions  can 
be  changed  to  be  both  clearer  In  their 
application  and  more  responsive  to 
present  conditions  facing  NGL  and  NGL 
products  producers. 

(1)  Gas  Processors  Not  in  Existence 
on  May  15,  1973.  Gas  processors  that 
were  not  in  existence  on  May  15,  1973. 
must  have  a  basis  for  determining  both 
May  15.  1973  costs  and  May  15.  1973 
maximum  lawful  prices.  In  the  absence 
of  an  express  pro\Tsion  pertalnmg  to 
such  costs  or  prices  imder  Subpart  K. 
the  "new  item"  rule  of  1212.111  would 
ostensibly  be  applicable.  Under  5  212.111, 
the  imputed  May  15.  1973  selling  price 
(to  which  Increased  costs  would  be 
added  to  determine  current  lawful  sell- 
ing prices)  would  be  the  price  at  which 
the  Item  Is  priced  in  transactions  by 
other  refiners  selling  the  same  or  most 
nearly  comparable  Item  In  the  same 
maAeting  area  on  the  day  when  the 
item  Is  first  offered  for  sale  by  the  new 
gas  processor;  and  the  May  1973  costs 
(for  purposes  of  computing  Increased 
costs  which  may  be  added  to  May  1973 
prices  to  determine  current  lawful  sell- 
ing prices)  would  be  the  actual  cost  to 
the  processor  of  the  item  fir.'^t  offered  for 
sale. 

However,  present  §  212.164  provides 
certain  specified  May  15.  1973  prices 
which  may  be  used  In  lieu  of  actual  May 
15,  1973  prices.  Section  212.164(ai  pro- 
vides specified  prices  which  would  gen- 
erally be  applicable  (If  the  gas  processor 
chooses  to  apply  them)  for  Items  first 
produced  by  the  gas  processor  after  May 
15.  1973;  and  §  212.164ici-(e)  provides 
higher"  imputed  price  for  plants  con- 
structed or  expanded  aft«r  January  1, 
1975.  In  addition,  §  212.168  provides  a 
method  (discussed  in  the  preceding  sec- 
tion) for  calculating  Increased  costs  of 
natural  gas  shrinkage  for  a  "new 
stream."  However,  Subpart  K  Is  silent 
on  the  question  of  how  to  calculate  May 
1973  costs  other  than  shrinkage  costs 
(I.e.,  cost  of  purchased  NGLs  and  NGL 
products,  and  non-product  costs) . 

The  following  issues  are  presented  by 
this  situation: 

(a)  Whether  the  operation  of  Subpart 
K,  in  conjunction  with  the  "new  item" 
rule  of  \212.111,  provides  adequate  in- 
centive for  the  construction  of  facilities 
and  the  undertaking  of  gas  processing  op- 
erations by  new  gas  processors. 

This  issue  arises  primarily  with  respect 
to  those  who  are  presently  contemplat- 
ing the  construction  of  their  first  plant. 
Since,  with  the  possible  exception  of 
shrinkage  costs,  the  May  1973  costs  for 
such  processors  would  be  their  actual 
costs  of  first  production,  none  of  the  Ini- 
tial costs  of  construction  and  operation 
could  be  added  to  May  15.  1973  prices. 
Therefore,  It  would  be  necessary  to  re- 
cover such  costs  In  the  Imputed  May  15, 
1973  prices.  Theoretically,  this  could  be 
done  through  the  use  of  the  "incentive" 
May  15,  1973  prices  imder  {  212,164  (c) 
and    (d)    for  plants   constructed   after 


January  1,  1975.  or  through  the  use  of 
other  refiners'  current  selling  prices  as 
the  lawful  May  15.  1973  price  under 
§  212.111.  However,  particularly  tn  light 
of  Increased  construction  and  other  capi- 
tal costs,  these  prices  may  not  any  longer 
be  a  sufiQclent  incentive  for  developing 
new  plants.  (It  should  be  noted  that  the 
other  refiners'  current  selling  prices  may 
be  reflecting  the  prior  existence  of  price 
controls,  which  have  limited  price  in- 
creases to  those  necessary  to  pass  through 
increased  costs,  rather  than  the  cur- 
rent market  value  of  the  item.  Since,  as 
previously  discussed  In  section  11 .  In- 
creased depreciation  costs  have  not  here- 
tofore been  allowed,  these  prices  will  gen- 
erally not  reflect  any  Increased  construc- 
tion costs,  even  if  the  other  refiners  have 
undertaken  additional  construction,  ex- 
cept to  the  extent  that  such  costs  are 
compensated  for  by  the  "incentive"  prices 
of  ?  212.164ic>-'ei  .• 

The  FEA  requests  comment.-:  upon 
whether  additional  incentives  are  nec- 
essary- and  appropriate  to  encourage  the 
construction  of  plants  by  potential  new- 
gas  processors,  and  If  so  the  appropriate 
form  and  extent  of  any  additional  In- 
centives. Commenters  favoring  addi- 
tional incentives  should  provide  data  to 
support  their  recommendation.^. 

In  commenting  upon  this  matter,  com- 
menters should  be  cognizant  of  the  fact 
that  the  need  for  additional  incentives 
for  new  construction  is  Ukely  to  be  con- 
sidered to  be  hmlted  to  construction  of  a 
first  plant  by  a  new-  gas  processor.  Since 
gas  processors  that  presently  own  or  op- 
erate a  plant  will  have  had  to  have  been 
using  a  May  15,  1973  price  and  a  May  1973 
cost  figure,  they  will  have  a  base  from 
which  to  figure  increased  costs  and  cur- 
rent lawful  selling  prices  from  new 
plants. 

(b)  Whether  gas  processors  that  were 
not  in  existence  on  May  15,  1973  should 
be  permitted  to  use  the  imputed  May  1973 
shrinkage  provisions  of  present  5  212.168. 
and  also  May  15.  1973  prices  as  deter- 
mined uTider  the  "new  item'  rule  of 
i  212.111. 

As  previously  indicated,  the  new  item 
rule  of  J  212.111  generally  requires  the 
use  of  actual  costs  to  the  processor  on  the 
date  on  which  a  new  Item  Is  first  offered 
for  sale,  and  actual  lawful  selling  prices 
of  other  refiners  for  that  Item  on  that 
date,  as  May  15.  1973  costs  and  prices, 
respectively.  The  purpose  of  tills  require- 
ment Is  to  maintain  a  generally  realistic 
correlation  between  "base"  prices,  which 
may  be  charged  regardless  of  specific  cost 
justification,  and  "base"  costs  which 
must  be  deemed  to  have  been  recovered 
In  such  base  prices.  If  base  costs  and 
prices  are  not  correlated  In  time,  the 
base  price  may  not  accurately  reflect  the 
costs  which  should  be  assigned  to  that 
price,  with  the  result  that  the  base  price 
could  be  either  inadequate  or  excessive  as 
a  starting  point  for  determining  lawful 
current  selling  prices. 

However,  tf  the  imputed  shrinkage 
costs  for  May  1973  calculated  pursuant 
to  present  {  212.168  are  permitted  to  be 
used  In  conjimctlon  with  May  IS,  1973 
prices  calculated  pursuant  to  |  212.111. 


the  basic  effect  would  be  a  mixing  of 
older  (generally  lower)  costa  with  newer 
(gesoerally  higher)  prtoea,  with  the  resuH 
that  Imputed  May  15,  1973  prices  may  be 
too  high.  Therefore,  the  PEA  is  consider- 
ing adopting  a  provlslOD  which  woaM 
require  the  use  of  actual  shrinkage  costa 
In  the  month  in  which  the  item  is  flrrt 
offered  for  sale,  rather  than  the  Imputed 
cost  under  $  212.168,  where  May  1973 
first  sale  prices  are  calculated  as  pro- 
vided under  J  212.111.  and  permitting  the 
use  of  imputed  shrinkage  costs  under 
I  212.168  only  where  the  specified  im- 
puted prices  under  5  212.164  are  used 

(2)  Gas  processors  in  existence  on 
May  15  1973.  Gas  processors  that  were  In 
existence  on  May  15.  1973  do  not  present 
the  same  problems  for  determining  May 
1973  costs  and  prices  as  those  for  gas 
processors  tliat  were  not  in  existence  on 
that  date.  However,  there  are  issues  re- 
garding the  appropriate  method  of  cal- 
culating such  costs  and  prices  for  such 
processors  as  well  These  Issues  are  dis- 
cu.'^ed  below. 

<ai  Appropriate  May  1973  Costs  and 
Prices  for  NGL  or  NGL  Products  which 
were  not  Purchased,  Processed  and  or 
Sold  on  May  15.  1973,  and  which  had  not 
been  Purchased.  Processed  and  or  Sold 
Prior  to  May  15.  1973. 

A  gas  processor  may  have  been  m  op- 
eration as  such  on  May  15.  1973.  but 
may  not  as  yet  have  sold  certain  prod- 
ucts or  mcurred  certain  costs.  For  ex- 
ample, a  processor  on  and  before  May  15. 
1973  may  have  been  engaged  only  in  the 
extraction  of  mixed  NGLs,  and  subse- 
quently have  expanded  to  include  the 
fractionation  of  NGLs  into  one  or  more 
NGL  products.  As  another  example,  the 
processor  may  not  have  purchased  an>' 
NGLs  or  NGL  products  prior  to  May  15, 
1973,  but  may  subsequently  have  begun 
doing  so.  In  these  cases,  it  Is  necessary 
to  establish  the  ap.t^llcable  May  1973 
prices  and  or  costs. 

The  FEA  requests  comments  concern- 
ing the  appropriate  treatment  of  May 
1973  costs  and  prices  in  cases  of  the  type 
mentioned.  With  respect  to  the  first  ex- 
ample given  above,  for  Instance,  it  may 
be  appropriate  to  require  use  of  the  May 
15.  1973  NGL  co."-;ts  and  prices  lor  the 
specified  Imputed  prices  of  {  212.164  for 
the  NGL  products  as  well,  at  least  to  the 
extent  that  such  NGL  prcxiucts  are  de- 
rived from  the  same  cost  center  (i.e.. 
plant  or  groups  of  plants'  from  which 
the  NGLe  were  derived.  This  would  prob- 
ably result  tn  a  lower  Imputed  May  15. 
1973  price  for  NGL  products  liian  that 
at  which  such  products  w-ould  actually 
have  sold  on  May  15.  1973:  but  this 
effect  would  tend  to  be  cancelled  out  by 
lower  May  1973  costs  than  would  have 
been  experienced  for  such  items  On  the 
other  hand,  actual  co-sts  and  other  re- 
finers' prices  on  the  day  on  which  the 
Item  was  first  sold.  In  the  manner  pro- 
vided imder  §212.111  for  new  refiners 
may  be  appropriate. 

With  respect  to  the  second  example. 
It  may  be  tyjpropriate  to  treat  May  15. 
1973  costs  of  purchased  products  as 
equal  to  May  15,  1973  costs  attributable 
to  the  processing  of  the  same  pr(x3uct 
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This  treatment  may  be  Justified  on  the 
theory  that  any  different  cost  for  pur- 
chased NGLs  or  NOL  products  would 
have  been  reflected  In  a  higher  or  lower 
May  15.  1973  average  price  for  the  prod- 
uct m  question,  so  that  any  variance  t)e- 
twe«n  imputed  costs  and  likely  actual 
costs  would  be  "abisorbed"  in  or  com- 
pensated for  by  the  actual  May  15,  1973 
price. 

The  FEA  requests  comments  on  the 
appropriate  handling  In  these  situations. 

(b'  May  1963  Costs  <or  Prices^  for 
Costs  Not  Incurred  lor  Iteins  not  Soldi 
on  Man  15,  1973.  but  which  had  prevous- 
ly  been  Incurred  or  Sold  by  the  Gas  Proc- 
essor. 

Where  the  gas  processor  did  not  sell 
a  particular  item  on  May  15.  1973.  but 
previously  sold  such  an  item,  there  is 
at  least  some  pre-May  15.  1973  hLstorical 
price  for  the  Item.  The  same  is  true  for 
determimng  the  May  1973  cost  for  any 
category  of  cast  which  wa^  not  incurred 
In  May  1973  but  which  had  previou.-ly 
been  Incurred. 

In  such  cases,  the  most  feasible  and 
realistic  method  of  establishing  May  15. 
1973  prices  or  casts  may  be  to  apply 
the  prices  or  costs  e.xp)enenced  on  the 
most  recent  date  or  in  the  most  recent 
month  preceding  May  15.  1973.  In  which 
the  item  wa*  sold  or  the  cost  was  in- 
curred, Whether  such  prices  and  costs 
are  realistic  will  depend,  of  course,  upon 
the  •■noi-malitv"  of  tlie  transactions  or 
operations  with  respect  to  which  they 
were  experenced  on  the  prior  date,  and 
the  length  of  time  between  those  prior 
transactions  and  May  15.  1973  However, 
such  an  approach  appears  to  FEA  to  be 
sound  in  general.  It  would  srenerally 
parallel  .-imilar  provisions  under  Sub- 
part E. 

Comments  are  requested  upon  whether 
the  FEA  should  specifically  so  provide 
for  these  situations  in  Subpart  K.  Com- 
ments are  also  requested  concerning  the 
appropriate  handling  of  situations  In 
which  the  costs  or  prices  established 
in  the  foregoing  manner  would  be  un- 
representative. As  Indicated  elsewhere  In 
this  Notice,  the  FEA  is  considering  the 
possibility  of  requinni,'  cir  pemuttirL;  the 
averaginET  of  costs  and  prices  over  a  long- 
er {x-rlod^  where  a  single  day's  prices 
or  a  slnpfe  month's  costs  are  considered 
to  be  unrepresentative.  Also,  where  the 
relevant  costs  or  prices  are  derived  from 
a  date  substantially  prior  to  May  1973, 
It  may  be  appropriate  to  provide  that 
such  costs  and  prices  be  escalated  a 
certain  percentage  ito  reflect  historic 
trends)  for  each  month  between  the  date 
on  which  such  costs  or  prices  were  ex- 
penenced  and  May  1973  An  alternative 
to  either  of  these  possibilities  Is  to  ap- 
ply the  general  approach,  di.scussed  in 
the  Immediately  preceding  subsection, 
of  considering  the  prices  and  or  costs 
to  be  equal  to  those  actually  experienced 
for  oLher  items  or  cost  categories  on 
May  15,  1973. 

The  FEA  requests  comment^s  upon  the 
feasibUity  of  incorporating  some  one  or 
more  of  these  alternatives  In  Subpart  K. 


H.  Bironrioif  or  a  "gas  plant."  or  of 
"costs  attributable  to  gas  plant 
operations. "  for  purposes  oe  comput- 
ing processing  costs  and  determining 
adjusted  mat  15,  1973  prices. 

The  FEA  has  received  a  number  of  In- 
formal requests  to  provide  a  more  specific 
definition  of  what  constitutes  a  "gas 
plant"  within  the  meaning  of  Subpaxt  K. 
It  has  been  related  that  the  question  is 
miportant  for  at  least  two  reasons.  First, 
present  §  212.165  (and  the  proposed  new 
5  212.165)  provide  for  the  passthrough 
of  increased  costs  which  are  generally 
limited  to  those  "attributable  to  gas 
plant  operations."  Second,  present 
J  212. 164 «e)  provides  for  Increased  ad- 
justed May  15.  1973  prices  in  cases  of 
post-January  1.  1975  expansions  of  gas 
plants  where  additional  capital  expendi- 
tures equal  at  least  50%  of  the  original 
cost  of  the  "plant";  and  for  this  purpose 
it  is  necessary  to  determine  the  original 
(cost)  components  constituting  the 
"plant."  (In  addition,  some  have  claimed 
that  such  a  definition  is  necessary  in 
order  to  establish  "inlet"  gas  volumes  for 
purposes  of  measuring  natural  gas 
shrinkage.  However,  the  FEA  presently 
beheves  that  the  criteria  established  in 
::iuling  1975-18,  which  distinguishes  con- 
densate (Including  plant  condensate) 
and  mechanical  separation  from  non- 
mechanical  separation  of  liquids,  should 
be  adequate  to  avoid  any  uncertainty.) 

The  question  is  perhaps  of  its  greatest 
economic  importance  with  respect  to 
lease  gathering  facilities  and  the  lines 
(including  compression  stations)  con- 
necting these  facilities  to  the  actual 
physical  plant  at  which  the  gas  is  proc- 
essed. Tlie  FEA  has,  for  administrative 
purposes,  considered  these  facilities  not 
to  be  a  part  of  the  "plant."  for  two 
reasons.  Fii-st,  tlie  physical  reality  is  that 
they  are  not  a  part  of  the  "plant"  facility 
itself,  and  are  not  an  integral  part  of  the 
actual  processing  operation  (extraction 
and  or  fractionation)  as  such.  Thus, 
they  generally  would  not  appear  to  fall 
within  the  definition  of  "gas  plant" 
presently  set  forth  In  §  212.162.  There  a 
"gas  plant"  is  defined  as 

•  •  •  a  facility  In  whlcti  natural  gas 
liquids  are  separated  from  natural  gas.  or 
in  which  natural  gas  liquids  are  fractionated 
or  otheraise  separated  Uito  natural  gas  liquid 
products,  or  both. 

Second,  the  gathering  lines  typically 
serve  an  obvious  purpose  other  than  (or 
in  addition  toj  processing,  viz.,  trans- 
portation of  tlie  gas  stream  itself. 

The  FEA  recognizes  that  there  may  be 
factual  variations  under  which  consider- 
ing these  gathering  lines  to  be  a  part  of 
the  processmg  operations  may  be  ap- 
propriate. For  example,  the  plant  and  its 
connecting  lines  may  be  "off-line"  with 
respect  to  the  gas  seller's  pipeline.  Or. 
the  gathering  hnes  may  be  owned  or 
financed  by  a  processor  that  has  no  in- 
terest in  the  residue  gas.  In  such  cases, 
it  may  be  appropriate  to  permit  these 
costs  to  be  treated  as  allowable  process- 
ing costs  .Also,  the  FT; A  is  aware  that  the 
construction  of  gathering  lines  may  in- 
volve substantial  expenditures,  and  that 


In  appropriate  cases  It  may  be  desirable 
to  permit  the  Incentive  price  of  §  212.164 
<e)  or  the  passthrough  of  increased  costs 
of  depreciation  associated  with  these 
facilities,  in  order  to  provide  adequate 
incentives  to  remove  the  liquids  from  the 
gas  stream. 

Accordingly,  the  FE.A  requests  com- 
ments as  to  whether  an  amended,  more 
specific  definition  of  the  term  "gas  plant ' 
would  promote  clarity,  and  if  so,  whether 
and  under  what  circumstances  gathering 
lines  should  be  considered  to  be  a  part 
of  the  plant.  Also,  In  light  of  the  FEA's 
purpose  to  clearly  distinguish  between 
processing  costs  attributable  to  gas  plant 
operations  and  marketing  costs,  com- 
menters  are  requested  to  provide  sug- 
gestions as  to  the  appropriate  delimita- 
tions of  the  "plant"  on  the  "outlet"  end 
of  the  plant. 

An  alternative  method  of  permitting 
Increased  costs  associated  with  gather- 
ing facilities  to  be  Incorporated  In  NGL 
and  NGL  product  prices  might  be  to 
consider  these  costs  as  costs  attributable 
to  the  transportation  of  a  "feedstock  ' 
Into  the  gas  plant,  and  thus  as  increased 
product  costs,  In  a  manner  analogous  to 
the  handling  of  "costs  of  crude  oil"  un- 
der Subpart  E.  (Where  these  costs  are 
Incurred  with  respect  to  bringing  pur- 
chased NGLs  and  NGL  products  into  a 
gas  plant  or  Into  Inventory,  It  would  ap- 
pear that  present  §  212.166,  which  recog- 
nizes Increased  co.sts  of  purchased  NGLs 
and  NGL  products  as  an  Increased  prod- 
uct cost,  would  permit  such  treatment. 
However.  Subpart  K  does  not  specifically 
recognize  increased  costs  of  purchased 
gas  as  increased  product  cost;  the  rele- 
vant cost  is  the  co.st  of  natural  gas 
shrinkage,  which  as  discussed  previously 
is  based  upon  reductions  in  gas  sales  rev- 
enues.) However,  if  such  an  approach  Ls 
taken.  It  w^ould  appear  to  be  necessary 
(m  some  cases  at  least)  to  allocate  a  por- 
tion of  such  costs  to  the  gas  Itself  'as 
distinguished  from  the  liquids). 

The  FEA  requests  comments  upon  the 
foregoing  alternative  of  handling  gather- 
ing costs  as  product  costs,  and  sugges- 
tions concerning  the  specific  circum- 
stances under  which  such  costs  should 
or  should  not  be  allowed. 

I.   TREATMENT  OF  MIXED   NGL  PRODUCTS  AND 
PARTIALLY    FRACTIONATED    NGLS 

When  a  gas  processor  fractionates  a 
mixed  NGL  stream,  he  may  derive  from 
that  stream  each  of  it.<:  separate  constitu- 
ent elements  and  sell  each  of  these  ele- 
ments as  a  separate  product.  Thus,  in  the 
archetypal  case  the  processor  will  derive 
ethane,  propane,  butane  and  natural  gas- 
oline, and  sell  each  of  these  products  in- 
dividually. However,  the  processor  may 
not  always  or  necessarily  follow  this  pat- 
tern. Depending  upon  demand  and  other 
factors,  he  may  simply  "depropanise"  the 
NGL  stream,  selling  the  propane  and  also 
the  residual  butane-natural  gasoline 
mixture.  In  other  cases,  the  processor 
might,  for  example,  fractionate  the  en- 
tire NGL  stream  to  obtain  eacti  Individ- 
ual component,  but  may  then  recombine 
two  or  more  of  the  components  and  sell 
the  resulting  mixture. 
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These  mixtures  have  always  been  sub- 
ject to  FE.A  price  controls,  under  Sub- 
part K  find  (prior  to  promulgation  of 
Subpart  K)  Subpart  E.  However,  ques- 
tions have  arisen  concerning  the  appro- 
priate pricing  and  costing  treatment  to 
be  given  these  mixtures.  The  FE.A  re- 
quests comments  concerning  tlie  appro- 
priate method  of  treating  these  mixtures, 
and  comments  concerning  whether  Sub- 
part K  should  be  amended  to  provide 
more  specific  guidance  with  respect  to 
such  mixtures,  m  light  of  the  considera- 
tions discussed  below. 

As  noted  above,  a  mixture  can  result 
from  one  of  two  different  methcxJs:  either 
(1)  as  a  residue  portion  of  the  partially 
fractionated  original  NGL  stream;  or  (2) 
as  a  recombination  of  separately  frac- 
tionated products.  In  the  first  case,  the 
mixture  appears  to  meet  the  hteral  defi- 
nition of  "natural  gas  liquids'"  and  pre- 
sumptively should  be  treated  as  such. 
"Natural  gas  liquids  "  are  defined  in 
§  212.162  to  mean 

•  •  •  a  mixed  hydrocarbon  stream  con- 
taining In  whole  or  in  sub.stantlal  part,  mix- 
tures of  ethane,  butane  *  •  ',  propane  or 
natural  gasoline. 

Although  the  mixture  of  elements  in 
the  NGL  stream  is  not  the  same,  after 
partial  fractionation  of  the  stream,  as  it 
was  in  the  original  stream,  the  resulting 
mixture  appears  nevertheless  to  be  a  re- 
sidual stream  containing  two  or  more  of 
the  elements  s«t  forth  in  the  definition 
of  "natural  gas  hquids." 

If  such  a  mixture  is  treated  as  an 
NGL,  the  result  is  that  the  processor  is 
not  entitled  to  use  the  adjusted  May  15, 
1973  prices  of  §  212.164(a)  for  the  com- 
ponent elements  of  the  mixture,  but 
must  rather  use  the  adjusted  price  for 
NGLfi  under  §  212.164(b)  (If  apphcable) . 

However,  m  the  second  case  (I.e.. 
where  the  mixture  Is  the  result  of  the 
recombination  of  separately  fraction- 
ated products),  a  somewhat  different 
treatment  may  be  justified.  In  such 
cases,  the  combination  of  discrete  NGL 
products  presumptively  should  not  be 
considered  merely  the  residue  of  a  par- 
tially fractionated  NGL  stream,  but  as 
having  the  character  of  a  product  whose 
treatment  would  be  dependent  upon  the 
nature  and  amount  of  the  separate  com- 
ponent products  of  which  It  Is  comprised. 

If  this  approach  Is  followed,  the  re- 
stilt  would  be  that  the  May  15,  1973  price 
for  the  mixture  would  be  the  May  15, 
1973  price  (including  the  adjusted  price 
of  §  212.164(a),  If  applicable)  for  each 
component  product,  weighted  against 
the  May  15,  1973  price  for  any  other 
component  product  on  the  basis  of  the 
proportion  of  each  component  consti- 
tuting the  mix.  Thus,  a  butane-natural 
gasoUne  mixture  (not  derived  simply  sis 
a  residue  from  partial  fractionation  of 
the  NGL  stream)  would  (If  adjusted 
prices  imder  §  212.164(a)  are  applicable) 
have  a  May  15;  1973  price  of  somewhere 
between  $.09  and  $.10  per  gallon,  de- 
pending upon  the  relative  amounts  of 
butane  and  natural  gasoline  In  the  mix- 
ture. In  addition.  Increased  costs  would 
be  allocated  to  the  mixture  according  to 
the  rules  set  forth  In  present  f  212.167, 


based  upon  the  proportion  of  tlie  vari- 
ous component  products.  Thus,  such  a 
a  mLxture  containing  ethane  would  be 
(proportionately)  subject  to  the  "ethane 
exclusion"  of  §  212.167(a),  and  such  a 
mixture  containing  propane  would  be 
(proportionately)  subject  to  the  .•special 
propane  rule  of  §  212.167(c) . 

The  FEA  believes  that  the  foregoing 
treatment  of  mixtures  represents  the 
moGt  rational  application  of  tlie  provi- 
sions of  Subpart  K.  With  respect  to  par- 
tially fractionated  NGL  streams,  treat- 
ment of  such  mixtures  as  an  NGL  would 
presumably  refiect  the  fact  that  the  costs 
of  producing  such  a  mixture  are  not  as 
great  as  the  costs  of  producing  the  same 
mixture  through  complete  fractionation 
and  recombination.  .And  with  re.'^pect  to 
mixtures  resulting  from  a  recombination 
of  separately  fractionated  products, 
pricing  and  costing  on  the  basis  of  the 
proportions  of  each  component  of  the 
mix  appears  to  permit  the  most  rational 
and  fea-^ible  application  of  the  cost  al- 
location rules  of  §  212.167.  It  also  would 
be  neutral  in  its  impact  upon  producers. 
In  that  it  would  avoid  the  creation  of 
artificial  regulatorv-  Incentives  to  alter 
mix  proportions,  or  to  sell  mixtures 
rather  than  separate  product":  or  vice- 
versa. 

However,  the  FEA  requests  comments 
concerning  how  producers  have  histori- 
cally treated  such  mixtures,  both  prior 
to  the  imposition  of  price  controls  and 
also  under  the  pertinent  regulatory  pro- 
vLsions.  The  FEA  requests  that  com- 
menters  provide  their  specific  rationales 
for  .such  treatment.  Comments  are  also 
requested  concerning  whether  the  above 
discussed  treatment  of  mixtures  is  the 
most  appropriate  meth(xl.  or  whether 
different  treatment  is  justified 

An  alternative,  in  the  case  of  mixtures 
which  are  not  treated  as  NGLs  but  rather 
as  NGL  products,  is  to  consider  the  mix- 
ture to  be  that  Individual  product  which 
constitutes  the  predominant  component 
In  the  mix.  However,  the  FEA  has  tenta- 
tively concluded  that  such  treatment 
would  not  ordinarily  be  appropriate,  be- 
cause It  might  result  In  distortions  in 
that  the  costs  of  the  minor  component 
would  not  be  allocated  to  all  of  the 
volumes  of  that  particular  product  which 
are  in  fact  produced  and  to  which  such 
costs  are  attributable.  It  might  also  per- 
mit avoidance  of  rules  such  as  the 
"ethane  exclusion"  and  the  "special  pro- 
pane rule,"  which  In  effect  require  that 
costs  be  allocated  to  such  products;  on 
a  proportional  basis. 

IV.  Comment  Procedures. 

A.    WRITTEN    comments. 

Interested  persons  are  invited  to  partici- 
pate In  this  rulemaking  by  submitting 
data,  views,  or  arguments  with  respect 
to  the  proposals  set  forth  in  this  notice  to 
Executive  Communications.  Federal 
Energy  Administration.  Comments 
should  be  identified  on  the  outside 
envelope  and  on  documents  submitted 
to  FEA  Executive  Communications  with 
the  designation  "Proposed  Amendments 
to  Subpart  K  of  the  Mandatory  Petro- 
leum Price  Regulations  to  Provide  for 


Recovery  of  Increased  Prcxressing  and 
Marketing  Costs  by  Sellers  of  Natural 
Gas  Liquids  and  Natural  Gas  Liquid 
Products;  Receipt  of  Comments  and 
Testimony  Upon  Other  Outstanding 
Issues  Under  Subpart  K, "  Box  MD 
Fifteen  copies  should  be  submitted  All 
comments  received  by  FEA  will  be  avail- 
able for  public  ir.spection  In  tlie  FEA 
Reading  Roc«n.  Room  2107,  Federal 
Building,  12th  &  Pennsylvania  Avenue. 
N.W.  between  the  hours  of  8:00  am.  and 
4:30  pjn.,  Monday  through  Friday. 

Any  information  or  data  considered 
by  the  person  furnishing  it  to  be  con- 
fidential must  be  so  Identified  and  sub- 
mitted In  writing,  one  copy  only.  The 
FEA  reserves  the  right  to  determine  the 
confidential  status  of  the  Information  or 
data  and  to  treat  It  according  to  it* 
determination. 

B.    PUBLIC    HEARINGS 

1.  Request  Procedure.  The  times  and 
places  for  tlie  hearings  are  Indicated  in 
the  dates  section  of  this  Notice.  If  neces- 
sary- to  present  all  testimony,  the  hearing 
will  be  continued  to  9:30  a.m.  of  the  nexi 
business  day  following  the  date  of  the 
hearing. 

An>'  person  who  has  an  interest  in  the 
proposed  amendments  Issued  today  or  in 
the  other  issues  discussed  In  this  Notice 
or  who  is  a  representative  of  a  group  or 
chtss  of  persons  that  has  an  Interest  In 
today's  proposed  amendments  or  in  the 
other  issues  discussed  in  this  Notice,  ma;, 
make  a  written  request  for  an  oppor- 
tunity to  make  oral  presentation.  The 
person  makmg  the  request  should  be 
prepared  to  describe  the  Interest  con- 
cerned, if  appropriate,  to  state  why  he 
or  she  is  a  proper  representative  of  a 
group  or  class  of  persons  that  has  such 
an  Interest,  and  to  give  a  concise  sum- 
niar>-  of  the  proposed  oral  presentation 
and  a  phone  number  where  he  or  she  may 
be  contacted  through  the  day  before  the 
hearing. 

Each  person  .selected  to  oe  heard  will 
be  so  notified  by  the  FEA  before  4:30 
p.m.,  e.d.t.,  Friday.  Julj-  1,  1977.  Any  per- 
son selected  to  be  heard  must,  if  feasible 
submit  100  copies  of  his  or  her  statemeni 
to  Regulations  Management.  FEA.  Roon. 
2214.  2000  M  Street.  N  W.,  Washington 
D.C.  20461.  before  4  30  pm.  edt 
Thursday.  July  14.  1977.  for  the  Wash- 
ington, DC.  hearing,  and  to  the  location 
of  the  hearing  on  the  day  tlie  statement 
is  scheduled  to  be  presented.  In  the  case 
of  the  Dallas,  Texas  and  Denver.  Colo- 
rado hearmgs. 

2.  Conduct  of  the  Hearings.  The  FEA 
reserves  the  right  to  select  the  persons 
to  be  heard  at  these  hearings,  to  sched- 
ule their  respective  presentations,  and 
to  establish  the  procedures  governing  tlie 
conduct  of  the  hearings.  The  length  of 
each  presentation  may  be  limited,  based 
on  the  number  of  persons  requesting  to 
be  heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearings,  which  will  not  be 
judicial  or  e\identiary-type  hearings 
Questions  may  be  asked  only  by  those 
conducting  the  hearings,  and  there  will 
be    no    cross-examination    of    persons 
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presenting  statements.  Any  decision 
made  by  the  FEA  with  respect  to  the 
subject  matter  of  tlie  hearings  will  be 
based  on  all  Information  available  to  the 
FEA.  At  the  conclusion  of  all  initial  oral 
statements,  each  person  who  has  made 
an  oral  statement  will  be  given  the 
opportunity,  if  he  so  desires,  to  make  a 
rebuttal  statement.  The  rebuttal  state- 
ments will  be  given  In  the  order  in  which 
the  initial  statements  were  made  and 
will  be  subject  to  time  limitations. 

Any  interested  person  may  submit 
questions  to  be  asked  of  any  person  mak- 
ing a  statement  at  the  hearings.  Such 
questions  must  be  submitted  to  the  ad- 
dress indicated  in  the  dates  section  of 
this  Notice  for  requests  to  speak,  for  the 
location  concerned,  before  4:30  p.m.. 
e.d.t..  Friday.  July  8.  1977  (Wednesday. 
July  13  in  the  case  of  the  Washington. 
D.C.  hearing) .  Any  person  who  wishes  to 
ask  a  question  at  the  hearings  may  sub- 
mit the  question,  in  writing,  to  the  pre- 
siding ofTicer.  The  FEA  or  the  presiding 
officer,  if  the  question  is  submitted  at  the 
hearings,  will  determine  whether  the 
question  is  relevant,  and  whether  the 
time  limitations  pei-mit  it  to  be  pre- 
sented for  answer. 

Any  further  procedural  rules  nee<led 
for  the  prop>er  conduct  of  the  hearings 
win  be  announced  by  the  presiding 
officer. 

A  transcript  of  the  hearings  will  be 
made  and  the  entire  record  of  the  hear- 
ings, including  the  transcripts,  will  be 
retained  by  the  FEA  and  made  available 
for  Inspection  at  the  Freedom  of  Infor- 
mation Office.  Room  2107.  Federal  Build- 
ing, 12th  &  Pennsylvania  Avenue,  N.W., 
Washington,  D.C.  between  the  hours  of 
8:00  a.m.  and  4:30  p.m..  Monday  through 
Friday.  Any  person  may  i>urchase  a  copy 
of  the  transcript  from  the  reporter. 

In  the  event  that  It  becomes  neces- 
sary for  the  FEA  to  cancel  a  hearing. 
FEA  will  make  every  effort  to  publish 
advance  notice  In  the  FEDER.^L  Register 
of  such  cancellation.  Moreover,  FEA  will 
notify  all  persons  scheduled  to  testify 
at  the  hearings.  However,  it  is  not  pos- 
sible for  FEA  to  give  actual  notice  of 
cancellations  or  changes  to  persons  not 
identified  to  FEA  as  participants.  Ac- 
cordingly, persons  desiring  to  attend  a 
hearing  are  advised  to  contact  FEA  on 
the  la.st  working  day  preceding  the  date 
of  the  hearing  to  confirm  that  it  will 
be  held  as  scheduled. 

The  FEA  has  determined  that  tins 
document  does  not  contain  a  major  pro- 
posal requiring  preparation  of  an  Infla- 
tion Impact  Statement  under  Executive 
Order  11821  and  OMB  Circular  A-107. 

As  required  by  section  7<c>  '2)  of  the 
Federal  Energy  Administration  Act  of 
1974.  Pub  L.  93-275.  a  copy  of  this  notice 
has  been  submitted  to  the  Administrator 
of  the  Environmental  Protection  Agency 
for  his  comments  concerning  the  impact 
of  this  proposal  on  the  qualitv  of  the  en- 
vironment. The  Administrator  had  no 
comments  on  this  proposal. 

(Emcrtrencv  Petroleum  Allocation  .^rt  of 
1973,  Pub  L.  93-159.  as  amended.  Pub  I.. 
93-511.  Pub.  L.  94-99,  Pub  L.  9+133.  Pub  L. 
94-183,  and  Pub.  L.  94-385  Federal  Energy 
Administration  .\ct  of  1974.  Pub-  L.  93  275, 


aa  amended.  Pub.  L.  94-385;  Energy  PolJcy 
and  Conservation  Aot.  Pub.  L-  94-163,  M 
amended.  Pub.  L.  94-385;  E  O.  11790;  39  PB 
23186). 

In  consideration  of  the  foregoing,  it  Is 
proposed  to  amend  Parts  211  and  212  of 
Chapter  n.  TiUe  10  of  the  Code  of  Fed- 
eral Regulations,  as  set  forth  below. 

Issued  in  Washington.  D.C,  June  3, 
1977. 

Eric  J.  F^ci, 
Acting  General  Counsel. 
Federal  Energy  Administration. 

1.  Section  212.161  is  amended  by  re- 
vising paragraph  (a)  to  read  as  follows: 

§  212.161       Applirabilitv  and  relationship 
to  other  .Subparts. 

(a)  Scope.  This  subpart  applies  to  aU 
sales  of  natural  gas  liquids  and  natural 
gas  liquid  products,  including  transfers 
between  affiliated  entitles,  by  aU  firms, 
including  gas  plant  operators,  producers 
of  natural  ^.  natural  gas  royalty  own- 
ers, and  refiners,  except  that  this  subpart 
does  not  apply  to  resales  by  resellers  or 
retaUers  subject  to  Subpart  F  of  this 

part. 

«  .  •  •  • 

2.  Section  212.162  Is  amended  by  add- 
ing a  definition  of  "Firm,"  after  the  defi- 
nition of  "Cost  of  nattiral  gas  shrinkage" 
and  before  the  definition  of  "First  sale," 
to  read  as  foUows: 

§  212.102      Drfinilions. 

,  .  •  *  • 

"Firm"  means  a  parent  and  the  con- 
solidated and  unconsolidated  entities  (if 
any)  which  it  directly  or  indirectly  con- 
trols, except  to  the  extent  that  inde- 
pendent firms  having  an  interest  in  the 
same  gas  plant  or  gas  plants  or  in  the 
production  from  such  plant  or  plants 
are  treated  as  "related  entitles"  under 
the  provisions  of  this  Subpart. 

,  .  •  •  • 

3.  Section  212.165  is  amended  to  read 
as  follows: 

§  212.163      Imrca.-ed  proiesoiiigcosts. 

(a)  Rule.  Subject  to  the  limitations 
and  requirements  set  forth  In  the  ensu- 
ing paragraplis  of  this  section,  a  firm 
may  increase  the  first  sale  price  of  natu- 
ral gas  liquids  and  natural  gas  liquid 
products  which  it  sells  to  renect,  on  a 
dollar-for-dollar  basis,  increased  proc- 
essing costs  which  it  has  incurred. 

(,b)  Calculation  of  increased  process- 
ing costs.  (1)  For  any  firm,  processing 
costs  with  respect  to  any  gas  plant  or 
plants  for  any  month  are  the  total 
amount  of  allowable  costs  incurred  (or 
deemed  under  tliis  section  to  have  been 
incurred)  by  that  firm  with  respect  to 
that  gas  plant  or  plants  in  that  month, 
divided  by  the  volume  of  natural  gas  liq- 
uids and  natural  gas  liquid  products 
owned  by  the  firm  and  produced  In  that 
plant  or  plants  in  tliat  month.  Provided, 
Tliat  in  calculating  such  processing 
costs,  the  rules  hereinafter  set  forth  in 
this  paragraph  and  In  paragraph  (c)  of 
this  section  shall  be  followed.  Increased 
processing  costs  for  any  current  month 
are   the   difference  between  processing 


costs  for  the  current  month  and  process- 
ing costs  for  May  1973,  multiplied  by  the 
volume  of  natural  gas  liquids  and  natu- 
ral gas  liquid  products  owned  by  the 
firm  and  produced  in  the  current  month 
in  the  plant  or  plants  for  which  process- 
ing costs  are  being  measured. 

(2)  Allcncable  costs.  Allowable  costs, 
for  purposes  of  calculating  processing 
costs  and  increased  processing  costs,  are 
costs  which  fall  within  the  following 
categories  and  which  are  attributable  to 
gas  plant  operations  (provided,  that  no 
costs  shall  be  included  in  any  particular 
category  of  processing  costs  if  they  are 
included  in  any  other  category  of  proc- 
essing costs,  or  are  included  in  product 
costs  or  marketing  costs) : 

(i)  Depreciation  cos4.  Depreciation  cost 
is  the  cost  attributable  to  the  deprecia- 
tion of  g£is  plant  facilities  and  equipment 
used  in  processing  natural  gas  or  natural 
gas  liquids.  However,  depreciation  cost 
shall  not  constitute  an  allowable  proc- 
essing cost  for  those  gas  plants  with  re- 
spect to  which  the  firm  uses  an  adjusted 
May  15.  1973  first  sale  price  pursuant  to 
§212.164  (c),  (d).  or  (e).  With  respect 
to  such  plants,  the  firm  may  elect  to 
claim  increased  depreciation  cost  if  it 
also  elects  to  use  actual  May  15,  1973 
first  sale  prices  (or  adjusted  prices  under 
§  212.164  <a)  or  (bi)  in  lieu  of  the  ad- 
justed price  under  §212.164  fc),  (d)  or 
(e),  provided  that  once  such  an  election 
is  made  the  elected  method  shaU  con- 
tinue to  be  used  In  the  months  subsequent 
to  the  election. 

(ii)  Labor  cost.  Labor  cost  is  the  total 
amount  of  direct  and  indirect  remunera- 
tion or  inducement  for  personal  services 
w-hich  are  reasonably  subject  to  valua- 
tion for  those  personnel  employed  at  a 
gas  plant  or  directly  and  exclusively  in- 
volved in  gas  plant  operations,  including 
that  portion  of  the  costs  of  any  contract 
between  the  firm  and  an  unrelated  entity 
attributable  to  personnel  other  than  em- 
ployees who  perform  ."^uch  services.  No 
amount  included  in  maintenance  cost 
may  be  included  In  labor  cost.  For  pur- 
poses of  this  paragraph  (b)<2Mii),  an 
"unrelated  entity"  is  an  entity  which  is 
not  part  of  the  firm  and  which  has  no 
equity  interest  in  any  gas  plant  or  plants 
(or  In  the  natural  gas  liquids  or  natural 
gas  liquid  products  produced  Uierefrom) 
in  which  the  firm  has  such  an  interest. 
and  which  is  not  in  the  business  of  selling 
products  which  are  (or  at  any  time  were) 
covered  products  imder  this  Part  212. 

(ill)  Plant  fuel  cost.  Plant  fuel  cost 
is  the  total  amount  of  cost  for  fuels 
utilized  to  operate  a  gas  plant.  If  and  to 
the  extent  that  natural  gas  processed  at 
the  plant  is  used  for  plant  fuel,  no  costs 
attributable  thereto  shall  be  accounted 
for  as  a  processing  cost,  but  may  be  ac- 
counted for  as  cost  of  natural  gas  shrink- 
age under  §  212.167. 

(Iv)  Maintenance  cost.  Maintenancs 
cost  is  tlie  dollar  amount  of  cost  attrib- 
utable to  gas  plant  maint«narice  mvi 
repair,  including  the  cost  of  contract 
maintenance  under  contract  with  an  un- 
related entity.  For  purposes  of  this  para- 
graph (b)(2)(vl),  the  term  "unrelated 
entity"  has  the  meaning  given  that  term 
In  paragraph  (b)  (2X11)  of  this  sectlon. 
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<\^  Overhead  cost.  Overhead  cost  is  the 
dollar  amount  of  costs  of  insurance,  out- 
side legal  and  accounting  fees,  and  inter- 
gas  plant  transportation  costs  directly 
attributable  to  gas  plant  operations. 

ui)  Federal,  state  and  local  tax  cost. 
Federal,  stat«  and  local  tax  cost  is  the 
cost  of  federal,  state  and  local  property, 
excise,  franchise  and  other  similar  taxes 
Incurred  with  respect  to  gas  plants  or  gas 
plant  operations.  The  term  includes  cor- 
porate or  other  general  business  taxes  of 
the  above-described  nature  if  the  firm  is 
engaged  exclusively  in  the  processing  of 
natural  gas  or  natural  gas  liquids:  how- 
ever, the  term  does  not  include  federal, 
state  or  local  income  taxes,  or  any  tax 
of  any  description  which  is  measured  by 
net  income  or  gross  receipts. 

(vli)  Utility  cost.  Utility  cost  Is  the 
dollar  amount  of  costs  incurred  for  utili- 
ties necessary  for  the  operation  of  a  gas 
plant. 

(viii)  Interest  cost.  Interest  cost  is  the 
dollar  amount  incurred  for  interest  on 
borrowing  from  an  imrelated  entity  for 
the  purpose  of  constructing,  expanding, 
repairing,  or  operating  a  natural  gas 
plant. 

(3)  Limitations  on  increased  process- 
ing costs  for  new  plants.  Notwithstand- 
ing any  other  provision  of  this  5  212.165. 
if  (i)  a  firm  had  an  interest  in  one  or 
more  gas  plants  (or  in  the  production 
from  one  or  more  gas  plants  ^  which 
were  operating  in  May  1973  and  if  (11) 
the  firm  separately  calculates  and  aggre- 
gates increased  processing  costs  for  a 
gas  plant  (or  group  of  gas  plants'  which 
was  not  I  or  none  of  which  were)  in 
existence  and  operating  in  May  1973, 
then  increased  processing  costs  for  such 
new  plant  (or  plants)  shall  be  calcu- 
lated as  if  May  1973  processing  costs  for 
such  plant  <or  plants)  equalled,  the 
weighted  average  processing  costs  In- 
curred by  the  firm  in  May  1973  with  re- 
spect to  aU  plants  which  were  then  In 
existence  and  in  which  or  in  the  produc- 
tion from  which  the  firm  had  an  inter- 
est. 

(c'  Accounting  procedures  for  calcu- 
lating processing  costs  incurred  by  a 
firm. —  (1)  General.  AU  processing  costs 
shall  be  calculated  in  accordance  with 
generally  accepted  accounting  practices 
historically  and  consistently  applied  by 
the  firm  for  certified  annual  financial 
statements  filed  by  or  on  behalf  of  such 
firm  with  the  Securities  and  Exchange 
Commission  or  a  comparable  state  regu- 
latory agency  i  or  if  no  certified  financial 
statements  are  so  filed,  according  to 
generally  accepted  accounting  practices 
liistoricaUy  and  consistently  applied  by 
the  firm  for  certified  annual  financial 
reports  prepared  by  an  independent  ac- 
counting firmt ,  except  as  otherwi.'^e  pro- 
vided in  this  paragraph  (c*.  Increased 
processing  costs  shall  be  separately  cal- 
culated for  each  category  of  allowable 
cost  set  forth  in  para^aph  ibii2)  of 
this  section.  No  capital  investments  may 
be  included  In  processing  costs  as  ex- 
penses, but  must  rather  be  capitalized 
and  depreciated  under  the  depreciation 
cost  category. 


(2>  ExtraordirMry  or  irregular  costs. 
Any  item  of  cost  which  (1)  is  paid  or  in- 
curred at  greater  than  regular  monthly 
inter\-als  or  ill)  is  paid  or  incurred  each 
month  but  In  significantly  different 
amounts  independent  of  variations  in 
the  amount  of  production  and  which  is, 
under  generally  accepted  accounting 
practices  historically  and  consistently 
applied  by  the  firm,  accrued  or  prorated 
over  an  appropriate  period,  shall  be  pro- 
rated or  accrued  pursuant  to  such  ac- 
counting practices  for  purposes  of  cal- 
culating processing  costs  under  this  sec- 
tion. Any  item  of  cost  wliich  is  paid  or 
incurred  at  greater  than  regular  month- 
ly intervals  or  which  is  paid  or  incurred 
each  month  but  in  significantly  different 
amoimt  independent  of  variations  in  the 
amouni  of  production  and  which  is  not 
so  prorated  or  accrued  over  an  appro- 
pri.ate  period  by  the  firm  shall  be  com- 
put«l  for  purposes  of  calculating  proc- 
essing costs  under  this  section  on  an  an- 
nualized basis,  i.e..  for  current  costs 
shall  be  prorated  over  a  twelve-month 
period  beginning  not  sooner  than  the 
sixth  month  preceding  the  current 
month,  and  with  respect  to  May  1973 
costs  shall  be  prorated  over  the  entire 
fiscal  year  of  the  firm  which  included 
May  1973  and  in  wliich  such  costs  were 
incurred.  Costs  In  this  category  include 
but  are  not  necessarily  limited  to  annual 
taxes  and  extraordinary  maintenance 
expenses. 

(3»  Processing  costs  deerTied  incurred 
by  a  firm. — (1)  General  rule.  Except  as 
otherwise  provided  in  this  subparagraph 
i3) .  a  firm  may  treat  as  processing  costs 
incurred  by  it  only  those  actual  allowable 
costs  attributable  to  gas  plant  operations, 
as  such  costs  are  defined  in  paragraph 
<b)'2>,  for  which  the  firm  is  directly 
and  primarily  obligated  to  pay  in  cash. 
As  between  non-affiliated  firms  having 
an  interest  in  the  same  gas  plant,  <  or  in 
the  production  from  the  same  gas  plant ) , 
a  firm  shall  be  deemed,  except  as  otlier- 
wise  provided  in  this  subparagraph  ( 3 1 , 
to  have  incurred  such  costs  in  an  amount 
determined  pursuant  to  the  applicable 
written  agreement  between  such  firms 
for  the  sharing  of  costs;  or.  in  the  absence 
of  such  written  agreement.  In  tlie  same 
proportion  to  total  allowable  costs  at- 
tributable to  operations  of  that  ga.<;  plant 
as  the  volume  of  natural  gas  liquids  and 
natural  gas  liquid  products  produced  at 
such  plant  during  the  current  month  and 
owned  by  the  firm  bears  to  the  total 
volume  of  natural  gas  liquids  and  na- 
tural gas  liquid  products  produced  at 
such  plant  during  the  current  month. 

(ii)  Cash  payments  made  pursuant  to  a 
contract  uith  a  related  entity.  To  the  ex- 
tent that  cash  payments  made  or  re- 
quired to  be  made  pursuant  to  a  con- 
tract with  a  related  entity  represent  re- 
imbursement of  actual  allowable  co.sts. 
as  such  costs  are  defined  in  paragraph 
(b)(2),  incurred  by  the  related  entity, 
the  firm  making  or  obligated  to  make 
such  payments  may  treat  such  payments 
as  costs  incurrred  by  it  for  the  period 
covered  by  such  payments.  The  related 
entity  shall  deduct  from  the  amount  of 


allowable  costs  incurred  by  it  the  same 
amount  of  such  payments.  The  related 
entity  shall  certify  to  the  paying  firm  the 
amount  of  such  payments  which  repre- 
sent allowable  costs  incurred  by  the  re- 
lated entity.  The  amount  of  such  costs 
shall  be  determined  on  the  same  volu- 
metric basis  as  provided  IS  paragraph 
(c)(3)ii'.  above,  for  firms  having  an 
interest  in  the  same  gas  plant.  Such  cer- 
tification shall  be  bindirg  upon  the  pay- 
ing firm,  but  shall  be  subject  to  re\ie<^- 
and  revision  by  the  FE.'V.  If  the  related 
entity  fails  to  certify  such  costs,  the 
paying  firm  shall  be  entitled  and  the  re- 
lated entity  shall  be  required  to  treat 
the  entirety  of  such  payments  as  allow- 
able costs  incurred  by  the  paying  firm. 
Proi'ided,  That  the  paying  firm  and  the 
related  entity  may  by  written  agreement 
determine  the  amount  or  proportion  of 
costs  to  be  treated  as  incurred  by  each, 
if  such  written  agreement  clearly  speci- 
fies the  method  by  which  costs  are  as- 
signed to  each  entity  and  clearly  pro- 
vides a  means  by  which  the  parties  as- 
sure that  no  more  than  total  allowable 
increased  costs  are  recovered  In  the 
prices  of  products  produced  at  the  plant 
or  plants  in  question.  As  used  in  this 
subparagraph  (11) .  a  "related  entity"  is 
any  firm  which  is  not  an  "unrelated  en- 
tity" as  that  term  Is  used  in  paragraph 
(b)  (2)  (ii)  of  this  section. 

(iii)  In-kind  payments  consisting  of 
transfers  of  natural  gas  liquids  or  nat- 
ural gas  liquid  products  pursuant  to  a 
contract  uHth  a  related  entity.  Contract 
payments  made  or  required  to  be  made 
by  a  firm  to  a  related  entity,  and  re- 
quired to  be  made  in  the  form  of  a  trans- 
fer in  kind  of  natui-al  .eas  liquids  or 
natural  gas  liquid  products  processed  by 
related  entity,  shall  not  be  considered 
processing  costs  incurred  by  the  pajing 
firm  unless  (A)  the  related  entity  cer- 
tifies to  the  paying  firm  the  amount  of 
allowable  costs  incurred  by  it  which  is 
attributable  to  the  volume  of  natural  gas 
liquids  and  natural  gas  liquid  products 
produced  at  the  gas  plant  and  owned 
(after  paymenti  by  the  firm,  or  (B)  the 
paying  firm  and  the  related  entity  by 
writt^en  agreement  determine  the  amount 
or  proportion  of  costs  to  be  treated  as 
incurred  by  each.  Whether  or  not  the 
related  entity  certifies  the  amount  of 
allowable  costs  attributable  to  the  pay- 
ing firm  as  provided  in  the  preceding 
sentence,  and  unless  tiie  paying  firm  and 
the  related  entity  otherwise  agree  as 
provided  in  ihe  preceding  sentence,  the 
related  entity  shall  deduct  from  the  al- 
lowable costs  mcurred  by  it  the  amount 
of  such  costs  attributable  to  natural  gas 
liquids  and  natural  gas  liquid  products 
produced  at  the  gas  plant  during  the 
applicable  period  and  owned  (after  pay- 
ment* by  the  paying  firm.  For  punxjses 
of  the  precediiig  two  sentences,  "cost  at- 
tributable to  natural  gas  liquids  and  nat- 
ural pas  liquid  products  produced  at  the 
gas  plant  during  the  applicable  period 
and  owned  (after  payment)  by  the  pay- 
ing firm  shall  be  calculated  on  the  same 
volumetric  basis  as  provided  In  para- 
graph (c)  '3)  (i)  above,  for  firms  having 
an  interest  In  the  same  gas  plant  As 
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used  In  this  paragraph  (ci<3'<lii\  the 
term  "related  entity"  is  any  firm  which 
is  not  an  "unrelated  entity"  as  that  term 
is  used  m  paragraph  (bM2Mii.  of  this 
section. 

(4)  Aggregation  and  allocation  of  in- 
creased processing  costs.  The  provisions 
of  §  212.168  (a».  (bi .  fc>.  and  (e\  which 
provide  for  the  exclusion  of  increased 
product  costs  attributable  to  ethane,  the 
aggregation  of  increased  product  costs, 
the  allocation  of  increased  product  costs 
to  propane,  and  the  allocation  of  in- 
creased product  costs  among  classes  of 
purchaser,  shall  also  apply  to  increased 
processing  costs.  Increased  processing 
costs  attributable  to  particular  products 
shall  be  aggregated  on  the  same  basis 
and  allocated  to  the  same  products  to 
which  Increased  product  costs  are  aggre- 
gated and  allocated. 

id>  Recovery  of  increased  processing 
costs.  Increased  processing  costs  In- 
curred by  a  firm  are  avaUable  for  recov- 
cn-  in  sales  by  that  firm  of  natural  gas 
liquids  or  natural  gas  liquid  products 
which  are  sold  In  the  current  month, 
provided  that  such  increased  processing 
costs  shall  be  allocated  as  provided  In 
imragraph  lO  '4>  of  this  section.  Subject 
to  the  provisions  of  5  212.169.  such  in- 
creased processing  coets  are  also  avail- 
able for  recovery  in  sales  of  natural  gas 
liquids  and  natural  gas  liquid  products 
sold  In  months  following  the  current 
month.  pro\1ded  that  such  cost<5  are  al- 
located as  provided  In  paragrpph  'c  '4' 
of  this  section. 
§§  212.r.6-212.171       [R.>.l.»ii:nat.<n 

4  Sections  212.166  and  212.167  are  re- 
numbered 5  5  212  167  and  212.168  respec- 
tively. Sections  212.168.  212.169.  212.170, 
and  212  171.  are  renumbered  55  212.170. 
212.171.  212.172.  and  212.173.  respectively. 

5.  A  new  5  12.166  is  added,  to  read  as 
follows : 
§  2\2.l(i(y      Increa^fil  niarkotins  cost.«. 

ia>  Rrde.  Subject  to  tlie  limitations 
and  requirements  of  the  ensuing  para- 
graphs of  this  section,  a  firm  may  In- 
crease the  first  sale  price  of  propane, 
butane,  and  natural  gasoline  to  reflect 
increased  marketing  costs  which  it  has 
incurred  in  the  sale  of  such  products. 

lb)  Calculation  of  increased  market- 
ing costs,  il'  For  any  firm,  marketing 
costs  for  any  month  are  the  total  amount 
of  allowable  costs  incurred  by  that  firm 
in  that  month  with  respect  to  propane, 
butane,  and  natural  gasoline  sales  in 
that  month,  divided  by  the  total  volume 
of  propane,  butane,  and  natural  gasoline 
sold  by  that  firm  in  that  month.  Pro- 
vided. That  in  calculating  such  market- 
ing costs,  the  rules  hereinafter  set  forth 
in  this  paragraph  (b>  smd  in  paragraph 
'  c  1  shall  be  followed.  Increased  market- 
ing costs  for  any  current  month  are  the 
difference  between  marketing  costs  for 
the  current  month  and  marketing  costs 
for  May  1973,  multiplied  by  the  volume 
of  propane,  butane  and  natural  gasoline 
sold  by  the  firm  In  the  current  month, 

i2i  Allou-able  costs.  Allowable  coets, 
for  purposes  of  calculating  marketing 
costs  and  Increased  marketing  costs,  are 
costs  which  fall  within  the  following  cat- 
egories and  which  are  attributable  'un- 


der generally  accepted  accounting  prac- 
tices historically  and  consistently  ap- 
plied by  the  firm)  to  propane,  butane 
and  natural  gasoline  sales  operations 
I  provided,  that  no  costs  shall  be  in- 
cluded in  any  particular  category  of 
marketing  costs  If  they  are  included  In 
any  other  category  of  marketing  costs, 
or  are  included  in  product  costs  or  proc- 
essing costs,  and  provided  further,  that 
common  costs  attributable  both  to  sales 
operations  and  to  gas  plant  operations 
shall  be  treated  as  attributable  solely  to 
gas  plant  operations  and  thus  as  proc- 
essing costs)  : 

(i)  Labor  cost.  Labor  cost  is  the  total 
dollar  amount  of  direct  and  indirect  re- 
muneration or  inducement  for  personal 
services  which  are  reasonably  subject  to 
valuation  for  those  persormel  employed 
by  the  firm  and  directly  involved  in  pro- 
pane, butane,  and  natural  gasoline  sales 
operations,  except  personal  services  pro- 
vided by  personnel  which  own  any  por- 
tion of  or  receive  any  profits  from  the 
firm  involved.  (This  exception  does  not 
include  personnel  w^ho  own  stock  In  the 
firm  if  it  Is  a  public  corporation  or  par- 
ticipants in  any  type  of  profit  sharing 
plan  historically  offered  by  the  firm.)  No 
amount  included  -in  maintenance  cost 
increase  may  be  Included  in  labor  cost 
increase. 

lii)  Utility  cost.  Utility  cost  is  the  dol- 
lar amount  of  costs  'ncurred  for  utilities. 

(ill I  Interest  cost.  Interest  cost  is  the 
dollar  amount  of  costs  incurred  for  In- 
terest on  borrowing  from  an  unrelated 
entity  to  the  extent  that  such  borrowing 
is  for  the  purpose  of  financing  the  mar- 
keting costvS  set  forth  In  a)-(vil)  of  this 
paragraph  (bU2)  (including  costs  of 
acquiring  facilities  the  depreciation  of 
which  is  allowable  under  (b>  (2)  (vl) ) , 

<lv)  Federal,  state,  and  local  tax  cost. 
Federal,  state  and  local  tax  cost  Is  the 
dollar  amoimt  of  federal,  state,  and  local 
property,  excise,  francliise  and  other 
similar  taxes  Incurred  which  are  asso- 
ciated with  propane,  butane,  and  nat- 
ural gasoline  sales  operations.  Federal, 
state,  and  local  Income  taxes  are  not  In- 
cludable in  this  amount. 

(V)  Mainti'nance  cost.  Maintenance 
cost  is  the  dollar  amount  of  operating 
cast  attributable  to  maintenance  opera- 
tions which  are  associated  with  propane, 
butane,  and  natural  gasoline  sales  opera- 
tions. Maintenance  cost  Increase  includes 
the  cost  of  contract  maintenance. 

ivl)  Depreciation  cost.  Depreciation 
cost  Is  the  cost  attributable  to  the  de- 
preciation of  equipment,  machinery,  and 
facilities  which  are  associated  with  pro- 
pane, butane,  and  natural  gasoline  sales 
operations:  provided  that  such  costs  are 
computed  according,'  to  generally  ac- 
cepted accounting  practices  historically 
and  consistently  applied  by  the  firm  and 
to  the  extent  that  such  costs  are  not 
otherwise  covered  by  this  section.  If 
Form  10-K  is  filed  with  the  Securities 
and  Exchange  Commission  or  an  analo- 
gous report  is  filed  with  a  state  regula- 
tory agency,  the  amount  computed  for 
depreciation  cost  Increase  must  be  con- 
sistent with  the  figures  used  in  preparing 
Form  10-K  or  such  analogous  report. 
Accounting  procedures  used  to  compute 
depreciation   cost   increase   by    refiners 


which  do  not  file  such  form  or  report, 
or  on  whose  behalf  such  form  or  report 
Is  not  filed,  must  be  calculated  accord- 
ing to  generally  accepted  accounting 
practices  historically  and  consistently 
applied  by  the  firm  concerned  for  certi- 
fied annual  financial  reports  prepared 
by  an  independent  accounting  firm.  No 
capital  investments  may  be  included  in 
non-product  costs  as  expenses:  all  such 
investments  must  be  capitalized  and  de- 
preciated. 

(vii)  Overhead  cost.  Overhead  cost  is 
the  dollar  amount  of  costs  of  rent  of  real 
property,  postage.  oGQce  supplies,  normal 
gas  losses,  insurance,  employees'  uni- 
forms, outside  legal  and  accounting  fees. 
and  transportation  costs  directly  attrib- 
utable to  propane,  butane,  and  natural 
gasohne  sales  operations  and  not  In- 
cluded In  the  calculation  of  increased 
product  or  processing  costs,  provided 
that  such  costs  are  computed  according 
to  generally  accepted  accounting  prac- 
tices and  historically  and  consistently 
appUed. 

(3)  Aggregation  and  allocation  of  in- 
creased marketing  costs.  Increased  mar- 
keting costs  may  be  aggregated  and  allo- 
cated to  the  firm's  entire,  undivided  stock 
of  natural  gas  liquid  products,  or  to  its 
entire,  undivided  stock  of  the  separate 
products  propane,  butane  and  natural 
gasoline,  or  to  that  portion  of  such  stock 
which  constitutes  a  separate  inventory 
under  generally  accepted  accounting 
practices  historically  and  consistently 
applied  by  the  firm.  Provided,  Tliat  costs 
which  are  attributable  to  more  than  one 
product  and/or  more  than  one  inventory 
shall  be  allocated  (under  generally  ac- 
cepted accounting  practices)  among  all 
of  the  products  and  or  inventories  to 
which  they  are  attributable;  and  pro- 
vided further,  that  the  provisions  of 
§  212.168(c)  and  (d>,  which  apply  to  the 
allocation  of  Increased  product  costs  to 
propane,  shall  also  apply  to  increased 
marketing  costs;  and  provided  further, 
that  in  the  case  of  inventories  which 
were  not  in  existence  In  May,  1973.  the 
May  1973  marketing  costs  attributable  to 
such  inventories  shall  be  deemed  to  be 
the  marketing  costs  for  that  product  for 
the  entire  firm  In  May,  1973. 

(c)  Recovery  of  increased  marketing 
costs.  Increased  marketing  costs  are 
available  for  recovery  in  sales  of  pro- 
pane, butane  and  natural  gasoline  In 
the  current  month.  Subject  to  the  pro- 
visions of  §  212.169.  such  costs  are  also 
available  for  recovery  in  months  follow- 
ing the  current  month,  provided  that 
such  costs  are  aggregated  and  allocated 
as  provided  In  paragraph  (b)  (3>  of  this 
section, 
§212.168      I  Amended] 

6.  Section  212.168  (so  renumbered  from 
§  212.167  by  amendment  number  4.  here- 
in) is  amended  by  deleting  paragraph 
(f)  In  its  entirety. 

7,  A  new  §  212.169  is  added,  to  read  as 
follows ; 

§  212.169  Carry-forward  of  in<TeaM>d 
costs;  corrections  for  ovcrrcro>erT  of 
increased  coets. 

(a)  Carry-forward  of  increased  costs. 
Subject  to  the  requirements  and  llmlta- 
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tlons  contained  hi  this  section,  a  firm 
may  Include  In  the  prices  oif  natural  g&s 
liquids  and  natural  gas  liquid  produota 
the  Increased  product,  processing  and 
marketing  costs  which  have  not  previ- 
ously been  recovered  as  permitted  under 
this  subpart  Increased  costs  which  have 
not  previously  been  recovered  shall  re- 
tain the  aggregated  or  segregated  char- 
acter that  they  had  as  current  increased 
costs  under  the  provisions  of  this  subpart 
applicable  to  the  aggregation  of  the  In- 
creased cost  (product  processing  or 
marketing)  in  question,  and  shall  be  al- 
located only  to  products  derived  from  the 
same  center  of  aggregation  Such  costs 
shall  also  be  allocated  in  the  same  man- 
ner as  provided  for  current  Increased 
costs  under  the  applicable  provisions  of 
this  subpart. 

(b)  Limitations  on  carry-forward  of 
costs.  Any  amount  of  unrecovered  In- 
creased product  and  processing  costs  re- 
maining at  the  end  of  two  months  after 
the  month  In  which  such  costs  could  first 
be  recovered  under  this  section  shall  not 
be  recovered  in  any  succeeding  month  in 
an  amount  which  exceeds  the  greater  of : 

(1)  Ten  percent  of  the  highest  amount 
of  all  unrecovered  increased  costs  re- 
maining at  the  end  of  any  month  which 
are.  by  reason  of  their  not  having  been 
recovered  within  two  months  of  the 
month  in  which  they  could  first  be  re- 
covered under  the  provisions  of  §5  212.165 
and  212.167,  subject  to  the  limitations  of 
this  paragraph  (b)  of  this  5  212.169;  pr 

(2)  An  amount  which,  when  added  to 
May  15,  1973  selling  prices  to  compute 
maximum  allowable  prices,  results  in 
maximum  allowable  prices  for  the  cur- 
rent month  which  are  no  more  than  10 
percent  higher  than  the  highest  prices 
computed  pursuant  to  this  subpart  at 
which  at  least  25  percent  of  the  sales  of 
the  products  concerned  In  the  preceding 
month  were  priced, 

'O  Order  of  recovery  of  increased 
costs.  Increased  costs  shall  be  deemed  to 
have  been  recovered  in  the  prices 
charged  for  natural  gas  liquids  and 
natural  gas  liquid  products  in  the  cur- 
rent month  only  in  the  following 
sequence: 

(1)  Increased  product  and  processing 
costs  incurred  in  the  month  Immediately 
preceding  the  current  month  and  not 
recovered  in  such  month; 

(2i  Increa.?ed  product  and  processing 
costs  incurred  in  the  current  month: 

O")  To  the  extent  that  Increased  mar- 
keting costs  are  aggregated  on  the  same 
basis  upon  which  increased  product  and 
processing  costs  are  aggregated,  such  in- 
creased marketing  costs,  whenever  in- 
curred, which  have  not  previously  been 
recovered;  and 

(4)  Increased  product  and  proce.sslng 
costs  incurred  two  or  more  months  pre- 
ceding the  current  month  and  not  re- 
covered in  any  month  preceding  the  cur- 
rent month,  provided  that  the  portion  of 
such  amount  deemed  to  have  been  re- 
covered in  the  current  month  shall  not 
exceed  the  amounts  permitted  to  be  re- 
covered under  paragraph  (b)  of  this 
§  212.169. 


(d)  Correctiofu  for  or>eTTecovery  of  in- 
creased cofts.  II  in  any  month  a  firm 
charges  prices  for  natural  gas  liqinds  or 
natural  gna  Ugnld  products  that  result 
In  the  recovery  of  more  than  the  amount 
of  increased  costs  which  may  t)e  recov- 
ered In  such  prices  as  provided  under 
this  sut^jart  the  excess  revenue  shall  be 
subtracted  from  May  15,  1973  selling 
prices  for  the  product  and  class  of  pur- 
chaser with  respect  to  which  such  over- 
recoveries  occurred,  not  later  than  the 
third  month  after  the  month  in  which 
such  overrecoveries  occurred.  Provided. 
That  increased  costs  shall  not  be  deemed 
to  have  been  overallocated  to  propane  ex- 
cept on  an  annual  basis,  as  provided  in 
5  212.168(ci ,  S  212.165(c>  (4> ,  and  5  212.- 
166(b) (3>. 
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FEDERAL  HOME   LOAN   BANK 
BOARD 

[12CFRPart543] 

INo.    77    339] 

FEDERAL  SAVINGS  AND  LOAN   SYSTEM 

Proposed  Amendment  Regarding  Change 
in  Corporate  Title  by  Federally-Chartered 
Associations 

JuNi  1,  1977. 
AGENCY:    Federal    Home    Loan    Bank 
Board. 

ACTTIGN :  Proposed  regulatory  amend- 
ment 

SUMM.\RY:  This  proposed  amendment 
would  establish  a  procedure  for  notice 
and  opportunity  for  comment  when  a 
Federal  savings  and  loan  association  ap- 
plies to  the  Board  for  permission  to 
change  its  name.  Recent  experience  proc- 
essing change-of-name  appllcatic«is 
without  .such  a  procedure  has  mriicated 
that  one  is  needed  to  ensure  that  all  per- 
sons who  may  be  interested  in  such  an 
application  have  the  opportunity  to  be- 
come aware  of  it  and  comment  on  it. 

DATE:   Comments  must  be  received  on 

or  before  July  15,  1977. 

ADDRESS:  Office  of  the  Secretary,  Fed- 
eral Home  Loan  Bank  Board,  320  First 
Street.  N.W.,  Washmgton,  D.C.  20552, 

FOR  FURTHER  INFORNL^TION  CON- 
TACT: 
Harry  W.  Qullllan,  Associate  General 
Counsel,    Telephone    number:     i202) 
376-3556, 

Re.^son  for  this  Proposal 

The  Board  believes  that,  in  connection 
with  applications  by  Federal  associations 
for  permission  to  change  their  corporate 
title,  a  procedure  for  notice  of  the  pro- 
posed change  and  opportunity  for  sub- 
mission by  interested  persons  of  written 
comments  will  materially  aid  the  Board 
in  its  consideration  of  the  application. 

Accordingly,  the  Board  proposes  to 
amend  §  543.1  of  the  Rules  and  Regula- 
tions for  the  Federal  Savings  and  Loan 
System  (12  CFR  543.1)  by  designating  its 
existing  text  as  paragraph  la'  and  add- 


ing new  paragraphs  ib),  (c)  and  (d)  to 
read  as  follows: 

§  SV3.1      Corpioratc  tillft. 

ia)    •   •   • 

(b)  A  Federal  association  wishiiig  to 
change  its  corporate  title  shall  file  an 
application  tlieref  or  with  the  Super\'lsory 
Agent  The  appUcatlon  shall  be  accom- 
panied by  a  resolution  of  the  associa- 
tion's board  of  directors  approving  tlie 
requested  change.  The  applicant  shall, 
within  15  days  after  receipt  of  written 
advice  that  an  application  has  been  ac- 
cepted tor  fihng,  publish  at  least  once  in 
a  newspaper  of  general  circulation  in  the 
community  In  which  its  home  office  is 
located,  and  in  a  newspaper  of  general 
circulation  In  any  commuxiity  or  com- 
muruties  in  which  it  has  a  branch  office, 
a  notice  in  substantially  the  following 
form; 
NoncE  OF  Filing  or  Atplication  fob  Ciianck 

IN    CORPORATX    Tm.* 

Notice  15  hereby  given  that,  pursuajit  to 
S  543.1  oi  the  Rules  and  Regulations  for  the 
Federal  Savings  and  Ijo&n  System,  the 
Ptderal  Savings  and  Loan  Asso- 
ciation,       haa   filed   an 

(Clty>  (Stat«) 

application  with  the  Federal  Home  Loan 
Bank  Board  for  permission  to  change  Its  (x>r- 

porate    title    to    The 

application  lias  t>een  deUvered  to  the  office 
of  the  F^incipal  Supervisory  Agent  of  said 
Board,    at    the    F>ederal    Home    Loan    Bank 

of       , 

(City)  (Street  Address) 


(City) 
Any  person  may  file  communications.  In- 
cluding briefs.  In  favor  or  In  protest  of  said 
appUcatlon  at  the  said  office  of  the  Supervi- 
sory Ageat  within  21  days  after  the  date  of 
this  publication.  Pour  coplea  of  any  com- 
munications should  be  filed  The  applica- 
tion and  all  communications  In  favor  or  pro- 
test thereof  are  available  for  public  Inspec- 
tion at  the  office  of  the  Supervisory  Agent. 

Federal    Savings    and    lyoan 


Association 


(c)  Such  notice  may  also  be  given  by 
the  Principal  Supervisory  Agent  by  mail 
or  otherwise  to  other  parties  who  he  be- 
lieves, in  his  sole  discretion,  may  have 
an  interest  in  the  appUcatlon.  No  com- 
munication received  by  the  Supervisory 
Agent  later  than  21  days  after  the  date 
of  the  lirsi  publication  of  such  notice 
need  be  con.-iidered  with  respect  to  the 
appUcation.  No  communicatic«i  protest- 
ing an  application  need  be  considered  if 
it  does  not  state: 

il)   Specific  grounds  for  the  protest; 

•  2i  Specific  harm  expected  to  be  suf- 
fered by  the  protestant  in  case  of  ap- 
proval; and 

<3)  Specific  reasons  why  approvi.1 
would  be  inappropriate,  unsuitable,  or 
result  in  unfair  competition, 

(d)  The  applicant  shall,  upon  closing 
of  the  time  during  which  protest  mate- 
rial may  be  filed,  have  14  days  in  which 
to  file  a  rebuttal.  Tlie  Principal  Super- 
visory .Agent  may  approve  or  deny  an 
unprotested  application,  but  shall  for- 
ward for  decision  by  the  Board  any  appli- 
cation as  to  whicli  timely  protest  has 
been  received,  Tlie  Principal  Supervisory 
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Agent  or  the  Board  shall  deny  any  appli- 
cation Lf  In  his  or  Its  Judgment  approvaJ 
would   be  Inappropriate,   unsuitable,  or 

result  In  unfair  competition. 

I  Sec.  6.  48  Stat.  132.  a£  ajnended:  12  UJ5.C 
1464.  Reorg  Plaji  No.  3  of  1»47.  12  PR  4«81; 
3  CFR,   1M3  48  Comp.,  p    1071  i 

By    the    Federal    Home    Lxmn    Bank 
Board. 

J.  J.  Finn, 
Secretary. 

IPR  Doc.77-16338  Piled  6-8-77:845  %m] 


[12  CFR  Part  545] 

[No.  77-3371 

SERVICE   CORPORATIONS 

Land  Acquisition  and  Development 

AGENCY:    Federal    Home    Loan    Bank 

Board. 

ACTION;  Proposed  nile. 

SUMMARY:  The  Board  recently  im- 
posed  re^rlctloas  on  land  acqul.sltlon 
and  development  activities  by  service 
corporations  Ln  which  Federal  savings 
and  loan  associations  may  Invest.  Ques- 
tion has  arisen  whether  the  restrictions 
as  to  the  cost  of  such  activities  and  the 
time  required  for  their  completion  apply 
also  to  any  construction  Involved  In  a 
project.  This  proposed  rule  would  clarify 
the  Board's  Intention  that  these  restric- 
tions apply  to  construction  as  well  as 
preparation  of  land  for  construction. 

DATES:  Comments  must  be  received  on 
or  before:  July  15.  1977. 

ADDRESSES:  Send  comments  to  the 
OfHce  of  the  Secretary,  Federal  Home 
Loan  Bank  Board,  320  First  Street,  N.W., 
Washington.  D.C.  20552.  Comments 
avaOable  for  public  Inspection  at  thLs 
address 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harry  W  Quilllan,  Associate  General 
Counsel.  FedersJ  Home  Loan  Bank 
Board  '202-376-3556)  at  the  above 
addresc;. 
SUPPLEMENTARY  INTORMATION : 
Bv  Board  Resolution  77-91.  dated  Febni- 
an--  4.  1977.  and  published  In  the  Federal 
Register  on  February  16.  1977  <40  FR 
9387  >,  Uie  Federal  Home  Loan  Bank 
Board  amended  §  545  9-1  of  the  Rules 
and  Regulations  for  the  Fedeial  Savings 
and  Loan  System  >  12  CFR  545.9-1 ' .  One 
of  the  purposes  of  such  amendments  was 
to  Impale  certaua  restrictions  regarding 
land  acqui.-^itlon  and  development  by 
service  corporations  in  which  Federal 
associations  may  Invest 

It  was  the  Board's  intention,  in  im- 
posing such  restrictions,  that  the  term 
••development"  include  construction  as 
well  as  preparation  of  land  for  construc- 
tion. Becau.se  the  term  "development' 
may  be  subject  to  an  interpretation  nar- 
rower than  intended,  the  Board  proposes 
to  clanfv  its  intent  by  revising  the  lan- 
guage regarding  such  restrictions.  Such 
revision  would  make  clear  that  the  cost 
of  a  land  acquisition  and  development 
jjroject   and   the   time   required    for   its 

FEDERAL 


completion  must  be  determined  with 
reference  to  the  total  project.  Including 
any  construction  Involved  In  It. 

Although  such  propoeed  amendment 
would  be  clarifying  In  nature,  the  Board 
recognizes  that  It  could  have  a  restrictive 
effect,  and  therefore  deems  It  advisable 
to  provide  opportunity  for  public  com- 
ment thereon. 

Accordingly,  the  Board  hereby  pro- 
poses to  amend  {§  545.9-1  (a)  (4)  (tv) 
and  (V)  to  read  as  follows: 

§  545.9—1      .ScrvM'C  t-orporalion*. 

(a)   •  •  • 

(4)    •    •    • 

(Iv)  Acquisition  of  unimproved  real 
estate  lots,  and  other  unimproved  real  es- 
tate, for  the  purpose  of  prompt  develop- 
ment and  subdivision,  principally  for 
construction  of  housing  or  for  resale  to 
others  for  such  construction,  or  for  use 
as  mobile  home  sites.  However,  If  the  to- 
tal cost  to  the  service  corporation  to  pur- 
chase, develop,  subdivide,  and  construct 
improvements  on  such  real  estate  ex- 
ceeds 20  percent  of  the  assets  of  such 
service  corporation,  the  service  corpora- 
tion shall  notify  the  District  Director- 
Examinations  in  whose  district  the  par- 
ent association  of  the  service  corporation 
is  located  not  later  than  30  days  after 
such  swjquisltlon.  Such  notification  shaU 
Include  the  name  and  location  of  the 
project,  the  number  of  lots  or  acres  in- 
volved, the  total  projected  cost  of  the 
project  Including  dollar  Involvement  of 
the  service  corporation,  and  the  esti- 
mated date  of  completion  of  the  project. 

(v)  Development  and  subdivision  of, 
and  construction  of  Improvementa  (In- 
cluding improvements  to  be  used  for 
commercial  or  commimlty  purposes, 
when  Incidental  to  a  housing  project)  for 
sale  or  for  rental  on,  real  estate  referred 
to  In  subdivision  (Iv)  of  this  subpara- 
graph. However,  such  development,  sub- 
division, and  construction  of  Improve- 
ments must  be  completed  within  three 
years  after  commencement  of  develop- 
ment of  such  real  estate  and  not  later 
than  five  years  after  acquisition  of  such 
real  estate,  unless  such  period  Is  subse- 
quently extended  by  the  Board  upon 
written  application  by  the  service  cor- 
poration. Acquisition  of  an  option  to  pur- 
chase is  not  an  acquisition  for  the  pur- 
pose of  determining  such  period. 

.  •  •  •  • 

(Sec.  5.  48  Stat.  132,  as  amended  (12  U.S.C. 
1464).  Reorg.  Plan  No.  S  of  1947,  12  PR  4981, 
3   CFR,    1943  48  C-omp  .  p    1071  ) 

By    the    Federal    Home    Loan    Bank 
Board. 

J.  J.  Pnra. 
Secretary. 

IFR  Doc  77   16337  Filed  6-8  77:8:46  wn) 


[  12  CFR  Part  584] 

;No    77-3451 

SAVINGS  AND  LOAN   HOLDING 
COMPANIES 

Transactions  With  Affiliates 

June  1,  1977. 
AGENCY:    Federal    Home   Loan   Bank 
Board. 


ACmON:  Amendment  of  proposed  rule 

SUMMARY:  This  proposed  rule  would 
prohibit  the  ofiferlng  In  the  same  office  of 
savings  accounts  In  an  Insured  Institu- 
tion and  obligations  of  a  holding  com- 
pany afOliate  of  such  Institution.  In 
Instances  where  such  Investments  are 
presently  offered  together  in  one  office, 
the  Board  believes  there  is  a  possibility 
that  the  public  may  confuse  transactions 
relating  to  investment  in  insured  savings 
deposits  and  transactions  relating  to  in- 
vestment In  uninsured  obligations.  The 
proposed  rule  is  intended  to  prevent  such 
confusion. 

DATES:  Comments  must  be  received  on 
or  before  July  15,  1977. 

ADDRESSES:  Send  comments  to  the 
Office  of  the  Secretary,  Federal  Home 
Loan  Bank  Board,  320  First  Street,  N.-W., 
Washington,  D.C.  20552.  Comments 
available  for  public  Inspection  at  the 
above  address. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harry  W.  Quilllan,  Associate  General 
Counsel,  Federal  Home  Loan  Bank 
Board  (202-376-3556^  at  the  above 
address. 

SUPPLEMENTARY       INFORMATION : 
The  Federal  Home  Loan  Bank  Board,  by 
Resolution  No.  75-752,  dated  August  13. 
1975,    and    published    In    the    Federal 
Register   on   August    18,    1975    i40   FR 
346151 ,  proposed  to  amend  5  584.3  of  the 
Regulations  for  Savings  and  Loan  Hold- 
ing Companies  (12  CFR  584.3 '  by  adding 
a  new  paragraph  (a>  (6)  thereto,  for  the 
purpose  of  prohibiting  an  insured  insti- 
tution from  authorizing  or  permitting 
the  opening  or  increasing  of  accounts  in 
auch  Institution  in  an  office  where  stock. 
bonds,    debentures,    notes,    or    similar 
obligations  of  a  holding  company  affiliate 
tu-e  sold  or  offered  for  sale.  Said  amend- 
ment was  proposed  In  order  to  prevent 
confusion    of    transactions    relating    to 
Investment  In  an  insured  institution  with 
transactions  relating  to  Investment  in  an 
uninsured    holding    company     affiliate. 
TTie  Board  also  considered  that,  in  addi- 
tion to  the  possibility   that  such  con- 
fusion  could    involve   redirection    of    a 
potential  saver  to  a  competing  security. 
there  Is  also  a  substantial  Inherent  pos- 
sibility of  confusion  and  In  some  situa- 
tions   actual    or    potential    conflict    of 
interest  where  competing  securities  of  an 
Insured  Institution  and  holding  company 
affiliate  thereof  are  offered  for  sale  in  the 
samie  office. 

After  further  consideration,  the  Board 
deems  It  advisable  to  amend  its  proposal 
by  revising  proposed  new  paragraph  la' 
(6>  of  S  584.3.  for  the  purpose  of  also 
prohibiting  an  Insured  Institution  from 
advertising  or  offering  for  sale  securities 
of  a  holding  company  affiliate  in  any 
office  of  the  lnstitutlc«i. 

Accordingly,  the  Board  hereby  pro- 
poses to  amend  S  584.3  by  adding  a  new 
paragraph  (a)  (6)  thereto,  to  read  as  set 
forth  below. 
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§  584-.3      Transari ions  wiih  affiliates. 

■  a)  Prohibited  transactions.  No  sub- 
sidiary insured  institution  of  a  savings 
and  loan  holding  company  shall: 

•  *  •  «  • 

(6)  Authorize  or  permit  the  opening  or 
Increasing  of  savings  accounts  in  such 
Institution  in  any  office  where  the  stock, 
bonds,  debentures,  notes,  or  similar  obli- 
gations of  an  affiliate  are  sold  or  offered 
for  sale,  or  advertise  or  offer  for  sale  se- 
curities of  an  affiliate  in  any  office  of  the 
institution. 

•  •  •  •  « 

(Sec,  402.  403.  407.  48  Stat  1256.  1257,  1260. 
as  amended;  Sec.  408  48  Stat.  1261.  as  added 
by  73  Stat.  791.  as  amended  (12  U.S.C.  1725, 
1726.  1730,  1730a).  Reorg.  Plan  No.  3  of  1947, 
12  FR  4981.  3  CFR  1943-48  Comp.  p.  1071.) 

By  the  Federal  Home  Loan  Bank 
Board. 

J.  J    Finn. 
Secretary. 

[FR  Doc  77-16339  Filed  6-8-77:8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Federal  Aviation  Administration 

[14  CFR  Part  39] 

I  Docket  No.  77-NE-l  1  ] 

AIRWORTHINESS    DIRECTIVES 

Pratt  &  Whitney  JT8D  -1,  -lA,  -IB,  -7, 
-7A,  -7B,  -9,  -9A,  -11,  -15,  and  -17 
Aircraft  Engines 

AGENCY :  Federal  Aviation  Administra- 
tion (FAA>.DOT. 

ACTION:     Notice     of     proposed     rule 

making. 

SUMMARY:  This  notice  (NPRM)  pro- 
poses to  amend  the  Federal  Aviation 
Regulations  by  adding  an  Airworthiness 
Directive  requiring  removal  of  certain 
number  4-12  bearings.  PN  707007. 
from  Pratt  &  "Whitney  Aircraft  JT8D 
Turbofan  Engines.  Early  failure  of  these 
bearings  has  caused  serious  engine 
damage. 

DATES :  Comments  must  be  received  on 
or  before  July  11^  1977. 

ADDRESS:  Send  comments,  in  duplicate 
on  the  proposal  to:  Federal  Aviation  Ad- 
ministration. Office  of  the  Regional 
Counsel,  New  England  Region.  Attn.: 
Rules  Docket  No.,  12  New  England  Exec- 
utive Park,  Burlington,  Massachusetts 
01803. 

FOR  FL^THER  INFORMATION  CON- 
TACT; 

Jay  J.  Pardee.  Propulsion  Section 
<ANE-214t.  Engineering  and  Manu- 
facturing Branch,  Flight  Standards 
Division.  Federal  Aviation  Adminis- 
tration, New  England  Region.  12  New 
England  Executive  Park,  Burlington, 
Massachusetts  01803;  telephone  617- 
273-7337. 

SUPPLEMENTTARY  INFORMATION : 
Interested  persons  are  invited  to  partici- 
pate in  the  making  of  the  proposed  rule 


by  submitting  such  written  data,  views. 
or  aj-guments  as  they  may  desire.  The 
proposals  contained  in  this  notice  may 
be  changed  in  light  of  the  comments  re- 
ceived. AU  communications  will  be  avail- 
able, both  before  and  after  the  closing 
date  for  comments,  in  the  rules  docket, 
for  examination  by  interested  persons. 
A  report  summarizing  each  public  con- 
tact with  FAA  personnel  concerned  with 
this  rulemaking  will  be  filed  in  the  public 
regulatory  docket.  Persons  desiring 
copies  of  this  NPRM  should  contact: 

Docket  Clerk,  Office  ot  the  Regional  Counsel. 
ANE-7.  Federal  Aviation  Administration, 
New  England  Region.  12  New  England 
Executive  Park.  Burlington.  Massachusetts 
01803. 

This  AD  is  being  proposed  because 
there  have  been  23  failures  of  the  JT8D 
number  4-1  2  bearing,  P  N  707007,  of 
which  four  permitted  contact  between 
the  concentric  low  and  high  speed  shaft- 
ing with  resultant  machining  action  and 
failure  of  the  low  turbine  shaft.  Three 
of  these  shaft  failures  have  resulted  in 
turbine  blade  and  vane  debris  penetra- 
tion of  the  engine  casing  and  cowlings. 
These  bearing  failures  have  been  limited 
to  bearing  serial  numbers  800  through 
999  and  lOOA  through  214A.  Since  this 
condition  is  likely  to  exist  or  develop  in 
other  JT8D  engines  incorporating  these 
suspect  bearings,  the  proposed  Air- 
worthiness Directive  would  require  re- 
quire removal  of  number  4-1  2  bearings, 
P  N  707007.  serial  numbers  80p  through 
999  and  serial  numbers  100 A  through 
214A. 

The  bearing  failures  have  occurred 
randomly  with  respect  to  operating  time 
and  no  specific  time  interval  can  be 
specified  for  bearing  removal.  The  pro- 
posed compliance  date  of  March  31.  1978. 
is  therefore  based  on  availability  of  re- 
placement bearings  and  the  earliest 
possible  operator  removal  schedule. 

The  principal  authors  of  this  docu- 
ment are  Jay  J.  Pardee.  ANE-214.  and 
George  L.  Thompson.  ANE-7. 

Accordingly,  it  is  proposed  to  amend 
5  39.13  of  Part  39  of  the  Federal  Avia- 
tion Regulations  '14  CFR  39.13  >  by  add- 
ing the  following  new  Airworthiness 
Directive: 

Pratt  &  Whitnet  Atrcr.kft.  Applies  to  Pratt 
&  Whitney  Aircraft  JT8D  -1.  -lA.  -IB. 
-7.  -7A,  -7B,  -9.  -9A,  -11.  -15.  and  -17 
turbofan  engine  models  containing 
number  4-I2  bearing  P  N  707007.  bearing 
serial  numbers  80ib  through  999  and 
serial  numbers  lOOA  through  214A. 

Compliance  required  as  indicated.  To 
preclude  possible  low  turbine  shaft  fail- 
ure, resulting  from  failure  of  the  num- 
ber 4-' J  bearing,  remove  from  service, 
prior  to  March  31.  1978.  number  4-'j 
bearings.  P  N  707007.  serial  numbers  800 
through  999.  and  serial  numbers  lOOA 
through  214A.  Replace  with  an  FAA  ap- 
proved, serviceable  4-'-  bearing. 

Affected  bearings  shipped  in  engines 
and  shipped  as  spares  are  identified  by 
serial  number  in  Tables  I  and  n  of  Pratt 
and  \\'Tutney  Aircraft  Alert  Service  Bul- 
letin Number  4639.  The  manufacturer's 
service  bulletin  identified  and  described 


in  this  directive  Is  incorporated  herein 
and  made  a  part  hereof  pursuant  to  5 
use.  552 '  a  I  '  1 '  All  persons  affected  by 
this  directive  wlio  have  not  already  re- 
ceived these  documents  from  the  manu- 
facturer may  obtain  copies  upon  request 
to  Pratt  and  Whitney  Aircraft,  Di\'ision 
of  United  Technologies  Corporation,  400 
Main  Street,  East  Hartford.  Connecticut 
06108  These  documents  may  also  be  ex- 
amined at  Federal  Aviation  Administra- 
tion, New  England  Region.  12  New  Eng- 
land Executive  Park.  Burlington.  Massa- 
chusetts 01803.  and  at  F.\A  Headquar- 
ters. 800  Independence  Avenue  SW., 
Washington.  DC. 

A  historical  file  on  this  AD  which  in- 
cludes the  incorporated  material  In  full 
is  maintained  by  the  F.\A  at  its  Head- 
quarters in  Washington.  DC,  and  at 
New  England  Region. 

(Sec.«:.  313(a).  601.  and  603  of  tl^.e  Federal  .^vl- 
ation  Act  of  1958.  as  amended  i49  U.S.C.  1354 
(a).  1421,  and  1423).  and  sec.  6(c)  of^he 
Department  of  Transportation  Act  (49  trTsC. 
1655(c)  ).) 

Note. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Econotiiic  Impact  Statement 
under  Executive  Order  11821.  as  amended  by 
Executive  Order  11949.  and  OMB  Circular 
107. 

Issued  in  Burlington.  Massachusetts, 
on  June  1.  1977. 

Note — Th«  incorpoi-atlon  by  reference 
provisions  of  this  document  was  approved 
by  the  Director  of  the  Federal  Register  oa 
June  16.  1967. 

WiLLi.^M  E.  Crosby. 
Acting  Director. 
New  England  Region. 

|FR  Doc  77-16130  Filed  6-8  77:8:45  am] 


[14  CFR  Part  71  ] 

;  .Mrspace  Docket  No  77 -GL   7' 

PROPOSED  DESIGNATION  OF  TRANSITION 
AREA  AND  ALTERATION  OF  CONTROL 
ZONE 

Delta  County  Airport,  Escanaba,  Mich. 

AGENCY:  Federal  Aviation  Administra- 
tion I  FAA*.  DOT. 

ACTION :  Proposed  rule. 

SUMMARY:  The  nature  of  this  federal 
action  is  to  expand  the  existing  control 
zone  serving  Delta  Cotuaty  Airport. 
Escanaba.  Michigan,  and  to  designate 
additional  controlled  airspace  to  encom- 
pass revisions  to  existing  approach  pro- 
cedures. 

DATES :  Comments  must  be  received  on 

or  before  July  8,  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  to:  FAA  Office  of  Regional 
Counsel.  AGL-7.  Attention:  Rules  Dock- 
et Clerk,  Docket  No.  77-GL-7,  2300  East 
Devon  Avenue,  Des  Plaines.  Illinoia 
60018.  A  public  docket  will  be  available 
for  examination  by  interested  persons  in 
the  Office  of  the  Regional  Counsel.  Fed- 
eral Aviation  Administration,  2300  East 
Devon  Avenue,  Des  Plaines,  Illinoij 
60018. 
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FOR  FURTHER  TNPORMATION  CX)N- 
TACT: 

Doyle  Hegland,  Airspace  and  Proce- 
dures BraJich,  Air  Traffic  Division. 
AGL-530,  FAA.  Great  Lakes  Region. 
2300  East  Devon  Avenue.  Des  Plalnes. 
Illinots  60018.  telephone  312-694-^500. 
extension  456. 

suppLE^rE^^^AR  Y     information  ; 

The  Intended  effe<'t  of  this  action  Is  to 
insure  segregation  of  aircraft  utilizing 
various  Instrument  approach  procedure.'- 
In  Instrument  weather  conditions  and 
other  aircraft  operating  under  visual 
conditions.  The  expansion  and  slight  al- 
teration to  the  control  zone  boundarj'  is 
mainly  a  redefinition  of  the  boundary. 
The  additional  airspace  required  for  the 
transition  area  would  lower  the  floor  of 
controlled  alrsjxice  In  this  area  from 
1200'  above  ground  to  700'  above  ground. 
The  circumstance  which  created  this  ac- 
tion was  the  need  to  update  existing  pro- 
cedures and  the  addition  of  a  new  proce- 
dure i  LOC  Rixy  9 1  serving  this  airport.  A 
review  of  the  terminal  airspace  require- 
ments ne<-es5itates  the  FAA  to  add  the 
additional  airspace  to  Insure  that .  all 
procedures  will  be  contained  v.iLhin  con- 
trolled airspace.  The  miiximuni.  descent 
altitude  for  this  procedure  may  be  estab- 
lished below  the  floor  of  the  700  foot  con- 
trolled airspace.  In  addition,  aeronauti- 
cal mails  and  charts  will  reflect  the  de- 
fined areas  which  will  enable  other  air- 
craft to  circumnavigate  the  area  In  order 
to  comply  witli  applicable  visual  flight 
rule  requirements. 

CoMMCNTS  Invited 

Interested  persons  may  participate  in 
tiie  proposed  rulemaking  by  submittuig 
such  written  data,  views,  or  argunients  as 
they  may  desire.  Communications  should 
be  submitted  In  triplicate  to  Regional 
Coun.'^el.  AGI^7,  Great  Lakes  Region, 
Rules  EX)cket  No.  77-GL-7,  Federal  Avia- 
tion Administration,  2300  East  Devon 
Avenue,  Des  Plalnes.  Illinois  60018.  All 
communications  received  on  or  before 
July  8.  1977.  will  be  considered  before  ac- 
tion Is  taken  on  the  proposed  amend- 
ment. The  proposal  contained  In  this  no- 
tice may  be  changed  m  tiie  Light  of  com- 
ments receive<!.  All  comments  submitted 
will  be  availiable.  both  before  and  after 
the  closing  date  for  comments.  In  the 
Rules  Docket  for  examination  by  inter- 
ested persons, 

Availability  or  NPRM 

Any  persons  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  iNPRM' 
by  submitting  a  request  to  tlie  Federal 
Aviation  Adiu:ni.<tratlon,  Office  of  Public 
Affairs.  Attention:  Public  Information 
Center,  APA-430.  800  Independence  Ave- 
nue SW..  Washington.  D.C.  20591.  or  by 
caUing  202-426-8058.  C(Miimunlcatlons 
must  Identify  the  notice  number  of  this 
NPRM.  Persons  mterested  In  being  placed 
«i  a  mailing  list  for  future  NPRMs 
■hould  also  request  a  cc^y  of  Advisory 
Circular  No.  11-2  which  describes  the  ap- 
plication procedures, 


The  Proposal 

The  FAA  Is  considering  an  amendment 
to  Subparts  P  and  G  of  Part  71  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  71)  to  alter  the  control  zone  and 
designate  additional  700  foot  controlled 
airspace  transition  area  near  Escanaba, 
Michigan.  Subparts  F  and  G  of  Part  71 
were  republished  in  tlie  Federal  Register 
on  January  3.  1977  (42  FR  355  and  440) . 

Drafting  Information 

The  principal  authors  of  this  document 
are  Doyle  W.  Hegland.  Airspace  and  Pro- 
cedures Branch,  Air  Traffic  Division,  and 
Joseph  T.  Brennan,  Office  of  the  Regional 
Counsel. 

The  Proposed  Amendment 

Accordingly,  the  FAA  proposes  to 
amend  §  71.171  of  Part  71  find  5  71.181  of 
Part  71  of  the  Federal  Aviation  Regula- 
tions as  follows: 

In  §  71.171  (42  FR  440  >,  the  following 
control  zone  Is  amended  to  read: 
Escanaba,  Michigan 

Within  a  5  statute  mile  radius  of  Escanaba 
VORTAC  (latitude  45*4319  '  N.  Longitude 
87"05'3r'  W);  within  3  statute  miles  each 
side  of  the  Escanaba  VORTAC  007*  and 
101*  radials,  extending  from  the  5-mlle  radius 
zone  to  8.5  statute  miles  north  and  east  of 
the  VORT.\C;  within  3  statute  miles  each  side 
of  the  E<;canaba  VORTAC  266*  radial  ex- 
tending from  the  5-mUe  radius  zone  to  8 
statute  miles  west  of  the  VORTAC. 

In  §  71.181  (42  FR  440>,  the  following 
transition  area  Is  added: 

Escanaba,  Michigan 

That  airspace  extending  upward  from  700 
feet  above  the  surface  within  a  6.5  statute 
mile  radius  of  the  Escanaba  VORTAC;  within 
3  statute  miles  each  side  of  the  Escanaba 
VORTAC  007°  radial  from  the  6. 5-mlle  radius 
zone  to  8.5  statute  miles  north  of  the 
VORTAC;  within  3  statute  miles  each  side 
of  the  Escanaba  VORTAC  101*  radial  from 
the  6  5-ml!e  radius  zone  to  9  statute  miles 
east  of  the  VORTAC;  within  3  statute  miles 
north  and  4  statute  miles  south  of  the  Es- 
canaba VORTAC  270'  radial  from  the  6.5- 
mlle  radl'Ls  zone  to  13.5  statute  miles  west 
of  the  VORTAC. 

(Sec.  307(a).  Federal  Aviation  Act  of  1968 
(49  VSC.  1348(a));  sec.  fl(c),  Department 
of  Transportation  Act  (49  U£.C.  1666(c)); 
eec.  11.81  of  the  Federal  Aviation  Regula- 
Uons  (14  CFR  1161).) 

NoTX  —  The  Federal  Aviation  Administra- 
tion has  determined  that  this  document 
does  not  contain  a  major  proposal  requiring 
preparation  of  an  Elconomlc  Impact  State- 
ment under  Executive  Order  11821,  as 
amended  by  Executive  Order  11949.  and  OMB 
Circular  A-107. 

Issued  tn  Des  Plalnes.  nitnols,  on 
May  18    1977. 

Leon  C.  DAUGHEaxr. 
Acting  Director, 
Great  Laket  Reffion. 

|FR  Doc.77-1616a  Pnied  6-8-77;8:*8  ami 


[14  CFR  Part  71] 

I  Airspace  Do<*et  No.  77-GLi-6  ] 

PROPOSED  DESIG^4A■^ON  OF  A 
TRANSITION   AREA 

Camp  McCoy  Army  Airfield,  Ft  McCoy,  Wis. 

AGENCY:  Federal  Aviation  Administra- 
tion (PEA) ,  DOT. 

ACTION:  Proposed  rule. 

SUMMARY:  The  nature  of  this  federal 
action  Is  to  designate  additional  con- 
trolled airspace  near  Camp  McCoy  Army 
Airfield.  Fort  McCoy,  Wisconsin,  to  ac- 
commodate a  new  NDB  Runway  29  in- 
strument approach  procedure  Into  the 
Camp  McCoy  Airfield. 

DATES:  Comments  must  be  received  on 
or  before  July  8,  1977. 

ADDRESSES:  Send  comments  on  Uie 
proposal  to:  FAA  Office  of  Regional 
Counsel,  AGL-7.  Attention:  Rules  Docket 
Clerk.  Docket  No.  77-GL-6,  2300  East 
Devon  Avenue,  Des  Plalnes,  Hhnols 
60018.  A  public  docket  will  be  available 
for  examination  by  interested  persons  tn 
the  office  of  the  Regional  Counsel.  Fed- 
eral Aviation  AdminL^tration,  2300  East 
Devon  Avenue,  Des  Plalnes,  Illinois 
60018. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Doyle  Hegland.  Airspace  a:;d  Proce- 
dures Branch,  Air  Traffic  Division, 
AGL-530,  FAA,  Great  Lakes  Region. 
2300  East  Devon  Avenue,  De,s  Plalnes. 
Illinois  60018,  telephone  312-694- 
4500,  extension  456. 

SUPPLEMENTARY  INFORMATION: 
The  Intended  effect  of  this  action  Is  to 
insure  segregation  of  the  aircraft  using 
this  approach  procedure  In  Instrument 
weather  conditions,  and  other  aircraft 
operating  under  visual  conditions.  The 
floor  of  the  controlled  airspace  In  this 
area  will  be  lowered  from  1,200'  above 
ground  to  700'  above  ground.  The  cir- 
cumstance which  created  this  action  was 
a  request  from  the  Department  of  the 
Army  to  provide  Camp  McCoy  Airfield 
with  this  instrument  approach.  This  de- 
velopment of  the  proposed  Instrument 
procedures  necessitates  tlie  FAA  to  lower 
the  floor  of  the  controlled  airspace  to 
Insuro  that  the  procedure  wHl  be  con- 
tained within  controlled  airspace.  The 
minimum  descent  altitude  for  this  pro- 
cedure may  be  established  below  the 
floor  of  the  700  foot  controlled  airspace. 
In  addition,  aeronautical  maps  and 
charts  will  reflect  the  area  of  the  Instru- 
ment procedure  which  will  enable  other 
aircraft  to  circumnavigate  the  area  In 
order  to  comply  with  applicable  visual 
flight  rule  requirements. 

COMMENTS  Invited 

Interested  persons  may  participate  in 
the  propoeed  rulemaking  by  submitting 
such  written  data,  views,  or  arguments 
as  they  may  desire.  Communications, 
should  be  submitted  In  trtpUcate  to  Re- 
gional Counsel.  AGL-7,  Great  Lakes  Re- 
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glon.  Rules  Docket  No.  77-GL-6.  Federal 
Aviation  Administration.  2300  East 
Etevon  Avenue,  Des  Plalnes.  Illinois  60018. 
All  communications  received  on  or  before 
July  8.  1977,  will  be  considered  before 
action  Is  taken  on  the  proposed  amend- 
ment. Tlie  proposal  contained  in  this 
notice  may  be  changed  in  the  light  of 
comments  received.  All  comments  sub- 
mitted will  be  available,  both  before  and 
after  the  closing  date  for  comments,  in 
the  Rules  Docket  for  examination  by  in- 
terested persons. 

AVAILABILITY    OF    NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  iNPRM" 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Pub- 
he  Affairs.  Attention:  Public  Informa- 
tion Center.  APA-430.  800  Independence 
Avenue  SW.,  Washington.  DC.  20591,  or 
by  calling  202-426-8058.  Communica- 
tions must  Identify  the  notice  number  of 
this  NPRM.  Persons  Interested  In  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisory  (Circular  No.  11-2  which  de- 
scribes the  application  procedures. 

The  Proposal 

Tlie  FAA  Ls  considering  an  amendment 
to  Subpart  G  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71) 
to  establish  a  700  foot  controlled  air- 
space transition  area  near  Camp  Mc- 
Coy, Wisconsin.  Subpart  G  of  Part  71 
was  republished  In  the  Federal  Register 
on  January  3. 1977  (42FR440). 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Doyle  W.  Hegland.  Airspace  and 
Procedures  Branch,  Air  Traffic  Dhislon, 
and  Joseph  T.  Brennan.  Office  of  the 
Regional  Counsel. 

The  Proposed  Amendment 

Accordingly,  the  FAA  propases  to 
amend  §  71.181  of  Part  71  of  the  Federal 
Aviation  Regulations  as  follows : 

In  $  71.181  (42  FR  440),  the  following 
transition  area  is  added : 

FNdrt  McCot.  Wisconsin 

That  airspace  extending  upward  from  700 
feet  above  the  surface  within  an  11 -mile 
radius  of  the  Camp  McCoy  Army  Airfield 
(latitude  43°57T5-'  N..  longitude  90'44T5" 
W.)  and  within  3  5  miles  each  side  of  the 
109"  bearing  from  the  Camp  McCoy  RBN,  ex- 
tending from  the  11 -mile  radius  to  7  8  mUes 
east  of  the  Camp  McCoy  RBN.  excluding  that 
portion  that  overlies  the  La  Crosse,  Wiscon- 
sin, transition  EU-ea. 

(Sec  307(a).  Federal  Aviation  Act  of  1958 
(49  U.SC.  1348(a));  sec.  6(c).  Department 
of  Transportation  Act  (49  U.SC.  1655(c)); 
sec.  11.81  of  the  Federal  Aviation  Regula- 
tions (14  CFR  11.61).) 

Note  —The  Federal  Aviation  .Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact  State- 
ment under  Exectulve  Order  11821.  as 
amended  by  Executive  Order  11949,  and  OMB 
Circular  A-107. 


Issued    In    De«    Plalnes,    Illinois,    on 
May  18,  1977. 

Leon  C.  Dacghertt, 

Acting  Director, 
Great  Lakes  Region. 

IFR  Doc  77-16151  FUed  6-8-77:845  am] 


[  14  CFR  Part  71] 

[Airspace  Docket  No.  77-GL^l 

PROPOSED   DESIGNATION   OF 

TRANSITION   AREA 

Lada  Airport,  Petersburg,  Michigan 

AGENCY:  Federal  Aviation  Administra- 
tion (FAA),  DOT. 

ACTION:  Proposed  Rule. 

SUMMARY :  The  nature  of  this  Federal 
action  Is  to  provide  additional  controlled 
airspace  In  proximity  to  Lada  Airport. 
Petersburg,  Michigan,  to  accommodate  a 
propo-sed  instrument  procedure  Into  the 
Lada  Airport. 

DATE :  Comments  must  be  received  on  or 
before  July  8, 1977. 

ADDRESSES:  Send  comments  to:  FAA 
OfQce  of  Regional  Counsel,  AGL-7.  At- 
tention: Rules  Etocket  Clerk.  Docket  No. 
77-GL-4.  2300  East  Devon  Avenue.  Des 
Plalnes.  Illinois  60018  A  public  docket 
will  be  available  for  examination  by  in- 
terested persons  m  the  OflSce  of  the 
Regional  Counsel.  Federal  Aviation  Ad- 
ministration. 2300  East  Devon  Avenue. 
Des  Plalnes.  Illinois  60018 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Doyle  W.  Hegland.  Airspace  and  Pro- 
cedures Branch.  .\lr  Traffic  Division, 
AGL-530.  FAA,  Great  Lakes  Region, 
2300  East  Devon  Avenue,  Des  Plalnes. 
Illinois  60018.  telephone  312-694-4500, 
extension  456. 

SUPPLEMENTARY  INFORMATION : 
The  Intended  effect  of  this  action  Is  to 
insure  segregation  of  the  aircraft  using 
this  approach  procedure  In  Instrument 
weather  conditions,  and  other  aircraft 
operating  imder  visual  conditions.  The 
floor  of  the  controlled  airspace  in  this 
area  will  be  lowered  from  1200'  above 
ground  to  700'  above  ground.  The  cir- 
cumstances which  created  this  action 
was  a  request  from  the  Lada  Airport  offi- 
cials to  provide  that  facility  with  Instru- 
ment approach  capability.  The  develop- 
ment of  the  proposed  Instrument  proce- 
dures necessitates  the  FAA  to  lower  the 
floor  of  the  controlled  airspace  to  insure 
that  the  procedure  will  be  contained 
within  controlled  airspace.  The  mini- 
mum descent  altitude  for  this  procedure 
may  be  established  below  the  700  foot 
floor  of  controlled  airspace.  In  addition, 
aeronautical  maps  and  charts  will  reflect 
the  area  of  the  Instrument  procedure 
which  will  enable  other  aircraft  to  cir- 
cumnavigate the  area  In  order  to  comply 
with  applicable  visual  flight  rule  require- 
ments. 


Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  wTitten  data,  views  or  arguments 
as  they  may  desire.  Communications 
should  be  submitted  In  triplicate  to  Re- 
gional Counsel.  AGL-7,  Great  Lakes 
Region.  Rules  Docket  No.  77-GL-4,  Fed- 
eral Aviation  Administration.  2300  East 
Devon  Avenue.  Des  Plalnes.  Illinois  60018. 
All  communications  received  on  or  be- 
fore July  8,  1977,  will  be  considered  be- 
fore action  is  taken  on  the  proposed 
amendment.  The  proposal  contained  in 
this  notice  may  be  changed  in  the  hght 
of  comments  received.  All  comments  sub- 
mitted will  be  available,  both  before  and 
after  the  closing  date  for  comments,  in 
the  Rules  Docket  for  examination  by  in- 
terested persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Public 
Affairs.  Attention:  Public  Information 
Center.  APA-430.  800  Independence  Ave- 
nue SW..  Washington.  DC  20591.  or  by 
calling  202-426-8058.  Communications 
must  identify  the  notice  number  of  this 
NPRM.  Persons  Interested  in  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisory  Circular  No.  11-2  which  de- 
scribes the  apphcation  procedures. 

The  Proposal 

The  FAA  is  considering  an  Amendment 
to  Subpart  G  of  Part  71  of  the  Federal 
Aviation  Regulations  '14  CFR  Part  71  > 
to  designate  a  700  foot  controlled  air- 
space transition  area  near  Petersburg, 
Michigan.  Subpart  G  of  Part  71  was  re- 
published In  the  Federal  Register  on 
January  3.  1977  (42  m  440'. 

Drafting  Information 

The  principal  authors  of  this  document 
are  Doyle  W.  Hegland.  Airspace  and 
Prcx'edures  Branch.  Air  Traffic  Division, 
and  Jaseph  T.  Brennan.  Office  of  the 
Regional  Counsel. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation 
Administration  proposes  to  amend 
§  71.181  of  Part  71  of  the  Federal  Avia- 
tion Regulations  (14  CFR  71.181)  as 
follows : 

In  5  71.181  (42  FR  440).  the  following 
transition  area  is  sidded: 

PFTERSBrRC    MICHIGAN 

That  airspace  extending  upward  from  700 
feet  above  the  surface  within  a  5-mlle  radlu.3 
of  the  Lada  Airport  (latitude  41 '53' 16"  N. 
longitude  83*40  45"  W)  and  within  3  miles 
each  side  of  the  Carleton.  MI.  VORTAC  229' 
radial  extending  from  the  5-mUe  radius  area 
to  9.5  miles  southwest  of  the  VORTAC. 

(Sec.   307(a).  Federal   Aviation   Act  of   1958 

(4fl  V3C  13461  a)  );  sec  6(c).  Department  of 
Tran^wrtatton  Act  (4«  U.S  C  1656(c)  >;  sec 
11.81  of  the  Federal  Aviation  Regulations 
(14  CFR  11.61}.) 
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XoTE. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  doe» 
not  contain  a  major  proposal  requiring  prep- 
ajatlon  of  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended 
by  Executive  Order  11949.  and  OVfB  Circular 
A-107. 

Issued  In  Des  Plaines,  Illinois,  on  May 
10.  1977. 

Leon  C    Daccherty, 

Acting  Director, 
Great  Lakes  Region. 

|FR  Doc  77-16150  Piled  8-8-77;8:45  ami 


[14CFRPart71  ] 

[Airspace  I>"-ket  No.  77-GL-61 

PROPOSED  DESIGNATION  OF  A 
TRANSITION   AREA 

Pulaski,  Wisconsin 

AGENCY.  Fedei^l  Aviation  Administra- 
tion '  FAA  ' ,  DOT. 
ACTION :  Propo.-ed  Rule  Making 

SU7wD»L\RY:  The  nature  of  this  Federal 
action  ts  to  deslgr.ate  additional  con- 
troUed  airspace  near  Pulaski,  Wisconsin, 
to  accommodate  a  new  VOR/DME  tn- 
stniment  approach  procedure  into  the 
Carter  Airport. 

DATES:  Comnients  must  be  received  on 
or  before  July  8,  1977. 

ADDRESSES:  Send  comments  to:  FAA 
OfSce  of  Retrional  Counsel,  AGL-7,  At- 
tention: Rules  Docket  Clerk,  Docket  No. 
77  GI^5.  2300  East  Devon  Avenue,  Des 
Plaines.  niinoLs  60018.  A  public  docket 
V.111  be  available  for  examination  by  in- 
terested persons  in  the  Office  of  the  Re- 
gional Coun^^el.  P'ederal  Aviation  Ad- 
ministration, 2300  East  Devon  Avenue. 
Des  Plaines,  Illinois  60018. 
PX^R  FURTHER  INFORMATION  CON- 
TACT 

Dovle   Hegland,   Airspace  and  Proce- 
dures   Branch,    Air    Traffic    Division, 
AGI^530.   F.\A.   Great  Lakes   Region, 
2300  East  Devon  Avenue,  Des  Plaines. 
Illinois  60018.  telephone  312-694-4500 
extension  456. 
8UPPI.EMENTARY       INFORMATION 
The  intended  effect  of  this  action  Is  to 
Uisure  segregaUon  of  the  aircraft  using 
this  approach  procedure  In  instrument 
weather   conditions,   and  other  aircraft 
operatini?  under  visual  conditions    The 
VaK'V  of  tl-'e  controlled  airspace  In  tliis 
area  will   be  lowered   from   1200'   above 
ground  to  700'   abo-.e  ground.  The  cir- 
cumstance which  created  this  action  was 
a  request  from  Carter  .\irport  officials  to 
provide  Uiat  facility  with  Instrument  ap- 
proach capability.  Tl;e  development  of 
the     propo.sed     instrument     procedures 
necessitates  the  FAA  to  lower  the  floor 
of  tlie  controlled  airspace  to  insure  that 
Oie  procedure  will  be  contained  within 
controUed   airspace    The  minimum  de- 
scent altitude  for  this  procedure  may  be 
established  below  the  floor  of  the  700  foot 
controUed   airspace    In   addition,   aero- 
nautical maps  and  charts  will  reflect  the 
area  of  the  Instrument  procedure  which 


wUl  enable  other  aircraft  to  circum- 
navigate the  area  in  order  to  comply 
with  applicable  visual  flight  rule 
requirements. 

Comments  Invited 

Interested  persons  may  participate  In 
the  proposed  rulemaking  by  submitting 
such  written  daU,  views  or  arguments 
as  tliey  may  desire.  Conamunications 
should  be  submitted  in  triplicate  to  Re- 
gional Counsel,  AGL-7,  Great  Lakes  Re- 
gion. Rules  Docket  No.  77-GL-5.  Federal 
AviaUon  Administration.  2300  East 
Devon  Avenue,  Des  Plaines,  Illinois 
60018.  All  communications  received  on  or 
before  July  8.  1977.  will  be  considered 
before  action  is  taken  on  the  proposed 
amendment.  The  proposal  contained  In 
this  notice  may  be  changed  In  the  light 
of  comments  received.  All  comments  sub- 
mitted wiU  be  available,  both  before  and 
after  the  closing  date  for  comments,  In 
the  Rules  Docket  for  examination  by  in- 
terested persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration,  Office  of  Public 
Affairs,  Attention:  Public  Information 
Center,  APA-430,  800  Independence  Ave- 
nue SW.,  Washington.  DC.  20591.  or  by 
calling  202-426-8058.  Communications 
must  Identify  the  notice  number  of  Uils 
NPRM.  Persons  Interested  In  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisorj'  Circular  No.  11-2  which  de- 
scribed the  application  procedures. 

The  Proposal 

The  F.\.\  is  considering  an  amendment 
to  Subpart  G  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71) 
to  establish  a  700  foot  controlled  air- 
space transition  area  near  Pulaski,  Wls- 
consiiL  Subpart  G  of  Part  71  wa^  re- 
published In  the  Pedehal  Register  on 
January  3.  1977  '.42  FR  440 1. 
Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Doyle  W.  Hegland,  Airspace 
and  Procedures  Branch.  Air  Traffic  Divi- 
sion, aiid  Joseph  T.  Brennan,  Office  of 
the  Regional  Counsel. 

The  Proposed  Amendment 

Accordingly,  the  Federal  Aviation  Ad- 
mmistratlon  proposes  to  amend  !  71.181 
of  Part  71  of  the  Federal  AviaUon  Reg- 
ulations (14  CFR  71.181)  as  foUows: 

In  §  71.181  <42  FR  440).  the  following 
transition   area  is  added; 

m:L.\SKI.  V,"I.SCOKSIN 

That  alrspa.:*  extending  upward  from  7(» 
feet  above  the  surface  within  a  9-mile  radius 
of  AuiUn-Straubel  Airport.  Green  Bay, 
Wisconsin  (latitude  44-2916"  N.  Longitude 
88 "07  49  '  W>;  within  21^  miles  each  side  of 
the  Green  Bay  ILS  southu-est  localizer 
course  extending  from  the  9-nUle  radius 
to  8  miles  southwest  of  the  OM;  within  5 
miles  to  the  southwest  side  and  8  mllee  to 
the  northeast  side  of  the  Green  Bay  326* 
radUl.  extending  from  the  9-mUe  radius  area 


to  10  miles  northwest  of  the  VORTAC.  and 
within  6  miles  each  side  of  the  Green 
Bay  ILS  localizer  northeast  course  extend- 
ing from  the  9-mlle  radlu?  to  14  mllep  north- 
east   of    the   airport. 

(Soc.  307(a),  Federal  Aviation  Act  of  1958 
(4fi  tr.S.C.  134«(a)  );  sec.  6(c),  Department  of 
Transportation  Act  (49  VS.C.  1655(c));  sec. 
11.81  of  the  Federal  Aviation  Regulations  ( 14 
CFR  11.61).) 

NoTB. — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring 
preparation  of  an  Ek:onomic  Impact 
Statement  under  Executive  Order  11821.  a-s 
amended  by  Executive  Order  11949,  and  OMB 
cnrcular  A-107. 

Issued  In  Des  Plaines.  Illinois,  on  May 
18,  1977. 

LccN  C.  DAucHERrr. 
Acting  Director. 
Great  Lakes  Region. 

[TO  Doc. 77-1 6149  Piled  6-8-77:8:45  am] 


[14  CFR  Part  71] 

(AJrspao©  Docket  No.  77-CE-121 

LFNCOLN    MILTTARY   OPERATIONS    AREA. 
NEB.  1 

Proposed  Alteration  of  Federal  Airway 

Correction 

In  FR  Doc.  77-14008  appearing  on  page 
25740  In  the  Issue  for  Thursday,  May  19. 
1977,  the  heading  should  read  as  set  forth 
above. 

FEDERAL  TRADE  COMMISSION 
[  16  CFR  Part  13] 

[Docket  No.  90621 

FISHER   FOODS,    INC. 

Consent  Agreement  With  Analysis  To  Aid 
Public  Comment;  Correction 

AGENCY:  Federal  Trade  Commission. 

ACTION:  Correction. 

SUMMARY:   This  document  corrects  a 

Consent  Agreement  with  Analysis  To  Aid 

Public  Comment  In  the  Matter  of  Fisher 

Foods,  Inc.  that  was  published  In  the 

Federal  Register  on  Wednesday,  May  11, 

1977. 

EFFECTIVE  DATE;  June  6,  1977. 

FOR  FURTHER  INFORMATION  CON- 

TACrr; 

Paul  R.  Peterson.  Director.  Cleveland 
Regional  Office,  Federal  Trade  Com- 
mission, 1339  Federal  Office  Building. 
1240  East  9th  Street,  Cleveland.  Ohio 
44199,  <216i  522-4207. 
SUPPLEMENTARY       INFORMATION: 
The  following  corrections  are  made  In 
FR  Doc.  77-13439: 

(1)  Order  paragraph  I  J',  (pg.  23850, 
Column  1  >  should  be  corrected  to  read ; 
A  "Northern  Ohio  Division  Sample  '  means 
a  selection  of  at  l«sast  25%  (to  the  nearest 
whole  ntxmber)  of  Respondent's  Retail  Pood 
Stores  located  in  the  Northern  Ohio  Division, 
75%  (to  the  nearest  whole  number)  of  which 
shall  be  randomly  selected  from  the  Ohio 
Counties    of    Cuyahoga.    Lake,    Lorain,    and 


FEDERAL    REGISTER,    VOL.    42,    NO     lll-THJRiOAY,    JUNE   9,    1977 


PROPOSED   RULES 


2951 


Summit,  and  25%  of  which  shall  be  ran- 
domly selected  from  Respondent's  Retail 
Food  Stores  in  the  other  Ohio  Counties 
which  comprise  the  Northern  Ohio  DivislotL 

1 2)  Order  paragraph  I.H.  (pg.  23850, 
Column  1)  should  be  corrected  to  read; 

A  "Los  Angeles  Division  Sample"  means  a 
selection  of  at  least  25%  (to  the  nearest 
whole  number)  of  Respondent's  Retail  Pood 
Stores  located  in  the  Los  .\ngeles  Division, 
75%  (to  the  nearest  whole  number)  of  which 
shall  be  randomly  selected  from  the  Califor- 
nia Counties  of  Los  Angeles  and  Orange,  and 
25%  of  which  shall  be  randomly  selected 
from  Respondent's  Retail  Pood  Stores  In  the 
other  California  Counties  which  comprise  the 
Los  Angeles  Division. 

(3)  Order  paragraph  n.B.  ipp.  23850, 
Column  3;  23851,  Column  1)  should  be 
corrected  to  read: 

Each  unit  of  each  advertised  item,  any  of 
which  is  marked  with  at  least  one  price  either 
on  the  item  ItseU  or  on  a  sign  at  the  point  of 
display,  is  clearly  and  conspicuously  marked 
with  a  price  that  is  no  higher  than  the  adver- 
tised price;  if  any  unit  of  an  advertised  item 
is  marked  with  two  or  more  different  prices, 
the  customer  is  charged  the  lowe.st  of  the 
prices,  which  is  no  hig.her  than  the  advertised 
price: 

'4'>  Order  paragraph  m.A.2.i'a>  <pg. 
23851,  Column  1)  should  be  corrected  to 

read: 

Respondent  shall  be  deemed  to  have  shown 
that  It  delivered  an  item  to  a  store  In  quan- 
tities sufficient  to  meet  reasonably  antici- 
pated demand  in  a  particular  advertisement 
period  If  It  maintains  records  showing  that 
the  number  of  units  of  the  Item  In  the  clos- 
ing inventory  of  the  store  after  closing  hours 
on  the  night  before  the  Srst  day  of  the  ad- 
vertisement period,  plus  the  number  of  units 
delivered  in  adequate  time  to  the  store  for 
the  advertisement  period  is  equal  to  or 
greater  than  the  quantities  of  that  item  sold 
ijy  that  store  during  the  last  preceding  com- 
parable advertisement  period. 

(5>  Order  paragraph  ni.A.2.ibi  <pg. 
23851,  Coliunn  1)  should  be  corrected 
to  read : 

The  phrase,  "quantities  of  that  Item  sold 
bv  that  store  during  the  last  preceding  com- 
parable advertisement  period,"  for  items 
other  than  meat,  means  the  sum  of  the  num- 
ber of  units  In  the  closing  Inventory  of  the 
store  after  closing  hours  .on  the  night  before 
the  Srst  day  of  the  advertisement  period,  plus 
the  number  of  units  delivered  to  the  store 
during  the  advertisement  period,  plus  the 
number  of  "rainchecks"  Issued  for  that  Item 
during  the  advertisement  period,  and  minus 
the  number  of  units  In  the  closing  Inventory 
of  the  store  after  closing  hours  on  the  last 
day  of  the  advertisement  period. 

(6)  Order  paragraph  rn.A.2.fd)  <pg. 
23851.  Column  2)  should  be  corrected  to 
read: 

It  shall  be  presumed  that  Respondent  has 
delivered  meat  items  to  a  store  In  quantities 
sufficient  to  meet  reasonably  anticipated  de- 
mand in  a  particular  advertisement  period 
when  the  sum  of  the  number  of  primal  cuts 
or  carcasses  containing  that  Item  In  the  clos- 
ing inventory  of  the  store  after  closing  hours 
on  the  night  before  the  first  day  of  the  par- 
ticular advertisement  period,  plus  the  nvun- 
ber  of  primal  cuts  or  carcasses  containing 
that  Item  delivered  to  the  store  during  the 
particular  advertisement  period,  cuts  or  car- 
cas.ses  containing  that  item  in  the  closing  in- 


ventory of  the  stoje  after  closing  hours  on 
the  last  day  of  the  particular  advertisement 
period,  is  equal  to  or  greater  than  the  sum 
of  the  number  of  primal  c\:ts  or  carcasses 
containing  that  Item  in  the  closlns:  inven- 
tory of  the  store  after  closing  hours  on  the 
night  before  the  first  day  of  the  comparable 
advertisement  period,  plus  the  number  of 
primal  cuts  or  carcasses  containing  that  item 
delivered  to  the  store  during  tlie  comparable 
advertisement  period,  minus  the  ni;mber  of 
primal  c.its  or  carcasses  containing  that  Item 
in  the  closing  inventory  of  the  store  after 
closing  hours  on  the  last  day  of  the  com- 
parable advertisement  period,  taking  into 
consideration  the  number  of  "rainchecks"  is- 
sued and  the  frequency  of  delivery. 

(7)  Order  paragraph  rV.C.2  'pg.  23852. 
Column  2)  should  he  corrected  to  read; 

Respondent  shall  Institute,  enforce,  moni- 
tor. Improve  on  the  basis  of  experience,  and 
maintain  a  program  (Including  a  continuing 
survcUlance  procedure)  that  is  designed  to 
effect  compliance  with  this  Order  and  to  re- 
veal whether  the  bxisiness  practices  of  each 
of  Its  Retail  Pood  Stores  conform  to  this  Or- 
der, and  shall  confer  with  a  representative 
of  the  Federal  Trade  Commission  pertaining 
40  the  program  when  requested  to  do  so  by 
such  representative.  ThLs  program  shall  In- 
clude five  Siyveys  of  Resjxindent's  Retail 
Food  Stores  by  an  independent  organization. 
conducted  according  to  the  Survey  Proce- 
dures and  within  the  time  limitations  here- 
inafter prescribed,  with  the  commencement 
date  for  each  of  these  Survevs  to  be  selected 
by  the  Federal  Trade  Commission  or  Its  staff. 
Respondent  shall  not  modify  any  Survey  pro- 
cedure or  form  without  prior  Commission 
approval.  At  least  one  of  these  Surveys  shall 
be  conducted  using  a  Sample  of  the  Northern 
Ohio  Division  and  shall  be  conducted  be- 
tween six  months  after  the  effective  date  of 
this  Order  and  fotir  years  after  the  effective 
date  of  this  Order.  At  least  one  of  these  Sur- 
veys shall  be  conducted  using  a  Sample  of 
the  Southern  Ohio  Division  and  shall  be  con- 
ducted between  one  year  after  the  effective 
date  of  this  Order  and  four  years  after  the 
effective  date  of  this  Order.  At  least  one  of 
the  Surveys  shall  be  conducted  using  a  Sam- 
ple of  the  Los  Angeles  Division  and  shall  be 
conducted  between  one  year  after  the  effec- 
tive date  of  this  Order  and  fovir  years  after 
the  effective  date  of  this  Order.  Each  of  the 
remaining  two  Surveys  shall  be  conducted  in 
any  of  the  three  divisions  chosen  by  the  Fed- 
eral TYade  Commission  or  its  staff  and  shall 
be  conducted  between  one  year  after  the 
effective  date  of  this  Order  and  four  years 
after  the  effective  date  of  this  Order, 
except  that  no  Survey  of  the  same  division 
shall  be  commended  earlier  than  six  months 
after  the  commencement  of  an  earlier  Survey 
of  the  same  division.  The  results  of  each  of 
these  Surveys,  the  defenses  of  Respondent, 
and  any  underlying  documents  shall  be  pro- 
vided to  the  Federal  Trade  Commission  or  its 
staff  wdthin  four  months  after  the  completion 
of  the  Survey. 

t8)  Order  paragraph  R'.C.3  ipg.  23852, 
Columns  2  and  3)  should  be  corrected  to 
read: 

The  results  of  any  Survey,  any  defenses  of 
the  Respondent,  and  any  underlying  docu- 
ments, as  they  relate  to  Respondent's  RetaU 
Pood  Stores  located  in  the  .Southern  Ohio 
Division  or  in  the  Los  Angeles  Division,  may 
be  tised  by  the  Federal  Trade  Commission 
in  any  proceeding  under  the  Federal  Trade 
Commission  Act.  as  amended,  other  than  a 
proceeding  to  enforce  Paragraph  n  of  this 
Order.  The  res\ilts  of  any  Survey,   any  de- 


fenses of  the  P.espondent,  and  any  underly- 
ing documents,  as  they  relate  to  Respond- 
ent's RetaU  Pood  Stores  located  In  the 
Northern  Ohio  Division,  may  be  used  by  the 
Federal  Trade  Commission  in  any  proceed- 
ing under  the  Federal  Trade  Commission  Act, 
as  amended.  .\s  set  forth  In  Paragraph  Iil), 
Respondent  wa.ves  any  ri^ht  It  might  have 
to  challen^  the  admls,slblllty  into  evidence 
of  the  results  of  a  Survey  or  to  challenge  the 
evidentiary  weight  of  the  Survey  based  upon 
the  size  of  the  Sample;  Respondent,  however, 
retains  the  right  to  challenge  the  evidentiary 
weight  to  be  given  to  the  results  of  any  such 
Survey  or  other  legally  available  basis. 

John  P.  E>nGAN, 
Acting  Secretary. 

'PR  Doc  77    16340  Filed  6  -8-77.8:45  am] 

DEPARTMENT  OF  THE  TREASURY 

Internal  Revenue  Service 

[  26  CFR  Part  1  ] 

ARBITRAGE   BONDS 

Proposed  Rulemaking 

AGENCY;     Internal    Revenue    Service, 

TYeasury. 

ACTION:  Notice  of  proposed  rulemak- 
ing. 

SI^MM^RY:  This  document  contains 
two  proposed  amendments  to  the  arbi- 
trage bond  regulations  The  amendments 
are  designed  to  cure  a  minor  defect  in 
the  regulations.  They  affect  purchasers 
and  governmental  issuers  of  tax-exempi 
bonds. 

DATES:  Written  comments  and  requests 
for  a  public  hearing  niust  be  delivered 
or  mailed  by  July  25.  1977.  One  prop<^ed 
amendment  applies  to  bonds  Issued  ajter 
June  9,  1977.  The  other  proposed  amend- 
ment applies  to  bonds  sold  after  May  25, 
1977. 

ADDRESS:  Send  comments  and  reo.uests 
for  a  public  hearing  to:  Commissioner 
of  Internal  Revenue,  attention:  CC: 
LR:T,  Washington,  DC.  20224. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Benjamin  J.  Cohen  of  the  Legislation 
and  ReETulations  Division.  Office  d  the 
Chief  Counsel.  Internal  Revenue  Serv- 
ice, 1111  Constitution  Avenue  NW, 
Washington,  D.C.  2t>224,  attention: 
CC:LR:T,  202-566-3458. 

SUPPLEMENTARY  LNPORMATION : 

BACKGROtTND 

This  document  contains  proposed 
amendments  to  the  Income  Tax  Regula- 
tions (26  CFR  Part  1)  under  section 
103<'c)  of  the  Internal  Revenue  Code  of 
1954.  These  amendments  are  to  be  Lssued 
under  the  authority  contained  in  sections 
103(c)  16)  and  7805  of  the  Internal  Reve- 
nue Code  of  1954  (83  Stat.  656  and  63 A 
Stat.  917;  26  U.S.C.  103,  7805). 

Previous  Notices  of  Proposed 
Rulemaking 

On  May  3.  1973,  the  Federal  Registe* 
publLshed  proposed  Income  Tax  Regula- 
tions <26  CFR  Part  1)  under  section  103 
of  the  Internal  Revenue  Code  ot  1954 
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(38  FR  10944) .  Tlie  proposed  regulations 
were  revised  by  notices  of  proposed  rule- 
making published  in  the  Federal  Reg- 
ister for  December  3,  1975  1 40  FR  56488 ' , 
October  29.  igTe  -41  FR  47679).  and  May 
31,  1977  (42  FR  27610'  and  corrected  by 
notices  published  In  the  Federal  Reg- 
ister for  May  11,  1973  '38  FR  12405). 
December  18,  1975  (40  FR  58656>,  and 
November  24.  1976  (41  FR  51840  >.  ThLs 
notice  of  proixised  rulemaking  further 
revises  the  proposed  regulations. 

Investment    Proceeds 

Generally,  the  issuer  of  tax-exempt 
bonds  must  Invest  all  but  a  minor  por- 
tion of  the  t)ond  proceeds  at  a  restricted 
yield,  that  is.  a  yield  not  materially 
higher  than  the  yield  at  which  the  bonds 
were  sold.  Receipts  from  the  investment 
of  bond  proceeds  are  ordinarily  called 
"investment  proceeds."  Investment  pro- 
ceeds, like  other  bond  proceeds,  must  be 
invested  at  a  restricted  yield.  However, 
a  special  rule  provides  that  If  the  issuer 
commingles  these  Investment  receipts 
With  substantial  amounts  of  other  reve- 
nues within  one  year,  the  receipts  are 
not  considered  Investment  proceeds  and 
may  therefore  be  invested  at  an  unre- 
stricted yield.  For  example,  if  Invest- 
ment receipts  are  put  into  a  city  treas- 
ury and  become  indistinguishable  from 
other  treasury  funds,  the  investment  re- 
ceipts are  not  subject  to  yield  restric- 
tions. This  special  rule  was  designed  to 
avoid  imposing  a  hardship  on  the  issuer 
by  requiring  the  issuer  to  account  sepa- 
rately for  investment  receipts  comming- 
led With  other  fiinds.  However,  In  the 
case  of  a  refunding  issue,  the  potential 
hardship  is  minimal.  In  addition,  there 
Is  a  particularly  good  opportunity  to 
abiLse  the  special  rule  by  routing  In- 
vestment receipts  int-o  a  general  fund 
and  then  out  again.  Therefore,  the  pro- 
[xjsed  amendment  provides  that  the  spe- 
cial rule  does  not  apply  In  the  case  of  a 
refunding  Lssue  issued  after  (date  of  no- 
tice I . 

Comments  and  Requests  for  a 
Public  Hearing 

Before  adopting  these  proopsed  regu- 
lations, consideration  wUl  be  given  to 
any  written  comments  that  are  submit- 
ted I  preferably  six  copies)  to  the  Com- 
missioner of  Internal  Revenue,  AH  com- 
ments will  be  available  for  public  In- 
sijectlon  and  copying  A  public  hearing 
will  be  held  upon  written  request  to  the 
Comml.ssioner  by  any  person  who  has 
submitted  written  comments.  If  a  public 
hearing  is  held,  notice  of  the  time  and 
place  will  be  published  in  the  Federal 
Register. 

Drafting    Information 

Tlie  principal  author  of  these  pro- 
posed regulations  was  Benjamin  J. 
Cohen  of  the  Le?rislation  and  Regulations 
Division  of  the  Office  of  Chief  Counsel. 
Internal  Revenue  Service.  However,  per- 
sonnel from  other  offices  of  the  Inter- 
nal Revenue  Service  and  Treasury  De- 
partment participated  In  developing  the 
regulations,  both  on  matters  of  sub- 
stance and  style. 


Proposed  ainendments  to  the  regula- 
tions.— The  proposed  amendments  to  26 
CFR  Part  1  are  as  f oDows : 

Paragraph  1.  The  last  sentence  of 
{  1.103-13(b)  (2)  (U)  Is  revised  by  Insert- 
ing "(Other  than  a  refunding  issue  Issued 
after  June  9.  1977)"  Immediately  after 
"any  proceeds  of  an  issue". 

Par.  2.  Section  1.103-15(0(1)  Is 
amended  by  deleting",  and"  at  the  end 
of  subdivision  dv)  and  Inserting  a  semi- 
colon In  lieu  thereof,  by  deleting  the  pe- 
riod at  the  end  of  subdivision  (v)  and 
inserting  ":  and"  in  heu  thereof,  and  by 
adding  a  new  subdivision  (vli)  to  read 
as  follows: 
§1.103-15     Excess  proceeds. 

•  •  •  •  • 

(c)  lExcess  proceeds. —  (1)  In  general. 

•   *   • 

(vll)  Investment  proceeds  derived 
from  the  Investment  of  a  reasonably  re- 
quired reserve  or  replacement  ftmd. 

•  •  •  •  • 

Jerome  Kurtz, 
Commissioner  of  Internal  Revenue. 

[PR  DOC.77-164&5  pnied  6-S-T7;8:45  am] 

DEPARTMENT  OF   HEALTH, 
EDUCATION,   AND  WELFARE 

Public  Health  Service 

[  42  CFR  Part  67  ] 

GRANTS  FOR  HEALTH  SERVICES  RE- 
SEARCH. EVALUATION  AND  DEMON- 
STRATION   PROJECTS 

AGENCY:  Public  Health  Service.  HEW. 


ACTION:  Proposed  rule. 

SUMMARY:  The  purpose  of  this  pro- 
posed rule  is  to  establish  regulations  Im- 
plementing the  Secretary's  authority  to 
award  grants  to  public  or  nonprofit 
private  entities  and  individuals  to  sup- 
port health  services  research,  evalua- 
tion, or  demonstration  projects.  These 
regulations  will  provide  program  re- 
quirements for  grantees  and  potential 
grantees. 

DATES :  Comments  must  be  received  on 
or  before  July  25,  1977. 

ADDRESS:  Data,  views  and  arguments 
related  to  the  proposed  regulations  may 
be  presented  In  writing  to  Review  and 
AdvLsory  Services,  National  Center  for 
Health  Services  Research.  Health  Re- 
sources Administration.  Federal  Center 
BuUding  No.  2.  Room  7-50A.  3700  East 
West  Highway,  Hyattsville.  Maryland 
20782 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr.    Donald    Goldstone.    Division    of 
Health    Services    Research    Strategy, 
National  Center  for  Health  Services 
Research,  Health  Resources  Adminis- 
tration. Federal  Center  Building  No.  2. 
Room  850A.  3700  East  West  Highway. 
Hyattsville,  20782,  301-436-8915. 
SUPPLEMENTARY       INFORMATION : 
The    Assistant    Secretary    for    Health, 
Department  of  Health,  Education,  and 


Welfare  with  the  approval  of  the  Sec- 
retary of  Health,  Education,  and  Wel- 
fare, proposes  to  add  a  new  Subpart  A 
entitled  "Grants  for  Health  Service.'; 
Research,  Evaluation  and  Demonstra- 
tion Projects"  to  Part  67  of  Title  42, 
Code  of  Federal  Regulations. 

Section  305(b)  of  the  Public  Health 
Service  Act.  as  amended  by  the  Health 
Services  Research,  Health  Statistics,  and 
Medical  Libraries  Act  of  1974.  Pub.  L 
93-353  (July  23,  1974),  authorizes  the 
Secretary  to  award  grants  to  public  or 
nonprofit  private  entities  and  individuals 
to  support  health  services  research. 
evaluation  or  demonstration  projects. 
The  purpose  of  this  proposed  Subpart  A 
is  to  establish  regulations  Implementin? 
this  authority.  Particular  attention  is 
drawn  to  the  following  provisions  of  the 
proposed  regulations. 

Section  67.14  sets  forth  the  admini;;- 
trative  processes  to  be  utilized  for  the 
review  of  projects.  Projects  with  direct 
costs  of  the  project  period  in  excess  of 
$35,000  are  to  be  reviewed  for  scientific 
and  technical  merit  by  formally  con- 
stituted peer  review  groups  composed  of 
non-Federal  experts.  These  peer  review 
groups  submit  a  written  report  and  group 
recommendations  to  the  Secretary  for 
each  project.  This  approach  meets  the 
statutory  requirement  in  Section  308  of 
the  Public  Health  Service  Act  that  the 
Secretary  submit  such  projects  for  re- 
view to  a  panel  of  experts  appointed  by 
him  from  persons  who  are  not  officers 
or  employees  of  the  United  States.  Proj- 
ects with  direct  costs  over  the  project 
period  of  $35,000  or  less  (referred  to  in 
the  proposed  regulations  as  "small 
grants")  are  to  be  reviewed  by  members 
of  the  staff  of  the  National  Center  for 
Health  Services  Research  and  at  lea.'^t 
two  outside  experts  who  are  neither  ofS- 
cers  nor  employees  of  the  United  States 
These  outside  experts  will  be  selected  by 
the  Director  of  the  National  Center  for 
Health  Services  Research.  In  the  case  of 
small  grants,  each  reviewer  makes  an 
individual,  virritten  report  to  the  Secre- 
tary on  the  application.  The  review  crite- 
ria for  all  projects,  regardless  of  size,  are 
identical. 

Although  $35,000  in  direct  costs  Is  the 
upper  limit  for  small  grants,  5  67,16(bi 
(2)  provides  that  in  the  case  of  particular 
categories  of  small  grants  (such  as  dl*^- 
sertation  research  support)  the  Secre- 
tary may  establish  a  limit  on  direct  costs 
that  is  less  than  $35,000  for  the  project 
period.  Where  such  a  limit  is  imposed, 
it  wiU  be  announced  in  advance  of  the 
deadline  for  the  receipt  of  applications 
for  such  grants. 

Section  67.16(d)  provides  that  any  ap- 
proved project  with  a  project  period 
in  excess  of  two  years  will  be  reviewed 
during  the  second  budget  period,  and 
during  each  subsequent  budget  period,  by 
at  least  two  members  of  the  same  peer 
review  group  which  reviewed  the  original 
proposal.  This  group  shall  review  the 
proposal  vdth  respect  to  the  appropriate- 
ness of  continuation  support. 

Section  67.16(c)  limits  the  amount  of 
supplemental  grant  awards  which  the 
Secretary  can  make  with  respect  to  small 
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grants  to  10%  of  the  direct  costs  of  the 
small  grant  With  respect  to  grants  for 
projects  in  excess  ol  $36,000  in  direct 
c(5sts,  the  Secretary  must  solicit  and  con- 
sider the  views  of  the  appropriate  peer 
review  group  regarding  supplemental 
awards  which,  in  the  aggregate,  exceed 
20%  of  tiie  original  total  direct  costs  of 
the  project. 

The  new  regulations  policies  of  the  De- 
partment Issued  July  25,  1976.  require 
that  an  implementation  plan  be  prepared 
for  this  Notice  of  Proposed  Rulemaking 
(NPRM>  prior  to  its  issuance.  In  com- 
pliance with  these  requirements,  an  im- 
plementation plan  was  forwarded  to  the 
Secretary  and  he  has  authorized  the  is- 
suance of  the  NPRM  without  the  use  of 
a  Notice  of  Intent  (NOD  which  would 
otherwise  be  required  by  the  new  policies. 
There  is  an  urgent  need  for  these  regu- 
lations. Furthermore,  these  regulations 
are  technical  in  nature,  and  the  45-day 
period  for  public  comment  will  provide 
adequate  opportunity  for  the  presenta- 
tion of  puljlic  views. 

Written  comments  concerning  the  pro- 
posed regulations  are  invited  from  in- 
terested persons.  Data,  views,  and  argu- 
ments related  to  the  proposed  regula- 
tions may  be  presented  in  writing  to 
Review  and  Advisory  Services.  National 
Center  for  Health  Serv-ices  Research. 
Health  Resources  Administration,  Room 
15-35.  5600  Fishers  Laiie.  Rockville, 
Marviand  20857.  All  comments  received 
in  response  to  this  notice  will  be  avail- 
able for  public  inspection  at  the  above 
o£Bce  on  weekdays  'Federal  holidays  ex- 
cepted) between  8:45  a.m.  and  5:15  pjn. 
All  relevant  material  received  not  later 
than  July  25,  1977,  wUl  be  considered. 

It  i?  therefore  proposed  to  amend  Title 
42  of  the  Code  of  Federal  Regulations  by 
adding  to  Part  67  a  new  Subjpart  A  to 
read  as  set  forth  below. 

Note:  The  Depftrtment  of  Health,  Educa- 
tion, and  Welfarft  haa  determined  that  thla 
document  does  not  contain  a  major  pro- 
posal requiring  preparation  of  an  Inflation 
Impact  Statement  under  Executive  Order 
11821  and  OMB  Circular  A-lff7. 

Dated:   March  29,  1977. 

James  P.  Dickson, 
Acting  Assistant 
Secretary  for  Health. 

Approved:  May  31,  1977. 

Joseph  A.  Califano,  Jr,  '^ 

Secretary. 

Subpart  A — Grants  fof  Health  ServlcM. 
Evaluation,  and  Demonstration  Protects 

87.10  Purpose  and  scope. 

67.11  Defimtlons. 
87. 13     Eligibility. 

67.13  Application. 

67.14  I^-aluatlon  of  applications. 
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67.22  Human  subject*  and  animal  weifar*. 
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ConfldMiilallty . 
OxxtTol  of  data. 
Grantee  accountability. 
Applloabfllty  at  45  CFR  Part  74. 
Addttl<«ial  ootJdlttonB. 


Adthomtt;  Sec  215.  58  Stat.  690.  as 
amended.  63  Stat.  S5  (42  VS.C.  216);  8©c. 
305.  88  Stat.  363  (42  VS.C  242c)  . 

Subpart  A — Grants  for  Heakh  Services  Re- 
search, Evaluation,  axKl  Demonstration 
Projects 

§  57.10      Purpose  and  »rup«- 

The  regulations  of  this  subpart  are 
applicable  to  the  award  through  the  Na- 
tional Center  for  Health  Services  Re- 
search of  grants  under  section  305' b'  of 
the  Public  Health  Service  Act  <42  U.S.C. 
242c«b>  »  to  support  identified  health 
services  research,  evaluation  or  demon- 
stration projects  to  investigate: 

'a)  The  accessibility,  acceptability, 
planning,  organization,  distribution. 
techniology.  utilization,  quality,  and  fi- 
nancing of  health  services  and  systems; 

'b'  The  supply  and  distribution,  edu- 
cation and  training,  o.uality,  utilization, 
organization,  and  cost  of  health  man- 
power: and 

<ci  the  design,  construction,  utiliza- 
tion, organization,  and  cost  ol  facilities 
and  equipment. 

§67.11       Definition*. 

As  used  in  this  subpart: 

I  a)  ".Act"  means  the  Public  Health 
Service  Act. 

'b>  "Budget  period"  means  the  in- 
terval of  time  'usually  12  months)  Into 
which  the  project  has  been  divided  for 
budgetary  and  reportlng^  purposes  and 
for  which  the  Government  has  made  a 
financial  commitment  to  fund  a  particu- 
lar project. 

'c  I  "Direct  costs'"  means  the  costs  that 
can  be  identified  specifically  with  a  par- 
ticular cost  objective,  such  as  compen- 
sation of  employees  for  the  time  and 
effort  devoted  specifically  to  the  ap- 
proved project,  and  the  costs  of  mate- 
rials acquired,  consumed  or  expended 
specifically  for  the  purpose  of  the  ap- 
proved project 

(d)  "Grantee"  means  the  public  or 
nonprofit  entity  or  individual  that  re- 
ceives a  grant  imder  section  305' b)  and 
this  subpart  for  a  health  <=ervices  re- 
search, evaluation  or  demonstration 
project  and  aj^arumes  legal  and  financial 
responsibility  for  the  funds  awarded  and 
for  the  performance  of  the  grant  sup- 
ported activity. 

ie>  "National  Center  for  Health 
Services  Research"  means  that  unit  of 
the  Department  of  Health.  Education, 
and  Welfare  established  by  section  305 
(a)   of  the  Act 

(f)  "Nonprofit"  as  applied  to  a  pri- 
vate entity,  means  that  no  part  of  the 
net  earnings  of  such  entity  inures  or 
may  lawfully  inure  to  the  benefit  of  any 
shareholder  or  individual.  • 

(g)  "Project  period"  means  the  total 
period  of  time  for  which  support  for  a 
project  has  been  approved  as  specified 
In  the  grant  award  document  Such  ap- 
proval does  not  commit  or  obligate  the 


Federal  government  to  any  additional, 
suppiemental  or  continuation  support 
beyond  the  current  budget  per.od 

(h)  "Principal  Investigator"  means  a 
single  individual,  designated  in  the  grant 
appUcauon  and  approved  by  the  Secre- 
tary, who  IS  respMisibie  for  the  scientific 
and  technical  direction  of  the  project 

<i>  "Secretary"  means  the  Secretary 
of  Health.  Education,  and  Welfare  and 
any  other  oCBcer  or  employee  of  the  De- 
partment of  Healtti,  Education,  and  Wel- 
fare to  whom  the  authority  involved  has 
been  delegated. 

ij'  "Peer  review  group"  means  a  panel 
of  experts  vi  ho  are  neitiier  oCScers  nor 
employees,  other  than  by  reason  of  their 
appointment  of  the  United  States  quali- 
fied by  trauiing  and  experience  in  par- 
tcular  scientific  and  technical  fields  to 
give  e.xpert  advice,  in  accordance  with 
the  provisions  of  this  subpart  on  the 
scientific  and  technical  merit  of  grant 
apphcatioDS. 

1(.7.I2       Ilifibilitv. 

(a)  Eligible  aTyplicants.  Any  public  or 
private  nonprofit  wjtlty  and  any  individ- 
ual is  ehgible  to  apply  for  a  grant  under 
this  subpart. 

<bi  Eligible  projects  Grants  pursuant 
to  section  305 'b)  of  the  .^ci  and  this  sub- 
part may  be  made  to  eligible  applicants 
for  the  purpose  of  assisting  m  meeting 
the  costs  of  health  services  research, 
evaluation,  or  demonstration  projects  as 
described  in  ?  67.10:  Provide  That  no 
grant  may  be  made  under  this  subpart 
for  any  health  services  research,  evalua- 
tion, or  demonstration  project  for  which 
a  grant  imder  another  provLslon  of  the 
Act  I  other  than  section  304)  may  be 
made. 

§67.1.3      A[>fklH-uli<»ti. 

I  a)  -An  application  for  a  grant  under 
this  subpart  shaD  be  submitted  at  such 
time  and  in  such  form  and  manner  as 
the  Secretary  may  prescribe,  and  shall 
be  executed  by  an  individual  authorized 
to  act  for  the  applicant  and  to  assume 
for  the  applicant  the  obligations  imposed 
by  the  Act.  the  regulation.*  of  this  sub- 
part and  any  additional  terms  or  condi- 
tions of  any  grant  awarded. 

'  b>  In  addition  to  such  other  Informa- 
tion as  the  Secretary  may  require,  an  ap- 
plication under  this  subpart  must  con- 
tain the  following: 

1 1)  A  description  of  the  problem  bi  the 
area  of  health  services  that  the  project 
will  address: 

1 2)  A  description  of  the  hypotheses 
that  will  be  tested  or  the  specific  objec- 
tives that  will  be  served  by  the  project 
as  they  relate  to  the  general  problem 
area: 

1 3)  A  description  of  the  manner  tn 
which  the  project  will  be  organized  and 
managed: 

i4)  A  specification  of  the  data  that 
will  be  collected  or  used  tn  the  project; 

<5)  A  description  of  the  analytic  pro- 
cedures that  win  be  employed  In  the 
project: 

(6)  The  names  and  qualifications  of 
the  principal  investigator  and  principal 
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members  of  the  staff  that  will  be  as- 
signed to  the  project  and  their  roles; 

« 7 1  A  descrlpUon  of  the  facilities  and 
resources  that  will  be  available  to  the 
applicant.  If  any;  and 

i8>  A  complete  and  detailed  budget 
and  justification  for  the  amount  of  grant 
funds  being  requested. 

§  67. 1  t      K\aliiation  of  appliralion*. 

(a)  Projects  with  direct  costs  over  the 
voject  veriod  in  excels  of  $35,000.  (1) 
All  applications  for  grant  support  under 
this  subpart  for  a  project  with  estimated 
direct  costs  over  the  project  period  in 
excess  of  $35,000  will  be  submitted  by 
the  Secretary  for  review  to  a  peer  review 
group  whose  members  will  be  selected 
based  upon  their  training  and  experience 
in  relevant  scientific  and  technical  fields 
taking  into  account  among  other  fac- 
tors ; 

d)  The  level  of  formal  education  (e.g., 
MA..  PhD..  M.D.)  completed  by  the  In- 
dividual; ,     .    J,  .J     , 

I U)  The  extent  to  which  the  mdlvldual 
has  engaged  in  relevant  research,  the 
capacities  (e.g..  principal  Investigators, 
assistant)  to  which  the  tadivldual  has 
done  so.  and  the  quality  of  such  research; 

( ill )  The  extent  of  the  professional  rec- 
ognition received  by  the  individual  as 
reflected  by  awards  and  other  honors  re- 
ceived from  scientific  and  professional 
organizations  outside  the  Department  of 
Health,  Education,  and  Welfare;  and 

(iv)  The  need  of  the  peer  review  group 
to  include  within  its  membership  experts 
from  various  areas  of  speclaUzatlon 
wlthto  relevant  scientific  and  technical 

fields.  ^      ^.  , 

( 2 )  In  carrv'lng  out  a  review  under  this 
paragraph  the  peer  review  group  will, 
among  other  factors,  take  Into  account 
where  appropriate: 

<i)  The  significance  and  orlgtnaUty 
from  a  scientific  or  teclinical  standpoint 
of  the  goals  of  the  project; 

( li>  The  adequacy  of  the  methodology 
proposed  to  carry  out  the  project; 

aii>  The  availability  of  data  or  the 
proposed  plan  to  collect  data  required  In 
the  analyses; 

( iv )  The  adequacy  and  appropriateness 
of  the  plan  for  organizing  and  carrying 
out  the  project: 

I VI  The  qualifications  of  the  principal 
Investigator  and  proposed  staff; 

(vl>  The  reasonablenes.s  of  the  pro- 
posed budget  in  relation  to  the  proposed 
project; 

(vll>  The  adequacy  of  the  facilities; 
and  resources  available  to  the  grantee; 
and 

(vilD  Where  an  application  involves 
acUvttles  which  could  have  an  adverse 
effect  upon  humans,  animals,  or  the  en- 
vironment, the  adequacy  of  the  proposed 
means  for  protecting  agairt-t  or  minimiz- 
big  such  effects 

(3i  The  peer  review  group  to  which  an 
application  ha.s  bei^n  submitted  pui-suant 
to  thLs  paragraph  shall  make  a  written 
report  to  the  Secretary  on  each  applica- 
tion so  submitted  which  shall  contain  the 
following  parts: 

111  The  first  part  shall  consist  of  a 
factual  summary  of  the  proposed  project, 


PROPOSED   RULES 

including  a  description  of  Its  purpose, 
scientific  approfich.  location,  total  bud- 
get and  manpower  requirements. 

(11)  The  second  part  shall  address  the 
scientific  and  technical  merit  of  the  pro- 
posed project  and  shall  consist  of  a  cri- 
tique of  the  proposed  project  with  regard 
to  the  factors  described  in  §  67.14(a)  (2). 
This  portion  of  the  report  shall  Include 
a  set  of  recommendations  to  the  Secre- 
tary with  respect  to  the  disposition  of 
the  application  based  utx>n  its  scientific 
and  technical  merit.  The  peer  review 
panel  may  recommend  that  the  Secre- 
tary approve,  disapprove  or  defer  a  de- 
cision on  the  application  In  order  to  ob- 
tain further  Information.  Where  the  peer 
review  panel  recommends  deferral,  It 
shall  specify  the  additional  information 
It  deems  necessarj'  for  an  adequate  re- 
view of  the  application.  Where  the  peer 
review  panel  recommends  approval.  It 
shall  also  provide  its  recommendation 
regarding  the  appropriate  project  period 
and  level  of  support  for  the  proposed 
project. 

(Hi)  The  third  part  of  the  report  shall 
describe  the  peer  review  panel's  review  of 
the  importance  of  the  problem  that  Is  to 
be  addressed  by  the  proposed  project  and 
Its  potential  Impact. 

(b)  Project  vnth  direct  costs  over  the 
project  period  of  t35.000  or  less.  (1)  All 
appUcatlons  for  grant  support  under  this 
subpart  for  a  project  with  estimated  di- 
rect costs  over  the  project  period  of  $35,- 
000  or  less  (hereinafter  sometimes  re- 
ferred to  as  "small  grants")  will  be  sub- 
mitted by  the  Secretary  for  review  to 
members  of  the  staff  of  the  National 
Center  for  Health  Services  Research  and 
at  least  two  outside  experts  who  are 
neither  officers  nor  employees  of  the 
United  States  selected  by  the  Director  of 
the  National  Center  for  Health  Services 
Research  on  the  basis  of  their  training 
and  experience  Ln  particular  scientific 
and  technical  fields,  their  knowledge  of 
health  services  research  and  the  appli- 
cation of  research  findings,  and  thefr 
special  knowledge  of  the  problem  being 
addressed  in  the  specific  proposal. 

(2)  In  carrv-ing  out  a  review  under  this 
paragraph,  the  reviewers  will,  among 
other  factors,  take  into  account  where 
appropriate : 

(I)  The  significance  and  originality 
from  a  scientific  or  technical  standpoint 
of  the  goals  of  the  project; 

(II)  The  adequacy  of  the  methodology 
proposed  to  carry  out  the  project; 

I  ill)  The  availability  of  data  or  the 
proposed  plan  to  collect  data  required  In 
the  analyses; 

(iv)  The  adequacy  and  a4>proprlate- 
ness  of  the  plan  for  organizing  and  car- 
r>ing  out  the  project; 

( V  >  The  quaUfications  of  the  principal 
investigator  and  proposed  staff; 

(vi)  The  reasonableness  of  the  pro- 
posed budget  in  relation  to  the  project; 

(vii)  The  adequacy  of  the  facilities 
and  resources  available  to  the  grantee; 
and 

( villi  Where  an  apphcatlon  Involves 
activities  which  could  have  an  adverse 
effect  upon  humans,  animals,  or  the  en- 
vironment, the  adequacy  of  the  proposed 


means  for  protecting  against  or  minimiz- 
ing such  effects. 

(3)  Each  reviewer  to  which  an  appli- 
cation has  been  submitted  pursuant  to 
this  i>aragraph  shall  make  a  written  re- 
port to  the  Secretary  on  each  application 
so  submitted.  Each  report  shall  simmia- 
rize  the  reviewer's  findings  and  provide 
reccwnmendatlons  with  regard  to  ap- 
proval, disapproval,  or  deferral  of  the 
application  In  order  to  obtain  additional 
Information. 

§  67.15      Disposition  of  appli<alions. 

On  the  basis  of  the  Secretary's  evalu- 
ation of  the  application  as  provided  in 
5  67.16,  the  Secretary  shall  either  fa  > 
approve,  (b)  defer  for  a  later  decision. 
or  (c)  disapprove  any  application  for 
grant  assistance  under  this  subpart.  Dis- 
approval of  an  application  shall  not  pre- 
clude Its  reconsideration  If  the  applica- 
tion Is  resubmitted  to  the  same  or  a 
revised  version  at  a  later  date. 

§  67.16     Grant  award. 

(a)  General.  (I)  Within  the  limits  of 
funds  available  for  such  purpose  and 
subject  to  the  limitation  of  section 
308(c>  of  the  Act  the  Secretary-  ma> 
award  grants  to  those  applicants  whose 
approved  projects  will  to  his  Judgment 
best  promote  the  purposes  of  section  305 
Cb)  of  the  Act  and  the  regulations  of  this 
subpart,  taking  tato  consideration : 

(1)  Recommendations  made  pursuant 
to  5  67.14. 

(II)  The  appropriateness  of  the  budget 

(III)  The  extent  to  which  the  research 
proposal  and  the  fiscal  plan  provide  a.*^- 
surance  that  effective  use  will  be  made 
of  grant  fimds. 

(Iv)  The  business  management  capa- 
bUity  of  the  applicant. 

(V)  The  competence  and  skill  of  the 
staff,  especially  the  senior  personnel.  In 
light  of  the  scope  of  the  project. 

(vl)  The  probable  usefulness  of  the 
project  results  for  dealing  with  national 
health  care  problems,  policies  and 
programs. 

(vll)  The  relative  priority  of  the  pro- 
posed project  in  light  of  the  established 
priorities  of  the  National  Center  for 
Health  Services  Research. 

(2)  In  making  any  grant  award  the 
Secretary  may  add  additional  conditions 
to  or  require  specific  modifications  in  the 
project  as  proposed  In  the  application 
including  a  different  level  of  grant  sup- 
port from  that  requested  to  the  applica- 
tion. In  such  cases  the  Secretary  wUl 
obtato  either  the  written  agreement  of 
the  applicant  to  proceed  on  such  basis 
prior  to  making  any  grant  award  or  such 
condition  or  modification  will  appear  on 
the  Notice  of  Grant  Awarded. 

(3^  All  grant  awards  shall  be  to  writ- 
tog.  The  Notice  of  Grant  Awarded  shall 
set  forth  the  amount  of  funds  awarded 
for  the  conduct  of  the  approved  project 
during  the  first  budget  period  and  the 
amount  of  annual  support  recommended 
for  the  remainder  of  the  project  period. 

(4)  The  project  for  any  grant  under 
this  subpart  shall  be  specified  to  the  No- 
tice of  Grant  Awarded  and  shaU  begto  no 
later  than  nine  months  following  the 
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date  of  such  award.  In  no  case  will  a 
project  be  approved  for  a  project  period 
exceeding  five  years.  Where  the  Secre- 
tary determines  on  the  basis  of  a  request 
by  the  grantee  prior  to  the  completion  of 
the  currently  active  grant  that  addi- 
tional time  is  needed  to  permit  the  use 
of  funds  previously  awarded  but  not  ex- 
pended, the  approved  project  may  be 
extended  for  a  period  of  time  not  to  ex- 
ceed 12  months  except  that  in  no  case 
may  the  project  period  exceed  five  years 
and  six  months.  No  additional  support 
may  be  awarded  for  any  portion  of  a 
project  period  to  excess  of  five  years. 

(5)  Neither  the  approval  of  any  appli- 
cation nor  the  awardtog  of  any  grant 
shall  commit  or  obligate  the  Federal 
Government  to  any  way  to  make  any  ad- 
ditional, supplemental,  conttouation  or 
other  awards  with  respect  to  the  proj- 
ect or  any  part  of  the  project.  For  con- 
tinuation support,  grantees  must  make 
separate  application  armually  and  at 
such  times  and  in  such  form  as  the  Sec- 
retary may  prescribe. 

(b>  Determination  of  grant  amount. 
(1)  The  amount  of  any  grant  shall  be 
determined  by  the  Secretary  on  the  basis 
of  his  estimate  of  the  sum  necessary  for 
all  or  a  designated  portion  of  the  direct 
costs  of  the  project  plus  an  additional 
amount  for  the  todlrect  costs.  If  any, 
which  wiU  be  calculated  by  the  Secretary 
either: 

(i)  on  the  basis  of  the  estimate  of  the 
actual  todirect  costs  reasonably  related 
to  the  project;  or 

(ii)  on  the  basis  of  a  percentage  of 
all  or  a  designated  portion  of  the  esti- 
mated direct  costs  of  the  project  when 
there  are  reasonable  assurances  that  the 
use  of  such  percentage  will  not  exceed 
the  approximate  actual  todirect  costs. 
Such  award  may  toclude  an  estimated 
provisional  amount  for  indirect  costs  or 
for  designated  direct  costs  such  as  fringe 
benefit  rates  subject  to  upward  (within 
the  limits  of  available  funds)  as  well  as 
downward  adjustments  to  actual  costs 
when  the  amount  properly  expended  by 
the  grantee  for  provisional  items  has 
been  determtoed  by  the  Secretary-. 

1 2)  For  particular  categories  of  small 
gi-ants.  such  as  dissertation  research 
support,  the  Secretars'  may  establish  a 
limit  on  direct  costs  that  is  less  than 
$35,000  for  the  project  period.  Such  limit 
will  be  announced  to  advance  of  the 
deadhne  for  receipt  of  appHcations  for 
such  grants. 

(c)  Supplemental  awards.  The  Secre- 
tary may  make  supplemental  awards 
during  the  coui'se  of  any  budget  period 
of  an  approved  project  where  the  Secre- 
tary finds  on  the  basis  of  the  applicant's 
written  request  and  such  progress  and 
accountmg  reports  as  the  Secretary-  may 
require  that  the  amount  of  the  award 
initially  approved  was  less  than  the 
amount  necessaiT  to  carry  out  the  ap- 
proved project  activities  for  that  period, 
or  that  a  supplemental  award  to  fund 
incremental  activities  not  toitially  ap- 
proved for  the  period  would  substantially 
further  the  objectives  of  the  project.  The 
Secretary  may  also  make  a  supplemental 


award  where  to  his  judgment  such  an 
award  is  necessary  for  the  preparation 
of  data  to  suitable  form  for  transmittal 
to  accordarxce  with  5  67.25.  In  cases 
where  the  award  of  any  supplemental 
grant  for  a  project  exceedmg  $35,000  in 
direct  costs  would  result  to  supplemental 
awards  '  excluding  any  supplemental 
award  for  preparation  of  data)  during 
the  project  penod  to  the  aggregate  ex- 
ceeding twenty  percent  '2Q'~c)  of  the 
approved  direct  costs  of  the  project,  the 
Secretary  will  obtato  the  views  of  the 
peer  review  group  which  first  e\'aluated 
the  toltlal  application  prior  to  maktog 
any  such  award.  The  peer  review  group 
shall  submit  a  written  report  to  the  Sec- 
retary which  describes  the  current  status 
of  the  project,  the  basis  for  the  request 
and  the  potential  consequences  of  any 
request  where  the  reccnnmendation  Is  to 
disapprove.  In  the  case  of  small  grants, 
the  Secreary  will  not  approve  any  sup- 
plemental grant  award  during  the  proj- 
ect period  (excluding  any  supplemental 
award  for  preparation  of  data)  which 
will  to  the  aggregate  exceed  ten  percent 
<l0^c  <  of  the  direct  costs  of  the  project. 

(di  Noncompeting  continuation 
award.!.  'Where  a  grantee  has  filed  an 
application  for  continuation  support  and 
withta  the  limits  of  funds  available  for 
this  purpose,  the  Secretary  may  make  a 
grant  award  for  an  additional  budget 
period  of  any  previously  approved  project 
where  the  Secretary  finds  on  the  basis  of 
such  progress  and  accountmg  reports  as 
may  be  required  and  after  considering 
any  recommendations  made  pursuant 
to  this  paragraph,  that  the  project 
activities  durmg  the  current  budget 
period  justify  continued  support  of  the 
project  for  an  additional  budget  period. 
Each  project  with  a  project  period  to 
excess  of  two  years  and  with  direct  costs 
over  the  project  period  to  excess  of 
$35,000  will  be  reviewed  durmg  the  sec- 
ond budget  period  and  durmg  each 
subsequent  budget  period  (except  for  the 
last  budget  period  of  the  project  period) 
by  at  least  two  members  of  the  same  peer 
group  which  reviewed  the  proposal  in 
accordance  with  5  67.14.  Such  group  shall 
review  the  application  for  conttouation 
support  and  make  recommendations  to 
the  Secretary  concemtog  the  disposition 
of  such  application  based  upon  Its 
evaluation  of: 

(D  The  progress  of  the  project  in 
meeting  project  objectives, 

1 2)  The  appropriateness  of  the  man- 
agement of  the  project  and  allocation  of 
resources  within  the  project, 

13)  The  adequacy  and  appropriateness 
of  the  plan  for  the  carrytog  out  of  the 
project  durtog  the  budget  period  to  light 
of  the  accomplishments  during  previous 
budget  periods,  and 

'  4 )  The  reasonableness  of  the  pro- 
posed budget  for  the  subsequent  budget 
period. 

Where  the  Secretarj-  determines  to  con- 
ttoue  support,  the  amount  of  grant 
award  shall  be  determined  in  accordance 
with  paragraph  (b)  of  this  section. 
■Where  the  Secretary  determines  not  to 


contmue  a  project  for  an  additional 
budget  period,  the  grantee  will  be  notified 
to  writing  before  the  end  of  the  current 
budget  period. 

§  67.17      Projort  reqiiir«"n»«»nl*. 

A  project  supported  under  his  subpart 
must  be  conducted  to  accordance  with 
the  foUowtog  requirements: 

<  a)  The  project  shall  be  carried  out  in 
accordance  with  the  approved  applica- 
tion. 

*b)  Tlie  prmcipal  investigator  shall  be 
responsible  for  the  conduct  of  the  proj- 
ect unless  replaced  by  another  individual 
found  by  the  Secretary  to  be  qualified  to 
carry  out  such  responsibilities.  Where 
the  principal  investigator  becomes  un- 
able to  function  to  such  capacity,  the 
Secretary  shall  be  notified  as  soon  as 
possible. 

§67.18      Grant  pa>  iiinil>. 

The  Secretary  will  from  time  to  tmie 
make  pajTiients  to  the  grantee  of  11  or  a 
portion  of  any  grant  award,  either  by 
way  of  reimbursement  for  expenses  m- 
curred  to  the  budget  period,  or  in  ad- 
vance for  expenses  to  be  tocurred,  to  the 
extent  he  determines  such  payments  are 
necessar>-  to  promote  prompt  initiation 
and  advancement  of  the  approved  proj- 
ect. The  amounts  otherwise  payable  to 
any  grantee  shall  be  reduced  by: 

lai  Amounts  equal  to  the  fair  market 
value  of  any  equipment  or  supplies  fur- 
nished to  such  grantee  at  their  request  by 
the  Secretary  for  the  purpose  of  conduct- 
ing the  approved  project;  and 

•  b)  Amounts  equal  to  the  pay.  allow- 
ances, traveling  expenses,  and  related 
personnel  expenses  attributable  to  the 
performance  of  services  by  an  officer  or 
employee  of  the  government  to  connec- 
tion with  such  approved  project,  if  such 
officer  or  employee  was  assigned  or  de- 
tailed by  the  Secretary  at  the  request 
of  the  grantee  to  perform  such  ser\  ices. 

§  67.19      Use  of  project  fund-. 

'a)  Any  funds  granted  pursuant  to  this 
subpart  shall  be  expended  by  the  grantee 
solely  for  carrytog  out  the  approved  proj- 
ect to  accordance  with  the  Act,  the  reg- 
ulations of  this  subpart,  the  terms  and 
conditions  of  the  award,  and  the  appli- 
cable cost  principles,  prescribed  in  Sub- 
part Q  of  45  CFR  Part  74. 

'  b )  The  grantee  may  not  to  whole  or  in 
part  delegate  or  transfer  this  responsi- 
bility for  the  use  of  such  funds  to  any 
other  person,  or  other  legal  entity,  with- 
out the  specific  prior  written  approval  of 
the  Secretary. 

(c)  Prior  approval  by  the  Secretar>'  is 
required  whenever  there  is  to  be  a  sig- 
nificant change  in  the  scope  or  nature 
of  the  approved  project. 

§  67.20      Termination. 

The  termination  of  any  grant  under 
this  subpart  will  be  governed  by  the  rel- 
evant provisions  of  Subpart  M  of  45  CFR 
Part  74  and  the  terms  and  conditions 
of  the  grant  ward.  'Where  a  grantee  uni- 
laterally terminates  a  portion  of  a  grant, 
the  Secretarj-  may  terminate  such  grant 
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In  whole  where  he  detennlnes  that  the 
remaining  portion  of  the  grant  will  not 
accomplish  the  purposes  for  which  tiie 

grant  was  made. 

§67.21       Nondii^t-riniiiiution. 

'a'  Attention  is  called  to  the  require- 
ments of  TiUe  VI  of  the  Civil  Rights  Act 
of  1964  (78  Stat.  252.  U.S.C.  2000d  et 
seq  » ,  and  In  particular  to  section  601  of 
such  Act,  which  provides  that  no  person 
In  the  United  States  shall  on  account  of 
race,  color,  or  national  origin  be  ex- 
cluded from  participation  In.  be  denied 
the  benefits  of,  or  be  subjected  to  dls- 
crunlnatlon  under  any  program  or  acti- 
vity receiving  Federal  financial  assist- 
ance. Regulations  Implementing  Title 
VI  which  applies  to  grants  made  under 
this  subpart  have  been  Issued  by  the 
Secretary  with  tlie  approval  of  the  Prci^l- 
dHi.t  •  45  CFR  Part  80  > . 

.  b'  Attention  1'=;  called  to  the  require- 
ments of  section  504  of  the  Rehabilita- 
tion Act  of  1973.  as  amended,  which  pro- 
vides that  no  otherwise  qualified  handi- 
capped person  in  the  United  States  shall, 
solely  by  reason  of  his  handicap,  be  ex- 
cluded from  partlcifjatlon  in,  be  denied 
the  benefits  of,  or  be  subjected  to  dis- 
crimination under  any  program  or  activ- 
ity receiving  Federal  financial  assistance 

1  c  >  Attention  Ls  also  called  to  the  re- 
quirement's of  Title  IX  of  the  Education 
Amendments  of  1972  and  in  particular 
to  section  901  of  such  Act  which  providef^^^ 
that  no  person  in  the  United  States  shall. 
on  the  basis  of  sex.  be  excluded  from 
participation  In.  be  denied  the  benefits 
of.  or  be  subjected  to  discrimination 
under  any  education  program  or  activity 
receiving  Federal  financial  assi.stance. 

(d»  Grant  funds  used  for  remodel- 
ing, alteration  or  repairs  shall  be  sub- 
ject to  the  conditions  that  the  grantee 
shall  complv  with  the  requirements  of 
Executive  Order  11246.  30  FR  12319 
(September  24.  1965  >.  a.s  amended,  and 
wluh  the  applicable  rules,  rcg^olations, 
and  procedures  prescribed  pursuant 
thereto. 

§  67.22       Himiuii      xubjci  t-      ai)tl      ;iiiim;il 
wflfarf. 

<&'  No  award  may  be  made  under  this 
subpart  imJess  the  applicant  has  com- 
piled with  45  CFR  Part  46  and  other  ap- 
plicable requirements  pertaining  to  the 
protection  of  human  subjects. 

(b>  No  award  may  be  under  this  sub- 
part unless  the  applicant  has  complied 
with  Chapter  1-43  of  the  Department  of 
Health.  Education,  and  Welfare  Grants 
Administration  Manual  and  any  other 
reqtilrements  concerning  animal  welfare 

§  67.23      PuLlicalions  and  coprrislil. 

(&'  Copyright .  Except  as  may  other- 
wise be  provided  under  the  terms  and 
conditions  of  the  award,  the  grantoe  Ls 
free  to  copyright  any  book  or  other  copy- 
rightable materials  developed  under  the 
grant,  subject  to  a  royalty-free,  non- 
exclusive and  Irrevocable  license  of  the 
Department  to  reproduce,  publish,  alter, 
or  otherwise  use,  and  to  authorize  others 
to  use  the  work  for  Government  pur- 
poses. In  any  case  to  which  a  copjTight 
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has  been  obtained,  the  Secretary  shall 
be  so  notified. 

(b)  Publications  Any  reports,  papers, 
statistics,  or  other  materials  developed 
from  work  supported  In  whole  or  to  part 
by  an  award  made  under  this  subpart 
shall  be  submitted  to  the  Secretary.  The 
Secretary  may  make  such  materials 
available  and  dLsseminate  the  material 
on  as  broad  a  basis  as  practicable  and 
to  such  form  as  to  make  such  materials 
imderstandable. 

§  67.21      r.«^.nful.  nlialitv. 

No  irJormatlon  obtamed  by  a  grantee 
in  the  course  of  its  health  services  re- 
search, evaluation,  or  demonstration  ac- 
tivities may  be  used  for  any  purpose 
other  than  the  purpose  for  which  It  was 
supplied  t  which  shall  taclude  the  disclo- 
sure of  such  information  to  the  Secretary 
for  carrying  out  his  responsibilities  under 
the  Health  Services  Research,  Health 
Statistics,  and  Medical  Libraries  Act  of 
1974,  Pub.  L.  93-353).  unless  authorized 
lu^der  regulations  of  the  Secretary.  Fur- 
tlier,  such  information  may  not  be  pub- 
lished or  released  In  other  than  statisti- 
cal form  if  the  person  who  supplied  the 
information  or  who  Is  described  to  It  Is 
identifiable  unless  such  person  has  signed 
a  written  consent  on  such  forms  and  to 
such  manner  as  the  SecretaiT  niay  pre- 
scribe. 

5  67.2.'>      ('ontrol  of  <lala. 

E.xcept  as  otherwise  provided  on  the 
terms  and  conditions  of  the  award  and 
subject  to  the  confidentiality  require- 
ments of  S  67.24.  all  data  collected  or 
assembled  for  the  purposes  of  carrying 
out  health  services  research,  demonstra- 
tion, or  evaluation  projects  supported 
imder  this  subpart  shall  be  made  avail- 
able to  the  Secretary  upon  request. 

g  67.26      (,raritec  arcounlabililT. 

<^a>  Accounting  for  grant  award  pay- 
ments. All  payments  made  by  the  Secre- 
tary shall  be  recorded  by  the  grantee  to 
accounting  records  separate  from  the 
records  of  aU  other  funds,  tocludtog 
funds  derived  from  other  grant  awards. 
With  respect  to  each  approved  project 
the  grantee  shall  account  for  the  sum 
total  of  all  amounts  paid  by  presenting 
or  otherwise  making  available  evidence 
satisfactory  to  the  Secretary  of  expendi- 
tures for  direct  and  tadlrect  costs  meet- 
tog  the  requirements  of  this  subpart: 
Provided,  hotoever,  That  when  the 
amount  awarded  for  todirect  costs  was 
based  on  a  predetermined  fixed-percent- 
age of  estimated  direct  costs,  the  amount 
allowed  for  todirect  costs  shall  be  com- 
puted on  the  basis  of  such  predetermined 
fixed-percentage  rates  applied  to  the 
total  or  a  selected  element  of  the  reim- 
bursable direct  costs  tocurred. 

(b>  Accounting  for  royalties.  Royalties 
received  by  grantees  from  copyrights  on 
publications  or  other  works  developed 
under  the  grant,  or  from  patents  or  to- 
ventlons  conceived  or  first  actually  re- 
duced to  practice  to  the  course  of  or 
tmder  grant  shall  be  accounted  for  &s 
follows : 


(1)  Royalties  received  during  the 
perkxl  of  grant  support  as  a  result  of 
copyrights  or  patents  shall  be  retatoed 
by  the  grantee  and,  to  accordttnce  with 
the  terms  and  conditions  of  the  grant. 
be  disposed  of  under  either,  or  a  combi- 
nation, of  the  following  options; 

(1)  Used  by  the  grantee  for  any  pur- 
poses that  further  the  objectives  of  the 
legislation  under  which  the  grant  wa.- 
made. 

(11)  Deducted  from  the  total  project 
costs  for  the  purpose  of  determinmg  the 
net  costs  on  which  the  Federal  share  of 
costs  will  be  based. 

(2)  Royalties  received  after  the  com- 
pletion or  termtoation  of  grant  support 
shall  be  disposed  of  as  follows: 

U>  Patent  royalties  shall  be  governed 
by  agreements  between  the  Assistant 
Secretary  for  Health.  Department  of 
Health,  Education,  and  W^elfare.  and  the 
grantee  piu^uant  to  the  Department  s 
patent  regtUations  (45  CFR  Parts  6  and 
8>. 

(li)  Coi^yrlght  royalties  may  be  re- 
tatoed by  the  grantee,  imless  the  terms 
and  condition.s  of  the  grant  or  a  specific 
agreement  negotiated  between  the  Secre- 
tary and  the  grantee  provide  otherwise. 
except  State  or  local  government  gran- 
tees which  receive  royalties  in  excess  of 
$200  a  year  shall  return  the  Federal  share 
of  the  excess  amount  (computed  by 
applymg  the  percentage  of  Federal  par- 
ticipation to  the  cost  of  the  grant  sup- 
ported project  to  the  excess  amount)  to 
the  Federal  Government,  imless  a 
specific  agreement  provides  otherwise. 

(c)  Grant  closeout. — (1)  Date  of  final 
accounting.  In  addition  to  such  other 
special  and  periodic  accounting  as  the 
Secretary  may  require,  a  grantee  shall 
render  with  respect  to  each  approved 
project  a  full  account,  as  provided  hereto. 
as  <rf  the  termtoation  of  grant  support 
which  shall  be  at  the  end  of  the  project 
period  or  the  date  of  any  termtoation  of 
grant  support  pursuant  to  the  applicable 
provisions  of  Subpart  M  of  45  CFR  Part 
74  and  the  terms  and  conditions  of  the 
grant  award. 

(2)  Final  settlement.  There  shall  be 
payable  to  the  United  States  as  final  set- 
tlement with  respect  to  each  approved 
project  the  total  sum  of  (D  any  amount 
not  accoimted  for  pursuant  to  para- 
graph (a)  of  this  section  and  (11)  any 
other  amounts  due  pursuant  to  the  ap- 
plicable provisions  of  45  CFR  Part  74 
and  the  tenns  and  conditions  of  the 
grant  award.  Such  total  sum  shall  con- 
stitute a  debt  owed  by  the  grantee  to  the 
United  States  and  shall  be  recovered 
from  the  gi-antee  or  its  successors  or 
assignees  by  set-off  or  other  action  as 
provided  by  law. 
§  67.27      AppUrabiliiv  of  to  CFR  Pari  74. 

Tlie  provision  of  45  CFR  Part  74.  es- 
tablishtog  uniform  admtolstratlve  re- 
quirements and  cost  prtociples.  shall  ap- 
ply to  all  grants  imder  subpart  to  States 
and  local  governments  as  those  terms 
are  defined  to  Subpart  A  of  that  Part  74. 
The  relevant  provisions  of  the  follow - 
tog  subparts  of  Part  74  shall  also  apply 


fEDERAl  REGISTER,    VOL    42,   NO.    11  1— THURSDAY,   JUNE  9.    1977 


PROPOSED    RULES 


29523 


to  grants  to  other  grantee  organizations 
under  this  subpart: 
(45  CFR  Part  74.) 

Subpart: 

A — General. 

B — Cash  Depositories. 

C— Bonding  and  Insurance. 

D — Retention  and  Custodial  Require- 
ments for  Records. 

F — Grant-Related  Income. 

O — Matcliing  and  Cost  Sharing. 

K— Grant  Payment  Requirements. 

L — Budget  Revision  Procedures. 

M-Grant  Closeout.  Suspension,  and 
Termination. 

O — Property. 

Q — Cost  F*rinciples. 

§  67.28      .Additional  conditions. 

Tlie  Secretary  may.  with  respect  to 
any  grant  awarded  under  this  subpart. 
Impose  additional  conditions  prior  to  or 
at  the  time  of  any  award  when  to  his 
judgment  such  conditions  are  necessary 
to  assure  or  protect  advancement  of  the 
approved  project  or  the  conservation  of 
grant  funds. 

(FR  Doc.77-16131  PUed  6-8-77:8:45  am] 


COMMUNITY  SERVICES 
ADMINISTRATION 

[45  CFR  Part  1067] 

DENIAL  OF   REFUNDING 

AGENCY:  Community  Services  Admto- 
istration. 

A(7riON:  Proposed  rule. 

SUMMARY:  CSA  proposes  to  revise  its 
ciurent  rules  requiring  a  show-cause 
hearing  before  it  refuses  to  refund  cer- 
tato  grantees.  The  present  regulations 
were  issued  to  1970  before  the  adoption 
of  the  Community  Services  Act  which 
changed  GEO  to  CSA  and  its  language 
does  not  reflect  the  new  Act.  This  revi- 
sion is  mtended  to  bring  the  language 
of  this  regulation  up-to-date. 

DATES :  Comments  on  this  proposed  rule 
must  be  received  by  July  11.  1977. 

ADDRESS:  Please  send  all  comments  to: 
John  C.  Meyer,  Office  of  General  Coun- 
sel, Commimity  Services  Admtoistratlon, 
1200  19tii  Street  NW.,  Washmgton.  D.C. 
20506. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  C.  Meyer  '202)  254-5690. 

SUPPLEMENTARY  INFORMATION: 
Definitions  formerly  included  to  I  1067.- 
1-3  and  incorporated  hereto  by  reference 
are  now  included  to  this  subpart.  Owing 
to  the  operation  of  Section  601(c)  of  the 
Community  Services  Act,  the  Regional 
Directors  are  not  tocluded  to  the  defini- 
tion of  "responsible  CSA  official"  and 
cannot  designate  a  CSA  official  to  preside 
at  the  show -cause  meetmg  although  they 
themselves  may  be  designated  to  preside. 
Since  the  meetmg  will  always  be  con- 
ducted by  a  Headquarters  official  or  his 
designee.  §  1067.2-4  (e)  of  this  subpart 
so  providing  to  certato  situations  is  irrel- 
evant and  has  been  drc^ped.  Section 
1067.2^(a)  States  that  OEO  (CSA)  shaU 


'whenever  possible"  make  a  tentative 
declsic«  cm  refundtog  at  the  time  of  the 
field  prereview.  This  is  not  a  legal  re- 
quirement of  due  process  under  Section 
604 1 2)  and  is  often  not  observed.  The 
purpose  of  mandatmg  as  much  advance 
notice  to  the  grantee  as  possible  is  al- 
ready exphcitly  served  by  J  1067.2-4ic). 
Thus  the  §  1067. 2-4 'ai  provision  is  un- 
necessary for  this  purpose  and  has  been 
dropped.  Finally,  a  provision  requiring 
the  grantee  to  exercise  its  right  to  ask 
for  an  mformal  meeting  withto  30  days 
has  been  added. 

It  is  proposed  to  amend  45  CFR  1067.2 
as  follows: 

Sec. 

1067.2-1  Applicability  of  this  subpart. 

1067.2-2  Purpose. 

1067.2-3  DefirUtlons. 

1067. 2-t  Procedures. 

i067.2~5  Right   to    counsel    arid    travel    ex- 
penses. 

AuTHORn-T.  Sections  213.  602,  604  of  the 
Community  Services  Act  of  1974,  as  amended: 
81  Stat.  695.  78  Stat.  528.  81  Stat.  715;  42 
use.  2796   2942.  2944. 

§  1067.2-1       .\ppliialiilil»  of  thi!.  subpart. 

This  subpart  applies  to  all  public  and 
private  grantees  financially  assisted  un- 
der Sections  221.  222.  and  312  of  the  Com- 
munity Services  Act  of  1974.  as  amended. 
if  the  assistance  Ls  admmistered  by  the 
Community  Services  Admtoistration. 

§  1067.2-2     Purpose. 

This  subpart  establishes  rules  and  re- 
view procedures  for  the  denial  of  a  cur- 
rent grantee's  application  for  refunding 
under  Section  221,  222.  or  312  of  the  Act. 
It  does  not  apply  to  any  administrative 
action  of  CSA  based  upon  any  violation, 
or  alleged  violation,  of  Title  VI  of  the 
Civil  Rights  Act  of  1964  In  the  case  of 
such  violation  or  sdleged  violation,  tlie 
provisions  of  45  CFR  1010  '.CSA  Instruc- 
tion 6004-0 la)  shall  apply. 

§  1067.2-3      Definition^. 

As  used  to  this  subpart — 

(a)  The  term  "CSA"  means  the  Com- 
munity Services  Admtoistratlon. 

(b)  The  term  "Director"  means  the 
Director  of  the  Community  Services  Ad- 
ministration. 

(C)  The  term  "responsible  CSA  offi- 
cial" means  the  Director,  Deputy  Direc- 
tor, and  any  other  official  who  is  author- 
ized to  make  the  grant  to  question. 

§  1067.2-4      Proct'duro*. 

(a)  "nie  procedures  set  forth  to  this 
subpart  shall  apply  only  when  a  grantee's 
application  for  ref tmdtog  Is  denied  or  re- 
duced to  a  level  at  least  20  percent  be- 
low its  current  level  of  operations  (pro- 
grams to  place  I .  TTiese  procedures  apply 
only  to  grants  imder  section  221,  222,  and 
312  of  the  Act  and  apply  only  to  denial 
or  reduction  of  refunding  as  based  on 
circumstances  related  to  the  particular 
grant,  such  as  toeffective  or  improper  use 
of  Federal  funds  or  noncompliance  with 
CSA  directives  and  grant  conditions. 
Furthermore,  these  procedures  do  not  ap- 
ply to  grants  funded  imder  Section  222 
(a)  which  have  specifically  been  identi- 


fied as  one  time  only  fundtogs  by  either 
the  relevant  policy  statement  or  special 
conditions.  "Tliese  procedures  do  not 
apply  to  reductions  based  on  general 
policy,  reduced  appropriations  or  to  to- 
st^nces  where  regardless  of  a  grantee's 
current  level  of  operations  >  programs-in- 
place ' .  its  application  for  refundtog  is 
not  reduced  by  20  percent  or  more.  (The 
reduction  of  a  grantee's  funding  by  at 
least  20  percent  as  discussed  above  shall 
hereinafter  be  included  in  and  referred 
to  as  denial  of  application  for  reftmding) . 
(bi  CSA  shall  notify  the  grantee  to 
writing  of  an  intended  denial  of  an  ap- 
plication for  refunding  as  far  to  ad- 
vance of  the  end  of  the  grantee's  current 
program  year  as  possible.  This  notice 
shall  be  signed  by  the  responsible  CSA 
official  or.  in  the  case  of  Regionally  ad- 
ministered grants,  the  Regional  Director 
of  the  grantee's  Region.  The  notice  shall 
state  that  CSA  has  made  a  tentative  de- 
cision to  deny  the  grantee's  application 
for  refundtog  and  shall  state  the  reasons 
for  this  decision.  Finally,  the  notice  shall 
offer  the  grantee  an  opportunity  to  show 
cause  wliy  CSA  should  not  deny  refund- 
ing, through  the  submission  of  written 
material  to  and  or  an  informal  meetmg 
with  tlie  responsible  CSA  officii,  or  his 
designee  Any  request  for  such  an  infor- 
mal meetmg  must  be  made  within  30 
days  of  receipt  of  this  notice 

(c)  If  the  grantee  requests  an  in- 
formal meeting  as  discussed  to  para- 
graph ib>  of  this  section.  It  shall  be 
scheduled  as  soon  as  pc^sible  but  not 
less  than  14  days  after  the  date  of  the 
notice  of  denial  of  the  application  for 
refunding.  If.  without  fault  on  the  part 
of  the  grantee,  its  operating  funds  be- 
come exhausted  before  this  informal 
meeting  has  taken  place,  it  shall  be  af- 
forded sufficient  additional  funding  to 
maintain  its  existmg  level  of  program 
operations  until  the  responsible  CSA  of- 
ficial has  reached  a  decision  on  its  re- 
fundtog. 

(d)  This  informal  meetmg  shall  be 
held  to  "Washington.  D.C.  to  the  appro- 
priate Regional  Office,  or  to  the  city  or 
county  to  which  the  grantee  is  located, 
at  the  discretion  of  CSA. 

lei  If  tlie  official  who  conducts  the 
meeting  is  not  the  responsible  CSA  offi- 
cial, he  shall  forward  his  recommenda- 
tion, together  with  any  WTitten  material 
submitted  by  the  grantee,  to  the  respon- 
sible CSA  official.  After  conducttog  this 
meetmg  or  receivmg  the  recommenda- 
tion of  the  CS.'\  official  who  did  conduct 
the  meettog,  the  responsible  CSA  official 
shall  inform  the  grantee  to  writing  of  his 
decision  and  the  reasons  for  that  de- 
cision. 

§  1067.2—5      Ri^hl   to  toun.*cl  and  IraM-l 
expense*.. 

(a>  In  all  proceedmgs  under  this  sub- 
part, the  grantee  and  CSA  shall  have  the 
right  to  be  represented  by  counsel  or 
other  authorized  representatives.  If  the 
grantee  does  not  have  an  attorney  on  Its 
staff,  the  grantee's  BoEird  of  Directors 
will  be  authorized  to  transfer  sufficient 
funds  from  its  current  c^ierating  grant 
to  pay  reasonable  attorney's  fees.  How- 
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ever.  5uch  fees  shall  not  exceed  $100  per 
day  without  the  express  written  ap- 
proval of  CSA. 

(b'  If  this  meeting  Is  held  outside  the 
city  or  county  In  which  the  granteee  Is 
located,  travel  and  per  diem  expenses 
may  be  paid  from  the  grantee's  current 
operating  i?Tant  for  an  attorney  and  two 
other  representatives  of  the  grantee  to 
attend  the  meeting.  Such  travel  and  per 
diem  experuses  shall  conform  to  appli- 
cable CSA  travel  regulations  (CSA  In- 
ftrjctlons  69ia-la  and  6910-2c  found  In 
45  CFR  1069.3  and  1069.4). 

Graciela  (Grace *   Olivarez. 

Director. 

|FR  Doc  r7- 16327  PUed  &  8-77:8:45  ami 


FEDERAL   MARITIME   COMMISSION 
[  46  CFR  Part  507  ] 

(Docket  No    77-22] 

ACTIONS  TO  ADJUST  OR  MEET  CONDI- 
TIONS UNFAVORABLE  TO  SHIPPING  IN 
THE  FOREIGN  TRADE  OF  THE  UNITED 
STATES 

AGENCY:    Federal   Maritime   Commis- 
sion. 
ACTION    Proposed  rule. 

SUMMARY:  The  Federal  Maritime 
CommLvilon  proposes  to  enact  rules  and 
regulations  pursuant  to  section  19il)  (b) 
of  the  Merchant  Marine  Act  of  1920  (46 
U.S.C.  876(1  Mbn  In  order  to  adjust  or 
meet  conditions  unfavorable  to  shipping 
In  the  foreign  trade  of  the  United  States 
which  result  from  discriminatory  laws 
of  tlie  Government  In  Guatemala.  These 
rulej  propose  to  require  Guatemalan-flag 
carriers  and  their  associates  to  pay  an 
Equalization  Fee  designed  to  eliminate 
the  discriminatory  diversion  of  cargo  to 
those  carriers  caused  by  the  Guatemalan 
laws.  These  rules  aLso  propose  to  re- 
quire such  carriers  to  nie  Simimary  Re- 
ports of  Cargo  Carryings  In  the  \JS.  to 
Gxiatemiala  Trade  and  file  an  Equaliza- 
tion Fee  Payment  Guarantee  with  the 
Federal  Maritime  Commission. 

DATES    Comments  on  or  before    July  29. 

1977 

ADDRESSES.  Comments  to.  Secretary. 

Federal    Matrltlme    Commission,    Room 

11101.  1100  L  Street.  NW..  Washington. 

DC    20573. 

FOR  FURTHER  INFORMATION  CON- 

T.\CT 

Joseph  C    Polking.  Acting  Secretary-. 

Room    11101.    1100    L    Street,    N.W.. 

Washington,  D.C.  20573,  202-523-5725. 

SUPPLEMENTAL  INFORM.\TION ; 

Pursaant  to  tlie  autiionty  of  section  19 
(l)ib'.  Merchant  Marine  Act.  1920  (46 
use  876 1 .  as  implemented  in  Commis- 
sion General  Order  No.  33  (46  CFR.  Part 
606',  the  Federal  Maritime  Commission, 
hereinafter  referred  to  as  the  Commis- 
sion. Is  authorized  and  directed  to  make 
rules  and  regiilations  affecting  shipping 
in  the  foreign  trade  of  the  United  SUtes 
In  order  to  adjust  or  meet  general  or 
special  conditions  unfavorable  to  shlp- 


PR0P05ED   RULES 

ping  In  the  foreign  trade  of  the  United 
States  and  which  arise  out  of.  or  result 
from,  foreign  laws,  rules  or  regulations, 
or  from  competitive  methods  or  practices 
employed  by  owners,  operators,  agents  or 
masters  of  vessels  of  a  foreign  country. 

The  types  of  conditions  which  the 
Commission  has  found  to  be  unfavorable 
to  shipping  In  the  foreign  trade  of  the 
United  States  are  generally  set  forth  In 
46  CFR  506.3.  Among  these  are  cc«idl- 
tions  which  preclude  or  tend  to  preclude 
vessels  In  the  foreign  trade  of  the  United 
States  from  competing  In  the  trade  on 
the  same  basis  as  any  other  vessel,  and 
those  which  are  discriminatory  or  unfair 
as  between  carriers.  (46  CFR  506.3(a) 
and  idi  ) . 

Republic  of  Guatemala  Decree  No.  41- 
71  establishes  a  penalty  of  50  percent  of 
the  freight  charges  paid  on  any  goods  Im- 
ported Into  Guatemala  which  are  duty 
free  under  the  Guatemalan  Industrial 
Development  Laws  or  the  Central  Ameri- 
can Agreement  on  Tax  Incentives  for 
Industrial  Development  and  which  are 
not  carried  on  "Guatemalan  carriers." 
More  than  600  Importing  industries,  ac- 
counting for  the  vast  preponderance  of 
Guatemalan  Imports  from  the  United 
States,  qualify  for  such  duty  free  status 
for  their  Imports  under  the  Guatemalan 
Industrial  Development  Law  or  the  Cen- 
tral American  Agreement  on  Tax  Incen- 
tives for  Industrial  Development. 

Decree  No.  41-71  defines  the  term 
"Guatemalan  carriers"  as  those  carriers 
owned  by  the  State  ( Guatemala  >,  or  in 
which  the  State  has  a  majority  Interest, 
or  those  private  enterprises  of  which  the 
capital  Is  at  least  75  percent  Guatemalan 
and  their  vessels  are  of  Guatemalan  re- 
gistry and  have  a  capacity  of  no  less  than 
2,000  tons.  Guatemalan  carriers  my  con- 
tract for  the  services  of  foreign  carriers 
(known  as  "associated  carrier"),  In 
which  case,  duty  free  goods  may  be  trans- 
ported by  the  associated  carriers  to  Gua- 
temala without  being  subject  to  the 
aforementioned  50  percent  penalty. 

Despite  repeated  representations  to 
the  Guatemalan  authorities  by  the 
United  States  Goverioment  and  carriers 
serving  the  U.S.  to  Guatemala  trade,  urg- 
ing rescission  of  Decree  No.  41-71  Insofar 
as  it  is  appUcable  to  good  transported  In 
those  trades,  to  date,  this  Decree  remains 
applicable  to  the  foreign  trades  of  the 
United  SUtes.  As  a  practical  matter,  the 
preponderance  of  goods  transported  from 
the  United  States  to  Guatemala  may  not 
be  transported  on  U.S.  carriers  or  third 
flag  carriers  which  have  not  entered  Into 
certain  agreements  with  Guatemalan 
carriers,  without  incurriiig  the  50  percent 
penalty  provide  for  under  Decree  No.  41- 
71.  This  penalty  has  unfairly  discrimi- 
nated against  U.S.  carriers  and  third  flag 
carriers  presently  engaged  In  the  U.S.  to 
Guatemala  trade,  as  well  as  discouraged 
potential  new  entrants  in  these  trades.  In 
view  of  the  limited  cargo  capabilities  of 
Guatemalan  carriers.  Decree  No.  41-71 
may  aLso  have  caused  delays  In  the  ocean 
transporUtion  of  goods  In  these  trades. 
By  way  of  backgroui:id,  on  July  1.  1975, 
Delta  (Delta  Stearashlp  Lines.  Inc.)  filed 


a  petition  with  the  Commission  seeking 
relief  under  Section  19,  Merchant  Ma- 
rine Act,  1920,  from  the  effects  of  Decree 
No.  41-71. 

On  July  25,  1975,  the  Commission 
served  fact  finding  Orders  under  Section 
21  of  the  Shipping  Act.  1916  (46  U.S.C 
820.> ,  on  all  carriers  serving  in  the  trade 
between  the  U.S.  Atlantic  and  Gulf 
Coasts  and  Gautemala.  Based  upon  the 
Information  obtained  from  these  car- 
riers, the  Commission  found  that  Guate- 
malan Decree  No.  41-71  created  condi- 
tions unfavorable  to  the  foreign  trade 
of  the  United  States. 

By  letter  dated  Deceniber  4,  1975.  the 
Chairman  of  the  Commission  notiflecl 
the  Secretary  of  State  of  the  Commis- 
sion's findings  In  this  matter.  The  Chair- 
man's letter  asked  the  Depai-tment  o: 
State  to  seek  a  diplomatic  resolution  cI 
the  problem,  and  advised  that,  absent 
such  resolution  by  February  14,  1976.  the 
Commission  would  have  no  recourse  but 
to  pnMnulgate  a  final  regulation  tliat 
woiild  Impose  countervcilling  fees  o:; 
Guatemalan  carriers  and  associated  car- 
riers transporting  goods  from  the  United 
States  which  are  to  be  imported  duty- 
free into  Guatemala. 

On  February  4,  sm  earthquake  de- 
vasted  Guatemala  and  the  CcMnmission 
agreed,  at  the  request  of  the  Department 
of  State,  to  postpone  the  Implementation 
of  this  regulation. 

In  light  of  the  lack  of  progress  in  tlic 
diplomatic  negotiations  with  the  <jov- 
emment  of  Guatemala,  on  August  16. 
1976,  the  Chairman  of  the  Commission 
notified  the  Secretary  of  State  Uiat  the 
Commission  had  decided  to  Issue  forUi- 
wlth  a  proposed  rule  pursuant  to  tlic 
authority  of  Section  19(1)  <b)  of  the 
Merchant  Marine  Act,  1920. 

Issuance  of  this  rule  was  postix)nec: 
on  the  basis  of  assurances  by  representa- 
tives of  the  Guatemalan  flag  lines  oi 
a  satisfactory  resolution  of  the  problem. 
This  contemplated  resolution  having 
failed  to  materialize  and  negotiations 
having  reached  an  impasse,  the  proposed 
rule  Is  now  issued. 

This  rule  proposes  the  imposition  of 
an  Equalization  Fee  on  all  Guatemalnn 
vessels  and  the  vessels  of  their  associated 
carriers  transporting  goods  from  the 
United  States  to  Guatemala  which  may 
be  Imported  into  Guatemala  duty  free 
under  the  Guatemalan  Industrial  Devel- 
opment Laws  or  the  Central  American 
Agreement  on  Tax  Incentives  for  Indus- 
trial Development.  This  Equalization 
Fee,  amounting  to  50  percent  of  the 
freight  charges,  Is  calculated  to  offset 
the  penalty  imposed  under  Decree  No. 
41-71  for  the  transportation  of  surh 
goods  on  carriers  other  than  Guate- 
malan carriers  or  associated  carriers. 
Thus,  the  EquahzatlCKi  Pee  Is  designed 
to  eliminate  the  discriminatory  diversion 
of  cargo  to  certain  carriers  in  the  U.S. 
to  Guatemala  trade  resulting  from  De- 
cree No.  41-71,  and  to  place  all  carriers 
In  those  trades  on  an  equsJ  competitive 
footing.  Under  the  prop(Ked  rule,  Guate- 
malan carriers  and  associated  carriers 
which  are  authorized  imder  Decree  No. 
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41-71  to  transport  duty  free  goods  from 
the  United  States  to  Guatemala  will  be 
designated  as  "favored  carriers." 

A  "favored  earner  "  mu-t  file  an  Equal- 
ization Fee  Guarantee  with  the  Commis- 
sion to  ensure  that  all  Equalization  Fees 
will  be  paid.  The  Equalization  Fee  Guar- 
antee will  be  in  an  amount  equal  to  one- 
sixth  of  the  total  freight  charges  earned 
by  the  favored  carrier  on  cargo  which 
it  loaded  in  the  United  States  for  un- 
loading in  Guatemala  during  the  pre- 
ceding twelve  months,  or  equal  to 
$75,000,  whichever  Is  greater.  It  is  be- 
lieved that  this  amount  would  be  ade- 
quate to  cover  the  total  Equalization 
Fees  which  any  favored  carrier  might 
accrue  and  not  pav  in  a  timely  fa.'^hion. 

The  proposed  rule  would  establish  a 
procedure  for  the  favored  carrier  to 
report  data  pertaining  to  each  voyage 
from  the  United  SUtes  to  Guatemala  by 
each  vessel  of  the  favored  carrier,  in- 
cluding the  freight  charges  on  which 
Equalization  Fees  must  be  paid.  Such 
reports  would  have  to  be  filed  with  the 
Commission  within  four  calendar  days 
following  departure  of  each  vessel  from 
the  United  SUtes  and  be  accompanied 
by  the  Equalization  Pee  arising  from 
that  particular  voyage.  Failure  to  comply 
with  the  requirements  of  this  rule  could 
result  In  the  detention  of  a  vessel  of  any 
"favoi-ed  carrier"  which  has  loaded  in 
the  United  SUtes  any  cargo  ultimately 
destined  to  be  imported  into  Guatemala 

Interested  persons  may  participate  in 
this  rulemaking  by  submitting  written 
daU,  views  or  arguments  to  the  Secre- 
Urv,  Federal  Maritime  Commission, 
Room  11101.  1100  L  Street  NW.,  Wash- 
ington, DC.  20573,  on  or  before  July  29, 
1977. 

Therefore,  pursuant  to  Section  19(1) 
(b>  of  the  Merchant  Marine  Act,  1920 
(46  U.S.C.  876(1)  (b))  and  sections  21 
and  43  of  the  Shipping  Act.  1916  (46 
use.  820,  841a),  the  CommissiMi  pro- 
poses to  enact  Part  507.  Title  46  CFR. 
as  follows : 

PART  507 — ACTIONS  TO  ADJUST  OR 
MEET  CONDITIONS  UNFAVORABLE  TO 
SHIPPING  IN  THE  FOREIGN  TRADE  OF 
THE  UNITED  STATES 

Sec. 

50"  1  Conditions  unfavorable  to  shipping  In 
forelpn  trade  with  Guatemala 

507  2  Favored  carriers  without  surety  pre- 
cluded   from    t7.S.    trade. 

507  3     Equalization  fee  guarantee. 

507  4     Summary  reports  of  cargo  carryings 

507.5     Equalization    fees. 

507  6     Dellnouent  reports  or  fees 

507  7    Additional   remedies 

AuTHORrrv:  General  Order  No.  33  (46  CFR 
506):  sec.  19(1)  (b).  Merchant  Marine  Act, 
1<)20  (46  use.  876(1)  (b)  ):  sec  4.  Adminis- 
trative Procedure  Act  (5  USC  653):  sees. 
21  and  43,  Shippine;  Act.  1916  (46  U.S.C. 
820.  841a).  and  Reorganization  Plan  No.  7  of 
1961  (75  Stat.  840). 

§  507.1  Condition*  unfn>or;iblo  to  ship- 
pins:  ill  foreifin  trade  >»itli  (ju.Tlr- 
niiila. 

The  Federal  Maritime  Commission  has 
determined  that  the  Government  of 
Guatemala  has  created  conditions  un- 


favorable to  shipping  in  the  foreign  trade 
of  the  United  States  by  precluding  ves- 
sels of  United  States  and  third  flag  regis- 
try from  competing  in  the  ocean  trade 
between  the  United  States  and  Guatema- 
la on  the  same  basis  as  Guatemalan 
carriers  or  non  Guatemalan  carriers 
which  are  as.'^ociated  with  the  former, 
and  by  discriminating  thereby  against 
vessels  of  United  States  and  third  flag 
registry  in  favor  of  Guatemalan  carriers 
and  their  associated  carriers.  For  the 
purposes  of  this  part,  the  term  "favored 
carriers"  will  be  used  to  indicate  the 
following  Guatemalan  carriers  or  their 
associated  carriers  receiving  preferential 
treatment  as  a  result  of  Republic  of 
Guatemala  Decree  No.  41-71:  (a>  Arma- 
gua  Line;  <b)  Flota  Mercante  Centro- 
americana,  S.A.  iFlomerca)  :  ic^  Flo- 
merca  Trailer  Service;  (d)  Lineas  Mari- 
timas  de  Guatemala,  S.^.;  and  (e> 
Coordinated  Carribean  Transport,  Inc. 
'CCT> .  The  Commission  will  modify  this 
list  of  "favored  carriers"  by  notice  in 
tlie  Federal  Register,  as  circumstances 
warrant. 

§  507.2      Favorr.l  carriers  without  surelj 
precludi-d  from  U.S.  trade. 

No  vessel  owned,  operated,  or  con- 
trolled by  or  carrying  cargo  for  the  ac- 
count of.  a  favored  carrier,  shall  load  any 
cargo  ultimately  destined  for  Guatemala 
from  any  port  or  point  in  the  United 
States  or  exit  a  United  States  harbor 
while  carrying  such  cargo  unless  such 
carrier  has  an  Equalization  Pee  Guaran- 
tee on  file  with  the  Federal  Maritime 
Commission  Any  ves."*l  which  violates 
this  section  may  be  precluded  from  en- 
tering any  port  of  the  United  States  by 
an  Order  of  the  Commission. 

§  507.3      Equalization  fee  {ruarantee, 

A  favored  carrier  must  file  an  Equal- 
ization   Fee   Guarantee   by   filing   FMC 

Form   with  the  Secretary-,  Federal 

Maritime  Commission.  Room  11101.  1100 
L  Street  NW.,  Washmgton,  DC,  U.S.A. 

(a>   FMC  Form shall  Include: 

(It  The  name  and  flag  of  registrj-  of 
each  vessel  owned,  operated,  controlled, 
or  carrying  cargo  for  the  account  of  the 
"favored  carrier"  operating  in  the  trade 
from  the  United  Slates  to  Guatemala  at 
any  time  during  the  twelve  months  im- 
mediately preceding  the  month  of  the 
application  and  the  name  and  flag  of 
each  vessel  expected  to  operate  in  such 
trade  In  the  twelve  months  immediately 
following  the  month  of  application; 

(2)  The  total  for  each  month  of 
freight  charges  earned  by  each  vessel  on 
cargo  loaded  in  the  United  States  and 
unloaded  in  Guatemala  during  the  twelve 
months  immediatelv'  preceding  the 
month  of  the  application. 

(bi  FMC  Form must  be  accom- 
panied  by   a  surety   bond    (FMC  Form 

).  or  certified  check  payable  to  the 

Secretary  of  the  Federal  Maritime  Com- 
mission, in  a  US.  dollar  amount  equal 
to  one  sixth  the  freight  charges  earned 
by  all  the  vessels  identified  m  the  appli- 
cation, on  cargo  loaded  in  the  United 
States  for  unloading  m  Guatemala  dur- 


ing the  twelve  months  Immediately  pre- 
ceding the  month  of  the  application,  or 
in  a  U  S.  dollar  amount  of  $75,000. 
whichever  Is  greater. 

ic>  For  pui-poses  of  this  regulation, 
freight  charges  are  earned  as  of  the  date 
on  which  the  vessel  departs  its  last  US. 
port  of  call 

(dt   Surety  bonds   iFXfC  Form ) 

must  be  issued  by,  and  be  within  the  ac- 
ceptable financial  limits  of.  a  bonding 
company  doing  business  In  the  United 
Stales  and  listed  as  a  Security  Company 
Acceptable  on  Federal  Bonds  by  the  cur- 
rent Department  of  the  Treasury  Circu- 
lar 570.  Certified  checks  must  be  issued 
by  a  bank  or  trust  company  incorporated 
under  the  laws  of  the  United  States,  the 
District  of  Columbia,  or  any  State  of  the 
United  States 

'ei  In  the  event  that  any  Equalization 
Pee  Guarantee  is  used  to  satisfy  any  de- 
Imouent  Equalization  Fees  under  5  5  507  5 
and  507  6  below,  .such  carrier  will  not  be 
allowed  to  pick  up  caruo  in  U.S  ports. 
or  exit  any  U.S  port  while  carrying  U.S. 
carso  bound  for  Guatemala  until  a  new 
Equalization  Pee  Guarantee  is  filed  The 
filing  of  a  new  Equalization  Fee  Guaran- 
tee will  not  be  accepted  until  all  out- 
standing Summary  Reports  of  Cargo 
Carrymffs  required  under  5  507  4  of  this 
Part,  have  been  filed,  and  all  Equaliza- 
tion Pees  required  under  »  507.5.  of  this 
Part  have  been  paid  in  full. 

§  507.4      .^uniniarv       rrport*      of      rarfco 
rarr>  inp». 

( a  I  Within  four  calendar  days  after  de- 
parture from  the  last  United  States  port 
of  call  of  anv  ves.<;el  carrying  canro  ulti- 
mately destined  for  Guatemala  which  is 
owned,  operated  or  controlled  by.  or 
carrying  cargo  for  the  a(xount  of.  a 
favored  carrier,  such  favored  carrier 
shall  file  with  the  Federal  Maritime 
Commission  Office  of  the  Secretary, 
Washineton,  DC  20'S73.  a  Summary 
Report  of  Cargo  Carryings  in  the  Guate- 
mala Trade  'PMC  Form showing: 

(1.)  The  date  of  the  Reuort: 

(21  The  date  the  vessel  departed  its 
last  US.  port  of  call; 

i3>   Name  of  the  carrier; 

(4)  Name  and  flag  registry  of  the 
vessel ; 

(5)  The  total  cargo  loaded  in  the 
United  States  by  such  ves.sel: 

(6 1  The  freight  charges  assessed 
thereon ; 

( 7  <  Tlie  ports  of  loading  in  the  United 
States: 

(81  Ports  of  discharge  by  name  and 
country: 

(9i  That  portion  of  such  total  cargo 
which  IS  to  be  imported  Into  Guatemala 
dutv  free  'either  directly  or  through 
transshipment)  pursuant  to  the  Guate- 
malan Industrial  Development  Law  or 
the  Central  American  Agreement  on  Tax 
Incentives  for  Industrial  Development, 
and  tlie  apphcable  freight  charges  there- 
on: and 

<  10 '  For  each  shipment  bound  for 
Guatemala  'either  directly  or  through 
transshipment) , 
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(i)  The  name  of  the  shipper; 

(ii)  The  name  and  address  of  the  con- 
signee; 

(iii>  The  tariff  description  of  the 
cargo: 

1  iv  I  T]\e  revenue  torus ; 

(v^  The  freieht  charges,  enumerating; 

(Ai  The  tariff  rate. 

(Bi  Surcharges  and  arbitraries. 

'Ct  Other  charges  properly  assessed 
against  the  cargo. 

(Di   The  total  of  all  such  charges; 

<vi»  Whether  such  cargo  is  exempt 
from  Guatemalan  import  duties  pursu- 
ant to  the  Guatemalan  Industrial  Devel- 
opment Law  or  the  Central  American 
Agreement  on  Tax  Incentives  for  Indus- 
trial Development. 

I  b  I  For  the  purpases  of  these  rules  the 
term  "shipment"  .shall  mean  the  carriage 
of  a  single  commodity  tendered  bv  one 
shipper  to  be  delivered  to  one  consignee; 
the  term  "revenue  tons"  shall  mean  the 
total  of  <  1 )  cargo  rated  by  weight  tons, 
and  (2^  cargo  rated  by  measurement 
tons:  the  term  "total  freieht"  shall  mean 
the  total  revenue  derived  from  the  car- 
riage of  cargo,  including  <  1  >  the  tariff 
rate,  i2>  surcharges  and  arbitrarie.s.  and 
(3'  all  other  transportation  charges 
properly  assessed  against  the  cargo. 

§  507.5      Equalization  fees. 

Each  "favored  carrier"  required  to 
file  a  report  pursuant  to  the  provisions  of 
5  507  5.  above  shall  at  the  time  of  such 
filing,  pay  to  the  Office  of  the  Secretan,-, 
Federal  Maritime  Commission.  Room 
11101,  1100  L  Street  NW.,  Wa-^hington, 
DC  20573,  in  cash  or  bv  certified  check 
for  the  account  of  the  Treasurer  of  the 
United  States,  an  Equalization  Fee  in 
US.  dollars  equal  to  50  oercent  of  the 
ocean  freight  rate  on  all  poods,  mer- 
chandise, or  cargo  included  and  de- 
scribed in  such  report,  as  exempt  from 
Guatemalan  import  duties  pursuant  to 
the  Guatemalan  Industrial  Development 
Laws  or  the  Central  American  Aeree- 
ment  on  Tax  Incentives  for  Industrial 
Development  Certified  checks  must  be 
issued  by  a  bank  or  trust  companv  in- 
corporated under  the  laws  of  the  United 
States,  the  District  of  Columbia,  or  any 
State  of  the  United  States, 

§  507.6       Dclinqiirnt  roporl*  or  fees. 

If  any  favored  carrier  is  delinquent  for 
fifteen  calendar  days  in  filing  anv  Sum- 
marv  Report  of  Cargo  Carrvings  in  the 
Guatemala  Trade  under  5  507.4,  above, 
or  paving  any  Equalization  Fee  under 
§507  5,  above,  the  Commission  may  enter 
an  Order  declaring  that  no  vessel  owned, 
operated  or  controlled  by,  or  carrving 
cargo  for  the  account  of  such  favored 
carrier  mav  enter  any  port  of  the  United 
States,  or  load  cargo  m  the  United  States 
which  is  to  be  imported  into  Guatemala, 
or  exit  any  US  port  while  carrying  such 
cargo  until  such  time  as  all  the  required 
reports  have  been  filed,  and  all  of  the 
Equalization  Fees  due  thereon  have  been 
filed,  and  all  of  the  Equalization  Fees 
due  thereon  have  been  paid.  If  any 
Summary  Report  of  Cargo  Carryings  in 
the  Guatemala  Trade  or  any  Equaliza- 
tion Fee  is  delinquent  for  more  than  30 


calendar  days,  the  Equalization  Fee 
Guarantee  (surety  bond  or  certified 
check*  posted  by  the  carrier  may  be  used 
to  satisfy  the  amounts  due  the  United 
States  for  nonpayment  of  the  equaliza- 
tion fees, 

§  507.7      Additional  remedies. 

Whoever  fails  to  comply  with  the  pro- 
visions of  this  section  shall  be  subject  to 
all  applicable  remedies  and  penalties 
provided  by  law,  in  addition  to  those  pro- 
vided herein. 

By  the  Commission. 

Joseph  C.  Polking. 
Acting  Secretary. 

(FR  Doc,77-16281  Filed  6-8-77:8:45  ami 

INTERSTATE   COMMERCE 
COMMISSION 

[  49  CFR  Part  1124] 

lEx  Parte  No  277  (Sub-No,  1)  ] 

ADEQUACY  OF  INTERCITY  RAIL 
PASSENGER   SERVICE 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION :  Reopening  of  rulemaking  pro- 
ceeding for  consideration  of  proposed 
amendment. 

SL^IMARY;  The  Interstate  Commerce 
Commission  granted  the  petition  of  the 
Kentucky  Easter  Seal  Society  for  Crip- 
pled Children  and  Adults,  Inc..  to  re- 
open the  rulemaking  proceeding  In  Ex 
Parte  No.  277  i  Sub-No.  D.  Adequacy  of 
Intercity  Rail  Passenger  Service,  for 
consideration  of  the  compliance  of  the 
regulations  at  49  CFR  1124.14(b)  and 
1124  15(b)  with  section  504  of  the  Re- 
habilitation Act  of  1973,  29  U.SC.  section 
794,  and  for  consideration  of  the  amend- 
ments to  the  above-cited  regulations  pro- 
posed by  petitioner.  Any  Interested  per- 
son may  submit  comments. 

DATES:  Notice  of  intent  to  participate 
must  be  filed  with  the  Commission  on  or 
before  June  17.  1977.  Initial  statements 
must  be  filed  on  or  before  July  10,  1977. 
Reply  statements  must  be  filed  on  or  be- 
fore July  30.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Philip  Israel,  Deputy  Director.  Section 
of  Finance.  Interstate  Commerce  Com- 
mission. Washington.  D.C.  20423  (202- 
275-7245*. 
SLT-PLEMENTARY       INFORMATION: 
The  regulations  to  be  considered  in  this 
proceeding  deal  generally  with  the  duty 
of  rail  carriers  to  provide  equipment,  fa- 
cilities, and  services  which  shall  facili- 
tate railroad  travel  by  elderly  and  handi- 
capped persons. 

Section  504  of  the  Rehabilitation  Act 
of  1973,  29  use.  section  794.  requires 
carriers  to  provide  "necessary  assist- 
ance" to  handicapped  individuals  who 
require  it.  "Necessary  assistance"  Is  de- 
fined as  "that  which  is  commensurate  to 
the  needs  of  the  handicapped  individual 
and  which  will  require  the  minimum  ad- 


vance notice,  procedural  requirements, 
delay,  and  cost  by  or  for  the  handicapped 
individual." 

Petitioner  alleges  that  the  regulatloris 
do  not  comply  with  the  mandate  of  the 
Rehabilitation  Act.  Petitioner  proposes 
the  following  revision  to  49  CFR  1124.15 
(b): 

§  1124.15      Services     required      to      meet 
public  demand. 

•  •  *  *  • 

(b)  (1)  Definition.  For  the  purpose  of 
these  regulations  the  definition  of  handi- 
capped Individual  shall  be  the  same  as 
the  definition  in  Section  7>6)  of  the  Re- 
habilitation Act,  29  use.  706' 6>  which 
states  that  the  term  handicapped  indi- 
vidual includes  any  c>erson  who  'ii  has 
a  physical  or  mental  impairment  which 
substantially  limits  one  or  more  of  such 
person's  major  life  activities,  ui)  has  a 
record  of  such  an  impairment,  or  liii' 
is  regarded  as  having  such  an  impair- 
ment. 

(2)  Transportation.  <i)  No  carrier 
shall  deny  transportation  to  any  person 
on  the  basis  of  a  handicap,  physical  dis- 
ability, or  blindness  because  that  person 
cannot  board  a  train  without  assistance 
or  use  on-train  facilities  without  assist- 
ance. 

(ID  Handicapped  persons  that  are  ac- 
'ceptable  for  transportation  without  an 
attendant  include,  but  are  not  limited  to. 
persons  confined  either  temporarily  or 
permanently  to  wheelchair  usage,  para- 
plegics (persons  with  paralysis  of  the 
lower  half  of  the  body* .  arthritics,  blind 
persons,  elderly  individuals,  persons  with 
arms  or  legs  in  casts  or  splints,  persons 
affected  by  stroke,  and  amputees  provided 
they  meet  the  following  criteria : 

(A)   Can  occupy  a  seat. 

(B)  Can  feed  themselves  and  take  care 
of  most  of  their  personal  needs. 

(C)  Have  a  physician's  written  ap- 
proval for  independent  travel  dated 
within  one  year  of  ticket  purchase. 

(lli>  Handicapped  persons  that  are  ac- 
ceptable for  transportation  with  an  at- 
tendant include  but  are  not  limited  to: 

(A)  Non -ambulatory  persons  who 
cannot  meet  all  three  criterial  above. 

(B)  Handicapped  person  who: 

(i)   Are  confined  to  bed  or  stretcher 

(2)  Need  special  life  support  equip- 
ment such  as  a  respirator  or  oxygen  tank. 

(3 )  Have  to  be  put  on  train  by  removal 
of  car  window. 

dv)  The  handicapped  traveler  who  fits 
the  requirements  of  paragraph  (b)(2> 
<iii)(B)  of  this  section,  shall  make  the 
needed  special  arrangements  with  the 
carrier's  agent  or  representative  at  least 
96  hours  In  advance  of  planned  depar- 
ture, 

(3)  Assistance,  d)  All  carriers  at  all 
stations  and  terminals  except  flag  stops 
shall,  upon  advance  notice  of  30  minutes 
or  more,  provide  assistance  to  the  non- 
ambulatory handicapped  who  meet  the 
following  criteria: 

(A)  Can  occupy  a  seat. 

(B)  Can  feed  themselves  and  take 
care  of  most  of  their  personal  needs. 
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(C)  Have  a  physician's  written  ap- 
proval for  independent  travel  dated 
within  one  year  of  the  date  of  ticket  pur- 
chase. 

(ii>  All  carriers  at  all  stations  and  ter- 
minals except  flag  stops  shall  upon  ad- 
vance notice  of  30  minutes  or  more  pro- 
vide assistance  to  handicapped  persons 
traveling  with  an  attendant  or  com- 
panion who  meet  the  following  criteria 
(A»  Can  occupy  a  seat, 
(B)  Have  a  physician's  written  ap- 
proval for  travel  with  an  attendant  or 
companion  dated  within  one  year  of  date 
of  ticket  purchase. 

(iii>  Such  assistance  .shall  include,  but 
is  not  limited  to.  advance  boarding  and 
carrying  on  passengers  occupying  wheel- 
chairs from  station  platform  onto  the 
train  and  to  a  seat.  The  carriers  shall 
provide  the  same  assistance  to  the  handi- 
capped as  they  leave  the  train  and  re- 
boardmg  another  tram  m  the  process  of 
changing  trains  in  accordance  with  their 
ticket  or  desire. 

<lv)  Carriers  shall  provide  assistance 
upon  request  to  the  handicapped  in  tlie 
use  of  station  and  terminal  facilities  and 
In  the  handling  of  baggage. 

(V I  All  carriers  at  all  stations  and  ter- 
minals shall  designate  a  lcx;al  represent- 
ative or  agent  to  be  responsible  and  ac- 
countable for  providing  the  assistance  re- 
quired or  requested  by  a  handicapped 
person  or  passenger  holding  a  valid 
ticket. 

(vi)  There  shall  be  prominently  dis- 
played in  all  sutlons  and  terminals  a 
notice  stating  title  and  location  of  the 
local  carriers  representative  or  agent 
who  is  responsible  for  providing  assist- 
ance to  the  handicapped  traveler. 

(41  Assistance  to  handicapped,  dis- 
abled, blind,  and  elderly  in  the  use  of 
on-train  facilities. —  d)  Coach  service. 
All  carriers  on  all  Intercity  trains  shall 
upon  request  provide  assistance  to  handi- 
capped passengers  in  the  use  of  rest  and 
washroom  facilities  and  helpmg  handi- 
capped passengers  get  from  seat  to 
on-board  wheelchair  on  the  coach. 

Ill)  Sleeping  car  service.  All  carriers 
on  all  trains  where  sleepmg  car  service 
Is  provided  shall  upon  request  provide 
the  handicapped,  disabled,  blind,  or 
elderly  assistance  in  the  use  of  the 
facilities  provided  in  various  accommo- 
dations such  as  roomette,  bedroom,  and 
compartment. 

iiii>  Dining  and  lounge  car  service.  All 
carriers  where  dining  cars,  food  service 
cars,  lounge  cars  are  provided  shall  upon 
request  provide  meal,  beverage,  and 
snack  service  to  the  handicapped  in  their 
coach  or  sleeping  car  accommodations. 

(iv  Assistance  with  wheelchair,  walli- 
ers,  crutches,  and  canes.  All  carriers  shall 
provide  coach  or  sleeping  car  space  to 
store  such  orthopedic  aids  a.-^  wheel- 
chairs, walkers,  crutches,  and  canes. 
These  orthopedic  aids  shall  be  stored  on 
the  same  coach  or  sleeping  car  on  which 
the  handicapped  user  rides  or  has  a 
reservation. 

( v  >  Notice  of  assistance  provided  in  the 
U5e  of  on-board  facilities.  All  carriers  on 
all  trains  shall  designate  an  on-board 


representative  or  agent  to  be  responsible 
and  accountable  for  providing  the  assist- 
ance required  or  requested  by  handi- 
capped passengers  on  the  train.  All 
carriers  on  all  coaches,  sleeping  cars, 
dining  cars,  food  service  cars,  and  lounge 
cars  shall  permanently  display  a  notice 
stating  where  and  from  whom  assistance 
in  the  use  of  facilities  of  the  various  cars 
may  be  obtained.  This  assistance  includes 
but  is  not  limited  to  helping  the  handi- 
capped with  on-board  wheelchairs  while 
they  are  moving  ficm  one  car  to  the 
other,  as  well  as  rendering  assistance  in 
the  use  of  various  on-board  facilities. 

The  Commission  will  prepare  and 
make  available  to  all  persons  submitting 
notices  of  Intent  to  participate  a  service 
list  which  will  contain  the  names  and 
addres.ses  of  all  i->€rsons  participating  in 
this  proceeding  Sucii  participants  shall, 
whenever  po.ssible.  fi.le  an  original  and  15 
copies  of  each  statement  filed  with  the 
Commis.Mon  and  serve  on  each  person  on 
the  service  list  In  accordance  with  the 
.schedule  for  submissions  of  comments 
and  reply  statements  to  be  set  by  an 
order  to  be  served  concurrently  with 
issuance  of  the  service  list  of  participants 
in  the  proceeding. 

All  written  submissions  will  be  avail- 
able for  public  inspection  during  regular 
bu-siness  hours  at  the  Offices  of  the  Inter- 
state Commerce  Commission,  12th  Street 
and  Constitution  Avenue,  Washington. 
DC.  20423. 

Bv  the  Commission. 


Robert  L.  Oswald, 
Secretary. 

\m  Doc  77-16372  pnied  6  8-77:8-45  ami 

DEPARTMENT  OF  THE   INTERIOR 

Fish   and  Wildlife   Service 

[  50  CFR  Part  17 ] 

ENDANGERED  AND  THREATENED 
WILDLIFE  AND  PLANTS 

Proposed  Reclassification  of  the  Gray  Wolf 
in  ttie  United  States  and  Mexico,  With 
Proposed  Critical  Habitat  in  Michigan 
and  "Minnesota 

.■\GENCY:  U.S.  Fish  and  Wildlife  Serv- 
ice, Interior 
ACTION:  Proposed  rulemaking. 

SUMMARY:  The  Director.  US.  Fish  and 
Wildlife  Service  (hereinafter,  the  Direc- 
tor and  the  Service,  respectively  • .  hereby 
issues  a  proposed  rulemaking,  pursuant 
to  the  Endangered  Specie.';  Act  of  1973 
(16  U.S.C.  1531-1543.  87  Stat.  884;  here- 
inafter the  Act  < .  which  would  ( 1 '  delete 
the  following  subspecific  names  from  the 
List  of  Endangered  and  Threatened 
Wildlife:  Mexican  wolf  fCanis  lupus 
baileyi ' .  northern  Rocky  Mountain  wolf 
iC  I.  irremotus< .  eastern  timber  wolf 
(C.  I  lycaon) .  and  Texas  gray  wolf  (C,  I. 
monstrabilis )  ;  (2)  list  the  entire  species 
gray  wolf  (Canis  lupv^'  as  E:ndangered 
in  Mexico  and  throughout  the  48  con- 
termmous  States  of  the  United  States, 
except  Minnesota;  (3)  list  the  species 
Canis  lupus  as  Threatened  in  Minnesota; 


(4>  establish  special  regulations  for  the 
consei-vation  of  the  gray  wolf  in  Minne- 
sota; and  <5)  designate  Critical  Habitat 
for  the  gray  wolf  in  Michigan  dsle 
Royale  National  Park  onlji  and  Minne- 
sota, pursuant  to  Section  7  of  the  Act. 
With  respect  to  the  wolf  in  Minnesota, 
these  measures  are  deemed  necessary 
and  advisable  to  provide  for  the  future 
well-being  of  the  species.  Although  an  in- 
crea.sed  legal  take  of  wolves  committing 
depredations  on  domestic  animals  would 
be  authorized,  this  take  could  be  Intended 
to  ameliorate  present  confiict  between 
the  wolf  and  hum.an  interests.  Such  con- 
flict would  hinder  conservation  efforts 
and  thus  work  against  the  long-term 
welfare  of  the  wolf.  A  legal  take  is  con- 
sidered the  only  practical  means  by  which 
depredations  can  be  handled  and  the 
current  problems  relieved. 

DATES:  Relevant  comments  on  tins  pro- 
posal, received  no  later  than  August  8. 
1977,  will  be  considered  by  tiie  Director. 

.ADDRESS:  Comments,  preferably  in 
triplicate,  should  be  sent  to  the  Director 
(FWS  OES'.  Fish  and  Wildlife  Service. 
US  Department  of  the  Interior,  Wash- 
ington, DC  20240 

Comments  received  will  be  available 
for  public  inspection  during  norm.al  busi- 
ness hours  at  the  Service's  Office  of  En- 
dangered Species,  Suite  1100,  1612  K 
Street.  NW  ,  Washington,  D.C.  20240, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Keith  M,  Schreiner,  Associate  Di- 
rector for  Federal  Assistance.  Fish  and 
Wildlife  Service.  U  S  Department  of 
the  Interior.  Washington.  DC.  20240 
(202   343-46461. 

SUPPLEMENTARY  INFORMATION : 

Background 

The  gray  wolf  formerli'  occurred  in 
most  of  the  conterminous  United  States 
and  Mexico  Because  of  widespread  habi- 
tat destruction  and  human  persecution, 
the  species  now  occupies  only  a  small 
part  of  its  original  range  in  these  re- 
gions. Four  subspecies  of  the  gray  wolf 
now  are  listed  as  Endangered  pursuant  to 
the  Act:  the  Mexican  wold  ^Canis  lupus 
baileyi  > ,  of  Mexico  and  the  southwest- 
ern United  States;  the  northern  Rocky 
Mountain  wolf  (C.  I.  irremotusK  possibly 
still  found  in  parts  of  Wyoming,  Mon- 
tana, and  Idaho;  the  eastern  limber  wolf 
<C,  I.  lycaon  >.  now  restricted  to  the 
northern  Great  Lakes  region;  and  the 
Texas  gray  wolf  (C.  I  monstrabilis  > . 
formerly  of  Texas  and  Mexico  and  now 
probably  exUnct  This  listing  arrange- 
ment has  not  been  satisfactory  because 
the  taxonomy  of  wolves  is  out  of  date. 
wolves  may  wander  outside  of  recognized 
subspecific  boundaries,  and  some  wolves 
from  unlisted  subspecies  may  occur  in 
certain  parts  of  the  lower  48  States,  In 
any  case  the  Service  wishes  to  recognize 
that  the  entire  species  Cann,  luput  Is  En- 
dangered or  Threatened  to  the  south  of 
Canada,  and  considers  that  this  matter 
can  be  handled  most  conveniently  by 
listing  only  the  species  name. 
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This  proposal,  if  finalized,  also  -Aould 
clarify  the  status  of  wolves  within  the 
designated  range  of  C.  I.  irremotus  and 
C  I.  lycaon  in  Canada.  These  two  sub- 
species were  originally  listed  as  Endan- 
gered at  a  time  when  there  were  two 
separate  lists  of  Endangered  species,  one 
for  foreign  wildlife  and  one  for  native 
wildlife  Both  subspecies  were  added  only 
to  the  latter  list,  a  published  in  the  Fe'i- 
ER.fL  Register  of  January  4.  1974  i39 
FR  1171-1176).  and  thus  for  legal  pur- 
poses were  considered  to  be  Endangered 
only  within  the  United  States  Subse- 
quentlv,  the  two  two  lists  were  combined 
into  one  List  of  Endangered  and  Threat- 
ened Wildlife,  covering  both  native  and 
foreipn  species,  as  published  on  October 
27.  1976  <41  FR  47180-47198'.  Examina- 
-tion  of  this  list  may  give  the  impression 
that  C.  I  irremotus  and  C  I  Ivcaon  are 
considered  Endangered  over  their  entire 
ranges,  including  Canadian  areas  The 
present  proposal  would  clearlv  indicate 
that  the  grav  wolf  is  listed  ever'.where 
to  the  south  of  the  Canadian  border,  but 
nowhere  to  the  north 

Most  current  interest  In  the  gray  wolf 
centers  on  the  eastern  timber  wolf,  espe- 
cially in  Minnesota  As  delineated  by  re- 
cent systematic  sources,  the  original 
ranee  of  the  subspecies  C  I  lycaon  in- 
cluded most  of  the  region  from  Georgia 
to  Maine,  and  between  the  Atlantic  and 
the  Great  Plams  At  present,  however, 
the  only  substantial  grav  wolf  population 
remaining  in  this  region  is  in  northern 
Minnesota.  There  also  is  a  group  on  Isle 
Royale  in  Lake  Suoerior.  and  possibly  a 
few  scattered  individuals  in  northern 
Michigan  and  Wisconsin. 

The  eastern  timber  wolf  was  listed  as 
Endangered  in  1967.  at  a  time  when  no 
Threatened  category  had  been  estab- 
lished by  Federal  legislation  Over  the 
la.st  decade  the  wolf  continued  lo  survive 
in  northern  Minnesota,  and  it  became 
apparent  that  the  species  was  not  in  Im- 
mediate danger  of  being  extirnated  in 
the  State  Numbers  have  fluctuated,  but 
seem  to  have  increased  in  some  areas, 
and  there  has  been  an  overall  increa.se  in 
range  Some  wolves  have  entered  areas 
with  relatively  extensive  human  settle- 
ment and  made  depredations  on  domes- 
tic animals  Manv  people  have  expressed 
concern  about  such  depredations,  and 
about  the  posslbHity  that  wolves  could  be 
detrimental  to  som.e  deer  herds  in  Min- 
nesotii.  which  have  been  undergoing  a 
general  decline  because  of  several  factors 
including  habitat  deterioration. 

In  a  letter  dated  October  4.  1974.  the 
Minnesota  Department  ol  Natural  Re- 
sources petitioned  the  Service  to  exclude 
Minnesota  from  the  range  c'-^r  which 
the  eastern  timber  wolf  is  considered 
Endangered  In  response,  the  Service 
issued  a  notice  of  review  in  the  Federal 
Register  of  November  21,  1974  i39  FR 
408771  Exten.'^ive  public  comment  was 
received  on  this  notice,  mainly  opposi- 
tion from  persons  who  were  concerned 
that  removal  of  the  wolf  from  Endan- 
gered status  would  subject  the  species  to 
exre.ssive  Icilling  by  man  Some  support 
for  delisting  the  wolf  came  from  persons 
who  felt  that  the  continued  total  protec- 


tion of  the  Endangered  classification 
would  result  in  serious  depredations  by 
the  wolf  on  livestock  and  game. 

Further  measures  by  the  Service  were 
withheld  pending  formulation  of  recom- 
mendations by  the  Eastern  Timber  Wolf 
Recoverj-  Team.  This  team,  one  of  many 
appointed  by  the  Service  to  develop 
Recovery  Plans  for  Endangered  and 
Tlireatened  species,  consists  of  authori- 
ties representing  the  U.S.  Fish  and  Wild- 
life Service,  Forest  Service,  and  National 
Park  Service;  and  the  Minnesota,  Michi- 
gan, and  Wisconsin  Departments  of  Na- 
tural Resources.  During  1975  the  teajn 
drafted  a  Recovery  Plan  for  the  wolf. 
which  included  recommendations  on  the 
clas-incation  and  management  of  the 
species  in  Minnesota.  Because  of  the 
complexity  of  the  isgue.  the  draft  was 
subjected  to  a  lengthy  review  process 
and  then  was  revised  by  the  team.  In 
late  1976  the  team  submitted  a  new 
draft  containing  the  following  recom- 
mendations. 

1,  The  eastern  timber  wolf  woiild  be 
reclassified  as  Threatened  in  Minnesota, 
but  would  remain  as  Endangered  in 
other  parts  of  its  range. 

2.  For  purposes  of  wolf  management  in 
Minnesota,  the  State  would  be  divided 
into  the  five  zones  delineated  below  in 
proposed  5  17,40 (d) (1). 

3  In  zones  1.  2.  and  3,  which  form  the 
primary  range  of  the  wolf,  the  species 
would  be  given  total  protection,  at  least 
for  the  first  year  of  tlie  plan,  except  that 
in  rare,  specific  documented  cases  of  live- 
stock depredation  wolves  could  be  taken 
in  zones  2  and  3.  After  one  year  of  moni- 
toring, the  situation  would  be  reviewed 
to  see  if  modification  of  the  total  protec- 
tion in  zones  2  and  3  was  warranted. 

4.  In  zone  4,  which  is  the  peripheral 
range  of  the  wolf,  the  species  would  be 
open  to  the  degree  of  regulated  hunting 
and  trapping  necessary  to  maintain  an 
optimum  population  of  one  wolf  per  50 
square  miles.  IXiring  the  first  year  of  the 
plan  the  allowed  take  would  be  100 
wolves,  with  assumed  additional  kUls  of 
60  wolves  in  damage  control  programs 
and  another  60  by  illegal  means.  Taking 
was  said  to  be  advisable  to  prevent  wolf 
populations  from  increasing  to  the  point 
at  which  conflicts  with  human  Interests 
would  be  so  intensive  as  to  be  detrimen- 
tal to  the  survival  and  recovery  of  the 
species. 

5.  In  zone  5.  which  has  no  regular  wolf 
populations,  taking  would  be  restricted  to 
authorized  government  employees  only. 

After  reviewing  the  draft  Recovery 
Plan,  and  other  information,  the  Service 
has  decided  to  accept  the  above  recom- 
mendations, except  that  taking  in  zone  4 
would  be  restricted  to  authorized  Federal 
and  State  agents,  and  would  be  allowed 
only  in  response  to  specific,  confirmed 
complaints  of  depredation  on  domestic 
animals  For  the  time  being,  the  Service 
sees  no  justification  for  allowing  the  take 
of  non-depredating  wolves.  The  Service 
could,  however,  continue  to  monitor  the 
situation,  as  recommended  by  the  team. 
and  would  propose  new  regulations 
whenever  warranted. 


StJMMARy  OF  Factors  Affecting  the 
Species 

As  defined  in  Section  3  of  the  Act,  the 
term  "species"  includes  any  subspecies  of 
fish  or  wildlife  or  plants  and  any  other 
group  of  fish  or  wildlife  of  the  same  spe- 
cies or  smaller  taxa  in  common  spatial 
arrangement  that  interbreed  when  ma- 
ture. For  purposes  of  this  rulemaking. 
the  gray  wolf  ^Canis  lupus '  group  in 
Mexico  and  the  48  conterminous  States 
of  the  United  States,  other  than  Min- 
nesota, is  being  considered  as  one  "spe- 
cies", and  the  gray  wolf  group  in  Min- 
nesota is  being  considered  as  another 
"species". 

Section  4<a'  of  the  Act  states  that  the 
Secretary  of  the  Interior  may  determine 
a  "species"  to  be  Endangered  or  Threat- 
ened because  of  any  of  five  factors.  These 
factors,  and  their  application  to  the  gray 
wolf  in  Mirmesota.  and  to  the  gray  wolf 
in  the  other  48  conterminous  States  of 
the  United  States  and  in  Mexico,  are 
listed  below. 

1.  The  present  or  threatened  destruc- 
tion, modification,  or  curtailment  of  its 
habitat  or  range.  The  gray  wolf  once  had 
a  range  that  included  most  of  Mexico 
and  the  48  conterminous  States  of  the 
United  States.  The  species  now  occurs  in 
only  a  small  fraction  of  this  range,  and 
Is  very  rare  in  most  places  where  it  does 
exist.  Perhaps  fewer  than  200  wolves  sur- 
vive in  Mexico,  and  these  are  widely 
scattered  and  subject  to  intensive  human 
pressure.  In  the  southwestern  United 
States  the  wolf  probably  is  present  only 
as  an  occasional  wanderer  near  the 
Mexican  border  In  the  northwestern 
United  States  the  wolf  is  restricted 
mainly  to  remote  parts  of  the  Rocky 
Mountains,  though  some  individuals  may 
wander  from  this  region,  or  from 
Canada,  into  other  areas.  In  the  eastern 
half  of  the  United  States  the  gray  wolf 
has  been  totally  eliminated  by  man.  ex- 
cept in  the  upper  Great  Lakes  region 
Here,  there  is  a  group  on  Lsle  Royale.  and 
possibly  a  few  in  northern  Michipan  and 
Wisconsin.  The  only  major  population 
of  the  gray  wolf  remaining  anvwhere  in 
the  48  conterminous  States  is  in  north - 
em  Minnesota.  This  ponulation.  while 
small  compared  to  the  orierlnal  numbers 
and  range  of  the  gray  wolf  in  the  lower 
48  States,  has  not  itself  undergone  a  sig- 
nificant decline  since  about  1900.  Indeed, 
within  the  last  decade  there  appears  to 
have  been  a  numerical  increase  in  some 
areas,  and  an  overall  range  increase.  The 
relatively  remote  nrimary  habitat  of  the 
population,  which  is  composed  in  large 
part  of  protected  public  lands,  along  with 
the  continuity  of  the  population  with 
.other  populations  in  Canada,  has  con- 
tributed to  the  survival  of  the  wolf  in 
Minnesota.  There  aonear  to  be  no  serious 
problems  that  could  result  in  the  im- 
mediate extirpation  of  the  species  in  this 
area,  and  thus  the  population  would  not 
seem  to  be  Endangered  as  defin^'d  by  the 
Act.  On  the  other  hand,  the  Minnesota 
poaulation  does  reoresent  the  last  sig- 
nificant element  of  a  species  that  once 
occupied  a  vastly  larger  range  in  the 
lower  48  States,  and  long  t«rm  trends 
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may  be  w-orking  against  the  wolf.  To 
quote  the  Recovery  Plan.  "Future  cir- 
cumstances are  unpredictable  and  those 
that  now  exist  could  change  drastically. 
For  example,  widespread  industrializa- 
tion, mineral  exploitation,  and  general 
development  could  threaten  much  of  the 
wolf's  remaining  ranee,  making  regula- 
tion increasingly  significant  to  the  popu- 
lations left.  Additional  roads,  railroads, 
power  lines,  mines  and  tourist  facilities 
could  furth?r  carve  ud  much  of  northern 
Minnesota.  This  would  disrupt  the  nat- 
ural repopulation  of  depleted  areas  by 
wolves  and  promote  higher  human  den- 
sities which  would  compete  with  wolves 
for  their  wild  prey."  Moreover,  in  recent 
years  there  has  been  a  decline  in  deer, 
the  main  prev  soeries.  in  parts  of  the 
primar\-  range  of  the  wolf.  This  derline 
has  resulted  primarilv  from  forest  mat- 
uration and  severe  winter  weather.  Wolf 
numbers  have  declined  accordingly  in 
some  of  these  areas.  In  contrast,  wolves 
have  increased  in  their  perirheral  ranee 
where  thev  are  more  likely  to  comp  into 
conflict  with  human  interests  and  thus 
stimulate  action  against  thpm  These 
various  problems  would  seem  to  warrant 
the  maintenance  of  a  Threatened  classi- 
fication for  the  wolf  in  Minne.sota. 

2.  Oi'erutiUzation  for  commercial, 
sportina  scientific,  or  educational  pur- 
poses. Direct  killing  bv  man.  including 
large-scale  commercial  and  sport  taking, 
has  been  the  maior  direct  factor  in  the 
decline  of  wolves  in  the  conterminous 
United  States  and  M^xiro.  Wolves  still 
are  repularlv  shot,  esnecl'illv  when  thev 
annear  in  settled  areas  that  are  not  part 
of  their  regular  range  lUeeal  killing  i<:  a 
problem  in  Minnesota  and  other  areas 
where  the  wolf  still  occurs. 

3.  Disease  or  predation.  Not  applica- 
ble. 

4.  The  inadequacy  of  existing  regula- 
tory mechanisms.  There  still  are  some 
places  in  the  lower  48  States,  such  as 
Washington  and  North  Dakota,  where 
wolves  may  occur  and  where  they  are  not 
under  Federal  prot.ection  Moreover,  be- 
cause of  the  confusing  taxonomy  of  wolf 
subspecies,  and  because  wolves  may 
wander  across  recognized  subspecific 
boundaries,  difficult  law  enforcement 
problems  mav  arise.  In  Minnesota,  wolves 
are  totallv  protected  under  the  Act.  but 
this  total  protection  may  actually  be 
working  against  the  species.  Bv  prohibit- 
ing the  killing  of  wolves,  even  those  that 
mav  be  attacking  livestock  and  pets,  cur- 
rent regulation":  may  be  creating  an  ad- 
verse public  attitude  toward  the  whole 
species,  and  could  bring  about  large- 
scale,  uncontrollable  killing  of  wohves. 

5  Other  natvral  or  manmade  factors 
affecting  its  continued  existence.  None  in 
addition  to  thase  discussed  above. 

Critical  Habitat 

Section  7  of  the  Act  requires  Federal 
agencies,  and  only  Federal  agencies,  to 
insure  that  actions  authorized,  funded, 
or  carried  out  bv  them  do  not  adversely 
affect  the  Critical  Habitat  of  Endan- 
gered or  Threatened  species  The  Recov- 
ery Team  has  described  zones  1.  2,  and  3 


in  Minnesota,  and  Isle  Royale  National 
Park.  Michigan,  as  •critical  areas  '  for 
the  wolf.  These  areas  provide  the  space 
for  normal  growth  and  movement  of  es- 
tablished pack  units  and  would  supply 
suCficient  food  and  cover  for  the  assured 
survival  of  the  species.  The  Service  con- 
siders that  these  areas  qualify  for  pro- 
posal as  Critical  Habitat,  pursuant  lo 
Section  7.  and  that  Federal  agencies 
should  evaluate  their  actions  affecting 
these  areas  relative  to  the  welfare  of 
the  wolf. 

Effects  of  the  Rot-emahtng 

With  respect  to  the  gray  wolf  in  the 
48   conterminous    States   of   the   United 
States,  except  Minnesota,  and  in  Mexico, 
all  prohibitions  of  Section  9 '  a  *  '  1 '  of  the 
Act.   as   implemented  by   50   CFR    17  21 
would  apply.  These  prohibitions  in  part, 
would  make  it  illegal  for  anv  person  sub- 
ject  to   the   jurisdiction   of   the  United 
States  to  take,  import  or  export,  ship  in 
interstate  commerce  in  the  course  of  a 
commercial  acivity.  or  sell  or  offer  lor 
sale  in  interstate  or  foreign  commerce 
this  species.  It  also  would  be  illegal  to 
possess,  sell,  deliver,  carry,  transport,  or 
ship  anv  such  wildlife  which  was  illecally 
taken.  Certain  exceptions  would  apply  to 
agents  of  the  Service  and  State  conserva- 
tion agencies  Permit'^  for  scientific  pur- 
poses or  for  the  enhancement  of  propa- 
gation or  survival  would  be  available  in 
accordance  with  50  CFR  17.22.  Economic 
hardship    permits    would    be    available 
under  50  CFR  17  23.  For  practical  pur- 
poses these  measures  already  are  in  effect 
since   nearly   all   wolves   that    regularly 
occur  in  the  region  in  question  are  cur- 
rently  listed   as   Endangered.  Tlie  pro- 
posed rulemaking  would  extend  Endan- 
gered  status   to  those   few  wolves   that 
may  be  in  the  region  that  are  not  already 
listed,  and  would  simplify  law  enforce- 
ment and  conservation  mea.sures. 

With  respect  to  the  gray  wolf  in  Min- 
nesota,    which     would     be     listed     as 
Threatened,    a    special    rule    would    be 
promulgated  which  woiald  apply  provi- 
sions similar  to  tho.se  of  50  CFR  17.31. 
and    an    rare   additional    provision   for 
depredation  control.  The  prohibitions  of 
50  CFR  17.31   are  essentially  the  same 
as  those  for  Endangered  species,  except 
that    "any    employee    or  agent    of    the 
Service,  of  the  National  Marine  Fisheries 
Service,    or    of    a    State    conservation 
agency    which    is    operating    under    a 
Cooperative  Agreement  with  the  Service 
or  witli  the  National  Marine  Fisheries 
Service,  in  accordance  with  Section  6ic) 
of   the   Act.   who   is   designated   by   his 
agency   for  such   purposes,   may.   when 
acting  in  the  course  of  his  official  duties, 
take   any   threatened   wildlife   to  carry 
out  scientific   research   or  conservation 
program.s."  In  accordance  with  50  CFR 
17  32.  permits  for  Threatened  wildlife  are 
available    for    scientific    purposes,    en- 
hancement of   propagation  or   survival. 
economc  hardship,  zoological  exhibitions, 
educational  purposes,  or  special  purpcses 
consLstent  with  the  purposes  of  the  Act. 
The   provisions    for   predator    control 
would  state  that  wolves  could  be  taken 


by  authorized  Federal  or  State  employees 
in  zones  2.  3.  4,  and  5.  if  such  wolves 
committed  significant  depredations  on 
lawfully  present  domestic  animals.  Few. 
if  any,  of  these  wolves  would  be  taken 
in  zones  2  and  3  which  have  practically 
no  livestock,  and  nearly  all  would  be 
taken  in  zone  4.  Essentially  then,  the 
wolf  population  in  zones  1,  2.  and  3  would 
not  be  affected  by  the  depredation  con- 
trol activity.  The  population  in  zone  4 
might  be  held  below  biological  potential, 
but  would  continue  to  exist  in  reason- 
able numbers  The  control  of  depredat- 
ing wolves  in  zone  4  would  reduce  con- 
flicts with  human  interests  and  should 
create  a  more  favorable  public  al- 
titude that  would  be  of  overall  benefit 
to  the  wolf 

The  effect-;  of  Critical  Habitat  deter- 
mination involve  Federal  agencies.  In 
accordance  with  Section  7  of  the  Act, 
such  arencies.  and  only  such  agencies, 
are  required  to  insure  that  actions  au- 
thorized, funded,  or  carried  out  by  them 
do  not  adversely  affect  the  Critical 
Habitat  of  Endangered  or  Threatened 
species  The  proposed  designation  of 
Critical  Habitat  for  the  gray  wolf  in  Min- 
nesota, as  delineated  below,  points  out 
areas  where  this  responsibility  would  ap- 
ply This  pronosal  would  not  prohibit  any 
particular  actions,  and  it  is  likely  that 
many  kinds  of  Federal  actions  involving 
the  areas  in  question  would  not  be  ex- 
pected to  be  detrimental  to  the  wolf. 
For  more  information,  please  consult  the 
"Guidelines  lo  Assist  Federal  Agencies 
in  Comolying  with  Section  7  of  the  En- 
dangered Species  Act  of  1973"  as 
prepared  by  the  F*ish  and  Wildlife  Serv- 
ice and  National  Marine  Fisheries  Serv- 
ice 

National  Environmental  Policy  Act 

An  environmental  assessment  has  been 
prepared  in  conjunction  with  this  pro- 
pa-^al  It  is  on  file  in  the  Service's  Office 
of  Enriimgered  Species.  1612  K  Street 
NW  .  Washington.  DC  20240.  and  may 
be  examined  during  regular  business 
hours  A  determination  will  be  made 
at  the  time  of  final  rulemaking  as  to 
whether  this  is  a  maior  Federal  action 
which  would  significantly  affect  the 
quality  of  the  human  environment  with- 
in the  meaning  of  section  102*2)  <C^  of 
the  National  Eiivironmentai  Policy  Act 
of  1969. 

Public  Comments  Solicited 

The  Director  intends  that  the  rules 
finally  adopted  be  as  effective  as  passible 
in  conserving  the  gray  wolf  and  in 
delineating  its  Critical  Habitat  in  Michi- 
gan and  Minnesota.  The  Director,  there- 
fore, desires  to  obtain  the  comments  and 
suggestions  of  the  public,  other  con- 
cerned governmental  agencies,  the 
scientific  community,  or  any  other 
interested  party,  on  these  propo-;ed  rules. 
Final  promulgation  of  regulations  will 
take  into  consideration  the  comments 
received  bv  the  Director.  Such  comments 
and  any  additional  information  received 
may  lead  the  Director  to  adopt  final 
regiilations  that  differ  from  this  proposal. 
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Submittal  of  Written  Comments 

Interested  persons  may  participate  in 
this  rulemaking  by  submitting  written 
comments,  preferably  m  triplicate,  to 
the  Director  ■  FWS  OES>,  Fish  and 
Wildlife  Service.  US.  Department  of 
the  Interior.  Washington,  D.C.  20240. 
All  relevant  comments  received  no 
later  than  August  8,  1977.  will  be  con- 
sidered. The  Service  will  attempt  to 
acknowledge  receipt  of  comment.s.  but 
substantive  responses  to  individual  com- 
ments may  not  be  provided.  Comments 
received  will  he  available  for  public  in- 
spection during  normal  business  hours 
at  the  Service's  Office  of  Endangered 
Species.  Suit  1100.  1612  K  Street  NW.. 
Washington,  D  C. 

This  proposed  rulemaking  is  i-ssued 
under  the  authority  contained  in  the 
Endangered  Species  Act  of  1973  (16 
US  C.  1531-1543;  87  Stat.  884' ,  and  was 
prepared  by  Ronald  M.  Nowak.  Office  of 
Endangered  Species. 
§  17.11      Endangered  and  ihreatened  wildl 


NoTK. — The  Pish  and  Wlldlile  Service  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Economic  Impact  Statement  un- 
der Executive  Order  11949  and  OMB  Circular 
A-107. 

Dated:  May  19,  1977. 

Lynn  A.  Greenwalt, 
Director,  Fish  and  Wildlife  Service. 

Accordingly,  Part  17,  Subparts  B,  D. 
and  I,  Title  50  of  the  Code  of  Federal 
Regulations,  are  amended  as  set  forth 
below. 

1.  Section  17.11  is  amended  by  deleting 
the  Mexican  wolf  (Canis  lupus  baileyi) . 
northern  Rocky  Mountain  wolf  (Canis 
lupus  irremotus) ,  eastern  timber  wolf 
iCanis  lupxis  lycaon) ,  and  Texas  gray 
wolf  (Canis  lupus  monstrabilis)  from  the 
List  of  Endangered  and  Threatened 
Wildlife,  and  by  adding  the  gray  wolf 
(Canis  lupus)  to  the  List  as  indicated 
below:  , 

life. 


Species 


Range 


Common 
name 


Scientific 
name 


Population 


Portion  of 
Known  distribution      range  where     SUtus    When     Special 
threatened  or  listed       rules 

endangered 


Mammals: 
WoU,  gray . 


Canli  United  States  (48 

lupus.  conterminous 

States,  other  than 

Minnesota), 

Mexico. 


Arizona,  Idaho, 
Michigan,  Mon- 
tana. New  Mexico, 

North  Dakota, 
Oregon,  Texas, 
Washington,  Wis- 
consin, Wyoming, 
Mexico. 


Entire E 


Do. 


do Minnesota Northern  Minnesota do 


NA 


17.40(d) 


2.  Section  17.40  Is  amended  by  adding 

the  follo'.vmg  paragraph  'd'  : 

§  17.  to      >pt  rial  rul»«. — Mammals. 
,  •  •  •  • 

'di  Gray  wolf  ■Cams  lupus  <  m  Minne- 
sota—il'  Zones.  For  purposes  of  these 
regulations,  the  State  of  Minnesota  is 
divided  into  the  following  five  zones. 

Zone    I — 4,462    Sqc.^re   Miles 

Beglnnl:;p  at  the  point  of  intersection  of 
United   States   and   Canadian   boundaries   !n 
Section    22,    Township    71    north.    Range    22 
West,  in  Rainy  Lake,  then  proceeding  along 
the  west  side  of  Sections  22.  27,   and  34   In 
said  township  to  the  east  side  of  B'.ack  Bay 
Narrows    in    BUck    Bay;    thence    proceed.ng 
along  the  North  and  Ea.st  shoreline  of  Black 
Bay  to  the  Black  Bay  Portage  to  Kabetogama 
Lake,   thence  southeasterly  along  the  Black 
Bay   Portage    to    Kobetogama   Lake;    thence 
southeasterly  along   the  .southern   shoreline 
of  Kabetogama  Lake   to   Moosehorn  Point — 
the  Junction  of  County  Route  122  with  Kabe- 
togama Lake;  thence  southerly  along  County 
RoutP  122  to  the  Junction  with  State  Highway 
53:    thence  southeasterly  along  State   High- 
way 53  to  the  Junction  with  County  Route 
765:   thence  easterly  along  County  Route  765 
to   the   Junction   with    Kabetogama   Lake   in 
Ash    River    Bay;     thence    along     the    south 
tKiundary  of  Section  33  in  Township  69  North, 
Range    19    We.st.    to    the    Junction    with    the 
Moose  River;   thence  southeasterly  along  the 
Moose   River    to    Moose    Lake,    thence    along 
the  western  shore  of  Moose  Lake  to  the  river 
between  Moose  Lake  and  Lor.g  Lake;    thence 
along  the  said  river   to   Long   Lake,    thence 
along   the   east   shore  of   Long   Lake   to   the 


drainage  on  the  southeast  side  of  Long  Lake 
in    NE14,    Section    18,    Township    67    North. 
Range  18  West;  thence  along  the  said  drain- 
age southeasterly  and  subsequently   north- 
easterly to  Marlon  Lake,  the  drainage  being 
in  Section   17  and  18,  Township   67   North. 
Rangg  18  West;  thence  along  the  west  shore- 
line of  Marlon  Lake  proceeding  southeasterly 
to    the    Moose    Creek;    thence    along    Moose 
Creek   to  Flap   Creek;    thence  southeasterly 
along  Flap   Creek   to  the   Vermilion   River: 
thence  southerly  along  the  Vermilion  River 
to     Vermilion     Lake;      thence     along     the 
Superior    National    Forest    boundary    in    a 
southeasterly    direction    through    Vermilion 
Lake    passing    these    points:    Oak    Narrows, 
Muskrat  Channel,  South  of  Pine  Island,  to 
Hoodo  Point  and  the  junction  with  County 
Route  697;  thence  southeasterly  on  County 
Route  697  to  the  Junction  with  State  High- 
way 169;  thence  easterly  along  State  Highway 
169  to  the  Junction  with  State  Highway  1; 
thence  easterly  along  SUte  Highway  1  to  the 
Junction  with   the   Erie   Railroad   tracks   at 
Murphy  City;  thence  easterly  along  the  Erie 
Railroad  tracks  to  the  Junction  with  Lake 
Superior  at  Taconlte  Harbor;  thence  north- 
easterly   along    the    North    Shore    of    Lake 
Superior    to    the    Canadian    Border;    thence 
westerly  along  the  Canadian  border  to  the 
point  of  beginning  in  Rainy  Lake. 

ZoNB  2 — 1,884   Square   Miles 

Beginning  at  the  intersection  of  the  Erie 
Mining  Company  Railroad  and  State  High- 
way 1  (Murphy  City);  thence  southeasterly 
on  State  Highway  1  to  the  Junction  with 
County  Road  4;  thence  southwesterly  on 
County  Road  4  to  the  State  Snowmobile  Trail 
(formerly  the  Alger-Smlth  Railroad) ;  thence 
southwesterly   along  the   Snowmobile   Trail 
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to  the  Junction  with  Reserve  Mlr.lng  Com- 
pany Railroad,  thence  northwesterly  aloiif  th 
Railroad  to  Forest  Road  107  thence  westerly 
alonp  Forest  Road  107  t^^  Poresrt  Road  '20;( 
thence  westerly  along  Forest  Road  203  to  the 
Junction  with  County  Route  2;  thence  in  a 
northerly  direction  on  County  Route  2  to  the 
Junction  with  FXDrest  Road  122.  thence  in  a 
westerly  direction  alone  Forest  Road  122  to 
the  Junction  with  the  Duluth.  Mlssable  and 
Iron  RanLTe  Railr  ad;  thence  in  a  southwest- 
erly direction  alonp  the  said  railroad  tracks 
to  the  Junction  with  Coun'y  Route  14  thence 
in  a  northwesterlv  direction  along  County 
Route  14  to  the  Junction  with  County  Route 
55;  thence  in  a  westerly  direction  along 
County  Route  5,5  to  a  Junction  with  County 
Route  44.  thence  in  a  southerly  direction 
along  County  Route  44  to  the  Junction  with 
County  Route  266;  thence  in  a  scuthe.\.sterly 
direction  alone  County  Route  266  and  subse- 
quentlv  in  a  westerly  direction  to  the  Junc- 
tion with  County  Road  44  ihence  m  a  north- 
erly direction  on  County  Road  44  to  the 
Junction  with  Township  Road  2815:  thence 
westerly  along  Township  Road  2815  to  Alden 
Lake,  thence  northwesterlv  across  Alden  Lake 
to  the  inlet  of  the  Cloquet  River;  thence 
northerlv  along  the  Cloquet  River  to  the 
Junction  with  Carrol  Trail — State  Forestry- 
Road;  thence  west  alone  the  Carrol  Trail  to 
the  Junction  with  County  Route  4  and  Coun- 
ty Routes  49:  thence  west  a'.oriz  County 
Route  49  to  the  Junction  with  the  Duluth. 
Winnlpf-'t:  and  Pnciac  Railroad;  thence  In  a 
northerlv  direction  along  said  R.-illroad  to 
the  Junction  with  the  Whitefa-e  River, 
thence  in  a  northeasterly  direction  alnne  the 
Whiteface  River  to  the  Whiteface  Reservoir- 
thence  alone  the  we<;tern  shore  of  the  White- 
face  Reservoir  to  the  Junction  with  County 
Route  34«:  thence  north  along  County  Rou'e 
340  to  the  junction  with  Countv  Route  16: 
thence  east  alone  County  Route  16  to  the 
Junction  with  County  Route  .''46:  thence  in  a 
northerly  direction  along  Countv  Route  T-46 
to  the  Junction  with  Countv  Route  56P: 
thence  along  County  Pome  ."^69  to  the  Junc- 
tion with  Cctinty  Route  565  thence  in  a 
westerlv  dlre'-tion  alone  County  Ro\ite  .565  to 
the  Jtmction  w-'th  County  Route  110:  thence 
in  a  westerly  direction  along  Countv  Route 
110  to  the  lunctton  witi)  County  Route  100: 
thence  in  a  north  and  subsequent  west  direc- 
tion along  Countv  Roiite  ]00  to  the  Junction 
with  State  Highway  !:'.'>■  t^ence  in  a  north- 
erlv direction  alon^  state  Hijrhwav  ni  to  the 
Junction  with  P^a+e  Hlghwav  169  at  Towpr- 
thence  in  an  easterly  Htrection  alonf  'he 
southern  bo'indarv  of  Zone  1  to  the  point  of 
beginning  of  /oup  2  at  thp  Junction  of  the 
Erie  Railroad  Tracks  and  State  Highway  1. 

Zone    3 — 3.501    SotjARE   Mn-ES 

Be~inning  at  the  Junction  of  State  Highway 
11  and  State  Highway  65;  thence  southeast- 
erly along  State  Highway  65  to  the  Junction 
with  State  Highway  1;  thence  westerly  along 
State  Highway  1  to  the  Junction  with  State 
Highway  72;  thence  north  along  State  Hlt-h- 
way  72  to  the  Junction  with  an  unnumbered 
township  road  beginning  in  the  northea-sl 
corner  of  Section  25.  Township  155  North. 
Range  31  West;  thence  we.nerly  along  the 
said  road  for  appro.xiniately  seven  (7)  miles 
to  the  Junction  with  SFR  95;  thence  westerly 
along  SFR  95  and  continuing  west  through 
the  southern  boundary  of  Sections  36 
through  31.  Town.ship  155  North.  Range  33 
West,  through  Sections  36  through  31.  Town- 
ship 155  North.  Range  34  West,  through  Sec- 


tions 36  ihrought  31.  Towi-„vh:p  155  North, 
R-aJige  35  West  through  St-ctions  36  and  35. 
Township  15.=!  North  Range  36  West,  to  the 
junction  with  State  Highway  89;  thence 
northwesterly  along  State  Highway  89  to  the 
Junction  with  County  Route  44;  thence 
northerly  along  County  Route  44  to  the  Junc- 
tion with  County  Route  704;  thence  north- 
erly along  County  Route  704  to  the  Junction 
with  SFR  49;  thence  northerly  along  SFR  49 
to  the  lunctlon  with  SFR  57:  thence  easterly 
along  SFR  57  to  the  Junction  with  SFR  63; 
thence  south  along  SFR  63  to  the  Junction 
with  SFR  70;  thence  easterly  aJong  SFR  70 
to  the  Junction  with  County  Route  87;  thence 
easterly  along  County  Route  87  to  the  Junc- 
tion with  County  Route  1 :  thence  south  alcng 
County  Route  1  to  the  Junction  with  Covtaty 
Route  16:  thence  easterly  along  County  Route 
16  to  the  Junction  with  State  Hiehway  72; 
thence  south  on  State  Highway  72  to  the 
Junction  with  a  gravel  road  [unnumbered 
County  District  Road)  on  the  north  side  of 
Section  31.  Township  158  North.  Range  30 
West;  thence  east  on  said  District  Road  to 
the  Junction  with  SFR  62:  thence  e«<^terlv  on 
SFR  62  to  the  Junction  with  SFR  175:  thence 
south  on  SFR  175  to  the  Junction  with 
County  Route  101:  thence  e&sterlv  on  County 
Route  101  to  the  Junction  with  County 
Route  11:  thence  easterly  on  County  Route  11 
to  the  Junction  with  State  Highway  11; 
thence  easterly  on  State  Hichwav  11  to  the 
Junction  with  State  Highway  65.  the  point  o' 
beginning. 

Zone  4 — 20.901  Square  Mn.ES 

Excluding  Zonps  1.  2.  and  3.  all  that  part 
of  Minnesota  north  and  east  of  a  line  begin- 
ning on  State  Trunk  Highway  48  at  the 
eastern  boundary  of  the  state:  thence  west- 
erly along  Highway  48  to  Interstate  Highway 
35:  thence  northerly  on  1-35  to  State  High- 
way 23.  thence  west  one-half  mile  on  High- 
way 23  to  State  Trunk  Hiehway  18;  thence 
westerly  along  Highway  18  to  State  Trunk 
Highway  65,  thence  northerly  on  Highway  65 
to  State  Trunk  Highway  210;  thence  westerly 
alone  Hichwav  210  to  State  Trunk  Highway 
6:  thence  northerlv  on  State  Trunk  Highway 
6  to  Emily;  thence  westerly  along  County 
State  Aid  Hiehway  iCSAH)  1.  Crow  Wing 
County,  to  CSAH  2  Ca=s  County:  thence 
westerly  along  CSAH  2  to  Pine  River;  thence 
northwesterly  along  State  Trunk  Highway  371 
to  Backus:  thence  westerly  along  State  TYunk 
Highway  87  to  US  Highway  71;  thence  north- 
erly along  i;.S  71  to  State  Trunk  Highway 
206;  thence  northwesterly  along  Highway  200 
to  County  State  Aid  Highway  (CSAH)  2. 
Clearwater  County;  thence  northerly  along 
CSAH  2  to  Shevlin:  thence  along  U.S.  High- 
way 2  to  Bagley:  thence  northerly  along  St«te 
Trunk  Hiehway  92  to  Gully;  thence  northerly 
along  CSAH  2.  Polk  County,  to  CSAH  27.  Pen- 
nington County:  thence  along  CSAH  27  to 
State  Trv.nk  Hiehway  1;  thence  easterly  on 
Highway  1  to  CSAH  28.  Pennington  County; 
thence  northerly  along  CSAH  28  to  CSAH  54, 
Marshall  County:  thence  northerly  along 
CSAH  54  to  Grygla;  thence  west  and  northerly 
along  Highway  89  to  Roseau;  thence  north- 
erly along  State  Trunk  Highway  310  to  the 
Canadian  border. 

Zone  5 — 54,603  Square  Miles 

All  that  part  of  Minnesota  south  and  west 
of  the  line  described  as  the  south  and  west 
border  of  Zone  4. 
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CRITICAL  HABITAT  FOR  WOLF  IN  MINNESOTA 
(ZONES  1,  2,  and  3) 
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(2^  Prohibitions.  The  following  prohl- 
bilicns  apply  to  the  gray  wolf  :n  Min- 
nesota. 

(p  Taking.  Except  ais  provided  ir.  this 
paragraph  id'i2'i'i'  of  this  .'section,  no 
person  may  take  a  gray  wolf  in  Min- 
nesota. 

I  A)  Any  person  may  take  a  gray  wolf 
m  Minnesota  in  defense  of  his  own  life  or 
the  lives  of  others. 

'B I  Any  employee  or  agent  of  the  Serv- 
ice, any  other  Federal  land  management 
agency,  or  the  Minnesota  E>epartment  of 
Natural  Resources,  who  is  designated  by 
his  agency  for  such  purposes,  mav.  when 
acting  in  the  course  of  his  official  duties. 
take  a  gray  wolf  in  Minnesota  without  a 
permit  if  such  action  is  necessary  to: 

(;>  Aid  a  sick,  injured,  or  orphaned 
specimen;  or 

'2>  Dispose  of  a  dead  specimen;  or 

fji  Salvage  a  dead  -^Decimpn  which 
may  be  useful  for  scientific  study. 

(4»  Furthermore,  su"h  designated  em- 
ployees or  agents  of  the  Service  or  the 
Minnesota  Department  of  Natural  Re- 
sources may  take  a  gray  wolf  without  a 
permit  in  Minnesota  if  such  action  is 
necessary  to  remove  from  zone  2,  3,  4.  or 
5,  as  delineated  in  paragraph  (d>  <3)  n  ' 
of  this  section,  a  gray  wolf  committing 
significant  depredations  on  lawfullv  pre- 
sent domestic  animals,  but  only  if  the 
taking  is  done  in  a  humane  manner. 

(CI  Any  taking  pursuant  to  p>aragraph 
fd)(2>(i)  (A1  and  (B)  of  this  section 
must  be  reported  in  writing  to  the  United 
States  Fish  and  WUdllfe  Service.  Envision 
of  Law  Enforcement,  P.O.  Box  19183. 
Washington,  D.C,  20036.  within  5  days 
The  specimen  may  only  be  retained,  dis- 
posed of,  or  salvaged  in  accordance  with 
directions  from  the  Service. 

<D>  Any  Mnployee  or  agent  of  the 
Service  or  the  Minnesota  Department  of 
Natural  Resources  when  operating  under 
a  Cooperative  Agreement  with  the  Serv- 
ice in  accordance  with  section  G'c  i  of  the 
Act,  who  is  designated  by  his  agency  for 
such  purposes,  may,  when  acting  in  the 
course  of  his  official  duties,  take  a  gray 
wolf  in  Minnesota  to  carry  out  scientific 
research  or  conservation  programs 

<ii)  UnlaivfuUy  taken  vcolves  No  per- 
son may  possess,  sell,  deliver,  carry, 
transport,  or  ship,  by  any  means  whatso- 
ever, a  gray  wolf  taken  unlawfully  :n 
Minnesota. 

(iii>  Import  or  export.  Except  as  may 
be  authorized  by  a  permit  Issued  under 
authority  of  5  17.32,  no  person  may  im- 
port or  export  any  Minnesota  gray  woif 
(iv)  Commercial  transactions  Except 
as  may  be  authorized  by  a  permit  issued 
under  5  17.32.  no  person  may  deliver,  re- 
ceive. carr>'.  tran.sport,  ship,  sell,  or  offer 
to  sell  in  interstate  or  foreien  commerce. 
by  any  means  whatsoever,  and  in  the 
course  of  a  commercial  activity,  any 
Minnesota  gray  wolf. 

(3>  Permits  All  permits  available  un- 
der !!  17  32  'General  Permits— Th  eat - 
ened  wildlife^  are  available  with  regard 
to  the  gray  wolf  in  Minnesota  All  the 
terms  and  provisions  of  5  17  32  apply  to 
such  permits  issued  under  the  authority 
of  this  paragraph  td)  (3) . 


3.  Section  17.95  is  amended  by  adding 
the  following  paragraph    'a^'S' 

S   l?.**.)       (  rilicai    habitat — fi*h    ami    x  ild- 
lifr. 

(a)  Mammals.    '    '    * 

»  •  •  •  • 

(5)  Gray  wolf,  li)  The  following  areas 
'exclusive  of  those  existing  manmade 
structures  and  settlements  which  are  not 
necessary  to  the  survival  or  recovery  of 
the  species  i  are  Critical  Habitat  for  the 
gray  wolf  ^Canis  lupus K 

Michigan    Isle  Royale  National  Park 

Minnesota.  Areas  of  land,  water,  and 
airspace  in  Beltrami.  Cook,  Itasca.  Koo- 
chiching Lake.  Lake  of  tiie  Woods. 
Roseau,  and  St,  Louis  counties,  with 
boundaries  i4th  and  5th  Principal 
Meridians'  identical  to  those  of  zones  1. 
2.  and  3.  as  delineated  in  50  CFR  17  40 
i  d  "  1 1 . 

1 11 1  Pursuant  to  Section  7  of  the  Act 
all  Federal  agencies  must  take  such  ac- 
tion as  IS  necessary  to  insure  that  actions 
authorized,  funded,  or  carried  out  by 
them  do  not  result  in  the  destruction  or 
modification  of  these  Critical  Habitat 
areas, 

IFR  Doc  77-16222  Filed  6-8-77.8  45  ami 


National  Oceanic  and  Atmospheric 
Administration 

[50  CFR  Part  216] 

TAKING  OF  MARINE  MAMMALS  INCIDEN 
TAL  TO  COMMERCIAL  FISHING  OPERA 
TIONS 

Notice  of  Proposed  Amendment  to  Permit 
Issued  to  American  Tunaboat  Associa- 
tion Permittmg  the  Take  of  Marine  Mam- 
mals Incidental  to  Yellowfm  Tuna  Purse 
Seine  Fishing,  and  Proposed  Amend- 
ments to  the  Regulations 

AGENCY:  National  Marine  Fi.sheries 
Service.  NOAA,  Commerce 

ACTION:  Proposed  Amendments 

SUMMARY:  The  proposal  is  to  amend 
the  general  permit  issued  to  the  Am-eri- 
can  Tunaboat  Association  on  April  15. 
1977  The  allowable  take  and  mortality  of 
uhitebelly  spi  'ner  dolphin  would  be  in- 
creased from  7.840  to  11.219  based  on  a 
revision  of  the  size  of  the  whitebelly 
spinner  dolphin  population, 

DATES:  Requests  for  public  hearing 
.should  be  submitted  on  or  before  June 
24,  1977.  Comments  by:  July  11.  1977. 
Proposed  effective  date:  July  15.  1977. 

ADDRESSES  Submit  comments  and 
hearing  requests  to:  Dire<.'lor.  National 
Mannei  Fisheries  Service.  Department  of 
Comnverce,  Washmgton.  DC,  20235, 

POR  FURTHER  INFORMATION  CON- 

TACrr: 

William  P,  Jensen.  Marine  Mammal 
Program  Manager.  National  Marine 
Fisheries  Service,  3300  Whitehaven 
Street,  N,W,,  Washington,  D.C.  20235. 
Area  Code  202-634-7461. 

SUPPLEMENTARY  INFORMATION:  A 

general  permit  was  issued  on  April   15. 


1977  to  the  American  Tunaboat  Associa- 
tion to  take  marine  mammals  inci- 
dental to  commercial  fishing  operations 
under  Cat.esrory  <iii:  Encircling  Gear. 
Yel!ov.-fin  Tuna  Purse  Seining  pursuant 
to  50  CFR  216  24  a.^  amended  (42  FR 
20484  dated  April  20.  1977 1. 

On  April  15  1977.  the  American  Tuna- 
boat Association  petitioned  the  National 
Marine  Fishene.s  Ser\ice  for  an  adjust- 
mient  of  the  dol'^hin  quotas  contained  In 
the  eeneral  permit 

The  American  Tjnaboat  Association 
requests  that  the  incidental  mortality 
quotas  for  dolphins  be  adjusted  as  fol- 
low i  1  ■  That  the  whitrt>elly  spinner 
Quota  be  increased  to  17  000,  '2^  that 
the  eastern  spinner  quou*  ^>e  increased  to 
6.587,  and  '3'  that  the  ofTshnrc  spotted 
quota  be  increased  to  hO  OOO  The  re- 
quested quotas  m  relatKin  to  the  quotas 
m  the  general  Pfrm:t  rt-rresent  il'  an 
Increase  of  9  160  for  the  whit/^ellv  spin- 
ner, i2>  an  increase  of  6,58"  for  the 
ea«terr.  smnner  and  ^3  an  m-rease  <^f 
6,910  for  the  off.shore  ipotted  Such  ad- 
iu.';tro«nt6  would  m^ake  a  to»al  !i>77  mor- 
talitv  quota  of  81  707  an  increase  of 
22.657  over  the  59,050  allowed  m  the  gen- 
eral permit. 

After  a  review  of  the  available  infor- 
mation and  con.^ultation  with  the  Marine 
Mammal  Comml'^sion.  the  Director  pro- 
poses to  increase  the  incidental  mortality 
quota  of  whitebelly  sDinner  dolnh;ns  to 
11,219,  an  n^,crease  of  3  379  over  the  7  840 
allowed  in  the  general  permit 

Population  estimates  for  offshore  spot- 
ted dolr+;'n<;  eastern  spinner  dolphins, 
and  whitebflly  spinner  dolohir^s  have 
been  updated  based  on  additional  data 
obtained  dunng  1976  .v.ibsequent  to  prior 
published  estimate,';  The  revisions  are 
msignificant  with  respx"-!  to  ofTshore 
spotted  and  eastern  spmnrr  dolohins, 
but  result  in  an  increase  in  the  white- 
belly  population  estimate  from  549,000  to 
690  000  The  allowable  U.S  mortality 
limit  1  based  on  the  mid-point  estimate 
which  was  used  to  establish  the  existing 
limnt  IS  therefore  11  219  instead  of  7,840. 
Pursuant  to  Sections  103  'C  and  'e^ 
and  104  'C'  of  the  Marine  Msm.m.al  Pro- 
tection Act  of  1972.  Pub  L  92-522  and 
applicable  regulations.  5  216  24  ibi<4) 
and  id'i2'iii'AV  establushed  there- 
under, it  IE  proposed  to  modify  the  gen- 
eral permit  and  to  amend  5  216  24'd  '  '  2> 
of  the  regulations  accordingly 

The  general  permit  is  proposed  to  be 
amended  as  follows :  Delete  the  quota  for 
spinner  dolphin  i whitebelly)  and  modify 
the  permit  to  include  the  following 
quota 

Spinner  dolohln  (whitebelly)  : 

Take  limit. 2,120,000 

Enclrclen-.ent    1,402,000 

Mortality    limit 11,219 

§216.24       !Am.-ndcd] 

Section  216  24'd)  f2)<l)  <A  -.vouid  be 
ar.-'ended  to  add,  following  the  second 
sentence  imimediately  after  "in  the  gen- 
eral permit."  the  following  clause:  "ex- 
cept that  the  quota  for  spinner  dolphin 
'Whitebelly  which  may  be  taken  in  1977 


FEDERAL    REGISTER,   VOL    42,    NO.    Ill— THURSDAY,    JUNE    9.    1977 


is   limited    to   2  12i)  i)00    taK.en.    1.402.000 
encircled,  and  11  219  killed  " 

Requests  for  a  public  hearing  on  this 
proposal  should  be  submitted  to  the  Di- 
rector, Ncit.iLip.al  Marine  Fi.- herie.s  Serv- 
ice, Department  of  Comm.erce.  Washing- 
ton. DC  20235.  on  or  before  June  24. 
1977.  Individuals  requesting  a  hearing 
should  set  forth  the  specific  rea.-^ons  why 
a  hearmg  on  thi.s  particular  application 


PROPOSED    RULES 

would  be  appropriate.  The  holding  of  a 
hearing  is  at  the  discretion  of  the  Direc- 
tor except  if  the  request  is  by  the  appli- 
cant, the  American  Tunaboat  Associa- 
tion. Written  data  or  comments  on  this 
proposal  should  be  submitted  to  the  Di- 
rector on  or  before  July  11,  1977. 

Etocuments  submitted  in  connection 
with  the  above  application  are  available 
for  review  in  the  following  offices:  Di- 
rector, National  Marine  Fisheries  Serv- 
ice. 3300  Whitehaven  Street.  NW..  Wash- 


ington, D.C.;  and  Regional  Director.  Na- 
tional Marine  Fisheries  Service,  South- 
west Region.  300  South  Ferry  Street 
Terminal  Island,  California  90731. 

Dated:  Jime  6,  1977. 

Jack  W.  Gehrincer 

Deputy  Director, 
National  Marine  Fisheries  Service. 

I  PR  Doc.77-16306  Filed  &-8-77;8:46  am( 
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ADMINISTRATOR,   EMERGENCY 
NATURAL  GAS  ACT  OF   1977 

(Docket  No.  E77-1C>8) 
EMERGENCY   ORDER 

On  May  18,  1977.  Natural  Gas  Pipeline 
Company  of  America  (Natuxab  filed, 
pursuant  to  Section  6  of  the  Emergency 
Natural  Gas  Act  of  1977  (Act),  Pub.  L. 
95-2  (91  Stat.  4  il977)  i  a  petition  for 
authorization  to  make  twenty-nine  emer- 
gency purchases  of  natural  gas.  On  June 
1,  1977,  a  supplemental  petition  was  filed 
pursuant  to  Section  6  of  the  Act  again 
requesting  authorization  to  make  twelve 
of  these  emergency  purchases. 

Natural  has  executed  the  following 
contract  for  the  purchase  of  gas  at  $1.75 
per  MMBtu  under  Section  6  of  the  Act: 

1.  Oklahoma  Natural  Gas  has  agreed  to 
sell  up  to  4.050  Bcf  of  natural  gas  from 
production  in  Woodward  and  Custer 
Counties.  Oklahoma,  through  June  27, 
1977. 

Natural  has  executed  the  following 
contracts  for  the  purchase  of  gas  at 
$2.25  per  MMBtu  under  Section  6  of  the 
Act: 

1  Paul  De  Cleva  has  agreed  to  sell  up 
to  .061  Bcf  of  natural  gas  from  produc- 
tion in  Wise  County.  Texas  through  July 
31.  1977. 

2  Inexco  Mitchell  (SPM  A-4  >  has 
agreed  to  sell  up  to  .061  Bcf  of  natural 
gas  from  production  in  Polk  County. 
Texas  through  July  31,  1977 

3.  Mesa  Petroleum  Company  ha"; 
agreed  to  sell  np  to  .122  Bcf  of  natural 
gas  from  production  In  Fdriy  Coimty. 
New  Mexico  through  Julv  31.  1977 

4  Go  Oil  Corporation  has  agreed  to 
sell  up  to  030  Brf  nf  natural  eras  frnir. 
production  in  Wise  County.  Texas 
through  Julv  31.  1977. 

5.  Indian  Oil  Comuaro'  has  agreed  to 
sell  up  to  .006  Bcf  of  natural  eas  from 
production  in  Wise  County.  Texas 
through  Julv  31.  1977. 

6.  Curtis  Pryor  has  agreed  to  =pll  n^  to 
Ol.'i  Brf  of  natural  gas  froia  production 
in  Wise  County,  Texas  through  Julv  31 
1977. 

7  Taylor  Operating  Company  has 
agreed  to  sell  up  to  .100  Bcf  of  natural 
pas  from  production  in  Wise  County. 
Texa<;  through  Jnlv  31    1977. 

8.  Phillips  Petroleum  Company  ha"; 
agreed  to  sell  iro  to  1.220  Bcf  of  natural 
eas  from  production  in  Gray  County. 
Texas  through  Julv  31,  1977. 

9.  PhilllDs  Petroleum  Comnanv  has 
agreed  to  sell  up  to  2.135  Bcf  of  nati.ral 
gas  from  production  in  Brazoria  County. 
Texas  through  Julv  31,  1977. 

10.  Jack  Russel  has  agreed  to  sell  up  to 
.061  Bcf  of  natursd  gas  from  production 


to  Duval  Ccunty.  'iexa.-  through  July  31. 
1977. 

11.  Inexco.  Mitchell  SPM  E-1  ■  ha.^ 
agreed  to  sell  up  to  061  Bcf  of  natural 
gas  from  production  m  Polk  Ccunty, 
Texas  through  July  31.  1977, 

Natural  will  purchase  these  .supplier- 
from  Oklahoma  Natural  Gas  at  a  rate  of 
$1,75  per  MMBtu.  Further,  Natural  will 
purchase  these  supplies  from  Paul  De 
Cleva.  Inexco,  Mitchell  'SPM  A-4>. 
Mesa  Petroleum  Company.  Go  Oil  Cor- 
poration. Indian  Oil  Company.  Curtis 
Pryor.  Taylor  Operating  Company.  Phil- 
lips Petroleum  Company.  Inexco.  Mich- 
ell  'SPM  E-l».  and  Jack  Russel  at  a 
rate  of  $2.25  per  MMBtu  inclusive  of  all 
state  and  local  taxes  and  other  adjiist- 
ments  To  the  extent  these  prices  do  not 
exceed  $2.25  per  MMBtu.  I  find  the  price 
to  be  fair  and  equitable  m  accordance 
with  Order  No.  2. 

Natural  shall  submit  weekly  reports 
as  required  by  Order  No.  4. 

Pursuant  to  Section  6' a'  of  the  Act. 
I  hereby  authorize  Oklahoma  Natural 
Gas.  Paul  De  Cleva.  Inexco.  Mitchell 
SPM  A-4 1  Mesa  Petroleum  Company. 
Go  Oil  Corporation.  Indian  Oil  Com- 
pany. Curtis  Pr>-or.  Taylor  Operating 
Company.  Phillips  Petroleum  Company. 
Jack  Russel.  and  Inexco.  Mitchell  <  SPM 
E-1 ' .  to  sell  said  pas  to  Natural,  on  the 
terms  and  conditions  set  forth  m  Nat- 
ural's filing  in  the  proceeding. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No  11969  (Feb- 
ruary 2.  1977' .  and  shall  be  served  upon 
Natural.  Oklahoma  Natural  Gas.  Paul  I>e 
Cleva.  Inexco.  Mitchell  iSPM  A-4' 
Mesa  Petroleum  Company,  Curtis  Pr>'or. 
Taylor  Operating  Compan%-.  Phillips 
Petroleum  Company,  and  Jack  Russell, 
and  Inexco.  Mitchell  (SMP  E-1 ' .  This 
order  shall  also  be  published  in  the  Fed- 
eral Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing 
authority  of  the  Administrator  under 
Pub.  L,  95-2  and  the  Rules  and  Regula- 
tions which  may  be  issued  thereunder. 

Richard  L   Dunham. 
Administrator 

June  3.  1977. 
;fr  Doc  77-16252  Piled  6-8-77:8'45  ami 

DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

REVISED  UNIT  OF  MEASURE  FOR  FRUIT 
AND  VEGETABLE  SUPPLY 

Proposed  Change 

Notice  is  here'-i^  riven  that  the  Fruit 
and  Vegetable  Division  of  the  Agricul- 


tural Marketing  Service  prop':^.^e.'=  to  dis- 
continue use  of  the  carlot  e<;Mivalent 
and  substitute  a  weight  unit  to  n.ea^^ure 
supphes  of  fresh  fruits  and  vegetables 
moving   through  marketing  channel^ 

Caiiot  equivalents  have  been  -usecl  b> 
Market  News  for  over  50  years  and  were 
verv   meaningful  as  long  as  rail  trans- 
portation carried  a  large  share  of  fresh 
fruits  and  vegetables    Since  World  War 
II.    there   has    been    a    sizeable   shift    to 
truck  transportation   Consequently,  car- 
lot   equivalents    mean    litUe    m    area.< 
where   rail    transportation    is    not   used 
Except  for  some  shipments  of  potatoes 
m  Maine  and  the  Red  River  Valley  of 
Mmnesot^-North  Dakota  ana  for  some 
Floruia  products,  rail  is  largely  iimited 
to  snipmenu^   from  thf   Western  States 
and  even  m  those  locations  trucks  carry 
a  larger  share  of  th?  volume    Riil  cars 
have  become  larger  with  the  implemen- 
tation  of  mechanical  refrigerated  cars. 
Ato,  shipping  rates  on  a  per  car  basis 
encourages   maximum   loadmg   in  some 
mstctnce?    As  a  result,  there  is  no  longer 
a    standard    carlot    unit   for    measuring 
supplies   Efforts  to  derive  a  uniform  fac- 
tor to  convert  truck  to  carlot  equivalents 
have  resulted  m  misunderstaiidings  and 
po.ssibly    m.orrect    cctulusions    because 
of   frequent  changes  in  size  of  rail  car 
loadmgs  Con.-idering  that  abovit  75  per- 
cent of   the  movement  is  by  truck,  the 
proce<iure  of   constantly   reviewing  and 
revising  factors  to  agree  wiih  rail  l^  ari- 
mgs  has  become  impractical 

CcnsideratiOn  of  a  weight  unit  is 
merited  t-ecause  weight  is  common  to 
an  commodities  and  could  become  a 
common  measure  for  all  agricultural 
pro-duct-s  Canada  and  Hawan  both  use 
weight  units  in  market  news  reports.  It 
IS  proposed  to  report  m  'onius  of  1,000 
cwt  for  anrual  summari'^.  and  m  units 
of  IGOOO  lbs.  for  daily  and  weekly 
reports 

The  alternative  of  package  count  was 
reviewed  but  was  not  considered  feasi- 
ble because  containers  in  which  com- 
modities are  shioped  vary  among  the 
nations  prcxluction  areas  and  to  some 
extent  m  the  same  area  For  example, 
peaches  mo\e  in  flat  crates  r.:g^  one 
half  bushel  crates  and  cart^.ms  and  m 
3-  bushel  crates  and  cartons  Cf<rr.v,'. - 
rable  data  ^ould  he  difficult  if  n:it  i;r.' 
pof^^ible.  to  maintain. 

All  persons  who  desire  to  submit  writ- 
ten data  views,  or  argument';  in  con- 
nection with  the  oropo'ial  should  file 
the  samp  in  dunlicate  not  later  than 
July  8  19"7  with  the  Hearing  Clerk,  U  S 
Department  of  .Agriculture.  Room  1077 
South  Building,  Washington.  DC 
20250  All  written  submittals  made  pur- 
suant to  this  notice  will  be  available  for 
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public  review  at  the  Office  of  the  Hear- 
ing Clerk  during  the  regular  business 
hours. 

I  7   CFR    1.27(b).) 

Dated:  June  6.  1977 

William  T    Manley. 
Acting  Administrator 

IFR  Doc.77-16245  Fljed  6-8-77,8.45  am  | 


Forest  Service 

ROW,  SOUTH  UMPQUA.  AND  NORTH 
UMPQUA  PLANNING  UNITS  OF  THE 
UMPQUA    NATIONAL    FOREST 

Notice   of   Availability   of   Draft 
Environmental    Statement 

Pursuant  to  Section  102>2iic>  of  the 
National  Enviror.inental  Policy  Act  of 
1969.  the  Forest  Service.  Department  of 
Agriculture,  has  prepared  a  draft  en- 
vironmental statement  for  the  Row, 
South  Umpqua.  and  North  Umpqua 
Planning  Units  of  the  Umpqua  National 
Forest. 

The  environmental  statement  con- 
cerns a  proposed  land  management  plan 
for  three  planning  units  on  the  Umpqua 
National  Forest  totaling  nearly  one  mil- 
lion acres 

The  draft  environmental  statement 
was  transmitted  to  CEQ  on  June  3   1977. 

Copies  are  available  for  inspection 
during  regiilar  working  hours  at  the  fol- 
lowing locations: 

USDA.  Forest  Service.  South  Agricultural 
Building.  Room  3210.  12th  St.  and  Inde- 
pendence Ave.  SW  .  Washington.  DC 
20250 

USDA.  Forest  Service.  Pacific  Northwest  Re- 
gion. 319  SW  Pine  Street.  Portland.  Ore- 
gon 97204 

USDA.  Forest  Service.  Umpqua  National  For- 
est. 704  SE  Ca.sa  Street.  Roseburg.  Oregon 
97470 

A  limited  number  of  single  copies  are 
available  upon  request  to  Forest  Super- 
visor. Umpqua  National  Pore.st.  P.O  Box 
1008.  RoseburK.  Oregon  97470 

Copies  of  the  environmental  state- 
ment have  been  sent  to  various  F^ederal. 
state,  and  local  agencies  as  outlined  in 
the  CEQ  guidelines. 

Comments  are  invited  from  the  public. 
and  from  state  and  local  agencies  which 
are  authorized  to  develop  and  enforce 
environmental  standards,  and  from  Fed- 
eral agencies  having  jurisdiction  by  law 
or  special  expertise  with  respect  to  any 
environmental  imoact  involved  for  which 
comments  have  not  been  requested  spe- 
cifically 

Comments  concerning  the  proposed 
action  and  requests  for  additional  infor- 
mation should  be  addressed  to  Forest 
Supervisor.  Umrxiua  National  Forest, 
PO  Box  1008.  Roseburg,  Oregon  97470. 
Comments  must  be  received  by  Au^u.'^t  2, 
1977,  in  order  to  be  con.sidered  in  the 
preparation  of  the  final  environmental 
statement 

Dated  June  3.  1977 

Curtis  L.  Sw,anson, 
Reffional     Environmental     Co- 
ordinator.     Planning.      Pro- 
graming and  Budgeting 

|FR  Doc  77-16308  Filed  6-8-77,8  45  am] 


CIVIL  AERONAUTICS   BOARD 

;  Order  77-6-12  1 

AIRLIFT  INTERNATIONAL,    INC. 

Order  of  Suspension 

Container  loading  service  charge  pro- 
posed by:  Airlift  International.  Inc., 
Docket  30911:  Domestic  Air  Freight 
Rate  Investigation.  Docket  22859. 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.C. 
on  the  3rd  day  of  June.  1977. 

By  tariff  revisions  '  issued  May  3  and 
marked  to  become  effective  June  6,  1977. 
All  lift  International,  Inc.  (Airlift)  pro- 
poses to  establish,  upon  request  of  the 
shipper  or  consignee,  loading  service  for 
T\'pe  A-2  containers  on  the  carrier's 
premises  for  a  charge  of  $40  per  contain- 
er The  filing  bears  an  expiry  date  of 
June  7.  1978 

In  support  of  it5  proposal  and  in  an- 
swer to  a  complaint.  Airlift  asserts  that 
the  charge  is  a  reasonable  assessment 
of  the  use  of  the  carriers  personnel  and 
facilities  to  provide  the  service  and 
practically  matches  the  $40.90  level  rec- 
ommended for  unloading  service  by  the 
administrative  law  judge  in  the  Domes- 
tic Air  Freight  Rate  Investigation 
I DAFRI I .  Docket  22859 :  that  the  pro- 
posal will  not  apply  to  traffic  moving 
to  San  Juan  and  thus  will  not  divert 
traffic  from  the  complainant  in  this 
market:  that  the  proposal  was  filed 
primarily  to  aid  forwarders  rather  than 
as  a  device  to  gain  a  competitive  advan- 
tage over  them:  that  the  proposal  is 
not  unlike  rules  in  effect  for  several 
other  direct  carriers;  that  the  proposal 
is  not  discriminatory  or  preferential 
since  it  is  available  to  all  shippers  under 
the  same  conditions:  and  that  the  com- 
plainants contention  that  the  rule  pro- 
pased  constitutes  a  practice  not  author- 
ized by  Airlifts  certificate  borders  on 
the  sreciou.=; 

A  complaint  requesting  suspension  and 
investigation  of  Airlift's  proposed  rule 
has  been  filed  by  Century  Air  Freight, 
Inc.  I  Century  / ,  an  air  freight  forwarder. 
Centun'  asserts,  inter  alia,  that  the  oper- 
ation of  Airlifts  proposal  would  invade 
the  forwarder's  functions  and  divert  a 
large  volume  of  its  traffic:  that  the  level 
of  the  charge  i.';  below  cost;  that  the 
loading  service  obviously  provides  a  sub- 
sidy to  shippers  and  is  tmlawful  as  well 
as  dL-^crvminatory  and  preferential  in 
that  not  all  shippers  can  take  advantage 
01  the  service;  that  it  amounts  to  an  un- 
fair competitive  practice;  and  that,  by 
providing  this  service.  Airlift  enables 
freight  tendered  at  the  prescribed  tariff 
rote  to  be  eligible  tr»  move  at  a  substan- 
tially lower  rate 

The  proposed  rule  for  loading  comes 
within  the  scope  of  DAFRI,  and  its  law- 
fulness will  be  determined  in  that  pro- 
ceeding The  issue  now  before  the  Board 
Is  whether  to  suspend  the  proposal  or  to 
permit  it  to  become  effective  pending 
final  decision  of  the  Board. 

Upon  consideration  of  the  complaint 
and  all  other  relevant  factors,  the  Board 


finds  that  the  proposed  rule  may  be  un- 
just, unreasonable,  unjustly  discrimina- 
tory, unduly  preferential,  unduly  preju- 
dicial, or  otherwise  unlawful,  and  should 
be  suspended  pending  final  decision  in 
the  investigation. 

The  container  program  instituted  by 
the  carriers  several  years  ago  estab- 
lished incentive  discounts  to  shippers 
on  the  basis  of  cost  economies  to  the 
carriers.  These  economies  were  essen- 
tially groimded  on  the  basis  that  car- 
riers would  receive  loaded  containers 
from  consignors  and  tender  such  con- 
tainers to  consignees,  thus  bypa^'^sing  the 
air  freight  terminals.  This  would  save 
the  airlines  the  expense  of  loading  and 
unloading  containers  and  of  keeping 
track  of  nume  ous  pieces,  and  would  re- 
duce loss  and  damage  claims." 

At  the  present  time,  most  trunk  and 
all-cargo  carriers  fumLsh  unloading 
service  at  their  premises  for  practically 
all  container  types  and  a  few  carriers 
furnish  loading  service  for  several  con- 
tainers. No  carrier,  howev^",  furnishes 
both  loading  and  unloading  service  for 
the  same  container.  Airlift  has  a  cur- 
rently effective  tariff  provLsion  provid- 
ing for  unloading  service  for  Type  A 
containers,  and  the  instant  proposal 
would  add  loading  service  for  A-2  con- 
tainers. Thus,  both  services  could  be 
applied  to  the  same  shipment. 

At  the  current  level  of  Airlift's  con- 
tainer rates,  shippers  would  frequently 
find  that  container  rate  discounts  exceed 
by  a  significant  amount  the  charges  paid 
for  loading  and  unloading.  Therefore, 
it  would  be  advantageous  for  shippers 
to  utilize  Airlift's  proposed  services  for 
higher  density  bulk  shipments.  The  car- 
rier would  be  loading  bulk  shipments 
into  containers  and  unloading  the  same 
containers,  but  would  be  charging  lower 
net  rates  for  denser  shipments  and  thus 
would  incur  a  dilution  of  revenues  More 
important,  however,  availability  of  both 
loading  and  unloading  service  repre- 
sents a  t)asic  change  in  the  economics  of 
containerized  service  which  should,  in 
our  view,  await  the  Board's  decision  in 
DAFRI.' 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958.  and  particularly 
sections  204«a*.  403,  404.  and  1002  there- 
of. It  is  ordered  that:  1  Pending  hearing 
and  decision  by  the  Board,  the  charge 
and  provisions  in  Rule  No.  70iD)a>  on 
63rd  and  64  th  Revised  Page  40  of  Airline 
Tariff  F^iblishing  Company.  Agent.  Tariff 
CAB,  No,  227.  are  su.'^nended  and  their 
use  deferred  to  and  including  Senternber 
4.  1977,  unless  otherwise  ordered  by  the 
Board,  and  that  no  changes  be  made 
therein  during  the  period  of  stispension 
except  by  order  or  special  permission  of 
the  Board ; 

2.  Except  to  the  extent  granted  herein, 
the  comolaint  of  Century  Air  Freight 
Inc  in  Docket  30911  is  dismissed:  and 

3.  Conies  of  this  order  shall  be  filed 
with  the  tariff  and  served  upon  Aiilift 


'  Revisions    to    Airline    Tariff    Publishing 
Company.  Agent,  Tariff  C.A.B.  No,  227 


>  Bulk  traffic  also  moves  In  containers  for 
the  most  part,  but  is  loaded  and  unloaded 
by  the  airlines. 

'This  action  would  be  consistent  with 
Board  Orders  73-8-46.  73-10-5.  and  73-11- 
151 
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International,    Inc.    and    Century    Air 
Freight,  Inc. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board, 

Phyllis  T.  Kaylor, 
Secretary 

[FR  Doc.77-ie217  Filed  6-8-77;8  45  am) 


[Order  77-6-11;  Dockets  30842,  30847,  30853 
and  308551 

EMERGENCY  AIR  TRANSPORTATION 
REQUIREMENTS 

Adopted  by  the  Civil  Aeronautics 
B:>ard  at  its  office  in  Washington.  D.C, 
on  the  3rd  day  of  June  1977, 

By  Order  77-5-26.  May  6,  1977.  the 
Board  delegated  to  the  Director.  Bureau 
of  Operating  Rights,  authority  to  grant 
or  deny,  in  whole  or  in  part,  any  and  all 
requests  for  exemption  or  special  operat- 
ing authDrizations  which  might  arise  out 
of  an  expected  work  stoppage  against 
Wien  Air  Alaska.  Inc.  i  Wien  i .  Under  the 
terms  of  the  delegation,  the  Director's 
authority  would  expire  on  June  5.  1977. 
As  expected,  the  strike  occurred  on  May 
7,  1977.  and  has  continued  to  this  dale. 
During  this  period,  the  E>irector.  in  Order 
77-5-37.  granted  exemptions  to  Alaska 
Airlines.  Inc.  (ASA*,  Alaska  Inter- 
national Air,  Inc.  (AIA),  Northern  Air 
Cargo,  Inc.  'NAC  ,  and  Wien,  There  ap- 
pear to  be  no  expectations  of  a  speedj' 
resolut/ion  to  the  strike. 

In  view  of  these  circumstances,  we 
have  determined  to  extend  the  delegated 
authority  of  the  Director  for  the  dura- 
tion of  the  strike.  In  addition  to  extend- 
ing the  Director's  authority,  those 
exemptions  which  have  already  been 
granted  by  the  Director  and  which  would 
otherwise  expire  on  Jime  5,  1977,  will  be 
extended  for  the  duration  of  the  strike 
unless  sooner  terminated  by  the  terms  of 
the  exemption  requested,  by  the  Director 
or  the  Board.  However,  we  will  not  so 
extend  the  exemption  to  ASA  due  to  its 
inability  to  operate  the  authorized 
exempted  service.' 

Accordingly,  it  is  ordered.  That:  1  The 
authority  granted  to  the  Director.  Bu- 
reau of  Operating  Rights,  pursuant  to 
paragraph  1  of  Order  77-5-26.  be  and  it 
hereby  is  extended  for  the  duration  of 
the  woiic  stoppage  against  Wien  Air 
Alaska,  Inc,  which  began  on  May  7. 
1977; 

2.  All  operating  authority  granted  by 
the  Director  pursuant  to  authority 
granted  by  Order  77-5-26  be  and  it  here- 
by is  extended  and  shall  continue  in  full 
force  and  effect  for  the  duration  of  the 
work  stoppage  against  Wien  Air  Alaska, 
unless  sooner  terminated  by  the  terms 
of  the  exemption  requested,  by  the  Di- 
rector, or  bv  the  Board;  Provided.  That 
this  extension  shall  not  apply  to  the 
exemption  granted  to  Alaska  Airlines. 
Inc.; 


3.  In  the  exercise  of  delegated  au- 
thority, the  Director  is  authonzed  in 
his  discretion  to  act  before  the  receipt 
of  answers,  and  petitions  for  review  of 
the  Director  shall  not  staj-  the  effective 
date  thereof; 

4  Comunications  subject  to  the  pro- 
cedures established  herein  may  be  made 
orally  pursuant  to  14  CFR  300,2cm5i, 
but  such  application  shall  be  put  into 
telegraphic  or  wTitten  form  wnhin  24 
hours  and,  if  in  telegraphic  form,  shall 
be  followed  within  5  days  with  a  written 
notice  served  in  accordance  with  the 
Boards  rules  of  practice; 

5.  Any  interested  person  objecting  to 
any  provision  of  this  order  shall  file 
.such  objections  with  the  Board  within 
5  days  from  the  date  of  service  of  this 
order,  but  the  filing  of  ob.^ections  shall 
not  stay  the  effectiveness  of  tliis  order; 

6.  This  order  may  be  amended  or 
revoked  at  any  lime  at  the  discretion  of 
the  Board:  and 

7.  ThLs  order  shall  be  served  on  all 
certificated  air  carriers  of  interest,  the 
states  of  Alaska,  Washington,  all  af- 
fected cities,  and  union  representatives 
of  the  employees  of  both  Alaska  Airlines 
and  Wien  Air  Alsaka, 

This  order  shall  be  pulished  in  the 
Federal  Register, 

By  Uie  Civil  Aeronautics  Board. 

Phyllis  T,  Kaylor, 

Secretary. 

|FR  Doc  77-16216  Filed  6-8-77; 8  45  ami 


{Order  77-5-166:  Docket  27573; 
Agreement  CAB    26637) 

lATA 

Cargo  Rates 

Agreement  adopted  by  Traffic  Con- 
ference 1  of  the  International  Air 
Transport  Association  relating  to  cargo 
rates 

Lssued  under  delegated  atuhority  May 
31. 1977 

An  agreement  has  been  filed  with  the 
Board  pursuant  to  section  412<a)  of 
the  Federal  Aviation  Act  of  1958  (the 
Act  I  and  Part  261  of  the  Boards  Eco- 
nomic Regulations  l>etween  various  air 
earners,  foreign  air  carriers,  and  other 
earners  embodied  in  the  resolutions  of 
Traffic  Conference  of  the  International 
Air  Tran.sport  Association  i  L\TA  > .  The 
agreement  was  adopted  at  the  Compos- 
ite Cargo  Traffic  ConfereiKe  in  Van- 
couver held  during  May  1977 

The  agreement  would  add  new  con- 
tamer  rates  for  traffic  between  New 
York  and  Miami,  on  the  one  hand,  and 
points  in  Colombia,  on  the  other  hand. 
The  proposed  rates  are  not  out  of  line 
Willi  other  Western  Hemisphere  lATA 
container  rates  previously  approved  by 
the  Board,  and  will  be  approved  herein 

Pursuant  to  authority  duly  delegated 
by  the  Board  in  the  Board's  Reg-ulations, 
14  CFR  385  14.  it  is  not  found  that  the 
following  resolution,  incorporated  in 
Agreement  CAB.  26637  as  indicated,  is 
adverse  to  the  public  mterest  or  in  vio- 
lation of  the  Act 


lATA  No. 

Tiilp 

AppUcBlion 

.\  =  Mfinpnt  C.A.B.  2fl6,l7. 

V-^1 

Exi^oditcfi- 

-charepf  fpr  hnlh  u?i)li7ation -TC  1  (anx^chnf 

1 

'  ASA  pllota  have  refused  to  cross  the  Wien 
pilots'  picket  lines  and  the  carrier  failed  to 
obtained  a  temporar>'  Injunction  to  compel 
performance. 


Accordingly,  it  is  ordered.  That: 
Agreement  CAB.  26637  be  and  hereby 
is  approved 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order,  pursuant  to  the 
Board's  Regulations  14  CFR  385  50,  may 
file  such  petitions  within  ten  days  after 
the  date  of  service  of  this  order 

This  order  shall  be  effective  and  be- 
come the  action  of  the  Civil  Aeronautics 
Board  unless  within  such  a  period  a  pe- 
tition for  review  is  filed  or  the  Board 
gives  notice  that  it  will  review  thts  order 
on  its  owTi  motion. 

This  order  wUl  be  published  in  the 
FEDERAL  Register. 

Phyllis  T  Kaylor, 

Secretary. 

lFRDoc.77-16215  Piled  6-8-77,845  am] 

CIVIL  AERONAUTICS   BOARD 

[Order  77-6-13:  Docket  30692] 

AIR    INDIA 

Order  Denying  Petition  for  Reconsideration 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.C, 
on  the  3rd  day  of  June,  1977, 

By  Order  77-4-151.  the  Board  dis- 
missed a  complaint  filed  by  India  Travel 
Service,  Ltd.    (India  Travel)    and   Wil- 


liam Becker  Travel  Bureau.  Inc  'Becker 
Travel  • ,  against  a  proposal  by  Air  India 
to  Increase  the  level  of  the  14  120-day 
excursion  fare  between  India  and  the 
United  States 

On  May  11.  1977.  India  Travel  and 
Becker  Travel  filed  a  petition  for  recon- 
sideration of  the  Board's  decL<;ion,  The 
petitioners  contend  that  the  Board,  In 
dLsmissmg  the  complaint,  acted  contrary 
to  it,*:  own  policies  as  set  forth  on  earlier 
occasions  Specifically,  the  petitioners 
a.<;scrt  that  by  not  considermg  their 
charges  of  tariff  violations  and  excessive 
agent  commissions  as  germane  to  the 
fare  mcrease  at  issue,  the  Board  has  con- 
tradicted earlier  pronouncements.  The 
petitioners  cite  Order  75-5-102  'Ameri- 
can Airlines,  Inc  Enforcement  Proceed- 
ing. Docket  26363.  and  Order  76-3-146 
iBranifl  International  Airways,  Inc  En- 
forcement Proceeding,  Docket  263641. 
wherein  the  Board  determined  that  ille- 
gal payments  from  operating  accounts 
would  not  be  considered  as  valid  ex- 
penses for  ratemaking  purposes,  since 
the  traveling  public  should  not  be  re- 
quired to  pay  higher  fares  in  compensa- 
tion for  illegal  depletion  of  carrier  reve- 
nues The  petitioners  maintain  that  the 
Board  should  protect  the  public  by  in- 
suriiig  that  those  travelers  who  pay  the 
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proper  fares  are  not  subsidizing  individ- 
uals who  obtain  unlawfully  cheap  trans- 
portation or  agents  who  obtain  excessive 
commissions. 

Upon  consideration  of  the  petition, 
the  Board  has  concluded  that  India 
Travel  and  Becker  Travel  have  not 
presented  any  issue  which  was  not  pre- 
viously considered  by  the  Board  m  its 
original  disposition  of  the  complaint  and 
the  petition  will  therefore  be  denied. 

Our  denial  of  this  petition  should  m 
no  way  be  construed  as  a  retreat  from 
the  Board's  policy  that  ille-:al  payments 
should  not  be  considered  valid  operating 
expenses  for  ratemaking  purpose.--  How- 
ever, the  American  and  Braniff  proceed- 
ings involved  US  -flag  carriers  who  are 
required  to  submit  detailed  economic 
justification  for  a  general  increa.'^e  in 
domestic  fares,  and  our  conclusion  on 
this  issue  was  made  pursuant  to  the  find- 
ings reached  in  those  specific  investiga- 
tions Here,  illegal  activities  have  been 
alleged  but  so  far  arc  unproven  More- 
over, as  a  forei^^n-flag  carrier,  Air  India 
is  not  required  to  submit  economic  data 
and,  in  fact,  the  tanff  ftlint;  represents 
an  increase  in  a  single  fare  which  has 
been  set  at  chronically  low  levels  Most 
importantly,  the  40  120-day  excursion 
fare  remains  at  a  level  le.-s  than  half  the 
normal  economy  fare.  This  being  the 
case,  the  Board,  in  accordance  with  its 
long-held  view  that  fares  should  be  rea- 
sonably related  to  costs,  could  accept  an 
even  greater  increase  in  the  fare  than 
that  filed  by  .Air  India. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  ■of  1958.  and  particularly 
sections  204iai.  403.  404.  and  1002 
thereof,  it  is  ordered.  That  the  petition 
filed  by  India  Travel  Service.  Ltd  and 
Becker  Travel  Bureau.  Inc.  for  recon- 
sideration of  Order  77-1-151  be  and 
hereby  is  denied. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board 

Phyllis  T.  Kaylor, 
Secretary 
PR  Dor  77-16349  Filed  6-8-77:8  45  am) 


iOrder  77-6   14,  Docket  304021 

BRITISH   AIRTOURS   LIMITED 
Order 

Adopted  by  the  Civil  Aeronautics 
Board  at  it^  office  m  Wa;5hington,  D,C., 
on  the  3rd  day  of  June,  1977. 

On  January  26,  1977.  Briti^ih  Airtours 
Limited,  filed  an  application  for  amend- 
ment of  its  Foreign  Air  Carrier  Permit 
granted  by  the  Board  in  Order  77-1-70. 
January  14,  1977,  to  add  certain  named 
European  countries  to  those  which  it  is 
presently  permitted  to  serve.  On  March 
10,  1977,  British  Airtours  filed  a  motion 
for  expedited  hearing  on  its  apphcation. 

No  answers  in  response  to  the  motion 
have  been  filed. 


Upon  consideration  of  the  pleadings 
and  all  relevant  facts,  we  have  decided 
to  set  British  Airtours'  application  for 
hearing.  While  British  Airtours  filed  a 
motion  for  "expedited  hearing,"  the  car- 
rier appears  only  to  be  seeking  a  priority 
hearing.  Accordingly,  while  we  are  set- 
ting the  application  for  hearing,  we  do 
not  mean  to  imply  that  any  procedures 
apart  from  those  normally  utilized  in 
Board  pro:eedings  shall  be  followed 
here.' 

Accordingly,  it  i?  ordered.  That  1.  The 
application  of  BritLsh  Airtours  Limited, 
be  and  it  hereby  is  set  for  hearing  before 
an  administrative  law  judge  of  the  Board 
at  a  time  and  place  to  be  designated 
hereafter:  and  2.  The  motion  of  British 
.Airtours  Limited  for  a  waiver,  be  and  it 
hereby  is  denied. 

This  order  .shall  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 

Secretary. 

[FR   Doc  77-16350  Filed  6-8-77;8:45  ami 


Dated  at  Washington,  D.C.,  June  3, 
1977. 

Barbara  A.  Clark, 

Chief,  Legal  Division, 
Bureau  of  Operating  Rights. 
[FR  Doc.77-16348  Piled  6  8-77:8  45  ami 


[Docket  304021 

BRITISH    AIRTOURS   LIMITED 

Environmental   Rejection 

On  January  26.  1977,  British  Airtours 
Limited  filed  a  request  for  waiver  of  Part 
312,  which  was  accompanied  by  environ- 
mental data.  Because  the  applicant  sup- 
plied information  which  would  permit  an 
evaluation  of  the  possible  impact  of  its 
proposed  operations  on  the  environment, 
it  is  unnecessary  to  grant  a  waiver,  and 
we  look  instead  to  the  data  supplied. 

British  Airtours  Limited  is  a  direct 
foreign  air  carrier  specializing  in  char- 
ter flights.  The  carrier  states  tiiat  it  will 
use  Boeing  707  aircraft  in  its  proposed 
operations  and  will  conduct  no  more  than 
30  operations  annually  primarily  at  large 
metropolitan  airport  facilities.  Thus,  the 
carrier  contends  that  the  impact  of  Its 
po>.«ible  charter  flights  would  be  de 
minimis. 

Pursuant  to  section  312.8  and  312.13 
of  the  Board's  Procedural  Regulations, 
the  under.<igned — having  reviewed  avail- 
able information  with  respect  to  the  ap- 
plication described  above  and  having 
been  duly  designated  by  the  Director, 
Bureau  of  Operating  Rights,  pursuant 
to  section  312  8 — hereby  finds  that  any 
subsequent  Board  action  approving, 
denying,  or  otherwise  acting  upon  such 
application  would  not  constitute  a  "ma- 
lor  Federal  action  significantly  affecting 
the  quality  of  the  environment"  within 
the  meaning  of  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969 


Order  77-4-151  referred  the  allegatioas  to 
the  Bureau  of  Enforcement  for  appropriate 
actloD 


•  Concurrently  with  Its  application,  British 
Airtours  filed  a  request  for  a  waiver  of  the 
Board's  environmental  regulations.  However, 
in  the  request  for  the  waiver,  the  carrier 
filed  sufficient  Information  for  the  staff  to 
make  an  environmental  determination,  as 
indicated  in  the  attached  Notice  of  Environ- 
mental Rejection.  Accordingly,  we  will  deny 
British  Airtours  request  for  waiver. 


SOCIETE  ANONYME  BELGE  D'EXPLOITA- 
TION  DE  LA  NAVIGATION  AERIENNE 
(SABENA) 

[Order  77-6-16:  Dockets  30889    30888   30789. 
30785] 

Order  Dismissing  Complaints 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC. 
on  the  3rd  day  of  June.  1977. 

By  tariff  revisions  •  Issued  on  May  1 1 
and  marked  to  become  effective  June  10, 
1977,  Societe  Anonyme  Beige  d'Exploi- 
tation  de  la  Navigation  Aerienne 
(SABENA)  proposes  to  establish  and  to 
reduce  several  specific  commodity  rates 
for  traffic  from  Antwerp  and  Brtissels 
to  New  York.  The  rates  for  Items  2102 
(Cloth).  6807  (Plastic  Foil  and'or 
Sheets),  and  7047  <Decals>,  would  be 
set  at  a  level  of  approximately  69  cents 
per  kg.,  with  a  minimum  weight  of 
4,000  kgs. 

Complaints  requesting  suspension  and 
investigation  have  been  filed  by  Sea- 
board World  Airline-s,  Inc  'Seaboard' 
and  Pan  .American  World  Airw^ays.  Inc 
(Pan  American).  The  complainants 
allege,  inter  alia,  that  the  proposed 
rates  are  equivalent  to  rates  proposed 
by  British  Airways  for  the  same  com- 
modities which  were  ordered  suspended 
and  investigated  by  the  Board  in  Order 
77_1_6;  that  the  proponent  has  provided 
no  justification  for  these  rates  other 
than  to  indicate  that  they  are  being  filed 
pursuant  to  government  order:  that  the 
proposed  level  is  uneconomic  and  fails 
to  cover  U.S.  carriers'  transatlantic 
freighter  costs;  that  is  no  justification 
to  say  that  rates  are  required  to  meet 
illegal  competition;  that  over  $1.2  mil- 
lion of  Seaboard's  westbound  specific 
commodity  rate  revenues  would  be  sub- 
ject to  diversion,  or  if  Seaboard  matches 
the  proposal,  its  1977  forecast  westbound 
revenues  would  be  diluted  by  over  $400,- 
000;  and  that  the  proposal  Ls  in  opposi- 
tion to  the  Board's  stated  policy  that 
it  will  not  permit  rates  to  go  into  effect 
at  levels  substantially  below  U.S.  car- 
riers' experienced  freighter  costs  absent 
compelling  justification'. 

No  economic  justification  has  been 
offered  for  the  proposal.  Sabena  indi- 
cates only  that  these  rates  have  been 
filed  pursuant  to  a  government  order 
and  are  for  the  purpose  of  competing 
with  rates  applied  in  neighboring  coun- 
tries. 

Upon  full  consideration  of  the  tariff 
filing,  the  carrier's  justification,  the 
complaints  and  all  other  relevant  fac- 
tors, the  Board  has  determined  to  dis- 
miss the  complaints  and  i^ermit  the  fil- 
ing to  become  effective. 

The  proposal  appears  to  have  the 
ability  of  attracting  additional  volumes 
of    new    traffic    to    air    transportation 
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Furthermore,  contrary  to  Seaboard's 
contention,  the  proposed  rates  are  not 
equivalent  to  rates  proposed  by  British 
Airways  for  the  same  commodities  and 
which  were  suspended  by  the  Board  in 
Order  77-l-€.  Sabena's  proposal  would 
produce  a  yield  of  approximately  17 
cents  per  revenue  ton  mile  compared 
with  yields  ranging  from  12.2  to  13  1 
cents  per  revenue  ton  mile  under  the 
British  proposal.  We  will  therefore  per- 
mit the  Sabena  proposal  to  become 
effective. 

We  would  be  remiss,  however,  in  tak- 
ing this  action,  not  to  express  our  con- 
cern about  the  recent  promulgation  dur- 
ing the  present  open  rate  situation  of 
marginal-level  rates  for  specific  com- 
modities in  markets  where  apparently 
no  advantage  accrues  to  the  general 
commodity  freight  shipper.  We  have 
spoken  to  the  inordmate  reliance  on  low 
rated  specific  commodity  rates  on  vari- 
ous occasions  in  the  past  and  the  bur- 
den that  such  low  rates  places  on  the 
shipper  of  general  commodities  While 
we  have  permitted  a  number  of  proposals 
involving  specific  commodity  rates  to 
take  effect  over  complaints,  we  would 
caution  the  carriers  that,  under  these 
circumstances,  the  Board  will  require 
specific  and  compelling  justification  of 
any  rate  proposals  which  attempt  to  in- 
crease general  commodity  rates. 

Accordingly,  it  is  ordered.  That:  The 
complaints  of  Seaboard  World  Airlines, 
Inc.  in  Dockets  30888  and  30785.  and  Pan 
American  World  Airways,  Inc.  in  Dock- 
ets 30889  and  30798.  be  and  hereby  are 
dismissed. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor. 

Secretary. 

O'Meha.  Vice   Chairman.   Dissenting 

1  mu.st  express  my  dissent  from  the  Board's 
failure  to  suspend  yet  another  series  of  un- 
duly low  rates  In  the  North  Atlantic  market 
because  of  the  concerns  about  low  rareo 
yields  on  that  route  expressed  In  mv  dissents 
to  Order  77-5-44.  Mav  10.  1977  and  Order 
77-5-154,  May  27,  1977  At  least  In  this  case 
the  Board  expresses  a  concern  about  the 
spread  of  •'marginal-level"  specific  com- 
modity rates  and  their  potential  impact  on 
the  eeneral  commodltv  rate  level.  In  effect, 
the  Board  Is  statin?  its  concern  about  the 
impact  of  this  series  of  rate  filings  on  the 
future  carpo  operations  of  V  S.  carriers  The'=e 
same  concerns,  in  mv  view  warrant  a  more 
careful  screenins  of  the  likelihood  that  traf- 
fic eeneratlnn  from  the  proposed  rates  will 
offset  dilution  and  a  determination  whether 
generation  or  diversion  of  traffic  will  be  the 
result  of  the  rates.  Upon  consideration  of 
these  factors,  I  would  vote  to  suspend  and 
Irvestigate, 

Richard  J.  O'Melia. 
[FR  Dck:.77-16351  Filed  6-8-77;8:45  am] 


DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

MID-ATLANTIC   FISHERY   MANAGEMENT 
COUNCIL 

Extension   of   Meeting 

Notice  is  hereby  given  of  an  extension 
m  the  meeting  of  June  15  and  16.  1977, 
9  00  a  m.  to  3:00  p.m.,  at  the  Southamp- 
ton Inn,  Southam.pton,  Long  Island,  New 
York,  of  the  Mid-Atlantic  Fishen.-  Man- 
agement Council  which  was  published  in 
the  FEDERAL  Register  May  25,  1977,  'Vol- 
ume 42.  Number  101. 

The  meeting  is  now  extended  to  June 
17,  1977,  9:00  a.m.  to  12  00  noon,  at  the 
Southhampton  Inn,  Southhampton.  Long 
Island.  New  York,  to  review  and  adopt 
tiie  Surf  Clam.  Ocean  Quahog  Manage- 
ment Plan. 

Dated:  June  6,  1977. 

WlNFRED  H,   MEIBOHM, 

Associate  Director. 
National  Marine  Fisheries  Service. 

IFR  DOC77-16326  Piled  6-8-77:8:45  am) 


S.E.E.  OKEANSKY   RIBOLOV,   BOURGAS 

Receipt  of  Application  for  a  General 
Permit 

Notice  is  hereby  given  that  the  follow- 
ing application  has  been  received  to  take 
marine  mammals  incidental  to  the  coui-se 
of  commercial  fi.shing  operations  as  au- 
thorized bv  the  Marine  Mammal  Protec- 
tion Act  of  1972  '16  use.  1361-1407 
and  the  regulations  tliereunder. 

S.E.  E.  Okeansky  Ribolov,  Bourga.*;, 
Peoples  Republic  of  Bulgaria,  has  apphed 
for  a  general  permit.  Category  1,  "Towed 
or  Dragged  Gear." 

Copies  oft  he  application  are  available 
for  review  in  the  following  offices: 
Director,  National  Marine  Fisheries  Service, 
3300  Whitehaven  Street,  N  W  ,  Washington, 
D.C.;  and 
Regional  Director,  National  Marine  Fisheries 
Service,  Northeast  Region,  Federal  Build- 
ing, 14  Elm  Street,  Gloucester,  Massachu- 
setts 01930. 

Interested  parties  may  submit  written 
views  on  this  application  within  30  days 
of  the  pubhcation  of  this  notice  to  the 
Director,  National  Marine  Fisheries 
Service,  Department  of  Commerce, 
Washington.  DC.  20235. 

Dated:  June  2.  1977. 

Morris  M.  Pallozzi, 
Acting  Deputy  Assi.'tant  Direc- 
tor    for     Fuheries     Manage- 
ment. National  Marine  Fish- 
eries Service. 

|FR  Doc.77-16205  FUed  6-8-77; 8  45  am) 


DEPARTMENT  OF   DEFENSE 

Office  of  the  Secretary 

DDR&E     HIGH     ENERGV     LASER     REVIEW 
GROUP   (HELRG)    VULNERABILITY,    EF 
FECTS  AND  HARDENING  PANEL 

Closed  Meeting 

Pur.^uant  to  the  provL-iions  of  Section 
10  of  Appendix  I,  Title  5.  United  States 
Code,  notice  is  hereby  given  that  a  closed 
meeting  of  the  DDR&E  High  Energy 
Laser  Review  Group  Vulnerability,  Ef- 
fects, and  Hardening  Panel  will  be  held 
at  8:30  a.m.  on  Tuesday.  Wednesday. 
Thursday,  and  Friday,  July  19-22,  1977, 
m  San  Diego  California.  The  purpose  is 
to  review  matters  pertaining  to  the  De- 
partment of  Defense  high  energy  laser 

program 

The  entire  meeting  will  be  devoted  to 
a  discussion  of  classified  information  as 
defined  in  subparagraph  (1>   of  Section 
552b  c '  of  Title  5  of  the  U.S.  Code,  and 
therefore,  will  be  c'.ased  to  the  public 
Maurice  W.  Roche, 
Director.    Correspondence    and 
Directives,  Office  of  the  As- 
sistant Secretary  of  Defense 
iComptroUen  . 

June  3.  1977. 
jFR  Doc  77-16309  Piled  6-8-77:8  45  am  I 


BROADCAST  SERVICE  V^ORKING  GROUPS, 
1979  WORLD  ADMINISTRATIVE  RADIO 
CONFERENCE 

Schedule  of  Meetings 

JWK  6,  1977, 
Pursuant  to  Public  Law  92-463,  notice 
IS  hereby  given  of  the  following  meetings 
for  June  1977. 
\VARC-79   FM   Bhoadcastin«  Service   Orodp 

Wednesday.  June  29,  1977—2  p  m,  to  4  p,m  , 
Room  8210  2025  M  Street,  N.W  ,  Washington. 
DC 

Chairman    Gary  Hess. 

FCC  Uatson    Hldeyukl  Nogtiohi 

WAP.C-79    SATELLrrE    Broadcasfinc    Sebvicx 
Oboop 

Tviesday.  June  28,  1977— 8  SO  am.  to  12 
noon.  Rcom  8210.  2025  M  Street.  N  W..  Wash- 
ington. DC. 

Chairman  :  Edward  E  Relnhart. 

FCC  Liaison:  Charles  I^Brelg. 

The  Agendas  will  be^s  fellows: 

1  Call  to  Order  and  Announcements  by  the 
Chairman 

2.  Approval  of  Minutes  of  Previous  Meet- 
ing. 

3.  Discussion  of  Comments  for  Fifth  No- 
tire  of  Inquiry  (Do.  20271). 

4    Reports  from  Task  Groups 

6    Further  Discussion. 

e.  Next  Meeting  Date  and  Adjournment. 
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The  above  niM'tinzs  are  open  to  broad- 
cast industry  representatives  and  inter- 
ested members  of  the  general  public 
Federal  Commukications 

Commission, 
Vincent  J.  Mullins, 

Secretary 

|FB  Doc.77-16299  Filed  6-8-T7;8:45  am) 

I  Report  No   8611 

COMMON   CARRIER   SERVICES 
INFORMATION 

Applications  Accepted  for  Filing 

June  6.  1977- 

The  applications  listed  herein  have 
been  found,  upon  initial  review,  to  be  ac- 
ceptable for  filing.  The  Commussion  re- 
serves the  right  to  return  any  of  these 
aoplications.  if  upon  further  examina- 
tion, it  is  determined  they  are  defective 
and  not  in  conformance  with  the  Com- 
mission's Rules  and  Regulations  or  its 
policies. 

Final  action  will  not  be  taken  on  any  of 
these  applications  earlier  than  31  days 
following  the  date  of  this  notice,  except 
for  radio  applications  not  requiring  a  30 
day  notice  period  (See  §  309ic^  of  the 
Communications  Act>.  applications  filed 
under  Part  68.  applications  filed  under 
Part  63  relative  to  small  projects,  or  as 
otherwLse  noted.  Unless  specified  to  the 
contrary,  comments  or  petitions  may  be 
filed  conceminff  radio  and  Section  214 
applicatians  within  30  days  of  the  date 
of  this  notice  and  within  20  days  for  Part 
68  applications. 

In  order  for  an  application  filed  under 
Part  21  of  the  Commi-ssion's  Rules  i  Do- 
mestic Public  Radio  Services*  to  be  con- 
sidered mutually  exclusive  with  any  other 
such  application  appearing  herein,  it 
must  be  substantially  complete  and 
tendered  for  fiUng  by  whichever  date  is 
earlier:  'a>  the  close  of  business  one 
business  day  preceding  the  day  on  which 
the  Commission  takes  action  on  the  pre- 
viously filed  application:  or  ib>  within 
60  days  after  the  date  of  the  public  notice 
listing  the  first  prior  filed  application 
I  with  which  the  subsequent  application  is 
in  conflict)  as  having  accepted  for  filing. 
In  common  carrier  radio  scr\ices  other 
than  those  listed  under  Part  21,  the  cut- 
off date  for  filing  a  mutuallv  exclusive 
application  is  the  close  of  business  one 
business  dav  pi-rredine  the  day  nn  which 
the  previously  filed  applir^^tinn  is  desig- 
nated for  heariner  With  limited  excep- 
tions, an  application  which  Ls  subse- 
quently amended  by  a  ma  for  change  will 
be  con.sjdered  a^  a  neuly  filed  anulication 
for  purposes  of  the  cut-off  rules.  rSec 
5§  1.227'b'  i3'  and  21  30'b>  of  the  Com- 
mission's Rules.  1 

Federal  Commttnications 
commtssiov. 

Vincent  J.  Mullins. 

Secretary 


NOTICES 

Applicatjons  Accepted  Fob  Pamo 

DOMESTIC  PUBLIC  LAND  MOBILE  RADIO  SERVICE 

21412-CD-P-77  Marianas  Telephone  Com- 
pany (WWA347),  C  P.  to  relocate  facilities 
operating  on  454.100  MHz.  control  at  Lo- 
cation No  2  to  be  located  at  Ypao  Road 
and  Marine  Drive,  Tamuning.  Guam. 

21413-CD-R-77  Tlie  Mountain  States  Tele- 
phone &  Telegraph  Company  (Develop- 
mental) (KAR68).  Renewal  of  License  ex- 
piring June  1.  1977.  Term:  June  1.  1977  to 
June  1.  1978. 

21415-CD-P-77  Telpage  of  Tennessee 
(new),  C.P.  for  a  new  1-way  station  to 
operate  on  152.24  MHz  to  be  located  at 
2  5  miles  South  of  Cleveland,  Tennessee. 

21416- CD-P-(2)-77  Autophone  of  Laredo. 
Inc  (KLP536).  C.P.  to  relocate  facilities 
operating  on  454  025  MHz,  control  and  for 
additional  facilities  to  operate  on  152.15 
MHz.  base  at  location  No.  3:  Laredo  In- 
ternational Airport,  Bldg.  962,  Corner  of 
Pappa-s  and  Thomas.  Laredo,  Texas. 

21418-CD-P-(2)-77  Omni  Communications, 
Inc  (KSV954).  C.P.  for  additional  facilities 
to  operate  on  158  70  MHz  at  (2)  new  sites 
location  No.  7:  Asnebumsklt  Hill.  2.6  miles 
East  of  Paxton.  Massachusetts:  and  loca- 
tion No.  8:  Federlco  Industrial  Park,  off 
Route  24.  Avon.  Ma.ssachusetts. 

21419-CD-P-(31-77  Northern  Illinois  Radio 
Phone  and  Paging  Systems,  Inc.  (KtJO608) . 
C  P  for  additional  facilities  to  operate  on 
4,54  025  MHz  at  location  No.  1:  1100'  Weet 
of  Martin  Road  on  Southside  of  Street  (Rt. 
No' 120).  McHenry,  Illinois;  and  for  ad- 
ditional facilities  to  operate  on  454  025  Bnd 
454.100  MHz  at  a  new  site  described  as  loca- 
tion No.  2:  Sears  Tower  BuUdlng.  Chicago. 
Illinois. 

21420-CI>-P-(3)-77  RCA  Alaska  Communi- 
cations, Inc.  (KTR985),  C.P.  to  change  an- 
tenna system  and  relocate  facilities  opera- 
ting on  15257,  15266  and  15272  MHz  at 
location  No  3  to  be  located  at  Cape  Newen- 
ham  APS  Radome  152  miles  South  of 
Bethel.  Cape  Newenham.  Alaska. 

'?U2l-CD-P-77  Roanoke  &  Eotetourt  Tele- 
phone Company  (new),  CP  for  a  new 
1-way  station  to  operate  on  158.10  MHz  to 
be  located  2  6  miles  at  198°  from  DalevUle. 
Virginia. 

21422-Cr>-P-77  Tele-Page  of  Beaufort.  Inc 
fnewl .  C.P.  for  a  new  station  to  operate  on 
152  18  MHz  to  be  located  at  Palmetto  Dunes 
Complex.  Hilton  Head  Island,  South  Caro- 
lina. 

21423-CD-P-77  Pacific  Paging,  Inc.  (KSV 
964).  C.P.  for  additional  facilities  to  oper- 
ate on  158  70  MHz  to  be  located  At  a  new 
.site  described  as  location  No.  2:  Pour  miles 
NW.  of  Newberg,  Oregon. 

21425-CD-P-77  Answer  Iowa.  Inc.  (new). 
C  P.  for  a  new  station  to  operate  on  152.09 
MHz  to  be  located  at  118  Broadway,  Fargo, 
North  Dakota. 

MAJOR     AMEND  mint: 

21465-CD-P-75  Mobile  Radio  Systems  of 
San  Jose.  Inc  .  San  Jose.  California  (new), 
.'Vmend  location  Bald  Mountain,  4  miles 
N'E  of  Watsonville.  California,  to  read  7781 
Elgleberry  Street,  Gllroy.  California. 
Amendment  also  changes  transmitter 
power  and  transmitting  antenna, 

correction  : 

2125t-CD-P-77  Empire  Paging.  Corp. 
(KWU374) ,  Please  correct  call  sign  to  KRS- 
674.  All  other  particulars  to  remain  sis  re- 
ported on  PN  No.  857  dated  May  9.  1977. 


POINT  TO  POINT  microwave  RADIO  SERVICE 

2512-CP-P-77     Southwestern  Bell  Telephone 
Company     (KAM25),     114    North    Waters. 
Olathe.    Kansas.   Lat.   38  5258"    N..   Long. 
94''48'56"   W.  C  P.  to  replace  transmitters 
and  change  frequencies  10755V  to  n055V 
10995H  to    10815V   MHz   toward   Shawnee. 
Kan.sas. 
2513-CF-P-77     Same     (KAL88)      62nd     and 
Pflumn  Road,  Shawnee.  Kansas.  Lat    39°- 
Ol'Ol  '  N..  Long.  94  4435  ■   W.  C.P.  to  re- 
place transmitters  and  change  frequencies 
11445H  to  11265V  11685V  to  11505VMH7.  to- 
ward Olathe.  Kansas  and  114n5V  to  n265V 
11645H  to  11505V  MHz  toward  Kansas  City 
Toll.  Kansas. 
2514-CP-P-77     Same    (KAC96>    Kansas  City 
Toll    1425   Oak    Street.    Kansas   City,    Mis- 
souri.  Lat.   39'05'47"   N,   Long.  94'34  41" 
'■ff.  C.P.  to  replace  transmitters  and  change 
frequencies    10715H    to    11055V    10955V   to 
10815V  MHz  toward  Shawnee.  Kansas. 
2587-CP-P-77     Same  rnew^  500  N.  Washing- 
ton, Magnolia.  Arkansas.  Lat   33°16'18"  N  , 
Long.  93°14'22"  W   C  P.  for  a  new  station 
on    frequency    6286  2V    MHz    toward    Mt 
Slnal.  Arkansas  on  azimuth  101.8". 
2588-CF-P-77     Same  (new)   Sinai  14.9  mUes 
W.  of  El  Dorado.  Arkansas.  Lat.  33   12 '58" 
N..  Long.  92"55'26"  W   C  P.  for  a  new  sta- 
tion on  frequencies  6034.2H  toward  Mag- 
nolia on  azimuth  281  9'  and  6034.2V  MHz 
toward   El    Dorado.    Arkansas   on   azimuth 
91.3°. 
2589-CF-P-77     Same  (new)  301  W.  Main.  El 
Dorado.  Arkansas.  Lat.  33°12'40  "  N..  Long. 
92°39'58"    W    CP     for   a   new   station   on 
frequencies  6286  2H  MHz  toward  Mt   Sinai. 
Arkansas  on   azimuth   2714     and   6286  2V 
MHz   toward  Hampton.    Arkansas  on   azi- 
muth 26.9'. 
2590-CP-P-77     Same   ^new)   E.  side  of  Hwy. 
167  Hampton,  Arkansas  Lat.  33  32'12"  N.. 
Long.  92'28'07"  W   C.P    for  a  new  station 
on  frequencies  6034  2H  MHz  toward  El  Do- 
rado on  azimuth  207  n     and  6034  2V  MH? 
toward  Warren.  Arkansas  78  1". 
2591-CF-P-77     Same   (new)    15  miles  W.  of 
Warren,  Arkan.sas.  Lat    33  35  56"  N,  Long. 
92''06'52"  W  C.P.  for  a  new  station  on  fre- 
quencies 6286.2H  MHz  toward  Hampton  on 
azimuth   258.3°    and   6286  2V   MHz   toward 
Montlcello.  Arkansas  on  azimuth  71.1" 
2592-CP-P-77     Same   (new)    3  5  milefi  NNW 
of  Montlcello.  Arkansas.  Lat  33°41  00"  N. 
Long.  91°49'03  '  W  C  P.  to  add  a  new  point 
of  communication  on  frequencies  6034  2H 
MHz  toward  Warren  on  azimuth  251  3  '  and 
6034  2V  MHz  toward  Star  City  on  azimuth 
349  3' 
2593-rP-P-77     Same     (WHA75)      20     miles 
WNW   of  Star  Cltv.  Arkansas   Lat.  33°57'- 
15"  N..  Long   91  "52'44"  W  C  P   to  add  fre- 
quencies 6286  2H  MHz  toward   Montlcello 
and     62862V     MHz     toward     Pine     Bluff 
Arkansas. 
2594-CP-P-77     Same     (KYJSOi      720     Beech 
Street,  Pine  Bluff.  Arkansas.  Lat.  34°13'19" 
::..   Long    92°00'35  '    W    CP.   to  add  fre- 
quency   60342H    MHz    toward    Star    City. 
Arkansas 
2595-CP-P-77     The    Chesapeake   and    Poto- 
mac    Telephone     Company     of     Virginia 
(KIA30).    Carter   Mt..    3.5   miles   South   of 
Charlottesville.  Virginia.  Lat    37"'59'06"  N.. 
Long.  78°2«'49  "   W.  C  P.  to  add  frequency 
5997. IH   MHz    toward    Bucks    Elbow.    Vir- 
ginia. 
2596-CP-P-T7     Same   (KTB29)    Bucks   Elbow 
3.3  miles  NW.  of  Croret,  Virginia    Lat.  38= 
06'07"  N..  Long.  78  44'51"  W    CP    to  add 
frequency  6249. IH  MHz  toward  Carter  Mt. 
Virginia. 


KOeHAL   «E01STE«,   VOL.   4J,   NO     111 — THURSDAY,    MNi   9,    1977 


NOTICES 


2a&41 


2597-CF-P-77     Same    (KIN87)     700    Church 
Street  Lynchburg    Virginia    Lat    37'24'57" 
N..    Long.    7906'40  '    W.    C.P.    to   add    fre- 
quencies 10915V  11156H  MHz  toward  Long 
Mt..  Virginia. 
2598-CF-P-77     Same  (KJK28)  Ix>ng.  Mt.  1.2 
miles  NNW.  of  Rustburg.  Virginia.  Lat.  37= 
17'12"  N.,  Long.  79°a5'25"  W.  CP    to  add 
frequencies    11365V    11605H    MHz    toward 
Lvnchburg.  Va 
26oi-CT'-P-77     The   Mountain    States   Tele- 
phone and  Telegraph  Company   (KPZ67), 
South  Pass  3  1  miles  NNE.  of  Atlantic  City. 
Wyoming.  Lai.  42'32  19 "  N.,  Long.  108'42' 
37"    W.   C.P.   to  replace   transmitters   and 
move    antenna     on     frequencies     5997. IH 
10875V  MHz  toward  Pacific  Crk. 
2602-CF-P-77     Same  (KPZ68)   Pacific  Creek 
69    miles    NE.    of   Parson.    Wyoming.    Lat. 
42'09'19"   N..   Long.   109'19'39"   W.   C.P.   to 
replace  transmitter  on  frequencies  6249.  IH 
1132SV  MHz  toward  South  Pass. 
2603-CF-P-77     Pacific  Northwest  Bell  Tele- 
phone Company   (KOE81).  Seattle  3.   1708 
East  Pike  Street.  Seattle,  Washington   Lat 
47"'36'53"  N.,  Long.   122°18'3r'  W.  CP    to 
Increase  output  power  and  replace  trans- 
mitters   on    frequencies    6071.2H.    10756V. 
10995H  MHz  toward  Auburn.  Washington 
2604-CP-P-77     Same    (KPZ54)     Auburn    3  0 
miles  South  of  Auburn,  Washington.  Lat. 
47*15'23"   N..  Long.   122''13'07"  W.  CP    to 
Increase  output  power  and  replace  trans- 
mitter   on    frequencies    6323  3H.     11685V. 
1I445H  MHz  toward  Seattle  3  and  6226.9H 
6345.5H  MHz  toward  Capitol  Peak.  Wash- 
ington. 
2805-CP-P-77     Same  (KTP83),  Capitol  Peak 
11.0  miles  WSW.  of  Tumwater.  Washing- 
ton. Lat.  4€"58'20"  N.,  Long.  123=08' 16"  W. 
C.P.  to  increase  output  pwwer  and  replace 
transmitters       on       frequencies       10755V. 
10875V,   10995H  MHz  toward  Olympla  and 
5974  8H,     6093.5H    MHz     toward     Auburn, 
Washington. 
2606-CP-P-77     Same  (KTF82)    119  East  7th 
Avenue,  Olympla,  Washington    Lat.  47°02' 
32"    N.,   Long.    122*53'57"    W.    C  P.   to   in- 
crease output  power  on  frequencies  11325V. 
11446H  and  11685V  MHz  toward  Olympla, 
Washington. 
2613-CP-P-77     The    Pacific    Telephone    and 
Telegraph   Company    (KMW56).   Mt    Ade- 
laide   16   mUes   East   of   Bakersfield.   Cali- 
fornia. Lat.  35°26'16"  N.,  Long    118  44'28" 
W    C.P.  to  add  frequency  2121.6V  MHz  to- 
ward Bakersfield,  California. 
2614-CF-P-77     The    Pacific    Telephone    and 
Telegraph   Company    (KML81 ) ,    1520   20th 
Street.   Bakerfield.    California.   Lat.   35°22 
39"    N.,   Long.    11»°0J'08"    W.   C.P    to  add 
frequency  217 1.6V  UHz   toward   Ml    Ade- 
laide, California. 
2ei5-CP-P-77     Pacific  Northwest  Bell  Tele- 
phone Company  (KPC63),  915  S  E.  Mosher 
Avenue,  Roseburg,  Oregon.  Lat.  43*12'20" 
N.,    Long     133*20'4a"    W.    C  P.    to   Increase 
output  power  on  frequencies  10715V  MHz 
toward  Mt.  Nebo. 
2659-CF-P-77     American      Telephone      and 
Telegraph    Company     (KAB24t     931     14th 
Street  Denver,  Colorado  Lat.  39=44'43"  N., 
Long    104'59'45"  W.  C.P.  to  add  frequen- 
cies 4090V  MHz  toward  Critchell.  Colorado 
2660-CF-P-77     Same   (KAY83),  Critchell  4  1 
miles  NNW.  of  South  Platte  Colorado   Lat. 
39=2813"   N,  Long.   105=ir52"   W.  C.P.  to 
add  frequencies  4050V  MHz  toward  Denver 
and  4050  V  MHz  toward  Westcreek.  Colo- 
rado. 
2661-CF-P-77     Same      (KAY69)      6.9     miles 
ENE.  of  Westcreek.  Colorado.  Lat.  39=10'33" 
N.,   Long     105=02'03"   W.   CP    to   add   fre- 
quency 4090V  MHz  toward  Critchell 
2662-CF~P-77     Same  (WHB40)  221  West  4th 
Street  Pueblo,  Colorado   Lat    38°16'15"  N  . 
Long    104''36'31"  W   C.P.  to  add  frequency 
3890H  MHz  toward  Cedarwood. 


2663-CF~P-77     Same   (KAS85)   89  miles  NF 
of  Cedarwood,  Colorado.  Lat.  38  02  02  '  N  . 
Long    104-29  20"  W.  C.P.  to  add  frequency 
3930H  MH7-  toward  Pueblo,  Colorado. 
2569-CF-P-77     Pacific  Telatronlcs,  Inc    (KPN 
741     King  Mountain.  8  miles  HSast  of  Wolf 
Creek.    Oregon     Lat     42'4r49"    N..    Long 
123 "13  39"  W.  Construct-.on  permit  to  add 
6011. 9H  MHz  toward  Gilbert  Peak,  Oregon, 
via  power  split,  on   azimuth   198.6'. 
2611-<^P~P-77        EUistern      Microwave       Inc 
(WQR  72).  U.S.  Route  30.   15  mile  SE  of 
Hookstown,    Pennsylvania.    LAt.    40°34'37" 
N     Long.  80  27  24'   W    Construction  per- 
mit   to    add    10975.0V    MHz    and    11135.0V 
MHz   toward  Rochester.  Pennsylvania,  via 
power  split,  on  azimuth  45  R  = 
2612-CF-P-77        Eastern      Microwave.      Inc. 
(WDD    72 1 .    Blue    Mountain.    Appalachian 
Trail,  2  miles  SSE  of  No    183  and  896.  Sum- 
mit Station.  Pennsylvania    (Lat.  40'3r55 " 
N  ,  Lone   76=n'49"  W.  Construction  permit 
to  add  6049  OH  MHz  toward  Hershcy  NOC. 
Pennsylvania,  via  pwwer  split   on  azimuth 
234.9  =  . 
2623-CF-P-77.     Tower   Communication  Sys- 
tems Corporation  (WPP  49).  3  2  miles  ENE 
of    StoulsvUle.    Ohio.    Lat     39  =  36 '56"    N, 
Long    82  46 '20      W     (»nstruct)on    permit 
to    add    10735.0H    MHz   toward    Columbus. 
Ohio.  Via  power  split,  on  azimuth  247  3' 
2627-CF-R-77     Genera!  Telephone  Company 
of  the  Nort^iwest,  Inc    (WAT  94n  ,  tempo- 
rary fixed,  developmental,  within  the  ter- 
ritory  of    the    Grantee     Received    applica- 
tion for  radio  station  llcenae  renewal 
283 1 -CP-P-TV        Eastern      Microwave,      Inc. 
iV.T>D  68),  W    HockhlU.  off  Ridge  Valley 
Road,  2  6  mUes  NW   of  SellersvUle.  Penn- 
sylvania. Lat.  40  =  2302  '  N..  Long.  75'2r02' 
W.    Construction    permit    to    add    6286.2H 
MHz  toward  Plymouth   Meeting.  Pennsyl- 
vania, on   azimuth    170  0* 
2632-OP-P-77        Eastern      Microwave.      Inc 
(WBB    321),    routes   611    and    73,    JenJKln- 
town,     Pennsylvania.    Lat.    40°04'16  '    N.. 
Long.    76''07'43  "    W.    Construction   permit 
to    add    6152.8H    MHz    toward    Burlington 
and  Glouchester  City,  bovh  m  New  Jersey 
and  to  add  same  frequency  with  Vertical 
Polarity  toward  Audubon,  New  Jersey  and 
P&lrless    Hills,     Pennsylvania,     via    power 
split,    on    aelmuths    117  0*.    117.2*.    167.5' 
and  63.0=  reepectlvely. 
a634~GP-P-77        Eastern      Microwave,      Inc 
(WDD  83),  State  Route  819.  1  mile  SE  of 
Bell    Point,    Pennsylvania     Lat     40°32'03 
N..   Long.  79'31  59 "   W.  Construction   per- 
mlit  to  add  10896  OH  and  11175.0V  MHz  to- 
ward  New    Kensington,    Pennsylvania,   on 
azJmuth  281  7° 
2673-CP-R-77     New  Jersey  Telephone  Com- 
pany   (KTC    84),    temporary    fixed,    devel- 
opmental,    within     the     territory     of     the 
Grantee     Received    apjjllcatlon    for    radio 
station  license  renewal 


MAJOB    AMENDHtENTS 

1276  CF-P-77  American  Telephone  and 
Telegraph  Company  (KJK73)  Monticello, 
Florida  Amended  to  Increase  height  of 
antenna  structure,  replace  and  move  an- 
tenna on  frequency  3750.0V  MHz  toward 
Madison.  Florida. 

1277-CF-P-77  Same  (KJ\r72l.  Madison, 
Florida  Amended  to  increase  height  of 
antenna  structure,  replace  and  move  an- 
tenna on  frequency  3710V  MHz  towards 
Montlcello.  Florida  and  3710V  MHz  to- 
wards  Jasper.    Florida. 

1278-CF  P-77  Same  iKJM71),  Jasper.  Flor- 
ida Amended  to  increase  height  of  an- 
tenna structure,  replace  and  move  an- 
tenna on  frequency  3750.0H  MHz  towards 
Madison 

3598-CP-P-76  RCA  .Mnerican  Communica- 
tions, Inc  mewl  Burlington,  Wisconsin. 
Lat.  42  =  39  18  N.  Long.  88' 1 1  23  W  Ap- 
plication amended  to  change  Irequency 
from  11345H  MHz  to  11506H  MHz  toward 
Lake  Geneva,  Wisconsin,  on  azimuth 
258  7' 

638-C1-P-74  Western  T>le-Oommunlca- 
tlons,  Inc  (WPF  83),  Ham.son  Mountain, 
124  miles  WJTVV  of  Malta.  Idaho  Lat 
42  =  20'05  '  N..  Long  113  =  36  16  W  .Appli- 
cation amended — lai  to  add  frequencies 
6226  9V.  6286.2V,  6345  5V  and  6404.8V  MHz 
toward  new  point  of  communlcaUon  at 
Jerome.  Idaho,  and  (b)  to  add  same  fre- 
quencies toa-ard  new  point  of  ccunmunl- 
cation  at  Jerome  Butte.  Idaho 

639-C1-P-74  Western  Tele -Communica- 
tions, Inc  (KEY  30),  Castlelord,  Idaho 
Lat.  42  30  41"  N..  Long  116*01  20"  W 
Application  amended  to  delete  Jerome, 
Idaho  as  a  point  of  communicauon 
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FEDERAL   ENERGY 
ADMINISTRATION 

AMES  ELECTRIC  UTILITY 

Issuance  of  Notice  of  Effectiveness  To 
Make  Effective  Previously  Issued  Prohi- 
bition Order 

Pursufint  to  10  CFR  303.37idi.  the 
Federal  Energy  Administration  iFEA> 
hereby  gives  notice  that  on  June  3.  1977, 
it  issued  a  Notice  ol  Effectiveness  mak- 
ing effective  the  Prohibition  Order  pre- 
vously  issued  on  June  30,  1975.  (40  FR 
28430,  July  3.  1975 1  to  the  below  listed 
powerplant  The  Notice  of  Effectiveness 
was  issued  under  the  ituihoritie*  granted 
to  FEA  by  section  2  of  the  Energy  Sup- 
ply and  Environmental  Coordination  Act 
of  1974,  as  amended,  and  pursuant  to  10 
CFR  Parts  303  and  305 


Docket  No. 


Owner 


Powerplant 
No. 


OcoerstlnK  station 


lyocatlar 


OF  17-001 


Ames  Elwtrtc  Otflity. 


7    Amea Ames,  lova. 


The  Prohibition  Order  issued  by  FEA 
on  June  30.  1975,  to  the  above  3L<;t.ed 
powerplant  prohibits  the  powerplant 
from  burning  natural  gas  or  petroleum 
products  as  its  primary  energy  source. 
In  accordance  with  the  requirements 
of  10  CFR  Parts  303  and  305.  however, 
the  order  provided  it  would  not  become 
effective  until  PEA  had  considered  the 
environmental  impact  of  the  order  and 
until  FEA  had  served  the  affected  pow- 
erplant with  a  Notice  of  Effectiveness. 

Subsequent  to  issuance  of  the  Prohibi- 
tion Order.  FEA  performed  an  analysis 


pursuant  to  10  CFR  305.9  and  208.3.  cf 
the  environmental  impact  of  the  issu- 
ance of  this  Notice  of  Effectiveness  in- 
cluding an  a.ssessment  of  t^e  EIPA  Noti- 
fication dated  December  22,  1975.  pur- 
suant to  Section  119(dMi)(b>  of  the 
Clean  Air  Act.  that  December  22,  1975 
was  the  earliest  date  Uiat  this  power- 
plant  could  burn  coal  and  comply  with 
all  applicable  air  pollution  control  re- 
quirements That  analysis  resulted  in  a 
determination  that  it  is  clear  that  is- 
suance of  this  Notice  of  Effectiveness 
making  this  Prohibition  Order  effective  is 
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not  a  "maior  Federal  action  significantly 
affecting  the  quality  of  the  human  en- 
vironment" within  the  meaning  of  Sec- 
tion 102'2^  'C>  of  the  National  Environ- 
mental Policy  Act.  42  US  C.  4332i2>  (O  . 
Public  notice  of  the  negative  determina- 
tion and  of  the  availability  for  inspection 
of  this  analysis  was  given  in  the  Federal 
Register  published  April  4.  1977.  in  ac- 
cordance with  10  CFR  208  4'c)  and  208- 
15'a>. 

Upon  completion  of  this  environmental 
analysis.  FEA  i-s-^ued  this  Notice  of  Effec- 
tiveness of  the  June  30.  1975.  Prohibition 
Order  to  the  above  listed  powerplant  and 
served  the  Notice  on  the  powerplant  by 
registered  mall  on  the  same  day  The 
Notice  makes  effective  the  Prohibition 
Order,  prohibiting  the  powerplant  from 
burning  natural  gas  or  petroleum  prod- 
ucts as  its  primary  energy  source. 

Any  person  aggrieved  by  the  now.effec- 
tive  Prohibition  Order  may  file  an  appeal 
with  the  FEA  Office  of  Exceptions  and 
Appeals  in  accordance  with  10  CFR  Part 
303.  Subpart  H  The  appeal  shall  be  filed 
within  30  days  aft^r  June  3.  1977  There 
has  not  been  an  exhaustion  of  adminis- 
trative remedies  until  an  appeal  has  been 
filed  pursuant  to  Subpart  H  of  Part  303. 
and  the  appellate  proceeding  is  com- 
pleted by  the  issuance  of  an  order  grant- 
ing or  denying  the  appeal. 

Application  may  be  made  for  modifica- 
tion or  rescission  of  the  Prohibition 
Order  in  accordance  with  the  provisions 
of  10  CFR  Part  303.  Subpart  J  An  appli- 
cation for  modification  or  rescission  of  a 
Prohibition  Order  based  on  "significantly 
changed  circumstances."  which  circum- 
stances occurred  during  the  interval  be- 
tween issuance  of  the  order  and  service 
of  the  Notice  of  Effectiveness,  shall  be 
filed  within  30  days  of  June  3.  1977  An 
anplication  for  modification  or  re.scission 
of  a  Prohibition  Order  based  on  signifi- 
cantly changed  circumstances  occurring 
after  that  interval  may  be  filed  at  any 
time  after  June  3,  1977. 

All  terms  and  conditions  of  the  Pro- 
hibition Order  and  the  Notice  of  Effec- 
tiveness may  be  the  subject  of  either  an 
appeal  or  an  application  for  modification 
or  rescission. 

The  order  made  effective  by  this  Notice 
of  Effectiveness  is  effective  against  any 
persons  that,  as  of  June  3.  1977.  own. 
lease,  operate,  or  control  the  above  lifted 
powerplant  and  against  any  succes.sors- 
in-interest  or  assigness  of  such  persons. 
The  above  listed  powerplant  has  been 
served  this  Notice  of  Effectiveness  by 
registered  mail  In  addition,  copies  of 
this  document  will  be  available  for  in- 
spection by  any  interested  members  of 
the  public  at  the  FEA  public  docket  room 
located  in  Room  B-120.  2000  M  Street. 
NW.  Wa.-hington.  DC.  from  1-5  p.m. 
Monday-Fridav  Copies  will  also  be 
available  in  the  appropriate  FEA  re- 
gional office  The  negative  determination 
and  environmental  analyses  are  avail- 
able upon  request  from  the  FEA  National 
Energy  Information  Center.  Room  1404. 
12th  and  Pennsylvania  Avenue,  N.W.. 
Washington.  DC.  20461.  Copies  of  the 
documents  are  also  available  for  public 
review  in  the  FEA  Freedom  of  Informa- 


tion Reading  Room,  Room  2107. 12th  and 
Pennsylvania  Avenue.  N.W.,  Washington. 
DC. 

Any  questions  regarding  this  notice 
should  be  directed  to  the  Director.  Office 
of  Coal  Utilization,  Federal  Energy  Ad- 
ministration. 12th  Street  and  Pennsyl- 
vania Avenue,  N.W ,  Washington.  DC. 
20461.  f202^  566-7941. 

Issued  in  Washington.  D.C.,  June  3, 
1977. 

Eric  J.  FVci, 
Acting  General  Counsel. 
Federal  Energy  Administration. 
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KANSAS  POWER  AND  LIGHT  COMPANY'S 
TECUMSEH  GENERATING  STATION, 
POWERPLANTS  9  AND  10 

Negative  Determination  of  Environmental 
Impact 

Pursuant  to  10  CFR  208.4,  and  305.9, 
the  FEA  hereby  gives  notice  that  It  has 
performed  an  analysis  and  review  of  the 
environmental  impact  of  the  proposed 
issuance  of  a  Notice  of  Effectiveness  for 
the  prohibition  order  to  Kansas  Power 
and  Light  Company,  Tecumseh  Generat- 
ing Station,  Powerplants  9  and  10. 

On  June  30.  1975,  the  FEA  issued  pro- 
hibition orders  to  the  above-listed  power- 
plants  which  prohibited  the  powerplants 
from  burning  natural  gas  or  petroleum 
products  as  their  primary  energy  •source. 
The  prohibition  orders  provided,  how- 
ever, that  in  accordance  with  the  require- 
ments of  10  CFR  Parts  303  and  305,  the 
orders  would  not  become  effective  until 
either.  ( 1 )  the  Administrator  of  the  En- 
vironmental Protection  Agency  (EPA) 
notifies  the  FEA.  in  accordance  with  sec- 
tion 119<di  (IHB)  of  the  Clean  Air  Act. 
that  a  particular  powerplant  will  be  able 
on  and  after  July  1,  1975,  lo  burn  coal 
and  to  comply  with  all  applicable  air  pol- 
lution requirements  without  a  compli- 
ance date  extension  under  section  119, 
or  <2)  if  no  notification  is  given  by  EPA, 
the  date  that  the  Administrator  of  EPA 
certifies  pursuant  to  section  119(d)(1) 
'B'  of  the  Clean  Air  Act  is  the  earliest 
date  that  a  particular  powerplant  will  be 
able  to  comply  with  all  applicable  air 
pollution  requirements  under  section  119 
of  the  Act:  and.  until  FEA  has  performed 
an  analysis  of  the  environmental  impact 
of  the  issuance  of  a  Notice  of  Effective- 
ness, pursuant  to  10  CFR  305.9,  and  has 
served  the  powerplant  the  Notice  of 
Effectiveness,  as  provided  in  10  CFR  303.- 
lO'bi.  303371b)    and  305.7. 

The  FEA  has  analyzed  and  revised  the 
effect  on  the  human  environment  of  is- 
suance of  the  Notice  of  Effectiveness,  and 
has  determined  that  issuance  of  a  Notice 
of  Effectiveness  for  the  prohibition  orders 
to  the  above-listed  powerplants  is  not  a 
"major  Federal  action  significantly  af- 
fecting the  quality  of  the  human  environ- 
ment" within  the  meaning  of  the  Na- 
tional Environmental  Policy  Act,  42 
use.  4332 i 2)  (C).  Therefore,  pursuant 
to  10  CFR  208.4(c),  FEA  concludes  that 
an  environmental  impact  statement  Is 
not  required. 

Additional  copies  of  this  negative  de- 
termination   of    environmental    impact 


and  copies  of  the  environmental  assess- 
ment upon  which  it  is  based  are  available 
upon  request  from  the  FT  A  National 
Energy  Information  Center.  Room  1404, 
Federal  Building,  12th  and  Pennsylvania 
Avenue,  N.W.,  Washington,  DC.  20461. 
Copies  of  the  documents  are  also  avail- 
able for  public  review  in  the  FEA  Free- 
dom of  Information  Reading  Room, 
Room  2107,  12th  and  Pennsylvania  Ave- 
nue, N.W.,  Washington,  DC.  20461. 

Interested  persons  are  invited  to  sub- 
mit data,  views,  or  arguments  with  re- 
spect to  the  environmental  impacts  of 
the  Notice  of  Effectiveness  and  the  as- 
sociated negative  determination  and  en- 
vironmental assessment  to  Executive 
Communications,  Box  MY.  Room  3317. 
Federal  Energy  Administration.  12th  and 
Pennsylvania  Avenue,  NW.,  Washington, 
DC.  20461. 

Comments  should  be  identified  on  the 
outside  of  the  envelope  and  on  docu- 
ments submitted  to  FEA  Executive  Com- 
munications with  the  designation.  "Neg- 
ative Determination— Proposed  NOE  to 
Kansas  Power  and  Light  Company's  Te- 
cumseh Cxenerating  Station.  Powerplants 
9  and  10."  Fifteen  copies  should  be  sub- 
mitted on  or  before  June  29,  1977  of  this 
Notice, 

Any  information  or  data  considered  by 
the  person  furnishing  it  to  be  confiden- 
tial must  be  so  identified  and  submitted 
in  one  copy  only.  The  FEA  reserves  the 
right  to  determine  the  confidential  sta- 
tus of  the  information  or  data  and  to 
treat  it  according  to  that  determination. 

Issued  in  Washington,  DC.  on  June  3, 
1977. 

Eric  J.  Fygi, 
Acting  General  Counsel, 
Federal  Energy  Administration. 

(FR  Doc.77-16235  Filed  6-8-77:8:45  am) 


LP-GAS  INDUSTRY  ADVISORY 
COMMITTEE 

Meeting 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act  (Public  Law 
92-463,  86  Stat.  770 1,  notice  is  hereby 
given  that  the  LP-Gas  Industry  Advisory 
Committee  will  meet  Tuesday.  June  28. 
1977.  at  9  am  .  Room  5041.  FEA  Head- 
quarters, 12th  &  Pennsylvania  Ave.,  NW.. 
Washington.  DC. 

The  Committee  was  established  to 
provide  the  Administrator.  FEA.  with  ad- 
vice with  respect  to  the  implementation 
of  programs  that  affect  the  LP-Gas 
Industry. 

The  agenda  for  the  meeting  is  as 
follows : 

1.  Report  by  the  Advisory  Committee 
on  the  LP-Gas  Supply  and  Demand 
Study 

2.  Report  by  the  Subcommittee  on  Gov- 
ernment Policies  and  Regulations 

3.  Review  of  the  National  Energy  Plan 

4.  FEA  Regulatory  Developments 

5.  Status  of  Advisory  Committees 
within  the  Proposed  Department  of 
Energy' 

6.  Public  Comment 

The  meeting  is  open  to  the  public.  The 
Chairman    of    the    Committee    is    em- 
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powered  to  conduct  the  meeting  in  a 
fashion  that  will,  in  his  judgment,  fa- 
cilitate the  orderly  conduct  of  busine.s£. 
Any  member  of  the  public  who  wishes  to 
file  a  written  statement  will  be  permitted 
to  do  so,  either  before  or  after  the  meet- 
ing. Members  of  the  public  who  wish  to 
make  oral  statements  should  inform  Lois 
Weeks.  Director  Advisors'  Committee 
Management  (202)  566-9969,  at  least  5 
days  prior  to  the  meeting  and  reasonable 
provision  will  be  made  for  their  appear 
ance  on  the  agenda. 

Further  information  concerning  this 
meeting  may  be  obtained  from  the  Ad- 
visory Committee  Management  Office. 

The  transcript  of  the  meeting  will  be 
available  for  public  review  at  the  Free- 
dom of  Information  Public  Readmg 
Room,  Room  2107.  FEIA,  Federal  Build- 
ing. 12th  and  Pennsylvania  Avenue.  NW.. 
Washington.  D.C..  between  the  hours  of 
8:00  a.m.  and  4:30  p.m..  Mondav  through 
Friday,  except  Federal  holidays  Any 
person  may  purchase  a  copy  of  the  tran- 
script from  the  reporter. 

Issued  at  Washington,  D.C.  on  June  3. 
1977. 

Eric  J.  F^ygi. 
Acting  General  Counsel. 

[PR  Doc  77-16237  Piled  &-8-77;8  45  am) 

FEDERAL  HOME  LOAN  BANK  BOARD 

INo.   AC-371 

FIRST   FEDERAL   SAVINGS   AND   LOAN 
ASSOCIATION   OF  FULTON   COUNTY 

Approval  of  Conversion;   Final  Action 

June  1,  1977. 

Notice  is  hereby  given  that  on  June  1. 
1977,  the  Federal  Home  Loan  Bank 
Board,  as  the  operating  head  of  the  Fed- 
eral Savings  and  Loaii  Insurance  Corpo- 
ration by  Resolution  No.  77-349  approved 
the  application  of  F^rst  Federal  Savings 
and  Loan  Association  of  Fulton  County, 
Rochester,  Indiana,  for  permission  to 
convert  to  the  stock  form  of  organiza- 
tion. Copies  of  the  application  are  avail- 
able for  inspection  at  the  Office  of  the 
Secretary  of  said  Corporation.  320  First 
Street,  N.W..  Washington.  DC.  20552 
and  at  the  OfiBce  of  th'e  Supervisory 
Agent  of  said  Corporation  at  the  Federal 
Home  Loan  Bank  of  Indianapolis,  2900 
Indiana  Tower,  One  Indiana  Square.  In- 
dianapolis, Indiana  46204. 

By  the  Federal  Home  Loan  Bank 
Board.  • 

J.  J.  Finn. 
Secretary. 

(PR  Doc.  77-16328  Filed  6-8-77:8:45  ami 


I  No   AC-38) 

PAN   AMERICAN   FFDERAL   SAVINGS 
AND   LOAN  ASSOCIATION 

Approval  of  Conversion;   Final   Action 

June  1,  1977. 

Notice  is  hereby  given  that  on  June  1, 
1977.  the  Federal  Home  Loan  Bank 
Board,  as  the  operating  head  of  the  Fed- 
eral Savings  and  Loan  Insurance  Corpo- 


ration by  Resolution  No.  77-348.  ap- 
proved the  application  of  Pan  American 
Federal  Savings  and  Loan  Association, 
San  Francisco.  California,  for  permis- 
sion to  convert  to  the  stock  form  of  or- 
ganization. Copies  of  the  application  are 
available  for  uispecLion  at  the  Office  of 
the  Secretary  of  .said  Corporation,  320 
First  Street,  NW.,  Waslimgton.  D.C. 
20552  and  at  the  Office  of  the  Supervl- 
sor>'  Agent  of  said  Corporation  at  Uie 
Federal  Home  Loan  Bank  of  San  Fran- 
cisco. 600  California  Street  San  Fran- 
cisco, California  94120. 

By  the  Federal  Home  Loan  Bank 
Board. 

J.  J.  Finn, 
Secretary. 

IFR  Doc  77-16329  Filed  6-8-77.8  45  am; 

FEDERAL   MARITIME  COMMISSION 

PUERTO   RICO    MARITIME   SHIPPING 
AUTHORITY 

TRAILER   MARINE  TRANSPORT  CORP. 

Agreenient  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916,  as 
amended  (39  Stat.  733.  75  Stat.  763.  46 
use.  814). 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  Office  of  the  Federal  Mari- 
time Commission,  1100  L  Street  NW.. 
Rxwm  10126;  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York,  N.Y.,  New  Orleans,  Louisiana.  San 
Francisco.  California,  and  Old  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing, 
may  be  submitted  to  Uie  Secretary,  Fed- 
eral Maritime  Commission.  Washington. 
DC.  20573,  by  June  29,  1977.  Any  person 
desiring  a  hearing  on  the  proposed 
agreement  shall  provide  a  clear  and  con- 
cise statement  of  the  matters  upon  which 
they  desire  to  adduce  evidence  An  alle- 
gation of  discrimination  or  unfairness 
shall  be  accompanied  by  a  statement  de- 
scribing the  discrimination  or  unfairness 
with  particularity.  If  a  violation  of  the 
Act  or  detriment  to  the  commerce  of  the 
United  States  is  alleged,  the  statement 
shall  set  forth  with  particularity  tlie  acts 
and  circumstances  said  to  constitute  such 
violation  or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 

Harvey  M  Flitter.  Vice  President.  Prtctng  and 
Regulalory  Matters.  Seatraln  Lines,  Inc  . 
Container  DlvLslon.  Port  Seatrain,  Wee- 
hawken.  New  Jersey  07087. 

Agreement  No.  DC-83-3.  among 
Puerto  Rico  Maritime  Shipping  Author- 
ity (PRMSA) ,  Trailer  Marine  Transport 
Corporation  (TMT).  and  Seatrain  Git- 
mo.  Inc  I  Seatrain',  modifies  the  basic 
agreement  which  provides  for  the 
parties':    (1)    Discussion  of  tariff  rates. 


charges,  classification,  practices,  and 
related  matters  to  be  charged  or  ob- 
sened  by  each  in  the  US.  Atlantic 
Coast  Puerto  Rico  trade:  and  (2)  discus- 
sion exploring  the  resolution  of  matters 
in  litigation  t)etween  the  parties  tiefore 
the  Federal  Maritime  Commission.  The 
purpose  of  the  modfiication  is  to  provide 
that  each  party,  in  an  attempt  to  stop  the 
practice  of  absorbing  wharfage  in  Puerto 
Rico,  concurrently  but  independently 
reduce  particular  southbound  ocean 
rates  0.02  cent  per  cubic  feet  and  or  $36 
per  trailer  ai-;d  particular  northbound 
ocean  rates  by  0.01  cent  per  cubic  foot 
or  0  03  cent  per  100  lbs  Rates  would 
then  be  subject  to  F*uerto  Rican  wharf- 
age as  provided  in  individual  carrier's 
tariffs. 

By    order    of    the    Federal    Maritime 

Commission 

Dated:  June  3.  1977. 

Joseph  C  Polking. 
Acting  Secretary. 

(PR  Doc. 77- 16344  Piled  6-8-77:8  45  a^in) 


TRANSLAKES  TERMINAL   CORP    AND 
INDIANA    PORT   AUTHORITY 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  l>een  filed  with  the 
Commission  for  reivew  and  approval,  if 
required,  pursuant  to  section  15  of  the 
Shipping  Act.  1916.  as  amended  (39  Stat. 
733.  75  Stat   763.  46  US  C.  814' . 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commls.sion.  1100  L  Street  NW., 
Room  10126:  or  may  inspect  the  agree- 
ment at  the  F^eld  Offices  located  at  New 
York,  NY.,  New  Orleans,  Louisiana.  San 
Francisco.  California,  and  Old  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing, 
may  be  submitted  to  the  Secretary  Fed- 
eral Maritime  Commis-^ion.  Wa-^hington. 
DC.  20573.  by  June  20.  1977.  Any  person 
desiring  a  hearing  on  the  proposed  agree- 
ment shall  provide  a  clear  and  concise 
statement  of  the  matters  upon  which 
they  desire  to  adduce  evidence.  An  alle- 
gation of  discrimination  or  unfairness 
shall  be  accompanied  bv  a  statement  de- 
scribing the  discrimination  or  unfairness 
with  particularity  If  a  violation  of  the 
Act  or  detriment  to  the  commerce  of  the 
United  States  is  alleged  the  statemicnt 
.shall  set  forth  with  particularity  the  acts 
and  circumstances  said  to  constitute  such 
violation  or  detriment  to  commerce 

A  copy  of  anv  such  statement  should 
aho  be  forwarded  to  the  party  filing  the 
agreement  'as  indicated  heremaften 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by : 

Mr     William    E     Dallv     As«;i«tant     Attorney* 
Oeneral    State  of  Indiana.  219  State  House, 

Indianapolis.  Indiana  46204. 

Agreement  No.  T-3451,  between  Trans- 
lakes  Terminal  Corporation  (Trans- 
lakes)  and  the  Indiana  I*ort  Commis- 
sion has  been  filed  for  formal  Federal 
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Maritime  Commission  review  and  ap- 
proval if  necessary.  The  agreement  pro- 
vides for  a  15-year  lease  iwith  an  addi- 
tional five-year  renewal  option*  to 
Translakes  of  certain  premises  at  the 
east  harbor  arm  of  Burns  Waterway 
Harbor.  It  is  anticipated  that  Translakes 
will  handle  bulk  liquids  and  that  cargo 
will  move  by  contract  carriers. 

Translakes  is  granted  a  license  to  lay 
a  pipeline  of  flexible  hose  to  the  dockside: 
however,  that  hcense  is  sub,iect  to  such 
rights  as  Ceres.  Incorporated,  may  have 
under  a  prior  lease  which  gives  Ceres  ex- 
clusive use  of  that  dock  area.  Tlie  Ceres 
lease  is  being  contested  before  the  Fed- 
eral Maritime  Commi.ssion  in  Docket  No. 
76-59.  Agreements  Nos.  T-33I0  and 
T-3311. 

A  review  of  Agreement  No  T-3451.  in- 
dicates it  may  not  require  this  Commig^ 
sion's  approval  under  section  15.  Ship- 
ping Act,  1916;  however,  in  view  of  the 
litigation  in  Docket  No.  76-59.  supra,  the 
Commission  believes  that  notice  of  the 
filing  of  Agreement  No.  T-3451  should  be 
published  and  an  opportunity  afforded 
interested  parties  to  comment  thereon  if 
they  so  desire. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated:  June  6.  1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

I  PR  Doc  77-16345  Filed  6^9-77;  8  45  am| 


FAR    EAST   CONFERENCE 
Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916,  as 
amended  (39  Stat.  733.  75  Stat.  763,  46 
U.SC.  814>. 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission.  1100  L  Street,  N.W.. 
Room  10126;  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  N.Y..  New  Orleans.  Louisiana.  San 
Francisco.  California  and  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing, 
may  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  CommLs.'^ion.  Wa.shington. 
D.C.  20573.  on  or  before  June  29.  1977. 
Any  person  desirmg  a  hearing  on  the 
proposed  agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi- 
dence An  allegation  of  discrimination  or 
unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a  vi- 
olation of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  acts  and  circumstances  said 
to  constitute  such  violation  or  detriment 
to  commerce. 

A  copy  of  any  such  statement  .should 
also  be  forwarded  to  the  party  filing  the 
agreement  i as  indicated  heremafter)  and 
the  statement  should  mdicate  that  this 
ha.N  been  done. 


Notice  of  Agreement  Filed  by: 

Elkan  Turk,  Jr..  Esq..  Burllngham  Under- 
wood &  Lord,  One  Battery  Park  Plaza, 
New  York,  New  York  10004. 

Agreement  No.  17-37  amends  Article 
12tf)<4>  of  the  Far  East  Conference 
Agreement  to  provide  that  the  Neutral 
Body  shall  be  authorized  to  assess  liqui- 
dated damages  in  an  amount  not  to  ex- 
ceed $120,000  for  each  breach  of  the 
agreement,  tariff  rates  or  rules  and  reg- 
ulations. Presently,  the  agreement  pro- 
vides for  a  graduated  scale  of  liquidated 
damages  to  be  assessed  in  the  following 
respective  maximum  amounts  for  the 
first,  second,  third,  fourth  and  subse- 
quent breaches,  i.e.,  $20,000,  $60,000. 
$80,000  and  $120,000. 

By  Order  of  the  Federal  Maritime 
Commission. 

Dated:  June  3,  1977. 

Joseph  C.  Polking. 
Acting  Secretary. 

I  PR  Doc.77-16343  Piled  6-8-77;8:45  am] 


FEDERAL   POWER   COMMISSION 

(Docket  No.  ER  77-383] 

ALLEGHENY   POWER   SERVICE   CORP. 

Filing  of  Certificate  of  Concurrence 

June  2,  1977. 

Take  notice  that  Allegheny  Power 
Service  Corporation  (APSC)  on  May  18, 
1977  tendered  for  filing  a  Certificate  of 
Concurrence  on  behalf  of  West  Penn 
Power  Company  and  Monongahela 
Power  Company  with  respect  to  the  fil- 
ing by  American  Electric  Power  Service 
Corporation  by  letter  of  transmittal 
dated  May  9.  1977  of  a  rate  schedule 
specified  as  Modification  No.  6  to  the 
Operating  Agreement  dated  June  1, 
1971  among  Appalachian  Power  Com- 
pany, Ohio  Power  Company,  Wheeling 
Electric  Company.  Monongahela  Power 
Company  and  West  Penn  Power  Com- 
pany. 

APSC  indicates  that  enclosed  with 
this  filing  is  certain  cost  data  for  Mo- 
nongahela Power  Company  and  West 
Penn  Power  Company  in  support  of  the 
proposed  rates. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N  E..  Washington,  DC.  20426. 
ill  accordance  with  Sections  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  (18  CFR  18.  I.IOV  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  19.  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
tectants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
tliis  filing  are  on  file  with  the  Com- 
mi-ssion  and  are  available  for  public  in- 
spection. 

Kenneth  F.  PLxnaB, 

Secretary. 

[FR  Doc.77-16269  Piled  6-6-77; 8: 45  am| 


(Docket  No.  ER77-340) 

ALLEGHENY  POWER  SERVICE  CORP. 

Changes  in   Rates  and  Charges 

Jl-xe  2.   1977. 

Take  notice  that  Allegheny  Power 
Service  Corporation  ^APSCt  on  Mav  11, 
1977  tendered  for  filing  on  behalf  of 
Monongahela  Power  Company  (Mon- 
ongahela), The  Potomac  Edison  Com- 
pany (PE> .  and  West  Penn  Power  Com- 
pany (West  Penn'.  the  electric  utilities 
which  make  up  the  integrated  Alle- 
gheny Power  System,  Amendment  No.  6 
dated  April  14.  1977  to  the  Interconnec- 
tion Operating  Agreement  dated  Febru- 
ary 1.  1973  between  Monongahela.  PE. 
and  West  Penn  and  Virginia  Electric 
Power  Company  <Vepco»  designated 
Monongahela  Rate  Schedule  FPC  No. 
"32,  PE  Rate  Schedule  No  33  and  West 
Penn  Rate  Schedule  FPC  No.  31. 

APSC  indicates  that  Amendment  No. 
6  provides  for  an  increase  in  the  de- 
mand charge  for  short-t-erm  power  and 
energy  from  $0.50  to  $0  60  per  kilowatt 
week,  an  increase  in  demand  charge  for 
limited-term  power  and  energy  from 
$2.75  to  $3.25  per  kilowatt  month  and 
an  increase  in  the  charge  for  .ihort- 
term  and  limited-term  power  obtained 
by  the  supplying  party  from  another 
system  from  $0,125  to  $0.15  and  from 
$0.55  to  $0.65  respectively.  APSC  re- 
quests waiver  of  the  Commission's  no- 
tice requirements  to  allow  these  in- 
creases to  become  effective  May  31,  1977. 
APSC  states  that  since  short-term 
power  and  energy  transactions  and  lim- 
ited-term power  and  energy  transac- 
tions are  scheduled  from  time  to  time  as 
load  capacity  conditions  on  the  systems 
of  the  parties  dictate  it  is  impossible  to 
estimate  the  increa.se  in  revenues  which 
would  result  from  Amendment  No.  6. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  N.E.,  Washington,  D.C. 
20426  in  accordance  with  §§1.8  and  1.10 
of  the  Commission's  rules  of  practice 
and  procedure  All  such  petitions  or  pro- 
test should  be  filed  on  or  before  June  10, 
1977.  Protests  will  be  considered  by  the 
Commission  in  determining  the  appro- 
priate action  to  be  taken,  but  jvill  not 
serve  to  make  protestants  parties  to  the 
proceeding.  Any  person  wi'^hing  to  be- 
come a  party  must  file  a  petition  to  in- 
tervene. Copies  of  this  application  are  on 
file  with  the  Commi-ssion  and  are  avail- 
able for  public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc.77-16272  Piled  6-8-77:8:45  ami 


[Docket  No    ER77-3871 

AMERICAN    ELECTRIC   POWER 
SERVICE   CORP. 

Changes  in   Rates  and  Charges 

(June  3,  1977). 
Take   notice   that   American    Electric 
Power    Service    Corporation    (AEP)    on 
May  20,  1977,  tendered  for  filing  on  be- 
half of  its  affiliate  Ohio  Power  Company 
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(Ohio  Powers,  Modification  No.  1  dated 
April  1.  1977  to  the  Operating  Agree- 
ment dated  Dec«nber  1.  1965.  between 
Ohio  Power  Company  and  Toledo  Edison 
Comr>any  designated  Ohio  Power  Rate 
Schedule  FPC  No.  35. 

AEP  indicates  that  Modification  No.  1 
replaces  the  existing  Short  Term  Serv- 
ice Schedule  P  with  a  new  updated  ver- 
sion of  the  service.  AEP  also  indicates 
that  in  addition  the  Modification  pro- 
vides for  ( 1 )  an  increase  in  the  demand 
charge  for  Short  Term  Power  frcan 
$0.30'kW-week  to  $0.60  kW-week.  (2^ 
reservation  of  Short  Term  Power  from 
the  system  of  a  third  party  witli  a  trans- 
mission charge  of  $0.15  kW-week,  and 
(3)  a  new  initial  rate  schedule  entitled 
"Limited  Term  Power"  Service  Schedule 
G  with  a  demand  charge  rate  of  $3.25 
kW-month  and  a  transmission  charge 
of  $0.65/kW-month  for  third  party 
transactions,  both  schedules  proposed  to 
become  effective  July  1,  1977. 

AEP  states  that  since  the  use  of  Short 
Term  and  Limited  Term  Power  cannot 
be  accurately  estimated,  it  is  impossible 
to  estimate  the  increase  in  revenues  re- 
sulting from  the  Modification.  AEP  in- 
dicates that  there  were  no  Short  Term 
Power  transactions  between  the  parties 
in  the  past  twelve  months. 

AEP  states  that  copies  of  the  filing 
•were  served  upon  Toledo  Edison  Com- 
pany and  to  Public  Utilities  Commis- 
sion of  Ohio. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  CommLssion.  825  North  Capitol 
Street,  NE  .  Washmgton.  DC.  20426.  in 
accordance  with  §?  1  8  and  1  10  of  the 
Commission's  rules  of  practice  and  pro- 
cedure (18  CFR  1.8,1.10^  All  such  peti- 
tions or  protests  should  be  filed  on  or  be- 
fore June  15.  1977.  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  fil- 
ing are  on  file  with  the  CommLssion  and 
are  available  for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

(FRDoc  77-16285  Filed  6-&-77:8  45  am] 


1  Docket  No.  ERT7-390 1 

AMERICAN   ELECTRIC  POWER 
SERVICE  CORP. 

Changes  in   Rates  and  Charges 

June  2.  1977. 

Take  notice  that  American  Electric 
Power  Service  Corporation  iAEPi  on 
May  23,  1977.  tendered  for  filing  on  be- 
half of  its  aflilitate.  Ohio  Power  Com- 
pany I  Ohio  Company).  Modification 
No.  6  dated  December  1.  1976  to  the 
Facilities  and  Operating  Agreement 
dated  Mav  1.  1967  between  Ohio  Power 


Company  and  Dayton  Power  and  Light 
Company.  desi.Eiiated  Ohio's  Rate 
Schedule  FPC  No  36 

AEP  indicates  that  Section  1  of  Modi- 
fication No  6  provides  for  an  increase 
in  the  demand  charge  for  Short  Term 
Power  from  $0  50  to  $0  60  per  kilowatt 
per  week  and  also  an  increase  in  the 
transmission  charge  from  $0  125  to 
$0  15  per  kilowatt  per  week  AEP  also 
indicates  that  Section  2  provides  for  an 
increase  in  the  demand  charge  for 
Limited  Term  Power  from  $2  75  to  $3.25 
per  kilowatt  per  month  and  Section  3 
provides  for  an  increase  in  the  trans- 
mission charge  from  $0  55  to  $0.65  i>er 
kilowatt  per  month,  both  schedules  pro- 
po.sed  to  become  effective  on  July  1, 
1977 

AEP  states  that  since  the  use  of  Short 
Term  and  Limited  Term  Power  cannot 
be  accurately  estimated,  for  tlie  twelve 
months  period  succeeding  the  date  of 
filing,  it  is  impossible  to  estimate  the 
increase  in  revenues  resulting  from  this 
modification  for  such  period.  AEP  also 
states  that  Ohio  Company  s  Exhibit's 
I.  which  was  included  with  the  filing  of 
this  modification,  demonstrates  that 
the  increase  in  revenue,  vkliich  would 
have  resulted  had  tlie  modification  been 
in  effect  during  the  twelve  month  period 
ending  December  1976  would  ha\e  been 
$10,000  u.e  ,  from  $200,937  60  to  $210,- 
937  60'. 

Acording  to  AEP  copies  of  the  filing 
were  served  upon  Dayton  Power  and 
Light  Electric  Company  and  the  Public 
Utilities  Commission  of  Ohio. 

Any  person  desiring  to  be  heard  or 
to  protest  said  application  should  file 
a  petition  to  intervene  or  protest  with 
the  Federal  Power  Commission,  825 
North  Capitol  Street,  Washington,  DC 
20426.  in  accordance  with  §§  1.8  and  1.10 
of  the  Commission's  rules  of  practice 
and  procedure  <18  CFR  18,  110'.  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  15.  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene  Copies  of 
this  application  are  on  file  with  the 
Commission  and  are  available  for  pub- 
lic inspection. 

Kenneth  F  Plumb. 

Secretary. 

IFR  Doc  77-16286  Piled  6-8-77:8  45  am] 


[Docket  No.  ER77-395I 

ARIZONA   PUBLIC   SERVICE   CO. 

Amendment  to  Agreement 

June  2.  1977. 
Take  notice  that  on  May  24.  1977.  Ari- 
zona Public  Service  Company  (APS)  ten- 
dered for  filing  supplements  or  amend- 
ments to  the  following  rate  schedules 
with  the  following  resale  customers; 


FPC  No.: 

12— Electrical  District  No.  3 

13— Electrical  District  No  7 

14 — Maricopa  County  Municipal  Water 
Conservation  District  No   1 

15 — Roosevelt  Irrigation  District 

16 — Buckeye  Water  Conservation  &  Drain- 
age District  (Buckeye  Irrigation  Dis- 
trict) 

36— Electrical  District  No  6 

.APS  indicates  that  each  filing  relates 
to  a  letter  agreement  between  .APS  and 
the  respective  customer  providing  for  a 
modification  of  the  language  of  the  serv- 
ice contract  between  them  relating  to 
the  computation  of  rates  under  certain 
circumstances 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  inter\'ene  or  protest  with  the  Federal 
Power  Commi.ssion,  825  North  Capitol 
Street  N.E..  Washington.  DC.  20426.  in 
accordance  with  Sections  18  and  1.10  of 
the  Commission  s  Rules  of  Practice  and 
Procedure  il8  CFR  1.8.  110).  All  such 
petitions  or  protest,*^  should  be  filed  on  or 
before  June  15  1977  Protests  will  he  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding  Any  person 
wishing  to  become  a  party  must  file  a  pe- 
tition to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  &r» 
available  for  public  inspection. 

Kenneth  F  Plumb, 

Secretary. 

[FR  Doc  77-16287  Piled  6-8-77:8  45  am] 


(Docket  No    ER77-3801 
CENTRAL  ILLINOIS  PUBLIC  SERVICE  CO. 

Filing  of  First  Revision  to  Interconnection 
Agreement 

June  3,  1977. 

Take  notice  that  on  May  19.  1977.  Cen- 
tral Illinois  Public  Service  Company 
'CIPS'  tendered  for  filing  a  proposed 
First  Revision  to  the  Interconnection 
Agreement  dated  May  2.  1972.  with 
Southern  Illinois  Power  Cooperative. 
CIPS  indicates  that  the  proposed  effec- 
tive date  of  the  revision  is  June  5,  1977. 

CIPS  indicates  that  said  revised  agree- 
ment revises  the  reservation  charges  for 
Emergency.  Short-term.  Non-firm,  and 
Short-term  Firm  Power  transactions 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commi&.'^ion.  825  North  Capitol 
Street  NE.,  Washington.  DC  20426,  in 
accordance  with  §5  1-8  and  1.10  of  the 
Commission's  rules  of  practice  and  pro- 
cedure *18  CFR  1.8.  1.10'.  All  such  peti- 
tions should  be  filed  on  or  before  June  14, 
1977.  Protests  will  be  considered  by  the 
Commis.^ion  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  protestants  parlies  to  the 
proceeding.  Any  person  wishmg  to  be- 
come a  party  must  file  a  petition  to  inter- 
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vene.  Copies  of  this  filing  are  on  file  with 
the  Commission  and  are  available  for 
public  inspection. 

Kenneth  F.  Plumb. 
Secretary. 

|FR  Doc.77-16258  Filed  6-8-77.8:45  am] 


[Project  No.  460] 

CITY   OF  TACOMA 

Issuance  of  Annual   License(s) 

June  3,  1977. 

On  November  5.  1974.  the  City  of 
Tacoma.  Licensee  for  the  Lake  Cushman 
Project  No.  460.  located  in  Mason  and 
Pierce  Counties.  State  of  Washington, 
filed  an  application  for  a  new  license  pur- 
suant to  the  Federal  Power  Act  and  Com- 
mission Regulations  thereunder. 

The  license  for  Project  No.  460  was 
issued  effective  June  3.  1924.  for  a  period 
ending  June  2,  1974  Since  expiration  of 
the  original  license,  the  project  has  been 
maintained  and  operated  under  annual 
licenses,  the  most  recent  of  which  will  ex- 
pire on  June  2,  1977.  In  order  to  au- 
thorize the  continued  operation  and 
maintenance  of  the  project,  pending 
Commission  action  on  Licensee's  applica- 
tion, It  IS  appropriate  and  in  the  public 
interest  to  issue  an  annual  license  to  the 
City  of  Tacoma. 

Take  notice  that  an  annual  hcense  is 
issued  to  the  City  of  Tacoma  for  the 
period  June  3.  1977,  to  June  2.  1978,  or 
until  the  issuance  of  a  new  license  for 
the  project,  whichever  comes  first,  for 
the  continued  operation  and  mainte- 
nance of  the  Lake  Cushman  Project  No. 
460  subject  to  the  terms  and  conditions 
of  the  original  license.  Take  further  no- 
tice that  if  issuance  of  a  new  license  does 
not  take  place  on  or  before  June  2.  1978. 
a  new  annual  license  will  be  issued  each 
year  thereafter,  effective  June  3  of  each 
year,  until  such  time  as  a  new  license 
is  issued,  without  further  notice  being 
given  by  the  Commission. 

Kenneth  F    Plumb. 

Secretary. 

|PR  E>oc.77-16263  Filed  6-8-77:8:45  am| 


I  Docket  No.  CP77-4051 

COLORADO    INTERSTATE   GAS   CO. 

Application 

June  2.   1977. 

Take  notice  that  on  May  23,  1977, 
Colorado  Interstate  Gas  Company  iCIG» . 
PO.  Box  1087.  Colorado  Springs.  Colo- 
rado 80944.  filed  in  Docket  No.  CP77-405 
an  application  pursuant  to  Section  7ic' 
of  the  Natural  Gas  Act  for  a  certificate 
of  public  convenience  and  necessity  au- 
thorizing the  exchange  of  natural  gas 
with  Panhandle  Eastern  Pipe  Line  Com- 
pany Panhandle',  all  as  more  fully  set 
forth  in  the  application  which  is  on  file 
with  the  Commission  and  open  to  public 
inspection. 

Applicant  proposes  to  exchange  natural 
gas  with  Panhandle  pursuant  to  a  gas 
purchase  and  exchange  agreement  dated 
April  22.   1977.  with  PaiUiandle.  Appli- 


cant states  that  Panhandle  would  deliver 
volumes  of  gas  from  certain  sources  of 
supply  it  controls  in  Carbon  County. 
Wyoming,  to  the  proximate  transmission 
system  owned  and  operated  by  Western 
Transmission  Corporation  (Western), 
and  that  Panhandle  would  cause  West- 
ern to  deliver  a  thermally  equivalent 
volume  of  gas  (delivery  volumes)  to  Ap- 
plicant at  an  existing  point  of  intercon- 
nection with  Applicant's  transmission 
facilities  in  Sweetwater  County.  Wyo- 
ming. Applicant  further  sUtes  that 
Panhandle  anticipates  an  average  daily 
delivery  volume  of  2.000  Mcf  of  natural 
gas  in  the  first  year  of  operation,  and 
that  this  delivery  volume  represents  the 
deliverability  of  three  wells. 

It  is  stated  that  Applicant  has  the  op- 
tion of  purchasing  up  to  25  percent  of 
these  delivery  volumes,  and  that  Appli- 
cant would  reimburse  PEinhandle  for 
Panhandle's  average  gas  purchase  cost 
plus  costs  attributable  to  gathering, 
compression,  dehydration,  taxes,  and  a 
reasonable  return  on  the  related  invest- 
ment for  such  sales  gas.  Applicant  would 
also  reimburse  Panhandle  for  Western's 
transportation  charge  attributable  to 
sale  gas.  and  Applicant  would  reimburse 
Panhandle,  for  the  cost  of  service  of 
qualified  advance  payments  attributable 
to  Applicant's  purchase  gas  share,  it  is 
said.  AppUcant  states  that  it  would  re- 
deliver the  remainder,  less  applicable 
fuel  and  unaccounted-for  volumes  (Ex- 
change Gas)  on  a  thermally  equivalent 
basis  to  Panhandle  from  existing  pipe- 
line interconnection  points  located  on 
Applicant's  Southern  System  in  Kansas 
and  Oklahoma.  It  is  stated  that  the  fuel 
gas  usage  allowance  is  limited  to  a  maxi- 
mum 2  percent  of  the  redelivery  volumes. 
No  new  or  expanded  facilities  are  re- 
quested by  Applicant  to  effectuate  the 
proposed  exchange,  it  is  said.  Applicant 
indicates  that  in  the  event  it  installs  and 
places  in  operation  additional  facilities 
on  its  system  for  the  injection  of  air  or 
other  inert  gases.  Panhandle  would  re- 
imburse Applicant  for  the  cost  of  acqui- 
sition and  installation  thereof  to  the  ex- 
tent such  facilities  are  necessary  for  the 
injection  of  volumes  of  air  or  inerts 
equivalent  to  the  volume  by  which  Ap- 
plicant is  required,  in  order  to  achieve 
thermally  equivalent  balancing,  to  de- 
liver to  Panhandle  redelivery  volumes 
which  volumetrically  exceed  the  volumes 
of  exchange  gas  received  by  Applicant. 

It  is  stated  that  Panhandle  would  re- 
imburse Applicant  for  transportation  of 
the  redelivery  volumes  at  a  rate  to  reflect 
Applicant's  transmission  system  cost  of 
service,  including  a  reasonable  rate  of  re- 
turn on  investment,  but  exclusive  of  the 
cost  of  service  attributable  to  gathering 
and  storage  systems  and  exclusive  of  the 
cost  of  service  attributable  to  gas  used 
in  the  operation  and  maintenance  of 
Apphcant's  transmission  system.  This 
rate  is  currently  16. 43  cents  per  Mcf.  it  is 
said. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  24. 
1977.  file  with  the  Federal  Power  Com- 


mission. Washington,  D.C.  20426.  a  peti- 
tion to  intervene  or  a  protest  m  accord- 
ance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure ( 18  CFR  1 .8  or  1 .10)  and  the  Reg- 
ulations under  the  Natural  Gas  Act  ( 18 
CFR  157.10'.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceedmg. 
Any  person  wishing  to  become  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission 
on  this  application  if  no  petition  to  in- 
tervene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or  if 
the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  prixredure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.77-16277  Filed  o-8-77:8:45  amj 


(Doclcet  No.  CP77-398I 

COLUMBIA   GAS   TRANSMISSION   CORP. 

Application 

June  2.  1977. 

Take  notice  that  on  May  19.  1977, 
Columbia  Gas  Transmission  Corpora- 
tion (Applicant*  1700  MacCorkle  Av- 
enue SE..  Charleston.  West  "Virginia 
25314.  filed  in  Docket  No.  CP77-398  an 
application  pursuant  to  Section  7  of  the 
Natural  Gas  Act  and  Section  2.79  of 
the  Commission's  General  Policy  and 
Interpretations  (18  CFR  2.79)  for  a  cer- 
tificate of  public  convenience  and  neces- 
sity authorizing  the  transportation  for 
two  years  of  up  to  2  000  Mcf  of  natural 
gas  per  day  for  Anchor  Hocking  Cor- 
poration, all  as  more  fully  set  forth  m 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  proposes  to  transport  the 
volumes  of  gas  for  Anchor  Hocking  pur- 
suant to  the  terms  of  a  transportation 
agreement  dated  February  25.  1977.  be- 
tween the  two  parties  which  gas  would 
be  received  by  Applicant  at  an  existing 
point  of  delivery  by  Applicant  to  Colum- 
bia Gas  of  Pennsylvania.  Inc.  (Colum- 
bia Pa.) .  a  wholesale  customer  of  Colum- 
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bia.  at  existing  points  of  delivery  in  Fay- 
ette County,  Pennsylvania. 

Applicant  stales  that  the  gas  propased 
to  be  transported  is  part  of  Anchor  Hock- 
ing's gas  supply  presenly  being  trans- 
ported ty  Applicant  from  Gravel  Bank. 
Warren  Township,  Washington  County. 
Ohio,  to  Lancaster.  Fairfield  County. 
Ohio,  under  an  existing  certificated 
transportation  arrangement,  and  that 
Anchor  Hocking  requests  that  a  part  of 
the  gas  it  receives  from  Gas  Transport 
at  Gavel  Bank,  Ohio,  be  delivered  to  its 
plants  in  Connellsville.  Pennsylvania. 
The  volumes  to  be  transported  would 
vary  from  zero  Mcf  per  day  to  a  maxi- 
mum of  1.850  Mcf  per  day.  dependent 
upon  the  degree  of  curtailment  imposed 
on  Anchor  Hocking's  Connellsville 
plants  by  Columbia  Pa.,  it  is  said. 

It  is  stated  that  Gas  Transport,  a 
wholly  owned  subsidiary  of  Anchor 
Hocking,  was  founded  for  the  sole  pur- 
pose of  purchasing  natural  gas  for  An- 
chor Hocking,  its  only  customer.  Pursu- 
ant to  the  terms  of  a  gas  sales  contract 
between  Gas  Transport  and  Anchor 
Hocking  and  the  various  amendments 
thereto,  the  most  recent  being  dated 
February  6,  1976.  Anchor  Hocking  would 
pay  Gas  Transport  for  all  gas  delivered 
at  the  rate  of  $1.80  per  Mcf,  and  that  the 
gas  proposed  to  be  transported  would  be 
used  for  Priority  2  uses,  it  is  indicated. 

It  is  indicated  that  the  gas  transported 
by  Applicant  is  subject  to  diversion  to 
Applicant  in  emergency  periods  when,  in 
Apphcant's  sole  judgment,  such  gas  is 
required  for  the  protection  of  Priority  1 
requirements  on  its  system.  Applicant  in- 
dicates that  Anchor  Hocking  would  pay 
to  Applicant  a  transportation  charge  re- 
flecting Applicant's  average  system-wide 
unit  storage  and  transmission  costs,  ex- 
clusive of  company-use  and  unac- 
counted-for gas,  which  is  currently  22.21 
cents  per  Mcf  effective  November  1,  1976. 
It  is  stated  that  Applicant  would  retain 
for  company-use  and  unaccounted  for 
gas  a  percentage  of  the  total  volumes  re- 
ceived for  the  account  of  Anchor  Hock- 
ing, which  percentage  is  currently  3.1 
percent  effective  November  1,  1976.  it  is 
said. 

It  is  stated  that  Anchor  Hocking  op- 
erates two  manufacturing  plants  in  Con- 
nellsville, Pennsylvania.  Plant  5  manu- 
factures glass  containers  and  glass  table- 
ware and  Plant  15  manufactures  metal 
closures  or  caps  for  food  jars.  There  is 
no  feasible  substitute  for  gaseous  fuels 
in  the  operation  of  the  feeders,  lehrs.  and 
glazers  which  are  a  part  of  the  operation 
of  Plant  5.  and  conversion  to  an  alternate 
fuel  has  been  made  In  all  other  steps  of 
processing  in  Plant  5.  it  is  said.  It  is 
stated  that  Plant  15  is  totally  dependent 
upon  a  gaseous  fuel  for  its  entire  opera- 
tion inasmuch  as  precise  temperature 
controls  are  required  and  contamination 
cannot  be  tolerated  in  the  manufacture 
of  closures  of  caps  for  food  jars. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  20. 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington,  DC.  20426.  a  peti- 


tion to  intervene  or  a  protest  in  ac- 
cordance with  the  requirements  of  the 
Commissions  Rules  of  Practice  and  Pro- 
cedure a8CFR  1  8  or  1.10'  and  the  Reg- 
ulations under  the  Natural  Gas  Act  '18 
CFR  157.10  >.  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro- 
testants parties  to  the  proceeding  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the 
Commission's  Rules 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections  7 
and  15  of  the  Natural  Ga.s  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub- 
lic convenience  and  neces.sity  If  a  peti- 
tion for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  noticfe  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary. 

IFR  Ekjc  77-16276  Filed  6-8-77:8:45  am] 


(Docket  No   CP74-2041 

COLUMBIA  GULF  TRANSMISSION  CO.  AND 
NATURAL  GAS  PIPELINE  CO.  OF  AMERICA 

Amended  Application 

June  2,  1977. 

Take  notice  that  on  May  24,  1977. 
Columbia  Gulf  Transmission  Company 
(Columbia  Gulf) .  P.O.  Box  683,  Houston. 
Texas  77001,  and  Natural  Gas  Pipeline 
Comany  of  America  (Natural*,  122 
South  Michigan  Avenue.  Chicago.  Illi- 
nois 60603,  filed  in  Docket  No.  CP74-204 
a  petition  to  amend  the  certificate  Issued 
March  3,  1977,  m  that  docket  to  add  a 
new  delivery  point.  aU  as  more  fully 
set  forth  in  the  petition. 

Columbia  Gulf  and  Natural  state  that 
said  certificate  authorized  a  transporta- 
tion and  exchange  arran.eement  under 
which  Natural  would  make  available  to 
Columbia  Gulf  pipeluie  delivery  capacity 
from  its  entitlement  in  the  system  of 
Stingray  Pipeline  Company  (Stingray 
to  transport  gas  available  to  Columbia 
Gulf  in  the  West  Cameron  area,  offshore 
Louisiana,  and  Columbia  Gulf  would 
make  available  to  Natural  pij^eline  de- 
livery capacity  from  its  entitlement  in 
the  Blue  Water  Project  which  is  jointly 
owned  by  Columbia  Gulf  and  Tennessee 
Ga.s  Pipeline  Company. 

Columbia  Gulf  and  Natural  now  pro- 
pose to  add  an  additional  dehvcry  point 


on  Stingray  at  an  underwater  valve  on 
Stingray's  propo.<;ed  pipeline  recently 
authorized  m  CP76-96  in  Block  594,  West 
Cameron  area,  offshore  Louisiana 
Columbia  Gas  Traix'imission  Corporation. 
Columbia  Gulf's  affiliate,  has  gas  reserves 
located  in  Block  594.  West  Cameron, 
which  Columbia  Gulf  desire.s  to  connect 
to  Stingray  as  part  of  its  entiUement. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  J'ane  24.  1977. 
should  file  with  the  Federal  Power  Com- 
mission, 'V^'a.'^hington.  DC  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mlssions  Rules  of  Practice  and  Proce- 
dure 118  CFR  1.8  or  1  lOi  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  It  in  determining  the  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  the  prote.stants  parties  to 
the  proceeding  Any  person  wishing  to 
become  a  party  to  a  pr(5ceeding  or  to 
participate  as  a  party  in  any  hearing 
therein,  must  file  a  p^'tition  to  intervene 
in  accordance  with  the  Commissions 
Rules. 

Take  further  notice  that  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  bv  Sections  7  and 
15  of  the  Natural  Gas  Art  and  the  Com- 
missions Rules  of  Practice  and  Proce- 
dure, a  heanng  will  be  held  without  fur- 
ther notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  wit.'iin  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certiflcat*^  is  required  by  the  pub- 
lic convenience  and  necessity.  If  a  peti- 
tion for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwi.se  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kennxth  F  Plumb. 

Secretary. 

[FR  Doc  77-16270  Piled  6-8-77:8:45  am] 


[Docket  No    CP77-409' 

COLUMBIA  GULF  TRANSMISSION  CO   AND 
TEXAS    EASTERN    TRANSMISSION    CORP. 

Application 

June  2.  1977. 

Take  notice  that  on  May  24.  1977.  Co- 
lumbia Gulf  Tran-smission  Company 
•  Columbia  Gulf'  PO  Box  683.  Houston. 
Texas  77001,  and  Texas  Eastern  Traiis- 
mission  Corporation  'Texas  Eastern'. 
PO  Box  2521.  Houston.  Texas  77001. 
filed  in  Docket  No  CP77-409  an  applica- 
tion for  a  certificate  of  public  conveni- 
ence and  necessity  authorizing  the  con- 
straction  and  o)>eration  of  certain  pipe- 
line facilities  offshore  Louisiana 

Applicants  state  that  m  accordance 
with  a  suggestion  made  by  the  Commis- 
sion in  the  Commission's  order  issued 
June  28.  1976,  in  CP75-359.  arrangements 
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have  been  made  to  build  a  less  costly 
pipeline  to  connect  the  reserves  located 
in  West  Cameron  Blocks  593  594.  off- 
shore Louisiana.  Applicants  propose  to 
construct  and  operate  approximately  14 
miles  of  12-inch  pipeline  and  appurte- 
nent  facilities  extending  from  an  under- 
water valve  on  Stingray  Pipeline  Com- 
pany's proposed  pipeline  in  West  Cam- 
eron Block  594  to  a  producer  platform 
in  the  West  Cameron  Block  593  594 
Field.  The  total  cost  of  the  proposed 
facilities  Is  estimated  at  $2,872  non  and 
will  be  borne  50  percent  by  Columbia 
Gulf  and  50  percent  bv  Texas  Eastern. 
The  capacity  of  the  proposed  facilities 
will  be  shared  in  the  same  percentages. 

Any  person  desirine  to  be  heurd  or  to 
make  any  protest  with  reference  to  =aid 
application,  on  or  before  June  24,  1977. 
should  file  with  the  Federal  Power  Com- 
mission. WashinEton.  DC.  20426.  a  peti- 
tion to  intervene  or  a  protest  in 
accordance  with  the  renuirements  of  the 
Commission's  Rule.s  of  Practice  and  Pro- 
cedure '18  CFR  1  8  or  1  10 >.  All  orotests 
filed  with  the  Commission  will  be  con- 
sidered bv  it  in  determining  thp  appro- 
priate action  to  be  taken,  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  person  wi.shing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  in  any  hearing 
therein,  must  file  a  petition  to  intenene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commi.ssi.^n  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  reouired 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  tliat  a  grant  of 
the  certificate  Is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be- 
lieves that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwi.se  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  R  Plumb. 

Secretary. 

(PR  Doc.77-16271  Piled  6-8-77:8:45  am) 


fprrv.'ect  No   27831 

DEPARTMENT   OF   WATER    RESOURCES. 
STATE   OF  CALIFORNIA 

Application  for  Preliminary  Permit 
JrNE2.  1977. 
Public  notice  is  hereby  Riven  that  an 
application  for  a  preliminary  permit  was 
filed  November  24  197fi,  under  the  Fed- 
eral Power  Act  '  16U  SC  791  ■  a  > -825(r  >  » 
by  the  Deoartment  of  Wat«r  Resources. 
State  of  California  'correspondence  to: 
Mr    Ronald  B    Robie    Director,  Depart- 


ment of  Water  Resources.  P.O.  Box  388. 
Sacramento,  California  95814  >  for  pro- 
posed Project  No.  2783,  to  be  known  ^ 
Monticello  Powerplant.  The  proposed 
project  would  be  located  on  Putah  Creek 
at  .  the  U.S.  Bureau  of  Reclamation's 
existing  Monticell")  Dam  in  Napa,  Yolo, 
and  Solano  Counties,  California.  The 
propased  project  may  affect  lands  of  the 
United  States  located  within  the  Clear 
Lake-Cow  Mountain  area.  Bureau  of 
Land  Management. 

The  proposed  project  would  utilize  the 
two  existing  penstocks  at  the  dam  and 
would  consist  of:  a  powerhouse  at  the 
downstream  toe  of  the  dam,  containing 
two  turbine-generator  units  with  a  total 
capacity  of  15.000  kilowatts,  and  a  trans- 
mission line  approximately  "4  of  a  mile 
long  connecting  with  existing  transmis- 
sion lines. 

Power  generated  at  the  proposed  plant 
would  be  delivered  to  the  transmission 
system  of  Pacific  Gas  and  Electric  Com- 
pany for  delivery  to  pumping  plants  of 
the  State  Water  Project. 

A  competing  application  for  prelimi- 
nary permit  'FPC  No.  2780)  for  Mon- 
ticello Power  Plant  was  filed  on  October 
20.  1976,  by  the  Solano  Irrigation  Dis- 
trict. California. 

A  preliminary  permit  does  not  au- 
thorize construction.  A  permit,  if  issued, 
gives  the  permittee,  during  the  term  of 
the  permit,  the  right  of  priority  of 
application  for  license  while  permittee 
undertakes  the  necessary  studies  and  ex- 
aminations to  determine  the  engineer- 
ing and  economic  feasibility  of  the  pro- 
posed project,  market  for  the  power,  and 
all  other  necessary  information  for  inclu- 
sion in  an  application  for  license. 

Any  person  desiring  to  be  heard  or 
to  make  protest  with  reference  to  said 
anplicatlon  should  on  or  before  August  8, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington.  D.C.  20426.  peti- 
tion.s  to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Pro- 
cedure 1 18  CFR  1.8  or  1.10) .  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  ap- 
propriate action  to  be  taken  but  will  not 
.serve  to  make  the  protestants  parties 
to  a  proceeding.  Persons  wishing  to  be- 
come parties  to  a  proceeding  or  to  par- 
ticipate as  a  party  in  any  hearing  therein 
must  file  petitions  to  intervene  in  ac- 
cordance with  the  Commission's  Rules. 
The  application  is  on  file  with  the  Com- 
mission and  available  for  public  inspec- 
tion. 

Kenneth  F.  Plumb. 

Secretary. 

I FR  Doc. 77-1 6267  Piled  6-8-77:8:45  am] 


sued  May  4.   1977.  in   the   above-desig- 
nated proceeding. 

Upon  consideration,  motion  is  hereby 
given  that  the  date  for  filing  Briefs  on 
Exceptions  to  the  Initial  Decisions  is  ex- 
tended to  and  including  June  17,  1977. 
Pursuant  to  §  1.31  of  the  Commission's 
Rules  of  Practice  and  Procedure,  the 
time  for  filing  Briefs  Opposing  Excep- 
tions is  extended  to  and  including  July 
7.  1977. 

Kenneth  F.  Plumb. 

Secretary. 

I  PR  Doc.77-16261  FUed  6-8-77:8  45  am) 


I  Docket  No    RP72-61 

EL   PASO   NATURAL  GAS  CO. 

Extension   of  Time 

June  2.  1977. 

On  May  26.   1977,  the  California  Air 

Resources  Board  filed  a  motion  to  extend 

the  time  to  Julv  5.  1977,  for  filing  Briefs 

on  Exceptions  to  the  Initial  Decision,  is- 


I  Docket  No.  RP76-591 

EL   PASO   NATURAL   GAS  CO. 

Order  Approving  Pipeline 
Rate  Settlement 

June  2.  1977. 

On  March  21.  1977.  El  Paso  Natural 
Gas  Company  (El  Paso'  filed  in  the 
above  captioned  proceeding  a  proposed 
Stipulation  and  Agreement  together 
with  a  motion  requesting  Commission 
approval  thereof.  The  agreement,  if  ap- 
proved, would  resolve  the  rate  design 
issue  in  the  proceeding.  All  other  Lssues 
in  the  proceeding  are  covered  by  a  sepa- 
rate settlement  agreement  which  is  be- 
ing approved  bv  separate  order. 

This  proceeding  originated  on  Janu- 
arv  30.  1976  when  El  Paso  tendered  for 
filing  certain  revised  tariff  sheets,  seek- 
ing an  increase  of  approximately  $50 
million  annually  in  revenues  for  juris- 
dictional natural  gas  sales  and  services. 
El  Paso's  proposed  rate  increase  was  sus- 
pended until  August  1.  1976.  and  was  set 
for  hearing  bv  Commission  order  issued 
February  27,  1976.  The  rate  increase  be- 
came effective  subject  to  refund  on  Au- 
gust 1.  1976. 

Following  the  conclusion  of  settlement 
discussion  between  El  Paso,  certain  in- 
tervenors.  and  the  Commission  Staff  the 
proposed  rate  design  settlement  agree- 
ment was  filed  March  21,  1977.  Public 
notice  of  the  proposed  rate  design  set- 
tlement was  issued  March  23.  1977.  Com- 
ments in  support  of  the  settlement  were 
filed  on  April  5.  1977.  bv  Arizona  Public 
Service  Company:  on  April  8.  1977,  by 
the  Commission  staff.  Pacific  Gas  and 
Electric  Companv,  the  People  of  the 
State  of  California  and  the  Public  Utili- 
ties Commission  of  the  State  of  Cali- 
fornia, and  Southwest  Gas  Corporation: 
and  on  April  11.  1977.  bv  Tucson  Gas 
and  Electric  Companv.  Southern  Union 
Companv.  and  San  Diego  Gas  and  Elec- 
tric Company. 

The  proposed  settlement  .specifies  (1> 
that  El  Pa,so's  east-of -California  cus- 
tomers shall  continue  to  receive  service 
under  the  existing  one-part,  volumetric 
rate;  (2)  the  rate  stated  in  Rate  Sched- 
ule G.  which  is  applicable  to  service 
rendered  to  El  Pass's  California  cus- 
tomers, shall  be  converted  from  the  pres- 
ent two-part  rate  with  a  demand  charge 
adjustment,  to  a  one-part,  volumetric 
rate,  the  present  minim.um  bill  provision 
of  Rate  Schedule  O  .shall  be  retained  > : 
and  (3)  the  rate  differentials  that  exist 
between  the  various  rate  schedules  and 
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v,„n  K^  oHiMct^H  ns  shown  on  Ap-         Based  upon  a  review  of  Uie  record  in  B<   This  order  is  without  prejudice 

zon^  shall  be  ad^ted  as  shown  on  Ap      ^^«  ^^^^^g  including  the  settlement     to   any   findings  or  orders  which  ha;e 

^^^  sPttJement  rate  differentials  agreement  itself  and  the  pleadings,  evi-  been  made  or  which  may  hereafter  be 
.>.^n  in  iS^ndSc  A  SaJl  b«-ome  effec-  dence,  and  conunents  submitted  m  sup-  made  by  the  Commis.sion,  and  is  without 
?vp  ^une  f  197?  coSeSTnth  Se  port  thereof,  the  Commission  finds  that  prejudice  to  any  clamis  or  contentions 
S^ut;kU'of'SeSnSfsSnded  the  proposed  rate  desi^  settlement  .J.ich  mav  be  made  piie  Com^^^^^ 
rates  in  El  Paso's  latest  rat«  increase  agreement  represents  a  reasonable  ^^^J^^^' ^l^\^^^^;\^'^^^^^^^ 
filmg  in  Docket  No.  ^^7-18  T^e  filed  resolution  of  the  Lvsues  in  this  proceed-  jj^^^^^'.^.'^^-^rheremaf  Jr^Sul^ 
RP77-18  rate  levels  shall  be  adjusted  to  j^g  in  the  public  interest,  and  that  the  ^^^.  ^^  a^^mst  El  Paso  or  any  other  per- 
conform  to  the  approved  rate  desiRn  so     j^g^p^ment    should    be    accordingly    ap-     son  or  party 

as  to  permit  El  Paso  to  recover  Its  Docket  ^      ^     adopted,     as     hereinafter         .C   The  Secretary  shaU  cause  prompt 

No.     RP77-18     jurisdicuonal     cost     of     P^^^^^  ^  publication  of  this  order  in  the  FEDD..^L 

The   settlement   rate   differentials    in         The  Commission  orders  :<  A »  The  Stip-      "J^^-^^tn. 
Appendix  A,  excluding  the  effect  of  the     ulation  smd  Agreement  filed  on  March         By  the  Commission, 
various  surcharges   for   special   services     21,    1977.   is   incorporated   by   reference  Kennsth  F.  Plumb. 

in  effect  from  time  to  time  as  provided     herein  and  is  approved  and  adopted  Secretary. 

for  in  El  Paso's  tariff,  shall  remain  un- 
changed during  the  collection  period  of  Appendix  A 
the  RP77-18  rates  and  shall  be  main- 
tained by  a  uniform  unit  cents  per  Mcf 
increase  in  all  rate  schedules  listed  in  the 
Appendix  A  table  in  any  futirre  El  Paso 
general  rate  increase  filing  which  be- 
comes effective  prior  to  January  1.  1980 
Howerer.  any  party  other  than  Kl  Paso 
shall  have  the  right,  in  any  El  Paso  gen- 
eral rate  increase  proceeding  subsequent 
to  RP77-18  or  in  any  proceeding  initi- 
ated under  Section  5  of  the  Natural  Gas 
Act  to  raise  a  rate  design  issue:  provided, 
however,  that  any  Commission  decision 
in  any  such  proceeding  shall  not  becc«ne 
effective  prior  to  January  1.  1980.  or  the 
dat«  of  the  Commission's  order,  which- 
ever is  later.  It  is  understood  that  El 
Paso'  may.  if  it  so  chooses,  raise  the 
issue  of  rate  design  or  rate  form  at  any 
time  subsequent  to  January  1.  1980. 

The  settlement  rate  design  generally 
reflects  an  allocation  of  the  jurisdic- 
tional cost  of  service  between  zones  on 
the  basis  of  the  United'  coPt  cla.s.siflca- 
tion  method  and  a  combination  method 
of  allocating  demand  and  commodity 
transmission  costs  between  zones  giving 
weight  of  33  H%  to  mileage  and  66%% 
to  system-wide  peak  and  annual  usage. 

The  settlement  further  provides  that 
neither  the  settlement  nor  any  provision 
thereof  .shall  become  effective  unless: 

(1>  The  Commission  shall  have  en- 
tered an  order  approving  this  Stipula- 
tion and  Agreement,  without  condition 
or  modification,  and  such  order  .shall 
have  become  final  and  no  longer  subject 
to  judicial  re\iew:  and 

'2^  Such  Commission  order  approv- 
ing this  Stipulation  and  Agreement 
shall  have  waived  compliance  bv  El  Paso 
with  the  requirements  of  the  CommLs- 
slon's  Rules  and  Regtilations.  including 
but  not  limited  to  Part  154.  as  necessar>' 
to  carry  out  the  provisions  of  this  Stipu- 
lation and  Agreement. 


>  Appendix  A  was  compiled  by  the  Com- 
nusslon  Staff  to  reflect  the  actual  impact  ot 
the  rate  design  settlement  on  El  Paso's  rates. 
Appendix  B  Ulustrates  the  calculations 
which  underUe  the  settlement  rate  dlfferen- 
Uals. 

'Revised  tariff  sheets  In  RP77-18  incor- 
porating the  settlement  rate  design  were 
filed  by  El  Paso  on  May  2.  1977  to  be  effec- 
tive June  1.  1977. 

'  United  Gas  Pipeline  Company,  Opinion 
No.  671,  50  FPC  1348  (1973),  Reh.  denied. 
51  FPC  1014  (1974),  aff'd  rub  nom ^  Con- 
solidated Gas 


<i)                                (2)                  e)                  (4)                  ») 

Cost  of  service 
settlement  dated 

Nov.  4,  197*              lr»»*i«f              Urr(r-»  ram            Proposed 
State  irate  schedule)                      (RP76-.S9  filed        <i»*?r«wjf:5          design  m.»U»-         dilTerentials 

rste6less2.se        t..-rwv»Mi  Tt  \a5        '  most  i^ua          b»<  we^n  Texas 
*ent»— unit        aiKl  o»k.'woi!es           ia  cMtU           a»d  ot  her  rones 
refund  amotun 
in  r«insf 

Texas  (A-3,  B-2.  I>-2) 7a07 

Now  Mexico  (A-2,  B-3,  D-3) T4.82 

Aruona  (A-1,  B-1,  D-1) 7.S.8S 

i^-1  X                                         7.";  .w 

e 

2.H 
2.28 

(.37) 

72.M 

74.  «r 

74  W 
72. « 

0 
.15 
2.20 
1.72 

r alitor ni a  (0) 

7170 

..>5 

Appendix  B. — El  Pam  yatural  Qa9  Co.,  Docket  .Vo.  SP76-')9;  allocation  of  juritdictiomil 
costs  to  zones — Basin:  JS%  pet  tceightin§  f»r  mileage,  uniied  dmstification 

Transralsaloo  costs 

Line  No. 

Description 

(8) 

Demand 

(b) 

Commodity 
(c) 

Total 
(d) 

1 

Settlement  Jurisdictional  transmission  cost  of  service 
(tuiited  classification) 

136,743,901 

tl27, 774, 606 

S164, 518.  J9« 

2 

Allocation    percentages    -33V4    pet   weighting    for 
distance  ': 

Texas 

New  Mexico  

3.0604 

1.9400 

I.V  099.5 

2.«7,')8 

77.2243 

1.5212 

3 

1.0161  .. 
9.6013  .. 

4 

Ariwma. _ 

A-l-X 

California 

."i 

1.5898  .. 
86.2718  .. 

_ 

Total 

loaoooo 

loaoooo 

' 

R 

9 

10 

11 

12 

Allocated  Transmisrfon  Costs: 

Texas _ 

New  Mexico _ 

Arizona. 

A-l-X - 

CaUlornfa 

Total                                 

J1,124,.M0 

712,832 

5.548.145 

963,193 

28, 375,  221 

36,743,901 
ce; 

»1. 943, 709 
l,2t«.319 

1-2,268.032 

2,031,382 

110,233,273 

127.774,«»5 

ja.ObS.  .19 

2.011,151 

17.816.177 

a.014,  i>S 

138. 608,  4'.>4 

164.518,696 

'  Derivation  of  allocaUon  percentages  -33>4  pet  weighting  for  distan 

Percentage 

Line 
No. 

1,000  ft>               1.000 --ft' 
miles 

(e)                      <f) 

l,tU)ftMs) 

1.000  >  ft« 
miles  (b) 

(h) 

distant-. 
2(a)-r(b) 

3 
(t) 

14 
15 
16 
17 
18 

Demand: 

Tt-xas 123,246                   2.'i..\.S5 

New  Mexico 76.1.>4                   18,o» 

Aritona. 491,080                 2«A,  77« 

A-l-X M,090                   »,fl«6 

California 2.376,356            \.S2i>.:s, 

3.9114 

2.4109 

15,5853 

16087 

75.  4177 

1.3584 

.9861 

14.1279 

2.6900 

8a837« 

3.(«04 

1.  •»4on 

l.S.090ii 

2  67.T8 

77.2248 

»9 

Total 3,1,10,926             1,881,214 

iw.oooo 

loaoooo 

100.0006 

20 
21 
22 
23 
24 

Commodity; 

Tiias 19,677,092            4.004,608 

NVw  .Mexico 12,777,.il2             3,122,1«S 

Anrona.'. 100, 916,  .Vto           53. 775, 922 

A-l-X 16,079,348              9.  €76.  .W2 

California 856.271.224         54:>.018,215 

1.9MS 

1.2705 
1S.U342 

1..W88 
0,V1400 

.5072 

8.7.156 

1.5719 

88.5348 

1.  .5212 
1.0161 
9.6013 
1..5898 

86.2716 

26 

TotSl 1,005.721.721          615,587.462 

i«o.nooo 

loaoooo 

loaouoo 

|FR  Doc  77-16279  Filed  6-&-71 
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[Project  No   176) 

ESCONDIDO    MUTUAL   WATER   CO. 

Issuance  of  Annual   License(s) 

June  3,  1977 
On  April  1.  1971.  Escondido  Mutual 
Water  Company,  Licensee  for  Project 
No.  176.  located  partially  along  the  San 
Luis  Rey  River  and  Escondido  Creek  m 
the  vicinity  of  the  City  of  Escondido  in 
San  Diego  County.  Cahfoniia,  filed  an 
application  for  a  new  license  pursuant  to 
the  Federal  Power  Act  and  Commission 
Regulations  thereunder. 

The  license  for  Project  No.  176  was  is- 
sued effective  in  1924  for  a  period  ending 
June  24,  1974.  Since  expiration  of  the 
original  license,  the  project  has  been 
maintained  and  operated  under  annual 
licenses,  the  most  recent  of  t^hich  will  ex- 
pire on  June  24.  1977.  In  order  to  au- 
thorize the  continued  operation  and 
maintenance  of  the  project,  pending 
Commission  action  on  Licensee  s  appli- 
cation, it  is  appropriate  and  in  the  pub- 
lic interest  to  Issue  an  annual  license  to 
the  Escondido  Mutual  Water  Company, 
Take  notice  that  an  annual  license  is 
issued  to  the  Econdido  Mutual  Water 
Company  for  the  period  June  25,  1977. 
to  June  24.  1978.  or  until  Federal  take- 
over, or  until  the  issuance  of  a  new  li- 
cense for  the  project,  whichever  comes 
first,  for  the  continued  operation  and 
maintenance  of  Project  No  176,  subject 
to  the  terms  and  conditions  of  its  origi- 
nal license  Take  further  notice  that  if 
Federal  takeover  or  issuance  of  a  new- 
license  does  not  take  place  on  or  before 
June  24.  1978.  a  new  annual  license  will 
be  issued  each  year  thereafter,  effective 
June  25  of  each  year,  until  such  time  as 
Federal  takeover  takes  place  or  a  new 
license  Ls  issued,  without  futher  notice 
being  given  by  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

|PR  Doc  77-16288  Piled  6-8-77;8;45  am) 


(Docket  No.  ER77-3561 

FLORIDA    POWER   &   LIGHT  CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rates  and  Services  for  Inter- 
change Service,  and  Consolidating  Pro- 
ceedings 

June  1,  1977. 
On  May  3,  1977,  Florida  Power  and 
Light  Company  (FPiL'  tendered  for 
filing  a  contract  for  interchange  serv- 
ice between  FPLL  and  the  city  of  Home- 
stead, Florida  i Homestead',  dated  May 
1.  1974,  and  supplemental  agreement 
number  one  to  the  contract  dated  April 
19,  1977.  Notice  of  the  filing  was  issued 
May  16,  1977.  with  protests  or  petitioiis 
to  intervene  due  on  or  before  May  25. 
1977  No  protests  or  petitions  have  been 
filed. 

The  submittal  provides  for  the  follow- 
ing exchange  of  services  between  the 
parties;  '1»  emergency  interchange 
service;  '2>  scheduled  interchange  serv- 
ice I  maintenance  service' ,  <3'  economy 
energy  interchange  service;  i4i  firm  in- 
terchange service,  and  (5i  secondary 
interchange  service  'surplus* .  The  ener- 
gy charge  for  emergency  and  scheduled 


energy  service  provided  from  steam 
generating  plants  (diesel  generating 
plants  where  the  City  is  the  seller)  will 
be  based  on  the  sum  of  (1;  the  Seller's 
replacement  fuel  oil  costs  at  those  plants 
during  the  month  of  the  transaction. 
(2)  the  seller's  average  steam  produc- 
tion O&M  expense  (excluding  fuel>  for 
the  second  month  preceding  the  trans- 
action and  >3>  adders  of  10*5^  and  1 
mill  kWh. 

FP&L  indicated  in  a  letter  accom- 
panying its  submittal  that  the  proposed 
agreement  with  Homestead  is  being  filed 
as  an  initial  rate  subject  to  Section  35.12 
of  the  Commission's  Regulations.  How- 
ever, since  Homestead  is  presently  recip- 
ient of  partial  requirements  service 
from  FP&L.  FP&L's  submittal  must  be 
considered  a  change  in  service  subject 
to  Section  205  of  the  Federal  Power  Act 
and  Section  35.13  of  the  Commission's 
regulations.  Because  the  rates  and  serv- 
ices are  similar  to  those  involving  FP&L 
in  other  pending  dockets,  the  Commis- 
sion will  not  require  additional  support- 
ing data  from  the  Company. 

Our  review  indicates  that  the  pro- 
posed rates  have  not  been  shown  to  be 
just  and  reasonable  and  may  be  unjust 
unrea.sonable.  unduly  discriminatory, 
preferential,  or  otherwise  unlawful. 
FP&iL  has  requested  that  the  agreement 
be  made  effective  upon  completion  by 
Homestead  of  the  City -owned  substation 
at  the  point  of  interchange.  Therefore. 
the  Commission  will  accept  the  submit- 
tal for  filing  and  suspend  the  rates  and 
services  for  one  day  from  the  effective 
date  '  the  date  of  substation  completion) . 
after  which  the  rates  and  services  will 
go  into  effect. 

Tlie  interchange  agreement  filed  in 
this  proceeding  is  similar  to  FP&L's  in- 
terchange agreements  filed  in  other  pro- 
ceedings before  the  Commission.  Docket 
Nos.  E-8769.  E-8770.  E-9119.  ER77-216, 
ER77-218.  ER77-219.'  The  proposed 
agreements  in  these  dockets  became  ef- 
fective subiect  to  refund  and  the  dockets 
were  consolidated  by  Commission  Order 
issued  December  8,  1975.  The  CommLs- 
sion  finds  it  appropriate  to  consolidate 
this  docket  iER77-356)  with  Docket  Nos. 
E-S769,  et  al. 

The  Commission  finds:  (1)  Good 
cause  exists  to  accept  for  filing  the  pro- 
posed rates  and  services  and  to  suspend 
the  u.se  thereof  for  one  day  from  the 
date  of  completion  of  the  substation  at 
the  point  of  interchange,  after  which 
they  may  become  effective  subject  to  re- 
fund. 

<  2 '  Good  cause  exists  to  consolidate 
this  docket  with  Docket  Nos.  E-8769, 
E-8770.  E-9119,  ER77-216.  ER77-218. 
and  ER77-219. 

The  Commission  orders:  <A)  FP&L's 
proixKed  rates  and  services  are  hereby 
accepted  for  filing  and  suspended  for  one 
day  from  the  date  that  tlie  substation  at 
the  point  of  interchange  is  completed, 
when  they  may  become  effective  sub- 
ject to  refund. 


(B)  The  proceeding  in  this  Docket  No. 
ER77-356  is  hereby  consolidated  with 
proceedings  in  Docket  Nos.  E-8769.  E- 
8770,  E-9119,  ER-7-216.  ER77-218,  and 
ER77-219,  for  hearing  and  decision. 

(C)  The  Secretary  shall  cause  the 
prompt  publication  of  this  order  in  the 
Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

(PR  Doc   77-16289  Piled  6-8-77;  8:45  am] 


[Docket  No   ER77-3891 

FLORIDA  POWER  &  LIGHT  CO. 

Cancellation 

June  3,  1977. 

Take  notice  that  Florida  Power  &  Light 
Company  (FP&L>  on  May  20,  1977,  ten- 
dered for  filing  a  letter  cancelling  the 
wholesale  ser%-ice  provided  to  the  Utilities 
Commission  of  the  City  of  New  Smyrna. 
Florida  from  the  Substation  at  16th 
Street  and  Indian  Palm  Drive,  Edge- 
water,  Florida.  FP&L  indicates  that  serv- 
ice formerly  provided  at  this  point  of 
delivery  was  transfered  to  a  newly  estab- 
lished point  of  delivery  at  the  Smyrna 
Substation  which  became  operational  on 
April  13.  1977  in  connection  with  the 
commencement  of  interchange  service  to 
the  City  of  New  Smyrna  on  that  date. 

FP&L  requests  waiver  of  the  Commis- 
sion's notice  requirements  to  allow  Ex- 
hibit A  of  FP&L's  Electric  Tariff,  Origi- 
nal Volume  No.  1,  which  Ls  applicable  to 
the  Edgewater.  Florida  Substation  serv- 
ice, to  be  canceled  effective  April  13. 
1977.  the  date  at  which  .-service  at  the 
Edgewater,  Florida  Sub-statlon  ceased. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Fedpral 
Power  CommLssion.  825  North  Capitol 
Street.  NE..  Washington,  D.C.  20426.  in 
accordance  with  §5  18  and  1.10  of  the 
Commission's  rules  of  practice  and  pro- 
cedure (18  CFR  1.8.  1.10).  All  such  peti- 
tions or  protests  should  be  filed  on  or 
before  June  14.  1977.  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

(PR  Doc.77-16260  Piled  6-8-77:8:45  ami 


•  It  Is  identical  to  the  Interchange  service 
agreement  between  PP&L  and  Port  Pierce 
filed  la  Docket  No.  E-8769. 


(Docket  No   ER77-3841 

GEORGIA   POWER   CO. 

Filing  of  Revised  Tariff  Sheet 

Junk  2,  1977. 
Take  notice  that  Georgia  Power  Com- 
pany (Georgia  Powers  on  May  19,  1977, 
tendered  for  filmg  First  Revised  Sheet 
No.  3  to  its  FPC  Electric  Tariff.  Original 
Volume  No.  3 

Georgia  Power  states  that  the  revision 
amends  the  Index  of  Purchasers  under 
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its  transmission  service  tariff  to  reflect 
that  the  Municipal  Electric  Authority  of 
Georgia  <MEAG)  began  taking  service 
thereunder  on  February  7,  1977.  Georgia 
Power  also  indicates  that  the  filing  also 
contains  an  executed  Integrated  Trans- 
mission Service  Agreement  with  MEAG 
for  transmission  service,  effective  Febru- 
ary 7.  1977. 

Georgia  Power  states  that  it  served 
copies  of  the  filing  on  all  of  its  jurisdic- 
tional customers. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
Petition  to  Intervene  or  Protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street.  NE.,  Washington,  DC. 
20426,  in  accordance  with  Sections  1.8 
and  1.10  of  the  Commission's  Rules  of 
Practice  and  Procedure  (18  CFR  18, 
1.10).  All  such  petitions  or  protests 
should  be  filed  on  or  before  June  13. 1977 
Protests  will  be  considered  by  the  Com- 
mission in  determining  the  appropriate 
action  to  be  taken,  but  will  not  serve  to 
make  protestants  parties  to  the  proc- 
eeding. Any  person  wishing  to  become  a 
party  must  file  a  Petition  to  Intervene. 
Copies  of  this  application  are  on  file  with 
the  Commission  and  are  available  for 
public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

(PR  Doc.77-16290  Piled  6-8-77:8:45  am] 


Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  should  on  or  before  June  24, 
1977,  file  with  the  Federal  Power  Com- 
mission. Washington.  DC  20426.  a  peti- 
tion to  intenene  or  a  protest  in  accord- 
ance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and 
Procedure  <18  CFR  1.8  or  1  10 1 .  All  pro- 
tests filed  with  the  Commission  will  be 
considered  by  it  m  determining  the  ap- 
propriate action  to  be  taken  but  will  not 
serve  to  mske  the  protestants  parties  to 
the  proceeding  Anj-  party  wishing  to  be- 
come a  party  to  a  proceeding,  or  to  par- 
ticipate as  a  party  In  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission 
Rules. 

Kenneth  F.  Plumb. 

Secretary. 

IPR  Doc. 77-16274  Piled  6-8-77:8:45  am] 


[Docket  No.  RI77-84) 

HIGHLAND  RESOURCES,   INC. 

Petition  for  Special  Relief 

June  2,  1977. 
Take  notice  that  on  May  12,  1977. 
Highland  Resources,  Inc.  (Highland', 
800  San  Jacinto  Bldg.,  Houston,  Texas 
77002  filed  a  petition  for  special  rehef 
pursuant  to  Section  1.7(b)  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure and  Sections  2.76  and  2-56a<g>  of 
the  Commission's  Statements  of  General 
Policy  and  Interpretations  for  sales  of 
natural  gas  from  its  4%  Interest  In  pro- 
duction from  Blocks  290  and  291.  Ship 
Shoal  Area  of  Offshore  Gulf  of  Mexico. 
to  Michigan  Wisconsin  Pipe  Line  Com- 
pany (Mich- Wis). 

Highland  seeks  permission  to  collect 
an  intial  rate  equal  to  the  National  Rate 
for  wells  commenced  on  or  after  Janu- 
ary 1.  1975,  plus  4.5  cents  per  Mcf  at 
15.025  psia  for  gathering  the  gas  via  a 
20-mlle  long,  8-inch  gathering  Ime  run- 
ning between  Blocks  290  and  291  and  its 
platform  located  in  Block  207,  Ship  Shoal 
Area.  Highland  states  its  January  26. 
1977.  base  contract  with  Mich-Wls.  des- 
ignated as  Highland's  FPC  Gas  Rate 
Schedule  No.  14,  gives  it  the  contractual 
authority  to  collect  the  4.5  cent  gather- 
ing charge  sought.  Highland  was  granted 
a  temporary  certificate  to  make  sales  of 
the  subject  gas  to  Mich-Wls  in  Docket 
No.  CI77-261  bv  letter  order  dated  March 
25.  1977,  which  also  denied  Highland's 
request  for  authorizati(5n  to  collect  the 
45  cent  gathering  allowance  without 
prejudice  to  the  submittal  of  a  petition 
for  special  relief. 


[Docket  No    E-7740) 

INDIANA   AND   MICHIGAN    ELECTRIC   CO. 

Order  Adopting  Settlement  Agreements 

June  1.  1977. 
On  January  14,  1977,  Indiana  and 
Michigan  Electric  Company,  iI&MEi 
filed  "Motion  of  Indiana  and  Michigan 
Electric  Company  for  Approval  of  a  Ne- 
gotiated Settlement  of  Rate  Case  and  for 
Approval  of  an  Offer  of  Settlement  "  At- 
tached to  the  Motion  was  a  separate 
document  entitled  Agreem.ent  of  Settle- 
ment and  Compromise.  This  order  ap- 
proves the  proix»sed  settlement. 

The  proposed  settlement  agreement, 
filed  on  January  14.  1977.  effects  a  'dol- 
lar settlement "  between  I&ME  and  the 
Indiana  and  Michigan  Municipal  IXs- 
trlbutors  Association,  'IMMDA),  an  ad 
hoc  group  consisting  of  12  of  the  16  mu- 
nicipalities '  affected  by  the  filing  by 
I&ME  in  the  above  entitled  docket 

The  proposed  settlement  covers  only 
a  locked- in  period,  by  virtue  of  a  filing 
by  I&ME  In  Docket  No.  ER76-716  of  fur- 
ther Increased  rates  to  I&ME's  municipal 
customers.  The  superseding  rates  filed 
in  ER76-716  became  effective,  subject  to 
refund,  on  July  26.  1976.  The  parties  are 
not,  at  this  time,  proposing  settlement 
of  any  Issues  in  the  superseding  docket. 
The  proposed  settlement  agreement 
between  l&ME  and  IMMDA  applies  to  all 
of  the  municipalities  except  Anderson. 
Auburn.  Fort  Wayne  and  Richmond.  In- 
diana. Of  these  four  municipalities.  An- 
derson and  Auburn,  Indiana  had  Sierra 
Pacific-Mobile  protection  from  the  filed 
WS  Tariff  Rate  increase  for  part  of  the 
locked-in  period  applicable  to  Docket  No. 
E-7740,  and  the  City  of  Richmond.  Indi- 
ana had  such  protection  for  the  entire 
locked-m  period. 

By  filing  dated  February  8.  1977.  I&ME 
filed  a  unilateral  offer  of  Settlement  for 
three  of  the  four  municipalities,  Fort 
Wayne,  Anderson,  and  Auburn.  Indiana. 


■  The  Cities  of  Anderson.  Auburn.  Avilla. 
Bluffton,  Columbia  City,  Port  Wayne.  FYank- 
ton,  Garrett.  Gas  City,  Mlshawaka.  New 
Ca.stle.  and  Warren,  Indiana,  Nlles,  South 
Haven  and  Sturgis,  Micliigan 


On  June  13,  1972  I&ME  submitted 
for  filing  in  Docket  No  E-7740  changes 
in  rates  for  electric  service  to  its  resale 
customers,  including  sixteen  municipali- 
ties 

By  orders  issued  August  11.  and  Oc- 
tober 6.  1972,  the  Commission  accepted 
I&MEs  filing  and  suspended  it  for  five 
months  to  become  effective  on  January 
13,  1973,  subject  to  refund  The  Com- 
mission m  Its  (October  6  1972  Order  de- 
nied claims  by  two  of  the  affected  Mu- 
nicipalities. Richmond  and  Anderson, 
that  the  proposed  increase  to  them  was 
contractually  impermissible  under  5i- 
erra-Motnle 

Richmond  and  Anderson  sut>sequently 
appealed  that  decision  to  the  United 
States  Court  of  Appeals  for  the  DC  Cir- 
cuit On  May  23,  1973,  Uie  Court  of  Ap- 
peals upheld  Richmond  and  Anderson  s 
claims  to  Stcrra-Afobiie  protection  m 
Richmond  Power  &  Light  vs  FFC  481 
F.  2nd  490  '1973i. 

Subsequently,  on  August  31.  1973, 
Auburn  filed  a  motion  with  the  Com- 
mission requesting  rejection  of  the  June 
13,  1972  filing  as  it  pertained  to  Auburn 
in  light  of  the  Court  of  Appeals'  deci- 
sion in  Richmond,  supra.  By  Order  is- 
sued September  28,  1973.  the  Commission 
rejected  the  June  13  filing  as  it  pertained 
to  Auburn,  and  ordered  I&ME  to  refund 
Incremental  amounts  collected  since  Jan- 
uary 13,  1972,  including  interest  at  7  per- 
cent per  annum. 

Hearings  on  the  proposed  increase  to 
the  remaining  municipalities  were  held 
January-April,  1974.  with  the  briefing 
schedule  concluded  by  Novem.ber  4,  1974. 
On  December  31.  1975,  ItME  sub- 
mitted for  filing  in  Docket  No  ER76-428 
a  revised  fuel  clause  for  the  Tariff  WS 
under  which  the  munlclE>alities  are 
sen'ed,  m  purported  compliance  with 
Commission  Order  No  517  By  letter 
dated  January  28,  1976.  the  Secretary 
advised  I&ME  that  its  proposed  sub- 
mltta-ls  were  deficient  The  submittal 
was  made  deficient  because  I&ME  had 
not  supphed  revenue  comparisons  under 
the  prior  and  proposed  fuel  adjustment 
clauses  for  the  twelve  month  periods  im- 
mediately preceding  and  succeeding  the 
proposed  effective  dates.  TTiis  filing  re- 
mains currently  incomplete,  but  its  pur- 
pose IS  now  mooted  by  the  proposed  set- 
tlement. 

On  August  19,  1976,  tlie  Presiding  Ad- 
ministrative Law  Judge  issued  an  Initial 
Decision  m  this  proceedmg  which  gen- 
erally adopted  the  staff  position  on  the 
cost  of  service  issues  Briefing  with  res- 
pect to  exceptions  was  c(xnpleted  on  Jan- 
uary 10,  1977.  and  the  prcxreeding  is 
therefore  ripe  for  decision  on  the  merits. 
Subsequent  to  issuance  of  the  Initial 
Decision  I&ME  initiated  informal  set- 
tlement discussions  with  IMMDA  These 
discussioTiS  culminated  in  the  filed  set- 
tlement agreement  dated  December  31. 
1976  Tne  parties  adopted  the  Staff's  filed 
cost  of  service  the  Presiding  Judge's  find- 
ings as  the  bases  for  their  dLscussions 
The  final  result  reflects  certain  minor 
changes  thereto. 

The    proposed    settlement    agreement 
filed  by  I&ME  on  January  14,  1977,  pro- 
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vides  for  the  following;  d'  All  actions 
by  the  parties  in  proceedings  now  pend- 
ing before  the  Commission  and  the  Court 
of  Appeals  resulting  from  the  June  13, 
1972  filing  by  I&ME  be  terminated.  '2> 
Refunds  of  39  40  percent  of  the  actual 
bill  rendered  to  the  INfMDA  members 
during  the  locked-in  period  \v^th  mterest 
on  refunds  to  be  computed  at  7  percent 
for  the  period  ending  October  9,  1674 
and  9  percent  thereafter:  <3>  A  clause 
providing  that  should  any  other  munic- 
ipal customer  in  Do  ket  E-7740  receive 
terms  more  favorable  than  the  terms 
here  agreed  to.  thase  terms  shall  be  ap- 
plied to  IMMDA  members. 

On  Februar>-  9.  1977.  notice  of  the  pro- 
posed settlement  agreement  was  Issued 
requinng  responses  on  or  before  Peb- 
ruar>'  22.  1977.  IMMDA  responded  to 
I&ME's  offer  of  settlement  indicating  its 
support. 

On  January  31.  1977.  Richmond  filed 
a  "Limited  Objection  to  Motion  for  Ap- 
proval of  Settlement  "  The  City  of  Rich- 
mond. Indiana  was  not  a  party  to  the 
January  14.  1977  Agreement  but  ob- 
jected to  the  failure  of  the  .settlement  to 
address  the  minim lom  billing  demand 
provisions  <  Ratchet  i  contained  in  the 
Company's  Tariff  WS.  which  covers 
service  to  municipals  On  May  10.  1977. 
liME  rtled  a  motion  with  the  Commis- 
sion requestiivi  action  on  the  negotiated 
settlement  agreement  On  May  20,  1977. 
RP&L  flled  an  answer  to  the  motion  re- 
questing action  basically  restating  the 
obiections  set  forth  in  the  January  31. 
1977  "Limited  Objections."  Rirhmond's 
concern  apparently  arises  out  of  the  fact 
that  ItME  has  nroposed  to  place  Rich- 
mond on  TarifT  Ws  as  of  January  1 .  1977. 
and  the  Citv  of  Richmond  believes  that 
it  will  be  adversely  afTected  by  the  im- 
position of  the  60  percent  Ratchet  as  con- 
tained in  the  tariff  However,  as  pre- 
viously noted,  the  settlement  agreement 
is  a  "dollar  settlement"  for  a  locked-in 
period  which  terminates  prior  to  Rich- 
mond's being  placed  unon  TarifT  WS.  In- 
asmuch as  rate  making  principles  are 
subject  to  the  hearing  set  bv  the  Com- 
mission in  Docket  No  ER76-716  "the 
superseding  efTective  ratei  it  would  ap- 
pear that  adequate  recourse  has  been 
provnded  to  hear  the  merits  of  Rich- 
mond's arguments  within  the  supersed- 
ing docket  and.  therefore,  it  is  unneces- 
sar>-  to  consider  in  this  docket. 

On  February  9.  1977.  liME  filed  with 
the  Commi.s'tion  an  Offer  of  Settlement 
with  respect  to  Anderson,  Auburn,  and 
Fort  Wavne.  Indiana,  pronasing  a  set- 
tlement with  these  three  Cities  on  terms 
comparable  to  thase  agreed  to  by  IM- 
MDA Notice  of  the  offer  was  issued  on 
Pebruan.-  17.  1977.  and  on  March  7.  1977. 
with  responses  due  on  or  before  March 
24  1977  On  February  22,  1977.  the  Cities 
of  .Anderson  and  Auburn  filed  comments 
indicated  that  they  accepted  the  pro- 
posed offer  of  settlement  conditioned  on 
such  acceptance  not  affecting  In  any  way 
the  status  of  any  other  FPC  docket  in 
which  the>-  are  involved  with  liME.  Fort 
■Wavne,  Indiana  filed  no  comments  Staff 
filed  comment*  in  support  of  the  settle- 
ment 


In  addition,  I&ME  has  requested  that 
the  Commission  waive  any  requirements 
for  the  filing  of  a  new  rate  schedule  re- 
flectmg  the  settlement  agreement  as  it 
applies  to  the  IMMDA  offer  of  settle- 
ment of  January  14.  1977  as  well  as  the 
offer  of  settlement  for  the  Cities  of  An- 
derson. Auburn,  and  Port  Wayne,  In- 
diana filed  February  9,  1977,  inasmuch 
as  the  settlement  is  merely  reflective  of 
refunds  for  the  locked-in  period. 

Based  upon  our  review  of  the  record 
in  these  proceedings,  including  the  set- 
tlement agreements  themselves,  the  fil- 
ings, documents  and  pleadings  sub- 
mitted, we  conclude  that  the  settlement 
agreements  represent  a  reasonable  res- 
olution of  the  issues  in  the  proceeding 
in  the  public  interest,  and  that  accord- 
ini:ly.  the  settlement  agreements  of 
January  14.  1977.  and  February  9,  1977. 
should  be  approved. 

The  Commission  finds:  fH  The  set- 
tlement agreement  filed  by  I&ME  as  it 
applies  to  IMMDA  should  be  approved 
and  made  effective,  as  hereinafter 
ordered. 

1 2 )  The  settlement  agreement  filed  by 
I&ME  as  it  applies  to  the  Cities  of  An- 
derson. Auburn,  and  Fort  Wayne,  In- 
diana should  be  approved  and  made 
effective  cis  hereinafter  ordered. 

The  Commission  orders:  <Ai  The  ne- 
ETotiated  settlement  agreement  filed  by 
Ik'ME  in  this  docket  on  January  14.  1977, 
IS  hereby  approved  and  made  effective. 

iB>  The  unilateral  offer  of  settlement 
filed  hv  liME  in  this  docket  February 
9  1977.  for  service  to  Fort  Wayne,  Au- 
burn, and  Anderson.  Indiana  is  hereby 
approved  and  made  effective. 

iC>  In  accordance  with  the  terms  of 
each  of  the  settlement  agreements  re- 
ferred to  in  Paragraphs  'A)  and  <B) . 
I&ME  IS  hereby  directed  to  refund  the 
difference  in  revenues  collect-ed  under 
its  prior  rates  and  those  collected  as  a 
result  of  the  June  13.  1972  filing  in 
Do<.'ket  No.  E-7740  according  to  the 
terms  of  tije  proposed  settlement  agree- 
ments and  at  agreed  upon  interest  rates 
of  7  tiercent  per  annum  for  the  period 
ending  October  9.  1974.  and  9  percent 
per  annum  thereafter. 

<D>  The  Federal  Power  Commission 
hereby  waives  any  requirement  for  the 
filing  of  a  new  rate  schedule  by  I&ME 
involving  the  period  of  January  13.  1973 
to  July  26.  1976,  as  it  applies  to  the 
customers  affected  bv  the  settlement 
agreements  herein  approved. 

'El  I&ME  IS  herebv  directed  to  file  a 
compliance  report  within  thirty  days  of 
the  date  of  this  Order  which  shows 
monthlv  biUine  determinants  and  rev- 
enues under  the  Company's  prior  rates 
and  those  collected  as  a  result  of  its 
June  13.  1972  filing  in  Docket  No.  E-7740 
for  the  entire  period  during  which  the 
latter  rates  were  being  collected,  sub- 
ject to  refund  TTie  report  shall  show  the 
monthly  rate  refunded  and  the  monthly 
interest  computation  together  with  a 
summary  of  such  information  for  the 
total  refund  period.  A  copy  of  such  re- 
port shall  be  furnishpd  to  each  State 
ComraLssion  within  whose  jurisdiction 
the  wholesale  customers  distribute  smd 
sell  electric  energy  at  retail. 


(P)  The  City  of  Richmond.  Indiana's 
limited  objection  to  the  proposed  set- 
tlement agreement  of  Januarj'  14,  1977, 
is  hereby  denied. 

(G)  This  Order  is  without  prejudice 
to  any  finding  or  Order  w  hich  may  have 
been  made  or  which  will  hereafter  be 
made  by  the  Commission,  and  is  without 
prejudice  to  any  claim  or  contentions 
which  may  be  made  by  the  Commission, 
the  Staff,  or  any  party  or  persons  af- 
fected by  the  Order  against  I&ME  or 
any  person  or  Party. 

iH)  The  Secretary  of  the  Federal 
Power  Commission  shall  cause  prompt 
publication  of  this  Order  in  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F.  Plxjmb, 

Secretary. 

(PR  Doc  77-16255  Piled  6-8-77:8:45  am| 


[IDocket  No    ER77-388! 

LAKE  SUPERIOR  DISTRICT  POWER  CO. 

Tariff  Change 

June  3.  1977. 

Take  notice  thit  Lake  Suijerior  District 
Power  Companv  'LSDP'  on  Mav  16,  1977. 
tendered  for  filing  proposed  chanpes  in 
its  contracts  for  service  to  the  Medford 
Electric  Utility  and  the  City  of  Wake- 
field. 

Lake  Superior  District  Power  Company 
asserts  that  the  filing  is  in  accordance 
with  Part  35  of  the  Commission's  Regula- 
tions. LSDP  states  that  the  contracts  filed 
will  supersede  the  contracts  presently  on 
file  with  this  Commission. 

LSDP  indicates  that  the  proposed 
changes  would  increase  revenues  from 
these  jurisdictional  sales  by  $576,058 
based  on  the  calendar  year  1976.  LSDP 
requests  an  effective  date  for  the  pro- 
posed increase  of  July  1.  1977. 

Reasons  stated  by  LSDP  for  the  in- 
crease are  ( 1 1  to  recover  a  substantial 
portion  of  the  existing  revenue  deficiency 
resulting  from  significantly  higher  costs 
resulting  since  the  present  contracts  be- 
came effective  in  mid  1968,  (2»  to  revise 
its  fuel  adjustment  clause  to  reflect  cur- 
rent Commission  policy. 

LSDP  states  that  conies  of  the  filing 
were  served  upon  the  affected  public  util- 
ities jurisdictional  customers,  the  Public 
Service  Commission  of  Wi.sconsin  and 
the  Michigan  Public  Service  Commis- 
sion. 

Anv  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
netit'on  to  intervene  or  protest  with  the 
Federal  Power  Commission.  825  North 
Capitol  Street.  N.E  ,  Washington.  D.C. 
2^426.  in  accordance  with  f  5  18  and  1.10 
of  the  Commission's  rules  of  oractice  and 
procedure  il8  CFR  18,  1.10 >.  All  such 
petitions  or  protests  should  be  filed  on  or 
before  June  19.  1977  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken. 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  appli- 
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cation  are  on  file  with  the  Commission 
and  are  available  for  public  inspection 

Kenneth  F.  Pli'mb. 

Secretary. 

IFR  Doc. 77-16291  Piled  6-8-77:8:45  ami 


1  Docket  No   ER77-393 1 
MISSISSIPPI   POWER  &  LIGHT  CO. 
Agreement  for  Purchase  of  Power 

June  2,  1977. 
Take  notice  that  on  May  23.  1977. 
Mississippi  Power  &  Light  Company 
t  Mississippi  I  tendered  for  filing  an 
Agreement  for  Purchase  of  Power.  Mis- 
sissippi indicates  that  this  Agreement 
provides  for  the  sale  of  electric  energy 
by  Mississippi  to  Twin  County  Electric 
Power  Association  (Twin  County),  to  be 
delivered  to  a  point  near  Greenville. 
Mississippi. 

Mississippi  states  that  its  Rate  Sched- 
ule REA-13  (Revised)  incorporated  in 
the  Agreement  was  heretofore  filed  with 
the  Commission  on  January  10.  1975.  as 
Company's  service  rate  schedule  appli- 
cable to  all  existing  and  new  points  of 
delivery.  Mississippi  further  states  that 
by  order  of  the  Commission  on  February 
7,  1975.  (Docket  No.  E-905Bi,  Schedule 
REA-13  (Revised)  became  effective  De- 
cember 7,  1974,  as  affirmed  by  order  of 
the  Commission  dated  September  8.  1976. 
Subsequent  to  December  1.  1976.  Missis- 
sippi applies,  subject  to  refund.  Rate 
Schedule  REA-14  (Revised),  the  cur- 
rently effective  tariff  for  service  to 
Electric  Power  Associations,  filed  on 
October  26,  1976.  in  compliance  with  the 
Commission's  order  in  Docket  No. 
ER76-830. 

Mississippi  states  that  no  new  facili- 
ties will  be  required  to  supply  service 
under  the  proposed  Rate  Schedule  and 
requests  that  the  executed  Agreements 
be  made  effective  July  1. 1977. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  N.E.,  Washington,  DC.  20426.  in 
accordance  w'ith  Sections  1.8  and  1  10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  (18  CFR  1.8.  110).  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  15,  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  pr^jceedings.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of 
this  filing  are  on  file  witli  the  Commis- 
sion and  are  available  for  public  inspec- 
tion. 

KtNNETH  F.  Plumb, 

Secretary. 

I  PR  Doc. 77-1 6292  Piled  6-8-77:8:45  am] 


(Docket  No.  RM77-131 

NATIONAL  RATES  FX)R  JURISDICTIONAL 
SALES  OF  NATURAL  GAS  FROM  WELLS 
COMMENCED  ON  OR  ATER  JANU- 
ARY 1.  1977,  FOR  THE  PERIOD  JANU- 
ARY 1.  1977  TO  DECEMBER  31.   1978 

Addition  of  Participants  to  National 
Rate  Proceeding 

The  Commission  is  permitting  The 
Public  Utilities  Commission  of  the  Stat* 
of  Colorado  and  the  Office  of  Consum'^r 
Advocate  of  the  Department  of  Justice  of 
F*ennsylvania  to  participate  in  the  na- 
tional rate  proceeding  docketed  as 
RM77-13. 

EFFECTIVE  DATE :  June  1,  1977. 

ADDRESS:  N/A. 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Kenneth   F.   Plumb,   Secretary.   (202) 
275-4166. 

SLTPPLEMENTARY  INFORMATION: 
On  May  12.  L977,  and  May  13.  1977,  re- 
spectively. The  Public  Utilities  Commis- 
sion of  the  State  of  Colorado  and  the 
OflBce  of  Consumer  Advocate  of  the  De- 
partment of  Justice  of  Pennsylvania  filed 
late  notices  of  intent  to  participate  in  the 
national  rate  proceeding,  instituted  by 
Order  issued  March  1,  1977.  and  pub- 
lished March  8,  1977  (42  FR  13048).  in 
the  above -designated  docket  The  March 
1.  1977  order  required  persons  desiring 
to  participate  in  this  proceeding  to  file 
a  notice  of  intent  to  participate  on  or 
before  April  1.  1977. 

On  May  12.  1977.  and  May  13.  1977.  re- 
spectively. The  Public  Utihties  Commis- 
sion of  the  State  of  Colorado  and  the 
Office  of  Consumer  Advocate  of  the  De- 
partment of  Justice  of  Pennsylvania  filed 
late  notices  of  intent  to  participate  in 
the  national  rate  proceeding,  instituted 
by  Order  issued  March  1.  1977,  and  pub- 
lished March  8.  1977  (42  FR  13048'.  in 
the  above-designated  docket. 

Upon  consideration,  notice  is  hereby 
given  that  The  Public  Utilities  Commis- 
sion of  the  State  of  Colorado  and  the 
Office  of  Consumer  Advocate  of  the  De- 
partment of  Justice  of  Pennsylvania  are 
permitted  to  participate  in  the  above  in- 
dicated national  rate  proceeding, 

Kenneth  F  Plumb. 

Secretary. 

IFR  Doc. 77-16267  Piled  6-8-77:8:45  am) 


[Docket  No    ER77-348I 

MISSOURI   UTILITIES  CO. 

Order  Accepting  For  Filing  and  Suspending 
Proposed  Rate  Schedule,  Consolidating 
Proceeding,  and  Establishing  Proce- 
dures 


a  proposed  mcrease  in  its  rate '  for  serv- 
ice to  California.  Missouri  in  its  Central 
Division  The  proposed  rate  increase  to 
the  City  for  the  12  mc«iths  ending  May 
31.  1977.  IS  $87,904  (22  4^^).  MUCo  re- 
quested that  the  increase  become  effec- 
tive June  1    1977 

The  proposed  rate  consists  of  a  de- 
mand charge  of  $2  50  kW  of  billing  de- 
mand plus  an  enerey  charge  of  1  384(? 
kWh  The  rate  contains  a  transmission 
charge  which  is  the  greater  of  'a'  43c/ 
kW  or  b'  0  169<'  per  kWh  delivered. 
There  is  a  local  facilities  charge  of  1  25T 
per  m^onth  for  those  facihUes  required 
solely  to  serve  the  purchaser  The  pro- 
fxjsed  rate  has  a  fuel  clause  which  con- 
forms with  Section  35  14  of  the  Commis- 
sion's Regulations. 

The  billing  demand  is  the  maximum 
demand  m  the  current  mcxith.  subject  to 
a  80"^  ratchet  during  the  previous  11 
months  The  transmission  charge  is 
$33  086  for  the  12  months  ending  May 
1977  The  local  facilities  charge  to  Cali- 
fornia for  34  Sk'V  equipment  is  $462  88 
per  month. 

Notice  of  the  filing  was  issued  on  May 
12,  1977  with  responses  due  on  or  be- 
fore Ma.v  25.  1977. 

MUCo  states  that  it  terminated  Its  cur- 
rent contract  efTective  as  of  I>ecem- 
ber  20  1976,  and  has  been  rendering 
temtx>rarv  service  at  the  rate  specified 
in  the  cancelled  agreement  The  proposed 
rate  consists  of  a  signed  agreement  dated 
April  18.  1977.  with  a  sUted  effective  date 
of  May  23.  1977.  and  appendices  contain- 
ing the  pj-opased  rate,  delivery  points 
and  investment  in  specific  facilities. 

MUCo's  revenue  comparison  indicates 
an  increase  to  California  of  $87,904  or 
22  4^",  for  the  12  months  prior  to 
June  1.  1977.  Supporting  tables  indicate 
that  the  "present"  rate  differs  substan- 
tially in  level  from  demand  and  energy 
charge  of  the  rate  contained  in  the  Com- 
mission's files,  raising  the  possibility  of 
either  an  error  in  preparing  the  revenue 
comparison  that  might  seriously  under- 
state the  effect  of  the  proposed  rate  in- 
crease, or  alternatively,  that  billing  has 
been  based  on  a  previous  unfiled  rate 

Commission  review  of  MUCo's  pro- 
posed rate  increase  indicates  that  it  has 
not  been  shown  to  be  just  and  reason- 
able and  may  be  unjust,  unreasonable, 
unduly  discriminatory  preferential  or 
otherwi.se  unlawful  The  Commission 
shall  therefore  accept  the  proposed  rate 
schedule  for  filing  and  suspend  its  effec- 
tiveness for  three  months,  to  become 
effective  on  September  2.  1977.  subject 
to  refund,  pending  the  outcome  of  a 
hearing  and  decision  thereon 

MUCc  has  recently  filed  for  a  rate 
mcrea.'ie  to  its  cu'^tomers  in  its  South- 
ea'^t  District  in  Docket  No  ER77-354 
The  Commission  believes  that  it  is  proper 


June  2,    1977.  ,  Designation:  Missouri  Utilities  Company. 

On   April   29.    1977.   Missouri  Utilities     Rate  Schedule  FPC  No.  9   (supersedes  FPC 
Company   (MUOo)    submitted  for  filing     No    8  as  supplemented). 
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and  In  the  public  Interest  to  order  con- 
solidation of  the  proceedings  In  Docket 
No.  ER77-348  with  those. in  Docket  No. 
ER77-354.  to  consider  whether  MUCo's 
rate  should  be  based  on  company-wide 
costs  rather  than  the  cost  of  each  Dis- 
trict as  proposed  by  MUCo. 

•■The  Commission  finds;  (li  Good 
cause  exists  to  accept  for  filing  and  sus- 
pend MUCo's  proposed  rate  Increase  for 
three  months,  to  become  effective  Sep- 
tember 2.  1977.  subject  to  refund. 

1 2 1  It  IS  necessary  and  in  the  public 
Interest  that  the  Commission  order  a 
hearing  concerning  the  lawfulness  of 
MUCo's  proposed  rate  increase 

'  3 '  Good  cause  exists  to  consolidate 
the  proceeding  in  this  Docket  with  the 
proceeding  in  Docket  No.  ER77-354  for 
purposes  of  a  hearing  and  decision 
thereon. 

The  Commission  orders:  iA>  Pursuant 
to  the  authority  of  the  Federal  Power 
Act.  particularly  Sections  205  and  206 
thereof,  and  tlie  Commission's  Rules  and 
Regulations,  a  hcarmg  shall  be  held  ccwi- 
ceming  the  justness  and  reasonableness 
of  MUCo's  proposed  rate  increase. 

'  B I  Pending  a  hearing  and  a  final  de- 
cision thereon,  MUCO's  proposed  rate 
Increase  is  hereby  accepted  for  filing  and 
s'ospended  for  three  months,  to  become 
effective  September  2.  1977.  subject  to 
refund. 

<C>.  Docket  No.  ER77-348  is  hereby 
consolidated  with  Docket  No.  ER77-354 
for  purposes  of  a  hearing  and  decision 
thereon. 

(D>  The  Secretan,-  shall  cause  the 
prompt  publication  of  this  order  to  be 
made  in  the  Federal  Register. 

By  the  Commission 

Kknnkth  p.  Plumb. 
Secretary. 

IFR  Doc    77-16264  Piled  6-8-77;   8:45  a  m.  | 


(Docket  No   ER77-354) 

MISSOURI   UTILITIES  CO. 

Order  Accepting  In  Part  and  Rejecting  In 
Part  Proposed  Rate  Schedules,  Suspend- 
ing Proposed  Rate  Schedules  and  Estab- 
lishing Procedures 

Jc-NE  1.  1977. 

On  April  29,  1977,  Missouri  Utilities 
Company  (MUCoi  submitted  a  proposed 
increase  in  its  SFR-1  rate  >  for  its  South- 
east Missouri  Division  to  apply  to  the 
Cities  of  Jackson,  Maiden,  and  Kennett, 
Missouri.  The  proposed  increase  m  rates 
to  the  municipalities  for  the  12  months 
ending  May  31,  1977,  is  $417,785  (25.6%  ) 
which  is  distributed  as  follows:  City  of 
Jackson,  181,860  t37.0%  ' ;  City  of  Mai- 
den. $167,066  1 38.97c  ) ;  and  City  of  Ken- 
nett, $68,859  ai.l%>.  MUCo  requested 
that  the  increase  become  efifective  Jime 
1,  1977. 

The  present  rates  charged  to  Jackson 
and  Maiden  are  contained  in  negotiated 
contracts  dated  March  2,  1970,  and  Octo- 
ber 1,  1969,  respectively.  The  contracts 
are  for  five  year  periods  and  are  sub- 


'  For  tariff  designation,  see  Attachment 


ject  to  termination  by  one-year  notice 
prior  to  the  initial  or  renewal  term.  Both 
contracts  have  been  renewed;  Jackson 
and  Maiden  now  have  terms  that  expire 
March  2.  1980.  and  October  1,  1979,  re- 
spectively. Kennett  is  the  only  wholesale 
customer  that  is  presently  served  under 
MUCo's  Rate  SFR-1  which  Is  the  com- 
pany's FPC  Electric  TarifT. 

The  monthly  rates  under  revised  Rate 
SFR-1  are  as  follows: 

Demand  Charge — »3.429/kW  for  Annual  kW 

demand  and  $4,199  kW  for  temporary  kW 

demand 
Energy  Charge— 1.125f  per  k'Wh. 
Transmission    Charge — The    higher    of    (a) 

4Ir   kWoribi  0.142'.-   kWh. 
Local   Facilities  Charge — 1.25%    of   the  cost 

of  local  facilities  required  solely  to  serve 

purchaser 

The  revised  SFR-1  rate  primary  bill- 
11. g  demand  'the  Annual  Kilowatt  de- 
mand I  is  the  customer's  highest  30- 
mmute  demand  coincident  with  MUCo's 
system  annual  peak  for  the  preceding 
12-month  period  which  creates  recurring 
monthly  demand  cost  liability  on  the 
Company's  purchased  power  require- 
ment. A  further  demand  charge  is  added 
I  temporary  demand)  which  is  the  high- 
est 30-mmute  demand  established  on 
Missouri's  monthly  system  peak,  the  oc- 
currance  of  which  creates  a  current 
monthly  demand  cost  liability  on  MUCo's 
purchased  power.  The  company  main- 
tains that  the  temporary  charges  are  nec- 
essary for  MUCo  recovery  of  any  actual 
purchased  demand  costs  imposed  during 
specific  months  when  its  system  peak 
exceeds  80 '^r  of  its  previous  system  an- 
nual peak.  The  80%  is  the  demand 
ratchet  provision  contained  in  Union 
Electric  Company's  W-2  TarifT  rate  and 
Rate  Schedule  FPC  No,  88  under  which 
MUCo  purchases  substantially  all  of  its 
requirements. 

The  present  billing  demand  is  the  cus- 
tomer's previously  established  demand 
on  MUCo's  system  annual  peak.  The  fuel 
clause  is  the  same  as  in  the  present  tariff 
except  that  the  fuel  cost  base  is  0.990<'  per 
kWh  and  the  loss  adjustment  factor  has 
been  increased  slightly. 

Notice  of  the  filing  was  Issued  on 
May  11.  1977.  with  responses  due  on  or 
before  May  25.  1977. 

As  previously  indicated,  Jackson  and 
Maiden  are  served  under  separate,  fixed 
rate,  fixed  term  contracts.  Each  con- 
tract contains  a  section  for  redetermin- 
ing the  applicable  rate.  The  "Rate  Re- 
determination" sections  provide  that  for 
changed  conditions  for  service  and  other 
changes  which  effect  a  change  in  cost  to 
serve,  either  party,  upon  proper  notice 
prior  to  each  successive  two  years  of  serv- 
ice, may  request  a  rate  review.  If  such 
review  indicates  that  the  rate  does  not 
reasonably  reflect  the  normal  costs  of 
supplying  service;  the  contract  rate, 
•upon  mutual  agreement,  shall  be  subject 
to  adj'ustment  for  the  ensuing  two  year 
period.  In  the  event  the  customer  and 
MUCo  fail  to  agree  on  the  basis  for  re- 
vising the  rate,  the  facts  shall  be  pre- 
sented  to  the  Missouri  Public   Service 


Commission — in  the  case  of  Jackson  ' — 
and  to  this  Commission — in  the  case  of 
Maiden — for  decision  which  shall  be 
binding  and  final  on  the  parties. 

MUCo  advises  that  it  intends  to  apply 
the  proposed  SFR-1  rate  as  included  in 
its  FPC  electric  Tariff  to  Jackson  and 
Maiden  at  the  conclusion  of  this  proceed- 
ing and  on  October  1,  1977.  respectively. 

In  1975,  in  Docket  No.  E-9473,  MUCo 
proposed  to  increase  its  SPRr-1  rate  ap- 
plicable to  Kennett  under  tariff  and  to 
Jackson  and  Maiden  under  their  respec- 
tive contracts.  By  order  dated  Augiist  15, 
1975,  the  Commission  accepted  the  re- 
vised SFR-1  rate  for  filing  as  to  Jackson 
and  Maiden  to  l)ecome  effective  upon 
expiration  of  their  fixed-rate  contracts. 
The  order  indicated  that  MUCo  intended 
to  terminate  the  contracts  with  Jack- 
son and  Maiden  on  March  2,  1976,  and 
October  1,  1977,  respectively,  at  which 
time  service  under  the  tariff  was  to  begin. 
Jackson  and  Maiden  petitioned  for  re- 
hearing of  the  Commission's  August  15, 
1975  order.  By  order  issued  October  15. 
1975,  granting  rehearing,  the  Commis- 
sion held  that  since  MUCo  intended  to 
terminate  Jackson's  and  Maiden's  con- 
tracts at  the  renegotiation  dates,  the 
filings  should  be  rejected  as  to  them. 

MUCo  maintains  that  the  gap  between 
revenues  from  Jackson  and  Maiden  and 
the  costs  of  supplying  their  service  h&s 
persisted  since  the  1975  proceedings.  It 
states  it  has  taken  steps  to  redetermine 
the  rate  at  which  service  will  be  pro- 
vided. Presently,  negotiations  are  still 
underway  with  Maiden ;  MUCo  avers  that 
negotiations  with  Jackson  are  at  an 
impasse. 

In  interpreting  the  "Rate  Redetermi- 
nation" sections  of  Jackson's  and  Mai- 
den's contracts,  the  Commission  believes 
that  an  impasse  in  negotiations  for  a  new 
rate  is  a  condition  precedent  to  submit- 
ting the  matter  to  the  Commission  for 
decision.  It  appears  that  such  an  im- 
passe has  been  reached  in  MUCo's  nego- 
tiations with  Jackson.  Consequently,  the 
proposed  filing,  as  it  relates  to  Jackson, 
should  be  set  for  investigation  pursuant 
to  Section  206  of  the  Federal  Power  Act. 
to  become  effective  upon  the  conclusion 
of  proceedings  in  this  docket. 

By  MUCo's  own  admission,  its  negotia- 
tions with  Maiden  have  not  reached  an 
impasse  Since  such  a  impasse  is  a  con- 
diticm  precedent  to  Commission  conside- 
ration of  the  proposed  rate  as  it  pertains 
to  Maiden.  MUCo's  filing  should  be  re- 
jected to  the  extent  that  it  relates  to 
Maiden.   Rejection   should  be   without 


-  Although  Jackson's  contract  states  that 
the  facts  should  be  submitted  to  the  Missouri 
Public  Service  Commission,  we  believe  the 
correct  interpretation  should  be  "the  regula- 
tory body  having  jurisdiction."  The  contract 
was  executed  in  1970  when  the  parties 
thought  that  the  rate  was  subject  to  the 
Jurisdiction  of  the  Missouri  Commission.  The 
Commission  a.s.serted  Its  jurisdiction  over  the 
contractual  rates  in  1974  We  therefore  be- 
lieve that  the  facts  should  be  presented  to 
this  Commission  to  determine  a  Just  and 
reasonable  rate  for  service  If  an  impasse  In 
rate  negotiations  is  reached. 
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prejudice  to  refiling  if  an  impasse  in 
negotiations  with  Maiden  eventuates. 

Commission  review  of  the  proposed 
rates  indicates  that  they  have  not  been 
shown  to  be  just  and  reasonable  and  may 
be  unjust,  imreasonable.  unduly  discrimi- 
natory, preferential  or  otherwise  unlaw- 
ful. Since  Kennett  is  not  under  any  form 
of  fixed-rate  contract,  the  Commission 
shall  therefore  accept  the  proposed  rate 
schedides  as  they  relate  to  Kennett  for 
filing,  suspend  their  use  for  four  months, 
and  establish  hearing  procedures. 

The  Commission  finds :  a )  Good  cause 
exists  to  accept  for  filing  MUCo's  pro- 
posed rate  schedules  as  they  relate  to  the 
City  of  Kennett,  and  suspend  the  use 
thereof  for  four  months,  to  become  effec- 
tive October  2,  1977,  subsject  to  refund, 
pending  the  outcome  of  a  hearing  and 
decision  thereon. 

(2)  Good  cause  exists  to  reject  MUCo's 
filing  as  it  relates  to  the  City  of  Maiden, 
without  prejudice  to  subsequent  refiling 
if  an  impasse  in  negotiations  is  reached. 

<3)  Good  cause  exists  to  set  for  inves- 
tigation, pursuant  to  Section  206  of 
the  Federal  Power  Act,  MUCo's  proposed 
rate  Increase  as  it  relates  to  the  City  of 
Jackson. 

The  Commission  orders :  <A)  Pursuant 
to  the  authority  of  the  Federal  Power 
Act,  particularly  Sections  205  and  206 
thereof,  and  the  Commission's  Rules  and 
Regulations,  a  hearing  shall  be  held  con- 
cerning the  justness  and  reasonableness 
of  MUCo's  proposed  rate  schedules. 

<B)  Pending  a  hearing  and  a  final  de- 
cision thereon,  MUCo's  filing  as  it  relates 
to  Kennett  is  hereby  accepted  smd  sus- 
pended for  four  months,  to  become  effec- 
tive October  2,  1977,  subject  to  refund. 

(C)  MUCo's  filing,  as  it  relates  to 
Jackson,  shall  become  effective  upon  the 
conclusion  of  the  hearing  and  decision 
thereon  in  this  docket. 

(D)  MUCo's  filing,  as  it  relates  to 
Maiden,  is  hereby  rejected  without  prej- 
udice to  subsequent  refiling  if  an  im- 
I>asse  in  contract  negotiations  is  reached. 

(E)  Commission  staff  shall  prepare 
and  serve  top  sheets  on  all  parties  on  or 
before  September  1,  1977  (See  Adminis- 
trative Order  No.  157) . 

(F)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
<See  Delegation  of  Authority,  18  CFR 
3.5(d) ),  shall  convene  a  settlement  con- 
ference in  this  proceeding  within  10  days 
after  service  of  top  sheets  by  Staff,  in  a 
hearing  room  of  the  Federal  Power  Com- 
mission. 825  North  Capttol  Street,  N.E., 
"Washington,  D.C.  20426.  Said  Presiding 
Administrative  Law  Judge  is  hereby  au- 
thorized to  establish  all  procedural  dates 
and  to  rule  upon  all  motions  (except  peti- 
tions to  intervene,  motions  to  consolidate 
and  sever  and  motioiu  to  dismiss  ^ ,  as 
provided  for  in  the  Rtiles  of  Practice  and 
Procedure. 

(G)  The  Secretary  shall  cause  the 
prompt  publication  of  this  order  to  be 
made  in  the  Federal  Register. 

By  the  Cc«nmission. 

Kennith  F.  Plumb, 

Secretary. 


MissouKi  Urn-rras  Compant 
rpc  ELECTRir  TAEirr  revised  rate 
Dat«d:  May  20.  1977 
Filed:  May  2.  1977 

ESecUve:    September   3,    1977.   subject   to 
refund 

Description 
Rale  schedule 
SFR-1. 


DesiffnaXions 
Third    revised    sheet    No     3 

( supyersedes  second  revised 

sheet  No.  3) 
Third    revised    sheet    No     4 

(supersedes  second  revised 

sheet  No.  4  i 
Third    revised    sheet    No     6 

isuf>ersedes  second  revised 

sheet  No    6> 
First    revised    sheet    No.    5A 

(supersedes  original  sheet 

No    5A). 


Rat«  schedule 
SFR-1 

Rate  schedule 
SFR-1. 

Rate  schedule 
SFR-1 
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(Docket  No  RP73-91  1 

MONTANA-DAKOTA  UTILITIES  CO. 

Extension  of  Time 

JrrNK  1,  1977. 

On  May  25,  1977.  Montana -Dakota 
Utilities  Co.  filed  a  motion  for  exten- 
sion of  time  within  which  to  comment 
on  the  Draft  Environmental  Impact 
Statement  noticed  March  30,  1977.  in 
the  above-indicated  docket.  The  motion 
states  that  Commission  Staff  Counsel 
does  not  object  to  an  extension. 

Upon  consideration,  notice  is  hereby 
given  that  the  time  for  filing  comments 
on  the  Draft  Environmental  Impact 
Statement  in  the  above  proceeding  is 
extended  to  and  including  June  29,  1977. 

Kenneth  F.  Plumb, 
Secretary 

(FREtoc. 77-16256  Filed  &-8-77:8  45  am] 


[Docket  No  CP77-3971 

NORTHERN   NATURAL  GAS  CO. 

Appltcation 

June2.  1977... 

Take  notice  that  on  May  19.  1977, 
Northern  Natural  Gas  Company  *  Ap- 
plicant i,  2223  Dodge  Street,  Omaha, 
Nebraska,  68102  filed  in  Docket  No. 
CP77-397  an  application  pursuant  to 
Section  7  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and 
necessity  authorizing  the  transporta- 
tion of  natural  gas  for  Iowa  Electric 
Light  and  Power  Company  ilowa  Elec- 
tric I ,  all  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  proposes  to  transport  na- 
tural gas  for  Iowa  Electric  during  the 
summer  of  1977  and  during  the  1977-78 
heating  season  pursuant  to  a  gas  trans- 
portation agreement  dated  July  8,  1976 
between  Applicant.  Iowa  Electric  and 
Iowa  Power  and  Light  Company  ilowa 
Power).  It  is  indicated  that  Iowa  Elec- 
tric needs  the  volumes  of  gas  to  assure 
the  maintenance  of  adequate  service  to 
Its  high  priority  customers  in  1977-78 
winter  season. 

Applicant  states  that  it  would,  upon 
request  by  Iowa  Electric,  deliver  during 


the  period  March  27  through  October 
26.  1977  'summer  season)  up  to  2,000 
Mcf  of  summer  maximum  daily  volume 
(summer  MDV1  to  Iowa  Power  at  Des 
Moines  for  the  account  of  Iowa  Electric 
which  volumes  Iowa  Power  would  lique- 
fy and  store  for  Iowa  Electric  Appli- 
cant further  states  tl.at  such  deliveries 
would  be  made  throuch  Iowa  Power's 
Des  Moines,  Iowa  TBi5  No  1  located  in 
Polk  County.  Iowa,  and  that  on  days 
not  within  the  summer  season.  Iowa 
Electric  may  request  and,  subiect  to 
the  approval  of  Apphcant  and  Iowa 
Power,  have  gas  delivered  to  Iowa  Pow- 
er under  the  same  terms  and  conditions 
as  volumes  delivered  during  the  summer 
season  The  total  net  LNG  inventory 
held  in  storage  by  Iowa  Power  for  Iowa 
Electric  would  at  no  time  exceed  108- 
000Mcf.it  is  said. 

Applicant  states  that  «Ach  day  dur- 
ing the  summer  season.  Iowa  Electric 
would  designate  by  individual  billing 
group  the  specific  volume  it  uishes  Ap- 
plicant to  deliver  to  Iowa  Power  at  Des 
Moines  for  liquefaction  and  storage,  and 
that  the  volume  designated  for  a  specific 
billing  group  is  not  to  exceed  the  summer 
MDV  then  currently  in  effect  for  such 
billing  group.  It  is  slated  that  gas  vol- 
umes delivered  on  any  day  would  be 
those  which  could  otherwise  be  delivered 
to  Iowa  El^tric  within  its  authonzed 
entitlement  for  such  day. 

Applicant  states  that  the  gas  volumes 
delivered  to  Iowa  Power  for  the  account 
of  Iowa  Electric  during  the  summer  sea- 
son would  be  considered  as  sold  to  Iowa 
Electric  within  the  balling  group  from 
which  the  volume  was  diverted  and  billed 
to  such  billing  group  imder  the  CE>-1 
rate  schedule  Such  drfiverles  would  be 
considered  to  be  the  first  volumes  de- 
livered to  each  designated  billing  group. 
It  is  said. 

Applicant  indicates  that  It  would  at 
the  direction  of  Iowa  Electric  transport 
by  displacement  to  the  billing  groups,  as 
designated  by  Iowa  Electric,  volumes  of 
vaporized  LNG  at  a  daily  rate  of  up  to 
9,000  Mcf  during  the  period  of  Octo- 
ber 27,  1977  through  March  26.  1978 
(Winter  season' .  It  is  stated  that  all  vol- 
umes would  be  designated  by  individual 
billing  group  and  are  not  to  exceed  the 
winter  maximum  daUy  volume  (wmter 
MDV)  then  in  effect  for  each  billing 
group  and  that  total  daily  volumes  desig- 
nated for  transportation  by  Iowa  Elec- 
tric would  be  made  available  by  Appli- 
cant's concurrent  reducticm  of  author- 
ized deliveries  to  Iowa  Power  at  Des 
Moines.  Iowa,  under  Applicant's  CD-I 
rate  schedule. 

It  is  stated  that  Iowa  Electric  would 
pay  Applicant  a  demand  charge  which 
would  be  determined  by  applying  the 
appropriate  summer  or  winter  seasonal 
demand  rate  set  forth  below  to  the  ap- 
propriate MDV  set  forth  in  the  agree- 
ment, and  that  Iowa  Electric  would  also 
pay  a  cMnmodity  charge  which  would  be 
determined  by  applying  the  appropriate 
summer  or  winter  commodity  rate  set 
forth  below  to  the  summer  or  winter  sea- 
son transport  volumes. 

I.  Season  demand  charge  per  Mcf: 
A  Summer— 42.465  >  SMDV;  B.  'Wmter— 
$5,239  vU'TvIDV. 
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11  Commodity  charge  per  Mcf:  A 
Summer  ( April-Oc'ober»  :  B  Rate  to 
Des  Moines  TBS  No  1  from  Group; 
B— None;  C— 0  16  cents  per  Mcf;  D— 
None.  B.  Wmter  (November-March' 
Rates  from  Des  Momes  TBS  No  1 
Q.Qup;  B — 4  20  cents  per  Mcf;  C— 0  841 
cenus  per  Mcf;   D— 3  149  cents  per  Mcf 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June  24. 
1977,  file  with  the  Federal  Pov/er  Com- 
mission. Washington.  D  C  20426,  a  peti- 
tion to  intervene  or  a  protest  m  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure 1 18  CFR  1.8  or  1  10'  and  the  Reg- 
ulations under  the  Natural  Gas  Act  '  18 
CFR  157  10'  All  protests  f^led  with  the 
CommLsslon  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro- 
testants parties  to  the  proceedmg  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  intervene  in  accordance  with  the 
Commission's  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  m  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure, a  hearing  will  be  held  without 
f'urther  notice  before  the  Com.misslon  on 
this  application  if  no  petition  to  Inter- 
vene IS  filed  within  the  time  required 
herein,  if  the  CommLssion  on  lt,s  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  pub- 
lic convenience  and  necessity  If  a  peti- 
tion for  leave  to  intervene  is  timely  filed, 
or  if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb. 

Secretary 

I  PR  Doc  77-18278  nied  6-8-77.8  45  ami 
(Docket  No  ER77-336I 

OKLAHOMA   GAS  AND   ELECTRIC   CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Changes,  Granting  Inter- 
vention, Providing  for  Hearing  and  Con- 
solidating Procedures 

May  27.  1977 
On  April  2S.   1977,'  Oklahoma  Gas  & 
Electric  Company  (OG&E)  submitted  for 


filmg  Electric  Service  Agreements  for 
the  Cities  of  Clarksville,  Arkansas.  Pond 
Creek.  Purcell,  Tonkawa,  and  'Waynoka, 
Oklahoma.  Cimarron  Electric  Coopera- 
tive, and  for  eleven  existing  points  of 
delivery  to  Red  River  Valley  Rural  Elec- 
tric Association.  OG&E  proposes  that 
these  Electric  Service  Agreements  will 
supersede  existing  rate  schedules  with 
the  respective  municipalities,  on  various 
dates  consistent  with  the  expiration  of 
each  of  the  respective  agreements.^ 

The  proposed  rates  were  filed  previ- 
ously m  tariff  form  In  Docket  No.  ER77- 
127  on  December  27.  1976.  Cost  of  Service 
data  was  submitted  at  that  time,  and 
OG&.E  requests  waiver  of  further  sub- 
mission of  that  data  under  this  submit- 
tal In  addition,  copies  of  the  requisite 
notices  of  termination  were  submitted  in 
Docket  No  ER77-127.  By  order  issued 
January  26.  1977,  the  Commission  ac- 
cepted OG&E's  tariff  filed  in  Docket  No. 
ER77-127  and  suspended  its  effective- 
ness for  two  months  until  April  1,  1977. 
The  instant  submittal  proposes  the 
supersedence  of  the  agreements  for  each 
of  the  aforementioned  customers  by  the 
unpxecut-ed  service  agreements  submit- 
ted herein. 

OG&E's  submittal  was  noticed  on  May 
11.  1977.  with  comments,  protests,  or 
petitions  to  intervene  due  on  or  before 
May  19.  1977.  On  May  18.  1977.  the 
Cities  of  Purcell,  Tonkawa,  'Waynoka, 
and  Okeene.  Oklahoma  (Cities),  filed  a 
Protest  To  Intenene.  Motion  To  Reject. 
and  Motion  To  Consolidate.  The  Cities 
contend  that  the  rate  filing  must  be  re- 
jected because  OG&E  cannot  simultane- 
ously proceed  under  both  Sections  205 
and  206  of  the  Federal  Power  Act.  Alter- 
natively, the  Cities  argue  that  OG&E's 
filing  should  be  suspended  for  five 
months  because  OG&E  will  impose  a 
price  squeeze  upon  the  wholesale  cus- 
tomers by  early  implementation  of  the 
rate  increase.  In  addition,  the  Cities  re- 
quest consolidation  of  this  proceeding 
with  Docket  No.  ER77-127.  since  OG&E 
submitted  the  requisite  cost  of  service 
data  in  that  proceeding. 

CommLssion  review  of  the  proposed 
rates  indicates  that  they  have  not  been 
shown  to  be  just  and  reasonable  and  may 
be  unjust,  unreasonable,  unduly  discrim- 


'  Bv  letter  dated  May  18  1977,  OO&E  sub- 
mitted an  unexecuted  service  agreement  for 
ClarluvUte.  Arkaiisas,   for  service  at   12.47Y 


7  2kV  OG&E  f«rvlees 'Clarksville  through  two 
point-!  of  delivery,  4,16kV  and  12  47Y  7.2kV. 
The  pronced  contract  for  service  at  4  16k'V 
w;is  included  as  an  attachment  to  the  April 
24.  1977.  fillnK  OG&E  slates  the  proposed 
contract  for  delivery  at  12  47Y '7.2k'V  should 
have  been  submitted  then  but  was  inad- 
vertentlv  omitted 

'See   Attachment   for   designations,   dates, 
and  de-scrtptlorLs 


inatoi-y,  preferential,  or  othenvise  un- 
lawful. Accordingly,  the  Commission 
shall  accept  for  filmg  the  proposed  rate 
Increases,  suspend  their  effectiveness  for 
one  day,  and  establish  hearing  proce- 
diu-es. 

The  Commission  finds:  (1)  Good 
cause  exists  to:  accept  OG&E's  submittal 
for  filing  and  suspend  its  effectiveness 
for  one  day,  to  become  effective  on  the 
dates  indicated  in  the  Attachment,  sub- 
ject to  refimd,  and  establish  hearing  pro- 
cedures. 

(2>  Good  cause  exists  for  the  Commis- 
sion to  grant  waiver  of  its  requirement 
in  Section  35.13  of  its  Regulations  ior 
submittal  of  cost  of  service  data. 

(3)  Because  of  common  issues  of  law 
and  fact.  Docket  No.  ER77-336  should 
be  consolidated  with  Docket  No.  ER77- 
127. 

(4)  Good  cause  exists  to  grant  inter- 
vention to  the  Cities  of  mircell.  Tonka- 
wa. and  Okeene.  Oklahoma,  in  this  pro- 
ceeding. 

(5>  OG&E  should  submit  the  neces- 
sary revised  "Index  of  Purchasers"  to 
reflect  effective  dates  as  ordered. 

77ie  Commission  orders:  (A1  Pursu- 
ant to  the  authority  of  the  Federal  Pow- 
er Act,  particularly  Sections  205  and 
206  thereof,  and  the  Commission's  Rules 
and  Regulations,  a  public  hearing  shall 
be  held  concerning  the  justness  and  rea- 
sonableness of  OG&E's  proposed  rates. 

<B'>  Pending  a  hearing  and  final  de- 
cision thereon.  OG&E's  submittal  is 
hereby  accepted  for  filing  and  suspended 
for  one  day.  to  become  effective  in  the 
manner  reflected  in  the  Attachment. 

(C)  The  Commission  hereby  waives 
its  cost  of  service  data  requirement  of 
Section  35.13  of  its  Regulations  in  thLs 
proceeding 

(D>  Docket  No.  ER77-336  is  hereby 
consolidated  with  Docket  No.  ER77-127 
for  purposes  of  a  hearing  and  decision. 

(E)  The  Cities  of  Purcell.  Tonkawa. 
Waynoka,  and  Okeene.  Oklahoma  are 
hereby  permitted  to  intervene  in  this 
proceeding,  subject  to  the  Rules  and 
Regulations  of  the  Commission:  Provid- 
ed, however.  That  participation  of  such 
intervenors  shall  be  limited  to  matters 
set  forth  in  the  petition  to  intervene; 
and  Provided,  further.  That  the  admis- 
sion of  such  intervenors  shall  not  be 
construed  as  recognition  by  the  Com- 
mission that  they  might  be  aggrieved 
because  of  any  order  or  orders  of  the 
Commission  entered  in  this  proceeding. 

(F)  OG&E  shall  submit  a  revised  "In- 
dex of  Purchasers"  to  reflect  effective 
dates  as  ordered. 

'O^  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb, 
Secretary. 
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Oklahomn  G(M  rf  Flrctric  Co    rate  »chr<fu1c  de»irtr>ntHn>«,  Dnckrt  Sr>.  ERTl-.]Mi 

n\e&  April  ».  1077. 

Natu«:  F1U>i«  o(  serrto  agreeraMTus  tor  riertrir  sprrtw  at  wholesale  for  resal*. 


Otfaer  party 


Supersedfts 


Eftectivp 
dates 


Servloe  aiTeements  under:  (1)  FPC  electric  tarlfl.  orijrtnal  voL  No.  1— niiuUclpaJltlfs 


City  of  Pond  Crwk.  OkJ* FPC  No.  45.  as  supplein«nt       July  2S  197: 

nty  of  Purcfll   Okla FPC  No.  T.".  as  supplement...  July      2, 1'.ITT 

City  of  Tonkawa,  OUa „  FPC  No.  8,i,  as  .supplpmcnt.      ixm*     2,  I977 

Cily  ofHaytioka.  Okls FPC  No.  72.  a»  snpplenjfnt...  Juuf   14.  W7: 

Chy  ofriarksvllle.  Ark FPC  No  82.  as  supplement 

The  fbUo«  inp  metering  points:  - 

4.16  kv  dellTwy  point _  _  jyi-     2.19— 

12.47y  7.2kv  dfUvBO  point II " _    _     Do 

Town  ot  Okeene,  Otla. FPC  No.  «,«s  sop'^emOTtlll         Do' 


FPC  electric  tariff,  original  vol.  No.  1— cooperatives 


Cimarron  EWtric  Cooperative FPC  No.  .vi.  as  supplement        July   36,  l<Jr 

Red  River  VaU.y FPC  N<r.  80.  as  supplement.   . 

Rural  Eleclrlr  .\s.soil»tinn— the  followinK  metering  points: 

Berwyn  Meterlrie  Point Ju]y    \2,197 

Brock  M-nerlng  Poiir. I I..I.IIIII..III  Do 

Crene  Autry  Meterlnc  Point Illlllllllllllllllllllllllllllir"  Do. 

(irttnvillc  Mett-nug  Point ; „I.II IIIIIIII_II_II1I IIIIIIIIII  Do. 

Kingston  Tap. ..  .         „  _  "    II"  ""    "  Do' 

Madil!  Metering  Point „ IIIIIIIIIIIIIIIIIII..HIIIIIIIir""I         Do' 

Mannsville  Meterltie  Point Do! 

Marif  tta  Meieilnj  Point IIIIIIII„IIIIIIII..II..II IIIIII  Do" 

RlrKllng  Meterinft  Point IIIUII IIIIIIIIIIIIIIIIII..IIIIIIII  Do' 

l>\oma  Ixxlge  Tap I^II..  .'HIIII  "III II "II        II Dol 

Wilson  Tap ^ ".  „  "ril_"    1."    "H"  Da 


(2)  Index  of  purchasers,  2d  revised  sheet  No.  24,  under  original  vol.  No.  1— muniripaUUe«  (supersedes  1st  revised 
sheet  No.  24).  • 


Dated:  Dec.  27.  1»7T. 
FOfcl:  Apr.  29, 1977. 
F.fleotlve-  June  1,  H77 


\TR  DOC.T7-16275  Piled  6-8-77:8:45  am| 


( Docket  No .  ER76-532 )  -; 

PACIFIC  GAS  AND  ELECTRIC  CO. 
Further  Extension  of  Time 

JirNi2,  1977 
On  April  22,  1977,  the  Secretary  of  ihe 
Interior  filed  In  the  captioned  proceeding 
a  motion  for  stay  of  filing  and  hearing 
dates  and  rescheduling  of  such  dates 
should  Pacific  Gas  and  Electric  Com- 
pany's motion  for  approval  of  settlement 
agreement,  filed  January  31,  1977.  be 
denied.  The  filing  and  hearing  dates  in 
the  above  proceeding  were  previously  ex- 
tended by  notice  issued  February  28.  1977. 
and  the  tnstant  motion  shall  be  treated 
as  a  request  for  a  further  extension  of 
time,  pending  Commission  action  on 
PG&E's  motion  for  approval  of  settle- 
ment. The  motion  states  that  all  parties 
to  the  proceeding  have  been  contacted 
and  there  is  no  objection 

Upon  ccmslderation,  notice  is  hereby 
given  that  the  procedural  dates  in  the 
above  designated  matter  are  modified  as 
follows : 

Piling  of  evldaac*  in  answer  to  PG&E  s  case- 
In -chief,  September  2.  1977. 

Piling  of  trial  brief  by  parties  answering  evi- 
dence. September  16.  1977. 

PUlng  of  PO&E-8  rebuttal  evidence,  Septem- 
ber 30.  1977 

PiUng  of  PO&E's  trial  brtef,  October  14.  1977 

Hearing,  October  28.  1977 

Kenneth  F.  Plumb. 

Secretary. 

{FRDoc.77-18369  Plied  6-8-77;8:45  am] 


{Docket  No    ER77-3861 
PACinC   POWER  &  UGHT  CO. 

Initial  Rate  nitng  and  Filing  of  Certificate 
of  Concurrence 

JliNE  3,  1977. 

Take  notice  that  Pacific  Power  k  Light 
Company  (Pacific)  on  Maj-  19.  1977,  ten- 
dered for  filing,  in  accordance  with  Sec- 
tion 35.12  of  the  Commission's  Flegula- 
tions.  a  new  Service  Schedule  IV-C  under 
Pacifies  Rate  Schedule  FPC  No.  37  for 
power  sales  to  Idaho  Power  Companv 
(Idaho^ 

Pacific  Indicates  that  under  this  sched- 
ule Pacific  supplies  exess  firm  power  to 
Idaho.  Pacific  further  Indicates  that  if 
during  the  period  from  September  1  to 
March  3 1  Pacific  requires  replacement  of 
the  energj-  which  was  delivered  to  Idaho 
during  the  period  immediately  prior  to 
the  April  1  through  August  31  period. 
Idaho  may  pay  the  additional  cost,  if  any. 
which  Pacific  must  pay  for  such  energ>- 
or  may  return  the  energj-. 

An  Idaho  Certificate  of  Concurrence 
was  filed  concturently  with  the  rate 
schedule. 

Pacific  requests  waiver  of  the  Commis- 
sion's notice  requirements  to  permit  this 
rate  schedule  to  become  effective  April  15. 
1977.  which  it  claims  is  the  date  of  ccan- 
mencement  of  ser%'ice. 

Paciflic  states  that  copies  of  this  filing 
were  suiiplied  to  Idaiio. 

Any  person  desiring  to  be  heard  or 
to  protest   said   application   should   file 


a  pc-tiuon  to  mterver^  or  protest  with 
the  Federal  Power  Commission.  825 
North  Capitol  Street  NE  .  Washington 
D  C.  20426.  m  accordance  with  Sections 
18  and  1  10  of  the  Commissions  Rules 
of  Practice  and  Procedure  <18  CFR 
18.  1  10 1  All  stich  petlUons  or  protests 
should  be  filed  on  or  before  June  14. 
1977  Protests  will  l>e  considered  bv  the 
Commission  in  determining  the  appro- 
priate acUon  to  be  taken,  but  will  not 
sene  to  make  protestants  parties  to  the 
pnxieeding  Any  person  wishine  to  be- 
come a  party  must  file  a  petition  to 
inien-ene  Copies  of  this  application  are 
on  file  with  the  Commision  and  are 
available  for  public  inspection 

Kenneth  F  Plumb 

Secretary. 

iFR  Doc  77-  162S3  Flie^  6-«-77;8  46  amj 


I  Docket  No  0177-5071 

PACinC  TRANSMISSION   SUPPLY  CO. 

Application 

June  2.  1977. 

Take  noUce  that  on  May  18.  1977,  Pa- 
cific Transmission  Suppl.v  Company  'Ap- 
plicant'. 77  Beale  Street.  San  Francisco. 
California  94106.  filed  in  Docket  No 
Cn7-507  an  application  pursuant  to  Sec- 
tion 7(ci  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and 
necessity  authorizmg  Lhe  sale  of  its  share 
of  the  production  of  natural  gas  from 
certain  wells  in  the  Fontenelle  Prospect 
in  western  Wyoming,  all  as  more  fullj' 
set  forth  in  the  Application  which  is  on 
file  with  tlie  Commission  and  open  to 
public  inspection 

Applicant  states  that  since  1971.  it.  or 
Its  parent  compan>-  Pacific  Gas  Trans- 
mission Company  <PGT>.  has  been  in- 
volved in  23  gas  exploration  projects  in 
the  Rocky  Mountain  area  of  the  Umted 
States,  and  that  as  of  February  28.  1977 
84  wells  had  been  drilled  Applicant 
fu'ther  states  that  of  the  84  wells  al- 
ready- drilled  only  27  ai-e  considered  to  be 
potential  commercial  gas  wells,  and  13 
are  in  the  FonteneUe  Prospect  in  western 
Wyoming  where  Applicant  holds  a  work- 
ing interest  of  approximately  37 ''2  per- 
cent and  has  the  right  to  purchase  addi- 
tional gas  from  other  participants  in  the 
Prospect. 

Applicant  proposes  to  sell  Its  share  of 
the  production  of  natural  gas  up  to  10.- 
000  Mcf  per  day  from  certam  wells  \n  the 
said  Fontenelle  Prospect  pursuant  to  the 
terms  of  a  gas  purchase  contract  with 
PGT  Applicant  states  that  the  gas  sold 
to  PGT  would  be  delivered  tc'  PGT  at  a 
central  point  in  the  Fontenelle  Prospect, 
downstream  of  the  outlet  valve  of  a 
gathering  system  meter  fiwrility.  at  the 
fence  enclosing  a  compressor  facility  pro- 
posed by  PGT.  and  that  it  would  deliver 
the  gas  to  PGT  to  such  central  point  • 
through  gathering  facilities  located  in 
the  Fontenelle  Prospect  Applicant  indi- 
cated that  PGT  would  deliver  the  subject 
gas  to  Northwest  Pipeline  Corporation 
•  Northwest'  near  Its  existing  facilities  in 
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western  Wyoming  for  redelivery  by 
Norlhwest  by  exchange,  less  certain  vol- 
umes for  shrinkage  in  processing,  com- 
pressor fuel  use.  and  sale,  to  Applicant's 
existing  facUities  near  Spokane,  Wash- 
mgton  pursuant  to  a  gas  transportation 
and  exchange  agreement  between  PGT 
and  Northwest. 

It  is  stated  that  PGT  would  pay  Ap- 
plicant for  each  Mcf  of  gas  delivered  or 
for  which  payment  is  due  in  accordance 
with  the  following  .schedule: 

For  wells  commenced  on  or  after 
Januar\-  1.  1975  a  price  of  145  cents 
per  Mcf.  which  price  shall  remain  in 
effect  until  July  1.  1977  at  which  time 
such  price  shall  be  increased  to  146 
cents  per  Mcf  Thereafter,  at  the  begin- 
ning of  each  subsequent  three-month 
period  comm.encing  October  1.  1977  the 
price  in  effect  shall  be  increased  by  an 
additional  1  cent  per  Mcf 

For  wells  commenced  on  or  after 
January  1.  1973,  and  prior  to  January  1. 
1975  a  price  of  94  cents  per  Mcf.  which 
price  shall  remain  in  effect  until 
January  1.  1978  at  which  time  such  price 
shall  increase  to  95  cents  per  Mcf. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
-said  application  should  on  or  before 
June  24,  1977,  file  with  the  Federal 
Power  Commission,  Wa.shington.  DC. 
20426.  a  petition  to  intervene  or  a  pro- 
test in  accordance  with  the  require- 
ments of  the  Commission's  Rules  of 
Practice  and  Procedure  il8  CFR  18  or 
1  10'.  All  protests  filed  with  the  Com- 
mission will  be  considered  by  it  in  de- 
termining the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the 
protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party  to 
a  proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  Intervene  in  accordance  with  the 
Commissions  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed- 
eral Power  Commission  by  Sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  hearing  will  be  held  without  fur- 
ther notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  Ls  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  Is  timely  filed,  or 
if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re- 
quired, further  notice  of  such  hearing 
win  be  duly  given. 

Under  the  procedure  herein  provided 
for  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing 

Kennith  P.  Plumb. 
Secretary 

|PR  Doc  77-  16294  Piled  6-8-77;8  45  am  | 


NOTICES 

I  Project  No.  2355] 

PHILADELPHIA  ELECTRIC  CO. 

Application  for  Change   in   Land   Rights 

June  2,  1977. 
Public  notice  is  hereby  given  that  an 
application  was  filed  on  November  9. 
1976.  under  the  Federal  Power  Act  (16 
U.S.C  791a-825r)  by  Philadelphia  Elec- 
tric Company  (correspondence  to:  Mr. 
Edward  G  Bauer.  Jr.,  Vice  President  and 
General  Counsel.  Philadelphia  Electric 
Company.  2301  Market  Street,  PhUa- 
delphia.  Pennsylvania  19101>  for  ap- 
proval to  lease  approximately  250  acres 
of  land  within  the  project  boundary  to 
the  Pennsylvania  Game  Commission.  The 
Project  is  located  on  the  Susquehanna 
River  in  Lancaster  and  York  Counties, 
Pennsylvania. 

Licensee  requests  Commission  ap- 
proval to  supplement  500  acres  already 
under  lease  to  the  Game  Commission  by 
leasing  lands  located  along  routes  LR 
36005  and  T-432  in  Martic  Township  in 
Lancaster  County.  The  Game  Commis- 
sion would  be  permitted  to  manage  the 
wildlife  resources  of  the  additional  250 
acres,  provided  that  such  management 
does  not  Interfere  with  the  normal  oper- 
ation of  the  project.  The  lease  would  be 
for  a  term  of  five  years  and  would  be  re- 
newable by  either  party  at  the  end  of  that 
period.  The  lease  would  not  extend  be- 
yond the  term  of  the  project  license. 

The  Game  Commission  proposes  to 
manage  the  premises  to  provide  food  and 
cover  for  wildlife  during  the  term  of  the 
lease.  In  addition,  the  Game  Commls- 
.<^lon  would  enter  into  sharecropping 
agreements  with  third  parties  for  habi- 
tat Improvement.  Public  access  to  the 
area  would  be  available  at  all  times. 

Licensee  states  that  the  proposed 
lease  would  not  impair  project  opera- 
tions. The  proposed  lease  provided  that 
the  lessee  will  not  use  or  occupy  the 
leased  land  in  any  manner  which  would 
interfere  with  the  maintenance  or  op- 
eration 01  the  Muddy  Run  project. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest- with  reference  to  said 
application  should  file  with  the  Federal 
Power  Commission.  Washington.  DC 
20426.  a  petition  to  intervene  or  a  pro- 
test in  accordance  with  the  requirements 
of  the  Commission's  Rules  of  Practice 
and  Procedure  <  18  CFR  §  1.8  or  §  110) 
All  such  petitions  or  protests  should  be 
filed  on  or  before  July  27,  1977  Protests 
will  be  considered  by  the  Commission  in 
determining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wLshing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com- 
mission's Rules.  The  application  is  on  file 
with  the  Commission  and  Is  available  for 
public  Inspection. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  confer- 
red upon  the  Federal  Power  Commission 


by  Sections  308  and  309  of  the  Federal 
Power  Act  ( 16  U.S.C.  825g,  825h )  and  the 
Commission's  rules  of  practice  and 
procedure,  specifically.  11.32(b)  <18 
CFTl  1.32(b))  (1976',  a  hearing  may  be 
held  without  further  notice  before  the 
Commission  on  its  application  if  no  issue 
of  substance  is  raised  by  any  request  to 
be  heard,  protest  or  petition  filed  sub- 
sequent to  this  notice  within  the  time 
required  herein  and  If  the  applicant  or 
initial  pleader  requests  that  the  short- 
ened procedure  of   §  1.32ib»    be  used 

Under  the  shortened  procedure  herein 
provided  for.  unless  otherwise  advised,  it 
will  not  be  necessary  for  applicant  or 
initial  pleader  to  appear  or  be  repre- 
sented at  the  hearing  before  the  Com- 
mission. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.  77-16268  Filed  6-8-77:8:45  am) 


I  Docket  No.  E-0671  j 
POTOMAC   EDISON   CO. 

Order  Denying  Petition  for  I>eclaratory 
Order  and  Denying  Alternative  Petition 
for   Emergency   Interconnection 

Junk  2,  1977. 

On  October  6.  1976.  the  Town  of  Thur- 
mont.  Maryland  (Thurmont)  tendered 
for  filing  a  petition  for  declaratory  order 
to  clarify  whether  Potomac  Edison  Com- 
pany (Edison)  should  provide  high  volt- 
age service  under  Edison's  WS-HV  (HV) 
rate  schedule.  In  the  alternative,  Thur- 
mont petitioned  for  an  order  granting 
emergency  interconnection  under  Sec- 
tion 202(c)  of  the  Federal  Power  Act. 
and  granting  waiver  of  Section  32.61  of 
the  Commission's  rules  and  regulations. 
On  November  3,  1976.  Edison  filed  an 
answer  to  Thurmont's  petition.  For  the 
reasons  hereinafter  stated  the  Commis- 
sion denies  Thurmont's  petition  for  de- 
claratory order  or  emergency  intercon- 
nection. 

Thurmont  currently  purchases  its  elec- 
tric power  under  Edison's  low  voltage 
WS-L"V  (L'V>  tariff  rate.'  Thurmont's 
petition  for  declaratory  order  arises 
from  the  following  fact  situation:  As  a 
result  of  discussions  by  TTiurmont  and 
Edison  over  Edison's  Intent  to  file  a  pro- 
posed rate  Increase  to  its  wholesale  cus- 
tomers, representations  were  allegedly 
made  that  Thurmont  would  realize  sav- 
ings by  converting  from  the  present  4  16 
Kv  low  voltage  service  to  35.4  Kv  high 
voltage  service.  Thurmont  asserts  that 
by  letter  dated  May  12.  1976.  it  elected 
to  adopt  the  service  ofTered  by  Edison 
and  began  to  build  the  facilities  to  en- 
able the  town  to  take  power  at  a  higher 
voltage.  In  the  same  letter,  Thurmont  in- 
dicated that  by  taking  service  under  the 
WS-HV  rate  schedule,  In  effect  subject 
to  refund  pursuant  to  order  of  the  Com- 


'  The  Potomac  Edison  Company:  PPC  Elec- 
tric Tariff  First  Revised  Volume  No.  2. 


FEOKAL   REGISTER,   VOL.   42,   NO.    Ill— THURSDAY,   JUNE   9,    1977 


NOTICES 


295S9 


mission.  Thurmont  did  not  intend  to 
waive  its  legal  rights  in  another  proceed- 
ing before  the  Commission.  Potomac  Ed- 
ison Company.  Docket  No  ER76-221. 

On  May  21.  1976.  Edison  submitted 
to  Thurmont  a  proposed  service  agree- 
ment for  providing  HV  service  to  Thur- 
mont. Thurmont  asserts  that,  for  fear 
of  compromising  issues  under  litigation. 
it  counter -prcHXKed  mitiation  of  high 
voltage  service  under  the  WS-HV  tariff 
without  signing  the  propo.sed  high  volt- 
age electric  service  agreement.  Edison 
did  not  accede  to  Thurmont's  proposal. 

Thurmont  then  signed  the  HV  service 
agreement  as  initially  tendered  by  Edi- 
son and  submitted  it  to  Edison  together 
with  a  letter  claiming  entry  into  the 
contract  under  duress  and  desiring  to 
preserve  Its  rights  In  proceedings  pend- 
ing before  the  Commission  Thurmont 
further  stated  of  the  attached  agree- 
ment that : 

This   Electric   Service   Agreement    will    be 
come    null    and    void    if   this    letter    protest 
(dated  May  26.  1976)   Ls  not  agrreeable  bv  the 
Potomac  Edison  Company 

By  letter  dated  June  4.  1976.  Edison 
rejected  the  HV  electric  service  agree- 
ment signed  by  Thurmont  on  the  basis 
of  the  letter  of  protest  attached  to  the 
agreement. 

On  June  10.  1976.  Thurmont  again 
attempted  by  letter  to  obtain  HV  serv- 
ice, reasserting  its  position  regarding 
the  right  to  reserve  its  rights  in  any 
proceedings  before  the  Commission. 

Subsequent  to  Thurmont's  petition  for 
declaratory  order  or  emergency  inter- 
connection. EdLson  filed  an  answer  on 
November  3,  1976.  asserting  that  the 
Rate  Schedule  WS-HV  Ls  the  proper 
vehicle  for  providing  high  voltage  serv- 
ice to  Thurmont  Edison  asserted  how- 
ever, that  the  predicate  standard  elec- 
tric service  agreement  was  not  executed 
since  Edison,  as  a  matter  of  policy, 
would  not  agree  to  &  ser\ice  agreement 
which  did  not  incorporate  language  al- 
lowing Uie  company  to  file  for  unilateral 
rate  changes.  This  Issue  is  being  con- 
tested between  Thurmont  and  EdL^on 
In  the  context  of  Thurmont's  low  volt- 
age service  agreement  in  Etocket  No. 
ER76-221. 

The  letter  of  protest  by  Thurmont. 
dated  May  12.  1976.  is  viewed  by  Edi- 
son as  an  attempt  by  Thurmont  to  cir- 
cumvent the  company's  desire  to  nave 
a  tariff  condition  permitting  unilateral 
rate  filings.  In  the  answer.  Edison  fur- 
ther asserted  that  there  was  no  legal 
basis  for  the  alternative  pleading  by 
Thurmont  for  emergency  interconnec- 
tion under  Section  202(0  of  the  Federal 
Power  Act 

On  November  15.  1976.  Thurmont  filed 
a  reply  to  Edison's  answer  asserting 
what  may  be  construed  as. an  implied 
contract  theory,  further  alleging  that 
because  of  Edison's  past  inducement  to 
TTiurmont  to  build  a  substation  and 
language  In  the  LV  service  agreement 
envisioning  sedvlce  at  high  voltage.  Edi- 
son shoiUd  be  ordered  to  Interconnect 
and  provide  service  at  high  voltage  when 
the  substation  is  ready. 


On  January  14.  1976.  Thurmont  filed 
a  motion  for  expedited  decision  pointing 
out  that  Thurmont's  substation  for  tak- 
ing service  at  high  voitape  wa«  lymg  idle 
after  completion,  and  thkHt  Thurmont 
was  missing  the  benefits  which  it  would 
derive  from  service  at  higher  voltage. 
Edison  answered  the  motion  on  Januarj- 
21.  reassertinc  tfte  allegation  that  no 
contract  for  HV  service  exists  with 
Thurmont  Thurmont  filed  a  second  mo- 
tion for  expedited  decision  on  April  1. 
1977.  which  Potomac  supported  by  an- 
swer on  April  7.  1977. 

Our  review  of  the  petition  for  de- 
claratory order  or  in  the  alternative, 
for  emergency  interconnection  pun;uant 
to  Section  202  c  of  the  Federal  Power 
Act  and  the  subsequent  pleadings  m  this 
docket  leads  us  to  conclude  that  th^  pe- 
tition for  declaratory  order  or  emer- 
gency Interconnection  must  be  denied 

The  pleadings  raise  questions  as  to 
whether  a  contract  exi'=t«  between  the 
parties  These  are  questions  which  this 
Commission  has  no  lurisdiction  to  re- 
solve, since  the  parties'  entry  into  '^ 
contract  Is  a  condition  precedent  to  this 
Commission's  application  of  Its  regula- 
tory powers  under  Section  205  and  206 
of  the  Federal  Power  Act  Thus  no  juris- 
diction exists  for  the  issuance  of  a  de- 
claratory order  under  Section  1  7'c'  of 
our  Rules  of  Practice  and  Procedure 

Our  review  of  the  altemntive  petition 
for  emergency  interconnection  under 
Section  202»ci  of  the  Federal  Power  .^ct 
discloses  that  no  actionable  emergency 
exists  under  the  facts  alleged  which 
would  justify  the  Commission's  forcing 
Potomac  Edison  to  interconnect  with 
and  provide  sers'ice  at  high  voitape  to 
Thurmont 

TTie  (Ztommission  finds:  Good  cause 
to  deny  TTiurmont's  petition  for  a  dtt- 
claratory  order  and  alternative  petition 
for  an  emergency  interconnection  pur- 
suant to  Section  202<c>  of  the  Federal 
Power  Act 

The  Commission  orders:  <A'  The  de- 
nial of  "niurmont's  petition  for  declara- 
tory order  and  alternative  petition  for 
interconnection  pursuant  to  Section 
202(c>   of  the  Federal  Power  Act 

(Bi  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Pkderal 
Register. 

By  the  Commission:  Commissioner 
Smith,  dissentmg.  filed  a  separate  state- 
ment  appended  hereto. 

Kenneth  F.  Plumb. 
Secretary 

Smith  Commissioner,  dissenting 
My  Tlew  of  the  petition  for  declaratory 
owler  or  in  the  alternative,  for  emergency 
Interconnection  pursuant  to  Section  202(cl 
of  the  Federal  Pcm-er  Art  and  the  subsequent 
pleadings  In  this  docket  lead.^  me  to  conclude 
that  the  petlUoii  for  declaratory  order  must 
be  granted  Therefore,  I  dlssetu  from  the 
majority  onlnion. 

The  present  contract  provides  for  service 
under  Rate  Schedule  WS-LV  "or  any  other 
rate  tha.t  Is  apoUcable  to  the  Oistomers 
electric  load"  Service  under  WS-HV  pur- 
suant to  the  present  contract  is  permissible 
given  the  cuetomer's  construction  of  facUi- 
Ues  to  serve  its  electric  load  at  the  higher 


voltage  The  on!v  issrie  raised  Is  with  respect 
to  the  necessity  of  executing  a  new  service 
a^rree.-^ier.t  with  clear  ui.llatera;  rate  change 
laneuaee  Since  the  Commission  has  already 
ruled  by  order  Issued  March  12.  1976.  In 
Docket  No  ER76-221  that  the  present  con- 
tract provides  for  unnateral  rate  changes. 
It  would  follow  that  the  service  under  the 
WS  HV  rate  schedule  which  should  be 
ordered  would  also  be  siibject  to  unilateral 
change  Because  of  th:s  determination,  it  is 
not  necessary  to  reach  the  question  r&laed 
of  a  Section  202ic)  emergency  interconnec- 
tion 

Don  S    SbcrTH 
CommxsstcmeT 

IPR  Doc  77-16295  Plied  6-8-77; 8: «  am) 


(Docket  No    ^R 77 -3441 

PUBLIC   SERVICE   CO.    OF   OKLAHOMA 
Rate  Schedule  Change 

JtTNE  2.  1977. 

Take  notice  that  on  May  23.  1977.  the 
Public  Service  Company  of  Oklahoma 
'PSO'  tendered  for  fillnK  a  letter  agree- 
ment dated  June  23.  1971.  between  PSO 
and  .As.soriated  Electric  Cooperative.  Inc 
AEC'  amendins  tiie  Letter  Agreement, 
a  supplement  to  the  Interconnection 
Agreement  between  PSO  and  AEC  which 
IS  on  file  with  the  Ccnnmission  as  Sup- 
plement No  1  to  Supplement  No  3  to 
Rate  Schedule  FPC  No  PSD  186  PSO 
indicates  that  the  Letter  Agreement  pro- 
vides for  increase  in  capacity  rate  for 
sale  of  unit  capacity  by  PSO  to  AEC 
PSO  further  indicates  that  tendered  with 
this  filing  is  amending  Letter  Agreement 
dated  April  4.  1977.  to  provide  for  the 
current  month's  fuel  to  be  applied  to  the 
energy  rate 

PSO  states  that  the  change  being  made 
in  the  proposed  capacity  rnte  is  as  agreed 
to  by  both  parties  In  the  Letter  Agree- 
ment PSO  further  states  that  the  Agree- 
ment provides  for  an  increa.se  in  the  ca- 
pacity rate  e\"ery  three  '3''  years  .Accord- 
ing to  PSO  the  amendmg  Letter  Agree- 
ment provides  for  energy  rate  to  be  based 
on  the  current  month  fuel  cost. 

Waiver  of  the  Commission's  notice  re- 
quirements IS  reauested  to  allow  an  ef- 
fective date  of  June  1,  1977.  for  the  pro- 
posed change 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  82f>  North  Caultol 
Street  NE.,  Washington,  DC  20426  in 
accordance  with  {}  1  8  and  1.10  of  the 
Commis.sion's  rules  of  practice  arc  pro- 
cedure 1 18  CFR  1.8.  1  m  I  Ail  such  peti- 
tions or  protests  should  be  filed  on  or 
before  June  15.  1977.  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding  Any  person 
wishing  to  become  a  narty  must  file  a 
petition  to  mteirene  Cooies  of  this  filing 
are  on  file  with  the  CommL«.&ion  and  are 
available  for  public  Inspection. 

Kenneth  P.  Plumb. 

Secretary. 

(FR  Doc  77-1636*  Filed  6-8-77.8  46  ami 
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[Docket  No.  E-82421 

PUBLIC  SERVICE  CO.  OF  OKLAHOMA 

Revisions  and  Amended   Rate  Schedules 

June  2,  1977. 

Take  notice  that  Public  Service  Com- 
pany of  Oklahoma  iPSCO'  on  April  21. 
1977,  tendered  for  filing  in  accordance 
with  Ordering  Paragraph  iBi  of  Federal 
Power  Commis.5ion  Opinion  No  788  is- 
sued Februar>'  17,  1977,  Revisions  to  the 
cost  of  service  .study,  previously  sub- 
mitted by  PSCO  for  tiie  test  year  ending 
June  30.  1973.  and  which  reflect  the 
findings  and  conclusions  of  the  Commis- 
.-lon  in  that  decision. 

Included  with  this  filing  are  Amended 
Rate  Schedules  which  PSCO  indicates 
were  for  sales  of  electric  power  and 
energ\-  by  PSCO  for  resale  by  its  whole- 
sale customers  whose  rates  were  at  issue 
in  this  proceeding,  which  have  also  been 
revised  to  reflect  the  Commission's  de- 
terminations. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  Intervene  or  protest  with  the  Federal 
Power  Commi.ssion,  825  North  Caoitol 
Street  NE.,  Washington.  DC  20426.  in 
accordance  with  55  18  and  1  10  of  the 
CommLssion's  rules  of  practice  and  pro- 
cedure '  18  CFR  1  8  and  1  10' .  All  such 
petitions  or  protest.s  should  be  filed  on 
or  before  June  13.  1977.  Protest.s  will  be 
c-on.eidered  by  the  Commi.ssion  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  protes- 
tants  parties  to  the  proceeding  Any  per- 
son wishing  to  become  a  party  must  fie 
a  petition  to  intervene  Copies  of  this  fil- 
ing are  on  file  with  the  Commi.ssion  and 
are  available  for  public  inspection 

Kenneth  F.  Plumb. 
Secretary 

IFR  DocT7-16273  FUed  6-8-77:8  45  am| 


parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a  pe- 
tition to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

IFR  Doc.77- 16296  Filed  6-8-77; 8: 45  am] 


(Docket  No    ER77-3921 

SOUTHERN    CALIFORNIA   EDISON   CO. 

Agreement 

June  2,   1977. 

Take  notice  that  Southern  California 
Edi.son  Com.pany  'SCEC'  on  May  23, 
1977.  tendered  for  filing  a  Letter  Agree- 
ment dated  November  9.  1976.  with  the 
City  of  Tacoma.  on  behalf  of  its  Depart- 
ment of  Public  Utilities.  Light  Division, 
for  a  short  term  provisional  energy  ex- 
change between  SCEC  and  Tacoma 

SCEC  indicates  that  the  Letter  Agree- 
ment provided  for  an  Interchange  of 
nonfirm  energy  from  October  6.  1976.  to 
December  31.  1976 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  NE  ,  Washington.  DC  20426  in 
accordance  with  55  18  and  1  10  of  the 
Commission's  rules  of  practice  and  pro- 
cedure 1 18  CFR  18,  1.10  I .  All  such  peti- 
tioivs  or  protests  should  be  filed  on  or  be- 
fore June  15.  1977  Protests  will  be  con- 
sidered by  the  Commission  in  determ.in- 
ing  the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 


[Docket  No.  CP77-211 
TENNESSEE  GAS  PIPELINE  CO.,  ET  AL. 

Amended   Application 

June  2,  1977. 
Take  notice  that  on  May  24,  1977.  Ten- 
nessee Gas  Pipeline  Company,  a  Division 
of  Tenneco  Inc.  i Tennessee),  Columbia 
Gulf  Transmission  Company  (Columbia 
Gulf)  and  Southern  Natural  Gas  Com- 
pany 'Southern  Natural*  filed  an  appli- 
cation in  Docket  No.  CP77-21  to  amend 
the  Commission's  order  of  April  26,  1977, 
in  said  docket  issuing  a  certificate  of 
public  convenience  and  necessity  to  Ap- 
plicants, all  as  more  fully  set  forth  in  the 
application  to  amend  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicants  state  that  by  its  Order  is- 
sued April  26,  1977,  in  Docket  No.  CP77- 
21.  the  Commission  issued  certificates  of 
public  convenience  and  necessity  to  Ap- 
plicants authorizing,  inter  alia,  the  con- 
struction and  operation  of  pipeline,  com- 
pression and  related  facilities  to  attach 
gas  reser\'es  in  Blocks  36  and  37  South 
Timbalier  Area,  Offshore  Louisiana 
.Blocks  36-37 K 

Applicants  further  state  that  the  fa- 
cilities were  designed  for  the  purpose  of 
attaching  jas  reserves  dedicated  to  Ap- 
plicants by  their  respective  producer- 
suppliers  from  Blocks  36-37.  and  for  the 
further  purpose  of  providing  capacity 
for  the  transportation  of  gas  for  Gulf 
from  Blocks  36-37  for  delivery  onshore 
to  Texas  Eastern  Transmission  Corpora- 
tion (Texas  Eastern),  either  by  means 
of  equity  participation  by  Gulf  in  the 
proposed  facilities  or  by  means  of  trans- 
portation of  Gulf's  gas  by  Tennessee 
through  Tennessee's  share  of  such  pro- 
posed facilities. 

Applicants  stat€  that  subsequent  to 
the  Issuance  of  the  aforementioned  cer- 
tificate. Gulf  has  informed  Tennessee 
that  it  has  elected  neither  to  participate 
in  the  project  as  an  equity  owner  nor  to 
have  its  gas  transported  by  Tennessee. 
Accordingly,  in  order  to  reflect  the  omis- 
sion of  Gulf  from  the  project  and  to  pro- 
vide only  that  capacity  needed  for 
Applicants  to  accommodate  their  own 
respective  gas  supplies  from  Blocks  3&- 
37.  Applicants  propose  to  reduce  from 
24''  to  20'  the  size  of  a  22.7  mile  seg- 
ment of  high  pressure  pipeline  to  the 
existing  Gulf-operated  separation  fa- 
cility onshore  on  East  Timbalier  Island. 
and"  from  there  to  Tennessee's  Station 
524  in  Lafourche  Parish.  Louisiana. 

Applicants  state  that  the  proposed  re- 
duction of  22  7  miles  of  certificated  pipe- 
line facilities  from  24"  to  20"  will  result 
in  an  estimated  total  cost  reduction  to 
Applicants  of  $2,55.100. 


Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application,  on  or  before  June  24.  1977. 
should  file  with  the  Federal  Power  Com- 
mission. Washington.  D.C.  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's rules  of  practice  and  procedure 
<18  CFR  18  or  1  10>.  All  protests  filed 
with  the  Commission  vrill  be  considered 
by  it  in  determining  the  appropriate 
action  to  be  taken,  but  will  not  serve 
to  make  the  protestants  parties  to  the 
proceeding.  Any  person  wishing  to  be- 
come a  party  to  a  proceeding,  or  to  par- 
ticipate as  a  party  in  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission's 
rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  cc«if erred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter- 
vene is  filed  within  the  time  required 
herein.  If  the  Commission  on  its  own  re- 
view of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  CcMnmission  on  Its  own  motion  be- 
lieves that  a  formal  hearing  is  required. 
further  notice  of  such  heexlng  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  P.  Plumb. 
Secretary. 

|FR  Doc.77-16297  Piled  6-»-r7;8:45  am) 


I  Project  No.  48Bj 

THERMALITO  IRRIGATION  DISTRICT  AND 
TABLE  MOUNTAIN  IRRIGATION  DISTRICT 

Issuance  of  Annual  Licens«(s) 

June  3.  1977, 

On  August  27.  1974,  Thermalito  Irriga- 
tion District  and  Table  Mountain  Irriga- 
tion District,  Licensees  for  Concow  Dam 
Project  No.  488,  located  on  Concow 
Cre^  in  Butte  County.  California,  filed 
an  application  for  a  new  license  pursuant 
to  the  Federal  Power  Act  and  Commis- 
sion Regulations  thereunder. 

The  license  for  Project  No.  488  was  is- 
sued effective  June  10.  1925,  for  a  period 
ending  June  9,  1975.  Since  expiration  of 
the  original  license,  the  project  has  been 
maintained  and  operated  under  annual 
licenses,  the  most  recent  of  which  will 
expire  on  June  9,  1976.  In  order  to  au- 
thorize the  continued  operation  and 
maintenance  of  the  project,  pending 
Commission  action  on  Licensee's  appli- 
cation, it  is  appropriate  and  in  the  pub- 
lic interest  to  issue  an  annual  license  to 
the  Thermalito  IrrlgaUon  District  and 
Table  Mountain  Irrigation  District. 

.•Rike  notice  that  an  annual  license  is 
issued  to  the  Thermalito  Irrigation  Dis- 
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trict  and  Table  Mountain  Irngation  Di';- 
tnct  for  the  period  June  10.  1977.  to 
June  9.  1978.  or  until  th"  issuance  of  a 
new  Ucense  for  the  project,  whichever 
comes  first,  for  the  continued  op)eration 
and  maintenance  of  the  Concow  Dam 
Project  No.  488  subject  to  the  terms  and 
conditions  of  the  original  license  Take 
further  notice  that  if  issuance  of  a  new 
license  does  not  take  place  on  or  before 
June  9.  1978.  a  new  annual  license  will 
be  issued  each  year  thereafter,  effective 
June  10  of  each  year,  until  such  time  as 
a  new  license  is  issued,  without  further 
notice  being  given  by  the  Commission 

Kenneth  F.  Plumb. 
Secretary 

(FRDoc77-162«2  FUed  6-8-77;8;45  ami 


.'Docket  No    ER77-386! 

UPPER   PENINSULA   POWER   CO. 

Submission  of  Cost  Support 

June  3,  1977. 

Take  notice  that  on  May  20,  1977, 
Upper  Peninsula  Power  Company 
'UPPCOi  submitted  cost  support  in- 
formation ordered  by  tiie  Commission  in 
its  letter  of  October  30.  1974.  wiUi  respect 
to  the  proposed  energy  charges  for  the 
period  subsequent  to  Mav  31.  1977 

LTPPCO  requests  that  the  Commission 
permit  this  increase  in  rates  to  become 
effective  as  of  June  1,  1977,  the  beginning 
of  the  current  contract  year. 

UPPCO  states  that  copies  of  the  filing 
were  served  upon  Escanaba  and  upon 
the  Michigan  Public  Service  Comrr^tssion. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
subject  matter  of  this  notice  should  file 
a  petition  to  intervene  or  protest  with 
the  Federal  Power  Commission.  825 
North  Capitol  Street  NE  .  'Washington. 
DC.  20426,  in  accordance  with  J§  1  8  and 
1.10  of  the  Commission's  rules  of  prac- 
tice and  procedure  (18  CFR  1.8.  1  Id  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  14.  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  pro- 
testants parties  to  the  pioceeding  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  inter'.ene  Copies  of  the 
filing  referred  to  her.^in  are  on  file  with 
the  Commission  and  are  available  for 
public  inspection. 

Kenneth  F    Plumb, 

Secretary. 

jFR  DOC.T7-16298  Filed  6-8-77:8:45  am) 


IDoclwt  No    53177-3791 

VIRGINIA   ELECTRIC   AND   POWER   CO. 

Tendered  Revised  Contract  Supplements 

JUTTE  3.  1977. 
Take  notice  that  on  May  19,  1977.  'Vir- 
gmia  Electric  and  Power  Company 
•  VEPCOi  tendered  for  filing  a  contract 
supplement  dated  April  8.  1977.  to  tiie 
Service  Agrreement  with  the  Town  of 
Windsor.   N.C..   under  Virginia  Electric 


and     Power    Company's    PPC    Electnc 
Tariff.  Ong^mal  Volume  No   1 

Said  filing  requests  Commission  autho- 
rization for  'VEPCO  to  change  its  de- 
livery voltage  to  the  Town  of  Windsor 
frcMn  4  16kV  to  12  5  kV. 

VEPCO  states  that  the  revised  con- 
tract supplement  is  Intended  to  super- 
sede tiie  existing  FPC  Rate  Schedule  and 
requests  that  the  revised  supplement  be 
allowed  to  become  effectne  as  of  the 
date  of  connection  of  the  12  5  kV  Serv- 
ice which  IS  expected  to  occur  bv  June 
1977 

.\ny  person  desiring  to  l)e  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  June 
14.  1977.  file  with  the  Federal  Power 
CommLssion.  Washington.  D  C  20426,  pe- 
titions to  intervene  or  protest.?  in  ac- 
cordance with  the  requirements  of  the 
Commi.ssion's  rules  of  practice  and  proce- 
diu^  <18  CFR  18  or  1.10<  All  protests 
filed  with  the  Commif^ion  will  be  con- 
sidered by  it  in  determinme  the  aopro- 
priate  action  to  be  tal'ien  but  will  not 
serve  to  make  the  protest  an  t<;  parties  to 
the  proceedme.  Persons  wishing  to  be- 
come parties  to  a  proceeding  or  to  par- 
ticipate as  a  party  In  any  hearing  therein 
must  file  petitions  to  inten-ene  in  ac- 
cordance with  the  Commission's  Rules 
The  application  is  on  file  with  the  Com- 
mission and  is  available  for  public  in- 
spection. 

Kenneth  F   Plumb, 

Secretary. 

:FR   Do:  77-16265   Piled    6-8-77  8  45   am  | 

GENERAL   SERVICES 
ADMINISTRATION 

PRIVACY   ACT  OF    1974 

Deletion  of  a  System  of  Records 

On  September  8.  1976.  there  was  pvib- 
lished  in  the  Federal  Register  '41  FR 
38088  through  38145  >  annual  notices  ot 
systems  of  records  pursuant  to  the  provi- 
sions of  the  Privacy  Act  of  1974,  Public 
Law  93-579.  5  US  C  552a  ThLs  notice 
deletes  the  system  of  records  identified  as 
"Motor  Vehicle  Accident  and  Claim  Re- 
porting System  GSA  PSS-6."  system 
identification  numt)er  23-00-0088,  41  PR 
38139  T^e  records  in  the  system  are  no 
longer  retrieved  by  personal   Identifier 

Dated  at  Washington.  D.C.  on  May  31 
1977. 

Paul  S.  Caeter, 
Acting  Director  of  Administration. 

|PR   Etoc    77-16SiO   Filed   6-8-77.    8:45    am] 


REGIONAL  PUBLIC  ADVISORY  PANEL  ON 
ARCHITECTURAL  AND  ENGINEERING 
SERVICES 

Meeting 

Pursuant  to  Public  Law  92-463.  notice 
Ls  hereby  given  of  a  meeting  of  the  Re- 
gional Public  Advisory  Panel  on  Archi- 
tectural and  EIngineering  Services,  Re- 
gion 3.  June  28.  29.  and  30.  1977.  from 
9  a.m.  to  4  p.m..  Room  2636.  GSA  Re- 


gional Office  Building.  Seventh  and  D 
Streets  SW  ,  Washir^gton  DC  The 
meeting  will  be  devoted  to  the  initial 
step  of  the  procedures  for  screening  and 
evaluating  the  qualifications  of  archi- 
tect-engineers under  consideration  for 
selection  to  furnish  p.'-o'essionai  semces 
for  the  following  propased  projects  ia> 
Renovation  of  General  Semces  Admin- 
istration Regional  OfSce  Building 
Washmgton.  DC.  'b-  Renovation  of 
General  Services  Administration.  Cen- 
tral Office  Building  Washington.  DC. 
and  'C  Renovation  of  We.st  Heating 
Plant.  Washington.  DC  The  meeUng 
will  be  open  to  the  public. 

Dated:  May  31.  1977 

John  F    Galuardi. 
Regional  Administrator. 

I  PR  Doc  77-16318  Filed  6-»-r7:8.45  amj 


FEDERAL   PROPERTY    MANAGEMENT 
REGULATIONS 

Temporary  Regulation  E-47,  Supplement  2 

To;  Headi  of  Federal  agencies 

Subject:    Teleprocessing    Ser\ices    F*ro- 

gram 

1  Purpose.  This  supplement  makes  the 
provisions  of  the  TelepHXicessmg  Sen- 
ices  Program  iTSP'  mandatory 

2.  Effective  date  This  regulation  is  ef- 
fected August  1.  1977- 

3.  Exv^ration  date  This  regulation  ex- 
pires on  September  30,  1977,  unless  sooner 
superseded  or  revised 

4  Eivlanation.  GSA  issued  FPMR 
Temporary  Regulation  E-47  on  August 
3.  1976.  and  extended  its  expiration  date 
to  September  30.  1977,  through  Supple- 
mental 1  to  E-47.  Paragraph  9  of  FPMR 
Temporarj-  Regulation  E-47  established 
interim  teleprocessing  requirements 
pending  the  determination  that  the  pro- 
pram  would  be  tiie  mandatory  means  by 
which  Federal  agencies  would  acquire 
commercial  teleprocessing  services.  Au- 
gust 1.  1977.  has  been  determined  as  the 
date  for  mandatoo'  use  of  the  program. 

5.  Effect  on  other  issuances.  FTMR 
Temporarj'  Regulation  E-47  is  changed 
as  follows: 

( a  I  Paragraph  9  is  canceled. 

<b>  Supplement  1  is  canceled 

Dated    May  20.  1977. 

Robert  T  GRirriN. 
Acting  Administrator  of 

General  Services. 

IFR   Doc    77-16312.   Filed   6-«-77:    8:45   am| 


GSA   BULLETIN    FPR   27 
Federal  Procurement 

To-  Heads  of  Federal  agencies 
Subject.  Maximizing  use  of  imprest  fund 
and  blanket  purchase  arrangement  pro- 
cedures 

1.  Purpose  TY.is  bulletin  emphasizes 
the  potential  for  reducmg  administrative 
costs  through  maximum  use  of  the  im- 
prest fund  and  blanket  purchase  ar- 
rangement procedures  set  forth  m  Sub- 
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part  1-3  6  of  the  Federal  Procurement 
Regulations  iFPR> . 

2  Expiration  date.  This  bulletin  con- 
tains information  of  a  continuing  nature 
and  will  remain  in  effect  until  canceled. 

3  Background.  The  CommLsslon  on 
Federal  Paperwork  has  noted  that  Gov- 
ernment purchasing  activities  frequently 
use  regular  small  purchase  procedures 
for  transactions  which  can  be  handled 
through  the  use  of  simpler,  more  efficient 
imprest  fund  procedures.  Similarly,  the 
use  of  blanket  purchase  arrangements 
may  often  be  more  economical  and  ef- 
ficient than  regular  small  purchase  pro- 
cedures. 

4  Agency  action.  Procurement  officials 
should  take  action  to  ensure  that  pur- 
chasing personnel  both  understand  and 
use  the  imprest  fund  and  blanket  pur- 
chase arrangement  procedures  in  Sub- 
part 1-3  6  of  the  FPR  to  the  maximum 
extent  practicable. 

Dated:  June  2.  1977. 

Jay  H.  Bolton. 
Acting  Commissioner. 
Federal  Supply  Service 

iFR  Doc  77-16311  Filed  6  8-77.8  45  ami 


DEPARTMENT  OF   HEALTH. 
EDUCATION,   AND  WELFARE 

Office  of  Human  Development 

REHABILITATION   ENGINEERING 
RESEARCH 

Announcement  of  Grants  for  FY  1977 

(Program  Announcement  13627-771) 

The  Rehabilitation  Services  Adminis- 
tration. Office  of  Human  Development, 
announces  tnat  applications  will  be  ac- 
cepted untU  July  6,  1977  from  agencies 
and  organizations  wishing  to  compete  for 
grants  in  rehabilitation  engineering  in 
Fiscal  Year  1977  as  authorized  in  sections 
202' a>  and  202' b>  1 2)  of  the  Rehabilita- 
tion Act  of  1973  as  amended  <29  U  S  C. 
762) . 

All  applications  received  by  the  closing 
date  which  are  complete  and  conform  to 
the  requirements  of  this  program  an- 
nouncement will  be  accepted  for  review 
and  consideration  for  an  award. 

Regulations  governing  rehabilitation 
engineering  research  grants  were  pub- 
lished in  the  Federal  Register  in  Sub- 
part's A  and  D  of  Part  1362  Chapter  XIII 
of  Title  4n  of  the  Code  of  Federal  Regula- 
tions i45  CFR  Part  1362  •.  on  November 
25.  1975. 

Scope  of  this  program  announcement: 
This  program  announcement  identifies 
the  general  program  objectives  and  fund- 
ing priorities  of  the  rehabilitation  en- 
gineering research  program  of  RSA  for 
Fiscal  Year  1977.  Competitions  in  other 
areas  of  vocational  rehabilitation  re- 
search will  be  announced  separately  in 
the  Federal  Register. 

A.  Program  purpose.  The  purpose  of 
thLs  research  program  in  rehabilitation 
engineering  Is  to  integrate  the  scientific 
knowledge  in  medicine,  engineering  and 
related  sciences  to  help  in  resolving  the 
vocational  and  self-care  problems  of  the 
severely  handicapped.  The  goal  is  to  sys- 
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tematically  address  the  problems  of  the 
severely  handicapped  by  making  full  use 
of  existing  or  new  technology. 

B.  Eligible  applicants.  Any  public  or 
nonprofit  agencies  or  organizations,  in- 
cluding institutions  of  higher  education, 
may  apply  for  a  grant  under  this  an- 
nouncement. 

C      Available    funds.     An    estimated 
$2,000,000  IS  available  for  grants  in  re- 
habilitation engineering  during  FY  1977. 
It  is  expected  that  between  6  and  12  new 
grants   will   be   awarded.  The  range  of 
funds  per  grant  is  expected  to  be  from 
$50,000  to  $300,000.  Generally,  projects 
will  be  supported  for  periods  of  one  to 
five  years  The  funds  currently  available 
will  sustain  the  budget  for  the  first  year 
of  the  project.  Support  for  any  additional 
time  remaining  in  the  project  period  de- 
pends on  funds  available  and  the  grant- 
ee's   satisfactory    performance    on    the 
project  for  which  the  grant  was  awarded. 
D.  Types  of  awards.  There  will  be  two 
tvpes    of    awards:     individual    project 
grants    and    rehabilitation    engineering 
center  grants.  As  authorized  by  Section 
202' a >  of  the  Rehabilitation  Act  of  1973. 
as  amended,  individual  project  grants  of 
national  scope  include  proposals  for  the 
planning  and  conducting  of  research  nnd 
demonstrations    and    related    activities 
which  bear  directly  on  the  development 
of  methods,  procedures  and  devices  to 
assist  in  the  provision  of  vocation  re- 
habilitation services  to  handicapped  In- 
dividuals, and  for  studies  and  analyses  of 
architectural    and    engineering    designs 
adapted  to  meet  the  needs  of  the  handi- 
capped. These  grants  will  have  a  project 
duration  ranging  from  one  to  three  years, 
but  the  support  for  each  year  beyond  the 
first  is  based  on  the  availability  of  funds 
and  ."satisfactory  progress. 

The  second  type  of  award  will  be  the 
rehabilitation  engineering  research  cen- 
ter grants  which  are  authorized  in  Sec- 
tion 202ib)  (2i .  Their  purpose  is  to:  De- 
velop innovative  methods  of  applying 
advanced  technology,  scientific  achieve- 
ment, and  psychological  and  social 
knowledge  to  solve  rehabilitation  prob- 
lems by  conducting  research  design  to 
produce  new  knowledge,  equipment,  de- 
vices and  syst°ms  needed  by  the  handi- 
capped including  the  stimulation,  pro- 
duction and  distribution  of  aids  and 
devices  to  benefit  the  severely  handi- 
capped. Rehabilitation  engineering  re- 
search centers  must  be  located  in  a 
clinical  environment  where  patients  are 
being  provided  continuing  rehabilitation 
services:  affiliated  with  a  university  that 
has  a  recognized  level  of  excellence  in 
medicine,  engineering  and  allied  sciences; 
and  the  facility  must  have  already  dem- 
onstrated a  high  level  of  expertise  in 
rehabilitation  engineering  research. 
These  grants  may  be  made  for  a  maxi- 
mum of  five  years  duration,  but  the  sup- 
port for  each  year  beyond  the  first  is 
based  on  the  availability  of  funds  and 
satisfactory  progress. 

E.  Program  objectives  and  priorities 
for  funding  research  in  rehabilitation 
engineering.  Program  objectives  of  the 
rehabilitation  engineering  program  in- 
clude the  following: 


1.  To  improve  the  quality  of  life  of  the 
physically  handicapped  through  a  total 
approach  to  rehabilitation,  combining 
medicine,  engineering,  and  related 
sciences 

2.  To  perform  nsearch  and  develop- 
ment in  pioneering  areas  in  which  a  Cen- 
ter has  developed  unique  capabilities. 

3.  To  collaborate  with  laboratories  and 
industry  to  carry  new  devices  and  tech- 
niques through  all  phases  of  research, 
develt^ment.  and  clinical  evaluation  to 
active  production  and  patient  use. 

4.  To  make  available  new  devices  and 
techniques   to   patients   referred   to   the 

Center. 

5.  To  educate  clinicians  and  other  pro- 
fessionals to  use  these  new  developments 
and  the  need  to  provide  these  services  and 
techniques  to  patients  throughout  the 
nation. 

6.  1^)  cooperate  with  other  Centers  in 
the  clinical  evaluation  of  their  develop- 
ments. 

7.  To  provide  an  environment  for  edu- 
cation of  physicians,  engineers,  and 
other  professional  persons  involved  in  re- 
lated life,  physical,  and  .social  sciences. 

8.  To  cooperate,  coordinate,  transfer. 
and  exchange  research  findings  and  in- 
formation with  related  centers  and  other 
institutions  on  a  continuing  basis. 

Priorities  for  rehabilitation  engineer- 
ing research  grants  for  FY  1977  are 
listed  below: 

1.  Research  to  improve  the  present  svs- 
tem  for  clinically  evaluating  rehabili- 
tation engineering  research  and  develop- 
ment products,  and  methods  for 
stimulating  the  development,  production 
and  marketing  of  effective  and  economi- 
cal aids  and  devices  that  could  benefit 
the  severely  disabled: 

2.  Development  of  meaningful  predic- 
tive measures  of  the  effects  of  pressure 
on  tissue  and  for  the  design  of  man-ma- 
chine interface  techniques  or  equipment 
which  control  forces  applied  to  tissues 
and  prevent  damage; 

3.  Demonstration  of  Information  and 
service  delivery  systems  in  cooperation 
with  State  vocational  rehabilitation 
agencies  to  promote  the  prompt  utiliza- 
tion of  engineering  and  other  scientific 
research  to  assist  in  solving  problems  of 
handicapped  individuals:  evaluation  to 
bs  carried  on  by  RSA  Regional  Office: 

4.  Utilization  of  functional  electrical 
stimulation  of  muscles  and  nerves  to 
overcome  both  motor  and  sensory  dis- 
ability of  upper  extremities; 

5.  Research  to  improve  or  design  new 
equipment,  devices  and  systems  to  im- 
prove the  transportation  capabilities  of 
the  severely  handicapped; 

6.  Research  on  various  assistive  de- 
vices, aids,  equipment  and  systems  which 
will  reduce  or  eliminate  low  back  pain: 

7.  Research  on  communication  sys- 
tems for  the  deaf,  partially  hearing, 
deaf-blind  and  others  with  speech  im- 
pairments 

F.  The  application  process.  Applica- 
tion  process.  Application  submission: 
Applications  must  be  submitted  on 
standard  forms  provided  for  this  purpose 
which  may  be  obtained  at  the  following 
address:    Division  of  Grants  and  Con- 
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tract  Manasremtent.  Office  of  Human  De- 
velopment. Room  1427,  330  C  Street. 
S.W..  Washington,  DC  20201. 

The  application  shall  be  executed  by 
an  official  authorized  to  act  for  the  ap- 
plicant ag«icy  and  to  assume  the  obliga- 
tions imposed  by  the  terms  and  condi- 
tions of  the  grant  award. 

One  signed  original  and  two  copies  of 
the  grant  application,  including  all  at- 
tachments, are  required  by  the  Division 
of  Grants  and  Contract  Management. 
OfBce  of  Human  Development. 

Application  consideration:  The  cmn- 
missic«ier  of  the  Rehabilitation  Services 
Administration  determines  the  final  ac- 
tion with  respect  to  each  grant  applica- 
tion. 

All  accepted  grant  applications  are 
subjected  to  a  competitive  review  and 
evaluation  conducted  by  qualified  ex- 
perts in  rehabilitation  engineering  who 
are  not  Federal  Government  employees, 
and  who  have  no  vested  interests  in  the 
specific  proposals  under  consideration. 
The  results  of  the  competitive  review 
supplement  and  assist  the  Commission- 
er's consideration  of  competing  applica- 
tions. The  Commissioner's  consideration 
also  takes  into  account  the  comments  of 
State  agencies  for  Vocational  Rehabili- 
tation, the  HEW  Regional  OfBces  and  the 
Centrtd  OCBce  staff.  Comments  on  the 
appUcatlMis  may  also  be  requested  from 
appropriate  speciahsts  and  consultants 
inside  and  outside  of  the  Grovernment 

Grant  awards:  The  Commissioner  of 
RSA  makes  grant  awards  consistent 
with  the  purposes  of  the  Rehabilitation 
Act  of  1973.  as  amended,  the  regulations, 
and  program  announcements  and  within 
the  limits  of  Federal  funds  available.  If 
approved,  the  official  grant  awsird  docu- 
ment Is  the  Notice  of  Grant  Awarded. 

The  Notice  of  Grant  Awarded  sets 
forth  in  writing  to  the  grantee  the 
amount  of  funds  granted,  the  purpose  of 
the  grant,  tlie  terms  and  conditions  of 
the  grant  award,  the  effective  date  of  the 
award,  the  budget  period  for  which  sup- 
port is  given  and  the  total  grantee  par- 
ticipation, if  any.  The  initial  award  also 
specifies  the  total  project  period  for 
which  support  is  contemplated. 

G.  Criteria  /or  review  and  evaluation 
of  applications.  AppUcations  for  rehabil- 
itation engineering  resea'-ch  grants  will 
be  reviewed  in  terms  of  the  following 
criteria: 

1.  The  relevance  of  the  content  of  the 
proposed  research  to  the  objectives  of 
th  Rehabilitation  Act  of  1973,  as  amend- 
ed, and  the  FY  1977  objectives  of  the  re- 
habilitation engineering  program; 

2.  Evidence  that  the  state  of  the  art  in 
the  field  of  rehabilitation  engineering  re- 
search to  be  investigated  is  sufficiently 
developed  to  provide  a  high  pwtential  for 
producing  relatively  immediate  benefits 
to  the  handicapped; 

3.  The  extent  to  which  the  institution 
has  unique  capabilities  and  expertise  in 
the  area  of  reasearch  selected  for  a  cen- 
ter or  individual  project  grant; 

4.  The  clarity  of  the  defined  core  area 
of  research  which  wUl  provide  the 
framework  for  all  research,  clinical  eval- 


uation, training  and  service  delivery 
functions  of  that  center  project; 

5.  The  extoit  to  which  the  pote.itial 
rehabilitation  engineering  research  cen- 
ter has  or  can  have  strong  teaching  affil- 
iations with  medical,  enemeenng  and 
other  allied  schools  willing  to  cooperate 
in  this  center  program; 

6  Evidence  that  grantee  has  a  clinical 
facility  with  indiivduals  who  have  the 
types  of  disabilities  relatng  to  the  core 
area  of  research  under  consideration: 

7.  The  extent  to  which  the  potential 
rehabilitaticm  engineering  research  cen- 
ter or  individual  project  grantee  has  the 
capacity  to  carry  on  continuing  educa- 
tion, and  otherwise  disseminate  findings 
which  will  impact  upon  the  servce  deliv- 
ery system; 

8  Extent  to  which  the  potential  reha- 
bilitation engineering  research  center  is 
capable  and  has  the  expertise  to  clini- 
cally evaluate  devices,  equipment  and 
techniques  developed  within  that  center 
or  elsewhere: 

9.  Evidence  that  the  potential  rehabili- 
tation engineering  research  center  has 
an  understanding  and  capacity  to  stim- 
ulate industry  in  developing,  producing 
and  marketing  the  results  of  research 
carried  on  within  the  center: 

10.  The  soundness  of  the  methodology 
to  be  employed  in  implementing  the  proj  - 
ect  and  the  feasi'oility  of  achieving  the 
established  objectives; 

11  Ttie  financial  and  other  resources 
of  the  applicant  in  accomplishing  the 
objectives  and  the  potential  for  the  pro- 
gram to  continue  beyond  the  life  of  the 
research  grant: 

12.  The  extent  to  which  the  anticipated 
cost  of  the  project  is  reasonable  in  rela- 
tion to  tile  expected  results; 

13.  The  extent  to  which  the  tipplica- 
tion  instructions  are  adequately  ad- 
dre.ssed,  including  both  the  narrative 
statement  and  budget  justification: 

14.  The  extent  to  which  the  proposal 
provides  for  an  evaluation  methodology- 
including  the  mannw  in  which  such  a 
metliodology  will  be  used  to  measure 
achievement  of  the  objectives  of  the  re- 
search effort: 

15.  The  extoit  to  which  the  research 
program  is  national  in  scope,  has  direct 
applicability  to  the  needs  of  severely 
handicapped  Individuals  and  the  results 
are  transferable  to  other  geographic 
areas  and  programs  in  this  countrv-. 

H.  Closing  date  for  receipt  of  applica- 
tions. The  closing  date  for  receipt  of  ap- 
plications is  July  6.  1977  Applications 
may  be  mailed  or  hand  delivered  to:  Di- 
vision of  Grants  and  Contract  Manage- 
ment, OflBce  of  Human  Development.  330 
C  Street,  S.W„  room  1427.  Washington, 
DC.  20201.  Hand  delivered  applications 
will  be  accepted  during  normal  working 
hours,  which  are  8:30  A.M.  to  5:00  F  M 

Late  applications  will  be  returned  tc 
the  applicant  without  consideration  An 
application  will  be  considered  to  have 
arrived  by  the  closing  date  if: 

1.  Tlie  application  was  sent  by  regis- 
tered mail  not  later  than  July  6,  1977  as 
evidenced  by  the  U.S.  Postal  Service  post- 
mark, or  on  the  original  receipt  from  the 
U.S.  Postal  Service;  or 


2  The  application  is  received  on  or  be- 
fore the  closing  date  m  either  tlie  De- 
partment of  Health.  EducaUon.  and  Wel- 
fare or  the  Office  of  Human  Develop- 
m.pnt  mT'lrooms  in  Wa<:h!nBton  DC 
<In  establishing  the  date  of  receipt,  con- 
sideration will  be  given  to  the  time  date 
stamps  of  such  mailrooms  or  other  do:u- 
mentarj'  evidence  of  receipt  maintained 
bv  the  Deimrtment  of  Health.  Educa- 
tion, and  Welfare,  or  the  Office  of  Hu- 
man Development.) 

(Cal&log  oi  Federal  Domestic  Assistance 
Num'ier  13  627  Research  and  Demonstra- 
tions ) 

Dated:  June  3.  1977. 

JosrPH  A  Mottcla 
Acting  Commissioner.  Rehabil- 
itation   Services    Administra- 
tion 

Approved:  June  3.  1977. 

/s/Arabella  Martinez, 
Assistant  Secretary  for  Human 
Development. 

(FR    Doc.    77-16248    PUed    6-8-77;    8:45   am  | 


National  Institutes  of  Health 

VIRUS   CANCER   PROGRAM   ADVISORY 
COMMITTEE 

Cancellation  of  Meeting 

Notice  is  hereby  given  of  the  cancel- 
lation of  the  meeting  of  the  Virus  Cancer 
Program  Advisory  Committee,  'Viral 
Oncology  Program.  Division  of  Cancer 
Cause  and  Prevention  National  Cancer 
Institute.  June  16  and  17,  1977,  at  Be- 
the.sda.  Maryland,  which  was  published 
in  the  Federal  Register  on  April  29,  1977. 
i42  FR  21853). 

Dated:  June  8.  1977. 

SUZAVNE  L.  F^IEMEAU, 

Committee  Management  Offl- 
cer.  National  Institutes  of 
Health 


(PR  Doc.77-16466  Piled  6 
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DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Land  Management 

ICA  71J1 

CALIFORNIA 

Order  Providing  for  Opening  of  Lands 

JcTfE  3.  1977 
By  Virtue  of  the  authority  contained  in 
Section  24  of  the  Act  of  June  10,  1920, 
41  Stat.  1075.  as  amended.  16  U.S.C.  818 
19701.  and  in  accordance  with  the  au- 
thority delegated  to  me  by  the  State 
Director.  California  SUte  Office.  Bureau 
of  Land  Management,  dated  January  13 
1977  1 42  FH.  3901  >.  as  amended,  and 
pursuant  to  the  determination  of  the 
Federal  Power  CtHnmis-sion  in  DA  1029 
California.  October  1.  1973,  it  is  ordered 
as  follows ; 

1.  In  DA  1029  California  the  Federal 
Power  Commission  determined  that  the 
power  withdrawal  as  it  affects  a  portion 
of  the  following  described  lands  for  power 


FfOEtAt  ttCISTW,  vol    45,    NO.    Ill— THURSDAY,    JUNE   9,    1977 


2956^1 


NOTICES 


project   1764  was  no  longer   needed   for 
power  purpose.s  and  was  vacated 
MovNT  Diablo  Meridian 

T.  18  S.  R.  41  E.. 

sec  25.  26.  34,  35. 
T   18  S.,  R   42  E  , 

Sec  30. 

The  area  described  aggregates  approxi- 
mately 8  5  acres  in  Inyo  County. 
California. 

2.  The  State  of  California  has  waived 
its  preferene  right  of  application  for 
highway  rlght.s-of-way  or  material  sites 
aflorded  it  by  Section  24  of  the  Federal 
Power  Act 

3  At  10  a.m.  on  July  13,  1977,  the  un- 
appropriated, unreserved  public  lands 
shall  be  open  to  operation  of  the  public 
land  laws  generally,  subject  to  valid 
existing  ri^'htvS,  the  provisions  of  existing 
withdrawals  and  classifications  and  the 
requirements  of  applicable  laws. 

4  All  of  the  laiids  not  otherwise  wiih- 
drav,Ti  or  reserved  have  been  open  to  ap- 
plication and  offers  under  the  mineral 
leasing  laws  and  to  location  under  the 
U  S  mining  laws  subject  to  provisions  of 
the  Act  of  August  11.  1955  '69  Stat.  682; 
30  use.  621). 

Inquiries  concerning  these  lands 
should  be  addressed  to  the  Bureau  of 
Land  Management,  Room  E-2841,  Fed- 
eral Office  Building,  2800  Cottage  Way. 
Sacramento.  California  95825, 

Joan  B.  Russell, 
Chief.  Lands  S'^ctwn  DrawJi  ol 
Lands  and  MineraU  Operations 


[FR  Doc  ■ 


16>33l  Fl'.ei  6-8-77.8  45  urn' 


acer.  Bureau  of  Land  Management,  P.O. 
Box  1397,  Roswell,  New  Mexico  88201. 

Fred  E.  Padilla, 
Chief,  Branch  of 
Lands  and  Minerals  Operations. 
[FR  Doc  77-16332  nied  6-S-77;8;45  am) 


|NM   :i '18001 

NEW  MEXICO 

Application 

JUNI  2,   1977 

Notice  is  herebv  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  '30  use  185',  as  amended  by 
the  Art  of  Novem.ber  16,  1973  i87  Stat, 
576  >.  Phillips  Petroleum  Company  has 
applied  for  one  4'2-inch  natural  gas 
pipeline  right-of-way  across  the  follow- 
liig  land; 

New  Mexico  Phincipal  Meridian, 
New  Mexico 

T    2'J  S  .  R    34  E  , 
Sec    17.  W'  ,SW'4; 
Sec   20,  NW^^NW'i. 

ThLs  pipeline  will  convey  natural  gas 
across  0  446  miles  of  national  resource 
land  in  Lea  County.  New  Mexico. 

The  purpose  of  this  notice  is  to  In- 
form the  public  that  the  Bureau  wiU  be 
proceeding  with  consideration  of  wheth- 
er the  application  should  be  approved, 
and  if  so,  under  what  terms  and  condi- 
tions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 


(NM  38744] 

NEW  MEXICO 

Application 

May  31.  1977. 

Notice  IS  hereby  given  that,  pursuant 

to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  '30  use.  185).  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat, 
5761 ,  El  Paso  Natural  Gas  Company  has 
applied  for  one  4 '2-inch  natural  gas 
pipeline  right-of-way  across  the  fol- 
lowing land: 

New  Mexico  Principal  Meridian, 
New  Mexico 

T  29  N  ,  R   8  W  .  Sec.  14.  NW'/4SE'/4. 

This  pipeline  will  convey  natural  gas 
across  0  030  miles  of  national  resource 
land  in  San  Juan  County.  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  pubhc  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  tJieir 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management,  P.O. 
Box  6770,  Albuquerque,  New  Mexico 
87107. 

Fred  E.  Padilla, 
Chief,  Branch  of 
Lands  and  Minerals  Operations. 

|FR  Doc.77-16333  Filed  6-8-77;8:45  a.m.] 


name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management.  PC. 
Box  6770,  Albuquerque,  New  Mexico 
87107. 

Fred  E.  Padilla, 
Chief,  Branch  of 
Lands  and  Minerals  Operations. 

IFR  Doc.77-1633  Filed  6-8-77;8:45  amj 


(R  22951 


CALIFORNIA 
Orcier  Providing  for  Openings  of  Lands 

Correction 

In  PR  Doc.  77-1 1980  appearing  on  page 
21326  in  the  i.ssue  of  Tuesday.  April  26. 
1977,  in  the  middle  column,  under  "San 
Bernardino  Meridian.  California,  Power 
Project  125",  the  sixth  line  below  "T.  2 
N..  R.  9  W.,"  now  reading  "Sec.  22.  N'2. 
SWy4.  NV2SEV4,  SW^,  SE'4,",  should 
read    "Sec.    22,    NV2,    SWVi,    N'2SE'4, 

swy48Ey4.". 


|NM  30758) 
NEW  MEXICO 

Application 

May  31,  1977. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  130  use.  185),  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576 >.  Southern  Union  Gathering  Com- 
pany has  applied  for  one  4-inch  natural 
gas  pipeline  right-of-way  across  the  fol- 
lowing land: 

New  Mexico  Principal  Meridian.  New  Mexico 

T   30  N  .  R   8  W  . 
Sec.  6,  NW:4SEi-4. 

This  pipeline  will  convey  natural  gas 
across  0.04  miles  of  national  resource 
land  in  San  Juan  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  t>e  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 


(M  072014] 

MONTANA 

Opportunity  for  Public  Hearing  and  Repub- 
lication of  Notice  of  Proposed  Withdrawal 

June  3,  1977. 
The  Department  of  Agriculture  filed 
application.  Serial  No.  M  072014,  on  No- 
vember 30,   1965.  for  a   withdrawal   in 
relation  to  the  following  described  lands; 
Principal  Meridian,  Montana 
bitterroot  national  forest 
Spring  Gulch  Campground 

T.  1  N.,  R.  20  W., 

Sec .  1 .  SW 14  SE 1 4  SE 1/4 ;  and 
Sec.  1 2,  N  V2  NW 1 4  NE  V4  NE 14 . 
Total  area — 15  acres. 

Jennings  Campground 

T,  aN.,  R,  18  W., 

Sec.  26,  SW'.4NWV4NWy4    and   NW'4SEV4 

NWV4NW';4;  and 
Sec.  27,  SEV4NEV4NEV4. 
Total  area— 22.5  acres. 

Bertie  Lord  River  Flat  Recreation  Area 

T.  aN.,  R.  18  W,, 

See.    24.    S%SWV4SWi4NEV4.    NW'4NW>,4 
SE14,  Ei4NEy4NEUSWi.4.  and  SEUSE'^i 

SE>4NWV4- 
Total  area— 22  5  acres 

Little  Boulder  Bay  Recreation  Area 

T   1  S    R  22  W 

360^26.  N''2SEi4SW>4SEi,4.  S4NEI4   SW>4 
SE>4,     NWUNE^SWViSK',,     and     NE14 
N^i4SWi4SE'4 
TtotAl  area — 15  acres. 

Slate  Creek  Campground 

T  2  S.,  R,  22  W., 
Sec.  a.  Lot  2. 
Total  area— 47.6  acres. 

Alta  Campground 

T.  2  S..  R.  22  W.. 

Sec.  34,  Lot  1. 

Total  area — 46  24  acrea. 
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Boulder  Creek  Campground  and  Road 
Termini 

T.  1  N  ,  R  21  W  . 

Sec    18,  W4W-2SWi^SEi4   and  SEI4SWV4 

SW'4SEi.4:  and 
S«c.      19.     W'jSW'.jN'EUNE'-,,     SEI4SW14 

NEI4NE14.      NW:4NEi4NWi4NEi4,      NV4 

NA^'i^KWUNEU.  S:2NEi4N"Wi4NEi4. 

SEi4NW'.iNW4NE>4,       SE'-4NWi4NEy4. 

Ni.2NEV4SWi4NE',4.    and    Ny2NWi4SE'-4 

NE'4- 
Total  area — 55  acres. 

Rombo  Campground 

T   1  S.,  R  22  W., 

Sec,  11,  S'jSE'uNE' .NW'..  E;.SEi4NWi4, 

E'...SWi4SE--4NWi4.  E4NWI4NE1-4SWV4, 

and  W •  2 NE  1 4 NE '-4 SW  1,4 • 
Total  area — 40  acres. 

Overwhich  Campground 

T  2  S    R   22  W., 

Sec  14,  SWUNWViNEiiNWVi,  WVaSWV; 
NE'4NWi4.  SE'4SWi4NEi4NWi4,  S^ 
NE'.4NW"4NWi4.  N'2SEi4NWi.,NWi4, 
SEi4SEi4NWi4NW'4.  and  NViNWl^SE'^ 
NWI4. 

Total  area — 27.5  acres. 

Little  West  Fork  Campgrourid 

T  1  S..  R.  22  W., 
Sec.  4.  Lot  4 
Total  area— 34  66  acres. 

Crazy  Creek  Carnpground 
T.  1  N..  R  20  W., 

Sec  22,  W'2WV2SWV4SEi,4  and  Ei/4Ei/iSEV4 

SW14;  and 
Sec.    27,    W'/2NWi4NEl4     and    NW'iSW'i 

NEI4. 
Total  aresi — 50  acres, 

Indian  Tree  Recreation  Area 
T.  1  S.,  R.  19  W., 

Sec.    9.    Ei2EijSE'4SWi4,    SWI4SEI4SEI4 
SWi4,Ei.2E'-:;NEi4SWi4,  NWi4NE'-4NEi4 
SWi,4,  and  S'jSEUSE^NWV,;  and 
Sec.      16.     W'jNEUNTV^.      WiijNEi4NEi4  _ 

NW ! 4 .  and  N '2 NW  1.4 SE  1 4 NU' 1.4 
Total  area — 60  acres 

Martin  Creek  Public  Campground 
T  2  N..  R   17  W., 

Sec    9,  SE!4SEi4SWi4,  S V2 NE  14 SE ',4 SW V4 . 

and  SW  1.4  NW  1.4 SW  I4 SE  14 . 
Total  area — 17.5  acres 

Lake  Como  Recreation  Area 
T.  4N.,  R.  21  W., 

Sec  29,  SV2SW'4SWV4; 
Sec.  31,  Lot  1:  and 
Sec  32.  Lots  2  and  3. 
Total  area— 80.38  acres. 

Lost  Trail  Recreation  Area 

T.  2  S.,  R.  19  W., 

Sec  4.  Lots  1.  3,  and  4. 
Total  area — 87.67  acres. 

Lost  Horse  Campground 
T  4  N,  R  21  W., 

Sec      18,     SWi4NWi4NWy4SEV4.     S'jNE',, 
NE14SW14,    SE'/4NEi4SW>/4,    and    NW^ 
SWl,4NW!,4SEi4. 
Total  area — 20  acres. 

Larry  Creek  Campground 

T.  10  N..  R  20  W., 
Sec.  33,  NWi4NW^4. 
Total  area — 40  acres. 


Charlet  Waters  Merr.o^ial  Campground 

T,  10  N  .  R   20  W.. 

Sec.  32.  SJ2N^'4SEi4SEi4,  SWi4NEV4SEi,4 
SE>4.  Ni2SWi4SE-4SEi4.  NWI4SEV4 
SEI4SEV4.  S'2SWUSEi.4,  S''iNE'4SWV4 
SEV4,  NW>4NE'4SW.4SEi4.  NEV4SE»4 
SW',4.  SEi4NW'4SE'4SWi4,  N4SWI4 
SEi4SW'4,  N:;SE14SE:4SW14,  SEV4SEI4 
SEi4SWi4.  NE'-4SE'4SWi4SWU.  and 
NW;4W-4SE''4 

Total  area — 80  acres. 

The  areas  described  aggregate  761.55 
acres  in  Ravalli  County.  Montana. 

The  applicant  desires  that  the  land 
be  reserved  for  campgrounds  and  picnic 
sites. 

Pursuant  to  section  204(hi  of  the 
Federal  Land  Policy  and  Management 
.^ct  of  1976.  90  Stat,  2754.  notice  is  liere- 
by  piven  that  an  opportunity  for  a  public 
hearing  is  afforded  in  connection  with 
the  pendmg  withdrawal  application.  All 
interested  persons  who  desire  to  be  heard 
on  the  proposed  withdrawal  must  file  a 
WTitten  request  for  a  hearing  with  the 
State  Director,  Bureau  of  Land  Manage- 
ment, P  O.  Box  30157.  BiUings,  Montana 
59107.  on  or  before  July  13.  1977.  Notice 
of  the  public  hearing  will  be  published 
in  the  Federal  Register,  gi\-ing  the  time 
and  place  of  such  hearing  The  hearing 
will  be  scheduled  and  conducted  in  ac- 
cordance with  BLM  Manual  Sec  2351.16 
B  All  previous  comments  submitted  in 
connection  with  the  withdrawal  appli- 
cation have  been  included  in  the  record 
and  will  be  considered  in  making  a  final 
determination  on  the  application. 

In  lieu  of  or  in  addition  to  attendance 
at  a  scheduled  public  hearing,  written 
comments  or  objections  to  the  pending 
withdrawal  application  may  be  filed 
with  the  undersigned  authorized  officer 
of  the  Bureau  of  Land  Management  on 
or  before  July   13,   1977. 

The  above-described  lands  are  tem- 
porarily segregated  from  the  operation 
of  the  public  land  laws,  including  the 
m.inmg  laws,  to  the  extent  that  the 
'Withdrawal  applied  for.  if  and  when 
effected,  would  prevent  any  form  of  dis- 
posal or  appropriation  under  such  laws. 
Current  administrative  jurisdiction  over 
the  segregated  lands  will  not  be  affected 
by  the  temporary  segregation  In  ac- 
cordance with  section  204igi  of  the  Fed- 
eral Land  Policy  and  Management  Act  of 
1976  the  segregative  effect  of  the  pend- 
ing withdrawal  application  will  termm- 
ate  on  October  20.  1991,  unless  sooner 
terminated  by  action  of  the  Secretary  of 
the  Interior. 

All  communications  'except  for  public 
hearing  requests'  in  connection  with 
the  pending  withdrawal  application 
should  be  addressed  to  the  Chief.  Branch 
of  Lands  and  Minerals  Operations  Bu- 
reau of  Land  Management.  Department 
of  the  Interior.  P.O.  Box  30157.  Biilmgs, 
Montana  59107. 

Roland  F   Lee 
Chief,  Branch  of  Lands  and 
Minerals  Operations 
[FR  Doc. 77- 163 14  Filed  &-8-77.8  45  ami 


(M  20575) 

MONTANA 

Opportunity  for  Pubhc  Hearing  and 
Republication  of  Proposed  Withdrawal 

May  31.  1977. 

The  Department  of  Agriculture  on 
behalf  of  the  Forest  Service  filed  appli- 
cation. Serial  No  M  20575.  on  January  21, 
1972,  for  the  withdrawal  of  approxi- 
matelv  469.1  acres  of  national  forest 
lands  from  location  and  entry  under  the 
mining  laws  <30  U.SC.  Ch.  2),  but  not 
from  leasing  under  the  mineral  leasing 
laws,  subject  to  valid  existing  rights.  On 
October  10.  1975.  the  Assistant  Secre- 
tary. Department  of  Agriculture,  recom- 
mended that  we  delete  one  40-acre  tract 
m  the  Newlan  Creek  Administrative  Site. 
ie  .  SE'4NW»4.  Sec.  9,  T.  11  N..  R.  7  E.. 
PMM. 

The  proposed  withdrawal  does  not 
alter  the  applicabilitv  of  those  public 
land  laws  governing  the  use  of  the  na- 
tional forest  lands  under  lease,  license. 
or  pennU  or  governing  the  disposal  of 
their  mineral  or  vegetative  resources 
other  thiin  under  the  mining  laws. 

Principal  McRrotAN.  Montana 

LEWIS    AND    CLARK     NATIONAL    TOREST 

Calf  Creek  Administrative  Site 

T   13  N  .  R  6  E., 
Sec.  33  SEi4SE',4. 

Neulan   Creek   Administrative   Site 

T   11  N  .R.7E., 
Sec.  9.  WKNEi/i. 

Moose  Creek  Campground 

T    12  N..  R.  7  E.. 

Sec  5.  S'2NWi,4NW-4NE»4,  Wi,SWi4NWii« 
NE'4.     SE'4NE'4NWi4,     and    NEy4SE>/4 

NW'.4, 

Jumping  Creek  Campground 

T.  12  N  ,  R  7  E  . 

Sec  36.  Si-2NEi4NE>4NEi4.  8i4NWi,4NEV« 
NE1.4.  S'^NEi4NEV4.SEi4NWV4NEV4.  Ni^ 
NE  -4  SW  1-4 NE  14 ,  and  N  4  N i-, SE V4 NE ',4 . 

Grasshopper  Campground 

T  9  N  ,  R.  8  E., 

Sec.  17.  NEi,4NEi4NWi4,  S>,4Ni:V4NWV4, 
and  Ni2SEi4NW>,4. 

Lamb  Creek  Campground 

T    12  N    R   8E.. 
Sec     33,    Si2S>-2SWi4NEi4,    SVi)SWi4SEV4 
NE',4,    SijS'jSEUNWi^.   Ni4NEi4SW'4, 
SE'-4NE>4SWi4.       Wii,NEV4SE<,4,       and 
NWi4SE'4, 

Dry  Wolf  Campground 

T    14  N  ,  R  9  E., 

Sec  13.  NEI4NEI4NEI/4.  SHNEi,4NEi,4.  SVi 
SW-4NWi4NE>4,  SE14NWV4NEI4.  NE14 
SW^NE^,  NWi4SW'4NEy4.  and  NW14 
SE'4NE '4  ,  excluding  the  private  lands  In 
HES  No   63 

The  areas  described  aggregate  approx- 
imately 429  1  acres  m  Judith  Basin  and 
Meagher  Counties.  Montana. 

The  Forest  Service  desires  these  lands 
for  the  protection  of  five  existing  pub- 
lic campgrounds  and  two  administrative 
sites  m  the  Lcwl';  and  Clark  National 
Forest.  Montana. 
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A  notice  of  the  proposed  withdrawal 
was  published  in  the  Pederai.  Rfcister 
on  Februar>'  H.  19'72,  paue  3195.  Volume 
No    37.  Document  No    72-2168 

Pursuant  to  section  204(h)  of  the  Fed- 
eral Land  Policy  and  Management  Act 
of  1976.  90  Stat.  2754,  notice  is  hereby 
given  that  an  opportunity  for  a  public 
hearing  is  afforded  m  connecrian  with 
the  pendinK  withdrawal  application  All 
interested  persons  who  desire  to  be  heard 
on  the  propased  withdrawal  mast  file  a 
written  request  for  a  hearing  with  the 
State  Ehrector.  Bureau  of  land  Man- 
agement. P.O.  Box  30157.  Billings.  Mon- 
tana 59107.  on  or  before  July  10.  1977 
Notice  of  the  public  hearing  will  be  pub- 
lished in  the  Feder.al  Recister.  giving 
the  time  and  place  of  such  hearing.  The 
heanuK  will  be  .'scheduled  and  conducted 
in  accordance  with  BLM  Manual  Sec 
2351  16  B  All  previous  comments  submit- 
ted in  connection  with  the  withdrawal 
application  have  been  Included  in  the 
record  and  will  be  considered  in  making 
a  final  determination  on  the  application. 

In  heu  of  or  m  addition  to  attendance 
at  a  .scheduled  public  hearing,  written 
cnmmenUs  or  obiections  to  the  pending 
withdrawal  application  mav  be  filed  with 
the  undersigned  authorized  officer  of  the 
Bureau  of  Land  Management  on  or 
before  July  10.  1977 

The  above  described  \a.nds  are  tempo- 
rarily segregated  from  the  operation  of 
the  public  land  law^  including  the  min- 
ins;  law.s.  to  the  extent  that  the  with- 
drawal applied  for.  if  and  when  effected, 
would  prevent  any  form  of  dLspo-sal  or 
appropriation  under  such  laws.  Current 
administrative  jurisdiction  over  the  seg- 
regated lands  will  not  be  affected  by  the 
temporan.-  seeret^ation  In  accordnnce 
with  section  204igi  of  the  Federal  Land 
Policv  and  Management  Act  of  1976  the 
segregative  effect  of  the  pending  with- 
drawal application  will  terminate  on  Oc- 
tober 20,  1991.  unless  sooner  terminated 
by  action  of  the  Secretary  of  the  Interior. 

All  communications  (except  for  public 
hearing  requests  >  in  connection  with  the 
pending  withdrawal  application  should 
be  addre.s.sed  to  the  Chief,  Branch  of 
L.inds  and  Minerals  Operations.  Bureau 
of  Land  Management,  Department  of  the 
Interior,  PO  Box  30157.  Billings,  Mon- 
tana 59107. 

ROLA.ND  F   Lee, 
Chief.  Branch  of  Lands  and 
Minerals  Operations 

[FR  Doc  77-16315  Filed  6-8-77.8  45  am! 


fore,  pursuant  to  the  regulations  con- 
tamed  m  43  CFR  2350,  such  lands  will  be 
at  10  am  on  July  10.  1977,  relieved  of  the 
segregative  effect  of  the  above-men- 
tioned application. 

The  lands  involved  in  this  notice  of 
termination  are: 

Principal  Meridian,  Montana 

T   U  N.,  R.  7  E., 
Sec.  9.  SEV4NW%. 

Roland  F.  Lee, 
Chief,  Branch  of  Lands  and 

Minerals  Operations. 

|PR  Doc.77-16316  Filed  6-8-77;8:45  am) 


(M  205751 

MONTANA 

Termination   of   Proposed  Withdrawal  and 
Reservation  of   Lands 

May  31.  1977 
Notice  of  an  application.  Serial  No,  M 
20575.  for  w.ithdrawal  and  reservation  of 
lands  was  published  as  Federal  Register 
Document  No.  72-2168.  on  page  3195  of 
the  issue  for  February  12.  1972  The 
United  States  Forest  Service  has  can- 
celed its  application  insofar  as  it  in- 
volved the  lands  described  below.  There- 


(M  141) 

MONTANA 

Transfer  of  Submarglnal  Lands.  Fort 
Belknap   Indian   Reservation 

June  1.  1977. 

1.  Pursuant  to  Public  Law  94-114  (89 

Stat.  577'  and  Sec.  2  thereof,  the  lands 
described  in  paragraph  3  of  this  notice, 
together  with  all  minerals  underlying 
this  land,  whether  acquired  or  otherwise 
owned  by  the  United  States,  are  hereby 
declared  to  be  held  by  the  United  States 
in  trust  for  the  use  and  benefit  of  the 
Fort  Belknap  Indian  Community  of 
Montana  The  lands  shall  be  a  part  of 
the  established  Fort  Peck  Indian  Reser- 
vation These  lands  were  submarginal 
lands  acquired  under  Title  II  of  the  Na- 
tional Industrial  Recovery  Act  of  June 
16.  1933  «48  Stat.  200),  the  Emergency 
Relief  Appropriation  Act  of  April  8. 
1935  '49  Stat  115',  and  Sec.  55  of  the  Act 
of  August  24,  1935  (49  Stat.  750,  781). 
This  notice  is  issued  under  the  authority 
delegated  to  me  by  Bureau  Order  No.  701, 
dated  July  23.  1946,  as  amended. 

2.  All  exLsting  mineral  leases,  includ- 
ing oil  and  gas  leases,  which  have  been 
issued  on  this  land  will  remain  in  force 
and  effect  in  accordance  with  the  terms 
and  provisions  of  Uie  Act  under  which 
the  leases  were  issued.  The  lease  files 
will  be  transferred  to  the  Oifice  of  the 
Area  Ehrector.  Bureau  of  Indian  Affairs, 
Billings.  Montana. 

Future  rentals  for  these  leases  will  be 
paid  to  and  collected  by  that  office.  Juris- 
diction of  these  mineral  leases  is  trans- 
ferred from  the  Bureau  of  Land  Manage- 
ment to  the  Bureau  of  Indian  Affairs  in 
trust  for  the  Fort  Belknap  Indian 
Community. 

3.  Principal  Meridian,  Montana. 

T   26  N.,  R.  21  E., 

Sec  2,  Ix5t  4  and  SWi„NWV4; 

6ec   3,  Lots  1,  2,  and  3,  SV^NEVi,  N>^SE%. 

and  SE'-^SE'^; 
Sec   4.  Lot  4  and  SWViNW'^; 
Sec    5.  Lot^   1.  2.  3.  and  4,  8ViNE»4,  SEV4 

MV'4    andSWUSEU: 
Sec   6,  Lots  1,  2.  3.  and  4:  excepting  a  strip 

55   feet  wide   and   3.960  feet  long   lying 

along  the  south  side  of  Lots  1,  2.  and  3: 
Sec   8.  NE:4.  E^SE'^,  and  SWV4SE%: 
-Sec  9.  Wi-j. 
Sec    11.  SE USE  1.4; 
Sec    12.  SWU;  and 
Sec   13,  NWUNEU  andNViNW'A. 
T   27  N  ,  R   21  E.. 
Sec   3.  SWI4; 
Sec.  4.  Lots  8  and  9,  N'AS'A.  SE%SW>4.  and 

S'jSE'4: 


Sec.  6.  Lot  14  and  SE'4ew>4: 

Sec.  7.  Lots   1.  2.  3,  and  4,  Si,^NEi4.  8E>4 

NW% ,  E'^SW  '<4 ,  and  SEVi  ; 
Sec.    8.    W'^NEVi,    SE'.^NE'^,    SW'4NW>4, 

and  S'/i: 
Sec.    9,    E'^,    EViNWVi,    SWi^NW'a,    and 

SW>/4; 
Sec.  10.  S'^NEVi.  NW14,  and  N'^SVi; 
Sec.  12.  SE>^SEl^,• 
Sec.  13.  All; 
Sec.  14,  >fEi/4.  SV'aSWy^,  NViSE^.  and  SEI4 

SE>4: 
Sec.  15,  W'^; 

Sec.  17.  All;  (the  W'/aSWU  of  which  Is  sub- 
ject to  a  prior  outstanding  reservation 
of  6'/i   percent  of  all  oil  and  gas,  'w.lth 
the    right    to    enter,    mine    and    remove 
same,    subject    to    payment    of    damages 
to  the  owner  of  the  surface  rights). 
Sec.  18.  Lot  1  and  Ei^NWi4; 
Sec.  20,  NV2;    (the  W';NEi4   and  NU'i^   of 
which  are  subject  to  a  prior  outstanding 
reservation  of  6' 2  percent  of  all  oil  and 
gas.  with   the  right  to  enter,   mine  and 
remove    same,    subject    to    payment    of 
damages   to    the   owner   of   the    surface 
rights) . 
Sec.  21,  Ni/4,  Ni^SWU.  and  E'/jSE'i: 
Sec.  22.  All: 

Sec.  23.WV2E4  andWi^; 
Sec.  24.  EV2SWV4,  W>2SEi4,  and  SEI4SEI4: 
Sec.  25,  N 1/2 N  Vj ,  SW  '4  NW  1,4 .  and  S  '/^ ; 
Sec.  26.  S'/iNE'/i,.  Ni-iNWV4.  E'sSWU.  and 

W•/2SEl^; 
Sec.  28.  SWV4   and  NWV4SEI/4;    (the  SW'/4 
of  which  Is  si;bject  to  a  prior  outstand- 
ing reservation  of  6'v)  percent  of  all  oil. 
gas,   and    minerals  produced   and   saved 
from  these  premises ) . 
Sec.  29,  N'iS'j:    (subject  to  a  prior  out- 
standing  reservation   of   61,4    percent   of 
all  oil,  gas.  and  minerals  produced  and 
saved  from  these  premises) 
Sec.  30.  Lots  3  and  4.  E'^SW'j   and  SE'4; 
Sec.  31.  Lots  1.  2.  3,  and  4.  NE',.  E'^W!;, 

N ',4 SE  '-i ,  and  SW 1 4 SE I4 ; 
Sec.  33,  WViNEU.  W>^.  and  S'-iSEU:   (the 
W%NE>/4.  NW'4,  and  N'.^SW'4  of  which 
are  subject  to  a  prior  outstanding  reser- 
vation of  6'4   percent  of  all  oil,  gas.  and 
minerals  produced  and  saved  from  these 
premises) . 
sec.  34.  S'/2SW'.4  and  SW'4SEV4;  and 
Sec.  35,  Ei2NEi4.S',/<iSWl4,andSEi,4. 
T.  28  N..  R   21  E  . 
Sec.  14.  S'^SEV*; 

Sec.  23.  N'/iN'.,.  S'^NW'A,  and  SEV^. 
Sec.  24.  S'.^SWU  and  SWViSE'/*; 
Sec.  25.  All;  and 

Sec.  26,  W'.,NW>4,  SWV4,  and  S'^SE'A. 
T.  25  N.,  R  22"  E  . 

Sec.  21.  All. 
T.  26  N..  R.  22  E.. 

Sec.   4.   Lots    10   and    11,    SE'^SWVi,   and 

sw',iSEV4; 
Sec.   5.    Lots    1.   2,    and    3,    S'^NEV4.   SEl, 

NW i« .  E >4 SW  '4 .  and  N 1 .  SE ',4  ; 
Sec.  9.  Lot  5.  W'^NE'x,.  and  E%NWV4; 
Sec.  17.  Si<iSW',4; 
Sec.  19.  Ei/jSE'i;  and 
Sec.  20,  Wi/iNEi4.  E'2NW!4.  and  S'-j,. 

T.  27  N.,  R.  22  E.. 

Sec.  4.  Lots  7,  8.  9.   11.   12,   13,   14,    16,    17. 

and  18.  SWVi.  and  WiASEV;  ; 
Sec.  5.  Lots  1,  2.  7,  8,  9,  and  10.  N'jSEU. 

andSE'.4SE'/4; 
Sec.  6.  Lots  1,  2.  3.  4,  5.  6    11,  and  12,  and 

SWVi; 
Sec.  7.  SE%SE%; 
Sec.  8.  Ei/iEi4; 
Sec.  9.  Lots  5.  6.  7.  and  8.  W'tE'.;.  E'/2WV2. 

NWViNWVi.  and  W^SWi<4; 
Sec.    17.    EViNE'4,    SWUNE',,.    S'.jNWU. 

NW'A SWV4 ,  and  SE  1 4 ; 
Sec.    18.    EViNEU.    SWV4NE';4.    E',2NW'.4. 

and  NWV4NWV4; 
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Sec   19.  Ei;E4  and  SWUNE'*: 
Sec.    20,    E'j.    NWi.2NW'4.    SWi,4NWi,4.    and 
SWV4; 

Sec  21.  All; 

Sec  28,  All; 

Sec  29,  All: 

Sec.   30,   NEUNEV4,   W^SWi,4,   SE'4SWi/4. 
and  SWV4SE14; 

Sec.  31.  N'^.  W'2SW'4,  and  NE14SEI4. 

Sec    32,   E4,  NWI4.   N1.2SW14.   and  SEU 
SWI4:  and 

Sec   33,  Lota  5,  6,  and  7,  WViE'i.  and  NW',4 , 
T  28  N    R   22  E  , 

Sec  9,  Lots  3  and  4.  SW'4.  and  W'iSE'4; 

Sec   28.  Nij  and  SEV4; 

Sec  29,  KEI4,  N'jNWH.  and  SEi4NE%; 

Sec   30.  W'jSWU  andSE'4SWi4: 

Sec    31,   NW!4NE'4.   Ni'2NWi4,   and  SW'4 
SW'4: 

Sec.  32,  NEI4;  and 

Sec.  33,  Air. 
T.  29  N..  R   22  E  . 

Sec    28,  Lots  7  and  8,  E'/2SWi4.  and  SE14: 
and 

Sec   33.  NW'jNEU- 
T   28  N.,  R   23  E  . 

Sec   18.  Lots  3  and  4  and  E'/jSW'^;  and 

Sec   20.  SE'4NW''4. 
T.  31  N..  R.  24  E  . 

Sec   10,  SE14SE14. 

The  areas  described  aggregate  25,530.10 
acres. 

Edwin  Zaidlicz, 
State  Director. 
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|M  067221] 

MONTANA 

Opportunity  for  Public  Hearing  and  Repub- 
lication of  Notice  of  Proposed  With- 
drawal 

JtJNE  2.  1977 

The  Department  of  Agriculture  filed 
application.  Serial  No.  M  067221.  on  Sep- 
tember 9.  1964,  for  a  withdrawal  in  rela- 
tion to  the  following  described  lands: 

Principal  Meridian,  Montana 

KOOTENAI    national    FOREST 

Paul  Bunyan  Recreation  Area 

T.  29  N..  R.  30  W.. 

Sec.   30,  W!jWi2SWi4SEi4,  E^SE^SW'i, 
EijSWi4SE'4SWi4,  and  SE  14 NE '^4 SW ' , 
Total  area  45  acres. 

Ross  Creek  Recreation  Area 

(Unsurveyed.  but  when  surveyed  will 
probably  be: ) 

T.  28  N  .  R   34  W. 

Sec   12.  SI2NEI4NEV4. 
Total  area  20  acres. 

Howard  Lake  Recreation  Area 


but     when     surveyed     will 


( Unsurveyed, 
probably  be : ) 

T  27  N  .  R  31  W.. 

Sec.  13.  that  part  of:  SW'4NEi4NEi4.  SE'4 

NWi4NE'4.  and  SE'4NE'4,  lying  north 

of  Howard  Lake. 
Total  area  35  acres,  more  or  less 

Rock  Lake  Recreation  Area 

T  35  N  .  R.  26  W.. 

Sec.  6.  Lot  6,  E'iSEUNW'i   and  W'^SWU 
NEI4  lying  west  and  north  of  Bock  Lake 
Total  area  78.61  acres. 


T^mberlane  Recreation  Area 

T.  32  N    R   31  W.. 

Sec      35.     Wi.iSWi4NWi4SEi4.     SE'4NE-.. 
SW14,      NE'4SEi4SWV4.      Ei;iNWi4SE>I 
SW '4  ,  and  E  • ;  S W  -  KE  '4  SW  1,4  . 
Total  area  35  acres,  more  or  less. 

Camp  32  Recreation  Area 

T  36  N  .  R   28  W.. 

Sec    35.  Si2l'rwi4SW>4  and  N'2NEi.4SW»4 

SW'4 
Total  area  25  acres. 

Yaak  Falls  Recreation  Area 

(Unsurveyed.  but  when  surveyed  will 
probably  be: ) 

T.  33  N..  R   33  W.. 

Sec.  9.  WI2NWI4NW1.4. 
Total  area  20  acres 

The  areas  described  aggregate  258.61 
acres  in  Lincoln  County,  Montana. 

The  applicant  desires  that  the  land  be 
reserved  in  connection  with  a  recreation 
activities  program  for  campground  and 
picnic  areas. 

A  notice  of  the  proposed  withdrawal 
was  published  m  the  Fedfral  Recister 
on  September  29.  1964.  Volume  No.  29 
Page  No.  13434.  Etocument  No,  64-9816 

Pursuant  to  section  204' h>  of  the  Fed- 
eral Land  Policy  and  Management  Act 
of  1976.  90  Stat.  2754.  notice  is  hereby 
given  that  an  opportunity  for  a  public 
hearing  is  afforded  in  connection  with 
the  pending  withdrawal  application.  All 
interested  persons  who  desire  to  be  heard 
on  the  proposed  withdrawal  must  file  a 
written  request  for  a  hearing  with  the 
State  Director.  Bureau  of  Land  Manage- 
ment. P.O.  Box  30157.  BiUings.  Montana 
59107,  on  or  before  July  12.  1977  Notice 
of  the  public  hearing  will  be  published 
m  the  Federal  Register,  giving  the  time 
and  place  of  such  hearing  The  hearing 
will  be  scheduled  and  conducted  m  ac- 
cordance with  BLM  Manual  Sec  2351.16 
B.  All  previous  comments  submitted  in 
connection  with  the  withdrawal  applica- 
tion have  been  included  in  the  record  and 
will  be  considered  in  making  a  final  de- 
termination on  the  application. 

In  lieu  of  or  in  addition  to  attendance 
at  a  scheduled  public  hearing,  written 
comments  or  objections  to  the  pending 
withdrawal  application  may  be  filed  with 
the  undersigned  authorized  officer  of  the 
Bureau  of  Land  Management  on  or  be- 
fore July  12,  1977. 

The  above  described  lands  are  tem- 
porarily segregated  from  the  operation  of 
the  public  land  laws,  including  the  min- 
ing laws,  to  the  extent  that  the  with- 
drawal applied  for.  if  and  when  effected, 
would  prevent  any  form  of  disposal  or 
appropriation  under  such  laws  Current 
administrative  jurisdiction  over  the  .seg- 
regated lands  will  not  be  affected  by  the 
temporary  segregation.  In  accordance 
with  section  204(g>  of  the  Federal  Land 
Policy  and  Management  Act  of  1976  the 
segregative  effect  of  the  pending  with- 
drawal application  will  terminate  on  Oc- 
tober 20,  1991.  unless  sooner  terminated 
by  action  of  tl\e  Secretary  of  the  In- 
terior. 


All  communications  (except  for  public 
hearing  requests'  in  connection  with  the 
pending  withdrawal  application  should 
be  addressed  to  the  Chief.  Branch  of 
Lands  and  Minerals  Operations,  Bureau 
of  Land  Management.  Department  of  the 
Interior,  P.O.  Box  30157.  Billings.  Mon- 
tana 59107. 

Roland  F.  Lee. 
Chief.  Branch  of  Lands  and 

Minerals  Operations. 

|PRDoc.77-16320  Piled  6-8-77:8:45  am) 


I NM  30740) 
NEW   MEXICO 

Apphcation 

May  31.  1977. 

Notice  is  hereby  given  that,  pursuant  to 
Section  28  of  the  Mineral  Leasing  Act  of 
1920  '30  use.  185).  as  amended  by  the 
Act  of  November  16.  1973  <87  Stat.  576), 
Continental  Oil  Company  has  applied  for 
one  4-inch  natural  gas  pipeline  right-of- 
way  across  the  following  land: 

New  Mexico  Principal  Meridan.  New  Mzxico 
T   17  S  .R.  32  E  . 

Sec.  15,  Ei'iSWi4  andSW'4SEi4. 

This  pipeline  will  convey  natural  gas 
across  0  32  miles  of  national  resource 
land  in  Lea  County.  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so.  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager. Bureau  of  Land  Management.  P.O. 
Box  1397.  Roswell.  New  Mexico  88201. 

FredE.  Padilla. 
Chief,  Branch  of  Lands  and 

Minerals  Operations. 

(FR  Doc.77-16317  Filed  6-8-77:8:45  am] 


'NM  307431 

NEW   MEXICO 

Application 

May  31.  1977. 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  '30  U.S.C.  185'.  as  amended  by 
the  Act  of  November  16.  1973  <87  Stat. 
576  I .  El  Paso  Natural  Gas  Company  has 
applied  for  one  4 '2-inch  natural  gas 
pil>eline  right-of-way  across  the  follow- 
ing land: 

New  Mexico  Principal  Meridlan.  New 

Mexico  ^ 

T  30  N    R.  9  W  . 

Sec   4',  Si2NE'4  and  NWI4SEV4- 

This  pipeline  will  convey  natural  gas 
across  0.392  miles-  of  national  resource 
land  in  San  Juan  County.  New  Mexico 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding  with   consideration  of  whether 
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the  application  should  be  approved,  and 
if  so  under  what  terms  and  conditions 

Interested  i>ersons  desinnt:  to  express 
their  views  should  promptly  send  their 
names  and  address  to  the  District  Man- 
ais'er  Bureau  of  Land  Management.  P  O. 
Box    6770.     Albuquerque.     New    Mexico 

87107. 

Fred  E.  Padilla. 

Chief.  Branch  of  Lands  and 

Minerals  Operations. 

|FR  Doc  77-16318   Filed   6  8-77:8:45  am] 


!NM   30741  ! 

NEW   MEXICO 
Application 

June  2,  1977. 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing 
Art  of  1920  '30  U.S.C  185'.  as  amended 
by  the  Act  of  November  16,  1973  i  87  Stat. 
576'.  Northwest  Pipeline  Corporation 
has  applied  for  two  4' 2-inch  natural  gas 
pipeline  rights-of-way  across  the  follow- 
ing land: 

New  Mbxico  Principal  Meridian,  New 
Mexico 

T  32  N  ,  R   11  W  . 

Sec  9,  lot  4  and  S'^SE%. 

These  pipelines  will  convey  natural 
gas  across  0.128  miles  of  national  re- 
source land  in  San  Juan  County.  New 
Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so.  under  what  terms  and  conditions 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager. Bureau  of  Land  Management.  P  O. 
Box  6770,  Albuquerque,  New  Mexico 
87107. 

Fred  E   Padilla, 
Chief.  Branch  of  Lands  and 

Minerals  Operations. 

|PRDoc.77-16321  Filed  6-8-77.8  45  am) 


NOTICES 

lands  in  San  Juan  County.  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so.  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  news  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager Bureau  of  Land  Management,  P.O. 
Box    6770,    Albuquerque,    New    Mexico 

87107. 

Fred  E.  Padilla, 
Chief,  Branch  of  Lands  and 
Minerals  Operaticms. 

[FR  Doc.77-16322  Filed  6-8-77:8:45  am] 


INM  30742] 

NEW  MEXICO 

Application 

Junk  2,  1977. 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  MineraJ  Leasing  Act 
of  1920  <30  use  185'.  as  amended  by 
the  Act  of  November  16.  1973  i87  Stat 
576'.  El  Paso  Natual  Gas  Company  ha.s 
•  applied  for  one  4 '  2  -ii^ch  natural  gas  pipe- 
line right-of-way  across  the  following 
lands; 

Kbw  Mexico  Principai.  Meridia.v,  Nrw  Mexico 

T   32  N  .  R    10  W  . 

Sec   30,  lot  17. 
T  32  N  ,  R.  11  W, 

Sec.  25.  E'^SKi/4 

This  pipeline  will  convey  natural  gas 
across  0  353  miles,  of  national  resource 


IN-169491 
NEVADA 


Proposed   Withdrawal   and   Reservation   of 
Land 

The  Bureau  of  Indian  Affairs,  Depart- 
ment of  the  Interior,  on  May  5,  1977,  filed 
application.  Serial  No.  N-16949,  for  the 
withdrawal,  in  aid  of  legislation,  of  the 
following  land  from  .settlement,  sale,  lo- 
cation, or  entry,  under  all  of  the  general 
land  laws,  including  the  mining  and  min- 
eral leasing  laws,  subject  to  valid  existing 

rights: 

Mount  Diablo  Meridian 

T   37  N  .  R   62  E., 

Sec   4,  Ni^SW'4,  containing  80  acres. 

This  land  is  to  provide  a  land  base  for 
the  Wells  Indian  Community  of  the  Te- 
Moak  Bands  of  Western  Shoshone  Indi- 
ans, so  that  improvement  of  their  hous- 
ing and  general  living  standards  can  be 
effected. 

For  a  period  of  45  days  from  the  date 
of  publication  of  this  notice,  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
authorized  officer  of  the  Bureau  of  Land 
Management  Pursuant  to  section  204(h) 
of  the  Federal  Land  Policy  and  Manage- 
ment Act  of  1976.  notice  is  hereby  given 
that  an  opportunity  for  a  public  hearing 
is  afforded  in  connection  with  the  pro- 
posed withdrawal.  All  interested  persons 
who  desire  to  be  heard  on  the  proposed 
withdrawal  must  submit  a  written  re- 
quest for  a  hearing  to  the  State  Director, 
Bureau  of  Land  Management.  300  Booth 
St..  Fieno.  NV  89509,  on  or  before  July  15, 
1977  Notice  of  the  public  hearing  will  be 
published  in  the  Federal  Register  giving 
the  time  and  place  of  srich  hearing.  The 
public  hearing  will  be  scheduled  and 
conducted  in  accordance  with  BLM 
Manual,  Sec.  2351. 16B.    - 

The  Department  of  the  Interior's  reg- 
ulations provide  that  the  authorzled  of- 
fier  of  the  BLM  will  undertake  such  in- 
vestigations as  are  necessary  to  deter- 
mine the  existing  and  potential  demands 
for  the  lands  and  their  resources.  He  will 
also  undertake  negotiations  with  the  ap- 
plicant agency  with  the  view  of  assur- 
ing that  the  area  sought  is  the  minimum 
essential  to  meet  the  applicant's  needs. 


providing  for  the  maximum  concurrent 
utilization    of    the    lands    for   purposes 
other  than  the  applicant's  and  reaching 
agreement  on  the  concurrent  manage- 
ment of  the  lands  and  their  resources. 
The  authorized  officer  will  also  prepare 
a  report  for  coi^sideration  by  the  Sec- 
retary of  the  Interior  who  will  deter- 
mine whether  or  not  the  lands  will  be 
withdrawn   and   reserved    as    requested 
by  the  applicant  agency.  The  determina- 
tion of  the  Secretary  on  the  application 
will  be  published  in  the  Federal  Reg- 
ister.   The    Secretary's    determination 
shall,  in  a  proper  case,  be  subject  to  the 
provisions  of  section  204<c»  of  the  Fed- 
eral Land  Policy  and  Management  Act 
of   1976.  90  Stat    2752    The  above  des- 
cribed lands  are  temporarily  segregated 
from  the  operation  of  the  public  land 
laws,  including  the  mining  and  mineral 
leasing  laws,  to  the  extent  that  the  with- 
drawal applied  for,  if  and  when  affected, 
would  prevent  anv  form  of  disposal  or 
appropriation  under  such  laws.  Current 
administrative  jurisdiction  over  the  seg- 
regated lands  will  not  be  affected  by  the 
temporarv  segregation    The  segregative 
effect  of  this  proposed  withdrawal  shall 
terminate  2  years  from  the  date  of  pub- 
lication in  the  Federal  Register,  unless 
sooner  terminated  by  action  of  the  Sec- 
retary of  the  Interior. 

Wm  J.  Malencik. 
Chid.  Division  of 
Technical  Services. 

[PR  Doc  77-16234  Filed  6-8-77:8:45  ami 

INTERNATIONAL  TRADE 
COMMISSION 


(AA1921-1671 

PRESSURE   SENSITIVE   PLASTIC  TAPE 
FROM    ITALY 

Investigation  and   Hearing 

Having  received  advice  from  the  De- 
partment of  the  Treasury  on  May  31, 
1977.  that  pressure  sensitive  plnstic  tape 
of  more  than  one  and  ^b's  inches  in 
width  and  not  exceeding  4  mils  in  thick- 
ness from  Italy  is  being,  or  is  likely  to  be. 
sold  at  less  than  fair  value,  the  United 
States  International  Trade  Commission 
on  June  3,  1977,  instituted  investigation 
No.  AA1921-167  under  section  201(ai  of 
the  Antidumping  Act.  1921,  as  amended 
(19  U.S.C.  160<aM.  to  determine 
whether  an  industry  in  the  United 
States  is  being  or  is  likelv  to  be  injured, 
or  is  prevented  from  being  established, 
by  reason  of  the  importation  of  such 
merchandise  into  tlic  United  States. 

Hearing.  A  public  hearing  in  connec- 
tion with  the  investigation  will  be  held 
in  Washington,  D.C.  at  a  place  to  be  an- 
nounced later,  beginning  at  10  a.m.. 
e.d.t.,  on  Tuesday,  July  26,  1977.  All  par- 
ties shall  there  and  then  have  the  right 
to  appear  by  counsel  or  in  person,  to 
present  evidence,  and  to  be  heard.  Re- 
quests to  appear  at  the  public  hearing, 
or  to  inter\'ene  under  the  provisions  of 
section  201id'  of  the  Antidumping  Act. 
1921  (19  use.  160id'>.  shall  be  filed 
with  the  Secretary  of  the  Commission, 
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in  writing,  not  later  than  noon.  Thurs- 
day, July  21.  1977. 

By  order  of  the  Commission. 

Issued:  June  6,  1977. 

Kenneth  R.  Mason. 
Secretary. 

(FR  Doc. 77-16370  Filed  6-8-77:8:45  ami 


[332-82] 

PROBABLE  DOMESTIC  IMPACT  OF  CHANG- 
ING FROM  THE  CURRENT  "CHIEF 
VALUE"  METHOD  OF  CLASSIFYING  TEX- 
TILE IMPORTS  TO  A  "CHIEF  WEIGHT' 
METHOD  FOR  CLASSIFYING  SUCH 
IMPORTS 

Change   in   Location   of  Washington,    D.C. 
Hearing 

The  location  of  the  public  hearing 
scheduled  for  Wa.shington,  DC.  on 
June  7,  1977,  at  10:00  am.,  ed.t.,  has 
been  changed.  The  hearing  will  be  held 
in  the  Commission's  Hearing  Room. 
United  States  International  Trade  Com- 
mission Building,  701  E  Street,  NW.. 
Washington.  DC  rather  than  in  the 
location  which  was  announced  in  the 
Notice  of  Time  and  Place  of  Upcoming 
Hearngs  in  New  York.  Los  Angeles,  and 
Washington.  DC,  issued  on  April  28, 
1977,  and  published  in  the  Federal  Reg- 
ister on  May  3,  1977  (42  FR  22427  • . 

By  order  of  the  Commission. 

Issued:  Jime  6, 1977. 

Kenneth  R.  Mason, 
Secretary. 

(FR  Doc  77-16371  Filed  e-8-77;8:45  am] 

DEPARTMENT  OF  JUSTICE 

Drug  Enforcement  Administration 

MANUFACTURE   OF  CONTROLLED 
SUBSTANCES 

Application 

Section  303  la  m  l »  of  the  Comprehen- 
sive Drug  Abuse  Prevention  and  Control 
Act  of  1970  (21  U.S.C.  823iai  'D  1  states: 

"The  Attorney  General  shall  register 
an  applicant  to  manufacture  controlled 
substances  in  schedule  I  or  II  if  he  deter- 
mines that  such  registration  is  consistent 
with  the  public  interest  and  with  United 
States  obligations  under  international 
treaties,  conventions,  or  protocols  In 
effect  on  the  eflfective  date  of  this  part. 
In  determining  the  public  interest,  the 
following  factors  shall  be  considered: 

<1)  Maintenance  of  efTective  controls 
against  diversion  of  p>articular  controlled 
substances  and  any  controlled  substance 
in  schedule  I  or  n  compounded  there- 
from into  other  than  legitimate  medical, 
scientific,  research,  or  industrial  chan- 
nels, by  limiting  the  importation  and 
bulk  manufacture  of  such  controlled  sub- 
stances to  a  number  erf  establishments 
which  can  produce  an  adequate  and  un- 
interrupted supply  of  these  substances 
under  adequately  competitive  conditions 
for  legitimate  medical,  scientific,  re- 
search, and  industrial  purposes:". 

Pursuant  to  Section  1301.43  of  Title  21 
of    the    Code    of    Federal    Regtilations 


iCFR^.  notice  is  hereby  given  that  on 
May  16,  1977.  Wyeth  Laboratories.  Inc  . 
611  E.  Nield  Street.  West  Chester.  Penn- 
sylvania 19380.  made  application  to  the 
Drug  Enforcement  Administration  to  be 
registered  as  a  bulk  manufacturer  of 
pethidine,  a  basic  class  of  controlled 
substance  in  Schedule  11. 

Pursuant  to  Section  301  of  the  Con- 
trolled Substances  Act  <21  U.SC.  821  >, 
and  in  accordance  with  21  CFR  1301.43 
( a  1 .  notice  is  hereby  given  that  the 
above  firm  has  made  application  to  the 
Drug  Enforcement  Administration  to  be 
registered  as  a  bulk  manufacturer  of  the 
basic  class  of  controlled  substance  indi- 
cated, and  Einy  other  such  person,  arid 
any  existing  registered  bulk  manufac- 
turer of  pethidine,  may  file  written  com- 
ments on  or  objectior^s  to  the  issuance 
of  such  registration  and  may,  at  the 
same  time,  file  a  written  request  for  a 
hearing  on  the  application  in  accordance 
with  21  CFR  1301.54  in  such  form  as 
prescribed  by  21  CFR  1316  47.  Such  com- 
ments, objections,  and  requests  for  a 
hearing  may  be  filed  no  later  than  July 
11.  1977. 

Comments  and  objections  may  be  ad- 
dressed to  the  DE.A  Federal  Flegister 
Representative,  Office  of  Chief  Counsel, 
Drug  Enforcement  Administration. 
Room  1203.  1405  Eye  Street  NW.,  Wash- 
ington. DC.  20537. 

Dated:  June  2.  1977. 

Donald  E.  Miller. 
Acting  Deputy  Administrator, 
Drug  Enforcement  Administration. 

[PR  Doc  77-16347  Filed  6-8-77:8:45  am) 

NATIONAL  AERONAUTICS   AND 
SPACE  ADMINISTRATION 

[77-J31 

NASA  RESEARCH  AND  TECHNOLOGY  AD- 
VISORY COUNCIL.  COMMITTEE  ON 
AERONAUTICAL  PROPULSION 


Time 
8  15  am. 


Meeting 

The  N.ASA  Research  and  Technology 
Advisory  Council  Committee  on  .Aero- 
nautical Propulsion  will  meet  on  June 
27,  28.  29.  1977  at  the  Langley  Research 
Center.  Hampton.  Virginia  23665.  The 
meeting  will  be  held  in  Conference  Room 
225,  Building  1219.  The  meeting  will  be 
open  to  the  public  on  a  first -come,  first- 
served  basis,  up  to  the  seatmg  capacity 
of  the  room  which  is  about  35  persons. 
All  visitors  must  report  to  the  Langley 
Research  Center  Receptionist  in  Build- 
ing 1219. 

The  Research  and  Technology  Ad- 
visory Council  Committee  on  Aeronau- 
tical Propulsion  was  established  to  advise 
NASA's  senior  management  in  the  areas 
of  aeronautical  propulsion  research  and 
technology.  The  Committee  studies  is- 
sues, pinpoints  critical  problems,  deter- 
mines gaps  in  needed  technology,  points 
out  desirable  goals  and  objectives,  sum- 
marizes the  state  of  the  art.  assesses  on- 
going work,  and'makes  recommendations 
to  help  NASA  plan  and  carry  out  an  aero- 
nautical propulsion  program  of  greatest 
benefit  to  the  nation. 


9  00  am 


10  15  am 


There  are  13  members  on  the  Aeronau- 
tical Propulsion  Committee  Tlie  current 
Chairman  is  Mr.  Morris  A.  Zipkin. 

The  following  list  sets  forth  the  ap- 
proved agenda  and  schedule  for  the 
meeting  For  further  information,  plea.se 
contact  Mr.  Harry  W.  Johnson.  NAS.A 
Headquarters.  Washington.  DC.  .Area 
Code  202-755-3003. 

JvrSK    27,     1B77 

Topic 

Introductory  Remarks  by 
Center  Director.  Committee 
Chairman,  and  EStecutlve 
Secretary.  (Purpose:  To  re- 
view agenda,  state  actions 
of  last  Research  and  Tech- 
nology Advisory  Council 
meeting,  review  NASA  re- 
sponse to  recommendations, 
and  summarize  NASA  or- 
ganizational, programmatic 
and  budgetary  status  perti- 
nent to  committee  areas  of 
Interest.) 

Center  Highlight  Reports. 
(Purpose:  To  present  brief 
summaries  of  the  most  im- 
portant accomplishments  In 
aeronautical  propulsion 

programs  by  V.\e  Lewis. 
Langley.  Ames,  and  Dryden 
Rese.irch  Centers  and  the 
Jet  Propulsion  Laboratory 
since  the  last  Committee 
meeting  ) 

Reports  on  Workshops  and 
Conferences.  (Purpose:  To 
summarize  the  results  of 
recent  workshops  and  con- 
ferences related  to  aeronau- 
tical propulsion.  Including 
Fuels.  Engine  Rotor  Fail- 
ures. Emissions.  Jet  Noise. 
Centrifugal  Compressors. 
Vertical 'Short  Take-off  and 
Landing  Technology  ) 

Report  on  Titanium  Fire  Re- 
search. (PurfX)se:  To  re- 
view NASA  and  Department 
of  Defense  activities  in  ti- 
tanium combustion  re- 
search and  technology  pes- 
ttcularly  as  related  to  gas 
turbine  engines  1 

Aeronautical  Program  Plan- 
ning Discussion.  (Purpose: 
To  review  recent  evaluation 
and  planning  activities  in 
the  aeronautics  research 
and  development  program, 
to  provide  basis  for  Com- 
mittee assessment  of  pro- 
pulsion program  objectives, 
emphasis  and  balance.) 

JCKE  28.   1977 

Hypersonic  Propulsion  Pro- 
grams and  Requirements 
(Purpose:  To  review  ongo- 
ing and  planned  activities 
In  hypersonic  ramjet  pro- 
pulsion research  and  tech- 
nology, and  discuss  ob- 
jectives, priorities  and 
timeliness. 1 

Supersonic  Propulsion  Pro- 
grams and  Requirements 
(Purpose:  To  review  ongo- 
ing and  planned  activities 
in  supersonic  propulsion 
research  and  technology. 
and  discuss  objectives,  pri- 
orities and  timeliness  ) 


1  00  p  m. 


1  45  pm 


8.15  am... 


iO:IO  ajm... 
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100  pm... 


3  15  p.m.-- 


Computatlonal  Techniques 
(Purpose  To  review  status 
of  available  computational 
technlqueb  for  external  ar.d 
Internal  aerodynamic  anal- 
ysis and  design,  and  as.sess 
proposed  new  initiatives  in 
this  area  for  propulsion- 
related  objectives  ) 

Committee  Discussion.  (Pur- 
pose- To  permit  further  In- 
quiries and  elaboration  of 
the  major  dl.scussion  topics. 
Including  an  optional  sub- 
division of  the  Committee 
into  smaller  working  groups 
on  selected  area.s  for  more 
extensive  discussion  of 
questions  and  development 
of  Issues  and  recommenda- 
tions ) 

June  29.   1977 

8  15  a.in Committee     Discussion     and 

Recommendations.  (Pur- 
pose To  continue  discus- 
sion of  major  proftram  ele- 
ments, hear  working  group 
reports,  consolidate  views, 
develop  statements  of  Is- 
sues and  recommendations 
to  transmit  to  the  NASA 
Research  and  Technology 
Advisory  Council,  and  to 
plan  future  committee  ac- 
tivities and  next  meeting  ) 

12  00  Noon-      Adjournment 

June  2,  1977. 

Kenneth  R.  Chapman. 

As!^istant  Administrator  for 
DOD  and  Interagency  Affairs, 
National  Aeronautics  and 
Space    Administration. 

[PR  Doc  77-16233  Piled  6-8-77:8-45  am) 

NATIONAL   SCIENCE    FOUNDATION 

AD  HOC  ADVISORY  PANEL  FOR  THE  VERY 
LARGE   ARRAY 

Meeting 

In  accordance  with  the  Federal  Ad- 
visor>'  Committee  Act,  Pub.  L.  92-463. 
the  National  Science  Foundation  an- 
nounces the  following  meeting: 

Name ;  Ad  Hoc  Advisory  Panel  for  the  Very 
Large  Array 

Date  and  time    June  27.  1977 — 9  30  am. 

Place:  Room  642,  National  Science  Founda- 
tion, 1800  O  Street  NW ,  Washington.  DC 
20550 

Type  of  meeting:  Open. 

Contact  person:  Mr  Claud  Kellett,  Eexec- 
utive  Secretary.  Ad  Hoc  Advi.sory  Panel  for 
the  Very  Large  Array.  Rooin  618.  National 
Science  Foundation.  Washington.  DC  20550, 
Telephone  202-632  7340  Anyone  who  plans 
to  attend  should  notify  Mr.  Kellett  prior  to 
the  meeting 

Summary  minutes  May  be  obtained  from 
the  Committee  Management  Coordination 
Staff.  Room  248.  National  Science  Founda- 
tion. Wa.shlngton    DC    20550 

Purpose  of  panel:  To  advise  the  Director 
of  the  National  Science  Foundation  concern- 
ing the  management  and  future  planning  of 
the  Very  Large  Array  Program  of  the  Na- 
tional Radio  Astronomy  Observatory 

Agenda  9  30 — Review  Reports  and  Rec- 
ommendations of  Committee  on  Science  and 
Technology  of  US  House  of  Representa- 
tives     10:30 — Break      10:40 — Discussion     of 


NOTICES 

VLA  Computer  Hardware  and  Software 
Statim  and  Plan.  Noon— Recess.  1:30— In- 
vited Discussion  by  Potential  VLA  Users  of 
long-range  Planning  Requirements.  3 ;  l&— 
Contractor  Presentation  of  In-House  Quality 
Assurance  Program  for  Electronics.  3— Break. 
3  15— Additional  Long-range  Planning  Pres- 
entations. 4:30 — Adjourn. 

M.  Rebecca  Winkler, 

Acting  Committee 
Management  Officer. 

June  6,  1977. 

|FR  Doc.77- 16247  Filed  6-a-77;8:45  am] 


INTERNATIONAL   DECADE   OF   OCEAN 
EXPLORATION  PROPOSAL  REVIEW  PANEL 

Meeting 

In  accordance  with  the  Federal  Advis- 
or>'  Act.  as  amended.  Pub.  L.  92-463.  the 
National  Science  Foundation  announces 
the  following  meeting: 

Name:  Proposal  R«vlew  Panel  for  the  Of- 
fice for  the  International  Decade  of  Ocean 
Exploration.  Ad  Hoc  Subpanel  for  the  CU- 
MAF  Project. 

Date  and  time:  June  27-28.  1977—9  a.m. 
to  5  p  m   each  day. 

Place:  Lamont-Hall.  Lamont-Doherty  Ge- 
ological Ob.servatory.  Palisades,  New  Yorlc 
10964. 

Type  of  meeting;  Closed. 

Contact  person:  Mr.  Feenan  D.  Jennings, 
Head.  Office  for  the  International  Decade  of 
Ocean  Exploration.  Room  605,  National  Sci- 
ence Foundation.  Washington  DC.  20550. 
telephone  202-632-7356. 

Purpose  of  panel  To  provide  the  IDOE 
Proposal  Review  Panel  members  with  addi- 
tional expertise  in  the  review  and  evaluation 
of  proposals  relating  to  oceanographlc  re- 
search related  to  Climate:  Long-range  in- 
vestigations, mapping,  and  prediction  (CLI- 
MAP) . 

Agenda:  Detailed  review  and  evaluation  of 
renewal  proposals  for  support  of  the  CLIMAP 
Project. 

Reason  for  closing:  The  proposals  t>eing 
reviewed  included  information  of  a  proprie- 
tary or  confidential  nature.  Including  tech- 
nical information;  financial  data,  such  as 
salaries;  and  personal  Information  concern- 
ing individuals  associated  with  the  propos- 
als. These  matters  are  within  exemptions 
(4)  and  (6)  of  5  U.S.C.  582b(c).  Government 
In  the  Sunshine  Act 

Authority  to  close  meeting:  This  determi- 
nation was  made  by  the  Committee  Manage- 
ment Officer  pursuant  to  provisions  of  Sec- 
tion 10(d)  of  Pub.  L.  92-463.  The  Committee 
Management  Officer  was  delegated  the  au- 
thority to  make  such  determinations  by  the 
Acting  Director,  NSF,  on  February  18.  1977. 

M    Rebecca  Winkler, 

Acting  Committee 
Management  Officer. 
June  6,  1977. 
IFR  Doc.77-ie248  Piled  6-8-77:8:45  ami 


NUCLEAR   REGULATORY 
COMMISSION 

ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS 

Meeting 

The  meeting  notice  for  the  subject 
meeting  to  be  held  on  June  9-11,  1977 
I  published  on  May  23.  1977— Federal 
REGISTER  Volume  42,  No.  99)   is  revised 


as  detailed  below.  This  revision  involves 
the  rescheduling  of  the  ACRS  meeting 
with  the  NRC  Commissioners  from  the 
afternoon  session  (1:30  PM.-2  30  P.M.) 
of  Jime  10,  1977  to  the  morning  session 
(10:30  A.M.-11:30  AM  )  and  related  re- 
arrangement of  previously  scheduled 
items. 

Friday,  Jitne  10, 1977 

8:30  A.M.-9:15  A.M.:  Executive  Ses- 
sion (Closed) — The  Committee  will  pre- 
pare a  letter  to  the  Commonwealth  of 
Pennsylvania  regarding  the  Shipping- 
port  Atomic  Power  Station.  The  Com- 
mittee will  hear  and  discuss  comments 
by  ACRS  members  regardii:ig  information 
provided  in  corilidence  by  a  foreign  gov- 
ernment. 

9:15  A.M.-10:00  AM  :  Executive  Ses- 
sion (Open) — The  Committee  will  hear 
and  discuss  the  reports  of  ACRS  Sub- 
committees and  Working  Groups  regard- 
ing various  generic  matters  including: 

Fluid-hydraulic  dynamic  forces  in  pri- 
mary and  secondary  systems. 

Reactor  fuel  performance  and  surveil- 
lance. 

Review  of  Reactor  Safety  Research 
Programs 

10:00  AM -11  00  AM  :  Meeting  with 
NRC  Commissioners  (O'^en)— The  Com- 
mittee will  discu<«  with  the  Commi.'^slon- 
ers  a  periodic  report  by  the  ACRS  re- 
garding regiilatory  matters  which  should 
be  brought  to  the  attention  of  the  Com- 
missioners. 

11:00  A.M.-1:00  P.M.  and  2:00  P  M- 
2:45  P.M.:  Meeting  with  NRC  Staff 
(Ocen> — The  Committer  will  hear  pres- 
entations and  hold  discussions  with 
members  of  the  NRC  Staff  regarding  re- 
cent operating  experience  at  nuclear  fa- 
cilities, recent  licensing  actions,  generic 
matters  related  to  reactor  licensing  and 
the  future  schedule  for  ACRS  activities. 
This  discussion  wiU  include: 

Status  of  consti-uction  at   the  North 

Ana  Nuclear  Power  Station  Units  1  and  2. 

Equipment  performance  at  the  Rancho 

Seco  and  Beaver  Valley  nuclear  plants. 

Reclassification    of    the    turbine    trip 

without  bypass  transient. 

Seismic  investigations  at  the  San 
Onofre  and  Nine  Mile  Point  nuclear 
plants 

2:45  P.M.-4:30  PM  Executive  Ses- 
sion (Open' — The  Committee  will  pre- 
pare its  report  to  the  NRC  on  the  Zion 
Station  Units  1  and  2  The  Committee 
will  also  discuss  proposed  comments  re- 
garding NRC  General  Design  Criterion 
No.  19 

4:30  PM.-6:30  PM  :  Executive  Ses- 
sian  (Open/Cloeedi  —  The  Committee 
will  meet  in  closed  session  to  prepare  a 
letter  to  the  Commonwealth  of  Penn- 
sylvania regarding  the  Shippingport 
Atomic  Power  Station.  In  the  event  a  re- 
port to  NRC  is  required  on  this  project 
it  will  be  prepared  m  open  session. 

I  have  determined  that  in  accordance 
with  Subsection  10<d>  of  Public  Law  92- 
463  that  it  is  necessary  to  close  the  por- 
tion of  the  meeting  at  which  the  ACRS 
will  discuss  the  proposed  legislation  and 
formulate  its  comments  thereon  to  avoid 
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premature  disclosure  of  information 
which  would  significantly  frustrate  pro- 
posed Committee  agency  action  i5 
U.S.C.  552b.(c)  <9)  (B>  ).  Separation  of 
factual  information  and  information 
considered  exempt  from  discldsure  under 
Exemption  (9mB»  during  this  portion  of 
the  meeting  is  not  considered  practical. 

Dated:  June 3, 1977. 

John  C   Hoyle, 

Advisory  Committee 
Management  Officer. 

(PR  Doc.77-16111   Filed  6-8-77:8  45  am] 


[Docket  No.  60-551 :  License  No  XR-llO] 

GENERAL  ELECTRIC  CO. 

Issuance  of  License 

Please  take  notice  that  no  request  for 
a  hearing  or  a  petition  for  leave  to  in- 
tervene having  been  filed  following  pub- 
lication of  notice  of  proposed  action  in 
the  Federal  Register  on  November  24. 
1975  (Page  54476)  and  the  Nuclear  Reg- 
lilatory  Commission  having  foimd  that: 

(at  The  application  filed  by  General 
Electric  Company.  Docket  Number  50- 
551,  complies  with  the  requirements  of 
the  Act,  and  the  Commission's  regula- 
tions set  forth  in  Title  10,  Chapter  I.  Code 
of  Federal  Regulations,  and 

(b)  The  reactors  proposed  to  be  ex- 
ported are  utilization  facilities  as  de- 
fined in  said  Act  and  regulations. 

the  Commission  has  issued  License  No. 
XR-UO  to  General  Electric  Company. 
San  Jose.  California,  authorizing  the  ex- 
port of  two  power  reactors  with  a  thermal 
power  level  of  2894  megawatts  each  to 
Central  Nuclear  De  Valdecaballeros.  Ma- 
drid. Spain. 

These  reactors  to  Spain  are  within  the 
purview  of  the  Agreement  for  Coopera- 
tion Between  the  Government  of  the 
United  States  of  America  and  the  Grov- 
emment  of  Spain. 

Dated  at  Bethesda,  Maryland  this  27th 
day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Michael  A.  Gtjhin, 
Assistant  Director,  Export  Im- 
port and  International  Safe- 
guards, Office  of  International 
Program . 

(FRDoc.77-161 14  Piled  ft-«-77;8  45  am| 


(Docket  Nos.  50-510  and  50-511) 

GULF  STATES  UTILITIES  CO.  BLUE  HILLS 
STATION,   UNIT  NOS.    1   AND  2 

Availability  of  Draft  Environmental  State- 
ment and  Notice  of  Docketing  of  Appli- 
cant's Environmental  Report,  Relating  to 
Early  Site  Review 

Pursuant  to  the  National  Environ- 
mental Policy  Act  of  1969  and  the  Unit- 
ed States  Nuclear  Regulatory  Commis- 
sion's regulations  in  10  CFR  Part  51.  no- 
tice is  hereby  given  that  a  Draft  Envi- 
ronmental Statement  (NUREG-0276> 
prepared  by  the  Commission's  Office  of 
Nuclear  Reactor  Regulation  related  to 


the  suitability  of  Site  G  proposed  for 
eventual  construction  of  the  Blue  Hills 
Station.  Unit  Nos.  1  and  2  m  Newton 
County,  Texas  is  available  for  inspection 
by  the  public  in  the  Commissions  Public 
Document  Room  at  1717  H  Street,  NW  . 
Washington.  DC.  and  in  the  Newton 
County  Public  Llbrarj-.  Newton,  Texas 
77034  The  Draft  Statement  is  also  being 
made  available  at  the  Deep  East  Texas 
Development  Council,  272  E  Lamar 
Street,  Jasper.  Texas  75951  Requests  for 
copies  of  the  Draft  Environmental  State- 
ment should  be  addressed  to  the  US. 
Nuclear  Regulatory-  Commission.  Wash- 
ington, DC.  20555.  Attention:  Director, 
EHvision  of  Document  Control. 

The  Applicant's  Environmental  Re- 
port, as  supplemented,  submitted  by  Gulf 
States  Utilities  Company  is  also  avail- 
able for  public  inspection  at  the  above- 
designated  locations.  Notice  of  avail- 
ability of  the  Applicant's  Environmental 
Report  was  published  in  the  Federal 
Register  on  September  20.  1976  '41  FR 
40537). 

On  May  5,  1977,  the  U.S.  Nuclear 
Regulatory  Commission  publL<;hed  in  the 
Federal  Register  <42  FR  22882'  new 
rules  concerning  Early  Site  Reviews  and 
Limited  Work  Authorizations.  However, 
the  applicant's  environmental  report 
was  docketed  for  early  site  review  on 
August  26,  1976  and  its  availability  was 
noticed  in  the  Federal  Register  on 
September  20.  1976  (41  FR  40537^  The 
materials  submitted  at  that  time  did  not 
contain  proposed  findings  on  issues  of 
site  suitability  on  which  the  applicant 
requested  review.  Consequently,  the 
applicant  has  been  notified  that  proposed 
findings  submitted  in  accordance  with  10 
CFR  2.101(a-l)  will  be  required  on  or 
before  August  31.  1977. 

Pursuant  to  10  CFR  Part  51.  interested 
persons  may  submit  comments  on  the 
Draft  Environmental  Statement  for  the 
Commission's  consideration.  Federal, 
State,  and  specified  local  agencies  are 
being  provided  with  copies  of  the  Draft 
Environmental  Statement.  Other  inter- 
ested persons  may  obtain  this  document 
upon  request. 

Federal.  State,  and  specified  local 
agencies  are  requested  to  submit  com- 
ments on  the  continuation  or  the  out- 
come of  this  early  site  review,  and  on  the 
NRC's  Draft  Environmental  Statement. 
Comments  are  aue  by  July  25,  1977. 

Comments  from  Federal,  State,  and 
local  officials,  or  other  persons  received 
by  the  Commission  will  be  made  available 
for  public  inspection  at  the  Newton 
County  Public  Library.  Newton.  Texas 
Upon  consideration  of  comments 
submitted  with  respect  to  the  Draft 
Environmental  Statement,  the  Commis- 
sion's staff  will  prepare  a  Final 
Environmental  Statement,  the  avail- 
ability of  which  will  be  published  in  the 
Federal  Register, 

Comments  on  the  Draft  Environ- 
mental Statement  and  the  Applicant's 
Environmental  Report  from  interested 
persons  of  the  public  should  be  addressed 
to  the  U.S.  Nuclear  Regulatory  Commis- 
sion. Washington.  DC.  20555.  Attention: 


Director,   Division   of   Site   Safety   and 
Environmental  Analysis. 

A  notice  of  Hearing  is  being  published 
■separately  setting  forth  the  radiological 
and  environmental  issues  to  he  con- 
sidered during  the  early  site  review.  A 
date  for  submitting  Petitions  for  Leave 
to  Intervene  will  be  set  forth  in  the 
notice  of  Hearing. 

Dated  at  Rockville.  Marj'land  this  31st 
day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

George  W.  Knighton. 
Chief,    Environmental   Projects 
Branch    1.    LHvision    of    Site 
Safety     and     Environmental 
Analvsis 

|FR  DOC.T7-161 12  Filed  6-&-77;8:45  am] 


REGULATORY   GUIDE 
Issuance  and  Availability 

The  Nuclear  Regulatory  Commission 
has  issued  a  new  guide  in  its  Regulatory 
Guide  Series  This  series  has  been  devel- 
oped to  describe  and  make  available  to 
the  public  methods  acceptable  to  the  NRC 
staff  of  implementing  specific  parts  of 
the  Commission's  regulations  and.  in 
some  cases,  to  delineate  techniques  used 
by  the  staff  in  evaluating  specific  prob- 
lems or  postulated  accidents  and  to  pro- 
vide guidance  to  applicants  concerning 
certain  of  the  information  needed  by  the 
rtaff  in  its  review  of  applications  for  per- 
mits and  licenses. 

Regulatory  Guide  2  5.  "Quality  Assur- 
ance Program  Requirements  for  Research 
Re'ctors."  describes  a  method  acceptable 
to  the  NRC  staff  of  complying  with  the 
Commissions  regulations  with  regard  to 
over  all  quality  assurance  program  re- 
quirements for  research  reactors.  This 
guide  endorses  ANSI  Standard  N402- 
1976.  "Quality  Assurance  Program  Re- 
quirements for  Research  Reactors." 

Comments  and  suggestions  in  cormec- 
tion  with  '  1 »  items  for  inclusion  in 
guides  currently  being  developed  or  (2> 
improvements  in  all  published  guides  are 
encouraged  at  any  time.  F^iblic  comments 
on  Regulatory  Guide  2  5  will,  however, 
be  particularly  useful  in  evaluating  the 
need  for  an  earlj'  revision  if  received  by 
August  5.  1977. 

Comments  should  be  sent  to  the  Secre- 
tar>'  of  the  Commission.  U.S.  Nuclear 
Regulatory  Commission,  Washington. 
DC  20555.  Attention:  IX)cketing  and 
Service  Branch 

Regulatory  guides  are  available  for  in- 
siiection  at  the  Commission's  Public 
Document  Room.  1717  H  Street  NW., 
Washington.  DC.  Requests  for  single 
copies  of  issued  guides  (which  may  be  re- 
produced I  or  for  placement  on  an  auto- 
matic distribution  list  for  single  copies  of 
future  guides  in  specific  divisions  should 
t>e  made  in  writing  to  the  U.S  Nuclear 
regulatory  Commission,  Washington, 
DC.  20555.  Attention:  Director.  Division 
of  Document  Control.  Telephone  requests 
cannot  be  accommodated.  Regulatory 
guides  are  not  copyrighted,  and  Commis- 


FEDERAl   REGISTER,   VOL.   42,    NO.    1  1 1— THURSDAY,   JUNE  9,    1977 


29572 


NOTICES 


sion  aoproval  is  not  required  to  repro- 
duce them. 

(5  use    552(a).) 

Dated  at  Rocitville,  Maryland  this  1st 
day  of  June  1977, 

Robert  B.  Minocue. 

Director, 
Office  of  Standards  Dei-elopment. 

[PR  Do<:.77-iene  piled  6-8-77  8  45  am! 


(Doclcet  No    50-334) 

DUQUESNE  LIGHT  CO  ,  ET  AL..  OHIO  EDI- 
SON COMPANY.  AND  PENNSYLVANIA 
POWER  COMPANY;  (BEAVER  VALLEY 
POWER   STATION,    UNIT    1) 

Reconstitution  of  Board 

Daniel  M.  Head.  Esq..  was  Chairman 
of  the  Atomic  Safety  and  Lioen5ing 
Board  for  the  above  proceeding.  Because 
he  is  tran.sferring  to  another  government 
agency,  Mr  Head  is  unable  to  continue 
his  service  on  thus  Board. 

Accordingly.  Ivan  W.  Smith,  Esq, 
whase  address  is  Atomic  Safety  and  Li- 
cen.sing  Board  Panel.  US  Nuclear  Reg- 
ulatory Commission,  Washington,  D.C. 
20555,  :s  appointed  Chairman  of  this 
Board  Reconstitution  of  the  Board  in 
thLs  manner  is  in  accordance  with  Sec- 
tion 2.721  of  tlie  Commission's  Rules  of 
Practice,  as  amended. 

Dated  at  Bethei>da,  Maryland,  this  2nd 
day  of  June,  1977. 

J\MEs  R.  Yore. 
Cftairmar,  Atomic  Safety  and 

Licensing  Board  Panel. 


'Docket  No    60  564] 


f 


EXXON  NUCLEAR  COMPANY,  INC.  (NU- 
CLEAR FUEL  RECOVERY  AND  RECY- 
CLING  CENTER) 

Assignment  of  Atomic  Safety  and  Licensing 
Appeal  Board 

Notice  Ls  hereby  given  that,  in  accord- 
ance with  the  authority  in  10  CFR  5  2  787 
'a' ,  the  Chairman  of  the  Atomic  Safety 
and  Licensing  Appeal  Panel  has  a^jsigned 
the  following  panel  members  to  serve  as 
the  Atomic  Safety  ajid  Lacensing  Appeal 
Board  for  this  proceeding: 

Jerome  E  Sharfman.  Chairman 
Richard  S    Salznian 
Dr   W   Reed  Johnson 

Dated    June  3.  1977 

Margaret  E  Du  Flo. 
Secretary  to  the  Appeal  Board. 

(FR  Doc  77-16220  F::e<l  6-8-77:8-45  ami 


pany's  appeal  from  the  Licensing  Board's 
order  of  April  5.  1977  granting  certain 
Florida  cities  leave  to  intervene  out  of 
time  and  ordering  an  antitrust  hearing 
be  held  The  argument  will  be  held  in 
the  Commission's  Public  Hearing  Room 
on  the  fifth  floor  of  the  East-West 
Towers  building.  4350  East  West  High- 
way, Bethesda.  Marj'land. 

Having  perused  the  briefs  of  all 
parties,  the  Board  expects  the  inter- 
veners and  the  staff  to  be  prepared  at 
argument  to  discuss,  chapter  and  verse, 
the  applicant's  conduct  and  the  eco- 
nomic circumstances  since  December  28, 
1973.  asserted  to  constitute  the  excuse 
for  the  lute  filing  of  the  petition  to  in- 
tervene Argument  will  be  presented  in 
the  following  order: 

(  I '  Interveners  and  the  staff,  one  and 
one-half  hours  in  total,  to  be  shared 
equally  unless  some  other  division  is 
agreed  upon: 

<2i  The  applicant,  one  and  one-half 
hours 

The  intervenors  and  the  stafT  may  re- 
serve a  portion  of  their  allotted  time  for 
rebuttal;  no  party  need  use  its  entire 
allotment. 

Each  party  shall  provide  the  Secre- 
tary to  this  Board  m  writing  no  later 
than  June  6.  1977,  with  the  name  of 
counsel  who  will  present  argument  in 
its  behalf. 

It  IS  so  ordered. 

For  the  Atomic  Safety  and  Licensing 
Appeal  Board. 

Margaret  E    Du  Flo, 

Secretary  to  the 
Appeal  Board. 

|FR  Etoc  77-16221  Piled  6-8-77-.8:45  am] 


(Docket  No    50-389 A) 

FLORIDA  POWER  &  LIGHT  CO.,  (ST.  LUCIE, 
UNIT   NO.   2) 

Order 

JrNE  2,  1977. 
This  Board  will  hear  oral  argument  at 
9  30  am,   on  Friday.  Jvine   10.   1977  on 
applicant  Florida  Power  &  Light  Com- 


I  Docket  No   P- 636- A  I 

FLORIDA   POWER  &   LIGHT  CO.,    (SOUTH 

DADE   PLANT) 

Reconstitution  of  Board 

Daniel  M.  Head.  Esq..  was  a  member 
of  the  Atomic  Safety  and  Licensing 
Board  for  the  above  proceedmg.  Be- 
cause he  is  transferring  to  another  gov- 
ernment agency.  Mr.  Head  is  unable  to 
continue  his  service  on  this  Board. 

Accordingly,  Robert  M  Lazo,  Esq., 
whose  address  is  Atomic  Safety  and  Li- 
censing Board  Panel.  IJ  S.  Nuclear  Reg- 
ulatory Commission,  Washington,  DC. 
20555,  is  appointed  a  member  of  this 
Board.  Reconstitution  of  the  Board  in 
this  manner  is  in  accordance  with  Sec- 
tion 2.721  of  the  Commission's  rules  of 
practice,  as  amended. 

Dated  at  Bethesda,  Maryland,  this 
2nd  day  of  June,  1977. 

James  R.  Yore, 
Chairman,  Atomic  Safety 
and  Licensing  Board  Panel. 

(FR  Doc.77- 16224  Filed  6  8-77,8:45  am| 


(Docket  No  50-389-A) 
FLORIDA  POWER  &  LIGHT  CO.,  (ST.  LUCIE 

PLArrr,  unit  2) 

Reconstitution  of  Board 

Daniel  M  Head.  E.sq.,  was  a  member 
of  the  Atomic  Safety  and  Licensing 
Board  for  the  above  proceeding.  Because 
he  IS  transferring  to  arwther  govern- 
ment agency.  Mr  Head  is  unable  to  con- 
tinue his  service  on  this  Board 

Accordingly,  Robert  M  Lazo,  Esq., 
whose  address  is  Atomic  Safety  and  Li- 
censing Board  Panel,  US.  Nuclear  Reg- 
ulatorv-  Commission,  Washir^ton,  D.C. 
20555,  IS  appointed  a  member  of  this 
Board  Reconstitution  of  the  Board  in 
this  manner  is  in  accordance  with 
§  2.721  of  the  Commission's  rules  of 
practice,  as  amended. 

Dated  at  Bethesda,  Maryland,  this  2nd 
day  of  June,  1977. 

James  K.  Yore, 
Chairman,  Atomic  Safety 
and  Licensing  Board  Panel. 

!FR   Doc77-16223   Filed  6-8-77;8:45   am] 


POWER    AUTHORITY    OF   THE    STATE    OF 
NEW  YORK 

Joint  Notice  of  Hearing  Schedule 

In  the  matter  of  Power  Authority  of 
the  state  of  New  Yorlc,  i  Greene  County 
Nuclear  Power  Plant  i  :  Docket  No.  50- 
549;  State  of  New  Yoric  Department  of 
Public  Service  Board  on  Electric  Gen- 
eration Siting  and  the  Environment. 

In  the  matter  of  the  application  of  the 
Power  Autiiorlty  of  the  State  of  New 
York  (Greene  County  Nuclear  Generat- 
ing Facility);  Case  80006;  joint  notice 
of  hearing  schedule. 

An  Atomic  Safety  and  Licensing 
Board  of  the  United  States  Nuclear 
Regulatory  ConunissiCHi  (Commission) 
and  a  Presiding  Examiner  and  an  As- 
sociate Examiner  of  the  Board  on  Elec- 
tric Generation  Siting  and  the  Environ- 
ment of  the  State  of  New  York  (Siting 
Board)  will  conduct  joint  hearings  at 
the  times  set  forth  in  the  following 
schedule:  ' 

C  )  July  18  thru  July  22 

(i)  July  25  thru  July  29 

(3)  August  1  thru  Aug\ist  5 

(4)  August  22  thru  August  26 

(5)  August  29  thru  September  2 

(6)  September  26  thru  Septenber  30. 

(7)  October  3  thru  October  7 

(8)  October  25  thru  October  28. 

All  hearings  will  take  place  at  the  of- 
fices of  the  Public  Service  Commission, 
Agency  Buildmg  3.  Empire  State  Plaza, 
Albany.  New  York. 

The  subject  matters,  at  issue,  will  be 
heard  in  the  order  set  out  below : 

( 1 )  Alternative  Sources  of  Power. 

(2)  Alternate  Sites. 

(3)  Geology  and  Seismology. 

(4)  Noise. 


'Hearings  on  Mondays  will  begin  at  1:00 
p.m.  All  other  hearings  wlJl  begin  at  9  30 
a.m. 
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(5)  Engineering  Design  Ctjst  Analysis — 
Engineering  General  and  Cost. 

(6)  Aquatic  Ecology 

(7)  Solid  and  Liquid  'Wastes — Water 
Quality  and  Quantity 

'8i    Terrestrial  Ecology. 

(9)  Meteorology  and  Air  Quallty. 

(10)  Land  Use  and  Aesthetics — Social  and 
Economic  Impacts — Aesthetic  Effects  on  En- 
vironment. 

(11)  Waste  Heat. 

(12)  Need  for  Power  and  Conformance  to 
Long-Rang©  Plan 


(13)  Decommissioning 

(14)  Emergency  Procedures 

(15)  Engineering  and  S.Uety  Design  Con- 
siderations. 

( 16)  Erclnsive  Area 

(17)  Radiological 

(18)  Security  Requirements. 

The  following  schedule  is  adopted  for 
service  of  PASNYs  written  testimony, 
interrogatories,  and  interrogatory  re- 
sponses : 


ficology  ami  seismology ._ June  13    Jaw  27     July    R 

Noise.      - do do Ho. 


EnpneeriiiK  design  cost  analysis— englnpfring  Reneral  and  cost do do. 

Afiuatic  ii?olo(ty do do. 

Solid  snci  linuid  wa.stps— watfr  rjualityand  quantity _ June  27    July     8 

Tfn-f.strial  fcoliiRy „... .- .do do 

Mnrt)roi(jey  and  air  quality.. 7? - .«lo do 

Land  u.v  ajid  ai-.'nhetios— social  and  economic  Impacts— aesthetic  effects  on  envirou-  ...do do 

ment. 

.Mteniativn  uses  of  waste  heal -- .July     8    July  '£2 

Need  (or  iK)wer--con(oriiiaiice  to  loiig-raiige  plan do do 

Deoomn  issionine      July   22    Aug.    J 

Emiruency  procvHiurps - do . — do 

EnKiiifeniiK  salttV  design  conslderatioiis . do do 

Exclusion  an  a -. do do 

Radioingioal...     ._ - do .do 

."v^urity  rerimrements - -do do 


Do. 
Do. 

July    IS 
Do 
Do 
Do. 

Aug.    .i 

Do. 
Aug.  IM 

Do. 

Do. 

Do. 

Do. 

Do. 


All  written  testimony  and  interroga- 
tory responses  are  to  be  signed  by  the 
person  or  persons  who  prepared  them 
and.  where  appropriate,  are  to  be  foot- 
noted to  the  source  upon  which  based 

It  is  so  ordered. 

Dated  at  Bethesda,  Maryland,  this  2nd 
day  of  June,  1977. 

For  the  Atomic  Safety  and  Licensing 
Board 

John  F    Wolf, 

Chairman. 
For  the  New  York  State  Siting  Board. 

Edward  D.  Cohen, 
Presiding  Examiner. 
IFR  Doc  77-16225  Filed  6-8-77  8:45  am) 


(Docket  Nos.  STN  50-556  and  STN  50-557) 

PUBLIC    SERVICE    COMPANY    OF    OKLA 
NOMA,     ASSOCIATED     ELECTRIC     CO- 
OPERATIVE, INC.  AND  V^ESTERN  FARM- 
ERS    ELECTRIC     COOPERATIVE,     INC., 
(BLACK  FOX  STATION,  UNITS  1  AND  2) 

Reconstitution  of  Board 

Daniel  M.  Head.  Esq  ,  was  Chairman 
of  the  Atomic  Safety  and  Liceni;mg 
Board  for  the  above  proceeding.  Because 
he  is  transferring  to  another  government 
agency.  Mi".  Head  is  unable  to  continue 
his  service  on  this  Board 

.Accordingly.  Sheldon  J  Wolfe.  Esq  . 
whose  address  is  Atomic  Safety  and 
Licensing  Board  Panel.  U.S.  Nuclear 
Regulatory  Commission,  Washington, 
D.C.  20555,  is  appointed  Chairman  of 
this  Board.  Reconstitution  of  the  Board 
in  this  manner  is  in  accordance  with  Sec- 
tion 2.721  of  the  Commissions  Rules  of 
Practice,  as  amended. 

Dated  at  Bethesda.  Maryland,  this  2nd 
day  of  June  1977. 

James  R.  Yore, 
Chairman.  Atomic  Safety  and 
Licensing  Board  Panel. 

(PR  Doc77-16226  PUed  6-6-77  8  45  am) 


(Docket  No   50-540:  License  No.  XR-107| 

WESTINGHOUSE    ELECTRIC   CORP. 

Issuance  of  Facility  Export  License 

Please  lake  notice  that  no  request  for 
a  hearing  or  a  petition  for  leave  to  inter- 
vene having  been  filed  following  publica- 
tion oi  notice  of  proposed  action  in  the 
Federal  Register  on  August  4,  1975 
I  Page  32797  '  and  the  Nuclear  Regulatory 
Commission  havmg  found  that: 

tai  The  application  filed  by  Westing- 
house  Electnc  Corporation.  Docket  Nrim- 
ber  50-540,  complies  with  the  require- 
ments of  the  Act.  and  the  Commission's 
regulations  .set  forth  in  Title  10.  Chapter 
I,  Code  of  Federal  Regulations,  and 

ib(  The  reactor  proposed  to  be  ex- 
ported IS  a  utilization  facility  as  defined 
in  said  Act  and  regulations, 

~the  Commission  has  issued  Licease  No 
XR-107  to  Westinghouse  Electric  Cor- 
poration. Pittsburgh.  Pennsylvania,  au- 
thorizing the  export  of  a  power  react.or 
with  a  thermal  power  level  of  1876  mega- 
watts to  Nukleama  Elektrama  Krsko. 
Julija.  Yugoslavia. 

The  export  of  this  reactor  to  Yugo- 
slavia is  within  the  purview  of  an  Agree- 
ment between  the  International  Atomic 
Energy  Agency  and  the  Government  of 
the  Socialist  Federal  Republic  of  Yugo- 
slavia and  IS  subject  to  all  the  terms 
and  conditions  of  the  Agreement  for  Co- 
operation between  the  IAEA  and  the 
United  States 

Dated  at  Bethesda.  Marjland  this  2nd 
day  of  June  1977 

For  the  Nuclear  Regulators-  Commis- 
sion. 

Michael  A    Gltiin, 
Assistant   Director,   Export  Im- 
port and  International  Safe- 
guards. Office  of  International 
Programs. 

jFR  DOC77-16227  Piled  6-6-77:8:46  am] 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS,  SUBCOMMITTEE  ON  THE 
ARKANSAS  NUCLEAR  ONE,  UNIT  2. 
NUCLEAR   POWER    PLANT 

Meeting 

In  accordance  with  the  purposes  of 
Sections  29  and  182b.  of  the  .\tomlc  En- 
ere>-  Act  '42  USC  2039.  2232ibi.  the 
.ACRS  Subcommittee  on  the  Arkansas 
Nuclear  One.  Unit  2.  Nuclear  Power 
Plant  will  hold  an  open  meeting  on  June 
24  1977  at  the  Holiday  Inn  Hichway  7 
and  1-40  Russellville.  ^R  72801  The  pur- 
pose of  this  meeting  Ls  t.o  review  some 
of  the  site-relat<Ki  pfirtions  of  the  ap- 
plication of  the  Arkansas  I^ower  and 
Light  Company  for  a  license  to  op>erate 
the  plant. 

The  agenda  for  subject  meeting  shall 
be  as  follows : 

Friday.  June  24.  1977 

8:30  A.M.  TO  845  A.M 

The  Subcommittee,  with  any  of  its 
consultants  who  may  be  present,  will 
meet  m  Executive  Session  to  exchange 
opinioiis  and  di-cuss  preliminary  views 
and  recommendations  relating  to  the 
aix)ve  evaluation. 

8    45AM    UNTIL  THE  CONCLUSION  OF 
BUSINESS 

The  Subcommitt-ee  will  hear  prc^enta- 
tr.-^ns  by  representatives  of  the  Arkansas 
Power  and  Light  Company,  the  KRC 
Staff,  and  their  con-^ultants.  and  will  hold 
discussions  with  these  groups  pertinent 
to  it.s  review. 

At  th.e  conclusion  of  these  sessions,  the 
Subcommittee  may  caucus  to  determine 
whether  the  matters  identified  in  the  Ex- 
ecutive Session  have  beea  adequately 
covered. 

Practical  considerations  may  dictate 
alterations  in  the  aixive  agenda  or 
schedule  The  Chairman  of  the  Subcom- 
mittee is  empowered  to  conduct  the 
meeting  m  a  manner  that,  m  his  judg- 
ment, will  farilitate  tlie  orderly  con- 
duct of  busuiess.  mcluding  provisions  to 
carry  over  an  incompleted  open  ses- 
sion from  one  day  to  the  next. 

The  Advison,-  Committee  on  Reactor 
Safeguards  is  an  mdependent  group 
estaoiished  by  Congress  to  review  and 
report  on  each  application  for  a  con- 
struction permit  and  on  each  application 
for  an  operating  license  for  a  reactor 
facility  and  on  certain  other  nuclear 
safety  matters  The  Committee's  reports 
become  a  i>art  of  the  public  record.  Al- 
though ACRS  meetings  are  ordinarily 
open  to  the  public  and  provide  for  oral 
or  written  statements  to  be  considered 
as  a  part  of  the  Committer's  informa- 
tion gathering  procedure  concerning  the 
health  and  .safety  of  the  public,  '■-hey 
are  not  ad.iudicatory  type  hearings  such 
as  are  conduct^^  by  tlie  Nuclear  Regu- 
latory Commission's  Atomic  Safety  & 
Licensing  Board  as  part  of  the  Commis- 
sion s  licensing  process.  ACRS  meetings 
do  not  normally  treat  matters  pertaming 
to  environmental  impacts  outside  the 
safety  area. 
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With  respect  to  public  participation 
in  the  open  portion  of  the  meeting,  the 
following  requirements  shall  apply: 

la'  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  may  do 
so  by  providing  15  readily  reproducible 
copies  to  the  Subcommittee  at  the  be- 
ginning of  the  meeting.  Comments 
should  be  limited  to  safety  related  areas 
within  the  Committee's  purview. 

Persons  desiring  to  mail  written  com- 
ments may  do  so  by  sending  a  readily 
reproducible  copy  thereof  in  time  lor 
consideration  at  this  meeting.  Comment^} 
postmarked  no  later  than  June  17,  1977, 
to  Mr  Garv  Quittschreiber.  ACRS,  NRC. 
Washington.  DC  20555.  will  normally  be 
received  in  time  to  be  considered  at 
this  meeting. 

Background  information  concerning 
items  to  be  considered  at  this  meeting 
can  be  found  in  documents  on  file  and 
available  for  public  inspection  at  the 
NRC  Public  Document  Room,  1717  H 
St.,  N.W  .  Washington,  DC  20555.  and  at 
the  Arkansas  Polytechnic  College,  Rus- 
sellville.  AR  72801. 

tb'  Persons  desiring  to  make  an  oral 
statement  at  the  meeting  should  make 
a  written  request  to  do  so.  identifying 
the  topics  and  desired  presentation  time 
so  that  appropriate  arrangements  can 
be  made.  The  Subcommittee  will  re- 
ceive oral  statements  on  topics  relevnnt 
to  Its  purview  at  an  appropriate  time 
chosen  bv  the  Chairman. 

(c  Further  information  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing has  been  cancelled  or  rescheduled, 
the  Chairman's  iniling  on  requests  for 
the  opportunity  to  present  oral  state- 
ments and  the  time  allotted  therefor  can 
be  obtained  by  a  prepaid  telephone  call 
on  June  22.  1977  to  the  Office  of  the  Ex- 
ecutive Director  of  the  Committee  i  tel- 
ephone 202  634-1374,  Attn:  Mr  Gary 
Quittschreiber  I  between  8;  15  a.m.  and 
5:00  p.m.  EDT. 

(d'  Questions  may  be  propounded  only 
by  members  of  the  Subcommittee  and  its 
consultants. 

(ei  The  use  of  still,  motion  picture, 
and  television  cameras,  the  physical  in- 
stallation and  presence  of  which  will  not 
interfere  with  the  conduct  of  the  meet- 
mg.  will  be  permitted  both  before  and 
after  the  meeting  and  during  any  recess 
The  use  of  such  equipment  will  not,  how- 
ever, be  allowed  while  the  meeting  is  in 
session.  Recordings  will  be  permitted 
only  during  those  sessions  of  the  meeting 
when  a  transcript  is  being  kept. 

1  f  I  A  copy  of  the  transcript  of  the  por- 
tion's)  of  the  meeting  where  factual  in- 
formation is  presented  will  be  available 
for  inspection  on  or  after  July  1.  1977  at 
the  NRC  Public  Document  Room,  1717 
H  St  .  N.W..  Washington.  DC  20555.  and 
at  the  Arkansas  Polytechnic  College. 
Russelville.  AR  72801. 

Copies  of  the  minutes  of  the  meeting 
will  be  made  available  for  inspection  at 
the  NRC  Public  Document  Room.  1717 
H  St  ,  N  W..  Washington.  DC.  20555  after 
September  26,  1977. 
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Copies  may  be  obtained  upon  payment 
of  appropriate  charges. 
Dated:  June  7.  1977. 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 

IFR  Doc.77-16544  Piled  &-8-77;8:45  am] 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS.  SUBCOMMITTEE  ON  DE- 
COMMISSIONING OF  NUCLEAR  PLANTS 

Meeting 

In  accordance  with  the  purposes  of 
S2cticns  29  and  182b.  of  the  Atomic 
Energy  Act  <42  U.S.C.  2039.  2232b.  >,  the 
ACRS  Subcommittee  on  Decommission- 
ing of  Nuclear  Plants  will  hold  an  open 
meeting  on  June  29,  1977  in  Room  1046. 
1717  H  Street.  NW.. Washington.  D.C. 
20555.  The  purpose  of  this  meeting  is  to 
review  current  plans  for  decommission- 
ing nuclear  power  plants. 

The  agenda  for  subject  meeting  shall 
be  IS  follows; 

Wednesday.  June  29.  1977 

8  :  30  A.M.  UNTIL  THE  CLOSE  OF  BUSINESS 

The  Subcommittee,  with  any  of  its 
consultants  who  may  be  present,  will 
meet  in  Executive  Session  to  explore 
their  preliminary  opinions  regarding 
matters  which  should  be  considered. 

At  the  conclusion  of  the  Executive 
Session,  the  Subcommittee  will  hear 
presentations  by  representatives  of  the 
NRC  Staff,  the  Atomic  Industrial  Forum, 
the  Energy  Research  and  Development 
Administration,  and  their  consultants, 
and  v.ill  hold  discussions  with  these 
groups  pertinent  to  the  above  review. 

At  the  conclusion  of  these  sessions,  the 
Subcommittee  may  caucus  to  determine 
whether  the  matters  identified  in  the 
Executive  Sessions  have  been  adequately 
covered  and  whether  the  project  is  ready 
for  review  by  the  full  Committee. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or 
schedule.  The  Chairman  of  the  Subcom- 
mittee is  empowered  to  conduct  the 
meeting  in  a  manner  that,  in  his  judg- 
ment, will  facilitate  the  orderly  conduct 
of  business,  including  provisions  to  carry 
over  an  incompleted  open  session  from 
one  day  to  the  next. 

The  Advisory  Committee  on  Reactor 
Safeguards  is  an  independent  group  es- 
t3bli<:hed  bv  Congress  to  review  and  re- 
port on  each  application  for  a  construc- 
tion permit  and  on  each  application  for 
an  operating  license  for  a  reactor  facil- 
itv  and  on  certain  other  nuclear  safety 
matters.  The  Committee's  reports  be- 
come a  part  of  the  public  record.  Al- 
though ACRS  meetings  are  ordinarily 
open  to  the  public  and  provide  for  oral 
or  written  statements  to  be  considered 
as  a  part  of  the  Committee's  informa- 
tion gathering  procedure  concerning  the 
health  and  safetv  of  the  public,  they  are 
not  adjudicatory  type  hearings  such  as 
are  conducted  by  the  Nuclear  RegtUatory 


Commission's  Atomic  Safety  &  Licensing 
Board  as  part  of  the  Commission's  li- 
censing process.  ACRS  meetings  do  not 
normally  treat  matters  pertaining  to  en- 
vironmental impacts  outside  the  safety 
area. 

With  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the  fol- 
lowing requirements  shall  apply: 

lai  Persons  wishing  to  submit  writ- 
ten statements  regarding  the  agenda 
may  do  so  by  providing  a  readily  repro- 
ducible copy  to  the  Subcommittee  at  the 
beginning  of  the  meeting.  Comments 
■should  be  limited  to  safety  related  areas 
within  the  Committee's  purview. 

Per.sons  desiring  to  mail  written  com.- 
ments  may  do  so  by  sending  a  readily 
reproducible  copy  thereof  in  time  for 
consideration  at  this  meeting.  Comments 
postmarked  no  later  than  June  22,  1977 
to  Mr.  Ragnwald  MuUer.  ACRS,  NRC. 
Washington.  DC  20555.  will  normally  be 
received  in  time  to  be  considered  at  th:s 
meeting. 

<b>  Persons  desiring  to  make  an  oral 
statement  at  the  meeting  should  make 
a  written  recuest  to  do  so.  identifving 
the  topics  and  desired  presentation  time 
so  that  appropriate  arrangements  can 
be  made.  The  Subcommittee  will  receive 
oral  statements  on  topics  relevant  to  its 
purview  at  an  appropriate  time  chosen 
by  the  Chairman. 

ic  Further  information  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing h'^s  been  cancelled  or  rescheduled  the 
Chairman's  ruling  on  requests  for  the 
opportunity  to  present  oral  statements 
and  the  time  allotted  therefor  can  be  ob- 
tained by  a  prepaid  telf^nhone  call  on 
June  28.  1977  to  the  Office  of  the  Ex- 
ecutive Director  of  the  Committee  'tele- 
phone 202-634-1413.  Attn:  Mr,  Ragn- 
wald Muller>  between  8:15  am.  and  5:00 
p.m.  EDT. 

(d^   Questions  may  be  propounded  only 

by  members  of  the  Subcommittee  and 
its  consultants, 

(e>  The  use  of  still,  motion  picture,  and 
television  cameras,  the  physical  installa- 
tion and  presence  of  which  will  not  inter- 
fere with  the  conduct  of  the  meeting,  will 
be  permitted  both  before  and  after  the 
meeting  and  during  any  recess.  The  use 
of  such  equipment  will  not,  however,  be 
allowed  while  the  meeting  is  in  session. 
Recordings  will  be  permitted  only  during 
those  sessions  of  the  meeting  when  a 
transcript  is  being  kept. 

<  f  1  A  copy  of  the  transcript  of  the  nor- 
tion'S'  of  the  meeting  where  factual  in- 
formation is  presented  will  be  available 
for  inspection  on  or  after  July  8,  1977  at 
the  NRC  Public  Document  Room,  1717  H 
St..  N.W.,  Washington,  DC  20555. 

A  copy  of  the  minutes  of  the  meeting 
will  be  made  available  for  inspection  at 
the  NTIC  Public  Document  Room.  1717 
H  St.,  N.W,,  Washington.  DC  20555  after 
September  29.  1977. 
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Copies  may  be  obtamed  upon  payment 
of  appropriate  charges. 

Dated:  June  7.  1977, 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 
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ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS,  SUBCOMMITTEE  ON 
FLUORPIONEER  BALANCE  OF  PLANT 
STANDARD  SAFETY  ANALYSIS  REPORT 

Meeting 

In  accordance  with  the  purposes  of 
Sections  29  and  182b.  of  the  Atomic 
Energy  Act  (42  U.S.C.  '2039,  2232  b  - ,  the 
ACRS  Subcommittee  on  Fluor-Pioneer 
Balance  of  Plant  Standard  Safety  Anal- 
ysis Report  (BOPSSARi  will  hold  an 
o;:en  meeting  on  June  27,  1977  in  Room 
1046,  1717  H  Street  mv..  Washington, 
D.C.  20555.  The  purpose  of  this  meeting 
is  to  review  tlie  application  of  Fluor- 
Pioneer  for  preliminary  design  approval 
of  their  proposed  standard  balance-of- 
plant  design  (BOPSSAR' 

The  agenda  for  subject  meeting  shall 
b3  as  follows: 

Monday,  June  27,  1977 

8:30    AM.    TO    9    A  M. 

The  Subcommittee,  with  any  of  its 
consultants  who  may  be  present,  will 
meet  in  Executive  Session  to  exchange 
opinions  and  discuss  preliminary  views 
and  recommendations  relating  to  the 
above  evaluation. 

9    AM.    UNTIL    CONCLUSION    OF    BUSINESS 

The  Subcommittee  will  hear  presenta- 
tions by  representatives  of  Fluor-Pioneer, 
the  NRC  Staff,  and  their  consultants. 
and  will  hold  discussions  with  these 
groups  pertinent  to  Its  review. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda.  The 
Claairman  is  empowered  to  conduct  the 
meeting  in  a  manner  that,  in  his  judg- 
ment, will  facilitate  the  orderly  conduct 
of  business,  including  provisions  to  carry 
over  an  incompleted  session  from  one 
day  to  the  next. 

The  Advisory  Committee  on  Reactor 
Safeguards  is  an  independent  group 
established  by  Congress  to  review  and 
report  on  each  application  for  a  con- 
struction permit  and  on  each  applica- 
tion for  an  operating  license  for  a  reactor 
facility  ajid  on  certain  other  nuclear 
.safety  matters.  Tlie  Committee's  reports 
become  a  part  of  the  public  record.  Al- 
though ACRS  meetings  are  ordinarily 
open  to  the  public  and  provide  for  oral 
or  written  statements  to  be  considered  as 
a  part  of  tlie  Committee's  information 
gathering  procedure  concerning  the 
health  and  safety  of  the  public,  they  are 
not  adjudicatory  type  hearings  such  as 
are  conducted  by  the  Nuclear  Regulatory 
Commission's  Atomic  Safety  &  Licensing 
Board  as  part  of  the  Commission's 
licensing  progress.  ACRS  meetings  do  not 
normally  treat  matters  pertaining  to  en- 
vironmental impacts  outside  the  safety 
area 


With  respect  to  public  participation  in 
the  meeting,  the  following  requirements 
shall  apply: 

(a)  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  may  do 
so  by  providing  a  readily  reproducible 
copy  to  the  Subcommittee  at  the  begin- 
ning of  the  meeting.  Comments  should 
b2  limited  to  safely  related  areas  within 
the  Committee's  purview. 

Persons  desiring  to  mail  written  com- 
ments may  do  so  by  sending  a  readily 
reproducible  copy  thereof  in  time  for 
consideration  at  this  meeting  Comments 
postmarked  no  later  than  June  20.  1977 
to  Mr.  Elpidio  Igne.  ACRS.  NRC.  Wash- 
ington. D.C  20555,  will  normally  be  re- 
ceived in  time  to  be  considered  at  this 
meeting. 

lb)  Persons  desiring  to  make  an  oral 
statement  at  the  meetmg  should  make  a 
written  request  to  do  so,  identifying  the 
topics  and  desired  presentation  time  so 
that  appropriate  arrangments  can  be 
made.  The  Subcommittee  will  receive 
oral  statement  on  topics  relevant  to  its 
purview  at  an  appropriate  time  chosen 
by  the  Chairman. 

(c)  Further  mformation  regardmg 
topics  to  be  di.scussed.  whether  the  meet- 
ing has  been  cancelled  or  rescheduled, 
the  Chairman's  ruling  on  requests  for 
the  opportimity  to  present  oral  state- 
ments and  the  time  alloted  therefor  can 
be  obtained  by  a  prepaid  telephone  call 
on  June  24.  1977  to  the  OfQce  of  the  Ex- 
ecutive Director  of  the  Committee,  tele- 
phone 202-«34- 1371,  Attention  Mr.  Elpi- 
dio Igne,  between  8:15  a.m.  and  5  p.m. 
E.D.T. 

idJ  Questions  may  be  propounded  only 
by  members  of  the  Subrommiitee  and  its 
consultants. 

le  I  The  use  of  still,  motion  picture,  and 
television  cameras,  the  physical  installa- 
tion and  presence  of  which  will  not  in- 
terfere with  the  conduct  of  the  meetmg, 
will  be  permitted  both  before  and  alter 
the  meeting  and  during  any  recess.  The 
use  of  such  equipment  will  not,  however, 
be  allowed  while  Uie  meeting  Is  in  ses- 
sion. Recordings  will  be  permitted  only 
during  those  sessions  of  the  meeting 
when  a  transcript  is  being  kept. 

<f)  A  copy  of  the  transcript  of  the 
meetiiig  where  factual  information  is 
presented  and  a  copy  of  the  minutes  of 
the  meeting  will  be  available  for  inspec- 
tion on  or  after  July  5,  1977  and  Septem- 
ber 27,  1977,  respectively,  at  the  NRC 
Public  Document  Room.  1717  H  Street, 
NW,,  Washington,  DC.  20555. 

Copies  may  be  obtained  upon  pay- 
ment of  appropriate  charges. 

Dated:  June  7,  1977. 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 

|PR  Doc.77-16543  Piled  6-«-77;8:45  am| 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS.  SUBCOMMITTEE  ON  THE 
SAN  JOAQUIN  ><UCLEAR  PROJECT 

Meeting 

In  accordance  with   the   purposes  of 
Sections  29  and  182b.  of  the  Atomic  En- 


ergy Act  (42  U.S.C.  '2039,  2232b.).  the 
ACRS  Subcommittee  on  the  San  Joaquin 
Nuclear  Project  will  hold  an  open  meet- 
ing on  Jime  24,  at  the  Ambassador-at- 
the-Hilton.  3535  Rosedale  Avenue.  Ba- 
kersfield.  CaUf .  93301.  Tlie  pui-pose  of  this 
meeting  is  to  review  the  application  of 
the  Los  Angeles  Department  of  Water 
and  Power  for  an  early  site  review  on 
geology,  seismology,  &nd  hydrology. 

The  agenda  for  subject  meeting  shall 
be  as  follows : 

Friday  June  24.  1977 

8    30    A.M.    TO    9    A.H. 

The  Subcommittee,  with  any  of  its 
consultants  who  may  be  present,  will 
meet  in  Executive  Session  to  explore 
their  preliminary  opinions,  based  upon 
their  independent  review  of  safety  re- 
ports, regarding  matters  which  should 
be  considered  in  order  to  formulate  a 
report  and  recommendations  to  the  full 
Committee. 

9    K.U     TO    CONCLUSION    OF    BUSINtSS 

The  Subcommittee  will  hear  presenta- 
tions bj  representatives  of  the  Los  An- 
geles Department  of  Water  and  Power, 
the  NRC  Staff,  and  their  consultants,  and 
\\\\\  hold  discussions  with  these  groups 
{>ertinent  to  this  review. 

.\t  tlie  conclusion  of  these  sessions,  the 
Subcommittee  may  caucus  to  determine 
whethw  the  matters  identified  in  the 
Executive  Se^ions  have  been  adequately 
covered  and  whether  the  project  is  ready 
for  review  by  the  full  Committee  Upon 
conclusion  of  this  caucus,  the  Subcom- 
mittee will  announce  its  determination. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or 
schedule  The  Chairman  of  the  Subcom- 
mittee is  empowered  to  conduct  the 
meeting  in  a  m.anner  that,  in  his  judg- 
ment, will  facilitate  the  orderly  conduct 
of  business.  Including  provisions  to 
carry  over  an  incompleted  open  session 
from  one  day  to  the  next. 

The  .Advisory  Committee  on  Reactor 
Safeguards  is  an  independent  group  es- 
tablL<;hed  by  Congress  to  review  and  re- 
port on  each  application  for  a  construc- 
tion permit  and  on  each  application  for 
an  operating  license  for  a  reactor  facility 
and  on  certain  other  nuclear  safety  mat- 
ters The  Committee's  reports  become  a 
part  of  the  public  record  Although 
ACRS  meetings  are  ordinarily  open  to 
the  public  and  provide  for  oral  or  writ- 
ten statements  to  be  considered  as  a  part 
of  the  Committee's  Information  gather- 
ing procedure  concerning  the  health  and 
safety  of  the  public,  they  are  not  adjudi- 
catory type  hearings  such  as  are  con- 
ducted by  the  Nuclear  Regulatory  Com- 
mission's Atomic  Safety  and  Licensing 
Board  as  part  of  the  Commission's  li- 
censing process.  ACRS  meetmgs  do  not 
normally  treat  matters  pertaining  to  en- 
vironmental impacts  outside  the  safety 
area. 

With  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the  fol- 
lowing requirements  shall  apply: 

ia>  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  may  do 
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so  by  providing  15  readily  reproducible 
copies  to  the  Subcommittee  at  the  be- 
ginning of  the  meeting.  Comments 
should  be  limited  to  safety  related  areas 
within  the  Committee's  purview. 

Persons  desiring  to  mail  vrilten  com- 
ments may  do  so  by  sending  a  readily 
reproducible  copy  thereof  in  time  for 
consideration  at  this  meeting  Comments 
postmarked  no  later  than  June  17.  1977 
to  Dr.  Andrew  L.  Bntes,  ACRS.  NRC. 
Washington.  DC.  20555.  will  normally 
be  received  in  tmie  to  be  considered  at 
this  meeting. 

Background  information  concerning 
items  to  be  considered  at  this  meeting 
can  be  found  in  documents  on  file  and 
available  for  public  inspection  at  the 
NRC  Public  Document  Room.  1717  H 
Street  PfW.,  Washington.  DC.  20555,  and 
at  the  Kern  County  Library.  1315  Trux- 
tun  Avenue,  Bakersfleld.  Calif   93301 

lb)  Persons  desiring  to  make  an  oral 
statement  at  the  meeting  should  make  a 
written  request  to  do  so.  identifying  the 
topics  and  desired  presentation  time  so 
that  appropriate  arrangements  can  be 
made.  The  Subcommittee  will  receive 
oral  statements  on  topics  relevant  to  its 
purview  at  an  appropriate  time  chosen 
by  the  Chairman. 

fc>  Further  information  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing has  been  cancelled  or  rescheduled, 
the  Chairman's  ruling  on  requests  for 
the  opportunitv  to  present  oral  state- 
m?nUs  and  the  time  allotted "thereior  can 
be  obtained  by  a  prepaid  telephone  call 
on  June  22.  1977  to  the  Office  of  the 
Executive  Director  of  the  Committee, 
telephone  202-634-1919.  attention  Dr. 
Andrew  L.  Bates,  between  8:15  am  and 
5  ^m.  e.d  t. 

(di  Questions  mav  be  propounded 
onlv  by  members  of  the  Subcommittee 
and  its  consultants. 

(e>  The  u.se  of  still,  motion  picture, 
and  televi'^ion  cameras,  the  physical  in- 
stallation and  nresence  of  which  will  not 
interfere  with  the  conduct  of  the  meet- 
ing, will  be  permitted  both  before  and 
after  the  meeting  and  during  any  recess. 
The  use  of  such  equipment  will  not,  how- 
ever, be  allowed  while  the  meeting  is  in 
session.  Recordings  will  be  permitted 
only  during  those  open  sessions  of  the 
meeting  when  a  transcript  is  being  kept. 

if)  A  copv  of  the  transcript  of  the 
portionis'  of  the  meeting  where  factual 
information  is  presented  will  be  available 
for  insoection  on  or  after  Julv  1.  1977  at 
the  NRC  Public  Document  Room.   1717 

H  Street  NW..  Washington.  DC.  20555, 
and  at  the  Kern  County  Library.  1315 
Truxton  Avenue.  Bakersfleld.  Calif. 
93301. 

A  copy  of  the  minutes  of  the  meeting 
will  be  made  available  for  inspection 
at  the  NRC  Public  Document  Room.  1717 

H  Street  NW  .  Washington.  DC.  20555. 
after  September  26.  1977. 

Copies  mav  be  obtained  upon  payment 
of  appropriate  charges. 

Dated  June  7.  1977, 

John  C.  Hoyle, 
Advisory  Committee 
Management  Officer. 
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NOTICES 

I  Docket  Ncs.  50^00,  50-401.  50-402,  50-403) 
CAROLINA  POWER  &  LIGHT  CO.,  SHEARON 

HARRIS      NUCLEAR      POWER      PLANT, 

UNITS  1,2,  3  AND4 

Order  for  Prehearing  Conference 

Pursuant  to  the  provisions  of  10  CFR 
5  2.752  the  parties  or  their  counsel  are 
directed  to  appear  at  a  prehearing  con- 
ference at  9  a.m.,  June  16,  1977  at: 

us.  District  Courthouse.  Rm.  225— New  Fed- 
er-U  Bldg..  310  New  Bern  Ave.,  Raleigh, 
North  Carolina  27611. 

This  prehearing  conference  is  in  an- 
ticipation of  the  resumption  of  the  evi- 
dentiary hearings  in  this  proceeding  re- 
garding the  application  by  Carolina 
Power  &  Light  Company  for  permits  to 
construct  four  pressurized-water  reac- 
tors of  900  megawatts  of  electrical  ca- 
pacity each  at  a  plant  proposed  to  be  lo- 
cated in  Wake  and  Chatham  Counties. 
North  Carolina.  The  hearings,  which 
have  been  suspended  since  October.  1974, 
may  be  resumed  as  early  as  September. 
1977,  The  public  is  invited  to  attend  this 
session,  but  there  will  be  no  opportunity 
for  public  participation  until  the  eviden- 
tiary hearings  resume. 

The  following  matters  will  be  consid- 
ered at  the  prehearing  conference: 

1.  The  setting  of  a  prehearing  and 
hearing  schedule. 

2.  Whether  an  opportunity  for  addi- 
tional intervention  should  be  provided. 

3.  The  need  to  reopen  the  record  with 
res-^ect  to  issues  already  heard  because 
of  the  lapse  of  time  and  changing  condi- 
tions. 

4.  Changes  in  the  proposed  scope  of 
the  hearing  in  relation  to  the  Applicant's 
financial  qualifications,  the  need  for 
electrical  power  (including  energy  al- 
ternatives > .  and  the  seismic  implications 
of  the  geological  fault. 

5.  Whether  Applicant's  request  of 
May  17,  1977  for  authorization  to  use 
certain  components  which  have  been  de- 
signed and  fabricated  to  earlier  codes 
than  those  presently  set  forth  in  10  CFR 
§  50. 55a  I  c ' .  Id',  and  <  e  > ,  is  an  appropri- 
ate issue  for  hearing. 

6.  Any  other  matters  provided  for  in 
10  CFR  §  2.752. 

By  the  order  of  the  Board. 

Dated  at  Bethesda,  Maryland,  this  6th 
day  of  June,  1977. 

For  the  Atomic  Safety  and  Licensing 

Board. 

Ivan  W.  Smith, 
Chairman. 
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(Docket  Nos.  50-373  and  50-3741 

COMMONWEALTH  EDISON  CO.,  LASALLE 
COUNTY  STATION.  UNITS  NO.  1  AND 
NO.    2 

Receipt  of  Application  for  Facility  Operat- 
ing Licenses:  Availability  of  Applicant's 
Environmental  Report:  and  Considera- 
tion of  Issuance  of  Facility  Operating 
Licenses  and  Notice  of  Opportunity  for 
Hearing 

Notice  is  hereby  given  that  the  Nuclear 
Regulatory   Commission    'the   Commis- 


sion! has  received  an  application  for  fa- 
cility operating  licenses  from  the  Com- 
monwealth Edison  Company  (the  apph- 
cant)  which  would  authorize  the  appli- 
cant to  possess,  use,  and  operate  two 
boiling  wat«r  nuclear  reactors  ithe  fa- 
cilities'*, located  on  the  applicant's  site 
in  Brookfield  Township.  La  Salle  County, 
Illinois.  Each  unit  would  operate  at  a 
steady-state  power  level  of  3292  mega- 
watts thermal 

The  applicant  has  also  filed,  pursuant 
to  the  National  Environmental  Policy 
Act  of  1969  and  the  regulations  of  the 
Commission  in  10  CFR  Part  51.  an  envi- 
ronmental report.  The  report,  which  dis- 
cusses environmental  considerations  re- 
lated to  the  proposed  operation  of  the 
facility,  is  beine  made  available  at  the 
State  Clearinghouse.  Bureau  of  the 
Budget.  103  State  House.  Springfield. 
Illinoi<=  62706. 

After  the  environmental  report  has 
been  analysed  by  the  Commission's  Di- 
rector of  Nuclear  Reactor  Regulation  or 
his  designee,  a  Draft  EnvironmentEl 
Statement  will  be  prepared  by  the  Con^.- 
mlssion's  staff.  Upon  preparation  of  the 
Draft  Environmental  Statement,  the 
Commission  will,  among  other  th  ngs. 
cause  to  be  publi-^hed  in  the  Ffder.^l 
Registfr  a  summary  notice  of  availabil- 
ity of  the  draft  statement,  reciue.'=tir.2 
comments  from  interested  persons  on 
the  draft  statement.  The  summary 
notice  will  also  contain  a  statement  to 
the  efTect  that  any  comn^nts  of  Federal 
agencies  and  State  and  local  officials  will 
be  made  available  when  received.  The 
Draft  Environmental  Statement  will 
focus  only  on  any  mott.prs  which  differ 
from  those  previously  discussed  in  the 
Final  Environmental  Stat^-ment  pre- 
pared in  connection  with  the  issuance 
of  the  construction  permits.  Upon  con- 
sideration of  comment,^  submitted  with 
respect  to  the  Draft  Environmental 
Statement,  the  Regulatory  staff  will  pre- 
pare a  Final  Environ  mental  Statement. 
the  availability  of  which  will  be  published 
in  the  Federal  Register. 

The  Commission  will  consider  the  issu- 
ance of  a  facility  operating  license  to 
Commonwealth  Edison  Company  which 
would  authorize  the  applicant  to  possess, 
use,  and  operate  the  La  Salle  County 
Station.  Units  No.  1  pnd  No.  2,  in  accord- 
ance with  the  provisions  of  the  license 
and  the  technical  specifications 
appended  thereto,  upon:  d'  The  com- 
pletion of  a  favorable  Safety  Evaluation 
Report  on  the  application  by  the  Office 
of  Nuclear  Reactor  Regulation:  i2i  the 
completion  of  the  environmental  review- 
required  bv  the  Commission's  regulations 
In  10  CFR  Part  51;  i3)  the  receipt  of  a 
report  on  the  applicant's  apphcation  for 
a  facility  operating  license  by  the  Ad- 
visorv  Committee  on  Reactor  Safe- 
guards; and  '4t  a  finding  by  the  Com- 
mission that  the  application  for  the  fa- 
cilitv  license,  as  amended,  complies  with 
the  "requirements  of  the  Atomic  Energy 
Act  of  1954,  as  amended  lAct),  and  the 
Commissions  regulations  in  10  CFR 
Chapter  1.  Construction  of  the  facilities 
was  authorized  by  Construction  Permit 
Nos  CPPR-99  and  CPPR-100,  issued  by 
the  Commission  on  September  10.  1973. 
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Construction  of  Unit  No.  1  is  anticipated 
to  be  completed  by  April  1,  1979  and  Unit 
No  2  by  March  1,1980. 

Prior  to  issuance  of  any  operating 
licenses,  the  CommLssion  will  inspect 
each  facility  to  determine  whether  it 
has  been  constructed  in  accordance  with 
the  application,  a.s  amended,  and  the 
provisions  of  the  Construction  Permits 
In  addition,  the  licenses  will  not  be  Is- 
sued until  the  CommK'^ion  has  made 
the  findingr.  reflecting  its  review  of  the 
application  under  the  Act.  which  will 
be  set  forth  in  the  proposed  licenses,  and 
has  concluded  that  the  i.ssuance  of  the 
licenses  will  not  be  inimical  to  the 
common  defense  and  Fecunt>'  or  to  the 
health  and  safety  of  the  public.  Upon 
issuance  of  the  licen.ses.  the  applicant 
will  be  required  to  execute  an  indemnity 
agreement  as  required  by  Section  170  of 
the  Act  and  10  CFR  Part  140  of  tiie 
Commi.ssion's  regulations. 

Within  thirty  (30  i  days  from  the  date 
of  publication  of  this  notice  in  the 
Federal  Register,  the  applicant  may  file 
a  request  for  a  hearing  with  respect 
to  i.ssuance  of  the  facility  operating 
licenses  and  any  person  whose  interest 
may  be  affected  by  this  proceeding  may 
file  a  petition  for  leave  to  intervene. 
Requests  for  a  hearing  and  petition- 
for  leave  to  intervene  shall  be  filed  in 
arcordance  with  the  Commission's 
"Rule.>  of  Practice"  in  10  CFR  Part  2. 
If  a  request  for  a  hearing  or  petition 
for  leave  to  intervene  is  filed  within  the 
time  prescribed  in  this  notice,  the  Com- 
mission or  an  Atomic  Safety  and  Licens- 
ing Board,  designated  by  the  Commis- 
sion or  by  the  Chairman  of  the  Atomic 
Safety  and  Licensing  Board  Panel  will 
rule  on  the  request  and  or  petition  and 
the  Secretary  or  the  designated  Atomic 
Safety  and  Licensing  Board  will  issue 
a  notice  of  hearing  or  an  appropriate 
order. 

A  petition  for  leave  to  intervene  must 
be  filed  under  oath  or  affirmation  in  ac- 
cordance with  the  provisions  of  10  CFR 
.;  2.714  As  required  by  10  CFR  §  2.714, 
a  petition  for  leave  to  interv-ene  shaU 
set  forth  the  interest  of  the  petitioner 
in  the  proceeding,  how  that  interest  may 
be  affected  by  the  results  of  the  p;;o- 
ceedmg,  and  any  other  contentions  of 
the  petitioner  includine  the  facts  and 
reasons  why  he  should  be  permitted  to 
inten-ene,  with  particular  reference  to 
the  following  factors:  il)  The  nature  of 
the  petitioner's  right  under  the  Act  to 
be  made  a  party  to  the  proceeding:  ("i 
tlie  nature  and  extent  of  the  petitioner's 
property,  financial,  or  other  interest  in 
the  proceeding;  and  (3'  the  possible 
effect  of  any  order  which  may  be  en- 
tered in  the  proceeding  on  the  petition- 
er's interest.  Any  such  petition  shall  be 
accompanied  by  a  supporting  affidavit 
identifying  the  specific  aspect  or  aspects 
of  the  subject  matter  of  the  proceeding 
as  to  which  the  petitioner  wishes  to  in- 
tervene and  setting  forth  with  particu- 
larity both  the  facts  pertaining  to  his 
interest  and  the  basis  for  his  conten- 
tions with  regard  to  each  aspect  on  which 
he  desires  to  intervene.  A  petition  that 
sets  forth  contentions  relating  only  to 


matters  outside  the  jurisdiction  of  the 
Commission  will  be  denied. 
N^  request  for  a  hearing  or  a  petition 
for  leave  to  intervene  must  be  filed  with 
the  Secretani'  of  the  Commission.  United 
Stales  Nuclear  Regulatory  Commisision, 
Washington,  D.C.  20555.  Attention; 
Docketing  and  Service  Section,  or  may 
be  delivered  to  the  Commission's  Public 
Document  Room.  1717  H  Street  NW.. 
Washington.  DC.  20555.  by  July  11.  1977. 
A  copy  of  the  petition  should  also  be 
sent  to  the  Executive  Legal  Director.  U  S. 
Nuclear  Regulatory  Commission.  Wash- 
ington, D.C.  20555  and  to  Richard  E. 
Powell.  E-=-q..  Isham.  Lincoln  &  Beale. 
One  First  National  Plaza.  Suite  4200. 
Chicago.  Illinois  60680.  attorney  for  the 
applicant. 

A  petition  for  leave  to  intervene  which 
IS  not  timely  will  not  be  granted  unless 
the  Commission,  the  presiding  officer,  or 
the  Atomic  Safety  and  Licensing  Board 
designated  to  rule  on  the  petition  deter- 
mines that  the  petitioner  has  made  a 
substantial  showing  of  good  cause  for 
failure  to  file  on  time  and  after  consider- 
ing those  factors  specified  in  10  CFR 
§  2,714iai  1  l'->4i  and  52.714'di. 

For  further  details  pertinent  to  the 
matters  under  consideration,  see  the  ap- 
plication for  the  facility  operating  li- 
censes dated  March  31,  1977,  and  the 
applicant's  environmental  report  dated 
May  11.  1977.  which  are  avaUable  for 
public  inspection  at  the  Commission's 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  DC  ,  and  at  the  Illi- 
nois Valley  Community  College.  Rural 
Route  No  1.  Oglesby,  Illinois  16348.  As 
they  become  available,  the  following  doc- 
uments may  be  inspected  at  the  above 
locations:  'D  The  Safety  Evaluation 
Report  prepared  by  the  Office  of  Nuclear 
Reactor  Regulation;  (2)  the  Draft  En- 
vironmental Statement;  (3)  the  Final 
Environmental  Statement;  '4)  the  Re- 
port of  the  Advisorj-  Committee  on  Re- 
actor Safeguards  on  the  application  for 
facility  operating  licenses,  (5)  the  pro- 
posed facility  operating  licenses;  and  (6) 
the  technical  specifications,  which  will 
be  attached  to  the  proposed  facility  op- 
erating licenses. 

Copies  of  the  proposed  operating  li- 
cense and  the  Report  of  the  Advisory 
Committee  on  Reactor  Safeguards,  when 
available,  may  be  obtained  by  request  to 
the  Director.  Division  of  Projeci  Man- 
agement, U.S.  Nuclear  Regulatory  Com- 
mission, Washington.  DC,  20555.  Copies 
of  the  Office  of  Nuclear  Reactor  Regula- 
tion's Safety  Evaluation  Report  and 
Final  Environmental  Statement,  when 
available,  may  be  purchased  at  current 
rates,  from  Uie  National  Technical  In- 
formation Service,  Springfield.  Virgmia 
22161. 

Dated  at  Bethesda.  Maryland,  this  3rd 

day  of  June.  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Sydney  Miner. 
Acting  Chief,  Light  Water  Re- 
actors Branch  No.  3.  Division 
of  Project  Management. 

IFRDoc  77-16548  Filed  6-8-77:8:45  am] 


I  Docket  Nos  50-282.  50-306] 

NORTHERN  STATES  POWER  CO  .  (PRAIRIE 
ISLAND  NUCLEAR  GENERATING  PLANT, 
UNITS   1   AND  2) 

Spent  Fuel  Pool  Modification 
Order 

By  its  Order  for  Evidentiary  Hearing 
of  May  31.  1977.  the  Board  scheduled  the 
start  of  the  evidentiary  hearing  in  this 
proceedmg  for  Tuesday,  June  14,  1977. 
at  the  U.S.  Courthouse.  110  South  4th 
Street,  Minneapolis,  Minnesota.  That  or- 
der also  reiiecled  the  Board's  expectation 
that  the  hearmg  would  continue  through 
Friday,  June  17,  1977. 

In  a  recent  telephone  conference  call 
with  all  Uie  parlies,  the  Board  Chairman 
uiforined  the  parties  that  the  hearing 
would  m  fact  be  held  at  the  U.S.  Court- 
house named  above  on  June  14  and  June 
15,  but  that  the  location  would  neces- 
sarily change  for  the  sessions  scheduled 
to  be  held  on  June  16  and  June  17.  This 
Order  states  the  location  of  the  hearing 
sessions  scheduled  to  be  held  on  June  16 
and  June  17. 

Notice  is  hereby  given  that  the  sessions 
of  the  evidentiary  hearmg  sch^uled  to 
be  held  on  Thursday,  June  16  and  Fridaj-. 
June  17,  will  be  held  as  scheduled  at  the 
Sheraton-Ritz  Hotel.  Georgian  Room 
•  Lobby  Level)  .315  Nicollet  Avenue.  Min- 
neapolis. Minnesota. 

So  ordered. 

Dated  at  Bethesda.  Maryland,  this  2nd 
day  of  June  1977. 

The  Atomic  Safety  and  Licensing 
Board. 

Edward  Llton, 

Chairman. 

|FR  Doc.77-16547  FUed  6-8-77.8  45  am) 


I  Docket  No    5O-30«l 

MAINE    YANKEE   ATOMIC    POWER   CO 

Issuance  of  Amendment  to  Facility 

Operating  License 

The  U.S.  Nuclear  Regulatory  Commis- 
sion I  the  Commission)  has  issued 
Amendment  No.  28  to  Facility  Operating 
License  No.  DPR-36  issued  to  Maine 
Yankee  Atomic  Power  Company  i  the  h- 
censeei  which  revised  Technical  Speci- 
fications for  operation  of  the  Maine 
Yankee  Atomic  Power  Station,  located 
in  Lincoln  County.  Maine.  The  amend- 
ment is  effective  as  of  the  date  of  issu- 
ance. 

Tlie  amendment  to  the  Technical 
Specifications  upgrades  the  provisions 
for  steam  generator  tube  inspection  to  be 
consistent  with-  guidance  contained  in 
Regulatory  Guide  1.83.  Revision  1.  dated 
July  1975. 

The  application  for  amendment  com- 
plies Willi  the  standards  and  require- 
ments of  the  Atomic  Energy  Act  of  1954. 
as  amended  'the  Act> ,  and  the  Commis- 
sions  rules  and  regulations.  The  Com- 
mission has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rules  and  regulations  in  10  CFR 


FEDERAL  RCGISTER,    VOL    42.    NO.    Ill — THURSDAY,    JUNE    9,    1977 


29578 


NOTICES 


Chapter  1,  which  are  set  forth  in  the  h- 
cense  amendment.  Prior  public  notice 
of  this  amendment  was  not  required 
smce  the  amendment  does  not  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR 
51.5id>'4)  an  environmental  impact 
statement  or  negative  declaration  and 
environmental  impact  appraisal  need  not 
be  prepared  in  connection  with  issuance 
of  this  amendment. 

For  further  details  with  respect  to  this 
action,  see  <1)  the  application  for 
amendment  dated  November  12.  1976. 
t2i  Amendment  No.  28  to  License  No 
DPR-36.  and  '3>  the  Commission's  re- 
lated Safety  Evaluation.  All  of  these 
items  are  available  for  public  inspection 
at  the  Commission's  Public  Document 
Room,  1717  H  Street  NW  .  Wa3hington. 
DC,  and  at  the  Wiscasset  Public  Library 
Association.  High  Street.  'Wiscasset, 
Maine. 

A  copy  of  items  121  and  <3)  may  be 
obtained  upon  request  addressed  to  the 
U  S.  Nuclear  Regulatory  Commission. 
Washington.  D.C.  20555,  Attention:  Di- 
rector. Division  of  Operating  Reactors. 

Dated  at  Bethesda,  Maryland,  this 
10th  day  of  May  1977, 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Robert  W.  Reid. 
Chief.       Operating       Reactors 
Branch  No.  4.  Division  of  Op- 
erating Reactors. 

IFR  DOC77-15989  Filed  6-8-77:8  45  ami 


1  Docket  No    50-320) 

METROPOLITAN    EDISON    CO 

Order 

Before  the  Atomic  Safety  and  Licens- 
ing Board  In  the  matter  of  Metropolitan 
Edison  Co..  Jersey  Central  Power  &  Light 
Co..  and  Pennsylvania  Electric  Co. 
(Three  Mile  Island  Nuclear  Station,  Unit 
No.  2). 

The  evidentiary  hearing  in  this  matter 
will  resume  on  Monday,  June  6.  1977,  at 
1:30  pm.,  at  the  U.S.  Federal  Building 
and  Courthouse,  Courtroom  No.  2.  3rd 
and  Walnut  Streets,  Harnsburg.  Penn- 
.sylvania.  The  hearing  will  continue 
through  Saturday.  June  11,  1977, 

So  ordered. 

Dated  at  Bethesda,  Maryland  this  31st 
day  of  May  1977 

The  Atomic  Safety   and 

Licensing   Board. 
Edward  Luton, 

Chairman 

|PR  Doc  77-15992  FU*<'l-8-77:8 :45  am] 


[Docket  No   50-282,  50-306) 
NORTHERN    STATES    POWER   CO. 

(PRAIRIE  ISLAND  NUCLEAR  GENERATING 
PLANT,   UNITS   1   AND  2) 

Spent  Fuel  Pool  .Modification;  Order  for 
Evidentiary  Hearing 

The  evidentiary  hearmg  in  this  matter 
will  begin  on  Tuesday.  June  14.  1977  at 
9:30  a.m.,  at  the  U.S.  Courthouse,  110 
South  4th  Street.  Courtroom  No.  3  (6th 
Floor),  Minneapolis.  Minnesota.  The 
hearing  ■will  continue  through  Friday, 
Juiie  17.  1977. 

So  ordered. 

Dated  at  Bethesda,  Maryland  this  31st 
day  of  May  1977. 
The    Atomic    Safety    and    Licensing 

Board. 

Edward  Luton, 
Chairman. 

IFR  Doc. 77-15991  Filed  6-8-77:8:45  am] 


I  Docket  No    50-272) 

PUBLIC    SERVICE   ELECTRIC   AND  GAS 
CO.    ET  AL. 

Issuance  of  Amendment  to  Facility 
Operating  License 

The  US.  Nuclear  Regulatory  Commis- 
sion I  the  Commission  >  has  issued 
Amendment  No.  5  to  FacUity  Operating 
License  No.  DPR-70.  issued  to  Public 
Service  Electric  and  Gas  Cc«Tipany, 
Philadelphia  Electric  Company.  Del- 
marva  Power  and  Light  Company  and 
Atlantic  City  Electric  Company  (the  li- 
censees i  .  which  revised  the  operating  li- 
cense for  Salem  Nuclear  Generating 
Station.  Unit  No.  1  (the  facility)  located 
in  Salem  County.  New  Jersey.  The 
amendment  is  effective  as  of  Its  date  of 
issuance. 

The  amendment  consists  of  changes 
to  the  Technical  Specifications  which 
will  ( 1 )  revise  the  special  test  exceptions 
to  permit  the  conduct  of  Power  Coeffi- 
cient Test  and  Load  Swing  Test  as  part 
of  the  Initial  Startup  Test  Program  and 
(2)  change  the  title  of  one  member  of 
the  Nuclear  Review  Board  to  reflect  a 
recent  reorganization  within  the 
Company. 

The  application  for  the  amendment 
complies  with  the  standards  and  re- 
quirements of  the  Atomic  Energy  Act  of 
1954,  as  amended  (the  Act),  and  the 
Commission's  rules  and  regulations.  The 
Commission  has  made  appropriate  find- 
ings as  required  by  the  Act  and  the  Com- 
mission's iTiles  and  regulations  in  10 
CFR  Chapter  I,  which  are  set  forth  In 
the  licen.se  amendment.  Prior  public  no- 
tice of  this  amendment  was  not  required 
since  the  amendment  does  not  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 


result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR 
S51.5.di(4>  an  environmental  impact 
statement  or  negative  declaration  ar.d 
environmental  impact  appraisal  need 
not  be  prepared  in  connection  with  is- 
suance of  this  amendment. 

For  further  details  with  respect  to  this 
action,  see  <  1 )  the  application  for  amend- 
ment dated  May  16.  1977.  (2i  Amend- 
ment No.  5  to  License  No  DPR-70  and 
(3)  the  Commi.ssion's  related  Safety 
Evaluation.  All  of  these  items  are  avail- 
able for  public  inspection  at  the  Commis- 
sion's Public  Document  Rcxom,  1717  H 
Street.  N.'W  .  Washington.  DC.  and  at 
the  Salem  F1-ee  Public  Library,  112  West 
Broadway.  Salem,  New  Jersey.  A  copy 
of  items  (2)  and  (3»  may  be  obtained 
upon  request  addressed  to  the  US  Nu- 
clear Regulatory  Commission,  'Washing- 
ton. DC.  20555.  Attention:  Director,  Di- 
vision of  Operating  Reactors. 

Dated  at  Bethesda.  Maryland,  this  31st 
day  of  May.  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

George   Lear, 
Chief.       Operating       Reactors 
Branch  No.  3.  Division  of  Op- 
erating Reactors. 
jFR  Doc  77-15993  Filed  6-8-77  8:45  am] 


IBML  No    29-13613  02] 

RADIATION   TECHNOLOGY,    INC. 

Order  Convening  Prehearing  Conference 

Uiaon  inquiry  respecting  a  date  ar.d 
time  suitable  for  a  prehearing  confer- 
ence, it  has  been  determined  that  11:30 
a.m.  on  June  15,  1977  is  convenient  to 
the  Licensee  and  the  Staff  of  the  Ccm- 
mission. 

'Wherefore,  it  is  ordered,  in  accordanre 
with  the  Atomic  Energy  Act,  as  amend- 
ed, and  the  Rules  of  Practice  of  the  Nu- 
clear Regulatory  Commission,  that  a 
prehearing  conference  in  this  proceed- 
ing shall  convene  at  11:30  am  on 
Wednesday.  June  15.  1977,  in  Room  730 
of  the  U.S.  Federal  Building.  970  Brca4.i 
Street,  Newark.  New  Jersey  07102  to 
consider  matters  specified  in  10  CFTi 
2.752  including  simplification,  clarifica- 
tion and  specification  of  the  issues,  pot- 
sibihty  of  obtaining  stipulations  and  ad- 
mL'^ions  of  fact  and  of  the  contents  and 
authenticity  of  documents  to  avoid  un- 
necessary proof;  identification  of  wit- 
nesses, and  steps  that  ma/  be  taken  to 
expedite  the  presentation  of  evidence. 
and  tc  aid  in  the  orderly  disposition  of 
the  proceeding. 

Issued  June  1.  1977,  Bethesda.  Mary- 
land 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Samuel  W.  Jensch. 
Administrative  Law  Judge. 

IFR  Doc.77-15990  Piled   6-8-77:8  45   am| 
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(Docket  No.  50-389A I 

FLORIDA  POWER  &  LIGHT  CO.  (ST.  LUCIE 
NUCLEAR  POWER  PLANT,  UNIT  NO.  2) 

Notice  of  Oral  Argument 

Note:  Tlie  following  document  was  pub- 
lished in  the  issue  cf  June  7,  1977  ai  page 
29052  U  IS  being  republi.shed  here  m  order 
to  meet  Day-of-the-Week  publicaiion  re- 
quirements. 

Notice  is  hereby  given  that,  in  ac- 
cordance with  the  Appeal  Board's  order 
of  June  2.  1977,  oral  argument  on  the 
applicant's  appeal  from  the  Licensing 
Board  s  memorandum  and  order  of  .Apr:] 
5.  1977  will  be  held  at  9:30  am  .  Friday, 
June  10,  1977  in  the  Nuclear  Regulatory 
Commission's  Public  Hearing  Room.  5th 
floor,  East-West  Towers,  4350  Easi  West 
Highway,  Bethesda.  Maryland. 

For  the  Atomic  Safety  and  Licensing 
Appeal  Board, 

Dated:  June  2.  1977. 

Margaret  E    Du  Flo, 
Secretary  to  the  Appeal  Board. 

I FR  Doc. 77-16113  Piled  6-3-77;  1   43  pm] 

NATIONAL  TRANSPORTATION 
SAFETY   BOARD 

[N-AB   77-23! 

ACCfDENT      REPORT;      SAFETY      RECOM- 
MENDATIONS AND   RESPONSES 

Availability  and  Receipt 

.4ircrfl/f  Accidcvt  Report. — According 
to  the  National  Transportation  Safety 
Board,  a  North  American  TB-25N 
cra.shed  last  August  6  near  Midway  Air- 
port. Chicago.  Illinois,  because  smoke  in 
the  cockpit  from  an  eneine  fire  prevented 
the  flightcrew  from  maintaining  control 
in  an  attempted  emergency  landing.  The 
Safety  Boards  narrative  report.  No. 
N'TSB-AAR-77-3,  was  made  available  to 
the  public  on  June  3. 

Smoke  and  fire  from  a  massive  failure 
in  the  left  engine  of  the  converted  World 
War  n  bomber  traveled  through  the 
bomb  bay  to  the  cockpit  before  the  crash, 
the  Board  found;  an  inspection  system 
which  was  used  was  not  effective  m  de- 
tecting the  impending  engine  failure 
Both  pilots  died  when  the  twin  engine 
B-25  crashed  in  a  residential  section.  One 
person  on  the  ground  was  killed  and  an- 
other seriously  injured.  Two  hoa'^es,  two 
garages,  three  cars  and  a  boat  were  de- 
stroyed in  the  crash  and  postimpact  fire 

The  Safety  Board  determined  that  the 
probable  cause  of  ti^e  accident  was  ihe 
deterioration  of  the  cixkpii  environment, 
due  to  smoke  to  the  extent  that  the  crew 
could  not  function  effectively  in  con- 
trolling the  aircraft  under  emergency 
conditions.  The  smoke  and  fire  originat- 
ing from  a  massive  failure  in  the  power 
section  of  the  left  engine,  propagated 
into  the  bomb  bay  area  and  then  into  the 
cockpit  The  inspection  system  utilized 
was  not  effective  in  detecting  the  impend- 
ing engine  failure 

As  a  result  of  the  investigation  of  this 
accident  the  Safetv  Board  on  May  4  is- 
sued to  the  Federal  Aviation  .Administra- 


tion recommendations  Nos.  A-77-18  and 
19.  calling  for  special  surveillance  of  all 

old  and  inactive  aircraft,  and  a  review 
of  Federal  requirements  for  maintaining 
them.  (See  42  FR  24131.  May  12,  1977. > 

Board  investigation  sliowed  that  the 
B-25  was  puix:hased  by  Air  Chicago 
Fteight  on  July  18.  1974.  and  then  regis- 
tration was  transferred  to  War  Aero.  Ltd. 
It  was  then  flown  to  Midway  for  refur- 
oislung.  It  was  not  used,  however,  and  its 
engines  were  neither  preserved  nor  run 
up  for  19  months.  When  the  engines  were 
next  started  in  February  1976,  they  were 
not  preoiled  as  recommended  by  North 
Amenc.m.  A  30-minule  test  flight  on  the 
day  before  the  accident  was  the  aircraft's 
first  flight  in  two  years. 

Aviatron  Safety  Recommendation  A- 
77-34  and  35 — Ongoing  investigations  of 
two  aircraft  accidents,  both  mvolvuig  the 
trar^portation  of  ll\e  cattle  on  cargo 
airplanes,  have  disclosed  evidence  of  a 
potential  safety  hazard. 

Last  Januar>-  13  a  Japan  Air  Lines 
Douglas  DC8-62P  depTrted  Anchorage 
I.Alaska'  International  Airport  on  a 
charter  flight,  traa-^porting  a  bulk  cargo 
of  cattle.  Immediately  alter  takeoff,  wit- 
nesses Siiw  the  aircraft  reach  a  maximum 
altitude  of  about  100  feet  before  it  yawed 
and  descended  to  the  ground. 

In  another  accident  in  which  the  air- 
craft was  carrying  ly.ilk  cattle,  a  Convair 
880,  oi^erated  by  Air  Trine  Corporation, 
failed  to  lift  off  the  ground  during  the 
takeoff  run  at  Miami  « Florida'  Interna- 
tional Airport  last  December  16  Investi- 
gation disclosed  that  the  pitch  trim  was 
not  w^ithin  the  takpoff  range  and  t!iat  the 
aircraft  grcvss  weight  was  calculated 
incorrect  Iv. 

On  both  of  these  flights,  the  cattle  were 
placed  into  pens  which  divided  the  full 
load  into  small  groups  so  that  their 
movement  was  re.<;tricted  in  any  hori- 
zontal direction  The  catiie  were  not 
positively  restramed,  however,  and  were 
thus  able  to  move  within  the  limits  of 
the  pens:  the  space  for  movement  de- 
pended on  the  number  of  cattle  in  each 
pen.  There  was  no  vertical  re^^tramt.  The 
Anchorage  accident  investigation  re- 
vealed one  incident  m  which  the  cattle 
broke  loose  from  the  pens  and  the  re- 
sultant weight  transfer  caused  the  air- 
plane to  rotate  prematiu-eiy  during  take- 
off Although  the  evidence  gathered  to 
date  does  not  mdicate  this  to  be  a  causal 
factor  m  either  accident,  the  Safety 
Board  i.=  concerned  that  the  unrestrained 
catties  movement,  or  even  the  adverse 
effect  of  the  normally  limited  catiie 
movement  on  the  stability  and  control 
characteristics  of  the  airplane,  together 
with  the  physiological  effects  on  a  flight- 
crew  subjected  to  constant  oscillatory 
motions,  could  cause  a  catastrophic  ac- 
cident. 

.Accordingly,  the  Safety  Board  on 
June  2  recommended  that  the  Federal 
A\-iation  .Administration — 

Issue  an  Advisory  Circular  to  establish 
criteria  for  the  design,  installation,  and  use 
of  livestock  restraining  systems  and  to  in- 
sure that  carriage  of  livestock  will  not  ad- 
versely affect  the  operation  of  the  aircraft  or 
the  function  of  Ite  crewmembers    (A-77-34i 


Conduct  an  engineering  analysis  to  deter- 
mine the  adequacy  ol  livestock  restraining 
systems  which  are  currently  approved  for 
use — the  analysis  to  determine  the  load  dls- 
trib\ition  and  maximum  amount  of  load 
shift  permitted  without  causing  an  Intoler- 
able shift  of  the  airplane's  center  of  gravity 
and  to  determine  that  the  permissible  limits 
will  not  adversely  aflect  the  airplane's 
stability  and  control  characteristics  or  In- 
troduce physiological  factors  which  could 
affect  crew  p>erformance   (A-77-35) 

Both  are  designated  Class  II'  rec- 
ommendations, for  priority  followup. 

Aviation  Safety  Recommendations  A- 
77-36  and  37  —The  Safety  Board  withm 
the  past  two  years  has  investigated  sev- 
eral aircraft  accidents  which  occurred  at 
DuPage  County  Airport.  Illinois,  shortly 
after  2200:00,  the  nightly  closing  time 
for  the  air  traffic  control  tower.  Acci- 
dents at  DuPage  referenced  in  the 
Board's  recon-uncndation  letter  of  June  2 
to  the  Federal  Aviation  Administration 
were  those  involving  a  Cessna  172  on 
July  29.  1975;  a  Beechcraft  BE-18  on 
Mav  31,  1976:  and  a  Mooney  MU20E  on 
March  3.  1977. 

Although  the  operating  hours  for  the 
runway  alignment  indicator  lights  and 
the  rimway  end  identifier  lights  are  pub- 
lished in  Part  3  of  the  Airman's  Infor- 
mation Manual  and  on  the  applicable 
Jeppesen  approach  charts,  the  Safety 
Board  does  not  beUeve  that  this  opera- 
tion is  in  the  be'^t  interest  of  public 
safety.  The  Board  believes  that  a  pilot 
who  Ls  approaching  the  airport  for  land- 
ing in  marginal  meteorological  condi- 
tions— especially  one  who  has  reported 
navigational  problems — should  have  the 
advantage  of  all  available  airport  light 
svstems  and  components.  Since  Chicago 
Flight  Service  Station  operates  continu- 
ouslv  and  provides  flight  assistance  and 
communications  services  for  DuPage 
County  Airport,  the  Board  believes  that 
the  fiieht  service  station  should  control 
the  airport  lights  after  the  tower  closes. 

Accordingly,  the  Safety  Board  recom- 
mends that  FA  A — 

Delegate  control  of  all  DuPage  County 
Airport.  Illinois,  light  systems  and  compo- 
ner.-s  to  the  Chicago  Flight  Service  Station 
when  the  DuPage  control  tow*r  Is  not  op- 
erational    .A-77-36) 

Survey  all  Airports  with  published  Instru- 
ment approach  procedures  and  with  control 
towers  which  do  not  operate  continuously 
to  a.ssure  that  the  airport  Ilehts  can  be  con- 
trolled bv  another  Federal  Aviation  Admin- 
istration facility  or  by  a  pilot  when  the  con- 
trol to*er  is  not  operational.   (A-76-371 

Bo»h  are  designated  "Cln^s  11"  recom- 
mendations, for  priority  followup. 

Aviation  Safety  Recommendations  A- 
77-39  and  3a —Two  Class  I— Urgent  Fol- 
lowup recommendations  were  issued  June 
2  to  the  Federal  .Aviation  Administration 
following  Board  investigation  of  the 
crash  last  March  31  of  a  Bell  Model 
214B-1  helicopter  employed  in  a  logging 
operation  near  Liberty.  Wa«;hington  The 
helicopter  was  on  its  first  afternoon 
flicht  to  retrieve  a  load  of  logs  when 
the  tail  assembly  and  the  main  rotor 
blades  separated  from  the  rotorcraft 
The  helicopter  hit  the  ground  on  its  left 
side:  both  pilots  were  killed 
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Investigation  of  the  accident  disclosed 
that  the  fin  installation.  P  N  214-020- 
002,  had  fractured  and  separated  The 
Safety  Board  and  Bell  Helicopter  Tex- 
tron metallurgists  analyzed  the  fractured 
vertical  fin  and  found  that  it  failed  in 
fatigue  orieinating  in  the  left  forward 
spar  cap  at  the  first  outboard  rivet  hole 
above  the  tail  boom  deck  The  total  time 
of  the  vertical  fin  installation  was  307 
operating  hours  since  replacement  of  the 
original  tail  boom  on  November  20,  1976. 

On  April  7,  1977.  Bell  Helicopter  Tex- 
tron telegraphed  all  Model  214B  B-1  op- 
erators to  inform  them  of  the  prelimi- 
narv  investigation  of  this  accident  and  of 
an  immediate  mandatory  inspection  on 
all  helicopters  with  over  loo  flight-hours. 

In  view  of  the  potentially  catastrophic 
consequences  associated  with  such  a  fail- 
ure, the  Safety  Board  recommends  that 
FAA— 

I.'sue  an  Emereencv  Airworthiness  Directive 
n-mking  the  Bell  Helicopter  Textron  tele- 
graphic message  of  April  7.  1977.  mandatory 
for  all  operators  of  Bell  Models  214B  and 
B-1  helicopters  with  an  additional  require- 
ment for  a  visual  dally  Inspection.  (A-77- 
38) 

Reduce  the  maximum  gross  weight  or 
torque  limitation,  or  both,  of  f^e  Bell  Models 
214B  and  B-1  helicopters  until  loading  and 
stress  on  the  tall  boom  fin  and  tall  boom 
can  be  reevaluated  and  ap-ropriate  struc- 
tural modifications  completed.    (A-77-39) 

Railroad  Safety  RpcoTimendation  R- 
f 7-1 3. —The  Safety  Board  has  asked  the 
Federal  Railroad  Administration  to  set 
standards  for  the  interior  design  of  com- 
muter cars  to  help  prevent  death  or  in- 
iuries  from  accidents.  The  request  came 
following  investigation  of  the  collision 
of  two  Consolidated  Railroad  Corpora- 
tion commuter  trains  in  New  Canaan, 
Connecticut,  last  July  13.  Two  persons 
died  and  30  other  were  injured  when 
the  oncoming  ConRail  commuter  train 
struck  a  standing  train  at  the  New  Ca- 
naan station  which  had  discharged  pas- 
sengers and  was  preparing  to  switch  to 
another  track. 

The  Safety  Board  on  June  1  recom- 
mended that  FRA— 

Promulgate  regulations  for  railroad  com- 
muter lines  that  will:  Establish  standards 
for  the  interior  design  of  commuter  cars 
to  prevent  and  reduce  Injuries  from  acci- 
dents; Insure  that  when  the  cars'  power 
source  falls,  emergency  lighting  Is  adequate 
and  doors  can  be  operated  easily  from  Inside 
and  outside;  establish  standards  for  the 
evacuation  of  passengers;  and  prevent  a 
passenger  train  from  entering  an  occupied 
block.  (R-77-13.  Class  II — Priority  Follow- 
up  ) 

Last  summer  the  Safetv  Board  issued 
four  other  recommendations — Nos  Rr- 
76-46  and  47  on  July  28  to  the  Connecti- 
cut Department  of  Transportation  '41 
FR  32795,  August  5.  1976 1,  and  Nos.  R- 
76-48  and  49  on  August  20  iointly  to  the 
Connecticut  Department  of  Transporta- 
tion and  the  Metropolitan  Transit  Au- 
thority <41  FR  36091.  August  26  1976  — 
in  light  of  its  investigation  of  the  New 
Canaan  accident 

The  Safety  Board  will  soon  make  avail- 
able to  the  public  its  narrative  report 


containing  facts,  analysis,  and  conclu- 
sions concerning  this  accident. 
Responses  to  Safety  Recommendations 

Aviation:  A-7 6-1 42. —Federal  Aviation 
Administration  letter  of  May  16  supple- 
ments initial  response  of  April  1  (42  FR 
20693,  April  21.  1977  >  to  this  recommen- 
dation, which  asked  FAA  to  initiate  a 
program  for  those  airports  which  have 
no  full-time  crash/fire  rescue  crew,  es- 
pecially those  in  Alaska,  to  properly  train 
and  equip  the  personnel  that  must  re- 
spond to  an  aircraft  fire.  This  recom- 
mendation is  one  of  three  issued  follow- 
ing Board  investigation  of  the  Alaska 
Airlines  accident  at  Ketchikan  (Alaska" 
International  Airport,  April  5.  1976. 

FAAs  April  1  letter  pointed  out  the 
hmited  capability  FAA  has  in  establish- 
ing a  training  program  for  airport  fire- 
fighting  personnel.  FAA's  May  16  letter 
reports  that  FAA  is  exploring  ways  to 
accomplish  more  uniform  training  and 
provides  additional  information  on  areas 
of  consideration  to  improve  the  capabil- 
ity of  firefighting  teams. 

FAA  reports  that  it  is  working  with 
the  National  Fire  Protection  Association 
iNFPA»  to  develop  a  formal  recom- 
mended practice/standard  which  is  ex- 
pected to  identify  the  job  knowledge  and 
performance  criteria  for  an  airport  fire- 
fighter. The  standard,  FAA  states,  is  in- 
tended to  serve  the  industry  as  hiring 
selection  criteria,  as  a  basis  for  job  per- 
formance evaluation  for  upgrading/pro- 
motion purposes,  and  as  a  means  of  iden- 
tifying specific  training  needs  for  orderly 
career  progression.  "The  final  product 
must  meet  approval  of  nationally  orga- 
nized professions  and  volunteers,  and 
must  be  able  to  pass  the  court  tests  of 
fairness  and  specific  job  required  criteria 
currently  being  used  to  test  hiring  and 
promotion  practices,"  FAA  stated.  FAA 
intends  to  continue  working  closely  with 
NFPA  on  the  development  of  this  stand- 
ard, and  upon  completion  will  consider 
a  regulatory  change. 

Further,  FAA  is  evaluating  some  com- 
mercially nrepared  training  outlines. 
FAA  states,  "However,  meaningful  prog- 
ress in  this  area  depends  on  the  iden- 
tification and  national  acceptance  of  air- 
port firefighter  job  knowledge  and  per- 
formance criteria."  Upon  completion  of 
an  acceptable  syllabus,  FAA  expects  to 
take  additional  steps  related  to  the  de- 
velopment of  a  more  standardized  train- 
ing program. 

Aviation:  A-77-32  and  33. — Federal 
Aviation  Admmistration  letter  of  May  20 
is  in  response  to  recommendations  issued 
by  the  Safety  Board  immediately  after 
the  May  16  accident  involving  a  Sikorsky 
Model  S-61L  helicopter  on  the  heliport 
of  the  Pan  American  Building  in  New- 
York  Citv.  (See  42  FR  27076,  May  26, 
1977.) 

According  to  the  May  20  letter,  FAA 
on  May  19  directed  the  issuance  of  an 
Airworthiness  Directive  applicable  to 
Sikorsky  S-61L,  S-61N,  and  S-61A  heli- 
copters requiring  inspection  of  main 
landing  gear  assemblies  and  appropriate 
remedial  action.  A  copy  of  the  directive 


responsive    to    A-77-32    is    attached    to 
FAA's  letter. 

FAA  further  reports  that  action  is  be- 
ing taken  on  recommendation  A-77-33  to 
reevaluate  current  inspections  proce- 
dures: the  Safety  Board  will  be  informed 
when  reevaluation  has  been  completed 

Railroad:  R-76-17 . — Federal  Railroad 
Administration  letter  of  May  20  responds 
to  Board  recommendation  issued  follow- 
ing Investigation  of  the  rear-end  colli- 
sions of  three  Massachusetts  Bay  Trans- 
portation Authority  iMBT.Ai  trains  in 
Boston,  Massachusetts.  August  1.  1975 
The  recommendation  asked  FRA  to  m- 
sure  that  the  MBTA  implements  the  rec- 
ommendations made  by  its  investigating 
committee.  (See  41  FR  22427,  June  3. 
1976.) 

In  indicating  concurrence.  FRA  re- 
ports that  steps  have  been  taken  to  have 
FRA  field  personnel  monitor  the  im- 
plementation of  the  recommendations 
proposed  by  the  MBTA  investigating 
committee  FRA  says  that  to  date  the 
maiorlty  of  these  recommendations  have 
been  implemented  and  the  remainder  ■ 
are  in  the  process  of  being  put  into  ef- 
fect. FRA  will  advi.se  the  Safetv  Board 
when  all  are  implemented.  FRA  provides 
a  copy  of  a  letter  dated  Aoril  6,  1977. 
from  MBTA's  Office  of  Snfetv  to  FTfA 
detailing  progress  on  implpm^^nting  the 
recommendations.  The  MBT.'\  recom- 
mendations concern  (1>  dispatchers, 
<2>  the  master  control  operator,  (3»  the 
train  starter,  (4)  inspectors.  '5>  motor- 
men,  (61  guards.  (7^  the  signal  main- 
tainer.  (8)  communications,  (9>  car 
side  doors.  (10)  rule  changes.  (11>  train- 
ing for  new  inspectors  and  starters,  and 
(12)  safety  and  training. 

Safety  Board  Reply  to  Highway 
Recommendations 

Board  letter  of  May  31  to  the  State 
Deoartment  of  Highways  and  Public 
Transportation.  Austin.  Texas,  is  in 
replv  to  the  Departmpnt's  Mf  y  10  letter 
(42  FR  27078,  Mav  26.  1977)  concern- 
ing recommendations  H-76-17  and  18. 
These  rerommendations  were  issued  fol- 
lowing investigation  of  the  April  29. 
1975.  Surtieas.  S.A..  tractor-tank-semi- 
trailer accident  near  Eagle  Pa.ss.  Texas. 

The  Bo^rd  expresses  annreriation  for 
the  Department's  response  to  H-76-18 
and  its  cooperation  on  behalf  of  hieh- 
wav  safetv.  Regarding  recommendation 
H-76-17.  the  Board  recognizes  that  a 
Statewide  nroiect  to  inventorv  existing 
unprotected,  raised  concrete  culvert  end- 
walls  and  headwalls  to  establish  a  prior- 
itv  within  the  Department's  hiehway 
safetv  improvement  program  for  their 
modification  takes  tim^  and  resources. 
However,  the  Board  wishes  to  know  of 
the  Department's  progress  in  this  area. 

Note — The  above  notice  consists  of  sum- 
maries of  Safety  Board  documents  made 
available,  and  safety  recommendation  re- 
spon-ses  received,  during  the  week  preced- 
ing publication  of  the  notice  In  the  Federal 
Register.  The  aircraft  accident  report  and 
the  safety  recommendation  letters  in  their 
entirety  are  available  to  the  general  public- 
single  copies  are  obtainable  without  charge. 
Copies  of  the  full  text  of  responses  to  r?com- 
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mendations  and  any  Board  correspondence 
may  be  obtained  at  a  cost  of  $4  for  .seri'ice 
and  lOf  per  page  for  reproduction  All  re- 
qviests  must  be  in  WTitlng.  Identified  by  the 
recommendation  number  and  date  of  pub- 
lication of  this  notice  in  the  FEDEB^L  Regis- 
ter Address  Inquiries  to:  Public  Inquiries 
Section.  National  Transportation  Safety 
Board.  Washington.  DC  20594. 

Multiple  copies  of  accident  reports  may 
be  purchased  by  mail  from  the  National 
Technical  Information  Service.  US  Depart- 
ment of  Commerce.  Springfield.  Virginia 
22151 

(Sees  304(a)  (2)  and  307  of  the  Independent 
Safetv  Board  Act  of  1974  (Pub.  L.  93-633. 
88  Stat    2169.  2172   (49  U.SC.   1903.   1906)).) 

Margaret  L.  Fisher, 
Federal  Register  Liaison  Officer. 

June  6, 1977. 
|FR  Doc  77-16353  FUed  6-8-77.8  45  am| 

SMALL   BUSINESS 
ADMINISTRATION 

(License  No    02  02-52891 

COALITION  SMALL  BUSINESS 
INVESTMENT  COMPANY   CORP. 

Application  for  Transfer  of  Control  of 
Licensed  Small  Business  Investment 
Company 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  the  Small  Busi- 
ness Administration  (SBA>.  pursuant  to 
5  107  701  of  the  Regulations  governing 
small  business  investment  companies  ( 13 
CFR  107.701  ( 1977) ) ,  for  transfer  of  con- 
trol of  Coalition  Small  Business  Invest- 
ment Company  Corp.  (Coalition).  1270 
Avenue  of  the  Americas.  New  York.  New 
York  10020,  a  Federal  Licensee  under  the 
Small  Business  Investment  Act  of  1958, 
as  amended  'the  Act)  '15  U.SC.  661  et 
seq  > .  and  the  Rules  and  Regulations. 

Coalition  was  licensed  on  November 
15.  1971.  and  its  present  capitalization  is 
$173,350.  It  is  a  t^-hollv  owned  subsidiar>' 
of  Coalition  Venture  Corporation,  a  New 
York  not-for-profit  corporation  located 
at  the  .same  address  as  the  licensee. 

Potomac  Associated  Resources  CorfX)- 
ration  '  Potomac  >.  a  corporation  located 
at  30  Broad  Street.  New  York.  New  York 
10004.  proposes  to  acquire  from  Coalition 
Venture  Corporation  all  of  the  outstand- 
ing stock  of  Coalition,  the  licensee 

Potomac  is  owned  by  the  following 
shareholders: 

Ret-mald  F  Lewis.  30  Broad  Street.  New  York. 
New  York  10004. 

Thomas  A.  Bourelly,  7700  South  Luella.  Chi- 
cago   Illinois  60649. 

Jean  S  Fugett,  Jr  .  8717  Camille  Drive.  Poto- 
mac, Maryland  20854 

Upon  transfer  of  control.  Potomac  will 
continue  the  operations  of  Coalition  at 
30  Broad  Street.  New  York.  New  York 
10004.  with  no  change  in  the  investment 
policy  or  in  the  area  of  operations.  How- 
ever, the  following  will  be  named  oCBcers 
and  directors: 

Reginald  F  Lewis.  President.  Director. 
30  Broad  Street.  New  York.  New  York 
10004 

Thomas  A.  Bourelly,  Executive  Vice  Presi- 
dent. Trea.surer  and  Director.  7700  South 
Luella,  Chicago.  Illinois  60649 


Jean  S.  Fugett.  Jr  .  Secretary  and  Director, 
Vice  President,  8717  Camille  Drive.  Poto- 
mac. Maryland  20854 

Matters  involved  in  SBA's  considera- 
tion of  the  application  include  the  gen- 
eral business  reputation  and  character 
of  management  and  shareholders,  and 
the  probabihty  of  successful  operations 
of  Coalition  under  their  management 
in  accordance  with  the  Act  and 
Regulations. 

Notice  is  further  given  that  any  per- 
son may.  not  later  than  Jime  24.  1977. 
submit  to  SBA  in  writing,  comments  on 
the  proposed  transfer  of  control  of  this 
company.  Any  such  comments  should  be 
addressed  to:  Associate  Administrator 
for  Finance  and  Investment.  Small  Busi- 
ness Administration.  1441  L  Street  NW., 
V^^ashington.  DC.  20416. 

A  copy  of  this  notice  Will  be  published 
by  Coalition  in  a  newspaper  of  general 
circulation  in  New  York,  New  York. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011,  Small  Business  Investment 
Companies.) 

Dated:  June  3.  1977. 

Peter  F.   McNeish. 
Deputy  Associate  Adrninistrator 
for  Investment. 


I  FR  Doc  ■ 
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DEPARTMENT  OF   STATE 

lCM-7,  76| 

SHIPPING  COORDINATING  COMMITTEE, 
SUBCOMMITTEE  ON  SAETY  OF  LIFE  AT 
SEA 

Meeting 

The  working  group  on  subdivision  and 
stability  of  the  Subcommittee  on  Safety 
of  Life  at  Sea,  a  subcommittee  of  the 
Shipping  Coordinating  Committee,  will 
hold  an  open  meeting  at  9:30  a.m.  on 
Tuesday.  June  28,  1977,  in  Room  8236 
of  the  Department  of  Transportation, 
400  Seventh  Street  SW.,  Washington, 
DC. 

The  purpose  of  the  meeting  will  be 
to  consider  the  report  of  the  20th  Ses- 
sion of  the  Subcommittee  on  Subdivi- 
sion. Stability  and  Load  Lines  of  the  In- 
tergovernmental Maritime  Consultative 
Organization  'IMCOi  held  in  London 
February  7-11.  1977.  The  particular 
items  for  discussion  are: 

Agenda  items  for  the  21st  Session  of 
the  Subcommittee,  scheduled  tentatively 
to  be  held  October  24-28.  1977. 

Discussion  of  a  French  proposal  for 
roll-on  roll-oCT  ships. 

Requests  for  further  information  on 
the  meeting  should  be  directed  to  Mr. 
Edward  H.  Middleton.  United  States 
Coast  Guard.  He  may  be  reached  by 
telephone  on  area  code  202-426-2170. 

The  Chairman  will  entertain  com- 
ments from  the  public  as  time  permits. 

Dated:  May  25.  1977. 

Richard  K.  Bank, 

Chairman.  Shipping 
Coordinating  Committee. 

IFR  Doc,77-16323  Filed  6-«-77;8  45  am] 


(CM-7./77] 

SHIPPING  COORDINATING  COMMITTEE, 
SUBCOMMITTEE  ON  SAFETY  OF  LIFE  AT 
SEA 

Meeting 

The  working  group  on  international 
naultimodal  transport  and  containers  of 
the  Subcommittee  on  Safety  of  Life  at 
Sea.  a  subcommittee  of  the  Shipping  Co- 
ordinating Committee,  will  hold  an  open 
meeting  from  9  30  am.  to  5  p  jn.  on  Wed- 
nesday and  Thursday.  June  29-30,  1977. 
in  Room  8334  of  the  Department  of 
Transportation.  400  Seventh  Street  SW., 
Washington,  DC. 

The  purpose  of  the  meeting  is  to  dis- 
cuss matters  germane  to  multimodal 
transport  and  containers.  The  following 
specific  issues  will  be  addressed  in  the 
order  and  on  the  dates  indicated: 

Wednesday,  June  29 

Update  of  USG  action  on  the  Imple- 
mentation of  the  ECE  Agreement  on  the 
International  Carriage  of  Perishable 
Foodstuffs  and  on  the  Special  Equipment 
to  be  used  for  such  Carriage  'ATP). 

Update  on  IMCO  CCC  Customs  Con- 
vention on  Containers  (1972), 

Discussion  of  U  S  position  for  meet- 
ing of  IMCO  Subcommittee  on  Con- 
tainers and  Cargoes,  London,  July  11-15, 
1977. 

Discussion  of  legislation  and  regula- 
tions regarding  the  IMCO  International 
Convention  on  Safe  Containers  <1972). 

The  target  date  for  distribution  of 
pertinent  documents  to  working  group 
for  latter  two  items  is  June  6. 

Thursday,  June  30 

Discussion  of  report  titled  "A  Study  of 
Intermodal  Container  Safetv  by  C.  R. 
Cushing.  ML.  Higgins,  and  P.  B.  Kim- 
ball. (This  Item  may  be  discussed  on 
Wednesday,  time  permitting.) 

Any  questions  concerning  this  meeting 
should  be  directed  to  either  Mr.  M.  H. 
Allen,  United  States  Coast  Guard  '202- 
426-1577',  or  Mr.  Richard  E.  Johe,  De- 
partment of  State  (202-632-1313), 

Comments  from  the  public  will  be  wel- 
comed. 

Dated:  May  26,  1977, 

Richard  K   Bank, 
Chairman.  Shipping 
Coordinating  ComTuittee. 

|FR  Doc.77-16324  Filed  6-8-77:8:45  ami 


ICM-7   781 

SHIPPING  COORDINATING  COMMITTEE. 
SUBCOMMITTEE  ON  SAFETY  OF  LIFE  AT 
SEA 

Meeting 

The  working  group  on  subdivision  and 
stability's  panel  on  bulk  cargoes  of  the 
Subcommittee  on  Safety  of  Life  at  Sea. 
a  subcommittee  of  the  Shipping  Coor- 
dinating Committee,  will  hold  an  open 
meeting  at  10  am  on  Thursday.  June  30. 
1977.  in  Room  8236  of  the  Department  of 
Trarusportation.  400  Seventh  Street  SW.. 
Washington.  DC. 

TTie  purpose  of  the  meeting  will  be  to 
discuss: 
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Items  on  the  agenda  for  the  18lh  Ses- 
sion of  the  Subcommittee  on  Containers 
and  Cargoes  of  the  Intergovernmental 
Maritime  Consultative  Organization 
(IMCOi  scheduled  to  be  held  m  London 
July  11-15.  1977. 

A  French  proposal  for  roll-on  roll-off 
ships. 

Requests  for  further  information  on 
the  meeting  should  be  directed  to  either 
Mr  Edward  H  Middleton.  United  States 
Coast  Guard  (202-426-2170'.  or  Captain 
S  Fra.ser  Sammis,  National  Cargo  Bu- 
reau, Inc.  New  York  (212-432-1230). 

The  Chairman  will  entertain  com- 
ments from  the  public  as  time  permits. 

Dated:  May  26.  1977. 

Richard  K  Bank. 
Chairman.  Shipping 
Coordinating  Committee. 

(FRDoc77-16325PUed&-8-77  8  45  am] 

DFPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 

iCGD    77-'.  10' 

EQUIPMENT,    CONSTRUCTION,   AND 
MATERIALS 

Approval   Notice 

1  Certain  law;  and  retaliations  (46 
CFR  Chapter  I>  require  that  varioas 
items  of  life.":aving.  firefighting  and  mis- 
cellaneous equipment,  construction,  and 
materials  used  on  board  vessels  subject 
to  Coast  Guard  inspection,  on  certain 
motorboats  and  other  recreational  ves- 
sels, and  on  the  artificial  inlands  and 
fixed  structures  on  the  outer  Continental 
Shelf  be  of  types  approved  by  the  Com- 
mandajit,  US  Coast  Guard.  The  pur- 
pose of  this  document  Ls  to  notify  all 
interested  persons  that  certain  approvals 
have  been  granted  as  herein  described 
dunng  the  period  from  March  9,  1977 
to  April  21,  1977  'Ust  No.  6-77 >.  These 
actions  were  taken  in  accordance  with 
the  procedures  set  forth  in  46  CFR  2  75-1 
to  2  75-50 

2.  The  statutory  authority  for  equip- 
ment, construction,  and  material  ap- 
provals is  generally  set  forth  in  sections 
367,  375,  390b,  416,  481,  489,  526p,  and 
1333  of  Title  46  United  Stare.s  Code, 
section  1333  of  Title  43,  United  States 
Code,  and  section  198  of  Title  50,  United 
States  Code  The  Secreury  of  Transpor- 
tation has  delegated  authority  to  the 
Commandant,  U  S  Coast  Guard  with 
respect  to  these  approvals  '  49  CFR 
1  46'bi  i .  The  specifications  prescribed  by 
the  Commandant,  US.  Coast  Guard  for 
certain  tyres  of  eauipm^nt.  construction. 
and  materials  are  set  forth  in  46  CFR 
Partes   160  to  164 

3  The  approvals  listed  in  this  docu- 
ment shall  be  in  effect  for  a  period  of 
5  years  from  the  date  of  issuanre,  unless 
sooner  cancelled  or  suspended  by  proper 
authority. 

Gas  Masks.  Self-Contained  Breathing 
.Apparatus,  and  Sl'pplied-Air  Respira- 
tors, FOR  Merchant  Vessels 

Approval  No  160  011  45  0,  M-S-A  Air 
Mask,  pressure  demand  type,  with  Clear- 


vue  Facepiece  and  Cleartone  Speaking 
Diaphragm.  Part  No.  95069.  or  Ultraview 
Facepiece  and  Cleartone  Speaking  Dia- 
phragm. Part  No.  461704,  self-contained 
one-half  hour  compressed  air  breathing 
apparatus,  at  least  one  extra  fully 
charged  cylinder  of  breathing  air  to  be 
included  as  part  of  the  complete  unit. 
Bureau  of  Mines  Approval  No.  13E-10, 
National  Institute  of  Occupational 
Safety  and  HealUi  T.C.-13F-30,  and 
MSA  assembly  dwg.  No.  D-95069.  revi- 
sion 5  dated  February  14,  1969,  manu- 
factured by  Mine  Safety  Appliances 
Company,  201  North  Braddock  Avenue, 
Pittsburgh.  Pennsylvania  15208,  efTec- 
tive  March  28,  1977.  (It  supei-sedes  Ap- 
proval No.  160.011/45/0  dated  October  2, 
1974  to  show  minor  changes.) 

Lifeboat  Winches  for  Merchant 
Vessels 

Approval  No,  160015/99/2.  Carroll 
Type  CW-75-M  lifeboat  winch:  approval 
limited  to  mechanical  components  only 
and  for  a  maximum  working  load  of 
7.500  lbs.  pull  at  the  drums  (3,750  lbs. 
per  fall  i  ;  identified  by  general  arrange- 
ment   drawings    57804    dated    June    17, 

1975.  or  58044.  Revision  B  dated  October 
26,  1976:  and  drawing  list  dated  Decem- 
ber 10.  1976.  Trackway-mounted  winch; 
approval  is  limited  for  use  with  Type 
CG-150-P  gravity  davit  (Approval  160.- 
032' 186  1>,  manufactured  by  Lake 
Shore.  Inc.,  Iron  Mountain.  Michigan 
49801.  effective  April  18.  1977.  (It  super- 
sedes Approval  No.  160.015/99/1  dated 
July  17,  1975  to  show  design  changes.) 

Lifeboats 

Approval  No.  160.035/97/8.  22.0'  x  7.5' 
X  3  17'  steel,  motor-propelled  lifeboat, 
without  radio  cabin  or  searchlight  Class 
1.  28 -person*  capacity,  identified  by  gen- 
eral arrangement  and  construction  dwg. 
No    22-001-02  Rev.  C  dated  August  12, 

1976.  this  boat  is  built  with  a  wooden  or 
fibrous  glass  reinforced  plastic  (FRP)  re- 
movable interior,'  approved  for  28-per- 
son  capacity  for  replacement  lifeboats, 
46  CFR  160b35-13<ci  Marking,  Weights: 
Condition  "A" -3.598  pounds:  Condition 
"B"  -9,191  pounds,  manufactured  by 
Lane  Lifeboat  Division  of  Lane  Marine 
Technology,  Inc.,  150  Sullivan  Street, 
Brooklyn,  New  York  11231,  effective  April 
21.  1977  (It  supersedes  Approval  No. 
160  0'?5  97-7  dated  October  30,  1972  to 
show  alternate  engine  ) 

Approval    No.    160  035/230/5,    22  0'    x 

7  5  X  3  17'  aluminum,  oir-propelled  life- 
boat, 30-person  capacity,  identified  by 
ron>;truction  and  arrangement  dwg  No. 
22-2D  Rev  K  dated  April  3,  1969.  46 
CFR  160.035-13(0  Marking.  Weights: 
Condition  "A"  =  1.800  pounds;  Condition 
"B"  7,515  pounds,  manufactured  by 
Marine  Safetv  Equinment  Corporation. 
Foot  of  Wyckoff  Road.  Parmingdale, 
New  Jersey  07727,  effective  April  8,  1977. 
lit  is  an  extension  of  Approval  No.  160.- 
0?5  230  5  dated  June  21.  1972.) 

Approval    No.    160.035/424/2.    28.0'    x 

8  46'  X  3  79'  steel,  oar-propelled.  55-per- 
son  capacitv.  identified  by  construction 
and  arrangement  dwg.  No.  28-lOB.  Rev. 
C  dated  May  18,  1972.  46  CFR  160  035- 
13 1  c)      Marking,     Weights:      Condition 


"A"  4.500  pounds:  Condition  "B"^ 
14,711  pounds,  manufactured  by  Marine 
Safetv  Equipment  Corporation.  Foot  of 
WycofT  Road.  Farmingdale.  New  Jersey 
07727.  effective  April  8.  1977.  (It  is  an  ex- 
tention  of  Approval  No.  160.035,424/2 
dated  June  21,  1972.) 

Buoys.  Life,  Ring,  Unicellxtlar  Plastic 

Approval  No.  160.050/98/0,  24-inch, 
coated  imicellular  plastic  foam  ring  life 
buoy,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160.050 
and  Approval  Number  160.050  89  revi- 
sion No.  in  effect  on  date  of  manufacture. 
Type,  rv  PFD,  manufactured  by  The 
Massalite  Company.  Box  214,  Winnetka. 
Illinois  60093.  for  Recreonics  Corpora- 
tion. 1635  Expo  Lane.  Indianapolis,  Indi- 
ana 46224.  effective  April  1.  1977. 

Approval  No.  160.050/99/0.  30-inch. 
coated  unicellular  plastic  foam  ring  life 
buov,  manufactured  in  accordance  with 
U.S.C.G.  Specification  Subpart  160  050 
and  Approval  Number  160.050 '90/revi- 
sion  No.  in  effect  on  date  of  manufacture. 
Type  IV  PFD.  manufactured  by  The 
Massalite  Company.  Box  214.  Winnetka. 
Illinois  60093.  for  Recreonics  Corpora- 
tion. 1635  Expo  Lane  Indianapolis.  Indi- 
ana 46224,  effective  April  1.  1977. 

Launching  Device  for  Inflatable  Life 
Rafts 

Approval  No.  160.063 '3/0.  Tvpe  FR-50 
fixed-arm  davit  with  R-50H-1  winch: 
approved  for  a  maximum  working  load  of 
5,000  lbs.  by  a  one-part  fall:  identified  by 
general  arrangement  drawing  Dl-F-281, 
revision  B  dated  December  12,  1976  and 
drawing  list  dated  April  12,  1977.  manu- 
factured by  Marine  Safety  Equipment 
Corporaticwi,  Foot  of  Wyckoff  Road, 
Farmingdale.  New  Jersey  07727,  effective 
April  21,  1977. 

Marine  Buoy/nt  Device 

Approval  No.  160  064^153  0.  adult 
small.  Model  No.  YV-S.  cloth  covered 
unicellular  plastic  foam  "Yachting  Vest", 
manufactured  m  accordance  with  U.S.- 
C.G. Specification  Subpart  160.064  and 
UL/MD  report  file  No.  MQ  7,  Type  HI 
PFD,  manufactured  by  Atlantic-Pacific 
Manufacturing  Corporation.  124  Atlantic 
Avenue.  Brooklyn.  New  York  11201,  ef- 
fective March  9.  1977. 

Aproval  No.  160.064/1154/0,  adult  me- 
dium. Model  No.  YV-M.  cloth  covered 
unicellular  plastic  foam  "Yachting  Vest", 
manufactured  in  accordance  with  U.S. 
C.G.  Specification  Subpart  160  064  and 
UL/MD  report  file  No.  MQ  7,  Tj-pe  III 
PFD,  manufactured  by  Atlantic-Pacific 
Manufacturing  Corporation,  124  Atlantic 
Avenue,  Brooklvn,  New  York  11201.  ef- 
fective March  9.  1977, 

Approval  No.  160  064/1155/0,  adult 
large.  Model  No.  YV-L.  cloth  covered 
unicellular  plastic  foam  "Yachting  Vest", 
manufactured  in  accordance  with  U.S 
C.G.  Specification  Subpart  160  064  and 
UL'MD  report  file  No.  MQ  7.  Tyoe  III 
PFD.  manufactured  by  Atlantic-Pacific 
Manufacturing  Corporation.  124  Atlan- 
tic Avenue.  Brooklyn.  New  York  11201, 
effective  March  9,  1977. 

Approval  No.  160  064  1156  0.  adult  X- 
large.  Model  No.  YV-XL.  cloth  covered 
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unicellular  plastic  foam  "Yachting  Vest", 
manufactured  in  Eiccordance  with  U.S. 
C.G.  Specification  Subpart  160  064  and 
LTL  MD  report  file  No,  MQ  7,  Tj-pe  III 
PFD,  manufactured  by  Atlantic-Pacific 
Manufacturing  Corporation.  124  Atlantic 
Avenue,  Brooklyn,  New  York  11201,  ef- 
fective March  9.  1977. 

Approval  No  160.064/1157/0,  adult 
XX-large,  Model  No,  YV-XXL.  cloth 
covered  unicellular  plastic  foam  "Yacht- 
ing Vest",  manufactured  in  accordance 
with  U.S.C  G.  Specification  Subpart 
160.064  and  UL  MD  report  file  No.  MQ  7. 
Type  III  PFD,  manufactured  by  Atlan- 
tic-Pacific Manufacturing  Corporation, 
124  Atlantic  Avenue,  Brooklyn,  New  York 
11201,  effective  March  9,  1977. 

Approval  No.  160.064  1158  0,  adult 
magnum.  Model  No.  YV-Magnum,  cloth 
covered  unicellular  plastic  foam  "Yacht- 
ing Vest",  manufactured  in  accordance 
with  U.S.C.G.  Specification  Subpart 
160.064  and  UL  MD  report  file  No.  MQ  7. 
Type  in  PFD.  manufactured  by  Atlan- 
tic-Pacific Manufacturing  Corporation. 
124  Atlantic  Avenue,  Brooklyn.  New  York 
11201,  effective  March  9,   1977. 

Approval  No.  160.064  1159  0,  adult 
super  small.  Model  LYV-SS,  a  cloth 
covered  unicellular  plastic  foam  "Ladies 
Yacht  Vest",  manufactured  in  accord- 
ance with  U,S.C.G,  Specification  Subpart 
160.064  and  UL  'MD  report  file  No.  MQ  7. 
Type  ni  PFD,  manufactured  by  Atlantic- 
Pacific  Manufacturing  Corporation.  124 
Atlantic  Avenue.  Brooklyn,  New  York 
11201.  effective  March  9,  1977. 

Approval  No.  160.064  1160^0,  adult 
small.  Model  No.  LYV-S,  cloth  covered 
unicellular  plastic  foam  "Ladies  Yacht 
Vest",  manufactured  in  accordance  with 
U,SCG.  Specification  Subpart  160.064 
and  UL  MD  report  file  No.  MQ  7,  Type 
III  PFD.  manufactured  by  Atlantic- 
Pacific  Manufacturing  Corporation.  124 
Atlantic  Avenue.  Brooklyn.  New  York 
11201,  effective  March  9,  1977. 

Approval  No.  160.064  11610.  adult 
medium.  Model  No.  LYV-M.  cloth  cov- 
ered unicellular  plastic  foam  "Ladies 
Yacht  Vest",  manufactured  in  accord- 
ance with  U.S.C.G.  Specification  Subpart 
160  064  and  UL  MD  report  File  No.  MQ  7. 
Tj'pe  in  PFD.  manufactured  by  Atlantic - 
Pacific  Manufacturing  Corporation,  124 
Atlantic  Avenue,  Brooklyn,  New  York 
11201,  effective  March  9,  1977. 

Approval  No.  160.064  1162/0,  child 
small.  Model  No.  CSV-S.  cloth  covered 
unicellular  plastic  foam  "Child  Safety 
Vest",  manufactured  in  accordance  with 
U.SC.G.  Specification  Subpart  160.064 
and  UL  MD  report  file  No.  MQ  7,  Type 
III  PFD.  manufactured  by  Atlantic- 
Pacific  Manufacturing  Corporation.  124 
Atlantic  Avenue.  Brooklyn,  New .  York 
11201,  effective  March  9.  1977. 

Approval  No.  160  064  1163  0.  child 
medium.  Model  No.  C6V-M,  cloth  cov- 
ered imicellular  plastic  foam  "Child 
Safety  Vest",  manufactured  in  accord- 
ance with  U  S.C.G  Specification  Subpart 
160.064  and  LT_,  MD  report  file  No.  MQ  7, 
Type  m  PFD.  manufactured  by  Atlan- 
tic-Pacific Manufacturing  Corporation, 
124  Atlantic  Avenue,  Brooklvn,  New 
York  11201.  effective  March  9,  1977. 


Approval  No,  160.064/1164  0,  child 
large.  Model  No,  CSV-L.  cloth  covered 
unicellular  plastic  foam  "Child  Safety 
Vest",  manufactured  in  accordance  with 
US  C.G.  Specification  Subpart  160  064 
and  I.TL  MD  report  file  No.  MQ  7,  T\-pe 
III  PFD,  manfactured  by  Atlantic-Paci- 
fic Manufacturing  Corporation,  124  At- 
lantic Avenue.  Brooklyn.  New  York 
11201.  effective  March  9,  1977, 

Telephone  Systems.  Sounb-Powered 

Approval  No  161  005  29  3,  sound  pow- 
ered telephone  station  bell,  vibrating.  3". 
6",  and  8"  sizes,  watertight,  dwg  No 
20-162-2,  Alt.  7  dated  January  6,  1972, 
Types  3B,  6B.  8B,  3P.  6P.  8P,  3BH,  6BH. 
an(l  BBH.for  use  with  sound  powered  tel- 
ephone hand  generator,  manufactured 
by  Henschel  Corporation.  Amesbury. 
Massachusetts  01913.  effective  April  8. 
1977,  lit  is  an  extension  of  Approval  No. 
161.005  29  3  dated  May  17,  1977.' 

Class  A  Epirb 

Approval  No.  161.011 '9  0.  Model 
ACR  RLB-14,  Class  A.  float  free,  emer- 
gency position  indicating  radio  beacon. 
FCC  Ty-pe  accepted  on  October  6.  1976. 
under  47  CFR  Part  83.  manufactured  bv 
ACR  Electronics.  Inc..  3901  North  29th 
Avenue.  Hollywood.  Florida  33020.  effec- 
tive March  29.  1977. 

Bulkhead  Panels  for  Merchant  Vessels 

Approval  No.  164.008  84  0.  "Cape 
Marine  Board '.  mineral  composition 
board  bulkhead  panel  system,  identical 
to  that  described  in  Underwriters  Lab- 
oratories. Inc.  test  report  R?871-3 
i76NK6601t  dated  October  28.  1976.  ap- 
proved as  meeting  Class  B-15  require- 
ments in  ^4  inch  il9mm>  thickness, 
40.2  640  kg  m'>  pounds  per  cubic  foot 
density,  manufactured  by  Cape  Boards 
and  Panels  Limited.  Germiston  Works. 
Petershill  Road.  Glasgow  G21  4AU.  Soot- 
land,  Plant:  Germiston  Works,  Peters- 
hill,  Glasgow.  Scotland,  effective  April 
6.  1977. 

Dated:  June  3,  1977. 

W,  M.  Benkert. 
Rear  Admiral,  U.S.  Coast  Guard 
Chief.  Office  of  Merchant  Ma- 
rine Safetv. 

|FR  Doc.77-16355  Piled  6-8-77:8:45  am] 


[CGD77  108] 

WEEKS   PETROLEUM  CORP. 

Notice  of  Qualification  as  a   Citizen 
of  the  United   States 

This  is  to  give  notice  that  pursuant  to 
46  CFR  67  23-7.  issued  under  the  pro- 
visions of  section  27A  of  the  Merchant 
Marine  Act.  1920.  as  added  by  the  Act  of 
September  2.  1958  i46  U  S.C.  883-1 ' . 
Weeks  Petroleum  Corporation  of  287 
Riverside  Avenue,  Westport.  Connecti- 
cut 06880,  incorporated  under  the  laws 
of  the  State  of  Delaware,  did  on  May  16, 
1977,  file  with  the  Commandant.  United 
States  Coast  Guard,  in  duplicate,  an  oath 
for  qualification  of  the  corporation  as  a 
citizen  of  the  United  States  following 
the  forms  of  oath  prescribed  in  Form 
CG-1260. 


The  oath  shows  that: 

(a>  A  majority  of  the  officers  and  di- 
rectors of  the  corporation  are  citizens 
of  the  United  States; 

( b  I  Not  less  than  90  percent  of  the  em- 
ployees of  the  corporation  are  residents 
of  the  United  States: 

ic  The  corporation  is  engaged  pri- 
marily in  a  mineral  industry  in  the 
United  States  or  in  a  Territorj-,  District, 
or  possession  thereof : 

I  d '  The  aggregate  book  value  of  the 
vessels  owned  bv  the  Corporation  will  not 
exceed  10  percent  of  the  aggregate  book 
value  of  the  assets  of  the  corporation; 
and 

(e>  The  corporation  purchases  or  pro- 
duces in  the  United  States,  its  Territories 
or  possessions  not  less  than  75  percent 
of  the  raw  materials  used  or  sold  in  its 
operations. 

The  Commandant  United  States  Coast 
Guard,  havmg  found  this  oath  to  be  in 
compliance  with  the  law  and  regulations, 
on  May  19,  1977.  Issued  to  Weeks  Petro- 
leum Corporation  a  certificate  of  com- 
pliance on  Form  CG-1262.  as  provided 
for  in  46  CFR  67.23-7  The  certifirate 
and  any  authorization  granted  there- 
under will  expire  three  years  from  May 
19.  1977,  unles.';  there  first  occurs  a 
change  in  the  corporate  status  requiring 
a  report  under  46  CFR  67.23-7. 

Dated:  June  3.  1977 

W,  M.  Benkert. 
Rear  Admiral.  U.S  Coast  Guard. 
Chief.  Office  of  Merchant  Ma- 
rine Safety. 

[FR  DOC.77-163M  Filed  e-«-77:8:45  am| 


Materials  Transportation   Bureau.   Office 
of  Pipeline   Safety  Operations 

(OPSO  Docket  No  77-6] 

TRANS-ALASKA   CRUDE   OIL   PIPELINE 

Waiver  on   13   Repaired   Girth   Welds 
at  Valdez  Terminal 

By  petition  dated  June  1.  1977  i follow- 
up  confirmation  of  a  verbal  request  made 
on  May  6,  1977 »,  the  Alyeska  Pipeline 
Service  Company  ( Alyeska'  requested 
that  a  waiver  be  granted  from  the  re- 
quirements of  49  CFR  195  230  and  49 
CFR  195  232  for  13  repaired  girth  welds 
in  the  Trans-Alaska  Pipeline  System 
iTAF^i  in  the  Valdez  terminal  Those 
girth  welds  are  in  the  terminal  piping 
represented  m  the  Fluor  Ocean  Services. 
Inc..  drawing  "D-50-M1558."  dated  Au- 
gust 9,  1976,  Valdez  Terminal.  Crude 
Svstem— B31  4  49  CFR  195  and  drawing 
"D-50-M1559,"  dated  August  9,  1976. 
Valdez  Terminal.  Crude.  Crude  Trans- 
fer and  Relief  ANSI-B31  4  The  13  re- 
paired girth  welds  are  listed  below  in 
Table  1.  setting  forth  pertinent  informa- 
tion relative  to  each  weld.  There  were 
nonconformance  reports  issued  on  11 
of  the  13  welds  by  the  Alaska  Pipeline 
Office  of  the  Departmeat  of  the  Interior 
for  not  meeting  Department  of  Trans- 
portation I  DOT  I  standards  The  other 
two  were  not  acceptable  by  Alyeska 
Quality  /.ssurance  for  not  meeting  DOT 
standards. 
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As  Table  1  indicates,  6  of  the  13  welds 
contained  cracks  whi  h  are  not  allowed 
to  be  repaired  by  DOT  standards  The 
remaining  seven  were  repaired  more 
than  once  at  the  same  weld  location 
which  is  likewise  not  allowed  by  DOT 
standards.  In  each  of  the  above  two  in- 
stances. DOT  standards  require  the  weld 
in  question  to  be  completely  removed. 
the  ends  rebeveled.  and  a  new  weld  made. 

In  performing  the  repairs  to  the  13 
welds.  Alyeska  followed  its  established 
procedures  for  the  repair  of  welds  not 
subject  to  the  regulations  in  49  CFR  Part 
195  since  it  believed,  at  that  time,  that 
these  welds  were  not  subject  to  the  reg- 
ulations. Since  that  time,  it  has  been  es- 
tablished that  the  lines  containing  these 
welds  are  clearly  subject  to  the  regula- 
tions m  49  CFR  Part  195. 

In  support  of  its  petition.  Alyeska 
states  that  the  repaired  cracks  and  mul- 
tiple repair  of  deferts  provide  an  ade- 
quate level  of  safety  and  protection  and 
should  not  be  required  to  be  removed  for 
the  following  reasons: 

With  respect  to  girth  welds  connecting 
two  fittings  or  a  fitting  and  a  valve 
I  weld  numbers  743,  946.  948.  1039,  1043, 
and  1051 > : 

1.  The  existing  weld  cannot  be  re- 
moved, the  ends  rebeveled.  and  new 
welds  produced  since  in  each  ca.se  the 
joint  design  would  be  altered  precluding 
the  production  of  a  sound  weld.  More- 
over, since  the  manifold  pipmg  is  rigid, 
tied  in  to  concrete,  and  cannot  be  shifted 
for  a  new  Imeup.  the  spacing  remain- 
ing after  removal  and  rebevel  would  be 
too  great  to  produce  a  sound  weld. 

2.  The  cost  and  time  required  to  obtain 
replacement  vahes  would  be  prohibitive. 
It  takes  approximately  six  mionths  to  ob- 
tain replacements  for  48-inch  valves 
which  are  unique  to  the  trans-Alaska 
pipeline.  In  the  case  of  36-inch  valves, 
the  procurement  time  would  be  only 
slightly  less. 

3.  Each  replacement  fitting  would  take 
approximately  six  months  to  obtain  since 
fittings  of  his  size  are  also  unique  to  the 
trans-Alaska  pipeline 

4.  The  valves  and  fittings  involved  are 
located  in  manifolded  assemblages  of 
several  valves  and  fittings  lacking  ade- 
quate work  space  for  their  removal  with- 
out disassembly  of  perhaps  the  entire 
m.anifold. 

5.  If  one  fitting  is  replaced  with  an- 
other fitting,  the  range  of  dimensional 
tolerances  of  the  fittings  would  make 
matching  lineup  extremely  difficult  and 
perhaps  impossible  without  further  dis- 
assembly of  the  m.anifold  a.'vsembly.  For 
example,  the  length  dimension  of  a  re- 
placement tee  could  vary  by  as  much  as 
^4  inch. 

6.  The  repair  procedures  in  .Alyeska 
welding  specification  SWP-IOOAP  used  in 
repairing  these  girth  welds  were  devel- 
oped in  accordance  with  the  guideline."^ 
in  the  repair  procedures  in  American  Pe- 
troleum Institute  Standard  1104  ^API 
11041,  Section  7. 

7.  The  weld  repairs  were  conducted 
under  closely  controlled  conditions.  They 
were  closely  monitored  and  documented, 
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and  all  documentation  including  radio- 
graphic records  of  each  repair  are  a\'ail- 
able  for  review 

8  As  indicated  m  Table  1,  each  re- 
paired girth  weld  has  been  pressure 
tested  far  in  excess  of  the  operating  and 
design  pressure  of  the  pipeline. 

9  Because  spillage  due  to  a  failure 
from  Uiese  girth  welds  would  be  within 
the  confines  of  the  terminal,  a  leak  could 
be  quickly  detected  and  repair  crews 
quickly  mobilized  to  contain  and  stop  the 
spillage. 

With  respect  to  girth  welds  connectiiig 
one  section  of  pipe  to  another  section  of 
pipe  <weld  numbers  121C,  203.  327,  622. 
723.  963,  and  1121 1  : 

1.  Except  for  girth  weld  number  622, 
each  of  these  girtli  welds  is  located  with- 
in a  diked  area  so  that  any  spillage  due 
to  a  failure  would  be  contained  by  the 
dike  and  the  environmentally  sensitive 
Valdez  area  would  not  be  afTected.  Fur- 
theremore.  a  leak  could  quickly  be  de- 
tected and  repair  crews  quickly  m.obilized 
to  stop  the  spillage. 

2.  Weld  number  622  is  buried  25  feet 
deep  and  the  excavation  and  repair  of 
tl;is  girth  weld  would  be  extremely  co.=t- 

ly. 

3.  Tlie  repair  procedures  m  Alyeska 
weld  specification  SWP-IOOAP  ased  in 
repairing  these  girth  welds  were  devel- 
oped in  accordance  with  the  guidelines 
in  the  repair  procedures  in  API  1104. 
Section  7. 

4.  The  weld  repairs  were  conducted 
under  closely  controlled  conditions  They 
were  closely  monitored  and  documented, 
and  all  documentation  including  radio- 
graphic records  of  each  repair  are  avail- 
able for  review. 

5.  As  indicated  m  Table  1,  each  re- 
paired girth  weld  has  been  pressure  test- 
ed far  in  excess  of  the  operating  and 
design  pressure  of  the  pipeline 

A  representative  of  the  Office  of  Pipe- 
line Safety  Operations  lOPSO'  has  in- 
spected the  girth  welds  in  question  and 
found  that  the  circumstances  descnbed 
by  Alyeska  in  support  of  its  petition  for 
waiver  to  be  accurate. 

The  OPSO.  through  cooperation  wiiii 
the  Energ>-  Research  and  Dexelopment 
Admiini.-iration  'ERDA\  had  its  con- 
tractor, Ht)ckwell  International,  examine 
Alyeska's  radiographs  of  the  13  original 
welds  and  each  of  the  repaired  welds.  As 
a  result.  Rockwell  radiographic  experts 
have  confirmed  that  ili  the  defects  in- 
dicated in  Alyeska's  documentation  were 
correctly  identified.  i2'  each  of  those  de- 
fects ha-s  been  removed,  and  <3>  none  of 
the  repaired  girth  welds  now  contains 
anv  defect. 

The  OPSO  has  also  noted  that  since 
these  girth  welds  are  in  the  network  of 
terminal  piping,  flow  in  these  lines  can 
easily  be  diverted  to  other  lines  m  the 
event  of  a  failure,  thereby  facilitating 
the  repair  cf  such  leaks 

It  IS  also  appropriate  t.o  point  out  that 
the  OPSO  has  recently  granted  to  Michi- 
gan-Wisconsm  Pipeline  Company  '  Mich- 
igan-Wisconsin >  a  waiver  from  the  reg- 
ulations regardmg  the  removal  of  cracks 
in  girth  welds.  In  evaluating  the  peti- 
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tion  for  that  waiver,  OPSO  concluded 
that  the  extensi\e  testing  conducted  by 
Michigan-Wisconsin  established  that 
cracks  can  be  adequately  repaired  by  fol- 
lowing the  repair  procedures  called  for  in 
API  1104  Section  7.  The  repair  proce- 
dures followed  by  Alyeska  in  repairing 
the  13  welds  for  which  this  waiver  is  re- 
quested are  essentially  those  employed 
by  Michigan-Wisconsin, 

After  review  and  deliberation  of  all  the 
information  submitted  by  Alyeska,  and 
other  relevant  information.  MTB  finds 
th.it  a  wai\er  from  the  applicable  pro- 
visions of  49  CFR  195.230  and  195.232  for 
the  13  welds  in  question  is  appropriate 
and  consistent  with  pipeline  safety  for 
tlie  following  reasons: 

1.  With  regard  to  all  13  girth  welds: 
I  a '     The    existing    welds    have    been 
found  by  ERDA  radiographic  experts  to 
bt  free  of  defects; 

1  b  I  The  welds  have  withstood  a  hydro- 
static test  without  leakage  or  failure  at 
pressures  far  in  excess  of  what  they  will 
be  subjected  during  operation;  and 

(CI  The  repairs  to  the  welds  were  made 
under  closely  controlled  conditions  with 
various  levels  of  inspection  by  the  con- 
tractor. Alyeska.  and  the  Federal  govern- 
ment futher  assuring  established  proce- 
dures were  followed  during  repair  and 
sound  welds  exist. 

2  With  specific  regard  to  the  girth 
welds  that  connect  two  fittings  or  a  fit- 
tinc  to  a  valve  iweld  numbers  743.  946, 
948,  1039.  1043.  and  1051)  : 

a  If  the  weld  was  removed  and  a  new 
weld  made,  the  problems  with  proper 
Imeup.  excessive  space  to  be  filled  with 
weld  metal,  and  destruction  of  the  origi- 
nal joint  design  by  rebeveling  would  re- 
sult in  a  weld  not  as  safe  as  the  existing 
one:  and 

'  b '  The  excessive  cost  involved  in  re- 
placing the  valves  or  fittings  is  not  justi- 
fied for  the  reasons  ctted  in  paragraphs 
1 1 1  ar.d  '2     a    abo\T, 

3  With  specific  regard  to  girth  weld 
number  622.  which  connects  one  pipe 
with  another  and  is  buried,  the  costly  25- 
foot  excavation  to  reach  that  girth  weld 
for  replacement  Is  not  justified  for  the 
reasons  cited  in  paragraph  (1)  above. 

4  With  specific  regard  to  the  other 
girth  welds  that  connect  one  pipe  to  an- 
other pipe  <weld  numbers  121C.  203.  327, 
723,  963.  and  1121  >.  even  in  the  unlikely 
event  of  a  leak  in  any  of  these  welds,  the 
spillage  would  be  contained  and  not  cre- 
ate an  environmental  problem  or  safety 
hazard  since  each  weld  is  located  within 
a  diked  area, 

.Accordingly,  effective  immediately,  the 
.Alyeska  Pipeline  Service  Company  is 
hereby  granted  a  waiver  from  compliance 
with  the  requirements  of  49  CFR  195.230 
la'  and  49  CFR  195.232  'a'  and  (c)  for 
the  13  girth  welds  listed  in  Table  1. 

1 18  U.S.C.  831-835:  49  CFR  1.63(g) .) 

Issued  in  Washington.  D.C.,  on  June  3, 
1977. 

Jamfs  T.  Curtis.  Jr., 

Director.  Materials 
Transportation  Bureau. 

I FR  Doc.77-16346  Filed  6-8-77;  8:45  am] 
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NOTICES 


DEPARTMENT  OF  THE  TREASURY 


Customs  Service 

(049575) 

AMERICAN    MANUFACTURER'S   PETITION 

Receipt  of  an  American  Manufacturer's 
Petition  To  Revoke  DutyFree  Treatment 
Under  the  Generalized  System  of  Pref- 
erences for  Diuron  Formulated  Into  a 
Wettable  Powder  and  Imported  From 
Israel 

AGENCY:  United  States  Customs  Serv- 
ice. Department  of  the  Treasury. 

ACTION  Notice  of  receipt  of  American 
manufacturers  petition. 

SUMMARY:  The  Customs  Service  has 
received  a  petition  from  an  American 
manufacturer  of  chemicals  retjuesting 
that  diuron  formulated  into  a  wettable 
powder  not  be  grar.ted  free  entry  under 
the  Generalized  Sy-^tem  of  Preferences 
iGSP'  when  Imported  from  Israel  The 
petitioner  does  not  believe  that  the  prod- 
uct meets  the  requirements  set  forth  in 
the  law  for  duty-free  treatment  under 
GSP 

DATES  Interested  persons  may  com- 
ment on  this  petition,  and  comments 
must  be  received  on  or  before  July  H. 
1977 

ADDRESS  Comments  mav  be  addressed 
to  the  CommiK.'iioner  of  Cu.^toms.  Atten- 
tion: Special  Pro)ect.s  and  Programs 
Branch,  1301  Constitution  Avenue  NW  , 
Washington.  DC.  20229. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Ronald  W.  Gerdes.  Attorney,  Special 
Projects  and  Programs  Branch,  United 
States  Customs  Service.  1301  Consti- 
tution Avenue  NW  .  Washington.  DC. 
20229  (202-566-5786'. 
SUPPLEMENTAL  INFORMATION: 
Background 

A  petition  has  been  filed  under  sec- 
tion 516  of  the  Tariff  Act  of  1930.  as 
amended  1 19  U.SC.  1516i.  by  E.  I.  du 
Pont  de  Nemours  &  Company  of  Wil- 
mington. Delaware,  an  American  manu- 
.'acturer  of  chemicals.  The  petitioner 
requests  that  diuron  formulated  into  a 
wettable  powder  not  be  Kranted  free  en- 
try under  the  Generalized  System  of 
Preferences  iGSPi  when  iniported  from 
Israel.  The  petitioner  believes  that  the 
product  does  not  meet  the  "value-added  ' 
requirements  to  qualify  for  free  entry 
under  GSP. 

Under  section  503  of  the  Trade  Act  of 
1974  1 19  use  2463  > ,  in  order  to  qualify 
for  duty-free  entry  under  the  General- 
ized System  of  Preferences,  35 "^  of  the 
final  appraised  value  of  the  merchandi.se 
must  consist  of  either  direct  casts  of 
processing  operations  performed  in  the 
beneficiary    developing    country    or    of 


materials  produced  in  the  beneficiary 
developing  country.  The  petitioner  indi- 
cates that  in  his  view  the  products  in 
question  should  be  classified  under  item 
405.15  of  the  Tariff  Schedules  of  the 
United  States  with  appraised  value 
based  on  the  American  Selling  Price. 
The  petitioner  further  indicates  that  as 
the  largest  producer  of  these  materials 
in  the  United  States  it  has  supplied  in- 
formation as  to  the  domestic  selling 
price  fot  the  merchandise  to  the  Area 
Director  of  Customs  of  the  New  York 
Seaport.  The  petitioner  then  describes 
the  manufacturing  process  for  the  goods 
and  indicates  that  on  the  best  informa- 
tion at  its  disposal  it  does  not  appear 
that  anv  materials  which  could  be  con- 
"^idered  to  have  been  produced  in  Israel 
are  used  in  the  manufacture  of  the 
nroduct.  Additionally,  based  uoon  peti- 
tioner's knowledge  of  the  production 
process,  petitioner  does  not  believe  that 
the  "direct  costs  nf  prncessine  opera- 
tions" are  sufRcient  to  reach  35<7^  of  the 
American  Selling  Price  for  the  merchan- 
dise. 

This  notice  is  being  nublished  in  ac- 
cordance with  section  175  51'a>  of  the 
Customs  Regulations  (19  CFR  175.21 
<a>  t . 

Comments 

Under  5  175.21  (bi  of  the  Customs 
Reeulations  copies  of  the  submitted  pe- 
tition are  available  for  public  inspection 
bv  interested  parties.  Copies  mav  be  ob- 
tained during  reffiilar  bu'Jiness  hours 
from  Mr  Ronald  W.  Gerdes,  Attorney, 
Special  Proiects  and  Programs  Branch, 
United  suites  Customs  Service.  1301 
Constitution  Avenue  NW..  Washington. 
DC.  20229.  (202-566-5786). 

G.     R.     DiCKKRSON. 

Acting  Commissioner  of  Customs. 
IFR  Doc  77-16307  Filed  6-8-77:8:45  am | 


Office  of  the  Secretary 

PRESSURE  SENSITIVE  PLASTIC  TAPE. 
MEASURING  OVER  ONE  AND  THREE- 
EIGHTHS  INCHES  IN  WIDTH  AND  NOT 
EXCEEDING  FOUR  MILS  IN  THICKNESS, 
FROM  WEST  GERMANY 

Determination  of  Sales  at  Less  Than  Fair 
Value  and  Discontinuance  of  Investigation 

AGENCY  United  States  Treasury  De- 
partment. 

ACTION:  Determination  of  Sales  at  Less 
Than    Fair   Value   and   Discontinuance 

of  I.ivestigation. 

SUMMARY:  This  notice  is  to  advise  the 
public  that  it  has  been  determined  that 
certain  pressure  sensitive  plastic  tape 
from  West  Germany  is  being,  or  is  likely 
to  be,  sold  at  less  than  fair  value  within 
the  meaning  of  the  Antidumping  Act, 
1921,  as  amended,  except  that  produced 
and  sold  by  Nopi  GMBH  and  Beiersdorf 


A.G.  Sales  at  less  than  fair  value  gen- 
erally occur  when  the  prices  of  the  mer- 
chandise sold  for  exportation  to  the 
United  States  ara  less  than  the  price  of 
such  or  similar  merchandise  sold  in  the 
home  market  or  to  thu-d  countries.  In 
the  case  of  Nopi  and  Beiersdorf,  the  in- 
vestigation is  being  discontinued  since 
it  was  determined  that  the  extent  of 
sales  at  less  than  fair  value  was  minimal 
in  relation  to  total  sales.  Appropriate 
assurances  have  t>een  received  from 
those  manufacturers  that  future  sales 
will  not  be  made  at  less  than  fair  value. 
Regardmg  other  sales,  this  case  is  bemg 
referred  to  the  International  Trade 
Commission  for  a  determination  whether 
a  United  States  industry  Is  being  in- 
jured. 

EFFECTIVE  DATE:  June  9,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

David  P.  Mueller,  Duty  Assessment  Di- 
vision, Office  of  Operations.  United 
States  Customs  Service,  1301  Consti- 
tution Avenue,  N  W  .  Wa.shington,  DC. 
20229  (202-566-5492). 

SUPPLEMENTARY  INFORMATION 
Information  was  received  in  proper  fonn 
on  August  5.  1976.  from  the  3-M  Com- 
pany, St.  Paul.  Minnesota,  alleging  that 
pressure  sensitive  plastic  tape  from  West 
Germany  was  being  sold  at  less  than  fair 
value,  thereby  causing  in.iury  to,  or  the 
likelihood  of  injury  to,  or  the  prevention 
of  the  establishment  of  an  industry  in 
the  United  States,  within  the  meaning 
of  the  Antidumping  Act.  1921,  as 
amended  (19  U.SC  IBOetseq.'  (referred 
to  in  this  notice  as  "the  Act").  On 
the  basis  of  this  information  and  sub- 
sequent preliminary  investigation  by  the 
Customs  Service,  an  "Antidumping 
Proceeding  Notice"  was  published  in  the 
Federal  Register  of  Augtist  30.  1976  (41 
FR  36521'. 

A  "Withholding  of  Appraisement  No- 
tice" was  published  in  the  Federal  Reg- 
ister of  March  3.  1977  (42  FR  12285 1, 
with  regard  to  pressure  sensitive  plas- 
tic tape  from  West  Germany.  In  that  no- 
tice the  scope  of  the  investigation  was 
limited  to  pressure  sensitive  plastic  tape 
exceeding  1^  inches  in  width  and  not 
exceeding  4  mils  in  thickness.  An 
"Amendment  of  Withholding  of  Ap- 
praisement Notice"  was  published  in  the 
Peder(^l  Register  of  March  28.  1977  (42 
FR  16532>,  correctme  certain  errors  in 
the  notice  of  March  3.  1977. 

Determination  of  Sales  at  Less  Than 
Fair  Value  and  Discontinuance  of 
Investigation   ■ 

I  hereby  determine  that,  for  the  rea- 
sons stated  below,  pressure  sensitive 
plastic  tape,  measuring  over  one  and 
three-eights  inches  in  width  and  not  ex- 
ceeding four  mils  m  thickness,  from  West 
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Germany  is  being,  or  is  likely  to  be.  sold 
at  less  than  fair  value  within  the  mean- 
ing of  section  201  (a i  of  the  Act  (19 
U.S.C.  160(a)).  In  the  case  of  pressure 
sensitive  plastic  tape,  measuring  over  and 
and  three-eights  inches  in  width  and  not 
exceeding  four  mils  in  thickness,  from 
West  Germany  produced  and  sold  by 
Nopi  GmbH  and  Beiersdorf  AG..  I  here- 
by discontinue  the  antidumping  investi- 
gation. 

Statement  of  Reasons  on  Which  This 
Determination  Is  Based 

The  reasons  and  bases  for  the  above 
determination  are  as  follows: 

(ai     SCOPE    OF    THE    INVESTIGATION 

Nearly  100  percent  of  the  imports  of 
the  subject  merchandise  from  West  Ger- 
many are  manufactured  by  Braas  and 
Company  GmbH,  Frankfurt.  West  Ger- 
many (Braas*  :  Nopi  GmbH.  Flensburg, 
West  Germany  (Nopi':  and  Beiersdorf 
A.G..  Hamburg.  West  Germany  i Beiers- 
dorf >.  Therefore,  the  investigation  was 
limited  to  these  three  manufacturers. 

(B)     BASIS    OF    COMPARISON 

For  the  purposes  of  considering 
whether  the  merchandise  in  question  is 
being,  or  is  likely  to  be.  sold  at  less  than 
fair  value  within  the  meaning  of  the 
Act.  the  proper  basis  of  comparison  is 
between  the  purchase  price,  or  the  ex- 
porter's sales  price,  and  the  home  market 
price  of  such  or  similar  merchandise. 
Purchase  price,  as  defined  in  section  203 
of  the  Act  (19  U.S.C.  162),  was  used  on 
sales  by  Braas,  since  all  export  sales  to 
the  United  States  were  made  to  a  non- 
related  customer.  On  sales  by  Nopi  and 
Beiersdorf,  the  proper  basis  of  compari- 
son is  between  exporter's  sales  price,  as 
defined  in  section  204  of  the  Act  (19 
U.S.C.  163),  since  sales  in  the  United 
States  are  made  by  importers  who  are 
related  to  the  exporters  of  the  merchan- 
dise. Home  market  price,  as  defined  in 
§153.2  Customs  Regulations  (19  CFR 
153.2),  was  used  since  such  or  similar 
merchandise  is  sold  in  the  home  market 
in  sufficient  quantities  to  provide  a  basis 
of  comparison  for  fair  value.  Some  sales 
in  the  home  market,  as  alleged,  were  at 
less  than  the  cost  to  produce.  However, 
after  disregarding  thcose  sales  made  over 
an  extended  period  of  time  and  in  sub- 
stantial quantities  and  at  prices  that  do 
not  permit  recovery  of  all  costs  in  a 
reasonable  period  of  time,  there  re- 
mained sufficient  home  market  sales  with 
which  to  determine  fair  value. 

In  accordance  with  §  153.31  (b^  Cus- 
toms Regulations  (19  CFR  153.31<b)). 
pricing  information  was  obtained  con- 
cerning imports  and  home  market  sales 
of  pressure  sensitive  plastic  tape  from 
West  Germany  during  the  period  Febru- 
ary 1  through  August  31.  1976. 


(C)     PURCHASE    PRICE 

For  the  purposes  of  this  determination 
of  sales  at  less  than  fair  value,  the  pur- 
chase price  has  been  calculated  on  the 
basis  of  a  c.  and  f.  price  to  the  U.S.  cus- 
tomer. A  deduction  was  made  for  the  m- 
land  and  ocean  transportation  costs  in- 
cluded in  the  price. 

(D)  exporter's  sales  price 

For  the  purposes  of  this  determination 
of  sales  at  less  than  fair  value,  the  ex- 
porter's sales  price  has  been  calculated 
on  the  basis  of  the  price  to  unrelated 
United  States  customers.  Deductions 
have  been  made  for  ocean  freight  and 
insurance,  brokerage  charges,  inland 
freight,  United  States  import  duties, 
commissions,  cash  discounts,  and  for  ex- 
penses incurred  in  selling  the  merchan- 
dise in  the  United  States.  In  addition, 
costs  of  manufacturing  operations  per- 
formed in  the  United  States  were  de- 
ducted when  incurred. 

(E)    HOME  MARKET  PRICE 

For  the  purposes  of  this  determination 
of  sales  at  less  than  fair  value,  the  home 
market  price  has  been  calculated  on  the 
basis  of  the  dehvered  price  in  the  home 
market  to  wholesalers.  Adjustments  have 
been  made  for  the  differences  in  the 
Eimount  of  tape  sold  per  individual  roll 
in  the  two  markets. 

In  the  case  of  Braas.  adjustments  were 
made  for  freight,  commissions,  cash  dis- 
counts, and  cutting,  production  and 
credit  cost  differentials  in  the  two  mar- 
kets. Counsel  for  Braas  has  claimed  an 
allowance  for  selling  and  st(X'king  costs 
incurred  on  home  market  sales  but  not 
on  sales  for  export  to  the  United  States. 
These  costs  do  not  bear  that  direct  rela- 
tionship to  sales  envisioned  in  §  153.10  of 
the  Customs  Regulations  '19  CFR  153- 
10  ' .  These  selling  and  stocking  costs,  in- 
curred prior  to  sale,  do  not.  therefore, 
bear  a  direct  relationship  to  the  sales 
under  consideration. 

A  claim  for  adjustment  was  also  made 
by  counsel  for  Braas  regarding  the 
United  States  importers  costs  of  pur- 
chasmg  Deutsche  Mark  futures  since  the 
importer  was  required  to  make  all  pay- 
ments in  Deutsche  Marks  This  claim 
w*as  disallowed  since  the  option  of  buying 
currency  futures  was  at  the  discretion  of 
the  importer  and  in  no  way  affected  the 
net  return  to  the  manufacturer. 

An  allowance  for  bad  debts  incurred 
by  Braas  in  the  home  market  was  re- 
quested by  coun.se!  Bad  debts  are  re- 
garded as  an  overhead  expense  item 
which  does  not  qualify  for  an  allowance 
under  the  provisions  of  §  153.10,  Customs 
Regulations  '19  CFR  :53.10». 


In  the  case  of  Nopi.  adjustments  have 
been  made  for  mland  freight  and  insur- 
ance, cash  discounts,  bonus  payments  to 
purchasers,  and  commissions.  An  adjust- 
ment has  also  been  made  for  selling  ex- 
penses incurred  m  the  home  market,  but 
not  exceeding  the  amounts  incurred  in 
the  United  States  as  provided  by  5  153.10 
(bi  Customs  Regulations  (19  CFR  153.10 
(b)). 

In  the  case  of  Beiersdorf.  adjustments 
have  been  made  for  cash  discounts.  t>onus 
payments,  freight,  and  selling  expenses. 
However,  in  accordance  with  5  153  10(b^ , 
the  adjustment  for  selling  expenses  in- 
curred in  the  home  market  was  made  in 
an  amount  not  in  excess  of  those  ex- 
penses incurred  in  the  United  States 
market 

(F)     RESULTS    OF    FAIR    VALUE    COMPARISONS 

Using  the  above  criteria,  comparisons 
were  made  on  approximately  85  p>ercent 
of  the  subject  merchandise  exported  to 
the  United  States  by  the  three  West 
German  manufacturers  during  the  in- 
vestigative period.  Margins  were  found 
ranging  from  less  than  1  to  13  percent 
for  sales  made  by  Braas  on  nearly  100 
percent  of  sales  compared,  and  from  less 
than  1  to  11  percent  for  sales  made  by 
Nopi  on  17  percent  of  sales  compared. 
For  Beiersdorf,  margins  under  1  percent 
were  found  on  42  percent  of  sales  com- 
pared Weighted  average  margins  across 
each  firms  sales  compared  were  approxi- 
mately 9  percent  for  Braas,  0  81  percent 
for  Nopi,  and  0  36  percent  for  Beiersdorf. 
The  margins  found  on  sales  by  Nopi  and 
Beiersdorf  are  regarded  to  be  minimal  in 
relation  to  the  volume  of  export';  by  those 
manufacturers  Both  Nopi  and  Beiers- 
dorf have  furnished  assurances  that  fu- 
ture sales  will  be  made  at  prices  not  less 
than  fair  value. 

The  Secretary  has  provided  an  oppor- 
tunity to  known  interested  persons  to 
present  written  and  oral  views  pursuant 
to  5153  40.  Customs  Regulations  (19 
CFR  153  40). 

The  United  States  International  Trade 
Commisson  is  being  advised  of  this  de- 
termination. 

The  order  issued  March  3.  1977.  to 
witlihold  appraisement  on  the  subject 
merchandise  from  West  Germany,  the 
notice  of  which  Is  cited  above,  is  hereby 
terminated  with  respect  to  Nopi  GMBH 
and  Beiersdorf  AG.,  effective  upon  publi- 
cation of  this  notice 

This  determination  and  discontin- 
uance are  being  published  pursuant  to 
section  201' d'  of  the  Act  '19  U.S.C. 
160' d'  '.  and  §  153  38,  Customs  Regula- 
tions 1 19  CFR  153.38) .  respectively. 

Dated:  June  3.  1977. 

Henry  C  Stockell.  Jr , 
Acting  General  Counsel. 

lPRDoc.r7-16249  Piled  6-8-77:8:45  ami 


FEDERAL  REGISTER,   VOL   42,   NO.    Ill — THURSDAY,   JUNE   9,    1977 


2'>r»ss 


NOTICES 


INTERSTATE   COMMERCE 
COMMISSION 

(Notice  No.  409) 
ASSIGNMENT  OF   HEARINGS 

JVNE  6,  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument  ap- 
pear below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  include 
ca.ses  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  tuKe  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 

MC  136168  (Sub-Nos  5  and  11  ).  Wilson  Cer- 
ftfled  Express,  Inc  ,  now  assigned  July  20, 
1977  at  Omaha.  Nebraska,  !ia.s  been  post- 
poned Indefinitely 

^!C  F  12812.  All-Amerlcan.  Inc  — Purchase — 
Nebraska  City  Transfer,  now  being  assigned 
July  20,  1977  (3  days)  In  Room  616  Union 
Pacific  Plaza,  110  North  14th  Street,  14th 
&  Dodk'e.  Omaha,  Nebraska 

MC  107515  Sub  1002.  Refrigerated  Transport 
Co ,  Inc  now  beliiis'  a.s.'ilgne.;  June  27,  1977 
for  continued  hearing  at  the  Offices  of  the 
Interstate  Commerce  Commission  In  Wash- 
ington, D  C 

MC  142497  Sub  1.  Atlantic  Charter  Bus  Serv- 
ice, Inc  now  being  a'tsipned  Aug\ist  2  1977 
(4  days)  at  Norfolk  Virginia  In  a  hearing 
room  to  be  later  designated 

MC  142491  iSub-li,  D  *  E  Transports,  Inc. 
now  assigned  June  21.  1977  at  Omaha. 
Nebraska,  hearing  canceled  and  the  appU- 
catlcn  Is  dlsml.ssed. 

MC  136595  Sub  6.  East.'i.lde  Enterprises,  In" 
dba  Eastslde  Mobile  Home  Transporting, 
Inc  now  being  a.s,«ilgned  Jvily  20,  1977  (3 
davs  1  at  Seattle,  Wa.'^hmgton  and  will  be 
held  In  Room  1B44.  Federal  Office  Build- 
ing, 191  f>  Second  Avenue 

MC  I199B8  Sub  103  Great  Western  Truck- 
ir.c  Co  ,  Inc  now  being  a.sslimed  July  18. 
1977  i2  davs)  at  Se.iUle  Washnieton  and 
will  be  held  in  Room  1844,  federal  Office 
Building.  1915  Second  Aveniie 

MC  128224  (Sub-No  2)  George  F.  Johnson, 
now  as.sle.ied  for  hearing  on  June  9  1977. 
at  Washlneton.  DC  is  canceled  and  trans- 
fered  to  Modified  Procedure 

MC  98864  iSub-2).  Edward  SIter  Tnicklng 
Co.  Inc  ,  now  being  assigned  September  7. 
1977  (3  davsi  at  Chicat-o,  Illinois,  In  a  hear- 
ing room  to  be  later  designated. 

MC  118495  (Sub-No  5)  Coooer  rrel-'ni 
Lines.  Inc  .  now  being  asslened  September 
19.  1977  il  week),  at  Anchorage  Ala.sks  in 
a  hearing  room  to  be  later  designated 

Robert  L  Oswalu, 

Secretary. 

I FR  Doc. 77-16365  Filed  6-8-77  8  45  am  1 


J.    B.    MONTGOMERY,    INC. 

I  EX    PARTE   NO    MC-43  1 

Lease  and  Interchange  of  Vehicles  by 
Motor  Carriers 

June  6.  1977 
»l  a  Session  of  the  Interstate  Com- 
merce Commission,  Motor  Carrier  Leas- 
ing Board,  held  at  its  office  in  Washing- 
tun,  DC  ,  on  the  23rd  day  of  May,  1977. 
It  appearing,  that  a  petition  has  been 
filed    by   J    B.    Montgomery,   Inc.    'MC- 


123639  and  numerous  subs)  and  Dunk- 
ley  Refrigerated  Transport,  Inc.  (MC- 
117823  and  numerous  subs),  under  com- 
mon control  by  Transpo  International. 
Inc.  for  waiver  of  paragraphs  (a)(3) 
and  (c)  of  Section  1057.4  of  the  Lease 
and  Vehicles  Regulations  (49  C  P.R. 
1057),  concerning  equipment  leased  be- 
tween petitioners; 

It  further  appearing,  that  petitioners 
have  a  jointly  administered  program  ap- 
plying the  same  standards  of  inspection 
and  maintenance  to  equipment  in  ac- 
cordance with  the  Motor  Carrier  Safety 
Regulations  of  the  U.S.  Department  of 
Transportation; 

It  further  appearing,  that  the  US.  De- 
partment of  Transportation  offers  no  ob- 
jection to  a  grant  of  the  petition  based 
on  an  examination  of  petitioners'  rec- 
ords; 

It  further  appearing,  that  no  enforce- 
ment action  is  pending  involving  the  fit- 
ness of  petitioners; 

It  is  ordered.  That  waiver  of  para- 
graphs (a>(3)  and  (c)  of  Section  1057.4, 
be,  and  it  is  hereby  granted,  provided 
that  the  equipment  is  Inspected  on  the 
day  it  is  to  be  leased  and  found  to  meet 
the  requirements  of  the  Motor  Carrier 
Safety  Regulations  of  the  U.S.  Depart- 
ment of  Transportation  and  that  peti- 
tioners remain  in  satisfactory  compliance 
with  those  regulations  and  under  com- 
mon control. 

By  the  Commission,  Motor  Carrier 
Leasing  Board,  Board  Members  Bums, 
Turkmgton,  and  Sit>bald. 

Robert  L.  Oswald, 

Secretary. 

IFR  Doc.77-16362  Piled  6-8-77;8:45  am) 


(Notice  No   176) 

MOTOR   CARRIER  TRANSFER 
PROCEEDINGS 

June  6,  1977. 
Application  filed  for  temporary  au- 
thority under  Section  210a(b)  in  con- 
nection with  transfer  application  under 
Section  2l2(bi  and  Transfer  Rules,  49 
CFRPart  1132: 

No,  MC-FC  77150,  By  application  filed 
May  27.  1977.  ASSEMBLY  &  DISTRIBU- 
TION TERMINALS  OF  MASS  ,  INC.,  90 
Western  Avenue,  Allston,  MA  02134, 
.'^eeks  temporary  authority  to  transfer 
the  operating  rights  of  Trans  Services, 
Inc  .  20  Brewster  Road,  West  Springfield, 
MA  01080.  under  section  210a(b) .  The 
transfer  to  Assembly  &  Distribution 
Terminals  of  the  operating  rights  of 
Trans  Services,  Inc.,  is  presently  pending. 

By  the  Commission. 

RoBEHT  L.  Oswald, 

Secretary. 
|PR  Doc. 77-16363  Filed  6-&-77;8:46  am.] 


I  Notice  No.  1751 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

The  following  publications  include 
motor  carrier,  water  carrier,  broker,  and 
freight  forwarder  transfer  applications 
filed  under  Section  212(b),  206(a),  211, 


312(b),  and  410(g)  of  the  Interstate 
Commerce  Act. 

Each  application  (except  as  otherwise 
specifically  noted)  contains  a  statement 
by  applicants  that  there  will  be  no  sig- 
nificant effect  on  the  quality  of  the  hu- 
man environment  resulting  from  ap- 
proval of  the  application. 

Protests  against  approval  of  the  ap- 
plication, which  may  include  a  request 
for  oral  hearing,  must  be  filed  with  the 
Commission  within  30-days  after  the 
date  of  this  publication.  Failure  sea- 
sonably to  file  a  protest  will  be  construed 
as  a  waiver  of  opposition  and  participa- 
tion in  the  proceeding.  A  protest  must  be 
served  upon  applicants"  representa- 
tive(s),  or  applicant.';  'if  no  such  repre- 
sentative is  named),  and  the  protestant 
must  certify  that  such  service  has  been 
made. 

Unless  otherwise  specified,  the  signed 
original  and  six  copies  of  the  protest 
shall  be  filed  with  the  Commission.  All 
protests  must  specify  with  particularity 
the  factual  basis,  and  the  section  of  the 
Act,  or  the  applicable  rule  governing  the 
proposed  transfer  which  protestant  be- 
lieves would  preclude  approval  of  the 
application.  If  the  protest  contains  a  re- 
quest for  oral  hearing,  the  request  shall 
be  supported  by  an  explanation  as  to 
why  the  evidence  sought  to  be  presented 
cannot  reasonably  be  submitted  through 
the  use  of  affidavits. 

The  operating  rights  set  forth  below 
are  in  synopses  form,  but  are  deemed 
sufficient  to  place  interested  persons  on 
notice  of  the  proposed  transfer. 

No.  MC-PC-77090,  filed  April  18.  1977 
Transferee:  LAKE  TRUCKING  COM- 
PANY, INC  ,  P  O  Box  104,  510  East  1st 
Ave.,  Corsincana,  Texas  75110.  Trans- 
feror: M.  Don  Lake,  doing  business  as 
LAKE  TRUCKING  COMPANY,  P  O.  Box 
104,  510  East  1st  Avenue,  Corsincana, 
Texas  75110.  Applicant's  representative: 
James  W.  Hightower,  attorney  at  law, 
136  Wynnewood  Professional  Building. 
Dallas,  Texas  75224.  Authority  sought  for 
purchase  by  transferee  of  the  operating 
rights  of  transferor  as  set  forth  in  Cer- 
tificate of  Registration  No.  MC  97170 
(Sub-No.  1),  issued  December  24,  1970, 
as  follows:  To  and  from  all  points  in 
Texas  the  transportation  of  oilfield 
equipment  and  pipe  when  moving  as  oil- 
field equipment,  pipe,  trenching  ma- 
chines, tractors,  drag  lines,  and  various 
other  specified  commodities  Tran.sferee 
presently  holds  no  authority  from  this 
Commission;  application  has  not  been 
filed  for  temporary  authority  under  Sec- 
tion 210a(b). 

No.  MC-PC-77105.  Piled  May  2,  1977. 
Transferee:  ARTHUR  H.  FULTON,  INC., 
P.O.  Box  86.  Stephens  City.  Virginia 
23655.  Transferor:  Arthur  H  Pulton. 
P.O.  Box  86.  Stephens  City,  Va,  22655, 
Applicant's  representative:  Charles  E. 
Creager,  attorney  at  law,  PO.  Box  1417, 
Hagerstown,  Maryland  21740.  Authority 
sought  for  purchase  by  transferee  of  the 
operating  rights  of  transferor,  as  set 
forth  in  Certificate  No.  MC  138000  (Sub- 
No.  3)T  MC  138000  (Sub-No.  5'.  MC 
MC  138000  (Sub-No.  6'.  MC  138000 
(Sub-No.  16).  MC  138000  (Sub-No.  16). 
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and  MC  138000  (Sub-No.  19)  Issued  July 
12,  1973.  November  3,  1975,  November  3, 
1975.  November  4.  1976.  and  March  21, 
1977  respectively;  and  Permit  No.  MC 
129613  (Sub-No.  2),  MC  129613  (Sub-No. 
8)  MC  129613  (Sub- No.  14)  and  MC 
12913  (Sub-No.  15)  Issued  March  21.  1977 
September  29,  1972,  March  21,  1977,  and 
January  13,  1975,  as  follows:  Apple  prod- 
ucts and  fruit  juices  and  malt  bever- 
ages from  and  to  specified  points  In  Vir- 
ginia. Indiana.  New  Jersey,  North  Caro- 
lina, Ohio.  Maryland,  West  Virginia, 
Michigan,  Missouri,  Illinois,  Pennsyl- 
vania, Georgia;  and  mulch,  sawdust, 
wood  chips,  veneer  and  waste  veneer,  and 
limaber  and  commodites  normally  dealt 
In  by  department  stores  from  and  to 
specified  points  In  the  states  of  West 
Virginia,  Kentucky,  Indiana,  New  York, 
Pennsylvania,  Maryland.  North  Carolina, 
South  Carolina,  Virginia.  Ohio,  Rhode 
Island.  Connecticut,  and  the  District  of 
Columbia.  Transferee  presently  holds  no 
authority  from  this  Commission.  Appli- 
cation has  not  been  filed  for  temporary 
authority  imder  Section  210a(b). 

No.  MC-FC-77114,  filed  May  9.  1977. 
Transferee:  HARRY  H.  KEMP,  doing 
business  as  HARRY  H.  KEMP  ENTER- 
PRISES. PlO.  Box  45,  Oskaloosa,  Iowa 
52577.  Transferor:  Thomas  W.  Stanfleld. 
doing  business  as  Stanfleld  Trucking 
Company,  Union,  Iowa  50258.  Applicant's 
representative:  Kenneth  F.  Dudley,  P.O. 
Box  279,  611  Church  Street,  Ottumwa. 
Iowa  52501.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  of  transferor,  as  set  forth  In  Cer- 
tificate No.  MC  140269,  Issued  March  19, 
1975,  as  follows:  Frozen  foods  from  the 
faculties  of  Kitchens  of  Sara  Lee  at  New 
Hampton,  Iowa  to  points  in  Illinois,  In- 
diana, Michigan,  and  Wisconsin.  Trans- 
feree presently  holds  no  authority  from 
this  Commission.  Application  has  not 
been  filed  for  temporary  authority  under 
Section  210a(b). 

No.  MC-FC-77132,  filed  May  18.  1977. 
Transferee:  GLTLEY  TRUC^KING.  INC., 
8615  Pecan  Avenue,  Fontana,  California 
92335.  Transferor:  Bacil  Guiley,  28615 
Pecan  Avenue,  Fontana.  California 
92335.  Applicants  representative:  Mil- 
ton W.  Flack,  attorney  at  law,  4311  Wil- 
shlre  Boulevard  Suite  300,  Los  Angeles. 
California  90010.  Authority  sought  for 
purchase  by  transferee  of  the  operating 
rights  of  transferor,  as  set  forth  in  Per- 
mit No.  MC  136086  'Sub-No.  1  > .  MC 
136086  I  Sub-No.  3'.  and  MC  136086 
(Sub-No.  4)  issued  March  12.  1975. 
July  9.  1976.  and  February  18.  1977  re- 
spectively as  follows:  Uncrated  mobile 
home  and  travel  trailer  chassis  compo- 
nents from  Hemet.  Calif,  to  Phoenix  and 
Casa  Grande,  Ariz. :  steel  joists  and  un- 
crated parts  from  Fontana.  Calif,  to 
points  in  Arizona.  Nevada,  and  New- 
Mexico;  steel  roof  dec'tcing  from  Phoenix, 
Ariz.,  to  points  in  California,  Nevada. 
Utah.  Colorado.  New  Mexico,  and  Texas: 
coiled  sheet  steel  from  points  in  Cali- 
fornia to  Phoenix,  Ariz,;  paint.s  from 
Dallas  and  Fort  Worth.  Tex.  to  Phoenix, 
Ari7.:  and  steel  roofing,  siding,  and  floor 


decking  from  the  facilities  of  Vt^rco 
Manufacturing,  Inc.,  at  Fontana,  Calif, 
to  points  in  Arizona.  Nevada.  Utah, 
Wyoming,  Washington,  and  Oregon. 
Transferee  presently  holds  no  authority 
frcHn  tills  Commission.  Authority  has  not 
been  filed  for  temporary  authority  under 
Section  210a (b' . 

No.  MC-FC-77136,  filed  May  19.  1977 
Transferee:  SHOELMAN  LINES  OF 
TEXAS.  INC.,  6601  L-.ig  Point  Road. 
P.O.  Box  55966,  Houston,  Tex  77055 
Transferor:  SWABCO,  Inc  .  State  Route 
146.  Dayton.  Tex.,  P.O.  Box  146.  Liberty, 
Tex.  77575.  Applicant's  representative: 
Joe  G.  Fender,  attorney  at  law,  1150 
Pennzoil  Place,  711  Louisiana.  Houston. 
Tex.  77002.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  for  transferor  set  forth  In  Certlfl- 
CAte  of  Registration  No.  MC  120571  i Sub- 
No.  1) ,  Issued  August  5,  1976.  as  follows: 
Numerous  specified  commodities  be- 
tween all  points  within  a  two  himdred 
mile  radius  of  Lyons,  Tex.  Transferee 
prfesently  holds  authority  from  this 
Commission  under  Permits  No.  MC 
134455  and  No.  MC  134455  (Sub-No.  2). 
Application  has  not  been  filed  for  tem- 
porary authority  under  Section  210aib' . 

No.  MC-PC-77138,  filed  May  19,  1977. 
Transferee:  B.N.M.  FERTILIZER 
TRANSPORT,  INC.,  6414  E.  Houston 
Road,  Houston,  Tex.  77028.  Transferor: 
Schoelman  Lines  of  Texas.  Inc  .  6601 
Long  Point  Road.  Houston.  Tex  77055. 
Applicant's  representative :  Joe  G. 
Fender,  attorney  at  law,  1150  Pennzoil 
Place,  South  Tower.  711  Louisiana. 
Houston.  Tex.  77002.  Authority  sought 
for  purchase  by  transferee  of  the  operat- 
ing rights  set  forth  in  Permit  No.  MC 
134455.  Issued  October  15,  1974.  a.-;  fol- 
lows: Defluorlnated  phosphate  feed 
supplements,  from  Houston.  Tex.  to 
points  in  Mississlppt  limited  to  a  trans- 
portation service  to  be  performed  under 
a  continuing  contract,  or  contracts,  witli 
Olin  Corporation;  and  drj-  animai  and 
poultry  feeds  and  feed  ingredients  (ex- 
cept lime.  urea,  and  salt  > .  between 
points  In  Texas,  on  the  one  hand,  and 
on  the  other,  points  in  Arkansa-s. 
Louisiana,  and  MLs.sissippi,  and  Memphis 
and  Tipton ville.  Tenn.,  restricted  to  a 
transportation  service  to  be  performed 
under  a  continuing  contract,  or  con- 
tracts with  Nathan  Segal  &  Company. 
Incorporated,  of  Houston.  Tex  Trans- 
feree presently  hold  authority  from  this 
CXunmission  imder  Certificate  No.  MC 
119019.  Application  has  not  been  filed  for 
temporary  authority  imder  Section  210a 
"(bi. 

No.  MC-PC-77141.  filed  May  20.  1977. 
Transferee:  JACK  L  MASSENDER.  do- 
ing business  as  ZILL.\H  HAULING 
SERVICE.  N.  6502  Pittsburgh  St  .  Spo- 
kane, Wash.  99207.  Transferor:  John  W. 
Gillingham,  Jr..  doing  business  as  De- 
pendable Motor  Freight.  1805  44th  St.. 
Cheney,  Wash.  99004.  Applicant's  rep- 
resentative: George  R,  LaBKsorriere,  at- 
torney at  law,  1100  Northon  Bldg,,  Seat- 
tle, Wash.  98104.  Authority  sought  for 
purchase  by  transferee  of  the  operating 


rights  of  transferor,  as  set  forth  In  Cer- 
tificate No.  MC  59412.  issued  August  28. 
1971,  as  follows:  Agricultural  commodi- 
ties, livestock,  lumber,  fuel  sawdust 
bricks,  wood  fuel,  and  farm  machinery, 
over  Irregular  routes,  between  points  In 
Spokane  County,  Washington,  on  the  one 
hand,  and.  on  the  other,  points  in  Bon- 
ner, Kootenai,  Benewah  and  Latali  Coun- 
ties. Idaho.  Transferee  is  presently  au- 
thorized to  operate  as  a  carrier  under 
permit  No.  MC  135866  and  subs  there- 
after. Application  has  not  been  filed  for 
temporai-y  authority  under  Section  210a 

No.  MC-FC-77142,  filed  May  20,  1977. 
Transferee  A  &  G  TRUCKING  COM- 
PANY, INC..  PO  Drawer  338,  Green- 
vnod.  SC.  29646,  Transferor:  G  &  P 
rrucking  Co.,  Inc.,  P.O.  Drawer  338. 
Greenwood.  S.C.  29646,  Applicants  rep- 
resentative: William  B  Patrick  Jr.,  at- 
torney at  law,  P.O.  Box  1207,  Greenwood, 
S.C.  29646.  Authority  sought  for  purchase 
by  transferee  of  the  operating  rights  of 
transferor,  as  set  forth  In  Certificate  of 
Registration  No.  MC  60709  Sub-7,  is- 
sued April  24,  1964  autliorizmg  trans- 
portation within  the  State  of  South 
Carolina  as  follows  Specified  commodi- 
ties between  specified  points  in  South 
Carolina.  Transferee  presently  holds  no 
autliority  from  tliis  Commission.  Appli- 
cation has  not  been  filed  for  temporary 
authority  ujider  Section  210a(b). 

No.  MC-FC-77152,  filed  May  2G,  1977. 
Transferee ;  MARINO  FREIGHT  LINES, 
INC.,  1531  N.  Bllnn  St.,  Wilmington, 
Calif.  90744.  Tran.<;feror:  Active  Trans- 
port. Inc..  9850  -Adella  Ave.,  South  Gate. 
Calif.  90280.  Applicants  representative: 
Fred  H.  Mackensen,  attorney  at  law. 
Suite  400,  Glendale  Federal  Building. 
9454  Wilshire  Boulevard.  Beverly  Hills. 
Calif.  90212.  Authority  sought  for  pur- 
chase by  transferee  of  the  operating 
rights  of  transferor  set  forth  in  Certifi- 
cate of  Registration  No.  MC  121765.  is- 
sued April  9.  1976,  as  follows;  General 
com.niodltles,  with  specified  exceptions, 
between  specified  areas  In  California. 
Transferee  presently  holds  no  authority 
from  this  Commission.  Application  has 
not  been  filed  for  temporary  authority 
under  Section  210a'b' . 

No.  MC-FC-77153,  filed  May  27,  1977. 
Transferee  AMERICAN  PACIFIC  EX- 
PRESS. INC..  1774  Sabre  St.,  Hayward. 
Calif.  94545.  Transferor:  Albert  Pugn. 
doing  business  at  Aljan  Trucking  Serv- 
ice. 1092  West  McKinley,  Sunnyvale, 
Calif.  94086.  Applicant's  representative: 
Eldon  M.  Johnson,  attorney  at  law.  650 
California  St..  Suite  2808.  San  Fran- 
cisco. Calif.  94108.  Authority  for  pur- 
chase by  transferee  of  the  operating 
rights  of  transferor  set  forth  in  Certifi- 
cate No.  MC  127267  (Sub-No  1'.  Issued 
June  10.  1970,  to  transferor,  as  follows: 
New  fui-niture.  uncrated,  and  new  office 
and  store  fixtures,  uncrated,  from  Berk- 
eley, Oakland.  San  Leandro,  San  Fran- 
cesco, and  South  San  Francisco.  Calii  to 
points  in  Oregon  and  Wsishlngton. 
Transferee  presently  holds  no  authority 
from  thi.s  Commission    Application  has 
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not  been  filed  for  temporary  authority 
under  Section  210a'b). 

No.  MC-FC-77154.  filed  May  27.  1977. 
Transferee:  S.  M.  BULK  CARRIER. 
IKC.  13  Morris  St..  Fieeliold,  N.J.  07728. 
Transferor:  Dana  Transport,  Inc.,  13 
Morris  St..  Freetiold.  N.J.  07728.  Appli- 
cant's representative:  Robert  B.  Pepper, 
registered  practitioner,  168  Woodbridge 
Ave..  Higiiland  Park,  N  J.  08904.  Author- 
ity sought  for  purcha.se  by  transferee  of 
the  operating  rights  of  transferor,  set 
forth  in  Certificate  No.  MC  43888.  issued 
July  18,  1960,  and  acquired  by  trans- 
feror pursuant  to  No.  MC-FC-76431,  ap- 
proved March  23.  1976  and  consummated 
Februar>'  7,  1977,  as  follows:  General 
commodities,  except  hoasehold  goods  as 
defined  by  the  Commission,  between  New 
York.  N.Y..  on  the  one  hand,  and,  on 
the  other,  points  in  New  Jersey  within  25 
miles  of  Newark,  N.J  Transferee  pres- 
ently holds  no  authority  from  this  Com- 
mission. Application  has  not  been  filed 
for  temporary  authority  under  Section 
210a'b). 

Robert  L.  Oswald. 

Secretarp. 

|FR  Doc  77-16364  Filed  6-8-77:8:45  am| 


JAMES   E.    MARTIN 

Statement  of  Changes  in  Financial 
Interests 

Pursuant  to  subsection  302ici,  Part 
III,  Executive  Order  10647  (20  FR  8769) 
'■Pro\"iding  for  the  appointment  of  cer- 
tain persons  under  tfie  Defense  Produc- 
tion Act  of  1950,  as  amended,"  I  hereby 
furnish  for  filing  with  tlie  Office  of  the 
Federal  Register  for  publication  in  the 
Feder.al  Register,  the  following  informa- 
tion showing  any  changes  in  my  financial 
interests  and  business  connections  as 
heretofore  reix>rted  and  pubhshed  '  41  FR 
44904.  dated  October  13.  1976  >,  for  the 
six  months'  period  ending  April  4.  1977. 

Gulf  on  Co. 

Occidental  Petroleiisn  Co. 

James  E.  Martin. 
May  31.  1977. 

IFRDoc  77-16355  Filed  6  8-77;8:45am| 


!  Volume  No.  20 1 

PETITIONS.  APPLICATIONS,  FINANCE 
MATTERS  (INCLUDING  TEMPORARY 
AUTHORITIES),  RAILROAD  ABANDON- 
MENTS, ALTERNATE  ROUTE  DEVIA- 
TIONS, AND  INTRASTATE  APPLICA- 
TIONS 

June  3.  1977. 
Petitions  for  Modification.  Interpreta- 
tion OR  Reinstatement  of  Operating 
Rights  Authority 

The  following  petilions  seek  modifica- 
tion or  interpretation  of  existing  operat- 
ing rights  authority,  or  reinstatement  of 
terminated  operating  rights  authority. 

An  origmal  and  one  copy  of  protests 
lo  tiie  kTanting  of  the  requested  au- 
thority must  be  filed  with  the  Commis- 
sion within  30  days  after  the  date  of  this 
Federal  Reglstfr  notice.     Such  protest 


shall  comply  with  Special  Rule  247(d)  of 
the  Commission's  •'General  Rules  of 
Practice"  (49  CFR  1100.247)  '  and  shall 
include  a  concise  statement  of  protest- 
ant's  Interest  In  the  proceeding  and 
copies  of  Its  conflicting  authorities.  Veri- 
fied statements  in  opposition  should  not 
be  tendered  at  this  time.  A  copy  of  the 
protest  shall  be  served  concurrently  upon 
petitioner's  representative,  or  petitioner 
If  no  representative  Is  named. 

No.  MC  21866  (Sub-No.  81)  (Notice  of 
filmg  of  petition  to  add  an  additional 
base  point!,  filed  May  5,  1977.  Peti- 
tioner: WEST  MOTOR  FREIGHT,  INC., 
740  Soutli  Reading  Avenue,  Boyertown, 
Pa.  19512.  Petitioner's  representative: 
Alan  Kahn  (Same  address  as  applicant) . 
Petitioner  holds  a  motor  common  car- 
rier Certificate  In  No,  MC  21866  (Sub- 
No.  81)  issued  November  18,  1976,  au- 
thorizing transportation  over  irregular 
routes,  of  Automotive  accessories,  parts, 
and  supplies,  and  materials  supplies  and 
equipment  used  in  the  installation  or 
manufacture  of  automotive  accessories, 
paits  and  supplies  (except  commodities 
in  bulk  > ,  between  Piscataway,  N. J.,  and 
Boyertown.  Hazel  ton,  and  Weatherly, 
Pa.,  on  the  one  hand,  and,  on  the  other, 
points  in  the  United  States  (except 
Alaska  and  Hawaii).  By  the  Instant  pe- 
tition, petitioner  seeks  to  add  "Upper 
Macungle  Township,  Lehigh  County. 
Pa.,  as  an  additional  base  point. 

No.  MC  22182  (Sub-No.  29)  (Notice  of 
filing  for  modification  of  territorial  de- 
.scriptlom.  filed  may  4,  1977.  Petitioner: 
NU-CAR  CARRIERS.  INC..  950  Haver- 
ford  Road,  P.O.  Box  172,  Bryn  Mawr, 
Pa.  19010.  Petitioner's  representative: 
Gerald  K.  Gimmel.  4  Professional  Drive, 
Suite  145.  Gaithersburg.  Md.  20760.  Pe- 
titioner holds  a  motor  common  carrier 
Certificate  in  No.  MC  22182  (Sub-No. 
29).  issued  October  5,  1976.  authorizing 
transportation  over  irregular  routes,  of 
( 1 1  New  automobiles.  In  truckaway  serv- 
ice, in  initial  movements,  and  (2)  new 
autoitiobiles,  in  truckaway  service  in 
secondary  movements  when  moving  in 
tlie  same  vehicle  at  the  same  time  as  the 
commodities  described  In  part  (1)  above, 
from  the  facilities  of  Volvo  of  American 
Corporation  located  at  Chesapeake,  Va., 
to  points  in  the  United  States  (except 
Alaska  and  Hawaii).  By  the  instant  pe- 
tition, petitioner  seeks  the  origin  point 
to  read  ("from  Chesapeake,  Va.",  in  lieu 
of  'from  the  facilities  of  Volvo  of  Ameri- 
can Corporation  located  at  Chesapeake, 
Va."i . 

No.  MC  51146  I  Sub-No.  395)  (Notice 
of  filmg  of  petition  to  modify  commodity 
description),  filed  May  5,  1977.  Peti- 
tioner: SCHNEIDER  TRANSPORT. 
INC  ,  P.O.  Box  2298,  Green  Bay.  'Wis. 
54306.  Petitioner's  representative:  John 
R.  Patterson  (Same  address  as  appli- 
cant' .  Petitioner  holds  a  motor  common 


•  Copies  of  Special  Rule  247  (as  amended) 
can  be  obtained  by  writing  to  the  Secretary, 
Interstate  Commerce  Commission,  Washlng- 
tlon,  DC    20423 


carrier  Certificate  in  No.  MC  51146 
Sub-No.  395)  issued  October  21,  1976, 
authorizing  transportation  over  irregu- 
lar routes,  of  Vinyl  asbestos  tile,  vinyl 
base,  asphalt  tile,  and  adhesives  (ex- 
cept commodities  in  bulk),  from  Hous- 
ton, Tex.,  to  points  in  Wisconsin.  By  the 
instant  petition,  petitioner  seeks  to 
broaden  commodity  description  by  read- 
ing: "Tile,  floor  covering,  wallpaper,  and 
materials,  equipment,  and  supplies,  used 
in  the  manufacture,  distribution,  instal- 
lation, maintenance,  removal,  and  sale 
of  the  above  commodities  (except  in 
bulk>,"  in  lieu  of  "Vinyl  asbestos  tile, 
in?iyl  base,  asphalt  tile,  and  adhesives 
(except  commodities  in  bulk>." 

No.  MC  109397  (Sub-No.  319)  (Notice 
of  filing  of  petition  to  add  an  additional 
origin  point),  filed  May  2,  1977.  Peti- 
tioner: TRI-STATE  MOTOR  TRANSIT 
CO..  a  Corporation.  P.O.  Box  113.  E.  On 
Interstate  Business  Rt.  44,  Joplin.  Mo, 
64801.  Petitioner's  representative:  Max 
G.  Morgan,  223  Cludad  Bldg..  Oklahoma 
City.  Okla.  73112.  Petitioner  holds  a  mo- 
tor common  carrier  Certificate  in  No 
MC  109397  (Sub-No.  319',  issued  De- 
cember 16,  1975,  authorizing  transporta- 
tion over  irregular  routes,  of  canned  ani- 
mal food,  from  Vernon.  Calif.,  to  points 
in  Arkansas,  Tennessee,  Oklahoma,  Vir- 
ginia. Ohio,  Kentucky.  New  York.  New 
Jersey,  Pennsylvania,  and  Marjiand.  By 
the  instant  petition,  petitioner  seeks  to 
add  Santa  Pe  Springs,  Calif,  as  an  addi- 
tional origin  point  to  the  above  au- 
thority. 

No.  MC  114552  'Sub-No.  62)  (Notice 
of  filing  of  petition  to  remove  restric- 
tion), filed  May  5.  1977.  Petitioner: 
SENN  TRUCKING  COMPANY,  a  Cor- 
poration, P.O.  Drawer  220,  Newberry. 
S.C.  29108.  Petitioner's  representative: 
William  P.  Jackson.  Jr..  3426  North 
Washington  Blvd..  P.O.  Box  1267.  Arling- 
ton, Va.  22210.  Petitioner  holds  a  motor 
common  carrier  Certificate  in  No.  MC 
114552  (Sub-No.  62),  issued  May  4,  1977, 
authorizing  transportation  over  irregu- 
lar routes,  or  plywood,  paneling,  wall- 
board  and  composition  board,  from  the 
facilities  of  Plj-wood  Panels.  Inc.  located 
at  or  ner  New  Orleans,  La.,  to  points  in 
Alabama.  Georgia,  Florida,  Tennessee. 
Kentucky,  Mississippi,  and  South  Caro- 
lina, restricted  to  the  transportation  of 
traffic  either  (a)  having  a  prior  move- 
ment by  water,  or  ib'  originating  at  the 
above-(3escrlbed  origin  point.  By  the  In- 
stant petition,  petitioner  seeks  ( 1  >  to  de- 
lete the  origin  plantsite  restriclon,  so  as 
to  authorize  transportation  from  New 
Orleans.  La.:  and  (2)  to  delete  the  re- 
striction following  the  territorial  de- 
scription from  the  above  authority. 

Republications  of  Grants  of  Operating 
Rights  Authority  Prior  to  Certifica- 
tion 

The  following  grants  of  operating 
rights  authorities  are  republished  by  or- 
der of  the  Commission  to  indicate  a 
broadened  grant  of  authority  over  that 
previously  noticed  in  the  Federal  Regis- 
ter. 
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An  original  and  one  copy  of  a  petition 
for  leave  to  intervene  in  the  proceeding 
must  be  filed  with  the  Commission  with- 
in 30  days  after  the  date  of  this  Federal 
Register  notice.  Such  pleading  shall 
comply  with  Special  Rule  247(d)  of  the 
Commission's  "(3eneral  Rules  of  Prac- 
tice" '49  CFR  1100.247'  addressing  spe- 
cifically the  issue's)  indicated  as  tiie 
purpose  for  republication,  and  including 
copies  of  inter\enor's  conflicting  author- 
ities and  a  concise  statement  of  inter- 
vener's interest  in  the  proceeding  setting 
forth  in  detail  the  precise  manner  in 
In  which  it  has  been  prejudiced  by  lack 
of  notice  of  tlie  autliority  granted.  A 
copy  of  the  pleadmg  shall  be  served  con- 
currently upon  the  carrier's  representa- 
tive, or  carrier  if  no  representative  is 
named. 

No.  MC  114569  iSub-No.  145)  'Repub- 
lication*, filed  August  4.  1976.  published 
in  the  Federal  Register  issue  of  Septem- 
ber 30,  1976.  and  republished  this  issue. 
Applicant:  SHAFFER  TRUCKING. 
INC  .  P.O.  Box  418,  New  Kingstown.  Pa. 
17072.  Applicant's  representative:  Duane 
V/.  Acklie.  P.O.  Box  81228.  Lincoln.  Nebr. 
68501.  The  Initial  Decision  of  the  Admin- 
istrative Law  Judge,  dated  March  16, 
1977.  and  served  March  28.  1977.  became 
the  order  of  tlie  Commission  by  a  notice 
dated  April  27,  1977,  and  served  May  10, 
1977.  Said  Initial  Decision  finds  that  the 
present  and  ftiture  public  convenience 
and  necessity  require  operation  by  appli- 
cant, in  interstate  or  foreign  commerce, 
as  a  common  carrier  by  motor  veiiicle. 
over  irregular  routes,  in  the  transporta- 
tion of  meat,  meat  products  and  meat 
by-products  produced  by  meat  packing- 
houses, in  vehicles  equipped  with  me- 
chanical refrigeration  (except  hides, 
animal  feed  and  animal  feed  ingredients, 
and  commodities  in  bulk',  from  the 
plantsite  of  Farmland  Foods,  Inc..  at  or 
near  Garden  City,  Kans..  to  points  in  the 
states  of  Connecticut,  Delaware,  Ken- 
tucky. Maine,  Maryland.  Massachusetts, 
New  York,  New  Jersey,  New  Hampshire. 
Pennsylvania.  Rhode  Island,  Tennessee 
(except  Memphis  and  its  commercial 
K>ne»,  Vermont,  Virginia.  West  Virginia, 
and  the  District  of  Columbia,  restricted 
to  traffic  originating  at  the  named  origin 
and  destined  to  points  in  the  named  des- 
tination States  and  District;  that  apph- 
cant  Is  fit.  wUling  and  able  properly  to 
perform  such  service  and  to  conform  to 
the  requirements  of  the  Interstate  Com- 
merce Act  and  the  Commission's  rules 
and  regulations  thereunder.  The  purpose 
of  this  republication  is  to  indicate  the 
addition  of  New  Jersey  and  the  District 
of  Columbia  to  the  destination  territory 
in  applicants  grant  of  authority. 

No.  MC  124774  (Sub-No.  96'  'Repub- 
lication! filed  July  28,  1976,  published  in 
the  Federal  Register  issue  of  Septem- 
ber 2,  1976,  and  republished  this  issue 
Applicant:  -MIDV^^ST  REFRIGER- 
ATED EXPRESS,  INC.,  4440  Bucking- 
ham Drive.  P.O.  Box  7344,  Omaha,  Nebr. 
68107.  Applicant's  representative:  Arlyn 
L.  WestergTMi.  7100  West  Center  Road, 
630  Unlvac  Building.  Omaha.  Nebr 
68106.  The  Initial  Decision  of  the  Ad- 


ministrative Law  Judge,  dated  March  16. 
1977,  and  served  March  28.  1977,  became 
the  order  of  the  Commission  by  notice 
dated  April  27,  1977,  and  serv-et:  May  10, 
1977.  Said  Initial  Decision  finds  that  the 
present  and  future  public  convenience 
and  necessity  require  operation  by  ap- 
plicant, in  interstate  or  foreig:i  com- 
merce, as  a  common  carrier  by  motor 
vehicle,  over  irregular  routes,  m  the 
transportation  of  m>'ats.  rneat  products, 
meat  by-products  and  articles  distrib- 
uted by  ineat  packinghouses  (except 
hides  and  commodities  in  bulk  • .  from 
the  plantsite  of  Farmland  Foods.  Inc., 
at  or  near  Garden  City,  Kans..  to  points 
in  Connecticut.  Delaware.  Kentucky. 
Main.  Maryland.  MassachusetUv.  New 
Hampshire.  New  Jersey.  New  York. 
Ohio.  Pennsylvania.  Rhode  Island.  Ten- 
nessee. Vermont,  Virginia.  West  Virginia, 
and  the  District  of  Columbia,  restricted 
to  traffic  originaUiig  at  the  named  origin 
and  destined  to  points  in  Uie  named 
destination  States  and  District;  that  ap- 
plicant is  fit,  willing,  and  able  properly 
to  perform  such  service  and  to  conform 
to  tlie  requirements  of  the  Interstate 
Commerce  Act  and  tl.c  Commission'^ 
rules  and  regulations  tliereunder  The 
purpose  of  this  republication  is  to  indi- 
cate the  addition  of  New  Jersey  and 
the  District  of  Columbia  to  the  destina- 
tion territory  in  applicant's  grant  of 
authority. 

No.  MC  i:U922  I  Sub-No.  188'  Repub- 
lication), filed  July  28.  1976.  published 
in  the  Ffderal  Register  issue  of  Septem- 
ber 2.  1976.  and  republished  thi<;  issue. 
Applicant:  B.  J.  Mc ADAMS.  INC  .  Route 
6.  Box  15.  North  UtUe  Rock.  Ark  72118. 
Applicant's  representative:  Bob  Mc- 
Adams  'same  address  as  applicant ' .  The 
Initial  Decision  of  the  Administrative 
Law  Judg-e.  dated  March  16,  1977.  and 
served  March  28,  1977,  became  the  order 
of  the  Commission  by  notice  dated 
April  27,  1977,  and  served  May  10.  1977 
Said  Initial  Decision  finds  that  Uie  pres- 
ent and  future  pubhc  convenience  and 
necessity  require  operation  by  apphcant. 
in  interstate  or  foreign  commerce,  as  a 
common  carrier  by  motor  vehicle,  over 
irreguLar  routes,  in  the  transix)rtation 
of  meat,  meat  products  and  products 
produced  by  meat  packinghouses,  from 
the  plantsite  of  Farmland  F(X>ds.  Inc.,  at 
or  near  Garden  City.  Kans  .  to  points  in 
Connecticut,  Delaware,  Kentucky, 
Maine,  Marj-land,  Massachusetts.  New 
Hampshire,  New  Jersey.  New  York,  Ohio. 
Pennsylvania,  Rhode  Lsland,  Tennessee. 
Vermont.  Virginia,  West  Virginia,  and 
the  District  of  Columbia,  restricted  to 
traffic  originating  at  the  named  origin 
and  destined  to  points  in  the  named  des- 
tination States  and  District;  that  appli- 
cant is  fit,  -Rilling,  and  able  properly 
to  perform  such  service  and  to  conform 
to  the  requirement^  of  the  Interstate 
Commerce  Act  and  tlie  Commission's 
rules  and  regulations  thereunder.  The 
purpose  of  this  republication  is  to  indi- 
cate the  addition  of  New  Jersey  and  the 
District  of  Columbia  to  the  destination 
territory  In  applicant's  grant  of 
authority. 


W  1296  'Republication)  filed  July  24. 

1975.  pubhshed  in  the  Federal  Register 
issue  of  August  28.  1975,  and  republlsh»»d 
this  issue.  Applicant:  ALLIED  CON- 
TAINER SERVKTE.  inc.,  P.O.  Box  717. 
Norfolk,  Va.  23501.  Applicant's  repre- 
sentative: Gordon  P.  MacDougall.  1100 
17th  Street.  NW.,  Washington,  D.C. 
20036  An  Order  of  tlie  Commission.  Re- 
view Board  Number  1.  dated  August  13. 

1976.  and  served  August  23.  1976,  finds 
that  the  present  and  future  public  con- 
venience and  necessity  requii-e  operation 
by  applicant,  in  interstate  or  foreign 
commerce,  as  a  co^nmon  carrier  by 
water,  in  the  transportation  of  general 
towage  of  non-self-propelled  lighter- 
aboard  ship  (LASH>  barges,  between 
port^  and  points  along  the  Atlantic 
Coast.  Atlantic  Intracoastal  Waterway, 
and  inland  tributary  waterways,  from 
Trenton,  N  J.,  to  Cape  Canaveral.  Fla.. 
inclusive:  tliat  apphcant  is  fit.  willing, 
and  able  properly  to  perform  such  serv- 
ice and  to  conform  to  the  requirements 
of  the  Interstate  Commerce  Act  and  the 
Commissions  rules  and  regulations 
thereimder.  The  purpose  of  this  republi- 
cation is  to  indicate  tiie  grant  of  common 
carrier  authority  in  lieu  of  contract  ear- 
ner authority  in  applicant's  grant  of 
authority. 

Motor  Carrier,  Broker,  Water  Carrier 
and  Freight  Forwarder  Operating 
Rights  Applications. 

The  following  applications  are  gov- 
erned by  Special  Rule  247  of  the  Com- 
mission's General  Rules  of  Practice  (49 
CFR  5  1100.247>.  These  rules  provide. 
among  other  th  Jigs,  that  a  protest  to  the 
granting  of  an  application  must  be  filed 
with  the  Commission  within  30  days  after 
the  date  of  notice  of  filing  the  applica- 
tion is  published  in  the  Federal  Registkr 
Failure  to  seasonably  to  file  a  protest  will 
be  construed  as  a  waiver  of  opposition 
and  participation  in  the  proceeding  A 
protest  tmder  these  rules  should  comply 
with  Section  247idi(3i  of  the  rules  of 
practice  which  requires  that  it  set  forth 
speciflcally  the  grounds  upon  which  it  i«; 
made,  contain  a  detailed  statement  of 
Protestants  interest  in  the  proceecmg 
'  including  a  copy  of  Uie  specific  portions 
of  its  authority  which  protestani  believes 
to  be  In  conflict  wltli  that  sought  in  the 
application,  and  describing  in  detaU  the 
method— whether  by  joinder,  interline, 
or  other  means — by  which  protestant 
would  use  such  authority  to  provide  all  or 
part  of  the  service  proposed),  and  shall 
specify  with  particularity  tl.e  facts  mat- 
ters, and  things  relied  upon,  but  shall 
not  include  issues  or  allegations  phrased 
generally.  Protests  not  In  reasonable 
compliance  with  the  requirements  of  the 
rules  may  be  rejected.  The  original  and 
one  copy  of  the  protest  shall  be  filed 
with  the  Commission,  and  a  copy  shall  be 
ser\-ed  concurrently  upon  applicant's 
representative,  or  apphcant  if  not  repre- 
sentative is  named.  If  the  protest  Includes 
a  request  for  oral  hearmg.  such  requests 
shall  meet  the  requirements  of  section 
247(d)  (4)  of  the  special  rules,  and  shall 
Include  the  certification  required  therein. 
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Section  247ifi  further  provides,  in 
part,  that  an  apphcant  who  does  not  In- 
tend timely  to  prosecute  its  application 
.shall  promptly  request  dismissal  thereof, 
and  that  failure  to  prosecute  an  applica- 
tion under  procedures  ordered  by  the 
Commission  will  result  in  dismissal  of 
the  application. 

Further  processing  steps  will  be  by 
Commission  order  which  will  be  served 
on  each  party  of  record.  Broadening 
cimendments  will  not  be  accepted  after 
the  date  of  this  publication  except  for 
good  cause  shown,  and  restrictive  amend- 
ments will  not  be  ent-ertained  following 
publication  in  the  Federal  Register  of 
a  notice  that  the  proceedijig  has  been  as- 
signed for  oral  hearing. 

Each  applicant  states  that  there  will 
be  no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
;ipproval  of  its  application. 

No.  MC  531  <Sub  No.  346 » .  filed  May  3. 
1977.  Applicant:  YOUNGER  BROTH- 
ERS. INC..  4904  Griggs  Road.  P  O.  Box 
14048.  Houston.  TX  77021.  Applicant's 
representative:  Wray  E.  Hughes  isame 
address  as  applicant ' .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Sodium  Salt  Solutiojis.  in  bulk,  in 
tank  vehicles,  from  the  plant  site  of  Mer- 
ichem  Company  and  or  .storage  facilities 
of  Merichem  Company  in  Houston. 
Texas,  to  points  in  Alabama.  Arkansas. 
Florida.  Georgia,  Louisiana,  Mi.'-si.sssippi 
and  Oklahoma. 

Note — If  a  hearing  is  deemed  necessary 
the  applicant  requests  a  consolidated  hear- 
ing with  other  similar  applications  at  Hous- 
ton, Tex. 

No.  MC  830  Sub-No  3'.  filed  April 
20,  1977.  Applicant:  MUELLER  CAR- 
T.AGE  COMPANY,  a  corporation,  2510 
Adie  Road,  Maryland  Heights,  Mo.  63043. 
.Applicants  represenUitive:  Michael  C. 
Kerls  'Same  address  as  applicant i.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Fired  clapbrick. 
concrete  and  havdite  ma,sonrTj  uTiits,  be- 
tween Maryland  Heights.  Mo.  on  the 
one  hand,  and.  on  tlie  other,  points  in 
Wabash.  Lawrence,  Crawford.  Clark.  Ed- 
gar, Coles.  Douglas.  Macon  Piatt.  Cham- 
paign. Vermillion.  DeWitty,  McLean. 
Ford.  Iroquois,  Livingston.  Kankakee. 
Woodford,  Tazewell,  Peoria.  Marshal. 
Putnam,  Stark.  Knox.  Warren,  Hender- 
son. Mercer,  Rock  Island.  Henry.  Bureau. 
La  Salle,  Grundy,  Will.  Kendall.  Dekalb, 
Lee,  Whiteside,  Carroll.  Ogle.  Kane.  Mc- 
Henn>-.  Boone,  Winnebago.  Stephenson, 
Jo-Davies,  Lake.  Dupage  and  Cook 
Counties,  111.  under  a  continuing  con- 
tract or  contracts  with  Alton  Brick  Co., 
a  subsidiary  of  Schottco  Corporation. 

Note  — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either  St. 
Louis,   or  Kansas  City.   Mo  .   or  Chicago,   111 

No.  MC  1288  I  Sub-No.  15'.  filed  May 
6.  1977  Applicant  LORAINE  TRANS- 
FER COMPANY,  INC,  P.O.  Box  173, 
Shreveport.  La.  71161  Applicant's  repre- 
sentative: Billy  R.  Reid.  P.O.  Box  9093, 
Fort  Worth,  Tex  76107  Authority  sought 


to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Scrap  and  waste  paper,  in  bales,  for 
recycling,  from  points  in  Arkansas  south 
and  west  of  U.S.  Highway  63,  and  points 
in  Texas  on  and  east  of  U.S.  Highway 
83,  to  the  plantsites  and  storage  facilities 
of  Bird  &  Son,  Inc.,  located  at  or  near 
Shreveport.  Louisiana. 

Note — If  hearing  is  deemed  necessary,  ap- 
plicant requests  that  It  be  held  at  either 
Shreveport,  La,  or  Dallas,  Tex. 

No.  MC  2484  (Sub-No.  53)  (Correc- 
tion*, filed  February  14,  1977.  published 
in  the  Federal  Register  issue  of  April  7, 
1977.  and  republished  this  issue.  Appli- 
cant: E  &  L  TRANSPORT  COMPANY, 
a  corporation,  14201  Prospect  Avenue, 
P.O.  Box  4299,  Dearborn,  Mich.  48121. 
Applicant's  representative:  Eugene  C. 
Ewald.  100  West  Long  Lake  Road,  Suite 
102  Bloomfield  Hills,  Mich.  48013.  Au- 
thority sought  to  operate  as  a  com,m.on 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Motor  vehicles,  in 
secondary  movements,  in  truckaway  ser- 
vice, from  Buffalo,  N.Y.,  to  points  in 
Connecticut,  Delaware,  Maine,  Mary- 
land, Massachusetts,  New  Hampshire, 
New  Jersey,  New  York,  Ohio,  Pennsyl- 
vania, Rhode  Island.  'Vermont,  Virginia, 
West  Virginia  and  the  District  of  Colum- 
bia, restricted  to  traffic  having  had  a 
prior  movement  from  manufacturing  fa- 
cilities of  the  Ford  Motor  Company. 

Note — Tlie  purpose  of  this  republication  is 
to  correct  applicant's  restriction.  Common 
control  may  be  Involved.  If  a  hearing  la 
deemed  necessary,  the  applicant  requests  It 
be  held  at  either  Wa.<ihlngton.  DC,  or  De- 
troit. Mich. 

No.  MC  2860  (Sub-No.  156),  filed 
May  1,  1977,  Applicant:  NATIONAL 
FREIGHT,  INC.,  71  West  Park  Avenue. 
Vineland,  New  Jersey  08360.  Applicant's 
representative:  Robert  W.  Gerson,  1400 
Candler  Building,  Atlanta,  Georgia 
30303.  Autliority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Synthetic 
fiber,  yam  and  staple  from  the  plantsite 
and  facilities  of  Du  Pont  Company  lo- 
cated at  or  near  Seaford.  Delaware,  to 
points  in  Georgia  and  Tennessee. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  that  it  be  held  at  Atlanta, 
Georgia,  Washington,  DC.  ;  or  Baltimore. 
Maryland.  Common  control  may  be  Involved. 

No.  MC  2900  (Sub-No.  301>.  filed  April 
25.  1977.  Applicant:  RYDER  TRUCK 
LINES,  INC.,  2050  Kings  Road,  P.O.  Box 
2408.  Jacksonville.  FL  32203.  Applicant's 
representative:  S.  E.  Somers,  Jr.  (same 
address  as  applicant*.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  regular  routes,  trans- 
porting: General  commodities  (except 
household  goods  as  defined  by  the  Com- 
mission, Classes  A  and  B  explosives, 
commodities  in  bulk  and  those  requiring 
special  equipment'  :  Serving  Newport, 
Tenn,  as  an  off  route  point  in  connec- 
tion with  applicants  presently  author- 
ized regular  routes. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  neces.sary.  applicant 


requests  It  be  held  at  Kuoxville.   Tenn.  or 
Washington,  D.C. 

No.  MC  2900  (Sub-No.  303'.  filed  May 
10,  1977.  Applicant:  RYDER  TRUCK 
LINES,  INC.,  2050  Kings  Road,  P.O.  Box 
2408,  Jacksonville,  FL  32203,  Applicant's 
representative:  S.  E.  Somere,  Jr.  (same 
address  as  applicant!.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  regular  routes,  trans- 
porting: General  commodities  > except 
household  goods  as  defined  by  the  Com- 
mission, Classes  A  and  B  explosives, 
commodities  in  bulk  and  those  requiring 
special  equipment)  :  Serving  the  plant 
site  and  warehouse  facilities  of  Rheem 
Manufacturing  Company,  located  at  or 
near  Milledgeville,  Ga.  as  an  off-route 
point  in  connection  with  applicant's  au- 
thorized regular  route  operation. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  It  be  held  at  .'\tlanta.  Ga.  or  Wa.sh- 
Ington,  DC. 

No.  MC  4709  (Sub  No.  2' ,  filed  May  6. 
1977.  Applicant:  M.  &  S.  Ti-ansfer.  In- 
corporated, David  City,  Nebr.  68632.  Ap- 
plicant's representative:  Bradford  E. 
Kistler,  P.O.  Box  82028.  Lincoln,  Ne- 
braska 68501.  Authority  sought  to  ojjer- 
ate  as  a  common  carrier,  by  motor  ve- 
hicle, over  regular  routes,  transporting: 
General  commodities  (except  tho.se  of 
unusual  value,  Classes  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  and 
those  requiring  special  equipment  i ,  be- 
tween Lincoln,  Nebraska  and  Wahoo,  Ne- 
braska, serving  no  intennediate  points: 
From  Lincoln  over  U.S.  Highway  77  to 
Wahoo,  and  return  over  the  same  route. 

Note. — If  a  hearing  Is  deemed  necessary. 
applicant  requests  It  be  held  at  Lincoln,  Ne- 
braska. 

No.  MC  5623  (Sub-No  32'.  filed  May 
6,  1977.  Applicant:  ARROW  TRUCKING 
CO..  a  corporation,  P.O.  Box  7280.  Tulsa. 
OK  74105.  Applicant's  representative: 
J.  G.  Dail,  Jr.,  P.O.  Box  567.  McLean.  VA 
22101.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1>  cool- 
ing towers  and  accessories,  materials  and 
supplies  used  for  cooling  toivers  (except 
commodities  in  bulk  i  :  and  ( 2  >  materials 
and  supplies,  used  m.  or  in  connection 
with,  the  manufacture,  fabricating  or 
distribution  of  the  commodities  in  ( 1 ' 
above  (except  commodities  in  bulk',  be- 
tween Tulsa.  OK.  on  the  one  hand.  and. 
on  the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii',  restricted 
to  shipments  originating  at  or  destined 
to  the  facilities  of  E.  D.  Goodfellow.  Inc  , 
located  at  or  near  Tulsa,  OK. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  it  be  held  at  TiUsa. 
OK. 

No.  MC  8964  (Sub-No.  35  > .  filed  March 
30.  1977.  Applicant:  WITTE  TRANS- 
PORTATION COMPANY,  a  Corpora- 
tion. P.O.  Box  3564.  St.  Paul.  Minn 
55165.  Applicant's  representative:  Wil- 
liam S.  Rosen.  630  Osbom  Building,  St. 
Paul.  Minn.  55102.  Authority  sought  to 
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operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport: 
ing:  General  commodities  (except  those 
of  miusual  value.  Classes  A  and  B  explo- 
sives, liquid  commodities  in  bulk,  house- 
hold goods  as  defined  by  the  Commission, 
and  commodities  requiring  special  equip- 
ment*. (iJ  Between  Spring  Valley, 
Minn,  and  Iowa  City.  Iowa :  From  Spring 
Valley  over  U.S.  Highway  63  to  its  junc- 
tion with  U.S.  Highway  218  located  at 
Waterloo.  Iowa,  thence  over  U.S.  High- 
way 218  to  Iowa  City,  and  return  over 
the  same  route,  serving  all  intermediate 
points,  (2)  Between  Spring  VaUey,  Mmn. 
and  the  jimction  of  U.S.  Highways  30 
and  65  located  at  or  near  Colo.  Iowa: 
From  Spring  Valley  over  U.S.  Highway 
16  to  its  junction  with  Interstate  High- 
way 90;  thence  over  Interst.ate  Highway 
90  to  its  junction  with  Interstate  High- 
way 35;  thence  over  Interstate  Highway 
35  to  Ames,  Iowa:  thence  over  U.S.  High- 
way 30  to  its  junction  with  US.  High- 
way 65  located  at  or  near  Colo.  Iowa, 
and  return  over  the  same  route,  serving 
all  intermediate  points.  <3»  Between 
Spring  Valley,  Minn,  and  tlie  junction 
of  U.S.  Highways  63  and  30  at  or  near 
Toledo,  Iowa:  Prom  Sprmg  Valley  over 
U.S^  Highway  16  to  its  junction  with 
Interstate  Highway  90:  thence  over  In- 
terstate Highway  90  to  its  junction  with 
Interstate  Highway  35:  thence  over  In- 
terstate Highway  35  to  its  junction  with 
U,S,  Highway  65:  thence  over  U.S.  High- 
way 65  to  its  junction  with  U.S.  Highway 
30;  thence  over  U.S.  Highway  30  to  its 
jmiction  with  U.S.  Highway  63  located 
at  or  near  Toledo.  Iowa,  and  return  over 
the  same  route,  serving  all  intermediate 
points 

(4»  Between  Spring  Valley.  Minn  and 
Iowa  City.  Iowa :  From  Spring  Valley 
over  U.S.  Highway  63  to  it.s  jmiction  with 
Interstate  Highway  80,  thence  over  In- 
terstate Highway  80  to  Iowa  City,  and 
return  over  the  same  route,  serving  all 
intermediate  points,  (5)  Between  Spring 
Valley.  Miim.  and  Prairie  du  Chien,  Wis.: 
From  Spring  Valley  over  U.S.  Highway 
16  to  its  jimction  with  U.S.  Highway  52: 
thence  over  U.S.  Highway  52  to  its  junc- 
tion with  U.S.  Highway  18:  thence  over 
U.S.  Highway  18  to  Prairie  du  CWen.  and 
return  over  the  same  route,  serving  all 
intermediate  points,  (6>  Between  Spring 
Valley,  Minn,  and  Prarie  du  Chien,  Wis.: 
From  Spring  Valley  over  U.S.  Highway 
16  to  its  junction  with  U.S.  Highway  52; 
thence  over  U.S.  Highway  52  to  its  junc- 
tion with  Minnesota  Highway  44:  thence 
over  Minnesota  Highway  44  to  Minneso- 
ta Highway  76;  thence  over  Minnesota 
Highway  76  to  the  Minnesota-Iowa 
Boundary  line,  thence  over  Iowa  High- 
way 76  to  it£  junction  with  U.S.  Highway 
18;  thence  over  U.S.  Highway  18  to 
Praire  du  Chien.  and  return  over  the 
same  route,  serving  all  intermediate 
points;  and  (7)  Between  Spring  Valley. 
Minn,  and  the  junction  of  U.S.  Highway 
30  and  Interstate  Highway  35  at  or  near 
Ames.  Iowa:  Prom  Spring  Valley  over 
U.S.  Highway  16  to  its  junction  with 
Interstate  Highway  90;  thence  over  In- 
terstate Highway  90  to  lt«  junction  with 


US  Highway  69;  thence  over  U.S  High- 
way 69  to  its  junction  with  U.S  High- 
way 30;  thence  over  US.  Highway  30 
to  its  junction  with  Interstate  Highway 
35  located  at  or  near  Ames.  Iowa,  and 
return  over  the  same  route,  serving  all 
intermediate  points,  serving  a.'=  off-route 
points  in  connection  with  the  above- 
described  regular  routes.  Boone.  Huxley, 
and  Slater.  Iowa,  and  all  points  in  tliat 
part  of  Iowa  east  of  US.  Highway  69 
and  on  and  nonli  of  Interstate  Highway 
80  (except  points  in  Polk,  Chnton  Scott, 
Dubuque.  Jones,  and  Jackson  Counties. 
Iowa'.  Applicant  holds  irregular  route 
authority  under  its  Sub-No.  30  certificate 
to  serve  points  in  Iowa  on  and  east  of 
State  Highway  4  (except  points  in 
Greene.  Guthrie,  Dallas,  Polk.  Chnton, 
and  Scott  Counties ' .  Tliis  application  for 
conversion  to  regular  route  authority 
does  not  include  all  points  in  applicant's 
presently  authorized  territory.  However, 
applicant  will  retain  irregular  route  au- 
thority to  tlie  pouits  that  are  not  in- 
cluded in  tills  application. 

Note. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  ap- 
pllrant  requests  It  be  held  at  St    Paul.  Minn 

No  MC  10761  (Sub-No.  283'.  filed 
May  2.  1977.  Applicant:  TRANSAMERI- 
CAN  FREIGHT  LINES.  INC..  5650  Fore- 
most Drive.  SE..  Grand  Rapids.  Michigan 
49506.  Apphcant's  Representatives:  L.  R. 
Knapp  (same  address  as  applicant' 
Authority  sought  to  operate  as  a  com- 
mon  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  general 
comynodities  (except  loose  bulk  com- 
modities, livestock,  explosives,  except 
small  arms  ammur.iion.  currency,  bul- 
lion, commodities  exceeding  ordinary 
equipment  and  loading  facilities:  Be- 
tween Chenoa,  IllinoLs.  and  Peoria 
lUinois.  serving  no  intermediate  points 
From  Cheonoa  over  U.S.  Highway  24  to 
Peoria,  and  return  over  the  same  route. 

Note  -  If  a  hearing  Is  deemed  nece-ivary. 
the  applicant  requests  It  be  held  at  Chicago. 
Ill    or  Washington.  D.C. 

No.  MC  11207  (Sub-No.  390'.  filed 
April  28.  1977.  Applicant:  DEATON, 
INC.,  317  Avenue  W,  P.O  Box  938, 
Birmingham,  Alabama  35201  Appli- 
cant's representative:  Kim  D  Mann. 
Suite  1010,  7101  Wiscon.-m  Avenue. 
Washington.  D.C  20014.  Authority 
.^iought  to  operate  &f-  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1>  paper  bogs,  from  the 
plantsite  of  Masonite  Corporation. 
Southern  Bag  Division,  located  at  Yazcx* 
City,  Miss.,  to  points  in  Alabama.  Arkan- 
sas, Florida.  (iJeorgia.  Kentucky.  Louis- 
iana, North  Carolina,  Soutli  Carolina, 
Tennessee,  and  Texas;  and  (2*  materials 
and  supplies  used  in  the  manufacture  of 
pai>er  bags  from  points  In  Alabama.  Ark- 
ansas, Florida,  Georgia.  Kentucky. 
Louisiana,  North  Carolina,  South  Caro- 
lina, Tennessee,  and  Texas  to  the  plant - 
site  specified  in  d)  above. 

Note. --If  a  hearing  Is  deemed  nece^^a^y, 
applicant  requests  that  It  be  held  at  Jack- 
Bou    or    Meridian,    Miss 


No.  MC  11207  (Sub-No.  391',  filed 
AprU  28,  1977,  Applicant:  DEATON, 
INC.,  317  Avenue  W„  P.O  Box  938, 
Birmingham,  Alabama  35201.  Applicant's 
representative  Kim  D.  Mann,  Suite  1010, 
7101  Wisconsin  Avenue,  Waslilngton. 
DC.  20014  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Paper  and  paper  products,  from  the  fa- 
cilities of  Oilman  Paper  Companj',  lo- 
cated at  St.  Marys,  Ga,  to  points  in  Ala- 
bama, Florida  and  Tennessee, 

Note —If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  It  be  held  at  Jark- 
sonvllle  orTampa,  Pla. 

No,  MC  11207  (Sub-No  392'  filed 
May  6,  1977.  Apphcant:  DEATON.  INC, 
317  Avenue  W  ,  P.O.  Box  938.  Birming- 
ham, Alabama  35201.  Applicant's  repre- 
.sentative:  Kim  D.  Mann,  Suite  1010.  7101 
Wisconsin  Avenue,  Washington,  D.C 
20014.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
in-egular  routes,  transporting:  plastic 
pipe,  plastic  pipe  fittings,  and  materiah 
and  supplies  used  in  the  installation 
thereof,  from  High  Springs,  Florida  to 
points  m  Alabama,  Arkansas,  Georgia, 
Kentucky.  Louisiana.  Mississippi.  Mis- 
souri. North  Carohna,  Oklahoma.  South 
Carolina.  Tennessee,  and  Texas. 

Note. — If  a  hearing  is  deemed  necessary 
applicant  requests  that  it  be  held  a1  Jackson- 
ville. Florida  or  T^mpa.  Florida 

No.  MC  19227  tSub-No  235'.  filed 
April  25.  1977.  Applicant:  LEONARD 
BROS  TRUCKING  CO  .  INC..  2515  N  W 
20th  Street.  P.O  Box  520602,  Miami 
Florida  33152  .Applicants  Representa- 
tive: Thomas  A  Leonard  (Same  address 
as  applicant » .  .Authority  sought  to  oper- 
ate as  a  Common  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Cooling  towers  and  fluid  coolers  which, 
because  of  size  or  weight,  require  the  use 
of  .special  equipment;  and  cooling  towers, 
fluid  coolers,  and  parts  and  accessories 
for  cooling  towers  and  fluid  coolers  which 
do  not  require  the  use  of  special  equip- 
ment, moving  in  connection  with  coolint: 
towers,  and  fluid  coolers  which,  because 
of  size  or  weight,  require  the  use  of  spe- 
cial equipment,  between  the  plantsite  of 
the  Marley  Company,  Olathe,  Kansas. 
on  the  one  hand,  and,  on  the  other, 
points  in  Alabama,  Arkansas,  Arizona, 
California  Colorado.  Florida,  Georgia, 
Kentucky,  Kansas,  Louisiana.  MissLs- 
sippi.  Missouri,  New  Mexico.  Nebraslca. 
Nevada.  Oklahoma  South  Carolina,  Ten- 
nessee. Texas,  and  Utah. 

Note. — Common  control  may  be  Involved 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests   It   be  held   at  either    Kansas 
City,  Mo    or  Washington.  DC. 

No  MC  25869  (Sub-No  133'* .  filed  May 
5.  1977.  Applicant  NOLTE  BROS. 
TRUCK  LINE,  INC..  6217  Gilmore  Av- 
enue, Omaha,  Nebraska  68107.  Appli- 
cant's Representative:  Mr.  Donald  L. 
Stem.  Suite  530.  Unlvac  Eldg..  Omaha, 
Nebraska  68106.  Authority  sought  to  op- 
erate as  a  comm.on  carrier,  by  motor  ve- 
hicle, over  Irregular  routes,  trartsporting 
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Meat",  meat  produrts,  meat  by-products 
and  crticles  d^tritmted  by  meat  packing- 
hrfusfrs.  as  described  In  Sections  A  and  C 
o!  Appendix  I  to  the  reTX)rt  in  Descrip- 
tions in  Motfrr  Carrii^r  Ct^tificates.  61 
MCC.  209  and  766  i except  commodi- 
ties m  bulk,  in  tank  vehicles,  and  hides) 
<  1 1  from  Denver.  Colorado,  to  points  in 
Xfaryland,  Connecticut,  Massachusetts. 
New  Jersey,  New  York,  Pennsylvania, 
and  Rhode  Island  and  (2)  from  Sterling, 
Colorado,  to  points  In  Mar>'land,  Massa- 
chusetts, New  Jersey,  New  York,  Penn- 
sylvania, and  Ohio. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Denver,  Colo. 

No.  MC  31389  <  Sub-No.  227  > ,  fUed  May 
3,  1977.  Applicant:  MCLEAN  TRUCK- 
ING COMPANY,  a  ConJoration,  P.O.  Box 
213.  Winston-Salem,  North  Carolina 
27102.  Applicant's  representative:  David 
F.  Eshelman,  P.O.  Box  213,  Winston- 
Salem,  North  Carolina  27102.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  commodities  (ex- 
cept those  of  unusual  value.  Clas.^es  A 
and  B  explosives,  hoasehold  goods  as  de- 
fined by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip- 
ment) :  serving  tlie  plantsite  and  dLstri- 
bution  facilities  of  the  Lorbrook  Corpora- 
tion, located  at  or  near  Hudson,  New 
York,  as  an^ff  route  point  in  connection 
with  carrier's  regular  route  operation.s. 

Note — Common  control  may  be  Involved. 
If  a  hearing  la  deemed  necessary,  appUcant 
requests  that  it  be  held  at  Washington,  D.C. 
or  Albany.  New  York. 

No.  MC  32779  (Sub-No.  13>.  filed  AprQ 
25,  1977  Applicant:  SILVER  EAGLE 
COMPANY,  a  corporation.  2532  SE. 
Hawthorne  Blvd..  Portland.  Oreg.  97214. 
Applicants  Representative:  Robert  R. 
HoUis.  400  Pacific  Bide.,  520  SW.  Yam- 
hill St.,  Portland.  Oreg.  97204.  Autliorlty 
sought  to  operate  as  a  coyrtmon  carrier. 
by  motor  vehicle,  over  regular  routes, 
transporting:  General  rommt^itics  'ex- 
cept those  of  unusual  value,  classes  A  and 
B  explosives,  household  goods  as  defined 
by  the  Commis.^ion.  commodities  in  bulk, 
and  commodities  requiring  the  u^e  of  spe- 
cial equipment):  (D  Between  Spokane, 
\K'Ash  and  Seattle.  Wash.  senMng  all  In- 
tennecii.ite  and  off -route  points  in  Lin- 
coln, Adams,  Grant  and  Kittitas  Coun- 
ties, Wash.;  from  Spokane  over  Inter- 
state Highway  90  to  Seattle  and  return 
over  the  same  route. 

1 2 1  Between  Spokane.  Wash,  and  Port- 
land, Oreg.  serving  aU  intermediate  and 
off-route  points  in  Lincoln.  Adams, 
Franklin,  Walla  Waila.  Columbia.  Ben- 
ton, and  KJic'iCJtat  Counties,  Wash.; 
From  Spokane  over  Interstate  Highway 
90  to  junction  US  Highway  395.  tlience 
over  US.  Highway  395  to  junction  U.S. 
Highway  730.  thence  over  U.S.  Highway 
730  to  junction  Interstate  Highway  SON. 
thence  over  Interstate  Highwaj'  SON  to 
Portland  and  refaim  over  the  same 
route.  y3i  between  Pasco,  Wash,  and 
Wenatchee,  Wash,  serving  all  interme- 
diate  and    off-route   points   In  Benton, 


YaMma,  and  Kittitas  Counties,  Wash.: 
Prom  Pasco  over  U.S.  Highway  12  to  U.S. 
Highway  97,  thence  over  U.S.  Highway  97 
to  Wenatchee  and  return  over  tlie  same 
route. 

Note. — If  a  hearing  is  deejned  necessary. 
appUcant  requests  It  be  held  at  either  Port- 
land, Oreg..  Spokane  or  Yakima,  Wash. 

No.  MC  35519  (Sub-No.  3),  filed  April 
28,  1977.  Applicant:  J.  W.  ATHEY,  Sr.  & 
J.  W.  ATHEY,  Jr..  a  partnership,  doing 
business  as  Athey  Trucking,  Route  1,  Box 
364.  Stephens  City.  Va.  22655.  Applicant's 
representative:  Frank  B.  Hand,  Jr.,  P.O. 
Box  187.  Berryville,  Va.  22611.  Authority 
sought  to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Dairy  products,  from 
Strasburg,  Va.  to  points  in  Delaware, 
District  of  Columbia.  Florida,  Georgia. 
Maryland,  New  Jersey,  New  York,  North 
Carolina,  Ohio,  Pennsylvania,  South 
Carolina,  Virginia,  and  West  Virginia. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Rlch- 
niond,  V'a. 

No.'MC  57778  (Sub-No.  17),  filed  May 
9.  1977.  Applicant:  MICHIGAN  RE- 
FRIGERATED TRUCKING  SER"VICE, 
INC.,  6134  We.st  Jefferson  Avenue,  De- 
troit. Mich.  48209.  Applicant's  represent- 
ative: WUham  B.  Elmer,  21635  East 
Nine  MUe  Road.  St.  Clair  Shores,  Mich. 
48080.  Authority  sought  to  engage  in  op- 
eration, in  Interstate  or  foreign  wwn- 
merce,  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  in  the 
trajisportation  of  frozen  foods  and  anhy- 
drated  foods,  from  the  plantsite  and 
storage  facilities  of  Ore-Ida  Foods,  Inc. 
at  or  near  Greenville.  Mich.,  to  points  in 
Indiana  on  and  north  of  U.S.  Highway 
40,  and  points  in  Illnois  located  on  and 
north  of  a  line  beginning  at  the  Indlana- 
nUnols  state  line  and  extending  along 
U.S.  Highway  36  to  Springfield,  thence 
along  Illinois  Highway  125  to  junction 
U.S.  Highway  67,  thence  along  U.S.  High- 
w^-  67  to  junction  Illtnois  Highway  103, 
thence  along  Illinois  Highway  103  to 
junction  U.S.  Highway  24,  thence  along 
U.S.  Highway  24  to  the  Ulinois-Mlssourt 
state  line. 

Note — If  a  hearing  Is  deemed  nece."Kary, 
the  applicant  requests  It  be  held  at  either 
Detroit  or  Lansing,  Mich.,  or  Chicago,  lU. 

No.  MC  59117  (Sub-No.  54),  fUed 
May  9.  1977.  Applicant:  ELLIOTT 
TRUCK  LINE,  INC.,  P.O.  Box  1,  Vlnlta, 
Okla.  74301.  Applicant's  representative: 
Wilbum  L.  Williamson,  280  National 
Foundation  Life  Building,  3535  NW.  58th 
Street,  Oklahoma  City.  Okla.  73112.  Au- 
thority sought  to  oF>erate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  tram^porting:  Liquefied  Petro- 
leum Gnses,  from  McPherson  County, 
Kan.sas,  to  points  in  Benton  County. 
Arkansas;  McDonald.  Taney,  and  Doug- 
las Coimties,  Mo.;  and  Craig,  Delaware, 
and  Mayes  Counties.  Okla. 

NoTB. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Kansas  City, 
Mo, 


No.  MC  65491  fSub-No.  7>,  filed  April 
14,  1977.  Applicant:  GEORGE  W. 
BROWN,  INC.,  1475  East  222nd  Street, 
Bronx,  N.Y.  10469.  Applicant's  represen- 
tative: William  Biederman,  371  Seventh 
Avenue,  New  York.  NY.  10001.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  regular  routes, 
transpoiting :  General  commodities  (ex- 
cept those  of  unusual  value.  Classes  A 
and  B  explosives,  household  goods  as  de- 
fined by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip- 
ment). Between  Albany,  N.Y.,  and 
Springfield,  Mass.,  via  Interstate  High- 
way 90,  for  purposes  of  joinder  only. 

Note. — If  a  hearing  Is  deemed  neces^iary, 
the  applicant  requests  It  be  held  at  either 
New  York  City.  N.Y.,  or  Washingt^^n,  DC. 

No.  MC  70470  (Sub-No.  8)'.  filed  May  3, 
1977.  Applicant:  FILM  TRANSPORT 
CO.,  1441  North  11th  Street.  Omaha, 
Nebr.  68102.  Applicant's  Representative: 
Homer  E.  Bradshaw.  1100  Des  Moines 
Bldg..  Des  Moines,  Iowa  50309.  Au- 
thority sought  to  operate  as  a  common 
carrier  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties, (except  those  of  uniisual  value. 
Class  A  and  B  explosives,  hou^hold 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  commodities  re- 
quiring special  equipment),  between 
Sioux  City.  Iowa,  and  Falls  City.  Nebr.. 
serving  all  Intermediate  points  and  the 
off-route  points  of  Bancroft.  Pender. 
Emerson,  Humboldt.  Table  Rock.  Paw- 
nee City,  Tecumseh,  Weeping  Water, 
Peru,  and  Brownville.  Nebr.;  from  Sioux 
City  over  U.S.  Highway  73  to  Winnebago, 
Nebr.,  thence  over  U.S.  Highway  73W  to 
Tekamah.  Nebr..  thence  over  U.S.  High- 
way 73  to  Falls  City,  and  return  over  the 
same  route;  (2)  between  Omaha.  Nebr. 
and  Clarinda,  Iowa  serving  all  intermed- 
iate points  and  the  off-route  point  of 
Malveme,  Iowa;  from.  Omaha  over  U.S. 
Highway  275  to  Sidney.  Iowa,  thence 
over  Iowa  Highway  2  (formerly  Iowa 
Highway  3 ) .  to  Clarinda :  and  retiun  over 
U.S.  Highway  71  to  Tenville  Junction, 
Iowa,  thence  over  U.S.  Highway  34  to 
Junction  U.S.  Highway  275,  and  thence 
over  U.S.  Highway  275  to  Omaha. 

NoTE.^Appllcant  holds  said  authority  re- 
stricted, to  packages  not  to  exceed  200 
povmds  In  weight.  The  purpose  of  the  appli- 
cation Is  to  remove  said  weight  resirlctlo.i. 
Common  control  may  be  involved.  If  a  hear- 
ing Is  deemed  necessary  applicant  requests 
that  it  be  held  at  OnuJia.  Neb. 

No.  MC  72235  (Sub-No.  10\  filed 
April  28,  1977.  Applicant:  IVORY  VAN- 
LINES,  INC..  8035  Woodward  Avenue. 
Detroit.  Mich.  48202.  Applicant's  repre- 
sentative: Alan  F.  Wohlstetter.  1700  K 
Street  NW..  Washington.  DC.  20006.  Au- 
thority sought  to  operate  as  a  common 
currier,  by  motor  vehicle,  over  irresiiLlar 
routes,  transporting:  Empty  hortsekold 
goods  shipping  containers,  set  up  or 
knocked  down:  (1>  Between  points  in 
the  lower  peninsula  of  Michigan,  on  the 
one  hand.  and.  on  the  other,  points  in 
Louisiana.  Maine.  New  Hampshire.  North 
Dakota,  and  South  Dakota ;  ( 2 )  between 
points  in  Alabama,  Arkansas,  Colorado, 
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Connecticut,  Delaware,  Georgia.  Illinois, 
Indiana.  Iowa,  Kansas.  Massachusetts, 
Maryland.  Michigan.  Minnesota.  Mis- 
souri, Nebraska.  New  Jersey,  New  York. 
North  Carolina.  Ohio,  Oklahoma.  Penn- 
sylvania. Rhode  Island,  Tenne.ssee.  Vir- 
ginia. West  Virginia.  Wisconsin,  and  the 
District  of  Columbia:  (3)  between  points 
in  Faulkner,  Cleburne.  Van  Buren.  Perry. 
White,  and  Conway  Counties,  Ark.,  on 
the  one  hand.  and.  on  the  other,  pomts 
in  Missouri.  Kansas.  Oklahoma,  Texas, 
Louisiana.  Missis,sippi.  and  Tennessee; 
i4i  between. points  in  Maine,  on  the  one 
liand.  and.  on  the  other,  points  in  Mas- 
sachusetts and  New  Hampshire;  (5i  be- 
tween points  in  Georgia  and  Florida. 

( 6 )  Between  points  in  Colorado  on  and 
west  of  the  Continental  Divide,  on  the 
one  hand.  and.  on  the  other,  points  with- 
in a  territory  in  Colorado,  New  Mexico, 
Arizona,  Utah,  and  Wyoming,  including 
points  (including  Peru,  and  Walcott. 
Wyo.)  on  the  indicated  portions  of  the 
.specified  highways,  bounded  by  a  line 
beginning  at  Cheyenne,  Wyo..  and  ex- 
tending along  US.  Hw>-.  85  to  junction 

f.  unnumbered  highway  (formerly  U.S. 
Hwy-.  85)  near  Larkspur.  Colo,,  thence 
along  unnumbered  highway  via  Larkspur 
to  junction  Colorado  Hwy,  105  i  form- 
erly U.S.  Hwy  85'  at  or  near  Palmer 
Lake.  Colo  .  thence  along  Colorado  Hwy. 
105  to  junction  US,  Hwy.  85.  thence 
along  U.S.  Hwy.  85  to  Albuquerque.  N. 
Mex..  thence  along  US,  Hwy,  66  to  junc- 
tion unnumbered  highway  (formerly 
■U.S.  Hwy.  66'  near  McConnico.  Ariz., 
thence  along  unnumbered  highway  via 
Goldroad  and  Oatman.  Ariz  .  to  junction 
U.S.  Hwy.  66.  thence  along  U.S.  Hwy.  66 
to  the  Arizona-California  State  line, 
thence  along  the  Arizona-California 
State  line  to  the  Nevada-California  State 
line,  thence  along  the  Nevada-California 
State  hne  to  junction  US.  Hwy.  91, 
thence  along  US,  Hwy.  91  to  Ogden. 
Utah,  thence  along  U.S.  Hwy.  30S  to 
junction  US,  Hwy,  30.  thence  along  U.S. 
Hwy.  30  to  junction  unnumbered  high- 
way (formerly  US.  Hwy  30'.  thence 
along  unnumbered  highway  via  Hanna. 
and  Elmo.  Wyo..  to  junction  U.S  Hwy, 
30,  and  thence  along  U.S.  Hwy,  30  to 
point  of  beginning  at  Cheyenne.  Wyo. 

(7)  Between  point.'^  in  Arizona.  Cali- 
fornia. Colorado.  Idaho.  Montana.  Ne- 
vada. New  Mexico.  North  Dakota.  Ore- 
gon. South  Dakota,  Texas,  Utah.  Wash- 
ington, and  Wyomin,2.  on  the  one  hand, 
and.  on  the  other,  points  in  Alabama, 
Arkansas.  Colorado  Connecticut,  Dela- 
ware. Florida.  Georgia.  Elinois.  Indiana. 
Iowa.  Kansas.  Kentucky.  Louisiana. 
Maine,  Maryland.  Massachusetts.  Michi- 
gan, Minnesota.  Mississippi.  Missouri. 
Nebraska.  New  Hampshire.  New  Jersey. 
New  York.  North  Carolina.  Ohio.  Okla- 
homa. Pennsylvania.  Rhode  Island,  Ten- 
ne.ssee. Texas.  Virginia.  West  Virginia. 
Wisconsin,  and  the  District  of  Columbia: 
(8)  between  point.s  in  Augusta.  Ga..  on 
the  one  hand.  and.  on  the  other,  points 
In  South  Carolina  within  150  miles  of 
Augusta,  Ga.;  (9)  between  points  In  that 
part  of  Soiith  Carolina  within  150  miles 
of  Augasta.  Ga,.  on  the  one  hand,  and. 


on  the  oUier.  points  in  the  United  States 
(except  points  in  Alaska.  Hawaii.  South 
Carolina,  and  Vermont':  dO)  befween 
points  in  Florida,  on  the  one  hand,  and, 
on  the  oUier.  points  in  Alabama.  Arkan- 
sas, Comiecticut.  Delaware.  Georgia.  Illi- 
nois. Indiana,  Iowa,  Kansas.  Keniuckj". 
Louisiana,  Maine.  Maryland.  Massachu- 
setts. Michigan.  Minnesota.  Mississippi. 
Missouri.  Nebraska.  New  Hampshire,  New 
Jersey.  New  York.  North  Carolina.  Ohio, 
Oklahoma,  Pennsylvania.  Rhode  Island, 
Tennessee.  Virginia.  West  Virginia.  Wis- 
consin, and  tlie  District  of  Columbia 

(111  Between  points  in  Maine,  on  the 
one  hand.  and.  on  the  other,  points  in 
Alabama.  Arkansas,  Connecticut,  Dela- 
ware, Georgia,  Illinois,  Indiana  Iowa. 
Kansas.  Kentucky,  Louisiana,  Maryland, 
the  Upper  Peninsula  of  Michigan.  Min- 
nesota, Mississippi.  Missouri.  Nebraska. 
New  Jersey.  New  York.  North  Carolina. 
Ohio.  Oklahoma.  Pennsylvania.  Rhode 
Island,  Tennessee.  Virginia.  West  Vir- 
ginia, Wisconsin,  and  the  District  of 
Columbia;  (12)  between  points  in  New 
Hampshire,  on  the  one  hand.  and.  on  the 
other,  points  in  Alabama.  Arkansas, 
Connecticut.  Delaware,  Georgia.  Illinois. 
Indiana.  Iowa.  Kansas.  Kentucky. 
Louisiana.  Maryland,  Massachusetts,  the 
Upper  Peninsula  of  Michigan,  Minnesot.a. 
Mississippi.  Missouri.  Nebraska.  New 
Jersey.  New  York,  North  Carolina.  Ohio. 
Oklalioma.  Pemisylvania.  Rhode  Island, 
Tennessee,  Virginia.  West  Virginia.  Wis- 
consin, and  the  District  of  Columbia: 
(13'  between  points  in  Louisiana,  on  the 
one  hand,  and.  on  the  other,  points  in 
Alabama.  Arkan.sas.  Connecticut.  Dela- 
ware, Georgia.  Illinois.  Indiana.  Iowa 
Kansas.  Kentucky,  Maryland,  Massachu- 
setts, the  Upper  Peninsula  of  Michigan, 
Minnesota,  Mississippi.  Missouri.  Ne- 
braska. New  Jersey.  New  York.  North 
Carolina,  Ohio.  Oklahoma.  Pennsylvania. 
Rhode  Island.  Tennessee,  Virginia.  West 
Virginia.  Wisconsin,  and  the  Di'^tnct  of 
Columbia. 

( 14 )  Between  points  in  Mi.'^sissippi.  on 
the  one  hand.  and.  on  the  other,  points 
in  Alabama.  Arkansas.  Connecticut.  Del- 
aware. Georgia.  Illinois.  Indiana.  Iowa. 
Kansas.  Kentucky,  Marj'land,  Massachu- 
.setts.  Michigan.  Minnesota.  Missouri. 
Nebraska.  New  Jersey,  New  York,  North 
Carolina.  Ohio,  Oklahoma.  Penn.sylvania. 
Rhode  Island.  South  Carolina.  Termes- 
see,  Virginia,  West  Virginia,  Wisconsin, 
and  the  District  of  Columbia:  (15'  be- 
tween points  in  that  part  of  New  Mexico 
on,  west,  and  north  of  a  line  beginning 
at  the  New  Mexico-Colorado  State  line, 
thence  along  Interstate  Hwy.  25  to  Al- 
buquerque, New  Mexico,  thence  along 
Interstate  Hwy.  40  to  the  New  Mexico- 
Arizona  State  line,  on  the  one  hand,  and, 
on  the  other,  points  in  Arizona,  Califor- 
nia, Idaho,  Montana.  Nevada,  North 
Dakota.  Oregon.  South  Dakota.  Utah. 
Washington,  and  Wyoming;  '16)  be- 
tween points  in  that  part  of  Arizona  on 
and  north  of  a  line  beginning  at  the  Ari- 
Tona-New  Mexico  State  line  and  extend- 
ing along  Interstate  Hwy,  40  to  junction 
unnumbered  highway  near  McConnico 


thence  along  unnumbered  highway  to 
junction  Interstate  Hwy  40,  thence  along 
Interstate  Hwy,  40  to  the  Arizona- 
California  State  line,  on  the  one  hand, 
and.  on  the  other,  points  in  California, 
Idaho,  Montana,  Nevada.  New  Mexico, 
North  Dakota.  Oregon,  South  Dakota. 
Utah.   Washington,   and   Wyoming: 

(17)  Between  points  in  that  part  of 
UtiJi  on  and  east  of  a  line  beginning  at 
the  Utah-Nevada  State  line  extending 
along  U.S.  Hwy  91  to  Ogden.  thence 
along  Interstate  Hwy.  80N  and  80  to  the 
Utah-Wyoming  State  line,  on  tlie  one 
hand.  and.  on  the  other,  points  in  .Ari- 
zona. California,  IdsJio,  Montana.  Ne- 
vada. New  Mexico,  North  Dakota.  Oregon. 
South  Dakota,  Washington,  and  Wyo- 
ming; and  (18)  between  points  in  that 
part  of  Wyoming  on  and  south  of  a  line 
beginning  at  the  Wyoming-Utah  State 
line  extending  along  Interstate  Hw>'  80 
to  junction  unnumbered  highway,  thence 
along  unnumbered  highway  to  junction 
Interstate  Hwy.  80.  tlience  along  Inter- 
state Hwy.  80  to  Cheyenne.  Wxoming, 
and  thence  along  US,  Hw>-  85  to  the 
Wyoming-Colorado  State  line,  on  the 
one  hand,  and,  on  the  other,  points  in 
.Arizona.  California.  Idaho,  Montana. 
Nevada.  New  Mexico.  North  Dakota. 
Oregon.  South  Dakota,  Utah.  r<nd  Wash- 
ington. 

Note — Common  control  may  be  invol\eU 
If  a  hearing  Is  deemed  necessarv-,  the  appli- 
cant requests  it  be  held  at  Detroit.  Mich 

No.  MC  73688  (Sub-No.  74).  filed 
April  29.  1977.  Applicant:  SOUTHERN 
TRUCKING  CORPORATION.  1500 
Orenda  Avenue.  Memphis.  Tenn  38107 
Applicant's  representative:  John  Paul 
Jones.  P.O.  Box  3140.  Front  Street  Sta- 
tion. Memphis.  Teim.  38103.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle  over  irregular  routes. 
trans,jorting:  Roofing  and  siding  nuttc- 
rials.  composition  shingles,  rolled  roof- 
ing, roofing  compound,  and  accessories 
thereto  from  the  plant  site  and  facilities 
of  Elk  Corporation,  located  at  Stephen*:. 
Ark,,  and  East  Camden.  Ark.,  to  poinu«^ 
in  Alabama.  Louisiana.  Mississippi  Ten- 
nessee. Texas,  and  Oklahoma. 

Note — If  a  hearing  Is  deemed  necessnrv 
the  applicant  requent--  it  be  held  at  Memphi.-- 
Tennes.see. 

No.  MC  78228  (Sub-No  41'.  filed  May 
4.  1977.  Applicant:  J.  MILLER  EX- 
PRESS. INC..  962  Greentree  Road,  Pitt- 
burgh.  Pa.  15220.  Applicant's  represent- 
ative: Henry  M.  Wick.  Jr..  2310  Grant 
Building.  Pittsburgh.  Pa.  15219  Author- 
ity sought  to  operate  as  a  conunon  car- 
rier, by  motor  vehicle,  over  irregulnr 
routes  transporting:  Scrap  metals,  in 
dump  vehicles,  between  points  in  Con- 
necticut. Maine.  Massachusetts.  New 
Hampshire.  New  Jersey  (except  points 
in  Atlantic,  Burlington,  Camden.  Cape 
May.  Cumberland.  Gloucester,  and 
Salem  Counties.  N.J.)  New  York.  Penn- 
sylvania, and  Vermont. 

Note — If  a  hearing  is  deemed  ueteshary. 
applicant  requests  that  It  be  held  at  Wash- 
ington, DC  or  Cincinnati.  Ohio 
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No  MC  83539  kSub-No.  457',  nJed 
April  4.  1977.  Applicant:  C.  L  H.  TRANS- 
PORTATION CO.,  INC..  1936-2010  West 
Commerce  Street.  P.O  Box  5976.  Dallas, 
Tex.  75222.  Applicants  representative. 
Tiiomas  E.  James  (same  address  as  ap- 
plicant ' .  Authority  sought  to  operate  as 
a  rommon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  ili  Trac- 
tors, with  or  without  attachments  'ex- 
cept tractors  used  for  puUing  highway 
trailers',  and  i2'  parts,  attachments 
and  accessories  for  the  commodities 
named  in  (1)  above,  when  moving  in 
mixed  loads  with  the  commodities  in 
1 1 1  above,  i  a  >  from  the  plantsite  and 
facilities  of  Ford  Motor  Company  lo- 
cated at  Romeo.  Mich.,  to  those  points 
in  tliat  part  of  the  United  States  cast  of 
Colorado.  Montana.  New  Mexico,  and 
Wyoming  "except  points  in  Michigan); 
and  <b>  from  the  ports  of  entry,  located 
on  the  International  Boundary  line  be- 
tween the  United  States  and  Canada, 
including  ports  of  entry  located  m  Idaho. 
Montana,  and  Washington,  to  points  In 
the  provinces  of  British  Columbia.  -M- 
berta.  Saskatchewan  and  Manitoba. 

Note — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  either  Chicago,  ni..  or 
Washington,  D.C. 

No.  MC-85465  (Sub-No.  61)  ramend- 
ment>.  filed  March  16.  1977.  published 
in  the  Federal  Register  issue  of  May  5, 
1977.  and  republished  as  corrected  this 
issue.  Applicant  WEST  NEBRASKA 
EXPRESS,  INC.,  PO.  Box  1159.  St.  Jo- 
seph. Mo.  64502.  Applicant's  representa- 
tive: Martin  J  Rosen,  256  Montgomery 
Street  San  FrancLsco,  Calif.  94104.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi- 
ties (except  those  of  unusual  value.  Class- 
es A  and  B  explosives,  hoasehold  goods 
as  defined  by  the  Commission,  commodi- 
ties in  bulk,  and  those  requiring  special 
equipment  >,  between  Omaha.  Nebr.,  and 
Eugene.  Oreg. :  From  Omaha  over  U.S. 
Highway  275  to  junction  U.S.  Highway 
30.  thence  over  U.S.  Highway  30  to  junc- 
tion Nebraska  Highway  19.  thence  over 
Nebraska  Highway  19  to  the  Nebraska- 
Colorado  State  boundary  line,  thence 
over  Colorado  Highway  113  to  junction 
US  Highway  138.  thence  over  U.S. 
Highway  138  to  junction  US.  Highway 
6.  thence  over  US.  Highway  6  to  junc- 
tion U.S.  Highwav  50,  thence  over  U.S. 
Highwavs  6  and  50  to  junction  US.  Hieh- 
way  89  thence  over  US  Highway  89  "In- 
terstate 15 1  to  junction  Intcr::tato  High- 
way 80.  thence  over  Interstate  Highway 
80  to  junction  US  Highway  95.  thence 
over  US  Highway  95  to  junction  Ne- 
\ada  Hichway  140.  thence  over  Nevada 
H::;hway  140  to  junction  U.S.  Highway 
97.  thence  over  U.S.  Highway  97  to  junc- 
tion Oregon  Highway  58,  thence  over 
Oregon  Highway  bS  to  Eugene  and  re- 
turn oT€r  the  same  route,  serving  no  in- 
termediate points. 

NoTt — The  pijrpose  of  this  .ippUcAtion  Is 
to  relocate  Inierotifcii^e  point  Irora  Denver, 
Colo  ,  to  Eu^eoe.  Oreg..  i>r  aoqulsttlon  of  the 
a!x)ve  route  between  Denver.  Colo  ,  and  Eu- 


gene, Oreg  No  new  service  requested.  Com- 
mon control  may  be  involTod.  If  a  hearing  Is 
deemed  necessary,  the  applJcAnt  requests  It 
be  held  at  either  San  Francisco,  Calif.,  or 
Wa-shlngton.  DC. 

No.  MC  86247  (Sub-No.  9).  filed  May 
1,  1977.  Applicant:  I.  C.  L.  INTERNA- 
TIONAL CARRIERS,  LTD..  1333  CoUege 
Avenue,  Windsor,  Ontario,  Canada  N- 
9C3Y9.  Applicant's  representative:  Jo- 
seph P.  Allen,  7701  W.  Jefferson  Street, 
Detroit.  Mich.  48209.  Authority  .sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Nepheline  syenite,  in  bulk,  in 
dump  or  hopper  vehicles  to  the  plant 
site  of  Owens  Illinois  Company,  located 
at  Charlotte.  Mich.,  from  the  port  if 
entry  on  the  international  boundary  line 
between  the  United  States  and  Canada, 
located  at  Detroit  and  Port  Huron.  Mich., 
restricted  to  foreign  commerce  originat- 
ing at  Blue  Moimtain  and  Nephton, 
Ontario,  Canada. 

Note. — If  a  hearing  Is  necessary  the  ap- 
plicant requests  It  be  held  at  either  Detroit, 
Mich  ,  or  Washington,  DC.  Common  control 
may  be  Involved. 

No.  MC  94350  (Sub-No.  386) ,  filed  May 
5,  1977.  Apphcant:  TRANSIT  HOMES, 
INC.,  P.O.  Box  1628,  Greemille,  S.C. 
29602  Applicant's  representative:  Mitch- 
ell King,  Jr.  (same  address  as  applicant) . 
Authority  sought  to  operate  as  a  common 
ca,  rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Single-wide  and 
doublc-u-ide  mobile  homes,  in  initial 
movements,  from  points  In  Union  Coun- 
ty, N.C.,  to  points  on  and  east  of  a  line 
beginning  at  the  mouth  of  the  Mississippi 
River  and  extending  along  the  Mississip- 
pi River  to  its  junction  with  the  western 
boundary  of  Itasca  County.  Minn.,  and 
thence  northward  along  the  western 
boundaries  of  Itasca  and  Koochiching 
Counties.  Minn.,  to  the  international 
boimdary  line  between  the  United  States 
and  Canada. 

Note. — Common  control  may  be  involved. 
If  hearing  ts  deemed  necessary,  applicant  re- 
quests  that    it   be   held    at   Charlotte,    N.C. 

No.  MC  102806  (Sub-No  22>.  filed 
May  2,  1977.  Applicant:  PETROLEUM 
TRANSPORTATION,  INC.,  P.O.  Box 
399,  Gastonia,  N.C.  28052.  Applicant's 
representative:  J.  William  Cain.  Jr.,  2001 
Massachusetts  Avenue  NW.,  Washing- 
ion.  DC.  20036.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Liquefied  petroleum  pas.  in  bulk, 
from  Albemarle.  N.C.  to  Dalton.  Ga.; 
Nashville.  Tenn.;  and  Cowpens,  S.C. 

Note. — If  a  hearing  l.s  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Charlotte,  N.C,  or  Columbia,  SC 

No.  MC  103051  <3ub-No.  297),  filed 
April  29,  1977.  Applicant:  FLEET 
TRANSPORT  COMPANY.  INC..  934  44th 
Avenue  North.  Nashville,  TN  37209.  .Ap- 
plicant's representative:  Russell  E. 
Stone.  P.O.  Box  90408.  Nashville.  TN 
37209.  Authority  sought  to  operate  as^a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Petro- 
leum products,  in  bulk.  In  tank  vehicles. 


from  Nasliville  and  KnoxviUe,  Tenn.,  to 
points  In  Kentucky  i except  petroleum 
products  from  NashvUle.  Tenn.,  to  Ft. 
Campbell,  Ky.) . 

Note. — If  a  hearing  Is  deemed  necessary, 
tiie  applicant  requests  that  It  be  held  at 
Nashville,  Tenn. 

No.  MC  106400  iSub-No.  109'.  filed 
May  3,  1977.  Applicant:  KAW  TRANS- 
PORT CO,  a  corporation,  PO.  Box 
12628,  North  Kansas  City.  Mo.  64116. 
Applicant's  representative:  Robert  L. 
Hawkins,  Jr.,  P.O.  Box  456.  Jeffer.son 
City,  Mo.  65101.  Authority  .sought  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Liquid  feed,  in  bulk  in  tank  vehi- 
cles, between  Kansas  City,  Mo.,  on  the 
one  hand,  and,  on  the  other,  points  in 
Arkansas,  Kansas.  Missouri,  and  Okla- 
homa. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Kansas  City,  Mo. 

No.  MC  106674  (Sub-No.  231),  filed 
May  6,  1977.  Apphcant:  SCHILU  MO- 
TOR LINES,  INC..  P.O.  Box  123,  Rem- 
ington, Ind.  47976.  Applicant's  repi^ 
sentative:  Jerry  L.  Johnson,  P.O.  Boi  ^ 
123,  Remington.  Ind.  47977.  Authority  \^ 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1»  Plumbing  fixtures  and 
parts  thereof  used  in  the  installation  of 
plumbing  fixtures,  from  .Abingdon  and 
RcHoinson,  HI.,  and  Kno.xvtlle,  Tenn.,  to 
points  in  the  United  States  'except 
Alaska  and  Hawaii)  :  and  (2)  Materials. 
equipment,  and  supplies  used  in  the 
vianufacture  of  plumbing  fixtures  and 
parts  thereof,  from  tx)ints  in  the  United 
States  (except  Alaska  and  Hawaii^,  to 
Abingdon  and  Robinson,  111.,  and  Knox- 
ville.  Term.,  restricted  in  parts  '  1 '  and 
(2) ,  to  the  transportation  of  traffic  orig- 
inating at  or  destined  to  plantsites  and 
storage  facilities  of  Briggs  Divisions  of 
Celotex  Corporation  at  or  near  Abing- 
don, 111.,  Robinson,  111.,  and  Knoxville, 
Tenn. 

Note — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  In- 
dianapolis, Ind.,  or  Chicago,  111. 

No.  MC  106920  >  Sub-No.  68) .  filed  May 
3,  1977.  Applicant:  RIGGS  FOOD  EX- 
PRESS. INC..  PO  Box  26.  West  Monroe 
Street,  New  Bremen.  Ohio  45869.  Appli- 
cant's representative^  E.  Stephen  HeLs- 
ley.  Suite  805.  666  Eleventh  Street  NW., 
Washington,  D.C.  20001.  Authority  is 
sought  by  applicant  to  operate  in  inter- 
state or  foreign  commerce  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Foods,  food  prod- 
ucts, food  ingredierits.  animal  foods,  ani- 
mal food  ingredients,  and  m^at-hy- 
prodiicts  I  except  in  bulk',  between  tlie 
wartiiouses  of  Beatrice  Foods  Co.,  lo- 
cated at  Scranton.  Pa.,  and  at  or  near 
Allentown,  Pa.,  on  the  one  hand,  and,  on 
the  other,  points  in  Illinois.  Indiana,  and 
Michigan.  Restriction:  The  above  au- 
thority is  restricted  to  the  transportation 
of  traffic  origmating  at  the  above  named 
origins  and  destined  to  the  above-named 
destinations. 
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jjoTE  — If  a  hearing  is  deemed  neoeseary, 
applicant  requests  that  It  be  held  at  Chicago, 
111  ,  or  Washington,  DC 

No.  MC  107002  <  Sub-No.  506',  filed 
Mav  3.  1977.  Applicant:  MILLER 
TRANSPORTERS,  INC.,  P.O.  Box  1123, 
Jackson,  Mi.ss.  39205.  Applicant's  repre- 
sentative: John  J.  Borth,  P.O.  Box  8573. 
Battlefield  Station.  Jackson,  Miss.  39204 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Cement  and  con- 
crete mixtures,  dry,  from  the  facihties  of 
United  Cement  Company,  located  at  or 
near  Memphis.  Tenn.,  to  points  in 
Arkansas.  Mississippi,  and  Missouri. 

Note — If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  it  be  held  at  Mem- 
phis. Tenn  ,  or  Jackson.  Miss. 

No.  MC-108053  (Sub-No.  138'.  filed 
Mav  3.  1977.  Apphcant:  LITTLE  AUD- 
REYS  TRANSPORTATION  COMPANY, 
INC..  P.O.  Box  129,  Fremont.  Nebraska 
68025.  Applicant's  representative:  Arnold 
L.  Burke,  180  N.  LaSalle  Street.  Chicago. 
Illinois  60601.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Meats,  meat  products,  and  meat  by- 
products, and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec- 
tions A  and  C  of  Appendix  I  to  the  report 
In  Descriptions  in  Motor  Carrier  Certifi- 
cates. 61  MC  C.  20G  and  766  (except 
hides  and  commodities  in  bulk ' ,  from 
Worthington,  Indiana,  to  points  in  Ari- 
zona, California.  Idaho,  Montana,  Ne- 
vada, New  Mexico,  Oregon.  Utah.  Wash- 
ington, and  Wyoming. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requesM  it  be  held  at  Indianapolis,  Ind 
or  Chlc^o.  111. 

No.  MC  108341  'Sub-No.  39 >,  filed  Mav 
2.    1977.   Applicant:    MOSS  TRUCKING 
COMPANY.  INC..  3027  N.  Trv'on  St..  P.O. 
Box    8409.    Charlotte,    N.C.    28208.    Ap- 
plicant's representative:  Morton  E,  Kiel. 
Suite  6193,  5  World  Trade  Center,  New- 
York,   N.Y.    10048.   Authority  sought   to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing:   111    Machinery,   equipment,   mate- 
rials, and  supplies,  used  m.  or  in  connec- 
tion   with    the    discovery,    development, 
production,      refining,      manufacturing, 
processing,    storage,    ti-ansmission.    and 
distribution  of  natural  gas  and  petroleum 
and  their  products  and  by  products,  and 
machinery,    materials,    equipment    and 
supplies  used  in.  or  in  connection  with, 
the  construction,  operation,  repair,  serv- 
icing, maintenance  and  dismantling  of 
pipelines,    including    the   stringing   and 
picking  up  thereof:  and  (2)  earth  drill- 
ing   machinery    and     equipment,    and 
machinery,   equipment,   materials,   sup- 
plies and  pipe,  incidental  to,  used  in,  or 
in  connection  with  (a)   the  transporta- 
tion installation,  removal,  operations,  re- 
pair,  servicing,   maintenance,   and   dis- 
mantling   of    drilling    machinery    and 
equipment,  (b)   the  completion  of  holes 
or    wells    drilled,    (O    the    production, 
storage  and  transmission  of  commodities 
resulting  from  drilling  operations  at  well 


or  hole  sites,  and  (d)  the  injection  or  re- 
moval of  commodities  into  or  from  holes 
or  wells,  between  points  in  Connecticut. 
Delaware.  Florida,  Georgia,  Maine.  Mary- 
land, Massachusetts,  New  Hampshire. 
New  Jersey,  New  York,  North  Carolina. 
Rhode  Island.  South  Carolina,  and  Vir- 
ginia, on  the  one  hand.  and.  on  the  other, 
points  in  the  United  States  in  and  east  of 
North  Dakota,  South  Dakota.  Nebraska, 
Kansas.  Oklahoma,  and  Texas. 

Note — If  a  hearing  is  deemed  neces^sary, 
the  applicant  requests  It  be  held  at  Houston. 
Texas  or  Washington.  DC  Common  i  ou'rol 
may  be  involved. 

No.  MC  111594  (Sub  No,  75 ' ,  filed  May 
6.  1977.  Applicant:  C  W  TRANSPORT. 
INC..  610  High  Street.  Wisconsin  Rapids, 
Wisconsin  54494.  Applicant's  representa- 
tive; Leonard  R.  Kofkin,  39  South  La- 
Salle Street,  Chicago.  Illinois  60603.  .Au- 
thority sought  to  operate  as  a  common 
carrier  by  vehicle,  over  regular  routes, 
transportmg :  General  Commodities,  (ex- 
cept tliose  of  unusual  value.  Classes  A 
and  B  explosives,  houseliold  goods  as  de- 
fined by  the  Commission,  Commodities  in 
bulk,  and  those  requiring  special  equip- 
ment i— .4  (li  Between  Chicago,  Illinois 
and  Louisville,  Kentucky,  from  Chicago 
over  U.S.  Highway  41  to  Scliererville, 
Indiana,  thence  over  U.S.  Highway  30  to 
junction  Interstate  Highway  65.  thence 
over  Interstate  Highway  65  to  Indianap- 
olis. Indiana,  thence  over  U.S.  Highway 
31  to  junction  Interstate  Highway  65  (at 
or  near  Taylorsville ' ,  thence  over  Inter- 
state Highway  65  to  Louisville,  and  re- 
turn over  the  same  route:  <2t  betw^een 
IndianapolL';.  Indiana  and  Cincinnati, 
Ohio,  from  Indianapolis  over  U.S.  High- 
way 421  to  junction  Interstate  Highway 
74,  thence  over  Interstate  Highway  74  to 
junction  U.S.  Highway  52  lat  or  near 
Cincinnati' ,  tlience  over  U.S.  Highway  52 
to  Cincinnati,  and  return  over  tiie  same 
route;  (3i  Between  Chicago.  Illinois  and 
Evansville,  Indiana,  from  Chicago  over 
U.S.  Highway  41  to  Evansville.  and  re- 
turn over  the  same  route;  <4i  between 
Chicago,  Illinois  and  Portsmouth.  Ohio, 
from  Chicago  over  U.S.  Highway  41  to 
Schererville.  Indiana,  thence  over  U.S. 
Highway  30  to  junction  State  Highway 
309  (at  or  near  Delphos.  Ohioi.  thence 
over  State  Highway  309  to  Kenton, 
thence  over  State  Highway  31  to  Mai-y--^- 
ville.  thence  over  U.S.  Highway  33  to 
Columbus,  thence  over  U.S.  Highway  23 
to  Portsmouth,  and  return  over  the  same 
route;  (5*  between  Fort  Wayne.  Indiana 
and  Dayton,  Ohio,  from  Fort  Wa%ne.  In- 
diana, over  U.S.  Highway  33  to  Willshire. 
Ohio,  thence  over  State  Highway  49  to 
Dayton.  Ohio,  and  return  over  the  same 
route;  (6'  between  East  Liverpool.  Ohio, 
and  junction  U.S.  Highway  30  and  Ohio 
state  Highway  309,  from  East  Liverpool, 
Ohio,  over  U.S.  Highway  30  to  the  junc- 
tion of  U.S.  Highway  30  and  State  High- 
way 309.  and  return  over  the  same  route; 
i7)  between  Kenton.  Ohio  and  Marietta. 
Ohio,  from  Kenton,  Ohio,  over  State 
Highway  309  to  Marion.  Ohio,  thence  over 
State  Highway  95  to  junction  State  High- 
way 13,  thence  over  State  Highway  13  to 
Mt.    'Vemon.    Ohio,    thence    over    State 


Highway  566  to  junction  of  Slate  High- 
way 146.  thence  over  State  Highway  146 
to  Cumberland,  Ohio,  thence  over  State 
Highway  340  to  junction  Interstate  High- 
way 77,  thence  over  Interstate  Highway 
77  to  junction  State  Highway  821.  thence 
over    State    Highway    821    to    MarietUi. 
Ohio,  and  return  over  the  same  route. 
•  8'   Betwefen  Gas  City.  Indiana  and  the 
junction  of  U.S.   Highways   30   and   31. 
from  Gas  City.  Indiana,  over  State  High- 
way 22  to  junction  State  Highway    15. 
thence  over  State  Highwy  15  to  junction 
State  Highway   114,   thence  over  State 
Highway  114  to  junction  State  Highway 
14.   thence   over   State   Highway    14    to 
junction  U.S.  Highway  31.  thence  over 
US.  Highway  31  to  junction  U.S   High- 
way 30.  and  return  over  the  same  route 
(9>   Between     Chicago,     Illinois    and 
Cleveland,  Ohio,  from  Chicago.  Illinois 
over  U.S.  Highway  41  to  junction  U.S. 
Highway  6,  thence  over  U.S.  Highway  6 
to  junction  U.S.  Highway  20.  thence  over 
U.S.  Highway  20  to  junction  State  High- 
way 10,  thence  over  State  Highway  10 
to  Cleveland.  Ohio,  and  return  over  tlie 
same  route;  from  Chicago.  Illinois,  over 
Interstate    Highway    90    to    Cleveland. 
Ohio,  and  return  over  the  same  route: 
1 10 1  Between  Akron.  Ohio  and  the  Junc- 
tion of  U.S.  Highway  20  and  State  High- 
way  18.   from  Akron,  Ohio,  over  State 
Highway   18  to  junction  U.S.  Highway 
20.  and  return  over  the  same  route:  <  11  • 
Between  Warren.  Ohio  and  Junction  of 
U.S.  Highway  20  and  State  Highway  303, 
from  Warren,  Ohio,  over  State  Highway 
82    to    junction    State    Highway    303, 
thence  over  State  Highway  303  to  junc- 
tion U.S.  Highway  20,  and  return  over 
the  same  route;   servmg  in  connection 
with  each  of  the  above  specified  routes. 
Chicago  Heights.  Illinois  and  all  points 
in  Indiana  and  Ohio  as  intermediate  or 
off-route  points;  restricted  to  the  trans- 
portation of  traffic  moving  between  Chi- 
cago and  Chicago  Heights,  Illinois  and 
points  withm  their  respective  commer- 
cial zones,  on  the  one  hand,  and,  on  the 
other,  points  in  Indiana  and  Ohio,  and 
those   in   Kentucky    in   the   Cincinnati, 
Ohio  and  Louisville,  Kentucky  commer- 
cial zones:  B  <  1)  Between  St.  Louis,  Mi-^- 
souri  and  New  Albany.  Indiana,  from  St. 
Louis    over    Interstate    Highway    64    to 
New   Albany,  Indiana,  and  return  over 
the  same  route;   (2'   Between  St.  Louis 
Missouri   and    the   Ohio-West   'Virginia 
State  line,  from  St  Louis  over  U.S.  High- 
way 40  to  tJ-ie  Ohio- West  Virginia  State 
line,   and  return  over  the  same  route, 
(3 1  Between  St.  Louis.  Missouri  and  the 
junction  of  Interstate  Highways  69  and 
90.  from  St.  Louis,  Missouri,  over  U.S 
Highway- 40   to   Indianapolis.    Indiana, 
thence  over  State  Highway  37  to  junc- 
tion Interstate  Highway  69.  thence  over 
Interstate  Highway  69  to  junction  Inter- 
state Highways  69  and  90.  and  return 
over  the  same  route;    (4i    Between  St 
Loui-i.    Missouri    and    Cleveland.    Ohio 
from  St.  Louis,  Missouri,  over  U.S.  High- 
way 40  to  Columbus,  Ohio,  thence  over 
Interstate    Highway    71    to    Cleveland. 
Ohio,  and  return  over  the  same  route 
serving  in  connection  with  each  of  the 
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above  specified  routes,  all  points  in  Indi- 
ana and  Ohio  as  intennediate  and  oCf- 
rout«  point"; ;  restricted  to  the  transpor- 
tation of  traffic  moving  between  St. 
LouLs,  Missouri  and  points  within  its 
commercial  zone,  on  the  one  hand,  and, 
on  the  other,  points  in  Indiana  and  Ohio, 
and  those  in  Kentucky  in  the  Cincinnati, 
Ohio  commercial  zone.  The  authority 
sought  in  A  and  B  above  shall  not  be 
se\'erable,  by  sale  or  otherw  ise,  from  any 
duplicating  authority  now  held  by  car- 
rier. 

Note  — Applicant  states  It  holds  common 
carrier  authority  through  a  combination  ot 
regular  and  Irregular  route  authorities  to 
provide  all  of  the  services  for  which  au- 
thority Is  sought.  The  purpose  of  the  appli- 
cation Is  to  convert  presently  held  authori- 
ties entirely  to  regulate  route  authorities. 
If  a  hearing  Is  deemed  necetiSftrv,  applicant 
requests  that  it  be  held  at  Chicigo.  Illinois. 

MC  111812  (Sub-No  534 >,  filed  May  9. 

1977.  Applicant:  MIDV^-EST  COAST 
TRANSPORT.  INC.,  P  O  Box  1233. 
Sioux  Fall.s.  South  Dakota  57101  Appli- 
cant's representative:  Ralph  H  Jink.s. 
P.O.  Box  1233.  Sioux  Falls,  South  Dakout 
57101.  Authority  sought  to  operate  a.s 
a  common  carn-^.  by  motor  vehicle,  over 
irregular  routes,  transporting:  Meats, 
meat  products.  m,eat  by-products  and 
articles  distributed  by  meat  packing- 
houses, as  dt-scnbed  in  Sections  A  and 
C  of  Appendix  I  to  the  report  in  Descrip- 
tions tn  Motor  Carrier  Certificates,  61 
M.C.C  209  and  766,  from  Detroit,  Michi- 
gan, to  tlie  Ports  of  Entry  on  tlie  Inter- 
national Boundry  Lme  bet^.veen  the 
United  States  and  Canada  iocat-ed  at  or 
near  Blaine,  WcUshingtCKi, 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  it  b«  held  at  Seattle,  Washing- 
ton. . 

No,  MC  113434  iSub-No.  76',  filed 
May  2,  1977.  Applicant:  GRA-BELL 
TRUCK  LINE,  INC..  679  Lmco'.n  Ave- 
nue. Holland,  Michigan  49423.  Appli- 
cants representative:  Wilhclmina  Bo- 
ersma,  1600  First  Federal  Building,  De- 
troit, Michigan  48226.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo- 
tor vehicle,  over  irregular  routes,  trans- 
porting: Foodstuffs  (except  in  bulk), 
from  Nap>oleon.  Ohio  to  points  in  Ken- 
tucky, West  Virginia,  and  thase  point;5 
in  Pennsylvania  on  and  west  of  U-S. 
Highway  220  and  those  In  New  Yoi-k  on 
and  West  of  Interstate  Highway  81.  re- 
stricted to  traffic  originating  at  the 
named  origin  and  destined  to  the  named 
destination  states. 

Kdte. — If  a  bearing  Is  deemed  necessary. 
the  applicant  req^iests  that  It.  be  held  at 
Detroit.  Michigan.  Columbus,  Ohio  or  Wa.-.U- 
Ington.  DC 

No.  MC  113843  'Sub-No.  241'.  filed 
May  6.  1977.  Applicant:  Refrigerated 
Food  Express,  Inc..  316  Summer  Street. 
Boston.  Mas.Nachiisett^  02210  Appli- 
cant's representative  Lawrence  T.  Shells, 
316  Summer  Street.  Boston,  Massachu- 
setts 02210.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting 
Meats,    meat    products,    and    meat   by- 


products, and  articles  distributed  by 
meat  packinghouses,  as  described  In 
sections  A  and  C  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766  (ex- 
cept hides  and  commodities  in  bulk) 
from  Oneida,  New  York  to  points  in 
Michigan,  Mirmesota,  Missouri,  Ne- 
braska, Ohio,  Pennsylvania,  West  'Vir- 
ginia. Rhode  Island,  Connecticut.  Mary- 
land, New  Hampshire,  Massachusetts, 
Vermont,  Maine,  Tennessee,  Virginia, 
Iowa." 

Note. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary  the  appli- 
cant requests  Is  be  held  In  Syracuse,  N.Y.  of 
Rochester,  New  York. 

No.  MC  113843  (Sub-No.  244).  filed 
May  10,  1977.  Applicant:  Refrigerated 
Food  Express.  Inc.,  316  Summer  Street, 
Boston,  Massachusetts  02210.  Applicant's 
representative:  Lawrence  T.  Shells,  316 
Summer  Street,  Boston,  Massachusetts 
02210.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting  Frozen 
Foods  from  the  storage  facilities  of  Em- 
pire Freezers  of  SjTacuse,  Inc.  located 
at  Geddes  and  Syracuse,  N.Y.,  to  points 
in  Maryland,  Maine,  Delaware  and 
Virginia. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary  the  appli- 
cant requests  Is  be  held  in  Syracuse,  N.Y.  or 
Rochester,  NY. 

MC  113855  (Sub  No.  372 »,  filed:  April 
29,  1977.  AppUcant:  INTERNATIONAL 
TR.ANSPORT.  INC.,  2450  Marion  Road 
S.E.,  Rochester,  Minnesota  55901.  Appli- 
cant s  representative;  Michael  E.  Miller, 
502  First  National  Bank  Bldg.,  Fargo, 
North  Dakota  58102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicie,  over  irregular  routes,  transport- 
ing: Such  commodities  as  are  dealt  in, 
or  used  by  agricultural  equipment,  in- 
du,s  trial  equipment.*and  lauTi  and  leisure 
product  dealers  (except  commodities  In 
bulk',  from  Portland,  Oreg..  and  Lon«- 
view.  Wash  .  to  points  in  Washington. 
Oregon.  California,  Nevada,  Idaho,  Mon- 
tana, Utah  and  Wyoming. 

Note — Common  control  may  be  Involved, 
If  a  heartag  Is  deemed  neceasary.  the  appli- 
cant requests  it  be  heard  at  Portland, 
Oregon. 

MC  113855  (Sub  No,  373),  filed:  AprU 
29,  1977.  Applicant:  INTERNATIONAL 
TR.\NSPORT,  INC..  a  corporation,  2450 
Marion  Road  S.E..  Rochester,  Minnesota 
55901.  Applicant's  representative:  Alan 
Foss.  502  First  National  Bank  Bldg., 
Fargo,  North  Dakota  58102.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
in  interstate  or  foreign  commerce,  trans- 
portmg;  <1)  pre-cut  log  buildings,  and 
(2 1  materials  and  supplies  used  in  the 
construction,  installation,  and  erection 
thereof,  from  Polk  County.  Arkansas,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii* . 

Note  — Common  control  may  be  involved. 
If  a  hpartng  is  deemed  necessary,  the  sppU- 
rarw  reqv.cstfl  it  be  held  at  Little  Rock, 
Arkansas,  or  Memphis,  Tennessee. 


No.  MC  113855  cSub-No.  374'.  filed: 
May  6,  1977.  Apphcant:  INTERNA- 
TIONAL TRANSPORT,  D;C  ,  2450 
Marlon  Road,  S.E„  Rochester.  Minn. 
55901.  Applicants  representative:  Alan 
Foss,  502  First  National  Bank  Bldg. 
Fargo,  N.  Dak.  58102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  in  inter- 
state or  foreign  commerce,  transporting : 
Fireplaces,  grills  and  parts  and  acces- 
sories, for  fireplaces  and  grills,  from 
Santa  Pe  Springs.  Calif.,  to  points  in  the 
United  States  i  except  Alaska  and 
Hawaii  > . 

Note. — Common  control  may  be  involved. 
If  a  i>earlng  is  deemed  necessary,  liie  appli- 
cant requests  It  be  beld  at  Los  Angeles  or 
San  Francisco,  Calif 

No.  MC  115092  (Sub-No.  59' ,  filed  May 
3,  1977.  Applicant:  Tomahawk  Trucking, 
Inc..  P.O.  Box  O.  Vernal,  Utah  84078. 
Applicant's  representative:  Walter 
Kobos,  1016  Kehoe  Drive.  St.  Charles.  111. 
60174.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Lumber, 
lumber  mill  products,  lujnber  products 
and  KKKJd  products,  from  points  in  Ore- 
gon, Washington  and  Idaho,  to  points  in 
Colorado,  Utah  and  Nevada. 

Note. — If  a  hearing  Is  6eeme<3  ncTessary, 
applicant  reque.';ts  it  l>e  held  at  Portland, 
Oreg 

MC  115162  (Sub-No.  357'.  filed  May  3, 
1977.  Applicant:  POOLE  TRUCK  LINE, 
INC.,  Post  Office  Drawer  500.  Evergreen, 
Ala.  36401.  AppUcant's  representative  i 
Robert  E.  Tate  (same  address  as  appli- 
cant*. Authority  sought  to  operate  as  a 
common  carrier,  by  motCK-  vehicle.  o\'cr 
irregular  routes,  transporting:  Alfalfa, 
from  Shattuck  Farms.  Inc..  located  in 
Ellis  County.  Oklahoma,  to  points  in  New 
York.  Michigan.  Ohio.  New  Hampshire, 
New  Jersey,  Pennsylvania.  (Georgia, 
Florida,  Delaware  and  Maryland. 

Note. — ^If  a  bearing  Is  deemed  necessary 
the  applicant  requests  It  be  held  at  either 
Ottlaboma  City.  OtOahom*  or  T^ika.  Okla- 
homa. 

MC  115162  <  Sub-No.  359),  filed  April 
27,  1977.  Applicant:  POOLE  TRUCK 
LINE,  INC.,  Post  Office  Drawer  500, 
Evergreen,  Alabama  36401.  Applicant's 
representative:  Robert  E.  Tate  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehtele,  over  irregular  routes,  transport- 
ing i  Lumber  and  wood  products,  from 
Lamoille  County  and  Calendonla  County, 
Vermont:  and  Oxford  County,  Maine  to 
points  In  the  United  States  in  and  east 
of  North  Dakota.  South  Dakota.  Ne- 
braska. Kansas,  Oklahoma,  and  Texas. 

NoTB. — If  a  hearing  is  deemed  necessary 
the  applicant  requests  it  be  held  at  either 
New  York  City.  New  York  or  Washington. 
DC. 

MC  115162  (Sub-No.  360 >.  filed  AprQ 
27.  1977.  Applicant:  POOLE  TRUCK 
LINE,  INC  Post  Office  Drawer  500. 
Evergreen.  Alabama  36401.  Appticairt's 
representative;  Robert  E.  Tate  (same 
address  as  sppHcant) .  AuttM»1ty  soiagfat 
to  operate  as  a  common  carrier,  by  motor 
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vehicle,  over  irregular  routes,  transport- 
ing :  Tractors  (except  truck  tractors  ^ . 
attachments,  parts  and  accessories  for 
tractors  when  moving  at  the  same  time 
and  In  the  same  shipment  with  tractors 
from  the  plant  site  of  Ford  Motor  Com- 
pany in  Romeo.  Mich,,  to  points  in  Ala- 
bama. Arkansas,  Florida.  Georgia.  Ken- 
tucky, Louisiana,  Mississippi,  North 
Carolina,  South  Carolina,  Tennes.?ee, 
Virginia  and  West  Virginia. 

Note — If  a  hearing  is  deemed  necessary 
the  applicant  requests  it  be  held  at  either 
Detroit.  Mich.,  or  Birmingham    Ala 

No.  MC  116254  (Sub-No,  182),  filed 
May  2,  1977.  Applicant:  CHEM-HALTL- 
ERS,  INC..  P.O.  Box  339,  Florence,  Ala- 
bama 35630.  Applicant's  representative: 
Hampton  M.  MUls.  P.O.  Box  339,  Flor- 
ence, Alabama  35630.  Authority  sought: 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Spent  Phosphoric  Acid  and  Phos- 
phaiic  Fertilizer  Solutions,  in  bulk,  in 
tank  vehicles.  From:  Clan  ton  and  Cull- 
man, Alabama,  Magnolia,  Arkansas. 
Cleveland,  Hernando.  McComb,  and 
Pontotoc,  Mississippi.  Kermett.  Missouri, 
and  Cleveland.  Tennessee.  To:  points  in 
Alabama.  Arkansas,  Florida,  IllinoLs, 
Kentucky.  Louisiana,  Mlssissipi.  and 
Texas. 

Note.— If  a  hearing  Is  deemed  necessary, 
the  appUcant  requests  It  be  held  at  either 
Birmingham,  Ala  or  Memphis  or  NashvJle, 
Tenn. 

No.  MC  117568  (Sub-No.  13'.  filed 
May  9,  1977.  Apphcant:  KEMPT  TRUCK 
LINES,  INC.,  P.O.  Box  156.  Verona,  Mis- 
souri 65769.  Applicant's  representative 
John  E.  Jandera.  641  Harrison  Street. 
Topeka,  Kansas  66603.  Authority  sought 
to  operate  as  a  contract  carrier  by  motor 
vehicle  over  irregular  routes,  transport- 
ing: (1)  Charcoal  Briquettes,  Between 
the  plantslte  and  warehouse  facilities  of 
Husky  Iiidustries,  Inc.  located  at  or  near 
Branson,  Missoiiri  and  points  in  Texas, 
Louisiana.  Arkansas.  Oklahoma.  Ari- 
zona, New  Mexico,  Kansas.  Colorado. 
Tennessee  and  Mississippi.  ( 2  >  Materials 
and  supplies  used  in  the  manufacture 
of  '  1 )  above.  From  points  in  Texas, 
Louisiana,  Arkansas,  Oklahoma.  Ari- 
zona, New  Mexico.  Kansas.  Colorado, 
Tennessee  and  MissLssippi  to  the  plant- 
site  and  w  arehou.'^e  facilities  of  Husky  In- 
dustries. Inc.  located  at  or  near  Branson. 
Missouri,  under  a  continuing  contract. 
or  contracts,  with  Husky  Industries.  Inc. 

Note, — If  a  hearing  Ls  deemed  necessary, 
the  appUcant  requests  thrit  it  be  held  at 
Kansas  City.  Mo. 

No.  MC  117815  (Sub-No.  264',  filed 
May  2,  1977.  Applicant:  PLTLLEY 
FREIGHT  LINES.  INC,  405  S,E,  20th 
Street  Des  Moines.  Iowa  50317.  Appli- 
cant's representative  Jack  H.  Blanshan. 
Suite  200.  205  West  Touhy  Ave.  Park 
Ridge.  111.  60068.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Frozen  foods  'except  commodites  in 
bulk),  from  the  facilities  of  Ore-Ida 
Poods,  Inc.  located  at  or  near  Greenville, 
Michigan,   to   points    in   Illinois,    Iowa, 


Kansas.  Minnesota.  Missouri.  Nebraska 
and  Wisconsin,  restricted  to  the  trans- 
portation of  traffic  originating  at  the 
above  specified  origin  and  destined  to  tlie 
named  destinations. 

Note. — If  a  heejlng  is  deemed  necessary, 
the  appUcant  requests  It  be  held  at  either 
Chicago,  El    or  Washlagton.  DC. 

No.  MC  118142  (Sub-No  146',  filed 
May  5,  1977.  Applicant:  M.  BRUENGER 
&  CO.,  INC.,  6250  North  Broadway. 
Wichita.  Kansas  67219.  Applicant's  Rep- 
resentative: Lester  C.  Arvln,  814  Cen- 
tury Plaza  Building,  Wichita,  Kansas 
67202,  Authority  sought  to  operate  as  a 
common  carrier  by  motor  vehicle,  over 
irregular  routes,  transporting  Bananas. 
having  prior  movement  by  water,  from 
Norfolk.  Virginia,  to  points  in  Ohio,  Indi- 
ana. Illinois.  Missouri,  Kansas.  Colorado. 
Oklahoma,  Arkansas.  Tennessee,  Ne- 
braska, Iowa.  Michigan,  and  Wisconsin 

N'jte, — If  a  hearing  Is  deemed  necessary, 
the  applicant  requesrts  tt  be  held  at  either 
■Wichita.  Kans  ,  or  Kansas  City.  Mo 

No.  MC  118159  (Sub-No  210'.  filed 
April  28.  1977.  Applicant:  NATIONAL 
REFRIGERATED  TRANSPORT,  INC. 
P.O.  Box  51366,  Daw-son  Station.  Tulsa. 
Okla.  74151.  Applicant's  representative 
Warren  Taylor  (Same  address  as  appli- 
cant) .  Authority  sought  to  operate  as  a 
comTTion  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting.  Paper 
and  paper  articles  from  the  facilities  of 
Scott  Paper  Company  at  MobOe.  Ala.  to 
points  in  Conn..  Del.,  Maine.  Md..  Mass  . 
N.H..  NJ..  NY..  Pa  ,  R.I..  Vt .  Va  .  W.  Va  . 
and  the  District  of  Columbia. 

Note  ^-C'jmmon  control  may  be  iiivolved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  Chicago,  111. 

No.  MC  118535  'Sub-No,  98*,  filed 
April  29,  1977.  Applicant :  TIONA 
TRUCK  LINE.  INC..  Ill  S  Prospect, 
Butler.  Mo  64730.  Applicant's  represent- 
ative: Jim  Tiona.  Jr,  (same  address  as 
applicant'.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregTJlar  routes,  transporting:  (1) 
Lead  and  lead  alloys  (except  commodi- 
ties which  because  of  size  or  weight,  re- 
quire the  u.se  of  special  equipment  *  from 
Omaha.  Nebraska,  to  points  in  .\rkansas, 
Colorado.  Illinois,  Indiana,  Iowa,  Kansas, 
Michigan.  Minnesota.  MLssouri.  Tennes- 
see, and  Texas:  (2'  Junk  batteries,  from 
Arkansas,  Colorado.  HUnois.  Indiana. 
Iowa,  Kansas,  Michigan,  Minnesota.  Mis- 
souri, Tennessee,  and  Texas  to  Omaha. 
Nebraska  and  Frisco.  Texas. 

Note. — If  a  hearing  Is  deemed  ne<.-essar>-. 
the  applicant  requests  it  be  held  at  Kansas 
City.  Missouri. 

No.  MC  119160  >  Sub-No  10'.  filed  May 
9.  1977.  Applicant:  H.  E.  SPANN  AND 
COMPANY.  INC.,  P.O.  Box  1111.  High- 
way 67  East.  Mt.  Pleasant,  TX  75455. 
Applicant's  representative:  Paul  D.  An- 
genend.  P.O.  Box  2207.  Aiistin.  TX  78768. 
Authority  sought  to  operate  as  a  coinmon 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Aggregates  from 
points  In  Morris  County,  TX,  to  points 
in  Louisiana   (except  points  in  Bossier, 


Caddo    DeSoto.  and  Webster  Parishes. 

LA>. 

Note  —if  a  hearmg  is  deemed  necessary, 
the  i^jpUcant  requests  it  be  beld  at  Dallas. 

TX.  or  Washington.  DC. 

No.  MC  119619  (Sub-No.  102).  fUed 
May  4.  1977  Applicant:  DISTRIBUTORS 
SER'SaCE  CO..  a  Corporation.  2000  We.<t 
43  Street  Chicago,  111  60609.  Applicant's 
representative:  Arthur  J.  Piken.  One 
Lefrak  City  Plaza,  Suite  1515.  Flushing. 
NY  11368,  Authority  sought  to  operate 
as  a  com 771071  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  (a) 
Chemical  compounds  and  Chemical  com- 
pound tanks,  between  Wilkinsonville. 
Mass,  and  poinu^  In  Illinois,  Indiana, 
Iowa.  Kentucky.  Michigan.  Minnesota. 
Missouri.  Ohio,  and  Wisconsin:  (b) 
Pla.stic  film.  Plastic  film  dispensing  and 
packaging  eQuipment.  between  Wilkin- 
son\-ille,  Mass.  and  points  in  Illinois.  In- 
diana, Iowa.  Kentucky.  Michigan.  Mis- 
souri, Minnesota.  Ohio  and  Wisconsin; 
and  (c)  Plastic  pellets  and  granules  from 
Leominster.  Mass.  to  tx)lnts  in  Ohio.  In- 
diana, and  Illinois. 

Note — If  a  hearing  is  deemed  necessary. 
the  applicant  requests  it  be  held  at  Boston, 
Mass. 

No.  MC  119619  (Sub-No.  103).  filed 
May  4.  1977  Applicant  DISTRIBUTORS 
SERVICE  CO..  a  Corporation.  2000  West 
43  Street  Chicago,  ni  60609.  Applicant's 
representative:  Arthur  J  Piken.  One 
Lefrak  City  Plaza.  Suite  1515,  Flushing. 
N.Y.  11368.  Authority  sought  to  operate 
as  a  co7nT7JOTi  earner,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Foodstuffs  in  mixed  shipments  with 
meats,  meat  products  and  meat  by-prod- 
ucts, and  articles  distributed  by  meat 
;>acklng  houses,  as  described  in  Sections 
A  and  C  of  Appendix  I  to  the  report  in 
Descriptions  in  motor  carrier  certificates. 
61  M.C.C.  209  and  766  (except  hides  and 
commodities  in  bulk,  in  tank  vehicles). 
In  mechanlcallj'  refrigerated  vehicles, 
from  the  plant  sites  and/or  storage  fa- 
cilities utihzed  by  Oscar  Mayer  &  Co., 
Inc.  at  or  near  Madison,  Wis,,  to  points 
in  Connecticut.  Delaware.  Maine,  Mar^■- 
land.  Massachusetts,  New  Hampshire. 
New  Jersey,  New  York,  Pennsylvania, 
Rhode  Island,  Vermont.  Virginia.  West 
Virginia,  and  the  District  of  Columbia, 
restricted  to  traffic  originating  at  the 
named  origin  and  destined  to  the  named 
destination  states. 

Note  ■ — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  tt  be  held  at  Cliicngo, 

III. 

No.  MC  119619  'Sub-No,  104 ».  filed 
May  4.  1977.  Applicant;  DISTRIBU- 
TORS SERVICE  CO.,  a  Corporation, 
2000  West  43  Street,  Chicago,  111.  60609. 
Applicant's  representative:  Arthur  J. 
Piken,  One  Lefrak  City  Plaza,  Suite  1515, 
Flushing,  NY,  11368.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: FoodstuPs.  from  Manchester,  N.H^ 
to  points  In  the  states  of  Kentucky.  Indi- 
ana, Illinois,  Iowa,  Michigan,  Minnesota, 
Missouri.  Ohio,  Penn.sylvanla.  restricted 
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against  the  transportation  of  commodi- 
ties in  buik. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Boston, 
Mass. 

No.  MC  119619  (Sub-No.  105>.  filed 
May  4,  1977.  Applicant:  DISTRIBU- 
TORS SERVICE  CO.,  a  Corporation, 
2000  West  43  Street,  Ciiicago,  111.  60609. 
Applicant's  representative:  Arthur  J. 
Piken,  One  Lefrak  City  Plaza,  Suite  1515, 
Flushing.  N.Y.  11368.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle  over  irregular  routes,  transport- 
ing: Foodstuffs  in  vehicles  equipped  with 
mechanical  refrigeration  from  points  in 
Cook,  Lake.  McHenry,  Kane.  DuPage. 
and  Will  Counties  in  lUinois.  and  La- 
Porte.  Lake,  Porter  Counties  in  Indiana 
to  points  in  Maine.  Vermont.  New  Hamp- 
shire, Massachusetts,  Rhode  Island, 
Connecticut,  New  York.  Pennsylvania, 
New  Jersey,  Maryland.  Delaware,  West 
Virginia.  Virginia,  and  the  District  of  Co- 
limibia.  restricted  against  the  transpor- 
tation of  commodities  in  bulk. 

Ncxra.— If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Chicago, 
111. 

No.  MC  1 19741  <  Sub-No.  71  > .  filed  April 
28.  1977  Applicant  GREEN  FIELD 
TRANSPORT  COMPANY,  INC..  3225 
Fifth  Avenue  South.  Fort  Dodge.  Iowa 
50501,  Applicant's  representative:  D.  L. 
Robson.  P.O  Box  1235.  Fort  Dodge,  Iowa 
50501.  Authority  .sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Meats, 
meat  products,  meat  by-products,  and 
articles  distributed  by  meat  packing- 
houses, as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  report  is  Descrip- 
tions in  Motor  Carrier  Certificates.  61 
M.C.C.  209  and  766  (except  hides  and 
commodities  in  bulk,  in  tank  vehicles', 
from  Darr.  Nebr.,  to  points  in  Illinois,  In- 
diana. Iowa.  Kansas.  Michigan.  Minne- 
sota. Ohio,  and  Wisconsin.  . 

Note — If  a  hearing  is  deemed  neces.sary, 
the  applicant  requests  it  be  held  at  either 
Omaha  or  Lincoln.  Nebr. 

No  MC  119777  (Sub-No.  334 ^  filed 
March  30.  1977.  Applicant:  LIGON  SPE- 
CL^LIZED  HAULER,  INC..  Highway  85 
East.  Madisonville.  Ky,  42431.  Applicant's 
representative:  Carl  U.  Hurst.  P.O. 
Drawer  "L".  Madisonville,  Ky.  42431.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Pipe,  as  described 
in  Mercer  Extension — Oil  Field  Com- 
modities. 74  M.C.C.  459,  used  in.  inciden- 
tal to,  or  in  connection  with  the  discov- 
ery, development,  production,  refining, 
manufacture,  processing,  storage,  trans- 
mission, and  distribution  of  natural  gas 
and  petroleum  and  their  products  and 
by-products.  Including  the  stringing  and 
picking  up  of  main  pipelines,  from  the 
plant  site  and  facilities  utilised  by  Lone 
Star  Steel  Company  located  at  or  near 
Lone  Star,  Tex.,  to  points  in  Connecticut. 
Delaware,  Florida,  Georgia,  Maine, 
Mar>-land,  Massachusetts,  New  Hamp- 
shire,   New    Jersey,    New    York.    North 


Carolina.  Rhode  Island,  South  Carolina, 
and  Virginia. 

Note. — Common  control  may  be  Involved, 
If  a  hearing  is  deemed  necessary,  the  appH- 
cant  requests  it  be  held  at  either  Dallas  or 
Houston,  Tex. 

No.  MC  119974  (Sub-No.  66»,  filed 
May  9,  1977.  Applicant:  L.  C.  L.  TRAN- 
SIT COMPANY,  a  Corporation,  949  Ad- 
vance Street,  Green  Bay,  Wis.  54304.  Ap- 
pUcants  representative:  L.  F.  Abel,  P.O. 
Box  949,  Green  Bay,  Wis.  54305.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Corn  Products  and 
Blends  thereof,  in  bulk,  in  tank  vehicles, 
from  Indianapolis,  Ind.,  to  points  in  n- 
linois,  Iowa,  Indiana,  Kentucky,  Michi- 
gan. Ohio,  Pennsylvania,  Tennessee, 
West  Virginia,  and  Wisconsin. 

Note. — If  hearing  is  deemed  necessary,  the 
applicant  requests  it  be  held  at  Chicago,  111. 
or  Washington,  D.C. 

No.  MC  120727  (Sub-No.  8>,  filed 
May  3,  1977.  Applicant:  GALLATIN- 
PORTLAND  FREIGHT  LINES,  INC.. 
P.O.  Box  888,  Gallatin,  Term.  37066.  Ap- 
plicant's representative:  Walter  Har- 
wood,  P.O.  Box  15214,  Nashville,  Tenn. 
37215.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
in-egular  routes,  transporting:  Scrap 
aluminum  in  bulk,  from  the  plahtsite 
facilities  of  General  Electric  Company 
located  at  or  near  Hendersonville,  Tenn., 
to  Russellville,  Ala. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  reqviests  that  it  be  held  at 
Nashville,  Tenn, 

No.  MC  121496  < Sub-No,  5>,  filed 
April  1,  1977,. Applicant:  CANGO  COR- 
PORATION. Suite  2900,  1100  Milam 
Building,  Houston,  Tex,  77002.  Appli- 
cant's representative:  E.  Stephen  Heis- 
ley.  Suite  805,  666  Eleventh  Street  NW.. 
Washington,  DC.  20001.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Sodium  salt  solutions.  In 
bulk,  in  tank  vehicles,  from  the  plantsite 
of  and  storage  facilities  utilized  by  Meri- 
chem  Company  located  at  Houston,  Tex. 
and  points  in  its  commercial  zone,  to 
points  in  Alabama,  Arkansas.  Florida, 
Georgia.  Louisiana.  Mississippi,  and 
Oklahoma. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  on  a  con- 
solidated record  with  similar  applications  at 
Houston,  Tex. 

No.  MC  123233  (Sub-No.  72>,  filed 
May  2.  1977.  Applicant:  Provost  Cartage 
Inc.,  7887  Grenache  Street,  Ville  d'An- 
jou.  Que.,  Canada  HIJ  1C4.  Applicant's 
representative:  J.  P.  Vennette  (same  ad- 
dress as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: alcoholic  beverages.  In  bulk,  in  tank 
vehicles,  between  the  Port  of  Entry  on 
tiie  International  Botmdary  Line  be- 
tween tlie  United  States  and  Canada  lo- 
cated at  Alexandria  Bay,  N.Y.  and  Law- 
renceburg,  Ind.,  restricted  to  the  trans- 
portation of  traffic  having  an  immediate 


subsequent  or  prior  mo/ement  in  foreign 
commerce,  in  through,  single-line,  local 
service. 

Note. — Common  contrcrf  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  Albany,  N.Y.  or 
Montpeller,  Vt. 

No.  MC  123233  (Sub-No.  73),  filed 
May  6,  1977.  Applicant:  Provost  Cartage 
Inc.,  7887  Grenache  Street,  Ville  d'Anjou. 
Que,,  Canada  HIJ  1C4.  Applicant's  rep- 
resentative: J.  P.  Vermette  (same  ad- 
dress as  applicant).  AuthoFity  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregtilar  routes,  transport- 
ing: cement,  in  bulk,  in  tank  vehicles, 
from  Massena,  N.Y,  to  the  Ports  of  Entry 
located  on  the  International  Boundary 
line  between  the  United  States  and 
Canada,  at  Rooseveltown,  Trout  River, 
and  Fort  Covington,  NY.  Restricted  to 
the  transportation  of  traffic  having  an 
immediate  subsequent  movement  in  for- 
eign commerce,  in  through,  single-line, 
local  service. 

Note, — Common  control  may  be  involved. 
If  a  hearing  is  required,  applicant  reque.sts 
that  it  be  held  at  Albanv,  N.Y.  or  ^^ontpelle^. 
Vt, 

No.  MC  123272  (Sub-No.  13 1,  filed 
AprU  29,  1977.  Applicant:  FAST 
FREIGHT,  INC.,  9651  South  Ewing  Ave- 
nue, Chicago,  m.  60617.  Applicant's  rep- 
resentative: Joseph  M.  Scanlan,  111  West 
Washington  Street.  Chicago,  111.  60602. 
Authority  sought  to  operate  as  a  com 771071 
carrier  over  irregular  routes  transport- 
ing: Plastic  or  plastic-coated  articles, 
from  the  plant  site  and  tlie  warehouse  of 
Amoco  Plastic  Products  Company  be- 
tween Seymour,  Ind..  o'n  the  one  hand, 
and,  on  the  other  points  in  Michigan  and 
Wisconsin. 

Note, — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  it  be  held  at  either  Chicago, 
111,,  or  Seymour.  Ind, 

No.  MC  123316  f Sub-No,  7',  filed 
April  29.  1977.  Applicant:  MILAN 
TRUCKING  CO..  INC.,  233  South  Glad- 
stone Avenue,  Columbus,  Ind.  47201.  Ap- 
plicant's representative:  Robert  W. 
Loser,  1009  Chamber  of  Commerce  Bldg., 
Indianapolis,  Ind.  46204.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products, 
meat  by-products,  and  articles  distrib- 
uted by  meat  packinghouses,  as  described 
in  Sections  A  and  C  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C.C.  209  and  766  ^ex- 
cept  liquid  commodities  in  bulk,  in  tank 
vehicles) ,  from  Columbus,  Ind.,  to  points 
in  the  District  of  Columbia.  Connecticut. 
Florida,  North  Carolina,  Virginia.  Mary- 
land, South  Carolina,  New  Jersey,  New 
York,  Louisiana,  Massachusetts,  and 
Georgia,  restricted  (1)  to  traffic  originat- 
ing at  the  plantsite  or  storage  facilities 
of  Stadler  Packing  Company,  Inc.,  at 
Columbus.  Indiana;  (2)  to  movements 
under  a  continuing  contract,  or  con- 
tracts, with  Stadler  Packing  Company, 
Inc.,  of  Colimibus.  Indiana;  and  <3)  to 
traffic  moving  in  refrigerated  vehicles. 
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>;oTE.— If  a  hearing  is  deemed  necessary, 
applicant  requests  that  it  be  held  at  either 
Indianapolis.  Ind.,  or  Washington.  DC. 

No.  MC  123389  (Sub-No.  38),  filed 
AprU  29.  1977.  Applicant:  CROUSE  CAR- 
TAGE COMPANY,  a  Corporation.  P.O. 
Box  151.  Carroll,  Iowa  51401.  Appli- 
cant's representative:  James  E.  Bailee- 
thin.  630  Osborn  Building.  St.  I^ul, 
Mimi,  55102.  Autliority  sought  to  oper- 
ate as  a  co7mnon  carrier,  by  motor  vehi- 
cle, over  irregular  routes,  transporting: 
Brick  from  Kanopolis.  Kans..  and  Fair- 
bury,  Nebr..  to  Chicago.  111. 

Note.— Applicant  Intends  to  join  the  au- 
thority sought  herein  with  authority  held 
by  It  In  MC-123389  (Sub-Nos.  15  and  17)  so 
as  to  provide  service  to  points  in  Lake,  Du- 
Page, Cook.  W^ill,  Kane,  Kendall,  McHenry. 
DeKalb.  Grundy,  and  Kankakee  Counties. 
Ill,,  and  points  between  Chicago  and  Des 
Moines,  Iowa  on  U.S  Highway  34,  Illinois 
Highway  65.  Illlnoi-i  Highway  31.  Illinois 
Highway  92.  and  tJ.S.  Highway  6  Common 
control  may  be  involved.  If  a  hearing  is 
deemed  neces-sary.  applicant  requests  that  It 
be  held  at  Chicago,  111. 

No.  MC  123407  (Sub-No.  371),  filed 
April  28,  1977.  Applicant:  SAWYT:R 
TRANSPORT.  INC,  South  Haven 
Square,  U.S,  Highway  6.  Valparaiso,  Ind. 
46383.  Applicant's  representative:  H.  E. 
Miller.  Jr.  (same  address  as  apphcant). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Construction  forms 
from  Centralia,  111.,  to  points  in  the 
United  States  (except  Illinois.  Wisconsin. 
Iowa,  Minnesota,  North  Dakota,  South 
Dakota,  Nebraska,  Wyoming,  Tennessee, 
Mississippi,  Alabama.  Georgia,  Florida, 
and  Louisiana  > . 

Note. — Applicant  Intends  to  Join  the  au- 
If  a  hearing  is  deemed  necessary,  applicant 
requests  that  it  be  held  at  Chicago.  111. 

No.  MC  123407  (Sub-No.  372).  filed 
May  2,  1977.  Applicant:  SAWYER 
TRANSPORT.  INC.,  South  Haven 
Square,  U.S.  Highway  6,  Valparaiso.  Ind. 
46383.  Applicant's  representative:  H.  E. 
MiUer,  Jr.  (same  address  as  applicant'. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  Ir- 
regular routes,  transporting:  Accessories 
for  concrete  construction,  steel  form,  and 
fabriacted  steel  from  Parsons.  Kans..  to 
points  In  California.  Washington,  Ore- 
gon. Arizona,  and  Montana. 

Note. — Common  control  may  be  involved, 
ir  a  hearing  Is  deemed  neces.'^ary,  applicant 
requests  that  it  be  held  at  Kan.sas  City, 
Kans..  or  Chicago.  HI. 

No.  MC  123872  <Sub-No.  70',  filed 
May  3.  1977  Applicant:  W.  &  L.  MOTOR 
LINES.  INC..  P.O.  Box  2607.  Hickory, 
N.C.  28601.  Applicant's  representative: 
Allen  E.  Bowman  'same  address  as  appli- 
cant'. Autliority  sought  to  operate  as  a 
tomvion  carrier  by  motor  vehicle,  over 
irregular  routes,  transporting:  Floor 
coverings,  and  materials  and  supplier. 
used  in  the  installation,  manufacture, 
packaging  and  sale  of  floor  coverings, 
when  moving  in  mixed  shipments  with 
floor  coverings  i  except  commodities  in 
bulk>.  from  Lyerly,  Ga.,  and  Greenville 


and  Landrum,  SC.  to  points  In  Colorado, 
Iowa,  Kansas,  and  Nebraska. 

Note. — If  &  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Washington. 
DC,  or  Charlotte,  N.C. 

No.  MC  123872  (Sub-No.  71  > .  filed  May 
5.  1977.  Applicant:  W.  L  L.  MOTOR 
LINES,  INC  .  P.O.  Box  2607,  Hickory. 
N.C.  28601.  Applicant's  representative; 
Allen  E.  Bowman.  P.O.  Box  2607.  Hick- 
ory, N.C.  28601.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
Bakery  goods  and  foodstuffs  (except 
commodities  in  Bul't:  > ,  from:  Charlotte. 
N.C.  to  points  in  Arizona.  California. 
Colorado,  Kansas,  Nebraska,  Nevada, 
New  Mexico.  Oklahoma,  Texas,  and 
Utah. 

Note. — If  a  hearing  Ls  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Charlotte.  NO   or  Washington.  DC 

No.  MC  123405  (Sub-No.  50'  (partial 
correction',  filed  AprU  22.  1977,  pub- 
lished in  the  Feder.al  Register  issue  of 
May  19,  1977  as  MC  123405  (Sub-No.  58  ' . 
and  republished  a.s  corrected  this  issue. 
Applicant:  FOOD  TRANSPORT.  INC.. 
R.D.  No,  1.  ThomasvUle.  Pa.  17364.  Ap- 
plicant's representative:  Christian  V. 
Graf,  407  North  Front  Street.  HarrLs- 
btirg.  Pa.  17101.  The  purpose  of  this  re- 
publication in  part  is  to  indicate  the  cor- 
rect docket  number  in  this  proceeding 
as  No.  MC  123405  (Sub-No.  50'  in  lieu 
of  No.  MC  123405  (Sub-No.  58'  as  pre- 
viously published  in  error.  The  rest  of 
the  publication  remains  the  same 

No.  MC  124121  (Sub-No.  11'.  filed 
May  3,  1977.  Apphcant:  NUSSBERGER 
BROS.  TRUCKING  CO  .  INC.,  929  RaU- 
road  Street,  Printice,  Wis.  54556  Appli- 
cant's representative:  Richard  A.  West- 
ley,  4506  Regent  Street.  Suite  100.  Madi- 
son, Wis.  53705.  Authority  sought  to  op- 
erate as  a  contract  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transporting: 
'  1)  Doors,  sashes,  window  units,  screens, 
frames,  unndow  blinds,  and  parus  and 
accessories  of  the  aforementioned  com- 
modities, from  Hawkins,  'Wis,,  to  points 
in  Colorado,  Connecticut,  Delaware, 
Georgia,  Maine,  Maryland.  Mas.sachu- 
setts,  Montana.  New  HampsJiire.  New 
Jersey.  New  York.  North  Carolina, 
Rhode  Island.  Vermont.  Virginia.  Wy- 
oming, and  the  District  of  Columbia; 
and  '2>  materials  and  supplies  used  in 
the  manufacture  and  distribution  of  the 
commodities  described  in  <  1  >  above  'ex- 
cept commodities  in  bulk  • .  from  points 
in  Arkansas.  California.  Colora(Jo.  Con- 
necticut. Delaware.  Georgia.  Maine. 
Maryland.  Massachusetts.  Montana,  New 
Hampshire.  New  Jersey.  New  York. 
North  Carolina.  Oklahoma,  Rhode 
Island,  Vermont.  Virginia.  Wyoming,  and 
the  District  of  Columbia,  to  Hawkins. 
Wis.,  under  a  continuing  coi.'ract.  or 
contracts,  with  Northern  Sash  and  Door 
Company,  of  Hawkins.  Wis. 

Note. — AppiicAnt  holds  common  carrier 
authority  in  No  MC  136545,  therefore  dual 
operations  may  be  Involved.  If  a  hearing  is 
deemed  necessary,  the  applicant  reqviests  It 


be  held  at  either  Eau  CAalre,  Wis  ;  Mlnne- 
apolte-St.  Paul,  Minn  ;  Milwaukee  Wis  ;  or 
Chicago,  ni. 

No.  MC  124887  (Sub-No.  33) .  filed  May 
3.  1977.  Applicant:  SHELTON  TRUCK- 
ING SERVICE.  INC.,  Route  1.  Box  230, 
Altha,  Fla.  32421.  Applicants  repre- 
.scnUtive:  Sol  H.  Proctor.  1101  Black- 
stone  Building,  JacksonviUe,  Fla.  32202. 
Authority  sotight  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  ii-rcgular 
routes,  transporting:  Fertilizer.  dr\-, 
from  Sneads.  Fla.  to  points  in  Alabama 
and  Georgia. 

Note.— If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  In  Jackson- 
ville, Fla  .  Atlanta.  Ga  ,  or  Tallahassee.  Fla 

No.  MC  125533  (Sub-No.  18) .  filed  May 
2.  1977.  Applicant:  GEORGE  W.  KUG- 
LER.  INC..  2800  East  Waterloo  Road. 
Akron.  Ohio  44309.  Applicant's  represent- 
ative: John  P.  McMahon.  100  East  Broad 
Street,  Colimibus.  Ohio  43215.  Authority 
sought  to  engage  in  operation.  In  Inter- 
state or  foreign  commerce,  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  clay  and  shale 
products,  pipe,  conduit,  wall  coping,  fire- 
brick. fittting<<.  fitting  compounds,  and 
materials  and  supplies  used  In  the  instal- 
lation thereof  (except  In  biUk',  from 
Gulf  and  Greensboro.  N.C.  to  points  in 
<?omiect4cut.  Delaware.  Maine.  Marviand, 
Ma.ssachusetts,  New  Hampshire.  New- 
Jersey.  New  York,  Ohio.  Pennsylvania. 
Rhode  Island  Vennont.  West  Virginia. 
and  the  District  of  Colimibla. 

Note  — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Wash- 
ington, D  C 

No.  MC  126118  (Sub-No.  40).  filed 
Apill  18.  1977  Applicant;  CRETE  CAR- 
RIER CORPORATION.  P.O.  Box  81228, 
Lincoln,  Nebr,  68501.  Applicant's  repre- 
sentative: Diume  W.  Acklie  (same  ad- 
dress as  applicant) .  Autliority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregtUar  routes,  transport- 
ing: (!'  Automotive  part^  and  equip- 
ment, materials  and  supplies  used  m  the 
manufacture  of  automotive  parts,  be- 
tween Columbus,  Nebr..  Mariarma,  Ark.. 
Cleveland.  Miss.,  and  CaiToUton,  Colum- 
bus, NewTian.  and  Tucker,  Ga.:  Sevnng 
machines,  fertilizer  spreaders,  fertilizer 
applicators,  metal  tanks,  bomb  parts 
^non-explosive) ,  autoviotiic  parts,  and 
equipment,  materials,  and  supplies  used 
in  the  manufacture  of  the  above - 
described  commodities  between  Colum- 
bus. Nebr.,  Marianna.  Ark..  Cleveland. 
Mlss,.  Detroit.  Mich..  Red  Oak,  lov.-a.  and 
CarroUton,  Columbus.  Newnan.  and 
Tucker.  Ga.,  on  the  one  hand,  and,  on  the 
other.  Newark.  N.J..  Fort  Smith  and  West 
Helena,  Ark.,  St.  Lotus  and  Kansas  City, 
Mo  ,  Baltimore.  Md  ,  Mimieapolls  and  St. 
Paul.  Minn  ,  Ravenswood,  W.  Va,,  and 
points  in  111.,  Ind..  Iowa,  Mich..  Ohio. 
Pa..  Wis  .  <3a..  Ala,,  Fla..  Twin  .  and  Ky  ; 
'2'  Sprayers,  spray  equipment  and  con- 
veyor systems,  and  material'^,  eouipmcnt. 
and  supplies  used  in  the  manufacture 
thereof  'except  comm(x3ities  In  biUk,  in 
tank  vehicles),   between  Red   Oak   and 
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Huniboldt.  Iowa,  Columbus.  Nebr., 
Marianna,  Ark..  Columbus,  Tucker,  New- 
nan.  Carrollton,  Adel.  and  Atlanta,  Ga.. 
Cleveland,  Mis-s.,  Memphis,  Tenn.,  and 
Detroit,  Mich.,  on  the  one  hand,  and,  on 
the  other,  points  in  111.,  Mich..  Ind..  Ohio. 
Pa.,  Fla.,  Ark..  Wis..  Ga.,  Ala..  Tenn.,  Ky.. 
La..  Miss..  N.Y.,  N.J.,  Iowa,  Neb.,  Mo., 
Tex..  N.C.,  Minn..  Md.,  W.  Va..  Va..  Mass.. 
Conn.,  and  Calif.;  Sewing  machines,  fer- 
tilizer spreaders  and  fertilizer  applica- 
tors, vietal  taiiks,  bomb  parts  'non-ex- 
plosive), and  antomobile  parts,  materials 
and  supplies,  and  equipment,  materials, 
and  supplies  utilized  in  the  manufacture 
thereof  (except  comjnodities  in  bulk,  in 
tank  vehicles  >,  between  Red  Oak,  Iowa, 
on  the  one  hand,  and,  on  the  other,  points 
in  Ark.,  La..  Miss..  N.Y.,  N.J.,  Colo.,  Neb., 
Mo..  Kan.,  Tex.,  N.C.,  Minn..  Md..  W.  Va.. 
Va..  Mass..  Conn.,  and  Calif.;  between 
Humboldt.  Iowa,  on  the  one  hand,  and, 
on  the  other,  points  in  111.,  Mich.,  Ind., 
Ohio,  Pa..  Fla.,  Ark.,  Wis.,  Ga.,  Ala., 
Tenn.,  Ky.,  La.,  Miss.,  N.Y.,  N.J.,  Iowa, 
Neb..  Colo.,  Mo.,  Tex.,  N.C.,  Minn.,  Md.. 
W.  Va..  Va.,  Mass.,  Conn,  and  Calif.; 
Bomb  parts  i  non-explosive  i .  and  equip- 
ment, materials,  and  supplies  utilized  In 
the  manufacture  thereof  'except  com- 
modities in  bulk,  in  tank  vehicles",  be- 
tween Columbus.  Ga.,  on  the  one  hand, 
and.  on  the  other,  points  in  Ark.,  La.. 
Miss..  N.Y.,  N.J..  Neb.,  Mo.,  Kan.,  Tex., 
N.C..  Minn..  Md.,  W.  Va.,  Va.,  Mass.. 
Conn.,  and  Calif.:  Automobile  parts,  ma- 
terials and  supplies,  and  equipinent,  ma- 
terials and  supplirs  utilized  in  the  manu- 
facture thereof  'except  commodities  in 
bus,  Neb..  Marianna.  Ark.,  Columbus, 
Ti.irker.  Newnan.  and  Carrollton,  Ga., 
Cleveland.  Miss.,  and  Detroit.  Mich.,  on 
the  one  hand.  and.  on  the  other,  points 
in  Fla..  Ark..  Colo  .  La..  Ml^.s..  N.Y.,  N  J., 
Neb.,  Mo.,  Kan..  Tex.,  N.C.,  Minn..  Va.. 
Mass.,  Conn.,  and  Calif.:  between  Mem- 
phis, Tenn.,  on  the  one  hand,  and  on  the 
other,  points  in  111.,  Mich..  Ind..  Ohio, 
Pa..  Fla..  Ark  .  Wis.,  Ga..  Ala.,  Ky..  La., 
Miss..  N.Y..  N.J..  Neb.,  Mo.,  Kan.,  Tex., 
N.C..  Minn.,  Md.  W.  Va.,  Va.,  Mass.. 
Conn..  Iowa,  and  Calif.;  between  Atlanta 
and  Adel,  Ga.,  on  the  one  hand,  and.  on 
the  other,  poinus  in  Ark.,  La.,  Miss.,  N.Y.. 
N.J.,  Neb.,  Mo..  Kan..  Tex..  N.C.,  Minn  , 
Md..  W.  Va.,  Va  .  Ma.ss,  Conn.,  and  Calif.; 
between  Atlanta.  Ga.,  on  the  one  hand, 
and.  on  the  other,  points  in  Dl..  Mich.. 
Ind.,  Ohio,  Pa..  Fla..  Wis..  Ga.,  Ala.. 
Tenn.,  Ky.,  and  Iowa. 

(3)  Automobile  parts  and  equipment. 
mnterials  and  supplies  used  in  the  manu- 
facture thereof  'except  commodities  In 
bulk,  in  Lank  vehicles ' ,  between  Ru.sh- 
ville.  Neb  .  and  points  in  Calif.,  Mo.,  and 
Kan  ,  on  the  one  hand.  and.  on  the  other, 
points  In  111..  Colo.,  Mich.,  Ind.,  Ohio, 
Ga  ,  Pa.,  and  Marianna.  Ark  .  Cleveland, 
Miss,,  Humboldt  and  Red  Oak.  Iowa, 
Memphis,  Tenn..  Columbus.  Nebr..  Mil- 
waukee. Wis.,  and  points  in  the  Minne- 
apolis-St.  Paul.  Minn.,  commercial  zone 
as  defined  by  the  Commission,  restricted 
to  traffic  originating  at  or  destined  to 
facilltiee  utilized  by  the  Douglas  and 
Lomason  Company. 


N'oTE — Applicant  seeks  by  this  application 
to  convert  Ita  permits  in  MC  128375  Sube  12, 
17.  29  and  41.  Into  a  certificate  of  public 
convenience  and  necessity.  Applicant  holds 
contract  carrier  authority  In  MC  128375  and 
subs  thereunder,  therefore  dual  operations 
may  be  Involved.  Common  control  may  also 
be  involved.  If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Detroit, 
Mich.,  or  Lincoln,  Neb. 

No.  MC  127047  (Sub-No.  26"> .  filed 
May  3.  1977.  Applicant:  ED  RACETTE  & 
SON.  INC.,  6021  North  Broadway.  Wichi- 
ta, Kans.  67219.  AppUcant's  representa- 
tive: John  E.  Jandera,  641  Harrison 
Street,  Topeka.  Kans.  66603.  Authority 
souglit  to  operate  as  a  common  carrier 
by  motor  vehicle  over  irregular  routes, 
transporting:  (1»  Component  parts  for 
mobile  homes  and  recreational  vehicles 
'except  in  bulk>,  from  Hutchinson  and 
Newton,  Kans.  to  points  in  Idaho,  Mon- 
tana, Utah,  and  Wyoming;  (2)  materi- 
als and  supplies  used  in  the  manufacture 
of  '  1  >  above.  From  points  in  Idaho,  Mon- 
tana. Utah,  and  Wyoming  to  Hutchinson 
and  Newton.  Kans. 

Note.— If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  In  Wichita, 
Kansa.s  or  Kansas  City,  Mo. 

No.  MC  128273  'Sub-No.  260 >,  fUed 
•April  28.  1977.  Applicant:  MIDWEST- 
ERN DISTRIBUTION,  INC..  P.O.  Box 
189.  Fort  Scott.  Kans.  66701.  Appli- 
cant's representative:  Elden  Corban 
'same  address  as  applicant".  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  uregular  routes, 
transporting:  Paper,  woodpulp,  paper 
products,  and  products  produced  and  uti- 
lized by  manufacturers  and  converters 
of  the  foregoing  commodities  (except 
comm(5dities  in  bulk),  between  Oswego, 
NY.,  on  the  one  hand  and.  on  the  other, 
points  in  the  United  States  (except 
Alaska,  California,  Hawaii,  Oregon,  Utah, 
and  Washington). 

Note. — If  a  hearing  is  deemed  necessary. 
applicant  requests  that  it  be  held  at  Wash- 
ington. DC 

No.  MC  128633  'Sub-No.  14).  filed 
April  20.  1977.  Applicant:  LAUREL  HILL 
TRUCKING  CO..  a  Corporation,  614  New 
County  Road,  Secaucus,  New  Jersey 
07094.  Applicant's  representative:  Wil- 
1am  J.  Augello.  Jr..  120  Main  Street,  P.O. 
Box  Z.  Huntington,  New  York  11743. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Su^h  commodities 
as  are  dealt  in  by  department  stores: 
From  Secaucus.  New  Jersey  to  Cleve- 
land, Ohio,  restricted  to  traffic  destined 
to  The  May  Company,  under  a  continu- 
ing contract,  or  contracts,  with  Tlie  May 
Company.  ^ 

Note — Applicant  holds  motor  common 
carrier  authority  in  No.  MC  128058  (Sub-No. 
3),  therefore,  dual  operations  may  be  in- 
volved. If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  It  be  held  In  New 
York,  New  York  or  Cleveland,  Ohio. 

No.  MC  129135  i Sub-No.  9).  filed 
May  6.  1977.  Applicant:  KATUIN  BROS. 
mC,  102  Terminal  Street.  Dubuque, 
Iowa  52001,  Applicant's  representative: 


Carl  E.  Munson.  469  Fischer  Building. 
Dubuque,  Iowa  52001.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Molybdenum  compounds, 
molybdenum  ores,  molybdenum  concen- 
trates, molybdenum  chemicals,  molyb- 
denum alloys,  sulphuric  acid,  and  tung- 
sten concentrates  (except  commodities  in 
bulk  and  those  which,  because  of  size 
or  weight,  require  the  use  of  special 
equipment),  (a)  From  the  facilities  of 
AMAX  Inc.,  and  its  subsidiaries  at  or 
near  Fort  Madison,  Iowa,  to  points  in  the 
United  States  (except  Iowa.  Alaska,  and 
Hawai)  ;  (b)  Fi-om  the  facilities  of 
AMAX  Inc.,  and  its  subsidiares  at  or 
near  Langeloth,  PennsylvEinia.  to  points 
in  the  United  States  (except  Alaska. 
Hawaii,  Maryland.  Michigan.  New  Jer- 
sey, New  York.  Ohio,  Penn..  and  West 
Virginia;  and  (2)  Materials  and  supplies 
used  in  the  production  and  distribution 
of  the  commodities  in  » 1 )  above  '  ex- 
cept commodities  in  bulk  and  those 
which,  because  of  size  or  weight,  require 
the  use  of  special  equipment ' .  from 
points  in  the  United  States  '  except 
Iowa,  Alaska,  and  Hawaii  > ,  to  the  facili- 
ties of  AMAX  Inc.,  and  its  subsidiaries 
at  or  near  Fort  Madison.  Iowa,  under 
a  continuing  contract,  or  contracts,  with 
AMAX.  Inc. 

Note. — Applicant  holds  common  carrier 
authority  In  No.  MC  126539  (Sub-No.  1)  and 
other  subs  thereunder,  therefore  dual  oper- 
ations may  be  Involved.  If  a  hearing  Is 
deemed  necessary,  applicant  requests  that 
It  be  held  at  Des  Moines,  lA  or  Washington, 
D.C. 

No.  MC  129537  'Sub-No.  20',  filed 
March  25,  1977.  Applicant:  REEVES 
TRANSPORTATION  COMPANY.  A 
Corporation.  Rt.  5.  Dews  Pond  Road.  Cal- 
hoiui.  Ga.  30701.  Applicant's  representa- 
tive: James  E.  Wharton.  Suite  811,  Met- 
calf  Building.  100  S.  Orange  Avenue. 
Orlando,  Fla.  32801.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Carpeting,  floor  coverings,  carpet 
padding  and  materials,  and  supplies  and 
equipment  used  in  the  installation  of 
said  commodities,  between  points  in 
Florida. 

Note. — If  a  hearing  is  deemed  nece.=.Nary, 
applicant  requests  It  be  held  at  either 
Atlanta,    Ga.,    or   Tampa.    Fla. 

No.  MC  133566  'Sub.  No.  85',  filed 
May  6,  1977.  Applicant:  GANGLOFF  k 
DOWNHAM  TRUCKING  CO..  INC..  P.O 
Box  479,  Logansport.  Indiana  46947.  Ap- 
plicant's representative:  Charles  W 
Beinhauer,  Suite  1573,  One  World  Trade 
Center,  New  York,  New  York  10048.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Foodstuffs,  in  ve- 
hicles equipped  with  mechanical  refrig- 
eration (except  commodities  in  bulk', 
from  the  plantsite  and  storage  facilities 
of  Stouffer  Foods  at  or  near  Solon.  Ohio, 
to  points  in  Connecticut,  Delaware,  Dis- 
trict of  Columbia.  Dlinots,  Indiana,  Iowa, 
Kansas,  Kentucky.  Maine,  Mar>-land. 
Massachusetts,     Michigan,     Minnesota, 
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Missouri,  Nebraska,  New  Hampshire,  New 
Jersey,  New  York,  Pennsylvania.  Rhode 
Island,  Texas,  Wisconsin,  and  Vermont, 
restricted  to  traffic  originating  at  the 
above  named  plantsite  and  destined  to 
points  in  the  named  destination  states. 

Note. — If  a  hearing  is  deemed  necessary 
applicant  requests  that  it  be  held  at  New 
York.  New  York  or  Cleveland,  Ohio. 

No.  MC  133689  'Sub-No.  124'.  filed 
May  3.  1977.  Applicant:  OVERLAND 
EXPRESS.  INC.,  719  First  St  .  SW.,  New 
Brighton,  Minn.  55112.  Applicant's  rep- 
resentative: Robert  P.  Sack.  P.O.  Box 
6010.  West  St.  Paul.  Mmn.  55118.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Cleamng  com- 
pounds '  except  commodities  in  bulk  > , 
from  Toledo.  Ohio,  to  points  m  Minne- 
sota, Wisconsin.  Iowa,  North  Dakota, 
South  Dakota,  Nebraska,  and  Kansas 
City,  Kansas. 

NoTB. — If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Minneapolis. 
Minnesota. 

No.  MC  133689  'Sub-No  125',  filed 
May  5,  1977.  Applicant:  OVERLAND 
EXPRESS.  INC.,  719  First  St.,  SW.,  New 
Brighton,  Mimiesota  55112.  Applicants 
representative:  Robert  P.  Sack,  P.O.  Box 
6010,  West  St.  Paul.  Minnesota  55118. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Foodstuffs  (except 
commodities  in  bulk),  from  Albert  Lea, 
Minnesota,  to  points  in  Ohio.  Kentucky, 
Tennes!5ee.  North  Carolina.  South  Caro- 
lina, and  Georgia. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Minneapolis. 
Minnesota. 

No.  MC  133689  (Sub-No.  126 »,  filed 
May  6.  1977.  Applicant:  OVERLAND 
EXPRESS.  INC  ,  719  First  St.,  SW.,  New 
Brighton,  Minnesota  55112.  Applicant's 
representative:  Robert  P.  Sack.  P.O.  Box 
6010.  West  St.  Paul.  Minnesot.a  55118. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Printed  matter. 
and  materials,  equipmeiit  and  supplier 
used  in  the  manufacture,  sale,  and  dis- 
tribution of  printed  matter  'except  com- 
modities in  bulk  < .  from  '  1 )  Taunton. 
Massachusetts,  to  points  in  Ohio.  In- 
diana. Illinois.  North  Carolina.  South 
Carolina,  and  Kentucky:  '2'  From  Ver- 
sailles and  Lexington.  Kentucky,  to 
points  in  New  Jersey,  Ohio.  Dlinois,  In- 
diana. North  Carolina.  South  Carolina. 
New  York,  and  Iowa;  (3)  From  Min- 
neapolis. Minnesota  to  point";  in  Ken- 
tucky. 

Note. — If  a  hearing  is  deemed  necesi^ary, 
applicant  request  It  be  held  at  Minneapolis, 

Minnesota. 

No  MC  133870  'Sub-No.  3).  filed 
May  2,  1977.  Applicant:  JOHN  P. 
WE'YER,  INC.  Route  1,  Box  86B. 
Brownsville,  WI  53006.  Applicant's  rep- 
re.sentative;  Richard  C.  Alexander.  Suite 
412  Empire  Building.  710  North  Plankin- 
ton  Avenue.  Milwaukee    Wl  53203    Au- 


thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregxilfiir 
routes,  transporting:  <1)  Lime  and  lime 
products,  from  )>oints  in  Dodge.  Fond  du 
Lac,  and  Brown  Counties,  Wis  ,  to  points 
in  Ma<lison  and  St.  Claire  Counties,  111  . 
Jefiferson,  St.  Charles,  and  St.  Louis 
Counties,  Mo.,  points  in  Indiana  and 
Sioux  City.  Iowa  and  Buffalo.  Minn.,  and 
'2'  Pallets,  from  points  in  Madison  and 
St.  Claire  Coimties,  111..  Jefferson.  St. 
Charles,  and  St.  Louis  Counties.  Mo, 
points  in  Indiana.  Sioux  City,  Iowa,  and 
Buffalo,  Minn.,  to  points  in  Dodge.  Fond 
du  Lac,  and  Brown  Counties,  Wis  .  under 
a  continuing  conti-act.  or  contracts,  with 
Western  Lime  &  Cement  Company. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Milwaukee 
Wi:, 

No  MC  134064  -Sub-No  5'.  filed  May  6. 
1977.  Applicant:  INTERSTATE  TRANS- 
PORT, INC..  1820  Atlanta  Highway. 
Gainesville.  Georgia  30501.  Apphcant's 
representative:  Charles  M.  Williams.  350 
Capitol  Life  Center,  1600  Sherman 
Street.  E>enver.  Colorado  80203  Author- 
ity to  operate  as  a  coimnon  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Prepared  flour  mixes  and 
frosting  mixes,  from  the  plantsite  and 
storage  facilities  of  Chelsea  Milling  Co. 
at  or  near  Chelsea,  Michigan,  to  point.s 
in  Alabama,  Florida,  <3eorgia.  North 
Carolina,  South  Carolina,  and  Tennessee. 

Note. — Common  control  may  be  Involved 
If  a  hearing  Is  deemed  necessary.  Applicant 
requests  that  It  be  held  at  Detroit.  Michigan. 

No.  MC  134150  (Sub-No.  12).  filed 
May  6.  1977.  Applicant:  SOUTHWEST 
EQUIPMENT     RENTAL,     INC.     d  b  a 

Southwest  Motor  Freight.  2931  South 
Market  Street.  Chattanooga.  Tennessee 
37410.  Applicant's  representative:  Pat- 
rick E.  Quinn.  P.O  Box  82028.  Lincoln. 
Nebraska  68501.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Medical,  dental  and  consumer  care 
products,  and  materials,  equipment  and 
supplies  used  in  the  manufacture,  pro- 
duction, and  distribution  of  the  above- 
named  commodities,  between  the  facili- 
ties of  Cutter  Laboratories  located  at  or 
near  Berkeley.  California;  San  Lorenzzo. 
California:  Covina.  California:  City  of 
Industry.  CaUfornia;  Chattanooga.  Ten- 
nessee: Clayton.  North  Carolina,  and 
Ogden,  Utah  on  the  one  hand.  and.  on 
the  other,  points  in  the  United  States 
'except  Alaska  and  Hawaii) .  restricted  to 
traffic  originattiig  at  or  destined  to  the 
facilities  of  Cutter  Laboratories.  Inc., 
further  restricted  against  the  transporta- 
tion of  commodities  in  bulk,  in  tank  ve- 
hicles, and  further  restricted  to  a  trans- 
portation service  to  be  performed  under 
a  continuing  contract,  or  contract.'^,  with 
Cutter  Laboratories.  Inc. 

NoTE.^If  a  hearing  is  deemed  nece.vsary. 
applicant  requests  it  be  held  at  San  Fran- 
cisco. California  or  Lo«  Angeles.  California 
Applicant  holds  common  carrier  authority  In 
MC- 138157  and  subs  thereunder,  therefore 
dual  operations  may  be  Involved  C<->mmoB 
control  may  also  be  involved. 


No  MC  134404  (Sub-No.  35).  filed 
April  29.  1977.  Applicant:  AMERICAN 
TRANS -FREIGHT,  INC.,  P.O.  Box  796, 
Manville,  N.J.  08835.  Applicant's  Repre- 
sentative Eugene  M.  Malkin,  5  World 
Trade  Center,  Suite  6193.  New  York,  NY. 
10048.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  '1'  paper 
paper  products,  pulpboard,  and  particle 
board,  from  Franklin  Va.  to  points  in 
Kentucky,  and  '2'  materials,  equipment, 
and  supplies  used  in  the  production,  dis- 
tribution, or  sale  of  the  aforementioned 
commodities  (except  commodities  in 
bulk ' .  from  poiiits  in  Kentucky  to 
Franklin  and  Richmond,  Va.,  under  a 
contmuing  contract  or  contracts  wiili 
Union  Camp  Corporation  of  Wayne,  N.Y. 

Note. — If  a  hearing  is  deemed  necessarj 
applicant  requests  that  it  be  held  at  New 
York.   NY.   or   Wa.->hlngton,   DC 

No  MC  134477  (Sub-No.  166',  filed 
May  4.  1977  Applicant:  SCHANNO 
TRANSPORTATION.  INC..  5  West  Men- 
dota  Road,  West  St.  Paul.  MN  55118.  Ap- 
plicant s  representative:  Robert  P.  Sack. 
P.O.  Box  6010.  West  St.  Paul,  MN  55118 
Autlionty  sought  to  operate  as  a  common 
carrier  by  motor  vehicle,  over  irregular 
routes,  transporting  alcoholic  beverages 
I  except  malt  beverages  and  conunodities 
m  bulk ' ,  from  Minneapolis,  Minnesota  to 
Omaha.  Nebraska. 

Note — If  a  hearUig  ts  deemed  necessary, 
applicant  requests  It  be  held  at  Minneapolis 

Minnesota 

No.  MC  134477  'Sub-No.  167',  filed 
Mav  3.  1977.  Applicant:  SCHANNO 
TRANSPORTATION.  INC  ,  5  West  Men- 
dota  Road.  West  St  Paul.  MN  55118.  Ap- 
phcant's representative:  Robert  P  Sack, 
P.O.  Box  6010.  West  St.  Paul.  MN  55118. 
Authority  sought  to  operate  as  a  com- 
mon carrwr  by  motor  vehicle,  over  Ir- 
regular routes,  transporting  Alcoholic 
beverages  'except  malt  beverages  and 
commodities  in  btilki ,  from  Jacksonville, 
Fla;  Boston.  Mass;  and  points  in  Cali- 
fornia. Illinois,  Indiana,  Kentucky, 
Mar>-land.  Massachusetts,  Michigan. 
New  Jersey,  Ohio,  Pennsylvania,  and 
Tennessee  to   Minneapolis.  Minn.      ^ 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  request  It  be  held  at  Minneapolis. 
Minnesota. 

No.  MC  134755  <Sub-No  98'.  filed 
March  30,  1977.  Applicant:  CHARTER 
EXPRESS.  INC  .  1959  E.  Turner  Street. 
PO  Box  3772.  Springfield.  Mo.  65804. 
Applicant's  representative:  Larry  D. 
Knox.  900  HubbeU  Building,  Des  Moines. 
Iowa  50309.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  \ehicle, 
over  irregular  routes,  transporting: 
Meat,  meat  products  and  meat  by-pro- 
ducts, aJid  articles  distribtUed  by  meat 
packinghouses.  a.«  described  in  Sections 
A  and  C  of  Api^endix  I  to  the  report  in 
Motor  Carrier  Certificates.  61  M.C.C.  209 
and  766  'except  hides  and  commodities 
in  bulk  • ,  from  the  plantsite  of  Madison 
Poods,  Inc.  and  the  warehouse  facilities 
utilized  by  Armour  and  Company  located 
at  Madison.  Nebr  ,  to  points  in  CormecU- 
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cut.  Delaware.  Maine,  Maryland,  Mas- 
sachusetts. New  Jersey,  New  York,  Penn- 
sylvania, New  Hampshire.  Rhode  Lsland. 
Virginia,  Vermont,  West  Virginia,  and 
the  District  of  Columbia. 

Note. — Applicant  bolcLs  contract  carrier 
authority  In  MC  138398  (Sub-No,  2)  and 
suJ>  numbers  thereunder,  therefore  dual 
operations  may  b«  Involved.  Common  con- 
trol may  also  be  involved.  If  a  hearing  Is 
deemed  necessary,  applicant  reque.sts  It  bo 
held  at  either  Kansas  City,  Mo.  or  Omaha, 
Nebr. 

No.  MC  135684  (Sub-No,  37),  filed 
April  28.  1977.  Applicant:  BASS  TRANS- 
PORTATION CO.  INC.,  P.O.  Box  391, 
Old  Croton  Road.  Flemington,  N.J,  08822. 
Applicant's  representative:  Herbert  Alan 
Dubln,  Federal  Bar  Building:  West,  1819 
H  Street.  N.W,.  Suite  1030,  Washington. 
D.C,  20006,  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Plastic  Materials,  in  bulk,  in  tank  vehi- 
cles, from  Edgewater.  N.J,  to  points  in 
Connecticut.  Delaware.  Maryland.  Mas- 
sachusetts. New  Jersey.  New  York.  Penn- 
sylvania. FU:iode  Island,  and  the  District 
of  Columbia. 

NoTT. — Applicant  holds  motor  contract  au- 
thority In  No.  MO  87720  and  sub  numbers 
thereunder,  therefore  dual  operations  may 
be  Involved.  If  a  hearing  Is  deemed  neces- 
sary, applicant  reqviests  It  be  held  at  either 
New  York.  NY  or  Washington,  DC'. 

No.  MC  135873  (Sub-No.  4',  filed 
April  28.  1977.  Applicant:  K  S  S  TRANS- 
PORTATION CORPORATION.  Route  1 
and  Adams  Station,  North  Brunswick. 
New  Jersey  08902.  Applicant's  repre- 
sentative: Daniel  C.  SulUv^ui.  &.q.,  10 
South  LaSalle  Street.  Suite  1600,  Chi- 
cago. Illinois  60603.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Such  commodities  as  are  manufac- 
tured, used,  or  dealt  In  by  manufacturers 
or  distributors  of  printed  matter,  paper, 
and  paper  products,  between  Metuchen. 
North  Brunswick,  Newark,  and  Linden, 
N.J..  on  the  one  hand.  and.  on  the  other, 
points  in  the  United  States  (except 
.Maska  and  Hawaii  >,  under  a  continuing 
contract  or  contracts  with  Beatrice 
Foods  Co. 

Note  —If  a  hearing  Is  deemed  necessary 
the  appU^iu  requests  It  be  held  at  Wash- 
ington, D«. 

No.  MC  138235  (Sub-No.  13),  filed 
April  4.  1977.  Applicant:  DECKER 
TRANSPORTATION  COMPANY.  IN- 
CORPORATED. 412  Route  23.  Pompton 
Plains.  N.J.  07444.  Applicant's  repre- 
sentative: George  A.  OLsen.  69  Tonnele 
Avenue.  Jersey  City.  N.J.  07306.  Au- 
tliority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Wine,  brandies, 
and  vinegars  (except  in  bulki  and  com- 
modities otlierwtse  exempt  from  eco- 
nomic regulation  under  Section  203(b) 
(6)  of  the  Interstate  Commerce  Act. 
when  transported  In  the  same  vehicle 
v.ith  commodities  subject  to  regulation, 
in  irL-ulatcd  equipment,  from  Guastl  and 
Cucamonga,  Calif.,  to  points  in  Delaware. 


minols.  Indiana.  Maryland.  Michigan. 
New  Jersey,  New  York,  Ohio,  Pennsyl- 
vania, West  Virginia,  and  Wisconsin, 
under  a  continuing  contract,  or  con- 
tracts, with  Brookslde  Vineyard  Co. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  San 
Francisco  or  Los  Angeles.  Calif. 

No.  MC  138328  (Sub-No.  37),  filed 
AprU  28,  1977.  Applicant:  CLARENCE  L. 
WERNER,  d'h/a  WERNER  ENTER- 
PRISES. 1-80  and  Hiway  50,  Omaha. 
Nebr.  68137.  Applicant's  representative: 
Donna  Ehrlich.  P.O.  Box  37308,  Omaha, 
Nebraska  68137.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Buildings,  coviplete,  knocked  down 
or  in  sections,  and  component  parts, 
materials,  supplies,  and  fixtures,  and 
accessories  used  in  the  erection  and  con- 
structitMn  of  buildings,  from  the  facilities 
of  Mitchell  Engineering  Company,  di- 
vision of  The  Ceco  Corporation,  located 
at  or  near  Mount  Pleasant.  Iowa,  to 
points  in  Arizona,  California,  Idaho. 
Montana.  Nebraska,  Nevada,  Oregon, 
New  Mexico,  Utah,  'Washington,  and 
Wyoming. 

Note — Applicant  holds  contract  carrier 
authority  in  MC  133233  Sub  1  and  subs 
thereunder,  therefore  dual  operations  may 
be  Involved.  If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Chicago,  111. 

No.  MC  138635  (Sub-No.  39),  filed 
AprU  29.  1977.  Applicant:  CAROLINA 
WESTERN  EXPRESS.  INC.,  Box  3961, 
Gastonia,  N.C.  28052.  Applicant's  repre- 
sentative: Eric  Meierhoefer,  Suite  712, 
1511  K  St.  NW..  Washington.  D.C.  20005. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods,  frwn 
Ridgely.  Md.,  to  points  in  North  Carolina. 
South  Carolina,  Georgia,  Florida,  Ala- 
bama, Tennessee,  Texas,  and  Virginia. 

Note. — Applicant  holds  motor  contract 
carrier  authority  In  No.  MC  136464  and  sub- 
numbers  thereunder,  therefore  dual  ojjera- 
tlons  maybe  involved.  If  a  hearing  Is  deemed 
necessary,  applicant  requests  It  be  held  at 
Washington.  DC. 

No.  MC  138875  (Sub-No.  54),  filed 
March  21.  1977,  Applicant:  SHOE- 
MAKER TRUCKITJG  CO..  a  corporation, 
11900  Franklin  Road.  Boise.  Idaho  83705. 
Applicant's  representative:  F.  L.  Sigloh 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting: Frozen  foods,  (except  meat 
and  meat  products,  and  meat  by-prod- 
ucts), and  articles  distributed  by  meat 
packinghouses,  as  described  in  Sections 
A  and  C  of  Appendix  I  to  the  report  in 
Descriptions  in  Motor  Carrier  Certifi- 
cates, 61  M.C.C.  209  and  766,  and  potato 
products  (except  frozen  and  except 
commodities  in  bulk),  from  points  in 
Idaho.  Oregon,  and  Washington  to  points 
in  Alabama.  Florida,  Georgia.  Kentucky. 
Mississippi.  North  Carolina,  South  Caro- 
lina, and  Tennessee. 


Note. — If  a  hearing  Is  deemed  necea":ar7. 
the  applicant  requests  it  be  held  at  either 
Boise,  Idaho,  or  Ontario.  Oreg. 

No.  MC  139091  (Sub-No.  19>.  fUed 
April  4,  1977.  Applicant:  LOG.AJ^  MO- 
TOR LINES,  INC..  2829  Mays  Street. 
Amarillo,  Tex.  79109.  Applicant's  repre- 
sentative: Gailyn  Larsen,  P.O.  Box  818-19. 
Lincoln  ,  Nebr.  68.501.  .Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: (1)  Candy  and  confectionary  items 
(except  commodities  in  bulk,  in  tank  ve- 
hicles) .  from  the  plantsite  and  storage 
facilities  of  Leaf  Confectionery  located 
at  Chicago,  HI.,  to  points  in  Connecticut. 
Delaware,  Indiana.  Kentucky.  Maine, 
Maryland,  Massachusetts.  Michigan. 
New  Hampshire,  New  Jersey.  New  York, 
Ohio,  Pennsylvania.  Rhode  Island.  Ver- 
mont. Virginia.  West  Virginia,  and  the 
District  of  Columbia:  and  '2t  such  com- 
modities as  are  used  in  the  manufacture 
and  distribution  of  candy  and  confec- 
tionery items  (except  in  bulk,  in  tank  ve- 
hicles) .  from  points  in  Connecticut,  Del- 
aware, Indiana,  Kentucky.  Maine.  Marj-- 
land,  Massachusetts,  Michigan,  New 
Hampshire,  New  Jersey.  New  York.  Ohio, 
Pennsylvania.  Rhode  Island.  Vermont. 
Virginia,  West  Virginia,  and  tlie  District 
of  Columbia  to  the  plantsite  and  storage 
facilities  of  Leaf  Confectionery  located 
at  or  near  Chicago,  111.,  under  a  continu- 
ing contract  or  contracts  with  Leaf 
Confectionery. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Chicago,  111.,  or  Washington,  D.C. 

No.  MC  139116  I  Sub-No.  3>.  filed  April 
29,  1977.  Applicant  R.  W.  STEELE,  d.b.a. 
R.W.  Steele  Trucking  Co  .  320  Heaslet 
St.,  Clovis,  N.  Max.  88101.  Applicant's 
representative:  Hugh  T.  Matthews.  2340 
Fidelity  Union  Tower.  Dallas,  Tex.  75201. 
Authority  sought  to  operate  as  a  common 
carrier  by  motor  vehicle,  over  irregular 
routes,  transporting:  Self-propelled  irri- 
gation systems  and  parts  for  self-pro- 
pelled irrigation  systems  (except  com- 
,modities  which  require  the  use  of  special 
equipment,  plastic  pipe,  and  plastic  tub- 
ing) ,  between  points  in  Filln^ore  County, 
Nebr,,  on  the  one  hand,  and,  on  the  otlier. 
points  in  the  United  States  (except  Alas- 
ka and  Hawaii) . 

Note, — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Dallas,  Te>:, 

No.  MC  139193  (Sub-No,  64),  filed 
April  28,  1977,  Applicant:  ROBERTS  & 
OAKE,  INC.,  P.O.  Box  1356.  Sioux  Fails. 
S.  Dak.  57101.  Applicant's  representa- 
tive: Jacob  P.  Billig,  2033  K  Street  NW., 
Washington,  D.C.  20006.  Authority 
sought  to  or>erate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
ti'ansporting :  Meats,  yneat  products, 
meat  by-products,  dairy  products,  and 
articles  distributed  by  meat  packing- 
houses, as  described  in  Sections  A.  B.  and 
C  of  Appendix  I  to  the  report  in  Descrip- 
tions in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766  'except  hides  and  liq- 
uid commodities  in  bulk ) ,  from  the 
plantsite  and  storage  facilities  of  John 
Morrell  &i  Co.,  Sioux  Falls,  S.  Dak.,  to 
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points  in  Nebraska  on  and  west  of  U.S. 
Highway  183.  under  a  continuing  con- 
tract or  contracts  with  John  Morrell  & 
Co. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Wnshliigton, 
DC  ,  or  Chicago,  111. 

No.  MC  139193  'Sub-No.  65 1 ,  filed  May 

2.  1977.  Applicant:  ROBERTS  L  OAKE, 
INC.,  P.O.  Box  1356.  Sioux  Falls.  S.  Dak. 
57101.  Applicant's  representative:  Jacob 
P.  BUlig.  2033  K  Street  NW.,  Washington. 
DC.  200,06.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Meats,  meat  products,  and  meat  by- 
products, as  described  in  Sections  A  and 
C  of  .Appendix  I  to  the  report  in  De- 
scriptions in  Motor  Carrier  Certificates, 
61  M.C.C.  209  and  766  i  except  hides  and 
liquid  commodities  in  bulk' .  from  Clarks- 
ville.  Term.,  to  points  in  Connecticut. 
Marv'land,  Massachusetts.  New  Hamp- 
shire. New  Jersey.  New  York.  Ohio.  Penn- 
sylvania. Rhode  Inland,  and  Virginia, 
under  a  continuing  conti-act  or  contracts 
with  Frosty  Mom  Meats.  Inc. 

Note — If  a  hearing  is  deemed  necessary, 
applicant  requests  that  it  be  held  at  Wash- 
ington, DC.  or  Chicago,  111 

No.  MC  139227  'Sub-No.  3'.  filed  May 

3,  1977,  Applicant:  ROYAL  TRANS- 
PORTS. INC..  PO  Box  12628  North 
Kansas  City.  Mo.  64116.  Applicant's 
representative:  Robert  L.  Haw-kins.  Jr.. 
P.O.  Box  456,  Jefferson  City.  Mo.  65101. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregiOar 
routes,  transporting:  crude  oil.  in  bulk  in 
tank  vehicles,  from  Richardson  Countj'. 
Nebr..  to  poiiits  in  Miami  and  Johnson 
Counties.  Kans, 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Kansas 
City,  Mo. 

No.  MC  140033  < Sub-No  24  • .  filed  May 
3.  1977.  Applicant:  COX  REFRIGER- 
ATED EXPRESS.  INC..  10606  Goodnight 
I.ane.  Dallas.  Tex,  75220.  Applicant's 
representative:  Lawrence  A.  Winkle.  P.O. 
Box  45538.  Dallas.  Tex  75245.  Authority 
.sought  to  operate  as  a  commo7i  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meat,  meat  products,  meat 
hvproducts.  and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec- 
tions A  and  C  of  Appendix  I  to  the  report 
in  Descriptions  in  Motor  Carrier  Certifi- 
cates. 61  M.C.C.  209  and  766  (except 
hides,  skins,  and  commodities  in  bulk.  In 
tank  vehicles),  from  Fort  Morgan.  Den- 
ver, and  Sterling.  Colo.,  to  points  In  the 
states  of  Illinois,  Ohio.  Pennsylvania. 
New  York,  Maryland,  Massachusetts, 
New  Hampshire,  and  New  Jersey. 

HEARING:  Beginning  June  20.  1977. 
at  Denver.  Cok>,.  before  Administrative 
Law  Judge  Edward  J  Reldy, 

No.  MC  140389  ( Sub-No  16 ' .  filed  May 
5.  1977.  Applicant:  OSBORN  TRANS- 
PORTATION. INC.,  PO,  Box  1830,  High- 
way 77,  Gadsden.  Ala  35902,  Applicant's 
representative:  Larry  Smith,  P.O,  Box 
1830.  Highway  77.  Gadsden.  Ala    35902 


Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Meat,  meat  prod- 
ucts, meat  by-products,  and  articles  dis- 
tributed by  meat  packinghouses  as 
described  in  Descriptions  in  Motor  Car- 
rier Certificates,  61  M,C,C,  209  and  766 
(except  hides  and  commodities  in  bulk), 
from  points  in  Colorado  to  points  in 
Alabama.  Florida,  Georgia,  Illinois.  In- 
diana. Iowa.  Michigan.  Mirmesota.  Mis- 
souri. North*  Carolina.  North  Dakota. 
South  Carolina.  South  Dakota.  Tennes- 
see, and  Wisconsin. 

Note, — Hearing  beginning  June  20.  1977  at 
Denver.  Colo,,  before  Administrative  lAW 
Judge  Edward  J.  Reidy  Commor^control  may 
be  Involved. 

No.  MC  140878  (Sub-No.  3'.  filed 
May  6.  1977.  Apphcant:  SOUTHSIDE 
TRUCKING  CO..  INC.,  401  Miu-ry  s 
Avenue.  Alexandria.  Va.  22301  Appli- 
cants representative:  Henr>-  U.  Suavely. 
410  Pine  Street.  Vienna,  Va.  22180.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  in-egular 
routes,  transporting:  d)  iTisulation.  and 
(2)  equipment,  materials,  and  supplies 
used  in  the  manufacture,  sale,  distribu- 
tion, and  installation  of  insulation,  be- 
tween the  facilities  of  Cellin  Manufac- 
turing, Inc..  at  Lorton.  Va..  and  Guilder- 
land.  N.Y..  on  the  one  hand,  and  on  the 
other,  points  in  Comiecticut,  Delaware. 
District  of  Columbia.  Kentucky,  Maine. 
Maryland.  Massachusetts.  New  Hamp- 
shire. New  Jersey.  New  York.  North 
Carolina,  Ohio,  Pennsylvania.  Rhode  Is- 
land. South  Carolina,  Tennessee,  Ver- 
mont. Virginia,  and  West  Virginia  re- 
stricted In  (1)  and  '2'  above  'Ai  against 
the  transportation  of  commcxiities  in 
bulk,  and  'Bi  to  the  performance  of  a 
transportation  service  under  a  continu- 
ing contract  or  contracts  with  Cellin 
Manufacturing.  Inc..  located  at  Lorton, 
Va. 

Note, — If  a  hearing  is  deemed  neies^ary. 
applicant  requests  that  it  be  held  at  Wash- 
ington. DC. 

No.  MC  140883  <  Sub-No.  12  ' ,  filed  Mav 
5.  1977,  Applicant:  DOWNS  TRANS- 
PORTATION^ CO,  INC.  2705  Canna 
Ridge  C^ircle  NE,.  Atlanta.  Georgia  30345, 
Applicant's  representative:  Paul  M, 
Daniell.  1600  F^rst  Federal  Building.  At- 
lanta, Georgia  30303  .\uthority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Plastic  articles,  (except  in  bulk  > . 
from  points  in  Newton  and  Rockdale 
Counties.  (Georgia  to  points  in  West  Vir- 
ginia, under  a  continuing  contract,  or 
contracts,  with  Mobil  Chemical  Com- 
pany. Plastics  Division  located  at  Mace- 
don.  N,Y. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Atlanta. 
Ga. 

No  MC  141012  (Sub-No.  3'  filed 
March  30.  1977,  Applicant:  BINGHAM 
TRANSPORTATION,  INC,  2005  E  Ave- 
nue. Baxter  Springs.  Kans.  66713.  Appli- 
cant's representative:  Clyde  N.  Christey. 
514  Capitol  Federal  Bldg.,  Topeka.  Kans 
66603    Authority  .sought  to  operate  as  a 


contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  d)  Light- 
u  eight  aggregate,  from  Franklin  and  Mc- 
Piierson  Counties.  Kans..  to  points  in 
Missouri  on  and  south  of  U.S.  Highway 
54.  and  points  on  and  west  of  Missouri 
Highway  5  and  points  in  Oklahoma,  (2) 
sand  and  gravel,  (ai  from  Tulsa  and 
Muskogee  Counties.  Okla,.  to  points  in 
Kan.sas  on  and  south  and  east  of  US 
Highway  35.  and  (b'  from  points  m  Kan- 
sas on  and  south  of  Interstate  Highway 
70.  and  points  on  and  east  of  US  Higli- 
way  183.  to  points  in  Missouri  on  and 
south  of  US.  Highwa>'  54.  and  points  or. 
and  west  of  Missouri  Highway  5.  and 
points  in  Oklalioma,  (3)  gravel,  from 
Tulsa  and  Muskogee  Comities,  Okla..  to 
points  in  Missouri  on  and  west  of  US 
Highway  65.  (4t  limestone,  sand  and 
gravel,  from  points  in  Missouri  on  and 
south  of  Interstate  Highway  70.  and 
points  on  and  west  of  U.S.  Highway  65. 
to  points  m  Kansas  on  and  south  and  east 
of  Interstate  Highway  35:  and  '5>  sand. 
from  Cherokee  County,  Kans..  to  points 
in  Oklahoma,  mider  a  continuing  con- 
tract or  contracts  in  ( 1 )  through  1 5  > 
with  Bingham  Sand  &  Gravel  Co..  Inc. 

Note — If  a  hearing  Is  deemed  necessary 
tlie  applicant  requests  it  be  held  at  Kiinsiv- 
Ci*y.  Mo. 

No  MC  141167  (Sub-No.  1>.  filed  April 
4.  1977.  Applicant;  LANGDON  TRANS- 
PORTATION. INC.,  14625  Carmenita. 
Suite  222.  Norwalk.  Calif.  90650.  Appli- 
cant's representative:  MUton  W.  Flack. 
4311  Wilshire  Blvd..  Suite  300.  Los  An- 
geles. Calif.  90010.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: 111  Coil  steel,  requiring  heat  and 
humidity  control,  in  mechanical  refriger- 
ated units,  from  Dearborne.  Mich  : 
Sharon.  Pa  :  and  Chicago,  111.;  to  the 
plantsite  of  American  Safety  Equipment 
Corp..  located  at  Pacoima.  Calif,;  (2' 
molded  plastic  parts  and  hardware  used 
in  the  manufacture  of  seat  belts  and 
seat  belt  parts,  from  the  ports  of  entn>' 
on  the  International  Boundary  Line  be- 
tween the  United  States  and  Canada,  lo- 
cated at  or  near  Buffalo.  N,Y,.  and  De- 
troit, Mich.,  and  from  Chicago,  111.,  to 
the  plantsites  of  American  Safety  Equip- 
ment Corp..  located  at  Pacoima  and 
FYesno,  Calif.;  and  Palmyra,  Mo.;  '3' 
plastic  safety  helmets,  from  the  plantsite 
of  American  Safety  Equipment  Corp.. 
located  at  San  Diego.  Calif.,  to  Wichita 
Kans  ;  Kansas  City  and  Cape  Girardeau. 
Mo.:  MmneapolLs.  Minn.;  Antioch  and 
Granite  City.  Ill  :  Columbus  and  Dayton. 
Ohio:  Palisades  Park.  N.J.;  Little  Rock. 
Ark.;  Monroe  and  Baton  Rouge.  La.. 
Prattville.  Ala.:  and  Clearwater.  Fla.; 
'4)  stamping,  iron  and  steel,  used  in  the 
manufacture  of  seat  belts 'and  seat  belt 
parts,  from  the  plantsite  of  American 
Safety  Equipment  Corp,,  located  at  Pa- 
coima, Calif,,  to  the  plantsite  of  Ameri- 
can Safety  Equipment  Corp,,  located  at 
Palmyra.  Mo  ;  and  (5)  return,  refused 
and  rejected  shipments  of  the  commodi- 
ties named  In  (D-(4)  above,  from  the 
destination    points    named    In    (l)-(4) 
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above  to  their  respective  origin  points, 
restricted  In  ( 2  >  above  to  traffic  originat- 
ing at  Toronto,  and  Ontario,  Canada, 
under  a  continuing  contract,  or  con- 
tracts, in  a»-<5)  above,  with  American 
Safety  Equipment  Corp. 

NoTX— It  a  hearing  la  deemed  necessary, 
applicant  requests  it  be  held  at  Los  Angeles. 
CaUf 

No  MC  14U93  I  Sub-No  1'.  filed  May 
3  1977  Applicant:  MASSA  TRUCKING 
&'  LEASING  CORP..  132  Cherrj-  Lane, 
Medford,  New  York  11763.  Applicant's 
representative:  Thomas  F.  X.  Foley.  P.O. 
Box  1409.  167  Fairfield  Road.  Fairfield, 
New  Jersey  07006.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  tran.-^port- 
ing:  lamps  and  lamp  shades  and  materi- 
als and  supplies  used  in  the  manufacture 
of  lamps  and  lamp  shades;  between  Bay- 
shore.  Brent-wood  and  Hauppauge.  N.Y., 
on  the  one  hand.  and.  on  the  other.  New 
York.  NY.  and  points  in  New  Jersey 
within  the  New  York.  NY.  Commercial 
Zone,  as  defined  by  the  Commission,  and 
Chfton.  Irvmgton.  New  Brunswick.  Pas- 
saic, Paterson.  Pompton  Plains  and  Som- 
ervUle,  NJ. 

Note.— If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  it  be  held  at  New 
York.  N.Y. 

No  MC  142065  (Sub-No.  6'.  filed  May 
2  1977.  Applicant:  DAVID  BENEUX 
PRODUCE  AND  TRUCKING,  INC..  Post 
Office  Drawer  F.  Mulberry.  Arkansas 
72947.  Applicant's  representative:  Don 
Garrison.  324  North  Second  Street,  Rog- 
ers. Arkansas  72756.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  tran-sport- 
ing:  Central  heating  units,  central  air 
conditioning  units,  furnaces,  air  coolers, 
water  evaporators,  condensing  units, 
compressors,  electric  motors,  parts, 
equipment  and  supplies,  from  Fort 
Smith.  Arkansas,  to  points  m  Arizona. 
California.  Nevada,  Oregon  and  Wash- 
ington, under  a  continuing  contract  or 
contracts  with  Rheem  Manufacturing 
Company.  Heating  and  Air  Conditioning 
Division,  at  or  near  Fort  Smith.  Ar- 
kansas. 

NoTi. — Applicant  has  peudiiuT  coir.mori 
carrier  authority  in  No.  MC  142672  and  subs 
thereunder,  therefore  dual  operations  may 
be  Involved.  If  a  hearing  is  deemed  necessary. 
the  applicant  requests  It  be  held  at  either 
Little  Rock.  Ark   or  T'.Usa.  Okla. 

No.  MC  142177  1  Sub-No.  1'.  filed 
May  6.  1977.  Applicant:  B.W.C.S  ,  INC., 
14  Park  Avenue.  Salem.  New  Hampshire 
03079.  Applicant's  representative:  Frank 
J.  Werner,  15  Court  Scjuare,  Boston.  Mas- 
sachusetts 02108.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
veliicle.  over  irregular  routes,  transport- 
ing; General  commodites  'except  lho.-^e 
of  unusual  value.  rla.s.<;es  A  and  B  explo- 
sives, household  goods  as  defined  by  the 
Commission,  commodities  In  bulk  and 
thope  commodities  requiring  special 
e<iulpment>.  between  points  In  New 
Hampshire,  Maine.  Vermont.  Massachu- 
setts and  Rhode  Island,  restricted  against 


the  transportation  of  any  package  or 
article  weisrhing  more  than  70  pounds  or 
exceeding  108  inches  in  length  and  girth 
combined,  and  each  package  or  article 
shall  be  considered  as  a  separate  and  dis- 
tinct shipment,  and  restricted  against 
transportation  of  packages  or  articles 
weighmg  in  the  aggregate  more  than  150 
poimds  from  one  consignor  at  one  loca- 
tion to  one  consignee  at  one  location  on 
any  one  date. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  It  be  held  at  either 
Concord,  N.H.  or  Boston  Mass. 

No.  MC  142207  (Sub-No.  9>,  filed 
April  29.  1977.  Applicant:  GULF  COAST 
TRRCK  SERVICES.  INC.,  Chef  Menteur 
Highway.  P.O.  Box  29287.  New  Orleans, 
Louisiana  70189.  Applicant's  representa- 
tive: Alan  E.  Serby,  Suite  375,  3379 
Peachtree  Road  NE.,  Atlanta,  Georgia 
30326.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Lumber, 
plirwood.  and  teated  poles  and  pilings. 
from  the  plantsites  and  warehouse  facil- 
ities of  International  Paper  Company  lo- 
cated at  or  near  Wiggins.  Miss.;  Derldder, 
La.:  and  Nacogdoches.  Henderson  and 
Navasota.  Tex.,  to  points  In  Louisiana, 
Arkansas,  Texas.  Oklahoma.  Kansas. 
Missouri,  Illinois.  Iowa.  Nebraska.  New 
Mexico,  Colorado,  Wyoming.  North  Da- 
kota. South  Dakota.  Minnesota,  and  Wis- 
consin. 

Note. — If  a  hearing  is  deemed  rcces-^ary. 
the  applicant  requests  It  be  held  at  New 
Orleans.  Common  control  may  be  involved. 

Docket  No.  MC  142207  (Sub-No.  10^ 
filed  April  29,  1977.  Applicant:  GULP 
COAST  TRUCK  SERVICES,  INC.,  Chef 
Menteur  Highway.  P.O.  Box  29287,  New 
Orleans.  Louisiana  70189.  Applicant's 
representative:  Bruce  E.  Mitchell,  Suite 
375,  3379  Peachtree  Road,  N.E..  Atlanta, 
Georgia  30326.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Composition  building  boards  and 
parts,  materials  and  accessories  Inci- 
dental to  the  Installation  thereof,  from 
the  plantsite  and  warehouse  facilties  of 
National  Gypsum.  Inc.  located  at  or  near 
Mobile.  Ala.,  to  points  in  Arkansas,  Iowa, 
Kansas.  Louisiana.  Mississippi.  Missouri, 
Nebraska.  Oklahoma  and  Texas. 

Note — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  (1)  Mo- 
bile. Alabama;    (2)    New  Orleans,  Louisiana. 

No.  MC  142610  (Sub-No.  6>.  filed 
May  5.  1977.  Applicant;  ACTION  MO- 
TOR EXPRESS.  INC.,  P.O.  Box  29102, 
8307  Almonaster  Avenue,  New  Orleans, 
Louisiaim  70189.  Applicant's  representa- 
tive; Sandra  H.  Roberson,  P.O.  Box 
29102,  New  Orleans,  Louisiana  70189. 
Authority  sought  to  operate  as  a  com- 
7non  carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting;  canned  and 
bottled  drinks,  can  ends,  and  compo- 
nents, from  the  plant  site  of  Coa.stal 
Canning  EnterprLses  at  Reserve,  La.,  to 
points  in  the  States  of  Alabama.  MLs.sLs- 
sippi.  Louisiana,  Texas,  and  Florida,  and 
materials  and  supplies  used  in  the  man- 
ufacture   thereof,    from    points    In    the 


above  desination  States   to   the  above 
origin  point. 

Note. — Applicant  Bolda  contract  carrier 
authority  in  No.  MC  140421  (Sub-No.  3), 
therefore  dual  operations  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  '..he  appli- 
cant requests  it  be  held  at  New  Orleans,  or 
Baton  Rouge,  La. 

No.  MC  142672  (Sub-No.  3»,  filed 
May  2.  1977.  Applicant;  DAVID  BE- 
NEUX PRODUCE  AND  TRUCKING, 
INC.,  Post  Office  Drawer  F,  Mulberry, 
Arkansas  72947.  Applicant's  representa- 
tive: Don  Garrison,  324  North  Second 
Street.  Rogers,  Arkaiisas  72756.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting;  Confectionery  and 
Chewing  Gum.  from  Philadelphia.  Penn- 
sylvania, to  points  in  Arizona,  California, 
Nevada  and  New  Mexico. 

Note. — Applicant  has  pending  contract 
carrier  authority  in  No.  MC  142065  (Sub- 
Nos.  1  and  3),  therefore  daal  operaUous  may 
be  involved.  If  a  hearing  is  deemed  neces- 
s.iry,  the  applicant  requests  !t  be  held  at 
either  Philadelphia,  Pa.  or  Little  Rock,  Ark. 

No.  MC  142672  (Sub-No.  4\  filed 
May  2.  1977.  AppUcant:  DAVID  BE- 
NEUX PRODUCE  AND  TRUCKING. 
INC..  Post  Office  Drawer  F,  Mulberry, 
Arkan.sas  72947.  Applicant's  representa- 
tive: Don  Garrison,  324  North  Second 
Street,  Rogers,  Arkansas  72756.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting;  Confectionery  and 
Chewing  Cum,  from  Philadelphia,  Penn- 
sylvania, to  points  in  Arkansas,  Louisi- 
ana. Mississippi,  Oklahoma.  Tennessee 
and  Texas. 

Note. — Applicant  has  pending  contract 
carrier  authority  In  No.  MC  142065  (Sub- 
Nos.  1  and  3).  therefore  dual  operations  may 
be  Involved.  If  a  hearing  is  deemed  neces- 
sary, the  applicant  requests  that  It  be  tie'.i 
at  Philadelphia,  Pa.  or  Little  Rock,  Ark. 

No.  MC  142676  (Sub-No.  1 ' .  filed  May 
4.  1977.  Applicant;  Donnie  D.  Moorefield. 
Drawer  G.  Shady  Spring,  West  Virginia 
25918.  AppUcant 's  representative;  John 
M.  Friedman.  2930  Putnam  Avenue.  Hur- 
ricane, West  Virginia  25526.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Livestock  and  Poultry 
Feed,  in  bulk,  in  specialized  pneumatic 
unloading  equipment,  from  Rockwell, 
Kentucky  and  Harrisonburg,  Virginia  to 
points  in  West  Virginia,  under  a  continu- 
ing contract  or  contracts  with  Southern 
States  Cooperative,  Inc..  located  at  Rich- 
mc«id,  Virginia. 

Note — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  tt  be  held  at  either 
Char' es ton,  W.  Va.  or  Roanoke,  Va. 

No.  MC  2761  (Sub-No.  1  > .  filed  April  22, 
1977.  Applicant:  Gertrudiz  Rodriguez, 
doing  business  as  RODRIGUEZ  DELIV- 
ERY. 19110  N.W.  42nd  Avenue,  Miami, 
Fla.  33178.  Applicant's  representative: 
John  P.  Bond,  2766  Douglas  Road,  Miami, 
Pla.  33133.  Applicant  seeks  authority  as  a 
common  carrier,  over  irregular  routes, 
in  the  transportation  of  General  com- 
modities, (except  the  transportation  of 
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said  commodities  in  bulk.  Class  A  and  B 
explosives,  livestock,  household  goods, 
commodities  requiring  special  handling 
and  special  equipment  and  cement) ;  be- 
tween those  points  in  that  part  of  Dade 
Coimty,  Fla..  lying  east  of  Florida  High- 
way 27.  south  of  Florida  Highway  826. 
north  of  Florida  Highway  94  and  west  of 
the  Atlantic  Ocean,  restricted  to  ship- 
ments having  a  prior  or  subsequent 
movement  by  water. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Miami.  Fla. 

No.  MC  142923  (Sub  No.  1'.  filed  May 

5,  1977.  Applicant  FLASH  EXPRESS  CO.. 
mC.  30  Park  Avenue.  P.O.  Box  281. 
Englishtown.  N.J.  07726.  Applicant's  rep- 
resentative: Robert  B.  Pepper.  168  Wood- 
bridge  Avenue.  Highland  Park.  N.J.  08904. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting  ( 1  >  Waste  Water 
Treatment  and  Pumping  Equipment 
Units,  and  Materials  and  Supplies  used 
in  connection  and  installation  therewith, 
(except  m  bulk),  from  points  In  New 
Jersey  to  points  m  the  United  States  east 
of  the  Mississippi  River,  and  St.  LouLs. 
Mo.,  and  '2*  Materials  and  Supplies  used 
in  the  manufacturing  of  wast*  water 
treatment  and  ptmiping  equipment  unit.s. 
(except  in  bulk  > .  from  points  m  the 
United  States  east  of  the  Mississippi 
River  and  St.  LouLs,  Mo.,  to  points  in  New 
Jersey,  under  a  continuing  contract  or 
contracts  with  Remsco  Associates.  Eng- 
lishtown. N.J. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Newark,  N.J.  or  New  York.  NY. 

No;  MC  142937  (Sub  No.  2),  filed  May 

6,  1977.  Applicant:  Darrell  A.  Carlson, 
doing  business  as  CARLSON  TRUCK- 
ING, Route  1.  Parkers  Pi'airle.  Minnesota 
56361.  Applicant's  representative:  James 
B.  Hovland.  414  Gate  City  Building.  P.O. 
Box  1637,  Fargo,  North  Dakota  58102.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Sprinkling  and  ir- 
rigation systems  and  parts  and  attach- 
ments for  sprinkling  and  irrigation  sys- 
tems, from  points  In  Nebraska  to  point.s 
in  Minnesota  mider  a  continuing  con- 
tract, or  contracts,  with  Mid-Minnesota 
Irrigation  Supply 

Note. — If  a  hearing  Is  necessary,  applicant 
requests  the  hearing  be  held  at  Omaha.  Ne- 
braska or  Minneapolis.  Minnesota. 

No.  MC  143029  (Sub-No.  1) ,  filed;  May 
2.  1977.  Applicant:  MC-MOR-HAN 
TRUCKING  CO.,  INC..  P.O.  Box  368, 
Shullsburg,  Wisconsin  53586.  Applicant's 
representative;  Donald  B.  Levtne.  39 
South  La  Salle  Street.  Chicago,  Illinois 
60603.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  ore  and 
ore  concentrates,  mine  rock,  mine  tail- 
ings, and  mining  supplies,  between 
points  In  Lafayette.  Iowa,  and  Grant 
Counties.  Wisconsin;  Dubuque  County. 
Iowa;  and  Jo  Daviess  County.  Illinois. 
under  a  continuing  contract  or  contracts 


with  Eagle -Plcher  Industries.  Inc  .  Min- 
erals Division. 

Note — Applicant  holds  common  carrier 
authority  li:  No.  MC  136774  and  sub  numbers 
thereunder,  therefore  dual  operations  may  be 
involved.  If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  It  be  held  at  Chicago. 
Illinois. 

No.  MC  143071  iSub  No.  1 ' ,  filed  April 
28.  1977.  Applicant:  UNIVERSAL  DE- 
VELOPMENT. INC..  Box  568.  York.  Ne- 
braska 68467.  Applicant's  representative; 
John  E.  Jandera.  641  Harrison  Street. 
Topeka,  Kansas  66603.  Authority  sought 
to  operate  as  a  common  carrier  by  motor 
vehicle  over  irregular  routes,  transport- 
ing Aluminum  coils,  from  Lancaster, 
Penn.;  Hamiibal,  Ohio;  Lewisport.  Ky.; 
and  Terre  Haute.  Ind..  to  the  plant  and 
warehouse  facilities  of  Kroy  Metal  Prod- 
ucts located  at  York.  Nebr.  Restricted 
to  traffic  originating  at  points  of  origin 
and  destined  to  points  of  destination. 

Note. — If  a  hearing  is  deemed  necessary. 
th«  applicant  requests  It  be  held  at  Omaha. 
Nebraska. 

No.  MC  143087  iSub-No.  H.  filed 
March  31.  1977.  Applicant;  <X)LDEN 
CIRCLE  CARTAGE.  INC.,  312  South 
Shannon  St.,  P.O.  Box  2183.  Jackson. 
Tenn.  38301.  Applicant's  representative; 
Palmer  L.  Downing  isame  address  as  ap- 
plicant I .  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting;  Pa- 
per scrap  and  waste  for  recycling,  (A) 
from  McCrory  and  Osceola,  Ark..  Boone- 
viUe.  Southaven,  and  Tupola.  Miss.,  to 
the  plant  site  and  facilities  of  the  Ten- 
nessee River  Pulp  and  Paper  Company 
located  at  or  near  Counce.  Tenn  ,  and  the 
plant  site  and  facilities  of  the  Packaging 
Corporation  of  America  located  at  or 
near  Nashville,  Term.,  and  (B>  between 
Jackson,  Tenn..  and  the  Packaging  Cor- 
poration of  America,  located  at  Nash- 
ville, Tenn.,  and  Counce,  Tenn  .  iC'  be- 
tween Jackson.  Tenn  .  and  the  plant  site 
of  the  Packaging  Corporation  of  Amer- 
ica located  at  Nashville.  Tenn..  'D'  be- 
tween the  Packaging  Corporation  of 
America  located  at  Nashville.  Jackson. 
and  Counce.  Term.;  and  (E)  irom  Jack- 
son. Tenn..  to  the  plant  site  of  the  Ten- 
nessee River  Pulp  &  Paper  Company  lo- 
cated at  Counce,  Tenn.,  imder  a  con- 
tinued contract  or  contracts  in  (Ai 
through  (E'  above  with  Packaginc  Cor- 
poration of  America. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Jackson  or  Na.shvUle,  Tenn. 

No.  MC  143137.  filed  April  1,  1977.  Ap- 
plicant; R.  F.  DEA  TRANSPORT.  INC.. 
5318  South  99th  Street,  Omaha.  Nebr. 
68127.  Applicant's  representative;  Arlj-n 
L.  Westergren.  Suite  530  Univac  Build- 
ing, 7100  West  Center  Road.  Omaha. 
Nebr.  68106.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Meats,  meat  products,  meat  by-products, 
and  articles  distributed  by  meat  packing 
houses,  as  described  In  Sectioi'us  A  and  C 
to  Appendix  I  to  the  report  in  Descrip- 


tions in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766  (except  hides  and 
commodities  m  bulk  > .  from  the  plantsite 
of  Columbia  Foods.  Inc..  a  Division  of 
Iowa  Beef  Processors  located  at  or  near 
WaUula.  Wash.,  to  points  in  Connecticut, 
Delaware.  Maryland.  Massachusetts, 
New  Jersey.  New  York,  Ohio.  Pennsyl- 
vania. Rhode  Island.  Virginia,  West  Vir- 
ginia and  the  District  of  Columbia,  re- 
stricted to  traffic  originating  at  tlie 
named  origins  and  destined  to  points  in 
the  named  destination  states. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Omaha, 
Nebr. 

Docket  No.  MC  143215.  filed  May  3. 
1977.  Applicant;  CYCLES  LIMITED. 
P.O.  Box  5715.  Jackson.  Miss.  39208.  Ap- 
plicant's representative:  Morton  E.  Kiel. 
Suite  6193.  5  World  Trade  Center.  New 
York.  NY.  10048.  Authority  sought  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting :  Floor  cov>- 
ering  and  floor  tile,  and  materials,  sup- 
plies and  equipment  used  in  the  liistalla- 
Uon  and  maintenance  of  floor  covering 
and  floor  tile,  between  the  plant  sites  of 
Armstrong  Cork  Co..  at  Lancaster,  Pa. 
and  East  Hempfield  Township,  at  or  near 
Landisville.  Pa.,  on  the  one  hand,  and, 
on  the  other,  points  In  California.  Ne- 
vada and  Oregon. 

Note. — Applicant  holds  contract  carrier  au- 
thority tn  MC  135435  and  subnumbers  there- 
under, therefore  dual  operations  may  be  in- 
volved. If  a  hearing  is  deemed  necessary,  ap- 
plicant requests  It  be  held  in  San  Francisco, 
Calif. 

No.  MC  143217,  filed  AprU  29,  1977 
Applicant:  A  &  W  TRUCK  SERVICE, 
INC  .  an  Arkansas  corporation.  Route  4. 
West  Siloam  Springs  Okla  72761  Appli- 
cants  attorney:  Tom  B  Kretsmger.  910 
Brookfield  Building.  101  West  Eleventh 
Street.  Kansas  (Tity,  Mo.  64105.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes 
tran.sporting;  Candy  and  confectionery. 
'  1 »  From  CentraJia.  Illinois  to  Sulphur 
Springs,  Texas;  and  <2»  from  Centralia, 
IllmoLs  and  Sulphur  Springs,  Texas  to 
points  ui  Arizona.  California,  Colorado. 
New  Mexico.  Nevada.  Oklahoma.  Oregon. 
Utah,  and  Washington  under  a  continu- 
ing contract  with  HoUj-wood  Brands.  Di- 
vision of  Consolidated  Food  Corporation. 
Centralia.  Illinois. 

Note.^ — If  a  hearing  i.s  deemed  iiecessury 
applicant  requests  It  be  held  at  St  Louis.  Mo  . 
or  Chicago,  111. 

No  MC  143219.  filed  April  25.  1977  Ap- 
plicant; Robert  L  Wiggins,  doing  busi- 
ness as  WICjGINS  COAL  &  TRUCKING. 
Route  1.  Tracy  City.  TN  37387.  Appli- 
cant's representative:  Blaine  Buchanan. 
1024  James  Building.  C^hattanooga.  TN 
37402.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Ground 
or  crushed  limestone  in  bulk,  from  plant 
and  quarry  sites  of  Cowan  Stone  Com- 
pany located  In  Franklin  County,  Tenn  , 
and  Anderson.  Tenn..  to  points  in  Ala- 
bama. Arkansas,  Florida.  Georgia.  Indi- 
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ana.  Kentucky,  Louisiana,  Mississippi, 
North  Carolina.  South  Carolina,  and 
Tennessee,  under  a  continuing  contract 
or  contracts  with  Cowan  Stone  Com- 
pany, Inc..  located  at  Cowan,  Tennessee. 

Note. — If  a  hearing  Is  deemed  necessary, 
appUlcant  requeste  that  -It  be  held  at  Nash- 
ville or  Chattanooga,  Term. 

No.  MC  143220,  Wed  April  28,  1977. 
.^pplicant:  CONESTOG.\  TRANSIT. 
INC..  East  Earl  Street,  East  Earl.  Pa. 
17519.  Applicant's  representative:  Alan 
Kahn,  Suite  1920  Two  Perm  Center 
Plaza.  Philadel!>hia.  Pa.  19102.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  iiTegular 
routes,  transporting:  il»  Unfinished 
loood  cabinet  parts  and  unfinished  u-ood 
drawer  parts  from  the  facilities  of  Con- 
estoga  Wood  Produces,  Inc.  In  East  Earl. 
Lancaster  County,  Pa.,  to  points  in  Con- 
necticut. Delaware.  Indiana,  Kentucky, 
Maine.  Mainland,  Mas-sachusetts.  Mich- 
igan, New  Jersey.  New  York,  Ohio,  New 
Hampslure,  Rhode  Island.  Vermont.  Vir- 
ginia and  West  Virginia;  and  Materials 
used  In  the  manufacture  of  unfinished 
wood  cabinet  parts  and  vinflnislied  wood 
drawer  parts  from  tlie  above  described 
destination  territory  to  the  above  de- 
scribed origin  points,  under  a  continuing 
contract  or  contracts  with  Conestoga 
Wood  Products.  Inc.;  and  (2i  Lumber 
and  lumber  products  from  the  facilities 
of  Bingaman  L  Son  Lumber  Co..  Inc.,  in 
or  near  Kreanier.  Snyder  County,  Pa.  to 
the  ports  of  enlr>-  on  the  International 
Boundary  Line,  between  the  United 
States  and  Canada,  located  at  New  York, 
under  a  continuing  contract  or  contracts 
with  Bingaman  &  Son  Lumber  Co  ,  Inc. 

NoTT. — If  a  hearint;  Is  deemed  necessary. 
applicant  requests  that  It  be  held  at  Wash- 
ington. D  C^.  or  Philadelphia,  Pa. 

No.  MC  143236,  filed  May  10,  1977  Ap- 
plicant: WHITE  TIGER  TRANSPOR- 
T.A.TION.  INC.,  115  Jacobus  Ave, 
Kearny,  N.J.  07032.  Applicant's  repre- 
.sentative:  George  A.  OL-^en,  69  Tonnele 
Ave..  Jersey  City,  N  J.  07306  .'Vuthority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Boiler  compounds,  stack 
corrosion  and  emission  control  inhibitor 
(except  in  biil/ci  in  temperature  con- 
troHed  vehicles,  from  the  facilities  of 
Apollo  Chemical  Co.,  located  at  or  near 
Wliippany,  N.J.,  to  points  in  Cahfomia, 
Florida.  IllinoLs,  Indiana,  Kan.«:as,  Loui- 
siana, Michigan,  North  Carolina,  Okla- 
homa. South  Carolina,  Texa-s,  WLscon.<^in, 
£ind  West  Virginia,  restricted  to  the 
transportation  of  shipments  originating 
at  the  named  origin  and  destined  to  the 
named  destinations. 

Not*. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  New 
York.  NY.,  or  Newark.  N  J. 

Broker  Application 

No  MC  130448.  filed  April  22.  1977. 
Applicant:  FOLTi  SEASONS  TR.WT^L 
SERVaCE.  INC..  136  West  Clark  Street, 
Albert  Lea,  Minnesota  56007.  Applicant's 
representative:    Andrew  R.   Clark,   1000 


First  National  Bank  Bldg  ,  Minne!^X)lls, 
Minnesota  55402.  Authority  sought  to  en- 
gage In  operation,  In  Interstate  com- 
merce as  a  broker  at  Albert  Lea  and  Aus- 
tin, Minnesota  and  Forest  City.  Iowa,  to 
sell  or  offer  to  sell  the  transportation  of 
passengers  and  baggage  in  special  and 
charter  operations  by  motor,  water  and 
rail  In  round  trip  tours  beginning  and 
ending  at  points  In  Minnesota  on  and 
south  of  Minnesota  Highway  19  and 
points  m  Iowa  on  and  north  of  Iowa 
Highway  No.  3  and  extending  to  points 
in  the  United  States  including  Alaska. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  that  it  be  held  at  either 
."Ubert  Lea,  or  Minneapolls-St.  Paul,  Minn. 

Passenger  Appucation 

No.  MC  1515  I  Sub-No.  •223)  (partial 
correction^  filed  March  16,  1977,  pub- 
lished in  the  Federal  Register  issue  of 
May  5,  1977,  republished  as  corrected  this 
issue.  Applicant:  GREYHOUND  LINES, 
INC.,  Suite  1602,  Greyhound  Tower. 
Phoeni.x,  Ariz.  85077.  Applicant's  repre- 
sentative: W.  L.  McCracken  (same  ad- 
dress as  applicant).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Passengers  and  their  baggage,  ex- 
press and  neu-spapers  In  the  same  vehi- 
cle with  passengers.  (1^  between  Boston, 
Mass.  and  Interchange  No.  21 A  of  the 
New  York  State  Thniway  (Interstate 
Highway  87 1:  From  Boston  over  the 
Massachusetts  Tiu-npike  (Interstate 
Highway  90)  to  junction  with  the  New 
York  State  Thruway  (Berksshlre  Sec- 
tion), thence  over  the  New  York  State 
Thruway  <  Berkshire  Section)  to  junction 
with  the  New  York  State  Thruway  (In- 
terstate Highway  87  >  at  Interchange  No. 
21.^  and  return  over  the  same  route  serv- 
ing no  intermediate  points  but  serving 
Interchange  Nos.  14,  13,  12,  11,  10.  9,  6, 
5,  4.  and  2  of  the  Massachusetts  Turnpike 
and  Interchange  No.  Bl  of  the  New  York 
State  Thruway  i  Berkshire  Section) ,  for 
the  purpose  of  joinder  only.  Note:  The 
purpose  of  this  republication  is  to  correct 
the  rt-quested  authority  In  part  (1)  of 
this  proceeding.  The  rest  of  the  publica- 
tion remains  the  same.  Common  control 
may  be  involved.  If  a  hearing  is  deemed 
necessarj',  the  applicant  requests  It  be 
held  at  either  Boston  or  Springfield, 
Mass  or  .Mbany,  N.Y. 

No.  MC  1515  (Sub-No.  224),  fUed 
April  22,  1977.  Applicant:  GREYHOUND 
LINES,  INC.,  Greyhound  Tower.  Phoe- 
nix, Arizona  85077.  Applicant's  repre- 
sentative: W.  L.  McCracken  (same  ad- 
dress as  applicant^.  Authority  sought  to 
operate  as  a  ccmimon  carrier,  by  motor 
vehicle,  over  regular  routes,  transport- 
ing: passengers  and  their  baggage  and 
express  and  nncspapers.  in  the  same 
veliicle  with  passengers,  (1>  between  De- 
troit. Mich,  and  the  junction  of  Inter- 
state Highway  275  and  Interstate  High- 
ways 96  and  696  at  or  near  Novl,  Mich. 
serving  all  l:itermediate  points:  From 
Detroit  over  New  Interstate  Highway  96 
to  junction  Interstate  Highway  275  In 


Plymcnith.  Mich.,  thence  over  Interstate 
Highway  275  to  junction  Interstate  High- 
ways 96  and  696  and  return  over  the  same 
route;  (2)  between  the  junction  of  In- 
terstate Highway  275  and  New  Inter- 
state Highway  96  and  Monroe.  Mich, 
serving  all  Intermediate  points:  Prom  the 
junction  of  Interstate  Highway  275  and 
New  Interstate  Highway  96  over  Inter- 
state Highway  275  to  junction  Interstate 
Highway  75,  thence  over  Interstate  High- 
way 75  to  Monroe,  Mich,  and  return  over 
the  same  route. 

Note. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  appli- 
cant requests  It  be  held  at  Detroit.  Mich. 

No.  MC  1934  (Sub-No.  39),  Hied 
AprU  29,  1977.  Applicant:  THE  ARROW 
LINE,  INC.,  105  Cherr>-  Street,  East 
Hartford.  Conn.  06108.  Applicant's  rep- 
resentative: Frank  Daniels,  15  Court 
Square,  Boston,  Mass.  02108.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Passengers  and  their  bag- 
gage, in  special  operations.  In  round-trip 
sightseeing  and  pleasure  tours,  beginning 
and  ending  at  points  In  New  Haven  and 
Fairfield  Counties,  Conn,  'except  Dan- 
bury,  Conn.  I  and  extending  to  points  in 
the  United  States  ( excluding  Alaska  and 
Hawaii). 

Note.-— If  a  hearliig  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  New 
Haven,  Conn. 

Docket  No.  MC  46879  (Sub-No.  12^ 
filed  May  2,  1977.  .Applicant:  Walters 
Transit  Corp.,  525  Eleventh  Avenue,  New 
York,  New  York  10018.  Applicant's  Rep- 
resentative: W.  L.  McCracken,  Esq.,  17th 
Floor,  Gre>'hound  Tower,  Phoenix,  Ari- 
zona 85077.  Authority  sought  to  cHierate 
as  a  common  carrier,  by  motor  vehicle  in 
Interstate  or  '  reign  cMnmcrce  over  ir- 
regular routes  transporting:  Passengers 
and  their  baggage  In  special  operations 
beginning  and  ending  in  Manhattan  and 
Queens,  New  York  and  extending  to  the 
New  Jersey  Sports  and  Exposition  Facil- 
ities, East  Rutherford,  New  Jersey. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  appUcant  requests  It  to  be  held  at  New 
York  Olty,  New  York.  Common  comrol  may 
be  Involved. 

No,  MC  107633  (Sub-No.  3' .  filed  April 
29.  1977.  Apphcant:  E\'ERGREEN 
TRAILS.  INC.,  1936  Westlake  Ave.,  Seat- 
tle, Wash.  98101.  Applicant's  representa- 
tive: Elwood  Arneson  (Same  address  as 
applicant).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Pas- 
sengers and  their  baggage  and  express. 
newspapers  and  mail.  In  the  same  vehicle 
with  passengers  in  special  or  charter  op- 
erations, from  Seattle.  Anacortes.  Muk- 
ilteo,  Whidley  Island  and  Rdalgo  Is- 
land, Wash.,  (excluding  service  at  Mount 
Vernon  >  to  Sidney,  B.  C.  Canada 
through  San  Juan  County,  Wash,  on  the 
International  Boundary  line  between  the 
United  States  and  Canada. 

Note. — Common  control  may  be  involved. 
If  a  hearing  Ib  deemed  necessary,  the  t^ipll- 
cant  requests  It  be  held  at  Seattle,  Wasli. 
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No  MC  143138.  filed  April  1,  1977.  Ap- 
pUcant:  BOHREN  TRANSIT  SYSTEMS, 
INC..  5130  New  Haven  Avenue.  Port 
Wayne,  Ind.  46803.  Applicant's  represent- 
ative: Donald  W.  Smith.  Suite  2465.  One 
Indiana  Square,  Indianapolis,  Ind.  46204. 
Authority  sought  to  operate  as  a  con- 
tract carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporung:  Passengers, 
baggage  and  personal  effects,  between 
points  of  Consolidated  Rail  Corpora- 
tion's right  of  way  located  in  Indiana,  on 
the  one  hand,  and,  on  the  other,  pouits 
of  Consohdated  Rail  Corporations  right 
of  way  located  in  Ulinoia  and  Ohio,  re- 
stricted to  railroad  crew  personnel,  un- 
der a  continued  contract  or  c(Mitracts 
with  Consohdated  Rail  Corporation. 

Note.— If  a  hearing  Is  deemed  necessary, 
the  applicant  request  it  be  held  at  either 
Chicago,  ni.  or  Indianapolis.  Ind. 

No.  FF-496.  filed  April  27.  1977.  Appli- 
cant: ROBERT  DEMORRO,  doing  busi- 
ness as,  CONTRANS.  25  James  Street. 
New  Haven,  Conn.  06513.  Applicant's 
representative:  Anthony  J  Pamone.  41&- 
420  Highland  Avenue.  Cheshire.  Conn. 
06410.  Authority  sought  to  engage  in  op- 
eration, in  interstate  commerce,  as  a 
freight  forwarder,  tlirough  use  of  the  fa- 
cilities of  common  carriers  by  water  and 
motor  velncle  in  the  transportation  of: 
General  commodities  (except  tised 
hou-sehold  goods;  unaccompanied  bag- 
gage ;  and  used  automobiles ) .  from 
points  in  Connecticut  to  points  located 
in  Port  New  York.  N.Y.,  as  defined  in  49 
CFR  1070.1(a),  and  Port  New  Haven, 
Port  Bridgeport  and  Port  New  London, 
Conn. 

Note — Common  control  may  be  involved. 
If  a  hearing  is  de«ne<i  necaa»ary,  the  appU- 
cant  requests  it  be  held  at  either  New  Haven, 
or  Hartford,  Conn. 

Finance  Applications 

The  following  applications  seek  ap- 
proval to  consolidate,  purchase,  merge, 
lease  operating  rights  and  properties,  or 
acquire  control  through  ownership  of 
stock,  of  rail  carriers  or  motor  carriers 
pursuant  to  Sections  5' 2)  or  210aib'  of 
the  Interstate  Commerce  Act. 

An  original  and  two  copies  of  protests 
against  the  granting  of  the  requested 
authority  must  be  filed  witii  the  Commis- 
sion within  30  days  .after  the  date  of  this 
Federal  Rbgistxh  notice.  Such  protest 
shall  comply  with  Special  Rules  240' O  or 
240(d)  of  t±ie  Coramission'.s  "General 
Rules  of  Practice"  i49  CFR  1100.240^ 
and  shall  include  a  concise  .statement  of 
Protestant's  interest  in  the  proceeding.  A 
copy  of  the  protest  shall  be  served  con- 
currently upon  applicant's  representa- 
tive, or  applicant,  if  no  representative  is 
named. 

No.  Mt:-F-12678  'Amendment)  > JEN- 
KINS TRUCK  LINE.  INC — Control— 
LARRY  L.  FENNER  TRANSPORT. 
INC.  I  By  notice  served  April  6.  1977.  the 
Commission  adopted  the  initial  decision 
of  the  Administrative  Law  Judge  subject 
to  republication  in  the  Fhdiral  Rbgistkr 
of  the  directly  related  application  in 
proceeding  No.  MC  120298  (Sub-No.  2). 


The  authority  granted  in  proceeding  No. 
MC  120298  (Sub-No.  2*  is  as  follows:  d) 
machinery,  machinery  parts,  agricul- 
tural implements,  and  farm  machinery 
and  farm  tractors,  as  a  common  carrier 
over  irregular  routes  between  points  in 
Illinois  and  (2)  iron  and  steel  articles 
and  building  materials,  except  cement, 
between  points  within  50  miles  of  Silvis, 
111. 

No.  MC-F-12916  '.Amendment) 
>  R'YDER  TRUCK  LINES.  INC.— Control 
and  Merger— OKLAHOM.'^  BORDER 
EXPRESS,  INC.  I  published  in  tlie  Aug- 
ust 19,  1976,  Issue  of  the  Federal 
Register;  by  amendment  filed  March  22, 
1977  applicants  seek  to  amend  the  appH- 
cation  by  also  seeking  authority  for 
Ryder  Truck  Lines,  Inc.,  to  acquire  con- 
trol of  M&M  Freight  Lines  Inc.,  and  to 
merge  the  motor  properties  of  M&M 
Freight  Lines  into  Ryder  Truck  Lines. 
Inc.,  M&M  Freight  Lines,  Inc  .  Is  a  wholly 
owmed  subsidiary  of  Oklahoma  Border 
Express.  Inc..  and  operates  as  a  motor 
common  carrier  over  regular  routes 
transporting  general  commodities,  with 
exceptions,  between  Muskogee  and 
McAlester.  Okla.,  and  between  Muskoge* 
and  Gragg,  Okla. 

No.  MC-P-13224.  AuUiority  sought 
for  purchase  by  CONSOLID.\TED 
PREIGHTWAYS  CORPORATION  OF 
DELAWARE,  175  Linfield  Drive.  Menlo, 
CA..  94025.  of  a  portion  of  the  operating 
rights  of  Baggett  Transportation  Com- 
pany, 2  South  32nd  Street,  Birmingham, 
AL.,  35233,  and  for  acquisition  by  Con- 
solidated Frei^htways,  Inc..  801  Califor- 
nia Street,  San  Pranciaco.  CA..  94108,  of 
control  of  such  rights  through  the  pur- 
chase Applicants'  attorneys:  R.  C.  Stet- 
son. 175  Linfield  Drive.  Menlo  Park.  CA., 
94025.  Eugene  T.  Lilpfert,  1660  L  Street. 
N.W.,  and  Harold  G.  Hemly,  Jr.,  118  N 
St.  Asaph  St..  Alexandria,  VA..  22314. 
Operating  rights  sought  to  be  trans- 
ferred: (General  commodities,  v.itli  cer- 
tain specified  excQDtions,  and  numerous 
other  specified  commodities,  as  a  com- 
mon carrier,  over  regular  and  irregular 
routes,  from.  to.  and  between  .specified 
points  in  the  States  of  Georgia.  Tennes- 
see. Pennsylvania.  New  Jersey,  Florida. 
Texas.  Alabama.  New  Y'ork.  Louisiana, 
Mississippi.  North  Carohna,  South  Car- 
olina, and  Virginia,  with  certain  re.stnc- 
tions.  :"erving  various  intermediate  and 
off -route  points,  over  one  alternate  route 
for  operating  convenience  only,  as  more 
speciflcallj-  described  in  Docket  No.  MC 
76177  aind  Sub  numbers  Uiereunder.  This 
notice  does  not  purport  to  be  a  complete 
description  of  ail  of  the  operatuig  rights 
of  the  carrier  Involved.  The  foregoing 
sunimary  is  believed  to  be  sufficient  for 
purposes  of  puhhc  notice  regarding  tlie 
nature  and  extent  of  this  carrier  s  oper- 
ating rights,  without  stating,  in  full,  the 
entirety,  thereof.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  all  the 
States  in  the  United  States  >  except  Ha- 
waii i  .  Application  has  not  been  filed  for 
temporary  authority  under  section  210a 
(b). 


Note-  Baggett  Transporiation  Company 
wUl  retain  the  authority  to  transport  Ex- 
plosives. Classes  A,  B,  and  C.  and  blasting 
supplies  over  the  same  routes  as  is  found  lu 
MC  76177  (Sub-No.  308). 

No  MC-P-13233.  Authority  .sought  for 
purchase       by       ARKANSAS        BEST 
FREIGHT    S^ySTEM.    INC..    301    South 
nth  Street.  Pt.  Smith.  AR..  72901,  of  a 
portion  of  the  operating  rights  of  Great 
Lakes    Express   Co..    114   Fifth   Avenue, 
New  York.  N.Y.,  10011.  and  for  acquisi- 
tion bv  Arkansas  Best  Corporation,  1000 
South" 21st  Street.  Ft.  Smith.  AR..  72901. 
of   control  of  such  rights  through  the 
purchase.  Applicants'  attorneys:  Thom- 
as  Harper,    510   North  Greenwood  Av- 
enue. Ft.  Smith.  AP..,  72902.  and  Charles 
F.  Rodgers  P.O.  Box  1409.  167  Fairfield 
Road.   Fairfield.   N.J..   07006.   Operating 
rights  sought  to  be  transferred:  General 
commodities,  wltli  exceptions  as  a  com- 
mon carrier  serving  the  site  of  tlie  Ford 
Motor   Company   plant   located   at   the 
northeast  liitersection  of  Mound  Rocui 
and  17-inile  Road  in  Sterling  Township. 
Macomb  County.  Michigan,  as  an  ofl- 
route  p)Oint  In  connection  with  carrier's 
regular  route  operations  to  and  from  De- 
troit. ^Echi^an.  Serving  the  site  of  the 
Ford  Motor  Company  plant  located  at 
the  intersection  of  Michigan  Highway 
218    iWlxom    Road'     and    unnumbered 
highway    (West   Lake   Drive)    north   of 
unnumixired  highway  'formerlj-  portion 
U.S.    Highwaj-    16 ' .    in   Novi   Township. 
OakLaid  County,  Michigsoi.  as  an  off- 
route  point  in  connection  with  carrier's 
regular  route  operations  to  and  from  Df - 
troit.  Michigan,  and  the  commercial  zone 
thereof.  Serving  the  site  of  the  Ford  Mo- 
tor Company  Plant  located  near  the  un- 
incorporated    Village     of     Rawsonville. 
Michigan,  at  the  southwest  intersection 
of  Textile  aiid  McKean  Road,  in  Wash- 
tenaw County.  Michigan,  as  an  off-route 
point  in  connection  with  carrier's  regu- 
lar route  operations  to  and  from  E>?troit, 
Michigan,    and    the    commercial    zone 
thereof.  Between  Detroit  Mich.,  and  To- 
ledo, Ohio,  serving  the  intermediate  or 
o£[-route  points  of  Monroe.  Mich.,  and 
the  Intermediate  or  off-route  points  in 
Micliigan   witliin    10   miles   of   Detroit: 
Prom  Detroit  over  Michigan  Highway  85 
to     junction     Interstate     Highway     75. 
theiice  over  interstate  Highway  75  to  To- 
ledo, and  return  over  the  same  route.  Be- 
tween Detroit  Mich.,  and  Toledo.  Ohio. 
serving    the    intermediate    or    off-route 
point  of  Monroe.  Mich.:   From  Detroit 
over  U.S.   Highway   25   to  Toledo   (also 
from  Detroit  over  U.S.  Highway  25  to 
junction  U.S.  Highway  24.  theiice  over 
U.S.  Highway  24  to  Toledo).  &xxd  return 
over  the  same  routes;  Generai  commodi- 
ties, witii  e.'^ceptions  as  a  common  car- 
rier over  regular  routes  serving  the  site 
of  the  Kelsey  Hayes  Company  plant  lo- 
cated at  the  intersection  of  North  Line 
Road  and  Huron  River  Drive.  Romulus 
Township.  Wayne  County.  Mich.,  a^  an 
ofiT-route  point  in  connection  with  car- 
rier's  regtilar  route  operations   to  and 
from  Detroit,  Mich.;  General  commodi- 
ties, with  excq>tinns  as  a  common  car- 
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rier  over  regular  routes  serving  the  plant 
of  the  De  Bilbiss  Company.  Van  Buren 
Tbwnshlp,  Wayne  County.  Mich.,  a^  an 
off-rout-e  point  In  connection  with  ear- 
ner's regular  route  operations  to  and 
from  Detroit,  Mich.  Vendee  Is  authorized 
to  operate  as  a  common  carrier  in  all 
the  States  in  the  United  States  (except 
Alaska.  Hawaii.  Idaho.  Nevada.  Oregon, 
and  Washington.  Application  has  been 
filed  for  temporary-  authority  under  sec- 
tion 21(}a(bi . 

No.  MC-F-13234.  Authority  sought  for 
purchase  b%-  Roy  Sullivan,  dba  SULLI- 
VAN TRUCKING  CO..  P.O.  Box  2164. 
Ponca  City.  OK  74601.  of  the  operating 
rights  of  Star  Enterprises,  Inc..  Rout«  2 
Monsees  Lakes  Estates,  Sedalia.  MO., 
65301.  and  for  acquisition  by  Roy  Sulli- 
van. P.O.  Box  2164,  Ponca  City,  OK., 
74601.  of  control  of  such  rights  through 
ffie  purchase.  Applicants'  attorney:  G. 
Timothy  Armstrong.  6161  North  May 
Avenue,  Oklahoma  City,  OK..  073112. 
Operating  rights  sought  to  be  trans- 
ferred: Blocktop,  lime  (except  lime  from 
the  Kansas  City,  Mo.-Kansas  City, 
Kans.,  Commercial  Zone  as  defined  by  the 
Commission),  sand,  crushed  rock  (filter 
rock),  and  gravel,  a.^  a  common  caiTier 
over  Irregiilar  routes  between  points  in 
tiiose  parts  of  Kansas.  Oklalioma.  Ar- 
kansas, and  Missouri  lying  on  and  within 
the  following  boundaries:  Commencing 
at  junction  Kansas  Turnpike  and  the 
Kansas-Missoiu"i  State  line,  thence  west 
along  the  Kansas  Turnpike  to  junction 
U.S.  Highway  75.  thence  south  along 
U.S  Highway  75  to  the  Kansas-Okla- 
homa State  line,  thence  west  along  the 
Kansa.s -Oklahoma  State  line  to  junction 
Oklahoma  Highway  99.  thence  south 
along  Oklahoma  Highway  99  to  junction 
Oklahoma  Highway  11.  then^^e  .southeast 
along  Oklahoma  Highway  11  to  junction 
US  Highway  75.  thence  south  along  U.S. 
Highway  75  to  junction  US  Highway 
266.  thence  east  along  US  Highway  266 
to  junction  US.  Highway  64.  thence  east 
■along  U.S  Highway  64  to  Oklahoma- 
Arkansas  State  line,  thence  along  the 
Oklahoma-Arkansas  State  line  to  junc- 
tion Arkansas  Highway  22.  tiience  east 
along  Arkansas  Highway  22  to  junction 
Arkansas  Highway  23.  thence  north 
along  Arkansas  Highway  23  to  junction 
Arkansas  Highway  16,  thence  east  along 
Arkansas  Highway  to  junction  Arkansas 
Highway  7.  thence  north  along  Arkansa,s 
Highway  7  to  junction  US  Highway  65. 
thence  north  along  U.S.  Highway  65  to 
junction  Interstate  Highway  70.  thence 
wei^t  along  Interstate  Highway  70  to  . 
point  of  k)eginning.  excluding  from  the 
area  described  the  cities  of  Carthage  and 
Webb  City.  Mo.  Barite  ore.  'in  bulk.  In 
dump  vehicles)  from  points  in  Benton. 
Camden.  Franklin.  Hickory,  Jefferson. 
Miller.  Morgan,  and  Washington  'except 
Poiosi,  Mo  .  and  points  within  10  miles 
thereof'  Counties.  Mo.,  to  Uie  plant  site 
of  Sherwin  Williams  Chemicals,  a  Divi- 
sion of  the  Sherwin-Williams  Company, 
at  or  near  Coffeyville.  Kans.  Vendee  is 
authorized  to  operate  as  a  common  car- 
rier In  Arkansas,  Kansas,  Missouri,  and 
Oklahoma.  Application  has  been  filed  for 


temporarj'  authority  under  section  210a 
(b). 

MISSOURI  PACIFIC  RAILROAD 
COMPANY.  Missouri  Pacific  Building, 
210  North  13th  Street,  St.  Louis,  Missouri 
63103.  represented  by  Robt.  S.  Davis, 
Commerce  Counsel,  Missouri  Pacific 
Railroad  Company,  2000  Missouii  Pacific 
Building.  210  North  13th  Street,  St.  LouJs, 
Missouri  63103,  hereby  give  notice  that 
on  the  24Lh  day  of  May.  1977,  it  filed 
with  the  Interstate  Commerce  Commis- 
sion at  Washington,  DC.  an  application 
under  Section  5(2 »  of  the  Interstate 
Commerce  Act  for  an  order  approving 
and  authorizing  the  acquisition  of  the 
Missouri  Pacific  Railroad  Company 
'MoPao  to  acquire  all  of  the  properties 
and  authorities  of  the  Texas  Pacific - 
Missouri  Pacific  Terminal  Railroad  of 
New  Orleans  (Terminal  Company), 
which  application  is  assigned  Finance 
Docket  No.  28477. 

The  property  to  be  acquired  is  47.11 
miles  of  first  mainline  track  extending 
from  MoPac's  Alexandria  Subdivision 
milepoet  No.  17  In  New  Orleans,  Loui- 
siana, to  the  end  of  the  track  at  Goulds- 
boro,  Louisiana,  and  Race  Street,  New 
Orleans,  Louisiana,  and  109.40  miles  of 
switch  and  yard  tracks  operated  in  con- 
junction therewith,  all  located  in  Orleans 
and  Jefferson  Parishes,  Louisiana. 
MoPac  owns  all  the  stock  of  the  Ter- 
minal Company.  Terminal  Company  is  a 
switching  and  terminal  carrier  serving 
industries  on  the  east  and  west  banks  of 
the  Mississippi  River  in  the  New  Orleans 
area.  Its  operations  will  be  continued 
without  change  by  MoPac. 

In  the  opinion  of  the  applicant,  the 
granting  of  the  authority  sought  will 
not  constitute  a  major  Federal  action 
significantly  affecting  the  quality  of  the 
human  environment  within  the  meaning 
of  the  National  Environmental  Policy 
Act  of  1969.  In  accordance  with  the 
Commission's  regulations  (49  C.F.R. 
1108,8'  in  Ex  Parte  No.  55  (Sub-No.  4), 
Implementation — National  Environmen- 
tal Policy  Act,  1969.  352  I.C.C.  451  (1976) , 
any  protests  may  include  a  statement 
indicating  the  presence  or  absence  of 
any  effect  of  the  requested  Commission 
action  on  the  quality  of  the  human  en- 
vironment. If  any  such  effect  is  alleged 
to  be  present,  the  statement  shall  indi- 
cate with  specific  data  the  exact  nature 
and  degree  of  tlie  anticipated  impact. 
See  Implementation — National  Environ- 
mental Policy  Act,  1969.  supra,  at  p.  487. 

Interested  persons  may  participate 
formally  in  a  proceeding  by  submitting 
written  comments  regarding  the  appli- 
cation. Such  submissions  shall  indicate 
the  proceeding  designation  Finance 
Docket  No.  28477  and  the  original  and 
two  copies  thereof  shall  be  filed  with 
the  Secretary.  Interstate  Commerce 
Commission,  Washington,  D.C.  20423, 
not  later  than  45  days  after  the  date  of 
notice  of  the  filing  of  the  application  is 
published  in  the  Federal  Register.  Such 
written  conmients  shall  include  the  fol- 
lowUig:  the  person's  position,  e.g.,  party 
protestant  or  party  in  support,  regard- 
ing  the   proposed   transaction;    specific 


reasons  why  approval  would  or  would 
not  be  in  the  public  interest;  and  a 
request  for  oral  hearing  if  one  is  desired. 
Additionally,  interested  persons  who  do 
not  Intend  to  formally  participate  in  a 
proceeding  but  who  desire  to  comment 
thereon,  may  file  such  statements  and 
information  as  they  may  desire,  subject 
to  the  filing  and  service  requirements 
specified  herein.  Persons  submitting 
written  comments  to  the  Commission 
shall,  at  the  same  time,  serve  copies  of 
such  written  comments  upon  the  appli- 
cant, the  Secretary  of  Transportation 
and  the  Attorney  General. 

The  Missouri  Pacific  Corporation,  a 
non-carrier  holding  company,  which 
controls  92.25%  of  the  stock  of  MoPac 
joins  in  the  application. 

Missouri  Pacific  Railroad  Company 

Operating  Rights  Application(s'  Di- 
rectly Related  to  Finance  Pro- 
ceedings 

The  following  operatmg  rigiits  appli- 
cation (s)  are  filed  in  connection  with 
pending  finance  applications  under  Sec- 
tion 5(2)  of  the  Interstate  Commerce 
Act,  or  seek  tacking  and  or  gateway 
elimination  in  connection  with  transfer 
applications  under  Sectibn  212'b'  of  the 
Interstate  Commerce  Act. 

An  original  and  two  copies  of  protests 
to  the  granting  of  the  authorities  must 
be  filed  with  the  Commission  within  30 
days  after,  the  date  of  this  Federal 
Register  notice.  Such  protests  shall  com- 
ply with  Special  Rule  247* d)  of  the  Coni- 
mission's  General  Rules  of  Practice  <49 
CFR  1100.247)  and  include  a  concise 
statement  of  protestant's  interest  in  the 
proceeding  and  copies  of  its  conflicting 
authorities.  Verified  statement,s  in  op- 
position should  not  be  tendered  at  this 
time.  A  copy  of  the  protest  shall  be 
served  concurrently  upon  applicant's 
representative,  or  applicant  if  no  repre- 
sentative is  named. 

Each  applicant  states  that  there  will 
be  no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application. 

No.  MC  3753  (Sub-No.  17'.  filed  May 
18,  1977.  Applicant:  AAA  TRUCKING 
CORPORATION,  3630  Quaker  Bridge 
Road,  Mercerv-ille.  N.J.  08619.  Applicant's 
representative:  Herbert  Burstein,  Esq., 
One  World  Trade  Center,  Suite  2373. 
New  York,  N.Y.  10048.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes  transport- 
ing: General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  ex- 
plosives, household  goods  as  defined  by 
the  Commission,  commodities  in  bulk, 
and  those  requiring  special  equipment). 
Between  points  in  MA;  CT;  RI:  New 
York,  NY;  NJ;  points  in  Nassau.  Suffolk. 
Orange,  Rockland.  Westchester  Coun- 
ties, NY;  NJ;  points  in  PA  on  and  east 
of  the  Susquehanna  River  from  PA-MD 
State  Line  to  Jimctlon  U.S.  Highway  11 
at  Pittston  PA.  thence  on  and  east  of 
U.S.  Highway  11  to  Scranton,  PA.  and 
thence  on  west  and  south  of  U.S.  High- 
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way  611  from  Scranton,  PA  to  the  PA- 
NJ  State  Line;  points  in  that  part  of  DE 
on  and  north  of  a  line  beginning  at  the 
?,/[D-DE  State  Line  and  extending  along 
U.S.  Highway  40  to  Junction  DE  High- 
way 273  to  the  Delaware  River,  on  the 
one  hand.  and.  on  the  other,  pomts  in 
MD  and  Wasiiington,  D.C.  The  purpose 
of  the  instant  application  u  to  eliminate 
the  following  gateways;  (1)  Points  in 
Pennsylvania  within  15  miles  of  Allen- 
town,  '  Pennsylvania,  including  .Mlen- 
town.  '2)  Points  in  the  Townships  of 
Upper  Mount  Bethel,  Lower  Mount 
Bethel.  Washmgton.  Plaiufield.  Forks 
'North  Hampton  County,  Pennsyl- 
vania. 1 3 1  PoinU  in  the  Townships  of 
East  Rockhill.  West  Rockhill  and  HiU- 
town  'Bucks  County*.  Pennsylvania.  (4' 
Points  in  the  Townships  of  Franconia. 
Hatfield,  Montgomery  and  Upper  Gwy- 
nedd  (Montgomery  County.  Pennsyl- 
vania. (5)  Points  in  New  Jersey,  within 
ten  (10)  miles  of  Phillip.sburg,  New 
Jersey,  including  Phillipsburg.  New 
Jersey.  '6)  Baltimore.  Maryland.  '7' 
Wilmington.  Delaware. 

Note. — AppUcaiit  holds  operating  author- 
ity In  No.  3753  and  Sub-Numbers  thereunder. 
If  a  hearing  is  deemed  necessaj-y.  applicant 
requests  that  it  be  held  at  Washlngt-jn.  D.C. 
or  New  York,  N.Y  This  appllcailon  Is  filed 
as  a  matter  directly  related  to  a  purchase 
(portion)  proceeding  docketed  at  MC-F- 
13213  which  was  notice  In  the  Fedef.-lL  Reo- 
iSTtR  issue  of  May  12,  1977. 

No.  MC  96938  'Sub-No.  1',  filed  May 
20,  1977.  Applicant:  ARKANSAS 
TRANSIT  HOMES,  INC.,  8400  Mabel- 
vale  Pike.  Little  Rock.  Arkansas  72209. 
Applicant's  representative:  Harold  G. 
Hernly,  Jr.,  118  North  St.  Asaph  Street. 
Alexandria,  Virginia  22314.  Authority 
sought  to  operate  as  a  com.mon  carrier 
by  motor  vehicle,  over  iiregular  routes, 
transporting:  Trailers,  designed  to  be 
drawn  by  passenger  automobiles  'except 
recreational  vehicles)  in  secondary 
movement,  in  truckaway  sei-vice:  and 
Buildings,  in  sections,  mounted  on 
wheeled  undercarriages  'except  pre- 
fabricated buildings) ,  in  truckaway  serv- 
ice; (I I  Between  Texas,  Louisiana,  and 
Oklahoma,  on  the  one  hand.  and.  on  the 
other,  points  in  Arkansas :  and  ( 2 )  Prom 
points  m  Mississippi  to'points  m  Arkan- 
sas. 

Note. — lai  This  application  .s  (iirc^-y  re- 
lated to  No.  MG-PC-77045;  (bi  is  being  filed 
pursuant  ro  the  Commussion  Policy  Sia'<"- 
menc  of  December  4.  1974.  regarding  Ex 
Parte  55  (Sub-No  8);  (C)  the  application 
seeks  to  eliminate  applicant  a  preseut  gate- 
way of  Texarkana.  Ark.,  on  movements  be- 
tween the  affected  points;  and  id)  tX  a  hear- 
ing Is  deemed  necessary,  applicant  requests 
that  it  be  held  at  Lltt'.e  Roclt,  Arkansas  or 
Dallas.  Texas.  Notice  of  the  transfer  applica- 
tion filing  in  MC-FC-77045  appeared  in  th» 
jPedff-m.  Recister   issue  of  May  5,   1977. 

No.  MC  99680  'Sub-No.  A>  (Partial 
correction.! .  filed  Januarj-  26.  1977.  pub- 
lished in  the  Fedeeal  Register  issue  of 
April  7.  1977,  and  republished,  in  part,  as 
corrected,  this  issue.  Applicant:  NORTH 
SHORE  &  CENTRAL  ILLINOIS 
FREIGHT  CO.,  a  Corporation,  7701  West 


96th  Street,  Hickory  Hills,  111.  60467.  Ap- 
plicant's representative:  James  C.  Hard- 
man,  33  North  LaSalie  Street,  Chicago. 
Til  60«02.  The  purpose  of  this  partial  re- 
publication is  to  indicate  in  part  i26)  of 
the  previous  published  application  where 
it  reads  "Between  Rockford.  m.  and 
Cairo:  .  after  "Champaign  it  .should 
read  thence  over  Interstate  High-way 
57  to  Cairo  .  .  .'  m  lieu  of  "Highway  37' 
as  was  previously  published.  The  rest  of 
the  publicaUon  remains  as  previously 
published. 

No.  MC  125777  < Sub-No  190'.  filed 
May  23,  1977.  Applicant:  JACJK  GRAY 
TRANSPORT.  INC..  4600  Elast  15th  Ave- 
nue. Gar>-,  Indiana  46403  Applicant's 
representative:  Carl  L.  Steiner,  39  South 
La  Salle,  Street  ChicagD,  lUinois  60603. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  regu- 
lar and  irregular  routes,  transporting: 
( 1 1  Regular  route — Sulphur.  From  Pair- 
port  Harbor.  Ohio  to  Erie,  Pennsylvania, 
serving  no  intermediate  points:  From 
Fairport  Harbor  over  Ohio  Highway  44 
to  Painesvnie.  Ohio,  and  thence  over 
U.S.  Highway  20  to  Erie,  and  return 
over  the  same  route,  with  no  transporta- 
tion for  compen.sation  except  as  oUier- 
wise  autliorized. 

'  2 '  Irregular  routes — Coke,  in  bulk, 
and  pig  iron,  from  Erie,  Pennsylvania, 
to  points  in  West  Virginia  and  points  in 
that  part  of  Ohio  on  and  west  of  US. 
Highway  23,  with  no  transportation  for 
compensation  on  return  except  as  other- 
wise authorized.  Restricted  to  traffic 
originating  at  the  plant  site  of  Koppers 
Company,  Inc.  located  at  Erie,  Pennsyl- 
vania. Pig  iron,  from  Toledo.  Ohio,  to 
points  in  those  parts  of  Pennsylvania 
and  New  York  which  are  on  and  west  of 
U.S.  Highway  11,  with  no  transportation 
for  compensation  on  return  except  as 
otherwise  authorized.  Restricted  to  traf- 
fic originating  at  the  plant  site  of  Inter- 
lake.  Inc..  located  at  Toledo,  Oliio.  Coke 
and  Pig  iron,  in  dump  trucks,  from  Erie, 
Penn£ylvania,  to  points  in  that  part  of 
Ohio  on  and  east  of  U.S.  Highway  23, 
that  part  of  Pennsylvania  on  and  west  of 
U.S.  Highway  11.  and  that  part  of  New 
York  on  and  west  of  U.S.  Highway  11, 
with  no  transportation  for  compensation 
on  return  except  as  otherwLse  author- 
ized. Restricted  to  traffic  onguiating  at 
the  plant  site  of  Koppers  Company,  Inc. 
located  at  Erie.  Pennsylvania. 

Pig  iron  and  coke,  from  Erie.  Pennsyl- 
vania, to  points  in  Chenango.  Hcriumer, 
and  Oneida  Counties,  New  York,  with 
no  transportation  for  compensation  on 
return  except  as  otherwise  authorized. 
Restncted  to  traffic  originating  at  the 
plant  site  of  Koppers  Company.  Inc.  lo- 
cated at  Erie,  Pennsylvania.  Salt,  in  bulk, 
in  du.mp  or  hopper  trucks,  from  Pair- 
port  Harbor,  Ohio,  to  points  ai  Craw- 
ford, Erie,  McKean.  Mercer.  Potter. 
Venango,  and  Warren  Counties.  Penn- 
sylvania: with  no  transporiation  for 
compensation  on  return  except  as  other- 
wise authorized.  Coke,  in  bulk,  in  dump 
vehicles,  frcwn  Fairport  Harbor.  Ohio  to 
Erie,  Franklin.  Greenville.  Grove  City. 


New  Castle.  Oil  City,  and  Monaca.  Penn- 
sylvania, with  no  transportation  for 
compensation  on  return  except  as  other- 
wise authorized. 

.Norr  -  This  uppiicatian  is  directly  related 
to  an  application  under  Section  5  of  the  Act, 
wherein  Jack  Gray  Transport.  Inc.  seeks  au- 
thority to  acquire  the  interstate  Permit  is- 
.sued  to  McPeely  Trucking,  Inc.  in  Docket 
MC  2488  By  this  application  Jack  Gray 
Tran?pij-t  Inc.  seek.s  to  convert  the  Permit 
af  McPeely  Trucking,  Inc..  to  a  Certificate 
of  Public  Convenience  and  Necessity.  If  a 
hearing  is  deemed  necesstu-y.  appUctmt  re- 
qx:ests  that  it  be  held  at  Washington,  DC. 
or  Pittsburgh.  Peun'^/.-U-anla.  Notice  of  the 
finance  application  docketed  at  MC  P- 13232 
appeared  In  the  Fkdbiuh.  Rscisrxa  issue  of 
eillier  June  2  or  3,  1977. 

Abandonment  Applications 
hoticx  of  findings 

Notice  is  herebj-  given  piu-suant  to 
Section  lai6i  la)  of  the  Interstate  Cmn- 
merce  Act  that  orders  have  been  en- 
tered in  Uie  following  abandonment  ap- 
plications which  are  administratively 
final  and  which  found  that  subject  to 
conditions  the  present  and  future  pub- 
lic convenience  and  necessity  permit 
abandonment. 

A  Certificate  of  Abandonment  will  be 
issued  to  the  applicant  carriers  30  daj-s 
after  this  Federal  Register  publicaUon 
unless  the  instructions  set  forth  in  tlie 
notices  are  followed. 

iE>ocket  No.  AB-12  iSub-No    321 

Southern  Pacific  Transportatton  Coir- 
PANY  Abandonment  or  Its  Globi 
Branch  Near  Miami  in  Gila  County. 

.\rizona 

NOtlCB    OF    FINDINGS 

% 

Notice  is  hereby  given  pursuant  to  Sec- 
tion la'6)<a»  of  tlie  Interstate  Com- 
merce Act  (49  U.S.C.  la<6Ha) )  that  by 
an  order  entered  on  April  18.  1977.  a 
finding,  which  is  administratively  final, 
was  made  by  the  Commission,  Commis- 
sioner Brown,  statrny  tliat.  sub.iect  to  the 
condiuoris  for  the  protection  of  railway 
employees  prescribed  by  the  Commission 
m  Chicago.  B.  <t  Q.  R.  Co.,  Aharidonmeni, 
257  I.C.C.  700.  and  for  pubUc  use  as  set 
forth  in  said  order,  the  present  and  fu- 
ture pubkc  conveiuence  and  necessity 
permit  the  abandonment  by  the  South - 
em  Pacific  Transportation  Company  of 
its  line  of  railroad  extending  Irom  rail- 
road milepost  1232.57  Ijeyond  Miami  m 
a  northwcsterlj'  direction  to  the  end  of 
the  branch  at  railroad  milepost  1232.98.  a 
distance  of  0.41  miles  in  Gila  County, 
.Arizona.  A  certificate  of  abandonment 
will  be  issued  to  the  Southern  Pacific 
Transportation  Company  based  on  the 
above-described  finding  of  abandonment, 
30  day.v  after  publication  of  this  notice, 
unless  within  30  days  from  the  date  of 
publication,  the  Commission  further 
finds  that: 

'  1 '  A  financially  responsible  person 
(mcluding  a  government  entity)  has 
offered  financial  assistance  tin  the  form 
of  a  rail  service  continuation  payment) 
to  enable  the  rail  service  involved  to  be 
continued:  and 
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(2>  It  is  bkely  that  such  proffered  as- 
sistance would : 

lai  Cover  the  difTerence  between  the 
revenues  which  ai%  attributable  to  such 
hne  of  railroad  and  tiie  avoidable  cast 
of  providing  rail  freight  service  on  such 
line,  together  with  a  reasonable  return 
on  the  value  of  such  line,  or 

lb)  Cover  the  acquisition  cost  of  all 
or  any  portion  of  such  line  of  railroad. 

If  the  Commission  so  find.^.  the  issu- 
ance of  a  certificate  of  abandonment  will 
be  postponed  for  such  reasonable  time, 
not  to  exceed  6  months,  as  is  necessai-y  to 
enable  such  person  or  entity  to  enter 
into  a  binding  agreement,  with  the  car- 
rier seeking  such  abandonment,  to  pro- 
vide such  assistance  or  to  purchase  such 
line  and  to  provide  for  the  continued 
operation  of  rail  services  over  such  line. 
Upon  notification  to  the  Commission  of 
the  execution  of  such  an  assistance  or 
acquisition  and  operating  agreement,  the 
Commission  shall  postpone  the  Lssuance 
of  such  a  certificate  for  such  period  of 
time  as  such  an  agreement  i  including 
any  extensions  or  modifications)  is  in 
effect.  Information  and  procedures  re- 
garding the  financial  assistance  for  con- 
tinued rail  service  or  the  acquisition  of 
Uie  involved  rail  line  are  contained  in 
the  Notice  of  the  Commission  entitled 
"Procedures  for  Pendng  Rail  Abandon- 
ment Cases"  published  in  tlie  Feder.al 
Register  on  March  31,  1976,  at  41  FR 
13691.  All  interested  persons  are  advised 
to  follow  the  instructions  contained 
therein  as  well  as  the  instructions  con- 
tinued in  Uie  above-referenced  order. 

IDocket  No   AB-37  (Sub-No  7)) 

Oregon-Washington  Railroad  &  Navi- 
gation Company  and  Union  Pacific 
Railroad  CoMP.fNV — Abandonment — 
Between  Fish  Lake  and  Monroe 
Street  in  Spokane  County,  Washing- 
ton 

notice  of   findings 

Notice  is  hereby  given  pursuant  to  Sec- 
tion la  of  the  Interstate  Commerce  Act 
'49  U.S.C.  la  I  that  by  a  Certificate  and 
Order  dat«d  May  18,  1977.  a  finding, 
which  Is  administratively  final,  was 
made  by  the  Commission.  Commisioner 
Brown,  stating  that,  subject  to  the  condi- 
tions for  the  protection  of  railway  em- 
ployees prescribed  by  the  Commission  in 
New  Orleans  Union  Passenger  Terminal 
Case.  232  ICC.  271.  and  those  provided 
pursuant  to  Section  405  of  the  Rail  Pas- 
senger Service  Act  (43  USC  565 1,  the 
present  and  future  public  convenience 
and  necessity  permit  the  abandonment 
of  applicants'  line  from  milepost  354.71 
near  Fish  Lake,  Washington,  to  milepost 
367.19  near  the  east  line  of  Monroe  Street 
in  Spokane.  Washington,  a  total  distance 
of  approximately  12.48  miles,  including 
a  short  portion  of  double  main  line  track 
which  extends  from  approximately  mile- 
post 365.90  to  milepost  366.92.  A  certifi- 
cate of  public  convenience  and  necessity 
permitting  abandonment  was  issued  to 
the  Oregon-Washington  Railroad  &  Nav- 
igation Company  and  Union  Pacific  Rail- 
road Company.  Since  no  investigation 
was   Instituted,   requirement   of   Section 


1121.38<ai  of  the  Regiilations  that  pub- 
lication of  notice  of  abandonment  deci- 
sions in  the  Federal  Register  be  made 
only  after  such  a  decision  becomes  ad- 
ministratively final  was  waived. 

Upon  receipt  by  the  carrier  of  an  ac- 
tual offer  of  financial  assistance,  carrier 
shall  make  available  to  the  offeror  the 
records,  accounts,  appraisals,  working 
papers,  and  other  documents  used  in  pre- 
paring Exhibit  I  (section  1121.45  of  the 
Regulations!.  Such  documents  shall  be 
made  available  during  regular  business 
hours  at  a  time  and  place  mutually 
agreeable  to  the  parties. 

The  offer  must  be  filed  and  served  no 
later  than  15  days  after  publication  of 
this  Notice.  The  offer,  as  filed,  shall  con- 
tain information  required  pursuant  to 
Section  1121.38*bi  (2>  and  (3>  of  the 
Regailations.  If  no  such  offer  is  received. 
the  certificate  of  public  convenience  and 
necessity  authorizing  abandonment  shall 
become  effective  30  days  from  the  date  of 
this  publication. 

I  Etocket  No.  AB-69  (Sub-No.  2)  ] 

Western  Maryland  Railway  Company 
Abandonment  Allegany  County  (Near 
Cumberland  » .  Maryland  and  Bedford 
County.  Pennsylvania 

notice  of  findujcs 

Notice  is  hereby  given  pursuant  to  Sec- 
lion  la<6)(a»  of  the  Interstate  Com- 
merce Act  (49  U.S.C.  la(6>(a»  )  that  by 
an  order  entered  on  April  1,  1977,  a  find- 
ing, which  is  administratively  final,  was 
made  by  the  Commission,  Review  Board 
Number  5,  stating  that,  subject  to  the 
conditions  for  the  protection  of  railway 
employees  prescribed  by  the  Commission 
in  Chicago.  B  &  Q.  R.  Co.,  Abandon- 
ment. 257  I.C.C.  700,  and  the  applicable 
provisions  of  section  405  of  the  Rail  Pas- 
senger Service  Act,  the  present  and  fu- 
ture public  convenience  and  necessity 
permit  the  abandonment  by  the  Western 
Maryland  Railway  Company  of  a  line 
of  railroa*.!  beginning  at  Valuation  Sta- 
tion Of  00  at  or  near  Cumberland  in  Al- 
legany County,  Maryland,  and  extending 
in  a  northerly  direction  to  Valuation  Sta- 
tion 238  •  63  near  the  Maryland-Penn- 
sylvania State  Line  in  Bedford  County, 
Pennsylvania,  a  distance  of  4.52  miles.  A 
certificate  of  abandonment  wUl  be  is- 
sued to  the  Western  Maryland  RaUway 
Company  based  on  the  above-described 
finding  of  abandonment.  30  days  after 
publication  of  this  notice,  unless  within 
30  days  from  the  date  of  publication,  the 
Commission  further  finds  that: 

1 1 )  A  financially  responsible  person 
(including  a  government  entity)  has 
offered  financial  assistance  (in  the  form 
of  a  rail  service  continuation  payment) 
to  enable  the  raU  service  involved  to  be 
continued:  and 

( 2 1  It  is  likely  that  such  proffered  as- 
sistance would: 

(a)  Cover  the  difference  between  the 
revenues  which  are  attributable  to  such 
line  of  railroad  and  the  avoidable  cost 
of  providing  rail  freight  service  on  such 
line,  together  with  a  reasonable  return 
on  the  value  of  such  line,  or 


(b)  Cover  the  acquisition  cost  of  all  or 
any  portion  of  such  line  of  railroad. 

If  the  Commission  so  finds,  the  issu- 
ance of  a  certificate  of  abandonment  will 
be  postponed  for  such  reasonable  time, 
not  to  exceed  6  months,  as  is  necessary  to 
enable  such  person  or  entity  to  e^iter 
into  a  binding  a.greement,  with  the  car- 
rier seeking  such  abandonment,  to  pro- 
vide such  assistance  or  to  purchase  such 
line  and  to  provide  for  the  continued 
operation  of  rail  services  over  such  line. 
Upon  notification  to  the  Commission  of 
the  execution  of  such  an  assistance  or 
acquisition  and  operating  agreement,  the 
Commission  shall  postpone  the  issuance 
of  such  a  certificate  for  such  period  of 
time  as  such  an  agreement  (including 
any  extensions  or  modifications!  is  in 
effect.  Information  and  proceduies  re- 
garding the  financial  assistance  for  con- 
tinued rail  service  or  the  acquisition  of 
the  involved  rail  line  are  contained  In 
the  Notice  of  the  Commission  entitled 
"Procedures  for  Pending  Rail  Abandon- 
ment Cases"  published  In  the  Federal 
Register  on  March  31,  1976,  at  41  FR 
13691.  All  Interested  pei-sons  are  advised 
to  follow  the  instructions  contained 
therein  as  well  as  the  Instructions  con- 
tained In  the  above-referenced  order. 

(Docket  No.  AB-142] 

New  Orleans  and  Lower  Coast  Rail- 
road Company  Abandonment  of  Line 
OF  Railroad  Known  as  "South  End" 
Between*  Port  Sulphur  and  Empire, 
IN  Plaquemines  Parish,  Louisiana 

notice    01     FINDINGS 

Notice  is  hereby  given  pursuant  to  Sec- 
tion la(6)  (a)  of  the  Interstate  Com- 
merce Act  (49  U.S.C.  la(6)(an  tiiat  by 
an  order  entered  on  May  16,  1977,  a 
finding,  which  is  administratively  final, 
was  made  by  the  Commission.  Division 
3,  stating  that,  subject  to  the  condtions 
for  the  protection  of  railway  employees 
prescribed  by  the  Commission  in  New 
Orleans  Union  Passenger  Terminal  Case, 
232  I.C.C.  271,  and  those  provided  pursu- 
ant to  Section  405  of  the  Rail  Pas.senger 
Service  Act  (45  U.S.C.  565  ! ,  and  for  pub- 
lic use  as  set  forth  in  said  order,  the 
present  and  future  public  convenience 
and  necessity  permit  the  abandonment 
by  the  New  Orleans  and  Lower  Coast 
Railroad  Company  of  its  line  of  railroad 
extending  from  milepost  35.0  near  Port 
Sulphur.  Louisiana,  southeasterly  to 
milepost  56.2  near  Empire,  Louisiana,  a 
distance  of  21.2  miles  in  Plaquamines 
Parish,  Louisiana.  A  certificate  of  aban- 
donment will  be  issued  to  the  New  Or- 
leans and  Lower  Coast  Railroad  Com- 
pany based  on  the  above-described  find- 
ing of  abandomnent,  30  days  after  pub- 
lication of  this  notice,  unless  within  30 
days  from  the  date  of  publication,  the 
Commission  further  finds  that: 

( 1 )  A  financially  responsible  person 
(including  a  government  entity)  has 
offered  financial  assistance  (in  the  form 
of  a  rail  service  continuation  pa\Tnent) 
to  enable  the  rail  service  involved  to  be 
continued;  and 

(2)  It  is  likely  that  such  proffered  as- 
sistance would: 
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(a)  Cover  the  difference  between  the 
revenues  which  are  attributable  to  such 
line  of  railroad  and  the  avoidable  cost  of 
providing  rail  freight  service  on  such 
line,  together  with  a  reasonable  return 
on  tlie  value  of  such  line,  or 

'b»  Cover  Uit;  acquisitiun  cost  of  all 
or  any  portion  of  such  line  of  railroad. 

If  the  CommLssion  so  finds,  the  issu- 
ance of  a  certificate  of  abandonment  will 
be  postponed  for  such  reasonable  time, 
not  to  exceed  6  montixs,  as  is  necessary 
to  enable  such  person  or  entity  to  enter 
into  a  binding  agreement,  with  the  car- 
rier seeking  sucli  abandonment,  to  pro- 
vide such  assistance  or  to  purchase  such 
line  and  to  provide  for  the  continued 
operation  of  rail  services  over  such  line. 
Upon  notification  to  Uie  Commission  of 
the  execution  of  such  an  assistance  or 
acquisition  and  operating  agreement,  the 
Commission  shall  postjxnie  the  issuance 
of  such  a  certificate  for  such  peritxl  of 
time  as  such  an  agreement  (including 
any  extensions  or  modifii;ations)  is  in  ef- 
fect. Information  and  procedures  re- 
garding the  financial  assistance  for  con- 
tinued rail  service  or  the  acquisition  of 
the  involved  rail  line  are  contained  in 
the  Notice  of  the  Comuussion  entitled 
"Procedures  for  Pending  Rail  Abandon- 
ment Cases"  publLshed  in  tlie  Federal 
Register  on  March  31,  1976.  at  41  FR 
13691.  All  intercatetl  persons  are  advised 
to  follow  the  instructions  contained 
therein  as  well  as  the  instructions  con- 
tained in  the  above-referenced  order. 

Motor   Carpier   Altebwate   Route 
Deviations 

The  following  letter-notices  to  operate 
over  deviation  routes  for  operating  con- 
venience only  have  been  filed  with  the 
Commission  under  the  Deviation  Rules — 
Motor  Carrier  of  Propertj'  '49  GFR 
1042.4(c>  <ll.i.>. 

Protests  against  the  use  of  any  pro- 
posed deviation  route  herein  described 
may  be  filed  with  the  Commission  in  the 
manner  and  form  provided  in  such  rules 
at  any  time,  but  will  not  operate  to  stay 
commencement  of  tlie  proposed  opera- 
tions unless  filed  within  30  days  from  the 
date  of  this  Federal  Register  notice. 

Each  applicant  states  that  there  will  be 
no  significant  effect  on  tlie  quality  of  the 
human  environment  resulting  from  ap- 
proval of  its  request. 

Motor   Carriers  of  Property 

No.  MC  19311  'Deviation  No.  l! .  CEN- 
TRAL TRANSPORT.  INC.,  34200  Mound 
Rd..  Sterling  Heiglits,  Mich.  48077,  filed 
May  19,  1977.  Carrier  proposes  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
of  general  commodities,  with  certain  ex- 
ceptions, over  deviation  routes  as  follows : 
(1)  From  junction  Interstate  Highway 
9-4  and  U.S.  Highway  41  over  U.S.  High- 
way 41  to  junction  Ii^.diana  Highway  10, 
thence  over  Indiana  Highway  10  to  the 
Indiana-Illinois  State  line,  thence  over 
niinois  Highway  114  to  junction  Illinois 
Highway  1.  '2^  FYom  junction  Interstate 
Highway  94  and  U.S.  Highway  41  over 
U.S.  Hlghv^ray  41  to  Junction  U.S.  High- 
way 24,   thence  over  U.S.  Highway  24 


to  junction  TiltnoiK  Hlghvway  1.  (3)  From 
junction  Interstate  Higiiway  94  and  U.S. 
Hl^way  41  over  U.S.  Highway  41  to 
junction  Indiana  Highway  26.  thence 
over  Indiana  Highway  26  to  the  Indiana- 
Illinois  State  line,  thence  over  Illinois 
Highway  9  to  junction  Illinois  Highway 
1.  (4!  From  junction  Interstate  Highway 
94  and  U.S.  Highway  41  over  US.  High- 
way 41  to  junction  Indiana  Highway  63. 
tlience  over  Indiana  Highway  63  to  junc- 
tion Interstate  Highway  74.  tlience  over 
Interstate  Highway  74  to  junction  Illinois 
Highway  1.  '5)  From  junction  Interstate 
Highway  94  and  U.S.  Highway  41.  over 
US.  Highway  41  to  junction  Indiana 
Highway  63,  thence  over  Indiana  High- 
way 63  to  junction  Indiana  Highway  71, 
thence  over  Indiana  Highway  71  to  junc- 
tion U.S.  Highway  36,  thence  over  U.S. 
Highway  36  ta  junction  niinois  Highway 
I.  '6)  from  junction  Interstate  Highway 
94  and  U.S  Highway  41  over  U.S.  High- 
way 41  to  junction  Indiana  Highway  63. 
*hence  over  Indiana  Highway  63  to  junc- 
tion Indiana  Highway  71  thence  over 
Indiana  Highway  71  to  junction  Indiana 
Highway  163.  thence  over  Indiana  High- 
way 163  to  the  Indiana -IlMnois  State 
line,  thence  over  niinoLs  Highway  16  to 
junction  Illinois  Highway  1. 

(7)  From  junction  Interslate  Highway 
94  and  U.S.  Highway  421  over  U.S.  Higii- 
way 421  to  junction  U.S.  Highway  24. 
thence  over  U-S.  Highwaj-  24  to  junction 
Illinois  Highway  1,  (8!  From  junction 
Interstate  Highway  94  and  U.S.  Highway 
421  over  U.S.  Highway  421  to  junction 
Indiana  Highway  43,  thence  over  Indiana 
Highway  43  to  junction  U.S.  Highway 
231,  thence  over  U.S.  Highway  231  to 
junction  Interstate  Highway  74,  thence 
over  Interstate  Highway  74  to  junction 
Illinois  Highway  1.  (9i  From  junction 
U.S.  Highway  20  and  U.S.  Highway  31 
over  U.S.  Highway  31  to  Junction  In- 
diana Highway  25,  thence  over  Indiana 
Highway  25  to  junction  U.S.  Highway 
231.  thence  over  U.S.  Highway  231  to 
junction  Interstate  Highway  74.  thence 
over  Intei-state  Highway  74  to  junction 
Illinois  Highway  1.  (10»  From  junction 
Interstate  Highway  94  and  Interstate 
Highway  69  over  Interstate  Highway  69 
to  junction  U.S.  Highway  24.  thence  over 
U.S.  Highway  24  to  junction  Illinois 
Highway  1.  (11)  Prom  junction  Inter- 
state Highw^ay  94  and  Interstate  High- 
way 69  over  Interstate  Highway  69  to 
jimction  U.S.  Highway  24.  thence  over 
U.S.  Highway  24  to  junction  Indiana 
Highway  25.  thence  over  Indiana  High- 
way 25  to  junction  U.S.  Highway  231, 
thence  over  U.S.  Highway  231  to  junc- 
tion Interstate  Highway  74.  thence  over 
Interstate  Highway  74  to  junction  Illinois 
Highway  1.  (12)  From  junction  Inter- 
state Highway  94  and  Interstate  High- 
way 69  to  junction  U.S.  Highway  36, 
thence  over  U.S.  Highway  36  to  junction 
niinois  Highway  1,  (13)  Froim  jimction 
Interstate  Hl-ehway  94  and  Interstate 
Highway  69  over  Interstate  Highway  69 
to  junction  interstate  Highway  70, 
thence  over  Interstate  Highway  70  to 
junction  U.S.  Highway  150,  thence  over 


U  S  Highway  T50  to  Paris.  ID.,  and  (14> 
Prom  junction  Interstate  Highway  94 
and  Interstate  Highway  69  over  Inter- 
state Highway  69  to  junction  Interstate 
Highway  70.  thence  over  interstate  High- 
way 70  to  .unction  Illinois  Highway  1, 
thence  over  Illinois  Highway  1  to  Paris, 
111 .  and  return  over  the  same  routes  for 
operating  convenience  only.  The  notice 
indicates  that  the  carrier  is  presently 
authorized  to  transport  the  same  com- 
modities over  pertinent  services  rou^ps 
as  follows:  d)  Prom  Paris,  El.,  over  Illi- 
nois Highway  1  to  junction  Illinois  High- 
way 17,  t2i  From,  junction  Illinois  High- 
ways 1  and  17  over  Illinois  Highway  1  to 
junction  Interstate  Highway  94,  and  (3> 
From  junction  Illinois  Highway  1  and 
Interstate  Highway  94  over  Interstate 
Highway  94  to  junction  U.S.  HighwHv 
20  and  U.S.  Highway  31.  and  return  over 
the  same  routes. 

No.  MC  11220  (Deviation  No.  32 >. 
CK>RDONS  TRANSPORTS,  INC..  185  W. 
McLemore  Ave.,  Memphis,  Tenn.  38101. 
filed  May  25.  1977.  CaiTier  proposes  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, of  general  commodities,  with  cer- 
LTin  exceptions,  over  a  deviation  route 
as  follows:  From  Bolivar.  Term.,  over 
Tennessee  Highwaj-  18  to  junction  U.S. 
Highway  45.  tlience  over  U.S.  Highway 
45  to  junction  Byptiss  U.S.  Highway  4o. 
thence  over  Bypass  U.S.  Highway  45  to 
junction  Interstate  Highway  40.  thence 
over  Interstate  Highway  40  to  Nasliville. 
Term.,  and  return  over  the  same  route 
for  operating  convenience  only.  The  no- 
tice ir.dicates  that  the  carrier  is  pres- 
ently autliorized  to  transport  the  same 
comm(xiities  over  a  pertinent  service 
route  as  follows;  From  Bolivar  Term., 
over  U.S.  Highway  64  to  PulaskL  Term., 
thence  over  U.S.  Highway  31  to  Decatur. 
Ala.,  thence  over  Interstate  Highway  65 
to  Nashville.  Tenn.,  and  return  over  the 
same  route. 

No.  MC  29555  (Deviation  No.  17). 
BRIGGS  TRANSPORTATION  CO.. 
North  400.  Griggs-Mldway  Bldg.,  St. 
Paul.  Minn.  55104,  filed  May  19,  1977. 
Carrier  proposes  to  operate  as  a  com- 
mon earner,  by  motor  vehicle,  of  general 
comTtioditics.  witii  certain  exceptions, 
over  a  deviation  route  as  follows:  Prom 
junction  US.  Highway  71  and  U.S.  High- 
way 36  over  U.S.  Highway  36  to  junction 
U.S.  Highway  75,  thence  over  U.S.  High- 
way 75  to  junction  Nebraska  Highway  2, 
thence  over  Nebraska  Highway  2  to  junc- 
tion U.S.  Highway  6  and  return  over  the 
same  route  for  operating  convenience 
only.  TTie  notice  indicates  that  the  car- 
rier IS  presently  authorized  to  transport 
the  same  commodities  over  a  pertinent 
service  route  as  follows:  Prom  junction 
U.S.  Highway  71  and  U.S.  Highway  36 
over  U.S.  Highway  71  to  junction  Iowa 
Highway  2,  thence  over  Iowa  Highway  2 
to  junction  U.S.  Highway  275.  thence 
over  U.S.  Highway  275  to  Omaha.  Nebr  . 
thence  over  U.S.  Highway  6  to  jimction 
Nebraska  Highway  2,  and  return  over  the 
same  route 
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No.  MC  58923  (Deviation  No  2>, 
GEORGIA  HIGHWAY  EXPRESS.  INC  , 
2090  Jonesboro  Rd.  SE..  Atlanta,  Ga. 
30315.  filed  May  24,  1977.  Carrier  pro- 
poses to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  geiieral  commodities. 
with  certain  exceptions,  over  deviation 
routes  as  follows:  <1)  From  Ludowici, 
Ga  ,  over  U.S.  Highway  82  to  junction 
U.S.  Highway  84,  thence  over  U.S.  High- 
way 84  to  Tliomasville,  Ga ,  <2i  from 
Cordele,  Ga..  over  Georgia  Highway  257 
to  Albany,  Ga.,  and  (3>  from  Ludowici, 
Ga.,  over  U.S.  Highway  82  to  Albany,  Ga  , 
and  return  over  the  same  routes  for  op- 
erating convenience  only.  Tlie  notice  in- 
dicates that  the  carrier  is  presently  au- 
thorized to  tran.sport  the  same  conunodi- 
ties  over  a  peitinent  service  route  as  fol- 
lows: From  Ludowici.  Ga..  over  U.S. 
Highway  25  to  Glenn ville,  Ga..  thence 
over  Georgia  Highway  23  to  junction 
Georgia  Highway  30.  thence  over  Georgia 
Highway  30  to  Helena.  Ga..  thence  over 
U.S.  Highway  280  to  Americus,  Ga., 
thence  over  U.S.  Highway  19  to  Thomas- 
ville,  Ga  .  and  return  over  tlie  stune  route. 

Motor  Carrier  Alternate  Route 
Deviations 

Tlie  foUowmg  letter-notice*;  to  operate 
over  deviation  routes  for  operating  con- 
venience only  have  been  filed  with  the 
Comml.s.'Jlon  tuider  the  Deviation  Rules — 
Motor  Carrier  of  Passengers  <49  CFR 
1042.2(C'  i9i  >. 

Protests  against  the  xise  of  any  pro- 
pased  deviation  route  herein  described 
may  be  flle<l  with  the  Commis.'^-ion  in  the 
niaimer  and  form  provided  in  such  rules 
at  any  time,  but  will  not  oi^erate  to  stay 
commencement  of  the  proposed  opera- 
tions tmless  filed  within  30  days  from  the 
date  of  thi.s  Federal  Register  notice. 

Each  applicaiit  states  that  there  will 
be  no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  request. 

Motor  Carriers  of  Passengers 

No.  MC  45626  (Deviation  No  37 >. 
VERMONT  TRANSIT  CO  .  INC  .  135  St. 
Paul  St..  Burlington,  Vt.  05401,  filed  May 
10,  1977.  Carrier  propoees  to  operate  av<  a 
common  carrier,  by  motor  vehicle,  of 
passenoers  and  their  baggage,  and  ex- 
press and  newspapi^rs  in  the  same  vehicle 
with  passengers,  over  a  deviation  route 
a£  follows;  From  Fr>eburg.  Mame,  over 
Maine  Highway  5  to  junction  Maine 
Highway  25  at  Cornush.  Maine,  thence 
over  Maine  Highway  25  to  junction 
Maine  Highway  114  at  Gorham.  Maine, 
thence  over  Maine  Highway  114  to  junc- 
tion U.S.  Highway  1  at  Scarboro.  Maine. 
and  return  over  the  same  route  for 
operating  convenience  only.  Tlie  notice 
indicates  that  the  carrier  is  presently  au- 
thorized to  transport  passengers  and  the 
same  property  over  a  pertinent  service 
route  as  follows:  From  junction  U.S. 
Highway  2  and  US  Highway  302  over 
US.  Highway  302  via  Naples,  Maine,  to 
Portland.  Maine,  tlience  over  US  High- 
way 1  to  Scarboro.  Mame,  and  return 
over  the  same  route.  Restriction:  The 
above-described  route  shall  be  used  In 


connection  with  the  operation  of  busses 
which  either  originate  at,  or  are  destined 
to,  a  point  west  of  the  New  Hampshire- 
Vermont  State  line 

No.  MC  74761  (Deviation  No.  7), 
TAMIAMI  TRAIL  TOURS,  INC.,  525 
Madison  St  ,  Tampa,  Fla.  33602,  filed 
May  26.  1977.  Carrier  proposes  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
of  passengers  and  their  baggage,  and  ex- 
press and  newspapers  In  the  same  veh- 
icle with  passengers,  over  a  deviation 
route  as  follows:  From  Ft.  Lauderdale. 
Fla  .  over  Interstate  Highway  95  to  West 
Palm  Beach.  Fla..  and  retiuTi  over  the 
same  route  for  operating  convenience 
only.  The  notice  indicates  that  the  car- 
rier Ls  presently  authorized  to  transport 
passengers  and  the  same  property  over  a 
pertinent  service  route  as  follows:  From 
Ft.  Lauderdale.  Fla.,  over  Florida  High- 
way 811  to  De^i-field  Beach,  Fla.,  thence 
over  Florida  Highway  810  to  junction 
U.S.  Highway  1,  thence  over  U.S.  High- 
way 1  to  Boca  Raton,  Fla.,  thence  over 
unnumbered  highway  via  Florida 
Atlantic  University  to  junction  Florida 
Highway-  809  thence  over  Florida  High- 
way 809  to  junction  U.S.  Highway  98. 
thence  over  U.S.  Highway  98  to  West 
Palm  Beach,  Fla.,  and  return  over  the 
s;xme  route. 

No.  MC  74761  iDevlation  No.  8'.  TA- 
MIAxVn  TRAIL  TOURS.  INC.,  525  Mad- 
ison Street.  Tampa.  Fla.  33602.  fUed 
May  26.  1977.  Carrier  proposes  to  operate 
a^  a  common  carrier,  by  motor  vehicle, 
of  passengers  and  their  baggage,  and 
express  and  newspapers  In  the  same  ve- 
hicle with  passengers,  over  a  deviation 
route  as  follows:  From  Macon,  Ga..  over 
Interstate  Highway  75  to  junction 
Georgia  Highway  257,  thence  over 
Georgia  Highway  257  to  Albany,  Ga.,  Eind 
return  over  the  same  route  for  operating 
convenience  only.  The  notice  indicates 
that  the  carrier  is  presently  authorized 
to  transport  passengers  and  the  same 
property  over  a  pertinent  service  route  as 
follows:  From  Macon,  Ga..  over  U.S. 
Highway  41  to  Echeconnee,  Ga..  thence 
over  Georgia  Highway  49  to  Americus, 
Ga.,  thence  over  U.S.  Highway  19  to  Al- 
bany. Ga..  and  return  over  the  same 
route 

Motor  Carrier  Intrastate 
Applicationisi 

The  following  application's)  for  motor 
common  carrier  authority  to  operate  in 
intrastate  commerce  seek  concurrent 
motor  carrier  authorization  In  interstate 
or  foreign  commerce  within  the  limits  of 
the  intrastate  authority  sought,  pursu- 
ant to  Section  206(a)(6)  of  the  Inter- 
state Commerce  Act.  These  applications 
are  govemed  by  Special  Rule  245  of  the 
Commission's  General  Rules  of  Practice 
(49  cm  1100.245),  which  provides, 
among  other  things,  that  protests  and  re- 
quests for  information  concerning  the 
time  and  place  of  State  Commission 
hearings  or  other  proceedings,  any  sub- 
sequent changes  therein,  and  any  other 
related  matters  shall  be  directed  to  the 
State  Commission  with   which  the  ap- 


plication Is  filed  and  shall  not  be  ad- 
dressed to  or  filed  with  the  Interstate 
Commerce  Commission. 

Arkansas  Docket  No.  M-10283,  filed 
May  6,  1977.  Apphcant:  SHERIDAN 
TRUCK  LINE,  INC.,  Route  2.  Box  416, 
Sheridan,  Ark.  72150,  Applicant's  rep- 
resentative: Louis  Tarlowski,  914  Pyra- 
mid Life  Bldg.,  Little  Rock,  Ark.  72201. 
Certificate  of  Public  Convenience  and 
Necessity  sought  to  operate  a  freight 
service  as  follows:  Trans port.ation  of 
General  commodities  (except  Classes  A 
and  B  explosives,  household  goods,  com- 
modities in  bulk  and  commodities  re- 
quiring special  equipment',  (!>  between 
Sheridan,  and  El  Dorado.  Ark.  over  U.S. 
Highway  167  .serving  all  intermediat-e 
points,  (2)  between  the  junction  of  U.S. 
Highway  167  and  Arkansas  Highway  335 
and  the  jimction  of  Arkansas  Highways 
335  and  Highway  7  over  Arkansas  High- 
way 335  serving  all  intermediate  points. 
(3)  between  Camden  and  El  Dorado, 
Ark.  over  Arkansas  Highway  7  serving 
all  intermediate  points,  (4>  between 
Camden  and  Fordyce,  Ark.  over  U.S. 
Highways  79  and  79B  serving  all  inter- 
mediate points,  (5)  from  the  junction 
of  U.S.  Highway  79  with  Arkansas  High- 
way 274  over  Arkansas  Highway  274  to 
East  Camden  and  return,  serving  all  in- 
termediate points,  <6'  between  the  junc- 
tion of  Arkansas  Highway  274  with 
Arkansas  Highway  4  and  Hampton.  Ark 
over  Arkansas  Highway  4  as  an  alternate 
route  for  operating  convenience  only, 
serving  no  intermediate  points,  (7)  be- 
tween the  jianction  of  U.S.  Highway  79 
with  Arkansas  Highway  9  and  Princeton, 
Ark,  over  Arkansas  Highway  9  sening 
all  Intermediate  points, 

(8)  Between  the  junction  of  Arkansas 
Highway  9  with  Arkansas  Highway  8 
and  the  junction  of  Arkansas  Highway  8 
with  U.S.  Highway  79  over  Arkansas 
Highway  8  as  an  alternate  route  for 
operating  convenience  only,  sei-ving  no 
intermediate  points.  (9)  between  the 
junction  of  Arkansas  Higliway  9  with 
Arkansas  Highway  128  and  Sparkman. 
Ark.  over  Arkansas  Highway  128  sei-ving 
all  intermediate  points,  dOi  between 
Sheridan  and  Leola,  Ark.  over  Arkansas 
Highway  46  as  an  alternate  route  for 
operating  convenience  only  sening  no 
intermediate  points.  (11>  between  tlie 
junction  of  U.S.  Highway  167  with 
Arkansas  Highway  48  and  Carthage. 
Ark.  over  Arkansas  Highway  48  as  an 
alternate  route  for  operating  con- 
venience only,  serving  no  intermediate 
points,  (12)  between  tlie  junction  of 
Arkansas  Highway  46  with  Arkansas 
Highway  229  and  the  junction  of  Ar- 
kansas Highway  48  with  Arkansas.  High- 
way 229  over  Arkansas  Highway  229 
as  "an  alternate  route  for  aperating  con- 
venience only,  serving  no  Intermediate 
points;  and  (13>  from  El  Dorado,  Ark. 
South  over  U.S.  Highway  167  to  the  off- 
route  plant  site  of  Michigan  Chemical 
Company  near  El  Dorado,  Ark.  and  re- 
turn oter  the  same  route,  serving  all  in- 
termediate points.  Note.— Applicant  pro- 
poses to  tack  requested  routes  at  all 
points  of  Joinder   Intrastate.  lnt«rstate 
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and  foreign  commerce  authority  sought. 
Hearing,  date,  time  and  place  scheduled 
for  Tuesday  July  12.  1977.  at  10  a.m., 
at  its  offices  in  the  Justice  Building, 
Arkansas  Transportation  Commission, 
Hearing  Roc«n.  Little  Rock.  Ark.  Re- 
quests for  procedural  information  should 
be  addressed  to  tlie  Arkansas  Transpor- 
tation Commission.  Justice  Building. 
Little  Rock.  Ark.  72201  and  should  not  be 
directed  to  the  Interstate  Commerce 
Commission. 

Iowa  Etocket  No.  MA-A-77-12.  filed 
May  2.  1977.  Applicant:  B  &  F  TRANS- 
FER. INC..  1506  10th  S.E..  Cedar  Rapids. 
Iowa  52401.  Applicant's  representative: 
Antonio  Colacino.  1100  Des  Moines 
Building.  Des  Moines,  Iov,'a  50309.  Cer- 
tificate of  Public  Convenience  and  Neces- 
sity sought  to  operate  a  freight  service 
as  follows:  Transportation  of  Freight, 
(a>  between  Ely.  Solon.  Lisbon.  Me- 
chanic5ville.  Stanwood.  Clarence.  Low- 
den.  Wheatland.  Calamus,  and  Grand 
Mound.  Iowa,  restricted  to  freight  origi- 
ating  at  one  of  the  points  above  named 
and  destined  to  another  of  said  points, 
(b'  from  Cedar  Rapids  to  Ely.  Solon, 
Lisbon.  Mechanicsville.  Stanwood.  Clar- 
ence, Lowden,  Wheatland.  Calamus  and 
Grand  Mound,  restricted  to  freight  origi- 
nating at  or  interlined  at  Cedar  Rapids 
and  destined  to  or  interlined  to  another 
carrier  at  the  named  destination  points. 
(c)  from  Ely.  Solon.  Li.sbon.  Mechanics- 
ville, Stanwood,  Clarence,  Lowden, 
Wheatland,  Calamus  and  Grand  Mound. 
Iowa,  to  Cedar  Rapids,  Iowa,  restricted 
to  freight  originating  at  or  interlined  at 
one  of  the  origin  points  and  destined  to 
or  interlined  to  another  carrier  at  Cedar 
Rapids;  and  between  Hale,  and  Prairie- 
burg.  Iowa  and  those  points  the  appli- 
cant is  authorized  to  serve  tinder  Cer- 
tificate No.  180  and  Certificate  of  Regis- 
tration No.  MC-99504.  Intrastate,  inter- 
state and  foreign  commerce  authority 
sought.  Hearing:  Date,  time  and  place 
not  yet  fixed.  Requests  for  procedural 
infomiation  should  be  addressed  to  tlie 
Iowa  State  Commerce  ConimLssion.  State 
Capitol,  Des  Moines,  Iowa  50319  and 
should  not  be  directed  to  the  Interstate 
Commerce  Commission. 

Maine  Docket  No.  X-71.  filed  May  9. 
1977.  Applicant:  DUGAS  EXPRESS  CO.. 
101  Knox  Street.  Lewiston.  Maine  04240. 
Certificat-e  of  Public  Convenience  and 
Nece.ssity  sought  to  operate  a  freig'nt 
ser\ice  as  follows:  Applicant  seeks  to 
amend  Common  Carrier  Certificate  No. 
68  by  adding  authority  to  extend  its 
present  service  to  include  service  to  and 
or  from  the  following  points:  Portland, 
South  Portland,  West  Falmouth.  Upper 
Gloucester,  New  Gloucester,  Gray.  Dan- 
ville Junction,  Auburn,  Lewiston,  Me- 
chanic Falls,  Welchville.  West  Minot, 
Minot,  Hebron.  Norway,  South  Paris. 
Paris,  Buckfield,  West  Paris.  South 
Woodstock,  West  Sumner.  East  Sumner. 
Sumner,  Bryant  Pond,  North  Woodstock, 


Bethel  Milton,  Abbotts  Mill,  Peru,  West 
Peru.  Rtmiford.  Mexico.  Dixfield. 
Turner,  Turner  Center,  North  Turner, 
Hartford,  Livermore,  East  Livermore, 
Gilfc)ertville,  Canton.  East  Peru,  North 
Livermore,  Chisholm.  Livermore  Falls. 
Jay.  North  Jay,  Drj'den,  East  Dixfield. 
Wiiton.  East  Wilton,  Chesterville.  North 
Cliesterville,  Farmington  Falls,  New 
Sharon.  Farmington.  Vienna.  Belgrade 
Lakes.  Mt.  Vernon.  Belgrade,  North  Bel- 
grade. Sabattus,  Greene.  Leeds  Junction. 
Litchfield  Comer.  Pittston.  Randolph. 
Chelsea.  Togus.  Augusta,  Wales,  Litch- 
field. Monmouth.  West  Gardiner.  Gardi- 
ner. Farmingdale,  Hallowell,  Winthrop, 
Manchester.  Leeds,  North  Leeds.  Waj-ne. 
North  Wa>Tie.  Fayette.  Readfield.  Kents 
Hill.  Riverside,  Vassalboro.  East  Vassal- 
boro,  Nortli  Vassalboro.  China,  Winslow, 
Waterville,  Fairfield,  Clinton.  Hinckley. 
Shawmut.  Oakland.  North  Sidney,  Sid- 
ney. Burnham,  Canaan.  Rttsfield,  Pal- 
myra, Newport,  Detroit,  Plymouth.  East 
Nev^-port,  Etna,  Carmel,  Hampden,  Her- 
mon.  Bangor,  Orono.  Brewer,  Holden. 
Skowhegan.  Madison.  Anson.  North  An- 
son. Embdcn.  Solon,  Bingham.  Moscow. 
Caratunk,  West  Forks,  Lake  Parlin. 
Jackman,  Moase  River,  Rome,  Sniitli- 
field.  Larone,  Norridgewock,  Mercer, 
Adlocke  Mills,  Benton,  and  Veazie, 
Maine  with  pick  up  and  delivei-y  service 
in  all  directions  to  and  from  and  in  be- 
tween all  points  on  the  above  described 
points.  Intrastate,  interstate  and  foreign 
commerce  authority  sought.  Hearing: 
Date,  time  and  place  not  yet  fixed.  Re- 
quests for  procedural  information  should 
be  addressed  to  the  Maine  Public  Utili- 
ties ConimLssion.  State  House  Annex. 
(?apitol  Shopping  Center.  Augusta.  Maine 
04330  and  should  not  be  directed  to  the 
Interstate  Commerce  Commission. 

Montana  Docket  No.  MC  3167.  filed 
May  19.  1977.  Applicant:  THOMAS  O. 
MATTINGLY.  doing  business  as  KOOT- 
ENAI MOTOR  FREIGHT.  476  Tronstad 
Road.  Kalispell.  Mont.  59901.  Certificate 
of  Public  Convenience  and  Necessity 
sought  to  operate  a  freight  service  as  a 
Class  B.  common-irregular,  carrier  as 
follows:  Transportation  of  propcrf J/  'ex- 
cept commodities  in  bulk,  liquid  or  dry, 
heavy  machinery  and  household  goods), 
between  Kalispell  and  Troy,  Mont.,  via 
Highway  2  and  return,  serving  all  inter- 
mediate points.  Intrastate,  uiter.state 
and  foreign  commerce  authority  sought 
Hearing:  Date,  time  and  place  scheduled 
for  July  27,  1977,  at  Kalispell.  Mont., 
time  to  be  later  a.ssigned.  Requests  for 
procedural  information  should  be  ad- 
dressed to  the  Montana  Public  Service 
Commission,  1227-1 1th  Avenue,  Helena, 
Mont,  59601  and  should  not  be  directed 
to  the  Interstate  Commerce  Commission. 

North  Dakota  Docket  No.  M-1116.  filed 
December  9.  1976.  Applicant:  TRANS 
DAKOTA  CORPORATION,  P.O.  Box 
822.  Bismarck.  N.  Dak.  58501.  Apphcanfs 
representative      Maury    C     Thompson. 


P.O.  Box  1771,  Bismarck.  N,  Dak.  58501. 
Certificate  of  Public  Convenience  and 
Necessity  sought  to  operate  a  freight 
service  as  follows:  Transportation  of 
Passengers,  excess  in  freight  not  to  ex- 
ceed 100  pounds  per  package,  from  Dick- 
inson. N.  Dak.,  along  Interstate  Highway 
94  to  the  Bismarck  Airport.  Bismarck. 
N.  Dak.,  and  from  Uie  Bismarck  Airport. 
Bismarck,  N.  Dak,  along  Interstate 
Highway  94  to  Dickinson,  N.  Dak.  Intra- 
state, interstate  and  foreign  commerce 
authority  sought.  Hearing:  Date,  time 
and  place  scheduled  for  June  28.  1977. 
at  9:30  a.m..  mountain  daylight  savings 
time  or  as  soon  thereafter  as  counsel 
may  be  heard,  in  the  veteran's  room  of 
the  Stark  County  Courthouse  at  Dickin- 
son. N.  Dak.  Requests  for  procedural  in- 
formation should  be  addressed  to  the 
North  Dakota  Public  Service  Commis- 
sion, State  Capitol  Building,  Bismarck. 
N.  Dak.  58501  and  should  not  be  directed 
to  the  Interstate  Commerce  Commission. 

Texas  Docket  No.  002627A9A.  filed 
May  5.  1977.  Applicant:  CENTRAL 
FREIGHT  LINES.  INC..  5601  West  Waco 
Drive,  P.O.  Box  238.  Waco.  Tex.  76703 
Applicant's  representative:  Phillip  Rob- 
inson. P.O.  Box  2207.  Austin,  Tex.  78768 
Certificate  of  Public  Convenience  and 
Necessity  sought  to  operate  a  freight 
service  as  follows:  Transportation  of 
General  commodities  as  follows:  Be- 
tween Quitman  and  Winnsboro.  Tex.: 
from  Quitman  over  Texas  FM  2088  to 
Perry  Mile,  thence  over  Texas  FM  852  to 
Winnsboro  and  return  over  the  same 
route  serving  the  termini  and  all  inter- 
mediate points  and  serving  the  plant- 
sites  and  warehouse  facilities  of  Kendon 
of  Dallas.  Kendon  Industries.  Bronze- 
craft,  and  United  Marketing  Associates 
located  approximately  two  miles  north- 
west of  Perryville  via  FM  852  and  un- 
numbered county  road. 

Note  — Applicant  proposes  to  tack  and  co- 
ordinate the  proposed  additional  services 
with  all  services  authorized  In  intrastate 
commerce  under  Certificates  2627,  2054,  4336. 
and  4337  and  with  aU  services  now  author- 
ized in  Interstate  and  foreign  commerce  un- 
der authorities  granted  in  Docket  No.  MC 
30867  and  all  subs  thereunder.  Applicant 
seeks  no  duplicate  authority.  Intrastate,  In- 
terstate and  foreign  commerce  authority 
soxipht. 

HEARING:  Date,  time,  and  place  will 
be  assigned  for  hearing  approximately 
30  days  after  publication  in  the  Federal 
Register  Requests  for  procedural  infor- 
mation should  be  addressed  to  the  Texas 
Railroad  Commission,  P.O.  Drawer 
12967.  Capitol  Station,  Austin,  Tex. 
78711,  and  should  not  be  directed  to  the 
Interstate  Commerce  Commission 

By  the  Commission. 

Robert  L.  Oswald. 

Secretary. 

|FR  Doc  77-16184  Piled  6-»-77;8:46  am] 
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I  This  section  of  the  FEDERAL  REGISTER  conta'-s  nctces  c*  meetings  published  under  the  "Government  In  the  Sunshine  Act  '  CPub    L  94-*09), 

i       5  U.S.C.  552b(e){3). 


CONTENTS 


Item 


Consumer   Product   Safety   Com- 

mi-ssion 1.2 

Federal  Election  Commission 3 

Federal  Power  Commission 4 

Federal  Trade  Commission 5  6 

National    Transportation    Safety 

Board   7.8 

Nuclear  Regulatorj-  Commission.  11 

U.S.  Parole  Commission 9 

U.S.  Railroad  Retirement  Board..  10 


AGENCY   HOLDING  MEETING;    Con- 
sumer Product  Safety  Commission. 

TIME  ANT>  DATE  OF  MEETING ;  June 
15,  1977,  9:30  am 

LOCATION     3rd   Floor  Hearing  Room, 
1111  18th  St.  NW..  Washington,  D.C. 

STATUS:  Part  1."=  open:  part  is  closed. 

NtATTERS   TO   BP:   DISCUSSED: 

A  OiJfi.  to  the  public  Managcrrrrnt 
Buci.;':!  Renew.  This  i.';  the  first  of  a 
.ser.e?  of  briefings  on  the  zero-ba.sed 
budget  proce.=;s  which  are  scheduled  for 
the  month  of  June 

B,  Closed  to  the  public:  Asbestos.  The 
Office  of  the  General  Counsel  will  brief 
the  Commi-ssion  on  legal  strategy  Lssues 
arising  from  the  Commission's  Apnl  28. 
1977,  decision  to  ban  certaui  asbestos- 
containing  consumer  products.  (This 
briefing  is  tentative:  to  be  scheduled 
only  if  needed.! 

CONTACT  PERSON  FOR  ADDITIONAL 
INFORMATION 

Sheldon  D  Butts  Assistant  Secretary. 
Office  of  the  Secretary  Suite  300.  1111 
18th  St.  NW..  Washington,  DC  20207. 
telephone  202-634-7700. 

IS -600-77  riled  6-6-77;  12:27  pml 


AGENCY    HOLDING    THE    MEETING. 
Consumer  Product  Safety  Commission. 

TINfE  .AND  DATr:  OF  MEETING'  June 
16.  1977.  9  30  an; 

LOCATION     3rd   Floor   Hearmg   Room 
nil   18th  St    NW     Washington    DC 

STATUS    Oper. 

MAITERS  TO  BE  DISCUSSED: 

Asbestos.  The  Commis.=;ion  will  consider 
vt'rious  options  for  action  which  arise 
from  its  April  28,  1977,  decision  to  ban 
certain  asbestos-contaming  consumer 
product.^; 

Possible  substantial  product  hazard. 
Fi-Shock.  Inc..  iD  76-133.  Based  on  lt.s 
dctenrunatlon  that  a  pos^sible  defect  lii 
Fi-Sho<'k  electric  fence  controllers  pre- 


sents less  than  a  substantial  product 
hazard,  the  staff  has  recommended  that 
the  Commission  close  tliis  case. 

Possible  substantial  product  hazard: 
Radio  Shack  Division.  Tandy  Corp.,  ID 
77-82.  Based  on  Its  determination  that  a 
possible  defect  In  Radio  Shack  electric 
buzzers  presents  less  than  a  substantial 
product  hazard,  the  staff  has  recom- 
mended that  the  Commission  close  this 
ca.'se. 

Possible  substantial  product  hazard: 
Carrier  Corp.,  ID  77-23.  The  staff  has 
recommended  that  the  Commission  ac- 
cept the  corrective  action  plan  which 
Carrier  Corp.  has  Implemented  to  deal 
with  a  possible  fire  hazard  of  certain  air 
conditioners. 

Possible  substantial  product  hazard: 
Whirlpool  Corp.,  ID  77-11.  The  staff  has 
recommended  that  the  Commission  ac- 
cept the  corrective  action  plan  which 
Whirlpool  Corp.  has  implemented  to  deal 
with  a  possible  Are  hazard  of  certain  air 
conditioners. 

.4.^fF  request  for  cieviption  from  chain 
nuard  requirements  of  the  bicycle  regu- 
laticins.  AMF  Whel  Goods  has  asked  for 
an  exception  so  that  It  can  utilize  its  in- 
ventory of  ch.Tin  guards  which,  when  In- 
stalled on  bicycles,  may  not  meet  the 
requirements  of  CPSC's  bicycle  regula- 
tions. 

Establishing  priorities  for  commis- 
sion action.  Commission  action  on  this 
matter  would  make  final  the  CPSC  policy 
on  priorities,  which  was  published  as  an 
interim  rule  in  July.  1976. 

Pacifier  regulation.  In  October  1976, 
the  Commission  proposed  regulations 
which  would  establish  requirements  to 
eliminate  certain  hazards  posed  by  some 
paclfiei-s.  This  item  would  make  that 
regulation  final. 

CONTACT  PERSON  FOR  ADDITIONAL 
INFORMATION: 

Sheldon  D  Butts  .Assistant  Secretary. 
Office  of  the  Secretary,  Suite  300,  1111 
18th  St.  NW..  Washington.  D.C.  20207, 
telephone  202-634-7700. 

[S-601   77  F^'.ed  6-6-77;  12:46  pm) 


David  Fiske.  Press  OfiRcer,  telephone 
202-523-4065. 

[S-605-77  Filed  6-7-77:9:28  am] 


AGENCY    Federal  EUectlon  Commission. 

DATE  -AND  TLMF    Wednesday,  Jime  15. 

1977.  at  10  a.m 

PLACE:  1325  K  Street  NW..  Washington, 
DC. 

STATUS    This  meeting  win  be  closed  to 

the  public. 

MATTERS  TO  BE  CONSIDERED:  Com- 
pliance. 

PERSON  TO   CONTACT  FOR  INFOR- 
MATION 


AGENCY  HOLDING  MEETING:  Federal 
Power  Commission. 

FEDERAL  REGISTER  CITATION  OF 
PREVIOUS  AN"NOUN CEMENT:  42  FR 
29139,  June  7,  1977. 

PREVIOUSLY  ANT^OUNCED  TIME  ANT) 
DATE  OF  MEETING:  June  9.  1977.  2 
p.m. 

CHANGE  IN  THE  MEETING:  Addition 
of  Item  P-7,  Docket  No.  E-8008.  Florida 
Power  &  Light  Company. 

[S-606-77  Filed  6-7-77:10:09  am] 


AGENCY  HOLDING  THE  MEETING: 
Federal  Trade  Commission. 

TIME  AND  DATE:  10  a.m  .  Wednesday. 
June  15,  1977. 

PLACE:  Room  432,  Federal  Trade  Com- 
musslon  Building,  6th  Street  and  Penn- 
sylvania Avenue  NW.,  Washington  DC 
20580. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED; 

(1)  Consideration  of  a  staff  recom- 
mendation concerning  implementation 
of  a  proposed  procedural  rule  to  prevent 
evidence  which  was  not  but  should  have 
been  supplied  In  response  to  advertising 
substantiation  requests  from  being  Intro- 
duced by  a  respondent  in  a  resulting 
adjudicative  proceeding 

(2)  Report  from  general  counsel  on 
congressional  mattei-s. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION : 
Leonard  J.  McEnnis,  Jr  .  Office  of  Pub- 
lic    Information     202-523-3830:     re- 
corded message  202-523-3806. 

lS-608-77  FUed  67-77;  10:47  am] 


AGENCY    HOLDING    THE   MEETING 
Federal  Trade  Commission. 
TIME  AND   D.^TE     10    am  .   Tuesday. 
June  14, 1977. 

PLACE:  Room  432.  Federal  Trade  Com- 
mission Building,  6th  Street  and  Perm- 
sylvanla  Avenue  NW.,  Washington.  DC. 
20580. 
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STATUS:  Clo.-ed. 

MATTERS  TO  BE  CONSIDERED: 

Nonadjudicative  matters.  (1)  Approval 
of  minutes  of  nonadjudicative  matters 
considered  at  meeting  of  June  7,  1977. 

'2)  Joint  consideration  of  proposed 
issuance  of  complaint  and  of  issuance  of 
proposed  resolution  authorizing  com- 
pulsory process  in  (nonpublic)  Part  II 
matter. 

(3  >  Consideration  of  proposed  investi- 
gation resolution  in  (nonpublic)  Part  n 
matter. 

(4)  Consideration  of  proposed  issuance 
of  complaint  and  injunction  action  in 
1  nonpublic)  Part  II  matter. 

Adjudicative  matters  under  Part  3  of 
the  rules  of  practice.  The  Commission 
has  not  yet  scheduled  any  adjudicative 
items  for  discussion  at  thLs  meeting. 

CONTRACT    PERSON    FOR    MORE    IN- 
FORMATION ; 

Leonard  J.  Mcainis,  Jr.,  Office  of  Pub- 
lic Information.  202-523-3830;  re- 
corded   message    202-523-3806. 

IS-609-77  Filed  6-7-77;  10:47  am] 


ACtLNCY  HOLDING  THE  MEETING: 
National  TrarL>^portation  Safety  Board. 

TIIvrE  AND  DATE:  9:30  a.m..  Thursday. 
June  16.  1977  (NlVI-77-15  ' . 

PLACE:  NTSB  Board  Room,  National 
Transportation  Safety  Board,  800  In- 
dependence Avenue  SW.,  Washington, 
DC.  20594. 

STATUS:  0!>en. 

MATTERS  TO  BE  CONSIDERED: 

1.  Aircraft  accident  report.  Rupp  Auto- 
motive, Inc..  Beechcraft  Baron  58. 
N1553W,  Chillicothe  Municipal  Airport, 
Chillicothe.  Missouri.  August  3,  1976. 

2.  Discussion.  Closeout  of  Aviation 
Safety  Recommendation  Nos.  A-76-123. 
A-76-124.  A-76-125.  A-76-126.  A-76-127, 
A-77-2,  and  A-74-44. 

3.  Discussion.  Closeout  of  Aviation 
Safety  Recommendations  Nos.  A-75-76. 
A-76-28.  A-76-46.  A-76-92,  A-76-134. 
and  A-76-135. 

4.  Discussion .  Distribution  of  responses 
to  selected  safety  recommendations. 

5.  Discussion.  Public  hearing.  New  York 
Airways  Helicopter  Accident. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Sharon  Flemming  < 202-755-4930). 
(S-603-77  Filed  6-6-77:4:57  pm] 


TIME  AND  DATE:  2:30  p.m.,  Thursday. 
June  16.  1977  (NM-77-16>. 

PL.ACE:  NTSB  Board  Room,  National 
Transportation  Safety  Board,  800  Inde- 
pendence Avenue  SW..  Washington.  D.C. 
20594. 

STATUS;  Closed. 

M.^TTERS  TO  BE  CONSIDERED; 

1.  Request  for  instruction.  Adminis- 
trator v.  JOTies.  Dkt.  SE-2710. 

2.  Opinion  and  order.  Administrator  v. 
Dekavo,  Docket  SE-3268;  disposition  of 
.Administrator's  appeal. 

3.  Opinion  and  order.  Administrator  v. 
Wynne,  Docket  SE-3457;  disposition  of 
Administrator's  appeal. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Sharon  Flemming  (202-755-4930). 

IS-604  Filed  6-6-77; 4: 57  pm) 


AGENCY  HOLDING  MEETING:  United 
States  Parole  Commission — National 
Commissioners  Uhe  three  Commis.sion- 
ers  presently  maintaining  offices  at 
Washington,  D.C.  Headquarters) . 

TIME  ANT>  DATE:  Thursday.  June  16. 
1977;  9:30  a.m. 

PLACE:  Room  338  Federal  Home  Loan 

Bank  Board  Building.  320  First  Street 
NW.,  Washington.  DC.  20537. 

STATUS:  Closed— Pursuant  to  5  U.S.C. 
552bic)  aO)  and  28  CFR  16.205(b>  di 

MATTERS  TO  BE  CONSIDERED:  Re- 
ferrals from  regional  directors  of  ap- 
proximately 20  cases  in  which  inmates 
of  Federal  Prisons  have  applied  for  pa- 
role or  are  contesting  revocation  of  pa- 
role or  mandatory  release. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Lee  H.  Chait,  Analyst  (202-724-3094  > . 

lS-610-77  Filed  6-7-77:11:30  am) 


8 

AGENCY    HOLDLNG    THE    MEETING 
National  Transportation  Safety  Board 


10 

AGENCY  HOLDING  THE  MEETING: 
U.S.  Railroad  Retirement  Board. 

TIME  AND  DATE:  10  a.m..  June  14.  1977. 

PLACE;  Board's  meeting  room  on  the  8th 
floor  of  its  headquarters  building  at  844 
Rush  Street,  Chicago,  Illinois  60611. 

STATUS;  Parts  of  this  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing will  be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 

Portions  open  to  the  public ;  ( 1 )  Possi- 
ble replacement  of  X-ray  machine  in  the 

Board  s  Medical  Service  Section. 


(2)  Travelers  Insurance  Company's 
proposed  railroad  medicare  budget  for 
fiscal  year  1978. 

(3>  Disclosure  of  application  filing 
dates  to  the  Southern  Pacific  Transpor- 
tation Company  in  connection  with  con- 
tinuation of  life  insurance  benefits  to 
employees  after  retirement. 

(4>  Attendance  at  senior  executive  ed- 
ucation program  and  executive  leader- 
ship and  management  program  spon- 
sored by  the  Federal  Executive  Institute, 
U.S.  Civil  Service  Commission. 

i5>   Report   on   multi-grade   postings. 

(6)  1977  contract  negotiations  between 
the  Board  and  the  Council  of  AFGE 
(American  Federation  of  Government 
Employees  I  Locals  in  the  Board,  appoint- 
ment of  Board  representatives. 

Portions  closed  to  the  pubUc:  (7)  Ap- 
peal to  the  Board  of  denial  of  annuity 
application.  Florine  A.  Rogers. 

t8)  Appeal  to  the  Board  of  denial  of 
waiver  of  recovery  of  overpajTnent,  EfBe 
M.  Schneemilch. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION : 

R.  F.  Butler,  Secretary  of  the  Board, 
telephone  No.  312-387-4920. 

IS  607  77  Filed  6-7-77:10  29  am] 
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AGENCY   HOLDING   THE    MEETING: 
Nuclear  Regulatorj-  Commission. 

TIME  AND  DATE:    Week  of  June    13, 

1977. 

PLACE:      Commissioners'      Conference 
Room.  1717  H  St.  NW.,  Washington,  D.C. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED: 

Monday.  Jvnk   IC- 

5:30  p.m. — Discussion  with  Governors 
Straub  (Oteg.),  Carroll  (Ky.),  and  Grasso 
(Conn.)  on  Federal-State  siting  Issifes 
(approx.  1  hr) . 

Friday,  June  17 

10  a.m. — Briefing  on  general  policy  state- 
ment on  nuclear  reactor  site  evaluations 
(approx.  1  hr) . 

1:30  p.m. — 1.  Briefing  on  Implementation 
of  Browns  Ferry  recommendations  (approx. 
1  hr) .  2.  Briefing  on  material  accountability 
task  force  status  (approx.  1  hr). 

CONTACT   PERSON    FOR    MORE    IN- 
FORMATION : 

Walter  Magee  < 202-634-1410) . 

Dated:  June  7.  1977. 

Walter  Magee. 
Office  of  the  Secretary. 

[S-619-77  Piled  6-8-77:9:3«  am] 
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INDUSTRIAL    ENERGY   CONSERVATION 
PROGRAM 

Final  Industrial  Energy  Efficiency 
Improvement  Targets 

AGENCY:  Federal  Energy  AdniinLstra- 
lion  <FEA". 
ACTION.  Notice 

SUMMARY:  Tlie  Federal  Energy  Ad- 
tninLstratlon  <FEA  hereby  establishes 
final  energy  efficiency  improvement  tar- 
gets for  the  10  most  energy-consumptive 
manufacturing  industries  in  the  United 
States.  The  Energy  Policy  and  Conserva- 
tion Act  requires  FEA  to  publish  these 
targets  in  the  Federal  Register,  together 
with  a  statement  of  the  basis  and  jus- 
tification for  each  target.  Such  state- 
ments are  included  as  appendices  to  this 
notice. 

EFFECTIVE  DATE :  Date  of  issuance. 
FOR  FURTHER  INFORMATION  CON- 
TACT : 

Ramon  L.  Cilimberg,  12th  and  Penn- 
sylvania Avenue  NW..  Room  307.  Old 
Post  Office  Building,  Washington.  DC. 
20461 1202-566-4661). 

SUPPLEMENTARY  INFORMATION: 
Part  D,  Title  III  ot  the  Energy  Policy  and 
Conservation  Act,  Pub  L.  94-163  <EPCA) 
(42  use.  6341-63451.  requires  that  FEA 
establLsh  a  program  to  promote  increased 
energy  efficiency  by  American  industry. 
ThLs  program  includes  the  identification 
and  ranking  of  the  major  energy-con- 
sumptive manufacturing  industries,  the 
establishment  of  energy  efficiency  im- 
provement targets  for  at  least  the  10 
most  energy-consumptive  industries,  the 
Identification  of  major  energy-consum- 
ing corporations  within  those  industries 
for  the  purpose  of  determining  those 
which  must  report  progre.ss  in  improving 
energy  efficiency,  and  the  establishment 
of  a  reporting  system  that  provides  for 
either  the  reporting  by  the  identified  cor- 
porations of  energy  efficiency  informa- 
tion directly  to  FEA  or,  upon  exemption, 
the  reporting  of  such  information  indi- 
rectly through  sponsors.    • 

In  accordance  with  section  373  of  the 
EPCA.  FEA  has  Identified  the  10  most 
energj- -consumptive  Industries  in  the 
United  states  '41  FR  12766.  March  26. 
1976) .  These  industries,  described  ac- 
cording to  the  two-digit  Standa'-d  Indus- 
trial Classification  (SIC)  Manual  pub- 
lished by  the  Office  of  Management  and 
Budget,  are  as  follows : 


NOTICES 

Within  each  of  the  10  identified  In- 
da'.tries,  FEA  has  identified  the  corpo- 
rations that  (1)  consume  at  least  one 
trUlion  British  thermal  units  (Btu's)  of 
energy  per  year  In  tlie  United  States,  and 
(2)  are  among  the  50  most  energy-con- 
sumptive corporations  in  the  industry 
(41  FR  54977.  December  16.  1976). 

With  the  establishment  of  the  final 
energy  efficiency  improvement  targets, 
the  chief  executive  officer  of  each  corpo- 
ration identified  by  FEA  is  required  by 
section  375  of  the  EPCA  to  report  to  FEA 
on  the  orogress  made  by  the  corporation 
toward  meeting  the  target  set  for  the  in- 
dustry of  which  such  corporation  is  a 
part,  unless  the  corporation  is  exempt 
from  mandatory  reporting  under  section 
3761  g)  of  the  EPCA.  Participation  by  a 
corporation  in  an  "adequate  voluntary 
reporting  program"  Ls  the  basis  for  ex- 
emption. FEA  has  published  criteria 
which  a  voluntao"  reporting  program 
must  meet  for  a  corporation  reporting 
pursuant  to  it  to  be  exempt  under  sec- 
tion 376(g)  (41  FR  51866.  November  24, 
1976'  and.  after  publishing  for  comment 
a  preliminary  list  (42  FR  15731.  March 
23.  1977).  has  published  a  final  list  of 
exempt  corporations  on  May  9.  1977  (42 
FR  23538). 

The  form  to  be  used  by  nonexempt 
corporations  was  published  in  the  Fed- 
eral Register  for  comment  on  May  4, 
1977  (42  FR  22581).  and  a  public  hear- 
ing was  held  on  May  17.  1977.  After  con- 
sideration of  the  comments  by  FEA  and 
completion  of  the  required  review  by  the 
General  Accoimting  Office,  the  final  form 
will  be  published  by  FEA  In  the  Federal 
Register  and  will  be  made  available  for 


linl«viry 


Ranking 


Industry 


SIC  No. 


1 

CUemliHl.";  and  allied  products. .- 

28 

•J 

Primary  mptal  indn^trira 

33 

3 

Petroleum  and  coal  product« 

29 

4 

Stone,  clay,  and  glass  products.. 

32 

B 

Paper  and  allied  products 

Food  and  kitidrea  products 

2fi 

a 

20 

7 

Fabricated  metal  products ■" 

34 

8 

Transportation  e<iuipment 

37 

9 

Machinery,  eic«pt  electrical 

TaxtUe  mill  products l 

3S 

10 

23 

distribution,  Tlie  first  submission  of  re- 
ports by  nonexempt  corporations  to  FEA 
will  be  required  within  four  weeks  of  the 
publication  of  the  form. 

Industrial  Energy  Efficiency 
Improvement  Targets 

On  October  27,  1976,  FEA  issued  for 
public  comment  proposed  energy  effi- 
ciency improvement  targets  (41  FR 
48169.  November  2.  1976).  Public  hear- 
ings were  held  for  each  proposed  target 
in  Washington.  D.C,  between  November 
22.  1976.  and  December  10,  1976.  Written 
comments  on  the  targets  were  also  re- 
ceived by  FEA. 

A  discussion  of  the  comments  received 
with  regard  to  a  particular  industry  is 
contained  in  each  statement  of  basis  and 
justification  that  is  appended  to  this 
notice,  as  well  as  in  the  target  support 
documents  that  are  available  for  public 
inspection  at  the  locations  and  time? 
set  forth  below.  The  comments  were  re- 
view-ed  by  FEA.  the  Department  of  Com- 
merce (DOC),  the  Energy  Research  and 
Development  Administration  lERDA). 
and  the  contractor  w^hich  prepared  the 
support  documents  for  FEA.  Where 
changes  were  required  in  data  and  analy- 
sis which  affected  the  final  target  value, 
they  are  noted  and  explained  in  the 
statement  of  basis  and  justification  and 
in  the  target  support  documents. 

After  consideration  of  the  comments 
and  all  other  information  available  to 
F^A,  FEA  hereby  establishes  the  volun- 
tary energy  efficiency  improvement  tar- 
gets for  the  10  most  energy-consumptive 
industries  in  the  United  States  as  fol- 
lows : 


nlik 
1  • 

8I< 

Nil. 

;i 

:i3 

■J9 

4 

32 

:l 

26 

l> 

20 

7 

34 

h 
•1 
lU 

37 
3.5 

22 

Proposed 
net  targel 
(percent) 


Final  (percent  i 


Clieiiiiial.^  aiid  iillifd  producis -.  

Primary  metal  industries 

Petroletun  and  coal  products ^ — .— 

Stone,  clay  and  glass  products 

Paper  and  allied  products . 

Food  and  kindred  products » 

Fabricated  metal  products * 

Transportation  equipment 

Machinery  eiccpt  electrical 

Textile  mill  product,"" - - 


)          Net  target 

Offset 

(1«)                 14 

3 

(10)                   9 

5 

(12)                   12 

8 

(17)                   16 

0 

(12)                   20 

3 

(14)                     12 

1 

(24)                    24 

1 

(1«)                   16 

2 

(1.5)                   15 

2 

(27)                   22 

3 

The  table  sets  forth  the  net  targets  for 
each  industry  according  to  the  order  in 
which  each  industry  ranks  in  energy  con- 
sumption, and  also  includes  the  proposed 
target  and  the  offset  (from  a  gross  tar- 
get) that  reflects  the  energy  require- 
ments of  special  circumstances.  In  four 
industries — petroleum  and  coal  prod- 
ucts: fabricated  metals;  machinery  ex- 
cept electrical;  and  transportation 
equipment — the  final  net  target  Is  un- 
changed from  the  proposed  target.  In 
five  Industries — fod  and  kindred  prod- 
ucts; textile  mill  products;  chemicals 
and  allied  products;  stone,  clay,  and 
glass  products;  and  primary  metal  In- 
dustries— the  final  net  target  Is  lower 
than  the  proposed  target.  In  one  indus- 
tr\'.  paper  and  allied  products,  the  final 
target  shows  an  increase  over  the  pro- 
posed target,  and  the  final  target  has 
been  set  on  the  basis  of  fossil  fuel  and 


purchased  energy  instead  of  on  the  basis 
of  total  energy  as  originally  proposed 

Basis  and  Justification  for  the  Targets 

As  required  by  section  374(a)  d)  and 
(2)  of  the  EPCA.  each  energy  efficiency 
improvement  target  is  based  on  the  best 
available  information  and  is  established 
at  the  level  which  represents  the  maxi- 
mum feasible  improvement  in  energy- 
efficiency  that  each  industry  can  achieve 
by  January  1.  1980.  taking  into  account 
considerations  of  the  technological  fea- 
sibility and  economic  practicability  of 
utili2Jng  alternative  operating  proce- 
dures and  iriore  energy  efficient  tech- 
nologies, as  discussed  below.  Each  target 
represents  the  percentage  reduction  In 
energy  consumed  per  unit  of  output  €«• 
activity  that  can  be  achieved  between 
calendar  year  1972  and  January  1.  1980. 
The  statement  of  the  basis  and  justifica- 
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tlon  for  each  target  Is  a  synthesis  of  the 
significant  data  and  determinations  in 
the  target  support  documents  'listed  in 
the  section  of  this  notice  entitled  "Public 
Access  to  Further  Materials" )  that  were 
prepared  for  FEA  imder  contract  witii 
six  contractors  as  adjusted  to  reflect 
[jiiblic  comments  and  PEA's  determina- 
tions. 

Each  target  was  established  according 
to  a  methodology  which  reflects  the  far- 
tors  required  to  be  considered  by  section 
3741  b)  of  the  EPCA:  il>  The  objectives 
of  tlie  industrial  energy  co.^servation 
program,  that  Ls.  to  promote  increased 
energy  efficiency  by  American  industry: 
(2)  the  technolofrical  feasibility  and 
economic  practicability  of  utilizing  alter- 
native operating  procedures  and  more 
energj'  efficient  technologies;  (3)  any 
special  circumstances  or  cJ^.aracteristics 
of  an  industry;  and  (4'  any  actions 
planned  or  implemented  by  an  industry 
to  reduce  consumption  of  petroleum 
products  or  natural  gas.  This  methodolgy 
is,  in  turn,  reflected  in  the  statements  of 
the  basis  and  justification  of  each  target 
which  is  included  in  this  notice  as  ap- 
pendices A-J.  However,  iiecause  the  Ur- 
gets  are  based  on  the  best  available 
irJormation  and  the  extent  of  informa- 
tion available  varied  among  industries, 
the  target  support  documents  prepared 
In  accordance  with  the  methodology  con- 
tain varj-lng  levels  of  data  and  analysis 
and,  thereiore.  each  basis  and  justifica- 
tion also  varies. 

A  description  of  the  content  of  the 
statements  of  the  basis  and  justification 
is  provided  as  follows  in  the  same  format 
as  appears  in  the  statements  themselves : 

I.  industry  description  and  enlecy 

ease 

Each  industr>'  is  briefly  described  and 
information  on  energy  sources  and  con- 
sumption during  the  1972  base  year  is 
presented.  This  data  was  used  in  project- 
ing energy  consumption  by  the  industry 
by  the  January  1.  1980,  target  date  and 
in  assessing  the  conservation  contribu- 
tion of  potential  measures.  Also  included 
is  a  breakout  and  description  of  either 
the  SIC  tliree-  or  four-digit  product 
classifications  and  or  other  mdustrv- 
components  tiial  comprise  the  particu- 
lar tndustr^^ 

While  section  374ia)(l)  of  the  EPCA 
requires  that  targets  shall  be  based  on 
the  best  available  information,  the  ex- 
tent of  available  information  varies  from 
industry  to  industry.  In  particular,  those 
industries  which  are  less  energy  inten- 
sive or  are  more  fragmented  t«nd  to  have 
less  comprehensive  energy  data  than 
those  for  which  energy  costs  have  always 
been  a  major  concern.  The  depth  of 
analysis  performed  in  establishing  an  in- 
dustry target  depended  on  the  amount 
of  relevant  information  that  was  avail- 
able. 

As  required  by  section  371  of  the 
EPCA.  each  of  the  10  identified  Indus - 
uies  is  a  two-digit  product  classification 
according  to  the  SIC  Manual.  The  SIC 
Manual  further  divides  each  industry 
into  three-  and  four-digit  product  classi- 
fications. For  each  Industry,  one  of  these 


or  perhajK  some  other  grouping  of  the 
industry  components  was  chosen  as  the 
appropriate  means  of  evaluating  the  ap- 
plicability of  potential  consen-ation 
measures,  depending  on  the  availability 
of  valid  information  on  the  energy-  con- 
sumption patterns  within  the  mdustry. 
In  several  cases  where  one  or  more  com- 
ponents of  the  industry  accounted  for 
the  majority  of  the  energy  consumed  by 
the  industry,  those  components  alone 
were  studied  in  detaU  as  representative 
of  the  entire  industry. 

n.     CRITERIA     FOR     APPLICABILITY     OF 
rOTENTLAL    CONStRVATlON    MEASURES 

For  each  industi-y  a  list  of  potential 
conservation  measures  was  identif  ed  for 
screening  These  potential  nieasures  in- 
clude both  alternative  operatmg  proce- 
dures and  more  efficient  teci^nologies— 
that  is.  both  new  processes  and  new  or 
altered  equipment. 

A.  Technological  icasibility.  While  tlie 
criteria  for  technological  feasibility  nec- 
essarily var>'  from  industry  to  industry. 
some  of  the  primary  criteria  included 
detemimmg  if  the  measure  had  been 
sufficiently  accepted  by  the  mdustry.  if 
it  could  be  implemented  ov.  a  wide  basLs 
before  the  target  date,  and  if  it  could 
bring  significant  energy  savings  without 
affecting  the  product  produced  or  the 
processes  used.  The  categones  of  meas- 
ures evaluated  could  include:  theoretical 
measures  « ultimate  limit  m  energy  effi- 
ciency; development  measures  (proved 
only  "in  laboratory  or  pilot  scale  i;  new 
and  old  plant  measures  >  both  innovative 
and  conventional  design  i  In  some  cases, 
the  actual  cost  of  im;ilementn:ig  the 
measure,  including  manpower  and  re- 
source costs,  was  considered. 

B.  Econaviic  practicabiittp.  In  general, 
only  those  measures  that  survived  the 
technological  screening  were  evaluated 
for  economic  practicability.  In  some  in- 
stances conservation  measures  such  as 
improved  housekeeping  that  would  re- 
quire insignificant  capital  expenditures 
were  not  subjected  to  an  economic 
screening.  Some  important  criteria  in- 
cluded considerations  of  the  economic 
structure  and  operation  of  the  industry, 
such  as  size.  age.  and  geographical  dis- 
tribution, and  projections  concerning  the 
future  economic  conditions  of  the  indus- 
try that  considered  inflation,  productive 
capacity  utilization,  and  operatmg  reve- 
nues and  expenses. 

in,    CAPITAL    SPENDING    DECISIONS    .\ND 
FINANCING    CONSTRAINTS 

The  manner  in  which  each  industry 
allocates  funds  for  discretionary  invest- 
ment and  whether  such  funds  would  be 
available  m  tiie  years  remai:.:;.^:  t>efore 
the  target  date  were  considered  in  order 
to  determine  the  conserv-ation  measures 
which  could  be  implemented. 

A.  Required  return  on  investment.  For 
each  industry  the  appropriate  method  of 
calculating  return  on  investment  was 
chosen  in  order  to  determine  if  each  po- 
tential conservation  measure  would  be 
considered  an  attractive  Investment  op- 
portunity in  the  industry 


B  Capital  spending  prioritia.  In  addi- 
tion the  future  availabihty  of  capital 
and  'he  pnoritie.';  for  allocating  capital 
were  considered  to  evaluate  if  the  indus- 
trv  could,  in  fact,  implement  any  or  all 
of  the  potential  conservation  measures. 

IV.  POTENTIAL  ENERGY  CONSERVATION  MEAS- 
niES  AND  EFFORTS  TO  REDUCE  CONSUMP- 
TION OF  PETROLEUM  PRODUCTS  AND  NATU- 
R.V..  GAS 

.-1.  Potential  measvres  identified.  Tlie 
tcclmoiogical  and  economic  evaluations 
of  potential  measures  were  integrated  to 
."letennine  the  set  of  potential  conserva- 
tion measures  that  would  give  the  maxi- 
mum feasible  improvement  in  energj  ef- 
r.cicncy.  The  statements  generally  hst 
t.'iose  significant  potential  conservation 
measures  that  were  finally  used  m  calcu- 
laUng  the  target  v.ilue. 

B.  Efforts  to  reduce  consumption  of 
petroleum  products  and  natural  ffos  Any 
actions  planned  or  implemented  by  an 
mdustry  to  reduce  its  consumption  of 
petroleum  products  and  natural  gas 
through  conversion  to  coal  or  other  fuels 
were  considered.  The  energcy  inefficien- 
cies caused  by  such  conversion  would  re- 
sult in  increased  energy  consumption.  It 
is  apparent,  however,  that  none  of  the 
target  industries  would  be  able  to  make  a 
sufficient  conversion  away  from  scarce 
fuels  to  require  any  adjustments  in  the 
tai-get  values  by  January  1.  1980  E;u:h 
statement  discusses  the  trends  m  fuel 
source*  within  the  industrj-  and  the  con- 
ditions which  foreclose  conversion  to 
coal. 

V.     PROPOSED     TARGET     DEFINTTION 

A.  Componemt  goals.  For  each  indus- 
ir\-  the  maximum  feasible  improvement 
in  ei>ergy  efficiency  that  could  be 
achieved  by  January  1,  1980.  was  first 
determined  by  means  of  component 
goals.  Each  component  goal  was  calcu- 
lated by  determining  the  energy  which 
would  be  saved  by  the  target  date  by  ap- 
plvii^g  those  technolog;cally  feasible  and 
economically  practicable  consertation 
measures  that  could  be  apphed  to  the 
manufacturmg  processes  of  the  compo- 
nent. Tlie  i.)ercentage  increa.so  m  energy 
efficiency  for  the  component  which  re- 
sulted from  implementing  consenation 
measures  is  the  component  goaL 

B  Proposed  two-diait  (rrosf  tarprt.  The 
proposed  two-digit  gross  target  for  each 
industry  is  the  weighted  average  of  the 
component  goals  using  the  amount  of  en- 
ergy consumed  by  the  component  as  the 
weighting  factor,  unless  a  different  meth- 
od is  described  in  a  particular  statement. 

C.  Special  circumstances  effect.  Under 
section  374  b*- 3)  of  the  EPCA,  FEA  is 
required  to  consider  any  special  circum- 
stances or  characteristics  of  each  indus- 
try in  setting  the  targets.  FEA  has  de- 
fined special  circumstanoes  and  charac- 
teristics to  mean  any  requirement  or  con- 
dition that  li'  would  necessarily  result 
in  energj-  consumption  between  1972  and 
Januarj-  1.  1980.  beyond  the  consumption 
projected  for  that  period  In  the  determi- 
nation of  gross  targets  and  (ID  was  not 
under  the  discretionary  contrtjl  of  the 
plant  operator  Included  in  such  require- 
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ments  and  conditions  are  various  govern- 
ment environmental,  health  and  safety 
regulations,  as  well  as  various  other 
changes  beyond  the  control  of  industrj.-, 
such  as  declining  quality  of  ore  grade 
and  alterations  in  product  mix  or  changes 
in  product  characteristics. 

In  most  of  the  Identified  industries, 
the  energy  consumption  required  for 
^P3cial  circumstances  was  determined 
for  each  component  industry  or  for  the 
components  that  were  selected  for  a  de- 
tailed study.  In  some  cases  where  it  was 
impossible  to  calculate  the  energy  con- 
sumption for  special  circumstances  be- 
cause of  mcomplete  data,  the  estimat- 
ed percentage  effect  of  special  circum- 
stances was  substituted. 

The  impact  of  special  circumstances 
must  be  taken  into  account  to  give  an  ac- 
curate picture  of  an  industry's  progress 
In  Improving  energy  efficiency  and  to  In- 
sure that  attainment  of  the  targets  ts 
technologically  feasible  and  economically 
practicable.  If  the  impact  of  the  special 
circumstances  were  not  separately  iden- 
tified, it  is  conceivable  that  savings  ob- 
tained through  energy  conservation 
measures  would  be  partially  or  totally 
offset  by  the  increased  energy  require- 
ments of,  e.g.,  Federal  regulation,  the  re- 
.•-ult  being  a  showing  of  little  or  no  im- 
provement in  energy  conservation  by  the 
industry. 

D  Proposed  tioo-digit  net  target.  Af- 
ter the  special  circumstances  for  an  in- 
dustry were  Isolated,  the  effect  of  those 
demands  on  energy  con.sumption  be- 
tween 1972  and  January  1,  1980.  wa.s  sub- 
tracted from  the  gross  target  to  produce 
the  net  targets  that  were  proposed  in 
November.  These  targets  were  often  a 
lower  percentage  number  than  the  vol- 
untary targets  established  uiider  the 
DOC  VE.K  Lndu.^trial  conservation  pro- 
gram because  the  DOC  FEA  targets  were 
mastly  gross  targets. 

IV.    FINAL    TARGET    DEFINITION 

A.  Comments  and  impact  on  the  pro- 
posed target.  As  noted  above,  each  state- 
ment contains  a  discussion  of  the  im- 
l)orUuit  written  and  oral  comments  re- 
(  eived  by  FEA  subsequent  to  the  publica- 
tion of  the  proposed  targets.  The  discus- 
sion.N  \i\  gfneral  treat  the  comments  bv 
ttipic  covered,  rather  than  answering 
each  individual  comment  separately. 
Where  the  comments  and  accompanying 
data  or  subsequent  FEA  review  and  an- 
alysis have  resulted  in  changes  effect- 
ing the  final  target  value,  these  changes 
are  noted. 

B.  Final  target.  A  table  is  provided  at 
the  end  of  eacli  .statement  showing  for 
ea<'h  indavt!-\-  the  final  values  assigned 
to  1 1 '  tlie  grass  target.  <  2  >  any  offset 
for  special  circumstance^,  and  <3»  the 
resulting  final  net  target  Also  provided 
Ls  a  tabulation  of  projected  energy  con- 
suniption  by  1980  assiuning  the  attain- 
ment of  the  gross  target. 

Public  Accefss  to  Further  Materials 

Tlie  statemenLs  of  the  basis  and  justi- 
fication for  each  of  the  targets  estab- 
lished today  are  denveti.  for  the  most 


part,  from  the  detailed  studies  and  anal- 
yses upon  which  the  targets  are  based. 
The  titles  of  these  documents  are  listed 
below : 

SIC  20 

Draft  Target  Support  Document — Energy  Ef- 
ficiency Improvement  Targets  Food  and 
Kindred  Products  Industry,  June  30,  1976. 

Appendix  Report:  Part  I— Energy  Efficiency 
Improvement  Targets  Pood  and  Kindred 
Products  Industry,  June  30,  1976. 

Appendix  Report:  Part  II — Energy  Efficiency 
Improvement  Targets  Pood  and  Kindred 
Products  Industry,  June  30,  1976. 

Final  Report — Energy  Efficiency  Improve- 
ment Targets  Pood  and  Kindred  Prod- 
ucts Industry,  April  1,  1977, 

SIC  22 

Draft  Target  Support  Document — Energy 
Efficiency  Improvement  Target  In  the  Tex- 
tile Mill' Product  Industry  (SIC  22),  June 
26,  1976. 

Pinal  Target  Support  Document — Energy  Ef- 
ficiency Improvement  Target  In  the  Tex- 
tile MiU  Product  Industry  (SIC  22t ,  Febru- 
ary 4,  1977 

SIC  26 

Draft  Target  Support  Document  for  Enert^y 
Efficiency  Improvement  .Target  In  the  Pa- 
per and  Allied  Products  Industry  (SIC 
26),  September  1976. 

Appendix  To  Draft  Target  Support  Docu- 
ment for  Energy  Efficiency  Improvement 
Target  in  the  Paper  and  Allied  Products 
Industry     (SIC    26),    September     1976. 

Pinal  Target  Support  Document  for  Energy 
Efficiency  Improvement  Target  In  the  Pa- 
per and  Allied  Product.s  Industry  (SIC  26), 
March  1977. 

SIC  28 

Draft  Target  Support  Document  on  Develop- 
ing a  Maximum  Energy  Efficiency  Improve- 
ment Target  for  SIC  28:  Chemical  and  Al- 
lied Products,  July  1,  1976. 

Appendixes  Part  1  for  Draft  Target  and  Sup- 
port Document  on  Developing  a  Maximum 
Energy  Efficiency  Improvement  Target  for 
SIC  28:  Chemical  and  Allied  Products,  July 
1.   1976. 

Appendlxe.s  Part  2  for  Draft  Target  and  Sup- 
port Document  on  Developing  a  Maximum 
Energy  Efficiency  Improvement  Target  for 
SIC  28:  Chemical  and  Allied  Products.  July 
1,   1976. 

Revisions  and  -Addenda  to  Draft  Target  and 
Support  Document  on  Developing  a  Maxi- 
mum Energy  Efficiency  Improvement  Tar- 
get for  SIC  28:  Chemicals  and  Allied  Prod- 
ucts, November  18,  1976. 

Further  Revisions  to  Draft  Target  and  Sup- 
port Document  on  Devsloplng  a  Maximum 
Energy  Efficiency  Improvement  Target  for 
SIC  28:  Chemicals  and  Allied  Products. 
November  30,  1976. 

Ma.\imum  Energy  Efficiency  Imp«ovement 
Target  for  SIC  28:  Chemicals  and  Allied 
Products.  March  4,   1977. 

SIC  29 

An  Energy  Conservation  Target  for  Industry 
SIC  29.  June  25,  1976. 

Technical  Appendices  to  An  Energy  Conser- 
vation Target  for  Industry  SIC  29,  June  25, 
1976.. 

Industrial  Energy  Efficiency  Improvement 
Targets  (SIC  29),  Petroleum  and  Coal 
Products  Pinal  Target  Documentation, 
March  3,  1977. 

SIC  32 

Draft  R«;port  on  Development  and  Establish- 
ment of  an  Energy  Efficiency  Improvement 
Target  for  SIC  32:  Stone,  Clay,  and  Glass 
Products.  June  25,  1976. 


Draft  Report  (Appendices)  on  Development 
and  Elstabllshment  of  an  BInergy  Efficiency 
Improvement  Target  for  SIC  32:  Stone. 
Clay,  and  Glass  Products  (3  volumes!, 
June  25,  1976. 

Final  Report  on  Development  and  EstabUsi.- 
ment  of  an  Energy  Efficiency  Improvement 
Target  for  SIC  32:  Stone,  Clay,  and  Gla'^s 
Products,  March  10,  1976. 

SIC  33 

Volume  I — Target  Support  Doc umerit— Draft 
Target  Report  on  Development  and  Estab- 
ll^rment  of  Energy  Efficiency  Improvement 
Targets  for  Primary  Metal  Industries:  SIC 
33,  August  13.  1976. 

Volume  II — Appendixes — Draft  Target  Re- 
port on  Development  and  Establishment  of 
Energy  Efficiency  Improvenient  Targets  for 
Primary  Metal  Industries  (SIC  33),  Au- 
gust 13.  1976. 

Pinal  Target  Documentation  on  Draft  Target 
Report  on  Development  and  Establl.shment 
of  Energy  Efficiency  Improvement  Targets 
for  Primary  Metal  Industries  (SIC  33). 
March  10,  1977. 

SIC  34 

Draft  Target  Support  Document  on  Develop- 
ment and  Establishment  of  Energy  Effi- 
ciency Improvement  Targets  for  Fabricated 
Metal  Products  (SIC  34),  June  28,  1976. 

Revised  Target  Support  Document  on  Energy 
Efficiency  Improvement  Target  for  SIC  34 — 
Fabricated  Metal  Products,  March  15,  1977. 

SIC  35 

Energy  Efficiency  Improvement  Targets  in 
the  Machinery  (except  Electrical)  Indus- 
trj'  (SIC  35),  March  15,  1977.  (This  volume 
contains  Section  I  through  XIII,  except  for 
Section  m,  together  with  all  exhibits  and 
appendices.) 

Target  Support  Document  Energy  Efficiency 
Improvement  Targets  in  the  Machinery 
(except  Electrical)  Industry  (SIC  35), 
July  12,  1976  (This  volume  contains  Sec- 
tion m  with  all  tables.) 

Energy  Efficiency  Improvement  Targets  In 
the  Machinery  (except  Electrical)  Indus- 
try (SIC  35) — Final  Target  Document. 
Januarv  1977. 

SIC  37 

Energy  Efficiency  Improvement  Targets  in 
the  Transportation  Equipment  Industry 
(SIC  37).  July  12.  1976.  (This  volume  con- 
tains Section  I  through  XI.  except  for  Sec- 
tion III.  together  with  all  exhibits  and 
appendices.) 

Target  Support  Document  Energy  Efficiency 
Improvement  Targets  in  the  Transporta- 
tion Equipment  Industry  (SIC  37) .  July  12. 
1976.  (This  volume  contains  Section  III 
with  all  tables.) 

Energy  Efficiency  Improvement  Targets  in 
the  Transportation  Equipment  Industry 
(SIC  37) — Final  Target  Document,  Janu- 
ary 1977. 

Because  of  their  great  significance  as 
energy  conservation  source  document;- 
and  tiieir  status  as  the  underlying  sup- 
port to  the  basis  and  justification  for 
each  target,  copies  of  these  detailed 
studies  and  analyses,  referred  to  in  the 
■statements  as  "target  .support  docu- 
ments," will  be  available  for  inspection 
at  the  FEA  Freedom  of  Information 
Office.  Room  2107.  Federal  Building.  12th 
and  Pennsylvania  Avenue  NW..  Wash- 
ington, D.C..  between  the  hours  of  8:30 
a.m.  and  4:30  p.m..  Monday  through 
Friday,  and  at  each  FEA  regional  office 
as  follows : 
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NOTICES 


2%4,') 


Kaeisa 


I  Anaiei    Bi<)g..    FKA    Ubnrj.    8 JO  to  *. 

lUi    Cauiiiway    St,    Bc»loc, 
M.'iSS.  0?n4. 

II  Koom  3400.  26  FfdwTil  Plata,    8  JO  to  I. 

New  Ycrrt.  N  Y.  10007 

III  Room   1011,   1421    Ciiefry    St.,     8  to  4 Ja 

I'luladelpliia.  I'a.  1910-2. 

IV  Stli  Floor.  1G55  Poachtroe  St..     8  to  iM. 

N.E.,  AUanlA,  Oa.  30308 

V  Room  A-aaS.  176  West  Jackson    S  lo  4  30. 

Blvd.,  Chicago,  lU.  60606. 
\'  I  Room  280.  2626  W .  Mocking  bird    8  to  4  Ja 

Lane,  DaUas.  T.<i.  75236. 
VII  TMrd  Floor  Library.  112  East    7;»to4. 

12lh  St.,   Kansas  City,   Mo. 

6il06. 
VUI  Ro<im  206.  1075  South  Ytikon    7 JO  to  IJBl 

St.,  Lakfwood.  Colo.  80226. 

IX  Third   Floor    Heading    Room,    TJOtoa. 

Ill  Pine  St..  Saa  Frandsco, 
Calil.  &4111. 

X  Rooral992.915  2dAvc..  SeattlB,    8  to  4. 

Wash.  98174. 


Note. — The  establlshmeiit  of  the  targets 
has  been  reviewed  In  accordance  with  Execu- 
tive Order  11821  and  OMB  Circular  No  A-107, 
and  has  been  determined  not  to  require  eval- 
uation of  Ita  economic  Impact  as  provided 
for  therein. 

f  Energy  Policy  and  Conservation  Act,  Pub.  L. 
94-163,  as  amended  by  Pub.  L.  94-386;  Fed- 
eral Energy  Administration  Act  of  1974. 
P\ib  L  93-275,  as  amended  by  Pub  L  94-385; 
E  O.  11790,  39  PR  23186.) 

The  eflfective  date  of  this  document  Is 
the  date  of  Issuance. 

Issued  In  Washington,  D.C.,  June  1, 
1977. 

Eric  J.  Pyci, 
Acting  General  Counsel 
Federal  Energy  Administratton. 

Appendix  A :  Statemewt  or  Basis  and  Jusxai- 
CATION  roa  THX  Enxbgt  Epficiknct  Im- 
PROVXMINT  Target  fob  SIC  20 — Food  Aifp 
Kindred  Products 

i.   industry  description   and  energy   bas« 

Food  and  kindred  products  Standard  In- 
dustrial Classification  Code  (SIC)  20  is  com- 
prised of  47  four-digit  product  clasBlficatlous 
of  foods  and  beverages  for  human  and  animal 
cortsumption  including  certain  related  prod- 
ucts such  as  manufactured  ice.  These  47 
cla.'slflcations  themselves  Include  companies 
Involved  In  diverse  production  effort*.  Ijut 
much  Information  Is  available  only  at  the 
four -digit  level.  The  following  table  idenuaes 
the  forty-seven  SIC  20  classifications  and 
gives  information  on  energy  consumption  for 
each  classification  In  1972.  the  tmse  year : 


SIC     CoDiponent  Industry 


1972 
energy 

coagumed 
lO"  Btu» 


I'ercfnt 

of  tot<i 
.SIC  20 
consump- 
tion 


1972 

Percent 

efierpT 

of  total 

BIC 

Component  industry 

consiim  «1 

SIC  20 

10"  Btu'J 

consump- 
tion 

2063 

Bcpt  su^ar 

88.7 

8.5 

jHe 

Wet  com  nuUing 

63.5 

6.1 

JliU 

M»a;  [laclclng  plant* 

87.3 

8.3 

■yn2 

Milt  Ix'verHSc'; 

80.1 

,4.8 

2033 

(  diinfd  frails  and  veg- 

rlablps 

62.6 

5.0 

20J6 

Kiuid  miUc 

sas 

4.8 

2061 

Bread,  cake,  and  related 

prod  nets 

54.5 

5.2 

2075 

Soybean  oil  mills 

43.0 

4.1 

2062 

Cane  sugar  refinhi^ 

3f^9 

3.4 

2037 

Froien  fruits  and  vecc^ 

tables 

25.8 

2.5 

2(HS 

Prepared   feeds,   not 

elsewhere  classified.-. 

«.7 

4.2 

2070 

Shr.rtriii'ia  and  cotiking 

oils 

3a4 

2.9 

aoss 

Food  preparations,  not 

elsewhere  classified 

32.7 

3.1 

aOT7 

Animal  and  ir.:inne  tats 

32.t 

3.1 

2022 

Clieese,  natural  and 

proeossed 

21.8 

2.1 

3021    Condensed  and  •vap»- 

raied  milk 

aOSJ    rann«d  8i>eelaltiee 

20ee    Bottled  and  canned  soft 
drinlca 

2016  Poultry  dressing  plants. 

2CB8     DisUnedUquor - 

■Xni    Sausage  and  prepared 

moats 

2047    Pattood 

2061     Baw  cane  sugar 

2088    ConlecUonery  prodoctB. 

2038    PYoeen  spedalOes 

30(1    Flour  and  otfa<r  gnia 

mill  products. ..- 

3034    Dehj-drated  food  prod- 
ucts  

yip;  rookies  and  cracken... 
30M6     Roasted  coflee 

2083  Malt 

3fH3    CfTf&l  breakfast  food*.. 

3(774     r^tionseed  oil  rcfUl 

2036     Ilrkies,  dressings,  and 

sauces 

3C^24     Ine    crwiir,    arid    troseo 

iieJiSfa-15 

2^21     rr^aniery  butuir 

3066     Cho(v>lat.e     and     ooeoa 

prodncis 

2087     Flavoring  extract*  and 

sirups,  not  6lsewher» 

classified 

2017  Puultry  and  egf  prot- 

easing  

2091  Canned  and  curred  M»- 

IlkkI... 

2084  Wines.  Brandy 

2092  Fresh  or  Irotec  paekae* 

fish 

3C76    VeeetaMe  oil  mills,  not 

elsewhere  classified 

2044     Tiiwn.Lllrng 

■20S/7  Mftnufactured  ice.--  - .- 
2QH8  Macaroni  and  spaghetti. 
3045    Blended  and  prt^wred 

flour 

2067     Cbe^ng  ram 


23.0 

a.i 
aai 

14.5 

21.4 

2L1 
1X8 
14.2 

18.1 
11] 

13.  S 

iLi 

14.1 
L4 

a.s 

T.t 

X.1 

11 
t.1 

Iwl 


i.4 

LS 
1.1 

I.T 

i.1 
X* 
3.J 
t« 

II 

LS 


11 

19 
1.4 
10 

10 

L2 
1.4 
L7 
1.1 

l.t 

1.8 
1.1 
1.4 
.1 
.1 
.7 

.T 

.1 


.4 

.8 
.1 

.4 

.4 
.1 
.t 

.1 

.1 

.1 


Energy  sourDe* 

for 

SIC  X  v«n 

m  klkmt  ta  U» 

Form  ofenatiKT 

M«Bta 

rmtmtioltom 

Fuel  on 

Niturai  gas 

Coal,  ooke,  braese. 

Electncity... 

Oi:,-r.-- 

Total.... 


nt.! 

15.1 

flm.1 

0ao 

U4.1 

lat 

tM.r 

111 

i*.» 

1.9 

1.046.1 


10Q.0 


The  47  indiistry  comjxjnents  making  up 
SIC  20  are  described  as  follows: 

Meat  packing  plants.  SIC  2011.  Includes 
companies  primarily  engaged  In  slaughtering 
cattle,  hogs,  sheep,  iambs,  and  calves  for 
meat. 

Satisages  and  other  prepared  meat  prod- 
ucts, SIC  2013.  describee  companies  which 
manufacture  sausages,  cured  meate,  smoked 
meats  and  other  prepared  meats  and  meat 
specialties,  from  purcha.'ied  carcas.ses  and 
other  materials. 

Poultry  dressing  plants.  SIC  2016,  includes 
companies  which  slaughter  and  dress  poultry, 
rabbits,  and  other  small  game,  for  meat  to 
be  sold  or  used  fc-  further  procesi-:lng. 

Poultry  and  egg  processing.  SIC  2017, 
describes  companies  which  prepare  processed 
poultry  products  from  purchased  carcasses 
or  which  are  er.gaped  In  tlie  drying,  freezing, 
and  breaking  of  eggs. 

Creamery  butter  SIC  2021,  groups  com- 
panies primarily  engaged  In  manufacturing 
creamery  butter. 

Cheese,  natural  and  proces.«ied,  SIC  2022. 
Includes  manufactures  of  all  tyijes  of  natural 
cheese  (except  cottage  cheese  i,  processed 
cheese,  cheese  foods,  and  cheese  =preetds 

Condensed  and  evaporated  milk,  SIC  2023. 
describes  companies  which  make  condensed 
and  evaporated   milk   and   related  product.^. 


Including  ice  cr^am  m!i  and  lf>e  mtlk  made 
for  sale  as  such,  and  dry  mllk  products  Also 
Included  Is  the  manufact^tre  o<  non<*a2.'-y - 
base  cream  snbstttutes  and  dietary  supple- 
mentB 

Toe  cream  and  froEen  desserts,  SIC  2024, 
includes  manufactures  of  lc«  cream  and 
other  frozen  desserts  such  as  loe  mllk  and 
sherbets. 

Fluid  mllk,  SIC  2026,  groupe  companies 
prtmarlly  engaged  In  proce.sslng  and  dls- 
trlbutlng  mllk  and  cream,  and  related  prod- 
ucts Including  cottage  cheese 

Canned  specialties,  SIC  2032,  describee 
ompanles  which  can  specialty  products  such 
as  ba'oy  foods,  health  foods,  and  soups  except 
seafood. 

Canned  fruits,  Tegetables.  preserves.  Jams. 
and  iellles.  SIC  2033,  groups  companies  which 
can  fruits  and  vegetables,  and  fruit  and 
veeetable  luioes,  or  manufacture  catsup  and 
(ttmllar  tomato  sauces,  preserves.  Jams,  and 
JelUea- 

Dried  and  dehydrated  fruits,  vegetables, 
and  soup  niljce«.  SIC  2034,  Includes  companlea 
which  sua  dry  or  artificially  dehydrate  fnilta 
and  vegetables  or  which  manufacture  pack- 
aged 9oi;p  mixes  from  dehydrated  ingredients. 

Pickled  fruits  and  vegetables,  vegetable 
sauces  and  f>ea3onlngs.  and  salad  dressings, 
SIC  2035,  describes  companies  engaged  In 
pickling  and  brining  fruits  and  vegetables. 
and  In  man;  fact  urine  salad  dressings,  vege- 
table rell-shes   sauces    and  seasonings 

Proven  fruits  fruit  Juices  and  vegetables. 
SIC  2037,  Includes  companies  which  freeee 
and  cold  pack  frutts,  fruit  Juices,  and  vege- 
tables 

FYozer.  .■ipcv  ialtiee  SIC  2038.  Includes  com- 
panies which  freeze  and  cold  pack  food 
specialties,  such  as  frozen  dinners  and  froaen 
pizza. 

Flour  and  other  grain  mill  products,  SIC 
2041,  describes  companies  engaged  In  mliling 
flour  or  meal  from  gralr.    except  rice. 

Cereal  breakfast  foods  SIC  204S,  Includes 
companies  which  manufacture  cereal  break- 
fast foods  and  related  preparations. 

Rice  milling,  .SIC  2<H4.  describes  com- 
panies which  clea;.  and  pi'ilish  rice,  and  com- 
panies which  manufacture  rice  flour  or  meal. 

Blended  and  prepared  flour,  SIC  2045.  In- 
cludes companies  which  prepare  blended 
fk)urE  Rnd  flour  mixes  or  doughs  from  pur- 
chased flour. 

Wet  corn  milling,  SIC  204«,  Includes  com- 
paiiies  which  mUl  corn  or  sorghum  grain  by 
the  wet  process,  and  produce  starch,  syrup, 
oil  stirar,  and  byproducts,  such  as  gluten 
feed  aiid  meal. 

Dog.  cat  and  other  pet  food.  SIC  2047.  In- 
cludes manufacttires  of  pet  food  from  cereal, 
meat,  and  other  ingredients. 

Prepared  feeds  and  feed  Ingredients  for 
anim-ils  and  fowls,  not  elsewhere  classified, 
SIC  2048,  describes  companies  which  manu- 
facture prepared  feeds  and  feed  ingredients 
and  adjuncts  for  animals  and  fowls. 

Breads  and  other  bakery  products,  except 
cookies  and  crackers,  SIC  2051,  includes  those 
companies  which  manufacture  bread,  cakes, 
and  other  "perishable"  bakery  products. 

Cookies  and  crackers.  SIC  2052,  describes 
companies  which  make  cookies,  crackers, 
pretzeLs.  and  similar  dry  bakery  products. 

Cane  suj-ar,  except  refining  only.  SIC  2061, 
Includes  manufacturers  of  raw  sugar,  syrup, 
or  finished  cane  sugar  from  stigar  cane 

Cane  sugar  refining,  SIC  2062.  describe* 
companies  primarily  engaged  In  refining  pur- 
chased raw  cane  sugar  and  sugar  syrup. 

Beet  sugar,  SIC  2063,  Includes  companies 
rria'.anly  engaged  In  manufacturing  sugar 
from  sugar  beets. 

Candy  and  other  confectionary  products, 
SIC  2065,  Includes  companies  which  make 
candy.    Including    chocolate    candy    (except 
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solid  barb)  salted  nuts,  other  confections  and 
related  products. 

Chocolate  and  cocoa  products,  SIC  2066, 
describes  companies  which  shell,  roast,  and 
grind  cocoa  beans  to  make  chocolate  liquor, 
cocoa  powder,  cocoa  butter,  solid  chocolate 
bars  and  chocolate  coatings. 

Chewing  gum,  SIC  2067,  describes  com- 
panies which  manufactiue  chewing  gum  or 
chewing  gum  base. 

Cotton.seed  oil  mills.  SIC  2074,  Includes 
manufacturers  of  cottonseed  oil,  and  by- 
product cake,  meal,  and  llnt«rs. 

Soybean  oil  mills.  SIC  2075,  Includes  man- 
ufacturers of  soybean  oil.  and  byproduct 
cake  and  meal. 

Vegetable  oil  mills,  except  corn,  cotton- 
seed, and  soybean,  SIC  2076.  Includes  com- 
panies which  manufacture  vegetable  oils  and 
byproduct  cake  ajid  nienl.  exc^-pt  corn,  cot- 
tonseed, and  soybean.  This  classlflcation  in- 
cludes ca-stor  oil,  coconut  oil.  Unseed  oil  and 
peanut  oil. 

Animal  and  marine  fats  and  oils.  SIC 
2077.  describes  compai.ies  which  manufac- 
ture animal  and  marine  oils  and  these  ren- 
dering Inedible  grease  and  tallow  from  an- 
imal fat,  bones,  and  meat  scraps 

Shortening,  table  olLs.  margarine  and  other 
edible  fats  and  oils,  not  elsewhere  cla.s.-;ified. 
SIC  2079,  Includes  manufacturers  of  short- 
ening, table  oils,  etc  by  further  processlr.g 
of  purchased  animal  and  vet;etable  oils. 

Malt  beverages.  SIC  2082.  describes  manu- 
factiu-ers  of  all  kinds  of  malt  beverage^s  in- 
cluding beer,  ale,  and  malt  liquor 

Malt.  SIC  2083,  describes  companies  which 
manufacture  malt  or  malt  brprod-icts  from 
barley  or  other  grains 

Wines,  brandy,  and  brandy  spirits,  SIC 
2084,  describes  manufacturers  of  these  splr- 
Itfl  and  bonded  storerooins  ahlch  blend 
wines. 

Distilled,  rectified,  and  blended  liquorts. 
SIC  2085,  Includes  companies  which  manu- 
facture alcoholic  liquors,  cordials,  and  al- 
coholic cocktails  by  blending  processes  or  by 
mixing   liquors   ar.d   other   ln(.Tedlent.s. 

Bottled  and  canned  soft  drinks  and  car- 
bonated waters.  SIC  2086.  Includes  companies 
which  make  soft  drinks  and  carbonated  wa- 
ters (nonalcoholic). 

Flavoring  extracts  and  flavoring  syrups, 
not  elsewhere  classified,  SIC  2087.  describes 
manufacturers  of  flavorings  for  soda  foun- 
tain use  or  for  the  manufacture  of  soft 
drinks. 

Canned  and  cured  fish  and  seafoods,  SIC 
2091,  Includes  companies  prlniAnly  engaged 
In  cooking  and  canning  fish,  shrimp,  oysters. 
clams,  crabs,  and  other  seafoods,  including 
soups,  and  those  engaged  in  smoking,  salting. 
drying  or  otherwise  curing  fish  for  the  trade 
Roasted  coffee.  SIC  2095,  describes  com- 
panies which  roast  coffee  and  thos?  which 
make  coflfee  concentrates  and  extracts. 

Manufactured  ice,  SIC  2097.  describes 
companiee  primarily  engaged  in  manufac- 
turing ice  for  sale. 

Macaroni,  spaghetti  vermicelli,  and  noo- 
dles. SIC  2098.  includes  companies  manu- 
facturing dry  macaroni,  spaghetti,  vermicelli. 
and  noodles. 

Food  preparations,  not  elsewhere  classlfled, 
SIC  2099,  Includes  companies  primarily  en- 
gaged in  manufacturing  prepared  foods  and 
mLscellaneous  food  specialties,  not  else- 
where classified,  such  a.s  baking  powder, 
yeast,  peanut  butler,  tea.  spices,  and  potato 
chips. 

II.     CRITERIA     FOR     APPL1C.^BI1.^TY     OF     POTENTIAL 
CONSERVATION    MEA.SURES 

Each  component  industry  was  approached 
on  a  composite  basis  as  distinct  from  a 
model    plant    approach     Since   most    of   the 
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data  available  were  on  a  plant  specific  or 
technique  specific  basis.  It  was  necessary  to 
rely  on  expert  Judgment  and  Irtformatlon 
from  a  number  of  professional  sources. 

A.  Technological  Feasibility.  Five  criteria 
were  developed  to  measure  technological 
feasibility.  An  affirmative  answer  to  each  of 
the  following  questions  was  necessary  for 
each  potential  conservation  measure  to  pass 
this  screening. 

1.  Is  It  commercially  available? 

2.  Can  It  be  widely  Installed  by  January  1, 
1980? 

3.  Can  It  be  used  without  significant 
changes  In  Industry  or  plant  product  mix? 

4.  Can  It  be  introduced  without  significant 
los.ses  m  processing  plant  production? 

5  Can  it  meet  requirements  of  federal  and 
State  standiirds  for  both  products  and  pro- 
duction processes? 

B  £conomt<:'  Practicability.  For  each  meas- 
ure that  pa.ssed  the  technological  screening, 
an  economic  a-ssessment  was  made  t>o  deter- 
mine economic  viability.  An  after-tax  dis- 
counted cash  flow  return  on  Investment 
method  wa.s  used  to  establish  economic  via- 
bility This  Involved  computing  the  Internal 
rate  of  return  at  which  the  annual  equiva- 
lent co6t  of  each  energy  efficiency  Improve- 
ment measure  was  equal  to  the  annual  energy 
cost  savings.  The  degree  of  vlabUlty  of  the 
measure  for  the  composite  Industry  was  ob- 
ttklned  by  estimating  the  probability  that  the 
rate  of  return  for  each  measure  would  be 
^.-reiater  than  or  equal  to  the  four-digit  com- 
ponent Industry's  cost  of  capital,  where  the 
component  Uidustry's  rate  of  return  was  de- 
scribed by  a  distribution. 

ni     CAPFTAL    SPENDING    DECISIONS    AND    FINANC- 
ING  CONSTRAINTS 

.\  Required  Return  on  Investment.  Capital 
availability  Is  a  constraining  facte*  within 
the  SIC  20  component  Industries,  and  avail- 
able capital  was  found  to  be  Insufficient  for 
all  Investments  which  had  some  probability 
of  their  internal  rate  of  return  being  equal 
to  or  greater  than  the  industry  cost  of  cap- 
ital A  sensitivity  analysis,  assuming  unlim- 
ited capital  at  each  industry's  cost  of  capital 
was  performed.  In  tills  hypothetical  case,  the 
gross  target  for  SIC  20  was  increased  from 
15  percent  to  19  percent;  this  difference  sug- 
gests that  a  sizeable  target-related  constraint 
exists  due  to  capital  Imitations. 

B.  Capital  Spending  Priorities.  Although  a 
potential  conservation  measure  may  be  eco- 
nomically viable.  It  may  not  be  practicable 
for  a  p>artlcular  firm  because  of  other  priori- 
ties for  capital  Investment.  Some  firms  may 
not  be  able  to  Implement  all  available  con- 
servation measures  because  they  have  al- 
ready allocated  all  available  capital  to  more 
attractive  Investments,  to  mandatory  In- 
vestments for  complying  with  Federal  or 
State  regulations  or  for  manning  production. 

Replacement  restraints  may  affect  the  al- 
location of  capital.  Some  firms  will  not  re- 
place existing  equipment  to  Improve  energy 
efficiency  until  the  equipment's  useful  life 
has  been  utilized. 

Third,  the  limited  supply  of  selected  con- 
servation equipment  reduces  the  degree  of 
a  conservation  measure's  Implementation  by 
1980.  Some  measures  (capital  facilities  and 
equipment*  are  likely  to  be  unavailable  on 
a  supply  schedule  necessary  to  meet  aggre- 
gate industry  demands  as  implied  In  this 
study  by  1980,  If  effective  demand  Increases 
sharply,  price  Increases  would  be  expected, 
and  these  would  also  dampen  the  aggregate 
Industry  response  to  a  given  energy  conser- 
vation measure.  The  assessment  of  these 
characteristics  of  SIC  20  was,  at  times,  nec- 
essarily subjective,  but  the  factors  Involved 
are  well  documented  in  the  target  support 
dot'umeiii 


IV.  POTENTIAL  KNERGY  CONSERVATION  MEASURES 
AND  OTOBTS  TO  REDUCE  USE  OP  PETROLrCM 
PBODTJCTTS  AND  NATURAL  GAS 

A  full  discussion  of  the  examination  of  all 
potential  energy  conservation  measures  con- 
sidered for  application  to  each  of  the  47  com- 
ponent Industries  can  be  found  In  the  target 
support  documents  which  are  available  for 
examination  at  the  locations  and  tlme.s  spec- 
ified In  the  body  of  this  notice.  This  append i.x 
will  only  discuss  the  major  aspects  of  the  as- 
sessment of  potential  energy  con.servatlon 
measures. 

A.  Potential  Measures  Identified.  Tlie  major 
energy  conservation  measures  considered  for 
the  food  and  kindred  products  industry 
were: 

Waste  Eneroy  Recovery 

1.  Use  wsiste  heat  from  plant  equipment 
(cookers,  dryers,  kilns,  mechanical  compres- 
sors ) . 

2.  Recover  heat  in  waste  service  hot  water 

3.  Recover  heating  or  cooling  effect  from 
ventilation  exhaust  air  to  proconditlon  in- 
coming ventilation  air  (e.g..  u.se  'heat  wheel' 
or  other  heat  exchanger  to  cross-exchange 
building  exhaust  air  with  make-up  air  i . 

4.  Reduce  building  exhausts  and  thus 
make-up  air  or  recycle  air  for  heating,  venti- 
lation and  air  conditioaing  to  maximum 
extent. 

5.  Increase    regeneration    In    fluid    heat 
cooling  recovery  by  Increasing  size  of  heat 
exchanger. 

6.  Use  low  temperature  wa.ste  effiuenr  i  .< 
cool  Input  streams. 

Improve  Electrical  Energy  Usage 

1.  Optimize  plant  power  factors  by  (11  de- 
energlzlng  excees  transformer  capacity,  and 
(11)  Installing  capacitor  banks  to  Increase 
pKDwer  factor. 

2.  Optimize  motor  sizes  and  pumps  with 
loads  to  improve  power  factor  and  efficiency 

3.  Use  more  efficient  Ught  sources,  i.e..  con- 
vert to  fluorefcceut.  mercury,  sodium,  or  high 
intensity  direct  lighting. 

4.  Reduce  or  eliminate  general  lighting 
where  natural  light  provides  sufficient  Il- 
lumination. Umit  higher  lighting  levels  to 
task  areas  only. 

5.  Reduce  general  Illumination  to  mini- 
mum necessary  for  safety. 

6.  Reduce  exterior  buildings  and  grounds 
Illumination  to  mlnlnnim  safe  level. 

7.  Consider  replacing  electric  motors  with 
back  pressure  steam  turbines  and  use  exhaust 
steam  for  process  heat. 

8.  Use  multiple  capacity  compressors  for 
refrigeration. 

Increased  Boiler  and  Steam   Efficiency 

1.  Minimize  boiler  bio wdown, 

2.  Use  better  feedwater  treatment  to  re- 
duce blowdown  need. 

3.  Recover  heat  from  hot  't'nwdown 

4.  Return  more  steam  condensate  to  boiler. 
6.  Use  flue  gas  heat  to  preheat  boiler  feed- 
water  and  combustion  air. 

6.  Use  waste  heat  from  hot  flv.e  gases  to 
generate  low  pressure  steam  or  hot  water 

7.  Reduce  combustion  air  P.ow  to  optimu.T. 
and  Improve  combustion  control  capability 

8.  Install  and  repair  steam  traps. 

9.  Descale  boiler  tubes  more  frequently. 

10.  Insert  turbulators  or  spUuiers  in  boil- 
ers to  increase  heat  transfer  to  water. 

11.  Improve  oil  atomlzation  (use  com- 
pressed air  rather  than  steam) . 

12.  Better  maintenance  of  burners  and  In- 
jection systems. 

13.  Minimize  use  of  standb\  boilers  or 
boilers  operating  at  low  power. 
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Use  of  Insulation 

1.  Inoulate  steam  and  condensate  lines 

2.  Upgrade  insulation  and  linings  in  fur- 
naces, boilers,  kilns  oveiis.  cooker'^  and  other 
process  equipment. 

3  Insulate  walls,  ceilings,  and  roofs. 

Refrigeration  and  Space  Conditioning 

1.  Maintain  space  temperature  lower  dur- 
ing the  winter  season  and  higher  during  the 
ium.mer  seasoii. 

2.  Air  condition  only  space  in  use 

3.  Reduce  air  conditioning  load  by  evapo- 
rating water  from  roof. 

4  Shut-down  air  conditioning  during  non- 
working  hours. 

5.  Reduce  heating  leyel  when  building  is 
not  in  use 
(3.  Use  process  waste  heat  for  space  heating. 

7.  Use  double  doors  or  curtains  between 
heated  and  cooled  areas. 

8.  Install  air  se.^ls  around  trutk  loading 
dock  doors. 

9.  Keep  loading  dock  doors  closed  when  not 
In  use 

DRTERS.  EVAPOKATORS.  AND  OTHER  PROCESS 

Equipment 

1  Improve  evaporator  efficiency  by  insiall- 
iiig  additional  effects. 

2.  Use  mechanical  vapor  recompression  in 
evaporation  processes. 

3.  Use  ring  dryers  rather  than  straight 
through  dryers 

4.  Use  large  screw  and  pneumatic  presses 
to  de-water  product  before  drying. 

5.  Improve  malntetiance  on  heat  transfer 
surfaces. 

6.  Minimize  air  intrusion  into  ovens  and 
■.se  of  air  fans 

7  Match  air  compressors  to  actual  retjuire- 
ments. 

8.  Use  microwave  drying  and  cooking  to 
eliminate  long  steam  heating  times. 

9.  Install  agitators  in  vacuum  pan  of  evap- 
orators to  improve  heat  transfer. 

General  Energy  Management 

1   Salvage  and  re-tise  process  waste 

2.  Use  optimum  sized  equipment 

3.  Use  most  efficient  equipment  at  it's  max- 
imum capacity  and  le.^^s  efficient  equipment 
:»nly  when  necessary, 

4.  Minimize  operation  of  equipment  re- 
quired to  be  maintained  in  standby 
condition. 

5.  Shutdown  process  heating  equipment 
when  not  in  u.se.  or  at  least  reduce  tempera- 
ttire  of  process  heating  equipment  when  on 
standby. 

6.  Reduce  operating  time  of  ec|Vilpment  to 
that  actually  required. 

7.  Use  small  number  of  hlght  output  units 
Instead  of  many  small  Inefficient  units. 

8  Clean  or  replace  filters  regularly. 

9.  Convert  from  batch  to  continuous 
operation 

10.  Convert  from  indirect  to  direct  firing 
I  e.g..  ovens) . 

11.  Convert  liquid  heaters  from  underflring 
'o  inunersion  or  submersion  heating. 

12.  Replace  steam  use  by  high  temp  water- 
eliminate  steam  losses. 

B.  Efforts  to  Reduce  Consumption  of  Pe- 
'roleum  ProdKits  and  Natural  Gas  Planned 
:"uel  shifts  cause  only  a  small  impact,  on  the 
conser\'ation  target  for  SIC  20.  Historically, 
many  of  the  47  food  industries  used  coal  as 
a  major  fuel  Most  have  long  since  converted 
to  natural  gas  and  fuel  oils  in  response  to 
the  national  concern  over  air  pollution  as 
well  as  to  increased  ease  of  operation.  Gov- 
ernment and  industry  standards  for  product 
quality  accelerat.ed  the  shift  away  from  coaJ 
with  Its  problems  of  soot  and  fly  oi^h    Hanci- 


■  ling  requirement"?,  personnel  requirements, 
and  safety  considerations  would  deter  any 
reconversion  to  coal  at  this  time. 

Because  of  allocation  and  undependable 
supplies,  many  plants  which  had  previously 
converted  to  natural  gas  are  shifting  to  the 
use  of  fuel  oils.  Altiiough  this  shift  substitu- 
tes oil  which  Is  becoming  scarce  worldwide 
for  domestically  scarce  natural  gas.  the  trend 
is  continuing.  The  general  availability  of 
fuel  oils  albeit  at  relatively  higher  prices 
deters  any  significant  moves  toward  the  u-e 
of  more  ^iiundant  fvtels  .-.v.ch  as  coal 


V.    PROPOSED   TARGET  DEFINITION 

.\.  Component  Goals.  The  evaluations  and 
calculations  detailed  In  the  target  support 
documents  resulted  in  energy  efficiency  com- 
ponent goals  for  each  of  the  four-digit  com- 
ponents of  SIC  20  as  shown  in  Table  1. 

B  Proposed  Tuo-Digit  Gross  Target.  The 
SIC  20.  food  and  kindered  products  Indu.strv-. 
proposed  energy  efficiency  improvement  tar- 
get was  determined  from  the  47  component 
goals.  The  procedure  used  for  aggregating  the 
component  goals  Involved  an  energy  weight- 
ing prtx^ess  as  follows 
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The  proposed  gross  target  for  SIC  20  w.*s 
15  percent. 

C.  Special  Circumstances  Effect  The  re- 
maining assessment  involved  the  evaluation 
'Ot  those  uncontrollable  factors  that  could 
affect  energy  efficiency.  Three  special  cir- 
cumstances were  identified  for  SIC  20: 
(1)  Government  regulations.  (2)  industry 
structure  changes,  and  (3 1  product  mix 
shifts.  Government  regulations  were  the 
most  apparent  factors  that  will  alter  the 
energy  consumption  of  the  food  industries. 
For  example,  the  air  and  water  environ- 
mental control  programs  of  EPA,  the  employ- 


ment safety  and  heallh  regulations  of  OSH.V, 
and  the  food  and  drug  standards  of  FDA  are 
of  widespread  concern  to  the  food  industries. 
Implementation  of  these  regulations  Is  fre- 
quently costly  and  generally  does  reduce  an 
Industry's  energy  efficiency  per  unit  of  pro- 
duction. While  Industry  structure  changes 
and  product  mix  shifts  Influence  energy  use. 
there  generally  was  Inadequate  data  avail- 
able to  quantify  the  energy  efficiency  Im- 
pacts of  these  factors  for  the  1972-1980  pe- 
riod. The  Impact  of  special  circumstances  on 
each  component  Industry  was  estimated  as 
shown  in  Table  I. 
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Indu-siry  (l'.»7'Jr-odi-5i 


Rank  order'     Gross  goal     Adjustment      Net  goal 


20 --  Food  uiul  kiiulii'<i  imxiiii  IS 

Priority  group  I : 

2063 Beet  sugar. 

2048 .     _  Wet  com  milling 

2011 Meat  packing  plains 

2082 .-  Malt  twirapi-s 

2033 --  fanned  fruits  and  Vi>gelalili«.. 

2028 Fluidniilk 

20S1 Bread,  cake  and  related  produi'ts 

2075 Soybean  oil  mills..      ._ _ 

2062 Cant- sugar 

2037 -  Froien  fruits  and  Vfcetablf* - 

■2048-A Prepared  feods.  not  elsowhi-re  '■lasslfied.. 

204S-B Prepared  fi-i-ds.  alfalfa.  .- 

Priority  group  U; 

2079 .'Shortening  and  cooking  oils 

20''9                      Food  prei>aral ions,  not  il,se»hcre  classi- 
fied  

2077-A.--     Animal  and  marine  fats  and  oils,  animal. 

2077-B..  Animal  and  marine  fats  and  oils,  marine. 

2022 --  Cheese,  natural  and  processed 

•2023 Condensed  and  evaporated  milk — 

2(«2 Caiincrl  specialities    .   

•2(«6 -  Bottled  and  canned  .-iofl  drinks 

2<iI6 .—  Poultry  dressing  plants  

2085 Distilled  liouor 

2013 Sausage  ana  prepared  meat.^ 

2047-A Pet  food,  canned 

■2(Mr-B Pet  food,  dry 

2061 Raw  can>-  sugar -  — 

2085 Confectionery  products 

2<:i3,H Froten  specialties 

2041 Flour  and  other  grain  mill  products... 

2034 Dehydrated  food  jiroducts 

2052 Cook  ii.' and  crackiTS 

Priority  group  III: 

•2096 Roasted  coffee 

2083 Malt - - - 

•2043 Cereal  preparations 

2074 Cottons»N>d  oil  mills 

2035 Pickles,  dressings  and  sauces 

2024 Icecream  and  froien  desserts 

2021 Creamery  butter 

2066 Chocolate  and  cocoa  products.  

2087 Flavoring   extracts   and   syrups.    Dot 

elsewhere  classified. 
•2017 Poultry  and  egg  processing 
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Indoatry  (1972  code* )  Raiikord«r>     Or««8goal     Adjustment     Netsoal 


2091 <  innw;  ind  cured  seafood 

2034 Wtnes,  brandy 

2092 Fresh  or  frozen  packaged  fish 

2076 —  Vegetable    oil    mills,    not    alaewhere 

classified. 

2044 Ric«  milling 

2097 Manufactured  ice -. 

2098 - -  Macarom  and  spagheui 

20i5 Blended  and  prepared  flour - 

20B7 -  Chewing  gum -.. - 
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'  The  47  component  industries  are  ranked  according  to  their  1974  total  energy  consumption  and  subdivided  into 
a  priority  groui'S  indicative  of  their  encjgy  oonsumpuon  relative  to  the  entire  SIC  20  industry. 

Many  of  the  comments  Indicated  that  the 
technically  achievable  energy  savings  for 
variotis  activities  were  higher  In  the  draft 
target  support  document  than  could  reason- 
ably be  achieved.  After  reviewing  the  In- 
formation provided  on  the  energy  savings  of 
specific  conservation  meastires,  FEA  con- 
cludes that  decreases  in  the  estimated  po- 
tential savings  are  v^arranted  in  eight  com- 
pKjnents. 

Nearly  all  of  those  testifying  Indicated 
that  governmental  regtilatlons  would  require 
more  energy  than  Indicated  by  the  special 
circumstances  offset  In  the  draft  target  sup- 
port document.  The  proposed  offsets  were 
reexamined  In  light  of  the  additional  In- 
formation provided  and  FTA  has  made  ad- 
JtistmentB  In  three  components  where  It 
was  felt  that  governmental  regulations 
would  have  a  greater  Impact  on  energy 
consumption  than  Initially  estimated.  In 
each  case  the  offset  was  Increased  by  one 
percent. 

While  data  on  tb*  effect  of  spieclal  ctrcimi- 
stances  on  energy  consumption  in  SIC  20  Is 
limited,  EPCA  374(d)  allows  for  modifying 
the  target  value  If  FEA  feels  this  Is  necessary 
In  the  future. 

Statements  from  several  Industry  groups 
indicated  that  In  some  cases  the  economi- 
cally practicable  coefficients  discussed.  In  the 
target  support  document  were  too  higli. 
After  reviewing  the  data  In  the  support  doc- 
uments, FEA  made  adjustment  in  two  com- 
ponents. In  one  case  the  internal  rates  of  re- 
turn from  savings  achieved  by  Installing  im- 
proved eqtilpment  and  new  Insulation,  and 
converting  to  fluorescent  lighting  were  ad- 
adjusted  downward.  In  the  other  case,  a  very 
recent  sharp  drop  In  the  price  of  the  major 
product  has  virtually  eliminated  new  capital 
Investment  over  the  foreseeable  futtire. 

Several  commenia  Indicated  that  uncon- 
trollable climatic  conditions  could  alter  the 
energy  use  levels  for  components  in  any 
given  year  because  varying  moisture  levels  In 
raw  products  as  a  result  of  weather  condi- 
tions will  affect  the  amotmt  of  energy  re- 
quired to  process  the  raw  products.  While 
PEA  recognizes  tt»at  raw  product  moisture 
levels  and  thus  energy  requirements  may 
vary  with  climatic  conditions,  the  proposed 
target  was  based  on  average  moisture  levels. 
The  target  may  be  modified,  as  allowed  by 
EPCA  374(d),  if  future  conditions  warrant. 

One  comment  stated  that  a  portion  at 
one  component  had  been  overloot^ed  in  de- 
veloping the  energy  efficiency  im  yrovement 
goal  for  that  component.  The  commentor 
provided  Information  which  showed  that  the 
ratio  of  boiler  fuel  to  purchased  electricity 
used  by  the  Indtistry  was  higher  than  esti- 
mated by  FEA.  Reexamination  of  the  In- 
dustry in  view  of  the  new  Information  re- 
sulted In  an  increase  of  one  percent  in  the 
component  goal. 

B.  Final  Target.  As  a  result  of  the  addi- 
tional information  received  after  the  ptibll- 
catlon  of  the  proposed  targets  the  target 
values  were  modified.  The  final  gross  energy 
efficiency  improvement  target  for  the  food 
and  kindred  products  Industry  is  13  percent, 
and  the  final  net  energy  efficiency  improve- 


D.  Proposed  Tico-Digit  Net  Target.  Pro- 
ix>sed  net  goals  were  derived  for  each  com- 
ponent by  subtracting  the  total  component 
adjustments  due  to  the  effect  of  special  cir- 
cumstances from  the  respective  proposed 
gross  goal  as  shown  In  Table  1.  The  proposed 
net  target  for  SIC  20  was  developed  by  using 
the  formula  given  In  V  B  for  the  proposed 
gross  target  and  substituting  the  net  com- 
por.er.t  goals  as  developed  above.  The  result- 
Int:  ;>r  .posed  net  energy  efficiency  Improve- 
ii,e;.;  larget  was  14  percent. 

Vt.    riNAI,    TARGET    DEFINITION 

A.  Cominents  and  Impact  on  Proposed 
Target.  During  the  public  hearings  that  were 
held  on  December  7  and  8.  1976,  10  oral 
•  tatements  were  presented.  In  addition.  20 
written  siate.ments  were  submitted.  While 
some  statements  addressed  specific  compo- 
nent Ltd u^ tries,  other  statements  related  to 
the  total  Indust^ry  group.  All  of  the  oral  and 
written  comments  have  been  thoroughly  re- 
viewed and  their  Impact  on  the  proposed 
target  h£is  been  a.ssessed  FE.\'s  response  to 
the  conim!en'vS  Is  =;',nnmarized  here  by  Issues 
rai.'sed. 

Miist  ."-evlewer^  exp:e^^-,^■d  concern  that 
p.th'.T  the  tariret  or  individual  component 
poa!  would  be  inappropriately  applied  to 
LndivldiitU  plants  or  companie.s.  While  the 
UirKnz  for  the  SIC  20  Industry  group  can 
bo  achieved  on  an  industry  wide  basis  by 
1980,  FEA  recognizes  that  the  potential  for 
ener^'V  efficiency  improvement  vaiies  within 
each  component  industry  and  on  a  plant- 
by-plant  basU.  The  component  goals  only 
apply  to  each  composite  industry  and  are 
not  meant  to  be  applied  to  Individual  plants 
or    Individual    companies 

FE.A  used  1972  as  the  ba.'^e  yetir  to  mea-sure 
Industry  progress  in  improving  energy 
efficiency.  Several  comments  requested  more 
flexibility  in  det-ermlnlng  a  ba.se  year  be- 
cause of  the  apparent  difficulty  in  obtaining 
accurate  consumption  figures  for  1972,  FEA 
selected  1972  as  the  base  year  for  measuring 
energy  conservation  efrort.s  because  It  was  the 
latest  pre-embargo  calendar  year.  Most  of  the 
present  voluntary  reporting  programs  use 
1972  as  their  base  year,  and  FEA  will  con- 
tinue to  use  1972  as  the  ba.se  year. 

Several  comments  addressed  the  energy 
use  patterns  for  various  components.  Cer- 
tain modifications  were  suggested  based  on 
information  provided  by  the  Industries 
themselves.  After  reviewing  the  Information 
provided,  FEA  modified  the  energy  use 
profiles  of  four  components  to  increase  the 
estimated  percentage  of  energy  provided  by 
electricity  by  a  range  of  one  to  six  percent. 

Several  comments  suggested  that  more 
energy  conservation  equipment  was  already 
In  place  in  1972  than  indicated  in  the  draft 
target  support  document  for  SIC  20.  In 
addition.  It  was  claimed  that  boiler  efficiency 
was  higher  for  some  of  the  Industry  com- 
ponents than  indicated.  FEA  has  reviewed 
these  claims  and  has  made  modifications  in 
eight  components  where  the  Information 
revealed  that  more  energy  efficiency  equip- 
ment was  In  place  in  1972  than  had  been 
Initially   estimated. 
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ment  target  including  special  circumstances         The  following  table  displays  the  final  com- 
U  12  percent.  ponent  goals: 

Tabik    II. — Final   energy   efficiencif   improvement   tanjcts  fur   the   fi-'nl   and   kiniii<  J. 
products  industry  and  component  goalx  for  I9S0 


SIC 


Industry  (1972  codus) 


Katik  order'     Ciross  goal     Adjustment      Net  rotU 


20 

Priority  group  I: 

2063 

2048 

2011 

2082 

2033 

2026 

2051 

2075 

20C.2 

2037 -. 

2048-A -  - 

2048-8 _ 

Priority  group  II 

2079 

2099 

2077-A.     

2077-B 

2022 

2023 

2032 

2086 ^. 

201C. 

2085 

2013 

2047-A 

2047-B _.   . 

2061 -- 

206.5 

2038 

2011 

2034 

2052- 

Priority  group  HI 

209S 

2(K< 

2043 

2074 --- 

2035 

2084, 

3021 

2066 

2087 


Food  and  kindred  products. 


13 


12 


Beet  sugar 

Wet  com  milling 

Moat  packing  plants 

Mult  lnveracis 

Canned  fruits  and  vegetables 

Fluid  milk 

Bread,  cake  ami  rrlatfd  products 

Soybean  oil  mills 

(ano  susai 

Frozen  fniits  and  \((!etal>li'S..  

I'upaivd  feeds,  not  ilsewliercclassiiied. 
Prcpaied  feids.  L.lfaUa 


2017.- 
2091.- 
208^1.. 
2092.. 
2076.. 

20M. 

2097.. 
2098.. 
2015. 

2007.. 


Sliortening  and  cookine  oils. .   -   

Food  preparations,  not  elsewlieic  cla.«- 

fiii.-d. 
Animal  and  marine  fats  .ind  oils,  animal. 
Animal  ami  marine  fats  and  oils.  laaniie. 

Ciiei-,'*,  natural  aiid  processed  - - 

(  nndcnscd  and  evaixiratodmilk 

Canned  spinialtics 

Bottled  and  caniipd  soft  drinks - 

Poultry  dressing  plants .. 

Distilled  liquor 

.Satisace  and  prepared  meats — 

Pet  food,  canned -• 

Pel  food,  dry- .    - - 

Raw  cane  siittar 

Con  feet  ioneiy  products 

Frozen  specialties - 

Flour  and  otiier  craiii  mill  products. 

Deliydratcd  food  products . 

Cookies  and  cracker.-: 

Pn-isted  eotlee    . 
.Vlalt       -     .- 
Ccieal  piepanilMins 
Coltonsj'cd  oil  mills    . 
I'icklcs  dres.sinirs  and  samcs 
ice  cream  anil  frozen  desserts 
1  leamcry  bu'Ier     . 

(liiKiilale  and  cocoa  products . 

Flavoiinj;  evtnict':  and  syrups,  not  clsc- 

wlicn  cla.ssilicd. 
Poultry  and  epe  proce.<!sin>.' 
Canned  and  cuicd  .seafood .  . 

Wines,  lirandy 

Fresli  or  frozen  [lackaeed  lisli  - 
WKctalile  oil  mills  not  elsewheie 

(led. 

Kicemillinp   - 

Manufactured  ice 

Macaroni  and  spaphetti 

Blended  and  prepared  Hour 

Chewing  guiii 


ilas-si- 


1 

S 

fi 
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s 

7 

o 
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12 

^ 

7 

6 

rt 

12 

11 

1, 

15 

14 

7 

19 

19 

J* 

17 

16 

■1 

14 

12 

10 

12 

11 

11 

17 

16 

11 

23 

22 

I-' 

14 

14 

Vi 

1,1 

14 

M 

12 

U 

i) 

!l 

1 

8 

I.S 

It 

1 

10 

li> 

11 

1 

10 

i: 

12 

1 

u 

Is 

15 

1 

14 

IC 

15 

1 

14 

211 

12 

t 

11 

.'1 

U 

I 

10 

22 

14 

14 

22 

21 

1 

20 

Zt 

21 

1 

20 

•Ji 

Iti  . 

16 

2.'< 

13 

1 

12 

20 

8 

S 

-7 

n 

II 

^ 

14     .... 

14 

J" 

7 

1 

6 

:iii 

(1 

I 

H 

.<! 

li.  . 

1'. 

.,,> 

I'.i 

1 

IS 

A^'. 

11 

11 

:<l 

17 

1 

16 

■i'< 

12 

1 

II 

•»; 

12 

1 

11 

•*7 

n 

• 

13 

.> 

12 

12 

.^1 

12 

2 

10 

Ml 

K. 

1 

IS 

II 

II 

3 

11 

fj 

U. 

10 

1.1 

>  . 

^ 

it 
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1.-. 

4,"i 
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X 

1'. 

9  .    -. 

<t 

17 

13 

.. 
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'  The  47  component  industries  are  ranked  accordin(r-to  their  1974  total  eti.ruy  i  .iiisumiMion  and  milidivide.!  iniu 
3  priority  groui>s  indicative  of  their  energy  consitmption  relative  to  the  entnv  sl(    20  Industry 


The  impact  in  1980  of  meeting  the  net 
target  of  12'rc  as  compared  to  1972  Is  a.s 
follows  for  SIC  20: 

1972  total  consumption  ^  1047  x  10'*  Btu 
1980  total  consumption  =  1052  -  10^'  Btu  (pro- 
vided the  target  is  attained) 

The  following  Is  the  energy  efficiency  im- 
provement target  set  by  FEA  for  SIC  20: 

Gross  target,  based  solely  on  technological 
feasibility  and  economic  practicability — 
13  percent 

Ofifset,  based  on  consideration  of  special  cir- 
cumstances— 1  percent 

Net  target,  based  on  technological  feasibUlty 
and  economic  practlcabUlty  plus  consider- 
ation of  special  circumstances — 12  percent 


Appendix  B:  Statement  of  Basis  and  Ji'sti- 
fication  for  the  energy  effictenct  im- 
PROVEMENT    TARt.FT     FOR      SIC      22— TFXTIIE 

Mii-L  Prodi  cts 

I.  Industry  Description  and  Energy  Base 
The  textile  mill  products  Industry  compris- 
ing Standard  Industrial  Classification  (SIC) 
22  consists  of  30  four-dlglt  product  classifi- 
cations. SIC  22  Includes  manufacturers  and 
finishers  of  yarn,  cordage,  woven  fabric,  knit 
fabric,  carpets  and  rugs. 

Because  the  SIC  often  includes  dissimilar 
processing  techniques  In  one  four-dlglt  clas- 
sification, these  groupings  were  not  appro- 
priate for  studying  energy  conservation  in 
this  industry.  The  following  table  describes 
the  components  that  were  used  to  analyze 
the  textile  mill  Industry  and  shows  the  en- 
ergy consumption  of  each  component  In  the 
base  year.  1972: 


y 
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Component 


SIC 


1972  energy 
etmsumed 
10*  kWh  1 


Percent 


Spinning 

TiKtmlaing 

We*Tlng 

Knitting 

Orelge  mills 

Finishing,  woven  fabrics 

rinistiing,   knitted  tob- 
rica. 

Yam  dyeing 

Floor  coverings. - . . 

Becondary  proco.ssos 


Parts  of— 2211;  Broad  woven  fabric  mills,  cotton.  2221:  Broad- 
woven  fabric  mills,  man-made  fiber  and  silk.  2281:  Yam 
spinning  mills;  cotton,  man-made  fibers  and  silk.  2282:  Yarn 
teituriziiig,  throwing,  and  winding  mills.  2284:  Thread 
mills. 

Parts  0f2221,  2281.  2282,  2284 ^ 

2241:  Narrow  fabrics  and  other  smallwares  mills  2211,  2221 

2237:  Circular  knit  fabric  mills.  22j&:  Warp  knit  fabric  mills 

Pan,sof221I,222I,2257,  22.';8,  2281 

Parts  of— 2261:  Finishers  of  broadwoven  fabrics  of  cotton.  2262: 
Finishers  of  broadwoven  fabrics  of  man-made  fiber  and  silk. 
226'J:  Finishers  of  textiles,  not  elsewhere  classified. 

Parts  of  2257,  2258,  22til,  2262 

Parts  of  2281.  2211.  2257,  22.58 

2271:  Woven  carpets  and  rugs.  2272:  Tufted  carpets  and  rugs. 
227U:  Carpets  and  rugs,  not  elsewhere  classified. 

22.'!1:  Broad  woven  fabric  mills,  wool.  22.51:  Women's  full 
length  and  knee  length  hosiery.  2252:  Hosiery,  exc<>pl 
women's  full  length  and  knee  length  hosiery.  2253:  Kmt 
outerwear  mills.  22M:  Knit  underwear  mills.  2259;  Knitting 
mills,  not  elsewhere  classified.  2283;  Yam  mills,  wool. 
2291:  Felt  goods,  except  woven  felts  and  hats.  2292:  Lace 
goods.  22'.'H:  Paddings  and  upholstery  tilling.  2294:  Proc- 
essed waste  and  recovered  fibers  and  flock.  2295;  Coated 
fabrics,  not  mbberized.  2296:  Tire  cord  and  fabric.  2297: 
Nonwoven  fabrics.  2298:  Cordage  and  twine.  22<'9:  Textile 
goods,  not  elsewhere  classified. 


10 


8 

8 

1 

t 

48 


19 


7.2 


£.8 
5.8 

a7 

.VO 
34.5 


13.7 


rv.  Potential  Energy  Coxserv.ation  Mz.^s- 

URES    AXD    ElTORTS    TO    REDtJCE    USE    OF    Pe- 
TKOOrCM     PRODUCTS     AND     NAXrEAL     GaS 

This  appendix  will  only  discuss  the  major 
aspects  of  the  assessment  of  potential  enert-y 
conservation  measures.  A  detailed  treatment 
of  all  the  potential  measures  which  were 
considered  can  be  found  In  the  target  sup- 
port documents  which  are  available  for  ex- 
amination at  the  locations  and  times  speci- 
fied In  the  body  of  this  notice. 

A.  Potential  measures  identified.  Nineteen 
basic  energy  efficient  technologies  were  Iden- 
tified for  the  following  components  of  the 
textile  mill  products  Industry : 


6 

1 

4.3 

7.9 

Spinning 

!1 

15.1 

1.  Open  end  spinning. 

Gezige  Mills 

«kWh =3,412  Btu. 


Energy  sources  for  SIC  22  wi-re  as  follows  in  1972: 


Fonn  of  energy 

10>kWb 

Fereeiit  of  total 

FneloO. - 

2B.3 
1-2.5 
4a2 
33.3 
26.3 

19 

CoaL._ 

Natural  gM 

Electricity 

Other 

9 

29 
24 

19 

Total 

13S.6 

100 

II.  CRITERIA  FOB  APPLICABILITY  OF  POTENTIAL 

CONSERVATION   MEASURES 

Because  of  the  short-term  goal  of  this 
project,  only  procedttres  and  technologies  al- 
ready In  Implementation  at  lea.st  at  the 
bench  scale  were  considered  In  developing 
the  SIC  22  target.  The  feasibility  of  Imple- 
menting the  measures  by  1980  was  adjusted 
according  to  their  current  stage  of  develop- 
ment. Realistic  rates  of  Implementation  were 
based  on  Industry  experts'  knowledge. 

A.  Technological  feasibility.  Each  potential 
measure  was  evaluated  using  the  following 
general  criteria: 

1.  Can  the  measure  be  Implemented  In 
time  to  have  an  Impact  on  energy  consump- 
tion by  January  1.  1980? 

2.  Does  the  measure  have  an  unacceptable 
Impact  on  the  finished  prodct?  (A  very  few- 
energy  conservation  measures  which  may 
have  marginally  detrimental  effects  on  qtial- 
Ity  were  considered  feasible.  However,  their 
limited  applicability  because  of  the  lower 
tjuallty  fabric  produced  was  accounted  for 
In  the  development  of  the  component  go^s 
and  indvistry  target.) 

3.  Does  the  measure  conflict  with  or  po- 
tentially hamper  compliance  with  EP.\  or 
OSHA  regulations? 

4.  Does  the  measure  conflict  i*ith  or  over- 
lap a  measure  planned  for  Implementation  In 
the  early  1980's?  (Some  firms  may  forego  the 
purchase  of  available  equipment  In  antici- 
pation of  purchasing  better  equipment  with 
»  slightly  longer  lead  time.) 

B.  Economic  practicability.  Each  measure 
that  satisfied  the  technological  criteria  was 
then  evaluated  for  economic  feasibility.  The 
economic  anlysls  technique  selected  for  this 
Btudy  was  a  modified  life  cycle  cost  analysis. 
The  return  on  Investment  was  determined 
by  comparing  the  actual  cash  f\(y:  in'-Uiding 
depreciation,  financing  and  ta.xes  with  initial 
ccst  In  order  to  determine  the  yearly  rate 
of  return  and  the  number  of  years  required 
to  pay  ba._ic  the  capital  investment. 


The  following  assumptions  were  used  In 
the  analysis: 

1 .  Tax  rate — 50  percent. 

2.  Interest  rate — 9  percent. 

3.  Depreciation  rate — IRS  schedizle  and 
the  sum-of-the-years  method  of  calculation 
were  used. 

4.  Energy  costs — Actual  energy  prices  paid 
by  the  firms  were  used. 

After  capital  costs,  rate  of  rettirn,  and  pay 
baclc  periods  were  computed,  the  econom- 
ically feasible  set  of  meastires  was  srtected. 

III.  C.\PlrAL  SPENDING  DECISIONS  AND  FINANCING 
CONSTRAINTS 

The  set  of  technically  and  economically 
feasible  measures  was  further  screened  on 
the  basis  of  capital  availability  of  obtain  the 
optimum  affordable  set  upon  which  to  de- 
termine the  target.  The  results  of  the  return 
on  Investment  ROI  analysis  are  outlined  In 
this  section  (III-A)  as  is  the  treatment  of 
capital  availability  <in-B). 

A.  Required  return  on  investments.  The 
economic  analysis  revealed  that,  for  the  tex- 
tile Industry,  the  current  actual  paybaclc  pe- 
riod for  capital  expenditures  of  all  types  Is 
5  6  years.  This  figure  was  used  in  evaluating 
the  economic  acceptability  of  energy  con- 
servation measures.  Each  measure  requiring 
a  capital  expenditure  greater  than  $15,000 
was  subjected  to  a  return-on-lnvestment 
analysis.  Those  measures  yielding  a  payback 
period  of  less  than  5.6  years  were  retained. 
Pour  technologies  did  not  pass  the  return- 
on-InvRstment  test. 

B.  Capital  spending  priorities.  An  analysis 
of  the  financial  position  of  the  textile  In- 
dustry and  a  projection  of  Its  future  per- 
formance were  completed  to  determine  If 
sufficient  capital  would  be  available  to  th*" 
Industry  to  Implement  all  of  the  feasible 
conservation  measures.  The  analysis  Identi- 
fied the  approximate  annual  capital  expendi- 
tures In  the  industry  and  the  sotirce  of  these 
funds. 

As  a  result  of  the  analysis.  It  was  deter- 
mined that  even  after  non-dlscretlonary  In- 
vestments, such  as  those  required  to  meet 
current  government  mandated  environ- 
mental and  liealth  and  safety  requirements. 
suflSclent  funds  will  be  available  for  all  of 
the  identified  technologically  and  economi- 
cally feasible  conservation  measures.  It  was 
found  that  the  capital  necessary  to  Imple- 
ment all  the  energy  conservation  measures 
was  le.ss  than  5^  of  current  annual  capital 
investments. 


2.  Oi>en  end  spinning. 

Woven-  Fabric  Finishing 

3.  Convert  singer  burner  to  be  adjustable 
to  cloth  width. 

4.  Use  Infrared  predryer  with  Impro-ved 
burners  which   also  adjust   to  cloth  width 

5.  Use  combined  Infrared  hot  flue  pre- 
dryer. 

6.  Use  alr-to-alr  heat  exchanger  on  tenter. 

7.  Use  water-to-water  heat  exchanger  for 
bleach,  dye.  and  wash   wastewaters. 

Knit  Fabric  Finishing 

8.  Use  Infrared  predryer  with  burners 
which  are  adjustable  to  cloth  width 

9.  Use  combined  Infrared  hot  flue  pre- 
dryer. 

10.  Use  air-to-air  heat  exchanger. 

11.  Use  water-to- water  heat  exchanger  for 
bleach,  dye.  and  wash  wastewaters. 

Yarn  Dyeing 

12.  Use  water-to-water  heat  exchanger  to 
recover  wastewater  heat. 

Floor  Covering 

13.  Install  wastewater  heat  reclaiming 
system. 

14.  Install  alr-to-alr  heat  recovery  system 
for  foam  backing  range.* 

15.  Install  alr-to-alr  heat  recovery  system 
for  Kuster  dryer.* 

16.  Install  air-to-air  heat  exchanger  for 
printer  dryer  section.* 

17.  Install  alr-to-alr  heat  exchanger  on 
printer  steamer  and  dryer.* 

18.  Install  air-to-water  heat  exchanger  for 
dye  beckB,  preheat  boiler  feed,  and  wash- 
down  water. 

19.  Low  temperature  dyeing. 

In  addition,  numerous  energy  efficient  op- 
erating procedures  were  Identified  for  each 
of  the  ten  Industry  components.  The,** 
measures  are  identified  In  the  target  sup- 
port document  along  with  the  estimated 
energy  savings  of  each. 

B.  Efforts  to  reduce  consumption  oj  petro- 
leum products  and  natural  gas.  Several  tex- 
tile manufacturing  firms  are  converting  from 
natural  gas  to  oil,  and  a  few  textile  fi:-nis  are 
replacing  gas  aitd  oil-fired  boilers  with 
coal -fired  units.  Because  considerable  lead 
time  Is  required  to  Install  large,  c-oal-ftred 
boilers,  the  conversion  to  coal  will  have  no 
Impact  on  the  1980  energy  conservation 
target. 

V.    PROPOSED    target    DEFINITION 

A.  Component  goals.  Evaluations  and 
screening  Judgments  resulted  in  the  follow- 
ing, gross  energy  efficiency  Improvement 
goals : 


(Those  measures  marked  with  an  asterl.-^k 
(•)  were  considered  but  eliminated  by  tl^.e 
economic  practicability  analysis.  No  new- 
technology  meaeures  were  identified  for  the 
texturlzlng,  weaving,  kni-.t.ng,  or  secondary 
process  components.) 


NOTICES 
CoviiJ.'iu:ni  goals  and  gross  target  development 
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Component 


O) 


1SC2 
efficiency 
(kOowati- 
boor  por 

kQoer&ni.! 


Projected 

iseo 

product]  OB 
imiUions  ol 

kHo^r&in 


(3' 

I960eDerKT 

eonsumpUi^n 

using  IBT: 

efficiency  ' 

1  billion 

kHowUthoor) 


Projected 

1*0 
efScieinrT 
(kilovait- 
boar  per 
kiloenm) 


Pro)ect«<l 

1880  (Dert; 

eoQsumpUon 

(binian 
kflowitlboor^ 


W 


CotnpoiMa; 

goals 

(percent 


Bpincing —                  8.*  2,588 

WefivinT--- <L"  '-SIS 

Kniiung LW  l^W 

Griegenaills -- «-07  .  »5 

Tinishing.  woven  fabrle..                18.8?  2,856 

Finishing,  knit  fabric aO-H  UOOO 

T&m  dyeing 1L81  fi^^ 

yioor  coverings..- -                11.43  I,  113 

Secondary  processor 14.6i *»"* 

Totals - — 

i«s.ij-u8jr 

Target  calculaUon=- X100=»  pet 

M6.U 


n.41 

10.40 

S.38 

L91 

8.» 

S&.18 

2LS7 

r.is 

1S.TJ 

2S.SI 


4.88 
4.21 
2.8S 

1.29 
"■  » 
10,77 
13.88 

a.  13 
lU 

U.M 


11.  n 

S.03 

7.25 
1.41 
7.6« 
SI.  84 
14.61 
6.87 
9.U 


w 

11 


IS 
43 
M 

■0 


UA.U 


US.  57 


I  C«L  IXcoL  i. 

»  Coi.  4Xeol-  2. 

B.  Propoied  two-digit  sross  targC   Ti-^e  two-digit  gros.-  target  for  tb«  KC  M  IXMluetry  WM 
•omputed  according  to  the  following  formula: 

E:,  =  tbe  enccT  cpn?i:mpticn  per  unit  of  productlor.  fc-  each  of  the  rompcnenU-  in  1972. 
Et»=ihc  projected  energy  c<>nsuniption  per  unit  of  production  for  each  of  the  coro- 

ponent-s  &.<=  of  Jan.  1,  19S0. 
P„=the  prcjpct<"<i  1980  pro   uction  for  each  of  the  components. 

The  lndi;5try  target  was  coraputed  as  the  the    :imltat:..ns    pron-.ulgated    tv    IT.«    -trer* 

change  in  ene'rgy  consunaptlon  per   unit  of  not  considered.  The  energy   use   is  approxl- 

productlon    for    each    of    the    components.  mately    0.7    bi'.Uon    kWh    annually    and    »j>- 

welghted   to   account   for  production   differ-  p-orlmiite!y  IC  percent  of  this  Is  tor  pretreat- 

ences  for  the  various  component*.  This  ap-  meat    facilities    with    eEuer.t    E-^b^^cuer.tly 

proach  takes  Into  account  the  processing  of  discharged  to  munlcipa:  sewers, 

eoodfl  by  several   components  of  the  lndu5-  CompUa:-ce  with  the  Occupbtlor^'.  Safety 

try  without  counting  production  twice.  The  and  Health   Administration    lOSH-'i.l    et^nd- 

reeultlng   proposed   gros.=    target   for   SIC   M  ard  for  c^.ttun  dust  of  1.0  mg  per  m'  ha«  to- 

was  29  percent.  crea.sed  energy  co:i!^umpt:on  s;nce  ;9-2    En- 

C     Special    circ-um.ilaruej    effect.    Special  ergy  consumption  for  the  vac-..um  ccClection 

circumstances  which  might  affect  the  energy  systems  a:.d  associated  Increased  »;^J^f- 

consump-.ion  of  the  textile  Indu^^try  Included  Uontng  loads  te  eetl.mated  at  1.5  perceeit  o. 

»1T  conditioning   of  aome  mills  for  product  the  lota:    1972  enerpy   con-sump-aon  ^..-r   the 

auality   p-arposes,    treatment   of   was'^water.  weaving,    Bplnnln^,    and    preige    m;..    c&v^ 

and  the   rep.^ova!    of   cotton   dust   from   the  gorles.    In    terms    of    1980    production,    thu. 

air    within    certain    mills.    The    energy    re-  amounts  U.i  0  46  bllUor.  kWh  per  jes- 

quired  for  each  of  ttoeee  circumstances  was  Energy    c^.n«-amptlon    due    tc    cpeclal    clr- 

calculated     to     decrease     the     conservatlo:.  cumstances    totaled    2.97    billion    kWh    per 

target.  vear    The  dL^trJiution  of  the   &dd;ti'-::h-   en- 

Between    1972   and    1975.    air   conduiomue  ergy  by  Industry  ccmpor.ent  is: 

has     been     Installed    In     ml!:?    representing  ^^,j^,        ^j^.                                    BiUion  kV\   y 

approximately  16  percent  of  the  production  ■^- 

capacity    of    ti.e    industry,    resv.lf.ng    in    In-  ^.P^'f^.^" 

creased  energy  cousi-.mption  of  approxiniately  Teiturizmg    ^ 

3  percent  of  the  1972  consumption  In  spin-  Weaving    

nlng.  weaving,  and  greige  mills,  or  0.91   bll-  Knitting        -- 

Hon  kWh  arnualiv   based  on  198C  production.  Greige  ml.ls— •»» 

it  t=  S^  ic^pa'^d-  that  air  conditioning  wU!  Woven  fabric  flnlshmg -       .» 

continue  to  be  Installed  through  1980  at  the  Knit  fabric  flnlching .» 

same   rate    requiring    1.82   bUUon    kWh    per  ^arn  dyeing Jo 

vear   mo-e   in    1980   than   was   consumed   In  Floor  coverings — -       •  lo 

year   uiu.c  Secondary   processes 

The    annual    energy    use    for    wastewater  loxal  -  2  67 

treatment    facilities    required    by    EP.^    were 

estimated      However,     additional     facilities  The  effect  of  special  clrcumst^jices  o«n  each 

which   might  be   required   to   comply   with  component  goal  and  on  the  groae  ind-jj^try 

discharge    limitations    more    stringent    than  target  Is  shown  in  the  f>;,,..w.np  t^t... 
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NOTICES 


Vet  target  development 


Coniponeat 


OD 

1972  efflciency 

(kilowatt-hour 

pcrkilograra) 


-  (2) 

Projected  1980 
production 
(mlUlons  o( 
kllograiiLS) 


(3) 

1980enojfy 

consmnptioB 

using  1072 

efficiency ' 

fblllion 

Mowatt-hours) 


(4) 

ProJ(<'t«l  1980 
efliclejjcy 

(kHowatt-hotir 
kilopram) 

per  kilogram) 


(« 

Projected  1980 
cnerfty  con- 
sumption • 
(billion 

kilowatt-hours) 


Gross      Net      Gross      Net 


Spinning 5.40  2,298 

Iciturizing 4.85  2,144 

Woavine... 4.76  1,970 

Knitting _                   1.76  1,090 

Grpige  milla 907  985 

Finishing,  woven  fabric 18.67  2,956 

Finishing,  knit  (abric 20.71  1,090 

\'am  (iyiing.-- 11.81  622 

Floor  coverings 11.43  1,113 

Swondary  processes 14.66  1,723 

Tcilals 

TiitK.l  .a!cuUion=  '??^|^?l:5^xlOO=27 percent 


12.41 

10.40 

9.38 

1.91 

8.93 

55.19 

22.57 

7.35 

1Z72 

25.26 


4.86 

4.21 

3.68 

1.29 

7.68 

10.77 

13.68 

9.12 

6.19 

1LB6 


5.22 

4.21 

3.96 

1.29 

8.26 

10  87 

13.86 

9.28 

8.28 

11.96 


11.07 
9.03 
7.25 
1.41 
7.56 

31.84 

14.91 
6.67 
9.12 

20.61 


12.09 
9.03 
7.95 
1.41 
8.21 

32.14 

15.11 
5.77 
9.22 

20.61 


166.12 


..  118.57      121.54 


'  Col.  IXcol.  2. 
'  Col.  4Xcol.  2. 

KoTE.-Conversion  fmlor:  1  kWh=3,412  Blu;  1  kg --2.2  lb. 


D.  Proposed  two-digit  net  target.  TTie  pro- 
posed net  target  for  SIC  22  was  developed  In 
a  similar  manner  to  the  proposed  gross  target 
but  using  the  proposed  component  figures 
developed  above.  The  proposed  net  target 
v;  .\.s  27  percent. 

VI.    FINAL    TARGET    DEFINITION 

A.  Comments  arid  impact  on  proposed 
target.  Testimony  given  at  the  November  22, 
1976.  public  hearing  conducted  by  FEA  and 
timely  written  comment  on  the  subject  of 
proposed  targets  are  treated  here  according 
to  the  subject  of  the  comment. 

Some  comments  expressed  concern  that 
.?ome  of  the  energy  con.servailon  technologies 
and  operating  procedures  considered  w'ere 
redundant  and  that  the  applicability  of  some 
conservation  measures  estimated  in  the  sup- 
port document  were  erroneous.  Specific  In- 
formation concerning  these  comments  was 
supplied  by  one  commenter.  These  comments 
were  carefully  considered.  As  a  result  of  this 
review.  PEA  adjusted  some  of  Its  conclusions 
concerning  some  energy  conservation  meas- 
ures: 

1.  Several  operating  proced\ires  were  elimi- 
nated from  the  target  calculation. 

2.  The  estimated  applicability  of  conserva- 
tion measures  was  adjusted  to  eliminate 
redundancies. 

3.  The  degree  of  Implementation  for  some 
operating  procedures  was  adjusted. 

4.  The  "net  energy  savings  (kWh/kg)" 
attributable  to  some  operating  procedures 
were  reduced. 

The  Incorporation  of  these  changes  more 
ft/'curately    reflects   the   energy   savings   po- 


tential in  the  Industry.  Inclusion  of  theee 
changes  reduced  the  energy  conservation 
target. 

Comment  from  one  source  suggested  that 
the  special  circumstances  offset  for  energy 
consumption  to  treat  wastewater  was  Insuf- 
ficient. The  commenter  pointed  out  that 
some  textile  mills  are  required  to  meet  state 
effluent  limitations  which  are  stricter  than 
those  Imposed  by  EPA.  FEA  acicnowledgee 
that  an  additional  energy  allowance  should 
be  provided  to  meet  more  stringent  waste- 
water treatment  requirements  Imposed  by 
some  states.  In  order  to  meet  these  require- 
ments, the  energy  consimiption  needed  for 
wastewater  treatment  was  increased  by  14 
percent  or  0.10  billion  kWh/yr  to  0.80  billion 
kWli/yr. 

Other  comments  questioned  the  avail- 
ability of  qualified  personnel,  erpeclaUy  en- 
gineers, needed  to  Identify  energy  savings 
opportunities  and  to  apply  conservation  tech- 
nologies and  procedures  which  were  assumed 
In  the  support  document.  This  situation, 
while  a  problem,  is  difficult  to  quantify.  In 
any  event.  FEA  has  added  an  additional  fac- 
tor to  the  special  circumstances  offset  the 
textile  Industry  to  account  for  the  lack  of 
qualified  energy  conservation  personnel. 
This  factor  will  reduce  the  Industry  energy 
conservation  target  by  1  percentage  point, 
which  Is  equivalent  to  1.2  blUlon  kWh/yr. 

Two  comments  objected  to  some  suggested 
energy  conservation  technologies  that  they 
felt  would  not  meet  investment  criteria  in 
use  In  the  industry.  While  the  economic 
analvsis  of  the  textile  Industry  indicated  an 


average  actual  payback  period  of  5.6  years  on 
capital  Investments  of  all  types,  industry 
spokesmen  reported  a  desired  payback  period 
of  from  one  to  three  years.  FEA  concludes 
that  whUe  this  Is  the  desired  return-on-ln- 
vestment,  the  actual  payback  period  is  deter- 
mined to  be  5.6  years  in  the  textile  industry. 
Energy  con.servation  measures  meeting  this 
5.6  year  payback  period  were  included  In  the 
final  target.  A  sensitivity  analysis  concluded 
that  If  the  shorter  payback  period  was  u-^ed. 
the  energy  conservation  target  would  de- 
crease two  percentage  jyolnts. 

Two  commenters  qviestloned  the  definition 
of  100  percent  capacity  utilization  In  the 
target  support  document  and  disagreed  with 
the  relationship  between  capacity  utilization 
and  energy  efficiency  used  In  the  target 
sensitivity  analysis.  No  additional  data  or 
Information  were,  however,  provided.  After 
reviewing  the  support  documents,  FE.iV 
acknowledges  that  the  de.scrlptlon  of  .  100 
percent  capacity  utilization  was  Inaccurate. 
PEA  also  agrees  that  the  relationships  be- 
tween capacity  utilization  and  energy  effi- 
ciency In  the  textile  industry  are  not  known 
with  sufficient  accuracy  to  allow  a  sensitivity 
analysis  of  the  target  with  respect  to  capacity 
utilization.  The  effect  of  capacity  utilization 
changes  on  energy  efflciency  can  be  evaluated 
In  the  future  and  the  target  can  be  modified 
if  necessary. 

B.  Final  target.  As  a  resxilt  of  the  evalua- 
tion of  public  comments  and  other  Informa- 
tion available  to  FEA,  FE.^  modified  the  gross 
target  for  SIC  22  from  29  percent  to  25  per- 
cent. 

In  addition.  FT£A  has  recognized  the  need 
to  add  the  effect  of  special  clrcunrtstances. 
Additional  energy  consumption  to  meet 
stricter  wastewater  treatment  requirements 
and  a  correction  factor  for  a  shortage  of 
qualified  energy  conservation  personnel  have 
resulted  In  an  Increase  In  the  total  offset 
factor  from  2.97  billion  kWh/yr  to  4.27  billion 
kWh/yr. 

The  following  table  displays  the  proposed 
component  goals  and  the  final  goals  to 
Illustrate  the  changes  made. 


Conipoiipiit 

Proposed  goals 

Final  goals 

Gross 

Net 

Gross          Net 

(percent)  (percent)  (percent)  (percent) 

Spimiing 

Texturiziug 

10 

3 

9                  0 

13 

13 

10                    9 

Weaving 

23 

IS 

20                 12 

Knitting 

26 

26 

20                  13 

Greige  mills 

16 

8 

13                  5 

Finishing, 

woven  fabric. 

42 

42 

36                35 

Finishing, 

knit  fabric 

34 

33 

26                 26 

Yam  dyeing... 

23 

21 

■20                 17 

Floor  coverings. 

28 

28 

36                 26 

Secondary 

processes 

30 

22 

21                 20 

Textile 

industry 

28 

27 

25                 22 
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The  following  table  »hows  the  Indust.'-y  ccmpor.ent  values  'used  In  developing  the  fin*l 
targe  to. 


final  target  ietKlopmcnt  (^os*  and  net) 


Component 


0) 


yiuuucuon 

(kikiwwihou.' 
p«  kik'far. 


C2) 


production 

(million.'  o.' 


14' 


198f  fiiprpy 
(XTknunpuon 

using  lyrj 

efficiency  ' 
(billion  kilo- 

»»lthourij 


(51 

Projected 

l.iSO  energy 

ctinsumplion  ' 

(billion  kilo- 

watthourst 


Gross      N»t      Gross      Net 


Projected 
1980  energy 
pixxluction 
(millions  of 

kHograms) 


epiEjiing 6.40  2,288 

Tertiirlung 4.85  2,144 

Wearing 47.6  1,970 

KnitUng 1.75  1,090 

OreigemillJ 9.07  985 

Finisliing,  woven  tabnc- 18.67  2,866 

Finishing,  knit  tabrie 2a71  1,090 

Yamdyejnp.. 11.81  622 

Floor  eovenngs 11.43  1,113 

Beco I) fiary  processes 14.66  1,723 

ivti.;-    .       - -- 

166.12-128.87^,^ 
N,l    Uirget    c*lculation= :^^^ — -X 100=  22  pet 

Gross  target  calculation  =  ^"-^.^,^"°X  100=25  pet 

i00.13c 


1Z41 

10  40 

9.38 

1.91 

8.83 

65.19 

22.67 

7.35 

12.72 

25.26 


4.92 
4.37 
3.82 
1.33 
7.88 
11.91 
15.24 
9.43 
8.42 
11.64 


5.39 
4.42 
4.20 

1,52 
8.64 
12  06 
15.61 
9.76 
8.60 
11.73 


11.31 
;•.  37 
T.i3 
1.51 
7.76 

35.21 

16.61 
5.87 
9  37 

20.08 


lZ3g 
9.47 
S.28 
1.66 
8.51 

35.71 

17.01 
6.(»7 
9.57 

2«l.21 


166.12 


UM.©'       12S.  87 


'CoLlXcol.  2. 
»  GoL  4Xool.  2. 

NOTB.— Conversion  (actt>r:  1  k\Mi=s3,412  Btu;  1  )Le=2.2  lb. 


The  Impact  of  attainment  of  the  net  target 
on  the  Industry's  total  energy  consumption 
In  1980  as  compared  to  1972  Ls  a,s  follows  for 
810  22: 

1972  Total  Consumption  =  139>;  10*  kWh 
1980  Total  (>)nsumptlon  =  129vl0«  kWh  (pro- 
vided the  target  is  attained) 

The  following  Ls  the  energy  efficiency  Im- 
provement target  set  l:y  FE.\  for  SIC  22: 

Percen  t 

Gro.s.s  target  based  solely  on  technologi- 
cal fea.5!bl'i!*y  and  economic  practica- 
bility          25 

OfTset,  based  on  consideration  of  special 
circumstances   S 

Net  target,  based  on  technological  feasi- 
bility and  economic  practicability  plus 
consideration  of  special  circumstances-     22 

Appendix  C:   Statement  op  Basis  and  Jtrsn- 

FICATION     FOR    THE     ENF.KGT     EFFICIENCY     IM- 
PBOVEMENT    TARGET    FOR    SIC    26— PaPCT    AKC 

Allied  PBonucrs 

1.    INDUSTRY    DESRCn^nON    AND    ENEKlY    EASE 

The  paper  and  aJUed  products  lndu.>itry, 
Standard  Industrial  Classification  (SIC)  26, 
ki  a  grouping  of  17  four -digit  product  claasl- 
flcAtlons,  The  following  description*  of  the 


four-digit   classifications   are   from  tbe  BIC 

Manual    1972  edition.  In  an  abbreTtated  f onn : 


SIC 
2611 


2621 


2631 


2641 


3642 


2643 


2645 


Pi,-.".p  Miils— Prui.urily  manufactvirlng 
pulp  from  wooG  or  from  other  mate- 
rials such  a.'  raL'-  wastepaper.  and 
Etraw. 

Paper  Mills  Except  BuilcUng  Paper 
Mills — Estabilshmenis  primarily  en- 
paged  In  manufacturing  paper  ex- 
cept building  paper'- 

Paperboard  Mills— Pn.iiar::v  er.ga<.-ea 
in  manufacture  of  paperboard  from 
wood  pulp  and  other  f.ber- 

Paper  Coating  and  Giazing  — Manufac - 
ture  of  coated,  glazed  o.-  variilshed 
paper  from  purchased  pape.- 

Envelopes — Manufacture  of  er-velopes 
of  any  description  fron.  pit.'chased 
paper  and  paperboard 

Bap^ — Manufacture  of  bags  from  pur- 
chased paper  cellophane,  acetate- 
polyethylene,  polypropylene  pliofilm 
and  foil. 

Die-Cut  Paf)€r  and  Paperboard  and 
Cardboard — Engaged  m  die  cutting 
purchased  paper  and  paperboard, 
and  tn  manufacture  of  cardboard  by 
laminating   lining  or  surface  coatlttg 
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2646  Pri.  >cc  and  Molded  Pulp  Goods — Man- 

vifacture  of  pressed  sxid  mqjded  pulp 
goods  such  as  i>apermache. 

2647  Sanitary     Paper     Products — Manufac- 

tui*  from  purchased  paper,  sanitary 
paper  products  such  as  facial  tissues, 
napkins,  etc. 

2648  Stationery,  Tablets  and  Related  Prod- 

ucts— Manufacture  of  stationery, 
tablets,  looseleaf  fillers,  etc..  from 
purchased  piptr. 

2649  Converted  Paper  and  Paper  Products. 

NEC, — Other  paper  and  paperboard 
products  not  elsewhere  classified. 
For  example,  gift  wraps,  wallpaper. 
crepe  pt^ier. 

2651  Folding  Paperboard  Boxes— Manufac- 
ture of  folding  paperboard  boxes 
from  purchased  papyerboard. 

2662  Set-up  Paperboard  Boxes — Manufac- 
ture of  boxes  from  purchased  paper - 
board  such  as  filing  boxes 

2653  Corrugated   and    Solid   Fiber    Boxe^ — 

Boxes  manualctured  from  purchased 
paperboard  or  fiber  stoclc  such  as 
shipping  hampers,  display  items,  cor- 
rugated boxes, 

2654  Sanitary   Food    Conttilners — Manufac- 

ture of  food  containers  from  sp>eclal 
food  board  such  as  milk  containers. 
paraffined  cartons,  paper  cup.  etc. 

2656  Fiber  Cans.  Tubes,  Drums,  and  Simi- 
lar Products — Manufacture  of  cans, 
drum.";,  etc  .  from  purchased  mate- 
rials. 

2661  Building  I  apr  -  and  Building  Board 
Mills — Establishments  primarily  en- 
gaged in  manufacture  of  building 
paper  and  building  board  from  wood 
pulp  and  other  fibrous  materials 

For  the  purjKJses  of  analratng  the  effect  of 
potential  conservation  measures  on  energy 
consumption  by  SIC  26,  the  industry  was  di- 
vided Into  two  sectors.  The  primary  sector 
which  accounts  for  over  90  percent  of  energy 
consumption  by  SIC  26  consists  of  firms  In- 
volved in  producing  pulp,  pajjer,  paperboard 
and  building  paper  at  chemical  process 
plai.t-s  While  the  primary  sector  has  far  fewer 
member^.  It  \^-as  the  focus  of  the  Industry 
study  because  of  its  dominating  energy 
consumption. 

The  secondary  sector  consists  of  com- 
panies Involved  In  fabricating  purchased 
paper  iT.\■c^  conamerciaj  paper  products.  Be- 
cause some  £rms  In  the  primary  sector  also 
have  facilities  to  produce  final  paper  prod- 
ucts it  Is  difficult  to  determine  an  accurate 
allocation  of  energy  expenditures  between 
the  two  sectors. 

Energy  consumption  by  SIC  36  during  the 
ti&se  vpTi,,-   ;i-72  If-  shown  in  Table  1: 
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Fossfl  fueb  and  pDrch»se<l  enarCT 


Pere«ot 


rBIHART  SECTOK 

Fuel  on." _ 38.9 

Natural  gas -  34.9 

Coal 18.0 

Liquid  propane — - - -2 

Purchast'd  .«t«am 1.3 

Purchased  electricity 47 

Fti.-n;y  JOM 

I'rliiiary  subtotals — , MttO 

SeCOND.tllT  SECTOB 

Altfi.rii..s -        (') 

Total? 


<  V  itlld  data  not  availaMu. 

Aa  Table  1  shows,  waste  materials  produced 
during  manufacturing  paper  accounted  for 
about  42  percent  of  energy  consumption  in 
the  primary  sector  and  directly  contributed 
to  the  corwervation  of  fassU  fuels  and  pur- 
chased energy.  Any  measurement  of  the 
energy  contribution  from  burning  wa.ste  ma- 
terial la  imprecise  due  to  the  lack  of  process 
equipment  (1)  to  meter  the  quantities  of 
waste  material  being  fed  to  boilers  and  ill) 
to  determine  the  moisture  content  of  the 
waste  material  which  affects  the  heating 
value  of  waste  material.  To  determine  the 
energy  contribution  of  waste  pi-oducts  to  the 
total  energy  consumption  in  SIC  26,  several 
calculations  and  estimates  had  to  be  made. 
First,  the  quantity  of  steam  produced  by 
burning  waste  materials  is  converted  by  en- 
gineering tables  to  available  Btus.  Tlien  an 
estimated  combustion  efficiency  for  spent 
liquor  chemical  recovery  units  and  bark- 
burning  boilers  Ls  divided  Into  Btu's  of  steam 
produced  In  each  unit  giving  appro.ximate 
Btu's  of  waste  materials  burned  in  each.  This 
calculation  unfortunately  Is  imprecise. 

Proposed  efficiency  improvement  targets 
were  developed  In  terms  of  fo.s.sil  fuels  and 
purchased  energy  as  well  as  In  terms  of  total 
energy  consumption  Including  burning  waste 
materials,  but  only  the  target  developed  on 
the  basis  of  total  energy  consumption  was 
proposed  by  PEA.  As  a  result  of  the  comments 
to  the  proposed  target  and  additional  field 
survey  work,  as  discus.sed  in  section  A  of  Part 
VI  of  this  appendix  FEA  concluded  that  the 
most  appropriate  and  useful  basLs  for  the 
final  target  Is  fossil  fuels  and  purcha.sed 
energy 

n.      CRnXRIA      FOR      APPLICABILITY      OF 
POTENTIAl.    CONSERVATION    MEASURES 

A.  Tpc/i no/0(7tcal  feasibility.  The  techno- 
logical feasibility  of  each  alternative  operat- 
ing procedure  and  more  efficient  technology 
was  screened  to  determine  conformity  with 
the  following  standards. 

( 1 »  The  measure  must  be  capable  of  Im- 
plementation by  January  1.  1980. 

(2)  It  must  be  In  operation  with  a  reason- 
able level  of  acceptance  by  the  Industry. 

(3)  It  would  not  create  adverse  environ- 
mental effects. 

(4)  It  would  have  a  significant  Impact  on 
the  target  for  the  industry 

(5)  It  could  l>e  Installed  and  operated 
given  the  availability  of  manpower  and 
equipment. 


In  the  Initial  screening,  a  hurdle  rate  Is  set 
to  establish  a  minimum  rate  of  return  re- 
quired of  any  potential  Investment  to  Justify 
19r2  fossil  fueis         1972wajrte         1972  total  energy  further  consideration.  In  the  paper  industry  a 
■"'  'e^S^       SJ^eAted         ~"1^"°°  15  percent  ROI  approximates  recent  returns 
(BtuXlCM*)            iBtuXlO"^            (BtuXlO")  on  equity  and  was  used  as  the  hurdle  rate. 

By    contrast,    the    ROIs    cited    by    industry 

are  higher  than  this  hurdle  rate  at  this  time 

„  c»,                                       because  available  funds  for  Investment  fall 

.449  I^^^1III1.!11II1I-1"-"-----"- short    of    profitable    Investment    opportunl- 

.232  '. ties.  The  30  to  50  percent  ROI  cited  as  com- 

•  002 pany  experience  reflect  ROI  for  actual  pro- 

•™ "- "" "iri"II"I  posed   projects   at   the   cut-off   point   where 

—  (!oio)r^IIII""IIII""-"III""------~  available  funds  are  exhausted. 

B.  Capital    spending    priorities.    Tlie    eco- 

^273 0.V23                    2.J^  nomlc  practicability  of  potential  conserva- 

'                        '  tlon   measures   depends   on   the   availability 

.U5                     .009                      .124  of  capit^al.  A  return  on  investment  over   15 

percent   does   not   automatically   determine 

L388                      .932                      2.320  ^j^g   economic    practicability    of    a    measure. 

In  establishing  the  capital  avallabUity  for 

the  paper  and  allied  products  industry  jver 
the    period    1976-1979,    a    projection    of    the 

(6)  It  mtist  provide  net  energy  savings  to  consumption  and  production  of  paper  in  the 
the  mill.  United  States  was  prepared,  and  this  became 

(7)  It  would  not  adversely  affect  product  the  basis  for  much  of  the  following  analysis, 
characteristics.  Several   existing  studies  jyoint  up   the   need 

I  8)   It  must  be  based  on  fuel  availability  for  additional  capital  funds  in  the  industry 

where  relevant.  in    order    to    satisfy    the    requirements    Tor 

B.  Economic  pracftcobiZtty.  Those  potential  pollution   control   equipment,   plant  expaa- 

conservatlon    measures    that    survived    the  slon,  and  the  purcha.se  of  timberlands  These 

technological  feasibility  screening  were  then  are  non-dlscretlonary  uses  of  funds   which 

Judged  for  economic  practicability.  must  be  met  before  Investment   in  couser- 

Evaluatlon  of  prospective  Investments  in  vatlon  measures  will  be  considered,  btit  the 

dLstlnct  energy  conserving  measures  involves  constant  Increases  In  the  cost  of  energy  made 

two  considerations.  the  conservation  measures  attractive  as  an 

.  Investment. 

First,  the  rate  of  return  on  Investment  Reference  to  the  Cash  Flow  Statement,  Ta- 
iROIi  must  be  calculated  to  determine  ^.j^  2,  shows  that  after  providing  funds  for 
whether  the  return  on  an  individual  conser-  capital  requirements  including  working  cap- 
vat  ion  measure  exceeds  the  cost  of  obtaining  itai_  property  and  plant  and  other  invest- 
funds  to  implement  It,  and  to  allocate  avail-  ments,  no  Internally  generated  capital  exists 
able  funds  to  the  most'  effective  investment  for  purely  energy  conserving  installations 
alternatives.  For  this  purpose,  rate  of  return  The  paper  Industry  Cash  Flow  Statement 
on  investment  (ROI)  Is  defined  as  the  dls-  for  the  period  1976-1979  shows  a  capital  de- 
counted  cash  flow  after  taxes.  This  was  cal-  ficiency  for  energy  conservation  measures  for 
cvilated  on  a  10  percent  Investment  tax  cred-  the  years  1976,  19'77.  and  1978.  Internally  gen- 
It,  48  percent  corporate  Income  tax,  10  year  erated  funds  are  estimated  at  $20.8  billion 
equipment  life,  a  sum  of  the  year's  digit  de-  less  $6.7  billion  for  dividend  payments  and 
preciation  schedule,  and  operating  cost  of  7.5  debt  retirements.  The  net  funds  available  for 
percent  of  capital  cost.  The  cost  of  capital  investment  purposes  Is  $14.1  billion, 
was  projected  at  9.5  percent.  The  second  con-  Capital  requirements  consist  of  six  major 
slderatlon  Involved  in  the  evaluation  is  the  items: 

availability  of  capital  for  investment  pur-  1.  Addl^ons  to  working  capital. 

poses.  The  extent  to  which  funds  are  avail-  2.  Acquiring  timberlands. 

able  will  affect  how  much  energy  conserva-  3.  Pollution  control  measures, 

tlon    is    implemented.    In    assessing    capital  *■  Plant   and    equipment    investments    to 

availability,  the  three  major  sources  must  be  maintain  and  expand  production  In  primary 

reviewed    individually.    Funds   may    be   ob-  Ptilp  and  paper  facilities, 

tamed  from  internally  generated  cash  flows.  5.  Plant   and    equipment    Investments    in 

from  borrowings,  or  from  equity  financing  converting,  or  sector  II  facilities. 

g(^g^j^  6.  Other  investments. 

Total  capital  requirements  for  these  our- 

m.  CAPITAL  SPENDING  DECISIONS  AND  p^ggg  ^re  estimated  at  .$21  0  billion  for"  the 

FINANCING  CONSTRAINTS  paper  Industry.   This   leaves  an  external   fi- 

A    Required   return   on   investment.   The  nanclal  support  requirement  of  $6.9  billion, 

economic   situation   of   the   paper   Industry  However,  additional  long-term  debt  Is  Um- 

was  analyzed,  using  data  from  sources  such  \^,  ^  'l^,,?""''.^  ^^^i,?^'^  ^T^^l  ^  *  ^ 

as  FEA.  the  American  Paper  Institute  (API) .  million  totalling  $6.9   billion.   Therefore,   the 

Bvireau   of  Census,   Federal  Trade  Commls-  «f  capital  deficency  is  z^ro  for  this  period, 

rr  o   ^«,        ».»„.,  „„^„„4.  „.,^  ri„^„„*  Given  the  fintuicial  and  operatmg  constraints 

si,>n.  US    Office  of  Management  and  Budget,  ^^  ^  g    business  enterprises,  funds  will  not 

IflT^o     J'S'"''"  Publishers  Association  ^^  available  for  distinct  enerpv  conservation 

(ANPAt.  Ford.  Bacon  &  Davis   and  the  URS  ^^^^^^^  ^j^tU  perhaps   1979    Capital  funds 

Research  Co  study  made  for  the  API  In  Sep-  j^^  dtscretlonarv  spending  have  been  larse- 

tember    1975.   In   addition,   discussions   were  jy  usurped  by  the  need  to  provide  funds  for 

held    with    the    management    personnel    of  plant   and   equipment   to   meet   anticipated 

.API,    leading   banks,   investment   firms   and  greater  product  demands  However,  a  certain 

paper  companies  and  their  views  were  as-  amount  of  energy  con-servatlon  will  be   In- 

^    ,      r^.                 _^.               ,             ,         .  herent  in  Investments  made  to  expand  pro- 

sessed    in    the   supporting   analyses    of   past  duction   to   meet    Increased    demand     These 

and  future  Investment  trends  in  the  paper  new  facilities  undoubtedly  will  Include  new 

industry  and  more  energy  efficient  designs 
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wn 


1978 
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1.  Inlemal  generation  of  funds: 

laj   Income  aft«r  taiep  -  - 

(b)  Depreciation  and  depletkn. 

«•'   Deftrred  income  laiw.- 


3.6 

1.3 

.4 


It 

1.5 

.6 


3  3 

1.8 

.A 


3.5 

1.8 

« 


12.3 
6.5 
2.0 


Total  im«mal  generation. 


2.  Capital  paybacks: 

(a)  Dividend  payments. 

(b)  Debt  retirement 


4.S 


4.S 


6.6 


6.0 


ao.8 


.9 

.6 


1.0 
.6 


1.2 
.6 


1.2 


4  3 

2.4 


Total 

I.  Funds  available  for  industry  purposes . 
4.  Capital  refiulremeni,< 

ca>'  Working  capital  a^lditions 


1.4 


1.6 


1.8 


1.9 


6.7 


(b> 


ProixTty  and  plan! 

(1>  Timberland?   .  - 

(21  Plant-poUution  control 

(3)  Plant-primary  facilities 

(4)  Plant -converting  faciliUee ." 


Subtotal . 


(c;  Oilier  investmcnls - 

Total  capital  requirements. 
Fiinds  re'juired  froiii  piternal  sources 


Supplied  by: 

(a)  Additional  long-term  debt  - 

(b)  New  equity 


Total  guppbed. 


2.9 

3.3 

3.8 

<1 

14    1 

1.2 

1.0 

LO 

_7 

3.9 

.3 

.5 

1.2 

.6 

.9 

.7 

1.9 

1.6 

.8 
1.1 
1.3 
1.8 

.2 
l.« 
1.4 

.4 

3.9 

6.8 
43 

2.6 

6.0 

6.0 

8.6 

16.3 

.« 

t 

e.i 

2.9 

6.t 
2.4 

.9 
*.l 

1.8 

.5 

11 

tl.O 

6.9 

1.0 

1.6 
.5  -. 

1.6 

5  9 
1  0 

1.0 

2.1 

1.6 

2.3 

6.9 

T.  A'idilional  capital  required  before  energy  conservation  retrofit 

measUTM  quality - - 


.1 


.8 


0  8 


rV.   ASSESSMENT  OF  POTENTIAL  ENERGY    CONS^- 

VATION   MEASURES  AND  EFFORTS  TO  REDUCE  USE 
OF    PETROLEUM     PRODUCTS    AND     N.^TURAL    GAS 

A  full  discussion  of  all  potential  conserva- 
tion meastu-es  considered  can  be  found  In  the 
target  support  documents  which  are  avail- 
able for  examination  at  the  locations  and 
times  specified  in  the  body  of  this  notice. 
This  appendix  will  discuss  only  the  major 
a'spects 

A.  Potenfioi  measures  identified  The  fol- 
lowing list  of  potential  energy  con.servatlon 
me>aEures  which  were  screened  for  tech- 
nological feasibility  and  economic  practlc- 
abUlty  were  selected  from  lLst«  prepared  by 
technical  committees  in  trade  as,KOciations 
related  to  the  Industry,  the  Canadian  Pulp 
and  Paper  Industry  Energy  Conservation 
Program  and  interested  Industry  members: 

1.  Automatic  control  of  digesters  by  com- 
puters. 

2.  Control  of  combustion  efficiencies  In 
lime  kilns  with  oxygen  analyzers  and  other 
instruments 

3  Addition  of  a  flash  dryer  between  the 
lime  mud  filters  and  the  kiln  that  follows  to 
Increase  the  mud   feed   solids   to  the  kiln. 

4  Addition  of  boiler  flue  ga^  wa-^te  heat 
recovery   equipment 

6    Optimize  boiler  combustion  controls. 

6  Improve  boiler  feedwater  heating  with 
»a.=  te    heat    streams 

7  Computer  control  of  pajier  machines 

8  Optimize  paper  machine  dryer  section 
bood  system 

9  Reuse  machine  room  mezzanine  level 
air  for  paper  machine  hood  supply  and 
for  building  ceiling  ventilation  Instead  of 
o\it.-^ide  air  which  ha«  to  be  heated  to  above 
200'  P  for  the  hood  and  to  about  UO'  F  for 
under  the  rcx>f. 

10.  Counter-current  washmg  In  mills  con- 
structed with  materials  In  bleach  stages 
that  will  withstand  corrosive  chemicals 

11  Addition  of  computer  controls  to  pulp 
bleaching    operations 

12.  Reuse  water  from  paper  machine  save- 
all  system  (filter  system  to  remove  paper 
fibers  from   proces.s  wateri 


13.  Use  of  variable  speed  fan  pump  drives 
(pumps  which  deliver  the  pulp  water  mix- 
ture to  the  paper  machine  1. 

14  Optimize  press  efficiency  by  utilization 
of  a  wet  end  molisture  gautje 

15  Use  any  available  low  pres-sure  steam 
In    the   first   dryer    group 

Each  of  the  above  mea-siu-es  contributed 
to  the  proposed   target  value 

The  lollowmg  measures  were  not  con- 
sidered to  be  economically  practicable  and 
were  not  included  in  the  t.arget  value 

1  Recover  heat  from  reburned  hme  which 
is  di-scharged  from  the  kiln  at  about  2.000'  F. 

2  Utilize  disc  refiners  In  place  of  less 
efficient  Jordans  or  conical  refiners. 

.3  Optimize  pressure  drop  across  stock 
cleaner 

4.  Optmiize  paper  press  section  elTiciencles 
by  use  of  a  grooved  or  blind  drilled  press 
roll  In  lieu  of  a  vaiinim  roll 

The  following  measures  were  aiuilyzed  for 
technical  feasibility  since  their  implementa- 
tion requires  insut>st.anti.al  capital,  and  they 
are    therefore,  maintenance  Items: 

1  Reduce  excess  air  Ln  steam  boilers  as 
well  as  in  black  liquor  recovery  ix)llers  and 
wood   waste   burning   boilers 

2  Optimize    refiner   plate    design 
d.   Recover   stock    irf-m    stock    chest    over- 
flows 

4  Upgrade  paper  machine  wet  felts  main- 
tenance  and   rep'.aJT'ement. 

5  Impro'.e  maintenance  and  care  of  steam 
^upp'v  and  dryer  dra;na(;'e  system 

6  Recover  and  reuse  water  from  vacuum 
pump  seals,  dry  drainage  heat  exchanger 
cooling  water,  break  and  drive  and  bearing 
cooling  water,   "sweat   dryer"    cooling   water 

7  Improve  control  of  paper  niaclv.i.e  build- 
ing ventilating  air  svstein  to  make  niaximiini 
use  of  ambient  conditions  and  l:;::lding 
insulation. 

B  Efforts  to  reduce  consumption  of  petro- 
leum products  and  natwal  gas.  FHiel  oil  rep- 
resents the  largest  single  source  of  purchased 
fuels  and  its  share  is  increasing  as  shown 
In  Table  1  Natural  ga.s  is  an  Important  fuel 
source,  but  Its  role  lis  declining.'  at  a  rapid 
rate  because  the  industry  has  apparently 
made  an  effort  to  convert  from  natural  gas 
to  fuel  oil    Coal  accounts  for  approximately 


10  perceiit  of  purchased  fuei  Fruu.  li^Ta  U) 
1975  the  paper  Industry  Increased  lt.«:  use  of 
self -gene  rated  fuels  Including  wa.<;t*  prod- 
ucts from  4i  7  percent  to  43.4  percent  of 
total  energy  consumption. 

A  clearer  picture  of  energy  source  trends 
in  the  industry  can  be  seen  by  reviewing  the 
changej^  between  the  first  quarters  of  each 
of  the  years,  1972,  1975,  and  1976.  Output 
by  the  paper  industry  began  to  increase  in 
the  latter  part  of  1976  In  the  first  quarter 
of  1972,  coal  accounted  for  114  percent  of 
the  enercy  consumed;  by  1975  It  had  dropped 
to  only  9  7  percent,  but  for  1976  its  share 
Increased  ^.lightly  to  9  9  percent.  These  fig- 
ures offer  an  Indication  that  the  drastic 
downward  trend  away  from  coal  may  have 
flattened  out.  .nd  the  percentage  of  coal 
usage  may  have  stabilized.  The  trend  for 
natural  gas  Is  clear  Gas  will  play  a  decreas- 
ing role  In  the  paper  indtistry  In  the  first 
quarter  of  1972.  1975,  and  1976  respectively, 
the  percent  of  total  enregy  consumption  wat^ 
19  5  percent.  15  7  f)ercent.  and  13.8  percent 
Over  this  san^  period,  oil's  share  of  energy 
consumption  rose  from  24.3  percent  to  26.6 
percent  By  1980  self -generated  fuels  will 
account  for  47  3  percent  of  energy  consump- 
tion while  oil  will  account  for  27.3  percent. 
natural  pas,  103  percent;  coal,  9  1  percent, 
and  purcha.sed  electricity,  5  percent 

Both  purchased  electricity  and  natural  gas 
were  projected  on  the  basis  of  their  most 
recent  trends  For  natural  gas  the  projected 
decline  in  consumption  may  even  be  too 
conservative  Purcha.sed  electricity  is  ex- 
pected to  continue  its  upward  trend  at  a 
59  3  percent  rate  of  Increase  over  the  eight 
year  period  to  137  trillion  Btu's  in  1980 

V      PROPOSED    TARGET    DEFINITION 

The    proposed    target   was    developed    for 

SIC  26.  on  two  separate  bases,  ill  in  terms 
of  fossil  fuels  and  ptirchased  energy  and 
(2)  in  terms  of  total  energy  consumption 
Including  additional  energy  provided  by 
burning  self-generated  waste  materials 
These  targets  are  expressed  in  terms  of  per- 
centage reduction  In  energy  consumed  per 
unit  of  production  between  the  base  year 
1972  and  January  1.  1980.  The  unit  of  pro- 
duction for  the  primary  sector  is  tons  of 
paper  produced  and  for  the  secondary  sector 
Is  million  dollars  of  shipments  FEA  deter- 
mined from  published  reports  what  Improve- 
ment In  efficiency  had  been  achieved  by  the 
Industry  from  1972  to  the  first  quarter  of 
1976  and  then  developed  anticipated  im- 
provements from  that  time  forward  The  flr»-t 
quarter  of  1972  was  selected  to  compare  with 
the  first  quarter  of  1976  to  eliminate  the 
po.ssible  eSect  of  seasonal  variations. 

A  Component  goals.  Insufficient  valid  en- 
ergy data  were  available  to  develop  goals  on 
a  four-digit  industry  component  basis.  The 
$econdarv  sector  companies  do  not  partici- 
pate In  the  ongoing  voluntary  energy  effl- 
ciencv  reporting  program  conducted  bv 
FEA  DOC  in  a  Joint  undertaking  At  least 
one  exUtlng  third  party  trade  association 
has  extended  an  Invitation  to  secondary 
sector  companies  to  participate  in  their  pro- 
t-ram  which  covers  over  80  percent  of  the 
capacity  of  the  primary  sector  The  compo- 
nent coals  for  the  primary  and  secondary 
sectors  are  shown  In  Table  3. 

P,  Proposed  tuxi-digtt  gross  target  A  de- 
tailed study  was  undertaken  In  32  paper 
mills  In  the  primary  sector  which  were  rep- 
resentative orf  the  industry.  These  studies 
provided  data  on  the  extent  to  which  each 
potential  conservation  measure  was  being 
u.«ed  or  planned  to  be  InsUlIed  prior  to 
Jnnuary  1.  1980  The  target  support  docu- 
ments should  be  referred  to  in  order  to  ascer- 
tain the  impact  that  the  selected  consena- 
ti'  ii  measures  has  on  the  draft  target 

Table  3  below  illustrates  the  derivation 
of  the  two-digit  targets 
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G.  Special  circumstances  effect  Special 
clrcumstancea  are  made  up  of  non-dl.scr»- 
tionary  demand-s  on  enersry  coruumptlon 
often  repr*«ented  by  government  mandates 
on  oil  and  water  pollution  abarement  Pol- 
lution abatement  In  the  pulp  and  paper 
Industry  calls  for  hl^'hIy  efficient  methrxi.'i  to 
respond  to  the  current  \nd  future  environ- 
mental discharge  requirements  Manv  studies 
are  available  for  data  on  energy  needs  to 
meet  pollution  abatement  requirements  In 
effect  up  to  the  target  date  of  January  1. 
1980,  and  the  following  projections  of  energy 
consumption  for  .special  clrcum-staacea  have 
been  made  from   the..'!e  .studies: 
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The  Impact  on  the  3lC-a6  larn^ts  ar?  lurijed  to  l»  s» 
ftlUows: 
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Consideration  of  Individual  paper  plant 
capacity  utl'.lzatlon  variances  as  an  offset  la 
a  very  cumbersome  operation  due  to  th« 
Inability  to  establish  an  acceptable  energy 
value  for  the  entire  Industry  for  variations 
In  Industry  wide  capacity  utilization.  This 
item  will  not  be  of  any  significance  until 
January  1.  1980.  and  Indeed  It  la  moot  If  th* 
utilization  rate  In  the  target  year  la  equiv- 
alent to  that  In  the  base  year 

D  P-rrypo3rfi  tico-digit  net  target  Tbe  net 
'argets  are  developed  by  deducting  th«  off- 
seta  from  the  gross  target  values  which  wor» 
developed  earlier.  Then  the  propoaed  n*t 
tars»t.s   become: 
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31.0 
-3.0 


14.0 
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Net  draft  targets... 


'28.0 


12.0 


The  target  value  published  by  VRA  tat  tb« 
SIC  26  Industry  In  the  F^eteral  FUcisnra  on 
November  2,  1976.  was  the  net  *arget  devel- 
oped on  the  total  energy  ba«Ls. 

VI.    FINAL    TARGET    PEylNITION 

A  Comments  and  ir^pact  on  the  proposed 
target.  Testimony  presented  at  tbe  public 
hearing  on  December  9.  1976,  and  written 
comments  were  reviewed  cloeely  and  are 
grouped  Into  .subject  categories  for  more 
etflclent  response. 

Several  statements  opposed  setting  the. 
SIC  26  target  on  the  basis  of  total  energy 
consum.ptlon.  Some  comments  suggested 
that  the  target  should  be  ba-sed  only  on  oU 
and  gas  consumption  FEA  believes  that  the 
adoption  of  this  recommendation  would  re- 
sult In  a  tartlet  which  would  be  based  on 
too  narrow  a  view  of  the  energy  consump- 
tion In  the  indu.stry  Most  .statements  recom- 
mended that  the  target  be  set  on  the  basis 
of  f(.>ssll   fuels  ar.d   purchased  energy. 

It  should  tie  noted  that  the  paper  Indus- 
try's generation  and  'j^e  at  waste  fuel  Is 
directly  related  to  the  establishment  of  a 
meanliit;ful  target  in  t.^:ree  ways:  (1|  Waste 
materials  have  lower  combustion  elBclenclee. 
%-hich  adversely  atfect  .;r.erar.  energy  effici- 
ency by  Increasing  total  con-sumptlon;  (3) 
substantial  Investment  would  be  necessary 
to  adequately  monitor  Btu.  heat  and  mois- 
ture content  of  waste  fuel  and  In  the  sUj- 
sence  of  such  equipment  it  -would  be  Imprac- 
tlcai  to  repeatedly  estimate  waste  energy 
consumptJon,  and  3"  lncreaae<1  use  of  waste 
materials  as  fuel  will  directly  reduce  re- 
quirement* for  consumption  of  scarce  energy 
reBourcee.  particularly  oU  and  gas  Under 
the  voluntary  program  of  FKA  and  the  r>e- 
partment  of  Commerce,  target  setting  and 
reports  on  program  progre.-a  are  accom- 
plished In  terms  of  fossil  fuels  and  purchased 
energy. 


The  primary  wast*  materials  of  a  paper 
mill  (spent  liquor,  bark.  EUid  hogged  fuel) 
may  contain  one  or  more  fuel  materials  and 
therefore  may  have  an  impact  on  the  fuel 
consumption  of  the  Industry  The  increased 
use  of  waste  as  fuel  will  have  a  negative  ef- 
fect on  energy  efficiency  because  waste  fuels 
have  lower  combiLstlon  eflSctencles  than  fos- 
sil fuels.  Because  of  the  variety  of  waste  ma- 
terial and  the  variability  at  moisture  content, 
continual  testing  must  be  made  to  properly 
evaluate  Btu  value  of  energy  from  waste  ma- 
terials. The  paper  industry  currently  does 
not  routinely  measure  Btu.  heat  content,  and 
moisture  content  of  its  waste  fuels,  and 
equipment  to  do  so  is  not  generally  Installed. 
It  would  require  substantial  time,  manpower 
and  funds  for  the  industry  to  install  such 
equipment.  It  would,  of  course,  be  Impossible 
to  reestimate  1972  energy  consumption  using 
direct  meastiremient,  and  comparisons  with 
energy  consumption  of  fuel  from  waste  ma- 
terials for  subsequent  years  would  be  diffi- 
cult. If  only  fossil  fuel  and  purchased  energy 
consumption  are  used,  the  data  is  the  same 
for  1972  and  all  successive  years.  'While  con- 
sumption of  energy  from  waste  material  re- 
quires Increased  consumption  of  such  fuel 
because  of  its  low  combustion  efficiency.  It 
also  results  In  decreased  consumption  of 
fossU  fuel  and  purchased  energy. 

Ai'ter  reviewing  the  cr>mment^<;  and  sup- 
port documents.  FEA  concluded  that  setting 
the  energy  improvement  efHciency  target  on 
the  basts  of  fossil  fuels  and  purcha.sed  energy 
would  provide  the  most  direct  contribution  to 
conservation  of  scarce  energy  resources,  and 
would  provide  the  only  practical  basia  for 
evaluating  Industry  reports  on  energy  con- 
sumption and  efficiency  improvement.  Ac- 
cordingly, the  final  published  value 
establishes  a  target  for  energy  efficiency  Im- 
provement solely  on  the  basis  of  fossil  fuels 
and  purchased  energy. 

Several  statements  cited  recent  capacity 
projections  which  indicate  substantially 
lower  1980  capacity  levels  which  would  ad- 
versely affect  the  energy  efficiency  improve- 
ment p>otentlal  from  ne-A-  facilities  The  effect 
of  the  retirement  of  existing  facilities  and 
the  installation  of  new,  more  energy  efficient 
facilities  between  1976  and  1980  was  Included 
in  the  evaluation  of  p>otentlal  energy  conser- 
vation for  SIC  26.  An  average  efficiency 
change  for  January  1.  1980,  w^^  projected 
based  on  estimated  e.tpanslon  and  replace- 
ment of  facilities  and  a  15  percent  energy 
efHciency  differential  between  new  and  old 
facilities.  VELA  has  revised  projected  1980 
papr  and  paperboard  capacity  from  78.3  mil- 
lion tons  to  74  0  milUIon  tons  on  the  basis 
of  the  submitted  data.  VKA  concludes  that 
these  revisions  are  reasonable  in  Hght  of  the 
estimated  $4  billion  capital  shortfall  esti- 
mated for  the  1976  to  1980  period,  and  the 
indtistry'3  adjusrtments  to  eliminate  this 
shortfall.  In  addition,  these  revisions  elimlnl- 
nate  all  capacity  which  might  be  Installed 
during  1980  and,  therefore,  represent  the 
capacity  available  as  of  January  1.  1980.  Eln- 
ergy  efBclency  improvements  to  be  achieved 
through  replacements  and  expansions  of  ca- 
I>aclty  are.  accordingly,  reduced  from  7  1  per- 
cent to  4.3  percent. 

Some  comments  also  suggested  that  the  15 
percent  energy  efficiency  dlilerentiai  eat&b- 
llj«hed  by  PBA  waa  excessive  because  of  the 
ne«d  1. 1  phaoc  In  new  and  replacement  equip- 
ment a:.d  facilities.  PEA  wishes  to  point  oui 
tixax  at  any  point  in  time.  Including  1973  and 
19dO.  some  new  faclUtlea  are  in  tbe  tH«*k-Ui 
phase,    and    that    the   efOclency    differential 


used  c<«npare6  reasonably  to  an  average  30 
percent  differential  between  U.S.  and  Scan- 
danavlan  mills  and  the  10  to  15  percent  esti- 
mated by  an  EP.^  study  for  new  plants. 

In  other  comments,  the  assumed  capacity 
'Utilization  rate  of  95  percent  was  considered 
to  be  unrealistic  when  compared  with  past 
history.  Reduced  capacity  expansion  'will, 
however,  require  high  operating  rates  if  pro- 
jected demand  is  to  be  met  and  the  95  per- 
cent rate  approximates  the  1972  rate  .Accord- 
ingly, the  95  p>ercent  operating  rate  was  re- 
tained. Provisions  will  be  made  to  recognize 
lower  operating  rates  in  the  future  because 
of  the  significant  im.pact. 

Several  comments  pointed  out  that  efB- 
clency losses  due  to  aging  of  facilities  should 
be  considered  In  determining  the  1980  target. 
FKA  has  concluded  that  expenditures  for  an- 
nual maintenance  of  facilities  are  sufficient 
to  retain  efficiency  of  operation 

Several  statements  raised  the  issue  that  the 
energy  efficiency  target  failed  to  consider  cap- 
ital and  manpower   shortages   which   would 
Impose  constraints  on  achievement  of  tech- 
nologically  feasible   energy   efficiency   meas- 
vires.  The  prt^osed  target  was  developed  on 
the   assumption   that   the   capital   would   be 
raised  to  implement  energy  efficient  technolo- 
gies or  non-discretionary  requirements  such 
aa  pollution  control  and  capacity  exps^nsion 
needed  to  meet  demand.  No  capital  is  esti- 
mated to  be  avaUable  for  retrofltttng  energy 
conservation  measures.  In  spite  of  the  exist- 
ence of  capital  constraints  on  the  paper  in- 
dustry, some  energy  projects  wUl  be  carried 
out.  This  is  because:    (a)    some  opportuni- 
ties have  sufficiently  attractive  returns  on  In- 
Testment  to  be  substituted   for   production 
oriented  Investments,  and  (bl  some  projects 
may  be  carried  out  which   offer  lower  than 
normally  acceptable  returns,  but  will  be  re- 
quired due  to  present  or  projected  scarcity  of 
fuels   and    energy.    In    consideration    of    the 
shortage  of  capital,  the  efficiency  gain  to  be 
obtained  from  energy  efficient  technologies.  Is 
estimated  at  2  6  percent  rather  than  the  full 
7  percent  which  is  technologically  feasible 
■With    regard    to    comments    on     manpower 
shortages   FEA   concludes   that   such    short- 
ages could  not  occur  if  Uttle  or  no  capital 
Investments  are  made   Accordingly  FEA  con- 
cludes that  no  adjustment  of  the  target  will 
be  made  for  manpower  constraints 

Several  BVitements  noted  that  additional 
operating  procedures  and  equipment  changej^ 
■wUl  be  required  in  advance  of  meeting  the 
1983  pollution  control  standards  PEA  con- 
cludes that  these  steps  will  not  be  Instituted 
in  sufficient  number  before  1980  to  have  a 
slgnlflcant  Impeact  on  achlvement  of  the 
1980  target. 

Some  comments  contended  that  the  esti- 
mates of  the  difference  in  efficiency  t-elween 
waste  and  fossil  fuels  were  not  large  enough. 
Average  efficiencies  based  on  actual  experi- 
ence and  expert  opinion  were  used  to  com- 
pute the  negative  effect  of  burning  increased 
amounts  of  Waste  fuels,  and  FE.A  concludes 
that  no  modification  of  the  efficiency  differ- 
ential is  Justified. 

Some  statements  ccmtended  that  the  i9eo 
waste  fuel  consumption  estimate  was  un- 
realistically  high  After  reviewing  the  data. 
PE.'^  has  revised  the  estimate  of  waste  fuel 
consumption  for  1980.  and  the  offset  for  in- 
creased use  of  waste  fuels  have  been  adjusted 
downward  fro  0.2  million  Btu's  per  ton  to 
0-14  million  Bfa's  per  ton. 

B  Final  Target  The  following  table  Indi- 
cates the  changes  made  in  the  proposed  tar- 
get value  and  the  effect  of  special  circum- 
stances, and  Is  based  on  fossil  fuels  and 
purchft-sed  energy  only : 
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A  summary  of  the  development  of  the  BIC 
26  paper  and  allied  products  industry  is  as 

follows : 

Percent 

Gross  Target  .  based  on  maximum 
energy  efficiency  achievable  without 
consideration  of  special  circum.- 
stances  ol  conditions  of  the  Indus-  23 

try)     33 

Offset    (required    for   special    Industry 

clrcum.stances  and  ocinditlons .    .    .-  S 

Net  target  ( based  on  maximum  effi- 
ciency achievable  with  con.'^ideratton 
of  sptecial  circumstances  and  condi- 
tions)    -- M 

.Appendix  D;  ST.^TEMENT  or  Basis  and  Justi- 
fication FOR  THE  Energy  Efficienct  Im- 
provement Target  for  SIC  28 — Chfmicalb 

AND    AiLIFD    PROorCTS 

I,  Industry  description  and  encrpy  bo-ve. 
The  chemicals  and  allied  products  industry, 
com.prisine  Standard  Industrial  Classihcation 
SIC  28,  consists  of  28  four-digit  product 
classifications.  This  major  group  produces 
basic  chemicals  and  manufactured  products 
using  predominantly  chemical  processes. 
Companies  classified  In  this  major  group  pro- 
duce three  general  classes  of  products:  (1) 
Basic  chemicals  such  as  acids,  alkalies,  salts 
and  organic  chemicals;  \2\  chemical  products 
to  be  used  in  further  manufacture,  such  as 
synthetic  fibers,  plastics  mat^-rials,  dry  colore^ 
and  pigments:  (3)  finished  ciiemicals  pro* 
ucts  to  be  used  for  ultirrujte  consumption 
such  as  drugs.  c<.ismetlcs,  and  soap.'-  or  to 
be  tii-ed  as  raw  materials  in  other  mdusinee 
such  as  pamus.  fertilizers,  and  exploeives. 
Companies  that  are  prur.arily  engaged  in 
packaging,  repackaging  or  bottling  of  pur- 
chased chemical  products,  instead  of  pro- 
ducing prcKlucts.  are  not  included  in  this 
mdustrv  group  The  table  below  sets  forth  the 
energy  con-sumption  of  the  four-digit  classifi- 
cations u.f  SIC  28  for  the  base  year   1972. 


reOERAl   REGISTER,   VOL    42,   NO.    Ill— THUISOAr,    JUNE    9,    1977 


rtOEHAL   REGISTER,    VOL    42,    NO     HI— THURSDAY,    JUNE    9.    1977 


2965S 


3IC 

«— 

V^ 

Sobtotaii 

total  eaargy 
ooDanmed 

Tndnstrbd  tnor^itfiiai  .             ... 

se&a 

2Z.1 

311 

Alkdllwand  cMortoa 

203.40  . 

7X03  . 

66.01  . 
4SH.I8  . 

28  L2 



2818 

2819 

ludusinai  inor^fuiie  thmnicaii 





PlastI'*-'' ftn'l  vynthPtlr* 

4691 7« 

16.3 

2821 

1M:U  . 
fl8.M  . 
77. «  . 

iM.a  . 

2823 

Synthetic  rubber _ 

2R23 

Organic  fibers,  DODOeUulode 

Drugs 

69.21 

2.3 

3831 

Z87  . 
2187  . 
4X47  . 

K33 

Medicin&is  and  botanicaU. 



. 

3834 

SoftDS.  cleaners.  toOet  eoodc       . 

...         -** 

02.00 

ZO 

32.36  . 

7.87  . 
U.32  . 

S.4fi  . 

7M3 
2844 



ToiJot  prcparatlonj 



Paints                            .       



19.63 

.0 

351 



19.62  . 

Industrial  organic  chemicals 

num  and  wotxl  chemlcala. 

(.'ycUc  crudes  and  Lntennwliatae 

Industrial  organic  chemicals 



1.37BL79 

41.6 

3«1 
2869 

— 

1L27  . 

14A.36  . 

1,122.16  . 

231.68 

7.5 

2873 

2JC4 
2875 
13i?9 

137.76  . 

7a  14  . 

7.80  . 

10.28  . 

F'hosphatic  .ertiliters .«...— 

FariiliwTs.  mixinR  only 



iiaia* 

Xt 

2891 
28y2 

1S«3 
28y5 
2809 

2a  95  . 
2e.S3  . 
5.50  . 
22.48  . 
44.37  . 

Priming  ink 



Chemical  preparalionSu 



Tnlal 

8,087.37  . 

:....  ioa« 

The  two  "catch-aH"  categories  of  SIC  2819. 
Industrial  Inorganic  Chemicals  and  SIC  28OT, 
Indu-strlal  Organic  Chemicals  consume  over 
one-half  of  the  total  energy  consumed  by 
Src  28.  These  two  CTOups  together  with  SIC 
2812,  .Mkalles  and  Chlorine;  SIC  2822,  Syn- 
thetic Rubber;  SIC  2873.  Nltrogeneo-o.'?  Pfr- 
tlUzers;  SIC  2823.  Celluloslc  Man-made 
Fibers  (rayons);  SIC  2824,  Ortranlc  Pibera. 
Noncelluloslc  (nylon,  polyester,  acrylic) ; 
SIC  2821,  Plastics  Materials  and  Reslna;  SIC 
2865,  Cyclic  Crudes  and  Intermediates,  Dyes, 
Organic  Pigments,  account  for  over  80  per- 
cent of  the  total  energy  consumed  by  SIC  28. 
These  nine  four-digit  components  were  se- 
lected for  analysis  m  depth  due  to  their 
substantial  impact  on  the  aggregated  two- 
digit  Industry  target. 

in  order  to  demonstrate  fully  the  extremely 
heterogeneous  nature  of  this  industry  and  to 
Illustrate  the  products  that  consumed  the 
quantities  of  energy  revealed  above,  the  fol- 
lowing paragraphs  lndlcat«  tlie  major  prod- 
ucts or  product  classes  that  are  included  la 
each  four-digit  classification. 

SIC  2812,  Alkalis  and  Chlorine  Includes 
chlorine,  synthetic  sodium  carbonate  (5oda 
ash),  sodium  hydroxide  (Caustic  Soda),  po- 
tassium hydroxide  (caustic  potash),  and 
other  alkal. 

SIC  2813.  Industrial  Gaaes.  Including  acety- 
lene, carbon  dioxide,  argon,  helium,  hydro- 
gen, nitrogen,  oxygen,  nitrous  oxide,  and 
other  industrial   gases. 

SIC  2816,  Inorganic  Plfrments,  include* 
titanium  pigments,  white  lead,  zinc  oxide 
pigments,  all  other  whlt«  opaque  pigments, 
chrome  colors  i  Ave  specified  plua  "other"), 
white  extender  pigments,  iron  oxide  pig- 
ments,   colored    lead    pigments.    Iron    blues. 


pearl  essence,  cartx)n  blacks  (bone  and  lamp 
only),  ceramic  colors,  and  all  other  color 
pigments. 

SIC  2819.  Industrial  Inorganic  Chemicals, 
NEC,  Includes  Inorganic  acids  except  nitric 
and  phosphoric,  aluminum  oxide,  other 
alumln'.im  compounds,  potassium  and  sod- 
ium compounds,  chemical  catalytic  prepara- 
tions, reagent  and  hlgh-purlty  grades  of 
Inorgsinlc  chemicals,  bromine,  calcium  hypo- 
chlorite, activated  carbon,  hydrogen  peroxide. 
Iodine,  mercury,  phosphorus,  sulfur,  radio- 
active Isotopes  and  radiation  sources  from 
non-AEC  plants,  and  32  specific  classes  of 
other   Inorganic   chemicals   plus  "eJl   other". 

SIC  2821.  Plastk-s  Materials  and  Resins,  In- 
cludes more  than  40  specific  categories  of 
high  polymers,  with  hundreds  of  formula 
and  process  variations.  The  major  plastics 
and  resins  materials  Include  polyethylene 
(high-,  medium-,  and  low-density),  poly- 
propvlene,  .\BS  (acrylonltrfle-butadlenesty- 
rene) .  PV'C  (polyvinyl  chloride) ,  polystyrene, 
and  phenollcs. 

SIC  2822.  Synthetic  Rubber,  includes  SBR 
I  "ityrene-butadlene  rubber),  polybutadlene, 
butyl,  polyl.soprene.  EPT  (ethylene-propylene 
terpolrmer),  nltrlle  (butadlene-acrylonltrtle 
rubber),  neoprene,  chlorosulfonated  poly- 
ethyJene,  polyl.<K>bu-tylene,  and  acrylic,  fluoro, 
p>olysulflde,  and  silicone  elastomers.  Poly- 
urethane  ntbbers  are  not  Included. 

SIC  2823.  Celluloslc  Man-made  Fiber,  In- 
cludes yam,  staple,  and  tow  products  of  ace- 
tate, viscose  rayon,  and  cupramxnontum 
rayon. 

SIC  2824,  Organic  Fibers,  Noncelluloslc,  In- 
cludes filament  yam,  textile  monofilaments, 
staple,  and  tow  made  of  nylon  (polyamide), 


aerytic  and  motlaciTfle,  p>c>lyeeter,  p>olyolefln, 
R&r»n,  spaoidex.  anMes,  Tlnyoo.  fluorocarbon, 
and  oihers.  Olaaa  fibers  are  exclude<l. 

SIC  3831.  Bldogtoal  Products,  Includes 
blood  and  blood  derivatives,  vaccines,  anti- 
genA,  antitoxins,  toxoids,  toxins,  diagnostic 
subetances,  and  other  biologies  for  human 
uae  and  vaccines,  viruses,  bacterlns,  serums, 
antltoxlnes,  toxolda,  diagnostics,  and  other 
biologies  for  veterinary  use. 

SIC  2833,  Medlctnals  and  Botanicals  in- 
cludes antibiotics,  botanical  drugs,  naturally 
occurring  vitamins,  drugs  of  animal  origin 
and  many  other  organic  and  inorganic  drugs 
sold  In  bulk  to  other  establishments. 

SIC  2834,  Pharmaceutical  Preparations,  In- 
dudea  tx>th  ethical  (prescription)  and  pro- 
prietary (over-the-counter)  pharmaceutical 
preparations  Ihait  are  ready  for  human  or 
veterinary  use.  Included  are  many  types  of 
prepjaratlons  each  designed  to  act  on  one  of 
nine  broad  catcgo^-les  of  human  aliments  or 
for  veterinary  use.  A  few  examples  of  the 
typee  of  preparations  are  hormones,  anal- 
gesics, antlpyretlca,  antlcon%-ulsant3.  tran- 
quilizers,   amphetamines,    and    barblttirates, 

SIC  2841,  Soap  and  Other  Detergents.  In- 
cludes the  broad  categories  of  alkaline  deter- 
gent*, !»oap«,  synthetic  organic  detergents, 
heavy-duty  phoaphate-based  detergents, 
heavy-duty  phoephate-free  detergents,  Ught- 
duty  detergent"!,  and  presoaks.  They  may  be 
In  chip,  flake,  granulated,  powdered,  spray- 
dried,  liquid,  paate,  or  bar  form,  and  are 
cUuBlfled  separately  for  household  and  non- 
household  use. 

SIC  2842,  Poll'^hes  and  Sanitation  Goods, 
Include*  household  bleaches;  specialty  clean- 
ers for  windows,  crvens,  toilet  bowls,  wall- 
paper and  walls,  rugs  and  upholstery;  dis- 
infectants, household  ammonia;  nonpersonal 
deodorants;  dry  cleaning  preparations; 
household  laundry  and  p-oning  aids;  jxjUshes 
for  automobiles,  furniture,  floors,  shoes,  and 
leather  and  other  polishes  and  sanitation 
goods. 

SIC  2843,  .Surface  Active  Agents,  Includes 
asstetantB  and  finishes  for  textiles  and  leather 
and  bulk  production  of  amphoteric,  anionic, 
catlonlc.  and  nonlonlc  surface  active  agents 
used  chiefly  as  detergents,  dispersing  agents, 
emulstflers,  foaming  agents,  or  wetting 
agents. 

SIC  3844.  Toilet  Preparations,  includes 
shaving  preparations,  perftimes,  toilet  water, 
colognes,  hatr  preparations  (Including  sham- 
poos) ,  dentifrices,  creams,  lotions,  oUs,  lip- 
stick, rouge,  eye  preparations,  personal  de- 
odorants, rnanlcurlng  preparations,  powder, 
bath  salts,  and  other  cosmetics  and  toilet- 
ries. 

SIC  2851,  Palnw  and  .MUed  Products,  In- 
cludes many  trside-sale  products  marketed 
as  exterior  oil-type  and  water-t>-pe  paints. 
Interior  oil-type  and  water-type  paints,  and 
lacquers.  Industrial  lacquers  and  other 
palnta,  putty,  and  oilscellaneous  paint  prod- 
ucts. Most  of  these  products  are  specially 
formulated  for  specific  applications. 

SIC  2861,  Gtim  and  Wood  Chemicals,  In- 
cludes gum  and  wood  turpentine  and  rosin, 
pine  oil,  charcoal,  natural  acetic  acid  and 
methanol,  natural  tanning  and  dyeing  mate- 
rials Bind  chrome  tanning  mixture,  tall  oU, 
and  other  gum  and  wood  chemicals. 

SIC  2865,  Cyclic  Crudes  and  Intermediates, 
Includes  benzene,  toluene,  aad  xylene  derived 
from  coal-tar  distillation,  naphthalene, 
anthracene,  pyridine,  carbazole,  derivatives 
of  these  chemicals,  other  cyclic  Intermedi- 
ates, synthetic  oreanlc  dyes,  synthetic  or- 
ganic pigments,  and  cyclic  (coal-tar)  crude 
products  such  as  light  oils,  coal-tar  acids, 
creosote  oil,  and  tar. 

SIC  2869,  Industrial  Organic  Chemicals, 
N.E.C.,  Includes  a  diversity  of  products  such 
as  acetic,  chloroacetlc,  adlplc,  formic,  oxalic 
tartaric,   and  other  organic  acids  and  their 
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metal  salts;  chloral,  formaldehyde,  methyl- 
amlne;  such  chlorinated  solvents  as  carbon 
tetrachloride,  perchloroethylene  and  trlcho- 
loethylene;  many  polyhydrlc  alcohols;  many 
synthetic  perfume  and  flavoring  materials. 
Including  saccharine  and  vanillin;  cyclic  and 
acyclic  rubber  processing  chemicals,  many 
plastlcizers,  synthetic  tanning  agents;  and 
many  other  organic  chemicals. 

SIC  2873,  Nitrogenous  Fertilizers.  Includes 
anhydrous  ammonia,  nitric  acid,  ammonium 
nitrate,  ammonium  sulfate,  ammonium 
chloride,  urea,  nitrogen  solutions,  and  fer- 
tilizer materials  of  organic  origin. 

SIC  2874.  Phosphatlc  Fertilizers,  includes 
phosphoric  acid  (from  pho.sphortis  and  from 
phosphate  rock),  normal,  enriched,  and 
concentrated  superphosphates,  ammonium 
phosphates,  nltrophosphat«s.  calcium  meta- 
phosphates,  defluorlnated  superphosphate 
and  phosphate  rock  (feed  grade),  and  other 
pho.?phatic  fertilizer  materials. 

SIC  2875,  PertUlzers,  Mixing  Only,  Includes 
fertilizers  mixed  from  purchased  fertilizer 
materials.  Complete  and  Incomplete  mixtures 
are  both  shipped  In  both  dry  and  liquid 
iorms. 

SIC  2879,  Agricultural  Chemical^..  N.E.C., 
Includes  agricultural  Insectlcldal  prepara- 
tions, such  as  those  containing  arsenic  com- 
pounds, benzene  hexachlorlde,  DDT,  chlori- 
nated hydrocarbon  pesticides,  organic  phos- 
phates, botanical  products,  and  other  Insec- 
tlcldal materials;  agricultural  hcrbicldal 
preparations  containing  such  materials  as 
Bodlum  arsenite,  sodium  chlorate,  2,  4-D. 
6-T,  defoliants,  desslccants,  plant-gpowth 
regtilators,  carbamates,  and  other  herbicides; 
agricultural  fungicides;  sol!  fumigants:  and 
household  and  industrial  Insecticides,  repel - 
lants,  attractant-s.  rodentlcldes,  ftamlgants, 
and  others. 

SIC  2891,  Adhes'ves  and  Sealants.  Includes 
animal  glues,  protein  adheslves.  vegetable 
adhesives.  asphaltlc  and  coal-tar  adheslves. 
and  other  natural  adhesives  based  on  gums, 
■hellac,  silicates,  lacquers,  and  oleoresin. 
Synthetic  adheslves  include  epoxies,  phenol- 
lcs, ureas,  vinyls,  celluloslcs,  acrylics,  poly- 
esters, polyamides.  and  others.  Also  Included 
are  hot-melt  adhesives.  adhesive  films,  rub- 
ber cement,  and  sealants  and  caulking  com- 
potinds  based  on  many  natural  and  synthetic 
polymers. 

SIC  2892,  Explosives,  includes  such  ex- 
plosives as  amatol,  azldcs.  nitrates  carbohy- 
drates, cordite,  mercury  fulminate,  nitro- 
glycerin, pentolltes.  picric  acid,  RDX,  tetryl 
and  TNT  and  DNT  Such  auxiliaries  as  blfist- 
Ing  caps,  fuse  powder,  fuses,  and  well-shoot- 
ing torpedoes  are  Included.  F>roducts  of  gov- 
ernment owned,  contractor-operated  plants 
are  not  Included. 

SIC  2893,  Printing  Ink,  Includes  letter- 
press, lithographic,  and  offset  Inks  in  black 
and  color  for  news,  publication,  packaging. 
and  other  purposes;  gravtu-e  Inks  for  pack- 
aging, publication  and  other  gravure  Inks  for 
packaging,  publication,  and  other  gravure 
uses;  flexographlc  Inks  for  packaging  i paper. 
boajd,  film,  and  foil)  and  other  flexographlc 
uses;  and  special  Inks  for  textile,  screen  sten- 
cil, and  other  printing. 

SIC  2885,  Carbon  Black,  lnclude.s  carbon 
black  made  by  the  furnace  and  channel 
processes, 

SIC  2899,  Chemical  preparations,  NJl.C, 
Includes  evaporated  salt,  saturated  and  un- 
saturated fatty  acids,  tall  oil,  fatty  acids,  gel- 
atin (except  ready-to-eat  desserts),  essentiiil 
oils,  fireworks  and  pyrotechnics,  automotive 
chemicals,  concrete  curing  agents,  drilling 
mud  materials,  foundry  chemicals,  house- 
hold tints  and  dyes,  insulation  products, 
metal -treating  compoimds.  oil-treating  com- 
pounds, ro6ln  and  other  sites,  writing  and 
stamp  pad  inks,  water-treating  compounds, 
water-proofing  compounds,  embalming 
chemicals,    vitreous    enamel,    plating    com- 


potuids,  lighter  fluids,  waxes  (except  pure 
petroleum  waxes),  and  other  IndustrliU 
chemical  specialties 

Enertry  sotiroes  for  the  ba.se  year  1S73  for 
SIC  28,  chemicals  and  allied  p.-oducts,  were 
as  follows: 


Fuel 


B  tux  10" 
quantity      Fercect 


Coa! ^r. 538.6 

Coke --  5.0 

Distillate  fuel  oil 93.8 

Kesidual  fuel  oil 1318 

Natural  pas 1,648.0 

Other  fuels 293.3 

PurchasK>d  electricity 377.3 

BeU pi  Derated  eloeaicity 11.7 

Total  energy  oonsmnod  (all 

fuels) - 3,087.3 


17.1 

.2 

SO 

4.3 

63  3 

9  5 

12.2 

-4 
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n,     CRH-ERIA    TO*     AI»PUCABn,rrT    OF    POTENTIAL 
CONSERVATION    MEASURES 

TT.e  datA  on  potential  conservation  meas- 
\isers  were  developed  from  several  major 
sources,  such  as:  (1)  Technical  literature  on 
advancing  technology,  (2)  calculations  of 
energy  consumption  In  new  processes.  (3) 
dlsciissions  with  knowledceable  specialists  In 
the  chemicals  industry,  and  (4)  dL=iCusslons 
with  engineering  construction  firms  special- 
izing In  new  plant  construction  These 
sotirces  also  provided  estimates  of  increases  In 
energy  consumption  that  would  result  from 
environmental  control  systems,  occupational 
health  and  and  safety  control  systems,  shifts 
in  product  mix.  changes  in  available  raw  ma- 
terials, and  other  special  circumstances. 

Practices  for  making  technical  and  eco- 
nomic evaluations  difier  from  one  four -digit 
classification  to  another  and  from  one  com- 
pany to  another  within  a  classification.  Ex- 
pert Judgment  was  required  to  asses,-  actual 
Industry  practice  to  determine  the  proper 
Inapact  of  each  conservation  option  on  the 
resulting  component  goal. 

The  energy  conservation  options  that  were 
considered  may  be  broadly  classified  as  fol- 
1  ows : 

1.  Housekeeping  and  maintenance. 

2  Process  control  and  energy  balancing. 

3  Equipment  modification  or  replacement 
In  present  processes. 

4  Building  of  new  plant.=  with  present  or 
new  teciinology, 

A  Technological  feasibilitji.  Ttie  following 
criteria  were  u-sed  for  screening  all  four- 
digit  classifications  for  acceptability  of  po- 
tential conservation  measure.';.  These  criteria 
were  augmented  by  specific  considerations 
applicable  to  the  nine  four-digit  classifica- 
tions which  were  studied  In  depth. 

1 .  Can  the  technology  be  Implemented  by 
January  1.  1980? 

2.  Had  the  technology  been  demonstrated 
suitably'' 

3  Can  the  technology  be  applied  as  retro- 
fit? 

4  Can  retrofit  be  accomplished  without 
exces-sive  shut-down? 

5.  Is  the  technology  size  limiting? 

6  Is  the  measure  consistent  with  the  ne- 
cessity to  reduce  use  of  natural  pas' 

7.  Is  Uie  technology  consistent  with  exist- 
ing plans  of  industry? 

B.  Econot7Lic  practicabiUti/.  The  economic 
screening  operation  was  based  on  the  fol- 
lowing criteria: 

1.  Estimated  rettirn  on  Investment:  (a) 
For  energy  conserving  equipment  and  plant 
modification;  (b)  for  competing  Invest- 
ment opportunities  in  non-energy  conserving 
Items. 

2.  Markets  and  markeiiivg:  <»)  Company 
position;  (bi  growth  of  market. 

3.  Age  of  plant  and  process. 

4.  Technical  obsolescence. 

5.  Operating  rate 


6  Situational  criteria:  (a)  Downtime  In- 
volved dtirlng  construction;  (b)  space  re- 
quired for  proposed  equipment;  (cl  man- 
power available  for  engineering  and  con- 
struction. 

ni.      CAPITAL      SPENDING      DECISIONS      AND 
FINANCING    CONSTRAINTS 

.\.  Required  return  on  investments.  Since 
all  conservation  Investments  for  the  purpose 
of  achieving  targets  by  January  1,  1980,  are 
short-term  Investments,  they  must  compete 
with  existing  short-term  competing  Invest- 
ment opportunities  that  are  ctirrently  re- 
turning at  least  15  percent  after  taxes  In  the 
heavy  chemicals,  plastics,  and  ammoiUa  in- 
d  Its  tries. 

The  heterogeneous  nature  of  the  chemicals 
Industry  requires  a  company  by  company 
analysis  to  determine  the  hurdle  rates  that 
technologically  feasible  conservation  meas- 
ures must  exceed  on  calculated  rates  of 
return  on  Investment  to  be  able  to  compete 
with  other  investment  opportunities.  Due  to 
the  increasing  costs  of  energy,  most  energy 
related  Investment  opportunities  have  lower 
risks  attached  to  them  and  can  generally 
compete  with  higher  risk  Investment  oppor- 
tunities, 

B.  Capital  spending  priorities.  Almost  all 
large  companies  have  well  defined  criteria 
to  guide  Investment  decisions.  They  range 
from  sample  payout  estimates  to  sophisti- 
cated discounted  cash  flow  analysis  dei>end- 
ing  upon  the  amount,  duration,  and  either 
specified  or  Implied  rlaks  of  maikirg  a  profit 
from  the  expenditure. 

After  allocation  of  available  capital  to 
mandatory  Investments  such  as  air  and 
water  pollution  control,  plant  maintenance, 
conversion  to  fuels  other  than  natural  gas. 
strategic  Investments,  and  occupational 
safe'y  and  health  requirements,  each  com- 
pany has  its  own  criteria  *or  alloc.-vtion  of 
remaining  funds,  which  may  be  due  at  least 
to  some  of  the  following  differences  among 
companies  In  SIC  28: 

1.  Dlfl'ering  patterns  of  product  process 
Integration. 

2.  Differences  In  proprietary  processes. 

3.  Differences  In  raw  materials  and  proc- 
essing for  the  same  product. 

4.  Differing  geogri^hic  locations  relative  to 
markets. 

5.  Differing  fuels  avaCable  and  costs 

6.  Differing  state  regulations  on  environ- 
ment, energy,  occupational  health  and  safety, 

7  Differing  patterns  of  Integration  for  en- 
ergy conservation. 

Because  of  these  differences  and  the  lack 
of  firm  data  on  the  decision  process,  the 
chemical  and  allied  products  industry  doe? 
not  lend  Itself  to  any  ea.sy  economic  analy- 
sis of  how  energy  prices  and  applicable  hurdle 
rates  effect  esilniated  goals  at  the  four-digit 
level. 

Most  companies  permit  energv-  related 
projects  to  vise  reasonable  forecasts  of  fu- 
ture energy  prices.  Project  life,  however,  la 
either  explicitly  or  Intuitively  kept  rela- 
tively short  to  reduce  risk.  This  short  life. 
or  course.  Is  normal  practice  for  Improve- 
ments to  old  plants,  but  seems  Inappropriate 
for  application  to  newer  plants.  On  the  other 
hand  many  companies  permit  slightly  longer 
payout  periods,  or  lower  return  on  invest- 
ment than  liorniai  for  low  investment  energy- 
related  projects.  However,  large  Investments 
must  meet  the  same  criteria  as  any  other 
corporate  investment. 

A]\  compatiles  face  the  high  costs  of  bor- 
rowed funds,  the  uncertainties  of  energy 
price  forecasts,  and  tl»e  uncertainly  of  pub- 
lic policy  and  federal  and  local  requlatlona 
as  they  apply  to  the  duration  of  benefits 
to  be  obtained  by  energy  conservation  pro- 
gram. Each  company's  economic  evaluation 
takes  these  into  account,  but  in  general  large 
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chemical  companies  assume  a  5  or  In  6om» 
cases  a  10  year  project  life  for  other  than 
new  plants. 

Vr.  POTENTIAL  ENERCT  CONSERVATION  Ml-AS- 
iraES  A'SV  EITOBTS  TO  REDUCTK  USE  OF  PETRO- 
LEUM   PRODUCTS    AND    NATURAL    CAS 

A.  Potential  measurei  identified.  The  tar- 
get support  documents  which  are  available 
for  examlnatlcn  at  the  locations  and  times 
specified  in  the  body  of  this  notice  contain 
details  of  the  consideration  of  potential  en- 
ergy conservation  measures.  This  appendix 
will  discuss  only  the  major  aspects  of  the 
a-s^essment. 

All  four-digit  clas.=ilflcations  were  evalu- 
ated for  application  of  energy  conservation 
ii».tlvltles   In   the   following   categories: 

1.  Reducing  excess  air  In  firing  steam  boil- 
ers and  process  heaters. 

2.  Increasing  maintenance  (trapw  and 
tanks)    and  insulation  on  steam  systems. 

3.  Increasing  recovery  ckf  waste  heat  from 
process  steam  and  stack  gases. 

4.  Recovering  wastes  for  fuel  values. 

5.  Optimizing  process  controls  with  respect 
to  energy  saving  at  higher  energy  costs. 

In  addition  the  nine  four-digit  classifica- 
tions that  consume  over  80  percent  of  the 
energy  used  In  the  chemical  and  allied  prod- 
ucts Industry  were  analyzed  in  greater 
depth 

Major  potential  conservation  opportuni- 
ties were  identified  in  the  following  nine 
components  A  capsulized  form  of  the  find- 
ings Is  Included  but  a  more  informative 
treatment  ts  contained  In  the  target  sup- 
port documents 

1.  SIC  2812,  alkalies  and  chlorine.  Energy 
savings  can  be  achieved  in  new  plants,  and 
In  the  use  of  metal  anodes,  hydrogen  re- 
covery, modified  diaphragms,  expandable 
electrodes,  changes  in  cell  geometry,  addi- 
tional stages  In  caustic  evaporators,  and 
combined  steam-electric  generators.  Most 
plants  now  operating  on  natural  gas  have 
installed  standby  facilities  for  use  of  liquid 
fuels.  Since  most  plants  are  on  the  Oulf 
Coasts,  the  shortage  and  high  cost  of  coal 
preclude  its  use. 

2.  SIC  2819,  industrial  inorganic  chemicals. 
The  heterogeneous  mix  of  chemicals  In  this 
group  is  produced  by  simple  and  unsophis- 
ticated processes.  The  newest  technology  Is 
likely  to  be  employed  only  In  new  plant  con- 
struction. Improved  housekeeping  and  In- 
creased use  of  waste  energy  emerge  as  the 
most    feasible   conservation    measures. 

3.  SIC  2821,  plastic  materials,  synthetic 
resins,  and  non-vulcanixable  elastomers.  Con- 
verting from  solution  processes  to  bulk  poly- 
merization, increasing  the  conversion  of 
monomer  to  polymer:  and  replacing  slurry 
or  solution  processes  for  manufacture  of 
high-density  polyethylene  with  newer  gas- 
phase  polymerization  are  the  major  meas- 
ures for  conservation.  Housekeeping  Improve- 
ments, systems  optimization,  increased  In- 
sulation of  piping  and  buildings,  reuse  of 
hot  water.  Improved  solvent  recovery,  revised 
drying  methods  cau  also  result  In  energy 
savings. 

4.  SIC  2822.  .lynthctic  rubber  tvulcanis- 
abte  elastomers).  Using  emulsion  processes 
Instead  of  current  solution  proce.sses  for  pro- 
duction of  SBR  (styrene-butadiene  rubber) 
which  accounts  for  about  62  percent  of  the 
volume  of  products  In  this  component  la  a 
major  conservation  meastire  Adaitional  sav- 
ings are  achievable  through  the  use  of  .spe- 
cial catalysts  and  new  solvents. 

5.  SIC  2823,  cellulosic  man-rr^ade  fibers. 
Conservation  measures  include  improved 
housekeeping,  better  planning  and  schedul- 
Ini?    Since  a  *!?nlflrant  derrea.'^e  In  the  out- 


put of  this  component  Is  expected  by  1980, 
no  new  plants  are  planned,  nor  Is  much  de- 
vel  ipment  of   new  processes  expected. 

6  SIC  2823.  synthetic  fibers,  except  cellu- 
losic. WhUe  existing  plants  can  use  Improved 
housekeeping,  better  planning  and  schedul- 
ing, new  plants  can  show  savings  in  energy 
consumption  of  up  to  about  30  percent  with 
better  layout,  better  design  more  efficient 
process  equipment,  better  waste  heat  re- 
covery, pressure  let-down  turbines,  and  bal- 
ancing of  high  and  low  presstu-e  steam 
mains. 

7.  SIC  2865.  cyclic  (coal  tar)  crudes,  and 
cyclic  intermediates,  dyes,  and  organic  pig- 
ments and  toners.  Conservation  measures  In- 
clude use  of  Improved  housekeeping,  engi- 
neering Improvements,  and  major  process 
restructuring  or  Introduction  of  new  tech- 
nology. Switching  from  natural  gas  to  liquid 
or  solid  fuels  represents  an  economic  pen- 
alty, due  to  lower  firing  efficiency  but  does 
not  significantly  affect  energy  usage.  Most 
firms  are  conditioned  to  and  are  preparing 
to  switch  to  liquid  fuels.  No  company  Inter- 
viewed Is  switching  to  solid  fuel. 

8.  SIC  2869,  industrial  organic  chemicals, 
not  elsewhere  classified.  Conservation  efforts 
should  Include  housekeeping,  upgraded  effi- 
ciency of  boiler  houses  and  steam  systems, 
better  maintenance,  and  shutting  down 
equipment  Instead  of  Idling.  Pressure  let- 
down energy  recovery  measures,  recovery  and 
use  of  off-gasses  containing  usable  energy 
content,  improved  heat  recovery  through 
heat  exchangers,  improved  process  control 
instrumentation,  and  Improved  solvent  re- 
covery systems  were  also  identified  as  con- 
servation measures. 

9.  SIO  2873,  nitrogenous  fertilizers.  New 
ammonia  plant  designs  which  operate  at  a 
lower  pressure,  more  efficient  compressors, 
more  complete  recovery  of  waste  heat  and 
use  of  more  efficient  refrigeration  circuit  are 
major  potential  conservation  measures.  Older 
ammonia  plants  can  recover  heat  from  stack 
gases  of  the  reformer  furnaces,  and  also  re- 
cover hydrogen  from  purge  gas  by  cryogenic 
techniques.  Since  production  of  ammonia 
consumes  98  percent  of  the  total  energy  In 
this  component  Industry,  conservation  meas- 
ures affecting  ammonia  plants  are  crucial. 

B.  Industry  efforts  to  reduce  use  of  pe- 
troleum products  and  natural  gas.  The  chem- 
ical and  allied  products  Industry  has  recog- 
nized the  need  for  substituting  liquid  fuels 
wherever  possible  for  natural  gas  and  In  most 
companies  this  Is  under  way.  On  the  basis 
of  cost  there  seems  to  be  little  advantage 
for  using  new  Intrastate  gas  Instead  of  a 
liquid  fuel,  but  certain  advantages  still  make 
natural  gas  the  more  attractive  fuel,  mainly 
its  clean  burning  characteristics.  However. 
most  companies  In  the  chemical  Industry 
who  were  dependent  on  natural  gas  have  In- 
st.alled  or  are  Installing  facilities  for  alterna- 
tive fuels,  primarily  liquid  petroleum  prod- 
ucts. Even  though  a  few  companies  have 
aruiounced  plans  for  converting  to  coal,  few 
such  conversions  can  be  expected  before 
January  1, 1980. 

v.    PROPOSED    T.\RGET    DEFINITION 

A.  Component  goals.  There  was  lu.suffl- 
cient  valid  energy  consumption  data  avail- 
able on  this  Industry  to  complete  develop- 
ment of  the  effect  of  special  clrcimistances 
prior  to  the  publication  of  proposed  targets 
on  November  2,  1976.  Work  on  this  Industry 
coutlnvied  following  the  publication.  As  a 
result  only  the  net  target  was  available 
for  publication  and  was  announced  on  No- 
vember 2,  1976.  In  the  Federal  Register. 
This  was  biuied  on  the  following  net  com- 
ponent goals. 


SIC-28,  Chcmioalg  and  allied  productit; 
initial  energy  efficiency  goals  by  industry 
dasHfloatton 


SIC 


Industry 


Not  goals 
(perct'iit) 


2812  Alkalies  and  chlorine.. 

2813  Industrial  gases 

2816    Inorganic  pigments 

2819    Industrial     inorganic     chemicals. 

n.e.c 

2821  Plaslics,  synthetic  resins,  etc 

2822  Synthetic  robber 

2823  tellulosic  niaiunade  fibers — . 

2824  Synthetic   organic    fibers,   ex   cel- 

lulosic  

2831     Biological  products — NA 

2S0>3    Medicinal    chemicals    and    botan- 
icals— NA - 

28,'M    Pharmaceutical  preparations — NA. 

2841  Soap,  detergents,  etc .-. 

2842  Specialty,  cleaning,  polishing,  sani- 

tation  

2813    Surface  active  agents,  etc 

2M4    Perfumes,  cosmetics,  etc 

28.01    Paints,  varnishes,  lacquers,  etc 

2801     Gum  and  wood  cbemicaLs 

28tl5     Cyclic  (coal  tar)  crudes,  etc 

2Si<9    Industrial  organic  chemicals,  n.e.c. 

2873  Nitrogeneous  fertilizers.. - 

2874  Pliosphalic  fertiiircrs 

2875  Fertilizers,  mixing  only 

287tf    I'estieidea  and  agricultural  chem- 
icals, n.e.c 

2819    Adhcsives  and  sealants 

28y2    Explosives 

2873    Printing  ink — 

289.5    Carbon  black - • 

289U    Chemicals  and  chemical  prepara- 
tion, n.e.c 

Proposed  SIC-28  net  target 


8.8 
8.1 
8.4 

4.1 
17.9 
24.8 
10.8 

22.7 
19  9 

15.3 

13.7 
13.1 
14.5 
11.6 
10.1 
18.9 
17.0 
15.1 
28.2 
22.4 

1.'>.2 

lao 

30. 2 

9.5 

39.4 

18.5 
Iti.O 


B.  Proposed  two-digit  net  target.  Energy 
usage  m  the  target  year  Uicluded  u.sage  of 
energy  to  meet  special  circumstances  when 
the  target  was  originally  published  Tiie  en- 
ergy use  was  determined  for  the  proposed 
net  target  by  analyzing  each  four-digit  clai^- 
slflcatlon  agaln-st  all  energy  conservation 
measures  screened  for  technological  fea.si- 
blUty  and  economic  practicability.  These 
component  goals  were  then  aggregated  Into 
the  two-digit  Industry  target  u.^ing  the  com- 
ponent total  energy  consumptions  as  weight- 
ing factors.  The  production  increase  between 
1972  and  the  target  year  was  then  utilized 
to  calculate  the  resulting  total  energy  use 
In  1980. 

C.  Special  circumstances  effect.  Since  the 
Impact  of  special  circumstances  was  not  sep- 
arately Identified  In  setting  the  proposed 
target,  only  the  net  target  was  published. 

VI.     final     TARGET     DEFINITION 

A.  Comments  and  impact  on  proposed  tar- 
get. Testimony  given  at  the  public  hearing, 
held  on  December  7.  1976.  in  Washington. 
D.C.,  and  written  comments  raised  several 
Issues  which  have  been  considered  before 
final  target  for  SIC  28  were  established. 

Some  comments  expressed  concern  about 
the  reliability  of  estimates  underlying  the 
base  year  1972,  the  improvement  estimated. 
for  January  1,  1980.  and  the  percentage  goals 
derived  for  spieclfic  component  Industries. 
PEA  has  carefully  reviewed  the  data  avail- 
able to  It  In  the  light  of  these  concerns  and 
concludes  that  no  new  data  were  offered 
which  would  change  the  SIC  -28  Industry 
target  as  proposed. 

Nearly  all  commenters  noted  that  if 
changes  In  the  underlying  data  occur  before 
January  1,  1980,  the  target  for  the  Industry 
should  be  modified.  While  there  Is  no  dis- 
puting this  concern,  It  should  be  noted  that 
Section  374  of  the  EPCA  provides  a  mecha- 
nism for  the  subsequent  modification  of 
establishing  targets. 

Some  comments  noted  either  directly  or 
by  Implication   that   both    available   capital 
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and  available  manpower  could  limit  progress 
in  energy  conservation.  While  FE.^  recognizes 
the  relevance  of  such  limiting  factors,  it  be- 
lieves that  a  realistic  assessment  of  what 
could  be  achieved  by  industrial  establish- 
ments has  been  made.  In  particular  FE.^ 
recognizes  that  the  priority  position  of 
energy-con.servation  lnvestment.s  relative  to 
other  uses  of  capital  may  differ  from  com- 
pany to  company  as  well  as  over  tmie  with 
an  Individual  company. 

Industrial  commenters  seem  uiaform'y 
concerned  that  the  component  goals  which 
were  aggregated  as  an  industry-wide  target 
wouid  be  applied  indiscriminately  to  their 
own  industries  or  companies.  The  FE.\  Ls 
only  charged  with  setting  a  voluntary  target 
for  an  SIC  code  Industry.  The  component 
goals   are   not   directly,    applicable   to   either 


component 
panies 

B.    Final 
target     wa' 


Class 


industries    or    Individual    com- 


targets    After    the   prof>osed   net 
published    for    comment.     FE.^ 

Final  estimate*  of  euergtf  contutHpt\r>n  by  industry  crmipi'nrnl 


Initiated  a  further  rertew  of  the  underlying 
data  with  particular  regard  to  the  impact  of 
special  circumstances  .As  a  result  of  this 
review  the  initial  estimates  of  energy  usage 
for  the  nine  major  four-digit  classifications 
were  modified  and  tiie  estimated  energy  con- 
sumption required  to  meet  special  circum- 
stances was  determined  Special  circum- 
stances applicable  to  SIC  28  were  found  to 
include  the  following: 

1.  Energy  consumption  required  by 
n:ea.5\ires  to  comply  with  mandated  environ- 
mental and  occupational  safety  and  health 
regulation.'. 

2  Energy  con.sumption  related  to  non- 
discretionary  changes  In  the  quality  of  raw- 
materials. 

3.  Energy  consumption  related  to  changes 
in  product  mix  catised  by  outside  sources. 

The  following  table  illustrates  the  data  on 
1980  energy  usage  and  the  allc-^atlon  of 
energy  for  special  clrc\im.^tances  for  the 
four-digit  classifications 


1980  energy  usage 


Name 


With  1971 
UschBolopy 
iiO"  btu  s 


2812 

281.T 

2814 

2S19 

2821 

2622 

2823 

2824 

283 

2841 

2842 

2843 

2844 

2851 

2S«1 

2865 

3869 

2873 

2874 

2875 

2879 

2891 

2892 

2893 

3805 

2899 


.^ikalipf  and  chlorine 

Indosintil  gasos.. 

Inorganic  pigments 

Industrial  inorganic  chemicals,  n.e.c. 

I'laslics.  synttieiic  resins,  etc - 

Synthetic  rubber. . 

C*llulosic  m&nniade  fibers 

Synthetic  orcanic  fibers,  ex  cellalosic 

Pharmaceuticals 

Soap,  delergcnrs.  etc.. 

Specialty,  cleaning,  polishing,  sanltatiMi 

Surface  active  agents,  etc 

Perfumer's,  cosmt'lics.  eu' 

Paints.  \-ami-'ihe.'5.  lacquers,  eitc 

Gum  and  wood  chemicals . 

Cyclic  'co'\I  ta."  crudes,  etc - 

Industrial  organic  clicniicals.  n.e.c 

Nitrogeneous  fprtiliters 

Phosjjhatic  fenilizers *t 

Fertili7irs,  mixing  only 

Pesticides  and  agricultural  chemical,  D.e.e.. 

Adhcsives  and  sealants. 

Explosives 

Priming  ink 

Carbon  black 

Chemicals  and  chemicals  preparation.  n.«.c. 


»4.0 

III.O 

WO 

581.0 

255.0 

75.5 

58.0 

273.0 

147.0 

49.7 

14.3 

17.0 

11.0 

29.6 

9.6 

2M  0 

1,674.0 

383.0 

187.0 

15.7 

.52.  4 

IT.O 

69.2 

3  3 

63.  4 

68.2 


With  isai 
iwlmoiogy  «T08? 

lO"!  Hiu  s; 

235.0 
102.0 

san 

549.0 

2iao 

«2.5 
50.7 
216  0 

lu.u 

49.2 

11.8 

14.5 

10.6 

25^7 

«.S 

ZS5.0 

1,  383. 0 

303.0 

128.0 

11.6 

40.7 

U.« 

4&.8 

2.8 

sr.o 


Euergy  reiquireJ 

by  special 

clrrura-Mances 

110"  Btn'si 


<1 
8 

30 
2 
3 
1 
5 


<1 
<I 
<1 

1 

<1 

ry 

24 

23 

t 

1 

4 

1 

2 

<1 


Totals  (roundedl . 


4,800.0 


a.99ao 


130 


SlC-iS,  cfcenwcaZ*  and\cMi€d  products — initial  mnd  reviaed  energy  efficiency  goals  by 

industry  and  snbciasi 


Cla.ss 


SIC  component  name 


laittelgoal, 
(peraeat) 


Revised  iroals  (percent)  ' 


lio 


2812  Alkalies  and  chloriae 

2813  Indu-itnal  ga,«es .  

2818  Inorganic  pigments. 

2819  Industrial  inorganic  chemicals,  not  elsewhere  rlatrtftxl 

2821  Plaslics.  svTitheli"  resins,  etc 

2822  PyntheUc  rubljer .. 

2823  Cellulosic  man-made  fibers 

2824  Synthetic  organic  fibers,  ei  cellulosic 

2831     Biological  products 

2833  Medicinal  cheini..als  and  botanicals 

2834  !'har:i.arcuUail  pni>tirations - 

2841  Soap.  de;en!ent5,  elc. ...  

2842  Bf)e<'ialty.  cleaning,  fiohshing,  sanitation. 

2843  Surface  active  ajsenls.  elc 

2844  Perfumes,  cosmeiKS.  etf 

28.S1     Paints,  varnishes,  laccin^rs,  etc 

2881     Qum  and  wood  chemical.^ 

2865     Cyclic  (coal  tar i  crudes,  etc 

2S6y    Indnsi rial  organic  chemicals,  not  claewhece  clsastted 

287:!    Nitropeneous  [crtilirers — — 

2ST4     PlKwphatic  fertilisers 

2S7S     Fenihters.  nunnp  only 

2879  Iesticid>?    and    agncultur&l    cbemicals,    not    elsewbere 

cla-ssilifd  ..    -       .- — 

rstil     Adhcsives  and  sealants 

2892  Krplosives - 

2893  Printing  ink 

2895    C4U-bon  black  

2899  Chemicals    and    chemical    preparation,    not 

classified 

Total  28 _ - 


(«) 


8.8 

«.! 
8.4 

4.1 
17.8 
34  8 
10.8 
22.7 


».• 

15  3 
13.7 
13.  S 
14.6 
11.6 
10.1 
18.9 
17  0 
15.1 
18.? 
2:^4 

15  I 

lao 

30.2 

9  5 

39  4 

IS.6 
U.6 


>8.4 
8.2 
•.1 

•  2.2 
>ie.7 
'  >  12.  8 
'10  9 
'19.1 


20.0 
15.0 
14.0 
13.0 
10.0 
10.8 

ia4 

'18.4 

'15.9 

15.0 

18.0 

22.3 

14.9 
9.4 

30.3 
9  1 

38  5 


>11,1 

8.8 
'8  3 
>6  & 

117  T 

"17,2 

!  12  e 

120  7 


17.9 
14.1 


54.7 
19  1 
16.8 
14.7 
10.9 
13.2 
11.4 
'20  1 
'  17.4 

jn.9 

23  3 

26  1 

r.3 

16.0 
33.8 
15  2 
41.  e 

ao  7 

16.  S 


'  ON-=a  net  goal  which  inclndee  eiwrfry  rwiuirwl  tor  envin»meDtaI  rysifinf  and  ehangee  in  produnion  mii    dc 
k  gross  goal  with  no  consideration  (or  oflselting  ti.-cuiastances. 
'  Estimatra  that  were  modified  by  additional  estimates  and  date. 
•  Estimatee  that  had  be<'n  modified  by  addjuonal  date*  and  aaalyMs. 
'  Not  ebewbere  classified. 


Annualized 
rate  of 
energy 
usage  bv 
SIC  2t  on 
Jan.  1, 1980 
(in  quads) 
10"  Btu 
Wltb  1973  energy  usage  and  manage- 
ment        4  80 

With  maximum  feasible  energy  (groes  i 
conservation  ( but  not  consideration 

C'T  sjx-clal  clrcunistances) 3  99 

For  energy  coa.scrvatlon  (offset) ,  In- 
cluding energy  requirements  for 
enviroi.meutal   systenos,   changes  in 

prodi;c:   rr..x,  etc 13 

With  ni.vxiitair.  feasible  energy  (net) 
conservation.  Including  energy  re- 
quirements for  environmental  sys- 
terms  chaJiges  in  product  mix,  etc..     4   12 

The  following  Is  the  energy  efficiency  im- 
prove.-nent  target  set  by  PEA  for  SIC  28: 

Percent 
Gros."-  t&rp'^t  i  based  on  maximum 
energy  etTiciency  acl.levable  without 
consideration  of  Epeci&l  circum- 
stances or  conditions  of  the  indus- 
try)             17 

Offset    (required   for   special   Industry 

circumstances  and  conditions)    3 

Net  target  ;  based  on  maximum  energy 
efficiency  achievable  with  considera- 
tion of  special  circumstances  and 
conditions)     14 

Appendix  E:  Statemfnt  or  Basis  akb  Jrsri- 
nCATION  rOft  THE  Enerct  EmciKKr-T  Im- 
PKOVZUEMT  TaaCET  FOH  SIC  29-    Petroletm 

AND  Coal  Products 

1.      INDCSTRV      DtSCRIPTION      AND      EMCKCV      BASE 

The  petroleum  and  coal  products  industry 
Is  made  up  of  companies  engaged  in  refining 
petroleum,  manufacturing  paving  and  roof- 
ing materials,  and  compounding  lubricating 
oils  and  greases  from  ptirchased  materials. 
This  Industry  is  identified  as  Standard  In- 
dustrial caasstflcatlon  (SIC)  29.  The  Indtistry 
may  be  fvirther  divided  Into  five  four-d'.git 
SIC  product  dassiflcattons  which  are  listed 
below  with  the  figures  on  energy  consump- 
tion by  each  clas-si  float  ion  for  the  1P72  base 
year; 


SIC 


Indnstry 


1972 
energy      Perctnt 
eooaoined  of  total 
MUBUi's 


2911 
2951 

2952 
2»9'i 
2999 


Petroleum  refinery 

Paving  mix  and  blocks 

Asphalt  feltfi  and  ooatiogs.. 
I^iti.''K-&tii\K  oils  and  greaaefi. 
Products  of  pctFoieam  and 
coal 


2.934.30 

».ir 

19.29 

5  4<. 

7.50 


Totals. 


2,982.62 


98.0 
,9 


lon.o 


The  following  paracraphs  Indicate  the 
significant  product.s  that  are  included  In 
each  of  the  SIC  C4itepor;es 

SIC  2911  petrole;:m  refining,  comprises 
estabUshn-.entj:  primarily  engaged  In  produc- 
ing gasoline  kerosei.e.  distillate  fuel  oils, 
residua;  'wcl  oils  lubricants,  and  other  prod- 
ucts from  crude  petroleum  and  Its  fractiona- 
tion prodr.rt.s  by  use  of  straight  distillation 
of  crude  oil  red  ts  til '.at  Ion  of  Intermedial* 
product,":  so  produced  plus  firther  cracking 
of  heavy  molecules  a-  d  by  other  processes. 

SIC  2951.  paving  mixttires  and  blocks,  com- 
prises establishment.'  primarily  engaged  In 
manufa.rtnr:np  asphalt  and  tar  paving  mix- 
ttires, and  paving  blorkf:  made  of  asphalt. 
creofvited  wr>c>d  ai:d  vario'^s  ooniposltlona  of 
a-sphalT  or  tar  with  other  materials. 

SIC  2052,  asphalt  felts  and  coatings,  com- 
prises Indujstrtes  engaged  In  manufacturing 
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asphalt  and  other  saturated  feltj  In  roll  or 
shingle  form,  either  smooth  or  faced  with 
grit,  and  In  manufacturing  roofing  cements 
and  coatings. 

SIC  2992.  lubricating  oils  and  greases,  com- 
prises establishments  engaged  In  blending, 
compounding,  and  rereflnlng  lubricating  oils 
and  greases  from  purchased  mineral,  animal. 
and  vegetable  materials.  This  component 
ships  about  20  percent  of  all  lubricating  oils 
and  greases  and  the  balance  essentially  is 
shipped  by  the  SIC  2911  petroleum  refining 
component. 

SIC  2999,  petroleum  and  coal  product.'*, 
not  elsewhere  classified,  comprises  establish- 
ments manufacturing  fuel  briquettes,  boul- 
ets,  packaged  fuel,  powdered  fuel,  and  other 
similar  products.  The  large.st  element  is  cal- 
cined petroleum  coke  used  for  producing  In- 
dustrial electrodes  for  steel  and  aluminum 
producers. 

Because  It  accounts  for  98  percent  of  en- 
ergy consumption,  the  petroleum  refining 
component  (SIC  2911)  Is  the  primary  focus 
for  potential  energy  conservation  within  the 
petroleum  and  coal  products  Industry.  En- 
ergy sources  for  the  petroleum  refining  coni- 
ponent,  SIC  2911   In   1972  were  as  follows: 


Ijtiantity 


Percent  of 
total  Btus 


Dislillati.  fuel  oil '12.25 

Residual  fuel  oil 1108.85 

Linurliod      petroleum 

gas 'SaTfi 

Natural  gas '2,S51.30 

Rpfintry  Ka5 -  2.  SXiV  ») 

Rcfiiury  coke '30. 7i.7 

Coal "-'29 

Electricity «61.9.'i 

Purchast  a  si  earn •  92.  Tu 

Totals »2,l»4,3 


0.10 
(i.'jO 

1.85 

»'..  S6 

rfi.  H.J 

11.«.2 

.■28 

ZiS 

1.40 

ino.  (« 


1  l.noobbld. 

» l.ono.WO  standard  rf=  <l. 

•  Short  tons  jwr  day. 

•  l,nOO,OtX)kWhd. 
■•  Tini.s  lO'i  Btu's 

n      CRITERtA     FOR     APPLICABILITy     OF     POTENT  I.\L 
CONSERVATION    MEASURES 

.K  Technological  feasibility.  Each  poten- 
tial conservation  measure  was  first  evaluated 
according  to  the  following  criteria  to  deter- 
mine If  it  was  technologically  feasible: 

1.  Has  the  measure  been  demonstrated  in 
newly  designed  plants? 

2.  Has  the  measure  been  demonstrated  In 
retrofit  Installations? 

3.  Is  the  technology  still  In  development 
with  no  pro.spect  for  use  before  January  1, 
1980' 

4  Are  there  any  technical  limitations  re- 
lated to  size  of  plant? 

5.  Does  Industry  accept  the  measure  as 
fully  demonstrated"" 

6.  Does  the  potential  measure  satisfy  en- 
vironmental requirements? 

Those  potential  measures  which  satisfied 
these  Initial  criteria  were  then  measured 
against  the  following-  time  constraints: 

1.  What  Is  the  total  lead  time  required 
for  Installation  and  operation? 

2.  What  shut-down  time  Is  required  In 
existing  plants  for  retrofit  Installation  or 
tle-ln? 

3.  What  resources  In  special  materials  and 
manpower  are  required? 

4.  Is  the  measure  consistent  with  plans  of 
the  Industry  to  conserve  energy? 

5.  IB  the  measure  consistent  with  the  pos- 
sibility of  curtailment  of  natural  ga.s? 

B.  £roTiomic  practicabilxty  Each  measure 
that  satisfied  the  above  criteria  was  then 
evaluated  according  to  the  following  eco- 
nomic criteria: 

(SI  How  much  energy  would  be  Invest- 
ment save? 

(b)  What  Is  the  value  of  the  energy  .saved? 

(c)  What  non-energy  benefit*  and  cost 
occur? 


NOTICES 

(d)  How  large  an  Investment  Is  required 
Including  all  retrofit  costs? 

(e)  What  are  the  associated  rtsks? 

( f )  Will  the  rates  of  return  vary  from  one 
Installation  to  another? 

Measures  that  pa.ssed  screening  requirements 
were  then  used  to  determine  the  Industry 
target. 

Ill    CAPITAL  SPENDING  DECISIONS  AND  FINANCING 
CONSTRAINTS 

A.  Rcquirtd  return  on  inve.itments.  Insuf- 
ficient capital  in  the  petroleum  and  coal 
products  Industry  Is  available  for  all  Invest- 
ments with  risk  adjusted  rates  of  return 
above  the  Industry's  long-term  cost  of  capi- 
tal. Energy  conservation  Investments  must, 
therefore,  compete  with  other  investment 
opportunities  for  a  limited  amount  of  avail- 
able discretionary  capital.  Oonservatlon  in- 
vestment opportunities,  for  the  short-term 
target  of  January  1,  1980.  must  compete  with 
capital  Investment  having  an  after  taxes  re- 
turn of  about  20  percent  (hurdle  rate) .  Small 
and  undlverslfied  refiners  report  even  higher 
hurdle  ratea.  While  long-term  Investment  re- 
turns may  be  based  on  the  long-term  aver- 
age cost '  of  capital  within  the  Industry, 
short-term  Investments  must  Insure  higher 
rates  of  return  to  be  attractive  as  discretion- 
ary investments. 

B.  Capital  spending  priorities.  In  addition 
to  the  Insufficient  supply  of  capital  within 
the  petroleum  and  coal  Industry  for  discre- 
tionary Investment,  higher  priorities  for  In- 
vestment are  often  assigned  to  projects  other 
than  energy  conservation,  such  as  the  fol- 
lowing: 

1.  Plant  maintenance.  The  return  on  plant 
maintenance  is  equal  to  the  return  on  the 
entire  plant  but  some  maintenance  replace- 
ments can  be  made  with  more  efficient  com- 
ponents. 

2.  Conversion.  Shortage  of  natural  gas  have 
raised  the  priority  of  conversion  Installations 
to  a  very  high  level. 

3.  Refinery  rapacity  erpan.iion.  Expansion 
In  refinery  captuilty  can  be  a  very  attractive 
Investment  on  existing  sites.  The  limited 
number  of  sites  available  for  expansion  also 
make  such  expansions  attractive. 

4.  Project  completion.  The  return  on  In- 
vestments on  projects  already  started  can  be 
viewed  as  Including  the  returns  on  money 
already  spent  on  such  projects.  Large  cost 
escalatloiis  on  existing  projects  often  pre- 
empt funds  desired  for  other  uses. 

5.  Government  regiilatiojis.  Government 
regulations  mandate  expenditures  for  lead 
phaseout  and  pollution  control. 

6.  Sour  crudes.  The  Increasing  necessity  ol 
using  crude  with  higher  sulfur  content  man- 
dates significant  expenditures  in  refinery  de- 
sulfurlzation  equipment. 

7.  Strategic  investments.  Where  timing  Is 
essential  to  achieve  the  expected  return, 
funds  for  energy  conservation  may  be  pre- 
empted. 

VI  ASSESSMENT  OF  POTENTIAL  ENERGY  CONSF.R- 
VATION  MEASURES  AND  EFFORTS  TO  REDtJCE  USK 
OF  PERTOLEUM  PRODUCTS  AND  NATURAL  CAS 

This  appendix  will  only  discuss  the  major 
aspects  of  the  assessment  of  potential  energy 
conservation  measures.  A  detailed  treatment 
of  all  the  potential  measures  which  were  con- 
slderfd  Is  given  in  the  target  support  docu- 
ments which  are  available  for  examination  at 
locations  and  times  specified  In  the  body  of 
this  notice. 

A  Potential  measures  identified. — SIC  2911, 
petroleum  refining.  Sixteen  basic  categories 
of  potential  conservation  measures  were  Iden- 
tified for  the  petroleum  refining  industry. 
Within  these  categories,  approximately  90 
specific  measures  were  considered  for  techno- 
logical feasibility  first  and  subsequently  for 
economic  practicability  as  explained  earlier. 
Tlie  ba,sic  categories  are  listed  below: 


1.  Improvement  In  process  heater  efficien- 
cies. 

2.  Improvement  In  boiler  efficiency. 

3.  Steam  system  Improvements. 

4.  Heat  exchanger  applications. 

5.  Air  coolers. 

6.  Insulation. 

7.  Improvement  In  fractionation  efficiency. 

8.  Improvement  In  pump  and  compressor 
efficiency. 

9.  Vacuum  system  Improvements. 

10.  Pressure  energy  recovery  from  process 
streams. 

11.  Instrumentation  and  computer  control. 

12.  Process  heat  Integration. 

13.  Miscellaneous  process  developments  and 
modified  operating  techniques. 

14.  Refinery  loss  control. 

15.  Improved  waste  heat  recovery. 

16.  Housekeeping  measures. 

SIC  2951,  paving  mijtures  and  blocks. 
Nine  basic  categories  of  p>otential  conserva- 
tion measures  were  identified  for  the  paving 
mixtures  and,  blocks  component: 

1.  Reduced  moisture  content  of  aggregate. 

2.  Improved  efficiency  of  aggregate  heating 
and   drying. 

3.  Reduction  In  mixing  temperatures. 

4.  Reduction  In  the  use  of  diesel  oil  as  a 
truck  bed  release  agent. 

5.  Reduction  in  the  use  of  cutbacks. 

6.  Use  of  coal  to  fire  dryers. 

7.  Waste   heat   recovery. 

8.  Mix  recycling. 

9.  General  housekeeping  and  loss  control. 
SIC   2952.   asphalt    felts    and    coats.    Four 

major  potential  measures  were  identified  for 
the  asphalt  felts  and  coats  component: 

1.  General  housekeeping. 

2.  Improved  furnace  combustion  control. 
4.   Low-energy   content    fume   control. 
SIC  2992.  lubricating  oils  and  greases.  Four 

major  potential  measures  were  identified  as 
follows  for  lubricating  oils  and  greases  corn- 
pone  t  : 

1.  General  housekeeping. 

2.  Heat  recovery  projects. 

3.  Better  oU/sludge  separation. 

4.  New  process  techniques. 

Several  additional  measures  were  Identified 
for  lubricating  oils  and  gre.ves  compound- 
ing: 

1.  General  housekeeping. 

2.  Insultatlon  of  tanks  and  buildings, 

3.  Improved  kettle  designs. 

4.  Improved  heat  recovery. 

SIC  2999,  miscellaneous  products  of  pe- 
troleum and  coal.  Since  this  is  a  "catchaH"' 
category  covering  many  products,  attention 
was  focused  on  the  major  acllvlty  which 
Is  the  manufacture  of  calcined  petroleum 
coke.  Four  major  measures  were  analyzed 
for  this  component: 

1.  Better  control  of  combustion  and  gen- 
eral housekeeping. 

2.  Recycle  of  fines  to  Improve  gas  emls- 
slvity. 

3.  Process  modifications. 

4.  Waste  heat  recovery. 

'  B.  Efforts  to  reduce  covoimption  of  pe- 
troleum products  and  natural  gas.  Natural 
gas  curtailments  are  already  a  major  factor 
In  some  geographic  areas,  and  risks  of  cur- 
tailment have  encouraged  early  Investment 
In  oil-fired  capability  in  the  petroleum  in- 
dustry. Some  refining  companies  have  Indi- 
cated that  their  use  of  purcliai:ed  pas  could 
be  ended  by  1980.  It  Is  estimated  that 
about  60  percent  of  the  refining  Industry 
will  have  oil  firing  capability  by  1980  com- 
pared to  about  20  percent  in  1972. 

Conversion  from  natural  gas  has  several 
Important  consequences  for  the  refining  in- 
dustry. First,  there  Is  a  loss  of  energy  effi- 
ciency of  3  to  5  percent  as  a  result  of  chang- 
ing to  less  efficient  converted  units  In  addi- 
tion where  low  cost  natural  gas  contracts 
are  not  met  because  of  allocation  quotas, 
energy  prices  will  rise  dramatically  due  to 
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use  of  standby  fuels  Conversion  Installa- 
tions compete  for  scarce  capital  resourcee 
with  energy  conservation  propKjeaLs  How- 
ever, unit  downtime  for  conversion  Installa- 
iions  allows  time  for  conservation  installa- 
tions also  without  any  Incremental  loss  of 
production.  Conversion  of  oil-  or  gas-fueled 
process  units  to  coal  fuel  is  presently  con- 
sidered Impractical  because  of  the  relatively 
small  sizes  of  process  units  which  make  coal 
firing  Impractical  and  also  because  moet 
processes  used  In  petroleum  refining  require 
more  precise  temperattire  control  than  It  Is 
pos.slble  to  achieve  with  coal  fired  units 

V      PROPOSED    TARGET    DEFINITION 

.\  Component  goals.  The  detailed  evalua- 
tion of  the  best  available  Information  re- 
sulted In  the  foUowlng  gross  energy  efficiency 
Improvement  goals  for  each  of  the  four- 
digit  cla.sslficatlons  In  SIC  29: 

Component 
goal 
SIC:  (percent) 

2911     Petroleum  refining. 19.4 

2951     Paving  mlxturea  and  Wocto.     «T.  0 


2952     Asphalt  fells  and  coatings.  26.  0 

2992     Lubricating  oils  and  greases  25  0 
2999     Miscellaneous    products    of 

petroleum  and  coal 26  5 

B  Proposed  two-digit  gross  target.  The 
two-digit  overall  gross  target  for  the  petro- 
leum and  coal  products  Industry  was  derived 
by  calculating  the  weighted  average  of  the 
component  goals  In  respect  to  the  utal  en- 
ergy consumed  by  each  component  for  the 
year  1972  The  Bureau  of  Mines  data  for 
1972  for  Input  volume  and  energy  consumed 
was  utilized  for  SIC  2911  since  the  Bureau 
of  C-ensus'  data  on  energy  consumption  pub- 
lished every  five  years  does  not  Include  data 
on  fuels  produced  and  consumed  in  the  same 
plant.  Cen.sus  of  Manufactures  data  ■»•«.= 
used  for  the  other  four  components  as  col- 
lected In  1971  without  adjusting  to  1972 
The  error  introduced  Is  negligible  since  only 
2  percent  of  the  total  energy  In  SIC  39  was 
consumed  by  these  fotir  components  Calcu- 
lations (uad  data  for  the  gross  target  develop- 
ment are  provided  below ; 


Orosi  torffet  ie^:tiopment 


BICNo. 


2962 


tm 


A-base  year  tmtttT ' 

Btu 

B-oompon«Jt  goals. 
A  limes  B 


9t«M  I 

19.4 
M,82& 


».»T 
47  0 
1.330 


19.29 

25.0 

482 


£.  4« 
25.0 

lae 


T.* 


I  Tg=gross  energy  improvement  target  =  ^5557  =  19.7  pet.;  use  20.0  pel. 


2992 

C  Special  circumstances  effect.  The  refin- 
ing industry  represented  by  SIC  2911  was 
fully  evaluated  for  special  circumstances 
which  would  affect  the  Industry  target.  The 
evaluation  of  the  other  four -digit  classifi- 
cations did  not  yield  as  much  usable  data. 
The  component  offsets  due  to  special  cir- 
cumstances were  developed  from  the  results 
of  avaUable  data,  and,  where  data  was  sparse, 
by  teohnlcsJ  Judgement.  The  result  was  the 
development  of  the  following  offsets  to  the 
gross  component  goals: 


(In  pareent) 


BIC  2951     gross  Ciomporiejil  goal —  fl-J 

Det'it  allowanc«.'sp«MMal  circnmstancee--        4.0  — 'S.  0 

Net  coniiwnen;  goal            .           *2.0 

81 C  2952    gross  component  goal 250 

Debit  for  air  and  whter  pollution  eon- 

trol  and  OSFIA 17.6  -17.6 


Net  component  goal. 


7.S 


(Inparoent) 


SIC  2992    gross  component 25.0 

Debit  aliowance/specjal  circuDi5tanc<«..        6.0     — >  8.  0 


Net  (vimpoiieiit  goal 


20.0 


Sir  2911     Gross  conipoiient  goal .- 

(a)  Debit  for  more  energy  to  refinp 

tlie    crude    mix    projected    for 
January  1.  19h0 2.S  . 

(b)  Debit  for  additional  water  pollu- 

tion control  an  wgy (',' 

ic)  Debit  for  additional  air  pollution 

control  energy •        *■ ' 

<d)  Debit  for  lesser  efficiency  of  pro<^ 
ess  units  converted  from  nat- 
ural gas  to  heavy  liquid  fuel -3 


19.4 


BIC  2999    gross  component  go(J - 25.6 

Debit  allowance^'special  circumstances..        6.0     — 'S-O 

Net  component  goal -       10.6 


'Negligible  , 

>  An  allowance  was  established  in  lieu  of  data  tor  sprvial 
ircumflances  on  the  basis  of  technical  judgejiieui. 


Subtotal  dfbiu« 
Net  component  goal. 


7.8 


-7.8 
U.« 


D  P'-opo.ed  tuo-digit  net  target  The  proposed  net  target  for  SIC  29  was  developed  In  a 
similar  manner  to  the  proposed  gr««.  target  but  utilizing  net  component  goal£  as  developed 
above 


Vet  target  development 


BICNa 

Total 

2811 

3961 

sges 

ma 

"* 

A-hSLse:  year  eBergy  us^ 
lUu                       -       - 

tn 

10" 

2,934.S 

11  e 
34,  o» 

25.9: 

42 

loeo 

19  29 
7.6 
146 

i  4« 

ao 

7.6 
2016 

IM 

i992 
T  1 

85.630 

A   lirrrtij:  B 

85, 6« 
1  T,  =  net  energy  efflcieBcy  Improvement  — —  =  "  P<"*  tarf»t 

2092 


VI      FINAL    TARGET    DEFTNITIOI* 

.K  C('7!imrnf5  arui  impact  on  proposed  tar- 
gtt  Comments  on  the  draft  target  were  re- 
ceived at  a  public  hean.i)?  conducted  by  FTIA 
on  December  2.  1976,  and  additional  written 
comment.s  were  subsequently  received  by 
FTA  Where  many  comments  addressed  simi- 
lar Issues  they  have  been  summarized  and 
answered  bj^  a  group.  All  the  comments  re- 
ferred to  the  SIC  2911.  petroleum  refining 
component,  except  one  which  addressed  the 
SIC  2952.  asphalt  felts  and  coatings  com- 
pc>nein  During  the  public  comment  period 
there  were  a  number  of  questions  concerning 
the  difference  between  the  target  proposed 
under  the  KPC.\  program  and  the  target  es- 
tablished under  the  prior  FEA  DOC  indus- 
trial efficiency  propram  The  15  percent  tar- 
get eetabllshed  under  the  latter  program  is 
a  gross  tarjjet  set  in  1974,  and  the  impact  of 
special  clrcumstAr.ces  was  not  isolated.  The 
proposed  offsets  for  special  circumstances 
cover  essentially  the  same  type  of  operations 
as  the  Industry  propram  The  final  offsets 
develof>ed  lat^r  In  thi.s  dtx-ument  retain  this 
Identity.  The  net  target  value  can  be  more 
easily  understood  if  It  Ls  considered  to  be  the 
remilt  of  measured  er.ergy  use  divided  by 
the  measured  units  of  production  to  yield 
a  ratio  of  enerjry  un;t.s  m  Btu  per  production 
unit  to  compare  with  the  ba.se  year  ratio 

Some  comments  indicated  concern  that 
some  Individual  companies  would  be  unable 
to  achieve  the  tarpet  reduction  In  energy 
consumption.  The  target  is  a  weighted  aver- 
age and  reflects  a  goal  for  the  entire  SIC  29 
Industry  The  tarpet  is  not  Intended  to  repre- 
sent a  maximum  or  a  minimum  effort  by  any 
particular  company. 

The  fact  that  .s^Dme  firms  have  been  more 
aggressive  than  other*  in  completing  energy 
conservation  ln.siallations  prior  to  the  base 
year  1973  was  pointed  out  in  many  com- 
ments. The  contrlbtuions  of  the  conserva- 
tion measures  to  the  tarpet  did  take  recog- 
nition of  that  fact  in  order  to  evolve  a  mean- 
ingful target  value. 

Setting  tarpei.s  on  the  basis  of  a  specific 
Btu  per  barrel  improvement  for  a  refinery 
was  proposed  by  some  oommenters  In  place 
of  a  percentage  tarpet  While  this  suggestion 
has  Uieoretlcal  merit,  it  would  be  cumber- 
some to  apply  l>eoause  of  the  need  to  estab- 
lish some  standard  on  an  industry  wide  basis. 
For  this  reason,  as  well  as  to  provide  consist- 
ency w^th  the  tarpetfi  for  other  Industries, 
the  perceni4ige  method  was  chosen. 

Many  con'.ments  pointed  out  the  value  of 
t:.e  adjustment  factors  utilized  In  the  Ameri- 
can Petroleum  Institute  voluntary  reporting 
system  form.  The  API  system  Us  comprehen- 
sive and  provides  adequately  f<  r  changing 
conditioii.s  It  Is  the  opmlon  of  FEA  that  Its 
target  setting  procedure  uses  similar  and 
fully  adequate  factors  lor  determining  offsets 
While  the  development  of  the  draft  target 
value  was  made  without  consideration  of  any 
future  leplslativf  ac  tion  to  provide  financial 
Incentives  for  the  installation  of  energy  sav- 
ing mea--ures.  passage  of  such  legislation 
would  certajiily  require  a  re-examination  of 
the  target  S  h  review  Is  provided  for  by 
,sectton  374(d  1   of  EPCA. 

Some  commenters  pointed  out  the  possl- 
billtv  that  current  propress  in  conservation 
wiis  accomplished  by  Installing  the  easiest 
and  least  expensive  meastires  first,  leaving 
the  more  difficult  and  expensive  measures  to 
the  future  Tills  situation  was  recognized  by 
FEA  while  setting  the  draft  target  values. 

It  Is  apparent  that  some  commenters  mis- 
understood the  original  proposed  target  as 
to  whether  the  petroleum  Industry  compo- 
nent goal  was  based  on  Input  or  output  to  the 
refinery  Since  the  petroleum  refining  indus- 
irv  mea.sures  energy  use  in  Btus  per  barrel  or 
feedstock  fed  into  the  refinery  and  since  this 
method  1'  used  in  the  voluntary  Industry  re- 
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porting  program.  PKA's  target  la  bas«d  on  In- 
put activity  to  the  reilnery. 

Some  comments  remarked  tliat  the  per- 
centage emphasis  placed  on  hoasekeeplag  aa 
a  potential  cooservtftion  measure  waa  too 
great  while  others  suggested  It  was  too  small. 
After  re-examining  the  detailed  data  ob- 
tained from  the  Industry.  FEA  concluded 
that  the  proposed  figure  was  reasonable  slue* 
no  new  data  of  a  substantive  nature  was  pre- 
sented. Similarly,  a  divergence  of  opmUji.  was 
received  on  the  potential  coutrlbutlons  to 
energy  conservation  of  process  heat  integra- 
tion and  new  capacity  additions.  Again  no 
change  was  felt  to  be  Juatifled  in  the  original 
evaluation  results,  since  no  substantive  data 
was  submitted  to  correct  tiie  proposed  figure. 

Some  concern  waa  voiced  on  the  selection 
of  10.000  Btu  per  kwhr  as  the  conversion  fac- 
tor for  electricity  Tliia  value  includes  the 
heat  energy  to  generate  the  electricity  The 
voluntary  program  sponsored  by  API  usea 
this  same  conversion  factor.  Tlie  J, 412  Btu 
per  kwhr  factor  Is  used  only  with  Bureau  of 
Census  data  and  is  the  theoretical  heat  con- 
tent of  one  kwhr. 

One  comment  suggested  rejecting  the  in- 
clusion of  loss  recovery  as  au  energy  etficiency 
Improvement  measure  Since  losa  recovery 
represents  a  yield  Improvement  rather  than 
an  energy  efficiency  improvement  it  is  sug- 
gested by  FEA  that  loas  recovery  should  im- 
prove In  energy  efficiency  t  is  obvious  that 
loss  recovery  as  pra/titt-d  in  t:.e  industry  re- 
quires a  different  type  of  technology  than 
that  normally  applied  to  energy  efficiency  im- 
provement In  manufacturing  processes  In 
addition,  the  poeslbllltles  of  abusing  the  Item 
If  used  as  a  credit  against  etficiency  are  sig- 
nificant. 

Much  controversy  surrounds  the  values  as- 
signed as  offsets  for  sucii  items  as  product 
mix  changes,  feed  quality  chant;ea,  lead 
phase-down,  and  environmental  control  re- 
quirements. It  Is  therefore.  Important  to  ad- 
dress the  many  valuable  comments  received 
on  this  subject.  Offset  values  Eu-e  by  defini- 
tion highly  variable  and  are  not  under  the 
control  of  the  Industry  Since  the  net  target 
value  Is  the  result  of  subtracting  the  total 
offsets  from  the  groes  target  It  la  necessary 
to  examine  the  comments  received  on  par- 
ticular offsets. 

I  a)  Crude  mix  changes;  An  Increase  In 
offset  value  from  2  8  percent  to  3.0  percent 
was  considered  Justified  In  the  light  of  com- 
ments received  on  comjjany-speclflc  crude 
Import  projections  Crude  slate  changes  can 
be  Influenced  by  factors  not  wholly  under 
the  control  of  the  Industry,  but  current  In- 
dustry projections  on  sulfur  levels  and  heavi- 
er aver«t;e  crude  mix  were  used  In  the  ad- 
justment art  B  rational  basis  for  considering 
the  future  average  quality  of  crude 

(b)  Gasoline  lead  levels-  It  now  appK-ars 
that  an  overall  lead  level  of  0  5  cc  per  gallon 
will  be  m  etTect  by  1060  Indicating  a  severe 
energy  consumption  penalty  of  about  4.6 
percent  which  can  be  partially  reduced  by 
the  use  of  a  government  appmved  non-lead 
octane  improver,  to  abovit  30  percent.  Any 
major  change  In  these  factors  will  result  In 
a  significant  change  In  energy  consumption 
In  the  Industry  by  the  target  date 

(c)  Air  pollution  control:  Industry  com- 
menters  serlou.sly  questioned  the  4.7  percent 
offsets  proposed  for  air  pollution  control  as 
being  too  high.  This  calculation  was  based 
on  a  specified  mix  of  sul^jr-removal  and  tall- 
gaa  scrubbing  processes  being  Installed  by 
1980  On  review.  It  was  decided  that  the  In- 
creased use  of  energy  efficient  processes 
would  reduce  the  amount  of  energy  con- 
sumed, and  the  offset  was  reduced  to  2.1 
percent. 

(d)  Conversion  from  natural  gas:  No 
rhan«;e  was  Justified  In  this  offset  value,  and 
It  remained  at  0.3  percent. 

(e)  In  addition  some  consideration  was 
given  to  an  offset  for  product  mix  and  de- 


mand changes  Changes  In  the  production  of 
light  products  such  as  gasoline,  and  reduc- 
tions In  imports  projected  for  1960  will  gen- 
erally require  additional  energy  for  refining. 
A  continuing  success  in  yearly  Improvement 
In  motor  car  fuel  mileage  is  assumed  aa  a 
basla  for  the  1980  projections,  and  It  was 
concluded  that  no  major  offset  would  result 
from  product  mix  changes  over  and  above 
the  offset  already  accounted  for  as  a  crude 
mix  change  effect. 

No  offset  was  considered  appropriate  for 
demand  changes. 

The  final  offset  totals  for  SIC  2911  are: 

Crude  mix  changes t —  3.0 

Lead    phase-down 3.0 

Air    pollution    control 2.  1 

Conversion  from  natural  gas 0.3 

Total    8.4 

Use 1 8.0 

One  comment  on  SIC  2952,  (asphalt  felts 
and  coatings)  expressed  concern  that  suffi- 
cient recognition  be  awarded  to  necesaaiT 
non-dlscretlonary  offsets  for  this  Industry, 
Including  new  energy  Intensive,  pollution 
control  requirements  and  changes  In  raw 
materials  specifications.  Recognition  waa 
given  in  the  final  offset  value  for  this  com- 
ponent to  account  for  these  factors. 

B.  Final  target  value.  While  the  evaluation 
of  comments  resulted  In  some  reallocation 
of  offset  values,  the  total  value  of  offsets  re- 
mained unchanged  from  the  draft  target 
value.  There  were  no  comments  received  and 
evaluated  that  resulted  in  any  change  in  the 
i;ross  target  value  and  therefore  It  remained 
at  20  percent.  The  8  percent  offsets  for  SIC 
2911  was  then  applied  to  the  entire  SIC  29 
Industry  due  to  the  overwhelming  weight  of 
energy  consumed  by  that  component. 

The  Impact  of  the  gross  target  of  20  per- 
cent on  the  industry  total  consumption  of 
energy  in  1980  as  compared  to  1972  Is  as  fol- 
lows for  SIC  29: 

fl972  rpflninj;  PnprKy  =  r*5,400  Btu.'bbl.) 

19T2    total   constmiption    at   685.400   8111,1)51   and   11.7 

NlMbbl  refining  inpm=2.99X10"  Btu. 
1*0  Total  eonsiimption  at  80  pct.X'«5.400  Btu/bbl  »iid 

15.7  M.Mbbl  (SIC  2911  portioo  =  'J8  pel. 

^MS.300X15.^X10.X365^3^^,^.3^ 

It  Ls  seen  that  while  refinery  input  Is  In- 
creased by  34  percent  from  117  MMBPD  to 
15.7  MMBPD  that  the  total  energy  consump- 
tion wlU  Increase  only  by  7.3  percent  from 
2  99  quads  to  3  21  quads. 

The  gross  energy  savings  In  the  target  year 
alone  with  achievement  of  the  30  percent 
target  would  be: 

(20  pctX'W5.40m  X15.7Xl0rX365 
0.98 

0.8X10" Btu'3=0.8  quads 

The  final  SIC  28  two-digit  target,  therefore, 
was  arrived  at  as  foUows: 


P«roent 


Grnfis  target  i  based  on  maiimmn  enerfry 
efficiency  achievable  without  ransideratioa 
0/  special  circumstacces  or  oondiUons  of  tba 
industry) 30 

Off'^  t  (required  for  special  Industry  clroum- 
<'ii.rirBs  and  conditions) _  S 

Nit  lareet  (bas«l  on  maiimuin  efficiency 
achievable  with  consideration  ot  special 
aircumstarices  and  conditions) 13 


AppKNorx  P:  Statement  of  Basis  axb  Justi- 
fication rOB  THE  ENEKGT  EmCHNCT  IM- 
PBovcMENT  Target  ros  SIC  33 — Stoni. 
Clay,  and  Glass  Peodctcts 

I.    INDUSTRY    description   AND    ENERGY    BASX 

The   stone,    clay,    and    glass    products   in- 
dustry.    Standard     Industrial     Classlflc^itlon 


(SIC)  32,  Is  a  grouping  of  27  four-digit  prod- 
uct classifications.  The  following  table  Il- 
lustrates the  approximate  energy  consump- 
tion for  each  of  the  four-digit  clas-siflcations 
d.uring  the  base  year: 


BIG 


ladnstry 


1972  anergy 
co[i5aiD«3, 
w  utu't 


Percent 


3341 

3211 
32:il 
,122y 
32% 
3231 
3274 

3251 
32S9 

3271 
3272 
3273 
327S 

3255 
3291 
22»7 

32.53 
32t)l 
3262 
32t<3 
32t>4 
32l.a 

.3281 
32^2 
3210 
3255 
3209 


Itrdraulic  cement 

Lihiss  products: 

Flat 

C  onlaioer 

Pressed  and  blown 

Mineral  wool 

Purchased  gla^ 

Lime 

binictuialciayprodacts:. 

Brick  and  tile 

Products,  NEC 

Concrete  products: 

Block  and  brick 

Products,  NEC 

Heady  mix  concrete... 

(iypsum 

Kefractories: 

CUy 

Nonclay 

Abrasives 

H  hileware  products: 

Wall  ai;ui  floor  tile 

Plumbing  fixtures 

V'itreons  china „ 

Earthenware 

EU'ctrical  porcelain 

I'ottery,  NEC 

Mineral  products: 

Cut  stone 

Asbestos 

(laskets 

Minerals ._ 

ProdDet8,NEC 


504.8 


34.5 


TO.  2 

4.8 

150. 9 

10.3 

79.0 

5.4 

51.3 

3.5 

17.0 

1.2 

106.0 

7.3 

92.9 

6.4 

27.9 

1.9 

19.5 

1.3 

32.6 

2.2 

82.0 

5.8 

49.2 

3.4 

25.5 

L7 

13.6 

.9 

37.3 

2.6 

7.2 

.5 

9.7 

.7 

3.3 

.2 

3.0 

.2 

7.4 

.5 

4.7 

.3 

6.1 

.4 

15.5 

LI 

7.4 

.5 

27.  • 

L9 

9.9 

.7 

Energy  sources  for  SIC  32  In  1972  were: 


Form  of  ener^ 


Fuel  oil 

Natural  gas 
Coai,eol[e.. 
Electricity. 
Other 

Total 


IQUBtn 

Percent  of 
total 

MB.S 

M 

8U.« 

au.1 

108.9 
131.6 

H 
U 
7 
9 

1,46L8 


100 


While  these  product  classifications  rely  <mi 
a  variety  of  manufacturing  processes,  simi- 
larities among  products  or  processes  per- 
mitted the  grouping  of  the  27  four-digit 
classifications  into  the  following  nine  major 
categories  to  facilitate  the  required  analysis: 

1.  Hydraulic  cement.  SIC  3241  Includes 
companies  primarily  engaged  in  manufactur- 
ing hydraulic  cement,  including  portland, 
natural,  masonry,  and  pozzolan  cements. 

2.  Glass  products.  SIC  3221,  3211.  3229.  3296, 
and  3231  group  companies  engaged  In  the 
manufacture  of  glass  and  glassware  Includ- 
ing flat  glass,  glass  containers,  mineral  wool 
(including  fiberglass  liisuiation ) ,  &nd  prod- 
ucts made  from  purchased  glass. 

3.  Lime.  SIC  3274  describes  companies 
which  manufacture  quicklime,  hydrated  lime, 
and  "dead-burned"  dolomite  from  limestone, 
dolomite  shells,  or  other  substances. 

4.  Structural  clay  products.  SIC  3251  and 
3259  Includes  manufacturers  of  brlcS  and 
structural  clay  title,  and  clay  sewer  pipe. 

5.  Concrete  products.  SIC  3273.  3271,  and 
3272  Includes  companies  which  manufacture 
concrete  building  block  and  orlck  and  other 
products  from  cement  and  aggregate;  and 
companies  which  manufacture  and  deliver 
Portland  cement  concrete  in  a  plastic  and 
unh-ardened  state. 

6.  Gypsum.  SIC  3275  Includes  manufactur- 
ers of  plaster,  plasterboard,  and  other  prod- 
ucts composed  wholly  or  chiefly  of  g^ypsum. 

7.  Refractory  and  abrasive  products.  SIC 
3255.  3297.  and  3291  Includes  companies 
which  manufacture  clay  and  nonclay  refrac- 
tories and  abrasive  products. 

8.  Whiteware  products.  SIC  3261.  3264,  3253, 
3269,  3262.  and  3263  Include  companies  which 
manufacture  china  and  earthenware  articles. 
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porcelain    electrical    supplies,    and    ceramic 
wall  and  floor  tUe. 

9.  Mineral  products  SIC  3295,  3292,  3381. 
8293,  and  3299  Include  companies  which  man- 
ufacture gaskets,  compression  packings, 
molded  packings,  oil  se»ls.  mechanical  seals. 
commodities  composed  wholly  or  chiefly  of 
asbestos  (except  asbestos  paper),  and  other 
nonmetalUc  mineral  products,  as  well  as 
companies  which  op>erate  without  a  mine  or 
a  quarry  and  specialize  In  crushing,  grinding, 
pulverizing,  or  otherwise  preparing  clay,  ce- 
ramic, and  refractory  minerals  and  companies 
which  cut.  shap>e.  and  finish  marble,  granite, 
slate,  and  other  stone  for  building  and  mis- 
cellaneous uses. 

n.    criteria    roB   APPLicAsiLrry    of   pi.)Tential 

CONSERVATION     MEASURES 

A  large  number  of  potential  energy  con- 
servation measures  were  considered  Each 
potential  measure  was  evaluated  in  regard 
to  Its  acceptance  on  the  ba.sls  of  technologi- 
cal and  economic  feasibility.  The  measures 
which  were  screened  and  the  results  of  the 
screening  process  are  given  In  Section  IV 
below. 

A.  Ter/inoiosricai  feasibility.  Each  poten- 
tial conservation  measure  was  evaluated  ac- 
cording to  the  following  criteria  to  deter- 
mine U  it  was  technologically  feasible: 

»1.  Could  the  measure  be  implemented  in 
time  to  have  an  Impact  on  eneregy  consump- 
tion by  January  1,  1980? 

2.  ci)uld  the  measure  provide  significant 
energy  savings  within  an  Industry  com- 
ponent; would  such  savings  have  an  Im- 
pact on  SIC  32  energy  consumption? 

3.  Has  the  measure  been  demonstrated 
commercially  In  the  U.S.  by  1975  (If  It  re- 
quired significant  process  modifications  or 
equipment  additions) ,  or  has  the  measure 
been  demonstrated  commercially  in  a  for- 
eign  country? 

Each  measure  was  further  screened 
against  the  following  criteria: 

1.  Could  the  measure  lower  the  quality  of 
the  product  produced  to  an  unmarketable 
level? 

2.  Could  the  measure  decrease  production 
rates  to  a  noncompetitive  level? 

3.  Could  the  measure  cause  an  undesirable 
Interaction    with    other    measures? 

B.  Econcrmic  practicability.  An  after-tax 
discounted-cash-flow  return  on  Investment 
analysis  based  on  the  following  assumptions 
was  used  to  evaluate  the  economic  practi- 
cability of  those  technically  feasible 
measures : 

1.  Project  Ufe  was  fixed  at  10  years  (with 
some  exceptions) . 

2.  A  single  Initial  capital  Investment  was 
Bs.su  med. 

3  A  straight-line  depreciation  rate  over 
the  life  of  the  project  was  allowed. 

4.  Fuel  costs  were  set  at  t2. 60  million  Btu 
for  fossil  fuels  and  $7.50,  million  Btu  equiv- 
alent for  electrical  power. 

.  5.  Unless  otherwise  specifically  Identified 
as  a  substantial  change,  all  changes  In  cost 
of  labor,  power,  maintenance,  and  supplies 
were  considered  to  be  offsetting  and  to  result 
in  negligible  changes  In  operating  costs. 

6  A  60  percent  effective  federal  and  state 
tax  rate  was  used,  and  all  other  taxes  and 
tax  credits  were  assumed  to  be  offsetting  or 
negligible. 

7.  The  hurdle  rate  for  return  on  invest- 
ment (ROI)  was  set  at  15  percent  based  on 
Industry  practice. 

Several  other  simplifying  assumptions 
were  Implicit  In  the  rettim  on  Investment 
analysis.  Production  capacity  and  operating 
dollars  were  assumed  to  be  constant.  The 
installed  capital  cost  of  a  proposed  project 
was  based  on  costs  of  actual  projects  com- 
pleted In  the  1974-1975  period  or  engineering 
estimates  of  the  installed  costs  where  actual 
project  data  were  not  av&Uable. 

The  return  of  Investment  analysis  produced 
a  set  of  eoonomlcally  feasible  conservation 
measures. 


ni      CAPITAL    spending    DECTSIONS    AWT 
riNANClNC    CONSTRAINTS 

Tl^e  set  of  technically  and  economically 
feasible  measures  was  further  screened  for 
the  avallablUty  of  capital  within  SIC  32  to 
obtain  an  optimum  set  of  meastires  upon 
which  to  base  the  target  The  results  of 
the  return  on  Investment  analysis  are  out- 
lined first  In  this  section  and  then  the 
availability  of  capital  is  considered  The  re- 
sults of  this  final  screening  are  those  mea- 
sures discussed  in  Section  IV 

A.  Required  return  on  investrr}ents.  Most 
of  the  technically  feasible  energy  conser- 
vation measures  fell  Into  one  of  two  groups. 
In  the  first  group,  the  rate  of  return  was 
above  26  percent,  a  figure  substantially  In 
excess  of  the  Industry  hurdle  rate  of  16  per- 
cent. The  other  group  contained  potential 
measvires  whose  calculated  rate  of  return 
was  under  5  percent.  These  latter  mea-svires 
were  not  economically  practicable  In  tlie 
few  situations  where  the  calculated  return 
on  Investment  was  close  to  the  15  percent 
hurdle  rate,  the  sensitivity  of  the  ROI  to  the 
assumed  capital  Investment  vkas  examined 
In  the  final  assessment  of  the  economic 
feasibility  of  a  given  energy  con.servation 
measure 

B  Capital  spending  priorities.  The  next 
question  that  was  considered  In  arriving  at 
an  evaluation  of  the  economic  practicability 
of  a  given  measure  was  the  availability  of 
the  capital  funds  required  to  Implement  It. 

Every  Industry  regards  Investment  for  en- 
ergy conservation  as  one  of  a  number  of  al- 
ternative demands  on  the  available  capital 
funds  If  a  proposed  investment  offers  a  suf- 
ficiently high  return  on  Investment.  It  will 
be  considered  further  and  will  be  evaluated 
with  resf)ect  to  the  current  priorities  and 
strategy  of  the  business  Investments  which 
are  generally  considered  to  take  priority 
over  energy  conservation  investments  include 
those  required  to: 

1.  Comply  with  laws  and  regulation.*;. 

2.  Ensure  the  Immediate  survival  of  the 
business. 

3    Maintain  m,irket  .share. 

4.  Assure  supplies  of  essential  raw  mate- 
rials or  energy. 

6.  Expand  production  capacity  to  provide 
for  anticipated  growth. 

Energy  conservation  Is  usually  In  the  de- 
ferable category  to  be  funded  from  any  sur- 
plus left  after  non-dlscretlonary  Investments 
have  been  budgeted  The  size  of  this  discre- 
tionary fund  was  determined  by  first  esti- 
mating the  total  amount  of  money  available 
to  each  component  industry  for  capital  In- 
vestments during  the  period  1972-1980  Data 
on  past  Investment  levels  from  the  Annual 
Survey  of  Manufacturers  published  by  the 
U.S.  Department  of  Commerce.  Bureau  of 
the  Census,  were  used  as  the  Indicator  of 
the  ability  of  the  Industry  to  generate  and 
borrow  capital  for  new  plants  and  equip- 
ment From  the  aggregated  financial  capabil- 
ity of  SIC,.32,  allocated,  estimated,  and  pro- 
jected expenditures  during  the  target  period, 
Including  expenditures  for  capacity  Increases, 
compliance  with  environmental  and  other 
regulations,  assuring  supplies  of  raw  material 
and  energy  (Including  conversion  to  les,s 
scarce  energy  forms  i ,  and  for  any  other 
known  high  priority,  non-dlscretlonary  cap- 
ital expenditure  were  subtracted  Where  the 
Individual  data  were  insutBclent  for  such 
detailed  calculations,  It  was  assumed  that 
the  funds  available  for  energy-conserving 
measures  represented  33  percent  of  the  total 
available  capltaJ  funds.  The  amount  of  re- 
maining funds  determined  the  extent  to 
which  the  Industry  could  Implement  the 
technically  and  economically  feasible  energy 
efficiency  Improvement  measures 

IV  POTENTIAL  ENERGY  CONSERVATION  MEASURES 
AND  RTFOBTS  TO  REDUCR  USE  OF  PETBOLRTTlf 
PRODUCT8  Am)  NATTTRAL  OAS 

A  more  detailed  treatment  of  potential 
conservation  measures  can  be  found  In  the 


target  support  documents  which  rire  a  ■ 
able  for  examination  as  Indicated  In  ll.e 
body  of  this  notice  The  principle  measurPj 
are  listed  here  by  Industry  group  and  include 
measures  which  were  eliminated  by  either 
the  technological  or  economic  screening. 
A.  Pofenttai  measures  identified — 1.  ifjc 
drauHc  cement.  SIC  3241.  The  following 
me«i6ures  contributed  to  the  goal  for  this 
component : 

(a)    Maintenance  of  kiln  seals. 
(b»    Improved  refractories. 
(CI   Cooling  of  kiln  shell, 
(d)    Reduction  of  gas  and  dust  heat  lofi» 
by  using  chains 

(ei    Reduction  of  water  In  feed 
(fi    Conversion  of  dry  process  kiln 
(g)    Conversion  to  preheater  kiln 
(hi  Use  of  aU.ernate  raw  materials 
( 1)  Production  of  blended  cement 
Measures  considered  but  eliminated  by  the 
screening  criteria  discussed  above  Included- 

(a)  Use  of  new  stationary  kilns 

(b)  Waste  heat  drying. 

ic)  Ose  of  roller  mills  in  finish  grinding, 
(d)  Use  of  grinding  aids  In  finish  grinding 
le)  Increasing  alkali  content  of  product 

2  Glass  products.  SIC  3221.  3211,  3229. 
3296  and  3231  The  following  measures  con- 
tributed to  the  goals  for  the  glass  product 
Industry   components: 

(ai  Improved  combustion  control 

(b)  Improved  regenerator  brick. 

(c)  Secondary  heat  recovery. 

(d)  More  eCBclent  lehrs. 

( e)  Use  of  waste  heat  boilers. 

if)  Increased  furnace  Insulation 
Measures    considered    but   eliminated    In- 
cluded: 

(a)  increased  electric  boosting 

(b)  Oxygen  enrichment  (feasible  for  min- 
eral v^K>l  SIC  3296)  . 

(c)  Batch  preheating. 

(d)  All  electric  meltmg  (feasible  for  min- 
eral wool  SIC  3296 ) . 

3  Lime.  SIC  3274.  The  following  measures 
contributed  to  the  goal  for  SIC  3374: 

(ai  Addition  of  coolers  to  kiln, 

(bi    Use  of  internal  refractory  elements. 

(c)  Conversion  to  preheater  kUn  or  mod- 
ern vertical  kiln 

(d)  Switching  to  coal  as  fuel. 

Measures  considered  but  eliminated  In- 
cluded: (a)  Replacement  of  small  kilns  with 
large,  (b)   Installation  of  control  systems 

4  Structural  clay  products,  SIC  3251  and 
3259  The  following  measures  contributed  to 
the  goals  for  these  components:  (a)  Kiln 
modernization     (b)    Kiln   replacement. 

Measures  considered  but  eliminated  In- 
cluded: (a)  Increased  coring  of  brick,  (b) 
FHiel  additives  to  unbtirned  brick. 

5.  Concrete  products.  SIC  3273.  3271.  and 
3272. 

The  following  measures  contributed  to  the 
component  goals: 

(a)  Conversion  from  gasoline  to  dlesel  for 
delivery. 

(b)  Improved  fuel  economy  in  delivery 

(c)  Improved  curing  cycle. 

Measures  considered  but  eliminated  in- 
cluded (a)  Use  of  continuous  cvire  ovens 
(b)   Ambient  air  cure 

6  Gypsum,  SIC  3275  The  following  meas- 
ures contributed  to  the  component  goal: 

(a)  Improved  combustion  in  calcining 

(b)  Reduction  of  stack  heat  loss. 

(c)  Conversion  from  batch  to  continuous 
calcining 

(d)  Additional  or  improved  Insulation. 
(6)    Reduction  of  water  content  of  board 

(f)  Reduction  of  bulk  density  of  board. 
The  following  measure  was  considered  but 

eliminated:    (a)   Conversion  from  Indirect  to 
direct  fired  driers 

7.  Refractory  arid  abrasiv-es  products,  SIC 
3255,  3297,  and  3291  Tbe  following  measure* 
contributed  to  tbe  refractory  product  go&l*: 
(a)  Kiln  modernleatlon.  (b)  Improved  kUn 
utilisation. 
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The  following  measure  was  considered  but 
eliminated:  (a)  Lowered  prooeaatng  water 
content. 

8.  Whiteic^are  products.  SIO  3261.  3204, 
3253.  3269.  3262.  and  3263.  The  foUowlng 
meaaures  contributed  to  the  component 
eoals:  (a)  Kiln  modernization,  fb)  Kiln 
replacement,  (c)  Optimization  of  kiln  firing 
schedule. 

The  following  measure  was  considered  but 
eliminated:  (a)  Lowered  processing  water 
content. 

9  Mineral  products.  SIC  329S.  3292.  3281. 
3293.  and  3299  The  following  measures  con- 
tributed to  the  component  poals: 

(a)  Improvements  In  material  handling 
and  conveying 

(b)  Pyro-procesalng  equipment  modifica- 
tion or  replacement 

The  following  meamire  was  con-stdered  but 
eliminated-    fal    Ambient  air  ctire. 

In  addition  to  the  specific  meas'ires 
enumerated  above,  many  eeneral  conserva- 
tion measures  referred  to  as  housekeeping 
contributed  to  the  enenry  efficiency  Improve- 
ment potential  of  e»ch  Induftry  component. 

B  Efforts  to  redure  '^onsnmption  of  petro- 
leum products  and  natural  gas  Since  1972. 
significant  chancres  have  occurred  In  the  em- 
phasis which  Industry  places  on  energy 
planning  and  mana^Tement  Because  Of  the 
scarcity  of  natural  traa  there  has  been  some 
shift  In  the  pattern  of  enerey  consmmptlon 
by  SIC  32  Industries  Repor*a  submitted  as 
part  of  the  Joint  FE.A-Department  of  Com- 
merce Voluntary  Industrial  Er.erey  Coniser- 
vatlon  Program  and  the  survey  of  enersr 
uaace  in  1974  by  the  Bureau  of  CerwiiLS  (.An- 
nual Survey  of  Manufactures  1074  Vol.  4  2. 
Fuels  and  Electric  Enere>-  Consumed!  Indi- 
cate that  the  u.se  of  natural  eas  Is  declining 
and  the  use  of  oU  and  electricity  Is  rising. 
For  instance: 

1.  The  cement  reporting  srroup  showed  a  6 
percent  decline  In  the  relative  gaa  usage  be- 
tween 1972  and  1975  with  a  corresponding 
Increase  in  the  UKe  of  coal 

2.  The  refractories  reporting  eroup  showed 
a  6  percent  decline  In  the  relative  gas  u.'«age 
between  1972  and  1974  with  a  corresponding 
lncrea.se  in  the  use  of  fuel  oU. 

3.  The  flat  glass  and  pres,se(i  and  blown 
glass  reporting  groups  showed  a  6  percent  de- 
cline !n  the  relative  gaa  usage  between  1973 
and  1975.  with  a  corresponding  lncrea.se  In 
the  use  of  fuel  oO. 

4.  The  brick  rep>ortlng  group  showed  a  5 
percent  decline  In  the  relative  use  of  gas 
between  1972  and  1975.  with  a  correspond- 
ing Increase  In  the  use  of  fuel  oU  and  coal. 

5.  The  Bureau  of  Cen.sus  flgures  for  SIC  32 
indicate  a  2  percent  decline  In  the  relative 
use  of  natural  gas  between  1971  and  1974. 
Fuel  oil  usage  increased  7  percent  while  coal 
usage  decrea.5ed  4  percent. 

For  a  majority  of  manufacturers  in  SIC  32, 
fuel  oil  and  liquified  petroleum  eas  fuels  are 
the  only  practical  alternatlvefi  to  natural  gas. 
In  some  ca.se8.  replacing  exLstlng  processing 
equipment  with  electrically  heat«d  equip- 
ment la  also  technically  fea-;lble.  Conversion 
to  coal  usually  requires  an  ash-free,  and 
sometimes  sulfur-free,  combustion  product 
which  will  not  affect  product  quality.  Such 
coal -firing  technology  will  not  be  generally 
available  on  a  commercial  basis  before  1980: 
and.  therefore,  conversion  from  natural  gas 
and  oil  by  a  majority  of  the  SIC  32  Industrie* 
Is  not  likely  to  occur. 

However.  In  a  few  SIC  32  cr)mf>onents  5uch 
as  cement,  lime  and  mineral  products  coal 
currently  repreeenta  a  hlg-her  percentasre  of 
the  energy  onaumed  than  In  1972  The  pyro- 
processlng  equipment,  such  as  rotary  kilns, 
used  In  theee  Industries  can  utilize  any  foe- 
■Q  fuel,  and  the  pnxluct  quality  spectflca- 
tloaa  can  accept  tbe  Impurities  generated  by 
tlM  ooxnbuatkm  of  the  coal.   In   each   case. 


the  conversion  Is  made  primarily  for  busi- 
ness reasons.  Including  the  unATSil  ability  of 
natural  gaa.  Securing  reliable  coal  stocks  of 
consistent  quality  and  avoiding  emissions 
whlcSi  exceed  ambient  air  quality  staadarda 
are  two  barriers  which  can  affect  the  decision 
to  use  cocU.  The  conversion  to  coal  In  some 
component  Industries  could  Increase  the  rel- 
ative percentage  of  energy  supplied  by  that 
fnel  from  the  18  percent  leveJ.  In  1973  to  a 


maximum  of  about  40  percent  In  1990.  Such 
conversion,  however,  is  not  anticipated  to 
result  in  any  significant  reduction  In  energy 
efflclency. 

V.    PROPOSED    TAECPT    DOTSTTlOti 

A.  Component  goals.  The  analyses  out- 
lined above  and  detailed  In  the  target  sup- 
port document  resulted  In  tbe  followtnf 
energy  efficiency  Improvement  gocUs  for  each 
ot  the  four-digit   SIC  classlfloatloas: 


A 

B 

C 

1980  energy 

usage  ao"Btn) 

BIG 

At  1972 

At  1980 

ComponeJit 

elBcieocy 

etBdeBey 

goal  (percent.^ 

ITvdmanf  ccmimt 8241 

591.48 

483.19 

'18.3 

Ula.«  pTT>1nrt: 

<  onlalners 8221 

196.38 

17L60 

13.1 

Flat 8211 

88.91 

68.82 

22.6 

PTfSSfd  and  MowB 8229 

92.  M 

74.96 

19.0 

Mln<Tal  wool 8296 

62.40 

61.79 

17.0 

l'urchas.:d  glass 8231 

19.19 

1S.2S 

20.5 

I.inie 3274 

132.12 

112.41 

14  8 

tftnirtural  clay  products; 

Brick  snd  tile 3251 

1(18.82 
30.23 

89.23 
24.91 

18  0 

Prodnrlj!,  n.p.r.   ...     ...3259 

17.8 

Concrete  products: 

Ready-mil  concrete 8273 

95.89 

88.25 

13.2 

Block  and  brick -        8271 

22.86 
38.18 

19.06 
94.59 

16.6 

f'roducts,  n.e.c 8272 

9.4 

Oyjisnm 8275 

51.58 

C97 

16.7 

Refractory  products: 

Clay                                                                                               1BW5 

33.09 
48.96 

28.13 

44.06 

15  0 

10.  n 

.Mirasives 82DI 

17. 2S 

14.63 

15.0 

W  hitcware  products: 

I'lumbing  flituTPS 8261 

11.38 

9.67 

15.0 

Electrical  porcelain ..    8264 

9.08 

7.71 

15.1 

\Vall«nd  floor  tile 8253 

7.87 

892 

12.1 

Potterv.  n.p.r „ 3269 

i.m 

4.31 

15.0 

Vitreous  cfiina „  8262 

XM 

3.00 

15.3 

Karthcnware 3283 

A21 

2.7S 

15.0 

Mineral  products: 

Minprals 8295 

88.99 

39.15 

14.  J 

Asbestos 3292 

1&I8 

16.15 

16.7 

Cut  stone           -  -  - -  -  -^         8281 

7.16 
9.33 

5.27 
7.96 

26.4 

(raskets 1 8293 

14.7 

I'roducts,  n.e.c 8299 

12.02 

11.56 

3.8 

Total 

1,752.60 

1,462.46 

•16.65 

'  Final  SIC  3241  poal=i5.T  pet. 
Final  SIC  larget  =  15.68  pet  (rounded  off  to  16  pet). 

B   Proposed  two-digit  gross  target.  The  SIC 

32  propxwed  gross  target  Is  the  percentage 
reduction  In  energy  consrumed  per  unit  of 
output  from  the  bafie  year  (1972)  to  the 
target  year  (1980)  without  consideration  of 
special  circunxstancen  Aggregating  the  com- 
ponent ener^-y  efficiency  goals  into  a  pro- 
IX)eed  groes  energy  efflclency  Improvement 
target  for  the  entire  stone,  clay,  and  glass 
indu.stry  was  accompll.shed  by  weighting  the 
contribution  of  each  component  in  terms  of 
Itfl  relative  total  energy  consumption.  This 
Involved  estimating  for  e«kch  of  the  27 
component* : 

(a)  Energy  per  unit  of  output  consumed 
In  1972. 

(b)  Teohnoloclcally  feasible  means  to  im- 
prove energy  utilization. 

(c)  What  fraction  of  the  above  means 
would  be  Implementable  by  January  1,  1980, 
ba.sed  on  economic  practicability. 

(d)  A  forecast  of  1980  output. 

(e)  E^nergy  consumption  In  1980  at  1972 
efflclency. 

(f)  Energy  consumption  In  1980  at  1980 
efflclency. 

(gl    Enerey  savings  in   1980  by  implemen- 
tation of  1980  efficiency  Improvement  means. 
(h^    Item    (g)    divided    by    Item    (e),    ex- 
pressed as  a  percentage. 

.The  percent  reduction  In  energy  consumed 
per  unit  of  industrial  output  was  calculated 
by  dividing  290.14X10"  Btu.  the  energy  saved 
by  the  use  of  conseirt'atlon  measures,  by  the 
ineo  energy  consumption  at  1972  efficiencies 
(1752  60-  loa  Btu).  The  proposed  gross  tar- 
get for  energy  efficiency  Improvement  in  SIC 

33  which  was  determined  to  be  technically 
and  economically  feasible  was  17  percent. 


C.  Special  circumstances  effects.  In  the 
case  of  SIC  32,  the  proposed  gross  target  sJso 
represented  the  net  energy  efficiency  Im- 
provement target  because  spyeclaJ  circum- 
stances affecting  the  Industry  were  judged  to 
have  no  Impact  on  future  energy  consump- 
tion which  would  affect  the  target  value. 

The  signlflcant  capital  Investments  that 
have  already  been  made  by  the  Industry  for 
pollution  control  equipment  and  the  an- 
ticipated additional  expenditure  in  the  1976- 
1980  period  were  taken  Into  account  In  as- 
sessing the  funds  available  to  finance  energy - 
saving  capital  projects.  While  the  amount  of 
energy  consumed  In  operating  pollution  con- 
trol equipment  was  examined,  PEA  con- 
cluded that  the  operations  of  existing  pollu- 
tion control  equipment  has  caused  negligible 
Increases  in  energy  consumption.  Any  future 
Indt-eases  In  energy  consumption  resulting 
from  equipment  Installed  to  meet  1977  en- 
vironmental standards  wUl  be  off-set  by 
grains  In  energy  efficiency  resulting  from 
more  efficient  process  equipment  Installed  to 
meet  growing  market  demand. 

D.  Proposed  two-digit  net  target.  The  pro- 
posed net  target  for  SIC  32  was  17  percent, 
the  same  as  the  proposed  gross  target. 

VI.    FINAl.   TABGET   DEFINmON 

A.  Comments  and  impact  of  proposed 
target.  Testimony  given  at  the  December  9, 
1976,  public  hearing  conducted  by  PEA  and 
timely  written  conunents  received  by  PEA  on 
the  proposed  target  for  SIC  32  were  reviewed 
by  FEA.  Where  different  comments  addressed 
similar  Issues,  they  have  been  summarized 
and  responded  to  below  as  a  group. 
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Some  comments  were  concerned  wltli  the 
difficulty  tn  achieving  the  energy  e0>clency 

Improvement  goals  of  certain  components  In 
view  of  the  limited  progress  made  toward 
those  goals  since  1972  and  the  short  time  re- 
malltng  until  January  1,  1980,  In  which  to 
undertake  the  extensive  capital  equipment 
modernization  program  on  which  the  Im- 
provement was  based.  Section  874 (a)  (2)  of 
the  EPCA  provides  that  each  target  shall  be 
established  as  the  maximum  feasible  Im- 
provement which  can  be  achieved  by  Jan- 
uary 1,  1980,  and  PEA  has  no  discretion  in 
setting  targets  outside  the  statutory  re- 
quirements. 

Several  comments  disagreed  with  the  en- 
ergy constrmption  figures  for  the  base  year 
1972.  After  evaluating  these  comments  PEA 
concludes  that  the  data  used  in  this  study, 
which  were  derived  from  the  US.  Bureau 
of  Census  data,  represent  the  best  informa- 
tion available  for  the  whole  industry. 

Several  comments  concerned  the  possibil- 
ity that  energy  consumed  by  one  four -digit 
classification  was  incorrectly  attributed  to 
another  classiQcation,  or  that  potential  en- 
ergy conservation  measures  were  incorrectly 
attributed  to  one  component  that  properly 
should  be  attributed  to  one  or  more  different 
industry  comf)onents  Two  comments  con- 
cerned the  possible  inclusion  In  figures  for 
consumption  for  SIC  32  components,  of  the 
energy  required  for  the  capitive  production 
of  SIC  32  products  as  raw  materials  by  indus- 
tries outside  SIC  32.  FEA  has  carefully  re- 
viewed the  data  applicable  to  those  com- 
ments and  has  concluded  that  the  original 
data  were  accurate. 

Eight  comments  were  concerned  with  the 
actual  achievement  of  component  goals  or 
the  Industry  target  by  individual  companies. 
The  component  goals  represent  the  maxi- 
mum feasible  Improvement,  as  determined 
by  FEA  for  the  industry  components.  No 
goals  were  developed  for  individual  compa- 
nies. The  Industry  target  Is  a  weighted  aver- 
age of  the  component  goals  and  is  not  in- 
tended to  be  indicative  of  the  potential  of 
an  individual  company. 

A  substantlEil  area  of  concern  by  com- 
menters  was  the  degree  to  which  individual 
measures  for  Improving  energy  efficiency  are 
applicable  throughout  an  Industry  compo- 
nent and  the  extent  to  which  various  com- 
binations of  measures  can  be  aplled  within 
an  IndividuEil  plant  or  company.  Some  com- 
ments disagreed  with  the  target  support 
document  on  the  extent  to  which  specific 
measures  were  applicable.  The  grounds  for 
this  disagreement  included  (a)  differing 
judgments  concerning  the  extent  to  which 
a  measure  had  been  applied  prior  to  1972. 
(b)  potential  adverse  effects  on  product 
quality  for  some  markets,  (c)  potential  in- 
creases in  operating  or  maintenance  costs, 
(d)  potential  Increases  In  production  rate 
and  (e)  limitations  on  raw  materials  choices 
imposed  by  the  mea-^ure.  Two  comments 
questioned  whether  the  energy  savings  to  be 
achieved  by  installing  a  combination  of 
measures  had  been  properly  evaluated  be- 
cause the  net  savings  from  a  combination 
could  be  significantly  less  than  the  sum  of 
the  individual  savings.  Four  comments  ques- 
tioned whether  the  degree  of  energy  savings 
potential  for  specific  measures  could  be 
achieved  throughout  the  industry  compo- 
nent. 

In  fact,  these  considerations  were  an  in- 
trinsic part  of  the  analysis  of  potential  con- 
servation measures  and  had  been  carefully 
considered  In  the  Judgments  made  concern- 
ing technical  feasibility,  the  applicability  of 
the  technical  measures  alone  and  in  com- 
bination, and  the  average  energy  efficiency 
Improvement  attainable  by  various  measures. 
In  many  cases,  the  objections  of  comments 


were  based  on  the  experience  of  an  individual 
company  or  a  segnient  of  the  Industry  com- 
ponent and  are  not  representative  of  the 
entire  comixinent. 

"ITie  economic  practicability  of  Individual 
measTires  on  the  plant  and  component -wide 
basis  was  another  area  which  generated 
negative  comments.  These  comments  ad- 
dressed the  following  Issues :  the  estimates  of 
capital  costs  of  the  plant  and  equipment 
modifications,  tbe  fuel  costs  assumed,  and 
the  ability  erf  the  industry  com.ponent  to 
generate  the  amount  of  capital  needed  to 
achieve  the  level  of  Implementation  Included 
in  the  target 

Three  comments  questioned  the  validity  of 
the  estimated  capital  cost  figures  used  in  the 
return  on  investment  calculations  for  cer- 
tain equipment  modifications  or  replace- 
ments. The  capital  coet  figures  used  were 
based  on  reports  in  the  technical  literature, 
or  data  from  individual  companies  concern- 
ing the  costs  of  actual  plant  modernization 
projects  completed  during  1972  1975  and 
estimates  by  engineering  firms,  construction 
firms,  and  equipment  suppliers  of  the  costs 
of  various  modifications  for  which  sictual 
costs  were  not  available.  Ttie  higher  cost 
figvires  stated  in  some  of  the  c'omnients  rep- 
resented the  experience  of  a  few  companies 
or  estimates  of  future  construction  costs 
and  are  no  more  reliable  Indicators  of  the 
probable  costs  for  the  entire  lnd\istry  than 
the  figures  used  by  F'EA  in  the  rettim  on 
Investment  calculations.  Because  of  the  sig- 
nificant use  of  data  from  actual  moderniza- 
tion projects,  the  economic  feasibility  of 
those  projects  was  not  overestimated 

Three  comments  questioned  the  accuracy 
of  the  fuel  cost  estimates  used  to  develop 
the  target.  The  fuel  cost  used  In  developing 
the  SIC  32  target  was  an  estimated  average 
of  industry  fuel  costs  during  the  period 
1972  to  1980.  After  considermg  the  data  pre- 
sented on  fuel  costs  PEA  determined  that 
the  fuel  cost  estimate  used  was  reasonable 
for  all  industry  components  except  the  ce- 
ment Industry.  The  cement  industry,  unlike 
most  of  SIC  32.  has  been  able  to  make  a  sub- 
stantial ccnversion  to  coeJ  and  to  stabilize 
fuel  costs  for  1972-1980  at  about  half  the 
fuel  cost  used  In  developing  the  target.  The 
economic  motivation  for  capital  investment 
by  the  cement  industry  is  correspondingly 
likely  to  be  lower  than  was  originally  esti- 
mated. The  maximum  practicable  rate  of 
raodlflcatlon  and  replacement  Involving  high 
capital  cost  investments  is  therefore  lower 
for  the  cement  industry.  Because  of  the  sub- 
stantial energy  consumption  of  the  cement 
Industry  these  changes  will  have  an  impact 
on  the  proposed  target  value. 

Two  co.Timents  questioned  the  ability  of 
two  components  to  generate  sufficient  capi- 
tal funds  to  finance  sufficient  plant  find 
equipment  modifications  as  called  for  in  the 
support  document.  The  revised  evaluation 
of  the  cement  Industry  as  a  result  of  it-s  lower 
fuel  costs  substantlaliy  reduces  Its  projected 
r.eed  for  capital  funds,  and  the  ability  of  the 
cement  industry  to  generate  sufficient  funds 
at  the  lower  level  of  investment  Is  more  than 
adequate  on  the  basis  of  past  data  Careful 
consideration  of  the  other  com.ment  revealed 
that  the  statement  was  based  on  hypotheti- 
cal future  development  and  did  not  warrant 
any  change  In  the  goal  for  that  component 
nor  In  the  target. 

Three  comments  questioned  whether  the 
potential  dlcrease  in  efflclency  as  a  result  of 
a  decline  In  production  had  been  sufficiently 
accounted  for  In  determining  the  energy 
efficiency  improvement  potential  for  their 
particular  Industry  component  Considera- 
tion of  those  comments  and  a  re-examina- 
tion of  the  limited  data  available  on  the  re- 


lationship between  producUcHi  and  energy 
efSciency  in  SIC  32  Industries  did  not  result 
in  a  change  of  the  original  conclusions  con- 
cerning the  probable  future  Impact  of  market 
condtlons  on  production  and  energy  effi- 
ciency in  SIC  32  However,  unanticipated  fu- 
ture decreases  In  product  demand  in  the 
stone,  clay  and  gla."?s  IndUBtrles  could  have  a 
signlfi  :ant  effect  on  energy  conservatlMi  and 
offset  :nuch  of  the  Improvement  achieved  by 
measures  Implemented  on  the  a.<sumption  of 
continued  growth  As  provided  for  by  the 
EPCA  Section  874  ( d )  the  tarvret  may  be  mod- 
ifled  by  PEA  If  conditions  warrant. 

Six  comments  concerned  special  circum- 
stances and  questioned  whether  these  bad 
been  adequately  considered  In  determining 
the  industry  target.  TVo  comments  con- 
cerned the  increased  energy  con.sumption 
which  results  from  the  operation  of  pollu- 
tion control  equipment  The  data  presented 
represent^  the  experience  of  an  individual 
company  and  predictions  for  po.sslble  future 
requirements,  njid  are  not  valid  with  respect 
to  the  whole  Industry  Three  comments  ques- 
tioned whether  the  a.'ss'.imption  that  conver- 
sion to  coal  would  not  affect  energy  efflclency 
was  valid  for  their  Industry  component  PEA 
concluded  that  signlflcant  conversion  to  coal 
firing  would  take  place  only  in  those  indus- 
try components  where  such  conversions 
would  not  be  detrimental  to  either  product 
quality  or  production  rat<;  and  would  not  ad- 
versely affect  energy  efficiency,  that  is  in  the 
cement  indu.stry  and  portions  of  the  lime,  re- 
fractories, stT-ucturaJ  clay  products,  and  ex- 
panded minerals  Industries  If  conversions 
beyond  those  do  occur  a  decrease  in  energy 
efficiency  could  result.  The  EPC.^  provision 
for  target  modification  allows  for  appropriate 
changes  If  this  should  prove  to  be  the  case 
In  the  future  One  comment  concerned  the 
energy  penalty  aisoclated  with  quality  speci- 
fications that  limited  the  application  of  a 
specific  energy  efficient  equipment  modifica- 
tion This  limitation  had  been  accounted  for 
in  assessing  the  applicability  of  this  equip- 
ment If  product  specifications  should  be  al- 
tered in  the  future,  the  effect  on  the  compo- 
nent goal  and  Its  potential  Impact  on  the 
target  could  be  appraised  during  a  review  of 
the  target. 

B.  Final  Target  Based  upon  a  comprehen- 
sive review  of  the  proposed  tareet  document 
and  the  comments  received  by  PEA,  the  SIC 
32  energy  efficiency  Improvement  target  has 
been  revised. 

Two  changes  occurred  In  the  component 
goal  for  the  cement  Industry  and  these  re- 
sulted in  a  14  percent  reduction  in  the  ex- 
pected improvement  for  this  Industry  com- 
ponent (from  18.3  to  15  7  percent).  Theee 
changes  were  ( 1 )  a  reduction  In  the  esti- 
mate for  the  maximum  economically  practi- 
cable rate  of  conversion  or  replacement  of 
kilns  due  to  a  lower  cost  of  fuel  than  origi- 
nally assumed,  and  (2)  inclusion  of  energy 
savings  resulting  from  the  addition  of  new. 
more  efficient  plants  and  equipment  to  In- 
crease indu.stry  capacity.  These  two  changes 
reduced  the  SIC  32  draft  target  from 
290. 14  >  10"^  Btu  to  Its  final  value  of  274- 
77>  IC  Btu.  No  other  changes  were  made 
which  had  an  impact  on  the  final  SIC  32 
target. 

The  final  target  arrived  at  Is  16  percent. 
This  Is  calculated  by  dividing  the  1980  energy 
efficiency  improvement  of  274.77x10^  But  by 
the  1980  energy  consumption  at  1972  efficien- 
cies of  1752  60  '10"  Btu.  and  rounding  to  the 
nearest  Integer. 

The  Impact  of  the  target  on  the  industry's 
total  consumption  of  energy  in  1980  as  com- 
p-Hj-ed  to  1972  is  as  follows  for  SIC  32: 

1972  total  consumption  =l4«ax  10"  Btu 
1980  total  constmiptlon^  1478x10''  Btu  (pro- 
vided the  target  is  attained) 
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The  following  Is  the  energy  efficiency  Im- 
pjrovement  target  set  by  FEA  for  SIC  32: 

APPENDIX  C:  STATEMENT  OF  BASIS  AND  JUSTI- 
FICATION FOB  THE  KNXRGY  EFTICIENCT  IM- 
PROVEMENT     TARGET      FOR      SIC      33 PBIMABT 

METAL    INDUSTRIES 

Percent 

Gross  target,  based  solely  on  techno- 
logical feasibility  and  economic 
practicability ^^ 

Offset,  based  on  consideration  of  spe- 
cial circumstances 0 

Net  target,  based  on  technological  feas- 
ibility and  economic  practicability 
plus  consideration  of  special  circum- 
stances           ^" 

Appendix  G:   Statement  of  Basis  and  Jcs- 

TtnCATlON   FOR  THE   ENERGY   EFFICIENCY  IM- 
PROVEMENT    TARGET     FUR     SIC     33— PRIMARY 

Metai,  Industries 

i    i.ndistht  description  and  energy  base 

The  primary  metal  Industries  group  com- 
prl.-;l:ik;  Standard  Industrial  Clas-sificatlon 
(SIC  I  33  consLstrt  of  2ti  four -digit  product 
classitlctttions.  These  classitlcatlona  ar« 
Bhowu  below  with  the  figures  for  1972  en- 
ergy consumption. 


Survry  on  }97t  net  energy  oonxumption  in 
the  Mteel  industry ' 


1973  energy 

BIC 

Industry 

ootunimed 
10"  Btu's 

Percent 

3312 

Blast     fumacM,     eokf 
ovens,     Bt«a     works, 

3,0»>3.0 

7i  14 

3316 

Bteel  wire,  nails,  spikee. 

14.0 

33 

3316 

Cold  rollMl  steel  sheet. 

stri  p  an  '1  bars .  -    

13.0 

8317 

Pt«J  pit''  *!1<1  tut«s 

13.0 

.  31 

3XM 

Primary  aluminum 

491.4 

11  5i 

aaw 

Aluminam  sheet,  plate, 
foil         -     - 

66.« 

1  33 

33.Vt 

Alurainuin        ei  traded 

products 

24  4 

Si.'vi 

Aluminam    rolling   and 
drBwinn,      not      else- 

where classified 

16.1 

.36 

I'l.i 

(iray  iron  toundriea 

130.2 

3.07 

,^i-J 

Malleable  iron  (oandriee. 

9.8 

.i3 

3331 
3351 

6A.S 

1  57 

Copi>er  rolling,  drawing, 
extrudmg 

17.7 

42 

3313 

Ferroalloys 

75.0 

1.77 

.^1 

Aluminum  foundries 

22.6 

.53 

33ti2 

Brass,     bronie,    copper 

foundries 

3  4 

06 

tX6 

Nonferrous      foundries, 
not    elsewhere   classi- 

fied  - 

10.0 

.24 

3324 

Steel  investment  found- 

rips. 

6 

01 

S325 

SkwI  foundriee,  not  else- 

where classified 

42.4 

1  00 

3339 

Other   primary   nonfer- 

43.0 

1  m 

J3.V? 

Rolling.     drawing,     ei- 

trudiiig  nonfwTous 

12.7 

.30 

Ri7 

Drawing  and  insulating 

nonferroat  wire 

22.8 

.54 

Km 

Metal  heat  treating 

27.1 

.64 

33"B 

Primary     metal     prod- 
ucts,    not     elsewhere 

classified 

7  4 

.17 

8341 

Secondary       nonferrous 

smelting  and  refining. 

.33.0 

.78 

21.0 

.50 

33;i2 

Priniarv  Ic^d                 .-- 

9.0 

.21 

Total -.- 

4,240.0 

100.00 

The  above  data  lndlrate,«  that  a  reduction 
In  energy  con.sumptlon  by  SIC  3312.  the  four- 
digit  cIa.Kf^lflcatlon  covering  the  basic  steel 
Ind'.i.stry.  will  have  an  extremely  substantial 
effect  on  energy  con.sumptlon  by  the  whole 
Industry,  since  this  clas-^lflcatlon  alone  ac- 
counts for  over  70  percent  of  the  energy  con- 
sumption of  the  primary  metal  industries 
The  energy  sotuces  for  the  SIC  3313  clas- 
sification of  the  steel  Industry  are  shown  be- 
low with  the  toas  of  production  ^nd  energy 
per  unit  of  production  for  1973 


Form  of  energy 


101  Btn 


Pcreent 
of  ta«al 


Coal  (metallurgical) 1,654,338,821 

Coal  (boiler) 69,218,661 

Coal  (other) 6,906,431 

Natural  gas 696,818.042 

Middle  distillates 12,756,385 

Ke5klential  fuel  oil 172,340,417 

Other  petroleum  products 2,446,806 

LP  gas 1,288,519 

Klectricity  (purchased) 115, 746, 487 

Coke  (purchased) ''>5'**'^ 

Coke  oven  gas  (purchased) ■'"'^'SSS 

Tar  or  pitch  (purchased) 613, 999 

Other. t42,000 

Total  Btu's 2,741.601,456 

Tdtul  finished  steel  produced,' 

S4.05X10«Det  tons. 
Btu  consumption  per  net  ton 

of  finished  steel  produced, 

32.61  X10«. 


60.4 

2.6 

.3 

21.8 

,& 

0.3 

.1 

.1 

3.9 

3.9 

.2 


100.0 


1   Survey  companies  accounted  for  89.5  pet  of  total 

Indastry  pniiluetlon  in  1972. 
'  .-ihipmeiits  adjusted  tor  inventory  changes. 

Energy  consumption  for  major  iteelmaking 
unit  operations — 197t  base  year 


10»  Bto  per  Percent  of 

net  ton  o(  total  energy 

floisbed  steel  used 
prodneed 


Coke  ovens 

Blast  turnac* 

Bteel  furnaces 

Soaking  pits,  reheat  (tir- 
ance,  annealing,  and  heat 
treatment    

Rolling  and  finishing  op- 
erations  

Total 


\1 
19.7 

2.2 


4.8 

2.2 


11.8 

60.6 

6.7 


14.7 
6.8 


32.6 


100.0 


Primary  metal  Industrlee  include  eetab- 
ILshments  engaged  in  the  smelting  and 
refining  of  ferrous  and  nonferrous  metals 
from  ore,  pig.  or  scrap;  In  the  rolling,  draw- 
ing, and  alloying  of  ferrous  and  nonferrous 
metaLs;  in  the  manufacture  of  castings  and 
other  basic  products  of  ferrotis  and  non- 
ferrou.s  metals:  and  In  the  manufacture  of 
nails,  spikes,  and  Insulated  wire  and  cable. 
This  Lndu.stry  al.so  includes  the  production 
of  coke. 

For  the  purpKJse  of  establishing  the  gross 
target,  the  four-digit  classifications  were 
grouped  Into  13  components  according  to 
the  following  guidelines: 

1  the  form  In  which  data  were  available. 

2  the  relative  contributions  of  particular 
components  to  total  use  of  energy  in  SIC  33. 

3  usual  and  conventional  ideas  of  what 
Is  Included   In  a  particular  industry. 

4  common  processing  techniques. 

The  13  components  are  as  follows:  I.  SIC 
3312.  3315,  3316.  3317.  conslsttng  of  com- 
panies  engaged  In  the  production  of  iron 
and  steel  aJid  the  manufacture  of  steel 
wire,  strip,  pipe,  and  tubes.  The  analysis 
concentrated  on  blast  furnaces,  coke  ovens. 
steel  works,  and  rolling  mills  which  represent 
the  ba.slc  Iran  and  steel  Industry.  Data 
produced  by  89  5  percent  of  the  steel  industry 
was  examined  for  purposes  of  setting  tar- 
gets. 

2  SIC  3334.  3353.  3354.  3355,  consisting 
of  companies  which  refine  alumina  from 
bauxite  and  reduce  the  alumina  to  aluminum 
metal  and  fabrication  plants  Data  which 
represented  95  f>ercent  of  the  energy  tised 
in  the  aluminum  industry  was  examined  for 
purposes  of  setting  targets 

8.  BIC  3321  and  3322,  Including  companies 
that  cast  gray  iron,  ductile  iron,  white  Iron, 


and  malleable  Iron,  btit  not  including  similar 
processes  which  are  included  in  other  SIC 
groups. 

4.  SIC  3331  and  3351,  Including  companies 
which  prepare  blister  and  anode  copper  from 
concentrates,  refine  the  metal  into  Ingots 
and  fabricate  the  Ingots  Into  stich  shapes 
as  plate,  sheet,  extru.siorLs,  and  bar. 

5.  SIC  3313,  Including  plants  engaged  In 
the  manufacture  of  additive  alloys  primarily 
for  sale  to  the  ba.sic  steel  Industry. 

6.  SIC  3361,  3362,  and  3369,  consisting  of 
companies  that  manufacttire  aluminum, 
copper,  magnesium,  nickel,  titanium,  and 
Blnc  alloy  castings. 

7.  SIC  3324  and  3325,  Including  companies 
engaged  In  manufacturing  steel  castings 

8.  SIC  3339,  consisting  of  companies  en- 
gaged in  smelting  and  refining  nonferrous 
metals  other  than  copper,  lead.  zinc,  and 
aluminum. 

8.  SIC  3356  and  3357,  ccn.slsting  of  rolling, 
drawing,  and  extruding  of  nonferrous  metals 
other  than  copper  and  aluminum  as  well  as 
drawing  and  Initiating  of  nonferrous  metal 
wire  and  cable  from  purchased  wire  bars, 
rods,  or  wire 

10.  SIC  3398  and  3399,  consisting  of  com- 
p>anlee  engaged  in  heat  treating  of  metals 
and  the  manufacture  of  metal  powders. 

11.  SIC  3341,  consisting  of  plants  which  re- 
cover nonferrouB  metals  and  alloys  from  new 
and  used  scrap  and  dross,  plants  which  re- 
cover precious  metals  and  plants  which  pro- 
duce tin. 

13.  SIC  3333,  Including  companies  which 
smelt  zinc  from  the  ore.  and  refine  zinc  by 
other  processes 

13.  SIC  3332,  including  plants  which  ex- 
tract and  refine  lead  from  ore. 

n.     CRITERIA     FOR     APPLICABrLITT     OF     POTENTIAL 
CON.SERVATION    MEASTTRES 

A  large  numljer  of  potential  energy  con- 
servation measures  were  considered.  In  order 
to  assess  the  likelihood  of  a  measure  In- 
fluencing energy  conservation  In  the  Industry 
components  of  SIC  33,  each  measure  was 
evaluated  with  regard  to  Its  acceptance  on 
the  basis  of  demonstrated  technology  and 
economic  attractiveness  including  any  ap- 
plicable time  restraints.  The  measure  of 
energy  efficiency  used  in  the  primary  metal 
Industries  in  Btu's  per  ton  of  production 
output. 

A.  Technological  feasibility.  The  techno- 
logical criteria  used  for  screening  potential 
conservation  measures  are  as  follows:  1.  Has 
the  technology  been  demonstrated  in  newly 
designed  commercial  plants? 

2.  Has  the  technology  been  demonstrated 
In  commercial  retrofit  Installations? 

3.  Can  the  technology  be  Installed  on  a 
large  enough  scale  to  significantly  affect  the 
vise  of  energy  by  January  1,  1980? 

4.  Is  manufacturing  capacity  available  to 
produce  all  the  new  equipment? 

5.  Will  the  technology  be  outmoded  by 
January  1,  1980? 

6.  What  Is  the  effect  of  lost  production  on 
the  national  market? 

7.  Does  the  potential  measure  satisfy  an- 
ticipated non-discretionary  requirements'* 

B.  Economic  practKabihty.  Each  measure 
that  satisfied  the  above  criteria  was  then 
considered  and  evaluated  using  the  following 
economic  method. 

For  each  potential  measvire  the  capital 
investment  necessary  to  Implement  the  mea- 
sure was  divided  by  the  ntimber  of  millions 
of  Btu  saved  annually  to  obtain  the  dollar 
amount  per  million  Btu's  saved  annually. 
Only  when  the  cost  per  million  was  $10  or 
less  was  the  measure  determined  to  be  eco- 
nomically practicable.  The  HO  cutoff  is  baaed 
on  an  after  tax  10  percent  weighted  average 
cost  of  capital  and  an  energy  price  of  $2  per 
million  BtvL 
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m.    CAPfTAt    SPKNDtNC  DHTKIONB  AJH)  ITN ANCIM* 

coNSTajmrrs 

Primary  metals  is  a  capital  Lnten&ive  in- 
dustry ranking  slith  highest  Ln  capital  in- 
tensity among  all  28  industrial  classlflcatlonj 
In  the  Fortune  5(X)  ranking.  Among  the  10 
most  energy  consumptive  industries  SIC  S3 
Is  exceeded  only  by  the  petroleum  and  coal 
products  Industry  (SIC  29)  and  requires  on 
the  average  about  60  percent  more  capital  per 
employee  than  the  other  eight  industries.  Ttie 
great  need  for  capital  poses  a  difficult  capital 
formation  constraint  on  this  Industry.  The 
high  priorities  for  capital  spending  In  SIC  33 
are: 

1.  To  Increase  plant  capacity; 

2.  To  improve  environmental  controls:  and 
3    To  switch  to  available  fuels 

These  demands  for  capital  are  likely  to 
Impede  the  availability  of  capital  for  energy 
efficiency  Im.provements. 

rV.  PorENTIAL  ENIBGT  CONSERV.MK'N  ME.'LStJRES 
AND  -EFFORTS  TO  REDtTCK  tTSZ  OF  PETROU:t:M 
PRODUCTS  AND    NATURAL   GAS 

This  appendix  will  only  discuss  the  major 
aspects  of  the  assessment  of  potential  energy 
conservation  measures.  A  detailed  treatment 
of  all  the  potential  energy  conservation 
measures  which  were  considered  can  be  found 
In  the  target  support  documents  which  are 
available  for  examination  at  the  locations 
and  times  specified  in  the  body  of  this  notice 

.\.  Potential  measures  identified.  1  S7C 
3.312.  3315.  3316.  3317— steel  plants.  Twenty- 
six  specific  types  of  potential  conservation 
measures  were  evaluated  for  technological 
feasibility  and  economic  practicability  for 
steel  plants.  Twelve  of  these  ltem«i#ire  process 
measures  and  14  apply  to  housekeeping.  The 
12  process  measures  are: 

a.  Increased  pellet  usage  In  blast  furnaces. 

b.  Inc-eased  blast-furnace  gas  recovery. 

c.  Nev  and  modernized  blast  ftirnaces 

d.  Dry  quenching  of  coke. 

e   Bla it-furnace  coal  Injection 

f.  Exttrnal  desulftirlzatlon. 

g.  Recovery  of  BOP  ofTgas 

h.  F»rel- eating  scr^p  for  BOP  with  oxygen- 
fuel  burier. 

1.    Inr^eased    electric-furnace    capacity. 

J.  Increased  continuous  casting 

k.  increased  use  of  induction  heating  of 
steel  slabs. 

1.  Improvements  In  soaking  pit.  reheat,  an- 
nealing, and  heat-treating  facilities. 

2.  SIC  3334,  3353,  3354,  3355~aluminum. 
Nineteen  specific  types  of  potential  coivserva- 
tlon  measures  wrere  evaluated  for  the  alumi- 
num component.  Seven  of  these  Items  are 
process  measures  and  12  apply  to  hotisekeep- 
Ing.  The  seven  process  measures  are: 

a.   Convert  66  percent  of  rotary  kUns   for 
calcining  alumina  to  fluldized  bed  calclnera. 
b    Improve  eflJclency  of  Hall  Process. 

c.  Complete  100  percent  conversion  to  sili- 
con rectifiers. 

d.  Decrease  melting  losses  by  50  percent. 

e.  Improve  fabrication  yield. 

f  Double  the  amount  of  old  scrap  recycled. 
g  Install  air  dampers  on  holding  furnace*. 


S.  SIC  3321.  3322 — iron  fouiuXrie*.  Twenty 
specific  types  of  f)Otentlai  conservation  meas- 
ures were  evaluated  for  the  iron  foundries 
component.  Eight  of  these  Items  are  process 
measures  and  12  apply  to  housel^eeping.  TTae 
eight  process  measures  are: 

a.  Increase  electric  melting  by  additional 
25  percent  of  total  melting. 

b.  Install  recuperative  hot  blast  on  addi- 
tional 15  percent  of  cupola  capacity. 

c.  Install  divided  blast  on  additional  40 
percent  of  cupola  capacity. 

d.  Install  electronic  energy-management 
systems  In  foundries  making  20  percent  of 
annual  production. 

e.  Convert  additional  50  f)ercent  of  "hot" 
methods  for  molding  and  ooremaking  to 
"cold"  methods. 

f.  Use  insulating  sleeves  on  30- percent  of 
risers. 

g.  Preheat  charges  with  waste  heat  for 
40  percent  of  eiectric  furnaces. 

h.  Increase  5-leid  by  2  percent  by  methods 
in  addition  to  above. 

4  SIC  3331.  3351 — copper.  Six  specific  types 
of  potential  conservation  measures  In  addi- 
tion to  housekeeping  were  evaluated  for  the 
copper  component  as  follows: 

a  Conversion  of  multiple-hearth  to  Suld- 
i..-ed-bed  roasting. 

b.  Installation  of  Noranda  process  smelter 
at  Garfield.  Utah. 

c.  Installation  of  Outokumpu  flash  smelter 
at  Hidalgo.  NTJ. 

d.  Substitution  of  fuel  oil  for  natural  gM 
In  smelting. 

e.  Oxygen-enrichment  of  air  In  converters. 

f.  Conversion  of  reverberator}-  fiirnaces  for 
cathode  smelting  to  ASARCO  shaft  furnace. 

5,  S/C  33f  3— /erroaZioj/s.  Two  specific  types 
of  potential  conservation  measures  in  addi- 
tion to  housekeeping  were  evaluated  for  this 
component  as  follows: 

a.  Increase  use  of  larger  submerged-arc 
furnaces  with  Improved  controls, 

b.  Convert  some  open-hooded  fur:. aces  to 
"sealed"  mode  of  operation. 

6,  SIC  3361.  3363.  3369 — nonfeTrovj  found- 
ries. Three  specific  types  of  potential  con- 
servation measures  In  addition  to  hovise- 
keeplng  measures  were  evaluated  for  this 
component,  as  follows: 

a.  Bulk  tran-sport  of  molten  metal. 

b.  Improvement  of  furnace  efficiency. 

c.  Prehe.-itir.g  of  ftirnace  charges 

7,  SIC  3324.  3325 — steel  foundrxrf  Five 
specific  types  of  p>otentlal  conservation  meas- 
ures in  addition  to  housekeeping  measures 
were  evaluated  for  this  component,  as  fol- 
lows: 

a.  Install  electronic  energy-management 
systems  in  foundries  making  20  percent  of 
annual  production. 

b  Convert  additional  40  percent  of  "hot" 
methods  for  molding  and  coremaklng  to 
"cold"  methods. 

c.  Use  Insulating  sleeves  on  30  percent  of 
risers. 

d.  Prehe.at  charges  with  waste  heat  for  40 
percent  of  electric  ftirnacea. 

e.  Increase  yield  by  3  percent  by  method! 
in  addition  to  above. 


8    SIC   3339.    3356,    3357.   339t.   3341.    3333, 

3332.  These  compoiients  account  for  only  4.3 
percent  of  the  energy  use  In  the  primary 
metal  Indvistrtes  Approximately  one  process 
measure  was  evaluated  for  each  of  these  com- 
ponents In  addition  to  housekeeping. 

B.  Efforts  to  reduce  consumption  of  petro- 
leum products  and  natural  gas.  Curtailments 
of  natural  gas  are  already  a  major  factor  In 
some  geographic  areas,  and  risks  of  curtail- 
ment have  encouraged  early  Investment  in 
oU-fired  capability  In  the  primary  metal  in- 
dustries. Some  metals  manufacturing  com- 
panies have  Indicated  that  use  of  purchased 
gas  could  be  ended  by  1980  for  them,  and 
these  companies  are  switching  to  electricity 
as  well  as  oil.  Only  a  small  fraction  of  energy 
applications  are  being  converted  to  coal  la 
the  primary  metAl  Industries  Converting  to 
coal  requires  high  capital  cost  for  new  equip- 
ment, results  in  lower  iherma;  efficiency  com- 
pared to  oil  and  natural  gas.  and  requires 
more  capital  for  environmental  control 
equipment  due  to  the  particulate  and  sulfur 
In  the  flue  gas  Pew  conversions  have  been 
made  to  coal  because  there  have  been  Inade- 
quate incentives  to  Justify  Increased  use  of 
coal  by  the  primary  metal  industries. 

V     DRAFT  TARGET   DEFINmoN 

A  Component  Go<il3  The  detailed  ev&lj- 
atioD  of  tlie  best  available  Information  re- 
sulted In  the  followine  proas  energy  efficiency 
improvement  goals  for  each  of  the  thirteen 
components  of  SIC  33: 

Component 

ffoal* 

(percent) 

SIC  3312.  15,  16,  17:   Steel  planto 13  5 

SIC  3334    53,  54,  65:  Aluminum 13  8 

SIC  3321,  22     Iron  foundrtea 26  5 

SIC  3331.  51  :  Chopper   13  0 

SIC  3313:   Perroalioys -.  8  9 

SIC  3361.62,69:  Nonferrous  fotindrles.-  P    1 

SIC.3324.  26     Steel  foundriee    18  9 

SIC  3339:  Other  primary  nonferrous.-  11. 1 

SIC  3356,  57;  Nonferrous  processing 4  7 

SIC     3398.     99     Miscellaneous     metal 

products    71 

SIC  3341 :  Secondary  nonferrous  smelt- 
ing and  refining 15.4 

SIC  3333:   Primary  zinc 10.4 

SIC  3332:   Primary  lead 11.1 

B.   Proposed    Tiro-Digit  Gross  Target.   Por 

ea>-h  component  the  1980  energy  use  at  1972 
energy  efficiency  In  units  of  trilUans  of  Btu's 
Is  shown  In  column  A  of  the  following  table. 
Similarly,  for  each  component,  the  1980  en- 
ergy improvement  based  on  the  projected 
implementation  of  conservation  measures  in 
units  of  trillions  of  Btu's  Is  shown  In  column 
D  The  1980  energy  use  for  each  component 
as  .shown  In  column  C  was  determined  by 
subtracting  the  savings  In  column  D  from 
the  energy  use  in  column  A.  Column  B  re- 
I>e<ats  the  component  goals.  The  two-digit 
gross  target  percentage  for  SIC  33  la  deter- 
mined below  by  subtracting  the  total  in 
column  C  from  the  total  In  column  A.  divid- 
ing by  the  total  In  column  A  and  multiplying 
by  100.  The  proposed  two-digit  gross  target 
for  SIC  33  Is  14  percent. 
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(B) 


(C) 


{!» 


1980  energy  use  Gross  p«rc*nt  1980  eneiry  nsc  Energy  bnprove- 

»t  1972  energy  Improvement  by  1/ gnw  target        meut  by  1980 

efficiency  1980  tor  each  la  achieved          for  each  c«m- 

(10"Btu)  component  (10"  Btn)  ponent  (10"  Btu) 


Ciiinponent 

3312,  15,  le,  17 

3334,  63,  M,  88 

3321,22 

.1331,61 

;(313 

.061,  82.  W 

3324,25 - 

3339 

3368,  67 

:t388,  99 -- 

:a41 — 

3333 _ 

3332 


3.763 
741 
170 
92 
M 
-44 
fiS 

aa 

4S 

m 

29 

» 


13.5 

13.8 

».6 

13.0 

8.9 

9.1 

18.9 

ILS 

4.7 

7.1 

1&4 

ia4 

ILl 


3,3*5 
639 
125 
8() 
82 
40 
43- 
55 
41 
38 
33 

as 

8 


.VH 

WZ 

4.1 

12 

8 

4 

10 

7 

2 

3 

6 

3 

1 


Total. 


I^M7 


(') 


4,450 


'  Tj=gro<«i  i-nprtry  Improvement  target 


A-C 


XlOO 


0,16i 


C.  Special  ciTcuTny.taru-es  effect.  Special  cir- 
cumstances are  conditions  Imposed  on  aii  In- 
dustry which  are  beyond  the  control  of  that 
industry  and  rebult  In  the  use  of  additional 
energy  to  manufacture  the  sanie  products 
Examples  of  special  clrcum-staiices  in  SIC  33 
are  the  energy  required  for  pollution  control 
und  the  processing  difference  between  ore 
trade  In  1972  and  1980. 

D.  Proposed  tico-diffit  net  target  For  each 
<omponent  In  SIC  33  the  additlotial  energy 
rtxjulred  by  special  cLrcunit.taMies  was  de- 
lermlued  In  units  of  trlUlons  of  Btu  and  re- 
corded In  column  C  of  the  table  below.  The 


jjros.s  component  goals  were  adjusted  by  add- 
ing the  additional  energy  required  by  special 
clrcum-stances  to  the  estimated  gross  target 
energy  consumption  In  column  B  of  the  table 
below  to  obtain  the  1980  energy  use  in  column 
D  for  calculating  the  net  target.  The  net 
component  goaLs  are  shown  In  column  E.  The 
two-digit  net  target  percentage  for  SIC  33 
Is  calculated  by  subtracting  the  total  In  col- 
umn D  from  the  total  In  column  A,  dividing 
by  the  total  In  column  A,  and  multiplying 
by  100.  The  proposed  two-digit  net  target 
for  SIC  33  Is  10  percent. 


(A) 

(B) 

(C) 

(D) 

(E) 

. 

1980  energy 

1980  energy 

Energy  tor 

1980  energy 

Net  percent 

use  at  19?:^ 

use  if  gross 

special 

use  if  net 

improvement 
by  1980  for 

energy 

target  is 

circumstanc 

target  is 

efficiency 

achieved 

(10'«  Btn) 

es 

achieved 

oach  component 

(101  Btu) 

(lOU  Btu) 

(10"  Btu) 

t'omponeni: 

3312,  16,  1«,  17 

3,763 

3,245 

168 

3,413 

9.1 

.1334.  63,  54,  65 

:t321,  22 

•3331,61 

741 
170 
92 

639 
125 
M 

V 
11 
22 

64fi 
13fl 
102 

12.8 

20.0 

9.8 

3313 

3361.  82,  m 

3324,25 - 

90 
44 
63 

82 
40 
43 

4 

1 
2 

8I> 
41 
46 

4.4 

6.8 
1.5.1 

3339 

335«,  67 ..         

62 
43 

5S 

41 

1 
0 

66 

41 

9.7 
4.7 

3.398,98 

:)341                  

42 

39 

30 

ss 

0 
0 

39 
33 

7.1 

15.4 

;t333 

29 
9 

SB 
8 

2 
0 

38 

8 

34 

3332 

11.1 

Total _ 

6,167  . 

4,674 

7>i"=net  energy  efficiency  iniprovemeut  target  =  — jt— X 

^^5167-4674^.  ,Q(,^g  j  ^^  ^^  j^  p,, 
ol6/ 

VT      rTNAI,    TARGET    DEFTNmON 

A  Comments  arui  irnpact  on  proposed 
target  Testimony  elven  at  the  December  9, 
1976.  public  hearing  and  timely  written 
comments  have  been  thoroughly  reviewed. 
The  comments  raised  10  general  Issues,  as 
described  below,  and  were  primarily  con- 
fined to  the  steel,  alum'.iuiin  iron  foundries, 
fir  copper  compfinents 

1  Time  rorwtrainr'  Several  organizations 
ral-ed  the  IsMie  of  ln.-.ufflclent  time  being 
allowed  to  obtain  data  sufficiently  accurate 
to  derive  a  meaningful  energy  efficiency  Im- 
provement target  The  time  allowed  to  set 
the  targets  was  prescribed  by  Section  374  of 
the    KPCA    which    ahiK)    specified    that    the 


100 


targets  should  be  based  on  the  best  available 
information  It  should  be  noted  that  section 
374(d)  provides  a  mechanl.'<m  whereby  the 
targets  as  established  can  subsequently  be 
modified.  Accordingly,  no  further  delay  is 
warranted. 

2.  Deflnitwn  of  economic  practicability. 
Virtually  all  of  the  public  testimony  stressed 
the  Importance  of  properly  defining  economic 
practicability  and  applying  this  criteria  on 
an  Individual  company  basis  In  order  to 
properly  determine  when  Investments  In 
energy  conservation  should  be  undertaken. 
FEA  fully  recognizee  the  Individual  financial 
character  of  the  companies  which  make  up 
each  four-digit  classification.  Much  delibera- 
tion was  given  to  conslderatlona  of  the  avail- 


ability and  cost  of  capital  in  the  prmiary 
metals  Industry,  and  a  method  was  derived 
to  assist  In  the  assessment  of  the  maximum 
practicable  Investment  for  metal  producing 
companies.  On  the  basis  of  these  considera- 
tions, FEA  believes  that  the  methods  used 
to  asses  economic  practicability  were  reason- 
able for  setting  a  target 

3.  VoTiable  production  rate.?  The  issue  was 
raised  that  lower  production  rates  for  several 
of  the  primary  metal  industries  In  the  years 
between  1972  and  1980  could  lead  to  signifi- 
cant Increases  in  unit  energy  consumption 
and  could  therefore  prevent  attainment  of 
the  desired  energy  efficiency  Improvement. 
This  problem  was  considered  In  the  target 
support  document  which  acknowledged  that. 
in  a  period  of  depressed  production,  a  plant 
or  Industry  component  may  Indeed  show  an 
increased  use  of  energy  per  unit  of  output. 
The  target  document  also  pointed  out.  how- 
ever, that  If  energy  con.servation  has  been 
effective,  this  will  be  revealed  when  produc- 
tion returns  to  Its  higher  level.  Lacking 
Information  to  the  contrary,  this  study 
assumed  that  the  production  rates  for  1980 
would  at  least  equal  those  for  1972  .Accord- 
ingly, no  changes  In  the  target  due  to  this 
matter  are  warranted 

4.  Importance  of  recycling  scrap  Several 
comments  pointed  out  the  need  to  obtain 
increased  amounts  of  purchased  outside 
scrap  In  order  to  attain  the  energy  conserva- 
tion potential  of  these  SIC  33  components. 
The  availability  of  increased  amounts  of 
scrap  for  Implementing  the  energy  conserva- 
tion measure  wa-s  recognized  In  the  target 
support  document,  and  the  derived  energy 
efficiency  Im^ovement  target  doe*  in  fact. 
reflect  this  consideration. 

5.  Importance  of  voluntary  reporting 
programs.  All  spokesmen  who  submitted 
testimony  at  the  public  hearings  were 
represented  by  trade  associations  who  are 
presently  cooperating  with  agencies  of  the 
Federal  Government  In  voluntarily  reporting 
energy  consumption.  Comments  from  these 
spokesmen  stressed  their  belief  in  the  Impor- 
tance of  these  programs  as  a  part  of  the 
national  effort  to  conserve  energy  An  impor- 
tant observation  was  also  made  regarding  the 
particular  significance  of  voluntary  programs 
for  components  other  than  steel  and  alumi- 
num. Attainment  of  the  SIC  33  target  Is 
critically  dependent  on  the  performances  of 
the  steel  and  aluminum  components  Any 
failure  on  their  part  to  achieve  the  target 
would  significantly  Increase  the  necessary 
effort  from  the  other  compyonents  Even 
though  their  results  may  not  be  nvimerically 
significant,  they  are  significant  relative  to 
several  other  industries  outside  SIC  33  and. 
therefore,  are  of  considerable  Importance  to 
the  national  effort  FEA  recognizes  that  the 
voluntary  reporting  programs  now  under  way 
for  some  components  of  the  primary  metal 
Industries  are  Important  in  tracking  progress 
toward  the  national  goal  of  energy  conser- 
vation. 

6.  The  need  for  incentives.  The  issue  was 
raised  that  achievement  of  the  gross  energy 
efficiency  improvement  target  could  be 
strongly  Influenced  by  future  changes  In  gov- 
ernment policies  which  might  either  ad- 
versely affect  the  capital  spending  plans  of 
Industry  or  offer  new  incentives  If  future 
government  policies  adversely  affect  incen- 
tives or  encourage  additional  capital  invest- 
ment, then  attainment  of  the  target  might 
become  either  unreasonably  difficult  or  too 
easily  obtained,  depending  on  the  nature  of 
the  pKJilcy  changes  Under  these  circum- 
stances, the  target  might  require  re -exam- 
ination as  provided  for  by  Section  374!di  of 
EPCA. 

7.  Insufficient  credits  for  conserving  criti- 
cal fuels.  Several  comments  were  made  rela- 
tive to  the  conflict  between  reducing  total 


FEDERAL   REGISTER,    VOL.    42,   NO.    Ill — THURSDAY,    JUNE   9,    1 977 


NOTICES 


29671 


energy  consumption  and  reducing  the  use  of 
critical  fuels  by  the  substitution  of  coal. 
Present  methods  and  systems  for  measuring 
and  reporting  energy  conservation  progress 
do  not  include  any  provisions  for  giving 
"cuedits''  to  those  companies  which  rely 
primarily  on  coal-derived  fuels  (as.  for  ex- 
ample, the  steel  industry)  or  to  those  who 
could  convert  to  coal  as  a  fuel.  This  problem 
was  recognized  in  the  draft  support  docu- 
ment which  ciiarged  fuel  consumption  at 
certain  specified  Btu  values,  regardless  of  the 
nature  of  the  fuel  or  its  scarcity.  If,  some- 
time between  now  and  1980.  a  new  method 
for  computing  energy  efficiency  Improvement 
targets  is  derived  which  Incorporates  such 
credits  for  conserving  scarce  fuels,  then  this 
may  require  re-examination  of  the  target  as 
provided  for  by  Section  374(d)   of  the  EPC.A. 

8.  Eipectations  compared  icith  targets. 
Some  comments  stated  that  the  Industrial 
expectation  relative  to  energy  conservation 
Is  lower  than  the  target.  These  comments 
Implied  that  a  target  should  not  call  for 
greater  conservation  than  an  Industry  ex- 
pects to  achieve  while  conducting  Its  nor- 
mal business.  The  EPC.\,  however,  specifies 
that  the  energy  efficiency  improvement  tar- 
get should  represent  the  maximum  feasible 
improveiiient  In  energy  efficiency.  Accord- 
ingly, It  Is  expected  that  greater  effort  than 
that  of  normal  business  expectations  will  be 
required  by  Industry  to  attain  the  target. 

9.  Specific  comments  cm  energy  efficiency 
improvement  options  A  representative  of  the 
American  Iron  and  Steel  Instlttite  (AISI) 
testified  at  the  hearing  that  AISI  had  In  1974 
derived  a  target  of  8  percent  for  its  compon- 
ent without  consideration  of  special  cir- 
cumstances, and  stated  that  its  current  view 
Is  that  a  target  of  4.3  percent  Is  reasonable 
while  a  target  of  7.4  Is  possible.  AISI  Indi- 
cated that  these  figures  compare  with  a  com- 
ponent goal  of  13  5  percent  for  this  compon- 
ent In  the  draft  target  documents.  The  most 
significant  contention  by  the  AISI  were 
that  the  computation  of  conservation  po- 
tential for  the  steel  component  (as  detailed 
in  Appeiidix  N  of  the  target  stipport  docu- 
ment I  should  be  based  on  the  tonnage  of 
steel  expected  to  be  produced  in  1980  Instead 
of  the  tonnage  produced  in  1972  FEA  believes 
that  on  the  basis  of  the  best  available  infor- 
mation, the  enercy  conservation  potential 
for  the  steel  component,  as  derived  and  ex- 
pressed In  the  target  support  documents,  is 
as  reasonable  as  the  lower  potential  which 
.AISI  espouses.  Accordingly,  no  change  to 
the  final  target  Is  necessary. 

The  Aluminum  Association  commented, 
concerning  the  aluminum  component,  that 
the  approach  used  in  developing  programs 
that  are  technologically  feasible  and  econom- 
ically practical  Is  reasonable  and  that  the 
energy  conservation  projects  outlined  are 
acceptable. 

Representatives  of  the  American  Mining 
Congress  (.AMC»  took  exception  to  the  energy 
savings  estimated  In  the  copper  component 
for  housekeeping  changes  and  at  the  two 
new  smelters  which  are  being  Installed  at 
Hidalgo.  N.  Mexico,  and  Garfield.  Utah.  The 
AMC  representatives  admitted  that  house- 
keeping changes  have  cut  back  energy  use 
by  several  percent  since  1972  but  stated 
that  an  additional  5  percent  in  further  sav- 
ings was  not  possible  on  the  basis  of  tech- 
nical and  economic  criteria.  FEA  recognized 
that  the  original  total  of  estimated  house- 
keeping savings  may  have  been  excessive  due 
to  Incomplete  knowledge  of  the  economic 
factors  involved,  and.  as  a  result  of  the  com- 
ments has  revised  the  estimated  housekeep- 
ing energy  savings  from  8,46  to  3  46  percent. 

The  AMC  comments  on  tlie  two  new  smelt- 
ers pointed  out  that,  jlue  to  future  uncer- 
tainties   In    constraints    for    environmental 


controls,  neither  of  these  smelters  may 
achieve  the  operational  efficiences  estimated 
in  the  target  support  document.  IT:.A  rejects 
the  Implications  that  neither  of  these  new 
smelters  will  be  more  efficient  than  the 
average  smelter  which  was  operational  in 
1972. 

As  shown  In  the  table  below,  the  net  re- 
sult of  the  amended  values  is  to  reduce  the 
estimated  energy  savings  for  the  copper  com- 
ponent from  13  to  8  percent.  This  effectively 
increases  the  estimated  1980  gross  target 
energy  consumption  for  the  copper  compo- 
nent from  80xl0'»  Btu  to  84.6x10'  Btu. 


Energy  savings  (percent) 

Target          AMC 
support     judgments 
doeuments 

Amended 

Vftllll-S 

Hous^'kwplng 

changes. 
Flash  smelter  at 

Hidalgo,  N.  Mei. 
Noranda  smelter  at 

(iarfleld,  Utah. 
Ot  li'-r  sources - 

8.46          

3.46 

2.51  

1.31 

.72    0.T2 

2.51 

1.31 

-■> 

Total 

13.00    4to5 

8.00 

A  spokesman  far  the  American  Foundry- 
men's  Society  commented  that  the  "overall 
target  of  a  reduction  of  10  percent  In  ener- 
gy consumed  per  ton  of  product,  industry- 
wide, appears  reasonable." 

10.  Specific  comments  on  special  circum- 
stances. The  support  document  used  In 
deriving  the  proposed  component  goal  for 
the  copper  component  estimated  that  when 
special  circumstances  for  environmental  con- 
trols were  considered,  with  regard  to  that 
component  the  1980  energy  consumption  for 
that  component  would  be  102x10'-  Btu's. 
This  represents  an  increase  of  27.5  percent 
in  energy  consumption  over  the  gross  com- 
ponent goal  for  the  copper  component.  This 
Increase  was  based  on  an  industry  estimate 
which  considered  as  special  circumstances 
the  effects  of  alr-quality  regulations.  AMC, 
however,  contended  In  Its  comments  that  the 
27.5  percent  figure  as  determined  by  FEA 
neglected  the  energy  costs  for  more  stringent 
water-quality  regulations,  productivity  de- 
creases due  to  OSHA  regulations,  and  lower 
production  rates  and.  therefore,  should  be 
revised  upwards.  AMC  suggested,  a  more  in- 
clusive estimate  of  the  energy  Impact  of 
special  circumstances  would  be  a  40  to 
50  percent  increase  FEA  recognizes  that  an 
increase  over  Its  original  estimate  Ls  ap- 
propriate. Accordingly.  FEA  has  revised  the 
original  27.5  percent  Increase  in  energy  con- 
sumption by  the  copper  component  due  to 
special  circumstances  to  the  higher  figure  of 
40  percent. 

B.  Final  target  ixtlues.  The  following  table 
takes  into  account  the  revisions  in  the  figures 
for  the  copper  component  and  reveals  the 
conservation  picture  for  the  entire  SIC  33. 


energy  efficiency  improvement.  After  an  ad- 
justment of  the  gross  target  for  special  cir- 
cumstances, SIC  33  could  lower  Its  consump- 
tion of  energy  in  the  target  year  to  4.690.4  x 
10^  Btu.  This  would  represent  a  net  Im- 
provement in  energy  efficiency  of  9  percent. 

The  following  is  the  energy  efficiency  im- 
provement target  set  by  FEA  for  SIC  33 : 

Percent 
Gross    target,    based   solely    on    tech- 
nological   feasibility   and   economic 

practicability 14 

Offset,  based  on  consideration  of  spe- 
cial circumstances 5 

Net  target,  based  on  technological 
feasibility  and  economic  practi- 
cability plus  consideration  of  special 
clal  circumstances 9 

Appendix  H.  Statement  or  Basis  and  Jdsti- 

PICATION  rOR  THB  ENEBGT  EmCIENCT  IM- 
PROVEMENT Target  fob  SIC  34 — Fabricated 
Metal   Phoduits 

i.  indvstrt  description  and  enotgt  base 

The  fabricated  metal  products  industry 
comprising  Standard  Industrial  Classifica- 
tion (SIC)  34  consists  of  36  four-digit  prod- 
uct classifications.  This  industry  Includes 
establishments  engaged  in  fabricating  fer- 
rous and  nonferroufi  metal  products  such  as 
metal  cans,  tinware,  hand  tools,  cutlery, 
general  hardware,  nonelectric  heating  appa- 
ratus, fabricated  structural  metal  products, 
metal  forglngs,  metal  stampings,  ordnance, 
and  a  variety  of  metal  and  wire  product-s 
not  elsewhere  classified  (n.e.c).  The  units  of 
output  for  this  industry  are  base  boxes,  tons, 
square  meters,  and  Hollar  value  of  ship- 
ments. 

As  a  result  of  both  the  lack  of  voluntary 
energy  conservation  programa  within  the 
fabricated  metal  products  industry  and  the 
large  number  of  products  and  companies 
covered  by  SIC  34.  the  36  four-digit  classi- 
fications were  grouped  into  seven  compo- 
nents in  order  to  establish  the  industry 
target.  Four-digit  SIC  classifications  which 
showed  the  following  similarities  were 
grouped  together: 

1.  They  collect  data  using  similar  units  of 
output, 

2,  They  make  a  similar  quantitative  con- 
tribution to  total  energy  use  within  the 
fabricated  metal   Industry, 

3,  They  use  similar  processing  techniques. 

4.  They  are  commonly  considered  to  be 
similar. 

The  following  table  provides  Information 
on  total  energy  consumption  for  SIC  34 
during  the  1972  base  year  including  a  break- 
down, where  available,  of  energy  consump- 
tion for  each  four-digit  classification  within 
the  .seven  groups 


10"  Btu  in  target  year,  KiO  energy 


Component 


Copper.  . 
All  others. 


Used  at  I'se  if  gross  I'se  if  net 

1972  energy  target  is  target  is 

efficiency  achieved  achieved 

10»  Btu  10"  Btu  10"  Btu 


.1,  Of  5 


84.6 
4. 376. 0 


118.4 
4.572.0 


Total  SIC  33. 


5,11^7 


4, 4<.0.  f. 


4,690.4 


As  displayed  In  the  above  table.  SIC  33 

could  lower  its  consumption  of  energy  in 
the  target  year  from  5.167x10'^  Btu's  to 
4.460.6X10"  Btu's  If  the  energy  for  special 
circumstances  is  not  considered,  represent- 
ing  a   gross  conservation   of   14  percent  In 


lndu.<iry 


1972 
energy 
con- 
code    sumed 
110" 
Bias) 


SIC 


IVri. 


Cans  and  l>arreLs: 

Melalcans     3411  32.2 

Metal  barrels,  dnuns,  and 

puils 3412  5.9 

Total 38.1 

Hardware,  cutlery,  and  tools: 

Cutlery 3421  3.8 

Hand  anil  edge  tools,  n.e.c...    3423  IZO 

Hand  saws  and sawblade«...    3425  NA 

Hardware,  n.e.c 3429  21.6 

Total 37.1 

Sanitary  ware:  Metal  sanitary 

ware 3431  8.43 

Total 8.43 


7.6 


7.4 


1.7 
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V 


2%72 


iDdnstry 


1B7? 

enersT 

81''         CO':- 

eoile  xuiTiP'l 
(10" 
blu's) 


Tent: 


TorglncST 

Iron  aiul  sle*l  forging?    3^-      N-^ 

Nonferrous  forgings »»63      NA 


Total- 


7L0 


14.2 


P'.ampings: 

Automotive  stampings 3485  ST.eO. 

f  rowns  and  closures 34fi*  2. 22 

M*lal  stampings,  n.e.e 34flO  20.40 


Total. 


00.2 


110 


Plalinjj  and  coating: 

I'Uiting  and  polishing 3471      24.5 

Metal    coaling    and    allied  __ 

services - 3479    14.37 


Total. 


38.87 


7.8 


General  fabrication: 

fabricated  structural  metal 
products - 

Metal  doors,  sash  and  trim... 

Fabricated  platework 

Sheet  metalwork 

Architectural  metalwork   ... 

Prefabricated  metal  build- 
ings  ,--■  -, 

Miscellaneous  metalwork 


3441 
3442 
344.'; 
3444 
3446 

3448 
3449 


NA 
NA 

NA 
NA 
NA 

NA 

NA 


Subtotal 89-S 


Pmall  arm!!,  ammunition 

Bmall  arm? 

Ordnance    and    accessories, 

n.e.c 

Ammunition,     except     lor 

small  arms 


3482 
3484 

348y 

3483 


NA 
NA 

NA 

NA 


Subtotal 

Valves  and  pipe  fittings  

I'lombing  fittings  and  brass 

Roods 

llealind  equipment,  except 

electrical   


50.2 


3494 
3432 
3433 


31.0 
NA 
NA 


Subtotal. 


9.1 


Screw  machine  products 34.'>1 

Bolts,  nuis,  rivets,  washers..    3452 


NA 
NA 


Subtotal 27.7 


Ptecl  springs,  exc«pt  wire 3493 

WIresiirings 3495 

Miscellaneous        fabricated 

wire  products 3496 

Metal  foil  and  leaf 3497 

Kabricated  pipe  and  fittings.  3498 
Fabricated  metal  products, 

u.ec 3499 


NA 
NA 


N.4.  .. 

NA  .. 

-NA  .. 

NA  .. 


Piiblotal 88.9 


Total 2*6.4  40.3 

Urandtotal soaio  100.0 

The  er.erpy  sources  for  SIC  34  are  sho-wn 
belo'*' 
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edge,  and  mechanics  tools  such  as  rasps, 
shovel.'",  scrapers,  and  hoes  (3423),  hand 
saws,  and  saw  blades  for  hand  and  power 
driven  sa'.vs  (3425) ,  and  a  variety  of  products 
such  as  furniture,  hardware,  vacuum  and 
insulated  bottles,  night  latches,  deadlocks, 
and  motor  vehicle  hardware  (3429). 

3.  SIC  3431,  metal  sanitary  ware  includes 
the  manufacture  of  enameled  Iron,  and 
pressed  metal  sanitary  ware  as  well  as  other 
metal  plumbing  fixtures  which  are  not 
enameled. 

4.  SIC  3462.  3463,  forgings  consists  of  the 
production  of  metal  forgings  and  stampings 
on  a  Job  order  basis  for  sale  or  interplant 
transfer  (3462)  and  the  manufacture  of  non- 
ferrous  forgings  (3463) . 

6.  SIC  3465,  3466,  3469,  stamping  covers  the 
manufacture  of  automotive  stampings  such 
a-s  body  parts,  hubs,  and  trim  (3465).  metal 
crown-s  and  closures  such  as  metal  bottle 
and  Jar  caps  and  tops  (3466),  and  metal 
stamping  of  porcelain  enameled  products 
such  as  household  appliance  housings  and 
part,?,  metal  garbage  cans,  and  cooking  and 
kitchen  utensils  which  are  stamped  and 
spun. 

6.  SIC  3471,  3479,  plating  and  coating,  con- 
sists of  companies  engaged  In  anodizing, 
electroplating,  plating,  mechanical  finish- 
ing and  chemical  treating  operations  (3471), 
and  companies  engaged  In  painting,  hot 
dlppmg.  engraving,  and  techning  (3479). 

7.  The  general  fabrication  component  con- 
sists of  22  four-digit  classlflcatlons  repre- 
senting 8900  establishments  as  follows: 

(a)  SIC  3441,  3442,  3443,  3414,  3446,  3448. 
3449  includes  the  manttfactuve  of  fabiicated 
structural  metal  products  (3441),  metal 
doors,  sash,  and  trim  (3442),  fabricated 
platework  (3443),  sheet  metalwork  (3444), 
architecttiral  metalwork  (3446),  prefabri- 
cated portable  metal  buUdlngs  and  part.s 
(3448),  and  mlscelaneous  n\etalwork   (3449). 

(b)  SIC  3482,  3484,  3489,  3483  covers  the 
manufacture  of  small  arms  ammunition 
(3482),  small  arms  (3484),  ordnance  and  ac- 
cessories, n  e.c.  (3489),  and  ammunition, 
except  for  small  arms  (3483) . 

(c)  SIC  3494.  3432,  3433  include-,  the  man- 
■ufacture  of  valves  and  pipe  fittings  (3494), 
plumbing  and  heating  equipment  (3432), 
and  heating  equipment  except  electrical.  In- 
cluding warm  air  furnaces  (3433). 

(d)  SIC  3451,  3452  covers  the  manufac- 
ture of  screw  machine  products  (3451),  and 
bolts,  nuts,  rivets,  and  washers  (3452). 

(e)  SIC  3493.  3495,  3496,  3497,  3498,  3499 
Includes  the  maniifactur©  of  steel  springs, 
except  wire  (3493),  wire  springs  (3495),  mis- 
cellaneous  fab.-lcated   wire  products   (3496"), 


metal  foil  and  leaf  (3497^  fabricated  pipe 
and  fittings  (3498),  and  fabricated  metal 
products,  n.e.c.  (3499) . 

II.     CRrrERIA    FOB     APPI-ICABn,ITY     OF     POTENTML 
CONSERVATION     MEASURES 

A  large  number  of  potential  energy  con- 
servation meaE'..iree  were  considered.  Each 
potential  mea.s\ire  wa.";  evaluated  first  with 
regard  to  Its  a^^ceptability  on  the  basis  or 
demonstrated  technology  and  then  as  to  Its 
economic  attractivenes? 

A.  Technological  feasibility.  The  criteria 
used  tor  screening  potential  mea.=ure?  as  tci 
technological  fe.vibiUty  were ; 

1.  Has  the  technology  been  demonstrated 
In  newly  designed  plant.';? 

2.  Has  the  technology  been  demonstrated 
In  retrofit  Installations? 

3.  Is  the  technology  still  In  development 
■with  no  prospect  for  use  before  January  1. 
1980? 

4.  Is  the  effectiveness  of  the  measure  lim- 
ited by  the  size  of  the  plant  In  which  It  Is 
Installed? 

5.  Does  Indtistry  accept  the  measure  as 
fully  demonstrated? 

6.  Does  the  potential  measure  satisfy  envi- 
ronmental requirements? 

7.  What  special  materials  and  manpower 
resources  are  required' 

The  measures  which  passed  the  Initial 
screening  were  then  tested  to  conform  to  the 
following  time  constraints: 

1.  Is  the  total  lead  tln-.e  required  for  in- 
stallation and  operation  ''xcessive? 

2.  Is  extensive  shut-down  time  required  of 
the  existing  plants  for  retrofit  installation 
or  tie-in? 

3.  Is  the  measure  consistent  with  plans 
of   the   Industry  to  conserie  energy? 

4.  Is  the  measure  consistent  with  the 
possibility    of   curtailment    of    natural    gas'' 

B.  Economic  practicability.  Each  measure 
that  passed  the  technological  screening  was 
then  evaluated  by  the  following  economic 
rating  system. 

1.  Type  of  investment  needed:  Low  invest- 
ment, short  payback  period  short  lead  time. 
score  5;  Intern^.edlate.  score  3:  major  capital 
Investment,  long  payback  period,  score  1. 

2.  Degree  of  implementation  by  Industry; 
Widely  utilized  by  Industry,  score  5;  inter- 
mediate, score  3;  very  llnilted  utilization  by 
Industry,  score  1. 

3.  Maturity  of  technolor-y:  Old  technol- 
ogy, economics  well  known,  score  2;  new 
technology,  economlw  of  which  are  rela- 
tively unknown,  score  1 

The  results  of  the  ratings  are  summarized 
In  the  following  table. 


Economic  practicability  rating  sheet 


Form  of  enerxy     Zoergy  consumed 
(10"  Blu) 


Percent  of 
total 


Eucify  saving  investment 


Type  of 

investment 

needed 
(score  1  to  t) 


Defrreeof 

Implementalion 

by  industry 

(score  1  to  S> 


Maturity  of 
technology 
(score  1  to  2) 


Economic 

practicability 

score 


Fuel  oil 39.8  9 

Natural  gas 21'2.2  48 

Coal,  coke 4.4  1 

Klectricity 97.3  22 

Other 88^4 20 

Total 442.1  100 

A  description  of  tlie  seven  components  by 
four-dlelt   clas,«iiacatlorw   Ls   provided   below. 

1.  SI>  J4'.  1,  3412.  can-s  and  ba.Tels,  coo-sists 
of  ef-Ukbil.shnient.s  engaged  in  the  manufac- 
fure  of  metal  can.-*  (3411)  and  plants  pro- 
ducing meta:  shipping  barrel-;,  drii.nv;.  kecs. 
az,d  pails  (3412  i . 

2-  SIC  3421,  3423,  3425.  3429.  hard'A'are. 
cutlery,  and  tools  covers  the  fabrication  of 
•dasors,  shears,  trimmers,  nonelectric  razors, 
fcnd   razor   blades    i342!i.   a   rani.-e   of   hand 


Housekeeping,  lighting- S 3 2 lOl 

8chedaliDg  changes — 5 2to3. 2 9  to  10. 

HoQsekeeping,  insulation »  4 _  3 2... 9. 

Improved  furnace  efficiency 4 3 2 9. 

Reduced  utility  potentials 5 2 2 9. 

Inanlating  against  process  heat  losses 4... 3 2 9. 

Utiliie  scrap  fluids  as  fuel 5 2_ 2 9. 

Low  solvent  coatings 4 3— 2 9. 

Housekeeping,  heating/cooling 4. 2to3. 2 8  to  J. 

Koduced  hot  working  temperature 5. 1..., 2 8. 


Chang'^s  in  Materials-process  specifications-  8  to  4 1..A 

EIectrolp.«a  plating 4 1 

Waste  heat  recuperatioivllot  to  cold  forging.  2,/2 1  to  2/1— 

ilousekfieplng.  computer  control  system 1 1 

Improved  iJectric  motor  eflieiency 1 I 

Higherpfficienoy  forging  furnaces 1 1 


I  !:.-av;nlpt  and  pin  ovens  fbr  can  manu-    1 1 2 

(afture. 

Fiimsce  conversion,  gas  to  electric..- 1 1 Itol.. 

New  coil  paJnling  technology I 1 1 

New  chrmnium  plating  technology -  1_ 1 1 


2 6  to  7. 

1 6. 

a/2 -  8  to  VS. 

2 4. 

2 4. 

2. 4. 


Stol. 

I. 

8. 
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Those  measures  having  ratings  of  5  or 
above  are  economically  practicable  and  their 
implementation  into  SIC  34  industries  can 
and  will  improve  energy  efficiency  by  the 
target  date  of  January  1,  1980.  Those  items 
ranking  3  to  5  will  likely  be  implemented 
in  some  companies  in  SIC  34  and  can  con- 
tribute to  their  achievement  of  the  ultimate 
target  but  could  not  be  sufficiently  imple- 
mented on  an  Industry-wide  basis  to  be 
considered  in  establishing  the  SIC  34  target. 
Items  which  scored  below  three  were  not 
considered  economically  practicable. 

nl.    CAPITAL    SPENDING    DECISIONS    AND 
FINANCING    CONSTR.AINTS 

SIC  34  Incorporates  a  trreat  number  (30,- 
000)  of  companies  which  prtyduce  a  large 
variety  ( 1.000 1  products.  Thirteen  thou.sand 
companies  in  this  Industry  are  Job  shop  type 
operations  which  employ  less  than  20  peo- 
ple. In  the  larger  establishments,  energy 
coste  generally  account  for  one  percent  of 
the  dollar  value  of  the  end  product  and  are 
not  high  enough  to  Justify  the  investment 
unless  conventional  energy  sources  are  cur- 
tailed. If  more  capital  was  available  in  this 
Industry  for  retrofitting  and  building  new 
plants,  the  maximum  feasible  energy  im- 
provement would  be  considerably  higher  Tlie 
energy  efficiency  Improvement  measures 
which  were  evaluated  generally  require  a 
relatively  small  monetary  Investment  and 
provide  a  short  payback  period. 

rv  POTENTIAL  ENERGY  CONSERVATION  MEASURES 
AND  EFFORTS  TO  REDUCE  T-'SE  OF  PETROLEDM 
PRODUCTS     AND     NATURAL     GAS 

The  target  support  documents,  copies  of 
which  are  available  for  inspection  as  pro- 
vided for  in  the  body  of  this  notice,  contain 
a  detailed  treatment  of  the  consideration  of 
potential  energy  conservation  measures.  Tills 
appendix  will  only  discuss  the  major  as- 
pects. 

A.  Potential  meaKvrcs  identified.  Tlie  fol- 
lowing suggestions  represent  the  tj'pe  of 
measures  that  were  finally  Identified  as 
technologically  feasible  and  economically 
practicable: 

1.  Turn  ovens  and  furnaces  to  low  fire 
when  on  standby. 

2.  Turn  off  equipment  when  not  in  use. 

3.  Install  combustion  monitoring  and  con- 
trol of  ovens,  furnaces,  boilers. 

4.  Install  high  efficiency  ovens,  furnaces, 
boilers. 

5.  Use  watehorne  solvent  systems  to  elimi- 
nate need  for  afterburners  on  coating  ovens. 

6.  Install  heat  recuperators  to  recover 
waste  heat. 

7.  Install  catalysts  In  afterburners  to  re- 
dvice  energy  consumption. 

8.  Install  process  changes  that  would  re- 
sult in  an  overall  25  percent  decrease  In  en- 
ergy use. 

9.  Install  combustion  control  on  melting 
furnaces  including  monitoring,  recuperation, 
and  insulation. 

10.  Use  single  coating  to  eliminate  double 
firing  in  porcelalnizing. 

11.  Use  coatings  that  do  not  require  fif- 
ing. 

12    Use  lower  process  temperatures. 
13.  Improve  air  .seals  and  circulatory  sys- 
tems. 

14  Improve  insulation 

15  Switch  from  gas  to  electric  heating. 

16,  F^relieat  make-up  air 

17.  Recover  waste  heat. 

18   Use  cold  wash  processes. 


19.  Improve  process  controls  and  schedul-  Coni- 
tng.  portent 

20.  Reduce  heat  loss  from  baths  with  float-      ,    ^^^ „      «  ^  ^        ,       *'?'.''"'., 

1.  SIC  3411,   12:     Cans  and  barrels..     24  7 

Lng  spheres.  j.  SIC  3421,  23,  25,  29:  Hardware,  cut- 

B.  Efforts  to  reduce  consumption  of  petro-         lery,  and  tools 29  7 

lemn  produk.'ts  and  natural  gas.  As  a  result      3.  SIC  3431:   Sanitary  ware 19.0 

of   natural   gas  shortages,    many   companies      *    SIC  3462,  63;  Porgln^js 30.1 

have  converted  from  natttral  gas  to  fuel  oU  ^    |g  334^,^;^3^«^i,^«"/----:     f,  ^ 

for  heating.  Some  conversion  to  electric  heat-  -j    gj^  3441,  42.  43    44,  46,  48,  49,  82, 

lug  Is  occtu-rlng  particularly  In  certain  seg-  84,  89.  83,  94,  32,  33,  51.  52,  93.  95. 

meats  of  the   forging   industry  where  high  9G,  97,  98,  99:  General  fabrication..     22  6 

volume  and  fixed  product  size  permits  the  g    Proposed    ttco-digit    gross    target.    For 

use  of  electric  heating.  The  trend  over  the  each  component,  the  1980  energy  use  at  1972 

next  few  years  wUl   be   to  equip  gas-flrod  energy  efficiency  In  units  of  trillions  of  Btu's 

furnaces  with  dual  controls  to  accommodate  *s  shown  in  colunin  A  of  the  following  tab!.'. 

..     ^          ,~.»„^    -  <.!»    i.,H,,^»i«^    v,„„n„r>  Slmilarlv,    for    each    component,    the    1980 

oil.   On   a   limited   scale,   Induction   heating  ■  .,^  v.       ^         .»,       __.^ ..j 

"  energv  Improvement  based  on  the  projected 

and    resLstance    heating    will    replace    gas-  implementation    of    con.servatlon    measures 

fired  furnaces.  JhiB  Industry  has  few  plans  to  m   units   of   trillions   of   Btu's   Is   shown   in 

convert   to   coal   due   to    the   lack   of   tech-  column  D.  The  1980  energy  use  for  each  com- 

nology  for   greater   than   50  percent   of   the  ponent  as  shown  in  column  C  was  determined 

PitRhii^hmeiitR  ''5-  subtracting  the  savings  In  column  D  fron 

esianiu-nmeuts.  ^^^  energy  use  In  column  A.  The  component 

V.  PROPOSED  TARGET  DEFINITION  soois  are  repeated   In  column  B.  The  two- 
digit  gross  target  for  SIC  34  was  determined 

A    Com ponent  goals.  The  detailed  evalu-  by  subtracting  the  total  In  column  C  from 

atlon  of  the  best  available  information  re-  the    total    In    column    A,    dividing    by    the 

suited  in  the  following  gross  energy  efficiency  lE^al  In  column  A  and  multiplying  by  100 

-             ^      f  \.  The  gross  component  goals  were  determined 

Improvement    goals   for   each   of   the    seven  ^y  performing  the  same  evaluation  for  each 

component  groups  of  SIC  34  which  were  an-  component.    The    proposed    two-digit    gross 

alyned  target  for  SIC  34  Is  25  percent. 

Orosi  target  development 


rompoiieiit 


(A) 

1(»80  energy  iLse 

at  1972  energy 

efilclency 

(10"  Btu) 


(B) 

Uross  p<-rcent 

Improvement  by 

1980  for  each 

component 


I'iRO  i"iifr>:y  use 

11  gross  target 

Is  achieved 

(10"  Btu) 


(D) 

Energy  Improve- 
ment by  l^ift) 
(or  each  com- 
ponent (10"  Btu> 


Cans  and  barreb 

Hardware,  cutlery,  and  tools. 

Sanitary  ware -. 

Forgings 

Stampings 

Plating  and  coating 

(icneralfabricatlou 

Total 


4.'>.37 
.VI.  90 
12.11 
93.60 
47.2<i 
38.87 
298. 9U 

a8a.9.> 


24.7 
29.7 

i&!o 

30.1 
31.6 
19.6 
22.6 


9tl7 
35.80 
9.81 
6S.40 
32.30 
81.25 
231.20 


11.20 
IS.  10 

2.3U 
2&2 
14.9 

7.62 
67.7 


(') 


440.0 


'  Tj:  ^gross  energy  liuprovt  mi-nt  targf  t 


A—C 


xioo. 


Tj- 


.•.S6.05_tOj40.0 


xioo=2:..oi<'t. 


C.  Special  citXumstances  effect.  Special  cir- 
cumstances are  conditions  Imposed  on  an 
Industry  which  are  beyond  the  control  of 
that  Industry  and  result  in  the  use  of  ad- 
ditions lenergy  to  manufacture  the  same 
products,  ffnergy  required  for  pollution  con- 
trol was  the  only  special  circumstance  iden- 
tified for  SIC  34. 

D.  Proposed  tuo-digit  net  target.  For  each 
component  in  SIC  34  the  additional  eneray 
required  by  special  circumstances  was  deter- 
mined and  recorded  in  column  C  In  the  table 
below.  The  gross  component  goals  were  ad- 


Justed  by  adding  the  additional  energy  re- 
quired by  special  circumstances  to  the  es- 
timated gross  target  energy  consumption  in 
column  B  of  the  table  below  to  obtain  tlie 
1980  energy  use  In  column  D  for  calculating 
the  net  target.  The  net  component  goals  are 
shown  In  column  E.  The  two-digit  net  target 
percentage  for  SIC  34  Is  calculated  by  sub- 
tracting the  total  In  column  D  from  the 
total  In  column  A,  dividing  by  the  total  In 
column  A,  and  multiplying  by  100.  The  pro- 
po.sed  two-digit  net  target  for  SIC  34  is  '24 
percent. 


I  "<>T),j»n;!.>cit  i:roup 


A 

l'.<80  energy 
use  at  I'.'T.', 

energy 
efficiencv 
lOU  Blus 


B 

1:<S0  energy 

use  If  gross 

target  is 

achieved 

10"  Btu  ■ 


Energy  fur 

spoi-ial 

circumslaiices 

10"  Btu« 


1> 

I'.'SO  eii' TO 
use  if  nH 
target  is 
achieved 
lui!  Btu's 


.Vet  iifr  ■>  It 

improveniiMit 

by  I'lBO  for 

eaeb 
compuiu'iit 


Cans  and  barrels **•*! 

Hardware,  cutlery,  and  tools .t0.90 

Sanitary  ware 12.11 

Forgings M-W 

Stampings S's!; 

Plating  and  coating 38.87 

General  fabrication 2y8.90 

Total 588.95 


34.17 
35.80 
9.81 
«ki.40 
32.30 
,11.  25 
231.20 


&99 

0 
.OS 

0 

0 

L45 

0 


38.16 

35.80 
9.84 
05.40 
32.30 
32.70 
231.2 


15.9 

29.7 
18.7 

aai 

31.0 

15.9 
22.6 


445.4 


T«-    net  energy  efficiency  improvement  target  =  — -^  XIOO. 
Tn=    ^^,^^:|^^X100=24.1  pet.,  use  24.0  pet. 
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n.  FINAL  TARGET  DEFINITION 


A.  Comments  and  impact  on  draft  target. 
Testimony  given  at  the  November  30.  1976, 
putDllc  hearing  and  timely  written  comments 
have  been  thoroughly  reviewed.  The  com- 
ments generally  were  addressed  to  four  gen- 
eral Issues. 

1.  Form  and  availability  of  data.  The  qual- 
ity of  the  data  used  In  formulating  the  SIC 
34  target  and  aggregation  of  less  than  opti- 
mum Information  Into  an  industry  wide  tar- 
get was  the  subject  of  comment  by  those 
companies  and  trade  associations  which  have 
atttempted  to  develop  their  own  meaning- 
ful energy  consumption  and  conservation 
data.  FEA  recognizes  that  the  quality  of  the 
data  available  was  not  perfect,  but  FEA  was 
required  by  EPCA  374(a)  to  set  the  target 
bised  on  the  best  Information  available.  En- 
ergy efficiency  Improvements  will  vary  from 
company  to  company  within  SIC  34.  depend- 
ing upon  the  types  of  processes  being  used, 
the  products  being  produced,  and  the  age  of 
the  plant  and  equipment.  The  final  target 
represents  a  goal  in  energy  conservation  for 
the  entire  SIC  34  industry  and  Is  not  neces- 
sarUy  applicable  to  any  one  company  or 
establishment. 

2.  Definition  of  BtuS  per  unit  of  output. 
I'EA  recognizes  ais  several  comments  indi- 
cated that  Btus  per  unit  of  output  may  not 
be  a  meaningful  definition  of  energy  usage 
for  all  Industries.  While  efforts  have  been 
made  by  many  companies  and  trade  associa- 
tions to'  determine  a  meaningful  unit  which 
will  accommodate  variations  in  production, 
process  changes,  and  capacity  utilization, 
FEA  believes  no  appropriate  measure  has 
been  developed  which  would  justify  any 
changes  In  the  target.  In  most  instances, 
data  on  energy  consumption  per  unit  was 
not  available.  Various  units  of  output  used 
Included  the  dollar  value  of  shipments  for 
four  of  the  seven  components,  and  various 
physical  units  for  the  others  such  as  base- 
boxes  of  cans,  tons  of  forglngs,  and  square 
meters  of  plating  and  coating. 

3.  Effects  of  new  plant  construction.  It  was 
pointed  out  In  the  hearing  that  considera- 
tion must  be  given  to  companies  which  al- 
ready have  plans  for  constructing  new  plants 
using  energy  efficient  technologies  In  the 
1972-iO  time  period.  These  plants  obviously 
cannot  aclileve  an  additional  24  percent  Im- 
provement In  energy  efficiency.  Since  the  en- 
ergy efficiency  target  for  the  SIC  34  Industry 
Is  not  meant  to  be  applied  to  any  single 
plant,  this  comment  cannot  eflect  the  cal- 
culation of  the  final  target  value. 

4.  Tax  incentives.  Some  statements  were 
made  d'.irlng  the  hearing  that  energy  con- 
eervation  and  the  tise  of  energy-efficient 
processes  would  be  more  quickly  Imple- 
mented If  tax  Incentives  and  reduced  interest 
K-*ins  were  made  available  to  American  In- 
dustry. FE.A  ha.s  acknowledged  the  Impor- 
tance of  economic  Incentives  In  Uie  target 
support  document  under  the  evaluation  of 
economic  practicability. 

B.  Final  target  values.  None  of  the  com- 
ments submitted  to  FEA  required  any  ad- 
justment of  either  the  proposed  gross  or  net 
targets.  FEA  has  determined  thai  SIC  34 
could  lower  Its  con.sumptlon  of  energy  in 
the  target  year  from  686  95  ■  lo  '  Bufs  to 
440  X  10''  Bufs  If  the  energy  for  -special  cir- 
cumstances Is  not  considered,  representing  a 
gross  conservation  of  25  percent  in  energy 
efficiency  improvement.  After  an  adjustment 
of  the  gross  target  for  special  circumstances, 
SIC  34  could  lower  lUs  con.--umplion  of  en- 
ergy In  the  target  year  to  445.4  x  lO"  Btu. 
This  would  represent  a  net  improvement  In 
energy  efficiency  of  24  percent. 


NOTICES 

The  following  Is  the  energy  efficiency  Im- 
provement target  set  by  FEA  for  SIC  34: 

Percent 

Gross  target,  based  solely  on  techno- 
logical feasibility  and  economic 
practicability 25 

Offset,  based  on  consideration  of  spe- 
cial circumstances 1 

Net  target,  based  on  technological  fea- 
sibility and  economic  practicability 
plus  consideration  of  special  clrcum- 
Etauces 24 

Appendix  I :  Statement  of  Basis  and  Jdstifi- 

CATION     FOR     THE     ENEBGT     EFFICEENCT     IM- 
rROVEME.N-T  TARGET  FOR  SIC  35— MACHINERT. 

E.xcEPT  Electrical* 

I.    INDUSTRY     DESCRtP-riON    AND    ENERGY     BASE 

Standard  Industrial  Classification  (SIC) 
35  divides  the  machinery  Industry  into  45 
four-digit  product  classification  which  are 
further  grouped  Into  nine  three-digit  classifi- 
cations. Components  are  defined  by  three- 
digit  product  classification  In  the  table  below. 
The  1972  energy  consumption  of  the  three- 
digit  classifications  Is  as  follows: 


1972  energy 

BIC 

Industry                  consumpd 

Percent 

10"  Btu 

3f.\ 

Enpnes  ««id  torbines 30. 0 

6.9 

352 

Farm    and    garden    ma- 
chinery and  equipment .            49. 4 

11.3 

3;>3 

Construction,    mininc, 
and  materials  handling 
machinery  and  equip- 

ment             75.1 

17.2 

ZTA 

Metalworking  machinery 

and  equipment -            57.2 

13.1 

3,'..i 

Special  industry  machin- 
ery, Mcept  melalwork- 

in(?  machinery 39.0 

9.1 

3,'< 

General    Industrial    ma- 

chinery and  equipment .            83.5 

14.5 

3.5? 

Office,    computing,    and 

accounting  machines...            25.5 

5.8 

1'* 

Refrigeration  and  service 

industry  machinery 59." 

13.6 

Zi.'i 

Miscellaneous  machinery. 

except  electrical 87.4 

L5 

Energy  sources  for  SIC  35  In  1972  were: 

Form  of  energy             10"  Btu           Percent  of  total 

Coal. 

36.7 

8.4 

Natural  gas .                     183.6 

41.9 

Fueloil *L4 

9.5 

Elflctrlchy VO.t 

2U.7 

Other. 

8B.Z 

19.5 

rotal 437.4 

100 

The  three-digit  Industry  components  are 
defined  as  follows:  1.  Englnee  and  Turbines, 
SIC  351.  comprises  the  manufacture  of  tur- 
bines (except  aircraft),  turbine  generator  set 
units,  steam  engines,  and  dlesel,  seml-dlesel, 
or  other  Internal  combustion  engines  not 
el.sewhere   classified. 

2.  Farm  and  garden  machinery  and  equip- 
ment. SIC  352,  comprises  the  manufacture  of 
tractors  and  other  farm  equipment,  and 
snowblowers,  lawn  mowers  and  other  lawn 
and  garden  equipment. 

3.  Construction,  mining,  and  materials 
comprises  the  manufacture  of  heavy  con- 
handling  machinery  and  equipment,  SIC  363, 
struct  ion  equipment  (bulldozers,  concrete 
mixers,  pavers,  power  shovels),  heavy  mining 
ecjutpment  (coal  cutters,  rock  drills  and 
crushers,  mine  cars) ,  oil  and  gas  fired  field 
equipment  (derricks,  drill  rigs  and  drill 
tools),  elevators  and  moving  stairways,  con- 


•  Target   development  for  SIC   35,  37   was 
treated  Identically  because  of  the  similarity 

of  the  two  Industries. 


yeyors,  hoists,  cranes,  monorail  systems,  and 
industrial  trucks,  tractors,  trailers  and 
stackers  for  use  In  and  around  Industrial 
facilities. 

4.  Metalworking  machinery  and  equipment. 
SIC  354,  comprlsee  the  manufacture  of  metal 
cutting  and  metal  forming  machine  tools, 
special  dies  and  tools,  machine  tool  accesso- 
ries and  measvirlng  devices,  power  driven 
hand  tools,  rolling  mill  m,achlnery  and  other 
metalworking  machinery  not  elsewhere 
classified. 

5.  Special  Industry  machinery,  SIC  355. 
comprises  the  manufacture  of  machinery  for 
use  by  other  major  Industries  Including  food, 
textiles,  paperr-chemicals,  and  petrolevtm. 

6.  General  Industrial  machinery,  SIC  356. 
comprises  the  manufacture  of  pimps,  ball 
and  roller  bearings,  air  and  gaa  compressors, 
blowers  and  exhaust  and  ventilation  fans.  In- 
dustrial process  furnaces  and  ovens,  power 
transmission  equipment,  and  other  general 
Industrial  equipment. 

7.  Office,  computing  and  accounting  ma- 
chines, SIC  357,  comprises  the  manufacture 
of  typewriters,  electronic  computing  equip- 
ment, calculating  and  accounting  machines, 
scales  and  balances  (except  laboratory),  and 
other  general  office  equipment. 

8.  Refrigeration  and  Service  lndu.=try  ma- 
chinery. SIC  358.  comprises  the  manufacture 
of  automatic  merchandising  machines,  com- 
mercial laundry,  dry  cleanlnEr,  and  pressing 
machines,  air  "condltlonmg  and  warm  air 
heaUng  equipment,  commercial  and  Indus- 
trial refrigeration  equipment,  measuring  and 
dispensing  pumps,  and  other  service  Indus- 
try machines  not  elsewhere  classified. 

9.  Miscellaneoxis  machinery,  except  elec- 
trical SIC  359,  comprises  the  manufacture  of 
carburetors,  pistons,  piston  rlnrs,  valves. 
amusement  park  equipment,  pneumatic  and 
hydraulic  cylinders,  flexible  metal  hose  and 
tubing,  and  other  miscellaneous  machinery. 

n.   criteria  vor  APPLicABiLrrT   OF  potential 

CONSERVATION    MEASTTEES 

To  determine  the  maximum  feasible  energy 
efficiency  improvement  achievable  by  1980, 
potential  energy  conservation  measures  were 
assessed  for  both  technological  feasibUlty  and 
economic  practicability. 

A.  Technological  feasibHit!/.  The  potential 
energy  conservation  measures  which  were 
considered  may  be  classified  Into  five  cate- 
gories. 

1.  Improvements  or  modification  lo  equip- 
ment. 

2.  Changes  In  processes 

3.  Conversions  to  electric  power 

4.  Improvements  In  operating  practice. 

5.  Housekeeping  Improvement^^  Ln  build- 
ings and  services. 

A  potential  energy  conservation  measure 
was  considered  to  be  technologically  feasible 
only  If  It  satisfied  all  the  following  criteria: 

1.  Any  technology  involved  had  to  have 
been  demonstrated  preferably  In  an  operat- 
ing plant  or  at  least  In  a  pilot  plant. 

2.  Any  equipment  to  be  purchased  or  mod- 
ifications to  be  made,  could  be  m  operation 
by  January  1,  1980. 

3.  Anv  modifications  of  equipment  had  to 
have  direct  application  to  Industries  involved 
In  this  study. 

4.  Any  process  change  had  to  be  techno- 
logically acceptable  to  the  Industry  affected. 

6.  Proce.ss  changes  could  be  In  operation 
by  January  1.  1980. 

8.  Conversion  to  more  available  forms  of 
energy  had  to  be  based  on  technology  wtilch 
was  developed  and  available. 

7.  Changes  from  fuel  fired  to  electrically 
heated  equipment  had  to  be  baeed  an  •▼all- 
abUlty  of  the  equipment  fca-  Hwtallatlofi  bT 
1980. 
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8  ConverstiKi  to  etcctnoaBr  Seated  eq^Hp- 
ment  had  to  be  baaed  oa  tb«  awtaatilHty  of 
sufficient  aoiountB  at  •taetrle  power  by  Jaxt- 

uary  1,  1980. 

Technological  feastbtuty  was  further  con- 
strained by  secondary  factors  sworlstwd  with 
t:ie  industry  Conversions  to  electrically  pow- 
ered melting  and  heating  equipment  were 
limited  to  a  percentag*  at  existing  installa- 
tlona  because  delivery  t^mea  for  ino«t  elec- 
tric induction  and  jxjwar  distribution  equip- 
ment are  now  more  than  two  years.  In  addi- 
tion, because  most  foundry,  forge  shop  and 
heat  treating  shop  capacity  is  Ln  the  Midwest, 
a  serious  Impact  on  electric  power  availability 
would  occur  with  complete  conversion  to 
electricity  within  the  next  two  or  three  years. 
Despite  the  long-range  potential  for  energy 
conservation  by  use  of  more  efficient  electric 
motors,  FEA  has  concluded  It  would  l>e  Im- 
possible to  change  any  large  percentage  of 
existing  motors  within  the  next  few  years, 
even  If  sufficient  quantities  were  available  by 
1980. 

Serious  consideration  was  given  to  the  po- 
tential for  improving  fuel  fired  heating  fur- 
nace efficiency  by  adding  insulation  to  the 
outside  walls  and  by  substituting  light- 
weight refractories  for  conventional  refrac- 
tories. Some  potential  energy  savings  were 
calculated  on  a  limited  application  of  insula- 
tion and  refractory  changes.  Becaii.se  all  fur- 
naces have  structural  steel  frameworks  and 
the  majority  have  a  plate  or  sheet  shell 
for  enclosing  and  sealing  the  refractory 
construction,  insulation  cannot  simply  be 
added  to  the  outside  of  the  steelwork.  In 
most  cases  It  would  be  necessary  to  rebuild 
the  furnaces  completely  to  add  Insulation 
or  to  Install  lightweight  refractories.  While 
this  will  be  done  In  some  instances  In  the 
next  few  years.  It  would  not  be  possible  for 
all  ftimaces  to  be  rebuilt  by  1980. 

Three  estimates  of  1980  energy  consump- 
tion based  on  technologically  feasible  meas- 
ures were  made:  fa)  The  first  estimate  in- 
volved implementing  only  those  conserva- 
tion measures  which  required  capital  In- 
vestment for  new  equipment  or  alterations 
to  existing  equipment. 

(b)  The  second  estimate  Involved  imple- 
menting only  improved  operating  practices. 

ic)  The  third  estimate  was  the  result  to 
be  achieved  throiich  Implementing  the  con- 
servation measures  In  fai  and  (b) 

B.  Economie  practicability  Only  those  po- 
tential conservation  measures  which  required 
new  or  altered  equipment  as  described  in 
I  a)  above  were  analyzed  for  economic  prac- 
ticality. They  accounted  for  4.2  percent  of  the 
total  18.7  percent  technologically  feasible  ef- 
ficiency Improvement  Conservation  meas- 
ures which  required  Improved  operating 
processes  were  not  analyzed  for  economic 
practicality  because  their  implementation 
can  be  achieved  with  minimal  expense.  The 
economic  screening  was  based  on  the  fol- 
lowing factors : 

1 .  Industry  growth  rates. 
2    Energy  cost  projections, 

3.  General  inflation  projections. 

4.  Industry  composite  cost  of  capital. 

5.  Return  on  Investment. 

6.  Capital  availability. 

7.  Other  factors,  mcludlng  utilization,  age. 
location,  and  energy  dependability. 

m.  C.IPITAL  SPENDrWG  DECISIONS  AWT)  FINANCINO 

CONSTRAINTS 

A.  Required  return  on  investment  Seven- 
teen energy  conservation  measurea  were 
found  to  be  economically  practicable  for  on* 
or  more  of  ttj©  three-digit  component  Indua- 
trle*.  These  measurea  are  presented  below 
with  related  capital  Investment  and  energy 
savings. 


198$  en«rfff  Mtnfmf  f«r  total  inre^tmmt 
doOar  period  Jr7€  to  }979 


Conservation  meatun 


Total 
progrun        1980 

in  rest-  «M«Ty 

ment  aaTl^ii 

^(loUan  (btUkn 

ID  Uuu 

millions) 


raintiD«.  drying  e&talytk  Ineia- 

erator   - 1,741.34  l,CM0.1i 

Ferrous  foundry.  Qrey  iron  heat 

recovery  proeesa .   1,  flSR.  28  911  31 

Nonlerroustoandry.  braemeJtuic.        113.14  Si.tt 

raiuui.g,  drying  au-lea  peiiiu 4. 35*.  a  2, 120.  U 

laryinp,  fuel  fired  c<'!:v«rsion_    2,  ife.  40  1.  118.84 

Noulerrous  die  casung,  luel  fired 

ooDTOrsion 1,148.37  414.12 

NaDfarroos    foundry,    aluminum 

melt... 1,002.27  305.57 

Nonferrous    foundry,    aluminum 

core  making 180.38  48.89 

Nonferrous  foundry,  bms?  casung.  17.80  ^43 
Perrouf  foundry ,  maUealile  iron  U) 

electric  conversions   10,591.68  2,327.05 

Forging,  eleetnc  conversion 10, 433L44  1,961.82 

Ferrous    looiidry.    ijrey    iron    lo 

electric  conversion 1«,8S«.42  2,435.31 

Powder  meiailurgy  ooiiveraioua 3,Hici.4ti  4r'i.sa 

1 'aiming.  dryi:ig  insulation 17,41118  l,120iS2 

Heat  treating,  direct  firwi  recoup..        717.85  94.97 

Heal  treating,  steel  heat  treat 9,266.05  717.  3J 

Painting,  baking  insulation 13,236.53  003.40 

Total 98,164.86  16,648.17 


The  hurdle  rates  In   effect  In   SIC  35  as 

developed  from  Industry  interviews  and  con- 
verted from  the  payback  periods  In  which 
they  were  used  varied  over  the  Industry  from 
a  low  of  20  percei.t  to  a  high  of  416  percent, 
B.  Capital  spending  prior\tie-s  Although  a 
particular  energy  conservation  meastu-e  may 


be    both    technologically    and    econoanlcaUy 

feasible,  constraints  may  exlat  In  a  eoo^ 
pany  which  would  toracloaa  lmpkaaa«atattcEi 
of  the  measure.  Among  theae  additional  coa- 

slderatlons   are : 

1.  Capital  avai:ablllty  in  the  Industry. 

2.  Plant  utilization  rates. 

3.  Geographic  locations 

4.  L,ack  of  dependable  energy  supply 
souixe. 

5.  Likely  curtailment  of  natural  gaa 
supply. 

6.  Collective  bargaining  agreemenw  pre- 
venting process  modification. 

7  Adverse  effects  on  employee  morale  or 
company   image. 

8.  State  and  local  government  fiscal  In- 
tegrity. 

9.  Employment. 

10.  Regional  econonalc  activity. 

11.  Prices 

13.  Low  and  middle  Income  famlllaa. 

13.  Small  buslneae 

14.  Sectoral  completion. 

Implementation  of  all  economically  feas- 
ible conservation  programs  for  SIC  35  would 
reqtilre  J98.2  million  in  expendlturea  t>e- 
tween  1976  and  1980  The  machinery  indtis- 
try  apent  94  42  billion  In  1974  on  expanalon. 
replacement  and  modernization  of  equip- 
ment and  facliltlea.  In  1S7S,  t.he  inaustry 
planned  to  spend  M  4«  bUllon  Projected 
expenditures  for  1976  1977  and  1978  are 
M.90  billion.  t6.18  billion  and  tb:i»  blKlon 
respectively  As  the  following  table  shows, 
an  annual  expenditure  of  »24  66  million  for 
conaerratloo  measures  would  require  only 
a  .small  share  of  total  capital  allocated  for 
expenditures  and  would  pose  no  restraint 
on  iniplemeutation  of  the  measures. 


Coiuervaiion  program  costt  {in  rnxUkint  of  dollars) 


SIC 


Industry 


Anntisl  oonstir-  1973  capital 

vtiUon  inotfrnni  eipmniitu.-M 

eipenaiturn   4  ceoaus  ol 

year  average)  maniifactures 


Percent 


351 
3S2 
353 
354 
35S 
3i6 
357 
358 
^i5» 


Turbines  and  engines 

Farm  machinery.  ^ ... 

Coiuslructioi!  machinery 

Metalworking  machinery 

Speu&i  machinery 

Gpneral  machinery 

Office  machinery 

Service  machinery 

Other,  n.e.c 


0.99 

188.1 

o.s 

4.14 

163.4 

2S 

5.18 

275  4 

1.9 

2.35 

218.7 

I.O 

2.3S 

164.2 

1.4 

&.S8 

228.7 

2.4 

.76 

286.6 

.3 

1.93 

228.3 

.a 

L38 

140.1 

.• 

Total.. 


24.54 


1,903.» 


La 


rv.  POTKNTIAL  KNBBGY  CONSKEVATION  MZASlRXa 
AND  EI-FORTS  TO  REDCCX  ITSK  OP  PETROUrCTM 
PRODUCTS    AND    KATtniAI.    CAB 

A  detailed  treatment  of  all  the  potential 
energy  conservation  measures  which  were 
considered  can  be  found  in  the  target  sup- 
port documents  which  are  available  for  ex- 
amination at  the  locations  and  times  as  in- 
dicated In  the  boc!y  of  this  notice  Only  the 
major  a«:pectB  are  treated  here. 

A.  Potential  meiiures  identified.  All  com- 
ponent industries  In  SIC  35  tise  the  same 
basic  processes  for  metalworking  and  metal- 
finishing.  Since  the*e  processes  require  large 
amounts  of  energy,  many  potential  conaer- 
vatlon  measures  were  aimed  at  these  basic 
processes.  Those  measurea  which  re<julre  sig- 
nificant capital  expenditures  and  which  con- 
'trlbuted  significantly  to  the  target  for  SIC  35 
are  shown  according  to  the  associated  indus- 
trial process: 

1.  Ferrous  foundry:  waste  heat  recupera- 
tion, electric  melting. 

2.  Nonferro-os  foundry:  improved  charging 
system,  waste  heat  recujwatlon,  combxisUon 
control  equipment.  Infrared  heating,  furnace 
Insulation. 


3  Die  casting:  waste  heat  recuperation.  In- 
sulation, combustion  contrr.l  equipment, 
covers  on  charglnB  wells. 

4.  Forging:  waste  heat  recuperation,  fur- 
nace Insulation,  combtistlon  control  equip- 
ment, electric  heating. 

5.  Heat  treating:   waste  heat  recuperation. 

6.  Painting  and  coating  airleaa  drying, 
catalytic  incineration,  Insulation, 

7  Powder  metallurgy:  waste  heat  recuper- 
ation, recycle  atmosphere  gas,  furnace  in- 
sulation. 

The  following  meastires  were  considered 
but  eliminated  by  the  screening  process 
described  below: 

1  Nonferrous  foundry:  electric  melting. 

2  Die  casting:  electric  melting. 

3  Heat  treating:  cascade  heat  recovery, 
electric  heating. 

4  Galvanizing:  conversion  to  electric, 
waste  heat  recuf>eratlon. 

5.  Painting  and  coating:  waste  heat  re- 
cuperation, combtistlon  control  equipment, 
electric  drying. 

No  conservation  measures  involving  capi- 
tal expenditures  wera  Identlfted  for  the  tol- 
lowlng   proceaeea:    electroplating,   structoral 
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and   plate   fabrication,    stamping,    blanking, 
forming,  assembly. 

Modifications  In  operating  procedures 
which  require  In.slgnlflcant  capital  Invest- 
ments are: 

TYPE    OF    EQl'IPlfENT    AND    NATURE    OF 
IMPROVEMENT 

1.  Cupola  furnace:  Use  of  optimum  Iron- 
coke  ratio  control;  careful  coke  handling  to 
reduce  breakage;  tuyere  maintenance  to  re- 
duce air  losses;  repair  leaks  in  blast  air 
piping;  maintain  Insulation  on  hot  blast  sys- 
tem; and  tap  Iron  at  minimum  allowable 
temperature. 

2.  Electric  arc  furnace:  Maintain  refrac- 
tories to  minimize  heat  loss;  maintain  roof 
and  doors  to  minimize  heat  los.s;  control  rate 
of  feed  of  electrodes,  and  control  of  furnace 
cvcles  to  avoid  peak  loads. 

3  Heating  furnace  Maintain  refractories 
and  Insulation;  seal  up  openings  in  walls  and 
roof;  keep  doors  closed  to  minimize  heat  loss; 
adjust  fuel-air  ratio  to  optimum  setting; 
shut  down  when  not  in  u.se;  and  remove 
unu.sed  material  from  car  totUimfi 

4  Mechanical  equipme.U:  Good  mainte- 
nance and  lubrtca'ion.  shur  down  when  not 
In  use;  keep  currlng  tools  and  dies  sharp; 
drain  chips  and  reu.se  cutting  oils;  and  repair 
leaks  In  hvdraulic  systems. 

5  Weldina  and  brazing'  Repair  leaks  In 
gas  and  oxvt;.-!!  Ime.s.  shut  off  torches  when 
not  In  use;  and  maintain  welding  tips  In 
good  condition 

6  Wa.fhlng  Use  lower  temperature  water: 
combine  or  ellmlnat«  washing  operatlonB; 
and  recirculate  washer  and  rinse  waters. 

.Additional  con.?ervatlon  could  be  achieved 
wl-h  a  minimum  of  capital  expenditures  by 
implementing  routine  hou.sekeeplng  and 
maintenance  on  buildlnps  and  .-lervices  Some 
25  to  50  percent  of  total  energy  consumed 
Is  expended  for  building  heating,  ventilating. 
Bir  conditioning,  lighting,  and  for  other  mis- 
cellaneous plant  services. 

A  partial  tabulation  of  these  many  poten- 
tial Improvements  Is  provided. 

Area  and  Nature  of  Improvement 

1.  Buildings:  Close  building  openings;  Re- 
pair broken  walls,  wlndou-s;  irusulate  walls 
and  roofs:  isolate  space  not  used  for  prod- 
ucts: and  Install  translucent  panels  to  re- 
duce lighting  requirements. 

2  Heating,  vexitUatlng.  air  condltkinlng: 
Reduce  temperatures  of  heating;  Increase 
temperature  of  cooling;  reduce  air  changes 
per  hour;  recirculate  air  where  possible; 
heating  with  waste  process  heat;  reduce 
heating  to  minimum  In  nonworklng  areas; 
and  cloee  all  unnecessary  openings. 

3.  LlghtUig:  Reduce  lighting  levels  to  min- 
imum; turn  lights  out  In  nonworklng  areas; 
use  more  efficient  lighting  systems;  and  use 
timers  to  control  lighting. 

4.  Boiler  houses:  Convert  to  coel  heating; 
maintenance  Improvement  on  boilers;  com- 
bustion control  on  boilers;  use  plant  wastes 
for  beating:  and  Install  air  preheaters  using 
waste  heat. 

5.  Piping  systems:  Repair  leaks  in  pii>e- 
llnes;  turn  off  air  and  water  nozzles;  and  m- 
etall  insulation  on  st^'am  lines. 

6  Electrical  systems:  Install  efficient  wir- 
ing; use  power  factor  correction;  and  reduce 
motor  sizes  where  possible. 

b    efforts  to  reduce  consvmftion  of 
petroleu'm  products  and  natur.*l  gas 

Tlie  principal  area  for  substituting  more 
available  energy  forn^s  for  scarce  energy 
forms  are  conversion  of  oil  or  gas  fired  boilers 
to  coal  flred  boilers  and  replacement  of  fuel 
fired  meJtlng  and  heating  furnaces  with  elec- 
tric furnaces.  With  few  exceptions,  the  sub- 
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stitutlon  of  coal  or  electric  power  for  oil  or 
gas  Involves  replacement  of  equipment  and 
this  capital  cost  consideration  has  minimized 
conversions  Where  gas  or  oil  are  not  avail- 
able, or  where  pollution  control  or  obeolee- 
cence  dictate  the  change,  conversions  have 
often  been  made,  but  they  rarely  offer  a  sub- 
stantial return  on  mvestment  where  energy 
costs  are  the  only  consideration. 

V.    PROPOSED    TARGET    DEFINITION 

A  Component  goals.  A  detailed  evaluation 
of  the  technologically  feasible  and  economi- 
cally practicable  conservation  measiires  re- 
sulted Ln  the  following  gross  energy  efficiency 
Improvement  goals  for  each  three-digit  clas- 
sifications m  SIC  35. 

Com- 
ponent 
goals 
(per- 
cent) 

SIC  351:   Engines  and  turbines 16.6 

SIC  352 :   Farm  and  garden  machinery 

and     equipment 18.5 

SIC  35:j:  Construction,  mining,  and 
materials  handling  machinery  and 
equipment    17  5 


SIC  354:  Metalworklng  machinery  and 

equipment  1"  3 

SIC  355:    Special  Industry  machinery, 

except  metalworklng  machinery 17  3 

SIO  356:  General  industrial  machinery 

and  equipment 16.0 

SIC  357 :  -  Office  computing  and  ac- 
counting  machines 16  7 

SIC  368:  Refrigeration  and  service  In- 
dustry machinery 15  2 

SIC  359:  Miscellaneous  machinery,  ex- 
cept electrical 17.0 

B.  Proposed  tu-o-digit  gross  target.  In  the 
following  table.  1980  energy  use  at  1972  en- 
ergy efficiency  is  recorded  for  each  three-digit 
classification  In  column  A  Similarly,  for  each 
component.  1980  energy  saving  from  Imple- 
menting conservation  measures  Is  recorded  In 
oolumin  B.  1980  energy  consumption  for  each 
component,  recorded  In  column  C.  was  deter- 
mined by  substractlng  the  savings  In  column 
D  from  the  energy  use  In  column  A.  Column 
B  repeats  the  component  goals.  The  two-digit 
gross  target  percentage  for  SIC  35  Is  de- 
termined below  by  subtracting  the  total  in 
column  C  from  the  total  in  column  A.  divid- 
ing by  the  total  In  colunui  A  and  multiplying 
by  100. 


CA) 

1980  energy  use 

at  1972  energy 

efficiency 

(10»  Btu) 


(B) 

Percent  im- 

provemeot  by 

1980  tot  each 

component 


(C) 

1980  energy  use 
if  eroes  is 
achieved 
(loa  Btui 


(D) 

Energy  im- 
provement bv 
1980  (or  each 
componem 
(lOaBtu) 


Component:     a 

351. :. 

352 - 

353 

354 „ 

355 

35« 

357 

358 

359 

Total 


53.601 
77.848 

118.863 
99.974 
fll.«57 

102.620 
4a  180 
93.971 

sasos 


l&S 
1&5 
17.6 
17.3 
17.8 
l&O 
1&7 
l&S 
17.0 


45.209 
63.459 
98.004 
82.707 
50.979 
86.075 
33.488 
"9,  ««7 
48.791 


8.295 

20.  SS'J 
17.267 
ia678 
16.445 
6.692 
14.274 

iaoi4 


707.322 


(') 


58&409 


1  Tg=groes  energy  improvement  target=  — r^-XlOO 


Ttf: 


707.322-588.409 
707.322 


X 100 =16.8  pel,  use  17  pet. 


C  Special  nrcumstances  effect.  Special  cir- 
cumstances are  conditions  beyond  the  con- 
trol of  the  Industry  which  require  additional 
energy  consumption.  Examples  of  special  cir- 
cumstances In  SIC  35  are  pollution  control 
and  occupational  safety  and  health  regula- 
tions. 

D  Proposed  two-di0t  net  target.  For  each 
component  In  SIC  36  the  additional  energy 
required  by  special  circumstances  Is  recorded 


In  column  C  In  the  following  table  1980 
energy  consumption  for  each  three-digit  clas- 
sification was  adjusted  by  adding  this  ad- 
ditional energy  requirement  to  the  figure  in 
column  B.  The  two-digit  net  target  percent- 
age for  SIC  35  U  calculated  below  by  sub- 
tracting the  total  In  column  D  from  the  total 
In  coltunn  A,  dividing  by  the  total  Im  column 
A,  and  multiplying  by  100. 


(A1 

(B) 

(C) 

(D) 

<E) 

1980  energy  use 

1980  energy  nse 

Energy  for 

1980  energy  lue 

Percent 

^ 

at  197'J  energy 

if  groffl  targei 

special 

if  net  target 

Improvement 
if  net  target 

efficiency 

is  achieved 

drcnmstanoes 

achieved 

(10»  Btu) 

(lOaBtuJ 

(lOUBtn) 

(loa  Bru) 

is  achieved 

Component: 

351 

SXBOt 

45.209 

1.170 

4«.379 

13.3 

352 

77.848 

63.459 

LS40 

64.808 

16.8 

353 

118.863 

98.004 

1807 

K*.  311 

15.6 

354 _ 

99.974 

82.707 

Lan 

84.568 

15.4 

365 _ _ 

61.667 

60.m 

LCB3 

6i  Oil 

1&« 

356 

102.620 

SSI 

1.714 

87.789 

14.4 

367..                _ 

401180 

.aaa 

34.180 

14.* 

358. .                   

S3.tr7i 

76.687 

Lsn 

8LJ77 

is.t 

369 

58.806 

48.  TBI 

Lua 

491909 

UlI 

Total _ 

707.323 

P) 



goL2sa . 

1  T.cnat  enenrv  efflelen 

CT  imnrovement  t 

i«et  =  ^^Xia 

) 

T,= 


707.322-e01.n2 
7V7.322 


X  100=16  pet 
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VL   FINAL   TAaCCT   B^THITIOH' 

K.  Comments  and  impact  om  draft  tarf/et. 
No  testimony  was  presented  dunng  tlie  pub- 
lic healing  scheduled  for  November  33  and  2S. 

1976.  but  written  comments  from  five  corpor- 
ations were  stibsequently  received.  The  com- 
ments were  sufficiently  diverse  so  that  ciaa- 
slScation  on  the  basts  of  Issues  was  Imprac- 
tical. Consequently,  each  of  tiie  coramenta 
are  treated  here  individually 

One  comment  stated  that  the  proposed  15 
percent  energy  efBclency  target  for  SIC  36  Is 
excessive  and  dependent  on  numerous  uncer- 
tain factors.  The  comment,  however,  provided 
no  information  to  support  this  contention. 
The  proposed  target  is  a  weighted  computa- 
tion based  on  component  goals  derived  from 
each  component's  energy  consumption  The 
SIC  35  component  goals  were  aU  sufficiently 
close  to  the  proposed  two  digit  erosa  target  so 
that  any  corporation  m  any  one  of  the  ccwm- 
ponents  should  t>o  able  to  meet  the  com- 
posite two-digit  target  If  It  coaJd  realize  the 
level  of  conservatlcxn  developed  for  the  com- 
ponent. On  a  plant- by-plant  or  company-by- 
company  basis,  conaervatian  measures  may 
have  a  different  Impact.  However.  PEA  be- 
lieves that  the  treatment  of  available  data 
Justifies  the  development  of  the  proposed 
two-digit  target. 

One  comment  Indicated  a  major  concern 
with  the  method  and  accuracy  of  measuring 
actual  improvements  In  energy  efficiency. 
FEA  recognizes  that  a  given  unit  of  output 
measurement  may  not  be  acceptable  to  ail 
activities  in  SIC  36  and  that  a  single  unit  of 
output  can  not  necessarily  be  used  for  adl 
SIC  36  component  actlvltlies.  Various  meas- 
urement bases  coupled  with  several  Indices 
of  efficiency,  such  as  floor  area,  numtjer  of 
employees,  and  product  unit*  were  examined 
in  developing  the  target  value.  The  output 
Index  used  was  the  number  of  production 
workers  because  statistics  relative  to  this  in- 
dex were  the  most  comprehen&lve. 

Several  comments  expressed  concern  that 
appropriate  and  high  quaUty  data  are  not 
available  for  the  base  year  1972.  1973  was 
selected  by  FEIA  as  the  base  year  because  It 
was  the  last  full  calendar  year  before  the 
embargo.  FEA  believes  that  the  data  for  1972 
used  In  determining  the  proposed  target  was 
certainly  adequate  to  Justify  the  target 
vaiue. 

A  number  of  comments  were  concerned 
with  the  availability  of  capital  for  invest- 
ment la  energy  conservation  technologies. 
F'EA  believes  that  since  energy  conservation 
projects  must  compete  with  aU  other  projects 
for  investment  capital,  the  availability  of  in- 
vestment capital  will  ultimately  depend  upon 
an  acceptable  rate  of  return  for  the  Invest- 
ment, SIC  35  generally  faces  no  dlfUculty  In 
raising  capital  for  projects  which  meet  the 
return  on  Investment  (ROD  criteria.  Po- 
tential conservation  measures  were  Judged 
against  each  component  Industry's  ROI  cri- 
teria. Capital  availability  .should  not  Inhibit 
Implementation  of  the  identified  conserva- 
tion mesisures. 

One  company  suggested  a  further  ."special 
circumstances  adjustment  for  the  effect  of 
weather  on  the  amount  of  energy  used  in  a 
building  environment  and  for  conditioning 
the  make-up  air  for  manufacturing  processes, 
ba.sed  on  its  own  experience.  FE.^  believes 
that  adjustments  based  on  individual  plant 
operating  conditions  and  experience  are  not 
appropriate  to  target  setting. 

Several  comments  Indicated  that  the  use 
of  a  target  at  the  two-digit  level  is  mtslead- 
ing  and  anmanageable  because  the  Industry 
does  not  operate.  measuTe  or  manage  Its 
activities  on  a  two-digit  indiistry-wide  basis. 
Targets  at  the  two-digit  SIC  level  are  re- 
quired by  the  EPCA.  The  target  document 
:  altes  cognteauce  of  Individual  companies  by 
deriving  the  target  from  a  three-digit  analy- 


sis of  the  Industry.  Use  of  the  three-digit  level 
components  closely  approximate  the  charac- 
ter of  the  xuual  buslneBS  operation  for  data 
gathering  purposes  and  t*  consistent  with 
reporting  that  la  currently  submitted  to  tiim 
Bureau  of  Census. 

One  comment  suggested  that  the  target 
support  document  lacks  sufficient  documen- 
tation and  either  a  m.athematlcal  model  or 
extrapolation  of  In-depth  case  st  idles  In 
response  to  this  comment.  FEA  has  reviewed 
the  support  doctmaents  and  concludes  that 
the  data  and  methods  of  evaluation  used  In 
the  document  do  support  the  target  vtaue. 

One  comment  stated  that  the  sampling  of 
the  companies  and  the  depth  of  the  Inves- 
tigation appear  Inadequate  FEA  believes  that 
the  many  data  sources  used  were  s  ifflclent 
to  provide  an   adequate   target   basts 

One  comment  questioned  the  common- 
ality of  processe-s  among  the  three-digit 
product  classifications.  .Ml  components  of 
SIC  35  share  many  of  the  common  metal- 
worklng activities.  These  common  processes. 
as  further  grouped  In  the  three-digit  classl- 
ticatlons.  provide  an  appropriate  Instrument 
for  developing  the  target  value. 

One  comment  suggested  that  the  conser- 
vation measures  developed  In  establishing 
the  SIC  35  target  were  for  the  most  part 
already  In  use.  The  1980  achievement  dead- 
line established  by  EPCA  necessitated  a 
■state-of-the-art"  approach  so  that  most  of 
the  identified  me;isures  already  m  use  are 
to  some  extent  In  the  Industry  The  SIC  35 
target  Is  based  on  projected  energy  savln^pi 
to  be  achieved  by  further  application  of 
proven  measures. 

A  final  Cf^mment  stated  insufflcletit  infor- 
mation and  economic  data  were  provided  in 
the  support  documents.  FEA  responds  that 
the  support  documents  devote  thirty-one 
pages  and  10  tables  to  economic  analysis. 
Additional  detailed  information  and  data  ar» 
provided  In  the  Volume  I  Backup  Report.  No 
additional  information  was  received,  and  FKA 


believe*  that  economic  practicability  and 
capital  availability  received  adequate  treat- 
ment during  the  target  development. 

B.  Final  target  values  VKA  has  concluded 
that  no  changes  to  either  the  eiiergy  conser- 
vation levels  or  the  final  Industry  target  are 
required  as  a  result  of  the  public  couunenta. 
The  final  SIC  35  energy  efficiency  Improve- 
ment tart-Pt  remains  unchanged. 

SIC  35  could  lower  Its  energy  consumption 
In  the  t.vget  year  from  707.32  k  10"  Btu  to 
588  40  -  10-^  Btu  If  the  energy  for  special  cir- 
cumstances Is  not  considered,  representing  a 
gross  conservation  of  17%  In  energy  efficiency 
improvement  .\fter  adjustment  of  the  groam 
target  for  special  clrciunstances  SIC  35  could 
lower  its  consumption  of  energy  m  the  target 
year  to  601 .33  x  10"  Btu.  This  would  repre- 
sent a  net  improvement  in  energy  efficiency 
of  15  percent. 

The  following  Is  the  energy  efficiency  Im- 
provement target  set  by  FEA  for  SIC  36 : 

Percent 
Oross  target,  based  solely  on  tachno- 
lo^caJ      feasibility      and      economic 

practicability 17 

Offset,  based  on  consideration  of  spe- 
cial circumstances 3 

Net  target,  based  on  technological  fea- 
sibility and  economic  practlcmblllty 
plus  consideration  of  special  ctrcum- 
stances 15 

.^^PENDIx  J.   Statxmsnt   ot  Basis   aKo   Jos- 

TIPICATION  FOR  THS  E.VE84.T  EfTICIENCT 
iMPaOVKMKNT  TxaCET  FtJB  SlC  37 — TaaNS- 
poET.^Tio.N   EQuiPMSirr  ' 

I.    INDUSTRY    DESCaiPTION    AITD    ETVERCT    RASS 

The  transportation  equipment  industry. 
Standard  Indtistrlal  Claaslflcailon  (SIC)  37, 
includes  17  four -digit  prcKluct  classlficatlona. 
T?ie  following  table  shows  energy  consump- 
tion by  each  of  the  claaslflcatlons  In  IPT2, 
the  base  year : 


SIC 


Industry 


Pareait 


3711  Motor  vohldei  and  passenger  car  bodies 

Xn.3  Truck  and  bvi.«  Ik:>.11.«.  .    , 

3714  -Motof  vehicle  partj  and  accassortes 

3715  Tmck  tmUers 

3r.:i  .MrcJ»ll 

3724  .^Ireran  Rnelnes  and  engine  parts — - 

37;a  .\iroja/t  paru  aiid  auxiliary  equipment,  n.e.0 

3731  Slilti  buildlug  aLid  repairing 

3732  B'>at  builiUn?  ».:.>'.  rr'palrlnp 

3743  Railroad  iKjulpinunt 

37,H  .Motoreycles,  blcydpi  and  parts 

3761  Uiuded  :nlafcil«s  anil  space  velildes 

3764  rropulsio:;  uiuti- .— 

.T99  (inidi-d  missile  and  ?i)aee  vpiilcle  parts  Slid  MixUlary  equlpmsot. 

:i7y2  Travel  utUIm^  and  namptr?  _ -— 

37i»5  Tanks  and  tank  component .- 

3799  Transportation  e<iulpnient,  n.e.c 

Total — 


lias 

12.1 

134.3 

.12 

32.1 

316 

2318 

1&5 

5.8 

ItLl 

4w2 

%.i 

7.9 

X* 

xs 

L4 

2.4 


:2.t 

X2.4 

l.> 

7.7 

5.* 

i.7 

4.5 

L4 

19 

L* 

IS 

L8 

.« 

.1 

.» 

.« 
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The  Standard  Industrial  Claaslflcatlon 
manual  (1972)  defines  this  Industry  by  the 
classes  of  items  produced  or  repaired  In  gen- 
eral, the  Industry  Includes  the  manufacture 
of  equipment  for  transportation  of  pass- 
engers and  cargo  by  land,  air.  and  water  Im- 
portant products  produced  by  SIC  37  Include 
motor  vehicles,  aircraft,  grulded  missiles  and 
space  vehicles,  ships,  boats,  railroad  equip- 
ment, and  miscellaneous  transportation 
equipment  such  as  motorcycles,  bicycles,  and 
snowmobile!". 

n.  caiTKBi*    roa   appucabujtt    of    potekjtiai. 

CONS^VATION    MKASCTSES 

Potential  conservaUoB  m— ures  were  flrst 
screened  tor  technological  tcaslMUty  and  Um 
measuiea  that  aurvlv«d  tba  firat  test  were 
then  screened  for  economic  practicability. 
The  surviving  measures  were  then  analyzed 
to  determine   their   contrltrutlon   to   the   In- 


dustry target.  Because  of  the  commonality  of 

manufacturing  processes  at  the  three-digit 
level  In  SIC  37,  the  technological  sc.-eealng 
was  performed  at  that  level.  The  economic 
-creenmg  was  made  at  the  four-digit  level  to 
a.ssure  accuracy,  but  the  resulus  were  aggre- 
gated at  the  three-digit  level  Consequently, 
component  goals  were  also  computed  at  the 
three-digit  level. 

A.  rec/ino/ogrvcai  feasibility.  The  following 
criteria  were  used  to  assess  the  technological 
feasibility  of  any  proponed  energy -efBclent 
measure 

1.  The  technology  had  to  be  .sufficiently  de- 
veloped, to  t>e  In  operation  in  an  actual  or 
pilot  plant. 


■  Target  dewelopmant  for   SIC   36,   S7 
treated  Identically  because  of  the  stmllarlty 

of  the  two  Inttustrles. 
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2.  The  equipment  or  terhnlcal  modlflca- 
tlon  had  to  be  capable  of  being  in  operation 
by  the  beginning  of  1980. 

3.  The  modification  of  equipment  involved 
had  to  have  direct  application  In  the  Indus- 
tries Involved  In  the  study. 

4.  If  a  process  change  was  Involved.  It 
had  to  be  sufficiently  developed  and  proven 
by  field  applications  to  be  acceptable  to  the 
industries  affected. 

5.  Process  changes  had  to  be  capable  of 
being  Implemented  and  operational  by  Jan- 
uary 1,  1980. 

6.  Changes  to  a  more  available  form  or 
energy  had  to  be  based  on  technology  already 
available.  ,     ^  .     „ 

7  Changes  from  fuel  flred  to  electrically 
heated  equipment  had  to  be  based  on  avail- 
ability of  the  equipment  for  Installation  by 
January  1,  1980. 

8  Changes  to  electrically  heated  equip- 
Ti.,:.t  had  to  be  based  on  availability  of  the 
rtMm!.-ed  amount  of  electric  power  by  Janu- 
arv    1.    1980 

Technoloclcal  fea.stbllity  was  further  con- 
strained bv  secondary  factors  associated  with 
the  Induitrv  C*.nverslons  to  electrically 
powered  meltlni,'  and  heating  equipment  were 
I'.mlted  to  an  Identifiable  percentage  of  exi.^t- 
InK  Installations  because  dellverv-  times  for 
electric  l:iductlon  and  power  distribution 
equipment  are  now  more  than  two  years  in 
length  Addition.^llv.  since  most  foundry, 
furt-e  shop  and  heat  treating  shop  capacity 
Is  in  the  Midwest  a  serious  Impact  on  elec- 
tric power  availability  will  occur  If  there 
Uh  a  complete  conversion  to  electric  within 
the  next  two  or  three  years.  Despite  the 
long-range  potential  for  energy  conserva- 
tion by  use  of  more  efficient  electric  motors. 
FEA  has  concluded  It  would  be  mipossible  to 
change  any  large  percentage  of  existing 
motors  within  the  next  few  years,  even  ir 
sufficient  quantities  were  available  by    1980 

Serious  consideration  was  given  to  the 
potential  for  Improving  fuel  tired  heating 
furnace  efflclencv  by  the  addition  of  Insula- 
tion to  the  outride  walls  of  steel  furnaces 
and  by  substitution  of  lightweight  refrac- 
tories for  conventional  refractories  Some  of 
me  final  energy  savings  are  due  to  limit«i 
MoUcatlon  of  Insulation  and  refractors 
changes.  However,  all  furnaces  have  struc- 
tural steel  framework.s.  and  the  majorltv 
have  a  plate  or  sheet  shell  for  enclosing  and 
sealing  the  refractory  con.structlon.  Insu- 
lation cannot  simply  t>e  added  to  the  outside 
of  the  steelwork,  since  this  would  cause 
overheating  of  the  steel.  In  most  cases.  It 
would  be  necessary  to  rebuild  the  furnace.s 
completelv  In  order  to  add  Insulation  or  to 
lUBtall  lightweight  refractories.  While  some 
Of  this  can  and  will  be  done  within  the  next 
few  years.  It  would  not  be  possible  for  many 
furnaces  to  be  rebuilt  In  this  way  by  Janu- 
ary 1,  1980 

The  final  measures  which  wrre  included 
principally  Involved  Iniprovements  to  melt- 
ing and  heating  furnaces  through  Improved 
insulation,  combustion  practice,  waste  heat 
recover,  conversions  from  fuel  fired  melting 
and  heating  furnaces  to  electric  equipment, 
and  changes  In  processes  Involving  core- 
maicing  and  painting 

B  Economic  practicabihty  The  energy 
con.servatlon  measures  which  were  deter- 
mined to  be  technologically  feMlble  were 
subjected  to  an  economic  analysis  to  deter- 
mine their  economic  practicability  Elements 
of  the  criteria  on  whloh  this  ar.alvsis  was 
based  are  the  following: 

1  Indu.stry  growth  rates 

2  Energy  cost  projections. 

:l    General  Inflation  projections 

4  Industry  composite  cost  of  capital. 

5  Return  on  Investment, 
fi    Capital  avaUabUlty 

7  Other  factors.  Including  utlll/.ttlon  age 
location,  and  energy  dependability 


NOTICES 

ni    CAPITAL  SPENDING  DECISIONS  AND  FINANCING 
CONSTttAINTS 

A  Rrquired  return  on  investment.  A  total 
of  17  potential  energy  conservation  measures 
were  determined  to  be  economically  practi- 
cable as  well  as  technologically  feasible  In 
one  or  more  of  the  seven,  three-digit  com- 
ponents of  the  SIC  17  industry. 

It  would  require  H76  million  to  Implement 
all  of  the  acceptable  17  conservation  meas- 
ures over  the  period  1976  through  1979.  The 
energy  savings  generated  In  the  year  1980 
would  be  about  34,000  billion  Btu's  or  the 
equivalent  of  1  4t>  million  short  tona  of  bitu- 
minous coal,  5  92  million  barrels  of  distillate 
fuel  oU.  10  10  billion  kilowatt  hours  of  elec- 
tricity or  about  34x10*  cubic  feet  of  natural 
gas  The  following  table  shows  the  required 
capital  Investment  and  the  potential  energy 
savings  for  each  of  the  17  measures. 

IftXO  energy  miHng  and  imcttnu^nt  dolhim 
ner  Cfitiscr cation  infaniiriM 


Coiiscrvalinn  iiii>ti!>urv 


Total 

program 

invest  menl 

(In  millions 

of  dollars) 


I'ainling;  Drying  catalytic 
inciiieralor I,9fl0. 93 

t.-rrous  foundry:  Grey  Iron 
heat  recovery  process - .  93).  82 

Nonferrous  foundry;  Brass 
melting 230.56 

rainting:     Drying    airless 
paint - ---  4,901.50 

Foriting:    Fuel    fired    con- 
aversion IJ,  35*.  51 

.Nonferrous     die     casting: 
Fuel  flred  conversion 1,038.11 

Nonferrous  foundry: 

Aluminum  melt 2,042.46 

Aluroinumcoremaking.  326.81 

Brasscasting 38.63 

K>  vrous  Foundry;  Malleable 
iron  to  electric  conversion.         18, 226. 31 

Forging:    Electric    conver- 
sion...  ,-.-        48,879.20 

F'l'irous  foundry :  Urey  iron 
to  ele<:tric  conversion 34,174.75 

I'owpr  metallurgy  conver- 
sion          1,121.1.1 

l';\iniing:    Drying    insula- 
lion l'>,606. 21 

Heal  Treating; 

Direct  fired  recoup 860.13 

i5leel  heat  treat... 10,.t98.77 

Painting:    Baking    insuls- 
lion 17.196. 57 

Total 176,286.84 


1980 

energy 
saving.^ 
(billion 
Btu'sl 


1,22101 

1,672.09 

124.39 

2,448.01 

5,660.92 

388.81 

647,89 

103.66 

11.51 

4,  '260.  68 

9, 252. 75 

4. 4.S8. 91 

141. 10 

2, 448. 01 

62.38 
856.22 

807.55 


34,466.89 


The  following  hurdle  rates  were  deter- 
mined for  SIC  37  components  from  Industry 
Interviews  and  were  converted  from  the  pay- 
back  perlod.s   in   which   they   were   utilized: 


3ie 


3713 

.C.'l 

irj4 

;73l 
:r:rj 

.Cl 
.iTiil 
CM 

3T92 


Industry 


Hnrdl*  rates 
(pareent) 


;i7 


"W 


■Molor  vehicles    

Truck  bodies 

rart5     

Track  trailers 

.\ircraft   

.A.ir  engines 

.Kn  equipment 

Sliip  building 

linat  buildings 

KiiiLroad  equipment. 

MiUorcycles 

M!.s,siles-  - 

SpMe  propulsion.... 

fipace  vehicles 

f'amp«>rs — 

Tatik.s    

E'iui[iiiient  n.e.c 


El 


26.0 


19 

20 
19 

42 

ao 


42 


B.  Capital  Spending  PrioHtiea.  Although 

a  particular  energy  coii.servatlon  project  may 
be  both  te<^hnolo^caliy  and  economically 
feasible,  there  may  extrt  overriding  con- 
straints which  would  foreclose  ultimate  Im- 
plementation of  a  project  by  a  firm.  Among 
these  considerations  are: 


(a)  Capital   availability   In    the    Industry. 

(b)  Plant  utilization  rates 

(c)  Plant  age. 

(d)  Geographic  location 

(e)  L£u:It  of  dependable  energy  supply 
source. 

(f)  Likely  curtailment  of  natural  gas  sup- 
ply. 

(g)  Collective  bargaining  agreements  pre- 
venting process  modification. 

(h)  Adverse  effects  on  employee  morale  or 
company  image. 

(1)  State  and  local  government  fi.scal  In- 
tegrity. 

( J )    Employment. 

(k)   Regional  economic  activity. 

(1)   Prices. 

(m)   Low  and   middle   Income   families. 

(n)   Small  business, 

(o)   Sectoral  completion 

Implementation  of  all  economically  fea- 
sible conservation  programs  In  the  tran.s- 
portatlon  equipment  industry  would  require 
$176  million  In  expenditures  from  1976  to 
1979.  SIO  3711,  the  motor  vehicle  Industry 
comix>nent,  accounts  for  the  largest  capital 
investments  (§  152  4  million  or  86  percent  of 
total  feasible  investments!  and  the  largest 
potential  energy  saving  (30.000  billion  Btu  s 
or  98  percent  of  total  savings)  of  all  the  fea- 
sible programs  Of  con-servatlon  programs 
available  to  SIO  3711.  the  single  largest  re- 
quired Investment  Is  the  conversion  to  elec- 
tricity of  the  forging  process  which  requires 
nearly  $49  million  (or  28  percent)  with  re- 
sulting savings  of  9  2.'50  billion  Btu's  (or  27 
percent).  However,  fuel  fired  forging  conver- 
sions represent  a  much  better  savings  per 
dollar  Invested.  Ferrous  foundry  and  paint- 
ing conversions  represent  significant  savings 
jiotentlal. 

Total  1972  expenditure  by  SIC  37  for  new 
plant  and  equipment  was  $2,663  million 
Thus,  the  largest  required  annual  expendi- 
ture of  nearly  »75  million  In  1979  on  the  17 
feasible  programs  represents  less  than  3  per- 
cent of  1972  capital  expenditures,  and  Imple- 
mentation should  not  be  at  all  affected  by  the 
availability  of  capital  funds 

IV.  POTENTIAL  ENERGY  CONSFRVATK  ."w  MEASURES 
AND  EFFORTS  TO  REDUCE  fSE  OF  PE-!!t.->LETJM 
PRODUCTS    AND    NATURAL    OAS 

A  detailed  teratment  of  all  potential  energy 
conservation  measures  which  were  considered 
can  be  found  In  the  target  support  docu- 
ments which  are  available  for  examination  at 
the  locations  and  times  specified  In  the  body 
of  this  notice  This  appendix  will  only  discuss 
the  major  aspects  of  the  assessment  of  poten- 
tial energy  conservation  measures. 

A.  Potential  Measures  Identified.  All  com- 
ponents' In  SIC  37  use  the  same  basic  proc- 
esses for  metalworklng  and  metalflnlshlng 
Since  these  proce&ses  are  the  principal  con- 
sumers of  energy  In  the  Industry,  potential 
conservation  mea-sures  were  associated  with 
these  basic  processes.  Measures  Involving  sig- 
nificant capital  expenditures  were  Identified 
In  the  table  given  in  IH  (A)  above. 

Additional  conservation  measures  which 
were  considered  but  eliminated  by  the 
screening  process  are: 

1.  Nonferrous  foundry  :  electric  melting 

2.  Die  casting:  electric  melting. 

3.  Heat  treating:  cascade  heat  recovery, 
electric  heating. 

4.  Galvanizing:  conversion  to  electric, 
waste  heat  recuperation. 

5.  Painting  and  coating:  wa.ste  heat  re- 
cuperation, combustion  control  equipment, 
electric  drying. 

No  conservation  measures  requiring  capital 
Investment  were  identified  for  the  following 
processes:  electroplating,  structural  and 
plate  fabrication,  stamping,  blanking,  form- 
ing, assembly. 

In  addition  to  the  process  modifications 
which   Involve    significant   capital    expendl- 
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tures  modifications  In  operating  procedures 
were  Identified.  These  energy  conserving 
measures  for  which  no  economic  analysis  was 
required  are  as  follows: 

TYPE    OF    EOUIPMENT    AND    NATURE    OF 
IMPROVEMENT 

1  Cupola  furnace:  Use  of  optimum  iron- 
coke  ratio  control;  careful  coke  handling  to 
reduce  breakage;  tuyere  maiiitenance  to  re- 
duce air  losses;  repair  leaks  in  blast  air 
piping;  maintain  insulation  on  hot  blast 
system;  and  Tap  iron  at  minimum  allowable 
temperature 

2.  Electric  arc  furnace:  Maintain  refrac- 
tories to  minimize  heat  loss;  maintain  roof 
doors  to  minimize  heat  loss;  Control  rate  of 
feed  of  electrodes;  Control  of  furnace  cycles 
to  avoid  peak  loads. 

3.  Heating  furnace:  Maintain  refractories 
and  insulation;  Seal  up  ojjenlngs  in  walls 
and  roof:  Keep  doors  closed  to  minimize 
heat  loss:  Adjust  fuel-air  ratio  to  optimum 
setting;  Shut  down  when  not  in  use;  Remove 
unused  material  from  car  bottoms. 

4.  Mechanical  equipment:  Good  mainte- 
nance and  lubrication;  Shut  down  when  not 
in  use:  Keep  cutting  tools  and  dies  sharp; 
Drain  chips  and  reuse  cutting  oils;  Repair 
leaks  in  hydraulic  systems. 

5.  'Welding  and  brazing;  Repair  leaks  in 
gas  and  oxygen  lines;  Shut  off  torches  when 
not  in  tise;  Maintain  welding  tips  in  good 
condition. 

6.  'Washing:  Use  lower  temperature  water; 
Combine  or  eliminate  washing  operations; 
Recirculate  washer  and  rinse  waters. 

The  potential  conservation  measures  which 
could  be  most  easily  implemented  with  a 
minimum  of  capital  expenditures  Involve  the 
buildings  and  services  In  manufacturing  es- 
tablishments. Prom  25  to  50  percent  of  total 
energy  consumed  by  SIC  37  Is  expended  for 
building  heating,  ventilating,  air  condition- 
ing, lighting  and  other  miscellaneous  plan-C 
.services,  A  tabulation  of  the  more  important 
potential  hovtsekeeping  Improvements  Is 
provided. 

AREA    AND    -NATURE    OF    IMPROVEMENT 

1.  Buildings:  Close  building  openings;  Re- 
pair broken  walls,  wlndov.s:  Insulate  walls 
and  roofs;  Isolate  space  not  vised  tor  prod- 
ucts; Install  translucent  panels  to  reduce 
lighting  requirements. 

2  Heating,  ventilating,  air  conditioning: 
Reduce  temperatures  of  heating;  Increase 
•etnperature  of  cooling;  Reduce  air  changes 
per  hour:  Recirculate  air  where  possible: 
Heating  with  waste  process  heat;  Reduce 
heating  to  minimum  in  nonworking  areas; 
Close  all  unnecessary  openings. 

3.  Lighting:  Reduce  lighting  levels  to  min- 
imum: Turn  lights  out  in  nonworking  areas; 
Use  more  efficient  lighting  systems;  Use 
timers  to  control  lighting. 

4.  Boiler  houses:  Convert  to  coal  heating: 
Maintenance  Improvement  on  boilers;  Com- 
bustion control  on  boilers:  Use  plant  wastes 
for  heating;  Install  air  preheaters  using 
waste  heat. 

5.  Piping  systems:  Repair  leaks  In  pipe- 
lines: Turn  off  air  and  water  nozzles:  In- 
stall Insulation  on  steam  lines: 

6.  Electrical  systems:  Install  efficient  wir- 
ing: Use  ptower  factor  correction;  Reduce 
motor  sizes  where  possible. 

B.  Efforts  to  Reduce  Consumption  of 
Petroleum  Products  and  Natural  Gas  Con- 
servation efforts  in  SIC  37  vary  greatly 
among  the  companies.  The  degree  of  Im- 
plementation and  sophistication  of  con- 
■lervBtion  efforts  appeared  to  be  a  function 


of   the  size   of   the  entities   with   the  larger  3721,3724.3728:  .aircraft  equipment..   '  16  0 

companies    generally    demonstrating    greater      3731.3732:  Ship  and  boat  biUldlng '17.8 

progress  in  conservation  activities.  No  over-      3743:    Railroad   equipment '•  19  7 

all    industry    effort    to    reduce   consumption  3751.   3792:    Motorcycles,   bicycles  and 

of  petroleum  products  and  natural  gas  was  3795,  3799  miscellaneous  transporta- 

evldent.  Since  the  industry  spends  less  than  tlon  equipment 18  0 

3  percent  of  its  cost  of  operation  for  fuels.  SIC  3761,  3764.  3769:  Aerospace  equip- 
there    Is    no    high    priority    on    conserving          ment 15  3 

energy.  ,  ^^^ 

However,  recurrent  gas  curtailments  have  _                        _         ..         _                          _ 

stimulated     a     conversion     from     gas-fired  ^    Proi^ofed    Tuo-d,g,t    Gross    Target    For 

equipment  to  oil  or  electricitv,  ^^"^   Industry   component,   the    1980   energy 

use    at    1972    energy   efficiency   is   shown    in 

v.  DRAFT  TARGET  DEFINITION  columii  A  Of  the  foUowlng  table.  Similarly. 

.     „                   ^  ~      ,     m.     J  ».,,  J         ,  for    each    component,    the    1980    energv    use 

A    component  Goa/s^  The  detailed  eyalua-  component  as  recorded  in  column  C 

non  of  the  best  avaUable  informauon  in  the  ^.^^  determined  bv  subtracting  the  energy  to 

target  support  documents  resulted  in  com-  .                .    ,            ■    ,                   "                   ■ 

wugci,  ou^fjj^n-  y^^^        ,»,,,,      ■       ,  .,,  be    saved    from    itsing    energy    conservation 

Donent  goals  as  show^l    n  the  following  table:  j  j    ,          ,    _       r^    , 

*^             -                                                      ^  measures    as    recorded    In    column    D    from 

Cojiiponenf  column  A.  The  two-digit  grass  target  value 

goals  for  SIC  37  is  determined  below  by  subtract- 

{ percent)  ing  the  total  In  column  C  from  the  total  In 

SIC     3711.    3713.     3714,     3715;     Motor  column  A,  dividing  by  the  total   in  column 

vehicle  and  equipment., 19  4  .\  and  multiplying  by  100 
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C,  Special  Circvmstances  Effect.  Special 
circumstances  are  conditions  which  are  be- 
yond the  control  of  that  industry  and  which 
result  in  additional  energy  consumption.  Ex- 
amples of  special  circumstances  in  SIC  37 
are  pollution  control  and  occupational  safety 
and  health  requirements  such  as  pollution 
control  in  ferrous  foundry  opyerations.  water 
pollution  control  in  electroplating  operations 
and  increased  ventilation  to  remove  or  to 
eliminate  in-plant  airborne  particles,  vapors 
and  fumes 


D  Proposed  Tico-Digit  Net  Target.  For  e&ch 
component  in  SIC  37,  the  additional  energy 
required  by  special  circumstances  'was  de- 
termined in  units  of  Btu's  and  recorded  In 
column  C  In  the  following  table.  The  gross 
comfK>nent  goals  were  adjusted  by  adding 
this  Eiddltional  flgvire  to  column  B  to  obtain 
the  1980  net  energy  use  in  column  D.  The 
two-digit  net  target  percentage  for  SIC  37 
is  then  calculated  by  subtracting  the  total 
in  column  D  from  the  total  In  column  A, 
dividing  by  the  total  In  column  .K.  and  multi- 
plying by  100. 


Component: 

3711,13,14,15 

3721,24,28 

.rsi,  32 

3743 

3751,  92,  95,  99 , 

3761,64,69 

Total 


(A) 

I'.iSO  energy  use 

at  U'72  energy 

efficiency  CIO" 

Btu) 

IB) 

I'.iSO  energy  u.se 

if  gross  lareet 

is  achieved  UO" 

Btu) 

i.C) 

Energy  for 

special  circum- 

sianc«8  (10"« 

Btu) 

iDl 

IPSO  energy  ^l^e 

if  net  target  is 

achieved  ( in" 

Bto) 

467.109 

,■576. 388 

106.228 

27.122 

17.  571 
IZTflS 
'^2.422 

12.640 
Z417 
.695 
.463 
.373 
.451 

3SS.II2S 

128.401) 

1118.645 

32.994 

27,  817 

21.897 

18.034 

15.563 

36.464 

13.141 

•22. 873 

680.478 

(') 

579. 53i 

'  r.=nef  energy  efficiency  improvement  target 
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A.  Comments  arui  Impart  on  P-l/^l  --d 
Target.  Testimony  presented  at  the  puba- 
heartng  and  timely  wrltt*-n  coniiiu-iius  uti.f 
been  thoroughly  reviewed.  Three  corpora- 
tions and  one  trade  association  offered  cuir. - 
ments.  Several  comments  addressed  the  sud- 
Btance  of  the  support  documents,  particu- 
larly the  asoessment  of  appropriate  conser- 
vation measures.  Only  a  few  of  the  comments 
Indicated  specific  criticism  requiring  recon- 
sideration of  methodology  and  target  value 

One  commenter  noted  that  energy  pro- 
jections for  cupola  melting  was  different  In 
the  support  documents  for  SIC  33  In  which 
cupola  melting  la  also  used  and  that  the 
assigned  energy  consumption  fcr  foundry 
operations  In  the  base  year  also  diflered  sii;- 
nlflcantly  In  the  two  reports.  FEA  was  aware 
of  the  different  energy  savings  projection  for 
cupola  melting  and  an  Investigation  revealed 
that  this  variation  was  primarily  caused  by 
dlflerencee  In  data  sources  target  synthesis 
methodology,  and  Identlflcati.,  n  and  inclu- 
sion of  sources  of  energy  used  in  each  found- 
ry In  SIC  37,  only  the  energy  requirements 
for  the  particular  processes  being  Investi- 
gated, I.e.,  cupola  or  electric  melting  were 
calculated  during  a  company  vLslt.  Savlnfts 
calculated  directly  from  Individual  foundry 
p-rw-e,-?es  will  Justifiably  be  different  from  a 
R<i-,  .:,.•-  based  on  projections  from  the  found- 
ry a.-^  a  J.!-.  -'.'-  B^^th  approaches  are  valid.  As 
ui  •-...-  ;::••:-•:.  f  In  ba-seltne  foundry  energy, 
aft-aiii.  Uiileroiit  data  sources  and  methodolo- 
gies are  responsible  for  (some  of)  the  cU.-- 
parlty. 

One  comment  challenged  the  support  doc- 
uments' conclusion  as  to  Che  effects  of  the 
change  in  the  quality  of  foundry  coke  While 
some  foundries  have  complained  of  coke 
quality,  they  did  not  report  significant  In- 
creases in  coke  cons\imptlon  and  FEA  af- 
flrtns  Its  assumption  of  reasonably  constant 
coke  quality. 

Some  comments  criticized  the  support 
documents  for  overstating  the  potential  sav- 
ings from  cupola  control  Investment  and  ofT- 
gas  recuperation.  While  some  major  avitx  - 
motive  producers  have  already  made  Ur.- 
provements  In  cupola  ciperatlng  control,  FF,.A 
concludes  that  many  other  oompar.les  l:i 
SIC  37  can  still  make  improvements  In  cu- 
ix)!a  operation  to  yield  the  e.stlmated  re- 
ductions In  enertry  coasumptlon.  Many  cu- 
pola-s  operate  with  an  overall  lrr>n  to  coke 
ratlf-  average  of  5  or  6  to   1,  when   It  1.'-  r»>  - 


NOTICES 

ov:nized  that  8  to  1,  and  even  10  to  1,  ratlofl 
are  possible  with  maximum  attention  to  all 
practical  coke  saving  practices. 

.Some  concern  was  voiced  as  to  whether 
e::ergy  consumption  due  to  special  clrcum- 
suiuces  particularly  OSHA  standards  under 
the  National  Emphasis  Program,  scheduled 
fT  January  1977.  were  adequately  consid- 
ered. No  offset  for  energy  consumed  to  meet 
OSHA  regulations  was  found  to  be  necessary. 
While  a  major  focus  of  future  OSHA  regula- 
tions will  certainly  be  the  fotmdry  Industry, 
recent  studies  suggest  that  means  wUl  be  de- 
veloped to  reduce  any  anticipated  energy  re- 
quirements for  compliance  with  future  OSHA 
regulations.  As  provided  by  EPCA  374(d) ,  the 
Impact  of  futtire  requirements  may  be  as- 
sessed at  any  future  time  indicated  by  the 
Administrator. 

A  number  of  comments  criticized  the  as- 
sumptions about  data  that  was  used  for  the 
study  Willie  FEA  recognizes  that  the  values 
assigned  to  these  assumptions  might  change 
before  1980,  It  was  necessary  to  hold  certain 
values  constant  to  permit  completion  of  the 
work.  EPCA,  section  374(d).  provides  for  tar- 
>,-et  reassessment  and  adjustment  for  slgnlfl- 
cautly  changed  conditions. 

It  was  also  commented  that  the  reports  did 
r.  •  appear  to  recognize  that  design  changes 
U-.  motor  vehicles  to  Improve  fuel  economy 
could  result  in  more  energy  consumptive 
manufacturing  processes.  While  FEA  recog- 
nizes that  the  addition  of  parts  to  provide 
for  Increased  safety,  reduced  emission  levels. 
and  reduced  noise  levels  may  Increase  the 
energy  necessary  to  produce  sach  vehicle, 
FE.A  concludes  that  no  change  In  the  target 
value  Is  Justified  at  this  point,  because  the 
overall  Impact  of  these  additional  require- 
ments on  energy  consumption  for  production 
has  not  yet  been  determined.  As  noted  above, 
provisions  are  contained  In  the  EPCA  for  tar- 
get reassessment  and  adjustment. 

One  criticism  leveled  at  the  target  study 
stated  that  •■•  •  •  energy  consumption 
which  Ls  reduced  due  to  decreased  produc- 
tion is  not  'real'  conservation."  FEA  recog- 
nized tV.^t  decreased  production  can  give  an 
apparent  Increased  Improvement  In  energy 
etncleiicy  and  this  factor  was  considered  In 
setting  the  proposed  target. 

There  Ls  some  concern  that  the  more  ad- 
vanced companies  may  be  penalized  because 
they  Implemented  conservation  measures 
earlier  and,  therefore,  have  less  opportunity 
'  r   improving  their  efficiency  between  1976 


&nd  1977  This  Is  not  a  handicap  becaiLse  all 
advances  made  in  conservation  between  the 
bas«  year.  1972,  and  the  tar^-et  year,  1980  are 
to  be  noted 

There  was  s.  n.f  ct  r.cern  ti.at  conservation 
measures  which  are  ba.sed  on  conversion  to 
electricity  should  not  be  considered  because 
electrlctly  can  require  higher  Btu  expend. - 
ture  at  the  utility  rate.  While  strong  argu- 
ments exist  for  central  electricity  generation. 
PEA  concludes  that  the  effects  of  conversion 
to  electricity  beyond  the  manufacturing  fa- 
cility are  out  of  the  scope  of  the  target  study. 

Some  commenters  questioned  the  useful- 
ness of  setting  two-digit  goals  since  most 
companies  are  not  operated  on  a  two-digit 
basis.  The  two-digit  target  represents  the 
most  useful  analysis  of  the  best  available  data 
on  energy  consumption  by  SIC  37.  and  tar- 
gets at  the  two-digit  level  are  required  by 
the  EPCA. 

B.  Final  Target  Values.  Since  an  eval- 
uation of  the  above  comments  did  not 
result  In  a  revLslon  of  the  proposed  target 
value,  the  final  SI-'J  37  inciu.try  target  is 
the  same  as  the  proposed  target. 

SIC  37  could  lower  its  energ>-  consump- 
tion in  the  tarE-p*-  vn-  '-.-r.-^  6D0  -iT  x  '0 
Btu  to  562  49  X  10"  Btu  of  the  energy  for 
special  circumstances  Ls  not  considercci. 
representlns;  a  gTos.<=  conservation  of  18 '~; 
In  energy  efficiency  improvement  After 
ad.iastment  of  the  ero-^  taift  for 
special  circumstances.  SIC  35  could  lower 
Its  consumption  of  energy  In  the  target 
year  to  579  53  x  10'  Etu.  This  vould 
represent  a  net  Improvement  in  energy 
efficiency  of  16%. 

The  following  is  the  energy  efficiencv 
improvement  target  set  by  FE.\  for  SIC 
37: 

Peri  (■•: ! 

Gross  target,  bated  solely  on  techno- 
logical feasibility  and  economic 
practicability 18 

Offset,  ba.sed  on  consideration  of  spe- 
cial circumstances 2 

Net  taxget  ba,=.ed  on  technological  feas- 
ibility and  economic  practicability 
plus  consideration  of  special  circum- 
stances   16 
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DEPARTMENT   OF   THE   INTERIOR 
Bureau  of  Reclamation 

[43  CFR  Pjrt  422] 

pnOCCDURES   FOR  THE   IDENTIFICATION 
AND   ADMINISTRATION    OF   CULTURAL 
RESOURCES 
AGENCY.    Bureau  of  Reclamation.  In- 
terior. 

ACTION;  Notice  of  proposed  rulemak- 
ing. 

SUMMARY:  This  document  establishes 
policies  and  procedures  to  meet  Reclama- 
tlons  responsbilitles  in  tlie  identifica- 
tion, protection,  preservation  and  main- 
tenance of  cultural  resources.  These  reg- 
ulations fulfill  requirements  set  forth  in 
Executive  Order  No.  11593  and  applica- 
ble historic  preservation  laws. 
D.ATE:  It  is  the  policy  of  the  Department 
of  the  Interior  to  aiford  the  public  an  op- 
portunity to  participate  in  the  rulemak- 
ing process.  Accordingly,  interested  per- 
sons may  submit  written  comments, 
suggestions,  or  objections  regarding  the 
proposed  regulations  to  the  Bureau  of 
Reclamation.  Comments  must  be  received 
en  or  before  July  !!■  1911. 
ADDRESS:  Comments  should  be  sub- 
mitted to  the  Commissioner.  Bureau  of 
Reclamation.  Department  of  the  Interior. 
18th  and  C  Streets  NW..  Washington, 
DC.  20240,  Attn.:  Code  420. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  L.  David  Williamson.  Chief,  Recre- 
ation and  Lands  Branch,  Division  of 
Water  and  Land,  Bureau  of  Reclama- 
tion, Telephone  number— area  code 
202-343-5204. 

SUPPLEMENTARY  INFORMATION 
It  Is  hereby  determined  that  the  publica- 
tion of  this  proposed  regulation  will  not 
Blgnificantly  affect  the  quality  of  the 
human  environment  and  that  no  envi- 
ronmental Impact  statement  pursuant  to 
section  102i2)(ci  of  the  National  Envi- 
ronmental Policy  Act.  42  U.S.C.  section 
4332 '  c  >  is  required.  For  specific  proposals 
requiring  the  Bureau  of  Reclamation  to 
carrv-  out  Its  cultural  re.'^ource  responsi- 
bilities as  set  forth  In  thL":  proposed  regu- 
lation, compliance  with  the  National  En- 
vironmental Policy  Act  will  be  accom- 
plished on  an  Individual  basis. 

The  following  persons  participated  In 
the  wTitmg  of  this  regulation:  Ward 
Weakly.  Archeologlst,  Engineering  and 
Researcli  Center.  Denver.  Colorado,  tele- 
phone number — area  code  303-234-4338: 
Jean  Kujawa  and  Diane  Gelburd,  Divi- 
sion of  Water  and  Land,  telephone  num- 
ber—area code  202-343-5204. 

Note. — The  Department  of  the  Interior  ha.i 
determined  that  thU  document  does  not  con- 
t*ln  ft  major  proposal  requiring  preparation 
of  fcn  Inflation  Impact  SUtement  under 
Kxecutlve  Order  11821  and  0\rB  Circular 
A-107. 

Dated;  June  2,  1977. 

Gtjy  R.  Martin, 
Assistant  Secretary 
of  the  Interior. 


PROPOSED   RULES 

Pui-suant  to  the  authority  of  the  Sec- 
retary of  the  Interior  contained  In  Exec- 
utive Order  No.  11593  of  May  13,  1971,  It 
is  hereby  proposed  to  establish  a  new 
Part  422  of  Title  43  to  read  as  follows: 

PART  422— PROCEDURES  FOR  THE  IDEN- 
TIFICATION AND  ADMINISTRATION  OF 
CULTURAL  RESOURCES 

Sec. 

422.1  Purpose  and  scope. 

422.2  Responsibilities. 

422.3  Program  procedures. 

422.4  Coordination  with  other  aieiiolc-.  and 

entitles. 

422.5  Program  administration. 
422  6     Records  and  reports. 
422  7     Deliniiions. 

Appendl.t  A — Procedures  to  be  followed  by 
the  Regional  Directors  for  Compliance  with 
Bureau  Regulations  on  the  Identification  and 
Administration  of  Cultural  Resources. 

Attthoritt:  E.O.  11593.  May  13,  1971. 

,^   J22.I      Piirpo*!' !u>.<l  Mopo. 

This  part  sets  forth  regulations  of  the 
Bureau  of  Reclamation  Implementing 
provisions  of  the  following  public  laws. 
Federal  regulations.  Departmental  Man- 
ual provisions  and  Executive  order: 

•  a)  Antiquities  Act  of  1906  (34  Stat. 
225,  16  U.S.C,  43P; 

(b)  Historic  Sites  Act  of  1935  (49  Stat. 
666, 16  U.S.C.  461-467); 

'c'  Reservoir  Salvage  Act  of  1960  (74 
Stat.  220.  16  U.S.C.  469)  as  amended  by 
Pub.  L.  93-291,  the  Historical  and  Arche- 
ological  Preservation  Act  of  1974  (88 
Stat.  174.  16  U.S.C.  469)  ; 

'di  National  Historic  Preservation 
Act  of  1966  (80  Stat.  915.  16  U.S.C.  470) 
as  amended  in  1973  by  Pub.  L.  93-54  and 
in  1976  bv  tiie  Land  and  Water  Conserva- 
tion Fund  Act,  Pub.  L.  94-422; 

(e)  National  Environmental  Pohcy 
Act  of  1969  '83  Stat.  852 1  ; 

'fi  Executive  Order  No.  11593.  for 
•Protection  and  Enhancement  of  the 
Cultural  Environment,"  May  13,  1971; 

(g)  "Preparation  of  Environmental 
Impact  Statements  Guidelines"  (40  CFR 
Part  1500'  ; 

(h>  National  Register  of  Historic 
Places  I  36  CFR  Part  60")  ; 

'1>  "I*rocedures  for  the  Protection  of 
Historic  and  Cultural  Properties"  (36 
CFR  Part  800 1  : 

I J 1  Protection  of  Properties  in  the  Na- 
tional Register  of  Historic  Places  (426 
DM  1 ) : 

ik>  Preservation  of  Historic  Property 
I519DM  1); 

(1)  Environmental  Quality  (310  DM 
1-31  :  The  scope  of  this  part  embraces 
the  elements  of  Executive  Order  11593, 
Section  1.  which  states: 

The  Federal  Government  shall  provide 
leadership  la  preserving,  restoring,  and 
maintaining  the  historic  and  cultural  en- 
vironment of  the  Nation.  Agencies  of  the  ex- 
ecutive branch  •  •  •  shall  (1)  administer 
the  cultural  properties  under  their  control 
In  a  spirit  of  stewardship  and  trusteeship  for 
future  generations,  (2)  initiate  measures 
necessary  to  direct  their  policies,  plans  and 
programs  In  such  a  way  that  Federally-owned 
sites,  structures,  and  objects  •  •  •  are  pre- 
served, restored,  and  maintained  for  the  In- 
spiration and  benefit  of  the  people,  and  (3) 


•  •  •  Institute  procedures  to  assure  that 
Federal  plans  and  programs  contribute  to 
the  preservation  and  enhancement  of  non- 
Pederally  owned  sites,  structures,  and  ob- 
jects of  historical,  architectural,  or  arche- 
ologlcal  significance. 

§  422.2      Rrspcm«.ihililic*. 

(a)  Secrt'tary  of  the  Interior.  Tiie  pro- 
visions of  referenced  Acts  in  §  422.1  as- 
sign Government-wide  responsibility  to 
Secretary  of  the  Interior  for  performing 
the  functions  necessary  to  execute  the 
policies  prescribed  in  Executive  Order  No. 
11593  and  applicable  historic  preserva- 
tion law-s. 

(b)  Bureau  of  Reclamation.  The  Bu- 
reau of  Reclamation  has  been  delegated 
authority  for  the  identification,  protec- 
tion,  preservation  and  maintenance  of 
archeological.  cultural  and  historical  re- 
sources affected  by  Reclamation  actions 
or  on  Reclamation  lands  as  set  forth  in 
Executive   Order    11593    and   applicable 
historic  preservation  laws.  In  exercising 
its  delegated  authority,  it  is  the  responsi- 
bility of  the  Bureau  of  Reclamation  to 
identify,  evaluate  and  nominate  to  the 
National  Register  of  Historic  Places  all 
significant   sites,   structures,   specimens. 
objects  or  districts  of  a  historical,  archi- 
tectural,   archeolc^ical.    paleontological. 
or  scientific  nature  on  all  Reclamation 
owned,  withdrawn,  or  acquired  lands  or 
land  in  which  the  Reclamation  acquires 
an  interest.  Reclamation  is  also  responsi- 
ble for  identifying  and  presen'ing  signifi- 
cant cultural  resources  In  primary-  im- 
pact zones   on   non-Federal   areas   and 
areas  affected  by  Reclamation  funded  or 
licensed  activities.  Reclamation  shall  ad- 
minister such  properties  in  compliance 
with  national  policy  in  an  effort  to  pre- 
serve, rehabilitate,  restore  and  maintain 
the  properties  as  appropriate.  These  re- 
sponsibilities shall  be  fully  considered  in 
project  planning,  construction  and  oper- 
ation and  maintenance.  Reclamation  re- 
sponsibilities also  include  notification  to 
the  Secretarv-  of  the  Interior  when  it  Is 
determined  tliat  a  Reclamation  project 
will  cause  irreparable  loss  or  destruction 
of  significant  cultural  resources  and  the 
preparation  of  an  annual  report  of  ac- 
tivities carried  out  pui-suant  to  Pub.  L. 
93-291. 

(1>  Federal  properties,  (i^  Commis- 
sioner. The  Commissioner  of  the  Bureau 
of  Reclamation  is  responsible  for  Recla- 
mation's compliance  with  Executive  Or- 
der No.  11953  and  provisions  of  the  laws 
and  regulations  referenced  in  §422.1. 
(ii)  Regional  Directors.  It  is  the  Re- 
gional Directors'  responsibihty  to  insure 
that  Reclamation  activities  are  executed 
according  to  the  provisions  of  these  reg- 
ulations and  the  provisions  of  the  Ad- 
visory Council's  "Procedures  for  the 
Protection  of  Historic  and  Cultural 
Properties"  <36  CFR  Part  800).  (ill' 
Archeologlst,  Engineering  and  Research 
Center  lE&R  Center) .  The  Archeologlst, 
E&R  Center,  is  responsible  for  providing 
assistance  to  the  Commissioner's  ofELc* 
and  for  technical  coordination  of  Recla- 
mation's cultural  resource  program  with 
regional  oCBces. 
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(2)  Non-Federal  properties.  Reclama- 
tion i«sumes  responsibility  for  non-Fed- 
eral areas  of  primary  impact  'responsi- 
bilities are  those  referenced  In  section 

2bf  1)  (1^  (ii) ')  but  not  secondary  Impact 
rones.  Where  secondarj-  or  indirect  Im- 
pacts on  cultural  resources  may  occur  on 
private  or  non-Federal  lands  as  a  result 
of  £iny  Reclamation  action.  Reclamation 
shall  inform,  encourage  compliance  and 
advise  the  entities  involved  pursuant  to 
the  provisions  of  Sections  3ia>,  3'd), 
and  3'f)   of  Executive  Order  No.  11593. 

(C)  Advisory  Council  on  Huitoric  Pres- 
ervation. Under  the  provision  of  Section 
106  of  the  National  Historic  Preservation 
Act,  the  Advisory  Council  must  be  af- 
forded an  opportunity  for  comment  on 
Federal,  federally  assisted  or  federally 
licensed  undertakings  that  affect  prop- 
erties listed  in  or  eligible  for  listings  in 
the  National  Register  of  Historic  Places. 
In  addition,  the  Ad\lsory  Council  pro- 
vides advice  to  the  Resident  and  the 
Congress  on  national  preservation  policy. 

(d)  State  Historic  Preservation  Officer 
(SHPO\  As  a  state  official,  the  SHPO 
acts  as  a  liaison  for  purposes  of  Imple- 
menting the  National  Historic  Preserva- 
tion Act  of  1966. 

§  422.3      Program  pi-ocedurcs. 

(a)  Policy.  Ttie  Bureau  of  Reclama- 
tion Is  responsible  for  the  identification, 
protection,  preservation  and  maintc- 
nsaice  of  archeoioglcal,  cultural  and  his- 
torical resources  affected  by  Reclamation 
actions  or  on  Reclamation  lands.  In  all 
matters  related  to  cultural  resources,  the 
Bureau  of  Reclamation  regtilatlc«is  and 
policy  memorandimis  from  the  Commis- 
sioner govern  the  actiMis  of  Reclama- 
tion. Particularly,  when  a  proposal 
necessitates  consultation  with  the  State 
Historic  Preservation  Oflacer  and  the  Ad- 
visory Council,  it  should  be  demon - 
Btrated  that  the  estaMished  policies  and 
procedures  have  been  closely  followed 
and  clearly  documented,  particularly 
In  the  development  of  a  Reclamation 
project  proposal. 

(b)  Survey  procedures.  Cultural  re- 
source surveys  should  be  completed  on 
all  Reclamation  lands  and  existing  proj  - 
ects  as  well  as  those  projects  curraitly 
being  planned.  Each  planning  investiga- 
tion conducted  by  Reclamation  shall  In- 
clude, in  its  initial  steps,  a  survey  of 
the  cultural  resources  in  the  planning 
area.  The  type  of  survey  shall  be  con- 
sistent with  the  level  of  detaU  of  the 
planning  investigation.  Generally,  the 
type  of  surveys  to  be  conducted  during 
planning  investigations  are: 

Type  of 
Type  of  Investigation  Survey 

Appraisal Phase   1 

Feasibility Phase  2 

Definite   plan Phase  3 

These  procedures  allow  Reclamation  to 
efifectively  Integrate  cultural  resource  re- 
sponsibilities into  its  planning  process. 
Tile  procedures  also  allow  Reclamation 
to  develop  the  degree  of  documentation 
required  on  properties  eligible  for  nom.i- 
nation  to  the  National  Register  of  His- 
toric Places.  The  different  types  of  sur- 
veys are: 


(1)  Phase  I  survey.  A  phase  I  survey 
la  primarily  a  records  check  It  consists 
of  contact  with  the  SHPO.  State  Arche- 
ologlst, State  Historian.  State  Historical 
Society,  or  other  appropriate  individuals. 
agencies  or  Institutions  to  determine 
what  cultural  resources  may  be  present 
In  an  area  and  what  kind  of  additional 
Information  may  be  needed  for  an  ade- 
quate Inventory  of  cultural  resources. 
Phase  I  surveys  are  normally  undertaken 
at  the  appraisal  stage  of  planning  or 
during  the  compilation  ot  resource  base 
information  for  the  Multiple  Objective 
Plamiing  iMOP>  effort.  Phase  I  surveys 
should  be  undertaken  at  the  beginning  of 
any  cultural  resource  evaluation  in  or- 
der to  minimize  the  possibUity  of  dupli- 
cation of  effort.  The  results  of  a  Phase 
I  survey  may  be  used  in  the  e\aluatlon 
of  alternative  plans. 

(2)  Phase  II  survey.  A  Phase  II  sur- 
vey is  an  on-the-ground  examination  of 
the  area  to  be  affected  by  a  project  in  an 
attempt  to  determine  the  presence  or 
absence  of  cultural  resources.  This  type 
of  survey  might  only  cover  10-20  percent 
of  the  total  study  area  which  will  be 
studied  more  Intensively  during  Phase 
in  surveys.  Phase  II  surveys  are  de- 
signed to  aid  in  determining  the  neces- 
sity of  a  Phase  m  survey  and  may  be 
combined  with  a  Phase  I  survey  or  by- 
passed In  favor  of  a  Phase  HI  survey. 

(3)  PTwwe  ///  surveys.  A  Phase  HI  sur- 
rey consists  of  an  intensive  on-the- 
ground  examination  of  all  the  areas  to 
be  affected  by  a  Reclamation  action.  It  is 
designed  to  locate  and  e^'a^uate  all  cul- 
tural resources  within  a  project  area 
preparatory  to  nomination  of  any  signi- 
ficant properties  to  the  National  Register 
of  Historic  Places.  A  Phase  HI  survey 
may  require  excavations  for  the  pur- 
poses of  evaluation  of  the  cultural  re- 
sources. Phase  in  surveys  should  be  car- 
ried out  !n  conjunction  with  a  definite 
plan  report  and  prior  to  Initiation  of 
construction. 

(4)  Surveys  on  projects  during  con- 
struction. Phase  in  surveys  should  be 
completed  brfore  construction.  In  cases 
where  completion  was  not  possible  be- 
forehand, Mmse  in  surveys  must  be 
completed  on  Reclamation  projects  un- 
der construction  at  the  earliest  possible 
date. 

i5>  Surveys  on  completed  projects. 
Surveys  on  Reclamation-administered 
lands  not  previously  surveyed  for  signifi- 
cant cultural  resources  shall  bepin  with 
a  records  check  (see  f  422.3<b'  (1 '  ' .  On- 
the-ground  examinations  of  the  area 
isee  §  422.3fb)  (3»  )  should  then  be  con- 
ducted unless  adequate  surveys  have  al- 
ready been  performed  to  determine  sig- 
nificant cultural  resources. 

(c»  Identification  of  significant  cul- 
tural resources.  Regional  Directors  have 
a  continuing  responsibility  to  inventory 
and  nominate  to  tl-:e  National  Register  of 
Historic  Places  all  pertinent  cultural  re- 
.sources  on  Reclamation  property  or 
lands  that  are,  or  may  be  affected  by 
Reclamation  tmdertakings  and  to  ensure 
the  full  consideration  of  such  resources 
during    project    planning,    construction 


and/or  operation  and  maintenance. 
When  significant  caltural  resources  are 
Identified,  the  procedures  prescribed  by 
these  regulations  and  the  Advisory 
CouncU  on  Historic  Preservation  (36 
CFR  Part  SCiO"  shall  be  followed  to  en- 
sure compliance  with  the  requirements 
of  the  National  Environmental  Pohcy 
Act  of  1969  iNEPA)  concerning  histori- 
cal and  cultural  matters  and  the  provi- 
sions of  section  106  of  the  National  His- 
toric Preservation  Act  of  1966  and  sec- 
tions 113'  and  2(b)  of  Executive  Oi-dcr 
No.  11593  (see  Appendix  A— Procedures 
to  be  followed  by  the  Regional  Directors 
for  CompUance  with  Bureau  of  Recla- 
mation Regulations  on  the  Identification 
and  Administration  of  Cultural  Re- 
sources). Nominations  to  the  National 
Register  of  Historic  Places  and  requests 
for  consultations  with  the  Advisory 
Council  shall  be  reviewed  by  the  Arche- 
ologlst, Engineering  and  Research  Cen- 
ter. The  Archeologlst  E&R  Center  shall 
also  be  kept  Informed  of  all  procedures 
and  actions  involving  any  cultural  re- 
sources. 

(d)  Identificaiion  of  properties  listed 
in  the  National  Register  of  Historic 
Places.  At  the  earliest  stages  of  planning 
the  National  Register  of  Historic  Places 
and  supplemental  National  Register  list- 
ings shall  be  cons-jlted  to  determine 
whether  any  National  Register  proper- 
ties exist  within  the  area  affected  by  a 
proposed  Reclamation  project.  Tlie  Na- 
ttooAl  Register  and  regional  records 
shall  also  be  examined  for  listed  proper- 
ties on  lands  imder  Reclamation  ad- 
mlnlstratlcwi. 

(e)  Identification  of  properties  tJuit 
Qualify  for  nominatton  to  the  National 
Register  of  Historic  Places  Cultural  re- 
sources in  areas  affected  by  Reclamation 
projects  and  lands  under  Reclamation 
administration  must  be  identified  to  de- 
termine whether  they  are  eligible  for 
nomination  to  the  National  Register.  If 
an  area  does  not  have  a  list  of  significant 
cultural  resources  as  a  result  of  histori- 
cal. aB|b(eological  and  architectural  sur- 
vejfs.  a  rtiase  m  survey  of  the  area  by 
historians,  architects,  archeologlst'^  and 
or  other  appropriate  specialist,*  may  be 
necessary.  These  examinations  shall  be 
conducted  and  reports  prepared  for  the 
National  Register  if  significant  cultural 
resources  are  found.  Ftesources  that  ap- 
pear to  be  eligible  for  the  National  Reg- 
ister must  be  specifically  considered  dur- 
ing the  planning  investigations 

'f)  Determination  oi  eligibihti  for  the 
National  Register.  All  properties  that 
may  quaUfy  for  the  National  Register 
shall  be  recorded  on  the  National  Regis- 
ter Inventorv' — Nomination  Forms  (Na- 
tional Park  Service  P\)rm  10-306'.  De- 
termination of  National  Register  ehgi- 
bility  and  nomination  shall  be  pursued 
by  the  Regional  Director  in  consultation 
with  the  Archeologlst  EiR  Center.  Cop- 
ies of  the  nomination  forms  shall  be  for- 
warded to  the  SHPO  for  his  comments 
with  information  coplej.  provided  to  the 
State  Archeologlst,  State  Historian  and 
the  Commls.sloner  of  Reclam.ition.  Com- 
pleted    nomination     forms,     with     the 
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SHPO's  comments,  are  to  be  submitted 
to  the  Archeologlst.  E&R  Center,  for  fi- 
nal review  and  processing. 

ig>   Determination  of  effect.  When  it 
It  is  determined  that  a  significant  cul- 
tural resource  is  likely  to  be  affected  by 
any   Reclamation   action,   the   Advisory 
CouncU's  procedures  (36  CFR  Part  800) 
and  application  of  "Criteria  of  Effect" 
'36  CFR  800.4)    must  be  followed.  This 
includes  requests  for  comment  from  the 
Advisory  Council  on  proposals  that  may 
result  in  the  transfer,  sale,  demolition, 
or  substantial  alteration  of  a  property 
determined  to  be  eligible  for  National 
Register   nomination,    dt    Consultation 
with  State  Historic  Preservation  Officer 
and  Advisory  Council.  Determination  of 
effect  shall  be  considered  in  consultation 
with  the  SHPO.  Consultations  under  the 
National      Historic      Preservation     Act 
iNHPA)  Section  106  or  Executive  Order 
No.  11593  Section  2ib)  shall  be  initiated 
soon   after   basic    alternative   proposals 
have  been  outlined  and  before  a  feasi- 
bility study  has  been  completed  or  the 
project  has  been  authorized  by  the  Con- 
gress. The  completion  of  a  memorandum 
of  agi-eement  with  the  SHPO  and  the 
Advisory  Council  should   coincide  with 
the    Environmental    Impact    Statement 
<EIS»   process.  <2i   Determining  No  Ef- 
fect. Determination  that  a  Reclamation 
action  will  have  no  effect  upon  a  signifi- 
cant  cultural   resource   must   be   docu- 
mented and  must  be  the  result  of  pro- 
fessional determination  based  on  the  ap- 
plication of  the  ''Criteria  of  Effect"  '36 
CFR  Part  800.4  >.  Should  such  a  finding 
ensue,  the  Regional  Director  .shall  seek 
the  concm-rence  of  the  SHPO  under  the 
Council  procedures  and  in  con-sultation 
with     the     ArcheoloKi.st.     E&R     Center. 
Should  the  SHPO  agree,  the  undertak- 
ing may  proceed  without  further  consul- 
tation. i3>  Determining  No  Adverse  Ef- 
fect. If  it  Is  determined  that  a  Re<iama- 
tion  action  will  affect  a  sijmificant  cul- 
tui'al  resource,  but  that  the  effect  will 
not  be  adverse,   the  Regional   Director 
shall  obtain  the  views  of  the  SHPO.  If 
the  SHPO  agrees,  or  if  he  disagrees  but 
the  Reyional  Director  still  believes  that 
the  effect  will  not  be  adverse,  the  Re- 
gional  Director   shall    provide   a    docu- 
mented determination  of  no  adverse  ef- 
fect, together  with  a  copy  of  the  views 
of  the  SHPO.  to  the  Executive  Director 
of  the  Advisory  Coimcil.  after  consulta- 
tion with  the  Archeologlst.  E&R  Center. 
Unless   the  Council  objects  to  the  Re- 
gional Director's  findin.,'s  withm  45  days, 
the   undertaking   may   proceed    without 
further   consultation.    i4i    E>etermining 
Adverse  Effect.  Should  it  be  determined 
that  there  will  be  an  adverse  effect  on  a 
significant    cultural    resource,    the    Re- 
gional Director  shall  submit  the  docu- 
mentation   (preferably   as   part   of   the 
Draft  Environmental  Impact  Statement 
and  or    Assessment    when    one    is    re- 
quired)    to   the   Advisory   Council   after 
consultation  with  the  Archeologlst.  E&R 
Center.  Consultation  with  the  SHPO  and 
the  Advisory  Council  should  then  be  ini- 
tiated In  accordacce  with  the  Instruc- 


tions set  forth  In  the  Council  procedures 
(36  CFR  Part  800).  (5)  Mitigating 
Measures.  When  It  is  determined  that  a 
Reclamation  project  proposal  or  action 
may  occasion  adverse  effects  on  cultural 
resources,  measures  shall  be  instituted 
to  avoid,  reduce  or  counter  those  effects. 
Tlie  piirpose  of  mitigating  measures  is  to 
reduce  the  total  adverse  environmental 
impact  of  a  proposal.  Mitigating  meas- 
ures are  specific,  integral  parts  of  exist- 
ing or  proposed  projects.  In  the  various 
project  planning  stages,  for  example,  mi- 
tigating measures  may  take  the  form  of 
avoidance  of  adverse  effects  from  con- 
struction. Such  measures  may  be  ac- 
complished through  full  interdisciplin- 
ary consideration  of  cultui-al  resources 
during  administration  and  planning  and 
selection  of  development  sites  that  con- 
tain no  cultural  resources  or  have  one 
within  the  immediate  vicinity.  Total 
avoidance  of  adverse  effects  should  al- 
ways be  attempted. 

(h)  Environmental  Impact  Statement 
iEIS>  as  notification  to  the  Advisory 
Couiicil.  When  it  is  determined  that  a 
Reclamation  project  or  a  project  for 
which  the  Bureau  has  lead  agency  status 
(for  preparation  of  an  EIS»  will  have  an 
effect  upon  any  significant  cultural  re- 
source, the  Advisory  Council  and  Secre- 
tary of  the  Interior  must  be  notified.  No- 
tification shall  be  accomplished  through 
documentation  of  the  effects  incorpo- 
rated in  the  Draft  Environmental  Im- 
pact Statement  and  or  Assessment.  By 
combining  related  actions  requiring  com- 
pliance with  NEPA,  NHPA  (Section  106 > 
apd  Executive  Order  No.  11593  (Section 
2ib»  and  1(3)).  repetitive  and  burden- 
some reviews  should  be  eliminated.  When 
the  final  Environmental  Impact  State- 
ment and  or  Assessment  has  been  com- 
pleted but  cultural  resources,  which 
mitiht  be  affected,  are  located  during 
construction,  the  Commissioner  shall  be 
riotified  and  he  will  notify  the  Secretary 
of  the  Interior  in  writing.  Appropriate 
measures  to  determine  effect  and  mitiga- 
tion shall  be  undertaken. 

li)  Notification  of  significant  cultural 
resources  when  an  Environmental  Im- 
vact  Statement  is  not  applicable.  When 
cultural  resources  are  identified  and/or 
might  be  affected  but  no  Environmental 
Impact  Statement  and/or  .Assessment  is 
required,  notification  shall  follow  tlie 
above-mentioned  procediu-es  with  the 
exception  of  preparation  of  an  EIS.  In 
such  cases,  documentation  of  effect  on 
cultural  resources  and  any  mitigation 
plans  shall  be  submitted  to  the  Advisory 
Council  on  Historic  Presen-ation,  after 
its  review  by  the  Archeologlst,  E&R 
Center. 

ij)  Demolition  of  structures  or  land 
modification.  Penilng  completion  of  cul- 
tural resource  su-veys  on  Reclamation- 
administered  lands,  any  request  to  de- 
molish a  structure,  or  modify  Reclama- 
tion lands,  must  be  preceded  by  a  profes- 
sional examination  for  cultural  signifi- 
cance against  the  published  criteria  of 
the  National  Register  of  Historic  Places. 
Any   proposal  to  demolish  a  structure 


that  may  qualify  for  nomination,  or  to 
modify  land  that  may  contain  significant 
cultural  resources,  is  an  action  requiring 
consultation  with  the  SHPO  and  the  Ad- 
visory CouncU  under  Section  2ib)  of 
Executive  Order  No.  11593.  It  Is  Recla- 
mation policy  to  preserve  all  significant 
cultural  resources,  but  if  overriding  con- 
siderations necessitate  the  removal  of  a 
significant  structure,  oi  land  modifica- 
tion, demolition  or  modification  should 
not  be  initiated  until  completion  of  pro- 
cedures as  required  by  Section  106  of  the 
National  Historic  Preservation  Act  of 
1966.  and  Section  2'C)  of  Executive  Order 
No.  11593. 

(k)  Mitigation  plans.  When  a  Recla- 
mation action  or  proposal  will  cause  the 
destruction  or  significant  alteration  of 
a  cultural  resource,  positive  measures  to 
mitigate  unavoidable  adverse  effects 
must  be  determined.  In  the  •.arious  proj- 
ect planning  stages,  mitigating  measures 
may  take  the^rm  of  avoidance  of  ad- 
verse effects  from  construction.  In  Rec- 
lamation proposals,  mitigating  measures 
shall  be  included  in  the  draft  EIS  and 
project  planning  reports  and  must  be  im- 
plemented during  constnjction  and  oper- 
ation and  maintenance.  Project  planning 
reports  and  the  final  EIS  must  Identify 
adverse  impacts  and  have  a  commitment 
to  a  practical  mitigation  plan  for  the 
recovery  of  archeological,  historical  or 
other  cultural  data  from  the  threatened 
resource.  Mitigation  measures  should  be 
appropriate  to  the  individual  case  and 
meet  the  requirements  of  historic  pre.<:er- 
vation  laws  and  policy. 

( 1 1  Mitigation  measures  may  include 
recording  by  photographs  and  measured 
drawings  of  cultural  resources  about  to 
be  lost  or  altered:  archeological  excava- 
tion to  recover  data  and  materials:  re- 
moval of  structures  or  salvage  of 
architectural  features:  or  other  steps  that 
will  ensure  full  knowledge  of  the  lost  or 
endangered  cultural  resources  together 
with  the  preservation  of  such  physical 
features  as  may  be  possible.  The  meas- 
ures should  include  provision  for  publi- 
cation of  information  thus  gained  and 
deposition  of  recovered  artifacts  and  ma- 
terials where  they  may  be  of  public  and 
educational  benefit.  Such  recordation  of 
cultural  resources  about  to  be  destroyed 
or  altered  by  Federal  action  is  required 
by  Section  2ic)  of  Executive  Order  No. 
11593. 

(2)  Section  2if)  of  E.xecutive  Order 
No.  11593  specifies  certain  provisions  for 
historic  preservation  in  the  event  of  the 
transfer  or  sale  of  cultural  resources  to 
other  agencies  or  owners.  If  property  is 
to  be  removed  from  Reclamation's  juris- 
diction or  control,  provisions  for  the  pro- 
tection of  cultural  resources  shall  be- 
integrated  into  the  action  in  conform- 
ance to  the  rerjuirements  of  section  2(f ) . 
Such  provisions  woidd  constitute  miti- 
gation of  any  adverse  effects  on  cultural 
resources  that  might  occur  as  an  indirect 
result  of  the  transfer. 

d)  Curatorial  responsibilities  Tlie 
Bureau  of  Reclamation  is  responsible  for 
the  delegation  of  curatorial  responsibil- 
ities of  materials  recovered  from  cultural 
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resource  studies.  Materials  recovered 
from  Federal  lands  are  the  property  of 
the  United  States.  Normally,  these  ma- 
terials will  be  miLintained  at  the  Institu- 
tional faciliy  of  the  principal  invesigator. 
The  Regional  Director,  in  con!5ultatlon 
with  the  Archeologlst.  E&R  Center,  may 
also  make  arrangements  with  museums 
and  or  universities  to  provide  storage 
and  curatorial  services  if  the  investigat- 
ing institution  lacks  adequate  facilities. 
After  completion  of  the  necess.in.-  analy- 
sis and  report,  tliesc  materials  may  be 
used  by  the  holding  Institution,  if  not  re- 
quired by  Reclamation  for  inttrpretive 
displays. 

§  422.4      Coordiiialioti    »»itli    other    aseii- 
cics  and   ciitilie>. 

Coordination  with  other  agencies  and 
entities  having  responsibilities  for  pres- 
ervation of  cultural  resources  is  re- 
quired In  all  phases  of  project  planning 
and  execution.  Specifically,  designated 
agencies  for  coordination  and  review^  of 
project  impacts  on  cultural  resources  in- 
clude the  National  Park  Service.  Advis- 
orv'  Council  on  Historic  Preservation,  and 
the  appropriate  State  Hi.'^toric  Preserva- 
tion OfBcer.  Coordination  should  also  be 
maintained  with  other  public  interest 
groups.  State  Archeologists  and  Histori- 
ans, State  and  local  archeological  and' 
or  historical  societies,  other  State  and 
Federal  agencies,  institutions,  founda- 
tions, or  individuals  with  special  inter- 
ests or  expertise  in  cultural  resources. 

If  lands  administered  by,  or  in  coordi- 
nation with,  another  Federal  agency  will 
be  affected  by  any  Reclamation  action, 
then  close  coordination  with  that 
agency's  representative  for  historic  pres- 
ervation shall  be  required  to  develop 
appropriate  cultural  resource  preserva- 
tion and  mitigation  measures. 

§  422.3      Propram  adminiMralion. 

Regional  Directors  shall  establish  a 
program  to  ensure  the  identification, 
consideration  and  protection  of  cultural 
resources  on  proposed  and  existing 
Reclamation  projects  under  their  juris- 
diction. 

la)  Funding.  Tlie  funding  of  cultural 
resource  surveys,  recoverv*.  and  mainte- 
nance work  falls  within  the  purview  of 
Public  Law  93-291  (88  Stat.  174'.  the 
1974  Amendment  to  the  Reservoir  Sal- 
vage Act  of  1960  (74  Stat.  220) .  This  Act 
provides  authority  for  Reclamation  to 
request  appropriation  of  up  to  one  per- 
cent of  the  total  cost  of  a  project  for 
cultural  resource  survey  and  recoverv- 
work .  The  one  percent  limitation  appUes 
to  total  project  cast  and  includes  money 
expended  during  the  postauthorization 
period,  money  allocated  for  future  work, 
but  does  not  include  money  expended  for 
preauthorization  (planning)  activities. 
Costs  for  cultural  resource  surveys  and 
preservation  during  planning  and  con- 
struction stages  as  well  as  operation  and 
maintenance  stage  shall  be  considered  as 
nonreimbursable  project  costs. 

The  use  of  consultant  services  is  per- 
mitted, in  accordance  with  existing  pro- 
cedures   and    procurement   restrictions. 


wbere  ttie  required  special  expertise  is 
not  available  wltiiln  Reclamation.  Deter- 
mination of  the  specific  needs  and  neces- 
sary Input  (I.e.  agency,  Institution,  or 
professional)  should  be  made  Individu- 
ally for  each  project  In  consultation  with 
the  appropriate  Reclamation  persoimel. 

cb)  Contracts.  Contracting  for  services 
maj'  be  either  direct,  with  approved  pro- 
fessional sources,  or,  in  unusual  cases. 
through  transfer  of  fund.s.  Where  possi- 
ble, regional  offices  should  contract  di- 
rectly with  qu.ilified  agencic-s  firms. 
institutions  or  individuals  for  the  neces- 
sary studies.  Direct  contracting  will  en- 
able tlie  Bureau  of  Reclamation  to 
maintain  more  effective  internal  control 
and  should  facilitate  less  expensive  and 
more  exi:>edient  surveys.  All  direct  con- 
tracts, purchase  orders  or'* transfers  of 
funds  for  cultural  resource  studies  and 
the  selection  of  contractors  shall  be  re- 
viewed by  tlie  Archeolc^ist.  E&R  Center, 
prior  to  final  execution  of  contracts  or 
transfer  agreements. 

<ci  Packaging  of  related  actions.  Re- 
lated actions  requiring  compliance  with 
the  National  Historic  Preservation  Act 
(Section  106;.  and  Executive  Order  No. 
11593  (Section  2(b',  or  Section  lO)  ) 
should  be  groujied  together,  to  the  extent 
possible,  to  eliminate  repetitive  and 
burdensome  reviews  In  individual  areas, 
it  is  advisable  to  obtain  the  most  inclu- 
sive possible  compliance  with  Section  106 
and  Section  2ib>  during  planning.  Ir. 
some  cases,  it  may  be  possible  to  package 
all  future  Section  106  actions  on  a  nimi- 
ber  of  sites  into  one  consultation  on  an 
overall  plan.  In  other  cases,  consultation 
on  the  plan  may  identify  specific  aspects 
of  the  plan  that  will  require  renewed 
Section  106  consultations  when  more  de- 
tailed proposals  are  developed  and  af- 
fected resources  are  more  completely 
identifi(?d  Tlie  Archeologlst.  E&R  Center. 
shall,  upon  request,  advise  the  Regional 
Director  informally  in  the  initiation  of 
such  "programmatic"  Section  106  con- 
sultations. 

§  422.6      Record.*  and  r«-porl>. 

I  a)  Record  of  actions  im-oliing  cul- 
tural resources.  A  record  shall  be  kept  of 
all  Reclamation  actions  involving  cul- 
tural resoiirces.  These  records  shall  In- 
clude, but  are  not  limited  to,  contracts 
for  survey  and  completion  reports,  nomi- 
nation foi-ms.  testing  and  salvage  reports 
and  correspondence,  records  of  past  ac- 
tions, as  well  as  pertinent  information 
which  will  aid  future  Bureau  actions  in 
regard  to  cultural  resources 

ibi  Technical  reports.  All  technical  re- 
ports received  on  surveys,  studies,  or  mit- 
igation efforts  shall  be  reviewed  for 
technical  accuracy,  completeness,  and 
adequacy  by  the  Archeologlst,  E&R  Cen- 
ter, and  otlier  he  may  designate,  prior 
to  Reclamation  s  acceptance  of  ccwnplet- 
ed  contractual  obligations.  All  technical 
reports  generated  as  a  result  of  siureys, 
studies,  or  mitigation  efforts  will  Include 
copies  of  the  following ; 

(1)  Commissioner. 

(2)  Regional  Director. 

(3)  Archeologlst  Engineering  and  Re- 
search Center. 


(4)  Advisory  Coiuicll  on  Historic 
Preservation. 

(6)  The  State  Htetorlc  Preservation 
Officer 

(6)  St&te  .^Ttiieologlst. 

(7)  State  Historian. 

(8)  Regional  Director  National  Park 
Service  In  region  concerned. 

( 9  >  Denver  or  San  Pranclsco  Office  of 
Interagency  Archeological  Services.  Na- 
tional Park  Service. 

'lOi  Reprerentatives  of  other  Federal 
agencies  whose  Lands  may  be  affected. 

'c  An-iual  reports.  The  Commissioner 
will  be  responsible  for  preparing  the  an- 
nual report  to  the  Secretary  of  the  In- 
terior on  actions  taiien,  under  the  pro- 
visions of  tlie  Reservoir  Salvage  Act  of 
1960  (74  Stei.  220.  16  US  C  469'  as 
amended  1974  '88  Stat.  174,  16  USC 
469  >. 

§  422.7      I)<  (inition«. 

For  purposes  of  this  part:  la'  ".Ad- 
visory Council"  refers  to  the  Advisory 
Council  on  Historic  Preservation,  estab- 
lished pursuant  to  Title  n  of  the  Na- 
tional Historic  Preservation  Act  of  1966 
(NHPA',  consists  of  29  members:  12 
members  appointed  by  the  President.  14 
agency  hea<3s,  and  2  representatives 
from  private  interests.  Under  tlie  provi- 
sions of  Section  16  of  the  National  His- 
toric Preservation  Act,  the  Advisory 
Council  must  be  afforded  an  opportunity 
for  comment  on  Federally  as.sLsted  or 
federalh'  licensed  undertakings  In  tlie 
National  Register  of  HLstoric  Places.  In 
addition,  the  Advisory  Council  provides 
advice  to  the  President  and  the  Congress 
on  national  preservation  policy. 

'bi  "Appraisal  Investigation"'  refei-s  to 
tile  fir-^t  stage  in  tlie  planning  process 
and  is  a  study  focu.snig  on  potential  water 
and  land  resources  for  a  selected  area  or 
basin.  It  identifies  alternative  plans  using 
apphcable  planning  procedures.  De- 
tailed investigation  of  the  alternatives  is 
undertaken  in  later  feasibility  studies. 

ic»  "Tlie  Archeoiogist.  E&R  Center"  re- 
fers to  Reclamation  s  chief  archeologlst 
stationed  in  the  Engineering  and  Re- 
search Center,  Denver.  Colorado. 

(d)  "Commissioner  refers  to  the  Com- 
mtssioner  of  the  Bureau  of  Reclamation. 

le)  "Consultation  "  consists  of  the  act 
of  seeking  advice  or  conferring  witii 
anoUier  party.  A  time  frame  should  be 
specified  and  a  reasonable  response 
period  negotiated. 

(f )  "Cultural  Resource"  refers  to  any 
buiidmg.  site,  district,  structure,  or  ob- 
ject significant  in  history,  architecture, 
archeology,  culture,  or  science. 

•  gi  "Definite  Plan"  means  the  stage 
of  planning  imdertaken  followmg  au- 
thorization for  construction.  The  defi- 
nite plan  report  is  used  as  the  basts  for 
project  construction. 

I  h )  "Department"'  refers  to  the  United 
States  E>epartment  of  the  Interior 

(1)  "District"  means  a  geographically 
definable  area,  urban  or  rural,  possess- 
ing a  concentration  of  significant  cul- 
tural resources. 

'Ji  "Feasibihty  Investigation"  refers 
to  the  second  planning  stage  where  ap- 
phcable  planning  procedures  are  Imple- 
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merited  in  detail  and  altAnatives  evalu- 
ated. The  results  of  feasibility  investiga- 
tions are  normally  utilized  to  obtain 
authorization  for  construction. 
<k)  "Federally  Licensed  Activity"  refers 
to  construction  or  development  work 
carried  out  under  specific  Federal  In  - 
enses  or  Reclamation  small  loans  to 
private  individuals  or  corporations. 

(1)  "Historic"  or  "historical"  refers  to 
any  significant  cultural  resource  that  is 
related  or  associated  with  the  period  of 
written  records  or  for  which  written  doc- 
umentation is  available. 

im)  "Historic  Scene"  means  an  area 
of  historic  or  prehistoric  significance. 
The  historic  scene  may  have  been  altered 
or  the  cultural  re.souices  may  have  vis- 
ibly changed  to  tiie  extent  that  modern 
developments,  exotic  or  altered  vegeta- 
tion, or  topographic  changes  have  in- 
truded upon  the  environment. 

(ni  "Land  Modification"  is  any  major 
action  that  would  result  in  a  permanent 
or  temporary  disturbance  of  the  land. 
Examples  of  land  modification  would  be 
construction  activity,  the  development 
of  new  facilities  and  or  expansion  of 
existing  facilities  and  includes,  for  ex- 
ample, the  building  of  roads,  deliveo' 
systems  or  recreation  areas. 

(o)  "Mitigating  Measures"  are  positive 
steps  that  will  be  taken  to  reduce  or 
ameliorate  adverse  effects  identified  as 
probable  or  possible. 

ip>  "National  Register"  refers  to  the 
National  Register  of  Historic  Places.  It  is 
the  register  of  districts,  sites,  buildings, 
structures  and  objects  significant  in 
American  history,  arcliitecture.  archeol- 
ogy and  culture.  The  register  is  main- 
tained by  the  Secretary  of  the  Interior 
imder  the  authority  of  Section  2iGi  of 
the  Historic  Sites  Act  of  1935  i49  Stat. 
666.  16  U.S. C.  461  >  and  section  101 'a  ^D 
of  the  National  Historic  Preservation  Act 
of  1966  '  80  Stat.  915,  16  U.S.C.  470 ' .  Tlie 
entire  National  Register  is  published 
every  February  in  the  Federal  Register 
and  addenda  are  published  on  Tuesdays. 

<q)  "Object"  lor  artifact)  means  any 
material  thing  of  functional,  aesthetic. 
cultural,  symbolic,  or  scientifir  value, 
which  is  usually  by  nature  or  design 
movable.  Objects  are  ordinarily  regarded 
a."^  museum  specimens. 

ri  ■•Prehistoric"  or  "prehistorical" 
refers  to  any  cultural  resource  that  is  not 
related  or  associated  with  the  period  of 
written  records  or  for  which  no  written 
documentation  is  available. 

IS)  "Primary  Impact  Zones"  are  tho.'^e 
Federal  or  non-Federal  areas  immedi- 
ately affected  by  a  constioiction  project 
and  includes,  for  example,  power  trans- 
mission permit,'  or  a  water  delivery  sys- 
tem <the  pipeline,  pumping  station. 
storage  tank,  etc.*  necessan.-  to  secure 
and  deliver  water. 

It)  "Professional  E.x.ur.ir.ation"  con- 
sists of  an  investigatiori  of  the  cultural 
resource  or  resources  by  a  qualified  pro- 
fessional. A  "qualified  profes.^ional"  Is 
an  archeologist,  architect,  historian  or 
other  appropriate  ;)er^on  recommended 
by  the  Archeologist.  E&R  Center,  and  or 
suite  Hii-torlc  Preservation  OfTicer.  State 
Historian  and  State  Arcrieologist. 
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fu)  "Reclamation"  means  the  Bureau 
of  Reclamation,  a  subordinate  organiza- 
tion of  the  Department  of  the  Interior. 

( v)  "Reclamation  Action"  refers  to  any 
Bureau  of  Reclamation  undertaking, 
project  proposal  or  an  operation  and 
maintenance  activity. 

(w)  "Regional  Director"  means  the 
administrative  head  of  each  major  geo- 
graphic suixiivision  (region)  of  the 
Bureau.  ., 

(X)  "Secondary  Impact  Zones"  are  the 
Federal  and  non-Federal  areas  ulti- 
mately affected  as  a  result  of  a  construc- 
tion project  but  lies  outside  of,  or  beyond, 
the  primary  impact  zone.  It  includes 
areas  developed  as  a  result  of  the  avail- 
ability of  water,  such  as  fields,  residences, 
etc. 

<y)  "Secretai-y"  refers  to  the  Secretary 
of  the  Interior. 

(z)  "Significance"  should  be  deter- 
mined on  the  basis  of  the  published  cri- 
teria of  the  National  Register  of  His- 
toric Places  or  in  consultation  with  local 
interest  groups,  the  SHPO  and  the 
Archeologist,  E&R  Center. 

(aa)  "Site"  is  a  location  upon  which 
occurred  or  which  is  associated  with  im- 
portant historic  or  prehistoric  events, 
persons  or  cultures.  It  may  be  an  area 
which  was  subjected  to  sustained  his- 
toric or  prehistoric  activity  of  humans, 
sometimes  featuring  changes  in  topog- 
raphy or  in  the  ecosystem  produced  by 
human  activity.  Examples  are  battle- 
fields, historic  campgrounds,  ancient 
trails  or  gathering  places,  deposits  of 
cultural  debris  and  historic  farms. 

(bb>  "State  Historic  Preservation 
Officer  (SHPOi"  refers  to  the  official 
v.ithin  each  State,  authorized  by  the 
State  at  the  request  of  the  Secretary  of 
the  Interior,  to  act  as  a  liaison  for  pur- 
poses of  implementing  the  National  His- 
toric Preservation  Act  of  1966. 

tec  "Structure"  means  the  work  of 
humans,  either  prehistoric  or  historic, 
and  is  usually  by  nature  or  design  im- 
movable. Examples  are  buildings  of  vari- 
ous kinds,  dams,  canals,  bridges,  fences, 
military  earthworks,  Indian  mounds,  his- 
toric roads,  mill  races,  ponds,  etc. 

(dd'  "Survey"  refers  to  an  examina- 
tion of  an  area  in  order  to  locate  and 
evaluate  the  cultural  resources  that  are, 
or  may  be.  present.  In  planning  inves- 
tigations there  are  three  different  levels 
of  survey:  (1)  Phase  I  survey  to  locate 
documented  information  on  cultural  re- 
sources in  a  specified  area;  (2)  Phase  EL 
survey,  an  on-the-ground  examination 
of  the  affected  area  to  determine  pres- 
ence or  absence  of  cultural  resources; 
and  I  3  >  Phase  III  survey,  an  intensive 
on-the-ground  examination  of  all  the 
areas  to  be  affected  by  a  Bureau  project. 
In  operation  and  maintenance.  Phase  ni 
surveys  are  to  t>e  completed  on  all  prop- 
erty under  Reclamation  controL 

Appendix  .A. — Procedukes  to  Be  F\)llowbd  by 
Till  BzcioN.\L  Directors  por  Compliancb 
With     Bureau    or    Reclamation    Reguxa- 

TIONS    ON    THE    iDEhfTIPICATlON    AND    ADMIN- 

lSTR.\nON    or    CVLTVRJO.    RESOtmCES 

1  As  part  of  Reclamation's  land  adminis- 
tration  and  during  development  of  project 


plan  and  Identification  of  features,  consult 
local  records,  the  published  National  Register 
of  Historic  Places  and  Its  supplements  In  the 
Federal  Register  to  determine  If  any  known 
significant  cultural  properties  will  be  affected 
by  Reclamation  actions. 

2.  Write  letter  to  State  Historic  Preserva- 
tion Officer  (as  well  as  State  Historian  and 
Sate  Archeologist  In  the  States  that  have 
such  positions)  requesting  whether  any 
properties  of  archeologlcal,  historical  or  cul- 
tural significance  are  located  in  the  project 
area  or  on  lands  administered  by  Reclama- 
tion. 

Provide  copy  of  letter  and  resulting  cor- 
respondence to  Archeologist,  E&R  Center. 

3.  Establish  need  for  ctUtural  resource  sur- 
veys (Phase  I,  Phase  II,  and  Pha.se  III)  In 
consultation  with  appropriate  Reclamation 
personnel  and/or  the  State  Historic  Preserva- 
tion Officer,  and"  Archeologist,   E&R  Center. 

4.  Complete  required  surveys  and  evaluate 
Identified  cultural  resources  against  criteria 
for  nomination  to  the  National  Register  of 
Historic  Places  and /or  in  consultation  with 
the  Archeologist,  E&R  Center,  and  other  In- 
terested parties. 

Provide  contract  data  to  Archeologist,  E&R 
Center. 

5.  Prepare  nomination  forms  (WPS  10- 
306)  for  all  properties  meeting  the  criteria 
for  nomination  to  the  National  Register  of 
Historic  Places. 

Contact  State  Historic  Preservation  Officer 
l.irovlding  copies  of  nomination  forms  and 
obtain  his  recommendation 
Forward  nomination  forms  with  SHPO's 
comments  to  Archeologist.  E&R  Center  tor 
review  and  forwarding  to  the  Commission- 
er's office.  Upon  review,  the  Commissio.n- 
er's  office  shall  forward  nominations  to 
the  Federal  Representative  who  will  then 
submit  them  to  the  National  Register  of 
Historic  Places  for  processing  of  nomina- 
tion. 

Provide  copies  of  nomination  form.s  to 
State  Archeologist  and  State  Historian. 

6.  Establish  effects  on  any  cultural  re- 
source properties. 

Consult  with  State  Historic  Preservation 
Officer  and  Archeologist,  E&R  Center  to 
determine  effects  and  develop  proposals  for 
mitigation  where  "effect"  on  any  cultural 
resource  are  established. 

7.  Submit  documentation  of  effect  on  sig- 
nificant culttiral  resources  to  the  Advisory 
Council,  after  review  by  the  Archeologist. 
E&R  Center. 

In  the  case  of  project  proposals,  doc  i- 
mentatlon  of  effect  shall  be  submitted  as 
part  of  the  Draft  Environmental  Impact 
Statement  and/  or  Assessment. 

Forward  a  copy  to  the  Commissioner's  of- 
fice, code  420. 

8.  In  the  case  of  possible  effects  on  any 
significant  cultural  resource,  prepare  Pre- 
liminary Case  Report  for  adver.se  effects  or 
determination  of  no  adverse  effect  {in  con- 
sultation with  SHPO)  for  comment  by  .Ad- 
visory Council  on  Historic  Preservation  with 
letter  requesting  Council  comment  and  for 
preparation  of  Memorandum  of  .Agreement. 

9.  Submit  determination  of  no  adverse  ef- 
fect or  draft  Memorandi-.m  of  Agreement 
with  Advisory  Council  on  Historic  Preser- 
vation and  State  Historic  Preservation  Offi- 
cer to  the  Archeologist,  E&R  Center,  for  re- 
view prior  to  execution. 

Forward  copies  to  the  Commissioner's  of- 
fice, code  420.  and  the  SHPO. 

10.  Carry  out  mitigation  protrram  when 
there  Is  a  determination  of  no  adverse  ef- 
fect or  as  described  in  Memorandum  of 
Agreement. 

11.  Insert  provisions  cont^i.ned  in  speci- 
fication paragraphs,  "Preservation  of  Histori- 
cal and  Archeologist  Data,  dated  February  20, 
1975,  In  all  construction  contractus 

|FRDoc.77-1621'3  Filed  6-8-77,8  45  am] 
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[  14  CFR  Parts  23,  25,  27,  29  and  33  ] 

;i>jcke:  N-..     16;':3;    N  .tl..^  No,  77-6] 

AIRCRAFT  ENGINE  REGULATORY  REVIEW 
PROGRAM 

Invitation  To  Submit  Propiosals  for 
Consideration 

AGENCY:  Federal  Aviation  Administra- 
tion iFAA),DOT. 

ACTION:  Notice  announcing  a  new  Reg- 
ulator>'  Review  Program  and  inviting  in- 
terested persons  to  submit  proposals. 

SUMMARY:  This  notice  announces  the 
avfi.cy's  Aircraft  Engine  Regulatory  Re- 
vie*  Program  and  invites  hiterested  per- 
sons to  submit  proposals  for  corusidera- 
tlon  at  an  Aircraft  Engine  Regulatory 
Review  Conference.  T\\e  Review  Pro- 
gram's objective  is  to — 

I  a)  Resolve  a  number  of  regulatory 
issues  that  have  been  rai.^cd  by  aircraft 
engine  manufactyers  and  others  con- 
cerning the  aircraft  engine  airwortliiness 
standards  in  Part  33  of  the  Federal  Avia- 
tion Regulations  and  related  powerplant 
installation  requirements  in  Parts  23,  25, 
•J7  and  29  of  the  r'ederal  Aviation  Reg- 
ulations: and 

lb)  Update  those  standards  and  re- 
quirements m  line  with  service  experi- 
ence and  the  current  state  of  the  art. 

DATES;  Proposals  must  be  received  by 
F.\A  by  AugiJSt  4,  1977. 

FOR  FURTHER  LN'FORMATION  CON- 
T\CT:  Adolf o  O  AatcM^a,  Alrworthineaa 
Review  Branch  iAFS-910>.  Flight 
SUindariLs  Service.  Federal  Aviation 
-\d^llnL-^trallon,  800  Independence  Ave- 
nue, SW.,  Wa^siilngton,  DC.  20591; 
Phone:  t202i  755-8714. 

ADDRESSES  Send  propo.sals  m  dupli- 
cate to: 

Federal  Aviation  AdminLstration. 
Flight  Standards  Service,  Airworthi- 
ness Review  Branch,  AFS-910.  800  In- 
dependence Avenue.  SW.,  Wivshlngton. 
D.C.  20591 
SUPPLEMENT.ARY       INFORMATION: 

BACKGROtTiro 

The  most  recent  major  revi.sion  of 
Part  33.  Air-Arorthmess  Standivrcls:  .Air- 
craft Engines  <  14  CFTl  Part  33  - ,  was 
amendment  33-6  '39  FR  35452:  Octo- 
ber 1,  1974  >.  This  amendment  wius  based 
on  Notice  No.  71-12  '36  FR  8383:  May  5. 
1971)  and  became  effective  October  31, 
1974.  Since  the  adoption  of  .\mendment 
33-6.  a  number  of  questions  have  been 
raised  by  interested  persons  concornin?; 
some  of  its  provtaii-n.s  The  quetiS-lons  on 
these  provisions  dealt  with  ihtir  con- 
sistency with  related  standards,  their  in- 
tent or  proper  interpretation,  whether 
they  might  be  unnecessarily  restrictive 
and  whether  they  provide  an  ade<iuate 
level  of  safety.  Tlie  F.V^  notes  further 
that  several  persons  have  petitioned  for 
relief  from  certain  of  the  Part  33  provi- 


skn  aJteetei  by  Amendment  33-6.  In 
view  of  the  above  and  other  available 
information,  the  FAA  believes  that  cer- 
tain of  the  provision  dealt  with  yn 
.Amendment  33-6  may  warrant  review. 

The  FAA  believes  that,  in  view  of  re- 
rent  technological  advances  in  the  design 
of  aircraft  engines  and  recent  service  ex- 
perience with  newly  type  certificated  air- 
craft engines,  there  may  be  a  need  to  up- 
date certain  provisions  in  Part  33  (and 
related  powerplant  installation  provi- 
sions in  Parts  23,  25,  27  and  29)  that  were 
not  dealth  with  in  Amendment  33-6. 

The  FAA  wishes  to  obtain  the  partici- 
pation of  all  Interested  persons  in  re- 
solving the  regulatory  issues  that  may  be 
involved.  The  FAA  considers  that  the 
most  effective  procedure  for  attaining 
that  objective  is  the  Aircraft  Engine  Reg- 
ulatory Review  Program  annoimced  In 
this  notice  and  the  dialogue  that  will  take 
place  during  the  associated  Review  Con- 
ference. 

Accordingly,  interested  persons  are  in- 
vited to  submit  any  proposal  they  deem 
appropriate  to  amend  the  regulations 
that  fall  within  the  scope  of  this  Regu- 
latory Review. 

Scops  of  the  Regulatory  Review 

The  scope  of  the  Aircraft  Engine  Reg- 
ulatory Review  Program  is  limited  to — • 
a*  Part  33  of  the  Federal  Aviation 
Regulations:  and 

lb)  The  powerplant  requirements,  set 
forth  in  Subpart  E  of  Parts  23,  25,  27  and 
29  of  the  Federal  Aviation  Regulations, 
that  are  related  to  the  engine  standards 
m  Part  33.  « 

Requirid  Format  and  Information 

The  FAA  has  found  during  past  Regu- 
latory Review  program* that  the  process- 
ing of  regulatory  proposals  Is  greatly  fa- 
cilitated when  they  are  submitted  in 
standard  format  and  contain  certain 
basic  information. 

The  Appendix  to  this  notice  contains  a 
.sample  of  the  format  that  should  be 
used  with  several  clerical  guidelines. 
Each  propo.sal  should  contain  at  least  the 
following  information: 

I  a)  The  full  name  or  title  of  the  pro- 
ponent, or  an  acceptable  acronym. 

(b)   Tlie  FAR  section  affected. 

'c)  A  short  title  Identifying  the  sub- 
ject of  the  proposal  in  10  words  or  less. 

id>  The  specific  regulatory  language 
proposed  to  attain  the  objective  sought. 

i,e>  The  language  of  the  current  rule 
tliat  tlie  proix)sal  would  change. 

fi  An  explanation  and  justification 
of  the  proposal,  including  answers  to  the 
following  questions: 

1 1   What  is  the  background? 

1 2 )  Why  Is  the  proposed  change  neces- 
.sary? 

'3'  What  data,  reports,  records,  etc., 
support  the  proposal? 

(4)  What  is  the  probable  impact  (if 
any)  on  the  environment.  Inflation, 
energy  consumption  and  the  traveling 
public? 

When  more  than  one  proposal  is  sub- 
mitted to  attain  the  objective  sought, 
the   information  in    tf)    above  may  be 


stated  in  one  of  the  proposals  and  cross- 
referenced  in  the  others. 

Conference  Agenda 

The  FAA  will  prepare  a  Conference 
Agenda  containing  a  compilation  of  the 
proposals  submitted,  including  a  number 
of  FAA  proposals.  The  Conference 
Agenda  will  be  distributed  by  October  3, 
1977,  to  each  person  who  has  submitted 
a  proposal  or  who  has  expressed  an  in- 
terest m  this  Regulatory  Review.  At  that 
time,  a  Notice  of  Availability  of  the  Air- 
craft Engine  Regulatory  Review  Confer- 
ence Agenda  wUl  be  issued  and  published 
in  the  Federal  Register.  The  Conference 
Agenda  will  provide  general  information 
on  the  Conference,  including  Conference 
dates  and  location.  The  agenda  will  also 
contain  detailed  information  on  the 
scheduling  of  the  proposals  for  discus- 
sion- ,.       .1,4 

Proposals  received  in  response  to  this 
notice  will  not  necessarily  appear  in  the 
Conference  Agenda.  To  avoid  overload- 
ing the  ConJerence,  the  FAA  may  elect  to 
narrow  the  scope  of  the  Regtilatory  Re- 
view as  set  forth  in  this  notice  by  exclud- 
ing certain  proposals.  Proposals  that  are 
received  too  late,  are  beyond  the  scope 
oi  thLs  Regulatory  Review,  do  not  follow 
the  p:escribed  format,  or  lack  the  ^- 
sential  information  previously  ouUlned, 
may  aLso  be  excluded.  Further,  the  FAA 
will  exclude  proposals  that  are  not  ade- 
quatelv  justified,  would  require  further 
research,  or  are  not  likely  to  generate 
fruitful  discussion  at  the  Conference. 
Conference  Procedures 

Persons  who  plan  to  attend  the  Con- 
ference should  be  aware  of  the  foUowtng 
procedures  which  are  established  to  fa- 
cilitate the  workings  of  the  Conference: 

(a)  There  will  be  no  admission  fee  or 
other  charce  to  attend  and  participate. 
All  Conference  sessions  will  be  open,  on 
a  space  available  basis,  to  all  persons 
who  registered  to  attend.  H  necessary  to 
complete  the  Conference  Agenda,  ses- 
sions mav  be  extended  to  evenhigs  or 
additional  days.  If  practicable,  the  (in- 
ference mav  be  accelerated  to  enable  ad- 
journment in  less  than  the  time  sched- 
uled. , 

(b)  One  or  more  committees,  each 
chaired  by  the  F.AA,  will  be  established  to 
discuss  the  proposals  in  the  Conference 

Agenda.  . 

(c>  AU  Conference  sessions  will  be  re- 
corded by  a  court  reporter.  Anyone  in- 
terested in  purchasing  the  transcript 
should  contact  the  court  leporter  di- 
rectly. A  copy  of  the  court  reporters 
transcript  will  be  docketed.  In  addition, 
the  sessions  may  be  tape  recorded. 

(d>  The  FAA  will  not  consider  mate- 
rial presented  at  the  Conference  by  par- 
ticipants on  any  issue  that  is  not  con- 
tained in  the  Conference  Agenda.  Posi- 
tion papers  or  other  handout  material 
may  be  accepted  at  the  discretion  of 
the  Committee  (Chairperson.  However, 
enotigh  copies  must  be  provided  for  dis- 
tribution to  aU  Conference  participants. 

(e)  Proposals  appearing  in  the  Con- 
ference Agenda  will  not  necessarily  be 
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Included  In  a  notice  of  proposed  rule 
making.  The  FAA  will  decide,  after  post- 
Conference  analysis,  which  proposals 
will  be  revised,  expanded,  or  accepted 
without  change  and  which  will  be  de- 
ferred or  rejected.  Statements  made  by 
FA-'^  participants  at  the  Conference 
should  not  be  taken  as  expres.'^ing  a  final 
F.^A  position. 

Status  of  Part  33  and  Principal 
Aircraft  Airworthiness  Parts 

Tlie  laU'.^t  amendments  to  Part  33  and 
the  principal  aircraft  airworthiness 
parts  are  contained  in  Airworthiness; 
Review  Program  Amendment  No.  4: 
Powerplant  .Amendments  <42  FR- 15034: 
March  17.  1977).  as  follows:  Amend- 
ments 23-18,  25-40,  27-12.  29-13  and  33- 
8.  These  amendment's  became  effective 
May  2.  1977. 

Pending  Notices,  Petitions,  and  Other 
Rule  M.^king  Activity 

(a)  AiriL-orthiness  Review  Notice  75- 
31  (40  FR  29410:  July  11.  1975'  Tliis 
notice  contains  the  following  proposals 
affecting  regulations  that  fall  within  tlie 
scope  of  tliL';  Regulatory  Review.  These 
proposals  will  be  disposed  of  as  part  of 
the  Airworthiness  Review  Program: 

14   CFR.  Proposal  No. 

§  23.903    8-15 

§23.991    8-18 

§25939    8-45 

§25  1103    8-46 

§29.1103    8-73 

§33.4   8-92 

133.5    - - -- --  8-D3 

§33.6    -- 8-94 

§33.19    --- 8-95 

§3365    ---  8-96 

Appendix  A  -.- 8  97 

to  Part  33 

(b>  ALPA  petition  for  rule  making. 
The  Air  Line  Pilots  Association  lALPA) 
has  petitioned  the  FAA  to  wiUidraw  the 
effective  date  of  Amendments  25-36  and 
33-6  and  to  issue  a  Notice  of  Proposed 
Rule  Making  based  on  the  AIJPA  com- 
ments relating  to  certain  of  the  provi- 
sions dealt  with  in  Amendments  25-36 
and  33-6  <  Docket  No    14133 > 


(c)  AJA  request  for  relief.  The  Aero- 
space Industries  Association  lAIA'.  on 
behalf  of  its  member  engine  manufac- 
turers, has  requested  relief  from  i^ertain 
of  the  provisions  affected  by  Amend- 
ment 33-6.  In  a  letter  dateti  February 
14.  1977,  the  Adminb^trator  indicated 
that  tills  reque.st  would  be  dealt  with 
during  thLs  Regulatoi-y  Review  program. 

id'  NTSB  recommendation.  The  Na- 
tional Tran'sportation  Safety  Board 
(NTSBi  has  recommended,  in  Safety 
Recommendation  A-76-64.  that  5  33.77 
be  amended  by  increasing  the  maximum 
number  of  birds  in  the  various  size  cate- 
gories specified  for  the  foreisn  object 
ingestion  tests.  In  a  letter  dated  .'Vpril  2. 
1976.  the  Administrator  informed  the 
NTSB  that  its  recommendation  would 
he  considered  during  this  Regulatory- 
Re  view. 

Proposed  and  Final  Rule  Making 

The  proposals  in  the  Conference 
Agenda  and  the  related  discussions  at 
the  Conference  will  be  used  by  the  FA.A 
in  developing  an  appropriate  notice  of 
proposed  rule  making  which  will  be  pub- 
lished in  the  Federal  Register.  This  no- 
tice when  published  will  provide  inter- 
ested persons  an  opportunity  to  comment 
on  specific  proposed  amendments  to  tlie 
Federal  Aviation  Regulations.  Final  rules 
adopted  pursuant  to  that  notice  will  be 
issued  after  consideration  of  all  com- 
ments received. 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Irving  Fagin.  Flight  Standards 
Service,  and  Keith  S  May  Office  of  the 
Chief  Coimsel 

(Sees.  313(a) .  601.  and  603.  Federal  Aviation 
Act  of  1958  (49  USC  1354(a).  1421,  and 
1423),  sec  6(c),  Department  of  Tran.sporta- 
tlon  Act  (49  U.S.C.  1666(c) ) .) 

Issued  in  Washington.  DC.  on  June  3, 
1977. 

R.  P    Skully. 
Director  Flight  Standards  Service. 

.Appendix — Format  for  Proposals 

The  format  below  should  be  used  In 
developing   proposals   for   consideration 


durmp  the  .Aircraft  Engine  Review  Con- 
ference In  addition,  each  proposal 
should  be  submitted  on  a  separate  page 
The  text  should  be  within  margins  not 
more  than  6 '-2  Inches  wide  nor  more 
than  9  inches  long,  so  that  it  can  be 
printed  on  8x10 '2  Inch  paper. 

Sample  Format 

Proposal:    (L#ave  Blank) 
From:    Mr    John  Doe 
Index:    (Leave  Blank) 
FAR:    3367(b)  (3) 
Subject:   Fuel  system 

Proposal  Current  Kulc 

Revise  §  33  67(b)  (2)  to  §  33  67  Fuel  system. 

read  as  follows :  »      .       •      •      • 

§  33  67  Piiel  system  ^^^  ^^^^  ^^^  ^^ 

•       •       •       •       •         a    fuel    strainer    or 
,b)    •   •    •  filter     between    the 

(2)  [Insert  proposed     engine      fuel      Iniet 
language  here)  opening  and  the  In- 

^        ,  let  of  either  the  fuel 

metering  device  or 
the  engine-driven 
positive  displace- 
ment pump  which- 
ever Is  nearer  the 
engine  fuel  Inlet  In 
addition,  the  follow- 
ing provL-^lons  apply 
to  each  strainer  or 
filter  required  by 
this  paragraph   ib 

(1)  *    •    • 

(2)  It  must  have  a 
sediment  trap  and 
drain  excrpt  that  It 
need  not  have  a 
drain  if  the  strainer 
or  filter  Is  easily  re- 
movable for  drain 
purpose.'^ . 


Explanation  and  Justification 

I  Outline  the  background,  explam  why 
the  propo'-ed  change  is  necessary  and 
set  forth  the  rationale  supporting  the 
proposed  change  Include  an  estimate 
of  the  protmble  impact  'if  any)  on  the 
environment,  inflation,  energy'  consump- 
tion, and  the  traveling  public] 
[FR  DtK  77-16340  Filed  6-&-77;8  46  amj 
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SALE   AND  SERVICING  OF  FLOOD 
INSURANCE 

Proposed  New  Requirements 

AGENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Notice  of  Proix>sed  Rulemak- 
ing. 

SUMMARY:  Tlie  Secretarj-  of  Housing 
and  Urban  Development  proposes  new 
requii-ements  covering  the  sale  and  serv- 
icing of  flood  insurance  under  the  Na- 
tional Flood  Insurance  Program.  The 
proposed  regiilations  would  set  forth  the 
authority  and  responsibilities  of  tlie  Sec- 
retaiT  a^  well  as  the  duties  and  obliga- 
tions of  insurers,  agents  and  various  other 
members  of  the  industry  who  assist  in 
canning  out  the  program  under  contract 
with  HUD.  Moreover,  the  propased  regu- 
lations would  assure  that  the  industry 
maintains  a  fiscally-sound  insurance 
system  that  is  responsive  to  the  insureds' 
needs  and  at  the  same  time  imposes  mini- 
mum co.sts  upon  the  taxpayer. 

COMMENTS:  July  7.  1977. 

ADDRESS:  'Comments  should  be  ad- 
dressed to  the  Rules  Docket  Clerk.  Room 
5218,  Department  of  Housing  and  Urban 
Development.  451  7th  Street.  SW..  Wash- 
ington. DC.  20410. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

J.  Robert  Hunter,  Acting  Federal  In- 
surance Administrator.  Department  of 
Housing  and  Urban  Development.  451 
7th  Street  SW..  Washington.  DC. 
20410.  phone  number  202-755-6770 

SUPPLEMENTARY  INFORMATION : 
On  August  30.  1976.  the  Secretary  pub- 
lished a  notice  of  Proposed  Rulemaking 
in  the  above  docketed  proceeding.  A  Fi- 
nal Rule  has  not  yet  been  adopted.  This 
Notice  again  proposes  variou.*:  changes  to 
Parts  1911.  1921.  1922.  and  1923.  omits  the 
change  previously  proposed  to  Part  1924, 
and  proposes  for  the  first  tune  chanties  to 
Parts  1908.  1912.  and  1913.  Under  the 
National  Flood  Insurance  Act  of  1968.  as 
amended  (hereinafter  referred  to  as 
•The  AlI">.  Congress  has  entrusted  the 
Secretary  with  tlie  broad  resporLsibility 
"  •  •  •  to  establLsh  and  carry  out  a  nation- 
al flood  insurance  program"  §  1304ia>  >. 
Pursuant  to  this.  Congress  has  given  the 
Secretary  the  authority  to,  among  other 
things : 

(i)  Provide  specifically  for  the  general 
terms  and  conditions  of  insurability  and 
the  nature  and  limits  of  loss  or  damage 
which  may  be  covered  by  such  insurance: 
(§  1306ia)) ; 

(il)  Set  the  premiums  for  coverage; 
(§§  1307  and  1308) ; 

.  iii '  Arrange  for  financing  of  the  pro- 
gram    5  1309> :  and 


(vi>  Establish  the  method  or  meth- 
ods by  which  payment  for  claims  may  bo 
made  <§  1312). 

Pursuant  to  the  Act.  the  Secretary  has 
delegated  these  responsibilities  to  the 
Federal  Insurance  Administrator. 

In  addition  to  her  other  authority,  and 
in  order  to  carry  out  her  responsibilities 
under  Part  A  of  the  Act,  Sections  1331 
and  1332  authorize  the  Secretary  to  im- 
plement and  carry  out  the  program  by 
encouraging  the  formation  of  and  entry 
into  agreement  with  an  association 
(hereinafter  referred  to  as  the  "Associa- 
tion") ,  or  pool  of  insurers.  These  pro- 
posed regulations  would  facilitate  the 
implementation  of  that  authority  by  pro- 
viding for: 

li)  Issuance  of  Secretarial  interpreta- 
tion of  the  scope  of  coverage  under  the 
Standard  Flood  Insurance  Policy 
iSFIPi: 

Iii)  Establishing  procedures  for  sub- 
contracting by  the  Association:  and 

<iii)  Setting  forth  financial  controls 
to  be  exercised  by  the  Association  over 
the  insurance  asspects  of  the  program. 

At  a  minimum  the  objectives  to  be 
achieved  by  these  measures  are: 

li)  To  determine  reasonable  amounts 
to  be  paid  to  the  Association  under  the 
program: 

Iii)  To  determine  flood  insurance 
premium  rates; 

I  iii  I  To  secure  financial  statements  of 
the  program's  condition  and  its  opei*a- 
tions;  and 

(iv)  To  assure  that  the  Department's 
decisions  respond  at  all  times  to  the  needs 
of  the  program. 

One  of  the  reasons  for  the  issuance  of 
tiiese  regulations  is  the  large  expansion 
of  the  existing  program.  When  national 
flood  insurance  was  first  provided  in  1968, 
participation  by  communities  and  prop- 
erty owners  was  voluntary.  The  Flood 
Disaster  Protection  Act  of  1973  imposed 
conditions  on  Federal  financial  assist- 
ance for  acquisition  or  construction  of  a 
structure  in  a  special  flood  hazard  area, 
and  on   federally  related   financial  as- 
sistance, includiiig  loans  from  federally 
regulated  lenders,  secured  by  improved 
realty  within  a  flood  hazard  area.  For  ap- 
proval of  such  assistance,  the  commu- 
nity  in  which   the  property   is  located 
miLst  be  participating  in  the  program, 
and  the  property  must  be  insured  under 
the  program.  Under  this  stimulus,  the 
number  of  Insured  property  owners  has 
now  increased  to  over  one  million  and  the 
number  of  participating  communities  to 
approximately  15,000.  In  order  to  mini- 
mize the  cost  burden  upon  the  partici- 
pants  and   taxpayers,  the  Secretary  is 
proposing  more  efBcient  controls  includ- 
mt;  a  new  system  of  competitive  bidding. 
Another   reason   for   the   issuance  of 
these  regulations  is  the  decision  in  Drew- 
ett  v.  Aetna  Casualty  and  Surety  Com- 
pany et  al.  405  F.  Supp.  877.  539  F2d.  496, 
(5th  Cir.  1976)  holding  that  State  insur- 
ance regulatory  law  does  not  protect  the 
holder   of   a   Federal   insurance   policy. 
Therefore,  a  special  responsibility  is  im- 
posed upon  the  Secretary  to  assure  that 
the  program  Is  carried  out  in  a  manner 


which  is  fair  to  the  insurance  consumer. 
Piirsuant  to  this,  these  regulations  would 
permit  the  Administrator  Secretary  to 
interpret  the  policies  whenever 
necessary. 

Under  the  proposed  regulations,  such 
interpretations  will  be  published  as  ap- 
pendices to.  and  incorporated  by  refer- 
ence in,  the  regulations.  The  interpreta- 
tive rulings  will  be  published  in  the 
Federal  Register  in  accordance  with  5 
U.S.C.  552;  however,  they  will  not  be  sub- 
ject to  5  U.S.C.  553  providing  for  public 
comment  and  publication  at  least  30  days 
before  the  effective  date. 

The  Secretary  has  determined  that  the 
proposed  rules  do  not  have  a  substantial 
impact  upon  the  quality  of  environment. 
A  finding  to  that  effect  is  included  in  the 
formal  docket  file  in  the  Office  of  the 
Rules  Docket  Clerk  and  is  available  for 
public  inspection  and  copying. 

Note. — It  Is  hereby  certified  that  the  eco- 
nomic and  Inflationary  aspects  of  this  pro- 
posed rule  have  been  carefully  evaluated  in 
accordance  with  OMB  Circular  A-107  and 
E.O.  11821. 

Accordingly,  it  is  proposed  to  amend 
24  CFR,  Chapter  X  as  follows: 

1.  A  new  Part  1908  to  Subchapter  B  of 
Chapter  X  of  24  CFR — Secretary's  Au- 
thority— is  added  and  new  §§  1908.1. 
1908.2.  1908.3.  1908.4.  1908.5.  and  1908.6 
are  added  under  that  new  Part  to  read 
as  follows: 

PART    1908 — SECRETARY'S    AUTHORITY 

Sec. 

1908.1  Purpose  and  part. 

1908.2  Definition. 

1908.3  Services  by  insurance  industry  under 

Agreements  with  Secretary. 

1908.4  Consultation.  , 

1908.5  Appeal  to  the  Secretary  froma  deter- 

mination by  the  Administrator. 

Authority:  National  Flood  Insurance  Act 
of  1968.  as  amended.  Pub.  L.  90-448;  Flood 
Disaster  Protection  Act  of  1973,  Pub.  L,  93- 
234. 

§  1908.1       Piirpo-^e  iif  pari. 

The  Purpose  of  this  Part  is:  la)  To 
aflirm  the  basic  authority  of  the  Secre- 
tary to  establLsh  and  carry  out  a  na- 
tional flood  insurance  program,  including 
its  insurance  component,  pursuant  to 
section  1304  of  Tlie  Act. 

(b)  To  provide  the  Association  witli 
the  right  to  appeal  to  the  Secretary  de- 
terminations of  the  Administrator  rela- 
tive to  rules  and  regulations. 

§  1908.2      Defmilioii*. 

The  definitions  set  forth  in  Part  1909 
of  this  subchapter  are  applicable  to  this 
Part. 

§  1908.3       S•^\^«•<•^  hy   inviiraiuc  iii{hi«lrv 
under  agrrenu'iit^  with  M'crctarv. 

(a)  The  Secretary  is  charged  by  Con- 
gress with  the  responsibility  of  carrying 
out  all  aspects.  Including  the  insurance 
facets,  of  the  National  Flood  Insurance 
Program. 

(b)  Pui'suant  to  this  responsibility,  the 
Secretary  is  authorized  to  enter  into  an 
agreement  (hereinafter  "The  Agree- 
ment") with  an  Association  of  insurance 
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companies.  Under  this  agreement  the  As- 
sociation renders  service  and  assistance 
to  the  Department  in  the  marketing  and 
selling  of  flood  insurance  policies  and  the 
adjustment  of  claims  pursuant  to  the 
coverage  afforded  under  the  Standard 
Flood  Insurance  Policy,  as  interpreted  by 
the  Administrator. 

( c )  The  Agreement  will  be  made  avail- 
able to  tlie  public  at  the  Department  of 
Housing  and  Urban  Development  In 
Washington.  D.C. 

§  1908.1      Cxinsullalion. 

(a)  Consultation  authority.  The  Ad- 
ministration and  .Association  shall,  as 
necessary  and  appropriate,  consult  with 
each  other  on  general  and  specific  mat- 
ters affecting  the  program.  Consultations 
on  general  matters  may  be  made  either 
orally  and/or  In  wTiting. 

lb)  Specific  consultation.  With  regard 
to  consultation  on  the  specific  matters 
enumerated  below,  the  procedures  set 
forth  In  paragraph  (C  of  this  section 
must  be  adliered  to: 

1.1)  Any  regulation  or  r-ole  Issued  by 
the  Administrator  with  the  exception  of: 
(1)  A  clarification  or  interpretation  of 
the  SFIP;  or  (ii)  routine  and  recurring 
rules  or  regulations; 

(2)  Any  determination  by  the  Admin- 
istrator regarding  chargeable  premium 
rates  under  Section  1308  of  The  Act; 

(3)  Any  Association  membership  re- 
quirement established  by  the  Adminis- 
trator under  5  1912  3  bi  of  this  sub- 
chapter: 

(4)  Any  notice  of  termination  of  the 
Agreement  given  by  either  party : 

(5)  Implementation  by  the  Secretary 
of  a  goveriiment  program  under  42  U.S.C. 
4071. 

(c)  Procedure  for  making  specific  con- 
sultation.-"Witli  respect  to  consultations 
on  specific  matters  as  described  In  (b)  of 
this  section,  the  following  procedures 
shall  apply: 

(1)  The  Administrator  shall  give  the 
Association  advance  written  notice  of  any 
Buch  proposed  action  not  less  than  thirty 
fSO)  days  before  solicitation  of  public 
ccHnment.  or.  If  public  comment  Is  not 
solicited,  not  less  than  thirty  i30)  days 
before  the  proposed  action  is  to  take 
effect.  Tills  notice  sliall  be  publi.<;hed  in 
the  Federal  Register  and  shall  contain 
a  brief  explanation  of  the  nature  of  this 
proposed  action,  the  basis  therefor,  and 
Identification  of  who  may  be  contacted 
for  further  Information  regarding  the 
proposed  action. 

(2)  The  Association  shall  give  the  Ad- 
ministrator advance  wTltten  notice  of 
any  proposed  action  under  paragraph 
(h)  of  this  section  not  less  than  thirty 
f30)  days  before  the  proposed  action  Is 
to  take  effect. 

•  3>  When  practical,  tlie  party  propos- 
ing the  action  shall,  if  requested,  meet 
with  the  other  party  for  tlie  purpo.se  of 
discussing  the  proposed  action. 

( 4)  In  the  case  of  a  Regulation  or  rule 
proposed  to  be  issued  by  the  Administra- 
tor, the  Administrator  shall  provide  a 
reasonable  opportunity  to  the  .Association 
to  review  and  comment  upon  the  specific 
language  of  the  proposed  Regiilatlon  or 
rule  before  it  is  published  as  proposed 


rulemaking,  or,  if  it  is  not  published  for 
public  comment  following  the  proposed 
rulemaking,  before  it  is  published  for 
effect. 

(d^  Administrator's  authority  not  lim- 
ited. Nothing  in  this  section  shall  be  con- 
strued as  limiting  the  legal  authority  of 
the  Administrator  to  make  an  interpre- 
tation of  flood  insurance  policies  issued 
pursuant  to  The  Act. 

§   1908..)       Vppoal  lo  ihe  S»MiTlar»  fr»ui  a 
dtMirininalion   li.>    the    \«linini»traU>r. 

(a'  Objection.  The  Association  may. 
by  certified  mail,  file  a  written  objection 
with  the  .Administrator  with  respect  to 
any  proposed  rule  or  regulation  that  Is 
subject  to  the  consultation  of  this  sub- 
chapter 

(b)  Action  by  the  Administrator.  The 
Administrator  shall  respond  in  writing 
by  certified  mail  to  the  objection  of  the 
.Association  within  five  >  5  >  working  days 
after  receipt  of  the  objection. 

(ci  Appeal.  In  the  event  that  the  Ad- 
ministrator overrules  the  objection,  in 
whole  or  in  part,  the  Association  may. 
by  certified  mail,  file  an  appeal  from  that 
determination  with  the  Secretary.  The 
appeal  must  be  filed  witliin  fi\e  working 
days  after  receipt  of  tlie  .Administrator's 
determination  by  the  Association.  At  that 
time,  the  Association  may  also  request  a 
meeting  with  the  Secretary  or  his,  her 
designate  for  the  purpose  of  disciissing 
the  appeal. 

(d)  Meeting.  It  shall  be  within  the  dis- 
cretion of  the  Secretary  to.  within  fifteen 
1 15)  days  after  receipt  of  the  appeal. 
grant  the  As.sociation's  re(iuest  for  a 
meeting  with  its  representatives. 

ye)  Secretary's  determination.  In  the 
event  that  the  Secretary  arranges  a  meet- 
ing imder  paragraph  'd<  of  this  section. 
he  she  shall  render  a  written  opinion  on 
the  appeal  within  fifteen  il5i  days  of 
that  meeting.  In  the  event  that  no  such 
meeting  with  the  Secretary-  or  his, Tier 
on  the  appeal  on  the  basis  of  written  sub- 
missions within  fifteen  '15.)  days  follow- 
ing its  filing.  If  the  Secretary  fails  to  rule 
on  the  appeal  during  the  specified  time 
period  such  failure  shall  be  deemed  to  be 
an  affirmation  of  the  .Administrator's  de- 
termination. 

ifi  Secretary's  determination  final. 
Tlie  Secretary's  actions  sliall  coiiEtitute  a 
final  and  conclusive  Departmental  deci- 
sion which  sliall  be  binding  on  both  the 
Administrator  and  the  Association.  This 
decision  shall  be  deemed  to  be  an  ex- 
haustion of  administrative  remedies. 

(g)  Implementation  of  decision.  Tlie 
Secretarj-'s  determination  and  any  final 
regulation  or  rule  effectuating  such  de- 
termination siiall  be  deemed  incorpo- 
rated into  the  Agreement  without  the 
execution  of  a  formal  sonendnient  on  the 
sixteentli  day  after  it  is  rendered. 

(h*  Computation  of  time,  il'  For 
purposes  of  this  section,  the  period  of 
time  In  which  a  party  has  to  act  will 
commence  on  the  day  after  the  day  on 
which  an  act  or  event  occurs.  The  last 
day  of  such  period  of  time  is  included  in 
the  computation  and  any  action  required 
must  be  taken  on  or  before  that  day. 

(2)  In  the  event  that  certified  mail  is 
utilized  for  filing  purposes,  the  first  day 


to  be  counted  for  the  ptirpvise  of  comput- 
ing the  terminal  date  Is  tlie  day  follow- 
ing the  date  of  delivery  shown  on  the 
ceriified  receipt 

(3)  For  purposes  of  this  section,  the 
term  "working  days"  Includes  all  days 
except:  Saturdays.  Sundays,  legal  holi- 
days or  half  holidays  in  the  District  of 
Columbia  and  an>'  other  day  on  which 
the  Departjnent's  (^ces  close  prior  to 
5:00  p.m.  If  the  filing  date  falls  on  anj- 
day  other  Liian  a  busmess  day,  the  docu- 
ment shall  be  filed  the  next  business  day, 

111  DelegaiioTis  of  authority.  Pursuant 
to  authority  confened  by  Section  7id* 
of  the  Department  of  HUD  Act  of  1965, 
42  use.  3535(d) .  the  Secretary  ha^  del- 
egated authority  to  carry  out  the  Pro- 
gram to  the  .Administrator  and  has  also 
authorized  the  .Administrator  to  redele- 
gate  certani  of  tliat  delegated  authority 
to  subordinate  employees.  This  delega- 
tion of  authority  is  publi&lied  at  34  PR 
2680-81.  February  27.  1969.  and.  wiUi 
the  exception  of  deciding  appeals  by  the 
.Association  from  actions  or  decisions  of 
the  Administrator.  Ls  applicable  to  the 
matters  covered  by  this  Part  and  by  this 
subchapter.  Including  the  establishment 
and  maintenance  of  consulation  witli  the 
.As.'^ociaticxi. 


PART  1911— INSURANCE  COVERAGE  AND 
RATES 

2.  Section  1911  4' di  Is  amended  to 
read  as  follows: 

§   I'' I  I.  J       Limitation*  on  rovrrapp. 

•  •  •  •  • 

I  d  '  Tlie  pohcy  protects  against  loss  to 
contents  only  at  the  location  described 
in  the  application,  except  that  contents 
neces.sarily  removed  from  the  premises 
for  preser%'atlon  from  a  flcxKl  are  pro- 
tected against  loss  or  damage  from  flood 
at  the  new  location  pro  rata  for  a  period 
erf  45  days. 

3.  Tiie  table  of  contents  to  Part  1911 
is  amended  by  the  addition  of  the  follow- 
ing new  sections: 

Sec. 

•  •  •  •  • 

1911.13  Standard  Flood  Insurance  Policy. 

1911.14  Standard    Flood    Insurance    Policy 

I  nterpr»t«tion.9 
1916  15     Procedures    for    resolution    of    de- 
putes. 

1911. 15  Issuance  of  propofied  Interpretation. 
1911.17     Clarlflcatlons. 

1911  18     Impllmentatlon    of    lnt*rpretationa 
a:id  clarifications. 

4.  New  55  1911.13.  1911.14,  1911.15. 
1911.16,  1911  17  and  1911.18  are  added 
to  Part  1911  to  read  as  .set  forth  t>elow. 

§  I'Jll.lS      Slaiidanl       F1«kh1      Insiiranre 
Polic>. 

lai  Incorporation  of  fonns.  Each  of 
the  Standard  Flood  Insurance  Policy 
forms  included  in  Appendix  "A"  hereto 
("General  Proi^erty"  and  "Dwelling 
Building  and  Content-s'i  and  by  refer- 
ence Incorporated  herein  shall  be  in- 
corporated into  the  Standard  Flood  In- 
surance PoUcy. 

(b)  Endorsements.  All  endorsements 
to  the  Standard  Flood  Insurance  PoUcy 
shall   be  final  upon  publication  in  the 
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Federal  Register  for  inclusion  in  Ap- 
pendix A. 

(c)  Renewal  certificates.  The  renewal 
certificate  Included  in  Appendix  B  and 
by  reference  incorporated  herein  shall  be 
the  only  renewal  certificat-e  for  use  with 
the  St-andard  Flood  nisurance  Pohcy. 
and  no  other  renewal  certificate  form 
shall  be  effective. 

(di  Applications.  The  application  and 
renewal  application  forms  included  in 
AppendLx  C  shall  be  the  only  applica- 
tion forms  used  in  connection  with  the 
Standard  Flood  Iiisurance  Policy. 

(c  Waivers.  The  Standard  Flood  In- 
surance Policy  and  required  endorse- 
ments must  be  used  in  the  Flood  Insur- 
ance Program,  and  no  provision  of  the 
said  documents  shall  be  altered,  varied, 
or  waived  other  than  through  the  Is- 
suance of  an  appropriate  amendatory 
endorsement,  approved  by  the  Admin- 
istrator as  t^  form  and  substance  for 
imiform  use.  and  countersigned  by  the 
Association  or  tlie  authorized  servicing 
company. 

<f  >  Oral  and  written  binders.  No  oral 
binder  or  contract  shall  be  effective.  No 
written  binder  shall  be  effective  unless 
Issued  with  express  authorization  of,  and 
countersigned  by  the  A,ssociatlon  or  the 
authorized  servicing  company. 

(g)  New  and  additional  cot'crage.  The 
Inception  date  of  any  new  or  added 
coverage  or  of  any  lncrea.se  In  the 
amount  of  insurance  shall  be  at  least  15 
calendar  da.\-s  after  the  date  of  applica- 
tion. Til  is  i5-day  waiting  period  shall 
not  apply  to  renewal  policies  i  except  as 
to  additions  to  coverage)  nor  during  the 
Initial  30  calendar  days  from  the  effec- 
tive date  of  first  a\-allabOity  of  flood  In- 
surance in  any  designated  community. 

§1011.11      Staniliird      Hood      Insiurance 
I'olii  »  Iiitcrprelalion*. 

(a)  Definiticm.  A  Standard  Flood  In- 
surance Policy  Interpretation  is  a  writ- 
ten determination  by  the  Administrator 
construing  the  scof>e  of  the  flood  Insur- 
ance coverage  that  has  been  and  Is  pro- 
vided under  Uie  {X)liry 

(b)  Publication  and  requests  for  in- 
terpretation. The  Administrator  shall, 
pursuant  to  these  regulations  from  time 
to  time,  issue  interpretative  rulings  re- 
gardinu  the  provisions  of  the  Standard 
Flood  In.surance  Policy  Such  Interpre- 
tations shall  be  published  in  the  Federal 
Register,  made  a  part  of  Appendix  D  to 
these  regulations,  and  incorporated  by 
reference  as  part  of  the^e  regulations. 
Any  policyholder  or  person  in  privity 
with  a  policyholder  may  file  a  request 
for  an  interprDtaticn  in  writing  with  the 
Federal  Insurance  Administration.  De- 
partment of  Housing  and  Urban  Devel- 
opment. 451  Seventh  Street,  S.W..  Wash- 
ington. D  C.  20410. 

(c>  New  issues.  Whenever  an  issue 
arises  which  involves  a  question  of  con- 
tractual interpretation  of  the  Standard 
Flood  Insurance  Policy  which  has  not 
previously  been  considered  by  tlie  Ad- 
ministratx>r.  either  p>arty  shall  immedi- 
ately bring  the  matter  to  the  attention 
of  the  other  for  the  purpose  of  determin- 
ing whether  an  Interpretation  should  be 
Issued. 


§  1911.15      Proreduros  for  resolution  of 
dL^putes. 

In  the  event  that  the  issue  Is  In  dispute 
and  cannot  be  informally  resolved,  the 
following  procedure  will  apply: 

(a)  The  Administrator  shall,  by  certi- 
fied mail,  provide  the  Association  with 
written  notice  of  the  Initiation  of  formal 
interpretation  procedures. 

(b)  Upon  receipt  of  such  notice,  the 
A-ssociation  may,  within  fifteen  (15) 
calendar  days,  submit  to  the  Administra- 
tor a  written  statement  which  shall  out- 
line the  factual  and  legal  basis  for  its 
position. 

<c^  After  consideration  of  the  Associ- 
ation's position,  and  having  made  any 
further  consultations  with  the  Associa- 
tion as  necessary  and  appropriate,  the 
Administrator  shall  in  vvTltlng  advise  the 
Association  of  his  Tier  concurrence  or 
non-concurrence  "With  the  position  of  the 
Association. 

§  1911.16     Issuance   of   proposed    inter- 
prt'tation. 

In  the  event  that  the  Administrator 
does  not  concur  with  the  Association, 
he  she  shall : 

I  a)  Proposed  interpretation.  Prepare 
a  proposed  Interpretation  of  the  Stand- 
ard Flood  Insurance  Policy  and  provide 
the  Association  with  a  copy  of  such  In- 
terpretation and  give  the  Association  at 
least  seven  calendar  days  to  present  its 
views  on  the  draft. 

(b)  Final  interpretation.  Following 
submission  by  the  Association  of  com- 
ments on  the  proposed  Interpretation, 
the  Administrator  shall  submit  to  the 
Association  a  copy  of  the  final  Interpre- 
tation at  least  seven  days  prior  to  publi- 
cation. At  the  expiration  of  the  seven 
day  notice  period,  the  Interpretation 
shall  be  published  for  effect. 

(c»  Opinion  of  the  General  Counsel. 
With  regard  to  either  a  proposed  or  final 
Interpretation,  either  the  Administrator 
or  the  Association  may  submit  a  wTitten 
request  for  an  opinion  of  the  General 
Counsel  on  the  legality  of  such  an  Inter- 
pretation. 

§  1911.17      Clarifuajions. 

<  a)  Definition.  A  Clarification  is  a  writ- 
ten explanation  of  the  specific  language 
of  the  Standard  Flood  Insurance  Policy 
for  the  purpose  of  setting  forth  in  insur- 
ance contractual  terminology  the  Inter- 
pretation proposed  to  be  issued  by  the 
Administrator. 

(b>  Request  for  clarification.  The  As- 
sociation may  submit  a  written  request 
to  tlie  Administrator  asking  that  a  Clari- 
fication ratlier  than  an  Interpretation  be 
issued.  This  request  shall  be  filed  within 
the  seven  day  comment  period  prior  to 
pubhcation  of  the  final  Interpretation 
and  shall  include; 

( 1 '  Tlie  A.ssociation's  certification, 
based  on  the  accompanying  legal  opinion 
of  counsel,  that  the  issuance  of  the  pro- 
posed Interpretation  would  create  a  risk 
of  substantial  complications  in  the  in- 
terpretation of  insurance  policies  not  re- 
lated to  tlie  National  Flood  Insurance 
Program;  and 

1 2 1  \  showing  that  the  Association 
considered  whether  an  explanation  of  the 


specific  language  in  question  with  cor- 
responding redress  and  notification  to 
policyholders  and  other  administrative 
consequences  would  or  would  not  be  in 
the  public  interest. 

(c)  Publication  of  clarification.  Prior 
to  publication,  the  Administrator  shall 
provide  the  Association  with  the  pro- 
posed Clarification  and  allow  at  least 
seven  (7)  calendar  days  for  comment. 
At  the  close  of  that  period,  the  Clarifica- 
tion may  be  pubhshed  for  final  effect. 

§  1911.18      Implementation    of    interpre- 
tations and  clarilicalions. 

(a)  Distribution.  The  Association  will 
distribute  to  servicing  companies  and  ad- 
justment organizations  copies  of  Inter- 
pretations issued  under  §  1911.6  and 
Clarifications  issued  under  §  1911.17.  In 
addition,  the  Association  v\ill  provide  no- 
tice of  such  Interpretations  and  Clari- 
fications to  policyholders  upon  renewal 
of  existing  policies  and  issuance  of  new 
policies. 

(b)  Effect  of  interpretation  or  clarifica- 
tion. Within  a  reasonable  time  following 
issuance  of  anj'  Interpretation  or  Clari- 
fication, the  Administrator  shall  deter- 
mine the  effect,  if  any,  which  the  Inter- 
pretation or  Clarification  has  had  or  may 
have  on  loss  payments  and  actuarial 
premium  rates,  and  shall  make  appro- 
priate adjustments,  if  necessary,  to  ac- 
tuarial rates.  In  making  such  determina- 
tion, the  Administrator  shall  consider 
any  information  or  views  presented  by 
the  Association.  To  facilitate  this  analy- 
sis, the  Association  shall  keep  a  record  of 
any  changes  in  costs  and  losses  which 
result  from  the  Inten^retation  or  Clari- 
fication. Such  costs  and  losses  are  subject 
to  the  provisions  of  §  1923.6  of  this  sub- 
chapter. 

(c)  Application.  Upon  final  publication 
of  an  Interpretation,  the  Association 
shall  apply  such  Interj^retation  or  Clari- 
fication : 

(1)  In  adjustment  of  all  claims  pend- 
ing at  the  effective  date  of  such  Inter- 
pretation or  Clarification. 

(2)  In  adjustment  of  all  claims  duly 
filed  after  the  effective  date  of  such  In- 
terpretation or  Clarification. 

(3)  At  the  direction  of  the  Adminis- 
trator, in  adjustment  of  any  claim  previ- 
ously filed  which  arose  out  of  an  occur- 
rence within  two  years  before  the  effec- 
tive date  of  such  Interpretation  or  Clari- 
fication, provided  that  the  policyholder 
requests  in  writing,  not  later  than  sixty 
days  after  receiving  notice  of  the  Inter- 
pretation or  Clarification,  that  the  claim 
be  reopened. 

(4)  At  the  direction  of  the  Adminis- 
trator, in  adjustment  of  any  other  claim 
arising  out  of  an  occurrence  within  two 
years  before  the  effective  date  of  such 
Interpretation  or  Clarification,  Provided. 
That  the  policyholder  files  notice  and 
proof  of  loss  not  later  than  sixty  days 
after  receiving  notice  of  the  Interpreta- 
tion or  Clarification. 

(d)  Limitations.  (1)  Nothing  in  this 
paragraph  shall  limit  any  legal  or  equi- 
table right  which  any  policyholder  may 
otherwise  have  to  assert  an  earlier  claim 
under  an  Interpretation  or  Clarification. 
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(2)  This  Section  shall  apply  Mily  to 
interpretations  and  Clarifications  and 
has  no  application  to  changes  in  the 
Standard  Flood  Insurance  Policy  issued 
from  time  to  time  by  the  Administrator 
for  prospective  effect. 

13)  The  Administrator  may.  in  liis  her 
discretion,  decline  to  Issue  Interpreta- 
tions or  Clarifications  when  declination 
ts  in  the  public  interest. 


PART   1912— SALE  OF   INSURANCE   AND 
ADJUSTMENT  OF  CLAIMS 

5.  Section  1912.3  is  amended  by  addmg 
paragraphs  (f).  (g>,  and  (h)  to  read  as 
follows : 

§  1912.3      l.iniitalionA  on  >u\i-  of  polieies. 


<f)  Association  Membership.  Changes 
in  thhe  membership  of  the  Association 
shall  not  amend  or  alter  the  terms  of  the 
Agreement  entered  into  by  the  .Adminis- 
trator with  the  A.ssociation  pursuant  to 
Sections  1331  and  1332  of  The  Act. 
Nothing  in  the  Agreement  shall  limit  Uie 
right  of  any  member  of  the  Association 
to  reduce  or  terminate  its  financial  par- 
ticipation or  risk  sharing  in  the  Associa- 
tion as  of  the  end  of  any  accounting 
period.  The  Association  shall  promptly 
advise  the  Administrator  of  all  notifica- 
tions of  additions  to  and  withdrawals 
from  its  membership. 

(g)  Association  meetings  With  regard 
to  meetings  the  Association  shall:  <!> 
Give  the  Administrator  at  least  thirty 
(30)  days  advance  written  notice  of  any 
meeting  of  the  Association's  Executive 
Committee  or  Membership  called  to  con- 
sider any  amendment  to  the  A.ssocia- 
tion's Constitution  or  dLssolution  of  the 
Association. 

<2»  Invite  the  Administrator  or  his 
representatives  to  attend  meetings  of  the 
Executive  Committee  and  other  commit- 
tees of  the  Association  by  giving  the  Ad- 
ministrator the  same  notice  of  meeting 
as  Is  given  to  the  members  of  the  Execu- 
tive Committee  and  other  Association 
coimmittees. 

( 31  Notify  the  Administrator  in  writing 
of  all  actions  taken  by  the  Membership. 
Executive  Committee  and  other  Associa- 
tion Committees  at  their  meetings. 

<4>  Furnish  the  Administrator  with 
copies  of  written  agenda  and  formal 
minutes  of  meetings  of  the  Membership, 
Executive  Committee,  and  other  A.ssocia- 
tion committees. 

<h>  Public  meetings  and  access  to 
docuyjients.  (1>  The  Association  and  the 
Administrator  shall  conduct  at  least  an- 
nually a  joint  Public  Meeting,  at  which 
tLme  members  of  the  public  may  express 
their  views,  opinion,  and  .suggestions  for 
the  Program.  Notice  to  the  public  shall 
be  as  determined  by  the  Administrator 
and  the  A.ssociation  in  advance  of  the 
proposed  meetings. 

1 2)  Upon  request,  the  Association  and 
the  Administrator  shall  make  available 
to  anj'  interested  person,  copies  of  all  for- 
.mal  actions  taken  by  the  Administrator 
and  the  Association  relating  tc  the  Pro- 
gram. 


6  Section  1912.4  Is  amended  by  adding 
paragraphs  (ct  and  (d^  to  read  ae  fol- 
lows: 

g  1912.4      Limitation  on  -ale  of  polieie*. 
.  •  •  •  • 

ic  I  The  Association  shall  comply  with 
the  Equal  Opportunity  Clause  appearing 
in  24  CFR  130.15<a»  incorporated  herein 
by  reference  and  promulgated  pursuant 
to  Executive  Order  11246  of  September 
24, 1965. 

(d)  For  tlie  purposes  of  paragraph  (c» , 
the  following  definitions  shall  apply:  '1) 
"Contracting  Agency"  shall  mean  the 
Department  of  Housing  and  Urban  De- 
velopment; 

(2)  "Contracting  Officer  shall  mean 
Secretary  of  Housing  and  Urban  Devel- 
opment: 

*3)  "Contractor  shall  mean  the  As- 
sociation. 

7.  Section  1912  5  is  revised  to  read  as 
follows : 


foil 


o»in£ 


§    1912. .J       Freiuiuni        r.-fiin<l 
map  reNi-ioii. 

lai  Property  no  longer  in  flood  aren.  A 
Standard  Flood  Insurance  Policyholder 
whose  property  has  been  determined  not 
to  be  In  a  special  fiood.hazard  area  after 
a  map  revision  or  a  Letter  of  Map 
Amendment  under  Part  1920  of  this  sub- 
chapter may  cancel  the  pohcy  within  the 
current  pohcy  year,  provided  that  the 
pohcyholder  was  required  pursuant  to 
statute  to  purchase  or  to  maintain  flood 
insurance  coverage,  or  both. 

»  •  •  •  a 

•  b)  Refunds  following  rei^ision.  If  no 
claim  under  the  policy  has  been  paid  or 
is  pending,  the  full  gross  premium  shall 
be  refunded  to  the  named  insured,  in- 
cluding any  agents  commissions  paid  by 
the  iiLsured.  for  the  current  policy  year, 
and  for  an  additional  jxilicy  year  where 
the  insured  had  been  required  to  renew 
the  policy  during  the  period  when  a  re- 
vised map  was  being  reprinted.  Drafts  or 
other  instruments  of  payment  shall  be 
made  payable  to  the  insured  and  the  Ad- 
ministrator shall  reimburse  the  Associa- 
tion for  the  full  amount  of  the  refunded 
agents  commission.  The  agent  shall  be 
allowed  to  retain  his/her  commission  as 
fully  earned, 

8.  Section  1912. 8ic>  is  added  to  read 
as  follows: 

{;  1912.8      Noli,  e  to  iM>lie>liolder. 

'C>  Actions  following  complaints,  re- 
quests or  inquiries.  In  the  event  that  a 
complaint,  request  or  otlier  inquirv-  is 
filed  with  the  Administrator,  his  response 
thereto  shall  be  conducted  In  accordance 
with  the  provisions  of  this  Section. 

1 1 1  The  Administrator  shall  request  in 
writing  and  the  Association  shall  produce 
the  relevant  file  to  the  Administrator  for 
review.  Production  by  the  A.s.sociatlon 
shall  be  made  wltliln  a  reasonable  period 
■SO  a.s  to  permit  a  timely  re.sponse  by  the 
Administrator. 

(2»  In  the  event  that  a  complaint,  re- 
quest, or  other  inquiry  requires  that  In^ 
formaticwi  be  obtained  from  either  the 
.Administrator   or   tlie   Association,    the 


party  to  whom  the  communication  is  ini- 
tially directed  shall  provide  a  copy  of 
such  correspondence,  if  in  writing,  or  a 
written  fiummary  of  the  oral  communi- 
caticm  11  not  In  wTiting,  to  the  other 
party.  If  the  complaint,  request,  or  m- 
quiry  Is  confidential  m  nature,  or  is 
otherwise  subject  to  a  privilege  in  law. 
the  name  and  title  of  the  initiating  cor- 
respondent may  be  deleted. 

9  The  table  of  contents  for  Part  1913 
is  amended  by  the  addition  of  tlie  follow- 
ing new  sections 

Sec 

.  •  •  •  • 

1912  9  Records  lo  be  maintained  by  ttoe 
Admin  Lstra  tor. 

1912  10  Rejxins  to  be  made  by  the  Associa- 
tion 

1912.11     Manual  Information. 

•  •  •  •  • 

1912.23     Monitoring  of  claims  processing 

10.  New  §5  1912  9.  1912.10.  1912  11  and 
5  1912.23  arc  added  to  Part  1912  to  read 
as  set  forth  below. 

§  1912.9      Records   to   be    maintaiiierf    bv 
th<-  \--oeiation : 

i&>  Requests  by  Administrator.  The 
Administrator  may.  by  written  request, 
require  the  A.ssoclation  to  maintain  such 
records  as  are  necessary  and  appropriate 
to  facihtate  an  effective  audit  of  the  per- 
formance of  the  program  including,  but 
not  limited  to.  those  records  which  dis- 
close or  relate  to  the  cost  of  the  program 
or  the  services  being  rendered. 

lb  I  Records  to  be  maintained  by  sub- 
contractors. The  Association  shall  re- 
quire by  written  contractual  provision 
that  its  subcontractors  maintain  similar 
records  pursuant  to  any  request  as  from 
time  to  time  may  be  made  by  the  Admin- 
istrator under  paragraph  la  '  of  this  sec- 
tion 

■c  Retention  period.  Such  records 
shall  be  retained  for  three  years  after 
the  final  adjustment  pertaining  to  the 
accounting  period  covered  thereby  pur- 
suant to  the  Agreement  or  such  longer 
time  as  may  be  prescribed  by  the  Admin- 
istrator prior  to  the  expiration  of  the 
three-year  period, 

id  I  Access  to  records.  Tlie  Secretary, 
tlie  Administrator,  and  the  Comptroller 
(General  of  the  United  States,  or  any 
other  duly  authorized  Federal  officials 
shall  have  access  to  such  records  for  the 
purposes  of  audit  and  examination  at 
the  place  where  the  records  are  main-- 
tallied. 

le)  Attorney-client  privilege.  Nothing 
in  this  paragraph  shall  be  construed  as 
a  waiver  of  any  attorney-client  privilege 
which  the  Association  may  have  in  con- 
nection with  the  Association's  written  or 
oral  communications  with,  or  documents 
prepared  by,  for,  or  at  the  request  of, 
attorneys  employed  or  retained  by  the 
A.ssociation. 

S   I ''12. 10      Report*    to    be    made    b»    the 
.4f-o«iation. 

lai  /Seporfs.  The  Association  from  time 
to  time,  but  at  least  quarterly,  shall  make 
reports  to  the  Administrator  which  shall 
Include: 
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(1)  The  financial  condition  of  the 
Association ; 

(2)  The  estimated  amount  of  Insiir- 
ance  in  force; 

(3>  The  status  of  policyholder  pre- 
miums collected  and  the  Investment  In- 
come thereon  currently  held  by  the 
Association: 

(4>  All  distributions  of  funds  to.  and 
financial  transactioris  with.  Association 
members;  and 

(51  Such  other  Information  or  reports 
as  the  Administrator  may  reasonably 
specify. 

<b)  Studiea.  Tlie  Secretary  or  his  her 
delegate  shall  have  authority  to  conduct 
Investigations  and  studies  concerning  the 
insurance  aspects  of  the  program  con- 
tracted for  with  the  Association,  includ- 
ing but  not  limited  to  those  required  by 
Section  1307  of  The  Act. 

§  1'>12.1I       Manual  infi>rm.i!ic>n. 

The  Association  shall  include  in  its 
manuals  for  insurance  agents,  brokers, 
and  adjusters,  including  those  manuals, 
handbooks,  guidelines  and  related  pro- 
gram materials  referenced  at  §  1913.2  of 
this  subchapter,  such  provisions  as  may 
be  necessary  to  facilitate  the  mainte- 
nance of  records  and  the  submis.sion  of 
reports  as  required  under  this  Part. 

§  1912. 2.'>       McmilorinE  of  <  litiiii-  proro**- 
inc. 

(a)  Review  by  Administrator.  The  As- 
sociation shall  regularly  review  with  the 
Administrator  or  his  designees  a  sam- 
pling or  other  selection  of  claims  flies, 
including  closed  claims  files,  as  may  be 
selected  by  the  Administrator  Such  re- 
views shall  be  for  the  purpose  of  pro- 
viding current  information  as  to  the 
basis  upon  which  claims  are  adiusted  or 
denied  and  shall  specifically  include 
claims  adjusted  or  denied  on  the  ground 
that  the  Standard  Flood  Imurance  Pol- 
icy was  initially  void. 

(b>  Production  of  filea.  At  the  Admin- 
istrator's request,  the  A.ssociation  shall 
assemble  and  provide  for  review  any  par- 
ticular class  or  categor\'  of  claim  files. 
In  requesting  a  time  for  such  a  review. 
the  Administrator  shall  give  due  consid- 
eration to  any  practical  difficuUies  in  as- 
sembling such  claim  files. 

ic)  Claim  problems.  The  A.ssociation 
shall  require  each  servicing  company  to 
report  to  it  any  claims  or  categories  of 
claims  which  raise  problems  of  adjust- 
ment or  issues  of  contractual  interpre- 
tation of  the  Standard  Flood  Insurance 
Policy  which  have  not  previously  been 
considered  by  the  Administrator.  Any 
such  claims  or  categories  of  claims  shall 
immediately  be  reported  by  the  Associa- 
tion to  the  Administrator. 

'd>  Copy  of  files  Upon  request,  the 
Association  shall  promptly  provide  to 
the  Administrator  a  copy  of  the  com- 
plete files,  or  any  part  thereof  relating 
to  any  claim  or  category  of  claims,  and 
shall  provide  any  information  reason- 
ably requested  regarding  claims. 


11.  A  new  Part  1913  Is  added  as  fol- 
lows: 


PART    1913 — PRESCRIBED    CONDITIONS 
IN    FURTHERANCE    OF   THE    ASSOCIA- 

T10NS  RESPONSIBILITIES 

1913  1     Purpose  of  part. 

1913.3     Definitions. 

1913.3     F>rogram  promotional  material. 

1913  4     Manuals,  handbooks,  guidelines,  and 

related  program  materials. 
1913.5     Program  computer  systems. 

AuTHORiTT :  National  Flood  Insurance  P»ro- 
gram  Act  of  1968.  as  amended.  Pub.  L.  90- 
448;  Flood  Disaster  Protection  Act  of  1973. 
Pub.  L.  93-234. 

12.  A  new  Part  1913  Is  added  and  new 
§§  1913.1,  1913.2.  1913.3.  1913.4,  1913.5. 
1913.6.  and  1913.7  are  added  imder  that 
new  part  to  read  as  follows : 

§1913.1      Purpose  of  part. 

The  purpose  of  this  Part  Is  to  pre- 
scribe appropriate  requirements  for  the 
servicing  of  the  insurance  component  of 
the  program  by  the  Association  In  fur- 
therance of  the  efHcient  and  effective  ad- 
ministration of  the  National  Flood  In- 
surance Program. 

§  1913.2      Deriiiilion.'*. 

The  definitions  set  forth  in  Part  1909 
of  this  subchapter  are  applicable  to  this 
part. 

"5  191.3.3      Progrnm  promolional  inalerial. 

la)  Definition.  The  term  "Program 
Promotional  Material"  includes  aU  ma- 
terial, except  that  issued  by  the  Associ- 
ation solely  to  its  members,  whether  in 
print,  or  film,  slide,  or  other  medium, 
prepared  for  wide  distribution  for  the 
purpose  of: 

( 1 )  Soliciting  flood  insurance  pur- 
chases; or 

(2.)  Educating  interested  persons,  in- 
cluding insurers,  insurance  agents,  lend- 
ing institutioris,  insurance  adjusters  or 
companies,  with  respect  to  their  partic- 
ipation in  the  National  Flood  Insurance 
Program;  or 

i3>  Providing  general  information 
material  to  members  of  the  public  about 
the  National  Flood  Insurance  Program 
or  its  hlstorj'. 

(b)  Review  of  proposed  program  pro- 
motional vtaterials.  All  program  promo- 
tional mr  erial  prepared  by  the  Associa- 
tion shall  be  submitted  to  the  Adminis- 
trator for  review  before  final  processing 
and  utilization.  The  Administrator  shall. 
within  15  calendar  days  after  receipt  of 
the  proposed  item,  supply  the  Association 
with  comments,  changes,  or  suggested 
exclusions,  in  preparing  the  final  version 
of  such  material,  the  Association  shall 
substantially  comply  with  the  comments, 
changes,  or  suggested  exclusions  supplied 
by  the  Administrator  or.  if  It  does  not. 
then  any  costs  incurred  by  the  Associa- 
tion in  preparing,  publishing,  and  dis- 
tributing such  program  promotional  ma- 
terial shall  not  be  allowable  under  the 
Balancing  Formula  set  forth  at  §  1923.6 
of  this  subchapter  nor  shall  such  costs  be 
paid  by  the  Association  out  of  policy- 
hold"-  premiums  or  any  other  funds  held 
by  the  Association  under  the  program  or 
in  any  way  subject  to  cost-sharing  or 


otherwise  paid  or  ultimately  to  be  paid 
by  the  Administrator  under  Part  1923  of 
this  subchapter. 

(c)  Publication  without  review.  Noth- 
ing in  this  section  shall: 

(1)  Prevent  the  Association  from, 
without  review  by  the  Administrator. 
printing  and  distributing  in  its  own 
name  or  in  the  name  is)  of  one  or  more 
of  its  members  any  material,  whether  of 
a  political  nature  or  otherwise.  Provided. 
That  the  expense  of  printing  and  dis- 
tributing the  material  is  not  paid  out  of 
policy  holder  premiums  and  is  not  subject 
to  the  cost-sharing  provisions  or  other- 
wise treated  as  a  program  expense  under 
the  Agreement. 

§  1913.4      Manuals,     li:iiun)ooks,     euidc- 
linosi.  and  relaletl  prosrani  lualcrials. 

(a)  Conforming  changes  in  publica- 
tions. The  Program's  outstanding  man- 
uals, handbooks,  guidelines,  and  related 
materials  concerning  the  sale  of  insur- 
ance and  adjustment  of  claims  pursuant 
to  this  subchapter  shall  be  changed 
from  time  to  time  as  needed  to  conform 
with: 

(1)  Interpretations  and  Clarifications 
issued  by  the  Administrator  pursuant  t« 
§  1911.14  and  §  1911.17  of  this  Subchap- 
ter; 

(2)  Regulations  issued  by  the  Admin- 
istrator pursuant  to  his  delegated  au- 
thority: and 

(3)  Changes  of  a  technical  or  program- 
matic nature  as  are  prescribed  by  the 
Administrator. 

(b>  Review  of  revisions  by  Adminis- 
trator. Prior  to  Issuance  of  a  proposed 
revision  to  any  such  manual,  handbook, 
guideline,  or  related  program  material. 
the  Association  shall  submit  the  pro- 
posed revision  to  the  Administrator  for 
his  review  and  approval  as  to  matters  of 
a  technical  or  programmatic  nature.  The 
Association  shall  incorporate  in  the  pro- 
posed revision  all  changes  of  a  technical 
or  programmatic  nature  requested  by  the 
Administrator,  and  shall  give  due  con- 
sideration to  all  other  sugge.sted  changes. 
As  used  in  this  paragraph,  the  term 
"changes  of  a  technical  or  programmatic 
nature"  shall  mean  changes  in  provisions 
which  set  forth  or  de.?cribe  the  terms  of 
the  Standard  Flood  Insurance  Policy,  the 
Act.  the  National  Flood  Insurance  Pro- 
gram premium  rates,  mandal  rules  or 
provisions  of  the  Regulations  or  the 
Agreement. 
§  1913.5      Propram  ronipulcr  .systems. 

(a.)  Application  of  section  This  5  1913.5 
applies  to  all  computer  systems  ('Pro- 
gram Computer  System  ")  which  are  or 
may  be  utilized  by  the  Association,  in 
carrying  out  its  obligations  under  the 
Agreement,  in  connection  with  map  dis- 
tribution, flood  insurance  policy  writing, 
billing  and  processing,  and  otlipr  serv- 
ices to  be  pro\ided  by  the  Association 
under  the  Agreement. 

(bi  Definition.  For  purposes  of  this 
Section,  the  term  Propram  Computer 
System  shall  mean  all  elements  (except 
personnel)  used  by  the  Association  for 
the  operations  of  such  .•system.  Tlic  term 
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Program  Computer  System  shall  also  be 
deemed  to  include  any  additions,  en- 
hancements, improvements  or  modifica- 
tions thereo. 

(CI  Af odi^caficm  of  system.  After  con- 
sidtation  as  provided  in  §  1908.4(ai  of 
this  subchapter,  the  Administrator  may 
direct  the  Association  to  modify,  within 
a  reasonable  period,  the  Program  Com- 
puter System  for  the  purpose  of  enabling 
the  Administrator  to  fulfill  his  her  obli- 
gations under  the  Program,  the  Agree- 
ment. The  Act.  or  related  legislation. 

(d)  Oumership.  The  Program  Com- 
puter System  shall  be  owned  by  the  As- 
sociation and  the  I3epartment  and, 
during  the  term  of  the  Agreement,  shall 
be  utilized  by  the  Association  solely  for 
the  purposes  of  the  National  F'lixjd  In- 
surance Program.  The  Administrator  or 
his/her  designates  shall,  during  noiTnal 
business  hours,  and  without  undue  inter- 
ruption of  Program  Computer  System 
operations,  have  access  to  the  Program 
Computer  System  for  inspection  pur- 
poses. Upon  request  of  the  Administra- 
tor, the  Association  shall  provide  to  the 
Administrator  a  copy  of  the  Program 
Computer  System  or  any  part  tliereof. 
The  Association  shall  at  all  times,  in- 
cluding any  period  following  termination 
of  the  Agreement,  store  and  protect  the 
Computer  Program  System  and  the  rec- 
ords contained  therein  and  shall  comply 
with  the  disclosure  provisions  of  tlie  Pri- 
vacy Act  (5  U.S.C.  552  'ai.  (b>.  and  ic> 
in  the  use  thereof. 

(e>  Reports.  The  Association  shall 
provide  to  the  Administrator,  and  shall 
update  from  time  to  time,  a  list  describ- 
ing all  reports  generated  by  the  Program 
Computer  System  and  those  reports  ob- 
tained by  the  Association  from  any  sub- 
contractor operating  a  Program  Com- 
puter System.  Upon  reasonable  request, 
the  Association  shall  supply  to  the  Ad- 
ministrator a  copy  of  any  report  so  listed, 

(f)  Computer  program  changes  and 
rights  of  appeal.  (D  The  Association 
shall  establish  an  efficient  Program 
Computer  System  that  is  under  financial 
control  and  fully  auditable  and  shaD  ob- 
tain the  Administrator's  prior  approval 
on  elU  actions  taken  to  implement  such 
control  which  may  individually  or  cumu- 
latively have  a  significant  effect  on  the 
operation  of  the  Program  Computer 
System. 

(2)' The  Administrator  shall  not  im- 
reasonably  delay  In  acting  upon  Asso- 
ciation requests  to  initiate  changei,  in 
the  Program  Computer  System.  The  Ad- 
ministrator's failure  to  respond  In  writ- 
ing to  such  requests  within  ten  days  shall 
be  deemed  to  constitut-e  approval  of  such 
request. 

(3)  Should  the  Association  determine 
that  any  request  made  by  the  Adminis- 
trator would  jeopardize  or  imduly  delay 
the  purpose  of  this  Section,  the  Associa- 
tion may  submit  a  written  appeal  to  the 
Secretary  within  ten  (10)  days  of  the 
Administrator's  request.  Within  10  days 
from  receipt  of  such  written  report,  the 
Secretary  shall  render  a  written  deter- 
mination on  the  matter  which  shall  be 
binding  on  the  Association  and  the  Ad- 
ministrator. 


PART   1914 — COMMUNmES    ELIGIBLE 
FOR  THE  SALE  Of  INSURANCE 

13.  Sections  1914.7.  1914,8.  1914.9. 
1914,10,  and  1914.11  are  added  to  table 
of  contents  for  Part  1914  as  follows: 

Sec. 

•  •  «  •  • 

1914.7  Designation  of  communities. 

1914.8  Flood  maps. 

1914.9  Timely  notice 

1914  10     Attendance  at  param  meetings 
1914.11     Toll  free  telephones. 

14.  Sections  1914.7,  1914.8,  1914,9, 
1914,10.  and  1914  11  are  added  to  read 
as  follows : 

g  1914.7      I)<'<iisnatiini  of  i-oiiiiminilios. 

For  aU  communities  presently  par- 
ticipating in  the  program  and  for  all 
communities  which  shall,  in  the  future, 
participate  in  the  program,  the  Admin- 
istrator shall  advise  the  Association 
whetlier  the  insurance  policies  shall  be 
issued  pursuant  to  the  regular  program 
or  emergency  program  and  whether  the 
community  Is  designated  as  coastal  or 
inland. 

§  1911.8      Floo.l  maps. 

The  Administrator  shall  develop  flood 
insurance  maps  and  issue  the  Association 
an  adequate  supply  for  its  distribution. 

S  1914.9      Timely  notirr. 

(a>  The  Administrator  shall  give 
advance  notice  of: 

( 1 )  The  Issuance  or  revision  of  any 
flood  insurance  map : 

(2)  The  final  establLshment  or  modifi- 
cation of  any  premium  rate: 

<  3 )  The  conversion  of  any  community 
to  the  regular  program ; 

(4)  The  suspension  from  the  program 
of  any  community :  and 

(5)  The  initial  participation  of  any 
community  in  the  program, 

§  1914.10      .\llendance  al  pr«);;ritjii  nict'l- 
ings. 

On  reasonable  notice  from  the  Admin- 
istrator or  his  flood  insurance  specialists^, 
the  Association  shall  participate,  and 
cause  its  servicing  companies  designated 
pursuant  to  §  1912.7  of  this  subchapter 
to  participate,  at  community  and  other 
program  meetings  convened  by  the 
Administrator  and  or  his  flcxjd  lir^urance 
specialists.  The  Association  shall  notify 
the  Administrator  of.  and  invite  his 
representative  to  attend,  public  meetings 
held  by  the  Association,  including  but 
not  limited  to  workshops,  seminars,  and 
briefings  for  insurance  agents,  brokers, 
mortgage  lenders,  adjustment  organiza- 
tions, and  servicing  companies.  The 
Administrator  shall  notify  the  Associa- 
tion of,  and  Invite  its  representatives  to 
attend,  all  public  meetings  of  any  nature 
convened  by  the  Administrator  or  his 
designate  relating  to  the  National  Flood 
Insurance  Program. 

§  1914.1 1      Toll  free  tch'phon»>s. 

The  Association  shall  require  servicing 
companies,  for  those  jurisdictions  desig- 
nated by  the  Administrator,  to  Install, 
staff,  and  maintain  a  toll  free  telephone 
for  each  servicing  territory  for  the  bene- 


fit and  use  of  the  general  pubhc  during 
normal  business  hours  For  all  other 
."■ervicing  territories,  the  Association 
siiall  install  a  single  centralized  toll  free 
telephone  for  the  same  purposes  and 
times.  During  evenings,  weekends,  and 
legal  holidays,  such  lines  may  be  oper- 
ated by  means  of  a  message  recording 
service.  The  Association  or  its  contractor 
servicing  company  shall  to  the  fullest 
e.xtent  practicable  and  able  respond  to 
i^ecorded  messages  no  later  than  the  close 
of  business  on  the  next  business  day  fol- 
lowing receipt  of  the  message. 

15.  A  new  Part  1921  is  added  to  24  CFR 
to  read  as  follows: 

PART  1921 — ASSOCIATION   CONTRACTS 

Purpo'-e  of  part 

Definitions, 

Contracts  to  which  applicable 

Notice  to  the  Administrator. 

Existing  contracts. 
"Rights  of  contractors 

Federal  procurement  regulations 
not  applicable. 

Compliance  with  procurement  reg- 
ulations. 

Method  of  procurement — competi- 
tive bidding. 

Procedures  for  procurement  of  bids. 

Procedures  for  treatment  of  bids 
tamed  under  competitive  bidding 
after  receipt. 

Acceptance  of  bids  obtained  under 
competitive  bidding. 

Competitive  bidding  and  other 
requirements. 

Competitive  negotiation 

Exempt  contracts. 

Procediu-es  for  contracting  throu({b 
competitive  negotiation. 

Evaluation  of  proposals  submitted 
through  competitive  negotiation 

Public  access  to  evaluations  of  oom- 
petltively     negotiated     contracts. 

Sole  source  procurement. 

Ai'THORn-T — National  Flood  Insurance 
Program  Act  of  1968.  as  amended.  Pub.  L. 
90-448.  FHood  Disaster  Protection  Act  of 
1973.  Pub  L  93-234. 

§  1921.1      PurpoM  of  part. 

The  purpose  of  this  Part  is  to  set  forth 
the  method'^  of  contract  procurement  to 
be  utilized  by  the  Association  so  that  Its 
performance  of  ser\-ices  under  Its  .Agree- 
ment with  the  Department  will  be  made 
more  efficient  and  effective. 

£  1921.2      Di-finiiions. 

The  definitions  set  forth  in  Pari  1909 
of  this  subchapter  are  applicable  to  this 

Part, 

§  1921.3      (A>nlract»<  to  which   applirahle. 

I  a  I  Tliis  Part  applies  to  each  contract 
entered  Into  by  the  Association  involv- 
ing an  aggregate  amount  or  mitlally 
estimated  aggregrate  amount  In  excess 
of  $10,000  whether  such  contract  Is  se- 
cured by  Competitive  Bidding  under  this 
Part  or  through  Competitive  Negotia- 
tions under  this  Part. 

§  1921.4      NfUicr  lo  the  Adniini-tralor, 

(a)  The  Association  shall  give  notice 
to  the  Administrator  before  entering  into 
any  contract  subject  to  this  Section,  Such 
notice  shall  be  given  to  the  Administra- 
tor at  least  thirty  (30)  days  in  advance 
of  the  commencement  of  any  contractor 


19:21  1 

1921,2 

1921  3 

1921  4 

1921.5 

1921  6 

1921  7 

:92:  8 

19219 

1921.10 

1921  11 

1921 12 

1921.13 

1921.14 

1921,15 

1921,16 

1921,17 

1921  18 

1921  19 
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selection  process  ufUized  under  this  Part 
1921  except  that  less  than  thirty  (30> 
days'  notice  may  be  given  In  the  case  of 
emergencies  and  in  the  normal  acquisi- 
tion of  otQce  supplies  and  equipment  In 
amounts  less  than  $25,000,  in  which  cases 
such  notice  shall  be  given  as  reasonably 
expeditiously  as  possible.  The  Notice 
shall  Include: 

(1  ^  A  copy  .if  the  proposed  request  for 
proposal  or  Invitation  for  bid  (together 
with  the  propased  contract,  if  available^  ; 

i2>  A  brief  description  of  the  .supplies 
or  services  called  for  by  the  contract:  and 

1 3)  Identification  of  the  method  of 
contractor  selection  to  be  used. 

lb)  Contracts  in  uriting.  All  contracts 
covered  by  this  Part  1921  shall  be  In 
writing  and  shall  be  dulj-  executed  by  tho 
Association  and  by  the  other  contracting 
party,  except  as  expressly  provided  here- 
in. 

§  1921.5      Kxi.^lins;  itiiilrirl't. 

In  general,  new  contracts  shall  be  en- 
tered into  in  accordance  with  the  re- 
quirements of  tills  Part  1921.  and  exten- 
sions of  exLstmg  contracts  or  modifica- 
tions of  existing  contracts  shall  not  be 
utilized  in  lieu  of  entering  into  new  con- 
tracts. Extensions  or  modifications  of 
contracts  for  purposes  other  than  to 
avoid  entering  into  a  new  contract  are 
permissible,  provided  that  the  Associa- 
tion gives  the  Administrator  30  days'  ad- 
vance written  notice  of  Its  Intention  to 
execute  an  extension  or  amendment  to 
effect  a  modification  unless  otherwise 
provided  in  this  Part. 

§  1921.6      Highls  of  contractors. 

The  provisions  of  this  Part  relating  to 
the  selection  of  semcing  companies  and 
other  contractors  shall  not  be  construed 
as  providing  for  benefits  for  any  poten- 
tial bidder  or  contractor  or  any  other 
person  or  company  not  a  party  to  the 
Agreement,  and  shall  not  give  rise  to  any 
rights  on  behalf  of  tiiird  parties  against 
the  Association  or  the  Admmlstrator  by 
reason  of  waiver  or  violation  of  such  pro- 
visions by  either  party  or  otiierwlse. 

§   192 1.7       Feileral     prorurciuciil     rcmiia- 
tions  not  .ipplicablc. 

No  provision  of  this  Part  shall  be  con- 
strued as  a  reference  to  or  adoption  or 
incorporation  of  any  rule,  practice,  pro- 
cedure, term  or  definition  contained  in 
the  Federal  Procurement  Regulations. 

§   1921.8      C.onipliuncc   »>illi    prucuii  imiit 
rouulalions. 

(a>  Duties  of  (usociation.  The  .A.s.socia- 
tion  shall  have  the  operational  responsi- 
bility for  the  award  of  contracts  as  pro- 
vided in  this  Part  1921.  the  day-to-day 
admlni.'^tration  of  such  contracts,  and 
responsibility  for  temunation  of  such 
contracts. 

ih^  Disallowable  expenses  Tlie  Associ- 
ation's contracting  shall  be  subject  to 
monitoring  by  the  Administrator  to  as- 
sure compliance  with  the  procedures  set 
forth  In  this  Part  1921.  .Any  expenses  In- 
curred pursuant  to  a  contract  award  by 
the  Association  In  material  violation  of 


the  provisions  of  this  Part  1921,  or  any 
expenses  incurred  to  procure  goods  or 
services  without  a  contract  which  should 
have  been  procured  by  contract  Into  In 
accordance  with  this  Part  1921  shall  not 
be  taken  out  of  policyholder  premiums  or 
subject  to  any  cost-sharing  or  other  re- 
imbursement by  the  Federal  Government 
unless  determined  by  the  Administrator 
to  have  t>een  inadvertent  and  without  in- 
tention or  negligence  on  the  Association's 
part. 

§  1921.9      Method  of  proturemont^-com- 
pctitive  bidding. 

'a)  Intent.  This  Part  is  intended  to  re- 
sult in  substantial  competition  among 
persons,  organizations  and  other  con- 
tractors who  aspire  to  perform  ser\icea 
for  the  Program  under  contract  with  the 
Association;  therefore,  in  obtaining  the 
services  of  contractors,  the  Assoclatlcm 
shall  utilize  as  the  method  of  procure- 
ment, "Competitive  Bidding,"  unless  the 
contract  to  be  entered  Into  Is  one  of  a 
kind  described  below  under  the  sectlcaa 
relating  to  Competitive  Negotiations. 

(b)  Definition.  "Competitive  Bidding," 
as  used  in  this  Part  1921.  shall  mean  the 
method  by  which  the  Association  pro- 
cures contracts.  Including  servicing  com- 
pany contracts,  through  solicitation  ot 
bids  from  all  qualified  potential  contrac- 
tors In  a  manner  calculated  to  assure 
full,  open  and  free  competition  among 
all  qualified  bidders  as  set  forth  in  tblA 
Part. 

S  l'>21.10      Procedures    for   proruremenl 
of  bids. 

The  Association  Is  required  to  adhere 
to  the  following  procedures  In  securing 
bids  for  all  contracts  subject  to  the  pro- 
vi.sions  of  this  section  and  §  1921.9: 

ai  Advertisement.  The  Association 
shall  advertise  for  competitive  bids,  and 
.supply  the  Administrator  a  cor>y  of  such 
advertisement  at  the  time  it  Is  pmbllshed. 
Advertisements  for  such  competitive  bids 
shall  be  placed  in: 

( 1 )  At  least  one  newspaper  of  general 
circulation  published  In  each  of  the  fol- 
lowing cities:  Washington,  D.C.;  New 
York,  New  York;  Chicago,  Illinois;  and 
San  Francisco.  California;  and 

i2>  At  least  two  national  insurance 
trade  publications  such  as,  but  not  lim- 
ited to,  the  National  Underwriter  (Prop- 
erty and  Casualty  Eklition) .  Business  In- 
.':;urance,  the  U.S.  Investor,  or  the  Week- 
ly Underwriter. 

(b*  Time  period  for  bidding.  Every 
such  solicitation  for  bids  shall  provide 
sufficient  time  for  bidding,  and  in  no 
event  less  than  15  business  days  nor 
more  than  30  business  days. 

(c>  Description.  Every  such  solicita- 
tion for  bids  shall  include  a  clear  state- 
ment of  work  to  be  performed  and/or 
a  description  of  materials  to  be  provided 
by  the  successful  bidder. 

( d )  Public  opening.  Every  such  Invita- 
tion for  bids  shall  specify  the  time  and 
place  for  the  public  opening  of  bids  and 
shall  notify  bidders  of  their  right  to  be 
present. 


§  1921.11  Procedure*  for  treatment  of 
bids  obtained  under  competitive  bid- 
ding after  receipt. 

(a)  Provision  shall  be  made  for  the 
receipt  of  bids  and  for  such  bids  to  be 
maintained,  unopened,  in  a  secur^ 
locked  bid  box. 

(b)  Only  bids  received  prior  to  the 
termination  date  shall  be  considered. 

(c>  Bids  shall  be  opened  publicly  with- 
in five  (5)  business  days  of  the  termi- 
nation date  for  submission  at  the  time 
and  place  specified  In  the  InvitatlorL 
Bids  shall  be  recorded  and  placed  in  an 
appropriate  file  which  shall  be  available 
for  Inspection  for  a  period  of  not  less 
than  six  months  following  award. 

§  1921.12  Acceptance  of  bids  obtained 
under  competitive  bidding. 

(a)  Responsiveness.  Except  where  oth- 
erwise provided  in  the  invitation  for  bids, 
a  bid  shall  be  deemed  responsive  to  the 
invitation  if  the  bid  price  is  Inserted  In 
the  space  allotted  to  such  purpose  and 
the  requrlements  of  the  Invitation  are 
met. 

( b)  Modifications.  No  bid  shall  be  con- 
sidered If  the  bidder  imposes  conditions 
modifying  the  requirements  of  the  invi- 
tation, limits  his  liability,  or  imposes  any 
other  conditien  which  would  give  him  an 
advantage  over  other  bidders.  However, 
the  Association  may.  with  the  approval 
of  the  Administrator,  agree  to  such  mod- 
ifications of  the  Standard  Servicing 
Company  Contract  as  may  be  necessary 
or  appropriate  to  conclude  an  agreement 
in  a  particular  territory  in  which  event 
the  Association  shall  Issue  a  new  ad- 
vertisement for  bids  reflecting  the  modi- 
fication and  reinstltute  the  procedures 
set  forth  at  §  1921.10. 

(c)  Atcards.  Tlie  Association  shall 
award  the  contract  as  soon  as  practicable 
after  opening  of  the  bids  but  no  later 
than  30  days  from  the  opening  of  the 
bids  to  the  responsible  bidder  with  the 
lowest  price  whose  bid  conforms  to  all  of 
the  essential  provisions  of  the  invitation. 

(d)  Rejection  of  bids.  The  Association 
may  reject  all  bids  If  it  determines  that 
no  otherwise  responsible  bidder  has  bid 
an  acceptable  price  and  advises  the  Ad- 
ministrator In  wTltlng  of  the  reasons 
therefor. 

(e)  Notification  of  avxird.  The  award 
shall  be  made  by  mailing  to  the  success- 
ful bidder  a  properly  executed  award 
document  or  notice  of  award.  If  an  ad- 
vance notice  is  Issued,  it  shall  be  followed 
as  soon  as  possible  by  a  foimal  award 
document. 

§  1921.13  Competitive  bidding  and  oilier 
requirements. 

(a)  The  following  types  of  Association 
contracts  shall  be  subject  to  the  Com- 
petitive Bidding  procedures  as  more  fully 
described  in  this  Part. 

(1)  Serviciyig  contracts.  A  Servicing 
contract  Is  defined  as  any  contract  with 
insurers  or  other  companies  or  their  suc- 
cessors and  assigns  providing  for  the 
designation  of  service  companies  to  act 
for  the  Association  pursuant  to  {  1912.7 
of  this  subchapter. 
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(2^  Compitter  contracts.  A  Computer 
Contract  is  defined  as  any  contract  for 
the  operation  by  a  perscm,  organizaUon 
or  entity,  otiier  than  the  Association,  of 
the  Program  Computer  System  more 
fullj'  described  at  5  1913.5  of  this  sub- 
chapter. 

(3)  Af isceZZaJWOUS  contracts.  Any  con- 
tract or  series  of  related  c<mtracts  hav- 
ing an  aggregate  or  estimated  price  in 
excess  of  $50,000  and  entered  into  for 
the  purpose  of  securing  procurement  of 
printing  or  photocopying  services,  fur- 
niture or  otlier  similar  goods  and  services 
excepting  contracts  for  goods  and/or 
services  where  the  only  potential  sup- 
pher  is  a  regulated  utility  or  where  there 
are  three  or  less  potential  suppliers. 

(b)  In  order  to  fully  implement  the 
Competitive  Bidding  procedures,  the  fol- 
lowing requirements  shall  apply : 

(1)  ServiciTig  contractt.  (1)  AH  cur- 
rent servicing  company  contracts  shall 
be  terminated  and  new  contracts  shall 
be  executed  on  a  staggering  basis  within 
eighteen  (18)  months  after  the  effective 
date  of  this  Part.  Except  for  the  States 
of  Florida,  Louisiana,  Pennsylvania, 
Texas,  nilncris.  New  Jersey,  New  York. 
Virginia,  Mississippi,  and  California,  new 
servicing  company  contracts  must  be 
executed  following  Competitive  Bidding 
within  nine  (9)  months  after  the  effec- 
tive date  of  this  Part. 

(ill  The  Administrator  and  the  Asso- 
ciation shall  agree  on  a  Standard  Serv- 
icing Company  Contract  as  to  both  form 
and  substance  setting  forth  the  terma 
and  conditions  of  such  contract 

(2)  Contracts  for  Computer  Systems. 
(I)  The  Association  shall  advertise  for 
bids  for  a  Computer  System  on  or  be- 
fore June  30,  1978;  and 

(ii>  The  terms  and  conditions  of  such 
contract  shall  be  on  a  form  approved  &a 
to  both  form  and  substance  by  the 
Administrator. 

§1921.14      Competitive  Negotiation. 

I  a  I  The  following  types  of  Association 
contracts  shall  be  subject  to  the  Com- 
petitive Negotiation  procedures  as  more 
fully  described  in  this  Part: 

<i)  Servicing Ccmtracts  as  described  in 
§  1921.13 1  a)  (1)  when  the  following  con- 
ditions are  met: 

(i)  Such  contracts  will  service  an  area 
In  the  United  States  or  U.S.  territories 
with  5,000  or  fewer  Standard  Flood  In- 
surance Pobcies  in  effect;  and 

(ii)  The  Association  makes  a  det,ermi- 
nayon.  after  considering  the  numtjer  of 
policies  in  force  in  relation  to  the  geo- 
graphic area  and  the  number  of  insur- 
ance facilities  available  in  the  gcoarraph- 
ical  area,  that  contracting  through  Com- 
petitive Negotiation  is  in  the  best  inter- 
ests of  the  National  Flood  Insurance 
Program,  the  public  and  the  Association. 

(2)  All  other  contracts  not  .subject  to 
the  Competitive  Bidding  procedure  un- 
der this  Part. 
§1921.15      tM-mpt  coatract-i, 

(a>  Exemptions.  The  provisions  of  this 
Part  for  Procurement  by  Competitive 
Bidding  or  CcKnpetitive  Negotiations,  or 
Advance  Notification  to  the  Administra- 
tor prior  to  contracting  are  not  applica- 


ble to  the  following  Association  rela- 
tionships: 

(1)  Insurance  adjustment  organij»- 
ti<»s.  Provided.  That:  (i)  The  Associa- 
tion utilizes  the  services  of  qualified 
insurance  adjustment  organisations  se- 
lected on  a  rotating  basis  in  which  event 
a  written  contract  shall  not  be  required. 

(ii)  No  insurance  adjustment  organi- 
zaUcai  which  is  part  of  or  affiliated  with 
or  controlled  by  anj-  Association  member 
Insurer  or  an>-  servicing  company  em- 
plo>-ee  shall  be  employed  to  investigate 
or  adjust  flood  insurance  claims  except 
with  the  approval  of  the  Administrator 
in  connection  with  a  catastrophic  event. 

(2)  Non-contractual  services  rendered 
by  insurance  agents,  brokers  and  non- 
member  insure:^,  Provided,  That  the  As- 
sociation and  Its  servicing  companies  ac- 
cept and  process  all  policy  applicationa 
or  policy  renewal  applications  when  sub- 
mitted in  proper  form  by  any  property 
insurance  agent  or  broker  or  non -mem- 
ber insurer  qualified  to  do  business  in  the 
state  in  which  the  property  to  be  insured 

Is  located. 

(3)  Services  to  be  rendered  by  accoun- 
tants, attorneys  or  other  professionals. 
Provided,  That  the  Association  selects  all 

professionals  In  a  manner  to  assure  that, 
where  feasible,  at  least  three  qualified 
professionals  are  thoroughly  considered. 

§  1921.16  Procedure*  for  contractine 
ihrftiigh  competitive  negotiation. 

"Contracting  through  Competitive  Ne- 
gotiation "  as  used  in  this  Part  1921  shall 
mean  the  method  by  which  the  .Associa- 
tion procures  contracts  pursuant  to  the 
following  procedures: 

fa)  Advertisement.  "Where  competitive 
negotiations  are  used  for  servicing  com- 
■pany  coijtract  procurements,  the  Asso- 
ciation shall  adv«^.lse  to  tbe  fullest  ex- 
tent practicable  in  accordance  with  the 
procedures  set  forth  in  this  Part  for 
competitive  bidding. 

(bi  Solicitation.  Each  sollciUtion  by 
the  Association  for  a  proposal,  a  copy  of 
which  shall  be  delivered  to  the  Adminis- 
trator prior  to  solicitation,  shall  fully  de- 
scribe the  criteria  for  evaluation  of  the 
responses  and  shall  require  that  re- 
spOTLses  be  divided  into  two  parts  aa 
follows : 

1 1 1  Cost  elements,  and 

(2)  All  other  elements. 

§  1921.17  Ivaluation  of  proposals  sub- 
milled  through  competitive  negotia- 
tion. 

(a)  Acceptability.  The  Association 
shall  evaluate  such  proposals  first  on  the 
basis  of  all  elements  other  than  cost  and 
shall  rank  them  in  the  order  of  accepta- 
bility. Thereafter,  the  price  shall  be  con- 
sidered by  the  Association. 

(b)  Price  coTLsideraiions.  Tlie  .^.ssocia- 
tion  shall,  where  applicable,  apply  some 
form  of  price  or  cost  analysis  in  connec- 
tion with  Its  evaluaiion.  For  purposes  of 
such  an  evaluation : 

( 1  >  Price  Analysis  is  a  technique  for 
evaluating  prospective  pnce  without 
evaluation  of  cost  as  separate  elements, 
including,  but  not  limited  to,  comparison 
of  the  price  quotations  submitted;  com- 
parison of  prior  quotations  for  the  same 


or  similar  services  or  items;  use  of  rough 
yardsticks  such  as  published  price  lists. 
and  comjjarison  of  proposed  price  with 
estimates  mdependently  developed  by 
Association  personnel. 

*2i  Cost  Analysis  means  tiie  evalua- 
tion of  separate  cost  elements  of  a  cost 
proposal  and  of  the  judgmental  factors 
used  In  projecUng  the  estimated  cost 
from  tlie  data  mcluding,  but  not  limited 
to,  verification  of  the  cost  data:  tlie  ne- 
cessity for  certam  costs:  and  the  ba&is 
for  allocation  of  overhead  costs. 

§  1921.18      Public    access    lo    evaluations 
of  competiti>eN  negotiated  contracts. 

The  Association  shall  adequately  docu- 
ment and  make  available  for  public  in- 
spection for  a  one-year  period  its  justifi- 
cations for  accei>tance  of  any  contract 
price  or  proposal  and  such  other  evalua- 
tion factors  as  were  considered  by  Uie 
Association. 

§   l'^21.1')       Sole  sourer  pro«-nretririit. 

Where  the  Association  has  fully  com- 
plied witli  the  provisions  of  this  Part  re- 
lated to  Competitive  Bidding  and  Com- 
petiUve  Negotiations,  as  appropriate  and 
applicable,  and  has  been  unable  to  ob- 
tain the  services  of  a  cor  tractor  using 
such  procedures,  the  Association  may. 
with  written  notification  to  the  Admin- 
istra4or  of  the  reasons  therefor,  award 
the  contract,  after  negotiation,  to  a  sole 
source. 

16.  A  new  Part  1922  is  added  to  read  as 
follaws: 

PART  1922— LITIGATION  CONCERNING 
THE  NATIONAL  FLOOD  INSURANCE 
PROGRAM 

Sec 

1922.1     Purpose  of  p^rt. 

1922J     Definitions. 

\9223     Litigation  InvolTlng  the  Association. 

1923  4  Litigation  Inrolrlng  the  Administra- 
tor. 

: 923.6  ExciiAnge  of  view*  regarding  IJUga- 
llon. 

1923  0  maallowance  of  A.saoclatlon  expenses 
Iticurred  to  UUgate  claims  against 
th«  .Administrator. 

AtTTHi.RrrT;  National  Flood  Insurance  Pro- 
^rram  Act  oX  1968.  as  amended.  Pub  L.  90-448; 
Flood  Disaster  ProtetliuU  Act  of  1973,  Pub  L.. 
93-234. 

§1922.1      Piirptwe  of  Part. 

The  purpose  of  this  Part  Is  to  set  forth 
procedures  whereby  information  regard- 
ing litigation  involving  the  program  shall 
be  exchanged  between   the  Association 

and  Uie  Department. 

§  1922.2      DermiiioTOi. 

The  Definitions  set  forth  In  Part  1909 
of  this  subchapter  are  applicable  to  this 
Part. 

§  1922.3      I. itiffalion  invoUinR  the  associa- 
tion. 

(a>  Notification:  defendant  associa- 
tion. If  the  Association,  any  of  Its  mem- 
bers or  contractors,  are  made  a 
defendant  in  any  litigation  involving  the 
program,  the  Association  shall  immedi- 
ately notify  the  Administrator.  Such  no- 
tice shall  be  accompanied  by  a  copy  of 
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any   pleading   filed   or   received  by  the 

Association  at  the  date  of  notice,  There- 
aft*^  the  Association  shall  provide  to  the 
AdminLstrator  copies  of  ail  relevant  docu- 
ments as  filed  or  received  by  tlie  Asso- 
ciation and  such  other  dociunents  as  the 
AdminLstrator  may  reasonably  request.  ' 
lb  I  Notification:  plaintiff  association. 
Except  in  the  case  of  actions  for  Injunc- 
tive or  other  emergency  relief,  the  Asso- 
ciation shall  notify  the  AdminLstrator  at 
least  fifteen  il5i  days  in  advance  of  any 
litigation  which  it  initiates,  or  which  any 
Association  member  or  contractor  Initi- 
ates with  the  knowledge  of  tlie  Associa- 
tion, against  any  party  involving  the 
Program.  Such  notice  shall  be  accom- 
PiTjiled  by  a  copy  of  the  proposed  com- 
(iialnt  and  any  other  Initial  pleadLngs. 
In  the  case  of  actlor^  for  Injunctive  or 
other  emergency  reUef.  the  Association 
■shall  provide  notice  and  copies  of  plead- 
ings to  the  Administrator  as  soon  as  rea- 
sonably practical. 

§  1922.1-  I.itifiatioM  involving  llic-  Vdniin- 
i«trali>r. 

(a'  Notification:  dele^idant  Adminis- 
trator. If  tlie  Administrator  Is  made  a 
defendant  In  any  litigation  involving  the 
program,  the  Administrator  shall  Im- 
mediately notLfy  the  Association  of  such 
litlgution.  Such  notice  shall  be  ticcom- 
panled  by  a  copy  of  the  pleadings  filed 
in  that  litigation  to  date  of  notice.  The 
.Administrator  shall  thereafter  supply  to 
the  Association  copies  of  such  pleadings 
and  other  documents  and  related  Infor- 
mation as  the  Association  may  reason- 
ably request. 

(b>  Notification:  plaintiff  Administra- 
tor. Except  In  the  case  of  actions  for  in- 
junctive relief  or  other  emergency  relief, 
the  Administrator  shall  notify  the  Asso- 
ciation at  lea-st  fifteen  <15i  days  in  ad- 
vance of  any  litigation  which  the  Secre- 
tar>-.  the  Administrator,  or  which  agency 
or  Instrumentality  of  the  United  States 
Government  initiates  with  the  knowledge 
of  the  Secretarj-  or  the  Administrator 
against  any  party  involving  the  National 
Hood  Insurance  Program.  The  notice 
shall  be  accompanied  by  a  copy  of  the 
proposed  complaint  or  other  initial 
pleading  In  the  case  of  actions  for  in- 
jimctive  or  other  emergency  relief  the 
AdminLstrator  shall  provide  notice  and 
copies  of  pleadings  to  the  Association  as 
soon  as  reasonably  practical. 

fi  1*)22..'>  F.\<liunKf  of  \ifv>.  regarding 
lilii:aliuii. 

The  Association  and  the  Administrator 
shall  consult  with  respect  to  any  litiga- 
tion involving  the  National  Flood  Insur- 
ance Program  to  which  either  the  Secre- 
tary', the  AdminLstiator  or  any  agency  or 
instrumentality  of  the  Federal  Govern- 
ment, or  the  A-ssociation  or  any  of  its 
members  or  contractors,  is  a  party.  How- 
ever, no  exchange  Ls  required  with  re- 
spect to  any  htigatlon  in  which  the  A.sso- 
ciatlon  and  the  Administrator  are  in  ad- 
verse position.s 

§  1922.6  ni">allt>H.iinf  <if  a>-iM  iaiion  fx- 
|>en><-«  inriirr)'<i  to  lilisatr  claiiiiM 
ai;aiii>l  llic   \tliiiini«lr.ili>r. 

In  the  event  that  the  A.ssociation 
asserts  any  claim  against  tiie  .Adminis- 


trator In  litigation  Initiated  by  the 
United  State  Government  or  the  Asso- 
ciation and  such  claim  Is  finally  decided 
against  the  Association,  then  all  costs, 
Including  attorneys  fees.  Incurred  by  the 
Association  In  preparing  for  and  in  con- 
ducting such  htigatlon  shall  not  be 
aUowable  under  the  Balancing  Formula 
set  forth  in  this  Part,  nor  shall  such  costs 
be  paid  by  the  As.sociation  out  of  policy- 
holder premium  or  any  other  funds  held 
by  the  Association  under  the  program  or 
subject  to  cost-sharing  or  otherwise  paid 
or  ultimately  to  be  paid  by  the  Admin- 
Lstrator. 

17.  A  new  Part  1923  Is  added  to  read 
as  set  forth  below: 

PART   1923 — FINANCIAL  ARRANGEMENT 
WITH   THE  ASSOCIATION 

1933.1  Purpose  of  part. 

1923.2  Definitions. 

1923.3  Establishment  of  departmental  task 

force  to  aeslst  tbe  Admlntotrator. 

1923  4  Collection  and  investment  of  pyollcy- 
holder  premiums. 

1923  5       Program  payments-letter  of  credit. 

1923  6  Determination  of  the  association'* 
profit  or  looB. 

1923  7  F^nal  adjustment  for  participation 
year, 

1923  8       Risk  capttaL 

1923  9  Oovermnent  Corporation  Control 
Act. 

1923  10     Bankruptcy  tuid  Insolvency. 

1923  11     Disputes, 

1923  12  Determination  of  allowable  share- 
able operating  costs, 

1923  13  iletention  and  custodial  require- 
ments for  records. 

1923.14  Standards  for  financial  manage- 
ment systems. 

1923  15     Plnanclal  reporting  requirements. 

1923  16     Property  management  standards. 

1923  17  Establishment  of  ot>eratlonal  proce- 
dures and  gvildellnes. 

1923.18     Preparation  of  operating  budgets. 

Authority  :  National  Flood  Insurance  Act 
of  1968.  as  amended  Pub,  L.  90-448;  Flood 
Disaster  Protection  Act  of  1973,  Pub,  L. 
93-234. 

§1923.1      Purpose  of  pan. 

The  purpose  of  this  Part  Ls  to  set 
forth  financial  controls  and  arrange- 
ments to  insure  the  ability  of  the  De- 
partment to:  <a>  Determine  reasonable 
amounts  payable  to  the  Association  under 
the  program; 

•  b>  Determine  flood  insurance  pre- 
mium rates; 

(c  >  Prepare  financial  statements  of  the 
program's  condition  and  results  of  its 
operations;  and 

id>  Make  management  decisions  con- 
sonant at  all  times  with  the  needs  of  the 
program. 

§  192,3.2      Difmilions. 

In  addition  to  those  Definitions  set 
forth  in  Part  1909,  the  following  defini- 
tions are  applicable  to  this  Part:  <a) 
"Operating  Costs"  means  all  costs  In- 
curred for  the  relevant  accoimting  period 
in  the  oflertng.  selling  and  servicing  of 
policies  of  flood  insurance,  including  £id- 
ministrative  costs  of  the  Association,  loss 
adjustment  expenses,  producers  commis- 
sions, state  premium  taxes  and  similar 
charges  and  reinsurance  premiums  but 
shall  not  include  any  amount  for  operat- 
ing allowances. 


(b)  "Incurred  Losses"  means  the  ag- 
gregate of  all  losses  on  proved  and  ap- 
proved claims  incurred  under  all  policies 
with  an  effective  date  during  the  ac- 
countLng  period, 

(c)  "Participating  Year"  means  all 
policy  periods  for  all  policies  with  effec- 
tive dates  during  the  accounting  period. 

(d)  "Investment  Income"  means  in- 
terest earned  during  the  accounting 
period  on  the  Association's  Investments. 

(e)  "Shareable  Operating  Costs" 
means  operating  costs  less  producers' 
commissions,  state  premium  taxes  and 
reinsurance  premium  payments. 

(f)  "Policy  Premiums"  means  the  ag- 
gregate of  all  flood  Insurance  premiums 
paid  or  payable  by  insureds  for  flood 
insurance. 

(g»  'Tolicyholder  Earned  Premiums" 
means  the  aggregate  of  flood  insurance 
premiums  paid  or  payable  by  insureds  for 
flood  Insurance  policy  periods  which  have 
expired. 

<h)  "Operating  Allowance"  means  the 
amount  of  funds  the  Association  shall  re- 
tain in  accordance  with  §  1923, 6'di . 

(1)  "Risk  Capital"  means  the  amount 
of  funds  the  Association's  member  com- 
panies shall  put  at  risk  to  pay  for  the 
Association's  negative  operating  balance 
for  a  participation  year  as  determined  in 
§  1923.9. 

(J)  "Loss  Adjustment  Expenses  '  means 
all  expenses  incurred  in  the  settlement  of 
flood  insurance  incurred  losses. 

(k)  "Negative  Operating  Balance  Re- 
duced by  Loss  Reinsurance  Paj-ments" 
means  the  amount  the  Association  pays 
the  Administrator  from  members  risk 
capital  as  the  result  of  the  final  adjust- 
ment of  a  participation  year. 

§  1923.3       EstalilisluiK'iil  of  deparliiH  iilal 
task  force  to  assist  the   Vdmini^lrator. 

(a)  Task  force  established.  The  Secre- 
tary hereby  establishes  a  Task  Force  i  the 
"Ta^k  Force")  to  advise  the  Adminis- 
trator on  procedures  designed  to  assure 
that  financial  control  is  regained  with  re- 
spect to  the  Association's  Program  Com- 
puter System  and  such  other  financial 
aspects  as  are  essential  for  the  successful 
operation  of  the  program.  The  Task 
Force  shall  be  comprised  of  members 
designated  by  the  Secretary 

<b)  Function.  The  functions  of  the 
Task  Force  shall  include,  but  not  be 
limited  to:  d)  Advising  the  Administra- 
tor on  the  issuance  of  instructions  to  the 
Association  and  its  contractors  for  the 
purpose  of  facilitating  the  establishmept 
of  financial  control. 

*2)  Suggesting  the  adoption  of  such 
recording  and  reporting  requirements  so 
as  to  enable  the  Administrator  to  obtain 
necessary  financial  and  statistical  data. 

(3)  Reviewing  and  evaluating  recom- 
mendations of  the  Association  and  its  ad- 
visors regarding  the  operation  and  cor- 
rection of  the  Program  Computer  System 
and  the  Association  s  other  financial  con- 
trols. 

(4)  Submitting  periodic  report.s  to  the 
Administrator  on  the  status  of  the  A.sso- 
ciation's  Program  Computer  System 

^  1923.  t      rollf^lion    and    irn. -tin.  iil    of 
polirvhiildrr  prrmiiiiii*. 

"With  respect  to  collection  and  invest- 
ment of  policy  holder  premiums,  the  As- 
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sociation  shall  have  the  c«>erational  re- 
sponsibihty  for  the  Interim  Investment 
of  premiums  paid  by  policy  holders  and, 
until  a  final  adjustment  is  made  for 
the  Participation  Year  as  provided  In 
§  1923,8.  policyholder  premium  collected 
by  the  Association  durliig  such  Participa- 
tion Year  (except  for  those  amounts  nec- 
essarily on  hand  for  daily  operations) 
shall  be  mvested  tn  obligations  of  or  fully 
guaranteed  by  the  United  States  or  any 
agency  or  instrumentality  tiiereof. 

g  1923.3      Program    pavmeiit- — letter    of 
credit. 

(a)  Payment  of  costs.  During  an  ac- 
counting period,  the  Association  shall 
make  paj-ment  for  operating  costs  and 
incurred  losses  from  collected  policy- 
holder premiums  and  investment  Income 
to  the  extent  such  sources  are  adequate, 

lb)  Issuance  of  letters  of  credit.  In  the 
event  that  collected  policy  holder  pre- 
miums and  hivestment  income  are  in- 
sufficient to  cover  payment  for  operating 
costs  and  incurred  losses  under  the  pro- 
gram, the  Administrator  shall  Issue  a 
Letter  of  Credit  in  accordance  with  HUD 
Handbook  1900.23,  as  revised.  The  Ad- 
ministrator shall  authorize  the  Associa- 
tion to  make  daily  or  such  other  periodic 
drawdowns  against  the  Letter  of  Credit 
for  the  following  purposes : 

<  1  >  Payment  of  general  operating  ex- 
penses reasonably  incurred  by  the  Asso- 
ciation. 

i2»  Refunds  to  applicants  from  paid 
premiums  when:  (i)  a  premium  is  exces- 

«  n-l 
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sive;  (H)  the  application  is  rejected  aa 
incomplete  or  ineligible;  or  (lii)  cancel- 
lation of  the  insurance  contract  occurs 
and  a  return  premium  Is  due 

1 3)  Payment  of  comm^lsslons  to  brok- 
ers and  agents. 

1 4)  Payment  of  claims  to  policy- 
holders. 

(5)  Pav-ment  of  reasonable  expenses 
incurred  in  the  adjustment,  investigation 
and  .settlement  of  claims. 

§  1923.6      Determination  of   the   associa- 
lionV  profit  or  loss. 

( a)  Sharing  of  costs.  The  Association's 
profit  or  loss  for  a  particultir  participa- 
tion year  shall  be  determined  by  taking 
the  sum  of:  (1^  The  Federal  share  of 
claims  payments  plus  shareable  operat- 
ing costs  tsuch  fhare  to  be  determined 
in  accordance  with  the  "Balancing  Tor- 
inula"  set  forth  in  paragraph  ib)  of  this 
section:  and 

(2)  earned  policyholder  premiums 
ascribed  to  such  participation  year;  and 

(3)  investment  Income  earned  by  the 
Association  during  the  participation 
year;  and 

44)  subtracting  from  such  sum  In- 
curred losses  and  operating  costs  for  such 
participation  year. 

(b)  Balancing  of  losses  and  costs.  The 
"balancing  formula"  used  to  calculate 
the  Associatlcm's  share  of  incurred  losses 
and  shareable  costs  for  the  participation 
year  being  settled  is  as  follows: 

-c.)+i:/<-(sxA.) 
j=i 


t=i 

R,  =  Association's  Sharing  Ratio  in  partlclpa- 
vear  n 

I  — R.  =  Admlnlatrator'B     Sharing     Ratio     In 

participation  year  n 

Ai  =  Participation  year  earned  policyholder 
premium  less  premium  taxes  and  similar 
charges,  producers  commissions,  reinsur- 
ance premiums  and  hoped  for  underwrlt- 
inp  profit  of  5%  of  policyholder  premiums 

Bi-  Total  actual  incurred  losses  and  share- 
able operating  costs  for  a  participation  year 
less  reinsurance  premium  (estimated  ulti- 
mate payments) 

Ci=  Association 'a  actual  share  of  Incurred 
losses  and  shareable  operating  costs  (esti- 
mated ultimate  payment)  for  a  participa- 
tion year 

I I  —Net  Investment  Income  earned  during  the 
first  12  months  of  a  partlclpatton  year 

8  =  25 

D.  =  Policyholder  premium  In  participation 

year  n 
Limits: 


iTi  \i  =  l  .  =  1       / 


(a) 

(R[.    1-  10^R-~5 

(Btn 

.>— .15) 

(b) 

.95>/l.:^.06 

Symbols : 

n 

=  Current  year 

n 

—  1  =  Previous  year 

i- 

=  l  =  the   1st  year  of 
Insurance  Program 

the 

National 

Flood 

<c)  Payment  under  negative  operating 
balance.  If,  for  the  participation  year 
being  Settled,  using  the  computation  re- 
ferred to  in  parafn-aph  <b)  of  this  sec- 
tion, the  Association  has  a  negative  op- 
erating balance  in  excess  of  25  percent 


<  25% )  of  policyholder  premiums  for  such 
participation  year,  the  Administrator 
shall  pay  the  amoimt  of  such  excess  to 
the  Association  as  excess  loss  reinsurance 
payments.  '^»v 

(di  Payment  under  positive  op'?TtUing 
balance.  If  for  any  participating  year  tttft. 
Association  has  a  positive  operating  bal- 
ance, it  may  retain  out  of  such  balance 
as  an  operatiiig  allowance,  for  such  uses 
as  its  govemin.g  document  may  permit, 
an  amount  not  to  exceed  five  percent 
i5^r  1  of  the  policyholder  premiums  ap- 
plicable to  the  same  period.  The  amount, 
if  any.  by  which  the  Association's  oper- 
ating balance  for  any  participatmg  year 
exceeds  five  percent  ib^r  >  of  policyholder 
premiums  shall  be  paid  to  the  .Adminis- 
trator to  be  held  in  a  Trust  and  Liabihty 
Account  for  the  payment  of  future  in- 
curred losses,  operating  costs,  and  oper- 
ating allowances  as  the  Administrator 
shall  allow  in  accordance  with  parajjraph 
(e)  of  this  section,  and  until  so  paid  out. 
The  income  from  investments  shall  be 
available  for  the  same  purposes  as  the 
principal  thereof,  and  for  no  other  pur- 
pose. Any  such  funds  remainmg  at  the 
termination  of  this  Agreement  <  includ- 
ing any  renewal  thereof  i  .shaU,  after  the 
paj-ment  of  all  obligations  incurred  for 
the  most  recent  participating  year  be 
paid  into  the  Nati<mal  Flood  Insurance 
Fund, 
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(e)  Trust  and  liability  account.  U  for 
any  paxticipating  year  tlie  AssociatiCHi 
does  not  have  an  operating  balance  suf- 
ficient to  pay  an  operating  allowance 
equal  to  five  percent  'b%>  of  the  policy- 
•holder  premiums  applicable  to  the 
pericxi.  it  shall  be  cnutled  to  a  payment 
irotn  the  funds  previously  pwiid  to  the 
Admii.istrator  in  an  amount,  not  exceed- 
ing the  balance  of  such  fimds  thai  held 
by  the  Administrator  for  such  purpose. 
sufficient  to  provide  the  Association  with 
an  oijerating  balance  equal  to  live  per- 
cent '5%)  of  the  policyholder  premiums 
for  such  period.  The  Association  may 
freely  use  such  payment  for  such  piu"- 
poses  as  its  governing  document  may 
permit. 

'f»  Excess  loss  reinsurance  payments. 
Few  the  excess  loss  reinsurance  payments 
the  Association  shall  v>&y  to  the  Admin- 
istrator a  reinsurance  premium  in  an 
amount  and  in  the  nuoiner  whereby  tiie 
reinsurance  premium  shall  be  an  amount 
equal  to  the  sum  of: 

<1)  Pour  and  one-tenth  percenuim 
(4.1%)  of  the  policy  header  jjremJums 
for  flood  InsuTTince  in  areas  designated 
by  the  AdminlstraU>r  as  areas  subject  to 
inland  flooding: 

(2)  Eighteen  and  three- tenths  per 
centum  <  18.3%  )  of  the  policyholder  pre- 
miums for  flood  Insurance  pro\ided  in 
areas  designated  by  the  Administrator 
as  subject  to  coastal  flooding. 

§  1923.7      Final  .Tdju'tmrnl  for  parliripa- 
tion  year. 

la)  Certification  arid  adjustment. 
Thirty  <30)  days  Eifter  the  receipt  of  a 
financial  statement  on  the  participation 
year  being  settled,  the  Association  and 
the  Administrator  shall  make  a  final  ad- 
justment of  accounts  for  such  period  by 
making  tiie  computations  and  pajTnents 
provided  for  in  this  Part  and  by  exclud- 
ing any  operating  costs  and  incurred  los- 
ses determined  not  to  be  shareable.  The 
financial  statement  dehvered  to  the  Ad- 
ministrator shall  be  certified  by  an  in- 
dependent certified  public  accountant. 

lb)  Association  payments  binding  on 
Administrator.  For  purposes  of  this  sec- 
tion, payment.'^  made  by  the  .Association 
for  settlements  and  loss  adjustments 
shall,  subject  to  audit,  be  binding  on  the 
Administrator. 

§  1923.8      Risk  eapital. 

The  A.ssociatlon  shall  provide  a  mini- 
mum of  $48  million  in  risk  capital  sub- 
scribed by  its  member  companies  for  the 
first  full  participation  year  after  the 
effective  dat«  of  these  regtilations. 
Thereafter,  the  Association  shall  advise 
the  Administrator,  on  or  before  the  last 
day  of  the  sixth  month  of  each  Account- 
ing Period,  of  the  minimiom  aggregate 
amount  of  risk  capital  of  the  Association 
and  of  the  amount  of  risk  capital  sub- 
scribed by  each  member  for  the  .suc- 
ceeding participation  year. 

g  1923.9      G«iveriuiienl  Corp«ral»on  Con- 
trol An. 

^Tiile  the  Association  is  not  owned  or 
controlled  by  the  United  States  Govern- 
ment or  any  agency  or  instrumentality 
thereof,  pursuant  to  Section  1373  of  the 
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National  Flood  Insurance  Act  of  1968, 
the  Administrator  Ls  obllgat«i  to  comply 
with  the  requirements  of  the  Govern- 
ment Corporation  Control  Act  (31  U.S.C. 
847-849 ' .  As  a  result  of  its  contract  with 
the  Department,  the  A-ssociatlon  shall 
cooperate  with  the  Administrator  by 
furnishing  such  records  or  documents 
ii^  are  necessary  for  compliance  with 
that  Act 
1^   1*>2;J.10      H.inkruiil.  ^  .111.1  iii-oUenry. 

All  payments  due  to  or  from  the  As- 
,so<.iatlon  under  this  program  shall  be 
made  without  dimunltlon  because  of  the 
bankruptcy  or  insolvency  of  any  As- 
sociation member 

§  1923.11      Di^pui.-. 

Any  dispute  arismg  out  of  the  Admin- 
istrator's failure  or  refusal  to  make  any 
payment  to  the  Association  under 
5  1923.5  or  §  1923  8  shall  be  re.solved  as 
follows: 

lai  Written  determination  and  appeal. 
The  Association  may  submit  a  written 
request  to  the  Administrator  seeking  a 
determination  relative  to  payments  due 
the  Association  which  shall  be  answered 
by  the  Administrator  in  writing.  The  de- 
cision of  the  Administrator  shall  be  final 
and  conclusive  unless  a  written  appeal 
is  submitted  to  the  Secretary  within  30 
days  after  the  date  of  receipt  by  the 
Association 

ib>  Right  to  hearing.  In  connection 
with  any  appeal,  the  Association  may  re- 
quest and  shall  be  afforded  a  hearing 
before  a  Heariiig  Officer  of  the  Depart- 
ment. In  such  event,  the  Administrator 
shall  be  represented  by  an  attorney  ap- 
pointed by  the  General  Counsel.  The 
Hearmg  Officer  shall  make  an  initial 
determination  on  the  evidence  presented 
which  shall  become  final  within  thirty 
(30 1  days  unless  reversed  or  modified  by 
the  Secretary  during  such  thirty  (30i 
day  period. 

(C)  Secretary's  dfcusion  final.  The  Sec- 
retary's decision  shall  be  final,  conclusive 
and  binding  on  both  the  Administrator 
and  the  Association.  It  shall  also  be 
deemed  an  exhaustion  of  administrative 
remedies. 

(d»  Prohibition  against  icithholding 
Tpayments.  Pending  final  decision  of  a 
dispute  under  this  section,  the  Admin- 
istrator shall  not  withhold  any  undis- 
puted payments  or  portions  thereof  due 
the  Association  under  $5  1923  5  and 
1923  8 

§   1923.12       I).  I.  iiiiiiiiUioii     of     alltiHablo 
shareahlo  optTalinR  ^<>^^s. 

'B.)  Advance  agreement.  The  Associa- 
tion shall  seek  agreement  with  the  Ad- 
ministrator prior  to  incurring  special  or 
imusual  costs  in  areas  where  the  allow- 
ability of  such  costs  Ls  questionable.  No 
presumption  as  to  the  allowance  or  dis- 
allowance shall  be  based  on  the  absence 
of  such  a  prior  agreement. 

(bi  Reasonableness  of  cost.  For  pur- 
po.'^es  of  determining  allowable  shareable 
operating  costs,  a  cost  Ls  reasonable  If. 
In  Its  nature  or  amount,  it  does  not  ex- 
ceed that  which  would  be  reasonably  In- 


curred m  the  ordinary  conduct  of  com- 
petitive business. 

ic)  Crediting  of  cost.  The  applicable 
portion  of  any  income,  rebate,  allowance, 
and  other  credit  relating  to  any  allow- 
able cost,  received  by  or  accrued  to  the 
A.ssoclation,  shall  be  credited  to  the  Gov- 
ernment either  as  a  cost  reduction  or  by 
ca.sh  refund,  as  appropriate. 

(d)  Applicability  of  Federal  procure- 
ment regulations.  The  allowability  or 
unallowability  of  selected  items  of  cost 
shall  be  determmed  in  accordance  with 
the  principles  and  standards  set  forth  In 
subpart  1-15.205  of  the  Federal  Procure- 
ment Regulations  which  are  incorporat- 
ed herein  by  reference.  Failure  to  treat 
any  item  of  cost  in  1-15.205  is  not  In- 
tended to  imply  that  it  is  either  allow- 
able or  unallowable. 

>:    1*>23.I3       Hi'Irtilion     iin<l    ruslodial     r*-- 
i]iiircni<'iil«  f<ir  r«'cord*. 

lai  Period  of  retention.  Financial  rec- 
ords, supporting  documents,  statistical 
records,  and  all  other  records  pertinent 
to  the  Agreement  shall  be  retained  for  a 
period  of  three  years,  except  where; 

>  1 1  Any  litigation,  claim  or  audit  is 
initiated  before  the  expiration  of  the 
3-year  period,  the  records  .shall  be  re- 
tained until  all  litigation,  claims,  or  audit 
findings  involving  the  records  have  been 
resolved;  and 

<  2  >  Records  related  to  tlie  acquisition 
of  nonexpendable  property  acquired  with 
Federal  funds  in  which  event  they  shall 
be  retained  for  3  years  after  final  dls- 
po.'^ition  of  the  property. 

i3t  Records  are  transferred  to  or 
maintained  by  the  Federal  sponsoring 
agency. 

ib»  Use  of  microfilm.  The  Association 
may  substitute  microfilm  copies  In  lieu  of 
original  records  In  complying  with  the 
provisions  of  this  section. 

ici  i4cce5s.  The  Secretary,  the  Comp- 
troller General  of  the  United  States,  the 
Administrator,  or  any  duly  authorized 
representatives  shall  have  access  to  any 
pertinent  books,  documents,  papers,  and 
records  of  the  Association  for  the  pur- 
pose of  conducting  audits  and  examina- 
tions. 

§   l<>23.11      Slaluia^tl^  for   I'liiaiirial  man- 
apt-nu'iil    Bvgtonis. 

I  a  1  The  Association  shall  design  and 
maintain  a  financial  management  sys- 
tem and  records  so  as  to  provide  for: 

1 1 )  Accurate,  current  and  ccmiplete 
dLsclosure  and  auditing  of  the  financial 
status  of  the  program,  and 

(2)  Identification  and  recordation  of 
the  source  and  application  of  program 
funds:  and 

1 3 1  Effective  control  over  and  account- 
ability for  all  funds,  property  and  other 
assets  of  the  A.ssociation ;  and 

i4i  Procedures  which  will  minimize 
the  time  lapse  between  the  transfer  of 
funds  from  the  United  States  Treasury 
and  disbursement  by  the  Association: 
and 

i5i  Procedures  for  determining  the 
reasonableness,  allowability  and  alloca- 
billty  of  costs  In  accordance  with  the 
provisions  of  the  applicable  Federal  cost 


principles  provided  In  the  Federal  Pro- 
curement Regrulatlons  and  the  terms  of 
the  Agreement:  and 

(6)  A  systematic  method  to  assure 
timely  and  appropriate  response  to  and 
implementation  of  audit  recommenda- 
tions. 

(b)  The  Association's  accounting  sys- 
tem shall  meet  the  criteria  estaJalished 
by  the  General  Accounting  Office  for 
approval  of  accounting  systems. 

§  1923.15      Finanrial    reporting    roquire- 
ments. 

lai  The  Association  shall  submit  the 
following  financial  reports  to  the  Ad- 
ministrator on  a  quarterly  basis : 

( 1 )  Statement  of  Condition ; 

<2)  Statement  of  Operations  'current 
quarter) ; 

*3>  Source  and  Application  of  Funds 
•  current  quarter):       • 

i4»  Report  of  the  Association's  Oper- 
ating Expenses  vs.  Budget. 

(b)  The  Association  shall  submit  the 
following  financial  reports  to  the  Ad- 
ministrator on  an  annual  basis: 

'  1 1  Statement  of  Condition : 

1 2)  Statement  of  Operations  i current 
year) ; 

<3.)  Statement  of  Operation.*^  i current 
year  by  participation  year) ; 

(4)  Statement  of  Operations  (incep- 
tion to  date  by  participation  year) ; 

1 5)  Source  and  Application  of  Funds; 

(6 1  Report  of  the  Association's  Operat- 
ing Expenses  vs.  Budget. 

*c )  Quarterly  and  annual  reports  shall 
be  submitted  no  later  than  60  days  after 
the  end  of  each  period. 

(d)  The  Association's  fi.scal  year  shall 
coincide  with  the  Fiscal  Year  of  the 
United  States  Government. 

<e)  If  it  is  determined  by  the  Admin- 
istrator that  the  Association's  account- 
ing system  does  not  meet  the  Standards 
for  Financial  Management  outlined  In 
this  Part,  the  Association  shall  furnish 
such  additional  pertinent  information  as 
may  be  requested  by  the  Administrator's 
written  notice  until  such  time  as  the  sys- 
tem is  brought  up  to  standards. 

(f)  The  Administrator  Is  authorized  to 
reproduce  any  financial  reports  received 
from  the  Association. 

§  1923.16      Property  fnanagenieni   stand- 
ards. 

All  Association  property  management 
standards  shall  be  In  accordance  with 
OMB  Circular  No.  A-110.  Attachment  N. 

§  1923.17      E»labli.«liiiicnl  of  op<ralii>nal 
prwfdures  and  guidelinos. 

(a)  The  As.soclatlon  shall  prepare  and 
establish  operational  procedures  and 
guidelines  in  conformance  with  the 
standards  hereby  established 

(b>  The  Administrator  shall  review 
and  concur  with  the  operational  proce- 
dures and  guidelines  so  established  in 
order  to  Insure  conformance  with  the 
standards  hereby  established. 

§  1923.18      Preparation  of  operatinp  bud- 
get*. 

(a)  The  Association  shall  prepare  an- 
nual detailed  operating  budgets  In  ac- 
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cordance  with  standards  approved  by  the 
Administrator. 

(b)  The  Administrator  shall  review 
and  concur  with  the  operating  budgets 
where  they  conform  with  the  standards 
established  pursuant  to  paragraph  (a) .  of 
this  section  to  assure  that  an  advance 
agreement  in  reached  concerning  the 
reasonableness  and  allocability  of  pro- 
posed expenditures. 

Issued  at  Washington,  D.C.,  June  1, 
1977. 

J.  Robert  Hunter, 
Acting  Federal 
Irisiirance  Administrator. 

STANDARD  FLOOD  INSURANCE  POLICY 

(Issued  Pursuant  to  the  National  Flood  In- 
surance Act  of  1968.  or  Any  .^cts  Amend- 
atory Thereof) 

iNStnwNCE  Companies  Members  of  National 
Flood  Insurers  Association,  Arlington, 
Virginia 

(Herein  called   the  company) 

Dwelling  Building  and  Contents 

Appendix   A{1) 

In  consideration  of  the  payment  of  the 
premium.  In  reliance  upon  the  statements  In 
the  application  and  declarations  form  made  a 
part  hereof  and  subject  to  all  the  terms  of 
this  policy,  the  company  does  Insure  the  In- 
sured named  and  legal  representatives,  to 
the  extent  of  the  actual  cash  value  of  the 
property  at  the  time  of  loss,  but  not  exceed- 
ing the  amount  which  it  would  cost  to  repair 
or  replace  the  property  with  material  of  like 
kind  and  quality  within  a  reasonable  time 
after  such  loss,  without  allowance  for  any 
increased  cost  of  repair  or  reconstruction  by 
reason  of  any  ordinance  or  law  regulating 
construction  or  repair,  and  without  com- 
pensation for  loss  resulting  from  interrup- 
tion of  business  of  manufacture,  nor  in  any 
event  for  more  than  the  interest  of  the  in- 
sured, against  all  DIRECT  LOSS  BY  ■FLOOD" 
as  defined  herein,  to  the  property  described 
while  located  or  contained  as  described  in  the 
application  and  declarations  form  attached 
hereto,  or  pro  rata  for  30  days  at  each  proper 
place  to  which  any  of  the  property  shall 
necessarily  be  removed  for  preservation  from 
the   peril  of   'Flood',   but   not  elsewhere. 

Assignment  of  this  policy  shall  not  be  valid 
except  with  the  written  consent  of  this  Com- 
pany. 

Definition   of   "Flood" 

Wherever  in  this  policy  the  term  "flood" 
occurs,  it  shall  be  held  to  mean 

A.  A  general  and  temporary  condition  of 
partial  or  complete  inundation  of  normally 
dry  land  areas  from : 

1.  The  overflow  of  inland  or  tidal  waters. 

2.  Tlie  unusual  and  rapid  accumulation  or 
runoff  of  surface  waters  from  any  source. 

3.  Mudslides  (i.e.  mudflows)  which  are 
proximately  caused  or  precipitated  by  ac- 
cumulations of  water  on  or  under  the  ground 

B.  The  collapse  or  subsidence  of  land  along 
the  shore  of  a  lake  or  other  body  of  water  as 
a  result  of  erosion  or  undermining  caused  by 
waves  or  currents  of  water  exceeding  the 
cyclical  levels  which  result  in  flooding  as 
defined  In  A-1  above. 

Perils   Excluded 

This  Company  shall  not  be  liable  for  loss. — 
A.  By  (1)  rain,  snow,  sleet.  haU  or  water 
spray;  (2)  freezing,  thawing  or  by  the  pres- 
sure or  weight  of  Ice  or  water,  except  where 
the  property  covered  has  been  simultEineously 
damaged  by  flood;  or  (3)  water,  moisture  or 
mudslide  damage  of  any  kind  resulting  pri- 
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marlly  from  conditions,  causes  or  occurrences 
which  are  solely  related  to  the  described 
premises  or  are  wittiin  the  control  of  the  In- 
sured (including  but  not  limited  to  design, 
structural  or  mechanical  defects,  failures, 
stoppages  or  breakages  of  water  or  sewer  lines, 
drains,  pumps,  fixtures  or  equipment,  seep- 
age or  backup  of  water,  or  hydrostatic  pre.s- 
sure)  or  any  condition  which  causes  flooding 
which  is  substantially  confined  to  tlie  de- 
scribed premises  or  properties  immediately 
adjacent  thereto; 

B.  Caused  directly  or  Indirectly  by  ( 1 )  hos- 
tile or  warlike  action  In  time  of  peace  or  war. 
Including  action  in  hindering,  combatmg  or 
defending  against  an  actual,  impending  or 
expected  attack,  (a)  by  any  government  or 
sovereign  power  (de  Jure  or  de  facto),  or  by 
any  authority  malnt.ainlng  or  using  military, 
naval  or  air  forces,  or  (b)  by  military,  naval 
or  air  forces,  or  (c)  by  an  agent  of  any  such 
government,  power,  authority  or  forces,  it 
being  understood  that  any  discharge,  explo- 
sion or  use  of  any  weapon  of  war  employing 
nuclear  fission  or  fusion  shall  be  conclusively 
presumed  to  be  such  a  hostile  or  warlike  ac- 
tion by  such  a  government,  pov.-er.  authority 
or  forces;  (2)  insurrection,  rebellion,  revolu- 
tion, civil  war.  usirrped  power,  or  action 
taken  by  governmental  authority  in  hinder- 
ing, combating  or  defending  against  such  an 
occurrence; 

C.  By  nuclear  reaction  or  nuclear  radiation 
or  radioactive  contamination,  all  whether 
controlled  or  uncontrolled,  or  due  to  any  act 
or  condition  Incident  to  any  of  the  foregoing, 
whether  such  loss  be  direct  or  indirect,  proxi- 
mate or  remote,  or  be  In  whole  or  in  part 
caused  by,  contributed  to,  or  aggravated  by 
the  peril  insured  against  by  this  policy; 

D.  By  theft  or  by  fire,  windstorm,  explo- 
sion, earthquake,  landslide  or  any  other  earth 
movement  except  such  mudslide  or  erosion 
as  Is  covered  under  the  peril  of  flood; 

E.  Caused  by  or  resulting  from  power, 
heating  or  cooling  failure,  Jnless  such  failure 
results  from  physical  damage  to  jKiwer,  heat- 
ing or  cooling  equipment  situated  on  prem- 
ises where  the  property  covered  Is  located, 
caused  by  the  peril  insured  against: 

F.  Occasioned  directly  or  Indirectly  by  en- 
forcement of  any  local  or  state  ordinance  or 
law  regulating  the  construction,  repwtlr  or 
demolition  of  building (s)  or  structure(s) : 

G.  Caused  directly  or  Indirectly  by  neglect 
of  the  Insured  to  use  all  reasonable  means  to 
save  and  preserve  the  property  at  the  time  of 
and  after  an  occurrence  of  the  peril  Insured 
against  by  this  policy. 

Property  Covered 

A.  Dwelling. — The  term  "dwelling"  shall 
mean  a  residential  building  designed  for  the 
occupancy  of  from  1  to  4  families  and  occu- 
pied principally  for  dwelling  purposes  by  the 
number  of  families  stated  herein. 

When  the  Insurance  under  this  policy  cov- 
ers a  dwelling,  such  insurance  shall  Include 
additions  in  contact  therewith;  also,  if  the 
property  of  the  owner  of  the  described  dwell- 
ing and  when  not  otherwise  covered,  building 
equipment,  fixtures  and  oiitdoor  equipment, 
all  pertaining  to  the  service  of  the  described 
premises  and  while  within  an  enclosed  struc- 
ture located  on  the  described  premises;  also, 
materials  and  supplies  while  within  an  en- 
closed structure  located  on  the  described 
premises  or  adjacent  thereto,  intended  for 
tise  in  construction,  alteration  or  repair  of 
such  dwelling  or  apptirtenant  private  struc- 
tures on  the  described  premises. 

The  Insured  may  apply  up  to  10  percent  of 
the  amount  of  insurance  applicable  to  the 
dwelling  covered  under  this  policy,  not  as  an 
additional  amount  of  Insurance,  to  cover  loss 
to  appurtenant  private  structures  (other 
than  the  described  dwelling  and  additions  in 
contact  therewith)   located  on  the  described 
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premises.  This  extension  of  coverage  shall 
not  apply  to  structures  (other  than  struc- 
tures used  exclusively  for  private  garage  pur- 
poses) which  are  rented  or  leased  In  whole  or 
In  part,  or  held  for  such  rental  or  lease,  to 
other  than  a  tenant  of  the  described  dwell- 
ing, or  which  are  used  In  whole  or  In  part  for 
commercial,  manufacturing  or  farming  pur- 
poses. 

B.  Contents. — When  the  Insurance  under 
this  policy  covers  contents,  such  Insurance 
shall  cover  all  household  and  personal  prop- 
erty usual  or  Incidental  to  the  occupancy  of 
the  premises  as  a  dwelling — except  other 
property  not  covered  under  the  provisions  of 
this  policy,  and  any  property  more  specifi- 
cally covered  in  whole  or  in  part  by  other 
Insurance  including  the  {>erll  Insured  against 
In  this  policy;  belonging  to  the  Insured  or 
members  of  the  Insured's  family  of  the  same 
household,  or  for  which  the  Insured  may  be 
liable,  or,  at  the  option  of  the  Insured,  be- 
longing to  a  servant  or  guest  of  the  Insured: 
all  while  within  an  enclosed  structure  lo- 
cated on  the  de.scribed  premises. 

The  Insured  may  apply  up  to  \0''.  of  the 
amount  of  Insurance  applicable  to  the  con- 
tents covered  under  this  policy,  not  as  an 
additional  amount  of  insurance,  as  follows: 

(a)  If  not  the  owner  of  the  described  prem- 
ises, to  cover  loss  to  improvement,  altera- 
tions, and  additions  to  the  described  dwelling 
and  appurtenant  enclosed  private  structures 
as  described  above. 

(b)  If  an  individual  coadominum  unit 
owner  of  the  described  premises,  to  cover  loss 
to  the  interior  walls,  floors,  and  ceilings  that 
are  not  otherwise  covered  under  a  condo- 
minium association  policy  on  the  described 
dwelling  and  appurtenant  enclosed  private 
structures  as  described  above. 

Attach  Application  and  Declaration 
Form  here 

Dwelling  Building  and  Contents 

This  Company  shall  not  be  liable  for  loss 
in  any  one  occurrence  for  more  than: 

1.  $500,00  In  the  aggregate  on  paintings, 
etchings,  pictures,  tapestries,  art  glass  win- 
dows and  other  w^orks  of  art  (such  as  but  not 
limited  to  statuary,  marbles,  bronzes,  antique 
furniture,  rare  books,  antique  sliver,  porce- 
lains, rare  glass  or  bric-a-brac)  : 

2.  $500.00  in  the  aggregate  on  Jewelry, 
watches,  necklaces,  bracelets,  geirts,  precious 
and  semi-precious  stones,  articles  of  gold, 
silver  or  platinum  and  furs  or  any  article 
containing  fur  which  represents  Its  principal 
value. 

C.  Debris  Removal. — This  Insurance  covers 
expense  Incurred  In  the  removal  of  debris  of 
or  on  the  dwelling,  appurtenant  enclosed 
private  structures  or  contents  covered  here- 
under, which  may  be  occasioned  by  loss 
caused  by  the  peril  insured  against  In  this 
policy. 

The  total  liability  under  this  policy  for 
both  loss  to  property  and  debris  removal  ex- 
pense shall  not  exceed  the  amount  of  insur- 
ance applying  under  this  policy  to  the  prop- 
erty covered. 

Pbopebty  Not  Covered 

This  policy  shall  not  cover. — A  Accounts, 
bills,  currency,  deeds,  evidences  of  debt, 
money,  securities,  bullion,  manuscripts  or 
other  valuable  papers  or  records,  numismatic 
or  philatelic  property. 

B.  Fences,  retaining  walls,  seawalls,  out- 
door swimming  pools,  bulkheads,  wharves, 
piers,  bridges,  docks;  other  open  structures 
located  on  or  partially  over  water;  or  personal 
property  In  the  ojjen. 

C.  Land  values;  lawn,  trees,  shrubs  or 
plants,  growing  crops,  or  livestock;  under- 
ground structures  or  underground  equip- 
ment, and  those  portioiis  of  walks,  driveways 
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ftnd  other  pared  surfaces  outside  the  founda- 
tion walls  of  the  Btructiire. 

D.  Animals,  blrda,  flsh.  aircraft,  motor  Te- 
hlclee  (other  than  motorized  equipment  per- 
taining to  the  service  of  the  premlsee  and 
not  licensed  for  highway  use),  trallera  on 
wheels,  watercraft  including  their  furnlsh- 
inps  and  equipment;  or  business  property, 

Deductibus 

.^  With  respect  to  Iocs  to  the  dwclllntr,  ap- 
purtenant enclosed  private  structures  or 
debris  removal  covered  hereunder,  thLs  Com- 
pany shall  be  liable  for  only  the  amount  of 
Ices  In  any  one  occurrence  which  Is  In  excess 
of  (a)  $200.  or  (b)  2%  of  the  amount  of  loss 
to  the  dwelling,  whichever  Is  the  ^eater 

B.  With  respect  to  loss  to  contents  or  debris 
removal  covered  hereunder,  this  C-ompany 
•hall  be  liable  for  only  the  amount  of  k3«a 
In  any  one  occurrence  which  Is  In  excess  of 
(a)  $200,  or  (b)  2%  of  the  amount  of  loss  to 
the  contents,  whichever  Is  the  greater 

I  Replacement   Cost   Pkovtsion 

With  respect  only  to  a  Single  Family 
Dwelling  Structiu-e  covered  hereunder,  the 
term  "actual  cash  value"  ahaU  mean  replace- 
ment cost,  subject  to  following  provisions. 
Outdoor  radio  and  television  antennas  and 
aerials,  carpeting,  awnings,  domestic  appli- 
ances and  outdoor  equipment,  all  whether 
attached  to  the  building  structure  or  not. 
are  excluded  frcm  these  provisions 

A.  If  at  the  time  of  loss  the  whole  amount 
of  Insurance  applicable  to  said  building 
■tructure  Is  80%  or  more  of  the  full  replace- 
ment coat  of  such  building  structure,  or  Is 
the  maximum  amount  of  insurance  availa- 
ble under  the  National  Flood  In.siu-ance  Pro- 
gram, the  coverage  of  this  polU-y  applicable 
to  such  building  structure  la  extended  to 
include  the  full  cost  of  repair  or  replacement 
(without  deduction  for  depreciation). 

B.  If  at  the  time  of  loss  the  whole  amount 
of  Insurance  applicable  to  said  building 
structure  Is  less  than  80  "i  of  the  full  re- 
placement cost  of  such  building  structure 
and  less  than  the  maximum  amount  of  insur- 
ance available  under  the  National  Flood  In- 
surance Program,  this  Company's  liability  for 
loea  under  this  policy  ahaU  not  exceed  the 
larger  of  the  foUoft-tng  amounts : 

1.  The  actual  cash  value  of  that  pewt  of 
the  building  structvire  damaged  or  de- 
stroyed; or 

2.  <a)  That  proportion  of  the  full  cast  of 
repair  or  replacement  without  deduction  for 
depreciation  of  that  port  of  the  building 
•tructure  damaged  or  destroyed,  which  the 
whole  amount  of  Insurance  applicable  to 
•aid  building  structure  bears  to  80  To  of  the 
full  replacement  cost  of  such  building  struc- 
ture; or 

(b)  The  maximum  amount  of  insurance 
available  under  the  National  Flood  Insur- 
ance Program,  whichever  is  larger 

C.  This  Company's  liability  for  lo«s  under 
this  policy  shall  not  exceed  the  smallest  of 
the  following  amounts: 

1.  The  limit  of  liability  of  this  policy  ap- 
plicable to  the  damaged  or  destroyed  build- 
ing structure; 

2.  The  replacement  cost  of  the  building 
structure  of  any  part  thereof  Identical  with 
such  building  structure  on  the  .same  prem- 
ises and  Intended  for  the  same  occupany  and 
use;  or 

3  The  amount  actually  and  necessarily 
expended  In  repairing  or  replacing  said 
building  strvicture  or  any  part  thereof  In- 
tended for  the  same  occupancy  and  use. 

D  When  the  full  cost  of  repair  or  replace- 
ment Is  more  than  $1,000  or  more  than  5% 
of  the  whole  amount  of  Insxirance  applicable 
to  said  building  structure,  this  Company 
Khali  not  be  liable  for  any  loss  under  para- 
graph A  or  "ubparagraph  2  of  parngruph  B 


of  these  provLslons  unless  and  until  actual 
repair  or  replacement  Is  completed. 

B.  In  determining  If  the  whole  amount  of 
insurance  applicable  to  said  building  struc- 
ture Is  80%  or  more  of  the  ftill  replacement 
co6t  of  such  building  structure,  the  cost  of 
excavations,  underground  flues  and  pipes, 
underground  wiring  and  drains,  and  brick, 
stone  and  concrete  foundations,  piers  and 
other  s\ipport.s  which  are  below  the  under 
surface  of  the  lowest  basement  floor,  or 
where  there  Is  no  basement,  which  are  be- 
low the  surface  of  the  ground  ln.slde  the 
foundation  walls,  shall  be  disregarded. 

P.  The  Named  Insured  may  elect  to  disre- 
gard this  condition  In  making  claim  hereun- 
der, but  such  election  shall  not  prejudice 
the  Named  Insured's  right  to  make  further 
claim  within  180  days  after  loss  for  any  ad- 
ditional liability  brought  about  by  these 
pro\  Ision-s. 

GEIJERAL  CONOmONS  AND  PBOVISIONS 

A.  Pair  and  Set  Clause. — If  there  Is  loss 
of  an  article  which  Is  part  of  a  pair  or  set, 
the  meas^ire  of  loes  shall  be  a  reasonable  and 
fair  proportion  of  the  total  value  of  the  pair 
or  set.  giving  consideration  to  the  Importance 
of  said  article,  but  such  loss  shall  not  be  con- 
•trued  to  mean  total  loss  of  the  pair  or  sot. 

B.  Concealment,  Fraud. — This  entire  policy 
•hall  be  void  If,  whether  before  or  after  a  loss, 
the  iDusured  has  willfully  concealed  or  mls- 
represent-ed  any  material  fact  or  clrcum- 
Btance  concerning  this  li^surance  or  the  sub- 
ject thereof,  or  the  Interest  of  the  Insured 
therein,  or  in  case  of  any  fraud  or  false 
swearing  by  the  Insured  relating  thereto. 

C.  Other  Insurance. — This  Company  shall 
not  be  liable  for  a  greater  proportion  of  any 
loss,  less  the  amount  of  deductible,  from  the 
peril  of  flood  than  the  amount  of  insurance 
under  this  policy  bears  to  the  whole  amount 
of  flood  Injsurance  (excluding  therefrom  any 
amount  of  "excess  Insurance"  as  hereinafter 
deflned)  covering  the  property,  or  which 
would  have  covered  the  property  except  for 
the  existence  of  this  Insurance,  whether  col- 
lectible or  not. 

In  the  event  that  the  whole  amount  of 
flood  In-surance  (excluding  therefrom  any 
amount  of  "excess  Insurance"  as  hereinafter 
deflned)  covering  the  property  exceeds  the 
maximum  amount  of  Insiarance  permitted 
under  the  provisions  of  the  National  Flood 
Insurance  Act  of  1968,  or  any  acts  amenda- 
tory thereof,  it  is  hereby  understood  and 
agre«'d  that  the  insurance  under  this  policy 
shall  be  limited  to  a  proportionate  share  of 
the  maximum  amount  of  Insurance  per*' 
mltt«d  on  such  projjerty  under  said  Act.  and 
that  a  refund  of  any  extra  premium  paid, 
computed  on  a  pro  rata  basis,  shall  be  made 
by  this  Company  upon  request  in  writing 
subniltted  not  later  than  2  years  after  the 
expiration  of  the  policy  term  during  which 
such  extra  amount  of  insurance  was  In  effect. 

"Excess  Insurance  "  as  used  herein  shall  be 
held  to  mean  Insurance  of  such  part  of  the 
actual  cash  value  of  the  property  as  Is  In 
excess  of  the  maximum  amount  of  Insurance 
permitted  under  the  said  Act  with  respect  to 
such  property. 

D.  Added  and  Waiver  Provisions. — The  ex- 
tent of.  the  application  of  Insurance  under 
this  policy  and  of  the  contribution  to  be 
made  by  this  Company  In  case  of  loss,  and 
any  other  provision  or  agreement  not  Incon- 
sistent with  the  provisions  of  this  policy, 
may  be  provided  for  In  writing  added  hereto, 
but  no  provision  may  be  waived  except  such 
as  by  the  terms  of  this  policy  is  subject  to 
change. 

No  permission  affecting  this  Insurance  shall 
exist,  or  waiver  of  any  provision  be  valid, 
unless  granted  herein  or  expressed  in  vn-ltlng 
added  hereto.  No  provision,  stipulation  or 
forfe:ture  shall  be  held  to  be  waivec"  by  any 


requirement  or  proceeding  on  the  part  of  "this 
Company  relating  to  appraisal  or  to  any  ex- 
amination provided  for  herein. 

E.  Cancellation  of  PoUcy  or  Reduction  in 
Amount  of  Insurance.— This  policy  may  be 
cancelled  at  any  time  at  the  request  of  the 
Insured,  in  which  case  this  Company  shall, 
upon  demand  and  surrender  of  this  policy, 
refund  the  excess  of  paid  premiums  above  the 
customary  short  rates  for  the  expired  time: 
provided,  however,  that  the  premium  paid 
for  the  then  current  policy  t^rm  shall  be  fully 
earned  if  the  Insured  retains  an  Interest  in 
the  property  covered  at  the  location  described 
In  the  application  and  declarations  form. 

The  amount  of  Insurance  under  this  policy 
may  be  reduced  at  any  time  at  the  request 
of  the  Insured.  In  which  case  this  Company 
shall,  upon  demand,  refund  the  excess  of 
paid  premiums  above  the  customary  short 
rates  for  the  expired  time  for  the  amount  of 
the  reduction;  provided,  however,  that  the 
premium  paid  for  the  then  current  policy 
term  shall  be  fully  earned  to  the  extent  that 
the  Insured  retains  eui  Iniere.st  in  the  prop- 
erty covered  at  the  location  described  In  the 
application  and  declarations  form. 

This  p)ollcy  may  be  cancelled  by  this  Com- 
pany for  non-payment  of  the  premium  by 
giving  to  the  Insured  a  20-days'  written 
notice  of  cancellation. 

P.  Conditions  Sxispendintr  or  Restricting 
Insurance. — Unless  otherwise  provided  in 
writing  added  hereto;  this  Company  shall  not 
be  liable  for  loes  occtirrlng  while  the  hazard 
la  Increased  by  any  means  within  the  control 
of  knowledge  of  the  Insured,  provided,  how- 
ever, this  insurance  shall  not  be  prejudiced 
by  any  act  or  neglect  of  any  person  (other 
than  the  Insured),  when  such  act  or  neglect 
Is  not  within  the  control  of  the  Insured. 

G.  Alterations  and  Repairs.— Permission  is 
granted  to  make  alterations,  additions  and 
repairs,  and  to  complete  structures  in  course 
of  construction.  In  the  event  of  loss  here- 
under, the  Insured  Is  permitted  to  make  rea- 
sonable repairs,  temporary  or  permanent 
provided  such  repairs  are  confined  solely  to 
the  protection  of  the  properly  from  further 
damage  and  provided  further  that  the  In- 
sured shall  keep  an  accurate  record  of  such 
repair  expenditures.  The  cost  of  any  such  re- 
pairs directly  attributable  to  damage  by  the 
p>erll  Insured  against  shall  be  incUided  in  de- 
termining the  amount  of  loss  hereunder 
Nothing  herein  contained  is  Intended  to 
modify  the  policy  requirements  applicable  in 
case  loss  occurs,  and  in  particular  the  re- 
quirement that  In  case  loss  occurs  the  In- 
sured shall  protect  the  property  from  further 
damage. 

H.  Property  of  Others — TTnless  otherwise 
provided  In  writing  added  hereto,  loss  to  any 
property  of  others  covered  under  this  policy 
shall  be  adjusted  with  the  Inspired  for  the 
account  of  the  owners  of  said  property,  ex- 
cept that  the  right  to  adjust  such  loss  with 
said  owners  Is  reserved  to  this  Company 
Any  such  insurance  under  tliis  policy  shall 
not  Inure  directly  or  Indirectly  to  the  benefit 
of  an  carrier  or  other  bailee  for  hire. 

I.  Liberalization  ClaiLse. — If  during  the 
period  that  Insurance  is  In  force  under  this 
policy,  or  within  45  davs  prior  to  the  incep- 
tion date  thereof,  on  behalf  of  this  Company 
there  by  adopted  under  the  National  Flood 
Insurance  Act  of  1968.  or  any  acts  amenda- 
tory thereof,  ajiy  forms,  endorsements,  rules 
or  regulations  by  which  this  policy  could  be 
extended  or  broadened,  without  additional 
premium  charge,  by  endorsement  or  sub- 
stitution of  form,  then  such  extended  or 
broadened  Insurance  shall  inure  to  the  bene- 
fit of  the  Insured  hereunder  as  though  such 
endorsement  or  substitution  of  form  had 
been  made. 

J.  Statutory  Provisions. — Any  terms  of  this 
policy  which  are  in  conflict  with,  the  statutes 
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of  the  State  wherein  the  property  Is  located 
are  hereby  amended  to  conform  to  such 
statutes,  except  that  in  cases  of  conflict  with 
applicable  Federal  law  or  regulation,  such 
Federal  law  or  regulation  shall  control  the 
ternis  of  this  policy. 

K.  Lo&s  Clause.— Payment  of  any  loss  under 
this  policy  shall  not  reduce  the  amount  of 
insurance  appUcable  to  any  other  loss  during 
the  policy  term  which  arises  out  of  a  sepa- 
rate occurrence  of  the  peril  insured  against 
hereunder;  provided,  that  all  loss  arising 
out  of  a  continuous  of  protracted  occurrence 
shall  be  deemed  to  constitute  loss  arising  out 
of  a  single  occurrence. 

L.  Mortgage  Clause— Applicable  to  build- 
ing items  only  and  effective  only  when  policy 
Is  made  payable  to  a  mortgagee  (or  trustee) 
named  In  the  application  and  declaratioi:is 
form  atached  to  this  policy. 

Loss,  If  any,  under  this  policy,  shall  be 
payable  to  tlie  aforesaid  as  mort.gagee  (or 
trustee)  as  Interest  may  appear  under  all 
present  or  future  mortgages  upon  the  prop- 
erty described  in  which  the  aforesaid  may 
have  an  Interest  as  mortgagee  (or  trust-ee) .  in 
order  of  precedence  of  said  mortgages,  and 
this  Insurance,  as  to  the  interest  of  the 
mortgagee  (or  trustee)  only  therein,  shall 
not  be  Invalidated  by  any  act  or  neglect  of 
the  mortgagor  or  owner  of  the  described 
property,  nor  by  any  foreclosure  or  other 
proceedings  or  notice  of  sale  relating  to  the 
property,  nor  by  any  change  in  the  title  or 
ownership  of  the  property,  nor  by  the  occupa- 
tion of  the  premises  for  purposes  more 
hazardous  than  are  permitted  by  this  policy; 
provided,  that  In  case  the  mortgagor  or  owner 
shall  neglect  to  pay  any  premium  due  under 
this  policy,  the  mortgagee  (or  trustee)  shall, 
on  demand,  pay  the  same 

Provided,  also,  that  the  mortgagee  (or 
trustee)  shall  notify  this  Company  of  any 
change  of  ownership  or  occupancy  or  Increase 
of  hazard  which  shall  come  to  the  knowledge 
of  said  mortgagee  (or  trustee)  and.  unless 
permitted  by  this  policy.  It  sliall  be  noted 
thereon  and  the  mortgagee  (or  trustee)  shall, 
on  demand,  pay  the  premium  for  such  In- 
creased hazard  for  the  term  of  the  use 
thereof;  otherwise  this  policy  shall  be  null 
and  void. 

If  this  policy  Is  cancelled  by  this  Company, 
It  shall  continue  in  force  for  the  benefit  only 
of  the  mortgagee  (or  trustee)  for  20  days 
after  vrrltten  notice  to  the  mortgagee  (or 
trustee)  of  such  cancellation  and  shall  then 
cease,  and  this  Company  shall  have  the  right, 
on  like  notice,  to  cancel   this  agreement. 

Whenever  this  Company  shall  pay  the 
mortgagee  (or  trustee)  any  sum  for  loss 
under  this  policy  and  shall  claim  that,  as  to 
the  mortgagor  or  owner,  no  liability  therefor 
existed,  this  Company  sliall,  to  the  extent  of 
such  pai.Tnent,  be  thereupon  legally  sub- 
rogated to  all  the  rights  of  the  party  to 
whom  such  payment  shall  be  made,  under  all 
securities  held  as  collateral  to  the  mortgage 
debt,  or  may.  at  Its  option,  pay  to  the  mort- 
gagee (or  trustee)  the  whole  principal  due 
or  to  grow  due  on  the  mortgage  with  Interest, 
and  shall  thereupon  receive  a  full  assignment 
and  transfer  of  the  mortgage  and  of  all  such 
other  securities;  but  no  subrogation  shall  Im- 
pair the  right  of  the  mortgagee  (or  trustee) 
to  recover  the  full  amount  of  said  mort- 
gagee's (or  trustees)   claims. 

M.  Mortgagee  Obligations. — If  the  Insured 
fails  to  render  proof  of  loss,  the  named  mort- 
gagee I  or  trustee),  upon  notice,  shall  render 
proof  of  loss  In  the  form  herein  specified 
vvithin  60  days  thereafter  and  shall  be  subject 
to  the  provisions  of  this  policy  relating  to 
appraisal  and  time  of  payment  and  of  bring- 
ing suit. 

N.  Requirements  In  Case  of  Lass, — The  In- 
sured shall  give  WTitten  notice,  as  soon  as 
practicable,  to  this  Company  of  any  loss,  pro- 
tect the  property  from  further  damage,  forth- 


with separate  the  damaged  and  undamaged 
property  and  put  It  in  the  t>est  possible  order. 
Within  60  days  after  the  loss,  unless  such 
time  Is  extended  in  wTiting  by  this  Company, 
the  Insured  shall  render  to  this  Company  .a 
proof  of  loss,  signed  and  sworn  to  by  the  In- 
sured, stating  the  knowledge  and  belief  of  the 
Insured  as  to  the  following:  the  time  and 
origin  of  the  loss,  the  Interest  of  the  Insured 
and  of  all  others  In  the  property,  the  actual 
cash  value  of  each  Item  thereof  and  the 
amount  of  loss  thereto,  all  encumbrances 
thereon,  all  other  contracts  of  insurance, 
whether  valid  or  not.  covering  any  of  said 
property,  any  changes  In  the  title,  use.  oc- 
cupation, location,  possession  or  exposures  of 
said  property  smce  the  Issuing  of  this  policy, 
by  whom  and  for  what  purpose  any  building 
herein  described  and  the  several  parts  thereof 
were  occupied  at  the  time  of  loss.  Tlie  In- 
sured, at  the  option  of  this  Company,  may  be 
required  to  furnish  a  complete  Inventory  of 
the  destroyed,  damaged  and  undamaged 
property,  showln.g  In  detail  quantities,  costs, 
actual  cash  value  and  amount  of  loss 
claimed,  and  verified  plans  and  specifications 
of  any  building.  lixtures  or  machinery  de- 
stroyed or  dameiged. 

The  Insured,  as  often  as  may  be  reasonably 
required,  shall  exhibit  to  any  person  desig- 
nated by  this  Company  all  that  remains  of 
any  property  herein  described,  and  submit  to 
examlnatloiis  under  oath  by  any  person 
named  by  this  Company,  and  subscribe  the 
same;  and,  as  often  as  may  be  reasonably  re- 
quired, shall  produce  for  examination  all 
books  of  account,  bills,  invoices  and  other 
vouchers,  or  certified  copies  thereof  if  orig- 
inals be  lost,  at  such  reasonable  time  and 
place  as  may  be  designated  by  this  Company 
or  Its  representative,  and  shall  permit  ex- 
tracts and  copies  thereof  to  be  made 

O.  Appraisal. — In  case  the  Insured  and  this 
Company  shall  fall  to  agree  as  to  the  actual 
cash  value  or  the  amount  of  loss  then,  on  the 
wTltten  demand  of  either,  each  shall  select 
a  competent  and  disinterested  appraiser  and 
notify  the  other  of  the  appraiser  selected 
within  20  days  of  such  demand.  The  ap- 
praisers shall  first  select  a  competent  and 
disinterested  umpire;  and  failing  {or  15  days 
to  agree  upon  such  umpire,  then,  on  request 
of  the  Insured  or  this  Company,  such  um- 
pire shall  be  selected  by  a  Judge  of  a  court 
of  record  In  the  State  in  which  the  iruiured 
property  Is  located.  Tlie  appraisers  shall  then 
appraise  the  loss,  stating  separately  actual 
cash  value  and  loss  to  each  Item;  and.  falling 
to  agree,  shall  submit  their  differences,  only, 
to  the  umpire  An  award  In  writing,  so  Item- 
ized, of  any  two  when  filed  with  this  Com- 
pany shall  determine  the  amount  of  actual 
cash  value  and  loss.  Each  appraiser  shall  be 
paid  by  the  party  selecting  him  and  the  ex- 
penses of  appraisal  and  umpire  shall  be  paid 
by  the  parties  equally. 

P.  Company's  Options  — It  shall  be  op- 
tional with  this  Company  to  take  all.  or  any 
part,  of  the  property  at  the  agreed  or  ap- 
praised value,  and  also  to  repair,  rebuild  or 
replace  the  property  destroyed  or  damaged 
with  other  of  like  kind  and  quality  within  a 
reasonable  time,  on  giving  notice  of  its  inten- 
tion so  to  do  within  30  days  after  the  receipt 
of  the  proof  of  loss  herein  required. 

Q.  Abandonment. — There  shall  be  no  aban- 
doment  to  this  Company  of  any  property. 

R.  'When  Loss  Payable — The  amount  of  loss 
for  which  this  Company  may  be  liable  shall 
be  payable  60  days  after  proof  of  loss,  as 
herein  provided,  is  received  by  this  Company 
and  ascertainment  of  the  loss  is  made  either 
by  agreement  between  the  Insured  and  this 
Company  expressed  in  writing  or  by  the  filing 
with  this  Company  of  an  award  as  herein  pro- 
vided. 

S.  Action  Against  the  Company. — No  siiit 
or  action  on  this  policy  for  the  recovery  of 
any  claim  shall  be  sustainable  In  any  court  of 


law  or  equity  unless  all  the  requirements  of 
this  policy  shall  have  been  compiled  with, 
and  unless  commenced  within  12  montlis 
next  after  the  date  of  mailing  of  notice  of 
disallowance  or  partial  disallowance  of  the 
claim.  An  action  on  such  claim  against  the 
Company  may  be  instituted,  without  regard 
to  the  amount  in  controversy,  in  the  United 
States  District  Court  for  the  district  in  which 
the  property  shall  have  been  situated. 

T.  Subrogation. — In  the  event  of  any  pay- 
ment under  this  policy,  this  Company  shall 
be  subrogated  to  all  of  the  Insured's  right  of 
recovery  therefor  against  any  party,  and  this 
Company  may  require  from  the  Ins\ired  an 
assignment  of  all  right  of  recovery  against 
any  party  for  loss  to  the  extent  that  payment 
therefor  Is  made  by  this  Company.  The  in- 
sured sliall  do  nothing  after  loss  to  prejudice 
such  right:  however,  this  Insurance  shall  not 
be  Invalidated  should  the  Insured  waive  in 
writing  prior  to  a  loss  any  or  all  right  of 
recovery  against  any  party  for  loss  occurring 
to  the  described  property. 

In  witrie.-is  whereof,  this  Company  has  ex- 
ecuted and  attested  these  presents;  but  this 
policy  shall  not  be  valid  unless  countersigned 
by  the  duly  authorized  representative  of  this 
Company. 

Samttel  H.  Weese. 
Atfomey-in-Fact  for  the  Insuraiwe 
Ccnnpanies,  Members  of  National 
Flood  Instirers  Association. 

Special  Provisions 

A.  A  list  of  all  Insurance  Companies  mem- 
bers of  the  National  Flood  Insurers  Associa- 
tion Is  on  file  In  the  office  of  the  State  In- 
surance Department  of  the  State  where  the 
property  covered  Is  located  and  a  copy  may 
be  obtained  upon  request  from  the  office  of 
the  National  Flood  Insurers  Assolcatlon,  1755 
South  JeHerson  Davis  Highway.  Arlington, 
Virginia  22202. 

B  All  notices  or  other  communications  re- 
quired by  this  policy  to  be  given  to  the 
Company  shall  be  given  to  the  Servicing 
Company  designated  on  the  Application  and 
Declarations  Form  attached  to  this  policy, 
and  such  notice  shall  be  considered  to  con- 
stltu'.e  notice  to  the  Company. 

ST.WDARD    FLOOD    INSURANCE    POLICY 

(Issued  Pursuant  to  the  National  Flood 
Insurance  Act  of  1968.  or  Any  Acts  Amend- 
atory Thereof ) 

Insurance  Companies  Members  of 

National  Flood  iNsrjtEiis  Association, 
Arlington.  Vwginia 

(Herein  called  the  Company) 

General    Property 

Appendix  A   (2) 

In  consideration  of  the  payment  of  the 
premium,  In  reliance  upon  the  statements  In 
the  application  and  declarations  form  made 
a  part  hereof  and  subject  to  all  the  terms  of 
this  policy,  the  Company  does  Insure  the 
Insured  named  and  legal  representatives,  to 
the  extent  of  the  actual  cash  value  of  the 
property  at  the  time  of  loss,  but  not  exceed- 
ing the  amount  which  U  would  cost  to  repair 
or  replace  the  properly  with  material  of  like 
kind  and  quality  within  a  reasonable  time 
after  such  loss,  without  allowance  for  any 
Increased  cost  of  repair  or  reconstruction  by 
reason  of  any  ordinance  or  law  regulating 
construction  or  repair,  and  without  compen- 
sation for  loss  resulting  from  Interruption  of 
business  or  manufacture,  nor  In  any  event  for 
more  than  the  Interest  of  the  Insured,  against 
all  direct  loss  by  "Flood"  as  deflned  herein, 
to  the  property  described  while  located  or 
contained  as  described  In  the  application  and 
declarations  form  attached  hereto,  or  pro 
rata  for  30  days  at  each  proper  place  to  which 
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any  of  the  property  shall  necessarily  be  re- 
moved for  preservation  from  the  peril  of 
•  Flood",  but  not  elsewhere. 

.Assignment  of  this  policy  shall  not  be  valid 
except  with  the  written  consent  of  this  Com- 
pany. 

DEfTNmON    OF    ■•F^OOD" 

Wherever  In  this  policy  the  term  "flood" 
oocurs.  It  shall  be  held  to  mean 

A.  A  general  and  temporary  condition  of 
partial  or  complete  Inundation  of  normally 
dry  land  areas  from : 

i.  The  overflow  of  Inland  or  tidal  waters. 

2.  The  unusual  and  rapid  accumulation  or 
r  iiioff  of  surface   waters   from   any   source. 

3  Mudslides  (le.,  mudflows)  which  are 
proximately  caused  or  precipitated  by  accu- 
mulations of  water  on  or  under  the  ground 

B.  The  collapse  or  subsidence  of  land  along 
the  shore  of  a  lake  or  other  body  of  water  as 
a  result  of  eraslon  or  undermining  caused  by 
waves  or  currents  of  water  exceeding  the 
cyclical  levels  which  result  In  flooding  u 
defined  In  A  1  above. 

PsKiLs  Excluded 

This  Company  shall  not  be  liable  for  loss.— 
A.  By  ( 1 )  rain,  snow,  sleet,  hall  or  water 
epray,  (2)  freezing,  thawing  or  by  the  pree- 
Bure  or  weight  of  Ice  or  water,  except  where 
the  property  covered  haa  been  simultaneously 
damaged  by  flood;  or  (3i  water,  momture  or 
mudslide  damage  of  any  kind  resulting  pri- 
marily from  conditions,  caxwee  or  occurrences 
which  are  solely  related  to  the  described 
premises  or  are  within  the  control  of  the  In- 
ured (Including  but  not  limited  to  design, 
structural  or  mechanical  defects,  failures, 
Btoppages  or  breakages  of  water  or  sew^er 
lines,  draln-s,  pumpe,  fixtures  or  equipment, 
seepage  or  backup  of  water,  or  hydrostatic 
pressure)  or  any  condition  whl<di  causes 
tloodlni;  which  La  ffiih^tivntlaJIy  confined  to 
the  described  premises  or  properties  Immedi- 
ately adjacent  thereto: 

B.  Caused  directly  ac  Indirectly  by  (1) 
hf«tlle  or  warlike  action  In  time  of  peace  or 
war.  including  action  In  hindering,  com- 
bating or  defending  against  an  actual.  Im- 
pending or  expected  attack,  (a)  by  any  gov- 
ermnetit  or  sovereign  power  (de  Jure  de 
facto  I.  or  by  any  authority  maintaining  or 
using  military,  naval  or  air  farces,  or  by  (b) 
by  military,  naval  or  air  forces,  or  (c)  by  an 
agent  of  any  such  government,  power,  au- 
thority or  forces.  It  being  understood  that 
any  discharge,  explosion  or  use  of  any  weapon 
of  war  employing  nuclear  flsfUon  or  fusion 
shall  be  conclusively  presumed  to  be  such  a 
hostile  or  warlike  action  by  such  a  govern- 
ment, power,  authority  or  forces;  (2)  Insur- 
rection, rebelllan,  revolution,  civil  wbj-, 
usurped  power,  or  action  taken  by  govern- 
mental authority  in  hindering,  combating  or 
defending  against  such  an  occurrence; 

C.  By  nuclear  reactuai  or  nuclear  radia- 
tion or  radioactive  contamination,  all 
whether  controlled  or  uncontrolled,  or  due 
to  any  ac:  or  condition  incident  to  any  of  the 
foregoing,  whether  such  loss  be  direct  or  In- 
direct, proximate  or  remote,  or  be  In  whole  or 
lnj)art  caused  by.  contributed  to.  or  aggra- 
vated by  the  peril  in.sured  against  by  this 
policy; 

D.  By  theft  or  by  fire,  windstorm,  explo- 
sion, earthquake,  landslide  or  any  other 
earth  movement  except  such  mudslide  or  ero- 
sion as  is  covered  under  the  peril  of  flood; 

E.  Caused  by  or  resulting  from  power 
heating  or  cooling  failure,  unless  such  failure 
results  from  physical  damage  to  power,  heat- 
ing or  cooling  equipment  situated  on  prem- 
ises where  the  property  covered  Is  located. 
caused  by  the  peril  Insured  agaln.st; 

P.  Occasioned  directly  or  Indirectly  by  en- 
forcement of  any  local  or  state  ordinance  or 
law  regrulatlng  the  construction,  repair  or 
demolition  of  buUdlngis)  or  structure(s) : 


0.  Caused  directly  or  Indirectly  by  neglect 
of  the  Insxired  to  use  all  reasonable  means  to 
aave  and  preserve  the  property  at  at  the  time 
of  and  after  an  occurrence  of  the  peril  In- 
sured against  by  this  policy. 

Pkopebty  Covered 

A.  BuUdlng — When  the  insurance  under 
this  policy  covers  a  building,  such  Insurance 
shall  Include  additions  and  extensions  at- 
tached thereto;  permanent  fixtures,  ma- 
chinery and  equipment  forming  a  part  of 
and  pertaining  to  the  service  of  the  building: 
personal  property  of  the  Insured  as  landlord 
used  for  the  maintenance  or  service  of  the 
building  Including  fire  extinguishing  np- 
paratu.s,  floor  coverings,  refrigerating  and 
ventilating  equipment,  all  while  within  the 
described  building:  also,  materials  and  sup- 
plies while  within  an  enclosed  structure  lo- 
cated on  the  described  premises  or  adjacent 
tliereto,  intended  for  use  in  construction,  al- 
teration or  repair  of  such  building  or  appur- 
tenant private  structures  on  the  described 
premises. 

When  the  Insurance  under  this  policy  cov- 
ers a  building  used  for  residential  purposes, 
the  insured  may  apply  up  to  10%  of  the 
amount  of  insurance,  applicable  to  such 
building,  not  as  an  additional  amount  of  in- 
surance, to  cover  loss  to  appurtenant  private 
structures  (other  than  the  described  build- 
ing and  additions  and  extensions  attached 
thereto)  located  on  the  described  premises. 
This  extension  of  coverage  shall  not  apply  to 
structures  (other  than  structures  used  ex- 
clusively for  private  garage  purposes)  wblcb 
are  rented  or  leased  in  whole  or  Ui  part,  or 
held  for  such  rental  or  lease,  to  other  than  a 
tenant  of  the  described  building,  or  which 
are  used  in  w^hole  or  In  part  for  commercial, 
nitiuufacturlng  or  farming  purposes. 

B.  Contents. — When  the  insurance  under 
this  policy  covers  contents,  coverage  shall  be 
for  either  household  contents  or  other  than 
household  contents,  but  not  for  both. 

1.  When  the  insurance  under  this  policy 
covers  other  than  household  contents,  such 
insurance  shall  cover  merchandise  and  stock, 
materials  and  stock  supplies  of  every  descrip- 
tion; furniture,  fixtures,  machinery  and 
equipment  of  every  description  all  owned  by 
the  Insured;  improvements  and  betterments 
(as  hereinafter  defined)  to  the  buUdlng  U 
the  Insured  is  not  the  owner  of  the  building 
and  when  not  otherwise  covered;  all  while 
within  the  described  enclosed  building. 

2.  When  the  Insurance  under  this  policy 
covers  household  contents,  such  insurance 
shall  cover  all  household  and  personal  prop- 
erty usual  or  Incidental  to  the  occupancy  of 
the  premises  as  a  residence— except  animals, 
birds,  fish,  business  property,  other  proi>erty 
not  covered  under  the  provisions  of  this  pol- 
icy, and  any  property  more  specifically  cov- 
ered In  whole  or  in  part  by  other  insurance 
including  the  peril  Insured  against  in  this 
policy;  belonging  to  the  Insured  or  members 
of  the  Insured's  family  of  the  same  house- 
hold, or  for  which  the  Insured  may  be  liable, 
or,  at  the  option  of  the  Insured,  belonging  to 
a  servant  or  guest  of  the  Insured;  all  while 
within  the  described  building. 

The  Insured,  if  not  the  owner  of  the  de- 
scrit)ed  building,  may  apply  up  to  ICIc  of  the 
amount  of  ins'orance  applicable  to  the 
household  contents  covered  under  this  Item, 
not  as  an  additional  ttmount  of  Insurance,  to 
cover  loss  to  Improvements  and  betterments 
(as  hereinafter  defined)  to  the  descrlbecf 
building. 

The  Insured,  If  an  Individual  condomin- 
ium unit  owner  in  the  described  building, 
may  apply  up  to  10 '^  of  the  amount  of  In- 
surance on  contents  covered  under  this  pol- 
icy, not  as  an  additional  amount  of  Insur- 
ance, to  cover  loss  to  the  Interior  walls,  floors, 
and  ceilings  that  are  not  otherwise  covered 


under  a  ccndominium  association  policy  on 
the  described  building. 

Attach  Application  and  Declarations  Form 
Here 

This  Company  shall  not  be  liable  for  loss 
in  any  one  occurrence  for  more  than : 

(a)  tSOO.OO  in  the  aggregate  on  paintings. 
etchings,  picturefi,  tapestries,  art  glass  win- 
dows and  other  works  of  art  isuch  as  but  not 
limited  to  statuary,  marbles,  bronzes,  an- 
tique furniture,  rare  books,  antique  silver, 
porcelains,  rare  glass  or  bric-a-brac) : 

(b)  $500.00  in  the  aggregate  on  Jewelry, 
watches,  necklaces,  bracelets,  gems,  precious 
and  semi-precious  stones,  articles  of  gold, 
silver  or  platinum  and  furs  of  any  article 
containing  fur  which  represents  its  principal 
value. 

3.  When  the  insurance  under  this  policy 
covers  Improvements  and  betterments,  such 
Insurance  shaU  cover  the  Insured's  used  in- 
terest In  Improvements  and  betterments  to 
the  described  building. 

(s)  The  term  "Improvements  and  better- 
ments" wherever  tised  In  this  policy  is  de- 
fined as  fixtures,  alteration.":.  Installations,  or 
additions  compri«?lng  a  part  of  the  described 
building  and  made,  or  acquired,  at  the  ex- 
pense of  the  Insured  exclusive  of  rent  paid 
by  the  Insured,  but  which  are  not  legally 
subject  to  removal  by  the  Insured. 

(b)  The  word  "lease"  wherever  used  in 
this  policy  shall  mean  the  lease  or  rental 
agreement,  whether  written  or  oral.  In  effect 
as  of  the  time  of  loes. 

(c)  In  the  event  Improvements  and  better- 
ments are  damaged  or  destroyed  during  the 
term  of  this  policy  by  the  peril  insured 
against,  the  liability  of  this  Company  shall 
be  determined  as  follows : 

(1)  If  repaired  or  replaced  at  the  expense 
of  the  Insured  within  a  reasonable  time  after 
such  loss,  the  actual  ca«h  value  of  the  dam- 
aged or  destroyed  Improvements  and  better- 
ments. 

(2)  If  not  repaired  or  replaced  within  a 
reasonable  time  after  such  loss,  that  propor- 
tion of  the  original  cost  at  time  of  installa- 
tion of  the  damaged  or  destroyed  Improve - 
mentfl  and  betterments  which  the  unexpired 
twm  of  the  lease  at  the  time  of  loss  beai- 
to  the  perlod(s)  from  the  date(s)  such  Im- 
provements and  betterments  were  made  to 
the  expiration  date  of  the  lease. 

(3)  If  repaired  or  replaced  at  the  expense 
of  others  for  the  use  of  the  Insured,  there 
shall  be  no  liability  hereunder. 

C.  Debris  Removal  —This  Insurance  covers 
expense  incurred  in  the  removal  of  debris  of 
or  on  the  building  or  contents  covered  here- 
under, which  may  be  occasioned  by  loss 
caused  by  the  peril  Insured  against  in  thi's 
policy. 

The  total  liability  under  this  policy  for 
both  loss  to  property  and  debris  removal 
expense  shall  not  exceed  the  amount  of  In- 
surance applying  under  this  policy  to  the 
prof>erty  covered. 

I»ROPERTV   Not  Covered 

This  policy  shall  not  cover —A.  Accounts. 
bUls.  currency,  deeds,  evidences  of  debt. 
money,  securities,  bullion,  manuscripts  or 
other  valuable  papers  or  records,  numis- 
matic or  phllateUc  property. 

B.  Fences,  retaining  walls,  seawalls,  out- 
door swimming  (jools,  bulkheads,  wharves, 
piers,  bridges,  docks;  other  open  structures 
located  on  or  partially  over  water:  or  per- 
sonal property  In  the  open. 

C.  Land  values;  lawn,  trees,  shrubs  or 
plants,  growing  crops,  or  livestock;  under- 
ground structures  or  underground  equip- 
ment, and  those  portions  of  walks,  driveways 
and  other  paved  surfaces  outside  the  founda- 
tion walls  of  the  structure. 
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D  .Automobiles;  any  self-propelled  ve- 
hicles or  machines,  except  motorized  equip- 
ment not  licensed  for  use  on  public  thor- 
oughfares and  operated  principally  on  the 
premises  of  the  Insured;  watercraft  or 
aircraft. 

E.  Contents  specifically  covered  by  other 
Insurance  except  for  the  excess  of  value  of 
such  property  above  the  amount  of  such 
insurance. 

Deductibles 

A.  Wiih  respect  to  loss  to  the  building  or 
debris  removal  covered  hereunder,  this  Com- 
pany shall  be  liable  for  only  the  amount  of 
loss  in  any  one  occurrence  which  is  in  excess 
of  (a)  $200  or  (b)  2'^  of  the  amount  of  loss 
to  the  building,  whichever  is  the  grreater 

B.  With  respect  to  loss  to  contents  or 
debris  removal  covered  hereunder,  this  Com- 
pany shall  be  liable  for  only  the  amount  of 
loss  in  any  one  occurrence  which  is  in  excess 
of  (a)  $200.  or  (b)  2%  of  the  amount  of  loss 
to  the  contents,  whichever  is  the  greater. 

Generai.  Conditions  and  Provisions 

A.  Pair  and  Set  Clause.— If  there  Is  loss  of 
an  article  which  is  part  of  a  pair  or  set,  the 
measure  of  loss  shall  be  a  reasonable  and  fair 
proportion  of  the  total  value  o'  the  pair  or 
set.  giving  consideration  to  the  importance  of 
said  article,  but  such  loss  shall  not  be  con- 
strued to  mean  total  loss  of  the  pair  or  set. 

B.  Concealment.  Fraud— This  entire  pol- 
icy shall  be  void  if.  whether  before  or  after  a 
loss,  the  Insured  has  willfully  concealed  or 
misrepresented  any  material  fact  or  circum- 
stance concerning  this  Insurance  or  the  sut>- 
Ject  thereof,  or  the  interest  of  the  Insured 
therein,  or  in  case  of  any  fraud  or  false  swear- 
ing by  the  Insured  relating  tliereto. 

C.  Other  Insurance. — This  Company  shall 
not  be  liable  for  a  greater  proportion  of  any 
loss,  less  the  amount  of  deductible,  from  the 
peril  of  flood  than  the  amount  of  Insurance 
under  this  policy  bears  to  the  whole  amount 
of  flood  Insurance  '  excluding  there  from  any 
amount  of  excess  insurance  '  as  hereinafter 
deflJied)  covering  the  property,  or  which 
would  haie  covered  the  property  except  for 
the  existence  of  this  insurance,  whether  col- 
lectible or  not. 

In  the  event  that  the  whole  amount  of 
flood  insurance  (excluding  therefrom  any 
amount  of  "excess  insurance"  as  hereinafter 
defined)  covering  the  property  exceeds  the 
maximum  amount  of  Insurance  permitted 
under  the  provisions  of  the  National  Flood 
Insurance  Act  of  1968,  or  any  acts  amenda- 
tory thereof,  it  is  hereby  understood  and 
agreed  that  the  insurance  under  this  policy 
shall  be  limited  to  a  proportionate  share  of 
the  maximum  amount  of  Insurance  permit- 
ted on  such  property  under  said  Act,  and  that 
a  refund  of  any  extra  premium  paid,  com- 
puted on  a  pro  rata  basis,  shaU  be  made  by 
this  Company  upon  request  in  writing  sub- 
mitted not  later  than  2  years  after  the  expira- 
tion of  the  policy  term  during  which  such 
extra  amount  of  insurance  was  in  effect. 

"Excess  Insurance"  as  used  herein  shall  be 
held  to  mean  insurance  of  such  part  of  the 
actual  cash  value  of  the  property  as  Is  In  ex- 
cess of  the  maximum  amount  of  Insurance 
permitted  under  the  said  Act  with  respect  to 
such  property. 

D.  Added  and  Waiver  Provisions. — The  ex- 
tent of  the  application  of  insurance  under 
this  policy  and  of  the  contribution  to  be 
made  by  this  Company  In  case  of  loss,  and 
any  other  provision  or  agreement  not  incon- 
sistent with  the  provisions  of  this  policy,  may 
be  provided  for  In  writing  added  hereto,  but 
no  provisions  may  be  waived  except  such  as 
by  the  terms  of  this  policy  is  subject  to 
change. 

No  permission  affecting  this  Insurance 
shall   exist,   or   waiver   of   any  provision   l» 


valid,  unless  granted  herein  or  expressed  In 
writing  added  hereto.  No  provision,  stipula- 
tion or  forfeiture  shall  be  held  to  be  waived 
by  any  requirement  or  proceeding  on  the 
part  of  this  Company  relating  to  appraisal  or 
to  any  examination  provided  for  herein. 

E.  Cancellation  of  Policy  or  Reduction  In 
Amount  of  Insurance.- This  policy  may  be 
cancelled  at  any  time  at  the  request  of  the 
Insured,  In  which  case  thi-?  Company  shall, 
up>on  demand  and  surrender  of  this  policy, 
refund  the  excess  of  paid  premiums  above 
the  cu.'^tom.^ry  short  rates  for  the  expired 
time;  provided,  however,  that  the  premium 
paid  for  the  then  current  policy  term  shall 
be  fully  earned  if  the  Insured  retains  an  In- 
terest in  the  property  covered  at  the  location 
described  in  the  application  and  de<Uarations 
form. 

The  amount  of  Insurance  under  this  policy 
may  be  reduced  at  any  time  at  the  request  of 
the  Insured,  in  which  case  this  Company 
shall,  upon  demand,  refund  the  exce,'3s  of 
paid  premiums  above  the  customary  short 
rates  for  the  expired  time  for  the  amount  of 
the  reduction;  provided,  however,  that  the 
premium  paid  for  the  then  current  policy 
term  shall  be  fully  earned  to  the  extent  that 
the  Insured  retains  an  Interest  In  the  prop- 
erty covered  at  the  location  described  in  the 
application  and  declarations  form. 

This  policy  may  be  cancelled  by  this  Com- 
pany for  non-payment  of  the  premium  by 
giving  to  the  Insured  a  20-days'  wTltten  no- 
tice of  cancellation. 

F.  Conditions  Suspending  or  Restricting 
Insurance —Unless  otherwise  provided  In 
writing  added  hereto,  this  Company  shall  not 
be  liable  for  loss  occurring  while  the  hazard 
is  increased  by  any  means  within  the  control 
or  knowledge  of  the  Insured,  provided,  how- 
ever, this  Insurance  shall  not  be  prejudiced 
by  any  act  or  neglect  of  any  person  (other 
than  the  Insured),  when  such  act  or  neglect 
Is  not  within  the  control  of  the  Insured. 

O.  Alterations  and  Repairs — Permission  is 
granted  to  make  alterations,  additions  and 
repairs,  and  to  complete  structures  in  course 
of  construction.  In  the  event  of  loss  here- 
under, tlie  Insured  is  permitted  to  niake  rea- 
sonable repairs,  temporary  or  permanent,  pro- 
vided such  repairs  are  confined  solely  to  the 
protection  of  the  property  from  further  dam- 
age and  provided  further  that  the  Insured 
shall  keep  an  accurate  record  of  such  repair 
expenditures.  The  cost  of  any  such  repairs 
directly  attributable  to  damage  by  the  peril 
insured  against  sliall  be  Included  in  deter- 
mining the  amount  of  loss  hereunder.  Nothjj 
ing  herein  contained  Is  intended  to  modif^ 
the  policy  requirements  applicable  In  cbjM 
loss  occurs,  and  In  particular  the  require- 
ment that  in  case  loss  occurs  the  Insured 
shall  protect  the  property  from  further  dam- 
age. 

H.  Property  of  Others. — Unless  otherwise 
provided  in  writing  added  hereto,  loss  to  any 
property  of  others  covered  under  this  pKjllcy 
shall  be  adjusted  with  the  Insured  for  the 
account  of  the  owners  of  said  property,  ex- 
cept that  the  right  to  adjust  such  loss  with 
said  owTiers  Is  reserved  to  this  Company.  Any 
such  insurance  under  this  policy  shall  not 
Inure  directly  or  Indirectly  to  the  benefit  of 
any  carrier  or  other  bailee  for  hire.    ' 

I.  Liberalization  Clause — If  diu-lng  the  pe- 
riod that  insurance  Is  In  force  under  this 
policy,  or  within  45  days  prior  to  the  Incep- 
tion date  thereof,  on  behalf  of  this  Company 
there  be  adopted  under  the  National  Flood 
Insurance  Act  of  1968,  or  any  acts  amenda- 
tory thereof,  any  forms,  endorsements,  rules 
or  regulations  by  which  this  policy  could  be 
extended  or  broadened,  without  additional 
premium  charge,  by  endorsement  or  substi- 
tution of  form,  then  such  extended  or  broad- 
ened insurance  shall  inure  to  the  benefit  of 
the  Insured  hereunder  as  though  such  en- 


dorsement or  substitution  of  form  had  been 

made. 

J.  Statutory  Provisions  — Any  terms  of  this 
policy  which  are  In  conflict  with  the  statutea 
of  the  Stale  wherein  the  prciperty  Is  located 
are  hereby  amended  to  conform  to  such  stat- 
utes, except  that  In  cases  of  conflict  with 
applicable  re<ieral  law  or  regulation.  s}jc±k 
Federal  law  or  regulation  shall  control  the 
terms  of  this  policy. 

K  Lo.ss  Clause  — Payment  of  any  loss  un- 
der this  pclicy  shall  not  reduce  the  amount 
of  insurance  applicable  to  any  other  loss  dur- 
ing the  policy  term  which  arises  out  of  a 
separate  occurrence  of  the  peril  insured 
against  hereunder;  provided,  that  ail  loss 
arising  out  of  a  continuous  or  protracted  oc- 
currence shall  be  deemed  to  constitute  loss 
arising  out  of  a  single  occurrence. 

L.  Mortgage  Clause  — Applicable  to  build- 
ing items  only  and  effective  only  when  policy 
is  made  payable  to  a  mortgagee  (or  trustee) 
ntuned  in  the  application  and  declarations 
form  attached  to  this  policy. 

L'TSS.  If  any,  under  this  policy,  shall  be 
payable  to  the  aforesaid  as  mortgagwe  (or 
trustee  I  as  interest  may  appear  under  all 
present  or  future  mortgages  upon  the  prop- 
erty described  in  which  the  aforesaid  may 
have  an  Interest  as  mortgagee  (c«-  trustee  i . 
in  order  of  precedence  of  said  mort*:ages.  ind 
this  insurance  as  to  the  Interest  of  the  mort- 
gagee I  or  trustee)  only  therein,  shall  not 
be  invalidated  by  any  act  or  neglect  of  the 
mortgagor  or  owner  of  the  described  property, 
nor  by  any  foreclosure  or  other  proceedlnjfs 
or  notice  of  sale  relating  to  the  property, 
nor  by  any  change  in  the  title  or  ownership 
of  the  property,  nor  by  the  occupation  of 
the  premises  for  purposes  more  hazardous 
than  are  permitted  by  this  policy:  provided, 
that  in  case  the  mortgagor  or  owner  shall 
nefi'lect  to  pay  any  premium  due  under  this 
policy,  the  mortgagee  (or  trustee)  shall,  oa 
demand,  pay  the  same. 

Provided,  also,  that  the  mortgagee  lor 
trustee  i  shall  notify  this  Company  of  any 
change  of  ownership  or  occupancy  or  in- 
crease of  hazard  which  shall  come  to  the 
knowledge  of  said  mortpatree  (or  trustee) 
and,  unless  permitted  by  this  policy.  It  shaB 
be  noted  thereon  and  the  mortga^ree  (or 
trustee)  shall,  on  demand,  pay  the  premium 
for  such  increased  hazard  for  the  term  of 
the  use  thereof:  otherwise  this  pwlicy  shall  be 
null  and  void. 

If  this  policy  is  cancelled  by  this  Com- 
pany. It  shall  continue  In  force  for  the 
benefit  only  of  the  mortgagee  (or  trustee) 
for  20  days  after  written  notice  to  the  mort- 
gagee (or  trustee)  of  such  cancellation  and 
shall  then  cease,  and  this  Company  shall  have 
the  right,  on  like  notice,  to  cancel  this  agree- 
ment. 

Whenever  this  Company  shall  pay  the 
mortgagee  lor  trustee)  any  sum  for  loss 
under  this  policy  and  shall  claim  that,  as  to 
the  mortgagor  or  owner,  no  liability  therefor 
existed,  this  Company  shall,  to  the  extent  of 
such  payment,  be  thereupon  legally  sub- 
rogated to  all  the  rights  of  the  party  to 
whom  such  payment  shall  be  made,  under 
a'J  securities  held  as  collateral  to  the  mort- 
gage debt,  or  may,  at  its  option,  pay  to  the 
mortgagee  (or  trustee)  the  whole  principal 
due  or  to  grow  due  on  the  mortgage  with 
Interest,  and  shall  thereup>on  receive  a  full 
assignment  and  transfer  of  the  mortgage 
»and  of  all  such  other  securities:  but  no 
subrogation  shall  imp>air  the  right  of  the 
mortgagee  (or  trustee)  to  recover  the  fun 
amount  of  said  mortgagee's  (or  trustee's) 
claim. 

M.  Mortgagee  Obligations. — If  the  Insured 
fails  to  render  proof  of  loss,  the  named  m-ort- 
gagee  (or  trustee),  upon  notice,  shall  render 
proof  of  loss  in  the  form  herein  specified 
within  60  days  thereafter  and  shall  be  sub- 
ject to  the  provisions  of  this  policy  relating 
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to  appraisal   and   time  of  payment  and   of 
bringing  suit. 

N.  Loss  Payable  Clause —(Applicable  to 
contents  Item  only  and  effective  only  when 
a  Iocs  payee  la  named  In  Application  ir.l 
Declarations  Form  ) 

Loss,  If  any,  shall  be  adjusted  with  the 
Insured  and  shall  be  payable  to  the  insured 
and  loss  payee  as  their  interests  may  appear 

O.  Requirements  In  Case  of  Loss — Tlie  in- 
sured shall  give  written  notice,  as  soon  as 
practicable,  to  this  Company  of  any  loss. 
protect  the  property  from  further  damage, 
forthwith  separate  the  damaged  and  midam- 
aged  property  and  put  It  in  the  best  possi- 
ble order.  Within  60  days  after  the  loss,  un- 
less such  time  Is  extended  In  wTitlng  by  this 
Company,  the  Insured  shall  render  to  this 
Company  a  proof  of  loss,  signed  and  sworn 
to  by  the  insured,  stating  the  knowledge  and 
belief  of  the  insured  as  to  the  following:  the 
time  and  origin  of  the  loss,  the  Interest  of 
the  Instu-ed  and  of  aU  others  in  the  property, 
the  actual  cash  value  of  each  item  thereof 
and  the  amount  of  loss  thereto,  all  encum- 
brances thereon,  all  other  contracts  of  insur- 
ance, whether  valid  or  not,  covering  any  of 
Bald  property,  any  changes  in  the  title,  u.se. 
occupation,  location,  pos.session  or  exposures 
of  said  property  since  the  Issuing  of  this  pol- 
icy, by  whom  and  for  what  purpo.^e  any  build- 
ing herein  described  and  the  several  parts 
thereof  were  occupied  at  the  time  of  loss 
The  Insured,  at  the  Option  of  thus  Company, 
may  be  required  to  furnish  a  complete  in- 
ventory of  the  destroyed,  damaged  and  un- 
damaged property,  showing  in  detail  quanti- 
ties, costs,  actual  cash  value  and  amount  of 
loss  claimed,  and  verified  plans  and  specifica- 
tions of  any  building,  fixtures  or  machinery 
destroyed  or  damaged 

The  Insured,  as  oft<-n  as  may  be  rea.~oi.- 
ftbly  required,  shall  exhibit  to  any  person 
df-slgnated  by  this  Company  all  tiiat  remains 
of  any  property  herein  described,  and  sub- 
mit Uj  ex.'uninations  under  oalh  by  any  p<'r- 
son  named  by  this  Company  and  subscribe 
tr.e  fauiif  and.  as  often  as  may  be  reason- 
abiv  rt'iiu^red,  sliall  produce  for  exiimmation 
Ml  b<xiks  of  a<.-cou!U.  bills.  Invoices  and  other 
Toutliers.  or  cerllfled  copies  thereof  if  orlgl- 
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nals  be  loet.  at  suoh  rea.sonable  time  and 
place  ae  may  be  desiirnated  by  this  Company 
or  Its  representative,  and  shall  permit  ex- 
tract and  copies  thereof  to  be  made. 

P  Appraisal  — In  case  the  Insured  and  this 
f  <inpany  shall  fail  to  agree  as  to  the  actual 
caish  vaiue  or  the  amount  of  loss,  then,  on 
the  written  demand  of  either,  each  shall  se- 
lect a  competent  and  disinterested  appraiser 
and  notify  the  other  of  the  appraiser  se- 
lected within  20  days  of  such  demand.  The 
appraisers  shall  first  select  a  competent  and 
dismterest«d  umpire;  and  failing  for  15  days 
to  agree  upon  such  umpire,  then,  on  request 
of  the  Insured  or  this  Company,  such  um- 
pire shall  be  selected  by  a  Judge  of  a  court 
of  record  In  the  State  in  which  the  insured 
property  Is  located.  The  appraisers  shall 
then  appraise  the  loss,  stating  separately  ac- 
tual cash  value  and  loss  to,  each  Item:  and, 
failing  to  agree,  shall  submit  their  differ- 
ences, only,  to  the  umpire.  An  award  In  writ- 
ing, so  itemized,  of  any  two  when  filed  with 
this  Company  shall  determine  the  amount 
of  actual  casli  value  and  loss.  Each  appraiser 
shall  be  paid  by  the  party  selecting  him  and 
the  expenses  of  appraisal  and  umpire  shall 
be  paid  by  the  parties  equally. 

Q.  Company's  Options. — It  shall  be  op- 
tional with  this  Company  to  take  all.  or  any 
part,  of  the  property  at  the  agreed  or  ap- 
praised value,  and  also  to  repair,  rebuild  or 
replace  the  property  destroyed  or  damaged 
with  other  of  like  kind  and  quality  within 
a  reasonable  time,  on  giving  notice  of  Its  In- 
tention so  to  do  within  30  days  after  the 
receipt  of  the  proof  of  loss  herein  required. 

R.  Abandonment. — There  shall  be  no  aban- 
donment to  this  Company  of  any  property, 

S.  When  Loss  Payable. — The  amount  of 
loss  for  which  this  Company  may  be  liable 
.sliall  be  payable  60  days  after  proof  of  loss, 
as  herein  provided.  Is  received  by  this  Com- 
pany and  ascertainment  of  the  loss  Is  made 
either  by  agreement  between  the  Instired 
and  this  Company  expressed  In  writing  or  by 
the  filing  with  this  Company  of  an  award 
as  liereln  provided. 

T  Action  Ai-ainst  the  Company. — No  suit 
or  action  on  this  policy  for  the  recovery  of 
aiiy  claim  shall  be  sustainable  in  any  court 


of  law  or  equity  tmless  all  the  requirements 
of  this  p>olicy  shall  have  been  complied  with, 
and  unless  commenced  within  12  months 
next  after  the  date  of  mailing  of  notice  of 
disallowance  or  partial  disallowance  of  the 
claim.  An  action  on  such  claim  against  the 
Company  may  be  instituted,  without  regard 
to  the  amount  in  controversy,  in  the  United 
States  District  Court  for  the  district  m 
which  the  property  shall  have  been  situated 

U.  Subrogation. — In  the  event  of  any  pay- 
ment under  this  pioUcy,  this  Company  shall 
be  subrogated  to  all  of  the  Insured's  right  of 
recovery  therefor  against  any  party,  and  this 
Company  may  require  from  the  insured  an 
assignment  of  all  right  of  recovery  against 
any  party  for  loss  to  the  extent  that  pay- 
ment therefor  is  made  by  this  Company  The 
Insured  shall  do  nothing  after  loss  to  preju- 
dice such  right:  however,  this  insurance 
shall  not  be  invalidated  should  the  insured 
waive  in  writing  prior  to  a  loss  any  or  all 
right  of  recovery  against  any  party  for  loss 
occurring  to  the  described  property 

In  witness  whereof,  this  C-ompany  has  exe- 
cuted and  attested  tliese  presents;  but  this 
policy  shall  not  be  valid  unless  counter- 
signed by  the  duly  authorized  representative 
of  this  Company, 

Samu.il  H    Weese, 
Attorney-in-Fact  for  the  insurance  - 
Companies,   Members  of  National 
Flood  Insurers  Association. 

Special    Provisions 

A.  A  list  of  all  Instirance  Companies  mem- 
bers of  the  National  Flood  Insm-ers  Associa- 
tion is  on  file  in  the  office  of  the  State  In- 
surance Department  of  the  State  where  the 
property  covered  Is  located  and  a  copy  may 
be  obtained  upon  request  from  the  office  of 
the  National  Flood  Insurers  Association, 
1755  South  Jefferson  Davis  Highway.  Arling- 
ton, Virginia  22202. 

B.  All  notices  or  other  comniunlcatioiis  re- 
quired by  this  policy  to  be  given  to  the 
Company  ahall  be  given  to  the  Servicing 
Company  designated  on  the  Application  and 
Declarations  Form  attached  to  this  policy, 
and  such  notice  shall  be  considered  to  con- 
stitute notice  to  the  Company 


9.1     PREMIUM  NOTICE  (PAYOR)-NFIA-50-50-A 


APPENDIX  B 


Approximately  one  arvd  a  half  months  before  expiration  of  a  policy  ior  which  the  NFIA  is  able  to  determine- 
rates  and  calculate  renewal  premiums,  the  payor  (insured  or  mortgagee)  is  sent  a  premium  notice  advising 
him  of  the  approaching  expiration  and  specifying  renewal  premium  amounts.  The  bottom  of  the  form  is  a 
detachable  renewal  stub  to  be  returned  to  the  NFIA  with  the  premium.  Instructions  for  preparing  th« 
form  are  printed  on  its  back.  Samples  of  the  front  and  back  of  the  form  are  presented  below  and  on  th« 
following  page.  NFIA-5CA,  rrarked  "Agent's  Copy."  is  sent  to  t^e  3gent  at  the  sa-r^e  t  -.e  as  the  pre-^ium 
notice  is  sent  to  payor;  it  is  identical  to  the  payor's  copy. 
I  NATIONAL  FLOOD  INSURANCE  PREMIUM  NOTICE  j 


I 


rOLICV  NR: 


SERVICE 
COMPAN  V: 


DATE- 


IMPORTANT  -  YOUR  CURRENT  FLOOD  INSURANCE  POLICY  WIL4.  EXPIRE 
SEE  REVERSE  FOR  INSTRUCTJONS  , 

_A  Shovrt  your  current  l«v«i(i>  of  inturanct  and 
the  total  premium  du«  to  renew  your  insurance 
at  TheM  leveit. 

h  Due  to  increased  repair  arxf  replacerrient  ootit, 
it  1$  recommended  that  you  cooskJef  IncretsInQ 
your  amount  of  building  insurartce  at  itx>wn 
(see  replacerrwnt  cost  provision  of  your  poiicy). 
If  you  elect  this  option  for  the  r>ext  annual  term 
your   renewal   premium  would  bt  n  tftown. 

r  -I    r 


AMOUNT  OF  e«uRANa 

a         buildjno 
jEL       contents 

I      pavable  >»«Ct««JW 

TOTAL  DU« 

B            BUILONO 
B.           CONTENT* 

i      ^AVAat^   PflEMTUM 

TOTAL  out. 

PAVOn  NAME  *  UAiUNO 


LOCAL  AGENT  NAM  ft  MAIUNO  AODBESS 


NTKae 


OITACH  HEHK 


J     L 
PAYOR  COPT 
NATIONAL  FLOOD  INSURANCE  RENEWAL  FORM 


WLICY  NR: 


^LAN! 


COMPANY  NB: 


COMMUNITY: 


ZONE! 


RENEWAL  EFFECTIVE  DATE: 


RENEWAL  EXPIRATION  DATE: 


1,  CHECK  EITHER  A  OR  1  FOR  DESIRED  AMOUNT  OF 
INSURANCE. 

2.  DETACH  THIS  RENEWAL  FORM  AND  RETURN  IT  WITH 
CHECK  OR  MONEY  ORDER  PAYABLE  TO  NATIONAL 
FLOOD  INSURERS  ASSOCIATION  FOR  THE  EXACT 
AMOUNT  SHOWN  IN_A  OR  B, 

a  WE    REQUEST    YOUR    RENEWAL    PREMIUM 
PAYMENT  BE  MADE  PRIOR  ^ 
TO 


TOTAL  RENEWALPREMIUM  DUE 


COMPANY  UM 


aQ 


!□ 


re.   toi  2T«( 


INSURED  NAME  A  MAILING  AOD>^ESS 


MORTOAQEE  KEY 


AGENT  NUMBER 


If  you  have  any  questions  or  wish  to  char^ge  your  amount  of  insjrance  to  oth«f  levels  th.an  in  B  shown 
above,  CONTACT  YOUR  LOCAL  AGE^^r. 


I     WM4i 


NATIONAL  FLOOD  INSURANCE  COPY 


9-2 


NFIA-Ed.  11-75 
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PROPOSED   RUUS 


(r«  bi  IMj  Wlk  ki  niii  itmmt  Mcy) 


R 


REGULAR  FLOOD 
INSURANCE  PROGRAM 


] 


APraiDIX  c  (1) 


(llCM*RllHMI»ttl«X 


irwjfinaa  BfOvvW  on<»  n)  tplrtJl  Itx  (xril  of  flood  u  iWijwd  In  m«  poficy  to  ■»«*  Ni  tofw  a  iftKJtod.  ffl  i«i  rHped  to  duM  itoim  ip«dlalr  4«criM  Iwiio  wtf 
for  «!idi»«)«tificimo(;rto*msuranc«sihoiiiib«kw.  tnd(3ltath«poaeyt«miped<Wb«iow.i^  wiea  atnwwttt  pwkNd,  d  wnditknw  «nd  prPvbicMi  •!  tkit  Imn  aod 
(X  m«  po6c7  to  »hicJi  U  4  itlJd)«d  jAiH  »pphf  wpittleJj  to  t»d\  iUni  ovwid. 

hi,BMl  «*fc«5fto  Pofat  *>«  iw«  cow  loss  fwultioi  frooi  i  flood  w  mudifiat  oecj-Ma  »<  a-t->  f  prt^rw  y  *«  d*ts  rf  ttui  lypficiJwii  It  is  i  condition  of  Ifcij  inuimct 
L^«<  pr^^cwrty  la  tot  n  vioUtioa  of  wy  Hood  PtMi  Law  or  Ordinano. 


tpc*  hf  itiMi  i  • 


Poiicy  No.  a 


KKrwAL-  ra  p  no  a- ' 

',>r   nCMTWAft,  'U»K  SAMS  IWU««fO 


Hginta    SVM<  City  w  Tnm.  CwMy.  Sate,  Sp  e«4i) 


L  f*T Tw  1  T«r.  from ^Jo___ ; 

Inception  (Mo.  0»i  Y(.)  Lipititiofl  (Ma  Oty  Yr.J  ,  12i)l  AM  Stindaci  :  «  it  toc^bofi  of  »t  property  idvoftrtd,  ind  IWuflM  tor 
juaesirt  BOiicy  t«f  ira  »<  I  jtti  fxovKjtd  lli«  Ui«i  curr«o»  prtfluom  payabl*  by  B>«  Insured  toi  mc^  jaxomrs  paicy  twni  3  pjij  prw  (0  the  oiptfiSen  a(  Ow  Own  cwrtot 
BoiCT  l««m,  ind  l)  (io(  to  M»d  Iha  policy  th»U  tlitn  ttimsntl*;  provided,  l»ow«v«/,  «nlh  respect  to  try  mofigsge*  ;w  tru?<«,  nfn^i  Ukm.  this  insuranc*  >h*g  OOnemM  b 
(on*  only  to  th«  l)enefi«  »<  well  mofti»j«e  (Of  trustoe)  for  20  d«ys  ttttt  written  wobct  to  the  mort^^ssw  |o»  tr\cse«)  »J  lerra'iario'  d(  tt.;3  pu*.ry.  end  »h*fl  Itwn  ttroiiuU. 

Community  # ,.    FIRMZonej . 

kATES  AM  NtfMmuS 


Ml 


iMOONT 

V  lainuNce 


tl  Tirj)  [jyer 
bl  Second  Liy^f 


II  r 
bij. 


I 

CML 


TeU 


UTBARUl 


UTU 


OMcliBa  D 

HtllUVMM 

CMStMt 


blJ. 
J. 


T«ai 


te<  ty  fti  U  L  GfTMWNQt  ■*  Ita  Nidani 
Ftoe4  iBVMa  ItL 


D 


PATAIU  tl  THE  MSWf  D 


RATU 

b]  Actuarial 


iwi 


..-  D 


ftU 


NEKIOMi 


blJ 

T*< 


D 


»ii 

bIJ 

»__ 

TM 


D 


»_- 


OeunftBf  art  UcXliiil ftifMtl Cl»n4 

".  ocatv-^  arr^  «  mailing  »ddr«»  «bo»« 
iiwea  &*.vr»ij«  ifidicjted) 


OGCUpiftd  M 

loaMal 


On  Contwt!  axriKinj  prindpelly  of ,_ 

in  the  L-Kiotid  Bialdirg  Desait>»d  MxxM  Q: 
LocaJeJ  it , 


Loss  l*»y«e  (Contents) :_ 


iNesirr  tiA«*<(«)  amo  mmumo  AocmK*«(cm> 


Mtrtpfie  ilaM«t':  insert  nj'-ne(s)  ind  Mj.ling  A^Uress^cs^ 


Mcrtjiggt  pjiys  aew  end  rtnewil  Q    imtnt  only  □ 


Btse  F  lood  Uevttioa  from  FIRM 

first  FIccf  E't.j'ic-  -  Cerlfy  -. 

DifV  Plus  (-»-)  Of  Minus  (-)  To  Neaiesl  Foot     - 


Does  litsuted  Qualify  u  "StjII  Business 
li  SI 


YesQ        NoQ 
iie    Sifijle  2-4  Other 

Fam/lyQ;    FimilyD:     Residentiil  Di     Ali  Ou>et  Q 
li  T^iis  I  Vc!ei  or  Hclef  S!--;'ii.'e  wit.''  norrnal  occupancy  of  less  thir  ji«  (6!  Mo'i-s 

YesD        ^n 

Is  this  "New  Ccnsjructior  0;  SjOstjnSiji  Impfovetr^l"?      Yes  Q        '*«  D 

0*tt  New  Corstrucliofl  Of  Subslanliil  Improvement  started 

Is  structure  »i!hirir]  corporate  lir-iSs  orH  unincorpOfited  area  o/coanty. 


Mtsoory  watts-steb  Kwndation 

Mistii'y  wjlb  ot^?r  foundattoo 
An  ether  walls  tUb  foundation 
Afl  otie,'  wafh-olher  lourvlatkM 


Si 


Chock  only 
004  ixa 


Conttntj  Rated  »j: 


Residential 


AtOtiMr 


One  Story  —  Eiserient 
T«io  or  rrwe  Z'.oi'n  —  Biie-K.'- 
Spr.l  Level  — Base:-*-! 
Motxle  HoTK  on  Foi:-da!ic-! 


No  Basement  U 
No  Bise,Tf«nt  D 
No  Basement    D 


Ail  in  Basen-^r!  - 

All  00  n.'sJ  Floor  -•  \ 

All  00  First  Two  FloC'-s  -  - 

AJ!  90  First  FVjor  t  Eisomenl  — 

Ali  on  First  Tx  Floors  &  Bastmenl  - 

AH  above  First  Ftau  -  ■ 

AJI  m  Mob«le  Home  on  Fowdatkm 


D 
D 
D 

n 

D 
D 
D 


D 
D 
D 
D 
D 
D 
D 


fea  w  icytmejieer  1 


4  a 


•n»itneiatweatswtonrifc>itB<i<Ttlwfc<W. 
lK*nta<*il  aw;  t^sa  iMmM  Mf  kl|MktaHily 

C«4a,  tec  i«i 


TO  IE  COMPtE'EO  IT  NJ-U  SeRVICING  OfFICE 


ftSaVlCtfMl    CCMl>>k>0     MA<L<I    ANO    AJ    C>«t«t 


r 


rau*^  '  »  w» 


ru"f  o»i« 


AVTMOAIXCD  ««*HC«Ki*T»TlV« 


Hrj^  2  {£<*.  7-74; 


■<«M*Tiiiie  or  Meunui  en  aocht 


Ajent's  Tax  Nirnit*'  

A(ent  C«tifi«3  that  foDowmi  oftttrs  hav«  been  AscuSMd  wOh  iosind: 

1)  T1«(  loss  airwdy  in  progress «  date  o«  »()f6ctUfaa  b  mC  cownd; 

I)  Advantages  at  insunni  tiM  ttnfl*  timihr  dwcSnt  to  it  iMit  10^  m  DM 

re(>t«c«meiit  cost  o(  structure,  il  the  tirne  »  loo. 


MORTGAGEE'S  COPY 
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E 


aCRGENCY  FLOOD 
INSURANCE  PROGRAM 


APFlNDIX  c 


(2) 

tsmKi  Caei^aiai  Mtaars  if 
HatkMFtari  tasarvs  AsacnaBi 


Eae-.iwe}  FM  Issartac*  Prer» 

A,^^BaiNi  »ad  Decbrtflaas  Firs 

(F«  tts  tWj  Wtt  n»  Flu*  hsurwa  hfcy)  

!-3'T:e  iS  crcv-ded  only  (1)  aeainst  the  :*'.'  if  !loo<i  as  defined  ir.  the  poFicy  fc  whict',  thu  !:rr^  ,s  attadiod,  (2)  *ift  rK?»d  »0  t^M«  il«-TS  specifically  dcstnb*!  herwi  and 
tc.f  *h.cVa  jp«ifi:  arr>cjr,l  o(  msA'»  is  sho*T.  b«;.^,  an^  (S  for  the  policy  term  spwfied  bo.*,  and,  unlsss  otherwiW  fm\M,  »ll  conditions  end  provisicns  ol  this  (o'tn  and 
cJ  Uie  !>3i::>  !:  »!".icti  It  IS  attache'j  stjl' apply  »e;jr3teiy  to  eac*  item  oovtrw.  ,  .■   ■ 

irtiatiiii  fcrtktt:  This  Policy  does  net  covtr  ba  rtsultin|  f r,m  a  f^rx-i  c;  rr-uOii.da  oconwic*  already  ifl  pfogreij  on  th«  dite  »i  this  ipplic«l«fl.  It  is  t  coodilion  o(  Ihtj  insurtM* 

that  F'operti  is  not  in  violation  o(  arj  f«x4  r"^:'.  'l»w  or  0:ii.nanc«. 


PoScy  Na.  FL 

taaraf  >  Nam  »i  Uri^i  1j«*c 

;HL'mb#f.  S-  rrt.  C-7  »  re* 


RMWAL:  raa  WQ 


;  Sule,  rpCc^al 


L  Wkj  Tw  1  Yi«,  from 

Inception  fMo.  Day  YrJ     Expiration  (Mo.  Day  ¥tj  12«I  AM  iS'm^U'i  T,:-.e)  ^  local.or  of  the  property  in«lv«d,  and  thereafter  lof 
«  :<"*45.,e  oc'  -V  fe-msof  1  yea'  cov-ied  the  then  current  prermum  payable  by  ttie  Insured  (or  each  s.cc«ss-ve  [».,cy  Ic^m  is  pa-a  pnor  to  the  expiration  of  Iha  then  wrrwt 
•  BonSterni  and  If  not  to  paid  this  poiicy  shall  then  terr^irate;  pro/ided,  howevw,  with  rwped  to  any  r>.l8a8«  tsr  trujfee;  rar^d  beo*.  th  s  .-rturancajhaHcortmuein  lofM 
Wly  lo(  the'  benefit  of  sucn  mtrtpgee  ur  irjstee)  (or  20  days  after  wntter  r!o!«  to  the  iTiort«agee  lor  tr-stet;  ii  t»(.T„Bat«Jl  oi  this  po..cy,  ar.a  ihall  th«  ttnnmtt*. 


Community  / 

Property  in  Zone  A?     Yes  D     No  Q 

UOi 
NO. 

AMOUNT  OrOUUtANCC 

UTC 

^ 

DEJCPIIfTKW  AW)  LKUIWI  Of  MOPUTT  COYlRfO 

(Location  sarr.e  33  ra,ii.r£  jocifa  ax»e                          1 
unless  o(rierwist  maicateci 

i 

J_ 

rVn'piwrfil 

local  a!  at 

I 
CmH 

i 

1 

(V  ri'r"i<-"M  rrj'tif*!";  f '  -^riiii*  of 

ill  fh*  Fi^fk-w^  Rnii,^-i  C'ft^ntH  AtK>«*   n."  P* '■'>'»'"' i*  ..  . 

LossPiy««l(^lentsJ: 

Nete:  Til  I'ra^a  tw  M  Mc«  las  taaa  iibsl«2><  W 
At  OX  GtmuM  late  ike  MmM  Ftad 
bsnciAcL 

Teial 

$_ 

MtrtfitH  (S«i4«t|):  Insert  Name(s}  and  Mailing  Addreuie:). 


Moftpjee  pays  new  and  renewal 

□  ranewal  only  n 

Does  insured  ti'-i'''>'i  »5  "Small  Bu::ness"          Yes  Q       No  D 

l>«rucl.,efS;;»t,   D;    ^F.;;ilya;    ^^'^entiaJ  O     ^^  =^  □ 

Ij  this  »  Mote)  or  Hotel  Structure  wiih  lorTji  occupancy  J  less  than  six  (6)  rnonths: 

Y«n        NoD 

Uttus'-NewC-ihstructicnor  S^jtstsntial  I'^frcrtne.-if?      Yes  □       No  D 

Date  New  Ccnstrjction  or  Substantial  Imprc.-emenl  started       _ 

U  jtructdte  within  n  corporate  limits  or  Q  lihinarporated  area  o)  county. 

Masonry  walls  siab  loufdatioA 
Masonry  Wills  ot^(:r  fsundstioa 
M  other  »a  is  siat  (o„"dalion 
AC  other  wi':s  ether  foi-ndatior) 

Check  sn!y 
one  'K'l 

Contents  Rated  as 

Rssidertial 

Another 

All  in  Bawm^t 

Ail  on  R-^  Fioc: 

All  on  Hr^t  Two  Fxrs 

W!  on  Tirst  Toor  &  Bs~f. 

Ali  Of.  F.ra  Two  Fkiors  &  Bsr^ 

AJI  A'jcv*  Fh-d  Hoor 

Ail  ir  Mis,;.  K„:ne  on  Fcjrdstiofl 

L. 

D 
D 
D 

C 

a 

D 
D 

n 

D 
D 
D 

D 

OnaStory-Baserent                D       No  6*56,71901  D 
Two  Of  More  stcries-Dttomant    D       No  BiS«ment  □ 
SplH  Level-Baserneni                D        f*o  BasaTor.t  □ 
Mobile  Home  oe  Four, dsiioB          u 

TO  IE  coMPinEo  ir  N  f.u  SEsvicniC  crricE 


SKKVICINQ  COMi>AKT  NAMF  AND  AOOMKS* 


COUKTCnftlOMATUMr  DAT| 


AUTHOmZIO   RCPHilBMTfcTTVB 


DATf  or  Ar«  ICArtow 

la^rtsaLoaO  Da4ir  it  Vi.  Caii  be  IHI 


TM  ato»i  ^si-^it'c  -> 
Mtesiaaf  tu  ai;  tss( 


K   '.4  ^te  tl  an  urw^ip.  I 
■a;  ti  ^tskatta  t;  ke  ■ 


•IOr«AT,MlC  or  lN»lWf  b  OA  AOtMT 


A^r's  In  Number 


Aj<nl  Certifies  that  following  ratters  have  been  discuiwd  with  insured: 

1)  That  loss  already  in  projress  on  date  of  appiication  is  not  covered; 

Ti  Advantages  0'  msurinj  the  si'g'e  'sr-.i!/  d«f.    "s  '0  al  'asS  3C;^  of  the  rsplact-'Teot  cost  of  ti  uct.-:  at  tli«  t'fne  of  losj, 

NfiA  4  (Ed  7/4)  MORTGAGEE'S  COPY 
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Appendix  D 

(1)  Jfudjiittie  The  tarm  "mudslide"  shall 
b«  Interpreted  to  mean  mudflow.  a  condition 
where  there  Is  actueJIy  a  flow  of  mi;d  down  a 
•lope. 

The  occasion  for  the  amendment  of  the 
flood  policy  to  Include  mudslides  was  tlie 
devastating  mudflows  that  had  occurred  In  a 
number  of  Southern  California  communities 
In  1969  (notably  in  Glendore.  California, 
which  mudflow  catastrophe  was  graphically 
depicted  In  the  October.  1969  Issue  of  the 
*T4atlonal  Oeographlc"  magazine),  as  a  re- 
sult of  a  record  number  of  grass  and  brush 
fires  during  the  summer  of  1968.  followed  by 
record  rains  from  mid-January  until  eaxly 
March  the  next  year.  Homes  were  washed 
down  hills  or  inundated  by  what  were  liter- 
ally rivers  of  mud  coming  down  from  the 
hills.  Unfortunately,  the  press  and  other 
media  at  the  time  characterized  these  mud- 
flows  as  "mudslides."  a  term  more  identified, 
really,  with  landslides. 

Thus,  the  "mudslide"  peril  was  added  to 
flood  coverage  In  the  1969  Housing  Act.  But 
It  was  not  added  as  a  peril  completely  sepa- 
rate from  the  notion  of  flood;  rather,  it  wa->; 
considered   analogous   to,   and   essentially   a 
part    of.    the    floodln?    condition,    and    wa.s 
therefore,  added  by  the  Congress  as  a:i  addi- 
tional meaning   of   the   term   "flood"   itself. 
Consequently,  we  ha'.e  construed  the  Con- 
gressional Intent  In  the  light  of  the  context 
In  which  the  peril  was  added.  1  e..  as  a  result 
of  the  mudflow  losses  that  had  occurred  In 
Southern  California.  Blanket  coverage  for  a'.'. 
types  of  earth  movement  was  not  Intended 
to  be  covered,  and  no  coverage  is  provided 
for  improper  building  or  use  of  fill   where 
rainfall  alone  is  the  proximate  cause  of  loes. 
Mudflow,  on  the  other  hand,  tends  to  In- 
volve an  abnormal  condition  akin  to  f.oocl- 
tng.  where  there  would  usually  be  a  corablna- 
tlon  of  loss  of  grass  and  brush  cover,  followed 
by  a  period  of  unusually  heavy  or  sustained 
rain."!,  causing  the  loosened  soil  to  turn  to 
mud  and  to  begin  ltJ3  flow  down  the  hillside. 
Such  an  occurrence  is  clearly  the  more  for- 
tuitous kind  of  event  that  property  Insur- 
ance Is  normally  Intended  to  cover.  FIA  ha.'^ 
consistently   adhered   to   the   principle   that 
under  the  definition  of     flood"    (which  in- 
cludea  mudslides)    In  the  policy  there  Is  no 
mudslide  occurrence  unless  and  until  there 
exists  a  condition  of  inundation  by  mudslide 
In  the  are.i  In  which  the  Insured  property  is 
located    and    that    inundation    by    mud.sllde 
necessarily     Involves     a     mudMow     and     not 
merely  a  landslide  or  erosion,  whether  grad- 
ual or  sudden.  It  Li  with  these  concepts  in 
mind    that    the    Stand^ird    Flood    Insurance 
Policy  wa,--^  amended  on  July  1.  1974.  to  specl- 
flcaJIy  add  the  "mudflow"  concept  by  defining 
the  mudslide  peril  a.s  being  a  "flood,"  as  fol- 
lows   ".\  general  and  temporary  condition  of 
partial  or  complete  Intindatlon  of  normally 
dry  land  area.'i  from   •    •    •   3  Mud.slldes  (I.e.. 
mudflows)    which  are  proximately  caused  or 
precipitated   by   accumulations   of    water   on 
or  under  the  ground."  Loss  by  landslide  or 
any  other  earth  movement  is  still   excluded 
under  the  policy. 

In  recognition  of  the  need  for  a  restate- 
ment of  the  Congressional  Intent  underlying 
the  addition  of  the  mudslide  coverage  to  the 
policy,  the  United  States  Senate  in  Hs  Re- 
port on  the  Flood  Disaster  Protection  Act  of 
1973  affirmed  that  FIA  had  correctly  con- 
strued the  term  "ni'.idslide "  in  the  1969 
amendment  to  mean  "mudflow;  namely,  a 
condition  where  there  is  actually  a  river,  or 
flow,  of  liquid  mud'  down  a  hillside,  usually 
as  a  result  of  a  dual  condition  of  loss  of  Brush 
cover  and  subsequent  heavy  rains  '  and  that 
"Clearly,  the  committee  Intended  this  con- 
dition to  be  covered  when  tt  added  the  mud- 
Rllde  amendment  to  the  Act  In  1969."  The 
CoinmJfee  al.io  stressed,  at  pages   13  and  14 


of  the  Report,  that  FLA  would  be  expected  to 
pay  far  mudflow  losses  that  occur  unex- 
pected:y  while  a  landsUde  Is  in  progress,  so 
long  ao  the  mudflow  and  not  the  landslide  Is 
the  proximate  cause  of  the  damage.  See  Sen- 
ate Report  No.  93-583.  93rd  Congress.  1st 
Session   (November  29,  1973). 

(2)  Loss  in  progress.  Basically,  under  the 
Standard  Flood  Insurance  Policy,  buildings 
and  contents  are  Insured  against  all  direct 
los,s  by  flood.  If  a  loss  Is  In  progress  at  the 
time  of  the  Inception  of  coverage,  the  cover- 
age does  not  apply  to  such  loss. 

The  determination  aa  to  whether  a  loss 
shall  be  considered  to  have  been  In  progress 
at  the  Inception  of  the  contract  of  Insurance 
turns  on  the  test  of  when  the  damage  oc- 
curred; 

If  the  btilldlng  had  already  sustained  dam- 
age by  flood,  mudflow,  or  flood  related 
erosion  ("flow")  at  the  time  of  the  inception 
of  the  policy,  coverage  will  not  apply  for  that 
loss. 

If  the  building  had  not  been  damaged  at 
the  Inception  time,  even  though  the  flood 
may  already  have  entered  the  land  of  the 
owner  or  cau.sed  damage  to  the  land,  cover- 
a,-e  will  apply. 

If  the  building  had  already  sustained  dam- 
Rite  at  the  policy's  Inception  time,  then  sub- 
sequently, due  to  a  new  flood  occurence, 
sustained  additional  damage,  the  additional 
damage  occasioned  by  the  new  event  Is  a 
covered   loss. 

Dam;i?e  to  the  insured's  land,  or  damage  to 
his  neighbor's  land  or  buildings.  Is  Immate- 
ruii  Tlie  test  Is  concerned  with  the  time  of 
damage  to  the  insured's  building  or  contents 
In  relation  to  the  inception  time  of  the 
policy. 

(3)  Flood  related  erosion.  Under  the 
Standard  Flood  Insurance  Policy,  property 
damage  resulting  from  wave  action  along  a 
lake  or  other  body  of  water  would  be  con- 
sidered a  direct  loss  by  flood  If  the  proximate 
caui^  of  the  damage  were  a  general  and 
temporary  condition  of  partial  or  complete 
invmdatlon  of  normally  dry  land  areas  from 
the  overflow  of  Inland  or  tidal  waters  or 
the  unusual  rapid  accumulation  or  runoff  of 
surface  waters  from  any  source. 

When  a  sudden  snrge  or  force  of  nature, 
f.ich  as  a  severe  storm,  deluge,  or  hurricane, 
accelerates  the  normal  wave  action  or  other- 
wise causes  an  abnormally  rapid  and  severe 
Inundation  and/or  sudden  washing  away  of 
normally  dry  land  areas  by  water,  any  struc- 
tiu-al  property  damage  proximately  caused 
thereby  would  be  covered  under  the  flood 
Insurance  policy  However,  where  normal, 
continuous  wave  action,  accompanied  by 
ordinary  erosion  or  the  gradual  and  antici- 
pated wearing  away  of  the  land.  Is  the  proxi- 
mate cause  of  structural  property  damage, 
there  Is  no  coverage. 

The  Congress.  In  recognition  of  these  prin- 
ciples, codified  the  definition  of  covered  flood 
related  erosion.  In  J  108  of  the  Flood  Disaster 
Protection  Act  of  1973,  which  has  been  In- 
cluded In  the  Standard  Flood  Insurance 
Policy  as  follows:  "Definition  of  Tlood' — B. 
The  collapse  or  subsidence  of  land  along  the 
shore  of  a  lake  or  other  body  of  water  ex- 
ceeding the  cyclical  levels  which  result  In 
flooding  as  defined  in  A-1  above." 

'I'hMs  the  concept  of  flood  now  includes  a 
type  of  eroelon;  an  erosion  caused  by  high 
levels  of  vsrater  In  a  lake  or  other  body  of  wa- 
ter. The  fact  situation  for  coverage  to  apply 
does  not  require  stu-face  flooding,  nor  severe 
storm  conditions.  The  touchstone  for  cover- 
age Is  a  finding  of  waves  or  currents  of  water 
exceeding  anticipated  cyclical  levels.  This 
latter  phrase  admittedly  presents  certain 
technical  difficulties  In  Its  application;  how- 
ever, we  believe  that  the  compilation  and 
Interpretation  of  the  necessary  data  are  not 
beyond  the  ken  of  particular  experts  In  the 
field.  Ttie  Information  can  then  be  matched 
to  the  specific  claim  file,  and  If  relevant,  a 


showing  of  erixsion  or  r.jiderminmg  cansir-o' 
collapse  or  subsidence  with  resulting  proper- 
ty damage,  vrould  establish  a  prime  facie 
case. 

(4)  Seuer  and  d'ain  back-vp  coverage 
PTxst,  It  <8  clear  hat  the  program  does  not 
covw  drain  back-up  that  is  tinrelated  to  a 
general  condition  of  flooding  as  defined  in 
the  policy.  The  two  kinds  of  fl'Sodlng  (other 
than  mud.slide  and  ercxslon  i  defined  in  the 
policy,  of  course,  are  tidal,  lake,  or  stream 
overflow  and  surface  flooding. 

Drain  back-up  related  to  surface  flooding 
requires  an  actual  condition  of  surface  flood- 
ing In  the  community  or  area  where  the 
drain  back-up  occvu-s.  Example  Thus,  If  a 
sudden  heavy  rain  fllls  gutters  and  overloads 
sewer  systems  within  a  conimunlty.  causing 
considerable  damage  from  residential  drain - 
back-up,  but  there  Is  no  evidence  of  damage 
from  general  surface  flooding  within  the 
community  (such  as  that  caused  by  water 
entering  through  basement  windows)  then 
no  coverage  Is  provided  under  the  policy. 

On  the  other  hand,  if  there  has  obviously 
been  a  flash  flood  and  substantial  damage 
from  surface  runofT  Is  evident,  then  related 
sewer  back-up  losses  are  also  covered,  and 
there  Is  no  need  for  the  adjuster  to  separate 
out  damage  caused  by  drain  back-up  from 
that  caused,  for  exan;ple,  by  water  enteriiit; 
through  the  basement  windows,  as  long  as 
he  is  satisfied  that  the  damage  ha.s  not  re- 
sulted primarily  from  causes  on  the  Insured's 
own  property. 

Drain  back-up  directly  related  to  risln? 
waters  or  the  overflow  of  nattiral  bodies  of 
water  is  similarly  covered.  All  that  must  be 
shown  Is  that  the  drain  back-up  loss  was 
proximately  caused  by  rLsing  waters  In  an 
identifiable  body  of  water  that  is  at  or  above 
flood  stage.  "Flood  stage"  is  generally  defined 
as  the  stage  or  elevation  at  which  the  over- 
flow of  the  natural  banki;  of  a  stream  or  bodv 
of  water  begins,  in  the  reach  or  area  in  u-hich 
the  elevation  is  measured  (Emphasis 
supplied.) 

Example.  Thus,  If  the  Mississippi  River  is 
at  flood  stage  and  is  prevented  from  over- 
flowing its  banks  at  a  particular  location  by 
a  levee,  but  the  waters  back  up  into  a  nearby 
tributary,  flociding  adjacent  properties  either 
through  the  overflow  of  the  tributary  or  the 
back-up  of  water  Lnto  the  sewers  emptying 
Into  the  tributary,  then  all  of  the  resulting 
damage  would  be  covered  under  the  policy. 
sdnce  no  damage  would  have  occurred  but  for 
the  fact  that  the  Mississippi  River  was  at 
flood  stage. 

To  recapitulate,  it  is  proper  under  the  pol- 
icy to  pay  drain  back-up  losses  which,  like 
eroelon  losses  or  mudslide  losses  (both  of 
which  have  now  been  added  by  statute)  ,  are 
dlrectlv  and  proximately  caused  by  a  covered 
form  of  flooding.  It  makes  no  sense  to  denv 
coverage  for  the  relatively  minor  damage  to 
properties  caused  by  drain  back-up  at  loca- 
tions wliere  levees  have  been  built,  while  at 
the  same  time  paying  for  major  structun.l 
damage  to  properties  at  locations  w'nere  lev- 
ees have  not  been  btiilt.  when  both  tj-pes  of 
losses  are  caused  by  the  same  water  level  in 
the  same  stream 

(5)  Seepage  and  high  water  table  coverage. 
The  program  does  not  cover  losses  which  are 
causally  related  solely  to  high  water  tables  or 
seepage.  The  Standard  Flood  Instu-ance 
Policy  only  covers  losses  arising  out  of  a  gen- 
eral condition  of  flooding.  The  two  kinds  of 
fl(X>dlng  (other  than  mudsUde-s  and  erosion) 
deflned  In  the  Standard  Flood  Insurance 
Policy  are  surface  flooding,  tidal  lake  or 
stream  overflow.  For  damage  related  to  seep- 
age or  a  high  water  table  to  be  covered.  In  the 
case  of  surface  flooding,  the  eveitt  must  be 
proximately  caused  by  and  be  a  part  of  a 
natural  condition  of  surface  flooding  In  the 
community  or  area  where  the  seep>age  damage 
or  high  water  table  occurs.  Example  A.  Thus, 
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If  a  ~(^idden,  heavy  rain  Increase.s  the  water 
table  in  a  given  area  and  causes  seepage  of 
water,  resulting  in  considerable  damage,  but 
there  Is  no  evidence  of  damage  from  a  general 
surface  flooding  witWn  the  community  (such 
as  that  caused  by  water  entering  through 
basement  windows),  then  no  coverage  is  pro- 
vided under  the  policy.  On  the  other  hand. 
If  there  has  obviously  been  a  flash  flood  and 
substantial  damage  from  surface  water  run- 
off is  evident  in  the  community  or  area,  then, 
related  high  water  table  and  seepage  losses, 
so  long  as  they  are  part  of  the  same  flooding 
event  are  also  covered.  In  addition,  there  is 
no  need.  In  such  cases,  for  the  adjuster  to 
separate  out  damage  caused  by  seepage  from 
that  caused,  for  example,  by  water  entering 
the  basement  window  as  long  as  he  is  satis- 
fied that  the  damage  has  not  resulted  pri- 
marily from  causes  on  the  insured's  own 
property  and  that  there  was  a  general  con- 
dition of  flooding  in  the  community  or  area 
which  was  the  proximate  cause  of  the  loss. 

Seepage  and  high  water  table  damage  di- 
rectly related  to  rising  waters  or  the  overflow 
of  natural  bodies  of  water  is  Minilarly  c^'V- 
ered.  All  that  mtust  be  showTi  is  that  the  loss 
was  proximately  caused  by  rising  waters  In 
an  Identifiable  body  of  water  that  Is  at  or 
above  flood  stage.  'Flood  stage"  is  generally 
deflned  as  the  stage  or  elevation  at  which  the 
overflow  of  the  natural  banks  of  a  stream  or 
body  of  water  begins,  in  the  reach  or  area  in 
■chich  the  elevation  is  measured.  ( Empliasis 
supplied.) 

Example  B.  Tlius.  while  an  identifiable 
body  of  water  is  at  or  above  flood  stage  and  Is 


prevented  from  overflowing  its  banks  at  a 
particular  location  by  a  levoe.  but  the  waters 
(either  through  back-up  of  a  nearby  tribu- 
tary, or  the  creation  of  an  unusually  high 
water  table)  flixxl  adjacent  projjerties 
through  seep-ige  of  water  Into  buildings  In 
the  area,  then  all  of  tiie  resulting. damage 
would  be  covered  under  the  policy  since  no 
daniage  would  have  occiured  but  for  the  fact 
that  the  Mississippi  River,  for  example,  was 
at  flood  stage. 

To  recapitulate.  It  Is  proper  under  the 
policy  to  pay  seepage  and  high  water  table 
losses  which,  like  erosion  losses  or  mudslide 
loses  (both  of  which  have  now  been  added  by 
statute) .  are  directly  and  proximately  caused 
by  a  covered  form  oi  flcxxiing. 

(6)  Coverage  for  expenses  incurred  in  re- 
moving insured  contents  away  from  the  peril 
of  flood.  Insureds  who  take  the  precaution  of 
removing  Insured  contents  or  personalty 
away  from  the  i>erU  of  flood  are  to  be  com- 
pensated for  the  reasonable  expenses  of  re- 
moving the  contents  of  an  insured  structure 
from  the  path  of  a  flood  whloh  Is  of  such 
imminence  as  to  lead  a  person  of  conimon 
prudence  to  apprehend  damage  to  such  con- 
tents inasmuch  as  such  l(jss  or  expense  con- 
stitutes lose  proximately  resulting  from  flood 
under  the  Standard  Flood  Insurance  Policy 

St.\nd.\rd  Flood  iNsmANce  Poiict 
Amend.^tort  Endorsement 

Tills  amendatory  endorsement  becomes  a 
part  of  all  outstanding  policies  as  of  Febru- 
ary 23,  1977,  and  all  new  policies  Issued 
thereafter. 


It  is  hereby  agreed  and  understood  that  the 
Standard  Flood  Insurance  Policy  to  which 
thla  endorsement  Is  to  be  attached  1* 
amended  as  follows: 

I.  IrLiuring  agreement.  The  reference  to  30 
days  In  the  evening  paragraph  beginning 
"In  consideration  of  the  payment  of  pre- 
mium" Is  replaced  by  45  days. 

II.  Perils  excluded.  The  following  replaces 
Paragraph  G  In  this  section: 

G.  Caused  directly  or  Indirectly  by  neglect 
of  the  Insured  to  use  all  reasonable  means 
to  save  and  preserve  the  property  at  the  time 
of  and  after  an  occurrence  of  the  peril  In- 
sured against  by  this  policy;  but  subject  to 
the  terms  of  the  policy  including  the  limits 
of  liability,  the  Company  will  reimburse  the 
Insured  for  reasonable  expenses  necessarily 
incurred  by  him  In  complying  with  the  re- 
quirements of  this  paragraph,  including,  but 
not  limited  to.  reasonable  expenses  for  re- 
moval or  temporary  storage  (not  exceeding 
46  days ) .  or  both,  of  Insured  contents,  from 
the  described  premises  because  of  the  Im- 
minent danger  of  flood. 

III.  Deductibles.  The  following  replaces 
Paragraph  B: 

B  With  resjject  to  loss  to  contents  or 
debris  removal  covered  hereunder  or  ex- 
penses incurred  in  complying  with  Paragraph 
a  of  "Perils  Excluded."  the  Company  shall 
be  liable  for  only  the  amount  of  all  such  loss 
in  any  one  occurrence  which  Is  in  excess  of 
fa)  $200  or  (b)  a  percent  of  the  amount  of 
:  .s-e  to  the  contents,  whichever  la  the  greater. 
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SECURITIES   AND   EXCHANGE 
COMMISSION 

[  17  CFR  Parts  239.  270,  and  274  ] 

[Rel.  Nos,  33-5829;  IC-9782:  File  No    S7-697| 

INVESTMENT  COMPANY  REGISTRATION 
AND  REPORT  FORMS  AND  REPORTING 
REQUIREMENTS 

Revision  of  Forms,  Reports,  and 
Regulations 

AGENCY:  Securities  and  Exchange 
Commission. 

ACTION:  Proposed  rule  and  forms, 

SUMMARY  The  Commission  is  releas- 
mg.  for  pubHc  comment,  a  proposed  rule 
and  forms  intended  to  create  an  inte- 
grated registration  and  reporting  system 
designed  to  reduce  both  the  number  of 
forms  and  the  duplicative  information 
filed  by  management  investment  compa- 
nies Specifically,  the  Commission  is  pro- 
posing a  revised  notification  of  registra- 
tion under  the  Investment  Company  Act 
of  1940  '■•1940  Act"),  new  registration 
statement  forms  for  registration  of  open 
and  closed-end  investment  companies 
under  the  1940  Act  and  of  their  securi- 
ties under  the  Secunties  Act  of  1933 
I "1933  Act"',  a  revised  annual  report 
form  for  annual  reports  under  the  1940 
Act,  and  a  new  rule  under  the  1940  Act 
requiring  an  annual  update  of  the  1940 
Act  registration  statement. 

DATE:  Comments  must  be  received  on  or 
before  August  15.  1977. 

ADDRESS  Sond  comments  in  triplicate 
to  George  A.  FU7.simmons.  Secretary;  Se- 
curities and  Exchange  Commission. 
Washington,  DC.  20549 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Glen  Payne,  Sp>ecial  Counsel.  Division 
of  Investment  Management.  Securities 
and  Exchange  Commission.  Washing- 
ton, DC   20549    202-755-0230). 

SUPPLEMENTARY       INFORMATION 
The  Securities  and  Exchange  Commission 
today  publL'^hed  for  comment 

( 1 '  Proposed  Form  N-8A  17  CFR  274  - 
10>,  a  revision  of  the  present  form  for 
notification  of  registration  under  the  In- 
vestment Company  Act  of  1940  ri940 
Act")  115  use.  80a  et  seq  .  as  amended 
by  Pub  L.  No  91-547  (December  14. 
19701  )  ; 

'21  Proposed  Form  N-IR  (\1  CFR  21'..- 
101),  a  revision  of  the  present  form  used 
by  most  management  investment  compa- 
nies for  filing  annual  reports  under  Sec- 
tion 30  a'  of  the  1940  Act; 

(3  I  F>roposed  Forms  N-1  and  N-2  il7 
CFR  239  14-15 ' .  which  are  to  replace  ex- 
isting Forms  S-4  and  S-5  for  the  purpose 
of  registration  of  the  securities  of  man- 
agement investment  companies  <  other 
than  small  business  investment  compa- 
nies under  the  Securities  Act  of  1933 
'"1933  Act"'  15  use  77a  et  seq.  a.s 
amended  by  Pub  L.  No  94-29  iJune  4. 
19751  >  Forms  N-1  and  N-2  are  also  in- 
tended to  replace  Form  N-8B-1  •  17  CFR 
274  11).   the  present  registration  state- 


ment form  imder  the  1940  Act  for  most 
management  investment  companies. 

.4)  Proposed  rule  8b-16  <17  CFR  270.- 
8b-16)  under  the  Act  to  require  annual 
amendment  of  the  Form  .N-1  or  N-2  by 
those  management  investment  compa- 
nies that  file  Form  N-IR. 

This  release  contains  a  brief  synopsis 
of  certain  significant  aspects  of  these 
proposals. 

Background  and  Purpose 

The  Commission  is  proposing  for  com- 
ment an  integrated  registration  and  re- 
porting system  under  the  Investment 
Company  Act  of  1940  and  the  Securities 
Act  of  1933  for  management  investment 
companies.-  The  object  of  such  a  system 
is  to  reduce  significantly  the  number  of 
filings  made  with,  and  duplicative  infor- 
mation reported  to.  the  Commission 
while  at  the  same  time  improving  the 
availability  to  both  the  public  and  the 
Commission  of  material  information 
about  such  companies." 

Management  investment  companies 
currently  must  file  a  notification  of  regis- 
tration on  Form  N-8A  undeT  the  1940  Act 
•  17  CFR  274.101 .  a  registration  statement 
on  Form  N-8B-1  under  the  1940  Act,  and 
a  registration  statement  on  Form  S-4  1 17 
CFR  239.14)  (closed-end  companies)  or 
S-5  (17  CFR  239.15)  (open-end  com- 
panies) under  the  1933  Act,  Thereafter, 
they  must  file  quarterly  (Form  N-IQ) 
il7  CFR  274.106),  semi-annual  and  an- 
nual reports  la  two  part  Form  N-IR  with 
a  narrative  and  an  EDP  section  (17  cpR 
274.  101.  lOla-1,  and  lOla-2))  as  well 
as  proxy  material  and  sales  literature. 
In  addition,  open-end  companies  making 
a  continuous  offering  must  normally  up- 
date their  1933  Act  registration  state- 
ment annually. 

The  basic  reporting  requirements  for 
management  investment  companies  now 
have  three  areas  of  extensive  duplica- 
tion and  overlap.  First,  the  separate  reg- 
istration statement  forms  under  each  Act 
require  much  of  the  same  infoiTnation  in 
different  formats.  Second,  most  of  the 
information  required  in  a  notification  of 
registration  under  Section  8(a)  of  the 
1940  Act  (15  U.S.C.  80a-«(a))  (Form 
N-8A)  is  repeated  in  the  registration 
statement  required  under  Section  8(b) 
of  the  1940  Act  '15  U.S.C.  80a-8'(b) ) 
( Form  N-8B-1 1 .  Finally,  the  annual  up- 
date of  1933  Act  registration  statements 
filed  by  management  investment  com- 
panies making  a  continuous  ofTering  of 
their  shares  requires  disclosure  of  many 
of  the  same  items  of  information  re- 
quired by  the  annual  report  form  for 
management  companies  (Form  N-IR) 
under  the  1940  Act;  and  this  informa- 


•  The  Commls-slon's  proposals  set  forth 
herein,  other  than  revised  Form  N-6A,  are 
not  Intended  to  apply  to  small  business  in- 
vestment companies  licensed  as  such  by  the 
United  States  Small  Business  Administration. 

•  To  a  large  extent,  the  proposals  set  forth 
herein  result  from  recommendations  made 
by  the  SEC  Advisory  Committee  on  Invest- 
ment Companies  and  Investment  Advisers  to 
Improve  Reporting  and  Reduce  Paperwork 
(December  1972) 


tion  is.  for  the  most  part,  again  included 
in  the  computerized  EDP  Attachment  to 
Form  N-IR. 

The  integrated  registration  and  re- 
porting system  being  proposed  is  based 
on  the  use  of  a  unified  registration  state- 
ment form  (Form  N-1  for  open-end  com- 
panies and  Form  N-2  for  closed-end 
companies)  which  may  be  utilized  both 
to  register  securities  under  the  1933  Act 
and  to  meet  the  requirements  of  Section 
8(b)  for  filing  a  registration  statement 
under  the  1940  Act.  In  addition,  the  re- 
vised Form  N-8A  would  permit  invest- 
ment companies  filing  a  notification  of 
registration  simultaneously  with  the  fil- 
ing of  a  registration  statement  to  file  a 
short  form  notification  of  registration. 
The  unified  registration  statements 
would  be  required  to  be  updated  annually 
under  the  1940  Act  and  would  include 
much  of  the  information  currently  re- 
quired in  the  narrative  portion  of  the 
Form  N-IR.  Thus,  the  narrative  Form 
N-IR  can  be  eliminated,  and  the  new 
Form  N-IR  tan  become  a  totally  com- 
puterized form  analogous  to  the  current 
EDP  Attachment  to  Form  N-IR. 

Current  requirements  for  filing  quar- 
terly and  semi-annual  reports,  as  well 
as  proxy  material  and  sales  literature. 
would  not  be  affected  by  these  proposals. 
However,  the  Commission  is  interested  in 
receiving  public  comment  at  this  time 
on  whether  the  information  required  to 
be  filed  in  Form  N-IQ  should  continue 
to  be  filed  on  a  quarterly  basis,  how  the 
information  is  used  by  investors  or 
other  participants  in  the  securities  mar- 
kets, and  the  extent  and  nature  of  the 
burden  in  preparing  such  information. 

The  primarv  purpase  of  the  proposals 
is  to  establish  a  workable  structure  to 
avoid  unnecessary  paperwork  and  dupli- 
cative reporting.  Although  some  dis- 
closure items  have  been  deleted  and  a 
few  added,  generally  there  has  been  little 
change  in  the  substance  of  the  disclo.sure 
required.  Once  a  workable  structure  is  in 
place,  specific  disclosure  items  can  be 
evaluated  on  an  individual  basis.  The 
Commission  does  intend  that  the  re- 
visions proposed  will  encourage  freedom 
of  expression  and  format  on  the  part 
of  registrants.  In  many  cases,  significant 
disclosure  items  (but  not  examples  of 
"acceptable"  disclosure)  from  the  Guide- 
lines for  the  Preparation  of  Forms  S-4 
and  S-5  ("S-5  Guidelines")  (Rel.  No. 
IC-7220,37  FR  12790 1  and  the  Guidelines 
for  the  Preparation  of  Form  N-8B-1 
("N-8B-1  Guidelines")  (Rel.  No.  IC- 
7221.  37  FR  12790)  have  been  integrated 
into  the  forms.  In  this  connection,  it 
should  be  noted  that  if  the  proposed 
forms  are  adopted,  the  staff  may  recom- 
mend withdrawal  of  the  S-5  Guidelines 
and  the  N-8B-1  Guidelines,  particularly 
the  "acceptable"  disclosure  language.  If 
this  were  to  be  done,  the  staff  would 
probably  recommend  issuance  of  a  re- 
lease setting  forth  the  significant  inter- 
pretive positions  taken  in  the  Guidelines. 
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Integrated  Reporting  System  For  Man- 
agement Investment  Companies  Form 
N-8A 

The  proposed  Form  N-8A,  the  notifica- 
tion of  registration,  is  an  instructional 
form  which  is  structured  to  require  the 
registrant  to  furnish  only  that  informa- 
tion which  the  Commission  has  deter- 
mined necessary  or  appropriate  at  the 
time  of  initial  filing  under  the  1940  Act 
An  investment  company  filing  its  regis- 
tration statement  concurrently  with  its 
Form  N-8A  would  be  required  to  state 
in  the  proposed  revised  Form  N-8A  only 
its  name,  princif>al  business  address  and 
telephone  number,  and  to  indicate  that 
a  full  registration  statement  was  being 
filed  simultaneously.  Where  the  Form 
N-8A  is  filed  without  the  accompanying 
registration  statement,  the  proposed 
form  would  require  additional  limited  in- 
formation. The  informational  require- 
ments of  present  Form  N-8A  which  have 
been  deleted  have  been  included  in  tlie 
proposed  registration  statement  forms. 

A  new  instruction  (Instruction  6)  has 
been  added  to  the  Form  N-8A  to  put  reg- 
istrants on  notice  that  the  staff  may  take 
eiction  to  terminate  the  registration  of 
any  investment  company  which  does  not 
file  its  registration  statement  within 
90  days  of  the  filing  of  Form  N-8A  as 
required  by  Rule  8b-15  under  the  1940 
Act  (17  CFR  270.8b-15).  The  possible 
consequences  of  a  failure  to  file  a  regis- 
tration statement  include  a  proceeding 
to  revoke  or  suspend  the  registration  of 
a  registered  management  investment 
company  under  Section  8(e)  of  the  1940 
Act  (15  U.S.C.  80a-8(e))  or  deregistra- 
tion  of  the  company  tmder  Section  8(f) 
of  the  1940  Act  ( 15  U.S.C.  80a-8(f ) ) . 

Forms  N-1  and  N-2 

The  Ccanmission  is  proposing  two  re- 
vised registration  statement  forms :  ( 1 ) 
proposed  Form  N-1  to  be  used  by  open- 
end  management  investment  companies 
and  (2)  proposed  Form  N-2  to  be  used 
by  closed-end  management  investment 
companies.  These  forms  would  be  the  ve- 
hicles by  which  management  investment 
companies  could  (a>  register  securities 
under  the  1933  Act,  (b)  file  a  registra- 
tion statement  under  the  1940  Act  or 
(c)  accomplish  both  of  the  above 
objectives. 

As  with  existing  1933  Act  registration 
statement  forms,  proposed  Forms  N-1 
and  N-2  consist  of  two  parts.  Part  I  con- 
tains the  prospectus  wliich  requires  most 
of  the  items  of  information  currently  re- 
quired in  investment  company  prospec- 
tuses by  Forms  S-4  and  S~5,  respectively. 
Part  n  is  similar  to  Part  11  of  current 
Forms  S-4  and  S-5.  respectively  and  con- 
sists of  a  list  of  exhibits,  list  of  financial 
statements  and  other  information  cur- 
rently required  in  a  registration  state- 
ment filed  by  investment  companies  with 
the  Commission,  but  not  required  in  the 
prospectus.  In  addition,  there  are  sum- 
mary prospectus  instructions. 

With  the  exception  of  a  few  items  of 
additional  information  which  will  be  in- 
cluded in  a  registration  statement  filed 
only  imder  the  1933  Act.  all  manageanent 


investment  companies  filing  a  registra- 
tion statement  with  the  Commission  on 
proposed  Form  N-1  or  N-2  would  com- 
plete both  Part  I  and  Part  n  of  the  forms 
whether  they  are  filed  under  the  1933  or 
1940  Act.  or  both  of  these  Acts. 

Forms  N-1  and  N-2  have  been  de- 
signed to  give  registrants  some  freedom 
to  develop  their  own  disclosure  format. 
Notable  changes  are  the  elimination  of 
much  of  the  cover  page  disclosure  re- 
quired by  the  "S-5  Guidelines,"  the  impo- 
sition of  a  requirement  for  a  s\TiOpsis  of 
information  concerning  the  key  invest- 
ment poUcies,  operations  and  activities 
of  the  company-  and  relaxation  of  re- 
quirements for  the  placement  in  the 
prospectus  of  other  information.  In  ad- 
dition, a  number  of  the  undertakings  re- 
quired by  the  S-5  Guidelines  in  Part  11 
have  been  deleted,  and  the  summary 
prospectus  instructions  no  longer  require 
that  the  registration  statement  be  effec- 
tive prior  to  using  the  summary  pro- 
spectus. 

The  proposed  forms  include  items 
which  wo'jld  require  increased  dLsclosure 
about  investment  advisers  and  the  serv- 
ices they  provide  the  company  as  ad- 
visers and  otherwise.  .Although  this  would 
appear  to  require  considerable  more 
prospectus  disclosure  than  is  now  re- 
quired, it  would  actually  reflect  present 
practice.  The  public  is  also  alerted  that 
Items  In  the  registration  statement 
forms  relating  to  brokerage  (Item  7  in 
Form  N-1  and  Item  9  in  Form  N-2)  — 
which  as  presently  proposed  are  substan- 
tially similar  to  the  current  require- 
ments— may  be  changed  upon  adoption 
of  rules  under  Section  28' e)  of  the  Se- 
curities Exchange  Act  of  1934  (15  U.S.C. 
78bb(e)),  or  in  light  of  other  develop- 
ments in  this  area. 

Several  items  which  now  appear  in 
Form  N-8B-1  have  been  deleted  from 
the  combined  registration  statement 
forms.  It  does  not  appear  that  the  in- 
vesting public  needs  this  information  in 
order  to  make  an  informed  investment 
decision;  the  information  is,  however. 
u.sef ul  to  the  Commission  in  the  perform- 
ance of  its  regulatory  function  and  most 
of  it  IS  thus  included  in  the  proposed 
computerized  annual  report  form  for 
management  investment  companies 
(Form  N-IR). 

No  substantive  changes  have  been 
made  in  the  financial  statement  require- 
ments since  the  American  Institute  of 
Certified  Public  Accountants  presently  is 
revising  the  Investment  Company  Audit 
Guide.  This  part  of  the  forms  will  he  re- 
vised as  a  whole  when  the  Audit  Guide 
is  complete. 

There  are  also  numerous  rearrange- 
ments and  modifications  of  item^.  To  aid 
commentators  in  identifying  these 
changes,  a  chart  showing  the  origin  of 
each  item  in  the  proposed  forms  is  at- 
tached as  an  exhibit  to  this  release. 


'  Speclficany,  current  Items  6.  7.  20,  24.  and 
29  dealing  with  diversification  of  assets,  un- 
derwriting commitments,  employees  of  the 
Investment  company,  personnel  of  Invest- 
ment advisers,  and  states  where  securities  of 
the  company  may  be  sold, 


Proposed  Rule  8b-16 

The    proposed    integrated    system    is 
based  on  the  assumption  that  there  will 
be  annual  updating  of  1940  Act  registra- 
tion statements.  This  would  be  required 
by  proposed  Rule  8b-16  under  the  1940 
Act  which  would  provide  that  all  man- 
agement investment  companies  that  file 
Form  N-IR  must  update  their  Form  N-1 
or  N-2  filed  under  the  1940  Act  within 
90  days  of  the  end  of  their  fiscal  year. 
The  main  impact  of  this  proposal  v.ould 
t>e  on  closed-end  companies  since  they 
would  have  to  amend  their  registration 
statement  on  Form  N-2  on  an  annual 
basis.  Mo6t  open -end  companies  normal- 
ly update  their  registration  statements 
under  the  1933  Act  in  any  event  so  that 
there  should  be  no  additional  burden  en 
them.  They  would  simply  file  their  Form 
N-1  under  both  the  1933  and  the  1940 
Acts  on  an  annual  basis   These  required 
annual  amendments  would  permit  elimi- 
nation of  the  separate  narrative  annual 
reports  currently  required  to  be  filed  on 
Form  N-IR  and  would  provide  both  the 
staff  and   the  public  up-to-date  infor- 
mation about  all  open  and  closed -end 
management  investment  cwnpanies. 
The  proposed  rule  reads  as  follows- 
I270  8b-16   Amendments   to  registra- 
tion statjnents.  Every  registered  in\est- 
ment  company  which  is  required  to  file 
an  annual  report  on  the  Form  prescribed 
in  Rule  30a-2ia>   il7  CFR  270.30a-'J(a)  1 
shall  amend  the  registration  statement 
required  pursuant  to  section  8(b'  by  fil- 
ing,  not   more   than   90  days  after  the 
close  of  each  fiscal  year  ending  nn  or 
after  the  date  upon  which  such  regis- 
tration statement  was  filed,  the  approp- 
riate form  prescribed  for  such  amend- 
ments. 

Form  N-IR 

Form  N-IR  has  been  revised  to  develop 
a  computerized  reporting  format  that 
will  generate  tlie  stati.-^tical  and  regula- 
tory information  needed  by  the  staff  to 
fulfill  its  regulators-  responsibilities  un- 
der the  1940  Act  without  imposing  an 
-undue  burden  upon  the  investment  coni- 
pcmy  industry  by  requiring  the  filing  of 
unnecessary  or  duplicative  information. 
To  aid  persons  commenting  on  the  pro- 
posed form,  a  chart  is  attached  showing 
the  origin  of  each  item  in  the  revised 
form. 

In  essence,  the  present  EDP  attach- 
ment is  proposed  to  be  substituted  for 
the  current  form.  The  narrative  report- 
ing section  of  the  present  form  has  been 
eliminated  and  some  of  the  information 
which  presently  appears  in  the  narrative 
section  of  Form  N-IR  which  could  not 
easily  be  placed  in  computerized  format 
will  be  required  in  registration  state- 
ments en  Form  N-1  or  N-2.  Narrative 
answers  to  revised  Form  N-IR  items  are 
to  be  made  only  as  exhibits  in  circum- 
stances m  which  the  answer  to  the  com- 
puterized Item  indicates  a  possible  regu- 
lator>'  problem  or  a  situation  that  needs 
more  explanation. 

One  set  of  audited  financial  state- 
ments of  a  registrant,  filed  with  the  reg- 
istration    statements     or     amendments 
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thereto,  would  satisfy  the  requirements 
of  Forms  N-1  and  N-2  and  the  require- 
ments of  revised  Form  N-IR.  In  respond- 
mg  to  items  in  the  N-IR,  registrants 
would  be  free  to  incorporate  by  reference 
any  information  contained  in  the  regis- 
tration statements. 

Revised  Form  N-IR  ls  a  blank  to  be 
filled  in  by  the  registrant  similar  to  the 
current  EDP  Attachment  and  consists 
of  one  part  filed  by  all  management  in- 
vestment companies  A  separate  instruc- 
tion book  will  be  supplied  with  the  form. 
As  proposed,  the  revised  form  substan- 
tially eliminates  the  current  public-non- 
public  format  of  Form  N-IR  Only  the 
information  required  by  Item  69  of  re- 
vised Form  N-IR  concerning  identifica- 
tion of  the  ten  dealers  selling  the  largest 
rumber  of  shares  of  a  registrant  could 
be  withheld  as  being  nonpublic  under 
Rule  45a-l  *17  CFR  270  45a-n .  The 
Commission  believes  that  this  approach 
is  consistent  with  the  recent  amendments 
of  the  Freedom  of  Information  Act.  as 
reflected  in  the  Commission's  Rules  on 
Information  and  Requests  QT  CFR  Sub- 
part D,  200.80V* 

As  part  of  its  revision  of  Form  N-IR. 
the  Commission  is  proposing  that  Rule 
30a-l  1 17  CFR  270  30a-l*  under  the  1940 
Act  be  amended  to  reduce  the  filing 
deadline  for  Form  N-IR  from  the  pres- 
ent 120  days  after  the  close  of  the  fiscal 
year  to  90  days  after  the  close  of  the 
fiscal  year  '  Investment  Company  Act  Re- 
lease No,  9783'  -  A  reduction  in  the  filing 
deadline  will  enable  the  staff  to  utilize 
the  information  furnished  in  Form  N-IR 
In  reviewing  the  annual  amendments  to 
the  registration  statement  to  be  filed  by 
management  investment  companies. 
Under  the  current  system,  annual  re- 
ports for  most  open-end  companies  are 
filed  after  clearance  of  post-efTective 
amendments  and  thus  cannot  be  used 
by  the  staff  in  their  examination  of  the 
regkstration  statement  or  amendments 
thereto. 

Costs  and  Benefits 

The  proposed  forms  released  for  public 
comment  at  this  time  constitute  the 
cornerstone  of  an  integrated  filing  sys- 
tem for  management  investment  com- 
panies. Although  implementation  of  an 
integrated  investment  company  report- 
ing system  will  initially  result  in  addi- 
tional costs  to  both  the  Commi-s^ion  and 


'Paragraph  (b)(3)(t)  of  5  200.80  provides 
in  part  that  the  Commission  may  withhold 
as  nonpublic  information  contained  in  any 
report  filed  with  the  Commission  which  Is 
entitled  to  confidential  treatment  by  opera- 
tion of  the  provisions  of  Rule  45a-l  under 
the  1940  Act.  Rule  45a-l  provides  for  con- 
fidential treatment  of  the  names  and  ad- 
dresses of  dealers  to  or  through  whom  prin- 
cipal underwTlters  of  registered  Investment 
companies  are  currently  offering  securities 
which  are  required  to  be  furnished  with 
periodic  reports  filed  pursuant  to  Section 
30(a)  of  the  1940  Act.  Instructions  to  revised 
Form  N-lR  state  that  the  Information  re- 
quired by  Item  69  wUl  be  nonpublic.  How- 
ever, the  staff  Is  considering  whether  It 
should  recommend  the  repeal  of  Rtile  45a-l, 
and  comments  are  Invited  on  this   matter 


the  investment  company  industry,  the 
Commission  believes  that  the  benefits  of 
such  a  system  to  the  Commission,  the 
industry  and  the  investor  will  in  the  long 
run  far  exceed  those  additional  costs. 
However,  the  Commission  is  seeking  com- 
ment on  this  point,  particularly  on  the 
costs  to  those  companies  affected. 

FYom  the  viewpoint  of  the  Commis- 
sion, adoption  of  an  integrated  system 
will  significantly  reduce  the  paperwork 
which  must  be  reviewed  and  processed. 

Adoption  of  an  integrated  system 
should  also  benefit  the  investment  com- 
pany industry.  Once  the  industry  be- 
comes accustomed  to  operating^  under 
the  integrated  system,  the  costs  of  pre- 
paring the  forms  and  reports  required  to 
be  filed  should  be  significantly  reduced. 
While  investment  companies  will  be  re- 
quired under  the  proposed  Integrated 
reporting  system  to  update  annually 
their  registration  statements,  this  re- 
quirement should  impose  little  added 
burden  on  most  open-end  companies, 
and  the  additional  requirements  imposed 
on  closed-end  companies  shotild  prove 
minimal  since  they  will  only  have  to 
report  in  the  annual  amendment  changes 
whicli  have  occurred  in  their  operations. 
The  industry  also  should  benefit  from 
having  to  submit  only  one  form  of  an- 
nual report  (a  computerized  document) 
rather  than  the  current  narrative  Form 
N-IR  and  computerized  EDP  Attach- 
ment. 

.■Adoption  of  the  proposed  integrated 
investment  com[)any  reporting  should 
also  benefit  the  investing  public  my  im- 
proving the  quality  and  readability  of 
information  disclosed.  Requiring  all 
management  investment  companies  to 
uixlate  annually  their  registration  state- 
ment's will  help  a-ssure  that  accurate,  up- 
to-date  information  is  available  to  the 
mvestmg  public  Moreover,  we  believe 
that  the  substantive  changes  proposed  to 
be  made  m  investment  company  pro- 
spectuses will  improve  their  utility  to 
investors.  Elimination  of  excess  verbi- 
age and  "legalese"  from  investment 
comapny  praspectuses  together  with  re- 
quiring a  synopsis  in  the  forepart  of 
the  prospectus  should  make  the  pro- 
spectus a  more  useful  document  to 
investors. 

Prior  to  implementation  of  the  pro- 
posals contained  herein,  the  Commission 
may  propose  other  amendments  to  the 
registration  statement  forms  and  an- 
nual report  form  currently  in  use  by 
registered  management  investment  com- 
panies. It  is  anticipated  that  any  such 
amendments  which  are  adopted  will  be 
incorporated  into  the  proposed  Forms 
N-1,  N-2  or  revised  Form  N-IR,  which- 
eve"r  is  applicable. 

In  consideration  of  the  above,  it  is 
proposed  to  amend  and  revise  the  follow- 
ing sections  of  Chapter  n.  Title  17  of 
the  Code  of  Federal  Regulations,  imder 
the  Investment  Company  Act  of  1940: 

(A>  §  274.10.  Revised  Form  N-8A,  for 
notification  of  registration. 

'By  amending  (\)  the  facing  sheet  of 
Form  N-8A;  (2)  revising  and  renumber- 
ing general  instructions  1  through  4  and 


adding  new  general  instructioris  3  and  6 
to  Form  N-8A;  (3)  revising  and  renum- 
bering items,  1^  2.  3,  4,  5.  6.  7.  8.  11  and 
13  to  Form  N-8A;  (4)  deleting  items  9, 
10  and  12  of  Form  N-8A ;  >  5  >  adding  new 
items  9.  10  and  11  to  Form  N-8A:  and 
(6)  revising  the  signature  page.  The  text 
of  the  proposed  form  is  attached,  i 

(B)  §  274.11.  Form  N-1,  registration 
statement  of  open-end  management  in- 
vestment companies 

Form  N-1  shall  be  used  as  the  registra- 
tion statement  to  be  filed  pursuant  to 
Section  8(b)  of  the  Investment  Company 
Act  of  1940,  by  open-end  management  in- 
vestment companies  other  than  com- 
panies which  issue  periodic  payment 
plan  certificates  or  which  are  sponsors 
or  depositors  of  companies  issuing  such 
certificates.  This  form  also  shall  be  used 
for  the  registration  statement  under  the 
Securities  Act  of  1933  by  open-end  man- 
agement  investment   companies. 

(c)  %274.11a-l.  Form  N-2,  registra- 
tion statement  of  closed-end  manage- 
ment investment  companies. 

This  form  shall  be  used  as  the  regis- 
tration statement  to  be  filed,  pursuant 
to  Section  8*bi  of  the  Investment  Com- 
pany Act  of  1940.  by  closed-end  manage- 
ment investment  companies  other  than 
companies  which  issue  periodic  payment 
plan  certificates  or  which  are  sponsors 
or  depositors  of  companies  issuing  such 
certificates.  This  form  also  shall  be  used 
for  the  registration  statement  under  the 
Securities  Act  of  1933  by  closed-end 
management  investment  companies. 

(It  is  proposed  that  5  274.11  Form  N- 
8B-1,  be- rescinded  The  text  of  proposed 
Forms  N-1  and  N-2  is  attax^iied  ) 

(D)  §  274.101.  Form  N-IR.  revised  an- 
nual report  of  registered  management 
investment  companies  under  the  Invest- 
ment Company  Act  of  1940  and  the 
Securities  Exchange  Act  of  1934. 

[By  amending  (li  the  facing  sheet  of 
Form  N-IR;  (2»  deleting  all  general  in- 
structions to  Form  N-lR:  f3>  deleting 
Items  1.01  through  1.33  of  Form  N-IR 
and  the  instructions  thereto;  deleting 
Part  II  of  Form  N-IR.  including  the 
deletion  of  items  2  01  through  2  32  and 
the  instructions  thereto;  '4>  deleting  the 
EDP  Attachment  for  Form  N-IR  of  reg- 
istered open-end  'management  invest- 
ment companies;  (5)  deleting  the  EDP 
Attachment  for  Form  N-IR  of  registered 
close-end  management  investment  com- 
panies; (6)  adding  EDP  items  1  through 

68  oo  Form  N-IR;  (7)  adding  EDP  item 

69  (which  will  receive  confidential  treat- 
ment) to  Form  N-lR;   (8>  adding  items 

70  through  72  to  Form  N-IR;  and  iQ) 
removing  all  instructions  to  the  items 
of  Form  N-IR  and  enclosing  new  in- 
structions in  a  separate  instruction  book. 

It  is  proposed  tliat  the  narrative  pub- 
lic and  non-public  N-IP.  form.s.  includ- 
ing EDP  attachments,  be  rescmded  The 
text  of  the  proposed  revised  F^^rm  N-IR 
and  the  proposed  instruction  booklet  are 
attached.] 


Further,  in  consideration  of  the  pro- 
posals contained  herein,  it  is  proposed  to 
ar,-.end  and  revise  trie  follo-Aing  sections 
vt  Chapter  II,  TiUe  17  of  the  Code  cf 
Federal  Regulations  under  the  Securities 
Act  of  1933; 

uA.  §  239.14.  Form  N~2  jor  c7osed-tid 
management  investment  companies  reg- 
istered en  Form  N-S.A. 

Form  N-2  shall  be  used  for  registra- 
tion under  the  Securities  Act  of  1933 
of  secu'-ities  of  all  closed-end  manage- 
ment investment  companies  registered 
under  tlie  Investment  Company  Act  of 
1940  on  Form  N-8A  (§274.10  of  this 
chapter).  This  form  is  also  to  be  used 
for  the  registration  statement  of  such 
companies  pursuant  to  Section  8'b'  of 
the  Investment  Companv  Act  of  1940 
(§274.11a-l  of  this  chapter  i  T1^.l-=  form 
is  not  applicable  for  small  business  in- 
vestment compames  which  register  pur- 
suant to  5  239.24  and  ?  274,5  of  this 
chapter. 

(B»  f  239.15.  Form  N-1  tor  open-end 
management  investment  companies  reg- 
istered on  Form  N-SA. 

Form  N-1  shall  be  used  for  the  regis- 
,  tration  under  the  Securities  Act  of  1933 
of  securities  of  all  cpen-end  manage- 
ment investment  companies  registered 
under  the  Investment  Company  Act  of 
1940  on  Form  N-8A  (§274  10  of  this 
chapter).  Th:s  form  is  also  to  be  used 
for  the  registration  statement  of  such 
companies  pursuant  to  Section  8'b'  of 
the  Investment  Company  Act  of  1940 
(§274.11  of  this  chapter;.  This  form,  is 


net  applicable  for  small  business  invest- 
m.ent  companies  which  register  pursuant 
to  §  23S  24  and  §  274  5  of  tliLs  chapter. 
'  It  is  proposed  that  }-\)nns  S-4  and 
S-5  be  rescinded.  The  text  of  proposed 
Forms  N-1  and  N-2  are  attached.! 

Statutory  Basis 

The  proposed  forms  N-8A,  N-!,  N-2 
and  N-IR  and  rule  8b- 16  would  be  pro- 
mulgated pursuant  to  the  provisions  of 
Sections  7  and  10  of  the  Securities  Act 
of  1933  ■  15  U  S  C,  77g  and  77j  •  and  Sec- 
tions 8  aiid  30  of  the  Investment  Com- 
pany Act  of  1940  (15  use.  80a-8,  80a- 
29' 

All  interested  persons  are  invited  to 
submit  their  written  views  and  com- 
ments on  the  foregoing  areas  and  on  any 
other  issues  which  might  affect  the  u.se 
of  revised  Forms  N-5A  and  N-IR  or  pro- 
posed Forms  N-1  and  N-2  These  com- 
ments should  be  sent,  m  triplicate,  to 
George  A  Fitzsimmons.  Secretary,  Se- 
curities and  Exchange  Commis.<ion, 
Washmgton.  DC,  20549,  on  or  before  .Au- 
gust 15.  1977,  Such  rommuincations 
should  refer  to  File  No  57-697  and  will 
be  available  for  public  inspection  at  the 
Commission's  Public  Reference  Room. 
Room  6101,  1100  L  Street,  NW,,  Wash- 
ington, D  C 


By  the  Commission, 
George  A 


May  31.  1977. 


Fitzsimmons, 
Secretary. 


(E)    §  274.101a-l 
would  be  deleted. 


and      §274.1013-2 
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Quarterly  scneduie  of  portfolio  aecurities  trarsact  !:>r,=   wr.irr,   wwe  ret    settled  within   10 
business  days  after   the  specified   settlement   dates; 


ITEM  30.      Portfolio  Trading   Practices: 
a.      State  whether    recistrart   erraaoed   in   any  of  the   followino  typts  of 

transact  lors  durinq   trie   fiscal    year: 

Marair.  purcriases ■•■er.  or  no) 

Short    seiliPk^ ' yes  or  rxj) 

3.  Joint   trading — yes  or  no) 

4.  C^ion   trading — ,  yes  or  no) 

5.  Cptior  writing :yes  or  no) 

6.  Borrowing  of  money 1  yes  or  no) 

Loaning  of   portfolio   securities ;  yes  or  no) 

Purchasinq  connodity   futures (yes  <x  no) 

9.      R?ptirchase  aqreenefits (yes  or  no) 

10.      Currency  exchange  transactions 'yes  or  no) 

State  vrfiether   the   transact  lor.? ,    if   any,    reported    ui   answer   to 

subsectior,  a.   i<ere  permitted  oy   re<gistra".t 's  policies  as   rec.ted 

in   Its  registration  statetnents  eind  report?   iAed  under   tr^e  Act <yes  or  no) 


Portfol  ic  Transactions  Not   Settled  Dv  Specif  lec!  SettTiroent   Dates; 


Piscal 

Quarter 
Ended: 

Montft  i 
Year 

(e^2^  6-76)  l(DDllars) 


"J     ~  ~  lUnsettlai   portTciio   transactions   ae  or>r3  of  quarter 

i  I  J  Age  by  business  days  unsettled; 

tTotal  Transactions  ] 
aurii>g  Quarter 


(No. 
Trans. 


Purchases: 
ist 


Sid 


3rd; 

4th. 


ill  but  less  than  20^20  but  less  than  30 
(No.  I" 


Sales: 
1st 
M 


3rcr 


Stock 

Splits  i 

StocK 

Dividends: 

lEt 

2ra" 


3?T- 

4iB^ 


(Dollars) 


(Trans. ); (Dollars) 


(Ho. 
Trans.) 


30  or  Bore 


(Dollars) 


(Mo. 
Ttans.) 
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ITEM  32.     "Restricted  Securities": 

I 

a.     Owned  at  end  of  fiscal  year: 

Name  of  Issuer   arri 
Title  of  Security 

Qass 

of 

Sec. 

CUSIP 
Nuniier 

(A) 

Date 

Purchaser 
Mo.   Day  Yr. 
(e.g.,   &-18-70) 
(B) 

Nnher  of 
Shares  or 
Princi(>al 
Amount 
Purchased 
(C) 

•ftjtal 

t^jrc^iaae 
Price 
i.    _       (D) 

Value  at 
Ehd  of 

Fiscal 
Year 

(E) 

:s 

$ 

1 

1 

t 

! 

1                                    ■                                1 

!                   ■  1                   1 

i 

T 

I                     : 

i                                                i 

1                                1                            1 

Ttotal 
Percent  of  Total  Net  Assets 

S 

% 

b.     Sold  during  fiscal  yeeir; 

Name  of  Issuer  and 
Title  of  Security 

Class 

of 

Sec. 

CJSIP 
Maaher 
W 

Oate  Sold    [Ninber  of     | 
Ho.   Day  Yr.Sr.ares  gc      j      Total 
(e.g.,            Principal            Sale 
6-18-7C;      Amount  Soldi      Pr  loe 

(B)                        (C)      1             (D)         i 

■Qate 
K.a.'^j^er   p-^  r  cnased 
of           *.    :,dy  Yr. 
Sdle       e.g.,    (&-18-70) 
(E)                   (F) 

lotal 
Price  at 

TiSK  of 

Purc.heise 

(G) 

t" 

$ 

s 

t 

1 

' 

1 

j                    i 

i 

1 . 

1 

; 

■ . 1 1 

FED€»AL  REGISTEt,   VOL    42,    NO.    1!  1— THUISDAY,   JUNE   9,    1977 


.'yTMi 


PROPOSED   RULES 


-17- 


ITEM  32.     "Restricted  Securities": 

c.     Determined  during 
fiscal  year  no  longer 
to  be  restricted: 

Name  of  Issuer  and 
Type  of  Security 

Qass 

of 

Sec. 

OJSIP 
Hjnter 
JA) 

3ate 

!>urchased 
to.  Day  Yr. 
(e.g., 
&-18-70) 
(B) 

HmtXT  of 
Shares  or 
Principal 
Amount  so 
Determined 
(C) 

Itotal 
Purchase 
Price 
(D) 

Value  at 
Ehd  of 
Fiscal 
Year 
(E) 

Date  Opinion 
Reached  that 
Restricted 
Security  is 
No  Longer 
itstricted 
Mo.  Day  Yr. 
(e.g.,   6-18-70) 
(F) 

\ 

$ 

$ 

1 

r 

-18: 

ftEM  J5.     Portfolio  transactlons~By  Registrant  with  Brokers  ana  Dealers  Acting  as 
Principals: 

Amount  of  portfolio  transactions  (includina  Governnent  securities)  by  registrant  with 
brokers  or  dealers  naired   in  Items  34  ana  69  acting  as  principals  ana  with  other  Drokers 

or_dealers_a(non2  the  ten  whicn  engaged  as  principals  in_the_ largest  amounts: 

*    ^  ' Pr  ihclpai  TransactTon's 

IRS  bnpl.                   Purchase's^'       'Sales     '' 
Idcnt.  or                        by                    by 
Soc.   Sec.  \to.         Registrant     Registrant           ItJtal 
(A)  (B) (C)       1 _(DJ_ 


Name  of  Broker  or  Dealer 


ITEM 
a. 

b. 


'54.     Brokerage  Cormissions  Paid  on  Portfolio  fr'ansactlons  ol  Hegis'trant: 

Tbtal  DTokerage  oomiissions  paid  oy  registrant $_ 

Ten  brokers  which  received  the  greatest  amount  of  brokerage  conmissions  oy  virtue  of 
direct  or   indirect  participation   in  registrant's  portfolio  transactions,   set  forth 

in  order  of  size  based  on  net  cormissions  received:  

Gross  Com- 


Nama  of  Broker 


IBS  EJi^sl. 
Ident.  or 
Soc.  Sec  No. 
(A) 


Received 

missions  Re- 1  from  Other 
ceived  from     Brokers  or 


Registrant 
(B) 


Dealers 
(C) 


Paid  to 
Other 
&-okers  or 
Dealers 
(D) 


Net 

Gomnissions 
Receivea 
(E) 
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ITLM  69.     Ten  Dealers  Selling  Largest  Dollar  Aincxints  of  Registrant's  Shares:                                                                          | 

Name  of  Dealer 

Social 
Security 
or   IRS  E^pl. 
Ident.  No. 

'Al 

Registrant's 
Shares  Sold 

(dollar 
aniojnt) 

(B) 

Gross 

Comissions 
Received   from 
Registrant 
(C) 

Received  froB 
Other  Brokers 
or  Dealers 
(D) 

Paid  to  Other 
Brokers  or 
Dealers 
(E) 

Net 

Cctmiissions 
Received 
(F) 

!$ 

S 

S 

$ 

s 

( 

\ 

: 

■ 

1 



Note:     Pursuant  to  i<..-j   ■;    r-.   ;      jroer  the  Act,   the   information  required  by  this  itea 

shall  be  filed   in  quadruplicate  with  the  Ccranission  by  enclosing  it  in  a  separate 
envelope  marked  "Confidential  Treatment'  and  addressed  to  the  Chairman,  Securi- 
ties and  Exchange  Camiission,  Washington,   D.   C.   20549.     Ttiis  item  has  been  placed 
on  a  separate  page  so  that  it  may  be  detached   frooi  the  form  and   filed  as  re<|uired 
by  the  rule.     Reqistrart '  .t  r-.jne   ini  pr;rx-:p>3_i  Dasiries^;  addrpss  xtst  be  furnished 
in  the  space  provided  oelow. 


Name: 


AiJd:ess; 


-30- 

fnx  "J.     Direct  or  Indire 
Principal  Underw 

ct  Interest 
riter  Had  du 
ent  Adviser 

se  separate 

which  Certain  Affiliated  Persons  ot  Registrant's 
ring  the  Fiscal  Year   in: 

a.     Registrant's  Investra 
(If  more  Ihan  one,   u 

IRS  Employer     ' 
Identification 
No.  or  Social 

If  security  holder, i 

indicate  class  and  i  If  partner, 

if  voting  security:  check: 

sheets.)                                             Security  No. 

Holder  of  [Holder  of  Holder  off 
more  than| 25%  or       1  1  of  4        ' 
25%  of         less  of     1  largest      | 
any  class  any  classj  Interests  jOther 

(Nine  of  Adviser)                             | 
(1)                                                                    ' 

Mdne  of  Affiliated  Person  Relation- 
(Last)    (First)    (Middle)       ship  Symbol 

(A) 

(B)                 (C) 

(D)        1 

1                 .    . 

! 

' 

1 

1 

1 

1    .        

I 

1 

1 

I 

1 

1 

1 

1 

1 

■ 

1 

; 

1 

1 

1 

t 

b.     Registrant's 

Principal  Underwriter 

1 

t 

( 

(Name  of  Underwriter) 
(1) 

4aae  of  Affiliated  Person  Relation- 

(Ldst)    (First)    (Middle)       ship  Symbol 

(                                                                                                         1 

I 

1 

1 

1 

[- —     -  -  -            : 

1 

; 

1 

_- , t —  —  ■ 

1 — 

1 

' 

1 

.    1 

i 

1 

j 

i- — — — — ■ ^: — r- r^ —  r;-.;: — -v-:-T- 

. 
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PROPOSED   RULES 


RECONCILIATION  AND  TIE-IN  REFERfMCE  SHEET 
PROPOSED  FORM  N-1  AND  FORM  ti^ 


PROPOSED  FILING 
REQUIPE>gyr 


ORIGIN  OF  TOE   ITEM 


REVISICN'S  AND  DELETIONS       COWgNTS 


FORM  N-1  and  Form  N-2 


Pacinq   ST.ce': 


Current  Requirement  of 
Fonn  S-5 


T^e  Facing  Sheet  will 
identify  the  statute 
iiider  which  the  filing 
is  being  made. 


The  Facing  Sheet  will 
continue  to  be  a  filing 
requirement   identifying 
the  Registrant,    its 
addiess  and  telephone 
nunber  and  the  statute 
under  which  the  filing 
is  beir>g  made.     If 
filed  pui  suant  to  the 
Securities  Act  of  1933, 
the  Registrant  will  also 
identify  the  proposed 
offering  price  and  the 
registration  fee. 


POPM  »-l  and  Form  N-2 
General   Instructions 

No  f  .1  .-Hi 


See  Forms  S-4/S-5 
Guidelines  (33-5259); 
the  CcximtssLon's  State- 
ment of  Policy  Relat- 
ing to  Investjnent 
Ccnpany  Sciles  Litera- 
ture; and  Release  33- 
5359  -  "Use  of  Sales 
Literature   m  Invest- 
nsent  C-x:pary  ?rosfc<:^ 
tuses." 


Substantial  additions        Attention   is  directed 
have  been  made  to  clar-     to  General  Instruction 
ify  the  uses  of  the  Form  G.4  of  both  pioposed 


and  to  assist  in  the 
preparation  thereof. 


Forms  -  "Instructions 
for  Charts,  Graphs,  Tables 
and  Sales  Literature" 
which  sets  forth  the  con- 
ditions under  which  sales 
literature  may  be  used 
in  the  prospectus. 
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PROPo??x.  r::,;>r. 


ORIGIN  OF  TOE 


REVISIONS  AND  DELETIONS       COWEWIS 


Fc  r  T 


1  tt5Tl     1  .         ^.^■'^t 

pji^e    'Prospectus 
onl  r  I 


Itt5r   ;.      Cciv»?r 
Piiqe    (Prospectus 


orJ.y) 


The  sales  load  and  re- 
demption chaiges  i  e- 
quired  by  Items  1(c)(1) 
and  (2)  of  Current  Form 
S-5  have  been  moved  to 
Item  2  of  the  proposed 
Form  N-1. 

Tt>e  cover  page  comnents 
expressed  in  the  Forms 
S-4/S-5  Guidelines  have 
Deen  omitted. 


Rules  423  and  425  under 
Ttie  Securities  Act  of 
1933.   In  addition  the 
following  references 
were  used: 

1)  Securities  Act  of 
1933  Release  No.  5259; 
Guidelines  for  the  Pre- 
paration of  Forms  S-4 
i   S-5  {June  1,  1972). 

2)  Investment  Ccrpany 
Act  -,r  1940  Release 
.►jo.  '^^.i  Guidelines 
for  the  pr  epar  at  ion 
of  Form  N-8B-i  iJune 
1,  1972). 

For  Proposed  Form  N-2, 

also  refer  to  Item  1  , 

("Distr  ibut  lor.s 

Spread"  i    of  Cut  rent 

Form  3-4. 

fCTE:     Jnless  otherwise  stated  herein,  the  term  "Ojidelines" 
means  t»tr.  jf  trie  above  Releases. 


The  proposed  Forms  will 
modify  existing  prac- 
tices required  by  the 
Rules  as  to  the  informa- 
tion set  forth  on  the 
outside  front  cover 
page. 

In  eridition,  the  re- 
quirements are  flexible 
in  order  to  permit  more 
interesting  cover   pages 
while  prohibiting  most 
investment  information. 
Such  information  is 
reserved  initially  for 
the  "Synopsis."     {Ite«i 
2  of  the  Proposed 
Porms.) 
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PROPOSED   FILII«; 

_R£gUIR£Ma>'T 


ORIGIN  OF  TOE   ITEM 


REVISIONS  AND  DELETIONS       COMKCvTS 


Form  N-1:     Part  I 

Item  2.  Synopsis 
(Prospectus  only) 


Form  N-2:  Part  I 

I  ten-.  2.     Swiopsis 
(Prospectus  only) 


l^e  basis  for  this   item 
may  be  found   in  the 
General  Guides  for 
Reqistiation  State- 
ments set  forth   m 
Securities  Act  of  1933, 
Release  No.   4936 
(December  9,   1968),  arvS 
the  Guidelines  mentionec 
on  page  2  hereof. 


No  previous  For* 
requirement. 


Tlie  piospectus  surmaty 
oi    "Synopsis"    is  a  new 
disclosuie  technique 
appl  led  to   investjnent 
companies  as  requited  by 
the  pioposed  Foims.     It 
is  designed  to  bring 
forwaid  material    in- 
vestment elements  rele- 
vant to  the   issuer   and 
its  secur  it  ies. 


PHCMKED  FILING 

REgJIP£Mr?rr 


ORIGIN  OF  TOE   ITEM 


REVISIONS  AND  DELETIO^'S 


Form  S-5,   Items  l(c)(l> 
and  (2),   requires  the 
sales  load  and  reder.p- 
t  ion  charge  on  the  out- 
Eide  front  cover  page. 
Proposed  Form  N-1  would 
move  this   infor nation 
into  the  Synopsis. 

The  Form  S-5  Guidelines 
suggest  that  many  of  the 
proposed  disclosures  afv 
pear  on  the  outside  front 
(Cont'd  on  page  '<■ ) 


.>''1MENTS 


cover    page.     The  Pioposed 
Forms  would  rnove 
these  disclosures   into 
the  Synopsis  and  expartj 
certain  of  the  disclosure 
requirements.     Thus,   the 
most   iiTiportant   features 
of  the  Registrant  arx3   its 
security  offering  are 
highlighted   in  one  place 
in  the  prospectus. 


"> 
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PROPOSED   RULES 


PBOPOSFD  FILING 

REQUIREHEOT 


Form  V-1 : 


■ji  ' 


Item  3.  Condensed 
Financial  Infornva- 
t  :or\. 


l-r.T.   N-.: 


Itao  J 
F  inant- 
t  i->r. . 


Condensed 

idi    InforiTkJ- 


ORIGIN  OF  ™E  item 
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REVISIONS  AND  DELETIONS 


Currently  Item  12  of 
Pons  N-8B-1   (Regis- 
tration Statement 
inder   the  Investntent 

Ccmpany  Act  of   1940); 
and,   reouirod    m  the 
prospectus  by   Items 
Ka     and    ic)    of   Fom 
5-i  ani   Ir.struct  ion 
2   to   Hew  5  of  Form 
S-4      Registration 
3t:atemtT,' s  jnder    the 
3-\-\-r  [•:  .fS  Act   of 
1-ti  j  '  .      ^so  refer   to 
tiie  Audit  Guide   for 
Regulated    :rT.'est,iier,t 
Conpanies  pijcl.sned  :^' 
the  .Aaer  icar    Institute 
of   Indeperrier.t  Certi- 
fied Public  Accountar.ts 


Minor   revisions  have 
been  made   m  the  tabu- 
lar presentation  of 
condensed  financial 
information,    including 
adding  a  colum  foi 
portfolio  turnover. 
":*ie  definition  of 
portfolio  turnover  has 
be«i   included  as 
Instruction  12.     The 
definition   is  identi- 
cal to  that  contained 
in  Iteni  1.25  of  pres- 
ent Form  ht-lR.      (1940 
Act  Annual  Report  Form 
for  Management  Invest- 
CcKpa.'-  les) 


COMMENTS 


The  staff  IS  currently 
considering  a  separate 
requirement  for   the 
piesentation  of  con- 
densed finarvcial    infor- 
laation  by  money-market 
funds. 

Minor   revisions     ave 
been  »ade  in  the  taole 
required  by  Item  12(b) 
of  current  Forn  N-8B-1 
and  designated   in  the 
proposed  Fora  as   Item 
3(b). 
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MOmREMUT 


OPIGIN  OF  ™£ 


;^)w^. 


Par  t    I 


I't-re   4.      r^nerai 
I.-fortidt  ion   and 
H.stoi V 


Items   '. ,   C  and   3  of 
Current    ForTn  [^8B-1 . 


PEVISIONS  AND  DELCTICNS       CCX-KNTS 


Only  minor   language 
revisions  have  been 


Itie  purpose  of  the  new 
item  is  to  consol idate 
in  one  item  the   informa- 
tion currently  req-jired 
by  three  separate    itetns. 
(Also  see  Item  ''  below 
of  Flora  N-2:      Part    :.) 


^ 


form  S-2:      Part    I 

Item   'j.      Plan   of 
Cistr  ibut  ion 


Item  6.      Use  of 
Ftoce«is   to 
Registrart 


Items  1,    i  and   4  c 
Current   Forn!  S-4. 


Itar  3  of   Current 
f^nr  S-4. 


Muxir  changes  except 
the  table  specified  in 
Item  1  of  Current  Form 
S-4  has  been  moved  to 
Item  1  of  the  proposed 
Form  N-2. 


"iinor  changes. 


Form  N-2:      Part   I 

Item  7.     General 
Infoimatian  arc! 
History 


Items  1 ,   2   and   3   or 
Current  Form  N-88-i.. 


*.inor    changes. 


Hefer  tr    a£x?ve   Itejr,     5 
of  FOns  >-::      Part    I. 
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PROPOSED  FILrr 

REQUIREMENT 

Form  N-1:     Part  I 

Item  ;.      I-.vesCTient 
Ob;)ect  -ve  arti 
Pol icies 


Forir  N-2:      Par  t    I 

Item  8.      LivestiDer.c 
Objectives   a-nd 
Pol ic les 


.RIGIN  OF  TOE   ITEM 
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REVISIONS  AND  DELETIC^B       COf*«NTS 


Current  requirement  of 
Items  4  and  5  of  Form 
N-8B-1  and  Item  1(a) 
of  Form  S-5  or  Ite«  5 
of  Form  S-4. 

Both  Form  Gu  idel ines 
set  forth   interpretive 
positions  on  funda- 
mental policies  and 

.."^'estjne^.t    ixlicies. 


Major  lev  is  ions  have 
been  made.     Except  for  a 
recital  of  policy  with 
respect  to  portfolio 
turnover.  Current  Item 
5  policies  of  Form 
W-8B-1  have  been 
deleted. 

A  definition  of  the 
term  "fundamental 
pol icy"  has  been 
added. 

Note  that  paragraph 
Gl.d  of  the  GeneriQ   In- 
structions re<Tuires 
that  the  complete 

statement  of  policies 
be  presented    uirned lately 
follow. Tc   t.^e    ^.'fr:-*- 
t  ior    r  e-T-  .  r  ed   ^-v    1 1  f^    ; . 


The  revised  Fonn  tould 
require  a  recital  of 
policy   in  connection  with 
tnose  matters  enumerated 
m  Section  8  of  the 
1940  Act.     In  addition, 
any   investment  pol icy 
adopted  by  a  Registrant 
to  suppoi  t   its  other 
policies,  activities  or 
techniques  must  be 
disclosed. 

Important  positions 
recited   in  the  Fora 
>*-8B-l  Guidelines 
(40-7221)   have  been 
incorporated   into  the 
fu-idaiiental   policy   items. 

C.tme-tators  may  wish  to 
^or.s.je:    carefully  the 
forrr-,   conter^t ,   a.Td  pre- 
sentatio-   r  e,>  .:er>-^t  s 
of   tMs    itesr. . 


PHOPOSED  FILING 
RtOTIREMENT 


ForiT  N-1:      Part   I 


Iterr:  i. 


Tax   Status 


Form  N-2:     Part  I 


I  test  9.     Tax  Status 


ORIGIN  OF  THE  ITEM 


-»- 


.HEVISIONS  AND  DELETIONS       COMMENTS 


Item  8  of  Current  Form 

N-8&-:   3.10   t.'ie  'Guide- 
i  „neE . 


An  instruction  to  sub- 
par  aqraph  (a)  has  been 
added.      In  addition  sub- 

paracraphs  ;b)  and  'd 
have  been  aoaed. 


The  new  requirements 
codify  existing    industry 
practice   in  describing 
the   unpor  tant  elenents  of 
taxation  related  to 
owner  sTir  of    investjflent 
;ar;peir.y    sr.s'  e=  . 


Form  N-1:      Fart    i 


1 1  efr      ,      Br  ■; 
Ai '.  ocat  .or. 


Form  N-2:      Part   III 

Item   10.      Brokerage 
Allocat ion 


Ttie  Guidelines  for  T*  .s 

Forrrrs  S-4  and  S-5   (33-       r  ec- 
5259);   Securities  Act  of 
1933  Release  No.    5250 
(Applicability  of  the 
Comnissions  Policy  State- 
ment on  t.*-*  Future  Struc- 
ture of  the  Securities 
Markets  to  t.he  Selection 
of  Brokers  arid  Payment 
of  Ccmmissions  by  Insti- 
tutionjil  Kanaaers).     Also 
refer   to  Release  No.    33- 
5772  dated  Novemt>er    3C,    :97b 
"Disdodure  of  Brokerage 
Placfnent  Practices  by 
Irrvestniert   Mariagers." 


.  s    a   -!t 
;  etner^t . 


iTje  proposed  Form  adopts 

existing  disclosure 
standards  from  the  guide- 
lines for  Forms  S-4  and 
S-5  and  from  Item  1.3. 

of   cuire-t    Forir   V-IP. 
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PROPOSED   FILING 
R£QUIRE«Xr 


ORIGIN  OF  TCE  ITEM 


REVISIONS  AND  DELETIONS       COMHEWTS 


Forni  ^*-l: 


Parr 


Item  8.      Pend  ^n^ 
Legal  Proceedings 


Forx  N-2: 


t-ait   I 


Item   11.     Pending 


Iteir  9  of  Current  Form 

N-8B-1. 


This   item  has  been  sub- 
stantially revised. 

An   instruction  has  been 
added  to  set  forth  the 
standards  for 
materiality. 


Based   in  part  upon  the 
tecomriendat  ion  of  the 
Advisoiy  Comittee  on 
Investment  Companies  and 
InvestJnent  Advisers   {*eport 
dated  December   29,   1972), 
the  disclosure  required  by 
this   item  has  been  limited 
to  certain  matei  lal  events. 


Forir 


Item  9.     Control 
Persons  and  Princi- 
pal  Holders  cf 
Secur  It  les 

Form  N-2:      rai  t    I 

Item    12.      Cor.tr  :1 
Persons  d.Td  Pr  inci- 
pdl   Holders  of 
Secur  ities. 


Items  13  a.nd  14  of 
Current   Fonr.  N-BB-1. 


Information  with  respect    "Rie  Part  X/Patt  II  concept 

to  persons  contiolled  by     preserves  the  current 

or   under  common  control        informational   reo-j.r  anents. 

with  the  Registrant  has 

been  retained   in  Part  II 

of  the  proposed  Forms. 

Ttie  standard  for  report-    "Hie  revised  standards 
ing  principal  holders  of    should  facilitate  deter- 
secur  ities  has  been  modi-  mination  of  the  .-^equired 
tied  and  certain  instruc-  information, 
tions  have  been  added. 
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PR^p'>;:X  :-  ;:.;nc 


ORIGIN  OF  THE   ITEM 


REVISIONS  At)lD  DELETIONS       COWffyTS 


Fr-r.Ti  Si- 


Pa:  t 


Iteris  16  and   17  Of 
Pom  N-6B-i. 


Item  10.     Director  s, 
Executive  Officers 
and  MvLsory  Board 
MemCers 


Iteir   n.     Directors, 
Exec'jt  .ve  Officers 
and  Mv  .  so  r  y  3oar  i 
Menbeis 


A  fourth  colLinn  has  been 
added  to  the  table.    The 
term  "family  relation- 
ship" has  been  defined 
(frccn  that  contained   in 
Current  Form  N-IR)  and 
such  relationship  between 
persons  listed   in  the 
table  must  be  descr  ibed. 

Instruction  2  has  been 
added  to  clar  ify  infor- 
mation required  by  colmm 
3  of  the  table. 


Infoiroation  with  respect 
to  the  nature  of  far.  .*y 
relationships  has  txeer 
deleted  from  the  Proposed 
Form  N-IR. 
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FRQFQSQ)  FILING 

RBQCIREMENT 


ORIGIN  OF   ™E    :TLM 


•<rv:s:jKS  A.Nr  '.-tuTi^KS 


.-^♦ENTS 


Form  K-1:      Fa:  t   : 

Item  11.     Remunera- 
tion of  Directors 
a-Td  Others 


Form  ^»-2:     Part  I 

Itan  14.     Remaier  3- 
tion  of  Directors 
and  OtJiers 


Item   18  of  Currer.t 
■"--inr  'v-Bh-1 

Iter-   -5    of   Cur  r  ert 
Form  N-8B-^. 


A  table  for    rerounerat  lor. 
in  excess  of  $40,000   is 
required. 

Remuneration  paid  to 
affiliated  persons  and 
prirx:Lpal   jnder writers 

Ttie    ir.fonnation  with 
respect   to  retirement 
piccrams   for   officers 
and  directors  r^eis  bee." 
oonscl idated    m  the 
lenitner  at  lor,  table. 


T*".e   cj'  '  e^*    ■  e^"r^  . :  '-'::*ent 
to   'epcit   remineration   in 
excess  c;   S30,000  has  been 
rev'isec   to  rr.aKe  the   Form 
cons  I  St  ert   w.tr.   other 
:  epc  r  t  .  ">,:    ■  e'J.. . :  '"rie^  t  s . 

w.tr.  t.'Te  exot'.'l  ..on  ,.1   the 
'.nvestjner  t    *r.'.ser  ,    this 
iteir^  cor-.templates   reporting 
all    remjnei  at  ion    in   excess 
of   S40,000  pe.d  tc   it'.  .'.  .- 
a  ted   per  &..").ns   :i    pr:.^c.f.e, 
.jrjerwr  .te:s    i.n   one   r  t^ 
3por.se  ::y  oonscl  .dat  .-ic 
:  *  err.  2 :    :  f    trw=   ,."-::  en.  t 
.^C'T   N-ch-1    .r-tc   tj-.s    .-i^.. 
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PROFOSES  PILING 

REQDIREWEMT 


C«IGIN  OF  THE  ITE.M 


REVISIONS  AND  DELETIONS        CJMMi^':^ 


S-i: 


Par  t 


Item  12.  Custod  .ar, 
of  Portfolio 
Secur  ities 


Form  t*-2:     Part  I 

Item  15.     Custodian 
of  Portfolio 
Secur ities 


Item  21   :.:   C- 
Ft'r-x  N-aB-i. 


If  applicable,  the  use 
of  a  central  depository 
would  be  required  to  be 
reported. 

Instructions  have  been 
added  to  assist  Regis- 
trants  in  detertri.'.  i"c 
the  type  of    i.Tfont.a- 
t.or.  recTjested. 


The  iteiT  has  been  revised 
to  take   into  account  a 
mariaaement  conpany  i*ich 

ele-cts   tc  deposit  all  or 
in.    .vi;  t  cf   portfolio 
st-c-:  .t.es   ;n  acrorca-ice 
w.tn   C.OTTiTi-.ssiO'-   ■  ,.f-=,      t 
adopted,    m  a  systetr.   toi 
t.ne  centied  handling  of 
secur  ities  estafc!  is-hed   Cry 
a  --.at  lor.ai   sec-^r  .t.es 
excha-ige  or    nat.or.a_ 
securities  associat  lor. . 
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PROPOSED  RULES 


PBOPOSED  FILING 
REQUIREMtUT 


ORIGIN  OF  THE   ITEM 


REVISIONS  AMD  DELETIONS       OOWffiJTTS 


Form  N-1:     Part   I 

Iten  13.     Invest- 
ment Mvisers 


FcrT  ^j-2:      Part    I 

Iten   16,      Invest- 
ment  M-v-  .S<-,'  s  > 


Items  22,   23  and  24  of 
Current  Fonn  h}-8B-l 
and  the  Guidelines. 


Itie  reouirements  have 
been  substantially 
revised. 


TTiis  item  represents  a 
major  ovei haul   of   the  Form 
requirements  to  get  more 
meaningful    infoimation  to 
the  prospective   investor. 
Ttius,  the  Item  is  composed 
of   information  derived  fron 
the  Items  of  Form  N-8B-1 
and  the  Registration  State- 
ment Gu  idel  ines ;  arv3  subse- 
quent disclosuie  policies 
of  the  staff.     Note  that 
the  Proposed  Forms  do  not 
require  a  description  of 
the  contractual   terms 
mandated  by     Sections 
15(a)  and  (c)  of  the 
Investment  Company  Act  of 
1940.     TYius,  no  disclosure 
is  requited  with  respect  to 
continuation,  duration, 
termination  or   assiqrsient 
of  the  Investment  Advisory- 
Contract. 


~lk- 


PPOPOSED  FILING 
REQUIREHEOT 


ORIGIN  OF  TOE   ITEM 


FORM  N-1:   P3: 

Item  14.  ::ac. 

Stock  i-ni  rtr* 
Secur  .t  les 


Items  26  and  28  of 
Current  Porm  N-8B-1 

and  Item  1  of  Current 

Fonr  S-5. 


REVISIONS  AND  DELETIONS       COMMPTTS 


Iten  15  omits   informa- 
tion with  respect  to 
arrearages  which   is 
the  reouirement  con- 
tained  in  subparagraph 
26(c)  of  Current  Form 
N-8B-1. 

Instruction  1  requests 
information  with 
respect  to  cunulative 
voting  rights. 


Item  27  of  the  Cur i en:   form 
N-8B-1  -  "Long  Term  Debt"  - 
has  been  omitted  ftar  the 
proposed  Form  N-1   require- 
ments but  retained  for  pur- 
poses of  proposed  Forn-  N-2. 
Ttie  requirement  applies  to 
closed-end  companies  cnly. 
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29815 


p'r<:.'.^  set;  k  I  LING 

P£OL' TRENDS 


DFiciN  :<f  -T^.t  :to< 


-iV;:-:.JN£   .VC   DEli-IJKS        Ci>»gN^'S 


Fonn  N-2:     Part  I 

Item  17.     Defaults 
and  Arrears  on 
Senior   Sec-irities 


Itar,  lb. 
Stock 


^p; 


lUa  lit.      U:nc- 
Tem  DeDt 


Item  20.     Ot.'-*r 
Securities 


Item  11  of  Current 
Form  N-«B-1   and   Itan 
5  of  Car  fr,'    hrrir    "-■ 1  . 


rttjT^  .     a,-t:  .'6  of 
Cu!  rent   Fonn  N-SB-1 
and   IteiT  5  ot  Cut  rent 

Fcr3!   S-4  . 

Itera  i"  on  Current 
Fonn  N-88-1   and   Iter' 
5  of   Cut  lert    Fcrr,  S-4  . 

:ta-.  28   of  Current 
Fonr  Nf-6B-1   and   Iter 
'^   of   CLirrert    Fc>nB  S— 4  . 


Subparagraph  (a)(3)   cob- 
bines  current  requite- 
nents  of  subparagraphs 

(a){3;   and  (a)(4). 

Subp.3:  i^r  sijf      3'-    sp«:-c.:ies 
3   .~urre-"t    3ate   fo:    ri^ 


ix;  r  t  ^nj 


.n£ci!r-3t.or. . 


Hirv3r   chanoes. 


Mi.TOt   viiarces. 


-Tfi- 


PROPCPrc  FiLirc 

Form  ft-1 : 


Itan  1^..     :-r  icing 
of   Recistr  ant '  s 
Secur  ities 


ORIGIN  OF  THE    ITEM 

Iteir,   Jo  ct   tne  Cur  r 
Ft.iT   V-<>&-l . 


..■ISICNS  AND  DELETICra 


cofw; 


Significant  changes 
include   inforitiation  wi'J- 
respect  to  (1)   reder-c^ 
tions  pursuant  to  Rjle 
18f-l;    (2)  puichases 
put  saamt  to  Rule  22d-2: 
!  ?  i    repLi  cnase  u  ■.■■  .- 
leges;      4  '   ajt  ~<r.A:  :r 
I  edejnrt  .:r    or  jcpc  _.:  i-s  : 
and    .t'    secaodi!> 
Mrne-    3<:-tivity,    if  any. 


■?-rt  ■>e4.  ptopcsed 
r  eOL, ; I  ejTie^ t  cod.i 
.-c  jf  r  ■  y  disclose 
pi  .».:  t .  -es  ar»3  t  jl 
s  .rx-*  •--*  F:r-  V- 
xast  puc. isbec 


Fc; 


ab- 1    wa  s 


Fcr'  N-1:      Pa:  t   ^ 

Itan  16.  General 
Information  as  tc 
Plan  of  D-.str  ir^u- 
tior. 


Item  30(b)   and   Items 
31,    32  and  33  of  Cur - 
t  er:t    Fc!'^  Yi-Hb-l  ■ 

a: EC  tlTe  Guidelines 
tor   t.^e  preparation 
of   Ponr£  N-fiB-i,    S-4 
ar«j  S-5    ,Peiea'?es 
40-7221   and   33-5259    . 

Cur r  art  Form  >*-lB. 


vipw   :  Jiir  requireinerts 
fc:     ;.T.'est.Tient   plans 
anri   w  .  r  rti :  ->wa..    p  1  an.=  . 

Iten.   1~  .d;    .s  cJer  .ved 
ftcm  Font  ir-lh. 


Tr::s   ite*  codifies 
i.Tdistiy  disclos-iie 
pract  ires . 
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PROPOSED  RULES 


PROPOSED  FIU^G 
REQUIREMPrr 


DFIGIN  OF  ™E   item 
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REVISIONS  AND  DELETIONS       O^WENTS 


Forir  W-1: 


Item  18.      Financial 
Statements 


ForT  S-.: : 


»;em   2. .      r  Lr.anciju 
Statements 


;t':m  34  of  Current   Form     tkxye 
V-oB-1;    Item  2  of  Cur- 
rent Form  S-5;   and   Item 
6  of  Current  Form  S-4. 


None 


Ttie  staff   is  curientiv 
reviewing  the  financial 
stateinent  requirements 
for   investment  companies. 
Coomentators  may  wish  to 
make  specific  recomnenca- 
tions  on  this  item. 


Forin  N-1;      P3:l    11 


Form  M-J:      Par  t    II 

Itep   ■;.      F.r.dnc.iil 
Stater',i?r,':s   and 


:'en  34  of  Current 
Forr  N-8B-1  and  Item 
4     Fart  II)  of  Cur- 
r-'>rt  Form  S-5. 


In  addition  to  the 
aDove,    Item  10   (Part 
II     of  Cjrrent  Form 


Exhibit  10  has  been 
n«di.fied  to  require 
a  consent  of  counsel . ' 
Exhibits  11  through 
14  are  new  Form 
requirements. 


Ttie  requirements  of  Exhibits 
10  through  12  of  the 
current  Form  N-8B-1  have 
been  deleted  from  the  pro- 
posed Form  N-1  but  retai-ied 
in  proposed  Form  N-2. 


-T 


nOKBED  PILING 
REQOIREWNT 


ORIGIN  OF  THE   ITE.M 


r■s^nslONS  and  delftions     cowieots 


Item  1 .     *Vat  ket  ing 

.'ten  2.      7tner 
Expenses  of 
Issuance  and 
;  .St'  i.'ut  .or_s 


Itan  '  Pa: t   II)   of 

Current  ForT  S-4. 

Item  8  Part    11      >f 

Cur  rent  Fcr-j  S-4  , 


Minor  revisions. 


Mirxjr  revisions. 


The  requirements  of  this 
item  have  traditionally 
appl led  to  closed-end 
companies  and  no  signi- 
ficant change  is  con- 
tenplated. 


:ti    S-l: 


Part 


Item   2  .      Per  :-:^-.s 
2ontr,3.Ied   0/   .;: 
Under    Ccmon  Crx^.trol 
witr.   Reqistrant 


Item  13   Tt 
Fom  N-88-I 


Instruction  3  of  the 
current   item  has  been 
deleted. 


See  Item  10  of  Part  I  of 
the  proposed  Form  N-1 
and  Item  12  of  Part  I 
of  the  Proposed  Form 
N-2. 


S-2: 


P3!  t 


Ite«>  b .      Per  sons 

controlled   Dy  or 
Under   Cannon  Control 
with  Registrant 
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PROPQSED  FILirC 

P£QUIPE>Hn' 


ORIGIN  Cf  THE    '  rtX 


REVISIONS  AND  DELETIONS 


',>?t>'r;- 


FortT!  N-1:     Part  II 

Ite«  3.     Nirtier  of 
Holders  of  Securities 


Item  15  of  Cm  rent  Forn     In  addition  to  record 
N-88-1 .  holders  the  Form  require 

ment  wculd  report  bene- 
ficial holders. 


Forir  W-2;     Part  II 

-       J 

Item  e .     SiirtCier   of 
Holders  of  Securities 


-3C- 


PROPCSET.  FILUC 
R£QUIP£yilC 


ORIGIN  Of  THE  ITFM 


FornJ^  1  j_  Part  II 

Itetti  ■.,      !-ijGra.-iif  i-       Item  19  of  Ourent 
cation  Forr;  ^^-8B-l. 

Guidelines  for  For» 
(♦-EB-l  (Release 
4CH7221). 


REV-ISIO-.'S  AM)  DELETIONSCOM^EflS 


At  exception  far  reporting 
purposes  is  any   iridennifi- 
cation   ir..=;jr  ancc  paia   for 
ty  an  .^ffilidte. 

/Uso  an  instruction  re- 
flect ir>3  the  provisions 
of  Section  V  of  the  1940 
Act  has  been  added. 


Form  N-2!     ?ait  II 

I-ar   1        I-iipnr  .'  .- 
cat  .<Vi 


I-    ii.:;ition  to  the 
aiyc:-^,    Item  9   'Part 
II)    of   Cuirert    r^MHi 
S-4. 
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PROPOSED   RULES 


PBOTOSED  FILI^G 
REQUIRfJgyT 

Form  tt-1:     Part  II 


Item  5.     Business 
arx5  Other  Connec- 
tions of   Investment 
Mvisers. 


ORIGIN  OF  THE   ITEM 


REVISIONS  A^ffi  DELETIONS       COWIEin'S 


Item  23  of  Current 

FotX  N-da-l . 


Minor  revisions. 


Form  N-2:     Fa'    11 

Item  8.     Business 
and  Other   Connect 
t  ions  of   Invest:nent 
Advisers 

Item  6.     Principal 
Urderwr  iters 


Item  31(b)  of  Corrent 
Form  N-8B-1. 


A  table  has  been  added 
in  order    to  reflect 
persons  who  are  affili- 
ated with  both  the 
investment  company  and 
the  principal  imder- 
writer. 


PROPOSED  FILING 
REQUIREMEOT 


ORIGIN  OF  THE   ITV>- 
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RhVISIONS  AND  DELgTIONS   C0W1ENTS 


Form  N-1:  Part  II 

Item  7.  Locat^ior 
of  Accounts  and 
Records 


Form  N-2:     Part  II 


This  item  leouires  the 
Registrant  to  report  the 
\*eieabouts  of  the  cor^oany 
records,    i.e.,  with  tne 
Adviser,  Custodian  or 
Transfer  ^ent. 


Item  7.     Location 
of  Accounts  and 
Records 


Form  tt-l :      t-'J" ' 

Item  8.     Under- 
takings 


Form  N-2!      'c :^i  '' 

Item  9.     Lnder- 
takinqs 


Guidelines  for  Forms 
S-4  and  S-5  (Release 

33-5259). 


Most  undertakings 
suggested  in  the  Guide- 
lines have  been  deleted. 
Specifically  the  under- 
takirws  to  satmit  the 
advisory  contract,   the 
auditors  and  the  board  of 
directors  to  a  shareholder 
vote  at  the  first  annual  or 
special  meetLTg  are  ratters 
covered  by  the  ISf^O  Act. 
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PH3P0SEr  f:l:^i:: 


DfZZlS   OF   V.L   ITEM 


R£v:5:cNS  ;^N;  je„;-::j>. 


t:»^^-vr_ 


r  osrieo'^s 


Fonr  N-1 :      t-ai  t    :  I 
Font  N-2:      Part    11 


Current    Four- 


In  1 ight  of  the  changes  in 

the  objectives  and  policies 
sect  -.on  in  the  proposed  Fora 

N- 1   and  N-2   the   S  .nr^r  . 
Piospectos  has  :■«»-    -e-..  stx:. 
Proposed   Frrir  N-2   w..l   5.'.'.y^ 
",e   js«  cl   a  SjTtTiarj   Pi  aspec- 
tos. 


> 


HOitAi.  REGISTER,  VOU   42,   NO.    Ill— THURSDAY,   JUNE   9,    1977 


29>2U 


PROPOSED   RULES 

Revised  Form  N-IR 


PROPOSED  RULES 


2SN21 


•in  of  Item 


Additions  and  Deletions 


Conments 
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Facing  Page 


Facing  page  of  current  EDP 
Attachment 


Additions;  Name  of  independent 
public  accountant  signing  the 
opinion. 

Deletions:  Name  of  person  sign- 
ing the  annual  report. 
Classification  Boxes 


In  response  to  a  comr.ent 
from  the  Office  of  tne 
Chief  Accountant  the 
name  of  the  accountant 
signing  the  opinion 
attached  to  the  report 
was  added.  Item  1.39(e) 
pf  the  EDP  attachnent 
requires  this  information 
at  the  oresent  tine. 


Classification 


2.  Diversification  of 
Assets 

Subsection  a. 
Subsection  b. 


Subsection  c. 


Item  1.00  of  EDP 
Attachment 


Additions:  Questions  asking 
whether  the  registrant  is 
closed-end,  non-diversified, 
a  limited  partnership,  « 
money  narket  fund,  or  an 
issuer  of  variable  lif« 
Insurance  contracts. 


The  aaaitior.s  were  cace 
to  acrnave  a  greater 
classification  speci- 
ficity. 


Item  1.02(a)  of  EDP 
Attachment 

Item  1.02(b)  of  Fom  N-IR 


Item  1.02(c)  of  Form  N-IR 


None 

Additions:  Column  for  date(B) 
value  exceeded  5/t.  Instruc- 
tion for  diversified  only. 
Deletions:  Addresses  and 
nature  of  principal  business 
of  portfolio  companies.  Fiscal 
quarter  information. 

Same  as  above  except  this  item 
applies  to  all  companies,  not 
Just  diversified  coopanles. 


Addresses  are  not  easily 
computerized.  The 
requirement  for  the 
date  uhen  value  exceeded 
5%   requires  more  informa- 
tion than  the  fiscal 
quarter  requirement. 


Item  of  Revised  Fcnr 


;in  of  It€B 


Additions  and  Deletic.-.i 


10.  Transactions  between     Item  2.21(a)  of  Fom  S-IR 
Officers  or  Certain  Non- 
Interested  Directors  of 
Registrant  and  Certain 
Other  Persor.f 


11. 


None 


•.enr.^ration  of 
Registrant's  Directors, 
Officers,    and  Advisory 
Board  He-^ers 


ItcB  1.12  of  Form  H-IK 

and   %Z¥   A*,*„fi -hictnt 


Addition:      In  subsection  a.    the 
limitation  was  raised  froa 
$30,000  to  $..0,000. 
Deletion:    In  subsection  d.    the 
estimated   annual  benefits  to 
individuals  upon  retiremer.* 
has   been  eliminated. 


$^0,000  is   consistent 
with  the  proxy  rules. 
Fcnr.s  N-1  and  K-2  pick 
up  the  estiaated 
aaounts. 


12.     Remuneration  of  Certain 
Affiliated  Persons  Act- 
ing as  Agent  in  Property 
Transactions  or  as 
Brckers   in  Securities 
Tr^iT-ssctions 


Item  2.09  of  Forn  S-IR 


Deletions;  Subsections  (b)  and 
(d)  of  Item  2.09  have  been 
combined  into  one  subsection. 
Definition  of  "control" 
reaoved . 


"Control"  is  defined  in 
the  general  instructioDB. 


13.  Transactions  between     Item  2.07  of  Form  N-IK 

Registrant  or  Controlled 
Coaspany  and  Affiliated 
or  Certain  Other  Persons 


Changes:  Subsection  (a)  made 
into  an  exhibit  requirement. 
Subsections  (b)  and  (c)  com- 
bined into  a.  Subsections 
(d)  and  (e)  are  b.  and  c. 
Definition  of  "control" 
removed. 


1^.  Joint  Enterprises 

Involving  Registrant 
or  a  Controlled  Compar.y 
and  an  Aff  ilia  tea 
Person 


References  to  specific 
sections  of  the  Act  were 
aisc  reaoved  and  were 
replaced  by  the  language 
of  the  sections. 


:<<?w  item  designed   to  get 
reports   on  transactions 
consunBated  pursuant  to 
Rule  17d-l(dK5)   as  per 
the  suggestion  of  the 
C  I12.1S5.    -.   wn«:     ■-.•.*  Rule 
Wh--=    ai-:--ei. 


Item  of  Revised  Fors 


6. 


Condensed  Financial 
Information 


D'jaru  oX    i/irectvTb 


Meetings 


-2- 


Origin  of  Item 


Additions  and  Deletions 


Item  1.05  of  both  Form  N-IR 
and  the  EDP  Attachment 


Cor.Tients 


Deletion:  Number  of  shares  out- 
standing at  end  of  fiscal 

year. 


The  information  requested 
is  not  per  share 
information. 


Item  i.uli.a;  of  form  N-IR 


Deletions:  Dates  of  meetings; 
information  on  meetings  of 
executive  committees  and 
advisory  boards. 
Addition:  Phrase  regardless  of 
attendance  added  to  a. 


Information  on  meetings 
of  executive  cocjiittees 
and  advisory  boards  is 
of  little  regulatory 
value. 


Directors,  Officers, 
and  Members  of 
Advisory  Boards 


Item  1.11  of  EDP  Attachment. 


Addition:  Subsection  f.  added 


Subsection  f.  picks  up 
the  requirement  of 
Section  10(g)  as  applied 
to  Section  lC(a)  of  the 
Act. 


Vacancies  on  Boara 
of  Directors 


Item  2,0ti  cl"  ELF  Attachment 


None 


Indernnificaticr.  .  ;" 
Directors  or  Officers 


Expansion  of  Item  I.Li  of 
Form  N-IK 


Addition:  Requirement  that 
indemnity  amounts  be  stated 


Dollar  amounts  will 
indicate  the  extent 
a  problem. 


Indebtedness  of 
Officers  and  Certain 
Non-Interested  Directors 
to  Certain  Other  Persons. 


Item  2.211,b)  of  Form  N-IR 


None 


Business  or  Professional 
Relationships  of  Non- 
Interested  Directors  -it.-; 
Rpgistrar.t  or  with  Cer- 
ta;r.  ^"ther  Persons 


te=   ..22   of  Form  N-LR 


None 
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Item  of  Revised  Fora 


Origin  of  Iter 


Additions  and  Deletions 


15.  Transactions  Between 

Registrant  and  Certain 
Affiliated  Persons  of 
Directors  or  Officers  of 
Registrant's  Investment 
Adviser  or  Principal 
Underwriter 


Item  2.08  of  Form 
Attachment. 


-Lf.  and  EDP 


Deletions:  Definition  of 
"control" 


16.  Director  or  Indirect     Item  1.32(a)  *  (b)  of  EDP 

Ownership  Interest  which  Attachment 
Certain  Affiliated 
Persons  of  the  Regis- 
trant had  during  the 
Fiscal  Year  in  Regis- 
trant's Investment 
Adviser,  Principal 
Vr.derwriter,  or  Certain 
Brokers  or  Dealers 


None 


facily  P^lationsnips    of 
Certain  Affiliated 
Persons    of  Registrant 


Item  2.2C  of  For 


None 


13.     Fidelity  3c«ia 


See  12.  above. 


suosecticn  a.  and  Item  2. 
of  the  ET?  Attachment  for 
eubsect  icr.   b. 


require  a  registrant  which 
is  .named  on  a   Joint   insured 
bond  to  list  the  other 
insureds   and  specify  their 
gross  assets  as   of  a  recent 
date. 

Deletions:    In  b.   the  recita- 
tion of  Rule  17g-l  made   in 
Form  N-IR  has   been  elicinated 
in  favor  of  the  ED?  approacn 
of  askir;g  whether   registrant 
cocpl-ied  'witii   X.:je   r^ile. 


Itea  1.32(a)   &  (b)   hava 

been  broken  up  :'.*-   ^ 
separate  items    f   r    i  %t« 
of  comprehens  ion ,      TiiC 
coapanion  iteas  to  16 
are  25   and  71. 


N c .    . .,s  •  .-actions  w .  - . 
enable  the  staff  to  deter- 
mine if  bond  coverage 
is  adeqjuata  for  regis- 
trant's on  Joint  bonds. 


Instead  of  asking  6  yes 

or  no  questions  running 
down  the  rule  prori- 
sions,   one  question  is 

asked   whi  oh   ao:c:tI-she3 
t^ie    saB«   purpoet . 
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Item  of  Revised  Form 


Origin  of  Item 


19.  Custody  of  Securities    Item  1.16  of  rorm  N-IK  and 
and  Similar  Invest-     EDP  Attachment 
mente 


Additions  and  Deletions 


Additions:  Column  for  central 
depository  added. 
Deletion:  Subsection  (d)  of 
Item  1.16  has  been  eliminated 
which  asks  for  basis  of  remunera- 
tion for  custodial  services. 


^^oments 


Use  of  depositories  is 
permitted  by  Section 
17(f).  A  copy  of 
custodial  agreement 
stating  basis  of  remu- 
neration is  filed  with 
the  registration  state- 
ment. 


20.  Deposit  of  Fu.-ids  in 
Banks  Other  than 
Custodian  Banks 


Item  2.10  of  Form  N-IR  and 
ESP  Attachment 


21. 


inv^D tn 
Contra: 


Itea  1.18  of  Form  S-ln 
and  EDP  Attachment 


Additions:  Subsection  c. 
expanded  to  clarify. 
Deletion:  The  number  of 
answer  blanks  in  subsection  a. 
has  been  reduced. 


Deletions:  Names  and 
addresses  of  investment 
advisers  and  affiliated 
persons  of  adviser  who  are 
also  affiliated  with  the 
registrant.  Spaces  for 
breakpoints  of  fee  reduced. 
Additions;  Subsection  b. 
and  f .  added  to  pick  up 
information  of  expense 
limitation  experience. 


Subsection  c.  expanded 
in  response  to  a  comment. 
The  item  is  designed  to 
get  at  the  practice  of 
circumventing  the  cus- 
todian agreement  by 
having  the  bank  deposit 
its  own  funds  in  another 
bank  for  use  by  the 
registrant . 


The  registration  state- 
ments pick  up  this 
information. 


The  additions  improve 
the  quality  of  the 
information  received 
on  expense  lisu-t^tions. 


Item  of  Revised  Fora 


Origin  of  Item 


22.  Entry  into  or  renewal    Item  1.19  of  Form  N-IR 
of  Investment  A:iviscry 
Contract 


Additions  and  Deletions 


Additions:  Subsection  f.  asking 
whether  the  evaluation  required 
by  Section  Iflc)  was  made. 
Deletion:  The  date  on  which 
action  was  taken  to  renew  or 
approve  a  contract. 


CoEjnents 


Adding  this  question 
makes  item  a  complete 
reflection  of  Section 

15. 

This  information  is  in 
the  proxy  material. 


rers^iu'-e^  Ci  r.(ion 
Investment  Adviser 
of  Registrant 


.:_  -■  Form  N-IR 


Zl,,     Services  Supplied  by 
Investment  Adviser 


Item  1.22  of  Form  N-IR 


Direct  or  Indirect  Owner- 
ship Interest  Uhich 
Certain  Affiliated  Per- 
sons of  the  Registrant's 
Investment  Adviser  had 
durir^  the  fiscal  year 
in  Registrant's  Invest- 
ment Adviser,  Principal 
Underwriter  or  Certain 
Brokers  or  Dealers. 


Item  1.32  (.a) 
Attachment 


Additions:  Information  added  on 
number  of  directors,  officers, 
or  partners. 

Deletions:  Requirement  that 
number  of  employees  working  for 
another  investment  adviser  be 
stated  along  with  the  name  of 
the  adviser  if  affiliated  with 
the  registrant. 


This  information  was 
previously  excluded  for 
no  good  reason. 

Information  c:  nc  use 
tcthe  staff. 


Additions:  Question  on  prospec- 
tus preparation  and  printing 
added. 


4  (b)  of  E)P     None 


Since  ecce  aoviscrs 
supply  such  a  service 
it  was  necessary  that 
it  be  added. 


iee  itec  ..t 
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Ites  of  Revised  For» 


iVigin  of   rteji 


oi       Clher  Persons   -•'"-ir- 
nishing   Investiant 

Advioe 


lte»    ..2.4  of  form  H-U". 


27.     Adair.iatr>jti  v.-   and 
Other  3erv^   es 


Itea  1.23  of  F.  ;n  S- 

arxi    JXiP  At tac.^jae.nt 


AdGiti.)n:  A  subsection  per- 
mitting a  cross  reference  to 
the  registration  8ttte-»-  r* 
added. 


Co— ents 


The  infcrvation  which 
would  noraally  be  filed 
as  an  exhibit  is  fur- 
nished annually  in  the 
registration  statement. 


Deletions:  Spaces  for  brtai- 
points  of  continuing  fee 
reduced 


28.     Portfolio  Turnover 
Rates 


29.      P-ar^hase  and   Sale 
Transact! ar.s  ""fithij 
Six-Month  Period 


i^  of  form  H-IK 


Item  2. 


Yi-ra  h^--. 


Deletions:   ' -J'  -t^s*  i  r.  ^n 
turnover  rstes  f   -   ,.  f.e-:al 
years  preceding  the  year  of 
the  report. 


i-r  -Jt^-ii.icn  purposes 
only,  registration 
statenenta  can  be  used; 

for  :  T:r_tt.'  purposes 

its  iTj'.r  ~*^?f.arT. 


30.      Portfolio  Trading  Prac 
tices. 


Atta,;ruiient 


Add 


ions:  Question  on  whet 


the  registrant  loans  portfolio 
securities,  purchases  commodity 
fXitures,   invests  in  repurchase 
agreements,  or  engages  in 
currency  exchange  transactions. 
Deletions:  Sequirement  to 
identify  specific  policy. 


--ther  speculative 
trading  practices  added. 


Registrst 

con  to. -.--s 


6t«*  tsent 


31.  Portfolio  Transactions 
Not  Settled  by  Specified 
Settleaent  Detes. 


.>-  of  Fcra  K-lh. 
Attacrjsent 


.N.,ne 


Iteni  of  ?.evised   Form 


Origin  of  Itea 


Additions  and  Deletions 


Comments 


32.  "Restricted  Securities" 


33.  Portfolio  Transactions 
by  Registrant  with 
Brokers  or  Dealers  Aoti: 
as  Princioal 


Item  1.27  of  Fen.  N-IB 
a.i::  KJF  Atteih-ient 


deletions:  exclusion  for 
straight  debt  securities. 


2.18  of  F.  rx  N-J-. 
'•J^Y   Af.-Ri.inient 


■  ^-'.  lions:  Instructional 
reference  to  fixed  crrjufi 
rates. 


1:  a  company  hclas  & 
significant  amount  of 
restricted  debt 
securities,  it  It 

relevant . 


aaisbion  rates 
?r  rer-.  r.:ed. 


3i.  Brokerage  ComaiisBion^ 
Paid  on  Portfolio 
Transactior.s  of 
Registrant 


Iten  2.17  of  Form  N-IR 
and  EDP  AtUchaent 


Deletions:  Caption  entitled 
"Give-Upe"  removed. 


Giv»-Upc  are  illegal. 


35.  Considerations  which 
Affected  the  Partici- 
pations of  Brokers  or 
Dealers  in  Commissions 
or  Other  Compensation 
Paid  on  P;  rtf  olio  Trar^- 
actions  of  Registrant 


A  t  •  5  ' ,' juer 


EDP 


36.      Participations   of  "ertain 
Affiliated   Brckcrs    :r 
Desler."    in  Brokerage  Cob- 
Busf i -ns   on   Registrant's 
Portfolio   Tranaactiona 
and   on  Portfolio  Tr^-is- 
actiorj  of  any  Associ- 
ated  Registered   Invests 
ment  Conpany 


Itea  1.  ;i    ,-      4    ,i  ; 
F  TO  H-li   anc  r.liP 
Attaotaent     . 


Deletions:   Ite  Form  Ji-ii-.   :ie 
has  been  totally  elii^^na-ei 
from  the  revised  form. 


The  Item  U.31)   is  beiag 
added  to  both  the 
registration  statenent 
fonsB   (Itea  7  of 
form  N-1   &:.':.   lee  10 
of   F:  -3    .S-. 


i.ve— '.'-"    caption. 


>,    &lj.~ve. 
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lt-. 


:.f  Revised   Foil 


Origiii  cf  Itet 


AMitions   and  Deletions 


Cosmenti 


Item  of  Revised  Forx 


Origin  ot   Item 


Additions  and  Deletions 


Conmonts 


37. 


Selection  of  Brokers  or 
Dealers  in  Return  for 
Benefits  or  Other  Con- 
sideration Providel  to 
Other  Persona 


Iteo  2.19  of  Form  N-IR 


Additions:  Words  "any  benefit  or 
other  consideration"  substituted 
for  the  words  "advice,  informa- 
tion, or  other  services." 
Exclusion  for  investment  com- 
panies in  the  same  complex 
added. 


Changes  were  made  in 
light  of  Section  23(e) 
under  the  '34  Act,  as 
amended. 


49.     Periodic  Cal'-ol:]  ti^^i,  .1 

Current  Net  Asset  Value  Per 
£>-kare   of  Rfgistrant' s   Out- 
starring  Capital    StccK 


50.  Eaplcy-cs  ;-f  Sj^g: 3tr«nt 


38. 


:iem  1.04  of  Form  N-IR 


Deletion:  whether  registrant 
intends  to  meet  the  requirements 
of  subchapter  M  in  the  Upcoming 
fiscal  year. 


Inf or;Lat,ijn  ci   no 
regulatory  value. 


39. 


Underwritir.^ 
Commitments 


;■■:.   -.:3  of  Form  N-IH 
and  iijf  Attachment 


Deletions:   Figures  required  by 
N-lfi  eliminated 


The  bottom  line 
figure  is   the  only 
concern  and  that  is 
all    that   is  ask>''d  for. 


51. 


40.     Monthly  Sales  of 

Registrant's  Shares; 
Dividends,   Capital 
Gains  and  Other 
Distributions 


Item  1.29  of  Form  N-IA 


Additions:  Instruction  added  to 

take  care  of  money  market  funds 

distributing  capital  gains 

monthly. 

D-^letions:  Subsections  (b)  and 

(c)  incorporated  into  the  chart 


Money  market  funds 
given  a  pass  on  the 
capital  gains  section 
unless  there  is  more 
than  one  long  term 
gain  distribution  . 


:-.e-  ..30  of  Fors  .S-_?. 
' and  EDP  Attachment 


Deletions:  Da^e  of  shareholders 
meeting  and  date  definitive 
proxy  material  was  filed  with 
the  Commission 


42.  Confirmations,  Share 

Balance  Statements,  and 

Other  C^:::=ur„  :  a tiona 


Item  2,32  of   »'  ,rz.  S-'Jl 


Addition;  Instruction  stating 
that  a  no-load  fund  acting  as 
its  own  distributor  must  send 
confirmations  to  avoid  being 
treated  as  an  underwriter 


This  informatior.  is 
available  in  other 
Com.'iissicn  filings. 


Instruction  codit'ies 
the  current  staff 
position. 


Itea  2.15  of  Fom  S-l>. 


Deletion:   rubsecticn  (b)   sid 
ir.to  an  instruction. 
Addition:    Item  made  appli ta- 
ble to  closed-end  cospsniee 
by  the  a>iditicr.   cf  ar. 
i'-.stnirtit.n. 


Rule  2a-4  is  applicable 
to  op«n-er.d  ccipanies 
only  but  the  prc?edur« 
specified   is  also  appro- 
priate for   closed-end 
i^apanies. 


Itea  1.15  of  yor»  N-lR 


Addition:  Definition  of  person 

furnishing  advisory  services  at 

cost. 

Deletion:  Subsection  (b)  of     Inforaation  req[uirod  by 

Itea  requiring  listing  cf  other  Subsection  (b)  is  of 

register^  investinent  cota-  little  value  to  stiff  and 

panies  usir.g  the  services  of  a  is  very  difficult  to  put 

person  listed  "onder  b.  on  ccapjter. 


Policy  with  F^spect  to 
Trading  in  Securities  by 
Certain  Affiliated  Persons 
of  Registrant  or  of  its 
Investnent  Adviser 


Itea  1.33  of  Font  B-lJt 


Deletion:  Ir»struction  citing 
to  Quide  to  Business  Stand- 
ards of  ICI. 

Additicn;   Subsections  (aj   ajid 
(b)   broken  up  into  two  sub- 
sectiot  s. 


This  puhli::ation  is  no 
longer  available. 


52.  Senior  Securities  cf 

Registrant  and  Applicable 
Asset  Covsragps 


Item  1.06  of  Form  H-IR  a.d 
EDP  Attachment 


Nor.e 


53.     Issuance  cf  Securities 
Cthf  r  Thiin  for  Cash  or 


Item  1, 07(c)   of  Form  N-IR 


None 


54.     Registration  cf  Securities 


Itsm  l.C7(b)  of  Fons  N-IR 
risid  H)P  Attachaent 


None 


55.     Sales,   Repurchases,    aisd 

Redeaptio-.s   ~f  Secuiities 


Item  1, 07(a)   of  Form  N-IR 
and  clcsed-end  EDP  attaoh- 
aent. 


Addi^j-n:   Instruction  defin- 
ing "r-^ioxption"  to  be 
leoenptinn  at  the  option  ("-■f 
the  issuer. 

Deletion:  Fisial  quarter 
loquiraiient. 


Cloi^^d-end  companies  due 
net  stand  reaiy  to 
redeem  at  option  of  tbe 
shareholder. 


-10- 


Ittm  of  Revised  Form 
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Origin  of  Item 


Additions  and  Deletior.f 


Item  of  Revised  Form 


Origin  of  Item 


Additions  and  Deletions 


Dividends  or  Distributions 
Requiring  a  Written  State- 
ment to  Shareholders  of 
Registrant 


Item  i.ij  of  Form  N-IR 


Addition:  Instruction  added 
asking  that  a  "no"  answer 
be  explained. 


?-i^cr,aie  of  Securities  cf  cr 
Other  Interest  in  an  Invest- 
ment Company,  Investinent 
Adviser,  Broker,  Dealer, 
Underwriter,  or  Insurance 


45.  Procedures  with  Respect  to 
Stated  Policies 


?or«  N-IH 


None 


Item  2.03  of  Form  N-IR 


Additions:  Subsection  b.  per- 
mits a  cross  reference  to 
a  prior  annual  report  in  lieu 
of  stating  policies. 
Instruction  defining  the  term 
"policies" . 


.''irchase  of  Securities  during  Item  2.04  of  Form  N-IR 
Underwriting  by  Affiliated 
Principal  Underwriter 


None 


iele  -.  -  lad  rjitifioation  of  Itea  ,..:.6  of  Form  N-IR 

Accountants  arui  Auditors; 

Preparation  of  Financial 

Statements  !.'.ec    ..th  the 

Commission 


None 


^omcents 


56.  Distribution  and 

Rej:archa:;e   of  Securitif.s 


A  "no"  answer 
indicates  a  viola- 
tion of  Section 
19(a)  ar.d  Rule 
19a-l. 


Instruction  added 
in  response  to 
comment  which 
thought  policies 

s.no'old  be  cefmed. 


43.      Cr-33--;vner3hip  ana 
Cvnersr^o 


Item  S.l'*   of  Forii 


FEDE»AL    «EOIST«,    VOL     42     NO 


Additions:  Instruction  defining 
cross  and  circular  ownership. 


'HgtSOA"'     JUNE    ?,    1977 


Jocaent   aade   to 
define   the   terms. 
Definition  taxen 
from  the   Act. 


\ 


Item  1.07(c)   4  (d)  of  Foi-m        None 
N-lR 


57.     y.arket  Discount  or  Pretium         It -a  1.39(d)  of  N-ns 

from  I.'et  ^3Sot  Vrlue  CI  ■s'd-ond  EDP  Att*rh«ent 


58.     Securities  cf  Rtgistrant 
Registered  en  a  National 
Securities  Exchuge  or 
I.isttd  on  HASCAQ 


Itea  1.01  of  Form  N-lfi  and 
of  Olosp-d-ptxJ  EDP  AtUchaect 


Addition:   NASDAQ  li3tir.g 


Addi'.ion  aade  in 
response  to  ccuKnt. 


59.     Sales,   Redemptions,   ard  "■ 
Repurchase  of  Securitiips 

Subaeetlon  a. 


Subecctim  b. 
Suteection  c.  i  d. 


Ite»  l.C7{b)(2)  of  EDP 
Attach  Kent 

Itea  l.a7(b)(3)   of  EDP 
Attachaant 

Itea  1.07(i)  of  FDP 
Attachment  and  Form  K-IR 


None 


Hone 


60.     Sale  of  Securities  to 
C^her  In. estaent 
Companies 


Itta  2.05io)   cf  Form  'J-Jf. 


Aridi  .i  as:   S'lbsection  i.   2.  • 
For-ed  redeiptions . 
Deletions:   OontracViial  plan 
Eiles,   redepcsi'.s  under  con- 
tractual plans,    jithdrawals 
tnder  contractual  plcr.e. 
Fiscal  quarter  reporting 
requireaent. 

None 


For  funds  with  the 
•bility  to  force  reietp- 
tion  of  smlII  accounts. 
Registrants  generally 
cannot  readily  get  com- 
plete infiraation  on 
cc'ractual   plan  s.>}are 
iBC  vea)ect8 . 


6i.      Ti:,e  Lapse   between  Sale  of         .'ba   .-.-..     .    .-a.-s  ■>-„-. 
Shars   cf,    ird  Receipt  of 
Proceeds  by.   Registrant; 
Loss  on  .Can:rei;;8*icc      :f 
Orders  - 

,'   FE0E^4L    REGISTER,    VOL    *2,    NO 


Deletions:    Subsection   (a) 
revritten  but  unche  iged. 
Description  of  interr.al 
compliance   :  r'TC-d^^'-es 
foil  -vec 

, — THUKSDAY,    JUNE    9,    1977 


Description  not 
aecessrjy. 


_'H^2fi 
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Item  cf  Revised  Form 

62.  Suspension  of  Rign'-  oi 
Redemption; Delay  in  Payment 
Upon  Repurchase 

63.  Pricing  of  Registrant's 
Shares  for  Distribution, 
Redemption  and  Repurchase 


Origin  of  Item 


Additions  and  Deletions 


Cofluftents 


item  2.25  of  Form  N-IB 


Addition:  Phrase  "in  good 
order"  added  to  a. 


Clarifies  when  tice 
period  begins  to  run. 


Item  2.23Cb)  and  (c)  of 
Form  N-IR 


Addition:  Text  of  Rule  22c-l 
written  into  item. 
Deletion:  Timing  stamping 
procedure  description. 


Value  of  such  informa- 
tion suspect. 


6i..  Exchange  Offers  Made  • 

Shareholders  of  Registrant 
or  of  Any  Other  Open-end 
Company 


Item  2.26  of  Form  N-IR 


65,  Variations  in  Sales  Load 


t)6.  Sales  Load  and  Dia; 
tion  Information 

Subsection  a. 


Subsectio'n  b. 

Subsection  e. 
Subsection  f. 


67.  Entry  into  or  Renewal  of 
Principal  Undervriting 
Contract 


Addition:  Language  of  item 
changed  to  tract  language 
of  Sections  11(a)  and  (c)  - 
appropriate  instructions 
also  added 


As  per  comment 


Item  2.27  of  Form  N-IR 


None 


l-,-^z.   1.36  of  Form  N-IK  and 
EDP  Attachment 


Deletion:  Exclusion  for 
advisory  fees  paid  to  prin- 
cipal underwriter 
Addition:  "Net  Amount 
placed  in  b.  1. 

Addition:  provision  for 
a  fixed  fee. 

Addition:  Provisions  for 
sales  through  voluntary 
accumulation  plans  and 
other  sources  added. 


By  removal  of  the  exclu- 
sion the  total  compen- 
sation of  the  principal 
underwriter  is  provided. 
Change  made  to  exclude 
under  b.  2 .  4  3- 
Picks  up  fixed  fees  ~a 
redemption. 

Complete  inforcation  on 
sources  of  sales. 


Item  1.38  of  Form  N-IR 
and  EDP  Attachment 


Deletion:  Date  of  meeting 
approving  the  contract 


Unnecessary,  this  in- 
formation is  available 
elsewhere. 


PROPOSED  RULES 

In  addition   to   various   deletions   indicated   in    the   foregoing   table,    the 
following  N-IR  Items  have  been  totally  eliminated  for  the  revision  form: 


2S827 


IteiTi 


1.02(a)  -  Diversification  of  Assets  - 
chart   breaking  down  assets 


1.08  -  Persons   in  Control  Relation- 
ships  with  Registrant 

1.09  -  Persons  Owning  Equity 
Securities  of  Registrant  _^ 

1.10  -  Number  of  Holders  cf  Equity 
Securities 

1.11  -  Directors,    Officers,   Members 
of  Aavisory  Board,    aAd  Certain 
Employees  and  Legal  Counsel 


1.13  -  Remuneration 

Affiliated  Persons 


:3in  Other 


Reas 'n 

This    inforr.ation   can  be  gleaned 
from  the   financial   statements 
albeit   n^t    on  a  quarterly  basis. 

Form  N-1  and  N-2   contain     this 

inf  ormati:.:; 

Form  N-1   and   !.'-:.    contain     this 

irif  ormation 

Form  N-1   and  N-2   contain  this 

inf  orr.ation 

Most   of   this   information  is   in 
Form  N-1   .ar.d  N-2   although  not  in 

one   item 


jT ./  r ...   .■<  — -  ai 


d  N-2   contain   thJ.s 


mlcrr-ation 


1.20   -  Business   and  Other  Connec- 
tions  of  Management  and  of  Investment 
Advisers 


F:rm  N-1    and  N-2   contain  this 

information 


Item  of  Revised  Form 

68.  Other  Payments  by 

Registrant  to  Underwriters 
or  Dealers 


-U- 


Origin  6f  Item 


Item  1.37  of  Form  N-IR 


69.  Trn  Dealer?  Selling  Largest   Item  2.28  of  Form  .N-IP. 
Amounts  of  Registrant's 
Shares 


70.  Sales  :f  Shares  of  Registrant  Item  2.29  of  Form  N-IR 
pursusnt  to  Periodic  Fayirient 
Plans  of  the  Installment  type 
by  Unit  Inves^nent  Trusts 


71. 


Direct  or  Indirect  O-ntirship         Item  1.32Ca)   ^  M   of 
Interest  'rfhich  Certain  Affili-     Form  N-IR  and  ED? 
ated  Persons  of  Rdgistrart's         Attachment 
Principal  Underwriter  had 
during  th..  Fiscal  Year  in 
Registrant 's  InvebtiMnt 
Adviser,  Priiioiphl  Under- 
writer,  or  Certain  BrcVers 
or  Dealers 


"2.  Correspondence  Relatir.g  to 

Shareholder  Ar.-o-^nt r 


Item  2.31 


CfLiion  of  Inaepenaent  i^iblic 
Accountant 


S'^^S^s't^'i  version  of 
AICPA 


Additions  and  Deletions 


None 


None 


None 


None 


Deletior.;  Decription  of 
policy  or  procedure  on 
corresponde:ice  response 


Opinion  revised  in  many 
minor  respects 


Comments 


See  Item  16. 


Information  of  no  value. 


Conforms  the  require- 
ment to  the  current 
auditing  practice. 


1.28  -  Purchase   of  Portfolio 
Securities  Shortly  Prior  to  Ex- 
Dividend  Date£ 

1.3A   -  Business   of  Principal 

Underwriters 

1.35   -  Management  of  Principal 

Underu-riter 

2.01(b) (c)    -  Attendance  of  Direct: 
at  Executive  Board  Meetings   and 
Advisory  Board  Meetings 


The  Coram.ittee  found   this   information 
to  be  cf  no  regulatory  value. 


F-.rm  N'-l   contains   this   information, 


Form  !»-!   contains   this   information. 


Tills   information   is  of  dubious 
regulatory  value   since  advisory  boards 

are   rare. 
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[  17  CFR  Part  270] 

!':  '  c.      ■-      -      -'i  ■    r  ;■■  >■  i   3:-858i 

,N',  LSTMlNT    COMPANf   ANNUAL 
REPORTS 

r?o.  SCO  ?f  Regjlstions 

AGENCi'.      Secu.  it.i..-.     and     Ex.ha-ige 

Commission. 

ACTION:  Proposed  rule. 

StTMMARY.  The  Securities  and  Ex- 
char  ^e  Commission  proposes  to  revise 
its  regulations  on  the  filing  of  investment 
company  annual  reports  to  require  that 
such  reports  be  filed  withm  90  days 
(rather  than  the  current  120  days)  after 
th^eni  of  the  fiscal  year.  This  M.U1  make 
available  to  the  :Xa.'S  oi  the  Commisoion 
infoi  ination  relatinb'  to  a  compaiiy's  most 
recent  ascal  year  at  the  Mme  tliat  it  re- 
views a  postetlo-tive  amendment  to 
that  company's  rogisuation  .statement 
unde--  the  Securities  .Act  of  1933.  It  will 
also  b'mg  the  required  filing  date  for 
sucii  annual  reports  into  line  with  the 
required  filing  date  for  anrual  leports 
filed  by  industrial  companies. 

I'MTE:  Comment.s  must  be  received  on 
or  before  August  15,  1977. 

ADDREyS;  Send  comments  in  triplicate 
to  George  A.  >  U/.sinmions,  Secretary. 
Securities  and  Exchanf^e  C-mmisclon, 
V/L-.shington,  D.C  10549. 

FOR  FUR'niER  INFCiR:.L\TION  CON- 
TACT: 

Glen  Payne.  Special  Counsel,  Division' 
01  :nvestme.'.ii.  Maiiagemer.c.  Securi'ics 
and  Exchange  Commission.  Washing- 
ton B.C. 20^49, 202-755- 0230 

SlTPPLEME>n'ARY  INFORMATION: 
The  Sedulities  and  E.xchani;,e  Commis- 
sion today  puhhshed  for  ru'olic  comment 
a  proposed  aner.dment  of  Rule  30a- 1 
(a)  117  CFR  270.30r--li<i) »  under  the 
Investment  Company  Act  jf  1940  (".\ct ") 
(\5  U.S.C.  80T.-t;t  seq.)  which  \vOuld  te- 
duoe  by  30  days  the  fiiing  deadline  for 
the  nnnual  report  required  by  Section 
30'. \)  oi  the  Act  (15  U.S.C.  80a-29(a)). 
R>iie  30a-l<a)  under  the  Act  presently 
retiuiros  the  annual  report  to  be  filfd  not 
mor;?  than  120  days  after  the  clo;?e  of 
each  fiscal  year  ending  on  or  after  the 
date  upon  which  a  regl?*'ered  investment 


PHOPOSED    RULES 

company  files  its  registration  .statement 
pursuant  to  Section  8(b)  (15  U.S.C. 
80a-8(b)).  The  proposed  amendment 
would  reduce  the  filing  deadline  from 
120  days  to  90  days  after  the  close  of  the 
fiscal  year. 

Backg.^oune  and  Purpose 

Release. No.  33-5829  of  this  date  dis- 
cusses in  detail  the  background  and  pur- 
po.,e  of  proposed  new  Investment  Com- 
pany Registration  Statem.ent  Forms  N-1 
and  N-2  for  management  investment 
companies  and  of  the  revised  Annual 
Report  on-Form  N-IR  (17  CFR  274.101). 

("Forms").  The  proposed  new  Inte- 
grated filing  system  of  which  the  Forms 
are  a  part  contemplates  that  the  N-IR 
filing  time  be  reduced  from  120  days  to 
90  days  as  set  forth  in  the  proposed 
amendment  to  Rule  30a-l(a). 

Under  Rule  30a^l(a),  investment 
company  annual  reports  are  required  to 
be  filed  120  davs  a,fter  the  close  of  the 
company's  fiscal  year.  It  is  proposed  to 
reduce  the  date  for  filing  the  Form  N-IR 
from  120  days  to  90  days  after  the  close 
of  the  company's  fiscal  yeer  in  order  to 
permit  the  staff  to  make  more  effective 
use  of  that  document.  The  filing  of  the 
report  within  90  days  of  the  c'.Jf.e  of  the 
company's  fiscal  year  will  make  avail- 
able to  the  staff  information  r.latlng  to 
the  company's  most  recent  fiscal  year 
at  tlie  time  it  reviews  the  pOvst-e.Tectlve 
amendment  to  the  company's  registra- 
tion statement.  In  most  esses,  under 
present  procedures,  when  the  staff  re- 
views an  investment  company's  poet- 
effective  amendment,  the  investment 
com.pany's  Form  N-IR  on  file  with  the 
ComrTiission  contains  information  tliat  is 
more  than  a  year  old. 

This  proposal  to  reduce  the  N-IR  fil- 
ing Lime  was  first  made  December  16, 
Id'")  (Investment  Companj^  Art  Release 
No.  3284)  (35  FR  19525^  in  conjimc'^ion 
with  otner  amendments  to  the  Form 
N-IR  .Mtnough  the  amendments  to  the 
form  Itself  '.vere  approved,  the  rule  pro- 
posal "^as  not  acted  on  oecause  of  ad- 
verse ind'jstry  comments.  The  Commis- 
sion new  believes  that  experience  with 
the  90  dav  filing  requirement  for  in- 
dustrial companies  filing  annual  reports 
h,i.^  -^h.wn  I'lat  it  is  not  overly  burden- 
son.e  "n  add;, ion,  the  time  reduction 
.sii.ould   -x  feasible  at  this  ttoie,  parti- 


cularly in  light  of  the  fact  that  if  the 
proposed  integrated  filing  system  is 
adopted,  the  narrative  portion  of  the 
N-IR  would  no  longer  be  required. 

The  Commission  hereby  proroses  to 
amend  Rule  30a-lia  pursuant  to  the 
authority  granted  in  Secticn  36  aj  of  the 
Act  (15  U.S.C.  80a-37(a)  ' 

Section  27r).30a-l(a)  is  amended  to 
read  as  follows. 

§  270.30a— 1       .4nnu.'il  reports. 

(a)  Every  registered  investmer.'^  com- 
pany shall  file  an  annual  report,  or  the 
appropriate  form  prescribed  therefcr  i.ot 
more  than  90  days  aft«r  the  close  n:  each  ' 
fiscal  year  ending  on  or  after  the  date 
upon  which  such  company  fik's  it^s  regis- 
tration statement  pursuant  to  Section 
8(b) :  In  case  the  registrant  finis  it  im- 
practicable to  file  the  report  v.itiiin  such 
90  days,  it  may  file  with  the  Commission 
an  application  for  an  e.xtension  oi  time 
to  a  specified  date  within  fi  months  after 
the  close  of  the  fiscal  year.  Such  applica- 
tion shall  state  the  grounds  of  irnpricti- 
cabllity  and  shall  contain  an  agree.-r.ent 
to  file  the  report  on  or  before  snch 
specified  date.  The  application  shall  be 
deemed  granted  unless  the  C'jni;nis,sion 
within  10  days  after  receipt  th.;reot  shall 
enter  an  order  denying  the  appiicanon 
as  being  imreasonable  and  tinne<"es5ary 
under  the  circumstances.  At  the  time  of 
filing  such  annual  i-e,x3rt,  the  registered 
Investment  company  shaU  pay  to  the 
Commission  a  fee  of  $250  -lo  ;''rt  uf 
which  shall  be  refunded. 


All  interested  persons  are  invited  to 
submit  their  views  and  comments  on  'be 
fcaregoing  proposal  in  triplicate  to  Georpe 
A.'jitz.simmons,  Secretary.  Seciirties  and 
E^hange  Commisslcn,  Wa^hingun.  D.C. 
2(S49,  on  or  before  August  15,  1977.  All 
si^  communications  should  refer  to 
Pfle  No.  S7-598  ani  will  be  availab'e  for 
piffilic  inspection  at  the  Commission's 
public  Reference  Room,  Poem  6101,  1100 
L  Street,  N.W.  Washington.  D.C. 

By  the  Commission. 

Oecrgk  h  FiL'siMMor's, 
r~  Secrt::a'-y 


May  31,  1977. 
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DEPARTMENT   OF   S^ATE 

[PuSl'.c  Notice  548 
FISHERY   CONSERVATION    AND   MANAGEMENT    AC-^    Of    19/6 
Applications  for  Permits  To   Fish   Off   Coasts   o*    Jniteii   States 

The  Fishery  Conservation  iii.a  Maiuu't  merit  Act  of  1976  (Pub  L  t*4-265)  (the  "Act")  provides  that  nc  f.^hmg  shall  be 
conducted  by  foreign  fishing  ve.^sel.>  m  :ne  f'ishery  Conservation  Zone  of  the  United  States  after  F«  bruary  28  1977.  except 
in  accordance  with  a  valid  and  applicable  permit  issued  pursuant  to  Section  204  of  the  Act. 

The  Act  also  requires  that  all  applications  for  such  permits  be  published  In  the  Federal  Register. 

Applications  for  fishing  during  1977  have  been  received  from  the  Union  of  Soviet  Socialist  Republics  and  are  publiiiied 
herewith. 

Dated:  June  1.  1977.  Albert  L.  Zucca, 

Director,  Office  of  Fisheries  A^airs. 


ASDinovu,  for  xriid 


P.c.lt    f.tl.d  A,, lie. 110.    »..       Ul-''7-0374 
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4. 

Jio-icport  t;i4  State  cf  itg^itr 
Bop:  a  crp;j»  sp,:;..;::-. 
C/re  of  V;r3c: 

T  ' 

..  .,  t     • 

5. 

6. 

\  lot; 

7. 

To:rE2::  C-;.'"o) 

I/^.—th        ■    •  .   ■•                   e.    Rrc.  " 

^.    9.  Erift    r     : 

£5  '.1:8                                      f  ; 

Ocaana 

it^'-ft-oiff 


\t.       Davie^'icr    tQH.paant:       LoraaC    (I).    LoraaA    (1).    Oaaga    <     ). 

Ccvt^a  I,     VaTiat.    <     >,    tadar    (21.    Paekeaacar    (2. 

»utopllot-l,    Sonar-1,    Direction   findar-2 

0  ;  "^  •  r    l_ [ '  „_^^_ 

17.        Cargo    Capac  Ity     (HT) 


Sa:;*d    flak 
r r«c  -     »  I  ah    _ 
troicQ    flah 

Pi  eh    »eal    

Othar   


_IAfi_ 


80 


II.       Cargc    Ipaca 

|uabar  Kane 

Fteeae  t  2 

Dry    Bold         3 

Teake  2 

Otkar  Cannad    Fish    Hold-1 

Flah   Haal    Hold-1 


19.       Procaaalag    Eiialpaent     (ledtcat*    dally    capac  ley, NT) 
rreazara    (2)-15    tona/24  h 

riah   Heal    Plant-2C    tona    raw   flab   p«r    24  h 


Piah    Oil    Heltara     {2}-40O-S00    lcg/24   h 


Autoclave   #    600-3SO   cans 
yeST»uto«atic   Can  cio*«r-10  cana/iliw 
2d.       P:ttr>'     f>     fn    whlck    Paralt    la    tequaatedi 

Ocaap    Area        Period  Epac  la;       Coo t enp let  ad       Ca*r    to    be    Ute^ 

(Troa-To ;  Catch     t MT ) 

Sxe  23,08-30.09    Burbot  OT,    KITT 

Si*         01,10-06.11    Halt© 

bt*^       23. 03 -C6.il    ^9iZAr\q 

5-fc  ether 

«p«ciea 
SQUIDS    June    .S-  -.-.--,«. 

2  1.       l*?   7^'^'  ?  V*^  ^      '    ^  ***^  appointed    to    receive    aay    le|al 
p/oce/s   ' :  *9\.t  i     ■.  r.      :  <r.t     ^nltad     Siatca: 


i,£   .    1"f.  £-»<»/ 


10.  norccrocor      '^^  ohp.     11.  Larlcua  rj;^      u,o 


11 


Pl-o-ulilo.ii    Elcscl   (    '),    Ctcia   (-   ),    Dicscl/taeetrlo  {  -  ), 


E3f0sa« 


x;::e.-3 


2a:;T3::<i;cra3 


>cr::.oi!a 


Other 

iipCsXS 


1J,   Ifcto  B-jllt 


Jiayj  coc7p-...)C 


I*.  I.-uiLbcr  and 
XorjiiJCTSc 

Officer*  _ 

)io::aKAfii-  c; 


-tlo.--illt7  of  Personnel  

ii,-.:.  ."ciii.cori  ncicomia 


37  .     •-i.r. 


OtScr  (£:>telf7)         ' 


15.  Cc-.-'Tiicsticts:    r.r-rj  (.  ),    ai/esb,  Toicc  (    ), 


Csnsi 


rclccr.-rhj  I. 
Vcj;ci'pa..:.c)i 


CtVr 


JI!tc^.^Itlor-^.l   X^dio    Cill    Mqjj 
"iU'.jTspo^.Kj:':  rc-,..cr.c3;,';iio3 

R»<Uo  ?rcqucQclc3  :-onitorcd 
SoafOS:pje::Lt  piZ.:3s:cror. 

JlP7r.:3  Fcc<^:..-   ^cc:-..^         


A«  r*f  .1*if<-^'c^*< 


Ptr.:;^  piCa:j 

16.  narlG-vtloa  I^quipjicnti     lorta  C  (    _),  Lorui  A  (     ), 

Has-i'£u;:o:i^ce  ooop;,".OMu::e  Jiopak  !;      uojaii  « 

CM^o*  ("  ).      Dccca  (-  ),   Eavsst  {  -),   Ewier     (  ^), 

C;;=ra  ;,:.-a  iiascat  j'aiap 


C;;=  ra 

f  at.hc,;cvcr 


Other 
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17.  r-jo  :-'.;■-■--''' r  ;-T.i 
rpiS02:;i;cv..    cri  ^...■) 

3»9  it. 


Eoltcd  nrh 

Uo.'    ==   ~  ■■ 


rrozcz  71-.: 


llojocor.3n  ;':Ui 


IjH.li-  0 


•^^f 


18.    C::x^   Spico 


?r<excr_ 


Dry  Hold  _ 


Tints 


Pt-Ocan  ::;';.a 


Otbor 
upowio 


Other      c^:--^'M 


1J.    ?rocciSl=5  "luljaoot  (Iniicatc   iaily  cssrcttj,   -.) 
tCAiUOCrS    S  •..■i7y.~0Y.':.Z~) 


Fcrclt  Fcrlod  ;.p;J.lod  ywc\ 
i]eD.:cai  rf^  ;:c.3.'::J 

Ausuflt  -::ecer-S«r  1977 


Xpnllcatlo.  ..Ui-fl-O'f^ 

For  Us«  of  lisair^  Cffles 


8  t  a  t  «: 
Crpsaa    


1.  Kaio  of  Vc:-.icl  

2.  Vessel  ::o.:  Hull  Za.  J; 

6  cyAiia         1.'  Kopayca 

3.  KcQO  aod  iSdrocs  of  O.nxT 
liiM  a  aiOic  cy50f.:is.-.i-,;a 


T^"^-" 


Cor"J*n  ."hir-ji^g 


nsaa  «.Td  Ad£rc-'.s  of  Chartcri 


jgtpcc 


3F37Cr! 


Cubic  Adtlrcss  Z-I—j: 


-:-■•■*-- 


«,  Ilariccort  tj-.l  State  of  3«Giste7« 
nopr  a  cir2;ia  acuji-ss: 

5.  ?/;e  of  Vciscl  ~--'r- 
Tcn  cyAi:3 

6.  JriiiiGe  fGross).     .-"^'■"' ;_ 

7.  tc.-r:th       '^'''^  8.  Breadth     '^''' 
Jtsuia                   ■  5np:;i;a 


tttj^S,  vz. 


(  not)  i; 

(liCTTO) 


'J.      9.    Draft 


OcaTiTa 


ue-ii-d'^'^ 


i 


20.   Fisheries  for  TAlch  Pcrrit   !:  ?.cquc;;rd: 


Occ-n  ;re-. 


r.r-t; 

-1 

■.;-r-^T 

lC 

.:3r.;:o; 

p-io 

iipcr 

ro  ^rr.o- 

.  -no.-. 

c  -    ;,o 

'l^. 

Oi' 

opys^- 

m-E--^ 

scTtr 

10.  L'or:i7ocer        "  3*1?.     11.  ijiriina  C:-cd      ■  ^ 


11.  Ito=-jl3ioa«  Clcscl  ('   ),  Stcaa  (   ").   Wescl/iacctrto  (      ), 
;is."r:i5c:-::3n    i;2i::3Eia        cafosaa         i^:-e.j,-:.u;-.:T.j:  li.crc.. 

.    lipc^ica 

13.  fcta  3-illt         197? 


;.a-a  r.:jr;:;_;a 
1*.  LVibcr  .-vod  n.-.tio.-:ilit7  cf  Personnel  3?  .  '.'o^? 


Xo^MiCTSo  :•  u.-iK;:ciiasiuccri  nspcoiic^a 


Qfflcc--s  13 


cJiiMczjrS:.  c;i:23 


Cr«n  


gt       other  (.-"^elf^) 


;p7r::e  .v;::a  vjT.Jb-si 


15.  Cor— -icatio=s:     T^-Ti  (*  ),     AiycSB,   roicc  (     ), 

Sclecrajhy  (  "^ ),         Other         -   ■ 


latomatioriX  3adlo  Call  SIgo       '^'^ 

Rftdio  ^er^eriiej  :j>3ltorcd       >:'.:i'^«.°'?P.5.'?-S'^v  ^?  '^^ 
ito:i7po.T-pj-Ji2:«  pz-3s:cToni 


Otbar  Vcr-4:la-  ?!'«?c2=el»s 
'  JitBTZ3  pd9<t:»  --iCCTOV:! 


iTO  So,  £2T5,5,"?P",'f<,«5-'^ 


21.    Ei^o   .1^1  .-.di.-csm   or    :; 
ri-..;  viciicu  npocccce, 


.-    -minted  to   recsl".  ?    zls/ 
^vi   states; 


Schedule  ___ 
Pes::!  zzCzzi 


La  VKT  -;Kllc^»ptth»3 


16.   "a\-Is;itic=  --il;:s=tx     Loraa  C  (  \>,  torn  A  (  -  ), 

Ose^Ga  (  "  ).     I>ece«  C    ),  r.«ir«ttt  (  ■•  ).  ^J^     (     >. 
(teera  J^a  Hascai  rtisp 


Fathonetcr  (  -  ),     Ctier  . 
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17.    Ca--^    Carccltj   (-J 
5S09  _t. 


Baited  ?irh  _ 
Coj.citf  r^. .', " 


Frc£h  nih 


Proicn   7lz'a 


Fiih  Leal  _ 
IVOi:a«  i;y;:a 


Other  Cll--j»ytii.-ti. 

Tpc-.ee  ■  •'':  '  • 


18.    C:::rso  Spcco 
rp.3c:^'C  t-:::ocr.i 

EO.tiiCCTEO  B£2vCJIi;e 


Fre«»er 


TaHt; 


Other 
iipo>i..e 


19.   PfoecLr.lE;  rji.uipacnt  (Indicate  daUy  c»p-eit-,   L?) 

Tc.i;i:o;.cr_-^co;:co  oco;  .-i-'ause  t,-!ra36ri  cv.ovKrs  n-^ccic"- 
rc.iiixcrj  s  :.s??.ioi:.a;:)  _"  .        ^       . 


Permit  Period  /oailci 

BeD.:ca,  Ka  ;x: 3:>.;j 
»aiijx:_::iae?c3  pc:?e-x: 


^5<V' 


*pr-lic»tics   Ho.^^ 
E3.'.>a  -. 

Fur   Itec   cr  Icjulr;  Cfflc* 
X'x:i2'z^-  jcspoaer-S 


S    t    D    t    e; 

Crpciaa    _ 


*.    V":    of  Vessel  '  ;.■--.. 

hC3?;h.;e  Cjrjsi 

2.  Tctrcl   Ho.:    i-jil   Tj.         "' 

fe  cyiKa         L  Ksp-i.j; 

3.  Kc2o  aai  Address  of  C:rr:«r 
Kij«  .".  ai?;c  Cjior.n.^L'^ita 


:« 


~-ortlA--     ohl;:pl£ 


1!, 
AdiroM   6r 


__Bcs1  stration  r«._. 


r?tj«   «nd   Xljrcis  of  Qiartcrcr 


::i:n 


n-  ■> 

:c    /!;■.. 

-«s»   "; 

_,. 

Ve 

■.era;.,, 

..;:  aro^^.c 

«.  Ksscport   :..vl  State   cf  ^c^ctrj:  '^'"•' 

Ibp:  a  crr:.ia  ap-..;::-: 

5.  T.vje  of  Vcsjc: 'J:ll:i 

Tin  cy;;i;3 

6.  rr:-:.s'    (Srcis)  ■ (    fot" 

To."SI2    (Cp/'.TO)  ^H'— rr; 

7.  Lcr.^h        ■-   ,■ 8.    Erc_i;l;  .        !. 


t-'/ 


£5i:c 


4. 


20.   rirV.eries  for  TrMch  ?cr:rlt   Ij  S-cuoiJrdi 

Oce.-i  .'re-.         iVrtcd  r.rrei-i       Crist::~:^lrt'^.    £c>Tr  »:■•  >?, 

.iijjiio:;  piu  llocMC  >\rr.c-    -sro".  ■ '  .-~S 


s.« 


yi-ci-77 


10.   !'orcc;;r^r 


11.   Proj-iljion:    ~csci    i      }, 
Jfcr3;;03i3 

Ot.^e 


Ejeed      1/., 


Stco^   i    *),    Clo»cl/_a.ectj-lc   {.    ), 


1J.  Br.to  B-oilt  • 


y.yn  nocrpo^ju  ' 

1A.   ncbcr  and  IL-.tic-llt;  cf  ?<-»o=3el  r  ,      ot 


iCo:;:iiCCTBO  :i  iins::i;cii„cc:i  :cpc;..;i 


13 


OfficCTJ    


Cre-. 


15.  Corrn-'slcatiois!     YiJ'-t'j  ( 


.r -s;^"  (£^>iolfy)       - 

-Ur   -CJ,     TolCC    (    *), 

f'c;^:o.'a£evaa    , 


Telccr.i;A7  (*  ), 
Vccci'pi.ocj 


Other 


Intcrnatiocii  iodic   CcJ.1  Si^c 
il;ij;ji:apOA.H:j:  pi:;.::-:c3.i':Jio.'' 
Radio  ?rc<;ucc<:ic3  _o=itor»d  __ 
Ko.i?;o.T..pje;-'re  p;;;.,3>;oc?oc: 
Other  'wor;:!;;  ?Meij;^',, 

Ap;r-j  pi33s.-j  -iLivj^j 


^".  -^^■5.py?,i;','gf-i'^.-:  -n 


21.   :.£.-s  .-^i  iiircs*  of  /.r;'=-  i?-ol=tcd  to  receive   tiv  I'^J. 
pi-o:c;j  ict.;cl  1-  tij  uV.iteu  :.iatco; 
i.:;s  :t  u-.-:c  ir5i:--i,  r-;ixv.cf :  crc  :,r.s  y':Dcv:.."i  ji  .■»3c-:  - 
cp.X'-Ne^>.o:;  npscccce,  M3r.-»i-c;:;  j  Co.:;;:kci   \.x  Li5ffr: 


Schedule   .-J   -*j-  rx^'r-t.-v^ 

Pt:;:;:;  poCoS  '  " 

Kas.;ri-:c..;:c;  oc::.;,cx:;  ,e  .opaa  ^      i:'po>i  « 
te^O.   (    J,      Decc.    (    _),    r.a>..t    (       ;.    nadar 

"-■'~  -2ua  .-.tscaT  fz.:^z 


)■ 


J-athc.-.-tcr   ( 

«e30JC7p 

-), 

Ot^c^ 

u}w.:ee 
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17»   Car;^  Capacit/  {_T> 
rp7303:;cc-.-..::ocri  (ur) 

5909 


Salted  Tith  . 


Krcch  rich 


18.    C-jr;o   Spr-co 
I'V^^c^o  I — ocrj 
r?ubcr 
tO-X.ICCTJO 


?r«el? 


Drr  Bold  


rcr=lt  Period  Asollod  ?br» 

IkDx;:,  H3  ncvsr-^iJ 


ippllestioa  ?^.Ll^-f'f-  e)6Cil 
Sasara  IJ 

For  Osc  of  r^Tuir-  OfJics 


S  t  a  t  ai 


Proicn  ?iih  __ 
lj>po.;c!:3a  Z'-'^ 


Other  _ 


Tar:-,  s 


Other 


19.   PtocctnlBS  ?;iulF3e::t    Cr.iiiitc    ij'.l/  CI'    =1^7,    _.) 
Tcxi:o.";or..'!Cc;:cc  oco^,  r.c^aii.;^    ..    Jiovi  cj.::  /3  ;i.c.. 
tcaiuocti  s  ;.j7?.io;-i:  j:;) 


1.  Ka=o  of  Vessel  *  An"- 
lfc:32j;i.:e  cy.%si 

2.  Vessel  T^.:  call  Ho.  i-" 
S  cyAHa         i:-  kop3yc2 

3.  Kcao  and  /.oiross  at  O-.stT 


Km 


4?^C         3tr««,  ^tir-1,  'JOr: 


Registration  i>).     -i'' 


Hts*   »nd  Addrcm  of  Chartcrrr 


5  ,i^bs'<OT  Jtr^rt    ,  -'evBTtrrol 


Cvblc   Idllress       3;,'  jrj  .  :  r  rfljt 


«.  nonecort  und  State  of  aegistry:  ' 

Ilopr'a  crpiaa  aKu::c£: 

5.  S^pe  of  Vessel  ^"^'"" 

Ti:n  cyAHa 

6.  Ion=a50   (Gross). _uiia5 '  '^''*'     -    ''- 

Tonaiz  (djryjTO)  (Hcttc) 


7.  lerjth 

£5ua 


Breadth 


■J.     9. 


Ocasia 


^xr-Tr-  ^5^'!' 


i>»?    r-r-  d5c>I 


20.   Fisheries  for  -^Ich  Rjrslt  Is  Stefluciti-d: 

C?nt.'.--^'iit"-',     2.fil.'"   ' 

SVf?LT 


Ocem  /TC' 
?a;:o;i  ens: 


I*-rlc-l  f>-£ira 

;;3    (.'rc=--T>)         :_-i: 


5.« 


C     -       ,'3 


f'jj 


10.  Porcepocor       ^'^'p  ahp. 


tc:d 


'3,2 


11,  ljc:lrru3 


tt 


11 


.  Propulsion:   Clcscl  ('  ),   St<03  (   -),    Dios«l/:aectric   (-    ), 
AinrcTeiSHa.":    ;.:3d:iiEaa        naroaaa         j.:;3e..i-ii;rr?..<!-Ci-:- 


ycn.'Toaaa 


Other  . 
fipowii 


1J.   Itato  B-jUt      '?^ 
fcita  nocrp-j-M 


14.  Ihcbcr  aod  listioisality  of  Personnel 


ZoxuKOCTjo  :;  aaa;;cuaaii;csT4  stiKOin-o 


n 


Officers  

/C01Ulr'.at:UJ  CCCV23 


Cren j 


15.   Conmnleatiossi     T/iP-rj  (^   ),     ii^CSB,   Voice   (  .  ). 


TclccTap!i7  (  ^), 
Vcjicrps^^ia.i 


Otbor 
uposeo" 


Intcmatiocil  Eadio  Call  51^.4 '  

Lloijyi:apOA>!i;2  ps5::cT03i:aio3 

Radio  rrequeaelea  lonitorod     y<''.'^  &27C.5,  •?';  /;*.c^;    -» 

KoHrpo;n;?je::i.t  53;;-3«c?o^ 

Other  'Ar;:l--  Sreqtucclsa      i.'t.  W.  t?o  -a.6?T5,;.  '-jt?  ,t5;,^5- 
JU)yr-3  pi3o<i-s  ^isctou 


t&2,Q2  I 


?1,   Ti:;;:  z^l  .'i-.-css  or  -'rc.-t  c-:-Dla;cd  to  rec«lvo  tny  Icvil 
nrocesa  liiacd  la  tea  UriUu  itatos: 

Dit;2::^«cJ;o-j  ucci-ccce,   :,cjr...;x;:ci;;  i  Cco;:;i«ci.  i-X  ltsc": 


Schcdttl* 


^  pr  flgllp*g.tch«a 


16.  Earls^tloa  Z^slpsenti     Lora^  C  (      ),   Lorin  A  (   -), 
Bas-ra::;:ouzcs  ocooyj.osia:;*  iojaa  C      ::opaa  * 

Otseca  (  "^),     Deeea  (  "  ),  EcrSAt  (      ),   Radtr     (   ■  ), 
(fcera  Zssa  Sascai  .-'aia? 


Patho-ictcr  (  "),     Othar  . 
0o3oi:c?p  uposeA ' 
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',f'^'     i     /    -    4rf  ^-'  * 


17.    Carjo  Caricltj  (IT) 
rpjcOiL-ccv..  .ocrii  (i.r) 

■J8..   r_.-  . 


Baited  Pirh 


..5. 


1ft.    C:r^   Spaco 
rpi'Dc^'C  t-z:ocrj 

Eoi-ijocTBC  0s3a-.M:-e 


?reeser__ 


Permit  Period  i.opllci    -tr 
Betr.x;,  Ha  :-.c.5r;;j 


:  3r.a   ^ 


:-^.^.r'-77.Ji^.^ 


;*cr   l':,c   c'    rcsulr3  C-ffic 


Prcch  ?is.h 


Drj  Hcli 


Froiea  ?i:h  


Pish  i:eal  _ 


Other  _ 
Ifpc'co" 


tanfcs 
Taiix;; 


Other  _ 
upoi:;o 


19.  Proceisl=5  Siuijaent  (Isdicate  daily  cenrolty,  :.T) 

Tc.xi:o.'.cr::-;cc;.'oo  oco;.T.:ran::e  ^-r.-saafi  vj^o^-ja  aj;o;;S50; 


1.  Taro  of  Vcn^cl 


vessel 
&  cyits 


r.u_i.l    .  D  . 

-  Kop-T.-va" 


iliac  tat  ..ddj-tts  of  Otcser 
Him  a  a;;p;c  cy-otiizs-Tiia 

Beaa      " ■--    ->.i-^-:r.- 


//llreSG 

*;i.pcc 


Cubic    Jlid-5:s 

l'e.:erp:^  _.;  a. 


fx   ;  stration  Ca. '-  ''^•^ 

rci_'crpai;-0!i._'3  L' 

;:ea*  and  Jlddross  of  CSisTtcrcr 


4.  Ks.-jeport  .-j-JL  State  of  aegiatrj- 

Hop?  a  CT-:;;a  2p-;ii:ci: 

5.  7;pc  of  Vessel 

Ti  n  cyAKS 

S.   S^nss^e   ("ross)  ^__ (    ret) 

To.iiia^  (ipy.-70j  -  ^,i:.-ro;' 

7.  Le;;-t-.  . S.    Brcii;    ^ :. , 


j''   — — 

Craft  _^ 


o'f-f*-  est. 


20.   Fisheries  for  t*leh  Per=lt  Is  Seouesteds 

ilpc:::icc:;  A-;-  -cisfoio  :in:_j,_::;acTos  f-if^^eu-c: 


Occ.-T  ;re".         Juried 
far.o.i  c::ec;:2   (.'rc=-:'o) 

.:Sc;:or. 
c  -    ;.o 

5  t  TB-El-T? 


p-j'j  tic;Tir>rcC-    '..ceo.'.'. 

li:;'  1  .C3  opyj---. 


SUPPLY 


10.  Horseporcr      ^^  sho.     11.  XIarliacj  C;~d        u,"  j 
li)5-::"-  •;;.!■;■.'.—■;  :ij  ;-.;?           .jKCyT.'waji  ctoiurvi 

11.  Propjliion:   Diesel  (  '  ),  Stcaa  {    -),  mcsolZ-acctiie  {     ), 
SiTcTs.TSHan    ;;.!e.Tirj.i       naroaaii         ji2serA-ojc::T?u<iicr2.- 

jrC73;;aij 


Other 


13.  l-ste  B-iilt 


14.  Tuibcr  asd  It.-.tio.-^allty  of  Persoiicl 


Xc;:.:tiac7sa  ::  ii.';i.::ic::^::c:;&  z^-azzv^za. 


Cffic- 


^12  K^ 


other  (ircelfy) 


"APyrr:e  i;..a  v.':i-:sri  ..; 
■"S.   Cor-.:alC3tio:s:     VHT-TJ  (      ),     A;y  CSS,   Yolcc  C   ). 


Tclc^^ra;-.^-  C  -,  J, 
Vcj:c;'pa."c.>! 


otbor 
upowic" 


latcr.-iational  Hodio  Call  Sl^n  _ 
Cai;j;j;cpD.j_;.1  psjirMosu^uc; 

Radio  ?rcruerclc3  loaitorcd  ____^ 
KoH-;o.T.  ~j5ii,e  :iZ-3H:c?orj 

Othar  "jor".;!^-  ?r«er.jrc;5s  -_ 

£pyr_a  piOo<i.:s  -.icrovj 


21.  i:a=o  tjsi  Address  of  Aje.-.t  tp-.olntcd  to  recalve  any  I'^.tal 
nroeess  issued  la  tea  Ur.lttu  states: 

tp'.:;:n<ci;::c-:  nccucecc,   ■.xi-!;.:;.t;;-:.;2  j  Co.;;rh«i.  i.-i:  Li«c.'.~: 


Schedule 


16.   Tavirrtloa  ::.:ulp;eEti     Lo.-tz   :   (  -  ),  Loraa  \  (-   ), 

has-Tiu.'Ci..::;  oiapy-ox^-e  .lopaa  C      iopan  <« 

CBeoa  (   -).     Pecca  C-  ),  :.V.-s.tt  C     5.   Radar     (    ,), 


Patbc-rtcr  ("   ),     Cticr 
taao-C.  ?  upo-iee  " 
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■29^P,(^ 


17.   Cor-o  Capaeltr  (LT) 
rp;-203::ccv-.:xn  (i~) 

5909  rut. 


NOTICES 


i,'^-    ff-   6SCJ^_ 


16.  Csrso  Spseo 

ro.x:iic«BO  saJi^Hue 


Per=lt  Fcrlod  itrallod  Jibpj 

nci!.:e:;.  Ha  r.cvs.K- 


For  Uae  ef  Itsuir^  Of 'ics 


:  (;-:cr_jj):  <:,;  :;i^ 


Ttech  Fish  _ 
CicrZK  p  :;t 


Frozen  Fi:!>  


Fl  J>  l.c»l 


Pi:Cj;aa  :;y::J 


Dry   Uo ' . 


TeHK;; 


OtBor 
upo><.;o 


Stats: 
Crpi.ia    _ 


I  ilcanrla 


''•^    ■  Rcrj5tr--.i:n  "-0.^ 


roi':!ci;.ai;..o:;.^. 


1.  Ko:;c  or  Vc:iSol  

2.  Vetocl  :-o.i  Hull  Ho.  . 
a  cy:;ua       •  ic  Kopayoa 

3.  Kao  aiJ  iadrcss  of  fc.-=or  .-!»•  «i!d  A-l^"  »^,2^-"^" 
Kes*     :cr-'--n  -r.-'rr'-'-c ' IZ ■ — ■ 


/.caress  •-^.  >y>-tr--rfii  3-r^.t. 


.;S2]-)v  :tr<?*-,'?-'T.rt---l  ,-^-" 


i^isc 


Blt-^ 


19.  ft^essslcs  r^iuipaont  (iDdlcite  caily  c!.-i.-ci:7,   -T) 

To.xiioicr:.i(ec::cc  otos'.r.cjagiiB  i;"S»sr>  cyio-!Si»  aj-tfiSio;::- 

tCAiKOCTS   S   ■^37p,t0ii.:iZ) 


•.'xrtt-'-tilf"'?^.  :«r-?*rwX 


rat- 1  ,  •.•■.;3 
«.  ."Ccncjart  .-J:i  State  or  3eGi5tr}-J  . . — 

5.  I/J9  of  Voisci  _^ -"  r'  ■ 

Trn  cyAKJ  i.'i'.,: 

6.  .'?ra==G«  (Gross). 7"^;." /-i!?*„\-^ 


7.  Lc-^rt- 


8.  2:c:idth 


■.--  SI.    9.  rr^rt  .^ 
Ocavir;i 


^y-T 


rrj:--'  — -' 


b/i-fT-  CSDi 


20.   Fiikcrlcs  for  =Mch  R!r;::lt  Is  ^ceucslcdj 

cer.-,n  ■-.-.      >ilil         f-riL'j     .crnL'.r.iiiVii   Ssof-?;-;-^ 
.;.:ii::3.-.  5!0  llpsTio  >.n;o-    -sco. . .    .-__8 


0  -    ;,o 


10.  Horcsporcr      ~'  shp.     11. 

11.  ProT'-J.sicni   Ciesrl  <  '  ),  Stca^  (  -  )>   Elescl/Jleetrlc  (-  >, 


Jrcr3rt2.t3 


13.  tt-.to  B-Jllt 
)laTa  nocip'j.yJi 


Other 

iipovca ' 


12i5_ 


14. 


jlu-tber  aad  ifctionnlity  of  Personnel  


Cfflcti-s        n 


Crew 

uOJOH^a 


"ipyrne  i:^a  ij"..i.:sij 


15.  Ck)r^uaifatlo=3i     "AU-rj  (-  ),     AiyESS,   Voice  (     ), 

Sclecraphy  (     ),         Other  ' 

Vcjtci'pa^ria*  upc'iio 

latcmstlonil  aa<Uo  Call  Sign        -T^ 

Rddlo  ft-cqv.cj;clcJ  l«altor«d    '■^'^•'-  '  ■"t'-~^-  ,:,".'■'. ,'-/-,' 
SoJrrpoxia-sri.-e  ;aj-3il2MPrj 

Other  troritia^  ?r»^n3rcls3       '^  >"  '•^^'^  «  ^^"^  t^'  ' 
XPir.:j  pa-Jo«i_s  «xjoka  


;j  -—  'i-'lc-r*, -krc 


16. 


Scbedol*     _. 

PfcKis  pc<^::a 

n«vl6Jtioa  35aip:int>     Lerea  C  (     ),   Lcrs.-    s.  ( 
haa-rasLTOiiac;  oooj77.02£a:;e  jojan  v      ^c;:a 

OBega  (  -),     Deees  (-  ),  n«»aflt  (  •-),  I!s>i£r     (. 
(fcera  ija  'xtii^n  ra,-.i? 

IVithorsetcr  (  ,),     Otior         " 

Cs;>e'ja;p  upcnco 


KOeiAL   BtGIS'ER,    VOL     47     NO 


'H^^RSDAT      ,un£    ?,     !977 


NOTICES 


jH>v;' 


17.   CiTco  Caraclty  (IT) 
rpjio::;^-.-:.  .xri  (l.;) 

5381,      i^t. 


Saltci  Fixh  . 


IB.    C:Lr;;o   Sp^oo 


Freeior 


Fia-:i;:3  vicsj.  i3z;iinc-.?ic:i  ?cz:  (:>0Saica) 


Permit  Period  ;.3?llci  >tr! 


Sanara  .; 

r&r  Use  of  IcsuLr:;  Cffica 

».'7.i.i7  -  icspooo^-a 


Frcsii  rich  _ 


6  t 


Froico  ?irh  


Fioh  L(£i  _ 


Other  _ 
Dpo<:ee 


.iSu^i 


Other 


I3,    ProccLsin-   .'luitiont    (Ir.dlcate    (.-'.Ij  e4.;-:-Clt7,    -T) 

rc-j>;.c:?i  3  :.o??.?o;;.;a-) 


io;;:- 


1.  Tare  of  Vessel  

Jfe3EJii-e  Cyr-^ 

2.  7ci:cl  ::o.:   Hull  To. 


_BcrJstratton  I«._ 


rci':;cr;.3C-o!i ;;:: 


3.   jicae  aui  ..iircs;   of  Or=«r         T^vat  aad  AiUress  of  Qiartcrfr 
Jc-i  s  a^pce  c;-;.o:.i;i.";iia        -c.ii  -  oajcc  ...p3\?o:iiri« 


**?;; 


Cubic  iiirccs     '  •  - 
l*jsr?:.r._::  aA."c 


Boor  :;  c::i;:i  ;-  :•:::  ..; 


"   l-ir:^_ 

...Vfl(X 

-'■lm» 

;tr— *,    , 

*»— 

..... 

--■' 

y* 

S-ti=l 

,  V.';- 

5. 

fv.-e  of  Vcrsti 

-■■  -  • 

6. 

7. 

Trn  cyiEa 

S:?cic;;«   (Cress)  _ 

e. 

SrcL.'th  _ 

i    Set; 
V  be  -.-^c  , 

is^a 

♦. 


^^,    T^.r5^«^ 


20.   FiihcrLcs  for  -"MO.  Permit  is  Se<^strd! 


TO.    i'3rc?;occr _^ 


-(SIS.;  t-rr      ^-^ 

Hr" '■rf^  > rnc-     -ceo.'.    '  .'*."* 
lir;  ,  .{3  opyi/..-.  .--za 

(li.v.) 

SOTPLr 


ycrois3..T  ^^^^^ 

flpcvo 
15.   trto  Built      i9f.- 


acJcl/JUctxic   (-  ), 


)uiTS  nocrpy.l^a 
1*.  I'ur-bcr  aDd  II.-.tlo.~:ilir7  cf   Personnel 

_0ffleci-3  _n Crcn  ^ 

Sioiaiiajj-  C0CV2D  -ojiKio 

15.  Corrrvnlcatlo.-a:      r_r-rj   (-     '. 
fclc— .i-h7  (  *;,  O^hcr  


.  ocaar  (i-iccify) 


ES,    Voice  (      ) 


). 


Intcrnitior.al  Sadlo  Call  Slf;a         "-"^ 

F.adj.0   ."^c<)ucnclc3  -oaltoi-ed       iiOC  "-=»,  t>c7e,5  1.0, e3-;  air  iSt'.c^s  : 
Ko.T:po-T:rje_:-e   :i;  jsacroru  ^ 

Apyr.;:  jiSo^i-a  -^acro.j 


21,  ?!i:;e  ;.=!  .^iiross  of  .'j;er.t  iXDl=tci  ta  rccs! 
tcocc^j  i.i-£-ci  la  ta2  Ur.itvu  .,tat::s; 

r;-.:-<cc;o-  ntcucicc,   :.c;k..;u:.-:u;2  x  i,cc;r.sci;: sjt  i..^ 


;siT~    nay 


Schedule  

If:-: 1     r  -</■  ^  —  ' 


*J  r*r  "iiilcvilch-? 


16.   ."ovlc^tloa  ;-.ap:c.-.ti      Lor«j  C    ,      ) ,    Lor«,i  A  (  -), 
haB.;i-sc.:o:..::t  o<,3:;,:o2i:i-e  «;;;:,  ;       ..opaa  a 

ttie^a   (    -),      Deec*   (-  ;,   r.trxzx   ■:.      ).    Tjidir 
0::erj  .,::-3  nascir  rtiij 

FBttio.^st«r  (-   ),      other  - 

*a>oi;i7p  upo^ico  ~ 
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<, 


_^<i>^ 


NOTICES 


att-f^  -  ^^°r 


}. 


17.   Coroo  Cayacltj  (U7)  IS.   C^jo  £?.co 


Saltei  ?ixh 


Prcsi  Sl£h  . 


Otber _: 

llpo>;oo  j»^ 


yre«»er     " 

■-^-jU 

••■---" 

7—7   Hold 

Ci-a.l  -.r.:- 

?iii:;s 

Ta  hi;;: 

5pcw.;e 

Perclt  Period  ippH'*  ''o" 
nco;;ci.  Ha  '.■.f^o^.i  __^..,. 
3a;i.K.;i;:iaeTCj  paapcjci.O. 


Sas2f;a  ~ 

re*  Uoo  of  tcsuirz  C-Tflcs 


6  t  a  t  «> 
Cjpsaa    


•  A:»>-g< 


1.  Kos'o  of  »C.-.50l 

2.  Tossol  So.;  "A»U  Ho.  ir; 
E!  ejSJia         2  KOpnyoa 

J.  )Ua>o  and  Addrosa  of  ftnor 

Jli:il  CS^T^ 

AiUrcso     6c,  CcaebtahTtli 
jjjjgg        jtrtrt,  .-ataol  ,  — ... 


Sc-Jstration  I'o . 

7sa«  8.id  Adcrcts  oi   Cbartcrt. 


.'d'-"^" 


19.  I>roeot«l=5  S^lpsoct  (I^ii  =  .--=   daily  c.?-clt7^  ;?) 

tc.iiKocTi   1  '  ;?p.T^ '.::-;         ,  


Cublo  Address    p-.--i    -^-^-^ 


4.  noscjort  (Od  Sttite  of  Seelatry: 
Hop?  a  crpsae  np::uUCS3 

5.  T/;»  of  vc£»cl _Zii*i 

6.  S?nriC«  (Grossp.        ->■<--- 
lonua 


7.  Lc.".::ti     ir<_w 
£su!a 


iTiC*  (Cross). 
uas  (Ss/'.To) 


(  ret) 

(liCTTO)' 


8.  Bro&dth 


9.    EraTi;  _ 


Ij^ 


srtrd: 


-f7-  5  5^-^ 


ao.  ?ldiorics  for  e..ich  Permit  is  j:^*;;'^ 


£££ia 


'Mi""-  p-'u"'  l!?cTO  >rr; 

ni-ia-77 


l>»:;o:i  cnsc;: 


».« 


(■:.■. 


Z,i6-  1-t-  050S 


10.  norcojjcer      ?°ro^^        sh?.     11. 


;.-i:ric--n  S-_c;d  __j^ 
.;aKc-L:a.".ii;.'>.;i  cko.oc 


11.  Propalsloni   Diesel  (   , ),  Stcaa  (_  ),   Dlcscl/Jlcctrlc   (  .  }, 
Js;:r:re;iH33    ;t;:s«Ci«aK        cafoacH         i;;3e:i--;.'ic;;r?;  u.:e.'-.a.i 

ye»=Ma  0,^ ; 

Qpoiaui 
13.  teto  ttoUt      t96» 


Ka73  nccjp-j.ja 
14.  l!icbcr  a=d  IT.itlo=alit7  cf  PersoTmol 


Kor-wcTjo  3  aiia::oasz3ixs?i  cc;)0CHa.-ia 


Offlcizs  JJ 


uouotua 


■33,    ?oloc    (■     ). 


15.  Cor.-v.aicatio:af     TH?-rj(+),     ^V 
Usr.3k 

rclccraji7  (  +),         Other _ 

i'MCi'ja^-as  uposto 

latcmstionaJ.  Sadlo  Call  Sign         "^"^ 

iiSEurapoi-HuS  pi3:rno3i!:i;o3 

Radio  ?rc<;i:oECics  roaitored      513.5OT  Vc^^T.^.r"'.! 

ioifrpo5:;p3r3:i-e  pj;r3>t3c»oa 

Other  "Joriis;  Srt^njEol**        S'^'-j.  f:*"?. '."*".■ 
Jlpjr.:3  ?aiat..;9  ^crova 


pcc?53    iiCJCi    - 

r^.^;  •■<«'>;■■  c -I-  Ejccccoe,  ixsr.....;.^--:-  »  >->■- 


SeheJule  

Pse:3  paCorj 


k»  p*r  ^«9im«teh?s 


16.  navigation  :::il;ieat«     lorta  C  (     ),   Lortn  AC), 


Ct»;«   (  .  ),      !)•«««  ("  ),     .a«j-. 

ratho-Totcr  (  .  ),     Other  _:__ . 

$Q30i:c;p  upo<«o« 


Ridtr      (      ), 
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NOTICES 


2i^^39 


OtL- 


'f-bSbS 


17.    CiTjo   Capacity  (1-) 
rpj;;c:;;:-c...  :xri  (i.-^) 


18.    Cir;o  Epcco 


R«lt^d  rith 

Ccj.f.r?f  r-'- 

Vr<>r.h    ritil 

Cic-xi;  F-'^ 

SVr'7.-n    7i-.h 

:;■-  ;c::33  T-^^ 

Fiiih  Leil 

Pi'Ciias  L-y:;a 

other          ',l--r-'  .;: 

Dpovee 

Cry  Held 


tacis 
raHK" 


other 

iipcxce 


19.   ProccLSiE5  Sjuipaent  (ladicite  daily  csprcity,   -"T) 

Tcxi:o--;cr.:<<cc:;C'C  oco-;,T,c;3n-e   i.r.:s3iri  cy'-OKSTS  ntc-SJo; 
ic.-;ircc7i  3  r;jTj.T0i:::2;;) 


nssin:  ^asn.  i::z.>7inc.-^c.T  tce:  CJCSiica) 

P«r=it  IVrlod  ;p:)lled  /*ri  iFplieatlon  '2t>.{^K_^^~__Z: iLi-kll 


DeTi;;«,  H3  :;c.:.':j 

»oiijs;;i.;iat7s;u  j.ii^c-c;'  .:: 


£2n2ra  - 

Pcop  Use  of  Icsulr;  <.i'ics 


1.    rcrc    of  Vciiol   

Hc:?;h-0  cyrJO 

J.  vciDci  ::©.!  Hull  ;:o. 
C  cywa  L'  KDpn.. .:  " 


J,   )i:ac  aod  iddrcis  cf  0-.=tr 

Bi:^  ;  aii:c  cy;o:vzz;.'u>:;a 
Res* 


^RccJiij.tlon  1.0.  " 

rcrjc:;3t-o!i;i.':  1.' 

.":c3e  end  Address  of  Cb^rtcrrr 
.en  a  aspie  .;.p2xros;rJs« 


.-..  ..-  ^ 

— 

,  -    ■, 

C--.b;c    Ai-'rcos 

,  :.?--<■-<« 

Sv-ni-^cXr-.' 

xt. 

;>-t;?— i 

Veier?:,    .  '  a,;:.jec 

4. 

Ed?:  2  criiji  np-j;.. 
?.>;e  of  Vcrscl 

cr  ;«(,.:•.; 

c  _ 

6. 

ri:B  cy;;K3 
r^nriG*   (Gross) 
ToncK  (-Jr.- .to) 

1/111 -th 

^a 

{  r-t : 

t,"      . 

7. 

V  nCT"C  ; 

9 

Craft  _i 

Ocosa 

, 

isu:a 

^<€-  r?-  ^5^i> 


t-  * 


20,    Ficl:crici  for  --Mch   rcr::it   !s  Tecucctrdi   ' 

]!pci.ucc.~.  ;u:."  iiCiijcii-o  iir..Lj.-;;u!croa  f.^i,'JE«sirc: 


Ccc.-.n  ,'fc-. 
p8;;o;!  c::sc; 


•~rlrd 


(.-rcr-jo) 
»:Ojt;o; 
c  -    ;.o 
5  6  7B-ID-r7 


pi'j  np:.TC->>rce-    ;.:no.-.  ■ "  -";! 

LL-:;  y;.C3  opyj..-.  .  -;a 

■      (u.v.)  ■  ■ 


10.   I'oricjoctT 


i^p.     11.  i:aricu3  Cjisd  ; 

^^.■;y  jiKc::.i:a.'JJ'.^-i  cuo.; 


11.  I>ropul5io==   Kcscl  (  ■  ),  Stcaa  (  -  ),   Blesel/tJleetrle  (-  ), 


3fcr3Eos:.-3 


other  . 
iipcvcs 


1" 


13.  rr.te  B-.:llt 
fcirs  i;occ;-..s3 

14.  :'.i-bcr  and  ".-.tiorolity  cf  Personnel        ?7  ■      -"-~ 

/.G.r.;K0c7so  ;"■  iir.:i;;cuc-ii;csri  MipcciCJia 

Cfficc-S  •'  Cro-i  ______  other  (ircoify)  . 

i;o::a;vUi!i;"ca^^^3  ..ojar_3  ipyme  -.-a  if-t.? 

15.  Cor-u:ilcatio::3:     Tii?-rJ  (     ),     Ai/ ES3,  Voice  (1  ). 


CBC3k 

Sclccrn:i7  (  ,  ), 
Yi;.':c;-pc,;.c.s 


Other 
upostc" 


Iatcrr.2ti02al  Sadio  Cill  Slcn 
i'.;iT.yi:c?o;,';;':  ri^i- '-"---■'^''-O" 
Radio   rrcivciKi c3   ..cr;torod      • 
Ko.iTpo-rpjei^-e  p;;,  rsic?orj 

Other  Vorkl--  ?rt^u^aclss  _^ 
ijiyr.:3  ?;S0H-3  iicroij 


■,51.  !-;;,;■::.;.  j.. 


I  a-,  v-.,'20*. 


,':6,r;;-;  ii/ 


Icvjal 


21.  !.i::c  i^i  ;.dircss  of  /.G=-t  c-^'.siatcd  tc   rcce'. 
pi-occ;::   i:i-.:4l  I2  tcs   Ur.ltt-d  states; 
i,;;s  .".  c-.-io  sri'i.-i,  H-^;riKc:-;crc  irs  .•>icc'.-;;s  2  .-coOo::  ■ 
cp.;j::«o>;c;;  npccccce,  ::c3Ku;iKsa  x  c<>c;^hci.  !_x  lCoc": 


Schcd-ole 


Pss::;  piC;r. 

■16.  -6Vir?.tio=  i.-cl;=er.t:     Lor«3  C  (    J,   laitn  A  (  -)i 
Has-friii-c;;::;  c0:py.-.03is::e  iopaa  -      -opas  * 

Cce^je  (.  ),     >=^a  (   -).  Savsat  (  ,),  awUr     (  J. 
-  ";i:a  nascat  lUrfP 


Orera 

rathor.ctcr  (-    ),     Ct^cr  . 
OasoL-c??  i.ponee 
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29810 


NOTICES 


Ul-i1-  O^oi^  ^^      ^ 


Z/^- 


"1-   £SC>^ 


5509   -t. 


Co,/.;  rr 


Prbien  ?ir:h  

ii)po.:oi:3fl  r-'-J 


18.    C^:^  Spcco 
r^,  3cr.-o  .    '.ocr.i 

r-.-^Ser 


rish  t-etl 


PuCian  L:y;.J 


?r<c«cr 

taj 

I  „-.;i-  9 

?r7  Hold 

- 

— 

-^, 

Tai-iK:: 

OtScr  

20.  Pichcries  for  TAleis  ito=lt  1»  2e<iuost{!<l! 


e  -    W 
5,8      .      Jl-XII-77 


.!";s 


Other 


n^.   Proc-.-i-i-i  ;.ijl;_i:.-.;    CI:.iici-.e   dally  c9T;-cl-.r,    — )^ 
Texi;oior'..Hcc::oc  oto5;.'r.:5aM.;e  ;.   iiari  cj". o-:  ."jO  3j.o..S30; 


pi-9ce33  Issued  in  tea  Url'^vd  States; 


3^1 
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UM 


would  you 
llko  to  know 

if  any  dianges  have  been  made  In 

certain  titles  of  tt>e  CODE  OF 

FEDERAL  REGULATIONS  wrthout 

reading  the  Federal  Register  every 

day?  If  so,  you  may  wish  to  subscribe 

to  the  "Cumulative  List  of  CFR 

Sections  Affected,"  the  "Federal 

Register  Index,"  or  both. 

Cumulative  List  of  CFR  Sections  Affected 

$10.00 

per  year 

f*-ie    CuT^uiative  List  of  CFR  Sections 

A^ected    ^s  designed  to  lead  users  of 

tne  Code  of  Federal  Regulations  to 

amendatory  actions  published  in  the 

►ederal  Register,  and  is  issued 

monthiy  in  cumulative  form.  Entries 

indicate  the  nature  of  the  changes. 

Federal  Register  Index     $8.00 

per  year 

indexes  covering  the 
ents  of  the  daily  Federal  Register  are 
jed  monthly,  quarterly,  and  annually. 
ntnes  are  earned  primarily  under  the 
sof  the  issuing  agencies.  Significant 
ects  are  carnefl  as  cross-references. 

A  fincllng  aid  n  included  in  tach  poWic«tloo  which  JJ«t» 
Federal  Register  t>age  number*  ndtti  the  date  of  puMicatian 

in  the  Federal  Register. 

Note  to  FR  Sul>«cr1ber»:  FR  Indexes  and  the 

Cumuiat  ve  List  of  CFR  Sections  Affected"  will  continue 
to  be  Trailed  tre«  of  cnarge  to  regular   FR  sut)«cr1ber». 
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»ut>*cription(s)  to  the  puWlc«tton«  ctycMa  b»iow: 


Name. 


CUMULATTVt  UST  Of  Cm  8ttT10f*«  KFnCTtD  ($1000  a  ymmr  domestic:  $12.50  fofe««n) 
FCDCIAL  RCSMTER  IHOO  (fM  a  yeer  demestlc;  $10.00  foreign) 
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highlights 


EDUCATIONAL  WORKSHOPS  ON  HOW  TO 
USE  THE  FEDERAL  REGISTER 

OFR  announces  workshops  to  be  heW   ir  Atlanta 
Georgia,   7-13  and   7-14-77    '. 30015 


SUNSHINE  ACT  MEETINGS 30022 


EXECUTIVE  SCHEDULE 

Executive  order  placing  certain  positions  'O  ieve*  V.. 

ROMANIA 

Presidential  determination  relating  to  extension  ot  the 
waiver  under  the  Trade  Act  of  1974 

ROUND  II  OF  LOCAL  PUBLIC  WORKS  CAPITAL 
DEVELOPMENT  AND   INVESTMENT   PROGRAM 

Commerce/EDA  announces  availab.'ity  of  pianni-^g 
target  data  for  sub-State  areas  and  applicants 

NATIONAL  HEALTH  PLANNING 

HEW/HRA   announces   availability   of    'Dratt    Guidelines 
for  the   Developrr,ent  of  the   State   Healtr    P;c  ■,      com 
ments   by    7-25-77    

ENERGY  RESOURCES 

FEA  proposes  publication  of  i^st  c*  conservation  a^-C 
renewable  resource  measures,  commei.ts  by  6-30-77 

INTERNATIONAL  TRAFFIC  IN  ARMS 

State  proposes  administrative  re'^'ed  es  a''C  p'rcecu'es. 
comments    by    7-15-77  

FISHERY  MANAGEMENT  PLANS 

Cc'imie-ce  NOAA  publishes  fir.il  '.977  prcviscs  'or 
haodock.      coo.      and      yeiicv.-ta.:      f.CLnde:,      effective 

6-13-77  

Com'-^e'^ce '  NCAA  annoLj'"ces  ava  ab  iity  of  fina! 
envirori'Tienta:  impact  statement  c  r'oposed  imple- 
mentation  of  a    plan    f^'   haddcc"-,    ccc     a.^d   yeliov.1aii 

flounder  

Comme'ce/r^OAA  publishes  findings  on  preliminary 
plan   for  Atlantic   "lernng  

NEW  DRUGS 

HEW, 'FDA  proposes  to  refuse  app'-cvai  c*  che"':!'met-a 
zme  tartrate  liquid  drugs;  hearing  requests  by  7-11-77. 

FOOD  ADDITIVES 

HEW/FDA  provides  'or  safe  use  of  certain  c-^fn^icals 
in  flume  vvater  used  to  wash  suga-  peets  pfect've 
1-11-71 


29841 
29843 

29945 

30005 
29906 
29929 

29876 

29946 

29945 

30002 


29856 

CONTINUED    INSlOE 


reminders 


(The  Items  in  this  list  were  editorially  complied  as  an  aid  to  Federal  Recistsr  users.  Inclxislon  or  exclusion  from  thU  llst*as  no  legal 
significance.  Since  thU  list  Is  Intended  as  a  reminder.  It  does  not  include  effective  dates  that  occur  within  14  da>-s  of  publication.) 


Rules  Going  Into  Effect  Today 


List  of  Public  Laws 


DOT/FAA — Bell     model    212    helicopters; 

airworthiness  directive 24719; 

5-16-77 


Note:  No  public  bills  which  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register  for  inclusion  In  today's  List  of 
Public  Laws. 


AGENCY  PUBLICATION   ON    ASSIGNED   DAYS  0^    THE  WEEK 

The  SIX  month  trial  perod  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914.  A'^gust  6,  1976)    The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

DOT,  COAST   GUARD 

USDA    ASCS 
USDA,,  APHIS 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 

DOT/NHTSA 

USDA/FNS 

DOT'FAA 

USDA /RCA 
CSC 

DOT/FAA 

USDA/REA 

DOT    OH MO 

DOT/OHMO 

CSC 

DOT    OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW /FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday. 

Comments  on  this  program  are  still  invited  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  Nationa'  Archives  and  Records  Service.  General  Services  Adminis- 
tration,  Washington,    D.C.    20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  information  please  see  the  hst  of  telephone  numbers 
appearing  on  opposite  page. 


0 


o 


.i)~^<*. 
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Published  ddilv  Mondav  through  Friday  (no  publication  on  Saturdays.  Sundays,  or  on  official  Federal 
hoUdaysi  by  the  Office  of  the  Federal  Register.  National  Archives  and  Records  Service,  General  Services 
\dmlinstranon  Washink:ton,  DC.  20408.  under  the  Federal  Register  Act  (49  Stat  500.  as  amended.  44  US  C, 
Ch  15)  and  the  regulatior.s  -f  rne  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I)  Distribution 
15  made  only  by  the  Superintendent  of  Documents.  U.S.  Government  Printing  Office,  Washington,  DC.  20402 

■^ 'INITIO'*  . 

The  Federal  Register  prr.^des  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
b"  Federal  aeencles  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
Keneral  applfcablUty  and  legal  erfect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
do^umenS  of  public  interest  Doctiments  are  on  file  for  public  inspection  in  the  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  tthng  is  requested  by  the  Issuing  agency. 

T^e  FYDERAi  REGISTER  Will  be  furni,.'.ed  bv  mall  to  subscribers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
In  advance  The  charge  for  Individual  copies  Is  75  cents  for  each  issue,  or  75  centa  for  each  group  of  pages  as  actually  bound. 
Re^t  checfc  or  money  order,  made  payable  lo  the  Superintendent  of  Documents,  US  Government  Prlntmg  Office.  Washington. 
D  C    20402 


There  are  no  restrictions  on  the  republication  of  materia:  appearing  In  the 
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INFORMATION  AND  ASSISTANCE 


Questions  and  requests  for  specific  information  may  be  directed  tc  the  following  numbers.  General  inquiries 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER,  Daily  issue: 

Subscription  orders  (GPO) 

Subscription  problems  (GPO) 

"Dial  •  a  -  Regulation"  (recorded 
summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling  of  documents  for 
publication. 

Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 

Code  of  Federal  Regulations  (CFR) 
Finding  Aids 


202-783-3238 
202-275-3050 

202-523-5022 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders  and   Proclama- 
tions. 

Weekly  Compilation  of  Presidential 
Documents. 

Public  Papers  cf  the  Presidents.... 
Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

index   

US.  Government  Manual 

Automation    

Special  Projects 


523-5233 

523-5235 

523-5235 

523-5235 

523-5237 
523-5237 
523-5237 

523-5237 

525-5230 
523-5:40 
523-5240 


HIGHLIGHTS— I 

ANTIBIOTIC  DRUGS 

HEW/FDA  revises  pH  test  method:  effective  7-11-77        29857 

POTASSIUM  IODIDE  AND  POTASSIUM  AND 
CALCIUM  lODATES 

HEW/FDA  proposes  affirmation  of  GRAS  status  as 
direct  human  food  ingredients  with  specific  limitations; 
comments    by    8-9-77 ..   29925 

JEWELRY  INDUSTRY  TRADE  PRACTICES 

FTC  proposes  change  m  requirements  for  use  of  terms 
"gold"  and  "silver";  comments  by  7-12-77  29916 

CULTURED  AND  ACIDIFIED  DAIRY  PRODUCTS 
AND  EGGNOG 

HEW/FDA  proposes  uniform  standards  of  identity;  corn- 
meats   by   9-8-77  29919 

NEW  ANIMAL  DRUGS 

HEW/FDA  notice  of  opportur  ty  for  hearing  on  peni- 
cillin-streptomycin  premixes,   requests  by   7-11-77  29999 

CIGAR-BINDER  (TYPES   51   &  52)   TOBACCO 

USDA,/ASCS  terminates  existing  farm  marketing  quotas 

for   1977-78  marketing  year:   effective  6-10-77  29847 

FARMERS  LOAN  AND  GRANT  PROGRAMS 
(GROUP) 

USDA/FmHA  republishes  proposed  provisions  for  self- 
help  technicai  assista.-ice  grants,  comments  by 
7-1 1-77     ,. : 29885 


MINIMUM  WAGES  FOR  FEDERAL  AND 
FEDERALLY  ASSISTED  CONSTRUCTION 

Labor/ESA  issues  general  wage  determination  oecisions 

(Part  III  of  this  issue) 30077 


Continued 

PERMANENT  EMPLOYMENT  OF  ALIEN  M.D.'s 
Labor/ ETA  requires  examination  of  alien  doctors  for 
labor  certification  for  permanent  employment,  effective 
7-11-77         29855 

ADVERTISING  OF  OPHTHALMIC  GOODS  AND 
SERVICES 

FTC  an'  runces  reiejse  c*  sta"  'eport  on  proposed  trade 
regulation    rule     29917 

BOWHEAD  WHALE 

Comn.erce/NOAA  proposes  oesignaticr-  as  decietec 
species  of  marine  "-iammai  29946 

SPECIALTY  STEEL  QUOTAS 

Office  of  the  Special  Representative  for  Trade  Negotia 

tions  issues  notice  of  shortfall  reallocation 29976 

FEDERAL  PRISONERS 

Justice   Parole  proposes  setting  cf  presumptive   re  ease 

dates  at  outset  of  con*ineme''t   CG^n->errs  by  7-22-77        29934 

SECURITIES  AND  EXCHANGE  TRANSFER 
AGENTS 

SEC  proposes  procedures  for  withdrawing  registrations: 
comments   by   7-15-77     29918 

CLEARING  AGENCIES 

SEC  proposes  registration  standards  com^ients  by 
7-15-77  (Part  li  of  this  issue  30065 

CIVIL  SERVICE  RETIREMENT  SYSTEM 

CSC  proposes  payment  of  allotments  to  certain  employ 
ment/annuitant  organizations:  comments  by  7-11-77     29880 
CSC    establishes    new    proceaures  to   collect  erroneous 
c^erpayments    of    annuity 29846 
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HIGHLIGHTS — Continued 


PRIVACY  ACT  OF  1974 

DOD/Secy  proposes  to  exep-pt  t/<o  systems  of  records:    ^^^^^ 
comments    by    6-30-77  ■.   >        -xiocn 

DOD/Secy  amends  systems  of  records  (2  documents).      ^^' 


29952 


29942 
29942 
29942 
29942 
29942 
29943 


MEETINGS— 

CRC:  State  advisory  committees: 

Maine  

Massacfiusetts    

New    Jersey     

New  York  

South    Carolina  

Ve^mc^t 
Q^,,..n^p^re    Advisory  Committee  on   Product  Liability, 

6-27-77  29946 

CEQ     Interagency    Committee    on    Priority    Chemacals 

Testing,  6-23  thru  &-24-77 - 29947 

EPDA    High  Energy  Physics  Advisory  Panel.  6-27  and 

^28-77  29952 

FCC     Pad  0    Astronomy    Service    Working    Group    for 

1979   ITU  World   Adrrinistrative   Radio  Conference, 

7-18-77  29961 

FEA    International   Energy  Agency   Industrial  Advisory 

Board    and    Subcommittees    A    and    C,    6-20    thru 

^23-7  7  29962 

HEW/ADAMHA:    Minority    Advisory    Committee,    6-28 

thru     6-30-77  29998 

FDA:  Pediatric  Subcommittee  of  the  Psychopharma- 

cological  Agents  Advisory  Committee,  6-27-77      29998 


NIH:  Allergy  and  Immunology  Research  Committee. 

7-26-77  30005 

Board  of  Scientific  Counselors,  National  In- 
stitute of  Child  Health  and  Human  Develop- 
mer^t,  7-11  thru  7-13-77  30005 

Cancer  Center  Support  Grant  Review  Committee, 

7-15    and    7-16-77 30006 

Cancer  Control  and  Rehabilitation  Advisory  Com- 
mittee.   7-15-77 30005 

Workshop  on  Pharmacology  and  Aging,  9-15  and 

9-16-77  30006 

Labor/ETA:    Federal    Committee   on    Apprenticeship, 

6-28    and    6-29-77 30013 

Legal  Services  Corporation:  Appropriations  and  Audit 

Committee  of  the  Board  of  Directors:  6-23-77  30014 

NFAH/NEH:   Public   Programs   Panel    (3   documents), 

6-30,  7-1,  7-11  thru  7-14-77 30014,  30015 

Puerto  Rico  Coordinating  Committee  of  the  National 
Commission  on  the  Observance  of  International 
Women's  Year,  6-10  thru  6-12-77  30014 

USDA/FSQS:   Expert  Panel  on   Nitrates  and   Nitrosa- 

mines,    6-27-77 29938 

AMENDED  MEETINGS— 

CRC:  Michigan  Advisory  Committee,  6-17-77  29942 
HEW:  Advisory  Committee  on  National  Health  Insur- 
ance Issues,  6-17  and  6-18-77     « 30005 

SEPARATE  PARTS  OF  THIS  ISSUE 

Part   II,   SEC 30065 

Part    III.    Labor/ESA 30077 


THE   PRESIDENT 

Executive  Orders 

Executive  schedule:  placement  of 

certain  tx)sitlons  In  level  V 29841 

Memorandums 

R^in'.aniH,  extension  o:  u<iiver  un- 
der tiie  Trade  Act  of  1974  .    29843 

EXECUTIVE  AGENCIES 

AGENCY    FOR    INTERNATIONAL 
DEVELOPMENT 

Notices 

Authority  delegations : 
Bolivia,  Mission  Director 29976 

AGRICULTURAL   MARKETING   SERVICE 

Rules 

Lemons  grown  in  Calif  and  Ariz^_  29848 

Milk  marketing  orders: 

Middle  Atlantic 29848 

Proposed   Rules 

Milk  marketing  orders: 

Southern    Michigan 29881 

AGRICULTURAL  STABILIZATION  AND 
CONSERVATION    SERVICE 

Rules 

Tobacco  '  cigar-binder )  :  market- 
ing quotas,  1977-78  marketing 
year,  termination 29847 

AGRICULTURE   DEPARTMENT 

See  Agricultural  Marketing  Serv- 
ice: Agricultural  Stabilization 
and  Conservation  Service:  Ani- 


contents 

mal  and  Plant  Health  Inspec- 
tion Service:  Conirnodity  Credit 
Cor;)oration ,  Farmers  Home 
Administration:  Food  Safety 
and  Quality  Service;  Rural 
Electrification  Administration. 

ALCOHOL,    DRUG   ABUSE,    AND   MENTAL 
HEALTH   ADMINISTRATION 

Notices 

Meetir.;::- 

Advi.so:  y  Committee;  June 29998 

ANIMAL   AND   PLANT   HEALTH 
INSPECTION    SERVICE 

Rules 

Viruses,  serums,  toxins,  etc.: 
Packaging  and  labeling;  special 
licenses:  elimination  of  refer- 
ences   to^_  29854 

ARTS   AND   HUMANITIES,    NATIONAL 
FOUNDATION 

Notices 

Meetings: 
Public  Programs  Panel  (3  docu- 
ments |    30014.30015 

BLIND  AND  OTHER  SEVERELY  HANDI- 
CAPPED. COMMITTEE  FOR  PURCHASE 
FROM 

Notices 

Procurement  list.  1977;  additions 

and  deletions  '3  documents) 29947 

CIVIL   AERONAUTICS   BOARD 

Notices 

Hearings,  etc.: 
Deuls'hes  Reiseburo  GMBH..   29938 
United  Air  Lines.  Inc.,  et  al 29938 


CIVIL   RIGHTS   COMMISSION 

Notices 

Meetings,  State  advisory  commit- 
tees: 

Maine 29942 

Massachusetts   29942 

Michigan 29942 

New  Jersey 29942 

New  York 29942 

South  Carolina 29942 

Vermont 29943 

CIVIL  SERVICE   COMMISSION 

Rules 

Excepted  service:        " 

Defense   Department 29879 

Federal  Energy  Administration.  29845 

Federal  Trade  Commission 29845 

Housing  and  Urban  Develop- 
ment Department  i2  docu- 
ments)      29845 

State  Department 29845 

Temporary  Boards  and  Commis- 
sions   29845 

Transportation  Department    (2 

documents)   29846 

Retirement;  claims  collection 
against  annuity  and  overpay- 
ments waiver  standards 29846 

Proposed   Rules 

Retirement:  allotments  from  civil 

service  annuities 29880 

Notices 

Noncareer  executive  assignments: 

Air  Force  Department 29943 

Community  Services  Adminis- 
tration      29943 

Export-Import   Bank 29943 


Iv 
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Health,  Education,  and  Wel- 
fare Department  (2  docu- 
ments'      29943 

Interior   Department 29943 

Justice   Department 29943 

Veterans  Administration 29943 

COMMERCE   DEPARTMENT 

See  also  Domestic  and  Interna- 
tional Business  Administration; 
Economic  Development  Admin- 
istration; National  Oceanic  and 
Atmospheric  Administration. 

Meetings: 

Product  Liability  Advisory  Com- 
mittee     29946 

COMMODITY   CREDIT   CORPORATION 

Rules 

Loan  and  purchase  programs: 

Cotton 29849 

Wool:  correction 29854 

COMMUNITY    SERVICES 
ADMINISTRATION 

Rules 

Community  Action  Programs: 
Funding:   suspension  of  special 
post-grant  coordination  pro- 
cedures for  Title  VII  grantees.  29873 

DEFENSE    DEPARTMENT 

Proposed   Ruies 

Privacy  Act;  implementation 29935 

Notices 

Privacy   Act:    systems   of  records 

1 2  documents* 29950,  29952 

DOMESTIC   AND    INTERNATIONAL 
BUSINESS    ADMINISTRATION 

Notices 

Scientific  articles:  duty  free  entry: 

'  Massachusetts       Institute       of 

Technology   29943 

University   of  Califomia-Liver- 

more  Laboratory 29945 

Wagner  College  el  a! 29944 

ECONOMIC    DEVELOPMENT 
ADMINISTRATION 

Notices 

Local  public  works  capital  develop- 
ment and  investment  pro- 
gram. Round  II:  applications: 
Planning  target  data  for  sub- 
state  areas  and  applicants; 
availability 29945 

EMPLOYMENT   AND   TRAINING 
ADMINISTRATION 

Rules 

Alien  permanent  employment  in 
U.S.;  labor  certification;  exam- 
ination requirements 29855 

Notices 

Employn-.ent  tran.-.fer  and  business 
competition  deternimations;  fi- 
nancial assistance  applicatioris.  30012 

Meetings : 

Apprenticeship  Federal  Com- 
mittee    30013 

EMPLOYMENT   STANDARDS 
ADMINISTRATION 

Notices 

Mini.mum  wages  for  Federal  and 
f ederally-avssisted   construction ; 


general  wage  determination  de- 
cisions, modifications,  and  su- 
persedeas decisions 30077 

ENERGY   RESEARCH   AND   DEVELOPMENT 
ADMINISTRATION 

Rules 

Procurement: 
F>rison-made    and    blind-made 

products;    deleted 29873 

Notices 
Meetings: 
High  Energy  Physics  Advisory 
Panel .    .  29952 

ENVIRONMENTAL   PROTECTION    AGENCY 

Rules 

Water    pollution:    effluent   guide- 
lines for  certain  point  source 
categories: 
Plastics   and  synthetics  manu- 
facturing; correction 29871 

Proposed   Rules 

A:r  quality  implementation  plans; 
various  States,  etc.: 
Montana.      Cheyenne      Indian 
Reservation:      extension     of 
lime 29937 

Notices 

Environmental  statements;  avail- 
ability, etc.: 

Madison  Metropolitan  Sewer 
District.  Wis.,  organic  solids 
reuse  plan 29960 

York  County.  Va  .  York  River 
wastewater  treatment  facil- 
ity     ..  29960 

Pesticide  chemicals;  tolerances. 
exemptions,  etc.:  petitions: 

Agricultural  Research  Service.  _    29956 

DuPonl  De  Nemours.  E.I..  &  Co  , 
et   al 29956 

Mobay  Chemical  Corp 29956 

Pesticide  registration: 

Applications   29957 

Safrole  -  containing     products; 

cancelled   29957 

Pesticides:  si^ecific  exemptions 
and  experimental  use  per- 
mits' 

Guam  E>epartment  of  Public 
HeaUh  and  Social  Services...  29954 

Interior   Department 29953 

Michigan  State  Department  of 

Agriculture   29955 

Water  pollution  control;  safe 
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presiclentiQl  documents 

Title  3— The  President 

Executive  Order  11995  '  June  8.  1977 

Relating  to  Certain  Positions  m  Level  V  c  tne  Executive  Scheau'e 


By  virtue  of  the  authority  vested  in  me  bv  Section  5317  of  Title  5  of  the  United 
States  Code,  and  as  President  of  the  United  States  of  America.  Section  2  of  Executive 
Order  No.  11861,  as  amended,  placing  certain  positions  in  le\el  \"  of  the  Executive 
Schedule,  is  further  amended  by  adding  thereto  -'i  13)  Executive  Director.  Federal 
Personnel  Management  Systems  Study.  United  States  Ci\i!  Service  Commission."". 


-V 


y'Z''/U'<r} 


/ 


The  White  House. 
}un€  8,  1977. 

iFR  Dor. 77-16700  Filed  6-8-77  ;J  : 'lO  pm] 


{ 


l 
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THE    PRESIDENT 

Memorandum  of  June  2.  1 977 

Determination  Under  Section  402(d)(1)  of  the  Trade  Act  of  1974 


^..M3 


[Pre>'.cie:-.".a:  I>'.er:;.;r.a-;cn  No.  77-14) 

Memorandum  for  the  Secretan  of  State 

1  HL  Wiiixr.  House, 
Washington,  June  2, 1977. 

Pursuant  to  the  authority  vested  in  me  by  the  Trade  Act  of  1974  (Public  Law 
93-618,  January  3,  1975:  88  Stat.  1978;  hereinafter  called  the  Act),  I  hereby  deter- 
mine, pursuant  to  section  402(d)  (5)  of  the  Act,  that  the  further  extension  of  the 
waiver  authority  granted  by  subsection  (c)  will  substantially  promote  the  objectives 
of  section  402  of  the  Act  I  further  determine,  pursuant  to  subsection  (d)  (5)  (c)  of 
section  402  of  the  Act,  that  continuation  of  the  waiver  applicable  to  the  Socialist 
Republic  of  Romania  will  substantially  promote  the  objectives  of  section  402. 

This  determination  shall  be  published  in  the  Federal  Register. 


-<cy^> 


/>^/tiu^ 


[FRDoc.77-16726  Filed  6-8-77:4: 17  pm] 


Editorial  Note:  The  President's  message  to  the  Congress,  dated  June  2,  1977,  transmitting 
his  recommendation  for  extension  of  the  waiver  authority  under  the  Trade  Act  of  1974,  is 
printed  in  the  Weekly  Compilation  of  Presidential  Documents   (vol.   13,  p.  842). 
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Tb.s  section  of  t"e  FtDERAL  REGISTER  contains  regulatory  documents  having  general  applicability  and  legal  effect  most  of  whicn  .^e 
^e/ed  to  and  codified  m  tpe  Code  of  Fedeca'  Regj'atiors    w^-'c'-  <s  :>uWished  urvde'  bO  titles  pursuant  to  44  U.S.C.  1510. 

The  Code  of  Federal  Regu.ations  .s  b^.  d  t:,  f^e  iuper  nte-dert  of  Do:uments.  Prices  of  new  t>ooks  are  listed  in  tfie  first  FEOEBAl 
RtGiSTER    issue   of   each    mortn 


Title  5 — Administrative  Personnel 

CHAPTER  I— CIVIL  SERVICE  COMMISSION 

PART'213 — EXCEPTED  SERVICE 

Federal  Energy  Administration 

AGENCY:  Civil  Service  Commission 

ACTION:  Final  Rule. 

SUMMARY:  This  amendment  excepts 
from  the  competitive  service  under 
Schedule  C  one  position  of  Executive  As- 
sistant to  the  Adminij^rator  because  the 
position  IS  confidentiaf-in  nature 

EFFECTIVE  DATE:  June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  Bohling.  202-632-4533 

Accordingly,  5  CFR  213.3388iaM5'    is 
added  as  set  out  below : 


Federal  Encrfij'   .\dininistra- 


§  213.3388 
lion. 

(a>   Office  of  the  Administrator.  *  *   * 
(5)  One  Executive  A,sslstant  to  the  Ad- 
ministrator. 


(5   U.S.C.   3301,   3;i02: 
1958  Comp.,  p    218.) 


EO   1057-,   3   CVR    i9c>4 


■  FR  Dc 


Untted  States  Civil  Serv- 
ice Commission. 

James  C.  Spry, 

Executive   Assistant   to 
the  Commissioners 

77- 16487  Filed  6-9-77  8  45  am 


PART  213— EXCEPTED  SERVICE 

Federal  Trade  Commission 

AGENCY:  Civil  Service  Commission 

ACTION :  Final  Rule. 

SUMMARY:  This  amendment  reflects  a 
title  change  from  Secretary-  to  the  Chair- 
man to  Staff  Assistant  to  the  Chairman 
because  this  latter  title  more  appropri- 
ately describes  the  duties  of  the  position 

EFFECTIVE  DATE:  June  10,  1977 

FX)R  FURTHER  INFORMATION  CON- 
TACT: 

William  Bohling,  202-632-4.533. 

Accordingly.    5    CFR    213.3334' a»     is 
amended  to  read  as  follows. 

§213.3.334       Federal    Trade    ( k>ninii>sion. 

'a I  One  Staff  Assistant  and  one  Sec- 
retary' to  the  Chairman 

(5  U.S-C    33€1    3302:    EO   10577,   3  CFR    '.'.'b-i 
1958  Comp  .  p    218  ) 

United  States  Civil  Sf,r\ - 

ICE  Commission, 
James  C    Spry, 

Executive   Assistant   to 
the  Commissioners 
FR  Doc  ^1    -.'j-i&a  F-.:ed  6-9-"7  8  45  am 


PART  213— EXCEPTED   SERVICE 

Housing  and  Urban  Development 
Cepartment 

AGENCY    Civil  Service  Commission. 

ACTION    Final  rule. 

SUMMARY  «n-ie.--e  amendments  except 
fro.T.  the  competitive  .service  under 
Schedule  C  one  position  of  Special  As- 
sL'^tant  to  the  General  Coun.sel  and  two 
positions  of  Specisd  Assistant  to  the  As- 
sistant Secretarv-  for  Policy  Develop- 
ment and  Research  because  the  positions 
are  confidential  m  nature 

EFFECTIVE  DATE.   June  9.  19TT 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Wiiham  Bc^lmg,  202-632^533 
Accordingly,    .5    CFR    213  3384' ai  '  19  ^ 

and    <  1 '  '  5 '     are    amended    to    read    a.^ 

follows 

§  213.3381       I)<  partnienl  of  Hou>ing  and 
I  rlian  Deselopnient. 

'ai   Office  oi  Die  Secretary    '  '  ' 
1 19 1    Two   Special    Assk-tant^    to    the 
General  Counsel 

»  •  s  *  • 

<i»  Office  of  the  Assistant  Secretarv 
for  Policy  Deiclopirient  arui  Re- 
search   '    '    ' 

5'  Three  Special  .Assistar.is.to  the  .^s- 
sistar.t  Secretary. 

.5  U.SC.  3301,  3302.  EO     10577     >.  CVR   1954 
1958  Comp     p   218  ) 

United  States  Civil  Serv- 
ice Commission, 

James  C  Spry 

.Executive  Assistant  to 
the  Ccmn;issioneri- 

^FR   Doc  77-1648S  Filed  6-9    77.8   45  an. 


PART  213— EXCEPTED  SERVICE 

Housing  and  Urban  Development 
Department 

AGENCY     Civil  Service  rurnmi.->.-;on 
ACTION    Final  Rule 

SUMMARY:  The  purpose  of  this  a.mend- 
ment  is  to  change  the  title  of  an  existing 
Schedule  C  position  from  Confidential 
.^.ssLstant  to  the  Deputy  .AssL^tant  Sec- 
retary for  Economic  .Affairs  to  Special 
Assistant  to  the  I>eputy  .A.ssistant  Sec- 
retary for  Economic  AfTLiirs  This  latter 
title  more  apprDpriately  reflects  the  du- 
ties and  responsibilities  of  ihe  position, 

EFFECTIVE  DATE    June  10.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

William  Bohimg.  202-632-4533 

Accx^rdmgly.   5   CFR   213.3384'i/ i7  -    is 
amended  to  read  as  follows: 


i;  213    via  i        It.  (..itiiii.  ill    ..t    !i....«.Mt;     .:  .i 
!    .|,.,r,    l>.  M  l..p.v,,nl. 

»      •  •         -..       • 

li)  Ofhce  01  the  Assistant  Secretarv 
for  Policy  Development  and  Re- 
search    '    '    ' 

•  7)  One  Special  Assistant  to  the 
Deputy  Assistant  Secretary  for  Eco- 
nomic Affairs. 

5  tJSC    3301.  3302;   EO  10577.  3  CFR  1954- 
1958  Comp  ,  p.  218.) 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry. 

Executive  Assistant  to 
the  Commissioners. 

IFR  Doc  77-16490  Filed  6-9-77,8:45  am] 


PART  213 — EXCEPTED   SERVICE 

State  Department 

AGENCY     C;vil  Se.'-\  ice  Con. mission. 

ACTION.  Final  Rule. 

SUMMARY  Tills  anieii  iint-rt  .  xr^ept.^ 
from  the  ci  ::.;'et;tive  ^i^rvve  aider 
Schtxiule  C  oi.l-  ,r-Aioi:  oi  Staff  a-vMsi- 
ant  to  the  Deputy  Under  Secretary  lor 
Management  because  the  position  is 
confidential  m  nature. 

EFFECTIVE  DATE     Jun^  1^    :9"~ 

FOR  F1.'RTHER  INFOKM.ATION  (X)N- 
T.^CT 

William  Bohline   202-632   4533 

Acro:u:;.^lN        (,••"}<  213.3304(aJ '28)  Is 

cjddwi  a-  set  cut  be'.i'^w: 

-   213,33(11        1).  parlm.  nl  ..f  >la!f. 

28     Or.c  S'af:   Av:  islam  to  Uie  Dep- 
uty Under  Secretary  for  Management. 

i5  use  3301,  3302;  EO  10577  3  CFR  1954- 
1958  Comp  .  p   218  i 

U.viTED    St.'Mf,-     Civil    Serv- 

i^   E     C'   VMISSiON. 
J  iML:s   L'     6f-RY, 

Executive  Assistant  to 
the  Commissioners. 

F-R  Doc. 77-16491  Filed  6-9-77:8:45  ami 


PART   213— EXCEPTED   SERVICE 
TempKjrary  Boards  and  Comrrnssions 
.A.GENCY    CiMl  Service  Commission. 

ACTION     Filial  rule. 

SUMMARY  ThLs  authority  excepts  from 
the  competitive  service  all  positions  at 
grades  GS-i5  and  l>elow  on  the  staff  of 

the  Presidents  Commission   on  Mental 

Healt.h  \v;tii  the  provision  ',):.:{  no  one 
may  se.^-x'e  under  this  auUionty  af;.pr 
June  1  1978  This  exception  is  erai.t.e-d 
be^rau.se  it  is  i.mpracticable  to  f.;i_'rn:.e 
lor  these  positions 
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EFFECTIVE  DATE    June  10.  1977: 
FOR  FL^RTHER  INFORMATION  CON- 
TACT . 

William  Bohling,  202-632-4533 
Accordingly.  5  CFR  213  3199  ij>  is  add- 
ed as  set  out  below ; 

S  213.314')        Irmpor.irN   Mo.ird-  .iiid  <  ntii- 
nii««ioii^. 
»  •  •  •  • 

ij»  President's  Commission  on  Mental 
Health. 

(1 1  All  positions  on  the  staff  of  the 
Presidents  Commission  on  Mental 
Health.  No  one  may  serve  under  this  au- 
thority after  June  1.  1978. 
(5  US.C.  3301,  3302;  EO  10577.  3  CFR  1954- 
1958  Comp  ,  p   218  ) 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spray, 

Executive  Assistant 
to  the  Commissioners. 
|FR  Doc. 77-16567  Filed  6-9-77:8:45  am  | 


PART   213— EXCEPTED  SERVICE 

Department  of  Transportation 

.\GENCY:  Civil  Service  Commission, 

ACTION :  Final  rule. 

SUMMARY:  This  section  is  amended  to 
show  that  one  additional  position  of  In- 
tergovernmental Liaision  Officer  is  ex- 
cepted under  Schedule  C  because  it  is 
confidential  in  nature, 

EFFECTIVE  DATE:  June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

William  Bohling,  202-632-4533. 

Accordingly.  5  CFR  213.3394(aM47)    is 
amended  to  read  as  follows- 

■Ji213.33'^>       I)«-partm<-iit    of     I  r.in-porta- 
4  ion. 

'a)  Office  of  the  Secretary.  '    *    ' 
<47>    Two  Intergovernmental  Liaison 
Officers. 

1 5  use.  3301.  3302;  EO  10577.  3  CFR  1954- 
1958  Comp  ,  p  218.) 

United  States  Civil  Serv- 
ice Commission, 

James  C.  Spry. 

Exe'cuttve  Assistant 
to  the  Ccrmmissioners. 

(FR  Doc  77-16568  Filed  6-9-77.8:45  ami 


Accordingly.  5  CFR  213,3394tf)  (1)   is 
amended  to  read  as  follows: 

§2I3.33'^^      Dcparlnienl    of   Transporta- 
tion. 
.  .  •  •  • 

(fi    Urban  Mass   Transportation  Ad- 
ministration. 
<  1 )  Public  Information  Officer. 

(5  U.S.C.  3301,  3302;  EO  10577,  3  CFR  1954- 
1958  Comp.,  P.  218.) 

United  States  Civil  Serv- 
ice Commission, 
James  C,  Spry, 

Executive  Assistant 
to  the  Commissioners. 

I  PR  Doc  77-16569  Filed  6-9-77; 8  45  am] 


PART   213— EXCEPTED  SERVICE 
Department  of  Transportation 

AGENCY;   Civil  Service  Commission. 

ACTION    Final  rule. 

SUMMARY  Thus  amendment  reestab- 
lishes under  Schedule  C  and  changes  the 
title  of  one  position  of  Assistant  Admin- 
istrator for  Public  AfTairs  to  Public  In- 
formation Officer.  This  change  in  title 
reflects  more  appropriately  the  duties  of 
the  position. 

EFFECTIVE  DATE:  June  10.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

William  Bohling,  202-632-4533. 


PART  831— RETIREMENT 

Subpart  M — Collection  of  Claims  Against 

Annuity 

Subpart  N — Standards  for  Waiver  of 
Overpayments 

AGENCY:  Civil  Service  Commission. 

.ACTION:  Final  Rulemaking. 

SUMMARY:  The  Civil  Service  Commis- 
sion IS  establishing  procedures  to  be  fol- 
lowed by  the  Commission  when  it  at- 
tempts to  collect  erroneous  overpayments 
made  by  the  Commission  to  annuitants 
in  the  course  of  its  administration  of  the 
Civil  Service  Retirement  System.  These 
new  procedures  are  being  issued  in  com- 
pliance with  a  Federal  District  Court 
memorandum  opinion  and  order  issued 
February  18.  1977  in  the  case  of  Shannon 
v  U.S.  CSC.  C-76-1364-SW,  U.S.D.C. 
ND.  Calif. 

EFFECTIVE  DATE:  May  16,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Craig  Pettibone,  Chief,  Office  of  Policy 
Development  and  Technical  Services, 
Bureau  of  Retirement,  Insurance,  and 
Occupational  Health.  Civil  Service 
CommLssion.  Washington,  D.C.  20415, 
phone  202-632-5470. 

Accordingly,  Part  831  is  amended  by 
adding  new  subparts  M  and  N  as  follows : 

•  •  •  •  • 

Subpart  M — Collection  and  Claims  Against 
Annuity 
Sec. 

831  1301     Scope. 
831.1302     Bureau  processing 

Subpart  N — Standards  for  Waiver  of 
Overpayments 

831.1401  Waiver 

831  1402  General 

831  1403  Fault. 

831.1404  Equity  and  good  conscience. 

Authority:  5  US.C  834e(b),  8347,  31 
use    951  953.  and  §  5.1  of  the  Civil  Service 

Rules 

Subpart  M — Collection  of  Claims  Against 

Annuity 

;;  831.1301       s,-ope. 

This  subpart  prescribes  tfie  procedures 
to  be  followed  by  the  Commission  when 
It; 

I  a'  Attempts  to  collect  an  erroneous 
overpayment  of  annuity;  or 

ib>  Attempts  to  recover  an  erroneous 
overpayment  of  contributions  toward  an 


annuitant's  enrollment  in  a  private  plan 
6f  health  benefit?  as  is  authorized  under 
Pub.  L.  86-724.  the  Retired  Employee's 
Health  Benefits  Act  of  1959:  or 

<c»  Attempts  to  collect  debts  for 
premiums  for  life  insurance  and  health 
benefits  erroneously  not  withheld  from 
annuity  as  required  by  Pub.  L.  86-724.  or 
sections  8714<di  or  8906ici  of  title  5. 
United  States  Code. 

§831.1302      Bureau  PrtK-essing. 

Reconsideration  of  whether  or  not  an 
overpayment  has  occurred,  or  optional 
life  insurance  or  health  benefits  pre- 
miums were  erroneously  not  withheld. 
and  consideration  of  waiver  or  compro- 
mise, shall  be  processed  together.  How- 
ever. £Ln  annuitant  may  concede  the 
existence  of  an  overpayment  or  debt  and 
request  consideration  of  waiver  or  com- 
promise only  The  following  procedures 
will  be  observed  by  the  Bureau  in  this 
processing. 

(a>  Notice.  When  an  overpayment  or 
debt  is  discovered  the  Bureau  shall  notify 
the  annuitant,  in  writing,  of  the  rea- 
son (s)  there  appears  to  be  an  overpay- 
ment or  debt  and  why  the  Bureau  is 
instituting  collection,  the  right  to  request 
reconsideration  by  the  Bureau  of  the 
finding  of  overpayment  or  debt,  the  right 
to  request  waiver  or  compromise  and  the 
standards  for  determining  whether  to 
waive  or  compromise  and  the  time  limit 
for  submitting  the  request's) . 

»b)  Requests  for  reconsideration.  <li 
A  request  for  reconsideration  shall  be 
submitted  within  21  calendar  days  of  the 
issuance  of  the  notice  referred  to  in 
paragraph  <a)  of  this  section.  The 
Director  of  the  Bureau  may  extend  the 
time  limit  on  his  own  initiative  or  for 
good  cause  shown. 

(2)  Any  annuitant  requesting  recon- 
sideration shall  be  given  a  full  oppor- 
tunity to  present  any  and  all  pertinent 
written  information  and  documentation 

(c)  Decision.  After  consideration  of 
all  the  pertinent  information,  the  Bureau 
shall  issue  a  written  decision  as  to 
whether  the  overpayment  or  debt  does 
exist  and  whether  it  will  be  waived  or 
compromised  The  annuitant  may  elect 
to  regard  this  decision  as  final,  waive  the 
right  to  a  hearing,  and  appeal  directly  to 
the  Appeals  Review  Board.  The  decision 
shall  contain  notice  of  the  right  to  an 
evidentiary  hearing  or  to  waive  it  and 
appeal  to  the  Board. 

<di  Recovery  of  excess  pavment 
When  there  is  a  finding  in  the  decision 
issued  under  paragraph  ici  of  this  sec- 
tion that  an  overpayment  has  occurred 
or  debt  exists  and  that  it  should  not  be 
waived  or  compromised,  collection  will 
begin  from  the  next  monthly  annuity 
check  vouchered  for  payment  after  the 
date  of  the  decision. 

(e>  Evidentiary  hearing.  (1»  ReQuest 
for  hearing.  Upon  the  written  request  of 
■  an  annuitant  who  has  received  a  recon- 
.•■ideration  decision,  a  de  novo  evidentiary 
hearing  shall  be  held  by  the  appropriate 
field  office  of  the  Federal  Employee  Ap- 
peals Authority  iFEAA^ 

(2>  Time  limit.  A  request  for  a  hear- 
ing shall  be  filed  within  30  calendar  days 
of  the  issuance  of  a  reconsideration 
decision. 
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(3 1  Procedures.  The  request  for  a 
hearing  shall  be  submitted  to  the  Bu- 
reau which  shall  then  traiismit  a  copy  of 
tiie  case  file  to  the  Appeals  Authority. 
The  Appeals  Authority  shall  then  sched- 
ule the  hearing.  The  hearing  shall  be 
governed  by -the  procedures  set  forth  at 
§  772.307<c>  of  these  regulations. 

i4)  Decision  Upon  the  completion  of 
the  hearing,  the  Appeals  Authority  shall 
recommend  a  decision  to  the  Bureau. 
Based  on  the  recommended  decision,  the 
transcript  of  the  hearing,  and  the  record 
as  established  prior  to  the  hearing,  the 
Bureau  shall  is.sue  a  written  final  deci- 
sion. A  decision  affirming"  an  unfavorable 
reconsideration  and  or  waiver  decLsion 
shall  include  notice  of  the  right  of  appeal 
to  the  Appeals  Review  Board. 

Subpart  N — Standards  for  Waiver  of 
Overpayments 

§-831.1401      \^ui»er. 

Recovery  of  anv  overpayment  from  the 
Civil  Service  Retirement  and  Disability 
Fund  may  be  waived  by  the  Commission 
when  the  annuitant  'a>  is  without  fault 
and  'bt  recovery  would  be  against  equity 
and  good  conscience. 

§831.1102       r;.n<r:.l. 

( a '  Waiver  of  o\erpayment  will  not  be 
allowed  in  any  case  prior  to  receipt  and 
evaluation  of  a  statement  of  ftnanical  re- 
spomibility.  duly  sworn  by  the  recipient 
of  the  overpayment,  except  in  those  cases 
where  the  facts  make  it  obvious  that 
the  individual  has  no  capacity  to  repay. 
Such  statement  will  be  waived  in  the 
latter  case. 

(b>  Waiver  of  overpayment  will  not  be 
allowed  when  overpayment  has  been 
made  to  an  estate. 

(c '  Waiver  of  overpayment  will  not  be 
allowed  when  recovery  of  a  lump  sum 
overpayment  can  be  accomplished 
promptly  and  when  such  recovery  would 
not  work  a  hardship  upon  the  recipient 
or  his  family. 

( d )  Waiver  of  overpayment  will  not  be 
used  as  a  device  for  avoiding  disclosure 
of  an  administrative  error. 

8  831.1403      Fault. 

ia>  Determinations  of  "fault"  or  the 
absence  thereof,  will  be  made  accordiiig 
to  the  commonly  understood  .^nd  stand- 
ard concepts  of  equity  applicable  thereto. 

(b>  A  prerequisite  to  waiver  of  over- 
payment shall  be  a  clear  and  convincing 
showing  that  the  person  from  whom  re- 
covery- would  otherwise  be  made  did  nDt 
cause,  or  was  not  otherwise  responsible 
for  the  overpajTnent.  i.e.  he  or  she  per- 
formed no  act  of  commission  or  omission 
that  resulted  in  the  overpajTnent.  Perti- 
nent consideration  to  be  made  in  this 
area  are: 

'  1 '  Whether  p>ayment  resulted  from 
the  individual's  incorrect  (not  neces- 
sarily fraudulent''  statement. 

<2)  Wliether  he  or  she  knew  the  pay- 
ment was  erroneous  and.  if  so,  whether 
his  or  her  subsequent  failure  to  act  re- 
sulted from  desire  or  ignorance. 

i3i  Whether  he  or  she  failed  to  dis- 
close material  facts  in  his  or  her  pos- 
session. 


i4i  Whether  he  or  she  could  have  de- 
termined     that      the      pajmient      was 

erroneous. 

§  831.1404      Equity  and  i;oi>d  consoirnre. 

lai  "Equity  and  good  conscious"  as  de- 
fined in  equity  and  the  commonly  under- 
stood meaning  thereof  snail  attach  to 
waiver  determinations.  In  addition,  the 
decision  mu.«t  be  made  whether  the  ex- 
ercise of  waiver  of  overpayment  would  be 
in  opposition  to  the  basic  purpose  of  sub- 
chapter III  of  chapter  83  of  title  5, 
United  States  Code,  and  would  injure  the 
administration  of  such  subchapter. 

(b>  The  following  guides  will  also  be 
applied  as  appropriate. 

1 1 1  Waiver  of  overpayment  may  be 
granted  when  an  individual  by  rea.son  of 
receipt  of  the  overpayment  has  'i'  re- 
linquished a  valuable  right  or  (ii> 
chiyiged  his  or  her  position  for  the  worse. 

(2)  Waiver  of  overpaj-ment  may  be 
granted  when  an  individual  (or  his  her 
family »  would  be  left  in  a  worse  financial 
position  after  our  recovery-  of  the  over- 
payment or  if  recovery  is  by  withhold- 
ing installments  from  annuity  such  with- 
holding constitutes  a  definite  hardship 
to  the  recipient  or  his'her  family. 

(3 1  Waiver  of  overp>ayment  may  be 
granted  when  the  individual  has  consis- 
tently acted  in  good  faith  regarding  the 
overpayment  and  .'^uch  waiver  would  not 
be  contrarv'  to  the  Commission's  responsi- 
bility as  defined  in  subchapter  III  of 
chapter  83  of  title  5,  United  States  Code, 
to  protect  the  Civil  Service  Retirement 
and  Disability  F\ind. 

(4 1  Waiver  of  overpajTnent  cannot  be 
granted  when  the  individual  has  been 
found  to  be  at  fault  or  if  the  overpay- 
ment has  been  obtained  by  fraud.  Fraud 
absolutely  precludes  the  waiver  of  an 
overpayment  so  obtained. 

United  States  Civil  Serv- 
ice Commission. 
James  C.  Spry, 

Executiiye  Assistant  to 
the  Comrnissioners. 

|FR  Etoc.77-16558  FUed  6-9-77:8:45  ami 

Title  7 — Agriculture 

CHAPTER  VII— AGRICULTURAL  STABILI- 
ZATION AND  CONSERVATION  SERVICE 
(AGRICULTURAL  ADJUSTMENT),  DE- 
PARTMENT OF  AGRICULTURE 

SUBCHAPTER     B— FARM     MARKFTING     QUOTAS 
AND   ACREAGE    ALLOTMENTS 

PART  724 — TOBACCO 

Subpart — 1977  Crop  of  Cigar-Binder 
(Types  51  and  52)  Tobacco:  Acreage 
Allotments  and  Marketing  Quotas 

Termination  or  NLarketinc  QroTAs 

FOR  CiCAR-BlNDER  TOBACCO 

AGENCTV:  Agricultural  Subilization  and 
Conservation  Service,  USDA. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  terminates  ex- 
isting farm  marketing  quotas  for  cigar- 
binder  *iyv>es  51  and  52'  tobacco  for  the 
1977-78  marketing  year.  Contmuing 
quotas  for  the  1977-78  marketing  year 
woiild  cause  the  supply  of  this  tobacco  to 
be  below  normal  This  rule  is  intended  to 
increase    the    supplies    of    cigar-binder 


tobacco  which  are  free  of  marketing  re- 
strictions. 

EFFECTIVE  D.ATE:  June  9,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

William  Lanier.  Director.  Tobacco  and 
Peanut  Division.  ASCS.  USDA,  5752 
South  Building.  P.C.  Box  2415.  Wash- 
ington, DC.  20013  1202-447-7413  » . 

SUT^PLEMENTARY        INFORMATION : 

A  notice  that  an  investigation  would  be 
made  to  determine  whether  the  operation 
of  quotas  would  cause  a  short  supply  of 
cigar-bmder  tobacco  and,  if  such  fact 
were  foiuid.  the  actions  that  could  be 
taken  for  the  1977-78  marketing  year 
was  published  in  the  Federal  Register 
on  March  29.  1977  42  FR  16632 ».  In  the 
notice,  interested  persons  were  given  an 
opportunity  for  a  hearing  and  to  sub- 
mit data,  views,  and  recommendations 
pertammg  to  the  investigation  and  the 
appropriate  actions  to  be  taken  on  the 
basis  tliereof.  Tv,o  submissions  were  re- 
ceived. Both  favored  termination  of 
marketing  quotas  for  cigar-binder  (types 
51  and  52)  for  the  1977-78  marketing 
year. 

On  the  basis  of  the  investigation  which 
hiis  been  made,  it  has  been  found  and 
determuied  that  the  operatioll  of  farm 
marketing  quotas  on  cigar-binder  <  typ^s 
51  and  52'  tobacco  for  the  1977-78  mar- 
keting year  will  cause  the  amount  of  such 
tobacco  which  is  free  of  marketing  re- 
strictions to  be  less  than  the  normal  sup- 
ply of  such  kind  of  tobacco  and  that 
farm  marketing  quotas  on  such  kind  of 
tobacco  for  the  1977-78  marketing  year 
sliould  be  terminated.  This  rule  is  based 
on  the  discretionary  authority  of  the 
Secretary  of  Agriculture  as  provided  for 
in  the  Agricultural  Adjustment  Act  of 
1938,  as  amended.  The  latest  available 
statistirs  of  the  Federal  Government 
have  been  ifsed  in  making  determinations 
under  this  rule.  Smce  producers  are  pre- 
paring to  plant  their  1977  crop  and  need 
to  know  tiie  provisions  of  this  rule  im- 
mediately, it  is  essential  that  this  rule 
be  made  effective  as  soon  as  possible.  Ac- 
cordingly, it  is  hereby  found  and  deter- 
mined that  compliance  with  the  proce- 
dure for  notice  of  proposed  rulemaking 
and  public  participation  is  impracticable 
Therefore,  these  regulations  are  issued 
without  compliance  with  such  proce- 
dure. 

Rule 

Accordingly,  7  CFR  724.36  is  revised 
to  read  as  follows  effective  with  resp>ect 
to  the  1977  crop  of  cigar-binder  'types 
51  and  52)  tobacco.  The  material  pre- 
viously appearing  m  this  section  under 
centeihead,  "Termination  of  Quotas — 
1976-77  Marketing  Year"  remains  in  full 
force  and  effect  as  to  the  crop  to  which 
It  was  applicable. 

§  724.36      Ciear-hinder  (t>po«  .il  and  52) 
lobarco. 

It  has  been  found  and  determined  that 
operation  of  farm  marketing  quotas  in 
effect  on  cigar-binder  'types  51  and  52* 
tobacco  for  the  1977-78  marketing  year 
will  cause  the  amount  of  such  kind  of 
tobacco    which    is    free    of    marketing 
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restrictions  to  be  less  than  the  normal 
supply  of  such  kind  of  tobacco  for  the 
1977-78  marketing  year.  Therefore^ 
marketing  quotas  for  such  kmd  of 
tobacco  for  the  1977-78  marketmg  year 
are  hereby  terminated. 
(Sees  371.  375.  52  Stat  64.  as  amended.  66.  as 
amended.  7  US  C   1371.  1375  ) 

NoTB— The  Agricultural  Stabilization  and 
Conservation   Service   has   determined   that 


RULES   AND    REGULATIONS 

this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  under  Executive 
Order  11821  and  OMB  Circular  A-107 

Signed  at  Washington.  D.C 
3.  1977. 


on  June 


Victor  A.  Senechal, 
Acting  Administrator.  Agricul- 
tural Stabilization  and  Con- 
servation Service. 


Cinnr  hinder  toharrn:  acreage,  yield  prodoction.  carryover,  supply  and  disappearance. 


Year 


Acreage 

harvested 

^l.fKX)  acres) 


Pounds  In  millions— 


Yield/acre 
(pounds) 


Disappearance,  year  bep;nninp 
Oct.  1  (larm  sales  wi-ik:hl) 


Production 


Carryover 
Oct.  1 


Total 
supply 


Total 


Exports        Domestic 


Cigar  binder,  types  51  and  5t 


IMW. 
1967. 
1968. 
1969. 
1970. 
1971. 
1972. 
1973. 
1974. 
1975- 
1976. 


1.8 
1.5 
1.6 
1.6 
1.7 
1.6 
1.6 
1.6 
1.5 
1.5 
'  1.5 


2,111 
1.819 
1.808 
1,434 
1.756 
1.743 
1,600 
1.721 
1,737 
1.562 
I  1.766 


3.8 
2.7 
2.8 
2.3 
2.9 
2.8 
Z5 
Z7 
2.5 
2.4 
12.7 


19.3 
16.4 
11.2 
8.9 
7.0 
7.2 
7.4 
7.5 
7.0 
62 
4.2 


23.1 
19.1 
14.0 
11.2 

9.9 
10.0 

9.9 
10.2 

9.5 

8.6 
1  6.9 


6.7 
-.9 
5.1 
4.2 
2.7 
2.6 
2.4 
3.2 
3.4 
4.4 


1.6 

2.2 

.4 

.3 

3 

.1 

.1 

.1 

2 

.2 


5.1 
5.7 
4.7 
3.9 
2.4 
2.5 
2.3 
3.1 

ai 

4.2 


Esuroaled.  f.S.  Depaitment  of  AKricuHure,  Tobacco  and  Peanut  Division,  ASCP,  Jan.  21,  1977. 
|PRDoc.77-16282  Filed  6-9-77;8:45  am] 


CHAPTER  IX— AGRICULTURAL  MARKET- 
ING SERVICE  (MARKETING  AGREE- 
MENTS AND  ORDERS;  FRUITS,  VEGE- 
TABLES, NUTS),  DEPARTMENT  OF 
AGRICULTURE 

(Lemon  Regulation  96, 

PART  910 — LEMONS  GROWN  IN 
CALIFORNIA   AND   ARIZONA 

Limitation  of  Handling 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA. 

ACTION:  Final  rule. 

SUMMARY:  This  regulation  establLshes 
the  quantity  of  California-Arizona 
lemons  that  may  be  shipped  to  fresh 
market  during  the  weekly  regulation 
period  June  12-18.  1977.  This  regulation 
is  needed  to  provide  for  orderly  market- 
mg of  fresh  lemons  for  the  regulation 
period  because  of  the  production  and 
marketing  situation  confronting  the 
lemon  industry. 

EFFECTIVE  DATE    June  12,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Charles  R  Brader.  Deputy  Director. 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service.  U  S  Depart- 
ment of  Agriculture.  Washington.  D.C 
20250,  202-447-3545. 

SUPPLEMENTARY  INFORMATION : 
'a)  Findings  <1<  Pursuant  to  the 
amended  marketing  agreement  and 
Order  No.  910,  as  amended  '7  CFR  Part 
910 1.,  regulating  the  handling  of  lemons 
grown  in  California  and  Aruona.  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  <7  U.S.C.  601- 
674  > ,  and  upon  the  basis  of  the  recom- 
mendations and  Information  submitted 
by  the  Lemon  Administrative  Committee 
established  under  the  amended  market- 
ing agreement  and  order,  and  upon  other 


available  information,  it  is  found  that 
the  limitation  of  handling  of  such 
lemons,  as  provided  in  this  regulation 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

(2)  The  need  for  this  regulation  to 
limit  the  quantity  of  lemons  that  may 
be  marketed  during  the  specified  week 
stems  from  the  production  and  market- 
ing situation  confronting  the  Iwnon  in- 
dustry. 

(i>  The  committee  has  submitted  its 
recommendation  for  the  quantity  of 
lemons  it  considers  advisable  to  be 
handled  during  the  specified  week.  The 
recommendation  resulted  from  con- 
sideration of  the  factors  covered  in  the 
order.  The  committee  further  reports  the 
demand  for  lemons  is  trending  easier 
early  this  week.  Average  fob  price  was 
S6.72  per  carton  the  week  ended  June 
4.  1977.  compared  to  $6.65  per  carton 
the  previous  week.  Track  and  rolling 
supplies  at  220  cars  were  up  20  cars  from 
last  week. 

<ii)  Having  considered  the  recom- 
mendation and  information  submitted 
by  the  comm.ittee.  and  other  available  in- 
formation, the  Secretary  finds  that  the 
quantity  of  lemons  which  may  be  han- 
dled should  be  established  as  provided 
in  this  regulation. 

i3»  It  is  further  found  that  it  is  Im- 
practicable and  is  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  until 
30  days  after  pubhcation  in  the  Federal 
Register  '5  U.S.C.  553),  because  the 
rime  intervening  between  the  date  when 
information  upon  which  this  regulation 
is  based  becanie  available  and  the  time 
when  it  must  become  effective  to  effec- 
tuate the  declared  policy  of  the  tict  is 
insufficient.  A  reasonable  time  is  per- 
mitted, for  preparation  for  the  effective 
time:  and  good  cause  exists  for  making 
the  regulation  effective  as  specified.  The 


committee  held  an  open  meeting  during 
the  current  week,  after  givng  due  notice. 
to  consider  supply  and  market  condi- 
tioAs  for  lemons  and  the  need  for  regula- 
tion. Interested  persons  were  afforded  an 
opportunity  to  submit  information  and 
views  at  this  meeting.  The  recommenda- 
tion and  supporting  information  for  reg- 
ulation during  the  period  specified  were 
promptly  submitted  to  the  Secretary- 
after  the  meeting  was  held,  and  informa- 
tion concerning  the  provisions  and  effec- 
tive time  has  been  provided  to  handlers 
of  lemons.  It  is  necessary,  to  effectuate 
the  declared  policy  of  the  act.  to  make 
this  regulation  effective  as  specified.  The 
committee  meeting  was  held  on  June  7. 
1977. 

§  910.396      Lemon  Regulation  96. 
•  *  »  •  ♦ 

(b)  Order.  (1)  The  quantity  of  lemons 
grown  in  California  and  Arizona  which 
may  be  handled  during  the  period  June 
12,  1977,  through  June  18,  1977,  is  estab- 
lished at  340,000  cartons. 

(2)  As  used  in  this  section,  'handled" 
and  "cartonisV'  have  the  same  meaning 
as  when  used  in  the  amended  marketing 
agreement  and  order. 

(Sees.  1-19,  48  Stat.  31.  as  amended:  7  U  S.C. 
601-674.) 

.Dated:  June  8, 1977. 

Ch.^vrles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg- 
etable      Division,       Agricul- 
tural  Marketing   Service. 

lFRDoc.77-16802  Filed  6-9-77:11:39  aTO] 


CHAPTER  X— AGRICULTURAL  MARKET- 
ING SERVICE  (MARKETING  AGREE- 
MENTS AND  ORDERS:  MILK).  DEPART- 
MENT OF  AGRICULTURE 

(Milk  Order  No.   4] 

PART   1004 — MILK   IN  THE   MIDDLE 
ATLANTIC   MARKETING   AREA 

Order  Suspending  Certain  Provisions 
AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Suspension  of  rules. 
SUMMARY:  This  order  suspends  for 
May  through  August  1977  certain  pooling 
requirements  of  the  Middle  Atlantic  milk 
marketing  order  relating  to  the  regula- 
tory status  of  distributing  plants.  The 
action  was  requested  by  cooperative 
associations  to  continue  the  association 
of  members'  milk  with  the  order. 

DATE:  June  10.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 
Martin  J.  Dunn,  Marketing  Specialist, 
Dairy  Division,  Agricultural  Marketing 
Service,  U.S.  Department  of  Agricul- 
ture,  Washington.   Di.C.    20250    (202- 
447-7311). 
SUPPLEMENTARY       INFORMATION: 
Prior  documents  in  this  proceeding: 

Notice  of  Proposed  Suspension— Issued 
May  24,  1977,  published  May  26,  1977  (42 
FR  27016). 

This  order  of  suspension  is  Issued  pur- 
suant to  the  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
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as  amended  (7  U.S.C.  601  et  seq. ' .  and  of 
tlie  order  regulating  the  handling  of  milk 
in  the  Middle  Atlantic  marketing  area. 

Notice  of  proposed  rulemaking  was 
published  in  the  Federal  Register  >  42  FR 
27016'  concerning  a  proposed  suspension 
of  certain  provisions  of  the  order.  Inter- 
ested persons  were  afforded  opportunity 
to  file  written  data,  views,  and  arguments 
thereon.  None  were  filed  in  opposition. 

.\fter  consideration  of  all  relevant 
material,  including  the  proposal  set  forth 
in  the  aforesaid  notice,  data,  views,  and 
argiunents  filed  thereon,  and  other  avail- 
able information,  it  is  hereby  found  and 
determined  that  for  the  months  of  May. 
June.  July,  and  August  1977,  the  follow- 
ing provisions  of  the  order  do  not  tend  to 
effectuate  the  declared  policy  of  the  Act: 

In  §  1004.71  a  1 .  the  language  that  reads 
"not  less  than  50  percent." 

Statement  of  Consideration 

This  action  suspends  for  the  months 
of  May  through  August  1977  the  require- 
ment that  at  least  50  percent  of  the 
receipts  of  milk  at  a  pool  distributing 
plant  be  disposed  of  as  Class  I  milk. 

Such  action  is  necessary  to  assure  that 
producers  who  are  regular  suppliers  of 
milk  for  the  fluid  market  will  continue 
to  have  their  milk  pooled  and  priced 
under  the  order.  Large  quantities  of  milk 
normally  associated  with  distributing 
plants  for  Class  I  use  are  having  to  be 
diverted  to  manufacturing  plants  for 
Class  n  use.  Because  of  this,  it  is  probable 
that  less  than  50  percent  of  the  milk 
supplies  associated  with  several  dis- 
tributing plants  in  the  market  will  be 
used  in  Class  I.  This  will  preclude  the 
plants  from  meeting  the  current  pooling 
requirements  and  will  cause  the  milk 
associated  with  the  plants  to  be  excluded 
from  the  pool. 

The  suspension  was  requested  by 
Maryland  Cooperative  Milk  Producers. 
Inc.  and  Lehigh  Valley  Cooperative 
Farmers.  A  major  fluid  milk  dealer  sup- 
plied by  one  of  the  cooperatives  went  out 
of  business.  The  closing  of  the  pool  dis- 
tributing plant,  which  was  a  major  sup- 
plier of  fluid  milk  sales  in  the  Baltimore 
segment  of  the  marketing  area,  has  re- 
sulted in  a  substantial  increase  in  the 
volume  of  milk  t.hat  the  cooperative  must 
divert  to  manufacturing  plants. 

In  addition  to  the  increased  need  for 
di"ersions.  the  plant  closing  has  limited 
the  cooperatives  ability  to  divert  milk. 
This  occurs  because  diversions  must  be 
a.ssociated  with  distributing  plants  for 
pooling  purposes.  The  number  of  other 
plants  from  which  the  cooperative  can 
divert  is  limited.  Additional  diversions 
from  such  plants  would  result  in  their 
loss  of  pool  plant  status  since  less  than 
50  percent  of  receipts  would  be  disposed 
of  as  Class  I  milk. 

The  cooperative  also  indicates  that  the 
situation  is  accentuated  by  increasing 
milk  production  by  producers  supplying 
the  Middle  Atlantic  market  Deliveries  by 
producers  are  above  year  earlier  levels 
and  are  increasing  seasonally.  At  the 
same  time,  fluid  milk  sales  can  be  ex- 
pected to  decline  due  to  the  closing  of 
schools  during  the  summer  months.  Con- 
sequently, the  need  to  divert  additioi^l 


milk  to  manufacturing  outlets  from  fluid 
milk  plants  will  be  neressarj-  from  May 
I  uhen  production  will  be  at  or  near  its 
seasonal  peak'  tlirough  August  when  the 
supply-demand  situation  is  expected  to 
improve.  This  view  also  was  expressed  by 
other  cooperative  associations  support- 
ing the  suspension.  They  indicate  that 
without  the  suspension  the  milk  of  dairy 
farmers,  who  have  regularly  supplied  the 
fluid  milk  needs  of  the  market,  and  whose 
milk  IS  expected  to  be  needed  when  the 
.«upply-de.mand  situation  improves  after 
the  vacation  period,  will  be  excluded 
from  the  pool.  The  suspensiorT  is  thus 
necessary  to  insure  against  the  risk  of 
dcpoolmg  distributing  plants  and  milk 
of  producers  normally  associated  with 
the  fluid  market. 

It  is  hereby  found  and  determined  that 
thirty  day"s  notice  of  the  effective  date 
hereof  is  impractical,  unnecessary  and 
contrary  to  the  public  interest  in  that : 

'  a )  This  suspension  is  necessar>-  to  re- 
flect current  marketing  conditions  and 
to  maintain  orderly  marketing  condi- 
tions in  the  marketing  area  in  that  sub- 
stantial quantities  of  milk  of  producers 
who  regularly  supply  the  fluid  market 
otherwise  would  be  excluded  from  the 
marketwide  pool,  thereby  causing  a  dis- 
ruption in  the  orderly  marketing  of  milk; 

<b>  This  suspension  does  not  require 
of  persons  affected  substantial  or  exten- 
sive preparation  prior  to  the  effective 
date;  and 

ici  Notice  of  proposed  rulemaking  was 
given  interested  parties  and  they  were 
afforded  opportunity  to  file  written  data, 
views  or  arguments  concerning  this  sus- 
pension. 

Therefore,  good  cause  exists  for  mak- 
ing this  order  effective  upon  publication 
i;i  the  Federal  Register. 

It  is  therefore  ordered.  That  the  afore- 
said provisions  of  the  order  are  hereby 
suspended  for  the  months  of  May,  June. 
July,  and  August  1977. 

(Sees  1-19,  48  Stat  31.  as  amended,  7  U.S.C. 
601-674.) 

Effective  date :  June  10,  1977 

Signed  at  Washington,  DC,  on  June 
6.  1977. 

Jerry  C.  Hill, 
Deputy  Assistant  Secretary 
for  Marketing  Services. 

(PRDoc.77-16482  FUed  6-9-77.8:45  am) 


CHAPTER  XIV — COMMODITY  CREDIT  COR- 
PORATION, DEPARTMENT  OF  AGRICUL- 
TURE 

SUBCHAPTER    B — LOANS,    PURCHASES,    AND 
OTHER   OPERATIONS 

ISpcclficatiorus  for  Bale  Packaging  Materia! 
Used  In  Wrapping  Cotton) 

PART   1427— COTTON 

Subpart — Specifications  for  Bale 
Packaging  Materials 

AGENCY:  Commodity  Credit  Corpora- 
tion. USDA. 

ACTION:  Final  Rule. 

SUMMARY:  This  rule  provides  the  spec- 
ifications governing  cotton  bale  pack- 
aging materials  used  for  1977-crop  cot- 


ton pledged  for  price  support  loans.  T^is 
rule  IS  needed  m  order  that  producers 
and  others  will  know  what  materials  are 
acceptable  to  CCC.  Bales  of  cotton  will 
be  acceptable  for  price  support  loans 
only  if  they  conform  to  these  specifica- 
tions. 

DATE:   Effective  June  10,  1977. 
ADDRESS:  Grains.  Oilseeds  and  Cotton 
Division.  ASCS.  US.  Department  of  Ag- 
riculture.  Room   3752,   South   Building. 
P.O.  Box  2415.  Washmgton.  D.C.  20013 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dalton  Ustynik,  ASCS.  202-447-9224. 

SUPPLEMENT.ARY        INFORMATION : 

On  December  27.  1976,  Commodity  Cred- 
it Corporation  CCC'.  published  in  the 
Federal  Register  '41  FR  56204)  a  notice 
that  the  detailed  operating  provisions  to 
carry  out  the  price  support  program  for 
upland  and  ELS  lint  cotton  were  being 
reviewed  for  1977,  including  spe:ifica- 
tions  for  bale  packaging  materials  used 
for  cotton  tendered  to  CCC  under  such 
regulations.  The  notice  stated  that  con- 
sideration was  being  given  to  amending 
the  specifications  as  recommended  by 
the  Cotton  Industry  Bale  Packaging 
Committee  Three  responses  were  re- 
ceived, all  favoring  retention  of  the  spec- 
ifications .After  consideration  of  all  re- 
sponses to  the  notice,  and  recommenda- 
tions made  by  the  Cotton  Industry  Bale 
Packaging  Committee  at  its  meeting  on 
February  7  and  8.  it  has  been  determined 
that:  <1'  The  sperifications  should  be 
amended  to  include  a  keylock  fixed 
length  tie  for  use  on  flat  bales  and  uni- 
versal density  bales  compressed  at  a 
warehouse:  (2>  when  wire  ties  not 
smaller  than  10  gauge  or  0.135  mch 
diameter  are  used  on  flat  bales,  joints 
may  be  on  side  of  bales ;  '  3  i  specifications 
.should  be  provided  for  compact  center 
type  new  jute  bagging  for  use  on  flat,  gin 
standard,  and  gin  universal  density  bales 
containing  a  blue  or  green  warp  yam  in 
center  of  the  panel  to  designate  tare:  (4> 
new  jute  bagging  manufactured  for  use 
on  gin  standard  density  and  gin  univer- 
sal density  bales  shall  not  weigh  more 
than  S'a  pounds  and  that  such  bagging 
must  contain  a  dark  green  yam  m  the 
center  of  the  panel  to  designate  the  tare; 
1 5 '  spiral  sewn  burlap  bags  may  also  be 
used  to  wrap  bales  compressed  to  stand- 
ard density  and  universal  density  at  a 
warehouse  and  such  bagging  shall  be 
sewn  with  white  thread  to  designate  the 
tare:  '6'  polypropylene  panels  must  be 
marked  in  the  weft  direction  with  a  Ime 
or  series  of  lines  which  must  be  within 
plus  or  mmus  one  inch  of  the  center  of 
the  panel  length;  <7i  specifications 
should  t>e  provided  for  polypropylene 
half  bag  panel  combinations  for  use  on 
flat  bales,  gin  universal  bales,  and  gin 
standard  bales;  and  i8>  provisions  should 
be  made  for  other  panel  construction  re- 
quirements and  additional  test  methods 
for  compact  center  type  new  jute. 

Accordingly,  the  Specifications  for 
Bale  Packaging  Materials  Used  in  Wrap- 
ping Cotton  published  in  41  FR  7755  on 
February  20,  1976,  as  amended,  are  re- 
vised to  read  as  set  forth  below,  effective 


FEDERAL   REGISTER     VOL.   42,    NO.    112— FRIDAY,    JUNE    10,    1977 


298:>0 


RULES   AND    REGULATIONS 


with  the  1977  crop  of  cotton.  The  mate- 
rial previously  appearing  in  these  regula- 
tions remams  in  full  force  and  effect  as 
to  the  crop  to  which  it  was  applicable. 

Sec 

1427.1901  Purpose. 

1427.1902  Specifications    for    bale    ties    and 

buckles 
1427  1903     Specifications   for   bagging. 
1427.1904     Test  methods. 

Authority:  Sees  4.  5.  62  Stat.  1070.  as 
amended  (15U.S.C  714  (b)  and  (c);  sees.  101. 
103.  401.  63  Stat,  1051.  as  amended  (7  U.S.C. 
1441.   1444.   1421)  ). 

§  I  127.1901       Purpose. 

This  subpart  is  for  the  purpose  of  an- 
nouncing the  specifications  applicable  to 
bale  packaging  materials  for  packaging 
the  1977  and  subsequent  crops  of  cotton 
tendered  to  CCC  for  loans,  unless  other- 
wise approved  by  the  Executive  Vice 
President.  CCC.  or  hLs  designe?:  Pro- 
vided, however.  That  all  bales  of  cotton 
packaged  and  identified  with  the  testing 
programs  of  the  Cotton  Industry  Bale 
Packaging  Committee  sponsored  by  the 
National  Cotton  Council  of  America  will 
be  exempt  from  the  provisions  of  this 
subpart,  and  any  bale  packaging  mate- 
rials earned  over  from  1976  which  were 
eligible  for  packaging  1976  crop  loan  cot- 
ton also  may  be  used  to  package  1977 
crop  cotton  pledged  for  loans 

§   I427.l'»02       .Sp.ciHratioiis  fur  liale  lies 

Anv  fixed  length  bale  ties  used  on  flat 
bales  shall  not  exceed  10  feet  3  inches  in 
length,  excluding  overlap.  All  ties  and 
buckles  or  fasteners  must  be  coated  or 
finished  with  a  rust  inhibitor. 

(a>  General  requirements — '1'  Num- 
ber 0/  ties  required,  u'  Flat  bales  (bales 
having  densities  of  less  than  20  pounds 
per  cubic  foot)  must  have  not  less  than 
6  ties. 

(ii'  Standard  density  bales  (bales  hav- 
ing densities  of  at  least  20  pounds  but 
less  than  28  pounds  per  cubic  foot'  must 
have  not  less  than  8  Ues. 

niii  Universal  density  bales  (bales 
having  densities  of  28  pounds  or  more 
per  cubic  foot)  must  have  not  less  than 
8  ties. 

<2i  Flat  bales  packaged  with  nonre- 
useable  ties.  Except  for  bales  stored  only 
in  the  States  of  Alabama.  Florida. 
Georgia.  North  Carolina.  South  Carolina, 
and  Virginia,  if  the  ties  on  a  bale  are  not 
suitable  for  reuse  when  the  bale  is  com- 
pressed, the  ties  will  not  be  deemed  to 
meet  these  specifications  unless  the  pro- 
ducer has  prepaid  any  warehouse  charge 
for  furnishing  new  bale  ties.  If  the  bale 
IS  stored  at  a  warehouse  not  having  com- 
press facilities  and  bales  shipped  from 
the  warehouse  are  normally  compressed 
in  transit  the  warehouse  receipt  must 
show  that  the  bale  ties  are  not  suitable 
for  reuse  when  the  bale  is  compressed 
and  the  charge  assessed  by  tlie  nearest 
compress  in  line  of  transit  for  furnishing 
new  bale  ties  will  be  deducted  from  the 
loan  proceeds. 

lb'  Conventional  hot  rolled  steel  ties 
and  buckles  The  total  weight  of  bale  ties 
and  buckles  to  tie  each  bale  of  cotton 
shall  not  be  less  than  8 '  j  pounds. 


(CI  Cold  rolled  high  tensile  steel  strap- 
ping. The  supplier  s  name  or  trademark 
must  be  printed  or  embossed  on  every  36 
inches  of  strapping. 

( 1 1  For  use  on  flat  bales  and  standard 
density  and  universal  density  bales  com- 
pressed at  a  ivarehouse.  The  strapping 
shall  have  a  minimum  width  of  three- 
fourths  of  an  inch  and  minimum  thick- 
ness of  0.025  inch  with  zero  tolerance, 
minimum  weight  of  1  pound  per  15.7 
linear  feet  of  strapping  or  4  pounds  per 
bale  of  cotton,  minimum  breaking 
strength  of  2.400  pounds  with  a  joint 
strength  of  not  less  than  2,040  pounds. 

i2>  For  use  on  gin  standard  density 
and  gin  universal  density  bales.  The 
strapping  shall  have  a  minimum  width 
of  three-fourths  of  an  inch  and  mini- 
mum thickness  of  0.031  inch  with  zero 
tolerance,  minimum  weight  of  1  pound 
per  12.7  linear  feet  of  strapping  or  5 
pounds  per  bale  of  cotton,  and  minimum 
breaking  strength  of  3.200  pounds  with  a 
joint  strength  of  not  less  than  2,720 
pounds  for  gin  standard  density  bales  or 
4.000  pounds  with  a  joint  strength  of  not 
less  than  3.400  pounds  for  gin  universal 
density  bales. 

(3)  Keylock  type  fixed  length  tie  for 
use  on  flat  bales  and  universal  density 
bales  compressed  at  a  warehouse.  The 
bale  tie  must  have  a  minimum  width  of 
0  74  inches  and  a  minimum  thickness  of 
0.025  inches,  minimum  weight  of  4 
pounds  per  bale  of  cotton,  minimum 
breaking  strength  of  3,200  pounds  with 
a  joint  strength  of  not  less  than  2.700 
pounds.  The  tie  shall  be  constructed  so 
as  not  to  disengage  at  the  joint  while 
tucking  or  while  being  handled  with 
clamp  trucks. 

(di  Wire  ties.— (1)  For  use  on  flat 
bales  and  bales  compressed  to  standard 
density  and  universal  density  at  a  ware- 
house. The  ties  shall  not  be  smaller  than 
10-gauge  or  0.135  inch  diameter  wire 
with  a  plus  or  minus  tolerance  of  1  per- 
cent. When  used  on  flat  bales  and  on 
bales  compressed  to  standard  density  and 
university  density  with  the  joints  placed 
on  the  tops  of  the  bales  the  breaking 
strength  of  wire  must  not  be  less  than 
2.850  pounds  with  a  joint  strength  of  not 
less  than  1  850  pounds  If  the  joints  are 
placed  on  the  sides  of  bales  compressed 
to  standard  density  and  universal 
*  density,  the  breaking  strength  of  the  wire 
must  not  be  less  than  2,850  poimds  with 
a  joint  strength  of  not  less  than  2,565 
pounds.  The  elongation  of  the  wire  shall 
not  exceed  4  percent  in  10  inches.  There 
must  be  a  minimum  weight  of  3  pounds 
per  bale. 

(2i  For  use  on  gin  standard  deTisity 
and  gin  universal  density  bales.  The  ties 
shall  be  9-gauge  or  0.148  inch  diameter 
wire  with  a  plus  or  minus  tolerance  of  1 
percent.  The  breaking  strength  of  the 
wire  must  not  be  less  than  3,400  pounds 
with  a  joint  strength  of  not  less  than 
2.100  pounds  with  the  joints  placed  on 
the  tops  of  the  bales.  If  the  joints  are 
placed  on  the  sides  of  the  bales,  the 
breaking  strength  of  the  wire  must  not  be 
less  than  3.200  poimds  witli  a  joint 
strength  of  not  less  than  3,040  pounds. 


There  must  be  a  minimum  weight  of  4 
poimds  per  bale. 

§  1427.1903      Sprcifuation*  for  bae^ing. 

Except  in  cases  where  shnnk-pack 
polyethylene  bags,  polyethylene  half- 
bag  panel  combinations,  polypropylene 
half-bag  panel  combinations,  or  spiral 
sewn  bags  of  burlap  and  or  polypropy- 
lene are  used,  each  bale  must  be  wrapped 
with  a  pattern  of  bagging  consisting  of 
two  pieces  (panels^  of  bagging  material. 
All  bagging  material  must  be  clean,  in 
sound  condition,  and  of  sufficient 
strength  to  adequately  protect  the 
cotton.  The  material  must  not  have  salt 
or  other  corrosive  material  added  and 
must  not  contain  sisal  or  other  hard 
fiber  or  any  other  material  which  will 
contaminate  or  adversely  affect  cotton 
as  determined  by  the  President  or  Execu- 
tive Vice  President,  Commodity  Credit 
Corporation. 

(a)  New  jute  hogging  used  to  wrap  flat 
bales  (32  ounces  per  linear  yard>.  Each 
one-half  pattern  (panel)  of  new  jute 
bagging  must  not  be  less  than  108  inches 
or  more  than  115  inches  in  length  and 
must  not  be 'less  than  47  inches  or  more 
than  56  inches  in  width.  The  bagging 
must  contain  not  less  than  41  warp 
yarns  per  12  inches  of  bagging  of  a  size 
equal  to  or  larger  than  the  weft  (filling) 
yams  and  must  contain  not  less  than  25 
weft  (filling)  yariis  per  12  inches  of 
bagging.  The  bagging  must  weigh  not  less 
than  11 '4  and  not  more  than  IS'i 
pounds  per  pattern  (two  panels'  at  13.75 
percent  moisture  content  (not  mositure 
regain ) . 

(b)  New  jute  bagging  used  to  wrap  gin 
standard  density  and  gin  universal  den- 
sity bales.  Each  one-half  pattern  1  panel) 
must  not  be  less  than  96  inches  or  more 
than  100  inches  in  length  for  gin  uni- 
versal density  bales  and  not  less  than 
100  inches  or  more  than  102  inches  for 
gin  standard  density  bales  and  must  not 
be  less  than  40  inches  or  more  than  48 
inches  in  width.  The  bagging  must  con- 
tain not  less  than  150  warp  yams  per  40 
inches  of  bagging  of  a  size  equal  to  or 
larger  than  the  weft  ( filling  •  yarns,  must 
contain  not  less  than  25  weft  1  filling' 
yarns  per  12  inches  of  bagging,  and  must 
weigh  not  less  than  7>2  and  not  more 
than  8' 2  pounds  per  pattern  (two 
panels)  at  13.75  percent  moisture  content 
(not  moisture  regain l  A  marker  warp 
yarn  of  the  same  size  as  the  remaining 
warp  yarns,  made  of  jute  or  plied  cotton, 
dved  dark  green  with  a  color-fast,  non- 
bleeding  dye  of  a  type  which  will  not  be 
subject  to  permanent  staining  of  cotton 
fiber  under  normal  weathering  condi- 
tions must  be  placed  in  the  center  of  each 
panel  to  designate  the  8-pound  tare 
weight  of  the  bagging.  Provided.  That 
new  jute  bagging  material  meeting  the 
warp  and  weft  requirements  for  jute 
bagging  used  on  flat  bales  and  weighing 
not  less  than  S^i.  and  not  more  than  IIU 
pounds  per  pattern  at  13.75  percent 
moisture  content  (not  moisture  regain) 
may  be  used  to  wrap  gin  standard  density 
and  gin  universal  density  bales. 

(ci    Compact    center    type    new   jute 
bagging.— 1.1)    Used  to  wrap  flat  bales 
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124  ounces  per  linear  yard^ .  Each  one- 
half  pattern  (panel)  of  comp£w;t  center 
tN-pe  new  jute  bagging  must  not  be  less 
tiian  108  inches  or  more  than  115  inches 
in  length  and  must  be  not  less  than  46 
inches  in  width.  The  bagging  must  con- 
tain a  center  panel  not  less  than  32 
inches  wide  and  not  less  than  41  warp 
yarns  per  12  inches  of  bagging,  and  a 
more  loosely  woven  outer  edge  not  less 
than  7  inches  wide  containing  not  less 
than  22  warp  yarns  per  12  inches  includ- 
ing selvage.  The  warp  yam  must  be  a 
size  equal  to  or  larger  than  the  weft 
(nilingi  yams.  The  baggin?  must  con- 
tain not  less  than  25  weft  'filling)  yarns 
per  12  inches  of  bagging  with  a  minimum 
weft  yarn  weight  of  40  pounds  per  spindle 
(14.400  yards).  Tlie  bagging  must  weigh 
not  less  than  8' 2  and  not  more  than  9^2 
pounds  per  pattern  (two  panels'  at  13.75 
percent  moisture  content  (not  moisture 
repain ' .  A  marker  warp  yarn  of  the 
same  size  as  the  other  warp  yarns,  made 
of  jute  or  a  plied  cottX)n  yarn,  dyed  dark 
blue  with  a  colorfast.  non-bleeding  dye 
of  a  type  whinh  will  not  be  subject  to 
permanent  staining  of  cotton  fiber  under 
nomial  weathering  conditions  must  be 
placed  in  the  center  of  each  panel  to 
designate  the  9-pound  tare  weight. 

i2i  Used  to  urrap  gin  standard  and 
universal  density  bale.  Compact  center 
type  new  jute  bagging  i24  ounces  per 
linear  yard'  meeting  the  same  width  and 
fabric  construction  requirements  for 
compact  center  type  new  jute  bagging  as 
used  on  flat  bales  cut  to  a  length  of  not 
less  than  98  inches  or  more  than  101 
inches  in  length,  weighing  not  less  than 
7'.;  and  not  more  than  8 '2  pounds  per 
pattern  (two  panels)  at  13.75  percent 
moisture  content  (not  moisture  regain) 
and  containing  a  dark  green  center 
marker  yarn  to  designate  the  3  pound 
tare  weight  of  the  bagging  may  be  used 
to  wrap  gin  standard  and  gin  universal 
density  bales. 

(d)  Salvage  jute  (burlap)  bagging. — 
(1)  General  requirements.  The  bagging 
must  be  processed  specifically  for  cotton 
bale  coverings  from  once-used  good  qual- 
ity closely  woven  heavy  jute  bags  pre- 
viously used  for  sugar,  coffee,  cocoa,  or 
other  pr(xlucts  approved  by  the  Presi- 
dent or  Executive  Vice  President,  CCC. 
Each  one-half  pattern  1  panel)  must  be 
composed  of  not  more  than  three  pieces 
of  used  bag  cloth  of  the  same  construc- 
tion and  weight.  There  must  not  be  more 
than  two  crosswLse  sewn  seams  and  no 
lengthwise  sewn  seams  in  any  one-half 
pattern  (seams,  hems,  and  necessary 
patches  in  the  original  bags  from  which 
the  bagging  is  made  will  not  be  consid- 
ered sewn  seams  > .  Overlap  at  seams  and 
patches  must  not  be  greater  than  3'2 
inches.  Overlaps,  patches,  and  hems  sewn 
into  bagging  to  increase  the  weight  of 
lightweight  material  will  not  be  permit- 
ted. Sewn  seams  must  be  such  that  the 
edges  of  the  joined  pieces  coincide  to 
make  a  symmetrical  one-half  pattern 
without  appreciable  displacement  of  the 
edge  of  one  piece  of  bagging  relative  to 
the  edge  of  the  adjoining  piece  in  the 
seam.  Sewing  must  be  with  strong  thread 
with  not  larger  than  %  inch  stitching. 
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(2)  To  wrap  flat  bales.  Each  one-half 
pattern  (panel)  must  not  be  less  than 
108  inches  or  more  than  115  inches  in 
length  and  must  be  not  less  than  47 
inches  or  more  than  56  inches  in  width. 
The  bagging  must  weigh  not  less  than 
11 '4  and  not  more  than  13' 4  pounds 
per  pattern  'two  panels)  at  13  75  percent 
moisture  content  <not  moisture  regain). 

<3i  To  wrap  gin  standard  dcraity  and 
gin  universal  density  bales.  Each  one- 
half  pattern  1  panel'  must  not  be  less 
than  40  inches  or  more  than  48  inches 
in  width  and  must  be  not  less  than  96 
inches  or  more  than  102  inches  in  length. 
The  baggmg  must  weigh  not  less  than 
7^2  and  not  more  than  11 14  pounds  per 
pattern  itwo  panels)  at  13  75  percent 
moisture  content  inot  moisture  regain). 

(e)  Spiral  sewn  burlap  bags  used  to 
wrap  gin  standard  and  gin  universal 
density  bales  and  bales  compressed  to 
standard  deTisity  and  universal  density 
at  a  warehouse. — 'l'  Material.  Bags 
must  be  spiral  sewTi  from  new  burlap 
which  is  not  less  than  60  inches  wide  be- 
fore sewing  and  weighs  not  less  than 
13.25  ounces  per  linear  yard  ahis  cor- 
responds to  burlap  weighing  8.9  ounces 
per  40-inch  width'.  The  material  must 
have  a  true  selvage  on  each  side.  Spiral 
sewn  bags  made  from  split  burlap  with 
raw  edges  will  not  be  acceptable. 

'  2  '  Bag  size.  The  bag  size  must  be  tai- 
lored to  individual  bale  size  at  each  loca- 
tion. Bags  shall  fit  bales  tightly,  but  must 
be  large  enough  to  minimize  bursting  and 
long  enough  to  completely  cover  and  se- 
cure heads  of  bales. 

( 3 )  Seams.  Seams  must  be  sewn  in  ac- 
cordance with  standard  govemment 
specifications  for  sewing  flat  burlap, 
which  are  as  follows:  Type  SS.'\-1  seam, 
type  401  stitch,  minimum  four  stitches 
per  inch,  and  4  12  or  5  12  cotton  thread, 
or  1.000  denier  polypropylene  thread 
meeting  ultraviolet  inhibitor  concentra- 
tion requirements  of  paragraph  (h)(2) 
(iii)  of  this  section,  with  breaking 
strength  of  5  grams  per  denier.  Sewing 
thread  shall  be  white  to  designate  the  4- 
pound  tare  weight  of  the  bag. 

'fi  Cotton  bagging.~(l^  General  re- 
quirements. Bagging  made  from  100  per- 
cent cotton  may  be  used  to  wrap  flat 
bales  stored  only  in  the  States  of  Ala- 
bama. Florida.  Georgia.  North  Carolina. 
South  Carohna.  and  Virginia,  and  on 
gin  standard  density  and  gin  universal 
density  bales  stored  in  all  states  The 
bagging  must  weigh  not  less  than  7.7 
ounces  per  square  yard  with  a  minimum 
weight  of  4  pounds  per  pattem  for  flat 
bales.  3  1  pounds  for  gin  standard  den- 
sity bales,  and  3  pounds  for  gin  universal 
density  bales,  at  8.5  percent  moisture 
content  (not  moisture  regain).  Each 
panel  of  bagging  must  not  be  less  than 
48  inches  in  width,  and  112  inches  in 
length  for  flat  bales.  100  inches  in  length 
and  42  inches  in  width  for  gm  standard 
density  bales  and  96  inches  in  length 
and  42  inches  in  width  for  gin  universal 
density  bales.  Each  panel  must  be  con- 
structed with  true  selvages  on  each  side. 

'2)  Woren  The  bagging  must  contain 
not  less  than  120  warp  yams  1  plied  or 
single'  per  12  inches  of  bagging  of  a  size 
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equal  to  or  larger  than  the  weft  ( filling > 
yams,  and  must  contain  not  less  than  78 
weft  (filling)  yams  (plied  or  single)  per 
12  inches  of  bagging. 

'  3  I  Warp  knitted.  Tlie  bagging  must  be 
constructed  with  not  less  than  two  guide 
bars  The  bagging  must  contain  not  less 
than  5  wales  per  inch  and  not  less  than 
six  courses  per  inch.  All  yams  (plied  or 
single)  must  be  form  connected  with  each 
other.  Ttie  bagging  must  have  stabilized 
construction  with  elongation  or  stretch 
not  less  than  15  pecent  or  more  than 
30  percent.  Variation  in  tensile  strength 
in  wale  and  course  direction  must  not 
exceed  20  percent.  The  bagging  must 
have  a  minimum  bursting  strength  of  75 
pounds. 

ig)  Polyethylene  used  to  wrap  gin 
standard  density  and  gin  unii^ersal  den- 
sity bales. — (1)  General  requirements. — 
Ii)  Density  Low  density  virgin  poly- 
ethylene. 

(iii   Color.  The  bagging  must  be  clear. 
<iiii   Gaupe  The  gauge  shall  be  not  less 
than  8  mil. 

(ivi  Gauge  tolerance.  The  average  of 
any  20  evenly  spaced  points  arotmd  the 
length  and  width  of  a  sheet  or  bag  must 
be  within  plus  or  minus  10  percent  of  8 
mil  Yield  on  any  order  of  2.000  pounds 
or  more  shall  not  vary  more  than  plus 
or  minus  3  percent  from  the  nominal 
yield. 

(V)  Tensile  strength.  For  machine 
(length)  direction,  not  less  than  2.500 
pounds  per  square  inch,  and  for  trans- 
verse I  cross)  direction,  not  less  than 
2.000  poimds  per  square  inch. 

(vii  Elongation.  For  both  machine 
(length)  and  transverse  (cross)  direc- 
tion, not  less  than  400  percent. 

(vii)  Impact  resistance.  Not  less  than 
450  grams. 

iviii)  Slip  characteristics.  Bagging 
must  be  low  shp  (coefficient  of  friction 
not  less  than  0.50)  with  no  anti-block 
or  slip  additive  included. 

(ix)  Tagging.  A  piece  of  woven  yam 
scrim  not  less  than  5  inches  by  7  inches 
and  laminated  on  each  side  with  poly- 
ethylene must  be  placed  inside  the  bag  or 
sheet  on  head  of  bale  and  heat  welded 
to  the  cover  or  some  other  suitable  rein- 
forcing material  must  be  bonded  to  the 
bag  or  sheet. 

'x)  Tare  weight.  Tare  weight  shall  be 
not  less  than  2  pounds  per  pattem  or 
shrink-pack  bag. 

(xi)  Sealing  head  of  bales.  Extra  pre- 
caution must  be  taken  in  sealing  heads 
of  bales  to  provide  maximum  coverage 
and  protection. 

'2  I  Additional  requirements  for  poly- 
ethylene panels  Each  panel  used  to  wrap 
gin  standard  density  bales  shall  be  not 
less  than  100  inches  in  length  by  46 
inches  in  width.  Each  panel  used  to  wrap 
gin  universal  density  bales  shall  be  not 
less  tiian  96  inches  in  length  by  42  inches 
in  width  when  used  on  54  inch  by  20  inch 
presses  and  not  less  than  96  inches  in 
length  by  44  inches  in  width  when  used 
on  50  inch  by  20  inch  presses.  Guide 
marks  shall  be  imprinted  on  panels  in 
order  that  press  may  be  dressed  properly. 
131  Additional  requirements  for  poly- 
ethylene shnnk-pack  hags.  Each  bag 
shall  be  not  less  than  87  inches  in  length 
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when  used  on  54  inch  by  20  Inch  presses 
and  not  less  than  83  inches  in  length 
when  used  on  50  inch  by  20  inch  presses. 
The  ratio  of  machine  ilength'  direction 
shrink  to  the  transverse  (cross'  direc- 
tion shrink  must  not  exceed  1.5  ;1 

(4)  Additional  requirements  for  poly- 
ethylene used  in  half-bag  panel  combi- 
nations—^i'  Gin  universal  presses.  ia> 
I-\ir  54  inch  by  20  inch  presses,  each 
half -bag  shall  be  not  less  than  54  inches 
by  21  inches  by  32  inches  and  each  panel 
shall  bo  not  le.ss  than  40  inches  in  width 
and  98  mches  in  leiigth.  -b'  For  50  inch 
by  20  inch  presses,  each  half-b.ig  shall 
be  not  le.s-s  than  51  inches  by  21  inches 
by  34  inches  and  each  panel  shall  be  not 
less  than  40  inches  in  width  and  96 
Inches  m  length 

(U'  Gin  standard  presses.  Each  half- 
oag  shall  be  not  less  than  55  inches  by 
21  inches  bv  36  inches  and  each  panel 
shall  be  not'less  than  40  inches  in  width 
and  102  inches  in  length. 

(hi  Polypropt/lene  material — d'  Gen- 
eral The  material  shall  be  new  polypro- 
pylene fabric  manufactured  in  the 
United  States  from  yarn  and  resins 
produced  in  the  United  States  and  woven 
specifically  for  use  on  cotton  bales.  The 
bale  covers  shall  be  uniform  in  size  and 
color,  clean,  unstamed.  and  free  of  any 
extraneous  material. 

(2>  Yarns.  No  scrap,  reground,  or  re- 
worked polymer  shall  be  used,  except  that 
unariented  edge  tnm  may  be  reground 
and  directly  recycled  during  operation 
of  extruder 

>  I '  Type.  The  yarn  shall  be  crystalline 
or  Lsotatic  polypropylene  tape  yarn. 

(ii)  Dimension  Yam  dimensions  shall 
be  2  I  mils  thick,  plus  or  minus  0.2  mil 
and  95  mils  wide,  plus  or  minus  2  mils 

nil'  Inhibitor  concentration.  The  yam 
shall  be  stabilized  by  a  system  containing 
organo-nickel  complex  ultraviolet  light 
inhibitor  The  yam  shall  contain  organo- 
nickel  complex  at  a  concentration  of  not 
less  than  0  1  percent  nickel  as  metal  from 
the  inhibitor.  The  Cotton  Industry  Bale 
Packaging  Committee  will  have  samples 
checked  penodically  by  a  private  labora- 
tory at  manufacturers'  expense 

1 3  Fabric  woven  from  statnlized 
varrus— 111  Minimum  uetght.  The  fabric 
must  weigh  an  average  of  not  less  than 
3  ounces  per  square  yard  and  no  test 
sample  shall  weigh  less  than  2  8  ounces 
per  square  yard 

(iii  Yarn  count  There  must  be  12 
warp  yarns,  plus  or  minus  1.  per  inch; 
and  10  weft  yarns,  plus  or  minus  1,  per 
inch 

I  ill  I  Color  The  color  of  the  fabric  shall 
be  translucent  light  gold,  unless  other- 
wise approved  by  the  Cotton  Industry 
Bale  Packaging  Committee  A  different 
colored  warp  yarn  meeting  ultraviolet 
inhibitor  concentration  must  be  inserted 
in  the  center  of  each  panel  by  the  fabric 
manufacturer  The  center  of  each  panel 
must  be  marked  in  the  weft  direction 
with  a  clearly  visible  line  running  across 
the  entire  width  of  the  panel  or  with  a 
series  of  three  lines  having  a  minimum 
of  12  inches  on  each  edge  and  a  minimum 
of  6  inches  in  the  center.  The  lines  must 
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be  within  one  inch  of  the  true  center  of 
the  length  of  the  panel. 

( IV I  Tensile  strength.  Minimum  tensile 
strength  shall  be  125  pounds  per  inch 
average  in  the  warp  direction  and  100 
pounds  per  inch  average  in  tlie  weft 
direction.  Ten  samples  shall  be  tested 
in  each  direction  for  this  determination 
and  no  single  test  shall  be  more  than  10 
poujids    per    inch    below    the    specified 

average.  ,    „  ,. 

(v>  Elongation.  Fabric  shall  have  an 
elongation  to  break  of  not  less  than  15 
percent  average  in  both  warp  and  weft 
directions  Ten  samples  shall  be  tested 
in  each  direction  for  this  determination 
and  no  single  test  value  shall  be  below 
12  percent. 

(vii  Selvage.  Each  outer  edge  of  the 
fabric  .shall  be  a  trucked  selvage  or  nat- 
ural selvage  containing  not  less  than  the 
number  of  warp  ends  prevalent  in  the 
body  of  the  fabric  A  heat  cut  selvage 
will  not  be  acceptable  Ends  of  cut  sheets 
and  spiral  sewn  bags  must  be  finished  by 
heat  cutting  to  give  a  pin  test  value  of 
at  least  40  pounds  per  inch. 

(vii»  Air  permeability.  The  fabric  In 
an  unstressed  state  must  permit  not  less 
than  5  cubic  feet  per  minute  per  square 
foot,  nor  more  than  50  cubic  feet  per 
minute  per  square  foot  of  air  flow. 

( viii  I  Weathering  resistance.  The  fab- 
ric shall  reUin  not  less  than  70  percent 
of  its  original  tensile  breaking  strength 
after  1,200  hours  exposure  to  accelerated 

weathering. 

(4)  Coafings.  Any  coating  added  to  the 
fabric  to  reduce  gloss,  fibrillation,  slip- 
page, or  for  other  technical  reasons,  shall 
be  as  stable  as  the  fabric  to  which  it  has 
been  applied  when  expased  to  acceler- 
ated weathering.  Such  coating  must  not 
adversely  affect  cotton  which  it  is  to 
contact. 

(5»  Minimum  panel  size,  (v  Each 
panel  of  bagging  must  be  not  less  than 
52  inches  in  width  and  112  inches  In 
length  for  use  on  non-modified  flat 
presses  t28  inch  width  bales). 

( li )  Each  panel  of  bagging  must  be  not 
less  than  48  inches  in  width  and  112 
inches  in  length  for  use  on  modified  flat 
presses  i25  inch  width  bales), 

diii  Each  panel  of  bagging  must  be 
not  less  than  44  inches  in  width  and  100 
inches  in  length  for  use  on  gin  standard 
density  bales. 

(iv)  Each  panel  of  bagging  must  be 
not  less  than  44  inches  in  width  and  96 
inches  in  length  for  use  on  gin  universal 
density  bales. 

( 6 1  Additional  specifications  for  spiral 
seu-n  bags  n'  Fabric  shall  conform  to 
specifications  for  woven  polypropylene 
fabric  specifications. 

I  ill  The  fabric  from  which  each  bag 
is  sewn  shall  be  a  minimiun  of  60  inches 
in  width. 

liii)  The  bag  size  must  be  tailored  to 
individual  bale  size  at  each  location. 
Bags  -shall  fit  bales  tightly,  but  must  be 
large  enough  to  minimize  bursting  and 
long  enough  to  completely  cover  and 
secure  heads  of  bales 

(ivi  Seams  must  be  sewn  in  accord- 
ance with   the  following:   Type  SSN-1 


seam,  type  401  stitch,  minimum  four 
stitches  per  inch,  and  ♦■ij  or  'm.'  cotton 
thread,  or  1.000  denier  polypropylene 
thread  meeting  ultraviolet  inhibitor  con- 
centration requirements  of  paragraph 
(h)  <2)  <iii)  of  this  section,  with  breaking 
strength  of  5  grams  per  denier.  Sewn 
seams  at  bottom  of  bags  must  be  a  mini- 
mum of  %  inch  from  heat  cut  edges  and 
be  of  type  SSA-1. 

(?)  Additional  reQuirements  for  half- 
bag  panel  combinations,  (i)  Fabric  shall 
conform  to  specifications  for  woven  poly- 
propylene fabric  specifications. 

(ii)  The  half -bag  size  must  be  tailored 
to  individual  bale  size  at  each  gin  loca- 
tion. (CI  Flat  presses.  Each  half -bag 
shall  be  not  less  than  36  inches  in  depth 
and  each  panel  shall  be  not  less  than 
48  inches  in  width  and  112  inches  in 
length,  lb)  Gin  u,niversal  presses.  For  54 
inch  by  20  inch  presses,  each  half-bag 
shall  be  not  less  than  32  inches  in  depth 
and  each  panel  shall  be  not  less  than 
40  inches  in  width  and  98  inches  in 
length.  For  60  inch  by  20  inch  presses 
each  half -bag  shall  be  not  less  than  34 
inches  in  depth  and  each  panel  shall  be 
not  less  than  40  inches  in  width  and  96 
inches  in  length,  (c^  Gin  standard 
presses  Each  half -bag  shall  not  be  less 
than  34  inches  in  depth  and  each  panel 
shall  not  be  less  than  40  inches  in  width 
and  100  inches  in  length. 

(iii)  Seams  must  be  sewn  in  accord- 
ance with  the  following:  Type  SSN-1 
seam,  type  401  stitch,  minimum  four 
stitches  per  inch,  and  4/12  or  5/12  cotton 
thread  or  1,000  denier  polypropylene 
thread  meeting  ultraviolet  inhibitor  con- 
centration requirements  of  paragraph 
(h)(2)  (iii)  of  this  section,  with  break- 
ing strength  of  5  grams  per  denier.  All 
cuts  shall  be  heat  cut  or  shall  be  rolled 
to  prevent  ravelling. 

(8>  Identification  markings.  Each 
panel  and/or  spiral  sewn  bag  must  have 
the  name  or  trademark  of  the  fabric 
manufacturer  (that  is.  the  company 
weaving  the  material)  suitably  printed 
no  more  than  36  inches  apart  and  8 
to  12  inches  from  the  panel  selvage.  Each 
identification  mark  shall  be  at  least 
three-fourths  inch  in  height  but  not 
more  than  one  inch  in  height.  The  iden- 
tification markings  shall  be  placed  on 
record  with  the  Cotton  Industry  Bale 
Packaging  Committee  and  CCC. 

(9)  Inspection  and  certification  re- 
quirements.—d)  Responsibility  for  in- 
spection. The  fabric  manufacturer  and 
the  supplier  are  both  responsible  for 
performance  of  all  inspection  require- 
ments as  specified  herein.  They  may 
use  their  own  or  any  other  facilities 
suitable  for  the  performance  of  such 
inspection  requirements,  unless  such 
facilities  are  disapproved  by  the  Cotton 
Industry  Bale  Packaging  Committee  or 
CCC. 

(ii)  Right  to  perform  inspection  or 
testing.  Reasonable  inspection  or  tests 
deemed  necessary  may  be  performed  by 
the  Cotton  Industry  Bale  Packaging 
Committee  and  or  CCC  to  assure  that 
materials  conform  to  prescribed  spec- 
ifications. 
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(iii  I  Inspection  or  testing  expense.  Ex- 
pense for  such  inspection  or  testing  shall 
be  borne  by  the  fabric  manufacturer  or 
supplier. 

Civ  I  Certification  required  by  the  Cot- 
ton Industry  Bale  Packaging  Commit- 
tee.—  I  a''  Submi<:sion  of  samples.  All 
manufacturers  of  polvpropvlene  must 
submit  samples  to  a  private  testing  lab- 
oratorv  selected  bv  the  Cotton  Industrv 
Bale  Packaging  Committee  or  CCC  for 
certification  that  materials  meet  all  pre- 
scribed specifications. 

(b-  Approved  list  Upon  receipt  of 
testing  results,  the  Cotton  Industrv  Bale 
Packaging  Committee  will  publicize 
throuehout  the  cotton  industrv  a  list  of 
approved  manufacturers  and  their  trade- 
marks. 

(CI  Responsibility  for  components  and 
materials  The  supplier  and  fabric  man- 
ufacturer are  responsible  for  insuring 
that  components  and  materials  used  are 
manufactured,  examined,  and  tested  in 
accordance  with  approved  specifications 
and  standards. 

'rfi  Certification  of  fabric  furnished. 
Fabric  manufacturers  shall  certify  to 
customers  that  the  fabric  furnished  has 
been  manufactured  in  the  United  States 
from  yarn  and  resins  produced  in  the 
United  States  for  use  as  cotton  bale  cov- 
ers, and  which  meet  the  material  speci- 
fications herein,  and  that  the  manufac- 
turer is  on  the  Cotton  Industrv  Bale 
Packaging  Committee's  approved  Ust. 

§  1 427.1 90  »       Test  methods. 

The  following  testing  methods  will  be 
used  by  CCC  in  determining  whether 
bagging  and  bale  ties  and  buckles  or  fas- 
teners used  to  package  cotton  tendered 
for  CCC  loans  beginning  with  the  1977 
crop  of  cotton  meets  the  above  specifi- 
cations. 

Except  for  polyethylene  shrink-pack 
bags,  polyethylene  half-bags,  ^iral  sewn 
burlap  bags  and  bagging  manufactured 
from  polypropylene  material,  each  sam- 
ple of  bagging  selected  for  testing  will 
consist  of  one-half  pattern.  fEach  .sample 
of  polyethylene  shrink-pack  bag.  poly- 
ethylene half-bag.  and  spiral  sewn  bur- 
lap bags  will  consist  of  one  bag  or  half- 
bag  in  the  case  of  polyethylene  half-bags.. 
Polypropylene  material  selected  for  test- 
mg  will  con.sist  of  a  minimum  of  ten  ran- 
domly selected  panels  or  spiral  sewn  bags, 
or  an  equivalent  amount  of  flat  goods  in 
ca.ses  where  the  material  is  tested  before 
it  is  in  panel  or  spiral  .sewn  bag  form,  i 

'a I  Weight  arid  strength  of  bale  ties 
and  buckles.  The  bale  ties  and  buckles 
will  be  weighed  on  suitable  accurate 
scales  and  the  weight  determined  to  the 
nearest  one-half  poimd.  A  bundle  or 
package  of  ties  and  buckles  mav  be 
weighed  and  averaged  to  determine  the 
weight  of  ties  and  buckles  necessarv  to 
package  a  bale  of  cotton.  For  high  ten- 
sile steel  strapping,  a  given  number  of 
feet  of  strapping  will  be  weighed  to  de- 
termme  the  number  of  feet  of  strapping 
per  pound.  Breaking  strength  and  joint 
strength  tests  will  be  macie  only  when 
determined  to  be  necessarv. 

(bi  Length.  The  length  of  the  sam- 
ple will  be  measured  directlv  using  a 
measuring  stick,  steel  tape,  or  other  suit- 


ablv  graduated  de\nce.  The  sample  will 
be  laid  out  flat  on  a  .smooth  horizontal 
surface  and  the  lengtii  measured  Both 
selvages  for  jute  and  cotton  paneLs  will 
be  measured  and  for  polyethvlene  panels 
and  shrink-pack  bags  and  half-bags,  the 
lensth  of  each  side  wnll  be  measured.  The 
lentth  of  the  sample  will  be  the  average 
of  the  two  measurements  rounded  to  the 
nearest  inch.  Jute  and  cotton  measure- 
ments will  be  made  on  the  sample  in 
equilibrium  with  standard  atmospheric 
conditions  as  specified  in  A  S  T.M.  D 
1776  62-T. 

(C)  Width  The  width  of  the  sample 
will  be  measured  directly  using  a  meas- 
uring stick,  steel  tape,  or  other  suitably 
graduated  device  and  will  include  the 
selvages  The  sample  will  be  laid  out  fiat 
on  a  smooth  horizontal  surface  and  the 
measurements  made  perpendicular  to 
the  lengths  'selvages  in  tlie  case  of  jute 
and  cotton).  Three  wndth  measurements 
will  be  taken  on  each  sample  One  meas- 
urement will  be  made  at  the  center  of 
the  sample  and  two  other  measurements 
will  be  made  approximatelv  12  inches  in 
from  each  end  of  the  sample  The  aver- 
age of  the  three  measurements  rounded 
to  the  nearest  inch,  will  be  the  width. 
For  compact  center  type  new  jute,  the 
compact  center  shall  be  measured  be- 
tween the  outer  edges  of  the  outer-most 
varns  in  the  more  compact  area  The 
looselv  woven  edges  shall  be  measured 
from  the  outer  edge  of  the  outer  most 
warp  yarn  of  tlie  compact  area  to  the 
outside  edge  including  selvage  Three 
Vidth  measurements  will  be  taken  at  lo- 
cations described  above  for  other  width 
measurements  and  averaged.  Jute  and 
cotton  m.easurements  will  be  made  on  the 
.sample  in  equilibrium  with  standard  at- 
mospheric conditions  as  specified  in 
A.S.T.M.   D   1776   62-T. 

(d)  Warp  yarn  count  For  new  jute 
'except  for  the  compact  center  type  new 
jute  I  and  woven  cotton  bagging,  the 
number  of  warp  ends  in  the  width  of  the 
sample  including  the  selvages,  will  be 
counted  at  each  end  of  the  sample  The 
average  of  the  two  counts  will  be  divided 
by  the  width,  as  determined  above.  This 
figure  will  be  multiplied  by  12  to  deter- 
mine warp  yams  per  12  inches  of  bag- 
ging or  by  40  to  determine  warp  yams 
per  40  inches  of  bagging  For  compact 
center  type  new  jute  bagging,  the  num- 
ber of  warp  ends  in  the  denser  center 
area  will  be  counted  at  each  end  of  the 
sample.  The  average  of  the  two  counts 
will  be  divided  by  the  width  of  the  com- 
pact area  as  determined  above.  This  fig- 
ure will  be  multiplied  by  12  to  determine 
warp  yams  f>er  12  inches  of  bagging. 
The  n  anber  of  warp  ends  in  the 'outer 
loofely  woven  edges  will  be  counted  at 
each  end  and  at  each  edge  including  sel- 
vages Tne  average  of  the  four  counts 
will  be  divided  by  the  width  of  the  loosely 
wo\en  area  us  determined  above.  This 
figure  will  be  multiplied  by  12  to  deter- 
mine warp  yams  per  12  inches  of  bag- 
ging For  pol>'proDylene  bagging,  the 
number  of  warp  ends  in  a  12  inch  width 
of  the  sample  will  be  counted  ThLs  fig- 
ure will  be  di\ided  by  12  to  determine 
the  warp  yams  per  Inch  of  bagging 


'ei  Weft  yarn  count  The  number  of 
weft  (filling)  yarns  over  a  measured 
length  of  36  inches  on  each  sample  erf 
new  jute  and  woven  cotton  bagging  will 
be  counted  The  number  counted  divided 
by  3  will  be  the  weft  yam  count  per  12 
inches  For  pol>'propy!ene  bagging,  the 
number  of  weft  ends  in  a  12  inch  length 
of  the  sample  will  be  counted.  This  fig- 
ure will  be  divided  by  12  to  determine 
the  weft  yams  per  inch  of  bagging 

■f'  Weight  of  bagging  The  weight  of 
bagging,  except  for  polypropylene  ma- 
terial, will  be  detennined  by  weighing  on 
suitable  accurate  .scales  and  the  weight 
per  pattern  determined  to  the  nearest 
one-tenth  pound  Several  patterns  (or 
bales  of  bagging  patterns  i  may  be 
weighed  smiultaneously  and  the  weight 
averaged  The  weight  for  jute  bagging 
will  be  calculated  on  the  basis  of  13  75 
percent  moisture  content  mot  mcMSture 
regain '  and  for  cotton  bagging  on  the 
basis  of  8  5  percent  moisture  cc«itent 
'not  moisture  regain  i  (Polypropylene 
fabric  weight  will  be  determined  as  pre- 
.scnbed  in  subparagraph  (ki'S)  of  this 
.section.  I 

(gi  Walr  count  of  rz'orp  knitted  cotton 
bagging.  The  number  of  wales  or  ribs 
running  lengthwi.se  of  the  samnle  will 
be  counted  over  a  measured  width  (re- 
laxed state'  of  12  inches  on  each  sam- 
ple The  number  counted  divided  by  12 
will  be  the  wale  count  per  inch. 

ih)  Course  count  of  uxirp  knitted  cot- 
ton bagQing  Tlie  number  of  courses  or 
looDs  whi<^  form  a  line  honzMital  to  the 
wales  or  ribs  will  be  counted  over  a 
measured  length  'relaxed  .statei  of  12 
inches  on  each  sample  The  r.umber 
counted  div^ded  by  12  will  be  the  course 
count  per  inch 

'II  Additional  tests  on  warp  knitted 
bagging  Elongation  or  stretch  properties 
will  be  tested  at  one  pound  per  inch 
static  load  using  methods  as  specified 
in  A.STM  D  2594  Bursting  strength 
will  be  tested  on  an  approved  type  of 
constant  rale  of  traverse  machine 
equmped  with  a  bursting  attachment 
'ball  bursti  as  specified  m  AS  T.M.  D 
231. 

(j)  Additional  tests  for  polyethylene 
material  The  gauge  and  gauge  tolerance 
shall  be  tested  in  accordance  with 
A  S  T  M  D  374  The  tensile  strength  and 
elongation  "shall  be  tested  in  accordance 
with  AS  T.M  D  882-67  Impact  resist- 
ance shall  be  tested  in  accordance  with 
A  STM  Method  B  1709  67  Slip  charac- 
teristics shall  be  tested  in  accordance 
with  A  STM  D  1894  The  ratio  of  ma- 
chine direction  shrink  to  transverse  di- 
rection shrink  will  be  calculated  in  ac- 
cordance with  A  S  T  M  D  2732 

'ki  Additicmal  test  procedures  for 
polypropylene  material — '  1)  Yam  di- 
mensions Yam  dimensions  will  be  tested 
as  specified  in  A  STM.  D  3218-73T 

(2 1  Inhibitor  concentration.  Yam  shall 
be  removed  from  the  warp  direction  of 
each  test  samole  and  analyzed  for  ultra- 
violet inhibitor  concentration  by  follow- 
ing applicable  analytical  test  procedure 
as  snecified  in  method  Military — B 
52472B  ME  I  paragraph  4.4.2.7.2.2. 
atomic     absorption    method     Specimen 
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yams  shall  likewise  be  reirioved  from  the 
weft  or  fill  direction  and  tested  for  in- 
hibitor concentration  Values  obtained 
less  than  0  1  percent  nickel  as  metal  for 
the  inhibitor  in  either  warp  or  weft  di- 
rection of  the  fabric  shall  be  deemed 
nonconformance  and  constitute  failure 
of  thus  test 

(3 1  Fabric  U'-idht  The  fabric  weisht 
per  square  yard  shall  be  determined  as 
specified  in  Federal  Test  Method  Stand- 
ard No.  191.  method  5041. 

(4)  Tensile  strength  and  elongation. 
A  minimum  of  ten  randomly  selected 
samples  will  be  tested  for  tensile  strength 
and  elongation  to  break  at  standard  con- 
ditions and  m  accordance  with  Federal 
Te^t  Method  Standard  No  191, 

(5t  AcceU^rat'^d  wa^hermg — m)  Prev- 
aration  of  •iTtPcimpns.  The  samnle  unit 
will  be  one  finished  panel  or  sniral  sewn 
bae  or  an  equivalent  amount  of  flat 
Koods  Three  swatches  4  inches  bv  12 
inches  shall  b^  cut  from  each  principal 
direction  i  warn  and  weft  >  of  the  fabric. 
Each  swatch  shall  be  cut  into  two  4  inch 
by  6  inch  test  ';npcimpns:  one  soecimen 
to  be  used  for  mitial  br^ak  strength  and 
the  other  specimen  to  he  used  for  break 
strpneth  after  accpl^ratpd  weathering 
The  snecimens  shall  hp  mai-ked  to  indi- 
cate which  are  cut  with  the  lone  dimen- 
sion in  the  warn  direction  and  which 
have  the  long  dimension  in  the  weft 
direction 

dii  Initial  ten<;iif  brrakma  •^tr^^nath 
The  marked  control  specimen5  shall  be 
condi^oned  for  ""4  hours  at  the  standard 
condition  sneciflpd  m  Federal  Test 
Method  Standard  No  191  and  shall  be 
tested  for  brpakine  ^treneth  in  accord- 
ance with  PPdf  ral  Tp«t  Mpthod  Standard 
No  191.  mptbod  5100  1  The  results  shall 
be  averaeed  for  <;ppcimens  in  warp  direc- 
tion and  averaged  for  specimens  in  weft 
direction,  and  thp  averaees  shall  be 
recorded  a.s  thp  initial  brpaking  strength 
m  warn  and  weft  directions  An  average 
ia  warn  of  Ipss  than  125  pounds  or  less 
than  100  pounds  in  the  wpft  direction 
shall  con^ti'u'e  failure  of  this  test 

fiiii  B'^cakina  t^vfulr  '^trpnoth  a'tpr 
c.rcelern'^pd  irca^herina  The  balancp  of 
the  sppcimpns  ':hpll  be  tp«:tpd  in  accord- 
ance with  Federal  Test  Method  Standard 
No  191  method  5804.  for  not  Ipss  than 
1,200  hours,  pxceot  that  tiie  black  nanel 
temperature  '^hall  bp  maintained  at  155' 
F.  plus  or  minus  3'  F  The  black  panpl 
temnerature  shall  be  read  during  the 
final  10  minutes  of  a  cvcle  uist  before 
the  water  sprav  period  starts  At  the 
comoletion  of  1  20n  hours  exposure  to  ac- 
celerated weathering,  the  specimens 
shall  aeain  be  conditioned  for  24  hours 
at  the  standard  conditions  specified  in 
Federal  Test  Method  Standard  No  191 
After  conditioning  the  exposed  siieci- 
mens  shall  be  tested  for  breaking 
strength  in  accordance  with  Federal  Test 
Method  Standard  No  191.  method  5100  1. 
.^n  average  breaking  strength  of  less 
than  70  percent  of  the  initial  average 
breaking  strength   recorded   for   its  re- 


spective warp  or  fill  yam  direction  shall 
constitute  failure  of  this  test. 

'6'  Ends  of  heat  cut  sheets  and  or 
wiral  sevm  bags.  Heat  cut  ends  of  cot- 
ton bale  cover  sheets  and  spiral  tubing 
shall  be  evaluated  for  heat  cut  strength 
as  specified  in  A.S.T.M.  Method  D  751. 
Pin  test  values  of  less  than  40  pounds,  as 
per  this  method,  shall  constitute  failure 
of  this  test. 

(7i  Air  permeability.  The  fabric  shall 
be  tested  for  air  permeability  as  specified 
m  A  S.T.M.  D  737-46.  Air  permeability 
values  of  less  than  5  or  more  than  50 
cubic  feet  per  minute  per  square  foot  will 
constitute  failure  of  this  test. 

This  subpart  is  efTective  for  all  loans 
made  on  the  1977  and  subsequent  crops 
of  cotton. 

Note — The  Agricultural  Stabilization  and 
Con.servatlon  Service  has  determined  that 
this  document  does  not  contain  a  major  pro- 
po<'al  requiring  preparation  of  an  Inflation 
Impact  Statement  under  Executive  Order 
1 1821  and  OMB  Circular  A-107. 

Signed  at  Washington,  D.C..  on  June  3, 
1977 

Victor  A.  Senechal, 
.4c(?na  Exerutivp  Vice  President. 
Commodity  Credit  Corporation. 

IFR  Doc  77-16483  Filed  6-9-77:8:45  ami 


SUBCHAPTER    B— LOANS.    PURCHASES,    AND 
OTHER   OPERATIONS 

I  Payment  Program  for  Shorn  Wool  and  Un- 
sViorn  Lambs.  1976  Marketing  Year.  Amdt.  3| 

PART   1472— WOOL 

Subpart — 1976  Payment  Rates  for  Shorn 
Wool  and  Unshorn  Lambs 

AGENCY:      Agricultural      Stabilization 
and   Conservation  Service,  Department 

of  Agriculture. 

ACTION:  Correction. 

SUMMARY:   This  document  corrects  a 
final  rule  that  appeared  at  page  20113 
m  the  FEDER.^L  Register  of  April  18.  1977 
FR  Doc    77-11176>. 
EFFECTIVE  DATE:   June  9,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Gerald  Sohiermever  1 202-447-4428 ) , 
Program  Operations  Divi'^ion.  ASCS, 
USDA.    Room    3636,    South    Building. 

Washington.  D,C,  20013. 

The  following  correction  is  made  on 
page  20113  to  5  1472.1405(e)  : 

1  On  the  fourth  line,  the  entry  that 
reads  ■67.5  cents  a  pound"  is  changed 
to  read  "65.7  cents  a  pound." 

Signed  at  Washington.  D.C..  on  June 
1.  1977 

Victor  A.  Senechal. 
Acting  Executive  Vice  President. 
Commodity  Credit  Corporation. 

IFR  DOC77-16283  Piled  6-9-77;8:45  am| 


Title  9 — Animals  and  Animal  Products 

CHAPTER  I— ANIMAL  AND  PLANT  HEALTH 
INSPECTION  SERVICE,  DEPARTMENT 
OF   AGRICULTURE 

SUBCHAPTER  E— VIRUSES.  SERUMS.  TOXINS, 
AND  ANALOGOUS  PRODUCTS;  ORGANISMS 
AND   VECTORS 

PART   112— PACKAGING   AND   LABELING 

Miscellaneous  Amendment 

AGENCY;  Anmial  and  Plant  Health  In- 
spection Service  "  APHIS  > . 

ACTION:  F^al  rule. 

SUMMARY:  This  amendm.ent  will  de- 
lete references  to  special  license  Special 
licenses  are  no  longer  issued,  and  when 
they  were  discontinued,  an  effort  was 
made  to  eliminate  all  references  to  them. 
This  amendment  will  correct  an  over- 
sight made  at  that  time 

EFFECTIVE  DATE:  This  amendment 
becomes  effective  June  3.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr.  R.  J.  Price.  (301 )  436-8245. 

SUPPLEMENTARY  INFORMATION 
On  October  8.  1976.  there  was  published 
in  the  Federal  Register  i41  FR  44358 
a  promulgation  of  f^nal  regulations  re- 
lating to  licenses  for  biological  products. 
Issuance  of  special  licenses  was  discon- 
tinued at  that  time  and  known  refer- 
ences to  special  licenses  vvere  deleted 
from  the  regulations. 

References  to  special  licenses  appear- 
ing in  section  112.2  of  the  current  reg- 
ulations were  overlooked  at  that  time. 
This  amendment  corrects  that  oversight. 

Part  112  is  amended  by  revising  para- 
graph 112.2(a)  (1)  to  read: 

§  112.2      Final     conlainer     labol.     <  arton 
label,  and  enclosure. 

(a)  •  •  • 

(1)  The  principal  part  of  the  true 
name  of  the  biological  product  which 
name  shall  be  identical  with  that  shown 
in  the  product  license  imder  which  such 
product  is  prepared,  or  the  permit  under 
which  it  is  imported,  shall  be  prom.i- 
nently  lettered  and  placed  giving  equal 
emphasis  to  each  word  composing  it  De- 
scriptive terms  used  in  the  true  name  on 
the  product  license  or  permit  shall  also 
appear.  Abbreviations  of  the  descriptive 
terms  may  be  used  on  the  final  container 
label  if  complete  descriptive  terms  ap- 
pear on  a  carton  label  and  enclosures: 

.  •  «  •  • 

(21  U.S.C.  151  and   154:   37  FR  28477    28646 
38  FR   19141.) 

This  amendment  makes  administrative 
changes  to  correct  an  oversight  without 
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making  other  substantive  changes  in  the 
regulations.  In  order  for  them  to  be  of 
maximum  benefit,  they  must  be  made 
effective  immediately. 

Accordingly  under  the  administrative 
procedure  pro'.isions  in  5  U.S.C.  553.  it  is 
found  upon  good  cause  that  notice  and 
otlier  public  pro:edure  concerning  these 
amendments  are  impracticable  and  un- 
necessary, and  good  cause  is  found  for 
making  these  amendments  efTective  less 
than  30  days  after  publication  in  the 
Fedfr.^l  Register. 

The  foregoing  amendment  shall  be- 
come efTective  upon  issuance. 

Done  at  Washington,  E>C.  this  3rd  day 
of  June  1977, 

Note. — The  Animal  and  Plant  Health  In- 
spection Service  has  determined  that  this 
document  does  not  contain  a  rrvajrfr  proposal 
requiring  preparation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 

Pierre  A.  Chaloux, 
Acting  Deputy  Administrator. 

Veterinary  Services. 

(FR  Doc.77-16195  Filed  6-9-77:8:45  ami 


Title  20 — Employees  Benefits 

CHAPTER  V — EMPLOYMENT  AND  TRAIN- 
ING ADMINISTRATION,  DEPARTMENT 
OF    LABOR 

PART  656 — LABOR  CERTIFICATION  PROC- 
ESS FOR  THE  PERMANENT  EMPLOY- 
MENT OF  ALIENS  IN  THE  UNITED 
STATES 

Medical  Profession 

AGENCY:  Enipioyment  and  Training 
Administration,  Labor. 

ACTION:  Final  rule. 

SUMMARY:  This  regulation  requires 
certain  alien  members  of  the  medical 
profession  to  pass  Parts  I  and  II  of  the 
National  Board  of  Medical  Examiners 
Examiination  or  an  equivalent  examina- 
tion as  determined  by  the  Secretary  of 
Health,  Education,  and  Welfare  as  a  con- 
dition precedent  to  obtaining  a  labor  cer- 
tification involving  permianent  employ- 
ment in  the  United  Sutes, 

DATE5    EfTective  date:  July  11,  1977, 

FOR  FURTHER  INTORMATION  CON- 
TACT: 

Aaron  Bodin.  Chief.  Division  of  Labor 
Certification.  United  States  Employ- 
ment Service.  Room  8410,  601  D  Street 
NW  ,  WafUnsjton,  DC,  20213.  202-376- 
6295         ^ 

SUPPLENOWTAR  Y  INFORMATION : 
On  Noveolber  5,  1976.  at  41  FR  48938. 
tlie  Depg^ment  published  proposed  reg- 
ulations' pn  the  labor  certification  proc- 
ess for  ,the  permanent  employment  of 
aliens  in  the  United  States.  The  proposed 


regulations  contained  a  paragraph  which 
was  based  on  an  amendment  to  Section 
212iai  of  the  Immigration  and  National- 
ity Act  made  by  Section  601  (a>  of  the 
Health  Professions  Educational  Assist- 
ance Act  of  1976  which  required  that 
certain  alien  members  of  the  medical 
profession  pass  parts  I  and  n  of  the  Na- 
tional Board  of  Medical  Examiners  Ex- 
amination, or  an  equivalent  examination 
as  determined  by  the  Secretary  of  Health, 
Education,  and  Welfare,  as  a  condition 
for  obtaining  a  visa  and  for  admission 
into  the  United  States  This  paragraph 
was  not  included  in  the  final  regulations 
for  29  CFR  Part  656 — Labor  Certification 
Process  for  the  Permanent  Emplovment 
of  Aliens  in  the  United  States,  published 
at  Part  IV  of  the  Federal  Register  on 
Tuesday,  Januan'  18.  1S77  'FR  Doc.  77- 
1613).  After  further  study,  however,  the 
Department  has  decided  to  publish  the 
provision  in  final  form. 

One  commentator  on  the  proposed 
regulations  stated  that  it  was  improper 
for  the  Department  to  require  passage 
of  such  an  examination  as  a  condition 
precedent  to  receiving  a  labor  certifica- 
tion because  the  statute,  as  amended, 
requires  the  passage  of  the  examination 
as  a  condition  precedent  to  obtaining  a 
\1sa.  but  not  as  a  condition  precedent  to 
obtaining  a  labor  certification.  The  De- 
partment, however,  believes  that  the  la- 
bor certification  procedure  and  the  pas- 
sage of  an  approoriate  examination  are 
so  closely  related  as  to  warrant  their 
merger  in  the  administrative  process  for 
the  following  reasons:  (1>  Both  the  pas- 
sage of  the  examination  and  the  obtain- 
ing of  a  labor  certification  are  statutory 
condi^^ions  precedent  for  the  receipt  of 
visas  bv.  and  for  the  admission  of  certain 
medical  personnel :  '2'  The  aualification 
bv  examination  of  such  medical  person- 
nel is  directlv  related  to  the  legal  ability 
of  these  aliens  to  engage  in  the  occupa- 
tions for  which  labor  certifications  are 
requested:  and  i3^  the  processing  of  la- 
bor certiflcntion  aoplications  on  behalf 
of  such  medical  t^ersoTinel  who  are  sub- 
sequently unable  to  pas,s  the  nece.«^sary 
examination  will  unnecessarily  burden 
t^ie  administrative  nrtyess. 

For  the  info'-mation  and  assistance  of 
the  p-iblic.  the  Denartment  is  also 
amending  5  656  1  Purpose  and  scope  of 
Part  656.  bv  adding  the  name  and  ad- 
dress oi  the  office  to  which  the  public 
mav  address  questions  about  the  regula- 
tions. 

The  Department  is  also  correcting  a 
citation  error  in  ;j  656,23, 

This  regulation  was  prepared  under 
the  direction  and  control  of  Aaron  Bodin, 
Chief.  Division  of  Labor  Certification. 
U.S.  Emnloyment  Service. 

Accordinglv,  20  CFR  Part  656  is 
amended  as  follows: 

1.  Section  656.1  Purpose  and  scope  of 
Part  656.  is  amended  by  adding  at  the 


end    thereof    the    following    new    para- 
graph: 

§  656.1      Purposr  and  M-ope  uf  Part  656. 


(c»  Correspondence  and  questions  con- 
cerning the  regulations  in  this  part 
should  be  addressed  to :  Division  of  Labor 
Certifications,  United  States  EmplojTnent 
Service.  Room  8410.  601  D  Street  NW  . 
Washington.  DC.  20213. 

2.  The  following  paragraph  is  added  at 
20CFR656.2HaM6>  : 

§  656.21       Ba*ir  labor  rrrtifiration  appU- 
ralion  prtMTs>. 

<a»    *  •   * 

»6)  If  the  application  involves  a  job 
offer  as  a  physician  or  surgeon,  docu- 
mentation that  the  alien  has  passed 
Parts  I  and  II  of  the  National  Board  of 
Medical  Examiners  Examination  or  an 
equivalent  examination  as  determined 
by  the  Secretary  of  Health.  Education, 
and  Welfare  as  provided  by  8  US.C  212 
fa)  '32>. 

•  •  «  •  * 

§  656.23       [  Amended  ] 

3.  In  §656.23(gi  at  42  FR  3447.  the 
reference  to  5  656  25' f^ 2)  is  corrected 
to  read  S  656  25ig'  (2>. 

Signed  at  Washington.  D.C..  this  3rd 
day  of  June  1977. 

Ernest  G.  Green. 

Assistant  Secretary  for 

Employment  and  Training 
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Title  21 — Food  and  Drugs 
CHAPTER   I— FOOD  AND  DRUG  ADMINIS- 
TRATION.    DEPARTMENT    OF    HEALTH, 
EDUCATION,   AND  WELFARE 

SUBCHAPTER    *  -GENERAL 

PART    5 — DELEGATIONS    OF    AUTHORITY 

AND    ORGANIZATION 

Food  Standards.  Food  Additives.  Color 
Additives,  and  New  Animal  Drugs 

AGENCY:  Pood  and  Drug  Administra- 
tion. 

ACTION    Final  rule. 

SUMMARY:  This  document  clarifies  the 
authority  of  the  Director  of  the  Bureau 
of  Veterinary  Medicine  to  refuse  or 
withdraw  approval  of  new  animal  drug 
applications,  and  provides  him  with  ad- 
ditional authorities  for  more  efTective 
Bureau  operation. 

EFFECTIVE  DATE:  June  10.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Robert  L  Miller,  Office  of  Administra- 
tion iHFA-340i,  Food  and  Drug  Ad- 
ministration. Department  of  Health. 
Education,  and  Welfare.  5600  Fishers 
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Lane.  Rockville.  MD  20857   <  301-443- 

4976'. 
SUPPLEMENTARY  INFORMATION: 
The  amendmeat  to  5  5  61  21  CFR  5.61. 
formerly  S  5.38  prior  to  recodification 
published  in  the  Federal  Register  of 
March  22.  1977  i42  FR  15553'  gives  the 
Director  of  the  Bureau  of  Veterinary 
Medicine  the  same  authoritie.s  as  those 
granted  to  the  Director  of  the  Bureau  of 
Foods  for  food  standards  and  additives 
and  color  additives.  Section  5  84  '21  CFR 
5.84,  formerly  5  5.29  prior  to  recodifica- 
tion published  in  the  Federal  Register 
*of  March  22,  1977  '42  FR  15553'  '  is  be- 
ing amended  to  correct  the  omission  of 
authority  to  refuse  approval  of  new  ani- 
mal drug  applications  <NADA's>  and  to 
denote  that  the  authority  to  amend  or 
revoke  regulations  is  concurrent  with 
that  authority. 

Further  redelegation  of  the  authority 
delegated  is  not  authorized.  Authority 
delegated  to  a  position  by  title  may  be 
exercised  by  a  person  officially  desig- 
nated to  serve  in  such  position  in  an  act- 
ing capacitv  or  on  a  temporary  basis, 
unless  prohibited  by  a  restriction  writ- 
ten into  the  document  designating  him 
as  "acting."  or  unless  it  is  not  legally 
permissible. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  <sec.  701'a>.  52 
Stat.  1055  '21  U.S.C.  371iai  >  »  and  under 
authority  delegated  to  the  Commission 
of  Food  and  Drugs  '21  CFR  5  1'.  Part 
5  is  amended  bv  revising  I5S5.61  and 
5.84  to  read  as  follows: 

§  5.61  I>i«iiHn«r  of  iioliK  «  <<(  iilinu  "f 
p.  liliiiii>  .iml  iKiliiT-  iif  prupo-iil  rnlf 
in.ikiiii:  p'  rl.iiiii'i:!  Ik  fotiil  -laiul.iriN. 
food  iidililiv  «.  .111(1  loior  a(i<liti\c«. 

The  following  officials  are  authorized 
to  perfoi-m  all  the  functions  of  the  Com- 
missioner of  Food  and  Drugs  under  sec- 
tions 401.  409.  and  706  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  regarding 
the  issuance  of  notices  of  filing  of  peti- 
tions and  notices  of  proposed  rule  mak- 
ing pertaining  to  food  standards,  food 
additives,  and  color  additives  which 
relate  to  the  assigned  functions  of  the 
respective  bureau. 

(a)   Director  of  the  Bureau  of  Foods. 

tb>  Director  of  the  Bureau  of  Veteri- 
nary Medicine 

§  o.R}  l-«ii.iinf  of  pr<)p<i«al».  noli«f». 
aii<l  iirdtT*  rrlaliii;:  to  ri-lii»al  lo  ap- 
pro%<-  anil  v>i|li(lr.iv«al  nf  appr<i\al  of 
tit'vt  animal  lirn;:  appln  .itiiiii".  and 
corri'^ponillni:  nt  ".  .inini.il  lirim  n  •;- 
iilali<in>. 

The  Director  of  the  Bureau  of  Veteri- 
nary Medicine  is  authorized  to: 

I  a  1  Issue  notices  of  an  opportunity  for 
a  hearing  on  proposals  to  refuse  approval 
or  to  withdraw  approval  of  new  animal 
drug  applications  and  supplements 
thereto  for  drugs  for  animal  use  sub- 
mitted pursuant  to  section  512  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act. 

'b'  Issue  notices  refusing  or  with- 
drawing approval  when  opportunity  for 
hearing  has  been  waived;  and 

<c>  Issue  proposals  and  orders  to  re- 
voke and  amend  new  animal  drug  regula- 
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tions  corresponding  to  said  action   on 
such  applications. 

Effective  date:  This  regulation  becomes 
effective  June  10.  1977. 

(Sec.    701  (a>.    52   Stat.    1055    .21    U  S  C.    371 
lai  ).) 

Dated;  June  1,  1977. 

William  F  Randolph. 
Acting  Associate  CoTnT7iissioner 

for  Compliance. 
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SUBCHAPTER    B— FOODS    FOR    HUMAN 

CONSUMPTION 

I  Docket  No.  76F-04631 

PART  173— SECON'^ARY  DIRECT  FOOD 
ADDITIVES  PERMITTED  IN  FOOD  FOR 
HUMAN    CONSUMPTION 

Specif x  Usage  Addtives;  Chemicals  Used 
m  Washing  or  To  Assist  in  the  Lye  Peel- 
ing of  Fruits  and  Vegetables 

AGENCY  Food  and  Drug  Administra- 
tion. 

ACTION:  Final  rule. 

SUMMARY;  This  document  amends  the 
food  additive  regulations  to  provide  for 
the  safe  use  of  certain  substances  in 
flume  water  used  to  wash  sugar  befets 
Bismark  Enterprise  filed  a  petition  pro- 
posing such  an  amendment. 

DATES;  Effective  June  10,  1977:  objec- 
tions by  July  11,  1977. 

ADDRESSES;  Written  objections  to 
Hearing  Clerk  iHFC-20'.  Food  and 
Drug  Administration.  Rm.  4-65.  5600 
Fishers  Lane.  Rockville.  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Johii  J.  McAuliffe.  Bureau  of  Foods 
'  HFF-334  ' .  Food  and  Drug  Adminis- 
tration, Department  of  Health,  Edu- 
cation, and  Welfare.  200  C  Street  SW., 
Washington,  D,C.  20204  '202-472- 
5690'. 

SUPPLEMENTARY  INFORMATION : 
Notice  was  given  in  the  Federal  Register 
of  January  14.  1977  '42  FR  3029'.  that  a 
petition  (FAP  5A3079)  had  been  filed  by 
Bismark  Enterprise.  10003  Pecos  St.. 
Denver.  CO  80221,  proposing  that  the 
food  additive  regulations  be  amended  to 
provide  for  the  safe  use  of  alpha-alkyl 
'C  -  C,.>  -om<'pa-hydroxypoly(oxyethyl- 
ene>,  linear  undecylbenzenesulfonic 
acid,  dialkanolamide  produced  by  con- 
densing 1  mole  of  methyl  laurate  with 
1.05  moles  of  diethanolamine.  trietha- 
nolamine,  ethylene  glycol  monobutyl 
ether,  oleic  acid,  tetrapotassium  pyro- 
phosphate, monoethanolamine.  ethylene 
dichloride.  and  tetrasodium  ethylenedia- 
minetetraacetate  in  flume  water  used  to 
wash  sugar  beets. 

The  Commissioner  of  Food  and  Drugs, 
having"  evaluated  data  in  the  petition 
and  other  relevant  material,  concludes 
that  §  173.315  'formerly  5  121.1091.  prior 
to  recodification  published  in  the  Fed- 
eral Register  of  March  15.  1977  '42  FR 
14302'  » ,  should  be  amended  as  set  forth 
below. 


Limitations 
Not   to  exceed 
3  pm. 


Do. 


Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  isec.  409iciil'. 
72  Stat.  1786  '21  U.S.C.  348' c»  '1'  >  >.  and 
under  authority  delegated  to  the  Com- 
missioner '21  CFR  5.1',  .5  173.315  is 
amended  by  adding  a  new  paragraph  <  a  ' 
'  3 )  to  read  as  follows : 

§  I  7,3. ."J  1,1  (".hrnii<-al«  u«ed  in  wa«hine  or 
lo  assist  in  the  l>e  peeling  of  frnil- 
and  vr^rlahlr^. 

«  A  «  « 

<a)    •   *   • 

1 3)  Substances  identified  in  this  para- 
graph I  a)  13)  for  ase  in  flume  water  for 
washing  sugar  beets  prior  to  the  slicing 
■operation  and  subject  to  the  limitations 
as  are  provided  for  the  level  of  the  sub- 
stances in  the  flume  water; 

Substances 

Alpha-&\Wyl{C,..-C,J  -ornega- 
hydroxypoly  (oxyethyl- 
ene  > ;  average  number  of 
moles  of  ethylene  oxide 
i.s  9. 

Linear  undecylbenzenesul- 
fonic acid. 

Dialkanolamide  produced  by 
condensing  1  mole  of 
methyl  laurate  with  1.05 
moles  of  diethanolamine. 

Trlethanolamine    

Ethylene  glycol  monobutyl 
ether. 

Oleic  acid  conforming  with 
§  172.860  of  this  chapter. 

Tetrapotassium  pyrophos- 
phate. 

Monoethanolamine     

Ethylene  dichloride 

Tetrasodium  ethylenedia- 
minetetraacetate. 


Any  person  who  will  be  adverselv  af- 
fected by  the  foregoing  regulation  may 
at  any  time  on  or  before  July  11.  1977, 
submit  to  the  Hearing  Cleik  'HFC -20'. 
Food  and  Drug  Administration.  Rm. 
4-65.  5600  Fishers  Lane.  Rockville.  MD 
20857,  written  objections  thereto  and 
may  make  a  written  request  for  a  public 
hearing  on  the  stated  objections.  Each 
objection  shall  be  separately  numbe:ed 
and  each  numbered  objection  shall 
specify  with  particularity  the  provision 
of  the  regulation  to  which  objection  is 
made.  Each  numbered  objection  on 
which  a  hearing  is  requested  shall  spe- 
cifically so  state;  failure  to  request  a 
hearing  for  aiay  particular  objection 
shall  constitute  a  waiver  of  the  right  to  a 
hearing  on  that  objection.  Each  num- 
bered objection  for  which  a  hearing  ;.'- 
requested  shall  include  a  detailed  ce- 
scnption  and  analysis  of  the  specific 
factual  information  intended  to  be  pre- 
sented in  support  of  the  objection  in  the 
event  that  a  hearing  is  held:  failure  to 
include  such  a  description  and  analysis 
for  any  particular  objection  shall  consti- 
tute a  waiver  of  the  right  to  a  hearing  on 
the  objection.  Four  copies  of  all  docu- 
ments shall  be  submitted  and  ,=h:t!I  be 
identified  with  the  Hearing  Clerk  docket 
number  found  in  brackets  in  the  heading 
of  this  regulation.  Received  objections 
may  be  seen  m  the  above  office  between 
the  hours  of  9  a.m.  and  4  p.m.,  Monday 
through  Friday. 


Not  to 

e.xceed 

2  p  n- 

. 

Do. 

Not  to 

exceed 

1  p  m. 

Do. 

Not  to 

exceed 

0  3  p 

m. 

Do 

Not  to 

exceed 

0  2  p 

m 

Not  to 

exceed 

0.1  p 

tr. 
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Effective  date:   This  regulation  shall 
become  effective  June  10.  1977. 

(Sec.  409(c)  O).  72  Stat    1786  (21  U.S.C.  348 
(ct(l)).) 

Dated:  June  3.  1977 

William  F.  Randolph. 
Acting  Associate  CoTnmissioner 
for  Compliance 
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(FAP  6H511!    T26,   FRL  744   7' 

PART     193 — TOLERANCES     FOR     PESTI 
CIDES    IN     FOOD    AHMINISTERED    BY 
THE     ENVIRONMENTAL     PROTECTION 
AGENCY 

SUBCHAPTER   E — ANIMAL   FEEDS.   DRUGS,   AND 
RELATED    PRODUCTS 

PART     561— TOLERANCES     FOR     PESTI- 
CIDES   IN    ANIMAL    FEEDS    ADMINIS- 
TERED BY  THE  ENVIRONMENTAL  PRO 
TECTION  AGENCY 

0-Ethyl  o-[4-Methylthlo)Phenyl]  s-Propyl 
Phosphorodithioate 

AGENCY;  Office  of  Pesticide  Programs. 
Environmental  Protection  Agency 
'  EPA  > . 

ACTION;    Final  rule 

SUMMARY;  This  rule  renews  food  and 
feed  additive  regulations  permitting  the 
experimental  use  of  the  insecticide 
O-ethvl  O-(4-imethylthi0'phenyl]  5- 
propyl  phosphorodithioate  in  cottonseed 
oil  and  cottonseed  hulls.  This  renewal 
was  requested  by  Mobav  Chemical  Corp 
in  a  food  and  feed  additive  petition.  This 
rule  will  permit  the  marketing  of  cotton- 
seed oil  and  cottonseed  hulls  while 
further  data  is  collected  on  the  subject 
pesticide. 

EFFECTIVE  DATE;  Effective  on  June 
10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Ms    Libby  Zink,  Registration  Division 
VVH-567>.    Office    of    Pesticide    Pro- 
grams. EPA.  401  M  Street  SW,.  Wash- 
ington. DC.  20460  (202-755-4851 

SUPPLEMENTARY  INFORMATION ; 
On  April  7.  1976.  the  EPA  announced 
141  FR  14371*  that  in  response  to  a 
petition  'FAP  6H5111)  submitted  by 
Chemagro  Aricultural  Div .  Mobay 
Chemical  Corp..  P.O.  Box  4913.  Kansas 
City.  Mo.  64120.  21  CFR  193212  and 
561.233  were  being  established  to  permit 
the  use  of  the  insecticide  O-eLhyl  0-I4- 
I  methylthio  >  phenyl  ]  -S-propyl  phospho- 
rodithioate and  its  cholinesterase-in- 
hibiting  metabolites  on  growing  cotton 
with  tolerance  limitations  of  1  part  per 
million  (ppmi  in  cottonseed  oil  and 
cottonseed  hulls,  respectively,  in  accord- 
ance with  an  experimental  use  permit 
that  was  being  issued  concurrently  un- 
der the  Federal  Insecticide.  Fungicide, 
and     Rcxlenticide     Act     (FIFRA'.     as 


amended  !86  Stat.  973.  89  Stat.  751:  7 
use  136' a  I  et  seq  < .  This  experimental 
program  expired  March  30.  1977 

Chemagro  Agricultural  Div..  Mobay 
Chemical  Corp .  has  requested  a  one- 
year  renewal  of  these  temporary-  tol- 
erances both  to  perm.it  continued  test- 
ing to  obtain  additional  data  and  to  per- 
mit the  marketing  of  food  commodities 
affected  by  the  application  of  the  insec- 
ticide to  the  growing  raw  agricultural 
commodity   cotton 

The  scientific  data  reported  and  other 
rele\ant  material  have  beer,  evaluated, 
and  It  has  been  determined  that  the 
pesticide  may  be  safely  used  in  accord- 
ance with  the  provisions  of  the  experi- 
mental use  permit  which  is  being  reissued 
concurrently  under  FIFTIA.  It  has  fur- 
ther been  determined  tliat  since  residues 
of  the  pesticide  may  result  m  cottoaseed 
oil  and  hulls  from  the  agricultural  uses 
pro\ided  for  m  the  experimental  a-^e 
permit,  the  feed  and  food  additive  regu- 
lations should  be  renewed  including  their 
tolerance  limitations  lA  related  docu- 
ment concerning  the  renewal  of  tem- 
porary tolerances  for  residues  of  the 
subject  pesticide  in  or  on  cottonseed: 
the  meat.  fat.  and  meat  byproducts  of 
cattle,  goats,  hogs,  horse.';,  poultrv".  and 
sheep:  milk;  and  eggs  appears  ekewhere 
in  today's  Federal  Register  > 

Accordingly,  the  fcxxl  and  feed  additive 
regulations  are  amended  as  set  forth 
below. 

Any  person  adversely  affected  by  this 
regulation  may,  on  or  before  July  11. 
1977.  file  written  objections  with  the 
Hearing  Clerk.  EPA.  Rm.  1019.  East 
Tower.  401  M  St,  SW..  Washington.  D.C. 
20460.  Such  objections  should  be  -sub- 
mitted in  quintuplicate  and  specify  the 
provLsions  of  the  regulation  deemed  to  be 
objectionable  and  the  grounds  for  the 
objections.  If  a  hearing  is  requested,  the 
objections  must  state  the  issues  for  the 
hearing.  A  hearing  will  be  granted  If  the 
objections  are  supported  by  the  grounds 
legally  sufficient  to  justify  tiie  relief 
sought. 

Effective  on  June  10.  1977.  21  CFR  193- 
212  and  561.233  are  amended  as  set  forth 
b?low. 

I  Sec    409(c)(1)    of   the  Federal   Food.   Drug, 
and  Cosmetic  Act   (21   U.S.C    348(c)(1)).) 

Dated:  June  3,  1977. 

Edwin  L.  Johnson. 
Deputy  Assistant  Administrator 
for  Pesticide  Programs. 

S  193.212       [  Amended] 

1.  In  21  CFR  193.212.  at  the  end  of 
paragraph  ^a'  the  date  is  changed  from 
•  March  30,  1977'  to  "May  16.  1978." 

§361.233       [Amended) 

2.  In  21  CFR  561.233.  at  the  end  of 
paragraph  la' ,  the  date  is  changed  from 
■'March  30.  1977  "  to  "May  16.  1978". 

IFR  Doc.77-16443  Filed  6-9-77;8:45  am] 


SUBCHAPTER  D — DRUGS  FOR  HUMAN  USE 

(Docket  No    76N-01741 

PART  436— TESTS  AND  METHODS  OF 
ASSAY  OF  ANTIBIOTIC  AND  ANTIBIOTIC- 
CONTAINING    DRUGS 

Revised  pH  Test  Method 

AGENCY     Food  and  Drug  Administra- 

ticn 

ACTION :  Final  rule. 

SUMMARY;  This  rule  amends  the  anti- 
biotic dnig  regulations  by  revising  the 
<est  meth(xi  for  determining  the  pH  of 
antibiotic  drug  products  to  update  and 
co;iform  the  procedure  to  tiie  official 
compendia. 

EFFECTIVE  DATE:   July  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
T.VCT; 

Joan  Eckert,  Bureau  of  Dru?s  (HFI>- 
140'.  Pood  and  Drug  Adminiotration. 
5600  Fishers  Lane,  Rockville.  MD 
20857  '301-443-42901. 

SUFPLFTvrENTARY  INFORMATION; 
In  a  notice  ol  proposed  rule  making  pub- 
lished m  the  Feperal  Recister  of  June 
21.  1976  '41  FR  24899'.  the  Commissioner 
of  Food  and  Diugs  proposed  that  the 
antibiotic  drug  regulations  be  amended 
to  describe  in  more  detail  the  pH  test 
procedure  in  order  to  conform  more 
closely  with  the  official  compendia  and  to 
provide  for  the  use  of  a  combination 
electrode  not  currently  described  in  the 
regulations.  Sixty  days  were  allowed  for 
comment  on  the  prop)osal. 

One  comment  was  received,  recom- 
mending tiie  amendment  be  reworded  to 
clarifv  the  fact  that  the  pH  of  the  buffers 
used  to  standardize  the  pH  meter  should 
bracket  the  expected  pH  value  of  the 
sample  The  Commissioner  finds  that  the 
comment  is  valid  and  has  revised  the 
regulation  accordingly. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  isec.  507.  59 
Stat  463,  as  amended  (21  U.S.C  357m 
and  under  authority  delegated  to  the 
Commissioner  '21  CFR  5  1',  Part  436  is 
amended  by  revising  paragraphs  ia>. 
b'.  and  id»  of  5  436.202  to  read  as  fol- 
lows ; 

§  436.202      pH. 

(a>  Apparatus  A  suitable  potenti- 
ometer fitted  with  two  electrodes,  one 
being  constructed  of  glass  and  sensitive 
to  hydrogen  ion  activity  and  the  other 
being  a  calomel  or  a  silver  'silver  chloride 
reference  electrode  A  combination  elec- 
trode with  glass  electrode  and  reference 
electrode  contained  in  the  same  system 
may  be  used 

'  b  >  Standardization.  Select  two  stand- 
ard buffer  solutions  such  that  the  ex- 
pected pH  value  of  the  sample  is  within 
their  pH  range  and  is  also  within  2  pH 
units  of  one  of  the  standard  buffer  solu- 
tions. Standardize  the  pH  meter  with  the 
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two  buffer  solutions.  Make  any  neces- 
sary adjustment  of  the  meter  if  the  ob- 
served pH  value  of  either  standard  solu- 
tion difTers  by  more  than  005  pH  unit  its 
known  value. 

.  .  •  •  • 

(d)  rest  procedure.  Determine  the  pH 
of  the  sample  at  25=^2'  C.  Rinse  the 
electrode's*  between  determinations  first 
with  distilled  water  and  then  with  a  por- 
tion of  the  next  sample  to  be  tested. 
Store  electrode! s)  with  tips  immersed  in 
water. 

Effective  date:  This  amendment  shall 
become  effective  July  11,  1977. 
(Sec.  507.  59  Stat.  463  as  amended  (21  US.C. 
357).) 

Dated:  June  2. 1977. 

Mary  A.  McEniry, 
Assistant  Director  for  Regula- 
tory Affairs,  Bureau  of  Drugs. 
|PRDoc.77-16183  Filed  6-9-77; 8  45  am] 


PART  452— MACROLICE  ANTIBIOTIC 
DRUGS 

Erythromycin  Ethylsuccmate  Chewable 
Tablets 

AGENCY:   Food  and  Drug  Administra- 
tion. 


RULES    AND    REGULATIONS 

dition,  a  new  larger  tablet  size  makes 
the  tablet  suitable  only  for  chewing. 
Therefore,  the  disintegration  require- 
ment is  inappropriate. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sec.  507.  59 
Stat.  463  as  amended  (21  US.C.  357)) 
and  under  authority  delegated  to  the 
Commissioner  (21  CFR  5.1  >.  Part  452  is 
amended  in  5  452.125a  by  revising  para- 
graph (ai  (D  and  (3t  (iHb)  and  by  de- 
leting paragraph  ibi(3),  as  follows: 
§  102.1258  Erythromvrin  elhylsurcinale 
chrwablr  lahlcl>*. 

(a>  Requirements  for  certification. — 
1 1 1  Standards  of  identity,  strength,  qual- 
ity, and  purity.  Erythromycin  ethybuc- 
cinate  chewable  tablets  are  composed  of 
erythromycin  ethylsuccinate.  and  suit- 
able and  harmless  diluents,  binders, 
buffers,  colorings,  and  flavorings.  Each 
tablet  contains  erythromycin  ethylsuc- 
cinate equivalent  to  200  milligrams  of 
erythromycin.  Its  potency  is  satisfactory 
if  It  is  not  less  than  90  percent  and  not 
more  than  120  percent  of  the  number  of 
milligrams  of  erythromycin  that  it  is 
represented  to  contain.  The  moisture 
content  is  not  more  than  5  percent.  The 
erythromycin  ethvlsuccinate  used  con- 
forms to  the  standards  prescribed  by 
§  452.25(a)(1). 


ACTION     Final  rule. 

SUMMARY:  This  rule  i.s  deleting  the  dis- 
integration requirement  for  erythromy- 
cin ethylsuccinate  chewable  tablet'?.  Re- 
cenUy  revised  labeling  for  the  product 
and  a  change  in  the  size  of  the  tablet  re- 
quire that  the  product  be  chewed:  there- 
fore, the  disintegration  requirement  is 
Inappropriate  Tins  document  is  being 
issued  in  response  to  a  request  by  the 
manufacturer. 

DATE  Effective  June  10,  1977;  com- 
ments by  July  11,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Joan  Eckert.  Bureau  of  Druss  •  HFD- 
140'.  Food  and  Drug  .Administration, 
Department  of  Health,  Education,  and 
Welfare,  5600  Fishers  Lane.  Rockville- 
MD  20857  1301-443-5220), 

SUPPLEMENTARY  INFORMATION: 
The  Commissioner  of  Food  and  Drugs 
has  considered  a  request  by  the  manufac- 
turer to  delete  the  disintegration  test 
and  requirement  from  the  erythromycin 
ethylsuccinate  chewable  tablet  mono- 
graph. He  agrees  to  this  change. 

Until  recently,  the  tablet,  which  is  des- 
ignated as  a  chewable  tablet,  was  repre- 
sented in  labeling  for  the  drug  product 
as  suitable  to  be  chewed  or  swallowed 
whole.  Because  the  labeling  specified 
that  it  could  be  swallowed  whole,  a  re- 
quirement that  the  tablet  disintegrate 
withm  45  minutes  and  that  it  be  tested 
for  disintegration  time  was  included  m' 
the  certification  monograph.  The  label- 
ing has  since  been  revised  and  now  re- 
quires that  the  tablet  be  chewed   In  ad- 


(3)    •   *   * 
(i)    •    •   * 

(b)  The  batch  for  potency  and  mois- 
ture. 

,  .  •  •  • 

(b)    •   *   * 
(3»    [Deleted] 

Since  this  amendment  relieves  a 
restriction  that  is  no  longer  appropriate- 
ly applied,  and  imposes  no  additional 
burden  on  any  person,  the  Commission- 
er finds  for  good  cause,  pursuant  to 
§  10.40  ic  (4)  and  ie»  (21  CFR  10.40  (c> 
i  4 1  and  lei ) ,  that  prior  notice  and  pub- 
lic procedure  are  impracticable  and 
unnecessary,  and  that  the  amendment 
may  become  effective  upon  the  day  of 
publication.  Interested  persons  may,  on 
or  before  July  11.  1977,  file  with  the 
Hearing  Clerk.  Food  and  Drug  Adminis- 
tration, Rm  4-65,  5600  PLshers  Lane, 
Rockville  MD  20857.  written  comments, 
m  quadruplicate.  Comments  received 
may  be  seen  in  the  Office  of  the  Hear- 
ing Clerk  between  9  am.  and  4  p.m., 
Monday  through  Friday.  Any  changes  in 
thLs  regulation  justified  by  such  com- 
ments will  be  the  subject  of  a  further 
amendment. 

Effective  date:   This  amendment  be- 
comes effective  June  10,  1977. 

(Sec   507,  59  Stat   463  as  amended  (21  U.S.C. 
357).) 

Date-  June  2.  1977. 

Mary  A.  McEniry, 
Assistant  Director  for  Regula- 
tory Affairs,  Bureau  of  Drugs. 
iF-R  Doc  77-16109  Filed  6-9-77:8:45  am] 


SUBCHAPTER  E— ANIMAL   DRUGS,   FEEDS,  AND 
RELATED    PRODUCTS 

PART   510 — NEW   ANIMAL   DRUGS 

Sponsors  of  Approved  Applications;  Change 
of  Sponsor  Name 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  amends  a  new- 
animal  drug  regulation.  The  agency  was 
advised  that  the  firm  name  for  a  new 
animal  drug  application  sponsor  had 
been  changed.  This  action  changes  the 
sponsor's  name  from  Bayvet  Corpora- 
tion to  Bayvet  Division  of  Cutter 
Laboratories.  Inc. 

EFFECTIVE  DATE:  June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Henry  Hewitt.  Bureau  of  Veterinary 
Medicine  iHF\'-112'.  Food  and  Drug 
Administration,  5600  Fishers  Lane, 
Rockville,  MD  20857  (301-443-3430  > , 

SUPPLEMENTARY  I.NFORMATION : 
Amendment  of  the  regulations  to  reflect 
this  change  in  firm  name  does  not  re- 
quire a  reevaluation  of  a  new  animal 
drug  application  and  does  not  constitute 
a  reaffirmation  of  the  underlying  safety 
and  effectiveness  data. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  isec,  512' i),  82 
Stat.  347  (21  USC  360b' i)  ) ) ,  and  under 
authority  delegated  to  the  Commissioner 
of  Food  and  Drugs  i21  CFR  51  >,  §  510.- 
600  is  amended  in  paragraph  '  c  >  a  >  and 
(2t  by  deleting  from  the  listings  the  firm 
name  "Bayvet  Corporation"  and  insert- 
ing in  its  place  "Bayyet  Division  of  Cutter 
Laboratories.  Inc.",  as  follows: 

§  510.600      Names,    addrrssc's.  and    rode 

nuniber.s    of    sponsors    of  approved 
applications. 

,                .                •                •  • 

(C)  *  *  • 

(1)  Alphabetical  listing  of  sponsors: 

Firm  name  and  address           Drug  listing  No. 
•               •               •               *  • 
Bayvet  Division  of  Cutter  Labora- 
tories. Inc . P  O   Box  390   Shaw- 
nee Mission,  KS  66201 000859 

»  «  •  »  • 

(2)  Numerical  listing  of  sponsors: 
Drug  listing  No.  Firm  name  and  address 

.  «  •  •  • 

000859 Bayvet  DlvLslon  of  emitter  Lab- 
oratories, Inc  .  P.O.  Box  390, 
Shawnee  Mission.  KS  66201 

.  .  •  •  • 

Effective  date:  This  regulation  shall  be 
effective  June  10,  1977, 
(Sec.  512(1).  82  Stat,  347  (21  US.C.  360b(i) ) .) 

Dated:  June  2,  1977. 

C.  D.  Van  Houweling, 

Director.  Bureau  of 
Veterinary  Medicine. 

I FB  Doc .77-16107  Filed  6-9-77:8:45  am] 


FEDERAL   REGISTER     VOL     42,    NO     112— FRIDAY,    JUNE    10,    1977 


RULES  AND   REGULATIONS 


29859 


PART   555 — CHLORAMPHENICOL    DRUGS 
FOR   ANIMAL   USE 

Chloramphenicol  Tablets;  Correction 

AGENCY:  Food  and  Drug  Administra- 
tion, HEW, 

A(7riON:   Correction. 

SUMMARY:  This  is  a  correction  of  the 
regulations  on  chloramphenicol  tablets 
published  in  FR  Doc  77-7631  m  the  issue 
of  March  15.  1977  at  page  14095  That 
issuance  inadvertently  omitted  a  portion 
of  the  regulation. 

EFFECTTIVE  DATE:   March  15.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  A.  Baldwin,  Bureau  of  Veter- 
inary Medicine  'HFV-IH'.  Food  and 
Drug  Administration.  Department  of 
Health,  Education,  and  Welfare.  5600 
Fishers  Lane,  Rockville.  Md.  20857 
'301-443-3420). 

SUPPLEMENTARY  INFORMATION: 
In  order  to  reflect  an  approval  for  Parke. 
Davis  and  Co.,  published  m  the  Feder.^l 
Register  of  August  4,  1976  '41  FR 
32583 ».  §  555,110a(C)  (1»  (ii).  appearing 
in  the  first  column  on  page  14096,  is  cor- 
rected to  read  as  follows : 

§  555.110a      Chloraniphenieol  tablets. 


(C)     *    •    * 

(1)  •  *  * 

(iii  Sponsor.  In  §510,600ic>  of  this 
chapter.  No.  000010  for  100-.  250-,  and 
500-miUigram  and  1-gram  tablets:  No, 
000071  for  100,  250-.  and  500-minigram 
tablets:  No.  017039  for  100  milligram  tab- 
lets. 


Dated:  June  3,  1977. 

C.  D.  Van  HorwELiNG. 
Director.  Bureau  of 
Veterinary  Medicine. 

|FR  Doc. 77-16472  Filed  6-9-77.8:45  am) 


SUBCHAPTER   F — BIOLOGICS 

[Docket  No    77N-0047 

NORMAL  SERUM  ALBUMIN  (HUMAN) 
AND  PLASMA  PROTEIN  FRACTION 
(HUMAN) 

Correction 

In  ra  Doc.  77-15423  appearing  in  the 
issue  of  Tuesday,  May  31.  1977  at  page 
27575.  the  fifth  paragraph  in  the  pre- 
amble should  read: 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Al  Rothschild.  Bureau  of  Biologic^ 
I HFB-620  ' ,  Food  and  Drug  Adminis- 
tration. Department  of  Health.  Edu- 
cation, and  Welfare,  8800  Rockville 
Pike,  Rockville.  Md.  20014,  301-443- 
4626. 


Title  24 — Housing  and  Urban  Development 

CHAPTER  X — FEDERAL  INSURANCE  AD- 
MINISTRATION. DEPARTMENT  OF 
HOUSING  AND  URBAN  DEVELOPMENT 

SUBCHAPTER    B — NATIONAL    FLOOD 
INSURANCE    PROGRAM 

(Do.  ket  No    FI-26t'G' 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Mobile 
County,  Ala. 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule. 

SUMMARY:  On  February  14.  1977.  in 
42  FR  9110,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  mcluded  the  County  of  Mobile, 
Alabama.  Map  No,  H&I  015008A  Panel 
27  indicates  that  Lots  17  and  18,  Leslie 
Richards  2iid  Addition  to  Celeste  Road. 
Mobile  Coimty.  Alabama,  as  recorded  m 
Map  Book  23,  Page  40.  m  the  office  of 
the  Judge  of  the  Probate  Court  of  Mo- 
bile County.  Alabama,  are  in  their  en- 
tirety withm  tlie  Special  Flood  Hazard 
Area,  It  has  been  determined  by  the 
Federal  In.surance  Administration,  after 
further  technical  review  of  the  above 
map  In  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 
ing .*tructures  on  the  above  m^entioned 
property  are  within  Zone  C.  and  are  not 
within  the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  L';  effec- 
tive as  of  the  date  of  this  notice, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Knmm.  A.ssistant  Ad- 
ministrator. OfSce  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street  SW.,   Washington,   DC,   20410, 

SUPPLEMENTARY        LNFORMATION: 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
m.aintaming  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year.  Provided.  That  no  claim  ls  pend- 
ing or  has  been  paid  on  the  pohcy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA'  through  the  agent  or 
broker  who  sold  the  policy 

Map  No,  H&I  01 5008 A  Panel  27  is 
hereby  corrected  to  reflect  that  the  ex- 
isting structures  on  the  above  mentioned 


property  are  not  within  the  Special 
Flood  Hazard  .^rea  identified  on  Janu- 
ary 8.  1972 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effecllve  January  28.  1969  (33  FR 
17804,  November  28.  1968).  as  amended;  42 
U.SC.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27,  1969.  as 
amended    (39   FR  2787.   January  24.   1974).) 

Issued:  May  17,  1977* 

Richard  W.  Krimm, 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc.77-16374  Filed  6-9-r7:8:45  am] 


I  Docket  No    FT -8801 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Cupertino,  Calif. 

-AGENCY:  Federal  Insurance  Adminis- 
tration 

ACTION:  Final  rule. 

SUMMARY:  On  February  13.  1976.  in 
41  FR  6727.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  the  City  of  Cupertino, 
California  Map  No  H  060339B  Panel  02 
mdirates  that  Lot  97,  Tract  No.  3417, 
Somerset  Unit  No,  2.  Cupertino,  Cali- 
fornia, as  recorded  in  Book  158,  Pages 
2  and  3,  in  the  office  of  tlie  County  Re- 
corder of  Santa  Clara  County.  Cali- 
fornia. Ls  in  Its  entirety  within  the  Spe- 
cial Flood  Hazard  Area  It  ha*;  been  de- 
t<?rmined  by  the  Federal  Insurance  Ad- 
ministration, after  further  t.echnical 
review  of  the  above  map  in  light  of  ad- 
ditional, recently  acquired  flood  infor- 
mation, that  the  above  mentioned  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area. 

D.ATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr.  Richard  Krimm.  Assistant  Ad- 
minl^trator.  Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Lme  800- 
424-8872  Room  5270.  451  Seventh 
Street  SW  .   Washington.   DC.   20410. 

SUPPLEMENTARY        INFORMATION : 

Tins  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  as.sistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  wai\e  the  property  owT,er  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
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property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year.  Provided.  That  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
(NFIAi  through  the  agent  or  broker  who 
sold  the  pohcy. 

Map  No.  H  060339B  Panel  02  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty IS  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  Apnl  18,  1975. 

(National  Flood  Insurance  Acl  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  1 33  FR 
17804,  November  28.  1968).  a.-i  amended;  42 
U.SC.  4001-4128  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adinlnl.s- 
trator.  34  FK  2660.  February  27.  1969  as 
amended    (39   FR   2787    January   24.    1974).) 

Issued    May  16,  1977 

J.  Robert  HrNTiR. 

Acting  Federal 
Insurance  Administrator. 
|FR  Doc.77-16375  Piled  6-&-77.8  45  am] 


{Docket  No    FI-4181 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Cotati,  Calif. 

AGENCY  Federal  Irusurance  Adminis- 
tration 

ACTION     Final   rule. 

SUMMARY  On  December  10,  1974.  In 
,39  FR  43080,  the  Federal  Insurance  Ad- 
ministrator published  a  list  or  commu- 
nities with  Special  Flood  Hazard  Areas 
which  included  the  City  of  Cotati,  Cali- 
fornia Map  No  H  060377A  Panel  01  in- 
duates  that  Lot  4,  County  Assessors 
Parcel  Map  Cotati,  California,  as  re- 
corded in  Assessors  Map  Book  144,  Page 
18  in  the  office  of  the  Recorder  of  So- 
noma Countv,  Californii=.  is  m  Its  en- 
tirety within  the  Special  Flood  Hazard 
Area  It  has  been  determined  by  the  Fed- 
eral Insurance  Admmistrauon,  after  fur- 
ther technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  men- 
tioned property  is  not  within  tlie  Special 
Flood  Hazard  Area. 

DATES  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 

T.A.CT 

Mr  Richard  Krimm  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872  Room  5270,  451  Seventh 
Street   SW  ,   Washington.   DC.   20410. 

StT>PLEMENTARY        INFOR\L\TION 

ThLs  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Speciiil  Flood  Ha/ard  Area,  removes 
the  requirement's  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 


RULES   AND    REGULATIONS 

If  a  property  owner  was  required  to 

purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintainmg  flood  insurance  coverage  on 
the  basis  of  thks  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  tlie  premium  paid  for  the  current 
policy  year,  Pronded,  That  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  durmg  tlie  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
1 NFIA 1  through  the  agent  or  broker  who 
sold  the  policy. 

Map  No,  H  060377A  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty IS  not  within  the  Special  Flood 
Hazard  Area  identified  on  November  22, 
1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804  November  28,  1968),  as  amended;  42 
L'SC  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Administra- 
tor, 34  FR  2680,  February  27,  1969,  as 
amended   (39  FR  2787,  January  24.  1974).) 

Issued:  May  17,  1977. 

J.  Robert  Hitoter, 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16376  FUed  6-9-77;845  am) 


[Docket  No.  FI-454) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Sacramento 
County,  Calif. 

AGENCY:    Federal  Insurance  Adminis- 
tration. 

ACTION:   F^nal  rule. 

SUMMARY  On  January  28,  1975,  in  40 
FR  4126  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Countv  of  Sacramento,  Cal- 
ifornia. Map  No  H  060262  Panel  04  indi- 
cates that  Lots  41,  42,  90  through  100,  112. 
130,  135.  and  142  through  146,  Sundance 
Subdivision,  Sacramento  Coimty,  Cali- 
fornia, as  recorded  m  Map  Book  105, 
Map  No  22,  in  the  office  of  the  Recorder 
of  Sacramento  County,  CaUfomia,  are  in 
their  entirety  within  the  Special  Flood 
Hazard  Area  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  m  light  of  additional,  re- 
cently acquired  flood  information,  that 
Lots  41,  92,  93,  96,  99,  100,  and  130  are 
not  within  the  Special  Flood  Hazard 
Area,  It  has  also  been  determined  that 
the  existing  structures  on  Lots  42,  90, 
91,  94,  95,  97,  98,  112,  135,  and  142  through 
146  are  not  within  the  Special  Flood 
Hazard  Area, 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 


Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flocxl  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270,  451  Seventh  Street 
SW.,  Washington,  DC.  20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  withm 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  m- 
surance  as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owiict  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refimd 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
(NFLA)  through  the  agent  or  broker 
who  sold  the  policy. 

May  No.  H  060262  Panel  64  is  hereby 
corrected  to  reflect  that  Lots  41,  92,  93, 
96,  99,  100,  130,  and  the  existing  struc- 
tures on  Lots  42,  90.  91,  94,  95,  97,  98,  112, 
135,  and  142  through  146  are  not  within 
the  Special  Flood  Hazard  Area  identified 
on  January  10,  1975. 

Lots  25  and  67  through  69,  Sundance 
Subdivision,  Sacramento  County,  Cali- 
fornia, as  recorded  in  Map  Book  105,  Map 
No.  22,  in  the  office  of  the  Recorder  of 
Sacramento  County,  California,  are  par- 
tially within  the  Special  Flood  Hazard 
Area,  Accordingly,  Map  No.  H  060262 
Panel  04  is  hereby  corrected  to  reflect 
that  the  lots  are  partially  inundated,  but 
that  the  existing  structures  on  those  lots 
are  not  within  the  Special  Flood  Hazard 
Area  identified  on  January  10,  1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  (33  FR 
17804,  November  28.  1968).  as  amended;  42 
use.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator, 34  FR  2680,  February  27,  1969,  as 
amended  (39  FR  2787,  January  24.  1974).) 

Issued:   May  20.  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

[FR  Doc.77-16377  Piled  6-9-778:45  urn] 


PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

[Docket  No  FI-285) 

Letter  of  Map  Amendment  for  the  City  of 
Longwood,  Florida 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  Rule. 

SUMMARY:  On  January  23.  1974.  in  39 
FR  2601,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
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with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Longwood.  Florida. 
Map  No.  H  120292A  Panel  02  indicates 
that  Lot  17.  First  Replat.  Highland  Hills 
Subdivision.  Longwood.  Florida,  as  re- 
corded in  Book  20,  Page  7,  in  the  office 
of  the  Recording  Clerk  of  Seminole 
County,  Florida,  is  in  its  entirety  within 
the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  Insur- 
ance Administration,  after  further  tech- 
nical review  of  the  above  map  in  light  of 
additional,  recently  acquired  flood  infor- 
mation, that  the  existing  structure  on 
the  above  mentioned  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATE :  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street  Southwest.  Washington.  DC. 
20410. 

SLTPLEMENTARY  INFORMATION. 
This  map  amendment,  by  establishing 
that  tiie  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
Federally-related  financial  assistance 
for  construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  .'^- 
.sociation  '  NFIA  >  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  120292A  Panel  02  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  January  23,  1974. 

(National  Flood  Insurance  Act  of  1968  'Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968),  as  amended;  42 
use  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator, 34  FR  2680  February  27.  1969,  as 
arrrended  (39  FR  2787,  January  24,  1974).) 

Issued:  May  24.  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16378  Filed  6-9-77:8:45  am] 


(Docket  No  FI-8131 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  An>endment  for  Orange 
County,  Florida 

AGENCY:   Federal  Insurance  Admmis- 

tration. 

ACTION:  Final  Rule. 

SLr'.lMARY;  On  December  24.  1975,  in 
40  FR  59428,  the  Federal  Insurance  Ad- 
ministrator pubhshed  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Orange  County.  Florida, 
Map  No  H  120179  Panel  22  indicates 
that  Lots  283.  284,  292  through  299,  306 
through  310,  and  355  through  363,  Park 
Manor  Estates.  Unit  Eleven  'A'.  Orange 
County.  Florida,  as  recorded  m  Book  6, 
Pages  23  and  24,  in  the  office  of  the  Re- 
corder of  Orange  County  Florida,  are  in 
their  entirety  withm  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
alter  further  technical  review  of  the 
above  map  in  light  of  additional,  recent- 
ly acquired  flood  information,  that  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area. 

DATE :  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street  Southwest,  Washington,  DC. 
20410. 

SLTPLEMENTARY  INFORNL'\TION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assi.=tance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  durmg  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation iNTT.Ai  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  120179  Panel  22  is  here- 
by corrected  to  reflect  that  the  above 
property  is  not  within  the  Special  Flood 
Hazard  Area  identified  on  January  30. 
1976. 


(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
01  1968),  effective  January  28,  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
use.  4001-4128;  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680,  February  27.  1969.  as 
amended    (39  FR  2787,  January   24,    1974). > 

Issued:  May  25.  1977, 

Howard  B  Clark, 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc,77-16379  Filed  6-9-77;8;45  am) 


1  Docket   No     FI-26001 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Atlanta,  Georgia 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  Rule. 

SLTMMARY:  On  February  14,  1977,  In  42 
FR  9112.  the  Federal  Insurance  Admin- 
L'itrator  published  a  list  of  commimities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Atlanta.  Georgia. 
Map  No  H&I  135157A  Panel  35  indicates 
that  Lots  2  and  3,  Property  of  F  J.  Mas- 
senburg,  located  at  2246  Macon  Drive, 
SE,  Atlanta  Georgia,  as  recorded  in 
Book  28.  Page  69.  in  the  office  of  the  Clerk 
of  the  Superior  Court  of  }=\ilton  County, 
Georgia,  are  in  their  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance 
Admint'^tration.  after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acqtilr^d  flood  informa- 
tion, that  the  existing  structure  on  the 
above  property  is  within  Zone  B,  and  is 
not  within  the  Special  Flood  Hazard 
Area. 

DATE  The  map  amendment  is  eflective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACTT 

Mr  Richard  Kr:mm.  Assistant  Admln-> 
istrator.  Office  of  Flood  Insurance,  202-^ 
755-5581  or  Toll   Free  Line  800-434- 
8872.  Room  5270.  451  Seventh  St/eet 
Southwest.  Washington.  DC.  20^0. 

SUPPLEMENTARY  INFORVA^ION: 
Tnis  map  amendment,  by  estalilishing 
that  the  subject  propyerty  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
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the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation iNFIA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H&I  135157A  Panel  35  is  here- 
by corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  October  14,  1971. 
(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  1 33  FR 
17804,  November  28.  1968).  as  amended:  42 
use.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2680.  February  27,  1969,  as 
amended   (39  FR  2787.  January  24.  1974)   I 

Issued:   May  16,  1977. 

Richard  W.  Krimm, 

Acting  Federal 
Insurance  Administrator. 

[PR  Doc-77-16380  Piled  6-9-77:8:45  am| 


fDocket   No    FI  .1141 

PART   1920 — PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Har(jin,  Illinois 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule. 

SUMMARY:  On  August  6.  1974,  in  39  FR 
28235.  the  Federal  In.surance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  Hardin,  Illinois.  Map  No.  H 
170738A  Panel  01  indicates  that  Calhoun 
County  Courthouse  being  a  portion  of 
Block  3  in  the  Village  of  Hardin.  Illinois, 
as  recorded  in  Book  11,  Page  637  and 
Book  E,  Page  11  of  Deeds  in  the  office  of 
the  Recorder,  Calhoun  County.  Illinois,  is 
in  its  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  deterrrjined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the 
above  property  ii  not  within  the  Special 
Flood  Hazard  Area. 

DATES:  The  map  amendment  is  eflec- 
tive  as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270,  451  Seventh  Street 
Southwest,  Washington.  DC   20410. 

SUPPLEMENTARY  INFORMATION 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or 
Federally  related  financial  assistance  for 
construction  or  acquisition  purposes. 
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If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  mav  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
I NFIA I  through  the  agent  or  broker  who 
sold  the  policy. 

Map  No.  H  170738A  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
ertv  is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  June  28,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28,  1968).  a,s  amended;  42 
U.S.C.  4001-4128:  and  Secretary's  delegation 
of  autliority  to  Federal  Insurance  Adminis- 
trator. 34  PR  2680,  February  27,  1969,  as 
amended  by  39  PR  2787,  January  24.  1974.) 

Issued:  May  20.  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

|FR  Doc.77-16381  Filed  6  9-77:8:45  am| 


[Docket  No,  FI-4461 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Overland  Park,  Kansas 

AGENCY:   Federal  Insurance  Adminis- 
tration 

ACTION:  Final  Rule. 

SUMMARY:  On  January  13,  1975,  in  40 
FR  2427,  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Overland  Park. 
Kansas.  Map  No.  H  200174  Panel  12  indi- 
cates that  Lot  80,  James  Place,  Overland 
Park,  Kansas,  as  recorded  in  Book  39. 
Page  16.  in  the  ofRce  of  the  Register  of 
Deeds  of  Johnson  County.  Kansas,  is  in 
its  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  re- 
cently acquired  flood  information,  that 
the  existing  structure  on  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area. 

DATE :  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  300-424- 
8872.  Room  5270,  451  Seventh  Street. 
SW  .  Washington,  DC.  20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 


the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA>  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  200174  Panel  12  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  January  3,  1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  1 33  FR 
17804.  November  28.  1968).  as  amended;  42 
use.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  PR  2680.  February  27.  1969,  as 
amended  (39  FR  2787,  January  24.  1974).) 

Issued:  May  16,  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator 

|FR  Doc.77-16382  Piled  6-9-77:8:45  am] 


[Docket  No    FT-8421 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 

Shreveport,  Louisiana 

AGENCY:   Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule. 

SUMMARY:  On  February  3,  1976.  in  41 
FR  4910.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Shreveport.  Louisi- 
ana. Map  No.  H  220036A  Panel  26  indi- 
cates that  Lots  1,  6  through  11  and  29 
through  31.  Steeple  Chase  Area  2  in 
Huntington  Park.  Shreveport,  Louisiana. 
as  recorded  in  Book  1600.  Pages  79  and 
81.  in  the  Conveyance  Records  of  the  Re- 
corder of  Caddo  Parish,  Louisiana,  are  in 
their  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  re- 
cently acquired  flood  information,  that 
the  above  mentioned  property  is  not 
within  the  Special  Flood  Hazard  Area. 
DATE;  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 
Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance.  202- 
755-5581   or  Toll  Free  Line  800-424- 
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8872.  Room  5270,  451  Seventh  Street, 
Southwest,  Washington,  DC.  20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Fl(XKi  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in.sur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA I  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  220036A  Panel  26  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  January  3. 
1975  and  January  9,  1976 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urbaa  Development  Act 
of  1968).  effective  January  28,  1969  1 33  PR 
17804,  November  28.  1968i,  as  amended:  42 
U.SC  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Liisurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended   (39  FR  2787,  January  24,  1974).) 

Issued:  May  20.  1977. 

Howard  B    Clark, 

Acting  Federal 
Insurance  Administrator. 

[FR  Doc77-16383  Filed  6-9-77.8:45  ami 


[Dociiet  No.  FI-4461 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Ctty  of 
Shreveport,  Louisiana 

AGENCY;  Federal  Insurance  Admin- 
istration. 

ACTION:   Final  rule. 

SUMMARY;  On  January  13.  1975.  in  40 
FR  2427,  the  Federal  Insuraiice  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Shreveport,  Louisi- 
ana. Map  No  220036A  Panel  36  indicates 
that  Lot  8.  Briarchff  Subdivision  Unit  No. 
2.  Shreveport.  Louisiana,  as  recorded  in 
Book  1400.  Page  149,  in  the  office  of  the 
Clerk  and  Recorder  of  Caddo  Parish, 
Louisiana,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area  It  has  fc>een 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  infonna- 
tion.  that  the  existing  structure  on  the 
alK)ve  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  ef- 
fective as  of  the  dat«  of  this  notice. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator, Office  of  Flood  Insurance. 
(202'  755-5581  or  Toll  Free  Line  <  800) 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  D.C. 
20410. 

SUPPLEMENTARY  INFORMATION; 
This  map  aniendment.  by  establishing 
that  the  subject  i^roperty  is  not  withm 
the  Special  Flood  Hazard  .^rea.  removes 
the  requirement  to  purchase  fiood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  wa.^^  required  to 
purcha.se  flcxxi  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  re- 
fund of  the  premium  paid  for  the  cur- 
rent policy  year,  provided  that  no  claim 
is  pending  or  has  been  paid  on  the  pol- 
icy in  que.stion  during  the  same  policy 
year.  The  premium  rcfi;nd  may  be  ob- 
tained from  the  National  Flood  Insurers 
Association  iNFIA'  through  the  agent 
or  broker  who  sold  the  policy. 

Map  No.  H  220036A  Panel  36  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  mentioned  prop- 
erty is  not  within  tlie  Special  Flood 
Hazard  Area  identified  on  Januarv  3. 
1975. 

(National  Flood  Insurance  Ac-t  of  1968  (Title 
XIII  of  Housing  and  Urban  Development 
Act  of  1968 1,  effective  January  28.  1969  i33 
FR  17804.  November  28,  1968i,  as  amended, 
42  use  4001.^128;  and  Secretary's  delega- 
tion of  authority  to  Federal  In.'iurance  Ad- 
ministrator. 34  FR  2680.  February  27.  1969. 
as  amended  (39  PR  2787.  January  24.  1974).) 

Issued:  May  16,  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc,77-16384  Filed  6-9-77:8:45  ami 


[Docket  No,  FI-321] 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Annapolis,  Maryland 

AGENCY:  Federal  Insurance  Admin- 
istration. 

ACTION:  Final  rule. 

SUM^L\RY:  On  August  6,  1974.  in  39 
FR  28255.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  special  hazard  areas  which  in- 
cluded Annapolis,  Maryland.  Map  No.  H 
240009A  Panel  03  indicates  that  Unit  2. 
Horn  Point  Courts  being  2  Horn  Point 
Drive.  Annapolis.  Mar>land.  as  recorded 
in  Condominium  Platbook  N'amber  56, 
Page  19  in  the  office  of  the  Clerk  of  the 
Circuit  Court  of  Anne  Arundel  County. 
Maryland,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area  It  has  been 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 


review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  above  property  is  not  with- 
in the  Special  Flood  Hazard  Area 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mr  Richard  Krimm  As«;istant  Admin- 
istrator. Office  of  Flood  Insurance. 
(2021  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area  removes 
the  requirement  to  purchase  fl(X)d  insur- 
ance as  a  condition  of  Federal  or  Feder- 
ally-related financial  assistanct  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  Insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  properly  owTier  from 
maintaiijing  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  mav  obtain  a  full  re- 
fund of  the  premium  paid  for  the  cur- 
rent policy  year,  provided  that  no  claim 
is  pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Associ- 
ation I  NFIA'  through  the  agent  or 
broker  who  sold   the  p^jlicy. 

Map  No  H  240009A  Panel  03  is  hereby 
corrects:  to  reflect  that  the  above  prop- 
erty is  not  withm  the  Special  Flood 
Hazard  Area  identified  on  June  28,  1974. 

I  National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  19681  effective  January  28.  1969  (33  PR 
17804.  November  28,  1968).  as  amended:  42 
use.  4001-4128;  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator. 34  FR  2680.  February-  27.  1969.  as 
amended  by  39  FR  2787.  January  24,   1974  ) 

Issued:  May  16,  1977. 

Richard  W,  Krimm, 
Acting  Federal 
Insurance  Administrator. 

;FR  Doc.77-16385  FUed  6-9-77; 8. 45  am) 


[Docket  No    FI-321 1 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Annapolis,  Maryland 

AGENCY:  Federal  Insurance  Adminis- 
tration 

ACTION :  Final  Rule. 

SUMMARY  On  August  6.  1974.  in  39  FR 
28255,  the  Federal  Insurance  Adminis- 
trator published  a  li.^t  of  communities 
with  Special  Flood  Hazard  Areas,  which 
included  Annapolis,  Maryland.  Map  No. 
H  24OO09A  Panel  03  indicates  that  Unit 
3.  Horn  Point  Courts  being  3  Horn  Point 
Drive,  Annapolts.  Mar-land,  as  recorded 
in  Condominium  Platbook  Number  56. 
Page  19  in  the  office  of  the  Clerk  of  the 


FEDERAL   REGISTER.    VOL.    4J,    NO     llj — FRIDAY,    JUNE    10.    1977 


29S64 


RULES   AND   REGULATIONS 


Circuit  Court  of  Anne  Arundel  County. 
Maryland,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area  It  ha.s  been 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical  re- 
view of  the  above  map  in  light  of  ad- 
ditional, recently  acquired  flood  informa- 
tion, that  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATE  The  map  amendment  is  efTective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.    Richard    Krimm.    As.<;istant   Ad- 
ministrator. Office  of  Flood  Insurance. 
202-755-5581   or  Toll  Free  Line  800- 
-  424-8872.    Room    5270.    451     Seventh 
Street.   Southwest.   Washington.   DC. 
20410 
SUPPLEMENTARY       INFORMATION: 
This   map  amendment,   by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  In.'^urers  Asso- 
ciation iNFIAi  through  the  agent  or 
brolter  who  .sold  the  policy. 

Map  No.  H  240009A  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  June  28.  1974. 

(National  Flood  In.surance  Act  of  1968  i Title 
XIII  of  Housing  and  Urban  Development  Act 
Of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
U.S.C  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680,  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.  1974  ) 

Issued    May  17.  1977. 

Richard  W.  Krimm. 

Acting  Fedrral 
Insurance  Administrator. 

(PR  Doc  77-16386  Filed  6-9-77,8:45  ami 


[Docket  No    FT-4101 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Anne  Arundel 
County,  Maryland 

.AGENCY     Federal   Insurance  Adminis- 
tration. HUD 

ACTION:  Final  Rule 

SUMMARY     On   November  29.    1974.   in 
39  PTl  41504.  the  Federal  Insurance  Ad- 


ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Anne  Arundel  County. 
Maryland  Map  No.  H  240008  Panel  42 
indicates  that  Lot  918.  Section  5,  Plat  2, 
Sunrise  Beach  Subdivision,  Anne  Arun- 
del County.  Maryland,  as  recorded  in 
Liber  23.  Folio  15.  of  Plats  in  the  Office 
of  the  Clerk  of  the  Circuit  Court.  Anne 
Arundel  County.  Maryland,  is  in  its  en- 
tirety within  the  Special  Flood  Hazard 
Area  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information  that  the  exist- 
ing structure  on  the  above  property  is 
not  within  the  Special  Flood  Hazard 
Area 

D.ATE    The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 
FOR  FURTHER  INFORMATION  CON- 
T.ACT 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator.   Office    of    Flood    Insurance. 
202-755-5581   or  Toll  Free  Line  800- 
424-8872,    Room    5270.    451    Seventh 
Street   Southwest.   Washington.   D.C. 
20410 
SUPPLEMENTARY       INFORMATION: 
Thus   map   amendment,   by   establishing 
that  the  subject  pro^rty  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related   financial    assistance    for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  240008  Panel  42  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  November  15, 
1974, 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804,  November  28.  1968),  as  amended;  42 
use.  4001-4128.  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2680.  February  27.  1969.  as 
amended  by  39  FR  2787,  January  24,  1974.) 

Issued:  May  25,  1977. 

Howard  B.  Clark, 

Acting  Federal 
Insurance  Administrator. 

(PR  Doc.77-16387  Filed  6-9-77;8:45  ami 


[Docket   No.   FI-327) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Town  of 
Abington,  Massachusetts 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION;  Final  Rule. 

SUMMARY;  On  August  12,  1974.  in  39 
FR  28889.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Town  of  Abington.  Mas- 
sachusetts. Map  No.  H  250259A  Panel  02 
indicates  that  Lot  11,  at  32  Beaver  Lane. 
Abington,  Massachusetts,  as  recorded  in 
Book  4137,  Page  790,  in  the  office  of  the 
Register  of  Plymouth  County,  Mas- 
sachusetts, is  in  its  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  existmg  structure  on  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area. 

DATE:  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270.  451  Seventh  Street 
Southwest,  Washington,  D.C.  20410. 

SUPPLEMENTARY  INFORMATION: 
ThL=.  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Associ- 
ation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  250259A  Panel  02  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  August  2,  1974. 
(National  Flood  Insurance  Act  of  1968  i Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804.  November  28,  1968).  as  amended,  42 
U.SC.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admlnis- 
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trator,    34   FR   2680,    (February   27,    1969,    a.« 
amended  (39  FR  2787.  January  24.  1974)   ) 

Issued:  May  16,  1977. 

Richard  W.  Krimm. 

Acting  Federal 
Insurance  Administrator. 

IFR  Doc. 77-16388  Filed  6-9-77.8:45  am] 


!  Docket   No    FI-366! 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Town  of 
Concord,  Massachusetts 

AGENCY:  Federal  Insurance  Admin- 
istration. 

ACTION:   Final  rule. 

SUMMARY:  On  September  26.  1974,  in 
39  FR  34526.  the  Federal  Insurance  Ad- 
ministrator publLshed  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  the  Town  of  Concord. 
Massachusetts.  Map  No.  H  250189  Panel 
02  indicates  that  Lot  26,  Subdivision  of 
Annursnac  Hill,  located  at  42  Isaac  DavLs 
Road,  Concord.  Massachusetts.  as 
recorded  in  Book  10157.  Page  452,  in  the 
Registry  of  Deeds  of  Middlesex  County. 
Massachusetts,  is  in  its  entirety  within 
the  Special  Fl(x>d  Hazard  Area.  It  has 
been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information  that  the  above  men- 
tioned property  is  not  within  the  Special 
Flood  Hazard  Area. 

DATE:  The  map  amendment  is  effective 

as  of  the  date  of  this  notice, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street. 
Southwest,  Washington,  D,C.  20410. 

SLTPPLEMENTARY       INFORMATION : 

This  map  amendment,  by  establishing 
that  the  subject  property  L';  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purpo.ses. 

If  a  property  owTier  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintainmg  ficxxl  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  re- 
fund of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation »NFIA>  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No,  H  250189  Panel  02  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  September  6,  1974. 


(National  Flood  Insurance  Act  of  1968  iT'ltle 
XIII  of  Housing  and  Urban  Development  Act 
of  1968 1,  effective  January  28.  1969  (33  PR 
17804.  November  28.  1968)  as  ame.-ided;  42 
U.S.C.  4001^128:  and  Secretary  s  deiegation 
of  authority  to  Federal  Insurance  Adminis- 
trator.  34  FR  2680.  February  27,  1969,  as 
amended   (39  FR  2787.  January  24.   1974)  ) 

Issued:  May  16,  1977 

J.  Robert  Hunter, 

Acttng  Federal 
Insurance  Administrator. 

|FTiDoc.77-16389  Piled  6-9-77,8  45  am) 


lI>ocket  No    FI-26<XM 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Town  of 
Dennis,  Massachusetts 

AGENCY:   Federal    Insurance    Admin- 

Lstration 

ACTION    Final  rule 

SUMMARY:  On  February  14,  1977.  in 
42  FR  9112.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  the  Town  of  Dennis. 
Massachusetts.  Map  No  H&I  250005A 
Panel  02  indicates  that  Lots  37  through 
39.  property  located  at  IXmee  Road  ai;d 
Horsefoot  Path,  Dennis,  Massachusetts, 
as  recorded  m  Land  Court  Plan  25024^, 
in  the  office  of  the  Registry  of  Deeds  of 
Barnstable  County  Ma&sach-jsetts.  are 
in  their  entirety  within  the  Special  Food 
Hazard  .Area  It  has  been  detennined  by 
the  Federal  In.=;urar.ce  AcLministration. 
after  further  technical  review  of  the 
above  map  m  light  of  additional,  recently 
acquired  flood  inlorinaiion.  uhat  the 
above  mentioned  property  i.s  within  Zone 
C,  and  is  not  within  the  Special  Flood 
Hazard  Area,  The  map  amen(3ment  is 
not  based  on  the  placement  of  fill  on  the 
above  property  after  the  effective  date 
of  the  Fl(x>d  Insurance  Rate  Map  of  the 
community. 

DATES:  The  map  amendment  is  efTec- 
tive as  of  the  date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  FTood  In.'^urance 
1 202  755-5581  or  Toll  Free  Line  18OO1 
424-8872.  Room  5270,  451  Seventh 
Street.  Southwest.  Washington  DC 
20410 

SLT'PLEMENTARY       INFORMATION: 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area.  remo\es 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 


of  the  premium  paid  for  the  current  pol- 
icy year,  pro\1ded  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  Htl  250005A  Panel  02  is  here- 
by corrected  to  reflect  that  the  above 
property  is  not  within  the  Special  Flood 
Hazard  Area  identified  on  October  6. 
1976. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
use.  4001-4128  and  Secretary's  delegation 
of  authority  10  Federal  Insurance  Admlnls- 
truor.  34  FR  3680,  l^bruary  27.  1969,  as 
amended   (39  FR  2787,   January  24.   1974 1  ) 

Issued    May  16,  1977. 

J,  Robert  Hunter. 

Acttng  Federal 
Irisurance  Administrator. 

IFR  Doc  r7-l«3»0  Piled  6-9-77:8:45  am] 


(Docket  No.  n-5981 

PART   1920 — PROCEnURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Township 
of  Kinderhook,  Michigan 

AGENCY  Federal  Insurance  Admin- 
istration. 

ACTION:   Final  rule. 

SL'^MM.ARY  On  June  10.  1975.  in  40  FR 
24723.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Township  of  Kinderhook. 
Michigan  Map  No.  H  260361  Panel  02 
indicates  that  Lot  9.  Harry  L  Spaulding 
Beach,  Kinderhook,  Michigan.  as 
recorded  in  Liber  4.  Page  48,  in  the  office 
of  the  Register  of  Deeds  of  Branch 
County,  Michigan,  is  in  its  entirety  with- 
in the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  re\iew  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  existing 
structure  on  the  above  mentioned  pro- 
l^ertv  is  not  within  the  Special  Flood 
Hazard  Area 

DATES:  The  map  amendment  is  ef- 
fective as  of  the  date  of  this  notice, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr,  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
•  202 1  755-5581  or  Toll  Free  Line  '  800 ' 
424-8872  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  DC. 
20410 

SUPPLEMENTARY  INTXDRMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  fed- 
erally-related financial  sissistance  for 
construction  or  acquisition  purposes. 
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If  a  property  o»^^er  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  thi.s  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
Of  the  premium  paid  for  the  current 
policy  year.  pro\ided  that  no  chim  is 
pending  or  has  been  paid  on  the  policy  in 
question  durini?  the  same  policy  year  The 
premium  refund  may  be  obtamed  from 
the  National  Flood  Insurers  .Association 
iNFIAi  through  the  agent  or  broker  who 
sold  the  policy 

Map  No.  H  260361  Panel  02  ls  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  mentioned  prop- 
erty LS  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  August  8.  1975. 

I  National  Flood  Insurance  Act  of  1968  (Title 
xni  of  Housing  and  Urban  Development  Art 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  I9€8i,  a.s  amended:  42 
use  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969,  as 
amended  (39  FR  2787.  January  24.  1974)   ) 

Issued    May  16.  1977 

J   Robert  Hunter. 

Acting  Federal 
Insmance  AdministratoT. 

IFR  Doc  77-16391  Piled  6-9-77:845  ami 


"Dfi.-kp-    No    FT   :347l 

PART    1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  o'  Map  Amendment  for  the  Township 
of  Waterford,  Michigan 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION     Final  rule 

SUMMARY  On  August  29.  1974.  m  39 
FR  31523.  the  Federal  Insurance  Admin- 
istrator publi.^hed  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Township  of  Waterforii. 
Michigan  Map  No  H  260284A  Panel  06 
indicates  that  Lot  20,  Waterford  Lakes 
Estates.  Waterford.  Michigan,  as  re- 
corded 111  Liber  40.  Page  39,  m  the  office 
of  the  Register  of  Oakland  County. 
Michigan,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area  It  has  been 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 
review  of  the  above  map  in  hght  of  addi- 
tional, recently  acquired  flood  inforn^.a- 
tion.  that  the  above  mentioned  property 
Is  not  within  the  Special  Flood  Hazard 
Area 

DATES  The  map  amendment  .s  effec- 
tive as  of  the  date  of  Uils  notice. 

FOR  FLTRTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  A.^sistant  .Admin- 
istrator. Office  of  Flood  Insurance. 
'202'  755-5581  or  Toll  Free  Line  '800' 
424-«872.  Room  5270  451  Seventh 
Street.  Southwest.  Washington.  DC 
20410. 


SLT»PLEMENTAR  Y  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purcha.se  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  260284A  Panel  06  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Fl<X)d  Haz- 
ard Area  identified  on  August  16,  1974. 

(National  Plocd  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  eGective  January  28.  1969  (33  PR 
17804,  November  28.  1968).  as  amended;  42 
use  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969,  as 
amended    (39   FR  2787.   January  24,    1974).) 

Issued:  May  16,  1977. 

J.  Robert  Hunter, 
Acting  Federal 
Insurance  Administrator. 

iFR  Doc.77-16392  Piled  6  9-77:8:45  ami 


[Docket  No    FI-578I 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
BrooKlyn  Park,  Minnesota 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:   Final  rule. 

SUMMARY:  On  June  4,  1975.  in  40  PR 
23984,  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  nocxl  Hazard  Areas  which 
included  the  City  of  Brooklyn  Park,  Min- 
nesota. Map  No.  H  270152A  Panel  05  in- 
dicates that  Lot  2,  Block  5,  Howard 
Manor  2nd  Addition,  Brooklyn  Park, 
Minnesota,  as  recorded  in  Book  168,  Page 
28.  in  the  office  of  the  Register  of  Deeds 
of  Hennepin  County.  Minnesota,  is  in 
its  entirety  within  the  Special  Flood 
Hazard  .\rea.  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  m  light  of  additional,  recently 
acquired  flood  information,  that  the  ex- 
isting structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  tliis  notice. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Offlce  of  Flood  Insurance. 
(202)  755-5581  or  Toll  Free  Line  '800) 
424-8872,  Room  5270.  451  Seventh 
Street,  Southwest.  Washington,  DC. 
20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  i»ot  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flcwd  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  o'ATier  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  Naitonal  Flood  Insurers  As- 
sociation (NFIAi  through  the  agent  or 
broker  who  sold  the  policy 

Map  No.  H  270152A  Panel  05  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  April  12,  1974. 

(National  Flood  Insurance  Act  of  1968 
(Title  XIII  of  Housing  and  Urban  Develop- 
ment Act  of  1968),  e.Tective  January  28. 
1969  (33  FR  17804.  November  28  1968),  as 
amended:  42  U.S  C.  4001-4128:  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Administrator  34  FR  2680.  Feb- 
ruary 27,  1969,  as  amended  (39  FR  2787. 
January  24.  1974).) 

Issued:  May  16,  1977. 

J.  Robert  Hunter, 
Acting  Federal 
Insurance  Administrator 

IFRDoc.77-16393  Filed  6-9-77:8:45  am] 


(Docket  No   FI-2881 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
New  Brighton,  Minnesota 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION;  Final  rule. 

SUMMARY:  On  June  13,  1974.  in  39  FR 
20691,  the  Federal  Irusurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  New  Brighton,  Min- 
nesota. Map  No.  H  270380A  Panel  01  in- 
dicates that  Lot  19.  Block  3  Marj's  Rice 
Creek  Division,  New  Brighton,  Minne- 
sota, as  recorded  m  Book  77.  Page  5,  in 
the  office  of  the  Register  of  Deeds  of 
Ramsey  County,  Minnesota,  is  in  its  en- 
tirety within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
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eral  Insurance  Administration,  after  fur- 
ther technical  review  of  the  above  map 
in  light  of  additional,  recently  acquired 
flood  information,  that  the  existing 
structures  on  the  above  property  are  not 
within  the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  eflec- 
tive  as  of  the  daie  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Knmm.  Assistant  Ad- 
ministrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  DC. 
20410. 

SLTPLEMENTARY  INF0R^LAT10N: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  FlocxJ  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  o^^-ner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  niap  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation '  NFIA  >  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  270380A  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structures  on  the  above  property  are  not 
within  the  Special  Flood  Hazard  Area 
identified  on  May  31,  1974 

(National  Flood  Insurance  Act  o.'  1958  (Title 
XITI  of  Hou.sir.g  and  Urban  Deveicp.-nent  .'\ct 
of  1968).  effective  January  28,  1969  i  3:3  FR 
17804,  November  28,  1968',  a,^  amended:  42 
U.SC,  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Ins\;rance  .Admin- 
istrator 34  FR  2680,  February  27,  1969,  as 
amended   i  39  FR  2787.  January  24.  1974)  ) 

Issued:  May  16,  1977, 

J  Robert  Hunter, 
Acting  Federal 
Insurance  Administrator. 

IFR  Doc.77-16394  Piled  6-9-77:8:45  am) 


(Docket  No,  FI-1281 

PART   1920 — PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
St.  Louis  Park,  Minn, 

AGENCY:  Federal  Insurance  .Adminis- 
tration. 

ACTION    Final  rule, 

SUMMARY  On  May  17.  1973,  in  38 
FR  12916,  the  Federal  Insurance  Admm- 
istrator  published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  St  Louis  Park.  Min- 
nesota. Map  No    H  270184  Panel  03  in- 


dicates that  Lots  5  and  6.  Block  144. 
Rearrangem.ent  of  St.  Louis  Park,  St 
Louis  Park.  Minnesota,  as  recorded  as 
Document  No.  175485,  in  the  office  of 
the  Register  of  Deeds  of  Hennepin 
County.  Minnesota,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Art-a 
It  has  been  determiined  by  the  Fedeml 
Insurance  .Administration,  after  further 
technical  review  of  the  atxjve  map  m 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  men- 
tioned property  is  not  within  the  Spe- 
cial Flood  Hazard  Area. 

D.ATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr.  Richard  Knmm,  Assistant  Ad- 
ministrator.  Offi.ce  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street  SW..   Washington,   DC,   20410 

SLTPLEMENTARY  INFORMATION 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flo.xl  insur- 
ance as  a  condition  of  Federa:  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  as<;istance.  and  the  lender  now 
agrees  to  waive  the  property  owner  fro.ni 
maintainine  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year.  Provided.  That  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policv  year 
The  premium  refund  mav  be  obtained 
from  the  National  Flo(xi  Insurers  Asso- 
ciation iNFIAi  through  the  agent  or 
broker  who  sold  the  policv. 

Map  No  H  270184  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Spec:a;  Flood 
Hazard  Area  identified  on  May  25,  1973 

(National  Flood  Insurance  Act  of  1968  (Tlt'e 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  i33  FR 
17804,  November  28  1968 1  as  amended  42 
tJ.S.C.  4001^128:  and  Secretary's  de.egation 
of  authority  to  Federal  Insurance  .Adminis- 
trator. 34  FR  2680.  February  27  1969.  as 
amended    (39   FR  2787,   January  24.    19741  ) 

Issued:  May  16,  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc.77-16395  Filed  6-9-77,8:45  am) 


Docket  No  FI-838' 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Neosho,  Mo, 

AGENCY     Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule. 


SUMM.ARY  On  January  15,  1976,  in  41 
FTl  2244,  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Neosho,  Missouri, 
Map  No  K  290265A  Panel  04  indicates 
that  Lot  7  Block  5,  Lot  6,  Block  6A:  Lot 
6,  Block  6B,  Lots  6  and  7,  Block  7:  and 
Lots  16  and  17,  Block  9  Dogwood  Estates, 
Neosho,  Missouri,  as  recorded  in  Plat 
Book  3,  Page  16,  in  the  office  of  the  Re- 
corder of  Deeds  of  Newton  County,  Mis- 
souri, are  in  their  entirety  within  the 
Special  Flood  Hazard  Area,  It  has  been 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  above  mentioned  property 
IS  not  within  the  Special  Flood  Hazard 
.^rea. 

DATE:  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Knmm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street. 
SW  ,  Washington.  DC.  20410. 

SUPPI^MENTARY  INTXDRMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
'-he  requirenient  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
.maintaining'  ficxxl  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year.  Provided.  That  no  claim  is 
!>ending  or  has  l)een  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation 'NTTA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  290265A  Panel  04  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty   is    not    within    the   Special    Flood 

Hazard  Area  Identified  on  December  26. 
1975 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  "Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804,  November  28,  1968 1  as  amended:  42 
U.SC.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2680,  February  27.  1969.  as 
amended    (39   FR  2787.  January  24,   1974)  ) 

Is.sued:  May  16.  1977. 

J.  Robert  Hunter, 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16396  Filed  6-9-77:8.45  am) 


FEDERAl    REGISTER     VOL.    42,    NO.    112— FRIDAY.    JUNE    10     1977 


29868 

Docket  No    PI-715! 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
St.  Joseph,  Mo. 

AGENCY     Federal  Insurance  Adminis- 
tration 

ACTION  Final  rule. 
SUMMARY  On  October  16.  1975.  in  40 
FR  48506.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Area.?  which 
included  the  City  of  St  Joseph,  Missouri. 
Map  No  H  290043 A  Panel  11  indicates 
that  Lot  7,  Morningside  Addition,  located 
at  3225  Primrose  Lane.  St  Joseph.  Mis- 
souri. a.s  recorded  m  Book  1361,  Pages  219 
and  220.  in  the  office  of  the  Recorder  of 
Deeds  of  Buchanan  County.  Missouri,  is 
in  its  entirety  within  the  Special  Flood 
Ha-^-ard  Area  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  re- 
cently acquired  flood  information,  that 
the  existing  structure  on  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area 

DATE:  The  map  amendment  is  effective 
a6  of  the  date  of  this  notice 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krlmm,  .Assistant  Admin- 
istrator, Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270,  451  Seventh  Street. 
SW  .  Washington,  DC.  20410 

SLTPLEMENTARY  INFORMATION 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Haiard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purpa=es. 

If  a  propertv  owTier  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  ba^is  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  Provtded,  That  no  claim  is 
pending  of  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIAi  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  290043A  Panel  11  us  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
withm  the  Special  Flood  Hazard  Area 
Identified  on  October  10,  1975. 
(National  Flood  Insrurance  Act  of  1968 
(Title  XIII  of  Housing  and  Urban  Develop- 
ment, Act  of  1968).  effective  Janur.ry  2S.  1969 
(33  FR  17804.  November  28,  1968).  as 
amended.  42  USC  4001-*128:  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Administrator.  34  FR  2680   February 
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27,  1969,  as  amended  (  39  FE  2787.  January  24. 

1974)   ) 

Issued:  May  16. 1977. 

J.  Robert  HtrNTi:R. 

Acting  Federal 
Insurance  Adviinistrator . 

I  PR  Doc  77-16397  Filed  6-9-77,8  45  am] 


(DocketNo.  FI-22911 

PART   1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Grand  Island,  Nebr. 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule, 

SL^MMARY:  On  September  10,  1976,  in 
41  FR  38500,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  the  City  of  Grand  Island, 
Nebraska.  Map  No  H  310103A  Panel  08 
indicates  that  Lot  1  and  the  westerly  10 
feet  of  Lot  2,  Pleasant  View  Fifth  Sub- 
division, located  at  933  Pleasant  View 
Drive.  Grand  Island,  Nebraska,  as  re- 
corded in  Book  104-B.  Page  75.  In  the 
office  of  the  Register  of  Deeds  of  Hall 
County,  Nebraska,  is  in  its  entirety  with- 
in the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  Insur- 
ance Administration,  after  further  tech- 
nical review  of  the  above  map  in  light 
of  additional,  recently  acquired  flood  in- 
formation, that  the  existing  structure  on 
the  above  mentioned  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street  SW.,  Washington.  DC.  20410. 

SLT'FLZMENTARY  INFORMATION: 
Tnis  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium,  paid  for  the  current 
policy  year.  Provided,  That  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA>  tiirough  the  agent  or 
broker  who  sold  the  policy. 


Map  No.  H  310103A  Panel  08  is  hereby 
cxjrrected  to  reflect  that  the  existing 
structure  on  th?  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  September  3.  1976. 

(National  Flood  Insurance  Act  of  1968 
(Title  Xni  of  Housing  and  Urban  Develop- 
ment Act  of  1968) .  eSective  January  28.  1969 
(33  FR  17804,  November  28  1968)  as 
amended:  42  U.S.C.  4001-4128.  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Administrator,  34  FR  2C80,  February 
27.  1969,  as  amended  ( 39  FR  2787,  January  24. 
1074).) 

Issued:  May  16.  1977. 

J.  Robert  Hi'nter. 

Acting  Federal 
Insurance  Administrator. 

|PB  Doc.77-16398  Filed  6-9-77;8  45  am] 


(Docket  No.  FI-22451 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Hacken- 
sack  Meadowlands  Commission,  N.J. 

AGENCY:   Federal  Insurance  Adminis- 
tration. 

ACTION :  Final  rule. 
SUMMARY:  On  August  11,  1976,  In  41 
FR  33917,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Hackensack  Meadowlands 
Commission,  New  Jersey.  Map  No.  H 
340570  Panels  11  and  14  indicates  that 
Lots  3,  4,  6,  7.  and  8A,  Block  16A,  Harmon 
Cove,  Hackensack  Meadowlands  Com- 
mission, New  Jersey,  as  recorded  under 
Map  No.  2843,  in  the  office  of  the  Register 
of  Hudson  County,  New  Jersey,  are  in 
their  entirety  within  the  Special  Flood 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recent- 
ly acquired  flood  information,  that  Lots 
4,  7.  and  8A  and  the  existing  structures 
on  Lots  3  and  6  are  not  within  the  Spe- 
cial Flood  Hazard  Area. 
DATES:  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-S872,  Room  5270,  451  Seventh 
Street  SW„  Washmgton,  D,C.  20410 

SUPPLEMENTARY  INT=X)RMATION 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  federal- 
ly-related financial  assistance  for  con- 
struction or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
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maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year.  Provided,  That  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA'  throuch  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340570  Panels  11  and  14 
are  hereby  corrected  to  reflect  that  Lots 
4.  7.  and  8 A  and  the  existing  structures 
on  Lots  3  and  6  are  not  within  the 
Special  Flood  Hazard  Area  identified  on 
October  5.  1973,  and  April  12,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  i33  FR 
17804,  November  28.  1968),  as  amended;  42 
T7.SC.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  iPR  2680.  February  27.  1969.  as 
amended    (39   FR  2787,   January  24.    19741.) 

Issued:  May  25,  1977. 

'        Howard  B.  Clark. 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc. 77- 16399  Filed  6-9-77:8:45  am] 


[Docket  No.  FI-2091 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Borough 
of  Matewan.  New  Jersey 

AGENCY:  Federal  Insurance  Adminis- 
tration. 

ACTION :  Final  Rule. 

SUMMARY:  On  March  1.  1974.  in  39  FR 
7936.  the  Federal  Insurance  Administra- 
tor published  a  list  of  communities  with 
Special  Flood  Hazard  Areas  which  in- 
cluded the  Borough  of  Matawan.  New- 
Jersey.  Map  No.  H  340311  Panel  01  indi- 
cates that  Lots  17  through  20.  Block  U, 
Ravine  Gardens,  located  at  125  Wash- 
ington Avenue,  Matawan,  New  Jersey,  as 
recorded  in  Book  4008,  Pages  148  through 
150,  m  the  oflBce  of  the  Clerk  of  Mon- 
mouth County,  New  Jersey,  are  in  their 
entirety  within  the  Special  Flood  Haz- 
ard Area.  It  has  been  determined  by  the 
Federal  Insurance  Admlmstration.  aft<'r 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
mentioned  property  Ls  not  within  the 
Special  Flood  Hazard  Area. 

DATE:  The  map  amendment  is  effective 
as  of  the  date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street 
Southwest.  Washington.  DC  20410. 

SLT-PLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 


the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  federal- 
ly-related financial  assistance  for  con- 
struction or  acquisition  purpases. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  th.is  map  amendment,  the 
property  owner  may  obtam  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation <  NFIA I  throuph  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340311  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  w^thin  the  Special  Flood 
Hazard  Area  identified  on  March  1,  1974 

(National  Flood  Insurance  Act  of  1968  (Title 
XIIT  of  Housing  and  Urban  Development  Act 
of  1968)  effective  January  28,  1969  (33  FR 
17804,  November  28.  1968).  as  amended;  42 
use  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended    (39   FR   2787,   January   24.    19741   ) 

Issued:   May  25,  1977. 

Howard  B.  Clark. 

Acting  Federal 
Insurance  Adjninistrator. 

IFR  Doc  77-16400  PUed  6-9-77:8:45  am) 


[Docket  No   FI-2771 

PART  1920 — l»ROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Township 
of  Mount  Laurel,  New  Jersey 

AGENCY:   Federal  Insurance  Adminis- 
tration. 

ACTION :  Final  Rule. 

SUMMARY:  On  January  9.  1974.  in  39 
FR  1433.  the  Federal  Insurance  Admin- 
istrator publLshed  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Township  of  Mount  Laurel. 
New  Jersey.  Map  No  H  340107A  Panel  02 
indicates  that  Lot  9.  Block  406,  Phase 
One.  Section  3.  Birclifield,  Mount  Laurel, 
Ne^-  Jersey,  as  recorded  in  Book  1951, 
Page  252,  in  the  office  of  the  Register  of 
Burlington  County.  New  Jersey,  is  in  its 
entirety  within  the  Special  Flood  Haz- 
ard Area  It  has  been  detenr.med  by  the 
Federal  Insurance  Administration,  after 
further  techiycaJ  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
mentioned  property  is  not  withm  the 
Special  Flood  Hazard  Area. 

DATE  The  map  amendment  is  effec- 
tive as  of  the  date  of  this  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270,  451  Seventh  Street 
Southwest,  Washington,  D.C  20410. 


SUPPLEMENTARY        INFORMATION: 

This  map  amendment,  by  establishing 
that  the  subiect  properly  is  not  with:n 
the  Snpcial  Flood  Hazard  Area  romoves 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
federally-related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  wa.'^  required  to 
purchase  flood  insurance  ais  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  t)ie  property  owner  from 
maintaininc  flor>d  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  mav  be  obtained 
from  the  National  Flood  Insurers  A.sso- 
ciation  i  NFIA  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340107A  Panel  02  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Snecia!  Flood  Haz- 
ard Area  identified  on  January  9    1974 

I  National  Flood  In-^urance  Art  of  1968  Title 
XITI  of  Hoiising  and  Urban  Development  Act 
of  1968)  effective  January  28  1969  1 33  FR 
17804.  November  28  1968)  as  amended  42 
USC  4001-4128  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680  February  27,  1969.  as 
amended   (39  FR  2787,  January  24,  1974),) 

Issued:  May  24.  1977 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

(FR  DoC-77-16401  Filed  6-9-77; 8  45  am) 


[Docket  No    FI-21341 

PART  1920 — PROCEHURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Rahway,  New  Jersey 

AGENCY     Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  rule, 

SLTMM.ARY:  On  June  25.  1976.  in  41  FR 
26412.  the  Federal  Insurance  Administra- 
tor published  a  list  of  communities  with 
Special  Flood  Hazard  .'Vreas  which  in- 
cluded the  City  of  Rahway.  New  Jersey. 
Map  No  H&I  3453 HB  Panel  01  indicates 
that  Lots  27  througn  29.  Block  419,  1120 
Midwood  Drive.  Rahway  New  Jersey,  as 
recorded  in  Book  3081.  Pages  681  through 
684.  in  the  office  of  the  Register  of  Deeds 
of  Union  County.  New  Jersey  are  in  their 
entirety  within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
^  eral  Insurance  Administration,  after 
'  further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 
ing structure  on  the  above  mentioned 
property  Ls  within  Zone  C,  and  is  not 
within  the  Special  Flood  Hazard  Area. 
The  map  amendment  is  not  based  on  the 
placement  of  fill  on  the  above  named 
property  after  the  effective  date  of  the 
Flood  Insurance  Rate  Map  of  the 
commimity. 
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D\TE    The  map  amendment  is  effective 
a.-,  of  the  date  of  this  notice. 
FOR  FURTHER  INPXDRMATION  CON- 
TACT 

Mr  Richard  Krimm.  AssisUnt  Admin- 
istrator, OfBce  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street    Southwest.    Washington.    DC. 

20410 
SUPPLEMENTARY  INFORMATION 
This  map  amendment,  by  e.^tabhshmg 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
federally -related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now^ 
agrees  to  waive  the  property  owner  from 
maintaining  f'ood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that'  no  claim  is 
cendine  or  has  been  paid  on  the  policv 
in  question  during  the  same  policv  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation 'NFIA'  through  the  agent  or 
broker  who  .sold  the  nolicy. 

Map  No.  H&I  345:^14B  Panel  01  is 
herebv  corrected  to  reflect  that  the  exist- 
ine  structure  on  th°  Rho'  e  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  December  23.  1971. 
I  National  Flood  In.surance  Act  of  1968  (Title 
xr^I  of  Hoiisine  and  Urban  Devplopment  Act 
of  1968).  effective  January  28.  1969  1 33  FR 
17804.  November  28.  19681.  as  amended  42 
use  400H128:  and  Secretary's  delegation 
of  aiithorltv  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended   (39  PR  2787.  January  24.  1974i.) 

Issued:  May  16.  1977. 

J  Robert  Htnter. 

Actina  Federal 
Insurance  Administrator 

|FR  Doc  77-16402  Filed  6-9-77, 845  am] 


I  Docket  No    FI-26001 

PART    1920 — PROCEDURE   FOR    MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Rahway,  New  Jersey 

AGENCY  P'ederal  Insurance*  Adminis- 
tration. 

ACTION    Final  rule 

SUMMARY  On  December  23.  1971.  m 
42  FR  9115.  the  Federal  Insurance  Ad- 
ministrator pubU.shed  a  lust  of  communi- 
ties with  Siiecial  Flood  Hazard  Areas 
which  inohided  the  City  of  Rahway,  New 
Jersey.  Map  No  H  3453 14B  Panel  01  in- 
dicates that  Lots  44  and  45.  Block  97. 
Rahway.  New  Jersey,  as  recorded  in  Book 
2849.  Page  813.  in  the  office  of  the  Re- 
corder of  Union  County.  New  Jersey,  are 
in  their  entirety  within  the  Special  Flocxi 
Hazard  Area.  It  has  been  determined  by 
the   Federal   Insurance   Administration. 
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after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the 
above  mentioned  property  is  within  Zone 
B.  and  is  not  within  the  Special  Flood 
Hazard  Area. 

DATE;  The  map  amendment  is  effective 
as  of  the  date  of  this  notice. 
FOR  FTJRTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator.   Office    of    Flood    Insurance, 
202-755-5581   or  Toll   Free  Line  800- 
424-8872.    Room    5270,    451    Seventh 
Street    Southwest,    Washington,    D.C. 
20410. 
SUPPLEMENTARY       INFORMATION: 
This  map  amendment,   by   establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  345314B  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  February  14,  1977. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended.  42 
U.SC  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adnxinls- 
trator.  34  FR  2680.  February  27.  1969.  as 
amended  (39  FR  2787.  January  24.  1974).) 

Issued;  May  16.  1977 

J.  Robert  Hunter, 

Acting  Federal 
Insurance  Administrator. 

IFR  Doc  77-16403  Filed  6-9-77,8:45  am| 


(Docket  No.  FI-1961 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  R(dgewood,  New  Jersey 

AGENCY  Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  Rule. 

SUMMARY:  On  August  24,  1973.  in  38 
FR  22776.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  the  Village  of  Ridgewood, 
New  Jersey.  Map  No.  H  340067  Panel  03 
indicates  that  Lot  3,  Block  4013,  at  434 


Spring  Avenue.  Ridgewood,  New  Jersey, 
as  recorded  in  Book  5626.  Page  310.  in 
the  office  of  the  Clerk  of  Bergen  County. 
New  Jersey,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 
review  of  the  above  map  m  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  above  mentioned  property 
is  not  within  the  Special  Flood  Hazard 
Area. 

DATE:  The  map  amendment  is  effective 
as  of  the- date  of  this  notice 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.    Richard    Krimm.    A.'^iistant    Ad- 
ministrator, Office  of  Flood  Insurance, 
202-755-5581   or  Toll   Free  Line  800- 
424-8872,    Room    5270.    451    Seventh 
Street   Southwest,    Washington.   DC. 
20410. 
SUPPLEMENTARY       INFORMATION; 
This  map  amendment,  by   establishing 
that  the  subject  property  is  not  withm 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year 
The  premium  refund  n-Lny  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation I  NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  August  31.  1973. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Develoament  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968 1.  as  amended;  42 
U.S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  February  27,  1969,  as 
amended  (39  FR  2787.  January  24.  1974).) 

Issued:  May  16.  1977 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator 

|PR  Doc. 77-16404  Filed  6-9-77:8:45  ami 


(Docket  No.  FI-1961 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood.  New  Jersey 

AGENCY:   Federal  Insurance  Adminis- 
tration. 

ACTION:  Final  Rule. 

SUMMARY:   On  August  23.  1973.  m  38 
PR  22776,  the  Federal  Insurance  Admin- 
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istrator  published  a  list  of  communities 
\^ith  Special  Flood  Hazard  Areas  v.-hich 
included  the  Village  of  Rideewood.  New 
Jersey.  Map  No.  H  340067  Panel  03  indi- 
cates that  Lot  3.  Block  4015.  zi  484  Spring 
Avenue.  Ridgewood.  New  Jersev.  as  re- 
corded in  BcKDk  5542,  Page  247.  in  the 
office  of  the  Clerk  cf  Bergen  Countv.  New- 
Jersey,  is  in  its  entirety  within  the  Spe- 
cial Flood  Hazard  Area.  It  has  been  de- 
termined by  the  Federal  Insurance  Ad- 
ministration, aft«r  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  above  mentioned  property 
Ls  not  within  the  Special  Flood  Hazard 
Area. 

DATE:  The  map  amendment  is  effective 
as  of  the  date  of  tliis  notice. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  A.ssistant  Admin- 
Lstrator.  Offloe  of  Flood  Insurance. 
202-755-5581  or  Tell  Free  Line  800- 
424-8872,  Room  5270.  451  Seventh 
Street  Southwest.  Washington,  D.C. 
20410. 

SLTT^LEMENTARY  INFOR  M  ATION : 
This  map  amendment,  by  estabUsliing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  ir-surance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation I  NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  August  31. 
1973. 

(National  Flood  In.surance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28,  1969  (33  FR 
17804.  November  28.  19681.  as  amended:  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  February  27.  1969,  as 
amended    (39   FR  2787.   January  24,    1974).) 

Issued:  May  16,  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc  77-16406  Filed  6-9-77,3:45  ami 


Title  40 — Protection  of  Environment 
|FRL  743-1) 

CHAPTER   I— ENVIRONMENTAL 
PROTECTION    AGENCY 

SUBCHAPTER    N— EFFLUENT    GUIDELINES   AND 
STANDARDS 

PART  416 — PLASTICS  AND  SYNTHETICS 
MANUFACTURING  POINT  SOURCE  CAT- 
EGORY 

Correction  Notice 

AGENCY.      Environmental     Protection 
Agency. 

ACTION;  Corrections, 

SUMMARY:  This  document  corrects  er- 
rors in  the  August  4,  1976  publication 
1 41  FR  32587'  m  which  the  regulations 
for  the  Plastics  and  Synthetics  Manu- 
facturing Point  Source  Category  40  CFR 
Part  416  were  revoked  and  suspended 
The  error  consists  of  failing  to  revoke 
the  pH  standards  for  the  pretreatmert 
standards  for  new  sources  for  Subpart 
L  §  416  126  as  was  done  for  all  tlie  other 
pretreatment  standards.  Because  this 
error  is  of  a  typographical  nature  and 
does  not  Involve  any  substantive  or  pol- 
icy issues,  the  Agency  finds  that  notice 
and  public  comment  are  not  required 
and  that  good  cause  has  been  sliown 
for  these  corrections  to  become  effective 
upon  publication. 

EFFECTIVE  DATE;   June  10,  1977. 

FOR  Fl.T?THER  INFORMATION  CON- 
TACT ; 

Harold  B.  Coughlm.  Effluent  Guide- 
lines Division  I  \VH-552  ' ,  Office  of 
Water  and  Hazardous  Materials.  En- 
vironmental Protection  Agency.  401  M 
Street  SW  .  Washington  DC.  20460 
<202  426-4617'. 

Dated:  May  31.  1977. 

Andrew  W.  Breidenbach. 
Assutant  Administrator  for 
Water  and  Ha:ardous  Materials. 

Part  416  of  Chapter  I.  Title  40,  of  the 
Code  of  Federal  Regulations  is  corrected 
to  read  as  follows; 

§416.26       [Revoked] 

Section  416.26.  the  pretreatment 
standards  for  new  sources  is  revoked. 

IFR  Doc  77-16171  Filed  6-9-77.8:45  am] 

Titles — Aliens  and  Nationality 

CHAPTER  I— IMMIGRATION  AND  NATU- 
RALIZATION SERVICE,  DEPARTMENT 
OF  JUSTICE 

PART  238 — CONTRACTS  V^ITH 
TRANSPORTATION    LINES 

Addition  of  "Monarch  Cruise  Lines,   Inc." 
to  Listing 

AGENCY:  Immigration  and  Naturaliza- 
tion Service,  Justice. 

ACTION ;  Final  rule. 

SUMMARY:  This  is  an  amendment  of 
the  reg'ulations  of  the  Immigration  and 
Nationalization  Service  to  add  'Monarch 


Cruise  Lines.  Inc."  to  the  list  of  shipping 
lines  which  have  entered  into  agreements 
with  the  Commi.ssioner  of  Immi^atlon 
and  Naturalization  for  immigration  pre- 
mspection  of  theu-  passengers  and  crews 
at  places  outside  the  United  States.  The 
amendment  is  necessary  because  signa- 
tories to  these  agreements  are  published 
in  the  Service's  regulations,  and  on  May 
17.  1977,  Monarch  Cruise  Lmes.  Inc.  en- 
tered mto  ar.  agreement  w;uh  the  Com- 
missioner of  Imn'.igratiori  and  NaturaJi- 
zation  for  preinspeciion  of  the  pas- 
sengers and  crews  of  the  S.S.  Monarch 
Sur  departmg  from  Vancouver,  B.C.. 
Canada  for  Ketchikan,  Alaska,  on  a  reg- 
ularly scheduled  seasonal  basis. 

EFFECTIVE  DATE:  June  10.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  G.  Hoofnagle,  Jr..  Instructions 
OfBcer.  Immigration  and  Naturaliza- 
tion Service,  425  Eve  Street,  NW.. 
Washington,  DC.  20536,  202-376-8373 

SUPPLEMENTARY  INFORMATION 
ThLS  am.endment  to  8  CFR  238.4  is  pub- 
lished pursuant  to  section  552  of  Title  5 
of  the  United  States  Code  '80  Stat.  383). 
as  amended  by  Pub  L.  93-502  <88  SUt 
1561',  and  the  authority  contained  in 
section  103  of  the  Immigration  and  Na- 
tionality Act  f8  use.  11031,  28  CFR 
0  105<bi.  and  8  CFR  2  1  Compliance 
With  the  provisions  of  section  553  of  Ti- 
tle 5  of  the  United  States  Code  as  to 
notice  of  proposed  rule  making  and  de- 
layed effective  date  is  unnecessan>-  In 
this  instance  because  the  amendment 
contained  m  this  order  adds  a  shippmg 
line  to  the  listing  and  is  editorial  in 
nature. 

The  followmg  amendment  is  hereby 
prescribed  to  Title  8  of  Chapter  I  of 
the  Code  of  Federal  Regulations: 

S  2.38.4       I  Amended] 

In  §233  4.  Preinsp^ction  outside  the 
United  States,  the  listing  of  transporta- 
tion lines  under  "At  Vancouver '  is 
amended  by  adding  thereto,  in  alp>habeti- 
cal  sequence.  "Monarch  Cruise  Lines, 
Inc.". 

(Sees     103   and   238(b).    8   trSC     1103   and 
12281 b)) 

Effective  date:  This  amendment  be- 
comes effective  on  June  10.  1977. 

Dated:  June  6,  1977. 

Leonel  J  Castillo, 
Commissioner  of 
Immigration  and  Naturalization. 
|FR  Doc  77-16565  Filed  6-&-77;8;45  ami 

Title   41 — Public    Contracts    and    Property 
Management 

CHAPTER  3 — DEPARTMENT   OF   HEALTH, 
EDUCATION.    AND  WELFARE 

PART   3-3 — PROCUREMENT   BY 
NEGOTIATION 

Administrative  Actions  in  Connection  With 
Cost  Overruns 

AGENCY;  Department  of  Health,  Edu- 
cation, and  Welfare. 
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ACTION    Final  rule. 

SUMMARY:  This  rule  amends  Chapter 
3  of  Title  41  by  adding  a  Subpart  3-3.52, 
Administrative  actions  required  in  con- 
nection with  cost  overruns.  It  sets  forth 
the  procedures  to  be  followed  by  con- 
tracting officers  when  a  cost  overrun  is 
anticipated,  i  e..  the  cost  of  performing  a 
cost  reimbursement  type  contract  is  ex- 
pected to  exceed  the  total  estimated  cost 
specified  in  the  contract  The.se  proce- 
dures are  intended  to  insure  that  Con- 
tracting Officers  take  timely  action  on 
cost  overruns  so  that  the  Government's 
rights  are  adequately  preserved. 

EFFECTIVE  DATE;   June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Fred  Lewis,  Division  of  Procurement 
Policy  and  Regulations  Development, 
OfBce  of  Grants  and  Procurement 
Management.  ASAM-OS.  Department 
of  Health.  Education,  and  Welfare, 
Washington.  D,C.  20201  1 202-243- 
8791). 

SUPPLEMENTARY  INFORMATION  It 
is  the  general  policy  of  the  Department 
of  Health,  Education,  and  Welfare  to 
allow  time  for  interested  parties  to  par- 
ticipate in  the  rule  making  process  How- 
ever, the  amendments  herein  involve 
changes  to  HEW  internal  administrative 
procedures.  Therefore,  the  public  rule 
making  process  is  deemed  unnecessary 
in  this  instance.  The  provisions  of  these 
amendments  are  issued  under  5  U.S.C. 
301:  40U.S.C.  486IC). 

Note. — The  Department  of  Health,  Ed- 
ucation, and  Welfare  has  determined  that 
this  document  doe.s  not  contain  a  major 
propcksal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  under  Executive  Or- 
der 11821  and  OMB  Circular  A-107. 

Dated:  June  2.  1977, 

Paul  A  Stone, 
Deputy  Assistant  SccTetarp  for 
Grants      and      Procurement 

Management. 

41  CFR  Part  3-3  is  amended  by  adding 
Subpart  3-3  52. 

Subpart  3-3.52 — Administrative  Actions  in 
Connection  With  Cost  Overruns 

Sec 

3-3  5200 
3-3  5201 
3-3  5202 
3-3  5203 


Scope  of  subpart. 

Applicability. 

General. 

Contract  administration. 


3-35203-1     General 

3-35203-2     Procedure 

3-3  5203-3     Contract  modification. 

§  3— .3. ,'5200      Scope   of   «ubparl. 

Thus  subpart  sets  forth  the  procedure 
to  be  followed  when  a  cost  overrun  Ls 
anticipated,  i.e..  the  allowable  actual  cost 
of  performing  a  cost  reimbur.sement  type 
contract  Ls  expected  to  exceed  the  total 
estimated  cast  specified  in  the  contract. 

§3-3.5201      \pplicabilitv. 

fa  >  This  subpart  applies  to  the  admin- 
istration of  cost  reimbursement  type 
contracts  and  the  cost  reimbursement 
portion  of  other  types  of  contracts. 

>b>  Nothing  in  this  subpart  shall  be 
construed   to   relieve   Contractors   from 


compliance  with  the  Limitation  of  Cost 
clause  or  any  other  provisions  of  such 
contracts. 

§  .'i-3..>202      Ceiirral. 

Reimbursement  for  costs  incurred 
under  contracts  referred  to  in  8  3-3.5201 
shall  not  exceed  the  amount  of  funds 
obligated  by  the  contract,  vmless  in- 
creased by  the  contracting  officer.  Cost 
overruns  shall  be  held  to  an  absolute 
minimum  compatible  with  accomplish- 
ment of  the  statement  of  work. 

§  .3-3.5203      Conlract   admini»itralion. 

§  3-3.320.3-1      Genoral. 

Upon  receipt  of  information  that  a 
contractor's  accumulated  cost  and 
projected  expenditures  will  exceed  the 
limit  of  funds  obligated  by  the  contract, 
the  contracting  officer  shall  coordinate 
immediately  with  the  appropriate  pro- 
gram office  to  determine  whether  the 
contract  should  be  modified  or  termi- 
nated. If  the  contracting  officer  receives 
mformation  from  a  source  other  than 
the  contractor  that  a  cost  overrun  is 
anticipated,  he  shall  verify  the  Informa- 
tion with  the  contractor  and  remind  the 
contractor  immediately  of  the  notifica- 
tion requirements  of  the  Limitation  of 
Cost  clause. 

§  .3-3.320.3-2      Prooeduro. 

I  a  I  Upon  notification  that  a  cost  over- 
run is  anticipated,  the  contracting  officer 
shall  request  the  contractor  to  submit  a 
request  for  additional  funds  including: 

(1)  Name  and  location  of  contractor. 

<2»  Contract  number  and  expiration 
date. 

131  Contract  item<s>  and  amount(s) 
of  each  creating  the  overrun. 

<4'  The  elements  of  cost  which 
changed  from  the  original  estimate,  i.e., 
labor,  material,  travel,  overhead,  etc. 
This  data  should  be  furnished  In  the 
following  format: 

(i)    Original  estimate,   (ii)    Costs  in- 
curred to  date.   (iii»    Estimated  cost  to 
completion.   <iv)    Revised  estimate,   (v) 
Amount  of  adjustment. 

1 5 '  The  factors  responsible  for  the 
increase,  i.e..  error  In  estimate,  changed 
conditions,  etc. 

(6)  The  latest  date  by  which  funds 
must  be  available  for  commitment  to 
avoid  contract  slippage,  work  stoppage, 
or  other  program  impairment. 

I  b  I  When  the  contractor  submits  no- 
tice of  an  impending  overrun  the  con- 
tracting officer  shall: 

( 1 1  Immediately  advise  the  appropri- 
ate program  office  and  furnish  a  copy 
of  the  notice  and  any  other  data  re- 
ppivpri 

'21  Request  audit  or  cost  advisory 
services  and  technical  support,  as  nec- 
essary, for  evaluation  of  information 
and  data  received. 

131  Maintain  continuous  follow-up 
with  the  program  office  In  order  to  ob- 
tain a  timely  decision  as  to  whether  the 
work  under  the  contract  will  be  contin- 
ued and  additional  funds  provided,  or 
Lhe  contract  terminated.  The  decision 
of  the  program  office  must  be  supported 
by  an  appropriate  written  statement  and 
funding  authority  or  a  formal  request 


for  termination,  when  applicable.  After 
a  programming  and  funding  decision 
is  received  from  the  program  office  the 
contracting  officer  shall  promptly  notify 
the  contractor  in  writing  that:  <it  A 
specified  amount  of  additional  funds  has 
been  allotted  to  the  contract  by  a  con- 
tractual instrument:  or  iii>  work  will 
be  discontinued  when  the  funds  allotted 
to  the  contract  have  been  exhausted 
and  that  any  work  performed  after  that 
date  is  at  the  contractor's  risk:  or  liii' 
the  Government  is  considering  whether 
additional  funds  should  be  allotted  to 
the  contract  and  will  notify  the  con- 
tractor as  soon  as  possible,  but  that  any 
work  performed  after  the  funds  then 
allocated  to  the  contract  have  been  ex- 
hausted is  at  the  contractor's  risk. 
Timely,  formal  notification  of  the  Gov- 
ernment's intention  is  essential  in  order 
to  preclude  loss  of  contractual  rights  in 
the  event  of  dispute,  termination,  or 
litigation. 

(C)  If  program  requirements  permit, 
contracting  officers  should  refrain  from 
Issuing  any  contractual  documents 
which  will  require  new  work  or  an  ex- 
tension of  time,  pending  resolution  of  an 
overrun  or  additional  fund  request. 

§3-3.5203-3      Contract    modifications. 

(a)  Modifications  (to  contracts  con- 
taining the  Limitation  of  Cost  clause' 
shall  include  either  d  •  A  provision  in- 
creasing the  estimated  or  ceiling  amount 
referred  to  in  the  Limitation  of  Cost 
clause  of  the  contract  and  stating  that 
the  clause  will  thereafter  apply  in  re- 
spect to  such  increased  amount;  or  i2) 
A  provision  stating  that  the  estimated 
or  ceiling  amount  referred  to  in  the  con- 
tract is  not  changed  by  the  modification 
and  that  the  Limitation  of  Cost  clause 
will  continue  to  apply  with  respect  to 
the  amount  in  effect  prior  to  the  modi- 
fication. 

(b)  The  fixed  fee  provided  in  a  con- 
tract shall  not  be  changed  when  fund- 
ing a  cost  overrun.  Changes  in  fixed  fee 
will  be  made  only  to  reflect  changes  in 
the  scope  of  work  which  justify  an  in- 
crease or  decrease  in  fee. 

|FR  Doc  77-16577  Filed  6-9-77.8:45  am) 

DEPARTMENT    OF    HEALTH, 
.  EDUCATION,  AND  WELFARE 

Office  of  the  Secretary 

[41   CFR   Part  3-4] 

PART   3~^ — SPECIAL  TYPES   AND 
METHODS   OF   PROCUREMENT 

Negotiated    Procurement    Under   the    Buy 
Indian   Act 

AGENCY:  Department  of  Health.  Edu- 
cation, and  Welfare. 

ACTION:  Proposed  rule. 
SUMMARY:  The  Office  of  the  Secretary, 
Department  of  Health,  Education,  and 
V/elfare,  is  proposing  to  amend  41  CFR 
■Subpart  3-4.57.  Negotiated  Procurement 
under  the  Buy  Indian  Act,  by  adding  two 
contract  clauses.  The  contract  clauses, 
Indian  Preference  in  Training  and  Em- 
ployment and  Use   of   Indian  Business 
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Concerns,  are  being  added  to  Subpart 
3-4  57  to  fulfill  the  requirements  set  forth 
in  section  7ibi  of  Public  Law  93-638.  the 
Indian  Self -Determination  and  Educa- 
tion Assistance  Act  <25  U.S.C.  450). 

DATE:  Comments  must  be  received  on 
or  before  July  25,  1977.  Any  person  or 
organization  wishing  to  submit  data, 
views,  or  comments  pertaining  to  the 
proposed  amendment  may  do  so  by  filing 
them  in  duplicate  with  the  individual  at 
the  address  listed  below. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

E.  S.  Lanham.  Division  of  Procurement 
Policy  and  Regulations  Development, 
Office  of  Granus  and  Procurement, 
OASMB-OS.  Department  of  Health, 
Education,  and  Welfare.  Wa.shington. 
D.C.  20201   '202-245-87911. 

SUPPLEMENTARY  INTXDRMATION: 
Public  Law  93-638.  the  Indian  Self-De- 
termination  and  Education  A.ssistance 
Act  ( 25  use.  450  > .  was  enacted  on  Jan- 
uary 4,  1975.  That  Act  was  intended,  in 
part,  to  provide  for  maximum  participa- 
tion by  Indians  and  Indian  tribes  in  Fed- 
eral programs  for,  and  .services  to.  In- 
dians and  to  encourage  the  development 
of  the  capacity  of  the  Indian  people  for 
self-determination. 

Section  7ib>  of  that  Act  is  directed  at 
the  achievement  of  those  objectives  by 
emphasizing  preferences  to,  and  oppor- 
tunities for.  Indians  in  training  and  em- 
ployment under  contracts  and  grants 
through  the  award  of  .subcontracts  and 
subgrrants  to  Indian  organizations  and 
Indian-owned  economic  enterprises. 
Moreover,  section  7<bi  requires  that  any 
contract,  subcontract,  grant,  or  sub- 
grant  made  pursuant  to  that  Act.  or  anv 
other  Act  authorizing  Federal  contracts 
with,  or  grants  to.  Indian  organizations, 
or  for  the  benefit  of  Indians,  complv  with 
the  stipulations  regarding  such  prefer- 
ences and  opportunities  to  the  greatest 
extent  feasible. 

As  a  result  of  the  impact  of  section 
7ib>  of  that  Art  on  procurement  negoti- 
ated under  the  Buy  Indian  Act  1 25  U.S.C. 
47).  it  is  proposed  that  41  CFR  Subpart 
3-4.57  be  amended  to  add  two  contract 
clauses.  Indian  Preference  in  Training 
and  Employment  and  Use  of  Indian  Bus- 
iness Concerns,  to  fulfill  those  require- 
ments. 

Dated;  May  26,  1977. 

Paul  A.  Stone, 
Deputy  Assistant  Secretary  for 
Grants  and  Procurement. 

Subpart  3-4.57 — Negotiated  Procurement 
Under  the  Buy  Indian  Act 

Paragraphs  3-4.5703  (ci  and  (e)  are 
revised  to  read  as  follows :  ^ 

§  3 — 1.5703      Roquirement.<i. 

•  .  »  .  , 

<ci  Indian  employment.  Contracts  ne- 
gotiated under  the  Buy  Indian  Act  shall 
contain  the  foDowing  clause: 

Indian  Preference  in  Training 
AND  Employment 

(a)  The  Contractor  shall  give  preference 
in  employment  for  all  work  performed  undef 


the  contract,  including  subcontracts  there- 
under, to  qualified  Indians  regardless  of  age 
religion,  or  sex  and.  to  the  extent  feasible 
consistent  with  the  efficient  performance  of 
the  contract,  provide  employment  and  train- 
ing opportunities  to  Indians,  regardless  of 
age.  religion,  or  sex  that  are  not  fully  quali- 
fied to  perform  under  the  contract  The  Con- 
tractor shall  comply  with  any  Indian  prefer- 
ence requirements  established  by  the  tribe 
receiving  services  under  the  contract  to  the 
extent  that  such  requirements  are  consistent 
with  the  purpose  and  Intent  of  this  para- 
graph. 

(b)  If  the  Contractor  or  any  of  its  sub- 
contractors is  unable  to  fill  its  employment 
openings  after  giving  full  consideration  to 
Indians  as  required  in  paragraph  (a)  above, 
these  employment  openinfre  mav  then  be 
filled  by  other  than  Indians  under  the  con- 
ditions set  forth  in  the  Equal  Opportunity 
clause  of  this  contract. 

(c)  The  Contractor  agrees  to  include  this 
clause  or  one  similar  thereto  in  all  subcon- 
tracts Issued  under  the  contract. 

•  •  «  •  . 

(8)  Subcontracting.  Not  more  than  50 
percent  of  the  work  to  be  performed  un- 
der a  prime  contract  negotiated  pur- 
suant to  the  Buy  Indian  Act  shall  be 
subcontracted  to  one  other  than  an  In- 
dian firm  For  this  purpose,  work  to  be 
performed  does  not  include  the  provision 
of  materials,  supplies,  or  equipment. 
Each  prime  contract  shall  incorporate 
the  following  clause: 

Use  op  Indian  Business  Concebns 

I  a)  As  used  in  this  clause,  the  term  "In- 
dian business  concern"  means  Indian  orga- 
nizations or  an  Indian-owned  economic  en- 
terprise as  defined  in  42  CFR  36.204(1). 

(b)  The  Contractor  agrees  to  give  prefer- 
ence to  qualified  Indian  business  concerns  in 
the  awarding  of  any  sub-contracts  entered 
into  under  the  contract  consistent  with  th^ 
efficient  performance  of  the  contract.  The 
Contractor  shall  comply  with  any  preference 
requirements  regarding  Indian  business  con- 
cerns established  by  the  tribe(s>  receiving 
services  under  the  contract  to  the  extent 
that  such  requirements  are  consistent  with 
the   purpose   and   intent   of   this  paragraph. 

(c)  If  no  Indian  business  concerns  are 
available  under  the  conditions  in  paragraph 
(b)  atxave.  the  Contractor  agrees  to  accom- 
plish the  maximum  amount  of  subcontract- 
ing, as  the  Contractor  determlnues  is  con- 
sistent with  Its  efficient  performance  of  the 
contract,  with  small  business  concerns,  labor 
surplus  area  concerns,  or  minority  business 
enterprises,  the  definitions  for  which  are 
contained  in  Subparts  1-1  7.  1-I.8.  and  1-1. 
13  of  the  Federal  Procurement  Regulations. 
The  Contractor  Ls  not,  however,  required  to 
establish  a  small  btisiness,  labor  surplus,  or 
minority  business  subcontracting  program 
as  described  in  §5  1-1  710-3ib),  l-1.806-3(b) . 
and  l-1.13lO-2(b).  respectively,  of  the  Fed- 
eral Procurement  Regulations  (41  CFR 
Chapter  1 1 . 

|FR  Doc  77-16678  Fiied  6-9-77  8  45  am  ) 

Title  41 — Public  Contracts  and  Property 

Management 

CHAPTER  9 — ENERGY   RESEARCH  AND 
DEVELOPMENT  ADMINISTRATION 

(ERDA-PR  Temporary  Regulation  No.  34] 

PART  9-5 — SPECIAL  AND  DIRECTED 
SOURCES   OF   SUPPLY 

Prison-Made  and  Blind-Made  Products 

AGENCY:  Energy  Research  and  Devel- 
opment Administration. 


ACTION:  Temporar>-  regulation. 

SUMMARY.  This  document  deletes  an 
ERDA  Procurement  Regulation  con- 
cerning prison-made  and  blind-made 
products  because  the  Federal  Property 
Management  Regulation,  which  it  im- 
plemented, has  been  deleted. 

EFFECTIVE  DATE:  This  regulation  be- 
comes effective  on  Jime  10.  1977. 

EXPIRATION  DATE:  This  regulation 
will  remam  in  effect  until  canceled  or 
until  its  provisions  are  incorporated  into 
a  permanent  ERDA  Procurement  Reg- 
ulation. 

ADDRESSES:  Ronald  A.  Mordlni.  Divi- 
sion of  Procurement.  Rm  C-167, 
USERDA.  Washington,  DC    20545 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Ronald  A    Mordini  i301i    353-5526. 

SLTPLEMENT.ARY  INFORMATION: 
As  a  consequence  of  the  enactment  of 
the  Wagner-O'Day  Act,  as  amended,  a 
new  committee  was  established  to  pro- 
mulgate rules  and  regulations  for  effec- 
tive administration  of  the  requirement 
for  procurement  from  a  qualified  non- 
profit agency  for  the  blind  and  other 
■severely  handicapped.  FPR  Subpart  1- 
5.8  promulgates  policies  and  procedures 
set  forth  to  implement  the  rules  and 
regulations  of  the  new  committee.  Leg- 
i'^lation  enacted  to  create  the  Federal 
Prison  Industries,  Inc..  and  to  encourage 
government  procurement  from  this 
source  was  incorporated  into  the  FPR  in 
Subpart  1-5  4.  Adequate  coverage  of 
both  topics  in  the  FPR  has  eliminated 
the  need  for  a  supplementing  ERDA- 
PR  Therefore  ERDA-PR  5  9-5.5206-17 
IS  deleted  and  reserved 

5  9-5.5206- 1 7       [  Roi^erved  ] 

In  Subpart  9-5.52.  Prcxiurement  of 
Special  Items.  5  9-5.5206-17,  Mandatory 
items — prison-made  and  bhnd-made 
products,  is  deleted  and  reserved. 

(Sec  105  of  the  Energv-  Reorganization  Act 
1974  (Pub.L.  93-438).)  ' 

Date:  May  17,  1977. 

William  A.  Parker. 
Acting  Director  of  Procurement 

FR  !>>:  77    16193  Filed  6-9-77  8  45  ami 

Title  45 — Public  Welfare 

CHAPTER  X — COMMUNITY  SERVICES 
ADMINISTRATION 

PART  1067 — FUNDING  OF  CSA  GRANTEES 

Susoension  of  Sp>ecial  Post-Grant  Cooroi- 
nation    Procedures   lor   Title   VII    Grantees 


AGENCY : 

istiation. 


Community  Services  Admin- 


ACTION:  Final  rule. 

SUMMARY:  CSA  is  suspending  special 
post-grant  coordination  procedures  re- 
quired of  most  Title  VII  applicants  by  45 
CFR  1067.10,  Section  6.  These  post-grant 
coordination  procedures  have  unreason- 
ably delayed  the  processing  of  some  Title 
VII  grants.  This  action  will  allow  those 
Title  VII  applicants  who  have  met  the 
requirements  of  OMB  Circular  A-95  for 
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notification  to  and  review  by  clearing- 
house as  stated  in  section  4  of  this  sub- 
part to  be  funded  without  meeting  the 
requirements  of  section  6 

EFFECTIVE  DATE:  June  10.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 


on    that    channel    is    not    forthcoming 
within  6  months  of  this  Order. 

EFFECTIVE  DATE:  July  20,  1977. 

ADDRESSES:   Federal  Communications 
Commission.  Washington.  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 


James    J.    Gross,    Broadcast    Bureau, 
202-632-7792. 


Spencer  Lott.  Community  Services  Ad- 
ministration. Office  of  General  Coun- 
sel.  1200   19th  Street   NW  .  Washing- 
ton.   DC.    20506;    telephone    202-254-     SUPPLEMENTARY  INFORMATION: 
5234. 


SUPPLEMENTARY  INFORMATION: 
.Applicants  who  have  not  met  the  re- 
quirements of  section  4  of  this  subpart 
I  which  are  the  usual  OMB  Circular  A-95 
requirements  imposed  on  all  Title  II 
applicants  and  some  Title  VII  applicants, 
such  as  those  seeking  a  planning  grant) 
are  not  included  in  the  suspension  of  sec- 
tion 6  and  must  still  meet  its  require- 
ments. 

As  this  action  allows  applicants  an 
alternative  way  to  fulfill  a  requirement 
for  submitting  an  application  and  thus 
relieves  a  restriction  on  them.  CSA  is  not 
required  to  allow  a  thirty  day  period  be- 
tween the  date  of  this  issuance  and  its 
effective  date 

Therefore,  pending  revision  of  this  sub- 
part, effective  June  10.  1977.  the  pro- 
visions of  45  CFR  1067.10.  Section  6  '  CSA 
Instruction  6710-3a,  section  7>  are  sus- 
pended for  those  apphcants  under  Title 
VII  of  the  Community  Services  Act  of 
1974  who  have  met  the  requirements  of 
section  4  of  this  subpart. 
(78  Stat    528  (42  U.S.C.-602(n)  )  t 

Graciela  (Grace!   Olivarez. 

Director. 

[PR  Doc.77-16456  Filed  6-9-77;8:45  am) 

Title  47 — Telecommunication 

CHAPTER   I — FEDERAL 
COMMUNICATIONS   COMMISSION 

I  Docket  No  20414    RM-2452   RM-2420. 

PART  73— RADIO  BROADCAST  SERVICES 

FM  Broadcast  Stations  m  Blair,  Nebraska; 
and  Onawa,  Cherokee,  Spencer,  and 
Harlan,  Iowa;  Changes  Made  m  Table  of 
Assignments 

AGENCY  Federal  Communications 
Commission 

ACTION    Report  and  Order 

SUMMARY  Following  petitions  and 
notice,  this  action  assigns  first  F^  chan- 
nels to  Blair,  Nebraska,  and  Harlan. 
Iowa,  and  provides  substitute  chiiiuiels 
for  unoccupied  assignments  at  Onawa. 
Cherokee,  and  Spencer,  Iowa  A  con- 
struction permit  had  been  issued  at 
Cherokee,  but  it  was  conditioned  on  the 
outcome  of  this  rule  making,  and  there- 
fore will  be  modified  The  Commission's 
engineering  staff  found  that  objections 
to  available  sites  were  insufficient,  and 
that  the  public  interest  would  be  served 
by  this  assignment  plan  The  assignment 
at  Harlan,  Iowa,  is  subiect  to  review 
if  an  expression  of  Interest  for  a  station 


Adopted:  June  2,  1977. 

, Released:  June  9,  1977. 

In  the  matter  of  amendment  of 
5  73.202<b),  table  of  assignments,  FM 
Broadcast  Stations.  (Harlan  and  Red 
Oak,  Iowa;  Blair,  Nebraska*  ;  report  and 
order  'Proceeding  Terminated). 

1.  The  Commission  now  considers  re- 
sponses to  its  Further  Notice  of  Proposed 
Rule  Making  (40  FR  54261;  adopted 
November  11.  1975;  published  Novem- 
ber 21,  1975)  proposing  first  FM  assign- 
ments to  Blair,  Nebraska  (1970  pop. 
6.106',  and  Harlan,  Iowa  (1970  pop. 
5,049 1.  These  assignments  also  would 
require  substitution  of  channels  at  the 
Iowa  communities  of  Onawa,  Cherokee, 
and  Spencer.  The  Onawa  and  Spencer 
assignments  are  unoccupied  and  have  no 
applications  on  file.  C&H  Broadcasting, 
In?  ( KCHE-FM  > ,  has  been  issued  a  con- 
-slruction  permit  for  a  station  on  Channel 
2 72 A  at  Cherokee  which  was  conditioned 
on  the  outcome  of  this  proceeding. 

2.  John  W.  Talbott,  who  is  the  peti- 
tioner for  the  Harlan  channel  opposes 
the  assignment  plan  and  urges  the  as- 
signment of  Channel  292A  to  Harlan 
rather  than  Blair.  Talbott  says  that 
Channel  288A  is  an  unsuitable  proposal 
for  Harlan  because  the  transmitter  would 
have  to  be  located  4  kilometers  (2.5 
miles'  east  of  Harlan  in  an  area  where 
there  is  no  reasonable  site  available.  Tal- 
bott claims  difficulty  would  be  en- 
countered in  building  a  transmitter 
tower,  establishing  guy  wires,  obtaining 
line  of  sight  access  to  Harlan,  and  ob- 
taining adequate  power  supply.  Talbott 
also  states  that  flooding  would  create  ac- 
cessibility problems  Therefore,  accord- 
ing to  Talbott,  "the  placement  of  that 
channel  [288AJ  at  Harlan  will  likely  be 
a  meaningless  act,  since  application  for 
the  channel  will  almost  certainly  be  fore- 
closed." In  addition,  Talbott  also  claims 
that  the  proponent  at  Blair  has  not  made 
a  satisfactor>'  showing  of  a  suitable 
tran.smitter  site  in  the  limited  area  avail- 
able tor  a  Charmel  292A  assignment  at 
Blair,  and  that  the  possibility  exists  of 
depriving  both  Harlan  and  Blair  of  ac- 
ceptable assignments. 

3.  WB.B.C.  Enterprises  ("WBBS"). 
the  Blair  petitioner,  supports  the  as- 
signment plan  and  submits  exhibits  in- 
dicating areas  where  a  transmitting  an- 
tenna may  be  located  to  serve  Harlan  in 
compliance  with  the  Commission's  Rules. 
WBBC  also  supplied  studies  indicating 
that  sites  are  available  for  Channel  288A 
at  Harlan,  which  are  challenged  in  Tal- 
botts  reply.  ^WBBC  says  it  will  conduct 


further  engineering  studies  to  insure  ex- 
cellent service  to  Blair  and  the  surround- 
ing area. 

4.  The  Commission  has  conducted  its 
uwn  engineering  studv  of  the  sites  sub- 
mitted for  both  Channel  288A  at  Harlan 
and  Channel  292A  at  Blair,  and  it  is  our 
finding  that  available  transmitter  sites 
exist  for  both  assignments  Antennas 
mav  be  elevated  from  ground  level  by 
means  of  a  supporting  tower  to  a  height 
which  can  provide  an  unobstructed  sig- 
nal propagation  path  to  all  p^ts  of  the 
cHv.  Moreover,  it  is  not  imperative  that 
a  line  of  sight  path  is  obtained  to  all 
parts  of  the  citv.  See  Richlands,  Virgiriia. 
42  F.C.C.  2d  727  (1973).  Channel  288A 
transmitter  sites  appear  to  be  available 
at  Harlan  which  would  not  be  suscepti- 
ble to  flooding  and  would  therefore  be 
accessible.  Topographv  of  the  area  indi- 
cates that  a  supporting  tower  and  guy- 
wires  are  capable  of  being  established, 
and  there  is  reason  to  believe  that  power 
can  be  supplied  The  assignm.ent  at  Blair 
requires  a  tran-smitter  site  10  5  kilo- 
meters (6.5  miles)  northeast  of  the  com- 
munity to  meet  the  Commission's  sepa- 
ration requirements,  and  we  are  satisfied 
that  such  a  site  is  reasonablv  available 
which  can  provide  the  requisite  city- 
grade  signal  coverage  to  all  of  Blair. 

5.  After  consideration  of  the  pleadings 
and  in  view  of  the  foregoing,  it  is  our 
conclusion  that  the  public  would  be  bene- 
fited by  new  FM  service  at  Harlan  and 
Blair.  A  discussion  of  their  respective 
needs  Is  contained  in  the  Further  Notice. 
Although  some  matters  in  connection 
with  these  assignments  are  not  ideal,  if 
we  did  not  assign  these  channels  it  would 
not  be  possible  to  provide  channels  for 
both  communities.  Talbott's  statements 
and  pleadings  implv  that  he  mav  be  un- 
willing to  proceed  with  an  application 
for  Channel  288.A  at  Harlan  However. 
It  is  still  our  conclu.'=ion  that  the  need 
for  a  first  local  FM  station  has  been  suf- 
ficientlv  .shown  at  Harlan,  and  therefore 
we  shall  proceed  with  the  assignment 
However,  if  no  interest  is  expressed  in 
constructing  a  station  on  this  channel 
bv  Talbott  or  anv  other  partv  within 
six  months  of  the  effective  date  of  this 
Order,  the  Commission  will  consider  de- 
leting the  channel  on  its  own  motion. 

6.  Accordingly,  it  is  ordered.  That,  ef- 
fective July  20.  1977.  the  FM  Table  of 
Assiemments  contained  in  5  73.202(b)  of 
the  Commission's  Rules  and  Regulations, 
is  amended,  insofar  as  the  communities 
named  below  are  concerned,  to  read  as 
follows : 

City  Channel  No 

Blair,    Nebr.. 292A 

Onawa.    Iowa 212.\ 

Cheroitee,    Iowa 221A 

SD«ncer,    Iowa 285A 

Harlan,    Iowa.. 288A 

7.  The  actions  herein  are  taken  pursu- 
ant to  authority  granted  in  Sections  4 
(i),  5<d)(l),  303  (g)  and  (d,  and  307(b» 
of  the  Communications  Act  of  1934.  as 
amended,  and  Section  0  281  of  the  Com- 
mi.sslon's  Rules  and  Regulations 

8.  No  reimbursement  will  be  ordered 
for  modification  at  Cherokee.  Iowa,  due 
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to  the  fart  that  the  construction  permit 
was  conditionally  granted  on  the  out- 
come of  this  proposal. 

9.  .Accordingly,  it  is  further  ordered 
That  pursuant  to  Section  316(a)  of  the 
Communications  Act  of  1934.  as  amend- 
ed, the  outstanding  construction  permit 
held  bv  C&H  Broadcasting  Inc.  for  Sta- 
tion KPHE-FM  at  Cherokee.  Iowa,  IS 
MODIFIED  effective  Julv  20.  1977,  to 
specifv  ooeration  on  Channel  221A  In 
lieu  of  272A.  subject  to  th*"  following 
conditions- 

(ai  At  least  30  davs  before  commencing 
operation  on  Channel  221A  the  permittee  of 
Station  KCHE-FM  shall  submit  to  the  Com- 
mission the  technical  information  normally 
requested  of  an  applicant; 

(b)  At  least  10  davs  orlor  to  commencing 
operation  on  Channel  221.\  the  permittee  of 
Station  KCHE-FM  shall  submit  the  measure- 
ment data  required  of  an  applicant  for  an 
F^I  broadcast  station  license;  and 

(c)  "Hie  permittee  of  Station  KCHE-FM 
shall  not  commence  operation  on  Channel 
221 A  without  prior  Commission  authoriza- 
tion. 

10.  It  is  directed.  That  the  Secretary 
of  the  Commi.<;'=ion  send  a  copy  of  this 
Report  ayid  Order  by  certified  mall,  re- 
turn receipt  requested,  to  C&H  Broad- 
casting. Inc.,  Station  KCHE-FM. 
Cherokee,  Iowa. 

11.  It  is  fur  her  ordered.  That  this 
proceeding  is  terminated. 

(Sees.  4.  303,  307    48  Stat  ,  as  amended.  1066 
1082,  1083;   47  US  C    154.  303,  307.) 

Federal  Communications 

Commission, 
Wallace  E.  Johnson, 
Chief.  Broadcast  Bureau. 

IFR  Doc. 77-16563  Filed  6-9-77:8:45  am) 


[Docket  No.  20782;  RM-25721 
PART  73— RADIO  BROADCAST  SERVICES 

HVI  Broadcast  Station  In  Augusta,  Maine; 
Changes  Made  in  Table  of  Assignments 

.AGENCY;       Federal      Communications 

Commission. 

ACTION;  Report  and  Order. 

SUMMARY;  This  action  assigns  a  third 
Cla.ss  A  FM  channel  to  Augusta.  Maine. 
Although  the  1970  population  (21,945), 
would  not  justify  a  third  assignment,  this 
in  effect  is  only  a  second  assignm.ent  as 
one  FM  channel  assigned  to  Augusta  is 
actually  used  in  Gardiner,  Maine, 
EFFECTIVE  DATE;  July  20,  1977, 

ADDRESS;     Federal     Communications 
Commission.  Wa.shington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

James    J.    Gross,    Broadcast   Bureau. 
202-632-7792 

SUPPLEMENT.ARY  INFORMATION: 
Adopted;  June  2.  1977. 
Released:  June  9,  1977, 

In  the  matter  of  amendment  of 
5  73.202'bi.  Table  of  assignments.  FM 
Broadcast  Stations.    'Augusta.  Maine'; 


report    and    order    (Proceeding    Termi- 
nated » . 

1.  The  Commis«ion  has  before  It  re- 
sponses to  the  Notice  of  Proposed  Rule- 
making, adopted  April  19.  1976,  41  FR 
17783.  inviting  comments  on  a  proposal 
bv  Ocean  Prooertles.  Inc  .  licensee  of  .AM 
Station  WRDO.  Augusta,  Maine,  to 
amend  the  FM  Table  of  .Assignments  by 
assigning  Channel  221.A  to  .Augusta  ■  1970 
pop.  21.945  > .  as  its  third  FM  assignment 

2.  Oppositions  were  filed  by  Capitol 
Communications,  Inc  ,  licensee  of  Sta- 
tions WFAU'AM'  and  WFAU-FM.  Au- 
gusta, and  .^benaki  Company,  licensee  of 
Stations  •WABK'AM'  and  WK.ME-FM. 
Gardiner.  Maine.-  The  opponents  allege 
that  the  economy  of  the  area  would  not 
sustain  another  broadcast  station  and 
that,  in  addition  to  the  local  services, 
there  are  a  number  of  services  available 
in  the  .Augusta  area  from  stations  lo- 
cated in  other  comm.unities 

3.  Both  Abenaki  and  Capitol  argue 
that  an  additional  FM  channel  at  .Au- 
gusta would  have  a  deleterioios  effect 
upon  the  existence  and  continuance  of 
the  stations  already  licensed  to  Augusta 
These  parties  claim  that  although  there 
is  much  retail  growth  in  .Augu.sta.  the 
companies  accounting  for  such  growth 
are  not  radio  advertisers,  and  that  Au- 
gusta cannot  support  an  additional  F^I 
.*;tation.  In  FM  channel  assignments,  the 
Commission  is  concerned  with  pubhc  in- 
terest factors,  and  not  the  private  finan- 
cial loss  of  an  existing  station.  Sanders 
Brothers  Radio  Station  v  FCC  .  309  US. 
470  (1940>;  Carroll  Broadcasting  Co  v. 
FCC.  258  F.  2d  440  'DC.  Cir  1958>. 
To  the  extent  that  public  interest  issues 
are  involved,  they  are  better  considered 
in  connection  with  an  application  for  a 
construction  permit  for  use  of  the  chan- 
nel. Adrian.  Michigan.  37  FCC.  2d  1021. 
1023  (1972'  Thus,  the  economic  argu- 
ments are  not  an  olistacle  to  the  pro- 
posed assignment, 

4.  Mid  New  York  Broadcasting  Corpo- 
ration, hcensee  of  Station  WMTW-TV, 
Poland  Springs.  Maine  ■  operating  from  a 
site  at  Mt.  Washington,  New  Hamp- 
shire*, asserts  that  the  proposed  opera- 
tion of  Channel  221A  might  caute  second 
harmonic  interference  to  its  TV  service 
In  the  Augusta  area  but  that,  if  the  FM 
antenna  site  were  to  be  l(x;ated  8  kilom.e- 
ters  (5  miles'  southeast  as  required  by 
the  Notice,  it  would  have  no  objection 
as  the  area  is  sparsely  populated 
WMTW-TV  recognizes  that  any  appli- 
cation would  contain  an  exact  descrip- 
tion of  the  proposed  transmitter  site  and 
objection  to  such  a  site  could  be  rai.sed 
Not  only  would  this  protect  WMTW-TV's 
opportunity  to  be  heard,  but  the  Com- 
mission in  "a  Public  Notice  (FCC  67-1012, 
released  Septemiber  1,  1967'  has  cau- 
tioned all  FM  permittees  of  possible  in- 
terference to  TV  reception  and  has  out- 
lined a  procedure  to  be  followed  bv  FM 
permittees.  Any  permittee  at  Augusta 
would  be  expected  to  follow  such  a  pro- 


cedure   Brazil   and   Rockvllle,   Indiana, 
43  FCC.  2d  650   (1973>. 

5.  In  proposing  the  a.ssignment.  the 
Notice  stated  that  the  preclusion  would 
occur  on  Channels  221A  and  222.  and 
that  there  are  communities  located  with- 
in the  precluded  areas  which  do  not  have 
a  local  broadcast  station  It  thus  re- 
quested the  petitioner  to  Identify  all 
available  FM  channels  that  could  be 
assigned  to  the  precluded  communities 
The  petitioner  has  shown  that  Channels 
224A.  257A.  296A  and  272.A  are  available 
for  assit-nment  to  Waldoboro.  Camden. 
Thomaston  and  Rockland.  Maine. 
resoectively 

6  Under  the  Commission's  established 
FM  assignm.ent  criteria,  communities 
with  populations  under  50.000  are  nor- 
mally entitled  to  one  or  two  FM  chan- 
nels.' Arguments  have  been  made  con- 
cerning whether  an  exception  is  justified 
at  Augusta,  but  we  do  not  need  to  resolve 
that  question  here.  In  view  of  the  fact 
that  one  of  Augtista  s  assignments  is  uti- 
lized at  Gardiner  (1970  pop  6.685'  under 
FCC  Rule  73  203,  we  consider  Augusta  to 
efTectively  have  only  one  FM  channel 
at  this  time.  Under  such  circumstances, 
we  find  that  another  assignment  is  war- 
ranted Although  this  assignment  would 
result  in  intermixture  of  the  Class  A 
and  Class  B  channels  at  Augusta,  no 
other  Class  B  channel  is  available,  and 
petitioner  is  willing  to  anply  for  the 
Cla'^s  A  assignment.  On  this  basis  we 
shall  allow  the  intermixture. 

7.  We  find  that  the  population,  govem- 
m.ent,  and  economics  of  Augusta  justify 
a  second  service  l(X^ated  in  that  commu- 
nity. The  objections  of  the  opponents 
have  t>een  considered,  and  we  have  con- 
cluded that,  under  the  circumstances, 
they  are  not  obstacles  to  making  this  as- 
signment.' 

8.  Accordingly,  it  is  ordered.  That  ef- 
fective Julv  20.  1977,  the  FM  Table  of 
A.ssignments,  Section  73.202 'b'  of  the 
Commission's  Rules,  is  amended.  Insofar 
as  the  community  listed  below  is  con- 
cerned to  read  as  follows ; 

City  and  Channel  No  — AugusU.  Maine 
221A    267.  282 

9  Authority  for  the  action  takejj  here- 
in is  contained  in  Sections  4(1) ,  5(d''  '1>, 
303  (g>  and  in  ,  and  307(b)  of  the  Com- 
munications Act  of  1934,  as  amended. 
and  Section  0  281(b)  (6)  of  the  Commis- 
sion's Rules  and  Regulations. 

10.  /( is  further  ordered.  That  this  pro- 
ceeding is  terminated. 
Pecs   4,  303.  307.  48  Stat  .  as  amended,  1066, 
1092.  1083;   47  U.S.C    154.  303,  307.) 

Federal  Communications 

Commission, 
Wallace  E.  Johnson, 
Chief,  Broadcast  Bureau. 

IFR  Doc  77-16564  Piled  6-9-77,8  45  am] 


'  Class  B  Channel  282  is  assigned  to  the 
city  of  Augusta,  but  is  being  used  by  WKME- 
FM  at  Gardiner,  located  approximately  5 
miles  south  of  Augusta 


:  Further  Notice  of  Pronosed  Rulemaking, 
Docket  14185.  para   4:  FCC  62-«67   (1962). 

•The  transmitter  site  for  Channel  221A 
must  be  located  at  least  8  kilometers  .5 
miles)  southeast  of  Augusta  Canadian  ap- 
proval for  this  assignment  has  been  obtained. 
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Title  50 — Wildlife  and  Fisheries 

CHAPTER  VI — FISHERY  CONSERVATION 
AND  MANAGEMENT  NATIONAL  OCE- 
ANIC AND  ATMOSPHERIC  ADMINISTRA 
TION,  DEPARTMENT  OF  COMMERCE 

PART  651— HADDOCK    COD.  YELLOWTAIL 
FLOUNDER 

Final  Regulations 

AGENCTk';  NrtUoiml  Oceanic  and  Atmos- 
pheric Administration.  Commerce 

ACTION:  Pinal  regulations. 

SUMMARY  National  Oceanic  and  At- 
mospheric Administration  publishes  final 
1977  regulations  for  haddock,  cod.  yel- 
lowtail  flounder  as  recommended  by  the 
New  England  Fishery  Management 
Council  in  sunport  of  its  fLshery  manage- 
ment plan.  These  regulations  set  forth 
catch  quotas,  size  limits,  closed  seasons 
and  areas,  landing  restrictionr,  reporting 
requirements,  etc 
EFTT:cnT\,'E  DATE :  June  13  1977 

FOR  FURTHER  INFORMATION  CON- 

T.ACT: 

Mr.  William  G  Gordon  Regional  Di- 
rector. Northea.st  Region.  National 
Marine  Fisheries  Service.  14  Elm 
Street.  Gloucester.  Massachusetts 
01930,617-281-3600 

SUPPLEMENTARY  INFORMATION: 
On  April  29.  1977  i42  FR  21784>  the 
Secretary  extended  the  emergency  reg- 
ulations for  haddock,  cod.  yellowtail 
flounder  i  published  March  14,  1977:  42 
FR  13998'  for  an  additional  45  days, 
ending  on  June  12.  1977.  Under  section 
305' a  I  of  the  Fishei-y  Conservation  and 
Management  Act  of  1976.  the  Secretary 
may  now  promulgate  final  regulations 
This  additional  time  provided  the  New 
England  Fishery  Management  Council 
the  opportunity  to  carefully  review  its 
fishery  management  plan  relative  to  had- 
dock, cod.  yellowtail  flounder.  Following 
several  meetings,  the  Council  recom- 
mended modifications  to  the  emergency 
regulations  which  have  been  incorpo- 
rated in  these  final  regulations.  The 
Council  recommended  quarterlv  quotas 
for  yeitowtail  flounder  which  do  not  alter 
thp  total  annual  quota.  ITie  recreational 
cod  fishery  quota  has  been  deleted  until 
additional  catch  data  becomes  available 
However,  estimates  based  on  available 
dnta  will  be  used  in  determining  the  opti- 
mum yield.  In  an  effort  to  obtain  catch 
data  from  the  recreational  fishery,  the 
Council  recommended  that  for  vessels 
less  than  100  gross  tons  which  carry  pas- 
sengers for  hire,  the  owner  shall  main- 
tain a  logbook.  Tlie  Council  also  recom- 
mended a  limited  retention  of  undersized 
cod  and  or  haddock  caught  by  recrea- 
tional fishermen  The  Council  further 
recommended  that  U.S.  fishing  vessels 
which  take  haddock,  cod.  or  yellowtail 
flounder  must  display  proper  identifying 
markings  of  a  size  proportional  to  the 
size  of  the  vessel  Other  editorial  changes 
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were  made  to  improve  readability  arid 

understanding  of  these  regulations. 

Dated:  Washington,  DC.  June  7,  1977. 

WiNFRED  H.  MEIBOHM. 

Associate  Director.  National 
Marine  Fisheriet  Service 

Sec 

65 11  Purpase. 

651  2  Definitions 

651.3  Catch  quota 

651.4  Size  restrictions 
651-5  Closed  area.s. 
651.6  Gear  restrictions 
651  7  Landing  restrictions 
651  8  Close  seasons 

651  9  Reports  and  record.s 

"iSl.lO  Licensing  provisions 

651.11  Vessel  identification 

651.12  Special  exemptions. 

AtrrnoRlTY     16U.SC   1801-18S2 
§  651.1       Purpose. 

Regulations  of  this  section  shall  apply 
to  domestic  fishermen  who  take  haddock 
i  Mclanogrammus  aeglefinus>  cod — 
<Gadus  morhuat  and  yellowtail  flounder 
iLimanda  ferruginea)  beginning  March 
1.  1977.  in  that  portion  of  the  Atlantic 
Ocean  in  which  the  United  States  exer- 
cises exclusive  fishery  management  au- 
thority. 

§  651.2      Di-firiilions. 

Act— Means  the  Fishery  Conservation 
and  Management  Act  of  1976,  Pub.  L.  94- 
265.  16  U.S.C.  1801-1882. 

Authorized  official— Means: 

(a  I  Any  commissioned,  warrant  or 
petty  officer  of  the  Coast  Guard; 

ibi  Any  enforcement  agent  of  the  Na- 
tional Marine  Fisheries  Service: 

I  c  I  Any  officer  desicnated  by  the  head 
of  any  Federal  or  State  agency  which 
has  entered  into  an  agreement  with  the 
Secretary  or  the  Commandant  of  the 
Coast  Guard  to  enforce  the  provLsions  of 
the  Act;  or 

idi  Any  Coast  Guard  persomiel  ac- 
companying and  acting  under  the  direc- 
tion of  any  person  described  in  subpara- 
graph (1>  of  this  paragraph. 

By-catch — Means  any  catch  of  fish 
that  is  not  a  primary  species  being  fished 
for.  irrespective  of  the  amount  actually 
caught. 

Closed-season — Means  that  time  dur- 
ing which  species  shall  not  be  taken  in 
quantities  exceeding  the  amounts  au- 
thorized as  a  by-catch. 

Cod  end— Means  the  bag-like  exten- 
sion attached  to  the  after  end  of  the 
belly  end  of  the  trawl  net  and  used  to 
retain  the  catch. 

Commercial  catch — Means  fish  caught 
by  any  methods  other  than  rod  and  reel. 

Directed  fishing — means  the  primary 
species  fished  for. 

Director — Means  the  Director.  Na- 
tional Marine  Fisheries  Service  or  his 
designee. 

Domestic  fisherman — Means  a  person 
fishing  from  a  vessel  of  the  United  States. 

Fish — Mean  finfish,  mollusks,  crusta- 
ceans, and  all  other  forms  of  marine  ani- 


mal and  plant  life  other  than  marine 
mammals,  birds  and  highly  migratory 
species. 

Fishery  conservation  zone  i  FCZ '  — 
Means  the  zone  contiguous  to  the  terri- 
torial sea  of  the  United  States,  the  inner 
boundary  of  which  is  a  line  coteiTninous 
with  the  seaward  boundary  of  each  of 
the  costal  states  and  the  outer  boundary 
of  which  is  a  line  drawn  in  such  a  man- 
ner that  each  point  on  it  is  200  nautical 
miles  from  the  baseline  from  which  the 
territorial  sea  is  measured 

Fishing  means — 'ai  The  catching,  tak- 
ing or  harvesting  of  fish ; 

<b>  The  attempted  catching  takinsj  or 
harvesting  of  fish; 

(CI  Any  other  activity  whch  can  rea- 
sonably be  expected  to  result  in  the 
catching,  taking  or  harvesting  of  fish  or; 

<d)  Any  operations  at  sea  m  support 
of,  or  in  preparation  for.  any  activity  de- 
scribed above. 

The  term  "fishing"  does  not  include  any 
scientific  research  activity  which  is  con- 
ducted by  a  scientific  research  vessel. 

Pishing  vessel — Means  any  vessel,  boat 
ship,  or  other  craft  which  is  u.sed  for. 
equipped  to  be  used  for.  or  of  a  type 
which  is  normally  used  for 

(a>  Fishing;  or 

(bi  Aiding  or  assisting  one  or  more 
vessels  at  sea  in  the  performance  of  any 
activity  relating  to  fishing,  including,  but 
not  limited  to,  preparation,  supply,  stor- 
age, refrigeration,  transportation,  or 
processing. 

Foreign  fishing — means  fishing  by  a 
vessel  other  than  a  vessel  of  the  United 
States. 

Foreign  fishing  vessel — Means  any  ves- 
sel other  than  a  vessel  of  the  United 
States. 

Gulf  of  Maine — Means  that  portion  of 
the  fishery  conservation  zone  north  of 
42°20'  North  latitude. 

Mesh  Size — Means  any  part  of  the  net. 
the  average  of  the  measurements  of  any 
20  consecutive  meshes  in  any  row  lo- 
cated at  least  10  meshes  from  lacings 
measured  when  wet  after  use. 

Open  season — Means  that  time  during 
which  species  may  lawfully  be  harvested 
and  taken  on  board  a  fishing  vessel  with- 
out limitation  of  the  quantitv  per.Tiitted 
to  be  retained  during  each  fishing  voyage 

Recreational  catch— Means  fish  caught 
by  rod  and  reel. 

Regional  director — Means  the  Re- 
gional Director.  Northeast  Region,  Na- 
tional Marine  Fisheries  Service,  Federal 
Building,  14  Elm  Street.  Gloucester.  MA 
01930.  Telephone  617-281-3600. 

Secretary — Means  tlae  Secretary  of 
Commerce  or  hi.-  designee. 

Trawl  net — Means  any  large  bag  net 
dragged  in  the  sea  by  a  vessel  or  vessels 
for  the  purpose  of  fishing. 

Trip — Means  a  departure  from  pwrt. 
transit  to  the  fishing  grounds:  fishing, 
including  any  by-catch  fishing :  and  dis- 
charge of  any  part  of  the  catch  on  board 

Vessel  of  the  United  States— Means 
any  vessel  documented  under  the  laws  of 
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the  United  States  or  registered  under  the 
laws  of  any  State. 

§631.3      Catch  quota. 

'at  Catch  quotas  for  1977  for  licensed 
vessels  imder  the  jurisdiction  of  the 
United  States  for  haddock,  cod,  and  yel- 
lowtail Rounder  are  as  follows: 

<1»  Haddock.  Commercial  and  recrea- 
tional catch— 6,200^  (13,700.000)  ». 
Tliis  quota  is  a  by-catch  quota  which 
may  be  taken  by  domestic  fishermen. 
There  will  be  no  directed  fishery  for 
haddock. 

'2>  Cod. 


GuUof  Maine 


Ar(>aolhpr  than 
Gulf  of  Maiiii* 


Comnn^ri-ial  catrli. 


< :,.  iMK) 

(ll,O(K),0OO) 


'  JI.OOO 
■  (44.  KH'.WIO) 


'  Mptrio  tons. 

-'  Fiitirpsin  paroiilh«H.sarefiuotascjprpsse<l  in  pounds 
rounded  lo  the  nearest  lOO.lTOil. 

This  quota  is  a  directed  fishery  quota. 
(3>  Yelloictail  flounder. 


East  o( 
6t)°  West 
lonpilude 


W  est  o( 
fi(>-  West 
loneitude 


Cimiinercial  and  recrea- 

tionalcatch "  10,O(»  '  4.ono 

'  !  (23,000,000)    -  (8.8J0.0»)O) 


'  Motiio  tons. 

•  Fieures  in  parent hesis  are  ciuotasexpres-sed  in  pound* 
rounded  lo  the  nearest  lOO.aw. 

(i»  There  will  be  no  directed  fishery 
for  yellowtail  flounder  west  of  69  00'  W. 
long.  The  specified  yellowtail  flounder 
quota  for  the  area  west  of  69  00'  W. 
long.  IS  a  by-catch  quota  that  may  be 
taken  by  domestic  fishermen  as  provided 
m  §  651.7<b) . 

'ii)  A  directed  fishery  may  be  con- 
ducted for  yellowtail  flounder  in  the  area 
east  of  69  00  W.  long.  The  quota  tor 
yellowtail  flounder  east  of  69'  W.  long 
shall  not  exceed  10,000  metric  tons  and 
shall  be  allocated  by  quarters  as  follows: 


Quarter 


Catch  quota 
MT 


Expected 

accumulated 

catch 


Jan.  1  to  Mar.  31.... 

1.500 

L.'Wi 

.\pr.  1  to  June  30... 

2,  .TOO 

4.000 

July  1  10  Sept.  SI... 

3,  .500 

7.  :"iOO 

Oft.  1  to  Dec.  31. 

2.:.oo 

in.m.m 

(bi  The  Director  may  adjust  the 
quarterly  increments  of  yellowtail 
flounder  by  publication  of  a  notice  in  the 
Federal  Register. 

§651.4      .Size  rr.slriclion. 

(a)  It  shall  be  imlawlul  to  take  or 
possess  haddock  in  a  length  less  than  16 
inches  i406  .mm'  or  cod  in  a  length  less 
than  16  mches  i  406  mmi  both  measured 
f.'-om  the  tip  of  the  snout  to  the  end  of 
the  tail.  Total  length  shall  be  measured 
on  a  line  parallel  to  the  longitudinal  axis 


'  Metric  tons. 

=  Fieures  In  pareuthesLs  are  quotas  ex- 
pressei  in  pounds  rounded  to  the  nearest 
one  hundred  thousana. 


of  the  fish.  Provided,  however.  Commer- 
cial fishing  vessels  may  have  on  board 
up  to  a  maximum  of  10  percent  by  weight 
of  each  species  aboard  of  fish  that  are 
less  than  the  .minimum  size  Prox-xded. 
also.  That  recreational  fishing  vessels 
may  have  on  board  not  more  than  two 
codfish  and  or  haddock  per  angler  per 
trip  less  than  the  minimum  size. 

(b)  It  shall  be  the  responsibility  of 
masters  of  vessels  taking  cod  and  had- 
dock in  the  FCZ  to  ensure  compliance 
with  this  size  restriction  by  their  crew, 
naying  passengers,  or  other  persons  on 
board. 

(c)  Under  the  provision  of  5$  651.9ib' 
lit  and  '2i  and  651.10ia)  (V  and  '2i. 
masters  of  vessels  may  be  required  to 
maintain  logs  recording  the  oercent  of 
their  catch  of  cod  and  haddock  which  is 
less  than  the  minimum  legal  size 

§651.5      Closrd  arras. 

I  a)  It  shall  be  unlawful  to  use  fishing 
gear  other  than  pelagic  fishing  gear  (i.e. 
purse  seines  or  true  midwater  trawls 
using  midwater  trawl  doors  incapable  of 
being  fished  on  the  bottom*  during 
March.  April,  and  May  in  areas  bounued 
by  straight  lines  connecting  the  follow- 
ing coordinates  in  the  order  listed. 

(1)  69'55'  W..  42n0'  W.:  69-10'  W.. 
41  =  10'  N.;  68'30'  W.,  4r35'  N.;  68  45'  W.. 
41 '^SO'  N.:  69-'00'  W..  4r50'  N. 

(2>  67  =  00'  W..  42^20'  N.;  67-00'  W.. 
4ri5'  N.;  65°40'  W..  4n5'  N.;  65°40'  W.. 
4200'  N.;  66  00'  W..  42^20'  N. 

(b»  The  provisions  of  paragraph  la' 
of  this  section  shall  not  apply : 

(1 )  To  vessels  that  fish  in  area  <  1 ' 
with  hooks  having  a  gape  of  not  less  than 
1.18  inches  (3  cm.)  : 

(2)  To  vessels  tliat  fish  in  either  area 
il>  or  (21  or  both  with: 

(ii  Pot  gear  designed  to  take  lobster, 
or 

(ii)  Dredges  designed  to  take  scallops 
(C)  It  shall  be  unlawful  for  any  person 
fishing  in  the  above  areas  to  attach  any 
protective  device  to  pelagic  fishing  pear 
or  to  e.mploying  any  means  that  would, 
in  effect,  make  it  possible  to  fish  for 
demersal  species. 

§651.6      Gear  rr<.trirtion>. 

(a)  For  directed  fisheries  for  cod  and 
yellowtail  flounder,  a  mesh  size  restric- 
tion for  trawl  nets  is  applicable  It  shall 
be  unlawful  to  take  these  species  m  nets 
having,  in  any  part  of  the  net  other  than 
the  cod  end.  meshes  of  dimensions  less 
than  4' 2  inches  (114  mm',  and  having, 
in  the  cod  end  of  the  nets,  meshes  of 
dimensions  less  than  S's  inches  (130 
mm) .  These  mesh  sizes  relate  t-o  netting 
when  measured  wet  after  use. 

(b)  Mesh  sizes  are  measured  by  a  flat 
wedge-shaped  gauge  having  a  taper  of  2 
centimeters  in  8  centimeters  and  a  thick- 
ness of  2.3  millimeters,  inserted  into  the 
meshes  under  a  pressure  or  pull  of  5 
kilograms.  The  mesh  size  of  a  net  shall 
be  taken  to  be  the  average  of  the  meas- 
urements of  any  series  of  twenty  con- 
secutive meshes,  at  least  ten  meshes 
from  the  landmgs,  and  when  measured 
in  the  cod  end  of  the  net  begmnmg  at  the 


after  end  and  running  parallel  to  the 
lonp  axis. 

'c  I  This  mesh  size  regulation  will  not 
apply  to  vessels  Uaking  haddock,  cod  or 
yellowtail  flounder  as  by-catch  so  long 
as  such  vessels  do  not  have  on  board 
I  either  at  sea  or  at  the  time  of  off- 
loading* cod.  haddock,  or  yellowtail 
flounder  in  amounts  in  excess  of  5.510 
pounds  '2.5  metric  tonsi  for  each  species 
or  10  percent  by  weight  of  all  fish  on 
board  such  vessel  for  each  species. 
whichever  is  greater. 

(d^  It  shall  be  unlawful  for  any  per- 
son to  attach  any  device  or  use  any 
method  that  would  diminish  the  effect  of 
the  mesh  sizes  authorized  in  paragraph 
lai  of  this  section. 

§651.7       I  iitxlin-:  r<-«Irirtions. 

(a)  It  shall  be  unlawful  for  any  person 
or  vessel  to  land  more  than  5.000  pounds 
1 2.3  metric  tons)  of  yellowtail  flounder 
for  each  crew  member  on  board  up  to  a 
maximum  of  25.000  pounds  (11.34  metric 
tons>  of  yellowtail  flounder,  per  trip, 
from  the  waters  east  of  69  OO'W.  long 

(b>  It  shall  be  unlawful  for  any  per- 
son or  ves.sel  to  land  more  than  5.510 
pounds  i2  5  metric  tons)  of  yellowtail 
flounder  or  10  percent  by  weight  of  all 
other  fish  on  board,  per  trip,  whichever 
is  greater  from  the  waters  west  of  69-00' 
W.  long. 

(c>  It  shall  be  unlawful  for  any  person 
or  ves-sel  to  land  more  than  5.510  pounds 
(2.5  metric  tons>  of  haddock  or  10  per- 
cent by  weight  of  all  other  fish  on  board, 
per  trip,  whichever  is  greater,  except 
that  if  a  vessel  owner  has  entered  into  an 
Optional  Settlement  Agreement  with  the 
Regional  Director  then  such  person  or 
vessel  may  land  5.510  pomids  (2.5  metric 
tons>  of  haddock  or  20  percent  by  weight 
of  all  other  fish  on  board,  per  trip,  which- 
ever is  greater,  up  to  such  time  as  the 
estimated  by-catch  of  haddock  reaches 
80  percent  of  the  total  allowable  haddock 
by -catch  quota.  After  that  time,  it  shall 
be  unlawful  for  any  person  or  vessel  to 
land  more  than  5.510  pounds  (2.5  metric 
tons*  of  haddock  or  10  percent  by  weight 
of  all  other  fish  on  board,  per  trip,  which- 
ever is  greater. 

(d)  \VhtTi  the  accumulative  and  esti- 
mated by -catch  of  yellowtail  flounder  i  in 
the  area  west  of  69  OO'W.  long.)  or 
haddock  reaches  80  percent  of  the  allow- 
able by-catch  quota,  the  Director  may 
reduce  the  authorized  landing  restric- 
tions of  5.510  pounds  (2.5  metric  tons) 
for  that  species  so  that  the  allowable 
by-catch  quota  for  that  species  is  not 
exceeded. 


R  651.8      Closed  season*. 

(a>  The  Director  shall  announce  the 
closure  of  the  season  for  any  species  by 
publication  of  a  notice  in  the  Federal 
Register  specifying  the  time  and  date 
for  the  termination  of  a  directed  fishery 
for  any  species.  The  closure  is  deter- 
mmed  in  the  following  manner: 

(1)  The  National  Marine  Fisheries 
Service  maintains  records  of  the  catches 
of  each  species  during  the  open  season 
by  vessels  participating  in  the  fishery 
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'2>  When  the  accumulative  and  esti- 
mated prospective  catch  of  cod.  or  yel- 
lowtail  flounder,  making  allowance  for 
the  incidental  catch  for  the  remainder 
of  the  year  equals  100  percent  of  the 
quota  for  that  species  the  Director  shall 
publish  a  notice  in  the  F'ederal  Register 
terminating  the  directed  fishery  for  that 
species. 

13)  When  the  accumulative  and  esti- 
mated by-catch  of  haddock,  or  yellowtail 
flounder  in  the  area  west  of  69  00'  W. 
long,  reaches  100  percent  of  the  allowable 
by-catch  quota,  the  Director  shall  pub- 
lish a  notice  in  the  Federal  Register  ter- 
mmating  the  taking  of  any  haddock  or 
yellowtail  flounder  in  the  area  west  of 
69  =  00'  W.  long 

§  651.9       Report*  aiiii  rti  oriJy. 

<a)  Dealers,  tl)  All  persons,  individ- 
uals, firms  or  corporations,  at  any  port  or 
place  within  the  United  States,  that  buy 
from  U.S.  flag  vessels  or  from  a  carrier 
licensed  as  a  common  carrier,  engaged  in 
either  interstate  or  intrastate  commerce, 
any  haddock,  cod.  or  yellowtail  flounder 
taken  by  any  fishing  vessel,  shall  make 
and  shall  furnish  to  an  authorized  officer 
of  the  National  Marine  Fisheries  Service, 
within  72  hours  after  buying  or  receiv- 
ing, or  upon  the  vessel's  return  to  any 
port  of  the  United  States,  a  complete 
record  of  each  purchase,  on  forms  sup- 
plied by  the  Regional  Director,  National 
Marine  Fisheries  Service. 

<2'  All  persons  purchasing  or  receiv- 
ing any  haddock,  cod.  or  yellow  tail  floun- 
der for  transport  to  any  port  of  the 
United  States  must  maintain  records 
identical  to  those  required  under  para- 
graph <a)  (1>  of  this  section. 

<3>  The  po.ssession  by  any  person,  firm 
or  corporation  of  haddock,  cod,  or  yel- 
lowtail flounder  which  such  person,  firm, 
or  corporation  knows  to  have  been  taken 
by  a  vessel  of  the  United  States  -.vithout 
a  vahd  license,  is  prohibited. 

lb  I  Owner  or  master.  1 1 1  In  the  case 
of  a  vessel  licensed  under  §  651  10  and 
taking  for  any  haddock,  cod,  or  yel- 
lowtail flounder,  the  owner  or  master  of 
vessels  of  100  gross  tons  or  more  must 
maintain  an  accurate  log  of  fishing  op- 
erations showing  date,  type,  and  size  of 
gear  used,  locality  fished,  duration  of 
fishing  time,  length  of  tow.  time  of  gear 
set,  etc..  and  the  estimated  weight  in 
pounds  of  each  specie.-^  taken  at  12-hour 
intervaLs.  Such  logbooks  shall  be  avail- 
able for  inspection  by  an  authorized  offi- 
cial. The  logbook  shall  be  presented  for 
examination  and  subsequent  return  to 
the  master  or  owner  of  the  vessel  upon 
proper  demand  by  an  authorized  official 
at  any  time  during  or  at  the  completion 
of  a  fishing  tr;p  Such  required  documen- 
tation will  be  maintained  by  the  owner 
or  master  of  the  vessel  for  one  year  sub- 
sequent to  the  date  of  the  last  entry  in 
the  logbook 

<2)  In  the  case  of  vessels  of  le.ss  than 
100  gross  tons  licensed  under  5  65110 
taking  haddock,  cod.  or  yellowtail  floun- 
der, the  owner  or  master  mav  be  re- 
quired to  maintain  the  logbook  for  sam- 
pling purposes  at  the  option  of  an  au- 
thorized official  of  the  United  States 


3  '  In  the  case  of  vessels  of  less  than 
100  gross  tons,  licensed  under  §  651.10 
and  carrying  passengers  for  hire,  the 
owner  or  master  shall  maintain  the  log- 
book The  logbook  shall  contain  a  fac- 
tual record  on  a  daily  basis  of  the  number 
of  crew  and  passengers  fishing,  the  loca- 
tion <by  geographical  or  loran  coordi- 
nates! fished,  and  the  total  daily  catch 
recorded  by  the  approximate  number 
and  weight  of  haddock,  cod,  or  yellowtail 
flounder  The  logbook  shall  record  the 
numbers  of  haddock  and  cod  of  less  than 
minimum  legal  size  caught  and  retained 
on  the  vessel. 

(ci  In  the  case  of  vessels  desiring  to 
fish  for  species  other  than  cod.  or  yellow- 
tail flounder  on  a  trip  basis,  no  reports 
are  required  of  the  owner  or  master. 

§  6,'>  1.10      I.icensinp  provisions. 

I  a  1  Any  ves.sel  desiring  to: 

1 1 1  Take  any  haddock,  cod,  or  yellow- 
tail flounder  within  the  FCZ,  or 

1 2  I  Transport,  or  deliver  for  sale,  any 
haddock,  cod,  or  yellowtail  flounder 
taken  within  the  FCZ  must  obtain  a 
license  for  that  purpose. 

I  b  <  The  owner  or  operator  of  a  vessel 
may  obtain  the  appropriate  license  by 
furnishing  on  the  registration  form  pro- 
vided by  the  National  Marine  Fisheries 
Service  information  specifying  the  names 
and  addresses  of  the  vessel  owner  and 
master,  the  name  of  the  vessel,  offi- 
cial number,  directed  fishery  or  fisheries, 
fish  hold  capacity  ito  the  nearest  100 
pounds* ,  and  the  homeport  of  the  vessel. 
The  registration  form  shall  be  submit* 
ted,  in  duplicate,  to  the  Regional  Direc- 
tor. National  Marine  Fisheries  Service. 
Gloucester,  Massachusetts  01930.  who 
shall  issue  the  requested  license,  with- 
out fee,  for  an  indefinite  term,  such  term 
to  include  the  calendar  year  in  which 
the  license  is  issued.  New  licenses  will  be 
issued  to  replace  lost  or  mutilated  li- 
censes A  license  shall  expire  whenever 
\es,sel  ownership  changes,  or  when  the 
ow  ner  or  the  master  of  the  vessel  changes 
the  directed  fishery  or  fisheries  of  such 
vessel.  Application  for  new  license,  be- 
cause of  a  change  in  vessel  ownership 
'Which  shall  include  the  names  and  ad- 
dresses of  both  the  purchaser  and  seller 
and  be  submitted  by  the  purchaser* ,  a 
change  in  the  directed  fishery  or  fisher- 
ies of  the  vessel,  or  the  removal  of  a  ves- 
sel from  the  directed  fisheries  for  cod  or 
yellowtail  flounder  must  be  filed  with 
the  Regional  Director  no  later  than  10 
days  following  the  change  on  a  form 
provided  by  the  Regional  Director 

'  c  '  The  license  issued  by  the  National 
Murine  Fisheries  Service  must  be  ear- 
ned, at  all  times,  on  board  the  vessel  for 
which  it  is  issued  and  such  license,  the 
vessel,  its  gear  and  equipment  and  catch 
shall  be  subject  to  inspection,  at  reason- 
able times,  by  an  authorized  official. 

idi  Licenses  issued  under  this  part 
may  be  revoked  by  the  Regional  Director 
for  violations  of  this  part. 

i;  f>.'>l.l  1       Vessel  identifiralion. 

I  a)  Each  fishing  vessel  shall  display 
its  official  number  on  the  deckhouse  or 


hull,  and  on  an  appropriate  weather 
deck. 

(b)  The  identifying  markings  shall  be 
permanently  afRxed  to  the  vessel  m  con- 
trasting block  Arabic  numerals  at  least 
3  ft.  <0.9144  mtrs.)  for  vessels  over  100 
ft.  (30.48  mtrs.)  in  length:  18  inches 
f45.72  CM)  for  vessels  over  65  ft.  (19- 
812  mtrs.)  but  less  than  100  ft  '30  48 
mtrs.)  in  length:  and  at  least  10  inches 
(25.4  CM)  in  height  for  all  other  vessels. 

(c)  The  length  of  vessels  shall  be  as 
determined  by  official  Admeasurement  as 
reflected  by  US  Coast  Guard  records 
The  official  number  is  that  number  is- 
sued by  the  US  Coast  Guard  associated 
with  the  documentation  of  the  fishing 
vessel  or  the  official  number  issued  by  a 
State  or  the  US  Coast  Guard  for  un- 
documented vessels 

(d)  The  operator  of  each  vessel  shall: 
(1)     Keep    the    identifying    markings 

clearly  legible  and  in  good  repair;  and 

(2>  Insure  that  no  part  of  the  vessel. 
its  rigging  or  its  fishing  gear  obstructs 
the  view  of  the  markings  from  an  en- 
forcement vessel  or  aircraft. 

(e)  Fishing  vessel  means  any  boat, 
ship,  or  other  craft  which  is  used  for, 
equipped  to  be  used  for.  or  of  a  type 
which  normally  used  for.  fishing,  except 
for  a  scientific  research  vessel  For  the 
purposes  of  this  regulation,  fishing  ves- 
sel includes  vessels  carrying  fishing  par- 
ties on  a  per  capita  basis  or  by  charter. 

§  651.12      Special  exemptions. 

Notwithstanding  §651.6^2).  a  person 
may  enter  into  an  optional  settlement 
agreement  with  the  Regional  Director 
setting  forth  an  additional  m.ethod  com- 
puting the  amount  of  haddock,  cod.  or 
yellowtail  flounder  that  can  be  in  posses- 
sion as  a  by-catch.  A  form  of  such  agree- 
ment is  attached  to  these  regulations  as 
Appendix  A. 

Appendix  .A 

OPTIONAL    SETTLEMENT    ACREE.MENT    FORM 

This   agreement   Is   entered    Into   between 

the  United  States  Government  and  

(hereinafter  "the  owner"), 

owner  of  vessel of- 
ficial number (hereinafter  "the 

vessel"),  operating  In  the  groundflsheries  In 
that  part  of  the  Atlantic  Ocean  over  which 
the  United  States  exercises  exclusive  fishery 
management  authority  (hereinafter  settle- 
ment   area").    This    agreement    covers    the 

following   species:    

(hereinafter    "settlement    fish") 

The  purpose  of  this  agreement  is  to  pro- 
vide for  the  settlement  of  cases  involving 
violations  of  the  Fishery  Conservation  and 
Management  Act  of  1976.  and  In  particular 
violations  set  forth  in  50  CFR _.  re- 
garding regulations  governing  the  taking  of 
settlement  flsh  in  the  settlement  area  The 
purpose  of  this  settlement  agreement  is  also 
to  assure  compliance  with  the  principles  of 
the  Fishery  Conservation  and  Management 
Act  of  1976  to  take  required  steps  for  the 
development,  advancement,  management. 
conservation,  and  protection  of  the  fisheries 
resources  of  the  United  States  The  parties 
to  this  agreement  agree  as  follows : 

1.  This  agreement  shall   cover  the  period 

commencing  on  -_ 

and   continuing   for   a   period   of   days 

and  terminating  on  Settle- 
ment under  the  provisions  of 

shall  take  place  within  ten  (10) 
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days  of  the  conclusion  of  each  quarter  or 
period  if  otherwise  stated. 

2  The  owner  agrees  that  the  master  or 
other  person  in  charge  of  the  vessel  shall 
maintain  ai^  accurate  log  of  the  fishing 
operations  of  the  vessel,  showing  the  date, 
type,  and  size  of  gear  used,  locality  fished, 
duration  of  fishing,  time  of  tow.  and  the 
estimated  weight  of  each  species  taken  at 
12-hour  intervals.  For  the  purpose  of  provid- 
ing information  useful  in  the  implementa- 
tion of  the  agreem.ent,  the  log  book  shall 
be  made  available  for  inspection  and  copy- 
ing by  an  authorized  official  of  the  National 
Marine  Fisheries  Service  within  48  hours  of 
completion  of  each  fishing  voyace  condXacted 
by  the  vessel  during  the  period  set  forth  In 
paragraph  1. 

3.  The  owner  shall  also  notify  the  Regional 
Director  In  writing,  within  48  hours  of  the 
sale  of  the  catch  of  the  vessel,  of  the  total 
quantity  of  fish  landed  and  the  gross  sales 
price  and  the  quantity  of  settlement  fish 
landed  and  the  total  price  received  for  such 
settlement  sheet  which  accurately  reflects 
the  selling  price  of  the  catch  and  each 
species  (to  the  extent  species  are  separately 
sold)   and  the  distribution  thereof 

4.  (a)  In  the  event  that  the  quantity  of 
settlement  flsh  taken  on  a  trip  exceeds  10 
percent  (the  quantity  permitted),  the  owner 
shall  deposit  with  the  Regional  Director  a 
sum  representing  20  percent  of  the  value  to 
the  owner  of  the  excess  settlement  flsh  over 
that  amount  permitted 

ibi  The  value  to  the  owner  of  excess 
settlement  fish  on  each  voyage  during  the 
period   shall    be   computed    by   determining 

the  value  of  the taken  in  excess 

of  the  amount  permitted  by  paragraph  4 
on  the  basis  of  the  average  price  received 
for  all  settlement  flsh  on  the  trip 

5.  The  Regional  Director  shall  maintain 
a  record  of  the  quantity  of  all  fish  including 
settlement  fish  taken  by  the  vessel  and  the 
maximum  amount  of  settlement  fish  per- 
mitted by  the  regulations  for  each  trip 
completed  during  the  period  set  forth  in 
paragraph  1.  At  the  end  of  such  period  the 
Regional  Director  shall  compute  the  total 
quantity  of  settlement  fish  taken  during  the 
period  and  the  total  amount  of  settlement 
flsh  permitted  by  regulation  during  that 
period,  which  is  the  sum  of  the  maximum 
quantities  of  settlement  fish  permitted  by 
paragraph  4  for  each  trip  during  the  pe- 
riod. 

6.  If  the  total  quantity  of  settlement  flsh 
taken  during  the  period  is  equal  to  or  less 
than  the  total  amount  permitted,  the  entire 
amount  deposited  shall  be  returned  to  the 
owner 


7.  (a)  If  the  total  quantity  of  settlement 
fish  taken  during  the  period  exceeds  the 
total  amount  permitted  during  the  period. 
the  Regional  Director  shall  retain  from  the 
amounts  deposited  during  the  period  a  sum 
representing  the  net  value  to  the  owner  of 
the  total  net  quantity  of  excess  settlement 
fish  for  the  p>eriod  and  shall  return  the 
remainder  to  the  owner 

lb)  The  amount  retained  by  the  Regional 
Director   shall   be   determined    by : 

(1)  Subtracting  the  total  quantity  of  set- 
tlement fish  permitted  durlne  the  period 
from  the  total  quantity  of  settlement  fish 
actually  taken  during  the  period. 

1 2)  Multiplying  the  quantity  of  excess 
settlement  fish  by  the  average  unit  price  ac- 
tua  ly  received  by  the  vessel  for  settlement 
fish  on  a  trip  for  which  a  deposit  was  made 
pursuant  to  paragraph  4(a). 

8.  (a)  Fishing  voyages  of  a  duration  of 
four  days  or  less  shall  be  excluded  from  the 
computations  pro-i  ided  here:n  unless  the  Re- 
gional Director  determines  that  the  trip  is  a 
bona  fide  fishing  trip. 

(b)    A  fishing   voyage  in  respect  of  which 

the  settlement  fish   on   board  exceeds   

percent  by  weight  of  all  flsh  on  board  caught 
in  the  settlement  area  shall  not  he  included 
in  the  calculations  as  provided  In  para- 
graphs 6  and  7  of  this  agreement,  but  the 
owner  agrees  to  forfeit  to  the  Regional  Di- 
rector the  value  to  the  owner  of  the  excess 
quantity  of  settlement  fish  with  respect  to 
that  vessel.  The  amount  of  the  forfeiture 
shall  be  computed  as  in  paragraph  4. 

9.  If  this  Agreement  relates  to  yellowtail 
flounder,   the  following  Is  applicable. 

Notwithstanding  any  by-catch  limitations 
a  vessel  may  possess  and  land  up  to  11.000 
pounds  of  yellowtail  flounder  taken  as  a 
by-catch  in  the  settlement  areia.  provided, 
that  no  more  than  11,000  pounds  of  such 
yellowtail  flounder  may  be  landed  during 
any  14-day  period. 

(Vessel  owner) 


(Date) 

United  States  of  America.  Secretary  or 
Commerce.  Administrator.  National  Oce- 
anic AND  Atmospheric  .Administration 

By 

Regional    Director,    Northeast    Region. 
National  Marine  Fisheries  Serrice 


Date 
|FR  Doc.77-16566  Filed  6-9-77:8:45  ami 


Title  5 — Administratfve  Personnel 
CHAPTER  I— CIVIL  SERVICE  COMMISSION 

PART  213— EXCEPTED   SERVICE 
Defense  Department 
AGENCY:  Ci\ll  Service  Commission. 
ACTION :  Final  rule. 

SL'MMARY:  This  amendment  (1)  re- 
vokes the  Schedule  C  authority  for  the 
position  of  Principal  IDeputy  Director  of 
Defense  Research  and  Engineering  and 
tlie  position  of  Director  of  Telecommuni- 
cations and  Command  and  Control  Sys- 
tems because  both  positions  were  deleted 
from  the  Executive  Schedule  by  Execu- 
tive Order  11&86  of  May  20,  1977;  (2.>  ex- 
cepts from  the  competitive  service  under 
Schedule  C  one  position  of  Principal 
Deputy  Assistant  Secretary  of  Defen.se 
'Conimumcationi;.  Command,  Control 
and  Inteiligencei .  Office  of  the  Assistant 
SecreUry  of  r>efense  'Communications, 
Command.  ^Control  and  Intelligence) 
and  one  pdJsition  of  Director  of  Policy 
Review  because  these  positions  are  con- 
fidential m  nature. 

EFFECTrv^  D.ATE:  June  10.  1977. 

FOR     FURTHER    INFORMATION     ON 
POSITION  AUTHORITY  CONTACT 

Thomas  H  Meyer.  Civul  Service  Com- 
mission, 202-632-4695 

FOR     FLTRTHER     INFORMATION     ON 
POSITION  CONTENT  CO.NTACT: 

Karl  F.  Becker,  Director  of  Personnel, 
0.*fice  of  the  Secretary  of  Defeiise,  202- 
697-4211. 

Accordingly,  5  CFR  213  3306' a)  (25) 
and  1 61'  are  revoked  and  <aii85)  and 
i86'   are  added  as  set  out  below: 

§  213,3306      Department  of  Defense. 

'&>   Office  of  the  Secretary.  *    •   • 
( 25 »      I  Revoked » 

•  •  •  •  • 

(61)      I  Revoked) 

•  *  •  • 

85 '   One  Principal  Deputy  Assistant 
Secretary  of  Defense  (Communications. 
Command.  Control  and  Intelligence). 
'  86 '   One  Director  of  Policy  Review. 

(5  U  SC.  3301,  3302:  E.O.  10577.  3  CFR  1954- 
1958  Comp.,  p  218  ) 

United  States  Civn.  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioner&. 

|FRDoc.77-l6808  Filed  6-9-77;  12;  19  prnj 
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h,s  sect.on  of  the  FEDERAL  REGISTER  con,a,ns  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations    The  purpose  of 
notices    s  to  give  interested  pe.scs  an  opportun,,,  to  pa^^cpate  m  the  rule  ma.ing  prior  to  the^adopt.on  of  ,h,  fma,  rules 


CIVIL  SERVICE   COMMISSION 

[5  CFR   Part  831  ] 

RETIREMENT 

Allotments  From  Civil  Service  Annuities 

AGENCY:  Civil  Service  Commission 

ACTION     Proposed  rulemaking. 

SUMMARY.  The  Civil  Service  Commis- 
sion proposes  rules  to  implement  Pub.  L. 
94-166,  which  authorized  allotments  to 
be  made  from  civil  .service  retirement 
armuities.  The  proposed  rules  allow  al- 
lotments to  be  paid  to  employee,  annui- 
tant organizations  which  have  collected  a 
minimum  of  2.000  allotment  authoriza- 
tions from  interested  annuitants. 

DATE:  Comments  must  be  received  on 
or  before  July  11,  1977. 

ADDRESS:  Submit  comments  to: 
Thomas  A.  Tinsley.  Director.  Bureau  of 
Retirement.  Insurance,  and  Occupational 
Health,  US.  Civil  Service  Commission, 
Room  4A10.  1900  E  Street  NW.,  Wash- 
ington. DC  20415 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  D.  Titus.  Program  Analyst, 
Bureau  of  Retirement,  Iiisurance  and 
Occupational  Health.  Civil  Service 
Commission,  Washington.  DC.  20415, 
phone  202-632-4650. 

SUPPLEMENTARY  INFORMATION: 
Pub  L.  94-166.  enacted  December  23. 
1975.  amends  title  5.  United  States  Code, 
to  provide  for  allotments  and  assign- 
ments from  civil  service  annuities  for 
such  purposes  as  the  Civil  Seiwice  Com- 
mission, in  its  sole  discretion,  considers 
appropriate.  Tlie  legLslative  history  of 
Pub.  L.  94-166  reveals  that  the  intent 
of  Congress  in  giving  the  Civil  Service 
Commission  sole  discretion  in  approv.ing 
the  types  of  allotments  was  to  a.ssure  a 
uniform  allotment  program  which  was 
within  the  canacity  of  the  Civil  Service 
Commission.  The  cuiTent  capacity  of  the 
manual  and  automated  systems  which 
support  the  civil  service  annuity  roll  is 
quite  limited.  Given  this  limited  capacity 
and  the  Commission's  obligation  to  as- 
sure that  the  timely  nnd  accurate  pay- 
ment of  annuities  is  not  jeopardized,  the 
allotment  program  to  be  etTected  by  the 
regulations  which  follow  Ls  quite  limited 
As  the  Commission's  capacity  to  support 
a  more  diverse  allotment  program  gi-ows. 
the  regulations  will  be  modified  to  reflect 
a  wider  range  of  allotment  services. 

Accordingly,  to  implement  the  provi- 
sions of  Pub  L.  94-166  and  pursuant  to 
sections  553 ib>  fA>  and  8347  la)  and  ib> 
of  title  5  United  States  Code,  authorirmg 
the  Civil  Service  Commission  to  prescribe 


rules  and  regulations,  require  certifica- 
tioins  in  support  of  adjudication,  and  ad- 
judicate claims,  the  Civil  Service  Com- 
mission proposes  to  amend  Paj-t  831  by 
adding  a  new  Subpart  O  as  follows: 

PART  831— RETIREH^ENT 

Subpart  O — Allotments  From  Civil  Service 
Annuities 
Sec. 

831.1301     Definitions. 
831.1311     Authorized  allottees. 
831.1321     Limitations 

Authority:  5  U.S.C.  831 

Subpart  0 — Allotments  From  Civil  Service 

Annuities 

§831.1.301       l).finiiions. 

(a»  ■Allotment"  means  a  specified  de- 
duction from  the  annuity  payments  due 
an  annuitant  voluntarily  authorized  by 
the  annuitant  to  be  paid  to  an  allottee. 

(bi  "Allottee"  means  the  institution 
or  organization  to  which  the  allotment 
is  paid. 

ici  "Allotter"  means  the  annuitant 
from  whose  annuity  payments  an  allot- 
ment is  deducted. 

<di  "Annuity  Payments"  means  the 
net  monthly  annuity  payment  due  an 
annuitant  after  all  authorized  deductions 
'such  as  those  for  health  benefits,  Fed- 
eral income  tax,  overpayment  erf  annuity, 
payment  of  a  government  claim,  etc.) 
l-:ave  been  made. 

§  83 1 . 1 3  1 1      Authorized  allotter». 

(a)  An  annuitant  may  make  an  allot- 
ment to  the  national  office  or  headquar- 
ters of  any  of  the  following  organiza- 
tions: 

(1)  A  labor  organization  recognized 
under  Executive  Order  11491.  as 
amended: 

(2)  An  employee  organization  recog- 
nized under  5  U  S.C.  8901  (8>  : 

1 3 1  Other  lawful  organizations  which : 

( i )  Are  national  in  scope, 

<ii)  Are  nonprofit  and  noncommercial, 
existing  primarily  for  the  purpose  of  rep- 
resenting employee  or  annuitant  inter- 
ests in  their  dealings  with  employing 
agencies  or  the  Commission. 

'iii)  Consist  primarily  of  Federal  em- 
ployees and  or  annuitants,  and 

liv)  Existed  as  of  December  23,  1975. 

(bi  The  Commission,  in  its  sole  discre- 
tion, may  approve  the  individual  organi- 
zations which  may  receive  allotments 
only  after  the  organization  has  collected, 
in  accordance  with  procedures  prescribed 
by  the  Commission,  a  minimum  of  two 
thousand  <  2,000 »  allotment  authoriza- 
tions from  civil  service  annuitants. 

ic)  The  Commission  sh^l  permit  an 
annuitant  to  make  an  allotment  to  an 
organization  only  when: 


/ 

(1)  The  organization  has  been  ap- 
proved as  an  allottee  by  the  Commission, 
and 

1 2)  The  organization  has  agreed  in 
writing  to  solicit  and  process  allotments 
in  accordance  with  requirements  pre- 
scribed by  the  Commission. 


§  831.1321       LimiUlions. 

I  a)  The  amount  of  any  allotment  may 
not  be  less  than  one  dollar  <$1 »  and,  in 
the  absence  of  compelling  circumstances, 
shall  be  in  whole  dollars. 

(b>  The  total  amount  of  any  allot- 
ment(s)  may  not  exceed  the  net  monthly 
annuity  due  the  allotter. 

(c)  An  annuitant  may  make  only  one 
allotment  payable  to  the  same  allottee  at 
the  same  time  and  may  make  no  more 
than  a  total  of  two  allotments. 

(d>  Payment  of  an  allotment  shall  be 
discontinued  when  the  allotter's  annuity 
payments  are  terminated  or  suspended 
by  the  Commission. 

<e)  Allotments  shall  be  disbursed  on 
one  of  the  regularly  designated  paydays 
of  the  allotter  in  accordance  with  the 
Commission's  agreement  with  the  allot- 

(f )  AUotters  shall  agree  that  the  Com.- 
mi^wsion  shall  be  held  harmless  for  any 
authorized  allotment  request  made  by  an 
allottee  in  accordance  with  the  allottee's 
agreement  with  the  Commission. 

(g)  Allotters  shall  agree  that  disputes 
regarding  any  authorized  allotment  shall 
be  a  matter  between  the  allotter  and  the 
qllottee. 

(h)  The  total  number  of  allottees  shall 
be  limited  to  twenty  (20) ,  with  first  pref- 
erence given  to  those  organizations  par- 
ticipating in  the  Federal  Employees 
Health  Benefits  Program.  Thereafter. 
preference  shall  be  based  on  the  date  of 
application  and  the  number  of  annui- 
tants who  have  completed  allotment 
authorizations. 

(i)  The  Commission,  in  its  discretion, 
shall  recover  from  the  allottee,  the  incre- 
mental costs  of  making  allotment's. 

(j)  The  Commission,  in  its  sole  dis- 
cretion, may  terminate  an  allottee's  par- 
ticipation in  the  allotment  program  de- 
scribed by  this  subpart  at  any  time  in 
accordance  with  its  agreement  with  the 
r  Hotted. 

jjon:. — The  Civil  Service  Commis.^ion  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Economic  Impact  Statement  under 
Executive  Order  11821,  as  amended,  and  OMB 
Circular  A-107. 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executwe  Assistant  to 
the  Commissioners. 

(PR  Doc.77-16560  FUed  6-9-77;8:45  am] 


fEDERAL   REGISTER.    VOL    42,    NO     n2_fRI0AY,    JUNE    10,    1977 


PROPOSED   RULES 


29881 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
[7  CFR  Part  1040] 

[Docket  No  AO-225-A32I 

MILK  IN  SOUTHERN  MICHIGAN 
MARKETING   AREA 

Recommended  Decision  and  Opportunity 
To  File  Written  Exceptions  on  Prooosed 
Amendments  to  Tentative  Marketing 
Agreement  and  to  Order 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Proposed  rule. 

SUMMARY:  This  decision  recommends 
changes  in  the  present  order  provisions, 
based  on  industry  proposals  considered 
at  a  public  hearing  held  January  4-5, 
1977.  Principal  changes  to  the  rates  used 
to  adjust  milk  prices  for  different  plant 
locations  and  to  the  performance  stand- 
ards for  pool  distributing  plants.  The 
changes  are  needed  to  reflect  recent  in- 
creases in  hauling  costs  and  to  aid  the 
orderly  marketing  of  milk  by  producers 

DATE:  Comments  are  on  or  before  June 
27,   1977. 

ADDRESS:  Comments  i4  copies)  should 
be  filed  with  the  Hearing  Clerk,  U.S.  De- 
partment of  Agriculture,  'Washington, 
DC.  20250. 

FOR  FURTHER  INFORMATION 'CON- 
TACT: 

Irving  E.  Sutin.  Marketing  Specialist, 
Dairy  Division.  Agricultural  Marketing 
Service,  U.S.  Department  of  Agricul- 
ture, 'Washington,  DC.  20250  ' 202-447- 
4829*. 

SUPPLEMENTAL  INFORMATION: 

Prior  document  in  this  proceeding. — 
Notice  of  hearing,  issued  November  11, 
1976:  published  November  16.  1976  (41 
FR  50453). 

Prelminary  Statement 

Notice  is  hereby  given  of  the  filing 
with  the  Hearing  Clerk  of  this  recom- 
mended decision  with  respect  to  proposed 
amendments  to  the  tentative  marketing 
agreement  and  order  regulating  the 
handling  of  milk  in  the  Southern  Michi- 
gan marketing  area,  and  of  the  oppor- 
tunity to  file  written  exceptions  thereto. 
This  notice  is  issued  pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  '7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  i  7  CFR  Part 
900). 

Interested  parties  may  file  written  ex- 
ceptions to  this  decision  with  the  Hear- 
ing Clerk,  United  States  Departm.ent  of 
Agriculture,  'Washington.  DC.  20250.  on 
or  before  June  27,  1977.  The  exceptions 
should  be  filed  in  quadruplicate.  All 
written  submission  made  pursuant  to 
this  notice  will  be  made  available  for 
public  inspection  at  the  office  of  the 
Hearing  Clerk  during  regular  business 
hours  (7  CFR  1.27'bi  >.     > 

The  hearing  on  the  record  of  which 
the   proposed   amendments,   as   herein- 


after set  forth,  to  the  tentative  market- 
ing agreement  and  to  the  order  as 
amended,  were  formulated,  was  con- 
ducted at  East  Lansing.  Michigan,  on 
Januar>-  4-5,  1977.  pursuant  to  notice 
thereof  which  was  issued  November  11. 
1976  '41  FR50453). 

The  material  issues  on  the  record  of 
the  hearing  relate  to: 

1.  Revision  of  location  adjustments. 

2.  Pool  plant  status  of  a  plant  that 
qualifies  for  pooling  under  Southern 
Michigan  and  another  order  in  the  same 
month. 

3  Extending  the  time  a  quarantined 
producer  may  retain  his  established  base. 

4  Classification  of  frozen  yogurt  and 
frozen  yogurt  mixes. 

5.  Need  for  emergency  action  on  Pro- 
posal No,  3. 

This  decision  deals  with  all  the  above 
issues  except  Issue  Nos.  3  and  5.  These 
issues  were  dealt  with  separately  in  a 
prior  partial  decision  on  this  record. 

Findings  and   Conclusions 

The  following  findings  and  conclusions 
on  the  material  Lssues  are  based  on  evi- 
dence presented  at  the  hearing  and  the 
record  thereof: 

1.  Location  adjustments.  The  location 
adjustments  'the  amounts  by  which  the 
Class  I  price,  uniform  price,  adjusted 
uniform  price  and  uniform  price  for 
base  milk  are  reduced*  at  plants  located 
within  specified  geographic  areas  in  the 
State  of  Michigan,  which  are  designated 
as  Zones  n.  III.  rv,  V,  'VI.  and  VTI, 
should  be  increased  2  cents  for  each 
zone:  from  3.  5.  7.  9,  12.  and  15  cents, 
respectively,  to  5,  7.  9,  11,  14.  and  17 
cents,  respectively. 

The  8-cent  per  hundredweight  "direct 
delivery  difTerential",  an  additional 
amount  that  handlers  must  pay  produ- 
cers for  milk  delivered  directly  from 
their  farms  to  plants  in  Wayne  County 
and  the  townships  of  Royal  Oak  and 
Southfield  in  Oakland  County,  should 
be  increased  to  10  cents.  There  was  no 
proposal  at  the  hearing  to  change  the 
other  direct  delivery  differential  under 
the  order,  the  4 -cent  rate  at  plants  In 
Oakland  County  outside  the  townships 
of  Royal  Oak  and  Southfield,  Nine  pool 
distributing  plants  are  located  in  the 
present  8-cent  direct  delivery  differen- 
tia! area  and  one  in  the  4-cent  area.  The 
territory  included  in  the  direct  delivery 
differential  areas  is.  in  effect,  the  Detroit 
metropolitan  area 

A  principal  effect  of  this  decision  is  to 
increase  by  4  cents  per  hundredweight 
the  difference  between  the  price  a  han- 
dler must  pay  for  milk  delivered  from 
farms  to  his  plant  in  the  Detroit  area 
and  the  Class  I  price  at  any  plant  where 
a  location  adjustment  applies.  The  uni- 
form price,  the  adjusted  uniform  price 
and  the  uniform  price  for  base  milk 
would  be  similarly  affected. 

The  7  designated  location  adjustment 
zones  which  are  unchanged  by  this  de- 
cision, are  as  follows: 

a'  Zone  I.  where  no  location  adjust- 
ment applies  and  for  which  no  change 
is  proposed  in  this  decision,  includes 
Genesee,    Lenawee,    Macomb,    Monroe, 


Oakland,  and  'Wayne  Counties:  and  ma- 
jor portions  of  Bay,  Saginaw.  St  Clair, 
and  'Washtenaw  Counties. 

I  b  I  Zone  II  includes  Ingham.  Jackson, 
and  Livingston  Counties  and  the  town- 
ships in  Washtenaw  County  that  are  not 
in  Zone  I. 

ici  Zone  III  includes  Arenac.  Clinton, 
Eaton.  Gladwin,  Gratiot,  Huron.  Isa- 
bella, Lapeer,  Midland,  Sanilac.  Shiawas- 
see, and  Tuscola  Counties:  major  por- 
tions of  Ionia  and  Montcalm  Counties: 
and  the  townships  in  Bay.  Saginaw,  and 
St  Clair  Counties  that  are  not  in  Zone  I. 
Id'  Zone  IV  includes  Barry.  Branch, 
Calhoun.  Hillsdale,  Kalamazoo.  Kent. 
Mecosta,  and  St.  Jo«;eph  Counties:  and 
the  townships  in  Ionia.  Montcalm,  and 
Allegan  Counties  that  are  not  in  Zone  III 
or  Zone  V. 

lei  Zone  V  includes  Berrien,  Cass, 
Clare.  Iosco.  Lake.  Mason.  Missaukee, 
Muskegon,  Newaygo,  Oceana,  Ogemaw. 
Osceola.  Ottawa.  Roscommon,  and  Van 
Buren  Counties  and  a  major  portion  of 
Allegan  County 

if  I  Zone  VI  includes  Alcona.  Craw- 
ford. Grand  Traverse,  Kalkaska.  Manis- 
tee. Oscoda,  and  Wexford  Counties. 

(gi  Zone  VII  includes  Alpena,  Antrim, 
Benzie.  Charlevoix.  Cheboygan.  Emmet. 
Leelanau.  Montmorency.  Otsego,  and 
Presque  Isle  Counties 

The  designated  counties  and  townships 
in  Zone  I.  wherp  no  location  adjustment 
applies,  are  within  or  close  to  the  Detroit 
metropolitan  area.  The  mcreasingly 
larger  location  adjustments  in  Zones  II 
thr^iieh  VII  reflect  the  co^ts  of  trans- 
porting milk  from  distant  locations  to 
the  Detroit  metropolitan  area.  For  ex- 
ample, Zone  VII.  where  the  largest  zone 
location  adjustment  applies,  is  the  zone 
farthest  from  the  Detroit  metropohtan 
area. 

The  location  adjustment  at  a  plant 
located  outside  the  designated  zones  Is 
calculated  by  adding  to  the  location  ad- 
justment applicable  at  the  nearest  point 
in  the  nearest  zone  one  cent  for  each 
10  miles  from  such  point  to  the  plant. 
Tliere  was  no  proposal  to  change  the 
basis  for  computing  location  adjustments 
at  such  plants 

Michigan  Milk  Producers  A.ssociation 
iMMPA>,  whose  producer-memtjers  de- 
liver milk  to  plants  m  all  location  adjust- 
ment zones,  proposed  increasing  the 
direct  delivery  differential  from  8  cents 
to  10  cents,  as  is  provided  m  this  decision. 
It  also  proposed  mcreasing  the  location 
adjustments  in  Zones  n.  III.  rV.  V,  and 
\T  of  3,  5.  7,  9.  and  12  cents,  respectively, 
to  5,  8,  10.  12,  and  15  cents,  respectively. 
The  MMP.A  spokesman  contended  that 
adoption  of  the  cooperative's  proposal 
would  give  recognition  to  the  increase  in 
hauling  costs  that  has  occurred  smce  the 
present  rates  were  adopted  in  1968  The 
revised  rates  are  necessarv,  he  said,  to 
insure  the  delivery  of  a  continuing  and 
reliable  supply  of  milk  from  producers' 
farms  to  plants  in  the  principal  popula- 
tion centers  in  the  market,  particularly 
to  Class  I  packaging  plants  in  the  Detroit 
metropolitan  area. 

In  its  hearing  notice  prof>osal,  McDon- 
ald Dairv-  Cooperative  Association  'here- 
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Inafter  referred  to  as  McDonald  >  pro- 
posed the  same  zone  location  adjustment 
changes  as  MMPA.  In  addition.  McDon- 
ald propased  a  zoning  change  that  would 
include  its  pool  supply  plant  in  Chesan- 
ing  in  Zone  11.  Chesaning  is  now  m  Zone 
m.  for  which  zone  an  8-cent  location 
adjustment  was  proposed  in  the  heanng 
notice.  McEtonald  argued  that  the  pres- 
ent 5-cent  location  adjustment  now  ap- 
plicable at  Chesaning  should  be  retained 
whether  or  not  any  location  adjustment 
changes  resulted  from  the  hearing 

The  Chesaning  plant  is  basically  a 
manufacturing  operation  McDonald  ar- 
gued that  retention  of  the  location  ad- 
justment now  applicable  at  the  Chesan- 
ing plant  is  warranted  because  Chesan- 
ing is  a  balancing  plant  for  the  total 
McDonald  operation.  That  is.  the  plant 
is  a  source  of  supplemental  supplies  for 
McDonald's  Class  I  operations  and  ta~kes 
ofT  the  market  and  utilizes  for  manufac- 
ture McDonald's  producer-member  milk 
when  it  is  not  needed  at  McDonald's 
other  plants  for  Class  I  purposes. 

McDonald  currently  receives  milk 
from  producer-members  at  Its  pool  dis- 
tributing plants  in  Flint,  Bay  City,  ana 
Detroit.  Ail  three  plants  are  in  Zone  I 
ino  location  adjustment"  and  the  milk 
received  at  the  Detroit  plant  is  subject 
to  the  plus  8-cent  direct  delivery  dif- 
ferential. McDonald  is  in  the  process  of 
transferring  its  Detroit  Class  I  opera- 
tions to  Flint.  The  supply  of  producer 
milk  currently  being  shipped  to  the  De- 
troit plant  will  be  shifted  to  te  Flint 
plant 

McDonald  opposed  increasing  the  8- 
cent  direct  deliverj'  differential  to  10 
cents.  In  support  of  that  position  its 
spokesman  suggested  that  the  hauling 
costs  of  producers  who  will  bo  shifted 
from  Detroit  to  Flint  would  be  reduced 
less  than  the  8-cent  direct  delivery  dif- 
ferential they  now  receive  for  milk  de- 
livered from  their  farms  to  Detroit  To 
adopt  the  10-cent  direct  delivery  differ- 
ential and  to  incre.wse  the  location  ad- 
justments at  Chesaning  and  other  outly- 
ing locations,  the  McDonald  spokesman 
argued,  would  enable  Detroit  handlers 
to  outbid  supply  plants  and  pool  dis- 
tributing plants  at  urban  locations  out- 
side the  Detroit  area  le  g  .  Flmt)  for 
producer  milk  supplies  in  the  outlying 
areas 

Kraft.  Inc..  which  operates  two  pool 
supply  plants  using  relatively  large 
quantities  of  milk  in  Class  III,  opposed 
increasing  the  direct  deliverv  differen- 
tial from  8  cents  to  10  cents.  The  handler 
cU.'^o  oppased  changing  the  location  ad- 
justment rates  applicable  to  the  Class 
I  price  and  to  producer  prices.  Kraft 
contended  that  the  changes  are  not  war- 
ranted under  current  conditions  in  the 
market  and  would  damatce  rather  than 
benefit  the  orderly  marketing  of  milk 
under  the  order. 

The  two  planus  operated  by  Kraft,  lo- 
cated in  Pinconning  in  Zone  III  and  in 
Clare  in  Zone  V.  are  subject  to  location 
adjustments  of  5  cents  and  9  cents,  re- 
spectively Tlie  handler  proposed  zoning 
changes  to  include  Pinconning  in  Zone 
I    <no  location   adjustment*    and   Clare 


in  Zone  m  'a  5-cent  location  adjust- 
ment). The  basis  for  these  proposed 
changes  is  that  these  plants  perform 
a  service  for  the  market  by  handling 
producer  milk  supplies  when  they  are 
not  needed  for  fluid  use.  If\hese  plants 
were  not  in  operation.  Kraft  claimed, 
the  cost  of  handling  the  market's  re- 
serve supplies  would  be  greatly  in- 
creased. Kraft  also  argued  that  its  pro- 
posed location  pricing  at  Pinconning  and 
Clare  is  justified  t>ecause  of  the  proximity 
of  these  plants  to  zones  with  lower  lo- 
cation adjustments. 

According  to  Kraft.  Pinconning  is  so 
located  that  milk  from  the  north  com- 
ing into  Detroit  actually  passes  that 
plant  on  a  main  highway  within  one 
mile  of  Pinconning.  The  Kraft  spokes- 
man claimed  that  paying  producers  an 
increased  direct  delivery  differentital  of 
10  cents  plus  increasing  the  location  ad- 
justment, which  would  reduce  the  pro- 
ducer pay  price  applicable  at  Pinconning 
and  Clare,  would  attract  milk  away  from 
its  plants  to  Detroit.  If  this  should  hap- 
pen. Kraft  claimed,  it  would  have  to 
increase  its  present  rate  of  producer  pay- 
ments above  the  minimum  order  prices 
to  keep  its  producer  supply. 

Michigan  Producers  Dairy  (MPD>, 
which  operates  two  pool  supply  plants, 
opposed  making  any  changes  in  the  pres- 
ent location  adjustment  provisions  and 
in  the  direct  delivery  differential.  MPD's 
plants  are  located  in  Adrian  and  Seb- 
ewaing.  No  location  adjustment  is  ap- 
plicable at  Adrian  <Zone  l>  and  a  5-cent 
location  adjustment  is  applicable  at  Seb- 
ewaing  i  Zone  III » .  None  of  the  proposals 
at  the  hearing  would  change  the  location 
pricing  at  Adrian. 

The  MPD  spokesman  contended  that 
the  present  direct  delivery  differential 
and  location  adjustment  provisions  are 
currently  satisfying  their  intended  ob- 
jectives and  that  the  various  changes 
proposed  are  unwarranted.  Some  of  the 
proposed  changes,  he  stated,  would  ad- 
versely affect  its  Sebewaing  operation 
and  could  result  in  forcing  MPD  to  close 
its  Sebewaing  plant.  This  plant,  accord- 
ing to  MPD.  is  performing  a  valuable 
service  as  a  balancing  plant  for  the  mar- 
ket Forcing  it  to  close  would  be  a  sig- 
nificant loss  to  the  market  of  a  needed 
outlet  for  reserve  supplies. 

Increasing  the  direct  delivery  differen- 
tial by  2  cents  (from  8  cents  to  10  cents) 
and  the  Zone  III  location  adjustment  by 
3  cents  ifrom  5  cents  to  8  cents),  as  pro- 
posed by  MMPA,  would  raise  from  13 
cents  to  18  cents  the  additional  amount 
per  hundredweight  a  Sebewaing  producer 
would  receive  for  milk  delivered  to  De- 
tioit.  Such  an  increase,  MPD  stated, 
would  provide  a  strong  incentive  for  pro- 
ducers to  leave  the  Sebewaing  plant  and 
ship  directly  to  Detroit. 

MPD  opposed  the  proposals  of  Mc- 
Donald and  Kraft  to  change  the  pricing 
zones  in  which  their  supply  plants  at 
Chesaning  and  Pinconning,  respectively, 
are  now  included.  These  plants,  along 
with  the  MMPA  supply  plant  located  in 
Ovid,  are  now,  and  historically  have 
been,  in  the  same  zone  (Zone  III)  as  Seb- 
ewaing    Adopting    the    McDonald    and 


Kraft  proposals.  MPD  argued  would  un- 
justifiably give  their  supply  plants  a  sig- 
nificant procurement  advantage  over 
Sebewaing. 

Independent  Cooperative  Milk  Pro- 
ducers Association  Inc..  proposed  that 
the  present  location  adjustments  in 
most  of  Zone  I  and  in  all  of  Zones  II 
through  V.  which  now  range  from  zero  to 
9  cents,  be  fixed  at  5  cents.  "Indepen- 
dent" is  a  major  supplier  of  pool  dis- 
tributing plants  in  the  Grand  Rapids 
area.  Grand  Rapids,  which  is  149  miles 
west  of  Detroit,  is  in  the  heart  of  a  heavy- 
milk  production  area  Milk  of  Indepen- 
dent's producer-members  in  excess  of  its 
buying  handlers'  Class  I  needs  is  deliv- 
ered to  the  cooperative  s  supply  plant  in 
Kalamazoo  for  manufacture.  Grand 
Rapids  and  Ka'amazoo  are  in  Zone  IV. 
where  a  7-cent  location  adjustment  ap- 
plies. 

The  Independent  spokesman  acknowl- 
edged the  need  for  a  direct  delivery'  dif- 
ferential for  milk  delivered  from  pro- 
ducers' farms  to  the  Detroit  area.  He 
contended,  however,  that  a  single  loca- 
tion adjustment  of  not  more  than  5  cents 
at  plants  in  Zones  I  through  V  is  neces- 
sary to  enable  Grand  Rapids  area 
handlers  and  handlers  in  cities  outside 
the  Detroit  area  to  compete  with  Detroit 
handlers  for  supplies  of  producer  milk. 

Currently,  the  price  payable  to  a  pro- 
ducer under  the  order  for  milk  delivered 
from  his  farm  to  a  plant  in  Grand  Rapids 
is  15  cents  less  than  for  milk  delivered 
from  the  same  farm  to  a  plant  in  Detroit. 
For  milk  delivered  to  Grand  Rapids,  the 
producer  pay  price  is  subject  to  a  7-cent 
location  adjustment.  For  milk  delivered 
to  Detroit  no  location  adjustment  is  ap- 
plicable and  the  payment  to  the  pro- 
ducer is  increa.sed  by  the  8-cent  direct 
delivery  differential.  The  5-cent  location 
adjustment  proposed  by  Independent  in 
conjunction  with  the  10-cent  direct 
delivery  differential  adopted  in  this  de- 
cLsion  would  retain  the  present  15-cent 
difference  between  the  producer  pay 
prices  at  Grand  Rapids  and  Detroit. 

Borden,  Inc..  which  operates  a  pool  dis- 
tributing plant  in  the  Detroit  area  where 
the  8-cent  direct  delivery  differential  ap- 
plies, opposed  increasing  the  differential 
to  10  cents.  It  contended  that  the  2-cent 
increase  and  adoption  of  the  proposed 
location  adjustment  rates  would  ad- 
versely affect  Borden  in  competing  in 
their  common  sales  areas  with  distribu- 
tion from  plants  and  different  pricing 
zones.  Borden  competes  for  sales  with 
distribution  from  plants  in  Lansing  and 
Grand  Rapids.  The  Borden  spokesman 
argued  that  increasing  the  location  ad- 
justments by  2  cents  and  3  cents,  respec- 
tively, at  these  locations  <as  proposed  by 
MMPA)  and  adopting  the  proposed  2- 
cent  increase  m  the  direct  delivery  differ- 
ential would  Increase  by  4  cents  and  5 
cents,  respectively,  the  price  Borden  must 
pay  over  Lheir  Lansing  and  Grand  Rapids 
competitors  for  producer  miik. 

Borden  and  other  pool  plant  operators 
subject  to  the  8-cent  direct  delivery 
differential  now  pay  an  additional  2  cents 
per  hundredweight  to  MMPA  for  its  pro- 
ducer-member  milk   delivered   to  their 
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plants.  Although  Borden  testified  in  op- 
position to  increasing  the  direct  dehvery 
differential  to  10  cents,  its  spc^esman 
stated  that  including  the  10-cent  differ- 
ential in  the  order  would  be  acceptable 
to  Borden  if  it  had  assurance  that  the 
applicable  order  prices  were  the  actual 
prices  it  was  required  to  pay  MMPA  for 
producer  milk. 

Liberty  Dairy  proposed  that  any 
change  in  the  location  pricing  resultmg 
from  the  hearing  should  be  applicable  in 
the  farthest  out  zone,  Zone  VII,  and  at 
plant  locations  beyond  Zone  'VII,  Liberty 
operates  a  pool  distributing  plant  in  Zone 
V  and  has  been  receiving  some  mUk  from 
farther  out  plants.  The  handler  con- 
tended that  if  there  is  any  justification 
for  increasmg  the  location  adjustment 
rates  for  Zones  II  through  VI.  such  justi- 
fication would  be  equally  applicable  with 
respect  to  Zone  VII  and  at  plant  loca- 
tions beyond  Zone  Vn, 

The  purpose  of  location  adjustments 
and  the  direct  delivery  differential  is  to 
assure  that  milk  is  delivered  as  efiaciently 
as  possible  to  plants  where  it  is  needed 
for  Class  I  purposes.  Such  adjustments, 
insofar  as  it  is  practicable,  should  be  re- 
flective of  the  cost  of  transporting  milk 
from  outlying  locations  to  the  principal 
consumption  center  in  the  market. 

These  factors  were  given  appropriate 
consideration  in  establishing  the  present 
zone  pricing  structure  and  direct  delivery 
differential  arrangement  in  the  order, 
which  were  strongly  supported  at  the 
hearing.  There  were  no  proposals  for  a 
different  system  of  zone  pricing  and  di- 
rect delivery  differentials  from  that  pres- 
ently used.  The  positions  taken  by  the 
various  producer  associations  and  pro- 
prietary handlers  at  the  hearing  differed 
only  with  regard  to  the  rates  that  should 
be  applicable  in  specified  zones  and  with 
regard  to  limited  changes  in  the  territory 
to  be  included  in  several  zones. 

The  present  system  of  location  pricing 
and  direct  delivery  differentials  has  been 
in  effect  in  the  order  continuously  since 
1965.  The  rates  applicable  in  each  zone 
and  the  direct  deliverj'  differentials  in 
their  present  form  became  effective  May 
1,  1968. 

The  cost  of  transporting  milk  from 
producers'  farms  to  handlers'  plants  has 
increased  substantially  in  recent  years. 
This  had  made  it  necessarj-  for  a  major 
cooperative  to  subsidize  producer  hauling 
costs  in  order  to  get  enough  milk  for 
handlers'  Class  I  needs  delivered  to  the 
Detroit  area  plants.  Since  March  1974, 
this  cooperative  has  charged  Detroit  area 
handlers  a  2-cent  per  hundredweight 
"sDecial  transportation  charge"  for  milk 
dehvered  to  their  plants.  This  is  in  ad- 
dition to  the  8-cent  direct  delivery  dif- 
ferential such  handlers  are  reouired  to 
pay  under  the  order.  The  fund  created 
by  the  2-cent  special  transportation 
charge  is  distributed  by  the  cooperative 
among  haulers  at  the  rates  necessary  to 
obtain  adequate  supplies  of  Class  I  milk 
delivered  to  the  market. 

More  than  60  percent  of  the  Class  I 
milk  under  the  order  is  distributed  from 
plants  In  the  direct  delivery  differential 


areas.  More  than  20  percent  of  the  mar- 
ket's Class  I  distribution  is  from  those 
plants  in  Zone  I  outside  the  direct  de- 
livery differential  areas  and  from  plants 
in  Zone  II.  in  which  zones  the  location 
adjustments  are  zero  and  minus  3  cents, 
respectively.  The  preponderance  of  the 
marketing  area  population  is  included  in 
the  contiguous  area  comprLsing  Zones  I 
and  II.  the  hub  of  which  is  the  Detroit 
metropolitan  area. 

Most  of  the  regular  needs  of  the  mar- 
ket's fluid  milk  processors  is  met  by  milk 
delivered  directly  from  producers'  farms, 
including  milk  delivered  through  pump- 
over  stations  '  reload  points  ' .  Reflective 
of  the  increased  cost  of  transporting 
milk  in  recent  years  is  the  experience  of 
the  major  cooperative  that  operates  a 
number  of  reload  points  from  which  milk 
is  moved  regularly  to  Detroit  area  plants. 
One  reload  point  operated  by  the  co- 
operative is  in  Lowell.  Michigan,  about 
125  miles  from  Detroit.  The  milk  handled 
at  that  reload  point  is  a  part  of  the  reg- 
ular supply  of  a  Detroit  area  processor. 
This  cooperative  engages  a  private  hauler 
on  a  bid  basis  to  transport  the  milk  from 
Lowell  to  Detroit,  The  cost  during  the 
past  year  for  such  hauling  was  20.56 
cents  per  hundredweight,  4  65  cents 
more  than  the  cooperative  paid  for  the 
same  hauling  in  1973.  Increases  in  haul- 
ing costs  since  1973  to  Detroit  from  other 
of  the  cooperative's  reload  points  ranged 
from  3  cents  to  5  cents  per  hundred- 
weight. 

The  changes  adopted  herein  would  re- 
sult in  Detroit  area  handlers  paying  4 
cents  more  for  Class  I  milk  received  at 
their  plants  from  producers'  farms  than 
plant  operators  in  Zone  II  and  beyond 
While  the  Detroit  operators  would  be 
subiect  to  a  2-cent  per  hundredweight 
direct  delivery  differential  increase  <from 
8  cents  to  10  cents' ,  the  location  adjust- 
ment at  plants  in  Zone  II  and  beyond 
would  decrease  their  Class  I  prices  by  2 
cents  per  hundredweight.  The  4-cent  in- 
crease in  the  difference  between  the 
prices  handlei-s  would  pay  for  producer 
milk  f.o.b.  Detroit  as  compared  to  de- 
Uvery  to  plants  in  Zone  II  and  beyond 
represents  to  a  substantial  degree  the 
increase  in  hauling  costs  in  recent  years 
for  mi)k  delivered  from  outlying  areas  to 
Detroit. 

Producer  milk  is  not  available  to 
plants  in  the  8-cent  direct  deliver>-  dif- 
ferential area  at  less  than  a  10-cent  di- 
rect delivery  charge.  Both  producers  and 
handlers  recognize  that  an  additional 
cost  I  beyond  that  reflected  in  the  loca- 
tion adjustment  rates)  is  incurred  in 
delivering  milk  from  producers'  farms  to 
plants  in  the  heavily  trafficked  and 
densely  populated  area  where  the  8-cent 
charge  applies.  The  2-cent  increase  in 
this  charge  adopted  herein  reflects  the 
increase  since  1968  'when  the  8-cent  di- 
rect deliverj"  charge  became  effective) 
in  the  cost  of  having  producer  milk  de- 
livered to  inner  city  plants. 

Opposition  to  increasing  the  8-cent  di- 
rect delivery  differential  to  10  cents  weis 
principally  from  handlers  who  would  not 
be  directly  affected  by  the  change.  It  is 


apparent  from  the  record  that  a  pay- 
ment of  at  least  2  cents  per  hundred- 
weight, In  addition  to  the  present  8-cent 
direct  delivery  differential,  is  necessary 
to  get  producer  milk  delivered  to  De- 
troit area  plants.  The  increased  rate, 
which  IS  a  needed  incentive  to  encour- 
age the  deliver>-  of  adequate  supplies  of 
producer  milk  to  Detroit  area  processors 
for  their  Class  I  needs,  will  be  helpfifl  in 
maintaining  orderly  marketing  condi- 
tions under  the  order, 

Tlie  2-cent  increase  in  the  location  ad- 
justment rates  for  Zone  II  and  beyond 
IS  the  same  as  the  increase  proposed  by 
various  proponents  for  Zone  II  <from  3 
cents  to  5  cents).  The  same  proponents 
proposed  increasing  the  rates  for  Zones 
III  through  VI  by  3  cents.  One  handler 
propased  a  3-cent  location  adjustment 
rate  increase  for  Zone  VII  and  beyond. 
No  testimony  was  presented  to  justify  a 
different  increase  at  locations  beyond 
Zone  II  than  in  Zone  II  or  for  not  apply- 
ing the  same  location  adjustment  rate 
increases  in  Zone  VII  and  beyond  as  is 
applied  in  other  zones.  The  basis 
adopted  herein  for  increasing  the  loca- 
tion adjustment  rate  2  cents  per  hun- 
dredweight is  equally  applicable  for  all 
zones  and  for  plant  locations  t)eyond 
Zone  VII, 

Tlie  10-cent  direct  delivery-  differen- 
tial adopted  in  this  decision  and  the  2- 
cent  increase  in  the  location  adjustment 
rates  together  give  reasonable  recogni- 
tion to  the  increased  costs  of  transport- 
ing milk  from  outlying  locations  to  the 
Detroit  metropolitan  area.  These  ad- 
justments will  be  helpful  in  achieving  a 
better  relationship  between  the  f.o.b. 
prices  applicable  at  such  plant  locations 
and  the  cost  of  transporting  milk  to  De- 
troit area  plants  for  Class  I  use, 

A  cooperative  proposed  increasing  the 
Class  I  price  by  an  amount  that,  when 
combined  with  any  change  in  location 
pricing  resulting  from  this  decision, 
would  result  in  no  reduction  in  the  prices 
paid  producers.  As  proposed,  the  Class  I 
price  would  be  Increased  by  an  amount 
necessary-  to  offset  any  reduction  in  re- 
turns to  producers  attributable  to  the 
2-cent  increase  in  the  location  adjust- 
ment at  plants  in  Zones  II  and  beyond. 

The  location  pricing  adopted  in  this 
decision  will  result  in  negligible,  if  any. 
change  in  the  total  returns  to  producers. 
This  is  because  the  contribution  to  the 
pool  of  the  2-cent  per  hundredweight 
increase  in  the  direct  delivery  differen- 
tial that  handlers  will  have  to  pay  for 
all  milk  delivered  to  Detroit  area  plants 
will  approximate  or  exceed  the  2-cent 
increase  in  the  location  adjustment  de- 
duction from  the  Class  I  price  at  plants 
in  Zones  II  and  beyond.  Thus,  there  will 
be  practically  no  change  In  the  total 
amount  of  money  paid  by  handlers  to 
the  pool  for  distribution  to  producers. 

As  indicated  elsewhere  in  this  decision, 
the  purpose  of  location  adjustments  is 
to  encourage  the  delivery  of  milk  to 
plants  in  the  market  center  >  the  Detroit 
area  I  to  meet  their  Class  I  needs  and  to 
reflect  the  cost  of  transporting  milk  from 
outlying  locations  to  such  plants  The  lo- 
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cation  pricing  adopted  in  this  decision 
gives  appropriate  recognition  to  these 
factors.  In  this  circumstance,  and  in 
view  of  the  more  than  adequate  produc- 
tion to  meet  the  market's  Class  I  needs, 
the  proposal  to  increase  the  Class  I  price 
IS  denied. 

The  proposals  to  achieve  lower  location 
adjustment  rates  at  McDonald's  Chesan- 
ing  and  Kraft's  Pinconning  and  Clare 
plants  relative  to  other  plants  under  the 
order  should  not  be  adopted.  The  prin- 
cipal argument  for  includins  these  pool 
supply  plants  in  lower  location  adjust- 
ment zones  is  that  they  are  performing 
a  senice  for  the  market  by  taking  milk 
off  the  market  when  it  is  not  needed 
for  Class  I  purposes.  The  three  plants  are 
basically  manufacturing  operations. 

Increasing  the  producer  prices  at 
Chesaning.  Pinconning  and  Clare  rela- 
tive to  other  plant  locations,  as  propased. 
would  tend  to  encourage  the  delivery 
of  milk  to  these  plants  for  manufac- 
turing rather  than  to  distributing  plants 
at  the  consumption  centers  for  Class  I 
use  This  •would  be  inconsistent  with  the 
need  for  attracting  milk  to  city  distrib- 
uting plants.  Also,  to  adopt  the  location 
pricing  propased  by  McDonald  and  Kraft 
for  their  supply  plants  would  provide 
them  with  an  unwarranted  advantage  in 
their  procurement  over  other  plants  in 
the  same  region.  No  evidence  was  pre- 
sented on  the  record  that  would  justify 
a  location  adjustment  for  these  plants 
different  from  that  anrlicable  to  other 
plants  similarly  situated. 

The  proposed  5-cent  location  adjust- 
ment for  Zones  I  through  V.  which  was 
made  by  a  cooperative  supplying  han- 
dlers in  the  Grand  Rapids  area  where 
a  7-cent  location  adjustment  now  ap- 
plies, is  denied.  A  principal  basis  for  the 
cooperative's  proposal  was  that  a  lower 
location  adjustment  should  apply  at 
plants  in  Grand  Rapids  and  at  other 
marketing  area  cities  outside  the  Detroit 
area  to  attract  milk  to  these  urban  areas. 

The  supply  of  milk  in  the  areas  in 
proximity  to  Grand  Rapids  and  other 
cities  outside  the  Detroit  area  is  substan- 
tially in  excess  of  the  Class  I  needs  of 
Ihe  pool  plants  in  these  urban  areas. 
The  combination  of  location  adiastment 
rates  and  direct  delivery  differentials 
that  have  been  effective  in  the  order, 
and  updated  by  this  decision,  tends  to 
appronriatelv  relate  the  location  value 
of  producer  milk  f  o  b.  the  principal  pop- 
ulation center  in  the  market  i  the  Detroit 
metropolitan  area'  with  its  value  at 
whatever  plant  it  is  delivered  to. 

2.  Pooling  a  plant  that  qualifies  under 
Southern  Michioan  and  another  order 
m  the  same  month  A  distributing  plant 
that  qualifies  for  pooling  under  this  and 
another  order  in  the  same  month  should 
be  pooled  under  the  Southern  Michigan 
order  until  the  third  consecutive  month 
in  which  its  route  disposition  in  the  mar- 
keting area  of  the  other  order  is  greater 
than  in  the  Southern  Michigan  market- 
inc  area. 

The  present  order  provides  that  a  dis- 
tributing plant  qualified  for  pooling 
under  the  Southern  Michigan  order  and 
another  order  in  the  same  month  shall 


bo  pooled  under  the  other  order  in  the 
first  month  in  which  its  roiite  dLsposi- 
tion  in  the  marketing  area  of  the  other 
order  is  greater  than  in  the  Southern 
Michigan  marketing  area.  A  supply  plant 
qualified  for  pooling  under  the  Southern 
Michigan  order  and  another  order  in  the 
same  month  is  pooled  under  the  other 
order  in  the  first  month  in  which  ship- 
ments tD  pool  distributing  plants  under 
the  other  order  are  greater  than  its  ship- 
ments to  pool  distributing  plants  under 
the  Southern  Michigan  order.  There  was 
no  proposal  to  change  the  basis  for  pool- 
ing such  a  supply  plant. 

The  provision  adopted  in  this  decLsion, 
which  is  commonly  referred  to  as  a  "lock- 
in"  provision,  is  the  same  as  in  the  nearby 
Indiana  order  and  is  included  in  a  num- 
ber of  Federal  orders.  Its  inclusion  in  the 
Southern  Michigan  order  was  proposed 
by  a  Southern  Michigan  handler  (Mc- 
Donald Cooperative  Dairy  who  also  op- 
erates a  fully  regulated  distributing 
plant  under  the  Indiana  order.  Fluid  milk 
products  from  that  plant,  located  in 
Benton  Harbor.  Michigan,  are  distributed 
in  the  Indiana  and  Southern  Michigan 
marketing  areas  and  in  places  outside 
the-«e  marketing  areas.  No  testimony  was 
presented  in  opposition  to  the  proposal. 

Although  proponent's  witness  foresaw 
no  immediate  problem  regarding  the 
order  under  which  the  Benton  Harbor 
plant  would  be  regulated,  he  stated  that 
the  proposed  lock-in  provision  was 
needed  to  achieve  uniform  and  equitable 
treatment  for  anv  distributing  plant 
qualifying  under  Southern  Michigan  and 
another  order  in  the  same  month.  He 
called  attention  particularly  to  the  dis- 
ruptive marketing  conditions  and  the 
confusion  among  producers  that  would 
result  if  regulation  of  the  plant  they 
supplied  .shifted  back  and  forth  between 
the  Southern  Michigan  and  Indiana 
orders  The  proposed  lock-in  provision. 
he  contended,  would  provide  an  appro- 
priate safeguard  against  such  a  shifting 
back  and  forth  between  orders. 

The  Indiana  order  provides  for  a 
"takeout-pay  back"  fall  production  in- 
centive plan,  which  withholds  20  cents 
per  hundredweight  from  the  payments 
otherwise  due  producers  for  their  deliv- 
eries in  April-July.  This  money  is  dis- 
tributed to  producers  on  the  basis  of  their 
production  in  the  pay  back  months  Of 
September-Der^ember.  Under  the  South- 
ern Michigan  order,  producers  are  paid 
on  a  base-excess  plan  throughout  the 
year.  The  base  on  which  each  producer  is 
paid  is  determined  by  his  deliveries  in 
the  preceding  Aueust-December.  Unless 
a  plant  were  to  shift  permanently  from 
one  market  to  another,  the  producers  in- 
volved could  lose  the  benefits  of  the  pro- 
ducer payment  plan  in  the  order  under 
which  their  milk  is  usually  pooled  with- 
out obtaining  the  comparable  benefits 
realized  by  producers  regularly  associ- 
ated with  the  other  order. 

Ideally,  a  distributing  plant  that  quali- 
fies for  pooling  under  the  two  orders 
should  be  regulated  under  the  order  ap- 
plicable to  the  marketing  area  in  which 
its  route  disposition  is  greater.  In  this 


way,  all  handlers  having  their  principal 
sales  in  a  market  are  subject  to  the  same 
price  and  other  regulatory  provisions  of 
their  main  competitors.  However,  appro- 
priate consideration  must  be  given  to  the 
adverse  effects  of  shifting  back  and  forth 
from  month  to  month  by  a  dLstributing 
plant  that  is  usually  associated  with  the 
Southern  Michigan  market. 

It  must  be  recognized  that  an  unantici- 
pated loss  or  gain  of  a  substantial  sales 
outlet  by  a  distributing  plant  having  sales 
in  two  regulated  markets  could  result  in 
shifting  regulation  from  one  order  to  an- 
other. When  such  a  shift  of  sales  takes 
place  unexpectedly,  the  plant  operator 
may  elect  to  adjust  the  plant's  distribu- 
tion in  its  various  sales  areas  to  insure  its 
regulation  by  the  order  under  which  it 
had  been  continuously  regulated.  A 
lock-in  provision,  as  herein  provided. 
*i.e..  not  regulating  a  Southern  Michigan 
handler  under  another  order  until  the 
third  consecutive  month  of  greater  route 
disDOSition  from  his  plant  in  the  other 
order  market)  will  afTord  him  adequate 
time  to  take  whatever  step.s  are  necessary 
to  assure  the  continued  regulation  of  his 
plant  under  either  the  Southern  Michi- 
gan order  or  the  other  order 

Pooling  a  distributing  plant  under  the 
Southern  Michigan  order  until  the  third 
coit^ecutive  month  in  which  its  route  dis- 
position is  greater  in  another  order  mar- 
ket is  a  reasonable  basis  for  concluding 
that  the  plant  has  become  more  associ- 
ated with  the  other  market  than  with  the 
Southern  Michigan  market  This  is  an 
appropriate  standard  for  determining 
when  the  sales  pattern  of  a  plant  has 
changed  to  the  extent  that  it  will  con- 
tinue to  have  greater  route  di.<;nosition  in 
the  marketing  area  of  the  other  order. 
The  stability  of  both  order  markets 
would  be  best  realized  by  keeping  such  a 
plant  pooled  under  Southern  Michigan 
until  it  was  evident  that  the  plant  con- 
tinued for  a  reasonable  period  to  have 
more  route  disposition  in  the  other 
market. 

Under  certain  conditions,  the  order 
should  exempt  from  pooling  a  distribut- 
ing plant  with  greater  route  disposition 
in  the  Southern  Michigan  marketing 
area  than  in  the  marketing  area  of  the 
other  order,  but  which  is  nevertheless 
subject  to  full  regulation  under  the  other 
order.  This  is  necessary  to  avoid  the  pos- 
sible conflict  of  the  two  orders.  Accord- 
ingly, the  lock-in  provision  herein 
adopted  would  not  be  applicable  if  the 
other  order  does  not  release  a  plant  from 
regulation  for  the  first  two  months  in 
which  it  had  more  route  disposition  in 
such  other  marketing  area  Also,  since  a 
number  of  other  orders  have  lock-in  pro- 
visions, it  is  appropriate  to  provide  'as  is 
commonly  provided  in  Other  orders)  that 
a  plant  with  more  route  disposition  in 
the  Southern  Michigan  marketing  area 
than  in  the  marketing  area  of  another 
order  be  exempt  from  pooling  under 
Southern  Michigan  for  the  months  it  is 
pooled  under  the  other  order's  lock-in 
provision. 

4.  Classification  of  frozen  yogurt  and 
frozen  yogurt  mixes.  The  products  com- 
monly referred  to  as  frozen  yogurt  and 
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frozen  yoeurt  mixes  should  be  classified 
in  Class  m. 

The  McEtonald  Coooerative  Dairy 
which  proposed  a  Class  III  classification 
for  these  products,  produces  and  proc- 
esses a  frozen  yogurt  mix  and  distributes 
it  along  with  ice  cream  mixes  and  ice 
milk  mixes  to  its  customers.  The  pro- 
ponent contends  that  frozen  yogurt  and 
frozen  yoerurt  mixes  are  frozen  dessert 
items  and  should  be  classified  in  the 
frozen  dessert  classification  "Class  IID  . 
There  was  no  opposition  to  its  proposal. 

Frozen  yogurt,  a  new  product  that  first 
appeared  in  the  market  about  six  months 
ago.  has  been  sold  in  other  parts  of  the 
country  for  several  years.  Neither  frozen 
yogurt  nor  frozen  yogurt  mix  is  referred 
to  in  the  order  as  a  product  to  which  a 
specified  classification  is  applicable. 

Before  frozen  yogurt  mix  is  sold  for 
consumption  as  frozen  yogurt,  it  is  run 
through  a  "soft-serve"  type  freezer.  The 
product  is  sold  as  a  soft-serve  frozen 
dessert  product  in  the  same  manner  as 
high-solids  ice  milk  mixes  are  marketed. 

Except  for  the  addition  of  a  culture, 
the  Ingredient";  used  in  the  manufacture 
of  frozen  yogurt  are  the  same  as  those 
used  in  the  manufacture  of  ice  miik  mix. 
namely:  cream,  milk,  skim  milk,  con- 
densed milk,  sucrose,  com  sugar,  stabi- 
lizers, emulsifiers  and  whey  solids.  The 
consistencies  of  frozen  yogurt  and  ice 
milk  as  sold  to  the  consigner  are  essen- 
tially the  same. 

From  the  above,  it  is  apparent  that 
frozen  yogurt  and  frozen  yogurt  mixes 
are  considered  in  a  category  of  those 
products  known  as  frozen  desserts.  It  is 
approDriate,  therefore,  that  the  order 
include  frozen  yogurt  and  frozen  yogurt 
mixes  in  the  classification  specified  for 
frozen  desserts,  Class  m. 

Rulings  on  Proposed  Findings  and 
Conclusions 

Briefs  and  proposed  findings  and  con- 
clusions were  filed  on  behalf  of  certain 
interested  parties  These  briefs,  proposed 
findings  and  conclusions  and  the  evi- 
dence in  the  record  were  considered  in 
making  the  findings  and  conclusions  set 
forth  above.  To  the  extent  that  the  sug- 
gested flndines  and  conclusions  filed  bv 
interested  parties  are  inconsistent  with 
the  findings  and  conclusions  set  forth 
herein,  the  rcouests  to  make  such  find- 
ings or  reach  such  conclusions  are  denied 
for  the  reasons  previously  stated  in  this 
decision 

General  Findings 

The  findings  and  determinations 
hereinafter  set  forth  are  supplementary 
and  in  addition  to  the  findings  and 
determination.s  previously  made  in  con- 
nection with  the  issuance  of  the  afore- 
said order  and  of  the  previously  issue(4 
amendments  thereto ;  and  all  of  said 
previous  findines  and  determinations  are 
hereby  ratified  and  aff.rmed.  except  inso- 
far as  such  findings  and  determinations 
may  be  in  conflict  with  the  findings  and 
determinations  set  forth  herein. 

<a)  TTie  tentative  marketing  agree- 
ment'and  the  order,  as  hereby  proposed 
to  be  am.ended,  and  all  of  the  terms  and 


conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act; 

(bi  The  parity  prices  of  milk  as  deter- 
mined pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price  of 
feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  .supply  and  demand  fcr  m.iik  in 
the  marketing  area,  and  the  minimum 
prices  specified  in  the  tentative  market- 
ing agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

<ci  The  tentative  marketmg  agree- 
ment and  the  order,  as  hereby  proposed 
to  be  amended,  will  regulate  the  handling 
of  milk  in  the  same  manner  as.  and  will 
be  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in,  a  market- 
ing agreement  upon  which  a  hearing  has 
been  held. 

Recommended  Marketing  Agreement 
AND  Order  Amending  the  Order 

The  recommended  marketing  agree- 
ment is  not  included  in  this  decision 
because  the  regulatory  provisions  thereof 
would  be  the  same  as  those  contained  In 
the  order,  as  hereby  proposed  to  be 
amended.  The  following  order  amending 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Southern  Michi- 
gan marketing  area  is  recommended  as 
the  detailed  and  appropriate  means  by 
which  the  foregoing  conclusions  may  be 
carried  out: 

1.  In  S  1040.7.  paragraph  (C  is  revised 
to  read  as  follows : 


§  1040.7     Po«l  plant. 

•  *  •  •  • 

(c)  The  term  "pool  plant"  shall  not 
apply  to  the  following  plants: 

(1)  A  producer-handler  plant , 

i2i  An  exempt  plant: 

(3>  A  distributing  plant  from  which 
the  Secretary  determines  there  is  a 
greater  proportion  of  route  disposition 
(except  filled  milk)  in  another  marketing 
area  regulated  by  another  order  Lssued 
pursuant  to  the  Act  than  in  the  Southern 
Michigan  marketing  area  and  such  plant 
is  fully  subject  to  regulation  of  such 
other  order:  Proiided.  That  a  distribut- 
ing plant  which  was  a  pool  plant  under 
this  order  in  the  immediately  preceding 
month  shall  continue  to  be  subject  to  all 
of  the  provisions  of  this  part  until  the 
third  consecutive  month  in  which  it  has 
a  greater  proportion  of  its  route  disposi- 
tion I  except  filled  milk'  in  such  other 
marketing  area,  unless,  notwithstanding 
the  provisions  of  this  subparagraph,  it 
Is  regulated  by  such  other  order; 

i4>  A  distributing  plant  which  meets 
the  requirements  of  paragraph  ia>  of 
this  section  which  also  meets  the  pool- 
ing requirements  of  another  oxler  on  the 
basis  of  its  route  disposition  in  such  other 
marketing  area  and  from  which  the  Sec- 
retarv  determines  there  is  a  greater 
ouantitv  of  route  disposition  'except 
filled  milk)  during  the  month  in  this 
marketing  area  than  in  such  other  mar- 


keting area  but  which  plant  is  never- 
theless fully  regulated  under  such  other 
order;  and 

i5)  A  supply  plant  which  during  the 
month  is  fullv  subject  to  tlie  pricing  and 
pooling  provisions  of  another  order  is- 
sued pursuant  to  the  Act,  unless  such 
plant  is  qualified  as  a  pool  plant  pursu- 
ant to  paragraph  (b>  of  this  section  and 
a  greater  volume  of  fluid  milk  products 
i except  filled  milk)  is  moved  to  pool  dis- 
tributing plants  than  is  moved  to  plant<: 
qualified  as  fullv  regulated  plants  under 
SMch  other  order  on  the  basis  of  route 
disposition  in  the  other  marketing  area 

2  In  5  1040.40,  paragraph  'CxUdv) 
is  revised  to  read  as  follows: 

§1040.40      C.ia^'-c*  of  utiiizaiion. 

6  •  o  •  • 

IC>     '     '     * 

(iv)  Milk  shake  and  ice  milk  mixes 
I  or  bases  >  containing  20  percent  or  more 
total  solids,  frozen  desserts  i  including 
frozen  yogurt  i ,  and  frozen  dessert  mixes 
I  including  frozen  yogurt  mixes); 

*  *  •  •  • 

§  10J0.30      [Amended] 

3.  In  §1040.50.  paragraph  'a)"!)  is 
amended  by  changing  "Zone  II.  3  cents", 
"Zone  III,  5  cents".  "Zone  IV,  7  cents". 
"Zone  'V.  9  cents",  "Zone  VI,  12  cents" 
and  Zone  VJl.  15  cents"  to  "Zone  n,  5 
cents  ',  "Zone  III,  7  cents".  "Zone  IV.  9 
cents".  "Zone  V.  11  cents  ".  "Zone  VI.  14 
cents  "  and  "Zone  vn,  17  cents  ".  respec- 
tively. 

§  1040.75      [.Amended] 

4.  In  5  1040.75.  paragraph  laXS"  is 
amended  by  changing  "8  cents"  to  "10 
cents". 

Signed  at  Washington,  DC.  on  June 
6,   1977. 

William  T   Manley, 
Acting  Administrator. 

[FR  Doc.77-16481  Filed  6-0-77  B  45  Bia] 


Farmers  Home  Administration 

[  7  CFR  Parts  1822  and  1933  ] 

FmHA  In.-truction  444  10) 

LOAN   AND  GRANT   PR(3GRAMS   (GROUP) 

SelfHelp  Technical  Assistance  Grants 

AGENCY:  Farmers  Home  Administra- 
tion. USDA. 

ACTION:   Supplemental  notice  of  pro- 

po'^ed  rulemaking. 

SUMMARY:  This  document  supple- 
ments a  prior  notice  of  proposed  rule- 
making by  notifying  the  public  that  as 
a  result  of  comments  received  and  here- 
m  incorporated  from  the  initial  pro- 
po'^al.  the  document  is  again  being  pub- 
lished for  comment.  The  incorporated 
comments  increase  local  grant  approval 
authority,  expand  eligibility  standards 
and  allow  for  reimbursement  of  certain 
grantee  expenses.  The  purpose  of  the 
proposed  rule  is  to  strengthen  and  clar- 
ify the  self-help  technical  assistance 
program 
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DATES:  Comments  must  be  received  on 
or  before  July  11.  1977. 

ADDRESSES:  Submit  written  com- 
ments to  the  Office  of  the  Chief.  Direc- 
tives Management  Branch.  Farmers 
Home  Administration.  US.  Department 
of  Agriculture,  Room  6316.  South  Build- 
mg,  Washington,  DC.  20250.  All  written 
comments  made  pursuant  to  this  notice 
will  be  available  for  public  inspection  at 
the  address  given  above 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr.  Paul  R.  Conn,  202-447-7207 

SUPPLEMENTARY  INFORMATION : 
In  the  November  22.  1976,  issue  of  the 
Federal  Register  (41  FR  51404-51420> , 
the  Farmers  Home  Administration 
'FmHA)  published  a  notice  of  pro- 
posed rulemaking  which  would  estab- 
lish under  Chapter  XVIII.  Title  7. 
a  new  Subchapter  J,  "Loan  and  Grant 
Programs  i  Group'.  Part  1933— Loan 
and  Grant  Programs  iGroup>,"  in 
the  Code  of  Federal  Regulations.  Sub- 
part I,  "Self-Help  Technical  Assistance 
Grants,"  ( 5.5  1933. 401-1933. 450>  of  this 
new  Part  1933  was  revised,  transferred 
and  redesignated  from  Part  1822.  Sub- 
part I  '35  FR  11226.  as  amended  at  37 
FR  3802:  40  FR  52837:  41  FR  7486'  of 
this  Chapter  XVIII  Comments  received 
from  the  initial  proposal  have  resulted 
in  manv  changes  'herein  incorporated! 
including  specific  changes  as  set  forth 
below. 

1  In  S  1933.402,  the  State  Director's 
grant  approval  authority  has  been  in- 
creased to  $200,000  if  the  grant  plus  ex- 
pended funds  of  a  previous  grant  exceed 
.S300.000.  National  Office  consent  is  re- 
quired. 

2  In  5  1933.403.  Indian  Tribes  or  tri- 
bal corporations  are  included  as  tvpes  of 
eligible  organizations:  the  definition  of 
participating  families  has  been  ex- 
panded to  clarify  that  it  Includes  those 
qualifving  and  receiving  interest  credits 
as  well  as  the  elderly  and  female  heads 
of  households:  the  term  "sponsor"  has 
been  expanded  to  include  community 
action  agencies:  a  system  for  determin- 
ing "equivalent  imits"  has  been  included 
as  a  more  accurate  method  for  deter- 
mining grantee  performance  and  unit 
production. 

3.  In  5  1933  404.  only  those  members 
of  the  Board  of  Directors  who  have  an- 
nual incomes  below  the  Federal  poverty 
guidelines  may  be  paid  for  attending 
meetings. 

4.  In  ?  1933.405,  participant  families 
are  required  to  provide  their  own  hand 
tools;  also,  grantee  personnel  may  be 
permitted  cost  of  travel  and  per  diem  to 
attend  certain  training  sessions. 

5.  In  §  1933  406.  proposed  grantee  ap- 
plicants are  provided  a  broader  area  of 
the  kind  of  information  that  may  be 
used  to  justify  the  need  for  a  self-help 
housing  program. 

6  In  5  1933  407.  a  new  method  of  com- 
puting Technical  Assistance  'TA»  cost 
and  net  savings  to  families  is  provided 
and  explained. 
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7.  In  5  1933.408,  a  siatment  concerning 
the  applicability  of  Federal  Manage- 
ment Circular  (FMC»  74-7  is  included. 

8.  In  5  1933.409,  initial  staffing  of  the 
grantee  has  been  changed  to  clarify  the 
hiring  of  employees  as  necessary;  also,  to 
require  that  the  grantee  establish  an 
adequate  accounting  system  within  a 
specified  time  limit. 

9.  In  5  1933.410,  a  review  and  an  appeal 
proces.";  had  been  added. 

10.  In  §  1933  416.  language  has  been 
added  to  provide  the  applicant  with  the 
right  for  National  review  if  the  proposal 
is  disapproved. 

11.  In  ?  1933.418,  a  method  of  evalu- 
ating the  performance  of  grantees  is  ex- 
plained and  referenced  to  Exhibit  E  of 
the  regulation. 

12.  In  §  1933.419,  termination  of  the  TA 
grantee  operation  is  explained  as  well 
a.s  the  review  process  that  may  be  made 
by  FmHA. 

13.  In  Exhibit  A.  the  format  has  been 
revised  and  modified  to  include  clarifica- 
tion for  the  disposal  of  personal  property 
of  the  grantee  organization. 

14  In  Exhibit  E,  a  step-by-step  break- 
down of  the  process  for  evaluating  the 
performance  of  the  grantee  is  included 
with  a  new  TA  cost  chart. 

As  proposed.  Subpart  I  of  Part  1822  of 
Title  7,  CFR.  Chapter  XVIII  is  redesig- 
nated as  Subpart  I  of  Part  1933.  Accord- 
ingly, as  proposed  Subpart  I  of  Part  1933, 
as  revised  and  redesignated  including 
changes  incorporated  from  prior  com- 
ments, reads  as  follows: 

SUBCHAPTER  J — LOAN  AND  GRANT  PROGRAMS 
(GROUP) 

PART    1933— LOAN    AND  GRANT 
PROGRAMS    (GROUP) 

Subpart  I — Self-Help  Technical  Assistance  Grants 

Sec 

1933401 

1933402 

1933.403 

1933  404 

1933405 

1933.406 

1933  407 

1933  408 

1933.409 

1933  410 


1933.411 
1933.412 

1933413 
1933  414 
1933  415 
1933416 
1933.417 
1933418 
1933419 

1933.420 


Purpose. 

Authority. 

Definitions. 

Eligibility. 

Purposes. 

Conditions  for  approving. 

Limitations 

I  Reserved) 

Other  considerations. 

Processing  preappllcations,  appli- 
catlorLS  and  completing  grant 
dockets 

( Reserved ) . 

Planning  and  performing  develop- 
ment. 

I  Reserved) . 

Docket  preparation 

( Reserved ) . 

Approval  and  closing  action. 

Svibsequent  grants. 

Management  assistance 

Grant  closeout.  suspension  and 
termination. 

Review  of  decision 


Exhibit  A — Self-help  technical  assistance 
grant  agreement 

Exhibit  B — Personnel  Guidelines 

Exhibit  C — Sample  personnel  forms. 

Exhibit  D — Amendment  to  self-help  tech- 
nical assistance  grant  agreement 

Exhibit  E— Evaluation  of  self-help  techni- 
cal  (TA)   grants. 

Exhibit  P — Site  option  loan  to  technical 
assistance  grantees 

Authority  42  U.SC  1480:  delegation  of 
authority  by  the  Secretary  of  Agriculture.  7 


CFR  2.23:  delegation  of  authority  by  the 
A.ssistant  Secretary  for  Rural  Development. 
7  CFR  2  70 

Subpart  I — Self-Help  Technical  Assistance 
Grants 

§  1933.401       Pu^p<>^«■. 

This  subpart  sets  forth  the  policies 
and  procedures  and  delegates  authority 
for  providing  Technical  Assistance  iTA' 
funds  to  eligible  aDplicant"^  to  finance 
programs  of  technical  and  supenisory 
assistance  for  .self-help  housing  as  au- 
thorized under  Section  523  of  the  Hous- 
ing Act  of  1949.  This  financial  assistance 
may  pay  part  or  all  of  the  cost  of  de- 
veloping, administering,  or  coordinating 
programs  of  technical  and  supervisory 
assistance  to  aid  needy  families  in  carry- 
ing out  mutual  self-help  housing  efforts 
in  rural  areas. 

§  1933.402      Authority. 

The  State  Director  is  authorized  to 
approve  or  disapprove  TA  grants  in  ac- 
cordance with  this  subpart  For  a  grant 
in  excess  of  $200,000  or  in  any  case  in 
which  the  amount  of  the  grant  plus  any 
unexpended  funds  from  a  previous  grant 
will  exceed  $300,000,  the  prior  written 
consent  of  the  National  Office  will  be 
required.  In  such  cases,  the  docket  along 
with  the  State  Director's  recommenda- 
tions will  be  submitted  to  the  National 
Office  for  review 

§  1933.403      Definitions. 

As  used  in  this  regulation:  '&>  Agree- 
ment. The  contract  between  Farmers 
Home  Administration  iFmHAi  and  the 
applicant  which  sets  forth  the  t^rms 
and  conditions  under  which  TA  funds 
will  be  made  available 

(b>  Agreement  p^'nod-  The  period  of 
time  for  which  an  agreement  is  in  force. 

(c>  Applicant  or  grantee.  An  organi- 
zation which  applies  for  or  receives  TA 
funds  under  an  agreement.  'Grantee  ' 
also  means  a  borrower  under  Exhibit  F 
of  this  subpart. 

<d)  Date  of  completion  The  date 
when  all  work  under  a  grant  is  com- 
pleted or  the  date  in  the  TA  grant  agree- 
ment and  any  supplement  or  amend- 
ment to  it,  when  Federal  a.ssistance  ends 

(e>  Disallowed  costs  Those  charges  to 
a  grant  which  FmHA  determines  cannot 
be  authorized. 

(f»  Grant  closi'out.  The  process  by 
which  FmHA  determines  that  the  grant 
period  has  expired  and  all  applicable  ad- 
ministrative actions  and  all  required 
work  to  be  funded  with  the  grant  have 
been  completed  by  the  grantee  and 
FmHA. 

*g)  Mutual  self-help  The  construction 
method  by  which  participating  families. 
organized  in  groups  usually  of  6  to  10 
families,  utilize  their  own  labor  or  reduce 
the  total  construction  cost  of  their  homes 
Participating  families  complete  construc- 
tion on  their  homes  by  exchanging  actual 
labor  with  one  another  The  mutual  self- 
help  method  will  be  used  only  for  new 
construction  unless  an  exception  is  ob- 
tained from  the  National  Office  in  ac- 
cordance with  §  1933.409' a>. 
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(hi  Organization.  (1)  A  State  of  po- 
litical subdivision  or  public  nonprofit 
CDrporation  (including  Indian  Tribes  or 
tnbal  corporations  '  authorized  to  receive 
and  administer  T.\  funds;   or 

<2>  A  private  nonprofit  corporation 
that  IS  owned  and  controlled  by  private 
persons  or  interests  and  is  orcanized  and 
operated  for  purposes  other  than  making 
gains  or  profits  for  the  corporation  and 
IS  legally  precluded  from  distributing 
any  eains  or  profits  to  its  members 

ip  Participating  family.  Individuals 
and  or  their  families  who  agree  to  build 
liomes  by  the  mutual  self-help  method. 
Gener.U.  participants  are  families  with 
low  incomes,  includinsj  those  who  qualify 
for  and  receive  interest  credits  Some 
families  havine:  incomes  above  the  in- 
terest credit  level  may  also  participate 
providing  they  are  unable  to  pay  for  a 
home  built  by  the  contract  method. 
Families  in  this  category  may  include 
laree  families  who  have  continually  high 
medical  expenses  or  high  debt  repayment 
provided  thev  are  otherwise  eligible.  Par- 
ticipatintj  families  may  include  the  elder- 
ly and  tho.'ie  with  a  female  head  of 
households  provided  they  have  the  ability 
to  furnish  their  share  of  the  required 
labor  input.  The  participating  families 
may  obtain  the  necessary  home  financing 
from  FmHA  or  from  other  sources  A 
participating  family  must  have  financing 
arrangements  completed  before  the  start 
of  construction  and  have  sufficient  time 
and  show  a  d'^'^ire  to  work  with  other 
families  in  building  their  own  home  Each 
familv  should  contribute  at  least  700 
hours  of  labor  in  building  each  others 
homes  in  order  for  the  mutual  self-help 
method  to  be  carried  out.  The  available 
time  of  a  participating  family  must  co- 
incide with  the  other  group  members  so 
that  the  mutual  concept  of  the  project 
can  be  met. 

(j)  Rural  areas.  Open  country  or  rural 
places  as  defined  in  5  1822  3  of  this  Chap- 
ter I  FmHA  Instruction  444.1 ' . 

ik>  Sponsor  An  existing  entity  that  is 
willing  and  able  to  assii^ts  an  applicant 
without  charge,  in  applying  for  a  grant 
and  in  carrying  out  its  resnonsibilities 
under  the  aereement.  Examples  of  spon- 
sors are  local  rural  electric  cooperatives, 
institutions  of  higher  education,  and 
community  action  agencies 

'li  Termination  of  a  grant.  The  can- 
cellation of  Federal  assistance,  in  whole 
or  in  part,  under  a  grant  at  any  time 
before  the  date  of  completion. 

'mi  Technical  as^istsance.  The  or- 
ganizing and  supervi<;ing  of  groups  of 
families  in  the  building  of  their  own 
homes  and  includes  such  functions  as: 

<li  Recruiting  families  who  are  inter- 
ested in  sharing  labor  in  the  construc- 
tion of  each  other's  homes  and  assisting 
such  families  in  obtaining  housing  loans 

|2'  Assisting  at  meetings  of  the  fami- 
lies at  which  the  self-help  program  and 
subjects  related  to  home  owner<:hip.  such 
as  loan  payments,  taxes  and  insurance, 
are  explained  and  discu.s.sed; 

1 3  I  Helping  families  locate  and  develop 
suitable  building  sites: 

i4'  Assisting  families  in  selecting 
house  plans  for  homes  which  will  meet 
their  needs  and  which  they  can  afford: 
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( 5 1  Assisting  families  in  obtaining  cost 
estimates  for  construction  materials  and 
any  subcontractir.s  that  will  be  required; 

i6>  Providing  assistance  in  the  prepa- 
ration of  loan  applications: 

(7 1  Providing  technical  supervision 
and  training  for  families  while  they  con- 
struct their  homes: 

(8)  Assisting  families  in  solving  other 
housing  problems. 

<ni  Equivalent  units.  Equivalent  units 
represents  the  "theoretical  number  of 
units"  arrived  at  by  adding  the  percen- 
tage of  completion  figure  for  each  family 
in  the  self-help  program  '  pre-construc- 
tion.  and  actual  construction)  together 
at  any  given  date  during  program  opera- 
tions. The  sum  of  the  percentage  of  com- 
pletion figures  for  all  participant  fam- 
ilies represents  the  total  number  of 
"equivalent"  or  "theoretical"  units  com- 
pleted in  the  program  at  that  date. 

§  IQS.-i.lOt      Klisibilitv. 

(a)  Eligibility  of  applicant.  To  be  eligi- 
ble to  receive  a  grant  the  applicant  must: 
'  1 1  Be  an  organization  as  defined  in 
?  1933.403  (h). 

(2)  Have  the  financial,  legal,  adminis- 
trative, and  actual  capacity  to  assume 
and  carry  out  the  responsibilities  im- 
posed by  the  agreement.  To  meet  this 
requirement  of  actual  capacity  it  must 
either: 

(i)  Have  necessary  background  and 
experience  with  proven  ability  to  i>er- 
form  responsibly  in  the  field  of  mutual 
self-help  or  otlier  business  management 
or  administrative  ventures  which  indi- 
cate an  ability  to  perform  responsibly  in 
the  field  of  mutual  self-help;  or 

(iii  Be  sponsored  by  an  organization 
which  has  such  background  experience 
and  ability  and  which  agrees  in  writing 
that  It  will  provide,  without  charge,  the 
help  the  applicant  will  need  to  carry 
out  its  responsibilities. 

1 3 )  Legally  obligate  itself  to  administer 
TA  funds,  provide  an  adequate  account- 
ing of  the  expenditure  of  such  funds,  and 
comply  with  the  agreement  and  FmHA 
regulations. 

i4i  If  the  organization  is  a  private 
nonprofit  corporation,  it  .should  also: 

(1)  Be  a  corporation  organized  for  the 
primary  purpose  of  assisting  low-  and 
moderate-income  families  to  obtain  ade- 
quate housing. 

lii)  Have  local  representation  among 
its  membership. 

'iiii  Adopt,  if  It  is  being  newly  orga- 
nized. Articles  of  Incorporation  aiid  By- 
laws that  generally  conform  to  Exhibits 
D  and  E  of  Subpart  D  of  Part  1822  of 
this  Chapter,  which  are  available  in 
FmHA  offices,  with  changes  appropriate 
to  include  the  purposes  and  powers  of  an 
eligible  applicant  under  this  subpart 
The  Office  of  the  General  Counsel 
'OGCi  should  be  requested  by  FmHA 
to  review  and  adopt  the  exhibits  for  use 
in  the  respective  States 

dv)  Have  a  Board  of  Directors  which 
will  consist  of  not  less  than  five  but  gen- 
erally not  more  than  nine  members  Only 
those  board  member;;  with  annual  in- 
comes below  the  Federal  Poverty  guide- 
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lines  as  established  by  the  Community 
Services  .Administration  shall  be  entitled 
to  receive  payments  or  reimbursement 
for  attending  board  meetings. 

(VI  If  engaged  in  or  plans  to  be  en- 
paged  in  other  activities  that  will  affect 
the  operation  of  the  TA  grant,  be  able 
to  provide  sufficient  evidence  and  docu- 
mentation that  it  will  have  sufficient 
funds  to  assure  continued  operation  for 
at  least  the  period  of  the  grant  agree- 
ment. 

ib>  Authorized  representative  of  ap- 
plicant. FmHA  will  deal  only  with  au- 
thorized representatives  of  the  applicant. 
The  authorized  representatives  must  be 
members  of  the  applicant-organization 
and  have  no  pecuniary  interest  in  the 
award  of  any  engineering,  architectural, 
or  construction  contracts,  purchase  of 
the  necessary  equipment,  or  purchase  or 
development  of  the  land. 

§  1933.40,S      Purpo-.e^. 

TA  funds  may  be  used  only  for  the 
following  purposes: 

<a)  Hiring  personnel  as  authorized  In 
the  agreement. 

ibi  Payment  of  necessary  and  reason- 
able office  expenses  such  as  office  rental. 
office  utilities,  and  office  equipment 
rental. 

<ci  Purchase  of  office  supplies  such  as 
paper,  pens  and  pencils. 

'd'  Payhient  of  necessary  reasonable 
administrative,  costs  including  but  not 
limited  to  items  such  as  workmen's  com- 
pensation, liability  insurance,  audit  re- 
ports, travel  and  training,  and  employer's 
share  of  social  security  and  health  bene- 
fits. 

le'  PurcJhase  and  mamtenance  of 
power  or  spenalty  tools  such  as  a  power 
saw.  electric  drill,  and  sabre  saw  which 
are  needed  but  are  not  readily  available 
to  participating  families  on  a  rental  basis 
at  reasonable  cost.  The  participating 
families,  however,  are  expected  to  pro- 
vide their  own  basic  hand  tools  such  as 
hammers  and  handsaws. 

I  f '  Payment  of  reasonable  fees  for 
necessary  training  of  grantee  personnel. 
This  may  include  the  cost  of  travel  and 
per  diem  to  attend  State  or  Regional 
framing  sessions  when  authorized  on  an 
individual  case  basis  by  the  FmHA  State 
Director. 

I  g  I  Payment  for  technical  and  consult- 
ant services  not  readily  available  without 
cost  to  the  partiripating  families. 

'  1  >  Generallv.  however,  training  and 
consulting  will  be  limited  to  obtaining 
outside  expertise  to  help  the  grantee's 
employees  with  local  problems  they  are 
encountering  In  administering  the  TA 
proposal. 

(2)  Ordinarily,  FmHA  will  furnish 
needed  guidance  for  the  development  of 
a  TA  application.  The  State  Director 
may,  however,  with  the  prior  approval  of 
the  National  Office,  authorize  the  use  of 
TA  funds  to  enable  an  applicant  to  pay  a 
quailfied  consulting  organization  or 
foundation,  operating  on  a  nonprofit 
basis  charges  for  necessary  services,  for 
development  of  such  an  application,  pro- 
vided the  State  Director  determines 
that: 


FEDERAL    REGISTER     VOL     42,    NO     112 — FRIDAY     JUNE    10     1977 


29888 


PROPOSED   RULES 


(1)  Either  the  apphcant,  even  with  the 
available  FmHA  guidance,  cannot  de- 
velop a  sound  TA  application  without  the 
professional  services:  or  the  services 
would  permit  significant  financial  sav- 
ings to  the  Government,  either  directly 
or  by  reducing  the  workload  in  process- 
mg  applications;  and, 

fiii  The  charges  are  rea.sonable  con- 
sidering the  amount  of  TA  funds  covered 
by  the  agreement  and  the  cost  of  similar 
services  in  the  same  or  similar  rural 
areas. 

§  19.1.^.406      f;oiidilion«  for  approvinc  an 
uKrcf-iiwnl. 

An  agreement  may  be  approved  for  an 
ehgible  applicant  only  when  the  follow- 
ing conditions  are  present: 

<ai  A  need  clearly  exists  in  the  area 
for  self-help  housing.  The  applicant 
must  provide  information  such  as  cen- 
sus materials,  local  planning  studies, 
surveys,  or  other  readily  available  infor- 
mition,  indicating  a  need  in  the  area  for 
housing  of  the  type  and  cost  to  be  pro- 
vided by  the  proposed  self-help  TA  pro- 
gram for  low  income  families  that  lack 
adequate  housing  or  live  in  housing  that 
is  considered  to  be  deteriorating,  de- 
lapidated,  overcrowded,  and  lacking  some 
or  all  plumbing  facilities  The  applicant 
must  also  orovide  evidence  that  at  least 
as  many  families  as  the  number  of  homes 
to  be  built  have  been  contacted  and  are 
interested  in  and  eligible  to  participate 
in  the  self-help  orogram.  A  list  of  such 
families  consisting  of  names  and  ad- 
dresses will  be  provided. 

ib>  Reasonable  evidence  is  available 
that  the  applicant  hns  or  can  hire  quali- 
fied neonle  to  carrv  out  its  resnonsihiii- 
ties  The  Board  of  Directors  will  hire  the 
TA  Director  with  the  written  approval 
of  the  State  Director.  The  State  Director 
should  authorize  approval  only  after  the 
candidate's  nualifications  are  reviewed 
and  show  that  the  candidate  is  capable  of 
carrving  out  these  responsibilities. 

<c>  Funds  for  th*>  proposed  TA  project 
are  not  available  from  other  sources. 

'd>  The  applicant  must  h<ive  at  least 
thp  first  self-help  groun  organized  and 
each  individual's  Rural  Honsincr  (RH' 
502  loans  approvpd  before  the  erant  is 
closed.  The  group  should  be  readv  to  be- 
pin  construction,  generally,  within  30 
days  qfter  grant  closine. 

'e>  Sites  are  available  for  the  initial 
group  and  are  or  can  reasonably  be  ex- 
pected to  be  available  for  subsequent 
groups.  An  RH  site  loan  to  the  appli- 
cant under  sections  52.1  or  5''4  mav  be 
considered  for  approval  simultpneously 
with  or  before  approval  of  the  aereement 
if  necessarv  to  obtain  adequate  sites 

§  193.3.407      I.imilutions. 

The  size  of  the  TA  grant  will  depend 
on  the  experience  and  capability  of  the 
applicant  In  any  case,  the  application 
will  fully  justify  the  number  of  homes 
proposed. 

<a»  Maiimum  amount.  An  initial  T.^ 
grant  will  not  exceed  $200,000  without 
prior  approval  of  the  National  Office 

'b)  Average  TA  cost.  An  agreement 
should  be  developed  on  the  basis  of  rea- 


sonable costs  per  house.  A  new  organiza- 
tion may  have  higher  costs  because  of 
difficulties  encountered  during  the  early 
stages  of  operation.  During  the  first  year 
of  operation  tlie  TA  cost  should  not  ex- 
ceed 18  percent  of  the  cost  of  the  homes 
built  by  the  contract  method.  For  gran- 
tees operating  on-going  programs  of  self- 
help  housing  the  TA  cost  should  not  ex- 
ceed 15  percent  of  the  cost  of  the  homes 
built  by  the  contract  method.  In  any 
case,  a  TA  cost  resulting  in  a  net  savings 
of  less  than  $500.00  will  not  be  accept- 
able Net  savings  will  be  computed  in  ac- 
cordance with  the  following  example: 

Cost  of  contractor  built  house $23,500 

Cost  of  self-help  house -18.000 

Gross    saving 5.500 

Gross   saving 5,600 

Per  unit  TA  cost -      -3,000 

Net  savings 2.500 

(C)  Agreement  period  An  agreement 
will  cover  a  period  not  to  exceed  2  years 
from  the  date  the  TA  grant  is  closed. 

idi  Advances.  Funds  may  be  advanced 
initially  under  an  agreement  to  cover 
TA  needs  for  the  balance  of  the  month 
in  which  the  grant  is  closed  and  the  next 
month.  Each  additional  advance  will  be 
made  for  a  1 -month  period  in  accord- 
ance with  §  1933.416(d)   <4)  and  (5). 

le)  Prohibited  use  of  funds.  An  appli- 
cant may  u.se  TA  funds  only  for  the  pur- 
poses stated  in  §  1933.405.  Among  the 
purposes  for  which  TA  funds  will  not  be 
used  are  the  following: 

(1)  Hiring  personnel  specifically  for 
the  purpose  of  performing  any  of  the 
construction  work  for  participating  fam- 
ilies in  the  self-help  projects. 

i2>  Buying  real  estate  or  building  ma- 
terials or  other  property  of  any  kind 
for  participating  families. 

i3>  Paying  any  debts,  expenses,  or 
costs  which  should  be  the  responsibility 
of  the  participating  families  in  the  self- 
help  projects,  other  than  those  listed  in 
§  1933.405. 

<fi  Obligations  incurred  before  execu- 
tion of  the  agreement.  An  applicant 
should  not  obligate  itself  for  any  debts 
before  executing  the  agreement.  If,  nev- 
ertheless, the  applicant  incurs  debts  for 
technical  and  consultant  services  of  the 
type  listed  in  §  1933.405igi  and  the  re- 
quirements of  that  paragraph  are  met. 
funds  may  be  used  to  pay  these  debts. 

§1933.108      Federal      Management      Tir- 
eular  hM(,  71-7, 

Federal  Management  Circular  FMC 
74-7:  Uniform  administrative  require- 
ments for  grants-in-aid  to  State  and 
local  governments  are  provided  in  FMC 
74-7.  Should  a  State  or  local  govern- 
mental body  express  an  interest  in  ap- 
plying for  a  TA  grant,  the  matter  will 
be  referred  to  the  National  Oflice  for 
processing  to  assure  compliance  with 
FMC  74-7. 

§1933.409      Other  eon!«ideralion«. 

(ai  Type  of  construction.  An  applica- 
tion will  be  based  only  on  the  need  to 
build  new  houses  by  the  mutual  self-help 
method,  unless  prior  approval  for  repair 


work  is  obtained  from  the  National  Of- 
fice. Some  forms  of  manufactured  hous- 
ing may  be  used  such  as  precut  or  pan- 
elized  exterior  walls  which  will  reduce 
construction  time  for  the  families.  How- 
ever, each  family  should  contribute  at 
least  700  hours  of  labor  in  order  for  the 
mutual  self-help  method  to  be  earned 
out.  Tlie  family  labor  contribution  must 
result  in  a  significant  cost  savings 
Grantees  may,  after  they  begin  working 
in  an  area,  find  that  a  need  exists  for  a 
mutual  self-help  project  to  enable  home- 
owners to  make  repairs  to  their  homes. 
These  repairs  may  be  either  minor  or 
extensive.  With  prior  approval  of  the 
National  Office,  an  applicant  may  orga- 
nize a  mutual  self-help  project  for  pur- 
poses other  than  new  construction,  pro- 
vided all  the  following  additional  condi- 
tions are  met : 

(1)  The  self-help  group  must  be  com- 
posed entirely  of  individuals  and  fami- 
lies needing  to  repair  their  homes.  The 
repair  work  on  all  homes  should  be  rea- 
sonably comparable  in  the  amount  of 
labor  exchange  that  is  required.  The 
estimated  number  of  hours  of  labor  and 
a  description  of  the  work  to  be  done 
must  be  provided. 

(2)  Participating  families  must  have 
the  time  and  ability  to  complete  the  type 
of  work  required  in  the  project. 

(3 1  Participating  families  must  assure 
the  applicant  that  they  will  follow 
through  to  the  conclusion  of  the  project 

(b»  Staffing  of  applicant. — <\>  Initial 
staff.  The  initial  staff  for  a  new  organiza- 
tion may  consist  of  the  TA  Director,  the 
Secretary  bookkeeper,  a  group  worker, 
and  a  construction  supervisor.  Positions 
should  be  filled  only  as  necessary  to  as- 
sure that  construction  of  the  homes  for 
at  least  the  first  group  of  families  can 
start  within  30  days  of  closing  the  agree- 
ment. The  employees  initially  hired 
should  be  able  to  serve  double  functions 
until  such  time  as  the  volume  of  work 
warrants  hiring  additional  staff.  For 
example,  the  TA  Director  may  also  per- 
form the  work  of  a  group  worker  and 
provide  limited  bookkeeping  and  secre- 
tarial services  until  the  volume  of  work 
justifies  hiring  additional  staff. 

(2)   Typical  staff.  <i>  One  director 

<ii)  One  to  two  coordinator-tramers 
who  will  work  with  participating  fami- 
lies during  the  planning  and  development 
stages  and  will  provide  any  necessary  and 
appropriate  assistance  throughout  con- 
struction. 

<iii'  One  secretary-bookkeeper  who 
should  be  hired  part-time  until  the 
volume  of  work  justifies  a  full-time 
position. 

(iv)  One  to  three  construction  super- 
visors who  will  provide  guidance  and  in- 
structions to  participating  families  dur- 
ing the  construction  of  their  homes.  A 
construction  supervisor  who  has  not 
worked  with  self-help  families  before 
should  work  with  groups  of  6  to  10  fami- 
lies and,  after  gaining  experience,  should 
be  able  to  work  with  groups  of  10  or  more 
participating  families.  A  construction 
supervisor  must  he  available  when  fami- 
hes  can  work  on  their  houses,  and  may 
be  hired  initially  on  an  hourly  basis. 
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<  V I  other  .staff  positions  to  be  paid  for 
with  grant  funds  may  be  added  only  if 
the  State  Director  determines  they  are 
necessarv  for  the  success  of  the  TA  grant 
and  justified  from  an  economic  stand- 
point. 

tci  Area  to  be  served.  An  application 
for  T.A  funds  must  specify  the  area  to  be 
served  under  the  proposed  agreement. 
Generallv,  the  area  will  not  include  more 
than  the  area  of  a  single  county  In  any 
event,  it  will  be  restricted  to  the  area 
served  by  one  FmHA  County  Office, 
unle.ss  sppcific  authority  for  an  exception 
is  given  by  the  National  Office  before  ap- 
proval of  the  grant. 

•d'  Authorizing  resolufinn.  A  resolu- 
tion will  be  adopted  by  the  applicant  s 
governins  body  authorizing  the  appro- 
priate officers  to  apply  to  F^HA  for  a 
specified  amount  of  TA  funds  and  to 
execute  Exhibit  A.  "Self-Help  Technical 
As-^istance  Grant  Agreement."  and  Form 
FmH^  400-4.  "Nondi'^crimination  Agree- 
ment "  The  applicant's  board  of  directors 
and  officers  should  fully  understand  the 
"Self-Help  Technical  Ass'stance  Grant 
Agreement"  and  the  "Nondiscrimination 
Aereement'  to  be  aware  of  their  respon- 
sibihties.  A  certified  copy  of  the  author- 
izing resolution  will  be  included  in  the 
agreement  docket  before  the  agreement 
is  approved. 

<e)  NondU:criTnination.  The  applicant 
will  be  bound  by  the  nondiscrimination 
and  equal  emnloym.ent  opportunity  cov- 
enants contained  in  the  "Self-Help 
Technical  Assistance  /Agreement"  and 
will  execute  Form  FmHA  400-4  which 
will  become  a  '  part  of  the  agreement 
docket. 

(f>  Compliance  with  local  codes  and 
regvlaHons  Applicants  must  be  sure 
that  the  planning  and  development  of 
self-he' p  housing  will  conform  with  any 
a^^plicable  laws,  ordinances,  codes,  and 
regulations  governing  such  matters  as 
construction,  heating,  plumbing,  electri- 
cal installation,  fire  prevention,  health, 
sanitation,  zoning,  as  well  as  minimum 
propertv  standards  as  adopted  by  FmHA 

<g>  Reports.  Applicants  receiving  TA 
funds  will  be  required  to  submit  to  the 
County  Office: 

1 1 1  "Request  for  Advance  or  Reim- 
bursement'  on  Form  AEV-628  and  the 
information  requested  in  Exhibit  E  of 
this  subpart  by  the  15th  of  each  month. 

i2i  An  audit  of  the  grantee's  accounts 
at  the  end  of  each  year  of  operation  in 
accordance  with  the  handbook.  'Instruc- 
tion to  Independent  Certified  Public  Ac- 
countants and  Licensed  Public  Account- 
ants Performing  Audits  of  Farmers 
Home  Administration  Borrower  and 
Grantees".  A  copy  of  the  handbook  may 
be  obtained  from  any  FmHA  Office. 

131  Form  AD-626.  "Financial  Status 
Report."  at  the  end  of  the  agreement 
period  The  report  may  be  on  either  a 
cash  or  accrual  basis  consistent  with 
the  financial  accounting  system  adopted 
by  the  grantee  and  will  be  consistent 
throughout  the  grant  period.  The  report 
will  be  submitted  to  the  County  Super- 
visor within   90  days  after  the  end  of 


the  grant  period  or  the  completion  or 
termination  of  the  program. 

(h)  Use  and  accountability  for  TA 
funds.  All  TA  funds  will  be  placed  in  a 
depository  bank  which  is  a  member  of 
the  Federal  Deposit  Insurance  Corpora- 
tion. Collateral  for  such  deposits  also  wUl 
be  pledged  in  accordance  with  Part  1803 
of  this  Chapter.  The  use  of  minority 
banks  is  encouraged  Checks  must  be 
signed  by  at  least  two  authorized  officials 
of  the  applicant  who  have  been  properly 
bonded  in  accordance  with  paragraph 
lii  of  this  section.  No  expenditures  will 
be  made  for  items  or  amounts  not  au- 
thorized under  the  agreement.  When 
necessary  to  assure  proper  use.  the  State 
Director  may  require  TA  funds  to  be  de- 
posited in  a  supervised  bank  account  in 
accordance  with  Part  1803  of  this 
Chapter 

(1)  Bonding.  The  applicant  will  pro- 
vide fidelity  bond  coverage  for  its  officers 
and  employees  entrusted  with  the 
receipt,  custody,  or  disbursement  of  its 
funds,  a^d  the  custody  of  any  other 
negotiable  or  readily  salable  personal 
property.  The  amount  of  the  bond  will 
be  at  least  equal  to  the  maximum 
amount  of  such  funds  and  property  that 
the  applicant  will  have  in  its  possession 
or  control  at  any  time,  including  funds  in 
bank  accounts,  except  that  State  or  local 
units  of  government  will  not  be  required 
to  provide  fidelity  bonds  over  and  above 
those  normally  required  for  their  CHiera- 
tions.  If  not  prohibited  by  State  law.  the 
United  States  will  be  named  co-obligee 
on  the  bond.  Form  FmHA  440-24.  "Posi- 
tion Fidelity  Schedule  Bond,"  may  be 
used  if  permitted  by  State  law. 

'ji  Records.  If  the  applicant  is  a 
private  nonprofit  organization,  it  must 
submit  to  FmHA,  by  the  end  of  the  first 
month,  certification  that  it  has  estab- 
lished an  accounting  system  which,  in 
the  opinion  of  a  certified  or  otherwise 
duly  licensed  pubhc  accountant,  is  ade- 
quate to  meet  the  purposes  of  the  agree- 
ment. The  accounting  certification  shall 
state  that  the  applicant  has  established 
an  adequate  accounting  system  with  ap- 
propriate internal  controls  to  safeguard 
assets,  check  the  accuracy  and  reliability 
of  its  accounting  data,  promote  operat- 
ing efficiency,  and  encourage  compliance 
with  prescribed  management  policies  and 
any  additional  fiscal  responsibilities  and 
accounting  reoulrements  established  by 
FmHA.  If  this  requirement  cannot  be 
met  by  the  time  specified,  the  applicant 
must  show  that  such  an  accounting  sys- 
tem Ls  in  the  process  of  development, 
with  a  definite  completion  date.  Estab- 
lishment of  such  certified  adequate  sys- 
tem must  in  any  event  be  completed  be- 
fore the  third  monthly  advance  is  made. 
If  a  certified  adequate  accounting  system 
is  not  provided  for  by  the  time -the  third 
monthly  advance  is  made  the  grant  may 
be  terminated  in  accordance  with 
§  1933  419'b'. 

'k)  Site  option  iSO)  loans.  A  TA 
grantee  may  obtain  a  site  option  loan  for 
the  purchase  of  land  options  in  accord- 
ance with  Exhibit  F  of  this  subpart. 


§  1933.410  Proce*sinit  preapplicatlons, 
appliraliono  and  ronipletlng  grant 
dockets. 

(a)  Form  AD-621.  'Pre application  for 
Federal  Assistance."  Form  AD-521   will 
be  submitted   by  each  applicant  in  an 
original  and  two  copies  to  the  County 
Supervisor.  It  will  be  used  to  establish 
communication    between    the   applicant 
and   FmHA.   determine   the   applicant's 
eligibility,  determine  how  well  the  proj- 
ect can  compete  with  similar  applica- 
tions from  other  organizations  and  elinr- 
Inate  any  proposals  which  have  little  or 
no   chance   for  Federal  funding  before 
applicants  ineur  significant  expenditures 
for  preparing  an  application  The  follow- 
ing information  will  be  attached  to  and 
become  a  part  of  the  preapplicalion    as 
Part  I'V.  Program  Narrative  Statement: 
'1<    Complete  Information  about  the 
applicant's     previous     exT>erience     and 
capacity  to  carry  out  the  objective  of  the 
agreement. 

(2>  If  the  applicant  is  already  formed, 
a  copy  of.  or  an  accurate  reference  to, 
the  specific  provisions  of  State  law  under 
which  the  applicant  i.s  organized,  a  cer- 
tified copy  of  the  applicant  s  Articles  of 
Incorporation  and  Bylaws  or  other  evi- 
dence of  corporate  existence :  certificate 
of  incorporation  for  other  than  public 
bodies:  evidence  of  good  standing  from 
the  State  when  the  corporation  has  been 
in  existence  1  year  or  more:  the  names 
and  addresses  of  the  applicant's  mem- 
bers, directors,  and  officers:  and  if  an- 
other organization  Is  a  member  of  the 
applicant-organization,  its  name,  ad- 
dress, and  principal  business  If  the  ap- 
plicant is  not  already  formed,  copies  of 
the  proposed  organizational  documents 
as  outlined  in  J  1933  404(a>  (4)  'liii . 

(3  I  A  current,  dated,  signed  financial 
statement  showing  the  amounts  and 
specific  nature  of  assets  and  liabilities. 
together  with  information  on  the  repay- 
ment schedule  and  status  of  any  debt 
owed  by  the  applicant  If  the  applicant 
is  a  new  organization  being  sponsored  by 
another  organization,  the  same  type  of 
financial  statement  also  should  be  pro- 
vided by  the  applicant's  sponsor. 

(4^  A  narrative  statement  which  in- 
cludes information  about  the  amount  of 
the  grant  request,  area  to  be  served,  the 
need  for  self-help  hOLising  in  the  area, 
and  the  number  of  self-help  units  that 
can  be  built  In  the  agreement  period 

151  A  list  of  other  activities  the  appli- 
cant is  engaged  in  and  expects  to  con- 
tinue, and  a  statement  as  to  any  other 
funding  and  whether  it  will  have  suffi- 
cient funds  to  assure  continued  opera- 
tion of  the  other  activities  for  at  least 
the  period  of  the  agreement 

I  b  1  F^eapplication  review.  The  County 
Supervisor  will  review  Form  AD-621  and 
other  information  submitted  with  it  The 
preapphcation  and  the  County  Supervi- 
sor's comments,  recommendations,  and 
any  additional  information  will  be  for- 
warded to  the  State  Director  for  advice 
about  further  processing.  The  State  Di- 
rector will  review  the  preapplication  and 
related      information      to      determine 
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whether  it  meets  the  ehgibility  require- 
ments. 

( 1 1  The  State  Director  will  review  the 
applicant's  Articles  of  Incorporation  and 
Bylaws  and.  if  they  conform  to  approved 
model  forms  for  the  State  as  provided  in 
«  1933.404(ai  <4i  iiii) ,  the  Slate  Director 
need  not  obtain  a  preliminary  opmion 
regardmg  the  legality  of  organization  of 
applicant  from  OGC.  In  all  other  cases, 
the  State  Director  will.  and.  in  any  case, 
may.  submit  the  preapplication  with  any 
comments  or  questions  to  OGC  for  a  pre- 
liminary opinion  as  to  whether  the  appli- 
cant is  or  will  be  a  legal  organization  of 
the  type  required  by  these  regulations 
and  for  advice  n  any  other  aspects  of 
the  preapplication. 

i2i  The  State  Director,  if  unable  to 
determine  eligibility  or  qualifications 
with  the  advice  of  the  OGC.  may  submit 
the  preapplication  to  the  National  Office 
for  review.  The  preapplication  will  con- 
tain a  memorandum  from  OGC.  .setting 
forth  the  results  of  its  review.  The  State 
Director  will  identify  in  the  transmittal 
memorandum  to  the  National  Office  the 
specific  problem,  and  will  recommend 
possible  .solutions  Any  information  about 
the  applicant  which  would  be  helpful  to 
the  National  Office  in  reaching  a  decision 
should  be  included 

(C  Form  AD-622.  'Notice  of  Preap- 
plication Review  Action"  The  State  Di- 
rector will  authorize  the  County  Super- 
visor to  prepare  and  execute  Form  AD- 
622  informing  applicants  the  results  of 
the  review. 

•  1 1  If.  after  review  of  the  preapplica- 
tion. the  applicant  is  not  eligible  or  if  the 
applicant  is  eligible  and  no  funds  are 
available,  the  applicant  will  be  promptly 
notified.  The  notification  will  inform  the 
applicant  that  a  review  of  the  decision  by 
the  National  Office  mav  be  requested  if 
the  applicant  believes  the  deci.sion  has 
not  been  made  in  a  proper  m  inner  based 
on  the  information  submitted  The  appli- 
cant may  request  the  review  by  writing 
to  the  Admini.strator  of  the  Farmers 
Home  Administration.  United  States  De- 
partment of  Agriculture,  Washington. 
DC  20250. 

<  2 1  Upon  receipt  of  a  request  from  an 
applicant  that  the  decision  of  the  State 
Director  be  reconsidered,  the  Adminis- 
trator will  obtain  a  comprehensive  re- 
port on  the  matter  from  the  State  Office 
He  will  consider  this  information  to- 
gether with  any  additional  information 
that  may  be  provided  by  the  applicant; 
and 

'i)  If  the  Administrator  determines 
that  the  appllrant  Ls  eligible,  he  will  in- 
form the  applicant  by  letter  that  its 
request  will  be  approved  or  may  be  ap- 
proved subject  to  certain  conditions.  The 
Administrator  will  advise  the  State  Di- 
rector of  the  action  to  be  taken. 

till  If  the  Admmistrator  determines 
that  the  applicant  is  not  eligible,  he  will 
inform  the  applicant  by  letter  of  his  de- 
cision giving  the  reasons   The  Adminis- 


trator will  also  send  the  Slate  Director 
a  copy  of  the  letter. 

(iiii  If  no  decision  is  reached  within 
30  days  of  the  receipt  of  a  request  for 
review  by  the  Administrator,  the  appli- 
cant will  be  informed  that  its  request  is 
being  considered  and  given  a  specific  date 
bv  which  a  decision  will  be  made. 

<3i  If  the  State  Director  determines 
that  the  applicant  is  eligible  and  could 
carry  out  the  agreement,  and  if  funds 
have  not  been  allocated  to  a  State  to 
cover  the  request,  the  State  Director  will 
contact  the  National  Office  as  to  the 
availability  of  funds.  If  funds  are  avail- 
able, the  applicant  will  then  be  requested 
to  submit  an  application  and  other  nec- 
essary docket  items. 

(4)  If  the  preapplication  review  re- 
quest by  the  National  Office  cannot  be 
performed  within  45  days,  the  applicant 
will  be  informed  by  letter  as  to  when  the 
review  will  be  completed. 

(di  Form  AD-625.  "Application  for 
Federal  Assistance  'Short  FormK"  The 
applicant  will  submit  Form  AD-625  in 
an  original  and  two  copies  to  the  County 
Supervisor.  The  applicant  also  should 
provide  a  detailed  proposal  of  its  goals 
including  information  about; 

( 1  >  Evidence  of  the  need  for  self-help 
housing  in  the  area,  including  the 
following : 

ui  Housing  conditions  of  low-  and 
moderate-income  families  in  the  area. 

tiii  Reasons  why  families  cannot  ob- 
tain adequate  housing  without  self-help 
assistance. 

I  ili  I  Names  and  addresses  of  families 
who  have  been  personally  contacted  by 
the  applicant  and  are  interested  in  par- 
ticipating in  a  self-help  housing  project. 
Community  organizations  including  mi- 
nority organizations  mav  be  used  as  a 
source  of  names  of  people  interested  in 
self-help  housing. 

1  iv  I  Evidence  of  the  ability  of  pro- 
spective participating  families  to  qualify 
for  financial  assistance  from  FmHA  or 
other  sources. 

I VI  Cost  comparison  of  adequate  but 
modest  contractor  built  housing  in  the 
area  with  housing  built  by  the  self-help 
method  This  cast  comoarison  should  in- 
clude plans  and  specifications  for  the 
houses  to  be  built;  and  detailed  cost  esti- 
mates for  building  by  the  self-help 
method:  and  bids  from  at  least  two  con- 
tractors building  in  the  area. 

1 2 1  The  services  the  applicant  will 
provide  that  are  not  presently  available 


to  families  that  are  eligible  to  participate 
in  the  proposed  TA  grant  program. 

(3'  Proposed  staff  needed,  including 
qualifications,  experience,  proposed  hir- 
ing schedule,  and  availability  of  any  pro- 
spective employees. 

f4)  Name,  address,  and  official  posi- 
tion of  applicant's  representative  or 
representatives  authorized  to  act  for  the 
applicant  and  work  with  the  County  Su- 
pervisor. 

(51  Budget  information  including 
items  such  as  a  proposed  monthly 
progress  schedule  showing  the  proposed 
dates  for  hiring  employees  and  starting 
and  completion  of  homes  in  each  group, 
a  detailed  budget  based  upon  the  needs 
outlined  in  the  proposal  for  the  agree- 
ment period,  and  a  proposed  monthly 
schedule  of  the  funds  that  will  be  needed. 

i6  >  Personnel  procedures  and  practices 
that  will  be  established  in  accordance 
with  Exhibit  B  of  this  subpart.  Exhibit 
C  of  this  subpart  contains  sample  forms 
that  applicants  can  use  in  maintaining 
their  personnel  records.  Any  forms  to  be 
used  will  be  submitted  with  the  applica- 
tion. 

(7)  A  proposed  monthly  activities 
schedule  showing  the  proposed  dates  for 
starting  and  completing  the  recruitment, 
loan  processing  and  construction  phases 
for  each  group  of  participant  families. 

(8)  Evidence  of  the  availability  of 
building  sites  for  at  least  the  first  group 
of  oarticirant  families.  As  proof  of  avail- 
ability an  option  to  purchase  or  other 
documentation  must  be  provided  that 
acceptable  building  sites  can  be  pur- 
chased. 

§  1933.411       [Reserved]. 

§  1933.412      Planning     and      prrfomiinK 
drvdopment    %»nrk. 

The  development  work  will  be  planned 
and  completed  in  accordance  with  Sub- 
parts A  and  D  of  Part  1804  of  this  Chap- 
ter. 

§1933.413      [Reserved]. 

§  1933.414      Do<-ket    preparation. 

'a)  Assembly.  When  the  application 
and  all  items  required  for  the  complete 
docket  have  been  received,  they  will  be 
thoroughly  examined  by  the  County  Su- 
pervisor to  insure  that  they  have  been 
properly  and  accurately  prepared  and  in- 
clude the  required  dates  and  signatures 
The  agreement  docket  items  will  be  as- 
sembled In  the  following  order  and  dis- 
tributed as  indicated ; 


Form  No. 


Name  of  form  or  doctiment 


Total  Signed  by      Number  for       Copy  for 

number  applicant        agrp^ment        applkMnt 

of  copiet  dook<>t 


AIX21  Pmpplicslion  for 

\  D-622  Notice  of  preapplication  review  action 

.\D-«i5  Application  for  Federal  assistance  (short 

form)  (with  attachraenla). 

KmHA  440-1        Request  for  obliKation  of  funds 

FmJI.\  400-4       Nondiscrimination  agreement 

Certified  copy  of  aulhoriiing  resolatlon 

Self-help  technical  assistance  grant  agree- 
ment leihibit  A). 
Any  personnel  forms  to  be  used 


s 

2 

17 

1    l-Oaiid2C..                   1 
I-C I 

3 
i 

a 
1 

1  1-0  and  2C.                      1 

2  4-0  and  3C.                      1 

1    1-0 1 

1    1-0 

3 

1    1-0 1 

3 

J    l-0 1 

Note.— 0=original;  C=copy 
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(b»   Renew. 

( 1 )  The  County  Supervisor  will  review 
the  docket,  comment  on  the  need  for 
self-help  housing  in  the  area,  the  appli- 
cants capacity  to  carry  out  the  agree- 
ment, and  evaluate  and  verify  the  ap- 
plicant's financial  statement  These  com- 
ments and  the  docket  will  be  submitted 
to  the  State  Director  for  review. 

i2i  The  State  Director  will  review  the 
docket  and  determine  either  it  is  com- 
plete or  it  is  incomplete  and  requires  ad- 
ditional information. 

§  1933.413       [Reserved] 

§  19.'i3.416       Approval  and  closing. 

fa  I  Rcsnonsibilitic:^  of  approval  official. 
The  approval  official  v.ill  review  the 
docket  to  determine  compliance  with 
established  policies  and  all  pertinent 
regulations  and,  specifically,  determine 
that  the; 

111    Aonlicant  is  eligible. 

<2^  F\inds  are  requested  for  author- 
ized purposes. 

1 3)    Proposal  is  sound. 

(4»  Preapproval  requirements  have 
been  met. 

ib>  Approval  of  arant.  To  approve  the 
grant,  the  aonroval  official  will;  <li  Ex- 
ecute and  distribute  Form  FtaHA  440-1. 
"Request  for  Oblisation  of  Funds."  in 
accordance  with  instructions  contained 
in  the  Forms  Manual  Insert  i  FMI ) . 

•  2)  Prepare  and  distribute  Form 
PmH.A  071-1.  "Project  Information 
Card."  in  accordance  with  FmHA  In- 
struction 2015-C. 

ict  Disapproval  of  nrant.  If  a  grant  is 
disapproved  after  the  docket  has  been 
developed,  the  approval  official  will  state 
the  reason  on  the  original  Form  FmHA 
440-1.  or  in  a  memorandum  to  the 
Coimty  Supervisor.  Th''  County  Super- 
visor will  notify  the  applicant  in  writing 
of  the  disapproval  and  the  reasons  for 
disapproval  The  notification  will  inform 
the  applicant  thnt  a  rfvjpw  of  the  deci- 
sion bv  the  National  Office  may  be  re- 
quested if  the  applicant  believes  the  de- 
cision has  not  been  made  in  the  proper 
manner  Such  a  review  will  be  conducted 
as  outlined  in  5  1933.4inic>  <2> .  The 
docket  will  then  be  handled  in  accord- 
ance with  FmHA  Instruction  151  1. 

id>  Actions  subsequent  to  aprrrcn'al  of 
a  grant. —  (1>  Change  in  amount  of 
grant.  If  it  becomes  noces.sary  for  the 
amount  of  T.^  funds  provided  for  in  the 
agreement  to  be  increased  or  decreased 
before  cla'^iner.  the  County  Super\-isor 
will  request  that  all  distributed  docket 
forms  be  returned  *^o  the  County  Office 
Th**  srant  docket  will  he  revised  accord- 
inelv  and  rpprocps^ed  If  however,  funds 
were  obligated  by  the  Finance  Offi''?  in 
a  previous  fiscal  vear  and  additional 
funds  arc  needed,  the  distributed  docket 
form-^  will  not  be  reprocessed.  A  erant 
for  the  additional  amount  needed  wiP  be 
proce<:sed  and  the  amount  of  the  grant 
agreement  will  be  the  total  of  the  two 

(2)  Cancellation  of  an  approved  grant 
An  approved  grant  may  be  canceled  be- 
fore closing    if  the  applicant  is  deter- 
mined to  no  longer  be  eligible,  or  the  pro- 
posal IS  no  longer  feasible,  or  the  appli- 


cant reque.'-ts  cancellation.  Cancellation 
will  be  accomplished  as  follows: 

ii»  The  County  Supervisor  wil  prepare 
Form  F^HA  440-10.  "Cancellation  of 
Loan  or  Grant  check  and  or  Obligation." 
in  an  original  and  two  copies,  or  tliree 
copies  if  the  T.^  check  has  been  received 
in  the  County  Office  from  the  disbursing 
office.  The  form  will  be  re\^sed  by  chang- 
ing the  word  "loan"  to  "grant"  wherever 
the  word  appears  Form  FmHA  440-10 
will  be  sent  to  the  Stale  Director  with 
the  reasons  for  requesting  cancellation. 

riii  If  the  Slate  Director  approves  the 
request  for  cancellation,  he  will  forward 
the  origmal  of  the  form  to  the  Finance 
Office.  After  making  appropriate  record 
changes,  a  copy  of  Form  FmHA  440-10 
will  be  returned  to  the  County  Office  If 
the  TA  check  is  received  in  the  County 
Office,  the  County  Supervi.-;or  will  return 
it  to  the  United  States  Treasurv-,  Re- 
gional Disbursing  Office.  Kansas  City. 
Kansas,  with  a  copy  of  Form  FmHA 
440-10. 

(iii>  The  applicant  and  all  other  inter- 
ested parties,  including  the  National  Of- 
fice, will  be  notified  of  the  cancellation, 
and  the  right  to  appeal  as  prov^ded  in 
5  1933.419<bn3i. 

i3i  Requesting  initial  TA  check.  (i> 
Tlie  initial  T.A  check  may  cover  the  ap- 
plicant's needs  for  the  first  calendar 
month.  If  the  initial  check  is  for  a  par- 
tial month,  it  will  cover  the  needs  for 
the  partial  month  and  the  next  whole 
month.  For  example,  if  it  Ls  delivered  on 
February'  10,  it  will  cover  the  applicant's 
needs  for  the  balance  of  February  and 
the  month  of  March. 

<h>  The  initial  advance  of  TA  grant 
funds  may  not  be  requested  simultane- 
ously with  the  request  for  obligation  of 
T.A  grant  funds  on  Form  FmHA  440-1. 
The  initial  TA  grant  check  must  be  re- 
quested on  Form  FmHA  440-57.  "Ac- 
knowledgement of  Obligated  F\inds 
Check  Request."  in  accordance  with  the 
FMI  aft*r  Form  FmHA  440-57  has  been 
received  from  the  Finance  Office  indi- 
cating that  funds  will  be  obligated 

141   Requesting  additional  TA  checks 
Additional  advances  may  be  made  each 
month  provided ; 

M>  A  satisfactory  monthly  report  on 
Form  AD-628,  and  the  information  re- 
quested in  Exhibit  E  of  this  subpart  have 
been  received: 

<ii)  The  monthly  reports  verify  that 
the  applicant  has  fully  complied  with 
the  agreement  Tlie  financial  transac- 
tion will  be  reviewed  carefully  to  ascer- 
tain that  all  T.A  funds  are  used  only  for 
authorized  purposes  as  outlined  in 
5  1933  405.  Additional  TA  checks  will  not 
be  requested  until  all  previous  expendi- 
tures of  TA  funds  have  been  determined 
to  be  in  accordance  with  the  authorized 
purposes  Reimbursements  for  unau- 
thorized expenditures  may  be  accepted 
from  the  applicant,  or  subsequent  ad- 
vances reduced  by  the  amount  of  the 
unauthorized  expenditures.  Reimburse- 
ments will  be  sent  to  the  Finance  OflBce 
as  returned  grant  funds. 

(Ai  If  the  County  Supervisor  ques- 
tions the  applicant's  compliance  with  the 
t«rms  of  the  agreement,  the  County  Su- 


pervisor will  immediately  request  a  writ- 
ten explanation  from  the  grantee  If  the 
explanation  provided  by  the  grantee  is 
satisfactory  to  the  County  Supervisor  no 
further  action  need  be  taken  If  the  ex- 
planation provided  by  the  grantee  is  not 
satisfactory,  the  County  Supervisor  will 
immediatelv  request  the  advice  of  the 
State  Director. 

iBi  If  the  State  Director  determines 
that  the  applicant  has  failed  to  comply 
with  the  terms  of  the  agreement,  the 
State  Director  will  notify  the  grantee  in 
writing  of  the  reasons  for  the  determi- 
nation and.  with  the  advic^  of  OGC, 
determine  appropriate  corrective  action 
to  be  taken. 

i5>  Receiving  additional  TA  checks. 
If  the  applicant's  reports  are  satisfac- 
tory, the  County  Sur>er\isor  and  the  ap- 
plicant will  determine  the  amount  of 
funds  necessary  for  the  next  month.  An 
advance  of  T.'\.  grant  funds  will  then  be 
requested  on  Form  FmHA  440-57  in  ac- 
cordance with  the  FMI  Form  FmHA 
440-57  requesting  the  check  should  be 
forwarded  to  the  Finance  Office  in  suffi- 
cient time  to  allow  check  deliver>'  to  be 
made  on  the  first  day  of  the  following 
month. 

(i»  To  show  the  timing  of  additional 
advances,  if  an  applicant's  initial  ad- 
vance covered  part  of  February  and  all 
of  March,  the  additional  advance  should 
cover  the  month  of  April  Ttie  additional 
advance  check  would  be  delivered  on 
April  1  The  next  advance  would  be  de- 
livered on  May  1  The  applicant  will  nor- 
mally receive  operating  funds  for  each 
month  on  the  first  day  of  the  month  un- 
less othennse  agreed  upon. 

I  e  1  Grant  closing.  A  grant  will  be  con- 
sidered closed  on  the  date  the  agreement 
is  executed  by  the  applicant  and  the 
Government,  and  the  initial  advance 
check  IS  delivered  to  the  applicant.  The 
ag'eement  should  be  executed  and  the 
check  delivered  on  the  same  date 
County  Supervisors  and  Assistant 
County  Supervisors  are  authorized  to 
execute  the  "Self-Help  Technical  As- 
sistance Agreement"  on  behalf  of  the 
Government  The  applicant  will  execute 
the  agreement  as  authorized  in  its  au- 
thorizing resolution. 

ifi  Extending  and  rei'ising  grant 
agreements. —  ili  Extending  period  of 
grant  agreement.  The  State  Director 
may  extend  the  period  of  an  agreement 
for  as  long  as  1  year  on  determining 
that  the  extension  Ls  justified  and  that 
the  applicant  is  likely  to  complete  the 
goals  outlined  in  the  initial  proposal 
during  that  period.  This  will  be  done  by 
the  State  Director  authorizing  the 
County  Supervisor  to  execute  on  behalf 
of  the  Government  an  "Amendment  to 
Self-Help  Technical  Assistance  Grant 
^preement■'  in  the  form  of  Exliibit  D. 
In  paragraph  2.  line  2.  the  word  "none" 
will  be  inserted  in  the  blank  space  to 
indicate  that  no  additional  funds  are 
t)einc  made  available.  The  County  Su- 
pervi<;or  and  the  applicant's  authorized 
officials  will  execute  the  form  at  the  same 
time. 

i2i  Additional  funding  during  the 
grant  agreement  period   If  an  applicant 
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needs  additional  funds  to  achieve  the 
goals  set  out  in  the  initial  application 
and  the  increase  is  justified,  the 

111  The  State  Director  will  require  and 
review  a  copy  of  the  new  proposed  budget, 
and  a  complete  justification  for  the 
requests. 

Mil  After  determining  that  funds  are 
available  and  the  total  grant  is  within 
his  approval  authority,  the  State  Direc- 
tor may  approve  or  disapprove  the  re- 
quest in  accordance  with  this  subpart.  If 
a  subsequent  grant  is  disapproved  the 
grantee  may  appeal  under  §  1933.410 (c> 
i2i.  If  fund.s  have  not  been  allocated 
to  a  State  or  are  not  available  on  a 
national  basts  to  cover  a  request,  or  if 
the  grant  is  not  within  the  State  Direc- 
tor's approval  authority,  the  State  Di- 
rector will  contact  the  National  Office 
as  to  the  availability  of  funds  and  ap- 
proval authority. 

liili  Checks  will  be  ordered  and  han- 
dled in  accordance  with  paragraph  'd' 
1 3  1 .  1 4 1 ,  and  *  5 1  of  this  section. 

•  ivi  The  County  Supervisor  or  Assist- 
ant County  Suoervisor,  and  the  appli- 
cant's authorized  ofTicials  will  execute  an 
'Amendment  to  Self-Help  Technical 
Assistance  Grant  Atireement"  <see  Ex- 
hibit D'. 

§1933.417      .Sub'.«(iupnt  cranl.*. 

A  subsequent  grant  is  a  self-help  TA 
grant  made  to  an  applicant  that  has  pre- 
viously received  a  grant  and  has  achieved 
or  nearly  achieved  the  goals  set  up  for 
the  previous  grant  and  is  submitting  a 
new  proposal  for  TA  funds.  A  new  "Self- 
Help  Technical  Assistance  Agreement" 
will  be  required  for  each  subsequent 
grant. 

(a I  The  State  Director  may  approve 
subsequent  grants  in  accordance  with  the 
authority  of  this  subpart  providing  the 
following  conditions  exist: 

1 1 1  The  applicant  has  complied  with 
the  terms  of  the  initial  grant  agreement 
and  has  made  satisfactory  progress  to- 
ward achieving  its  goals. 

•  2  I  A  continuinR  need  clearly  exists  in 
the  local  area  for  self-help  housing. 

'3'  The  funding  period  of  the  subse- 
quent grant  will  not  begin  until  the  end 
of  the  grantees  curxent  funding  period 
unless  the  proposal  covers  a  different 
geographical  area. 

i4i  The  State  Director  has  examined 
the  new  application  and  determined  that 
the  approval  conditions  can  be  met. 

1 5  I  Funds  are  available.  If  funds  have 
not  been  allocated  to  a  State,  or  are  not 
available  on  a  National  basis,  the  State 
Director  will  contact  the  National  Office 
as  to  the  availability  of  funds. 

ib>  'When  the  subeequent  grant  Is 
approved  the  State  Director  will  prepare 
and  distribute  the  forms  in  accordance 
with  5  1933  416(b'.  When  a  subsequent 
grant  is  disapproved  the  grantee  may  ap- 
peal this  decision  in  accordance  with 
5  1933.410'c)'2). 

ici  The  period  of  the  subsequent  grant 
may  not  be  more  than  2  years 

idi  Subsequent  grant  checks  will  be 
delivered  in  the  same  manner  as  initial 
grants. 


§  1933.tl8      Managemrnl  assislance. 

The  State  Director  will  see  that  each 
TA  grantee  receives  the  management  as- 
sistance necessary  to  achieve  a  success- 
ful program. 

<ai  Training.  TA  employees  who  will 
be  locating  and  recruiting  families  will 
receive  training  in  packaging  RH  loans 
for  self-help  housing  when  or  shortly 
after  they  are  hired  so  that  they  can 
work  more  effectively.  The  grantee's 
other  employees  also  should  receive 
training  on  FmHA  policies,  procedures, 
and  requirements  appropriate  to  their 
positions.  The  County  Supervisor  or 
other  FmHA  employees  should  give  this 
training 

•  b'  Coordination  of  management  as- 
sistance. The  County  Supervisor  should 
advise  the  TA  Director,  of  the  necessity 
of  working  closely  with  and  coordinat- 
ing all  activities  with  the  County  Of- 
fices. Meetings  should  be  scheduled  be- 
tween the  director  and  the  County 
Supervisor  at  least  monthly.  These  meet- 
ings should  coincide  with  the  time  when 
Form  AD-628  and  the  information  re- 
quested in  Exhibit  E  of  this  subpart  are 
submitted  by  the  grantee  in  accordance 
with  §1933  409  paragraph  'gxi).  The 
County  Supervisor  will  keep  the  grantee 
informed  of  any  problems  being  en- 
countered and  will  assist  the  grantee  in 
solving  these  problems. 

I  c  I  Evaluating  grantees.  Each  grantee 
will  be  required  to  prepare  and  submit 
a  monthly  evaluation  of  its  performance 
by  the  completion  of  a  report  in  the  form 
of  E.xhibit  E  of  this  subpart.  The  evalua- 
tion will  be  submitted  in  duplicate  to  the 
County  Supervisor  who  will  review  it  and 
make  sure  that  the  information  is  cor- 
rect and  forward  it  to  the  State  Director. 
The  State  Director  should  evaluate  each 
grantee's  performance  monthly  by  re- 
viewing Exhibit  E  and  any  comments 
from  the  County  Supervisor.  At  the  end 
of  each  grantee's  12th  month  of  opera- 
tion, a  copy  of  the  12th  Exhibit  E  is  to 
be  forwarded  to  the  National  Office:  un- 
less requested  more  frequently  by  the  Ad- 
ministrator. The  State  Director  may  sub- 
mit a  problem  or  unusual  case  to  the  Na- 
tional Office  at  any  time.  A  copy  of  the 
latest  Exhibit  E  should  accompany  any 
request  for  assistance  from  the  National 
Office.  When  analyzing  the  monthly  re- 
ports submitted,  the  State  Director 
should  consider  if  the  TA  cost  is  exces- 
sive and  determine  the  problem  causing 
the  high  costs.  The  net  savings,  in  any 
case,  should  be  equal  to  or  greater  than 
the  $500  figure  explained  in  5  1933.- 
407(bi .  If  the  problems  can  be  corrected, 
the  grant  should  be  continued  and  spe- 
cific actions  should  be  agreed  to  by  the 
grantee  to  be  taken  within  a  specified 
period  If  it  is  determined  that  the 
grantee  cannot  correct  the  problems, 
lower  the  TA  cost  to  a  reasonable  level, 
increase  net  savings  or  accomplish  grant 
purposes,  the  grant  should  be  termi- 
nated. The  grantee  should  be  promptly 
notified  In  writing  of  this  determination 
and  given  the  reasons  for  and  the  ef- 
fective date  of  termination. 


§  1933.419      Grant  closeout  and  trrmina- 
tion. 

(a^  Grant  purposes  completed. 
Promptly  after  the  date  of  completion, 
grant  closeout  actions  will  be  taken  to 
allow  the  orderly  discontinuance  of 
grantee  activity. 

(D  The  grantee  will  Immediately  re- 
fund to  FmHA  any  balance  of  grant 
funds  that  are  not  committed  for  the 
payment  of  authorized  expenses. 

'2>  The  grantee  will  .send  Form  FmHA 
AD-626  to  FmHA  within  90  days  after 
the  date  of  completion  of  the  grant.  All 
other  financial,  performance,  and  other 
reports  required  as  a  condition  of  the 
grant  also  will  be  completed. 

(3»  The  grantee  will  account  for  any 
property  acquired  with  TA  grant  funds 
or  otherwise  received  from  FmHA. 

(4>  After  the  grant  closeout  FmHA  re- 
tains the  right  to  recover  any  disallowed 
costs  which  are  discovered  as  a  result  of 
the  final  audit. 

ib>  Grant  purposes  not  completed. — 
(1>  Termination.  When  the  grantee  has 
failed  to  comply  with  the  terms  of  the 
agreement,  the  County  Supervisor  will 
promptly  report  the  facts  to  the  State 
Director,  the  State  Director  will  consider 
termination  of  the  grant  The  State  Di- 
rector will  also  withhold  further  dis- 
bursement of  grant  funds,  and  prohibit 
the  grantee  from  incurring  additional  ob- 
ligations of  grant  funds.  FmHA  may  al- 
low all  necessary  and  proper  costs  which 
grantee  could  not  reasonably  avoid. 

(i>  Termination  for  cause.  The  grant 
agreement  may  be  terminated  in  whole. 
or  in  part,  at  any  tnr.e  before  the  date 
of  completion,  whenever  FmHA  deter- 
mines that  the  grantee  has  failed  to  com- 
ply with  the  terms  of  the  Agreement. 

(ii)  Termination  for  convenience. 
FmHA  or  the  grantee  may  terminate  the 
grant  in  whole,  or  m  part,  when  both 
parties  agree  that  the  continuation  of 
the  project  would  not  produce  beneficial 
results  commensurate  with  the  further 
expenditure  of  funds  The  two  parties 
will  agree  to  the  termination  conditions 
including  the  effective  date  and.  in  the 
case  of  partial  termination,  the  portion 
to  be  terminated. 

i2>  Notifiication  of  termination.  The 
State  Director  will  promptly  notify  the 
grantee  in  writing  of  the  tennination  ac- 
tion. The  notification  to  the  grantee  will 
specify: 

(ii  That  the  funding  will  be  terminated 
within  30  days  unless  the  problems  are 
satisfactorily  resolved. 

(iit  If  the  grantee  believes  the  pro- 
posed termination  is  improper  or  believes 
the  problems  can  be  resolved,  the  grantee 
may.  within  15  days,  of  the  date  of  this 
notification,  contact  the  State  Director  in 
writing  requesting  a  meeting  for  further 
consideration. 

131  Appeal  termination  action.  When 
the  grantee  requests  further  consider- 
ation of  the  State  Director's  decision 
concerning  termination  action,  the  re- 
quest will  be  handled  as  follows: 

(1)  The  State  Director  will  have  a 
member  of  his  stafi  (usually  the  District 
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Director)  arrange  for  a  meeting  to  be 
held  withtn  15  days  of  the  receipt  of  the 
grantee's  request  for  a  review.  If  the 
grantee  is  unable  to  meet  with  FmHA 
within  the  15  day  period,  a  meeting  will 
be  arranged  at  such  other  time  and  place 
as  is  mutually  convenient  for  the  grantee 
and  FtaHA.  The  meeting  will  be  an  in- 
formal proceeding  at  wiiich  tht  grantee 
will  be  given  the  opportunity  to  provide 
whatever  additional  information  it  be- 
lieves should  be  considered  in  reaching 
a  decision  concerning  the  case.  The 
grantee  may  have  an  attorney  or  any 
other  person  present  at  the  meeting  if 
desired. 

Mi'  The  FmHA  Stale  staff  member 
will  submit  the  additional  information 
provided  by  the  grantee  to  the  State  Di- 
rector with  recommendations  concerning 
the  case  within  10  days  of  the  meeting. 

<iii^  Within  10  days  of  receipt  of  the 
Staff  member's  report,  the  State  Direc- 
tor will  determine  what  action  to  take. 

(A)  If  the  State  Director  determines 
that  the  proposed  termination  is  not 
necessary,  he  will  Inform  the  grantee  by 
letter  and  advise  the  County  Supervisor 
of  the  action  to  be  taken. 

(B)  If  the  State  Director  determines 
that  the  termination  of  the  grant  Is 
appropriate,  he  will  inform  the  grantee 
by  letter,  giving  the  reasoiLs  for  thLs  de- 
cision. A  copy  of  the  letter  will  be  sent 
to  the  County  Super\isor.  The  letter 
must  contain  the  following  statement: 

If  you  wish  to  have  the  decision  on  the 
termination  of  your  T.\  grant  reviewed,  you 
may  ■write  the  Administrator  of  the  Farm- 
ers Home  Administration  within  15  days  of 
the  dat€  hereof  explaining  why  you  believe 
the  grant  should  not  be  terminated.  His 
address  is:  Administrator.  Farmers  Home 
Administration,  United  States  Department 
of  Agriculture,  Wasliington.  D.C.  20250. 

<4)  NatioJial  Office  review.  Upon  re- 
ceipt of  any  request  from  a  grantee  that 
the  decision  of  the  State  Director  be 
reconsidered,  the  Administrator  will  ob- 
tain a  comprehensive  report  on  the  mat- 
ter from  the  State  Office.  He  will  con- 
sider this  information  together  with  any 
additional  information  that  may  be  pro- 
vided by  the  grantee.  The  request  will  be 
handled  as  provided  In  §  1933.410  (c>  (2t 
of  this  regulation. 

§  1933.420-1933.30      [K.-^rrved] 

EXHLBIT    A 

SELF-HELP    TECHNICAL   ASSISTANCF    GRANT 
AGREEMENT 


THIS  GRANT  AGREEMENT  dated 
,  19 ,  Is  between 


a  nonprofit  corporation,  herein  called 
"Grantee,"   organized    and   operating    tinder 

(Authorizing  State  statut-e) 
•nd    the    United    States   of    America    acting 
through  the  Farmers  Home  Administration. 
Department    of    Agrictilture.    herein    called 
"PmHA.- 
In  con.sideration  of  financial  assistance  in 

the  amotmt  of  $ (herein  called 

"Grant  Funds')  to  be  made  available  by 
FmHA  to  Grantee  under  section  523(b)(1) 
(A)  of  the  Housing  Act  of  1949  to  be  used  in 

(specify  area  to  be  served)    

for  the  purix)se  of  providing  e.  pro- 
gram of  technical  and  supervisory  assistance 
which  will  aid  low-income  families  in  carry- 
tog   out   mutual   self-help    housing    efforts. 


Grantee  will  provide  s-iich  a  program  in  ac- 
cordance with  the  terms  of  thl£  Agreement 
and  FmHA  regulation.' 

Definitions: 

( 1 1  "Dat*  of  Completion"  means  the  date 
when  all  work  under  a  grant  is  completed 
or  the  date  In  the  TA  prant  Agreement,  or 
any  supplement  or  amendment  thereto,  on 
which  Federal  assistance  ends. 

(2)  "Disallowed  costs"  are  those  charges 
to  a  grant  which  the  FmHA  determines  can- 
not be  authorized. 

(3)  "Grant  Closeout."  Is  when  the  grstnt 
period  has  expired  and  FYoHA  has  determined 
that  all  applicable  administrative  actions 
nd  all  required  work  to  be  funded  with  the 
grant  have  been  completed  by  the  applicant 
and  the  FmHA 

(4)  "Termination"  of  a  grant  means  the 
cancellation  of  Federal  assistance  In  whole 
or  in  part,  under  a  grant  at  any  time  prior 
to  the  date  of  completion. 

Terms  of  agreement: 

(a)  This  grant  Agreement  shall  terminate 
years  from  this  date  unless  ex- 
tended or  sooner  terminated  under  para- 
graphs le)  ajid  (f)  below. 

(b)  Grantee  sliall  carry  out  the  self-help 
housing  activity  described  In  the  application 
docket  which  is  attached  to  and  made  a  part 
of  this  Agreement  Grantee  will  be  bound  by 
the  conditions  set  forth  in  the  docket  and 
the  fur  Jier  conditions  set  forth  in  this  Agree- 
ment. If  any  of  the  conditions  In  the  docket 
are  Inconsistent  vrtth  those  In  the  Agreement, 
the  latter  will  govern.  A  waiver  of  any  condi- 
tion must  be  In  wTiting  and  must  be  signed 
by  an  authorized  representative  of  FmHA. 

(c)  Grantee  shall  use  grant  funds  only  for 
the  purposes  and  activities  speclHed  in  FmHA 
regulations  and  in  the  application  docket 
approved  by  FmHA  including  the  approved 
budget.  Any  tises  not  provided  for  In  the 
approved  budget  must  be  approved  in  writing 
by  FmHA  In  advance. 

(d)  If  the  grantee  is  a  private  nonprofit 
corporation,  expenses  charged  for  travel  or 
per  diem  shall  not  exceed  those  approved  by 
FmHA.  If  the  grantee  is  a  public  body,  the 
rates  will  be  those  that  are  allowable  under 
the  customary  practice  in  tlie  government 
of  which  the  grantee  is  a  part,  if  non  are 
customary,  the  FmHA  approval  rates  will  be 
the  maximum  allowed . 

(e)  Grant  closeout  and  termination  pro- 
cedures will  be  as  follows : 

( 1 )  Promptly  after  the  date  of  completion. 
grant  closeout  actions  are  to  be  taken  to 
allow  the  orderly  discontinuation  of  grantee 
activity. 

(1)  The  grantee  shall  immediately  refund 
to  FmHA  any  uncommitted  balance  of  grant 
funds. 

(ii)  The  grantee  will  furnish  to  the  FmHA 
within  90  days  after  the  date  of  completion 
of  the  grant  a  "Financial  Status  Report." 
Form  AD-626.  All  financial,  performance,  and 
other  reports  required  as  a  condition  of  the 
grant  will  also  be  completed. 

(ill)  The  grantee  shall  account  for  any 
property  acquired  with  technical  assistance 
(TA)  grant  funds,  or  otherwise  received  from 
FmHA. 

(Iv)  After  the  grant  closeout.  FmHA  re- 
tains the  right  to  recover  any  disallowed 
costs  which  may  be  discovered  a^  a  result  of 
the  audit. 

(2)  When  there  is  rea.-onab;e  evidence  that 
the  grantee  has  failed  to  comply  with  the 
terms  of  this  Agreement  the  State  Director 
can.  on  reasonable  notice,  termir.ate  the 
grant,  and  withhold  further  payments  pur- 
suant to  paragraph  (3)  below,  or  prohibit 
the  grantee  from  Incurring  additional  obli- 
gations of  grant  funds  The  FmHA  may  al- 
low all  neceesary  and  proper  costs  which  the 
grantee  could  not  reasonably  avoid. 

(3)  Grant  termination  will  be  based  on  the 
followtog : 


(I)  Termination  for  cause.  This  grant  may 
be  terminated  in  whole,  or  In  part,  at  any 
time  before  the  date  of  completion,  whenever 
FmHA  determines  that  the  grantee  has  failed 
to  ccmply  with  the  terms  of  the  agreement. 
The  reasons  for  termination  may  include  but 
are  not  limited  to  such  problems  as: 

(A)  Actual  TA  costs  exceeding  the  amount 
stipulated  In  the  prop>o&al. 

(B)  The  number  of  homes  being  built  Is 
less  than  proposed  construction  or  Is  not  on 
schedule. 

(C)  The  cost  of  housing  not  being  appro- 
priate for  the  self-help  program. 

(D)  Failure  of  grantee  to  use  grant  funds 
only  'or  authorized  purposes. 

(Et  Failure  of  grantee  to  submit  adequate 
and  timely  reports  of  its  operation. 

(F)  Failure  of  grantee  to  require  families 
to  work  together  In  groups  by  the  mutvial 
self-help  method. 

(G)  Seriotis  or  repetitive  violation  of  any 
of  the  provisions  of  any  laws  administered 
by  PmHA  or  any  regulation  Issued  there- 
under. 

(H)  Violation  of  any  nondiscrimination  or 
equal  opportunity  requirement  administered 
by  FmHA  in  connection  with  any  FmHA 
programs. 

(II)  Termination  /or  convenience.  FmH.\ 
or  the  grantee  may  terminate  the  grant  in 
whole,  or  In  part,  when  both  parties  agree 
that  the  continuation  of  the  project  would 
not  produce  beneficial  results  commensurate 
with  the  further  expenditure  of  funds.  The 
two  parties  shall  agree  upran  the  termination 
conditions.  Including  the  effective  date  and, 
in  case  of  partial  termination,  the  i>ortion  to 
be  terminated. 

(4)  Procedure  for  termination  grant  for 
cause. 

(1)  FmHA  shall  promptly  notify  the 
grantee  in  writing  of  the  determination  and 
the  reasons  for  and  the  effective  date  of  the 
whole  or  partial  termination.  The  grantee 
may  request  that  the  State  Director  review 
the  determination. 

(U>  If  the  State  Director  under  paragraph 
F  determines  that  the  grant  should  be  con- 
tinued in  full,  the  grantee  may  request  the 
Administrator  of  FmHA  to  review  the  State 
Director's  decision.  Such  request  should  be 
sent  to:  Administrator,  Farmers  Home  Ad- 
ministration. United  States  Department  of 
Agriculture,  Washington.  DC  20250. 

(A)  The  request  for  review  must  be  la 
writing  and  must  be  made  within  15  days 
after  the  grantee  receives  notice  of  the  action 
to  which  objection  Is  made  made,  and  must 
be  accompanied  by  supporting  material  and 
documentation.  A  copy  of  the  request  and 
supporting  material  must  be  sent  by  the  re- 
questing party  to  the  State  Director  at  the 
same  time  stich  party  forwards  the  original 
to  the  Administrator. 

(B)  The  Admmistrator  will  act  on  the  re- 
quest as  e3q)edlticrusly  as  possible  under  all 
the  circumstances,  and  will  notify  the  re- 
questing party  and  the  State  Director  m 
writing  of  his  decision  and  ttio  rea.sou  tiiere- 
fore. 

(f)  Extension  of  this  grant  may  be  ap- 
proved by  P*mHA  provided  hi  Its  opinion,  the 
extension  is  Justified  and  there  Is  a  Ukelihqpd 
that  the  grantee  can  accomplish  the  goals 
set  cnit  and  approved  In  the  appUcatJon 
docket  during  tlie  period  of  the  extension. 

(g)  Grant  funds  may  not  be  used  to  pay 
obligations  inctirred  prior  to  the  date  of  this 
Agreement  except  as  authorized  in  applicable 
FYnHA  regulations.  The  grantee  will  not  obli- 
gate grant  funds  subsequent  to  the  gi^ant 
termination  or  completion  date. 

(h)  As  requested  and  in  the  manner  speci- 
fied by  P^DoHA,  the  grantee  will  make  finan- 
cial and  ;.-ogram  progre-ss  reports  monthly, 
a  fijianclal  status  report  at  the  end  of  the 
grant  period,  and  other  reports,  and  permit 
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on-site  Inspections  of  program  progress  by 
PmHA  representatives.  Grantee  will  maintain 
records  and  accounts,  including  property, 
personnel  and  financial  records,  to  assure  a 
proper  accounting  of  all  grant  funds.  These 
records  will  be  made  available  for  audit  pur- 
poses to  the  PmHA  and  will  be  retained  by 
grantee  for  three  years  after  the  termina- 
tion or  completion  of  this  grant. 

(1)  Title  to  personal  property  acquired 
with  grant  fund.s  shall  vest  in  the  grantee, 
provided  that  the  grantee  shall  not  sell, 
assign,  lease,  encumber,  or  otherwise  dispose 
of  such  property  or  any  Interest  therein  with- 
out the  wTitten  consent  of  FmHA.  At  FmHA'.s 
option  if  the  grant  Is  completed,  terminated, 
or  canceled  for  any  reason,  the  grantee  may 
ke«p  such  personal  property  providing  the 
State  Director  determines  it  is  still  needed 
to  enable  the  grantee  to  continue  a  self-help 
housing  program.  The  grantee  may  transfer 
all  such  personal  property  to  another  grantee 
approved  by  FmHA,  convey  the  property  back 
to  the  Government,  or  dispose  of  It  In  any 
reasonable  manner  approved  by  the  State 
Direcu>r. 

(J)  Results  of  the  program  assisted  by 
grant  fimds  may  be  published  by  the  grantee 
without  prior  review  by  FmHA.  provided  that 
guch  publications  acknowledge  the  support 
provided  by  funds  pursuant  to  the  provisions 
of  Title  V  of  the  Housing  Act  of  1949  and 
that  five  copies  of  each  such  publication  are 
furnished  to  the  local  representative  of 
PmHA. 

(k)  Grantee  certifies  that  no  person  or 
organization  has  been  eniployed  or  retained 
to  solicit  or  secure  this  grant  for  a  commis- 
sion, percentage,  brokerage,  or  contingent 
fee, 

(1)  No  person  In  the  United  States  shall,  on 
the  grounds  of  race,  creed,  color,  sex,  marital 
status,  national  origin  or  mental  or  physical 
handicap,  be  excluded  from  participating  in. 
be  denied  the  proceeds  of.  or  be  subject  to 
discrimination  In  cpnnectlon  with  the  use  of 
grant  funds.  Grantee  wUl  comply  with  per- 
tinent regulations  of  the  FmHA. 

(m)  In  all  hiring  or  employment  made 
possible  by  or  resulting  from  this  grant. 
(1)  will  not  discriminate  against  any  em- 
ployee or  applicant  for  employment  because 
of  race,  color,  sex.  marital  status,  national 
origin,  age  or  mental  or  physical  handicap, 
and  (2)  will  take  affirmative  action  to  Insure 
that  applicants  are  employed,  and  that  em- 
ployees are  treated  during  employment  with- 
out regard  to  their  race,  creed,  color,  sex, 
marital  status  or  national  origin  or  mental 
or  physical  handicap.  This  requirement  shall 
apply  to.  but-  not  be  limited  to.  the  follow- 
ing: Employment,  upgrading,  demotion,  or 
transfer;  recruitment  or  recruitment  adver- 
tising; layoff  or  termination;  rates  of  pay  or 
other  forms  of  compensation:  and  selection 
for  training,  including  apprenticeship.  In  the 
event  grantee  signs  a  contract  which  would 
be  covered  by  any  Executive  Order,  law  or 
regulation  prohibiting  discrimination, 
grantee  shall  include  in  the  contract  the 
"Equal  Employment  Clause"  as  specified  by 
PmHA. 

(n)  Grantee  .shall  not,  without  the  prior 
written  approval  of  FmHA.  enter  Into  any 
contract  obligating  It  to  perform  any  serv- 
ice or  expenditure  of  funds  except  as  neces- 
sary to  carry  out  its  planned  activities  as  in- 
dicated in  the  grantee's  approved  application 
for  funds  or  approved  revisions  thereof.  If 
the  grantee  Ls  engaged  in  activities  other 
than  self-help  technical  as.sistance,  the 
grantee  will  submit  for  approval  only  those 
contracts  affecting  the  TA  operation. 

(o)  It  is  understood  and  agreed  by  grantee 
that  any  assistance  granted  under  this 
Agreement  will  be  administered  subject  to 
the  limitations  of  Title  V  of  the  Housing  Act 
of  1949  as  amended,  42  USC  1472  et  seq. 
and  related  regulations,  and  that  rights 
granted  to  FmHA  herein  or  elsewhere  may  be 


exercised  by  it  in  Its  sole  discretion  to  carry 
out  the  purposes  of  the  assistance,  and  pro- 
tect PmHA's  financial  interest. 

Agreed     to     this     day     of 

-- -,  19 • 

(Name  of  Grantee) 

By 

(Signature) 

(Title) 

Unfted    States     op 
America 

By  

(Signature) 

(Title) 

Farmers    Home    Ad- 
min istr.\tion 

ExHiBrr  B 

personnel  guidelines 

/  PERSONNEL  PROCEDURES:    The  per- 
sonnel   procedures    and    practices    outlined 

below  constitute  the  basic  guidelines  which 
will  be  followed  by  the  grantee  in  the  selec- 
tion and  employment  of  staff  members. 

(A)  Employment  policy. — (1)  Standards 
for  selection.  In  selecting  staff,  each  appli- 
cant will  be  reviewed  and  considered  on  the 
basis  of  sound  character, .  Individual  skills, 
and  qualifications  for  the  Job.  Education 
qualifications,  unless  reqxilred  by  State  or 
local  law  or  regulations,  will  not  be  made  a 
condition  of  employment  or  advancement  if 
a  candidate  is  otherwise  qualified  to  perform 
the  duties  of  the  position. 

(2)  Equal  employment.  No  person  shall  be 
excluded  from  employment  or  participation 
In  any  aspect  of  the  program  on  the  grounds 
of  sex,  religion,  race,  creed,  color,  marital 
status,  national  origin,  mental  or  physical 
handicap. 

(3)  Persons  ineligible  for  employment,  (a) 
Any  person  serving  as  a  voting  member  of 
the  Board  of  Directors,  or  other  major  policy- 
advisory  body,  may  not  be  employed  by  the 
organization. 

(b)  No  person  may  hold  a  position  over 
which  any  member  of  his  or  her  immediate 
family  or  household  has  authority  or  respon- 
sibility either  as  a  member  of  the  governing 
body  or  as  an  employee  of  the  organization. 

(B)  Hiring  procedure. —  (1)  The  Board  of 
Directors  will  hire  the  TA  Director  with  the 
written  approval  of  the  PmHA  State  Director. 
The  salary  for  the  TA  Director  will  be  recom- 
mended by  the  Board  of  EWrectors  within  the 
PmHA  approved  salary  range  and  approved 
by  the  FmHA  State  Director. 

(2)  All  other  staff  will  be  hired  by  the  TA 
Director. 

(3)  Tlie  appointment  period  for  each  em- 
ployee will  be  consistent  with  the  time  each 
Is  needed.  • 

(C)  Employment  Practice^:. —  (1)  Salary 
schedules,  (a)  The  salary  range  for  all  posi- 
tions will  be  established  by  the  Board  of 
Directors  within  the  following  guidelines: 


rosiiioM 


Basic 

>i  ait  inn 

salarv- 


Maximum 
.salary 


Diiet'tor — 

Coordiiiat<ir-l  raiiier 

roiisl  ruction  supervisor 

Soorptary-bookkeoper 


$i.%  482 

11,04b 

T,102 


$16, 2X< 

11,046 

1.1, 482 

8,»35 


(b)  Beginning  salaries  for  each  position, 
other  than  Director,  will  be  determined  by 
the  TA  Director  with  approval  of  PmHA 
within  the  ranges  given  above  and  within 
budget  limitations.  If  necessary  because  of 
high  wage  levels  in  the  area,  higher  salaries 
for  Construction  Supervisors  may  be  author- 
ized by  the  State  Director  to  obtain  qualified 
persoiis  to  fill  these  positions. 
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(c)  Each  stafT  meciber  will  be  evaluated 
by  the  TA  Director  12  months  after  employ- 
ment and  annually  thereafter.  This  evalua- 
tion will  'be  in  writing  Step  mcrea-^es  may 
be  given  annually  to  all  employees  with  sat- 
isfactory evaluations.  An  employee  who.se 
position  is  changed  will  receive  future  an- 
nual Increases  12  months  after  this  change 
and  annually  thereafter  subject  to  satisfac- 
tory evaluations. 

(d)  Step  increases  are  each  5  percent  of 
the  basic  starting  salary  for  the  first  5  years 
of  emploj-ment  by  the  grantee.  Any  increase 
after  that  will  be  on  the  basis  of  a  schedule 
developed  by  the  organization  with  the  ap- 
proval of  PmHA 

(2)  Vacations,  (ai  Each  full-time  em- 
ployee will  receive  12  working  days  t9G 
hours)   of  vacation  per  day  with  pay. 

tb)  After  a  minimum  of  3  month's  em- 
ployment, earned  vacation  may  be  taken. 
Vacation  will  be  taken  with  the  prior  ap- 
proval of  the  TA  Director. 

(c)  Vacation  time  is  accrued  at  the  rate 
of  1  day  (8  hours  i  per  month.  Employees 
who  start  on  or  before  the  15th  of  the  month 
begin  to  accrue  vacation  time  the  same 
month;  those  who  start  after  the  15th  of  the 
month  begin  to  accrvie  vacation  time  the  fol- 
lowing month. 

(d)  Unused  vacation  time  is  to  be  carried 
over  to  the  following  year.  The  maximum  va- 
cation time  that  may  be  accrued  by  an  em- 
ployee is  30  working  days. 

(e)  Upon  resignation  or  discharge,  all  ac- 
cumulated vacation  time  may  be  taken  be- 
fore separation. 

(3)  Sick  leave,  (a)  Each  employee  will  re- 
ceive 12  days  (96  hours)  sick  leave  per  year 
with  pay. 

(bi  Sick  leave  will  be  accumulated  at  the 
rate  of  1  day  (  8  hours )  per  month .  Employees 
who  start  on  or  before  the  15th  of  the  month 
begin  to  accrue  sick  leave  the  same  month; 
those  who  start  after  the  15th  begin  to  ac- 
crue sick  leave  the  following  month. 

(c)  Unused  sick  leave  is  to  be  carried  over 
to  the  following  year.  The  maximum  sick 
leave  that  may  be  accrued  by  an  employee  Is 
60  working  days 

(di  Sick  leave  maybe  taken  for  personal 
illne.ss.  injury,  and  medical  appointments 
Usually  no  more  than  5  consecutive  days  of 
sick  leave  may  be  taken,  unless  a  medical 
certificate  is  pre.sentcd  to  the  leave  approval 
official. 

(e)  Upon  resignation  or  discharge,  all  ac- 
cumulated sick  leave  will  be  considered  loct. 

(4)  Holidays.  The  following  will  be  recog- 
nized as  official  paid  holidays:  New  Year's 
Day,  Washington's  Birthday,  Memorial  Day. 
the  Fourth  of  July,  Labor  Day,  Columbtis 
Day,  Veteran's  IXiv.  Thanksgiving,  and 
Christmas. 

(5)  Work  iceek.  For  accounting  purposes. 
a  40  hour  work  week  Is  to  be  considered  the 
minimum  requirement  for  each  full-time 
staff  meniber.  However,  hours  worked  must 
be  flexible  to  fit  Job  need.  Seme  night  and 
weekend  work  is  probable.  Compensatory 
time  can  be  taken  as  work  permits,  with 
permission  of  the  TA  Director, 

(6)  Employee  benefits.  The  grantee  ^111 
participate  In  and  provide  for  Workmen's 
Compensation,  Federal  Insurance  Contrtbu- 
tlons  Act  and  Unemployment  Compensation 
Insurance,  if  applicable,  and  up  to  40  percent 
of  the  health  benefit.'-  cost, 

(7)  Discharge  All  employee  is  subject  to 
discharge  for  good  cause.  The  TA  Director 
is  responsible  for  discharging  employees.  The 
Board  Oi  Directors  is  responsible  for  dls- 
ctiarglng  the  Director,  and  will  review  his 
capability  of  continuing  the  manat-ement 
of  the  program  upon  the  request  of  the 
FMH.A  State  Director. 

iD)  Personnel  records.  Exhibit  C  contains 
sample  forms  that  may  be  used  by  applicant* 
in  maintaining  personnel  records. 


n  Official  travel,  mileage  and  per  diem 
policies:  Prior  written  approval  from  the 
PmHA  State  Director  must  be  obtained  for 
reimbursement  for  travel  outside  of  the 
State. 

(A)  Reimbursement  mileage. —  (1)  Mileage 
will  be  paid  for  travel  from  the  office  to  the 
Job  (construction  site,  home  interview  loca- 
tion, group  meetings,  and  so  forth)  and  for 
any  travel  needed  to  expedite  the  Job, 

(2)  Travel  from  the  employee's  residence 
to  the  office  will  not  be  paid.  However,  If  a 
staff  member  lives  closer  to  the  Job  than  to 
the  office,  the  mileage  incurred  traveling  to 
and  from  the  Job  may  be  counted.  Under 
certain  circumstances,  such  as  staff  meet- 
ings, travel  will  be  paid  to  the  office.  The 
validity  of  these  claims  will  be  determmed 
by  the  TA  Director 

(3)  The  T.A  Director  with  prior  -WTltteii 
approval  of  the  PniHA  St^ite  Du-ector,  must 
authorize  all  trips  outside  the  area  covered 
by  the  grant.  Where  such  travel  has  been 
authorized,  mileage  may   be  paid 

(B)  Mileage  summary.  Employees  should 
submit  their  travel  claims  to  the  office  on  a 
weekly  basis  no  later  than  10:00  am.  each 
Friday. 

iC)  Mileage  rate.  The  mileage  rate  for 
travel  is  $.11  per  mile  for  motorcycles  and 
$.155  per  mile  for  ail  other  privately  owned 
vehicles,  or  lowest  commercial  rate  on  rental 
vehicle.  Except  that  for  a  grant<^  that  te  a 
public  body  the  travel  rates  ui;;  be  those 
allowable  under  the  customary  practice  In 
the  Government  of  which  the  grantee  is  a 
part 

(D)  Per  diem  Wnh  wr:t;^:;  approval  of 
the  TA  Director,  staff  men.!>ers  whose  official 
duties  require  overnight  cut-of-town  travel 
are  allowed  $16  a  day  for  meals  and  the  actual 
cost  of  lodging,  provided  the  total  does  not 
exceed  $35  per  day.  Grant  funds  will  not 
be  used  to  pay  for  the  coet  of  meals  for 
employees  or  officials  of  grantee  except  when 
in  travel  status.  Por  a  grantee  that  Is  a  public 
body  the  per  diem  will  be  that  allowable  un- 
der the  customary  practice  in  the  Govern- 
ment of  which  the  grantee  Is  a  part. 

(E)  Reimbursable  ejrpc-'i.ies  of  Board  of 
Directors.  (1)  Members  of  the  Board  of  Di- 
rectors with  extremely  l':iw  Incomes  who  have 
difficulty  meeting  expense-,  arising  from  their 
official  duties  and  responsibilities  may  be 
reimbursed  for  transportation  to  and  from 
meetings,  or  other  official  appointments  and 
for  lodging  and  meals  when  an  official  meet- 
ing or  appointment  requires  overnight 
lodging. 

(2)  With  the  prior  approval  of  the  State 
Director,  the  Board  may  establish  rates  of 
reimbur'^ement  for  eligible  Board  members 
not  to  exceed  the  amounts  authorized  in 
paragraphs  A,  B.  C  and  D  of  this  Exhibit. 

Ill  Code  of  conduct:  The  grantee  will  main- 
tain a  code  or  standards  of  conduct  which 
will  govern  the  performance  of  Its  officers, 
employees,  or  agents.  Grantee's  officers,  em- 
piowes  or  agents,  will  neither  solicit  nor  ac- 
cept gratuities,  favors,  or  anything  of  mon- 
etary value  from  suppliers,  contractors,  or 
others  doing  business  with  the  grantee.  To 
the  extent  permissible  by  State  or  local  law, 
rules  or  regulations,  such  standards  wUl  pro- 
vide for  penalties,  sanctions,  or  other  dis- 
ciplinary actions  to  be  taken  for  violations 
of  such  standards. 

Exhibit  C 

[sample]  pessonnel  foilms 

.'Sample  Forms.  The  following  are  suggested 
sample  form  that  organizations  may  use  tor 
maintaining  personnel  records. 
Time  and  Attendance  Report 
Employee  Leave  Record 
Travel  Authorization 
MUeage  Summary 

Out  of  Town  Travel  Expense  Statement 
Telephone  Calls  Log  for  the  Months  of 
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StGiSUf 


,Gl      -s;      no       ni— KliDAt      JUNt     lO      1977 


•^-^ori^ 


DATES: 

PLACE: 


PURPOSE: 


PROPOSED  RULE« 
TRAVEL  AUTHORIZATION 


I  request  authorization  for  the  above  proposed  travel. 


Signed 


PROPOSED    RULES 


MILEAGE  SUMMARY 


'XKuO 


FCR  TH^:  rHFIAD 

THRU 

SUEMITTED  BY: 

DATE 

BEGIN 
DATE            MILEAGE 

END 
MILEAGE 

TOTAL 
MILES 

PURPOSE  OF  TRIP 


AI'PRuVED: 


DATE: 


TOTAL  MILES 
TOTAL  MILES 


AMOUNT  PAID  FOR  MILEAGE  $ 

PAID  BY  CHECK  NO. 

AUTHORIZED  BY: 


C«    $.11         PER    MILE=    $ 
(2    $.155      PER  MILE=    $ 


(SIGNATURE) 
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NAME: 


PROPOSED    RULES 


OUT-OF-T"WN  TRAVEL  EXPENSE  STATEMENT 


TITLE; 


DEPARTURE POINTS  OF  TRAVEL_ 

DATE         HOUR  FROM 


ARRIVAL 


TO 


DATE 


HOUR 


TRANSPORTATION  BY  COMMON  CARRIER,  IF  NOT  PREPAID 

BY  OFFICE:   $ 

TRANSPORTATION  BY  EMPLOYEE'S  MOTORCYCLE: 


MILES  @  $.11 


PER  MILE  $ 


BEGIN  MILEAGE 


END  MILEAGE 


TRANSPORTATION  BY  ANY  OTHER  PRIVATELY  OWNED  VEHICLE 

MILES  @  $.155   PER  MILE  $ 


PER  DIEM  ALLOWANCE: 


DAYS  Q 


PER  DAY:   $ 


(Per  Diem  Allowance  equals  $16  per  day  for  food  plus  average  actual  cost  of 
lodging  not  to  exceed  $35  per  day) 

TOTAL  EXPENSES  CLAIMED:  $ 

TRAVEL  \;'VANCE  GIVEN:   YES  NO  AMOUNT:  $ 


AMOUNT  DUE  (EMPLOYEE):    $_ 
AMOUNT  DUE  (AGENCY):    $ 


I  certify  that  this  statement,  the  amounts  claimed  i   i'  n.t.-chments  are  true, 
correct  and  complete  to  the  best  of  my  knowledge  and  belief,  and  that  payrT.ent 
for  the  amount  claimed  has  not  been  received. 


requestf;!)  by 


DATE 


APPROVED  BY 


DATE 
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TFLEPHONF  CALLS  LOG  FOR  THE  MONTH  OF 


2^+*Htl 


Date 


No.  called 


City/State 


Name  of  Party 


Signed 
Title 
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EXHWIT  D 

AMENDMENT 

TO 

SELF-HELP  TECHNICAL   ASSISTANCE   GRANT 

AGREEMENT 

This  Agreement  dated 19  .- 

between 


a  nonproQt  corporation,  herein  called 
"Grantee,"    organized    and    operating    under 

and  the  United 

( authorizing  State  Statute ) 
States  of  America  acting  through  the  Farmers 
Home  Administration,  Department  of  Agri- 
culture, herein  called  "P^HA."  amends  the 
Self-Help  Technical  Assistance  Grant  Atiree- 
ment"    between    the    parties    hereto    dated 

.     19 ,     herein     called     "said 

Agreement." 

Said  Agreement  is  amended  by  providing 
additional  financial  assistance  In  the  amount 

of to  be  made  available  by  FmHA 

to  grantee  p-.irsuant  to  section  523  of  Title  V 
of  the  Housing  Act  of  1949  for  the  purpose 
of  a'^slsting  in  providing  a  program  of  tech- 
nical and  supervisory  assistance  which  will 
aid  low-income  families  In  carrying  out 
mutual  self-help  housing  efforts;  or 

Said  Agreement  Is  amended   by  changing 
the  completion  date  specified  in  covenant  1 

from to and  by  making 

the  following  attachments  hereto:  (List  and 
identify  proposal  and  any  other  document* 
pertinent  to  the  grant.) 

Agreed  to  this day  of 

19 


By 


By 


(Name  of  Grantee) 

(Signature) 

(Title) 

United  States  of 

America 

(Signature) 


(Title) 
Farmers  Home 
Administration 


(Date) 

EXHTBTT  E 

INSTRtrcTIONS  FOR  COMPLETING  THE  EVALtTATION 
REPORT  OP  SELF-HELP  TECHNICAL  ASSISTANCE 
GRANTS 

The  exhibit  will  be  used  by  FmHA  and 
the  grantee  in  determining  grantee  perform- 
ance. 

To  determine  the  TA  cost  per  unit  at  any 
time  during  its  progress,  it  is  necessary  to 
have  a  formula  for  arriving  at  that  cost. 
Devising  such  a  formviia  Is  complicated  by 
the  fact  that  a  self-help  program  will  have 
several  groups  in  various  stages  of  progress 
at  any  given  time.  The  following  formula  has 
been  devised  to  provide  a  tool  to  determine 
more  accurately  the  technical  assistance 
cost  per  unit. 


Formula 

I'ha.'y  breakilown 

Value  of  pnoh 
phase  (percent) 

Ciimulativt 
(percent) 

rrecoiist  rue  lion: 
Phase  I 

10 
10 
10 

20 
» 
20 
10 

10 

Phase  11 

JO 

PhasoKT 

30 

roiistruclion: 

phase  IV 

PhaseV 

Phase  VI 

70 

i'haaeVII 

lUO 

Using  the  loUoying  Description  of  Phase 
Breakdown  as  a  guide,  the  project  staff  se- 
lects the  cumulative  total  percentage  perti- 
nent to  the  stage  of  self-help  group  is  in  and 
multiplies  that  percentage  by  the  number  of 
families  (units)  In  the  group.  The  result  is 
the  equivalent  number  of  units  completed. 
No  credit  may  be  given  for  Phase  I,  if  the 
application  is  rejected.  When  this  computa- 
tion has  been  completed  for  each  group  that 
falls  within  Phases  I-VII,  the  total  number 
of  equivalent  units  Is  divided  into  the  total 
grant  funds  expended  to  that  date.  The  re- 
sult Is  the  TA  cost  per  unit  at  that  stage  of 
tho  program's  progress. 

The  per  unit  TA  cost  can  be  computed  in 
two  ways:  (1)  monthly  per  unit  TA  costs, 
which  equals  the  actual  monthly  expenditure 
divided  by  the  actual  number  of  equivalent 
units  of  production  achieved  during  the  same 
month:  and  (2)  cumulative  per  unit  TA 
costs,  which  is  the  cumulative  total  of  grant 
funds  spent  for  the  number  of  months  the 
grant  has  been  in  operation,  divided  by  the 
total  number  of  equivalent  units  of  produc- 
tion during  the  life  of  the  grant.  Each 
grantee  will  compute  the  per  unit  TA  cost 
using  both  methods  since  the  monthly  per 
unit  cost  of  operation  will  reflect  the  In- 
crease or  decrease  of  costs  more  accurately 
than  the  cumulative  per  unit  TA  cost. 

DESCRIPTION   OP   PHASE  BREAKDOWN 

Pre-constTUCtion.  Phase  I:  Hold  commu- 
nity meetings;  conduct  interviews;  obtain 
house  plans:  prepare  cost  estimates;  begin 
search  for  land;  submit  family  applications 
to  the  Farmers  Home  Administration 
(FmHA);  FmHA  runs  credit  check;  applica- 
tions are  either  "viewed  with  favor"  or 
"rejected." 

Phase  II:  Organize  association  of  FmHA 
approved  families;  association  conducts 
weekly  meetings  at  which  required  F'mHA 
forms  are  discussed  and  completed;  house 
plans  and  land  sites  are  selected;  outside 
speakers  explain  and  discuss  taxes,  insurance, 
how  to  keep  a  checking  account,  how  Inter- 
est Is  computed,  home  maintenance  and  dec- 
orating, landscaping,  etc.;  completed  loan 
dockets  for  each  family  are  submitted  to 
FmHA. 

Phase  III:  Family  loan  dockets  are  re- 
viewed and  recommendations  made  as  to  the 
loan  amounts  requested;  the  FmHA  County 
Supervisor  reviews  family  loan  dockets;  pre- 
liminary title  search  of  each  proposed  build- 
ing site  is  begun;  requests  loan  check  from 
Finance  Office;  when  check  arrives.  FmHA 
County  Supervisor  final  title  search  is  made, 
loan  closed,  checking  accounts  opened,  and 
construction  begun. 

Construction.  Phase  IV:  Streets  cut  and 
base  course  in  place;  building  sites  prepared; 
top  soil  saved;  house  laid  out;  foundation 
dug:  footing  placed;  underground  rough 
plumbing  completed;  well  drilled  or  dug  or 
water  connection  made;  waste  disposal  sys- 
tem begun;  floor  slab  or  platform  com- 
pleted; rough  grading  completed;  exterior 
walls  built  and  primed  (excluding  doors, 
windows,  interior  partitions);  roof  in  place. 

Phase  V:  Partitions  installed;  walls  in.su- 
lated;  wall  ftrred  as  necessary;  windows  and 
doors  in  place;  above  ground  rough  plumb- 
ing in  place;  well  or  water  connection  com- 
pleted: waste  disposal  system  completed,  but 
not  covered;  electrical  wiring  Installed; 
house  dried  in:  ready  for  rough-in  inspec- 
tion. 

Phase  VI:  E.xterior  walls  sealed  or  painted 
second  coat;  dry  walls  and  ceilings  installed 
and  insulated:  exterior  walls  completed; 
third  and  final  plumbing  and  waste  disposal 
phase  completed:  kitchen  cabinets  and  built- 
Ins  Installed. 

Phase  VII:  Exterior  and  interior  walls  fi- 
nal painting  finished;  floor  finish  laid;  wear- 


ing surface  on  streets  (or  escrow  account 
prepared);  walks,  stej>s,  and  drive  in  place; 
final  grading  completed;  landscaping  in 
place,  all  equipment  systems  tested  and  final 
Inspection  completed;   houses  occupied. 

COMPUTATION     OP    EQtTIVALENT     UNITS     AND     TA 
COSTS 

Page  6  of  this  exhibit  will  be  used  for  re- 
cording the  following  information  and  con- 
struction in  the  example  which  starts  Jan- 
uary 1  with  estimates  for  that  month  based 
on  the  proposal. 

STEP    X 

By  reviewing  the  FtoHA  loan  application 
records,  one  can  determine  the  percentage 
of  completion  for  each  family  in  the  pre- 
construction  phase  of  the  program.  These 
are  Phases  I  thru  III.  By  totaling  these  per- 
centages, one  arrives  at  the  number  of 
"Equivalent  Units"  completed  at  that  date 
during  preconstructlon.  For  example.  If 
there  are  eight  families  In  Group  No.  2  and 
all  are  in  the  20  percent  phase  of  precon- 
structlon, then  there  would  be  1.6  E.U.'a 
(equivalent  units)  in  the  pre-construction 
phase  of  the  program  as  of  March  1. 

STKP    1 

Refer  to  the  records  of  construction  prog- 
ress for  families  In  the  construction  phase 
there  are  phases  IV  thru  VII.  As  of  the  first 
of  March  (a-ssumlng  construction  Is  on 
schedule)  the  director  totals  the  percentage 
of  completion  figures  for  each  family  as  In 
the  following  example: 

Equivalent  units 

Sandler  0.45 

Benjamin  -40 

Vickerie    -40 

Cochran    -38 

Brown   -34 

Mettger -33 

Thurber    - -31 

Richardson    -31 

Total    2.92 

Total  production  in  the  construction  phase 
is  therefore  2.92  E.U.'s  as  of  March  1. 

STEP    3 

Adds  the  pre-constructlon  and  construc- 
tion subtotals  together: 

Preconstructlon 1.60 

Construction   2.93 

Total    E.U.'s.- 4.52 

This  provides  the  total  E.U.'s  of  production 
during  the  first  two  months  of  operation. 

STEP    4 

The  total  number  of  equivalent  units  is 
entered  on  the  TA  Cost  Chart  on  Page  6  of 
this  exhibit  in  the  "Percentage  of  Equivalent 
Units"  Column  for  Actual  Production  under 
February,  as  shown. 

STEP    5 

Next,  subtract  the  total  number  of  E.U.'s 
for  the  previous  month  (2.50  Equivalent 
Units  in  our  example)  from  the  new  total 
niimber  of  equivalent  units.  Enter  the  dif- 
ference (which  Is  the  production  achieved 
during  the  month  of  February)  In  the  col- 
umn headed  "Percent  Value  Increase  Dm-lng 
Monthly  Operations."  Therefore,  the  pro- 
duction during  February  Is  equal  to  2.03 
Equivalent  Units. 

STEP    6 

Next,  enter  the  monthly  expenses  In  the 
column  headed  "Monthly  Grant  Expenses." 
In  this  example,  the  amount  would  be  ap- 
proximately $4,471  for  the  month  of  Feb- 
ruary. 
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Add  the  expenses  for  February  to  the  total 
for  the  previous  months  of  operation  and 
enter  the  amount  in  the  column  headed 
"Cumulative  Grant  Expenses."  In  this  ex- 
ample, $9,942  for  February  is  entered.  (Ail 
fiiTures  are  rounded  to  the  nearest  dollar) . 
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Next,  compute  the  "Monthly  TA  (3o6t  Per 

Equivalent  Unit."  This  is  done  by  dividing 
the  monthly  grant  expenses  by  the  "percent 
value  increase  '  for  the  month:     • 

$4,471  itnonihly  expenses) 
'2M2  (e<juivaleiii  uiiiis) 
(.Mot.ilily  TA  cusl  i>or  eiiUivali-in  uiiii) 


Technical    A.-^si  st  aiicc 


STEP    9 

Finally,  compute  the  ■Cunmlat.ve  TA  Coa- 
Per  Unit"  by  dividmg  the  cumulative  granc 
expenses  by  the  total  number  of  equivalent 
units  produced  in  the  program  to  date.  In 
this  example : 

Sy.VMJ  ^c^^mulalive  expenses) 


4..'i.'  lequivalei.i  uuiUii 
H  uniulauvo  TA  li>.--.  [lei  tiiul) 


'-t-.-HtO 


Cost  Cl'.art 


•    PROGRAM  YEAR   19 
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TOTAL  EQUIVALENT  UNITS  PRODUCED  DURING  PROGRAM  YEAR= 

TOTAL  NUMBER  Of  ACTUAL  HOUSES  COMPLETED  DURING  PROGRAM  YEAR^ 

TOTAL  SELF-HELP  T.A.  GRANT  FUNDS  SPENT  DURING  PROGRAM  YEAR  S 
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Evaluation    Report    of    Self-Help   Technical   Assistance    (TA)    Grants 


EvaliM'.Lon    for    MonLi;    Ending 
1.       a.      Name    of   Grnitce 


.  19 


b.   Address 


2.   a.   Date  of  Agreement 


Amount  Advanced 
to  date        $ 


b  .   Amount  of  Grant    S^ 

c  .   An. Hint,  budgeted 

r.oxt.  month        $ 


f.  Amount  on  hand   $^ 

g.  Amount  of  Grant 


used 


$ 


d .   A  Jvan  :  e  needed 
for  next  draw 


$ 


3.   n.  Nvi!".ber  of  houses  Initially  planned 

b.  Nnuiber  of  TA  employees 

c.  Nnmber  of  Construction  supervisors 

Insert  actiial  values  from  Technical  Assistance  Cost  Chart 

A.   a.  Percentage  of  Equivalent  Units 

b.  %  Value  Increase  During  Monthly  Operations 

c.  Mintn.Iy  Grant  Expenses 

d.  Cumulative  Grant  Expenses 

f  .  Monthly  TA  Cost  Per  Equivalent  Unit 

f.  Cumulative  TA  Cost  Per  Equivalent  Unit 


5.   Avcr.i.-  time  needed  to  complete  construction  of  a  house.   If  no  self- 
help  homes  n,ave  been  completed  by  this  grantee,  use  Other  projects  or  your 
b  e  s  t  e  s  t  i  ni  a  t  e  n  c  a  p  I :  i  d  0  . 
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Average  current  C3St  cf  sirilar  houses  if  built  by  contractor  (Attach 
detailed  c^st  for  each  model  unless  previously  submitted)       


Average  of  borrower's  cost  per  house  (loan  plus  $  contribution)  (Attach 
detailed  cost  for  each   odel  unless  previously  submitted)  

Savings  to  the  Self-Help  borrower  (6  -  7)  

Net  savings  after  TA  cost  (8  -  Af)    ' 


Is  mutual  self-help  concept  of  family  contribution  of  labor  working  on 

each  other's  homes  being  followed?  If  not,  attach 

explanation.   Average  number  of  hours  contributed  by  each  family  


11.  Does  Grantee  have  control  of  group  in  terms  of  equitable  labor 

contributions,  purchase  of  materials,  and  moving  into  house?  

If  not, explain. 

12.  Attach  information  concerning  number  of  personnel  hired,  number  of 
families  contacted,  number  who  have  indicated  a  willingness  to  be 

a  participating  family,  number  of  mutual  self-help  groups  organized, 
progress  on  any  construction  started,  or  any  other  problems  relating 
to  the  opf^ration  of  this  grant. 


DATE 


GRANTEE /REPRESENTATIVE 


TITLE 


COUNTY  OFF 


I  have  reviewed  the  above  informati 
correct . 


.^  f 


;d  t  3  he  subs  t  a:,  t  i  a  i  ^  y 


Comments : 


DATE 


COUNTY  SUPERVISOR 
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SITE  OPTION  LOAN  TO  TECHNICAL  ASSISTANCE 
GRANTEES 

I  Objectives  The  objective  of  a  Site  Option 
(SO)  loan  uder  section  523(bi(lMB)  or 
Title  V  ot  the  Housing  Act  of  1949  Is  to 
enable  TA  grantees  to  establLsh  revolving 
fund  accounts  In  order  to  obtain  options 
on  land  needed  to  make  sites  available  to 
families  that  will  build  their  own  homes  by 
the  self-help  method  An  SO  loan  will  be 
considered  only  when  sites  cannot  be  made 
available  by  other  means  Including  a  regular 
Rural  Housing  Site  (RHS)  loan. 

II.  Eligibility  requirements.  To  be  eligible 
for  an  SO  loan,  the  applicant  must  be 
a  TA  grantee  that  Is  currently  operating 
In  a  satisfactory  manner  under  a  technical 
assistance  grant  agreement.  If  the  SO  loan 
applicant  has  applied  for  TA  funds  but 
Is  not  already  a  TA  grantee.  If  it  appears 
that  the  TA  grant  will  be  made,  the  SO 
loan  may  be  approved  but  not  closed  until 
the  TA  tjrant  Ls  closed. 

in.  Loan  purposes  Loan.i  may  be  made 
only  as  necessary  to  enable  eligible  appli- 
cants to  establish  revolving  accounts  with 
which  to  obtain  options  on  land  that  wUl 
be  needed  as  building  8lt«s  by  self-help 
famllie^i  particlpatlr.e  In  the  TA  self-help 
hou.sliig  protrram  Ixian.';  will  not  be  made 
to  pay  the  full  purchase  price  of  land  but 
only  for  the  minimum  amounts  necessary 
to  obtain  an  option  from  the  seller.  The 
option  should  be  for  as  long  as  necessary 
but  in  no  case  should  the  option  be  for 
less    than    90   days 

IV  Limitations  (At  If  the  amo\int  of  a  SO 
loan  will  exceed  $5,000,  the  pirlor  consent 
of  the  National  OfRce  shall  be  obtained  be- 
fore  approval 

(B)  The  amount  of  the  SO  loan  should 
not  exceed  15  percent  of  the  selling  price 
of  the  land  expected  to  be  under  option 
at  any  one  time 

(G)  Form  PmHA  440-34,  "Option  to  Fur- 
chase  Real  Property."  will  be  u.sed  without 
modification  In  all  cases  for  obtaining  op- 
tions under  this  subpart 

(D)  The  limitations  of  5  1822266(b>  (1)  (2\ 
Of  this  Chapter  concerning  land  purchase 
will  apply  to  options  purchased  under  this 
subpart. 

V.  Rates  and  terms  — (A)  Interest  Loans 
will  be  made  at  an  Interest  rate  of  3  per- 
cent. 

(B)  Repayment  period.  Each  SO  loan  will 
be  repaid  In  one  Installment  which  will 
Include  the  entire  principal  balance  and 
accrued  Interest  The  maximum  repayment 
period  for  each  SO  loan  will  be  the  appli- 
cants' remaining  TA  grant  funding  period. 

(1)  A  shorter  repayment  period  will  be 
established  If  SO  funds  will  not  needed 
for   the  entire  TA   grant   funding   period 

(21  If  a  regular  RHS  loan  Is  to  be  pro- 
cessed, the  SO  loan  should  be  scheduled 
for  repayment  when  RHS  loan  funds  will 
be  available  to  purchase  the  land  and  re- 
pay the  amount  of  SO  frmds  advanced  on 
the  option,  unles.s  SO  loan  funds  will  still 
be  needed  to  purchase  other  options  Under 
no  circumstances,  however,  will  the  repav- 
ment  period  exceed  the  applicant's  remain- 
ing  TA   erant   funding   period 

VI  Proce'iSing  appliratinn — lAl  Form  of 
application  The  application  for  assLstance 
will  be  In  the  form  of  a  letter  to  the  FmHA 
County  Supervisor  having  Jurisdiction  over 
the  area  of  the  proposed  site  to  be  optioned 
The  letter  will  be  signed  by  the  applicant 
or  Its  authorized  representative  and  con- 
tain, as  a  mliilmvmi,  the  following  Informa- 
tion: 

(1)  A  copy  oi  :lrie  proposed  option  lnfi->r- 
matlon  that  shows  a  legal  description  of  the 
land,  option  price  purchase  price,  and  terma 
of  the  cotton    If  more  than  one  site  option  Is 


to  be  purchased,  a  schedule  of  the  proposed 
options  should  be  Included. 

(2)  Information  to  verify  that  a  regular 
RHS  loan  cannot  be  processed  In  time  to 
secure  the  option. 

(3)  Proposed  method  of  repayment  of  the 
SO  loan. 

(4)  Resolution  from  the  applicant's  gov- 
erning body  authorizing  the  application 
for  a  SO  loan  from  the  Farmers  Home 
Adnvinlstratlon. 

(B)  Responsibility  of  the  County  Super- 
visor. Upon  receipt  of  a  SO  loan  application, 
the  County  Supervisor  will: 

(1)  Determine  whether  the  applicant  is 
eligible.  If  the  applicant  Is  not  eligible,  or  the 
loan  cannot  be  made  for  either  reasons,  the 
application  may  be  rejected  by  the  County 
Svipervlsor  with  the  concurrence  of  the  Dis- 
trict Director.  The  reasons  for  the  rejection 
should  be  clearly  stated  and  provided  to  the 
applicant  as  well  as  Its  right  to  have  the  de- 
cision reviewed  under  §  1933.410(c)  (2) . 

(2)  Review  and  verify  the  accuracy  of  the 
information  provided. 

(3)  Make  an  Inspection  and  a  memoran- 
dum appral.saJ  of  each  prof>o6ed  site  "as  Is." 
The  appraisal  wUl  Include  a  narrative  state- 
ment as  to  whether  the  site  has  been  recently 
sold,  verify  that  the  seller  ia  the  owner  of 
the  property,  and  Indicate  whether  the  pur- 
chase price  is  acceptable  based  on  tJhe  selling 
price  of  similar  properties  In  the  area. 

(4)  Indicate  whether  or  not  It  api>ears  that 
conslderlntr  the  location  and  cost  of  develop- 
ment, that  adeqaate  building  sites  can  be 
provided  at  reasonable  costs. 

(5)  If  the  option  is  for  a  tract  of  land  on 
which  10  or  more  sites  are  proposed,  the 
Countv  StipervLsor  will  request  the  Architect/ 
Engineer  In  the  State  Office  to  review  the 
proposal  at  this  jxslnt  and  Inspect  the  pro- 
p<,>se<i  site, 

ifi)  If  approval  is  recommended,  prepai* 
and  have  the  applicant  execute  Ponn 
FmHA  440-1  for  the  amoimt  needed. 

(7)  Forward  the  SO  loan  application  and 
applicants  TA  application  or  TA  docket  to 
the  suite  Director.  The  submission  will  in- 
clude the  appraisal  rep>ort  and  the  County 
Sup>ervlsor's  comments  and  reoodmendatlons. 

VII.  Loan  approval  authority  and  State 
office  actions.  The  State  Director  Is  author- 
ized to  approve  SO  loans  developed  In  accord- 
ance with  this  exhibit.  The  approval  or  dis- 
approval of  the  loan  will  be  handled  In  the 
same  manner  as  provided  In  I  1822.272  of 
this  Chapter.  A  check  may  be  requested  at 
the  time  that  P\>rm  FmHA  440  1  Is  submitted 
to  the  Finance  Office. 

VIII.  Loan  closing. — (A)  General.  Loan 
closing  Instructions  will  be  provided  by  OGC 
to  assure  that  the  Promissory  Note  Is  prop- 
erly completed  and  executed.  The  County 
Supervisor  may  then  close  the  loan. 

IB)  Security  for  the  loan.  The  loan  will 
be  secured  by  a  Proniissory  Note  properly 
executed  by  the  grantee  using  Form  FmHA 
440-16,  "Promissory  Note."  A  Hen  on  the 
optioned  reaJ  estate  will  not  be  taken. 

( 1 )  The  "kind  of  loan"  block  on  the  note 
will  read  "SO  loan  " 

( 2 )  The  note  will  be  modified  to  .show  that 
the  only  installment  on  the  loan  will  be  the 
final  Installment. 

(C)  The  loan  will  be  considered  closed 
when  the  note  Ls  executed  and  the  loan 
check  delivered  to  the  grantee. 

IX.  Establishment  of  SO  loan  reiMlving 
account.  (A)  Supervised  bank  accounts  will 
not  be  used  for  SO  loans. 

( B I  Grantee  will  deposit  SO  loan  funds  In 
a  bank  of  Its  choice  which  Is  a  member  of 
the  Federal  Deposit  Insurance  Corporation. 
The  use  of  minority  banks  Is  encouraged. 
Such  funds  will  remain  separate  from  any 
other  account  of  the  grantee 


(C)  Checks  drawn  on  the  revolving  ac- 
count will  be  for  the  sole  purpose  of  pur- 
chasing land  options  and  must  be  signed 
by  at  least  two  authorized  officials  of  the  bor- 
rower organization  who  have  been  properly 
bonded  in  accordance  with  §  1933.409  (h) 
and  (1)  of  this  subpart. 

(D)  Grantees  will  not  expend  fund.s  for 
any  options  until  the  site  and  the  option 
form  have  been  reviewed  and  approved  by 
the  County  Supervisor. 

(1)  Site  option  funds  will  not  be  left  un- 
used In  the  revolving  account  In  excess  of 
60  days. 

(2)  If  the  funds  are  not  u.sed  for  the  in- 
tended purpose  within  the  60  days  specified 
above  the  unused  p>ortlon  will  be  refunded 
on  the  accovint. 

(E)  When  funds  become  available  for  re- 
payment of  the  SO  loan,  such  funds  will  be 
deposited  In  the  revolving  account  for  the 
purchase  of  additional  site  options  If  needed 
If  such  funds  are  not  needed  to  purchase 
more  options,  they  will  be  applied  on  the 
SO  loan. 

X.  Sotirce  of  funds  SO  loans  will  be 
funded  from  the  self-help  hotislng  land  de- 
velopment fund. 

Dated:  June  3,  1977. 

Gordon    Cavanaugh. 

Administrator. 
Farmers  Home  Administration. 
JFR  Doc. 77  16366  Filed  6-9  77:8  45  am] 

FEDERAL  ENERGY 
ADMINISTRATION 

[  10  CFR  Part  450  ] 
ENERGY   MEASURES 
Proposed  Energy  Measures  List 
AGENCY:   Federal  Energy  Administra- 
tion. 

ACTION:  Notice  of  proposed  rulemaking 
and  public  hearing  for  energy  measures. 

SUMMARY:  The  Federal  Energy  Admin- 
istration (FEA)  proposes  to  publish  a  IL^t 
of  energy  conservation  measures  and  re- 
newable-resource energy  measures  de- 
veloped by  FEA  after  consultation  with 
the  Secretar>^  of  Housing  and  Urban  De- 
velopment. This  proposal  would  be  a  sub- 
part to,  and  thereby  combine  the 
proposed  list  of  energy  measures  with. 
the  proposed  energy  audit  rulemaking 
Depletion  of  the  Nations  domestic  re- 
sources of  fossil  fuels  has  focused  atten- 
tion on  the  need  to  identify  energy 
conservation  and  renewable-resource 
energy  measures  which  can  be  imple- 
mented in  existing  residential  or  com- 
mercial buildings  and  industrial  plants. 

DATES:    Comments   by   June   30.    1977 
4:30  p.m..  e.d.t.  Requests  to  speak  at  the 
national  hearing  by  June  17,  1977.  Na- 
tional hearing  date  June  29.  1977.  9:30 
a.m.,  e.d.t. 

ADDRESSES;  CommenUs  and  requests  to 
speak  to:  Room  3309.  Federal  Energy  Ad- 
ministration, Box  MZ,  Washington.  DC. 
20461. 

Hearing  location:  2000  M  Street  NW., 
Room  2105,  Washington,  D.C.  20461. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 
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Hearing  procedMres:  Bruce  H&utLe. 
FEA.  Executive  nf>mmuniraM<^ri«. 
Room  S3 17.  1200  Pennsylvania  Ave. 
NW.,  Wasliington.  DjC.  20461  '202- 
566-9437 ' . 

Media  relations:  Jim  Merna.  FEA.  Of- 
fice of  Communications  and  Public 
Affairs.  Room  3104.  1200  Pennsylvania 
Ave  NW.  Washington  DC  20461  '202- 
566-98331. 

Program  office  for  energy  coiiserrmtion 
measures:  Tom  Gross.  FE.\.  Office  of 
Conservation,  Room  5324.  1200  Penn- 
sylvania Ave.  NW..  Washington,  DC. 
20461  1202-566-7916). 
Program  office  for  renewable  resources 
energy  yneasures:  Edwin  Kuhn,  FEA, 
Office  of  Energy  Resource  Develop- 
ment, Room  1433.  1200  Pennsylvania 
Ave.  NW..  Washington,  D.C.  20461 
(202-566-61921. 

SUPPLEMENT.ARY       INFORMATION: 

I.  Introduction. 

II.  Uses  of  Energy  Measures. 

III.  Explanation  of  Energy  Measures. 

IV.  V.iriables  Affectine  Cost  Recover^': 
(at  Energy  prices:  'b)  Energy-  systems: 
(c)  User  category:  <di  Climate:  <e) 
Technical  Application  Variables:  <f) 
Purchase  and  Installation  Costs. 

V.  Techniques  for  Identifying  Energy 
Measures:  la)  Requirements  al^d  Limi- 
tations: *b)  Cost  Recovery  Methodology; 
ic>  Energy  Audit. 

VI.  Eligible  Applications. 

VII.  Selection  of  Energy  Measures. 

Vni.  Comment  Procedures :  <a»  Writ- 
ten Comment  Procedures :  i  b  >  Public 
Hearing:  1.  National  Hearing:  2  Request 
Procedures:  3,  Hearing  Procedures. 

IX.  Coordination  with  Outside  Parties, 
Environmental  and  Inflationary  Review. 

I.  Introduction 

The  Federal  Energy  .Administration 
(FT;A)  proposes  to  amend  proposed  Part 
450.  Chapter  II  of  Title  10.  Code  of  Fed- 
eral Regulations  iCFR>  by  publishing  a 
list  of  energy  conservation  and  renew- 
able-resource energy  measures  i  energy 
measures!  developed  by  FE.A  after  con- 
sultation with  the  Department  of  Hous- 
ing and  Urban  Development  iHUD>, 
under  Section  432!  d>,  42  U  SC.  6325(e) 
f  1) ,  of  the  Energy  Consen-ation  and  Pro- 
duction Act  (Act I.  Pub.  L.  94-385.  90 
Stat.  1125  et  seq.  Section  432  amends 
Part  C  of  Title  III  of  the  Energy  Policy 
and  Consenation  .Act  <EPCA) ,  42  U.S.C. 
6321-6326. 

FE-\  published  proposed  procedures 
for  energy  audits  on  April  15.  1977,  at  42 
FR  20012.  This  proposal  for  energy  meas- 
ures amends  the  energy  audit  proposal 
by  adding  a  new  Subpart  D  to  combine 
energj-  audits  and  energy  measures  in 
one  consolidated  part  and  by  providing 
additional  necessary  definitions. 

FE.A  published  a  request  for  public 
comment  on  November  1.  1976.  at  41  FR 
1799*.  to  solicit  from  interested  persons 
information,  including  views,  comments, 
studies,  data,  and  other  pertinent  docu- 
mentation, to  assist  PEA  in  the  develop- 
ment of  the  energy  measures  list.  FEA 


peedved  6£  resp<Kises  to  this  s.3licitatlon. 
and  tiiese  responses  were  evaloaied  as 
part  of  the  development  of  this  proposal. 

n.  Uszs  or  ENirncY  ME.^iTtES 

This  proposal  establishes  a  list  of  en- 
ergy measures.  Tlie  energy  measures  list 
wUl  be  used  by  States  participating  in 
the  program  for  supplemental  State 
energy  conser\-aiion  plans.  To  be  eligible 
for  financial  assistance,  section  432  of 
tlie  Act,  (42  U.S.C.  6326'.  provides  that 
a  supplemental  plan  shall  include  pro- 
cedui-es  for  carrying  out  a  continuing 
public  education  effort  to  increase  sig- 
niflcanUy  public  awareness  of  energy  and 
cost  savings  which  are  likely  to  result 
from  implementation  of  energy  meas- 
ures. Moreover,  each  supplemental  plan 
must  also  contain  procedures  to  encour- 
age energy  audits.  An  energy  audit  is 
a  process  which  identifies  energy  and 
cost  savings  likely  to  be  realized  through 
the  pm-chase  and  installation  of  energy 
measures,  such  as  tliose  identified  by  the 
proposed  list.  Final  guideUnes  for  sup- 
plemental plans  were  publLshed  by  FEA 
on  May  24.  1977,  at  42  FR  26413,  and 
Congre&s  has  appropriated  $12  mUlion 
dollars  for  this  program 

The  energy  meas'ores  on  Lie  proposed 
list  are  eUgible.  on  a  uationaJ  or  re- 
gional basis,  for  financial  assistance  pur- 
suant to  Section  509  of  Uie  Hou.sing  ai:id 
Urban  Development  .Act  of  1970  or  Sec- 
tion 451  of  the  .Act.  No  funds  have  been 
appropriated  to  provide  financial  assist- 
ance for  imrlemcrtatlor.  of  either 
progFam. 

Tlie  SecTi  tary  of  Housing  and  Urban 
Development  is  auLhorized  to  provide  fi- 
nancial assistance  in  carr>mg  out  a  na- 
tional demonstration  program  to  test  the 
feasibility  and  effectiveness  of  various 
forms  of  financial  assistance  for  en- 
couraging the  installation  or  implemen- 
tation of  energy  measures  appearing  on 
this  ILst  in  existing  dwelling  units,  pur- 
suant to  Section  509  of  the  Housing  and 
Urban  Development  Act  of  1970  (section 
441  of  the  Act;  12  U.S.C.  1701z--8i.  as 
amended.  Financial  assistance,  author- 
ised in  the  amount  of  $200  million,  may 
be  made  available  to  owners  of  or  tenants 
occupying  existing  dwelling  units  in  the 
form  of  grants,  low-interest-rate  loans, 
interest  .subsidies,  loan  guarantees,  and 
such  other  forms  of  assistance  as  the 
Secretary  deems  appropriate. 

Under  a  separate  program  authorized 
under  section  451  of  the  Act  (42  U.S.C. 
6881).  the  energy  measures  shall  be 
eligible  for  energy  conservation  and  re- 
newable-resource obligation  guarantees. 
FE.A  could  guarantee  obligations  to  fi- 
nance any  energy  measure  which  is  un- 
dertaken by  a  person  or  qualified  State 
entity.  Residential  buUdings  contalrJng 
two  or  fewer  dwelling  imits  are  not  eli- 
gible for  assistance  under  this  program. 
HI.  ExPL.^T<r«.TioN  OF  Energy  Measures 

Two  tj-pes  of  energy  measures  are  to 
be  developed  by  FKA: 

(AJ  Energy  con&en'ation  measures; 
and 


<B>  Renewable- resource  energy  meas- 
'ones. 

Each  energy  measure  to  be  developed 
by  FEA  by  rule : 

lA)  Must  modify  any  building  or  in- 
dustrial plant,  the  construction  of  which 
has  been  completed  prior  to  August  14. 
1976.  I  a  modification  I  and 

I B '  Must  not  include  the  purchase  or 
uistallation  of  an:,-  appliance. 

An  "energy  conservation  measure"'  is 
a  modification  which  FEA.  has  deter- 
mined to  l>e  likely  to  improve  the  effi- 
ciency of  energy  use  and  to  reduce 
projected  energy  costs  in  a  sufficient 
amount.  A  sufficient  amount  is  one  which 
sliall  enable  a  person  to  recover  the  total 
cost  of  instalhng  and  purchasing  a  modi- 
fication within  its  useful  life  or  15  years, 
whichever  is  less. 

A  "renewable-resource  energy  meas- 
ure" is  a  modification  which  FEA  has 
detei-ruined  to  involve  changing,  in  whole 
or  in  part,  the  fuel  or  .source  of  the  energy 
used  to  meet  the  requirements  of  a  build- 
ing or  industrial  plant  from  a  depletabie 
source  of  energy  to  a  nondeplctable 
source  of  energy.  The  modification  must 
be  likely  to  reduce  projected  energy 
costs  in  an  amount  sufficient  to  enable  a 
pei-son  to  recover  the  total  cost  of  pur- 
chasing and  installing  the  modification 
within  it6  useful  life  or  25  years,  which- 
ever is  less. 

With  respect  to  the  reco\'ej'y  of  costs 
for  either  type  of  energy  measine.  the 
.Act  requires  that  tax  benefits  or  applica- 
ble Federal  financial  assistance  be  dis- 
regarded. 

Under  the  Act.  FEIA  must  determine 
that  a  modification  is  likely  to  reduce 
energy-  costs  in  an  amount  sufficient  to 
enable  a  person  to  recover  the  total  cost 
of  purchasing  and  installing  the  modifi- 
cation within  its  attributed  life.  Devel- 
opment of  a  workable  approach  to  de- 
termine whether  a  modification  is 
'likely  "  to  pay  back  within  its  attributed 
life  has  been  accomplished  with  some 
difficulty. 

The  Act  further  requires  FEA  to  pro- 
ject energy  costs.  The  energy  audit  pro- 
posal incorporates  projections  of  future 
energy  prices  for  electricity,  liquefied 
petroleum  gas  (LPG>.  natural  gas.  dis- 
tillate fuel  oil.  residual  fuel,  and  coal 
for  each  of  the  10  FEA  regions,  through 
1991.  For  price  projections  beyond  1991, 
1991  prices  are  used. 

In  addition,  for  designation  as  an  en- 
ergy conservation  measure,  the  Act  re- 
quires that  FEA  determine  that  a  modi- 
fication: 

(A)  Has  as  its  primary  purpose  an 
improvement  in  Uie  efficiency  of  energy 
use:  and 

(B)  Will  not  result  in  any  conversion 
from  one  fuel  or  source  of  energ>'  to  an- 
otlier  which  is  of  a  type  which  FEA  de- 
termines Ls  ineligible  because  such  tv-pe 
of  conversion  Is  inconsistent  with  na- 
tional policy  vnth  respect  to  energy  con- 
servation or  reduction  of  imports  of 
fuels. 

Tlie  energy  audit  proposal  reflects 
FEA's  determination  that,  if  the  costs  of 
purchase  and  installation  of  a  modifica- 
tion will  be  recovered  by  the  projected 
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energy  cost  savings  to  be  attained  over 
the  attributed  life  of  the  modification, 
the  primai-y  purposes  of  the  modifica- 
tion shall  be  treated  as  energ>'  conser- 
ve tion  by  FE A. 

With  respect  to  Ineligible  conversions, 
tlic  energy  audit  proposal  provides  that 
i!ny  modification  that  results  in  an  In- 
crease in  the  consiunption  of  petroleum 
products,  natural  gas.  or  a  combination 
of  these,  at  the  building  or  Industrial 
plant  site  cannot  qualify  as  an  energy 
conservation  measure  because  it  Is  in- 
consistent Nvith  national  policy  with  re- 
spect to  energy  conservation  or  the  re- 
duction of  imports  of  fuels. 

Although  coal  Ls  currently  treated  by 
FEA  as  a  depletiible  energy  resource. 
FEA  has  stated  in  the  energ%-  audit  pro- 
posal that  a  conversion  to  coal  would  t>e 
eligible  since  It  would  not  Increase  and 
may  decrease  Uie  Import  of  fueL<; 

As  more  specifically  explained  h\  the 
energy  autdit  propositi.  FEA  wUl  review 
as  an  exception,  on  a  case-by-case  basis, 
those  conversions  which  Involve  the  in- 
stallation of  dual  pvinx)se  power  plant 
equipment. 
IV   VARI.^BLEs  Affecting  Cost  Recovery 

FEA  must  determine  in  accordance 
with  the  Act  that  cost  recoverv'  within 
the  attributed  life  of  a  modification  Is 
likely.  The  key  problem  encountered  in 
developing  a  list  of  energy  measures  Is 
that  cost  recovery  can  vary  significantly 
with  respect  to  several  Important  fac- 
tors 

The  key  variables  which  complicate 
a  finding  of  cost  recoverv-  are: 

(A)   Energy  prices; 

(Bi   Energy  systems: 

<C)   User  category: 

(D»   Climate; 

(E)  Technical  application  variables; 
and 

(F)  Purchase  and  Installation  costs. 

(A)     ENERGY    PRICES 

Prices  for  energy  vary  by  region, 
within  a  resrion.  by  user  category.  Indi- 
vidual ii>er  and  type  of  energy.  The  pro- 
posed energy  audit  regulations  provide 
energy  price  protections  by  reuion.  user 
category,  and  type  of  energy.  Procedures 
and  requirement's  for  discounting  future 
year  energy  savings  and  an  approxima- 
tion technique  for  estimating  individual 
user  energy  price  projections  are  pro- 
vided in  the  energy  audit  proposal. 

(B>     ENERGY    SYSTEMS 

If  a  modification  applies  solely  and 
directly  to  a  single  energy  system  'e.g., 
gas.  oil.  or  electric  forced-air  heating 
system',  the  measure  should  be  evalu- 
ated as  it  relates  specifically  to  that 
energy  system.  Problems  are  created, 
however,  when  the  modification  may  be 
installed  in  association  with  any  of  sev- 
eral different  energy  systems,  because  of 
the  variation  in  direct  and  indirect  en- 
ergy .saving?  , 

The  value  of  each  BTU  of  energy 
saved  by  an  energy  measure,  such  as 
celling  Insulation,  depends  on  the  energy 
price  for  the  type  of  energy  used.  For 
example,  the  15-year  discounted  prices 
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for  gas,  oil  and  electricity  are  respec- 
tively $20,  $27,  and  $68  per  mim<m 
BTU's  supplied  annually  to  a  residential 
energy  system.  Accordingly,  the  value  of 
saving  the  same  amoimt  of  energy  varies 
by  a  factor  of  over  four  depending  on 
tlie  type  of  energy  used. 

At  the  same  time,  there  are  energy 
losses  in  both  the  generation  (furnace) 
and  distribution  (ducting)  components 
of  the  heating  system.  When  a  modifi- 
cation such  as  ceiling  insulation  is  ap- 
plied, these  losses  are  prevented,  thereby 
generating  "indirect"  savings  that  serve 
to  multiply  the  effective  value  of  the  en- 
ergy savmgs.  Table  I  shows  the  savings 
multipliers.  The  effective  15-year  dis- 
counted energy  prices  (or  value  of  energy 
saviiigs  >  for  gas,  oil,  and  electricity  are 
respectively  $35.  $49,  and  $103.  Counting 
indirect  as  well  as  direct  savings,  the 
effective  price  range  is  narrowed  to  a 
factor  of  just  less  than  three.  Because 
of  this  range  of  differences  associated 
with  the  type  of  energy  system,  PEA 
could  compute  the  cost  savings  created 
by  a  modification  for  each  energy  sys- 
tem. FEA  finds  this  approach  to  be  too 
complex  and  luiwieldy. 

A;s  an  alternative,  FEA  has  decided  to 
select  an  energy  system  for  a  modifica- 
tion under  consideration  for  inclusion  on 
the  list  which  is  widely  used  and  has  an 
effective  energy  price  in  the  mid-range 
between  high  and  low  extremes.  This 
would  provide  a  simple  but  broadly  rep- 
resentative application. 

(C)     USER    CATEGORY 

The  price  for  a  source  of  energy  and 
the  savings  associated  with  installation 
of  a  modification  are  usually  different  for 
residential,  commercial  and  industrial 
uses.  A  modification  may  qualify  as  an 
energy  measure  for  one  of  these  uses  but 
not  another.  For  this  reason,  FEA  pro- 
poses that  the  list  designate  the  appro- 
priate use  for  a  modification  where  ap- 
plicable. 

(D)      CLIMATE 

The  effectiveness  of  many  modifica- 
tions considered  by  FEA  Is  highly  de- 
pendent upon  climate.  The  primary  cli- 
mate? factor  is  "heating  degree  days", 
which  is  a  measure  of  the  seasonal  de- 
mand for  heating  and  is  of  particular 
importance  because  of  the  demand  on 
scarce  gas  and  oil  supplies  for  heating 
buildings. 

The  demand  for  heating  varies  signifi- 
cantly from  one  part  of  the  nation  to 
another.  Appendix  A  shows  six  heating 
zones.  The  average  number  of  heating 
degree  days  varies  by  a  factor  of  20  from 
the  warmest  (zone  0)  to  the  coldest 
(zone  5>  heating  degree  day  zone.  Since 
this  variation  is  so  great,  FEA  has  con- 
cluded tliat  the  climate-dependent  en- 
ergy measures  should  be  limited  to  those 
heating  zones  in  which  they  are  likely 
to  be  cost-effective  with  regard  to  cost 
recovery . 

Localized  or  micro-climate  variations 
can  also  be  important.  The  number  of 
heating  degree  days  for  building  sites 
separated  by  only  a  few  miles  can  vary 
considerably.  A  common  example  is  the 


difference  between  the  heating  degree 
days  for  a  location  in  the  center  of  a 
major  metropolitan  area  compared  to 
a  location  in  the  more  distant  suburbs. 
Also  the  effective  heating  demand  is  a 
fimction  of  other  variables  which  cannot 
be  measured  with  precision.  Examples 
are  the  chilling  effect  of  wind  and  the 
warming  effect  of  solar  gain.  Moreover, 
chmate  varies  throughout  the  24  hour 
sunrise  to  sunrise  cycle  and  other  cycles 
However,  after  careful  consideration. 
FEA  believes  any  system  which  makes 
adjustment  for  micro-climate  w^ill  un- 
duly complicate  evaluation  of  a  modifi- 
cation with  relatively  minor  additional 
improvement  in  precision. 

The  energy  consumed  for  cooling  of 
buildings  is  significantly  less  than  that 
required  for  heating  so  that  micro-cli- 
mate is  of  even  lesser  importance.  It. 
nevertheless,  seems  reasonable  to  evalu- 
ate the  demand  for  cooling  for  those 
energy  conservation  measures  mtended 
primarily  for  reducing  cooling  energy 
consumption.  Accordmgly.  FEA  finds  the 
cooling  zones  shown  in  Appendix  B  to 
be  sufficient  for  hmiting  the  application 
of  modifications  associated  with  cooling 
to  designated  cooling  zones. 

(E)     TECHNICAL    APPLICATION    VARIABLES 

FEA  found  it  necessary  to  evaluate 
whether  a  specific  use  of  a  modification 
with  a  broad  range  of  possible  technical 
applications  is  cost-effective  with  respect 
to  cost  recovery.  For  example,  insulation 
for  hot  bare  pipes  is  likely  to  have  sufi- 
cient  cost  recovery  for  an  application  of 
up  to  6  inches  of  in.sulation.  Any  addi- 
tional Insulation,  however,  would  often 
be  Impractical  and  be  unlikely  to  provide 
cost  recovery. 

To  evaluate  every  possible  application 
is  practlcaUy  Impossible,  so  FEA  decided 
to  assume  that  a  modification  will  be 
used  In  a  reasonable  maiuier  in  the  ordi- 
nary course  of  business.  FEA.  therefore. 
does  not  specify  limitations  aimed  at 
ruling  out  what  amounts  to  obvious  bad 
practice.  To  attempt  to  specify  applica- 
tions would  only  clutter  and  confuse  the 
energy  measures  list  with  little  Improve- 
ment. Accordingly.  FEA  considered  a 
modification  with  respect  only  to  appli- 
cations under  practical  and  likely  cir- 
cumstances, and  the  list  only  sets  forth 
particular  application  restrictions  where 
cost  recovery  must  be  predicated  on  site- 
specific  conditions. 

iFi     PTRCIIASE    AND    INSTALLATION    COSTS 

Tlie  costs  of  implementing  a  modifica- 
tion may  vary  considerably.  Both  pur- 
chase and  installation  costs  vary  with 
location,  supplier,  and  application.  In 
some  instances,  it  is  not  obvioas  what  in- 
stallation costs  should  be  included  or 
how  the  value  of  labor  would  be  calcu- 
lated, if  at  all.  Many  simple  residential 
energy  conservation  measures  (e.g. 
weatherstripping,  insulation,  and  storm 
windows)  may  be  installed  by  a  home- 
owner, thereby  avoiding  any  installation 
costs.  A  slrrular  situation  exists  in  com- 
mercial buUdlngs  and  industrial  plant* 
where  employees  may  install  a  modifica- 
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tion  instead  of  paying  a  contractor  to  For   example,   if  a   persons   wants    to  slon  from  tJie  list  at  this  time,  but  for 

perform  the  same  services.  To  permit  an  apply  the  formula  in  proposed  5  450.34  the  use  of  an  energy  audit, 

effective  evaluation,  FEA  has  elected  to  (a*  for  the  installation  of  a  solar  water                   ^^    vnrTniT  at* 

estimate  purchase  and  instaUation  costs  heater  in  a  residence,  he  or  she  would                          i^ligible  applications 

which    represent    the    mid-range    cost  have  to  know  the  percentage  of  his  or         FEA  studied  an  approach  which  takes 

likely  to  be  associated  with  purchase  and  her  water  heating  needs  the  solar  heater  into  account  the  numerous  applications 

Installation  of  a  modification.  is  designed  to  satisfy,  the  estimated  in-  for  which  a  modification  could  be  used. 

In  addition,  purchase  and  installation  stalled  cost  of  the  heater,  the  Federal  An  effort  was  made  to  develop  a  table  of 

costs  must  include  interest  costs  which  Region   in   which   he   or  she   hves   and  eligible   appUcations.   This   table   would 

must   be   discounted   to   current   value,  electricity  costs.  FEA  believes  that  any  show  if  tlie  energj-  conservation  measure 

FEA  lias  done  this  in  accordance  with  person  can  obtain  this  information  with-  would  result  in  a  sufficient  cost  recovery 

the  procedure  provided  in  the  proposed  out  difBculty.  From  this  information,  the  in   specific   application  catgories  which 

energv-  audit  regulations.  present  current  value  of  energy  to  be  would  be  as  close  as  possible  to  com- 

V.  TECHNIQUES  FOR  IDENTIFYING  ENERGY  ^^^'^^  '^^'"""'K  attributed  life  of  a  modifi-  monly  occuring  site-specific  application 

Measures  cation  can  be  computed  so  that  the  indi-  circumstances. 

vidual  can  determine  that  the  installed         It  became  evident  that  this  approach 

Based  upon  considerable  study  and  de-  cost  of  the  heater  does  not  exceed  tlie  would  yield  a  list  of  energy  conservation 
liberation.  FEA  developed  four  tech-  value  of  the  energy  saved.  measures  which  was  quit*  lengthy  and 
niques  for  identifying  energy  measures.  However,  this  simple  technique  cannot  complex.  For  example,  residential  cell- 
Three  of  these  are  employed  by  this  pro-  be  utihzed  with  most  energy  measures  ing  insulation  might  require  several 
posal;  the  fourth  was  rejected  because  it  because  of  the  complexity  of  the  tech-  pages  of  tabulated  eligibility  conditions 
provide  to  be  too  lengthy  and  complex,  nology  or  the  difficulty  iri  assessing  the  i^  this  approach  were  rigorously  followed, 
Each  technique  employs  a  different  ap-  variables  pertaining  to  cost  recovery.  In  FEA  concluded  that  this  approach  would 
proach  by  which  FEA  may  determine  these  cases,  the  "simplene.ss"  of"  the  "ot  be  appropriate  because  too  many 
whether  the  installation  of  a  modifica-  methodology  soon  becomes  exceptionally  apphcatlons  would  have  to  be  cx^nsidered. 
tion  is  "likely"  to  meet  the  cost  recovery  complex  and  time  consuming  so  that  one  Furthermore.  FEA  does  not  wish  to  cm\- 
requirements  of  the  Act.  may  as  well  conduct  an  energv  audit  strain  the  implementation  of  novel  ap- 
,*,  RFOT-TRFMvvTci.vnTTMTTATTnNc  plicatious  glvcn  lls  overall  objective  to 

lAl    REQUIKEMENTS  AND  LIMITATIONS  tr)      FN~Rr.Y     AITITT  „„„«...„      «     » v. .                      « 

(ti    tiM-KbY  AiDii  encourage  the  use  of  CTiergy  measures. 

One  technique  which  was  used  to  de-  xhe     third     approach     identifies     an        VH   Selection  or  Enfrcv  Mfa<:t-bfc 

velop    the   list    of   energy    conservation  energy  measure  but  requires  a  venfica-                 Selection  or  Enerc.  Measures 

measures  describes  the  modification  and  tion  audit  to  establish  cost  recovery.  The        ^f  necessity,  the  energy  measures  list 

provides    requirements    and   hmitations  procedure  for  a  verification  audit  is  pre-  is  incomplete.  FEA  does  not  believe  it  has 

for  its  use.  Only  when  stated  conditions  scribed    in    the   proposed   energy   audit  Identified  all  possible  modifications  which 

are  satisfied  does  the  modification  be-  regulations.  It  is  used  for  all  renewable-  could  be  identified  as  energy  measures, 

come  an  energy  measure.  For  example,  resource  energy  measures  on  the  list,  ex-  Liniitations  of  time,  staff,  and  financial 

proposed  5  450.31(b)    identifies  wall  in-  cept  the  two  previously  mentioned    All  resources  have  made  it  impossible  to  de- 

sulation     as     an    energy     conservation  statutory  determinations  for  such  energy  ^'^^°P  *  complet.e  list.  FEA  has,  however, 

measure,  provided  it  meets  the  condi-  measures  have  been  made  except  that  ^^  certain  standards  in  the  selection  of 

tions    of    proposed    5  450.32.    Proposed  cost  recovery  must  be  verified  by  energy  ^"^rgy  measures  contained  in  the  list. 

5  450.32  <b)    limits  this  measure  to  ex-  audit.  FEA  reluctantlv  employed  this  ap-         ^^A   has   sought   to   identify   energy 

elude  it  in  heating  zones  0  and  1.  which  proach    for    listed     renewable-resource  "'measures  which— 

are  shown  in  Appendix  A.  For  all  other  energy  measures  because—              '                  *A)   Have  widespread  applicability: 

heating  zones,  proposed  §450.32(bi   re-  ii» 'Relevant  renewable-resource  tech-         'B'   Provide    significant    energy  "sav- 

quires  that  wall  insulation  shall  be  used  nology  is  too  complex  for  the  rehable  use  i"Ks: 

to  fill  a  standard  wall  cavity  not  exceed-  of  either  of  the  other  two  techniques   or        *C)  Have  been  well  documented  and 

"'^^'^.^^^f  "' '^*^^^.-  ai)  Performance  is  critically  depend-  researched: 

This  techniques  reqmres  a  certain  de-  ent  upon  numerous  external  site-specific         '^'   ^''^  susceptible  of  extensive  im- 

gree  of  precision.  It  nevertheless  con-  considerations  piemen tation:  and 

tains  overriding  advantages.  More  than  This  approach  affords—                                  '^'   Minimize    the   financial    risks   to 

any  other  approach  studied  by  FEA,  this  (j)  ^  relatively  high  degree  of  preci-  ^^^  con.'iumer. 

technique—  gion  with  respect  to  cost  recovery;                   ^°^  t»oth  tj-pes  of  energy  measures— 

(i)  Achieves  easy  identification  of  an  (jj,  consumer  protection  to  pur-  energy  conservation  measures  and  re- 
energy  measure  thereby  simplifying  ex-  chasers  of  energy  measures  especially  r^e^able-resource  energy  measures— FEA 
tensive  implementation;  .^^i^^  respect  to  modifications  whose  in-  ^as  developed  a  technical  support  doc- 

(ii»    Avoids   the  tune  and  cost  asso-  stallation  could  in  many  fore.seeable  ap-  ^^^^^    The  technical  support  document 

elated  w^th  conducting  an  energy  audit;  plications  prove  not  to  be  cost  effective:  ^o^i tains  the  data  and  analysis  in  ac- 

and  ,^i,   ^  opportunity  for  FEA  to  re-  cordance  with  which  FEA  made  neces- 

1111)   Utilizes  limitations  and  require-  ^  .,.„  f,,rthor  ir,f^,nv,c■tir^„  o„ri  ^^t^  ^^„  ^ary  sLatuior>-  det-erminations  and  pro- 

ments  to  take  account  of  the  most  sig-  ""^'^^  ^^^^^'^  information  and  data  con-  ..j^^,  ^^^  justification  and  explanation 

nificant  variables  affecting  performance,  cerning   a  particular  technology  which  for   selection   of   a   modification   as   an 

(B,  COST  RECOVERY  METHODOLOGY  "^^^    ^"^^'^.  ^^^    ^   ^  i^^'  ^^^^   '"^  ^^^rgv  measure   copies  of  the  technical 

utilize    a    simpler    identification    tech-  support  document  are  available  for  re- 

A  second  method  developed  by  FEA  to  nique    and  "e*'  at  the  FEA  Freedom  of  Information 

ensure  the  hkelihood   of   cost  recovery  ^        Inclusion  on  this  list  of  new  tech-  °^^^'    ^'^"^    3116.    1200    Pennsylvania 

was   to  provide   a  simple  formula   witli  ,               T T^^s    Z.!            u     ■:T u  Avenue    NW..    Washington,    DC.    20461. 

which   to  calculate  cost  recovery.   This  "o^ogies  which  FEA  believes  should  be  j^^    technical    support   document   may 

approach  is  used  in  thL^  proposal  for  two  encouraged  but  where  insufficient  mfor-  also  be  viewed  at  FEA  Regional  Offices  at 

renewable-resource  energy  measures,   a  mation  would  have  necessitated  exclu-  the  addresses  listed: 

solar  water  heater  and  an  air-to-air  heat     r — ; : — —— ■ 

pm^.jp  Region  and  address                                                                 Hour.i 

This  technlQUe  nrovides  greater  Dreri-  ^— A"*'^''  ^Idg..  PEA  Library.  700  Causeway  St  ,  Boston.  Mass.  02114 8:30  to  5 

.;„;,  „Ih  o         r     .        f           ^^'^^^^^^  I^eci-  ii_R^^  3200,  26  Federal  Plaza.  New  York.  N  Y.  10007- Do 

sion  and  simplicity  of  application    How-  ni-Room  ion.  1421  Cherrv  St  .  PhUadelphla,  Pa    19102 a  to  4:30. 

ever,   the   approach   only   lends   itself  to  iv-7th  Floor.  1655  Peachtr^  St  NE  ,  Atlanta.  Ga  30309 Do. 

certain    familiar    technologies.    For    the  v-Room  A-^33,  175  West  Jackson  Bivd  .  Chicago,  ill  60604. Do 

two  energy  measures,  when  installed  in  v^— Room  280,  2626  west  Mockingbird  Lane,  Dallas  Tex  75235.. Do, 

accordance  with  well  known,  prescribed  vil— 1150  Grand  Avenue.  Kansas  City.  Mo  64106 7:30  to  4, 

standards,  performance  and  energy  sav-  Vin— Room  2O6,  1075  South  Yukon  st  ,  Lakewood.  Colo.  80226 7:30   to   4:30. 

ings  can  be  readily  quantified  and  pre-  IX— Third  Floor  Reading  Room.  111  Pine  St  .  San  Francisco,  Calif.  94111 7:30  to  3, 

dieted.  X— Room  1992.  915  Second  Ave..  Seattle,  Wa.«h  98174 '. 8  to  4. 
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VIII.  Comment  Procedures 

A.    WRITTEN    COMMENT    PROCEDURES 

Interested  persons  are  Invited  to  par- 
ticipate in  this  rulemaking  by  submitting 
data,  views,  or  arguments  with  respect  to 
the  proposals  set  forth  in  this  notice  to 
Executive  Communications.  Room  3309. 
Federal  Energy-  Administration.  Box  MZ, 
Wiishington,  DC.  20461. 

Comments  should  be  identified  on  uhe 
outside  of  the  envelope  and  on  docu- 
ments submitted  to  FEA  Executive  Com- 
munications witl-i  the  designation  "En- 
ergy Measures."  Fifteen  copies  should  be 
submitted.  All  commenUs  received  by 
June  30.  1977.  before  4:30  p.m..  e.d.t..  and 
all  other  relevant  uiformation.  will  be 
considered  by  FEA  before  final  action  i.^ 
taken  regarding  the  proposed  regula- 
tions. 

Any  information  or  data  coru^idered  by 
the  person  furnishing  it  to  be  confiden- 
tial must  be  so  Identified  and  submitted 
in  writing,  one  copy  only.  FEA  re.-en'es 
the  right  to  detennine  the  confidential 
status  of  the  infoi-mation  or  data  and 
to  treat  it  according  to  Its  determination 

B.    PUBLIC    HEARING 

FEA  has  determined  that  it  will  hold 
a  public  hearing  on  this  proposal  in 
Washington,  DC 

1.  National  hearing 

The  \Va,smngton,  D.C  .  hearing  here- 
Inafter  referred  to  as  the  national  hear- 
ing' will  be  held  beginning  at  9:30  a.m.. 
June  29.  1977.  at  2000  M  Street  NW., 
Room  2105.  WiU^hington.  DC  Any  per- 
son who  ha.s  an  interest  in  this  proceed- 
ing or  who  i.s  a  representative  of  a  group 
of  persons  that  has  an  interest  in  this 
proceeding  may  make  a  written  request 
for  an  opportunity  to  make  an  oral  pres- 
entation. Such  a  request  should  be  di- 
rerted  to  Executive  Communications. 
FP:A.  Room  3309.  Federal  Building.  12th 
and  Pennsylvania  Avenue  N\V  .  Wash- 
ington. DC.  20461.  and  must  be  received 
before  4:30  pm..  e.d.t.  on  June  17,  1977. 
A  request  may  be  hand-delivered  between 
the  hours  of  8  a  ir...  and  4:30  pm  .  Mon- 
day tlirough  Friday.  Request.-,  should  be 
submitted  In  accordance  with  the  "Re- 
quest Procedures' ■  set  forth  below 

2.  Request  procedures 

The  following  request  procedures  are 
applicable  to  L'le  national  hearing.  Per- 
.son.-,  requesting  an  opportunity  to  make 
an  oral  presentation  will  .submit  their 
written  request.s  to  the  appropriate 
addres."*. 


Tlie  person  making  the  request  should 
briefly  describe  the  interest  concerned; 
if  appropriate,  state  why  she  or  he  is  a 
proper  representative  of  a  group  of  per- 
sons that  has  such  an  interest;  and  give 
a  conci.>e  summarj-  of  the  proposed  oral 
presentation  and  a  phone  number  where 
she  or  he  may  be  contacted  through  June 
20,  1977,  for  the  national  hearing.  Each 
;>er?on  selected  to  be  heard  will  be  noti- 
fied bv  FEA  before  4:30  p.m.,  local  time, 
June  20.  1977,  In  the  case  of  the  national 
hearing.  Each  person  selected  to  be  heard 
must  submit  100  copies,  if  feasible,  of 
her  or  his  statement  to  the  Office  of  Reg- 
ulation Development,  FEA,  Room  2214, 
2000  M  Street  NW.,  Washington,  D.C, 
before  9  a.m.,  e.d.t.,  June  27,  1977  for 
the  national  hearing. 

3.  Hearing  procedures 

FEA  reserves  the  right  to  select  the 
persons  to  be  heard  at  the  hearing,  to 
schedule  their  respective  presentations 
and  to  establish  the  procedures  govern- 
ing the  conduct  of  the  hearing.  The 
length  of  each  presentation  may  be 
limited,  based  on  the  number  of  persons 
requesting  to  be  heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearing.  Tliis  will  not  be 
a  judicial  or  evidentiarj-type  hearing. 
Questions  may  be  asked  only  by  the  of- 
ficial conducting  the  hearing.  At  the 
conclusion  of  all  initial  oral  statements, 
each  person  who  has  made  an  oral  state- 
ment will  be  given  the  opportunity,  if  he 
or  she  desires,  to  make  a  supplemental 
statement  which  will  be  given  in  the 
order  in  which  the  initial  statements 
were  made  and  will  be  subject  to  time 
limitations. 

Any  person  attending  the  hearing  who 
wish^  to  ask  a  question  at  the  hearing 
may  submit  the  question,  in  writing,  to 
the  presidins  oi^cer.  The  presiding  of- 
ficer will  determine  whether  the  ques- 
tion is  relevant,  and  whether  the  time 
limitations  permit  It  to  be  presented  for 
answer. 

Any  furtiier  procedural  rules  needed 
for  the  proper  conduct  of  the  hearing 
wOl  be  announced  by  the  presiding  of- 
ficer. 

A  transcript  of  the  hearing  will  be 
marie  and  the  entire  record  of  the  hear- 
ing, including  the  transcript,  will  be  re- 
tained by  FEA  and  m.ade  available  for 
inspection  at  the  Freedom  of  Infoi-ma- 
tion Office.  Room  3116.  Federal  Building. 
12th  and  PenrL-^ylvania  Avenue  NW., 
Washmgton,  DC.  between  the  hours  of 
8  am  and  4:30  p.m.,  Monday  through 
FYiday.  .Any  person  may  purchase  a  copy 
of  the  transcript  from  the  reporter. 


EX.  Coordination  With  Outside  Parties. 
Environmental  and  Inelationary  Re- 

VIEVt' 

In  preparing  this  proposed  rulemak- 
ing, Issues  and  options  were  reviewed  not 
only  internally  by  FEA  but  also  by  rep- 
resentatives of  the  Secretary  of  the  De- 
partment of  Housuig  and  Urban  Develop- 
ment. Recommendations  regarding  the 
content  of  the  energy  measures  list  were 
solicited  from  the  public  in  a  request  for 
public  comment  published  in  the  Federal 
Register  on  Monday.  November  1,  1976, 
at  41  FR  17998. 

In  accordance  with  FEA's  obligations 
under  the  National  Environmental  Policy 
Act  of  1969  iNEPAi  i42  U.S.C  4321  et 
seq.),  an  evaluation  of  the  potential  en- 
vironmental impacts  of  this  proposal  has 
been  prepared  by  FEA.  FEA  has  de- 
termined that  the  publication  of  an 
energy  measures  ILst  will  not  have  a  sig- 
nificant effect  upon  the  environment  as 
provided  by  N'EP.'\.  nor  does  publication 
of  the  list  constitute  a  major  Federal 
action.  FEA  has  prepared  an  analysis  of 
environmental  consequences,  a  copy  of 
which  may  be  obtained  through  the  Free- 
dom of  Information  Office.  At  such  time 
as  FEA  considers  the  implementation  of 
an  energy  measure  for  any  Federal  pro- 
gram, a  further  environmental  evalua- 
tion will  be  made 

Note. — As  required  by  Section  7(C)(2)  of 
the  Federal  Energy  .'Administration  Act  of 
1974,  Pub.  L.  93-27.5.  a  copy  of  this  notice 
has  been  submitted  to  the  Administrator  of 
the  Environmental  Protection  .^gen^y  lEPA) 
for  his  comments  concerning  the  impact  of 
this  proposal  on  the  quality  of  the  enviro:.- 
ment.  The  Administrator  lias  no  commeni,-; 

The  prop>osal  ha.s  also  been  reviewed  in  ac- 
cordance with  Executive  Order  1182T.  and 
OMB  Circular  A-107,  issued  November  27. 
1974,  and  has  been  determined  not  to  be 
a  major  propo-sal  requiring  an  evaluation  of 
its  inflationary  impact. 

(Part  B  of  Title  TV  of  the  Energy  Conserva- 
tion and  Production  Act.  Pub  L.  94-385,  90 
Stat.  1125  (42  U.S  C  6326  i  ;  also  issued  under 
Part  C,  TlUe  UI  of  the  Energy  Policy  and 
Conservation  Act,  Pub.  L.  94-163,  89  Stat 
871  (42  U.S.C.  6321):  Federal  Energy  Ad- 
ministration Act  of  1974,  as  amended.  Pub 
L.  93-275,  15  U.S.C.  761;  E.O  11790.  39  FR 
23185.) 

In  consideration  of  the  foregoing.  It  u; 
proposed  to  amend  Part  450  of  Chapter 
n  of  Title  10.  Code  of  Federal  Regula- 
tions, as  set  forth  below. 

Issued  in  Washington.   DC.  June  3, 

1977. 

Eric  J.  F*ygi. 
Acting  General  Counsel 
Federal  Energy  Administration. 
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Tabl*  1 
ENERGY  SAVINGS  WtTIPI-IERS 


SAV : NGS  WJt-TIPMERS  FOR  nEATINO 


SVSTFM  TYPE 

GENERATIMl 
S.WIMGS  MULTIPLIFR 

DISTRinUTION 
t:Wlt'.C,5   MULTIPLIED 

COMBINED 
SAVINGS  MULTIPLIER 

Oil  C  Gas   (Small) 

X.54 

Forced  Air 
Hydronic 

1.17 
1.05 

l.BO 
1.62 

Oil  i   Gas  (Large) 

i.:5 

Forced  Air 
Hydronic 

1.17 
l.OS 

1.4S 

1.31 

Coal 

3.0 

Hyilronic 

1.95 

3.15 

Elsitric 

1.00 

Forced  Air 
Bydronio 

1.17 
l.OS 

1.17 
1.05 

Heat  Pump 

.S7 

Forced  Air 
Bydror.ic 

1.17 
1.05 

.67 
.60 

SAVINGS  MULTIPLIERS 

FOR 

COOLINC; 

SYSTHH  TYPE 

GENERATION 
SAVIN'IS  MULTIPLIES 

niSTRID'JTION 
Sf.VrS'-.S  >iULTIPLIE?, 

SAV:> 

CCMSINiD 
;0S  MCLTIFlISrS 

Electric  Air  Cond. 
{Small) 

.■)0 

Forced  Air 
Chilled  Liq. 

1.17 
1.05 

.57 
.51 

Electric  Air  Cond, 
(Large) 

.?3 

Forced  Air 
Chilled  Liq. 

1.17 
l.OS 

.33 

.29 

Electric  Heat  Pump 

.4<> 

Forced  Air 
Chilled  Liq. 

1.17 
l.OS 

.57 
.51 

AVsorption  Chill'~tB 

2.2--; 

f 

Forced  Air 
Chilled  LiT. 

1.17 
1;0D 

2.57 
3.30 

PART   450 — ENERGY    MEASURES    AND 
ENERGY  AUDITS 

1.  In  10  CFR  450.  the  title  of  the  part 
is  revised  to  read  a.s  set  forth  above. 

2.  10  CFR  450.1  is  revised  to  read  as 
follows : 

§  150. 1       I'lirpo'-c  and  ><-t>p«-. 

Tills  part  designates  energy  measures 
and  the  types  of.  and  requirements  for. 
energy  audits  as  required  by  the  Federal 
Energy  Administration,  pursuant  to  Sec- 
tion 432id»  of  the  Energy  Conservation 
and  Production  Act.  Pub.  L.  94-385,  90 
Suit.  1125  et  seq.,  which  adds  Section 
365ie)  (1)  and  (2),  42  U  S.C  6325  (e> 
(1)  and  1 2),  to  the  Energy  Policy  and 
Conservation  Act.  42  US  C.  6201  et  seq. 
This  part  also  contains  the  projections 
of  future  energy  prices  which  shaU  be 
used  in  calculating  the  changes  in  energy 
costs  which  will  result  from  installation 
of  a  particular  modification  in  a  build- 
ing or  mdustrial  plant,  and  includes  the 
criteria  for  determining  whether  the  in- 
stallation of  a  particular  modification 
meets  certain  requirements  of  the  Act  for 
designation  as  an  energy  measure. 

3.  10  CFR  450.3  is  amended  to  add.  In 
appropriate  alphabetical  sequence,  defi- 
nitions of  ASTM  standard,  climatic  zone, 
compressor  hours,  cooling  decree  days, 
cooling  zone.  Federal  Region,  heating 
degree  days,  lieating  zone.  ITV'.^C  and 
R-value. 

§  4.>0.3      Definitions. 

*  •  •  •  • 

'•ASTM  standard"  means  a  standard 
prescribed  by  the  American  Society  of 
Testing  Materials. 

«  •  •  •  • 

■  Climatic  zone"  means  a  geographical 
area  of  the  United  States  designated  by 
FEA. 


"Compressor  hours'  means  the  aver- 
age num'oer  of  liours  which  an  air  con- 
ditioning compressor  must  operate  to 
provide  the  cooling  needed  for  space 
conditioning  for  a  cooling  zone. 

"Cooling  degree  days"  means  the  an- 
nual arithmetic  sum  of  the  negative  dif- 
ferences of  the  average  daily  outside 
temperature,  in  degrees  Falirenheit.  sub- 
tracted from  65  degrees  Fahrenheit. 

"Cooling  zone"  means  a  climatic  zone 
based  on  cooling  degree  days  or  com- 
pressor houi"S. 

*  •  •  *  * 

"Federal  Region"  means  one  of  the  10 
standard  regions  as  described  in  OMB 
Circular  A-105.  Standard  Federal 
Regions. 

"Heating  degree  days"  means  the  an- 
nual arithmetic  sum  of  the  positive  dif- 
ferences of  the  average  daily  outside 
temperature,  in  degrees  Fahrenheit,  sub- 
tracted from  65  degrees  Fahrenheit. 

"Heating  zone  '  means  a  climatic  zone 
based  on  heating  degree  days. 

"HVAC"  means  heating.  ventilatinK 
and  air  conditioning. 

•  •  •  •  • 
•R-Value"  means  a  measurement  of 

the  ability  of  insulation  to  resist  the  flow 
of  heat,  expressed  in  English  units. 
«  •  •  •  • 

4.   10   CFR   Part   450   is  amended   by 

establishing  Subpart  D  as  follows: 

Subpart  D — Energy  Measures 

Purpose  ar,d  scope 

Energy   t-onservatioa   measures. 

ReqvilremenLs    and    limitations    for 
energy  conservation  measures 

Renewable   -  resource  energy  meas- 
ures. 

Requirements  for  renewable-resource 
energy  measures 
Climaie  zones 


Sec. 
450  30 
450.31 
450.32 

450.33 

450.34 
450.335 


AvTHORiTY  Part  B  of  Title  IV  of  the  En- 
ergy Conservation  and  Production  Act,  Pub 
L.  94-385,  90  St«t.  1125  (42  U.S.C.  6326) ;  also 
issued  under  Part  C.  Title  III.  of  the  Enerpy 
Policy  and  Con.servation  Act.  Pub.  L.  94-163. 
89  Stat.  871  (42  U.S.C.  6321):  Federal  En- 
ergy Administration  Act  of  1974,  as  amend- 
ed. Pub.  L.  93-225.  15  US  C.  761:  EO  11790. 
39  FR  23185 

Subpart  D — Energy  Measures 

§  150.30       l*urpo»r  iini!  M(>p<". 

This  part  establislies  a  list  of  energy 
conser\-ation  and  renewable-resource 
energ>-  measures  developed  by  FEA  after 
consultation  with  the  Secretarj-  of  Hous- 
ing and  Urban  Development.  Depletion 
of  the  Nation's  domestic  resources  of  fos- 
sil fuels  has  created  a  need  to  identify 
energy  measures  which  can  be  carried  out 
in  residential  and  commercial  buildings 
and  industrial  plants. 

§  4.i0.31       F.nerpv  conrirrMition  nira.'.iiros. 

Subject  to  the  requirements  and  limi- 
tations set  forth  in  §  450.32,  an  energy 
conservation  measure  shall  be — 

ia»  Ceiling  insulation  in  a  residential 
or  commercial  building,  which  is  a  ma- 
terial which  is  installed  between  tlie 
heated  top  level  living  area  and  the  un- 
heated  attic  space  and  which  i-esists  heat 
flow  through  the  ceiling: 

(b»  Wall  insulation  in  a  residential  or 
commercial  building  or  industrial  plant, 
which  is  a  material  which  is  in.stalled  in 
the  cavity  formed  by  the  inside  and  out- 
side walls  of  a  building  and  which  func- 
tions to  resist  heat  flow  through  the 
waU; 

ic>  Floor  insulation  in  a  residential  or 
commercial  building,  which  is  a  material 
which  resists  heat  flow  through  the  floor 
between  the  firet  level  heated  space  and 
the  unheated  space  beneath  it.  mcluding 
a  basement  or  crawl  space: 

<di  Insulation  for  hot  bare  pipes  in  a 
residential  or  commercial  building  or  in- 
dustrial plant,  which  is  a  material  which 
resists  heat  flow  from  the  pipes  to  the 
surrounding  space: 

(ei  il>  Caulks  and  sealants  in  a  resi- 
dential or  commercial  building  or  indus- 
trial plant,  which  are  nonrigid  materials 
placed  in  joints  of  buildings  to  prevent 
tlie  passage  of  heat,  air,  and  moisture: 

i2i  'Weatherstripping  in  a  residential 
or  commercial  building  or  industrial 
plant,  which  consists  or  narrow  strips  of 
flexible  material  placed  over  or  in  move- 
able joints  of  windows  and  doors  to  re- 
duce the  pa.ssage  of  air  and  moisture: 

I  f  I  Roof  insulation  in  a  commercial 
building  or  industrial  plant,  which  Is  in- 
sulation placed  between  a  roof  declc  and 
its  water  repellent  roof  surface; 

(g)  Clock  themiostat  in  a  residential 
building,  which  is  a  temperature  control 
device  for  interior  spaces  incorporating 
more  than  one  temperature  control 
point  and  a  clock  for  switching  from  one 
control  point  to  another: 

<hi  Exterior  insulation  for  a  hot  wjter 
heater  in  a  residential  or  commercial 
building  or  industrial  plant,  which  is  a 
material  placed  around  the  tank  which 
resists  the  heat  flow  from  the  hot  water 
heater  to  its  surrounding  space; 


FEDERAL   RECiSTER     VOL     42     NO      112 — FRIDAY     JUNE    10,    1977 

( 


29912 

(1)   Insulation  for  forced  a;r  ducus  in 

.  a  residential  or  commercial  building  or 

industrial   plant,    which   is   a   material 

which  resists  heat  flow  from  the  duct  to 

its  surrounding  space: 

(j)  Storm  window  in  a  residential  or 
commercial  building,  which  is  an  extra 
window,  normally  Installed  to  tlie  ex- 
terior, but  which  may  be  installed  to  the 
interior,  of  the  primary  or  ordinary  win- 
dow, to  increase  resistance  to  heat  flow 
and  to  decrease  air  infiltration ; 

(k)  Efficient  lighting  fixture  or  lamp 
In  a  residential  or  commercial  building 
or  Industrial  plant,  which  is  one  which 
replaces  an  incandescent  fixture  or  lamp 
with  a  type  of  lighting  system  Including 
fluorescent,  mercury  vapor,  metal  ha- 
llde.  and  high  pressure  sodium  or  ellip- 
soidal reflector  lamps; 

(1)  Mixing  valve  for  a  hot  water  sup- 
ply line  in  a  residential  or  commercial 
building  or  industrial  plant,  which  is  a 
type  of  valve  mounted  in  the  hot  water 
supply  line,  close  to  the  water  heater, 
which  mixes  cold  water  with  hot,  re- 
ducing the  temperature  of  the  water  In 
the  hot  water  distribution  system; 

(m)  Flow  restrictor  for  hot  water 
lines  in  a  residential  or  commercial 
building  or  industrial  plant,  which  is  a 
device  that  limits  the  rate  of  flow  of  hot 
water  from  shower  heads  and  faucets; 

I  n  >  Burner  for  oil  fired  heating  equip- 
ment in  a  residential  building,  which  is 
a  device  which  atomizes  tlie  fuel  oil, 
mixes  it  with  air.  and  ignites  the  fuel- 
air  mixture,  and  is  an  integral  part  of  an 
oil  fired  furnace  or  boiler,  including  the 
combustion  chamber; 

io»  Individual  meters  to  replace  a 
master  meter  for  ga*.  electricity  and  hot 
water  in  a  commercial  building,  which 
are  meter.;  that  measure  the  consump- 
tion of  gas.  electricity  or  centrally  dis- 
tributed hot  water  for  individual  users, 
instead  of  the  total  consumption  which 
is  measured  by  a  master  meter; 

ip)  (1)  New  oil  burner  in  a  commer- 
cial building  or  industrial  plant,  which 
Is  a  device  that  meters,  atomizes,  ig- 
nites, and  mixes  the  oil  with  air  for  the 
combustion  process  of  a  boiler; 

(2)  New  boiler  controls  in  a  commer- 
cial building  or  industrial  plant,  wlilch 
are  devices  that  sense  the  need  for  re- 
ducing or  increasing  the  firing  rate  and 
change  the  combustion  air  and  oil  flow 
rate  accordingly; 

(qi  Controls  for  lighting  in  a  residen- 
tial or  commercial  building  or  industrial 
plant,  which  are  manual  or  automatic 
cut  off  switches  for  lighting  systems  that 
allow  cut  off  of  all  lighting  or  a  portion 
of  the  lighting  systems  when  lighting  is 
not  required: 

(r^  Automatic  HVAC  control  system 
In  a  commercial  building  or  industrial 
plant,  which  is  a  device  which  adjusts 
Uio  supply  of  heating  or  cooling  to  meet 
sp.L  e  conditioning  requirements; 

s  I  High  efficiency  elertric  motor  m  a 
commercial  building  or  industrial  plant, 
which  i.s  a  motor  which  replaces  an  ex- 
isting motor,  resulting  In  not  less  than  a 
Bpectfied  increase  In  efficiency  at  a  speci- 
fied level  of  use.  as  determined  by  PEA; 

if   Whole  ho'o.'^e  ventilation  fan  m  a 
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residential    building,    wlilch    Is    a    fan 
which  removes  air  from  the  Inside  of  a 

residential  building  to  the  outside. 

§  450..'J2      Requirements   and   limitations 
for  cnfrev  conservation  niea.suro*. 

lai  Ceiling  insulation  shall  be  that 
amount  which  is  required  to  raise  the 
total  ceiling  insulation  in  a  heating  zone 
as  measured  by  an  R-value,  to  levels  not 
greater  than — 
Heating  zone:  '  R-value 

0    - 26 

1 --  26 

2 -- -  26 

3    30 

4  .  33 

5  '.V.'. 38 

lb  I  Except  in  heating  zones  0  and  1, 
where  it  is  not  an  energy  conservation 
measure,  wall  insulation  shall  be  that 
amount  which  is  required  to  fill  a  struc- 
tural wall  cavity  not  exceeding  four 
inches  in  width. 

(c»  Floor  insulation  shall  be  that 
amount  which  is  required  to  raise  the 
total  floor  Insulation  in  a  heating  zone, 
as  measured  by  an  R-value.  to  levels  not 
greater  than — 
Hpa'iiig  zone:  R- value 

0    '. 0 

1    0 

9  13 

3 :::.:.. -    19 

4  .   22 

5 ''"' 22 

(d)  Insulation  for  hot  bare  pipes  shall 
be  that  amount  which  is  required  to  raise 
the  total  iivsulation  to  the  level  of  R- 
value  19  in  all  climate  zones. 

(e'  Caulks,  sealants,  and  weatlier- 
stripping  shall  be  eligible  in  all  climate 
zones. 

(f>  Roof  insulation  shall  be  that 
amount  which  is  required  to  raise  the 
total  Insulation  to  the  level  of  R-value  20 
in  heating  zone  5.  In  all  other  heating 
zones,  this  amount  of  roof  insulation  is 
eligible  where  the  structure  Is  air  con- 
ditioned by  oil  fired  absorption  chillers. 

(gi  Clock  thermostats  shall  automat- 
ically change  .  a  temperature  setting  to 
match  heating  and  cooling  demands,  and 
complete  not  less  than  one  cycle  of  ad- 
justment in  a  24  hour  period,  in  all 
climate  zones. 

(h>  Exterior  insulation  for  hot  water 
heaters  shall  be  that  amount  which  is 
required  to  raise  the  total  exterior  insu- 
lation to  the  level  of  R-value  19.  in  all 
climate  zones. 

(i)  Insulation  for  forced  air  ducts  shall 
be  that  amount  which  is  required  to 
raise  the  total  insulation  to  the  level  of 
R-value  19.  in  all  climate  zones. 

(j)  Storm  windows  shall  be  eligible  in 
heating  zones  3.  4  and  5,  provide  that 
existing  windows  are  single  glazed. 

(ki  Efficient  lighting  fixtures  and 
lamps  shall  produce  more  than  twice  the 
useful  light  per  watt  of  the  incandescent 
lighting  system  they  replace.  In  all  cli- 
mate zones. 

'  1  •  Mbcing  valves  for  hot  water  supply 
line  .shall  be  capable  of  manual  adjust- 
ment   of    water    temperature,    without 


water  shut  off  or  disconnection,  In  all 
climate  zones. 

(m)  Flow  restrictors  for  hot  water 
lines  shall  be  eligible  for  all  shower  heads 
and  faucets  in  all  cliniate  zones. 

(n)  Residential  burners  for  oil  fired 
heating  equipment  shall — il)  Cost  less 
than  $340  Installed;  (2)  be  certified  by 
the  manufacturer  to  be  capable  of  yield- 
ing an  efficiency  rating  of  82  percent  or 
higher  in  a  new  furnace  as  measured 
by  a  standard  steady  state  efficiency  test 
measuring  CO:  and  stack  temperature; 
and  (3)  replace  inefficient  burners, 
which  shall  be  burners  that  caiinot  be 
adjusted  using  the  procedures  and  test^ 
prescribed  in  E.P.A.  publication  600,  2- 
75-069A,  entitled  Guidelines  for  Resi- 
dential Oil  Burner  Adjustments.  Oct.. 
1975,  to  perform  at  an  efficiency  not  less 
than — 

Efficiericy  after 
Zone:  adjustment 

0    .57 

1    —        .65 

2  .69 

3 .73 

4  .74 

5  .75 

(o)  Individual  meters  to  replace  mas- 
ter meters  for  gas,  electricity  and  hot 
water  shall  be  pennitted  in  all  climate 
zones. 

(p)  New  commercial  or  industrial  oil 
burners  and  controls  shall — « 1^  Replace 
oil  burners  that  cannot  maintain  10  per- 
cent CO:  at  >4  firing  rate.  11  percent 
CO.-  at  '2  firing  rate  and  14  percv?nt  CO 
at  full  firing  rate,  while  producing  less 
than  number  two  smoke  sixit  number  for 
No.  2  oil  or  less  than  numlser  three  smoke 
spot  number  for  No.  6  oil  using  the  test 
prescribed  in  ASTM  Staiidard  D2156-65 
(70)  and  (2 »  be  certified  by  the  manufac- 
turers to  maintain  11  percent  CO:  at  *4 
firing  rate.  12.5  percent  CO:  at  "j  firing 
rate,  and  14.5  percent  CO.  at  full  firing 
rate,  while  producing  less  than  number 
two  smoke  spot  number  for  No.  2  oil  or 
less  tiian  number  three  smoke  spot  num- 
ber for.No.  6  oU  using  the  test  prescribed. 

(q)  Controls  for  lighting  shall  be  in- 
stalled on  a  circuit  having  a  wattage  of 
more  than  1500  watts  for  automatic  con- 
trols and  400  watts  for  manual  branch 
circuit  switches,  in  all  climate  zones. 

(r)  HVAC  controls,  in  aU  climate 
zones,  shall  be — 

(1)  Automatic,  turn  down,  time  actu- 
ated thermostats; 

(2)  Steam  controls,  valves,  tiiermo- 
stats,  timers,  or  external  temperature 
sensors  to  limit  space  temperatures; 

(3)  Economizer  controls  and  systems 
to  utilize  outside  air  in  lieu  of  conditioned 
air  when  outside  air  temperatures  will 
assist ; 

(4)  Controls  to  reduce  air  distribution 
volume  to  meet  demand ;  or 

(5)  Controls  to  reduce  heatiiig  or  air 
conditioning  systtins  output  to  minimum 
levels  during  unoccupied  periods. 

(s)  High  efficiency  electric  motors,  in 
all  climate  zones,  shall  result  in  an  In- 
crease in  efficiency  for  a  minimum  num- 
ber of  yearly  houri  of  use.  not  less  than — 
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Motor 
horse- 
power 

Efficiency 
Increase 

peroeDtage 
points  > 

IndQstiiAl 

yearly  hours 

of  use 

req^ltred 

ComiDfirrlal 

yearly  hou.^ 

o(nse 

required 

1.5 
■> 

S.7 
4.6 

m 

8,07a. 
7,12(r 

:i 

6,761 

.> 

3.9 

7.780 

5.639 

7.5 

3.9 

^754 

4,889 

10 

3.4 

7.288 

5.274 

l.i 

ao 

7,645 

5,46-' 

20 

2.4 

8.497 

6,151 

25 

2.3 

8.819 

6,239 

>  EfficlenclM  shall  be  determined  by  IEEE  Standard 
112,4  method  B.  under  ANSI  SUmdard  CJ0.2.  Per- 
ceiiiage  points  efficiency  Increase  Is  the  arltbmeUc  sum 
of  the  effiolency  o(  Uie  new  motor  less  the  efficiency  of 

the  eicisllns:  motor. 

'  No;  permitted  because  hours  of  use  required  for  cost 
recovery   6xct'.-d  the  iH>sflble   hours   (8,736)   tii   1   year. 

(t)  Whole  house  ventilation  fans  shall 
have  the  capacity  to  pro\'ide  one  com- 
plete exchange  of  air  in  less  than  two 
minutes,  provided  that  the  residential 
buildings  are  air  conditioned  and  located 
In  cooling  zones  1.  2.  or  3. 

§  450.3.3      Renew ahlo-rrsourre    c  n  e  r  g  » 
measures. 

Subject  to  the  requirements  set  fortli 
In  §  450.34.  a  renewable-resource  energy- 
measure  shall  be— 

(a»  Solar  water  heater,  which  is  a  sys- 
tem which  captures  energy  radiated  by 
the  sun.  and  uses  it  to  heat  water. 

(b)  Air  source  heat  pump,  which  is  a 
device  which  has  the  capability  of  ex- 
tracting heat  from  a  body  of  air  and 
transferring  this  heat  to  a  body  of  liquid 
or  to  anotlier  body  of  air  for  space  con- 
ditioning purposes. 

'C)  Water  source  heat  pump,  which  is 
a  device  which  has  tiie  capability  of  ex- 
tracting heat  from  a  body  of  water  and 
transferring  this  heat  to  another  body 
of  liquid  or  to  a  body  of  air  for  space 
conditioning  purix)ses. 

idi  Solar  space  heating  or  cooling  sys- 
tem, which  is  a  system  which  captures 
energy  radiated  by  the  sun.  and  uses  it 
for  space  conditioning  purposes. 

fei  Solar  process  heating  system. 
which  is  a  system  which  captures  energy" 
radiated  by  the  sun  for  use  in  industrial 
or  agricultural  processes. 

( f  I  Solar  powered  pump,  which  is  a  de- 
vice which  captures  energy  radiated  by 
the  sun,  and  uses  this  energy  to  power 
a  pump. 

(g)  Skyhght.  which  is  a  device  which 
Is  installed  to  replace  small  portions  of 
a  roof  for  the  purpose  of  supply  ing  a  por- 
tion of  the  lighting  requirements  of  a 
building. 

'h'  Solar  electric  dispersed  photovol- 
taic system,  which  is  a  system  which  in- 
volves tlie  use  of  small  arrays  of  cells 
which  convert  solar  radiation  into  elec- 
tric power  for  on-site  use. 


(1)  Wind  powered  generator,  wliich  is 
a  device  which  captures  and  stores  the 
energy  transmitted  by  Hie  wind  and 
transforms  this  energy  into  electric 
power. 

(j)  Wind  powered  water  pump,  which 
is  a  device  which  captures  the  energy 
transmuted  by  th.e  wind  and  uses  this 
energy  to  extraet  water  from  a  rese:-voir. 

'  k '  Urban  waste-fired  boiler,  which  is 
a  boiler  which  is  partially  or  entirely 
fuled  by  refuse  or  a  refu.<;e  derived  fuel, 

(1)  Urban  wa.ste  pyroly^;:.;  system. 
which  is  a  system  wiiich  uses  urban 
wastes  as  a  fuel  and  processes  the  wastes 
into  a  liquid  or  gaseous  fuel. 

tmt  Agricultural  waste-fired  boiler, 
which  is  a  boiler  which  is  partially  or 
completely  fueled  by  agriculturLd  resi- 
dues. 

(ni  Wood-fired  stove,  which  is  a  stove 
fueled  by  wood  and  which  is  installed 
primarily  for  space  cond'.tioning  pur- 
poses. 

(0  1  Wood-fired  t>oilcr,  which  L^  a  boUer 
which  is  partiallj-  or  completely  fueled  by 
wood  or  wood  residues, 

(p>  Geothemial  space  heating  or  cool- 
ing system,  wliich  is  a  system  that  uses 
heat  extracted  from  tlie  earth  for  either 
electrical  generation  or  space  condition- 
ing purposes. 

iqt  Water  powered  generator,  which  is 
a  device  which  captures  and  stores  the 
energy  contained  in  moving  water  and 
transfonns  this  cnerg:/  into  electricity. 

§   1.10.34      Requireinenlii    for    renewable- 
ro!?oiiree  eiierfrj  iiiea»ur<'». 

'ai  A  solar  water  heater  shall  be  sub- 
ject to  the  procedure  prescribed  In  para- 
graph (c)  of  this  section,  unless  it — 

1 1 1  Is  installed  in  a  residential  build- 
ing; 

(2t  Replaces  an  electric  resistance 
water  heater;  and 

(3)  Is  purchased  and  installed  at  a  cost 
which  shall  not  exceed  the  minimum  al- 
lowable cost,  which  shall  be  computed 
by— 

ti'  Selecting  the  correct  system  life 
factor  in  the  Federal  Region  in  which 
the  system  will  be  installed  for  tlie  at- 
tributed life  of  the  solar  heau-r  specified 
by  the  manfacturer  in  the  table  shown 
for  subparagraph  tai  t3)  ^D-  of  thL-^  sec- 
tion; 

lii)  Multiplying  the  system  life  factor 
by  the  individual  electricity  costs  for 
water  heatmg  expressed  in  cents  per  kilo- 
watt hour;  and 

(iiii  Multiplying  the  product  by  the 
percent  of  the  total  hot  water  demand 
the  system  will  supply. 

(lv>  Table  of  System  Life  Factors — 


rederai 

10  7T 

ISyr 

20  yr 

25  yr 

r«elOD 

1 

»0 

340 

380 

410 

o 

270 

330 

370 

3'.« 

3 

280 

3.W 

390 

420 

4 

300 

370 

410 

4411 

,-> 

290 

360 

4(10 

430 

< 

S90 

410 

460 

4W1 

7 

290 

360 

400 

4.'» 

8 

280 

avt 

390 

410 

9 

300 

370 

420 

44.^ 

10 

320 

4t» 

460 

4<.H) 

'bi  An  air  source  heat  pump  shall  be 
subject  to  the  procedure  prescribed  in 
paragraph  (c^  of  this  section  unless  It 
is — 

(1>  Installed  in  a  residential  building; 

*  2 1  '  1 )  A  heat  pump  with  CHoly  heating 
capabilit.v  which  replaces  electric  re- 
sistance space  heating;  or 

(11 1  A  heat  pimip  with  both  heating 
and  cooling  capability  which  replaces 
electric  resistance  space  heating  and  air 
conditioning:  and 

i3:i  Purchased  and  installed  at  a  cost 
wliich  shall  not  exceed  the  maximum 
allowable  cost  which  shall  be  computed 
by— 

'i'  Selecting  the  correct  climate  zone 
factor  for  the  Federal  Region  and  heat- 
ing zone  in  which  the  system  will  be  in- 
stalled usu:ig  the  table  shown  in  subpara- 
graph (b)  (3)  (c^  of  this  section;  and 

(ii>  Multiplying  this  factor  by  the  pre- 
vious year's  heatmg  cost. 

tiil)  Table  of  Climatic  Factors — 


Federal 

region 

liruting 

zones: 

0 

1 

2 

3 

4 

5 

1 

3.« 

:,8 

_ 

— 

— 

3.  a 

3.8 

2  7 



:s 

— 

— 

4,1 

4,0 

— 



4 

£1 

4.  fi 

4,3 

— 

— 



,i 

— 

— 

4,2 

4.1 

Z9 

n  — 

6 

5  6 

&4 

4  8 

4.7 

3,4 

— 

7 



— 

4.3 

4.3 

3  0 

— 

S 

— 

— 

— 

4  0 

2.8 

2.6 

<i 

— 

4.« 

4  4 

4.3 

3.1 

— 

10 

— 

— 

4,7 

4.6 

3.3 

^~ 

NOTi.— Daibef  Ic  table  oorrefpond  to  points  where  • 

climatic  rpjion  and  a  fed' ml  r'gion  do   out  Intersect. 

(c)  A  renewable-resource  energy 
measure  referred  to  in  §  450.33  (c)  to  (q> 
shall  reduce  energy  costs  sufficiently  to 
recover  purchase  and  installation  costs 
within  the  attributed  Ufe  of  the  modifica- 
tion as  provided  in  5  450.21(e>  to  be  de- 
termined by  the  procedure  prescribed  for 
a  verification  audit  in  subpart  C  of  this 
part 

§  4-50. 3.)      (  Jiiiiatc  Zones. 

(a  I  FHA,  shall  determine  whether  to 
restrict  an  energy  measure  to  a  climate 
zone, 

CbJ  FEA  shall  designate  cilmate  aones. 
consisting  of  heating  zones  as  shown  In 
Appendix  B  or  cochng  zones  as  shown 
In  Appendix  C. 
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FEDERAL  TRADE  COMMISSION 
[16  CFR  Part   13] 

(Docket  9'>:"' 

GATEWAY    OVERSEAS,    INC..    ET   AL 

Consent  Agreement  with  Analysis  to 
Aid   Public  Comment 

AGEN'CY;  Federal  Trade  Commission. 

ACTION:  Provisional  consent  agree- 
ment. 

SUMMARY.  This  consent  order,  among 
otlier  things,  requires  a  New  York  City 
employment  agency  to  cease  misrepre- 
senting tlie  availability  of  employment 
opportur.ities  and  the  effectiveness  of  its 
employment  sei-vices  program:  the  avail- 
ability of  oversea?  employment  opportvi- 
nities  in  all  trade?,  skills,  and  profes- 
sions: and  the  demand  for  American 
personnel  by  over?eas  employers.  The 
order  further  prohibits  use  of  a  manda- 
tory arbitration  clause  in  contract'^ 
which  commit  consumers  to  arbitrate  all 
disputes  at  a  designated  tribunal:  and 
the  acceptance  of  any  fee  prior  to  ac- 
ceptance of  employment,  other  than 
those  fees  charged  for  preparation  or 
duplication  of  resumet^  Additionally,  the 
order  requires  the  firm  to  maintain  com- 
plete business  records:  conspicuously 
post  prescribed  disclosure  statements 
and  to  Include  such  statements  in  all 
sales  contracts, 

DATE:   Comments  must  be  received  on 

or  before  August  8,  1977. 

ADDRESS:  Comments  should  be  di- 
rected to:  Office  of  the  Secretan.-.  Fed- 
eral Trade  Commission.  6th  and  Penn- 
sylvania Ave,  NW.,  \Va?hington,  DC, 
20580 

FOR  FURTHER  INrORMATION  CON- 
TACT: 

Richard  A.  Given?.  Director,  New  York 
Regional  Office.  Federal  Trade  Com- 
mission. 2243-EB  Federal  Bldg .  26 
Federal  Plaza.  New  York  New  York 
10007.    212-264-1207 

SUPPLEMENTARY  INFORMATION : 
Pursuant  to  Section  6<fi  of  the  FTC 
Act,  38  Stat.  721;  15  U.SC.  46  and  §  2.34 
of  the  Commission's  Rules  of  Practice 
(16  CFR  2.34',  notice  is  hereby  given 
that  the  following  consent  agreement 
containing  a  con.sent  order  to  cease  and 
desist  and  an  explanation  thereof,  hav- 
ing been  filed  with  and  provisionally  ac- 
cepted by  the  Commission,  has  been 
placed  on  the  public  record  for  a  period 
of  sixty  1 60 1  day?.  Public  comment  is 
invited.  Such  comments  or  views  will  be 
con?idered  by  the  Commission  and  will 
be  available  for  ii:spection  and  copying 
at  its  principal  office  in  accordance  with 
§4.9ibMl4>  of  the  Commission's  rules 
of  practice   (16  CFR  4,9  B  '  '  14) ) . 

United  States  of  America 

Before  the  Federal  Trade  Commission 

acrremeni  containing  consent  order  to 

cease  and  DFSIST 

I  Docket  No,  9065) 

In  the  Matter  of  Gateway  Overseas,  Inc., 
a  corporation,  and  Michael  Anderson,  Indi- 
vidually and  a,s  an  officer  of  said  corporation. 


PROPOSED    RULES 

7^,e  i»£TfemeEt  herein,  by  and  between 
GLit.e»-8v  OTer5«»ap  Inc  ,  a  corporation,  by  Its 
di;iy  ft!ithori2«i  officer,  and  Micliael  Ander- 
sc>n,  individually  and  a.<;  an  officer  of  said 
corporation,  and  their  attorney,  and  counsel 
for  the  Federal  Trade  Commission.  Ls  entered 
Into  In  accordance  with  the  Commission's 
Rules  goveminp  consent  order  procedure, 

1  Respondent  Gateway  Overseas,  Inc,.  Is  a 
corporation  organized,  existing  and  doing 
business  under  and  by  virtue  of  the  laws  of 
the  State  of  New  York,  with  Its  former  prin- 
cipal oflfice  and  place  of  business  located  at 
1501  Broadway,  New  York.  New  York.  The 
corporate  respondent's  present  address  is  the 
same  as  that  of.the  individual  rcspor.deni. 

Respondent  Michael  Anderson  an  Individ- 
ual is  an  officer  and  director  of  the  corporate 
respcr.dect-  He  formulates,  directs  and  con- 
trols -.lie  a.'-ts  and  practices  of  the  corporate 
respondent  and  his  address  is  5760  N  Camp- 
bell Ave  ,  Tucsc:.,  Arizona  85719. 

2  Respondents  have  been  served  with  a 
i.opy  of  the  complaint  Issued  by  the  Commis- 
sion cn  December  19,  1975  charging  them 
•A-ith  violation  of  Section  5  of  the  Federal 
Trade  Commission  Act,  as  amended,  toeether 
•*ith  a  form  of  order  the  Commission  believes 
w.%rTant*d  In  the  circumstances, 

1  Rc:  pondent-s  admJt  all  the  Jurisdictional 
f-cT.s  set  forth  In  the  said  copy  of  the  com- 
pl.ilnt  tsEv.ed  by  the  Commission 

4  Respondents  waive:  (a)  Any  further 
pn-M^dnral  steps:  (bi  the  requirement  that 
the  Comm.lsslons  decision  contain  a  state- 
ment of  findings  of  fact  and  conclusions  of 
law;  and  (c)  all  rights  to  seek  a  judicial  re- 
view or  otherwise  to  challenge  or  contest  the 
validity  of  the  order  entered  pursuant  to  this 
agreement. 

5.  This  agreement  shall  noi  become  a  part 
of  the  public  record  of  the  proceeding  unless 
and  until  it  is  accepted  by  the  Commission. 
If  this  agreement  is  accepted  by  the  Com- 
mission It,  together  with  the  complaint. 
will  be  placed  on  the  public  record  for  a 
period  of  sixty  (CO)  days  and  Information 
111  respect  thereto  publicly  relea.se;  and  such 
acceptance  may  be  withdrawn  by  the  Com- 
mission if  comments  cr  views  submitted  by 
the  Commission  disclose  facts  or  considera- 
tions which  indicate  that  the  order  con- 
tained In  the  agreement  is  Inappropriate, 
improper,  or  Inadequate.  The  Commission 
may  at  any  time  pending  final  acceptance 
of  this  order  require  hearings  on  the  relief 
requirements  provided  by  this  order. 

6.  This  agreement  is  for  settlement  pur- 
poses only  and  does  not  constitute  an  ad- 
mlsaion  by  respondents  that  the  law  has 
been  violated  as  alleged  in  the  said  copy 
of  the  complaint  issued  by  the  Commission, 

7.  This  agreement  contemplates  that,  if 
It  Is  accepted  by  the  Commission,  and  if 
^\lch  acceptance  is  not  subsequently  with- 
drawn by  the  Commission  pursuant  to  the 
provisions  of  \  3J25(d)  of  the  Commission's 
P.ules,  the  Commission  may,  without  further 
notice  to  the  respondents,  (1)  issue  its  de- 
cision containing  the  following  order  to 
cease  and  desist  in  disposition  of  the  pro- 
ceeding and  (2)  make  information  public  In 
respect  thereto  When  so  entered,  the  order 
to  cease  and  desist  shall  have  the  same  force 
and  effect  and  may  be  altered,  modified  or 
set  aside  In  the  same  manner  and  within 
the  same  time  provided  by  statute  for  other 
orders,  Tlie  order  shall  become  final  upon 
service.  Mailing  of  the  decision  containing 
the  agreed-to  order  to  respondents'  address 
as  stated  in  this  agreement  shall  constitute^ 
service.  Respondents  waive  any  right  they 
may  have  to  any  other  manner  of  service. 
The  complaint  may  be  used  in  construing 
the  terms  of  the  order,  and  no  agreement, 
understanding,  representation,  or  interpre- 
tation not  contained  In  the  order  or  the 
agreement  may  be  used  to  vary  or  contradict 
the  terms  of  the  order. 


2i»yi5 

8  Respondents  have  read  the  complaint 
and  order  contemplated  hereby.  Respond- 
ents understand  that  the  Commission  may. 
at  lt.=  discretion,  require  that  a  proposed 
agreement  containing  an  order  to  cease  and 
desist  be  accompanied  by  an  Initial  report 
signed  by  respondents  setting  forth  in  pre- 
cise detail  the  manner  In  which  the  respond- 
ents will  comply  with  the  order  when  and 
If  entered  pursuant  to  provisions  of  8  3.25 
of  the  Corrunlsslous  Rules.  Respondents 
further  underst-and  that  once  the  order  has 
been  Issued,  respondents  will  be  required 
to  file  one  or  more  compliance  reports  show- 
ing that  they  have  fully  compiled  with  the 
order,  and  that  they  will  be  liable  for  a  clvU 
penalty  In  the  amount  provided  by  law  for 
each  viol-'ition  of  the  order  after  It  becomes 
final. 

ORDER 

;:  is  oriJered.  That  respondeiii  Gatcv.ay 
Overseas,  Inc.,  a  corporation,  It?  succes.sors 
and  assigns,  and  Its  officers,  and  Michael 
.Vnderson.  individually  and  as  an  officer  of 
said  corporation,  and  respondents'  agents, 
representatives,  and  employees,  directly  or 
through  any  corporation,  subsidiary,  divi- 
sion, or  other  device  In  connection  with  the 
advertising,  oSwlng  for  sale,  or  sale  of  Job 
search  services  or  materials  or  articles  Inci- 
dent thereto,  or  similar  services,  materlala.  or 
articles  In  or  affecting  commerce,  as  "com- 
merce' IS  detiued  In  the  Federal  Trade  Com- 
mi.s.sion  Act,  as  amended,  do  forthwith  cease 
ar.d  desist  from: 

A  Representing  in  any  maimer,  directly  or 
by  impllcatkm.  that: 

( 1 )  Overseas  Jobs  for  Americans  are  plenti- 
ful in  any  trade,  skill,  or  profession. 

(2)  Overseas  jobs  for  Americans  have  been 
and  are  immediately  or  Imminently  avail- 
able 

(3)  Overseas  Jobs  for  Americans  are  plenti- 
ful In  highly  desirable  areas  such  as  Europe 
and  Australia. 

(4)  Respondents  provide  an  expert  and 
comprehensive  employment  service. 

(5)  Respondents  have  specific  or  special 
knowledge  of  substantial  numbers  of  Job 
openings  or  opportunities  In  the  United 
States  or  overseas  for  a  significant  number 
of  clients. 

(6)  Respondents  have  special,  unique,  ex- 
clusive or  expert  knowledge  of  the  specific 
employment  needs  and  hiring  practices  of  a 
substantial  number  of  employers. 

(7)  Respondents'  services  Include  the 
matching  or  coordinating  of  clients'  skills 
with  employers  needing  said  skills. 

(81  Respondents'  clients  can  expect  their 
pay  to  be  25%  to  150%  higher  than  it  would 
be  In  the  United  States  for  a  comparable 
p>osltion. 

(9)  Respondents'  clients  can  expect  to  re- 
ceive subsistence  allowances  when  working 
overseas. 

1 10)  Respondents'  clients  can  expert  round 
trip  transportation  expenses  to  be  paid  by 
the  employer. 

(,11)  ResjK)ndents'  clients  can  expect  their 
earnings  overseas  to  be  exempt  from  income 
taxes  after  510  days. 

(12)  Substantially  every  person  who  be- 
comes a  client  of  respondents  can  except  to 
obtain  employment  as  a  result  of  respond- 
ents' services. 

B.  Misrepresenting  in  any  manner,  directly 
or  by  Implication: 

( 1 )  Tlie  demand  for  Americans  to  fill  over- 
seas positions:  the  availability  or  Immediacy 

-Of  any  employment  opportunity:  or  the 
availability  of  Jobs  for  Americans  in  any 
geographic  area. 

(2)  The  respondents'  professional  qualifi- 
cations; the  nature  or  character  of  the  serv- 
ices provided  by  respondents;  the  respond- 
ents' knowledge  of  the  needs  and  hiring  prac- 
tices of  employers;  or  the  respondents' 
knowledg"  r.r  specific  Job  opportunities. 
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I  3)  The  services  provided  by  respondents 
In  coordinating  clients'  skills  with  employers 
having  a  need  for  such  skills;  or  the  likeli- 
hood of  obtaining  emploj-ment  as  a  result 
of  the  utilization  of  respondents'  services. 

(4)  The  earnings  respondents'  clients  can 
expect  to  receive  or  any  other  t'Crms.  condi- 
tions or  compensation  incident  to  employ- 
ment; or  the  extent  to  which  the  earnings 
fif  respondents'  clientjs  are  subject  to  tax- 
ation. 

C.  Charging  or  accepting  any  fee  from  a 
Llient  or  praspectlve  client  prior  to  the  ac- 
ceptance by  the  client  of  a  tirm  ofter  of  em- 
ployment resulting  from  the  utilization  of 
respondents'  services.  Provided  however,  that 
reasonable  fees  may  be  charged  for  the  prep- 
nration  or  duplication  of  a  re.sume  prior  to 
the  acceptance  of  an  offer  of  employment,  If 
respondents'  resume  service  Is  sold  independ- 
ently of  any  other  Job  search  service. 

Further  provided,  that  the  .sale  of  resume 
services  will  not  be  deemed  Independent  of 
other  Job  search  services  unless  a  notice  stat- 
ing that  respondents'  services  may  be  pur- 
chased .separately  Is:  (I)  Conspicuously 
posted  in  respondents'  reception  area;  (11) 
i-onsplcuously  posted  in  hII  areas  where  pro- 
spective clients  are  Interviewed;  and  (Hi) 
conspicuously  stated  in  ail  of  respondents' 
contracts.  Further  provided,  that  the  notice 
m  items  il)  and  (ll)  above,  shall  be  In  cap- 
ital block  letters  no  less  than  one  and  one- 
half  (I'j)  Inches  high;  and  that  the  notices 
required  by  items  <l),  (11)  and  dii)  above, 
^hall  b©  captioned  "Important  Notice — 
Please  Read".  Furthermore,  said  notices  shall 
Itemize  the  various  services  offered  and  the 
prices  for  each  of  such  services. 

D.  Entering  Into  any  contract  or  agree- 
ment with  a  client,  prior  to  the  time  a  dis- 
pute arises,  which  requires  that  disputes 
Arising  m  connection  with  the  contract  or 
TA.^reement  be  submitted  to  arbitration  for 
resolution. 

It  is  further  ordered.  That  respondents 
maintain  at  all  times  In  the  future,  complete 
ouaines.s  records  relative  to  the  manner  and 
form  of  their  continuing  compliance  with 
the  above  terms  and  provisions  of  this  order. 

It  is  further  ordered,  That  the  respond- 
ent.- dhall  forthwith  distribute  a  copv  of  this 
•rder  to  each  operating  division,  to  all  pres- 
ent and  future  franchisees  and  licensees,  and 
to  all  of  respondents'  personnel  now  or  here- 
after engaged  In  the  oiferlng  for  sale,  or  sale 
of  respondents'  Job  search  services  or  related 
materials  or  articles,  or  in  any  aspect  of  the 
oreparatlon.  creation  or  placing  of  advertis- 
ing of  such  services,  materials  or  articles. 
:ind  that  respondents  secure  from  each  such 
person  a  signed  statement  acknowledging  re- 
ceipt of  said  order. 

/(  is  further  ordered.  "Hiat  respondents 
notify  the  Commission  at  least  30  days  prior 
to  any  proposed  change  In  the  corporate  re- 
spondent such  as  dissolution,  assignment,  or 
.^ale  resvilting  in  the  cmorgonce  of  a  succes- 
.sor  corporation  or  corporations,  the  creation 
or  dissolution  of  subsidiaries  or  any  other 
change  In  the  corporation  which  may  affect 
compliance  obligations  arising  out  of  the 
order. 

It  is  further  ordered.  That  each  Individual 
respondent  .named  herein  promptly  notify 
the  Commi'^sion  of  the  discontinuance  of  his 
present  business  or  employment  and  of  his 
afflllaiion  with  a  new  business  or  employ- 
ment. In  addition,  for  a  period  of  ten  years 
from  the  effective  date  of  this  order,  the  indi- 
vidual respondent  shall  promptly  notify  the 
Commission  of  each  affUiatlon  with  a  new 
business  or  employment.  Each  such  notice 
shall  Include  the  respondent  s  new  business 
address  and  a  statement  of  the  nature  of  the 
business  or  employment  In  which  the  re- 
spondent Is  newly  engaged  as  well  as  a  de- 
scription of  respondents  duties  and  respon- 


sibilities in  connection  with  the  business  or 
employment.  The  expiration  of  the  notice 
provision  of  this  paragraph  shall  not  affect 
any  other  obilgation  arising  under  this  order. 
it  is  further  ordered.  That  the  respondents 
herein  shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with  the 
Commission  a  report,  in  writing,  setting 
forth  In  detail  the  manner  and  form  in  which 
they  have  compiled  with  this  order. 

Gatfw.^y   Overseas.   Inc.  et  al 

I  Docket  No.  9065] 

ANALYSIS    OF    PROPOSED    CONSENT    OROFR    TO    AID 
PUBLIC     COMMENT 

The  Federal  Trade  Commission  has  ac- 
cepted an  aijreement  to  a  proposed  consent 
order  from  Gateway  Overseas,  Inc.  and  Mi- 
chael Anderson. 

The  proposed  consent  order  has  been 
placed  on  the  public  record  for  sixty  (60) 
days  for  reception  of  comments  by  the  public. 
Comments  received  during  this  period  will 
become  part  of  the  public  record.  After  sixty 
(60)  days,  the  Commission  will  again  review 
the  agreement  and  the  comments  received 
and  will  decide  whether  It  should  withdraw 
from  the  agreement  or  make  final  the  agree- 
ment's proposed  order. 

Gateway  Overseas,  Inc.,  a  New  York  cor- 
poration which  has  ceased  doing  business, 
offered  employment  sevrlces  for  Individuals 
seeking  employment  In  the  United  States  and 
abroad.  The  complaint  names  Michael  Ander- 
son individually  and  as  president  of  the 
corporation. 

The  complaint  alleges  that:  (1)  respond- 
ents misrepresented  the  availability  of  em- 
ployment opportunities  and  the  nature  and 
effectiveness  of  their  employment  services 
program;  (2)  these  misrepresentations  un- 
fairly Induced  many  Job  seekers  to  pay.  or  to 
make  unconditional  commitments  to  pay. 
Gateway's  tee  in  advance,  as  required  by  re- 
spondents; and  (3)  that  respondents'  use  of 
a  mandatory  arbitration  clause  In  their  con- 
tract which  precommltted  consumers  to  ar- 
bitrate all  di.sputes  at  a  designated  tribunal 
is  unfair  and  ;ii  violation  of  Section  5  of  the 
Federal  Trade  Commission  Act. 

The  order  iti  this  matter  requires  respond- 
ents to  halt  the  alleged  misrepresentations 
and  prohibits  them  from  accepting  any  fee 
from  a  client  or  prospective  client  before 
that  client's  acceptance  of  a  Arm  offer  of 
employment  as  a  result  of  the  firm's  services. 
However,  the  order  does  allow  Gateway  to 
charge  fees  for  the  preparation  of  a  resume 
prior  to  the  acceptance  of  employment  If 
its  resume  service  Is  sold  Independently  of 
any  other  job  search  service.  The  order  fur- 
ther prohibits  respondents  from  entering, 
prior  to  the  time  a  dispute  arises,  any  con- 
tract or  agreement  with  a  consumer  which 
requires  that  disputes  arising  In  connection 
with  that  contract  or  agreement  be  submit- 
ted to  arbitration  for  resolution. 

The  purpose  of  this  analysis  Is  to  facilitate 
public  comment  on  the  proposed  order  and 
it  is  not  intenrled  to  constitute  an  official 
interpretation  of  the  agie?ment  and  pro- 
posed orft.T  or  to  modify  in  any  way  its 
t  ■  fins 

James  A.  Tobin, 
,  Acting  Secretary. 

|FB  Doo  77   16480  Piled  6-9-77;8:45  am] 


[15  CFR   Parts   23] 

GUIDES   FOR   JEWELRY    INDUSTRY 

Trade   Practice  Rules 

AGENCY:  Federal  Trade  Commission. 

ACTION:  Proposed  Amendments  to 
Trade  Practice  Rules  "Guides*  for  the 
Jewelry  Indiistrj'. 


SUMMARY:  The  Federal  Trade  Com- 
mission hereby  proposes  changes  to  the 
requirements  for  use  of  the  terms  "gold" 
and  "silver".  Proposed  amendments  to 
the  Trade  Practice  Rules  i  Guides)  for 
the  Jewelry  Industrj'  would  allow  "gold" 
to  be  used  in  connection  with  under  ten 
karat  gold  jewelry  items,  in  limited  cir- 
cumstances. Similarly,  the  amendments 
would  allow  "silver"  to  be  used  in  con- 
nection with  silver  jeweli-j'  items  under 
.925,  lOOOths  pure  silver. 

DATES:  Comments  must  be  received  on 
or  before  July  12.  1977. 

ADDRESSES:  Send  comment';  to  Assist- 
ant Director  for  Marketing  Practices, 
Room  200,  Bureau  of  Consumer  Protec- 
tion, Federal  Trade  Commission,  Wash- 
ington, D.C.  20580. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

D.  McCarty  Thornton.  Esq.,  Rochti  282. 
Federal  Trade  CommLsslon.  Wa.'^hing- 
ton.  D.C.  20580,  202-523-3913. 

SUPPLEMENTARY  INFORMATION : 
Proposed  amendment  to  the  Trade  Prac- 
tice Rules  for  the  Jewelry  Industry 
(Guides),  16  CFR  Part  23.  are  herein  set 
forth  by  the  Commission  for  considera- 
tion by  interested  or  affected  parties  pur- 
suant to  the  Federal  Trade  Commission 
Act,  as  amended,  15  U.S.C.  41.  et  seq.,  the 
provisions  of  Part  1,  Subpart  A,  of  the 
Commission's  Procedures  and  Rules  of 
Practice,  16  CFR  1.5,  1.6.  and  Part  553  of 
Subchapter  n.  Chapter  5.  Title  5.  U.S. 
Code  (Administrative  Procedure) . 

All  interested  persons  are  hereby 
notified  that  they  may  file  comments 
concerning  the  proposed  amendments. 
Persons  are  urged  to  express  their 
approval  or  disapproval  of  the  proposed 
amendments,  or  to  recommend  revisions 
thereof,  and  to  give  a  full  statement  of 
their  views  in  connection  therewith. 
Comments  presented  with  respect  to  the 
proposed  amendments  will  be  available 
at  the  Federal  Trade  Commis.'^ion  (see 
address  below  > ,  and  will  be  considered  by 
the  Comrfhsison  in  its  determination  of 
whether  to  issue  a  final  version  of  the 
proposed  amendments. 

The  proposed  amendments  concern 
the  minimum  standards  for  gold  and 
silver  content  in  jewelry  articles  marked 
or  described  as  "Gold"  or  "Silver." 
respectively.  As  promulgated  on  June  28, 
1957.  S  23.22  of  the  Trade  Practice  Rules 
for  the  Jewelry  Industry  i  Misrepresenta- 
tion as  to  gold  content.  Rule  22  >  provides 
that  only  articles  composed  throughout 
of  not  less  than  10  karats  fineness  may  be 
marked  or  described  as  "Gold"  or  carry  a 
quality  mark.  Similarly,  §23.23  'Mis- 
representation as  to  silver  content.  Rule 
22)  provides  that  only  articles  composed 
of  at  least  925^1000ths  pure  silver  may 
be  marked  or  described  as  "Silver."  If 
adopted,  the  proposed  amendments 
would  allow,  in  limited  circumstances. 
the  use  of  the  ternis  "Gold"  and  "Silver." 
and  related  quality  marks,  in  connection 
with  articles  below  the  current  minimum 
requirements. 

With  regard  to  gold  articles,  reports 
of  tests  which  have  come  to  the  Comis- 
sion's  attention  indicate  that  such  arti- 
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cles  tend  to  tarnish  and  corrode  at  a 
significantly  increased  rate  when  gold 
content  is  reduced  below  the  vicinity  of 
10  karats.  For  this  reason,  the  proposed 
amendments  would  require  a  clear  and 
conspicuous  disclosure  of  the  increased 
susceptibility  of  gold  alloys  of  less  than 
10  karate  fineness  to  tai-nish  and  corro- 
sion. Tliese  test  reports,  and  an  eight 
page  st.ateraent  by  the  Commission's 
staff  discussing  these  reports  may  be  ex- 
amined at  Room  130.  Division  of  Legal 
and  Public  Records.  Federal  Trade  Com- 
mission, Pennsylvania  Avenue  at  Sixth 
Street.  NAV.,  Washington.  D.C.  20580, 
202-523-3598.  Copies  of  the  documents 
are  available  by  mail.  (Documents  of  100 
F>ages  or  more  cost  ten  cents  per  page. 
Documents  of  less  than  100  pages  are 
free  of  charge.  > 

While  comments  are  invited  with  re- 
spect to  all  aspects  of  the  proposed 
amendments,  the  Commission  invites 
comments  particularly  with  respect  to 
the  following: 

1.  To  what  extent  would  jewelrj-  arti- 
cles composed  of  gold  alloys  of  less  than 
10  karats  fineness  tarnish  and  corrode  In 
actual  use? 

2.  Is  such  tarnish  and  corrosion  re- 
movable by  means  commonly  available  to 
consumers?  If  so.  by  what  meaiis? 
Should  the  amendments  require  that 
these  means  be  disclosed  to  consumers? 

3.  Would  the  proposed  disclosures  be 
effective  in  communicating  to  consumers 
the  disadvantages  of  jewelr>-  articles 
composed  of  gold  alloys  of  less  than  10 
karats  fineness? 

4.  Does  a  market  exist  lor  jewelry  arti- 
cles composed  of  gold  alloys  of  less  than 
10  karats  fineness  if  the  disadvantages 
of  such  alloys  are  know  to  consumers? 

Accordingly,  the  Commission  proposes 
the  following  three  amendments  to  the 
Trade  Practice  Rules  for  the  Jewelry  In- 
dus trv  in  16  CFR  Part  23 : 

1  By  adding  a  new  §  23.22<c>  i2i  (Rule 
22  C(2i  <  as  follows  and  to  redesignate 
present  paragi'aph  <c)(2i  as  paragrap*! 
<c)  (3) ;  and  present  paragraph  (c>  (3i  as 
(c>  <4)  of  that  same  section: 

§  2.3.22      Mi>rppres«M.lalion     as     lo     ttold 
conlciil. 

«  *  •  •  • 

(c)    •   •   • 

(2^  An  industry  product  or  part  thereof 
composed  throughout  of  an  alloy  of  gold 
of  less  than  10  karats  fineness  may  not 
be  marked  as  "Gold"  nor  may  any  quality 
mark  be  used.  Any  such  product  which 
is  sold  or  offered  for  sale  .should  have 
affixed  thereto  a  tag  with  all  of  the  fol- 
lowiiTg  disrlosures  m  identical  size  and 
type  face: 

(i)  A  list  of  all  metals  constituting 
more  than  one-half  of  one  percent  i0.5 
percent!  of  the  product  should  be  stated. 
The  names  of  such  metals  should  be  in 
order  of  magnitude  of  each  respective 
metal  contained  in  such  product,  witli  the 
most  predominant  metal  in  such  product 
listed  first; 

lii'  The  name  of  each  such  metal 
should  be  preceded  by  a  correct  designa- 
tion of  the  percentage  which  that  metal 
bears  to  the  entire  product; 


(iiji  Following  the  designation  of  the 
percentage  content  of  gold,  a  correct 
designation  of  the  karat  fineness  of  the 
alloy  should  be  stated  In  parentheses  us- 
ing the  word  "karat."  las.  for  example. 
"29%  (7  karat  i  Gold"  >  :  and 

(iv)  The  following  statement  should 
be  given:  "Gold  alloys  of  less  than  ten 
ilOi  karats  can  be  expected  to  tarnish 
and  or  corrode."  Provided,  hoiceter.  That 
.such  product  may  be  describ(?d  a.-  "Gold." 
when  such  word  "Gold."  wherever  ap- 
pearing, is  mimediatelv  preceded  by  a 
correct  designation  of  the  karat  fineness 
of  the  alloy  and  such  karat  designation 
is  of  equal  conspicuousne.ss  as  the  word 
"Gold."  'as.  for  example.  "6  Karat  Gold," 
and  "6K  CTOld."  and  "6  Kt  Gold"'  In 
immediate  conjunction  with  the  word. 
"Gold."  wherever  appeariiig.  the  follow- 
ing statement  should  be  clearly  and  con- 
spicuously given:  "Gold  alloys  of  less 
than  ten  (10)  karats  can  he  expected  to 
taniish  and/or  corrode." 

•  •  •  •  • 

2.  In  §23.23(b>  (Rule  23tb>  >  delete 
the  word  and  quotation  marks  '"silver") 
where  ("silver")  appears  between  the 
words  (ast  and  ("solid  sliver")  as  fol- 
lows : 

§  23.23      Misreprt'j'i'nlalion    ».-    lo    »il»er 
content. 
.  •  •  •  • 

(b)  It  is  an  unfair  trade  practice  to 
mark,  describe,  or  otherwise  represent, 
any  industr>'  product,  or  part  thereof,  sis 
"solid  silver."  "SterUng."  or  "Sterling 
Silver."  unless  it  1=  at  least  925  l.OOOths 
pure  silver. 

•  •  •  •  • 

3.  In  5  23.23  iRuIe  23  >  add  a  new  para- 
giaph  'ci  as  follows  and  redesignate  the 
present  paragraphs  (c).  'd),  <e)  In  the 
same  order  a.'^  paragraphs  (d).  (e).  and 
If)  : 

§  23.23      Mi.-rtpn  «onlation    a^    lo    silver 
rontont. 

•  •  •  •  • 

(c)  It  is  an  unfair  trade  practice  to 
mark,  describe,  or  otherwise  represent, 
and  industry-  product  as  "silver"  if  it  L^ 
less  than  925  l.OOOths  pure  silver,  unless 
the  word  "silver'  is  immediately  pre- 
ceded by  a  correct  designation  of  the 
percentage  (or  decimal  equivalent) 
which  the  silver  in  the  product  bears 
to  the  entire  product  tas.  for  example 
"50"^;  silver"  or  ".500  silver"). 

»  •  •  •  • 

Issued;  June  6.  1977 

By  direction  of  the  Commission. 

John  F.  Dug  an. 
Acting  Secretary. 

|FR  Doc.77-16212  Filed  6-9-77;8;45  am) 


(16  CFR    Part   456] 

Advertising  of  Ophthalmic  Goods  and 

Services 

AGENCY;  Federal  Trade  Commission. 

ACTION:    Release   of   Staff   Report    on 
Proposed  Trade  Regulation  Rule 


SUMMARY:  The  Federal  Trade  Com- 
mLssion's  Bureau  of  Consumer  Protection 
has  released  to  the  public  its  Staff  Re- 
port which  analjrzes  the  evidence  In  its 
itilemaking  pr(X'eeding  on  the  Advertis- 
ing of  Ophthalmic  Goods  and  Services 
and  makes  recommendations  as  to  the 
final  action  which  the  Commission 
should  take.  The  release  of  this  report 
commences  the  final  60  <iay  comment 
period  In  this  proceeding.  Ttie  Bureau  of 
Consumer  Protection  is  also  releasing  to 
the  public  complete  microfilmed  copies 
of  the  evidentiary  record  and  an  index 
of  the  materials  in  the  record. 

DATE;  Comments  must  be  received  on  or 
before  August  12.  1977. 

ADDRESS  Secretary.  Federal  Trade 
Commission.  6th  Street  and  Pennsyl- 
vania Avenue.  NW..  Washington.  DC. 
20580. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Jerry  Cowden.  Federal  Trade  Commi.'^- 

sion  '202'   523-3069. 

SIT'PU.MFNTARY  INFORMATION: 
Pursuant  to  ?  1  13'gi  of  the  Commis- 
sion's rules,  the  staff  has  made  its  report. 
containing  lt.s  analysis  of  the  record  and 
Its  recommendations  as  to  the  form  of 
the  final  rule  to  the  Commission.  Tlie 
report  L*;  now  available  for  public  com- 
ment under  Rule  l.lS(h).  Copies  of  the 
rejX'rt  may  bo  obtained  from  the  Pubhc 
Reference  Branch.  Room  130.  Federal 
Trade  Commission.  6th  Street  and  Penn- 
sylvania Avenue.  NW..  Washington.  DC 
20580. 

Comment  will  be  accepted  on  both  tlie 
staff  report  and  the  Presiding  Officer's 
rejxDrt.  which  has  previously  been  marie 
public  'see  42  FR  5075:  January  27. 
1977 ' ,  for  a  period  of  sixty  days  ending 
on  August  12.  1977.  Comments  should  be 
identified  as  "Corrmient  on  Presiding 
Officer  and  Staff  Reports — Eyeglass 
TRR."  and  addre.ssed  to  the  Secretary. 
Federal  Trade  Commission.  6th  Stweet 
and  Pennsylvania  Avenue.  NW..  Wash- 
ington. DC  20580.  and  submitted,  when 
feasible  and  not  burdensome,  in  five 
copies. 

The  Commissison  cautions  all  con- 
cerned that  the  staff  report  has  not  been 
reviewed  or  adopted  by  the  Commission, 
and  that  its  publication  should  not  be 
interpreted  as  reflecting  the  present 
views  of  the  Commission  or  of  any  indi- 
vidual member  thereof. 

In  addition,  the  Commission  has  au- 
thorized the  Bureau  of  Consumer  Pro- 
tection to  make  avialable  to  the  public 
an  index  of  the  rulemaking  record  and 
microfilm  copies  of  all  documents  in  the 
record.  Copies  of  the  index  and  micro- 
film may  be  obtained  from  the  Public 
Reference  Branch.  Room  130.  Federal 
Trade  Commission,  6th  Street  and  Penn- 
sylvania Avenue.  NW..  Washington.  DC. 
20580.  uix)n  payment  of  the  appropriate 
fees . 

Approved  for  publication 

Margery  Waxman  Smith. 

Acting  Director. 
Bureau  of  Consumer  Protection 

I  PR  Doc  77- 16.'>35  Filed  6-9-77;  8  45  am| 
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PROPOSED   RULES 


SFCURITIES   AND   EXCHANGE 
COMMISSION 

[17   CFR   Parts   240   and   249] 
(Release  No.  34-13597;   File  No.  S7-7031 

TRANSFER   AGENTS 

P.occdu.-es  for  Withdrawing  Registration 

AGENCY;  Securities  and  Exchange 
Commission. 

ACTION :  Proposed  Rule. 

SUMMARY:  The  Commission  has  pub- 
lished for  public  comment  a  proposed 
rule  and  related  form  under  the  Securi- 
ties Exchange  Act  of  1934  i  the  "Acf'> 
prescribing  the  procedure  to  be  used  for 
withdrawing  the  registrations  of  trans- 
fer agents  registered  with  the  Commis- 
sion. 

DATES;  Comments  must  be  received  on 
or  before  July  15. 1977. 

ADDRESSES;  Written  comments,  sub- 
mitted in  triphcat«,  should  be  addressed 
to  The  Secretary.  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  and  refer  to  File  No.  S7-703. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Lisa  G.  Gessow,  Attorney,  Division  of 
Market  Regulation.  Securities  and  E^x- 
change  Commission,  500  North  Capitol 
Street,  Washington.  DC.  20549  <202) 
755-8833. 

SUPPLEMENTARY  INFORMATION : 
Notice  is  hereby  given  that  the  Securities 
and  Exchange  Commission  <the  "Com- 
mission") ,  pursuant  to  Sections  2.  17,  17A 
and  23' a  1  of  the  Act  115  U.S.C.  78b.  78q, 
78q-l  and  78qia)].  has  publi.shed  tor 
public  comment  an  amendment  to  Title 
17,  Chapter  II,  Parts  240  and  249  of 
the  Code  of  Federal  R,egulations  to  add 
§  240.17Ac3-l  and  §  249b.l01. 

Rule  17Ac3-1 

Rule  17Ac3-l  provides  that  a  tran.sfer 
agent  registered  with  the  Commission 
may  withdraw  from  registration  by  filing 
a  notice  of  withdrawal  of  ito  transfer 
agent  registration  on,  and  in  accordance 
with  the  instructions  cr>ntained  in.  Form 
TA-W.  Withdrawal  from  registration 
will  become  effective  on  the  sixtieth  day 
after  filing  unless  the  Commi-ssion  takes 
affirmative  action  to  accelerate,  deny  or 
postpone  such  withdrawal. 

The  rule  further  nrovides  that  every 
withdrawal  filed  pursuant  to  Rule 
17Ac3-l  constitutes  a  "report"  within 
the  meaning  of  Sections  17  and  32>ai  of 
the  Act. 

Form  TA-W 

Form  TA-W  has  been  drafted  to  sim- 
plify the  registration  withdrawal  process. 
The  information  required  on  the  Form  Is 
intended  to  enable  the  Commission  to 
determine  whether  it  is  necessar\'  or  ap- 
propriate in  the  public  interest,  for  the 
protection  of  investors,  or  in  furtherance 
of  the  purposes  of  Section  17A  that  the 
withdrawal  be  denied,  postponed  or  sub- 
ject to  specific  term.5  and  rondition.s  The 


information  requested  includes  the  name  §2t9b.l01     Form     TA-W,     noiire     of 

of  the  registrant,  the  address  of  its  prin-  willidrawal      from      registration      as 

cipal  place  of  business,  the  date  regis-  transfer  agmi. 

trant   ceased   performing   any    transfer  xhis  form  shall  be  used  for  withdraw - 

agent  function  as  defined  in   the  Act.  i^g  pursuant  to  Section  17 A  of  the  Se- 

whether  the  registrant  is  involved  in  any  curities  Exchange  Act  of  1934  the  regis- 

legal  actions  or  proceedings  or  is  aware  tration    of    transfer    agents    registered 

of  any  potential  claims  afeainst  it '  or  ^-jth  the  Commission. 

whether  there  are  any  unsatisfied  judg-  om  i  i  rr 

ments  or  liens  against  registrant  arising  ^^j^  no 

out  of  its  performance  of  transfer  agent  _^ 

functions,  the  names  and  addresses  of  Doc.Seq.No. 

any  successor  transfer  agents  and  wheth-  

er   such   successor   transfer  agents   are  Effective  date : 

registered  pursuant  to  the  Act,  the  names  

and  addresses  of  the  persons  who  will  notice  op  Withdrawal  pr,,m 
maintain  custody  or  possession  of  regis-  registration  as  transfer  agent 
trant's  transfer  agent  books  and  records.  Pursuant  to  Section  17A  of  the  Secvu-ities 
the  address  at  which  such  books  and  Exchange  Act  of  1934;  Securities  and  Ex- 
records  will  be  located  and  the  reasons  change  Commission,  Washington,  DC  20549. 
for  ceasing  the  performance  of  transfer  R«'»d  a^  instructions  on  reverse  side  be- 
agent  functions  or  for  otherwise  request-  ^"^^  preparing  Form.  Please  print  or  type. 

ing  withdrawal  of  its  registration  as  ^  j^,^,  nLe'o'f'i^'gis't^^n't;:::::::::::::: 

transfer  agent.  jrs  Empl.  Ident.  No.: 

Statutory  Basis  ^-  Name   under  which   transfer  agent  ac- 
tivities   are    conducted,    IX    different    from 

Rule    17Ac3-l    and   Form   TA-W   are     above:    

proposed   to   be   adopted    (added)    pur-  4.  Address  of  registrant's  principal  place 

suant  to  Sections  2,  17,  17A  and  23(a)  of  business: 

°^T?ie^Text  of  Proposed  Rule  17Ac3-l     '    _' *.'!"!"!'!!.*".^^!'!!!L..."L.' 

follows:  (City)              (State)              iZlp  Code) 

5  2l0.17\i-3-l       Wilh<lrawal    from    roK>s-  5.  Furnish   below   registrants   reasons   for 

tration   with   the  C.ommissioiK  f ^^fe   the    preformance   of    transfer    agent 

functions  or  for  otherwise  requesting  wlth- 

(a)  Notice  of  withdrawal  from  regis-  drawai  of  its  registration. 

tration   as   a   transfer   agent   with   the     

Commission  pursuant  to  Section  17A(a)      

'  3  )  i  C »  of  the  Act  shall  be  filed  on  Form  6-  Furnish  below  the  last  date  registrant 

TA   W   in   ircnrdincp  with  the  instruc-  ceased  performing  any  transfer  agent  func- 

lA-w  in  accoroance  witn  tne  insiruc  tion(s)   as  defined  bv  Section  3(an25)    of 

tions  contained  thereon.  t^,  ^ct  for  any  security,  whether  debt  or 

(b)  Except  as  hereinafter  provided,  a  equity,  registered  under  Section  12  of  the 
notice  to  withdraw  from  registration  Act  or  which  would  be  required  to  be  regis- 
filed  by  a  transfer  agent  pursuant  to  tered  except  for  the  exemption  from  regis- 
Section  17A(a)i3)iC)  of  the  Act  shall  tration  provided  by  subsection  (g)(2)(B)  or 
become  effective  on  the  sixtieth  day  after  (e>  (2)  (G)  of  that  Section. 

the  filing  thereof  with  the  Commission  -^Vis  r7grs"t;ant"in"voiv;d"in"'anV  Vegarac'- 

or  within  such  shorter  period  of  time  as  t,^,^^^,    ^^   proceeding(s)    or   aware   of   any 

the  Commi^ion  may  determine,  n  a  no-  ^^^^1^1  ^^^i^^,        ^st  it.  in  connection 

tice  to  withdraw  from  registratlonis  filed  ^,^^   ^^^  performance  of  It^  transfer   agent 

with  the  commission  at  any  time  sub-  f,,„,t,on(s)  ?  if  so,  furnish  complete  infor- 

sequent   to  the   date  of   issuance   of  a  ^^^^^^  ^j^j,  ^         ^  to  each. 

Commission  order  instituting  proceed-     yes         No 

ings  pursuant  to  Section  17A(c)(3)(A)      "/._'. 

of  the  Act,  or  if  prior  to  the  effective  date     

of  the  notice  of  withdrawal  the  Commis-  8.  Are  there  any  unsatisfied  Judgments  or 

sion  institutes  such  a  proceeding  or  a  Uens  against  registrant  arising  out  of  it«  per- 

proceeding  to  impose  terms  and  condl-  formance  of  transfer  agent  functions?  If  so, 

tions  upon  such  withdrawal,  the  notice  furnish  complete  information  regarding  each 

of  withdrawal  shall  not  become  effective  judgment  and  Hen. 
except  at  such  time  and  upon  such  terms 

and  conditions  as  the  Commission  deems     Yes No 

necessary  or  appropriate  in  the  public 

interest,  for  the  protection  of  investors,      : 

or  in  furtherance  of  the  purposes  of  Sec-  9    purnlsh   below   the   name(s)    and   ad- 

tion  17A.  dress(es)  of  any  successor  transfer  agent(B) 

(c>    Every  notice  of  withdrawal  filed  ^^'^  ^^^^  whether  such  transfer  agent f 9)  la 

.    ^      ^,  .         ,       .     „            ^  i.    t     „  registered  pursuant  to  the  Act. 

pursuant  to  this  rule  shall  constitute  a  " 

"report"  within  the  meaning  of  Sections      

17  and  32(a)  of  the  Act.  ,.    _      ,'     ^  ,       .,,     „. ,^.   „„^  .^ 

10.  F\imlsh   below  the  name(s)    and  ad- 

The    text   of   the   proposed    §2496.101  dress(es)   of  the  person(s)   who  has  or  will 

Form  TA-W  and  Instructions  follow; 

'  For  purposes  of  F\>rm  TA-W,  any  out-of- 
proof  conditions  are  considered  potential 
claims. 


■  Any  out-of-proof  conditions  are  consid- 
ered, for  these  purposes,  as  potential  claims. 
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have  custody  or  possession  of  the  books  and  3.  Copies  of  Form  TA-W  may  be  duplicated 

records  which  registrant  maintaUied  In  con-  and  are  acceptable  for  filing  provided  an 
nection  with  its  performance  of  transfer  original,  manual  signature  is  affixed  to  the 
agent   functions.  execution  section  of  each  copy.  Form  TA-W 

may  be  duplicated  by  any  method  producing 
legible  copies,  of  type  size  Identical  to  that 

In    the   Form,    on    good    quality,    unglazed. 

11.  Furnish  below  the  address,  If  different      white  paper,  S'j  x  11  Inches  In  siz«. 

from  It€m  9.  where  such  books  and  records  4.  All  copies  of  the  Form  filed  shall   be 

win   be  located?  executed  with  a  manual  signature  In  Item  12. 

If  the  Form  Is  filed  by  a  corporation,  it  shall 

be  signed   In   the  name  of  the  corporation 

by    a    principal    officer    duly    authorized:    If 

n  Is  filed  other  than  by  a  corporation,  it  shall 

be  signed  by  a  duly  authorized  principal  of 

the  organization  fiimg  the  Form. 

5.  Individuals'  names,  except  the  execut- 
,„     „         ,.        __  ■  .,       i       V,    4*t.  Ine  signature  In  Item  12,  must  be  eiven  in 

12.  ^ecut^on■  The  registrant  submltt  ng  f  |  ^^^  ^^  answered  lu 
this    Form    and    Its    attachments    and    the      ... 

person    executing    It   represent    hereby    that  pjj  ^j,^  5  provided  for  anv  answer  Is 

It,  and  all  materials  filed  In  connection  with  insufficient,  the  complete  answer"  should  be 
It  contain  a  true,  correct  and  compiete  st^t«-  ^.^  ^^  ^  separate  sheet  under  a  head- 

ment  of  all  required  mformation.  ,^g  ^^^^  includes  "Answer  to  Item"  and  the 

Attention  —Intentional  misstatements  or  name  and  the  file  number  of  the  transfer 
omissions  of  factji  constitute  federal  criminal  agent  and  should  be  attached  to  the  Form. 
violations  Reference  thereto  must  be  made  on  the  Form 

under  the  item. 
ISee    18   use     1001    and    15   U.S.C.   78f(a).]  7    ^  Form  TA-W  which  is  not  completed 

Dated  the day  of ^^'^  signed  properly  may  be  returned  as  not 

jg         _  acceptable    for    filing     Acceptance    of    this 

Form,  however,  will  not  mean  that  the  Com- 
nii-ssion  has  found  that  It  has  been  filed  as 
^^^^^^^  ^^  that  the  Information  submitted 
(Name  of  ta^nsfer  agent)  is  true,  correct  or  compiete. 

8.  De^.nitions.   Unles.s  the  context  clearly 
Indicates   otherwLsa.   all   terms  used  In   this 

/»!„-, ,„i  .!„„„<.,,,„  „#  „_4„„<,.v„i  Form  have  the  same  meaning  as  In  the  Se- 
(Manual  signature  of  pnnclpaJ  _,       ^^  .,.  ,   »      ,   .r.^..        j   ,      ..1. 

„<«„„.  ^^  H,,!,.  „,,»i,,,,Hrflri  r^TrT  curltles   E^xchaiigB   .^ct   of    1934    and   In   the 

officer  or  dulv  authorized  prln-  _  ,»,,  ^  ^       i.^.  .>.^ 

...  *^  General  Rules  and  Regulations  of  the  Com- 

'^  P     '  mission  thereunder  (17  Code  of  Federal  Reg- 
ulations   240).    and    the    term    "regtstrant" 
means  the  entity  on  whose  behalf  Form  TA- 

(Prlnted  signature  of  principal  W  is  filed. 

officer  or  duly  authorized  prln-  9.  Under  Sectlon-s  17.  17A(c)  and  23fa)  of 

cipal)               "  the  Act  and  the  rules  and  regulations,  there- 

xinder.  the  Securities  and  Exchange  Commis- 
sion  Is   authorized   to   solicit   the   informa- 
tlon  required  to  be  supplied  by  this  Form 
(Title)  from   registered   transfer  agents.   Disclosure 
Instructions  tor  Use  of  Form  TA-W  to  the  Commission  of  the  Information  re- 
quested in  Form  TA-W  (except  for  the  dls- 
(1)  Form  TA-W  Is  to  be  used  by  registered  closure   bv   an   Individual   registrant   of   his 
transfer   agents   to  withdraw  from  reglstra-  Social    Securltv    Number,    which    Is    volun- 
tlon    as    a    transfer   agent   with    the    Securi-  tarv)    Is  a  prerequisite  to  the  processing  of 
ties  and  Exchange  Commission.  a  notice  of  viithdrawal  of  registration  as  a 
In  accordance  with   the  rules  adopted  by  transfer  agent.  The  Information  wlU  be  used 
the    Securities    and    Exchange    Commission.  for   the   principal    purpose   of   enabling   the 
notice   to   withdraw    from    registration    filed  Commis.sion  to  determine  whether  It  Is  nec- 
by   a   transfer   agent   shall    become   effective  essarv  or  aproprlate  In   the  public   Interest, 
on  the  60th  day  aft^r  the  filing  thereof  with  for   the   protection   of   Investors,   or  In   fur- 
the  Commi-ssion  or  within  such  shorter  pe-  therance  of  the  purpose  of  Section    17A  of 
riod  of  time  as  the  Commission  may  deter-  the  Act  that  the  withdrawal  be  denied,  post- 
mine   If  a  notice  to  withdraw  from  reglstra-  poned  or  sublect  to  specific  terms  and  condi- 
tion   is    filed    with    the   Commission    at   any  tions.  Social  Securltv  Numbers.  If  furnished, 
time    subsequent    to    the    date    of    Issuance  will  be  used  only  to  assist  the  Commission 
of  an  order  mstituting  proceedings  pursuant  in  identifying  registered  transfer  agents  and 
to  Section   17Ai  c)  (3)  (A) ,  or  If  prior  to  the  to    process    promptly    withdrawal    requests. 
effective   date   of   the   notice   of   withdrawal  Information  supplied  on  this  Form  will  be 
the  Commission  Institutes  such  a  proceed-  included  routinelv  In  the  public  files  of  the 
Ing  or   a   proceeding   to   Impose  terms   and  Commission  and  will  be  available  for  inspec- 
condltlons  upon  such  withdrawal,  the  notice  tlon  by  any  interested  person. 
of  withdrawal  shall  not  become  effective  ex- 
cept at  such  time  and  upon  such  terms  and 
conditions  as  the  Commission  deems  neces- 
sary  or   appropriate   in   the   public   interest, 
for   the  protection   of   Investors,   or   in   fur- 
therance of  the  purposes  of  Section    17A. 

2.  Before  registrations  may  be  withdrai^-n, 
transfer  agents  are  required  to  file  three 
completed  copies  of  Form  TA-W  with  the 
Securities  and  Exchange  Commission,  Wash- 
ington, DC  20549. 

An  exact  copy  of  Form  TA-W  should  be 
retained  for  your  records. 


All  interested  persons  are  invited  to 
submit  their  views  upon  proposed  Rule 
17AC3-1  and  related  Form  TA-W  in 
triplicate  to  George  A  Fitzsimmoas. 
Secretary'.  Securities  and  Exchange  Com- 
mission, 500  North  Capitol  Street.  Wash- 
in.s-ton.  D  C  20549.  no  later  than  July  15. 
1977.  Reference  should  be  made  to  F^e 
No.  S7-703.  All  comments  received  will 
be  available  for  public  Inspection. 


For  tlie  Comanission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

By  the  Commission. 

George  A.  Fhysimmons. 
Secretary. 
June  6.  1977. 

IFR  DC'C  77-16622  Filed  6  9  77.8:46  ami 

DEPARTMENT    OF    HEALTH. 
EDUCATION.  AND  WELFARE 

Food  and  Drug  Administration 

[21  CFR  Part  131  ] 

(Docket  No.  77N-01431 

CULTURED  AND  ACIDIFIED  BUTTERMILK 
YOGURTS,  CULTURED  AND  ACIDIFIED 
MILKS,  AND  EGGNOG 

Proposal  to  Establish  Nev>  Identity 
Standards 

AGENCY:  Pood  and  Drug  Administra- 
tion. 

ACTION:  Proposed  rule. 

SUMMARY:  Tliis  proposal  would  estab- 
hsh  standards  of  identity  for  several 
dairj'  products  now  on  the  market  which 
caiTy  common  names  but  vary  in  com- 
position. Federal  standards  would  pro- 
vide uniformity  for  more  informed  con- 
sumer choice  and  would  facilitate  inter- 
state shipment  of  these  products. 

DATES:  Comments  by  September  8. 
1977.  Proposed  compliance  for  products 
initially  introduced  Into  interstate  com- 
merce: July  1.  1979. 

ADDRESS:  Written  comments  to  the 
Hearing  Clerk  iHFC-20> .  Food  and  Drug 
Administration.  Rm.  4-65.  5600  Fishers 
Lane.  Rockville.  Md.  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Eugene  T.  McGarrahan,  Bureau  of 
Foods  (HFF-415) ,  Food  and  Drug  Ad- 
ministration. Department  of  Health, 
Education,  and  Welfare,  200  C  St.. 
SW  ,  Washington.  D.C.  20204.  202-245- 
1155. 

SUPPLEMENTARY  INFORMATION 
The  Commissioner  of  Food  and  Drugs 
is  proposing  identity  standards  for  cul- 
tured buttermilk,  acidified  buttermilk, 
yogurt,  lowfat  yogurt,  nonfat  yogurt, 
cultured  milk,  cultured  lowfat  milk, 
acidified  milk,  acidified  lowfat  milk,  and 
eggnog  because  there  are  available  on 
the  market  several  types  of  nonstand- 
ardized  dairy  products  that  carrj-  com- 
mon names  <such  as  yogurt"  or  "lowfat 
yogurt")  but  vary  in  composition — thus 
making  informed  consumer  choices  and 
interstate  sale  of  the  products  difBcult. 
These  products  are  included  within  the 
definitions  of  the  "Grade  'A'  Pasteurized 
Milk  Ordinance — 1965  Recommendations 
of  the  United  States  Public  Health  Serv- 
ice" iPMO  which  has  been  adopted  by 
many,  but  not  all  Stat^e? 
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In  developing  the  proposed  United 
States  standards  of  identity  for  yogurts, 
the  Food  and  Drug  Administration 
I  FDA>  has  given  informal  consideration 
to  the  international  Codex  Alimentarius 
standard  for  "plain  and  plain  sweetened 
vogurt  (A-ll<a» ),"  which  has  been  sent 
by  Codex  to  member  countries  for  ac- 
ceptance, and  the  Codex  standard  for 
"navored  yogurt  (A-lUb))."  After 
standard  A-1 1 '  b)  has  been  sent  to  mem- 
ber countries  for  acceptance,  the  Com- 
missioner proposes  to  formally  consider 
both  Codex  yogurt  standards  for  accept- 
ance, in  accordance  with  §  130.6  '21  CFR 
130  er formerly  5  108.  prior  to  recodifica- 
tion pubhshed  in  the  Federal  Register 
of  March  15.  1977  (42  FR  14302)  ) . 

The  ftjrmat  used  by  FDA  in  the  pro- 
posed standards  of  identity  below  is  con- 
sistent with  other  recent  standard  of 
Identity  revLsions.  The  concepts  of  -'safe 
and  suitable"  as  defined  in  §  130.3td) 
(21  CFR  130. 3<d).  formerly  §  10.1.  prior 
to  recodification  published  in  the  Fed- 
TRM.  Register  of  March  15.  1977  <42  FR 
14302))  and  functional  groups  of  ingre- 
dients, as  defined  in  §  170.3' o)  «21  CFR 
170.3(0).  formerly  5  121.1<o).  prior  to 
recodification  published  in  the  Fedf.r.m. 
register  of  March  15,  1977  (42  FR 
14302) )  have  been  used,  where  appropri- 
ate to  incorporate  technological  flexi- 
bility into  the  standards.  The  consumer 
benefits  when  a  manufacturer  is  thus 
allowed  to  adjust  to  fluctuations  in  the 
marketplace  without  advensely  affecting 
the  characteristics  of  the  food  Use  of 
safe  and  suitable  functional  categories 
also  minimizes  any  future  amendment 
of  the  standards  for  additional  specific 
ingredients.  Additionally,  all  the  pro- 
posed standards  provide  for  Uie  basic 
dairy  ingredients  cream,  milk,  partially 
skimmed  milk  or  skim  mUk,  with  the 
further  provision  that  other  forms  of 
milk-derived  ingredients  may  be  used  to 
increase  the  nonfat  sol.ds  content  of 
these  foods.  In  keeping  with  the  policy 
stated  in  §  101.6  '21  CFR  101.6.  formerly 
§  3.88,  prior  to  recodification  published  m 
the  Federal  Register  of  March  15,  1977 
(42  FR  14302))  the  foods  standardized 
by"tlicse  proposed  regulations  must  be 
labeled  in  accordance  with  appropriate 
sections  of  Part  101  <21  CFR  Part  101. 
formerly  Part  1.  prior  to  recodification 
published  in  the  Federal  Register  of 
March  15.  1977  (42  FR  14302)). 

In  the  case  of  j'ogurts.  cultured  milks, 
and  acidified  milks,  the  Commissioner  is 
of  the  opinion  that  a  minimum  titratable 
aciditv  of  0.5  percent  i  expressed  as  lactic 
acid)  "  is  essential,  based  on  industry 
practice  and  the  traditional  character- 
istics of  these  foods.  A  titratable  acidity 
level  lower  than  0.5  percent  would  pro- 
duce a  food  lacking  in  tartne.ss.  Since 
these  product.s  traditionally  have  titrat- 
able acidities  of  0.5  percent  or  more,  the 
.  Commissioner  proposes  that  the  mini- 
miun  titratable  acidity  of  these  foods  be 
set  at  0.5  percent. 

The  Commissioner  Is  proposing  that 
yogurt  in  all  types  and  styles  may,  after 
culturing.  be  heat-treated  to  destroy  the 


characteristic  bacterial  culture.  Yogurts 
so  treated  after  culturing  will  be  required 
to  be  labeled  accordingly.  Traditionally, 
yogurt  is  a  cultured  product  containing 
large  numbers  of  living  microorganisms. 
Only  in  recent  years  has  the  basic  prod- 
uct been  subjected  to  heat  treatment  de- 
signed to  kill  these  microorganisms  and 
thus  extend  the  shelf  life  of  the  food. 
Except  for  destroying  the  .  microorga- 
nisms, these  foods  retain  essentially  the 
same  characteristic  attributes.  Currently, 
there  is  no  way  for  the  consumer  to  know 
whether  yogurt  contains  hve  microorga- 
nisms or  has  been  heat-treated.  The 
Commissioner  believes  that  it  is  in  the 
best  interests  of  the  consumer  to  preserve 
the  food  in  its  traditional  form,  i.e.,  con- 
taining live  microorganisms,  and  to  pro- 
vide for  labeling  to  inform  consumers 
when  yogurt  has  been  heat-treated  after 
culturing.  To  differentiate  yogurts  which 
have  been  heat-treated  from  those  which 
have  not,  the  name  of  the  food  when 
heat-treated  after  culturing  will  be  fol- 
lowed by  the  parenthetical  phrase 
"(heat-treated  after  culturing)". 

The   proposed   standards   for  yogurta 
provide  for  the  same  three  levels  of  milk- 
fat  used  in  the  standards  of  Identity  for 
milk,   lowfat  milk  and  nonfat  milk  in 
S5  131.110,  131.135,  and,'l31.145  (21  CFR 
131.110.    131.135,    and'^131.45.    formerly 
§§  18.2.    18.10,    and    18.20.    respectively, 
prior  to  recodification  published  In  the 
Federal  Register  of  March  15.  1977  (42 
FR    14302>>.    Therefore,    yogurt    would 
contain  not  less  than  3.25  percent  milk- 
fat,   lowfat  yogurt  would  contain  from 
0.5  percent  to  no  more  than  2.0  percent 
milkfat.  and  nonfat  yogurt  would  con- 
tain le-ss  than  0.5  percent  milkfat.  Low- 
fat yogurt  would  be  required  to  use  and 
declare  the  milkfat  content  in  one  of  the 
following  ways:    '2   percent,   1   percent, 
1'2   percent,  or  2  percent  milkfat.  The 
Commi.ssioner   is   concerned   that   there 
may  not  be  an  appreciable  amount  of 
"yogurt"  (I.e.,  containing  3.25  percent  or 
more  milkfat)   sold  in  the  marketplace 
today.  If  this  be  the  case,  then  he  main- 
tains that  it  would  be  inappropriate  to 
name  the  0.5  to  2.0  percent  milkfat  prod- 
uct "lowfat  yogurt".  The  Commissioner 
requests  information  on  the  production 
or  sale  of  "yogurt"  in  order  to  determine 
the  need  for  standards  of  identity  for 
both   "yogurt"   and   "lowfat  yogurt"  as 
proposed.  If  an  appreciable  amount  of 
"yogurt"  is  not  being  sold,  then  a  final 
regulation  will  be  published  in  which  the 
product  defined  in  tlie  proposed  standard 
of  identity  for  "lowfat  yogurt"  will  be 
renamed  "yogurt",  the  2.0  percent  maxi- 
mum milkfat  limitation  will  be  removed 
and  the  percent  milkfat  will  be  declared 
on  the  label  in  increments  of  one-half 
percent. 

Sinc«  cultured  buttermilk  and  acidified 
buttermilk  were  developed  many  years 
ago  to  simulate  the  byproduct  "butter- 
milk" that  was  obtained  from  churn- 
ing cream  for  the  production  of  butter, 
the  proposed  standards  of  identity  for 
these  products  utilize  a  milkfat  content 
of  less  than  0.5  percent.  Also,  since  most 
butter  is  made  from  sweet  cream,  there 
is    no   minimum    requirement    for    the 


development  of  titratable  acidity,  as  only 
enough  acidity  is  needed  to  partially 
coagulate  the  milk  ingredients  used  to 
make  "cultured  buttermilk"  or  "acidified 
buttermilk".  Traditionally,  neitlier  but- 
termilk, cultured  buttermilk  nor  acidified 
buttermilk  lias  been  expected  to  contain 
significant  amounts  of  vitamins  A  or 
D,  nor  has  it  been  the  common  practice 
of  industry  to  add  vitamins  A  or  D 
to  these  foods. 

The  Commissioner  recognizes  that  but- 
termilk has  been  consumed  for  many 
years  and  that  it  is  not  commonly  con- 
sidered by  the  industry  as  a  substitute 
product  for  whole  milk.  However,  it 
is  also  recognized  that  in  recent  years 
some  members  of  tlie  medical  communi- 
ty have  been  promoting  the  consump- 
tion of  buttermilk  as  one  of  several  al- 
ternatives fo^  whole  milk  for  patients  on 
low-  or  reduced-fat  diets.  Tlierefore.  the 
Commissioner  is  proposing  to  make  it 
optional  for  manufacturers  of  these 
products  to  add  vitamins  A  and  D. 

In  developing  standards  of  identity  for 
cultured  milk  and  cultured  lowfat  milk, 
recognition  was  given  to  the  fact  that 
these  products  are  not  generally  con- 
sidered substitutes  for  whole  milk.  How- 
ever, data  are  InsufBclent  to  substantiate 
that  all  cultured  milk  and  cultured  low- 
fat milk  are  consumed  by  Individuals 
who  ordinarily  do  not  consume  milk. 
Therefore  the  question  of  whether  these 
products  substitute  for  whole  milk  can- 
not be  answered.  Consequently,  pre- 
cedents for  allowing  or  requiring  the 
addition  of  vitamins  A  and  D  cannot 
be  clearly  established.  To  resolve  these 
issues,  the  Commissioner  invites  submis- 
sion of  data  and  comments  regarding  the 
consumption  of  these  products  by 
children  and  the  desirability  of  per- 
mitting or  requiring  the  addition  of 
vitamins  A  and  D. 

Tlie  Commissioner  is  unaware  of  any 
Issues  in  the  proposed  standard  for 
eggnog  that  need  to  be  discussed  in  this 
preamble. 

The  Commissioner  proposes  that  all 
products  InitlaUy  introduced  into  inter- 
state commerce  on  or  after  July  1.  1979, 
shall  comply  with  the  regulation,  ex- 
cept as  to  any  provisions  that  may  be 
stayed  by  the  filing  of  proper  objections. 
The  Commislsoner  has  considered  the 
environmental  effects  of  the  issuance  or 
amendment  of  food  standards  and  has 
concluded  in  §  25.1(d)(4)  (21  CFR  25.1 
(d)(4).  formerly  §  6.1(d)  (4),  prior  to 
recodification  published  in  the  Fedfhal 
Register  of  March  22,  1977  (42  FR 
15553)),  that  food  standards  are  not 
major  agency  actions  significantly  affect- 
ing the  quality  of  the  human  environ- 
ment. Therefore,  an  environmental  im- 
pact statement  is  not  required  for  this 
amendment. 

Therefore,  under  the  Federal  Food, 
Drus.  and  Cosmetic  Act.  (sees.  401.  701 
(e),  52  Stat.  1046  as  amended,  70  Stat. 
919  as  amended  (21  US.C.  341.  371  le)  ) ) 
and  under  authority  delegated  to  the 
Comnii-ssioner  (21  CFR  5.1)  it  is  pro- 
posed that  Part  131  be  amended  by  add- 
ing !;«  131.111,  131.112,  131.113.  131.114. 
131.136,  131.133.  131.170.  131.200.  131.203, 
and  131.296  as  follows: 
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§131.111      Acidified  milk. 

(a)  Description.  Acidified  milk  is  the 
food  produced  by  souring  one  or  more  of 
the  optional  dairy  ingredients  specified 
in  paragraph  (b)  of  this  section  with 
acid^s^  with  or  without  the  addition  of 
microbial  organisms.  One  or  more  of  the 
optional  ingredients  specified  in  para- 
graph (o  of  this  section  may  also  b» 
added.  All  ingredients  used  are  safe  and 
suitable.  Acidified  milk  contains  not  less 
than  3.25  percent  milkfat  and  not  less 
than  8.25  percent  milk  solids  not  fat  and 
has  a  titratable  acidity  of  not  less  than 
0.5  percent,  expressed  as  lactic  acid.  All 
dalr>-  ingredients  shall  be  pasteurized  or 
ultra -pasteurized  and  may  be  homogen- 
ized. 

(b)  Optional  dairy  ingredients.  Cream, 
milk,  partiallj-  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination. 

(c)  Other  optional  ingredients.  (D 
Concentrated  skim  milk,  nonfat  dry  mUk. 
or  other  milk-derived  ingredients  to  in- 
crease the  nonfat  solids  content  of  the 
food:  Provided.  That  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and  the 
protein  efficiency  ratio  of  all  protein 
present,  shall  not  be  decreased  as  a  re- 
sult of  adding  such  ingredients. 

(2,1  Nutritive  carbohydrate  sweet- 
eners. 

(3)  Characterizing  flavoring  ingredi- 
ents. 

(4)  Coloring  that  does  not  simulate 
the  color  of  milkfat  or  butterfat. 

(5)  Stablizers. 

(d)  Methods  of  analysis.  The  follow- 
ing referenced  metliods  of  analysis  are 
from  "Official  Methods  of  Analysis  of  the 
Association  of  Official  Analytical  Chem- 
ists," 12th  ed..  1975.' 

(1)  Milkfat  content — "Fat,  Roese- 
Gottlieb  Method— Official  Final  Action," 
section  16.055. 

(2)  Milk  solids  not  fat  content — Cal- 
culated by  subtracting  the  milkfat  con- 
tent from  the  total  solids  content  as  de- 
termined by  the  method  "Total  Solids, 
Method  I— Official  Final  Action,"  section 
16.032. 

(3)  Titratable  acidity — "Acidity — Of- 
ficial Final  Action,"  section  16.023. 

(e)  Nom-cnclature.  Tlie  name  of  the 
food  is  "acidified  milk".  The  full  name  of 
the  food  shall  appear  on  the  principal 
display  panel  of  the  label  in  type  of  uni- 
form size,  style,  and  color.  The  name  of 
the  food  shall  be  accompanied  by  a  dec- 
laration indicating  the  presence  of  any 
characterizing  flavoring  as  specified  in 
§  101.22  of  this  chapter,  and  may  be  ac- 
companied by  a  declaration  such  as  a 
traditional  name  of  tlie  food  or  the  ge- 
neric name  of  the  bacteria  used,  thereby 
indicating  the  presence  of  characteriz- 
ing microbial  organisms  when  used.  e.g.. 
"acidified  kefir  milk",  "acidified  acidoph- 
ilus milk". 

(1>  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 


'Copies  may  be  obtained  from:  A.ssocia- 
tlon  of  Offlclal  Analytical  (Themlsts.  P,0  Box 
540.  Benjamin  FYanklln  Station,  Washington. 
DC  20(H4. 


appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less  than 
one-half  of  the  height  of  the  letters 
used  in  such  name: 

(i)  The  word  "sweetened  '  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  flavoring. 

(ii)  The  word  "ultra-pasteurized"  if 
the  food  is  made  from  ultra-pa,steurized 
dairy  ingrediente. 

i2)  The  following  terms  may  appear 
on  tlie  label : 

(i)  Tlie  word  pasteurized"  if  the  fcxxl 
is  made  from  pasteurized  dairv-  ingre- 
dient;;. 

lii)  The  word  "homogenized"  if  the 
dairv-  ingredients  used  are  homogenized. 

(f )  Label  declaration.  Each  of  the  in- 
gredients used  shall  be  declared  on  the 
label  as  required  by  the  applicable  sec- 
tions of  Part  101  of  thl^;  chapter.. 

g  131.112      Cuiturid  milk. 

<  a  I  Description.  Cultured  milk  is  the 
fo(xl  produced  by  culturing  one  or  more 
of  the  optional  dair>'  ingredients  speci- 
fied m  pai-agraph  <  b  >  of  tliis  section  with 
charactcrizmg  microbial  organisms.  One 
or  more  of  the  optional  ingredients  speci- 
fied in  paragraph  (c  '  of  this  section  may 
also  be  added.  All  ingredients  used  are 
safe  and  suitable.  Cultured  milk  contains 
not  less  than  3.25  percent  milkfat  and 
not  less  tlian  8.25  percent  mUk  solids  not 
fat  and  has  a  titratable  acidity  of  not 
less  than  0  5  percent,  expressed  as  lactic 
acid,  -Ml  dairy  ingredients  shall  be  pas- 
teurized or  ultra-pasteurized  and  may  be 
homogeni.-'ed. 

(b)  Optional  dairy  ingredient^.  Cream, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination. 

(c)  Other  optional  ingredients.  (D 
Concentrated  skim  milk,  nonfat  drv-  milk, 
or  other  milk-derived  ingredients  to  in- 
crease the  nonfat  solids  content  of  the 
food:  Provided.  Tliat  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and  the 
protein  efficiency  ratio  of  all  protein 
present,  shall  not  be  decreased  as  a  re- 
sult of  adding  such  ingredients. 

<2)  Nutritive  carbohydrate  sweeteners. 

(3)  Cliaracterizing  flavoring  ingredi- 
ents. 

(4)  Coloring  that  does  not  simulate 
the  color  of  milkfat  or  butterfat. 

(5»   Stabilizers. 

'd)  Methods  of  analysis.  Tlie  following 
referenced  methods  of  analysis  are  from 
"Official  Methods  of  Analysis  of  the  As- 
sociation of  Official  Analvtical  Chem- 
ists." 12th  ed..  1975.' 

(1)  Milkfat  content.  "Fat,  Roese- 
Gottlieb  Method — Official  Final  Action," 
section  16.055. 

( 2 )  Milk  solids  not  fat  content.  Calcu- 
lated bv  subtracting  the  milkfat  content 
from  the  total  solids  content  as  deter- 
mined by  the  method  "Total  Solid.s, 
Metliod  I — Official  Final  Action  "  section 
16.032. 

(3)  Titratable  acidity.  "Acidity— Offi- 
cial Final  Action,"  section  16.023. 

(e")  Nomenclature.  The  name  of  the 
food  Ls  "cultured  milk".  The  full  name 
of  the  food  shall  appear  on  the  principal 
display   panel   of   the   label   in   type  of 


uniform  size,  stjle.  and  color.  The  name 
of  the  food  sliall  be  accompanied  by  a 
declaration  indicating  the  presence  of 
any  characterizing  flavoring  as  specified 
m  I  101  22  of  this  chapter,  and  may  be 
acccMnpanied  by  a  declaration  such  as 
a  traditional  name  of  the  food  or  the 
generic  name  of  the  bacteria  used. 
tliereby  indicating  the  presence  of  the 
characterizing  microbial  organisms,  e.g.. 
"kefir  cultured  milk",  acidophilus 
cultured  milk". 

If)  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less 
than  one-half  of  the  height  of  the  letters 
used   In  such  name: 

'  i )  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  with- 
out the  addition  of  characterizing  flavor- 
ing. 

lii)  The  word  "ultra-pasteurized"  if 
the  food  IS  made  from  ultra-pasteurized 
dairy  ingredients. 

(2)  Tlie  following  terms  may  appear 
on  the  label: 

li)  The  word  "pasteurized  ■  if  the  food 
is  made  from  pasteurized  dair\-  ingredi- 
ents. 

(ii)  The  .word  "homogenized"  if  the 
dairv-  ingredients  used  are  homogenized. 

If  I  Label  declaration.  Each  of  the  In- 
gredients used  shall  be  declared  on  the 
label  as  required  by  tlie  applicable  sec- 
tions of  Part  101  of  this  chapter 

§  131.113      AcidifiedbulUrmilk. 

<a)  De.^cription.  Acidified  buttermilk 
is  the  food  produced  by  souring  one  or 
more  of  the  optional  dairy*  ingredients 
specified  in  paragraph  (o  of  this  sec- 
tion with  acid(s),  with  or  without  the 
addition  of  lactic-acid-producing  bac- 
teria. One  or  more  of  the  optional  in- 
gredients specified  in  paragraphs  (b' 
and  (d)  of  this  section  may  also  be 
added.  All  ingredients  used  are  safe  and 
suitable.  Acidified  buttermilk  contains 
less  than  0.5  percent  milkfat  and  not  less 
than  8.25  percent  mUk  solids  not  fat.  All 
dairy  ingredients  shall  be  pasteurized  or 
ultra-pasteurized  and  may  be  homog- 
enized. 

(b)  Vitamin  addition  ^optionalK  <1)  If 
added,  vitamin  A  shall  be  present  in  such 
quantity  that  each  quart  of  the  food  con- 
tain not  less  than  2,000  International 
Units  thereof,  within  limits  of  good 
manufacturing  practice. 

<2  1  If  added,  vitamin  D  shall  be  pres- 
ent in  such  quantity  tliat  each  quart  of 
the  food  contains  400  International 
Units  thereof,  within  limits  of  good 
manufacturing  practice. 

ic)  Optional  dairy  ingredients.  Cream, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination. 

'di  Other  optional  ingredients.  '1' 
Concentrated  skim  milk,  nonfat  drj'  milk, 
or  other  milk-derived  ingredients  to  in- 
crease the  nonfat  solids  content  of  the 
food  Provided,  Tliat  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and 
the  protein  efficiency  ratio  of  aU  protein 
present,  shaU  not  be  decreased  as  a  result 
of  adding  such  ingredients, 
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1 2'  Aroma  and  flavor-producing  bac- 
terial culture. 

(3)  Salt. 

'4>  Citric  acid.  In  a  maximum  amount 
of  0.15  percent  by  weight  of  the  milk 
used,  or  an  equivalent  amount  of  sodium 
citrate,  as  a  flavor  precursor. 

(5)  Butterfat.  in  the  form  of  flakes  or 
granules. 

(6>  Stabilizers. 

(7»  Characterizuig  flavoring  ingre- 
dients. 

<  8>  Nutritive  carbohydrate  sweeteners. 

<9)  Coloring  that  does  not  simulate  the 
color  of  milkfat  or  butterfat. 

>  10)   Carriers  for  Vitamins  A  and  D. 

ie>  Methods  of  analvsv;.  The  follow- 
ing referenced  method.^  of  analy.si.s  are 
from  "OfBcial  Methods  of  Analysis  of 
the  Association  of  Official  Analytical 
Chemicals."  12th  ed..  1975.' 

1 1 1  Milkfat  content.  "Fat.  Roe.^e-Gott- 
lieb  Method — Ofiiclal  Final  Action,"  sec- 
tion 16.055. 

i2»  Milk  solids  not  fat  content. 
Calculated  by  subtract incr  the  milkfat 
content  from  the  total  .<;olld.s  content  a.<; 
determined  by  the  method  "Total  Solids, 
Method  I— Official  Final  Action,"  section 
16.032. 

(f)  Nomenclature.  The  name  of  the 
food  Is  "acldifled  buttermOk"  The  full 
name  of  the  food  shall  appear  on  the 
principal  display  panel  of  the  label  in 
type  of  uniform  size,  style,  and  color. 
The  name  of  the  food  shall  Include  a 
declaration  of  the  presence  of  any  char- 
acterizing -flavoring,  as  six^clficd  in 
S  101.22  of  this  chapter. 

1 1 )  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  the  principal  display  panel 
or  panels  of  the  label  in  letters  not  less 
than  one-half  of  the  height  of  the  let- 
ters used  in  such  name. 

<i'  Tlie  phrase  "vitamin  A"  or  "vita- 
min A  added."  or  "vitamin  D"  or  "vita- 
min D  added,"  or  "vitamins  A  and  D 
added."  as  appropriate.  Tlie  word  "vita- 
min" may  be  abbreviated  "vlt." 

(11)  The  word  "ultra-pasteurized"  if 
the  food  is  made  from  ultra-pasteurized 
daiiT  ingredients. 

(iiii  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  flavoring. 

t2»  The  following  terms  may  appear 
on  the  label: 

*1>  The  word  "pasteurized"  if  the 
food  is  made  from  pasteurized  dairy 
Ingiedients. 

till  The  word  'homogenized'  if  the 
dairy  ingredients  used  are  homogenized. 

(gi  Label  declaration.  Each  of  the  in- 
gredients used  in  the  food  shall  be  de- 
clared on  the  label  as  required  by  the 
applicable  .sections  of  Part  101  of  this 
chapter. 

§  131.1  1  1      ("iilliircil  buU.rinilk. 

lai  Description.  Cultured  buttermilk 
is  the  food  produced  by  culturing  one  or 
more  of  the  optional  daiiT  ingredients 
specified  in  paragraph  'c  of  thLs  sec- 
tion with  lactic-acid-produclng  bacteria. 
One  or  more  of  the  optional  intiredlents 
specified  In  paragraphs  <b)   and  'd'   of 


this  section  may  also  be  added.  All  in- 
gredients used  are  safe  and  suitable. 
Cultured  buttermilk  contains  less  than 
0.5  percent  milkfat  and  not  less  than  8.25 
percent  milk  solids  not  fat.  All  dairy 
ingredients  sliall  be  pasteurized  or  ultra- 
pasteurized  and  may  be  homogenized. 

(b)  Vitamin  addition  (optional).  (1> 
If  added,  vitamin  A  shall  be  present 
in  such  quantity  that  each  quart  of  the 
food  contains  not  less  than  2,000  Inter- 
national Units  thereof  within  limits  of 
good  manufacturing  practice. 

(c>  Optional  dairy  ingredients.  Cream, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination. 

(d»  Other  optional  ingredients.  (1) 
Concentrated  skim  milk,  nonfat  dry  milk, 
or  other  milk-derived  ingredients  to  in- 
crea.se  the  nonfat  solids  content  of  the 
food:  Provided.  That  the  ratio  of  pro- 
tein to  total  nonfat  solids  of  the  food, 
and  the  protein  efficiency  ratio  of  all  pro- 
tem  pre^nt,  shall  not  be  decreased  as 
a  result  of  adding  such  ingredients. 

(2)  Aroma  and  flavor-producing  bac- 
terial culture, 

i3i    Salt, 

1 4 1  Citric  acid,  in  a  maximiun  amount 
of  0.15  percent  by  weight  of  the  milk 
u.'sed,  or  an  equivalent  amount  of  sodlimi 
citrate,  as  a  flavor  precursor. 

i5>  Butterfat,  in  the  form  of  flakes  or 
granules. 

(6)  Stabilizers. 

(7)  Characterizing  flavoring  ingredi- 
ents. 

<8)  Nutritive  carbohydrate  sweet- 
eners. 

(9)  Coloring  that  does  not  simulate 
the  color  of  milkfat  or  butterfat. 

(10)  Carriers  for  vitamins  A  and  D. 

(e)  Methods  of  analysis.  The  follow- 
ing referenced  methods  of  analysis  are 
from  "Official  Methods  of  Analysis  of 
the  Association  of  Official  Analytical 
Cl^emists,"  12t.h  ed..  1975  '. 

( 1  >  Milkfat  content.  "Fat,  Roese-Got- 
tlieb  Method— Official  Final  Action," 
section  16.055. 

(2)  Milk  solids  not  fat  content.  Cal- 
ctilated  by  subtracting  the  milkfat  con- 
tent from  the  total  solids  content  as 
determined  by  the  method  "Total  Solids, 
Method  I— Official  Final  Action,"  sec- 
tion 16.032. 

(f)  Nomenclature.  Tlie  name  of  the 
food  is  "cultured  buttermilk".  The  full 
name  of  the  food  shall  appear  on  the 
principal  display  panel  of  the  label  in 
tj^pe  of  uniform  size,  style,  and  color.  The 
name  of  the  food  shall  include  a  declara- 
tion of  the  presence  of  any  characteriz- 
ing flavoring,  as  specified  in  5  101.22  of 
this  chapter. 

(1)  The  following  terms  shall  ac- 
company the  name  of  the  food  wherever 
it  appears  on  the  principal  display  panel 
or  panels  of  the  label  in  letters  not  less 
than  one-half  of  the  height  of  the  letters 
used  in  such  name. 

li)  The  phrase  "vitamin  A"  or  "vita- 
mm  A  added,"  or  "vitamin  D"  or  "vita- 
niin  D  added,"  or  "vitamins  A  and  D 
added."  a.-^  appropriate.  The  word  "vita- 
min" mav  be  abbreviated  "vlt." 


(ii;  The  word  "ultra-pasteurized"  if 
the  food  is  made  from  ultra-pasteurized 
dairy  ingredients. 

(iii)  The  word  "sweetenedj'  if  nutri- 
tive carbohydrate  sweetener  is  added 
without  the  addition  of  characterizing 
flavoring. 

(2)  The  following  terms  may  appear 
on  the  label: 

(i)  The  word  "pasteurized"  if  the  food 
Is  made  from  pasteurized  ingredients. 

(ii)  The  word  "homogenized"  if  the 
dairy  ingredients  used  are  homogenized. 

(g)  Label  declaration  Each  of  the  in- 
gredients used  in  the  food  shall  be  de- 
clared on  the  label  as  re«iuired  by  the 
applicable  sections  of  Part  101.  of  this 
chapter. 

§  131.136      Acidified  l.mfat  n.ilk. 

(a)  Description.  .Acidified  lowfat  milk 
Is  the  food  produced  by  souring  one  or 
more  of  the  optional  dairy  ingredients 
specified  in  paragraph  fb^  of  this  section 
with  acld(s),  with  or  without  the  addi- 
tion of  microbial  organisms.  One  or  more 
of  the  optional  Ingredients  specified  in 
paragraph  (c  i  of  this  section  may  also  be 
added.  All  Ingredients  used  are  safe  and 
suitable.  Acidified  lowfat  milk  contains 
not  less  than  0  5  percent  nor  more  than 
2.0  percent  mi^  fat  and  not  le.=;s  than 
8.25  percent  milk  solids  not  fat  and  has  a 
titratable  acidity  of  not  le.ss  than  0.5 
percent,  expressed  as  lactic  acid.  All 
dairy  Ingredients  shall  be  pasturized  or 
ultra -pasturized  and  may  be  homogen- 
ized. 

(b>  Optional  dairy  ingredients.  Cream. 
milk,  partially  skimmed  milk,  or  skim 
mUk.  used  alone  or  in  combination. 

(c)  Other  cyptional  ingredients.  <  1  > 
Concentrated  skim  milk,  nonfat  dry  milk, 
or  other  milk-derived  ingredients  to  in- 
crease the  nonfat  solids  content  of  the 
food:  Provided,  That  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and 
protein  efficiency  ration  of  all  protein 
present,  shall  not  be  decreased  as  a  result 
of  adding  such  ingredients. 

(2)  Nutritive  carbohydrate  sweeteners. 

(3)  Characterizing  flavoring  ingredi- 
ents. 

(4)  Coloring  that  does  not  simulate  the 
color  of  milkfat  or  butterfat. 

(5)  Stabilizers. 

(d)  Methods  of  analysis.  The  following 
referenced  methods  of  analysis  are  from 
"Official  Methods  of  Analysis  of  the  As- 
sociation of  Official  Analytical  Chemists." 
12th  ed..  1975'. 

(D  Milkfat  content.  "Fat,  Roese- 
Gottlieb  Method — Official  Final  Action," 
section  16.055. 

(2»  Milk  solidi,  not  fat  content.  Calcu- 
lated by  subtracting  the  milkfat  content 
from  the  total  solids  content  as  deter- 
mined by  the  method  "Total  Solids.  Me- 
thod I — Official  Final  Action,"  section 
16.032. 


1  Copies  may  be  obtained  from:  AssocU^tion 
of  Official  Analytical  Chemists.  PlO.  Box  540. 
Benjamin  Prankim  Station,  Wa.shlngton,  DC 
20044. 
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•  31  Titratable  acidity.  "Acidity — Offi- 
cial Final  Action,"  section  16.023. 

fe)  Nomenclature.  The  name  of  the 
food  Is  "acidified  lowfat  milk".  The  full 
name  of  the  food  shall  appear  on  the 
principal  di.'^play  panel  of  the  label  in 
type  of  uniform  size,  style,  and  color.  The 
name  of  the  food  shall  be  accompanied 
by  a  declaration  indicating  the  presence 
of  any  characterizing  flavoring  as  speci- 
fied in  ?  101.22  of  this  chapter,  and  may 
be  accompanied  by  a  declaration  such 
as  a  traditional  name  of  the  food  or  the 
generic  name  of  the  bacteria  u.sed.  there- 
by indicating  the  presence  of  character- 
izLng  microbial  organisms  when  used.  e.g.. 
"acidified  kefir  lowfat  milk",  "acidified 
acidophilus  lowfat  niilk." 

( 1 1  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  tlie  principal  display  panel  or 
panels  of  the  label  Li  letters  not  less  than 
one-half  of  the  height  of  the  letters  used 
in  such  name: 

li'  The  phi-a.'^e  " perceiit  milk- 
fat", the  blank  to  be  filled  in  with  the 
fraction  ^2  or  multiple  thereof  closest  to 
tlie  actual  fat  content  of  tlie  food. 

'Ill  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  Ls  added  without 
the  addition  of  characterizing  flavoring. 

iiii»  The  word  "ultra-pasteurized"  if 
the  food  is  made  from  ultra -pasteurized 
dairy  ingredients. 

(2 )  Tlie  following  terms  may  appear  on 
tlie  label: 

u)  The  word  "pasteurized"  if  the  food 
Is  made  from  i>asteurized  dairy  ingredi- 
ents. 

<ii)  The  word  "homogenized"  if  the 
dairy  ingredients  used  are  homogenized. 

if)  Label  declaration.  Each  of  the  in- 
gredients used  shall  be  declared  on  the 
label  as  required  by  the  applicable  sec- 
tions of  Part  101  of  this  chapter. 

§  131.138      Cullurnl  hmfat  milk. 

fa)  Description.  Cultured  lowfat  milk 
Is  the  food  produced  by  culturing  one  or 
more  of  the  optional  dairy  ingredients 
specified  in  paragraph  (b>  of  this  section 
with  characterizing  microbial  organisms. 
One  or  more  of  the  optional  ingredients 
specified  in  paragraph  <ci  of  this  section 
may  also  be  added.  All  ingredients  used 
are  safe  and  suit.able.  Cultured  lowfat 
milk  contains  not  le.-s  than  0.5  percent 
nor  more  than  2  percent  milkfat  and  not 
less  tlian  8.25  percent  milk  solids  not  fat 
and  has  a  titratable  acidity  of  not  less 
than  0.5  i^ercent,  expressed  as  lactic  acid. 
All  dairy  ingredients  shall  be  pasteurized 
or  ultra-pasteurized  and  may  be  homo- 
genized. 

(b)  Optional  dairy  ingredierits.  Cream, 
milk,  partially  skimmed  milk,  or  slim 
milk,  used  alone  or  In  combination. 

(c)  Other  optional  iiigredients.  (1> 
Concentrated  skim  milk,  nonfat  dry  milk, 
or  other  milk-derived  ingredients  to  in- 
crease the  nonfat  solids  content  of  the 
food:  Provided,  That  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and  the 
protein  efficiency  ratio  of  all  protein  pres- 
ent, shall  not  be  decrea.sed  as  a  result 
of  adding  such  ingredients. 


(2)  Nutritive  carbohydrate  sweeteners, 

(3)  Characterizing  flavoring  ingredi- 
ents. 

(4^  Coloring  that  does  not  simulate  the 
color  of  milkfat  or  butterfat. 

(5'  Stabilizers. 

id)  Methods  of  analysis.  The  following 
referenced  methods  of  analysis  are  from 
■Official  Metliods  of  Analysis  of  the  As- 
sociation of  Official  .'Analytical  Cliemists," 
12th  ed..  1975.' 

(1)  Milkfat  content.  "Fat.  Roese- 
Gottlieb  Metliod — Official  Final  Action," 
section  16055. 

(2)  Milk  solids  not  fat  content.  Cal- 
culated by  subtracting  the  milkfat  con- 
tent from  the  total  solids  content  as 
determined  by  the  method  "Total  Solids, 
Methcxl  I— Official  Final  Action."  .section 
16,032, 

(3)  Titratable  acidity.  "Acidity — Of- 
ficial Final  Action,"  section  16. 023. 

(e)  Nomenclature.  The  name  of  the 
food  is  "cultured  lowfat  milk".  The  full 
name  of  the  food  shall  appea:-  on  the 
principal  display  panel  of  the  label  In 
tjTie  of  uniform  size,  style,  and  color. 
The  name  of  the  food  shall  be  accom- 
panied by  a  declaration  indicating  the 
presence  of  any  characterizing  flavoring: 
as  specified  in  §  101,22  of  this  chapter 
and  may  be  accompanied  by  a  declara- 
tion such  as  a  traditional  name  of  the 
food  or  the  generic  name  of  the  bacteria 
used,  thereby  indicating  the  presence  of 
the  characterizing  microbial  organisms, 
e.g..  "kefir  cultured  lowfat  milk",  "acido- 
philus cultured  lowfat  milk," 

O)  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less 
than  one-half  of  the  height  of  the  letters 
used  in  such  name : 

(i)  The  phrase  " percent  milk- 
fat". the  blank  to  be  filled  in  with  the 
fraction  '  2  or  multiple  thereof  closest  to 
the  actual  fat  content  of  the  food. 

<ii>  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  fiavoring, 

fiii>  The  word  "ultra-pasteurized"  If 
the  food  is  made  from  ultra-pasteurized 
dairy  ingredients. 

(2)  The  following  terms  may  appear  on 
the  label: 

'i)  Tlie  word  •pasteurized"  if  the  food 
is  made  from  pasteurized  dair>-  in- 
gredients. 

tii>  Tlie  word  "homogenized"  if  the 
dairy  ingredients  used  are  homogenized. 

<f)  Label  declaration.  Each  of  the  in- 
gredients used  shall  be  declared  on  the 
label  as  required  by  the  applicable  sec- 
tiorj;  of  Part  101  of  this  chapter, 

§  131.170     F.ggnojr. 

•  a)  Description.  Eggnog  is  the  food 
containing  one  or  more  of  the  optional 
dairy  ingredients  specified  in  paragraph 
lb),  one  or  more  of  the  optional  egg 
yolk-containing:  ingredients  specified  in 
paragraph  (c)  of  this  section,  and  nutri- 
tive cajbohydrate  sweetener.  One  or 
more  of  the  optional  ingredients  speci- 
fied in  paragraph  id>  of  this  section  may 


also  be  added,  .iMl  ingredients  used  are 
safe  and  suitable.  Eggnog  contains  not 
less  than  6  percent  milkfat  and  not  less 
than  9  percent  milk  soUds  not  fat.  The 
egg  yolk  solids  content  Is  not  less  than 
1  percent  by  weight  of  the  finL«hed  food. 
The  food  shall  be  pasteurized  or  ultra- 
pasteurized  and  may  be  homogenized, 

<b)  Optional  dairy  ingredients.  Cream, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination 

<c)  Egg  yolk -containing  ingredient.^. 
Liquid  egg  yolk,  frozen  egg  yolk,  dried 
egg  yolk,  liquid  whole  eggs,  frozen  whole 
eggs,  dried  whole  eggs,  or  any  one  or 
more  of  the  foregoing  ingredients  with 
liquid  egg  wliite  or  frozen  egg  white, 

(d)  Other  optional  ingredients.  >  1 ' 
Concentrated  skim  nulk,  ,nonfat  dry- 
milk,  or  other  milk-derived  Ingredients 
to  increase  the  nonfat  solids  content  of 
the  food:  Provided.  That  the  ratio  of 
protein  to  total  nonfat  solids  of  the 
food,  and  the  protein  efficiency  ratio  of 
all  protein  present,  shall  not  be  de- 
creased as  a  result  of  adding  such  in- 
gredients. 

1 2)  Salt 

<3»  Characterizing  flavoring  incredi- 
enta. 

1 4'  Coloring  that  does  not  Impart  a 
color  simulating  that  of  egg  yolk,  milk- 
fat or  butterfat. 

1 5)  Stabilizers. 

(e>  Methods  of  analysis.  The  follow- 
ing referenced  methods  of  analysis  are 
from  "Official  Methods  of  Analysis  of 
the  Association  of  Official  Analytical 
Chemists."  12th  ed..  1975.' 

iD  Milkfat  content.  "Pat  Roese- 
Gottlieb  Method— Official  Final  Action.  " 
section  16.055. 

1 2)  Milk  solids  not  fat  content.  Calcu- 
lated by  subtracting  the  milkfat  content 
from  the  total  solids  content  as  deter- 
mined by  the  method  "Total  Solids. 
Method  I — Official  Final  Action."  .section 
16,032. 

(f)  Nomenclature.  Tlie  n,anie  of  the 
food  is  "eggnog".  The  name  of  the  food 
shall  be  accompanied  by  a  declaration 
indicating  the  presence  of  any  charac- 
terizing fiavoring  as  specified  in  I  101.22 
of  this  chapter.  If  the  food  is  loltra- 
pasteurized.  the  phrase  "ultra-pasteur- 
ized" shall  accompany  the  name  of  the 
food  wherever  it  appears  on  the  label  in 
letters  not  less  than  one-half  of  the 
height  of  the  letters  used  in  the  name. 
The  following  terms  may  accompany 
the  name  of  tlie  food  on  the  label : 

1 1>  Tlie  word  "pasteurized"  if  the  food 
has  been  pasteurized. 

<2)  Tlie  word  "homogenized"  if  the 
food  has  bee'n  homogenized. 

ig)  Label  declaration.  Each  of  the  in- 
gredients used  in  the  food  shall  be  de- 
clared on  the  label  as  required  by  the 
applicable  sections  of  Part  101  of  this 
chapter. 

§  131.200      Yogurt. 

'a)  Dercription.  Yc?iirt  is  the  food 
produced  by  culturing  one  or  more  of 
the  optional  dairy  ingredients  specified 
in  paragraph  ib>  of  this  section  with  a 
characterizing  bacterial  culture  "that 
contains  the  lactic-acid-producing  bac- 
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teria.  Lactobacillus  bulgaricus  and  Strep- 
tococcus thermophilus.  One  or  more  of 
the  optional  Ingredients  specified  in 
paragraph  (c)  of  this  section  may  also 
be  added.  All  ingredients  used  are  safe 
and  suitable.  Yogurt  contains  not  less 
than  3.25  percent  milkfat  and  not  le-ss 
than  8.25  percent  milk  solids  not  fat,  and 
has  a  titratable  acidity  of  not  less  than 
0.5  percent,  expressed  as  lactic  acid.  All 
dairy  ingredients  used  shall  be  pasteur- 
ized or  ultra-pasteurized  and  may  be 
homogenized.  To  extend  the  shelf  life 
of  the  food,  yogurt  may  be  heat-treated, 
after  cultiu-ing  is  completed,  to  destroy 
viable  microorganisms. 

I  b  I  Optional  dairy  ingredients.  Cream. 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  in  combination. 

ici  Other  optional  ingredients.  <1> 
Concentrated  skim  milk,  nonfat  dry 
milk,  or  other  milk-dertved  ingredients 
to  Increase  the  nonfat  solids  content  of 
the  food:  Provided.  Tliat  the  ratio  of 
protein  to  total  nonfat  solids  of  the  food. 
and  the  protein  efBcieiK-y  ratio  of  all 
protein  present,  shall  not  be  decreased 
as  a  result  of  adding  such  Ingredients. 

1 2  >  Nutritive  carbohydrate  sweeten- 
ers. 

'3'  Characterizing  flavoring  ingredi- 
ents. 

'  4 1  Coloring. 

(5»  Stabilizers. 

(d)  Methods  of  analysis.  The  following 
referenced  methods  of  anal.'.'sLs  are  from 
■•Official  Methods  of  Analysis  of  the  As- 
sociation of  Official  Analytical  Chem- 
ists." 12th  ed.,  1975.' 

il>  Milkfat  content.  'Fat,  Roese- 
Gottlieb  Method— Official  Final  Action." 
section  16.055. 

1 2)  Milk  solids  not  fat  content.  Cal- 
culated by  subtracting  the  milkfat  con- 
tent from  the  total  solids  content  as  de- 
termined by  the  method  Total  Solids. 
Method  I— Official  Final  Action."  section 
16.032. 

(3i  Titratable  acidity.  "Acidity — Offi- 
cial Pinal  Action."  section  16.023. 

lei  Nomenclature.  Tlie  name  of  the 
food  is  'yogurt".  The  name  of  the  food 
shall  be  accompanied  by  a  declaration 
indicating  the  presence  of  any  charac- 
terizing flavoring  as  specified  in  5  101.22 
of  this  chapter. 

(1)  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less  than 
one-half  of  the  height  of  the  letters  used 
in  such  name: 

n>  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  flavoring. 

lii'  The  parenthetical  phrase  "i  heat- 
treated  after  culturingi '  shall  follow  the 
nanie  of  the  food  if  the  dairy  ingredients 
have  been  heat-treated  after  culturing. 

I  ill'  The  word  'ultra-pasteurized"  if 
the  food  is  made  from  ultra-pasteurized 
dair>'  ingredients. 

i2i  The  following  terms  may  appear 
on  the  label: 

(ii  The  word  "pasteurized"  if  the  food 
is  made  from  pasteurized  dairy  ingre- 
dients. 


nil  The  word  "homogenized"  if  the 
dairy  ingredients  used  are  homogenized. 

if  I  Label  declaration.  Each  of  the  In- 
gredients used  in  the  food  shall  be  de- 
clared on  the  label  as  required  by  appli- 
cable sections  of  Part  101  of  this  chapter. 

§  I. 1 1. 20,3      LoHfal  Togurt. 

<ai  Description.  Lowfat  yogurt  Is  the 
food  produced  by  culturing  one  or  more 
of  the  optional  dairy  ingredients  speci- 
fied in  paragraph  ib)  of  this  section  with 
a  characterizing  bacterial  culture  that 
contains  the  lactlc-acid-producing  bac- 
teria. Lactobacillus  bulgaricus  and 
Strcivtococcus  thermophilu^.  One  or 
more  of  the  optional  Ingredients  speci- 
fied in  paragraph  (c)  of  this  section  may 
also  be  added.  All  ingredients  used  are 
safe  and  suitable.  Lowfat  yogurt  con- 
tains not  less  than  0.5  percent  nor  more 
tlian  2  percent  milkfat  and  not  less  than 
8.25  ijercent  mOk  solids  not  fat.  and  has 
a  titratable  acidity  of  not  less  than  0.5 
percent,  expressed  as  lactic  acid.  All 
daii-y  ingredients  used  shall  be  pasteur- 
ized or  ultra-pasteiu-lzed  and  may  be 
hor.iogenlzed.  To  extend  the  shelf  life  of 
the  food,  lowfat  yogurt  may  be  heat- 
treated,  after  culturing  Is  completed,  to 
destroy  viable  microorganisms. 

<b)  Optional  daify  ingredients.  Cream, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  In  combination. 

(c)  Other  optional  ingredients.  (1) 
Concentrated  skim  milk,  nonfat  dry 
nulk,  or  other  milk-derived  ingredients 
to  increase  the  nonfat  solids  content  of 
the  food:  Provided,  That  the  ratio  of 
protein  to  total  nonfat  solids  of  the  fooct, 
and  the  protein  efficiency  ratio  of  all 
protein  present,  shall  not  be  decreased 
as  a  result  of  adding  such  ingredients. 

<  2)  Nutritive  carbohydrate  sweeteners. 

i3i  Characterizing  flavoring  ingre- 
dients. 

(4 1  Coloring. 

t5>  Stabilizers. 

(d»  Methods  of  analysis.  The  following 
referenced  methods  of  analysis  are  from 
•  Official  Methods  of  Analysis  of  the  As- 
sociation of  Official  Analytical  Chem- 
ists." 12th  ed..  1975.' 

'  1 1  Milkfat  content.  "Pat.  Roese- 
Gottlieb  Method— Official  Final  Action," 
section  16.055. 

12)  Milk  solids  not  fat  content.  Calcu- 
lated by  subtracting  the  milkfat  content 
from  the  total  solids  content  as  deter- 
mined by  the  method  "Total  Solids. 
Method  I— Official  Final  Action,"  section 
16.032. 

(3i  Titratable  acidity.  "Acidity— Offi- 
cial Final  Action."  section  16.023. 

ie>  Nomenclature.  The  name  of  the 
food  is  "lowfat  yogurt'.  The  full  name  of 
the  food  shall  appear  on  the  principal 
display  panel  of  the  label  in  type  of  uni- 
form size,  style,  and  color.  The  name  of 
the  food  shall  be  accompanied  by  a 
declaration  indicating  the  presence  of 
any  characterizing  flavoring  as  specified 
in  5  101.22  of  this  chapter. 

( 1 )  The  following  terms  shall  accom- 
pany the  name  of  the  food  wherever  it 
appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less  than 


one-half  of  the  height  of  the  letters  used 
in  such  name: 

(i)  The  phrase  " percent  milk- 
fat", the  blank  to  be  filled  in  with  the 
fraction  '2  or  multiple  thereof  closest  to 
the  actual  fat  content  of  tlie  food. 

<ii)  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  flavoring. 

(ill)  The  parenthetical  phrase  "(heat- 
treated  after  culturing)  "  shall  follow  the 
name  of  the  food  if  the  dairy  ingredients 
have  been  heat-treated  after  culturing. 

(iv)  The  word  "ultra-pasteurized"  if 
the  food  is  made  from  ultra -pasteurized 
dairy  ingredients. 

(2)  The  following  terms  may  appear 
on  the  label : 

(I)  The  word  "pasteurized"  If  the  food 
Is  made  from  pasteurized  dairy  ingredi- 
ents. 

(II)  The  word  "homogenized"  if  the 
dairy  Ingredients  used  are  homogenized. 

(f)  Label  declaration.  Each  of  the  in- 
gredients used  In  the  food  .shall  be  de- 
clared on  the  label  as  required  by  appli- 
cable sections  of  Part  101  of  this  chapter. 

§131.206      Nonfat  vopiirl. 

(a)  Description.  Nonfat  yogurt  Is  the 
food  prodiioeKl  by  culturing  one  or  more 
of  the  optional  dairy  ingredients  speci- 
fied in  paragraph  (b)  of  this  section  with 
a  characterizing  bacterial  culture  which 
contains  the  lactic-acid-producing  bac- 
teria. Lactobacilltws  bulgaricus  and  Strep- 
tococcus thermophilus.  One  or  more  of 
the  optional  ingredients  specified  in 
paragraph  (c)  of  this  section  may  also 
be  added.  All  Ingredients  used  are  safe 
and  suitable.  Nonfat  yogurt  contains  less 
than  0.5  percent  milkfat  and  not  less 
than  8.25  percent  milk  sohds  not  fat, 
and  has  a  titratable  acidity  of  not  less 
than  0.5  percent,  expressed  as  lactic  acid. 
All  dairy  Ingredients  used  shall  be  pas- 
teurized or  ultra-pasteurized  and  may  be 
homogenized.  To  extend  sheif  life  of  the 
food,  nonfat  yogurt  may  be  heat-treated. 
after  culturing  is  completed,  to  destroy 
viable  microorganisms. 

(b)  Optional  dairy  ingredients.  Ci-eam, 
milk,  partially  skimmed  milk,  or  skim 
milk,  used  alone  or  In  combination. 

(c)  Other  optional  ingredients.  <1> 
Concentrated  skim  milk,  nonfat  dry  milk. 
or  other  milk-derived  ijigredients  to  in- 
crease the  nonfat  solids  content  of  tlie 
food:  Provided.  That  the  ratio  of  protein 
to  total  nonfat  solids  of  the  food,  and  the 
protein  efficiency  ratio  of  all  protein 
present,  shall  not  be  decreased  as  a  result 
of  adding  such  Ingredients. 

(2>  Nutritive  carbohydrate  sweeteners. 
(3t    Characterizing  flavoring  ingredi- 
ents. 

(41  Coloring. 
(5)  Stabilizers. 

(d)  Methods  of  analysis.  The  follow- 
ing referenced  methods  of  analysis  are 
from  "Official  Methods  of  Analysis  of  the 
Association  of  Official  Analytical  Chem- 
ists," 12th  ed.,  1975.' 

(1)  Milkfat  content.  "Pat.  Roese-<jott- 
lleb  Method — Official  Final  Action,"  sec- 
tion 16.055. 
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i2'  Mtlk  solidy  not  fat  content  Calcu- 
lated by  subtracting  the  milkfat  content 
from  the  total  solids  content  as  deter- 
mined by  the  method  "Total  Solids, 
Method  I — Official  Final  Action."  section 
16032, 

<3'  Titratable  acidity.  'Acidity—Offi- 
cial Final  Action,  section  16.023. 

ie>  Nomenclature.  The  name  of  the 
food  is  "nonfat  yogurt".  The  full  name  of 
the  food  shall  appear  on  the  principal 
display  panel  of  the  label  in  tyi^e  of  uni- 
form size,  style,  and  color.  The  name  of 
the  food  shall  be  accompanied  by  a  dec- 
laration indicating  the  presence  of  any 
characterizing  flavoring  as  specified  in 
5  101.22  of  this  chapter. 

(1>  The  following  terms  .'^hall  accom- 
pany the  name  of  the  food  wherever  It 
appears  on  the  principal  display  panel  or 
panels  of  the  label  in  letters  not  less  than 
one-half  of  the  height  of  the  letters  used 
in  such  name: 

"ii  The  word  "sweetened"  if  nutritive 
carbohydrate  sweetener  is  added  without 
the  addition  of  characterizing  flavoring. 

<iit  The  parenthetical  phrase  "<  heat- 
treated  after  culturing'"  shall  follow  the 
name  of  the  food  if  the  dair>'  ingredients 
liave  been  heat-treated  after  culttu-ing. 

(ill)  The  word  "ultra-pasteurized  '  if 
the  food  is  made  from  ultra-pasteurized 
dairy  ingredients. 

(2)  The  following  terms  may  appear 
on  the  label : 

(ii  The  word  "pasteurized"  if  the  food 
Is  made  from  pasteurized  dairy  ingredi- 
ents. 

(ii)  The  word  "homogenized"  if  the 
dairy  ingredients  used  are  homogenized. 

(f )  Label  declaration.  Each  of  the  in- 
gredients used  in  the  food  shall  be  de- 
clared on  the  label  as  required  by  ap- 
plicable sections  of  Part  101  of  this 
chapter. 

Interested  persons  may.  on  or  before 
September  8.  1977,  submit  to  the  Hearing 
Clerk  (HFC-20  ' .  Food  and  Drug  Admin- 
istration. Rni.  4-6.5.  5600  Fishers  Lane. 
Rockville,  MD  20857.  written  comments 
regarding  thi';  propo'al  Four  copies  of 
all  comments  shall  be  submitted,  except 
that  individuaL«  may  submit  single  copies 
of  coniment";.  and  siiall  be  identified  with 
the  Hearing  Clerk  docket  number  found 
in  brackets  in  the  heading  of  this  docu- 
ment. Received  comments  may  be  seen 
in  the  above  office  kietween  the  hours  of 
9  a.m.  and  4  p.m..  Monday  through 
Friday. 

Note  — The  Food  aiid  Dru^-  Admlni^iraiion 
has  determined  that  this  dcicumeiit  does  not 
contain  a  major  propasal  requiring  prepara- 
tion of  an  econon-iic  impact  .statemer.t  under 
Executive  Order  11821  and  OMB  Circular 
A-107.  A  copy  of  the  inflation  impact  a.sses.s- 
ment  is  on  file  with  the  Hearing  Clerk,  Pood 
and  Drug  Admlni>;tration. 

(Incorporation  by  reference  provlEli.ii«  ap- 
proved by  the  IJlrector  of  the  Office  of  the 
Federal  Register  on  March  11,  1976,  Material 
incorporated  Is  on  file  In  the  Ptdfral  Rfcis- 
TFR  library  ) 

Dated:  June  1.  1977 

Howard  R.  Roberts, 

Acting  Director. 
Bureau  of  Foods. 
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[  21  CFR  Parts  182  and  184  ] 
[Docket  No.  77K-O0361 

POTASSIUM    IODIDE   AND   POTASSIUV 
AND  CALCIUM   lODATES 

Proposed  Affirmation  of  GRAS  Status  as 
Direct  Human  Food  Ingredients  With 
Specific  Limitations 

AGENCY:.  Food  and  Dru.  Admini.-tra- 
tlon. 

ACTION:  Proposed  rule. 

SUMMARY :  This  is  a  proposal  to  affirm 
as  generally  recognized  as  safe  iGRAS' 
potassium  iodide  and  potassium  and  cal- 
cium iodates  as  direct 'human  food  in- 
gredients (With  specific  limitations  ■ .  Tiie 
safety  of  these  ingredients  has  been  eval- 
ulated  piu^uant  to  the  comprehensive 
safety  review  being  conducted  by  tlie 
Agency.  The  proposal  would  list  tiie  in- 
gredients as  direct  foo>:'.  substances  af- 
firmed as  GRAS. 

DATE:  Comments  by  August  9.  1977. 

ADDRESS:  Written  comments  to  the 
Hearing  Clerk  i  HFC-20  > .  Food  and  Drug 
Administration.  Rm.  4-65.  560i'  Fi.sher^ 
Lane,  Rockville.  Md.  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Corbin  I  Miles.  Bureau  ol  Foods 
(HFF-335*.  Food  and  Drug  Adminis- 
tration, Department  of  Health.  Educa- 
tion, and  Welfare.  200  C  St.  SW . 
Washington.  D.C.  20204  >  202-472- 
4750). 

SUPPLEMENTARY  INFORMATION: 
The  Food  and  Dinig  Admiiiistratlon  is 
conducting  a  comprehensive  .safety  re- 
view of  direct  and  indirect  human  food 
ingredients  classified  as  generally  i-ecog- 
nlzed  as  safe  <GRASi  or  subject  to  a 
prior  sanction.  The  CommLssioner  of 
Food  and  Di-ups  has  issued  several  no- 
tices and  proposed  regulations,  published 
in  the  Federal  Register  of  July  26.  1973 
<  38  FR  20040 1 ,  initiating  this  review. 
Pursuant  to  this  review,  the  safety  of  po- 
tassium iodide,  potassium  iodate.  and 
calcium  iodat.e  has  been  evaluated  In 
accordance  with  the  provisions  of  5  170  - 
35  ifoiTnerly  §  121.40.  prior  to  recodifi- 
cation pubhshed  in  the  Federal  Register 
of  March  15.  1977  i42  FR  14302'  '.  the 
Commissioner  i3roposes  to  affirm  the 
GRAS  status  of  these  ingredients  with 
specific  limitations, 

Potassiimi  iodide  Ls  a  naturally  occur- 
ring chemical  and  is  found  in  sea  water 
aiid  salt  deposits.  It  is  also  prepared  by 
reacting  hydriodic  acid  with  jwtassium 
bicarbonate  Potassium  iodide  i.-~  listed 
in  §182,5634  -formerly  J121101'dM5i 
prior  to  recodification  published  in  tlie 
Federal  Register  of  March  15,  1977  '42 
FR  14302  > .  as  GRAS  for  use  in  food  as  a 
nutrient  and  or  dietar>'  supplement, 
pursuant  to  regulations  published  m  the 
Federal  Register  of  November  20  1959 
'24  FR  93681,  and  subsequently  recodi- 
fied, Potassiimi  iodide  is  also  listed  m 
§  172.375  (formerly  §  121  1073,  prior  to 
recodification  published  In  the  Federal 
Register  of  March  15,  1977  '42  FR 
14302)  I ,  for  use  in  special  dietar>  foods 


as   an   iodine   supplement,   pui-suant    to 
regulations    published    in    the    Federal 
Register  of  August  2.  1973  '  38  FR  20725  ' . 
Although  potassium  and  calcium  lo- 
riat.es  are  not  on  the  GRAS  list,  they  ai-e 
list«i   in    5  136.110(ct  a4>  <i>     <fonnerly 
S  n.lOiC  <  14M1' .  prior  to  recodification 
published    in   the   Federal   Register    ol 
March  15,  1P77  (42  FR  14302i  '.  as  op- 
tional ingredients  in  the  manuiactufe  of 
bread,  pursuant  to  regulations  publislied 
:n  the  Federal  Register  of  May  15.  1952 
■17  FR  4453)   and  July  21.  1960  <25  FR 
6924 1    a  id    subsequently    recodified.    In 
the  Federal   Register   of   Febniary   12. 
1976    "41    FR    6242 ».    the   standards    ol 
identity   for   bakery   products   were   re- 
vised One  of  the  significant  changes  w;<.« 
a  relaxation  in  the  recipe  reqmremenis 
for  bread.  This  change  permits  the  use 
of   any   "safe   and   suitable"   ingredient 
that  does  not  alter  the  basic  identity  of 
the  food  or  adversely  affect  its  physical 
or  nutritional  characteristics   Moreover 
J  170.6(c)   (formerly  §  121.11  (c.  prior  to 
recodification  published  in  the  Federal 
Register    of    March    15,    1977    '42    FR 
14302    ).  Indicates  that  substances  which 
are   not   fcxxl   additives  and   liave  beer, 
considered  in  the  past  by  the  Food  and 
Drug  Administration  to  be  safe,  must  be 
reexamined  in  the  light  of  current  sci- 
entific  information   and  current  safety 
evaluation  principles.  Consequently,  the 
".^afe  and  suitable"  requirement  of  tlie 
standards  of  identity  for  bakery  prod- 
ucts,  and    '170  6(c).   bring   the  use   of 
potassium   and   calcium   iodate.--    within 
the  purview  of  this  safety  review. 

.A  representative  cross-section  cf  food 
m.anufacturers  was  sur\'eyed  to  deter- 
mine the  specific  foods  in  which  certain 
Iodine  salts  were  used  and  the  levels 
of  usage  Information  from  surveys  of 
consumer  consumption  were  obtained 
and  combined  with  the  manufacturing 
information  to  obtain  an  estimate  ol 
consumer  exposure  to  these  salts  Potas- 
sium iodide  was  first  added  to  foods  in 
the  United  States  in  1927  In  1970,  po- 
tassium iodide  used  in  foods  was  reported 
to  be  about  61.700  iwunds.  a  25.000  pound 
decrease  from  the  amount  used  in  1960 
No  consumer  exposure  or  manufacturing 
data  were  reported  for  calcium  and  po- 
tassium iodates. 

Iodine  and  iodine  salts  have  b'^^en  the 
subject  of  a  search  of  the  scientific  liter- 
ature from  1920  to  the  present  The 
parameters  used  in  the  search  were 
chosen  to  discover  any  articles  that  con- 
sidered: (1»  chemical  toxicity,  '2i  occu- 
pational hazards.  <3)  metabolism.  '4 
reaction  products.  (5»  degradation  prod- 
ucts. I  6 '  any  reported  carcinogenicity, 
teratogenicity  or  mutagenicity.  <  7 1  dose 
respon."-e.  '8'  reproductive  effects.  (9' 
histology,  '10'  embr>oloj<y,  (ID  behav- 
ioral effects.  '12'  detection,  and  (13) 
i':o>  es.'^mg  A  total  of  4:4  abstracts  was 
:eviewed  and  46  particlularly  pertinent 
reports  from  the  literature  survey  have 
been  summarized  in  the  scientific  litera- 
ture review, 

T!:e  scientific  literature  review  shows. 
,iinong  other  studies,  the  following  infor- 
mation as  summarized  in  the  report  oi 
the   Select   Committee   on    GRAS    Sub- 
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stances  (hereinafter  referred  to  as  the 
Select  Committee)  selected  by  the  Life 
Sciences  Research  Office  of  the  Federa- 
tion of  American  Societies  for  Experi- 
mental Biology: 

Acute  toxicity  data  for  potassium  and  so- 
dium Iodides  and  lodates  la  mice  are  sum- 
marized In  the  table  below.  These  studies 
were  prompted  by  a  proposal  that  potassium 
lodato  or  sodium  lodate  may  be  used  in  table 
salt  In  place  of  potassium  Iodide  as  a  prophy- 
lactic agent  for  endemic  goiter. 

Acute  toxicity  of  certain  iodides  and 
iodates  in  mice 


Com- 
pound 


Kl 

KI 

Kt 

KIOi 

KTOi 

KlOi 

KIOi 

Nal 

Nal 

Nal 

NalC 

NaIO» 


Route 


LD"mg/kf 


I  p ni7±30. 

Oral     20(i8±I40. 

do     I'j82±y0  (fasted). 

'do     . lS62±100(£aiit«d)i 

"i  p'  13fi±5. 

Oral.'...- n77±61. 

do  815±29  (fttsled). 

do     531±21(tasted). 

IP  _  1690±85. 

IV'""II >1500. 

Oral   1650±9a 

I.p  n9±5. 

I  V  108±4. 


Webster  et  al.  found  the  oral  acute  LD„ 

of  potassium  lodat«  for  the  fasted  guinea  pig 
to  be  less  than  400  mg  per  kg,  and  the  oral 
minimum  lethal  dose  of  the  same  salt  for  the 
dog  to  be  between  200  and  250  mg  per  kg. 
The  daU  reported  by  Webster  et  al.  con- 
sist of  extensive  comparative  evaluations  of 
acute  single  doses  to  female  white  Swiss  mice 
(NIH  strain)  fast«d  for  17  to  20  hours  and 
housed  on  screen  bottom  cages  or  on  saw- 
dust. The  dose  (70-3500  mg  per  kg)  waa 
based  on  the  fa-sted  body  weight.  Various  ex- 
perimental conditions  modified  the  LDj, 
values.  However,  the  relatively  greater  acute 
toxicity  of  the  lodate  salts  as  compared  to 
the  Iodide  salts  at  the  doses  given  waa 
clearly  evident. 

Fatty  changes  In  the  cells  of  several  viscera 
were  observed  within  24  hours  after  adminis- 
tration of  either  iodide  or  lodate  salts.  The 
lodates  produced  hemoglobinuria,  and  on  his- 
tological examination,  casts  and  hemosiderin 
deposits  were  found  in  kldnay  sections.  After 
oral  doses  of  140  to  500  mg  per  kg  In  mice, 
the  gastric  contents  had  a  higher  pH  and 
extensive  but  rapidly  reparable  degenerative 
changes  In  the  parietal  cells  of  the  stomach. 

Webster  et  al.  determined  the  subacute 
toxic  dose  of  potassliun  and  .sodium  lodates 
In  mice  and  guinea  pigs  and  found  no  gross 
lesions  or  abnormalities,  but  microscopic 
examination  showed  hemosiderin  deposits  in 
the  renal  convoluted  tubules  in  nearly  all 
mice  receiving  0.5  percent  potassium  lodate 
In  their  drinking  water  for  16  weeks.  Signifi- 
cantly lower  hematocrit  and  hemoglobin 
levels  were  found  In  mice  receiving  0  75  per- 
cent pota.ssium  lodate  in  their  drinking 
water.  Fed  mice  had  a  better  tolerance  than 
fasted  mice  for  small  doaes  (277-540  mg  per 
kg  per  day) ,  administered  for  several  months 
and  only  minimal  toxli^  effe<ts  were  observed 
after  a  single  dose  (1,120  m^'  per  kg)  of  potas- 
sium lodate.  a  dose  approximating  the  LD,,. 
On  a  regimen  of  0  5-0  25  percent  In  drinking 
water  over  a  4- week  period  (an  intake  that 
exceeded  the  estimated  single  dose  IJi.^  for 
this  species),  guinea  pigs  exhibited  no  post- 
mortem gross  abnormalities  or  significant 
histological  changes  During  a  5-day  period. 
maximal  intake  of  485  mg  per  kg  per  dav  v.-a8 
attained  by  animals  drinkint?  wat^r  con- 
tAlalng  (J  5   percent  pota.seium   lodate 

Webster  et  aJ  deternalned  the  minUnum 
lethal  dose,  the  maximum  allowable  doee,  and 


the  acute  and  subacute  toxic  effects  of  potas- 
sium lodate  In  dogs.  Three  groups  of  fasted 
mongrel  dogs  were  given  potassium  lodate 
in  gelatin  capsules  In  single  doses.  None  of 
four  died  at  100  mg  per  kg,  one  of  three  dogs 
died  at  200  mg  per  kg,  and  all  three  died 
at  250  mg  per  kg  so  that  the  minimum  lethal 
doiie  was  estimated  to  be  between  200  and 
250  mg  per  kg.  Patty  changes  In  viscera,  and 
necrotic  lesions  In  the  liver,  kidney  and 
mucosa  of  the  gastrointestinal  tract  were 
sometimes  present.  The  only  non -reversible 
effect  was  retinal  changes,  noted  In  one  dog 
given  200  mg  per  kg  but  not  established  as 
an  Iodine  effect.  In  the  subacute  studies,  four 
dogs  (3  females  and  1  male),  weighing  8  to 
16  kg  were  given  lodate,  usually  added  to 
milk  or  given  by  capsule  at  levels  of  6  to  100 
mg  per  kg  for  68  (o  92  days.  When  appetite 
or  body  weight  declined,  treatment  was  sus- 
pended untU  recovery  occurred.  Occasional 
emesls.  slight  anorexia,  and  llstlessness  were 
observed,  but  normal  appetite  and  weight 
returned  upon  stispenslon  of  the  treatment 
during  the  experiment.  The  maximum  toler- 
able dosage  level  for  dogs  over  periods  of 
3-7  weeks  was  less  than  60  mg  per  kg  per 
day  Periodic  checks  of  the  urine  were  made 
for  lodate.  Iodine,  and  hemoglobin.  Numerous 
blood  examinations  were  performed,  and  at 
the  end  of  the  experiment,  biochemical  de- 
terminations on  the  urine  as  well  as  grosa 
and  microscopic  studies  of  many  organs  and 
tissues  were  made.  Pathological  changes  at 
the  50-100  mg  per  kg  level  were  confined 
largely  to  deposits  of  demoslderln  In  the 
spleem,  liver,  and  kidneys  and  mild  to 
moderate  Inflammation  of  the  mucosa  of  the 
gastrointestinal  tract. 

Based  on  these  several  studies,  these  in- 
vestigators concluded  that  the  toxicity  of 
potassium  lodate  for  man  would  be  reduced 
or  that  repeated  small  doses  would  be  better 
tolerated  when  the  lodate  salt  was  mixed 
with  food  at  dosages  several  orders  of  magni- 
tude below  those  used  In  their  Investigations. 
Excess  dietary  iodine  has  been  shown  to 
produce  adverse  effects  In  some  animals. 
Female  rats  fed  500  to  2,500  ppm  (estimated 
to  be  300  to  1,500  mg  per  kg  per  day)  of 
potassium  Iodide  In  their  diet  from  zero  to 
approximately  35  days  prepartum  failed  to 
lactate  sufficiently  to  feed  their  offspring. 
No  other  abnormalities  of  reproduction  were 
observed  but  Increasing  mortality  of  young 
after  birth  occurred  with  Increasing  levels 
and  approached  100  percent  at  2,500  ppm  of 
Iodide  in  the  diet.  High  mortality  of  new- 
born rabbltfi  has  been  reported  from  females 
fed  250  to  1,000  ppm  (estimated  to  be  75 
to  300  mg  per  kg  per  day)  of  potassium  or 
sodium  Iodide  for  2  to  5  days,  but  hamsters 
and  swine  were  essentially  unaffected.  These 
effects  of  high  iodine  Intake  are  presumed 
to  be  hormonally  related. 

Single  doses  of  100  mg.  or  500  mg  of  ™I- 
labeled  sodium  Iodide  fed  dally  to  White 
Leghorn  hens  on  a  basal  diet  containing 
negligible  Iodine,  caused  an  increase  in  the 
Iodine  content  of  eggs  from  "extremely  low" 
to  as  much  as  7  mg  per  egg  after  the  500  mg 
per  day  dose  for  8  days.  At  this  time  (8  days) 
hens  had  ceased  egg  production;  ova  con- 
tinued to  develop  although  many  ova  were 
regressing.  It  was  suggested  that  when  a 
threshold  amount  of  Iodine  reaches  an  ovum, 
development  ceases  and  regression  takes 
place.  This  threshold  was  not  reached  with 
the  100  mg  per  day  dosage  level. 

Perdomo  et  al.  fed  mature  leghorn  hens 
(weight  of  hens  and  feed  consumption  not 
indicated)  potassium  Iodide  In  their  diet  at 
dosage  levels  of  312  to  5,000  ppm.  No  influ- 
ence on  egg  fertility  was  observed  but  early 
embryonic  death  and  delayed  or  reduced 
hatching  occurred.  Arrlngton  et  al.  con- 
ducted a  similar  experiment  with  pullets. 
When  the  pullets  ceased  to  lay  It  was  noted 


that,  although  mature  ova  were  present,  ovu- 
lation did  not  occur. 

Blanco  et  al.  otserved  that  acute  iodide 
Intoxication  in  man  Is  rare.  The  signs  of  an- 
gioneurotic edema,  fever,  arthralgia,  lymph- 
adenopathy,  eoslnophilla,  and  occasional 
mtiltlple  petechlae  of  the  skin  and  mucous 
membranes  are  suggestive  of  subacute  or 
chronic  Iodide  poisoning  but  can  be  easily 
confused  with  clinical  manifestations  of 
other  disorders.  Chronic  lodism  may  be  char- 
acterized by  gingivitis.  lncrea.sed  salivation 
with  a  metallic  taste,  eye  irritation,  and 
puffy  eyelids.  The  salivary  glands  may  en- 
large and  the  throat  may  becojne  Inflamed. 
Diarrhea,  fever,  and  headache  may  accom- 
pany chronic  iodlsm  in  persons  taking  mul- 
tivitamin preparations  with  iodides,  or  pa- 
tients taking  Iodides  for  asthma  and  em- 
physema. Myxedema  and  enlarged  thyroid 
glands  have  been  reported  in  susceptible  pa- 
tients who  have  had  long  histories  of  high 
Iodine  Intake,  but  since  these  are  relatively 
common  results  of  untreated  endemic  goit- 
er, the  role  of  iodine  in  these  disease  states 
is  not  clear. 

Potassium  lodate  has  been  used  as  a  source 
of  Iodine  to  prevent  goiter  In  a  number  of 
countries.  In  1955.  potassium  lodate,  at  a 
level  of  about  2  ppm,  was  Introduced  into 
breEUl  flour  used  In  Tasmania.  In  a  60  kg 
man  consuming  200  g  of  bread  per  day,  this 
would  be  equivalent  to  0.007  mg  per  kg  per 
day  of  potassium  lodate.  The  addition  of 
potassium  lodate  to  the  bread  proved  effec- 
tive in  overcoming  goiter.  However,  evi- 
dence was  found  in  the  same  area  of  a  con- 
current Increase  In  the  Incidence  of  thyro- 
toxicosis, mostly  In  women  40  to  80  years 
of  age  who  had  preexisting  goiter. 

SUberberg  et  al.  reported  that  the  Intra- 
peritoneal injection  of  0.1  ml  of  a  2.5  per- 
cent aqueous  solution  equivalent  to  2  5  mg 
of  potassium  iodide,  stimulated  skeletal  tis- 
sue development  In  growing  mice.  The  effects 
resembled,  to  a  lesser  degree,  those  caused 
by  administration  of  anterior  hypophyseal 
hormone  or   thyroxine. 

In  a  study  by  Taylor  and  Barrett,  a  com- 
bination of  thlouracU  and  potassium  Iodide 
depressed  growth  of  young  rats,  but  thloura- 
cU alone  or  potassium  iodide  alone,  the 
latter  usually  present  in  the  diet  at  a  level 
of  0.0498  percent,  did  not  depress  growth. 
Ssmergisra  was  postulated  as  an  explana- 
tion, although  the  mechanism  was  unclear 
In  studying  the  stimulating  effect  of  potas- 
sium iodide  on  thyroid,  parathyroid,  and 
adrenal  glands  as  measured  by  the  mitotic 
activities  of  those  tissues.  Blumenthal  fed 
guinea  pigs  diets  with  or  without  iodine 
as  potassium  iodide,  at  different  age  levels 
from  two  weeks  of  age  to  four  months. 
One  group  received  potassium  Iodide  in  dally 
doses  of  0.01  or  0.05  g  for  five  to  fifty  days. 
At  autopsy,  the  three  glands  were  removed 
an  cytologlcal  determinations  of  mito'ic 
activity  were  made.  Younger  animals,  up  to 
six  weeks  of  age,  showed  an  increased 
mitotic  activity  In  the  thyroid  and  parathy- 
roid; older  animals  showed  no  efTect  There 
was  evidence  of  a  slight  Increase  in  mitotic 
activity  In  the  adrenal  cortex  during  a  part 
of  the  potassium  iodide  treatment.  These  ex- 
periments were  repeated  by  Gray  and  Loeb 
and  Margolin  with  essentially  the  same  re- 
sults. Danowskl  and  Greenman  .studied  the 
effects  of  moderate  and  m..isslve  doses  of 
potassium  Iodide  on  the  protein -bound 
iodine  In  the  blood  of  hospital  patients. 
Moderate  doses  of  potassium  Iodide  ( 0.2  ml 
of  a  saturated  solution  equivalent  to  about 
255  mg  dally),  produced  no  significant 
changes  In  serum  Iodine  Doses  of  3  to  9 
g  of  potassium  iodide  given  daily  for  from 
one  to  four  month.s  greatly  increased  the 
total  serum  iodine  levels.  No  evidence  of 
hyperthyroidism   or   toxic   reaction   was   ob- 
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served  despite  tin  massive  doses  of  potassium 
Iodide. 

Over  a  ten-year  period,  1,207  patients  with 
asthma  were  admlnlftered  potassium  Iodide 
(3  6-4.8  g  per  day)  for  4  days  followed  by  a 
3-day  rest  Interval.  The  treatment  periods 
were  from  3  weeks  to  6  months.  Another  814 
patients  were  observed  over  several  years.  Im- 
mediate side  effects  were  swelling  of  salivary 
glands,  coryza,  and  acne.  Long  term  effects 
were  mainly  stomach  upsets  and  myxedema. 
The  Incidence  of  the  latter  varied  from  0.2 
percent  In  patients  on  a  therapeutic  dose  of 
6  to  7  g  per  day  to  2.9  percent  In  patients  en 
a  dose  of  18  to  36  g  of  potflssium  iodide  per 
day. 

Small  to  moderate  doses  of  iodide  result  in 
an  increase  in  the  Incorporation  of  iodine  in 
the  thyroid.  Increasing  dosage  levels  over 
time  reach  a  critical  point  in  relation  to  In- 
trathyroidal  inorganic  Iodide  concentration 
and  produce  a  decline  in  organic  lodlnatlon 
until  large  doses  (40  mg  or  more)  produce  in- 
hibition of  thyroid  hormone  synthesis.  How- 
ever, on  chronic  administration,  hypothyroi- 
dism does  not  normally  develop,  suggesting 
an  adaptation  to  excess  Iodine;  furthermore, 
excess  Iodide  produces  goiter  in  less  than  4 
percent  of  patients  treated  for  pulmonary 
disease. 

.\  determination  of  the  smallest  do.se  of 
potassium  Iodide  that  completely  Inhibited 
thyroid  uptake  of  iodine  in  humans  was 
made  by  Koutras  and  Llvadas.  Doses  of  potas- 
sium iodide  ranging  from  5  to  80  mg  with  ten 
microcuries  of  lodlde-131  were  given  orally  to 
60  volunteers.  Ten  additional  persons  served 
as  controls  and  received  only  ten  microcuries 
of  iodlde-131.  The  minimal  dose  affecting 
thyroidal  iodide  uptake  was  found  to  be  40 
mg  of  potassium  iodide.  Strisower  et  al.  ob- 
served no  consistent  changes  in  serum  lipo- 
proteins or  cholesterol  concentrations  in  hu- 
man patients  given  single  daily  doses  of  either 
30  g  of  tyrosine  or  30  mg  of  potas.sium  iodide 
over  a  period  of  several  months. 

Small  et  al,  proved  that  the  small  intestine 
Is  the  principal  site  of  Iodine  absorption  In 
rats  and  humarus.  In  rat  studies,  a  solution 
of  potas-sium  iodide  was  gastrlcaliy  or  duode- 
nally  Intubated  in  separte  groups  of  animals. 
Comparisons  were  made  of  the  degree  of 
absorption  from  the  stomach  (15  percent) 
and  the  duodenum  (49  percent).  In  human 
subject.?,  a  saliva  t«st  was  applied  to  patients 
given  p>otassium  icxiide  orally  or  by  duodenal 
administration.  A  positive  iodine  saliva  test 
appeared  within  six  to  t^n  minutes  after  oral 
Ingestion,  and  only  two  to  four  minutes  after 
duodenal  Intubation  of  pota.s.sium  iodide. 

In  another  investigation.  Harrison  et  al. 
studied  fish,  the  chief  dietary  source  of  Io- 
dine In  Great  Britain  FLsh  were  Injected  with 
(i»'I)  Iodide  and  after  48  hours  were  fed  to 
patients  who  completely  absorbed  the  iodide 
from  the  fish.  Boiling  'the  fish  reduced  the 
available  iodine  by  50  to  80  percent,  while 
grilling  or  frying  reduced  the  available  iodine 
by  10  to  40  percent  Working  with  patients 
having  normal  tyroid  function  and  others 
with  abnormalities,  they  found  that  a  fixed 
dietary  level  of  iodine  led  to  a  fecal  iodine 
excretion  that  varied  with  thyroid  activity, 
while  urinary  excretion  of  iodine  was  es- 
sentially normal  In  thyrotoxic  and  hypothy- 
roid patients  btit  low  In  non-toxic  goiter 
patients  Certain  derivatives  of  thiourea  and 
thiouracll,  which  are  used  in  the  treatment 
of  hyperthyroidism.  Impair  the  utilization  of 
Iodine.  The  many  factors  which  Interfere 
with  Iodine  uptake  have  been  reviewed. 

A  number  of  studies  have  shown  that  lo- 
dat.es  are  readily  converted  to  Iodides  during 
food  processing  or  in  the  gastrointestinal 
tract  after  ingestion  and  are  absorbed  di- 
rectly through  the  Intestinal  wall 

In  Investigating  the  effect  of  environmen- 
tal    conditions,     particularly     temperature, 


upon  the  excretion  of  Iodine  from  the  human 
body,  Spector  et  al.  placed  five  young  men, 
lor  eight  hovirs  a  day,  five  days  a  week  for 
eight  weeks,  in  a  room  that  was  alternately 
comfort  ible  for  a  week  and  "liot  moi^t"  for  a 
week.  Tlie  food  consumed  was  measured,  and 
the  feces,  urine,  and  sweat  were  collected  and 
analyzed  for  Iodine.  Two  mg  of  potassium 
Iodide  were  admlnLstered  orally  dally  for  pe- 
riods up  to  14  days.  About  75  percent  of  the 
total  Iodine  less  from  the  body  was  by  uri- 
nary excretion.  Increased  iodine  intake  in- 
creased urinary  output  of  Iodine  Fecal  io- 
dine excretion  increased  under  "hot  moist" 
conditions  witii  Increased  Intake  but  not 
\inder  comfortable  conditions. 

Chronic  Iodine  deficiency  in  the  h.^mster 
results  in  goiter  formation  and  an  increased 
frequency  of  thyroid  cancer.  Slchuk  et  al.,  ad- 
m.inLstered  80  ppm  potassium  iodide  in  drink- 
ing water  to  118  male  and  113  female  Syrian 
golden  hamsters  for  32  months  and  found 
that  potassium  Iodide  supplementation  pre- 
vented goitrogenesis  but  did  not  affect  fre- 
quency of  thjTold  cancers.  Adenoma  and 
papillary  cancer  winh  meta.stases  were  ob- 
served in  control  animals  and  those  receiving 
potassium  iodide  supplementation;  however, 
these  investigators  concluded  that  potassium 
iodide  supplementation  had  no  significant 
effect  on  frequency  of  cancer  or  other  tumors 
of  the  thyroid. 

The  incidence  of  papillary  carcinoma  of 
the  thyroid  Is  more  prevalent  In  Japan  and 
Iceland  than  in  the  United  States.  In  both 
Japan  and  Iceland,  high  dietary  iodine  In- 
takes occur  because  of  large  consumption  of 
either  fish  or  seaweed.  However,  Stanbury  In 
noting  this  association  concluded  that 
whether  this  is  a  cause  and  effect  rela- 
tionship is  highly  speculative.  Sub.sequent 
reviews  on  the  prevalence  of  papillary  car- 
cinoma in  the  United  States  have  related 
radiation  exposure  to  this  disease  rather 
than  excessive  Iodine  Intake. 

As  part  of  a  study  of  effects  of  metals  on 
chick  embryotoxiclty  and  teratogenicity, 
Rldgeway  etal.  injected  an  aqueous  solution 
of  potassitim  Iodide  onto  the  chorioallantoic 
membrane  or  into  the  yolk  sac  of  4  and  8  day 
old  White  Leghorn  embryos.  While  no  muta- 
genetic  activity  was  observed,  there  was 
some  embryotoxiclty  at  the  LD.  value  of  8 
mg  pota.ssium  iodide  per  egg. 

A  number  of  studies  with  several  animal 
species  have  shown  that  iodine  and  lodlne- 
contalning  compounds  are  transferred  across 
the  placenta  and  may  concentrate  in  either 
maternal  or  fetal  plasma  and  thyroid  tissues. 
There  is  circumstantial  evidence  that  pla- 
cental transfer  occurs  in  man,  however, 
whether  It  Is  bound  to  protein  or  passes  as  a 
free  Ion  is  not  known. 

It  Is  recognized  that  iodine  deficient 
mothers  may  give  birth  to  Infants  with  mild 
to  severe  hyp>erthyroidlsm.  Green  et  al.  pre- 
sented one  case  of  fetal  hypothyroidism  re- 
sulting from  Iodine  therapy  of  the  mother 
for  diffuse  toxic  goiter  (Graves  disease). 
They  also  referred  to  several  case  reports  of 
hypothyroidism  In  infants  iKim  to  mothers 
receiving  therapeutic  iodine  treatments. 
They  concluded  that  iodine  therapy,  spe- 
cifically administration  of  radiolodine  dur- 
ing pregnancy,   was  clearly  contralndlcated. 

The  Select  Committee  Is  not  aware  of  any 
pvibllshed  studies  on  the  effects  of  dietary 
iodine  per  se  on  thyroid  metabolism  or  Io- 
dine balance  in  normal  pregnant  females. 

All  of  the  available  safety  information 
on  iodine  and  certain  Iodine  salts  has 
been  carefully'  evaluated  by  qualified 
scientists  of  the  Select  Committee.  It  la 
the  opinion  of  the  Select  Committw 
that; 


Iodine  occiu^  widely  and  Is  present  In 
most  human  foods.  While  the  quantity  ot 
Iodine  In  specific  foods  Is  highly  variable, 
the  average  diet  usually  contains  sufficient 
Iodine  to  supply  man's  requirement  for  thla 
essential  element.  In  addition  to  the  iodine 
In  foods,  iodine-containing  compounds  are 
in^e.sted  in  the  form  of  dietary  supplements, 
food  processing  adjuncts,  food  colors,  s&nl- 
liy.ing  agents,  and  pharmaceuticals.  While 
no  comprehensive  consumption  data  are 
available  for  any  iodine  compound  except 
potassium  iodide,  there  Is  evidence  that  the 
total  quantity  of  iodine  consumed  daily  by 
individuals  has  increased  In  the  past  sev- 
eral years. 

Potassium  Iodide,  potassium  lodate.  and 
calcium  iodate  are  only  three  of  the  many 
uxline-coiitainlng  compounds  to  which  man 
is  exposed.  In  addition,  many  lodine-con- 
lalntng  substances  including  iodates  are 
convened  to  Iodides  In  food  processing  or 
after  consumption.  Therefore,  the  Select 
Committee  has  limited  its  evaluations  In 
this  report  to  potassium  iodide,  potassium 
iodate,  and  calcium  lodate.  This  is  in  effect, 
evaluating  the  health  aspects  of  adding 
iodide  Ion  to  certain  foods. 

Available  biological  Information  shows 
that  Ingested  potassium  Iodide  and  other 
iodides  are  readily  absorbed  and  utilized  to 
the  extent  required  for  nutritional  need?,  the  , 
excess  being  excreted  primarily  in  the  urine 
There  is  no  evidence  in  the  studies  on  ex- 
perimental animals  and  man  available  to 
the  Committee  that  Indicates  acute  or 
chronic  toxic  effects,  including  mvitagenic, 
teratogenic,  and  carcinogenic  effects,  result- 
ing from  the  consumption  of  potassium  io- 
dide by  euthyroid  Individuals  In  amounts 
that  are  several  orders  of  magnitude  greater 
than  tiiose  now  being  consumed  in  tlie  dally 
diet. 

It  is  the  conclusion  of  the  Select  Com- 
mitt.ee  that  there  is  no  evidence  In  the 
available  information  on  potassium  Io- 
dide, potassium  iodate.  or  calcium  iodate 
that  demonstrates,  or  suggests  reason- 
able grounds  to  suspect,  a  hazard  to  the 
pubic  when  they  are  used  at  levels  that 
are  now  current  and  in  the  manner  now- 
practiced,  or  those  which  might  reason- 
ably be  expected  In  the  future  under  ex- 
isting limitations.  Based  upon  Ms  own 
evaluation  of  the  available  information 
on  potassium  iodide,  potassium  iodate, 
and  calcium  i(xlate,  the  Commissioner 
concurs  with  this  conclusion.  Therefore, 
the  Commissioner  concludes  that  no 
change  in  the  current  GRAS  status  of 
potassium  iodide  is  justified,  and  pro- 
poses that  it  be  affinned  as  GRAS  with 
specific  limitations.  The  limitations  re- 
strict the  use  of  this  compound  to  table 
salt  as  a  source  of  dietary  iodine  at  a 
level  of  0.01  percent  based  on  the  weight 
of  the  table  salt.  On  the  other  hand,  the 
uses  of  potassium  iodide  in  other  food? 
are  regiilated  by  §  172.375  f.nd  are  not 
affected  by  this  GRAS  affirmative  ac- 
tion. (Cuprous  i(xlide  is  used  for  the 
-same  purpose  as  potassium  Iodide,  and 
will  be  evaluated  when  the  Select  Com- 
mittee evaluates  copper  salts  listed  as 
GRAS.> 

On  December  16,  1974  (39  FR  40966) . 
the  Select  Committee  held  a  public  hear- 
ing on  the  safety  of  iodine  and  iodine 
salts  as  food  ingredients.  An  oral  presen- 
tation was  made  by  a  representative  of 
the   Salt  Institute.   The   representative 
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argued  that  the  Select  Committee's  con- 
clusion should  not  limit  the  use  of  potas- 
sium and  calcium  lodates  to  dough  con- 
ditioners, and  that  potassium  lodate 
could  be  safely  used  in  small  quantities 
for  table  salt.  Nonetheless,  the  Select 
Committee  concluded,  and  tlie  Commis- 
sioner concurs,  that  existing  limitations 
should  apply  to  the  use  of  potassium  and 
calcium  iodates.  Therefore,  the  Commis- 
sioner concludes  that  potassium  and  cal- 
cium lodates  may  be  affirmed  as  GRAS 
with  specific  limitations,  as  safe  and  suit- 
able ingredients  of  bread  products.  Their 
use  is  governed  by  §  136.110(c)  '14)  (i)  as 
optional  Ingredients  in  bread  products 
at  levels  not  to  exceed  0.0075  percent 
based  on  the  weight  of  the  flour  used. 

Copies  of  the  scientific  Uterature  re- 
view on  iodine  and  Iodine  salts,  a  report 
of  mutagenic  tests  on  potassium  iodide, 
and  the  report  of  the  Select  Committee 
are  available  for  review  at  the  office  of 
the  Hearing  Clerk.  Rm.  4-65,  Food  and 
Drug  AdminLstratlon.  5600  Fishers  Lane, 
Rockville,  MD  20857.  and  may  be  pur- 
chased from  the  National  Technical  In- 
formation Service.  5285  Port  Royal  Road, 
Springfield.  VA  22151,  as  follows: 


Title 


Order  No. 


Cost 


Iodine  fui.l  Iodine  salts  (sclen-     rB-223-M9/AS         «.  75 

tlflc  literature  review). 
Potassium  Iodide  (mutagenic     PB-245-502/A3  3.  75 

tests). 
Potassium  loillde,  potassium     PB-2.',4  J33,'A3  4.00 

lodate  and  calcium  lodate 

(select  committee  report). 


This  proposed  action  does  not  affect 
the  present  use  of  potas.slum  Iodide,  po- 
tassium iodate,  and  calcium  lodate  for 
pet  food  or  animal  feed. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  isecs.  201  is>.  409, 
701 *a),  52  Stat.  1055,  72  Stat.  1784-1788 
as  amended  (21  U.S.C.  321(s),  343.  371 
(a)  ))  and  under  authority  delegated  to 
him  (21  CFR5.1),  the  Commi.-^sioner  pro- 
poses that  Parts  182  and  184  be  amended 
as  follows ; 

PART  182— SUBSTANCES  GENERALLY 
RECOGNIZED  AS  SAFE 

§  1«2.S<).31       I  Deleted  1 

1.  By  deleting  I  182.5634  Potassium 
iodide. 


PART    184— DIRECT   FOOD   SUBSTANCES 
AFFIRMED  AS  GENERALLY  RECOGNIZED 
AS    SAFE 
2.  By  adding  new  §5  184.1206,  184.1634, 

and  184.1635  to  read  as  follows: 

§181.1206       Calcium  iodato. 

(a>  Calcium  iodate  fCadO.),.  H,0 
CAS  Reg.  No.  007789-80-21.  aLso  referred 
to  as  lautarite.  does  not  occur  naturally 
but  can  be  prepared  by  passing  clilorlne 
Into  a  hot  solution  of  lime  (CaCO''  In 
which  iodine  has  been  dissolved. 

(b)  The  ingredient  meets  the  .specifi- 
cations of  the  Food  Chemicals  Code.x,  2d 
Ed.  (1972).' 


'Copies  may  be  obtained  from:  National 
Academy  of  Sciences.  2101  Constlt'.itlou  .Wo. 
NW  ,  Washington,  D.C  20037. 


(c)  The  ingredient  Is  used  as  a  dough 
strengthener  as  defined  in  §  170.3 (o)  (6) 
of  this  chapter. 

(d)  The  ingredient  Is  used  in  the  man- 
ufacture of  bread  In  an  amount  not  to 
exceed  0.0075  percent  based  on  the 
weight  of  tlie  flour. 

§184.1634      Polajis'iuni  iodide. 

(a)  Potassium  iodide  (KI.  CAS  Reg. 
Na.  007681-11-0)  is  the  potassium  salt  of 
hydriodic  acid.  It  occurs  naturally  in  sea 
water  and  in  salt  deposits,  but  can  be 
prepared  by  reacting  hj-driodic  acid  (HI) 
with  potassium  bicarbonate  (KIHCO:) . 

(b)  The  ingredient  meets  the  specifi- 
cations of  the  Food  Chemicals  Codex,  2d 
Ed.  (1972).' 

(c)  The  ingredient  Is  used  as  a  nu- 
trient supplement  as  defined  In  §  170.3 
(o)  (20)    of  this  chapter. 

(d)  The  ingredient  is  used  In  table 
salt  as  a  source  of  dietary  iodine  at  a 
maximum  level  of  0.01  percent. 

§181.163.}      Potassium  iodate. 

(a)  Potassium  lodate  (KIO.,,  CAS  Reg. 
No.  007758-05-6)  does  not  occur  nat- 
urally but  can  be  prepared  by  reacting 
iodine  with  potassium  hydroxide. 

(b)  The  ingredient  meets  the  specifi- 
cations of  the  Food  Chemicals  Codex,  2d 
Ed.  (1972).' 

(c)  The  ingredient  is  used  as  a  dough 
strengthener  as  defined  In  5  170.3(0)  (6) 
of  this  chapter. 

(d)  The  ingredient  is  used  In  the  man- 
ufacture of  bread  Ln  an  amount  not  to 
exceed  0.0075  percent  based  on  the 
weight  of  the  flour. 

The  Commissioner  hereby  gives  notice 
that  he  is  unaware  of  any  prior  sanction 
for  the  use  of  these  ingredients  in  food 
under  conditions  different  from  those 
proposed  herein.  Any  person  who  intends 
to  assert  or  rely  on  such  a  sanction  shall 
submit  proof  of  its  existence  In  response 
to  tl:iis  proposal.  The  regulation  proposed 
above  will  constitute  a  determination 
that  excluded  uses  would  result  in  adul- 
t '^ration  of  the  food  in  violation  of  sec- 
tion 402  of  the  act.  and  the  failure  of  any 
person  to  come  forward  with  proof  of 
such  an  applicable  prior  sanction  in  re- 
sponse to  this  proposal  constitutes  a 
waiver  of  the  right  to  assert  or  rely  on 
such  sanction  at  any  later  time.  This 
notice  also  constitutes  a  proposal  to  es- 
tablish a  regulation  under  Part  181  (21 
CFR  Part  181)  incorporating  the  same 
provisions,  Ln  the  event  that  such  a  regu- 
lation is  determined  to  be  approrplate  as 
a  result  of  submission  of  proof  of  such  an 
applicable  prior  sanction  in  response  to 
this  proposal. 

Interested  persons  may,  on  or  before 
August  9,  1977.  file  with  the  Hearing 
Clerk,  Food  and  Drug  Administration, 
Rm.  4-65,  5600  Fishers  Lane,  Rockville. 
MD  20857,  written  comments  (preferably 
in  quadruplicate)  regarding  this  pro- 
posal. Received  conmients  may  be  seen 
in  the  above  ofBce  during  working  hours. 
Monday  through  Friday. 

Note. — The  Food  and  Drug  Administration 
has  determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 


tion of  an  InSatlon  impact  statement  under 
Executive  Order  11821  and  OMB  Circular 
A-107. 

Dated:  June  3,  1977. 

William  F.  Rakdolph, 
Acting  Associate  Commissioner 
for  Compliance. 

[FR  Doc.77-16229  Filed  6  9-77;8:45  am] 


[  21  CFR  Parts  510  and  558  ] 

[Docket  No.  77N-0157] 

PENICILLIN-STREPTOMYCIN 
COMBINATIONS  IN  ANIMAL  FEEDS 

Proposed  Rule  Making 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACmON :  Proposed  rule. 

SUMMARY:  This  Is  a  proposal  to  amend 
the  new  animal  drug  regulations  to  de- 
lete the  provisions  which  provide  for  the 
use  of  penicillin-streptomycin  combina- 
tions In  animal  feeds.  There  is  lack  of 
substantial  evidence  that  these  products 
are  effective  as  fixed  combinations.  A 
notice  of  opportunity  for  hearing  on  the 
proposed  withdrawal  of  approval  of  these 
combinations  is  published  elsewhere  m 
this  issue  of  the  Federal  Register. 

DATE:  Comments  by  July  11. 1977. 

ADDRESS:  Written  comments  to  the 
Hearing  Clerk  'HFC-20i ,  Food  and  Drug 
Administration.  Rm  4-65.  56O0  Fishers 
Lane,  Rockville,  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Donald  Gable,  Office  of  the  .Associate 
Director     for     Scientific     Evaluation 
(HFV-100),  F(X)d  and  Drug  Adminis- 
tration, Department  of  Health.  Edu- 
cation,    and    Welfare.     5600    Fishers 
Lane.  Rockville,  MD  20357   ^  301-443- 
4313). 
SUPPLEMENTARY       INFORMATION: 
Elsewhere  in  this  Issue  of  the  Federal 
Register,  the  Director  of  the  Bureau  of 
Veterinary    Medicine.    Food    and    Drug 
Administration.  Is  Issuing  a  notice  of  op- 
portunity for  hearing  on  a  proposal  to 
withdraw  approval  of  new  animal  drug 
applications    (NADA's)     for    penicillin- 
streptomycin  premixes  including  NAD.A.'s 
46-667.  46-981,  and  46-726,   and  DESI 
0037  NV  on  the  grounds  that  new  infor- 
mation, evaluated  togetlier  with  the  evi- 
dence  available   at   the   time   of    their 
approval,  shows  there  is  a  lack  of  sub- 
stantial evidence  that  the  drug  products 
are  effective  for  use  as  fixed  combina- 
tions  under  the   conditions   prescribed, 
recommended,  or  suggested  in  the  label- 
ing. 

Consistent  with  this  action,  the  Direc- 
tor is  hereby  proposing  to  amend  the 
regulations  by  deleting  the  provisions 
which  provide  for  the  use  of  such  drugs. 
Therefore,  imder  the  Federal  Food, 
Drug,  and  Cosmetic  Act  isecs.  507,  512, 
59  Stat.  463  as  amended.  82  Stat.  343- 
351  (21  U.S.C.  357,  360b))  and  under 
authority  delegated  t-o  the  Commissioner 
(21  CFR  5.1)  and  rcdelcgated  to  the  Di- 
rector (21  CFR  5.84),  It  is  proposed  that 
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Parts  510  and  558  of  Chapter  I  of  Title 
21  of  the  Code  of  Ftxleral  Regulations 
be  amended  as  follows; 

PART  51(D — NEW  ANIMAL  DRUGS 

§  310.515       [.\niendeilj 

1.  In  Part  510.  §  510.515  Animul  feeds 
bearing  or  containing  new  animal  drugs 
subject  to  the  provisiOTis  of  section  512 
(n)  of  the  act  is  amended: 

(a)  By  deleting  from  the  introductory 
text  the  phrase  "streptomycin  In  com- 
bination with  penicillin,". 

(b'  By  deleting  from  paragraph  (b> 
(7>(i)  the  phrase,  'or  not  less  than  90 
grams  nor  more  than  180  grams  of  peni- 
cillin and  streptomycin  in  a  combination 
containing  16.7  percent  penicillin." 

(c)  By  revoking  paragraph  (b)  (7)  (1) 
(c). 

(d)  By  revoking  from  the  table  in 
paragraph  (ci  items  5.  6,  7,  and  mark- 
ing each  "Reserved." 


PART  558 — NEW  ANIMAL  DRUGS  FOR 
USE  IN  ANIMAL  FEEDS 

§  558.15      [.4jnended] 

2.  In  Part  558.  ?  558.15  Antibiotic, 
nitrofuran.  and  '^uUonamiie  drugs  in 
the  feed  of  animals  is  amended: 

I  a)  By  deleting  from  the  table  In 
paragraph  '  g '  '  1 '  the  entr>-  under  Pfizer, 
Inc.,  for  the  drug  premix  "PeniclUm  and 
streptomycin." 

(b)  By  deleting  from  the  table  in  para- 
graph igi'l)  the  entry  under  Merck 
Sharp  &  Dohme  Research  Labs,  for  the 
drug  premix  "Procaine  penicillin  and 
streptomycin  sulfate." 

(c)  By  deleting  from  the  table  in  par- 
agraph ig)i2)  all  entries  under  Merck 
Sharp  &  Dohme  Research  Labs,  and 
Pfizer.  Inc..  for  the  procaine  penicillin/ 
streptomycin  combination. 

(d,i  By  deleting  from  tiie  table  in  para- 
graph (gii2i  the  entry  imder  Merck 
Sharp  &  Etohme  Researcli  Labs  for  pro- 
caine penicUl  in/ streptomycin,' arsamlic 
acid  combination. 

(e>  By  deleting  from  the  table  in  para- 
graph (g)i2)  the  two  entries  under 
Pfizer,  Inc.,  for  penicillin-streptomycin 
combinations. 

§  ,j.>8..5.5       [  \mendt-d] 

3.  Section  558.55  Amvrolium  is 
amended  by  deleting  from  the  table  in 
para.graphs  I'e) '2)  (i),  (ii),and  'iv)  the 
entries  for  the  penicillin  plus  strepto- 
mycin combinations. 

§  558..58      [Anicnd.d] 

4.  Section  558,58  Amprolium  and 
ethopabate  is  amended  by  deletmg  from 
the  table  In  paragraph  (e)(1)  (111)  the 
entry  for  tlie  penicillin  plus  streptomycin 
combination. 

§  558.274       [Ani.nd.-dl 

5.  Section  558.274  Hygromycin  B  is 
amended  by  deleting  from  the  table  In 
paragraph  <eMiiil)  the  entry  for  the 
pencillin  plus  streptomycin  combination. 

§558.t60       [^m^mledl 

6.  Section  558  460  Penicillin  is 
amended  by  deleting  In  the  table  in  para- 


graph (f)(1)  Items  (i).  (11),  (vl),  (vil). 
(ix),  <x),  and  ixi)  and  marking  each 
item  "Reserved." 

Interested  persons  may.  on  or  before 
July  11.  1977.  submit  to  the  Hearing 
Clerk  (HFC-20),  Food  and  Drug  Ad- 
ministration. Rm.  4-65,  5600  Fishers 
Lane,  Rockville,  MD  20857.  written 
comments  regarding  tliis  proposal.  Four 
copies  of  all  comments  shall  be  sub- 
mitted, except  that  individuals  may  sub- 
mit single  copies  of  comments,  and  shall 
be  identified  with  the  Hearing  Clerk 
docket  number  foimd  in  brackets  in 
the  heading  of  this  document.  Comments 
pertaining  to  issues  which  are  the  sub- 
ject of  the  related  notice  of  opportunity 
for  hearing  published  elsewhere  in  this 
issue  of  the  Federal  Register  shall  be 
filed  in  accordance  with  that  notice  Re- 
ceived comments  may  be  seen  in  the 
above  office  between  the  hours  of  9  a.m. 
and  4  p.m.,  Monday  through  Friday. 

Note. — The  Food  and  Dnig  Administration 
has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring 
preparation  of  an  economic  lmpft<-t  state- 
ment under  Executive  Order  11821  and  OMB 
Circular  A   icr7. 

Dated:  June  2,  1977. 

C.  D.  Van  Houweling, 
Director,  Bureau  of 
Veterinary  Medicine. 

IFF.  Doc. 77-1 61 06  Filed  6-3-77.8  45  am) 

DEPARTMENT  OF   STATE 
[22  CFR,  Parts  12^  124,  127,   128] 

(Docket  No.  SD-132I 

INTERNATIONAL  TRAFFIC  IN   ARMS 

Administrative   Remedies  and   Procedures 

AGENCY ;  Department  of  State. 

ACTION :  Proposed  rule. 

SUMI\L\RY:  The  Department  of  State 
proposes  to  amend  the  International 
TralBc  in  Amis  regulations  to  provide 
administrative  procedures  to  strengthen 
the  abihty  of  the  U.S.  Government  to 
control  the  export  of  defense  articles 
and  services  from  the  United  States, 
This  amendment  will  establish  means 
for  imposing  civU  penalties  for  violations 
and  for  disqualifying  from  munitions  ex- 
ports persons  who  jeopardize  Uie  in- 
tegrity of  the  regijlatory  sy-^^tem.  The 
means  under  consideration  are  designed 
to  ensure  aciministrative  fairness  in  de- 
ciding whether  a  civil  penaltv-  or  dis- 
qualification is  appropriate  in  each  in- 
dividual case. 

D.^TES:  Written  comments  must  be  re- 
ceived by  July  15.  1977. 
ADDRESSES:  Send  comments  to  the  Di- 
rector, OfBce  of  Munitions  Control.  De- 
partment of  State,  Washington,  DC. 
20520. 

FOR  FLTRTHER  information  CON- 
TACT: 

Stephen  A.  Orlins,  Office  of  th?  Legal 
Adviser,  Department  of  State,  Wash- 
inrton.  DC.  20520  phor.e  202-632- 
0568. 


SLTPLEMENTARY  INFORM.^TION : 
I^e  proposed  amendments  to  Part  127 
provide  that  in  cases  of  violations  of  the 
statute  or  regulations,  criminal  convic- 
tion for  \iolation  thereof,  or  specified  ad- 
verse action  by  the  Office  of  E\-port  Ad- 
ministration. Bureau  of  East-West 
Trade.  Deiiartment  of  Commerce,  the 
violator  may  be  debarred  (prohibited! 
from  exporting  US  Munitions  List  arti- 
cles or  technical  data.  Also  added  is  a 
procedure  for  temporarily  suspending 
•probable"  violators  from  export  activ- 
ities pending  tlie  outcome  of  debar- 
ment proceedings,  where  reasonably 
necessary  to  protect  world  peace  or 
United  States  national  security  or  for- 
eign policy.  These  new  administrative 
remedies  are  not  punitive  in  nature;  they 
are  intended  to  do  no  more  than  is  neces- 
sary to  safeguard  the  integrity  of  the  reg- 
ulator>-  scheme  for  export  of  arms,  am- 
munition and  implements  of  war,  includ- 
ing technical  data  relating  thereto. 

For  the  purpose  of  preventing  evasion, 
debarments  and  suspensions  may  be  ap- 
plied to  persons  who  are  commercially 
related  to  the  debarred  or  suspended  per- 
son, who  aid  or  abet  him,  or  who  under- 
take similar  transactions  for  his  benefit. 

Part  127  is  also  amended  to  provide 
for  a  civil  penalty  in  an  amount  not  to 
exceed  that  authorized  by  law  (currently 
51,000)  for  any  violation  of  the  statute, 
or  of  a  regulation,  license  or  other  ap- 
proval issued  thereunder.  A  civil  penalty 
may  be  in  addition  to  or  in  lieu  of  any 
other  penalty  or  remedy. 

Part  123  would  be  amended  to  provide 
for  denial,  suspension,  etc.  of  export  li- 
censes whenever  the  applicant  or  licensee 
has  been  debarred  or  suspended  or  has 
had  such  orders  made  applicable  to  him. 
Part  124  would  be  amencied  similarly  to 
provide  for  disapproval,  susr>ension,  etc., 
of  manufacturing  license  and  technical 
assistance  agreements  whenever  a  party 
to  such  an  agreement  has  been  so  debar- 
red or  suspended.  In  addition,  the 
amendment  to  Part  124  would  make  ex- 
plicit the  Department  of  State's  au- 
thority to  prohibit  exports  of  technical 
data  imder  manufacturing  license  and 
technical  assistance  agreements  just  as 
such  exports  under  license  can  be  pro- 
hibited pursuant  to  5  123.05. 

In  Part  128.  administrative  procedures 
are  propo.'^ed  for  determining  whether 
violations  have  occurred  and  for  ap- 
plication of  civil  penalties  and  of  the 
remedies  of  suspension  and  debarment. 
The  procedures  are  adapted  from  those 
used  by  the  Department  of  Cwnmerce 
I  Export  Administration  Regulations,  15 
cm  Part  388)  under  the  Export  Ad- 
ministration Act  of  1969  (50  U.S.C.  App. 
2401-2413).  Modifications  have  been 
made  to  adapt  the  Commerce  Depart- 
ment procedures  to  the  problems  of  con- 
trolling arms  exports.  Because  the  De- 
partment of  Commerce  has  existing  ad- 
ministrative machinery  to  conduct  the 
appropriate  hearings,  and  in  the  interest 
of  governmental  efficiency,  the  proposed 
regulations  provide  that  the  Hearing 
Commissioner  of  the  Bureau  of  East- 
West  Trade,  Department  <rf  Commerce, 
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wiU  process  cases  brought  under  the  In- 
ternational TrafBc  in  Arms  Regulations. 
The  Office  of  Munitions  Control  of  the 
Department  of  State  will  initiate  pro- 
ceedings seeking  debarment  or  civil  pen- 
alties and  a  final  decision  will  be  made 
by  the  Director,  Bureau  of  Politico-Mili- 
tar>-  Affairs.  Also  provided  are  procedures 
for  discovei-y,  prehearing  conference, 
consent  orders,  oral  hearings,  rehearings, 
appeals,  and  probationary  periods  during 
which  debarment  or  interim  suspension 
orders  may  be  held  in  abeyance. 

These  amendments  are  proposed  un- 
der the  authority  of  section  38  of  the 
Arms  Export  Control  Act  <22  US  C. 
2778 ».  and  Executive  Order  11958,  (42 
FR  4311,  January  18.  19771.  Provisions 
for  use  of  Commerce  Department  facili- 
ties and  personnel  for  the  conduct  of 
administrative  procedures  are  also  au- 
thorized by  section  601(a)  of  the  Econ- 
omy Act  of  1932,  as  amended.  47  Stat. 
417   131  D.S.C.  686<a)). 

Specifically,  it  is  proposed  to  amend 
Parts  123.  124,  127  and  128  of  22  CFR 
Chapter  I  as  follows; 
PART  123— LICENSES  FOR  UNCLASSIFIED 
ARMS,      AMMUNITION,      AND      IMPLE- 
MENTS OF  WAR 

1.  Revise  §  123.05<at  to  read  as  fol- 
lows : 

§  12.3.0.>      l.ir»n«<'  ihnial.  r<-.<>. MliMi).  -U"- 
|>«'ii»U>ii  or  anwiHiniriil. 

(a)  Licenses  may  be  denied,  revoked, 
suspended,  or  amended  by  the  Depart- 
ment of  State  without  prior  notice 
whenever  the  Department  believes  such 
action  to  be  advisable  in  furtherance  of 
(D  World  peace:  <2)  The  security  of 
the  United  States;  '3>  The  foreign  pol- 
icy of  the  United  States;  i4'  Whenever 
the  Department  believes  that  22  U.S.C. 
2778  or  any  regulations  contained  in  this 
subchapter  has  been  violated:  or  <5) 
Whenever  the  applicant  or  licensee  has 
been  debarred  under  §  127.07  or  suspend- 
ed under  §  127.08,  or  whenever  an  order 
of  debarment  or  suspension  has  been 
made  applicable  to  the  applicant  or  li- 
censee under  §  127.09.  or  whenever  a  per- 
son who  as  been  debarred  or  suspended 
has  a  significant  interest  in  the  transac- 
tion. 


United  States;  (3)  The  foreign  policy  of 
the  United  States:  (4)  Whenever  the 
Department  of  State  believes  that  22 
use.  2778  or  any  regulation  contained 
in  this  subchapter,  has  been  violated;  or 
(5^  Whenever  a  party  to  the  agreement 
has  been  debarred  under  §  127.07  of  this 
chapter  or  suspended  under  ?  127.08  of 
this  chapter  or  whenever  an  order  of 
debarment  or  suspension  has  been  made 
applicable  to  such  a  party  under  5  127.09 
of  this  chapter,  or  whenever  a  person 
who  has  been  debarred  or  suspended  has 
a  significant  interest  in  the  transaction. 

(b)  Whenever  an  agreement  is  disap- 
proved or  a  previously  granted  approval 
of  an  agreement  is  revoked,  suspended, 
or  amended,  the  U.S.  party  will  be  ad- 
vised promptly  in  writing,  of  the  De- 
partment's decision.  The  reasons  there- 
for will  be  stated  as  specifically  as 
security  and  foreign  relations  considera- 
tions permit. 

<c>  If  written  request  is  made  within 
30  days  after  service  of  an  adverse  de- 
cision by  the  Department  of  State,  the 
U.S.  party  will  be  accorded  an  oppor- 
tunity to  present  additional  Informa- 
tion and  the  case  will  be  reviewed  by  the 
Department  of  State. 


PART     124-  MANUFACTURING     LICENSE 
AND  TECHNICAL   ASSISTANCE    AGREE- 
MENTS 
2    Part   124  is  amended  by   mserting 

immediately  after  §  124.11  a  new  §  124.12 

to  read  a.s  follows: 

§12t.  12  \!;r«'«in<i>l  dUa|>|ir.i>itl  and 
rc\«irali«>n,  .lu^iK'iisioii  of  anirnd- 
iiiciit    of    approval. 

(fti  A  manufacturing  hcen.se  or  tech- 
nical assistance  agreement  may  be  dis- 
approved, and  a  previou.<;ly  granted^ap- 
proval  of  such  an  aprcement  may  be 
revoked,  su.spcnded  or  amended  by  the 
Department  of  State  without  prior  notice 
whenever  the  Department  deems  such 
action  to  be  advisable  In  furtherance  of- 
(1.1  World  peace,  i2i  The  security  of  the 


PART  127— VIOLATIONS,  PENALTIES  AND 
ADMINISTRATIVE   REMEDIES 

3.  Part  127  Is  amended  by  revising  the 
title  to  read  as  set  forth  above  and  table 
of  contents  to  read  as  follows: 

Sec. 

127.01  Violations  In  general. 

127.02  Misrepresentation    and    conftalnieiit 

of  facts. 

127.03  Penalties  for  violation 

127.04  Penalties   for   violations   relating   to 

Southern  Rhodesia. 

127  05  Authority  to  district  directors  of  cus- 
toms. 

127  06  Seizure  and  forfeiture  in  attempts  at 
illegal  exports. 

127  07     Delraj-ment. 

127.08  Interim  suspension. 

127.09  AppllcabUlty  of  orders 

127.10  Civil  penalty. 

4.  Revise  §  127.01  to  read  as  follows: 

§  127.01      Violations    in   general. 

(a)  It  is  unlawful  to  export  or  attempt 
to  export  from  the  United  States  any  ar- 
ticle or  technical  data  for  which  a  li- 
cense or  approval  is  required  by  this 
subchapter  without  first  obtaining  the 
required  license  or  written  approval 
from  the  Department  of  State. 

<b)  No  person,  with  knowledge  that 
anotlier  person  is  then  subject  to  an  or- 
der of  debarment,  or  Interim  suspension, 
directly  or  indirectly.  In  any  manner  or 
capacity,  without  prior  disclosure  of  the 
facts  to.  and  written  authorization  of 
the  Office  of  Mmiitlons  Control : 

1 1 1  May  apply  for,  obtain,  or  use  any 
export  control  document  as  defined  in 
;  127.02ibi  by.  to,  or  for  such  debarred 
or  .^vi.spended  person;  or 

i  2  >  May  order,  buy.  receive,  use,  sell, 
deliver,  store,  dispose  of.  forward,  trans- 
port, finance,  or  otherwise  service  or  par- 
ticipate in,  any  transaction  which  may 
Involve  any  article  or  technical  data  for 
which  a  license  or  approval  Is  required 


by  this  subchapter,  exported  or  to  be  ex- 
ported from  the  United  States,  whereby 
a  deban-ed  or  suspended  person  may  ob- 
tain any  benefit  therefrom  or  have  any 
direct  or  indirect  Interest  therein. 

<c)  No  person  may  cause,  or  aid,  abet, 
counsel,  demand,  induce,  procure,  or  per- 
mit the  commission  of  any  act  prohibited 
by,  or  the  omission  of  any  act  required  by 
22  U.S.C.  2778,  22  U.S.C.  2779.  or  any 
regulation,  license,  approval,  or  order  is- 
sued thereunder. 

5.  In  §  127.02  paragraphs  (a)  and  (b' 
( 14i  are  revised  to  read  as  follows: 

§  127.02     Mifercpresenlalion  ami  nniiv..ioii 
of  fact.s, 

(a)  It  Is  unlawful  to  use  any  export  or 
intransit  control  document  containing 
a  false  statement  or  misrepresenting  or 
omitting  a  material  fact  for  the  purpose 
of  exporting  any  article  or  technical 
data  for  which  license  approval  is  re- 
quired by  this  subchapter.  Any  false 
statement,  misrepresentation  or  omLs- 
sion  of  material  fact  in  an  export  or 
Intransit  control  document  will  be  con- 
sidered, as  made  in  a  matter  within  tlie 
jurisdiction  of  a  department  or  agency 
of  the  United  States  for  the  purposes  of 
18  U.S.C.  1001,  22  use  2778  and  22 
U.S.C.  2779. 

(b>  For  the  purpose  of  this  section, 
the  term  export  or  intransit  control  doc- 
ument includes  the  following: 

(1)    •   •   • 

(14)  Any  other  document  used  in  the 
regulation  or  control  of  articles  or  tech- 
nical data  for  which  license  or  approval 
is  required  by  this  subchapter. 

•  *  *  *  • 

6.  Revise  §  127.03  to  read  as  follows: 
§  127.03      Criminal    penallios. 

Any  person  who  willfully — 

(a)  Violates  any  provision  of  section 
38  or  section  39  of  the  Amis  Export  Con- 
trol Act  (22  U.S.C.  2778,  2779),  or  any 
rule  or  regulation  issued  under  either 
section:  or 

(b)  In  a  registration,  license  applica- 
tion or  repxjrt  required  by  section  38  or 
section  39  of  the  Arms  Export  Control 
Act  (22  U.S.C.  2778.  2779 >  or  by  any  rule 
or  regulation  issued  under  either  sec- 
tion, makes  any  untrue  statement  of  a 
material  fact  or  omits  a  material  fact 
required  to  be  stated  therein  or  neces- 
sary to  make  the  statements  therein  not 
misleading — 

shall,  upon  conviction,  be  subject  to  fine 
or  imprisonment,  or  both,  as  prescribed 
by  22  U.S.C.  2778(c). 

7.  Part  127  is  further  amended  by 
adding  new  §§  127.07.  127.08,  127.09  and 
127.10,  reading  as  follows: 

§  127.07     Debanncni. 

(a)  Debarment  orders.  The  Director. 
Bureau  of  Politico-Military  Affairs,  is 
authorized  to  debar  « prohibit  i  any  per- 
son from  participating  directly  or  indi- 
rectly In  the  export  of  articles  or  tech- 
nical data  for  which  license  or  approval 
Is  required  by  this  subchapter  for  any 
erf  the  causes  listed  below  when  to  do 
so  is  Important  for  the  maintenance  of 
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the  regulator?-  scheme.  Tlie  following 
are  cause  for  debarment. 

1 1 1  Conviction  of  a  criminal  offense 
as  defined  in  §  127.03. 

<2)  Tlie  violation  of  22  U.S.C.  2778 
or  of  any  rule  or  regulation  is:ued  tliere- 
under  when  such  a  violation  is  of  such 
character  as  to  provide  a  reasonable 
basis  to  believe  and  determine  that  the 
violator  cannot  be  relied  upon  to  comply 
with  the  statute,  rules,  or  regulations 
in  the  future,  and  when  such  a  violation 
is  established  in  accordance  with 
§§  128.02  through  128.16  of  this  chapter. 

<3^  The  violation  of  any  provision  of 
22  U.S.C.  2778.  or  of  any  rule  or  regula- 
tion issued  thereunder  when,  bec^ause  i± 
is  a  second  or  subsequent  violation,  it, 
impels  the  belief  that  the  violator  can- 
not be  relied  upon  to  comply  with  the 
statute,  rules  or  regulations  in  the  future 
and  when  the  violations  are  established 
in  accordance  with  §§  128.02  through 
128.16  of  this  chapter. 

(4)  A  decision  by  the  OCBce  of  Export 
Administration.  Bureau  of  East-West 
Trade  of  the  Department  of  Commerce. 
to  deny,  suspend,  or  revoke  export  priv- 
ileges to  the  person  under  15  CFR  388.1 
and  the  Export  Administration  Act  of 
1969  or  to  exclude  the  person  from  prac- 
tice before  the  Bureau  of  East -West 
Trade  under  15  CFR  390.2  and  the  Ex- 
port Administration  Act  of  1969.  where 
the  Hearing  Commissioner  makes  a 
further  finding  that  the  facts  reasonably 
impel  a  decision  that  they  form  a  reason- 
able basis  for  concluding  that  the  per- 
son cannot  be  relied  upon  to  comply  in 
the  future  with  22  U.S.C.  2778.  or  with 
the  rules  or  regulations  issued  there- 
under. 

(b)  .Motions  to  vacate  or  modify.  A 
person  who  has  been  debarred  for  more 
than  12  months  may  petition  the  Hear- 
ing Commissioner  to  vacate  or  modify 
the  order  of  debarment.  The  petition 
must  be  filed  with  the  Hearing  Commis- 
sioner, and  a  copy  simultaneously  filed 
with  the  Office  of  Munitions  Control,  De- 
partment of  State  In  his  discretion,  the 
Hearing  Commissioner  may  require  the 
submission  of  c\1dcnce  and  arguments, 
oral  or  written  or  both,  Tlie  Hearing 
Commissioner,  after  considering  the  mo- 
tion and  any  evidence  and  argimients 
with  respect  thereto,  shall  at  the  earliest 
practicable  date  submit  his  report  and 
recommendation.s  to  the  Director.  Bureau 
of  Politico-Military  Affairs,  EVepartment 
of  State.  The  EHrector  may  issue  an  ap- 
propriate order  disposing  of  the  motion 
and  the  moving  party  will  be  informed. 

§  127.08      Interim    <>u.<tpen»ion. 

<ai  Interim  susperu':ion  orders.  The 
Director  of  the  Office  of  Munitions  Con- 
trol is  authorized  to  order  the  interim 
suspension  of  any  i^erson.  prohibiting 
that  person  from  participating  directly 
or  indirectly  in  the  export  of  any  arti- 
cle or  technical  data  for  which  a  license 
or  approval  is  required  by  this  subchap- 
ter, when  he  believes  grounds  for  debar- 
ment as  defined  in  i  127.07  exist,  and 
where  and  to  the  extent  he  finds  interim 
suspension  is  reasonably  necessary  to 
protect  world  peace  or  the  national  secu- 


rity or  foreign  policy  of  the  United 
States,  !:)ending  final  disposition  of  de- 
barment proceedings.  The  suspended 
person  shall  be  sent  a  charging  letter 
as  provided  in  §  128.03  of  this  chapter.  A 
copy  of  the  interim  suspension  order  will 
be  served  upon  liim  in  the  same  manner 
as  provided  in  §  128.07  of  this  chapter 
for  service  upon  him  of  a  charging  letter. 
The  interim  suspension  order  may  be 
made  effective  immediately,  without  prior 
notice  or  hearing.  The  order  wiU  briefly 
recite  the  relevant  facts,  state  the 
groimds  for  issuance  of  the  order,  and 
describe  the  nature  and  duration  of  the 
interim  suspension.  No  person  may  be 
suspended  for  a  period  exceeding  60  days 
unless  proceedings  under  j5  128.02 
through  128.16  of  this  chapter  or  criminal 
proceedings  are  initiated  before  the  ex- 
piration of  that  period. 

(b)  Motions  to  vacate  or  modify.  A 
motion  or  petition  to  vacate  or  modify 
an  interim  suspension  order  may  be  filed 
at  any  time  with  the  Hearing  Commis- 
sioner, and  a  copy  shall  be  filed  with  the 
OCBce  of  Munitions  Control.  Department 
of  State.  An  oral  hearing,  if  requested, 
will  be  held  before  the  Hearing  Commis- 
sioner at  the  earliest  practicable  date. 
The  Hearing  Commissioner,  after  con- 
sidering the  assembled  record,  will  sub- 
mit his  report  and  recommendations  to 
the  Director.  Bureau  of  Politico-Military 
Affairs.  Department  of  State.  The  Di- 
rector will  issue  an  appropriate  order 
disposing  of  the  motion  or  petition  and 
will  promptly  inform  the  respondent 
accordingly. 

(c)  Dejerment  of  action  on  license  ap- 
plications otherwise  profiihited.  Except 
for  the  particular  application  or  license 
which  is  itseli  the  basis  of  any  investi- 
gation or  proceeding,  no  license  applica- 
tion filed  by  any  person  may  be  rctunicd 
without  action,  held  without  action,  or 
rejected,  solely  because  such  person  is 
under  investigation,  or  because  proceed- 
ings against  him  are  pending,  other  than 
in  accordance  with  the  terms  of  an  in- 
terim suspension  order  issued  under 
§  127.08ia'. 

§  127.09      .\ppl I.  ability   of  orders. 

For  the  purpose  of  preventing  evnsion, 
orders  of  the  Director.  Bureau  of  Poht- 
ico-Militar>'  Affairs,  debarring  a  person 
under  §  127.07,  and  orders  of  the  Direc- 
tor, Office  of  Munitions  Control,  sus- 
pending a  person  under  5  127.08.  may  be 
made  applicable  to  any  other  person 
who  may  then  or  thereafter  '  during  the 
term  of  the  order '  be  related  by  affilia- 
tion, ownership,  control,  position  of  re- 
sponsibility, or  other  commercial  con- 
nection. .A.ppropriate  notice  and  oppor- 
tunity to  respond  to  charges  will  be 
given. 

§  127.10     Civil   pfn.-ilt.v. 

(a  I  The  Director.  Bureau  of  Pohtico- 
Military  Affairs,  is  authorized  to  impose 
a  civil  penalty  m  an  amount  not  to  ex- 
reed  that  authorized  by  50  U.S.C.  2405 
ic  for  each  violation  of  22  U.S.C.  2778. 
or  any  regulation,  order,  license  or  ap- 
proval Issued  thereunder.  This  civil  pen- 
alty may  be  either  in  addition  to.  or  In 


lieu   of.   any   other   liability  or  penalty 
which  may  be  imposed. 

I  b  I  The  Of&ce  of  Munitions  Control 
may  make  the  payment  of  a  civil  pen- 
alty under  this  section  a  prior  condition 
for  tlie  issuance,  restoration,  or  continu- 
ing validity  of  any  export  license. 


8.  Part  128  is  revised  to  read  as  fol- 
lows : 

PART    128 — ADMINISTRATIVE 
PROCEDURES 
Sec. 


128  01 

Excliislon  of  functions  from  .'Vdniln- 

Istratlve  Procedure  Act. 

128.02 

Hearing  Commissioner. 

128  03 

Institution    of    administrative    pro- 

ceedings. 

128.04 

Default. 

128.05 

.■\nswer  and  demand  for  oral  hearing. 

128.06 

Discovery. 

128.07 

Prehearing  conference. 

128.08 

Keartntrs. 

12809 

Proceedings    before    and    report    of 

Hearing  Commissioner. 

128  10 

DLsposUlon  of  proceedings. 

128  n 

Con.seut  orders. 

128.12 

Rehearings. 

128.13 

Appeals. 

128  14 

Proceedings  confidential. 

128  15 

Orders   containing   probationary   pe- 

riods. 

128  16 

Extension  of  time. 

128  17 

Availability  of  orders. 

Authority:  Sec.  38.  90  Stat.  744  (22  VSC. 
2778);  sec.  601.  as  amended.  47  Stat.  417  (SI 
use  686):  E.O.  11958,  (42  PR  4311.  Janu- 
ary 18.  1977). 

§  128.01       I'.\(-Iu»ion    uf    function*    from 
.Vilniini»trati\e  I'rocetlure  .\cl. 
•  •  •  •  • 

§  128.02      Hearing   (k>innii«»ioner. 

The  Hearing  Commissioner  referred  to 
herein  is  the  Hearing  Commissioner,  Bu- 
reau of  East-West  Trade.  U.S.  Dermrt- 
ment  of  Commerce,  as  provided  in  15 
CFR  388.2.  The  Hearing  Commissioner 
is  authorized  to  exercise  the  powers  and 
perform  the  duties  prorided  for  in 
§5  128.03   through   128:i6. 

§  128.03      Institution     of     adniini.-^lralive 
profet-dings. 

(a»  Charging  letters.  The  Director, 
Office  of  Munitions  Control,  with  the  con- 
currence of  the  Office  of  the  Legal  Ad- 
viser, may  initiate  debarment  proceed- 
ings m  accordance  with  J  127.07  of  this 
chapter  or  civil  penalties  in  accordance 
with  5  127.10  of  this  chapter.  The  charg- 
ing letter  will  state  the  essential  facts 
constituting  the  rlleged  violation,  refer 
to  the  regulatory  or  other  provisions  in- 
volved, and  give  notice  that,  if  the  re- 
spondent IS  found  to  have  committed  the 
alleged  violaticai.  he  may  t>e  proiiibited 
from  particlimting  in  the  export  of  any 
article  or  technical  data  for  which  a  li- 
cense or  approval  is  !-equ;red  by  tliis 
subchapter,  or  tliat  civiJ  penalties  may 
':)e  imix>sed.  The  charging  letter  vviU  re- 
quire the  respondent  to  answer  the 
charges  witiim  30  days,  as  provided  in 
J  128.05'a'.  and  thai  failure  to  answer 
will  be  taken  as  an  aamis.sion  of  the 
trjtli  of  the  charges.  It  wiU  inform  the 
respondent  that  he  Is  entitled  to  an  oral 
hearing  if  he  files  a  written  demand 
therefor  with  his  answer  or  within  7  days 
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after  service  of  his  answer  and  tliat  he 
may,  if  he  so  desires,  be  represented  by 
counsel  of  his  own  choosing.  Charging 
letters  may  be  amended  from  time  to 
time,  upon  reasonable  notice. 

( b  I  Service.  A  charging  letter  is  served 
upon  a  respondent:  d  >  If  he  is  a  resident 
of  the  United  States,  when  mailed  in  a 
wrapper  addressed  to  him  at  his  last 
known  address,  or  when  left  with  him  or 
his  agent  or  employee,  or  when  left  at  his 
dwelling  with  some  person  of  suitable  age 
and  discretion  than  residing  therein:  or 
i2i  if  he  is  a  non-resident  of  the  United 
States,  when  served  upon  him  by  any  of 
the  foregoing  means,  or  if  such  method 
of  service  is  not  practicable  or  appro- 
priate by  reason  of  arrangements  or  un- 
derstandings between  the  U.S.  Govern- 
ment and  the  government  of  tlie  country 
wherein  the  respondent  resides,  when  it 
is  tendered  for  service  on  him  to  an  ofB- 
rial  of  the  government  of  the  country 
wherein  he  resides. 

§  128.01      1>.  fauil. 

'a»  Failure  to  answer.  If  the  respond- 
ent fails  to  answer  the  charging  letter  he 
may  be  held  in  default  and  the  ca.se  shall 
be  refeiTed  to  the  Hearing  Commissioner 
for  consideration  in  a  manner  as  he  may 
consider  appropriate.  Any  order  issued 
shall  have  the  same  effect  as  an  order  is- 
sued following  the  disposition  of  con- 
tested charges. 

lb)  Petition  to  fct  aside  defaults.  Any 
respondent  against  whom  a  default  order 
has  been  issued  may  apply,  upon  good 
cause  shown,  together  with  evidentiary- 
data  in  suppoit  thereof,  to  set  aside  his 
default  and  vacate  the  order  entered 
thereon.  The  petition  shall  be  submitted 
In  duplicate  to  the  Director.  Bureau  of 
Politico-Military  Affairs.  U.S.  Depart- 
ment of  State.  2201  C  SUeet.  NW..  Wash- 
ington, D.C.  20520.  Tlie  Du-ector  will  refer 
the  petition  to  the  Hearing  Commis- 
sioner for  consideration  and  recom- 
mendation. The  Hearing  Commissioner 
will  consider  tlie  application  and  may 
order  a  hearing  and  or  require  the  re- 
spondent to  submit  further  evidence  in 
support  of  hLs  petition.  Tlie  filing  of  a 
petition  to  set  aside  a  default  does  not 
m  any  manner  affect  an  order  entered 
upon  default  and  such  order  continues 
in  full  force  and  effect  unless  a  further 
order  is  made  modifying  or  terminating 
it. 

§128.0">  \n-"rr  .mil  ili  iii.mil  for  4ir.il 
lieariiiu:. 

(a)  When  to  answer.  The  re.spondent 
Ls  reciuired  to  answer  the  charging  letter 
within  30  days  after  service. 

ibi  Contents  of  answer.  An  answer 
mu.st  be  res{X)nslve  to  the  chargmg  letter 
and  must  fully  set  fortli  the  nature  of  the 
respondent's  defense  or  defenses.  In  his 
answer,  respondent  must  admit  or  deny 
specifically  each  separate  allegation  of 
the  charging  letter,  unless  the  respondent 
Is  without  kjiowledge.  in  which  case,  his 
answer  shall  so  state  and  the  statement 
shall  operate  as  a  denial.  FaDure  to  deny 
or  controvert  any  particular  allegation 
will  be  deemed  an  admission  thereof. 
The  answer  may  set  forth  such  additional 
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or  new  matter  as  respondent  believes 
.supports  a  defense  or  claim  of  mitiga- 
tion. Any  defense  or  partial  defense  not 
specifically  set  forth  in  an  answer  shall 
be  deemed,  waived,  and  evidence  offered 
thereon  by  the  respondent  at  a  hearing 
may  be  refused  except  upon  good  cause 
shown.  If  the  respondent  does  not  de- 
mand an  oral  hearing,  he  shall  transmit, 
within  7  days  after  the  service  of  his 
answer,  original  or  photocopies  of  all 
correspondence,  papers,  records.  afQda- 
vits.  and  other  documentary  or  written 
evidence  having  any  bearing  upon  or 
connection  with  the  matters  in  issue  and, 
if  any  such  materials  be  in  a  language 
other  than  English,  translations  into 
English  shall  be  submitted  at  the  same 
time. 

ic  SubttiissioJi  of  answer.  The  answer, 
written  demand  for  oral  hearing,  if  any, 
and  supporting  evidence  required  by 
§  128.05<b)  shall  be  in  duplicate  and 
mailed  or  delivered  to  the  Hearing  Com- 
missioner. Bureau  of  East-West  Trade, 
U.S.  Department  of  Commerce.  Washing- 
ton, DC.  20230.  A  copy  shall  be  simul- 
taneously served  on  the  Director,  Office 
of  Munitions  Control,  Department  of 
State,  Washington,  D.C.  20520 

§  128.06      Discovery. 

ia>  Discovery  by  the  respondent.  The 
respondent,  through  the  Hearing  Com- 
missioner, may  request  from  the  Office 
of  Munitions  Control  any  relevant  in- 
formation, not  privileged,  that  may  be 
necessary  or  helpful  in  preparing  a  de- 
fense. The  Office  of  Munitions  Control 
may  supply  summaries  in  place  of  orig- 
inal documents  or  may  withhold  infor- 
mation from  discovery  if  the  interests  of 
national  security  so  require,  or  if  neces- 
.sary  to  comply  with  any  statute,  execu- 
tive order  or  regulation  requiring  that  In- 
fonnation  not  be  disclosed.  The  respond- 
ent may  request  the  Hearing  Commis- 
sioner to  request  any  relevant  informa- 
tion, books,  records,  or  other  evidence, 
from  any  other  person  or  government 
agency  so  long  as  the  request  is  reason- 
able in  scope  and  not  unduly  burdensome. 

(b)  Discovery  by  the  Office  oj  Muni- 
tions Control.  The  Office  of  Munitions 
Control  or  the  Hearing  Commissioner 
may  request  from  the  respondent  admis- 
sions of  facts,  answers  to  interrogatories, 
the  pnxiuction  of  books,  records,  or  other 
relevant  evidence,  so  long  as  the  request 
Ls  relevant  and  material,  reasonable  In 
.scope  and  not  unduly  burdensome. 

<ci  Subpoenas.  At  the  request  of  any 
party,  the  Hearing  Commissioner  may 
issue  subpoenas,  returnable  before  him. 
requiring  the  attendance  of  witnesses  and 
the  production  of  books,  records  and 
other  documentary  or  physical  evidence 
determined  by  the  Hearing  Commis- 
sioner to  be  relevant  and  material  to  the 
proceedlnge.  reasonable  In  scope  and  not 
unduly  burdensome. 

idi  Enforcement  of  discovery  rights. 
If  the  OfBce  of  Munitions  Control  fails 
to  provide  the  respondent  with  adequate 
information  to  prepare  a  defense,  the 
Hearing  Commissioner  may  dismiss  the 
charges  of  his  own  motion  or  on  motion 
of  the  respondent.  If  the  respondent  fails 


to  respond  with  reasonable  diligence  to 
the  requests  for  discovery  by  the  Office 
of  Munitions  Control  or  the  Hearing 
Commissioner,  the  Commissioner,  on  his 
own  motion  or  motion  of  the  Office  of 
Munitions  Control,  and  upon  such  notice 
to  the  respondent  as  the  Hearing  Com- 
missioner may  direct,  may  strike  re- 
spondent's answer  and  declare  him  in 
default,  or  make  any  other  ruhng  which 
he  deems  necessary  and  just  under  the 
circumstances.  If  a  third  party  fails  to 
respond  to  requests  for  information,  the 
Hearing  Commissioner  shall  consider 
whether  the  evidence  sought  is  necessarj- 
to  a  fair  hearing,  and  if  it  is  so  nece.ssary 
that  a  fair  hearing  may  not  be  held  with- 
out it,  he  shall  dismiss  the  charges. 

§  128.07      Prchearins   ronferefuc. 

(a)  The  Hearing  Commissioner  may. 
upon  his  own  motion  or  upon  motion  of 
any  party,  request  the  parties  or  their 
counsel  to  a  prehearing  conference  to 
consider  (1)  simplification  of  issues;  (2' 
the  necessity  or  desirability  of  amend- 
ments to  pleadings ;  (3)  obtaining  stipu- 
lations of  fact  and  of  documents  to  avoid 
unnece.ssary  proof;  or  i4)  such  other 
matter  as  may  expedite  the  disposition 
of  the  proceeding.  The  Hearing  Com- 
missioner will  prepare  a  summary  of  the 
action  agreed  upon  or  taken  at  the  con- 
ference, and  will  incorporate  therein  any 
written  stipulations  or  agreements  made 
by  the  parties.  The  conference  proceed- 
ings may  be  recorded  magnetically  or 
taken  by  a  reporter  and  transcribed,  and 
filed  with  the  Hearing  Commissioner. 

(b>  If  a  conference  is  impracticable, 
the  Hearing  Commissioner  may  request 
the  parties  to  correspond  with  him  to 
achieve  the  purposes  of  a  conference.  The 
Hearing  Commissioner  shall  prepare  a 
summary  of  action  taken  as  in  the  case 
of  a  conference. 

§  128.08      Hfarins*. 

(a)  A  respondent  who  had  not  filed  a 
timely  written  answer  is  not  entitled  to  a 
hearing,  and  the  case  may  be  considered 
by  the  Hearing  Commissioner  as  provided 
in  ?  128.041  aV  If  an  an.swer  is  filed,  but 
no  oral  hearing  demanded,  the  Hearing 
Commissioner  may  proceed  to  consider 
the  case  upon  the  written  pleadings  and 
evidence  available,  and  he  may  provide 
for  the  making  of  the  record  in  such 
maimer  as  he  deems  appropriate.  If  re- 
spondent answers  and  demands  an  oral 
hearing,  the  Hearing  Commissioner. 
upon  due  notice,  shall  set  the  case  for 
hearing,  unless  a  respondent  has  raised 
in  his  answer  no  issues  of  material  fact 
to  be  determined.  If  respondent  fails  to 
appear  at  a  scheduled  hearing,  the  hear- 
ing nevertheless  may  proceed  in  his  ab- 
sence, and  respondent's  failure  to  appear 
will  not  affect  the  validity  of  the  hearing 
or  any  proceedings  or  action  thereafter 

(b>  Hearings  will  be  conducted  by  the 
Hearing  Commissioner  in  a  fair  and  im- 
partial manner.  The  rules  of  evidence 
prevailing  in  courts  of  law  do  not  apply, 
but  all  evidentiary  material  relevant  and 
material  to  the  inquiry  will  be  received 
and  given  appropriate  weight.  Diligent 
effort  shall  be  made  to  declassify  or  to 
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secure  unclassified  summaries  or  ex- 
tracts of  classified  materials,  when  not 
contrary  to  any  statute  or  security  regu- 
lation. The  Hearing  Commissioner  will 
compare  an  unclassified  summary  or  ex- 
tract with  the  related  classified  ma- 
terials. If  he  finds  that  the  summary  or 
extinct  Ls  supported  by  the  classified 
materials  and  omits  only  so  much  as  re- 
mains classified,  he  may  admit  the  im- 
classified  summary  or  extract  as  part  of 
the  record,  to  the  extent  such  summary 
or  extract  is  relevant  and  material.  The 
respondent  may  submit  evidence  in  ex- 
planation or  contradiction  thereof.  The 
respondent  is  not  -entitled  to  inspect 
classified  materials. 

IC  The  Hearing  Commissioner  may 
adminL^ter  oaths  and  aflBrmations.  Re- 
spondent may  be  represented  by  counsel. 
Unless  otherwise  agreed  by  the  parties 
and  the  Hearing  Commissioner,  the  pro- 
ceeding will  be  taken  by  a  reporter  or  by 
magnetic  recording,  transcribed,  and 
filed  with  the  Hearing  Commissioner. 
Respondent  may  examine  the  transcript 
and  may  obtain  a  copy  upon  payment  of 
proper  costs. 

§  128.09      Prorecding*  hoforc  aiul  report 
of  Hfarinjr  (!ommi>«ioner. 

'ai  Tlie  Hearing  Commissioner  may 
conform  any  part  of  tlie  proceedings  be- 
fore him  to  the  Federal  Rules  of  Civil 
Procedure.  The  record  may  be  made 
available  in  any  other  proceeding  involv- 
ing the  same  respondent. 

I bi  The  Hearing  Commissioner,  after 
considering  the  record,  will  prepare  a 
written  report.  Tlie  report  will  include 
findings  of  fact,  findings  of  law.  a  finding 
whether  a  law  or  reRUlation  has  been  vi- 
olated, and  the  Hearing  Commissioner's 
recommendations  and  shall  be  trans- 
mitted to  the  Director.  Bureau  of  Polit- 
ico-Militarv  Affairs.  Department  of 
State. 

§  128.10      I)i«po.«ilii)n   of   pro<i'i'diiig. 

Wliere  the  evidence  is  not  sufficient  to 
support  the  charges,  the  Director.  Office 
of  Munitions  Control,  or  the  Hearing 
Commissioner,  will  dismiss  the  charges. 
Where  the  Hearing  Commissioner  finds 
that  a  violation  has  been  committed,  his 
recommendation  shalT  be  advisory  only, 
and  the  Director.  Bureau  of  Politico- 
Military  Affairs  will  review  the  record, 
consider  the  report  of  the  Hearing  Com- 
missioner, and  make  appropriate  disposi- 
tion of  the  case.  He  may  issue  an  order 
debarring  the  respondent  from  partici- 
pating in  the  export  of  articles  or  tech- 
nical data  on  the  U.S.  Munitions  List  as 
provided  in  §  127.07  of  this  chapter,  or 
imposing  a  civil  penalty  as  provided  in 
5  127.10  of  this  chapter,  or  take  such 
other  action  as  he  deems  appropriate. 
Any  debarment  order  will  be  effective  for 
the  period  of  time  specified  tlierein  and 
may  contain  such  additional  terms  and 
conditions  as  are  deemed  appropriate.  A 
copy  of  the  order  together  with  a  copy  of 
the  Hearing  Commissioner's  report  \vill 
be  served  upon  the  respondent. 

5  1 28. 1  1       (;on>«-nt   ordors. 

Tlie  OfiBce  of  Munitions  Control,  and 
the  respondent  may,  by  agreement,  sub- 


mit to  the  Hearing  Commissioner  a  pro- 
posal for  the  issuance  of  a  consent  order. 
The  Hearing  Commissioner  will  re\iew 
the  facts  of  the  case  and  the  proposal 
and  may  conduct  conferences  with  the 
parties  and  may  require  the  presentation 
of  evidence  in  the  case.  If  he  does  not 
approve  the  proposal,  he  v.ill  notify  the 
parties  and  the  case  will  proceed  as 
though  no  consent  proposal  had  been 
made.  If  he  approves  the  proposal,  he 
will  repo.t  tlic  !a:ts  of  the  case  with  his 
recommendations  to  the  Director.  Bu- 
reau of  Politico-Military  Affairs.  If  the 
Director  does  not  approve  the  proposal, 
the  case  will  proceed  as  though  no  con- 
sent proposal  had  been  made.  If  he  ap- 
proves the  proposal,  the  Director  may  is- 
sue an  appropriate  order. 

S  128.12      Roheaiinps. 

The  Hearing  Commissioner  may  grant 
a  rehearing  or  reopen  a  proceeding  at 
any  time  for  the  purpose  of  hearing  any 
relevant  and  material  evidence  which 
was  not  known  or  obtainable  at  the  time 
of  the  original  hearing.  A  request  for 
rehearing  or  reopening  must  contain  a 
summary  of  such  evidence,  and  must  ex- 
plain the  reasons  why  it  could  not  have 
been  presented  at  the  original  hearing. 
The  Hearing  Commissioner  will  advise 
the  parties  of  any  further  hearing,  and 
will  conduct  such  hearing  and  submit  his 
report  and  recommendations  in  the  same 
manner  as  provided  for  the  original  pro- 
ceeding as  descrit>ed  in  5  128.10. 

§  128.13      Appeal).. 

ia"»  Filing  of  appeals.  An  appeal  must 
be  in  writing,  addressed  to  and  filed  with 
the  Appeals  Board.  U.S.  Department  of 
Commerce.  Washington.  DC.  20230.  AiT 
appeal  from  a  final  order  denying  export 
privileges  or  impasing  civil  penalties 
must  be  filed  within  30  days  after  receipt 
of  a  copy  of  the  order. 

I  b '  Grounds  and  conditions  for  appeal. 
The  resijondent  may  api^eal  from  a  de- 
barment or  from  the  imposition  of  a  civil 
penalty  upon  the  ground  1 1  >  that  the 
findings  of  violajjon  are  not  supported 
by  ?.ny  substantial  evidence.  (2»  that 
prejudicial  error  of  law  was  committed, 
or  '3'  that  the  provisions  of  the  order 
are  arbitrary,  capricious,  or  an  abuse  of 
discretion.  The  appeal  must  specify  upon 
which  of  these  grounds  the  appeal  is 
based  and  must  indicate  from  which  pro- 
visions of  the  order  the  appeal  is  taken. 
An  appeal  from  an  order  Lssued  upon  de- 
fault will  not  be  entertained  if  the  re- 
spondent has  failed  to  seek  relief  as  pro- 
vided in  ?  128.041  b'. 

<c)  Matters  considered  on  appeal.  An 
appeal  will  be  considered  upon  the  basis 
of  the  assembled  record.  consLstin?  of. 
but  not  limited  to  the  charging  letter, 
respondent's  answer,  the  transcript  or 
magnetic  recording  of  the  hearing  be- 
fore the  Hearing  Commissioner,  the  re- 
port of  the  Healing  Commissioner,  the 
order  of  the  Director.  Bureau  of  Politico- 
Military  -Affairs. 'and  any  other  relevant 
documents  involved  in  the  proceedings 
before  the  Hearing  Commissioner.  The 
Appeals  Board  may  direct  a  rehearing 
and  reopening  before  the  Hearing  Com- 
missioner if  it  finds  that  the  record  is 


insufficient  or  that  new  evidence  is  rele- 
vant and  material  to  the  issues  and  was 
not  known  and  was  not  available  to  the 
respondent  at  the  time  of  the  original 
hearing.  The  Appeals  Board  may  order 
oral  argiunent  before  it,  but  shall  not 
consider  facts  or  arguments  relating  to 
the  policy  embodied  in  rules  or  regula- 
tions alleged  to  have  been  violated. 

id>  Effect  of  appeals.  The  taking  of  an 
appeal  will  not  stay  the  oi>eration  of  any 
order. 

'e>  Preparation  of  appeals.  <1>  General 
requirements.  An  appeal  shall  be  clearly 
marked  "Ref ;  .^npeals  Board  for  tlie  US. 
Department  of  Commerce.  Washington. 
DC.  20230."  and  shall  be  in  letter  form. 
The  apical  and  accompanying  material 
.should  be  filed  in  duplicate,  unless  other- 
wise indicated,  and  a  copy  simultane- 
ously served  on  the  Director.  Office  of 
Munitions  Control.  Department  of  State. 
Washington.  DC.  20520.  If  the  submis- 
sion of  two  copies  of  all  accompanying 
documents  or  exhibits  would  place  an 
undue  burden  on  the  petitioner,  waiver  of 
this  rule  may  be  requested  at  the  time 
the  request  is  filed. 

'2>  Oral  presentation.  Tlie  Appeals 
Board  may  grant  the  appellant  an  op- 
portunity for  oral  argument.  The  Ap- 
peals Board  will  set  the  time  and  place 
for  oral  argument  and  will  notify  the 
parties,  ordinarily  at  least  10  days  be- 
fore the  date  set. 

'31  Records.  Records  on  appeal  will  be 
made  available  for  inspection  and  copy- 
ing by  the  appellant  or  his  duly  author- 
ized reniesentative.  upon  written  appli- 
cation. The  application  should  be  made 
to  the  Appeals  Board.  U.S.  Department 
of  Commerce.  Washington.  DC.  20230.  It 
must  identify  the  material  or  informa- 
tion to  be  inspected  or  copied,  and  the 
purposes  for  which  it  is  sought. 

If  I  Decisions.  All  appeals  will  be  con- 
sidered and  decided  within  a  reasonable 
time  after  they  are  filed.  An  appeal  may 
be  granted  or  denied,  in  whole  or  In  part, 
or  dismissed  at  the  request  of  the  ap- 
pellant. The  decision  of  the  Appeals 
Board  v.ill  be  final 

S;   128.14       l'r<«r<ili'i-j«    rotifldnilial. 

Proceedings  under  this  Part  are  con- 
fidential, excepting  any  orders  issued 
therein  Reports  of  the  Hearing  Com- 
missioner and  copies  of  transcripts  or 
recordings  of  hearings  will  be  available 
to  parti'^s  and.  to  the  extent  of  their  own 
testimony,  to  witness<^s.  All  records  are 
available  to  any  U.S.  Government  agency 
showing  a  proper  interest  therein. 

if  1251.1.'^      Orders    rontaininp    prohalioii- 
ary    periods. 

'a)  Revocation  of  probationary 
periods.  A  debarment  or  interim  susiicn- 
sion  order  may  set  a  probationary 
period  during  which  the  order  may  be 
held  in  abeyance  for  all  or  part  of  the 
debarment  or  suspension  period,  subjfect 
to  conditions  stated  therein.  The  Direc- 
tor. Office  of  Munitions  Control,  without 
notice  to  any  person  to  be  affected 
thereby,  may  apply  to  the  Hearing  Com- 
missioner for  an  order  revoking  proba- 
tion when  it  api>ears  the  conditions  of 
the  probation  have  been  breached.  The 
facts  in  support  of  the  application  will 
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be  presented  to  the  Hearing  Commis- 
sioner who  will  report  thereon,  and  make 
a  recommendation  to  the  Director, 
Bureau  of  Politico-Militar>-  Affairs.  The 
Director,  Bureau  of  Politico-Militarj-  Af- 
fairs will  make  a  determination  whether 
to  revoke  probation  and  will  Issue  an  ap- 
propriate order. 

(b)  Hearing.— ^l<  Objectiovs  upon 
notice.  Any  person  affecteii  by  an  appli- 
cation upon  notice  to  revoke  probation, 
within  the  time  specified  in  the  notice, 
may  file  objections  with  the  Heanng 
Commissioner. 

.2>  Objections  to  order  uithoiit  notice. 
Anv  person  adversely  affected  by  an 
order  revoking  probation  without  notice 
may  request  that  the  order  be  set  aside 
by  filing  his  objections  thereto  with  the 
Hearing  Commissioner.  The  request  will 
not  stay  the  effective  date  of  the  order  or 
revocation. 

•  3^  Requiremen's  for  filing  objection. 
Objections  filed  with  the  Hearing  Com- 
missioner must  be  submitted  in  writing 
and  In  duplicate,  and  a  copy  must  be 
simultaneously  served  on  the  Office  of 
Munitions  Control,  Department  of  State. 
Denials  and  admissions,  as  well  as  the 
facts  of  any  mitigating  circumstances, 
which  the  person  affected  intends  to  pre- 
sent must  be  set  forth  in  or  accompany 
the  letter  of  objection  and  must  be  sup- 
ported by  evidence.  A  request  for  an  oral 
hearing  may  be  made  at  the  time  of  fil- 
ing objections. 

(4)  Determination.  The  application 
and  objections  thereto  will  be  referred  to 
the  Hearing  Commissioner.  An  oral  hear- 
ing, if  requested,  will  be  conducted  at  an 
eariy  convenient  date,  unless  the  objec- 
tions filed  raise  no  issues  of  material 
fact  to  be  determined.  Tlie  Hearing 
Commissioner  will  report  the  facts  and 
make  a  recommendation  to  the  Director, 
Bureau  of  Politico-Military  Affairs,  who 
will  determine  whether  the  application 
should  be  granted  or  denied  and  will 
issue  an  appropriate  order.  A  copy  of 
the  order  and  of  the  Hearing  Commis- 
sioner's report  will  be  furnished  to  any 
person  affected  thereby. 

(C>  Effect  of  revocation  on  other  ac- 
tions. The  revocation  of  a  probationary 
period  will  not  preclude  any  other  action 
concerning  a  further  violation,  even 
where  revocation  is  based  on  the  further 
violation 
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and   Budget   in   accordance   with   44   U.S.C. 
3509. 

Lucy  Wilson  Benson. 

Under  Secretary  of  State 
for  Security  Assistance. 

May  28,  1977. 

!FR  Dc<77-16561  Piled  6-9-77.8:45  ami 


§  128.16      l.\liii-iori    uf    linn-. 

The  Hearing  Commissioner,  for  good 
cause  shown,  may  extend  the  time  within 
which  to  prepare  and  submit  an  an.'^wer 
to  a  charging  letter  or  do  any  other  act 
required  by  this  Part  128. 

§128.17        VNaii.ibilitv    of    ..rd.  t-. 

All  debarment  orders,  order.s  impOvsing 
civil  penalties,  probationary  periods,  and 
Interim  suspension  orders  are  available 
for  public  inspection  in  the  Public  Read- 
ing Room  of  the  Department  of  State. 

Nt/rs:  The  recordkeeping  and  reporting  re- 
quirements contained  In  Subchapter  M  have 
been  approved  by  the  Office  of  Management 


DEPARTMENT  OF  JUSTICE 

United   States   Parole  Commission 

[28   CFR   Part   2] 

P.AROLE,  RELEASE.  SUPERVISION  AND 
RECOMMITMENT  OF  PRISONERS, 
VOUTH  OFFENDERS  AND  JUVENILE 
DELINQUENTS 

Proposed   Rulemaking 
AGENCY:  United  Slates  Parole  Commis- 
sion. 
ACTION:  Pioposed  rule. 

SUMT.IARY:  This  proposal  would  estab- 
lish a  procedure  whereby  Federal  pri- 
soners leai-n  at  the  outset  of  their 
sentences  what  their  ultimate  dates  of 
relea.'^e  will  be.  substantially  reducing 
tiie  element  of  uncertainty  in  the  execu- 
tion of  criminal  sentences. 
DATES :  Comments  must  be  received  on 
or  before:  July  22,  1977. 

ADDRESSES:  Send  comments  to  United 
Staffs  Parole  Commission,  Federal  Home 
Loan  Bank  Board  Building,  320  First 
Street.  N\V..  Washington.  D.C,  20537,  At- 
tention: Rulemaking  Committee. 

FOR  FURTHER  INFORMATION.  CON- 
TACT : 

Michael  Stover.  202-724-3092. 

SUPPLEMENTARY  INFORMATION: 

Pursuant  to  the  authority  of  28  CFR 
Chapter  I.  Part  O.  Subpart  V,  and  18 
use.  4203(a)(1),  90  Stat.  220,  notice 
is  hereby  given  that  the  United  States 
Parole  Commission  intends  to  consider 
the  adoption  of  certain  proposed  regula- 
tions discussed  and  set  forth  below. 

AU  interested  persons  who  wish  to 
comment  on  these  proposals  should  send 
their  written  statements  and  suggestions 
to  the  United  States  Parole  Commission, 
Federal  Home  Loan  Bank  Board  Build- 
ing. 320  First  Street,  NW.,  Washington,., 
DC  20537.  Attention:  Rulemaking  Com- 
mittee. All  comments  must  be  received 
by  July  22,  1977. 

(A)  Setting  presumptive  release  dates 
at  the  outset  of  confinement.  The  United 
States  Parole  Commission  proposes  to 
make  a  significant  alteration  in  the  pres- 
ent method  by  which  Federal  prisoners 
are  considered  for  parole.  Under  the 
present  sv'stem,  initial  parole  hearings 
are  not  held  until  prisoners  first  become 
eligible  for  release:  28  CFR  2.12(a). 
Parole  dates  are  generally  not  announced 
more  than  six  months  In  advance  of  re- 
lea.se:  28  CFR  2.29(b).  A  prisoner  w^hose 
parole  Is  denied,  and  who  Is  not  ordered 
to  sene  tmtil  the  expiration  of  his  sen- 
tence. Is  continued  either  to  an  "institu- 
tional review  hearing"  (following  which 


parole  is  generally  g:-anted  > ,  or  Is  con- 
tinued for  a  statutorj-  review  hearing 
when  a  longer  continuance  is  precluded 
by  18  U.S.C.  4208ihi  (li  or  (2). 

The  Commission  now  proposes  to  con- 
duct the  initial  parole  hearing  within 
120  days  of  the  prisoner's  reception  at 
a  Federal  institution,  in  the  cose  of  everj- 
sentence  under  seven  years  (including 
sentences  with  minimum  temos  ' .  Follow- 
ing that  hearing,  the  prusoner  would  be 
notified  of  a  presumptive  release  date. 
The  presumptive  relea.se  date  would  be 
either  in  the  form  of  an  extended  grant 
of  parole  (but  not  earlier  than  the  date 
of  the  prisoner's  minimum  eligibility  for 
release),  or  by  mandatorj-  release 
through  the  accumulation  of  time  for 
good  behavior. 

The  intent  of  tJie  proposal  is  that  re- 
lease wil  normally  be  granted  at  the 
presumptive  date.  Under  this  proposal, 
the  Commission's  Paroling  Policy  Guide- 
lines fat  28  CFR  2.20i  would  continue 
to  be  the  "fund.imentaJ  gauge"  by  which 
its  decisions  are  made.'  Immediately 
prior  to  actual  release,  prisoner.-  with 
extended  grants  of  parole  would  be  re- 
viewed on  the  record  to  ascertain 
whether  the  conditions  of  presumptive 
release  relating  to  continued  good 
conduct  have  been  met.  To  the  extent  a 
presimiptive  date  exceeds  the  statutory 
limits  for  a  continuance  without  further 
review^  (18  months  for  sentences  of  less 
than  7  years) ,  such  prisoners  would  also 
be  given  interim  review  hearings  to  ascer- 
tain whether  there  have  been  any  new- 
developments  or  new  information  signifi- 
cant enough  to  require  a  modification  of 
the  decision.' 

A  prisoner  with  a  sentence  of  seven 
years  or  more  would  be  heard  when 
first  eligible,  and  if  a  presumptive  re- 
lease date  within  five  years  were  not  set. 
the  prisoner  would  be  given  hearings  at 
the  24  month  intervals  required  by  stat- 
ute. A  presumptive  release  date  would 
thereafter  be  given  not  later  than  tlie 
first  hearing  that  occurred  within  five 
years  of  the  prisoner's  scheduled  manda- 
tory release. 

The  benefits  which  the  proposal  is  in- 
tended to  achieve  are  d)  The  reduction 
of  unnecessary  uncertainty  on  the  part 
of  the  prisoner,  (2)  More  efBcient  and 
equitable  decision-making  and  i3i  More 
certain  punishment  for  the  purpose  of 
deterring  potential  offenders.  In  sum,  the 


>ln  the  FEDERAL  REGISTER  for  Friday, 
September  5.  1975  (40  FR  41330).  the  Com- 
mission stated  •  •  •  In  the  Federal  system, 
a  prisoner  continued  for  an  Institutional 
review  hearing  (when  that  continuance  is 
not  limited  by  Board  policy)  will  frequently 
be  paroled  at  that  date,  absent  institutional 
misconduct. 

»  See  House  Ck>nferenc«  Report  No  94-838, 
At  page  26:  Vol.  2.  1976  U.S  Code  Cone  and 
Admin.  News,  at  page  359. 

•  For  example,  noticeable  effecw  of  aging. 
serious  illness,  reduced  social  condemnation 
of  the  type  of  offense,  outstanding  institu- 
tional program  achievement,  or  other  un- 
forseen  circumstances. 
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proposal  would  bring  the  advantages  of 
increased  certainty  in  the  setting  of  ac- 
tual prison  terms,  without  abandoning 
tile  ability  to  refine  and  control  the  ap- 
propriate outcome  of  each  case  in  the 
interests  of  consistency  and  fairness. 
Moreover,  the  proposal  wotild  combine 
the  above  advantages  with  guidelines 
implemented  by  a  small  collegial  body 
of  full-time  parole  decision-makers  able 
to  ensure  uniformity  in  the  interpreta- 
tion and  application  of  its  policies. 

The  Commission  has  considered,  in 
formulating  this  proposal,  the  following 
expressions  of  legislative  intent: 

( 1 )  It  is  the  intent  of  the  Conferees  that 
all  of  the  items  which  bear  upon  .the  parole 
decision  are  considered,  at  the  initial  deter- 
mination proceeding  but  that  the  subse- 
quent proceedings  required  by  this  section 
focus  upon  those  iten-.s  which  have  changed. 
or  which  may  have  changed,  In  the  inter- 
vening time. 

(House  Conference  Report  No  94-838, 
Joint  Explanatory  Statement  of  the  Com- 
mittee of  conference,  at  page  30:  Vol.  2,  1976 
U.S.  Code  Cong,  and  Admin.  News,  at  page 
363); 

(2)  First,  the  subconunittee  must  see  that 
the  Parole  Commission  continues  to  admin- 
ister the  guidelines  system  in  a  way  that  Is 
consistent  with  the  intention  that  Indeter- 
mlnancy  be  reduced  to  the  extent  consistent 
with  the  law. 

Tlie  legislation  attempted  to  provide  in- 
mates with  knowledge  of  their  parole  status, 
so  that  the  typical  inmate  would  know  the 
prosj>ective  time  of  his  release,  plan  for  this, 
and  not  make  release  plans  when  he  has  no 
hope  of  early  release.  The  legislation  attempts 
to  achieve  this  without  creating  procedural 
requirements  that  would  be  the  ba.'sis  for 
extensive  and  continuous  litigation.  At  pres- 
ent, prospective  parole  Information  is  not 
being  given  to  all  the  prison  population,  and 
this  would  be  of  future  concern  to  the  Sub- 
committee. 

(1977  Report  of  the  .Senate  Subcommittee 
on  National  Penftentlaries.  at  page  2); 

(3)  The  final  determination  of  precisely 
how  much  time  an  offender  must  serve  Is 
made  by  the  parole  authority.  The  parole 
agency  must  welsh  several  complex  factors 
in  making  its  decision,  not  all  of  which  are 
necessarily  complementary.  In  the  first  in- 
stance parole  has  the  practical  effect  of  bal- 
ancing differences  in  sentencing  policies  and 
practices  between  Judees  and  courts  in  a 
=;ystem  that  Is  as  wide  and  diverse  as  the 
Federal  criminal  Justice  system. 

I  House  Conference  Report,  supra,  at  page 
!9,  Vol.  2,  1976  U.S.  CX)de  Coiig.  and  Admln. 
News  at  page  352) . 

Finally,  the  proposal,  as  outlined  above, 
would  become  effective  by  amendment  of 
the  Commission's  rules  with  regard  to  all 
prisoners  initiallv  heard  following  its 
adoption.  Prisoners  having  already  re- 
ceived their  initial  hearings  would  be 
considered  for  presumptive  release  dates 
at  the  next  scheduled  hearing,  pursuant 
to  the  above  proposal. 

•  B)  Grounds  for  appeal  of  parole  deci- 
sions. The  Commission  proposes  to 
amend  its  rule  at  28  CFR  2.25(f)  (Re- 
gional appeals)  to  enlarge  upon  the  pres- 
ent grounds  for  administrative  appeal, 
which  are: 

1 1 1  Tlie  reasons  given  for  denial  or 
continuance  do  not  support  the  decision ; 
or 


(2 1  Tliere  was  significant  information 
in  existence  but  not  knowTi  at  the  time 
of  the  hearing. 

The  seven  proposed  groimds  for  ap- 
peal, as  set  forth  below,  are  designed  to 
focus  the  prisoner's  attention  on  the 
range  of  possible  argimients  which  might 
result  in  a  changed  decision.  Since  the 
grounds  are  specifically  related  to  guide- 
line'decision-making,  tliey  should  lead  to 
more  speedy  and  efficient  review  of  each 
ajjpeal.  as  wtU  as  to  more  cogent  argu- 
ments by  appellants.  In  addition,  the  pro- 
ix)sed  grounds  would  permit  the  prisoner 
to  point  out  any  actual  harm  caused  by 
a  flaw  in  procedure  li.e.  a  less  favorable 
decision  than  would  have  occurred  if 
proper  procedure  had  been  followed) . 
The  rule  would  thus  prevent  the  appel- 
lant from  concentrating  on  irrelevant 
matters  and  from  overlooking  possibly 
important  points  on  the  merits  of  his 
case.  The  proposed  grounds  would  also 
apply  to  appeals  before  the  Commission's 
National  Appeals  Board. 

Finallj',  adoption  of  these  proposed 
grounds  for  appeal  will  entail  the  crea- 
tion of  implementing  appeal  forms,  with 
accompanying  instructions.  Comments 
on  this  proposal  should,  therefore,  take 
into  account  whether  clarifications  or 
suggestions  properly  belong  in  th^  ac- 
companying instructions  to  the  appeal 
form,  rather  than  in  the  rule  itself.  Sug- 
gestions as  to  the  accompany  forms 
would  be,  of  course,  as  germane  at  this 
time  as  those  directed  to  the  propo,sed 
rule. 

The  text  of  tlie  proiX)sed  amendment 
is  as  follows: 

§  2.2.^      Rfffiuiiai    iipprul. 

'  f '  Appeals  under  this  section  may  be 
based  on  the  following  grovmds : 

'  1 '  That  the  guidelines  were  incor- 
rectly applied  as  to  any  or  all  of  the 
following: 

*i'  Severity  rating. 

'  ii  >  Salient  factor  score,  or 

'iii)  Time  in  custody; 

'21  That  a  decision  outside  the  guide- 
lines was  not  supported  by  the  reasons 
or  facts  as  stated; 

(3)  Tliat  especially  mitigating  circum- 
stances (for  example,  facts  relating  to 
the  sevei-ity  of  the  offense  or  tiie  pris- 
oners probability  of  success' on  parole* 
justify  a  different  decision; 

(4 1  That  a  decision  was  based  on 
erroneous  information,  and  the  actual 
facts  justify  a  different  decision; 

'5»  That  the  Commission  did  not  fol- 
low coiTect  procedure  in  deciding  the 
case,  and  a  different  decision  would  have 
resulted  if  the  error  had  not  occurred: 

1 6)  There  w^as  significant  information 
in  existence  but  not  k-nowTi  at  the  time 
of  the  hearing. 

(7)  There  are  compelling  reasons  why 
a  more  lenient  decision  should  be  rend- 
ered on  groimds  of  compassion. 

<C)  Extraordinary  review  by  the  full 
commission.  The  Commission  also  pro- 
poses to  amend  its  rule  at  28  CFR  2.54ib'. 
which  presently  permits  the  Commission, 


on  the  motion  of  three  Commissioners, 
to  re\iew  any  decision  of  a  Regional 
Commi.'^-ioner  relative  to  grant  or  denial 
of  parole.  The  amendment  would  permit 
such  review  in  the  case  of  any  decision. 
Thus,  any  \evel  of  Conunission  decision- 
making or  appellate  review  would  be 
sub.icct.  in  extraordinary  cases,  to  re- 
view by  the  full  Commission,  under  the 
same  procedures  previously  followed  in 
reviewing  decisions  of  Rorjional  Commis- 
sioners. 

The"  text  of  the  proposed  rule  twith  an 
amended  titled  is  as  follows: 

§  2..')  i     E\tr;i«>rdiiiar>  Ho\  ic»  Prorcdurr'*. 
•  *  >  «  • 

(bi  Notwithstanding  tlie  provisions  of 
55  2  23-2  26  and  5  2.28.  any  decision 
made  pui-suant  to  §5  2.23-2.26  or  5  2  28 
shall,  upon  the  {petition  of  not  less  than 
three  Commissioners,  be  referred  to  the 
full  Commission  for  review  and,  by  ma- 
jority vote,  affirmed,  modified,  or  re- 
versed. Such  petition  must  be  submitted 
to  the  Chairman  of  the  Commission  not 
later  than  30  days  from  the  date  of  entry 
of  tlie  decisions  to  be  reviewed. 

The  prisoner  shall  receive  a  written 
notice  of  this  referral,  which  shall  stav 
the  decision  in  his  case  until  such  review 
has  been  completed.  Following  review  by 
the  full  Commission  lat  its  next  regu- 
larly scheduled  meeting  or  by  sequentip.l 
review  of  the  file^ ,  the  prisoner  shall  be 
informed  in  writing  of  the  Commission's 
decision  and.  if  parole  is  denif'd.  of  the 
reasons  therefor. 

Dated    Jvme  3  1977. 

Curtis  C  Cr.awford, 

Acting  Chairman. 
U.S.  Parole  Commission. 

|FR  Dm  77-  IG'^83  Filed  6  9  77.8-45  ami 

DEPARTMENT  OF   DEFENSE 
Office   of  the   Secretary 

[32  CFR  Part  286b] 
|OSD  Admin  Inst.  No.  81 1 

PERSONAL  PRIVACY  AND  RIGHTS  OF 
INDIVIDUALS  REGARDING  THEIR  PER- 
SONAL RECORDS 

Proposeo   Rulemaking  Amendent 

AGENCY:  Office  of  the  Secretary  of  De- 
fense <OSDi . 

ACTION:  Proposed  rulemaking  amend- 
ment. 

SUMMARY;  On  Novemoer  28,  1975. 
tliere  was  published  in  the  Federal  Reg- 
ister '  40  FR  r)5525)  a  final  rule  adoption, 
effective  September  27,  1975,  pertaining 
to  the  implementation  of  the  Privacy 
Act.  The  Office  of  the  Secretary  of  De- 
fense lOSD)  proposes  to  amend  this  rule 
by  revising  $  286b. 11  thereof.  The  revised 
•5  286b.  11  intends  to  add  clarity  and  be 
more  comprehensible.  Two  additional 
OSD  systems  of  records,  §286b.llic)  (4i 
and  <5»,  are  proposed  to  be  specifically 
exempted  under  this  amendment.  Public 
comment  should  be  limited  to  these  two 
added  exemptions  although  comments 
on  any  other  area  will  not  be  refused. 
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This  amendment  Is  proposed  under  the 
authority  of  the  Privacy  Act  of  1974, 
Pub,  L.  93-579,  5  XJ£C.  552a. 

CONfMENT  CLOSING  DATE:  July  11. 
1977 

PROPOSED  effective:  date  Date 
of  publication  of  final  rule  in  the  Federal 
Register, 

ADDRESS:  Comments,  suggestions,  or 
objections  concerning  this  propo.sal 
should  be  submitted  to  Mr.  James  S. 
Nash.  OSD  Privacy  Act  OfBcer.  Office  of 
the  Deputy  Assistant  Secretary  of  De- 
fense (Administration'.  Washington. 
D.C.  20301. 

FOR  FURTHER  INFORMATION  CON- 

T.AC^: 

Mr.  James  S.  Nash,  202-697-2501. 

Accordingly,  32  CFR  Part  286b  Is  pro- 
posed to  be  amended  as  follows . 

1.  By  revising  5  286b,  11  to  read  as  fol- 
lows : 

§28f)l..ll        l.\.  ruplidn-. 

■a'  Gt-.'!'"-ai  in « inn  at  1071.  The  Secre- 
t<iry  of  Defe:i.~c  designates  those  Office 
of  tiie  Secrettan-  of  Defen-sc  (OSD'  sy.s- 
tems  of  records  which  will  be  exempt 
from  certain  provisions  of  the  Privacy 
Act.  There  are  two  types  of  exemptions, 
general  and  specific.  The  general  exemp- 
tion autiiorlzes  the  exemption  of  a  sys- 
tem of  records  from  all  but  a  few  require- 
ments of  the  Act.  The  specific  exemption 
authorizes  exemption  of  a  system  of 
records  or  portion  thereof,  from  only  a 
few  specific  requirements.  If  an  OSD 
Component  originates  a  new  system  of 
records  for  which  it  proposes  an  exemp- 
tion, or  if  it  proposes  an  additional  or 
new  exemption  for  an  existing  system  of 
records,  it  shall  submit  the  recommended 
exemption  with  the  records  system  notice 
as  outlined  in  §  286b.9ic' .  No  exemption 
of  a  system  of  records  shall  be  considered 
automatic  for  all  records  in  the  system. 
The  systems  manager  shall  review  each 
requested  record  and  apply  the  exemp- 
tions only  when  this  will  serve  a  sig- 
nificant and  legitimate  Government 
purpose. 

(b)  General  exemptions.  [Reserved! 

(c)  Specific  exemptions.  All  systems  of 
records  maintained  by  any  OSD  Com- 
ponent shall  be  exempt  from  the  re- 
quirements of  5  U.S.C.  552aid;  pursuant 
to  subsection  (k)-(l)  of  that  section  to 
the  extent  that  the  system  contains  any 
information  properly  classified  under 
Executive  Order  11652.  "Classification 
and  Declassification  of  National  Secur- 
ity Information  and  Material."  dated 
March  8.  1972  i37  FR  10053,  Mav  19. 
1972'.  and  required  bv  the  Executive 
Order  to  be  kept  classified  m  the  interest 
cf  national  defense  or  foreign  policy. 
Tliis  exemption,  which  may  be  applica- 
ble to  parts  of  all  systems  of  records.  1=? 
nece.-^sar.  because  certain  record  sys- 
tems not  otherwL>e  .specifically  desig- 
nated for  exemption.^  may  contain  Iso- 
lated mformation  which  has  been  prop- 
erly clas.'-ifled  The  Secretary  of  De- 
fense ha.s  designated  the  foUowmg  OSD 
sy.stems  of  records  described  below  spe- 


cifically exempted  from  the  appropriate 
provisions  of  the  Privacy  Act  pursuant 
to  the  designated  authority  contained 
therein: 

(1»  SYSID-IX:OMP  P26.  SYSNAME. 
Protective  Senice  File: 

Exemption.  This  system  of  records  Is 
exempt  from  subsections  (c^<3>,  <d>,  (e) 
'11.  (e'  i4i  tG',  (HK  and  <l>  and  (f)  of 
5  U.S.C.  552a,  which  would  require  the 
di.'iclosure  of  investigatory  material  com- 
piled for  law  enforcement  purposes;  or  a 
record  maintained  In  connection  with 
providing  protective  services  to  the  Pres- 
ident of  the  United  States  or  other  In- 
dividuals pursuant  to  18  U.S.C.  3056.  If 
any  mdividual  is  denied  any  right,  priv- 
ileRc,  or  benefit  that  he  would  otherwise 
be  entitled  by  Federal  law,  or  otherwise 
be  eligible,  as  a  result  of  the  mainten- 
ance of  the  material  compiled  for  law 
enforcement  purposes,  the  material  shall 
be  provided  to  that  individual,  except 
to  the  extent  that  Its  disclosure  would 
reveal  the  identity  of  a  source  who  fur- 
nished information  to  the  Government 
under  an  express  promise  or,  prior  to 
September  27.  1975,  under  an  Implied 
promise  that  the  Identity  of  the  sotxrce 
would  be  held  In  confidence.  At  the  time 
of  the  request  for  a  record,  a  determina- 
tion will  be  made  concerning  whether  a 
right,  privilege,  or  benefit  is  denied  or 
specific  information  would  reveal  the 
identity  of  a  source. 

Authority.  5  U.S.C.  552a<k)(2t  and 
<3), 

Reasons.  These  exemptions  are  neces- 
sary to  maintain  the  confidentiality  of 
the  records  compiled  for  the  purpose  of 
law  enforcement,  or  protecting  tlie  Pres- 
ident of  the  United  States  or  others  pur- 
suant to  18  U.S.C.  3056. 

(2)  SYSID-DCOMP  P28.  SYSNAME. 
The  Office  of  the  Secretary  of  Defense 
Clen ranee  File: 

Exemption.  This  system  of  records  Is 
exempt  from  subsections  (c)  (3)  and  (d) 
of  5  U.S.C.  552a.  which  would  require 
the  disclosure  of  investigatory  material 
compiled  solely  for  the  purpose  of  deter- 
mining access  to  classified  information 
but  only  to  the  extent  that  disclosure  of 
such  material  would  reveal  the  identity 
of  a  source  who  furnished  information 
to  the  Government  under  an  expressed 
promise  that  the  Identity  of  the  source 
would  be  held  in  confidence  or.  prior  to 
September  27,  1975.  under  an  implied 
promise  that  the  Identity  of  the  source 
would  be  held  in  confidence.  A  determi- 
nation will  be  made  at  the  time  of  the 
request  for  a  record  concerning  the  spe- 
cific information  which  would  reveal  the 
identity  of  the  source. 

Authority.  5  U.S.C.  552aik>  (5>. 

Rca.'ions.  This  exemption  Ls  required 
to  protect  the  confidentiality  of  the 
sources  of  information  compiled  for  the 
purpose  of  determining  access  to  classi- 
fied Information.  This  confidentiality 
helps  maintain  tiie  Government's  con- 
tinued access  to  information  from  per- 
sons who  would  otherwise  refuse  to  give 

■  3  SYSII5-DCOMP  SP02,  SYSNAME. 
Industrial  Personnel  Security  Clearance 
Ca.'^e  Files: 


Exemption.  This  system  of  records  is 
exempt  from  subsections  <c>'3i  and  (di 
of  Sections  552a  of  5  U.S.C.  which  would 
require  the  disclosure  of  investigatory 
material  compiled  solely  for  the  purpose 
of  determining  access  to  classified  Infor- 
mation, but  only  to  the  extent  that  the 
disclosure  of  such  material  would  reveal 
the  Identity  of  a  source  who  furnished 
information  to  the  Government  under 
an  expressed  promise  that  the  identity 
of  the  source  would  be  held  in  confidence 
or,  prior  to  September  27.  1975,  under  an 
implied  promise  that  the  identity  of  the 
source  would  be  held  in  confidence.  A 
determination  will  be  made  at  the  time 
of  the  request  for  a  record  concerning 
whether  specific  information  would  re- 
veal the  identity  of  a  source. 
Authonty.  5  U.S.C.  552aik)'5i. 
Reasons.  This  exemption  is  required 
in  order  to  protect  the  confidentiality  of 
the  sources  of  information  compiled  for 
the  purpose  of  determining  access  to 
classified  Information.  This  confiden- 
tiality helps  maintain  the  Government's 
continued  access  to  mformation  from 
persons  who  would  otherR'lse  refuse  to 
give  it. 

(4>    SYSID-DCOMP  P32,  SYSNAME. 
Standards  of  Conduct  Inquiry  File: 

Exemption.  This  system  of  records  L'; 
exempted  from  subsections  (c"i'3^  and 
(d)  of  5  U.S.C.  552a.  which  would  re- 
quire the  disclosure  of:  investigatory 
material  compiled  for  law  enforcement 
purposes;  or  investigatory  material  com- 
piled solely  for  the  pui-pose  of  determin- 
ing suitability,  eligibUity.  or  qualifica- 
tions for  Federal  civilian  employment, 
military  seiwice.  or  Federal  contracts,  but 
only  to  the  extent  that  the  disclosure  of 
such  material  would  reveal  the  identity 
of  a  source  who  furnished  infomiation 
to  the  Government  under  an  express 
promise  or,  prior  tc  September  27.  1975, 
under  an  iirrphed  promise  that  the  Iden- 
tity of  the  source  would  be  held  in  con- 
fidence. If  any  individual  is  denied  any 
right,  privilege,  or  benefit  that  he  would 
otherwise  be  entitled  by  Federal  law.  or' 
otherwise  be  eligible,  as  a  result  of  the 
maintenance  of  investigatory  material 
compiled  for  law  enforcement  purpose.  _ 
the  material  shall  be  provided  to  that* 
individual,  except  to  the  extent  that  its 
disclosure  would  reveal  the  identity  of  a 
source  who  furnished  information  to  the 
Government  under  an  express  promise 
or,  prior  to  September  27,  1975,  under 
an  implied  promise  that  the  identity  of 
the  source  would  be  held  in  confidence 
At  the  time  of  the  request  for  a  record,  a 
determination  will  be  made  concerning 
whether  a  right,  privilege,  or  benefit  is 
denied  or  sjxjcific  information  would  re- 
veal the  identity  of  a  source.  . 

Authority.  5  U.S.C.  552aik>t2i  and 
f5i. 

Reasons.  These  exemptions  are  nec- 
essary- to  protect  the  confidentiality  of 
the  records  compUed  for  the  purpose  of: 
enforcement  of  the  conflict  of  interest 
statutes  by  the  Department  of  Defense 
Standards  of  Conduct  Counselor,  Gen- 
eral Cotuisel,  or  their  designees;  and  de- 
termining     suitability,      eligibility      or 
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qualifications  for  Federal  civilian  em- 
ployment, military  ser\-ice,  or  Federal 
contracts  of  those  alleged  to  have  vio- 
lated or  caused  others  to  violate  the 
Standards  of  Conduct  regulations  of  the 
Department  of  Defense. 

<5)  SYSID-DGC  03,  SYSNAME.  Gen- 
eral Administrative  File: 

Exemption.  This  system  of  records  is 
exempt  from  subsections  (c)  (3)  and  (d) . 
Title  5  U.S.C.  552a.  which  would  require 
the  disclosure  of:  investigatory  material 
compiled  for  law  enforcement  purposes; 
investigatory  material  compiled  solely  for 
the  purpose  of  determining  suitability, 
eligibility,  or  qualifications  for  Federal 
civilian  employment,  military  service. 
Federal  contracts  or  access  to  classified 
information,  but  only  to  the  extent  that 
the  disclosure  of  such  material  would  re- 
veal the  identity  of  a  source  who  fur- 
nished information  to  the  Government 
under  an  express  promise  or.  prior  to 
September  27,  1975.  under  an  imphed 
promL<;e  that  the  identity  of  the  source 
would  be  held  in  confidence:  or  any 
record  maintained  in  connection  with 
providing  protective  services  to  the 
President  of  the  United  States  or  other 
individuals  pursuant  to  18  U.S.C.  3056.  If 
any  individual  Ls  denied  any  right,  priv- 
ilege, or  benefit  that  he  would  other- 
wise be  entitled  by  Federal  law.  or  other- 
wise be  eligible,  as  a  result  of  the  main- 
tenance of  material  compiled  for  law  en- 
forcement purposes,  the  material  shall 
be  provided  to  that  individual,  except  to 
the  extent  that  its  disclosure  would  re- 
veal the  identity  of  a  source  who  fur- 
nished information  to  the  Government 
under  an  express  promise  or,  prior  to 
September  27.  1975,  under  an  imphed 
promise  that  the  identity  of  the  source 
would  be  held  in  confidence  At  the  time 
of  the  request  for  a  record,  a  determina- 
tion will  be  made  concerning  whether  a 
right,  privilege,  or  benefit  is  denied  or 
specific  information  would  reveal  tlie 
identity  of  a  source. 

Authority.  5  U.SC.  552a(k)  (2>,  (3) 
and  1 5^. 

Reasons.  These  exemptions  are  neces- 
sary to  protect  the  confidentiality  of  the 
records  compiled  for  the  purpose  of  en- 


forcing the  law  by  or  at  the  request  of 
the  General  Counsel  or  his  professional 
staff,  determining  suitability,  eligibility, 
or  qualifications  for  Federal  civilian  em- 
ployment, military  service.  Federal  con- 
tracts, or  access  to  classified  informa- 
•tlon,  or  protecting  the  President  of  the 
United  States  or  others  pursuant  to  18 

U.S.C.  3056. 

Maurice  'W.  Kocke, 
Director.    Correspondence    and 
Directives  OASD   yComptrol- 

ler). 

June  7, 1977. 

(FR  Doc.77-16478  PUed  6-9-77.8:45  am] 

ENVIRONMENTAL   PROTECTION 
AGENCY 

[40   CFR    Part   52] 

;  f-RL   742    1  ] 

REDESIGNATION  OF  NORTHERN  CHEY- 
ENNE INDIAN  RESERVATION  FOR  PRE- 
VENTION OF  SIGNIFICANT  DETERIORA- 
TION 

Extension  of  Public  Comment  Period 

AGENCY:  Environmentai  Protection 
Agency. 

ACTION:  Extension  of  public  com.ment 
period  for  proposed  rule. 

SUNFMARY:  Upon  the  request  of  in- 
terested parties,  EPA  is  extending  the 
deadline  for  filing  public  comments  on 
its  pending  proposal  to  approve  the 
Northern  Cheyenne  Tribe's  redesigna- 
tion  under  EPA's  Prevention  of  Signifi- 
cant Air  Quality  Deterioration  Regula- 
tions, 

DATES:  Tlie  deadhne  is  being  extended 
to  June  30,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Lewis  W.  Johnson,  Region  \Tn  Air 
Programs  Branch.  U.S.  Environmental 
Protection  Agency.  1860  Lincoln 
Street.  Denver,  Colorado  80203,  phone 
303-337-3711. 


SUPPLEMENTARY  INFORMATION: 
On  April  29.  1977.  the  E^nvlronmental 
Protection  Agency  proposed  at  42  FR 
21819  to  amend  the  Montana  implemen- 
tation plan  under  the  Clean  Air  Act  by 
approving  the  request  of  the  Northern  • 
Cheyenne  Tribal  Council  to  redesignate 
their  Reservation  to  Class  I  under  EPA's 
regulations  for  Prevention  of  Significant 
Deterioration  1 40  CFR  52.21 ' .  The  dead- 
line for  submitting  written  comments 
was  set  at  May  31.  1977. 

EPA  has  received  requests  for  addi- 
tional time  to  submit  comments  from  a 
State  and  spokesman  from  another  In- 
dian Tribe.  The  Bureau  of  Indian  Af- 
fairs has  also  requested  EPA  to  consid- 
er a  short-term  extension. 

EPA  has  determined  that  In  view  of 
the  importance  and  complexity  of  the  is- 
sues Involved  in  this  particular  redeslg- 
nation  request  (which  is  the  first  one  the 
Agency  has  processed^,  the  requests  for 
additional  time  should  be  granted.  The 
deadline  for  submitting  written  com- 
ments Is  therefore  being  extended  until 
June  30.  1977.  Parties  who  have  already 
submitted  comments  may  supplement 
their  submLssions  during  this  period  If 
they  desire. 

Dated:  June  2.  1977. 

Edward  F.  Tuerk. 
Acting  Assistant  Administrator 
for  Air  and  Waste  Manage- 
ment. 

[FR  Doc.77-16492  Filed  6  9-77; 8:45  am] 

DEPARTMENT    OF    HEALTH. 
EDUCATION,  AND  WELFARE 

Office  of  the  Secretary 

[  41    CFR    Part    3-4  ] 

SPECIAL   TYPES   AND    METHODS   OF 
PROCURTMENT 

Negotiated  Procurement  Under  the  Buy 

Indian  Act 

Cross  Reference 

FR  Doc.  77-16578  was  inadvertently 
published  in  the  Rules  and  Regulations 
section  of  this  issue,  on  page  29872. 
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This  section  of  the  FEDERAL  REGISTER  contains  documents  other  than  rules  or  proposed  rules  that  are  applicable  to  the  public.  Notices 
of  hearings  and  investigations,  committee  meetings,  agency  decisions  and  rulings,  delegations  of  authority,  filing  of  petitions  and  applications 
and  agenr.y  statements  of  organi?:itton  and  functions  are  examples  of  documents  appearing  in  this  section. 


DEPARTMENT  OF  AGRICULTURE 

Food  Sdfety  and  Quality  Service 

EXPERT    PANEL    ON    NITRiTES   AND 

NITROSAMINES 

Meeting  and  Agenda 

Notice  is  liereby  given  of  a  meeting  of 
the  Expert  Panel  on  Nitrites  and  Nitro- 
samines  to  be  held  in  Room  5051,  North 
Building,  Department  of  Health,  Educa- 
tion, arid  Welfare.  330  Independence 
Avenue  SW.,  Washington,  D.C.,  June  27, 
1977,  at  9:30  a.m.  Tliis  is  the  twelfth 
scheduled  meeting  of  the  Panel. 

The  meeting's  agenda  is  <1>  Panel  dis- 
cussion on  potential  hazards  of  nltro- 
samlne  formations  in  bacon.  '2)  reports 
of  Panel's  subconimitte€.s  with  recom- 
mendations on  further  actioas  to  be 
taken,  and  (3)  other  business  as  appro- 
priate. Discussion  will  be  primarily 
limited  to  Panel  participation;  however, 
where  appropriate,  public  comment  and 
questions  will  be  invited  during  the 
course  of  the  meeting. 

The  meeting  will  be  open  to  the  public 
and  under  the  direction  of  the  Panel 
Chairperson  or  her  deslfnice.  Written 
statements  may  be  filed  with  the  Panel 
before  or  after  the  meeting.  Any  member 
of  the  public  who  has  further  questions 
should  contact  the  Issuance  Coordina- 
tion Staff.  Technical  Services.  Food 
Safety  and  Quality  Service.  U  S.  Depart- 
ment of  Agriculture.  Room  4905,  South 
Agriculture  Building,  Washingt-on,  DC. 
20250,  Area  Code  (202i  447^6189.  Any 
person  who  wishes  to  file  a  statement 
may  send  such  statement  to  the  I.-^suance 
Coordination  Staff  at  the  above  address. 

Dated:  June  8.  1977 

F.  J.  MULHERN. 

Acting  Administrator. 
Food  Safety  and  Quality  Service. 
|PR  Doc.77-16721  Filed  6-9  '77;8-45  am) 


tion.  Little  Rock,  Arkansas.  These  loan 
funds  will  provide  AECC  with  the  neces- 
sary financing  required  to  participate 
jointly  with  Arkansas  Power  and  Light 
Company  and  the  City  Water  and  Light 
Plant  of  the  City  of  Jonesboro,  Jones- 
boro,  Arkansas,  in  the  construction  of  a 
1400  MW  coal-fired  generating  plant 
known  as  the  White  Bluff  Power  Plant 
near  Redfield,  Arkansas. 

Legally  organized  lending  agencies  ca- 
pable of  makmg,  holding  and  servicing 
the  loan  proposed  to  be  guaranteed  may 
obtain  information  on  the  proposed  proj- 
ect, including  the  engineering  and  eco- 
nomic feasibility  studies  and  the  pro- 
posed schedule  for  the  advances  to  the 
borrower  of  the  guaranteed  loan  funds 
from  Mr  Harry  L.  Oswald,  Manager, 
Arkansas  Electric  Cooperative  Corpora- 
tion, P  O  Box  9469,  Little  Rock,  Arkan- 
sas 72209. 

In  order  to  be  considered,  proposals 
must  be  submitted  on  or  before  July  11, 
1977,  to  Mr.  Oswald.  The  right  Is  re- 
served to  give  such  consideration  and 
make  such  evaluation  or  other  disposi- 
tion of  all  proposals  received,  as  AECC 
and  RE  A  deem  appropriate.  Prospective 
lenders  are  advised  that  the  guaranteed 
financing  for  this  project  is  available 
from  the  Federal  Financing  Bank  under 
a  standing  agreement  with  the  Rural 
Electrification  Administration. 

Copies  of  REA  Bulletin  20-22  are 
available  from  the  Director,  Information 
Services  Division,  Rural  Electrification 
Administration,  U.S.  Department  of 
Agriculture.  Washington,  DC.  20250. 

Dated  at  Washington,  D.C.,  this  3rd 

day  of  June,  1977. 

Joseph  Vellone, 
Acting  Administrator,  Rural 
Electrification  Administration. 

IFR  Doc  77-16246  Piled  6-9-77;8:46  am] 


Dated  at  Washington,  D.C.,   June   6 
1977. 

Janet  D.  Saxon. 
Admijiistrative  Law  Judge. 

[FR  Doc. 77-16580  Piled  6-9-77:8:45  am) 


Rur<)l    Electrification    Ad-ninistration 

ARKANSAS   ELECTRIC   COOPERATIVE 
CORP     L  ITTLE   ROCK,   ARK. 

Proposed  Loan  Guarantee 
Under  tlie  authority  of  Pub.  L  93-32 
(87  Stat.  65 >  and  in  conformance  with 
applicable  agency  policies  and  proce- 
dures as  set  forth  in  REA  Bulletin  20-22 
'Guarantee  of  Loans  for  Bulk  Power 
Supply  Facilities' ,  notice  is  hereby  given 
that  the  Administrator  of  REA  will  con- 
sider providing  a  guarantee  supported 
bv  the  full  faith  and  credit  of  the  United 
States  of  America  for  a  loan  m  the  ap- 
proximate amount  of  $240,000,000  to 
Arkansas  Electric  Cooperative  Corpora- 


CIVIL  AERONAUTICS   BOARD 

[Docket  No.  30565] 

DEUTSCHES  REISEBURO  GmbH 
(GERMANY) 

Hearing  Regarding  Foreign  Air  Carrier 
Permit 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  he  Federal  Aviation  Act  of 
1958,  as  amended,  that  a  hearing  In  the 
above-entitled  proceeding  will  be  held 
on  July  6.  1977,  at  9:30  a.m.  (local  time). 
in  Room  1003.  Hearing  Room  B,  North 
Universal  Building,  1875  Connecticut 
Avenue,  NW.,  Washington,  D.C.,  before 
theimdersigned. 


(Docket  No8  30356,  etc:  Order  77- 6-23 ) 

TRANSCONTINENTAL    LOW-FARE    ROUTE 
PROCEEDING   ET  AL. 

Certificates  of  Public  Convenience  and 
Other  Matters 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  in  Washington.  DC.  on 
the  7th  day  of  June,  1977. 

In  the  matter  of  Transcontinental 
Low-Fare  Route  Proceeding  D(x:ket 
30356,  applications  of  United  Air  Lines. 
Inc.,  World  Airways,  Inc..  Pan  American 
World  Airways,  Inc..  Trans  Inteniational 
Airlines,  Inc.,  Ralph  W.  E.  Cox.  Jr.  d  b  a 
USOA.  Richard  D.  Neumann,  et  al., 
d/b/a,  Air  United  States,  S.  B  Craft  and 
N.  Y.  Craft  d/b/a  Standard  Airways. 
Amos  E.  Heacock  d  b/a  Air  Transport 
Associates.  American  Airlines.  Inc..  The 
Flying  Tiger  Line  Inc.,  Northwest  Air- 
liries,  Inc.,  Trans  World  Airlines.  Inc.. 
Overseas  National  Airways.  Inc.,  Capitol 
International  Airways.  Inc.,  Conner  Air 
Lines,  Inc.,  for  new  or  amended  certifi- 
cates of  public  convenience  and  necessity 
Docket  26634.  27693,  30484,  3050R  30509 
30510,  30511,  30512,  30513,  30515.  30516. 
30517,  30521,  30574/30575.  30579.  30712 
joint  application  of  Conner  Air  Lines, 
Inc.  and  F.  A.  Conner,  for  approval  under 
sections  408  and  409  of  the  Federal  .A.via- 
tion  Act  Docket  30825. 

By  Order  77-1-94,  January  14,  1977. 
the  Board  Instituted  the  Transcontinen- 
tal Low-Fare  Route  Proceeding  and  con- 
solidated therewith  the  application  of 
World  Airways  in  Docket  27693,  Com- 
ments concerning  the  issues  and  scope 
of  the  proceeding  were  solicited  from  in- 
terested persons  and  a  deadline  was 
established  for  the  filing  of  all  other  ap- 
plications and  motions  to  consolidate.*' 

In  response  to  that  order,  applications 
for  new  or  amended  certificate  authority 
and  motions  to  consolidate  were  filed  by 
six  certificated  scheduled  air  carriers, 
three  certificated  supplemental  carriers 
and  five  other  persons.  World  itself  filed 
an  amendment  to  its  original  application 
seeking  to  add  Los  Angeles  International 
Airport  and  Long  Beach  to  its  proposed 


■  AttachmentB  were  filed  as  a  part  ol  tbe 
original  document. 

>a  The  procedures  to  be  followed  were  Iden- 
tical'to  those  adopted  for  the  Chicago  Mid- 
way Low-Ptu*  Route  Proceeding.  Order  76- 
12-149,  De<-ember  28.  1976. 
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West  Coast  terminals."  The  authority 
sought  by  these  applicants  ranges  from 
very  limited  removal  of  certificate  re- 
strictions to  extremely  broad  new  oper- 
ating rights,  as  follows: 

(a>  American  Airlines.  United  Air 
Lines  and  Trans  World  Airlines  request 
modifications  of  conditions  in  their  re- 
.spective  certificates  which  prohibit 
single-plane  service  between  Ontario  Air- 
port and  New  York  Newark  or  Wa.shlng- 
ton  Baltimore  'and  the  San  Francisco 
Bay  Area  in  the  case  of  TWA> . 

(bi  Conner  .^ir  Lines.  Flymg  Tiger, 
Northwest  Airlines  and  Pan  American 
World  Airways  have  applied  for  author- 
ity essentially  similar  to  that  sought  by 
World  except  that  Conner  and  Pan 
American  woujd  serve  different  or  addi- 
tional airports  in  the  same  metropolitan 
areas.  Capitol  Intemational  Airways  in- 
cluded two  routes,  one  identical  to 
World's  and  a  second  encompassing  ad- 
ditional points. 

(c)  Four  persons  'in  addition  to  F.  A. 
Conner>  who  were  formerly,  but  are  not 
now,  air  carriers — Heacock  d  b/a  Air 
Transport  Ass(5ciates,  Neumann  d 'b 'a 
Air  United  States,  Craft  d  b  a  Standard 
Air%vays  and  Cox  d  b  a  USOA— have  re- 
quested broad  scheduled  authority  over 
several  linear  routes.  Each  proposes  low- 
fare  service. 

(d)  Trans  International  'TLA)  and 
Overseas  National  <ONAt  have  applied 
for  the  broadest  possible  scheduled  au- 
thority, technically  including  ever>-  f>os- 
sible  domestic,  foreign  and  overseas 
point.  Basically,  these  carriers  are  seek- 
ing the  right  to  carr>'  individually- 
ticketed  passenges  at  low  fares  on  char- 
ter flights  when  space  is  available  but 
subject  to  a  percentage  limitation  on  the 
number  of  seals  sold. 

(e)  Finally,  eight  persons  or  corpora- 
tions characterizing  themselves  as  for- 
mer supplemental  carriei-s  have  filed  ap- 
plications for  exemption  authority  to  en- 
gage in  supplemental  air  tran-'-portation 
(Dockets  30693.  30694,  30711,  30723, 
30725,  30726,  30741  and  30821)  and  have 
moved  for  consolidation  with  Docket 
30356  and  for  expeditious  treatment.' 

Petitions  for  leave  to  intervene  have 
been  filed  by  Delta  Air  Lines,  United  Air 
Lines,  National  Airlines,  the  United 
States  Department  of  Justice  (DOJ) ,  Uie 
State    of    Maryland,    the    Philadelphia 


■  W  irM's  riricinal  appllcition  contem- 
plated transcontinental  service  between 
Newark  and  Baltimore,  on  the  East  Coast. 
and  Oakland  and  Ontario,  on  the  We.st  Coast. 

'  It  Is  our  Impression  that  the  objective  of 
these  eight  persons  and  companies  is  to  have 
all  their  applications  consldererl  contempo- 
raneously, but  not  necessarily  in  Docket 
30356  Since  three  of  them  filed  separate 
route  applications,  they  apparently  recognize 
that  the  issues  In  Docket  30356  will  be  re- 
lated to  scheduled,  not  charter,  authority. 
While  we  will  deny  their  motions  to  con- 
solidate with  Docket  30356  we  do  Intend  to 
consider  their  exemption  applications 
together. 


Parties  ahe  City  and  the  Greater  Plula- 
delphia  Chamber  of  Commerce  i,  the 
Oakland  Parties  '  the  City,  the  Board  of 
Port  Commissioners  and  the  Chamber  of 
Commerce* ,  the  Puget  Sound  Traffic  -As- 
sociation (PST.A'  and  the  International 
Aircoach  Association  'L'^At.  The  peti- 
tions will  be  granted  except  for  United's 
and  lAA's.  United's  wiU  be  dismissed 
since  the  carrier  subsequently  decided  to 
become  an  applicant.  lAA  claims  to  be 
"an  unincorporated  association  (in  the 
process  of  being  incorporated  ^  of  small 
business  independent  airline  companies 
•  •  '."  The  members  are  not  identified 
nor  is  there  any  indication  of  compliance 
with  Part  263  of  the  Economic  Regula- 
tions governing  participation  of  aid  car- 
rier associations  in  Board  proceedings. 
Therefore.  LAA's  petition  will  be  denied. 

Eleven  comments  and  seven  answers 
were  filed  in  response  to  Order  77-1-94.' 
As  in  the  Chicago  Midway  case.  Docket 
30277.  the  pleadings  posed  a  wide  variety 
of  rout^  and  rate  issues  and  have  been 
generally  helpful  to  the  Board  in  defining 
the  scope  of  the  case  At  one  extreme  it 
is  argued  that  the  Board  must  examine 
virtually  every  phase  of  the  Domestic 
Passenger  Fare  Investigation,  together 
with  every  standard  route  case  issue:  at 
the  other  extreme  it  is  contended  that 
the  only  questions  to  be  resolved  relate 
to  the  fitness  of  the  applicants  and  the 
lawfulness  of  the  fares  proposed. 

We  have  decided  to  pursue  essentially 
the  same  course  that  has  been  charted 
for  the  Chicago  Midway  case.  Order  77- 
5-81.  May  17.  1977.  The  potential  impact 
of  the  Transcontinental  case  upon  the 
air  transportation  system  is  no  less  pro- 
found than  that  of  Chicago  Midway; 
hence,  the  Board  has  a  responsibility  to 
assure  that  the  issues  are  explored  in 
sufficient  det.ail  to  enable  us  to  make  a 
reasoned  final  d(?cision.  Nevertheless, 
there  are  limits  upon  the  amount  that 
can  be  accomplished  in  one  proceeding, 
particularly  in  hght  of  the  Board's  obli- 
gation to  reach  a  final  decision  as  expe- 
ditiously as  possible.  The  number  of 
markets  and  issues  must  be  limited  to 
keep  the  case  within  manageable  propor- 
tions. 

After  careful  consideration  of  the  ap- 
plications, comments  and  answers,  the 
Board  has  made  the  following  deter- 
minations which  are  explained  in  detail 
below:  <1>  The  markets  will  be  those 
comprising  the  metropolitan  areas  of 
New  York  Newark  and  Wa.shington ' 
Baltimore  on  the  East  Coast  and  Los 
Angeles,  Ontario  Long  Beach  and  San 
Francisco  Oakland  San  Jose  on  the 
West  Coast;  <2)  A  pretrial  restriction 
will  preclude  the  authorization  of  new 


*  C^omment-s  were  filed  by  .American  Flyint; 
Tiger.  Pan  American,  TIA.  TWA,  United. 
World.  DOJ,  the  United  States  Department  of 
Transportation  (DOT),  the  Oakland  Parties 
and  PST.A  .Answers  were  submitted  by  Amer- 
ican. Delta.  Pan  American,  TWA,  United. 
World  and  Oakland. 


all -cargo  service,  and  all  other  potential 
restrictions  will  be  in  issue;  (3>  Manda- 
tory joint  fares  will  not  be  considered 
within  the  scope  of  this  case;  and  (4» 
Tlie  proceeding  will  not  be  a  forum  for 
parties  to  challenge  or  alter  our  existing 
DPFI  decisions  although  the  parties  are 
encouraged  to  explore  the  implications 
of  tlie  proposed  low-fare  service  for  the 
Board's  domestic  fare  policies. 

1.  The  markets  in  issue.  Although  the 
Issues  in  this  case  will  not  be  identical 
to  those  in  Chicago  Midway,  they  are 
sufficiently  analogous  to  mandate  the 
imposition  of  certain  threshold  limita- 
tions on  the  scope  for  many  of  tlie  same 
reasons.  In  particular,  the  case  will  be 
far  more  complex  analytically  than  most 
route  cases  heard  by  the  Board.  Not  only 
are  the  traditional  route  case  questions 
at  i.s5'.:e,  but  also  complicated  questions 
related  to  price  must  be  considered. 
-Among  these  are  the  extent  of  price 
elasticity  of  demand  and  diversion  of 
traffic  from  other  markets  attributable 
to  fare  differentials.  With  a  potential  • 
impact  far  beyond  the  four  markets  pro- 
posed by  World,  each  additional  city- 
pair  mag:iifle5  by  geometric  proportions 
the  scope  of  analysis  necessary  to  build 
an  adequate  record. 

In  determining  how  to  scojje  its  cases, 
the  Board  must  continually  appraise  the 
effect  upon  its  own  limited  resources. 
Despite  the  importance  of  this  case,  it 
must  not  be  permitted  to  dominate  the 
staff's  workload  to  such  an  extent  that 
other  important  applications  cannot  be 
processed  or  that  pending  cases  will  be 
delayed.  We  expect  that  the  staff's  con- 
tribution to  the  development  of  the  rec- 
ord will  be  more  substantial  than  usual 
and  will  comprehend  the  following:  d) 
Development  of  DPFT  cost -based  fares 
for  all  markets;  (2>  Development  of 
DPFT  fares  for  each  market  adjusted  to 
reflect  individual  carrier  operations  and 
ccn^ts  for  the  service  proposed :  ( 3  >  Anal- 
ysis of  individual  carrier  costs  for  serv- 
ing each  market:  '4^  Analysis  of  traffic 
and  revenue  forecasts  for  each  market 
with  regard  for  diversion,  generation. 
direct  price  elasticity,  quality/price 
tradeoffs,  and  so  on;  (S"*  Analysis  of  the 
impact  of  low-fare  tariffs  on  other  mar- 
kets 'i.e..  the  domino  effect);  and  (6> 
Analvsis  of  the  effect  of  low-fare  tariffs 
on  DPFI  as  it  relates  to  the  rest  of  the 
system.  Obviously,  the  extensiveness  of 
this  effort  requires  that  the  number  of 
markets  be  kept  manageable. 

We  must  also  remain  cognizant  of  the 
predicates  of  World's  application  which. 
after  all.  has  precipitated  the  Institution 
of  this  proceeding.  World  chose  the  four 
most  dense  longhatfl  markets  in  the 
country  to  test  the  feasibility  of  its  low- 
fare  service.  It  was  reasoned  that  these 
markets  offer  the  best  environment  In 
which  to  conduct  the  proposed  service 
because  of  their  proven  density  and  the 
prospects   for   generation   of  significant 


FEDERAL   REGISTER,    VOL    47,   NO.    112 — FBIDAY,    JUNE    10,    1977 


!t<)10 


NOTICES 


amounts  of  new  traffic.-  Th«  Board  gen- 
erally agrees  with  World's  approach  and 
for  that  reason,  as  well  as  the  analytical 
and  logistical  reasons  desonbed  above, 
we  believe  that  it  is  reasonable  and  nec- 
essary to  limit  the  scope  of  this  case  to 
the  four  markets  initially  proposed.' 

We  will  not.  as  a  pretrial  matter,  desig- 
nate any  specific  airports  within  the  four 
metropolitan  areas  simply  because  there 
are  no  sound  bases  for  distinctions.  We 
do  expect  the  parties  to  submit  evidence 
addressing  this  issue  and  the  administra- 
tive law  judge  should  consider  whether 
the  record  requires  that  any  awards  be 
limited  to  specific  airport  pairs.  Such  a 
limitation  may  be  based  on  the  judge's 
evaluation  of  diversionary  impact,  the 
desirability  of  reducing  congestion,  or 
any  other  public  interest  consideration. 

2.  Pretrial  restrictions.  Flying  Tiger 
has  requested  a  pretrial  restriction  pre- 
cluding consideration  of  new  transcon- 
tinental freighter  service.'  This  request  is 
supported  by  TWA  and  United  and  op- 
posed by  Oakland.  World  its^elf  does  not 
seek  all-cargo  rights  and  does  not  oppose 
the  restriction,  nor  does  any  other  appli- 
cant. There,  we  have  decided  to  eliminate 
this  issue  at  the  outset  to  keep  the  case 
manageable  and  to  assure  that  it;;  focus 
remains  on  passenger  service.  In  line  with 
our  historic  policy,  we  will  not  initially 
preclude  World  or  any  other  applicant 
from  proposing  to  carry  cargo  on  com- 
bination services. - 

We  have  determined  that  there  Is  not 
enough  information  available  In  plead- 
ings alone  to  decide  prior  to  the  hearing 
whether  any  other  restriction.s  on  pas- 
senger services  and  fares  are  required. 
Accordingly,  all  potential  restrictions  will 
be  In  Issue. 

3.  Joint  fares.  As  indicated  above,  the 
Board  has  determined  tliat  the  Issue  of 
mandatory  joint  fares  for  services  be- 
tween the  points  in  Issue  and  all  other 


•True  O&D  traffic  for  the  year  ended  March 
31.  1976.  Is  as  foUow.s: 

New  York  Newark-Los  Angeles 

Area    1.223.650 

New  York  Newark-Bay  Area..       876,  230 
Washington  Baltlmore-Loe 

Angeles  Area 435.280 

Wa.shlngton  Baltimore-Bay  ' 

Area    361.500 

The  Las  Angeles  area  Includes  Los  Angeles 
Iniernatlonal.  Burbank,  Long  Beach  and  On- 
tario; the  Bay  Area  Includes  San  Francisco. 
Oakland  and  San  Jose.  See  Appendix  A  for 
a  comparison  with  other  transcontinental 
markets. 

"  The  Boards  authority  to  limit  the  scoee 
of  Its  proceedings  on  grounds  such  as  the.se 
Ls  well-established.  City  of  San  Antonio  v. 
CAB  374  F2d  326  (D.C  Cir  1967):  City  of 
Orlando,  et  al.  v.  CAB.  511  F  2d  447  (DC. 
Clr    1975) 

'  Flying  Tiger's  application  lor  passenger 
authority  Is  defensive  and  the  carrier  states 
that  It  wUl  seek  dismissal  of  the  application 
If  Its  proposed  pretrial  restriction  is  adopted 
'This  case  Is  framed  to  examine  passenger 
services,  so  cargo  services  will  be  of  tangential 
concern  only  Accordingly,  rates  filed  for  cago 
services  In  the  markets  In  Lssue  will  be  sub- 
ject to  the  prevailing  policies  and  standards 
applicable  to  all  cargo  ra'es  at  the  time  of 
nitn^. 


certifietl  points  will  not  be  included  In 
tliis  investigation  consistent  with  the 
Boards  normal  policy  in  route  cases. 
For  e.xample,  mandatory  joint  fares 
were  not  in  issue  in  either  the  New 
England  Service  Investigation.  Docket 
22973,  or  the  Air  Midwest  Certification 
Proceeding.  Docket  28262.  It  is  also 
apparent  that  the  types  of  services 
proposed  by  some  applicants  are  dis- 
similar to  the  types  of  services  covered 
by  the  Board's  decision  in  Phase  4  of  the 
DPFI.  Consequently,  a  new  examination 
of  the  joint  fare  question  would  have  to 
be  made  and  such  litigation  would  add 
to  the  complexity  of  this  case  and  delay 
its  completion.  In  the  event  that  a  cer- 
tificate is  awarded  to  any  of  the  appli- 
cants and  the  circumstances  warrant, 
joint  fare  matters  can  be  considered  in  a 
separate  proceeding." 

4.  Consideration  of  the  DPFI.  The  re- 
lationship between  the  DPFI  and  the 
proposals  in  this  case  generated  a  great 
deal  of  comment  and  presents  difficult 
questions.  The  Board  wishes  to  make 
clear  that  we  do  not  intend  for  the 
parties  to  relitigate  the  DPFI  In  this 
route  case  nor  do  we  believe  that  there 
is  any  need  to  do  so.  Any  significant  tech- 
nical adjustments  to  the  DPFI  fare 
fonnula  or  any  changes  In  policy  that 
may  be  necessary  as  a  result  of  this  In- 
vestigation can  be  handled  in  a  subse- 
quent proceeding.'" 

This  does  not  mean  that  the  standards 
established  in  the  DPFI  can  be  ignored  in 
thLs  case  since  the  institution  of  low-fare 
service  in  the  markets  in  issue  would  un- 
doubtedly have  a  major  impact  on  the 
fares  in  effect  in  those  mai-kets  and  could 
affect  the  fares  in  other  markets  as  well. 
The  Board  clearly  must  be  in  a  position 
to  weigh  the  impact  in  detemiining  the 
merits  of  any  application.  Accordingly, 
we  expect  the  parties  to  focus  upon  the 
effect  of  low-fare  service  on  the  rest  of 
the  certificated  system,  examining  ques- 
tions raised  by  matching  fares,  on-line 
fares,  the  effect  on  load  factors,  the  pos- 
sible domino  effect  In  other  markets,  the 
potential  for  cross-subsidization  of  low- 
fare  service  by  full-fare  service,  and  so 
on.  But  again  we  must  emphasize  that, 
while  we  expect  the  parties  to  explore  the 
implications  that  low-fare  services  may 
have  on  the  Board's  domestic  fare  poli- 
cies, v,e  do  not  intend  this  route  proceed- 


ing to  be  used  as  a  forum  for  the  parties 
to  challenge  or  alter  our  DPFI  findings." 

5.  Consolidation.  Not  all  of  the  applica- 
tions are  predicated  upon  low-fare  serv- 
ice. Three  applicants  only  request  re- 
moval of  single-plane  restrictions  in  a 
couple  of  markets.  'Whether  or  not  the 
Board  could  lawfully  exclude  applica- 
tions which  do  not  allege  that  low-fare 
service  will  be  offered,  we  have  deter- 
mined as  a  matter  of  discretion  to  grant 
all  the  motions  to  consolidate  to  the  ex- 
tent that  they  conform  with  the  scope  of 
the  case.  We  will  not  limit  the  applicants 
to  those  proposing  low-fare  service  but 
rather  we  will  evaluate  low  fares  as  one 
element  of  the  public  convenience  and 
necessity.  Nevertheless,  we  still  contem- 
plate that  proposals  for  low-fare  service 
will  constitute  the  primafy  focus  of  the 
case. 

There  are.  In  fact,  only  three  com- 
pletely nonconforming  applications.  Of 
the  four  applicants  who  are  not  now  air 
carriers  but  who  filed  applications  for 
broad,  low-fare  route  authority.'^  only 
Heacock  d/b/a  Air  Transport  Associates 
has  failed  to  include  any  route  encom- 
passing the  four  metropolitan  areas  in 
issue.  Rather  than  dismiss  Heacock's  ap- 
plication at  this  point,  we  have  decided 
to  allow  this  applicant  fourteen  days  to 
amend  his  application  to  conform  with 
the  scope  of  the  proceeding  if  he  desires 
to  participate. 

The  other  two  nonconforming  applica- 
tions were  filed  by  TIA  "  and  ON  A.  TIA 
filed  first,  requesting  authority  to  sell 
individual  tickets  for  available  space  on 
charter  flights  subject  to  certain  limita- 
tions. ONA  then  filed  virtually  identical 
applications  and  motions  to  consolidate 
its  application  Ln  Docket  30575  'domes- 
tic) with  TIA's  In  Docket  30509  or  with 
Docket  30356."  The  motion  of  TIA  and 
ONA  to  consolidate  with  Docket  30356 
will  be  denied  and  the  application  in 
Dockets  30509  and  30575  will  be  dis- 
missed. TIA  and  ONA  have  applied  for 
authority  which  is  the  inverse  of  the 
"part-charter"  concept;  they  wish  to  fill 
up  empty  seats  on  charter  flights  with  in- 
dividually-ticketed passengers.  To  grant 
this  type  of  relief,  the  Board  would  liter- 
ally have  to  reexamine  traditional 
concepts  and  rules  of  charter  air  trans- 
portation. This  is  hardly  appropriate  to 
consider  in  a  route  proceeding  as  opposed 
to  a  rulemaking  proceeding.  There  ha? 
been  no  showing  that  refusal  to  hear 
these  unique  proposals  in  this  case  would 
or  could,   legally  or  economically,   pre- 


•Both  Air  New  England  and  Air  Midwest 
were  required  to  maintain  Joint  fares  after 
they  were  certificated  when  the  Board  later 
determined  that  they  could  be  brought 
within  the  scope  of  the  Phase  4  decision 
without  producing  any  significant  Impact  on 
the  rest  of  the  system.  See  Orders  74-10-101 
102.  October  18.  1974  (Air  New  England),  and 
Orders  76-11-3.  November  2,  1976,  and  76- 
12-22.  December  6.  1976  (Air  Midwest). 

"  However.  If  an  award  permitting  Institu- 
tion of  low-fare  service  Is  made  to  a  carrier 
currently  subject  to  our  orders  In  Phases  4 
or  9  of  the  DPFI,  modifications  of  those 
orders  may  be  made  In  this  Investigation  to 
the  extent  necessary  to  allow  those  carriers 
to  conduct  service  at  the  fares  contemplated, 
and  any  party  may  offer  evidence  in  support 
of  such  modifications. 


"  To  the  extent  that  fares  In  other  rate- 
making  entitles,  such  as  Mainland-Hawaii. 
may  be  affected  by  the  proposed  low -fare 
services,  our  discussion  here  applies  equally 
to  the  fares,  standards  and  policies  pertain- 
ing to  those  other  entities. 

•'I.e.,  Heacock  d/b/a  Air  Transport  Asso- 
ciates, Neumann  d'b/a  Air  United  States. 
Craft  d/b/a  Standard  Airways,  and  Cot 
d/b'a  tJSOA.  F.  A.  Conner  is  excluded  from 
this  group  since  his  application  encompasses 
only  the  four  named  metropolitan  areas 

«TIA  filed  a  motion  to  consolidate  only  Its 
application  for  domestic  authority.  Docket 
30509,  with  Docket  30356 

'•  To  the  extent  that  consolidation  was  re- 
quested with  Docket  30356,  ONA's  application 
and  motion  were  filed  late. 
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elude  a  grant  of  authority  at  another 
tune  in  another  proceeding  and  we  per- 
ceive no  reason  to  complicate  the  record. 

Finally,  tlie  motion  of  Conner  Air  Lines 
and  F.  A.  Coriner  for  consolidation  of 
their  joint  application  in  Docket  30825 
will  be  granted.'-  This  application  relates 
to  approval  of  control  relationships  under 
.section  408  and  409  of  the  Act;  its  in- 
clusion will  not  unduly  burden  or  delay 
the  proceeding  since  the  required  evi- 
dentiary presentation  will  virtually  dup- 
licate that  relatmg  to  the  fitness  issue." 

6.  Procedures.  Because  of  the  com- 
plexity and  potential  importance  of  this 
proceeding  to  the  future  of  air  trans- 
portation regulation,  the  Board  has  di- 
rected the  staffs  of  the  Bureau  of  Eco- 
nomics and  the  Bureau  of  Operating 
Rights  to  prepare  jointly  a  proposed 
statement  of  issues,  evidence  request, 
and  procedural  schedule  which  are  at- 
tached to  this  order.  A  notice  will  be 
Lssued  shortly  setting  forth  the  date  for 
responses  by  the  parties  to  the  evidence 
request  and  the  date  for  the  prehearing 
conference.  The  administrative  law 
judge  assigned  to  this  case  will  retain 
full  discretionary  authority  to  modify 
any  and  all  of  the  staff  submissions 
based  on  the  comments  of  the  parties 
received  prior  to  the  prehearing  confer- 
ence. Each  Bureau  will  be  free,  as  a  sepa- 
rate and  independent  party  to  suggest 
modifications  or  additions.  In  light  of 
these  considerations,  the  Board  desires 
to  set  forth  certain  general  procedural 
principles,  directions  and  requests  to  the 
parties. 

First,  the  Board  desires  that  this  case 
be  processed  through  the  various  pro- 
cedural steps  rapidly,  but  consistent  with 
the  development  of  an  evidentiary  rec- 
ord sufficient  to  allow  the  Board  to  reach 
a  final  decision.  To  this  end,  the  Board 
earnestly  requests  the  cooperation  of 
the  applicants,  carrier  intervenors  and 
all  other  parties  to  expedite  the  case. 
The  administrative  law  judge  will  have 
full  discretionary  power  to  allow  .suffi- 
cient time  for  all  parties  to  develop  the 
minimum  evidentiary  presentation  de- 
scribed below,  as  well  as  any  other  evi- 
dence which  the  judge  deems  to  be  rele- 
vant and  material  to  the  issues.  As  a 
preliminary  matter  the  Board  has  deter- 
mined that  petitions  for  reconsideration 
of  this  order  shall  be  due  within  20  days 
and  answers  20  days  thereafter.'" 

Second,  in  order  to  achieve  the  stated 
objective,  the  Board  considers  it  essen- 
tial that,  to  the  extent  feasible,  the 
minimum   evidentiarj-   presentation   re- 


■  The  motion  was  accompanied  by  a  mo- 
tion for  leave  to  file  the  otherwise  unauthor- 
ized document,  which  will  be  granted. 

•  As  discussed  above,  the  eight  applica- 
iions  for  exemptions  to  perform  supplemen- 
tal air  transportation  are  unrelated  to  the 
Issued  here  and  will  be  the  subject  of  a 
separate  order. 

■  Because  of  the  continuing  need  for  ex- 
rert  analysis  of  the  facts  and  legal  issues, 
no  staff  component  will  become  a  party  to 
this  proceeding  until  the  order  on  reconsid- 
eration has  been  Issued  (qr  until  the  time 
for  filing  petitions  has  exp'lred  in  the  event 
th-it  none  Is  filed). 


quired  by  the  administrative  law  judge 
be  on  a  comparable  basis  with  respect 
to  all  forecasts  and  estimates  relating 
to  cost?,  traffic,  revenues  and  diversion. 

Third,  the  Board  requests  that  stand- 
ardized evidentiary  formats  be  utilized 
so  that  the  varying  estimates  in  each 
of  these  categories  are  displayed  on  a 
comparable  basis.  In  this  connection,  the 
Board  expects  the  parties  to  comply 
strictly  with  the  usual  ground  rules 
which  provide  that  the  basis  for  each 
estimate,  and  each  subdivision  of  each 
estimate,  be  clearly  set  forth  in  footnotes 
or  otherwise,  and  supported  by  narrative 
written  dLscussion  to  the  extent  appro- 
priate. For  example,  estimates  that  are 
essentially  based  on  expert  judgment 
should  be  expressly  so-labeled;  and  if 
experience  in  other  markets  Ls  utilized, 
the  matter  should  be  clearly  spelled  out. 

Finally,  we  expect  the  five  applicants 
w^ho  are  not  air  carriers  and  are  not, 
therefore,  experienced  in  CAB  proceed- 
ings to  familiarize  themselves  with  the 
Rules  of  Practice  and  to  adhere  to  those 
rules  as  well  as  the  admonitions  in  the 
previous  paragraphs.  In  a  case  of  this 
magnitude,  strict  conformity  is  essential 
to  avoid  confusion  and  delay.  The  judge 
should  take  any  remedial  steps  neces- 
sary in  his  or  her  judgment  if  obvious 
situations  of  noncompliance  arise." 

T6  the  maximum  extent  possible,  all 
parties  should  submit  prior  to  the  hear- 
ing any  proposed  stipulations,  conditions, 
limitations,  and  restrictions,  as  well  as 
requests  for  exemption  from  any  pron- 
sion  of  Title  IV."  In  particular,  the 
Board  requests  the  administrative  law 
judge  and  the  parties  to  explore  whether 
any  or  all  authority  which  may  be 
granted  in  this  proceeding  should  be 
permissive  in  character,  and  if  so. 
whether  it  is  economically  feasible  and 
desirable  to  award  authority  to  more 
than  one  carrier  in  each  market. 

Accordingly,  it  is  ordered,  That: 

1.  The  Transcontinental  Low-Fare 
Route  Proceeding.  Docket  30356,  in- 
stituted by  Order  77-1-94  and  this  order, 
shall  be  conducted  pursuant  to  authority 
granted  by  the  Federal  Aviation  Act  of 
1958,  as  amended,  and  particularly  sec- 
tions 204.  401.  404.  408.  409.  416  and 
1002; 

2.  Tlie  primary  issues  in  this  proceed- 
ing shall  be  the  following : 

<a)  Do  the  public  convenience  and 
necessity  require  the  certification  of  an 
additional  air  carrier  or  carriei-s  be- 
tween New  York  Newark  and  or  Wash- 
ington Baltimore,  on  the  one  hand,  and 
Los  Angeles  Ontario  Long  Beach  and' 
or  San  Francisco  Oakland  San  Jose,  on 
the  other  hand? 


•'  In  a  related  matter,  Heacock,  Neumann, 
Craft  and  Cox  have  filed  motions  for  waiver 
of  the  environmental  evaluation  or  for  an 
extension  of  time.  The  requirement  will  not 
l>e  waived  but  all  applicants  will  be  granted 
extensions  of  time  until  the  date  set  for 
submission  of  Information  responses. 

"  This  is  not  Intended  to  preclude  any 
party  from  advancing  such  proposals  on 
brief  to  the  administrative  law  Judge,  but 
only  to  encourage  early  submission  in  order 
to  aid  In  the  development  of  the  record. 


lb)  If  so,  what  terms,  conditions  and 
limitations  should  be  placed  on  any  au- 
thority awarded? 

I  c  I  If  so.  what  should  be  the  duration 
of  any  authority  awarded? 

3.  The  i'^sues  in  this  proceeding  shall 
be  limited  by  the  following  pretrial 
restrictions: 

ta>  Any  authority  granted  shall  not 
be  eligible  for  federal  subsidy  support: 

(bi  Mandatory  joint  fares  shall  not 
be  considered;  and  * 

(ct  No  award  shall  authorize  the 
transportation  of  cargo  in  freighttr  air- 
craft: 

4.  The  following  applications  be  and 
they  hereby  are  consolidated  with  Docket 
30356  to  the  extent  that  they  conform 
to  the  scope  of  this  proceeding  as  set 
forth  in  paragraph  2  above: 

United  Air  Lines.  Inc..  Docket  36634 

World    Airways,    Inc.,    Amendment    No.     1. 

Docket  27693 
Pan  American  World   Airways,  Inc.,  Docket 

30484 
Ralph   W    E    Cox,  Jr    d/b  a  USOA.   Docket 

30510 
Richard  D  Neumann,  et  a)  .  d  b  a  .Mr  United 

States.  Docket  30511 
S    B    Craft  and  N.  T.  Craft  d  b  a  Standard 

Airways.  Docket  30512 
-American  Airlines,  Inc..  Docket  30515 
Northwest  Airlines,  Inc..  Docket  30517 
Trans  World  Airlines.  Ine  .  Docket  30521 
Capitol   International  Airways.   Inc.,   Docket 

30579 
Conner   Air   Lines,   Inc.   and   F    \.   Conner, 

Dockets  30712  and  30825: 

to  the  extent  not  coiisohdated.  tlie  fore- 
going applications  be  and  they  hereby 
are  dismissed; 

5  Amos  E.  Heacock  d  b  a  Transport 
Associates  sliall  file  an  amendment  to 
the  application  in  Docket  30513  within 
14  days  of  the  date  of  adoption  of  this 
order;  if  no  such  amendment  is  filed,  the 
application  shall  be  dismissed: 

6.  Tlie  motions  of  Traixs  International 
Airlines.  Inc.  and  Overseas  National  Air- 
ways, Inc.  for  consolidation  of  their  re- 
spective applications  m  Ekxrket  30509  and 
Docket  30575  with  Docket  30356  be  and 
they  hereby  are  denied  and  the  applica- 
tions be  and  they  hereby  are  dismissed; 

7.  Tlie  motions  of  S.  B.  Craft  and  N.  Y. 
Craft  d  b  a  Standard  Airways,  Docket 
30693,  Richard  D.  Neumann,  et  al.,  d/b/a 
Air  United  States.  Docket  30694,  U.S. 
Aircoach,  Inc.,  Docket  30711,  Transocean 
Air  Lines,  Inc..  Docket  30723,  Amos  E. 
Heacock  d  b  a  Air  Transport  Associates, 
Docket  30725.  Ralph  W.  E.  Cox,  Jr.  d  b  a 
USOA,  Docket  30726,  'Virgin  Island  Air 
Servic&s.  Inc..  Docket  30741.  and  Blatz 
Airlines.  Inc.,  EKxrket  30821,  for  consoli- 
dation of  the  applications  listed  in  this 
paragraph  with  Docket  30356  be  and 
they  hereby  are  denied:  Provided,  That 
the  applications  in  the  dockets  listed  in 
this  paragraph  shall  not  be  dismissed; 

8.  The  application  of  The  Flying  Tiger 
Line,  Inc.,  Docket  30516.  be  and  it  hereby 
is  dismissed; 

9.  The  petitions  for  leave  to  intervene 
filed  by  Delta  Air  Lines,  Inc.,  National 
Airlines.  Inc.,  the  Oakland  Parties,  the 
Philadelphia  Parties,  the  Puget  Sound 
Traffic  Association,  the  United  States 
Department  of  Justice  and  the  State  of 
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Marjland    be     and     they     hereby     are 
granted ; 

10.  The  petition  for  leave  to  intervene 
filed  by  the  International  Aircoach  As- 
sociation be  and  it  hereby  Is  denied; 

11.  The  petition  for  leave  to  int^ervene 
filed  by  United  Air  Lines.  Inc.  be  and  it 
hereby  Ls  dismissed; 

!2.  The  motions  of  Conner  Air  Lines, 
Inc  and  F.  A.  Conner.  Dockets  30712  and 
30825,  and  Capitol  International  Air- 
ways, Inc.,  Docket  30579,  for  leave  to 
file  otherwise  unauthorized  motions  for 
consolidation  be  and  they  hereby  are 
grant^Ki: 

13.  All  environmentiU  evaluations  and 
amended  environmental  evaluations  pre- 
pared pursuant  to  Part  312  of  the  Pro- 
cedural Regulations  shall  be  filed  no 
later  than  the  date  set  by  the  adminis- 
trative law  judge  for  the  exchange  of 
Information  response  exhibits;   and 

14.  Petitions  for  reconsideration  of  this 
order  shall  be  filed  no  later  than  20  days 
from  tlie  date  of  adoption  of  this  order, 
and  answers  thereto  fhall  be  nied  20  days 
thereafter. 

Tills  order  shall  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Kaylor, 
Secretary. 

|FR  Doc.77-16581  Filed  6-9-77:8:45  am) 


tliat  a  planning  meeting  of  the  Massa- 
Lhu.-etu^  Advlsorj.'  Committee  (SAC)  of 
Uie  Commission  will  convene  at  12  noon 
and  will  end  at  6  p.m.  on  July  26.  1977, 
at  27  ISchool  Street,  Boston,  Massachu- 
setts 02108. 

Persons  wishing  to  attend  this  open 
meeting  should  conUict  the  Committee 
Chairperson,  or  the  Northeastern  Re- 
gional Office  of  the  Commission,  26  Fed- 
eral Plaza.  Room  1639,  New  York.  New 
York  10007. 

The  purpose  of  this  meeting  is  to  dis- 
cuss status  of  subcommittees  and  mat- 
ters of  general' interest. 

This  meeting  will  be  conducted  pur- 
suant to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

Dated  at  Washington.  D.C..  June  7, 
1977. 

John  I.  Binki.ey. 
Advisory  Committee 
Management  Officer. 

!FR  Doc  77   16:31  Filed  6  9-77:8:4,5  &m\ 


Dated  at  Washington  DC.  on  June  7, 
1977. 

John  I.  Binkley, 

Advisory  Committee 
Management  Officer. 

[FR  Doc.77-16530  Filed  6-9-77:8:45  am] 


COMMISSION   ON   CIVIL   RIGHTS 

MAINE  ADVISORY  COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  Ls  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  CivU  Rights, 
that  a  plannmg  meeting  of  the  Maine 
Advisory  Committee  'SAC'  of  the  Com- 
mission will  convene  at  7:30  pjn.  to  11 
p.m.  on  July  21,  1977.  at  the  Maine 
Teachers  Association.  35  Community 
Drive,  Augusta,  Maine.  V 

Persons  wishing  to  attend  tills  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Northeastern  Re- 
gional Office  of  the  Commission,  26  Fed- 
eral Plaza,  Room  1639.  New  York.  New 
York  10007. 

The  purpose  of  this  meeting  Is  to  dis- 
cuss matters  of  general  interest  and  sta- 
tus of  subcommittees. 

This  meeting  will  be  conducted  pur- 
suant to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

Dated   at  Wa.shington.  D.C..  June  7, 

1977. 

John  I.  Binkley, 

Advisory  Committee 
Management  Officer. 

[PR  Doc  77-16533  Filed  6-9  77.8:45  am) 


MICHIGAN  ADVISORY  COMMITTEE 
Amendment  to  Meeting  Notice 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  Michigan 
Advisory  Committee  (SAC)  of  the  Com- 
mission a  notice  previously  published  in 
the  Fedekai.  Register  Thursday.  June  2. 
1977.  (FR  E>oc  77-15604)  is  hereby 
amended.  The  meeting  will  be  held  at 
the  Saginaw  Board  of  Education.  550 
Millard  Saginaw,  Michigan  48601  instead 
of  the  Holiday  Inn,  175  and  Holland  Ave- 
nue. The  time  and  date  remains  the 
same. 

Dated  at  Washington.  DC.  June  6, 
1977. 

John  I.  Binkley. 
Advisory  Committee 
Management  Officer. 

[FR  Doc.77- 16528  Filed  6-9-77:0:45  am) 


MASSACHLiSETTS  ADVISORY  COMMITTEE 

Agenda  and  Notice  of  Open  Meeting 

Notice  IS  hereby  given,  pursuant  to  tiie 
provisions  of  the  Rules  and  Reg-alatlons 
of  the  US.  Commission  on  Hvi!  Right.-^, 


NEW  JERSEY  ADVISORY    COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights, 
that  a  planning  meeting  of  the  New  Jer- 
sey Advisory  Committee  (SAC)  of  the 
Commission  will  convene  at  6:30  p.m. 
and  will  end  at  10  p.m.  on  July  7,  1977. 
at  the  Ramada  Inn.  Route  I,  New  Bruns- 
wick. New  Jersey. 

Persons  wishing  to  attend  this  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Northeastern  Re- 
gional Office  of  the  Commission.  26  Fed- 
eral Plaza,  Room  1639,  New  York.  New 
York   10007. 

Tlie  purpose  of  this  meeting  is  to  dis- 
cuss status  of  subcommittees. 

This  meeting  will  be  conducted  pur- 
suant to  the  provisions  of  the  Rules  and 
ReguIation.s  of  the  Commission. 


NEW  YORK  ADVISORY  COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights. 
that  a  planning  meeting  of  the  New  York 
Advisory  Committee  'SAC'  of  the  Com- 
mission will  convene  at  4:00  p.m.  and 
will  end  at  7:00  p.m.  o;i  July  13.  1977. 
at  Phelps  Stokes  Fund,  New  York.  New 
York  10027. 

Persons  wishing  to  attend  this  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Northeastern  Re- 
gional Office  of  the  Commi.^sion.  26  Fed- 
eral Plaze,  Room  1639.  New  York.  New 
York  10007. 

The  purpose  of  this  meeting  is  to  dis- 
cuss matters  of  general  interest. 

This  meeting  will  be  conducted  pursu- 
ant to  the  provisions  of  tlie  Rules  and 
Regulations  of  the  Commission 

Dated  at  Washington,  DC.  June  7. 
1977. 

John  I.   BI^"KLEY, 
Advisory  Committee 
Management  Officer. 

|FR  Doc.  77-16532  Filed  6-9-77:8:45  am  J 


SOUTH  CAROLINA  ADVISORY  COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuar.t  to  the 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Rights. 
that  a  planning  meeting  of  the  Soutli 
Carolina  Advlsoi-y  Committee  SAC'  of 
the  Commission  will  convene  ^t  1 :  00  pm 
and  will  end  at  5: 00  p.m.  on  July  12.  1977. 
at  the  Pavilion  Room.  Town  House  Mo- 
tel, 1615  Gervals  Street.  Columbia,  South 
Carolina  29201. 

Persons  wishing  to  attend  tliis  open 
meeting  should  contact  the  Committee 
Chairperson,  or  the  Southern  Regional 
Office  of  the  Commission.  Citizens  Trust 
Bank  Building.  Room  362  75  Piedmont 
Avenue  NE.,  Atlanta,  Georgia  30303. 

The  purpose  of  this  meeting  is  to  dis- 
cuss project  proposal  for  the  coming 
year. 

This  meeting  will  be  conducted  pursu- 
ant to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

This  meeting  will  be  conducted  pursu- 
ant to  the  provislosn  of  the  Rule?  and 
Regulations  of  the  Commission. 

Dated  at  Washington.  DC.  June  7, 
1977. 

John  I.   Ei.nklev 
Adi-isory  Committee 
Management  Officer. 

IFR  Doc.77-16527  Filed  6-9-77:8:45  am] 
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VERMONT  ADVISORY  COMMITTEE 
Agenda  and  Notice  of  Open  Meeting 

Notice  IS  hereby  given,  pursuant  to  tlie 
provisions  of  the  Rules  and  Regulations 
of  the  U.S.  Commission  on  Civil  Right^s, 
that  a  planning  meeting  of  the  Vermont 
.'Advisory  Committee  (S.\C)  of  the  Com- 
mission will  convene  at  7:30  p.m.  and 
end  at  11:00  p.m.  on  July  18,  1977,  at  the 
Tavern  Motor  Inn.  Montpelier.  Vermont. 

Persons  wishing  to  attend  tills  open 
meeting  should  contact  the  Committee 
Chaii-person,  or  the  Nortiieastem  Re- 
gional Office  of  the  Commission,  26  Fed- 
eral Plaza.  Room  1639,  New  York,  New 
York  10007. 

The  purpose  of  this  meeting  Is  to  dis- 
cuss next  step  on  subcommittees. 

This  meeting  wUl  be  conducted  pur- 
suant to  the  provisions  of  the  Rules  and 
Regulations  of  the  Commission. 

Dated  at  Washington,  D.C.,  June  7. 
1977. 

John  I.  Binkley, 

Adi^isory  Committee 
Management  Officer. 

[FR  Doc.77-16529  Filed  6-9-77:8  45  am) 

CIVIL  SERVICE   COMMISSION 

AIR    FORCE    DEPARTMENT 

Title  Change  in  Noncareer  Executive 
Assignment 

By  notice  of  Februai-y  26,  1972,  FR 
Doc.  72-2917,  the  Civil  Service  Commis- 
sion authorized  the  Department  of  the 
Air  Force  to  fill  by  noncareer  executive 
assignment  the  position  of  Special  As- 
sistant for  Environmental  Quality,  Office, 
Assistant  Secretar:.-  'Installations  and 
Logistics),  Office.  Secretary  of  the  Air 
Force.  This  is  notice  that  the  title  of  tliis 
position  Is  now  being  changed  to  Deputy 
for  Environment  and  Safety.  Office,  As- 
sistant Secretai-y  (Installations  and 
Logistics ' ,  Office.  Secretary  of  the  Air 
Force. 

United  States  Civil  Serv- 
ice Commission. 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners . 

|FR  Doc  77-16170  Filed  6-0-77:8:45  am] 


COMMUNITY  SERVICES  ADMINISTRATION 

G''3nt  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  5  9.20  of  Civil  Serv- 
ice Rule  IX  >  5  CFR  9,20) ,  the  Civil  Serv- 
ice Commission  authorizes  the  Commu- 
nity Sei\-ices  Administration  to  fill  by 
noncareer  executive  assignment  in  the 
es'«pted  sei-vice  on  a  temporary  basis  a 
second  position  of  Deputy  General  Coun- 
.sel.  Office  of  the  General  Counsel. 

United  States  Cn-i  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 
;fr  Doc  77-16171  Piled  6-9-77:8:45  am] 


EXPORT-IMPQRT   BANK 

Grant  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  CivU 
Service  Rule  IX  io  CFR  9.20).  the  Civil 
Service  Commission  authorizes  the  Ex- 
port-Import Bank  to  fill  by  noncareer 
executive  assignment  in  the  excepted 
service  the  position  of  Personal  and  (Con- 
fidential Assistant  to  the  President  and 
Chairman,  Office  'of  the  President  and 
Chairman. 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 
[Ill  r)oc.77-16172  Filed  6-9-77:8:45  am] 


HE.\LTH,   EDUCATION,  AND  V/ELFARE 
DEPARTMENT 

Grant  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  Civil 
Service  Rule  IX  (5  CFR  9,20),  the  Civil 
Service  Commission  authorizes  the  De- 
partment of  Health,  Education,  and  Wel- 
fare to  fill  by  noncareer  executive  a.stiign- 
ment  in  the  excepted  service  two  posi- 
tions of  Deputy  Executive  Secretary  to 
the  Department,  Executive  Secretariat, 
Immediate  Office,  Office  of  the  Secretary'- 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

(PR  Doc.77-16173  Piled  6-9-77:8:45  am] 


HEALTH,   EDUCATION,  AND  WELFARE 
DEPARTMENT 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  autliority  of  f  9.20  of  CivU  Serv- 
ice Rule  EX  (5  CFR  9.20) .  the  Civil  Serv- 
ice Commission  revokes  the  authority  of 
the  Department  of  Health.  Education. 
and  Welfare  to  fiU  by  noncareer  execu- 
tive assignmen"  in  tlie  excepted  service 
the  position  of  Deputy  Director  of  Reg- 
ulatory Review.  Office  of  Regiilatory  Re- 
itiew,  Immediate  Office  of  the  Secretary. 
Office  of  the  Secretary. 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners, 
|FR  Doc. 77-16174  Filed  6-9-77:8:45  am] 


INTERIOR    DEPARTMENT 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  CivU  Ser\-- 
ice  Rule  EX  -  5  CFR  9.20 ' ,  tiie  CivU  Serv- 
ice Comml-^c^ion  revokes  the  autliority  of 
the  Department  of  the  Interior  to  fill  by 
noncareer  executive  assignment  in  the 


excepted  service  two  positions  of  Deputy 
Under  Secretary.  Office  of  the  Under 
Secretary,  Office  of  the  Secretarj-. 

United  States  Civil  Serv- 
ice Commission. 
James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

(FR  Doc.77-16175  Filed  6-9-77:8:45  am] 


JUSTICE    DEPARTMENT 

Revocation    of   Authority  To   Make   a 
Noncareer   Executive  Assignment 

Under  authority  of  §  9.20  of  Civil 
Service  Rule  IX  (5  CFR  9.20),  the  CivU 
Service  Commission  revokes  the  au- 
thority of  the  Department  of  Justice  to 
fill  by  noncareer  executive  assignment 
in  the  excepted  sen'Ice  the  position  of 
Chief.  Organized  Crime  and  Racketeer- 
ing Section.  Criminal  Division. 

United  States  Civil  Serv- 
ice Commission. 
James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

[FR  Doc.77-16176  PUed  6-9-77:8:45  am) 


VETERANS   ADMINISTRATION 

Grant  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  .5  9.20  of  CivU  Serv- 
ice Rule  IX  <  5  CFR  9.20) ,  the  CivU  Serv- 
ice Commission  authorizes  the  Veterans 
Administration  to  fiU  by  noncareer  exec- 
utive a,s.slgnnient  in  the  excepted  service 
the  position  of  Special  Assistant  for 
Equal  Opportunity.  Office  of  the  Admin- 
istrator. 

United  States  Civil  Serv- 
ice Commission, 
James  C.  Spry. 

Executive  Assistant 
to  the  Commissioners. 

|FR  Doc.77-16177  Filed  6-9-77:8:45  am] 

DEPARTMENT   OF   COMMERCE 

Dometic  and   International   Business 
Administration 

MASSACHUSETTS   INSTITUTE  OF 
TECHNOLOGY 

Decision  on  Appliaction  for  Duty-Free  Entry 
of  Scientific  Article 

The  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6tG»  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 
L.  89-651.  80  Stat.  897)  and  the  regula- 
tions issued  tliereunder  as  amended  (15 
CFR  301 » . 

A  copy  of  the  record  pertaining  to  this 
decision  is  ava^ilable  for  public  review 
during  ordinarj'  business  houi-s  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce,  Washington.  D.C.  20230. 

Docket  number:  76-00464.  Applicant: 
Ma.ssachusetts  Institute  of  Technology, 
Rm.  E18-360.  Cambridge,  MA  02139.  Ar- 
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tide-  Mass  Spectrometer  MAT  731. 
Manufacturer:  Vartan  \L\T  GmbH,  West 
Germany.  Intended  a-^e  of  article:  The 
article  Ls  Intended  to  be  u^cd  for  studies 
or  organic  compounds  of  biological  or 
clinical  significance.  High  resolution 
mass  spectra  In  the  electron  impact  mode 
or  field  desorption  will  be  determined 
and  the  resulting  data  wUl  be  interpreted 
in  terms  of  their  structure.  Graduate 
students  and  postdoctoral  fellows  in 
chemistry  will  use  thLs  instrument  in  the 
course  of  studies  and  thus  become  ex- 
perienced in  the  operation  of  this  type 
of  Instrument  and  interpretation  of  the 
resulting  data. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent 
scientific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  Is  Intended 
to  be  used,  was  being  manufactured  in 
the  United  States  at  the  time  the  foreign 
article  was  ordered  (April  28.  1976 > .  Rea- 
sons: The  foreign  article  provides  high 
resolution  (80.00^50  percent  line)  with 
photo  plate  detection  and  the  sensitivity 
of  a  field  desorption  ion  source.  The  De- 
partment of  Health,  Education,  and  Wel- 
fare <HE:Wi  In  its  memorandum  dated 
October  20,  1976.  and  the  National  Bu- 
reau of  Standards  (NBS)  In  its  mem- 
orandiun  dated  April  8,  1977,  advise  that 
the  combination  of  all  of  the  features  of 
the  article  described  above  is  pertinent  to 
the  applicant's  Intended  purposes.  HEW 
and  NBS  also  advise  that  they  know  of 
no  domestic  Instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article  for  the  applicant's  intended  use. 

The  Department  of  Commerce  knows 
of  no  other  Instnunent  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  thLs  article 
is  Intended  to  be  used,  which  was  being 
manufactured  In  the  United  States  at 
the  time  the  article  was  ordered. 
(CaUlog  or  Federal  Domestic  Assistance 
Program  No.  11. 105,  Importation  of  Duty- 
Pree  Educational  and  Sclentinc  Material's  ) 

Richard  M.  Seppa, 
Director.  Special  Import 

Programs  Division. 

[PR  Doc  77-16522  Filed  6-9-77:8:45  am] 


WAGNER   COLLEGE.    ET   AL 

Applications    for    DutyFrce    Entry    of 
Scientific  Articles 

The  following  are  notices  of  Uie  receipt 
of  applications  for  duty-free  entry  of 
scientific  articles  pursuant  to  Section 
6(c>  of  the  Educational.  Scientific,  and 
Cultural  Materials  Importation  Act  of 
1966  <Pub.  L.  89-651;  80  Stot  897  >.  In- 
terested persons  may  present  their  views 
with  respect  to  the  question  of  whether 
an  Instrument  or  apparatus  of  equivalent 
scientific  value  for  the  purposes  for 
which  the  article  is  intended  to  be  used 
Ls  being  manufactured  in  the  United 
States.  Such  comments  must  be  filed  in 
triplicate  witli  the  Director.  Special  Im- 
port Programs  DivL>ion,  OfRce  of  Import 


Progranis.  Washington.  D.C.   20230.  on 
or  before  June  30,  1977. 

Amended  regulations  Issued  under 
cited  Act  <  15  CFR  301)  prescribe  the  re- 
quirements applicable  to  comments. 

A  copy  of  each  application  Is  on  file, 
and  may  be  examined  during  ordinary 
Commerce  Department  business  hours  at 
the  Special  Import  Programs  Division, 
Department  of  Commerce.  Washington, 
DC.  20230. 

Docket  number:  77-00238.  Applicant: 
Wagner   College,    631    Howard   Avenue, 
Staten  Island,  N.Y.  10301.  Article:  Scan- 
ning Electron  Microscope,  Model  HHS- 
2R.   Manufacturer:    Hitachi  Perkln-El- 
mer.  Japan.  Intended  use  of  article:  The 
article  is  intended  to  be  used  for  topo- 
graphic analysis  of  certain  members  of 
the  Enterobacteriaceae  during  the  log 
and  negative  accelerated  growth  phases. 
Topographical  analj-ses  at  50  Angstroms 
resolution  of  the  delicate  surfaces  and 
surface  structures  will  permit  the  col- 
lection of  data  relative  to  shape,  size, 
undulations,   projection,   contours,   pit- 
ting, and  so  forth.  Another  study  will  in- 
volve the  method  of  phage  attachment  to 
bacterial  surfaces.  The  article  will  also 
be  used  In  the  course  Bacteriology  188: 
Scanning  Electron  Microscopy  a  compre- 
hensive Introduction  to  the  theory  and 
practice  of  scanning  electron  microscopy 
in  the  examinations  of  the  structure  and 
properties  of  materials  such  as  biologi- 
cal specimens,  metals,  fibers,  polymers 
and  so  forth.   Application   received  by 
Commissioner  of  Customs:  May  10,  1977. 
Docket  number:  77-00245.  Applicant: 
East   Texas   Chest   Hospital.   P.O.   Box 
2003.  9  miles  northeast  on  U.S.  Highway 
271,  Tj'ler,  Texas  75710.  Article:  Ultra- 
microtome,     Model     LK    B8800A    with 
Cryokit,  14800-1  and  accessories.  Manu- 
facturer;  LKB  Produkter  AB.  Sweden. 
Intended  use  of  article:  The  artcle  Is  in- 
tended to  be  used  In  preparing  thin  sec- 
tions, from  frozen  and  plastic  embedded 
tissues  required  for  the  study  of  chest 
related  diseases.  These  studies  wUl  In- 
clude morphology  of  normal  ti.'^ues  as 
well  as  adaption  of  animal  models  of 
respiratory  diseases.  The  objectives  pur- 
sued in  the  course  of  the  investigations 
will  consLst  of  defining  the  pathogenesis, 
at  the  ultrastructural  level  of  respira- 
tory diseases,  and  through  these  under- 
standings, contribute  insight  with  regard 
to  sub-cellular  susceptibility.  Application 
received  by  Commissioner  of  Customs; 
May   23.    1977. 

Docket  number;  77-00246.  Applicant: 
Wavne  State  University,  Detroit,  Michi- 
gan 48202.  Article:  Electron  Microscope, 
Model  EM  301  with  Resolution  Stage  and 
accessories .  Manuaf acttu-er ;  Philips 
Electronics  Instruments.  NVD,  the 
Netherlands.  Intended  use  of  article: 
The  article  Is  Intended  to  be  used  for  the 
study  of  the  cytologlcal  fine  structure  of: 

(1)  Gamete  maturation  in  parasitic  nema- 
todes, 

(2)  Sperm  egg  Interaction  prior  to  syn- 
gamy  in  nematodes, 

(3)  Membrane  fusion  events  during  (a) 
maturation  of  sperm,  and  (b)  nematode 
fertilization  of  oocytes, 


(4)  Embryonic  differentiation  In  amphi- 
bians, 

(5)  Hormone  effects  on  cellular  ultrastruc- 
ture  of  receptor  cells  In  teleosts  and  am- 
piblans, 

(6)  Cellular  architecture  responsible  for 
wide  range  of  cellular  and  subcellvUar  motil- 
ity In  both  vertebrate  and  Invertebrate 
species. 

(7)  Protein  subunit  identification  of  viral 
capsomeres. 

(8)  Nucleic  acid  molecular  strucure  fol- 
lowing hybridization  techniques. 

In  addition,  the  article  wlU  be  use  to 
train  doctorate  researchers  in  critical 
high  resolution  work  employing  the  lat- 
est biological  techniques.  Application  re- 
ceived by  Commissioner  of  Customs: 
May  23,  1977. 

Docket  number;  77-00247.  Applicant: 
University  of  California,  Los  Angeles.  405 
Hllgard  Avenue,  Los  Aiigeles,  California 
90024.    Article;    Goniometer    Stage    for 
Electron  Microscope,  Model  EIM-lOOOB-l 
B1003  High  Resolution  Universal  Goni- 
ometer with  Servo  motor  drive  and  acces- 
sories. Manufacturer;  JEOL  Ltd.,  Japan. 
Intended  use  of  article;   The  article  is 
intended  to  be  used  to  study  three  di- 
mensional organization  of  viruses,  ribo- 
.somes  and  other  macromolecules  of  bio- 
logical Interest.  In  addition,  the  article 
wUl  be  used  to  teach  .students  in  grad- 
uate electron  microscopy  course  where 
a  complete  range  of  electron  microscopy 
topics  is  covered.  The  objective  of  the 
course  is  to  prepare  the  students  to  use 
the  electron  micrascope  in  tlieir  Ph.D. 
projects  on  biological  and  health  related 
research  topics.  Application  received  by 
Commissioner  of  Customs;  May  23.  1977. 
Docket  number:  77-00248.  Applicant; 
The  University  of  Oklahoma  Health  Sci- 
ences Center,  Department  of  Anatomical 
Sciences,  Biochemical  Sciences  Building, 
P.O.  Box  26901.  Oklahoma  City,  Okla- 
homa  73190.   Article;    Electron   Micro- 
scope. Model  Elmiskop  102  and  accessor- 
ies. Manufacturer;   Siemens  AG..  West 
Germany.  Intended  use  of  article;  The 
article  is  intended  to  be  used  to  study 
the    ultrastructure    of    animal    nei-vous 
tissue,  endocrine  glands,  blood  vessels, 
tumors,  human  carcinoma  of  the  breast, 
and  melanoma  of  the  skin.  Tlie  experi- 
ments to  be  conducted  include  testing  of 
the   cerebral   vascular    permeability 
(blood-brain   barrier) ,   changes   in   the 
endocrine  secretion  after  various  experi- 
mental modifications,  atherosclerogene- 
sls  of  the  arteries  including  aorta,  and 
pathogenesis  of  tumor  formation  in  ani- 
mals and  humans.  In  addition,  the  article 
will  be  used  to  train  graduate  students 
to  grasp  the  electron  microscopic  tech- 
niques and  apphcation.  to  interpret  the 
electron  micrographs,  and  to  employ  the 
knowledge  and  skill  to  attack  the  re- 
search problems.   The  courses  wUl   in- 
clude:   Advanced   Cytologj',   Ultrastruc- 
ture, Electron  Microscopy,  Research  for 
Doctor's  Dissertation,  Anatomical  Tech- 
niques,  Advanced  Histology,   Advanced 
Embryology,    Histochemistry,    and    Ad- 
vanced Neuroanatcwny.  Application  re- 
ceived   by    Comm.issioner    of    Customs: 
May  23, 1977. 
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Docket  number;  77-00249.  Applicant; 
University  of  Chicago,  Operator  of  Ar- 
gonne  National  Lab.,  9700  South  Cass 
Avenue,  Argonne.  Illinois  60439.  Article: 
Backward-wave  millimeter  microwave 
oscillator  and  accessories.  Manufacture; 
Tliomson-CSP,  France.  Intended  use  of 
article;  The  article  is  intended  to  be  tised 
in  proton  polarized  target  (PPT)  facil- 
ities which  Is  used  to  conduct  high  en- 
ergy* physics  (HEP)  research  on  the 
scattering  produced  by  high  energj-  K's 
and  it's.  etc..  on  a  proton  polarized  tar- 
get. I.e..  material  which  has  a  large  frac- 
tion of  Its  protons  pointing  in  the  same 
direction.  There  arc  certain  HEP  ex- 
periments such  as  the  measurement  of 
A  and  R,  the  scattering  amplitudes  and 
phajses  of  weak  resonance  which  can  only 
effectively  be  measured  with  PPT  tar- 
gets. Application  received  by  commis- 
Bloner  of  customs; 

May  23,  1977. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  11.105.  Importation  of  IXity- 
Free   Education  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Director,  Special  Import 

Programs  Division. 

|FR  Doc.77-16521  Piled  6-9-77:8:45  am] 


UNIVERSITY   OF  CALIFORNIA 
LIVERMORE 

Decision  on  Application  .'or  DutyFree  Entry 
of  Scientific  Article 

The  following  L':  a  decision  on  an  ap- 
plication for  duty-free  entn,*  of  a  sci- 
entific article  pursuant  to  Section  6(c> 
of  the  Educational,  Scientific,  and  Ciil- 
tural  Materials  Imjx)rtation  Act  of  1966 
(Pub.  L.  89-651,  80  Stat.  897)  and  the 
regulations  Issued  thereunder  as 
amended  ( 15  CFR  301) . 

A  copy  of  the  record  pertaining  to  this 
decision  Is  available  for  public  re\iew 
during  ordinaiT  business  hours  of  the 
Department  of  Conmierce,  at  the  Ofifice 
of  Import  Programs.  Department  of 
Commerce.  Washington.  D.C.  20230. 

Docket  number;  77-00036.  Apphcant; 
University  of  California,  Lawrence  Liver- 
more  Laboratory.  Post  Office  Box  808. 
Livennore,  Calif.  94550.  Article:  Elec- 
tronic Intensifying  Streak  Camera. 
Manufacturer;  John  Hadland  Photo- 
graphic Instnmientation  Ltd..  United 
Kingdom.  Intended  use  of  article:  The 
article  is  intended  to  be  u.sed  for  the 
study  of  shock-induced  free  surface  mo- 
tion and  high-speed  intensified  flash 
X-ray  dias^nostics.  The  experiments  to  be 
conducted  will  consist  of  measurement  of 
the  thermodynamic  properties  of  various 
materials  under  shocked  conditions,  and 
the  measurement  of  tlie  velcKlty  vs.  time 
history  of  material -air  interfaces  with 
the  objective  of  understanding  more 
ftilly  the  thermodynamic  properties  of 
matter  at  high  pressure  temperature. 

Comments;  No  comments  have  been 
received  with  respect  to  this  application. 

Decision;  Application  approved.  No  in- 
strument or  apparatus  of  equivalent 
scientific  value  to  the  foreign  article,  for 


such  purposes  as  tills  article  is  Intended 
to  be  used.  Is  being  manufactured  in  the 
United  States. 

Rciior^s;  The  foreign  article  provides 
a  high  li^ht  gain  (xlOO'  using  its  fiber 
optics  system.  Tlie  National  Bureau  of 
Standards  (NBSi  ad\ises  in  its  memo- 
randum dated  March  8.  1977,  that  (It 
the  capability  for  the  article  described 
above  Is  pertinent  to  the  applicant's  re- 
search studies  and  (2>  it  knows  of  no 
domestic  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article  for  the  appUcanfs  Intended  use. 

The  Department  of  Commerce  knows 
of  no  other  Instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  Intended  to  be  used,  which  is  being 
manufactured  in  the  United  States. 

(Catalog  of  Federal  Domestic  As.sistance  Pro- 
gram No.  11.106.  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa. 
Director,  Special  Import 

Programs  Diinsion. 

IFH  Doc.77-16523  FUed  6-9   77.8:45  am| 


Economic  Development  Administration 

ROUND  II  OF  THE  LOCAL  PUBLIC  WORKS 
CAPITAL  DEVELOPMENT  AND  INVEST- 
MENT  PROGRAM 

Availability   of    Planning   Target    Data    for 
Sub- State  Areas  and  Applicants 

Notice  is  hereby  given  tiiat  pursuant  to 
authority  contained  In  the  Local  Public 
Works  Capital  Development  and  Invest- 
ment Act,  as  amended  (Pub  L.  94-369  as 
amended  by  Pub.  L.  95-28 ' ,  plarjung 
target  data  for  round  n  of  the  program, 
as  described  at  13  CFR  Part  317,  Ls  now 
available  from  the  EDA  Regional  OfiBces 
and  the  Local  Public  Works  Unit  of  the 
EDA  Washington  Office.  Planning  target 
infomiation  may  be  obtained  from  the 
Washington  Office  at  this  number:  202- 
377-5800.  The  following  Ls  a  list  of  the 
EDA  Regional  Offlce-;. 

Atlantic  Regional  C«Ec«.  10424  Federal  Build- 
ing. 600  Arch  Street,  PhUadelphia,  Pa. 
19106,  I  215)  697-4603. 

SC'Uihe&,i>teru  Regional  Office.  Suite  700,  1365 
Peaclitree  Street,  N.E.,  Atlanta.  Georgia 
30309.   (404)   881-7906. 

Rocky  Mountain  Regional  Office.  Title  Build- 
ing. Suite  505.  909  17th  Street.  Denver. 
Colorado  80202,  (303)  837-4714. 

Western  Regional  Office.  Lake  tTnlon  Building. 
Suite  500.  1700  Westlake  Avenue  North. 
Seattle.  Washington  98109.  (206)  442-0596. 

Southwestern  Regional  Office,  Anierican  Bank 
Tower,  Suite  600,  221  West  Sl.xth  Street, 
Austin,  Texas  78701,  (512)  397-5941 

Midwestern  Regional  Office.  32  West  Ran- 
dolph Street,  Chicago.  Illinois  60601.  (312) 
353-7148. 

The  EDA  Regional  Offices  will  contact 
all  eligible  areas  imder  the  Local  Public 
Works  program  as  well  as  all  applicants 
who  filed  applications  during  round  I  of 
the  program  and  supply  them  with  a  list 
of  the  planning  tarrets  for  the  State  in 
which  they  are  located.  Each  eUglble  ap- 
plicant, including  school  districts,  which 
has  not  pre\iously  filed  an  application 


imder  tliis  program  should  contact  EDA 
or  area  officials  in  the  area  in  which  It 
is  located  to  see  if  such  area  has  received 
a  planning  target  in  which  it  Is  qualified 
to  share. 

Each  State's  planning  target  Ust  con- 
tains an  Introduction  explaning  why 
some  eligible  areas  have  not  received 
planning  targets.  Any  inquiries  regard- 
ing possible  omissions  from  the  planning 
target  list  or  miscalculations  of  planning 
target.s  should  be  made  to  EDA  as  soon  as 
possible,  but  not  later  than  June  24.  1977. 
so  that  adjustments  can  be  made.  Any 
area  affected  by  the  recalculation  of  a 
planning  target  will  be  notified  by  EDA. 
EDA  will  be  imder  no  obligation  to  make 
adjustments  to  a  State's  area  and  appli- 
cant planning  target.s  after  funds  are 
obligated  in  that  State. 

EDA  Ls  under  no  obligation  to  consider 
fimding  applications  received  In  its  Re- 
gional Offices  after  July  15,  1977. 

Harold  W.  Williams. 
Acting  Assistant  Secretary 
tor  Economic  Development. 

JUNT  7,  1&77. 
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National  Oceanic  and  Atmospheric 
Administration 

ATLANTIC    HERRING 

Decision  on  Suggested  Changes  to  the 
Atlantic  Herring  Preliminary  Fishery 
Management  Plan 

On  .\pril  19-20,  1977,  the  pubhc  was 
provided  the  opportunity  to  submit  addi- 
tional information  in  the  form  of  oral 
and  written  comments  at  a  public  hear- 
ing In  Peabody,  Massachusetts,  on  the 
Atlantic  Herring  Preliminary  Fishery 
Management  Plan  and  the  Environ- 
mental Impact  Statement  prepared  and 
circulated  in  respect  to  that  Plan.  The 
plan  wa^  published  on  February  22,  1977 
'42  FR  104961,  pursuant  to  the  Fisherv- 
Conservation  and  Management  Act  of 
1976  (16  U.S.C.  1801  >,  to  govern  the  tak- 
ing of  Atlantic  herring  by  foreign  vessels 
within  the  Fisherj*  Conservation  Zone  of 
the  United  States  created  by  the  Act. 

The  hearing  was  held  to  receive  addi- 
tional information  with  respect  to  the 
herring  fishery  and  further  testimony  on 
the  capacity  of  the  U.S.  lndustr>-  and  the 
extent  to  which  L'-iC  optimum  yield  of 
Atlantic  herring  uould  be  harvested  by 
vessels  of  the  United  States. 

No  additional  Information  was  sub- 
mitted in  respect  to  the  Environmental 
Impact  Statement. 

Based  upon  the  mformation  that  wa,s 
presented  at  the  hearing,  the  Department 
of  Commerce  makes  the  following  find- 
ings; 

1.  Tlie  U.S.  Industry  presently  has  the 
physical  capacity  to  harvest  the  entire 
33,000  metric  ton  optium  jield  (OY)  esti- 
mated for  the  offshore  5Z/SA6  herring 
stocks. 

2.  The  US.  Industry  Is  interested  in 
harvesting,  processing,  and  marketing 
the  offshore  (5Z/SA6)  resources. 
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2.  Present  evidence  indicates  It  is 
economically  infeasible  for  the  U.S.  in- 
dustry to  harvest  the  offshore  <  5Z  SA6) 
herring  stocks  in  p  directed  fishery  dur- 
ing the  remainder  of  1977  due  to  the 
furrent  and  expected  'for  1977 1  exvessel 
urite  of  .$65  per  short  ton  and  no  short- 
term  prospects  for  significant  price  in- 
.  reases. 

4.  The  U.S.  industry  has  excited  a 
relatively  small  amount  of  fishing  effort 
in  the  offshore  i5Z  SA6>  fisher>-  this 
year.  Landings  to  date  from  the  offshore 
areas  are  approximately  541  metric  tons. 
compared  with  approximately  12.000 
metric  tons  taken  within  three  nules. 

Based  upon  these  finding's,  the  Depart- 
ment of  Commerce  has  concluded  that 
the  new  information  received  at  the 
hearing  does  not  warrant  increasing  the 
Preliminary-  Fishery-  Management  Plan's 
estimate  of  U.S.  harvestmg  capacity  for 
1977  in  the  Atlantic  herring  fishery. 

Dated:  June  7. 1977. 

WiNFRBn  H.  Meibohm. 
Associate  Director.  National 
Marine  Fuheries  Service. 
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DEPLETED  SPECIES  OF  MARINE 
MAMMALS 

Proposed  Designation 

Section  112ta)  of  the  Marine  Mam- 
mal Protection  Act  of  1972.  a-s  amended. 
116  U.S.C.  1361-1407,  the  Act'  author- 
izes the  Secretary-  to  pre^cnl>e  such  reg- 
ulations as  are  necessary  and  appropri- 
ate to  carry  out  the  purposes  of  the  Act 
The  autliority  of  the  Secretary  under 
the  Act  has  been  delegated  to  the  Di- 
rector. National  Marme  Fisheries  Serv- 
ice. National  Oceanic  and  Atmospheric 
Administration. 

Pursuant  to  this  authority,  the  Direc- 
tor proposes  designation  of  the  bowhead 
whale  iBalaena  my^iticetiist  as  depleted 
throughout  its  range.  Section  3'1)  of 
the  Act  defines  depletion  or  depleted  as 
"any  case  in  whlcii  the  Secretary,  after 
consultation  with  the  Marine  Mammal 
Conimission  and  the  Committee  of  Sci- 
entific AdvLsors  on  Marine  Mammals 
established  undert  Title  II  of  this  Act. 
determines  that  the  number  of  individ- 
uals within  a  species  or  population  stock: 
'Ai  has  declined  to  a  significant  degree 
over  a  period  of  years:  'B'  has  other- 
wise declined  and  that  if  such  decline 
continues,  or  is  likely  to  resume,  such 
species  would  be  subject  to  the  provisions 
of  the  Endangered  Species  Act  of  1973: 
or  tC>  is  below  the  optimum  carrying 
capacity  for  the  species  or  stock  within 
Its  environment." 

On  December  2,  1970.  the  bowhead 
whale  was  listed  as  "endangered"  under 
the  Endangered  Si^ecies  Conservation 
Act  of  1969  1 35  FR  18:320i  and  subse- 
I'uenlly  listed  as  "endangered"  under  the 
Endangered  Species  Act  of  1973. 

As  a  species  which  is  subject  to  the 
provisions  of  the  Endangered  Species  Act, 
the  bowhead  whale  meets  the  definition 
of  -depleted"  set  forth  In  Section  3<1) 
'Bi   of  the  Marine  Manur.al  Protection 


Act  of  1972,  as  amended  by  Section  13fe) 
of  the  Endangered  Species  Act  of  1973. 

Tlie  Director  has  consulted  with  the 
Marine  Mammal  Commission  and  Its 
Committee  of  Scientific  Advisors  on  Ma- 
rine Mammals,  and  has  concluded  that 
the  status  of  the  bowhead  whale  is  such 
that  its  designation  as  depleted  pui-suant 
to  the  Act  is  appropriate. 

If  thLs  proposal  is  adopted,  the  Direc- 
tor may  prescribe  regulations  upon  the 
taking  of  bowhead  whales  for  subsist- 
ence purposes  or  for  the  purposes  of  cre- 
ating authentic  articles  of  handicraft  by 
any  Indian.  Aleut,  or  Eskimo  who  dwells 
on  the  coast  of  the  North  Pacific  Ocean 
or  tlie  Arctic  Ocean. 

The  Director  has  detei-mined  that  the 
designation  of  the  bowhead  whale  as 
a  depleted  species  is  not  a  major  Federal 
action  which  would  significantly  affect 
the  quality  of  the  human  environment 
within  the  meaning  of  the  National  En- 
vironmental Policy  of  1969.  Accordingly, 
the  preparation  of  an  environmental  im- 
pact statement  Ls  not  required. 

The  Declaration  setting  forth  this  de- 
termination and  documents  pertaining  to 
the  proposed  designation  are  available 
for  public  review  in  the  Marine  Mammal 
and  Endangered  Species  Division,  Na- 
tional Marine  Fisheries  Service,  3300 
Whlteha-.en  Street  NW.,  Washington. 
DC. 

Public  comment  on  the  pi-oposal  may 
be  submitted  to  the  Director,  at  the  above 
address.  Comments  received  on  or  before 
July  11,  1977,  will  be  given  consideration. 

Dated    June  1,  1977. 

WiNFRED  H.  Meibohm, 
Associate  Director.  National 
Marine  Fisheries  Service. 
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PROPOSED  IMPLEMENTATION  OF  A 
FISHERY  MANAGEMENT  PLAN  FOR 
GROUNDFISH:  HADDOCK,  COD  AND 
YELLOWTAIL   FLOUNDER 

Availability  of  Final  Environmental  Impact 
Statement 

Pursuant  to  section  102i2>ic>  of  the 
National  Environmental  Policy  Act  of 
1969.  the  New  England  Fishery  Manage- 
ment Council  and  the  National  Marine 
Fisheries  of  the  National  Oceanic  and 
.Atmospheric  Administration,  Depart- 
ment of  Commerce,  have  prepared  a 
final  environmental  impact  statement 
on  the  proposed  implementation  of  the 
Fisher>-  Management  Plan  for  Ground- 
fish:  Haddock,  Cod.  and  Yellowtail 
Flounder. 

The  environmental  statement  con- 
cerns a  fishery  management  plan  pre- 
pared under  the  authority  of  the  Fishery 
Conservation  and  Managem'ent  Act  of 
1976.  that  will  serve  as  the  basis  for 
regulation  of  fi.shing  by  United  States 
citizens  for  haddock,  cod.  and  yellowtail 
flounder  in  the-  Northwest  Atlantic  off 
the  northeastern  coast  of  the  United 
States.  This  fishery  was  previously  regu- 
lated pursuant  to  the  authority  of  the 
Northwest  Atlantic  Fisheries  Act  of  1950. 
as   amended    <64   Stat.    1069.    16   U.S.C. 


986),  under  terms  of  the  International 
Convention  for  the  Northwest  Atlantic 
Fisheries  (ICNAF),  to  which,  'ontil  De- 
cember 31,  1976,  the  United  States  was 
a  party. 

This  management  plan  proposes  regu- 
latory measures  for  haddock,  cod,  and 
yellowtail  flounder,  which  have  been  de- 
veloped to  achieve  the  optimum  yield 
and  the  long-term  conservation  of  these 
species.  As  a  result  of  overfishing  and 
other  factors  these  fisher>-  stocks  are  in 
a  state  of  substantial  decline  from 
former  levels  and  restrictions  are  recom- 
mended as  to  quotas,  fishing  areas,  mesh 
size,  and  minimum  size  limits.  Foreign 
fishing  is  not  permitted  by  the  proposed 
regulations  during  1977,  or  in  the  fore- 
seeable future. 

This  environmental  statement  is  being 
transmitted  to  CEQ  as  of  this  date^. 
June  10,  1977.  Copies  of  thLs  environ- 
mental statement  are  available  for  In- 
spection at  the  following  locations : 

New  England  Fishery  Management  Council. 
One  Newbury  Street,  Peabody.  Massachu- 
.setts  01960. 

Northeast  Regional  Office.  National  Marine 
Fisheries  Service.  Federal  Building.  14  Elm 
Street.  Gloucester.  Massachusetts  01930. 

National  Oceanic  and  Atmospheric  .'^dmlnL'^- 
tratlon.  Environmental  Science  Informa- 
tion Center.  Page  Building  2.  Room  193. 
3300  Whitehaven  Street  NW..  Washington, 
DC.  20235. 

A  limited  niunber  of  single  copies  are 
available  upon  request  to : 

.  Executive  Director,  New  England  Fishery 
Management  Council.  One  Newbury  Street. 
Peabody,  Massachusett.s  01960 
Regional  Director,  National  Marine  Fisheries 
Service,  Federal  Building.  14  E!m  Street, 
Gloucester,  Massachusetts  01930. 

Copies  of  the  environmental  statement 
have  been  sent  to  various  Federal.  State, 
and  local  agencies  as  outlined  in  the 
Cotmcil  on  Environmental  Quality 
Guidelines. 

Dated  this  7th  day  of  June  1977,  at 
Washington,  D,C. 

WiNFRFD  H.  Meibohm. 
Associate  Director.  National 
Marine  Fisheries  Service. 
IFR  Doc.77-16570  Filed  6-9-77:8:45  am] 


Office  of  the  Secretary 

ADVISORY  COMMITTEE  ON   PRODUCT 
LIABILITY 

Open  Meeting 

Pursuant  to  section  lO'a'  of  the  Fed- 
eral Ad\1sor>'  Committee  Act.  5  US.C. 
App.  I  "Supp.  V.  1975),  notice  is  hereljy 
given  that  a  meeting  of  the  Advisory 
Committee  on  Product  Liability  will  be 
held  at  9:30  a.m..  Monday  June  27.  1977 
in  Floom  6802  of  the  Main  Commerce 
Building  14th  Street  between  E  Street 
and  Constitution  Avenue.  NW  Wash- 
ington, D.C. 

Tlie  Committee  was  established  to  ad- 
vise the  Department  through  the  Under 
Secretary,  on  measures  that  might  be 
taken  in  the  public  policy  area  to  facili- 
tate Improvements  in  tlie  picduct  liabil- 
ity process. 
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Agenda  items  are  as  follows: 

1  Discussion  of  the  Reporte  of  tte  con- 
tractcrs  prepared  for  the  Interagency  T»ak 
Force  on  Product  Liability:  InduBUy  Study; 
Insurance  Study;  L/egal  Study. 

2.  Comments  and  questions  from  the 
public. 

The  meeting  will  be  cpen  to  public  ob- 
servation and  a  period  will  be  set  aside 
for  oral  comments  or  questions  by  the 
public. 

Any  person  who  wishes  to  file  a  writ- 
ten .t^tatement  with  the  Committee  may 
do  so  before  or  after  the  meeting.  .\p- 
proximately  40  seats  will  be  available  to 
the  public  on  a  first  come,  first  sene 
basis. 

Minutes  of  the  meeting  wiU  be  avail- 
able on  request  30  days  after  the  meet- 
ing from  the  Committee  Control  Of&cer. 

Additional  Information  may  be  ob- 
tained from  Edward  T.  Barrett,  n,  Com- 
mittee Control  Officer,  Room  5412, 
United  States  Department  of  Commerc«. 
Washington.  DC.  20230. 

D-aled:   June  8,  1977. 

Sidney  Harm.^n. 
Under  Secretary  of  Commerce. 

jFR  E>oc  77-16801  PUed  6-9-77:11:39  wn] 

COMMITTEE  FOR  PURCHASE  FROM 
THE  BLIND  AND  OTHER  SEVERE- 
LY HANDICAPPED 

PROCUREMENT   LIST   1977 

Addition 

AGENCY :  Committee  for  Purchase  from 
the  Blind  and  Other  Severely  Handi- 
capped. 

ACTION:  Addition  to  Procurement  List 

SUMMARY:  This  actlc«i  adds  to  Pro- 
curement List  1977  commodities  to  be 
produced  by  workshops  for  the  blind  or 
other  severely  handicapped. 

EFFECTIVE  DATE:  June  10,  1977. 

ADDRESS:  Committee  for  Purchase 
from  the  Blind  £ind  Other  Severely  Hand- 
icapped, 2009  Fourteenth  Street  North. 
Suite  610.  Arlington.  Virginia  22201. 

FOR  .fURTHER  INFORMATION  CON- 
TACTt 

C  W.  Fletcher,  703-557-1145. 
SLTPPLEMENTARY  INFORMATION : 
On  April  1.  1977  the  Committee  for  Par- 
chase  from  the  Blind  and  Otlier  Severeb" 
Handicapped  published  a  notice  ^42  FR 
175101  of  proposed  additions  to  Procure- 
ment List  1977,  November  18.  1976  i41 
FR  50975  I  .After  consideration  of  the  rel- 
evant matter  presented,  the  Comniittee 
has  determined  that  the  commodities 
listed  below  are  suitable  for  procurement 
by  the  Government  inider  41  U.S.C.  46- 
48  <c),  85  Stat.  77.  Accordinglj',  the  fol- 
lowing commodities  are  hereby  added  to 
Procurement  List  1977: 


Class  61i0 

Cable  ABS«mbly,  Power  (SH).  «16a-00-93«- 
8799,  6160-00-966-0045  6160-00-117-8867, 
6160-00-666-0041 

C.  W.  FL£TCH£R, 

Executii>€  Director. 
irBDoc77-16638  PUed  6-9-77:8  4£  ta] 


PROCUREMENT   LIST   1977 
Proposed  Addition 

AGENCY :  Committee  for  Purchase  from 
the  Blind  and  Other  Severely  Han- 
dicapped. 

ACTION.  Proposed  Addition  to  Procure- 
ment List. 

SO.CIARY:  The  Committee  has  re- 
ceived a  proposal  to  add  to  Procurement 
List  1977  a  commodity  to  be  produced 
by  workshops  for  tlie  blind  or  other  se- 
verely handicapped. 

COMMENTS  MUST  BE  RECER^D  ON 
OR  BEFORE:  July  13.  1977. 

ADDRESS:  Committee  for  Purchase 
from  the  Blind  and  Other  Severely  Han- 
dicapped. 2009  14th  Street  North  Suite 
610.  Arlington,  Virginia  22201. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

C.  W.  Fletcher,  703-557-1145. 

SUPPLEMENTARY  INFORMATION: 
This  notice  L<;  published  pursuant  to  41 
U.S.C.  47iai  i2  1 ,  85  Stat.  77  If  the  Com- 
mittee approves  the  propo<^ed  addition. 
aU  entitles  of  the  Government  will  be 
required  to  procure  the  commodity  IL'^ted 
below  from  workshops  for  the  blind  or 
other  severely  handicapped.  If  Ls  pro- 
posed to  add  the  foUowmg  commodity 
to  Procurement  List  1977  November  18. 
1976  (41  FR  50975'  : 

Class  7530 

P.-^-D.  Writing  Paper.  7530-O0-819  8880.  (OSA 
Regions  1 .  2,  3,  and  4  only  i . 

C.  W.  Fletcher 
Executive  Director. 

[FR  DoC-77-16539  FUed  6-9  "7:8:45  am', 


PROCUREMENT   LIST   1977 

Deletion 

AGENCY:  Committee  for  Purchase 
from  the  Blind  and  Other  Severely  Han- 
dicapped. 

ACTION:  Deletion  from  Procurement 
List. 

SL'MM.ARy:  The  Committee  ha.s  re- 
ceived a  proposal  to  delete  frc«n  Pro- 
curement List  1977  a  commodity  pro- 
duced by  workshops  for  the  blind  or 
otiier  severely  handicapped. 

EFFECTI\"E   DATE:    June   10.   1977. 

ADDRESS:  Committee  for  Pirchase 
from  the  Blind  and  Other  Severely  Han- 
dicapped, 2009  Fourteenth  Street  North, 
Suit*  610.  Arlington.  Virginia  22201. 


FOR  FURTHFR  IN"PC)RMATION  CON- 
TACT: 

C.  W  Fletcher,  703-557-1145. 

SLT^PLEMENTARY  INFORMATION: 
On  April  18,  1977  the  Com.mittee  for 
Purcha.";^'  from  the  Blind  and  Other  Se- 
verely Handicapped  publb^hed  a  notice 
'42  FR  20170'  of  prorx->s<>d  deletion  from 
Procuremer.t  List  1977,  November  18, 
1976  '41  FR  50975'.  After  consideration 
of  the  rtlevent  matter  presented.  Uie 
Com.mittee  has  determined  that  the 
commodity  listed  below  is  no  longer 
suitable  for  procurement  by  the  Govern- 
ment under  41  U.S.C.  46-48(c~».  85  Stat. 
77.  Accordingly,  the  following  commod- 
ity is  hereby  deleted  from  Procurement 
Ust  1977: 

Class  7920 
Brush.  Cleaning.  7920-00-281-7009 

C.  W.  Fletcher. 
Executive  Director. 
(FR  Doc.77-16640  Piled  6-9-77;8:45  am  | 

COUNCIL  ON    ENVIRONMENTAL 
QUALITY 

INTERAGENCY  COMMITTEE  ON  PRIORITY 
CHEMICALS  TESTING 

Meeting 

This  notice  L"=  Intended  to  advise  all 
Interested  persons  of  the  next  meeting 
of  the  Interagency  Committee  on  Priority 
Chemicals  Testing  established  under 
Section  4e)  of  the  Toxic  Substances 
Control  Act  for  the  purpose  of  making 
recommendations  to  the  Admmistrator 
of  the  Environmental  Protection  Agency 
regarding  priorities  for  Issuance  of  re- 
quirement.'^ for  testing  of  chemical  sub- 
stances and  mLxtiures. 

The  next  meeting  will  be  held  Thurs- 
day and  Prtday.  June  23-24.  1977,  at 
9:00  am  in  Room  5104.  New  Executive 
OfSce  Eullding,  726  Jackson  Place. 
WashinfTton.  DC. 

.All  Interested  persons  are  invited  to 
attend  Call  the  Committee  Secretary 
'202)  382-2027  for  additional  Informa- 
tion. 

Warren  R.  Muir. 
Chairman  TCPCT. 

June  1,1977. 
[FR  Doc  77-16701  PUed  6-9-77:8  45  am  t 


LIST  OF   ENVIRONMENTAL   IMPACT 
STATEMENTS 

May  30  Through  June  3 

Tiie  following  is  a  list  of  environmen- 
tal impact  statements  received  by  the 
CouncU  on  E:~iVtronmental  Quality  from 
May  30  through  June  3,  1977.  The  date 
of  receipt  for  each  statement  is  noted  in 
the  statement  sucimar>-.  Under  Council 
Guidelines  the  minimum  period  for  pub- 
lic review  and  comment  on  draft  envi- 
ronmental ln:pact  statements  Ls  forty- 
five  1 45^  days  from  this  Fedef.,m  RrciSTni 
notice   of   availability.    tJ'uly   25,    1977,' 
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Tlie  thirty  i30>  day  period  for  each  final 
statement  begins  on  tlie  day  the  state- 
ment is  made  available  to  the  Council 
and  to  commentmg  parties. 

Copies  of  individual  statements  are 
available  for  review  from  the  originating 
agency.  Back  copies  are  also  available  at 
10  cents  per  page  from  the  Environmen- 
tal Law  Institute,  1346  Connecticut  Ave- 
nuf.  Washington,  DC.  20036. 

Department  of  Agbicultuke 

Contact :  Mr.  Errett  Deck,  Ccwrdlnator.  Eii- 
vironmental  Quality  Activities,  US.  Depart- 
ment of  Agriculture.  Boom  :^07A.  Wa.shing- 
ton.  DC    20250,  202-447-6827. 

FOREST     SERVICE 

Orajt 

Mt.  Hood  Meadows  Ski  Area.  Hood  River 
County,  Oreg.,  May  31:  Proposed  Is  the  ex- 
pansion of  the  Mt.  Hood  Meadows  Ski  Area 
in  Oregon.  Alternatives  for  the  ma.ster  plan 
range  from  limited  expansion  for  day  use  to 
a  year-round  resort  development.  The  ski 
area  i.s  located  on  the  southeast  side  of  Mt. 
Hood  and  has  a  pre.sent  capacity  of  3500 
skiers  at  one  time.  Adverse  Impacts  include 
wildlife  displacement,  soil  erosion,  and  dis- 
turbance of  the  elk  herd  which  utilizes  the 
area.  (ELR  Order  No.  70680.) 


Supplement 

John  Day  Unit,  UmiitiUa  and  Malheur  Na- 
tional Forest,  Grant  County.  Oreg.  June  1: 
This  statement  supplements  a  draft  EJIS  filed 
with  CEQ  March  1,  1976.  The  proposed  ac- 
tion Is  adoption  of  a  land  u.se  plan  for  594,212 
acres  of  land  within  Malheur  and  Umatilla 
National  Pore.sts  in  east-central  Oregon.  The 
supplement  provides  additional  Information 
on  roadless  arerus.  One  new  roadless  area  has 
been  inventoried  and  roadless  acreage  has 
been  added  to  four  existing  inventoried  road- 
less areas    (ELR  Order  No   70682.) 

Consumer  Product  Safety  Commission 

Contact;  Mr.  Glen  Simpson,  Bureau  of 
Economic  Analysis,  Consumer  Product  Safety 
Commission,  5401  Westbard  Avenue,  Room 
533,  Waiihlngton.  DC.  20207,  301-492-6542. 

final 

Lead  Content  In  Paint  Hazardous  Product 
Ban.  May  31 :  Proposed  Is  the  banning  of  sev- 
eral items  containing  lead  paint  as  hazardous 
products.  They  Include:  lead  containing 
paint  and  similar  .surface  coating  materials 
containing  more  than  .06  "^  lead;  toys  and 
other  articles  Intended  for  use  by  children 
bearing  lead-containing  paint  or  other  sim- 
ilar surface-coating  materials  containing 
more  than  .06 '"r  lead:  and  articles  of  furni- 
ture containing  paint  or  other  similar  sur- 
face coating  materials  containing  more  than 
.06"r  lead.  The  effect  of  the  regulation  will  be 
that  no  lead  may  be  intentionally  added  to 
paints  or  coatings  used  for  palnt«d  surfaces 
Intended  for  consumer  use.  Comments  made 
by:  DOC.  HEW.  State  and  local  agencies,  and 
Interested  parties.  (ELR  order  No.  70679  ) 

Department  of  Defense 

armt  corps 

Contact:  Dr.  C.  Grant.  Ash,  Office  of  En- 
vironmental Policy  Department.  Attn: 
DABN-CWR-P.  Office  of  the  Chief  of  Engi- 
neers, US.  Army  Corps  of  Engineers,  1000 
Independence  Avenue  SW  ,  Washington.  DC. 
20314,   202-693-6795. 

Draft 

Fisherman's  Wharf,  Light  Draft  Naviga- 
tion (2).  San  Francisco  County,  Calif.. 
June  2:  This  statement  Is  a  revised  version 


of  a  draft  EIS  submitted  to  CEQ  in  August. 
1975.  Proposed  la  construction  of  Fishing 
Craft  Harbor  In  the  Fisherman's  Wharf 
Area.  San  Francisco,  California.  The  harbor 
would  consist  of  a  700-ft.  concrete  pile  and 
baffle  breakwater  extending  from  Hyde 
Street  Pier,  a  1.200-ft.  concrete  sheet  pile 
breakwater  extending  from  the  baffled  break- 
water, with  a  10-ft.  wide  concrete  wallway 
and  a  370-ft.  concrete  pile  and  baffle  break- 
water extending  along  the  bayward  end  of 
Pier  45.  The  revised  DEIS  contains  supple- 
mental data  concerning  project  economics. 
(San  Francisco  District.)  (ELR  order  No. 
70688.) 

Big  Creek  Flood  Protection  Project.  Cuy- 
ahoga County.  Ohio,  May  31:  The  proposed 
project  consists  of  construction  of  a  floodway 
and  diversion  channel  In  Cleveland,  Ohio. 
The  faculty  includes  4.250  feet  of  fioodway. 
and  extends  from  near  the  upstream  side 
of  Cleveland  Zoo  to  the  downstream  side 
of  Protection  Products.  The  project  will  pro- 
vide 100-year  flood  protection  for  recrea- 
tional and  Industrial  facilities.  Seventeen 
acres  of  Hood  plain  will  be  altered  and  seven 
acres  of  woodland  will  be  lost.  (ELR  order 
No.  70677.) 

Vince  and  Little  Vlnce  Bayous,  Harris 
County,  Tex.,  May  31:  The  proposed  action  Is 
completion  of  the  Vlnce  and  Little  Vlnce 
Bayous,  which  are  Federal  flood  control  proj- 
ects located  In  Harris  County,  Texas.  The 
plans  call  for  enlargement  and  straighten- 
ing of  about  7.2  miles  of  Vince  Bayou  and 
about  4.2  miles  of  Little  Vlnce  Bayou.  The 
action  will  disturb  or  remove  wildlife  and 
vegetation  and  cause  Increases  In  air  and 
noise  pollution  due  to  construction  activi- 
ties. (Galveston  District.)  (ELR  order  No. 
70676.) 

Final 

Rend  Lake,  Operation  and  Maintenance. 
Franklin  and  Jefferson  Counties.  111.,  June  2: 
The  propased  action  Is  the  operation  and 
maintenance  of  Rend  Lake  In  Franklin  and 
Jefferson  Counties,  Illinois.  The  Lake  is  an 
18,900  acre  multi-purpose  reservoir  com- 
pleted in  1972.  This  statement  describes  and 
reviews  the  environmental,  economic,  and 
social  impacts  created  by  the  operation;  the 
Impacts  or  effects  which  will  enhance  or  Im- 
pair the  project  purposes;  the  effects  of  the 
reservoir  upon  the  surrounding  environment; 
and,  tlie  effects  of  the  changing  environment 
on  the  lake  and  Its  future  operations.  (Mis- 
souri District.)  Comments  made  by:  EPA, 
AHP,  USDA.  DOC.  HUD.  DOI.  State  and  local 
agencies,  and  concerned  citizens.  (EX,R  order 
No.  70693.) 

Environmental  Protection  Agencv 

Contact:  Please  refer  to  the  separate  notice 
published  by  EPA  in  this  issue  of  the  Fed- 
eral Register  for  the  appropriate  EPA  con- 
tact. 

Draft 

York  River  Wastewater  Facility,  Tork 
County.  Va.,  May  31:  Proposed  Is  the  con- 
struction of  a  15  mgd  sewage  treatment 
plant  0.1  the  York-James  Peninsula,  immedi- 
ately west  of  Seaford,  Virginia.  The  project, 
to  be  constructed  for  the  Hampton  Roads 
Sanitary  District,  will  Include  treatment 
processes  such  as  degrlttlng.  primary  and 
secondary  clarification,  and  single-step  acti- 
vated sludge  aeration.  Effluent  from  the  fa- 
cility will  be  chlorinated,  dechlorlnated,  and 
discharged  to  the  York  River  through  a  cool- 
ing water  discharge  of  a  nearby  Virginia 
Electric  Power  Company  electric  generating 
station.  Adverse  effects  Include  Increased  nu- 
trient Irading  of  the  York  River,  reduction  of 
stream  flow,  and  lass  of  habitat.  (Region 
III.)    (ELR  order  No.  70664.) 


Final 

Madison  Organic  Solids  Reuse  Plan.  Dane 
County,  Wis.,  June  2:  Proposed  is  a  plan  to 
satisfy  the  sludge' management  needs  of  the 
Madison  Metropolitan  Sewerage  District 
service  area.  The  plan  calls  for  abandoning 
the  present  system  of  lagoon  disposal  of  liq- 
uid anaerobically  digested  sludge  and  adopt- 
ing a  system  of  land  disposal  of  liquid  an- 
aerbically  digested  sludge  on  privately  owned 
agrlcultiu-al  land.  The  program  would  In- 
volve marketing  the  sludge  to  farmers  at 
their  request.  Adverse  effects,  including  odor 
problems,  are  expected  to  be  minimal.  (Re- 
gion V.)  Comments  made  by:  USDA,  DOT, 
Stat«  and  l(x:al  agencies,  and  concerned  citi- 
zens. (ELR  order  No.  70686.) 

Federal  Energy   Administration 

Contact:  Mr.  Robert  Stern.  Director,  Office 
of  Environmental  Impact.  Federal  Energy 
Administration,  New  Post  Office  Building, 
Room  7119,  12th  and  Pennsylvania  Avenue, 
NW.,  Washington,  D.C.  20461,  202-566-9760. 

Draft 

Petroleum  Feedstocks  to  Synthetic  Natural 
Gas  Plants,  June  1 :  Proposed  Is  the  modifi- 
cation of  FEA's  current  program  of  case-by- 
case  review  of  applications  for  the  allocation 
of  naptha  and  natural  gas  liquids  (NQL)  for 
u.se  in  the  manufacture  of  synthetic  natural 
gas  ( SNG) .  This  programmatic  EIS  presents 
the  impacts  In  1980  and  1985  of  1)  continu- 
ation of  the  current  program  (Review  of  each 
petition),  and  2)  modification  of  that  pro- 
gram through  1  of  5  options  ranging  from  the 
adoption  of  a  more  restrictive  pKJlicy  toward 
theuse  of  naptha  and  NGL  for  SNO  manu- 
facture, to  complete  removal  of  control  on 
these  products.  (ELR  order  No.  70683.) 

Department  of  HUD 

Contact:  Mr.  Richard  H.  Broun.  Direc- 
tor, Office  of  Environmental,  Quality.  De- 
partment of  Housing  and  Urban  Develop- 
ment, 451  7th  Street.  SW..  Washmgton,  DC. 
20410,    202-755-6308 

Draft 

Kensington  Park  Apartments.  Colorado, 
May  31:  Proposed  is  the  sale  by  HUD  of 
Kenslngston  Park  Phases  I  and  II  in  Denver, 
Colorado.  The  project,  which  consists  of  32 
buildings  containing  628  livUig  units,  was 
constructed  under  mortgages  insured  by 
HUD.  Concerns  regarding  dispasition  are 
mainly  In  regard  to  the  developments  loca- 
tion within  the  Denver  Air  Quality  Control 
Region,  which  exceeds  State  and  Federal 
Standards;  the  lack  of  storm  draUiage  In 
Phase  II;  and  the  high  incidence  of  sewer 
backups  in  Phase  I.   (ELR  Order  No.  70668.) 

Bellehaven/Vlsta  Grande  Terrace  Clear 
View  E:stat€s,  Bl  Paso  County,  Colo.,  May 
31:  Proposed  Is  the  Issuance  of  HUD  FHA 
mortgage  Insurance  for  the  developers  of 
Bellehaven,  Vista  Grande  Terrace,  and  Clear 
View  Estate  to  build  205  single  family  de- 
tached units.  24  single  family  detached  units, 
and  380  single  family  detached  units,  respec- 
tively. The  former  two  developments  are  lo- 
cated In  Colorado  Springs  and  the  latter 
in  Bl  Pa.so  County.  Adverse  Impacts  in- 
clude Increased  levels  of  air  pollution,  greater 
pressure  on  local  facilities,  and  destruction 
of  wlldhfe  habitat.    (ELR  Order  No    70675.) 

Rolling  Green  Subdivision.  Harris  Coun- 
ty. Tex.,  May  31:  They  proposed  action  is 
the  approval!  for  HUD  FHA  home  mortgage 
insurance  purposes,  of  the  Rolling  Green 
Project  In  Harris  County.  Texas  The  317- 
acre  development  woulci  be  composed  of 
1.270  single-family  units  and  would  provide 
housing  for  some  4500  people.  Adverse  effects 
would  be  the  loss  of  agricultural  land  and 
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an  increased  demand  for  fossil  fuels  through 
heavy  dependence  on  the  automobUe  for 
transportation.   (EI.R  Order  No   70665.) 

The  following  are  Commimity  Devel- 
opment Block  Grant  statements  pre- 
pared and  circulated  directly  by  appli- 
cants pursuant  to  section  104ih>  of  the 
1974  Housing  and  Community  Develop- 
ment Act.  Copies  may  be  obtained  from 
the  office  of  the  appropriate  local  chief 
executive,  i  Copies  are  not  available  from 
HUD.' 

Section  104(hi. 

Draft 

Pme  Bluff,  Ark. — W.  Side  Sewer  and  Drain, 
June  2:  The  proposed  action  Is  the  In- 
stallation of  a  sanitary  sewer  system  to 
serve  several  hundred  acres  of  the  south- 
ue.-^t  section  of  the  city  of  Pme  Bluff. 
Arkansas  The  project  will  consist  of  con- 
Btructlon  of  four  mains  extending  westward 
from  the  Redland  trunk  line  to  the  PLne 
Bluff  city  limit*.  Adverse  Impacts  Include 
clearing  of  woodlands,  erosion  and  sllta- 
tlon.  cuts  through  street  paving,  and  In- 
creased load  on  the  pumping  station  and 
oxidation  ponds    (ELR  Order  No    70684  ) 

F^nal 

Boise,  Idaho.— W.  Boise  Ave  Trunk  Sewer, 
May  31 :  Proposed  is  the  development 
of  the  West  Boise  Avenue  Relief  Trunk 
Sewer  in  Boise,  Idaho.  The  project  would 
provide  relief  to  the  18-lnch  Broadway  Ave- 
nue line  by  diverting  fiow  from  the  two  30- 
Inch  trunk  sewers  through  a  new  36-lnch 
line  down  Boise  Avenue  Tlie  relief  sewer 
•would  connect  with  the  existing  36-inch 
sewer  line  on  Boise  Avenue  at  Oakland 
Street  Adverse  effects  include  Increases  In 
noise  and  dust  during  construction,  and 
growth -re!  a  ted  impacts  following  comple- 
tion. 

Comments  made  by:  COE,  AHP.  city  agen- 
cies, and  Interested  parties  (ELR  Order  No. 
70671  ) 

Lawton  Okia —  Industrial  Waterllne,  May 
31:  Proposed  is  the  construction  of  indus- 
trial utilities  in  the  City  of  Lawton,  Okla- 
homa, The  project  Includes  an  Industrial 
water  storage  tower,  a  water  pump  station 
at  the  existing  seven  million  gallon  tank, 
an  industrial  water  line,  and  an  industrial 
sewer  line  Short  term  construction  Im- 
pact*; will  result.  Comments  made  by:  State 
agencies  and  lnterest.ed  parties  (ELR  Order 
No     70667) 

Department  of  Interior 

Contact:  Mr.  Bruce  Blanchard.  Director. 
Environmental  Project  Review,  Room  5311, 
Department  of  the  Interior  Washington.  DC. 
20240,  202-343-3891 

BI'REAU    OF    LAND    .MANAGEMENT 

F\tial 

Valdez-Mldland.  Crude  OH  Transportation 
System.  Alaska  and  Texas,  May  31:  This 
statement  discus,ses  Standard  Oil  Company 
of  Ohio's  proposal  for  a  transportation  sys- 
tem for  delivery  of  Alaska  crude  oil  from  the 
T'l'an.i-Alaska  pipeline  terminal  at  Valdez. 
Alaska,  to  Midland,  Texas,  where  the  oil  could 
be  distributed  to  refineries  to  the  north  and 
east  A  tanker  fleet  would  transport  the  crude 
oil  2.200  miles  between  Valdez  and  Long 
Beach,  California  A  1.027-niile  pipeline 
would  trai^sport  the  oil  between  Long  Beach 
and  Midland  Approximately  800  miles  of 
existing  natural  gas  pipeline  would  be  aban- 
doned and  converted  for  the  transporting  of 
crude  oil  in  the  proposed  system,  Oomments 
madt  by:  USDA,  DOC,  DOD,  HEW  HUD.  DOI, 
DLAB.  DOT  AHP  EPA  and  FPC  (ELR  Order 
No   70669  ) 


NOTICES 

GEOLOGICAL    SrRVET 

fin  l 

Crow  Indian  C*ded  Area.  Tract  m  Mining, 
Bighorn  County,  Mont.  Proposed  te  tb«  ap- 
proval of  ft  20-year  mining  and  reclamation 
plan  submitted'  by  Westmoreland  Resources 
for  strip  mining  of  190  6  mUllon  tout  of  coal 
for  shipment  from  Montana  The  plan  In- 
cludes the  area  contained  In  the  Crow  tribal 
lease  1420-0252-1088  and  Montana  state  lease 
C-1047-70.  Also  covered  Is  an  additional  1958 
acres  in  the  area  known  as  Tract  III.  Adverse 
Impacts  include  destruction  of  existing  land 
surface,  vegetation,  and  all  aquifers  above 
the  base  of  the  Robinson  Coal  in  the  mine 
area,  disruption  of  wildlife  habitats,  degra- 
dation of  water,  and  Increases  in  dust  and 
noise  levels  Comments  made  by:  EP.\,  AHP, 
ERDA,  COE,  HEW.  DLAB,  USDA.  1X)I,  State 
agencies  and  concerned  citizens  (ELR  Order 
No  70666.) 

Nuclear  Recxtlatorv  Commission 

Contact:  Mr  Voss  A  Moore  Division  of 
Reactor  Ucenslng.  P  722  NRC,  Washington, 
DC.  20555.  301-443-6965. 

Drajt 

Blue  Hills  Station  Uniw  1  and  2.  Newton 
County.  Tex,  June  2:  The  proposed  action 
Is  the  construction  by  Gulf  States  Utilities 
Company  of  the  Blue  Hills  Station  Units  1 
and  2  in  eastern  Texas  Tlie  station  wUl  em- 
ploy a  pressurized  water  reactors  to  produce 
outputs  of  approximately  2814  MWt  each 
Two  steam  turbine  generators  will  use  the 
heat  produced  to  provide  approximately  957 
MWe  I  grass  I  each  Tlie  action  will  result  In 
commitment  of  approximately  123  acres,  and 
n.ay  have  adverse  effects  on  the  red-cockaded 
woodpecker,  an  endangered  species.  Site 
preparation  and  construction  may  adversely 
Impact  the  Mill  Creek  Watershed  (ELR  Order 
No   70685.) 

Tennessee  Valley  Avthoritt 

Contact:  Dr.  Peter  Krenkel.  Director  of 
Environmental  Planning,  720  Edney  Building, 
Chattanoo^-a    Tennes--ee  37401    615-755  3161 

Draft 

YeUow  Creek  Nuclear  Plant.  Tishomingo 
County,  Miss.,  May  31:  The  proposed  action 
Is  the  construction   and  operation  of  a  2- 

unit  nuclear  plant  in  Tishomingo  County, 
Mississippi  Bascloaded  coal-fired  and  nuclear 
fueled  units  would  help  meet  the  1985-1986 
peak  load  There  wx-uld  be  a  slight  increase  In 
temperature  of  water  returned  to  Pickwick 
Lake  Pish  larvae  drawn  into  the  closed 
cooling  system  could  result  in  reductions  of 
some  adult  and  Juvenile  fish  stocks  in  Yellow 
Creek  embayment    (ELR  Order  No.  70670.) 

Department  of   Transportation 

Contact:  Mr  Martin  Convisser.  Director, 
Office  of  ErivironmentAl  .Affairs  US  Depart- 
ment of  Transportation.  400  7th  Street.  S  W  . 
Washington.  DC.  20590.  202-426-4357 

federal    aviation    ADMINISlRATIiiN 

Dr.,ft 

Babelthuap-Koror  Airport,  U.S.  Territory, 
May  31:  The  proposed  actions  are  the  Im- 
provement and  development  of  the  Babel- 
thuap-Koror Airport,  Babelthuap  Island, 
Palaii  District,  Trust  Territ<>ry  of  the  Pacific 
Islands-  Project  plans  call  for  realignment  of 
the  existing  6.000-fooi  runway,  construction 
of  a  7,200  X  ISO-foot  paved  ri:nway,  estab- 
lishment of  a  runway  safety  area  on  each  end 
of  the  r\inway  and  construction  of  a  Crash 
Pire  Rescue  Equipment  Building  Adverse  im- 
pacts will  affect  the  terrestrial  wildlife  and 
vegetation  of  the  airport  area  and  the  marine 
life  of  the  30-acre  area  of  Alral  Bay  due  to 
the    excavation    and    grading    required,    and 


tb*   dragUning    of    coralline   limestone    ma- 
terials   ( KLR  Order  No.  70681  ) 

Final 

Akhiok  Airport,  Alaska.  May  31 .  Thi." 
staument  refers  to  prc^xised  construction 
of  the  Akhlok  Airport.  Alaska.  The  proj- 
ect wUl  consLst  of  a  100'  x  2000'  parking 
apron,  a  20'  z  1,325'  access  road,  and  «  60' 
X  50'  graded  area  for  a  snow  removal  equip- 
ment storage  buUdlng.  The  most  severe  en- 
vironmental impact  will  be  the  destruction 
of  ground  cover  on  land  used  for  the  runway 
Comments  made  by:  EPA.  DOI  and  oon- 
oerned  citizens.   (ELR  Order  No    70678  ) 

Federal  Highway   Administration 

Draft 

VS.  95.  FerdUiand-Craigmont.  Lewis 
County,  Id(aho,  May  31:  Proposed  Ls  Uii- 
construction  of  US.  95  between  the  cities  c! 
FerdlnEtnd  *nd  Cralgmont  in  northceuiral 
Idaho  Alternatives  range  from  no  major  ini- 
provement,  to  several  major  Improvement  .^ 
on,  or  realignment  possibilities  from  the 
present  facility.  Beginning  abtiut  .6  niDe 
southea.st  of  Ferdinand,  the  iniproveme  u 
would  continue  northwest,  terminating  ap- 
proxmiat*ly  3  mile  west  of  Craigmont  Ad- 
verse Impacts  vary  according  to  the  alternate 
selected.  (Region  10)  (ELR  Order  No  70673  I 
Relocation  of  LA  70  at  Pierre  Port  Assvimi  - 
tlon  County,  La.,  June  2:  Tlie  proposed  ar- 
tlon  Is  construction  of  a  land  service  facility 
to  be  located  In  Assumption  Parish.  Louisi- 
ana. Starting  04  mUe  south  of  the  Pierre 
Part  Settlement,  the  project  proposes  a  new 
alignment  for  La  70,  ending  at  the  Pierre 
Pass  bridge  In  the  tovm  of  Pierre  Part,  The 
total  length,  subject  to  the  alternate  select- 
ed, will  t>e  from  3.24  to  3.85  miles  long  Tlie 
action  wUl  result  In  permanent  loss  ol  wet- 
lands and  cropland  acreage,  and  increases  ;n 
air,  water,  and  nol.se  pollution  (Region  «  i 
(ELR  Order  No   70691   ' 

1-640.  SH  33— I-i  '  Knoxville  Count>, 
Tenn  ,  May  3!:  Proposed  is  construction  of 
a  segment  of  I  640  In  Knoxville  County,  Ten- 
nessee This  segment  completes  the  circuni-^ 
ferentlal  route  between  1-40  on  the  west  siJe 
of  Knoxville  and  1-40  on  KnoxvUles  eastern 
side.  The  facility  Is  a  divided  highway  having 
three  12-foot  traffic  lanes  in  each  dlrection. 
12  feet  of  stabilized  shoulders,  and  a  varying 
median  width  Adverse  impacts  are  displace- 
ment of  87  families  and  6  busUieases.  and 
Introduction  of  a  localized  source  of  air 
and  noise  jjollutlon  (Region  )  (ELR  Order 
No.  70672  ) 

SR  2.  Folaes  Hill,  N.  Monroe  Interchange. 
Snohomish  County.  Wash..  June  2:  Proposed 
Is  the  improvement  of  2.3  miles  of  State 
Route  2  to  a  four-lane  highway  with  fuUv 
controlled  limited  access,  from  py^bes  Hill  to 
one  mile  east  of  Monroe  The  project  m- 
cludes  plans  for  a  reet  area  in  each  direction 
of  travel,  and  interchanges  at  seven  locatloiu- 
to  provide  access  to  local  roads  and  other 
State  highways.  Clearing,  excavation,  and 
embankment  operations  will  temporarily  ex- 
pose soil  to  erosion  and  subsequent  sedl- 
meutation  of  surface  waters.  The  acquisition 
of  land  for  the  highway  requires  displace- 
ment of  55  families  and  5  farms  (Region 
10.)    (ELR  Order  No.  70690  ) 

Final 

SR  193  Relocated.  Maryi.-ind  Prince 
Georges  County.  Md.,  June  2:  The  proposed 
project  Is  the  relocation  and  Improvement 
of  State  Route  193  Length  of  the  project 
Is  three  miles  The  proposal  Is  to  Initially 
construct  a  four  lane,  divided  highway  util- 
izing 2  24-ft  roadways  separated  by  ade- 
quate median  width  and  10-ft  outside 
shoulders  and  a  4-ft.  Inside  shoulder.  The 
selected  alternative  will  displace  33  individ- 
uals, 9  dwellings,  and  2  farms.  (Region  3  ) 
Comments  made  by:   HUD.  HEW    DOI    EPA. 
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rsDA  and  StaU>  and   -ounty  a^nclea.  con- 
cerned citizens.   (  EUi  Order  No    70092  ) 

Ohio  Route  315,  Ackerman  Rd.,  I-27t>; 
F.-anklin  County,  Ohio  June  2:  The  proposed 
a.  iion  IS  the  construction  of  4  87  miles  of 
irciway  in  two  sections,  one  2  34  miles  and 
r.riother  of  2  53  miles.  These  sections  will  be 
the  final  linlcs  In  a  freeway  fivclUty  connect- 
In';  the  Columbus  Innerbelt  (I.R.  670)  at 
the  Goodale  Interchange  with  the  Outerbflt 
iIR.  270);  the  other  sections  are  already 
completed  and  open  to  traffic.  The  total 
length  of  the  finished  Olentantry  Freeway 
from  the  Innerbelt  to  Its  northern  terminus 
•ftlU  be  9.93  miles.  Adverse  effects  Include  the 
taking  of  63  residences,  one  business,  and 
one  church,  and  the  loss  of  230  acres  of 
wildlife  habitat.  (Region  5.)  (190  pages.) 
Comments  made  by:  DOT,  DOI,  EPA,  HEW, 
USDA  rnd  State  and  local  agencies,  con- 
cerned citizens.   lELR  Order  No.  70687.) 

SR  14,  Kennewlck  Vicinity,  Benton  County. 
Wash.,  May  31 :  The  project  consists  of  the 
construction  of  an  additional  two  lanes  of 
SR  14  for  a  4.8  mile  length  in  Kennewlck. 
Washington.  Adverse  Impacts  resulting  from 
the  construction  will  Include  the  use  of  2 
acres  of,  land  for  additional  rights-of-way, 
the  loss  of  15  acres  of  wUdllfe  habitat,  in- 
creased traffic  In  the  area,  and  increase  m 
noise  and  air  pollution  during  construction. 
(Region  10.)  Comments  made  by:  COE.  EPA, 
DOI.  USDA.  HUD  and  SUte  and  local  agen- 
cies, concerned  citizens.  (ELR  Order  No. 
70674  ) 

NICHOLAS  C.  YOST. 

Acting  General  CouTisel. 
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DEPARTMENT   OF   DEFENSE 

Office  of  the   Secretary 

PRIVACY   ACT  OF   1974 

New  Systems  of  Records 

The  Office  of  the  Secretan.-  of  Defease 

systems  of  records  notices  at  prescribed 

by  the  Privacy  Act  of   1974  have  been 

published    in    the   Fedekal    Register    as 

follows 

PR  Doc.  75-21075  (40  ^R  35357),  August  18, 

1975. 
FR    Doc.    76-21186    (41    PR    31043),    July    26. 
1976. 

Notice  is  hereby  given  Uiat  the  Office 
of  the  Secretary  of  Defense  submitted  the 
following  four  new  systems  of  records  on 
May  10.  1977,  pursuant  to  the  provi.sions 
of  Office  of  Management  and  Budget 
(OMB)  Circular  No  A-108.  Transmittal 
Memorandum  No  1  daJed  September  30, 
1975,  and  Transmittal  Mcm-randuni  No. 
3,  dated  May  17.  1976.  winch  provide 
supplemental  guidance  to  Federal  agen- 
cies regarding  the  preparation  and  sub- 
mission of  reports  as  required  by  the 
Privacy  Act  of  1974  tPub.  L.  93-579,  5 
L'.S.C.  552a(o'.  This  OMB  guidance  was 
set  forth  in  the  Federal  Register  i  40 
FR  45877 >   on  October  3,  1975. 

The  Office  of  the  Secretarj-  of  Defense 
invites  public  comments  concerning  the 
proposed  new  record  systems.  Interested 
persons  are  invited  to  submit  written 
data,  views  and  arguments  to  the  Sys- 
tem Manager  identified  in  the  particular 
record  system  of  notice  on  or  before 
July  11,  1977.  Tliese  sysU-ms  wiU  be  ef- 
fective July  11,  1977,  as  proposed  wiUi- 
out  further  notice,  unless  comments  are 


received  whlcii  result  In  a  contrary  de- 
termination and  requiring  republication 
for  further  comments. 

Maurjce  W.  Roche. 
Director,    Correspondence    and 
Directives.   Office  of  the  As- 
sistant Secretary  of  Defense 
(Comptroller) . 

June  7.  1977. 

DC.OMP  P31 

Sy.strni  narue : 

Department  of  Defense  Superior  Serv- 
ice Medal. 

Sjstem  location : 

Director  for  Personnel.  Office  of  the 
Deputy  Assistant  Secretary  of  Defense 
(Administration).  OASD  (Comptroller), 
Room  3B347.  Pentagon,  Washington. 
D.C.  20301. 

Categories  of  individuals  covered  by  the 
.>iystcni: 

Personnel  recommended  for  the  De- 
partment of  Defense  Superior  Service 
Medal. 

(  jifgorie*  of  ret-ord.i  in  tlie  gystcm: 

Master  log,  copy  of  approved  award 
.signed  by  the  Secretary  of  Defense,  which 
contains  name,  grade,  Office  of  the  Secre- 
tary of  Defense  (OSD)  duty  title.  OSD 
duty  actnity,  and  period  of  assignment. 

Vialiurilj   for  maintenance  of  ihe  syslein: 

Executive  Order  11904. 

Hmitine  us*-*  of  rc'i-onls  maintained  in  the 
»yst«'in,  including  categories  of  users 
and  the   purposes  of  such  uses: 

Autiiurized  personnel  of  the  Office  of 
tlie  Secretary  of  Defense  for  purposes  of 
insuring  that  certificate,  citation,  and 
engraved  medal  are  obtained  for  the  in- 
dividual receiving  the  award. 

Politii-s  and  prarticj-s  fur  storing,  rotricv- 
iric,  accfssing.  retaining,  and  dispos- 
ing of  r«"-<'(>rds  in  the  system: 

^iiir.ii;i' : 

Metal  five-drawer  legal -size  file  cabi- 
net with  lock. 

KctricNahililr : 

Filed  by  case  number  with  master  log. 
Safeguards: 

Building  has  security  guards.  File  is 
maintained  in  an  area  which  is  secured 
during  non-working  hours. 

Hetenlion  and  disposal:  < 

Records  are  permanent. 
S^^tcm  niaiia^or  and  address: 

Director  of  Persormel,  Office  of  the 
Deputy  Assistant  Secretary  of  Defense 
(Administration).  OASD  (Comptroller), 
Room  3B347,  Pentagon,  Washington, 
DC.  20301 

\olifi<ation  procedure: 

Information  may  be  obtained  from  the 
Directorate  for  Personnel.  Office  of  the 
Assistant  Secretary  of  E>efense  (Comp- 


troller). Room  3B347,  Pentagon,  Wash- 
ington, D.C.  20301. 

Rword  access  procedures 

Requests  from  individuals  should  be 
addressed  to  the  abpve  System  Manager. 

Oinlosting  record  procedures: 

The  rules  for  access  to  records  and  for 
contesting  contents  and  appealing  initial 
determinations  by  the  individual  con- 
cerned may  be  obtained  from  the  System 
Manager. 

Record  source  categories: 

Reconunendations  received  from  the 
immediate  Office  of  the  Secretary  of  De- 
fense. 

System--  excmpled  from  certain  provisions 
of  the  act : 

None. 

DCOMF   r,^2 

System  name:  ». 

Standards  of  Conduct  Inquiry  Pile. 


S;  stem  location : 

Primary  System-Office  of  the  Director 
of  Persormel.  Office  of  tlie  Secretary  of 
Defense,  Pentagon.  Washington,  D.C. 
20301. 

Categories  of  individuals  covered  by  the 
system : 

Indviduals  who  have  been  alleged  to 
have  violated  the  Department  of  Defense 
Standards  of  Conduct  or  the  conflict  of 
interest  statutes. 

Categories  of  record*  in  llic  system  : 

Files  in  the  Office  of  the  Director  of 
Personnel.  Office  of  the  Secretary  of  De- 
fense, which  are  used  in  the  performance 
of  the  functions  of  the  oiSce.  The  files 
contain  information  about  indiv  iduals  in 
regard  to  allegations  of  violations  of  tlie 
Department  of  Defense  Standards  of 
Conduct  or  the  conflicts  of  interest 
statutes.  y.^__^ 

.Authority  for  maiiitcnaiuo  of  the  system: 

Title  10,  U.S.  Code,  Section  137  EO 
11222. 

Routine  u«es  of  reeoiiK  tiKiinlMined  in  the 
system,  including  categories  of  u-i  rs 
and  the  purposes  of  sucli  uses : 

Routine  use  of  the  files  is  by  the  pro- 
fessional personnel  in  the  Office  of  the 
Director  of  Personnel  and  Office  of  the 
Creneral  Coimsel.  Office  of  the  Secretary 
of  Defense,  Department  of  Justice  and 
DoD  component  Purpose  of  the  files  is 
to  provide  information  for  professional 
personnel  in  the  Office  of  the  Director  of 
Peivonnel  and  Office  of  General  Counsel 
to  resolve  various  standards  of  conduct 
problems. 

Policies  and  practices  for  "-toriim.  retriev- 
ing, accessing,  retaining,  and  dispon- 
ing of  rerords  in  the  sy,*tem: 

.S|  jrage: 

Paper  records  in  file  folders. 
Relrievability: 

Filed  by  name. 
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*»afeguards: 

Stored  in  metal  filing  cabinets  with 
locking  devices  and  metal  combination 
safes  depending  on  classification, 

Ketention  an<l  disjMJsal: 

Files  are  retained  as  long  as  there  is 
official  interest  in  the  case;  then  de- 
stroyed or  retired  to  the  Federal  Records 
Center.  Suitland.  Maryland. 

.Systen)  manager  and  addre-«: 

Director  of  Personnel,  OSD.  Room 
3B347.  Pentagon,  Washington.  D.C. 
20301. 

■Notification  procedure: 

Written  reque.st  for  infom-.ation  should 
be  addressed  to  the  System  Manager, 
Director  of  Personnel,  Room  3B347,  Pen- 
tagon, Washington,  DC.  20301.  Valid 
proof  of  identity  is  required 

Record  access  procedures: 

Procedure  for  gaining  access  by  an 
Individual  to  his  records  may  be  obtained 
from  the  Office  of  the  Director  of  Per- 
sonnel, Room  3B347,  Pentagon.  Wash- 
ington, D.C,  20301,  telephone.  Area  Code 
202-697-3305. 

Contesting  record  procedures: 

Office  of  the  Director  of  Personnel. 
Office  of  the  Secretary  of  Defense.  Room 
3B347.  Pentagon,  Washington,  D.C.  20301 
may  be  contacted  to  obtain  rules  for 
contesting  material  contained  in  records 
and  appealing  initial  determinations. 

Record  source  categories: 

Information  contained  in  files  is  ob- 
tained from  various  sources  including 
correspondence,  press  releases,  investi- 
gations performed  by  the  Department  of 
Defense  and  other  agencies  and  CongTes- 
sional  committees,  and  other  systems  of 
records  in  the  Department  of  Defense. 

Systems  exempted  from  •■ertain  pro>i»ion» 
of  the  act : 

This  system  of  records  is  exempt  un- 
der the  authority  of  t  k )  <  2  >  and  ( 5 )  of 
Title  5,  U.S.C.  Section  552a  from  subsec- 
tions (c)<3i  and  (d*  of  that  statute 
which  would  require  the  disclosure  of: 
(a)  Investigatory  material  compiled  for 
law  enforcement  purposes.  However,  if 
any  individual  is  denied  any  right,  priv- 
ilege, or  benefit  that  he  would  otherwise 
be  entitled  by  Federal  law.  or  otherwise 
be  eligible,  as  a  result  of  the  maintenance 
of  such  material,  the  material  shall  be 
provided  to  that  individual,  except  to  the 
extent  that  its  disclsoure  would  reveal 
the  identity  of  a  source  who  furnished 
information  to  the  Government  under 
an  express  promise  or,  prior  to  Septem- 
ber 27.  1975,  under  an  Implied  promise 
that  the  identity  of  the  source  would  be 
held  in  confidence,  or:  (b)  investigatory 
material  compiled  solely  for  the  purpose 
of  determining  suitability,  eligibility,  or 
qualifications  for  Federal  civilian  em- 
ployment, military  service,  or  Federal 
contracts,  but  only  to  the  extent  that 
the  disclosure  of  such  material  woiild 
reveal  the  identity  of  a  source  who  fur- 


nished information  to  the  Government 
under  an  express  promise  or.  prior  to 
September  27,  1975.  under  an  implied 
promise  that  the  identity  of  the  source 
would  be  held  In  confidence  At  the  time 
of  the  request  for  a  record,  a  determina- 
tion will  be  made  concerning  whether  a 
right,  privilege,  or  benefit  is  denied  or 
the  specific  information  which  would  re- 
veal the  identity  of  a  source. 

DCOMF   P33 
.•system  name: 

Statements  of  Affiliations  and  Finan- 
cial Interests  File. 

.System  lo<-ation  : 

Primary  Sy.-tem-Office  of  the  Director 
of  Personnel.  Ofl5ce  of  the  Secretary  of 
Defense.  Pentagon.  Washington  DC 
20301. 

t  alegories  of  individuiiK  «'o>ere<l  by  ihe 
system : 

Individuals  who  have  been  required  to 
file  statements  on  Affiliations  and  F^an- 
cial  Interests,  DD  Form  1555. 

(  ategorie-  of  re<or<l>  in  llie  >>•!<  in: 

Files  in  the  Office  of  Director  of  Per- 
sonnel. Office  of  the  Secretary  of  Defense, 
which  are  used  in  the  performance  of 
the  functions  of  th^  office.  The  files  con- 
tain information  about  individuals  in 
regard  to  their  financial  Interesu^  and 
affiliations  which  may  impart  on  their 
official  duties 

Authority  for  maintenance  of  tin    '>«ltin; 

Title  10.  US  Code  Section  13:  EO 
11222. 

Routine  u»<'s  of  records  maintainid  in  llie 
s>stem.  including  categories  of  u-i  r> 
and  the  purj>oses  of  sucli  u«i  « -. 

Routine  use  of  the  files  is  by  the  itg- 
fessional  personnel  in  the  Office  of  the 
Director  of  Personnel  and  Office  of  the 
General  Counsel.  Office  of  the  Secretary 
of  Defense.  Department  of  Justice  and 
E>oD  components.  Purpose  of  the  files  is 
"to  provide  information  for  professional 
personnel  in  the  Office  of  the  Director 
of  Personnel  and  Office  of  General  Coun- 
sel to  avoid  and  resolve  conflict  of  In- 
terest problems 

Policies  and  practices  for  storiiii;,  n  lrie\- 
iiig.  ai'cessing.  retaining,  and  «li>jH>«- 
ing   of   r«-<ord-    in   llie   -\-l<iii 

■^lorage: 

Paper  records  in  file  folders. 

Relri«'\  ability : 

Filed  by  name. 

Safeguards: 

Stored  in  metal  filing  cabinets  with 
locking  devices  and  metal  combination 
safes  depending  on  classification 

Retention  .mil  dis|>o^al : 

Files  are  retained  as  long  as  there  L-; 
official  interest  in  the  case;  then  de- 
stroyed or  retired  to  the  Federal  Records 
Center,  Suitland.  Maryland. 


System  man;iger  and  address: 

Director  of  Personnel,  Office  of  the 
Secretary  of  Defense,  Room  3B347  Pen- 

U^gon.  Washington.  D.C.  20301. 

Notification  procedure: 

Written  request  for  infomiation  should 
be  addressed  to  the  System  Manager,  Di- 
rector of  Personnel,  Room  3B347,  Pen- 
tagon, Washington,  DC.  20301.  Valid 
proof  of  Identity  is  required. 

Kecottl  access  proce<lure<: 

Procedure  for  gaining  ace^s  by  an  indi- 
vidual to  his  records  may  be  obtained 
from  the  Office  of  the  Director  of  Per- 
sonnel, Room  3B347,  Pentagon.  Wash- 
ington. DC.  20301.  telephone.  Area  Code 
202-697-3305. 

<  oiite^ting  record  procedures: 

office  of  the  Director  of  Personnel. 
Office  of  the  Secretary  of  Defense.  Room 
3B347.  Pentagon.  Washington,  D.C 
20301  may  be  contacted  to  obtain  rules 
for  contesting  material  contained  in  rec- 
ords and  appealing  Initial  determina- 
tions. 

Kerord  »i>ur<e  categories : 

Information  contained  in  files  is  ob- 
tained directly  from  the  individual  on 
DD  Form  1555,  "Statement  of  Affilia- 
tions and  Financial  Interests." 

*">  stems  exenipl«Hi  from  certain  provision* 

of  ihe  inl: 


None 


DPA  DXA  D  10 


Svsteiii  name: 

Privacy  Act  Request  for  Acce^is  Files. 
^'  -Icni  hx-ation: 

Primary  System-Directorate  for  Free- 

aom  of  Information  and  Security  Re- 
view. Office  of  tlie  A.ssistant  Secretary  of 
Defense  <  Public  Affairs  > ,  Washington. 
DC.  20301  Decentralized  Segments-Of- 
fices of  tlie  Director  of  Defense  Research 
and  Engmeermg.  AssLstAiU  Secretaries  of 
Defense,  A.s,sistants  to  tiie  Secretary  of 
r>efense.  or  equivalent,  the  Organization 
of  the  Joint  Chiefs  of  Siaffi.  and  other 
activities  a.s,signed  to  Uie  Office  of  the 
Secretary-  of  Defense  for  admmistrative 
support. 

(^alegorii-s   of    individuals    co\«re(l    U\    tin- 
system  : 

Any  citizen  who  makes  a  refiuest  for 
access  to  records  under  the  Privacy  Act 
to  the  Office  of  the  Secretary  of  Defen.se. 
Organization  of  the  Joint  Chiefs  of  Staflf. 
or  activity  a-ssigned  to  the  Office  of  the 
Secretary  of  Defense  for  administrative 
.'upport  Rp(!uc.--ts  from  the  public  for 
amendment  of  records,  other  questions 
concerning  the  Privacy  Act.  and  matters 
pertaining  to  Privacy  Act  Program  man- 
agement are  acted  upon  by  the  Records 
.administrator  Office  of  the  Secretary  of 
TX'fense.  Room  5C315.  Pentagon,  Wash- 
mpton.  DC.  20301. 

t^aleaorie*  of  records  in  the  system: 

Name,   firm,   addre.ss.   and  other  per- 

.sonal    identifiers   of    Uie    individual    re- 
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quester.  identification  of  records  re- 
quested, dates  and  siunmarles  of  action 
taken,  and  related  documenLs  associated 
with  processing  requests.  In  addition, 
nurr.es.  titles  or  positions  of  each  person 
primarily  responsible  for  action  on  re- 
t.iicits  for  records.  Results  of  follow-on 
action,  if  aiiy.  to  Include  request  for 
review  of  refusal  of  the  individual's  re- 
quest. 

Viillxii'ily  for  iiKiiiit«-ii;ni<-c  of  the  syslera: 

Title  5.  U.S.C.  552a.  the  Privacy  Act  of 
1974:  Pub.  L.  93-579. 

ttiiii!in<-  use*  of  re<-or(N  ni:iint;iine<l  in  the 
system,  inrludinj;  categories  of  u.«er« 
and  llic  purposes  of  .«uch  u.<es: 

Files  are  used  by  ofBcials  in  the  loca- 
tions described  above  to  control  admin- 
istratively requests  to  insure  compliance 
with  Pub.  L.  93-579,  and  to  research  his- 
torical data  for  annual  report  statistics 
and  other  management  Information. 

I'oliric*  and  pnirlirea  for  storing,  r^  Iricv- 
inc  acrc«*ins.  rct.Tinins,  niul  (li«[>o«- 
iiiS  i>f  rt'cortls  in  the  lysloni: 

J»loragc: 

Index  file  cards  and  paper  records  In 
file  folders. 

Kelricvability  : 

Filed  chronologically  by  request  num- 
ber and  retrieved  by  name  and/or  re- 
quest number  using  conventional  Indices 
and  cross-references. 

.'>:ife'niard»: 

Records  are  maintained  In  secuniy 
containers  with  access  only  to  officials 
whose  access  Is  based  on  requirements  of 
a-ssigned  duties. 

lulnilion  and  disposal : 

Files  are  kept  for  four  years  after  final 
determination,  or  three  years  after  final 
adjudication  by  the  courts,  whichever  Is 
later. 

System  manager  and  address: 

Assistant  Secretary  of  Defense  'Pub- 
lic Affairs > ,  Pentagon.  Washington,  DC. 
20301. 
Nolifuiition  procedure: 

Information  may  be  obtained  from  the 
Director.  Freedom  of  Information  and 
Security  Review,  Office  of  the  .Assistant 
Secretary  of  Defen.se  i  Public  Affairs) , 
Room  2C757.  Pentagon.  Washington, 
DC.  20301.  Telephone:  Ai'ca  Code:  202/ 
697-1180. 

Ke<«>rd  ;iece<-«  pro<-ediirei«: 

Requests  from  Individuals  should  be 
addressed  to  the  office  stated  above  and 
should  include  full  name,  address,  and 
notarized  signature.  For  personal  visits, 
individuals  should  be  able  to  present  ac- 
ceptable identification;  that  Ls.  driver's 
license  or  comparable  identity  card  Con- 
testing record  procedures. 

('i)nU->lin(:  record  prixediircN  : 

The  rules  for  acce.s.s  to  record.s  and  for 
contesting  contents  and  appealing  initial 
determination    by    the    individual   con- 


cerned may  be  obtained  from  the  System 
Manager. 

Record  source  categoric*: 

Requests  for  access  to  records — imder 
the  Privacy  Act — originating  from  citi- 
zens, and  subsequent  data  provided  by 
officials  who  hold  the  requested  records, 
act  upon  the  request,  and  who  are  In- 
volved in  the  review  of  denials  of  the 
requests. 

Systems  excnipttnl  front  certain  provision* 
of  ill e  act: 

None. 
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PRIVACY  ACT  OF   1974 

System  of  Records  Deletion 

In  Privacy  Act  Issuances,  1976  Comp., 
Vol.  I,  pages  327  to  378,  the  Office  of  tho 
Secretarj'  of  Defense  set  forth  the  sys- 
tems of  records  with  the  agency  pre- 
scribed by  the  Privacy  Act  of  1974.  Notice 
is  given  that  the  following  Office  of  the 
Secretary  of  Defense  system  of  records 
is  deleted: 

DGC  01 
System  name: 

40.735  Financial  Interest*  Statement 
File  (p.  351). 

Reason: 

Records  contained  in  this  system  have 
been  determined  not  to  be  agency  records 
subject  to  the  provisions  of  the  Privacy 

Act 

MAtmiCE    W.    ROCHK, 

Director,  Correspondence  and 
Directives.  OASD  (Comptroller). 

Junk  7,  1977. 

[FR  Doc  7716477  Filed  6-9-77:8:45  am) 


ENERGY    RESEARCH    AND 
DEVELOPMENT   ADMINISTRATION 

HIGH  ENERGY  PHYSICS  ADVISORY  PANEL 


Meeting 


June  6,  1977. 


Pursuant  to  the  pro\  isions  of  the  Fed- 
eral Advisory  Committee  Act,  the  High 
•Energy  Physics  Advisory  Panel  iHEPAP) 
will  meet  June  27-28,  1977.  at  the  Energy 
Research  and  Development  Administra- 
tion. 20  Massachusetts  Avenue,  NW., 
Washington,  D.C.  The  meeting  will  be 
held  in  Program  Control  Room  4222C. 
Discussion  of  organizational  matters 
concerned  with  the  meeting  will  occur 
at  9  a.m.  to  10  a.m.  on  June  27.  with 
regular  agenda  items  scheduled  from 
10  am.  through  5:30  p.m.  The  portion 
of  the  meeting  which  will  be  open  to  the 
public  on  June  28  will  convene  from  9 
a.m.  to  12  p.m. 

The  Panel's  discussions  will  include 
an  analysis  of  the  final  report  of  the 
New  Facilities  Subpanel,  the  preliminary 
draft  of  the  report  of  the  Subpanel  on 
Manpower,  budget  status  of  the  High 
Energy  Physics  Program,  topics  for  con- 
sideration during  the  next  meeting  of 
the  US  USSR  Joint  Coordinating  Com- 
milttce  on  Research  in  the  Fundamental 


Properties  of  Matter,  equipment  require- 
ments for  major  experiments  at  national 
laboratories,  and  the  draft  report  of  the 
Subpanel  on  Computer  Policy  and 
Utilization. 

In  addition  to  the  public  sessions,  an 
executive  session  of  the  Panel  is  sched- 
uled. The  executive  se.ssion  will  occur  at 
approximately  12  p.m.  on  June  28  ,and 
continue  throughout  the  end  of  the  meet- 
ing at  approximately  4:30  p.m.  Topics 
to  be  discussed  at  the  executive  session 
are  possible  construction  and  shutdown 
of  some  facilities  to  be  included  in  the 
FY  1979  budget. 

I  have  determined.  In  accordance  with 
subsection  10(d)  of  Pub.  L.  92-463  that 
this  executive  session  will  involve  infor- 
mation, the  premature  disclosure  of 
which  would  be  likely  to  significantly 
frustate  Implementation  of  a  proposed 
agency  action,  and  considered  exempt 
under  exemption  9B  of  5  U.S.C.  552b<c). 

Any  nonexempt  material  that  may  be 
discussed  at  this  session  will  be  inex- 
tricably intertwined  with  the  discussion 
of  exempt  material  and  no  further  .repa- 
ration Is  practical.  The  public  interest 
will  be  served  by  closing  such  portion  of 
the  meeting  as  it  Is  essential  to  protect 
such  Information. 

The  Chairman  is  empowered  to  con- 
duct the  meeting  in  a  manner  that  In 
his  judgment  will  facilitate  the  orderly 
conduct  of  business. 

With  respect  to  public  participation  In 
the  meeting,  the  following  requirements 
shall  apply: 

(a)  Persons  wishing  to  .submit  written 
statements  on  the  topics  for  discussion 
may  do  so  by  mailing  25  copies  thereof, 
postmarked.  If  possible,  no  later  than 
June  17, 1977,  to  the  Executive  Secretary, 
High  Energy  Physics  Advisorj-  Panel,  Dr. 
Ernest  Coleman,  DlvLslon  of  Physical 
Research,  U.S.  Energy  Research  and  De- 
velopment Administration,  Wa-^hington, 
D.C.  20545.  Minutes  of  the  meeting  will 
be  kept  open  for  30  days  for  receipt  of 
vwtitten  statements  for  the  record. 

(b)  Those  persons  submitting  a  writ- 
ten statement  to  accordance  with  para- 
graph (a)  above  may  request  an  op- 
portunity to  make  oral  statement.s  con- 
cerning the  written  sUitemexit.  and  shall 
set  forth  reasons  justifying  the  need  for 
such  oral  statements  and  their  useful- 
ness to  the  Panel.  To  the  extent  that  the 
time  available  for  the  meeting  permits, 
the  Panel  vrill  receive  oral  statements 
during  a  period  of  not  more  than  30 
minutes  at  an  appropriate  time,  chosen 
bv  tlae  Chairman. 

(ci  Requests  for  tlie  opportunity  to 
make  oral  statements  shall  be  ruled  on 
by  the  Chairman  of  the  Panel,  who  is  em- 
po-;ered  to  apportion  tlie  time  available 
among  tliose  selected  by  him  to  make 
oral  statements. 

(d)  Information  as  to  the  Cliairman's 
ruling  on  requests  for  the  opportunity  to 
present  oral  statements,  and  the  time 
allotted,  can  be  obtained  by  a  preE>ald 
telephone  call  on  June  23.  1977,  to  the 
ofBce  of  the  Executive  Secretary  of  the 
Panel  on  (301)  353-3624  between  8:30 
a.m.  and  5  p.m.  Eastern  Time. 
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(e)  Questions  at  the  meeting  may  be 
asked  only  by  members  of  the  Advisory 
Panel. 

(f  1  Seating  for  the  public  will  be  made 
available  on  a  first-come,  first-served 
basis. 

(g>  The  use  of  still,  motion  picture,  and 
television  cameras,  tlie  physical  installa- 
tion and  presence  of  which  will  not  inter- 
fere with  the  course  of  the  meeting,  will 
be  permitted  both  before  and  after  the 
open  portions  of  the  meeting  and  during 
any  recess.  Tlie  use  of  such  equipment 
will  not,  however,  be  allowed  while  the 
meeting  is  in  session. 

(h)  Copies  of  minutes  of  public  ses- 
sions will  be  made  avalable  for  copying. 
f  oUowmg  tiieu-  certification  by  tlie  Chair- 
man, in  accordance  with  tlie  FedenU  .'Ad- 
visory Committee  .-Act.  at  the  U.S.  Energy 
Research  and  Development  Administra- 
tion's Public  Document  Room.  20  Mai- 
sachu.'^etts  Avenue,  N.W..  Washington. 
D.C.  upon  payment  of  all  charges  re- 
Quli^ed  by  law. 

Harry  L.  Peebles. 
Deputy  Advisory 
Commiit^c  Management  Offic^^ 

[FR  IXk. 77-16582  Piled  6-9-77;8:45  am 

ENVIRONMENTAL   PROTECTION 
AGENCY 

1 FRL  744-6.  OPP  50290  ]      "• 

DEPARTMENT  OF  THE   INTERIOR 

Receipt  of  Application  for  Experimental  use 
Permit  to  Use  Sodium  Monofluoroace- 
tate  (1080)  for  Predator  Control  and 
Solicitation  of  Views 

The  U.S.  Department  of  the  Interior 
(hereafter  referred  to  as  the  "Appll- 
canf'J  ha^s  applied  to  the  Environmenti'.l 
Protection  Agency  lEPA)  for  an  experi- 
mental use  permit  allowing  use  of  so- 
dium monofluoroacetate  aOSO'  in  toxic 
collars  as  a  selective  control  method  for 
coyotes  preying  on  sheep:  a  maximum 
of  300  grams  of  1080  would  be  u.sed  In 
programs  in  Texas.  Montana.  Idaho. 
Two  of  tlie  objectives  of  the  experi- 
mental use  program  are  to  determine  the 
feasibility  of  the  toxic  collar  concept, 
and  to  collect  efficacy  data  for  the  pos- 
sible registration  of  the  1080  use  pattern 
&s  a  research  tool  and  or  oi)erational 
control  technique.  Tliis  application  for 
an  experimental  ase  permit  is  subject  to 
the  provisions  of  40  CFR  Part  172,  which 
defines  EP.\  procedures  with  respect  to 
the  use  of  pesticides  for  experimental 
purposes. 

According  to  the  section  5  regulations 
of  the  amended  Federal  Insecticide. 
Fungicide,  and  Rodenticide  Act  *  FIFRA » . 
the  Administrator  shall  publish  notice 
in  tiie  Federal  Register  of  receipt  of  an 
application  for  an  expermiental  use  per- 
mit upon  finding  that  issuance  of  the 
pennit  may  be  of  regional  or  national 
significance:  the  determination  has  been 
made  that  this  application  falls  within 
that  category.  This  .Agency  reviewed  the 
status  of  all  registered  1080  compounds 
for  predator  and  rodent  control  during 
:971  and  1972.  The  u.^e  of  1080  as  a  pred- 
acide  was  foimd  to  present  an  imminent 


hazard,  and  on  March  9.  1972.  registra- 
tions of  1080  for  predator  control  uses 
were  cancelled  and  saspended  by  EPA 
Administrative  Order  (37  FR  57180).  On 
December  1,  1976  '41  FR  52792 ' ,  a  notice 
of  presumption  against  registration  and 
continued  registration  of  pesticide  prod- 
ucts containirig  Compound  1080  and 
Compound  1081  for  rodent  control  uses 
was  published.  It  was  determined  that 
these  compounds  met  or  exceeded  the 
following  rL':k  criteria  set  forth  in  40 
CFR  162.11 'a'  (.3>;  (1)  acute  toxicity  to 
mammalian  and  avian  species.  (2> 
'significant  reduction  in  populations  of 
nontarget  organisms:  fatalities  to  mem- 
bers of  endangered  species,  and  (3>  lack 
of  emergency  treatment.  Accordingly,  all 
interested  parties  are  invited  to  submit 
written  comments  pertinent  to  the  pro- 
I>osed  experimental  u.se  program,  sub- 
mitted in  connection  with  this  experi- 
ment<il  use  permit  apphcation.  Com- 
ment,«  should  be  forwarded  to  the  Fed- 
eral Register  Section,  Room  E-401. 
Technical  Services  Division  iWH-569». 
Office  of  Pesticide  Program,?.  EPA.  401 
M  Street.  S.W..  Washington.  DC  20460, 
Three  copies  of  the  comments  should  be 
submitted  to  facilitate  the  work  of  the 
.■\gency  and  others  interest-ed  in  ln.-pect- 
mg  the  submLssions.  The  com.mentK';  must 
t>e  received  within  30  days  after  date  of 
publication  of  this  notice  in  the  Federal 
Register,  and  should  bear  the  identify- 
ing notation  OPP-50290.  All  written 
comments  filed  pui'suant  to  this  notice 
will  be  available  for  public  in.-;pection  in 
the  office  of  the  Federal  Regi  ter  Sec- 
tion from  8:30  am  to  4:00  p  n.  durinp 
normal  work  days. 

This  document  contains  a  summary-  of 
information  required  by  regulation  to  be 
included  m  the  notice  and  does  not  indi- 
cate a  decision  by  this  Apency  on  the 
i^.pplication  For  more  detailed  informa- 
tion, interested  parlies  are  referred  to 
the  application  on  file  with  tiie  Regi.^tra- 
tion  Division  <WH-567  .  Office  of  Pesti- 
cide Programs.  Room  E-3i5,  located  at 
the  Headquarters  addre?-  mentioned 
above 

Program  and  te^t  procedures.  Tlie  in- 
tent of  this  research  is  to  determine  the 
feasibility  of  selectively  killing  those 
coyotes  which  prey  on  sheep  by  means  of 
the  sheep-mounted  toxic  collar.  To  de- 
termine this,  the  following  sequence  of 
events  must  occur. 

( 1  \  Selection  of  t«si  site  (a  ranch  or  .sheep 
br.nd)  where  verified  depredations  are  In 
progress. 

(2)  Removal  of  o'Jier  control  methods 
wliich  might  confound  or  Interfere  with  in- 
terpr-eiation  o-f  collar  test  results. 

(3)  Introduction  of  collared  sheep  lo  the 
problem  area, 

(4)  Co>-ote  attack  (si  on  one  or  more  col- 
lared Bheep  and  oollar(B)  punctured  by 
coyote  tee^h.  Recovery  of  dead  ccyote(E) 
would  be  desirable  but  not  essentia!. 

(5)  Cessation  of  predatlon  losses,  as  veri- 
fied by  surveillance  after  collars  are  removed 
and  other  sheep  re-enter  the  depredation 
area. 

Most  of  these  tests  will  involve  com- 
mercial sheep  flocks  in  which  the  lambs 
a.'"e  bom   tn  the  spring    i March-April) 


and  marketed  In  early  fall  (September- 
October)  .  In  the  r^ions  where  tests  are 
to  be  conducted,  coyote  depredations  are 
most  severe  on  the  Isunbs  which  are  in 
the  field  during  the  spring  and  summer 
months.  Therefore,  the  field  tests  should 
be  made  between  .^p:il  1977  and  Ortober 
1978. 

There  will  be  several  phases  in  the 
program:  pre-test  loss  assessment,  toxic 
collar  placement  in  tlie  field,  post-test 
assessment,  possible  replacement  of  col- 
lars in  the  field  and  additional  post -test 
loss  assessments.  The  actual  time  spent 
in  field  work  at  each  site  will  be  variable 
and  will  depend  upon  events  which  can- 
not be  forecast  in  advance.  Project  per- 
sonnel will  check  the  collared  sheep  at 
least  once  each  day.  In  most  field  test*, 
toxic  collars  wiU  be  withdrawTi  If  col- 
lared sheep  are  not  attacked  within  5 
nights,  although  they  may  be  relntro-' 
duced  later  if  depredations  recur.  In 
addition  to  those  collars  broken  by  at- 
tacking coyotes,  some  accidental  rup- 
tures may  be  expected:  any  leakage  of 
toxicant  from  the  collars  will  be  readily 
detectable  from  the  dye  contained  within 
the  toxic  mixture.  When  collars  are  re- 
moved from  the  target  sheep,  each  collar 
will  be  inspected  for  leakage  as  well.  Any 
sheep  found  to  have  been  exposed  to  the 
toxicant  will  be  Lm mediately  destroyed. 
Collared  sheep  whose  collars  are  not 
broken  will  be  returned  to  the  main  flixik 
m  the  depreciation  area  to  permit  post- 
test  a<5se.«;smcnt  of  depredation  losses.  All 
collars  will  be  destroyed  at  the  end  of 
each  test,  unle.'is  research  now  in  progress 
p.'-oves  It  feasible  to  .'■ave  unbroken  collars 
for  reiL<;e  m  .sutxsequert  tests. 

States  and  test  area,'  Thirty  '30  field 
test*;  are  proposed  under  this  application 
.Approximately  half  of  the  tests  will  be 
conducted  in  Texa.<:  and  the  other  half  in 
Montana  and  or  Idaho  Betau.^  the  tim- 
ing and  severity  of  coyote  depredation 
problems  cantiot  be  predicted  in  advance, 
the  .Applicant  stated  that  it  Is  not  pos- 
sible to  specify  the  exact  test  sites.  These 
will  be  located  a^  needed  through  per- 
sonal contact  with  ranchers  and  animal 
damage  control  field  personnel.  As  an 
o->erational  control  tool,  the  toxic  collar 
would  be  most  useful  in  high  loss  situa- 
tions where  other  control  methods  such 
as  traps,  aerial  hunting,  and  M-44  de- 
\ices  have  failed  to  stop  the  killing  Such 
c3-"=es  will  receive  high  priority  as  test 
sites  for  this  profram.  The  criteria  for 
test  sites  include : 

'  1)  Regular  and  recurrent  coyote  dep- 
redations. 

'2)  Feasibility  of  monitoring  sheep 
los.ses. 

1 3 )  Fea.sibility  of  directing  coyote  pre- 
dation  to  collared  sheep  ( by  protection  of 
other  sheep  while  target  flock  is  in  the 
field ) . 

(4t  Willingness  of  rancher  to  partici- 
pate in  test  and  to  withhold  other  means 
of  control  while  test  is  in  progress. 

Each  potential  test  site  will  be  reviewed 
relative  to  the  above  criteria.  The  haz- 
ards associated  with  the  toxic  collar  will 
be  fully  explained  to  the  rancher  along 
with  the  need  to  suspend  other  control 
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methods  diu-ing  the  test.  In  consideration 
of  each  rancher's  cooperation,  he/she 
will  be  reimbursed  for  each  sheep  killed 
by  coyotes  during  the  test.  Target  sheep 
will  be  drawn  from  the  ranch  flocks; 
these  collared  sheep  will  be  kept  separate 
from  the  main  flock. 

Each  test  will  be  oriented  to  a  specific 
flock  or  band  of  sheep  in  which  coyote 
depredations  are  occurring  regularly 
(kills  on  2  or  more  of  the  7  days  before 
start  of  test* .  Most  of  the  tests  will  be 
on  private  ranches  within  fenced  pas- 
tures of  variable  sizes:  it  Ls  also  possible 
that  some  tests  in  Idaho  may  be  con- 
ducted on  fenced  or  unfenced  National 
Resource  Lands  administered  by  the  Bu- 
reau of  Land  Management  '  BLM  > .  with 
BLM  concurrence. 

Amount  of  1080  to  be  used.  The  Ap- 
plicant intends  to  use  1080  at  the  lowest 
effective  concentration  in  the  toxic  col- 
lar, whicli  is  estmiated  to  be  about  lOmg  ' 
ml.  thLs  value  Ls  .sub'tx-t  to  confirmation 
by  trials  with  captive  animals  prior  to 
field  tests.  The  volume  of  toxicant  per 
collar  is  also  an  experimental  variable. 
but  is  expected  to  lie  within  the  range  of 
35  to  50  ml  per  rollar  The  maximum 
number  of  collars  will  be  20  per  test;  the 
maximum  number  of  tests  will  be  30. 
Therefore,  the  maximum  amount  of  1080 
to  be  placed  in  the  field  is  10  grams  per 
test  or  300  grams  for  tlie  entire  series  of 
tests.  The  amount  of  1080  actually  re- 
leased into  the  environment  will  be  lower, 
because  some  of  the  collars  will  not  be 
broken. 

The  toxic  collars  will  consLst  of  either 
one  or  two  polyvinyl  chloride  or  rubber 
packets  attached  to  the  neck  of  each 
Iamb  witli  velcro  or  leather  straps.  Al- 
though the  exact  procedure  will  depend 
upon  the  proximity  of  test  sites  to  labora- 
tory facilities,  the  Applicant  stated  that 
personnel  will  generally  transport  small. 
mea.«ured  amounts  of  Compound  1080, 
Rhodamme  B  dye.  and  deionized  water 
to  the  test  site.  The  formulation  proposed 
Is  10  mg  of  Compound  1080,  and  1  mg 
of  Rhodamine  B  Dye  per  milliliter  of 
water  These  ingredients  will  be  com- 
bined at  or  near  the  site  to  produce  the 
collar  formulation  for  Immediate  injec- 
tion into  the  toxic  collars  with  a  syringe. 
If  laboratory  facilities  are  available  near 
the  test  site,  the  collars  will  be  filled  in 
the  laboratory.  Face  shields  and  rubber 
gloves  will  be  worn  at  all  times  while 
collars  are  being  filled.  At  all  times  when 
toxic  collars  are  in  the  field,  appropriate 
warning  signs  will  be  pasted  at  all  logical 
points  of  entrance  to  tlie  area. 

Monitoring,  disposition  of  carcasses. 
collars,  etc.  Tlie  Applicant  stated  that 
there  will  be  a  concerted  eifort  to  locate 
the  carcasses  of  coyotes  which  attack 
collared  sheep:  this  effort  will  be  not 
only  to  verify  that  the  coyote  was  killed. 
but  also  to  obtain  tissue  samples  l9V 
analysis  of  Compound  1080  residues. 
Naturally,  the  main  criterion  of  collar 
effectiveness  will  be  reduced  depredation 
losses  following  coyote  attacks  on  these 
sheep.  Following  the  removal  of  collars 
and  restoration  of  sheep  to  the  damage 
area,  project  personnel  will  normally  re- 
main in  the  area  and  monitor  losses  for 


7  days.  They  may  then  move  on  to  an- 
other test  site,  but  will  continue  to  moni- 
tor losses  at  the  first  site  through  peri- 
odic visits  and/or  telephone  contacts 
witii  the  rancher. 

All  contaminated  materials  will  be  re- 
moved to  a  common  burial  site  on  or 
near  each  test  site.  Toxic  collars  or  con- 
taminated sheep  will  be  handled  only  by 
project  personnel.  At  the  site  of  collar 
breakage,  all  contaminated  soil  and  veg- 
etation will  be  collected  along  with  ani- 
mal carcasses.  AU  materials  for  disposal 
will  be  placed  in  the  burial  pit  and  cov- 
ered with  flammable  solvents  so  that  the 
Compound  1080  can  be  destroyed  by 
burning  before  the  pit  is  filled.  After 
burning,  all  residues  will  be  covered  with 
a  minimum  of  6  inches  of  soil. 

Lost  collars  present  a  largely  unman- 
ageable safety  hazard,  and  therefore, 
every  reasonable  precaution  will  be 
taken  to  guard  against  such  loss.  In  the 
case  that  a  collar  is  lost,  ranchers  and 
otlier  residents  of  the  immediate  area 
will  be  notified  and  provided  with  appro- 
priate iTLstructions.  However,  the  Appli- 
cant stated  that  the  likelihood  of  human 
poisoning  under  the  conditions  of  use 
proposed  is  exceedingly  unlikely.  Strict 
safety  procedures  will  be  adhered  to  by 
the  project  personnel.  The  presence  of 
Rhodamine  B  dye  in  the  formulation  will 
not  only  mitigate  against  accidental  hu- 
man consumption,  but  will  also  facilitate 
immediate  detection  of  the  chemical. 

(Sec.  5.  Federal  Insecticide,  Fungicide,  and 
Bodentlcldo  Act  (FIPRA),  aa  amended  (86 
Stat.  973:    89   Stat.  761    (7  U.S.C.   136(a)    et 

seq  )  ).) 

Dated:  June  3.  1977. 

Edwin  L.  Johnson. 
Deputy  Assistant  Administrator 
for  Pesticide  Programs. 

I  FR  Doc  77-16448  Piled  6-9-77;8:46  am) 
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GUAM  DEPARTMENT  OF  PUBLIC  HEALTH 
AND   SOCIAL   SERVICES 

Denial  of  Request  for  a  Specific  Exemption 
To  Use  Sodium  Monofluoroacetate  To 
Control  Feral  and  Stray  Dogs 

On  July  1.  1976,  the  Environmental 
Protection  Agency  (EPA>  announced  in 
the  Federal  Register  (41  FR  27121)  re- 
ceipt of  an  application  for  a  specific  ex- 
emption from  the  Guam  Department  of 
Public  Health  and  Social  Services  (here- 
after referred  to  as  the  'Applicant")  to 
use  sodium  monofluoroacetate  (Com- 
pound 1080)  to  control  feral  and  stray 
dogs;  public  comment  on  this  applica- 
tion was  also  solicited.  One  comment  was 
received  from  a  private  citizen  opposing 
the  use  of  Compound  1080  in  Guam  on 
the  grounds  of  such  use  being  both  in- 
liumane  and  environmentally  unsafe. 
The  Applicant  stated  that  a  large  num- 
ber of  feral  and  stray  (unlicensed)  dogs 
had  been  destroying  property  and  attack- 
ing both  livestock  and  humans.  In  1975, 
over  750  unprovoked  attacks  on  humans 
by  dogs  were  reported  in  Guam.  The  Ap- 
plicant requested  that  this  exemption  be 
granted  for  a  two-year  period. 


This  notice  contains  a  summary  of  cer- 
tain information  required  to  be  included 
^in  the  notice.  For  more  detailed  informa- 
tion, interested  parties  are  referred  to 
the  file  maintained  in  the  Registration 
Division  (WH-567i,  Office  of  Pesticide 
Programs,  EPA,  401  M  St..  S.W.,  Room 
E-315,  Washington.  DC.  20460. 

According  to  the  provisions  of  section 
18  of  the  amended  Federal  Insecticide. 
Fungicide,  and  Rodentlcide  Act 
(PIFRA),  an  emergency  will  be  deemed 
to  exist  when: 

(a)  A  pest  outbreak  has  or  Is  about  to 
occiu-  and  no  pesticide  registered  for  the 
particular  use,  or  alternative  method  of  con- 
trol, is  avaUable  to  eradicate  or  cont/ol  the 
pest, 

(b)  significant  economic  or  health  prob- 
lems will  occur  without  the  use  of  the  pesti- 
cide, and 

(c)  the  time  available  from  discovery  or 
prediction  of  the  peet  outbreak  Is  insufflcient 
for  a  pesticide  to  be  registered  for  the  partic- 
ular use.  40  CFR  166.1 

In  determining  whether  an  emergency 
condition  exists,  the  Administrator  will 
also  give  consideration  to  such  additional 
facts  requiring  the  use  of  section  18  a^ 
are  presented  by  the  Applicant  and  other 
interested  parties. 

Another  factor  relating  to  this  applica- 
tion is  the  March  9,  1972,  suspension  of 
the  use  of  strychnine,  sodium  cyanide. 
and  Compound  1080  for  predator  control 
by  the  Admiiustrator,  EPA.  Dogs  would 
be  included  in  the  categorj-  of  predators. 
The  main  reason  for  the  suspension  of 
Compound  1080  is  that  it  is  both  highly 
toxic  and  very  persistent  once  it  enters 
the  environment,  e.g.,  through  other 
animals  feeding  on  the  poisoned 
carcasses.  In  terms  of  impact  on  the 
human  population,  Compoimd  1080  has 
no  known  antidote. 

Additionally,  it  should  also  be  noted 
that  a  rebuttable  presumption  exists 
against  registration  of  all  rodenticide 
products  containing  Compounds  1080 
and  1081  which  are  registered  for  out- 
door, above-ground  use  isee  Federal 
Register  of  December  1.  1976,  p.  52792) ; 
however,  no  decision  has  yet  made  by 
EPA  as  to  appropriate  regulatoi-y  action 
in  this  matter. 

As  described  in  the  Federal  Register 
notice  annoimcing  this  request,  the  Ap- 
plicant proposed  to  use  a  program  wiiicli 
was  successful  in  containing  a  rabies 
epidemic  in  Guam  duiing  1967  and  which 
lasted  for  over  two  years.  Procedures  of 
this  program  are  as  follows:  fresh  meat 
is  cut  into  approximately  one-lialf  ('a' 
ounce  squares,  dyed  a  specific  color  for 
later  identification  pui^poses,  and  in- 
jected with  0.25CC  of  a  1.37  percent  tw  vi 
aqueous  solution  of  Compound  1080.  The 
treated  baits  are  safeguarded  in  a  locked 
refrigerator,  and  are  normally  used 
within  8  hours.  A  record  is  kept  of  all 
baits  prepared. 

The  baits  ai-e  placed  only  on  public 
property.  No  baits  ai-e  placed  on  private 
property  unless  the  owner  or  occupant 
of  such  property  specifically  i-equests  in 
writing  to  the  Guam  animal  control 
ofiacials  for  them  to  do  so.  A  public  an- 
nouncement is  made  in  the  local  news- 
paper,  publicizing  the  time  and  place 
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where  poisoning  activities  will  occur. 
Every  bait  Is  hand-fed  to  a  specific  dog; 
no  licensed  dog.  however,  is  offered  these 
baits.  When  a  dog  accepts  the  bait.  Its 
color,  breed,  and  sex  is  recorded  aJong 
with  the  location  and  the  time  it  was 
fed.  If  a  dog  refuses  the  bait,  tlie  bait  Is 
LmmecUately  retrieved.  All  poisoned 
carcasses  are  collected  by  animal  control 
officers  and  checked  against  the  records 
of  dogs  which  had  previously  ingested 
the  baits.  Tlie  carcasses  are  buried  at 
the  Ordot  Sanitarj'  Landfill.  Guam.  All 
imused  bait  is  buried  at  least  six  feet 
deep  in  the  same  landfill. 

Tlie  applicant  stated  several  other 
methods  of  dog  control  have  been  at- 
tempted. Tliese  methods  included  tran- 
quilizlng.  live  capture,  trapping  and 
shocxting.  In  terms  of  effectiveness,  ex- 
pediency, lack  of  danger  to  humans,  and 
cost,  the  Applicant  believed  that  use  of 
1080 -impregnated  baits  is  the  most  effec- 
tive method  for  the  control  of  dogs  in 
Guam. 

After  reviewing  tlie  application  and 
other  available  Information,  EPA  ha-s  de- 
termined to  deny  this  request  for  a  spe- 
cific exemption  to  use  Compound  1080 
because  an  emergency  condition  has  not 
been  shown  to  exist,  according  to  the 
controlling  regulations.  EPA  concurs  that 
Guam  has  a  problem  with  the  number 
of  dogs  present  there,  and  that  the  pro- 
posed program  is  efficacious  and  well- 
planned.  However,  after  several  con- 
sultations with  tlie  Center  for  Disease 
Control  (CDC)  of  the  U.S.  Department 
of  Health.  Education,  and  Welfare.  EPA 
has  concluded  that  an  Unmtnent  public 
health  hazard,  due  to  the  presence  of 
wild  dogs,  does  not  exist  at  the  present 
time  In  Guam.  An  Investigation  has 
shown  that  a  large  number  of  the  bite 
cases  reported  In  Guam  were  traced  to 
owned  licensed  dogs.  Thus,  feral  and 
stray  dogs  alone  are  not  responsible  for 
man>-  of  the  complaints  recorded.  Al- 
though tlie  number  of  complaints  re- 
corded about  wild  dogs  Increased  notice- 
ably between  1974  and  1975.  the  number 
of  bite  cases  decreased  in  1976.  The  CDC 
has  further  advised  EPA  tiiat  Guam  was 
declared  rabies-free  In  1972.  and  that  the 
present  situation  Is  more  of  a  nuisance 
problem  than  an  imminent  hazard  to 
public  health. 

Compound  1080  Is  not  a  particularLv 
quick-actmg  poison  and  on  the  average, 
requires  up  to  six  hours  to  induce  death 
In  an  average  size  dog.  Complaints  have 
been  voiced  concerning  the  inhumane- 
ne>;s  of  this  treatment.  Experimentally.  It 
has  been  shown  that  approximately  30 
percent  of  the  dogs  fed  1080-impreg- 
nated  baits  later  regurgitated  them 
Guam  has  several  areas  where  vegetative 
growth  is  lush  and  jungle-like,  and  so  it 
is  impossible  to  monitor  all  dogs  which 
accept  poisoned  baits.  The  possibility  of 
Introducing  Compound  1080  into  the  en- 
vironment as  a  result  of  dogs  later  re- 
gurgitating the  baits  or  as  a  result  of 
other  animals  feeding  on  undiscovered 
carcasses  does  exist. 

If  additional  information  becomes 
available  that  demonstrates  that  a  seri- 
ous public  health  threat  is  imminent  be- 


cause of  the  feral  and  stray  dogs.  EPA 
will  reconsider  any  new  request  for  a  spe- 
cific exemptkHL 

(Sec.  18.  Federal  Insecticide,  Fungicide,  and 
Rodentlcide   Act    (FTPRA) ,   as  amended    (86 
Stat.   973     89   Stat     751    <7   U.SC     136(»^    ©t 
•eq  )  ) 
Dated:  June  3,  1977. 

Edwin  L.  Johnson. 
Deputy  Assistant  Administrator 

for  Pesticide  Programs. 

[FR  Doc  77-16447  Filed  6  9   77,8  45  am] 
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MICHIGAN   STATE    DEPARTMENT  OF 
AGRICULTURE 

Issuance  of  a  Specific  Exemption  to  Use 
Triforine  To  Control  Mummyberry  on 
Blueberries 

The  Environnier-Uil  Pruic.  ':.■:.  Agency 
(EPA»  has  granted  a  sjjecific  exemption 
to  tlie  Michigan  State  Department  of 
Agriculture  (hereafter  referred  to  as  the 
"Applicant";  to  use  Triforine  for  the  con- 
trol of  mummybenT  on  2.000  acres  of 
blueberries  in  the  lower  peninsula  of 
Michigan.  This  e:xemptlon  was  granted 
in  accordance  with,  and  Is  subject  to, 
the  pro\isions  of  40  CFR  Part  166,  which 
prescribes  requirements  for  exemption 
of  Federal  and  State  agencies  for  use 
of  pesticides  under  emergency  condi- 
tions. 

This  notice  contains  a  summarj'  of 
certain  information  required  by  regula- 
tion to  be  included  In  the  notice.  For 
more  detailed  Information.  Interested 
parties  are  referred  to  the  application 
on  file  with  the  Registration  Division 
(WH-567'.  Office  of  Pesticide  Programs. 
EPA,  401  M  St..  S.W..  Room  E-315, 
Washington.  DC   20460 

According  to  the  Applicant,  suppres- 
sion of  the  disease  called  mummyberry 
is  a  constant  and  ever  present  necessity 
in  the  blueberry  fields  in  Michigan.  The 
Applicant  anticipated  that  2.000  acres  of 
some  8.700  acres  of  bearing  plants  will 
be  treated.  BlueberiT  production  is  scat- 
tered across  the  lower  peninsula  of 
Mlcliigan;  however,  the  counties  of 
Muskegon,  Ottawa.  Allegan.  Van  Buren. 
and  BeiTien  contam  93<~f  of  the  total 
acreage.  It  is  estimated  that  vnrtually 
100 ""c  of  the  2.000  acres  to  be  treated  will 
be  in  these  five  (5'  counties. 

Mummyt>erry  is  caused  by  the  fungus 
Monilinia  vaccini  corymhosi.  Priman* 
infection  by  ascospores  takes  place  early 
in  the  spring  just  as  the  leaf  and  flower 
buds  begin  to  grow  i  mid-March  to 
April ' .  These  ascospores  are  released 
from  spore  cups  that  develop  from  mum- 
mified fruit.  Spore  cup  emergence  co- 
incides with  the  emergence  of  the  young 
susceptible  tissues  of  the  plant  Mum- 
mies are  a  result  of  the  disease  from 
Uie  previous  crop  and  have  ovei-wintered 
on  or  near  the  surface  of  the  soil  be- 
neath the  bushes.  Infected  blossoms  and 
leaves  turn  brown  and  wither  as  a  re- 
sult of  these  primary  infections  The 
fungus  then  produces  a  second  spore 
type  on  these  infected  tissues.  These  are 
blown   onto  remaining  blo.ssoms  where 


secondary  Infection  takes  place  on  Lhe 
developing  pistil  of  the  flowers.  These 
flower  InfectkMV  remain  undetected  un- 
til the  fruit  begins  to  enlarge  in  July, 
•nie  Infected  fruit  rums  off  color  and 
usually  drops  to  the  ground  before 
healtliy  berries  mature.  These  mummi- 
fied fruits  persist  Uirough  the  winter 
and  act  as  a  source  of  the  fungus  for 
the  primary  infection  the  following 
sprinjr  Treatment  begins  when  asco- 
spores are  released  from  the  spore  cups. 
coinciding  with  the  bud  break  in  the 
spring. 

Currently,  there  are  four  fungicides 
registered  for  the  control  of  mummv- 
berry  on  blueberries:  benomyl.  captan. 
ferban:.  and  rlram.  The  Applicant  has 
submitted  data  which  showed  that  these 
fungicides  are  relatively  Ineffective  in 
controlling  the  current  outbreak  of  thi= 
disease  Hoiwever.  triforine  fN,N'-ri.4- 
plperazine^iylbis  <2.2.2-trichloroethvl- 
Ideneil  bis  Iformamldel  appeared  to  be 
efficacious  Ir.  suppressing  this  patliogen 
According  to  the  Applicant,  it  seemed 
particularly  effective  against  the  primarv 
inoculum  '  a.'vo^pores  i  which  Is  the  most 
critical  st,age  tn  the  life  cycle  of  the 
pathogen.  Trtfortne  Is  registered  In  the 
U.S.  imder  the  trsde  name  FUNGINEX 
20'^f  EC  It  Is  registered  in  Canada  for 
the  above  purpose 

The  Appllfant  proposed  to  use  FUNGI- 
NEX 20'7  EC.  EPA  Reg.  No.  21137-4.  at 
A  rate  of  24  fluid  ounces  per  acre  '0  3 
pound  active  Ingredient  triforine  per  100 
gallons  of  water  or  In  sufficient  water  for 
coverage'  applied  by  groimd  equipment, 
or  24  fluid  ounces  per  5  gallons  of  water 
per  acre  If  applied  by  aircraft.  A  maxi- 
mum of  three  applications  will  be  made. 
The  first  treatment  will  begin  at  bud 
break,  the  second  one  will  be  made  seven 
to  ten  days  later,  and  the  final  one  will 
be  made  prior  to  blossom  opening.  A 
minimum  of  60  days  will  lapse  between 
the  last  application  of  triforine  and 
harv-est.  Aerial  applications  will  be  made 
bv  State-licensed  and  certified  commer- 
cial applicators;  growlers  will  make 
eroimd  applications  if  weather  and  soil 
conditions  permit.  Tlie  Michigan  State 
University  Ex-tension  Service  and  the 
Michigan  Blueberry  Growers  Association 
will  provide  information  as  to  the  dosage 
rate,  timing,  and  other  application 
procedures. 

Without  the  application  of  triforin». 
the  Applicant  has  estimated  that  losses 
valued  at  $2,000,000  could  occur  on  the 
2.000  acres  from  primary  Infection  and 
shoot  loss.  Fruit  loss  resulting  from  dam- 
age caused  by  the  secondary  infection 
stage  has  been  estimated  at  $800,000. 

After  reviewing  the  application  and 
other  available  information.  EPA  has  de- 
termined that  fa)  a  pest  outbreak  of 
mummyberrj-  has  occurred  in  Michigan; 
<bi  there  is  no  pesticide  presently  regis- 
tered and  available  for  use  to  control  this 
pest;  (c>  there  are  no  alternative  means 
of  control,  taking  Into  account  the  effi- 
caey  and  hazard;  (d)  significant  eco- 
nomic problems  may  result  if  the  pest 
is  not  controlled;  and  (e)  the  time  avail- 
able for  action  to  mitigate  the  problems 
posed  is  ln.«ufficlent  for  a  pesticide  to  t)e 
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registered  for  this  use.  Accordingly,  the 
Applicant  has  been  grant<>d  a  specific 
exemption  to  use  the  pesticide  noted 
above  until  May  31,  1977.  to  the  extent 
and  in  the  manner  set  forth  in  the  appli- 
cation. The  specific  exemption  Is  also 
subject  to  the  following  conditions: 

1.  PUNGINEX  20%  BC.  EPA  Reg.  No. 
2U37-4.  wUl  be  u.sed  at  a  rate  of  24  fluid 
ounces  (0.3  pound  A  I.  triforine)  per  100 
gallons  of  water  (or  in  .sufflclent  water  for 
coverage  per  acre  applied  by  ground  equip- 
ment, or  24  fluid  ounces  per  5  galloi\s  of 
water  per  acre  If  applied  by  aircraft; 

2.  A  maximum  of  three  applications  will 
be  made.  The  first  treatment  will  begin  at 
bud  break,  the  second  one  will  be  made  7 
to  10  days  later,  and  the  final  one  will  l>e 
made  prior  to  blas.som  opening; 

3.  A  minimum  of  60  days  will  lapse  be- 
tween the  last  appllcailon  of  triforine  and 
harvest; 

4.  A  maximum  of  2  000  acres  will  b« 
treated; 

5.  A  report  summarizing  the  results  of  thla 
program  will  b«  submitted  to  EPA; 

6.  Aerial  appUcAtlona  will  be  made  by 
State-liceii-sed  and  certified  commercial  ap- 
plicators. Ground  applications  may  be  mad* 
by  growers; 

7.  If  applied  by  aircraft,  all  precautiioa 
will  be  taken  to  avoid  or  minimize  spray 
drift; 

8  .Ml  appropriate  directions  and  precau- 
tionary statement*  on  the  EPA-reglstered 
product  Will  be  observed: 

9.  The  EP.\  has  determined  that  a  trt- 
fonne  residue  level  not  to  exceed  0  1  ppm  In 
or  on  harvested  blueberries  Is  adequate  to 
protect  the  public  health.  The  Food  and 
Drug  Administration  of  the  U.S.  Department 
of  Health.  Education,  and  Welfare  ha.s  been 
advised  of  this  action. 

(Sec.  18,  Federal  Insecticide.  Punirtclde.  and 
Rodentlclde   Act    (FTPRA),   as   amended    (86 

■^tat  97 1;  89  Slat.  751  (7  U.S  C.  136.  a)  et 
•«J  )) 

Dated:  June  3,  1977. 

Edwin  L.  Johnson, 
Deputy  Assistant  Administrator 
for  PesHcide  Programs. 

(FR  DoC-77-16446  Fll^d  6-9   77,8:45  am] 
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PESTICIDE   PETITIONS 

Filing 

Pursuant  to  the  provisions  of  sections 
408' di  ill  and409'bi'5i  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act.  the  Envi- 
ronmental Protection  Ai^'ency  gives  no- 
tice that  the  following  petitions  have 
been  submitted  to  the  Agency  for  con- 
sideration. 

PP7P1937  E.  I  DuPont  De  Nemours  &  Co.. 
Legal  Dept  .  Wilmington  DE  19898  Pro- 
poses amending  40  CFR  180303  by  estab- 
lishing a  tolerance  for  residues  of  the  In- 
secticide Oxamyl  (methyl  N.N'-dlmethyl- 
N  -  I  (methylcarbamoyl)oxyl  -  1-thiooxam- 
imldate)  In  or  on  the  raw  agricultural 
commodities  root  crop  vegetables  at  0  1 
Tiart  per  million  (ppml.  Proposed  analyti- 
ial  method  for  determining  residues  Is  by 
nslnc  flame  photometric  gas  chromatogra- 
phy. PM12   (202-755-B315) 

PP7F1942  Hercules  Incorporated.  Organlcs 
Dept..  901  Market  St  .  Wilmington  DE 
19899.  Proposes  amending  40  CPR  180  326 
by  establishing  a  tolerance  for  residues  of 


the  insecticide  dlallfor  (S-(2-chloro-l- 
phthallmidoethyl)  0,0-dlethyl  phosphoro- 
thloate)  and  Its  oxygen  analog  0-(2- 
chloro  -  1  -  phthallmldoethyl)  0,0-dlethyl 
phosphorothloate  In  or  on  the  raw  agri- 
cultural commodity  walnuts  at  0.01  ppm. 
Proposed  analytical  methods  for  determin- 
ing residues  are  both  gas  chromtographJc 
and  Uquld  chromatographic  procedures. 
PM16   (202^28  9425) 

Interested  persons  are  invited  to  sub- 
mit written  comments  on  any  petitions 
referred  to  in  this  notice  to  the  Federal 
Register  Section,  Technical  Services  Di- 
vision ( WH-5691 ,  Office  of  Pesticide  Pro- 
grams. Rni.  401,  East  Tower,  401  M  St. 
SW..  Washington.  D.C.  20460.  Three 
copies  of  the  comments  should  be  sub- 
mitted to  facilitate  the  work  of  the  Agen- 
cy and  of  others  interested  in  inspecting 
them.  Inquiries  concerning  specific  peti- 
tions referred  to  in  this  notice  may  be 
directed  to  the  designated  Product  Man- 
ager iPM),  Registration  Division  (WH- 
567) .  Office  of  Pesticide  Programs,  at  the 
above  address,  or  by  telephone  at  the 
numbers  cited.  Written  comments  should 
bear  a  notation  indicating  the  number 
of  the  petition  to  which  the  comments 
pertain.  Comments  may  be  made  at  any 
time  whUe  a  petition  is  pending  before 
the  Agency.  All  written  comments  filed 
pursuant  to  this  notice  will  be  available 
for  public  inspection  in  the  office  of  the 
Federal  Register  Section  from  8:30  a.m. 
to  4  p.m.  Monday  through  Friday. 

Dated    June  2,  1977. 

Douglas  D.  Campt. 

Director, 
Registration  Division. 
(PR  Doc.77-16449  PUed  6-9-77:8:45  am] 
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PESTICIDE   PROGRAMS 

Aldicarb;  Renewal  of  Temporary  Tolerance 

On  May  6.  1976.  the  Environmental 
Protection  Agency  lEPA)  gave  notice  (41 
FR  187081  that  in  response  to  a  pesticide 
petition  'PP  GO  1780)  submitted  to  the 
Agency  by  the  Southeastern  Fruit  and 
Tree  Nut  Research  Station,  Agricultural 
Research  Service.  U.S.  Department  of 
Agriculture.  Byron  GA  31008.  a  tempo- 
rary tolerance  was  established  for  com- 
bined residues  of  the  insecticide  aldicarb 
!  2-methyl-2- 1  methylthlo*  propionalde- 
hyde  O-  methylcarbamoyDoxlme]  and 
its  cholinesterase-inhlblting  metabolites 
2  -  methyl  -  2  -  fmethylsulfinyD  propion- 
aldehyde  O  -  <methylcarbamoyl)oxlme 
and  2-methyl-2-(methylsulfonyl)propi- 
onaldehyde)  «0  -  imethylcarbamoyDox- 
Ime  in  or  on  the  raw  agricultural  com- 
modity pecans  at  0.3  part  per  million 
( ppm) .  This  temporary  tolerance  expired 
April  30.  1977. 

The  U.S.  Dept.  of  Agriculture  request- 
ed a  one-year  renewal  of  this  temporary 
tolerance  both  to  permit  continued  test- 
ing to  obtain  additional  data  and  to 
permit  the  marketing  of  the  above  raw 
agricultural  commodity  when  treated  in 
accordance  with  the  provisions  of  sm 
experimental  use  permit  that  has  been 
renewed    under    the    Federal    Insecti- 


cide. Fungicide,  and  Rodentlclde  Act 
(FIFRA).  as  amended  <86  Stat.  973;  89 
Stat.  751;  7  U.S.C.  136^  a >  et  seq. ' . 

The  scientific  data  reported  and  all 
other  relevant  material  were  evaluated, 
and  it  was  determined  that  a  renewal  of 
the  temporary  tolerances  would  protect 
the  public  health.  The  temporary  toler- 
ance has  been  renewed  on  condition  tliat 
the  pesticide  be  used  in  accordance  with 
the  experimental  use  permit  with  the  fol- 
lowing provisions : 

1.  The  total  amount  of  the  pesticide  to  be 
used  must  not  exceed  the  quantity  author- 
ized by  the  experimental  use  permit. 

2.  The  U.S.  Dept.  of  Agriculture  mu.^t  im- 
mediately notify  the  EPA  of  any  flncilngs 
from  the  experimental  use  that  have  a  bear- 
ing on  safety.  The  firm  must  also  keep  rec- 
ords of  production,  distribution,  and  per- 
formance and  on  request  make  the  records 
available  to  any  authorized  officer  or  em- 
ployee of  the  EPA  or  the  'Food  and  Drue  .\d- 
mlnlstratlon. 

This  temporary  tolerance  expires  May 
16,  1978.  Residues  not  in  excess  of  0.3 
ppm  remaining  in  or  on  pecans  after  this 
expiration  date  will  not  be  considered 
actionable  If  the  pesticide  is  legally  ap- 
plied diu"ing  the  term  of  and  in  accord- 
ance with  the  provisions  of  the  experi- 
mental use  permit  and  temporary  toler- 
ance. This  temporary  tolerance  may  be 
revoked' if  the  experimental  use  permit 
is  revoked  or  if  any  scientific  data  or  ex- 
perience with  this  pesticide  indicate  such 
revocation  Is  necessary  to  protect  the 
public  health.  Inquiries  concerning  this 
notice  may  be  directed  to  Clinton 
Fletcher.  Registration  Division  >  WH- 
567).  Office  of  Pesticide  Programs.  East 
Tower,  401  M  St.,  SW..  Washington.  DC. 
20460,  202-755-2516. 

(Sec.  408(J).  Federal  Food,  Drug,  and  Cos- 
metic Act  (21  use.  346aiJ)  ).) 

Dated:  June  2. 1977. 

Douglas  D.  Campt, 
Acting  Director, 
Registration  Division. 

I  PR  IX>c.77-16451  Filed  6-9-77:8:45  am] 
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PESTICIDE  PROGRAMS 

0-Ethyl   0-[4-(methvlthio)phenyl]   S  propyl 
phosphorodithioate;    Renewal    of    Tem- 
•  porary  Tolerances 

On  April  7,  1976,  the  Environmental 
Protection  Agency  <EPA)  gave  notice 
(41  FR  14812)  that  in  response  to  a  pes- 
ticide petition  (PP  6G1705i  submitted  to 
the  Agency  by  Chemagro  Agricultural 
Div.,  Mobay  Chemical  Corp..  PO  Box 
4913,  Kansas  City  MO  64120.  temporary 
tolerances  were  established  for  combined 
residues  of  the  insecticide  O-ethyl  0-I4- 
1  methylthio)  -phenyl !  S-propyl  phos- 
phoradithioate  and  Its  cholinesterase- 
inhlblting  metabolites  in  or  on  the  raw 
agricultural  commodities  cottonseed  at 
0.5  part  per  million  ippm)  ;  the  meat, 
fat,  and  meat  byproducts  of  cattle,  goats, 
hogs,  horses,  poultry,  and  sheep  at  0.01 
ppm;  and  in  milk  and  eggs  at  0.001  ppm. 
These  temporary  tolerances  expired 
March  30,  1977. 
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Chemagro  Agricultural  Div  ,  Mobay 
Chemical  Corp.,  has  requested  a  one- 
year  renewal  of  tliese  temporary  toler- 
ances botli  to  permit  continued  testing 
to  obtain  additional  data  and  to  permit 
the  marketing  of  the  above  raw  agricul- 
tural commodities  when  treated  in  ac- 
cordance with  the  provisions  of  an  ex- 
l>erlmental  use  permit  that  is  being  ex- 
tended concurrently  under  the  Federal 
IiL'^ecticlde.  Fungicide,  and  Rodentlclde 
Act  (FTFRA),  as  amended  '86  Stat.  973; 
89  Stat.  751;  7  U.S.C.  136' a  i   et  seq). 

The  scientific  data  reported  and  all 
other  relevant  material  have  been  eval- 
uated, and  it  has  been  determined  that 
a  renewal  oi  the  temporary  tolerances 
will  protect  the  public  health.  <A  related 
document  concerning  the  renewal  of 
food  and  feed  additive  regulations  con- 
taining tolerance  limitations  for  resi- 
dues of  the  subject  pesticide  on  cotton- 
seed oil  and  cottonseed  hulls  appears 
elsewhere  in  today's  Federal  REnisTER.> 
Therefore,  the  temporary  tolerances  are 
renewed  on  condition  that  tlie  pesticide 
is  used  in  accordance  with  the  experi- 
mental u.se  permit  with  the  following 
provisions: 

1.  The  total  amount  of  the  pesticide  to  be 
used  must  not  exceed  the  quantity  author- 
ized by  the  experimental  use  permit. 

2.  Chemapro  AgriciUtura!  Div  .  Mobay 
Chemical  Corp..  must  Immediately  notify  the 
EPA  of  any  findings  from  the  experimental 
use  that  have  a  bearing  on  safety  The  firm 
must  also  keep  records  of  production,  dis- 
tribution, and  performance  and  on  request 
make  the  records  available  to  any  author- 
ized officer  or  employee  of  the  EPA  or  the 
Food  and  Drug  Administration . 

These  temporary  tolerances  expire 
May  16.  1978.  Residues  not  in  excess  of 
0.5  ppm  remaining  in  or  on  cotton.seed: 
0.01  ppm  remaining  in  the  meat.  fat.  and 
meat  bjTDroducts  of  cattle,  goats,  hogs, 
horses,  poultry,  and  sheep:  and  0.001  ppm 
remaining  In  milk  and  eggs  after  this  ex- 
piration date  will  not  be  considered 
actionable  if  the  pesticide  is  legally  ap- 
plied during  the  term  of  and  in  accord- 
ance with  the  provisions  of  the  ex- 
perimental use  peiTiiit  and  temporan.- 
tolerances.  These  temporary  tolerances 
may  be  revoked  If  the  experimental  use 
permit  Is  revoked  or  If  any  scientific  data 
or  experience  with  this  pesticide  indicate 
such  revocation  Is  necessary  to  protect 
the  public  health.  Inquiries  concerning 
this  notice  may  be  directed  to  Ms.  LJbby 
Zink,  Registration  Division  (WH-567), 
Office  of  Pesticide  Programs.  Ro(Hn  315, 
East  Tower.  40l  M  St..  SW..  Wa.shlngton. 
DC.  20460  < 202  755-4851 ) . 

(Sec.  408(J).  Federal  Pood.  Drug    and  Cos- 
metic Act  (21  U.S.C   346a(J)).) 

Dated:  May  16.  19^7. 

Douglas  D.  Campt. 
Acting  Director. 
Registration  Diiision. 

IFR  Doc  77-16444  Piled  C-fr-77:8:46  am) 
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PESTICIDE   PROGRAMS 

Voluntary  Cancellation   of   Registration   of 
Pesticide  Product  Containing  Safrote 

On  March  23,  1977.  Ortlio  Dlviblori. 
Chevron  Chemical  Co..  940  Hensley  St.. 
Richmond.  CA  94804,  requested  tliat  the 
Enviromnental  Protection  Agency  lEPA' 
cancel  its  registration  for  SCRAAI  Dog 
Repellent  Spray  'EPA  Reg.  No.  239- 
2057) ,  which  contains  the  active  ingredi- 
ent safrole. 

Safrole  is  used  in  topical  antiseptics. 
Uisectlcides.  and  as  a  repellent  for  dogs 
and  cats.  The  odor  of  camphor  deters 
dogs  and  cats  from  urinating  on  slirubs, 
lavvTis.  trees,  tires,  porclies,  and  is  also 
used  as  an  outside  training  device.  Alter- 
native pesticides  are  currently  registered 
for  use  as  dog  and  cat  repellents  (e.g.. 
paradichlorobenzene.  methyl  nonyl  ke- 
tone. 1,1.1-trichIoroethane.  and  allyl  iso- 
thiocyanate) . 

Safrole  Is  a  constituent  of  five  regis- 
tered products,  including  one  state  regis- 
tration. All  registrants  have  requested 
cancellation  of  their  products'  registra- 
tions (42  FR  11039  and  42  FR  16844 1. 

Chevron  currently  has  13.000  cases  of 
SCRAM  Dog  Rei^ellent  Spray  i  approxi- 
mately 450  po' nds  safrole  i  and  has  re- 
quested that  tlie  Agency  allow  them  to 
use  up  tlie  existmg  stocks  within  the 
next  9  montlis.  The  Agency  has  deter- 
mmed  that  distribution  and  sale  of  ex- 
isting stocks  of  this  product  by  Chevron 
for  the  next  9  months  would  not  be  in- 
consistent with  the  purposes  of  the  Fed- 
eral Insecticide.  Fungicide,  and  Floden- 
ticide  Act  ( FTFRA  < .  as  amended  >  86  Stat. 
973.  89  Stat.  751,  7  U.S.C.  136  et  seq.', 
and  their  request  for  cancellation.  There- 
fore the  Agency  has  concluded  tiiat  such 
distribution  and  sale  by  tlie  registrant 
shall  be  permitted  tmtil  9  months  frc«n 
the  date  of  publication  of  this  notice 
in  the  Federal  Register,  provided  that 
this  product  is  intended  for  use  in  a  man- 
ner con.'^istent  with  labeling  appro\ed  by 
EPA. 

Cancellation  of  tiie  Registration  for 
this  product  siiall  be  effective  July  11. 
1977.  unless  the  registrant,  or  an  inter- 
ested person  with  the  concurrence  of  the 
registrant,  requests  that  the  registration 
be  continued  in  effect.  F\irther  formula- 
tion of  this  product  after  July  11.  1977  is 
prohibited.  The  Agency  ha.=  determined, 
however,  that  the  distribution,  sale  and 
u!^  of  stocks  of  this  product  existing  on 
the  date  this  notice  l;s  signed  and  after 
the  cancellation  date  by  persons  other 
than  the  registrant  would  not  be  Incon- 
SL';tent  with  the  purposes  of  FIFRA  and 
would  not  have  an  unreasonable  adverse 
effect  on  the  en\lronment.  Tlierefore. 
pursuant  to  section  eia'd)  of  FIFRA, 
the  distribution,  sale,  and  use  of  this  pro- 
duct by  persons  other  than  the  registrant 
shall  be  permitted  after  the  effective  date 
of  cancellation:  Provided.  That  these 
products  are  used  in  a  maxmer  con.'^istent 
with  labeling  approved  by  EPA. 


Requests  concurred  in  by  the  registrant 
Uiat  the  regL«:tratlon  of  this  product  he 
continued  and  any  comments  concern- 
ing this  action,  may  be  submitted  in  trip- 
hcate  to  the  Federal  Register  Section. 
Technical  Services  Division  'WH-569), 
Office  of  Pesticide  Programs,  EPA.  Rm. 
401.  East  Tower.  401  M  St.  SW.,  Wash- 
ington, DC.  20460.  Any  such  submissions 
should  bear  a  notation  Indicating  both 
tlie  subject  and  the  OPP  document  Con- 
trol number  iOPP-66032).  Any  com- 
ments or  other  documents  filed  regard- 
mg  this  notice  of  cancellation  will  be 
available  for  public  inspection  in  the 
office  of  the  Fedei-al  Register  Section 
from  8:30  a.m  to  4  p.m.  Mondav  through 
Friday. 

Dated:  May  27.  1977. 

Jahes  M.  Coklok. 
Actitig  Deputy  Assistant  Admin- 
istrator.   Office    of    Pesticide 
Programs. 

IFR  Doc. 77-16450  Piled  6-8  77:8  45  am) 
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PESTICIDE  REGISTRATION  APPLICATIONS 

Receipt  of  Applications;   Data   to   be 
Considered   in  Support 

On  November  19,  1973  the  Environ- 
mental Protection  Agency  lEPA)  pub- 
lished m  the  FEDERAL  Register  '  39  FR 
31862)  its  interim  policy  with  respect  to 
the  administration  of  section  3 1  c )  ( 1 )  (D  • 
o'"  tlie  Federal  Insecticide.  Fmigicide. 
and  Rodentlclde  Act  (FTFRA),  as 
amended  '"Interim  Policy  Statement"'. 
On  January  22.  1976.  EPA  published  in 
the  Federal  Register  a  document  en- 
titled "Registration  of  a  Pesticide  Prod- 
uct— Consideration  of  Data  by  the  Ad- 
ministrator in  Support  of  an  Applica- 
tion" '41  FR  3339'.  This  document  de- 
scribed the  changes  in  the  Agency's  pro- 
cedurcf;  for  implementing  section  3(c  >  <  1 ) 
'D'  of  FTFRA,  as  set  out  In  the  Interim 
Policy  Statement  which  were  effected 
by  the  enactment  of  the  recent  amend- 
ments to  FIFRA  on  November  28,  1975 
'Pub.  L  94-140',  and  the  new  regula- 
tions govemmg  the  registration  and  re- 
registration  of  pesticides  which  became 
effective  on  August  4,  1975  (40  C7FR  Part 
162'. 

Pursuant  to  the  procedures  set  forth 
in  these  Federal  Register  document*, 
EPA  hereby  gives  notice  of  tlie  applica- 
tions for  pesticides  registration  listed  be- 
low. In  some  cases  these  applications 
have  recentlj'  been  received:  in  other 
cases,  applicatloit.':  have  been  amended 
by  the  submission  of  additional  support- 
ing data,  the  election  of  a  new  method 
of  support,  or  the  submission  of  new 
"offer  to  pay  '  statements 

In  the  case  of  all  applications,  tiie 
labeling  furnished  by  the  applicant  for 
the  product  will  he  available  for  inspec- 
tion at  the  Envlrorimental  Protection 
Agency,  Floom  209.  Fast  Tower  401  M 
Street,  S  W  .  Washington,  DC.  20460  In 
the  case  of  applications  subject  to  tlie 
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new  section  3  regulations,  Eind  applica- 
tions not  subject  to  the  new  section  3 
regulations  which  utilize  either  the  2(a) 
or  2ib»  method  of  supp<^^)rt  specified  tn 
the  Interun  Policy  Statement,  all  data 
citations  submitted  or  leferencod  by  the 
applicant  in  support  of  the  application 
vail  be  made  available  for  in-spectiL-n  at 
the  above  address.  This  information 
( proposed  labeling  and,  where  applicable, 
data  citations*  will  aLso  be  supplied  by 
mail,  upon  request.  However,  such  a  re- 
quest should  be  made  only  when  circum- 
stances make  it  inconvenient  for  the  in- 
spection to  be  made  at  the  Agency  offices. 

Any  person  who  'a)  is  or  has  been  an 
applicant,  (b)  believes  that  data  he  de- 
veloped and  submitted  to  EPA  on  or  after 
JanuaiT  1.  1970.  is  being  used  to  support 
an  application  described  in  this  notice, 
'c)  desires  to  assert  a  claim  under  sec- 
tion 3'c)  <1)  <Di  for  such  use  of  his  data, 
and  (d>  wishes  to  preserve  his  right  to 
have  the  Administrator  deternnne  the 
amount  of  reasonable  compensation  to 
which  he  is  entitled  for  such  use  of  the 
data  or  the  status  of  such  data  under 
section  10  must  notify  the  Admlnutrator 
and  the  applicant  named  In  the  notice 
in  the  Federal  Register  of  his  claim  by 
certified  mail.  Notification  to  the  Ad- 
ministrator should  be  addressed  to  the 
Product  Control  Branch,  Resristratlon 
DhlFlon  .WH-567),  Office  of  Pesticide 
Programs.  Environmental  Protection 
Agency,  401  M  St.  S\V,  Washinfrton  DC 
20460.  Every  such  claimant  must  Include. 
at  a  minimum,  the  information  ILsted  In 
the  Interim  Policy  Statement  of  Novem- 
ber 19,  1973. 

Specific  questions  concerning  applica- 
tions made  to  the  Agency  should  be  ad- 
dressed to  the  designated  Product  Man- 
ager (PM),  Registration  Division  'WH- 
567  > ,  Office  of  Pesticide  ProRrams.  at  the 
above  address,  or  by  telephone  as  fol- 
lows: 

PM  11,  12.  &  13—202/755-9315 

PM  21  &  22—202-426-2454 

PM  24— 202  755-2196 

PM  31—202/426-2635 

PM  33 — 202/755-9041 

PM  15.  16.  &  17—202/426  9425 

PM  23 — 202 '755-1397 

PM  25—202  755-2632 

PM  32—202  426-9486 

PM  34 — 202  426-9490 

The  Interim  Policy  Statement  requires 
that  claims  for  compensation  be  filed  on 
or  before  August  9.  1977.  With  the  excep- 
tion of  2(c)  apphcatlons  not  subject  to 
the  new  section  3  regulations,  and  for 
which  a  .sixty -day  hold  period  for  claims 
is  provided,  EPA  will  not  delay  any  regis- 
tration pending  the  a.ssertion  of  claims 
for  compensation  or  the  determination 
of  reasonable  comixTLsation.  Inquiries 
and  assertions  that  data  relied  upon  are 
subject  to  protection  under  Section  10 
of  FIFRA,  as  amended,  should  be  made 
within  30  days  subsequent  to  publication 
of  this  notice. 

Dated:  June  2.  1977. 

Douglas  D    Campt, 
Director.  Registration  Division. 


.^pputCATiONs  Rectti-to  (OPP-33000/509) 

EP.'^  Pile  Symbol  16-RRR.  Dragon  Chemical 
Corp.,  PO  Box  7311,  7033  Walrond  Dr.,  NW, 
Roanoke  VA  24019.  DRAGON  DIPEL.  DUST 
I  BACILLUS  THVRINGIENSIS).  Active  In- 
gredients:  Bacillus  thuringiensis.  Berliner 
Potency  of  240  International  Units  per  mg. 
Method  of  Support:   Application  proceeds 
under  2(b)   of  Interim  policy.  PM17 
EPA  File  Symbol  239-EULT.  Chevron  Chemi- 
cal Co.,  Ortho  Dlv.,  940  Hensley  St.,  Rich- 
mond CA  94804.  ORTHO  SOYBEAN  SEED 
PROTECTANT  (MO)   CONCENTRATE.  Ac- 
tive Ingredieut-s:  Captain  50%.  Method  of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  PM21 
EPA    Reg.    No.    239-2369.    Chevron   Chemical 
Co..    Ortho    Dlv.    ORTHO    DIPOLATAN    4 
FLOWABLE    SEED    PROTECTANT.    Active 
Ingredients :  Captaiol  39  % .  Method  of  Sup- 
port:  Application  proceeds  under  2(b)   of 
interim  policy.  Republished:  Revised  offer 
to  pay  statement.  Additional  use.  Change 
of  method  of  support  from  2(a)   to  2tb). 
PM21 
EPA  Pile  Symbol  677-GET.  Diamond  Sham- 
rock Corp.,   1100  Superior  Ave.,  ClevelMid 
OH        44114.        DACAMOX        ST        (SEED 
TREATER).     Active     Ingredients:     Thlo- 
fauox:    3.3-dimethyl-l-imethylthlo)  -2-bu- 
tanone  0-1  (methylamlno)  -carbonyljoxlme 
39.4%.    Method    of    Support:    Application 
proceeds    under    2(b)    of    interim    policy. 
PM13 
EPA  File  Symbol  677-CEI.  Diamond  Sham- 
rock   Corp.    D.^CAMOX    lOG    (SYSTEMIC 
INSECTICIDE).  Active  Ingredients:  Thlo- 
fanox:   3.3-dlmethyl-l-(methylthlo) -2-bu- 
tanone   0-[  (methylamlno)  -carbonyl]oxlme 
10.0%.    Method    of    Support:    Application 
proceeds    under    2(b)    of    Interim   policy. 
PM12 
EP.A  Reg.  No.    1043-26.   Vestal  Laboratories, 
Dlv.    of    Chemed    Corp.,    4963    Manchester 
Ave,     St.     Louis     MO     63110.     VESTAL     1 
STROKE    ENVIRON.    Active    Ingredients: 
Sodium  o-phenylphenate  11.3%.  sodium  o- 
benzyl-p-chlorophenate   9.4%,   sodium   p- 
tertlary-amylphenate  2.3%.  Method  of  Sup- 
port:  Application  proceeds  under  2(a)   of 
Interim  policy.  Republished:  Revised  offer 
to  pay  statement.  PM32. 
EPA  Reg.  No.  1706-95.  Nalco  Chemical  Co., 
6216  W    66th  PI..  Chicago  IL  60638.  NAL- 
CON    273    MICROORGANISM    CONTROL 
CHEMICAL.  Active  Ingredients:  Methylene 
bls(thlocyanate)  10%.  Method  of  Support: 
Application  proceeds  uder  2(b)  of  interim 
policy.  Republished:  Chaiige  In  method  of 
support  and  amendment.  PM33. 
EPA  Reg.  No.  3125-236.  Chemagro  Agrlcul- 
tiu-al    Div  ,    Mobav    Chemical    Corp.,    Box 
4913.   Kansas   City   MO   64120.   NEMACUR 
15%      GRANLT.AR.     Active     Ingredients: 
Ethvl  3-methyl-4-(methylthio)  phenyl    (1- 
methvliethyl) phosphoramldate  15%..  Meth- 
od of  Support:  Application  proceeds  under 
2(b)      of     Interim     policy.     Republished: 
Revised  offer  to  pay  statement.  Additional 
use.  PM21 
EPA  Reg.   No.   3125  237.   Chemagro  Agricul- 
tural   Dlv.,    Mobay    Chemical    Corp.    NE- 
MACUR   10%    GRANULAR.   Active   Ingre- 
dlent.s:      Ethyl      3-methyl-4-(methylthlo) 
phenyl      f  1  -methylethyl  1  phosphoramldate 
10'".    Method    of    Support:     Application 
proceeds    under    2(b)    of    Interim    policy. 
Republished:    Revised  offer  to  pay  state- 
ment. Additional  use.  PM21 
EPA  Reg.   No.  3125-283.   Chemagro   Agricul- 
tural   Dlv.,    Mobay    Chemical    Corp.    NE- 
MACtna   3.   Active   Ingredients:    Ethyl   3- 
methyl-4-(methylthlo)  -  phenyl ( 1 -methyl- 
ethyl)  phosphoramldate    35'r.    Method    of 


Support:  Application  proceeds  under  2(b) 
of    Interim    policy.    Republished:    Revised 
offer   to    pay   statement.    Additional    use. 
PM21 
EPA  File  Symbol  3862- AR.  ABC  Compound- 
ing   Co..    Inc.,    PO    Box    932.    Atlanta    G\ 
30301.   ALGAE  FREE.   Active   Ingredients: 
n-Alkyl   (60%  C14.  30%   C16,  5%  C12,  *% 
CIS)  dimethyl  benzyl  ammonium  chlorides 
5%;  n-Alkyl  (68%  C12,  32%  C;4)  dimethyl 
ethylbenzyl     ammonium     chlorides     5^.-. 
Method  of  Support:   Application  proceeds 
under  2(b)  of  Interim  policy.  PM31 
EPA    Pile     Symbol     4887-RIE.     Stephenson 
Chemical  Co.,  Inc.,  PO  Box  87188,  College 
PARK  GA  30337.  DURSBAN  0.5%    GRAN- 
ULES.    Active    Ingredients:     Chlorpyrlfos 
|0,0-dicthyl    0-(3.5,6-trlchloro-2-pyridyl) 
phosphorothloate]    0.57  .  Method  of  Sup- 
port:  Application  proceeds  under  2(b)   of 
Interim  policy.  PM12 
EPA  Pile  Symbol  6659-U.  Knight  Oil  Corp  , 
251  N.  Comrle  Ave.,  Johnstown  NY  12095. 
KNIGHT'S  AEROSOL  SPRAY  NINE.  Active 
Ingredients:    Sodium   MetasiUcate   0.22%; 
n-Alkyl  (60%  C14,  30%  C16,  5%  C12,  5% 
C18)  dimethyl  benzyl  ammonium  chlorides 
0.15%:   n-Alkyl    (68%   C12,  32%   C14)    di- 
methyl  ethylbenzyl   ammonium  chlorides 
0.16%;   Tetrasodlum  ethylenedlamine  tet- 
raacetate 0.08%.  Method  of  Support:  Ap- 
plication proceeds  under  2(b)   of  Interim 
policy.  PM33 
EPA  FUe  Symbol  8220- ET.  Lambert  Kay,  Div. 
of  Carter- Wallace,  Inc.,  Cranburj-  NJ  08512. 
LAMBERT  KAY  VICTORY  FLEA  COLLAR 
FOR  CATS.  Active  Ingredients:  0,0-dlethyl- 
0-(2-lsoproyl-6  -  methyl-4  -  pyrimldinyl) 
phosphorothloate  15.0%.  Method  of  Sup- 
port: Application  proceeds  under  2(b)   of 
Interim  policy.  PM15 
EPA  File  Symbol  8220-EI.  Lambert  Kay.  Dtv. 
of   Carter-Wallace,    Inc.    L.'\JMBERT    KAY 
VICTORY   FLE.\    &    TICK    COLL.AR    FOR 
DOGS.   Active  Ingredients:    0,0-diethyl   0- 
(2-lsopropyl  -  6  -  methyl  -  4  -  pyrlmidinyl) 
phosphorothloate  15.0%.  Method  of  Sup- 
port:  Application  proceeds  under  2(b)   of 
Interim  policy.  PM15 
EPA  Pile  Symbol  9601-RR   Chardon  Labora- 
tories,  Inc.,   PO   Box    1004.   Columbus   OH 
43216.     ALGEX     30.     Active     Ingredients: 
Dldecyl      dimethyl     ammonium     chloride 
50%);    Isoproyl    alcohol    20%.    Method    of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  PM31 
EPA  File  Symbol   39395-G.  Viking  Labora- 
tories,   Inc.,    8725    Mississippi    Blvd  ,    NW, 
Coon  Rapids,  MN  55433.  T-114  .»XGAECIDE. 
Active       Ingredients:        Polyjoxyethylene 
(dlmethyllmlnlo)  ethylene    -     (dimethyll- 
minio)  ethylene  dlchlorlde]  10.0%.  Method 
of   Support:    Application   proceeds   xmder 
2(b)  of  interim  policy.  PM34 
EPA  File  Symbol  40457-R.  Omni-Chem  Co., 
Inc.,  1889  Mt.  Diablo  St.,  PO  Box  335.  Con- 
cord CA  94522.  O-C  SAN-Q  Hi.  Active  In- 
gredients:   Dldecyl    dimethyl    ammonium 
chloride  7.5%;  Isopropanol  3.0%.  Method 
of   Support:    Application   proce'^ds   under 
2(b)  of  Interim  policy.  PM31 
EPA  File  Symbol  40457-G.  Omni-Chem  Co., 
Inc.   O-C  SAN-Q    ri3.   Active  Ingredients: 
Dldecvl     dimethyl^    ammonium     chloride 
50  % ;    Isopropyl   alcohol   20%.   Method   of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  PM31 
EPA  File  Svmbol  40530-R.  Hydrograph  Corp., 
1044    Arrowhead    Dr.,    Yukon    OK    73099. 
Active  Ingredients:  n-Alkyl  (50<:^  C14.  40% 
C12,  10%  C16)  dimethyl  benzyl  ammonium 
chloride  10%.  Method  of  Support:  Applica- 
tion proceeds  under  2(b)  of  Interim  policy. 
PM31 
[FR  Doc.77-16452  Filed  6-9-77;8:45  am] 
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WATER   PROGRAMS;  STATE  OF  ALABAMA 

Determination  of  Primary  Enforcement 
Responsibility 

This  public  notice  is  Issued  pursuant 
to  section  1413  of  the  Safe  Drmliing 
Water  Act.  Pub,  L.  93-523,  December  16, 
1974,  and  §  142.10  of  the  National  In- 
terim Pi'imary  Drinking  Water  Regula- 
tions, published  in  tlie  Federal  Register 
on  January  20.   1976. 

An  application,  dated  April  7.  1977, 
has  been  received  from  the  Siat-e  Health 
Officer  requesting  that  the  Alabama  De- 
partment of  Public  Health  he  granted 
primary  enforcement  responsibility  for 
water  systems  in  the  State  of  Alabama. 
In  accordance  with  the  pro\isions  of" 
this  Act. 

In  response.  I  have  determined  that 
the  Alabama  Department  of  Public 
Health  has  met  all  conditions  of  the 
Safe  Drinking  Water  Act  and  subse- 
quent regulations  for  the  assumption 
of  primary  enforcement  responsibDity 
for  water  systems  in  the  State  of  Ala- 
bama. The  State: 

(1)  Has  adopted  drinking  water  regula- 
tions which  are  no  less  stringent  than  the 
National  Interim  Primary  Drinking  Water 
Regulations: 

(2)  Has  adopted  and  will  Implement  ade- 
quate procedures  for  the  enforcement  of 
such  State  regulations,  Including  adequate 
monitoring  and  inspections: 

(3)  Will  keep  such  records  and  make  such 
reports  as  required; 

(4)  If  It  permits  variances  or  exemptions 
from  the  requirements  of  Its  regulations. 
will  issue  such  variances  and  exemptions  In 
accordance  with  the  provisions  of  the  Na- 
tional Interini  Primary  E>rlnking  Water 
Reg\ilatlon.s: 

(5)  Has  adopted  and  can  Implement  an 
adequate  plan  for  the  provision  of  safe 
drinking  water  under  emergency  circum- 
stances. 

All  documents  relating  to  this  deter- 
mination are  available  for  public  In- 
spection between  the  hours  of  8  a.m.  and 
4:30  pjn.,  Monday  through  Friday,  at  the 
following  offices : 

Division  of  Public  Water  Supplies.  560  South 
McDonough.  Montgomery.  Alabama  36104 

Regional  Admlnistra"tor.  Environmental 
F>rotection  Agency  Region  IV.  345  Court- 
land  Street.  NE  ,  Atlanta.  Georgia  30308. 

All  interested  parties  are  invited  to 
submit  written  comments  on  this  deter- 
mination and  may  request  a  public 
hearing.  Written  conunents  and  or  a 
request  for  a  public  hearing  must  be 
submitted  on  or  before  July  8.  1977.  A 
request  for  a  public  hearing  shall  In- 
clude the  following  information 

(1)  The  name,  address,  and  telephone 
number  of  the  Individual,  orgaiil.;rttion.  or 
other  entity  requesting  a  hearing. 

(2)  A  brief  statement  of  the  requesting 
person's  Interest  In  the  Regional  Admln- 
stratcirs  determination  and  of  information 
that  the  requesting  person  intends  to  6Ub- 
mlt  at  such  hearing. 

(3)  The  signature  of  the  Individual  mak- 
ing the  request;  or.  If  the  request  is  made 
on  bebftlf  of  ftn  organlzatkxi  or  other  entity, 
the  signature  of  a  responsible  officia;  of  the 
organization  €«■  other  entity 


Frivolous  or  insubetantial  requests  for 
a  hearing  may  be  denied  by  the  Regional 
Administrator,  However,  If  a  substantial 
request  for  a  public  hearmg  is  made  on 
or  before  July  11.  1977.  a  pubUc  hearing 
will  be  held  The  Regional  Administra- 
tor will  give  further  notice  in  the  Fed- 
er.'\l  Register  and  in  a  newspaper  or 
new.spapers  of  general  circulation  in  the 
Stat-e  of  Alabama  of  any  hearing  to  be 
held  pursuant  to  a  request  submitted  by 
an  interested  person,  or  on  his  owTi  mo- 
tion. Notice  of  the  hearing  shall  be 
given  not  less  than  fifteen  (15)  days 
prior  to  the  time  scheduled  for  the  hear- 
ing. In  addition  to  publication  as  de- 
scribed above,  notice  will  be  sent  to  the 
person  requesting  a  hearing  and  to  the 
State.  Notice  of  the  hearing  will  include 
a  statement  of  the  purpase  of  the  hear- 
ing, information  regarding  the  time  and 
location  for  the  hearing,  and  the  ad- 
dress and  telephone  number  of  an  office 
at  which  interested  persons  may  obtain 
further  information  concerning  the 
hearing. 

After  receivins  the  record  of  tlie  hear- 
ing, the  Regional  Administrator  will  is- 
sue an  order  affirming  or  rescinding  his 
determination.  If  the  determination  is 
affirmed,  it  shall  l)ecome  effective  as  of 
the  date  of  this  order. 

If  no  timely  and  appropriate  reque-i^t 
for  a  hearing  is  received  and  the  Re- 
gional Administrator  does  not  elect  to 
hold  a  hearing  on  his  own  motion,  this 
determination  shall  become  effective 
thirty  <30)  days  after  issuance  of  this 
initial  notice. 

Please  bring  this  notice  to  the  atten- 
tion of  any  persons  known  by  you  to 
have  an  interest  in  this  determination. 

Dated:  May  27.  1977. 

Jack  A  Little. 
Deputy    Regionul    Administra- 
tor, Environmental  Protection 
Agency,  Region  IV. 

|PR  Doc.77-16445  FUed  6-9-77  6  45  am) 
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WATER  PROGRAMS,  STATE  OF  ARKANSAS 

Determination    of    Primary    Enforcement 
Responsibility 

This  public  notice  is  Issued  pursuant 
to  section  1413  of  the  Safe  E>rinklng 
Water  Act,  Public  Law  93-523,  Decem- 
ber 16.  1974,  and  section  142.10  of  the 
National  Interim  Primary  Drinking  Wa- 
ter Regulations,  publLshed  In  the  Fedffai 
Register  on  January  20.  1976 

An  application  has  been  received 
from  the  Director,  Arkansas  State  De- 
partment of  Health,  dated  February  7, 
1977,  requesting  that  the  Arkansas  State 
Department  of  Health  be  granted  pri- 
mary enforcement  responsibility  for  wa- 
ter systems  In  the  State  of  Arkansas,  in 
accordance  with  the  provision?^  of  this 
Act. 

In  response,  I  have  determined  that 
the  Arkansas  State  Department  of 
Health  has  met  all  conditions  of  the  Safe 
Drinking  Water  Act  and  subsequent  reg- 
ulations for  the  assumption  of  primary 


enforcement  responsibility  for  water 
systems  in  the  State  of  Arkansas  The 
Stat* — 

( 1 )  Has  adopted  drinking  water  regula- 
tions which  are  no  less  stringent  than  the 
National  Interim  Primary  Drinking  Wat^r 
Regulations: 

(2)  Has  adopted  and  will  implement  ade- 
quate procedures  for  the  enforcement  of 
such  State  regulations,  Including  adequate 
monitoring  and   inspections; 

(3)  Will  keep  such  records  and  make  such 
reports  as  required: 

(4)  If  it  permits  variances  or  exemptions 
from  the  requirements  of  Its  regulations, 
will  Issue  such  variances  and  exemptions  In 
accordance  with  the  provisions  of  the  Na- 
tional Interim  Primary  Drinking  Water 
Regulations: 

(5)  Has  adopted  and  can  Implement  an 
•ulequate  plan  for  the  provision  of  safe  drink- 
ing  water  under  emergency  circumstances 

.All  documents  relating  to  this  deter- 
nunation  are  available  for  public  Inspec- 
tion between  the  hours  of  8  a.m.  and  4:30 
p  m  .  Monday  through  Friday,  at  the  fol- 
lowing offices : 

Duector,  Arkf.nsa.s  State  Department  n! 
Health.  4815  West  Markham  Street  Little 
Rock,  Arkan.^as  72201. 

Regional  Administrator,  Environmental  Pro- 
tection Agency,  Region  VI,  First  Interna- 
tional Building.  1201  Elm  Street.  Dalla.' 
Texas  75270, 

All  interested  parties  are  invited  to 
submit  written  comments  on  this  deter- 
mination and  may  request  a  public  hear- 
ing. Written  comments  and/or  a  request 
for  a  public  hearing  must  be  submitted 
on  or  before  July  11,  1977.  A  request  for 
a  pubhc  hearing  shall  include  the  fol- 
lowing information : 

( 1 )  The  name,  addree.*,  and  telephont 
number  of  the  Individual,  organization,  or 
otlier  entity  requesting  a  hearing, 

(2)  A  brief  statement  of  the  requestlnr 
person's  interest  In  the  Regional  AdnUnls- 
trator's  detemU  nation  and  of  Information 
that  the  requesting  person  Intends  to  sub- 
nUt  at  such  hearing, 

(3)  The  signature  of  the  individual  making 
the  re<3uest  or.  If  the  request  Is  made  on 
behalf  of  an  organization  or  other  entity, 
the  signature  of  a  responsible  off.cia!  of  the 
nrgaiUzatlon  or  other  entity. 

Frivolous  or  insubstantial  requests 
for  a  hearing  may  be  denied  by  the  Re- 
gional Administrator  However,  if  a  sub- 
stantial request  for  a  public  hearmg  Is 
made  witiiin  thirty  (30)  days  after  this 
notice  a  public  hearing  will  be  held.  The 
Regional  Administrator  will  give  further 
notice  in  the  Federal  Register  and  in  a 
newspaper  or  newspapers  of  general  cir- 
culation in  the  State  of  Arkansas  of  any 
hearing  to  be  held  pui-suant  to  a  request 
submitt«i  by  an  interested  person,  or  on 
his  ovm  motion  Notice  of  the  hearing 
shall  be  given  not  less  than  fifteen  'IS' 
days  prior  to  the  time  scheduled  for  the 
hearing  In  addition  to  publication  as  de- 
scribed above,  notice  will  be  sent  to  the 
person  requesting  a  hearing  ar.d  to  the 
Stat«.  Notice  of  the  hearing  will  include 
a  stat«nent  of  the  purpcxie  of  the  hear- 
ing. Information  regarding  the  time  and 
location  for  the  hearing,  and  the  address 
and  teleprfione  number  of  an  ofBoe  at 
which  interested  persons  may  obtain  fur- 
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ther  information  concerning  the  hear- 
ing. 

Alter  receiving  the  record  of  tlje  hear- 
ing, the  Regional  Administrator  *wiU  is- 
sue an  order  affirming  or  rescinding  his 
determination.  If  the  detennination  is 
affirmed,  it  shall  become  eflective  as  of 
the  date  of  this  order. 

If  no  timely  and  appropriate  request 
for  a  hearing  is  received  and  the  Region- 
al Administrator  does  not  elect  to  hold 
a  hearing  on  his  own  motion,  tliis  deter- 
mination shall  become  effective  thii-ty 
(30)  days  after  issuance  of  this  initial 
notice. 

Plepse  bring  this  notice  to  the  atten- 
tion of  any  persons  known  by  you  to  have 
an  Interest  in  triis  determination. 

Dated:  June  1.  1977. 

John  C.  White. 
Regional  Administrator,  Region 
VI,  Environmental  Protection 
Agency. 
lFRDoc.77-16453  Piled  5-9-77:8:45  am] 


ORGANIC    SOl;DS    REUSE    PLAN 

Availability  of   F  r;ji   Envirunmentsi   Impact 
Statemefit 

Pursuant  to  section  102(2)  iC)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Environmental  Protection 
Agency  has  prepared  a  final  environ- 
mental impact  statement  (FEIS»  for  the 
Organic  Solids  Reiuse  Plan  proposed  by 
the  Madison  Metropolitan  Sewer  Dis- 
trict, Wisconsin. 

Tlie  analysis  of  the  alternatives  indi- 
cates that  the  sludge  management  needs 
of  the  Madison  Metropolitan  Sewer  Dis- 
trict would  be  most  adequately  met  by 
abandoning  the  pre.=;ent  system  of  la- 
goon disposal  of  liquid  anaerobically  di- 
gested sludge  and  adopting  a  system  of 
land  disposal  of  liquid  anerobically  di- 
gested sludge  on  privately  owned  agri- 
cultural land.  The  program  would  In- 
volve marketing  the  sludge  to  farmers  at 
their  request. 

This  FEIS  was  transmitted  to  the 
Council  on  Environmental  Quality 
(CEQ>  on  June  2,  1977  and  no  adminis- 
trative action  will  be  taken  by  this 
agency  until  thirty  days  after  receipt  of 
the  FEIS  by  the  Council.  Copies  of  the 
FEIS  are  available  for  review  and  com- 
ment from:  Ms.  Cynthia  Wakat.  Envi- 
ronmental Protection  Agency.  Reirton  V, 
EIS  Preparation  Section,  12th  Floor.  230 
Dearborn  Street,  Cliicago,  Illinois  60604, 
telephone  313-535-2157. 

Copies  of  the  FEIS  are  avail.ible  for 

pubhc  inspection  at  tlie  folio-.vini<  K>  a- 

tions : 

Environmental  Protection  Agency.  RMi'.un  V 
Library,  !+th  Floor,  230  South  Dearborn 
Street,    Chicago,    nilnols   60604. 


Environmental  Protection  Agency,  Public 
Infonnatlon  Reference  tJnlt.  Room  2923. 
Waterside  MaU,  401  M  Street.  SW,  Wasli- 
Ington,  D.C.  204C0. 

Information  copies  cf  the  FEIS  are 
available  at  cost  (10  cents/page)  from 
the  E:nvironmental  Law  Institute,  1346 
Connecticut  Avenue  NW.,  Washington, 
D.C.  20036.  Please  reference  ELR  No. 
70686. 

Copies  of  the  FEIS  have  been  sent  to 
various  Federal,  State,  and  local  agen- 
cies, and  interested  individuals  as  out- 
lined in  the  CEQ  Guidehnes. 

Dated:  June  7. 1977. 

J.  Richard  Lawkence,  Jr.. 

Acting  Director. 
Office  of  Federal  Activities. 

(PR  Doc. 77-16630  Piled  6-0-77,8:45  am) 
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YORK    RIVER    WASTEWATER    TREATMENT 
EACILiTY 

Availability  of  Draft  Environmental  Impact 
Statement 

Pursuant  to  section  102(2)  iC)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Environmental  Protection 
Agency  has  prepared  a  draft  environ- 
mental impact  statement  tDEIS)  for  the 
York  River  Wastewater  Treatment  Fa- 
cility, York  County,  Virginia. 

The  Hampton  Roads  Sanitation  Dis- 
trict has  request-ed  Federal  financial  as- 
sistance for  the  construction  of  a  15  mil- 
lion gallon  per  day  wastewater  treat- 
ment facility  to  be  located  near  Seaford. 
York  County,  Virginia.  Federal  financial 
r.-ssistance  has  been  requested  under  the 
statutory  authority  of  the  Federal  Water 
Pollution  Control  Act  Amendments  of 
1072.  Tnc  .service  area  of  the  proposed 
fiicility  includes  York  County,  the  City 
of  Poquoson  and  the  northern  half  of 
the  City  of  Hampton.  However,  becau-^ie 
tlie  applicant's  sewage  treatment  facili- 
ties are  interconnected,  the  service  area 
of  tlie  proposed  facility  could  be  ex- 
tended to  other  areas  of  the  York-James 
Peninsula.  The  proposed  project  does  not 
include  the  development  of  a  collection 
system,  but  two  collection  systems  are 
being  developed  in  the  service  area. 

To  receive  additional  public  comments, 
the  Environmental  Protection  Agency. 
Region  in,  will  hold  an  open  public 
hearing  on  this  DEIS  on  June  20,  1977 
at  6:30  p.m.  in  the  Tabb  High  School 
Auditorium.  All  interested  persons  are 
invited  to  e\press  their  views  at  these 
liearings.  To  ensure  the  accuracy  of  the 
record,  oral  statements  should  be  accom- 
;)anied  by  a  written  statement.  Oral 
statements  should  summarize  extensive 
written  materials  to  allow  time  for  all 
Kitere.'^ted  persons  to  be  heard. 

TliLs  DEIS  was  ti-ansmltted  to  the 
Council  on  Environmental  Quality 
'CEQ'  on  May  31,  1977.  In  accordance 
with  CEQ's  notice  of  availability,  com- 
ments are  due  on  July  25,  1977.  Copies 


of  the  DEIS  are  available  for  review  and 
comment  from:  Project  Officer,  Environ- 
mental Protection  Agency,  Region  m, 
6th  and  Walnut  Street,  Philadelphia, 
Pennsylvania  19106,  telephone:  215-597- 
4313. 

Copies  of  the  DEIS  area  vailable  for 
public  inspection  at  the  following  loca- 
tions : 

Environmental  Protection  Agency,  Region  III 
Library.  6th  and  Walnut  Street.  Philadel- 
phia. Pennsylvania. 

Environmental  Protection  Agency.  Public  In- 
formation Refemce  Unit,  Room  2922, 
Waterside  Mall,  401  M  Street,  SW.,  Wash- 
ington. D.C.  20460. 

Information  copies  of  the  DEIS  are 
available  at  cost  ilO  cents/pa.ge)  from 
'the  Environmental  Law  Institute,  1346 
Connecticut  Avenue,  NW..  Washington, 
D.C.  20036.  Please  reference  ELR  No. 
70664. 

Copies  of  the  DEIS  have  been  sent  to 
various  Federal,  State,  and  local  agen- 
cies, and  interested  individuals  as  out- 
lined in  the  CE>3  Guidelines. 

Dated:  June  7, 1D77. 

J.  Richard  Lawrence,  Jr.. 

Director,  Office  of 
Federal  Activities. 
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FEDERAL   COMMUNfCATiONS 
COMMISSION 


[3upplenie:it  .No.  3] 

CANADAU.S.A.   TELEVIS.ON   AGREEMENT 
OF   1952 

Amendment  of  Table  A 

ALw  2G,  1977. 

To  the  Table  of  Canadian  Television 
Channel  Assignments  and  Allocations 
within  250  mUes  of  the  Canada-U.SA. 
Border,  dated  May  23,  1977.  as  revised  to 
AprU  12.  1977. 

Pursuant  to  exchange  of  correspond- 
ence between  the  Department  of  Com- 
munications of  Canada  and  the  Federal 
Communications  Cormnission,  Table  A 
of  the  Canada-U.S,A.  Television  Agree- 
ment has  been  amended  as  set  forth  in 
the  attached  list.  It  is  to  be  noted  that 
those  representing  assignments  will  indi- 
cate call  signs  plus  parameters. 

The  aUocation  below  has  been  deleted 
from  Table  A. 

Location 

Mont  Cllmont,  Quebec. 

Furtlier  additions,  changes,  and  dele- 
tions will  be  issued  as  reported  to  the 
Commission  by  the  Canadian  Depart- 
ment of  Communications. 

Copies  of  the  basic  Table  cf  Alloca- 
tions may  be  obtained  from  Downtown 
Copy  Center.  1730  K  Street  NW..  Wash- 
ington. D.C.   20036,   telephone   202-452- 

1422. 

W.'Vllace  E,  Johnson, 
Chief.  Broadcast  Bureau. 
Federal  Communication.s  Commission, 


Channel  No. 
11 
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TV  Engineering^  data  base  lisling— Index  key.  State,  ctfy.  channel,  May  tS.  19T7, 
Fed<Tal  Comtnunicatiom  Commission — Broadcast  Bureau 

(UnoSlcial  scrondary  .tource.  Vse  p>-imary  lourccf  for  offici<il  information) 


4:-03-3i  0 
fi-34-38.0 


CO - - -  Pine  Falls,  MB 

Zone  2  'l"  .«  A.  BordfrK. 
CHCN-TV— CO,LIC..  NowcasUe-Ctiatliani.  NB 

Zone  2  (U.S.A.  Bi.rdBT).. 
CO - Haliburton.  ON' 

Zone  1  (L'.S..V.  BorJej).. 
CO - -  Wont  Ciiaionl,  QU -  48-23-J8.0 

Zone  2  i.U.^A.  Border)...  67-15-30.0 


50-36-58.0    UZ ...770520 

9R--.^2-48. 0 

neZ  12.8  (kW)  348  (ft) 770820 

DA  HOR  Allocated  to  Chstham.  NB. 

15-03-00.0    5Z.- ---- 7705J0 

7S-31-00. 0 

13+ .-  "053) 
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[Report  No.  1-354] 

INTERNATIONAL   AND   C.ATELLITE   RADIO 

Applications  Accepted  for  Filing 

June  6,  1977. 
The  Applications  listed  herein  have 
been  found,  upon  initial  review,  to  be 
acceptable  for  filing.  The  Commission 
reserves  the  right  to  return  any  of  these 
applications  if,  upon  further  examina- 
tion, it  is  determined  they  arc  defective 
and  not  in  conformance  witli  the  Com- 
mission's Rules.  Regulations  and  its  Poli- 
cies. Final  action  will  not  be  taken  on 
any  of  these  applications  earlier  than  31 
days  following  the  date  of  this  notice. 
Section  309(d)  a>. 

Federal  Communications 

Commission, 
Vincent  J.  Mullins. 

Secretary. 

Satellite  Commxjnication.s  Services 

amendments 

482-DSE-P  L-76  Vision  Cable  of  Sumter, 
Inc.,  Sumter,  South  Carolina.  Amendment 
to  pending  application  to  change  the  an- 
tenna size  from  a  10  meter  to  a  6  meter 
antenna. 

489-DSE-P  T^76  Vision  Cable  of  South 
Carolina.  Florence,  South  Carolina.  .Amend- 
ment to  pending  application  to  change 
antenna  size  fro.m  a  10  meter  antenna  to  a 
6  meter  antenna. 

431-DSE-ML-77  Jonesboro  Cable  TV.  Inc. 
(KD31),  Jonesboro,  Arkansa-s.  Modification 
of  license  to  permit  the  reception  of  pro- 
gramming of  the  Madison  Square  Garden 
Cablevislon  and  signals  from  WY.MI-TV, 
Channel  27.  Portsmouth,  Virginia, 

432-DSE-MI^77  Texas  Cablevislon  (KB65), 
Ballinger,  Texas.  Modification  of  license 
to  permit  the  reception  of  programming  of 
the  Madison  Square  Garden  Cablevislon 
and  signals  from  WY.\H-TV,  Channel  27. 
Portsmouth,  Virginia. 

433-DSE-Ml,-77  Florida  Cablevislon  (\VB 
42),  Ft.  Pierce.  Florida.  Modification  of 
license  to  permit  the  reception  of  pro- 
gramming from  the  Madison  Square 
Garden  Cablevislon  and  signals  from 
WYAH-T\',  Channel  27,  Portsmouth.  Vir- 
ginia. 


434-DSE-ML-77  Vuniore  Company  of  La- 
redo (KB47I,  Laredo,  Texas.  Modification 
of  license  to  permit  the  reception  of  pro- 
gramming from  the  Madison  Square  Gar- 
den Cablevislon  and  signals  from 
WYAH-TV,  Channel  27.  Portsmouth.  Vir- 
ginia. 

435-DSE-ML-77  Valley  Telecasting  Co. 
(KB62),  Yuma.  Arizona.  Modification  of 
license  to  permit  the  reception  of  pro- 
gramming from  the  Madison  Square  Gar- 
den Cablevislon  and  sifrnals  from  WYAH- 
TV.',  Channel  27.  Portsmouth.  Virginia. 

430-DSE-ML-77  Imperial  Valley  Cable  TV 
(KB97),  El  Centro.  California.  Modifica- 
tion of  license  to  permit  the  reception  of 
programming  from  the  Madison  Square 
Garden  Cablevislon  and  signals  from 
WY.AH-TV,  Channel  27.  Port,;mouth.  Vir- 
ginia. 

437-DSE-ML-77  Pt.  Smith  TV  Cable  Com- 
pany (WB44),  Ft.  Smith,  Arkansas.  Modi- 
fication of  license  to  permit  the  reception 
of  programming  from  the  Madison  Square 
Garden  Cablevislon  and  signals  from 
WYAH-TV,  Channel  27,  Portsmouth,  Vir- 
ginia. 

438-DSE-ML-77  Columbia  Television  Co. 
(KB78).  Pasco  Kenne-.vick,  Washington. 
Modification  of  license  to  permit  the  re- 
ception of  programming  from  the  Madison 
Square  Garden  Cablevislon  and  signals 
from  WYAH-TV,  Channel  27,  Portsmouth. 
Virginia. 

439-DSE-ML-77  Cox  Cable  Communica- 
tions, Inc.  (WE21).  Pensacola.  Florida. 
Modification  of  license  to  permit  the  re- 
ception of  signals,  from  Stations  WTCH- 
TV,  Channel  17,  Atlanta,  Georgia,  and 
WYAH-TV.  Channel  27.  Portsmouth,  Vir- 
ginia. 

440-DSE-P  -L-77  Cablevislon  of  Chickasha 
Co..  Chlcasha.  Oklahoma.  For  autliorlty  to 
construct,  own,  and  operate  a  domestic 
communications  satellite  receive-only 
esu-th  station  at  this  location,  Lat.  35°0O' 
58",  Long.  97"'66'15".  Rec.  freq:  3700-4200 
MHz.  Emission  36000F9.  With  a  5  meter 
antenna. 

441-DSE-P  1^77  North  Lauderdale  Cable- 
vision,  Inc..  North  Lauderdale.  Florida. 
For  authority  to  construct,  own.  and  op- 
erate a  domestic  communications  satellite 
receive-only  earth  station  at  this  location. 
lAt.  26'13'06",  lying  80'13'16".  Rec.  freq: 
3700-4200  MHz.  Emission  36000P9.  With 
a  4.5  :nc;-er  a;.t*:L::a. 


442  DSE-P  L-77     Matrix    Enterprises,     Inc, 
Sugarllmb.    Tennessee     For    authority    to 
construct,   own.   and   operate   a   domestic 
communications       satellite       receive-only 
earth  station  at  this  location,  Lat.  35'4€' 
14  ',  Long,  84M82r'.  Rec.  freq:  3700^200 
MHz.  Emission  36000F9.  With  a  4.5  meter 
uatenna, 
44?  DSE-P  1^77      Matrix    FiiterprLses.    Inc  , 
Parmlngton,    New    Mexico.    For    authority 
to  construct,  own,  and  operate  a  domestic 
communications       satellite       receive-only 
cartii  station  at  this  loc«tlon.  Lat.  36 '44' 
53",    Long,    loe^irsi".    Rec.    freq:    3700- 
4200   MHz.   Emission  3C00OP9.  With   a   4  5 
meter  antenna. 
444-DSE-P-77     Bethel   Broadcasting.   Incor- 
porated. Bethel.  Al.\ska,  For  authority  to 
construct,    own,    and    operate   a   domestic 
communications       satellite       receive-only 
earth  station  at  this  location.  Lat,  60' 47' 
.'?2",    Long.    ier4620".    Rec.    freq:    3700- 
4200   MHz.   Emission   36000P9.   With    a    10 
meter  antenna, 
445-DSE  P-77     Brtgham    Young    tinl;crsily. 
Provo.   Utah,  For  authority  to  construct, 
own.  and  operate  a  domestic  conununtca- 
tlons  satellite  receive-only   earth   station 
at  thi.?  location.  Lat.  40  04'16".  Long.  110'- 
37'08  '.   Rec.   freq:    3700-4200  MHz.   Emis- 
sion 36000F9.  With  a  10  meter  antenna. 
446  DSE-P-77     University    of    Washington, 
Seattle,  Washington,  For  authority  to  con- 
struct, own,  and  operate  a  domestic  com- 
munications   satellite    recelvc-only    earth 
station    at    this   location,    Lat,    47-3914". 
Ixjiig.     122°18'37'.    Rec.    freq:     3700-4200 
^nIz.  Emission  36000P9,  With  a  10  meter 
antei.na. 

|FRr>oc77  if!524PUed6  9-77  8  45  a;nl 


RADIO  ASTRONOMY  SERVICE  WORKING 
GROUP  FOR  1979  ITU-WORLD  ADMIN- 
ISTRATIVE RADIO  CONFERENCE 

Meeting 

June  7,  1977. 

A  meo'ing  of  the  Radio  Astronomy 
Service  Working  Group  for  the  1979 
General  World  Administrative  Radio 
Conference  is  scheduled  to  be  held  on 
Monday,  July  18,  1977,  at  9:30  a.m.  in 
Room  8210  of  the  Commission's  offices 
locAt«i  at  2025  M  Street  NW.,  Washing- 
ton, DC. 

Tills  meetirig  will  be  held  to  examine 
and  discuss  the  Fifth  Nortlce  of  Inquiry. 
E)ocket  No.  20271  and  formulate  a  final 
draft  of  comments  of  the  Radio  Astron- 
omy Scnice  Working  Group. 

The  advisory  committee  meeting  Is 
open  to  tiie  general  public  and  any  writ- 
ten comments  wlU  be  accepted  before  or 
after  the  meeting. 

Federal  Communications 

Commission, 
Vincent  J.  Mullins. 

Secretary. 

[FR  Doc.77-16525  FUed  6-»-77;8:4;  lunl 
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[Report  No.  10611 

RULEMAKING  PROCEEDINGS  FILED 
Petitions  for  Reconsideration  and  Application  for  Review 

June  6,  1977. 

Petitions  for  Rbconsideration  of  Actions  in  Rulemaking  Proceedings  Filed 
Application  for  renetc  of  actions  in  rulemaking  proceedings  filed 


Docket  or 
RM  No. 


Rule  No. 


Subject 


Date 
received 


10628 


KM  2678 


.  Proposals  for  new  or  revised  classes  of  Interstate  and  Foreipii 
Message  Toll  Telepboue  Service  (MTS)  and  Wide  Area 
Telephone  8ervic«  (WATS).  ,.      „  .  „- 

FUedby  J.  V   Neil,  P.E... -■  May  2P.  IlC 

8fc  73  202(b)..  Amondment  of}  73. 202ib),  Tabled  Assignments,  FM  Broad- 
cast Stations.  fValleJo,  CalifJ.  ,         ,     „ ,_ 
Filed  by  Lester  W.  SpiUane,  attorney  for  KNBA,  Ire .  June  1,  1'J7. 


^'OTE  — Oppo.Mtion.s  to  petitions  for  recon.'^ideration  and  applications  for  review 
must  be  fUed  on  or  before  June  27,  1977.  Replies  to  an  opposition  must  be  filed 
within  10  days  after  time  for  filing  oppositions  has  expired. 

Federal  Communications  Commission. 
Vincent  J.  Mullins, 

Secretari/. 

jFR  Doc  77-16301  Piled  6-9-77:8:45  am] 


■nM-26781 

FM   BROADCAST  STATIONS.  VALLEJO, 
CALIF. 

Table    of    Assignments:    Order    Extending 
Time    to    File   an    Application    for    Review 

Adopted:  June  2.  1977. 

Released:  June  7.  1977. 

In  the  matter  of  amendment  of 
§  73.202- bi.  FM  Broadcast  SUitions. 
ivallejo,  Cahformai.  RM-2678. 

1  On  April  11.  1977.  the  Commi>sion 
released  a  Memorandum  Opinion  and 
Order,  in  the  above-entitled  proceeding. 
The  date  for  filing  an  application  for 
rt-vie'A-  was  May  11,  1977. 

2  On  May  11.  1977.  counsel  for  KNBA, 
Inc-.  filed  a  requei^t  for  an  extension  of 
tmie  to  fiie  an  application  for  review  to 
and  Includins-'  June  1,  1977.  Counsel 
states  that  the  decL'Jion  reached  In  the 
Memorandum  Opinion  and  Order  Is  quite 
involved  and  in  order  to  properly  pre- 
sent the  matt-er  to  the  Commission, 
KNBA's  consulting  engineer  ls  preparing 
a  new  engmcermg  study.  Courtsel  states 
that  the  engineer  Is  unable  to  complete 
tiie  study  In  time  for  the  timely  filmg  of 
an  application  fur  re%-iew  but  does  an- 
ticipate that  tlie  engmeering  data  will 
be  ready  so  that  an  application  for  re- 
view can  be  tiled  by  June  1.  1977. 

3.  We  are  of  the  view  that  the  re- 
quested additional  time  k  warranted. 
Accordingly  it  is  ordered.  That  the  time 
for  fillni:  an  application  for  review  of  the 
Memorandum  Opinion  and  Order.  RM- 
2678.  is  extended  to  and  including  June  1. 
1977. 

4.  This  action  is  taken  pui>uant  to 
authority  found  in  sections  4'i> ,  5tdMl) 
and  .103' n  of  the  Communications  Act 
.•I  1934,  as  amended  and  §  0  281  of  the 
Ci>mnn.ssion's  Rules 

Federal  Communications 
Commission 
••  Paul  Wm.  Putney, 

Acting  Chief. 
Broadcast  Bip-eau 

IFR  Doc.77-16562  Piled  6-9-77:8:45  am| 
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FEDERAL   ENERGY 
ADMINISTRATION 

INDUSTRY  ADVISORY  BOARD, 
SUBCOMMITTEES   A   AND   C 

Voluntary  Agreement  and  Plan  of  Action  To 
Implement  the  International  Energy  Pro- 
gram; Meetings 

In  accordance  with  section  252tc)  (1) 
iA»(i)  of  the  Energy  Policy  and  Con- 
servation Act  (Pub.  L.  94-163),  notice  Is 
hereby  provided  of  meetings  of  the  In- 
uiL'-try  Advisory  Board  (IAB>  to  the  In- 
ternational Energ>-  Agency  (lEA)  and  of 
Subcommittees  A  and  C  of  the  Industry 
AdvLsorv  Board,  to  be  held  in  Paris  dur- 
ing the  period  June  20-23,  1977. 

Tlie  meeting  of  the  Industry  Advisory 
Board  will  be  held  on  June  21  and  22, 
1977,  at  the  offices  of  the  lEA,  2  Rue 
Andre  Pascal.  Paris,  France,  beginning 
at  9:30  a.m.  on  Jmie  21.  The  agenda  is 
as  follows: 

1.  Opening  remarks  by  Chairman,  report 
on  communications  to  and  from  lEA:  Report 
on  the  meeting  of  the  Stftndlng  Group  on 
Kmergency  Questions   (SEQ)   of  /(prll  5. 

2.  Matters  arising  from  record  note  of  lAB 
n^oetlng  on  March  24, 

:\  Position  of  Reporting  Companies  under: 
lai  EEC  Competition  regulations:  (b)  U.S. 
V.>:  uitary  Plan. 

4  Report  by  lEA  Secretariat  on  status  of: 
lai  Demand  restraint  working  group;  (b) 
Revtsion  of  Emergency  Management  Manucil; 

(c)  Liaison  with  EEC  on  Community's  emer- 
gency planning. 

5  Report  on  atid  discussion  of  work  of 
Subcommittee  A,  including:  (a)  Revision  of 
Questionnaires  A  and  B  reporting  Instruc- 
tions: (b)  Meeting  with  lEA  Secretariat  on 
April  19  20:  (c)  Future  work  program,  in- 
cluding October/November  1977  data  systems 
test  and  Spring  1978  allocation  systems  test; 

(d)  Data  to  be  used  for  Spring  1978  alloca- 
tion systems  test. 

6  Report  on  and  discussion  of  work  of 
Subcommittee  C,  Including:  (a)  Extraordi- 
nary and  additional  coate;  (b)  Settlement 
of   dl.^^utes:    (Ci    Prlcmg   In   an   emergency. 

7  Report  on  Industry  Supply  Advisory 
Group  (ISAG).  Including  manning  and  fu- 
ture work  program. 

8.  Report  by  lEA  Secretariat  on  step*  taken 
relative  to  the  recent  loss  of  Saudi  Arabian 
crude 


9.  Dates  and  veftues  of  future  meetings  of 
lAB  and  subcommittees. 

The  meeting  of  Subcommittee  A  will 
be  held  on  June  22  and  23,  1977,  at  the 
offices  of  the  lEA,  2  Rue  Andre  Pascal, 
Paris,  France,  beginning  at  9:30  a.m.  on 
June  22.  or  thereafter  following  adjourn- 
ment of  the  meeting  of  the  lAB  sched- 
uled for  June  21  and  22  at  the  same  loca- 
tion. The  agenda  is  as  follows: 

1.  Opening  remarks. 

2.  Data  handling/processing:  (a)  Review 
of  new  ISAG  data  formats;  (b)  Report  by 
Secretariat  on  status  of  Japanese  data  re- 
porting Instructions  and  D  S.  data  reporting 
instructions;  (c)  Status  report  by  Secretariat 
on  recent  data  handling,  processing  devel- 
opments. 

3.  Emergency  Management  Organization: 
(a)  F>roposed  location;  (b)  Activity  profile 

4.  Emergency  data  test — Fall    1977. 

5.  Systems  test — 1978. 

6.  General  dLsousslon  on  revision  update 
of  Emergency  Management   Manual. 

7.  F^iture  work  program. 

8.  Next  meeting  date,/locatlon. 

The  meeting  of  Subcommittee  C  will 
be  held  on  June  20.  1977.  at  the  offices 
of  the  lEA,  2  Rue  Andre  Pascal,  Paris, 
Prance,  beginning  at  11  a.m.  The  agenda 
for  the  meeting  is  as  follows: 

1.  Opening  remarks. 

2.  Pricing  In  an  emergency. 

3.  Ertraordlnary  and  additional  costs. 
5.  Settlement  of  dLsputes. 

5.  F\tture  work  of  Subcommittee  C. 

As  provided  in  section  252(c)  (IHA) 
(ii)  of  the  Energy  Policy  and  Conserva- 
tion Act.  these  meetings  will  not  be  open 
to  the  public. 

Issued  in  Washington.  DC.  June  8, 
1977. 

Eric  J.  Pygi. 
Acting  General  Comisel. 
Federal  Energy  Administration 
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FEDERAL   HOME   LOAN    BANK 
BOARD 

(No.  l-A) 

FEDERAL   SAVINGS   AND   LOAN 
INSURANCE   CORPORATION 

Publication  of  Accounting  Bulletin  PA-7a 

May  31.  1977. 
AGENCY:    Federal    Home    Loan    Bank 
Board. 
ACTION:  Publication  of  Existing  Rule. 

SUMMARY:  This  directive,  classified  a.^ 
Bulletin  PA-7a  of  the  Boards  Office  of 
Examinations  and  Supervision  account- 
ing bulletin  series,  provides  guidance  to 
Institutions  the  accounts  of  which  are 
Insured  by  the  Federal  Savings  and  Loan 
Insurance  Conx)ration  with  regard  to 
minimally  acceptable  standards  in  con- 
nection with  annual  audit  requirements. 
Although  the  Bulletin  has  been  in  effect 
since  1975  (in  modified  form  as  of  May  4. 
19771 ,  and  all  regulated  institutions  have 
been  appropriately  notified,  the  Board 
is  publishing  it  at  this  time  to  ensure 
maximum  public  access. 

EFFECTIVE  DATE:  March  10.  1975  fts 
modified  oti  May  4,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
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Harry  Quilllan,  Associate  Creneral 
Counsel,  Federal  Home  Loem  Bank 
Board,  320  First  Street  NW.,  Wash- 
ington. DC.  20552.  telephone  202-37ft- 
3356. 

SUPPLEMENTARY  INFORMATION : 
Bulletin  PA-7a  infonns  institutions  in- 
sured by  the  Federal  Savings  and  Loan 
InsLU-ance  Corporation,  which  is  oper- 
ated and  directed  by  the  Federal  Home 
Loan  Bank  Board,  regarding  what  the 
Board's  OfRce  of  Examinations  and  Su- 
pervision deems  necessary  for  prepara- 
tion of  a  "satisfactory"  annual  audit 
pursuant  to  12  CFR  563.17-1  and  571.2  of 
the  Rules  and  Regulations  for  Insur- 
ance of  Accounts.  Bulletm  PA-7  has 
been  in  effect  since  March  10,  1975,  and 
all  insured  institutions  have  received  ac- 
tual notice  of  its  provisions.  On  May  4, 
1977,  Section  IV.  B.  2  thereof  (pertain- 
ing to  communication  to  institutions  of 
specific  instructions  issued  to  auditors  by 
Board  staff)  was  modified,  and  notifica- 
tion made  to  all  insured  institutions;  this 
modification  has  been  incorporated  in  the 
text  of  the  Bulletin  given  below.  Certain 
stylistic  changes  have  been  made  to  con- 
form the  Bulletin  to  publication  stand- 
ards, but  no  substantive  changes  have 
been  made  or  intended. 

Bttlletin  PA-7a:  AtrDrxs  of  Insured  iNSTrrtr- 
TioNs,  Service  Corporations,  and  Joint 
Ventures  By  Independent  Public  Ac- 
countants 

This  directive  provides  standards  relating 
to  annual  supervisory  audits  of  Institutions 
Insured  by  the  Federal  SavUigs  and  Loan  In- 
surance Corporation,  as  required  by  12  CPU 
563.17-1,  in  order  to  facilitate  satisfactory 
performance  of  such  audits  by  public  ac- 
countants. It  also  supplements  the  Statement 
of  Policy  on  annual  supervisory  audits  set 
forth  at  12  CFR  571  2,  and  public  account- 
ants must  meet  the  standards  both  of  the 
Statement  of  Policy  and  this  directive  for  the 
annual  audit  to  be  satisfactory  to  the  Cor- 
poration. 

I.  Applicable  auditing  standards.  An  audit 
of  an  insured  Institution  by  a  public  account- 
ant must  be  made  In  accordance  with  gen- 
erally accepted  auditing  standards  aa 
adopted  by  the  American  Institute  of  Certi- 
fied Public  Accountants.  These  standards  and 
their  application  are  described  in  various 
AICPA  publications,  prlnc:pr.i:y  Statement 
on  Auditing  Standards  No.  1  and  Audits  of 
Savings  and  Loan  Associations.  The  public 
accountant  must  be  famlfiar  with  and  com- 
ply with  these  standards. 

n.  Audit  period.  The  te-nn  "audit  period- 
refers  to  the  period  of  time  between  the  dates 
cxf  two  consecutive  audits  which  were  made 
to  satisfy  the  reg^ulatory  audit  requirement. 
The  audit  pyerlod  should  be  12  calendar 
months  unless  the  Instittrlon  has  requested 
and  obtained  from  the  District  Director- 
Examinations  or  his  designee  written  ap- 
proval of  a  variation  in  such  period. 

in.  Audit  datp.  The  term  "audit  date"  re- 
fers to  the  date  of  the  balance  sheet  and 
end  of  income  statement  period  examined 
and  reported  on  without  regard  to  the  date 
of  commencement  of  the  actual  audit.  The 
audit  date  should  coincide  with  a  month- 
end  date.  Once  estab!L<:hed.  the  sanie  audit 
date  should  prevail  so  as  to  provide  consist- 
ent audit  periods.  Nothing  stated  herein 
shall  be  construed  as  prohibiting  the  com- 
mencement of  audit  work  on  an  unan- 
nounced basis. 

IV.  Scape  of  audit. — A.  General  require- 
ments. The  public  accountant  shaU  be  gen- 
erally famlUar  with  the  statutes,  rule©  and 
regulations  (Federal  and  State)  under  which 


the  audited  instltutlan  operates,  and  with  lis 
charter  stDd  bylaw  provisions. 

The  audit  shall  Incorporate  all  procedures 
necessary  to  satisfy  the  public  accountant  re- 
garding compliance  with  regulations  that 
may  affect  the  Institution's  financial  posi- 
tion or  results  of  operations. 

Nothing  herein  shall  be  construed  to  Imply 
authority  for  omission  of  any  procedure, 
which  public  accountants  would  ordinarUy 
employ  In  the  course  of  an  audit,  made  for 
tlie  purpose  of  expressing  an  opinion  as  to  the 
fairness  of  presentation  of  the  fnancial 
statements. 

All  of  the  procedures  referred  to  herein, 
with  respect  to  review  of  internal  controls  or 
audit  procedures,  are  fully  applicable  to  ac- 
coimtmg  records  maintained  on  automated 
equipment.  The  ptibUc  accountant  should 
follow  appropriate  g\ildeli:ies  promulgated 
from  time  to  time  by  authoritative  sources 
such  as  those  set  forth  In  Auditing  and  EDP 
(AICPA  19681.  Audits  of  Service  Center  Pro- 
duced Records  (AICPA  1974).  and  State- 
ments on  Auditing  Standards  No.  1  (AICPA 
1973). 

B.  Engagement  letter.  Prior  to  conunenclng 
each  annual  audit  of  an  Insured  Institution. 
the  public  accountant  shall  furnish  to  the 
Institution  a  letter  (with  a  manually  signed 
copy  to  the  District  Director — Examinations) 
provided  as  follows: 

1.  The  public  accountant  shall  make  avail- 
able, if  requested  by  the  District  Director- 
Examinations,  completed  audit  work  pro- 
grams and  related  audit  workpapers,  and 
shall  render,  if  requested,  a  letter  report  to 
the  District  Director-Examinations  Indicat- 
ing specific  auditing  procedures  performed 
and  the  results  thereof. 

2.  The  public  accountant  shall  agree  to 
perform  specific  auditing  procedures  In  in- 
stances where  the  District  Director-Exami- 
nations has  Issued  written  Uistrtictlons  to 
the  accountant  and,  or  the  Instituiion. 
These  specific  procedures  may  be  in  addition 
to  those  performed  by  the  public  accountant 
in  connection  with  rendering  an  opinion  on 
the  Institution's  financial  statements.  Tl^e 
public  accountant  may  communicate  to  the 
client  any  special  instructions  received  from 
the  District  Director-Examinations  if  in  the 
professional  judgment  of  the  accountant 
such  communication  should  be  made. 

3.  The  public  accountant  shaU  meet  with 
either  the  fuU  Board  of  Directors  or  a  duly 
elected  or  appointed  Audit  Committee  of  the 
Board  of  Directors  of  the  Insured  Institution 
■within  30  days  after  the  date  of  delivery  of 
the  audit  reptort.  The  purpose  of  the  meeting 
shall  encompass  a  discussion  of  the  reports 
of  audit  and  any  related  matter.  The  direc- 
tors shall  promptly  file  a  letter  with  the  Dis- 
trict Director-Examinations  or  his  designee 
acknowledging  the  meeting  and  setting  forth 
action  to  be  taken  with  respect  to  any  defi- 
ciencies noted  in  the  audit  report. 

4.  The  public  accountant  shall,  upon  dis- 
covering an  apparent  defalcation  or  being 
informed  of  such  a  matter,  determme 
whether  the  Ir.stltutlon  has  immediately 
notified  the  District  Director-Examinations 
In  WTltlng  of  the  apparent  defalcation.  If  the 
Institution  does  not  make  such  notification, 
the  public  accountant  shall  immediately 
make  such  notlf.cation. 

C.  Review  of  the  system  of  internal  con- 
trol. The  Independent  auditor  has  the  re- 
sponslbUlty  to  review  and  evaluate  tl  e  ade- 
quacy of  the  Institution's  system  of  Inter- 
nal control  in  establishing  the  scope  of  his 
audit  tests.  Weaknesses  in  Internal  control 
should  be  appropriately  Identified  and  con- 
sidered In  determining  such  scope.  Prior  to 
any  preview,  the  Independent  auditor  should 
be  familiar  with  Section  320  of  Statement  on 
Auditing  Standards  No.  1  and  any  other 
promulgation  of  the  .AICPA  or  the  Board 
that  relates  to  Interna!  control. 

In  conjunction  with  the  report  of  his  ex- 
amination of  the  financial  statements,  the 


public  accountant  shall  submit  a  report  to 
the  Board  disclosing  any  material  weak- 
nesses In  the  institution's  system  of  internal 
control  and  the  recommendations  for 
strengthening  controls  In  the  areas  of  such 
weaknesses.  The  report  shall  be  In  accord- 
ance with  the  reporting  guidelines  relating 
to  Internal  control  set  forth  In  the  AICPA 
publication.  Statement  on  Auditing  Stand- 
ards No.  1. 

At  this  time,  the  Board  has  not  attempted 
to  devise  a  standard  internal  control  ques- 
tionnaire to  be  used  In  audits  of  all  savings 
and  loan  Institutions.  It  Is  the  responsibility 
of  the  independent  auditor  to  prepare  a  com- 
prehensive internal  control  questionnaire  as 
part  of  his  re\lew  of  internal  control. 

Tlie  public  accountant  must  complete  and 
maintain  In  his  audit  workpapers  up-to-dat» 
descrlptioits  of  the  association's  systems  of 
internal  control  for  the  major  areas  of  ac- 
tivity of  the  Institution.  The  Indepetident 
auditor  Is  cautioned  not  to  accept  manage- 
ment's statements  regarding  controls  in  ex- 
istence at  an  Institution.  He  shoiUd  deter- 
mine through  observation.  Inquiry,  and  t«st8 
of  transactions  that  such  controls  are  ac- 
tually practiced.  As  indicated  In  paragraph 
IV.B.l  of  this  Bulletin,  a  representative  of 
the  Board  may  examine  the  control  ques- 
tionnaire. Deficiencies  in  the  Internal  con- 
trol questioiinalre  may  be  a  basis  for  rejec- 
tion of  an  audit  by  the  District  Director- 
Examinations. 

At  a  minimum,  matters  regarding  phj-slcal 
and  accounting  control  in  the  followmg 
areas  of  an  institution's  operations  should 
be  included  in  the  questionnaire  (such  Hat 
is  not  designed  nor  Intended  to  supplant  the 
independent  auditors  Judgment). 

1.  Cash:  (a)  Cash  balances  (on  band  and 
in  banks):  (b)  cash  receipt*  (Including  pay- 
ments on  loans,  deposits,  and  investments); 

(c)  cash  disbursements  (Including  with- 
drawals, lending,  and  expenses);  (d)  con- 
signment items  (travelers  checks,  saving! 
bonds,  etc.) . 

2.  Marketable  securities  and  other  Invest- 
n.ents. 

3.  Loans:  la)  Lending  policies  and  proce- 
dures;   (b)    documents:     (C)    delinquencies; 

(d)  Interest  Income  and  accrual  computa- 
tions; (e)  unique  contrt^  required  by  spe- 
cific types  of  loans. 

4.  Real  estate  owned  (acquired  few  Invest- 
ment and  or  through  foreclosxu*  or  in  lieu 
thereof). 

5.  Property. 

6.  Other  assets  and  deferred  charges. 

7.  Sartngs  accounts:  (a)  Inactive  ac- 
counts; (b)  passbook  and  certificates:  (c) 
of>eiUng;  (d)  closing;  («)  Interest  expena* 
and  accrual  computationa. 

8.  Borrowed  money. 

9.  Advances  by  borrowers  for  taxes  and 
Insurance. 

10.  Othea-  liabilities  and  deferred  credlta. 

11.  Capital  stock. 

12.  Review  of  operations. 

D.  CoTi/ir7n.ation  of  loans  and  savings 
accounts.  The  audit  must  Include  satlsftu:- 
tory  confirmation  of  loans  and  savings  ac- 
cotmts  by  direct  correspondence.  The  public 
accountaiit  shall  determine  the  extent  of 
confirmation  that  in  his  Judgment  is  neces- 
sary. The  public  accountant's  audit  work- 
papers shall  clearly  disclose  the  number  and 
percent,  both  by  ntimber  and  dollar  amount. 
of  loans  and  savings  accoimts  confirmed.  The 
workpapers  must  also  disclose  the  type  of 
confirmation  used  (i.e.  positive  or  negative) 
and  the  basis  used  to  select  accounts  for  con- 
firmation. If  statistical  sampling  Is  used  as 
the  basis  for  selecting  accounts,  the  wcck- 
papers  must  also  disclose  the  method  used 
and  the  confidence  level  achieved. 

The  public  accountant  shall  submit  In  « 
separate  report  to  the  Uistltutlon,  or  as  a 
part  of  his  report  on  internal  control,  any 
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materta]  exceptions  to  conflrraAtion  re<iue6ls 
that  are  not  satisfactorily  reconciled. 

E.  Iruspfction  of  loan  docruments.  The  pub- 
lic accountant  has  the  responsibility  to  de- 
•■•rmine  the  extent  that  documents  support- 
ciL'  loans  made  and  purchased,  prior  and 
j!j>equent  to  the  date  ot  the  previous  audit, 
..re  to  be  inspected.  Tlie  public  accountant's 
Liidlt  workpapers  shall  clearly  disclose  the 
nximber  of  loan  files  examined  as  a  percent- 
;-.ge  of  the  nvmiber  oxitstandlng  as  of  the 
audit  date.  In  addition,  the  woricpapers  mu.st 
di.sclose  the  number  of  files  examined  re- 
lating to  loans  made  or  purchased  subse- 
quent to  the  date  of  the  previovis  aiidit  as  a 
percentage  of  the  total  number  of  loans  made 
or  purchased  for  such  period.  The  work- 
papers shall  al.so  disclose  the  b.isls  used  to 
.'^elect  loan  accounts  for  document  inspection 
and  the  specific  document(si  inspected  for 
each  loan. 

The  public  accountant  shall  svibmlt  in  a 
separate  report  to  the  Institution,  or  as  a  part 
of  his  report  on  Internal  control,  any  mate- 
rial exceptions  noted  in  the  loan  documents 
examined  or  mi-^sing  from  the  files  that  are 
not  satisfactorily  resolved 

P.  Loans  and  partiripations  <iOld  or  puT- 
chased.  The  public  accountant  has  the  re- 
sponsibility to  determine  the  extent  of  audit 
tests  to  be  performed  on  loans  and  partlc- 
ifjations  sold  or  purchased  The  aucili 
workpapers  shall  clearly  Indicate  the  extent 
of  such  audit  procedures  performed  and  con- 
clusions reached. 

Audit  procedures  shall  inclurie  confirma- 
tion of  significant  balances  of  loans  or  partic- 
ipations sold  or  purchased  and  the  signifi- 
cant terms  of  the  purchase  or  .^r>le  agree- 
ment with  the  purchaser  or  seller. 

The  public  accountant's  audit  workpapers 
relating  to  loans  or  p«rtlcipations  purchased, 
shall  clearly  disclose  the  methods  used  to  test 
the  adequacy  of  auditing  procedures  with 
respect  to  loans  .'iervlced  by  others.  Such  pro- 
cedures shall  Include,  as  appropriate,  obtain- 
ing a  letter  from  the  serviclnc:  organization's 
public  accountant  confirming  the  extent  to 
which  his  examination  Included  confirmation 
of  such  loans  and  examination  of  related 
document  file^  and  the  re.'jults  of  such  audit 
tests. 

O.  Review  of  adequacy  ot  valuation  allow- 
ances Particular  care  .should  be  exercised  In 
determining  the  need  for  and  the  adequacy 
of  valuation  allowances  The  public  account- 
ant aliall  consider  the  need  for  obtaining  ap- 
praisals by  Independent  professional  ap- 
praisers and  discuss  with  the  District  Dlrec- 
tor-Examlnat!on,s  any  proposed  appraisal  pro- 
gram before  proceeding  with  such  a  program, 

V.  Report  of  audits  The  report  mu,st  con- 
form generally  to  accepted  standards  of  re- 
porting: any  opinion  on  the  audited  finan- 
cial statements  must  be  expressed  In  the 
report  in  accordance  with  generally  accepted 
auditing  stAndards  Any  modifying  phrases 
In  the  opinion  para^aph  of  the  report  are 
to  be  considered  as  qualifytng  the  opinion 
!n  some  manner  If  other  than  an  tinquall- 
tled  opinion  Is  given,  the  report  shall  give 
a  clear  explanation  of  the  rea,sons  for  the 
qimllflcation  and  lt«  effect  on  financial  posi- 
tion and  results  of  operations  When  a  report 
contains  other  than  an  unqxiallfied  opinion. 
the  report  generally  will  be  rejected  a.s  un- 
satisfactory (except  in  Instance.s  where  the 
Board's  Office  of  Examinations  and  Super- 
vision hafi  annovtnced  that  qualified  opin- 
ions relating  to  certain  areas  will  be  ac- 
cepted) if  said  OfHce  detremines  that  an 
unqualified  opinion  could  be  expres,sed  by 
tJie  public  accoiintaJit  a.s  a  result  of  appn^)- 
priate  corrective  action  bv  the  Institution  In 
Instances  wher.  the  public  arcouTitant  anti- 
cipates rendenr.ET  a  qualltied  opinion  (except 
In  the**  clroum,stance#:  pemnltted  by  said 
Office),  he  I.«  encourafred   t<    c!!sous.<;  the  cir- 


cumstances surrounding  the  nature  ot  'Oi« 
qualification  with  the  District  Director- 
Examinations  in  advance  of  rendering  tfce 
audit  report 

The  report  of  audit  furnLshed  the  Board 
in  satisfaction  of  the  audit  requirement  In 
the  Regulations  shall  speclficaUy  make  ref- 
erence to  any  other  reports,  whether  on  In- 
ternal control  or  other  matters,  which  the 
public  accoiuitant  has  submitted  on  as,soci- 
atlon  op>€rattons. 

VI,  Financial  statements.  The  report  .shall 
contain  a  comparative  balance  sheet  and 
comparative  related  statement.^  of  income 
and  retained  earnings.  Other  statements, 
such  as  the  "Statement  of  Changes  in  Finan- 
cial Poisltion"  as  required  by  the  AICPA  and 
consolidated  statements  required  by  Section 
X  below,  must  also  be  tncluded 

Statements  of  income  and  retained  earn- 
ings shall  refer  to  the  12  calendar  month 
"Audit  Period"  and  the  comparable  prior 
period.  By  footnote,  the  report  shall  Include 
a  reconcilement  of  net  worth  when  this 
item  dlflfers  from  the  amount  reported  by 
the  institution  on  the  correspondingly  dated 
■Monthly  Report'  to  the  Board  i  FHLBB 
Form   107), 

VII  Filing  of  report  of  ai  (J;t  Each  insti- 
tution is  required  to  file  two  copies  of  each 
report  of  audit  with  the  District  Director- 
Examinations  within  90  days  following  the 
audit  date.  "Ihe  term  "report  of  audit"  refers 
both  to  the  audit  report  on  the  institution's 
financial  statements  and  notes  thereto  and 
to  the  report  on  Internal  control,  or  to  any 
other  special  or  supplemental  reports  re- 
lated to  the  audit  or  the  report  thereon  If 
the  public  accountant  finds  that  comple- 
tion of  the  audit  and  issuance  of  his  report 
will  require  a  period  In  excess  of  90  calendar 
days  from  the  audit  date,  he  should  submit 
a  written  request  for  an  extension  of  time 
from  the  District  Director-Examinations  and 
provide  the  reasons  for  such  delay  Unwar- 
ranted delay  In  completion  of  an  audit  or 
the  report  thereon  may  form  a  basis  for 
rejection  of  that  audit  by  the  District  Di- 
rector-Examinations 

VIIT  Changes  in  publi(  acrountinii  If  the 
services  of  a  public  accountant  are  termi- 
nated, the  Institution  must  submit  written 
notification  thereof  to  the  District  Dlrector- 
Examina'lons  In  writing  i  with  a  copy  to  the 
public  accountant)  within  15  da>-s  following 
the  close  of  the  month  during  which  such 
termination  occurs.  Such  notification  must 
Indicate  the  reason  for  the  termination  and 
must  state  whether  in  the  past  twenty-four 
months  there  were  any  disagreements  with 
the  former  public  accountant  on  any  matter 
of  accounting  principles  or  practices,  finan- 
cial statement  disclosure,  or  auditing  proce- 
dvire,  which  disagreements  If  not  resolved  to 
the  satisfaction  of  the  former  public  ac- 
countant would  have  caused  him  to  make 
reference,  in  connection  with  his  opinion,  to 
the  subject  matter  of  the  disagreement.  The 
institution  shall  also  request  the  former 
public  accountant  to  furnish  the  institution 
with  a  letter  (with  a  copy  to  the  District 
Director-Examinations)  stating  whether  he 
agrees  with  the  statements  contained  in  the 
letter  of  the  Institution  and.  If  not,  stating 
the  respects  in  which  he  does  not  asree. 

IX.  Other  requirements.  The  public  ac- 
countant shall  not  rely  upon  the  perform- 
ance of  an  examination  by  the  Board's 
Office  of  Examinations  and  Supervision,  or 
any  report  based  thereon,  to  diminish  his 
responsibility  with  respect  to  an  audit  of  an 
Ui.sured  institution, 

X  Audits  of  service  corporatjons  and  joint 
renturr.-^  Service  corporations  and  Joint  ven- 
tvires  are  subject  to  the  same  audit  requlre- 
meut.s  applkable  to  an  Instu-ed  institution, 
ret;urdles.-     of     materiality     When     majority 


owned,  service  corporation.s  shal'  consolidate 
their  financial  statements  with  those  oi  the 
Insured  Institution.  Following  any  appended 
footnotes,  separate  8unimar\-  financial  state- 
ments of  each  service  corporation  and  Joint 
venture  of  the  institution  or  Ite  .'■ubildiarles 
BhaU  be  presented.  Such  statements  shall 
clearly  indicate  the  nature  and  amount  of 
the  Investment  by  the  Institution  or  its 
subsidiaries. 

XII,  Further  information.  Inquiries  and 
requests  for  information  by  Insured  institu- 
tions and  their  public  accountants  regarding 
matters  covered  by  this  Bulletin  or  the  State- 
ment of  Policy  appearing  at  12  C  F.R.  571,2 
shall  be  directed  to  the  District  Director- 
Examinations  for  the  Federal  Home  Loan 
Bank  district  In  which  the  home  office  of  the 
Insured  Institution  is  located. 

(Sees.  402,  403,  407,  48  Stat.  1256,  1267,  1260, 
as  amended;  12  U.S.C.  §§  1726.  1726.  1730; 
Rporg.  Plan  No.  3  of  1947,  12  FR  4981.  3  CFR, 
1943-48  comp.,  p,  1071.) 

By  the  Federal  Home  Loan  Bank 
Board. 

Ronald  A   Snider, 
Assistant  Secretary. 

IFRDoc.77  16520  Piled  6-9-77;8:45  am! 

FEDERAL   MARITIME   COMMISSION 

[Docket     No.     77-21;     Independent     Ocean 

Frelt'ht  For-varder  Ll'-ense   No    1744RI 

ORLANDO  A.   PUIG  D/B/A  HOUSTON 
EXPORT   INTERNATIONAL 

Order    of    Investigation    and    Hearing 

On  January  14,  1976,  Orlaiido  A  Puig 
d/b/a  Houston  Export  International 
(Licensee).  P.O.  Box  3913.  Houston. 
Texas  77001,  was  issued  independent 
ocean  freight  forwarder  license  FMC  No. 
1744R. 

Prior  to  licensing,  Mr  Puig  was  em- 
ployed as  an  Export  Manager  lor  Stewart 
and  Stevenson  Services.  Inc  '  SSS  '  PC 
Box  1637.  Hou-ston.  Texas  77001.  an  ex- 
port shipper.  The  Licensee  wa.-^  expressly 
advistd  by  the  Commission's  staff  that 
it  would  not  qualify  as  an  independent 
ocean  freight  forwarder  unle,ss  Mr.  Puig 
left  this  employment.-  Mr.  Puig  sub- 
mitted a  letter  of  resignation  from  SSS 
effective  January  14,  1976  and  was  li- 
censed as  an  Independent  ocean  freight 
forwarder  on  the  same  date 

Subsequently,  information  has  been 
developed  indicatng  that  the  Licensee 
maintains  a  private  office  in  the  Export 
Department  of  SSS  and  receive-  approxi- 
mately the  same  rcniuncration  from  SSS 
that  Mr.  Puig  had  received  as  a  salaried 
employee.  The  Licensee  also  appears  xo 
be  performing  the  same  senices  for  SSS 
as  an  independent  forwarder  as  Mr.  Puig 
performed  as  Export  Manager.  The  great 
majority  of  shipments  handled  by  the  Li- 


I  \n  Independent  ocean  freight  f<irwardw 
is  a  "person  carrying  on  the  business  of  for- 
warding for  a  consideration  who  is  not  a 
8hlpi>er  or  consignee  or  a  seller  or  purchaser 
of  shipments  to  foreign  countries,  nor  hae 
any  beneficial  Interest  therein,  nor  directly 
or  indirectly  controLi  or  is  controlled  by  tuch 
shipper  or  con.^ignee  or  by  any  person  having 
•uch  a  beneficial  Interest  "  (Emphacls  sup- 
plied) 46  VS  C    801 
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i?nsee  since  January  14,  1976  have  been 

tiicse  of  SSS. 

When  an  export  shipper  possesses  the 
ability  to  control  the  actions  of  an  inde- 
:  ?ndent  ocean  forwarder,  regardless  of 
vhether  this  control  is  actually  exer- 
cised, the  statuton,-  requirement  of  inde- 
pendence is  not  met  and  the  forwarder 
is  disqualified  from  being  licensed.  See 
.Application  for  Freight  Forwarder  Li- 
cense— York  Shipping  Corporation.  9 
F.M.C.  72,  75-76.  '1965)  and  Applica- 
tion for  Freight  Forwarder  License — 
William  V,  Cady,  8  F,M,C,  352.  359. 
(1964) .  Consequently,  if  SSS  can  directly 
or  indirectly  control  Mr.  Puig's  forward- 
ing activities,  the  Licensee  would  no 
longer  qualify  as  an  independent  ocean 
freight  forwarder  pursuant  to  sections  1 
and  44  of  the  Shipping  Act,  1916,  and 
sections  510, 2(a)  and  510.9<d»  of  the 
Commission's  General  Order  4. 

Therefore,  if  is  ordered.  pui..uant  to 
sections  22  and  44  of  the  Shipping  Act, 
1916  '46  U.S.C.  821.  841'cn,  that  a  pro- 
ceeding is  hereby  instituted  to  examine 
the  details  of  Licensee's  forwarding  op- 
eration to  date,  including  all  brokerage 
received  by  it,  and  to  determine  whether 
Stewart  and  Stevenson  Services,  Inc.,  di- 
rectly or  indirectly  controls  the  forv.ard- 
mg  activities  of  Orlando  A.  Puig  d  b  a 
Houston  Export  International,  and  if  so. 
whether  Orlando  A.  Puig  d  b  a  Houston 
Export  International  continues  to  qualify 
for  an  independent  ocean  freight  for- 
warder license,  or  whether  its  license  as 
such  should  be  suspended  or  revoked 
pursuant  to  sections  1  and  44  of  the 
Shipping  Act.-  1916  i46  U.S.C.  801,  841 
'b»  I,  and  section  510.9' di  of  the  Com- 
mission's Rules, 

It  is  further  ordered.  That  Orlando  A, 
Puig  d  b  a  Houston  Export  Interna- 
tional, shall  be  the  respondent  in  this 
proceeding  and  that  the  matter  be  as- 
signed for  pubhc  hearing  before  an  Ad- 
ministrative Law  Judge  of  the  Commis- 
sion's Office  of  Administrative  Law 
Judges  and  that  the  hearing  be  held  at  a 
date  and  place  to  be  determined  by  the 
Presiding  Administrative  Law  Judge,  but 
in  any  event,  shall  commence  on  or 
before  December  6,  1977.  The  hearing 
shall  include  oral  testimony  and  cross- 
examination  in  the  discretion  of  the  pre- 
siding officer  only  upon  a  proper  show- 
ing that  there  are  genuine  issues  of 
material  fact  that  cannot  be  resolved  on 
the  basis  of  sworn  statements,  affidavits, 
depositions,  or  other  documents,  or  that 
the  nature  of  the  matters  in  issue  is  such 
that  an  oral  hearing  and  cross-exami- 
nation are  necessary  for  the  development 
of  an  adequate  record. 

It  is  further  ordered.  That  notice  of 
this  order  be  published  in  the  Federal 
Register  and  a  copy  thereof  and  notice 
of  hearing  be  served  upon  Orlanao  A. 
Puig  d,  b,  a  Houston  Export  Interna- 
tional. 

It  is  further  ordered,  That  all  future 
notices  issued  by  or  on  behalf  of  the 
Commission,  including  notice  of  time  and 
place  of  hearing,  or  prehearing  confer- 


ence,   shall   be    mailed    directly    to    all 
parties  of  record. 

By  the  Commission. 

Joseph  C.  Polking 
Acting  Secretary. 

|FR  Doc  77-1 ''>541  Filed  6-9-77;8:45  am] 

FEDERAL   POWER   COMMISSION 

!  Project  No.  349 1 

ALABAMA   POWER   CO. 

Icsiiance  of  Annual  License(s) 

JiNE  3.  1977. 

On  June  1.  1970.  Alabama  Power  Com- 
pany, Licensee  for  the  Martin  Dam 
Project  No.  349,  located  on  the  Tal- 
lapoosa River  in  Elmore.  Tallapoosa,  and 
Coosa  Counties,  within  30  miies  of  the 
cities  of  Alexander  City.  Auburn  and 
Montgomery.  Alabama,  filed  an  appHca- 
tion  for  a  new  license  pursuant  to  the 
Federal  Power  Act  ai:d  Coinmission 
Regulations   thereunder. 

'Tlie  license  for  Project  No.  349  was 
i.ssui-d  effective  June  9,  1923,  for  a  period 
ending  June  8,  1973,  Since  expiration 
of  the  original  license,  the  project  has 
been  maintained  and  operated  under  an- 
nual licen.=;es,  the  most  recent  of  which 
will  expire  on  June  8,  1977.  In  order  to 
authorize  the  continued  operation  and 
mainte:vMice  of  the  project,  pending 
Commi--.-i"--  act;on  on  Licensee's  appli- 
cation, it  i.>  appropriate  and  in  the  pub- 
lic interest  to  issue  an  annual  license  to 
the  Alabama  Power  Company. 

Take  notice  that  an  cnnual  license  is 
issued  to  t.K  Alabama  Power  Company 
for  the  period  June  9.  1977,  to  June  8. 
1978.  or  until  Federal  takeover,  or  until 
the  issuance  of  a  new  license  for  the 
project,  whichever  comes  first,  for  the 
continued  operation  and  maintenance  of 
the  Martin  Dam  Project  No.  349  subject 
to  the  terms  and  conditions  of  the  orig- 
inal license.  Take  further  notice  that  if 
Federal  takeover  or  issuance  of  a  new 
license  does  not  take  place  on  or  before 
June  8.  1978,  a  new  annual  license  will 
be  issued  each  year  thereafter,  effective 
June  9  of  each  year,  until  such  time  as 
Federal  takeover  takes  place  or  a  new 
license  is  issued,  without  further  notice 
being  given  by  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.77-16513  Filed  6-9-77:8:45  am) 


of  the  General  Terms  and  Conditions  of 
its  FPC  Gas  Tariff.  First  Revised  'Volume 
No.  1.  The  rat€  change  proposed  to  be 
cJective  June  1,  1977.  is  being  filed  to  re- 
flect a  change  in  purchased  gas  costs 
filed  by  its  supplier,  Texas  Eastern 
Transmission  Corporation  ("Texas 
Eastern"). 

The  proposed  effective  date  of  the  re- 
\-ised  tariff  sheet  is  June  1,  1977. 

Any  jjcrson  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Poller  Commis-sion.  825  North  Capitol 
Street.  NE..  Washington.  D.C.  20426,  in 
accordance  witli  55  18  and  1.10  of  the 
Commission's  Rules  of  Practice  and  Pro- 
cedure '  18  CFR  1.8.  1.10> .  All  such  peti- 
tions or  proten,s  should  be  filed  on  or 
'oefore  June  15.  1977.  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  protes- 
tants  parties  to  the  proceeding.  Any  per- 
son wishing  to  become  a  party  must  file 
a  petition  to  intervene.  Copies  of  tliis 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

IPR  Doc  77  165?)G  Filed  6  9-77:8:45  am] 


[Docket  No.  RP72-no  (PGA77  8)) 
ALGONQUIN  GAS  TRANSMISSION  CO. 

Rate  Change   Pursuant  to   Purchased  Gas 
Cost  Adjustment  Provision 

June  3.  1977. 

Take  notice  that  Algonquin  Gas  Trans- 
mL-^sion  Company  '"Algonquin  Gas")  on 
May  10.  1977.  tendered  for  filing 
Thirtieth  Revised  Sheet  No.  10  to  its  FPC 
Gas  Tanff.  First  Revised  Volume  No.  1, 

This  sheet  is  being  filed  pursuant  to 
.Algonquin  Gas'  Purchased  Gas  Cost  Ad- 
justment Provision  set  forth  in  Section  17 


[Docket  Nds  RI76- 157.  RI76-158.  RI7S   159, 

RI76-1611 

CRIDWELL   OIL   CO.,    ET  AL. 

0  aer  Approv)ng  Settlement  Proposal  and 
Grant  np  Soen,'')!  Relief;  Correction 

M.'\Y  14,  1977. 

In  FR  Doc.  77-11190.  issued  April  12. 
1977.  published  in  the  Federal  Recistei 
on  April  19.  1977.  42  FR  20344.  on  page 
20344. 

r  ootnote  '  should  read  as  follows: 
"*  See  Wisconsin  v.  Federal  Power  Com-^ 
mission.  '1962'.  373  U.S.  294.  304-307." 

Kenneth  P.  Plumb. 

Secretary. 

(PR  Dor  77-  l<i517  Piled  6  9  77.8:45  amj 


[Docket  No.s.  E-8546  and  E-8885| 

CINCINNATI  GAS  &   ELECTRIC  CO. 

Notice  Canceling  Notice 

May  26.  1977. 
Notice  of  proposed  settlement  agree- 
ment which  was  issued  May  6,  1977.  in 
the  above-designated  matter,  is  canceled. 
Published  in  the  Federal  Register  on 
5-12-77,  42  FR  » 24083'. 

Kenneth  F.  Plumb. 

Secretary. 

(FR  Doc  77   Itj.'^U  Filed  G  9-77:8:45  am] 


[Docket    No.    RP72-157,    PG.\77-7al 
CONSOLIDATED   GAS    SUPPLY   CORP. 
Prop^.'sed  Changes  m  FPC  Gas  Tariff 
JvsL   3,   1977, 

Take    notice   that    Consolidated    Gas 
Supply   Corporation    'Consolidated'    on 
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May  10,  1977  tendered  for  flllng  proposed 
changes  In  Its  FPC  Gas  Tariff.  Second 
Revised  Volume  No.  1,  pursuant  to  Its 
PGA  clause  for  rates  to  be  effective 
June  1.  1977.  In  lieu  of  rates  iiled  April  29, 
1977.  The  proposed  rates  would  generate 
$0.2  million  less  than  those  filed  Apn!  29. 
1977. 

Consolidated  states  the  filing  wa.";  ne- 
cessitated by  a  filing  made  by  Texas 
Eastern  Transmission  Corporation  for 
reduced  rates  to  be  effective  June  1,  1977. 

Consolidated  requests  a  waiver  of  the 
30-day  notice  requu-ements  contained  in 
Its  PGA  clause  since  it  did  not  receive 
the  supplier's  revised  rates  in  sufficient 
time  to  make  a  tiniely  filin?.  and  further 
asks  for  a  waiver  of  any  other  of  the 
Commission's  Rules  and  Ftegulatlons  in 
order  to  permit  Substitute  Twenty-Third 
Re\'ised  Sheet  Nos.  8  and  9  to  become 
effective  as  proposed. 

Copies  of  this  filing  were  served  upon 
Consolidateds  jurisdictional  ca'^tomexs, 
as  well  as  Interested  State  Commtelons. 

.'\nv  persons  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N^.,  Washington.  DC.  20426.  In 
accordance  with  §5  18  and  110  of  the 
CommL'sion's  Rule.'^  of  Practice  and  Pro- 
cedure a8  CFR  18.  1.10'.  All  such  peti- 
tions or  protests  should  be  filed  on  or 
before  June  20.  1977.  Protests  will  be  con- 
.sidered  by  the  CommLsslon  In  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  prote.stants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  Intervene  Copies  of  tills  filing 
are  on  file  with  the  Commission  aiad  are 
available  for  public  inspection 

Kenneth  F   Plumb. 
Secretary. 

|FR  Doc  77-16503  FUed  6-9-77:8  45  am] 


purchase  of  LNG  and  short-term  pur- 
chases include  costs  of  transporting  £fuch 
vol'imes  to  Consolldated's  system. 

Conolidated  requests  a  waiver  of  any 
of  the  Commission's  Rules  and  Regula- 
tions as  may  be  required  to  permit 
Twenty-Third  Revised  Sheet  Nos.  8  and 
9  to  become  effective  as  proposed.* 

Copies  of  this  ming  were  served  upon 
Consolldated's  jurisdictional  customers, 
as  well  as  interested  State  Commissions. 

Anj-  persons  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition  to 
intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N.E.,  Washington.  D.C.  20426,  In 
accordance  with  §§  1.8  and  1.10  of  the 
Commission's  Rules  of  Practice  and 
Procedure  (18  CFR  1.8.  1.10>.  All  such 
petitions  or  protests  should  be  filed  on 
or  before  Jtme  15,  1977.  Protests  will  be 
considered  by  the  Commission  In  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  protest- 
ants  parties  to  the  proceeding.  Any  per- 
son wishing  to  become  a  party  must  file 
a  petition  to  Intervene.  Copies  of  this  fil- 
ing are  on  file  with  the  Commission  and 
are  available  for  public  inspection. 


Bccnse  Is  Issued,  without  further  notice 
being  given  by  the  Commission. 

Kexntth  F.  Plumb. 

Secretary. 

[VR  Doc.77-16610  PUed  6-9-77; 8  45  am] 


Do.kp-    N  >     RP72   '57     iFG.^TTT-' 
CONSOLIDATED  GAS  SUPPLY  CORP. 
Proposed  Changes  in  FPC  Gas  Tariff 
June  3.  1977. 
Take    notice    that    Con.5olidated    Gas 
Supply   Corporation    i  Consolidated)    on 
April  29.   1977   tendered  for  fthng  pro- 
posed  changes    In    its   FPC    Gas   Tariff. 
Second  Revised  Volume  No.  1.  pursuant 
to  Its  PGA  clause  for  rates  to  be  effec- 
tive  June    1,    1977.   The   proposed    rate 
increase  would  generate   approximately 
$6.3  million  annually  in  additional  juris- 
dictional revenues. 

ConsoUdated  states  that  the  filing 
reflects  costs  incurred  in  the  purchase  of 
il)  Liquefied  Natural  Gas  (LNG)  as  au- 
thorized in  Docket  No.  CP77-189:  and 
'2'  natural  gas  short-term  purchases 
from  Oklahoma  Natural  Gas  Company, 
aU  of  which  were  authorized  pursuant  to 
provisions  of  the  Natural  Gas  Act.  Such 
purchases  were  required  to  alleviate 
shortages  arising  from  the  unprecedented 
severe  weather  conditions  experienced 
this  winter.   The  costs  involved   in   the 


IFR  Doc  7' 


B^BNNBTH  F.  Plumb, 
Secretary. 

-16504  FUed  6  9-77:3:45  am] 


I  Projected  No.  588 
CROWN  ZELLERBACH  CORP. 

Issuance  of  Annual  License(s) 

June  3,  1977. 

On  Jime  1.  1973.  Crown  Zellerbach 
Corporation.  Licensee  for  the  Glines 
Canyon  Project  No.  588,  located  on  the 
Elwha  River  In  the  State  of  Washington, 
filed  an  apllcation  for  a  new  license  pur- 
suant to  the  Federal  Power  Act  and 
Commission  Regulations  thereunder. 

The  license  for  Project  No.  588  was  Is- 
sued effective  June  4,  1926.  for  a  period 
ending  June  3,  1976.  Since  ex-piration  of 
ihe  original  license,  the  project  has  been 
maintained  and  operated  under  an  an- 
nual license,  which  will  expire  on  June  3. 

1977.  In  order  to  authorize  tlie  continued 
operation  and  maintenance  of  the  proj- 
ect, pending  Commission  action  on 
Licensee's  application,  it  is  appropriate 
and  in  the  public  interest  to  issue  an 
annual  license  to  the  Crown  Zellerbach 
Corporation. 

Take  notice  that  an  annual  license  is 
issued  to  the  CrowT.  Zellerbach  Corpora- 
tion for  the  period  June  4.  1977  to  June  3. 

1978.  or  until  Federal  takeover,  or  imtil 
the  issuance  of  a  new  license  for  the 
project,  whichever  comes  first,  for  the 
continued  operation  and  maintenance  of 
the  Glines  Canyon  Project  No.  588  sub- 
ject to  the  terms  and  conditions  of  the 
original  license.  Take  further  notice  that 
if  Federal  takeover  or  issuance  of  a  new 
license  does  not  take  place  on  or  before 
Jui:e  3.  1978,  a  new  annual  license  will  be 
issued  each  year  tliereafter,  effective 
June  4  of  each  year,  until  such  time  as 
Federal  takeover  takes  place  or  a  new 


[Project  No.  362] 
FORD  MOTOR  CO. 

Issuance  of  Annual  License(s) 

June  3,   1977. 

On  May  31,  1974,  the  Ford  Motor  Com- 
pany, Licensee  for  the  Twin  City  Ijock 
and  Dam  No.  1  Project  No.  362  on  tlie 
Mississippi  River  in  Hennepin  and  Ram- 
sey Coimtles  between  the  Cities  of  St. 
Paul  and  Minneapolis.  Minnesota,  filed 
an  application  for  a  new  license  pursu- 
ant to  the  Federal  Power  Act  and  Com- 
mission Regulations  thereunder. 

The  license  for  Project  No.  362  was  is- 
sued effective  June  7,  1923  for  a  period 
ending  June  6,  1973.  Since  expiration  of 
the  original  license,  the  project  has  been 
maintained  and  operated  under  arjiual 
licenses,  the  most  recent  of  wiiich  v.ill 
expire  June  6,  1977.  In  order  to  authorize 
the  continued  operation  and  mainte- 
nance of  the  project,  pending  CommLs- 
sion  action  on  Llcen.see's  application,  it 
Is  appropriate  and  in  tlie  public  interest 
to  Issue  an  annual  license  to  the  Ford 
Motor  Company. 

Take  notice  that  an  annual  license  is 
Issued  to  tlie  Ford  Motor  Company  for 
the  period  June  7.  1977.  to  June  6,  1978. 
or  until  Federal  takeover,  or  until  the  is- 
suance of  a  new  license  for  the  project. 
whichever  comes  first,  for  the  contimied 
operation  and  maintenance  of  the  Twiia 
City  Lock  and  Dam  No.  1,  Project  No. 
362,  subject  to  the  terms  and  conditions 
of  the  original  license.  Take  further 
notice  that  if  Federal  takeover  or  Issu- 
ance of  a  new  license  does  not  take  place 
on  or  before  June  6,  1977,  a  new  annual 
license  will  be  Issued  each  year  there- 
after, effective  June  7  of  each  year,  until 
such  time  as  Federal  takeover  takes 
place  or  a  new  license  is  issued,  without 
further  notice  being  given  by  the 
Commission. 

Kenneth  F.  Plumb. 

Secretary. 

[FR  Doc. 77-16512  Piled  6  9-77:8:45  am] 


[Docket  No   ER77-3631 
IOWA  POWER  &  LIGHT  CO. 

Establishment  of  Additional  Point  of 
Delivery  Interconnection;  Correction 

May  31.  1977. 

In  notice  issued  May  31.  1977.  pub- 
lished In  the  Feder.^l  Register  on  May 
24,    1977,   42   FR   26463. 

The  fourth  line  of  the  first  paragraph 
should  read  "and  Light  Company  and 
Northwest  Iowa  Power  Cooperative 
dated"  Instead  of  "and  Light  Company 
and  Northeast  Iowa  Power  Cooperative 

dated". 

Kenneth  F.  Plumb. 

Secretary. 

[PR  Doc.77-165:8  Filed  6-9-77:8:45  ami 
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[Docket  No.  ERrT-3981 

LOUISVILLE  GAS   &   ELECTRIC   CO. 

Proposed  Tariff  Change 

June  6, 1977. 
Take  notice  that  LouisvUle  Gas  and 
Electric  Company  i  Louisville)  on  May  26. 
1977.  tendered  for  filing  proposed 
changes  in  its  Interconnection  Agree- 
ment between  Louisville  and  Tennessee 
Vallev  Authority  iTVA)  designated  Lou- 
isville Gas  and  Electric  Company  FPC 
Rate  Schedule  No.  9.  dated  February  12, 
1942.  and  the  amendment*  thereto  des- 
ignated Supplement  No.  3  to  Rate  Sched- 
ule FPC  No  9  dated  Jime  1.  1955.  and 
Supplement  No.  4  to  RAte  Schedule  No.  9 
dated  January- 17,  1957. 

Louisville  states  that  the  new  agree- 
ment provides  greater  flexibility  in  ex- 
changes of  energy  and  power  between 
the  parties  and  more  specificaUy.  pro- 
vides for  short  term  power  transactions 
not  heretofore  available  under  the  1942 
agreement,  eliminates  toll  charges  on 
scheduled  third  party  transfers,  and  up- 
dates the  basis  for  comjjensation  for 
emergency  and  interchange  energy. 

The  proposed  revisions  are  requested  to 
become  effective  July  1.  1977 

Anv  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  Intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  N^..  Washington,  DC  20426,  in 
accordance  with  $«  1.8  and  1.10  of  the 
Commis.sion's  Rules  of  Practice  and  Pro- 
cedure as  CFR  18.  1.10*  All  such  peti- 
tions or  protests  should  be  fi^ed  on  or 
before  June  15.  1977  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
party  to  the  proceeding.  Any  person  de- 
siring to  become  a  party  must  file  a  peti- 
tion to  intervene  Copies  of  this  applica- 
tion are  on  file  with  the  Commission  and 
are  available  for  public  inspection 

Kenneth  F.  Pll-mb, 

Secretary. 

fFR  Doc  77-16501  Filed  6-9-77:8  45  am] 


Louisville  requests  that  the  effective 
date  of  the  proposed  Tensions  be  set  as 
July  1,  1977. 

Any  person  desiriiig  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  NE.,  Washington.  DC. 
20426,  in  accordance  with  §?  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  a8  CFR  1.8.  I.IOV  All 
such  petitions  or  protests  should  be  filed 
on  or  before  June  15.  1977.  Protests  will 
be  considered  by  the  Conmiission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  wiU  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  application  are  on  file  with  the  Com- 
mission and  are  available  for  public  in- 
spection 

Kenneth  F.  Plumb, 

Secretary. 

IFR  Doc  77-16502  Piled  6-9-77:8  45  am] 


[Docket  No.  ER77-397I 

LOUISVILLE   GAS   &   ELECTRIC   CO. 

Proposed  Tariff  Change 

June  6.  1977. 

Take  notice  that  Louisville  Gas  &  Elec- 
tric Company  >  Louisville »  on  May  26. 
1977.  tendered  for  filing  proposed 
changes  in  its  Interconnection  Agree- 
ment between  Louisville  and  Southern 
Indiana  Gas  and  Electric  Company 
1  Southern  Indiana'  designated  Louisville 
Gas  and  Electric  Company  FPC  Rate 
Schedule  No.  23.  LouLsville  states  that 
the  proposed  changes  would  increase  rev- 
enues from  jurisdictional  sales  and  serv- 
ice by  $123,125  based  on  the  12  months 
period  ending  March  31.  1977. 

The  purpose  of  this  filing,  according 
to  Louisville,  is  to  increase  the  demand 
charge  for  Short  Term  Power  as  set  forth 
on  Ser\  ice  Schedule  E  from  45*  per  kilo- 
watt-week to  60'-  per  kUowatt-week. 


[Docket  No.  RI77-591 

MARTIN   EXPLORATION   GO. 

Amended  Petition  for  Special  Relief 

June  6,  1977. 

Take  notice  that  on  May  26.  1977, 
Martin  Exploration  Company  'Peti- 
tioner' .  3501  North  Causeway  Boulevard. 
Suite  901,  Metairie.  Louisiana  70002.  filed 
an  amended  petition  for  special  relief  m 
the  above-captioned  docket  which 
amends  it.s  prenous  petition  filed  April 
12.  1977.-  Petitioner  now  requests  a  price 
of  $1.8012  per  Mcf  '  for  gas  sold  to  Trans- 
continental Gas  Pipeline  Corporation 
from  Martin  Well  No.  2.  Lac  Des  Alle- 
mands  Field.  St  John  The  Baptist  and 
St.  Charles  Parish.  Louisiana  pursuant 
to  Section  2  76  of  the  Commissions  Gen- 
eral Policy  and  Interpretations  tl8 
C.P.R.  2.761 . 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  should  on  or  before  June  27. 
1977,  file  with  the  Federal  Power  Com- 
mission, Washington.  D.C.  20426.  a  peti- 
tion to  inten'ene  or  a  protest  in  accord- 
ance with  the  requirements  of  tlie  Com- 
mission's Rules  of  Practice  and  Proce- 
dure <18  CFR  1.8  or  1.10'.  All  protest^ 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Any  party  wishing  to 
become  a  party  to  a  proceeding,  or  to 
participate  as  a  party  In  any  hearing 
therein,  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission's 
Rules. 

Kenneth  F.  Plumb. 

Secretary. 

IFR  Dx-  77-16500  Piled  6-9-77:8:45  am] 


(Docket  No    RP73  8     Pa.\77-9al  I 
NORTH   PENN   GAS  CO. 
Proposed  Changes  in  FPC  Gas  Tariff 
June  3,  1977. 
Take    notice    that    North    Perm    Cxas 
Company  <  North  Penni  on  May  17.  1977. 
tendered  for  filing  proE>osed  changes  in 
its  FPC  Gas  Tariff.  First  Revised  Volume 
No.  1.  pursuant  to  its  PGA  Clause  for 
rates  to  be  effective  June  1.  1977. 

North  Penn  states  that  the  proposed 
increase  in  rates  reflects  an  increase  iii 
rates  filed  by  Consolidated  Gas  Supply 
Corporation  on  April  29.  1977  and  sub- 
sequently revised  on  May  10,  1977,  to  be- 
come effective  June  1.  1977.  and  will  in- 
crease North  Perm's  jurisdictional  reve- 
nues tA-  approximately  $16  0  thousand 
annually. 

Additionally.  North  Penn  is  revising 
the  surcharge  credit  filed  April  15.  1977 
under  Section  14.3  of  Its  PGA  Clause 
The  revised  surcharge  credit  was  necessi- 
tated by  Commission  Order  dated  April 
8.  1977. 

North  Penn  is  requesting  a  waiver  of 
any  of  the  Commission's  Rules  and  Reg- 
ulations in  order  to  permit  the  proposed 
rates  to  go  into  effect  on  June  1,  1977. 

Copies  of  this  filing  were  served  upon 
North  Penn's  jurisdictional  customers,  as 
well  as  interested  state  commissions. 

Any  persons  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N.E..  Washington.  D.C.  20426,  in 
accordance  with  5§  1.8  and  1  10  of  the 
Commission's  Rviles  of  Practice  and  Pro- 
cedure '18  CFR  1.8.  1.10'.  All  such  peti- 
tions or  protests  .should  be  filed  on  or 
tx?fore  June  15.  1977.  Protests  wiU  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of  this 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  P.  Plumb. 

Secretary. 

|FR  Dor  77  16508  Filed  6-9-77:8:45  amj 


1  Notice  Lssued  April  30,  1977,  published  in 
the  Phjebal  Register. 

•The  previous  petition  was  for  $2  08  cents 
per  Mcf. 


;F>roject  No    5021 

PACIFIC   GAS   &   ELECTRIC    CO 

Issuance  of  Annual  License(s) 

JuNX  3.  1977. 
On  October  31.  1963.  Pacific  Gas  and 
Electric  Company.  Licensee  for  Druni- 
Spaulding-Summit,  Transmission  Line 
Project  No.  502.  located  in  Nevada 
County.  State  of  California,  filed  an  ap- 
plication for  surrender  of  license  pur- 
suant to  the  Federal  Power  Act  and 
Commission  Regulations  thereunder.  On 
the  same  date.  Pacific  Gas  and  Electric 
Company  filed  an  application  for  amend- 
ment of  hcense  for  Project  No.  2310.  The 
proposed  amendment  would  make  the 
Drum-Spaulding-Summlt  transmission 
line  a  part  of  Project  No.  2310,  effective 
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as  of  the  date  of  the  surrender  of  U\e 
license  for  Project  No.  502. 

The  hcense  for  Project  No.  502  wa^ 
i-ssued  effective  June  24,  1924,  for  a  period 
ending  June  23,  1974.  Since  expiration  of 
the  original  license,  the  project  ha^  been 
maintained  and  operated  under  an  an- 
nual license,  the  most  recent  of  which 
will  expire  on  June  23,  1977.  In  order  to 
authorize  the  continued  operation  and 
maintenance  of  the  project.  It  is  appro- 
priate and  in  the  public  interest  to  issue 
an  annual  liccase  to  the  Pacific  G.-..-  and 
Electric  Company. 

Take  notice  that  an  annual  license  is 
issued  to  the  Pacific  Gas  and  Electric 
Company  for  the  period  June  24,  1977.  to 
June  23.  1978.  or  uiitii  the  issuance  of  a 
new  license  for  the  project,  whichever 
comes  first,  for  the  continued  operation 
and  maintenance  of  the  Drum-Spauld- 
ing-SummJt  Transmission  Line  Project 
No.  502  subject  to  the  terms  and  con- 
ditions of  the  original  license.  Take  fur- 
ther notice  that  if  Issuance  of  a  new 
license  does  not  take  place  on  or  before 
June  23,  1978.  a  new  annual  hiense  will 
be  l.«;.<^ued  earh  year  thereafter,  effective 
June  24  of  each  year,  until  such  time 
as  a  new  license  Is  Issued,  without  further 
notice  being  given  by  the  Commi.  s;on 

Kenneth  F    Plumb 

Secretary. 

IFR  Doc  77-16509  FUed  6-9-77;8:45  am] 


[Docket  No    RP76-221 

SOUTH  GEORGIA  NATURAL  GAS  CO. 

Revision  to  Rates:  Correction 

May  25,  1977. 
In  a  notice  issued  May  13.  1977.  pub- 
lished in  the  Feder.al  Register  on  May 
19  1977.  42  FR  2,5765,  paragraph  2.  line 
'.0,  change  "March  2'i.  1977"  to  read 
•  May  23,   1977", 

Kenneth  F    Plumb. 

Secretary. 

|FRDoc.77-16515  Plied  6-9-r7;8:45  am] 


'  pr  \'«""t  No    372  1 

SOUTHERN  CALIFORNIA  EDISON  CO. 

Issuance  of  Annual  License(s) 

June  3.  1977. 

On  June  16,  1969,  tlie  Southern  C?Ji- 
fomla  Edison  Company.  Licensee  for 
Lower  Tule  River  Project  No.  372,  lo- 
cated on  the  Tule  River  In  Tulare 
County,  California,  filed  an  application 
for  a  new  licen.^e  pursuant  to  the  Fed- 
eral Power  Act  and  Commi.'^.sion  Regula- 
tions thereunder. 

The  license  for  Project  No  372  was  is- 
sued effective  December  31.  1941.  for  a 
period  ending  June  15,  1970,  Since  ex- 
piration of  the  original  license,  the  proj- 
ect has  been  maintained  and  oix^rated 
under  annual  llcen.'^es,  the  mo.^t  recent 
of  which  will  expire  on  June  15.  1977,  In 
order  to  a'lthorl/e  the  continued  opera- 


tion and  maintenance  of  the  project, 
l^ending  Commission  action  on  Licensee's 
upplicx.tlon.  it  is  appropriate  and  In  the 
public  interest  to  issue  an  annual  license 
to  the  Southern  California  Edison  Com- 
pany, 

Take  notice  that  an  annual  license  is 
Issued  to  the  Southern  Califoniia  Edison 
Company  for  the  period  June  16,  1977,  to 
June  15,  1978.  or  until  Federal  takeover, 
or  until  the  issuance  of  a  new  license  for 
the  project,  whichever  comes  first,  for 
the  continued  operation  and  mainte- 
nance of  the  Lower  Tule  Ri>er  Project 
No.  372  subject  to  the  terms  and  condi- 
tions of  the  original  licen.«e.  Take  further 
notice  that  if  Federal  takeover  or  issu- 
ance of  a  new  license  does  not  take  place 
on  or  before  June  15.  1978.  a  new  annual 
hcense  will  be  Issued  each  year  there- 
after, effective  June  16  of  each  year,  un- 
til such  time  as  Federal  takeover  takes 
place  or  a  new  license  is  issued,  without 
further  notice  being  given  by  tiie  Com- 
mission. 

Kenneth  F.  Plumb. 

Secretary. 


IFR  Doc  77-16511  Filed  6-9 


:8-45  am) 


[Docket  No    CP77-321  ] 

SOUTHERN   NATURAL  GAS  CO. 

Application;  Correction 

May    12.    1977. 

In  notice  issued  April  5,  1977,  published 
in  tlie  Ffdek.al  P^egister  on  April  12. 
1977,  42  FR  19228,  Page  19228,  2nd  para- 
graph, line  8:  Change  "33"  to  "SVa". 

Lois  D.  Cashell. 
Acting  Secretary. 

[FR  Doc  77-16516  Filed  6-9-77:8:45  am) 


ip,«-ke»  Nr>  RI7T-n 

UNITED  SPECIALTIES  CO. 

Order  Granting  Special  Relief 

June  3,  1977. 

On  October  5.  1976.  United  Specialties 
Company  <  United  > ,  filed  a  petition  for 
special  relief  in  DcKket  No.  RI77-1  pur- 
.'ruanc  Ui  §2,76'  of  the  Commission's 
Oeneral  Policy  and  Interpretations  for 
the  sale  of  gas  to  Trunkline  Gas  Ccwn- 
pany  iTnankhne)  from  the  Heard  Ranch 
Field.  Bee  County.  Texas.  Uniteds  peti- 
tion covers  all  four  working  interest 
o\™ers  in  the  subject  acreage.  United 
Ls  a  small  producer  and  was  issued  a 
small  producer  certificate  on  April  17. 
1972,  in  Docket  No.  CS72-712. 

On  Januar>-  1,  1975,  United,  as  a  result 
of  reduced  operating  pressure.  Installed 
a  two  stage  compressor.  This  unit  was 
removed  three  months  later  and  replaced 
with  a  smaller  unit  costing  $48,000.  In 
consideration  for  Unit«d's  installation  of 


these  compression  facilities,  Trunkline, 
by  contract  amendment  dated  November 
5,  1974.  agreed  to  pay  United  a  base  rate 
of  45  cents  per  Mcf  at  14.65  psia  for  the 
subject  gas.  United  coDected  this  rate* 
until  July  27,  1976,  when  the  Commission 
in  Order  No.  553  required  small  pro- 
ducers to  reduce  their  rates  to  the  ap- 
plicable just  and  reasonable  ceilings  pre- 
scribed in  Opinion  No.  742-A.-  United 
herein  seeks  a  rate  increase  to  the  45 
cents  per  Mcf  base  rate  provided  for  in 
its  November  5,  1974  contract  amend- 
ment with  Trunkline.  United  expects  lo 
maintain  average  production  at  the  cur- 
rent rat«  of  91,920  Mcf  per  year  and  esti- 
mates the  total  rem,alning  recoverable 
reserves  at  500,000  Mcf  over  a  produc- 
tion life  of  about  5.5  years. 

Notice  of  United's  petition  was  Issued 
on  October  27,  1976,  and  appeared  in  the 
Feder.'KL  Register  on  November  3,  1976. 
at  41  FR  48414.  No  petitions  to  intervene 
have  been  filed. 

Staff  has  reviewed  the  cost  informa- 
tion supplied  by  United  and  based  there- 
on has  determined  that  tiie  proposed 
rate  is  cost  justified.  Upon  consideration 
of  the  data  submitted  and  Staff  s  analy- 
sis thereof,  we  conclude  that  the  pro- 
posed rate  is  justified. 

The  Commission  finds: 

The  petition  for  special  relief  filed  by 
United  In  Docket  No,  RI77-1  meets  the 
criteria  set  forth  in  Section  2,76  of  the 
Commission's  General  Policy  and  In- 
terpretations. 

The  Commission  orders: 

(A.)  For  the  above-stated  reasons,  the 
petition  for  special  relief  filed  by  United 
in  Etocket  No.  RI77-1  is  hereby  granted 
United  is  authorized  to  collect  from 
Trunkline  a  total  rate  of  45,41875  cent-- 
per  Mcf  at  14  65  psia  for  all  pa-s  pro- 
duced from  the  subject  acerage  effective 
as  of  the  date  of  Issuance  of  this  order, 
provided  United  files  with  the  Commis- 
sion within  30  days  hereof  a  statement 
signed  by  Trunkline  that  the  remedial 
work  performed  by  United  has  been  com- 
pleted to  Trunkline's  .satisfaction. 

(B)  United  shall  file  within  30  days 
hereof  a  copy  of  its  November  5,  1974 
contract  amendment  with  Trunkline  and 
a  notice  of  change  in  rate  to  the  level 
authorized  In  Ordering  Paragraph  lA) 
above. 

By  the  Commission. 

Kenneth  F.  I*lumb, 

Secretary. 

(FR  Doc.77-16507  Filed  6-9  77:8  45  am] 


'  United's  petition  meets  the  shortened 
procedure  criteria  outlined  In  Order  No.  551, 
mlmeo  p.  3.  18  CFJI..  5  2.76(d)  (1). 


•Under  Order  No  428,  45  FPC  454  a  sniall 
producer  wm  permitted  to  collect  his  con- 
tract rate  witho-ut  refund  UabUlty. 

•  Opinion  No.  742-A.  "Opinion  and  Order 
Denying  Rehearing  and  R<-co:;s:dera::cn."  la- 
Bued  July  27. 1976. 
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[Docket  Nos.  CP74-314:  GP76-327;  CI77-5261 
EL   PASO   NATURAL  GAS    CO.    ET   AL 

Order  Instituting  Show  Cause  ''loceeding. 
Ordering  Filing  of  Evidence  and  Ordering 
Hearing 

June  3.  1977. 

This  order  arises  from  a  complaint 
filed  by  El  Paso  Natural  Gas  Company  (El 
Paso)  on  June  3.  1974.  The  Commission 
previously  responded  to  the  complaint  on 
April  8,  1976.  by  order  Deferring  Action 
on  Request  to  Show  Cause.  Denying  Mo- 
tions, and  Permitting  Inter\-ention.  After 
fui-ther  review,  other  Commission  pro- 
cedures, and  action  having  now  been 
taken  by  the  United  States  District  Court 
for  the  'Western  District  of  Texas  ithe 
basis  for  deferral  of  the  complaint  pro- 
ceedings herein)  the  Conunission  finds 
it  appropriate  to  institute  an  investiga- 
tion and  order  the  named  overriding 
royalty  interest  owners  to  show  cause 
v.hy  tliey  should  not  be  reqiiired  to  file 
rate  schedules  and  obtain  certificates  of 
public  convenience  and  necessity  in  ac- 
cordance with  Sections  4  and  "7  of  the 
Natural  Gas  Act.  We  will  also  join  as 
respondent  parties  those  suggested  by 
Noithwest  Pipeline  in  its  request  In  tliese 
proceedings  and  also  deferred  by  the 
April  8.  1976.  order. 

El  Paso's  complaint  apprised  the 
Commission  that  various  interest  owTiers 
in  gas  leases  in  the  San  Juan  Basin  area 
were  demanding  from  El  Paso  increased 
payments  allegedlj'  in  violation  of  Sec- 
tions 4  and  7  of  U\e  Natural  Gas  Act,  for 
gas  produced.  El  Paso's  complaint  re- 
quested that  the  Commis.sion  issue  an 
order  requiring  tliose  interest  owners, 
and  others  who  may  be  ailected,  to  show 
cause  why  they  should  not  be  required 
to  file  rate  schedules  and  obtain  certifi- 
cates of  public  convenience  and  necessity 
in  accordance  with  Sections  4  and  7  of 
the  Natural  Gas  Act. 

The  overridiiig  royalty  interests  in 
question  were  created  pursuant  to  con- 
tracts entered  into  between  El  Paso  and 
the  interest  owners  or  their  predeces- 
sors-in-interest  in  the  early  and  middle 
1950's.  Under  these  contracts,  called  Oil 
and  Gas  Lease  Sale  Agreements  (GL.\'s) , 
El  Paso  obtained  gas  producing  acreage 
and,  in  return,  the  persons  transferring 
the  acreage  reserved  interests  denomi- 
nated in  the  contracts  as  an  "overriding 
royalty"  or  as  a  "production  payment". 
Tlie  owners  of  these  interests  have  re- 
ceived regular  payments  on  an  Mcf  basis 
when  and  as  tlie  gas  has  been  produced 
over  the  years. 

In  1973.  one  of  the  intere.^t  holders. 
Sun  Oil  Company  (Sun>  demanded  an 
increase  in  the  10  cents  per  Mcf  rate  it 
was  then  being  paid.  'When  El  Pa-:o  and 
Sun  were  unable  to  agree  upon  a  new 
rate.  Sun  invoked  the  arbitration  provi- 
sions of  tlie  contract  and  obtained  an 


arbitration  award  of  40  cents  per  Mcf. 
Subsequently,  other  interest  owners  de- 
manded arbitration,  sought  favored  na- 
tions treatment  or  invoked  other  types 
of  price  provisions  in  their  contracts  with 
El  Paso.  El  Paso  objected,  and  litigation 
instituted  by  certain  interest  holders,  in- 
cluding Sun.  ensued. 

Be.-:ides  the  complaint  filed  with  this 
Commission,  El  Paso  alao  filed  suit  in  the 
United  States  District  Court  for  the  Dis- 
trict of  Columbia.  Tho?e  suits  were  con- 
solidated and  transferred  to  the  United 
States  District  Court  for  the  Western 
District  of  Texas,  Midland-Odessa  Di\1- 
sion.'  In  those  proceedings.  El  Paso 
sought  to  enjoin  certain  royalty  interest 
owners  from  demanding  and  collecting 
amoimts  in  excess  of  a  rate  determined 
by  the  Federal  Power  Commission  to  be 
fair  and  reasonable  on  the  grounds  the 
overriding  royalty  owners  arc  in  actuali- 
ty selling  gas  to  El  Paso  in  interstate 
commerce.  On  January  28,  1977,  the  Dis- 
trict Court  dismissed  the  case  for  want 
of  jurisdiction  over  the  subject  matter 
after  determining  that  none  of  the 
agreements  before  it  was  the  economic 
equivalent  of  a  gas  sale  contract  and 
therefore  tlie  transfer  of  leases  did  not 
constitute  a  sale  for  resale  witliin  tlie 
meaning  of  the  Natural  Oo-s  Act  and  that 
the  defendant's  failure  to  seek  certifica- 
tion from  the  Commission  does  not 
therefore  constitute  a  violation  of  the 
Natural  Gas  Act. 

In  deferring  these  proceedings  on 
April  8,  1976,  the  Commission  stated  it 
was  cognizant  of  the  proceedings  in  the 
District  Court  and  that  it  "would  not 
contribute  to  an  orderly  resolution  of 
the  issues  if  at  tills  stage  the  Commis- 
sion commenced  a  separate  concurrent 
proceeding  v^ithout  benefit  of  the  District 
Court's  decision".  (Mimeo.  p.  7).  The 
decision  of  the  District  Court  having 
been  rendered,  it  is  now  necessary  to 
reconsider  El  Paso's  complaint 

El  Paso  seeks  to  invoke  Conmiisson 
action  pursuant  to  tlie  Commission  regu- 
latory responsibility  over  producer  sales. 
The  Commission  has  jurisdiction  to  de- 
cide whether  it  has  jurisdiction  over  the 
transactions  in  issue  pursuant  to  El 
Paso's  complaint.  See  Ashland  Oil  & 
Refining  Co.  v.  FJ'.C,  421  F.  2d  17  iCA6, 
1970)  where  the  Court  approved  a  dec- 
laratory order  of  the  CommiSv^ion  not- 
withstanding a  pending  suit  in  a  District 
Court  and  held  tlie  doctrine  of  primary 
jurisdiction  was  not  involved  as  that 
doctrine  apphes  to  matters  orignally 
cognizable  in  the  Courts  but  deferred 
to  an  agency  because  expertise  and 
specialized  knowledge  are  required  for 
their  resolution.  See  also,  J.  M.  Iluber 
Corp.  V.  Denman.  367  F.  2d  104  '5tli  Cir. 
1966" ,  and  Weymouth  v.  Colorado  Inter- 


state Gas  Co.   367   F.   2d   84    (5th   Cir. 
19661  • 

An  additional  factor  requires  that  we 
consider  and  set  down  for  hearin:?  E3 
Paso's  complaint  at  this  time.  On  Feb- 
ruar>-  16,  1977,  this  Commission  in  a 
group  of  consolidated  rate  proceedings 
involving  El  Paso,  adopted  a  settlement 
proposiil  with  regard  to  the  overriding 
royalty  payments  herein.*  That  order 
permitted  El  Paso  to  include  in  its  cast 
of  ser\1ce  for  the  dockets  included  herein 
amoimts  r^ald  to  owners  of  "special  over- 
riding royalty  interests"  pursuant  to  set- 
tlement agreements  reached  with  these 
owners  in  October  and  November  of  1974. 
El  Paso's  settlement  agreement  with  the 
overriding  royalty  o\\ners  provides  that 
El  Paso  would  pay  an  overriding  royalty 
of  40  cents  per  Mcf  from  June  1 ,  1974  un- 
til changed,  and  redetermined  each  sub- 
sequent June  1.  as  seven  cents  per  Mcf 
less  than  the  highest  base  rate,  adjusted 
for  Btu,  allowed  by  the  Federal  Power 
Commission  for  gas  produced  from  areas 
where  El  Paso's  pipeline  system  in  the 
lower  48  states  Is  located.  Only  rates  of 
general  applicability  for  conventional 
contracts  are  to  be  considered. 

The  Commission's  order  on  February 
16.  1977,  determined  that  El  Paso  had 
acted  reasonably  and  prudently  in  enter- 
ing Into  the  overriding  royalty  agree- 
ments in  the  early  1950's  and  further 
that  its  settlement  agreements  with  the 
overriding  royalty  interest  owners  in  late 
1974  were  likewise  reasonable  and  pru- 
dent. The  Commission  therefore  con- 
cluded that  it  was  just  and  reason- 
able, subject  to  the  provisions  of  the 
settlement  agreement  discussed  below, 
for  El  Paso  to  collect  from  its  customers 
the  amoimts  paid  to  the  overriding  roy- 
alty owners  pursuant  to  the  1974  settle- 
ment agreement. 

However,  in  approving  Uie  rates  pro- 
posed by  El  Paso,  the  Commission  noted 
the  settlements  between  El  Paso  and  the 
overriding  royalty  owners  provided  that 
El  Paso  has  the  right  to  continue  litigat- 
ing tlie  question  of  tlie  Commission's  jur- 
isdiction over  the  overriding  royalty- 
owner  pajTnents,  Thus,  any  amomits  paid 
the  royalty  o\)i-ners  by  El  Paso  are  sub- 
ject to  further  order  of  this  Commission 
on  the  question  of  jurisdiction;  and  if 
the  overriding  royalty  interests  are  held 
to  be  jurisdictional.  El  Paso  will  file  ap- 
propriate rate  reductions  to  flow  back 
through  to  its  customers  an>'  amounts 
ordered  returned  to  El  Paso  from  the 
overriding  royalty  ov,ners.  This  caveat 
in  the  settlement,  coupled  with  the  is- 


'  The  person.'  listed  In  .Appendices  .A  and 
B  filed  as  part  of  the  original  document,  !n 
addition  to  Sun  Oil  Company  are  here-by 
designated   Respondents  In   this  show  cause 

proceeding. 


>£!  Paso  yatvral  Ga^  Co  v  Sun  O:',  Co. 
et  al.,  U.S.  DLstnct  Court  for  the  West,ern 
District  of  Texas.  Midland-Odessa  Division. 
Docket  No  MO  74<;a-57,  de'::ided  Jan.iiary 
28,  1977,  appeal  docketed.  El  Pa^o  Saturai 
Gas  Co..  et  al.  v.  Sun  Oil  Co.,  et  al.,  5th.  Cir. 
No.  77-1762, 


'El  Pa."50  filed  a  motion  before  the  US 
District  Court  on  June  3,  1974,  for  aji  order 
of  reference  to  this  Commission  on  the 
question  of  Jurisdiction.  That  Court  did 
not  act  upon  the  motion  and  a  alxnUar 
motion   is  now  pending  with  the  Court  ol 

'  PI  Paso  Satwal  Gas  Co  .  Docket  Noe. 
RP72-150  I  Rat*  Design),  et  al..  Order  Affirm- 
ing Initial  Decision.  Adopting  Settlement 
Proposal  and  Reversing  Initial  Decision  On 
Rate  Design  Complaint,  Issued  February  16, 
1977. 
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suance  of  the  District  Court's  decision  in 
Texas,  makes  ripe  for  Commission  action 
El  Paso's  complaint  in  this  Docket  No 
CP74-314. 

El  Paso's  complaint  states  that  the 
controlling  question  for  the  Commission 
is  whether  or  not  the  contractual  ar- 
rangements between  El  Paso  and  the 
overriding  royalty  interest  owners 
amount  in  economic  reality  to  sales  of 
gas  in  interstate  commerce  for  resale, 
subject  to  the  Commission's  regulatory 
authority,  w^hen  the  interest  holders  de- 
mand payment  on  a  unit  amount  per  Mcf 
when  and  as  the  gas  is  produced  which 
compensates  the  interest  holders  in  an 
amount  equal  to  the  highest  price  that 
can  be  obtained  without  regard  to  fed- 
eral regulation.  It  further  contends  res- 
olution of  the  issue  requires  application 
of  the  Supreme  Court's  decision  in  the 
"Rayne  Field"  case.  United  Gas  Im- 
provement Co.  V.  Continental  Oil  Co.. 
381  U.S.  392  a965' 

The  due  date  for  comments  on  El 
Paso's  complaint  was  September  3,  1974. 
Several  petitions  to  intervene,  together 
with  answers  and  protests,  were  received 
from  several  parties  enumerated  in  the 
Commission's  April  8,  1976.  order.  Those 
parties  petitioning  to  intervene  were 
granted  intervention  by  that  order. 

The  order  of  April  8,  1976,  also  noted 
the  filing  by  Northwest  Pipeline  Cor- 
poration on  December  12,  1975.  of  a  sup- 
plemental petition  for  leave  to  intervene. 
It  pointed  out  there-  are  12  agreements 
applicable  to  seven  royalty  owners  which 
as  a  result  of  the  divestiture  of  North- 
west from  El  Paso  were  assigned  to 
Northwest,  and  which  provide  for  special 
overridmg  royalty  interest  payments  on 
Northwests  system.  Northwest  asks  that 
the  Commission  include  not  only  Mobil, 
who  is  an  iiitervenor.  but  also  Amoco 
Production  Company.  Atlantic  Richfield 
Company,  and  Phillips  Petroletmi  Com- 
imny  as  respondent*;  in  any  sliow  cause 
proceeding  The  April  8.  1976.  order 
noted  that  Northwest's  supplemental 
petition  will  be  considered  as  though 
Northwest  had  filed  a  complaint  similar 
to  that  of  El  Paso,  and  it  was  given  the 
docket  number  CP76-327  by  that  order. 
Because  Northwest  together  with  El  Paso 
has  raised  i.ssues  which  the  Commission 
now  finds  should  be  considered  through 
appropriate  procedures,  we  will  join  the 
royalty  owners  listed  by  Northwest  to- 
gether with  the  royalty  owners  listed  by 
El  Paso  in  it.s  complaint  as  parties  and 
respondents  to  this  show  cau.'-e  order. 

El  Paso's  complaint  raises  sufficient 
questions  of  fact  and  law  to  require  that 
the  Commi.s6ion  undertake  a  show  cause 
proceeding  against  the  respondent  over- 
riding rovalty  interest  owners  Under  El 
Paso's  GLA's.  El  Paso  obtained  substan- 
tial gas  producing  acreage  in  return  for 
an  overriding  royalty  or  a  production 
payment.  The  contracts  specified  the 
exact  level  of  payments  on  accoimt  of 
the  re.served  Interests  for  a  fixed  term 
of  years.  During  this  fixed  term,  the  level 
of  payments  periodically  escalated;  the 
highest  level  of  escalated  payment  was 
10  cents  per  Mcf  The  contracts  further 
provided  that  following  the  fixed  term. 


the  level  of  payment  was  subject  to  re- 
negotiation each  five  years,  and  in  the 
absence  of  agreement,  the  level  of  pay- 
ment would  be  fixed  by  arbitration  to 
be  decided  by  the  "value  of  the  gas  at 
the  wellhead  ".  Initially,  when  the  fixed 
terms  first  expired  in  the  1960's,  El  Paso 
was  successful  in  continuing  the  pay- 
ments at  the  rate  of  10  cents  per  Mcf. 
However,  in  1973  Sim  Oil  demanded  an 
increase  in  the  10  cent  per  Mcf  rate  and 
obtained  an  arbitration  award  of  40 
cents  per  Mcf.  Subsequently,  other  in- 
terest owners  making  demands  sought 
production  payments  equal  to  the  high- 
est price  paid  to  producers  in  the  un- 
regulated market.  El  Paso  points  out 
this  ignores  the  interstate  nature  of  the 
transaction  contemplated  by  the  parties 
in  their  contracts  and  falls  to  account 
for  producer  price  regulation  by  this 
Commission. 

After  EI  Paso's  petition,  the  settlement 
with  the  overriding  royalty  owners,  noted 
above,  placed  a  limitation  on  El  Paso's 
payment  to  the  overriding  royalty  owners 
of  seven  cents  less  than  the  highest  rate 
permitted  by  the  Commission  for  juris- 
dictional sales  of  natural  gas.  The  effect 
is,  nevertheless,  to  provide  for  the  over- 
riding royalty  owners,  alone,  amounts 
well  in  excess  of  what  would  othei-wise  be 
the  applicable  ceiling  rate  for  most  of  the 
gas — the  flowing  gas  rate  in  the  San 
Juan  Basin  established  by  the  Commis- 
sion in  Rocky  Mountain  Area  Rate  Pro- 
ceeding, Opinion  No.  658.  49  FPC  924 
1 1973".  El  Paso's  complaint  therefore 
raises  the  factual  and  legal  issue  of 
whether  or  not  the  overriding  royalty 
o\'u?v<  tran.sactions  must  be  \;fcd  ni 
economic  effect  as  a  sale  of  natural  u-ir^  m 
interstate  commerce  subject  to  the  juris- 
diction of  this  Commission.  As  noted  by 
Northwest's  supplemental  petition,  the 
issues  with  respect  to  its  overriding 
royalty  interest  owners  are  the  same;  al- 
though with  respect  to  Northwest  no  out- 
standing settlement  agreement  has  been 
reached  between  Northwest  and  its  over- 
riding royalty  interest  owners  and  North- 
west has  not  been  permitted  by  this  Com- 
mi.ssion  to  either  collect  or  retain  similar 
amounts  for  potential  overriding  royalty 
interest  owner  payments. 

El  Paso's  complaint  lists  35  oil  and  ga5 
lease  agreements  which  are  subject  to  in- 
creased overriding  royalty  payments.  Of 
those,  according  to  the  complaint.  Inter- 
est owners  have  demanded  increased  pay- 
ments in  14  agreements,  while  the  re- 
maining interest  owners  with  respect  to 
the  21  remaining  agreements  have  not 
yet  demanded  increased  payments.  Like- 
wise. Northwest's  supplemental  petition 
notes  there  are  12  agreements  applicable 
to  seven  royalty  owTiers  which,  as  a  re- 
sult of  El  Paso's  divestiture,  have  been 
assigned  to  Northwest  and  which  provide 
for  special  overriding  royalty  Interest 
payments  on  Northwest's  system.  PYom 
Northwest's  flhng.  it  appears  that  In  at 
least  nine  of  the  12  agreements,  the  In- 
terest owners  have  demanded  increased 
royalty  payments  as  of  the  time  of  Its 
supplemental  petition  filed  December  12, 
1975. 

Although  in  previous  years  the  remu- 
neration to  the  overriding  royalty  Inter- 


est owners  for  the  transfer  of  these 
leases  was  based  on  a  cents  per  Mcf 
basis,  the  sudden  upsurge  in  the  valua- 
tion, based  again  on  the  market  value 
of  the  gas,  raises  the  question  whether 
these  overriding  royalty  interest  owners 
are  charging  El  Paso  a  rate  that  must  be 
regulated  by  this  Commission  and  wheth- 
er or  not  it  falls  within  the  purview 
and  intent  of  the  Natural  Gas  Act. 
Clearly,  if  these  sales  are  in  fact  juris- 
dictional, the  Commission  is  under  an 
obligation  to  assert  jurisdiction  over 
"these  transactions  to  assure  that  the 
supply  of  gas  provided  from  these  leases 
will  be  provided  to  the  consumer  at  the 
lowest  reasonable  rate.  Currently,  the 
price  demanded  and  the  price  received 
is  higher  than  the  price  that  a  juris- 
dictional producer  may  receive  for  gas 
of  the  same  vintage. 

The  primary  question  to  be  determined 
in  this  show  cause  proceeding  Is  whether 
these  overriding  royalty  interest  owners, 
particularly  those  wlio  have  demanded 
payments  based  on  the  market  value  of 
the  gas,  ai"e  in  fact  undertaking  a  jur- 
isdictional sale  of  gas  in  interstate  com- 
merce. The  test  recognized  by  the  Su- 
preme Court  and  set  forth  in  the  "Rayne 
Field"  case  supra,  is  that  control  over  the 
incidents  of  sale  is  required.  Thus  in  this 
case,  did  the  overriding  royalty  interest 
owners  have  control  over  the  incidents 
of  the  sale  when  they  undertook  to  trans- 
fer their  oil  and  gas  leases  to  El  Paso? 
In  other  words:  did  they  inter  alia,  have 
control  over  the  price  at  which  tlie  gas 
was  being  sold  or  would  be  sold  in  inter- 
state commerce,  the  quantity  of  gas  sold 
in  interstate  commerce  and  the  identity 
of  the  purchaser  of  the  gas  sold  in  inter- 
state   commerce?    Unlike    the    typical 
royalty  owner  case,  the  royalty  owners 
here  are  unique  in  that  they,  under  the 
terms  of  their  contract,  hold  royalties 
of  100  percent  of  market  price,  leaving 
the  producer  operator.  El  Paso,  to  ab- 
sorb the  production  cost  of  the  gas.  The 
existence    of     favored     nation     clauses 
within  a  contract  is  also  deemed  an  in- 
cident of  sale  and  in  this  case  was  ap- 
parently a  negotiated  part  of  the  over- 
riding    royalty      interest     transaction. 
Take-or-pay  clauses  are  also  an  incident 
of  sale  and  are  present  here,  at  least  in 
the  Delhi   lease   attached   to  El   Paso's 
complaint.  The  overriding  royalty  own- 
e  s  here  also  had  control  of  the  identity 
of   the  purchaser.   They   in   fact   nego- 
tiated with  El  Paso,  so  they  were  aware 
that  El  Paso  would  be  producing  this 
gas  and  selling  it  in  interstate  commerce 
at  the  time  of  the  negotiated  working  in- 
terest contracts.  Also  significant  is  the 
degree    of    development    of    the    field";. 
Neverthel&ss.  even  relatively  low  develop- 
ment is  not  necessarily   dispasitive,   or 
may  not  be.  where  the  reserves  trans- 
ferred were  known  or  estimated  reason- 
ably accurately. 

Also  significant  is  the  possibility  that 
the  Commi,ssion  is  faced  with  a  regula- 
tory gap  in  dealing  with  these  particular 
overriding  royalty  interest  owners.  Such 
questions  of  fact  must  be  considered  to 
the  hearing  here  ordered  to  determtne 
whether  or  not  the  overriding  royalty 
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owners  are  to  fact  tmdertaklng  a  Juris- 
dictional sale  in  Interstate  commerce,  or, 
alternatively,  whether  they  commenced 
undertaking  a  jurisdictional  sale  In  in- 
terstate commerce  at  such  time  as  they 
demanded  and  received  a  value  based 
upon  the  market  price  of  the  gas  rather 
than  a  fixed  price  per  Mcf  of  gas  pro- 
duced. 

This  order  shall  also  apply  to  any  over- 
riding royalty  interest  owners  listed  by 
El  Paso  or  Northwest  who  were  involved 
in  oil  and  gas  lease  sale  agreements 
which  were  the  subject  of  the  Commis- 
sion's William  G  'Webb  order.  Opinion 
642,  49  FPC  17  (1973'.  It  will  be  neces- 
sary for  those  overriding  rojTilty  interest 
owmers  to  show  cause  <if  any  there  be> 
why  the  overriding  royalty  interest  pay- 
ments based  on  the  value  of  the  gas.  the 
rights  to  which  they  have  retained,  are 
not  jurisdictional  sales,  even  though 
those  owners  have  previously  received 
abandonment  authority  from  this  Com- 
mission to  abandon  the  facilities  and 
sales  of  gas  which  they  had  been  au- 
thorized to  make  to  El  Paso.  The  collec- 
tion by  the  'Webb  overriding  royalty  in- 
terest owners  may  be  a  receipt  of 
amounts  for  a  sale  that  is  different  and 
separate  from  that  for  which  they  re- 
ceived the  abandonment  authority.  The 
Commission  did  not  consider  at  that 
time  whether  the  continuing  production 
pa\Tnent  Itself  wa-s  a  sale.  More  particu- 
larly, it  did  not  view  the  overriding  roy- 
alty interest  payment  in  hght  of  the 
changed  circumstances  of  t-oday  such  as 
the  demands  by  the  overriding  royalty 
owners  for  incrca.sed  pa\Tnents  to  mar- 
ket value  levels. 

We  will  at  this  time  also  undertake  an 
investigation  into  the  .second  question  of 
this  proceeding  That  is:  Assuming  any 
or  all  or  a  portion  of  the  overriding  roy- 
alty interest  pavments  in  the  past  are  or 
have  been  jurisdictional,  then  what  rem- 
edy should  be  ordered  by  the  Commission 
for  past  and  future  periods.  Further,  the 
remedy  would  be  determined  to  some  ex- 
tent by  the  decision  as  to  when  the  over- 
riding royalty  pa^'ment  became  jurisdic- 
tional. Thus,  relief  might  be  granted  from 
the  inception  of  the  contracts  or  merely 
from  the  termination  of  the  fixed  rate 
term  In  the  1960's.  or  upon  the  com- 
mencement of  pa\Tnents  in  excess  of  the 
fixed  rate  by  El  Paso  pursuant  to  the 
settlement  agreements.  Tlie  proceedings 
should  explore  the  question  of  the  appro- 
priate rate  that  the  overriding  royalty 
interest  owners  ought  to  have  received 
from  tlie  pipelines  and  what  if  any 
amounts  must  be  paid  back  to  El  Paso 
and  Northwest.  If  the  overriding  royalty 
owners  are  undertaking  jurisdictional 
sales  should  they  be  placed  in  the  same 
position  as  a  producer  selling  under  a 
conventional  contract,  as  in  Ra\Tie  Field, 
to  assure  the  total  cost  to  the  consumer 
is  no  greater  than  the  appropriate  ceil- 
ing rates  from  the  inception  of  deliv- 
eries,' or  should  they  be  treated  as  roy- 


alty owners  and  limited  to  no  more  than 
a  standard  royalty  owner's  share  of  the 
applicable  ceiUng  for  such  gas  during 
that  period.  Alternatively,  if  the  sales  are 
deemed  jurisdictional  only  upon  the  re- 
ceipt of  increased  pa>-ments,  then  should 
those  payments  be  based  on  the  appro- 
priate ceiling  rate  only  from  that  time 
forward,  unadjusted,  or  "conventional- 
ized'"  or  offset  only  by  El  Paso's  produc- 
tion and  Northwest's  production  costs  or 
should  the  amounts  be  limited  to  no  more 
than  a  standard  royalty  owner's  share  of 
the  apphcable  ceiling  for  such  gas. 

El  Paso  contends  similar  oil  and  gas 
lease  sale  agreements  were  entered  into 
by  Pacific  Northwest  Pipeline  Coi-pora- 
tion  prior  to  its  merger  with  El  Paso. 
Although  El  Paso  has  divested  itself  of  all 
such  agreements,  it  is  still  liable  for 
sums  foimd  due  for  purchases  from  over- 
riding royalty  owTiers  prior  t6  divesti- 
ture. El  Paso  says  the  identities  of  such 
lease  owners  can  be  ascertained  from 
Northwest  Pipeline  Corporation,  the  di- 
vested corporation.  Northwest  Pipeline  is 
an  intervenor  in  these  proceedings  and 
we  will  direct  Northwest  to  submit  the 
same  information  with  respect  to  its 
lease  agreements  which  we  direct  El  Paso 
to  submit. 

It  is  necessary  that  El  Paso  and  North- 
west file  with  the  Commission,  as  directed 
below,  copies  of  each  Oil  and  Gas  Lease 
Sale  Agreement  listed  In  their  filings  re- 
lating to  both  interest  owners  who  have, 
and  those  who  have  not,  demanded 
higher  payments  from  El  Paso  and 
Northwest  pursuant  to  those  contracts.' 
El  Paso  and  Northwest  should  also  pro- 
vide for  the  record  a  tabulation  of  those 
leases  indicating  their  position  concern- 
ing the  Commission's  jurisdiction  with 
respect  to  each  such  contract,  together 
with  the  potential  jurisdictional  charac- 
teristics of  each;  such  as.  but  not  neces- 
sarily limited  tliereto,  whether  it 
contains  a  favored -nations  clause,  a  take- 
or-pay  formula,  the  percent  of  develop- 
ment of  the  related  reservoir,  or  field  at 
the  time  of  the  lease,  the  pricing-mecha- 
nlsm^whether  market  or  fixed,  and  any 
restrictions  upon  El  Paso  or  Northwest 
subject  to  the  overridiiig  royalty  owners 
approval.  In  addition,  consistent  witli  El 
Paso's  request.  El  Paso  and  Northwest 
should  provide  for  the  record  in  proper 
evidentiary,  form  any  and  all  informa- 
tion they  hold  relating  to  the  negotia- 
tions, the  factual  setting  and  the  original 
intent  of  the  parties  to  those  contracts 
and  any  and  all  other  matters  which  they 


•The  celling  rates  far  the  area  have,  of 
course,  varied  over  the  years.  Presently,  th« 
celling  rate  applicable  for  sales  from  wells 
commenced  prior  to  Jemuary  1,  1973.  with  cer- 


tain exceptions,  Is  set  forth  in  Section  2.56B 
of  the  Commission's  Rules.  18  CFR  2.56B. 
See  Just  and  Reasonable  National  Rates  For 
Sales  of  Natural  Gas  Prom  Wells  Commenced 
Prior  to  January  1,  1973.  Opinion  No.  749, 
issued  December  31,  1975.  as  modified.  Opin- 
ion No.  749-A,  Issued  February  27,  1976,  Opin- 
ion No.  749-B.  Issued  March  31,  1976.  Previous 
Rules  setting  out  ceiling  rates  for  this  Rocky 
Mountain  Area  were  set  forth  at  18  CFR 
2.56(a) .  as  modified  by  Opinion  Nos.  770  and 
77(>-A,  and  154.109(b). 

•  Northwest  has  not  provided  the  Commis- 
sion a  list  of  those  royalty  owners  who  have 
not  denoanded  higher  paymentfi. 


believe  are  necessary  and  relevant  to  the 
determination  of  this  Commission's 
jurisdiction  over  such  sales.  El  Paso,  and 
other  parties  should  also  direct  Uiem- 
i  elves  to  the  question  of  what  action 
should  be  taken  by  the  Commission  if 
jurisdiction  exists. 

The  Commission  finds:  It  is  necessary 
and  premier  to  institute  a  formal  tovesti- 
gation  and  show  cause  proceeding  pur- 
suant, to  the  Natural  Gas  Act.  par- 
ticularly Section  14  of  the  Natural  Gas 
Act.  into  tlie  matters  set  forth  above  to 
determine  whether  this  Commission  has 
jurisdiction  pursuant  to  the  Natural  Gas 
Act  over  OU  and  Gas  Lease  Sale  Agree- 
ments referred  to  above  in  order  to  aid 
in  the  enforcement  of  the  provisions  of 
the  Natural  Gas  Act  or  In  prescribing 
rules  or  regulations  thereunder.'dr  In  ob- 
taining information  to  serve  as  a  basis 
for  recommending  further  legislation  to 
Congress. 

The  Commission  orders :  (Ai  Pursuant 
to  the  provisions  of  the  Natural  Gas  Act, 
particularly  Sections  4,  5,  7,  8.  14.  and 
16  thereof,  and  pursuant  to  the  Commis- 
sion's Rules  of  Practice  and  Procedure 
and  the  Regulations  Under  the  Natural 
Gas  Act.  a  public  hearing  shall  be  con- 
vened in  a  hearing  room  of  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N.E.,  Washington,  D.C.  20426, 
wherein  pursuant  to  this  Investigation 
and  show  cause  order  the  Respondent 
overriding  royalty  interest  owners  shall 
show  cause  and  El  Paso  Natural  Gm 
Company  and  Northwest  Pipeline  Cor- 
poration ."^hall  provide  the  Information  as 
indicated  in  the  body  of  this  order  to 
enable  the  Commission  to  determine  the 
jurisdictional  nature  of  the  relevant  OU 
and  Gas  Lease  Sale  Agreements  and  such 
other  actions  as  may  be  required  by  the 
Commission  in  the  public  Interest. 

<B)  El  Paso  Natural  Gas  Company  and 
Northwest  Pipeline  Corporation  shall  file 
with  the  Commission  on  or  before  June 
27,  1977,  copies  of  each  oil  and  gas  lease 
sale  agreement  referred  to  in  their 
complaints. 

<C)  El  Paso  Natural  Gas  Company, 
Nortliwest  Pipeline  Corporation,  and  any 
other  Interv^enors  In  support  of  the 
Commission's  jurisdiction  over  the  Oil 
and  Gas  Lease  Sale  Agreements,  shall 
file  their  evidence  directed  In  paragraph 
<A».  above,  on  or  before  July  15,  1977, 
as  well  as  such  other  evidence  they  may 
wish  to  present. 

(D)  The  Respondents  and  any  Inter- 
venors  in  their  support  and  the  staff 
shall  file  their  evidence  In  this  proceeding 
on  or  before  August  19,  1977.  and  the 
burden  of  proof  shall  be  on  the  Re- 
spondents herein  to  show  cause,  if  any 
there  be,  why  they  should  not  be  re- 
quired to  file  rate  schedules  and  obtain 
certificates  of  public  convenience  and 
necessity  in  accordance  with  Sections  4 
and  7  of  the  Natural  Gas  Act. 

iE>  All  parties  and  the  staff  shall  file 
answering  evidence  on  or  before  Sep- 
tember 16.  1977. 

(P)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  pur- 
pose   (See  Delegation   of  Authority.    18 
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CFR  3.5 (d I  )  shall  preside  at  the  hear- 
ing in  this  proceeding,  with  authority  to 
establish  and  change  all  procedural 
dates,  and  to  rule  on  all  motions  (with 
the  sole  exceptions  of  petitions  to  inter- 
vene, motions  to  consolidate  and  sever. 
and  motions  to  dismiss,  as  provided  for 
m  the  Rules  of  Practice  and  Procedure  • . 

iG'  The  presiding  Administrative 
Law  Judge  shall  preside  at  a  pre-hearing 
conference  to  be  held  on  SepUnnber  27, 
1977,  at  10:00  ajn..  In  a  hearing  room 
at  the  address  noted  in  Ordering  Para- 
graph (Ai . 

I  H>  The  Secretary  shall  cause  prompt 
publication  of  this  order  In  the  Federal 
Register. 

By  the  Commission. 

Kenneth  F  Plumb, 
Secretary. 

|FR  Doc.77-16605  Piled  6-9-77,8  45  ami 


FEDERAL   RESERVE   SYSTEM 

BANKAMERICA  CORP 

Order  Approving  Continuation  of  Data 
Processing  Activities  Through  Finance- 
Ajnerica 

BankAmerica  Corporation,  San  Fran- 
cisco. California,  a  bank  holding  com- 
pany within  the  meaning  of  the  Bajik 
Holding  Company  Act  (''Acft.  has  ap- 
plied for  the  Board's  approval,  under 
section  4ic>i8i  of  the  Act  '12  U.S.C. 
1843(c)  <8>. I  and  §  225.4' b><2i  of  the 
Board's  Regulation  Y  (12  CFR  225A<h> 
(2)).  to  continue  to  engage  In  data 
processing  activities  tlirough  lus  wholly- 
owned  sub.sldiao-.  FlnanceAmerica  Cor- 
poration. Allentown,  Pennsylvania 
(•FAC'i  Applicant  proposes  that  FAC 
continue  to  engage  in  tlie  activities  of 
providing  bookkeeping  and  data  process- 
mg  activities  for  the  mt^rnal  operations 
of  Applicants  direct  and  Indirect  sub- 
sidiaries, and  storing  and  processing 
banking.  fUianclal  or  related  economic 
data,  for  cerUln  insurance  underwriting 
companies  i  collectively  referred  to  as  the 
"Stiiyvesant  group"'.'  Such  activities 
have  been  determined  by  the  Board  to 
b€  closely  related  to  banking  ■  12  CFR 
225. 4ia)  (8i  '  . 

Notice  of  the  application  affording  op- 
portunity for  Interested  person.s  to  sub- 
mit comnients  and  views  on  the  public 
mt^erest  factors,  has  been  duly  published 
1 42  FR  17524'  The  time  for  filing  com- 
ments and  views  has  expired,  and  the 
Board  has  considered  the  application  and 
all  comments  received  in  the  light  of  the 
public  Intere.sl  factors  set  forth  in  section 
4ic)(8'  of  the  Act  (12  USC  1843ic> 
i8i  > . 

Applicant  is  a  one-bank  holding  com- 
panv  controlling  the  largest  commercial 
bank  In  the  world.  Bank  of  America 
NT&S.^.  San  Francisco,  California  As  of 
December   31.    1976,    Bank    of   America 


NT&SA  held  total  domestic  deposits  o* 
approximately  $33.5  billion,  representing 
37.7  per  cent  of  total  deposits  In  commer- 
cial banks  In  the  State  of  California,  and 
total  foreign  deposits  of  approximately 
$27.9  billion.  Applicant  also  controls  non- 
banking  subsidiaries  primarily  engaged 
in  providing  data  processing  ■  services, 
leasing  activities,  investment  advisory 
services,  the  sale  and  underwriting  of 
credit-related  Insurance,  the  sale  and  is- 
suance of  travelers'  checks,  and  mortgage 
banking 

By  Order  dated  August  14,  1973,  the 
Board  approved,  subject  to  certain  con- 
ditions. Applicant's  proposal  to  acquire 
shares  of  GAC  Fiiiance,  Inc..  Allentown, 
Pennsylvania  ("Finance").  As  a  sub- 
sidiary of  Applicant,  Finance  was  re- 
named FlnanceAmerica  Corporation. 
FAC  Is  lawfully  engaged  in  the  activities 
of  making  direct  loans  to  consumers; 
purchasing  sales  financing  paper;  fi- 
nancing inventories;  servicing  receiv- 
ables arising  from  Inventory  financing 
by  certain  manufacturers;  and  selling 
credit-related  Insurance  to  Its  direct  con- 
sumer borrowers.  Prior  to  the  acquisition 
of  Finance  by  Applicant  on  January  1, 
1974.  Finance  owned,  and  provided  data 
processing  services  to.  the  Stuyvesant 
group,  which  was  sold  to  H.  F.  Ahmanson 
it  Company,  Los  Angeles.  California  on 
the  same  date.  As  part  of  the  terms  of 
that  sale.  Finance  committed  to  continue 
to  provide  the  Stuyvesant  group  with 
data  processing  services.  While  the  par- 
ticular services  provided  to  the  Stuyve- 
sant group  appear  to  be  within  the  scope 
of  data  processing  activities  that  bank 
holding  companies  may  perform  under 
the  Board's  Regulation  Y,  Applicant  had 
not  sought  the  Board's  prior  approval  to 
engage  in  the  provision  of  such  services.' 


'The  companies  are  Tlie  Stuyvesant  In- 
■iurance  Company.  Stuyvei;.%nt  Life  In.surance 
Company.  Trans-Oceanic  Life  Insurance 
Company,  and  National  American  In.<ruranc© 
Company  of  New  York,  all  of  whirh  are 
headquartered  In  Allentown,  Pennsv!vanift 


»  Section  4  of  the  Act  and  §  225  4  of  Regu- 
lation T  prohibit  a  bank  holding  company 
from  engaging  In  any  nonbanklng  activity 
without  the  Board's  prior  approval.  In  addi- 
tion. §225  4(c)  (2>  of  Regulation  Y  specifi- 
cally states  that,  after  the  Board  approves  an 
anpUcatlon.  "the  activities  Involved  [in  an 
application]  shall  not  be  altered  in  any  slg- 
r.iticant  respect  from  those  considered  by  the 
Board  In  making  the  determination  •  •  •.- 
Accordingly.  It  Is  the  Board's  Judgment  that 
Applicant. '  by  engaging  In  data  processing 
activities  without  prior  Board  approval,  vio- 
lated the  Act. 

Applicant  has  stated  that  the  violation 
occurred  because  Individuals  unfamiliar  with 
the  requirements  of  the  Act  negotiated  the 
terms  of  sale  of  the  Stuyvesant  group  and 
that  Individuals  unfamiliar  with  the  Act  re- 
viewed the  ancillary  data  processing  agree- 
ment on  behalf  of  Applicant.  The  Board  has 
examined  the  circumstances  surrounding  the 
provision  of  data  processing  services  without 
the  Board's  prior  approval.  Applicant's  senior 
management  has  taken  affirmative  steps  t6 
prevent  violations  of  the  Act  from  occurring 
In  the  future,  having  established  procedures 
for  centralized  Internal  review  of  all  of  Ap- 
plicant's activities  for  compliance  with  the 
substantive  and  procedural  requirements  of 
the  Act  and  Regulation  Y.  The  Board  expects 
that  these  actions  will  assist  Applicant  In 
avoiding  any  recurrence  of  violations  of  law. 
Based  upon  an  examination  of  all  of  the 
facts  of  record.  It  1«  the  Board's  judgment 
that  the  facta  are  such  that  they  do  not  war- 
rant denial  of  the  Instant  application. 


The  stibject  application  seeks  to  obtain 
such  approval. 

In  acting  on  an  application  to  con- 
tinue to  engage,  through  a  subsidiary,  In 
an  activity  that  Is  permissible  for  bank 
holding  companies  under  5  4<c)  (8)  of  the 
Act  and  !  225.4(a)  of  Regulation  Y.  the 
Board  applies  tlie  same  standards  that  it 
applies  to  an  application   to  acquire  a 
company  engaged  in  such  an  activity. 
The  Board  analyzes  the  competitive  ef- 
fects of  the  proposal  both  at  the  time  of 
the  acquisition  of  the  company  engaged 
in  the  acti'vity  and  at  the  time  of  the 
application  to  continue  to  engage  ui  tlie 
activity.  I*rior  to  Finance's  acquisition  by 
Applicant,  Finance  provided  data  proc- 
essing services  for  itself  and  its  subsid- 
iaries,  which   Included   the   Stuyvesant 
group.'  It  does  not  appear  that  Apphcant 
competed  with  Finance  for  the  provision 
of  data  processing  services  to  the  Stuy- 
vesant group  at  the  time  of  the  acquisi- 
tion, nor  does  it  appear  that  Applicant 
was  likely  to  enter  into  such  competi- 
ticm  at  that  time.  Thus,  it  does  not  ap- 
pear that  Applicant's  provision    of  such 
services  to  the  Stuyvesant  gi'oup  had  any 
significant  adverse  effects  on  competi- 
tion at  that  time.  With  respect  to  com- 
petitive effect^s  as  of  the  present,  Appli- 
cant would  limit  FAC's  data  processing 
activities  to  providing  sei"vices  to  FAC 
and  Its  subsidiaries  and  providing  finan- 
cially-related data  processing  services  to 
the  Stuyvesant  group.  Again,  it  does  not 
appear  that,  but  for  FAC's  performance 
of   these   services,   Applicant   would   be 
competing  for  those  services  or  likely  to 
do  so.  Therefore.  It  does  not  appear  from 
the  facts  of  record  that  the  continuation 
of  such  services  to  only  Stuyvesant  would 
have  any  significant  adverse  effects  on 
existing  or  potential  competition.  The 
continuation  of  such  services  should  pro- 
vide benefits  to  the  public  by  assuring 
the  Stuyvesant  group  of  a  continued  and 
convenient  source  for  financially-related 
data  processing  services.  Moreover,  there 
is  no  evidence  in  the  record  Indicating 
that  the  continuation  of  such  data  proc- 
essing group  would  result  in  any  imdue 
concentration  of  resources,  unfair  com- 
petition, conflicts  of  Interests,  unsound 
banking  practices  or  other  adverse  effects 
on  the  public  interest. 

Based  upon  the  foregoing  and  other 
considerations  reflected  in  the  record 
the  Board  has  determined  that  the  bal- 
ance of  the  public  interest  factors  the 
Board  is  required  to  consider  under  5  4 
(c)  (8)  Is  favorable.  Accordingly,  the  ap- 
plication is  hereby  approved.  Tills  deter- 


•  Finance.  FAC's  predecessor,  liad  on  oixa- 
slon  provided  certain  data  proceselng  serslces 
to  businesses  In  the  Allentown.  Pennsylvania 
area.  However,  such  services  were  qiUte  llni- 
Ited  In  scope  and  were  usually  limited  to  ex- 
cess capacity.  The  revenue  gained  from  pro- 
viding such  services  wae  de  minlnil.s  There- 
fore, such  services  are  not  viewed  as  being 
significant  for  purposes  of  aiialyzlne  the 
competitive  effects  of  the  acquisition  of 
FAC's  data  processing  activities.  FAC  has  ter- 
minated providing  such  services  to  any  com- 
pany other  than  those  In  the  Stuyvesant 
group. 
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mination  is  subject  to  th?  conditions  set 
forth  in  §  225.4 (c>  of  Regulation  Y  and 
to  the  Board's  authority  to  require  such 
modification  or  termination  of  the  ac- 
tivities of  a  holding  company  or  any  of 
its  subsidiaries  as  the  Board  finds  nec- 
essary to  assure  compliance  with  the 
provisions  and  purposes  of  the  Act  and 
the  Board's  regulations  and  orders  issued 
thereunder,  or  to  prevent  evasion  there- 
of. 

By  order  of  the  Board  of  Governore,' 
effective  June  7,  1977. 

Ruth  A.  Reister, 
Assistant  Secretary  of  the  Board. 

[FR  Doc.77-16585  Piled  6-9  77:8:45  am] 


CHALFEN-HOLIDAY.    INC. 

Order  Approving  Formation  of  Bank  Hold- 
ing Company  and  Retention  of  Non- 
banking  Activity 

Chalfen-Holiday,  Inc.,  Minneapolis. 
Minnesota,  has  apphed  for  the  Boards 
approval  under  section  3(ai(ri  of  the 
Bank  Holding  Company  Act  '  12  U.S.C. 
1842ia)(l»)  of  formation  of  a  bank 
holding  company  through  acquisition  of 
70  percent  or  more  of  the  voting  shares 
of  First  National  Bank  in  Anoka.  Anoka, 
Minnesota  '  "Bank" ' . 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views,  has  been 
given  in  accordan(?e  with  section  3ibi 
of  the  Act.  The  time  for  filing  comments 
and  views  has  expired,  and  the  Board 
has  considered  the  application  and  all 
comments  received  in  light  of  the  factors 
set  forth  in  section  3'ci  of  the  Act  <12 
U.S.C.  1842(ci  I. 

Applicant,  an  Ohio  corporation,  was 
formed  in  1965.  at  which  time  it  acquired 
from  its  principal  his  20  percent  interest 
in  a  joint  venture.  International  Holiday 
on  Ice  Company.  London.  England 
("IHOI"» .'  Applicant  has  filed  a  separate 
application  pursuant  to  section  4fc"  'ISi 
of  the  Act  <12  U.S.C.  1843(c) '13)^  to  re- 
tain its  interest  in  IHOI  and  the  Board's 
action  on  that  application  Is  also  con- 
sidered herein.  Bank  (deposits  of  ap- 
proximately $43.8  million >•  controls  .6 
of  one  percent  of  the  total  deposits  held 
by  commercial  banks  in  the  relevant 
banking  market '  and  is  the  fifteenth 
largest  of  114  banking  organizations  op- 
erating in  that  market.  Upon  acquisition 
of  Bank.  Applicant  would  control  .3  of 
one  percent  of  total  deposits  in  the  State. 
Applicant  engages  in  no  activities  in  the 
United  States.  Consumption  of  the  pro- 
posed transaction  would  not  eliminate 
any   existing   or   potential   competition. 


'Voting  for  this  action:  Chairman  Burns 
and  Governors  Wallich,  Coldwell.  Jackson 
and  Lilly.  Absent  and  not  voting:  Governors 
Gardner  and  Partee. 

1  Applicant  also  has  an  inactive  sulssldlary. 
Chalfen  Productions,  Inc.,  which  will  be 
liquidated  prior  to  consummation  of  the  pro- 
posed transaction. 

^  All  banking  data  are  as  of  June  30.  1976. 

'The  relevant  banking  market  la  approxi- 
mated by  the  Mlnneapolls/St.  Paul  RMA. 
including  all  of  Carver  County. 


Competitive  considerations,  therefore, 
are  consistent  with  approval  of  the 
application. 

The  financial  and  managerial  re- 
sources and  future  prospects  of  Apph- 
cant and  Bank  are  considered  satisfac- 
tory. Applicant  will  incur  debt  of  ap- 
proximately $3.2  million  in  order  to  pur- 
chase shares  of  Bank.  A  substantial  por- 
tion of  that  debt  would  be  ser\-iced  by 
funds  generated  from  Applicant's  invest- 
ment in  IHOI.  In  addition.  Applicant's 
principal  has  irrevocably  subscribed  to 
S2  million  in  preferred  stock  of  Appli- 
cant that  would  be  available  for  debt 
reduction  should  the  funds  to  be  gener- 
ated from  Applicant's  investment  in 
IHOI  fall  below  projected  levels.  The 
preferred  stock  subscription  is  secured 
by  the  principal's  pledge  of  nnmicipal 
bonds  bearing  a  face  amount  of  approxi- 
mately SI. 9  million.  In  view  of  the  fore- 
going and  Bank's  and  IHOl's  earnings 
history,  it  appears  that  Applicant's  in- 
come will  be  sufBcient  to  enable  it  to 
service  its  debt  without  impairing  the 
financial  resources  of  Bank.  Accordingly, 
considerations  relating  to  the  banking 
factors  are  consistent  with  approval  of 
the  application.  Consummation  of  the 
transaction  would  have  no  immediate 
effect  on  the  area's  banking  convenience 
and  needs:  however,  considerations  re- 
lating to  the  convenience  and  needs  of 
the  community  to  be  served  are  regarded 
as  being  consistent  with  approval  of  the 
application.  It  is  the  Board's  judgment 
that  consummation  of  the  proposed 
transaction  would  be  consistent  with  the 
public  interest  and  that  the  application 
to  become  a  bank  holding  company 
should  be  approved. 

IHOI  is  a  joint  venture  owned  20 
percent  by  Applicant  and  80  percent  by 
International  Holiday  on  Ice.  Inc.  New 
York.  New  York,  a  wliolly-owTied  indi- 
rect subsidiary  of  Madi.son  Square  Gar- 
den Corporation.  New  York.  New  York. 
IHOI  is  operated  subject  to  the  terms 
and  conditions  of  a  joint  venture  agree- 
ment (the  "Agreement"^  between  the 
parties  dated  June  30.  1965.  as  amended. 
Applicant's  20  percent  interest  in  EHOI 
represents  an  investment  of  approxi- 
mately $625,000.  IHOI  engages  in  the 
business  of  producing  and  presenting 
touring  ice  shows  in  Europe  and  South 
America.  It  conducts  no  business  in  the 
United  States.  Applicant's  principal,  a 
founder  of  IHOI,  was  president  of  IHOI 
from  its  establishment  m  1965  until  1972. 
From  1972  until  1975.  he  served  as  a 
consultant  to  IHOI.  Since  that  time  he 
has  not  been  involved  in  the  operations 
of  IHOI  and  maintains  his  20  percent 
interest  through  Applicant  for  invest- 
ment purposes  only.  In  connection  with 
its  application  to  become  a  bank  hold- 
ing company.  Applicant  has  applied  pur- 
suant to  section  4<c)  (13'  of  the  Act  to 
retain  its  interest  In  IHOI. 

Section  4(c>(13>  of  the  Act  provides 
that  the  nonbanklng  prohibition  of  sec- 
tion 4  of  the  Act  shall  not  apply  to  the 
shares  of,  or  activities  conducted  by,  any 
company  which  does  no  business  in  the 
United  States  except  as  an  incident  to 
its  international  or  foreign  business,  if 


the  Board  by  regulation  or  order  deter- 
mines that,  under  the  circimistances  and 
subject  to  the  conditions  set  forth  in 
the  regulation  or  order,  the  exemption 
would  not  be  substantially  at  variance 
with  the  purposes  of  the  Act  and  would 
be  in  the  public  interest. 

In  5  225.4'f)<l>  of  Regulation  Y  im- 
plementing section  4(c)  (13i  of  the  Act, 
the  Board  has  determined  that  a  bank 
holding  company  may.  with  the  Board's 
consent,  own  or  control  voting  shares  of 
any  company  in  which  a  company  or- 
ganized under  section  25ia>  of  the  Fed- 
eral Reserve  Act  112  U.S.C.  6111  lan 
Edge  Corporation*  may  invest.  Edge  Cor- 
porations are  organized  for  the  purpose 
of  engaging  in  international  or  foreign 
banking  or  other  international  or  for- 
eign financal  operations.  In  keeping  with 
this  statutory  purpose,  it  has  been  Board 
policy  that  it  is  inappropriate  for  an 
Edge  Corporation  to  acquire  a  signficant 
ownership  interest  in  a  foreign  com- 
pany that  is  not  engaged  in  international 
or  foreign  banking  or  otlier  international 
or  foreign  financial  operations.  The 
Board  does  not  believe  that  an  Edge 
Corporation  should  engage  indirectly  in 
noniinancial  activities  abroad  that  the 
Board  would  not  otherwise  p>ermit  an 
Edge  Corporation  to  engage  in  directly. 
In  general,  the  Board  considers  a 
significant  ownership  interest  to  be  any 
investment  representing  more  than  25 
per  cent  of  the  foreign  company's  out- 
standing voting  shares.  In  the  Board's 
judgment,  once  the  25  per  cent  line  is 
passed,  the  Edge  Corporation  or  bank 
holding  company  usually  ceases  to  be  a 
mere  passive  investor  and  takes  an 
active  operating  interest  in  the  company. 
The  Board,  however,  makes  this  judg- 
ment on  the  particular  facts  of  each 
case. 

From  the  facts  of  record,  it  is  clear 
that  IHOI  is  not  a  subsidiary  of  Appli- 
cant for  purposes  of  the  Act,  that  Ap- 
plicant otherwise  does  not  have  a 
significant  operating  interest  in  IHOI. 
and  that  Applicant's  investment  is  pure- 
ly passive  in  nature.  Accordingly,  the 
only  issue  presented  by  this  applica- 
tion is  a  narrow  one — whether  Appli- 
cant's retention  of  its  passive  minority 
investment  in  IHOI.  luider  the  particular 
circumstances  of  this  application,  would 
not  be  substantially  at  variance  with 
the  purposes  of  the  Act  and  would  be 
in  the  public  interest. 

It  is  clear  that  one  of  the  principal 
purposes  of  the  Act  is  to  separate  bank- 
ing from  commerce  in  order  to  avoid 
undue  concentration  of  resources,  de- 
creased or  unfair  competition,  conflicts 
of  interests,  unsound  banking  practices 
or  similar  adverse  effects  that  may  derive 
from  the  common  ownership  of  banking 
and  commercial  enterprises.  In  the  usual 
case  of  a  U.S.  banking  organization  in- 
vesting abroad  to  expand  its  foreign 
banking  capabilities,  the  Board,  in  light 
of  such  purpose,  would  not  be  disposed 
to  grant  its  specific  consent  to  an  in- 
vestment in  a  wholly  commercial  con- 
cern such  as  IHOI  where,  as  in  this  case, 
the  investment  is  not  incident  to  a 
greater  banking  or  financing  relationship 
or  transaction.  There  Is,  however,   no 
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evidence  in  the  record  of  this  applica- 
tion indicating  that  retention  of  IHOI  by 
Applicant  would  result  in  anj*  effects  that 
would  be  substantially  at  variance  with 
the  purposes  of  the  Act  or  that  would 
otherwise  be  inconsistent  with  the  pub- 
lic Interest.  The  passive  noncontrolling 
nature  of  Applicant's  investment,  Its 
ability  under  the  Agreement  to  uncondl- 
Uonally  require  that  its  interests  be  pur- 
chased by  the  co-venturer  and  its  stated 
Intention  to  do  so  should  the  venture  be- 
come unprofitable,  the  absence  of  any 
existing  or  proposed  credit  relatonship 
between  Applicant  and  Bank  and  IHOI. 
Uie  unique  expertise  of  Applicant's  prin- 
cipal in  IHOI's  activities,  and  the  fact 
that  these  activities  are  conducted  whol- 
ly outside  the  United  States  all  combine 
to  indicate  that  retention  of  IHOI  wo'ild 
involve  an  insignificant  amount  of  risk 
to  AppUcant  and  Bank. 

In  fact.  IHOI's  earnings  record  indi- 
cates that  it  will  contribute  significantly 
to  Applicant's  ability  to  service  the  debt 
incurred  in  acquiring  Bank,  thus  mini- 
mizing any  sen'icing  burden  on  Bank's 
earnings,  it  is  the  Board's  judgment  in 
these  unique  circumstances  that  approval 
of  Applicant's  apphcation  to  retain  its 
interest  in  IHOI  would  not  be  substan- 
tially at  variance  with  the  purposes  of 
the  Bank  Holding  Company  Act  and 
would  be  in  the  public  interest. 

On  the  basis  of  the  foregoing  and  all 
the  facts  of  record,  the  Board  has  de- 
termined that  the  considerations  affect- 
ing the  competitive,  banking,  and  con- 
venience and  needs  factors  under  section 
31  c  of  the  Act.  and  the  factors  the 
Board  must  consider  under  section  4(ct 
1 13'  of  the  Act  in  permitting  a  bank 
holding  company  t-o  retain  an  invest- 
ment In  a  foreign  company  both  favor 
approval  of  the  applications.  Accord- 
ingly, tlie  applications  are  approved 
based  on  the  record  and  for  the  reasons 
summarl7ed  above  The  acqul.sitlon  of 
Bank  shall  not  be  made  'a>  before  the 
thirtieth  calendar  day  foUowins  the 
effective  date  of  this  Order  or  ib'  later 
than  three  months  after  the  effective 
date  of  this  Order,  unless  such  period  Is 
extended  for  good  cause  by  the  Board  or 
by  the  Federal  Reser\-e  Bank  of  Min- 
neapolis pursuant  to  delegated  authority. 

By  order  of  the  Board  of  Governors,* 
effective  June  6.  19T7. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

|FR  Doc  77-16585  Piled  6-9-77:8:45  am) 


Uie  Board's  approval  under  section  3(a) 
10)  of  the  Act  (12  U.S.C.  1842(a)(5))  to 
merge  with  Cullen  Bankers,  Inc  ("C?ul- 
len"  1 .  a  registered  bank  holding  com- 
pany under  the  charter  and  title  of 
Applicant. 

Notice  of  tlie  application,  affording  op- 
portunitj'  for  interested  persons  to  sub- 
mit comments  and  views,  has  been  given 
In  accordance  with  section  3«b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  the  Board  has 
considered  the  application  and  all  com- 
ments received  in  hght  of  the  factors  set 
forth  In  section  3(c)  of  the  Act  (12  U.S.C. 
1842(c)). 

Applicant,  the  tenth  largest  banking 
organization  In  the  State  of  Texas,'  pres- 
ently controls  five  banks  with  aggregate 
deposits  of  $742.5  million,  representing 
15  percent  of  the  total  deposits  in  com- 
mercial banks  In  the  State.  (Allien,  the 
eighteenth  largest  banking  organization 
in  the  State,  presently  controls  two  banks 
with  aggregate  deposits  of  $279.4  mUllon, 
representing  0.6  percent  of  total  deposits 
in  commercial  banks  in  the  State.  Upon 
con.simimation  of  the  proposed  transac- 
tion. Applicant  would  rank  as  the  State's 
eighth  largest  banking  organization  and 
control  2.1  percent  of  the  total  deposits 
in  commercial  banks  in  the  State.  In 
light  of  the  present  structure  of  banking 
in  Texas,  the  Board  is  of  Uie  view  that 
approval  of  this  application  would  not 
have  significantly  adverse  effects  upon 
the  concentration  of  banking  resources 
in  the  State.= 

■With  respect  to  the  effects  of  the  pro- 
posal on  existing  competition.  Applicant 
and  (Tullen  do  not  compete  directly  in 
any  banking  market  within  the  State. 
Applicant  Is  the  largest  commercial 
banking  organization  in  the  San  Antonio 
banking  market '  with  foiu-  of  Its  subsid- 
iaries controlling  total  deposits  of  $649 
million  or  23.8  per  cent  of  total  deposits 
in  commercial  banks  in  that  market.* 
Applicant's  fifth  banking  subsidiary  is 
located  in  the  Corpus  Chrlstl  banking 
market,'  wherein  it  is  the  fourth  largest 
banking  organization  and  controls  de- 
posits of  $38.4  million  or  4.4  per  cent  of 
total  deposits  in  commercial  banks  In 
the  market.'  On  the  other  hand,  Cullen 's 
lead  bank.  Cullen  Center  Bank  &  Trust, 
Is  located  in  the  Houston  banking  mar- 
ket, approximated  by  the  Houston  RMA, 
wherein  Cullen  ranks  as  the  ninth  larg- 


FROSTBANK   CORP. 

Order  Approving  Merger  of  Bank  Holding 
Companies 

FrostBank  Corporation,  San  Antonio. 
Texas,  a  regLstered  bank  holding  com.- 
pany  within  the  meaning  of  the  Bank 
Holding  Company  Act.  has  applied  for 


•  Votlne  for  thl.'i  action:  Chairman  Burns 
fccd  Oovemoru  Wallleh.  Coldwell.  Jackson. 
»nd  Ully.  Absent  and  not  voting:  Governors 
Gardner  and  Partee 


»  All  banking  data  are  as  of  June  30.  1976, 
unless  otherwise  speclfled  and  reflect  bank 
holding  company  formations  and  acquisi- 
tions approved  through  January  81.  1977. 

» In  particular,  the  Board  not^s  that  Ap- 
plicant would  rank  a  distant  eighth  behind 
four  banking  organizations  with  depoeits  In 
excess  of  «3  billion  and  three  banking  or- 
ganizations with  deposits  substantially  In 
exce^.s  of  $1  billion. 

•  The  S«n  Antonio  banking  market  ist  ap- 
proximated by  the  San  Antonio  SMSA  which 
Is  comprLsed  of  Bexar.  Comal,  and  Guadalupe 
Counties. 

•  As  of  December  31,  1975 

•  The  Corpus  Chrlstl  market  Is  approxi- 
mated bv  the  Corpus  Chrlstl  SMSA  com- 
prised of  Nueces  and  San  Patricio  Counties. 

•  Supra  n.  4. 


est  banking  organization  and  holds  $195 
million  In  deposits  or  1.9  per  cent  of  total 
deposits  in  commercial  banks  in  the 
market.  Cullen  s  second  sulxsidiary  bank. 
CTitizens  National  Bai'.k  of  E>alla5.  is  in 
the  Dallas  banking  market,  which  is  ap- 
proximated by  the  Dallas  RMA.  Cullen 
is  the  ninth  largest  commercial  banking 
organization  in  the  Dallas  market  and 
holds  $84  million  in  deposits  or  1.1  per 
cent  of  the  total  depo.=its  in  commercial 
banks  In  the  market.  Inasmuch  as  the 
distance  separating  the  closest  of  Appli- 
cant's and  Cullen's  subsldiarj-  banks  is 
about  197  miles  and  Applicant  and  Cul- 
len do  not  compete  in  any  relevant  mar- 
ket, the  Board  concludes  that  consum- 
mation of  the  proposed  merger  would 
not  have  any  adverse  effect  upon  exist- 
ing competition. 

Although  consummation  of  the  pro- 
posed merger  would  foreclose  the  po?- 
slbiUty  that  either  Applicant  or  Cullen 
would  enter  the  banking  market  of  the 
other,  the  Board  beheves  there  is  little 
likelihood  of  significant  competition  de- 
veloping between  the  two  banking  or- 
ganizations in  the  absence  of  the  subject 
proposal.  It  does  not  appear  from  the 
facts  of  record  that  Cullen  is  a  likely  en- 
trant into  any  of  the  markets  now  served 
by  Applicant.  Although  Applicant  does 
possess  the  necessary  resources  for  en- 
try Into  the  Houston  or  Dallas  market, 
this  factor  alone  does  not  provide  suffi- 
cient grounds  for  denial  in  view  of  tlie 
fact  that  Cullen  doe.s  not  occupy  a  sig- 
nificant position  In  either  market. 

Accordingly,  ba.<:ed  on  the  foregoing 
and  other  facts  of  record,  the  Board  con- 
cludes that  consummation  of  the  subject 
proposal  will  not  have  any  significant 
adverse  effects  upon  either  existing  or 
potential  competition. 

The  financial  and  managerial  re- 
sources of  Apphcant.  Cullen.  and  their 
respective  subsidiaries  are  considered 
generally  satisfactory  and  the  future 
prospects  for  Uie  resulting  organization 
are  satisfactory.  In  particular.  It  appears 
that  the  resulting  organization  will  pos- 
sess greater  managerial  depth  and  fi- 
nancial resources  than  either  of  the  or- 
ganizations independently.  Thus,  the 
banking  factors  are  consistent  with  ap- 
proval of  the  application. 

There  is  no  evidence  indicating  that 
the  banking  needs  of  the  residents  of  the 
relevant  markets  are  not  presenUy  being 
mrt  by  the  existing  institutions.  How- 
ever, as  a  result  of  this  proposal.  Appli- 
cant will  be  able  to  provide  the  subsid- 
iaries of  CnUen  with  increased  expertL-^e 
in  the  provision  of  trust  and  interna- 
tional banking  services  and  Applicant 
wiU  also  provide  Cullen  banks  and  their 
customers  with  Increased  data  process- 
ing services.  Further,  the  larger  com- 
bined legal  lending  limit  for  the  result- 
ing organization's  subsidiary  banks 
would  enable  the  subsidiary  banks  to 
meet  the  needs  of  larger  borrowers. 
These  considerations  relating  to  con- 
venience and  needs  are  regarded  a,=: 
lending  some  weight  toward  approval  of 
the  application.  Therefore,  It  Is  the 
Board's  Judgment  that  consummation 
of  this  transacUon  would  be  In  the  pub- 
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lie    uiterest    and    that    the    application 
should  be  approved. 

On  the  basis  of  the  record,  the  appli- 
cation is  approved  for  the  reasons  sum- 
marized above.  The  transaction  shall  not 
be  made  'a'  before  the  thirtieth  calen- 
dar day  following  the  effective  date  of 
this  Order  or  <b>  later  than  three 
months  after  the  effective  date  of  this 
Order,  imless  such  period  is  extended  for 
good  cause  by  the  Board,  or  by  the  Fed- 
eral Reserve  Baiik  of  Dallas  pursuant  to 
delegated  authority. 

By  order  of  the  Board  of  Governors.' 
effective  June  6,  1977. 

Ruth  A.  Reister, 
Assistant  Secretary  of  the  Board 
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PEOPLES  CREDIT  CO. 

Order  Approving  Retention  of  Midwest  Data 
Processing 

Peoples  Credit  Co.,  Kansas  City, 
Missouri,  a  bank  holding  company  with- 
in the  meaning  of  the  Bank  Holding 
Company  Act.  has  applied  for  the 
Board's  approval,  under  section  4tC'  i8i 
of  the  Act  112  use.  1843(cii8ii  and 
.5  225.4ibM2'  of  the  Board's  Regulation 
Y  (12  CFR  225.4(b)  i2) ),  to  retain  the 
a.ssets  of  Midwest  Data  Processing, 
Kansas  City.  Missouri,  a  division  of  Peo- 
ples Credit  Co.  that  engages  in  book- 
keeping and  data  processing  activities 
for  its  subsidiarj-  banks  and  other  com- 
mercial banks  and  commercial  busi- 
nesses. Such  activities  have  been  deter- 
mined by  the  Board  to  be  clo.sely  related 
to  banking  il2  CFR  225. 4i  a)  (8^  > . 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to 
.submit  comments  and  views  on  the  pub- 
lic interest  factors,  has  been  duly  pub- 
lished '42  FR  19399' .  The  time  for  filing 
comments  and  views  has  expired,  and  the 
Board  has  considered  the  application 
:ind  all  comments  received  in  the  light  of 
the  public  interest  factors  set  forth  in 
section  4(cm8)  of  the  Act  (12  US  C. 
1843(c»  «8>  I . 

The  Board  regards  the  standards  of 
section  4ic'i8i  for  the  retention  of  a 
nonbanking  activity  to  be  the  same  as 
the  standards  for  a  proposed  commence- 
ment of  a  section  4(c"(8i  nonbanking 
activity.  Applicant  controk  three  banks 
with  total  (deposits  as  of  December  31. 
1975  of  $36  3  million,  representing  .21 
percent  of  total  deposits  of  all  Mi.ssouri 
banks.  Two  of  Applicants'  subsidiary 
banks  are  in  the  Kansas  City  banking 
market  and  control  .62  percent  of  total 
deposits  in  that  market.  Applicant  com- 
menced the  operations  of  Midwest  de 
novo  in  December  1966  and  it  now  pro- 
vides data  processing  services  for  Appli- 
cant's subsidiary  banks,  other  commer- 
cial banks  and  several  businesses  in 
Kansas  and  Missouri.  It  appears  that  the 


de  novo  establishment  of  Midwest  by 
Applicant  had  positive  effects  on  com- 
petition m  the  area  serviced  by  Midwest, 
which  is  approximately  the  area  within  a 
30-mile  radius  of  Kansas  City.  Missouri. 
It  appears  that  retention  of  Midwest  by 
Applicant  would  have  no  adverse  effects 
on  competition  in  any  relevant  area. 
There  is  no  evidence  mdicating  that  the 
retention  of  Midwest  by  Applicant  would 
lead  to  an  undue  concentration  of  re- 
sources, confiicts  of  interests,  or  un.sound 
banking  practices.  Furthermore,  ap- 
proval of  the  application  should  enable 
Midwest  to  remain  a  viable  competitor 
in  serving  the  data  processing  needs  of 
the  relevant  community. 

Based  upon  the  foregoing  and  other 
considerations  reflected  in  the  record, 
the  Board  has  determined  that  the  bal- 
ance of  the  public  interest  factors  the 
Board  is  required  to  consider  under  Sec- 
tion 4icu8i  is  favorable.  Accordingly, 
the  application  is  hereby  approved.  Tliis 
determination  is  subject  to  the  conditions 
set  forth  in  ?225.4(c»  of  Regulation  Y 
and  to  the  Board's  authority  to  require 
such  modification  or  termination  of  the 
activities  of  a  holding  company  or  any 
of  its  subsidiaries  as  the  Board  finds 
necessary  to  assure  compliance  with  the 
provi.^ions  and  purposes  of  the  Act  and 
the  Board's  regulations  and  orders  issued 
thereunder,  or  to  prevent  evasion  thereof. 

By  order  of  the  Board  of  Governors.' 
effective  June  3.  1977. 

Griffith  L.  G.^rwood. 
Deputy  Secretary  of  the  Board 

'FR  I>>0  77-  16587  Filed  6-9-77:8:45  am' 

FEDERAL  RESERVE  SYSTEM 
MANUFACTURERS  HANOVER  CORP 

Proposed  Acquisition  of  Modern  Loan  Co  . 
Inc. 

Manufacturers  Hano',  er  Corporation, 
New  York.  New  York,  has  applied,  pur- 
suant to  Section  4(c>(8)  of  the  Bank 
Holding  Company  Act  (12  U.S.C.  1843 
(cm8>  '  and  S  225.4' b>  '2i  of  the  Board's 
Regulation  Y  '12  CFR  225.4ib>(2>  ),  for 
permission  to  acquire  directly  or  in- 
directly substantially  all  the  assets  of 
Modern  Loan  Company,  Incorp>orated. 
Louisville.  Kentucky.  Notice  of  the  appli- 
cation was  published  on  May  2.  1977.  in 
The  Courier  Journal  and  the  Loui.'?%'ille 
Times.  Louisville.  Kentucky:  and  The 
Evening  News.  Jeffersonville.  Indiana. 

Applicant  states  that  the  proposed  sub- 
sidiary would  directly  or  indu-ectly  en- 
gage in  the  activities  of  making  or  ac- 
quiring for  its  own  account  or  for  the 
account  of  others,  loans  and  other  exten- 
sions of  credit  such  as  would  be  made  by 
a  finance  company;  servicing  loans  and 
other  extensions  of  credit  for  any  person 
and  acting  as  agent  or  broker  for  the  sale 
of  credit  related  life  and  accident  and 
health  insurance  which  is  related  to  ex- 


tensions of  credit  made  and  acquired  by 
Ritter  Financial  Corporation.  'Wyncote, 
Pennsylvania,  and/or  its  direct  and  in- 
direct subsidiaries.  Such  activities  have 
been  specified  by  the  Board  in  §  225  4(a) 
of  Regulation  Y  as  permissible  for  bank 
holding  companies,  subject  to  Board  ap- 
proval of  individual  proposals  in  accord- 
ance with  the  procedures  of  §  225.4 (b' . 

Interested  persons  may  express  their 
views  on  the  question  whether  consum- 
mation of  the  proposal  can  "reasonably 
be  expected  to  produce  benefits  to  the 
public,  such  as  greater  convenience,  in- 
creased competition,  or  gains  in  efiBci- 
ency.  that  outweigh  possible  adverse  ef- 
fects, such  as  undue  concentration  of 
resources,  decreased  or  unfair  competi- 
tion, conflicts  of  interests,  or  unsound 
banking  practices."  Any  request  for  a 
hearing  on  this  question  should  be  ac- 
companied by  a  statement  summarizing 
tiie  e\idence  the  person  requesting  the 
hearing  proposes  to  submit  or  to  elicit 
at  the  hearing  and  a  statement  of  the 
reasons  why  this  matter  should  not  be 
resolved  without  a  hearing. 

The  application  may  be  inspected  at 
the  offices  of  the  Board  of  Governors  or 
at  the  Federal  Resene  Bank  of  New 
York. 

Any  views  or  requests  for  hearing 
should  be  submitted  in  writing  and  re- 
ceived by  the  Secretan.-.  Board  of  Gov- 
ernors of  the  Federal  Reserve  System. 
■Washington.  D.C.  20551.  not  later  than 
June  29.  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System.  June  7,  1977. 

Griffith  L.  Garwood. 
Deputy  Secretary  of  the  Board. 

[FR  D-K-  77   16725  Filed  6-9-77:8:45  ami 


■  Voting  for  this  actlc«i :  Chairman  Burns 
and  Governors  Oardner.  Walllch,  Coldwell. 
Jacteon.  Partee  and  Ijlly 


'Voting  for  this  action:  Chairman  Burns 
and  Governors  Gardner,  WalUch,  Coldwell, 
Jackson.  Partee  and  Lilly, 


GENERAL   ACCOUNTING   OFFICE 

REGULATORY    REPORTS    REVIEW 

Receipt   of   Report   Proposals 

The  following  requests  for  clearance 
of  reports  intended  for  use  in  collecting 
information  from  the  public  were  re- 
ceived by  the  Regulatory  Reports  Re- 
view Staff.  GAO.  on  June  3.  1977.  See 
44  U.S.C.  3512  (ci  and  <d».  The  purpose 
of  publishing  this  notice  in  the  FIeperai. 
Register  is  to  inform  the  public  of  such 
receipt. 

The  notice  includes  the  title  of  the 
requests  received;  the  name  of  the 
agency  sponsoring  the  proposed  collec- 
tion of  information:  the  agency  form 
number,  if  applicable;  and  the  frequency 
with  which  the  information  is  proposed 
to  be  collected. 

■Written  comments  on  the  proposed 
ICC  requests  are  invited  from  all  inter- 
ested persons,  organizations,  public  in- 
terest groups,  and  affected  businesses. 
Because  of  the  limited  amount  of  time 
GAO  has  to  review  the  proposed  re- 
quests, comments  'in  triplicate*  must 
be  received  on  or  before  June  28.  1977, 
and  should  be  addressed  to  Mr.  John  M. 
Lovelady.  Acting  Assistant  Director,  Reg- 
ulatory Reports  Review,  United  States 
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General  Accounting  Office,  Room  5033. 

441    G    Street,    NW.,    Washlngttin.    DC 

>0548. 

Furthi*r  information  may  be  obtained 
on:  Pat-iy  J.  Stuart  of  the  Regulatorj' 

Ki.'orts  Review  Staff,  202-27^-3532. 

Interstate  Commerce  Commission 

ICC  Report  and  Order  No.  36366. 
waich  was  adopted  on  November  1,  1976, 
promulgated  the  Annual  Report  of  Rail- 
road Branch  Lines  i  Fonn  R-6 ' .  Al- 
though tliis  Report  and  Order  wa^ 
amended  by  anotlier  Report  and  Order 
served  February  14,  1977.  the  reporting 
requii-ement  and  the  filing  deadline  did 
not  change.  In  addition,  this  most  re- 
cent Report  and  Order  stated  that  It 
would  become  effective  in  30  days  which 
was  March  IG.  1977.  The  reporting  dead- 
line for  the  form  Ls  June  30  of  each  year 
beginning  this  eyar.  However,  this  re- 
porting deadline  is  contingent  upon 
ICC's  compliance  with  44  U.S.C.  3512, 
which  precludes  the  collection  of  in- 
formation from  10  or  more  persons  un- 
til the  Comptroller  General  has  had  the 
opportuiiity  to  advise  that  the  informa- 
tion is  not  presently  available  from 
other  Federal  sources  and  that  the  pro- 
posed plans  or  fonns  are  consistent  with 
the  provisions  of  section  3512.  This  no- 
tice represents  the  beginning  of  the  GAO 
review. 

ICC  requests  clearai^.ce  of  it.^  new  An- 
nual Report  of  Railroad  Bianch  Lines. 
Form  R-6.  Tlie  report  is  to  be  filed  by 
raU  lines  pursuant  to  Section  205te)(l> 
(A^  of  the  Regional  Ri.il  Reorganization 
Act  of  1973  iRRR  Act' .  ns  amended,  for 
rail  freight  lines  schedules  Tor  abandon- 
ment under  Section  la  of  the  Inter.statc 
Commerce  Act  or  Section  304  of  the 
RRR  Aet.  This  report  will  permit  the 
collection  and  publication  Ijy  the  Con- 
solidated Rail  Corporation  or  by  profit- 
able railroads  providing  services  over  an 
accurate  determination  of  the  attribut- 
able revenues,  avoidable  cos^s.  and  op- 
eraticMis  of  light  density  hues  as  operat- 
mg  and  economic  units.  Reports  are 
mandatorv-  and  available  for  use  by  the 
public.  ICC  estimates  the  amiual  report- 
ing bm-den  to  average  40  hours  and  the 
total  maximum  number  of  Class  I  and 
II  railroad  and  lessor  companies  subject 
to  reporting  to  be  612. 

ICC  Order  No.  32448  sei-ved  Decem- 
ber 7,  1976.  revi.«fd  sections  10  and  11  of 
ICC  Form  RBO.  Annual  Reix)rt  of  Rate 
Bureaixs  and  Organizations  by  increasing 
the  number  of  items  to  be  filed  in  each 
section.  The  effective  date  of  the  Order 
was  the  service  date.  Although  the  filing 
date  for  the  1976  annual  report.  Form 
RBO.  including  the  revised  sections,  was 
March  31,  1977,  the  Director,  Bureau  of 
Accoimts,  ICC.  initiated  reix)rting  bulle- 
tin No.  77-3  in  Februar>-  1977  extending 
the  filing  date  to  June  30.  1977.  However, 
this  reporting  deadline  is  contingent 
upon  ICCs  compliance  with  44  U.S.C. 
3512,  which  precludes  the  collection  of 
information  from  10  or  more  persons  un- 
til the  Comptroller  General  ha.s  had  the 
opportunity  to  advise  that  the  informa- 
tion is  not  presently  available  from  other 


Federal  sources  and  that  the  proposed 
plans  or  fonns  are  consistent  with  the 
provisions  of  section  3512.  This  notice 
represents  the  beginning  of  the  GAO 
review. 

ICC  requests  clearance  of  a  revision 
to  its  Annual  Report  Form  RBO  required 
to  be  filed  by  101  Rate  Bureaus  and  Or- 
ganizations.  pursuant  to  Section  20  of 
the  Interstate  Commerce  Act.  IXita  are 
used  for  economic  regulatory  purposes 
and  the  reports  are  mandatorv-  and 
available  for  public  use.  The  report  form 
is  re\lsed  to  allow  for  a  general  analysis 
of  the  fiiiancial  data  reported  and  pro- 
'.ide  uniformity  in  reixirting  this  infor- 
mation. The  salary  information  reported 
in  Item  13  of  the  pre.sent  Annual  Report 
Form  will  be  deleted  and  the  informa- 
tion required  therein  will  be  reported  on 
a  separate  page  marlied  'Not  For  Pub- 
lic Insix-ction."  The  reporting  require- 
ments for  individual  .--alaries  and  other 
compensation  have  been  increased  from 
$20,000  to  S40,000.  It  is  estim?.ted  the  re- 
porting burden  is  increased  an  average 
of  one-quarter  hour  per  report  per  car- 
rier. ICC  now  estimates  the  reiwrting 
burden  to  avenge  8'.'i  hours  arnvally  per 
report. 

Norman  F.  Heyl. 
Regulatory  Reports. 
Review  Officer. 

|FR  Do.;  77-13300  FUed  6-9-77,8:45  am] 


note  2,  subpart  A.  part  2  of  the 
Appendix  to  the  Tariff  Schedules  of  the 
United  States  (TSUS>  the  Special  Rep- 
resentative is  authorized  to  modify  the 
quota  quantities  to  reallocate  shortfalls 
as  defined  by  subparagraph  (c».  I  have 
determined  that  shortfalls  are  likely  to 
occur  in  item  923.22.  TSUS.  in  the  first 
restraint  period  (June  14,  1976-,June  13. 
1977 >  as  follows: 


OFFICE  OF  THE  SPECIAL  REPRE- 
SENTATIVE FOR  TRADE  NEGO- 
TIATIONS 

SPECIALTY   STEEL 
Reallocation  of  Quotas 

ACiiNCV:  Office  of  the  Special  Repre- 
spr:tative  for  Trade  Negotintions. 

ACTION:  Notice  of  Shortfall  Realloca- 
tion for  Specialty  Gteel  Quotas. 

SUMMARY:  The  Speciiil  Representative 
for  Trade  Negotiations  hereby  reallo- 
cates shortfalls  of  certain  specialty  steel 
quota  categories  as  set  forth  below. 

T\vs  pction  modifies  certain  quota 
ouantiti;^;  for  the  first  restraint  period, 
June  14.  1976-June  13.  1977.  Quota  quan- 
tities are  reduced  for  certain  suppliers 
who  are  not  likely  to  export  the  quantity 
of  steel  which  would  fill  the  quotas  as- 
signed to  them.  The  quota  quantities  for 
other  suppliers  who  are  able  to  supply 
additional  steel  are  Increased. 
EFFECTIVE  DATES:  The  reallocations 
which  result  in  a  reduction  of  a  quota 
quantity  shall  be  effective  on  June  10, 
1977.  Reallocations  which  increase  a 
quot.a  quantity,  shall  be  effective  on  the 
third  day  following  the  date  of  publica- 
tion   of    this    notice    in    the    Federal 

REGI-iTEH. 

FOR  FURTHER  INFORMATION  CON- 

T.^CT: 

Karen  Alleman,  Office  of  the  Special 
Representative  for  Trade  Negotia- 
tions. Washington,  D.C.  20506  '202- 
395-3395). 

SUPPLEMENTARY       INFORMATION: 

Pursuant  to  subparagraph  ic  of  head- 
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Accordingly,  subpart  A,  part  2,  of  the 
Appendix  to  the  TSUS  is  amended  to 
substitute  new  quota  quantities  for  the 
first  restraint  period  <June  14.  1976- 
June  13.  1977)  for  articles  provided  for 
in  item  923.22.  TSUS.  as  set  forth  below: 

A.  For  item  923.22  (bar)  : 

1.  By  changing  the  quota  quantity  for 
the  European  Economic  Community 
from  "1.865"  to  •1,465": 

2.  By  changing  the  quota  quantity  for 
Sweden  from  "1.770"  to  "1,845": 

3.  By  changing  the  quota  quantity  for 
other  countries  entitled  to  the  rate  of 
duty  in  rates  of  duty  column  numbered 
1  from  "5  982"  to  "6.307'. 

William  B.  Kelly.  Jr., 
Chairvian.  Trade  Policy 

Staff  Coynmittec. 

|FR  Doc. 77-16687  Filed  G-9-77;8  45  ami 

DEPARTMENT  OF   STATE 
Agency  for  International  Development 

IREDELEGATION  OF  AUTHORITY  No.  165- 
21;  Rural  Sanitation  Project  Number-  511- 
0458] 

BOLIVIA 

Rural  Sanitation 

Pursuant  to  the  authority  vested  in  me 
as  Assistant  Administrator,  Bureau  for 
Latin  America,  by  the  Foreign  Assist- 
ance Act  of  1961,  as  amended,  and  the 
delegations  of  authority  issued  there- 
under, I  hereby  delegate  to  the  Director, 
USAID.'Bolivia.  the  authority  to  nego- 
tiate, execute  and  implement  a  Project 
Agreement  between  the  Government  of 
Bolivia  and  the  United  States  of  America 
for  a  loan  and  a  grant  to  help  finance 
a  project  to  provide  potable  wat^r  sup- 
plies to  approximately  200  villages  in 
southeastern  Bolivia,  pursuant  to  the 
Project  Authorization  and  Request  for 
Allotment  of  Funds  dated  May  25,  1977. 

The  delegation  of  auUiority  to  nego- 
tiate and  execute  shall  expire  one  hun- 
dred twenty  (120)  days  after  the  date 
of  the  signing  of  this  Delegation  of 
Authority. 


Acting  Assistant  Administrator. 
[FR  Doc.77-16534  PUed  &-S-77;8:45  am] 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

inA.  No.  9802;  811-3666] 

AMERICAN   GENERAL   MUNiaPAL   BOND 
FUND 

Filing  of  Application  for  an  Order  Dodaring 
that  the  Limited  Partnership  Has  Ceased 
To  Be  an  Investment  Company 

Notice  Is  hereby  given  that  Carl 
Frischling,  acting  in  the  capacity  of  a 
Managing  General  Partner  and  General 
Counsel  on  behalf  of  American  General 
Mimlclpal  Bond  Pimd  ("Applicant"), 
P.O.  Box  3121,  Houston,  Texas  77001. 
registered  under  the  Investment  Com- 
pany Act  of  1940  ("Act")  as  a  diversi- 
fied, open-end  management  investment 
ccHnpany,  filed  an  application  on  April  7, 

■LL61  '9  a^nf 
1977,  and  amendments  thereto  on  May  6 
and  May  26,  1977,  pursuant  to  Section 
8(f)  of  the  Act,  for  an  order  of  the  Com- 
mission declaring  that  the  Applicant  has 
ceased  to  be  an  Investment  company  as 
that  term  is  defined  In  the  Act.  All  in- 
terested persons  are  referred  to  the  ap- 
plication on  file  with  the  Commission  for 
a  statement  of  the  representations  con- 
tained therein,  which  are  stunmarlzed 
below. 

The  Applicant,  a  Limited  Partnership 
organized  imder  the  Uniform  Limited 
Partnership  Act  of  California,  registered 
under  the  Act  on  Augtist  20.  1976.  The 
Applicant  states  that  it  filed  a  Registra- 
tion Statement  on  Form  S-5  under  the 
Securities  Act  of  1933  (FUe  No.  2-57039) 
on  Atigust  20,  1976.  This  Registration 
Statement  was  filed  based  upon  the  in- 
tention of  the  Applicant  to  operate  under 
the  Act  as  a  Limited  Partnership  so  that 
persons  desiring  Incixne  exempt  from 
Federal  Income  tax  could  achieve  that 
objective  by  ptirchasing  Limited  Partner- 
ship Interests  In  the  Applicant. 

Upon  passage  of  the  Tax  Reform  Act 
of  1976,  which  permits  investment  com- 
panies organized  as  corporations  to  invest 
In  tax-exempt  municipal  bonds  and  pass 
through  to  their  shareholders  the  tax 
exemption  on  the  interest  earned,  the 
Managing  General  Partners  of  the  Appli- 
cant decided  not  to  offer  Limited  Part- 
nership interests  to  the  pubHc.  There- 
fore, the  Applicant  took  action  to  with- 
draw Its  1933  Act  Registration  State- 
ment, ptirsuant  to  Rule  477  promulgated 
under  the  1933  Act.  An  order  withdraw- 
ing this  1933  Act  Registration  Statement 
was  entered  on  November  15,  1976.  The 
Applicant  states  that  It  has  never  made 
a  public  offering  of  securities:  and  that  it 
is  currently  Inactive,  has  never  been  ac- 
tive, and  has  no  assets,  known  liabilities 
or  pending  claims. 

Section  8(f)  of  the  Act  provides.  In 
pertinent  part,  that  whenever  the  Com- 
mission, on  its  own  motion  or  upon  appli- 
cation, finds  that  a  registered  investment 
company  has  ceased  to  be  an  Investment 
company.  It  shall  so  declare  by  order,  and 
upon  the  taking  effect  of  such  order,  the 
registration  of  such  company  shall  cease 
to  be  in  effect. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  June  30, 


1977.  at  5:30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hear- 
ing on  the  ^jpllcatlon  accompanied  by  a 
statement  as  to  the  nature  of  his  Interest, 
the  reason  for  such  request,  and  the  Is- 
sues, if  any,  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary,  Se- 
curities and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personalli-  or  by 
mail  upon  the  AppUcant  at  the  address 
stated  above.  Proof  of  such  service  iby 
affidavit,  or  in  the  case  of  an  attomey-at- 
law,  by  certificate)  shall  be  filed  contem- 
poraneously with  the  request.  As  pro- 
vided by  Rule  0-5  of  the  Rules  and  Regu- 
lations promulgated  under  the  Act,  an 
order  disposing  of  the  appUcation  herein 
will  be  issued  as  of  course  following  said 
date  unless  the  Commission  thereafter 
orders  a  hearing  upon  request  or  upon 
the  Commission's  own  motion.  Persons 
who  request  a  hearing,  or  advice  as  to 
whether  a  hearing  is  ordered,  will  receive 
any  notices  and  orders  issued  in  this  mat- 
ter. Including  the  date  of  the  hearing  (if 
ordered)  and  any  postponements 
thereof. 

For  the  Commission,  by  the  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons. 

Secretary. 


(Bel     No     13596;    SR  Amex  77^] 
AMERICAN   STOCK  EXCHANGE,   INC. 
Order  Approving  Proposed  Rule  Change 

June  3,  1977. 

On  April  4,  1977,  the  American  Stock 
Exchange,  Inc.  ("Amex"),  86  Trinity 
Place,  New  York,  New  York  10005,  filed 
with  the  Commission,  ptu^uant  to  Sec- 
tion 19(b)  of  the  Securities  Exchange 
Act  of  1934  (the  "Act"),  as  amended  by 
the  Securities  Acts  Amendments  of  1976. 
and  Rule  19b-4  thereunder,  copies  of  a 
proposed  rule  change.  The  proposed  rule 
change  would  permit  a  member,  in  en- 
gaging In  principal  floor  transactions 
with  respect  to  a  customer's  agency  order, 
to  obtain  the  consent  of  his  customer 
after  the  transaction  rather  than,  as  is 
presently  required,  prior  to  the  trans- 
action. 

Notice  of  the  proposed  rule  change 
together  with  the  terms  of  substance  of 
the  proposed  rule  change  was  given  by 
publication  of  a  Commission  Release 
'Securities  Exchange  Act  Relea.=;e  No, 
13440  (April  13,  1977^  )  and  by  publica- 
tion In  the  Federal  Register  <42  FR 
21877  (April  29.  1977  <  < . 

On  Jime  3,  1977,  the  Amex  amended 
the  proposed  rule  change  by  providing 
that  the  alternative  of  obtaining  a  cus- 
t«ner's  consent  after  a  transaction  may 
not  be  employed  by  a  member  when  not 
in  accordance  with  any  other  provision  of 
law.  For  example,  Section  206(3)  of  the 
Investment  Advisers  Act  of  1940  (15 
U.S.C.  J80b-6(3.i>  requires,  inter  alia, 
that  a  broker  or  dealer  acting  as  an  in- 


vestment adviser  in  relation  to  a  trans- 
action with  his  customer  In  which  he 
also  acts  «s  principal  for  his  own  accotmt 
must  make  certAm  disclosures  and  ob- 
tain his  customer's  consent  before  the 
completion  of  such  transaction. 

"Hie  Commission  finds  that  the  pro- 
posed rule  chance  Is  consistent  with  the 
requirements  of  the  Act  and  tlie  rules 
and  regulations  thereunder  applicable  to 
national  securities  exchanges,  and  in 
particular,  the  requirements  of  Section  6 
and  the  rules  and  regulations  thereunder. 

It  is  therefore  ordered,  pursuant  to 
Section  19<bM2>  of  the  Act.  that  Uie 
proposed  rule  change  filed  with  the  Com- 
mission cm  April  4,  1977,  be.  and  it  hereby 
is,  approved. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  PrrzsiMMONS. 
Secretary. 

[FR  Doc  77-16589  FUed  6-»-77:8:45  am) 


iRel.  No.  13592;  SR-Am*x-76-l  1 1 
AMERICAN  STOCK   EXCHANGE.   INC. 
Order  Approving  Proposed  Rule  Change 

JtTNE  2,   1977. 

On  March  11,  1976,  the  American 
Stock  Exchange.  Inc.,  86  Tnnity  Place, 
New  York,  New  York  10006.  filed  with  the 
Commission,  pursuant  to  Section  19 (b> 
of  the  Securities  Exchange  Act  of  1934 
(the  "Act"  * ,  as  amended  by  the  Securi- 
ties Acts  Amendments  of  1975.  and  Rule 
19b-4  thereunder,  copies  of  a  proposed 
rule  change  to  expand  its  option  pilot 
program  by  the  hsting  of  standardized 
put  options  The  Exchange  will  initially 
limit  this  Hsting  to  five  classes  of  put 
options  and  will  not  add  to  the  nimaber 
of  such  classes  without  Commission 
approval. 

Notice  of  the  proposed  rule  change 
together  with  the  terms  of  substance  of 
the  proposed  rule  change  was  given  by 
publication  of  a  Commission  Release 
(Securities  Exchange  Act  Release  No. 
12231.  March  18.  1976'  and  by  publica- 
tion In  the  Federal  Register  '41  FR 
12368.  March  25.  1976'.  ThLs  proposal 
was  amended  by  live  separate  amend- 
ments submitted  on  June  28.  1976;  De- 
cember 8.  1976.  Januarj-  12,  1977;  May  2. 
1977;  and  June  2.  1977,  respectively. 

The  Commis.'^ion  finds  that  the  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
Eind  regulations  thereunder  applicable  to 
national  securities  exchanges,  and  In 
particular,  the  requirements  of  Section  6 
and  the  rules  and  regulations  there- 
imder. 

It  is  therefore  ordered,  pursuant  to 
Section  19(bw2)  of  the  Act,  that  the 
above-mentioned  proposed  rule  change 
be.  and  It  hereby  Is,  approved. 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc. 77-1 6590  Piled  6-&-77:8:45  am] 
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NOTICES 


(Release   No.   34-13586;    File   No.   SR-Amex- 

77-10] 

AMERICAN    STOCK   EXCHANGE,    INC. 

Self-Regulatory  Organization;  Proposed 
Rule  Change 

Pursuant  to  section  19ibHli  of  the 
Securities  Exchange  Act  of  1934,  15 
U.S.C.  78sib>(l»,  as  amended  by  Pub.  L. 
No.  94-29.  16  (June  4,  1975),  notice  is 
hereby  given  that  on  May  13,  1977,  the 
above-mentioned  self-regulatory  organi- 
zation filed  with  the  Securities  and  Ex- 
change Commission  a  proposed  rule 
change  as  follows: 

Exchange's  Statement  of  Terms  of  Sub- 
stance OF  THE  Proposed  Rule  Change 

The  American  Stock  E.xchange.  Inc. 
("Amex")  proposes  to  amend  Rule  910 
("Restriction  of  Out-of-the-Money  Op- 
tions" i  relating  to  the  applicability  of 
such  rule.  The  text  of  the  proposed 
amendment  is  as  follows.  <  Italics  indi- 
cate new  material.! 

Rule  910.  Restriction  of  Out-of-the- 
Money  Options.'  (a)  to  tc*  No  change. 
Commentary.  .01  No  change.  .02  If  the 
two  tests  in  clauses  (it  and  nv  with  re- 
spect to  calls  and  in  clauses  (x>  and  'y" 
with  respect  to  puts  of  paragraph  (a>  are 
met  at  the  close  on  a  particular  day. 
paragraph  '  a)  applies  to  orders  after  the 
close  on  such  day.  Hoicci'er.  with  regard 
to  an  option  contract  traded  on  the  Ex- 
change which  has  otherwise  met  the  tests 
of  the  previous  sentence,  the  prohibitions 
of  paragraph  'a'  will  not  apply  to  trans- 
actions on  the  Exchange:  Provided.  Such 
option  is  traded  on  another  Participating 
Exchange:  And.  further  provided.  A 
transaction  has  occurred  on  the  last 
previous  day  on  another  such  exchange 
when  the  closing  price  of  such  option 
does  not  meet  the  test  of  clause  iii>  with 
respect  to  calls  or  clause  <y'  with  respect 
to  puts. 

The  purpose  of  the  proposed  rule 
change  is  to  establish  uniformity  with 
respect  to  the  application  of  the  re- 
stricted option  rule  to  dually  listed  ex- 
change traded  options. 

At  present,  pursuant  to  Amex  Rule 
910iai  members  and  member  organisa- 
tions may  not  enter  an  order  for  their 
own  accounts  or  for  accounts  nf  their 
customers  involving  an  opening  transac- 
tion I  either  purchase  or  sale'  in  any  call 
option  when  two  conditions  exist  at  the 
close  of  the  last  previous  trading  day; 
1 1 1  The  exercise  price  of  the  option  is 
more  than  $5  above  the  price  of  the  un- 
derlving  stock  in  the  primary  market  on 
which  it  is  traded,  and  i2>  the  price  of 
the  option  on  the  Amex  is  less  than  $0.50 
per  share  ($50  per  contract'  The  re- 
striction is  automatic  and  remains  in 
effect  until  the  day  following  the  close 
of  a  trading  day  when  either  condition 
is  not  met.  The  rule  will  be  broadened 
to  Include  restriction  of  put  options  isee 

■■  The  amendment  reflects  prior  amend- 
ments to  the  rule  as  contained  In  SR-Amex- 
76-11. 


SR-Amex-76-11)   once  trading  In  such 
options  commences. 

With  the  advent  of  dual  listings  in  ex- 
change traded  options,  the  two  con- 
ditions referred  to  above  which  would 
otherwise  cause  the  prohibition  to  be- 
come effective  may  exist  on  one  exchange 
but  not  on  another  exchange  which 
trades  the  same  option  series.  For  ex- 
ample, as  of  the  close  of  a  given  day,  the 
exercise  price  of  a  dually  listed  call 
option  may  be  more  than  $5  above  the 
price  of  the  underlying  stock;  however, 
the  price  of  the  option  may  close  at  $0.50 
per  share  ('2)  on  one  exchange  but  less 
than  that  price  on  another  exchange.  As 
a  result,  opening  transactions  would  be 
restricted  on  the  latter  exchange  but  not 
on  the  former  exchange. 

Although  the  restricted  option  rules 
as  adopted  by  each  of  the  options  ex- 
changes provide  that  an  exchange  may 
make  exceptions  with  respect  to  one  or 
more  options  series  when  it  is  in  the 
public  interest  to  do  so,  the  Amex  be- 
lieves it  is  advisable  to  amend  its  rule 
to  provide  for  uniformity  among  the  ex- 
changes in  respect  to  restricted  options 
to  eliminate  situations  as  described 
above. 

Accordingly,  the  Amex  proposes  to 
amend  its  restricted  options  rule  to  pro- 
vide that,  in  the  case  of  dually  listed  op- 
tions only,  the  Exchange  will  not  Impose 
a  restriction  on  an  option  series  unless 
the  conditions  giving  rise  to  such  restric- 
tion exist  on  all  exchanges  that  trade 
such  option  series. 

The  amendment  to  Rule  910  is  author- 
ized bv  section  61b)  of  the  Securities  Ex- 
change Act  of  1934  (the  "1934  Act")  and 
the  Amex  believes  that  such  Amendment 
will  serve  to  promote  just  and  equitable 
principles  of  trade  and  to  protect  inves- 
tors in  dual  traded  exchange  option  con- 
tracts. 

The  proposed  amendment  to  Rule  910 
was  considered  and  approved  by  the  Op- 
tions Committee  of  the  Amex  which  is 
composed  of  Amex  members  and  repre- 
sentatives of  Amex  member  organiza- 
tions. 

The  Amex  has  determined  that  the 
proposed  amendment  will  not  impose 
anv  burden  on  competition. 

On  or  before  July  15,  1977,  or  within 
sucli  longer  period  1  ii  as  the  Commission 
may  designate  up  to  90  days  of  such 
date  if  it  finds  such  longer  period  to  be 
appropriate  and  publishes  its  reasons  for 
so  finding  or  (iii  as  to  which  the  above- 
mentioned  seLf-regulatory  organization 
consents,  the  Commission  will: 

(ai  By  order  approve  such  proposed 
rule  change,  or 

I  b  >  Institute  proceedings  to  determine 
whether  the  proposed  rule  change  should 
be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  de- 
siring to  make  written  submissions 
should  file  six  copies  thereof  with  the 
Secretary  of  the  Commission,  Securities 
and  Exchange  Commission,  Washington, 


D.C.  20549.  Copies  of  the  filing  with  re- 
spect to  the  foregoing  and  of  aU  wTit- 
ten  submissions  will  be  available  for  in- 
spection and  copying  in  the  Public  Ref- 
erence Room  1100  L  Street.  NW..  Wash- 
ington, D.C.  Copies  of  such  filings  will 
also  be  available  for  inspection  and  copy- 
ing at  the  principal  ofBce  of  the  above- 
mentioned  self -regulatory  organization. 
All  submissions  should  refer  to  the  file 
number  referenced  in  the  caption  above 
and  should  be  submitted  on  or  before 
July  11,  1977. 

For  the  Commission  by  the  Division 
of  Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 

Secretary. 

June  1, 1977. 
[FR  Doc.  77-16616  Filed  6-9-77;  8: 45  am] 


(Rel.  No.   9796  812   4:091 

AMERICAN  VARIABLE  ANNUITY  LIFE 
ASSURANCE   CO.,    ET  AL. 

Application  for  an  Order  of  Exemption 

June  2,  1977. 
Notice  is  hereby  given  that  American 
Variable  Annuity  Life  Assurance  Com- 
pany (the  "Company'"* ,  a  Delaware 
stock  life  insurance  company.  The  A.V.A. 
Income  Fund  (the  "Income  Fund")  and 
American  Variable  Annuity  Fund  '  "AVA 
Fund"),  both  separate  accounts  of  the 
Company  registered  under  the  Invest- 
ment Company  Act  of  1940  1  the  "Act"  1  as 
open-end  management  investment  com- 
panies I  the  Income  Fund  and  AVA  Fund 
referred  to  herein  as  a  "Fund"  or  the 
"Funds"),  and  SMA  Equities,  Inc. 
("SMAE").  440  Lincoln  Street.  Worces- 
ter, Massachusetts  01605.  the  principal 
imderwriter  for  the  Funds  (collectively 
referred  to  herein  as  "Applicants"),  filed 
an  application  on  March  21.  1977  and  an 
amendment  thereto  on  May  20.  1977, 
pursuant  to  Section  6'ci  of  the  Act  for 
an  order  of  exemption  from  Section  27 
(a)  (3)  of  the  Act  and  Rule  27a-2  there- 
under. All  interested  persons  are  referred 
to  the  application  on  file  with  the  Com- 
mission for  a  statement  of  the  repre- 
sentations contained  therein  which  are 
summarized  below. 

The  Company  is  a  wholly-owned  sub- 
sidiary of  State  Mutual  Life  A.ssurance 
Company  of  America  rStat-e  Mutual'^. 
a  mutual  life  insurance  company  incor- 
porated under  the  laws  of  the  Common- 
wealth of  Massachusetts.  SMAE,  prin- 
cipal underwriter  for  AVA  Fund  and  the 
Income  Fund,  is  an  indirect  wholly - 
owned  subsidiai-y  ctf  State  Mutual. 
AVA  Fund  and  the  Income  Fund  are 
separate  accounts  of  the  Company  which 
maintain  assets  as  reserves  for  certain 
of  the  Company's  variable  annuity 
contracts. 

The  Company's  variable  annuity  con- 
tracts include  both  those  entitled  and 
those  not  entitled  to  special  tax  treat- 
ment imder  the  Internal  Revenue  Code 
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of  1954  ("Code")  and  permit  purchase 
pa\-ments  to  be  allocated  to  AVA  Fund. 
The  principal  Investment  objective  of 
AVA  Fund  is  primarily  long-term  growth 
of  capital  . 

The  Company  also  Issues  a  series  of 
variable  annuity  contracts  pursuant  to 
which  purchase  payments  may  be  al- 
located to  the  Income  F\ind  as  well  as  to 
AVA  Fund  The  principal  investment  ob- 
jective of  the  Income  Fund  is  to  seek  as 
high  a  level  of  current  income  as  is  con- 
sistent with  prudent  Investment  manage- 
ment. The  Income  Fund  holds  reserves 
attributable  to  contracts  issued  in  con- 
nection with  plans  not  entitled  to  special 
tax  treatment  under  the  Code. 

The  Company  currently  issues  two 
series  of  individual  variable  annuity  con- 
tracts ("Contracts"! .  one  a  "Single  Pay- 
ment" Contract  and  the  other  an  "Elec- 
tive Payment"  Contract.  Under  both 
types  of  Contracts,  purchase  payments 
are  not  limited  either  as  to  frequency  or 
number.  However,  under  Single  Payment 
Contracts,  tlie  aruiuity  commencement 
date  must  be  within  two  years  from  the 
date  the  Contract  is  issued,  while  under 
Elective  Payment  Contracts  the  annuity 
commencement  date  must  be  at  least  two 
vears  from  the  date  of  issue.  Under  each 
tvpe  of  Contract  net  purchase  payments 
during  the  accumulation  period  may  be 
applied  in  whole  or  in  part  to  AVA  Fund, 
to  the  Income  Fund,  or  to  the  general 
account  of  the  Company  for  accumula- 
tion on  a  fixed  basis  Prior  to  the  annuity 
commencement  date,  amounts  accumu- 
lated under  the  Contracts  may  be  trans- 
ferred between  AVA  Fund  and  the  In- 
come Fund  and  between  either  Fund  and 
the  Companv-s  general  account  without 
Imposition  of  any  charge.  All  transfers 
must  be  with  the  consent  of  the  Company 
and  must  comply  with  whatever  maxi- 
mum and  minimum  dollar  limitations 
and  other  nondiscriminatory  rules  re- 
stricting transfers  the  Company  imposes. 
Upon  the  commencement  of  annuity 
pavments.  the  Contract  Owners  may  se- 
lect a  variable  armuity  reflecting  the 
performance  of  AVA  Fund,  a  fixed  an- 
nuity, or  a  combination  of  both. 

From  each  purchase  payment  sub- 
mitted under  a  Contract,  whether  allo- 
cated to  AVA  Fund,  the  Income  Fund  or 
to  the  general  account,  the  Company 
makes,  in  addition  to  a  deduction  for  any 
applicable  premium  taxes,  a  deduction 
for  sales  and  administrative  expenses.  In 
the  case  of  Single  Payment  Contracts, 
such  deduction  is  in  accordance  with  the 
following  schedule ; 


NOTICES 

In  the  case  of  Elective  Payment  Con- 
tracts, the  following  schedule  is  used  to 
compute  the  applicable  deduction,  except 
that  for  any  payment  made  sifter  the 
tenth  contract  annlversarv-,  the  apph- 
cable  deduction  will  be  4.25 '^i.  of  the 
payment ; 
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Both  of  the  above  schedules  provide 
for  reductions  in  sales  load  ba.-^  on  total 
pavments  made  regardless  of  whether 
such  pavments  are  or  have  been  allo- 
cated to  either  Fund  or  to  the  Company's 
general  account.  Moreover,  total  pay- 
ments made  will  liicluded  any  payments 
denved  from  insurance  proceeds  as  de- 
scribed below  or  from  amounts  accumu- 
l.\ted  under  contracts  exchanged  for  the 
Contracts,  even  though  such  payments 
may  have  been  subject  to  a  sales  load  dif- 
fering from  that  set  forth  in  the  applica- 
ble schedule. 

Pursuant  to  an  Order  of  the  Conunis- 
sion  granting  exemptions  from  Section 
27(a>(3>  of  the  Act  and  Rule  27a-2 
tliereunder  (Investment  Company  Act 
Release  No.  8941,  September  18  1975' 
("Order"'.  Applicants  permit  amounts 
pavable  under  insurance  policies  or  an- 
nuities Issued  by  State  Mutual  isuch  as 
death  benefits,  maturities  under  endow- 
ment contracts,  surrender  values  and 
dividends  I,  or  under  insurance  policies 
Issued  by  the  Company  (hereinafter 
caUed  "Pohcy  Proceeds")  to  be  applied 
as  a  purchase  payment  under  a  Single 
Payment  Contract  or  as  the  initial  pay- 
ment under  an  Elective  Payment  Con- 
tract at  a  reduced  sales  load.  In  the  case 
of  Single  Payment  Contracts  the  deduc- 
tion for  sales  stnd  administrative  ex- 
penses applicable  to  a  payment  derived 
from  Policy  Proceeds  is  In  accordance 
with  the  following  schedule; 


Portioa     Paroentaee 

oi  total      dednetloD 

PAjment!     (parwmt) 


Portior 
repceaeni' 
Inc  sales- 

cnariT 
(peroent) 


29979 


Portion 
rrpTKienl- 
inf  ohargr 
lor  admiu- 
i-traliT* 
expenses 
vpercMii ' 


$11000 
NbH.-          1S.O0O 
Do...          15,000 
BalMM -- 


S.SO 
4.5U 

a.5<i 


3.25 
2. 2.^ 
1..W 


2.25 
2.25 
2.00 
1.75 


Portion 
I'oruoo      Percentage    reprwent- 
of  total       dadaetiou     inc  sales 
I&vinrnt.*      (percent)        charjT 

CperocQt) 


Portion 
represent- 
ing charge 
lor  admin- 
istrative 
expenses 
{peneali 


First... 
Neit.   - 
Do... 
Balaooe. 


JIZOOO 
13,000 

a^ooo 


3.0 

H 


15 

2.2 

1.5 

.8 


LO 

.8 
.5 
.2 


In  the  case  of  Elective  Payment  Con- 
tracts the  deduction  applicable  to  an 
Initial  payment  derived  from  Policy  Pro- 
ceeds is  determined  from  the  following 
Bchedule : 


Applicants  propose  to  extend  the  re- 
duced schedule  of  sales  loads  applicable 
to  the  Contracts  to  the  death  benefit  un- 
der annuiUcs,  either  fixed  or  variable.  Is- 
sued bv  the  Company.  The  Company's 
fixed  and  variable  annuity  contract;  pro- 
vide for  a  death  benefit  to  be  paid  to  a 
designated   beneficiar>-.   "Hiere   are   sev- 
eral situations  where  a  beneficiarv-  under 
the    Compare's    annuity    contract    may 
wish  to  applv  the  death  proceeds  to  pur- 
chase a  Contract  Beneficiaries  under  the 
Company's  fixed  annuity  contracts  who 
wish  to  receive  a  variable  annuity  or  who 
wish  to  apply  the  death  proceeds  to  pur- 
chase a  contract  permitting  variable  ac- 
cumulation may  wish  to  purchase  a  Con- 
tract. Beneficiaries  under  the  Company's 
variable   annuity   contract  who   do  not 
wish  to  receive  an  annuity  at  the  pres- 
ent time  and  who  wlsli  death  proceeds  to 
accumulate    on    a    wholly    or    partially 
variable  basis  may  wish  to  apply  de&Xh 
proceeds  to  purchase  a  Contract.  A  sim- 
ilar situatiOTi  may  arise  when  an  annui- 
tant under  Uie  Company's  annuity  con- 
tract dies  after  the  annuity  commence- 
ment date  but  before  the  completion  of 
all    guaranteed   monthly    annuity    pay- 
ments. In  such  cases,  the  Company's  an- 
nuity contracts  provide  that  any  unpaid 
installments  will  be  paid  to  the  beneflcl- 
ar>-.  If  there  is  more  th.m  one  beneficiarj' 
the  commuted  value  of  such  installments 
Is  paid  to  the  beneficiary  in  one  sum. 
Beneficiaries  who  do  not  wish  to  receive 
payments   under  an   annuity  option   at 
this  time  and  elect  to  receive  a  lump  sum 
pavment.  or  multiple  beneficiaries  \rtio 
receive  a  lump  sum  payment  may  wish 
to  purcliase  a  Contract. 

Applicants  aLso  propose  to  extend  the 
reduced  schedule  of  sales  loads  applica- 
ble to  an  initial  purchase  payment  un- 
der an  Elective  Payment  Contract  de- 
rived from  Policy  Proceeds,  to  Policy 
Proceeds  apphed  under  an  Elective  Pay- 
ment Contract  as  a  subsequent  payment 
("Subsequent  Pa>Tnent")  and  to  apply  a 
charge  of  2.50'''c  to  any  payment  derived 
from  Pohcy  Proceeds  made  after  the 
tenth  contract  armiversary. 

Section  27(a)(3)  of  the  Act  provides 
that  no  registered  investment  company 
issuing  periodic  payment  plan  certifi- 
cates and  no  depositor  of  or  unden*riter 
for  such  company  may  sell  any  such 
certificate  if  the  amount  of  sales  load  de- 
ducted from  any  one  of  the  first  twelve 
niontWy  payments  exceeds  proportion- 
ately the  amount  deducted  from  any- 
other  such  payment  or  If  the  amoiml 
deducted  from  any  subsequent  payment 
exceeds  proportionately  the  amount  de- 
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duct€d  from  any  other  subsequent  pay- 
ment. Rule  27a.-2  under  the  Act  exempts 
a  regi.'^t^red  separate  account,  and  any 
deptxsitor  of  or  underwriter  for  such  ac- 
count, from  Section  27<aM3'  if  the  pro- 
portionate amount  of  sales  load  deducted 
from  any  payment  during  the  contract 
period  does  not  exceed  the  proportion- 
ate amount  deducted  from  any  prior 
payment  during  the  contract  period. 

Applicants  stat«  that  if  a  reduced  sales 
load  Ls  applied  to  purchase  payments 
I  uutiaJ  or  subsequent  payments  i  derived 
from  death  proceeds  under  an  annuity 
contract,  a  contract  owTier  could  make 
subsequent  payments  under  a  Contract 
which  would  not  be  derived  from  death 
proceeds  under  an  amiuity  contract  or 
otiier  Policy  Proceeds  and  which  would 
be  subject  to  a  regular  sales  load.  Ac- 
cordingly, such  payments  could  be  sub- 
ject to  a  sales  load  deduction  which  ex- 
ceeds proportionately  the  amount  de- 
ducted from  purchase  payments  derived 
from  death  proceeds  under  an  annuity 
contract.  An  exemption  from  Section 
27(a)  i3t  of  the  Act  and  Rule  27a-2 
thereunder  Ls  requested  to  the  extent 
necessai-y  to  permit  such  practice. 

Applicants  state  that  it  is  desirable  and 
appropriate  to  apply  a  reduced  sales  load 
to  death  proceeds  from  annuities  writ- 
ten by  the  Company  u.sed  as,  an  initial 
paj'ment  on  a  Single  or  Elective  payment 
contract  or  as  a  subsequent  payment  un- 
der an  Elective  Payment  Contract.  The 
annuity  contract  will  already  have  been 
subject  to  sales  charges  and  applying 
such  proceeds  imder  a  Contract  as  an 
imtial  or  subsequent  payment  does  not 
involve  such  substantial  additional  sales 
activity  as  to  require  imposition  of  a  full 
additional  load.  Reducing  the  percentage 
deduction  in  the  manner  proposed  will 
avoid  an  unnecessary  accumulation  of 
charges  to  persons  entitled  to  death  pro- 
ceeds. Applicants  fui-ther  state  that 
grant  of  the  requested  execption  will  not 
conflict  with  the  purpose  of  Section  27 
(a>  which  was  designed  to  curb  abuses 
associated  with  frontend  load  arrange- 
ments on  mutual  fund  contractual  plans 
by.  in  part,  limiting  the  sales  load  to  9% 
and  lessening  the  possible  loss  which 
could  be  incun-ed  upon  early  termina- 
tion of  such  a  plan.  Since  the  deductions 
for  sales  load  under  tlie  Contracts  will 
not  exceed  the  statutoiT  limitation  of  9% 
imd  do  not  involve  the  kind  of  front-end 
load  arrangement  at  which  Section  27 
(a)  is  directed,  .Applicants  submit  that 
the  deductions  cannot  lead  to  the  abuses 
miended  to  be  curbed  by  Section  27(a>. 
Applicants  a&sert  that  application  of  a 
reduced  sales  load  to  purcha.';e  payments 
derived  from  death  proceeds  imder  an 
annuity  contract  Lssued  by  the  Company 
will  meet  the  criteria  for  exemption  from 
Section  22<d)  of  the  Act  provided  in 
Rule  22d-3  thereunder  in  that  the  re- 
duction in  sales  load  reflects  a  difference 
in  costs  or  seri'ices.  is  not  unfairly  dis- 
criminatory against  any  person  and  will 
be  disclosed  in  the  Funds'  prospectuses, 
and  they  have  therefore  concluded  not 
to  seek  exemption  from  Section  22* d>. 
Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June 


NOTICES 

27,  1977  at  5  30  p.m.,  submit  to  the  Com- 
mission in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state- 
ment as  to  the  nature  of  his  interest,  the 
reason  for  such  request  and  the  issues  of 
fact  or  law  proposed  to  be  controverted. 
or  he  may  request  that  he  be  notified  if 
the  Commission  shall  order  a  hearing 
thereon.  Any  such  communication 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  Wash- 
ington. D.C.  20549.  A  copy  of  such  re- 
quest shall  be  served  personally  or  by 
mail  upon  Applicants  at  the  address  stat- 
ed above.  Proof  of  ser^-ice  (by  affidavit  or 
in  case  of  an  attorney-at-law  by  certifi- 
cate* shall  be  filed  contemporaneously 
with  the  request.  As  provided  by  Rule 
0-5  of  the  Rules  and  Regulations  prom- 
ulgated under  the  Act,  an  order  disposing 
of  the  application  will  be  issued  as  of 
course  following  June  27,  1977  unless  the 
Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission's 
own  motion.  Persons  who  request  a  hear- 
ing or  advice  as  to  whether  a  hearing  is 
ordered  will  receive  notice  of  further  de- 
velopments in  this  matter  including  the 
date  of  the  hearing  (if  ordered)  and  any 
postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Titzsimmons, 

Secretary. 

\Fn  Doc.77-16591  Piled  6-9-77;8:45  am] 


|Rel.     No.  9797  812-4110] 

AMERICAN  VARIABLE  ANNUITY  LIFE 
ASSURANCE   CO.,    ET  AL. 

Application  For  an  Order  of  Exemption 

June  2,  1977. 

Notice  is  hereby  given  that  American 
Variable  Annuity  Life  Asurance  Com- 
pany (the  'Company" ' ,  a  Delaware  stock 
life  insurance  company,  The  A.V.A.  Qual- 
ified Income  Fund  (the  "Income  Fund") 
and  American  Variable  Annuity  Fund 
.■  AV.\  Fund"',  both  separate  accounts 
of  the  Company  registered  under  the  In- 
vestment Company  Act  of  1940  (the 
"Act">  as  open-end  management  invest- 
ment companies  (the  Income  Fund  and 
AVA  Fund  referred  to  herein  as  a  "Fund" 
or  the  "Funds") ,  and  SMA  Equities.  Inc. 
■  ■■SMAE').  440  Lincoln  Street,  Wor- 
cester. Massachusetts  01605,  the  principal 
underwriter  for  the  Funds  (collectively 
referred  to  herein  as  "Applicants") ,  filed 
an  application  on  March  21,  1977  and  an 
amendment  thereto  on  May  20,  1977, 
pui-suant  to  Section  6(c)  of  the  Act  for 
an  order  of  exemption  from  Section  27 
(a)  i3)  of  the  Act  and  Rule  27a-2  there- 
under. All  interested  persons  are  referred 
to  the  application  on  file  with  the  Com- 
mission for  a  statement  of  the  repre- 
sentations contained  therein  which  are 
summarized  below. 

Tlie  Company  is  a  wholly-owned  sub- 
.sidiary  of  SUvte  Mutual  Life  Assurance 
Company  of  America  ("State  Mutual"), 
a  mutual  life  insurance  company  incor- 
porated under  the  laws  of  the  Common- 


wealth of  Massachusetts.  SMAE,  prin- 
cipal undenvriter  for  AVA  Fund  and  the 
Income  Fund,  is  an  indirect  wholly - 
owned  subsidiar>-  of  State  Mutual  AVA 
Fund  and  the  Income  Fund  are  separate 
accounts  of  the  Company  which  main- 
tain assets  as  resei"ves  for  certain  of  the 
Company's  variable  annuity  contracts. 

The  Company's  variable  annuity  con- 
tracts include  both  those  entitled  and 
those  not  entitled  to  special  tax  treat- 
ment under  the  Internal  Revenue  Code 
of  1954  ("Code")  and  permit  purchase 
payments  to  be  allocated  to  .WA  F\ind. 
The  principal  investment  objective  of 
AVA  Fund  is  primarily  long-term  growth 
of  capital. 

The  Company  also  issues  a  series  of 
variable  annuity  contracts  pursuant  to 
which  purchase  payments  may  be  allo- 
cated to  the  Income  Fund  as  well  as  to 
AVA  Fund.  The  principal  investment  ob- 
jective of  the  Income  Fund  is  to  seek  as 
high  a  level  of  current  income  as  is  con- 
sistent with  prudent  Investment  man- 
agement. The  Income  Fund  holds 
reserves  attributable  to  contracts  issued 
in  connection  with  plans  entitled  to  spe- 
cial tax  treatment  under  the  Code. 

The  Company  currently  issues  two  se- 
ries of  individual  variable  annuity  con- 
tracts    ("Contracts"),    one    a    "Single 
Payment"   Contract  and   the  other  an 
"Elective    Payment"    Contract.    Under 
both  types  of  Contracts,  purchase  pay- 
ments are  not  limited  either  as  to  fre- 
quency or  number.  However,  under  Sin- 
gle   Payment    Contracts,    the    annuity 
commencement  date  must  be  within  two 
years  from  the  date  the  Contract  is  is- 
sued, while  under  Elective  Pa.vment  Con- 
tracts the  armuity  commencement  date 
must  be  at  least  two  years  from  the  date 
of  issue.  Under  each  type  of  Contract  net 
purchase  payments  during  the  accumu- 
lation period  may  be  applied  in  whole  or 
in  part  to  AVA  Fund,   to   the  Income 
F\ind,  or  to  the  general  account  of  the 
Company  for  accumulation  on  a  fixed 
basis.  Prior  to  the  annuity  commence- 
ment date,  amoimts  accumulated  under 
the  Contracts  may  be  transferred  be- 
tween AVA  Fund  and  the  Income  Fund 
and  between  either  Fund  and  the  Com- 
pany's general  account  witliout  imposi- 
tion of  any  charge.  All  transfers  must  be 
with  the  consent  of  the  Company  and 
must  comply  with  whatever  maximum 
and    minimum    dollar    limitations    and 
other  nondiscriminatory  rules  restricting 
transfers  the  Company  imposes.  Upon 
the  commencement  of  annuity  pa>-menis, 
the  Contract  Owners  may  select  a  van- 
able  annuity  reflecting  the  performance 
of  AVA  Fund,  a  fixed  annuity,  or  a  com- 
bination of  both. 

From  each  purchase  payment  sut«nit- 
ted  under  a  Contract,  whether  allocated 
to  AVA  Fund,  the  Income  Fund  or  to 
the  general  accoimt.  the  Company 
makes,  in  addition  to  a  deduction  for  any 
apphcable  premium  taxes,  a  deduction 
for  sales  and  adminlsrtrative  expenses.  In 
the  case  of  Single  Payment  Contracts, 
such  deduction  is  In  accordance  with  the 
following  schedule: 


FEDERAL  REGISTER,    VOL   42,    NO.    112— FRIDAY,   JUNE    10,    1977 


NOTICES 


299s  1 


Portion 
Portion      represenl- 
Portion     Peroentage   represent-    tnj  charge 
ol  total      dednction     ing  tales     lor  &<tmui- 
payments     (percent  j        di«rge 
(pereent) 


istrative 
expenses 
tpwoeni) 


Firet... 
Next... 

Do... 

Do... 

Do... 
Balauce. 


$12,000 
13,000 
25.000 
26,000 
25,000 


e.5 

6,0 
5.0 
4.0 
3.0 
2.0 


6.5 
6.0 
4.0 
3.5 
2.6 
1.7 


1.0 
1.0 
1.0 
.5 
.4 
.3 


In  the  case  of  Elective  Payment  Con- 
tracts, the  following  schedule  is  used  to 
compute  the  applicable  deduction,  ex- 
cept that  for  any  payment  made  after 
the  tenth  contract  anniversary-,  the 
applicable  deduction  will  be  4.25'!-  of  the 
payment: 


Portion 

Portion 

represent- 

Portion 

Perceutuge 

represeui- 

ing  charge 

of  total 

dednction 

ins  sales 
charge 

(or  admin- 

payments 

(percent) 

istrative 

(percent,) 

expenses' 
(percent) 

First... 

J12,000 

8.75 

6.50 

2.25 

Next... 

13,000 

8.25 

6.00 

2.25 

Do... 

25.000 

7.25 

5.00 

2,25 

Do... 

25,000 

6.25 

4.2.5 

2.00 

Do... 

25,000 

5.25 

3.50 

1.75 

Balance. 

4.25 

2.75 

L60 

Both  of  the  above  schedules  provide 
for  reductions  in  sales  load  based  on  total 
payments  made  regardless  of  whether 
such  payments  are  or  have  been  allo- 
cated to  either  Fund  or  to  the  Company's 
general  account.  Moreover,  total  pay- 
ments made  will  include  any  payments 
derived  from  insurance  proceeds  as  de- 
scribed below  or  from  amounts  accumu- 
lated under  contracts  exchanged  for  the 
Contracts,  even  though  such  payments 
may  have  been  subject  to  a  sales  load 
differing  from  that  set  forth  in  the  ap- 
plicable schedule. 

Pursuant  to  an  Order  of  the  Commis- 
sion granting  exemptions  from  Section 
27(a)  (3 1  of  the  Act  and  Rule  27a-2 
thereunder  (Investment  Company  Act 
Release  No.  8941,  September  18.  1975) 
("Order").  Applicants  permit  amounts 
payable  imder  insurance  policies  or 
annuities  issued  by  State  Mutual  'such 
as  death  benefits,  maturities  under  en- 
dowment contracts,  surrender  values  and 
dividends) ,  or  under  insurance  policies 
issued  by  the  Company  (hereinafter 
called  "Policy  Proceeds")  to  be  applied 
as  a  purchase  payment  under  a  Single 
Payment  Contract  or  as  the  initial  pay- 
ment under  an  Elective  Payment  Con- 
tract at  a  reduced  sales  load.  In  the  case 
of  Single  Payment  Contracts  the  deduc- 
tion for  sales  and  administrative  ex- 
penses applicable  to  a  payment  derived 
from  Policy  Proceeds  is  in  accordance 
with  the  following  schedule: 


Portion 

Portion 

represent- 

Portion 

Pfirceiitagp 

represent- 

ing charge 

of  total 

deduction 

ing  sales 
charge 

lor  admin- 

psynipots 

I percent) 

istrative 

(percent) 

expenwis 
(peroeot) 

First... 

$12,000 

3.5 

2.5 

1.0 

Next... 

13,000 

3.0 

Z2 

.8 

Do. 

36,000 

2.0 

L& 

.5 

Balance. 



LO 

.8 

.2 

In  the  case  of  Elective  Payment  Con- 
tracts the  deduction  applicable  to  an 
initial  payment  derived  from  Policy  Pro- 
ceeds is  determined  from  the  following 
schedule : 


Portion 

of  total 

payments 


Portion 
Percentage   represent - 
deduction     ing  sales 
(pen-enl  i        charge 
(percent) 


First... 
Next... 
Do... 
Palanco.. 

$12,000 
13.000 

23,000 

.vsn 

4.  .so 

3.  VI 
■2.  ,Vi 

X35 

2.25 

1..50 

.75 

Portion 
represent- 
ing charge 
for  admin- 
istrative 
expenses 
'percent) 


2.25 
2.25 
2.00 
1.75 


Applicants  propose  to  extend  the  re- 
duced schedule  of  sales  loads  applicable 
to  the  Contracts  to  the  death  benefit  un- 
der annuities,  either  fixed  or  variable, 
issued  by  the  Company.  The  Company's 
fixed  and  variable  annuity  contracts  pro- 
vide for  a  death  benefit  to  be  paid  to  a 
designated  beneficiary.  Tliere  are  several 
situations  where  a  Ijeneficiary  under  the 
Company's  annuity  contract  may  wish  to 
apply  the  death  proceeds  to  purchase  a 
Contract.  Beneficiaries  under  the  Com- 
pany's fix/fd  annuity  contracts  who  wish 
to  receive  a  variable  annuity  or  who  wish 
to  apply  the  death  proceeds  to  purchase 
a  contract  permitting  variable  accumu- 
lation may  wish  to  purcha.'^e  a  Contract. 
Beneficiaries  under  the  Company's  vari- 
able annuity  contract  who  do  not  wish  to 
receive  an  annuity  at  the  present  time 
and  who  wish  death  proceeds  to  accumu- 
late on  a  wholly  or  partially  variable 
basLs  may  wish  to  apply  death  proceeds 
to  purchase  a  Contract.  A  similar  situa- 
tion may  arise  when  an  annuitant  under 
the  Company's  annuity  contract  dies 
after  the  annuity  commencement  date 
but  before  the  completion  of  all  guaran- 
teed monthly  annuity  payments.  In  such 
cases,  the  Company's  annuity  contracts 
provide  that  any  unpaid  installments  will 
be  paid  to  the  beneficiary.  If  there  is 
more  than  one  beneficiary  the  commuted 
value  of  such  Installments  Is  paid  to  the 
beneficiary  in  one  sum.  Beneficiaries  who 
do  not  wish  to  receive  payments  under 
an  annuity  option  at  this  time  and  elect 
to  receive  a  lump  sum  payment,  or  multi- 
ple beneficiaries  who  receive  a  lump  sum 
payment  may  wi^  to  purchase  a 
Contract. 

Applicants  also  propose  to  extend  the 
reduced  schedule  of  sales  loads  apphca- 
ble to  an  Initial  purchase  payment  under 
an  Elective  Payment  Contract  derived 
from  Policy  Proceeds,  to  Policy  Proceeds 
applied  under  an  Elective  Payment  Con- 
tract as  a  subsequent  payment  '"Sub- 
sequent Payment"  i  and  to  apply  a 
charge  of  2.50%  to  any  payment  derived 
from  Policy  Proceeds  made  after  the 
tenth  contract  anniversarj-. 

Section  27(a)(3)  of  the  Act  provides 
that  no  registered  investment  company 
Issuing  periodic  payment  plan  certi- 
ficates and  no  depositor  of  or  under- 
writer for  such  cwnpany  may  sell  any 
such  certificate  if  the  amount  of  sales 
load  deducted  from  any  one  of  the  first 
twelve  monthly  psisments  exceeds  pro- 
portionately the  amount  deducted  frcxn 
any  other  such  payment,  or  If  the  amount 


deducted  from  any  subsequent  payment 
exceeds  proportionately  the  amount 
deducted  from  8uny  other  subsequent  pay- 
ment. Rule  27a-2  luider  the  Act  exempts 
a  registered  separate  account,  and  any 
depopitor  of  or  underwriter  for  such  ac- 
count from  Section  27(a)  (3'  if  the  pro- 
portionate amount  of  ssiles  load  deducted 
frcKn  any  payment  during  the  contract 
period  does  not  exceed  the  proportionate 
amount  deducted  from  any  prior  pay- 
ment during  the  contract  p>erod. 

Applicants  state  that  if  a  reduced  sales 
load  is  applied  to  purchase  payments 
(initial  or  subsequent  pa>'ments  i  derived 
from  death  proceeds  under  an  annuity 
contract,  a  contract  owner  could  make 
subsequent  payments  under  a  Contract 
which  would  not  be  derived  from  death 
proceeds  imder  an  annuity  contract  or 
other  Policy  Proceeds  and  which  would 
be  subject  to  a  regular  sales  load.  Ac- 
cordingly, such  payments  could  be  sub- 
ject to  a  sales  load  deduction  which 
exceeds  proportionately  the  amount 
deducted  from  purchase  payments 
derived  from  death  proceeds  under  an 
annuity  contract  An  exemption  from 
Section  27aia>(3'  of  the  .^.ct  and  Rule 
27a-2  thereunder  is  requested  to  tlie  ex- 
tent necessary  to  permit  such  practice 

Apphcants  state  that  It  is  desirable 
and  appoprtate  to  apply  a  reduced  sales 
load  to  death  proceeds  frcwn  annunities 
written  by  the  Company  used  as  an 
initial  payment  on  a  Single  or  Elec- 
tive payment  contract  or  as  a  subsequent 
payment  under  the  Elective  Payment 
Contract.  The  annuity  contract  will  al- 
ready have  been  subject  to  sales  charges 
and  applying  such  proceeds  under  a 
Contract  as  an  initial  or  subsequent  pay- 
ment does  not  involve  such  substantial 
additional  sales  activity  as  to  require 
imposition  of  a  full  additional  load 
Reducing  the  percentage  deduction  in 
the  manner  proposed  will  avoid  an  un- 
necessary accumulation  of  charges  to 
persons  entitled  to  death  proceeds.  Ap- 
plicants further  state  that  grant  of  the 
requested  exemption  will  not  conflict  with 
the  purpose  of  Section  27iai  which  was 
designed  to  curb  abuses  associated  with 
front-end  load  arrangements  on  mutual 
fund  contractual  plans  by.  in  part, 
limiting  the  sales  load  to  9<c  and 
lessening  the  possible  loss  wliich  could 
be  incurred  upon  early  termination  of 
such  a  plan.  Since  the  deductions  for 
sales  load  under  the  Contracts  will  not 
exceed  the  statutory  limitaton  of  9% 
and  do  not  Involve  the  kind  of  front - 
end  load  arrangement  at  which  Section 
27(ai  is  directed.  Applicants  submit  that 
the  deductions  cannot  lead  to  the  abuse<^ 
Intended  to  be  curbed  by  Section 
27iai. 

Applicants  assert  that  application  of 
a  reduced  sales  load  to  purchase  pay- 
ments derived  from  death  proceeds  un- 
der an  annuity  contract  Issued  by  the 
Company  will  meet  the  criteria  for  ex- 
emption from  Setcion  22' d'  of  the  Act 
pro\1ded  in  Rule  22d-3  thereunder  in 
that  the  reduction  in  sales  load  reflects 
a  difference  in  costs  or  services  is  not 
unfairly  discriminatory  against  any  per- 
son and  win  be  disclosed  In  the  Funds' 
prospectuses,   and   they   have   therefore 


FEDERAL   REGISTER,   VOL.    42,    NO.    112 — FRIDAY,    JUNE    10,    1977 


29982 

concluded  not  to  seek  exemption  from 
Section  22' di. 

Notice  is  further  given  that  any  In- 
terested person  may.  not  later  than  June 
27,  1977  at  5:30  p.m..  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his 
mterest.  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to 
be  controverted,  or  he  may  request  that 
he  be  notified  if  the  Commission  shall 
order  a  hearing  theron.  Any  such  com- 
munication should  be  addressed-  Secre- 
tary, securites  and  Exchange  Commis- 
sion. Washngton,  DC.  20549.  A  copy 
of  such  request  shall  be  served  personal- 
ly or  by  mail  upon  Applicants  at  the 
address  stated  above.  Proof  of  service  i  by 
affidavit  or  in  case  of  an  attorney-at- 
law  by  certificate!  shall  be  fileti  con- 
temporaneously with  the  request.  As  pro- 
vided by  Rule  0-5  of  the  Rules  and  Reg- 
ulations promulgated  under  the  Act,  an 
order  di.sposing  of  the  application  will 
be  issued  as  of  course  following  June 
27.  1977  unless  the  Commission  thereafter 
orders  a  heamg  upon  request  or  upon 
the  Commission's  own  motion.  Persons 
who  request  a  hearing  or  advice  as  to 
whether  a  hearing  Is  ordered  will  re- 
ceive notice  of  further  developments  in 
this  matter  including  the  date  of  the 
hearing  if  ordered)  and  any  postpone- 
ments thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmgns. 

Secretary. 

(PB Doc.77-16592  PUed  6  9-77:8:45  am| 


|Rel.  No.  20060:  70-55741 

APPALACHIAN    POWER    CO.    AND    CEDAR 
COAL  CO. 

Supplemental  Notice  of  Proposed  Capital 
Contributions  From  Utility  Company  to 
Subsidiary  Coal  Company 

June  3,  1977 
Notice  is  hereby  given  that  Appala- 
chian Power  Company  ("Appalachian"  i , 
40  Franklin  Road,  Roanoke,  Virginia 
24009.  an  electric  utility  subsidiary  of 
American  Electric  Power  Company.  Inc.. 
a  registered  holding  company,  and  Cedar 
Coal  Company  ("Cedar"' .  1220  Charles- 
ton National  Plaza,  Charleston  West  Vir- 
ginia 25301  a  coal  mining  subsidiary 
company  of  Appalachian,  have  filed  a 
further  amendment  to  their  declaration 
previously  filed  and  amended  with  this 
Commi-ssion  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935 
("Act"i.  designating  Section  12  of  the 
Act  as  applicable  to  the  following  pro- 
posed transaction.  AH  interested  persons 
are  referred  to  the  declaration,  as 
amended,  which  is  summarized  below,  for 
a  complete  sUtement  of  the  proposed 
transaction. 

Cedar  is  engaged  in  the  mining,  de- 
livery and  sale  of  coal  to  Applachian. 
Cedar  does  not  own  coal  properties,  but 
Cedar  holds  leases  on  approximately 
24,931    acres    of   land   In   West   Virginia 
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estimated  to  contain  76  million  tons  of 
recoverable  coal.  Cedar's  current  mining 
capacity  is  stated  to  be  2  million  tons 
of  coal  per  year.  It  is  planned  to  expand 
the  mining  capacity  of  Cedar  to  ap- 
proximately 4  million  tons  per  year  by 
1979  at  a  cost  of  approximately  $50,000.- 
000.  It  is  stated  that  the  bulk  of  Cedar's 
coal  production  through  1979  is  expected 
to  be  shipped  to  the  John  EL  Amos  plant 
in  West  Virginia  (owned  jointly  by  Ap- 
palachian and  its  affiliate,  Ohio  Power 
Company) . 

By  the  declaration  as  originally  filed 
in  this  proceeding,  it  was  proposed  that 
Appalachian  make  capital  contributions 
of  up  to  $10,000,000  through  1975  to  fi- 
nance expansion  of  Cedar's  operations. 
Notice  of  this  proposal  was  issued  No- 
vember 4.  1974  1 HCAR  No.  18653) .  Neces- 
sary state  orders  approvmg  the  transac- 
tion as  originally  proposed  were  not  filed 
with  this  Commisssion  and  no  order  has 
been  issued  by  this  Commission  with  re- 
spect to  that  proposal. 

Cedar  has  previously  been  au- 
thorized to  borrow  up  to  $18,000,000  to 
finance  its  White  Oak  Preparation 
Plant  estimated  to  cost  $16,000,000 
(HCAR  No.  20017.  May  3,  1977.  In  file 
70-5954 » .  Appalachian  seeks  authoriza- 
tion to  make  capital  contributions  ag- 
gregating $20,000,000  to  Cedar,  to  cover 
the  estimated  costs  of  site  preparation, 
the  mine  portal,  extensions  of  slopes  and 
shafts  and  overhead  expenditures.  The 
contributions  will  be  made  from  time  to 
time  through  1979.  It  is  stated  that  an 
estimated  $14,000,000  will  be  spent  for 
oUier  niining  equipment,  with  financing 
of  this  equipment  to  be  subject  to  a  fur- 
Uier  filing  with  this  Commission. 

The  state  Corporation  Commission  of 
Virginia  and  the  West  Virginia  Public 
Service  CommLssion  have  authorized  the 
proposed  transaction.  It  is  stated  that 
no  other  state  or  federal  commission, 
other  tlian  this  Commission,  has  juris- 
diction over  the  proposed  transaction- 
Any  further  fees  and  expenses  to  be  in- 
cui-red  in  connection  with  the  proposed 
transaction  will  be  supplied  by  amend- 
ment. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  June 
29.  1977.  request  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  interest,  and  reasons  for 
such  request,  and  the  issues  of  fact  or 
law  raised  by  said  declaration,  as 
amended,  which  he  desires  to  controvert; 
or  he  may  request  that  he  be  notified  If 
the  Commission  should  order  a  hear- 
mg  therewi.  Any  such  request  should  be 
addressed :  Secretan.'.  Securities  and  Ex- 
change Commission.  Washington,  D.C. 
20549.  A  copy  of  such  request  should  be 
.'.er\-ed  ix^rsonaUy  or  by  mail  upon  the 
declarants  at  the  above-stated  addresses 
and  proof  of  service  (by  affidavit  or,  in 
case  of  an  attorney  at  law.  by  certif- 
icate) should  be  filed  with  the  request. 
At  any  time  after  said  date,  the  dec- 
Uration,  as  amended,  or  as  it  may  be 
further  amended,  may  be  permitted  to 
become  effective  as  provided  in  Rule  23 
of  the  General  Rules  and  Regulatlwis 
promulgated  under  the  Act,  or  the  Com- 


mission may  grant  exemption  from  such 
rules  as  provided  in  Rules  20 1  a)  and  100 
therec»f  or  take  such  other  action  as  it 
may  deem  appropriate.  Persons  who  re- 
quest a  hearing  or  advice  as  to  whether 
a  hearing  is  ordered  will  receive  any 
notices  and  orders  issued  in  this  matter. 
Including  the  date  of  the  hearing  (if 
ordered)  and  any  postponements  there- 
of. 

For  the  Commission,  by  the  Division 
of  Corporate  Regulation,  pursuant  to 
delegated  authority. 

George  A.  Pitzsimmons, 

Secretary. 

IFR  Doc.77-16593  Filed  6-9-77;8:45  am] 


[Rel.  No.  20058;  54-256] 

BRITISH  AMERICAN  UTILITIES  CORP.  AND 
NORTH   EAST  HEAT  &  LIGHT  CO. 

Rling  of  a  Plan  for  the  Reorganization  of 
a  Holding  Company  System  Through  the 
Merger  of  the  Holding  Company  Into  Its 
Sole  Subsidiary 

June  2,  1977. 

Notice  is  hereby  given  that  British 
American  Utihties  Corporation  ("Brit- 
ish American").  718  Ellicott  Square 
Building,  Buffalo,  New  York  14203.  a  reg- 
istered holding  company,  and  its  sole 
and  wholly-owned  subsidiary.  North  East 
Heat  &  Light  Company  ("North  East"i, 
16  North  Lake  Street,  North  East.  Penn- 
sylvania 16428,  have  filed  a  plan  with 
this  Commission  pursuant  to  Section 
11(e)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("Act")  providing  for 
the  reorganization  of  the  British  Ameri- 
can system.  Sections  6,  7,  9,  10.  12  and 
13  of  the  Act  and  Rule  62  promulgated 
thereunder  have  also  been  designated  as 
applicable  to  tlie  proposed  transaction. 
All  interested  persons  are  referred  to  the 
plan,  which  is  summarized  below,  for  a 
complete  statement  of  the  proposed 
transaction. 

The  general  purpose  of  the  proposed 
plan  is  to  liquidate  British  American  as 
a  corporate  entity  and  exchange  shares 
of  North  East  for  the  outstanding  shares 
of  British  American.  British  American 
presently  has  outstanding  620  of  the 
3,000  authorized  shares  of  its  preferred 
stock,  par  value  $100  per  share,  and 
2.802'2  of  the  4,500  authorized  shares  of 
its  no  par  common  stock.  British  Ameri- 
can has  22  preferred  shareholders  and  20 
con-jnon  shareholders.  North  East  pres- 
ently has  outstanding  all  of  its  240  au- 
thorized shares  of  common  stock,  par 
value  $100  per  share:  all  of  such  stock 
is  held  by  British  American.  Prior  to  the 
closing  date,  in  order  to  bring  its  stock 
authorization  Into  conflrmlty  with  that 
of  British  American.  North  East  will 
amend  its  Articles  of  Incorporation  to 
authorize  3,000  shares  of  $100  par  pre- 
ferred stock  and  4,500  shares  of  no  par 
common  stock. 

At  the  closing  North  East  will  issue 
and  deliver  to  British  American,  or  to 
such  persons  as  British  American  may 
designate,  620  shares  of  the  newly  au- 
thorized North  East  preferred  stock  and 
2,802  Va  shares  of  the  newly  authorized 
North  East  common  stock.  British  Ameri- 
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can  will  direct  that  the  newly  issued 
North  East  stock  be  delivered  to  the  ex- 
isting shareholders  of  British  American 
to  replace,  on  a  share  for  share  basis, 
the  shares  held  by  those  shareholders. 

At  the  closing  British  American  will 
convev  all  of  its  properties,  rights  and 
assets  to  North  East.  At  that  time  North 
East  will  assume  all  of  BritLsh  American's 
liabilities,  contracts  and  obhgations. 
Upon  completion  of  tlie  above  trans- 
actions British  American,  then  having 
no  assets,  will  be  liquidated. 

British  American  states  that  if  neces- 
sai-y  it  will  make  a  request  to  the  Com- 
mission, pursuant  to  the  provisions  of 
Section  11(e).  that  tlie  Commission  ap- 
ply to  a  court,  in  accordance  with  Sec- 
tion 18(f',  to  enforce  and  cari->-  out  the 
provisions  of  the  plan. 

A  statement  of  the  fees  and  expenses 
to  be  incurred  in  connection  with  the 
proposed  transaction  will  be  filed  by 
amendment.  All  such  fees  will  be  paid 
by  North  East.  The  Pennsylvania  Public 
Utihties  Commission  has  jurisdiction 
over  the  proposed  recapitalization  of 
North  East. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June  27, 
1977.  request  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request,  and  the  issues  of  fact  or  law 
raised  by  the  filing  which  he  desires  to 
controvert:  or  he  may  request  that  he 
be  notified  if  the  Commission  should  or- 
der a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Secu- 
rities and  Exchange  Commission,  Wash- 
ington, DC.  20549.  A  copy  of  such  re- 
quest should  be  served  personally  or  by 
mail  upon  the  applicants-declarants  at 
the  above-stated  addresses,  and  proof  of 
service  «by  affidavit  or  in  case  of  an 
attorney  at  law.  by  certificate)  should 
be  filed'  with  the  request.  At  any  time 
after  said  date,  the  application-declara- 
tion, as  filed  or  as  it  may  be  amended, 
may  be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  23  of  the 
General  Rules  and  Reculptions  promul- 
gated under  the  Act.  or  the  CommLssion 
may  grant  exemption  from  such  rules  as 
provided  in  Rules  20'a»  and  100  thereof 
or  take  such  other  action  as  it  may  deem 
appropriate.  Persons  who  request  a  hear- 
ing or  advice  as  to  whether  a  hearing 
Is  ordered  will  receive  any  notlce.s  or  or- 
ders issued  in  this  matter,  including  the 
date  of  the  hearing  (if  ordered)  and  any 
postponements  thereof. 

British  American  has  midertaken  to 
serve  copies  of  this  notice  of  filing  upon 
each  holder  of  record  of  its  common  or 
preferred  stock  no  later  than  fifteen  days 
prior  to  Jime  27, 1977. 

For  the  Commission,  by  the  Division 
of  Corporate  Regulation,  pursuant  to 
delegated  authority, 

George  A.  Fttzsimmons. 
Secretary 
JFR  Doc  77-16594  Piled  6-9-77:8:45  am] 


BOSTON   STOCK   EXCHANGE 

Applications  for  Unlisted  Trading  Privileges 
and  of  Opportunity  for  Hearing 

Junes.  1977. 
Tlie  above  named  national  securities 
exchange  has  filed  an  application  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  Section  12(f»  ( 1 ' 'B'  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  12f-l  theremider,  for  unlisted 
tradinrr  privileges  in  the  security  of  the 
company  as  set  forth  below,  whichjgcu- 
rity  is  listed  and  registered  c/fTone  br 
more  other  national  .securities  ex- 
changes: 

.AMERICAN  EXPRESS  CO.MP.ANY.  FILE  NO 
7-4945,  Common  Stock— $60  Par  Value 

Upon  receipt  of  a  request,  on  or  before 
June  18.  1977  from  any  interested  per- 
son, the  Commission  will  determine 
whether  the  aioplication  witli  respect  to 
the  company  named  shall  be  set  down 
for  hearing.  Any  such  request  should 
state  briefly  the  title  of  the  security  in 
which  he  is  interested,  the  nature  of 
the  interest  of  the  person  making  the 
request,  and  the  position  he  proposes 
to  take  at  the  hearing,  if  ordered.  In 
addition,  any  interested  person  may  sub- 
mit his  views  or  any  additional  facts 
bearing  on  tlie  said  application  by  means 
of  a  letter  addressed  to  the  Secretary. 
Securities  and  Exchange  Commission. 
Washington.  DC  20549  not  later  than 
the  date  specified  If  no  one  requests  a 
hearing  with  re?i>ect  to  the  particular 
application,  such  application  will  be  de- 
termined by  order  of  the  Commission  on 
the  basis  of  the  facts  stated  tlierein  and 
other  information  contained  in  the  of- 
ficial files  of  the  Commission  pertaining 
thereto. 

For  the  Commission,  by  the  Division 
of  Market  Regulation  pursuant  to  dele- 
g.'>ted  authority. 

George  A.  Fitzsimmgns, 
Secretartj 

I  FR  Due  77  16695  Filed  6  9  77:8  45  am  1 
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CALIFORNIA-WESTERN  STATES  LIFE  IN- 
SURANCE CO.  AND  CAL-WESTEPN 
SEPARATE   ACCOUNT   A 

Application  for  an  Order  of  Exemption 
June  2  1977 

Notice  is  hereby  given  that  California - 
Western  States  Life  Insurance  Com- 
.pany  ("Cal-Westem"' .  a  stock  life  in- 
surance company  Incorporated  ir  the 
State  of  California,  and  Cal-Wc-^tern 
Separate  Account  A  '"Separate  Account 
A"(.  220  L  Street.  Sacramento.  CA 
95814.  a  separate  account  of  Cal-Westem 
registered  under  the  Investment  Com- 
pany Act  of  1940  ("Act  "(  as  an  open-end 
diversified  mtinagement  investment  com- 
pany (hereinafter  collectively  referred 
to  as  "Applicants"' .  filed  an  application 
on  March  10.  1976  and  an  amendment 
thereto  on  May  2.  1977.  pursuant  to 
section  6'c(  of  the  Act  for  an  order 
exempting   applicants   from    the   provi- 


sions of  sections  22<e).  27ic)(l>  and 
27' d'  of  the  Act  to  the  extent  necessary 
to  permit  compliance  by  Applicants  with 
ceru^in  provisions  of  the  Education  Code 
of  the  State  of  Texas.  All  interested  per- 
sons are  referred  to  the  application  on 
file  with  the  Commission  for  a  state- 
ment of  the  representations  therein 
which  are  summarized  below 

Separate  Account  A  was  established 
pursuant  to  the  Insurance  Code  of  the 
State  of  Cahfomia  on  December  20.  1966. 
Among  the  variable  annuity  contracts 
offered  by  Separate  Account  A  and  Cal- 
Westem  is  an  Individual  Combined  Var- 
iable-Fixed Retirement  Annuity  Con- 
tract ("Contract's! ")  which  participates 
in  Separate  Account  A  and  which  is  de- 
signed to  fund  benefits  provided  by  an- 
nuity purchase  plans  adopted  by  pubhc 
school  systems  and  certain  tax-exempt 
organizations  for  their  employees  and 
qualifying  for  tax-deferred  treatment 
under  section  403(b^  of  the  Intemal  Rev- 
enue Code  of  1954  &s  amended  Cal- 
Westem  serves  as  Investment  adviser  to 
and  principal  underwriter  for  Separate 
Account  A. 

In  1967.  the  State  of  Texas  directed 
the  governing  boards  of  all  Texas  insti- 
tutions of  higher  education  to  make 
available  to  certain  employees  on  Op- 
tional Retirement  Program  ("■Pro- 
gram"', codified  as  Subchapter  G  of 
Chapter  51  of  the  Texas  Education  Code. 
The  statute  provides  as  the  funding  me- 
dia for  the  Program  fixed  or  variable 
annuity  contracts  purchased  from  any 
insurance  or  annuity  company  qualified 
to  do  business  in  Texas.  In  1973.  the 
Texas  legislature  made  two  amendments 
in  the  Program  legislation,  which  amend- 
ments became  effective  on  June  14.  1973. 
The  statutory  definition  of  the  Program 
was  amended  to  provide  that  the  benefits 
of  such  annuities  are  to  be  available  only 
upon  termination  of  employment  in  the 
Texas  pubhc  institutions  of  higher  edu- 
cation, retirement,  death  or  total  dis- 
abihty  of  the  participant.  The  other 
amendment  added  a  new  5  51  358  to  Sub- 
chapter G  which  also  provides  that  the 
benefits  of  such  annuities  will  be  avail- 
able only  if  the  participant  dies,  termi- 
nates his  employment  due  to  total  dis- 
ability, accepts  retirement,  or  terminates 
employment  in  the  Texas  public  institu- 
tions of  higher  education. 

Because  of  uncertainty  regarding  the 
effect  of  these  amendments,  the  Univer- 
sity of  Texas  System  ("System"'  re- 
quested the  opinion  of  the  Attorney  Gen- 
eral of  Texas  with  respect  to  seven.  1 
questions  concerning  such  amendments 
The  Attorney  General  rendered  an  opin- 
ion dated  Februarv-  18.  1975.  in  response 
to  the  Systems  letter  The  Attomev 
General  interpreted  5  51  358  to  prohibit 
provisions  in  a  variable  annuity  contract 
issued  in  connection  with  the  Program 
on  or  after  June  14.  1973.  which  pro- 
vide for  making  available  tlie  redemp- 
tion value  of  such  contract  prior  to  the 
occurrence  of  one  of  the  conditions  spec- 
ified in  the  statute,  i.e..  termination  of 
employment,  retirement,  death  or  total 
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dLsabiUty  Moreover,  the  opinion  further 
stated  that  the  prohibitions  of  §  51.358 
were  impliedly  in  effect  upon  the  estab- 
lishment of  the  Program  (In  1967 1  and 
that  notwithstanding  any  language 
which  may  be  contained  in  existing  con- 
tracts, a  participant  m  the  Program  has 
never  had  the  right  to  redeem  his  an- 
nuity contract  otherwise  than  in  accord- 
ance with  the  limitations  described 
above.  The  opmion  did  not  affect  the 
nght  of  a  participant  to  transfer  the 
redemption  value  of  his  annuity  con- 
tract from  one  carrier  to  anotlier;  ac- 
cordingly, the  grantmg  of  the  relief  re- 
quested in  the  apphcation  would  not  af- 
fect such  right. 
Sections  27(c)  a>,  22fe)   and  27id) 

Section  27(c)(1)  of  the  Act  makes  It 
unlawful  for  any  registered  investment 
company  issuing  periodic  payment  plan 
certificates,  or  for  any  depositor  of  or 
underwriter  for  such  company,  to  sell 
any  such  certificate  unless  such  certifi- 
cate is  a  redeemable  security.  Section 
2(a)  (321  of  the  Act  defines  "redeemable 
security"  to  mean  any  security  under  the 
terms  of  which  the  holder  upon  its  pres- 
enUtlon  to  the  issuer  or  to  a  person 
designated  by  the  issuer  is  entitled  to 
receive  approximately  his  proportionate 
share  of  the  issuer's  current  net  assets, 
or   the  cash   equivalent   thereof. 

Section  22' ei  of  tlie  Act  provides  that 
no  registered  Investment  company  shiUl 
suspend  the  right  of  redemption  or  post- 
pone the  date  of  payment  or  satisfac- 
tion upon  redemption  of  any  redeemable 
.security  in  accordance  with  its  terms  for 
more  than  seven  days  after  the  tender 
of  such  security  to  the  company  or  its 
agent  designated  for  that  purpose  for 
redemption  except  in  certain  prescribed 
circumstances. 

Section  27' d)  of  the  Act  makes  it  un- 
lawful for  any  registered  investment 
company  is.suing  periodic  payment  plan 
certificates,  or  for  any  depositor  of  or 
underwriter  for  such  company,  to  sell 
any  such  certificate  unless  the  certifi- 
cate provides  that  the  holder  thereof 
may  surrender  the  certnicate  at  any  time 
within  the  first  eighteen  months  after 
the  Issuance  of  tiie  certificate  and  re- 
ceive in  payment  tliereof,  in  cash,  the 
sum  of  (li  the  value  of  his  account,  and 
'  2 1  ail  amoimt.  from  such  underwriter  or 
deiX)sltor.  equal  to  that  part  of  tlie  ex- 
cess paid  for  sales  loadmg  which  is  over 
15  per  centum  of  the  gross  payments 
made  by  the  certificate  holder. 

Applicants  request  exemptions  from 
the  provisions  of  sections  22  >  e  > ,  27  ■  c  >  1 1) 
and  27  <  d  I  of  the  Act  to  the  extent  neces- 
sary to  permit  compliance  with  Sec- 
tion 51  358  as  it  pertams  to  >i>  redemp- 
tion values  under  Contracts  issued  to 
participants  in  the  Program  subsequent 
to  the  date  of  such  exemptive  order  and 
(11)  redemption  values  under  Contracts 
Issued  prior  thereto  but  attributable  to 
payments  made  subsequent  to  the  date 
of  such  order. 

Applicanta  assert  that  if  such  exemp- 
tions are  not  granted,  persona  partici- 
pating in  the  Program  effectively  will  be 
denied   an   opportunity   to  select   aa   a 


funding  medium  for  their  retirement 
benefits  one  of  two  funding  media  (the 
other  being  fixed  annuity  contracts) 
specifically  provided  in  the  Texas  statute 
for  such  purpose.  Additionally,  partici- 
pants will  be  unable  to  obtain  the  State's 
matching  contributions  for  the  purchase 
of  an  equity -based  retirement  vehicle. 
In  this  respect,  the  Attorney  General's 
opmion  indicated  tliat  these  matching 
contributions  will  encourage  participa- 
tion in  the  retirement  plan  but  that 
unre-stricted  withdrawals  prior  to  retire- 
ment miglit  be  detrimental  to  an  effec- 
tive retirement  vehicle.  In  view  of  the 
foregoing.  Applicants  assert  that  the 
Commission  should  grant  the  requested 
exemptions  because:  (1)  The  limited 
restriction  on  redemption  would  be  vol- 
untarily assumed  by  participants.  I.e., 
eligible  employees  are  not  required  to 
participate  in  the  Program;  (2)  the  re- 
strictions were  not  formulated  nor  sug- 
gested by  Applicants:  and  (3)  partici- 
pants' relinquishment  of  the  full  right 
of  redemption  is  a  reasonable  require- 
ment in  exchange  for  the  benefits  be- 
stowed by  the  matching  contributions  of 
the  State  of  Texas. 

Applicants  will  ensure  that  appropri- 
ate disclosure  Is  made  to  persons  who 
consider  participation  in  the  Program. 
informing  them  of  the  restriction  on  the 
availability  of  redemption  values  under 
Contracts  to  be  Ls.sued  to  them.  This  dis- 
closure will  take  the  form  of  an  appro- 
priate reference  in  each  Prospectus  to 
the  restrictions  on  redemption  of  these 
Contracts,  as  weU  as  requiring  each  par- 
ticipant, as  a  part  of  the  determination 
that  the  sale  of  these  Contracts  is  suit- 
able for  tliat  participant,  to  sign  a  state- 
ment indicating  that  he/she  Is  aware 
that  these  restrictions  will  be  placed  on 
his  her  Contract  when  it  is  issued.  In 
addition,  Cal-Westem  wUl  review  all 
sales  literature  that  is  to  be  used  in  con- 
junction with  the  sales  of  these  con- 
tracts for  tlie  existence  of  material  rep- 
resentations that  are  inconsistent  with 
the  restrictions  to  be  placed  on  these 
contracts  and  will  instruct  the  sales- 
people involved  in  soliciting  In  this  mar- 
ket specifically  to  bring  this  restriction 
to  the  attention  of  the  potential 
participants. 

Section  6'C)  authorizes  the  Commission 
to  exempt  any  person,  security  or  trans- 
action or  any  class  or  classes  of  persons, 
securities  or  transactions,  from  the  pro- 
visions of  the  Act  and  Rules  promul- 
gated thereunder  if  and  to  the  extent 
that  such  exemption  is  necessary  or  ap- 
propriate in  the  public  interest  and  con- 
sistent with  the  protection  of  Investors 
and  the  purposes  fairly  intended  by  the 
poUcy  and  provisions  of  the  Act. 

Notice  Is  further  given  that  any  in- 
terested person  may.  not  later  than  June 
27.  1977.  at  5:30  pjn.  submit  to  the  Com- 
mission in  writing  a  request  for  a  hear- 
ing on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  inter- 
est, the  reason  for  such  request,  and  the 
Issues.  II  any,  of  fact  or  law  proposed 
to  be  CMitroverted,  or  he  may  request 
that  he  be  notified  If  the  Commission 
should   order   a  hearing  thereon.   Any 


such  ccKiununication  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  A  copy  of  such  request  shall  be 
served  personally  or  by  mail  upon  Appli- 
cants at  the  address  stated  above.  F>roof 
of  such  service  (by  afiBdavit.  or  in  the 
case  of  an  attorney  at  law,  by  certifi- 
cate) shall  be  filed  contemporaneously 
with  the  request.  As  provided  by  P^ule 
0-5  of  the  rules  and  regulations  pro- 
mulgated under  the  Act.  an  order  dis- 
posing of  the  application  will  be  issued 
as  of  course  following  June  27,  1977.  un- 
less the  Commission  thereafter  orders  a 
hearing  upon  request  or  upon  the  Cora- 
mission's  own  motion.  Persons  who  re- 
quest a  hearing,  or  advice  as  to  whether 
a  hearing  is  ordered,  wlU  receive  any 
notices  and  orders  issued  in  this  matter, 
including  the  date  of  the  hearing  (if 
ordered)  and  any  postponements  there- 
of. 

For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons. 

Secretary. 

[FR  Doc.77-16596  Filed  6-9-77:8:45  ami 


[Pile  No.  81-267:  AdmJnlKtratlve  Proceeding 
Pile  No.  3-52061 

CHANNEL  COMPANIES,    INC. 

Application  and  Opportunity  for  Hearing 

June  2,  1977. 

Notice  is  hereby  given  that  Channel 
Companies,  Inc.  (."Applicant")  has  filed 
an  application  pursuant  to  section  12ih) 
of  the  Securities  Exchange  Act  of  1934, 
as  amended  (the  "Exchange  Act")  that 
the  Applicant  be  granted  an  exemption 
from  the  provisions  of  sections  13  and 
15(d)  of  the  Exchange  Act. 

Section  12 'g)  of  the  Exchange  Act  re- 
quires the  registration  of  the  equity 
securities  of  every  Issuer  which  Is  en- 
gaged in  a  business  affecting  Interstate 
commerce,  or  whose  securities  are  traded 
by  the  use  of  the  maUs  or  any  means  or 
instrumentality  of  Interstate  commerce, 
and  on  the  last  day  of  the  fiscal  year  has 
total  assets  exceeding  $1  mlUion  and  a 
class  of  equity  securities  held  of  record 
by  SOO  or  more  persons. 

Section  15 I'd'  provides  that  each  issuer 
that  has  filed  a  registration  statement 
which  has  become  effective  pursuant  to 
the  Securities  Act  of  1933,  as  amended, 
shall  file  with  the  Commission,  in  accord- 
ance with  such  rules  and  regulations  as 
the  Commission  may  prescribe  as  neces- 
sary or  appropriate  in  the  public  Interest 
or  for  the  protection  of  Investors,  such 
supplementary  and  periodic  information, 
documents,  and  reports  as  may  be  re- 
quired pursuant  to  section  13  of  the  Ex- 
change Act  in  respect  of  a  security  reg- 
istered pursuant  to  section  12  of  the 
Exchange  Act. 

Section  12ih)  empowers  the  Commis- 
sion to  exempt,  In  whole  or  in  part,  any 
issuCT  or  class  of  issuers  from  the  pe- 
riodic reporting  provisions  of  the  Ex- 
change Act  If  the  Commission  finds,  by 
reason  of  the  number  of  public  investors. 
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amount  of  trading  interest  in  the  securi- 
ties, the  nature  and  extent  of  the  activi- 
ties of  the  issuer,  or  otherwise,  that  such 
exemption  Is  not  inconsistent  with  the 
public  interest  or  the  protection  of 
investors. 
The  Application  states  In  part: 

(1)  Applicant  is  Incorporated  imder 
the  laws  of  Delaware. 

(2)  Prior  to  a  merger  on  February  25, 
1977,  Apphcant  had  a  class  of  equity 
securities  registered  under  the  Securi- 
ties Act  of  1933  and  was  subject  to  the 
provisions  of  section  15(d)  of  the  Ex- 
change Act  and  Its  class  of  equity  securi- 
ties was  registered  pursuant  to  section 
12(g)  of  that  Act. 

(3)  As  a  result  of  the  merger  the  Ap- 
plicant became  a  wholly-owned  subsidi- 
ary of  W.  R.  Grace  &  Co. 

(4)  At  this  time  Applicant  has  only 
one  shareholder.  W.  R.  Grace  &  Co. 

(5)  Since  the  merger  there  have  been 
no  transactions  In  the  Applicant's  se- 
curities and  none  will  occur. 

(6)  Since  the  merger  the  filing  of  re- 
ports as  required  by  the  Exchange  Act  is 
unnecessary  and  burdensome. 

In  the  absence  of  an  exemption,  Ap- 
phcant Is  required  to  file  pursuant  to 
sections  13  and  15 'd)  of  the  Exchange 
Act  and  the  rules  and  regulations  there- 
imder,  an  Annual  Report  on  Form  lO-K 
for  the  year  ended  JanuaiT  31,  1977.  Ap- 
phcant argues  that  there  would  be  no 
useful  purpose  served  by  the  necessity 
of  continued  reports  for  the  fiscal  year 
ending  January  31.  1978,  because  the 
Applicant  had  over  300  stockholders  of 
record  from  February  1.  1977  until  Feb- 
ruary 25,  1977  (the  time  of  the  merger) . 

For  a  more  detailed  statement  of  the 
Information  presented,  all  persons  are 
referred  to  said  application  which  is  on 
file  in  the  offices  of  the  Commission  at 
500  North  Capitol  Street,  "Washington. 
DC. 

Notice  is  further  given  that  any  inter- 
ested person  not  later  than  June  27, 
1977  may  submit  to  the  Commission  in 
writing  his  views  or  any  substantial  facts 
bearing  on  this  application  or  the  de- 
sirabihty  of  a  hearing  thereon.  Any  such 
communication  or  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission.  500  North  Capitol 
Street,  'V^'ashington.  D.C.  20549.  and 
should  state  briefly  the  nature  of  the  in- 
terest of  the  person  submitting'  such  in- 
formation or  requesting  the  hearing,  the 
reason  for  such  request,  and  the  issues 
of  fact  and  law  raised  by  the  applica- 
tion which  he  desires  to  controvert.  Per- 
sons who  request  a  hearing  or  advice  as 
to  whether  a  hearing  is  ordered  will  re- 
ceive any  notices  and  orders  issued  in 
this  matter,  including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone- 
ments thereof.  At  any  time  after  said 
date,  an  order  granting  the  application 
may  be  issued  upon  request  or  upon  the 
Commission's  own  motion. 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc  77-16597  Piled  6-9-77:8:45  am] 


[Release  No.  13587;  SB-CBOE-75-7] 

CHICAGO  BOARD  OPTIONS  EXCHANGE. 
INC 

Order  Approving  Proposed  Rule  Change 

June  2.  1977. 
On  December  16.  1975,  the  Chicago 
Board  Aptions  Exchange.  Incorporated 
("CBOE"),  LaSalle  at  JacksOTi.  Chicago, 
rUinols  60604.  filed  with  the  Commis- 
sion, pursuant  to  section  19(b>  of  the 
Securities  Exchange  Act  of  1934  (the 
"Act"),  as  amended  by  the  Securities 
Acts  Amendments  of  1975,  and  Rule  19b- 
4  thereunder,  ccqpies  of  a  proposed  rule 
change  to  expand  its  option  pilot  pro- 
gram by  the  listing  of  standardized  put 
options.  The  Exchange  will  initially 
limit  this  listing  to  five  classes  of  put 
options  and  wUl  not  add  to  the  number 
of  such  classes  without  Commission  ap- 
proval. 

Notice  of  the  proposed  rale  change  to- 
gether with  the  terms  of  substance  of 
the  proposed  rule  change  was  given  by 
publication  of  a  Commi-ssion  Release 
(Securities  Exchange  Act  Release  No. 
11972,  January  2,  1976)  and  by  pub- 
lication in  the  Federal  Register  '41  FR 
1822,  January  12.  1976'.  Subsequently, 
the  proposal  was  amended  on  tlilrteen 
separate  occasions.' 

Tlie  Commission  fir.ds  that  the  pro- 
posed rule  change  Ls  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  applicable  to 
national  securities  exchanges,  and  m 
particular,  the  requirements  of  Section 
6  and  the  rules  and  regulations  tliere- 
under. 

It  is  therefore  ordered.  Pursuant  to 
section  19(b)  i2)  of  the  Act.  that  the 
above-mentioned  proposed  rule  char.ge 
be,  and  it  hereby  is,  approved. 

By  the  Commission. 

George  A.  Fitzsimmons. 

Secretary. 

(PR  Doc.77-16598  Piled  6-9-77:8  45  am] 


[Release  No.   34-13585;    Pile  No.  SR  CBOE- 
1977-10] 

CHICAGO  BOARD  OPTIONS  EXCHANGE, 
^^'         INC. 

Self- Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  section  19'b'(li  of  the 
Securities  Exchange  Act  of  1934.  15 
U.S.C.  78s(b)  (1)  as  amended  by  Pub.  L. 
No.  94-29.  16  (June  4,  1975  >,  notice  is 
hereby  given  that  on  May  13.  1977.  the 
above-mentioned  self-regulatory  orga- 
nization filed  with  the  Securities  and 
Exchange  Ccanmisslon  a  proposed  rule 
change  as  follows: 


■  The  first  four  amendments  were  sub- 
mitted between  January  12.  1976  and  May 
25.  1976.  Amendments  numbered  five 
through  thirteen  were  submitted  on  June 
7,  1976;  June  24.  1976:  Aug^ist  23.  1976.  No- 
vember 16.  1976:  December  29,  1976;  Jan- 
uary 28.  1977:  Pebruary  1.  1977;  Pebruary  23. 
igT'T:    and   April  21,   1977    respecUvelv. 


Exchange's  Statkicknt  or  thx  Terms  or 

StrBSTANCl  OF  THE  PROPOSED  RtfLI  CHANGE 
BESIKlCTIOlf    or    OVT-C^-TYtt-itCHtTT    OPTIONS'' 

Rule  4.17.  (a)  Subject  to  the  provisions  of 
paragTKpb  ( b )  | through  d I  and  {o  .  no 
member ,  on  behalf  of  a  customer  or  for 
hlB  o^-n  aocount,  ahall  enter  any  order  for 
an  opening  tran£*cUon  (purchase  or  writ- 
ing) In  any  call  option  contract  as  to  which 
(1)  the  exercise  price  is  more  than  (5  above 
the  closing  price  of  the  under'.yiiifc  security 
In  the  primary  market  on  the  last  previous 
day  on  which  the  underlying  security  was 
traded  and  (111  the  cloBin^  price  of  the  op- 
tion on  (the)  all  Kxchansrei  upon  which  the 
option  it  traded  was  less  than  (SO  per  unit 
of  trading  on  the  last  previous  day  on  which 
the  cation  was  traded;  and  no  member,  on 
behalf  of  a  cvu'stoiner  or  for  his  own  account, 
shall  enter  any  order  for  an  opening  trans- 
action (purchase  or  writing)  In  any  put  op- 
tion contract  as  to  which  (x)  the  exercise 
price  Is  more  than  fb  below  the  closing 
price  of  the  underlying  security  m  the  pri- 
mary market  on  the  la-st  previous  day  on 
which  the  underlying  .security  was  traded 
and  (y)  the  cloelng  price  of  tlie  option  on 
[the]  all  Exchan^rej  upon  ichic^  Uie  ojytion 
M  traded  was  less  than  $0.50  per  unit  of 
trading  on  the  last  previous  day  on  whlcli 
the  option  was  traded 

(b)  The  prohibition  of  paragraph  fa)  shall 
not  apply  to:  (1)  The  entry  of  an  order  for 
any  opening  writing  transaction  resulting  In 
a  covered  short  position  or.  In  the  case  of 
a  call  option  contract,  a  short  po&itkon  that 
Is  covered  in  the  account  on  a  share-for- 
share  ba.sts  by  a  long  jxeitlon  in  a  security 
immediately  exchangeable  or  convertible 
without  restriction,  other  than  the  payment 
of  money,  into  the  tinderUnng  security;  (2i 
the  entry  of  a  spread  order  for  the  same 
number  of  Khare--^  of  the  same  class  of  option. 
Proiided.  That,  if  there  is  a  subsequent 
liquidation  of  one  side  of  the  spread  and  If, 
apart  from  the  exception  provided  in  this 
sub-paragraph  (2K  paragraph  la*  would 
have  been  applicable  to  the  other  side  of  the 
spread  when  the  order  was  entered,  there 
ahall  be  a  concurrent  liquidation  of  such 
other  side;  [or]  (3)  the  entry  o/  an  order  for 
tiny  opening  transaetion  u:hu:h  would,  upon 
execution,  create  a  spread  position  for  the 
same  number  of  shares  of  the  same  class  of 
options  provided  the',  if  there  is  a  sub- 
sequent liquidation  o;  one  ndr  of  the  rpread 
arid  if,  apart  frxrm  the  exception  proiided  in 
this  sub-paragraph  (3).  paragraph  la)  trould 
hai'e  been  applicable  to  the  other  side  of 
the  spread  ichen  the  o^der  xcas  enicred,  there 
shall  be  a  concurrent  liquidation  of  such 
other  side:  or  (4)  any  transaction  of  a 
Market-Maker  pursuant  to  the  provisions  of 
Rule  8.7. 

I  C)    No  Change. 

•  •   •  Interpretations  and  Policies: 
.01     No  Change. 
.02     No  Change 

Exchange's  Statement  or  Basis  and 
Purpose 

The  purpose  of  the  first  portion  of  the 
proposed  rule  change  is  to  eliminate  the 
Inconsistent  treatment  afforded  options 
traded  on  this  Exchange  which  are  also 
t raided  on  one  or  more  other  exchanges 
through  the  operation  of  Exchange  Rule 
4.17  The  number  of  options  classes 
traded  on  more  than  one  exchange  has 


■  The  proposed  rtiles  change  contains  the 
addlt;on.s  and  deletions  proposed  by  the  Chi- 
cago Board  Options  Exchange  In(?orporat«d ) 
Un  the  Form  19b-4A  (3R-CBOE-1975-7>. 
fiied  on  Decemi:>er  16,  1975. 
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Increased  substantially  In  recent  months. 
Consequently,  the  Exchange  has  found 
tliat  on  numerous  occasions  the  restric- 
tions Imposed  by  tiae  provisions  of  Ex- 
change Rule  4.17  were  applicable  to  a 
series  of  options  traded  on  the  Exchange, 
but  because  the  subject  option  series 
closed  at  $.50  or  more  on  another  ex- 
change where  such  option  class  was  aLso 
traded,  such  exchanges  similar  restric- 
tions were  not  applicable  to  that  option 
series.  Therefore,  the  Exchange  was 
placed  in  the  position  of  restricting  cer- 
tain transactions  in  an  option  series 
while  another  exchange  marketplace  was 
not  obhgated  to  impose  those  same  re- 
strictions. The  Exchange  is  also  aware 
that  the  reverse  situation  has  occurred  in 
which  restrictions  on  one  or  more  ex- 
changes in  a  particular  options  series 
were  unposed  at  a  time  wlien  the  pro- 
visions of  Exchange  Rule  4.17  were  not 
applicable  to  that  options  series. 

Therefore,  the  proposed  amendment 
win  require  that  the  provisions  of  Rule 
4  17  become  applicable,  with  respect  to 
the  level  of  the  closing  price  of  the  op- 
tion, only  when  such  closing  price  is  be- 
low $.50  on  all  of  the  exchanges  upon 
which  such  option  Is  traded.  Such  a 
change  will  prevent  public  and  Investor 
confusion  and  provide  for  uniformity  in 
the  application  of  the  restrictions  among 
those  exchanges  which  trade  the  same 
cla.>ses  of  options  contracts. 

The  purpose  of  the  second  portion  of 
the  proposed  rule  change  is  to  provide 
for  an  exception  from  the  application 
of  Rule  4.17  for  those  spread  orders,  in 
which  both  sides  of  the  spread  are  not 
executed  simultaneously.  Presently, 
whenever  both  sides  of  a  spread  order 
are  executed  at  the  same  time,  that  order 
Is  exempt  from  the  provisions  of  Rule 
4.17  (see  sub-paragraph  <bi  of  Rule 
4  17> .  It  is  often  the  case,  however,  that 
although  an  order  is  initially  designated 
as  a  spread  order,  market  considerations 
require  that  either  the  long  option  or 
short  option  side  of  such  order  be  ex- 
ecuted first  followed  by  the  execution  of 
the  remaining  'leR."  Since  the  result  of 
such  transactions  us  the  creation  of  a 
spread  position,  the  exemption  from  Rule 
4.17  currently  extended  to  spread  orders 
should  also  iDe  extended  to  an  opening 
transaction  which  establL<?hes  a  spread 
position  which  is  the  same  as  that  of  an 
executed  spread  order. 

The  basis  for  the  proposed  rules  change 
is  contained  in  tho^e  provisions  of  sec- 
tion 6(b)  f5)  of  the  Act  which  require 
that  the  Exchanee's  rules  provide  for 
the  "•  •  •  promotion  of  nist  and  equit- 
able principles  of  trade  •  •  •  and  pro- 
tection of  Investors  and  of  the  public 
Interest  " 

Comments  have  not  been  solicited  re- 
garding these  proposed  rules  changes. 

No  burden  will  be  imposed  upon  com- 
petition by  this  propased  rule  change. 
In  fact,  competition  between  exchange 
marketplaces  will  be  Increased  by  virtue 
of  the  amendment  proposed  herein. 

On  or  before  July  15,  1977  or  within 
such  longer  period  d)  as  the  Commis- 
sion may  designate  up  to  90  days  of  such 


date  If  It  finds  such  longer  period  to  be 
appropriate  and  ptiblishes  Its  reason  for 
so  finding  or  (ii>  as  to  which  the  above- 
mentioned  self -regulatory  organization 
consents,  the  Commission  will: 

(A)  By  order  approve  such  proposed 
rule  change,  or 

(B)  Institute  proceedings  to  deter- 
mine whether  the  proposed  rule  change 
should  be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit WTitten  (data,  views  and  argiunents 
concerning  the  foregoing.  Persons  de- 
siring to  make  written  submissions 
should  file  6  copies  thereof  with  the 
Secretary  of  the  Commission,  Washing- 
ton, DC.  20549,  Copies  of  the  filing  with 
respect  to  the  foregoing  and  all  written 
submission  will  be  available  for  inspec- 
tion and  copying  in  the  Public  Reference 
Room,  1100  L  Street  NW.,  Washington, 
DC  Copies  of  such  filing  will  also  be 
available  for  iiispection  and  copying  at 
the  principal  office  of  the  above-men- 
tioned self-regulatory  organization.  AH 
submissions  should  refer  to  the  file  num- 
ber referenced  In  the  caption  above  and 
should  be  submitted  on  or  before  July  11, 
1977. 

For  the  Commission  by  the  Division 
of  Market  Regulation,  pursuant  to  dele- 
gated authority, 

George  A.  Fitzsimmons, 
Secretary. 

June  1,  1977. 

(PR  Doc.77-16615  Filed  6-9-77:8:45  am] 


(Release  No.  13594,  File  No.  SR-NTSE-77-81 

COMMUNICATIONS  TO  AND   FROM 
EXCHANGE  TRADING  FACILITIES 

Request  for  Public  Comment 

Juke  3,  1977. 

The  New  York  Stock  Exchange,  Inc. 
(the  "NYSE")  filed  on  March  24,  1977, 
a  proposal  to  rescind  a  policy  prohibit- 
ing members  and  member  organizations 
from  engaging  in  direct  communications 
between  the  trading  floor  of  the  NYSE 
and  the  trading  floor  of  another  ex- 
change itlie  "NYSE  Policy") .  The  NYSE 
had  filed  the  proposed  rescission  of  the 
NYSE  Policy,  under  Securities  Exchange 
Act  Rule  19b-4,'  as  a  proposed  rule 
change  on  Form  19b-4A,'  In  a  letter  sent 
today  to  the  NYSE,  the  Commission 
stated  that  the  filing  was  unnecessary 
since  the  NYSE  Policy  had  never  been 
incorporated  in  the  published  rules  or 
stated  policies,  practices,  or  interpreta- 
tions of  the  NYSE  and  had  not  been  pre- 
viously filed  witli,  or  approved  by,  the 
Commission  pursuant  to  Section  19(b)' 
of  the  Securities  Exchange  Act  of  1934 
I  the  "Act") .  At  the  same  time,  the  Com- 
mission is  requesting  comment  on  sev- 
eral Lssues  concerning  exchange  regula- 
tion of  communication  connections. 

The  text  of  the  Commission's  letter 
follows : 


Mr.  James  E,  Bock, 

Secretary, 

New  York  Stock  Exchange,  Inc., 

Eleven  Wall  Street, 

New  York,  New  York  10005. 

Dear  Mb.  Buck  ;  This  Is  In  reference  to  File 
No,  SR-NYSE-77-8,  In  which  the  New  York 
Stock  Exchange,  Inc,  (the  "NYSE"),  proposes 
to  rescind  a  policy  prohibiting  'members 
and  member  organizations  from  engaging  in 
direct  communications  between  the  trading 
floor  of  the  Exchange  and  tlie  trading  floor 
of  another  exchange"  (the  "Policy"),  The 
NYSE  has  proposed  to  treat  the  rescission 
of  the  Policy  as  a  proposed  rule  change  filed 
on  Form  19b-4A,  pursviant  to  Securities  Ex- 
change Act  Rule  19b-4  (17  CFR  240.19b-4)  ' 

The  Commiss'lon  Is  authorized,  and  has 
reserved  the  right,  to  review  guidelines,  poli- 
cies, and  interpretive  statements  of  self- 
regulatory  organizations,  whether  published 
or  not.  In  order  to  determine  whether  they 
represent  rules  or  stated  policies,  practices, 
or  Interpretations.!*  In  that  regard,  the  Com- 
mission notes  that  the  Policy  was  not  Incor- 
porated in  the  published  rules  which  were 
reviewed  by  the  Commission  under  Section 
31(b)  of  the  Securities  Acts  Amendments 
of  1975  (Pub  L.  No.  94-29,  June  4.  1975),  or  in 
the  stated  (that  Is  to  say,  published)  poli- 
cies, practices,  or  interpretations  of  the 
NYSE,  nor  does  U  appear  that  the  Policy 
was  adopted  after  enactment  of  the  Securi- 
ties Acts  Amendments  of  1975  and,  therefore, 
after  exposure  to  the  review  procedures  set 
forth  In  Section  19(b)  of  the  Act,  15  U.S.C. 
783,  Accordingly,  the  Commission  believes 
that  the  Policy  Is  not  currently  a  rule  of 
the  NYSE  and  thus  It  does  not  appear  that 
the  rescission  of  the  Policy  need  be  char- 
acterized as  a  proposed  change  in,  addition 
to,  or  deletion  from,  the  rules  of  the  NYSE.' 
F\irthennore,  a  rescission  of  a  policy  which 
has  never  had  the  status  of  a  rule  does  not 
seem  to  call  for  treatment  as  a  rule  change 
notwithstanding  the  fact  that  self-regula- 
tory organizations  may  elect,  pursuant  to 
Rule  19l>-4(a)(2),  to  treat  certain  policies. 


>  17  CFR  240.19b-4, 

•  17  CFR  249,819a. 

•  15  U.S.C.  78sfb), 


'  A  proposed  rule  change  is  defined  by  Sec- 
tion 19(b)  of  the  Securities  Exchange  Act 
of  1934  (the  "Act").  15  U.S.C.  78s(b).  as  any 
proposed  rule  or  any  proposed  change  In, 
addition  to.  or  deletion  from,  the  rules  of 
a  self -regulatory  organization.  Section  3(a) 
(27)  of  the  Act,  15  U.S.C.  78cia)(27),  pro- 
vides. In  pertinent  part,  that  the  "rules  of 
an  exchange"  Include  its  constitution,  ar- 
ticles of  Incorporation,  bylaws,  and  rules, 
or  Instruments  corresponding  to  the  fore- 
going, or  such  stated  policies,  practices,  or 
Interpretations  as  the  Commission,  by  rule. 
may  determine  to  be  necessary  or  appropri- 
ate in  the  public  Interest  or  for  the  protec- 
tion of  Investors.  Certain  stated  policies, 
practices  and  interpretations  may,  under 
Securities  Exchange  Act  Rule  19b-4,  be 
"rules  of  an  exchange." 

•See  letter  from  George  A.  Fitzsimmons, 
Secretary  of  the  Commission,  to  James  E. 
Buck,  dated  Oct.  20,  1976,  cautioning  the 
NYSE  "to  avoid  Imposing  regulatory  bur- 
dens, through  the  us©  of  such  devices  as 
'guidelines'  or  otherwise,  untu  the  require- 
ments of  Section  19  have  been  satisfied," 
Pile  No.  SB-NYSE-76-43. 

The  Commission  1."?  of  the  view  that  any 
other  unpublished  policies  which  would  im- 
pose restrictions  or  other  requirements  not 
found  In  published  NYSE  rules  should  be 
filed  for  consideration  by  the  Commission 
and  piibMc  comment  under  Section  19(b) 
of  the  Act. 

*  See  Securities  Exchange  Act  Release  No. 
13027  Dec,  1,  1976)  at  n.3,  41  FR  53557  (Dec.  7, 
1976), 
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practices,  or  interpretations  as  rules.'  Since 
the  PoUcy  was  never  pubUsbed  by  the  NYSE 
as  a  stAted  policy,  practice,  or  Interpretation, 
It  does  not  have  any  binding  effect  on  NYSE 
members  or  other  persons. 

In  light  of  the  analysis  set  forth  above, 
the  Commission  has  determined  to  return 
the  filing  (Pile  No.  SR-NYSE-77-8),  since 
Commission  action  thereon  does  not  appear 
to  be  required. 

By  the  Commission. 

George  A  Fitzsimmons, 
Secretary 

The  NYSE's  filing,  however,  presents 
certain  policy  Issues  with  respect  to  the 
matter  of  direct  communication  connec- 
tions between  trading  floors  of  national 
Eecuritles  exchanges.  Included  among 
those  Issues  are  the  questions  whether 
the  use  of  direct  communications  be- 
tween exchange  trading  floors  would 
promote  more  eCQclent  markets;  whether 
there  are,  nevertheless,  valid  reasons  for 
exchanges  to  apply  regxilatory  controls 
of  communication  facilities;  '  and  what 
standards  might  be  apprcHJrIate  for  any 
such  regulation.*  Accordingly,  the  Com- 
mission believes  that  it  would  be  useful 
to  receive  public  comment  on  the  Issues 
relating  to  direct  communications  with 
and  among  exchange  trading  floors.'" 

In  order  to  provide  commentators  with 
Infonnatlon  on  the  Issues  Involved,  the 
Commission  Is  publishing  the  materials 
filed  by  the  NYSE  on  Form  19b-4A. 


1.  Text  of  Proposed  Rule  Change,  (a)  Tbe 
Exchange  proposes  to  rescind  the  poUcy  re- 
garding "exchange-to-exchange  communica- 
tion" which  prohibits  members  and  member 
organizations  from  engaging  In  direct  com- 
munications between  the  Trading  Floor  of 
the  Exchange  and  the  trad)ng-floor  of  an- 
other exchange, 

(b)  The  projxjsed  rule  change  does  not 
affect,  directly  or  Indirectly,  the  applica- 
tion of  any  other  exchange  rule,  policy,  or 
Interpretation  In  any  way. 

(c)  Not  applicable 

2.  Procedures  of  Self-Regulatory  Organi- 
zation. At  Its  meeting  on  March  11,  1977.  the 
Board  of  Directors  of  the  Exchange  approved 
the  reeclsslon  of  the  above  policy.  While  the 
policy  does  not  constitute  a  rule  of  the 
Board  of  Directors,  the  Exchange  has  elected 
to  treat  It  as  a  rule  change  under  SEC  Rule 
19b-4,  No  further  Exchange  action  Is 
required. 


'It  appears  that  the  Policy  may  have  been 
directly  related  to  NYSE  Rule  36,  which 
restricts  communications  between  the  NYSE 
and  its  member  organizations.  See  also  New 
York  Stock  Exchange,  Inc.,  [Current  Binder] 
Fed.  Sec.  L.  Rep.  (CCH)  r80,898  (Sept.  16, 
1976). 

•In  that  connection,  commentators  may 
wish  to  consider  whether  exchanges  should 
attempt  to  promote  market  "fairness"  by 
applying  regtilatory  controls  limiting  what 
have  been  traditionally  considered  to  be 
time  and  place  trading  advantages  associated 
with  physical  presence  on  exchange  trading 
floors. 

•  Commentators  may  wish  to  consider  how 
Euch  controls.  If  implemented,  can  be  de- 
signed so  as  not  to  suppress  technological 
innovation  or  otherwise  to  Impose  Inap- 
p>roprlate  or  unnecesary  burdens  on 
competition. 

"See  SecUons  6  and  llA  of  Uie  Act,  15 
use    78f  and  78k-l, 


3  Purpose  of  Proposed  Rule  Change  The 
policy  prohibiting  inter-exchange  communi- 
cation evolved  over  the  years  from  repeated 
denials  of  requests  from  members  for  such 
communication  capability  The  policy  may 
have  evolved  for  any  number  of  reasons,  stich 
a^  promoting  the  privileges  of  Exchange 
membership,  or  to  prevent  floor  professionals 
from  having  trading  advantages  over  p>ersons 
trading  from  off  the  Floor. 

The    development    of    more    sophisticated 
and   complex   commur.icatlcns   systems    and 
devices   has   made    the   use   of   devices    that 
block    direct    communications    between    ex- 
changes Impractical  or  prohibitively  expen- 
sive to  design  and  construct    In  situations 
where  the  use  of  blocking  devices  are  Im- 
practical or  prohibitively  e.xpenslve.  member 
organizations    can    comply    witli    Exchange 
poUcy    by   removing    and    relnserti.ng    orders 
and    report    data    in    a    manner    that    will 
"break"  the  communications  fiow.  However, 
such  procedures  cut  down  on  efficiency  and 
Increase  operating  costs    (Please  see  request 
of   Becker    Securities    Corporation    (Becker) 
attached  as  Exhibit  I  to  connect   its  elec- 
tronic   order    entry    devices    on    the    Floor. 
Becker  states  that,  technically  speaking,  its 
system  could  be  made  to  inhibit  direct  com- 
munications between  exchanges,  but  believes 
that  by  being  permitted  direct  communica- 
tion. It  will  be  able  to  reduce  clerical  staff 
needed  to  transmit  Indirectly,  reduce  errors. 
Increase   eflficlency   and   realize   cost  savings 
or  roughly  (600.000  per   year.i    In  spite  of 
this,   communications   devices   are   available 
that  reduce   the   time   required   to   transmit 
indirectly   to  a  matter   of  seconds   or   frac- 
tions of  a  second.  Thus,  for  all  practical  pur- 
poses, the  time  difference  between  direct  and 
Indirect  message  transmission  Is  de  mlnlmtis. 
Member  firms  have  been  permitted  In  the 
past  to  send  orders  la  dually-lLsted  stocks — 
that  could  not  be  executed  in  their  entirety 
on  a  regional  exchange — over  their  communi- 
cations system  directly  to  the  NYSE  from  the 
regional  exchange.  However,  firms  were  not 
permitted  to  engage  In  continuous  two-way 
communication  between  the  trading  floors  of 
the  regional  exchange  and  the  NYSE    Only 
orders  originated  in  a  member  firms  offices 
which  could  not  be  executed  on  the  regional 
exchange  would  be  sent  to  the  NYSE  Floor. 
Orders  originated  on  the  floor  of  a  regional 
exchange  could  not  be  sent  directly  to  the 
NYSE  Floor.  Under  these  circumstances,  the 
order  tran.smlssion  was  not  viewed  as  direct 
exchange- to-exchange      communication.      A 
change  In  the  policy,  therefore,  would  be  an 
extension  of  previous  decisions  intended  to 
encourage  freer,  more  open  communications 
between  various  market  centers. 

Alleged  trading  advantages  of  the  Floor 
professional  over  persons  that  trade  from  off- 
t he-Floor  have  severely  diminished  over  the 
years.  With  new  electronic  communications 
systems,  and  high-speed  ticker  lines,  the 
Floor  professional  has  small  advantage  over 
those  who  trade  from  off  the  F^^oor. 

In  view  of  these  developments,  It  does  not 
appear  rea.sonable  to  require  NYSE  members 
to  operate  less  efBclently  and  at  additional 
expense  to  comply  wltli  a  poiicy  that  has 
become  outmoded  by  technical  advances 

4  Basts  Under  the  Act  for  Proposed  Rule 
C'r.ange  The  proposed  rule  change  relating 
to  "exchange-to-exchange  communication" 
is  mtended  to  permit  members  and  member 
organlzation.s  to  reduce  operating  costs  in  the 
execution  of  their  securities  transactions,  and 
is  supportive  of  Section  1 1 1  A)  (a)  (1)  (C)  (1) 
that  states  ",  ,  ,  It  is  in  the  public  interest 
and  appropriate  for  the  protection  of  in- 
vestors and  the  maintenance  of  fair  and 
orderly  markets  to  assure  ,  .  ,  economically 
efficient  execatlon  of  securities  transactions  " 
The  proposed  rule  change  regarding  "ex- 
change-to-exchange communication"  relates 


to  item  4(a)  (V)  (C)  of  Form  19b-4A  in  that 
by  removing  barrtera  to  the  direct  transfer  of 
orders  by  Exchange  memb«»  between  the 
NYSE  and  other  exchangea,  the  Exchange 
will  help  foster  cooperation  and  coordination 
with  persons  engaged  in  facilitating  trans- 
actions In  securitlee  The  proposed  rule 
change  also  relates  to  item  4(aUV)(D)  in 
that  permitting  direct  communications  by 
Exchange  members  between  the  NYSE  and 
other  exchanges,  the  Exchange  will  help  re- 
move Impediments  to  aiid  perfect  the  mech- 
anism of  a  free  and  open  market  and  a 
national  market  system  It  does  not  relate  to 
the  remaining  Items  set  forth  In  Section  4(a) 
of  Form  19b-4A 

5.  Comments  Received  From  Member!  Par- 
ticipants or  Others  on  Proposed  Rule  Change. 
The  Exchange  has  not  solicited  comment  on 
the  proposed  rule  change  on  "exchange-to- 
exchange  communication",  nor  has  it  re- 
ceived any  unsolicited  written  comments  As 
mentioned  in  Item  No.  3,  a  copy  of  a  letter 
dated  December  8.  1976  from  Becker  Ls  at- 
tached as  Exhibit  1 

6  Burden  on  Compet.tion  The  propoeetf 
rule  change  relating  to  "exchange-to- 
exchange  communication"  L«  designed  to  help 
remove  Imjjediments  to  and  perfect  the 
mechanism  of  a  free  and  open  market  and  a 
national  market  system  Thus,  it  does  not 
Impose  any  burden  on  competition  but  rather 
provides  for  Increased  competition  by  per- 
mitting NYSE  members  to  more  easUy  trans- 
mit orders  in  dually-listed  securities  to  an- 
other exchange  where  a  better  price  or  a 
more  complete  execution  Is  obtainable. 

7.  Extension  of  Time  Periods  for  Commis- 
sion Action  The  Exchange  does  not  consent 
to  an  extension  of  the  time  periods  speclfled 
In  Section  19(b)  (2i  of  the  A(rt. 

8.  Basis  for  Rule  Taking,  or  Being  Put  into 
tfect  Pursuant  to  Section  19(b)  (3)  The  pro- 
posed rule  change  Is  not  filed  purs'.iant  to 
Section  19ib)  (31  of  the  Act. 

•  •  •  •  • 

All  interested  persons  are  invited  to 
submit  three  copies  of  written  comments 
on  the  issues  presented  by  the  NYSE  fil- 
ing and  set  forth  in  the  Commission's 
release.  Comments  should  be  addressed 
to  George  A.  F^tzsmimons,  Secretary. 
Securities  and  Exchange  Commission, 
500  Nortli  Capitol  Street.  Washington. 
DC.  20549  and  should  make  reference  to 
nie  No.  SI^NYSE-77-8.  All  submLssions 
will  be  made  available  for  public  Inspec- 
tion at  the  Commtssic«i's  Pubhc  Refer- 
ence Section.  Room  6101.  1100  L  Street, 
N.W.,  Washington,  D.C. 

By  tlie  Commission. 

George  A.  Fitzsimhons. 

Secretary. 

IFR  Do'77-16«21  Filed  6-9-r7;8:45  am  j 


[Pile  No.  81-2631 
KANSAS  CITY  STAR  CO. 

Application  and  Opportunrty  for  Hearing  on 
an  Exemption  from  Requirements 

Juke  2.  1977. 

Notice  IS  hereby  given  that  The  Kan- 
sas City  Star  Company  (the  "Apph- 
cant"i  has  filed  an  apipllcaticMi  pursuant 
to  section  12(h)  of  the  Securities  Ex- 
change Act  of  1934,  as  amended  ahe 
'1934  Act '  I  for  an  order  exempting  the 
Applicant  from  the  reporting  pro\Lsions 
of  that  Act. 

Section  12'h)  empowers  the  Commis- 
sion to  exempt.  In  whole  or  In  part  any 
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issuer  or  class  of  issuers  from  the  regis- 
tration, periodic  reporting  and  proxy  so- 
licitation provisions  of  the  1934  Act  if  the 
Commission  finds,  by  reason  of  the  num- 
ber of  public  investors,  amount  of  trad- 
ing int-erest  in  the  securities,  the  nature 
and  extent  of  the  activities  of  the  is- 
suer, or  otherwise,  that  such  exemption 
is  not  inconsistent  with  the  public  inter- 
est or  the  p5>?tection  of  investors. 

The  application  states  in  part  that 
pui-suant  U/a  cash  tender  offer,  all  of  the 
Applicant's  voting  securities  were  pur- 
chased on  FebruaiT  15,  1977  by  Capital 
Cities  Communications.  Inc. 

For  a  more  detailed  statement  of  the 
information  presented,  all  persons  are 
referred  to  said  application  which  is  on 
file  in  the  oEBces  of  the  Commission  at 
500  North  Capitol  Street.  Washington. 

DC. 

Notice  is  further  given  that  any  inter- 
ested persons  not  later  than  June  27. 
1977.  may  submit  to  the  Commission  in 
writing  his  views  or  any  substantial  facts 
bearing  on  this  application  or  the  desira- 
bility of  a  hearing   thereon.  Any  such 
communication  or  request  should  be  ad- 
dressed to:  Secretary.  Securities  and  Ex- 
change Commission.  500  North  Capitol 
Street  NW  .  Washington,  DC.  20549.  and 
should  state  briefly  the  nature  of  the 
interest  of  the  person  submitting  such 
information  or  requesting  the  hearing. 
the   reason   for  such   request,   and   the 
issues  of  fact  and  law  raised  by  the  ap- 
plication which  he  desires  to  controvert. 
M  any  time  after  said  date,  an  order 
granting  the  application  In  whole  or  in 
part  may  be  issued  upon  re<iuest  or  upon 
the  Commissions  own  motion. 

By  the  Commission. 

George  A.  Fitzsimmons. 
Secretary. 

(FR  Doc  77-16599  Filed  6-9-77;8:45  am] 


[Release  No.  9803;  811-20931 
LA  SALLE   FUND,    INC. 

Filing  of  Application  for  an  Order  of  the 

Act  Declaring  that  Company  Has  Ceased 

To  Be  an  Investment  Company 

JineG.  1977. 

Notice  is  hereby  given  that  Li  Salle 
Fund  Inc.  ( "Applicant"  ^  One  IBM 
Plaza.  Chicago.  Illinois  60611.  a  diversi- 
fied open-end  management  company 
registered  under  the  Investment  Com- 
pany Act  of  1940  c-Acf).  filed  an  appli- 
cation on  May  5.  1977.  pursuant  to  sec- 
tion 8'  f  •  of  the  Act.  for  an  order  of  the 
Commission  declaring  that  Applicant  has 
ceased  to  be  an  investment  company  as 
defined  in  the  Act.  All  interested  persons 
are  referred  to  the  application  on  file 
with  the  Commission  for  a  statement  of 
the  represenUtions  set  forth  therein. 
which  are  summarized  below. 

Applicant,  organized  under  the  laws  of 
Maryland,  registered  under  the  Act  by 
filing  a  Form  N-8A  Notification  of  Regis- 
tration on  April  7.  1971. 

On  Februarj^  7.  1977.  the  Board  of  Di- 
rectors of  Applicant  adopted  a  resolution 
approving  an  agreement  involving  the 
transfer  of  substantially  all  of  Appli- 


NOTICES 

cant's  net  a.ssets  to  The  Acorn  Fund,  Inc. 
(•'Acorn' t.  a  Delaware  corporation  reg- 
istered under  the  Act  as  a  diversified 
open-end  management  company.  In  con- 
sideration of  the  issuance  to  Applicant 
of  a  quantity  of  Acorn's  shares  of  equiva- 
lent value,  and  fifrther  providing  for  the 
distribution  of  the  Acorn  shares  so  re- 
ceived to  Applicant's  stockholders  and 
for  the  dissolution  of  Applicant. 

On  March  15.  1977.  Applicant's  stock- 
holders approved  the  exchange  agree- 
ment by  the  vote  of  two-thirds  of  all  out- 
standing shares  entitled  to  vote.  On 
March  17.  1977  the  exchange  was  con- 
summated, and  Applicant  directed  Acorn 
to  issue  the  Acorn  shares  so  received  to 
Applicant's  stockholders.  Applicant  has 
filed  with  the  State  of  Maryland  appro- 
priate Articles  of  Dissolution. 

Section  8if)   of  the  Act  provides,  in 
pertinent  part,  that  when  the  Commis- 
sion, upon  application,  finds  that  a  regis- 
tered investment  company,  has  ceased  to 
be  an  investment  company.  It  shall  so  de- 
clare by  order,  and  upon  the  effective- 
ness of  such  order,  the  registration  of 
such  company  shall  cease  to  be  in  effect. 
Notice  Is  fiu-ther  given  that  any  inter- 
ested person  may.  not  later  than  July  1, 
1977.  at  5  30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state- 
ment as  to  the  nature  of  his  interest,  the 
reason  for  such  request,  and  the  issues,  If 
any.  of  fact  or  law  proposed  to  be  contro- 
verted, or  he  may  request  that  he  be  no- 
tified if  the  Commission  shall  order  a 
hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary,  Se- 
curities    and     Exchange     Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mail    upon    Applicant    at    the    address 
stated  above.  Proof  of  such  service  (by 
affidavit,  or  in  case  of  an  attomey-at- 
law.  by  certificate)  shall  be  filed  contem- 
poraneou.sly  with  the  request.  As  pro- 
vided by  Rule  0-5  of  the  rules  and  regu- 
lations promulgated  under  the  Act,  an 
order  dLsposing  of  the  apphcation  will  be 
issued  as  of  course  following  said  date 
unless  the  Commission  thereafter  orders 
a  hearing  upon  request  or  upon  the  Com- 
mission's own  motion.  Persons  who  re- 
quest a  hearing,  or  advice  as  to  whether 
a  hearing  is  ordered,  will  receive  any 
notices  and  orders  issued  in  this  matter, 
including   the  date   of   the  hearing    (if 
ordered  I       and      any      postponements 
thereof. 


For  the  Commission,  by  the  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc .77-16600  Filed  6-9-77,8:46  am] 


[Release  No.  9804:  811-660) 
LANDMARK  GROWTH    FUND,   INC. 

Filing  of  Application  for  an  Order  of  the 
Act  Declaring  That  Company  Has  Ceased 
To  Be  an   Investment  Company 

June  6,  1977. 
Notice  Is  hereby  given  that  Landmark 

Growth  Fund.  Inc.  ("Applicant"',  2100 


Republic  Bank  Tower.  Dallas.  Texas 
75201,  an  open-end  diversified  manage- 
ment company,  registered  under  the  In- 
vestment Company  Act  of  1940  ("Act"), 
filed  an  application  on  March  31,  1977. 
and  an  amendment  thereto  on  May  16. 
1977,  pursuant  to  section  8(f  >  of  the  Act, 
for  an  order  of  the  Commission  declaring 
that  Applicant  has  ceased  to  be  an  in- 
vestment company  as  defined  m  the  Act. 
AU  interested  persons  are  referred  to  the 
application  on  file  with  the  Commission 
for  a  statement  of  the  representations 
set  forth  therein,  which  are  summarized 
below. 

Applicant,  a  Delaware  corporation, 
registered  under  the  Act  by  filing  a  Form 
N-8A  Notification  of  Registration  on  No- 
vember 19,  1954. 

Applicant  represents  that  on  Febru- 
ary 28,  1977,  pursuant  to  a  Plan  and 
Agreement  of  Reorganization  adopted  by 
the  stockholders  of  Applicant  on  Febru- 
ary 24,  1977,  substantially  all  of  the  net 
assets  of  Applicant  were  transferred  to. 
Charter  Fund.  Inc.  ("Charter" » .  a  Texa.s  ^ 
corporation  registered  imder  the  Act  as 
an  open-end,  diversified  management 
company,  in  exchange  for  shares  of  com- 
mon stock  of  Charter  AU  of  Landmark's 
former  stockholders  have  become  stock- 
holders of  Charter.  Finally,  the  apphca- 
tion states  that  a  certificate  of  dissolu- 
tion has  been  prepared  for  filing  with 
the  State  of  Delaware  and  that  such 
certificate  wUl  be  filed  upon  the  issuance 
of  the  order  requested  in  this  matter. 

Section  8(f)    of  the  Act  provides,  in 
pertinent  part,  that  when  the  Commis- 
sion, upon  application,  finds  that  a  regis- 
tered investment  company  has  ceased  to 
be  an  investment  company,  it  shall  so  de- 
clare by  order,  and  upon  the  effective- 
ness of  such  order,  the  registration  of 
such  company  shall  cease  to  be  in  effect. 
Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  July  1, 
1977.  at  5:30  p.m..  submit  to  the  Com- 
mission in  writing  a  request  for  a  hear- 
ing on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  inter- 
est, the  reason  for  such  request,  and  the 
issues,  if  any.  of  fact  or  law  proposed  to 
be  controverted,  or  he  may  request  that 
he  be  notified  if  the  Commission  shall 
order  a  hearing  thereon.  Any  such  com- 
mimication  should  be  addressed:  Secre- 
tary Securities  and  Exchange  Commis- 
sion, Washington,  DC.  20549.  A  copy  of 
such  request  shall  bo  served  personally  or 
by  mail  upon  Applicant  at  the  address 
stated  above.  Proof  of  such  service  (by 
affidavit,  or  in  case  of  an  attomey-at- 
law,  by  certificate)  shall  be  filed  contem- 
poraneously with  the  request.  As  provided 
by  Rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act.  an  order  dis- 
posing of  tlie  application  will  be  issued  as 
of  course  following  said  date  unless  the 
Commission  thereafter  orders  a  hearing 
upon  request  or  upon  the  Commission's 
own  motion.  Persons  who  request  a  hear- 
ing, or  advice  as  to  whether  a  hearing  is 
ordered,   will  receive  any   notices  and 
orders  issued  In  this  matter,  including 
the  date  of  the  hearing  (if  ordered)  and 
any  postponements  thereof. 
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For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons, 

Secretary. 

[PR  Doc  77-16601  Filed  6-9-77;8:45  am) 


[Relea.se   No.    34-13602:    Pile  Nos    SR-MCC- 
77-2  and  SR-MSTC-77~€  ] 

MIDWEST  CLEARING  CORP.  AND 
MIDWEST  SECURITIES  TRUST  CO. 

Self-Regulatory  Organizations:  Proposed 
Rule  Change 

Pursuant  to  section  19ib)tli  of  the 
Securities  Exchange  Act  of  1934.  15 
U.S.C.  78s(b)  <li .  as  amended  by  Pub.  L. 
No.  94-29.  16  I  June  4.  1975 ».  notice  is 
hereby  given  that  on  May  13.  1977.  the 
above-mention  self-regulatorj-  organiza- 
tions filed  with  the  Securities  and 
Exchange  Commission  proposed  rule 
changes  as  follows : 

St.atement  of  the  Terms  of  Substance 
OF   the  Proposed  Rule  Chances 

The  proposed  rule  changes  amend  the 
Midwest  Clearing  Corporation  Rules  Nos. 
1,  2,  3,  4.  5.  6.  9.  10.  11  and  16  to  allow  for 
the  clearance  and  settlement  of  debt  se- 
curities and  amend  the  Midwest  Securi- 
ties Trust  Company  Rules  Nos.  1,  2,  3. 
and  6  to  allow  debt  securities  to  be  eligi- 
ble for  the  depositorj*. 

Statement  of  B.^sis  and  Purpose 

The  basis  and  purpose  of  the  foregoing 
proposed  rule  changes  are  as  follows: 

The  purpose  of  the  propo.'^ed  rule 
changes  is  to  enable  the  Midwest  Clearing 
Corporation  to  clear  and  settle  debt  se- 
curity transactions  as  well  as  equity  se- 
curity transactions,  and  to  enable  the 
Midwest  Securities  Trust  Company  to 
extend  thase  securities  eligible  for  de- 
posit to  include  debt  securities  as  well  as 
equity  securities. 

The  proposed  rule  changes  foster  co- 
operation and  coordination  with  persons 
engaged  in  the  clearance  and  settlement 
of  secmities  transactions  by  allowing  the 
Midwest  Clearing  Corporation  and  the 
Midwest  Secui-ities  Trust  Company  to 
expand  their  capabilities  by  providing 
services  for  debt  securities  for  their  par- 
ticipants. 

Comments  have  neither  been  solicited 
nor  received. 

The  Midwest  Clearing  Corporation 
and  the  Midwest  Securities  Trust  Com- 
pany believe  that  no  burden  has  been 
placed  on  competition. 

On  or  before  July  15.  1977.  or  within 
such  longer  period  <  i  >  as  the  Commission 
may  designate  up  to  90  days  of  such  date 
if  it  finds  such  longer  period  to  be  ap- 
propriate and  publishes  Its  reasons  for 
so  finding  or  (ii>  as  to  w^hich  the  above- 
mentioned  self-regulatory  organization 
consents,  the  Commission  will: 

(A>  By  order  approve  such  proposed 
rule  changes,  or 

<B)  Institute  proceedings  to  deter- 
mine whether  the  proposed  rule  changes 
should  be  disapproved. 


Interested  persons  are  invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  6  copies  thereof  with  the  Secretar>- 
of  the  Commission.  Securities  and  Ex- 
change Commission.  Washington.  D.C. 
25049.  Copies  of  the  filings  with  respect 
to  the  foregoing  and  of  all  written  sub- 
missions will  be  available  for  inspection 
and  copying  in  the  Public  Rtference 
Room.  1100  L  Street.  N.W..  Washington. 
DC.  Copies  of  such  filings  will  also  be 
available  for  inspection  and  copying  at 
the  principal  offices  of  the  above-men- 
tioned self-regulatory  organizations.  All 
submissions  should  refer  to  the  file  num- 
bers referenced  in  the  caption  above  and 
should  be  submitted  on  or  before  July 
1.  1977. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A    Fitzsimmons. 
Secretary. 
June  6,  1977. 
IFR  Doc. 77- 16618  Filed  6-9-77:8  45  am  | 


I  Release  No  34-13599;  File  No.  SR-MSTC- 

77-81 

MIDWEST   SECURITIES   TRUST   CO 

Self-Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  section  19<b>il)  of  the 
Securities  Exchange  Act  of  1934.  15 
U.S.C.  78sibMl).  as  amended  by  Pub.  L. 
No.  94-29.  16  (June  4.  1975>.  notice  is 
hereby  given  that  on  May  19,  1977.  the 
above-mentioned  self-regulatoiT  organi- 
zation filed  with  the  Securities  and  Ex- 
change Commission  a  proposed  rule 
change  as  follows: 

Statement  of  the  Terms  of  Substance 
OF  the  Proposed  Rule  Change 

mstc-nesdtco   interface 

The  Midwest  Securities  Trust  Com- 
pany ("MSTC")  and  the  New  England 
Securities  Depositon--  Trust  Company 
i"NESDTCO"'  will  each  become  a  par- 
ticipant in.  and  maintain  accounts  with, 
the  other  clearing  agency,  thereby  allow- 
ing participants  in  MSTC  to  effect  book- 
entry-  deliveries  to  NESDTCO  accounts 
with  MSTC  and  thereby  to  NESDTCO 
participants,  participants  in  NESDTCX) 
to  effect  such  dehveries  to  MSTC  and  its 
participants,  and  participant  inventory 
needs  in  Boeton  and  Chicago  to  be  satis- 
fied out  of  securities  held  in  tlie  inter- 
face system. 

Statement  of  Basis  and  Pi-rpose 

The  basis  and  purpose  of  the  foregoing 
proposed  rule  change  Is  as  follows : 

The  purpose  of  the  proposed  rule 
change  is  to  establish  the  pr(x-edures  for 
MSTC's  participation  in  a  MSTC- 
NESDTCO  depository  interface.  Such 
Interface  will  enable  participants  in  both 
depositories  to  receive  and  deliver  securi- 


ties between  Chicago  and  Boston  on 
either  a  book-entry  or  physical  transfer 
basis  while  certificates  representing 
their  security  holdings  are  retained  in 
controlled  locations. 

The  proposed  rule  chsuige  relates  to 
the  capacity  of  MSTC  (A)  to  facilitate 
the  prompt  and  accurate  clearance  and 
settlement  of  securities  transactions  for 
which  it  is  responsible  In  that  it  will 
permit  MSTC's  prticipants  to  make  safe 
and  inexpensive  securities  receipts  and 
deliveries  between  Chicago  and  Boston 
through  the  MSTC-NESDTCO  linkage 
while  certificates  representing  their 
securities  holdings  are  retained  in  con- 
trolled locations,  and  (B'  to  carry  out 
the  purposes  of  section  17A  of  the  Act  by 
promoting  the  prompt  smd  accurate 
clearance  and  settlement  of  securities 
transactions,  doing  away  with  the  un- 
necessary costs  involved  in  inefficient 
procedures  for  clearance  and  settlement, 
taking  advantage  of  new  data  processing 
and  communications  techniques  and 
linking  MSTC  and  NESDTCO  Deposi- 
tories. 

No  comments  on  the  proposed  rule 
change  have  been  solicited  or  received 
by  the  Midwest  Securities  Trust  Com- 
pany. 

The  Midwest  Securities  Trust  Com- 
pany believes  that  no  burdens  have  been 
placed  on  competition. 

On  or  before  July  15,  1977,  or  within 
such  longer  period  ( i  >  as  the  Ownmission 
may  designate  up  to  90  days  of  such  date 
if  it  finds  such  longer  period  to  be  ap- 
propriate and  publishes  its  reasons  for 
so  finding  or  (li>  as  to  which  the  above- 
mentioned  self-regulatory  organization 
consents,  the  Commission  will: 

I A 1  By  order  approve  such  proposed 
rule  change,  or 

<  B  '  Institute  proceedings  to  determine 
whether  the  proposed  rule  change  should 
be  disapproved. 

-  Interested  persons  are  invited  to  sub- 
mit written  (lata,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  6  copies  thereof  with  the  Secretary  of 
the  Commissic«i,  Securities  and  Ex- 
change Commission,  Washington,  DC. 
20549.  Copies  of  the  filing  with  respect 
to  the  -'oregoing  and  of  all  written  sub- 
missions will  be  available  for  inspection 
and  copying  in  tlie  Pubhc  Reference 
Room.  1100  L  Street,  N.W..  Washington. 
DC.  Copies  of  such  filing  will  also  be 
available  for  inspection  and  copying  at 
the  principal  office  of  the  above-men- 
tioned self-regulatoo'  organization.  All 
submissions  should  refer  to  the  file 
number  referenced  in  the  caption  above 
and  should  be  submitted  on  or  before 
July  1,  1977. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A    Fitzsimmons. 

Secretary. 
June  6,   1977. 
|FR  Doc  77-16620  Piled  6-9-77:8:46  am) 
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[Release  No.  13595:   SR   M5TC  77  3] 

MIDWEST  SECURITIES  TRUST   CO. 

Order  Approving  Rule  Change  Relating  to  a 
Proposed  Dividend  Reinvestment  Program 

June  3.   1977. 

On  March  28,  1977.  The  Midwest  Se- 
curities Trust  Company  ("MSTC).  120 
South  LaSalle  Street.  Chicago.  Diinois 
60603.  submitted,  pursuant  to  Rule  19b-4 
under  the  Securities  Exchange  Act  of 
1934  I  the  -Act") ,  a  proposed  rule  change 
which  would  establish  procedures  en- 
abling MSTC's  participants  to  take  ad- 
vantage of  certain  Issuers'  dividend  re- 
investment plans  for  securities  held 
within  MSTC.  MSTC  subsequently  sub- 
mitted two  amendments:  No  1  on  April 
7.  1977,  announcing  approval  of  the  pro- 
posed rule  change  by  MSTCs  Board  of 
Dlrector-s.  and  No.  2  on  May  23.  1977, 
clarifying  the  Participants  Operating 
Procedures.  The  amendments  have  been 
incorporated  in  the  public  file. 

In  accordance  with  Section  19(b)  of 
the  Act  and  Rule  19b--l  thereunder, 
notice  of  the  proposed  rule  change  waa 
published  m  the  Federal  Register  '42  FR 
17928,  April  4.  1977'.  and  the  pubhc  waa 
invited  to  comment  tliereon.  Notice  of  the 
filing  and  an  invitation  for  comments 
also  appeared  in  Securities  Exchange  Act 
Release  No.  34-13410.  March  29.  1977.  No 
letters  of  comment  were  received 

The  Commission  has  reviewed  the  pro- 
posed rule  change  and  finds  that  It  la 
consistent  with  the  requirements  of  the 
Act  and  the  rules  and  regulations  there- 
under appUcable  to  registered  clearing 
agencies. 

/(  is  therefore  ordered.  Pursuant  to 
section  19ibt  <.2)  of  the  Act.  that  the  pro- 
posed rule  change  contained  In  Pile  No. 
SR-MSTC-77-3  be,  and  hereby  Is,  ap- 
proved. 

For  the  Commission,  by  the  Division  oi 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

Georgb  a.  Fitzsimmons, 

Secretary. 

(ra  Doc  77-16602  Filed  6-3  77;8  45  am] 


IReleas*  No    9805.    811-908] 

MIDWEST  SECURITIES  INVESTMENT, 
INC. 

Filing  of  Application  of  the  Act  for  an  Order 
Declaring  That  Company  Has  Ceased  To 
Be  an  Investment  Company 

June  6,  1977. 
Notice  is  hereby  given  that  Midwest 
Securities  Investment,  Inc.  i"Fund"  or 
■'Applicanf> .  702  Harries  Building.  Day- 
ton. Ohio  45402.  registered  under  the  In- 
vetment  Company  Act  of  1940  r'Act") 
as  a  rio.'ied-end  non-diversified  manage- 
ment investment  company,  f.led  an  appli- 
cation on  January  24,  1977  pursuant  to 
section  8.  f  >  of  the  Act  for  an  order  of  the 
Commi.<;sion  declaring  that  the  Fund  has 
ceased  to  be  an  investment  company.  All 
interested  persons  are  referred  to  the 
application  on  file  with  tlie  Commission 
for  a  statement  of  the  representations 


NOTICES 

contained  therein  which  are  summarized 
below. 

Applicant  was  incorporated  under  the 
laws  of  the  State  of  Delaware  in  1959,  and 
registered  under  the  Act  on  September 
30,  1959.  At  a  special  meeting  held  O  to- 
ber  23,  1975.  the  stockholders  of  the  Fund 
adopted  a  Plan  of  Complete  Liquidation 
'the  "Plan")  of  the  Fund.  The  Plan  re- 
quired that  Midwest  cease  the  conduct 
of  its  business,  wind  up  its  affairs,  and 
distribute  all  of  its  assets  within  the 
twelve  month  perod  beginning  on  the 
date  of  adoption  of  the  Plan  by  stock- 
holders. The  application  states  that  all 
stock  certificates  for  outstanding  Fund 
stock  were  surrendered  to  Applicant 
within  the  time  required  by  the  Plan; 
that  all  of  the  Fund's  assets,  except  those 
described  below,  have  been  distributed 
to  Its  shareholders,  and  the  Plan  haa 
otherwise  been  carried  out  as  contem- 
plated. 

Applicant  states  that  at  Septem- 
ber 30,  1976  the  Fund  had  no  assets  other 
than  cash  In  the  amount  of  $65,161.80 
which  was  transferred  to  a  liquidating 
trust  with  a  bank  to  be  used  to  pay  final 
expenses  of  the  Fund,  with  the  balance 
to  be  distributed  to  the  Fund's  stock- 
holders, and  304,000  shares  of  conrunon 
stock  of  The  City  Transit  Company 
(••City  Transit")  which  was  transferred 
to  a  bank  escrow  account  to  be  held  until 
Che  proposed  Uquidatlon  and  dissolution 
of  City  Transit  haa  been  completed  and 
the  proceeds  distributed  to  shareholders. 
The  escrow  arrangement  provides  that 
the  bank  shall  not  engage  In  business  as 
a  stockholder  of  City  Transit  and  shall 
vote  the  stock  to  prevent  City  Transit 
from  entering  into  or  engaging  in  any 
business  or  carrying  on  any  activity 
other  than  that  required  so  as  to  carry 
out  the  escrow  purposes  of  Uquidatlon 
as  soon  as  practicable. 

On  October  15.  1976,  a  Certificate  of 
Dissolution  of  the  Fund  was  filed  with 
the  Secretary  of  State  of  the  State  of 
Delaware  and  a  surrender  of  Ucense  of 
the  Fund  was  filed  with  the  Secretary  of 
State  of  the  State  of  Ohio. 

Section  8^f)  of  the  Act  provides.  In 
pertinent  part,  that  when  the  Commis- 
.sion,  upon  application,  finds  that  a  regis- 
tered Investment  company  has  ceased 
to  be  an  in\  estment  company,  it  shall  so 
declare  bv  order  and  upon  the  taking  ef- 
fect of  such  order  the  registration  of 
such  company  shall  cease  to  be  in  effect. 
Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  July  1. 
1977,  at  5:30  p.m.,  submit  to  the  Commis- 
sion in  writing  a  request  for  a  hearing  on 
the  matter  accompanied  by  a  statement 
as  to  the  nature  of  his  interest,  the  rea- 
son for  such  request,  and  the  issues.  If 
any,  of  fact  or  law  proposed  to  be  contro- 
verted, or  he  may  request  that  he  be 
notified  if  the  Commission  shall  order  a 
hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission, 
Washington.  DC.  20549.  A  copy  of  such 
request  shall  be  served  personaUy  or  by 
mall    upon    Applicant's)     at    the    ad- 


dressees) stated  above.  Proof  of  such 
service  (by  afBdavlt,  or  tn  case  of  an 
attomey-at-law,  by  certificate)  shall  be 
filed  contemporaneously  with  the  re- 
quest. As  provided  by  Rule  0-5  of  the 
rules  and  regulations  promulgated  under 
the  Act,  an  order  disposing  of  the  appli- 
cation will  be  issued  as  of  course  follow- 
ing said  date  imless  the  Commission 
thereafter  orders  a  hearing  upon  request 
or  upon  the  Commission's  own  motion. 
Persons  who  request  a  hearing,  or  advice 
as  to  whether  a  hearing  is  ordered,  ■r-IU 
receive  any  notices  and  orders  issued  in 
this  matter,  Including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone- 
ments thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons. 

Secretari/. 

[KBDcx:.77-18604  Piled  6-9-77:8:45  amj 


[Release  No.  13588;  SRr-MSE-76-26] 

MIDWEST  STOCK  EXCHANGE,   INC 

Order  Approving  Proposed  Rule  Change 

JcTKE  2,  1977. 

On  December  10,  1976.  the  Midwest 
Stock  Exchange.  Incorporated.  120 
South  LaSalle  Street.  Chicago,  Illmois 
60603.  filed  with  the  Commission,  pur- 
suant to  Section  19(b)  of  the  Securities 
Exchange  Act  of  1934  (the  'Act'  ) ,  as 
amended  by  the  Securities  Acts  Amend- 
ments of  1975,  and  Rule  19b-4  there- 
under, copies  of  a  proposed  rule  change 
to  expend  its  option  pilot  program  by  the 
listing  of  standardized  put  options.  The 
Exchange  will  initially  limit  this  lisUng 
to  five  classes  of  put  options  and  will  not 
add  to  the  number  of  such  classes  with- 
out Commission  approval. 

Notice  of  the  proposed  rule  change 
together  with  the  terms  of  substance  of 
the  proposed  nile  change  was  given  by 
publication  of  a  Commission  Release  iSe- 
CLUities  Exchange  Act  Release  No.  13099, 
December  22,  1976)  and  by  pubhcation  in 
the  Federal  Register  (42  FR  909,  Jan- 
uary 4,  1977).  This  proposal  was 
amended  by  four  separate  amendment; 
submitted  on  January  10,  1977;  May  12, 
1977;  May  27,  1977;  and  May  31,  1977. 
respectively. 

The  Commission  finds  that  tlie  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  applicable 
to  national  securities  exchanges,  and  in 
particular,  the  requirements  of  Section  6 
and  the  rules  and  regulations  there- 
under. 

It  is   therefore  ordered:  Pursuant   to 
section  19(b)(2)    of  the  Act,  that  the 
above-mentioned  proposed  rule  change 
be,  and  it  hereby  Is.  approved. 
By  the  Commission. 

George  A.  Fitzshimoks, 
Secretary. 

(Pa  Doc.  77-16603  Piled  6-9-77;8:45  Mtt] 
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[Release  No  34-13601;  PUe  No.  8R- 
MSTC-77-4] 

MIDWEST  SECURITIES  TRUST  CO. 

Self-Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  section  19(b)(1)  of  the 
Securities  Exchange  Act  of  1934,  15 
use  78s(b)  il),  as  amended  by  Pub.  L. 
No.  94-29,  16  (June  4.  1975>,  notice  is 
hereby  given  that  on  May  11,  1977,  the 
above-mentioned  self-regulatory  organi- 
zation filed  with  the  Securities  and  Ex- 
change Conunission  a  proposed  nile 
change  as  follows : 

St.mement  of  the  Terms  of  Substance 
OF  THE  Proposed  Rule  Change 

The  Book-Entry  UnderwTiting  Serv- 
ice is  in  tented  to  allow  underwriting  syn- 
dicate managers  to  setUe  a  new  or  sec- 
ondary issue  tlirough  the  faculties  of  the 
Midwest  Securities  Tnist  Company 
(MSTC).  The  fee  wUl  be  $5  per  milUon 
in  value,  with  a  minimum  charge  of  $100 
and  a  maximum  charge  of  $500. 
Statement  of  Basis  and  Purpose 

The  basis  and  purpose  of  the  foregoing 
proposed  rule  change  is  as  follows: 

The  purpose  of  the  proposed  rule 
change  is  to  enable  syndicate  managers 
to  settle  new  and  secondary  issues 
through  depositorj-  facilities  via  book- 
entry.  On  issuance  date,  the  syndicate 
manager  will  deposit  certificates  into  the 
MSTC  depository  for  distribution  to  the 
syndicate  members.  Settlement  will  oc- 
cur in  one  of  the  following  three  ways: 
(1)  MSTC  Depository  Delivery  Instruc- 
tion (DDI) ;  (2)  MSTC  Third  Party  In- 
terface; or  (3)  physical  certificates 
released  upon  receipt  of  a  certified  check. 
The  Book-Entry  Underwriting  Service 
will  enable  an  MSTC  participant,  func- 
tioning as  an  underwriting  syndicate 
manager,  to  effect  settlement  of  the  im- 
derwriting  with  a  minimum  of  physical 
certificate  handling.  In  addition,  money 
settlement  is  also  accomplished  through 
MSTC  depository  facilities. 

Therefore,  MSTC  beUeves  that  the 
proposed  rule  change  carries  out  the  pur- 
poses of  section  17A  of  the  Securities 
Exchange  Act  of  1934  by  enhancing  the 
safeguarding  of  securities  by  the  reduced 
handling  and  by  furtherance  of  certifi- 
cate immobilization. 

MSTC  believes  the  proposed  rule 
change  represents  an  equitable  alloca- 
tion of  reasonable  fees  among  its  partici- 
pants. 

The  Midwest  Securities  Trust  Company 
has  neither  solicited  nor  received  any 
comments. 

The  Midwest  Securities  Trust  Company 
believes  that  no  burden  has  been  placed 
on  competition. 

On  or  before  July  15,  1977,  or  within 
such  longer  period  (1)  as  the  Commis- 
sion may  designate  up  to  90  days  of  such 
date  If  it  finds  such  longer  period  to  be 
appropriate  and  publishes  Its  reasons  few 
so  finding  or  (11)  as  to  which  the  above- 
mentlOTied  self-regulatory  organization 
consents,  the  Commission  will : 

(A)  By  order  approve  such  proposed 
rule  change,  or 


(B)  Institute  proceedings  to  deter- 
mine whether  the  proposed  rule  change 
should  be  disapproved. 

Interested  persons  are  invited  to  sub- 
mit wTltten  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  6  copies  thereof  with  tlie  Secretary- 
of  the  Commission.  Securities  and  Ex- 
change Commission.  Washington,  D.C. 
20549.  Copies  of  filing  with  respect  to  the 
foregoing  and  of  all  WTitten  submissions 
will  be  available  for  inspection  and  copy- 
ing in  the  Public  Reference  Room.  1100  L 
Street  NW..  Washington.  DC.  Copies  of 
such  filing  will  also  t>e  available  for  in- 
spection and  copying  at  the  principal 
office  of  the  above-mentioned  self-regu- 
latorv-  organization.  All  submissions 
should  refer  to  the  file  number  referenced 
in  the  caption  above  and  should  be  sub- 
mitted on  or  before  July  1,  1977. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons. 

Secretary. 

June  6,  1977. 

|FR  Doc. 77-16617  Piled  6-9-77:8:45  am) 


rules  and  regulations  thereunder  appli- 
cable to  registered  clearing  agencies. 

It  IS  therefore  ordered.  Pursuant  to 
section  19(bM2»  of  the  Act,  that  the  pro- 
posed rule  change  contained  in  File  No. 
SR-NESDTC(3-77-€  be.  and  hereby  Is. 
approved. 

For  the  Commission,  by  the  Division 
of  Market  Regulation,  piu-suant  to  dele- 
gated authority. 

George  A.  Fttzimmons, 
Secretary. 

(PR    Doc  77-16605    Piled    6-9-77;845    am) 


[Release  No.  13600:   SR^NESDTCO-77-61 

NEW  ENGLAND  SECURITIES  DEPOSITORY 
TRUST  CO. 

Order  Approving  Rule  Change  Providing  for 
Establishment  of  a  Depository  Interface 
with  Midwest  Securities  Trust  Co. 

June  6,  1977. 

On  April  4.  1977,  the  New  England 
Seciuities  Depository  Trust  Company 
("NESDTCO"^  53  State  Street.  Boston. 
Massachusetts  02109,  submitted  a  pro- 
posed rule  change  pursuant  to  Rule  19b-4 
imder  the  Sectuities  Exchange  Act  of 
1934  (the  "Act")  relating  to  the  estab- 
lishment of  procedures  for  NESDTCO's 
participation  in  a  depository  interface 
witli  Midwest  Securities  Trust  Company. 
The  submission  comprises  procedures 
and  agreements  for  the  opera  ticMi  of  the 
interface.  In  connection  with  the  pro- 
posed rule  change.  NESDTCO  requested 
that  the  Commission  ccwitinue  its  previ- 
ous finding  pursuant  to  paragraphs  ig' 
of  Rules  8c-l  and  15c2-l  imder  the  Act 
that  the  agreements,  provisions  and  safe- 
guards established  by  NESDTCO  are 
adequate  for  the  protection  of  investors. 

In  accordance  with  section  19<b)  of 
the  Act  and  Rule  19b-4  thereunder, 
notice  of  the  proposed  rule  change  was 
published  in  the  Federal  Register  (42 
FR  20876.  April  22,  1977) ,  and  the  pubhc 
was  Invited  to  comment  thereon.  Notice 
of  the  filing  and  an  Invltaticai  for  com- 
ments also  appeared  in  Securities  Ex- 
change Act  Release  No.  34-13441,  April 
11,  1977.  No  letters  of  comment  were 
received. 

The  Commission  has  reviewed  the 
NESDTCO  submission  and  finds  that  the 
agreements,  provisions  and  safeguards 
established  by  N'ESDTCO  are  adequate 
for  the  protectlcHi  of  Investors.  The  Com- 
mission finds  also  that  It  Is  consistent 
with  the  requirements  of  the  Act  and  the 


(Release  No.  34-13598:  PUe  No 

SR  >rESDTCO-77-7 1 

NEW  ENGLAND  SECURITIES  DEPOSITORY 
TRUST  CO. 

Self-Regulatory  Organizations;  Proposed 
Rule  Change 

Pursuant  to  section  19ib'ii>  of  the 
Securities  Exchange  Act  of  1934.  15 
U.S.C.  78s 'b)  1 1^  as  amended  by  Pub.  L. 
No.  94-29.  16  (June  4.  1975),  notice  is 
hereby  given  that  on  May  23.  1977,  the 
above-mentioned  self-regulatorj-  orga- 
nization filed  wnth  the  Securities  and  Ex- 
change Commission  a  proposed  rule 
change  as  follows : 

Statement  or  the  Terms  of  Substance 
OF  THE  Proposed  Rule  Change 

Tlie  Proposed  Rule  Change  sets  forth 
the  procedures  and  agreements  pursuant 
to  which  New  ESigland  Securities  Deposi- 
tory Trust  Cc«npany  ("NESDrCO")  wUl 
effect  money  settlements  on  Participant 
trades  through  the  Deposltorv-  Trust 
Company  <'DTC"). 

Statement  or  Basis  and  Purpose 

Tlie  basLs  and  purpose  of  the  foregoing 
proposed  rule  change  is  as  follows : 

The  purpose  of  the  proposed  rule 
change  is  to  enable  money  settlement  for 
shares  of  NESDTCO  participants  to  be 
effected  through  DTC. 

The  proposed  rule  change  relates  to 
the  capacity  of  NESDTCO  (A)  to  facih- 
tate  the  prompt  and  accurate  clearance 
and  settlement  of  securities  transaction^ 
for  which  it  Is  responsibUe  in  that  It  wlU 
permit  NESDTCO's  participants  to  make 
money  settlement  through  the  NESD 
TCO's-DTC  linkage,  and  (B)  to  carry 
out  the  purposes  of  section  17A  of  the  Act 
by  promoting  the  prompt  &nd  accurate 
clearance  and  settlement  of  securities 
transactions,  doing  away  with  the  unnec- 
cessary  costs  involved  in  inefficient  pro- 
cedures for  cleai-ance  and  settlement, 
taking  advantage  of  new  data  processing 
and  communications  techmques  and 
linking  the  NESDTCO  and  DTC  clearing 
and  settlement  procedures. 

No  comments  on  the  proposed  rule 
change  have  been  soUclted  or  received. 

The  New  England  Securities  Deposi- 
tory Trust  Company  beUeves  tliat  there 
will  be  no  burden  on  competition  im- 
posed by  the  proposed  rule  change 

On  or  before  July  15,  1977,  or  within 
such  longer  period  (D  as  the  Commis- 
sion may  designate  up  to  90  days  of  such 
date  if  It  finds  such  longer  period  to  be 
appropriate  and  publishes  its  reasons  for 
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so  finding  or  (ii)  as  to  which  the  above- 
menUoned  self-regulatory  organization 
consents,  the  Commission  will: 

<Ai  By  order  awrove  such  proposed 
rule  change,  or 

(Bi  Institute  proceedings  to  determine 

whether  the  proposed  rule  change  should 
be  disapproved. 

Interested  persons  are  Invited  to  sub- 
mit wTlttcn  data,  views  and  arguments 
concerning  the  foregoing  Persons  desir- 
ing to  make  written  submLssioas  should 
file  6  copies  thereof  wiUi  the  Secretary 
of  the  Commission,  Securities  and  Ex- 
change Commission,  Wiishington,  DC. 
20549.  Copies  of  the  filing  with  respect 
to  the  foregoing  and  of  all  written  sub- 
mLs.-^lons  will  be  available  for  inspection 
and  copying  In  the  Public  Reference 
Room,  lioo  L  Street  NW.,  Washington. 
D.C.  Copies  of  such  filing  will  also  be 
available  for  InspecUon  and  copying  at 
the  principal  office  of  tlie  above-men- 
tioned self-regulatory  organization.  AH 
submissions  should  refer  to  the  file  num- 
ber referenced  in  the  caption  above  and 
should  be  submitted  on  or  before  July  1, 
1977.  FV)r  the  CommL«;sion  by  the  Division 
of  Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 

Secretarg. 

Ji'NE  5,  1977. 

[PR  DOC77-16619  Filed  e-9-77;8:46  am) 


NOTICES 


i  Release  No.  20063;  37-65] 

NORTHEAST  UTILITIES,   ET  AL 

Filing  of  Post- Effective  Amendment  Regard- 
ing a  $500,000  Increase  in  the  System 
Sen/ice    Company's     Long-Term     Bank 

Notes 

June  3.  1977. 

In  tlie  ntatter  of  Nortlieast  Utilities, 
174  Brush  HUI  Avenue.  West  Springfield, 
Massachusetts  01089.  Northeast  UtiUtles 
Service  Company,  The  Connecticut  Light 
and  Power  Company,  The  Hartford  Elec- 
tric Ught  Company,  Western  Massachu- 
setts Electric  Company.  Holyoke  Water 
PoTn-er  Company. 

Notice  15  hereby  given  that  Nortlieast 
UtihUes  ^Northeasfi,  a  registered 
holding  company,  and  its  above-named 
subsldiar.'  companies  have  filed  with  this 
Commission  a  post-effective  amendment 
to  the  application-declaration  In  this 
proceedii\g  pursuant  to  sections  6' a'.  7, 
and  13(b'  of  the  Public  UtUity  Holding 
Company  Act  of  1935  '-Acf*  regarding 
the  following  proposed  transactions.  All 
Int-eretited  {persons  are  referred  to  the 
amended  application-declaration,  which 
Is  summarized  below,  for  a  complete 
statement  of  the  proposed  transactions. 

By  order  ;n  this  proceeding  dated  July 
30.  1969  iHCAR  No.  16437'.  Northeast 
Utilities  Service  Company  * -Service 
Company"'  was  authorized  to  purchase 
and  Inventory  all  materials  and  supplies 
for  the  central  warehouse  for  its  own  ac- 
count as  a  wholesaler  and  .<nibsequently 
resell  and  deliver  such  supplies  and  ma- 
tertate  to  the  four  associate  operating 
companies,  when  requested  by  them,  at 
Service  Company's  actual  costs.  To  carry 
out  this  program  Service  Company  was 


authorized  to  issue  and  sell  40-year  notes 
("Notes")  to  Northeast  and  Northeast 
was  authorized  to  acquire  such  notes.  By 
further  orders  dated  June  1,  1973,  and 
May  28,  1976  <HCAR  Nos.  17976  and 
19547) .  Service  Company  was  autliorized 
to  change  its  method  of  financing  the 
central  warehouse  Inventory  by  borrow- 
ing the  funds  up  to  $2,500,000  from  a 
bank  pursuant  to  a  loan  agreement.  It 
is  stated  that  this  procedure  has  reduced 
the  cost  of  financing  the  central  ware- 
house inventory,  because  the  cost  of  such 
bank  loans  has  been  considerably  less 
than  the  cost  of  borrowing  from  North- 
east. 

Service  Comjjany  now  proposes  to 
amend  Its  loan  agreement  with  the  bonk, 
Hartford  National  Bank  and  Trust  Com- 
pany, to  provide  for  the  following 
changes:  (D  Allow  for  $500,000  of  In- 
creased borrowings  to  an  aggregate  of 
$3,000,000  if  such  borrowings  take  place 
prior  to  June  30,  1977;  (2)  the  borrow- 
ings outstanding  may  be  prepaid  to  to- 
crements  of  $100,000  at  any  time  without 
penalty;  however,  the  same  funds  cannot 
be  reborrowed  after  June  30,  1977;  (3) 
the  Interest  rate  would  be  the  following 
percentages  of  the  banks  prime  rate  hi 
effect  from  time  to  time  for  the  periods 
indicated:  April  1,  1977,  through  June 
30,  1978 — 114%:  July  1,  1978.  through 
June  1.  1979—115%;  and  (4;  revision  of 
the  default  provisions  of  the  loan  agree- 
ment. 

Service  Company,  pursuant  to  and 
subject  to  the  Umltations  of  the  provi- 
sions of  the  loan  agreement,  presently 
proposes  that  such  bank  borrowings  re- 
main outstanding  imtU  June  1,  1979. 

It  ts  stated  that  the  outstanding  debt 
of  Service  Company  at  March  31.  1977. 
was  $6,500,000.  This  sum  Is  represented 
by  borrowings  from  the  parent  compemy. 
Northeast,  In  the  amount  of  $4,000,000 
on  the  basis  of  40-year  notes  as  author- 
ized by  the  Commission  and  $2,500,000 
pursuant  to  the  aforementioned  loan 
agreement.  The  funds  representtog  the 
outstanding  debt  are  used  to  finance  the 
Inventory  and  to  provide  necessary 
working  capital  for  Service  Company 
during  the  period  between  the  perform- 
ance of  services  by  Service  Company  and 
reimbursement  by  associate  companies 
for  whom  the  services  have  been  per- 
formed. PavTnents  for  these  services  by 
other  system  companies  are  made  on  the 
basis  of  monthly  billings. 

The  post- effective  amendment  states 
that  no  fees  or  expenses  will  be  Incurred 
in  connection  with  the  proposed  trans- 
actions and  that  no  consent  or  approval 
of  any  Stivte  commission  or  Federal  com- 
mi.ssion.  other  than  this  Commission,  is 
required  in  respect  of  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Jime  27. 
1977,  request  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request,  and  the  Issues  of  fact  or  law 
raised  by  said  post-effective  amendment 
to  the  application-declaration  which  he 
desires  to  controvert:  or  he  may  request 
that  he  be  notified   If  the  Commission 


should  order  a  hearing  thereon.  Any  sach 
request  should  be  addressed:  Secretary-, 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  should  be  served  personally  or  by 
mall  upon  the  applicants-declarants  at 
the  above-stated  address,  and  proof  of 
service  (by  affidavit  or.  In  case  of  an  at- 
torney at  law,  by  certificate)  should  be 
filed  with  the  request.  At  any  time  after 
said  date,  the  apphcation -declaration,  as 
now  amended  or  as  it  may  be  further 
amended,  may  be  granted  and  permitted 
to  become  effective  to  the  manner  pro- 
vided by  Rule  23  of  the  general  rules  and 
regulations  prooiulgated  under  the  Act. 
or  the  Commission  may  grant  exemption 
from  such  rules  as  provided  to  Rules  20 
(a)  and  100  thereof  or  take  such  other 
action  as  It  may  deem  appropriate.  Per- 
sons who  request  a  hearing  or  advice  as 
to  whether  a  hearing  is  ordered  will  re- 
ceive any  notices  and  orders  issued  to 
this  matter,  tacludtog  the  date  of  the 
heartog  (if  ordered)  and  any  postpone- 
ments thereof. 

For  the  Commission,  by  the  Division  of 
Conx>rate  Regulation,  pursuant  to  dele- 
gated authority. 


George  A.  Fttzsimmons, 

Secretary. 

[FR  DOC.77-168M  Piled  6-9-77;  8: 45  am] 


[Release  No.  20064;  70-6018] 

NORTHEAST  UTILmES,   ET  AL 

Proposed  Issue  and  Sale  of  Short-Term 
Notes  to  Banks  and  Commercial  Paper 
to  Dealers;  Exception  From  Competitive 
Bidding,  Capital  Contributions  by  Hold- 
ing Company  to  Subsidiaries 

NoUce  Is  hereby  given  that  Nortlieast 
Utilities    ("NIT'),    a   registered   holding 
company,    and   The   Connecticut   Light 
and  Power  Company  ("CL&P"i,  Selden 
Street,   Berlin.   Connecticut  06037,   The 
Hartford      Electric      Light      Company 
("HELCO"),    176    Cumberland   Avenue, 
Wethersfleld,    Connecticut    06109.    and 
Western    Massachusetts    Electric    Com- 
pany ("WMECO"),  174  Brush  Hill  Ave- 
nue,   West    Springfield,    Massachusetts 
01089,  each  a  wholly-owned  electric  util- 
ity subsidiary  company  of  NU.  have  filed 
an     application-declaration     with     this 
Commission  pursuant  to  the  Public  Util- 
ity    Holding     Company     Act    of     1935 
("Act"),  designattog  Section  6.  7,  and  12 
(b)   of  the  Act  and  Rules  45  and  50(a) 
(5)    promulgated   thereunder   as   appli- 
cable to  the  following  propo.sed  transac- 
tions. AH  toterested  persons  are  referred 
to  the  application-declaration,  which  is 
summarized  below,  for  a  complete  state- 
ment of  the  proposed  transactions. 

Applicants  each  propose  .to  issue,  from 
time  to  time  through  June  30,  1978, 
short-term  notes  to  banks  (to  be  named ) 
and  commercial  paper  to  dealers  m  com- 
mercial paper.  The  aggregate  amount  of 
all  such  short-term  Indebtedness  at  any 
time  outstandtog.  whether  Issued  to 
ba6ks,  to  a  dealer  In  commercial  paper. 
or  otherwise,  will  not  exceed  $50,000,000 
to  the  case  of  NU,  and  to  the  cases  of 
CL&P,  HELCO,  and  WMECO  aggregate 
amounts  of  $110,000,000,  $40,000,000  and 
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$40  000,000,  respecUvely.  By  order  dated 
December  11,  1973  (HCAR  No.  18213). 
the  Commission  authorteed  and  pre- 
ferred shareholders  subsequently  a;>- 
proved  CL&P,  HELCO,  and  WMECO  to 
continue,  for  a  5-year  period,  their  exist- 
ing authorizations  to  tociu-  short-term 
todebtedness  in  an  amount  up  to  but  not 
exceed  tog  20  percent  of  then-  respective 
capitalizations.  The  maximum  amounts 
set  forth  above  for  CL&P  and  Hitt/X)  are 
less  than  10  percent  of  their  respective 
capitalizations  and  to  the  case  of 
WMECO  the  maximiun  amount  repre- 
sents 11  percent  of  Its  capitalization. 

Applicants  propose  to  renew  and  ex- 
tend any  notes  so  issued  or  to  refund 
them  with  other  similar  notes  Issued  to 
banks  or  to  dealers  to  commercial  paper 
and  to  issue  and  sell  additional  short- 
term  notes  (and  to  renew  such  notes) 
from  time  to  time  to  meet  portions  of 
their  capital  requirements:  provided, 
however,  that  the  aggregate  amount  of 
all  such  notes  of  each  apphcant  at  any 
one  time  outstanding,  tocludtog  no  tea 
issued  both  before  and  after  June  30, 
1978.  will  at  no  time  exceed  the  amount 
set  forth  above  for  each  applicant. 

The  notes  to  be  Issued  to  banks  will 
each  be  dated  as  of  the  date  of  Issue 
(no  later  than  June  30,  1978).  will  have 
maximum  maturity  dates  of  nine  months 
with  right  of  renewal,  will  bear  toterest 
at  a  rate  per  annum  not  to  excess  of  the 
prime  rate  or  the  prime  rate  plus  a  frac- 
tion thereof,  and  will  be  subject  to  pre- 
pavTnent  at  any  time  at  each  company's 
option  without  premium. 

The  applicants  have  credit  Itoes  with 
a  number  of  banks  subject  to  most  cases 
to  commitment  fees  and/ or  compensat- 
ing balance  requirements.  In  some  cases 
compensattog  balances  rangtog  from 
10  precenW20  percent  of  credit  Itoes  are 
required.  Based  upon  6^*  percent  prime 
toterest  rate,  a  10  percent-20  percent 
compensating  balance  will  result  to  an 
effective  cost  of  borrowtog  of  approxi- 
mately 7.50  peTCent-8.44  percent  per  an- 
num. 

Commercial  paper  will  be  issued  and 
sold  by  each  applicant  to  the  form  of 
short-term  promissory  notes  in  varytog 
denominations  of  not  less  than  $50,000 
and  not  more  than  $1,000,000,  bearing 
varytog  maturities  of  not  more  than  270 
days  after  date  of  Issue  and  not  subject 
to"  repayment  prior  to  maturity.  The 
commercial  paper  will  be  sold  directly  to 
a  dealer  to  commercial  paper,  Lehman 
Commercial  Paper,  Incorporated,  at  the 
discount  rate  per  annum  prevailtog  at 
the  date  of  issuance  for  commercial 
paper  of  comparable  quality  and  like 
maturity  sold  by  public-utility  issuers  to 
commercial  paper  dealers.  No  commer- 
cial paper  shall  be  issued  having  a  ma- 
turity of  more  than  90  days  at  an  effec- 
tive interest  cost  to  the  applicants  which 
exceeds  the  effective  bank  toterest  rate  at 
which  they  could  borrow  from  banks  an 
amount  at  least  equal  to  the  prtocipal 
amount  of  such  commercial  paper.  No 
commission  or  fee  will  be  payable  to  con- 
nection with  the  Issuance  and  sale  of 
the  commercial  paper.  The  purchasing 
dealer,    as    prtoodpal,    will    rcoffer    the 


commercial  paper  to  Institutional  toves- 
tors  at  a  discount  not  to  exceed  ^a  of  1 
percent  per  annum  less  than  the  prevail- 
ing discount  rate  available  to  applicants 
to  such  marm«-  as  not  to  constitute  a 
pubUc  offering.  The  commercial  paper 
will  be  reoffered  to  not  more  than  200 
identified  and  designated  cocunerclal 
and  institutional  customers  in  a  nonpub- 
Uc  list  prepared  for  each  applicant  in  ad- 
vance by  the  purchastog  dealer.  It  la 
anticipated  that  the  commercial  paper 
will  be  held  by  customers  to  maturity, 
but.  If  such  customers  desire  to  resell 
prior  to  maturity,  the  purchastog  dealer, 
pursuant  to  a  verbal  repurchase  agree- 
ment, will  repurchase  the  commercial 
paper  and  reoffer  the  same  only  to 
others  on  the  list. 

WMECO  presently  has  no  commercial 
paper  outstanding;  however,  as  Ita  fi- 
nancial poslUon  Improves,  partially  as  a 
result  of  the  rate  Increase  granted  by  the 
Massachusetts  Department  of  Public 
UtiUtles  to  April,  1977,  WMECO  proposes 
to  restmie  the  Issue  of  commercial  paper. 
In  the  meantime,  WMECO  will  have  to 
depend  up<m  the  avaUablUty  of  bank 
loons  to  meet  Its  current  fund  require- 
ments. ^^  ^ 

The  funds  to  be  derived  by  NU  from 
the  issuance  and  sale  of  the  bank  notes 
and  the  commercial  paper  will  be  ap- 
plied (1)   to  make  capital  contributions 
and/' or  open  account  advances  during 
the  period  from  July  1,  1977,  to  June  30. 
1978.   to  CL&P   and  Northeast  Nuclear 
Energy    Company     ("NNEC"),    electric 
utmty  subsidiaries  of  NU,  to  amounts  not 
to  exceed  $30,000,000  and  $6,000,000,  re- 
spectively, (11)  to  make  additional  open 
account    advances    durtog    the    period 
from  July  1,  1977  to  June  30,  1978  to  The 
Quinnehtuk  Company   and   to  Holyoke 
Water   Power   Company,   both   wholly- 
owned  subsidiaries  of  NU,   to  amounts 
not  to  exceed  $1,000,000  and  $3,000,000, 
respectively,  and  (111)  to  supply  funds  as 
needed   to   other  subsidiary   compames 
as   heretofore   or   hereafter   authorized 
by  this  Commission.  All  capital  contribu- 
tions to  subsidiaries  will  be  credited  to 
theh-  capital  surplus  accounts  CL&P  will 
apply  such  contribution  or  advance,  to- 
gether with  other  funds  available  to  it, 
to  finance  its  1977  and  1978  construction 
program.  The  total  estimated  construc- 
tion expenditures  of  CL&P,  HELCO,  and 
WMECO  to  1977  and  1978  are  estimated 
to  be  $307,300,000.  $105,600,000.  and  $54.- 
500.000,   respectively.   NNEC   will   apply 
such  contribution,   together  with  other 
funds  avaUable  to  it.  for  nuclear  fuel  fi- 
nancing durtog  1977  and  1978.  Total  ex- 
penditures for  nuclear  fuel  m  1977  and 
1978  are  estimated  to  be  $77,260,000  The 
funds  to  be  derived  by  CL&P.  HELCO, 
and  WMECO  from  the  issuance  and  sale 
of  the  bank  notes  and  commercial  paper 
will  also  be  applied,  together  with  other 
funds  available  to  these  companies,  to 
finance  their  respective  construction  ex- 
penditures to  1977  and  1978. 

It  la  stated  that  CL&P,  HELCO  and 
WMECO  will  not  necessarily  apply  all  or 
any  part  of  the  net  proceeds  of  any  long- 
term  ftoanclng  to  the  repayment  or  re- 
duction of  their  respective  bank  notes 


and  commercial  paper  outstandtog  pur- 
suant to  this  application-declaration.  In 
the  event  that  CL&P  and  HELCO  com- 
plete the  disposition  of  their  respective 
gas  properties  prior  to  June  30.  1978.  the 
net  proceeds  of  such  dispositions  shall 
first  be  applied  to  Uie  repayment  of  then- 
outstanding  bank  notes  and  commercial 
paper;  provided,  however,  that  If  the 
net  proceeds  exceed  the  amount  of  short- 
term  twrrowtogs  then  outstandtog  any 
excess  may  be  used  by  CL&P  and  or 
HELCO  to  finance  their  respective  con- 
struction programs  and  for  other  corpo- 
rate purposes.  In  lieu  erf  such  appHcaUon 
of  the  proceeds  from  the  disposition  of 
the  gas  properties.  CL&P  and  HELCO 
may  use  a  portion  of  such  proceeds  to 
pay  a  dividend  to  KV.  such  dividend  to 
be  applied  by  NU  to  the  reduction  of  its 
short-term  borrowings  then  outstandtog 
Any  bank  notes  or  commercial  paper  of 
NU.  CL&P.  HELCO.  and  WMECO  out- 
standing at  June  30,  1978.  will  be  repaid 
frc«n  totemal  cash  resources  or  from 
the  proceeds  of  long-term  debt  or  equity 
financing. 

It  Is  further  stated  that  NU  will  not 
necessarily  apply  all  or  any  part  of  the 
proceeds  of  any  sale  of  Its  common 
shares  prior  to  June  30.  1978  to  the  re- 
duction of  its  outstandmg  short-term 
borrowtogs,  but  may  use  such  proceeds 
to  provide  further  capital  contributions 
or  advances  to  Its  subsidiaries.  TTiere- 
fore.  It  is  not  proposed  that  NTT's  maxi- 
mum borrowtog  Umlt  as  authorized  by 
the  Commission  be  reduced  by  the  pro- 
ceeds of  any  such  .sale  of  additional  com- 
mon shares.  NU  is  presently  consider- 
ing the  Issue  of  additional  common 
shares  early  to  1978. 

Applicants  request  exception  from  the 
competitive  blddmg  requirements  of  Rule 
50  for  the  proposed  Issue  and  sale  of  the 
commercial  paper  pursuant  to  para- 
graph 'a)  (5)  thereof  on  the  grounds 
that  It  Is  not  practicable  to  Invite  com- 
petitive bids  for  commercial  paper  and 
that  current  rates  for  commercial  paper 
for  prime  borrowers  such  as  the  appli- 
cants are  published  daily  in  financial 
publications.  AppUcant^  also  request  au- 
thority to  file  certificates  of  notification 
under  Rule  24  with  respect  to  the  Issue 
and  sale  of  commercial  paper  withto  30 
days  after  the  end  of  each  calendar 
quarter. 

It  is  stated  that  no  State  or  Federal 
commission,  other  than  this  Commission, 
has  juridiction  over  the  proposed  trans- 
actions. There  are  no  fees,  or  expenses, 
other  than  the  filing  fee  paid  to  this 
Commission,  to  be  incurred  to  connec- 
tion with  the  proposed  transactions,  ex- 
cept tocidental  services  estimated  at  $500 
in  the  case  of  each  applicant  to  be  per- 
formed at  cost  by  Northeast  UtiUtles 
Service  Company,  an  afliUated  service 
company. 

Notice  is  further  given  that  any  toter- 
ested person  may,  not  later  than  June  28. 
1977,  request  to  vmtlng  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request,  and  the  Issues  of  fact  or  law- 
raised  by  the  filtog  which  he  desires  to 
controvert:  or  he  may  request  that  he  be 
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notified  If  the  Commi-sslon  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addre.s.sed:  Seoretan,-.  Securi- 
ties and  E.xchange  Conunisi-ion.  Wa.sh- 
ington.  D.C.  20549.  A  copy  of  .such  re- 
quest should  be  served  personally  or  by 
mail  (air  mail  if  the  person  being  .served 
is  located  more  than  500  miles  from  the 
point  of  mailing  I  upon  the  applicants- 
declarants  at  the  above-stated  addre.sses, 
and  proof  of  service  '  by  affidavit  or,  in 
case  of  an  attorney  at  law.  by  certificat-e) 
should  be  filed  with  the  request.  At  any 
time  after  said  dat€.  the  application- 
declaration,  as  filed  or  as  it  may  be 
amended,  mav  be  granted  and  permitted 
to  become  effective  as  provided  in  Rule 
23  of  the  General  Rules  and  Regulations 
promulgated  under  the  Act,  or  the  Com- 
mission may  grant  exemption  from  such 
rules  as  provided  in  Rules  20iai  and  100 
thereof  or  take  such  other  action  as  it 
may  deem  appropriate.  Persons  who  re- 
quest a  hearing  or  advice  as  to  whether 
a  hearing  is  ordered  will  receive  any  no- 
tices or  orders  issued  ui  thi.^  matter,  in- 
cluding the  date  of  the  hearing  '  if  or- 
dered <  and  any  postponements  thereof. 
For  the  Commission,  by  the  Division 
of  Corporate  Regulation,  pursuant  to 
delegated  authority. 

George  A    Fitzsimmons. 

Secretary. 

|FK  Doc.77- 16607  Piled  6-9-77; 8: 45  am] 


\Re\.  No  20059:  70-5390) 

OHIO    EDISON   CO.   AND   PENNSYLVANIA 
POWER   CO. 

Proposal  To  Incur  or  Guaranty  Short  Term 
Borrowing 

June  3.  1977. 

Notice  is  hereby  given  that  Ohio  EdLson 
Company  ■•  EdLson"'.  76  South  Mam 
Street.  Akron,  Ohio  44308.  a  registered 
holdng  company  and  Penn.-^ylvania 
Power  Company.  >  -Penn  Power' ' .  1  East 
\Va.shmgton  Street.  New  Ca.stle.  Pennsyl- 
vania 16103.  its  electric  utility  subsidiary, 
have  filed  a  post  effective  amendment  to 
the  application-declaration  previously 
filed  m  this  proceeding  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  ("Act"),  designating  Section  6ib» 
a.s  applicable  to  the  proposed  tran.saction. 
.•Ml  Interested  persons  are  referred  to 
the  apphcation-declaration,  as  now- 
amended,  which  is  summarized  below  for 
a  complete  statement  of  the  proposed 
transaction. 

Pursuant  to  prior  orders  of  the  Com- 
niLssion  in  this  proceeding  iHCAR  Nos. 
1960-1  .July  7,  1976  and  19861  January  31, 
197',  ' .  Eduson  and  Penn  Power  have  au- 
tiiorization  Uirough  June  30,  1977  to 
make  short-term  borrowings  and  or 
guarantees  up  to  $130,000,000  and  $27.- 
000,000,  respectively. 

Edison  and  Penn  Power  are  now  re- 
questing Uiat  u;xjn  the  expiration  of 
the  authority  heretofore  granted  and 
described  above,  authority  be  granted  to 
each  of  them,  respectively,  to  make 
short-term  borrowings  and  or  guaranty 
short-term  borrowings  of  Quarto  Mining 
Company  fQuarto"!  and  or  the  Owner - 
Trustee  under  lea.-^e  an-angements  with 


Quarto,  without  regard  to  the  mix  of 
such  short-term  borrowings  and  gruar- 
antees,  up  to  $198,000,000  in  the  case  of 
Edison  and  up  to  $35,000,000  in  the  case 
of  Penn  Power.  Quarto  is  a  wholly-owned 
subsidiary  of  the  North  American  Coal 
Corporation,  and  is  under  contract  to 
provide  the  coal  requirements  of  specified 
generating  units  owned  jointly  by  the 
Central  Area  Power  Coordination  Group 
<"CAPCO">,  a  joint  development  pro- 
gram for  power  generation  and  trans- 
mLssion.  Edison  and  Penn  Power,  along 
with  the  E>uquesne  Light  Company, 
Cleveland  Electric  Illuminating  Com- 
pany and  Toledo  EdLson  Company  com- 
prise the  membership  of  CAPCO. 

Edison  and  Penn  Power  state  that 
these  amounts,  as  to  each  company, 
represent  approximately  lO"",  of  the  ag- 
gregate of  '  1  >  the  total  principal  amount 
of  all  bonds  or  other  securities  represent- 
ing secured  indebtedness  Lssued  or  as- 
simaed  by  that  company  presently  out- 
standing and  <2i  the  present  aggi'egate 
of  the  par  value  of,  or  stated  capital 
represented  by,  the  outstanding  shares 
of  all  classes  of  stock  and  of  the  surplus 
of  such  company,  paid-in.  earned  and 


other,  if  any.  The  amount  of  permissible 
unsecured  indebtedness  under  the  com- 
panies' charters  is  In  each  case  similar- 
ly restricted  to  an  amount  equal  to 
10%  of  the  aggregate  of  (1)  the  total 
principal  amount  of  all  bonds  or  other 
securities  representing  secured  indebted- 
ness issued  or  assumed  by  that  company 
presently  outstanding  and  »2i  the 
present  aggregate  of  the  par  value  of, 
or  stated  capital  represented  by,  the  out- 
standing shares  of  all  classes  of  stock 
and  of  the  surplus  of  such  company, 
paid  in,  earned  and  other,  if  any.  Edison 
and  Penn  Power  request  that  the  au- 
thority herein  sought  be  effective  to  and 
including  June  30.  1978.  As  used  herein. 
the  term  "short-term  borrowing"  refers 
to  borrowings  that  mature  or  are  re- 
newed for  not  more  than  nine  months. 
exclusive  of  days  of  grace,  after  the  date 
of  their  issue  or  renewal. 

The  short-term  borrowings  to  be  made 
by  Quarto  and/or  the  Owner-Trustee  un- 
der the  lease  transaction,  the  repayment 
of  whch  are  to  be  guaranteed  by  the 
CAPCO  companies,  will  be  primarily  un- 
der lines  of  credit  with  five  banks  as 
follows : 


Bonk  nainc 


.\i,i>>iitii 


Tirms 


•  levclaud  Trust  Co $5,0OO,0Ui    117  pitofprinie 

The  Chase  Manhattan  Bunk,  S  A.    47,O0O,0(*l    Iin  [K't  of  prime  and  10  pet  of  prime  fee 

on  line  in  lieu  of  halances.' 
TentrHl  National  Bank  of  Clcve-       5,0«iO,0<X)    110  pet  of  prime;  }i  i)Ct  coiimiitmeut  fee 

land  un  unused  line. 

Mellon  Bank, N. A .S7,(«li»,00n    liipetofprime - 

Society  National  Bank  of  Cleve-       ,5,(iiKt,0U0    Prime  plus  1  pet - - 

land. 

Vnion  Commerce  Bank '.t,ii0ip,noo    Prime  plus  >«  pet - 

I'ili«l>unth  National  Bank 7,000,000    107  pet  of  prime;  8  pet  of  prune  fee  on 

line. 

Weighl.d  average.-  ..-  l.'»,000,0<» - 


Kstimated  effective 
rates  with  prime  at 
tj.50  pet  (in  percent ) 

,4  uUli- 
tation 

Full  Utih- 
intion 

7.61 
8.45 

7,«1 

7.15 

7  15 

fi.  9ti 
7.50 

6.96 
7  50 

7.25 
8.00 

7.25 
7.48 

7.60 


7.35 


'  Fee  amount  subject  to  reduction  bafed  upon  account  balance. 


In  addition,  short-term  borrowings 
may  be  made  from  the  Note  and  Bond 
Escrow  P\inds  (unspent  proceeds  of  the 
permanent  finahcing  previously  consu- 
mated  in  connection  with  Quarto's  de- 
velopment of  the  mines)  prior  to  the 
time  the  monies  therein  contained  are 
expended.  In  this  way,  amounts  in  the 
Bond  Escrow  Fund  can  be  utilLzed  by  the 
Owner-Trustee  prior  to  the  time  those 
funds  are  required  by  Quarto  and  Quarto 
can  utilize  amounts  in  the  Note  Escrow- 
Fund  prior  to  the  time  those  funds  are 
required  by  the  Owner-Trustee.  The  In- 


terest rate  for  borrowings  from  the  Note 
Escrow  Fund  will  bear  interest  at  the  in- 
terest rate  applicable  to  the  Notes  and 
the  interest  rate  for  borrowings  from  the 
Bond  Escrow  Fund  will  bear  interest  at 
the  interest  rate  applicable  to  the  Bonds. 
The  repayment  of  such  borrowing  will 
be  guaranteed  by  the  CAPCO  companies 
in  the  same  way  that  the  repayment  of 
borrowings  under  the  lines  of  credit  re- 
ferred to  above  wUl  be  guaranteed. 

It  Is  stated  that  Edison's  existing  lines 
of  credit  are  currently  and  will  be  on  July 
1,  1977  as  follows: 


Bank 


An\uiinl  of 
line 


Interest  ralo 


Average 

compensating 

balances 


EffecUve  rate 

03ased  on  prime 
rate  of  6H  pet) 

(pejceni) 


Oroup  of  55  banks  headed  by   Kirst    $39,000,000    Prime None 

National  Bank  of  Akron.  ,    ^   '       ,,.,,. 

The  Chase  Manhattan  Bank.  N,A 20,000,000    110  pet  of  prime..  10  pot  of  line. 

Citibank.  N.A 20,000,000 do do 

Cleveland  Trust  Co 16,000,000 do do. 

Irving  Trust  Co 12,000.000 do do... 

MorKiin  Ouaranty  Trust  Co ^S55'255 5° 5?"" 

National  City  Bank  Cleveland  Ohio 10.000,000  --^-do — *►-_ 

Central  National  Bank  of  Cleveland 2,000,000    Prime do 

Pocitty  National  Bank  of  Cleveland 2,000,000    110  pet  of  prime do 


17.U 

r.M 
r.M 
r.M 
r.M 
r.M 
r.M 
r.a 
r.M 


Total 143,000,000 

Weighted  average  eflecOve  rate 


r.» 


'  Tn-alhiB  normal  working  balance,s  as  compensating  balances. 


FEDERAL    RECISTEi?     VOL.    42,    NO      112— FRIDAY,    JUNE    10,    1977 


In  addition,  Edison  has  arrangements 
with  the  trust  departments  of  various 
banks  relating  to  so-called  master  notes, 
which  are  notes  issued  and  sold  by  Edi- 
son, in  denominations  of  not  less  than 
$1,000  and  sold  to  trust  departments  of 
various  banks.  The  loans  made  by  the 
trust  departments  and  repav'ments  made 
by  Edison  with  respect  thereto  are  en- 
tered on  a  single  note  as   they  occiir, 


NOTiaS 

without  the  need  for  issuance  of  a  new 
note  or  cancellation  of  an  existing  note 
each  time  a  loan  or  repayment  is  made. 
Edison  has  ^e  right  to  repay  at  any 
time,  without  penalty,  all  or  any  part  of 
the  principal  amount  of  each  note  then 
outstanding.  The  Issuance  and  sale  of 
these  "master  notes"  was  authorized  in 
HCAR  No.  19298  (December  16.  1975' . 


Trust  department 


Amount 


lBteniti»to> 


Cleveland  Trust  Co 


$10,000,000  niehest  mte  of  0<«ner»l  Motor)  Aer^ptane*  Corp  corrmereliJ 
napw  with  matunty  tr(xm  X  lo.  and  mdudinj.  ISO  day»  plus 
'*  pet 

First  National  Bank  of  .\kron 10,000,0(10    Ford  Motor  Credit  Co    ISO  day»  C'Ti-.Tr.-'rri&l  pafxr  rate 

Akron  National  Bank  Trust  Co..      2,000,000    General    Motors    AcMptanc*    Cor.>.    IsO-day    coni.TieTcial    paper, 

plus  V|  pet. 


■  The  rates  noted  would  be  converted  to  the  annual  simple  InterfSt  equivalent  since  they  are  quoted  on  a  discount 

basis.  The  Interest  payaWe  by  Edison  on  outstanding  loans  would  change  from  lime  to  tune  based  on  cbaiii!**  in  th« 
commercial  paper  rates  si*clfied. 

It  is  stated  that  Penn  Power's  lines  of  credit  at  July  1,  1977  will  be  as  follows: 


Bank 


Amount 
of  line 


Interest  rate 


Arenc* 

compenTOting 
buancta 


■Effective  rate 

(Ijaaed  on  prime 

rate  of  flh  pel) 

Cpereent) 


Group  of »  banks. - $ll,0Oa00C    IMroe None 

Ciubank,  N.A 4,600,(X»    1 10  r>ct  of  prime.  10  pet  of  line. 

Citibank,  N.A 4.500,000 do None 


'7.34 

7.94 

>7.S0 


Total 20,000,000 

Weighted  average  effective  rate 
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limit  this  listing  to  five  classes  of  put 
options  and  will  not  add  to  the  number 
of  such  clas.?es  without  Commission  ap- 
proval. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of  the 
proposed  rule  change  was  given  by  pub- 
lication of  a  Commission  Release  (Sec- 
urities Exchange  Act  C'SE.^")  Release 
No.  12508,  June  3,  1976)  and  by  publica- 
tion in  the  Federal  Register  (41  FR 
23799.  June  3.  1976'.  This  proposal  was 
amended  by  three  separate  amendments 
submitted  on  March  19,  1976:  July  6, 
1976;  and  Apnl  22,  1977.  respectively/ 

Tile  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  with 
the  requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  applicable 
to  national  securities  exchanges,  and  in 
particular,  the  requirements  of  Section 
6  sind  the  rules  and  regulations  there- 
under. 

It  is  therefore  ordered.  Pursuant  to 
section  10ib>(2)  of  the  Act,  that  the 
above-mentioned  proposed  rule  change 
be,  and  it  hereby  is.  approved. 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc  77-16609  PUed  6-9-77:8:45  ami 


7.  S3 


1  Treatine  normal  working  balances  as  com|>ensa!ing  balances.  w   i.        .      j- 

'  Taking  into  account  a  fee  in  lieu  of  compensating  balances  «jual  to  10  pet  of  the  prime  rate  times  the  line  of  credit. 


Edison  and  Perm  Power  will  each  use 
any  proceeds  received  in  connection  with 
.short-term  borrowings  for  the  acquisi- 
tion of  property  and  the  construction, 
completion,  extension,  renewal  or  im- 
provement of  their  respective  facilities, 
or  for  the  reimbursement  of  their  re- 
spective treasui^ies  for  expenditures 
made  for  such  purposes. 

Fees  and  expenses  to  be  incurred  In 
connection  with  the  proposed  transac- 
tion are  estimated  at  $2,900  for  Edison, 
including  $2,400  in  counsel  fees,  and 
$1,100  for  Perm  Power,  including  $600 
in  counsel  fees. 

No  other  state  commission  and  no  fed- 
eral commission,  other  than  tills  Com- 
mission has  jurisdiction  over  the  pro- 
posed transactions. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  June 
28,  1977.  request  in  WTiting  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  interest,  and  reasons 
for  such  request,  and  the  issues  of 
fact  or  law  raised  by  said  post-effec- 
tive amendment  to  the  application- 
declaration  which  he  desires  to  con- 
trovert; or  he  may  request  that  he 
be  notified  If  the  Commission  shoiild 
order  a  hearing  thereon.  Any  such 
request  should  be  addressed:  Secretary. 
Securities  and  Exchange  CommisslMi, 
Washington,  DC.  20549.  A  copy  of  such 
request  should  be  ser\-ed  personally  or 
by  mail  upon  the  appUcants-declarants 
at  the  above-stated  stddresses  and  proof 
of  service  (by  affidavit  or.  In  case  of  an 
attorney  at  law,  by  certificate)  should 
be  filed  with  the  request.  At  any  time 
after  said  date,  the  post-effective  amend- 


ment to  the  applicatlon-declaraticm,  as 
filed  or  as  It  may  be  amended,  may  be 
granted  and  permitted  to  becom.e  effec- 
tive as  provided  in  Rule  23  of  the  General 
Rules  and  Regulations  promulgated 
under  the  Act,  or  the  Commission  may 
grant  exemption  from  such  rules  as  pro- 
vided in  Rules  20 'a)  and  100  thereof  or 
take  such  other  action  as  it  may  deem 
appropriate.  Persons  who  request  a  hear- 
ing or  ad\'1ce  as  to  whether  a  hearing  Is 
ordered  will  receive  any  notices  and 
orders  issued  in  this  matter,  including 
the  date  of  the  hearing  (if  ordered'  and 
any  postponements  thereof. 

For  the  CcHnmission,  by  the  Division  of 
Corporate  Regulatlcxi,  pursuant  to  de- 
legated authority. 

George  A   Pttzsimmons, 

Secretary. 

[FRI>3C.77-16608  Filed  6-9-77;8:45  am] 


(Release  No    13589.  SRr-PSE-76-81 

PACinC   STOCK   EXCHANGE   INC. 

Order  Approving  Proposed  Rule  Change 

June  2,  1977. 

On  February  13,  1976,  the  Pacific 
Stock  Exchange  Incorporated  ('•F*SE"» 
618  South  Spring  Street,  Los  Angeles, 
California  90014,  filed  with  the  Com- 
mission, pursuant  to  Section  19ib)  of 
the  Securities  Exchange  Act  of  1934  (the 
"Act"),  as  amended  by  the  Securities 
Acts  Amendments  oX  1975,  and  Rule 
19b-4  thereunder,  copies  erf  a  prtjposed 
rule  change  to  expand  Its  option  pilot 
program  by  the  Usttng  ot  standardized 
put  options.  The  Exchange  will  Initially 


•Release   No.    13590.    SR   PSE-TV-H] 
PACIFIC  STOCK  EXCHANGE  INC. 

Order  Approving  Proposed  Rule  Change 

Jdks  2.  1977. 

On  April  28.  1977.  the  Pacific  Stock 
Exchange  Incorpiorated  ("PSE').  618 
South  Spring  Street.  Los  Angeles,  Cali- 
fornia 90014.  filed  with  the  Commission, 
pursuant  to  Section  19 ib)  of  tlie  Secu- 
rities Exchange  Act  of  1934  (the  "Act " ' , 
as  amended  by  the  Securities  .\ct3 
Amendments  of  1975.  and  Rule  19b-4 
thereunder,  copies  of  a  proposed  rule 
change  which  establishes  new  maximum 
position  limits  for  both  put  and  call 
options. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of  the 
proposed  rule  cliange  was  given  by  pub- 
lication of  a  Commission  Flelease  (Secu- 
rities Exchange  Act  Release  No.  13561, 
May  20.  1977)  and  by  publication  in  the 
Federal  Register  (42  FR  27359,  May  27, 
19771. 

The  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  applicable  to 
national  securities  exchanges,  and  In 
particular,  the  requirements  of  Section  6 
and  the  rules  and  regulations  thereunder. 

The  Commission  finds  good  cause  for 
appro\  ing  the  proposed  rule  change  prior 
to  the  thirtieth  day  after  the  date  of 
publication  of  notice  of  filing  tliereof  in 
that  It  will  permit  uniform  position  limits 


-  The  Commission  has  approved  today  a 
separate  and  related  filing  of  the  PSE  (SR- 
PSE-77-11)  wblch  amends  the  Exchanges 
position   limit   ruie   by   providing   a^gre^rate 

niailmum  limits  for  c.ertaln  combinations  of 
put  and  c*Il  optlotw  on  the  »ame  underiytng 
security 
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among  exchanpes  which  have  been  au- 
thorized to  list  standardized  put  options. ' 
It  is  therefore  ordered.  Pursuant  to 
section  19'b)(2)  of  the  Act,  that  the 
above-mentioned  proposed  rule  change 
be,  and  It  hereby  is,  approved. 

For  the  Commission,  by  the  Division 
of  Market  Regulation  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 
Secretary. 

|FR  Doc.77~16610  Piled  6-9-77:8:45   am] 


PHILADELPHIA    STOCK    EXCHANGE,    INC. 

Applications  for  Unlisted  Trading  Privileges 
and  of  Opportunity  for  Hearing 

June  3.  1977. 
The  above  named  national  securities 
exchange  has  filed  an  application  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  Section  12 1  f  >  1 1  m  B  >  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  12f-l  thereunder,  for  unlisted  trad- 
ing privileges  in  the  security  of  the  com- 
pany as  set  forth  below,  which  security  is 
listed  and  registered  on  one  or  more 
other  national  securities  exchanges: 

Pizza  Hut,    Inc.,   File   No.   7-4946.   Common 
Stock — $  01  Par  Value. 

Upon  receipt  of  a  request,  on  or  before 
June  18.  1977  from  any  interested  person, 
the  Commission  will  determine  whether 
the  application  with  respect  to  the  com- 
pany named  shall  be  set  down  for  hear- 
ing. Any  such  request  should  state  briefly 
the  title  of  the  security  in  which  he  is 
Interested,  the  nature  of  the  interest  of 
the  person  making  the  request,  and  the 
position  he  proposes  to  take  at  the  hear- 
ing, if  ordered.  In  addition,  any  inter- 
ested person  may  submit  hLs  views  or 
any  additional  facts  bearing  on  the  said 
application  by  means  of  a  letter  ad- 
dressed t-o  the  Secretary.  Securities  and 
Exchange  Commi.ssion.  Washington.  DC. 
20549  not  later  than  the  date  ,specifled.  If 
no  one  request-;  a  hearing  with  respect 
to  the  particular  application,  such  appli- 
cation, such  application  will  be  deter- 
mined by  order  of  tlie  Commi.s.sion  on  the 
basis  of  the  facts  stated  therein  and 
other  information  contained  in  the  offi- 
cial files  of  the  Commission  pertaining 
thereto. 

For  the  Commission,  by  the  Division 
of  Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A  Fitzsimmons. 
Secretary 

IFR  DOC.77-166U  Piled  &-9-77:8:45  am] 


Stock  Exchange  Place,  Philadelphia, 
Penniiylvanla  19103.  filed  with  the  Com- 
mission, pursuant  to  Section  19(b)  of 
the  Securities  Exchange  Act  of  1934  (the 
"Act";,  as  amended  by  the  Securities 
Acts  Amendments  of  1975.  and  Rule  19b- 
4  tliereunder.  copies  of  a  proposed  rule 
change  to  expand  its  option  pilot  pro- 
gram by  the  listing  of  standardized  put 
options.  The  Exchange  will  initially  limit 
this  listing  to  five  classes  of  put  options 
and  will  not  add  to  the  number  of  such 
classes  wiUiout  Commission  approval. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of  the 
proposed  rule  change  was  given  by  publi- 
cation of  a  Commission  Release  <  Securi- 
ties Exchange  Act  Release  No.  12233. 
April  12.  1976)  and  by  publication  in  the 
Federal  Register  (41  FR  16535.  April  19, 
1976) .  This  proposal  was  amended  by  six 
separate  amendments  submitted  on  June 
23.  1976;  February  16.  1977;  April  18, 
1977;  April  21,  1977;  May  18,  1977;  and 
June  1.  1977,  respectively. 

The  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  applicable  to 
national  securities  exchanges,  and  in 
particular,  the  requirements  of  Section  6 
and  the  rules  and  regulations  there- 
under. 

It  is  therefore  ordered,  pursuant  to 
Section  19'b)(2)  of  tlie  Act.  that  the 
above-mentioned  proposed  rule  change 
be,  and  it  hereby  is,  approved. 

By  the  Commission. 

George  A.  Fitzsimmons. 

Secretary. 

|FR  Doc.77- 16612  Piled  6-9-77:8:45  am) 


[Rele&.9e  No     1359:    SR-PBW-76-10) 

PHILADELPHIA    STOCK    EXCHANGE,    INC. 

Order  Approving  Proposed  Rule  Change 

June  2.  1977. 
On  March  19.  1976,  the  Philadelphia 
Stock  Exchange.  Inc.,   17th  Street  and 


SubKtantlvely  Identical  poBltlon  limit 
rules  are  being  approved  for  such  exchswiges 
effective  June  3,  1977. 


[Release  No.  9801;  812-34321 
TDP&L  INVESTMENT  ACCOUNT  "A".  INC. 

Filing  of  Application  for  Amendment  to 
Order 

June  6,  1977. 
Notice  is  hereby  given  that  TDP&L  In- 
vestment Account  "A".  Inc..  28  State 
Street.  Boston,  Massachusetts  02109, 
<  "Applicant") ,  a  diversified,  open-end  in- 
vestment company  registered  under  the 
Investment  Company  Act  of  1940 
I  "Act'") ,  filed  an  application  on  August  9, 
1976  and  amendments  thereto  on  March 
22  and  May  27,  1977,  pursuant  to  Section 
6'c»  of  the  Act  for  an  amendment  to  an 
order  of  the  Commission  dated  Augtist  7, 
1973  'Investment  Company  Act  Release 
No.  7928'  pursuant  to  Section  6<c  I  of  the 
Act  which  declared  that  Henry  R.  Guild. 
Jr.  I  "Guild")  should  not  be  deemed  an 
"interested  person"  of  Applicant  or  any 
of  its  then  current  investment  advisers 
within  the  meaning  of  Section  2ia)  (19) 
of  the  Act  solely  by  reason  of  his  then 
status  as  a  director  of  Trusteed  Funds, 
Inc.  ("Old  Trusteed"),  a  broker-dealer 
registered  under  the  Securities  Exchange 
Act  of  1934.  Applicant  seeks  an  amend- 
ment to  the  earlier  order  so  as  to  con- 
tinue In  effect  the  exemption  from  Sec- 
tion 2(a)  (19)  solely  with  respect  to 
Guild's  present  status  as  a  director  of 
Trusteed  Funds.  Inc.  ("Trusteed"),  the 


successor  to  Old  Trusteed.  All  interested 
persons  are  referred  to  the  application  on 
file  with  the  Commission  for  a  statement 
of  the  representations  contained  thereir.. 
whlch.are  summarized  below. 

Guild's  principal  occupation  is  the 
practice  of  law  as  a  partner  in  the  law- 
firm  of  Herrick  &  Smith  in  Boston.  Mas- 
sachusetts. Guild  has  served  as  a  director 
of  Applicant  since  his  appointment  to 
that  position  at  a  meeting  of  Applicant's 
Board  of  Directors  on  March  27,  1973.  He 
is  also  a  member  of  the  Board  of  Direc- 
tors of  Trusteed  as  a  result  of  a  voting 
trust  arrangement  more  fully  described 
below. 

Trusteed  is  (and  Old  Trusteed  was) 
among  other  things  principal  imder- 
writer  for  and  sponsor  of  Commonwealth 
Fund  Indenture  of  Trust  Plans  A  and  B 
and  Commonwealth  Fund  Indenture  of 
Trust  Plan  C  (collectively,  the  "Com- 
monwealth Funds") ,  both  of  which  are 
diversified,  open-end  investment  com- 
panies of  the  management  type.  The 
Commonwealth  Fimds  were  establLshed 
in  1938  before  the  adoption  of  the  Act, 
and  are,  in  essence,  a  series  of  discrete 
individual  trusts  with  a  common  trustee 
and  parallel  Indentures  of  Trust  which 
provide  for  the  delegation  of  certain 
powers  to  Trusteed.  Among  the  powers 
so  delegated  to  Trusteed  are  various  ad- 
ministrative service  functions,  the  prin- 
cipal underwriting  function,  and  the 
right  to  designate  the  Commonwealth 
Funds'  investment  adviser. 

The  Commonwealth  Funds  themselves 
have  neither  a  Board  of  Directors  nor  a 
Board  of  Trustees  which  would  perform 
similar  functions.  These  functions  have 
historically  been  performed  by  the  direc- 
tors of  Trusteed.  Since  Trusteed  is  a 
wholly-owned  subsidiary  of  Gardner. 
Preston,  Moss.  Inc..  the  investment  ad- 
viser to  the  Commonwealth  Funds,  which 
would  otherwise  have  the  power  to  elect 
all  of  the  directors  of  Trusteed,  a  voting 
trust  has  been  established  whereby  two 
independent  voting  trustees  vote  for  the 
election  of  directors  to  provide  disinter- 
ested members  of  the  Board  of  Tiusteed 
to  represent  the  interests  of  shareholders 
of  the  Commonwealth  Funds  and  to  take 
responsibility  for  the  annual  approval  or 
rejection  of  the  Investment  advisory 
agreement  required  by  Section  15' c)  of 
the  Act.  The  election  of  Guild  as  a  dis- 
interested director  of  Trusteed  has  been 
pursuant  to  this  voting  trust  arrange- 
ment. 

On  September  17.  1975  tlae  assets  and 
operations  of  Old  Trusteed  were  acquired 
by  Trusteed  and  all  of  the  responsibility 
for  the  functions  presently  carried  on  by 
Trusteed  were  transferred  to  Trusteed 
from  Old  Trusteed.  The  voting  trust 
which  had  existed  with  re.spect  to  Old 
Trusteed  was  re-executed  with  the  same 
voting  trustees  for  Trusteed,  and  the 
same  slate  of  disinterested  directors,  in- 
cluding Guild,  was  elected  to  the  Board 
of  Directors  of  Trusteed  simultaneously 
with  the  consummation  of  the  acquisi- 
tion. Trusteed  (formerly  Preston  Moss 
&  Company,  Inc.),  now  performs  certain 
other  brokerage  fimctions  in  addition  to 
its  activities  as  principal  underwriter  and 
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sponsor  of  the  Commonwealth  Funds.  It 
conducts  a  small  retail  brokerage  busi- 
ness in  Manchester,  New  Hampshire  and 
also  executes  transactions  for  investment 
advisory  clients  for  which  its  parent 
company  acts  as  investment  adviser  with 
discretion.  The  public  retail  brokerage 
business  accounts  for  less  than  20  ""r  of 
Trustees  gross  income.  Trusteed  is  a 
member  firm  of  the  Boston  Stock  Ex- 
change, but  it  is  not  a  member  of  any 
other  exchange  and  does  not  act  as 
market  maker  in  any  securities. 

Pur.suant  to  a  management  contract, 
Thorndike.  Doran,  Paine  &  Lewis.  Inc. 
("Thorndike")  manages  Applicant's  in- 
vestments and  administers  its  affairs 
subject  to  the  supervision  of  Applicant's 
Board  of  Directors.  Thorndike  is  a 
wholly-owned  subsidiary  of  'Wellington 
Management  Company  ("'Wellington"). 
Thorndike  and  'V^'ellington  are  each  "in- 
vestment advisers"  of  Applicant  as  that 
term  is  defined  in  Section  2(a)  (20)  of 
the  Act. 

Applicant  sells  its  ovm  shares,  cur- 
rently restricting  sales  to  those  clients 
of  Thorndike  who  are  exempted  from 
Federal  income  taxation  by  Section  501 
of  the  Internal  Revenue  Code  Applicant 
would  not  normally  use  Trusteed  to  sell 
its  shares,  nor  would  it  consider  units  of 
the  Commonwealth  Funds  as  appropriate 
investments.  Furthermore,  Applicant 
undertakes  that  it  will  not  knowingly 
purchase  any  securities  from  or  through, 
or  sell  any  securities  to  or  through, 
Ti-usteed  so  long  as  Guild  is  a  director 
of  Applicant. 

Section  2(a)  (19)  of  the  Act,  as  here 
pertinent,  defines  an  "interested  person" 
of  an  investment  company,  or  of  any  in- 
vestment adviser  thereof,  to  include  any 
broker  or  dealer  registered  under  the 
Securities  Exchange  Act  of  1934,  or  any 
affiliated  person  of  such  a  broker  or 
dealer.  The  definition  of  an  "affiliated 
person"  of  another  person  contained  in 
Section  2(a)  (3)  of  the  Act  includes  any 
director  of  such  person.  Consequently, 
Guild,  as  an  affiliated  person  of  a  regis- 
tered broker-dealer,  may  be  deemed  to 
be  an  interested  person  of  Applicant,  and 
of  its  investment  advisers. 

Section  6ic)  of  the  Act  provides,  in 
part,  that  the  Commission  may,  upon 
application,  conditionally  or  uncondi- 
tionally exempt  any  person  from  any 
provisions  of  the  Act  to  the  extent  that 
such  exemption  is  necessary  or  appro- 
priate in  tlie  public  interest  and  con- 
sistent with  the  protection  of  investors 
and  with  the  purposes  fairly  intended  by 
the  policy  and  provisions  of  the  Act. 

The  Commission's  order  of  August  7, 
1973  exempted  Guild  from  the  definition 
of  interested  person  so  he  could  serve  as 
a  director  of  Applicant.  Applicant  con- 
tends that  the  succession  of  Trusteed  to 
the  business  of  Old  Trusteed  should  not 
affect  this  result.  Applicant  asserts  that 
GuUd  has  no  beneficial  interest  in 
Trusteed  or  its  operations,  and  his 
responsibility  as  one  of  the  majority  of 
"unaffiliated "  directors  of  Trusteed  is 
the  same  as  it  was  with  respect  to  Old 
Trusteed,  I.e.,  to  perform  the  functions 
which  would  be  required  of  disinterested 


directors   or  trustees  of   the   Common- 
wealth Funds  if  such  position  existed. 

Applicant  further  asserts  that  al- 
though the  brokerage  activities  of 
Trusteed  exceed  in  scope  those  of  Old 
Trusteed,  Guild  should  not.  by  reason  of 
that  fact,  be  deemed  an  interested  per- 
son of  Applicant  because  his  affiliation 
with  Trusteed  does  not  affect  or  impair 
his  independence  in  acting  on  behalf  of 
Applicant  and  its  shareholders,  and  his 
concern  and  responsibilities  as  a  disin- 
terested director  to  the  holders  of  the 
Commonwealth  Funds  are  parallel  to  his 
responsibUities  to  the  Applicant  and  its 
shareholders.  Moreover.  Applicant  be- 
lieves that  its  commitment  not  t-o  know- 
inglv  purchase  any  securities  from  or 
through,  or  sell  any  securities  through 
or  to  Trusteed  so  long  as  Guild  is  a  di- 
rector of  Applicant,  will  not  cause  it  to 
lose  the  benefit  of  any  investment  oppor- 
tunities Applicant  contends,  therefore, 
that  the  requested  amendment  is  con- 
sistent with  the  protection  of  investors 
and  the  purposes  fairly  intended  by  the 
policy  and  provisions  of  the  Act. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  tlian  June  27. 
1977.  at  5:30  p.m.,  submit  to  the  Com- 
mission in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state- 
ment as  tc  the  nature  of  his  interest,  the 
reason  for  such  request,  and  the  issues, 
if  any.  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  shall  order 
a  hearing  thereon.  Any  such  communica- 
tion should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission. 
■Washington.  D.C.  20549. 

A  copy  of  such  request  shall  be  served 
personaily  or  by  mail  upon  Apphcant's* 
at  the  address  les)  stated  above.  Proof  of 
such  service  '  by  affidavit,  or  in  case  of  an 
attorney-at-law,  by  certificate)  shall  be 
filed  contemporaneously  with  the  re- 
quest. As  provided  by  Rule  0-5  of  the 
Rules  and  Regulations  promulgated  un- 
der the  Act.  an  order  disposing  of  the 
application  will  be  issued  as  of  course 
following  said  date  unless  the  Commis- 
sion tliereafter  orders  a  hearing  upon 
request  or  upon  the  Commission's  own 
motion.  Persons  who  request  a  hearing, 
or  advice  as  to  whether  a  hearing  is  or- 
dered, will  receive  anj-  notices  and  orders 
issued  in  this  matter,  including  the  date 
oi  the  hearing  >  if  ordered )  and  any  post- 
ponements thereof. 

For  the  Commission,  by  the  Division  of 
Investment  Management,  pursuant  to 
delegated  authority. 

George  A.  Fitzsimmons. 

Secretary. 

IFR  Doc.77-16613  Filed  6-9-77:8:45  am) 


[Rel   No  20061:  70-6022] 

YANKEE  ATOMIC  ELECTRIC  CO. 

Proposed  Issue  and  Sale  of  Term  Notes 
and  Request  for  Exemption  From  Com- 
petitive Bidding 

June  3.  1977. 
Notice   is   hereby   given  that  Yankee 
Atomic     Electric     Company     ("Yankee 


Atomic").  20  Turnpike  Road.  West-bor- 
ough. Massachusetts  01581.  an  electric 
utiUtv  subsidiary  company  of  New  Eng- 
land Electric  System  and  Northeast 
Utilities,  registered  holding  companies, 
has  filed  an  application-declaration  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
("Act"),  designating  Sections  6(b>,  9ia) 
and  12(ci  of  the  Act  and  Rules  42(b)(2) 
and  50(a)  (5)  promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 
All  interested  persons  are  referred  to  the 
application-declaration,  which  is  sum- 
marized below,  for  a  complete  statement 
of  the  proposed  transaction. 

Yankee  Atomic  proposes  to  Issue  and 
sell  to  institutional  investors  not  later 
than  December  31.  1977,  up  to  $10,000,000 
principal  amount  of  term  notes  ranging 
in  maturity  from  two  years  to  ten  years, 
with  an  average  life  that  approximates 
the  length  of  the  nuclear  fuel  cycle.  The 
net  proceeds  from  such  sale  will  be  used 
to  reduce  Yankee  Atomic's  short-term 
debt  incurred  to  finance  its  nuclear  fuel 
requirements,  which  debt  was  $12,800,000 
at  March  31.  1977.  and  is  expected  to  in- 
crease to  approximately  $18,900,000  by 
December  31.  1977,  The  security  for  such 
notes  could  take  the  form  of  a  lien  on 
Yankee  Atomic's  nuclear  fuel  during  the 
various  stages  of  the  fuel  cycle. 

At  present  Yankee  Atomic  has  a  capi- 
tal structure  of  approximately  58  percent 
equity  and  42  percent  short-term  debt.  It 
is  stated  that  without  longer-term  fixed 
rate  financing,  short-term  debt  can  be 
expected  to  become  even  greater  as 
uranium  prices  rise  and  pre-payments  to 
assist  uranium  sellers  have  to  be  made. 
Yankee  Atomic  feels  that  favorable 
market  conditions  for  the  proposed  type 
of  financing  now  exist  and  that  such 
financing  would  help  minimize  exposure 
to  fluctuations  in  short-term  capital 
market  interest  rates  and  capital  availa- 
bUity. 

Yankee  Atomic  requests  exemption 
from  the  competitive  bidding  require- 
ments of  Rule  50  with  respect  to  the  pro- 
posed issuance  and  sale  of  term  notes 
pursuant  to  paragraph  (a)(5)  thereof 
on  the  grounds  that  Yankee  Atomic  has 
no  securities  outstanding  with  the  pubhc, 
the  small  size  of  the  issue,  its  special 
and  rather  short  maturities,  its  purpose 
of  financing  nuclear  fuel  and  the  pos- 
sibility of  the  negotiation  of  the  terms  of 
a  security  interest  in  nuclear  fuel  neces- 
sitate the  use  of  an  investment  banker 
who  is  familiar  with  the  potential  mar- 
ket for  .such  notes. 

The  fees  and  expenses  to  be  incurred 
by  Yankee  Atomic  in  connection  with 
the  proposed  transaction  will  be  supplied 
by  amendment.  It  is  stated  that  the  Mas- 
sachusetts Department  of  Pubhc  Utih- 
ties  has  jurisdiction  over  the  issue  and 
sale  of  the  term  notes  and  that  no  other 
state  commission  and  no  federal  com- 
mission, other  than  this  Commission, 
has  jurisdiction  over  the  proposed 
transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  June  23, 
1977,  request  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
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of  his  Interest,  the  reasons  for  such  re- 
quest, aiid  the  Issues  of  the  fact  or  law 
raised  by  said  application-declaration 
which  he  desires  to  controvert:  or  he 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretar\-.  Securities  and  Ex- 
change Commission.  Washington,  D.C. 
20549  A  copy  of  such  request  should  be 
served  personally  or  by  mail  upon  the 
applicant-declarant  at  tlie  above-stated 
address,  and  proof  of  service  '  by  affidavit 
or.  in  case  of  an  attorney  at  law,  by 
certificate  t  should  be  filed  with  the  re- 
quest. At  any  time  after  said  date,  the 
application-declaration,  as  filed  or  as  It 
may  be  amended,  may  be  granted  and 
permitted  to  become  effective  as  pro- 
vided in  RiUe  23  of  the  General  Rules 
and  Regulations  promulgated  under  the 
Act,  or  the  Commission  ma>'  grant  ex- 
emption from  Its  rules  under  the  Act  as 
provided  In  Rules  20  a '  and  100  thereof 
or  take  such  other  action  as  it  may  deem 
appropriate  Persons  who  request  a  hear- 
ing or  advice  as  to  whether  a  hearing  Is 
ordered  will  receive  smy  notices  and 
orders  Issued  In  this  matter.  Including 
the  date  of  the  hearing  ilf  ordered)  and 
any  postponements  thereof. 

For  the  Commission,  by  the  Division  of 
Corporate  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons. 

Secretary. 

[FRDoc.77-16614  Piled  6-9-77:8  45  am] 

DEPARTMENT    OF    HEALTH, 
EDUCATION,  AND  WELFARE 

Alcohol,   Drug  Abuse,   and   Mental   Health 
Administration 

MINORITY  ADVISORY  COMMITTEE 

Meeting 

In  accordance  with  Section  10(a)'2> 
of  the  Federal  Advisorj-  Committee  Act 
(5  use  Appendix  I',  annoimcement  Is 
made  of  tlie  following  National  Advisory 
body  .scheduled  to  assemble  during  the 
month  of  Jime  1977: 

Minority  Advisory  Committee, 
ADAMHA 

Jime  28 — 1  00  p  m — Conference  Room 
14-1(>5;  June  29-30 — 9:00  a.m  .  Confer- 
ence Room  M.  Parklawn  Building,  5600 
PLshers  Lane.  Rockville,  Maryland 
20857— Open  Meeting 

CONTACT: 

Mr  Ernest  Hurst.  Room  13C-15,  Park- 
lawn  Building.  5600  Fishers  Lasie. 
Rock\1lle,  Maryland  20857  301-443- 
3838 

PURPOSE.  The  Minority  Advisorj-  Com- 
mittee, ADAMH-A.,  advises  the  Secre- 
tary-. Dep«trtment  of  Health,  Education, 
and  Welfare,  and  the  Administrator,  Al- 
cohol, r>rug  Abuse,  and  Mental  Health 
Administration,  on  needs,  programs,  and 
activities  regarding  minority  alcohol, 
druc  abuse,  and  mental  health  matters. 


and  makes  recommendations  for  possible 
solutions  which  meet  the  needs  and  con- 
cerns of  minority  groups  throughout  the 
United  States.  The  Committee  functions 
in  an  advisory  capacity  to  the  Adminis- 
trator. ADAMHA,  on  these  matters  which 
relate  to  tlie  National  Institute  of  Mental 
Health. 

AGENDA:  This  meeting  will  be  open  to 
the  public.  Agenda  Items  will  Include  re- 
port;? by  each  of  the  committee  members 
on  special  projects,  agency  visits,  and 
liaison  assignments.  There  will  also  be 
staff  reFX)rts,  a  discussion  on  the  proposed 
National  conference  on  minority  con- 
cerns, a  report  from  the  Director,  Na- 
tional Institute  on  Drug  Abuse,  and  a 
planning  session. 

Substantive  program  information  may 
he  obtained  from  the  contact  person 
listed  above.  Attendance  by  the  public 
will  be  limited  to  space  available. 

Mr.  James  C.  Helsing,  Acting  Director, 
Office  of  PubUc  Affairs.  ADAMHA,  will 
furnish,  on  request,  summaries  of  the 
meeting  and  a  roster  of  the  committee 
members.  Mr.  Helsing  Is  located  In  Ro<Mn 
16-95,  Parklawn  Building.  5600  Fishers 
Lane.  Rock-vUle,  Marjland  20857,  301- 
443-3783. 

Dated.  June  6.  1977. 

Carolyn  T.  Evans. 
Committee  Management  Officer, 
Alcohol.     Drug     Abuse,     and 
Mental    Health    Administra- 
tton. 

[PR  Doc  77-19455  F^led  6-9-77:8:45  wnj 


Food  and  Drug  Administration 
(Docket  No.  76N-0471;  NDA  lft-8091 

AZARIBINE  TABLETS 

Withdrawal  of  Approval  of  New  Drug 
Application 

AGENCY'  Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY:  The  Food  and  Drug  Ad- 
ministration is  witlidrawlng  approval  at 
the  new  drug  application  for  azariblne 
tablets,  a  drug  that  was  formerly  used 
In  the  treatment  of  psoriasis  but  which 
is  no  longer  mairketed. 

DATES:  Effective  date:  June  10,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  H.  Hahn.  Bureau  of  Drugs 
'HFD-32>,  Food  and  Drug  Adminis- 
tration, EVepartment  of  Health,  Edu- 
cation, and  Welfare,  5600  Fishers 
Lane.  RockvUle.  MD  20857  (301-443- 
3650'. 

SUPPLEMENTARY  INFORMATION:  A 
notice  was  published  In  the  Fidkral 
Register  of  January  11,  1977  (42  PR 
2356'.  in  which  the  Director  of  the  Bu- 
reau of  I>rugs  offered  an  opportunity  for 
hearing  on  his  proposal  to  withdraw  ap- 
proval of  the  new  drug  application  for 
tlie  following  product: 


NDA  16-899,  Trtazure  TatoleU  conUiiiing 
azarlblne;  formerly  marketed  by  Parke,  I>a- 
▼Is  &  Oo.,  Joseph  Campau  at  the  River  De- 
troit, MI  48232. 

The  basis  of  the  proposed  action  was 
that  very  serious  thromboembolic  events 
associated  with  the  use  of  azarlblne  In 
the  treatment  of  psoriasis  outweigh  the 
benefit  that  can  be  derived  from  its  use. 

Neither  the  holder  of  the  new  drug  ap- 
plication nor  any  other  person  filed  a 
written  appearance  of  election  as  pro- 
vided by  the  notice.  The  failure  to  file 
such  an  appearance  constitutes  election 
by  such  persons  not  to  avail  themselves 
of  the  opportimity  for  a  hearing. 

The  Director  of  the  Bureau  of  Drugs. 
under  tlie  Federal  Food,  Drug,  and  Cos- 
metic Act  (sec.  505,  52  Stat.  1052-1053. 
as  amended  (21  U.S.C.  355>),  and  un- 
der authority  delegated  to  him  '21  CFR 
5.82)  (recodification  published  in  the 
Federal  Register  of  March  22,  1977  (42 
FR  15553) ),  finds  that  new  evidence  of 
clinical  experience,  not  contained  in  the 
application  or  not  available  until  after 
the  application  was  approved,  evaluated 
together  with  the  evidence  available 
when  the  applicatiCHi  was  approved,  re- 
veals that  the  drug  is  not  shown  to  be 
safe  for  use  imder  the  conditions  of  use 
on  the  basis  of  which  the  application 
was  approved. 

Therefore,  pursixant  to  the  foregoing 
finding,  approval  of  new  dnig  applica- 
tion nimiber  16-899  and  all  amendments 
aod  supplements  appljdng  thereto,  is 
withdrawn  effective  June  10.  1977. 

Dated:  May  25,  1977. 

J.  Richard  Chout, 
Director,  Bureau  of  Drugs. 

[FR  Doc.77-16230  PUed  6-9-77:8:45  am] 


PSYCHOPHARMACOLOGICAL  AGENTS  AD 
VISORY  COMMITTEE;  PEDIATRIC  SUB 
COMMITTEE 

Meeting 

AGE2^CY    Food  and  Drug  Administra- 

tlCHl. 

ACTION:  Notice.  ' 

SUMMARY:  This  notice  announces  a 
forthcoming  meeting  of  a  public  advi- 
sory committee  of  the  Food  and  Drug  Ad- 
ministration (PDA1.  This  notice  also 
sets  forth  a  simimary  of  the  procedures 
governing  committee  meetings  and 
methods  by  which  interested  person.^ 
may  participate  In  open  public  hearings 
conducted  by  the  committees  and  is  is- 
sued under  section  10'a»  (1>  and  (2)  of 
the  Federal  Advisory  Committee  Act 
(Pub.  L.  94-463,  86  Stat.  770-776  (5 
U.S.C.  App.  V).  and  FDA  regulations 
(21  CFR  Part  14)  (formerly  Subpart  D 
of  Part  2,  prior  to  recodification  pub- 
lished In  the  Federal  Register  of  March 
22.  1977  (42  PR  15553))  relating  to  ad- 
visory committees.  "Hie  following  advi- 
sory committee  meeting  is  announced 
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Committoo  name 


Date,  lime,  plaoe 


Type  of  meeting  and  contact  person 


Pediatric  Subcommittee  of 
the  Psychopharmacologi- 
cal  Agents  Advisory  Com- 
mittee. 


June  27,  9  a.m.,  7th  floor  Open  public  hearings  a.m.  to  10am.;  open  committee 
conference  room,  Reynard  discussion  10  a.m.  to  S  p.m.;  Julius  J.  Ciuque  (HFD- 
Hospital,  St.  Louis,  Mo.  120),  5600  Fishers  Lane,  Rockville,  Md.  20657,  301- 

4«-3SO0. 


General  function  of  the  committee. 
Re\1ews  and  evaluates  available  data 
concerning  the  safety  and  effectiveness 
of  marketed  and  investigational  pre- 
scription drugs  for  use  in  the  practice  of 
psychiatry  and  related  fields. 

Agenda. — Open  public  hearing.  Anj' 
Interested  persons  may  present  data,  in- 
formation, or  views,  orally  or  in  writing, 
on  Issues  pending  before  the  committee. 

Open  committee  discission.  Discussion 
of  retrospective  study  design  for  growth 
and  development;  prospective  study  re- 
signs (long  term  I :  and  prospective  de- 
signs for  drug  effects  during  puberty. 

FDA  public  advisorj-  committee  meet- 
ings may  have  as  many  as  four  separa- 
ble portions :  ( 1  >  An  open  public  hearing, 
(2)  an  open  committee  discussion.  '3)  a 
closed  presentation  of  data,  and  <4)  a 
closed  committee  deliberation.  Every  ad- 
vlsorj'  committee  meeting  shall  have  an 
open  public  hearing  portion.  Whether  or 
not  It  also  includes  any  of  the  other 
three  portions  will  depend  upon  the  spe- 
cific meeting  involved.  There  are  no 
closed  portions  for  the  meetings  an- 
nounced In  this  notice.  The  dates  and 
times  reserved  for  the  op>en  portions  of 
each  committee  meeting  are  listed  above. 

Tlie  open  public  hearing  portion  of 
each  meeting  shall  be  at  least  1  hour 
long  unless  public  participation  does  not 
last  that  long.  It  is  emphasized,  however, 
that  the  1  hour  time  limit  for  an  open 
public  hearing  represents  a  minimum 
rather  than  a  maximum  time  for  public 
participation,  and  an  open  public  hear- 
ing may  last  for  whatever  longer  period 
the  committee  chairman  determines  will 
facilitate  the  committee's  work. 

Meetings  of  advisory  committees  shall 
be  conducted,  insofar  as  is  practical,  in 
accordance  with  the  agenda  published  in 
this  Peder.'\l  Register  notice.  Changes  in 
the  agenda  will  be  announced  at  the  be- 
ginning of  the  open  portion  of  a  meet- 
ing. 

Any  interested  person  who  wishes  to 
be  assured  of  the  right  to  make  an  oral 
presentation  at  the  open  public  hearing 
portion  of  a  meeting  shall  inform  the 
contact  person  listed  above,  either  orally 
or  in  wTlting.  prior  to  the  meeting.  Any 
person  attending  the  hearing  who  does 
not  in  advance  of  the  meeting  request  an 
opportunity  to  speak  will  be  allowed  to 
make  an  oral  presentation  at  the  hear- 
ing's conclusion,  if  time  permits,  at  the 
chairman's  discretion. 

Persons  interested  in  specific  agenda 
items  to  be  discussed  in  open  session  may 
ascertain  from  the  contact  person  the 
approximate  time  of  discussion. 

A  list  of  committee  members  and  sum- 
mary minutes  of  meetings  may  be  ob- 
tained from  the  Public  Records  and 
Documents  Center  (HPC-18),  5600  Fish- 
ers Lane,  Rockville,  MD  20857,  between 
the  hours  of  9  a.m.  and  4  p.m.,  Monday 
through  Friday.  The  FDA  regulations  re- 


lating to  public  advisory  committees  may 
be  found  in  21  CFR  Part  14  (formerly 
Subpart  D  of  Part  2.  prior  to  recodifica- 
tion published  in  the  Federal  Register 
of  March  22.  1977  '42  FR  15553)  ). 

The  Commissioner  approves  the  sched- 
uling of  meetings  at  locations  outside  of 
the  "Wasliington,  DC.  area  on  the  basis 
of  the  criteria  of  21  CFR  14.22  (formerly 
21  CFR  2.307.  prior  to  recodification  pub- 
lished in  the  Federal  Register  of  March 
22,  1977  <  42  FR  155531)  of  FDA's  regula- 
tions relating  to  public  advisory  com- 
mittees. 

Dated:  June  3,  1977. 

William  P.  Randolph, 
Acting  Associate  Commissioner 

for  Compliance. 

|FR  Doc.77-16232  Piled  6-9-77;8:45  am] 


[Docket  No.  77N-0156] 
ELANCO   PRODUCTS  CO.,    ET  AL 

Penicillin-Streptomycin  Premixes; 
Opportunity  for  Hearing 

AGENCY:  Food  and  Drug  Administra- 
tion. 

A(7nON:  Notice. 

SUMMARY:  This  document  gives  notice 
of  opportunity  for  hearing  on  a  proposal 
to  withdraw  approval  of  new  animal  drug 
applications  (NADA's)  for  penicillin- 
streptomj'cin  premixes.  New  information 
shows  there  is  a  lack  of  substantial  evi- 
dence that  the  premixes  are  effective. 

DATE:  Written  appearances  requesting 
a  heaUng  must  be  submitted  by  July  11, 
1977. 

ADDRESS:  Written  requests  may  be  sent 
to  the  Hearing  Clerk  iHFC-20),  Food 
and  Dnjg  Administration,  Rm.  4-65.  5600 
Fishers  Lane,  Rockville,  Md.  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Donald  Gable.  Bureau  of  Veterinary 
Medicine  tHF\'^-100),  Food  and  Drug 
Administration.  Department  of  Health, 
Education,  and  Welfare.  5600  FLshers 
Lane.  Rockville.  Md.  20857.  (301-443- 
4313'. 

SUPPLEMENTARY  INFORMATION: 
In  a  notice  published  elsewhere  in  this 
issue  of  the  Federal  Register,  the  Direc- 
tor of  the  Bureau  of  Veterinary  Medicine 
propases  to  amend  ?  510.515  Animal 
feeds  bearing  or  containing  new  animal 
drugs  subject  to  the  provisions  of  section 
512(n)  of  the  act.  §558.15  Antibiotic. 
nitrofuran,  and  sulfonamide  drugs  in  the 
feed  of  animals,  §  558.55  AmproUum. 
§  558.58  ,4mproZiiim  and  ethopabate. 
§  558.274  Hygromycin  B.  and  I  558.460 
Penicillin,  to  delete  the  provisions  which 
provide  for  the  use  of  penicillin  plus 
streptomycin    combinations    in    animal 


feeds  on  the  grounds  that  new  informa- 
tion shows  there  is  a  lack  of  substantial 
evidence  that  the  premixes  are  effective. 

A.  The  Drug 

Generic  name:  Penicillin,  as  procaine 
penicillin  G  or  feed  grade  penicillin,  in 
combination  with  streptomi-cin,  as  strep- 
tomjcin  sulfate  or  feed  grade  strepto- 
mycin. 

Dcsage  form :  Feed  premix. 

The  following  companies  hold  c\r  have 
effective  approvals  for  products  that  were 
either  evaluated  by  the  National  Acad- 
emy of  Sciences-National  Research 
Council  (N.'VS-NRCi  under  tlie  Drug  Ef- 
ficacy Study  Group  or  marketed  similar 
products  which  are  covered  by  this 
notice: 

NADA  46-667;  Micro- Pen  and  Strepto- 
mycin Sulfate  Premixes.  (Procaine  Peni- 
cillin G  and  Streptomycin  Sulfate', 
Micro-Pen  6.25  and  Streptomycin  Sul- 
fate 18.75,  Micro-Pen  and  Streptomycin 
Sulfate  75,  Micro-Pen  and  Streptomycin 
Sulfate  45,  Micro-Pen  and  Streptomycin 
Sulfate  150;  Elanco  Products  Co.,  Divi- 
sion of  Eli  Lilly  Co.,  Indianapolis,  IN 
46206. 

NADA  46-981:  Pro-Strep  (Procaine 
Penicillm.  Streptomycin  Sulfate* ;  Merck 
Sharp  &  Dohme  Research  Laboratories, 
Division  of  Merck  &  Co.,  Inc.,  Rahway, 
NJ  07065. 

NADA  46-726:  Streptomycin  and  Pro- 
caine PenicilUn  Premix  15  +  5,  Strepto- 
mycin and  Procaine  Penicillin  Premix 
18.75 -6.25.  Streptomycin  and  Procaine 
Penicillin  Premix  45-H5,  Streptomycin 
and  Procaine  Penicillin  Premix  75+25; 
Pfizer,  Inc  .  New  York,  NY  10017. 

DESI  0037NV;  Purina  Strepto-Pen- 
Ad:  Ralston  Purina  Co..  Checkerboard 
Square.  St.  Louis,  MO  63199. 

Under  section  108(b)  (2)  of  the  Animal 
Drug  Amendments  of  1968  iPub.  L.  90- 
399  (82  Stat.  353'),  any  approval  of  a 
new  animal  dnig  granted  prior  to  the 
effective  date  of  the  amendments 
whether  through  approval  of  a  new  drug 
apphcation.  master  file,  antibiotic  regu- 
lation, or  food  additive  regulation,  con- 
tinues in  effect  until  withdrawn  in  ac- 
cordance with  the  provisions  of  section 
512  of  the  Federal  Food,  Drug,  and  Cos- 
metic Act  (21  U.S.C.  36»b).  Many  such 
approvals  were  issued  long  ago,  and  some 
may  never  have  been  used  by  the  hold- 
er of  the  approval.  Consequently,  the  cur- 
rent files  of  the  Food  and  Drug  Ad- 
ministration I  FDA)  may  be  incomplete 
and  may  fail  to  reflect  the  existence 
of  some  approvals.  Also,  many  approvals 
have  been  wtihdrawn  by  other  agency 
actions.  The  burden  of  ccwnmg  forward 
with  documentation  of  unrecorded  ap- 
provals in  such  circiuTistances  is  there- 
fore properly  placed  on  the  persons 
claiming  to  hold  such  approvals  so  as 
to  permit  definitive  revocation  or  amend- 
ment of  tlie  regulations. 

The  Director  of  the  Bureau  of 
Veterinary  Medicine  knows  of  no  ap- 
provals affected  by  this  notice  other  than 
those  named  hereiiL  Any  person  who 
Intends  to  assert  or  rely  on  such  an 
approval  that  is  not  listed  in  this  notice 
shall  submit  proof  of  its  existence  within 
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the  period  allowed  by  this  notice  for 
opportunity  to  request  a  he€U-in«.  The 
failure  of  any  person  holding  such  an 
approval  to  submit  proof  of  its  exstence 
within  that  period  shall  constitute  a 
waiver  of  any  right  to  assert  or  rely  on 
it  111  the  event  that  proof  of  the  ex- 
L'^u^nce  of  such  an  approval  is  presented, 
tlii.s  notice  shall  also  constitute  a  notice 
of  opportimity  for  hearing  with  respect 
to  that  approval,  based  on  the  same 
grounds  set  forth  In  this  notice. 

B.  Recommended  Uses 

In  swine:  for  growth  prcwnotion  and 
feed  efficiency;  as  an  aid  In  the  preven- 
tion of  bacterial  swine  enteritis;  and 
for  the  treatment  of  bacterial  swine 
enteritis. 

In  chickens:  for  growth  promotion 
and  feed  efficiency;  for  maintaining  or 
Increasing  egg  production;  for  the  pre- 
vention of  early  mortality  caused  by  or- 
ganisms susceptible  to  penlcllltn  and 
streptomycin;  and  for  the  treatment  of 
chronic  respiratory  disease  (air  sac  in- 
fection i,  and  blue  comb  (nonspecific  in- 
fections enteritis  > . 

In  turkeys ;  for  growth  promotion  and 
feed  efficiency;  and  for  the  treatment 
of  infectious  sinusitis,  blue  comb,  and 
hexamltiasis. 

C.  Backcrouwd 

1  The  NAS-NRC  Review  of  Peniclllin- 
Btreptomycin  Premixes. 

In  the  Federal  Register  of  July  24, 
1970  (35  FR  11952,  DESI  0O70  NV>.  PDA 
announced  the  conclusions  of  the  NAS- 
NRC  Drug  Efficacy  Study  Group  con- 
cerning penicillin-streptomycin  pre- 
mixes. The  following  premixes  were  cited 
In  the  notice: 

a  Mlcro-ren  15  and  Streptomycin  Sulfate 
46  Mixture;  each  pound  contains  0  grams 
penlcUUn  (from  procaine  ponlcUlln  O)  and 
45  p-ajMi  streptomycin  (fro.-n  streptomycin 
sulfate  I :  by  Qanco  Producta  Co..  a  dlTl- 
eion  of  El  Lilly  and  Co,  Indianapolis,  IN 
46208 

b.  Micro-Pen  and  Streptomycin  Sulfate 
Mlxtiire;  each  pound  contains  3.75  grams 
penicillin  (from  procaine  penicillin  a\  and 
18  75  prams  streptomycin  (from  streptomy- 
cin sulfate  1 ,    by  Elanco  Products  Co 

c  Micro-Pen  25  and  Streptomycin  Sulfate 
75  Mixture;  each  pound  contain.<j  15  grams 
penicillin  i  from  procaine  penicUlln  O)  and 
75  grams  streptomycin  (from  streptomycin 
bulf ate ) ;    by   Elanco  Products  Co. 

d.  Pro-Strep  '^O';  each  pound  contains  3 
gram-s  penicillin  from  procaine  penicilUn  and 
15  grams  streptomycin  (&&  streptomycin  sul- 
fate); by  Merck  Chemical  Division,  Merck  & 
Co  .  Inc  .  Rah  way   NJ  07i365. 

e.  Pro-Strep  '  60  ,  Pro-Strep  '•SO-M".  and 
Pro-Strep  "eo-S ';  each  pound  contains  9 
f;rams  penlcUlin  from  procaine  penicillin  and 
45  grams  streptomycin  (a.s  streptomycin  sul- 
fate); by  Merck  Chemical  Division,  Merck  i 
Co  .  Inc. 

f  Pro-Strep  "100";  each  pound  contains 
15  grams  penicillin  (from  procaine  penicil- 
lin i  and  75  grams  streptomycin  (as  strep- 
tomycin sulfate);  by  Merck  Chemical  Dtvl- 
fclon    Merck  &  Co  .  Inc. 

g  Streptomycin- Penicillin  Preml.t  15-5; 
eju.-h  pound  contain.*  15  gram-s  stre-ptomycin 
(from  streptomycin  sulfate)  plus  3  granvs 
penicillin  (equivalent  to  5  srrams  procaine 
poniclllln) ;  by  Chas  Pfizer  &  Co  ,  Inc  ,  Agrl- 
culiural  Division.  235  East  42d  Street.  New 
York.  NT  10017. 


h.  Streptomyrln-Penlcilltn  PrenUx  18.5-:- 
6.25;  each  pound  contains  18.75  grams  strep- 
tomycin (from  streptomycin  rulfate)  plua 
3.75  grams  penicillin  (equivalent  to  6.25 
grama  procaine  penlcUlln) :  by  Chas,Pfl2er  ic 
Co  ,  Inc  .  A^iculturul  Division. 

i.  Streptomycin-Penicillin  Preml.t  45-^15; 
each  pound  contains  46  grams  streptomycin 
(from  streptomycin  sulfate)  plus  9  grams 
penlcllUn  (e<iulva;ent  to  15  grams  procaine 
penicillin);  b^  Chas.  Pfizer  &  Co.,  Inc.,  Agri- 
cultural Division. 

J.  Streptcanycln- Penicillin  Premlx  75  +  25; 
each  pound  contains  75  grams  streptom.ycln 
(from  streptomycin  sulfate)  plus  15  grams 
penlclUtn  (equivalent  to  25  grams  procaine 
penlcmin) :  by  Chas.  Pfizer  &  Co..  Inc.,  Agri- 
cultural Dlvtelon. 

"Hie  NAS-NRC  evaluated  these  pre- 
parations as  (1)  probably  effective  for 
increased  average  dally  gain  and /or  feed 
efficiency;  (2)  probably  not  effective  for 
the  therapeutic  claims;  and  (3)  not  ef- 
fective for  hexamltiasis. 

The  NAS-NRC  further  stated : 

(1)  Each  dlseAse  claim  should  be  properly 
qualified  as  to  those  diseases  caused  by 
pathogens  sensitive  to  the  activity  of  pro- 
caine p>enlcllUn  O  and  streptomycin  sulfate. 

( 2 )  Substantial  evidence  w-as  not  presented 
to  establish  that  each  ingredient  designated 
as  active  makes  a  contribution  to  the  total 
of  disease  should  b©  deleted  or  as  appropriate 
effect  claimed  for  the  drug  combination. 

(3)  Claims  made  regarding  the  prevention 
of  disease  should  be  deleted  or  as  appropriate 
replaced  with  claims  for  the  centred  of  the 
disease. 

(4)  Claims  for  growth  promotion  or  stimu- 
lation should  not  be  allowed  and  claims  for 
faster  gains  and.'or  feed  efficiency  should  be 
stated  as  "May  result  In  faster  gains  and/or 
Improved  feed  efficiency  tinder  appropriate 
oondithwis." 

(5)  Claims  for  increased  egg  production 
and  hatchabllity  should  be  modified  to  read 
"May  aid  In  malntaliUng  egg  production  and 
hatchabllity.  under  appropriate  conditions, 
by  controlling  pathogenic  microorganisms." 

(6)  The  disease  claims  for  streptomycin 
in  these  preparations  must  be  restricted  to 
diseases  involving  the  gastrointestinal  tract 
because  of  the  chemical  and  pharmacologic 
properties  of  streptomycin  sulfate. 

(7)  Blood  level  data  are  needed  for  use  of 
jjenlcJUln  eind  streptomycin  at  the  recom- 
mended dosage  levels. 

In  the  notice,  FDA  concurred  with  the 
evaluation  of  the  NAS-NRC;  however, 
the  Agency  concluded  that  the  claim  for 
faster  weight  gain  and  improved  feed 
efficiency  should  be  reworded  a,s  "For  in- 
creased rate  of  we.ght  gain  and  improved 
feed  efficiency  for  (under  appropriate 
conditions  of  use' ." 

2.  The  NAS-NRC  Review  of  Penicillin - 
Streptomycin  Powder  with  Vitamins  and 
with  or  without  Arsanilic  Acid, 

In  the  Federal  Register  of  August  22. 
1970  (35  FR  13484;  DESI  0037  NV).  FDA 
announced  its  conclusions  and  those  of 
the  NAS-NRC  relating  to  Purina  Strep- 
to-Pen-Ad  which  contains  18.75  grams 
of  streptomycin  (from  streptomycin  sul- 
fate* and  3.75  grams  of  penicillin  (from 
6.25  grams  procaine  penicilUn  G>  manu- 
factured by  Ralston  Purina  Co.,  Checker- 
board Square.  St.  Louis,  Mo.  63199. 

The  NAS-NRC  evaluated  this  prepara- 
tion, whkh  is  intended  for  use  In 
medicated  feed  or  water,  as  probably  not 
effective  for  the  following  claims:    d' 


aid  in  prevention  and  for  treatment  of 
bacterial  swine  enteritis;  (2)  treatment 
of  infectious  sinusitis,  blue  comb  (mud 
fever) ,  and  hexamltiasis  In  turkeys;  and 
(3)  In  starter  ration  for  prevention  of 
early  mortality  caused  by  susceptible 
organisms  and  treatment  of  chronic 
respiratory  disease  (air  sac  infection) 
and  blue  comb  (nonspecific  infectious 
enteritis)  In  chickens. 

In  addition,  the  NAS-NRC  stated: 

(1)  The  effectiveness  of  the  recommended 
dosage  schedule  has  not  been  adequately 
documented; 

(2)  The  dL<iease  claims  for  streptomycin 
must  be  restricted  to  diseases  Involving  the 
gastrointestinal  tract  because  of  the  chemi- 
cal and  pharmacological  properties  of 
streptomycin  sulfate; 

(3)  Each  disease  dalm  should  be  properly 
qualified  as  "appropriate  for  use  In  (name  of 
dteease)  caused  by  pathogens  sensitive  to 
(name  of  drug),"  and  If  the  disease  claim 
cannot  be  so  qualified,  the  claim  must  be 
dropped; 

(4)  Claims  made  regarding  "for  prevention 
of"  or  "to  prevent"  should  be  replaced  with 
"as  an  aid  In  the  control  of"  or  "to  aid  in  the 
control  or'; 

(6)  The  oral  administration  of  the  drug  in 
drinking  water  for  severely  111  animals  is 
questioned — the  labeling  should  warn  that 
treated  animals  must  actually  con.sume 
enough  medicated  water  or  medicated  feed 
to  provide  a  therapeutic  dose  under  the  con- 
ditions that  prevail  and  as  a  precaution  the 
label  should  state  the  desired  oral  doee  per 
\inlt  of  animal  weight  per  day  for  each 
species  as  a  guide  to  effective  use  of  the 
preparation  In  drinking  water  or  feed;  and 

(6)  Substantial  evidence  was  not  presented 
to  establish  that  each  Ingredient  designated 
as  active  makes  a  contribution  to  the  total 
effect  claimed  for  the  drug  combination. 

In  the  notice,  FDA  again  concurred 
with  the  NAS-NRC's  findings. 

3.  Request  for  additioTial  information. 
Each  of  the  foregoing  Federal  Register 
announcements  (1)  Informed  the  drug 
manufacturers  of  the  conclusions  of 
NAS-NRC  and  FDA  concerning  the 
effectiveness  of  the  drugs,  and  (2) 
notified  all  Interested  persons  that  such 
articles  to  be  marketed  must  be  the 
subject  of  approved  new  animal  drug 
applications  and  otherwise  comply  with 
all  other  requirements  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act.  In  addi- 
tion, 6  months  were  provided  to  submit 
adequate  documentation  in  support  of 
the  labeling  used. 

4.  Impact  of  21  CFR  558.15.  One 
element  of  the  Food  and  Drug  Admin- 
istration's program  to  evaluate  the  safety 
of  the  subtherapeutic  use  of  antibacterial 
products  in  animal  feeds  t  see  21  CFR 
558.15)  was  a  request  for  additional  in- 
formation to  demonstrate  the  effective- 
ness of  certain  combination  drug 
products.  The  changes  in  the  new  animal 
drug  review  process  that  began  in  1967 
incorporated  contemporary  scientific 
criteria  for  evaluating  the  effectiveness 
of  drugs  proposed  for  Increased  rate  of 
weight  gain  and/or  increased  feed  effi- 
ciency, and  under  21  CFR  558.15  b)  (3). 
effectiveness  data  were  to  be  submitted 
for  certain  of  thoee  combinations 
marketed  after  1962  by  AprU  20,  1975. 

Apparently  because  the  NAS-NRC  and 
FDA   rated   the   penicillin-streptomycin 
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premixes  as  less  than  effective  for  growth 
promotion  and  feed  efficiency,  Merck  and 
Pfizer,  under  the  auspices  of  the  Animal 
Health  Institute,  conducted  studies 
which  attempted  to  demonstrate  that 
the  combination  is  effective  for  these 
claims  in  swine.  Data  from  the  studies 
were  informally  presented  to  the  agency 
on  January'  8,  1976,  but  they  were  never 
formally  submitted.  Nevertheless,  these 
data  will  be  briefly  (discussed  below  in  "E. 
ANALYSIS  OP  DATA." 

D.  Demonstration  of  Effectiveness 

Section  512  of  the  Federal  Food,  Drug, 
and  Costmetic  Act  (21  USC.  360b)  re- 
quires that  a  new  animal  drug  have  the 
effect  It  pin-ports  or  is  represented  to 
have  under  the  con(3itions  of  use  pre- 
scribed, recommended,  or  suggested  in  Its 
labeling.  For  fixed  combination  drugs. 
§  514.1(b>  f8)(v)  <21  CFR  514.1'b»f8) 
(V) )  requires  that  each  Ingredient  desig- 
nated as  active  in  any  new  animal  drug 
combination  must  make  a  contribution 
to  the  effect  In  the  manner  claimed  or 
suggested  in  the  labeling.  Furthermore,  if 
in  the  absence  of  express  labeling  claims 
of  acivantages  for  the  combination  such  a 
pro(duct  purports  to  be  better  than  either 
component  alone,  the  sponsor  must  es- 
tablish that  the  new  animal  (irug  has 
that  purported  effectiveness.  The  re- 
quirement of  effectiveness  includes  the 
requirement  that  the  most  effective  level 
for  each  component  be  used.  In  the  case 
of  drug  combinations  for  concurrent 
therapy,  the  requirement  of  effectiveness 
inclU(3es  the  requirement  that  the  dosage 
of  each  component  is  such  that  the  com- 
bination is  safe  and  effective  for  a  popu- 
lation of  significant  size  specifically  de- 
scribed in  tlie  labeling  as  requiring  such 
concurrent  therapy.  Therefore,  to  dem- 
onstrate that  the  penicillin-streptomycin 
premixes  are  effective,  the  sponsors  must 
submit,  in  accordance  with  section  512 
(dj  (3)  of  the  act,  substantial  evidence 
consisting  of  adequate  and  well-con- 
trolled investigations,  as  defined  by  21 
CFR  514.111  la)  I  51,  including  field  in- 
vestigation, satisfying  these  require- 
ments. 

E.  Analysis  of  Data 

No  interested  person  has  ever  submit- 
ted subtantial  evidence  based  upon  ade- 
quate and  well-controlled  investigations 
to  demonstrate  that  penicillin -strepto- 
mycin combinations  will  have  any  effect 
tliat  the  combination  is  purported  or 
represented  to  have  under  the  conditions 
of  use  prescribed,  recommended,  or  sug- 
gested in  their  labeling.  In  fact,  the  Di- 
rector is  uiTiaware  of  anyone  who  has 
ever  formallj'  submitted  any  supporting 
data,  including  even  resubmission  of  the 
material  considered  and  rejected  by  the 
NAS-NRC  in  response  to  the  DESI  notice. 

On  January  8.  1976.  the  Animal  Health 
Institute  (AHI>  informally  submitted 
summaries  of  i»'o  trials  conducted  at  the 
University  of  Illinois  and  one  conducted 
at  Purdue  University.  The  trials  were 
conducted  to  measure  the  effectiveness  of 
pencilUn-streptomycin  sulfate  cc«nblna- 
tlon  premixes  for  growth  promotion  and 
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feed  eflQclency  in  swine  compared  to  the 
Individual  active  ingredients  and  a  no 
treatment  control.  A  complete  4x4  fac- 
toral  design  waa  used  for  each  trial. 
Penicillin  was  tested  at  0.  1.5.  4  5.  and  7.5 
grams  per  ton  of  feed  against  steyto- 
mycin  at  0,  7.5.  22.5.  and  37.5  grams  per 
ton  of  feed.  The  results  of  each  trial 
failed  to  provide  any  evidence  that  the 
use  of  the  penlcillin-streptomj-cin  com- 
bination premlx  was  more  effective  than 
the  use  of  either  individual  ingredient 
along.  In  fact,  when  data  from  the  three 
trials  were  pooled,  neither  penicillin 
alone,  streptomycin  alone,  nor  any  of  the 
penicillin-streptomj'cin  combinations  im- 
proved swine  performance  when  meas- 
ured aainst  nontreated  control  animals, 
and  AHI  never  formally  submitted  the 
data. 

P.  Conclusion 

On  the  basis  of  the  foregoing  analy- 
sis, the  Director  is  unaware  of  any  ade- 
quate and  well-controlled  investigations 
conducted  by  qualified  experts  that 
demonstrate  the  effectiveness  of  penicil- 
lin-streptomycin premixes  as  required 
by  section  512  of  the  Federal  Food,  Drug, 
and  Cosfnetic  Act,  and  §5  514.1tb) '8* 
and  514.111(a)(5)  of  the  agency's  reg- 
ulations. Accordingly,  he  concludes  that, 
on  the  basis  of  new  information  before 
liim  with  respect  to  these  drug  products 
evaluated  together  with  the  evidence 
available  to  him  when  they  were  origi- 
nally approved,  there  is  a  lack  of  sub- 
stantial evidence  that  the  drug  prod- 
ucts will  have  tlie  effect  they  are  pur- 
ported or  represented  to  have  under  the 
conditions  of  use  prescribed,  recom- 
mended, or  suggested  in  their  labeling. 

Therefore,  the  Director  announces  he 
is  proposing  to  withdraw  all  approvals 
for  penicillin-streptomycin  premixes 
'Whether  granted  under  section  512  of 
the  act  or  section  108' b)  of  tlie  Animal 
Drug  Amendments  of  1968  (Pub.  L.  90- 
399)  on  the  groimds  tiiat  they  lack  sub- 
stantial evidence  of  effectiveness  as  de- 
fined by  section  512(.d»(3i  and  ie)'D 
(C)  of  the  Federal  Food.  Drug,  and  Cos- 
metic Act  and  21  CFR  514.1(bi  i8i  iv» 
and  514.111<a)  i5t .  Notice  is  hereby 
given  to  holders  of  the  approvals  listed 
above  and  to  all  oUier  interested  parlies. 
If  a  holder  of  an  approval  or  any  other 
interested  person  elects  to  avail  himself 
of  an  opportunity  for  a  hearing  pursu- 
ant to  section  512te)'l)(C»  of  the  act 
and  21  CFR  514.200.  the  party  must  file 
with  the  Hearing  Clerk.  Food  and  Drug 
Administration,  Rm.  4-65,  5600  Fishers 
Lane.  Rockville,  MD  20857,  a  written  ap- 
pearance requesting  such  a  hearing  by 
July  11.  1977,  giving  reasons  why  approv- 
al of  the  application  should  not  be 
withdrawn  and  providing  a  well-orga- 
nized and  full-factual  analysis  of  the 
scientific  and  other  investigational  data 
that  such  holder  is  prepared  to  prove  in 
support  of  Its  opposition  to  the  Direc- 
tor's proposal. 

The  Director  will  soon  be  Issuing  a 
separate  notice  proposing  to  withdraw 
approval  of  all  penicillin-containing 
new  animal  drug  products  intended  for 
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subtherapeutic  use  in  animal  feeds  on 
the  grounds  that  they  have  not  been 
shown  to  t>e  safe  under  section  512fe)  (1) 
(Bi  of  the  act  and  21  CFR  558.15.  Data 
addressing  the  issues  that  will  be  en- 
compassed by  that  notice  should  not  be 
submitted   at   this  time. 

The  failure  of  a  holder  of  an  approval 
to  file  timelj-  written  appearance  and  re- 
quest for  hearing  as  required  by  21  C7FR 
514.200  constitutes  an  election  not  to 
avail  Itself  of  the  opportunity  for  a 
hearing,  and  the  Director  of  the  Bureau 
of  Veterinary  Medicine  wHl  summarily 
enter  a  final  order  withdrawing  the  ap- 
provals. 

A  request  for  a  hearing  may  not  rest 
upon  mere  allegations  or  denials,  but  it 
must  set  forth  sp>ecific  facts  showing 
that  there  Is  a  genuine  and  substantial 
issue  of  fact  that  requires  a  hearing.  If 
it  conclusively  appears  from  the  face  of 
the  data,  information,  and  factual  anal- 
yses in  the  request  for  the  hearing  that 
there  is  no  genuine  and  sutistantial  is- 
sue of  fact  that  precludes  the  refusal  to 
approve  the  application,  or  when  a  re- 
quest for  hearmg  is  not  made  in  tlie  re- 
quired format  or  with  the  required  anal- 
yses, the  Commission  of  Food  and  Drugs 
will  enter  summary  Judgment  against 
the  person  who  requests  the  hearing, 
making  findings  and  conclusions,  deny- 
ing a  hearing. 

All  subml.ssions  pursuant  to  thLs  notice 
must  be  filed  In  quadruplicate  with  the 
Hearine  Clerk  Except  for  data  and  in- 
formation prohibited  from  public  dis- 
closure, pursuant  to  21  USC  331  ij>  or 
18  use  1905,  responses  to  this  notice 
may  be  seen  in  the  office  of  the  Hearing 
Clerk.  Food  and  Drug  AdmlnL':tratlon, 
between  9  a.m.  and  4  p.m.,  Monday 
through  Friday. 

If  a  hearing  is  requested  and  Is  Justi- 
fied by  the  applicant's  response  to  this 
notice  of  opportunity  for  a  hearing,  the 
isi^ues  will  be  deflne(i.  an  administrative 
law  Judge  will  be  assigned,  and  a  written 
notice  of  the  time  and  place  at  which 
the  hearing  will  commence  will  be  Is- 
sued as  soon  as  practicable. 

Any  hearing  on  the  proposal  to  with- 
draw these  approvals  will  be  open  to  the 
public.  If,  however,  the  Director  finds 
that  portions  of  the  applications  that 
serve  as  a  basis  for  such  hearing  con- 
tain information  concerning  data  that 
are  entitled  to  protection  as  a  trade 
secret,  that  part  of  the  hearing  will  not 
be  public :  unless  the  respondent  so 
specifies. 

The  Director  has  carefully  considered 
the  environmental  effects  of  this  ac- 
tion, and  because  it  vdll  not  significantly 
affect  the  quality  of  the  human  environ- 
ment, he  has  concluded  that  an  environ- 
mental impau:t  statement  is  not  required. 
A  copy  of  the  environmental  impact  as- 
sessment Is  on  file  with  the  Hearing 
Clerk.  Moreover,  in  the  Federal  Regis- 
ter of  May  27.  1977.  the  Commissioner  of 
Food  and  Drugs  requested  data  concern- 
ing the  potential  environmental  im- 
pact of  a  series  of  regulatory  actions 
designed  to  restrict  the  subtherapeutic 
use  of  an tlbacte rials  in  animal  feeds.  If 
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the  public  discussion  and  Information 
gathered  warrant,  a  comprehensive  en- 
\lronmental  Impact  statement  will  be 
prepared,  evaluating  the  impact  of  all 
the  actions  a^  a  single  program. 

This  notice  is  Lssued  under  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (sec. 
512,  82  Stat.  343-361  «21  U.S.C.  360b>  ) 
and  under  authority  delegated  to  the 
Commissioner  of  Food  and  Drugs,  <21 
CFR  5.1  >  and  redelegated  to  the  Director 
of  the  Bureau  of  Veterinary  Medicine 
121  CFR  5  84  (formerly  21  CFR  5.29, 
prior  to  recodification  published  in  the 
FEDERAL  Register  of  March  2,  1977  (42 
FR  15553'  )  .', 

Dated:  June  2,  1977. 

C.    D.    V.\N    HOVWELING, 

Director.  Bureau  of 
Veterinary  Medicine. 

[PR  Doc  77-16102  PUed  6-9-77  8  45   ftm) 


[Docket  No.  77N-0189] 
VITARINE  CO.,   INC.;   DELCOZINE  DROPS 

Opportunity  for  Hearing  on  Proposal  to 
Refuse  to  Approve  New  Drug  Application 

AGENCY:   Food  and  Dnig  Administra- 
tion ( FDA  I . 

ACTION:  Notice. 

SUMNLAJIY:  The  Director  of  the  Bureau 
of  Drugs  proposes  to  refuse  approval  of 
an  abbreviated  new  drug  application  for 
Delcozine  Drops  (phendimeira^ine  tar- 
trate 35  milligrams  per  milliliter) 
(ANDA  85-5931  by  The  Vitarine  Com- 
pany Inc..  227-15  N.  Conduit  Ave., 
Springfield  Gardens,  NY  11413  ("Vi- 
tarine"*. or  the  grounds  that  d)  the 
application  does  not  contain  any  reports 
of  Investigations  or  adequate  tests,  by 
all  methods  reasonably  applicable,  to 
show  whether  or  not  Delcozine  Drops  Is 
safe  for  use  under  the  conditions  of  use 
prescribed,  recommended,  or  suggested 
In  the  proposed  labeling  thereof,  and  (2) 
upon  the  basis  of  the  information  sub- 
mitted as  part  of  the  application,  the 
Food  and  Drug  Administration  has  tn- 
sufBclent  Information  to  determine 
whether  Delcozine  Drops  is  safe  for  use 
under  such  conditions. 

DATES:  Any  request  for  a  hearing  must 
be  submitted  on  or  before  July  11,  1977. 
In  support  of  any  such  request,  all  data 
and  Information  relied  upon  to  justify 
a  hearing  and  any  other  comments  from 
interested  persons  must  be  submitted  on 
or  before  August  9,  1977. 

ADDFIESSES:  Requests,  supporting  data 
and  Information,  and  other  comments 
shall  be  submitted,  with  FDA  Docket  No. 
77N-0189  clearly  Indicated  in  the  filings, 
to  the  Hearing  Clerk,  Food  and  Drug 
Administration.  Rm.  4-65,  5600  Fishers 
Lane,  Rockville,  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  H.  Hahn,  Bureau  of  Drugs 
(HFD-32),  Pood  and  Drug  Admlnls- 
traticBi,  Department  of  Health,  Edu- 
cation,   and    Welfare,    5600    Fishers 


Lane,   Rockville,  MD  20857.  301-443- 
3650. 

SUPPLEMENTARY   INFORMATION: 

BACKGROtTND 

As  required  by  the  Drug  Amendments 
of  1962.  FDA  is  engaged  in  a  Drug 
Efficacy  Study  Implementation  (DESD 
program  under  which  each  drug  covered 
by  a  new  drug  application  (NDA)  that 
wa»  approved  by  FDA  on  the  basis  of 
safety  between  1938  and  1962  is  reviewed 
to  determine  whether  substantial  evi- 
dence exists  to  demonstrate  that  the 
drug  is  effective  for  its  labeled  indica- 
tions. As  reviews  are  completed,  notices 
are  published  in  the  Federal  Register 
announcing  the  agency's  conclusions  on 
the  effectiveness  of  the  drugs  reviewed. 

In   the   Federal   Register   of   Febru- 
ary 12,  1973  (38  FR  4280) ,  FDA  published 
DESI  Notice  11673  stating  that  Plegine 
Tablets    containing    35    milligrams    of 
phendimetrazine  tartrate  as  a  single  ac- 
tive ingredient  and  marketed  by  Ayerst 
Laboratories  is  effective  "in  the  manage- 
ment of  exogenous  obesity  as  a  short- 
term  adjunct  (a  few  weeks)  In  a  regimen 
of  weight-reduction  based  on  caloric  re- 
strictions."    The     Indications     section 
further  was  to  read:  "The  limited  use- 
fulness  of   agents   of   this   class    •    •    • 
should  be  measured  against  possible  risk 
factors   Inherent   in   their  use    •    •    *." 
The  DESI  notice  also  stated  that  Plegine 
Tablets  is  regarded  as  a  "new  drug"  as 
defined  in  section  201  (p)  of  the  act,  that 
"a  new  drug  application  is  required  from 
any  person  marketing  such  drug  without 
approval,"  and  that  "all  identical,  re- 
lated, or  similar  drugs,  not  the  subject  of 
an  approved  new  drug  appUcation  •  •  • 
are  subject  to   this  notice,"  citing  the 
current  21  CFR  310.6.  Finally,  referring 
to  a  prior  general  announcement  by  FDA 
published   in   the   Federal   Register   of 
July  14,  1970  (35  FR  11273',  DESI  Notice 
11673  advised  that  "marketing  of  such 
dnigs  may  be  continued  •  *  •  [by]  any 
person  who  does  not  hold  an  approved  or 
effective  new  drug  application,   [upon! 
the  submission  of   an  abbreviated  new 
drug    application"    (ANDA)    within    60 
days  of  the  notice.  The  July  14,  1970  an- 
nouncement   also    permitted    manuifac- 
turers  to  commence  marketing  UE>on  the 
filing  of  an  NDA  or  ANDA.  On  Septem- 
ber   22,    1975,    FDA    published    in    the 
Federal  Register  a  general  notice   (40 
FH  43531)   that  in  effect  revoked  those 
portions  of  the  July  14,  1970  announce- 
ment that   were   inconsistent  with   the 
District  Court's  order  in  Hoffmann-La 
Roche.  Inc.  v.  Weinberger,  425  F.  Supp. 
890  (D.C.C..  1975),  reprinted  in  the  Sep- 
tember 22,  1975  notice.  That  order,  and 
the  September  22,  1975  notice,  withdrew 
any  "permission"  from  FDA  for  a  new 
supplier  of  a  drug  listed  in  DESI  Notice 
11673  to  commence  marketing  upon  sub- 
niLsslon  of  an  NDA  or  ANDA  but  prior 
to  the  approval  of  an  NDA  or  ANDA.) 
Application  for  Delcozine  Drops 
On  January  7,  1977,  Vitarine  submitted 
an  ANDA  (assigned  number  ANDA  85- 
593)  for  the  following  product: 


Delcozine  Drops  containing  phendi- 
metrazine tartrate  35  milligrams  per 
milliliter.  The  ANDA  form  of  a  new  drug 
application  normally  does  not  contain 
preclinical  or  clinical  studies  demon- 
strating the  safety  of  the  drug  product. 
21  CFR  314.1(f).  The  proposed  labeUng 
for  Delcozine  Drops  contained  a  state- 
ment of  indications  identical  to  that  set 
forth  in  DESI  Notice  11673.  On  Febru- 
ary 15,  1977.  Vitarine  was  formally  ad- 
vised by  FT) .A.  that  ANDA  was  not  an  ac- 
ceptable form  of  application  for  a  liquid 
product  containing  phendimetrazine 
tartrate. 

On  February  28,  1977.  the  firm  re- 
quested that  the  application  be  filed  over 
protest,  as  provided  for  In  21  CFR 
314.110(d).  Under  that  regulation,  FDA 
is  required  to  reevaluate  the  application 
and  within  60  days  must  either  approve 
the  application  or  give  WTltten  notice  of 
an  opportunity  for  a  hearing  on  the 
question  of  whether  the  application  is 
approvable.  In  a  telephone  conversation 
on  May  4,  1977,  between  the  firm's  legal 
representative  and  a  representative  of 
FDA,  Vitarine  agreed  to  permit  FDA 
until  Jime  3.  1977,  to  complete  its  reeval- 
uatlon  of  ANDA  85-593  and  chose  one  of 
the  courses  allowed  under  21  CFR  314.110 
(d).  This  notice  is  provided  pursuant  to 
that  regulation.  By  this  notice,  the  Di- 
rector finds  that  an  ANDA  is  an  accept- 
able form  of  application  for  this  product, 
but  that  the  application  is  not  approv- 
able because  It  does  not  establish  the 
safety  of  the  product. 

safety  concerns  regarding 
delcozine  drops 

Phendimetrazine  tartrate  Is  related 
chemically  and  pharmacologically  to 
amphetamine  and  appears  to  have  a 
similar  potential  for  abuse  and  risk  of 
causing  depjendence  in  the  user.  Actual 
abuse  of  the  35-milligram  dosage  was  a 
significant  factor  In  the  decision  of  the 
Department  of  Justice  to  schedule 
phendimetrazine  under  the  Controlled 
Substances  Act  (see  38  FR  15721: 
Jime  15.  1973) ,  as  well  as  in  the  decision 
of  FDA  to  require  a  drug  dependence 
warning  in  the  labeling  (see  DESI  Notice 
11673). 

The  propriety  of  a  novel  dosage  form, 
such  as  liquid  tirops,  of  a  drug  which 
has  such  a  potential  for  abuse  and  pub- 
lic harm  is  questionable  and  raises  seri- 
ous safety  issues  for  several  reaons: 

1.  Unique  abu.se  considerations.  The 
demonstrated  abuse  of  phendimetrazine. 
which  has  led  to  its  listing  in  Schedule 
m  of  the  Controlled  Substances  Act,  ar- 
gues against  the  acceptability  of  a  prepa- 
ration from  which  multiple  doses  may 
be  ingested  readily  by  abuse-prone  in- 
dividuals. Although  it  may  be  argued 
that  a  prescription  for  a  30-day  supply 
of  35-milllgram  solid  oral  dosage  forms 
could  contain  as  much  as  1,050  milli- 
grams of  the  drug,  all  of  which  could  be 
readily  ingested  at  one  time,  the  Director 
believes  that  the  very  "convenience"  that 
generally  justifies  liquid  preparations 
substantially  increases  the  possibility 
that  an  abuser  might  Ingest  a  700-nillll- 
gram  solution,  but  not  twenty  35-mlIll- 
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gram  tablets,  at  one  time.  In  additiMi,  a 
solution  dosage  form  creates  the  poten- 
ttial  for  abuse  by  intravenous  injection, 
the  "classically  preferred"  route  of  ad- 
ministration in  abuse  of  strong  stimu- 
lants such  as  methamphetamine.  These 
factors  completely  outweigh  the  utility 
of  this  dosage  form. 

2.  Accidental  ingestion  by  children. 
The  risk  to  children  m  the  household  is 
unacceptably  high  when  as  much  as  700 
milligrams  of  phendimetrazine  tartrate 
(the  contents  of  one  bottle*  might  be 
available  in  a  small  volume  of  an  attrac- 
tive solution. 

3.  Lack  of  medical  justification.  There 
appear.s  to  be  no  medical  justification 
for  a  drop  formulation  of  an  anorectic 
drug,  especially  a  drug  which  is  labeled 
only  for  use  in  adults  It  might  be  argued 
that  the  titration  of  dosage  in  verj-  small 
increments  is  facilitated  with  such  a 
dosage  form,  or  that  a  liquid  formula- 
tion makes  the  drug  accessible  to  pa- 
tients who  for  some  medical  reason  can- 
not take  solid  oral  dosage  forms  or  who 
find  liquid  oral  dosage  forms  more  con- 
venient. However,  there  is  little  medical 
or  scientific  merit  to  such  a  capability. 
The  labeling  of  the  product  states  that 
the  usual  dose  is  35  milligrams,  and 
normal  dosages  actually  used  appear  to 
be  either  at  this  level  or  at  one-half  this 
level  (17.5  milligrams) .  Needed  variation 
from  usual  doses  can  readily  be  achieved 
with  scored  tablets.  Phendimetrazine  is 
not  indicated  for  use  in  children,  and 
use  in  geriatrics  would  generally  be  lim- 
ited because  of  the  wammgs  and  pre- 
cautions contained  In  the  labeling  of 
the  drug.  Thus,  the  persons  who  nor- 
mally need  liquid  drug  prajmrations  wiU 
In  all  probabOlty  not  be  using  phendi- 
metrazine. No  patient  population  requir- 
ing a  liquid  dosage  form  has  been  identi- 
fied by  the  applicant  or  by  FDA. 

4.  Reasonable  possibility  of  improper 
dosage.  A  key  issue  lies  with  the  element 
of  human  error  because  dosage  incre- 
ments between  the  two  points  usually 
calibrated  on  the  dropper  (0.5  milliliter 
and  1  milliliter,  representing  17.5  milli- 
grams and  35  milligrams,  respectively) 
are  involved.  There  could  well  be  a  tend- 
ency for  a  patient  to  miscount  the  num- 
ber of  drops,  to  estimate  rather  than 
count,  or  to  use  a  few  extra  drops  "for 
g(X>d  measure." 

5.  Difficulty  in  following  dosage  direc- 
tions. The  proposed  labeling  suggests 
that  the  product  is  to  be  sold  primarily 
to  licensed  physicians.  Because  of  the 
delivery  system  design,  this  product 
would  necessitate  a  more  detailed  expla- 
nation to  the  patient  on  accurate  use  of 
dropper  and  proper  labeling  as  to  pre- 
cautions and  dosing.  For  example.  If 
it  is  really  Intended  that  a  patient  re- 
ceive a  dose  between  the  0.5 -milliliter 
and  1.0 -milliliter  calibrated  dropper 
points,  additional  time  and  instructiona 
wiU  be  necessary  to  provide  this  infor- 
mation to  the  f>atient.  Physician  di- 
spensing of  the  product  would  bypass 
the  pharmacist,  who  is  specially  trained, 
and  usually  responsible  for  taking  the 
time  for  assuring  that  these  considera- 
tions are  properly  dealt  with. 


A  new  dosage  form  of  a  drug,  even 
one  that  in  another  dosage  form  is  gen- 
erally reconized  as  safe  and  effective,  is 
not  always  and  immediately  recogniz- 
able as  safe  an  deflective.  See  21  CPTl 
310.3(h'  (5). 

The  Director  believes  that  experts 
qualified  by  training  and  experience  to 
evaluate  the  safety  and  effectiveness  of 
drugs  would  probably  conclude  that  the 
findings  in  DESI  Notice  11673  on  the 
effectiveness  of  phendimetraziiie  tar- 
trate in  35-milligram  tablet  dosage  form 
are  applicable  to  phendimetrazine  tar- 
trate in  25-milligTam  liquid  oral  dosage 
form.  Therefore.  Delcozine  Drops  are  an 
•■identical,  related  or  similar"  drug  af- 
fected by  DESI  Notice  11673.  See  21  CFR 
310.6.  As  such,  the  product  may  be  sub- 
mitted for  review  via  an  ANDA.  .At  the 
same  time,  the  Director  concludes  that 
the  fact  that  phendimetrazine  tartrate 
In  a  35-mllligTam  solid  oral  dosape  form 
was  found  to  be  effective  for  cerUiln  in- 
dications, as  stated  in  DESI  Notice 
11673,  is  not  a  basis  for  concluding  that 
Delcozine  Drops  is  ."^afe  for  the  same  In- 
dications. 

Requirements  for  Safety  Data  in 
ANDA 

The  history  of  the  new  drug  provisions 
of  the  act  and  the  agency's  unplementa- 
tlon  of  them,  including  introduction  o^, 
the  ANDA,  is  described  in  detail  in  the 
preamble  to  a  notice  of  proposed  rule- 
making published  in  the  Federal  Regis- 
ter of  June  20,  1975  (40  FR  26142 >  The 
Director  will  not  reiterate  that  hL^tory 
here.  He  believes,  however,  that  several 
points  bear  emphasizing.  First,  an  ANDA 
Is  a  new  drug  application:  it  represents 
a  form  of  application  In  which  certain 
information  normally  part  of  an  ND.\ 
is  not  required  because  it  is  not  essential 
to  the  agency's  reaching  a  decision  on 
the  approvabillty  of  the  drug  product 
under  section  505  of  the  act  ThLs  infor- 
mation requir«nent  is  waived  because 
the  agency  already  has  sufiBclent  pub- 
licly available  data  and  information  in 
its  files  to  make  appropriate  conclusions 
on  those  elements  of  the  drug  approval 
decision.  (Information  contained  In 
other  approved  NDA's  may  or  may  not 
be  public.  See  21  CPR  314.14.  If  not  pub- 
lic, it  may  be  relied  upon  by  a  second 
applicant  only  with  the  express  permis- 
sion of  the  first  applicant.  21  CFR  314. 
11.)  Generally,  the  information  allowed 
to  be  omitted  relates  to  preclinical  and 
clinical  studies"  regarding  the  safety  and 
effectiveness  of  the  active  ingredients. 
As  the  Commissioner  of  Pood  and  Drugs 
stated  in  the  June  20,  1975  notice: 

(AJn  abbrevtited  NDA  is  appropriate  only 
for  tbo6«  drugs  whlcli.  from  the  generic 
standpoint,  are  generally  recognized  as  safe 
and  effective  when  they  are  properly  labeled 
and  manufactured.  The  submission  of  an  ab- 
breriated  NDA  has  thus  been  required  only 
to  assure  the  qiaallty  at  drug  products  and 
thetr  proper  taheiing  and  manufacture,  not 
to  ahow  the  basic  safety  and  effectiveness  of 
the  generic  chemical  entity  Involved. 
(40  TO2«147  ) 


The  purpose  of  an  .\NDA  is  to  provide 
a  means  to  eliniinate  unnecessary  ani- 
mal and  human  experimentation,  to  re- 
duce the  burdens  on  manufacturers  in 
attempting  to  market  duplicates  of  es- 
tablished drugs,  and  to  ease  the  work- 
load of  FDA  in  reviewing  and  processing 
applications. 

Second,  m  order  for  FDA  to  waive  such 
requirements,  it  must  affirmatively  con- 
clude that  it  has  sufficient  pubhc  in- 
formation to  make  the  requisite  conclu- 
sions. Because  the  ANDA  is  an  exception 
to  the  pcneral  rule  requiring  a  complete 
NDA.  the  d ecu- ion  to  allow  use  of  an 
ANDA  must  be  consciously  and  prospec- 
tively made  by  the  agency.  (See  21  CFB. 
314.1(a»:  "if  the  drug  •  *  •  is  one  for 
which  an  abbreviated  new  drug  applica- 
tion has  been  found  by  the  Pood  and 
Drug  Administration  to  be  sufficient 
•  •  *."  (emphasis  added i>  These  deci- 
sions are  formal  and  are  officially  issued, 
generally  by  a  notice  in  the  Federal 
Register  but  on  rare  occasions  by  other 
public  notice.  These  decisions  cannot  ex- 
tend without  qualification  to  products 
for  which  little  or  no  public  information 
is  available  and  which  were  not  con- 
sidered by  FDA  m  making  Uie  AND.\  de- 
cision. The  product  covered  by  this  no- 
tice illustrates  why  tliis  is  so.  A  hquid 
drop  form  of  a  drug  intended  for  anorec- 
tic use  has  never  been  approved  for  mar- 
keting in  the  United  Slates  and  the  po- 
tential of  such  a  dosage  form  for  abuse 
appears  quite  substantial.  Other  exam- 
ples of  unforeseen  vaiiations  In  drugs  re- 
viewed in  the  DESI  program  have  also 
recently  been  uncovered  in  the  proce.ss 
of  implementing  the  court  order  in  the 
Hoffman -LaRoche  case  (discussed  ear- 
lier), tacluding  sustamed -release  form- 
ulations, untested  combinations  of  two 
or  more  drugs,  and  drugs  with  significant 
increases  in  the  quantity  of  active  in- 
gredients. CTlearly  it  is  contrary  to  the 
public  interest  as  well  as  the  language 
of  sections  201  (p)  and  505  of  the  act 
and  implementing  regulations  cited 
above  for  PDA  to  waive  any  information 
essential  to  determine  the  approvabillty 
of  such  a  drug  without  even  being  aware 
that  such  a  dnig  may  potentially  be  or 
is  actually  being  marketed. 

Third,  the  choice  between  NDA  (In- 
cluding a  supplemental  NDA)  and 
ANDA  is  not  an  "etther-or"  option.  For 
many  years,  the  agency  has  im5X)sed  on 
applicants  using  either  application  proc- 
ess a  variety  of  requirements  depending 
on  the  nature  of  the  drug  product,  the 
tjTJes  of  information  publicly  available 
regarding  the  drug,  and  similar  factors. 
Thus,  some  NTDA's  require  chronic  ani- 
mal toxicology  testing,  and  others  do 
not;  some  AND.^'s  require  detailed 
manufacturing  data,  and  others  do  not; 
some  NDA's  and  ANDA's  require  bio- 
availability data,  and  others  do  not.  Aa 
noted,  the  most  common  distinction  be- 
tween the  NDA  and  the  ANDA  relates  to 
requirements  for  preclinical  and  clinical 
data.  But  this  distinction  should  not 
blur  the  close  slmDarlty  on  most  mat- 
ters. To  repeat  both  the  traditional 
"full"  NDA  and  the  most  "abbreviated" 
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ANDA  are  merely  types  of  applications 
described  in  section  505  of  the  act. 

Regulations  setting  forth  the  required 
contents  of  an  ANDA  state  that  addition- 
al information  may  be  required  for  ap- 
proval of  an  ANDA  as  specified  in  a 
WTitten  communication  from  the  Food 
and  Drug  Administration.  21  CFR  314  1 
(f»  <5).  Tlie  Director  finds  that  informa- 
tion relating  to  the  safety  of  a  liquid 
oral  dosage  form  of  phendimetrazine 
tartrate — in  particular,  information  re- 
sponsive to  the  concerns  outlined  above — 
is  necessai-y  to  the  approval  of  this 
ANDA  and  applications  for  any  similar 
product,  and  he  considers  this  notice  to 
be  the  written  communication  referred 
to  In  the  regulation.  The  Bureau  of 
Drugs  would  have  preferred  to  provide 
the  written  communication  prior  to  this 
formal  notice  and  normally  would  have 
done  so.  In  recent  weeks,  however,  as 
a  result  of  the  submission  of  ANDA's  for 
niunerous  prodycts  uncovered  during 
implementation  of  the  Hoflmann-La- 
Roche  order,  the  Bureau  has  experienced 
difficulty  in  developing  and  carrying  out 
appropriate  policies  to  handle  the  dif- 
ferent appUcation-s  that  are  not  approv- 
able.  This  has  caused  several  ANDA's  to 
be  rejected  for  filing  that,  upon  further 
consideration,  are  appropriate  for  filing 
but  not  totally  complete  for  approval. 
The  rejections  have  in  turn  resulted  in 
filings  over  protest  under  21  CFR  314- 
110,  which  requires  formal  Bureau  action 
within  60  days.  Regrettably,  this  process 
has  precluded  the  use  of  an  "incomplete" 
6v  "deficiency"  letter  by  which  the  Bu- 
reau normally  communicates  the  need 
for  additional  information  to  an  appli- 
cant. If.  as  a  result  of  this  notice,  the 
applicant  so  elects,  he  may  withdraw 
his  AND.A.  and  his  request  to  file  the 
ANDA  over  prote.vt  and  resubmit  the 
ANT)A  with  the  particular  safety  in- 
formation identified  above  In  that  case, 
this  proceeding  will  be  terminated  with- 
out prejudice  to  the  applicant,  and  the 
ANDA  will  be  accepted  for  filing  and 
evaluated  fully  and  promptly  by  the 
Bureau 

Lack  or  Information  in  Application  for 
Delcozine  Drops 

The  Director  finds  that  the  ANDA  for 
Delcozlne  Drops  lacks  any  reports  re- 
garding the  safety  of  phendimetrazine 
tartrate  drops.  Because  the  application 
lacks  safety  data  nece.ssary  for  the  ap- 
proval of  an  application  for  this  dosage 
form  of  the  drug,  the  other  information 
contained  in  the  ANDA  has  not  been 
evaluated  to  determine  whether  it  satis- 
fies the  other  requirements  of  the  act  and 
new  drug  regulations.  If,  as  a  result  of 
this  notice,  a  hearing  is  requested  and  it 
Is  determined  that  a  hearing  will  be  or- 
dered, the  Bureau  of  Drugs  will  then 
review  the  other  parts  of  the  applica- 
tion and  raise  any  remaining  issues  in 
the  notice  of  hearing. 

Notice  of  Opportunity  for  Hearing 
Therefore,  notice  is  given  to  Vltarlne 
amd  all  other  interested  persons  that  the 
Director  of  the  Bureau  of  Drugs  proposes 


NOTICES 

to  issue  an  order  under  section  505(d)  of 
the  act  refusing  to  approve  ANDA  85-593 
on  the  following  grounds:  (1)  The  ap- 
plication does  not  contain  any  reports 
of  investigations  or  adequate  tests,  by  all 
methods  reasonably  applicable,  to  show 
whether  or  not  Delcozine  Drops  is  safe 
for  use  under  the  conditions  prescribed, 
recommended,  or  suggested  in  the  pro- 
posed labeling  thereof,  and  (2)  upon  the 
basis  of  the  information  submitted  as 
part  of  the  application,  FDA  has  insufH- 
cient  information  to  determine  whether 
tlie  drug  is  safe  for  use  luider  such  con- 
ditions. 

If  Vitarine  elects  to  avail  itself  of  the 
opportunity  for  hearing  pursuant  to  sec- 
tion 505' d)  of  the  act  and  21  CFR  314.- 
200.  it  must  file  with  the  Hearing  Clerk, 
Food  and  Drug  Administration,  <1)  writ- 
ten notice  of  appearance  and  request  for 
hearing  by  July  11,  1977,  and  (2)  the 
data,  information,  and  analyses  on 
which  It  relies  to  justify  a  hear- 
ing, as  specified  in  §  314.200,  by  Au- 
gust 9.  1977.  Any  other  interested 
person  may  also  submit  comments 
on  this  notice.  Tlie  procedures  and 
requirements  governing  this  notice  of 
opportunity  for  hearing,  a  notice  of  ap- 
pearance and  request  for  hearing,  a  sub- 
mission of  data,  information,  and  analy- 
ses to  justify  a  hearing,  other  comments, 
and  a  grant  or  denial  of  hearing  are  con- 
tained in  21  CFR  314.20. 

The  failure  of  the  applicant  to  file  a 
timely  written  appearance  and  request 
for  liearing  as  required  by  21  CFR  314.- 
200  constitutes  an  election  not  to  avail 
himself  of  the  opportunity  for  a  hear- 
ing, and  the  Director  of  the  Bureau  of 
Drugs  will  summarily  enter  a  final  order 
refusing  to  approve  the  application. 

A  request  for  a  hearing  may  not  rest 
upon  mere  allegations  or  denials,  but 
must  set  forth  specific  facts  showing  that 
tliere  is  a  genuine  and  substantial  issue 
of  fact  that  requires  a  hearing.  If  it  con- 
clusively appears  from  the  face  of  the 
data,  information,  and  factual  analyses 
in  the  request  for  the  hearing  that  there 
is  no  genuine  and  substantial  issue  of 
fact  that  precludes  the  refusal  to  approve 
the  application,  or  when  a  request  for 
hearing  is  not  made  in  the  required  for- 
mat or  with  the  required  analyses,  the 
Commissioner  of  Food  and  Drugs  will 
enter  summary  judgment  against  the 
person  who  requests  the  hearing,  making 
findings  and  conclusions,  denying  a 
iiearing. 

All  submissions  pursuant  to  this  notice 
shall  be  filed  in  quintuplicate  with  the 
Hearing  Clerk,  Food  and  Drug  Adminis- 
tration. 
AH  submissions  pursuant  to  this  notice, 
except  for  data  and  Information  pro- 
hibited from  public  disclosure  pursuant 
to  21  U.S.C.  331 1  j  1  or  18  U.S.C.  1905,  may 
be  seen  In  the  office  of  the  Hearing  Clerk 
between  the  hours  of  9  a.m.  and  4  p.m.. 
Monday  through  Friday. 

This  notice  is  Issued  under  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (sec.  505, 
52  Stat.  1052-1053.  as  amended  (21  U.S.C. 
355)  >,  and  under  authority  delegated  to 
the  Director  of  the  Bureau  of  Drugs  (21 


CFR  5.82)  (recodification  published  in 
the  Federal  Register  of  March  22.  1977 
(42  FR  15553)  ). 

Dated;  Jime  3,  1977. 

J.  Richard  Crout. 
Director,  Bureau  of  Drugs. 

|PR  Doc.77-16231  PUed  6-9-77;8:45  am] 


Health  Resources  Administration 

DESIGNATION   OF   HEALTH   SERVICE 
AREA 

Application  Information 

Section  1511  of  the  Public  Health 
Service  Act,  as  added  by  the  National 
Health  Planning  and  Resources  Develop- 
ment Act  of  1974  (Pub  L.  93-641.  Janu- 
ary 4,  1975.1 ,  requires  the  establishment 
of  health  service  areas  throughout  the 
United  States.  On  January  21.  1975,  in 
accordance  with  section  1511(b) 'li  of 
the  Act,  the  Secretary  of  Health.  Edu- 
cation, and  Welfare  notified  the  Gov- 
ernors of  the  States,  the  Commonwealth 
of  Puerto  Rico,  and  the  Mayor  of  the 
District  of  Columbia  of  the  initiation  of 
proceedings  to  establisli  health  senice 
areas.  Health  service  areas  were  then 
designated  in  response  to  the  health 
service  area  designation  plans  submitted 
by  the  Governors,  and  a  listing  was  pub- 
lished as  a  Notice  in  the  Federal  Regis- 
ter of  September  2,  1975  t40  FR  40306- 
40315).  Later  correction  notices  also 
were  published  in  the  Federal  Register 
of  January  5.  1976  i41  FR  804-805 '  :  and 
July  29,  1976  <41  FR  31600 ^ 

Pursuant  to  section  1536  of  the  Act. 
certain  States  (District  of  Columbia 
Rhode  Island  and  Hawaii )  as  well  as  the 
Virgin  Islands.  Guam,  the  Trust  Teni- 
tories  of  the  Pacific  Islands,  and  Ameri- 
can Samoa  do  not  have  health  sernce 
areas  established  within  them  or  health 
systems  agencies  designated  for  them. 
Delaware  applied  for  exemption  under 
section  1536  of  the  Act  but  was  found 
ineligible.  The  Governor  of  Delaware  was 
requested  to  designate  health  service  area 
boundaries  within  the  State. 

The  health  service  area  boundaries 
^submitted  by  the  Governor  of  Delaware 
Have  been  reviewed  and  approved  by  the 
secretary.  Accordingly,  pursuant  to  the 
requirement  of  section  1511(b)  (3  i  of  the 
Act,  the  state  of  Delaware  shall  consti- 
tute, upon  this  publication  in  the  Federal 
Register,  a  single  healtli  service  area  for 
the  State. 

In  addition,  notice  is  hereby  given  that 
application  materials  are  available  in 
DHEW  Regional  Office  III  for  entities  in- 
terested in  applying  for  designation  as 
the  health  systems  agency  ( HSA  >  for 
Delaware.  Tliis  health  systems  agency 
will  be  responsible  for  health  planning 
for  the  health  service  area,  and  the  pro- 
motion of  the  development  of  health 
services,  manpower,  and  facilities  which 
meet  identified  needs,  reduce  documented 
inefficiencies,  and  implement  the  health 
plans  of  the  agency. 

Those  entities  interested  in  applying 
for  designation  must  file  a  letter  of  In- 
tent to  apply  for  such  designation  with 


DHEW  Regional  Office  HI  by  June  24. 
1977,  and  an  application  by  July  25.  1977. 

Application  materials  and  further  in- 
formation may  be  obtained  from  the  Re- 
gional Health  Administrator.  DHEW  Re- 
gional Office  III.  P.O.  Box  13716.  Phila- 
delphia. Pennsylvania  19108. 

Once  the  health  systems  agency  is  de- 
signated, it  will  be  entitled  to  receive  a 
planning  grant  under  section  1516  of  the 
Act.  The  amount  of  the  planning  grant 
will  be  determined  in  accordance  with  a 
formula  set  forth  in  the  regulations  gov- 
erning this  program  (42  CFR  Part  122. 
Subpart  C  > .  and  will  be  based,  in  part, 
upon  a  determination  by  the  Secretary 
of  the  population  of  the  health  service 
area.  Section  122.205  of  the  governing 
regulations  provides  that  the  Secretary 
will  determine  the  populations  of  such 
areas  based  upon  the  latest  available  es- 
tmiate  from  the  Department  of  Com- 
merce and  will  publish  annually  in  the 
Feder.al  Register  a  fist  of  all  health  serv- 
ice areas  and  their  populations. 

Dated:  June  3.  1977. 

James   A.  Walsh. 
Acting  Deputy  Administrator, 
Health  Resources  Administration. 

[PR  Doc. 77-16460  Piled  6-9-77:8:45  am) 


DRAFT  GUIDELINES   FOR  THE   DEVELOP- 
MENT OF  THE  STATE  HEALTH  PLAN 

Availability 

Notice  is  hereby  given  that  DHEW 
regional  offices  have  available  for  dis- 
tribution to  the  public  "Draft  Guide- 
lines for  the  Development  of  the  State 
Health  Plan"  on  which  the  Department 
is  seeking  comments  during  a  45 -day 
comment  period.  Final  guidelines  will 
be  developed  based  upon  comments  re- 
ceived on  the  draft  guidelines. 

The  National  Health  Planning  and 
Resources  Development  Act  of  1974 
(Pub.  L.  93-641'  established  a  system 
of  areawide  and  State  health  planning 
agencies  to  provide  effective  health 
planning,  and  to  guide  tlie  development 
of  health  resources.  Health  systems 
agencies  and  State  health  planning  and 
development  agencies  have  been  estab- 
lished for  the  purpose  of  improving  the 
health  of  the  residents,  increasing  the 
accessibility,  acceptabihty.  continuity 
and  quality  of  health  services  provided 
to  them,  restraining  increases  in  the  cost 
of  providing  health  services,  and  pre- 
venting unnecessary  duplication  of 
health  resources.  The  development  of 
a  prelmiinary  State  health  plan,  made 
up  of  the  health  systems  plans  of  health 
systems  agencies,  by  the  State  Agency, 
and  tlie  establishment  of  a  State  health 
plan  by  the  Statewide  Health  Coordi- 
nating Council,  is  fundamental  to  the 
accomplishment  of  this  purpose.  The 
State  health  plan  will  also  be  the  basis 
for  the  performance  of  the  State  Agency 
function  described  in  sections  1523  and 
1524  of  the  Act.  The  draft  guidelines, 
for  which  comments  are  solicited,  are 
the  guidelines  for  the  development  of  a 
preliminary  State  health  plan  required 
by  section   1523'a)(2>    of  the  Act.  and 


NOTICES 

for  tlie  establishment  of  a  State  health 
plan  pursuant  to  section  1524(2>'A)  of 
the  Act. 

Comments  or  suggestions  for  improve- 
ment of  the  draft  guidelines  should  be 
sent  to:  Bureau  of  Health  Planning  and 
Resources  Development.  Division  of 
Planning  Methods  and  Technology.  Fed- 
eral Center  Building  No.  2.  Prince  George 
Center,  Room  5-22.  3700  East  West  High- 
way. Hyattsville.  Mao'land  20782  Cop- 
ies'of  the  "Draft  Guidelines  for  the  De- 
velopment of  the  State  Health  Plan"  may 
be  obtained  through  the  DHEW  regional 
offices  as  listed  below : 
DREW  Regional   Office  I.  John  P.  Kennedy 

Federal    Building,    Boston.    Massachusetts 

02203 
DHEW  Regional  Office  II.  26  Federal  Plaza, 

New  York.  New  Yorlc  10007 
DHEW   Regional    Office   III.   P.O.   Box    13716. 

Philadelphia.  Pennsylvania  19108 
DHEW  Regional  Office  IV.  50  Seventh  Street, 

N.E..  .Atlanta.  (Georgia  30323 
DHEW  Regional  Office  V.  300  South  Wacker 

Drive.  Chicago.  Illinois  60606 
DHEW  Regional  Office  VI,  1200  Main  Tower. 

Dallas.  Texas  75202 
DHEW    Regional    Office    VII.    601    East    12th 

Street.  Kansas  City,  Missouri  64106 
DHEW  Regional  Office  VIII.  2017  Federal  Of- 
fice Building.  Denver.  Colorado  80294 
DHEW  Regional  Office  IX.  50  Pulton  Street. 

San  Francisco.  California  94102 
DHEW  Regional  Office  X.   1321   Second  Ave- 
nue.   Arcade    Plaza.    Seattle.    Washington 

98101 

Dated:  June  3.  1977. 

James  A.  Walsh. 
Acting  Deputy  Administrator. 
Health  Resources  Administration. 
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Both  meetings  will  be  open  to  the 
public. 

Further  information  on  these  meet- 
ings may  be  obtained  from  Tony  Imler  in 
Washington.  DC.  (202'  472-3026  or 
from  Bob  Fouts  in  San  Francisco  (415' 
556-2246. 

Dated:  June  8.  1977. 

SUSANNE  STOIBER. 

Project  Coordinator. 
iFR  Dof  77   16746  Piled  6  9  77.8:45  am] 


Office  of  the  Secretary 

ADVISORY   COMMITTEE   ON   NATIONAL 
HEALTH   INSURANCE  ISSUES 

Amendment;  Meetings 

Notice  of  the  establishment  of  the  Ad- 
visory Committee  on  National  Health  In- 
surance Issues  was  published  in  the  April 
21.  1977.  Federal  Register  (Vol.  42,  No. 
77.  Pages  20675  and  20676) , 

Pursuant  to  Pub.  L.  92-463.  notice  is 
hereby  given  of  one  meeting  of  the  Ad- 
visory Committee  to  be  held  on  Friday, 
June  17,  1977,  and  another  on  Saturday, 
June  18,  1977. 

The  June  17  meeting  will  be  held  in 
Los  Angeles.  California,  from  11  00  a.m. 
to  12:30  p.m.  and  from  3:00  p.m.  to  5:30 
p.m.  at  the  Los  Angeles  County-Uni- 
versity of  Southern  California  Medical 
Center,  Unit  I.  Room  1602.  1200  N.  State 
Street,  Los  Angeles.  California.  Tlie 
agenda  v>-ill  include  discussion  of  the 
problems  of  the  urban  poor  and  public 
hospitals. 

The  June  18  meeting  will  be  held  in 
Oakland.  California,  from  11:00  am.  to 
12:30  p.m.  at  the  Kaiser  Building.  Kaiser 
Center.  300  Lakeside  Drive.  Oakland. 
California,  and  from  2:00  p.m.  to  5:30 
p.m.  at  the  San  Franciscan  Hotel.  1231 
Market  Street,  San  Francisco,  California. 
Agenda  items  will  include  health  main- 
tenance organlzaticwis,  preventive  .serv- 
ices, and  consumer  participation. 


National  Institutes  of  Health 

BOARD     OF     SCIENTIFIC     COUNSELORS, 
NICHD 

Meeting 

Pursuant  to  Public  Law  92-463.  notice 
is  hereby  given  of  the  meeting  of  the 
Board  of  Scientific  Counselors.  National 
Institute  of  Child  Health  and-  Human 
Development.  July  11-13.  1977.  in  Build- 
ing 31,  Room  2A-50  and  Building  10. 
Room  lOD-49.  This  meeting  will  be  open 
to  the  public  from  10 :00  a.m.  to  3 :00  p.m. 
July  11.  12.  and  13  in  Building  10.  Room 
lOD-49  for  the  review  of  the  NICHD  In- 
tramural Research  Programs.  Attend- 
ance by  the  public  will  be  limited  to  space 
available. 

In  accordance  with  the  provisions  set 
forth  in  Section  552b(C'  (6',  Title  5,  U.S. 
Code  and  Section  10' d*  of  Pub.  L.  92- 
463.  the  meeting  will  be  closed  to  the 
public  from  3:00  to  5:00  p.m.  on  July  11, 
12.  and  13  in  Building  31,  Room  2A-50  for 
the  review,  discussion,  and  evaluation  of 
individual  programs  and  projects  con- 
ducted by  the  National  Institutes  of 
Health,  NICHD.  including  consideration 
of  personnel  qualifications  and  perform- 
ance, and  the  competence  of  individual 
investigators,  the  disclosure  of  which 
would  constitute  a  clearly  imwarranted 
invasion  of  personal  privacy. 

Mrs.  Marjorie  Neff.  Committee  Man- 
agement Officer.  NICHD,  Building  31. 
Room  2A-04,  National  Institutes  of 
Health.  Bethesda.  Maryland,  Area  Code 
301.  496-1848,  will  provide  a  summary  of 
the  meeting  and  a  roster  of  committee 
members.  Dr.  James  Sidbury,  Scientific 
Director,  NICHD,  Building  31,  Room  2A- 
50,  National  Institutes  of  Health,  Be- 
thesda. Marj'land.  Area  Code  301.  496- 
2133.  will  furnish  substantive  progiSin 
information. 

Dated:  June  9. 1977. 

Suzanne  L.  Fremeau. 
Committee  Management  Officer. 
National   Institutes  of  Health. 
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CANCER   CONTROL   AND   REHABILITA- 
TION  ADVISORY   COMMTTEE 

Meeting 

Pursuant  to  Public  Law  92-463.  notice 
is  hereby  given  of  the  meeting  of  the 
Cancer  Control  and  Rehabilitation  Ad- 
visory Committee.  National  Cancer  In- 
stitute. July  15,  1977,  National  Institute* 
of  Health.  Blair  Building,  Conference 
Room  110. 
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NOTICES 


The  er.iire  meeting  will  be  open  to  the 

public  from  9  am  to  adjournment  on 
July  15,  1977,  to  discuss  FY  1978  Pro- 
gram Plarus,  Attendance  by  the  public 
will  be  Umlt*^  to  space  available. 

Mrs,  Marjone  F  Early,  Committee 
Management  Officer.  NCI.  BuUdlng  31, 
Room  4B-43,  National  Institutes  of 
Health,  Bethesda,  Mar>land  20014  i301- 
496-5708' ,  will  furnish  summaries  of  the 
meeting  and  rosters  of  the  conimlttee 
members 

Dr,  Veronica  L.  Conley.  Executive  Sec- 
reUrj-,  Blair  Building,  Room  7A07.  Na- 
tional Institutes  of  Health.  Bethesda. 
Mar>'land  20014  '  301-427-7941' ,  will  fur- 
nish substantive  program  Information. 

Dated:  June  3,  1977, 

StTZANNE    L.    FRIMEAC. 

Committee  Management  Officer. 
Saiional  Institutes  of  Health, 
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CANCER  CENTER  SUPPORT  GRANT 
REVIEW  COMMITTEE 

Meeting 

Pursuant  to  Public  Law  92-463.  notice 
Is  hereby  given  of  the  meeting  of  the 
Cancer  Center  Support  Grant  Review 
Committee.  National  Cancer  Institute, 
July  15-16.  1977,  Building  31A,  Confer- 
ence Room  4,  National  Institutes  of 
Health  This  meeting  will  be  open  to  the 
public  on  July  15,  1977,  from  8:30  ajn. 
to  10  a.m.  to  consider  minutes  of  the  last 
meeting,  future  meeting  dates,  and  other 
information  items.  Attendance  by  the 
public  will  be  limited  to  space  available. 

In  accordance  with  the  provisions  set 
forth  In  Sections  552b<cM4)  and  552b 
(ci'6'.  Title  5.  US,  Code  and  Section 
10<d'  of  Pub.  L.  92-463.  the  meeting  will 
be  coLsed  to  the  public  on  July  15,  1977. 
from  10  am.  to  5  p.m..  and  on  July  16 
from  8:30  a.m.  to  adjournment,  for  the 
review,  di.scu,s6ion.  and  evaluation  of  in- 
dividual grant  applications.  These  appli- 
cations and  the  discu.'^sions  could  reveal 
confidential  trade  secrets  or  commercial 
porperty  such  as  patentable  material  and 
personal  Infromation  concerning  indi- 
viduals associated  with  the  applications. 

Mrs.  Marjorie  F.  Early.  Committee 
Management  Officer.  National  Cancer 
Institute.  Building  31,  Room  4B43,  Na- 
tional Institutes  of  Health,  Bethesda, 
Maryland  20014  '  301-496-5708  > ,  will  pro- 
vide summaries  of  the  meeting  and 
rosters  of  committee  members. 

Dr.  Robert  L,  Mannmg,  Executive 
SecreUr>-,  National  Cancer  Institute. 
Westwood  Buildinc:.  Room  803.  National 
Institutes  of  Health.  Bethesda,  Marj-land 
20014  '301-496-7721',  will  funiLsh  sub- 
stantive program  information 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No  13  314.  National  In.>;titutes  ot 
Uealtti. 

Dated   June  3,  1977 

Sr7J^^■NE  L.  Freme.m'. 
Committee  Management  Officer. 

National  Institutei  of  Health. 
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ALLERGY   AND   IMMUNOLOGY 
RESEARCH   COMMITTEE 

Meeting 

Pursuant  to  Public  Law  92-463,  notice 
is  hereby  given  of  the  meeting  of  the  Al- 
lergy and  Immunology  Research  Com- 
mittee. National  Institute  of  Allergy  and 
Infectious  Diseases  on  July  26,  1977,  at 
the  National  Institutes  of  Health,  Build- 
ing 31C.  Conference  Room  8,  Bethesda, 
Maryland. 

This  meeting  will  be  open  to  the  public 
from  9  a.m.  to  10  a.m.  on  July  26  to  dis- 
cuss program  policies  and  Issues,  Attend- 
ance by  the  public  will  be  limited  to  space 
available. 

In  accordance  with  the  provisions  set 
forth  In  Sections  552b(c)(4)  and  552b 
(ci<6',  Title  5.  U.S.  Code  and  Section 
lO'd)  of  Pub.  L.  92-463.  the  meeting  of 
the  Committee  will  be  closed  to  the  pub- 
lic from  10  ajn.  to  adjournment  on 
July  26  for  the  review,  discussion,  and 
evaluation  of  individual  contract  pro- 
posals. These  proposals  and  discussions 
could  reveal  confidential  trade  secrets 
or  commercial  property  such  as  patent- 
able material,  and  personal  information 
concering  individuals  associated  with 
the  proposals. 

Mr.  Robert  L.  Schreiber.  Chief,  Office 
of  Research  Reporting  and  Public  Re- 
sponse. NIAID,  Building  31,  Room  7A32, 
National  Institutes  of  Health,  Bethesda, 
Marjiand  20014.  telephone  301-496-5717, 
will  provide  summaries  of  the  meeting, 
and  rosters  of  the  Committee  members. 

Dr.  Luz  A.  Froehllch.  Executive  Secre- 
tary. Allergy  and  Immunology  Research 
Committee,  NIAID.  NIH,  Westwood 
BuUding.  Room  703.  telephone  301-496- 
7131,  will  provide  substantive  program 
information. 

( Catalog  of  Federal  Domeatlc  Assistance  Pro- 
gram No  13  865,  National  Institutes  of 
Health  I 

Dated    June  3.  1977. 

SuzannbL.  Fremeatt. 
Committee  Management  Officer, 
National  Institutes  of  Health. 
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Building.  Room  919,  Bethesda,  Maryland 
20014,  telephone  301-496-7181. 

(Catalog  of  Federal  Dcmes^Ttr  .Assl.sTance  Pro- 
gram 13-869.  Pharmacology-Toxicology  Pro- 
gram, National  In.stitute  of  General  Medical 
Sciences.  National  In.stltutes  of  Healtti,  ajid 
13.866,  Extramural  and  Collaborative  Be- 
Be&rch  Program.  National  Institute  on  Aging, 
National  Instlt^utes  of  Health, ) 

Dated:  June  3.  1977. 

Suzanne  L.  Fremeau, 
Committee  Managem.ent  Officer. 
National  Institutes  of  Health. 
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WORKSHOP  ON   PHARMACOLOGY 
AND  AGING 

Meeting 

Notice  is  hereby  given  of  the  Workshop 
on  Pharmacology  and  Aging  to  be  spon- 
sored by  the  National  Institute  on  Aging 
and  the  National  Institute  of  General 
Medical  Sciences,  September  15-16,  1977. 
National  Institutes  of  Health,  Building 
31C.  Conference  Room  7.  Bethesda, 
Maryland,  at  9  a.m.  on  September  15  and 
8  30  a  m  on  September  16. 

This  workshop  wUl  be  opened  to  the 
public  on  September  15  and  16.  The  pur- 
pose of  this  workshop  is  to  assess  the 
status  of  research  in  pharamcology  and 
aging  and  to  point  out  new  directions. 

Substantive  program  information  may 
be  obtained  from  Dr.  Sara  A.  Gardner, 
Progriun  Administrator.  Pharmacology- 
Toxicolog\'  Program,  National  Institute 
of  General  Medical  Sciences,  Westwood 


Pharmaceutical  Reimburserr.ent  Board 

AMPICILLIN 

Pinal  Maximum  Allowable  Cost 
Determinations 

Correction 

In  FR  Doc.  77-14859.  appearing  at 
page  27306  tn  the  issue  for  Friday. 
May  27,  1977,  make  the  following 
changes: 

1.  On  page  27306.  In  tlie  7th  line  of 
the  second  paragraph  of  the  middle 
column,  the  4th  word  should  be  'iarge". 
Instead  of  "larger". 

2.  On  page  27307,  In  the  first  column, 
in  paragraph  number  "6.".  tlie  5th  word 
of  the  3rd  hne  should  be  "on",  instead 
of  "of. 

3.  In  the  second  column  on  page  27307. 
the  effective  date  line  should  read  "The 
effective  date  of  these  MACs  is  June  27, 
1977". 


Public  Health  Service 

Health  Resources  Administration 

DISTRICT    OF    COLUMBIA    MEDICAL    FA 
CILTTIES  CONSTRUCTION  ACT 

Solicitation  of  Applications 

Notice  Ls  hereby  given  that  the  Depart- 
ment of  Health,  Education,  and  Welfare 
Is  soliciting  application  for  $2  million 
tn  grant  fimds  remaining  unobligated 
under  the  District  of  Columbia  Medical 
Facilities  Construction  Act  of  1968  (Pub 
L.  90-4571.  Under  section  2  of  that 
Act,  these  grant  funds  are  available: 
to  assist  In  meeting  the  cost  of  projects 
for  the  modernization  of  public  or  non- 
profit private  hospitals  and  in  meeting  the 
cost  of  projects  for  the  con.structlon  or 
modernteatlon  of  public  health  centers. 
long-term  care  facilities.  Including  extended 
care  facilities,  diagnostic  or  treatment  cen- 
ters, rehablllt.ati()n  facilities,  facilities  for 
the  mentally  retarded,  and  community  men- 
tal health  centers  In  the  District  of  Colum- 
bia. 

Apphcation  forms  may  be  obtained 
from  the  Regional  Health  Administra- 
tor, attention:  Division  of  Health  Re- 
sources Development.  Health  Facilities 
Branch.  Room  11200  Gateway  Building. 
HEW  Regional  Office.  P.O.  Box  13716. 
Philadelphia.  Pennsylvania,  19101.  This 
office  wiU  provide  complete  instruction.^ 
for  applying,  the  criteria  to  be  used  by 
HEW  in  determining  the  order  in  which 
applications  will  be  approved,  and  other 
applicable  information 
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An  application  for  these  grant  funds 
will  not  be  approved  until  the  Metropoli- 
tan Washington  Council  of  Governments 
has  been  given  an  opportunity  to  re- 
view the  application,  and  the  Depart- 
ment of  Human  Resources  iDHR'  of 
the  government  of  the  District  of  Colum- 
bia has  approved  the  application  isee 
section  4idi  of  the  Act). 

While  the  DHR  wiU  determine  tlie 
priority  order  of  applications  within 
each  category  of  projects  'e.g.,  hos- 
pital modernization,  long-term  care 
facility  constructon  i .  HEW  will  deter- 
mine the  priority  to  be  accorded  each 
category  of  projects.  HEW  will  use  the 
following  criteria  for  this  purpose:  <1> 
the  extent  to  which  the  project  ranked 
highest  within  each  category  will  pro- 
vide services  to  residents  of  poverty 
areas,  and  i2i  the  potential  of  the  proj- 
ect ranked  highest  within  each  cate- 
gory for  reducing  acute  inpatient  utiliza- 
tion through  the  development  of  outpa- 
tient, long-term  care,  or  rehabilitative 
services. 

It  will  be  necessary  for  a  prospective 
applicant  to  file  a  letter  of  intent  to  ap- 
ply with  the  HEW  regional  office  on  or 
before  July  11,  1977,  indicating  the  type 
of  project  for  which  funding  will  be 
sought.  Only  applications  received  pur- 
suant to  a  letter  of  intent  received  with- 
in this  period  will  be  considered  for  these 
grant  funds. 

Dated  June  3.  1977. 

J.\MES  A.  Walsh, 
Acting  Deputy  Administrator. 
Health  Resources  Administration. 

[FR  Doc  77-16462  FUed  6-9-77:8  :45  am] 

DEPARTMENT  OF   HOUSING  AND 
URBAN    DEVELOPMENT 

Office  of  Interstate  Land  Sales  Registration 

[OILSR  No.  O-04329-02-3O5;  Docket  N-77- 
778;  Land  Sales  Enforcement  Division  No. 
76-329] 

HUALAPAI    HIGHLANDS   AND   RANCHO 
ESCALANTE   CATTLE   CO. 

Proceedings  and  Opportunity  for  Hearing 

In  the  matter  of  Hualapai  Highlands. 
Mohave  County.  Arizona,  Rancho  Es- 
calante  Cattle  Company,  and  Danny 
OKeefe,  president,  respondent. 

Notice  is  hereby  given  that  on  or  about 
October  30,  1976.  the  Department  of 
Housing  ^id  Zurban  Development,  Office 
of  Interstate  Land  Sales  Registration,  at- 
tempted to  serve  upon  the  Respondent  at 
Its    last    known    mailing     address,     '"o 


OKeefe  Oil  Company.  5356  E  Valley 
Vista  Road.  Phoenix,  Arizona  85018,  a 
Notice  of  Proceedings  and  Opportunity 
for  Hearing.  Service  was  not  achieved 
because  no  agent  or  officer  of  Rancho  Es- 
calante  Cattle  Company  could  be  located 
at  said  address.  Therefore,  pursuant  to 
15  use.  1706'd'.  24  CFR  1710.45'b)  (1) 
and  24  CFR  1710.125.  this  Notice  of  Pro- 
ceedings and  Opportunity  for  Hearing  is 
published  as  follows: 

I.  The  Secretary's  public  files  disclose 
that: 

A.  The  Respondent.  Rancho  Escalante 
Cattle  Company,  is  a  corporation  or- 
ganized imder  the  laws  of  the  State  of 
Arizona. 

B.  Danny  OKeefe  is  the  President  of 
the  Respondent  corporation. 

C.  The  mailing  address  of  the  last 
known  principal  place  of  business  of  the 
Respondent  is  c  o  O'Keefe  Oil  Com- 
pany, 5356  E.  Valley  Vista  Road,  Phoenix, 
Arizona  85108. 

D.  Respondent  filed  a  Statement  of 
Record  and  a  Property  Report  for  Hua- 
lapai Highlands,  located  in  Mohave 
County,  Arizona,  which  became  effective 
on  November  28,  1975,  and  which  re- 
mains in  effect, 

E.  The  Statement  of  Record  and  Prop- 
erty Report  pertaining  to  the  said  sub- 
division include  luitrue  statements  of 
material  fact  and  omit  to  state  material 
facts  required  to  be  stated  therein  and 
which  are  neces.sary  to  make  the  state- 
ments therein  true  and  correct.  Pursu- 
ant to  24  CFR  Section  1710.105  Part  I  C  2 
of  the  Statement  of  Record  and  24  CFR 
Section  1710.110.  Part  D  of  the  Property 
Report,  the  Respondent  has  failed  to 
disclo.se  that  on  July  22,  1976,  the  State 
of  Arizona  suspended  its  approval  for 
the  sale  of  lots  in  Hualapai  Highlands. 

II.  In  view  of  the  allegations  shown 
in  Part  I  above,  the  Secretary  will  pro- 
vide an  opportunity  for  a  public  hearing 
in  order  that  it  can  be  determined : 

A.  Whether  thase  allegations  are  true 
and,  in  connection  therewith,  to  afford 
the  Respondent  an  opportunity  to  estab- 
lish adequate  defenses  to  such  allega- 
tions, and 

B.  Whether  remedial  action  is  appro- 
priate in  the  public  interest  and  for  the 
protection  of  purchasers  pursuant  to  the 
provisions  of  the  Interstate  Land  Sales 
Full  Disclosure  Act. 

III.  If  the  Respondent  desires  a  hear- 
ing he  must  file  a  notice  of  desire  for 
a  hearing  accompanied  by  an  answer 
within  15  days  after  services  of  this  No- 
tice of  Proceedings.  Respondent  is  noti- 
fied that  if  it  .shall  fail  to  file  a  response 
pursuant  to  24  CFR  1710.140  and  1720.- 


145  within  15  days  after  service  of  this 
Notice  of  Proceedings,  Respondent  shall 
be  deemed  to  be  in  default,  and  the 
proceedings  be  assumed  to  be  true,  and 
an  Order  suspending  the  Statement  of 
Record  will  be  entered.  The  said  Order 
shall  remain  in  effect  until  such  time 
as  the  Statement  of  Record  and  tlie 
Property  Report  have  been  amended  in 
accordance  therewith,  and  thereupon 
the  Order  shall  cease  to  be  in  effect. 

IV.  Any  request  for  hearing,  answer, 
motion,  amendment  to  pleadings,  offer 
of  settlement,  or  corresp>ondence  for- 
warded during  the  pendency  of  this  pro- 
ceeding shall  be  filed  with  the  General 
Counsel's  Clerk  for  Administrative  Pro- 
ceedings, Room  10278,  HUD  Building. 
451  Seventh  Street  SW.,  Washington. 
DC.  20410.  All  such  papers  shall  be 
clearly  identified  according  to  the  type 
of  matter  and  the  docket  number  as  set 
forth  in  this  Notice  of  Proceedings. 

V.  Upon  timely  request  of  the  Re- 
spondent a  public  hearing  shall  be  held 
for  the  purpose  of  taking  evidence  on  the 
allegations  set  forth  herein,  such  hear- 
ing to  be  held  before  Administrative  Law 
Judge  James  W.  Mast,  or  before  such 
other  Administrative  Law  Judge  as 
might  be  designated,  in  Room  7146.  HUD 
Building.  451  Seventh  Street  SW..  Wash- 
ington. D.C,  20410,  at  10  a,m.  on  the  30th 
day  after  receipt  of  the  answer  or  at  such 
other  time  as  may  be  fixed  by  further 
order. 

This  Notice  of  Proceedings  shall  be 
served  on  the  Respondent  pursuant  to 
44  use.  1508, 

Lssued  at  Washington,  DC,  May  24, 
1977. 

Alan  J.  Kappeler, 
Acting   Deputy   Assistant    Sec- 
retary for  Regulatory  Func- 
tions. 
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DEPARTMENT  OF  THE   INTERIOR 

Fish  and  Wildlife  Service 

ENDANGERED   SPECIES    PERMIT 

Receipt  of  Application 

Notice  is  hereby  given  that  the  follow- 
ing application  for  a  permit  is  deemed  to 
have  been  received  under  section  10  of 
the  Endangered  Species  Act  of  1973 
'P.  L.  93-2051. 

4ppHcant:  Charles  O.  Mlnckley,  Depart- 
meiit  of  Biology.  Museum  of  Northern  Ari- 
zona, Route  4.  Box  720.  FlagstaflT,  Arizona 
86001. 
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Charles  0.  Kir.ckley 
Oepartment  of  Siolofy 
S^useura  of  Korthern  Arizona 
Route  U,    Box  72C 
Fla£Staff,   Arizona  SiOCl 
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OCCUPATIOM 

Research  Associate 


*JWY  auS>NeU.  AC£hC*,  oh  IW»TiTUTiONAL  ArFlL'ATtON  HAVING 
TO  00  WTV  TMC  •tLOLirt  TO  ftC  COVCRCO  WT  TH*i  U'CCMSC   Pe**«1 

Departmer.t  of  Biolofy 
y:useu.-n  of  northern  Arizona 
Route  U,    Box  720 
Flagstaff,  Arizona  eCCCl 


t      UOCATlOM  «»^E*»C  PRO»»OSC0  ACTIVITY  IS  TO  OC  COwOuCTtO 

Colorado  Kiver  and  its  tributaries 
rrom  Lees  Ferry  to  Pierces  Ferry 
'.Crand  Canyon  National  Park).   Area 
'.o  te  collected  is  totally  in  Ariz- 
'  r.a.  Propafation  at  Willo'.v  Beach 
f fH  or  Forest  Hydrclofy  Lab.  in  AZ . , 
or  Dexter  KFH  in  I'ew  Kexico. 


CCRTif  lED  CM£CK  OR  UOWCV  OROCR  Ut  •M/ic*sl#f  •AvAacC  TO 
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i.    BM't*    0€^»|PTlOW  OF  ACTIVITY  FOR  AHiCM  RCOOCSTCO  UCtNjC 

Co^.ejiion  of  the  humpback  chub, 
Gila  cypha,  for  propagation  purposes 
and  to  collect  scientific  information 
on  this  species  by  direct  observa- 
tion within  their  natural  habitat 
and  by  capture  and  release  of  live 
fish. 
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7.   OO  VOU  »<OL0  AMr  CUM(ICMT1.V  VAL<0  FEOERlL^lSM  AMO 
WIUOClFC  LtCtNlC  on  PCW4ITT  □  VCi         Xu  *<0 


•u    if  RCOUIRCD  av  AMY  STATE  OA  rGAE>0*«  COvERNMEj^r.  QO  VOU 
HAVE  T*4t,R  APPROVAL  TO  CONDUCT  ,V«E  ACTIVITY  vfti 

p«o«»e»  Ct  ^«»  Aj5  f^ 

Applicaticrio  are  currently  ceir.f  mad? 
to  Arizona  Came  and  Fish  and  the 
National  Park  Service. 


»0.    DESiReO  CFFCCTIVE 


1  July  1977 


n.  DURATIO.  nec&c^o 


3  years 
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CEITIFICATIDII 

I  HERtST  CERTIFY  THf  I  HAVE  «t*D  »H0  »«  FA«ILJA»  WIIX  T>iE  RECULATIOS  COMTAiMfO  W  TITLE  SO.  PART  11.  Of  THE  CODE  Of  FtOCRAL 
RtOULATlOWi  AMD  THE  OTNER  APPLICABLE  PARTi  IH  iUOCHAPIER  t  OF  CHAPTER  I  Of  TITLE  SO.  AHD  I  FURTHER  CERTIFT  THAT  THE  PNf  OR. 
liTlOH  WBRITTEO  IH  THIS  APPLICAIRH  FOR  A  LiCERSt  PERRIT  IS  CDrPLETE  anO  ACCURATE  TO  THE  BEST  OF  Mr  Kf.Cm.EOGE  AHD  BELIEF. 
I  UROfRSTAHO  THAI  ART  FALSE  ST4TE«EN7  HEREIN  HAT  SUBJECT  »E  TO  T>IE  C»H11.-.A1.  Ptl«LTIES  Of^ll  UJX.  lOOK ^ 

"'oATt 


^iJ/^^^  ^f.Ti 


1.  Twenty  (20)  EiduU  and  forty  (40)  juv-;-- 
nlle  humpback  chubs,  (Gxla  cypha).  to  be 
collected  by  gUl  nets,  seines,  and  by  hook, 
and  line.  Purpose  of  collection  Is  for  propa- 
patlon  purposes.  Permission  Is  also  request- 
ed to  make  observations  on  this  species  by 
direct  observation  within  their  natural  habi- 
tat and  by  capture  and  release  of  live  fi-sh 

2.  This  species  Is  to  be  collected  from  the 
Colorado  River  and  Its  tributaries  wlthm 
Grand  Canyon  National  Park  with  the  most 
Intensive  collecting  effort  being  expended  at 
the  Little  Colorado  River.  In  the  vicinity  of 
the  mouth. 

3  No  previous  attempts  have  been  made 
by  the  applicant  to  capture  this  species  In 
Grand  Canyon  for  propagation  purposes  or 
for  scientific  study. 

4  The  purpose  of  this  permit  request  is  to 
remove  alive  adult  and  Juvenile  humpback 
chubs  for  propagation  purposes.  It  also  re- 
quests that  observational  studies,  both  by 
collection  and  release  of  live  flsh  and  by  di- 
rect observation  within  their  natural  habitat, 
be  granted  to  obtain  behavioral  Information 
on  this  8pe<!e?    Specimens  removed  for  prop- 


at  tun  purposes  wlU  be  placed  at.  In  order 
of  preference.  Willow  Betich  Natlona,!  Pish 
Hatchery,  Willow  Beach,  Arizona:  Dexter  Na- 
tional Fish  Hatchery,  Dexter,  New  Mexico; 
or  at  the  Forest  Hydrology  Laboratory  at  Ari- 
zona State  University,  Tempe,  Arizona. 

The  relatively  large  number  of  specimens 
re<}  lested  is  to  insure  survival  of  a  brood 
stock  as  well  as  to  Insure  that  tin  appropriate 
nu.Tiber  of  each  sex  are  taken.  If  the  number 
ri'quested  Is  granted,  I  feel  that  a  healthy 
brood  stock  would  be  secured.  Juveniles  are 
requested  to  Insure  that  If  adult  mortalities 
occur  later,  after  placing  the  adults  In  the 
selected  facility,  a  number  of  humpback 
chubs  would  be  available  for  replacement  of 
those  loet.  It  would  also  benefit  the  poptUa- 
tlon  of  humpback  chubs  within  Grand  Can- 
yon as  It  would  prevent  removing  more 
humpbacks  from  their  natural  habitat  later 
and,  because  of  the  logistics  Involved,  It 
would  be  more  economical.  If  mortalities 
occur,  they  will  be  preserved  and  placed  in 
the  collection  of  the  U.S.  Pish  and  Wildlife 
Service  at  Port  ColUn-s.  Colorado. 


6-6.  (1)  WlUo^  Beach  National  Pish  Hatch- 
ery is  operated  by  the  U.S.  Pish  and  Wildlife 
Service  and  Is  located  along  the  Colorado 
River  30  miles  from  Boulder  City,  Nevada. 
There  are  forty  concrete  raceways  at  Willow 
Beach  (100'  by  8')  with  water  for  these  race- 
ways being  supplied  by  a  pumphoiise  at  an 
annual  acreaee  flow  of  8000  G  P.M  Colorado 
Blver  water  is  the  source  of  the  water  used. 

Dexter  National  Fish  Hatchery  is  at  Dex- 
ter, New  Mexico  and  is  also  opverated  by  ilie 
VS.  Rsh  and  Wildlife  Service.  There  are  sev- 
eral one  acre  ponds  at  Dexter  as  well  as  four 
0.10  to  0.16  acre  pond.-  Water  for  these  ponds 
Is  provided  by  artesian  flow  and  pumping. 

The  Forest  Hydrology  Laboratory  Is  located 
on  the  Arizona  State  University  campus  at 
Tempe,  Arizona.  Their  facilities  consist  of 
one  fiberglEiss  sixteen  foot  raceway  and  two 
clrcvilar  tanks  five  feet  in  diameter  These 
facilities  would  be  suitable  for  holding  Juve- 
niles. 

(11)  Personnel  at  Willow  Beach  Include 
Done  Toney  and  Pete  Caxbone  Mr.  Toney 
has  been  working  with  the  Colorado  River 
Squawrflsh  (Ptychorheilus  lacius)  since  1974 
and  has  successfully  spawned  that  species. 
He  has  recently  (14  April  1977)  indicated  he 
will  readily  accept  humpback  chubs  for 
propsigation  pujjxxsc.^ 

Mr.  John  Woodard  is  the  hatchery  maiia- 
ger  at  Dexter  where  they  are  currently  rear- 
ing several  species  of  threatened  and  or  en- 
dangered species.  Dr.  John  Rlnne  Ls  in  charge 
of  the  facility  at  Arizona  State  University 
and  would  be  assisted  by  W  L.  Minckley  in 
maintaining  humpback  chubs,  if  placed  R' 
that  facility. 

(ill)   Not  available. 

(iv)  It  is  proposed  that  the  live  fish  be 
delivered  to  Willow  Beach  by  truck  or  by 
helicopter.  If  Dexter  or  the  Forest  Hydrology 
Laboratory  are  selected  to  receive  live  hump- 
back chubs  a  similar  manner  of  transporta- 
tion is  suggested  FLsh  will  be  transported  in 
heavy  styrofoam  coolers  in  plastic  bags  with 
a  pure  oxygen  atmosphere  supplied  to  each 
bag. 

(v)   Not  available. 

7.  The  activities  sought  to  be  covered  bv 
this  permit  will  be  completed  through  a 
grant  from  the  National  Park  Service  to  Dr 
Steven  W.  Carothers:  Department  of  Biol- 
ogy: The  Museum  of  Northern  .\rizona;  Route 
4.  Box  720,  Plag^:tafT.  AZ.  86001,  The  grant  is 
entitled  River  Resources  Monitoring  Project. 
Grand  Canyon  National  Park,  Grant  No 
CX821070012.  The  personnel  to  be  Involved 
In  this  project  have  yet  to  be  selected  how- 
ever, It  is  anticipated  they  will  represent 
Arizona  Game  and  Fish  Department,  the 
National  Park  Service,  the  U.S.  Pish  and 
Wildlife  Service  as  well  as  museum  and  uni- 
versity personnel.  No  dates  have  been  se- 
lected prior  to  receipt  of  the  necessary 
permits. 

8.  (1)  The  activities  sought  to  be  author- 
ized by  the  requested  permit  are  to  remove 
alive  twenty  (20)  adult  and  forty  i40)  Juve- 
nile humpback  chubs  for  propagation  pur- 
poses. It  also  requests  permission  to  make 
observations  on  live  humpback  chubs  in 
their  natural  habitat  by  direct  observation 
and   by  collection   and   release   of   live   fish. 

(it)  These  activities  will  be  carried  out  as 
follows.  To  obtain  humpback  chubs  for  prop- 
agation purposes  the  collecting  party  will  be 
transported  to  the  mouth  of  the  Little  Colo- 
rado River  by  boats  from  the  Museum  of 
Northern  Arizona  or  from  the  National  Park 
Service.  Pish  will  then  be  collected  by  gUl 
nets,  seines,  or  by  hook  and  line  and  placed 
In  live  boxes  In  the  Little  Colorado  River 
until  it  is  time  to  transport  In  this  manner 
any  collecting  mortalities  will  be  removed 
prior  to  transport. 

At  the  time  of  transport,  fish  will  be  placed 
in   plastic   bags  partially  filled   with   water. 
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with  the  remaining  area  of  the  bags  being 
filled  with  pure  oxygen  and  sealed  The  bap' 
will  then  be  put  In  heavy  styrofoam  coC'lers 
for  transport  to  the  south  rtm  of  Grand  Can- 
yon Transport  from  the  mouth  of  the  Little 
CC'lorado  River  will  be  provided  by  helicopter 
to  the  south  rim  or  by  boat  to  Phantom 
Ranch  where  the  live  fish  will  be  placed  on 
a  helicopter  and  transported  to  G.-and  Can- 
yon. Arizona  on  the  south  rim  of  Grand  Can- 
yon. At  this  point  the  flsh  will  either  be 
transported  to  Willow  Beach  by  helicopter 
or  win  be  placed  on  a  truck  provided  by  one 
of  the  participating  agencies  for  tran-sport 
to  WUlo.v  Beach,  Upon  arriving  at  Willow 
Beach  a.l  specimeiis  wUl  be  turned  over  to 
Don  Toney  for  propagaliou  purposes.  A  sim- 
ilar plan  will  be  implemented  If  another 
holding  facility  Is  selected. 

Observational  studies  will  be  undertaken 
in  the  Little  Colorado  River  using  diving  ap- 
paratus. These  observations  will  be  mcide 
during  scheduled  river  trips  with  the  Mu- 
seum of  Northern  Arizona  in  fulfillment  of 
contract  CX821070012. 

(1111  These  activities  should  result  In  the 
8\iccessful  propa^'ation  of  the  htimpback 
chub  and  provide  data  on  reproductive 
activities  and  other  behavioral  aspects  of  this 
species  within  its  natvu-al  habitat. 

(Iv)  Disposition  of  the  humpback  chubs 
collected  for  propagation  purposes  Is  for 
those  specimens  to  remain  at  Willow  Beach 
as  brood  stock.  Disposition  of  any  fry  pro- 
duced by  these  brood  stock  is  to  be  decided 
by  the  appropriate  recovery  team  and  or 
Eigencies.  It  Is  suggested  that  Initial  use  of 
any  humpback  chubs  prodticed  in  a  rearing 
program  be  used  to  replace  the  brood  stock 
taken  as  well  as  to  replenish  the  population 
of  humpback  chubs  within  the  Colorado 
River  In  Grand  Canyon  National  Park. 

Documents  and  other  information  sub- 
mitted in  connection  with  this  applica- 
tion are  available  for  public  inspection 
during  normal  busine.ss  hours '  at  the 
Service's  office  in  Room  512.  1717  H 
Street,  N.W.,  Wa.shington.   DC 

Interested  persons  may  comment  on 
thLs  application  by  submitting  written 
data,  views,  or  arguments,  preferably  In 
triplicate,  to  the  Director  (r\VS  WTPOi, 
U.S.  FLsh  and  Wildlife  Senice,  Washing- 
ton, D.C.  20240.  This  application  has 
been  assigned  File  Num.ber  PRT  2-787- 
07;  please  refer  to  this  number  when 
submitting  comments.  All  relevant  com- 
ments received  on  or  before  July  11. 
1&77  will  be  considered. 

Dated:  June  7.  1977. 

Donald  G   Don^hoo 
Chief.  Permit  Branch.   Federal 
Wildlife    Permit    Office.    Fish 
and  Wildlife  Service. 

[FR  Doc  77-16485  Piled  6-9-77:8:45  am) 


ENDANGERED   SPECIES    PERMIT 

Receipt  of  Application 

Notice  is  hereby  given  that  the  f o11on\  - 

Ing  application  for  a  permit  Is  deemed  to 

have  been  received  under  section  10  of 

tlie  Endangered  Si^ecies  Act  of  1973  'Pub 

L    93-205 >. 

Applicant      David    J.    Rollins,    Way-Rena 
Game  Preserve.  D.S..  Altamont,  Utah  84001. 
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Mr.  David  J.  Jiollins 
Vay-Hena  Cane  Preserve,  D.3. 
Altwont,  Utah     6I1OCI 
Telerhcn"     fiOl     363-."  737 
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DATE  Of   eiBiH 


Brown 


195  lbs. 


COLOR  tres 

Brown 
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«     UOCATION  WMEHE  PROPCStO  ACTIVlTTf  I&  TO  BC  QOHUjClLD 

Three_jiitlcs  s-titheast  of  .U-tanont,  t'tih 
(Kt.  r-nmons  ar.-a).     >ly  sens  en  the 
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obtain  a  Palawan  Peacock  Pheasant 
pair  from  captive  stock  for  re- 
search in  the  habits,  courtships, 
propagation  on  an  endangered  spec 
For  breeding  in  captivity  to  pre 
serve  the  Palawan  from  total  ex- 
tinction.  An  additional  pair  is 
needed  to  prevent  inbreeding  of 
chicks — in  ngneration  to  come, 
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1.  PaJawan  Peacock  Pheasant — Polyplec- 
tron-Emphanum  I  would  like  a  permit  to 
obtain  an  additional  pair  of  birds — 1976  or 
1977  hatch — from  captured  stock  already  in 
the  United  States,  selling  In  Interstate  com- 
merce from  Mr  Francis  Blllle,  Jr..  4935 
Doreen.  Temple  City.  California  91780 

2.  Years  ago  the  original  breeding  pairs 
were  removed  from  the  -ftild  and  now  all  the 
birds  are  hatched  frcim  captive  stock. 

3.  Tlie  bird.'-  I  propo.<;e  to  purcha.se  are  from 
captive  Palawans  in  the  United  States  and 
win  not  cause  death,  removal  or  any  differ- 
ence In  the  wild  «t<x-k  of  the  Phlllipplne  Is- 
lands 

4.  The  Palawan  Peacock  Pheasants  I  pro- 
pose to  purchase  tire  from  captive  stock  al- 
ready m  tlie  United  State?,,  and  have  been  fcir 
several  j-'eneratlons  The  captive  stock  Is  be- 
ing raised  at  the  residence  of  FYancls  BUlle. 
Jr..  4935  Doreen,  Temple  City,  California 
91780. 

5.  The  location  and  a<idre<>s  of  my  pen*  Is 
Altamont,  Ulfii  84001.  The  e.xaot  location  Is 


three  miles  southeast  of  the  town  of  Alta- 
mont  In  Mt.  Emmons  on  the  property  of  Or- 
rin Myers.  Orrin  Myers  Is  my  step-father. 

The  pens  are  frame  buildings  completely 
heated  ^nd  insulated  for  winter  and  cool  In 
the  summer.  The  buildings  are  32  foot  by  60 
foot  and  are  kept  at  a  fairly  constant  tem- 
perature I'm  a  well  known  breeder  of  pheas- 
ants throughout  the  United  States 

6.  Drawings: 

Each  btilldlng  has  Individual  outdoor  flight 
pen.s.  They  are  enclosed  biUldlngs  with  gabic 
roof,  double  Insulation,  heated,  and  lighted. 

I.  The  buildings  are  double  Insulated, 
heated,  and  lighted  frame  buildings  with 
composition  roof.  They  are  equipped  with 
35,000  Btu  heaters  on  thermostats, 

II.  I  have  about  9  years  of  breeding  care 
Etnd  propagation  of  mtiny  types  of  rare  pheas- 
£int6.  I  have  written  a  magazine  article  on  my 
propagation  techniques  of  raising  the.se  birds 
which  Is  dlftnbuted  throughout  the  entire 
world. 

Some  of  the  speclee  of  pheasant  I  raised 
are: 
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Grey  Peacoclc  Pheasant 

Germalas  Peacock  Pheasant 

Palawan  Peacock  Pheasant 

Temminck  Tragopan 

Elliots 

Sonnerat  Junglefowl 

Goldens 
Amhersts 

in.  I  already  have  an  excellent  breeding 
program  and  keep  very  distinct  and  exact 
records  which  will  help  enable  me  to  con- 
form to  your  program.  I  would  also  be  very 
willing  to  contribute  and  help  your  depart- 
ment In  any  way  I  can  and  to  contrlbut* 
data  to  your  stud  book. 


IV.  The  birds  wtn  be  shipped  In  a  wooden 
box  approximately  13  x  13  x  18  Inchea,  The 
container  will  have  feed  and  water  for  the 
birds.  It  wUl  take  approximately  three  hotira 
for  the  birds  u»  ay  from  California  to  Salt 
Lake  City. 

V.  All  pheasants  at  Way-Rena  Game  Pre- 
serve. D  S.,  are  treated  for  disease  and  111- 
neaa.  Pens  are  cleaned  and  disinfected  and  I 
have  never  had  even  a  one  percent  loss  In 
a  given  year  We  will  and  do  keep  Individual 
records  on  all  our  pheasants.  We  have  at  the 
present  time  8  Grey  Peacock  Pheasants,  10 
Germain's  Peacock  Pheasants,  2  Palawan 
Peacock  Pheasants,  and  would  like  to  obtain 
another  pair  to  prevent  inbreeding  of  these 
birds 


Heated  &  Lighted 


•>, 

>' 

(0 

1 

' 

Individual  Pans 


Average  size  of  pen 
is  100  sq.ft.  with 
the  larger  ones  being 
200  sq.  ft. 


Heated  &  Lighted 


32' 


32'  X  30' 
SCALE:  \    inch  is  oqua 


fc-et 


7.  The  person  applying  for  the  permit: 
David  J    Rollins.  Way-Rena  Game  Preserve. 

D.   S..   Altamont.   Utah  84001.   phone   liOl- 

363-3737. 

I  would  like  to  purchase  the  pair  of  Pala- 
wan.s  from: 
Mr.  Francis  Billle.  Jr..  4935  Doreen.  Temple 

City,  California  91780. 

If  the  permit  is  approved,  the  shipment 
will  be  made  as  soon  as  possible. 

I  have  talked  to  this  man  on  the  telephone 
and  we  have  a  "Gentleman's"  agreement  to 
the  sale 

8.  I.  I  would  like  to  do  research  on  the 
habits,  breeding  in  captivity,  growth,  life 
span,  and  the  propagation  of  an  endangered 
specie  of  pheasants  to  help  the  bird  from 
becoming  extinct.  In  my  opinion  the  Pala- 
wan is  one  of  the  most  beautiful  pheasants 
of  the  world. 

II.  Record.s  will  be  kept  on  each  individual 
bird  from  the  time  received  tintil  it  is  dis- 
posed of.  making  special  note  of  Its  parents 
and  bloodlines.  The  young  will  be  recorded 
in  the  following  ways:  Records  will  be  kept 
on  each  egg  layed  by  writing  the  pen  num- 
ber on  each  egg  as  it  Ls  gathered.  They  will 
be  placed  in  an  incubator  and  incubation 
time  will  be  noted  on  the  recoid.  Upon  time 
for  the  pheasant  chick  to  hatch,  they  will 
be  placed  In  Individual  trays  (according  to 
pen  number)  In  the  hatcher.  After  hatching 
they  will  be  color  coded  on  the  stomach  with 
food  coloring  and  also  with  a  colored  leg 
band  This  enables  us  to  know  the  ance.siry 
of  each  chick  and  prevents  breeding  of  re- 
lated chicks  in  future  generations. 

Photos  will  be  taken  every  7  days  to  record 
growth  rates  of  chlck.i.  Movies  will  be  taken 
of  courtship  dances,  displays,  and  any  other 
sequences  of  sclentlftc  interest  Measure- 
ments and  weights  will  be  taken  at  different 
growth  rates  and  of  mature  birds.  Eating 
habits  and  specific  diet  will  also  be 
monitored. 


JACK   W.    LENTFER 
Issuance  of  Permit  for  Marine  Mammals 

On  Wednesday,  January  19,  1977.  a 
notice  was  published  in  the  Pederai. 
Register  (Vol.  42  No.  13)  that  an  appli- 
cation had  been  filed  with  the  Pish  and 
Wildlife  Service  by  National  Fish  and 
Wildlife  Laboratory,  Anchoi-age.  Alaska 
for  a  permit  to  capture,  transport,  and 
sacrifice  one  polar  bear  cub. 

Notice  is  hereby  given  that  on  Wed- 
nesday, June  1.  1977,  as  authorized  by 
the  provisions  of  the  Marine  Mammal 
Protection  Act  of  1972  (16  U.S  C.  1361- 
1407),  the  Rsh  and  Wildlife  Service  i.-^- 
sued  a  permit  to  National  Fish  and  Wild- 
life Laboratoi-y.  subject  to  certain  con- 
ditions set  forth  therein.  The  permit  is 
available  for  public  inspection  during 
normal  business  hours  at  the  Pish  and 
Wildlife  Service's  ofBce  in  Room  512.  1717 
H  Street  NW.,  Washington.  D.C. 

Dated:  June  7,  1977. 

Donald  G.  Donahoo, 
\-  Chief,  Permit  Branch, 

Federal  Wildlife  Permit  Office. 

(PR  Doc  77-16484  Piled  6-9-77:8:45  am] 


We  do  all  of  this  for  the  other  peacock 
pheasants  we  already  have  in  our  possession. 
We  hope  to  raise  some  Palawans  so  that  more 
people  can  see  and  enjoy  this  magnificent 
bird. 

III.  I  sincerely  hope  that  in  the  above 
paragraphs  I  have  given  you  the  informa- 
tion necessary  and  needed  for  this  permit. 
If  It  Is  not  enough  or  you  would  like  more 
Information.  I  would  be  happy  to  furnish  It 
upon  your  request 

IV.  I  hope  there  will  be  no  termination 
for  year?  to  come.  If  such  a  thing  were  to 
happen.  I  most  likely  would  donate  my  birds 
to  a  well-known  breeder,  avalry.  or  zoo. 

Documents  and  other  information  sub- 
mitted in  connection  with  this  applica- 
tion are  available  for  public  inspection 
during  normal  business  hours  at  the 
Services  office  in  Room  512.  1717  H. 
Street  NW..  Washington.  D.C. 

Interested  persons  may  comment  on 
this  application  by  submitting  written 
data,  views,  or  arguments,  preferably  in 
triplicate,  to  the  Director  iPWS/WPO), 
U.S.  Pish  and  Wildhfe  Service.  Washing- 
ton. D.C.  20240.  This  application  has  been 
assigned  Pile  Number  PRT  2-782-07; 
please  refer  to  this  number  when  sub- 
mitting comments.  All  relevant  com- 
ments received  on  or  before  July  U.  1977 
will  be  considered. 

Dated:  June  7.  1977. 

Donald  G.  Donahoo, 
Chief.   Permit  Branch,  Federal 
Wildlife    Permit   Office,   Fish 
and  Wildlife  Service. 
[FR  Doc. 77-18486  Piled  6-9-77:8:45  am) 


Geological  Survey 

COLOWYO   COAL  CO. 

Reconsideration  of  Approval  of 
Mining  Plan;  Public  Hearing 

AGENCY :  Geological  Survey,  Interior. 

ACTION:  Public  Hearing  Schedule. 

SUMMARY:  This  document  .schedules  a 
public  hearing  to  hear  arguments  and 
receive  evidence  concerning  the  Depart- 
ment of  the  Interior's  November  30.  1976. 
approval  of  Colowyo  Coal  Company  s 
modified  1-year  mti-ung  plan  for  coal 
lease  Denver  034365.  The  Department 
has  tentatively  concluded  that  this  ap- 
proval was  improper  because  it  did  not 
comply  with  the  requirements  of  the  De- 
partment's surface  management  regu- 
lations or  the  National  Environmental 
Policy  Act  of  1969.  The  hearing  gives 
Colowyo  Coal  Company  the  opportunity 
to  show  cause  why  the  permit  approval 
should  not  be  rescinded,  and  gives  tiie 
public  the  opportunity  to  comment  on 
the  proposed  action. 

DATES:  Hearing:  June  29.  1977.  9  am. 
Written  Comments:  July  11.  1977. 

ADDRESSES:  Hearing  Address:  Lecture 
Hall.  Building  25.  Denver  Federal  Cen- 
ter, Denver,  Colorado.  Comment  Ad- 
dress: Executive  Secretary.  U.S.  De- 
partment of  the  Interior.  Washington, 
D.C.  20240. 

POR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  Uram.  Officd  of  the  Solicitor. 
U.S.  Department  of  the  Interior.  Wash- 
ington, DC.  20240,  telephone  number 
202-343-4803 
SUPPLEMENTARY       INFORINJATION: 
On  December  3,  1976.  the  U.S.  Geological 
Survey  of  the  U.S.  Department  of  the 
Interior  approved   Colowyo  Coal   Com- 
pany's mining  plan  for  coal  lease  Denver 
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034365.  pursuant  t-o  a  deci'^ion  of  the 
Under  Secretary,  made  cxi  November  30. 
1976.  On  January  10.  1977.  the  Colorado 
Open  Spaces  Council,  and  the  Environ- 
mental Defense  FMnd  protested  the 
approval  of  the  mining  plan  and  alleged 
that  the  approval  was  improper  under 
both  the  Department's  resrulations  and 
the  National  Environmental  Policy  Act 
of  1969,  The  Department  has  tentatively 
concluded  that  the  approval  was  im- 
proper. 

The  Department  has  scheduled  a  hear- 
ing that  will  be  conduct-ed  by  an  Admin- 
istrative Law  Judge  to  receive  evidence 
and  hear  legal  arguments  on  two  issues: 

(1)  Did  the  Department  of  the  In- 
terior, on  December  3.  1976.  improperly 
approve  a  1-year  minina  plan  for  Federal 
coal  lease  D-034365: 

i2>  If  the  approval  was  improper, 
what  remedial  action,  if  any  should  the 
Department  now  take. 

Any  member  of  the  public  may  testify 
at  this  hearing.  Persons  wishing  to  testify 
must  Inform  George  Horn.  Conservation 
Manager,  Central  Region.  United  States 
Geological  Survey.  7200  West  Alameda 
Avenue,  Villa  Italia.  Lakewood,  Colorado 
80226,  prior  to  June  25.  1977.  The  De- 
partment reserves  the  right  to  ask  ques- 
tions of  each  witness.  The  Department 
aL'^o  reserves  the  right  to  limit  the  time 
each  witness  will  be  permitted  to  testify 
The  Colowyo  Coal  Company  will  be 
given  one  hour:  other  witnesses  should 
plan  to  limit  their  remarks  to  twenty 
minutes.  All  witnesses  should  make 
available  to  the  Administrative  Law 
Judge  at  the  hearing  two  copies  of  their 
statements.  The  Department  is  holding 
this  hearing  to  give  Colowyo  the  oppor- 
tunity to  show  cause  why  its  permit 
should  not  be  rescinded,  and  to  give  the 
public  the  opportunity  to  comment  on 
the  tentative  conclusion  of  the  Depart- 
ment that  the  permit  was  improperly- 
granted.  Written  comments  may  also  be 
sent  to  the  Department. 

Any  person  who  wishes  to  iiispect 
documents  that  are  relevant  to  this 
matter  may  do  so  during  regular  business 
hours  by  contacting  Paul  Storrs.  Area 
Mining  SupervLsor.  Central  Rocky  Moun- 
tain Area  OfBce.  U.S.  Geological  Survey, 
Building  25.  Denver  Federal  Center. 
Lakewood,  Colorado  80225,  telephone 
number  303-234-4435.  The  Department 
will  Introduce  relevant  documents  into 
the  hearing  record. 

A  staff  analysis  of  the  reasons  why  the 
Department  has  tentatively  decided  to 
rescind  the  approval  is  attached  to  this 
notice  as  Appendix  A. 

Dated:  June  6.  1977. 

Cecil  D.  Andrus. 
Secretary. 

Appendix  A — Staff  Analysis 

BACKGROITND 

On  October  25.  1924,  the  Department 
of  the  Interior  issued  federal  coal  lease 
D-034365  to  Clifford  G.  Phelan.  In  1945. 
the  lease  was  assigned  to  the  Colowyo 
Coal  Company,   and   after   Intervening 


con\eyaiJcet  is  now  held  by  Colowyo  Coal 
Company,  a  Delaware  general  partner- 
ship comprised  of  two  Delaware  Cor- 
porations. Gracoal  and  Western  Hanna, 
Inc.  Tlie  lease  contains  approximately 
2  565  acres,  and  1?  located  in  sections 
2.  3.  4.  9  and  10.  T.  3  N..  R.  93  W..  6th 
P.M..  near  Craig.  Colorado. 

Prom  1945  until  February  2.  1974. 
Colowyo  oijerHted  an  underground  mine, 
the  Red  Wing  Mme.  on  the  lease.  The 
Red  Wing  Mine  was  order  closed  on 
the  latter  date  due  t-o  the  danger  pased 
bv  fire  in  an  adjoining  mine  on  private 
land.  The  entrance  to  the  Red  Wing 
Mine,  and  the  area  of  operations  of  that 
mine  on  the  Federal  lease  are  located  in 
the  N  '2  of  section  2,  T.  3  N..  R.  93  W.. 
6th  P.M.  The  mine  has  remained  closed 
since  that  time. 

In  July,  1974.  the  lessee  filed  a  draft 
environmental  impact  analysis  for  a  pro- 
pased  open  pit  coal  mine  for  the  lease. 
In  April  1975.  it  filed  a  modified  min- 
ing plan  to  mine  165  millon  tons  of  coal 
from  eight  seams  on  the  lease  and  an 
adjacent  area  not  under  lease,  over  a 
30 -year  period.  The  mine  plan  for  the 
30-year  operation  wa.<:  analyzed  in  the 
site-specific  portion  of  tr.e  Environmen- 
tal Impact  SUtement.  Northwest  Colora- 
do Coal  FES  77-1.  The  draft  of  that 
statement  was  filed  with  the  Council  on 
Env-ironmental  Quality  '  CEQ  >  on  June  2. 
1976.  The  Fmal  statement  was  filed  with 
CEQ  on  January  7.  1977.  Tiie  Depart- 
ment has  not  taken  any  action  011  the 
proposal  to  approve  the  30-year  mining 
plan. 

On  September  1.  1976,  Colowyo  sub- 
mitted to  the  Area  Mining  Supervisor. 
Geological  Survey,  a  modified  miniiiig 
plan  to  mine  seven  seams  of  coal  on 
the  lease  over  an  indefinie  period.  On 
October  14.  1976.  the  Area  Mining  Su- 
pervisor concluded  that  this  proposal 
was  a  major  federal  action  tliat  sig- 
nificantly affected  the  human  environ- 
ment, and  could  not  be  approved  unless 
an  environmental  impact  statement  was 
prepared.  On  November  15.  1976.  Colo- 
vryo  submitted  a  second  revised  mining 
plan  to  mine  250.000  tons  of  coal  from 
a  single  seam  on  25  acres  of  tlie  lease. 
The  mining  plan  did  not  comply  in  full 
with  the  requirements  of  the  Depart- 
ment's regulations  in  30  CPR  Part  211, 
but  did  meet  the  performance  stand- 
ards in  30  CPR  211.401  a'.  The  area  to 
be  mined  under  that  plan  is  in  section  3, 
T  3  N  ,  R.  93  W..  6th  P  M  On  Novem- 
ber 30.  1976,  Under  Secretary  Frizzell 
approved  the  mining  plan,  and  au- 
thorized the  mining  sui>erv-isor  to  al- 
low mining  to  begin  Under  Secretary 
Frizzell's  decision  concluded,  among  oth- 
er things,  that  the  1-year  modification 
was  an  existing  operation  under  30  CFR 
5  211.1  id  I.  and  that  approval  of  the  plan 
was  consistent  with  the  requirements  of 
the  National  Environmental  Policy  Act 
of  1969.  Colowyo  began  operations  under 
the  approved  plan  and  in  March.  1977. 
began  shppmg  coal  to  the  city  of  Colora- 
do Springs,  as  "start-up  production"  un- 
der a  long-term  supply  contract  between 
Colowyo  and  Colorado  Spring.^ 


POSSIBI-X  VlOUVTION  OF  THX  DTPARTMENT'S 
PLEGVLATIONS 

The  Department  requires  all  coal  miiiina 
operations  on  federal  coal  leases  to  comply 
with  the  appUcatlou  requirements  and  per- 
formance standards  In  30  CFR  Part  211  The 
regulatioiis  partially  exempt  from  these  re- 
quirements 'existing  operations  ■'  30  CFR 
5211  1 1  d  I  The  regulations  allow  the  Depart- 
ment to  approve  a  mining  plan  for  an  'exUt- 
Inp  operation"  even  if  the  plan  does  not  com- 
ply In  full  with  the  requirements  of  30  CPR 
Part  211.  if  after  November  17.  1976.  the  op- 
erations are  conducted  to  comply  with  the 
performance  standards  of  30  CFR  §  211.40(ft», 
and  If  by  November  17.  1977,  the  operator 
submits  a  plan  which  meets  all  of  tlie  re- 
quirements In  30  CFR  Part  211  30  CFR 
{211.1fdl  Operations  which  are  not  "exist- 
ing operations"  must  meet  all  the  require- 
ments In  30  CFR  Part  211  prior  to  their 
approval. 

The  regulations  state  that  an  existing  op- 
eration means:  (a)  All  opwrations  for  which  a 
plan  has  been  approved  on  or  before  the  ef- 
fective date  of  this  Part  (May  17,  1976);  and 

(b)  All  operations  with  respect  to  which  a 
propcsed  plan  has  been  submltt«d  to  the 
Department  on  or  before  the  effective  dale  of 
this  Part,  and  with  respect  to  which  proposed 
plan  the  Department  has  on  that  dai«  either 
completed  Its  environmental  Impact  state- 
ment analysis  and  determines  that  no  envi- 
ronmental Impact  statement  under  section 
102.21  of  the  National  Environmental  Policy 
Act  Is  necessary  or  has  determined  that  such 
a  statement  is  necessary  and  has  commenced 
and  expended  substantial  resources  of  the 
Department  in  the  preparation  of  such  a 
statement. 

Tlie  hrst  Issue  Is  whether  the  plan  in  ques- 
tion meets  either  of  these  two  tests. 

The  plan  approved  on  November  30.  1976. 
could  not  have  been  approved  as  a  "new" 
operation  since  It  did  not  meet  all  of  the 
necessary  requirements  in  30  CFR  F>art  211. 
Under  Secretary  Frizzell  was  able  to  approve 
the  plan  because  he  concluded  that  the  plan 
was  an  'existing  operation'  because  It  "mod- 
ified" a  plan  that  had  been  approved  prior  to 
May  17.  1976.  The  Department  has  now  tenta- 
tively concluded  that  this  Is  Incorrect  The 
definition  of  an  "existing  operation  '  In  30 
CFR  211  lid)  (1)  (HI)  (A)  allows  the  Depart- 
ment to  exempt  "operations"  which  were  ap- 
proved prior  to  May  17.  1976.  This  exemption 
was  Intended  to  prevent  on-going  mining 
activities  from  cloeing  by  giving  them  time  to 
revise  their  methods  of  operations  to  meet 
the  new  regulation-^.  The  Final  Environmen- 
tal Impact  Statement  prepared  for  those 
regtUattons  says,  "existing  operations  are  de- 
fined as  Including  operations  currently 
vuiderway  pursuant  to  an  Issued  lease  per- 
mit or  license  or  an  approved  plan  of  opera- 
tions." Appendix  3  at  9.  Although  It  Is  true 
that  the  Red  'Wing  Mine  was  approved  prior 
to  that  dat*.  none  of  the  operations  involved 
In  the  November  30,  1976,  approval  had  ever 
been  prevlou.^ly  appro'ved.  The  new  opera- 
tions are  not  even  in  the  same  section  as  the 
Red  Wing  Mine  and  they  Involvle  surface 
mining  rather  than  underground  mining. 
Even  assuming  that  the  November  15,  1976, 
plan  was  a  "modification"  of  the  Red  Wing 
Mine  it  wa.^;  not  a  modification  of  an  area  of 
operations  that  had  previously  received  In- 
terior approval,  and  cannot  qualify  under 
30  CFR  211  lid)  (1)  (ill)  (A). 

Title  30  CFR  ian.l(d)(l)(Ul)(A)  BUtes 
that  only  "operations"  for  which  a  plan  had 
been  approved  Is  an  existing  operation.  That 
iancuage  lies  the  exempuoa  to  activities  that 
Bje  being  conducted  with  approval  by  the 
Department  at  a  partlctilar  date  and  does  not 
cor. •eir.pli.t*?    "rrodlf..-a'fton"  of  existing  plans 
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other  than  those  that  make  minor  changes 
tb  previously  approved  activities.  Since  none 
of  the  mining  activities  Involved  in  the 
November  15.  1976,  plan  were  subject  to  re- 
view and  approval  by  the  Department  before 
May  17.  1976.  they  do  not  meet  this  excep- 
tion. The  approval  cannot  be  Justified  under 
the  authority  of  30  CFR  211.1(d)  (l)(lll)  (A). 

The  November  15,  1976.  plan  also  does  not 
qualify  under  the  exception  In  30  CFR  211  1 
(dXl)  (lll)(B).  That  exception  applies  to 
plans  for  which  environmental  analysis  was 
completed  by  May  17.  1976.  Since  the  plan 
in  question  was  not  even  submitted  to  the 
Department  until  6  months  after  that  date, 
it  does  not  qualify  under  that  exception. 

On  the  basis  of  this  analysis,  the  Depart- 
ment of  the  Interior  has  tentatively  con- 
cluded that  the  regulations  in  30  CFR  Part 
211  did  not  authorize  the  Department  to  ap- 
prove the  November  15,  1976.  plan  as  an 
existing  operation. 

Possible  Nepa  Violations 

The  Department  has  also  tentatively  con- 
cluded that  the  approval  of  the  plan  was 
contrary  to  the  requirements  of  the  National 
Environmental  Policy  Act  of  1969,  43  USC 
55  4221-4237.  The  1-year  plan  proposes  min- 
ing of  areas  that  are  also  proposed  to  be 
mined  in  the  Final  Environmental  Impact 
Statement  Northwest  Colorado  Coal.  The  ap- 
proval of  the  1-year  mining  plan  co  ild  b« 
considered  as  commitment  of  resources  prior 
to  the  completion  of  the  Final  Impact  State- 
ment, Northwest  Colorado  Goal  The  approval, 
which  was  made  before  that  impact  state- 
ment was  sent  to  CEQ  can  be  viewed  as  an 
attempt  to  avoid  NEP.\  review  by  segmenting 
or  dividing  a  single  project  into  two  projects. 
on©  of  which  Is  so  .small  it  Is  not  a  major 
Federal  action. 

In  several  cases,  plaintiffs  have  accu-ed 
Federal  agencies  of  segmenting  projects  to 
avoid  NEPA  compliance.  The  most  common 
case  In  this  area  has  occurred  either  wher« 
an  agency  does  an  impact  statement  on  a 
portion  of  a  highway  Instead  of  the  eventual 
full  length  of  the  highway,  or  where  It  an- 
alyzes the  effects  of  a  single  dam  even  thougrh 
other  related  dams  will  be  built  In  these 
situations,  the  courts  have  ruled  that  an  Im- 
pact statement  covering  an  entire  project  is 
necessary  only  where  the  dependency  of  the 
nrst  phase  to  those  to  follow  is  so  great  that 
It  would  be  Irrational  to  proceed  with  the 
first  part  without  completing  the  second  part. 
Trout  Unlimited  v.  Morton.  507  F  2d  1276 
(9th  Cir.  1974);  Sterra  Club  v  Stamm.  507 
F2d  788  (10th  Clr.  1974).  This  rule  against 
segmentation  is  not  an  imperative,  and  seg- 
mentation Is  acceptable  if  the  initial  project 
Is  a  separate  viable  entity  Eg.,  Sierra  Club  v 
Calloway.  499  F.2d  982  (5th  Cir.  1974). 

A  problem  with  segmentation  Is  that  It 
permits  an  agency  to  Irreversibly  and  Irre- 
trievably commit  resources  to  a  project  In 
advance  of  proper  environmental  analysis. 
This  commitment  of  resources  to  the  initial 
phase  of  a  project  can  seriously  Influence  the 
decision  on  the  portion  of  the  project  yet  to 
be  reviewed,  and,  by  preventing  full  consid- 
eration of  some  alternatives,  improperly  bias 
the  agencv  In  favor  of  approving  the  subse- 
quent action.  Friends  of  the  Earth  v.  Cole- 
man. 513  F.2d  295  (9th  Cir.  1976).  WTiere 
the  first  segment  has  no  independent  utility, 
and  Is  only  a  part  of  a  larger  project,  NEPA 
appears  to  forbid  a  commitment  of  resources 
to  the  Initial  segment. 

The  approval  of  the  one-year  plan  here 
does  not  appear  to  have  independent  utility 
unless  the  full  30-year  plan  is  approved.. The 
production  from  the  area  approved  In  the 
plan  is  being  used,  for  example,  to  satL-ify  the 
first  year  of  a  long-term  coal  supply  contract 


NOTICES 

between  the  City  of  (Colorado  Springs  and 
Colowyo  In  these  circumstances,  the  De- 
partment ha«  tentatively  concluded  that  the 
approval  violated  NEPA's  requirements. 

Possible  Remedies 

If  the  Department  concludes  the  approval 
was  Improper  it  must  decide  what  steps  It 
should  take  to  correct  the  violation.  The  De- 
partment could:  (1)  Totally  revoke  the  per- 
mit, and  require  Colowyo  to  suspend  opera- 
tions; or 

(2)  Acknowledge  that  the  violation  existed, 
but  allow  Colowyo  to  operate  aa  long  as  It 
contintied  to  operate  in  accordance  with  the 
Department's  environmental  protection  and 
other  operating  regulations. 
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Office  of  the  Secretary 

(INT  PES  77-18) 

SOUTHERN    NEVADA  WATER   PROJECT, 
SECOND   STAGE 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  the  requirements  of  sec- 
tion 102i2'  lO  of  the  National  Environ- 
mental Policy  Act  of  1969  (42  U.S.C. 
7.332',  the  Department  of  the  Interior 
ha^  prepared  a  final  environmental 
statement  for  the  Southern  Neva(aa 
Water  Project.  Second  Stage. 

The  environmental  statement  con- 
cerns the  construction  of  five  new  pump- 
ing plants,  modifications  to  four  exist- 
ing first  stage  pumping  plants,  a  2.5- 
m lie -lone  second  barrel  to  the  main 
aqueduct  insalled  beside  the  first  stage, 
and  30  miles  of  new  aqueduct  and  pipe- 
lines with  a  capacity  of  166,800  acre-feet 
per  year  The  State  of  Nevada  plans  a 
major  expansion  of  the  Alfred  Merrltt 
Smith  Water  Treatment  Facility  in  con- 
junction with  the  second  stage. 

Copies  of  the  ftnal  environmental  Im- 
pact statement  are  available  for  Inspec- 
tion at  the  following  locations: 

OS'i'-e  of  the  .^.sslstant  to  the  Commissioner — 
Ecology.  Room  7622,  Bureau  of  Reclama- 
tion, Department  of  the  Interior,  Washing- 
ton, DC  20240,  telephone  202-343-4991. 
FTS  343  4991. 

Division  of  Engineering  Support,  Technical 
Services  and  Publications  Branch,  E&R 
Center,  Denver  Federal  Center,  Denver, 
Colorado  80225,  telephone  303-234-3006, 
FTS  234-3006. 

Office  of  the  Regional  Director,  Bureau  of 
Reclamation.  P.O.  Box  427.  Boulder  City 
Nevada  89005,  telephone  702-293-8464. 
FTS  598-7464. 

Single  copies  of  the  final  statement 
may  be  obtained  upon  request  to  the 
Commissioner  of  Reclamation  or  the 
Regional  Director.  In  addition,  copies 
may  be  purchased  from  the  Document 
Service.  Environmental  Law  Institute, 
1346  Connecticut  Avenue  NW.,  Washing- 
ton, DC  20036.  Please  refer  to  the  state- 
ment number  above. 

Dated:  June  6,  1977. 

Heather  L.  Ross. 
Acting  Deputy 
Assistant  Secretary. 
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DEPARTMENT   OF   LABOR 

Employment  and  Training  Administration 

EMPLOYMENT  TRANSFER  AND  BUSI- 
NESS COMPETITION  DETERMINATIONS 
UNDER  THE  RURAL  DEVELOPMENT 
ACT 

Applications 

The  organizations  listed  in  the  attach- 
ment have  applied  to  the  Secretary  of 
Agriculture  for  financial  assistance  in 
the  form  of  grants,  loans,  or  loan  guar- 
antees in  order  to  establish  or  improve 
facilities  at  the  locations  listed  for  the 
purposes  given  in  the  attached  list.  The 
financial  assistance  would  be  authorized 
by  the  Consolidated  Farm  and  Rural  De- 
velopment Act,  as  amended.  7  U.S.C. 
1924(b),  1932,  or  1942«b'. 

The  Act  requires  the  Secretarv-  of  La- 
bor to  determine  wliether  such  Federal 
assistance  is  calculated  to  or  is  likely  to 
result  in  the  transfer  from  one  area  to 
another  of  any  employment  or  business 
activity  provided  by  operations  of  the 
applicant.  It  is  pemiissible  to  assist  the 
establishment  of  a  new  branch,  affiliate 
or  subsidiary,  only  if  this  will  not  result 
In  Increased  unemployrpent  m  the  place 
of  present  operations  and  there  is  no 
reason  to  believe  the  new  facility  is  being 
established  with  the  intention  of  closing 
down  an  operating  facility. 

The  Act  also  prohibits  such  assistance 
If  the  Secretary  of  Labor  determines  that 
It  is  calculated  to  or  is  likely  to  result  in 
an  increase  In  the  production  of  goods, 
materials,  or  commodities,  or  the  avail- 
ability of  services  or  facilities  m  the  area, 
when  there  Ls  not  sufficient  demand  for 
such  goods,  materials,  commodities,  serv- 
ices, or  facilities  to  employ  the  efficient 
capacity  of  existing  competitive  com- 
mercial or  industrial  enterprises,  unless 
such  financial  or  other  assistance  will 
not  have  an  adverse  effect  upon  existing 
competitive  enterpnses  in  the  area. 

The  Secretary  of  Labor's  review  and 
certification  procedures  are  set  forth  at 
29  CFR  Part  75.  In  determining  whether 
the  applications  should  be  approved  or 
denied,  the  Secretary'  will  take  into  con- 
sideration the  following  factors: 

1.  The  overall  employment  and  unemploy- 
ment situation  in  the  local  area  in  which  the 
proposed  facility  will  be  located 

2.  Employment  trends  in  tl.e  .same  In- 
dustry In  the  local  area 

3.  The  potential  effect  of  the  new  facility 
upon  the  local  labor  market,  with  particular 
emphasis  upon  its  potential  impact  upon 
competitive  enterprises  in  the  same  area. 

4.  The  competitive  effect  upon  other  facul- 
ties In  the  same  industry  located  in  other 
areas  (where  such  competition  Is  a  factor). 

5.  In  the  case  of  applications  involving 
the  establishment  of  branch  plants  or  facul- 
ties, the  potential  effect  of  such  new  facilities 
on  other  existing  plants  or  facilities  operated 
by  the  applicant. 

All  persons  wishing  to  bring  to  the  at- 
tention of  the  SecretaiT  of  Labor  any  in- 
formation pertinent  to  the  determina- 
tions  which   must   be   made   regarding 


these  applications  are  invited  to  submit 
such  Information  in  writing  within  two 
weeks  of  publication  of  this  notice  to: 
Deputv  Assistant  Secretary  for  Employ- 
ment and  Training,  601  D  St..  NW.. 
Washington.  D.C.  20213. 


Signed  at  Washington,  DC.  this  sixth 
day  of  June  1977. 

Ernist  G.  Green, 
Assistant  Secretary  for 

Employment  and  Traininc- 


Applioaiions  received  dunng  the  xctck  ending  June  S,  19":', 


Namoorspplioanl 


Location  of  enterprlsp 


Principal  product  or 

afilvUy 


CooiK>riitiva  de  Con.<^midorf6  del    Utuado,  P.R l.rowry  slo^o 
8ur 
BAH  Piiia  Co..  Inc. Hershey.  Pa FroK-n  piiia. 

Clover  Meat  Pucking,  Inc Selinsgrove,  Pa Packing  company. 

Sugar  Lane  Inc -  Harn?vill*.  W  .  V  a. Grocer)' supermarket 

Pleasant*  County  Developers,  Inc.-  St.  Miirys.  W.  Va Home  construction. 

Maria  SKin  Grain  Co Maria  Swin,  Ohio Feed  and  grain  sales. 

KarlJtad  Fanners  Elevator  Co Karlstad,  Minn Grain  elevator. 

Alyuoan  Interstate  Corp -.  Pocat*Iio,  Idalio - Nonri>Sidential  real  estate. 
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Employment  and   Training  Administration 

FEDERAL  COMMITTEE  ON 
APPRENTICESHIP 

Meeting 

Pursuant  to  section  10^  a »  of  the  Fed- 
eral Advisory  Committee  Act  <Pub.  L 
92-463:  5  U.S.C.  App.  li  of  October  6. 
1972.  notice  is  hereby  given  that  the  Fed- 
eral Committee  on  Apprenticeship  iFCA> 
will  conduct  an  open  meeting  on  Tues- 
day. June  28.  from  9:00  a.m.-4;30  pm.: 
Wednesday  June  29,  1977,  from  9:00 
am  -12:00  noon  in  Floom  S-5215  (A-B- 
C » ,  Department  of  Labor  Building.  200 
Constitution  .^.venue.  NW  ,  Washington. 
DC 

The  agenda  for  the  meetmg  on  the 
28th  will  include: 

1.  Swearing  m  of  New  Members. 

2.  Current  Concern  of  Employment  and 
Training  Administration. 

3.  New  Occupations  for  Apprentlceable 
CoiL-^ideratlon. 

4.  Report  of  Conference  on  National  Asso- 
ciation of  State  and  Territorial  Apprentice- 
Bhlp  Director-^  held  May  15-20.   1977 

5  Status  Report  on  New  Initiatives  in  Ap- 
prenticeship. 

6  Report  of  Subcommittee  on  Equal  Ap- 
prenticeship Opportunity. 

7  Report  of  Subcommittee  on  Goals  of 
PCA 

8.  Follow-up  Report  on  Minutes  of  la.<:t  FCA 
Meeting. 

Tlie  agenda  for  the  meeting  on  June 
29  will  include  Reports  of  Subcommittees 
on  Department  of  Defense,  Research, 
and  other  FCA  Subcommittees 

Agenda  is  subject  to  change  due  to 
time  con.straints  and  priority  items 
which  may  come  before  the  Committee 
between  the  time  of  this  publication  and 
the  scheduled  date  of  the  FCA  meeting. 

Members  of  the  public  are  invited  to 
attend  the  proceedings.  Any  member  of 
the  public  who  wishes  to  file  written 
data,  views  or  arguments  pertaining  to 
the  agenda  may  do  so  by  furnishing  it  to 
the  Executive  Secretary  at  any  time 
prior  to  the  meeting  "Rilrty  duplicate 
copies  are  needed  for  the  members  and 
for  Inclusion  In  the  minutes  of  the  meet- 
ing. 

Any  member  of  the  public  who  wishes 
to  speak  at  this  meeting  should  so  indi- 


cate in  such  a  uritten  statement,  also 
the  nature  of  intended  present.ation  and 
tlie  amoimt  of  time  needed.  Tlie  Chair- 
man will  announce  at  the  beginning  of 
the  meeting  the  e.\t«nt  to  which  time 
will  permit  the  granting  of  such  requests. 
Communications  to  the  Executive  Sec- 
retary .i^hould  be  addres.^ed  as  follows: 

Mrs.  M  .M  WUiters.  Bureau  of  Apprentice- 
ship and  Tnuaing,  ETA,  US,  Dept.  of  Le- 
ber. 601  D  St  N"W"  ,  (Rm  6434).  Wasltlng- 
ton,  DC.  20213 

Signed  at  Washington.  DC  .  tliis  7th 
day  of  June  1977. 

Ernest  G    Green. 
Assistmii  Secretary  for  Employ- 
ment and  Training  Administration. 
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Office  of  the  Secretary 

ATLAS    POWDER   CO  ,    ET   AL 

Investigations  Regarding  Certifications  of 
Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

Petitions  ha\e  been  filea  wiiii  liie  Sec- 
retary of  Labor  under  Section  221 'a^  of 
the  Trade  Act  of  1974  ''The  Act  "i  and 
are  identified  in  the  Appendix  to  this 
notice  Upon  receipt  of  these  petiiiona, 
the  Director  of  the  Office  of  Trade  Ad- 
justment .\s,-i.'~tance.  Bureau  of  Interna- 
tional Labor  Affairs,  has  in.<;tituted  in- 
vestigatlon.«  pursuant  to  section  221 1 a) 
ol  the  Act  and  29  CFR  90.12. 

The  purpose  of  eacli  of  the  investiga- 
tions is  to  determine  wiiethcr  absolute 
or  relative  increases  of  imports  of  arti- 
cles like  or  directly  comi^etitive  with  ar- 
ticles produced  by  the  workers'  firm  or  an 
appropriate  subdivision  thereof  have 
contributed  importantly  to  an  absolute 
decUne  in  sales  or  production  or  both, 
of  such  firm  or  subdivision  and  to  the 
actual  or  threatened  total  or  partisJ 
separation  of  a  significant  number  or 
proportion  of  the  workers  of  such  firm 
or  subdivision 

Petitioners  meeting  these  eligibihty  re- 
quirements will  be  certified  as  eligible  to 
apply  for  adjustment  assistance  under 
Title  II.  Chapter  2  of  the  Act  in  accord- 
ance w;th   the  provisions  of  Subpcwt  B 
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or  29  CFR  Part  90.  The  InvestlgaUona 
will  further  relate,  as  appropriate,  to  the 
determination  of  the  date  on  which  total 
or  partial  separations  began  or  threat- 
ened to  begin  and  the  subdivision  of  the 
firm  involved. 

Pursuant  to  29  CFR  90.13,  the  peti- 
tioners or  any  other  persons  showing  a 
substantial  interest  in  the  subject  matter 
of  the  investigations  may  request  a  pub- 
lic hearing,  provided  such  request  is  filed 
in  writing  with  the  Director,  Office  of 
Trade  Adjustment  Assistance,  at  the  ad- 
dress shown  below,  not  later  than  June 
20.  1977. 

Interested  persons  are  invited  to  sub- 
mit written  comments  regarding  the  sub- 


ject matter  of  the  tavestigatlc«is  to  the 
Director.  Office  of  Trade  Adjustment 
Assistance,  at  the  address  shown  below, 
not  later  than  June  20,  1977. 

The  petitions  filed  In  this  case  are 
available  for  inspection  at  the  Office  of 
the  Director.  Office  of  Trade  Adjustment 
Assistance,  Bureau  of  International  La- 
bor Affairs,  U.S.  Department  of  Labor, 
200  Constitution  Avenue  NW.,  Washing- 
ton, D.C.  20210. 

Signed  at  Washington,  B.C..  this  25th 
day  of  May  1977. 

Marvin  M.  Fooks, 
Director,  Office  of 
Trade  Adjustment  Assistance. 


Appkmoix 


I'etilioni'r:  union/ 

workers  or  former 

workers  of— 


I.iH'alion 


Date 
rreeived 


Date  of 
potitioo 


Petition 
No. 


Artidi'js  imxluci'd 


May   23,1977    May    13,1977    TA-W-2.0'J8     Explosives     for     WhiU 

Pine  Copper  Co. 
May   K,  1977    Muy   21,1977    TA-W-2,099      Leatlier  good  product*. 

and 


Atlas    I'owder    Co.  White  I'ine, 

I  worker).  Mich. 

Frank    Faleok   &   Son.  New  York,  N.Y. 

Inc.  Icompany). 

K.  &  U.  Manufacturing  Rail  River,  Mass..  May    24,1977    May    19,1977     TA-W -2,100      Ladie,<i'       dresses 

Co..  Inc..  (workers).  simriswear. 

Utica    Cutlery    Co.    VlJea,N.Y May  25,1977    May  2.1.1977    TA-W-2,101     Butcher       kiiivea       and 

(I'^WAi  stainless  steel  ilatwars 

and  pocket  knives. 
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LEGAL   SERVICES 
CORPORATION 

COMMITTEE    ON    APPROPRIATIONS    AND 
AUDIT    OF    THE    BOARD    OF    DIRECTORS 

Meeting 

May  23.    1977. 

A  meeting  of  the  Committee  on  Ap- 
propriations and  Audit  of  the  Legal 
Services  Corporation  Board  of  Directors 
will  be  held  on  Thursday,  Juiie  23,  1977, 
at  the  offices  of  the  Corporation.  733 
Fifteenth  Street  NW.,  Washington,  D.C. 

The  meeting  will  begin  at  1:30  p.m. 
and  will  be  for  the  purpose  of  reviewing 
the  Fiscal  Year  1977  budget:  reviewing 
the  proposed  allocations  for  the  Fiscal 
Year  1978  budget:  and  selecting  an 
auditor  for  the  Corporation's  accounts 
for  Fiiical  Year  1977. 

The  meeting  is  open  to  the  public. 

Thomas  Ehrlich. 

President. 

(PR  Doe.77-I6772  Plied  8-9-77;9:29  am| 

NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S   YEAR 

PUERTO  RICO  COORDINATING 
COMMITTEE 

Puerto  Rico  Women's  Meeting 

In  accordance  with  Section  10<a>  (2)  of 
the  Federal  Advisory  Committee  Act 
I  Public  Law  92-463.  5  USC  App.  D. 
announcement  is  made  of  the  Puerto 
Rico  Women's  Meeting  to  be  held  on  June 
10-12,  1977.  in  Santurce  at  Sacred  Heart 
Campus. 

The  purposes  of  the  meeting  are  to: 

I  1 )  Recognize  the  contributions  oX  womea 
to  the  development  of  our  country; 


J  i  .\  sess  the  progress  that  has  been  mado 
to  date  by  both  the  private  and  public  sectors 
in  promoting  equality  between  men  and 
women  In  all  aspects  of  lUe  In  the  United 
States; 

( 3 )  .Aswess  the  role  oX  women  In  economic, 
social,   cultural,   and   political   development; 

I  4)  A:>i>ess  the  participation  of  women  In 
efforts  aimed  at  the  development  of  friendly 
relations  and  cooperation  among  nations  and 
to  the  strengthening  of  world  peace; 

(5)  Identify  the  barriers  that  prevent 
women  from  participating  fully  and  equally 
in  aU  aspects  of  national  life,  and  develop 
recommendations  for  means  by  which  such 
barriers  can  be  removed; 

(6)  Make  nominations  for  an'd  elect  13 
representatives  to  the  National  Women's  Con- 
tereiic-e  In  accordance  with  regulations  pro- 
mulgated by  the  National  Commission  on 
the  Observance  of  International  Women's 
Year  and  consistent  with  the  requirement 
that  the  National  Women's  Conference  shall 
be  composed  of: 

( a  I  Representatives  of  local.  State,  re- 
gional, and  national  institutions,  agencies, 
organizations,  unions,  associations,  publica- 
tions, and  other  groups  which  work  to  ad- 
vanc«  the  rights  of  women;  and 

(b)  Members  of  the  general  public,  with 
special  emphasis  on  the  representation  of 
low-income  women,  members  of  divers* 
racial,  ethnic,  and  religious  groups,  and 
women  of  all  ages. 

The  meeting  is  scheduled  to  begin  at 
8  p.m.  on  June  10.  1977  and  end  at  12 
hoou  on  June  12,  1977. 

Workshops  and  other  discussions  have 
been  schediUed  for  June  11  from  1:30 
p.m.  to  4:30  p.m. 

Topics  to  be  discussed  during  these 
periods  Include  various  issues  concern- 
ing women  such  as  health,  education,  em- 
ployment, and  the  legal  and  econonic 
status  of  women. 

The  election  of  delegates  to  the  Na- 
tional Women's  Conference  is  schedtiled 
as  follows: 


Nominating  Committee  Report  and  Floor 
Nominations  wUl  be  received  at  9  am., 
June  11.  1977  and  the  election  of  delegates 
win  be  held  at  11:30  am..  June  11,  1977. 

This  meeting  is  open  to  the  pubUc.  All 
persons  16  years  old  or  over  who  are 
residents  of  Puerto  Rico  or  enrollees  at 
educational  institutions  in  Puerto  Rico 
may  register  to  participate  in  all  activ- 
ities. Participation  in  some  activities 
may  be  limited  by  the  available  space. 

Registration  is  premised  upon  a  satis- 
factory showing  of  residency  or  educa- 
tional institution  enrollment  and  the 
payment  of  a  nominal  fee. 

All  communications  regarding  this 
meeting  should  be  addressed  to  Isabel 
Pico  de  Hernandez,  Chair,  International 
Women's  Year  Coordinating  Committee, 
P.O.  Box  11382.  Fernandez  Juncos  Sta- 
tion. Santurce.  Puerto  Rico  00910  or  call 
(809)    722-2907. 

General  notice  of  this  meeting  has  been 
publicized  In  the  media  and  the  time 
available  for  organizing  the  details  of  the 
program  schedule  have  made  it  necessary 
on  an  emergency  basis  to  postpone  pub- 
lication of  this  notice  until  this  time. 

Dated:  June  8,  1977. 

Bill  Wallace. 
Deputy   General    Counsel.   Na- 
tional   Commission     on     the 
Observance    of    International 
Women's  Year. 

|FR  Doc.77-16760  Piled  6-9  77:8:45  am] 

NATIONAL   ENDOWMENT   FOR 
THE   HUMANITIES 

PUBLIC  PROGRAMS  PANEL 

Meeting 

June  6,  1977. 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act  (Pub.  L.  92- 
463,  as  amended,)  notice  is  hereby  given 
that  a  meeting  of  the  Public  Programs 
Panel  will  be  held  at  806  15th  Street, 
N.W.,  Washington.  D.C.  20506,  in  room 
1130,  from  9:00  a.m.  to  5: 30  p.m.  on  June 
3C  and  July  1,  1977. 

The  purpose  of  the  meeting  is  to  review 
Public  Program  applications  for  museum 
and  historical  organization  projects 
which  were  submitted  to  the  National 
Endowment  for  the  Humanities  for 
projects  beginning  after  October  1,  1977. 

Because  the  proposed  meeting  will 
consider  financial  information  and  dis- 
close Information  of  a  personal  nature 
the  disclosure  of  which  would  constitute 
a  clearly  unwarranted  invasion  of  per- 
sonal privacy,  pursuant  to  authority 
granted  me  by  the  Acting  Chairman's 
Delegation  of  Authority  to  Close  Ad- 
visory Committee  Meetings,  dated  April 
28,  1977.  I  have  determined  that  the 
meeting  would  fall  within  exemptions 
(4)  and  (6)  of  5  U.S.C.  552bic)  and  that 
it  is  essential  to  close  the  meeting  to 
protect  the  free  exchange  of  internal 
views  and  to  avoid  interference  with 
operation  of  the  Committee. 

It  is  suggested  that  those  desiring 
more  specific  Information  contact  the 
Advisory   Committee   Management   Of- 
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ficer,  Mr.  John  W.  Jordan,  806  15th 
Street,  N.W..  Wa-shington.  D.C.  20501.  or 
call  area  code  202-382-2031. 

John  W.  Jordan, 
Advisory  Committee 
Management  Officer. 

|FR  Doc  77-16457  PUed  6-9-77:8:45  am] 


PUBLIC  PROGRAMS  PANEL 

Meeting 

June  6,  1977. 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act  'Pub.  L. 
92-463,  as  amended.  >  notice  is  hereby 
given  that  a  meeting  of  the  Public  Pro- 
grams Panel  will  be  held  at  806  15th 
Street,  N.W..  Washington.  DC.  20506.  in 
the  First  Floor  Conference  Room,  from 
9:00  a.m.  to  5:30  p.m  on  July  11  and  12, 
1977. 

The  purpose  of  the  meeting  is  to  review 
public  media  applications  in  all  of  the 
fields  of  the  humanities  submitted  to  the 
National  Endowment  for  the  Humanities 
for  projects  beginning  after  October  1, 
1977. 

Because  the  proposed  meetings  will 
consider  financial  information  and  dLs- 
close  information  of  a  personal  nature 
the  disclosure  of  which  would  constitute 
a  clearly  unwarranted  invasion  of  per- 
sonal privacy,  pursuant  to  authority 
granted  me  by  the  Acting  Chairman's 
Delegation  of  Authority  to  Close  Ad- 
visory Committee  Meetings,  dated  April 
28,  1977,  I  have  determined  that  the 
meeting  would  fall  within  exemptions 
(4)  and  (6)  of  5  U.S.C.  552bict  and  that 
it  is  essential  to  close  the  meeting  tp 
protect  the  free  exchange  of  intemai 
views  and  to  avoid  interference  with 
operation  of  the  Committee. 

It  is  suggested  that  those  desiring  more 
specific  information  contact  the  Advisory 
Committee  Management  OflScer,  Mr. 
John  W.  Jordan,  806  15th  Street.  N.W., 
Washington.  DC.  20506,  or  call  area  code 
202-382-2031. 

John  W.  Jordan, 
Advisory  Committee 
Management  Officer. 

|FR  Doc.77-16458  Piled  6-9-77;8:45  am) 


PUBLIC  PROGRAMS  PANEL. 

Meeting 

May  25.  1977. 

Pursuant  to  the  provisions  of  the  Fed- 
eral Advisory  Committee  Act  <Pub.  L. 
92-463)  notice  is  hereby  given  that  a 
meeting  of  the  Public  Programs  Panel 
will  meet  at  Washington.  D.C.  on  July 
13.  1977,  from  9:00  a.m.  to  5:30  p.m..  and 
July  14,  1977,  from  9 :00  a.m.  to  5:30  pjn., 
in  Room  1130.  at  806  15th  Street.  N.W., 
Washington.  D.C. 

The  purpose  of  the  meeting  is  to  re- 
view applications  for  the  development 
of  humanities  Public  Program  formats 
submitted  to  the  National  Endowment 
for  the  Humanities  for  projects  begin- 
ning after  October  1, 1977. 

Because  the  proposed  meeting  will  con- 
sider financial  Information  and  disclose 


information  of  a  personal  nature  the 
disclosure  of  which  would  constitute  a 
clearly  unwarranted  invasion  of  per- 
sonal privacy,  pursuant  to  authority 
granted  me  by  the  Acting  Chairman's 
Delegation  of  Authority  to  Close  Ad- 
visory Committee  Meetings,  dated  April 
28.  1977,  I  have  determined  that  the 
meeting  would  fall  within  exemptions 
(4)  and  (6)  of  5  U.S.C.  552b<c'  and 
that  it  is  essential  to  close  the  meeting 
to  protect  the  free  exchange  of  internal 
views  and  to  avoid  tnt-erference  with 
operation  of  the  Committee. 

It  is  suggested  that  those  desiring  more 
specific  information  contact  the  Ad- 
visory Committee  Management  Officer. 
Mr.  John  W.  Jordan.  806  15th  Street, 
N.W.,  Washington.  DC.  20506.  or  call 
area  code  202-382-2031. 

John  W.  Jordan. 
Advisory  Committee 
Management  Offficer. 

[PR  Doc.77-16459  Piled  6-9-77:8:45  ami 

OFFICE   OF  THE   FEDERAL 
REGISTER 

EDUCATIONAL  WORKSHOPS  ON  HOW  TO 
USE    THE    FEDERAL    REGISTER 

Region  IV  Workshops  in  Atlanta,  Georgia 

The  Office  of  the  Federal  Register  will 
hold  two  separat-e  workshops  on  "The 
Federal  Register — What  It  Is  and  How 
To  Use  It "  in  Atlanta,  Georgia,  as  part 
of  the  General  Services  Administration's 
Consumer  Representation  Plan.  Work- 
shop dates:  Wednesday,  July  13,  9  30 
a.m.;  Thursday,  July  14,  9:30  a.m.  Res- 
ervations are  required  for  each  session. 
Location:  First  Floor  Conference  Room 
I  Room  1051,  Environmental  Prot.ection 
Agency  Building.  345  Courtland  Street, 
Atlanta,  Georgia.  For  re.servations,  call 
Dave  Conner  at  404-881-4661. 

Agenda 

The  content  of  each  workshop  session 
will  be  identical.  Each  workshop  will  last 
for  approximately  2 '2  hours  and  will 
cover  the  following  areas : 

1.  A  brief  history  of  the  Federal  Reg- 
ister. 

2.  The  difference  between  legislation 
and   regulations. 

3.  The  relationship  of  the  Federal  Reg- 
ister and  the  Code  of  Federal  Regula- 
tions, 

4.  Important  elements  of  a  typical  Fed- 
eral Register  document. 

5.  An  introduction  to  the  finding  aids 
of  the  Office  of  the  Federal  Register. 

The  Office  of  the  Federal  RegLster  does 
not  interpret  specific  agency  regulations 
and  the  workshops  will  not  provide  a 
forum  for  the  discussion  of  substantive 
questions.  Rather,  the  workshops  are  de- 
signed as  an  introduction  for  the  person 
who  discovers  that  he  or  she  must  use 
Federal  Register  publications  to  keep 
track  and  to  gain  an  imderstanding  of 
Federal  regulations. 

Dated:  June 8,  1977. 

Fred  J.  Emery, 
Director  of  the  Federal  Register. 

|FR  Doc.77 -16634  Piled  6-9-77,8:45  am] 


INTERSTATE  COMMERCE 
COMMISSION 

lNut!,-e  No    410 

ASSIGNMENT  OF   HEARINGS 

June  7,  1977. 
Cases  assigned  for  hearing  postpone- 
ment, cancellation  or  oral  argument  ap- 
pear below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponemens  of  hear- 
ings in  which  they  are  interested. 

MC  35334  (Sub-79(.  Cooper  Jarrett,  Inc. 
now  being  assigned  July  12.  1977  (4  daysi 
at  Lexington,  Kentucky  in  a  hearing  room 
to  be  later  designated. 

MC  9644  Sub  5.  BTL.,  Inc  .  now  a.'islgned 
July  11,  1977.  at  Lincoln,  Nebr  ,  will  be  held 
In  the  Bankruptcy  Court  Room  541.  Fed- 
eral BIdp  .  and  U.S.  Courthouse,  100  Cen- 
tennial Mall  North. 

MC  138466  Sub  3.  Murray's  Transfer  &  Stor- 
age, Inc  ,  now  assigned  July  7,  1977,  at 
Des  Moines.  Iowa,  will  be  held  In  Room 
707.  Pederal  Bldg.,  210  Walnut  Street. 

MC  130416.  Voyager  Teen  Tours,  Ltd  .  now 
assiijned  June  27,  1977.  at  New  York,  NY  . 
will  be  held  In  Room  P-2220.  Federal  Bldg.. 
26  Pederal  Plaza. 

MC  U7883  Sub  209,  Subler  Transfer,  Inc. 
now  assigend  July  6,  1977,  at  Chicago.  111.. 
will  be  held  In  Room  1319,  Everett  McKln- 
ley  Dlrksen  Bldg.,  219  South  Dearborn 
Street. 

MC  720  Sub  20,  Bird  Trucking  Co.,  Inc.. 
now  assigned  July  7.  1977,  at  Chicago.  Ill  . 
will  be  held  In  Room  1319  Everett  McKln- 
ley  Dlrksen  Bldg.,  219  South  Dearborn 
Street. 

MC  114211  Sub  287,  Warren  Transport.  Inc 
now   assigned    July    14.    1977,    at   Chicago. 
HI.,    win    be   held   in   Room    1319.   Everett 
McKinley  Dlrksen  Bldg.,  219  South  Dear- 
born Street. 

MC    135236    Sub    12,    LogB.n    Trucking,    Inc 
now   assigned   July    12,    1977,   at   Chicago. 
Ill,    will    be    held    in    Room    1319    Everett 
McKinley  Dlrksen  Bldg,  219  S    Dearborn 
St. 

MC  1228270  Sub  20,  Redlehfl  Interstate,  Inc  , 
now  assigned  July  14,  1977,  at  Chicago, 
111  .  wUl  be  held  in  Room  1319.  Everett 
McKinley  Dlrksen  Bldg.,  210  South  Dear- 
born Street. 

MC  133095  Sub  131,  Texas  Continental  Ex- 
press, Inc.  now  assigned  July  11,  1977.  at 
Kansas  City,  Mo.,  will  be  held  In  Room 
609.  Federal  OfHce  Bldg.,  911  Walnut 
Street. 

MC  126600  Sub  14,  Ersam  Transport,  Inc., 
now  assigned  July  6.  1977.  at  Kansas  City. 
Mo.,  win  be  held  In  Room  609,  Federal 
Office  Bldg..  911  Walnut  Street. 

MC  124796  Sub  117,  Continental  Contract 
Carrier  Corp.,  now  assigned  JtUy  7,  l&TJ, 
at  Kansas  City,  Mo.,  will  be  held  In  Room 
609.  Pederal  Office  Bldg..  911  Walnut  Street. 

No.  MC  142861  Sub  1,  IRA  Ore^t.  now  as- 
signed July  14,  1977,  at  Kansas  City,  Mo., 
will  be  held  In  Room  609.  Pederal  Office 
Bldg.,  911  Walnut  Street. 

MC  95540  Sub  966,  Watklns,  Motor  Lines, 
Inc  ,  now  assigned  July  12.  1977.  at  Kansas 
City,  Mo.,  wlU  be  held  in  Room  609,  Ped- 
eral  Office  Bldg.,  911   Walnut  Street. 
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MC  4405  (Sub-No.  645).  Dealers  Transit.  Inc.. 
now  as.slgned  July  20,  1977.  will  be  held 
at  the  Offices  of  the  Interstate  Commerce 
Commission,   Washington,    DC. 

MC  30000  (Sub-No  2).  Kentucky  Transport 
Corporation,  now  being  assigned  July  28, 
1977.  at  the  OflBces  of  the  Interstate  Com- 
merce Commission,   Washington,   DC. 

MC  142623  (Sub-No.  2),  Robert  L.  Macon, 
now  being  assigned  July  28,  1977,  at  the 
Offices  of  the  Interstate  Commerce  Com- 
mission. Washington.  DC. 

Robert  L.  Oswald, 

Secretary. 

|PR  Doc  77-16576  Filed  6-9-77:8:45  am] 


|.\B  19   (Sub-No    36)  ] 
BALTIMORE  &  OHIO  RAILROAD  CO. 

Abandonment  Near  W'lliarc)  and  Scindu- 
sky — and  Abandonment  of  Operations — 
Over  Line  Jointly  Owned  With  Norfolk 
and  Western  Railway — and  Trackage 
Rights — Over  Consolidated  Rail  Cor- 
poration Near  Sandusky  in  Huron  and 
Erie  Counties,  Ohio 

May  31.   1977. 

The  Interstate  Commerce  Commission 
hereby  gives  notice  that  its  Section  of 
Energ>-  and  Environment  has  concluded 
that  the  proposed  abandonment  by  the 
Baltimore  and  Ohio  Railroad  Company 
'BiOi  of  its  line  of  railroad  between 
Valuation  Station  4637+00  at  or  near 
Willard  and  Valuation  Station  6113-(- 
51.5  at  or  near  Pandusky,  a  distance  of 
approximately  29.22  miles;  its  operations 
over  the  line  jointly  owned  with  the  Nor- 
folk and  Western  Railway  Company  near 
Sandu.sky.  a  distance  of  approximately 
0.47  miles,  and  trackage  rights  over  a 
0.06  mile  line  of  Consolidated  Rail  Cor- 
poration near  Sandusky,  all  in  Huron 
and  Erie  Counties.  Ohio,  if  approved  by 
the  Commission,  does  not  constitute  a 
major  Federal  action  significantly  affect- 
ing the  quahty  of  the  human  environ- 
ment within  the  meaning  of  the  National 
En\ironmental  Policy  Act  of  1969 
'.NEPA) .  42  U.S.C.  4321,  et  seQ..  aiid  that 
preparation  of  a  detailed  environmental 
impact  statement  will  not  be  retiulred 
under  section  4332i2'iC>   of  the  NEP.A. 

It  was  concluded,  among  other  things, 
that  the  environmental  impacts  of  the 
proposed  action  are  considered  Insignifi- 
cant because  the  diversion  of  rail  traffic 
to  motor  carriers  'approximately  11 
trucks  per  day)  would  result  In  only  mi- 
nor alterations  in  fuel  consumption,  air 
quality,  and  ambient  noise  levels  in  the 
affected  area.  Moreover,  alternative  rail 
tran.sportation  in  the  region  would  still 
be  available.  Overhead  traffic  would  be 
rerouted  to  other  nearby  rail  lines  add- 
ing to  the  circuitry  of  movement  but  the 
Impacts  are  expected  to  be  minimal.  Tlie 
proposed  action  could  limit  future  re- 
search activity  at  the  National  Aeronau- 
tics and  Space  Administration.  Lewis 
Research  Center  at  Plum  Brook,  but  to 
date,  little  rail  traffic  has  been  generated 
on  the  hne  and  the  extent  of  future  ac- 
tivity Is  imcertain.  No  otlier  economic 
projects  exist  which  would  be  affected  by 
the    abandonment.    It    was    determined 
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that  the  action  would  not  have  a  serious 
adverse  impact  on  rural  or  community 
development. 

A  determination  has  been  made  that 
the  right-of-way  w^ould  be  suitable  for 
public  use. 

This  conclusion  is  contained  in  a  staff- 
prepared  environmental  theshold  assess- 
ment survey,  which  Is  available  on  re- 
quest to  the  Interstate  Commerce  Com- 
mission, Office  of  Proceedings,  Wash- 
ington. D.C.  20423;  telephone  202-275- 
7011. 

Interested  persons  may  comment  on 
this  matter  by  filing  their  statements  in 
writing  with  tl:ie  Interstate  Commerce 
Commission.  Washington,  D.C.  20423,  on 
or  before  July  15. 1977. 

It  should  be  emphasized  that  the  en- 
vironmental threshold  assessment  sur- 
vey represents  an  evaluation  of  the  en- 
vironmental issues  in  the  proceeding 
and  does  not  purport  to  resolve  the  issue 
of  whether  the  present  or  future  public 
convenience  and  necessity  permit  dis- 
continuance of  the  line  proposed  for 
abandonment-  Consequently,  comments 
on  the  environmental  study  should  be 
limited  to  discussion  of  the  presence  or 
absence  of  environmental  impacts  and 
reasonable  alternatives. 

Robert  L,  Oswald, 
Secretary. 

|FR  Doe.77-16575  Filed  6-9-77:8:45  am] 


FOURTH  SECTION  APPLICATION  FOR 
RELIEF 

JirsE  7,  1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  In  the  ap- 
plication to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
dlvtanl  points. 

Protests  to  the  granting  of  an  appli- 
cation must  be  prepared  In  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  t49  CFR  1100.40)  and  filed 
within  15  days  from  the  date  of  publica- 
tion of  this  notice  In  the  Federal 
Register. 

FSA  No.  43371 — Joirit  Rail-Water  Con- 
tainer Rates — Italian  Line.  Filed  by  Ital- 
ian Line,  <No.  5> ,  for  itself  and  interested 
rail  carriers.  Rates  on  general  commodi- 
ties, from  U.S.  terminals  at  Great  Lakes 
ports,  to  ports  In  France,  Spain,  Italy, 
and  Portugal. 

Grounds  for  relief — Water  competi- 
tion. 

Tariffs— Italian  Line  tariffs  I.C.C.  Nos. 
5  and  6.  FM.C.  Nos.  23  and  24,  respec- 
tively. Rates  are  published  to  become  ef- 
fective on  July  1,  1977. 

By  the  Commission. 

Robert  L.  Oswald, 
Secretary. 

jFR  Doc.77-16574  Piled  6-&-77:8:45  ami 


[AB  43  (Sub-No.  34)1 

ILUNOIS  CENTRAL  GULF  RAILROAD  CO. 

Abandonment  Between  Gifford  and  Potom- 
ac in  Champaign  and  Vermilion  Coun- 
ties, Illinois 

May  31,  1977. 

The  Interstate  Conmierce  Commission 
hereby  gives  notice  that  its  Section  of 
Energy  and  Environment  has  concluded 
that  the  proposed  abeindonment  by  the 
Illinois  Central  Gulf  Railroad  Company 
of  its  line  between  Gifford  and  Potomac. 
a  distance  of  11.65  miles  in  Champaign 
and  Vermilion  Counties,  111.,  if  approved 
by  the  Commission,  does  not  constitute 
a  major  Federal  action  significantly  af- 
fecting the  quality  of  the  h'oman  en- 
vironment within  the  meaning  of  the 
National  Environmental  Policy  Act  of 
1969  (NEPA) ,  42  U.S.C.  4321,  et  seq..  and 
that  preparation  of  a  detailed  environ- 
mental impact  statement  will  not  be  re- 
qui«d  under  section  4332(2)  (C)  of  the 
NEPA. 

It  was  concluded,  aniong  other  things, 
that  abandonment  would  result  In  the 
diversion  of  less  than  two  trucks  a  day 
to  the  area  highway  system.  Conse- 
quently, there  wU  be  no  significant  in- 
creases in  energy  consumption,  air  pol- 
lution, or  traffic  congestion.  There  are  no 
economic  development  plans  which 
would  conflict  with  the  proposed  aban- 
donment. Consequently,  abandonment 
will  not  have  a  serious  advers^e  impact 
on  rural  and  community  development. 

This  conclusion  is  contained  in  a  staff- 
prepared  environmental  threshold  as- 
sessment survey,  which  is  available  on 
request  to  the  Intei-state  Commerce 
Commission,  Office  of  Proceedings, 
Washington,  D.C.  20423;  telephone  202- 
275-7011. 

Interested  persons  may  comment  on 
this  matter  by  filing  their  statements  in 
writing  with  the  Interstate  Commerce 
Commission.  Washington.  DC,  20423.  on 
or  before  July  15,  1977. 

It  should  be  emphasized  that  the  en- 
vironmental threshold  assessment  sur- 
vey represents  an  evaluation  of  the  en- 
vironmental Issues  in  the  proceeding  and 
does  not  purport  to  resolve  the  i-ssue  of 
whether  the  present  or  future  public  con- 
venience and  necessity  permit  dis- 
continuance of  the  line  proposed  for 
abandonment.  Consequently,  comments 
on  the  environmental  study  should  be 
limited  to  discussion  of  the  presence  or 
absence  of  environmental  impacts  and 
reasonable  alternatives. 

Robert  L.  Oswald, 
Secretary. 

(FR  Doc  77-16573  FUed  6-9-77:8:45  ami 


[Notice  No.  721 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY   APPLICATIONS 

Junk  7,  1977. 

The  following  are  notices  of  filing  of 
applications  for  temporary  authority 
under  Section  210aia»  of  the  Interstate 
Commerce  Act  provided  for  under  the 
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provisions  of  49  CFR  1131.3.  These  rules 
provide  that  an  original  and  six  (6) 
copies  of  protests  to  an  apphcation  may 
be  filed  with  the  field  official  named  In 
the  Federal  Register  publication  no  later 
ihan  the  15th  calendar  day  after  the  date 
tiie  notice  of  the  filing  of  the  applica- 
tion is  published  in  uhe  Feder.^l  Register. 
One  copy  cf  the  protest  must  be  served  on 
the  applicant,  or  its  authorized  repre- 
sentative, if  any,  and  the  protest.ant  must 
certify  that  such  service  has  been  made. 
Tlie  protest  must  identify  the  operat- 
ing authority  upon  which  it  is  predicated, 
specifying  the  "MC  '  docket  and  "Sub" 
number  and  quoting  the  particular  por- 
tion of  authority  upon  which  it  rehes. 
ALSO,  the  protestant  shall  specify  the 
service  it  can  and  will  provide  and  the 
amomit  and  type  of  equipment  it  will 
make  available  for  use  in  connection 
with  the  service  contemplated  by  the  TA 
application.  Tlie  weight  accorded  a  pro- 
test shall  be  governed  by  the  complete- 
ness and  pertinence  of  the  protestant's 
Information. 

Except  as  othen^'ise  specifically  noted, 
each  applicant  states  that  there  will  be 
no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application. 

A  copy  of  the  application  is  on  file. 
and  can  be  examined  at  the  Office  of  the 
Secretary.  Inter.'=tate  Commerce  Com- 
mission. Washington.  D.C.  and  also  in 
the  ICC  Field  Office  to  which  protests  are 
to  be  transmitted. 

Motor  Carrier:^  or  Property 

No.  MC  19945  (Sub-No.  eST.'^  i  'correc- 
tion).  filed  AprU  14.  1977.  .Applicant: 
BEHNKEN  TRUCK  SER\TCE.  INC.. 
Route  =  13.  New  Athens.  111.  62264.  Appli- 
cants  rerierentative;  Ernest  A.  Brooks. 

II.  1301  Ambassador  Bldg..  St.  Loui<;.  Mo 
63101.  Authority  sought  to  oi>erate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Dry  fer- 
tilizer and  dry  fertilizer  ingredients.  In 
bulk,  from  the  storage  facihties  of  Triple 
T.  Chemicals.  Inc.  located  near  Mt.  Ver- 
non. Ind..  to  points  in  Illinois  on  and 
.south  of  U.S.  Highway  36.  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  shipper <si  : 
Charles  W.  Robb.  Traffic  Manager.  Triple 
T  Chemical.^.  Inc.,  Vincennes,  Ind.  47591. 
Send  protests  to:  Harold  C.  Jolliff.  Dis- 
trict Supervisor.  Interstate  Commerce 
ConiinLssion.  P.O.  Box  2418,  Springfield, 

III.  62705.  The  purpo.se  of  this  correction 
IS  to  indicate  dry  fertilizer  ingredient.^ 
that  was  left  out  previously  before. 

No.  MC  26396  < Sub-No.  145TA'.  filed 
Mav  2.  1977.  Applicant:  POPELKA 
TRUCKING  CO..  d  b  a  THE  WAG- 
GONERS. P.O.  Box  990.  Li\  ingston 
Mont  59047  Applicant's  representative: 
Jacob  P.  Billig.  2033  K  Street  N  W  . 
Washington.  DC.  20006.  .Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Plastic  pipe  and  fittings 
and  accessories  necessai"y  for  the  instal- 
lation thereof,  from  the  facilities  of 
Certain-Teed  Corporation  at  McPherson. 


Kans.,  to  points  In  the  States  of  Colo- 
rado. Idaho.  Minnesota.  Montana.  Ne- 
braska. North  DakoUi,  South  E>akota. 
and  Wyoming  for  180  days.  Applicant 
has  also  filed  an  underlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shipper  is>:  Thomas  F. 
McGrath.  General  Traffic  Manager, 
Certain-Teed  Corporation,  P.O.  Box  860. 
Valley  Forge.  Pa.  19482.  Send  protests 
to:  District  Supervisor  Paul  J.  Lebaue. 
Interstate  Commerce  Commission,  2602 
First  Avenue  North,  Billings.  Mont. 
59101. 

No.  MC  28088  <  Sub-No.  26TA ' .  filed 
Mav  2.  1977.  Applicant:  NORTH  L 
SOUTH  LINES.  INCORPORATED.  2710 
South  Main  Street.  Harrisonburg.  Va. 
22801.  Applicant's  representative:  John 
R.  Sims.  Jr..  915  Pennsylvania  Bldg..  425 
13th  Street.  N.W.,  Washington.  D.C 
20004.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
foods,  from  the  plantsite  and  warehouse 
facilities  of  Stouffer  Food  Co.,  at  or  near 
Solon  and  Cleveland.  Ohio,  to  Nashville, 
Tenn..  and  points  in  West  Virginia. 
Georgia,  and  Florida  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operatini:  au- 
thority. Supporting  shipper's >  :  Stouffer 
Food  Company,  5750  Harper  Road.  Solon. 
Ohio  44139.  Send  protests  to:  Danny  R. 
Beeler.  District  Supervisor.  Bureau  of 
Operations.  Interstate  Commerce  Com- 
mission. P.O.  Box  210.  Roanoke.  Va. 
24011. 

No.  MC  35807  'Sub-No  71TAi.  filed 
Mav  3,  1977.  Applicant:  WELLS  FARGO 
ARMORED  SERVICE  CORPORATION. 
P  O.  Box  4313.  Atlanta.  Ga.  30302.  Appli- 
caiU's  representative:  S.  J.  Thatcher 
'same  address  as  applicant i.  and  Harry 
J.  Jordan.  1000  16th  St..  N  W  .  Wa.shing- 
ton.  DC  20036.  Authority  .'^ought  to 
operate  a.s  a  contract  carrier,  by  motor 
veliicle.  over  irregular  routes,  transport- 
ing: Foreign  coin.  U.S.  coin,  stamps  and 
other  items  of  value,  between  Hartford. 
Conn..  Boston.  Mass..  New  York.  N.Y.  and 
Littleton.  N.  Hamp.,  under  a  continuing 
contract,  or  contracts,  with  Littleton 
Stamp  &  Coin  Co..  for  180  days.  Support- 
ing shipper! s)  :  Littleton  Stamp  &  Coin 
Co..  253  Union  St.,  Littleton.  N.  Hamp. 
03561.  Send  protests  to:  Sara  K.  Davis. 
Transportation  Assistant.  Bureau  of  Op- 
erations. 1252  W.  Peachtree  St..  N  W.. 
Rm    546.  Atlanta,  Ga.  30309. 

No.  MC  94350  i  Sub-No  390TA'.  fUed 
May  17.  1977.  .Applicant:  TRANSIT 
HOMES.  INC..  P.O.  Box  1628.  Haj-wood 
Rd.  at  Transit  Drive.  Greenville. 
S.C  29602.  Applicants  representative: 
Mitchell  King.  Jr..  P.O.  Box  1628.  Green- 
ville. S.C.  29602.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehic>.  over  irregular  routes,  transiwrt- 
ing:  Single-wide  and  double-vide  mobile 
homes.  In  initial  movements,  from 
Marshville.  N.C.  to  points  east  of  the 
Mis.sissippi  River  for  180  day,?.  Support- 
ing shipper's > :  Festival  Homes  of  North 
Carolina  Inc..  P.O  Drawer  99.  Marsh- 
ville. N.C.  28103.  Send  protests  to:  E.  E. 


Stroiheid.  District  Supervisor,  Interstate 
Commerce  Commission.  Room  302,  1400 
Building.  1400  Pickens  Street.  Columbia, 
S.C.  29201. 

No.  MC  100666  'Sub-No.  346TA',  filed 
May  17.  1977.  Applicant:  MELTON 
TRUCK  LINES,  INC.,  P.O.  Box  7666, 
1129  Grimmett  Drive.  Shreveport.  La. 
71107.  Applicant's  representative:  Wil- 
bum  L.  Williamson.  280  National 
Foundation  Ufe  Bldg..  3535  N.W.  5Bth 
St..  Oklahoma  City,  Okla.  73112.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Floor  siceeping 
compounds  and  absorbents  'except  in 
bulk*,  from  the  facilities  of  Oil-Dn 
Corporation  at  or  near  Ochlocknee.  Ga  . 
to  points  in  Iowa.  Kansas,  Missouri,  and 
Texas  for  180  days.  Supporting  ship- 
per's' :  Oil-Dri  Corporation  of  America. 
520  North  Michigan  Ave.,  Chicago.  Ill 
60611.  Send  protests  to:  District  Super- 
visor Flay  C  Armstrong,  Jr..  701  Loyola 
Ave..  9038  Federal  Bldg..  New  Orleans. 
La. 70113. 

No.  MC  10S674  i  Sub-No.  228TA  .  filed 
May  2,  1977.  Applicant:  SCHILLI 
MOTOR  LINES.  INC..  P.O.  Box  123. 
Remington.  Ind.  47977.  Applicant's 
representative:  Linda  J.  Sundy.  P.O.  Box 
123,  Remington.  Ind.  47977.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Composition  board,  from 
the  plantsite  of  the  Johns-Manvillc  Sales 
Corporation  at  or  near  Natchez.  Miss., 
to  the  plantsite  and  warehouse  facilities 
of  tlie  Celotex  Corporation  at  or  near 
Elizabeth  town.  Ky..  for  180  days.  Appli- 
cant has  aL<io  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper's-:  The 
Celotex  Corporation.  1500  N.  EXale  Mabry. 
Tampa.  Fla.  33622.  Send  protests  to:  J. 
H.  Gray.  District  Supervisor.  Bureau  of 
Operations.  Interstate  Commerce  Com- 
mission. 343  West  Waj-ne  Street,  Suite 
113.  Port  Wayne.  Ind.  46802. 

No.  MC  108380  'Sub-No.  90TAi.  filed 
May  2.  1977.  .'\.pplicant :  JOHNSTON'S 
FUEL  LINERS.  INC.  P.O.  Box  100.  808 
Birch  Street,  Newcastle,  Wyoming  82701. 
Applicant's  representative:  Truman  A. 
Stockton,  Jr..  The  1650  Grant  St.  Bldg.. 
Denver.  Colo.  80203.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Vegetable  otf".  in  bulk,  from  Great 
Palls.  Mont.,  to  Norfolk,  Nebr  .  for  180 
days.  Supportir'r  shipper's':  Coast 
Trading  Co..  1800  S.W.  First.  Harrison 
Square  Building,  Portland.  Oreg.  97203. 
Send  protests  to:  Paul  A.  Naughton. 
Dtstrict  Supervisor.  Interstate  Commerce 
Commt'^sion.  105  Federal  Building  and 
Court  House.  Ill  South  Wolcott.  Casper. 
Wyoming  82601. 

No  MC  112989  'Sub-No.  48TA  ' ,  filed 
May  2,  1977  Applicant;  WEST  COAST 
TRUCK  LINES.  INC  .  85647  Highway  99 
S.,  Eugene.  Oreg.  97405  .^pphcant's  rep- 
presenLitive:  Jerry  R.  Woods.  Suite  1440, 
200  Market  Street,  Portland.  Oreg.  97201. 
Authority  sought  to  operate  as  a  com- 
mon carrier^  by  motor  vehicle,  over  Ir- 
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regular  routes,  transporting;  Charcoal 
briquettes,  from  the  plantsite  of  Tlie 
Kingsford  Company  at  Springfield.  Oreg., 
to  points  in  California  for  180  days.  Ap- 
plicant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper(s)  :  The 
Kingsford  Company.  3315  Marcola  Road, 
Springfield.  Oreg.  97477.  Send  protests 
to:  District  Supervisor  A.  E.  Odoms,  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission.  114  Pioneer  Courthouse.  555 
S.  Yamhill  Street.  Portland,  Oreg.  97204. 

No.  MC  115162  I  Sub-No.  361TA>.  filed 
May  11,  1977.  Applicant:  POOLE  TRUCK 
LINE.  INC..  P.O.  Drawer  500.  Evergreen, 
Ala.  36401.  Applicant's  representative: 
Robert  E.  Tate.  P.O.  Drawer  500,  Ever- 
green, Ala.  36401.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Roofing,  roofing  materials  and 
panels,  from  Meridian,  Miss.,  to  points  ^a 
the  states  of  Louisiana,  Alabama.  Ten- 
nessee, Kentucky.  Florida,  Georgia. 
North  Carolina  and  South  Carolina  for 
180  days.  Applicant  has  also  filed  'an 
underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
pens)  :  Masonite  Corporation.  P.O.  Box 
5777.  Meridian,  Miss.  39301.  Send  pro-  , 
tests  to:  Clifford  W.  White  District  Su- 
pervisor. Bureau  of  Operations,  Inter- 
state Commerce  Commission,  Room  1616, 
2121  BuUding.  Birmingham.  Ala.  35203. 

No  MC  115496  (Sub-No.  47TA).  filed 
April  28.  1977.  Applicant:  LUMBER 
TRANSPORT,  INC..  P.O.  Box  111.  Hwy. 
23  South,  Cochran,  Ga.  31014.  Applicants 
representative:  VirgU  H.  Smith.  Suite  12, 
1587  Phoenix  Blvd.,  Atlanta,  Ga.  30349. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Lumber,  from  the 
plantsite  and  facilities  of  Champion 
Home  Builders  Co.  located  at  Cullman, 
Ala  .  to  Commerce.  Buffalo.  Honey  Grove. 
Wills  Point  and  Van  Alstyne,  Tex.,  for 
180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per's) :  Champion  Home  Builders  Co.  64 
Walnut  St.,  P.O.  Box  306,  Cullman,  Ala. 
35055.  Send  protests  to:  Sara  K.  Davis, 
Transportation  Assistant.  Bureau  of 
Operations.  Interstate  Commerce  Com- 
mission. 1252  W.  Peachtree  St.,  N.W., 
Room  546,  Atlanta.  Ga.  30309. 

No.  MC  115730  1  Sub-No.  32TAi,  filed 
May  3,  1977.  Applicant;  THE  MICKOW 
CORP.,  531  S.W.  6th  Street.  P.O.  Box 
1774.  Des  Moines.  Iowa  50306.  Applicant's 
representative;  Cecil  L.  Goettsch.  1100 
Des  Moines  Building.  Des  Moines.  Iowa 
50309  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Steel 
tubing,  from  Shelby.  Ohio  to  points  in 
Iowa  and  Nebr..  for  180  days  Supporting 
shlpperfs^;  Ohiu  Steel  Tube  Company. 
134  West  Main.  Shelby.  Ohio  44875.  Send 
protests  to;  Herbert  W.  Allen.  District 
Supervisor.  Bureau  of  Operations,  Inter- 
state Commerce  Commission.  518  Federal 
Building.  Des  Moines,  Iowa.  50309 


No.  MC  115904  (Sub-No.  74TA) .  filed 
May  11,  1977.  Applicant:  GROVER 
TRUCKING  CO.,  1710  West  Broadway, 
Idalio  Falls,  Idaho  83401.  Applicant's 
representative:  Irene  Warr,  430  Judge 
Building,  Salt  Lake  City,  Utah  84111. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  (1>  Cel- 
lular expanded  plastic  and  rubber  foam, 
from  plantsites  of  Upholstery  Supply 
Co.  RAMCO  located  at  or  near  Los  An- 
geles. Calif.,  and  City  of  Industry.  Calif., 
to  Salt  Lake  City.  Utah  and  <2)  Carpet 
pads,  from  the  plantsites  of  Upholstery 
Supply  Co.  RAMCO  located  at  or  near 
Los  Angeles.  Calif.,  and  City  of  Industry, 
Calif.,  to  points  in  the  states  of  Utah  and 
Idaho,  for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to 
90  days  of  operating  authority.  Support- 
ing shipper(s):  Upholstery  Supply  Co./ 
RAMCO,  2191  South  300  West,  Salt  Lake 
City,  Utah.  Send  protests  to:  Barney  L. 
Hardin,  District  Supervisor,  Interstate 
Commerce  Commission,  550  W.  Fort  St., 
Box  07,  Boise.  Idaho  83724. 

No.  MC  118569  (^Sub-No.  4TA") .  filed 
May  16.  1977.  Applicant:  HALBERG 
CONSTRUCTION  &  SUPPLY.  INC.,  Box 
529,  Cherry,  'Virginia,  Minn.  55792.  Ap- 
plicant's representative:  Robert  F. 
Berger.  200  First  National  Bank  Bldg., 
Virginia.  Minn.  55792.  Authority  sought 
to  operate  avS  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Commodities  which  because  of  size 
and  or  weight  require  the  use  of  spe- 
cial equipment  and  or  special  handling, 
and  which  loads  are  50  tons  or  in  excess 
thereof,  from  Milwaukee  County.  Wis., 
to  points  in  the  Upper  Peninsula  of 
Michigan  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper  is)  :  Rexnord  Inc.,  Nord- 
berg  Mach.  Group,  (Process  Machinery 
Division!  P.O.  Box  383,  Milwaukee,  Wis. 
53201.  Send  protests  to:  Mrs.  Marion  L. 
Cheney.  Transportation  Assistant,  Inter- 
state Commerce  Commission,  Bureau  of 
Operations,  414  Federal  Building  and 
U.S.  Court  House.  110  S.  4th  St.,  Min- 
neapolis. Minn.  55401, 

No.  MC  124813  (Sub-No.  170TA),  filed 
May  2.  1977.  Applicant:  UMTHUN 
TRUCKING  CO..  910  South  Jackson 
Street.  P.O.  Box  166,  Eagle  Grove,  Iowa 
50533.  Applicant's  representative:  James 
M.  Hodge,  1980  Financial  Center,  Des 
Moines.  Iowa  50309.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Hydrated  lime,  in  bulk,  in  pneumatic 
vehicles,  from  points  in  Dodge  County, 
Wis.,  to  St.  Paul,  Minnesota,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's' :  Western  Lime  and  Cement  Com- 
pany, 125  E.  Wells,  Milwaukee,  Wis. 
53201.  Send  protests  to:  Herbert  W.  Al- 
len District  Supervisor.  Bureau  of  Op- 
erations. Interstate  Commerce  Commis- 
sion, 518  Federal  Bldg.,  Des  Moines,  Iowa 
50309. 


No.  MC  124813  (Sub-No.  174TA>,  filed 
May  16,  1977.  Applicant;  UMTHUN 
TRUCKING  CO.,  910  South  Jackson 
Street,  P.O.  Box  166.  Eagle  Grove,  Iowa 
50533.  Applicants  representative;  James 
M.  Hodge,  1980  Financial  Center,  Des 
Moines,  Iowa  50309.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Lime  and  limestone  products,  from 
points  in  Dodge  and  Fond  du  Lac  Coun- 
ties, Wis.,  to  points  in  Iowa,  Minnesota 
and  Missouri  for  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper(s  >  :  Western  Lime  and 
Cement  Company,  125  Ea.st  Wells.  Mil- 
w'aukee.  Wis.  52301.  Send  protects  to; 
Herbert  W.  Allen,  DLstrict  Supervisor, 
Bureau  of  Operations,  Interstate  Com- 
merce Commission,  518  Federal  Building, 
Des  Moines.  Iowa  50309. 

No.  MC  125146  (Sub-No.  5TA'.  filed 
April  27,  1977.  Applicant;  BOB  WHIT- 
AKER,  doing  business  as  BOB  WHIT- 
AKER  &  SON.  P.O.  Box  65.  Roswell, 
N.  Mex.  88201.  Applicant's  representa- 
tive: Edwin  E.  Piper,  Jr.,  Sandia  Savings 
Building,  Suite  1115,  Albuquerque,  N. 
Mex.  87101.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting: 
Meats,  meat  products,  meat  by-products 
and  articles  distributed  by  meat  packing 
houses,  from  the  facilities  of  Glover. 
Inc.,  at  or  near  Roswell,  N.  Mex..  to 
points  in  Georgia.  North  Ci^rolina.  South 
Carolina.  Florida,  Virginia,  and  West 
Virginia,  tmder  a  continuing  contract, 
or  contracts,  with  Glover.  Inc..  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's) :  Glover,  Inc..  Roswell,  N.  Mex., 
William  C.  Bacon,  Traffic  Manager.  Send 
protests  to:  Darrell  W.  Hammond,  Dis- 
trict Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations.  1106 
Federal  Office  Buildings.  517  Gold  Ave- 
nue. Albuquerque,  N.  Mex  87101, 

No.  MC  128527  (Sub-No.  82TA).  filed 
May  2.  1977.  Applicant;  MAY  TRUCK- 
ING COMPANY.  P.O.  Box  398.  Payette. 
Idaho  83661.  Applicant's  representative; 
Edward  G.  Rawle.  4635  S.W.  Lake  View 
Blvd..  Lake  Oswego.  Oreg  97034.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Fresh  swinging 
meat  and  boxed  meats,  between  the 
plantsite  of  Wells  &  Davies  at  or  near 
Payette,  Idaho,  on  the  one  hand,  and.  on 
the  other,  Denver  and  Pueblo.  Colo. 
Sioux  City  and  Des  Moines.  Iowa: 
Omaha.  Nebr.:  and  Golden  Valley.  Minn.. 
for  180  days.  Applicant  does  not  intend 
to  tack  authority  or  interline  with  other 
carriers.  Applicant  has  also  filed  an  un- 
derlying ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per's) :  Wells  &  Davies,  Payette,  Idaho. 
83661.  Send  protests  to;  Barney  L. 
Hardin,  District  SupenLsor.  Interstate 
Commerce  Commission.  440  W.  Fort  St., 
Box  07,  Boise.  Idaho  83724. 
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No.  MC  129222  i  Sub-No.  STA'.  filed 
May  13,  1977.  AppUcant;  FORD  TRUCK 
LINE,  INC..  South  Lj-nn  Street.  Tipton. 
Iowa  52772.  Applicant's  representative; 
James  M.  Hodge,  1980  Financial  Center, 
Des  Monies,  Iowa  50309.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing; Liquid  fertilizer,  in  bulk,  in  tank  ve- 
hicles, from  the  storage  and  terminal 
facilities  of  Allied  Chemical  Corporation 
at  or  near  Durant.  Iowa  to  points  in 
Arkansas,  Illinois  (except  points  in  the 
St  Louis,  Mo.— East  St.  Louis,  111.  Com- 
mercial Zone),  Iowa.  Indiana.  Kansas. 
Kentucky.  Minnesota.  Missouri.  Ne- 
braska, South  Dakota.  Tennessee,  and 
Wisconsin  for  180  days.  Supporting  shlp- 
per(s) :  Allied  Chemical  Corporation, 
3000  Richmond  Avenue.  Houston,  Tex. 
77001.  Send  protests  to;  Herbert  W. 
Allen,  District  Supervisor,  Bureau  of  Op- 
erations, Interstate  Commerce  Commis- 
slOTi.  518  Federal  BuOding.  Des  Moines. 
Iowa  50309. 

No.  MC  135078  (Sub-No.  16TA).  filed 
May  10,  1977.  Applicant;  AMERICAN 
TRANSPORT,  INC..  7850  F  Street, 
Omaha.  Nebr.  68127.  Applicant's  repre- 
sentative: Frederick  J.  Coffman,  521 
South  14th  St.,  P.O.  Box  81849,  Lincoln, 
Nebr.  68127.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting; 
Aluminum  coil,  aluminum  sheet,  and 
aluminum  blanks,  from  Manheim  Town- 
ship, Pa.,  to  points  in  Arkansas,  Kansas, 
Minnesota,  Missouri,  Nebraska.  Okla- 
homa. Texas,  Utah.  Wisconsin,  and 
Wyoming,  restricted  to  traffic  moving 
in  mechanically  temperature-controlled 
equipment  for  180  days.  Supporting 
shipper(s)  :  Nathan  Garonzik,  Traffic 
Manager,  Howmet  Corporation.  P.O.  Box 
3167,  1480  Manheim  Pike,  Route  72,  Lan- 
caster, Pa.  17604.  Send  protests  to:  Car- 
roll Russell,  District  Supenisor,  Inter- 
state C?ommerc€  Commission.  Suite  620. 
110  North  14th  St.,  Omaha,  Nebr.  68102. 

No.  MC  135283  (Sub-No.  22TA).  filed 
Mav  16.  1977.  Applicant;  GRAND  IS- 
LAND MOVING  &  STORAGE  CO..  INC.. 
P.O.  Box  2122,  432  S.  Stuhr  Rd.,  Grand 
Island,  Nebr.  68801.  Applicant's  repre- 
sentative: Gallyn  L.  Larsen,  P.O.  Box 
81849,  Lincoln.  Nebr.  68501.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Beer,  ale,  and  malt  bever- 
ages, from  Milwaukee,  Wis.,  to  Lincoln, 
Hastings,  and  McCook,  Nebr..  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
per's) :  John  R.  Smutny.  Owner  Nebras- 
ka! and  Distributors.  Inc.  1019  West  2nd 
Street,  Hastings,  Nebr.  68901.  James  M. 
Nabb,  President  State  Distributing  Com- 
pany. 800  S.  Street.  Lincoln.  Nebr.  68508. 
Send  protests  to:  Max  H.  Johnston  Dis- 
trict Supervisor,  285  Federal  Biuldlng 
and  Court  House,  100  Centennial  Mall 
North,  Lincoln,  Nebr.  68508. 

No.  MC  136208  (Sub-No.  6TA),  filed 
May  2,  1977.  Applicant:  CREAGER 
TRUCKING  CO..  INC..  No.  4  N.E.  Marine 


Drive.  Portland.  Oreg.  97217.  Applicant  s 
representative:  (jeorge  R.  Lablssonlere, 
1100  Norton  Building,  Seattle,  Wash. 
98104.  Authority  sought  to  operate  m  & 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Alumi- 
num ingots.  biUits.  blooms,  pigs  and  slabs. 
from  the  plantsite  of  Intalco  Aluminum 
Corporation  located  at  or  near  Femdale. 
Wash.,  to  points  In  the  State  of  Calif., 
for  180  days.  Applicant  also  fiJed  an  un- 
derlying ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
peris):  Intalco  Aluminum  Con:>oration. 
P.O.  Box  937,  Femdale.  Wash.  98248. 
Send  protests  to;  R  V.  Dubay  District 
Supervisor.  Bureau  of  Operations.  Inter- 
state Commerce  Commission,  114  Pioneer 
Courthouse,  Portland,  Oreg.  97204 

No.  MC  138776  (Sub-No.  3TA),  filed 
May  2,  1977.  Applicant;  MARVIN 
RENTZ,  d'b'a  RENTZ  FARM  SUPPLY, 
Route  1,  Brlnson,  Ga.  31725.  Applicant's 
representative:  Frank  D.  Hall.  Suite  713, 
3384  Peachtree  Road.  N.E.,  Atlanta.  Ga. 
30326.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Fertilizer. 
liquid  or  dry.  in  bulk.  In  tank  velilcles 
(except  in  pneumatic  tanks) ,  or  dry.  In 
bags,  from  the  faculties  of  International 
Minerals  and  Chemical  Corp.,  at  Ameri- 
cus.  Tifton  and  Decatur  County.  Ga..  to 
all  points  in  Florida  on  and  north  of 
Interstate  Highway  4  and  all  points  in 
South  Carolina  for  180  days.  Applicant 
has  also  filed  an  imderlylng  ETA  seek- 
ing up  to  90  days  of  operating  authority. 
Supporting  shipper's) :  International 
Minerals  &  Chemical  Corp..  P.O.  Box  607, 
Americus.  Ga.  31701.  Send  protests  to; 
District  Supervisor  G.  H.  Fauss.  Jr  Bu- 
reau of  Operations.  Interstate  Commerce 
Commission.  Box  35008.  400  West  Bay 
Street,  Jacksonville.  Fla.  32202. 

No.  MC  138176  (Sub-No.  4TA).  filed 
May  2.  1977.  Applicant;  MARVIN 
RENTZ.  d/b  a  RENTZ  FARM  SLTPLY. 
Route  1,  Brlnson,  Ga.  31725.  Applicant's 
representative:  Frank  D.  Hall.  Suite  713. 
3384  Peachtree  Road.  N.E.,  Atlanta.  Ga. 
30326.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregtilar  routes,  transporting:  Fertilizer. 
dry.  in  bulk.  In  tank  vehicles,  or  In 
bags,  from  Fort  Pierce,  Tampa,  Cotton- 
dale,  Jackson\'llle,  Fla.,  to  the  facilities 
and  plants  of  Kerr-McGee  Chemical 
Corp.  at  Doenm  sind  Moultrie.  Ga..  for 
180  days.  Applicant  has  also  filed  an 
underlying  ETTA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per's' :  Kerr-McGee  Chemical  Corp. 
Moultrie,  Ga.  Send  protests  to;  District 
Supervisor  G.  H.  Pauss,  Jr  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission, Box  35008.  400  West  Bay  Street, 
Jacksonville,  Fla.  32202. 

No.  MC  138274  'Sub-No.  43TA)  'Cor- 
rection), filed  April  19,  1977.  Applicant: 
SHIPPERS  BEST  EXPRESS,  INC..  2151 
North  Redwood  Road,  Salt  Lake  City. 
Utah  84116.  Applicant's  representative: 
D.  Micliael  Jorgensen,  300  Arrow  Press 
Square,  No.  2,  P.O.  Box  2465,  Salt  Lake 
City,  Ut-ah   84110.  Authority   sought  to 


operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing; Meats,  and  meat  products  and  arti- 
cles distributed  by  meat  packinghouses, 
as  described  in  Sections  A  and  C  of  Ap- 
pendix I  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates.  61  M  CC.  209 
and  766.  'except  commodities  in  bulk*, 
from  Denver.  Colo.,  and  Its  commercial 
zone  to  points  in  California,  Arizona, 
Oregon  and  Washington,  for  180  days. 
Supporting  Shipt>er's^  .  Flavorland  In- 
dustries. P.O.  Box  16345.  5590  High  St., 
Denver.  Colo.  80216  Litvak  Meat  Pack- 
ing Co  ,  East  59th  Avenue  and  New  York 
Street.  Denver.  Colo.  Send  protests  to: 
District  Supervisor,  Lyle  D  Heifer.  Inter- 
state CXtmmerce  Commission,  Bureau  of 
Ol-)eration5,  5301  Federal  Bldg.,  125 
South  State  St.,  Salt  Lake  City,  Utah 
84138.  The  purpose  of  this  republication 
is  to  indicate  two  supporting  shippers. 

No.  MC  139460  'Sub-No.  22TA).  fUed 
April  29.  1977.  Applicant;  FORT  ED- 
WARD EXPRESS  CO .  INC.,  Route  9, 
Saratoga  Road,  Fort  Edward,  New  York 
12828.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Cement. 
in  bulk,  in  tank  vehicles,  from  Howes 
Cave,  N.Y..  to  Connecticut  Massachu- 
setts. New  Hampshire,  Rliode  Lsland  and 
Vermont,  for  180  days  Applicant  has  also 
filed  an  'onderlying  ETA  seeking  up  to  90 
days  of  operating  authority.  Supporting 
Shipper(s(  ;  The  Plintkote  Co.,  Glens 
Falls  Cement  Division.  Glens  Falls,  N,Y. 
12801.  Send  protests  to;  Robert  A.  Rad- 
ler.  District  Supervisor.  518  Federal 
Builduig.  P.O.  Box  1167.  Albany,  NY. 
12201. 

No.  MC  140363  (Sub-No.  8TA).  filed 
Mav  3,  1977.  Applicant:  CHAMPS 
TRUCK  SER'VICE,  INC.,  P.O.  Box  1233 
Meraux.  La.  70075.  Applicant's  represen- 
tative: Edward  A.  Winter,  235  Rosewood 
Drive.  Metairie,  La.  70005.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Coal  and  coke,  in  bulk.  In 
dump  vehicles  between  points  in  Louisi- 
ana, on  the  one  hand,  and.  on  Uie  other, 
points  in  Missouri  and  Alabama,  for  180 
days.  Supporting  shipper's)  ;  Atlantic  St 
Gulf  Stevedores,  Inc  PO.  Box  26187. 
New  Orleans,  La  70186.  Send  protests  to; 
District  Supervisor  Ray  C.  Armstrong. 
Jr  ,  701  Loyola  Ave..  9038  Federal  Bldg., 
New  Orleans.  La.  70113. 

No.  MC  140363  (Sub-No.  9TA),  filed 
Mav  3.  1977.  Applicant;  CHAMPS 
TRUCK  SER'VICE.  INC.,  P.O.  Box  1233, 
Meraux,  La.  70075.  Applicant's  represen- 
tative; Edward  A.  Winter,  235  Rosewood 
Drive,  Metairie,  La.  70005.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes. 
transporting;  Alloys  aiui  ores,  in  bulk,  in 
dump  trucks,  between  points  in  Louisi- 
ana, on  the  one  hand,  and,  on  the  other, 
points  in  Missouri  and  Alabama,  for  180 
days.  Supporting  shipper  is;  :  Atlantic  b 
Gulf  Stevedores.  Inc.  P.O.  Box  26187, 
New  Orleans.  La.  701S6.  Send  protests  to: 
District  Supervisor  Ray   C.  Armstrong, 
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Jr..  701  Loyola  Ave,  9038  Federal  Bldg  . 
New  Orleans,  La.  70113. 

No.  MC"  140846  'Sub-No.  5TA>.  filed 
May  U,  1977.  Applicant  CENTRAL 
DELIVERY  SERVICE  OF  MASSACHU- 
SETTS. INC.,  125  Mti^'azuie  Street,  Bos- 
ton. Mass.  02119.  Applicants  representa- 
tive: Jeremy  Kahn,  Suite  733.  Invest- 
ment Bldg.,  Washington,  D.C.  20005.  Au- 
thority sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  iiTegular 
routes,  ti-ansporting :  Advertising  mat- 
ter, consisting  of  camera-ready  paste- 
ups and  layouts,  from  Somersville,  Mass.. 
to  Derry,  N,  Hamp..  Newport,  Pawtucket 
and  Providence.  R.I.,  and  East  Hartford. 
Ansonia.  Bristol.  Middletown.  Naugatuck, 
New  Britton,  New  London,  Torrington, 
Winsted,  Meriden,  Bridgeport,  Danbury. 
New  Haven.  Norwich.  Waterbury.  and 
Mtlford.  Conn.  Restrictions:  (1 1  No  serv- 
ice shall  be  rendered  in  the  transporta- 
tion of  any  package  or  article  weighing 
more  than  10  pounds  or  exceeding  108 
mches  in  length  and  girth  combined,  and 
each  package  or  article  shall  be  con- 
sidered as  a  separate  and  dLstmct  ship- 
ment. i2i  No  service  shall  be  provided 
in  the  transportation  of  packages  or  arti- 
cles weighing  in  the  aggrregate  more  than 
30  poimds  from  one  consignor  at  one 
location  to  one  consignee  at  one  location 
on  any  one  aay.  i3i  Service  provided  in 
the  transportation  of  packages  or  arti- 
cles herein  shall  be  accomplished  within 
24  hours  of  the  time  at  which  the  pack- 
age or  article  is  tendered  for  transporta- 
tion (4)  The  transportation  authorized 
herein  shall  be  performed  under  a  con- 
tinuing contract  or  contracts  with  First 
National  Stores  Inc.,  Somerville.  Mass., 
for  180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per(s)  :  First  National  Stores  Inc.,  5 
Middlesex  Avenue,  Somerville,  Mass. 
02143  Send  protests  to:  District  Supervi- 
sor John  B.  Thomas.  150  Causeway  St  , 
Interstate  Commerce  Commission.  Room 
501,  Boston,  Mass.  02114. 

No.  MC  141356  (Sub-No.  3TA>,  filed 
May  10,  1977.  Applicant:  LONE  PINE 
TRUCKING  COMPANY,  11831  Vose 
S'.reet.  Norlii  Hollywood.  Calif.  91701. 
Applicant's  representative:  Carl  H. 
Fntze,  1545  VVilshire  Blvd.,  Los  Angeles. 
Calif.  90017.  Auttionty  sought  to  operate 
cis  a  common  carrier,  by  motor  vehicle. 
over  irregular  routes,  transporting:  Ex- 
panded shale  and  bentonite,  in  bulk, 
from  the  mine  and  plant  sites  of  Light- 
weight Processing  Company  at  or  near 
Lake  of  the  Woods,  Frazier  Park  and 
Ventura,  Calif.,  to  points  and  places  in 
Maricopa  Covmty,  Ariz.,  for  180  days.  Ap- 
plicant has  also  filed  an  underlymg  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supportmg  sliipper's' :  Light- 
weight Proce.'^sing  Company.  715  North 
Central  Avenue,  Glendale,  Calif.  91203. 
Send  protests  to:  Irene  Carlos.  Trans- 
portation Assistant.  Interstate  Com- 
merce Commission,  Room  1321  Federal 
Builduig.  300  North  .Angeles  Street.  Lo6 
Angeles.  Calif.  90012. 


No.  MC  141597  (Sub-No.  2TA>,  (cor- 
rection', filed  April  15.  1977,  published 
m  the  Feder.al  Register  issue  of  May  11, 
1977,  and  republished  as  corrected  this 
issue.  Applicant:  RIVERSIDE  TRUCK 
LIN'F;,  inc..  910  4th  Avenue  South,  Dani- 
son,  Iowa  51442.  Applicant's  representa- 
tive: James  M.  Hodge,  1980  Financial 
Center,  Des  Moines,  Iowa  50309.  Author- 
ity sought  to  operate  as  a  contract  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transportii^g :  Printed  religious 
matter.  1 1 1  from  points  in  Arkansas, 
Florida,  Kansas,  Minnesota,  Missouri, 
Texas,  and  Wisconsin,  to  Iowa  Falls. 
Iowa,  «2t  Iowa  Falls,  Iowa  to  points  in 
Florida,  ifnder  a  continuing  contract,  or 
contracts,  with  Riverside  Book  and  Bible 
House  of  Iowa  Falls,  Iowa,  for  180  days. 
Supporting  shipper's*:  Riverside  Book 
and  Bible  Hotise,  1500  Riverside  Drive, 
Iowa  Falls.  Iowa  50126.  Send  protests  to: 
Carroll  Russell.  District  Supervisor,  In- 
terstate Commerce  Commission,  Suite 
620,  110  North  14th  Street,  Omaha,  Nebr. 
68102.  The  purpose  of  this  republication 
is  to  correct  the  territorial  description. 

No.  MC  141827  (Sub-No.  ITA),  filed 
Mav  10.  1977.  Applicant:  WILLIAM  P. 
ANDREES,  d.b.a.  SPECIALTY  AUTO 
TRANSPORT.  17320  Garvey  Road, 
Chelsea.  Mich.  48118.  Applicant's  repre- 
sentative: Michael  M.  Briley,  300  Madi- 
son Avenue.  Toledo.  Ohio  43603.  Author- 
ity sought  to  operate  as  a  common  car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Antique  and  classic 
automobiles,  in  secondary  movements  in 
truckaway  service  between  points  in  the 
United  States  (except  Alaska  and  Ha- 
waii, restricted  against  the  transporta- 
tion of  automobiles  less  than  20  years  old 
and  against  the  transportation  of  more 
than  two  i2>  automobiles  in  any  single 
movement  for  180  days.  Supporting  ship- 
per's! :  James  G.  Stebins,  11855  Beck 
Road,  Plymouth,  Mich.  48170.  S.  M. 
Raben,  706  Union  Arcade  Bldg..  Daven- 
port. Iowa  52801.  Lee  E.  Dirks,  3150 
Kernway.  Bloomfield  Hills,  Mo.  48013. 
The  Body  Shop.  Joseph  Paladenic,  2850 
Belmont  Avenue.  Yoimgstown,  Ohio 
44505.  Buick  Club  of  America,  Club 
Member  Jack  Krupa,  2214  Montague, 
Davison.  Mich.  48423.  Gerald  Clark. 
2902  Kimbrough  Lane.  St.  Joseph,  Mo. 
64506.  Unique  Motor  Cars,  Ltd.,  Philip 
Wichard.  Treasurer.  21  East  Shore  Road, 
Manhasset,  N.Y.  11030.  Send  protests  to: 
James  A.  Augustyn,  District  Supervisor, 
Interstate  Commerce  Commission,  1110 
Broderick  Tower,  10  Witherell  Avenue, 
Detroit,  Mich.  48226. 

No.  MC  141867  (Sub-No.  3TA)  (correc- 
tion), filed  April  11,  1977,  published  in 
tlie  Feder.^l  Register  issue  of  May  4, 
1977.  and  republished  as  corrected  this 
this  issue  Applicant:  SPECIALIZED 
TRUCKING  SERVICE,  INC.,  1523— 18th 
N  E..  Puyallup.  Wash.  98371.  Applicant's 
representative:  Ron  Brader,  2301  Mil- 
waukee Way.  Tacoma.  Wash,  98421.  Au- 
thority sought  to  oiserate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  trarL< porting:  Glass  bottles  or 
jars,  cartons,  in  mixed  shipments  with 


bottles  and  jars,  returned  pallets  and 
dunnage,  between  King  County,  Wash., 
and  points  on  U.S. -Canadian  boundary 
in  Washington  of  traffic  destined  to  or 
from  points  in  British  Columbia,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  shipper  is  i  : 
Pepsi  Cola — 7  Up  Bottling  Co..  Division 
of  Alpac  Corp..  2300  26th  Ave.  So  .  Seat- 
tle, Wash.  98114.  Domglas  Ltd  ,  6850  20th 
Avenue,  Burnaby,  British  Columbia. 
Canada.  Send  protests  to:  L.  D.  Boone. 
Transportation  Specialist.  Bureau  of  Op- 
erations, Interstate  Commerce  Commis- 
sion. 858  Federal  Building.  Seattle, 
Wash.  98174. 

No.  MC  143048  (Sub-No.  ITA'.  filed 
May  1977.  Applicant:  D  and  F  KITCHEN 
CABINET  DELIVERY.  153  LaGrange 
Street.  West  Roxbury,  Mass.  02132.  Ap- 
plicant's representative:  Paul  Murphy, 
8th  Floor,  One  State  Street,  Boston, 
Mass.  02109.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irrgeular  routes,  transporting: 
Commodity:  Bathroom  sinks,  bathrootn 
sink  faucets,  connnercial  cabinets,  com- 
puter tops,  counter  tops,  cultured  mar- 
ble vanity  tops,  desks,  engine  storage 
cabinets,  kitchen  cabinets,  kitchen  sinks. 
kitchen  sink  faucets,  night  stands,  vanity 
cabinets,  video  game  cabinets  and  ward- 
robes, from  West  Bridgewater,  Mass.,  to 
irregular  points  in  Maine.  New  Hamp- 
shire. Vermont,  Massachusetts.  Rhode  Is- 
land, Connecticut,  New  York.  New  Jersey. 
Pennsylvania.  Delaware.  Marvland.  Vir- 
ginia, and  the  District  of  Columbia,  and 
return  of  rejected  goods,  under  a  con- 
tinuing contract,  or  contracts,  with  N.  J. 
MacDonald  &  Sons.  Inc..  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper  s)  :  N.  J. 
MacDonald  &  Sons,  Inc..  Pleasant  St.. 
West  Bridgewater.  Mass.  02379.  Send 
protests  to:  District  Supervisor,  John  B. 
Thomas,  Interstate  Commerce  Commis- 
sion, 150  Causeway  Street,  R(X>m  501. 
Boston,  Mass.  02114. 

No.  MC  143146TA  (correction),  filed 
April  4,  1977,  published  in  the  Federal 
Register  issue  of  April  28,  1977,  and  re- 
published as  corrected  this  issue  Appli- 
cant: DONNIE  W,  RICHARDSON,  do- 
ing business  as  ISLAND  COURIER.  202 
Mariner's  Cove  Club.  Hilton  Head  Island. 
S.C.  29928.  Applicant's  representative: 
Jack  H.  Biel.  Bankers  Trust  Office  Park. 
P.O.  Box  5010.  Hilton  Head  Island,  S  C. 
29928.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Package 
express  with  overall  dimejisions  of  less 
than  100  inches  and  articles  weighing 
less  than  50  pounds  each,  transportation 
of  all  items  is  at  the  si^ecific  requests  of 
the  customer,  between  Hilton  Head.  S.C  . 
on  the  one  hand,  and,  on  the  other. 
Savannah.  Savannah  Beach.  Island  of 
Hope  and  Skidaway  Island.  Ga.,  for  180 
days.  Supporting  shipper's':  Tliere  are 
approximately  28  statements  of  support 
attached  to  the  application,  which  may 
be  examined  at  the  Interstate  Commerce 
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Commission  in  Wasliington.  DC,  or 
copies  thereof  which  may  be  examined  at 
ttie  field  oCBce  named  below.  Send  pro- 
tests to:  E.  E.  Strotheid.  District  Super- 
visor, Interstate  Commerce  Commission, 
1400  Bldg.,  1400  Pickens  St..  Columbia, 
S.C.  29201.  The  purpose  of  this  republi- 
cation is  to  correct  the  temtorial  descrip- 
tions. 

No.  MC  143244TA.  filed  May  11.  1977. 
Applicant:  JAMES  DO  WELL.  7010 
Southwest  25  Street.  Miramar.  Fla.  33023. 
Applicants  representative:  John  T. 
Bond,  909  South  State  Road  7,  Rte.  441, 
Hollywood.  Fla.  33023.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Meat  or  meat  prdoucts  packaged 
or  unpackaged  (hanging)  moving  in  tem- 
perature controlled  vehicles  Including  ar- 
ticles distributed  by  meat  packing  houses. 
from  Chicago,  HI.:  Dubuque.  Iowa;  and 
Spencer.  Iowa  to  Mendelson's,  Inc., 
Miami  Beach,  Fla.,  under  a  continuing 
contract,  or  contracts,  with  Mendelson's, 
Inc.,  for  180  days.  Supporting  snipper' :s> : 
Mendelson's,  Inc.,  833  First  Street,  Miami 
Beach,  Fla.  Send  protests  to:  Donna  M. 
Jones,  Transportation  Assistant,  Inter- 
state Commerce  Commission — BOp, 
Monterey  Building,  Suite  1901,  8410  N.W. 
53rd  Terrace,  Miami.  Fla.  33166. 

Passenger  Applications 

No.  MC  110668  (Sub-No.  2TA) ,  filed 
May     11,     1977.     Applicant:     PEORIA 


CHARTER  COACH  (?OMPANY,  2600 
Northeast  Adams  Street,  Peoria,  111. 
61603.  AppUcanfs  representative:  Sam- 
uel G.  Harrod,  Eureka  Professional 
Building.  107  E.  Eureka  Avenue,  Eureka, 
ru.  61530.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transrwrting :  Pa.ssen- 
gers  and  their  baggage,  in  special  opera- 
tions, beginning  and  ending  at  points  on 
appUcant's  authorized  regular  rout-e.  be- 
tween La  Salle.  HI.  and  Canton.  Ill  con- 
tained in  MC  110668  and  Sub-1  '  between 
La  Salle  over  ni.  Hwy  29  to  Peoria.  Ill 
Highway  116  to  Fanning  ton  and  Illinois 
Highway  78  to  (?anton.  HI  ' .  and  extend- 
ing to  points  In  the  continental  United 
States,  for  180  days  Supporting  ship- 
pens)  :  There  are  eight  supporting  ship- 
pers for  this  application.  Their  names 
and  addresses  may  be  obtained  from  the 
field  office  listed  below.  Send  protests  to: 
Transportation  Assistant  Patricia  A. 
Roscoe,  Interstate  Commerce  Commis- 
sion, Everett  McKinley  Dirk.sen  BuUdlng, 
219  S.  Dearborn  Street.  Room  1386.  Chi- 
cago, m.  60604. 

No.  MC  143178TA.  filed  April  21,  1977. 
Applicant :  GOLDEN  STATE  COACHES, 
INC.,  P.O,  Drawer  "G",  Chlco.  Calif. 
95927.  AppUcant's  representative:  Mike 
Soumbenlotls,  402  North  Division  Street, 
Carson     City,     Nev.     89701.     Authority 


Bought  to  operate  as  a  common  carrier,- 
by  motor  vehicle,  over  irregular  routes, 
transportmg;  Passengers  and  their  lug- 
gage. In  special  and  charter  operations, 
from-  '1'  points  In  California,  on  and 
within  5  miles  of  California  Highway  89 
between  Green\^^e  and  the  Intersection 
of  California  Highway  89  and  California 
Highway  36  in  Plumas  County.  (2'  points 
In  California,  on  and  within  5  miles  of 
California  Hii;hway  3  6  between  Westwood 
and  I>alcs.  in  Lassen.  Plunias.  and  Te- 
hama Counties.  (3'  points  in  California 
on  and  within  5  miles  of  Butte  County 
Highway,  known  as  Skyway  Road  'F'ed- 
eral  Aid  Standard  No.  757)  between 
Paradise  and  Sterling  City,  In  Butte 
County.  To:  points  In  the  continental 
L"nit«i  States  including  Alaska,  and  re- 
turn, for  180  days.  Supporting  ship- 
per's' :  Tliere  are  approximately  eleven 
(ID  statement*  of  support  attached  to 
the  application  which  may  be  examined 
at  the  Interstate  Commerce  Commission 
in  Washington.  DC,  or  copies  thereof 
which  may  be  examined  at  the  field  office 
named  below  Send  protests  to:  District 
Supervisor  A.  J.  Rodriguez,  211  Main — 
Suite  500.  San  Francisco.  CaUf  94105, 

By  the  Commission. 

Robert  L.  Oswald. 
Secretary. 

|FR  E>c<  77-16572  Filed  &-9-77;8:46  am) 
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Members  have  voted  that  agency  busi- 
ness reqijlres  that  this  Item  be  deleted 
from  the  June  7,  1977,  a<.?enda  and  that 
no  earlier  announcement  oi  the  change 
was  possible:  Acting  Chairman  Lee  H. 
West;  Member  G.  Joseph  Mlnettl;  and 
Member  R,  Tenney  Johnson. 

[3-617-77  PUed  &-7-77;4:15  pm] 


Barbara  Brooks,  Public  Affairs  Unit, 
202-254-6697. 

[S-623-77  Filed  6-8-77;  11:57  pm] 


AGENCY    HOLDING    THE   MEEnNQ: 

Civil  Aeronautics  Board. 

[MA-^  amexidlng  M-M] 

Deletion  or  Item  From  Jitni  7,  1977 

Meeting  Agenda 

reyised  agenda 

JuNi6,  1977. 

TIME  AND  DATE:  10  a.m..  June  7,  1977. 

PL.\CE:  Room  1027,  1825  Connecticut 
Avenue  NAV.,  Washington,  DC    20428. 

SL^JECT:  1,  Docket  27891,  EDR-301, 
Advance  Notice  of  Propo.sed  Rulemaking 
to  amend  Part  234  to  establish  manda- 
tory on-time  arrival  standards  for  cer- 
lifica;  ^d  rout*  air  carriers  '  petition  for 
rulemaking  Irustlluted  by  Aviation  Con- 
.sumer  Action  Project'  2  Docket  29139, 
EDR-296  Reexamination  of  the  Board's 
Policies  concerning  Deliberate  Overbook- 
ing and  Oversales. 

ST  ATI'S     Open. 

PERSON  TO  COxVTACT: 

PhUlls  T.  Kaylor,  The  Secretary.  202- 
673-5068, 

SLTPLEMENTARY  INFORMATION: 
Item  2  on  the  announced  agenda  for  th? 
June  7,  1977,  Board  meeting  was  "Docket 
23315,  ■■Delta-Northpa.si  Merger  Case" 
(petition  of  Juanita  Wells  to  compel  ar- 
bitration of  labor  dispute)  and  Docket 
22690  "Caribbean-Atlantic  Airlines,  Inc.. 
Eastern  Airlines.  Inc.,  Acquisition  Case" 
•  petition  of  Jose  Dones  to  compel  arbi- 
tration of  labor  dLsputc  ' ." 

This  item  was  placed  on  the  Board's 
calendar  by  'Vice  Chairman  Richard  J. 
O'Melia.  At  6:00  p.m.  on  Friday,  June  3, 
1977,  it  was  leanied  that  Vice  Chairman 
Richard  J.  O'Melia,  who  is  participating 
in  the  U.S. -UK.  bilateral  negotiations  in 
liOZUlon,  would  not  be  able  to  return  to 
the  Board  for  the  June  7.  1977,  meeting. 
This  item  will  be  rescheduled  In  the  near 
future  at  a  time  which  permits  the  at- 
tendance of  'Vice  Chairman  Richard  J. 
O'Melia      Accordingly,     the     following 


AGENCY  HOLDING  THE  MEETING: 
UJ3.  Commission  on  Civil  Right*. 

TIME  AND  DATE:  9  a.m.  to  12  pjn.,  2 
pjn.  to  5  p.m.,  Monday,  Jime  13.  1977; 
9  a.m.  to  11  am.,  Tuesday,  Jime  14,  1977. 

PLACE:  Room  512,  1121  "Vermont  Ave- 
nue N'W'.,  Wa.shington,  D,C. 

STATUS:  Part  of  the  meeting  will  be 
open  to  the  public  and  part  of  the  meet- 
ing wUl  be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 

Portion  open  to  the  public  9  a.m.  to  12 
pjn..  Monday,  June  13,  1977: 

1.  Approval  of  agenda. 

2.  Approvul  of  minutes  of  last  meeting. 

3.  Staff  Director's  report.  A.  Statufl  of 
rjnds.  B  Per?<^nnel  report.  C.  Correspond- 
enc«.  1  Lff'^r  from  the  NatlonaJ  Education 
.^aoclatlon  cciicemlng  the  Port  Wayne,  In- 
diana school  desegregation  report.  D.  Offlc* 
directors'  report. 

4  Discussion  of  administration  of  Justice 
Issues. 

5  Decision  on  agency  comments  on  Crimi- 
nal Code  Reform  Act  of  1977. 

6.  Review  of  memorandum  on  May  31  Su- 
preme Court  decision  on  Job  seniority. 

7  Report  on  clvU  rights  developments  in 
Western  Reclon. 

8.  Decision  on  report  on  school  desegrega- 
tion In  Fort  Wayne,  Indiana. 

9  Decision  on  the  Florida  Advisory  Com- 
mittee's recommendations  on  citizenship  re- 
quirements for  law  enforcement  officers, 

10  Decision  regarding  Interim  appoint- 
ments to  Arkansas  and  Ohio  Advisory  Com- 
mittees. 

11.  Rechartlng  of  Connecticut  and  Texas 
AdvUory  Committees, 

PORTION  OPEN  TO  THE  PUBLIC:   10 

to  11  am  ,  Tuesday,  June  14.  1977,  Press 
conference  to  release  Commission  Report 
■To  Preserve,  Protect,  and  Defend  the 
Constitution,  "  a  report  on  coordination  of 
Federal  effort  to  enforce  civil  rights  laws. 

PORTION  CLOSED  TO  THE  PUBLIC: 

2  p.m.  to  5  p  m.,  Monday,  Jime  13,  1977. 

MATTER  TO  BE  CONSIDERED:  Review 
of  National  Media  Stuiy  Report. 

PORTION  CLOSED  TO  THE  PUBLIC :  9 

a.m.  to  10  a.m..  Tuesday,  June  14. 

MATTER  TO  BE  CONSIDERED:  Prep- 
aration for  10  ajn.  press  conference. 

FOR  FLrRTHER  INFORMATION  CON- 
TACT: 


AGENCY  HOLDING  THE  MEETING: 
Equal  Employment  Opportunity  Com.- 
mlssloa. 

TIME  AND  DATE:  9:30  a.m.  (Eastern 
Time) ,  Tuesday,  Jime  14.  1977, 

PLACE:  Chairman's  Conference  Room, 
No.  5240,  on  the  fifth  floor  of  the  Colum- 
bia Plaza  Office  Building,  2401  E  Street 
NW.,  Washington,  D.C.  20506. 

STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing will  be  closed  to  the  public. 

MATTERS   TO    BE    CONSIDERED; 

Portions  open  to  the  public : 

(1)  Freedom  of  Information  Act  Ap- 
peal No.  77-4-FOIA-75.  A  request  by  the 
attorney  for  a  party  who  filed  a  charge  of 
discrimination  for  a  copy  of  the  Com- 
mission's conclltatlon  propasal  sent  to 
the  charged  employer.  This  matter  was 
originally  scheduled  for  consideravlcn 
at  the  June  7  meeting,  but  was  post- 
poned for  one  week, 

(2)  State  and  Local  Dlnsion;  Desu- 
natlon  of  706  Agency.  The  recommenda- 
tion by  the  Director  of  Compliance  Pro- 
grams that  the  Hawaii  Department  of 
Labor  and  Industrial  Relations  be  des- 
ignated as  one  to  which  the  Commission 
may  defer  charges. 

(3)  State  and  Local  Division:  Balti- 
more (Md,)  Community  Relations  Com- 
mission; Calculation  of  1977  Funding. 
The  recommendation  by  the  Director  of 
Compliance  Programs  that  the  base  pe- 
riod and  funds  used  to  calculate  1977 
funding  to  the  subject  agency  be  revised 
and  that  the  total  allocation  for  11 
months  of  1977  be  revised, 
PORTIONS  CLOSED  TO  THE  PUBLIC: 

Litigation  Authorization;  General 
Counsel  Recommendation.*.  Matters 
closed  to  the  public  under  5  1612.13(a) 
of  the  Commission's  regulations.  (42  FR 
13830,  March  14.  1977.) 

Note. — Any  matter  not  discussed  or  con- 
cluded may  be  carried  over  to  a  later 
meeting. 

CONTACT    PERSON    FOR   MORE    IN- 
FORMATION: 

Marie   D.    Wilson.   Executive   Officer, 
Executive  Secretariat,  at  202-634-6748, 

This  Notice  Issued  June  7.  1977. 
[3-621-77  Filed  6-8-77;  10  55  am] 


FEDERAL   REGISTER,    VOL     42     NO,    112 — FRIDAY,   JUNE    10,    1977 


SUNSHINE  ACT  MEETINGS 


rmr, 


AGENCY  HOLDING  THE  MEETING: 
Federal  Communications  Commission. 

TIME  AND  DATE:  9:30  am  Wednes- 
day, June  8,  1977. 

PLACE    Room  856.  1919  M  Street  NW., 

Washington.  DC. 

ST.ATUS:  Special  Open  Meeting. 

MATTER  TO  BE  CONSIDERED : 

Motion  for  partial  stay  filed  June  6.  1977 
by  American  Telephone  and  Telegraph 
Company  in  the  Resale  and  Shared  Use 
of  Common  CaiTier  Services  and  Facil- 
ities proceeding  (E>ocket  No.  20097'. 

The  prompt  and  orderly  conduct  of 
Commission  business  requires  that  less 
than  7-days  notice  be  given  of  this 
meeting. 

CONTACT  PERSON  FOR  MORE  IN- 
FORALATION : 

Samuel  M.  Sharkey.  FCC  Public  In- 
foi-mation  Officer,  telephone  number 
202-632-7260. 

Issued:  June  7,  1977. 

[S-613-77  Filed  6-7-77:252  pm] 


AGENCY  HOLDING  THE  MEETING: 
Federal  Communications  Comm.ission. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  MEETING;  9:3  a.m., 
Thursday,  June  9,  1977. 

CHANGES  IN  THE  MEETING;  The  fol- 
lowing agenda  items  should  be  deleted. 
Agenda.  Item  No.,  and  Subject 

Broadcast — 1. — Memorandum  Opinion  and 
Order  relating  to  a  petition  for  reconsider- 
ation filed  by  Mohawk-Hudson  Council  on 
Educational   'Television  in  Docket  No.  20418 

proceeding 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION : 

Samuel  M.  Sharkey.  FCC  Public  Infor- 
mation Officer,  telephone  number  202- 
632-7260. 

Issued:  June  7,  1977. 

[S-614-77  Filed  6-7-77:2:52  p'"! 


AGENCY   HOLDING   THE    MEETING: 
Federal  Home  Loan  Bank  Board. 

TIME  AND  DATE:  9:30  am  ,  June  15, 
1977. 

PLACE:  320  First  Street  NW.,  Room  630, 
Washington,  DC. 

ST.ATUS;  Open  meetmg. 

CONTACT   PERSON   FOR    MORE    IN- 
FORMATION : 

Mr.  Robert  Marshall,  202-376-3012. 

MATTERS  TO  BE  CONSIDERED: 

Service  Corporation  Activity  Application — 
Mid  Kan-sas  Federal  Savings  and  Loan  As- 
sociation, Wichita,  Kansas. 


Application  for  InFuranc*  of  Accounts — 
Clierokee  Savings  and  Loan  Association. 
JactsonvUle,  Texas. 

RSU  Application — Mld-Amerlca  Federal  Sav- 
ing and  Loan  Asisoclatlon,  Tulsa,  Okla- 
homa- 
Branch  Office  Application — First  Federal  Sav- 
ings and  Loan  Association  of  Port  Smith. 
Fort  Smith,  Aricansas, 

Branch  Office  Application — Washington  Fed- 
eral Savings  and  Loan  Association  of  Miami 
Beach,  Miami  Beacli.  Florida, 

.iVpplicatlon  for  Permission  to  Organize  a  New 
Federal  Association — Eduardo  Cardounel. 
et  al..  Fort  Lauderdale.  Florida. 

Branch  OiTice  .^pplication^Hollywood  Feder- 
al Savings  and  Loan  Association.  Holly- 
wood, Florida. 

.\gency  Office  Application — Point  Pleasant 
Federal  Savings  and  Loan  Association, 
Point  Pleasant,  West  'Virginia. 

Consideration  of  Proposed  New  Procedures 
for  Suspensions  Prohibitions  of  Insiders 
where  a  Felony  has  been  Charged. 

Consideration  of  Report  to  the  Board  on  its 
Propasal  to  Amend  5  565.4  (loans  on  the 
security  of  real  estate  and  savings 
accounts. 

No.  32,  June  7.  1977. 

\2  Gi2-77  Filed  6-7-77:2   'S  pm  ) 


AGENCY  HOLDING  THE  MEETING: 
Federal  Maritime  Commission. 

TIME  AND  DATE:  10  a.m.,  June  15, 1977. 

PLACE:  Room  12126,  1100  L  Street  NW.. 

Washington,  DC.  20573. 

STATUS;  Parts  of  this  meeting  will  be 
open  to  the  public.  Tlie  rest  of  the  meet- 
ing will  be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 

Portions  open  to  the  public : 

1.  Monthly  Report  of  Actions  Taken  by  the 
Managing  Director  Pursuant  to  Delegated 
Authority. 

2.  Agreement  No.  5680-24  and  .Agreement 
No.  5680  DR-3;  Modifications,  re-^pectlvely. 
of  the  basic  agreement  of  the  Pacific-Stralt.s 
f  inference  and  its  approved  form  of  Exclu- 
sive Patronage  (dual  ratei  Contract,  to  spe- 
cifically exclude  Alaska  from  the  geograph- 
ical scope. 

3.  Aereemeiit  No.  76lX)-]6.  Mtxiilication  of 
the  India,  Pakistan,  Bangladesh.  Ceylon  and 
Burma  Outward  FVelght  Conference  to  re- 
move sterling  as  an  acceptable  currency  for 
the  payment  of  freight  or  other  charges. 

4.  Agreement  No,  T-3439.  between  the  Mas- 
sachusetts  Port  Authority  and  L'nited  States 
Lines,  Inc.,  whereby  the  Port  will  provide 
terminal  and  stevedoring  .services  to  USL  at 
Moran  Container  Terminal  at  Charlestown. 
Mass. 

5.  Agreement  No  9522-29,  Modification  of 
the  Med-Gulf  Conference  Agreement  to  es- 
tablish a  neutral  enforcement  authority  for 
self -policing  of  the  Conference, 

6.  .Agreement  No  9976-2.  Modification  of 
the  Mediterranean  .Associated  Conferences, 
agreentent  to  allow  the  member  conferences 
to  establish  common  self-poUclng  and  cargo 
inspection  systems. 

7.  Agreement  No.  10276 — Agreement  be- 
tween American  Export  Lines.  Inc.  Farrell 
Lines,  Inc.,  and  United  States  Lines  provid- 
ing for  Interchange  of  container  equipment 
In  U.S.  Atlantic-Worldwide  trade*  served  by 
the  parties. 


8  Fact  Plndbig  Investigation  No  9 — 
Designation  of  Assistant  Investigative  Officer. 

9  Special  Docket  No.  513 — 'Velslcol  Chemi- 
cal CorjxiraUon  v.  Sea-Land  Service,  Inc. — 
Review  o'  Initial  Decision. 

10.  .Agreement  No.  T-3379-A,  between  the 
City  of  Richmond,  Oallfomla.  and  Mateon 
Terminals,  Inc.,  whereby  Matson  provides 
the  Port  consulting  services  regarding  de- 
sign, construction  etc.  of  container  terminal 
faculties  and  which  allows  the  Port  to  use 
existing  apparatus  and  processes. 

11.  State  of  Alaska's  Petition  for  Recon- 
sideration of  Commission's  Decision  Not  to 
Order  an  Investigation  and  Suspension  of 
Foss  Alaska  Line,  Inc.'s  Proposed  General 
Increa.se  In  the  Seattle.  Washington  Western 
Alaska  Trade. 

12.  Agreement  No.  998^-5 — Application  for 
extension  of  term  of  approval  of  the  Far 
Elast  Discussion  Agreement  to  June  20.  1978 

Portions  closed  to  the  public : 

1.  Puerto  Rico  Maritime  Shipping  Autlior- 
ity.  general  rate  Increase  (10.4<7r )  In  the  V  S 
Atlantic  and  Gulf  Puerto  Rlco  Trade 

2.  Etocket  No.  75-48 — Sea-Land  Semce. 
Inc.  V.  The  City  of  Anchorage,  Alaska  and 
Totem  Ocean  Trailer  Express.  Inc. — Review 
of  AU  order  of  discontinuance 


CONTACT       PERSON 
INFORMATION : 


FOR       MORE 


Joseph  C.  Polking,  Acting  Secretary. 
202-523-5727. 

I S-6 1 1-77  Piled  6-7-77;  13 :  16  pm ) 


AGENCY    HOLDING    THE    MEETING 

Federal  Power  Commission. 

•■FEDER.AL  REGISTER"  CITATION  OF 
PRE\aOUS  ANNOUNCEMENT:  (42  F.R. 
29139,  June  7.  1977;  changes  published 
June  9.  1977.) 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  MEETING:  2  p.m. 
June  9.  1977.) 

CH.ANGE  IN  THE  MEETING: 

Addition  of  Item  P-8,  Project  No.  2426, 
Department  of  Water  Resources  of  the 
Stat«  of  California  and  City  of  Los  An- 
geles Department  of  Water  and  Power. 

[S-620-77  Piled  6-8-77;  10:55  am] 


AGENCY    HOLDING    THE    MEETING 
Federal  Reserve  System, 

On  Wednesday,  June  15,  1977.  at  10 
a.m.  a  meetmg  of  the  Board  of  Governors 
of  the  Federal  Resene  System  will  be 
held  at  the  Board's  office--^  at  20th  Street 
and  Constitution  Avenue  NW.,  Wash- 
ington, DC  .  to  consider  the  following 
items  of  official  Board  business: 

Items  Open  to  Pi'blic  Observation 

1.  Proposal  to  increa.se  'D  the  num- 
ber of  directors  at  Portland.  Salt  Lake 
City  and  Seattle  Branches,  from  five  to 
.seven,  and  '  2 '  the  term  of  office  from  two 
to  three  years. 

2.  Determination  under  5  225.4<a'  of 
Regulation  Y  (Bank  Holding  Com- 
panies' that  there  Is  reasonable  basLs  for 
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believing  that  acting  as  a  fiitures  com- 
mission merchant  In  gold  and  silver  bul- 
lion and  coin  is  closely  relate!  to  bank- 
ing. The  effect  of  such  a  dtiermlnation 
would  be  to  permit  the  Board's  stafT  lo 
accept  for  processing  the  applications  of 
I{.'P'iLl;c  Nev.-  Yurk  Corporation,  New 
Yark.  Ni-.v  York.  Trade  Development 
lUr.k,  Otr.f'va.  Switzerland;  Trade  De- 
velopment, Bank  Holding  S,A  ,  Luxem- 
bourg, Luxembourg;  and  Saban  S.A.. 
Panama,  Panama,  for  permission  to  re- 
tain votmg  shares  of  Republic  Clearing 
Corporation,  New  York.  New  York,  after 
that  company  expands  the  activities  in 
w:.;,  ■;■.  it  engages. 

3.  Any  agenda  Items  earned  forA  rd 
from  a  previously  announced  meetiiiK 

Items  clased  to  public  observation  be- 
cause the  items  fall  under  exemptions 
contained  in  the  Government  In  the 
Sunshine  Act  (5  U.S.C.  552b(c) )  : 

1.  Proposed  redelegation  to  the  Board 
of  Governors  of  certain  authority  over 
Yvd^rd  Reserve  Bank  building  and 
rf-no\.uion  projects;  specific  applica- 
r;on  of  thLs  policy  to  the  Miami  and  S.in 
Francisco  building  projects. 

2.  Any  agenda  items  carried  forward 
from   a  previously  announced  meeting. 

The  closed  portion  of  the  meeting  will 
ronunence  at  the  conclusion  of  the  open 
discussion. 

Information  with  regard  to  this  meet- 
ing may  be  .>bui;ned  from  Mr.  Joseph  R. 
Coyne.  As.-i>',u::  to  the  Board,  at  '202> 
452-3204. 

Board  o!  G  r.err.ors  of  the  Fedenil  Re- 
serve Sy.'^tem.  June  8.  1977. 

Rlth  a.  Rei.sier, 
Assistant  Secretary  of  the  Board. 
[S-622-77  Piled  6-8-77;10:55  ftm] 


SUNSHINE   ACT   MEETINGS 

1.  PerS'->anel  a.33ign.':-»'ntfl  wlthtn  t3M 
Boards  stfvfl  "nilB  iiiAiter  A-aa  orlglnaUy 
schtxluled  fi>r  a  r.'iPe-Un^  on  \l&y  20.  1877. 

2.  Computer  pur<_has«  by  ti.o  FederaJ  B»- 
serva  Board.  Iliis  matter  »aa  originally 
s.  hecli.ed  for  a  meeting  on  March  23,  1977 .« 

Ilie  previously  announced  closed  Items 
are: 

1.  FYopoeed  salary  structure  adjustments  at 
the  Federal  Reserve  Banks  of  New  York  and 
St.  Louis. 

2.  Propoeed  salary  adjustment  for  an  officer 
a'  a  Federal  Reserve  Bank. 

!  A  staff  study  of  the  private  placement 
activities  of  commercial  banks  requested  by 
the  House  Comnolttee  on  Banking.  Finance 
und  Urban  Affairs.  This  matter  was  originally 
c^heduled  for  a  meeting  on  June  6,  1977. 

The  meeting  remains  scheduled  for  11 
a.m.  in  the  Board's  offices  at  20th  Street 
and  Constitution  Avenue  NW.,  Washing- 
ton, D.C.  Inionnatlon  may  be  obtained 
from  Mr.  Josei*  R.  Coyne,  Assistant  to 
Uie  Board,  at  202-452-3204. 

Board  of  Governors  of  the  Federal 
Reserve  System,  June  7,  1977. 

RtJTH  A.  Reister. 
Assistant  Secretary  of  the  Board. 
[S-C18-77  Filed  6-7-77;5:01  pm] 
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.\GF.NCY    ROLDEs'G    'IHI-;    MEETING: 
F\-^!enw  l-b-.-er-'e  System. 

Addition  of  Previov sly  Announced 

.•\nFNr^  Itfm 

The  Board  of  Governors  previouslj"  an- 
nounced a  meeting  to  be  held  on  Prtday. 
.Jiir.e  10  1377,  which  was  cla';e<:l  to  public 
ob^e:".  .1' ;  'n  under  exemptioms'  of  Uie 
Crovernmeiu  In  '±e  Sunshine  Act  '5 
use  552b(c)).  One  of  the  items  an- 
r.omiced  for  inclusion  at  that  meeting 
w-ts  consideration  of  any  agenda  items 
carrleii  foPA'axd  from  a  previous  meeting. 
Tlie  pur;x>;e  (^f  this  announjement  Is  to 
Inform  Uio  public  lliat  'Jze  following  such 
Itenu  ■.'.i':-e  re;-^chedulrti  for  tlil^  meeting: 
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AGENCY  HOLDING  THE  MEETING: 
Occupational  Safety  and  Health  Review 

Commission. 

TIME  AND  DATE:  9  a.m.,  June  16,  1977. 

PLACE:  Room  1101.  1825  K  Street  NW., 

Washington,  D.C. 

STATUS :  Tills  meeting  is  subject  to  be- 
ing closed  by  a  vote  of  the  Commission- 
ers taken  at  the  beginning  of  the  meet- 
ing. 

MATTERS  TO  BE  CONSIDERED:  Dis- 
cussion of  specific  cases  in  the  Commis- 
sion adjudication  process. 

CONTACT  PERSONS  FOR  MORE  IN- 
FORMATION" 

Mrs.    Nori    Ileuberger    or   Ms.    Lottie 
Richardson,  202-634-7970. 

Dated   .June  7,  1977. 

.a-Gli^-TV  FUed  6-7-77;3:33  pjn.] 


PLACE:    Conference   Rjom,   Room   500, 
2000  L  Street  KV,\  Washington,  D.C. 

STATUS:  Item  1  open;  Item  2-5  closed. 
MATTERS  TO  BE  CONSIDERED ; 
Open  Session 

1.  Discussion  of  OPO  Report  on  A,'P  7  and 
quarterly  report  ending  3-25-77. 

Closed  Session 

2.  Draft  Opinion  and  Recommended  De  :- 
slon  Concerning  Settlement  Proposals  for 
MAILOBAM  and  Exp>reas  Mall  In  Docket  Nos. 
MC-1  through  -4. 

3.  Draft  of  Tentative  Opinion  aud  Rec- 
ommended Decision  Concerning  MO.\.«i's  Pro- 
posal to  Establish  a  Multi-tiered,  Welch- 
Based  Bate  Structure  for  Fourth-Clas.s  Bvks 
Bound  Printed  Matter,  E)ocket  No   MC76-4. 

4.  Draft  of  Tentative  Opinion  and  Recom- 
mended Decisions  Concerning  OOC's  Pro- 
posal to  Utilize  Detached  Labels  for  Nation- 
wide MaUlngs  of  Catalogs,  Docket  No. 
MC76-^. 

5.  Draft  of  Tentative  Opinion  and  Rec- 
ommended Decision  Concerning  Related  Pro- 
posals by  (1)  NAGCP  and  (11)  PCMA  for  non- 
prlorlty  mail  subclass  with  flrst-cla-s.s  m:ill, 
Etocket  No.  MC76-1. 

Authority  to  conduct  closed  meeting :  5 
U.S.C.  552b(c)(10). 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Ned  Callan,  Information  Officer,  Postal 
Rate  Commission.  Room  500,  2000  L 
Street  NW.,  Washington,  D.C.  202G8, 
telephone  202-254-5614. 

[S-616-77  Filed  6-7-77;3:33  pm  ] 


12 
.AGE.NCY    HOIJ3ING    THE    MEETTNG: 
Postal  Rat^  Commliision. 

TIME  -AND  DATE    9.30  a.m.,  Wednes- 
day, June  8,  1977. 


>  Thirty  dayo  heua  ex7;:re<::   since   '-.e  uiltlai 
meeting  at  wtUch  thla  Iteir.  wan  A;uiounced. 

and  a  new  vote  has  be^r.  'jvKeii. 


13 

AGENCY  HOLDING  THE  MEETING: 
Equal  Elmployment  Opportunity  Com- 
mission. 

"FEDERAL  REGISTER  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:  42  FR 
28660,  June  3,  1977. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OP  MEETING:  9:30  am, 
June  7,  1977. 

CHANGE  IN  THE  MEETING:  The  fol- 
lowing item,  originally  announced  for 
the  closed  session,  was  not  discussed. 

(4)  Audit  Report  So  EEO-77-460-2n- 
015  of  EEOC  Financial  Services  for  FY 
1975. 

This  matter  wUl  be  rescheduled  for 
discussion  at  a  later  meeting. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Marie  D.  Wilson,  Executive  Officer, 
Executive  Secretariat,  at  (202)  634- 
6750. 

Tills  notice  issued  June  8,  1977. 
[S-«26-77  FDed  6-9-77;  10 :44  am] 
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PROPOSED   RULES 


SECURITIES  AND   EXCHANGE 
COMMISSION 

[17  CFR   Part  241] 

[Release  No    34-13584;  PUe  No    S7-6091 

REGULATION   OF   CLEARING   AGENCIES 

Proposed   Registration   Standards 

AGENCY  Securities  and  Exchange 
Commission. 

.  ACTION:  Proposed  Registration  Stand- 
^ards. 

SUMMARY:  The  Commission  today  re- 
quested comment  on  standards  proposed 
to  be  applied  by  the  Commission  in  con- 
nection with  the  registration  of  clearing 
agencies.  The  proposed  standards  are 
designed  to  serve  as  guidelines  for  clear- 
ing agencies  to  follow  m  modifying  their 
organizations  and  rules  in  order  to  com- 
ply with  the  provisions  of  the  Securities 
Exchange  Act  of  1934  which  clearing 
agencies  must  satisfy  as  a  prerequisite  to 
being  registered  with  the  Commission. 

DATES:  Comments  on  or  before  July  15. 
1977. 

ADDRESSES:  Written  comments,  sub- 
mitted in  triplicate,  should  be  addressed 
to  The  Secretary,  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  and  should  refer  to  File  No. 
S7-699. 

FOR  FURTHER  INFORMATION  CON- 
TACT ; 

Anthony  C.  J.  Nuland,  Associate  Di- 
rector. Division  of  Market  Regulation, 
Securities  and  Exchange  Commission, 
500  North  Capitol  Street.  Washington, 
D.C.  20549.  202-755-1412. 

SUPPLEMENTARY  INFORMATION: 
The  Securities  and  Exchange  Commis- 
sion today  requested  comment  on  pro- 
posed Commission  standards  for  making 
the  determinations  required  by  para- 
graph 17Aibt<3>  of  the  Securities  Ex- 
change Act  of  1934  <the  "Acfi  in  con- 
nection with  the  registration  of  clearing 
agencies.  The  Commission  also  issued  an 
order,  pursuant  to  subsection  'c»  of  17 
CFR  240.17Ab2-l  under  the  Act.  extend- 
ing until  September  1.  1977.  the  Existing 
registrations  of  Tlie  Depcsitory  Trust 
Company.  Bradford  Securities  Process- 
ing Services.  Inc..  Stock  Clearing  Corpo- 
ration of  Philadelphia.  Boston  Slock  Ex- 
change Clearing  Corporation,  Midwest 
Securities  Trust  Company.  The  Oi^tions 
Clearing  Corporation.  Midwest  Clearing 
Corporation,  Pacific  Secuiities  Deposi- 
tory Tnist  Company.  Pacific  Clearing 
Corporation  and  TAD  Depository  Corpo- 
ration (hereinafter  referred  to  as  the 
'Registrants")  and  announced  that  the 
Commission  had  extended  to  September 
1.  1977.  the  time  for  concluding  pro- 
ceedings, pursuant  to  Sections  17A  and 
19  of  the  Act  and  17  CFR  240.17Ab2-l 
thereunder,  to  determine  whether  to 
.grant  or  deny  registration  to  the  Regis- 
trants at  the  expiration  of  their  exist- 
ing registrations. 


BACKGROtmB 

Subsection  17ACb)  of  the  Act  makes  It 
unlawful  for  a  clearing  agency '  to  per- 
form clearing  agency  fimctlons  with  re- 
spect to  any  security  (other  than  an  ex- 
empted security  I  unless  the  clearing 
agency  is  registered  with  the  Commis- 
sion. On  November  3,  1975,  pursuant  to 
subsection  17A(b)  of  the  Act,  the  Com- 
mission adopted  17  CFR  240.17Ab2-l  and 
related  Form  CA-1  for  the  registration 
of  clearing  agencies.'  Although  para- 
graph 17Aib)  (3 1  of  the  Act  requires  the 
Commission  to  make  a  number  of  deter- 
minations with  respect  to  a  registrant's 
organization,  capacity,  and  rules  before 
granting  registration  to  a  clearing 
agency,'  paragraph  (c)(1)  of  17  CFR 
240.17Ab2-l  provides  that,  If  requested 
by  a  registrant,  the  Commission  may 
grant  registration  for  18  months  without 
making  all  of  the  determinations  called 
for  by  paragraph  17Aib)  <3). 

On  November  26,  1975,  the  Commis- 
sion announced  the  filing  of  the  Regis- 
trants' applications  for  registration  as 
clearing  agencies.'  Each  Registrant  ap- 
plied for  registration  under  paragraph 
(CKD  of  17  CFR  240.17Ab2-l,  thereby 
requesting  an  18-month  registration  and 
an  exemption  from  the  requirements  of 
one  or  more  of  the  determinations  which 
the  Commission  Is  directed  to  make  piur- 
suant  to  Subparagraphs  (A)  to  (I).'  On 
December  1.  1975.  the  Registrants  were 
registered  in  accordance  with  paragraph 
(c)(1)  upon  the  Commission's  determi- 
nations that:  the  Registrants  were  so 
organized  and  had  the  capacity  to  safe- 
guard securities  and  funds  in  their  cus- 
tody or  control  or  for  which  they  were 
responsible:  the  Registrants'  rules  did 
not  impose  any  schedule  of  prices,  or  fix 
rates  or  other  fees,  for  services  rendered 
by  participants;  and  the  Registrants' 
rules  assured  the  safeguaiding  of  secu- 
rities or  funds  which  were  in  the  custody 
or  control  of  the  Registrants  or  for  which 
they  were  responsible." 


'  The  term  "clearing  agency"  Is  defined  In 
paragraph  3(a)  (23)  of  the  Act. 

-  Securities  Exchange  Act  Release  No.  11787 
(November  3,  1975),  40  FR  52358  (November 
10.  1975). 

^  The  determinations  are  contained  In  sub- 
paragraphs (A)  through  (I)  of  paragraph 
17A(b)(3)  of  the  Act  ("Subparagraphs  (A)- 
(I)").  Seen.8  at  p.  7  Infra. 

'  Securities  Exchange  Act  Release  No. 
11875  (November  26,  1975),  40  PR  55910  (De- 
cember 2,  1975). 

'  Tlie  approach  to  registration  fncorporated 
In  subsection  (c)  of  17  CFR  240.17Ab2-l  was 
Intended  to  permit  clearing  agencies  In  op- 
eration prior  to  the  effective  dat«  of  Section 
17A  of  the  Act  (December  1,  1975)  to  be  reg- 
istered In  compliance  with  the  Act.  upon  a 
finding  that  their  operations  provided  for 
the  safeguarding  of  funds  and  securities, 
while  affording  the  Commission  suf&clent 
time  to  make  the  other  determinations  re- 
quired by  Subparagraphs  (A)  to  (I). 

"  On  December  1,  1975,  the  Commission  also 
registered  the  National  Clearing  Corpora- 
tion. American  Stock  Exchange  Clearing  Cor- 
poration and  Stock  Clearing  Corporation. 
Subsequently,  those  clearing  agencies  were 
merged  Into  the  National  Securities  Clear- 
ing   Corporation    ("NSCC")    and    withdrew 


In  the  case  of  a  clearing  agency  regis- 
tered In  accordance  with  paragraph 
(c)  (1)  of  17  CFR  240.17Ab2-l.  the  Com- 
mission is  required,  not  later  than  nine 
months  from  the  date  such  registration 
is  made  effective,  either  to  graiTt  regis- 
tration in  accordance  with  subsection 
17A(b)  and  paragraph  19iaMii  of  the 
Act,  without  exempting  the  registrant 
from  the  requirements  of  one  or  more  of 
tlie  Subparagraphs  (A)  to  d'  determina- 
tions, or  to  institute  prcx^eedings  in  ac- 
cordance with  subparagraph  19(a)(1) 
(B)  of  the  Act  to  determine  whether  to 
grant  or  deny  registration. 

On  September  1.  1976,  the  Commis- 
sion institute  proceedings  in  order  to  ob- 
tain the  views  of  interested  persons  con- 
cerning the  Registrant's  abUity  to  satisfy 
the  standards  which  the  Commission  is 
required  to  apply  in  determining  whether 
to  grant  registration  to  clearing  agen- 
cies. Pursuant  to  paragraph  (c)(l(  of 
17  CFR  240.17Ab2-l  under  the  Act.  the 
Commission  today  has  by  order  extended 
to  September  1.  1977.  the  registrations 
granted  the  Registrants.  Also,  having  re- 
ceived the  consent  of  each  Registrant. 
the  Commission  today  extended  to  Sep- 
tember 1.  1977,  the  time  for  conclusion  of 
the  proceedings  with  respect  to  the  Reg- 
istrants. The  additional  time  will  pemiit 
the  Commission  to  obtain  commenus 
from  interested  persons  on  the  standards 
which  it  proposes  to  apply  in  making  the 
Subparagraphs  (A)  to  <I)  determina- 
tions in  connection  with  the  registration 
of  the  Registrants  and  other  clearing 
agencies. 

Proposed  Standards 

In  developing  the  proposed  standards. 
the  Commission  has  sought  to  carry  out 
Its  statutory  mandate  to  facilitate  the 
establishment  of  a  national  system  for 
the  clearance  and  settlement  of  securi- 
ties transactions.'  Tlie  standards  are  in- 
tended to  foster  the  development  of  a 
national  system  which,  in  accordance 
with  the  objectives  of  Section  17A  of  tlie 
Act,  would  have  the  cap>ability  to  ni 
compare,  clear  and  settle  securities 
trransactions  promptly  and  accurately, 
(ii)  safeguard  funds  and  securities,  diii 
protect  investors  and  persons  facilitating 
transactions  on  behalf  of  Investors,  (iv 
reduce  unnecessary  costs  resulting  from 
inefficient  clearing  and  settlement  pro- 
cedures, (v)  take  advantage  of  the  effi- 
ciencies and  safeguards  made  available 
by  new  data  processing  and  communica- 
tions techniques  and  (vl)  provide  for  the 
linking  of  all  clearing  and  settlement 
facilities  and  the  development  of  uni- 
form standards  and  procedures. 

The  proposed  standards  would  be  ap- 
plied by  the  Commission  In  making  the 
determinations  required  by  Subpara- 
graphs  (A)    to  (I)    in  connection  with 


their  registrations.  Both  NSCC,  registered  en 
January  13.  1977.  and  the  New  England  Se- 
c\irities  Depository  Trust  Company,  regis- 
tered on  September  23,  1976,  were  granted 
registration  for  a  period  of  18  months  pur- 
suant to  paragraph  (c)^l)  of  17  CFR  240- 
17Ab3-l. 
■  Paragraph  17A(ft)  (2)  of  the  Act. 
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the  registration  of  cleaxlng  agencies.'  In 
this  release  the  Commission  Is  describ- 
ing and  requesting  comment  od  ite  pro- 
posed standards.  In  order  to  focus  com- 
ment, the  (Commission  has  Included  In 
its  description  examples  of  organiza- 
tional arrangements,  operating  capabil- 
ities and  rules  which  the  Commission 
believes  would  be  consistent  with  the 
proposed  standards. 


•  The  Subparagraphs  (A)  to  (II  determina- 
tions are  contained  In  paragraph  l7A(b)(3) 
of  the  Act  which  provides:  A  clearing  agency 
shall  not  be  registered  unless  the  Commis- 
sion determines  that— 

(A)  Such  clearing  agency  Is  so  organized 
and  has  the  capacity  to  be  able  to  facilitate 
the  prompt  and  accurate  clearance  and  set- 
tlement of  securities  transactions  for  which 
It  Is  responsible,  to  safeguard  securities  and 
funds  In  its  custody  or  control  or  for  which 
It  la  responsible,  to  comply  with  the  pro- 
\1slons  of  this  title  and  the  rules  and  regula- 
tions thereunder,  to  enforce  (subject  to  any 
rule  or  order  of  the  Commission  pursuant  to 
section  17(d)  or  19(g)(2)  of  this  title)  com- 
pliance by  its  pari:iclpants  with  the  rules  of 
the  clearing  agency,  and  to  carry  out  the 
purposes  of  this  section. 

(B)  Subject  to  the  provisions  of  paragraph 
(4)  of  this  subsection,  the  rules  of  the  clear- 
ing agency  prortde  that  any  (1)  registered 
broker  or  dealer,  (il)  other  registered  clear- 
ing agency,  (ill)  registered  investment  com- 
pany, (iv)  bank,  (v)  insurance  company,  or 
(vi)  other  person  or  class  of  persons  as  the 
Cotrunissioii,  by  rule,  may  from  time  to  time 
designate  as  appropriate  to  the  development 
of  a  national  system  for  the  prompt  and  ac- 
ciu-ate  clearance  and  settlement  of  securities 
transactions  may  become  a  participant  lu 
such    clearing    agency. 

(C)  The  rules  of  the  clearing  afjency  as- 
sure a  fair  representation  of  its  shareholders 
for  members)  and  participants  in  the  selec- 
tion of  its  directors  and  administration  of  Its 
a-ffalrs.  (The  Commission  may  determine  that 
the  representation  of  participants  is  fair  If 
they  are  afforded  a  reasonable  opportunity  to 
acquire  voting  stock  of  the  clearing  agency, 
directly  or  indirectly.  In  reasonable  propor- 
tion to  their  use  of  such  clearing  agency.) 

(D)  The  rules  of  the  clearing  agency  pro- 
vide for  the  equitable  allocation  of  resonable 
dues.  fees,  and  other  charges  smiong  Its 
participants. 

(E)  The  rules  of  the  clearing  agency  do  not 
lmpo.se  any  schedule  of  prices,  or  fix  rates  or 
other  fees,  for  services  rendered  by  its 
participants. 

( F )  The  rules  of  the  clearing  agency  are  de- 
signed to  promote  the  prompt  and  accurate 
clearance  and  settlement  of  securities  trans- 
actions, to  assure  the  safeguarding  of  se- 
curities and  funds  which  are  In  the  cttstody 
or  control  of  the  clearing  agency  or  for  which 
it  is  responsible,  to  foster  cooperation  and 
coordination  with  persons  engaged  in  the 
clearance  and  settlement  of  securities  traus- 
actlous.  to  remove  impediments  to  and  per- 
fect the  mechanism  of  a  national  system 
for  the  prompt  and  accurate  clearance  and 
settlement  of  securities  trsinsactions.  and.  In 
general,  to  protect  investors  and  the  public 
interest;  and  are  not  designed  to  permit  un- 
fair discrimination  In  the  admission  of  par- 
ticipants or  among  participants  In  the  use 
of  the  clearing  agency,  or  to  regulate  by  vir- 
tue of  any  authority  conferred  by  this  title 
matters  not  related  to  the  purposes  of  this 
section  or  the  administration  of  the  clearing 
agency. 

(G)  The  rules  of  the  clearing  agency  pro- 
Ttd©  that  (subject  to  any  rule  or  order  of 
the  C^ommlsslon  pursuant  to  section  17(d) 
or    19(g)(2)    of   thla   tlUe)    Its   partlclpantfl 


The  Commission  recognizes  that  the 
SubparagTEwabs  (A)  to  d)  determln»- 
tiona  to  which  the  proposed  standards  ap- 
ply are  similar  In  many  respects  to  the 
determinations  the  Commission  la  re- 
quired to  make  In  connection  with  regla- 
trations  of  national  securities  exchanges 
and  registrations  of  national  securities 
associations  pursuant  to  subsections  6ib) 
and  15Atb»  of  the  Act.  While  the  pro- 
posed standards  may  prove  to  have  some 
application  to  determinations  required 
under  subsections  6'b)  and  ISA'b*  of 
the  Act.  they  are  Intended  in  this  re- 
lease to  apply  only  to  the  det-erminatlons 
required  by  paragraph  17A'b)  (3)  of  the 
Act  and  are  being  proposed  %>rimarily  in 
light  of  the  purpose  of  Section  17A  of  the 
Act. 

The  ensuing  description  of  the  Com- 
mission's proposed  standards  is  orga- 
nized as  follows: 

P;\rticipatlon  Standards. 

Fair  Representation. 

Capacity  to  Enforce  Rules.  Disciplinary  Ac- 
tions and  Fair  Procedures. 

Safeguarding  of  Securities  and  Funds — Or- 
ganization; Processing  Capacity;  Financial 
Reports;  Internal  ^counting  Control  Re- 
ports; and  Securities.  Funds  and  Data  Con- 
trols Rules. 

Obligations  to  Participants. 

Participant  Charges. 

EqtiitRble  Allocation  of  Rr.-'sonable  Dues. 
Fees  and  Other  Charges. 

The  National  System. 

O'her  Matters. 

Participation  Sianpakps 

Subparagraph  17A(b)(3'(B)  of  the 
Act  provides  that  a  clearing  agency  shall 
not  be  registered  unless  the  Commission 
determines  that 

•  •  •  the  rules  of  the  clearing  agency  pro- 
vide that  any  (1)  registered  broker  or  dealer. 
(U)  other  registered  clearing  agency.  (Ill) 
registered  investment  company.  (Iv)  bank, 
(v)  insurance  company,  or  (vii  other  person 
or  class  of  persijns  as  the  Comjnlsslon,  by 
rule,  may  from  time  to  time  designate  as 
appropriate  to  the  development  of  a  national 
system  for  the  prompt  and  accurate  clear- 
ance and  settlement  of  securities  transac- 
tions may  become  a  participant  In  such  clear- 
ing agency. 

The  requirement  that  a  clearing  agency 
admit  to  participation  the  categories  of 
persons  enumerated  in  subparagraph  17 
A(bM3i(B)  of  the  Act  is  modified 
by  subparagraph  17A(b)  (^4)  (B)  of  the 
Act,  which  provides  that  a  registered 
clearing  agency  may  deny  participation 


to,  or  condition  the  r>arUcipatlon  of.  any 
person  who  does  not  m^et  such  stand- 
ards of  financial  responsiblhty,  opera- 
tional capability,  experience  and  com- 
petence &s  Eire  prescribed  by  the  rules  of 
the  clearing  agency.'  A  registered  clear- 
ing agency  is  empowered  to  examine  Eind 
verify  the  qualifications  of  an  appUcant 
in  accordance  with  procedures  estab- 
lished by  the  rules  of  the  clearing  agency. 
In  addition,  subparagraph  17A(b)  (3)  (F) 
of  the  Act  provides,  among  other  things, 
that  the  rules  of  a  clearing  agency  may 
not  be  "designed  to  permit  unfair  dis- 
crimination in  the  admission  of  par- 
ticipants or  among  participants  In  the 
use  of  the  clearing  agency  •   *   '." 

Together  the  Act's  provisions  appear  to 
permit  discriminations  in  admission  to, 
or  use  of,  a  clearing  agency  based  on 
standards  of  financial  responsibility, 
operational  capability,  experience  and 
competence.  In  addition,  tlie  Act  reqmres 
that  the  discriminations  it  sanctions  not 
be  "unfair"  and  that  the  Commission 
find  the  rules  embodjnng  the  discrimina- 
tions to  be  in  the  pubhc  interest  and  con- 
sistent with  the  other  requirements  of 
the  Act  applicable  to  registered  clearing 
agencies.  Including  the  establishment  of 
a  national  system.'" 

The  Commission  beheves  that  the  Act 
precludes  a  clearing  agency  from  having 
rules  dealing  differently  with  similar 
categories  of  participants  using  similar 
clearing  agency  services.'  In  addition, 
the  rules  of  a  clearing  agency  should  i  i » 
provide  the  statutory  categories  of  par- 
tici;"ants  access  to  the  clearuig  agency 


shall  be  appropriately  disciplined  for  viola- 
tion of  any  provision  of  the  rules  of  the  clear- 
ing agency  by  expulsion,  suspen.slon.  limita- 
tion of  activities,  functions,  and  operatlona. 
fine,  censure,  or  any  other  fitting  sanction. 

(H)  The  rules  of  the  clearing  agency  are  In 
accordance  with  the  provisions  of  paragraph 
(5)  of  this  subsection,  and.  In  general,  pro- 
vide a  fair  procedure  with  respect  to  the 
disciplining  of  participants,  the  denial  of  par- 
ticipation to  any  person  seeking  participa- 
tion therein,  and  the  prohibition  or  limita- 
tion by  the  clearing  agency  of  any  person 
wltb  respect  to  access  to  ser\'lces  offered  by 
the  clearing  agency. 

(I)  The  rulea  of  the  clearing  acency  d<^  not 
Impose  any  btirden  on  competition  not  neces- 
sary or  appropriate  In  furtherance  of  the 
pttrposes  of  this  title. 


•  Subparagraph  17A(b)  (3)  (B)  of  the  Act  is 
modified  also  by  subparagraph  17A(b)  (4)  (At 
of  the  Act.  which  provides  that  a  registered 
clearing  agency  may.  and  in  cases  in  which 
the  Commission,  by  order,  directs  as  appro- 
priate In  the  public  Interest  shall,  deny  par- 
ticipation to  any  person  subject  to  a  statu- 
tory di-squaliflcatlon,  A  registered  clearing 
agency  is  required  to  file  notice  with  the 
Commission,  not  less  than  thirty  days  prior 
to  admitting  any  person  to  participation.  If 
the  clearing  agency  knew,  or  In  th«  exerclae 
of  reasonable  care  should  have  known,  that 
such  person  Is  subject  to  a  statutory  dis- 
qualification. 

'"Subsection  19(b).  paragraph  17A(a)(2) 
and  subparagraphs  17A(b)(3)(A)  and  (F) 
of  the  Act. 

"  The  fair  procedtires  for  disciplining  par- 
ticipants, denials  of  participation  and  limita- 
tions on  access  to  services  required  by  para- 
graph 17A(b)(5)  of  the  Act  and  the  proce- 
dures for  review  of  clearing  agency  actions 
provided  in  subsections  19(d),  (e)  and  (fl 
of  the  Act  and  Rules  19d-l,  2  and  3  pro- 
I>osed  to  be  adopted  thereunder.  Securities 
Exchange  Act  Release  No.  12561  (June  21, 
1976K  41  FTl  27003  (June  30.  1976),  would 
provide  a  framework  for  examining  appli- 
cations of  clearing  agency  rules  In  particular 
Instances  to  discipline  participant*,  deny 
participation  or  limit  access  to  services.  The 
Federal  bank  regulatory  agencies  which 
under  subparacraphs  3(a)i34)(B)  and  (C) 
of  the  Act  are  the  appropriate  regulatory 
agencies  for  certain  registered  clearing 
aeencies  anii  certain  clearing  agency  par- 
ticipants (the  Board  of  Governors  of  the 
Federal  Reserve  System,  the  Comptroller  of 
the  Currency  and  the  Federal  Deposit  In- 
surance Corporation)  have  proposed,  and  In 
one  instance  adopted,  rules  slmUar  to  the 
Commission's  proposed  Rules  19d-l.  2  and  3. 
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and  Its  services  on  a  basis  which  does  not 
discriminate  imreasomibly  or  unfairly, 
■IP  protect  tlie  clearing  agency's  flnan- 
cial  and  operational  Integrity  and  (lli» 
carry  out  the  purposes  of  Section  17A  of 
the  Act.  including  facilitating  the  estab- 
lishment of  a  national  system 

A  threshold  concern  is  whether  clear- 
ing agency  rules  must  limit  the  standards 
for  participation  by  the  statutory  cate- 
gories of^-participants  to  the  standards 
which  qualify  entities  for  mclusion  in 
those  categories  or  whether  clearing 
agencies  may  set  higher  or  difTerent 
standards.'  For  example,  may  a  clear- 
ing agency  impase  a  hgihcr  net  capital 
standard  for  broker  and  dealer  partici- 
pants tlian  the  standard  imposed  by  the 
Commisson's  net  capital  rule.  17  CFR 
240.15c3-l,  for  brokers  and  dealers  en- 
gaging in  a  general  securities  business? 
May  a  clearmg  agency  unpose  a  higher 
reserve  requirement  for  bank  or  insur- 
ance company  participant's  than  the  re- 
quirements imposed  by  their  respective 
regulatory  authorities?  The  Commission 
is  Inclmeti  to  the  view  tliat  clearing 
agencies  may  not  impose  participation 
standards  conflicting  with  those  provided 
by  the  regulatory  structures  defining  the 
statutory  participant  categories  but 
rather  must  assure  clearing  agency 
financial  and  operational  intega-ity 
through  clearing  agency  procedures  and 
internal  safeguards. 

The  ConunLssion  would  like  to  receive 
comment  on  any  adverse  impact  which 
the  Commission's  proposed  approach 
might  have  on  the  safety  of  clearing 
agency  operations.  Recognizing  that  the 
statutory  participant  categories  include 
entities  subject  solely  to  state  regulation 
which  may  vary  from  state  to  state,  the 
Commission  would  like  to  receive  com- 
ment al.-o  on  tlie  possible  need  for  addi- 
tional clearing  agency  standards  for  ad- 
mitting participants  subject  solely  to 
state  regulation. 

The  statutory  categories  of  partici- 
pants vary  widely  in  the  businesvses  they 
conduct  and  the  regulations  to  which 
they  are  subject.  The  risk  of  loss  to  clear- 
ing agencies  from  participant  defaults. 
however,  is  the  same  for  all  participanus 
which  avail  themselves  of  similar  clear- 
ing agency  services.  In  view  of  the  vagar- 
ies to  which  a  creditor  clearing  agency 
would  be  subject  under  the  variety  of 
specialized  liquidation  procedures  appli- 
cable to  the  entitles  represented  in  the 
statutory    participant    categories.'^    the 


■^  The  concern  does  not  asl^e.  of  cour.'se. 
with  respect  to  standards  Imposed  by  clear- 
ing agencies  addressing  matters  not  ad- 
dressed by  the  regulatory  programs  and  re- 
quirements defining  the  statutory  partici- 
pant  categorieH 

''For  example,  liquidations  of  national 
bank.s  are  governed  by  the  National  Bank 
Act.  13  use  Section  191  et  seq  ;  liquidations 
of  banks  ln.sured  by  the  Federal  Deposit  In- 
surance Corporation  are  governed  in  part  by 
the  Federal  Deposit  Insurance  Act.  13  U.SC. 
Section  1811  et  seq;  Uquldatlons  of  8tat« 
nou- Insured  banks  are  governed  by  state  law, 
and  liquidations  of  brokers  and  dealer* 
may  b«  governed  by  the  Seciirltlee  Inves- 
tor Prote<-tlon  Act  of  1970,  IB  USC  78a»» 
et  seq 


Commission  is  considering  requiring  that, 
with  the  exception  of  registered  clearing 
agencies,  all  users  of  servlcee  offered  by 
registered  clearing  agencies  be  required 
to  comply  fully  with  the  clearing  agency 
financial  and  operational  safeguards — 
such  as  clearing  fimd  deposits  and  mark- 
to-the-market  procedures  " — related  to 
the  services  used.  The  Commission  invites 
comment  on  the  effects  its  proposed  ap- 
proach would  have  on  participation  In 
clearing  agencies  and  views  on  the  pos- 
sible need  for  alternative  approaches  as 
well  as  suggestions  for  their  implementa- 
tion. In  particular,  the  Commission 
would  like  to  receive  comment  on 
whether  as  clearing  agency  participants 
banks  and  Insurance  companies  should 
be  subject  to  the  same  financial  and 
operational  requirements  as  brokers  and 
dealers  or  whether,  because  of  the  pecu- 
liarities of  banking  and  Insurance  and 
the  kinds  of  risks  to  which  banks  and 
insurance  companies  might  subject  a 
clearing  agency,  they  should  be  subject 
to  different  requirements. 

Registered  clearing  agencies  are  re- 
quired to  satisfy  the  Commission,  and  the 
appropriate  Federal  bank  regulatory 
agencies  in  the  case  of  clearing  agencies 
which  are  banks,  that  the  clearing  agen- 
cies' systems  of  safeguards  are  adequate 
for  the  protection  of  investors.  Pursuant 
to  inspection  and  regulatory  programs 
currently  under  development,  clearing 
agencies  will  be  subject  to  a  variety  of 
examinations  and  rules  augmenting  the 
safeguards  reviewed  in  connection  with 
the  clearing  agencies"  registrations  and 
insuring  that  the  safeguards  continue  to 
be  effective.  Clearing  agencies  will  be 
permitted  to  take  only  such  risks  as  are 
necessary  to  facilitate  the  completion 
of  securities  transactions  and  will  be  re- 
quired to  reduce  those  risks  through  the 
maintenance  of  Insurance,  clearing 
funds  and  mark-to-the-market  proce- 
dures. Moreover,  the  ability  of  clearing 
agencies  freely  to  participate  In  or  Inter- 
face with  other  clearing  agencies  is 
essential  to  the  establishment  of  a  na- 
tional system.  Accordingly,  the  Commis- 
sion believes  that,  unlike  other  categories 
of  statutory  participants,  registered 
clearing  agencies  should  be  permitted  to 
participate  in  or  interface  w'ith  other 
registered  clearing  agencies  without 
complying  with  all  of  the  host  clearing 
agencies'  conditions  for  participation 
and  without  paying  the  same  fees  as 
other  participants  for  services  necessary 
to  facilitate  p>ai-ticJpation  or  establish  In- 
terfaces. 

The  Commission  invites  comment  on 
what  risks  participation  by  a  registered 
clearing  agency  would  represent  to  the 
host  clearing  agency  and  what.  If  any, 
conditions  for  participation  should  be 
complied  with  by  participating  clearing 
agencies  in  order  to  minimize  any  such 
risks. 


Subparagraph  17A'^b)<3MBi  of  tlie 
Act  Includes  In  the  enumerated  cate- 
gories of  clearing  agency  participants 
such  "other  person  or  class  of  persons  as 
the  Commission,  by  rule,  may  from  time 
to  time  designate  as  appropriate  to  the 
development  of  a  national  system  •  •  •." 
To  date,  the  Commission  has  not  identi- 
fied additional  categories  of  persons 
whose  participation  would  be  appropri- 
ate to  the  development  of  a  national 
system  and,  accordingly,  has  not  pro- 
posed rules  to  expand  the  statutory  cate- 
gories. The  Commisson  invites  comment 
on  whether  there  are  additional  entities 
whose  participation  in  clearing  agencies 
would  contribute  meaningfully  to  the 
development  of  a  national  system. 

Fair  Representation 

Subparagaph  17A(bt  (3)  (C)  of  the 
Act  states  that  a  clearing  agency  shall 
not  be  registered  unless  the  Commi-ssion 
determines  that: 

(t|he  rules  of  the  clearing  agency  a.s.sure 
a  fair  representation  of  Its  shareholders  (cr 
members)  and  participants  in  the  selection 
of  Its  directors  and  admlnl.stratlon  of  its 
affairs.  (The  Commission  may  determine  that 
the  representation  of  participants  is  fair  if 
they  are  afforded  a  reasonable  opportunity 
to  acquire  voting  stock  of  the  clearing 
agency,  directly  or  indirectly,  In  reasonable 
proportion  to  their  use  of  such  clearing 
agency.) 

The  Act  does  not  define  fair  represen- 
tation but  rather  reserves  to  the  Com- 
mission the  authority  to  determine 
whether  the  rules  of  the  clearing  agency 
give  fair  voice  to  participants  as  well  as 
to  shareholders  or  members  in  the  selec- 
tion of  directors  and  administration  of 
its  affairs.'*  While  the  Commission  does 
not  intend  to  preclude  the  operation  of 
clearing  agencies  for  profit,  the  Commis- 
sion is  contemplating  requiring  that,  at  a 
minimum,  the  rules  of  the  cle?ring 
agency  permit  its  participants,  who  also 
may  be  members  or  shareholder'.,  to 
select,  directly  or  Indirectly,  the  clear- 
ing agency's   board  of  directors.'"   The 


^  Mark-to-the-market  procedure*  require 
payment  to  a  clearing  system  by  vxj  party 
to  a  trade  guaranteed  by  the  Bystem  who 
becomee  a  potential  net  obligor  of  ti»«  «y»- 
tam  because  the  market  price  of  the  seeurl- 
tlee  Involved  In  tte  trad*  moveB  away  from 
the  contract  price  for  the  trade. 


-The  fair  representation  requirement  was 
adopted  verbatim  from  S.  249.  the  Senat-e 
version  of  the  Securities  Acts  Amendments 
of  1975  (the  '1975  Amendments").  The  re- 
port of  the  Senate  Committee  on  Banking. 
Housing  and  Urban  Affairs  to  accompany  S 
249  states: 

The  rules  of  the  clearing  agency  must  as- 
sure fair  representation  of  its  shareholders 
(or  members)  and  participants  in  the  de- 
cision making  process  of  the  clearing  agency 
•  •  *.  The  reference  to  shareholders  or  mem- 
bers makes  it  clear  that  the  bill  establishes 
no  norm  as  to  whether  clearing  agencies 
should  not  be  operated  for  profit  The  bill 
makes  no  attempt  to  set  up  particular  stand- 
ards of  representation  or  participation  •  •  •. 

Securities  Acts  Amendments  of  197S.  Report 
0/  the  Senate  Committee  on  BankiJig,  Hous- 
ing and  Urban  Affairs  to  Accompany  S.  249. 
S.  Rep.  94-75,  94th  Cong.,  1st  Sess.  123-24. 
(1975). 

"The  Commission  recognizes,  however, 
that  It  may  be  appropriate  for  the  rules  of  a 
clearing  agency  to  provide  limited  repre- 
sentation to  a  non-p«tftlclpant,  such  as  a 
national  securities  exchange  or  registered 
securities  ••soclatlon,  by  permitting  It  to 
name  •  dlrect<»'. 
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Commission  believes  that  through  select- 
ing the  board  of  directors  participants 
will  be  able  to  influence  the  policies  of 
the  clearing  agency,  particularly  those 
affecting  the  nature,  kind  and  quaUty  of 
services  offered,  and  to  insure  that  the 
management  of  the  clearing  agency  is 
responsive  to  participant  demands.  There 
are  a  number  of  procedures  for  afford- 
ing clearing  agency  participants  a  voice 
in  the  nomination  and  election  of  clear- 
ing agency  directors  which  would  be  con- 
sistent with  the  standards  the  Commis- 
sion intends  to  apply  in  determining 
whether  a  clearing  agency's  rules  comply 
with  the  fair  representation  require- 
ments of  the  Act. 

One  method  of  providing  participation 
In  the  nominating  process  would  be  to 
solicit  nominations  from  all  participants 
and.  if  desired  to  insure  that  nominees 
have  a  sufficient  base  of  support,  to  re- 
quire that  nominees  be  nominated  by  a 
minimum  percentage  or  nimiber  of  par- 
ticipants. Another  method  would  be  to 
use  a  nominating  committee  to  select 
candidates  for  flection  to  the  board  un- 
der a  selection  process  designed  to  in- 
sure selection  of  a  slate  of  candidates 
representative  of  the  clearing  agency's 
participants.  ■  The  slate  of  candidates 
chosen  by  the  nominating  committee 
would  be  sent  to  all  participants  suffi- 
ciently in  advance  of  the  shareholders 
meeting  to  allow  the  participants  an  op- 
portunity to  nominate  additional  candi- 
dates." 

Direct  participation  in  the  election  of 
directors  could  be  achieved  through  the 
allocation  of  voting  stock  to  all  partici- 
pants based  on  their  usage  of  the  clearing 
agency.'  Under  that  approach,  however, 
it  would  be  necessary  to  allow  cumulative 
voting  in  order  to  provide  smaller  par- 
ticipant'^ some  representation  on  the 
board.  If.  under  the  governing  documents 
of  the  clearing  agency,  stockholders  who 
are  not  participants  are  entitled  to  vote 
for  the  election  of  directors,  the  partici- 
pants could  be  given  the  ability  to  select 
a  slate  of  nominees  by  vote  and  the 
stockholders  could  be  required  by  agree- 
ment to  vote  their  shares  for  nominees 
chosen  by  the  participants .•" 

By  referring  to  "a  reasonable  oppor- 
tunity (by  participants]  to  acquire  voting 
stock  of  the  clearing  agency,  directly  or 
Indirectly,  In  reasonable  proportion  to 
their  use  of  such  clearing  agency"  the 


'■'  The  nominating  committee  should  be 
composed  of.  or  selected  by,  the  clearing 
agency's  participants  or  representatives 
chosen  by  the  participants. 

'•'These  nominees  presumably  would  be  re- 
quired to  be  nominated  by  a  minimum  per- 
centage or  number  of  participants. 

'■'  Except  liLsofar  as  an  allocation  formula 
might  reflect  the  proportionate  share  of  the 
clearing  agency's  revenues  derived  from  the 
fees  paid  by  participants  to  whom  stock  was 
allocated,  the  voting  stock  would  have  to  be 
available,  to  the  extent  permitted  by  state 
corporation  laws,  gratis  or  at  a  nominal  cast. 

••  Participant  voting  In  connection  with 
the  selection  of  nominees  could  be  based  on 
the  participants'  use  of  the  clearing  agency. 


Act  appears  to  contemplate  basing  fair 
representation  on  usage  of  the  clearing 
agency.  Tlie  Commission  would  like  to 
receive  comment,  however,  on  whether 
additional  factors  should  be  considered 
in  determinuig  the  fairness  of  partici- 
pant representation  in  a  clearing 
agency's  affairs. 

So  that  the  participants  will  have  suf- 
ficient information  concerning  the  clear- 
ing agencies'  affairs  to  participate  mean- 
ingfully In  their  administration,  the 
Commission  proposes  to  require  clearing 
agencies  to  furnish  participants  with  an- 
nual and  quarterly  financial  statements,'' 
examination  reports  on  the  clearing 
agencies'  systems  of  Internal  accounting 
control."  and  explanations  of  proposed 
dues,  fees  or  charges."'  In  addition,  the 
Commission  believes  participants  must 
receive  notice  of,  and  an  opportunity  to 
comment  on.  proposed  rule  changes  af- 
fecting participants'  rights  or  obligations 
prior  to  submission  of  the  rule  changes 
to  the  Commission.  The  Commission  be- 
lieves the  notices  should  contain  at  least 
the  text  and  purpose  of  the  proposed  rule 
change  and  a  request  for  comments  and 
should  allow  participants  a  reasonable 
period  to  review  the  proposed  rule  change 
and  submit  comments." 

Paragraphs  6ib)  '3'  and  15A'b>  '4>  of 
the  Act  In  pertinent  part  provide  that 
one  or  more  directors  of  national  se- 
curities exchanges  and  registered  securi- 
ties associations  "shall  be  representative 
of  issuers  and  investoi-s  and  not  be  as- 
sociated with  a  member  of  the  [ex- 
change or  association],  broker  or  dealer 
*  *  '  ."  Although  subparagraph  17A 
ib»(3i<c>  of  the  Act  does  not  contain 
a  "similar  provision,  the  Commission 
would  like  to  receive  comment  on 
whether  it  would  be  in  the  public  inter- 
est for  the  Commission  to  require  that 
clearing  agencies  have  one  or  more  di- 
rectors who  would  be  representative  of 
issuers  and  investors  and  would  not  be 
associated  with  any  participant  or  self- 
regulatory  organization. 

Capacity  To  Enforce  Rules,  Discipli- 
N.^RY  Actions  and  Fair  Procedures 

Subparagraph  17AibM3>'A>  of  the 
Act  In  pertinent  part  provides  that  a 
clearing  agency  shall  not  be  registered 
unless  the  Commission  determines  that: 

The  clearing  agency  Is  so  organized  and 
has  the  capacity  •  •  •  to  enforce  (subject 
to  any  rule  or  order  of  the  Commission  pur- 
suant to  section  17(d)  or  19(g)(2)  of  this 
title)  compliance  by  Its  participants  with 
the  mles  of  the  clearing  agency. 


"  See  p.  40  infra. 

"  See  p.  43  infra. 

*  See  p.  55  infra. 

**  Copies  of  participants'  comments  would 
be  required  to  be  submitted  to  the  Commis- 
sion as  part  of  clearing  agency  rule  submis- 
sions pursuant  to  17  CPR  240. 19b-^,  which, 
among  other  things,  pryvides  procedures  for 
self-regulatory  organizations  to  file  proposed 
rule  changes. 

More  specificity  will  be  reqtiired  regarding 
changes  in  dues,  fees  or  charges  for  services 
rendered  to  participants.  See  p.  55  infra. 


Tlie  Commission  has  not  exercised  ita 
authority  under  paragraph  17id)(lt" 
of  the  Act  to  allocate  to  other  self-regu- 
latorj'  organizations  *  the  self-regula- 
tor>'  responsibilities  of  registered  clear- 
ing agencies,  nor  has  the  Commission 
exercised  any  authority  contained  m 
paragraph  19(gM2>  "  of  the  Act  to  re- 
lieve registered  clearing  agencies  of  their 
responsibility  to  enforce  compliance 
with  their  rules.  Accordingly,  the  Com- 
mission currently  is  not  prepared  to  reg- 
ister clearing  agencies  imless  they  have 
the  organization  and  capacity  to  deter- 
mine whether  their  rules  are  being  com- 
piled with  and.  If  they  are  not  being 
complied  with,  to  provide  for  appropri- 
ate disciplining  of  non-complying  par- 
ticipants. 


-  Paragraph  17(dtin  of  the  Act.  In  perti- 
nent part,  provides: 

(d)(1)  The  Commission,  by  rule  or  order, 
as  it  deems  necessary  or  appropriate  In  the 
public  interest  and  for  the  protection  of 
investors,  to  foster  cooperation  and  coordina- 
tion among  self-regulatory  organizations,  or 
to  remove  impediments  to  and  foster  the 
development  of  a  national  market  system 
and  national  system  for  the  clearance  and 
settlement  of  securities  transactions,  may — 

(A)  With  respect  to  any  person  who  Is  a 
member  of  or  participant  In  more  than  one 
self-regulatory  organization,  relieve  any  such 
self-regulatory  organization  of  any  responsi- 
bility under  this  title  (I)  to  receive  regula- 
tory reports  from  such  person.  (II)  to  exam- 
ine such  person  for  compliance,  or  to  en- 
force compliance  by  such  person,  with  speci- 
fied provisions  of  this  title,  the  rules  and 
regulations  thereunder,  and  Its  own  rules, 
or  (ill)  to  carry  out  other  specified  regula- 
tory functions  with  respect  to  such  person, 
and 

iB)  allocate  among  self-regulatory  orga- 
nizations the  authority  to  adopt  rules  with 
respect  to  matters  as  to  which.  In  the  ab- 
sence of  s\ich  allocation,  such  self-regula- 
torv  organizations  share  authority  under  this 
title. 

In  makjjig  any  such  rule  or  entering  any 
such  order,  the  Commission  shall  take  Into 
consideration  the  regulatory  capabUities  and 
procedures  of  the  self-regulatory  organiza- 
tions, availability  of  staff,  convenience  of 
location,  unncce.ssary  regulatory  duplication, 
and  such  other  factors  as  the  Commission 
may  consider  germane  to  the  protection  of 
Investors,  cooperation  and  coordination 
among  self-regulatory  organizations,  and  the 
development  of  a  national  market  system 
and  a  national  system  for  the  clearance  and 
settlement  of  securities  transactions.  .  .  . 

On  October  28.  1976,  the  Commission 
adopted  17  CFR  240.17d-3  under  the  Act 
(Securities  Exchange  Act  Release  No.  12935), 
41  PR  49091  (November  8,  1976),  to  enable 
self-regulatory  organizations  to  file  with  the 
Commission,  and  the  Commission  to  declare 
effective,  plans  allocating  self-regulatory  re- 
sponsibilities among  self-regulatory  orga- 
ni2»tlons.  A  number  of  plans  have  been 
filed  by  self-regulatory  organizations  (other 
than  registered  clearing  agencies),  but  to 
date  no  plans  have  been  declared  effective 
by  the  Commission. 

-■•As  used  in  paragraph  3(a)  (26)  of  the 
Act  the  term  "self-regulatory  organization" 
Includes  national  securities  exchanges,  regis- 
tered securities  associations,  registered  clear- 
ing agencies  and,  for  certain  purposes  not 
pertinent  to  clearing  agency  regulation,  the 
Municipal  Securities  Rulemaking  Board. 
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III  reviewing  the  organization  and  ca- 
pacity of  clearing  agencies,  the  Commis- 
sion Intends  to  evaluate  (1)  their  pro- 
cedures for  determining  whether  a  par- 
ticipant is  experiencing  financial  or 
operational  difficulties.  (11  >  their  ar- 
rangements for  exchanging  information 
with  otlier  self-regulatory  organizations 
and  I  ill  I  the  training  and  experience  of 
the  staff  engaged  in  carrying  out  self- 
regulatory  responsibilities.  In  appropri- 
ate circumstances  and  in  accordance 
with  17  CFR  240.17d-2  under  the  Act" 
the  Commission  Is  prepared  to  use  Its 
authority  to  relieve  registered  clearing 
agencies  of  certain  of  their  self-regula- 
tory  responsibilities  and  to  permit  their 
allocauon  to  other  self-regulatorj-  orga- 
nizations of  which  clearing  agency  par- 
ticipants are  members.  There  are  other 
self-regulatory  responsibilities,  however, 
such  as  the  furnishing  of  reports  to  other 
self-rcgulator%-  organizations  and  the 
disciplining  of  participants,  which  the 
Commission  believes  should  be  carried 
out  by  registered  cleailng  agencies.  The 
Commission  would  like  to  receive  com- 
ment on  the  circiunstancee  under  which 
clearing  agencies  should  be  relieved  of 
their  self-regulat.or>-  responslbUlties,  the 
responsibilities  of  which  clearing  agen- 
cies should  be  relieved  and  the  responsi- 
bilities which  clearing  agencies  should 
retain. 

The  requirem.ent  of  subparagraph  17A 
(bi  (3WA)  concemms:  enforcement  of 
compliance  with  clearing  agency  rules  Is 
complemented  by  subparagraphs  17A(b) 
( 3 '  ( G '  and  <  H  > ,  which  require  the  rules 
of  a  clearing  agency  to  provide  that  Its 
participant's  shall  be  appropriately  dis- 
ciplined for  violating  the  clearing 
agency's  rules  and  to  provide  fair  pro- 
cedures for  the  disciplining  of  partici- 
pants, the  denial  of  participation  In  the 
clearing  agency  to  any  person,  the  prohi- 
bition or  limitation  of  access  to  the  clear- 
ing agency's  services  and  summary  sus- 
pensions." 

The  Act  contemplates  that  a  clearing 
agency    may    "appropriately"   discipline 


-  Subsection  19(g)  of  the  Act  In  pertinent 
paxt  provides: 

(gUD  Every  seU-regulatory  organization 
shall  comply  with  the  provisions  of  this 
title  the  rules  and  regiilatlons  thereunder, 
and  Its  own  rules,  and  (subject  to  the  pro- 
visions of  Section  17 id)  of  this  title,  para- 
graph (2 1  of  this  subsection,  and  the  rules 
thereunder)  abnent  rea.=ionable  Justification 
or  excu.se  enforce  compUance — 

•  •  •  •  • 

(C)  In  the  case  of  a  registered  clearing 
agency,  with  Its  own  rules  by  Its  participants. 

(2)  The  Commission,  by  rule,  consistent 
wUh  the  public  Interest,  the  protection  of 
Investors,  and  tiie  other  purposes  of  this 
title,  may  relieve  any  self-regulatory  orga- 
nization of  any  responsibility  under  th's 
title  to  enforce  compliance  with  any  r.pecl- 
fled  provision  of  this  title  or  the  rules  or 
regulations  thereunder  by  any  member  of 
such  organization  or  person  as.soclated  with 
such  a  member,  or  any  class  of  such  mem- 
bers or  persons  asaoclated  with  a  member 

■»  Subparagraph  17A{bi(6)(C)  sets  forth 
the  sfieclfic  circumstances  under  which  a 
clearing  agency  may  sununarlly  svispend  a 
participant  and  the  minimum  procedural  re- 
fiulrements  which  must  be  obsencd  tii  effect- 
ing' a  summary  suspen.slon. 


Its  participant's  through  any  one,  or  com- 
bination, of  "expulsion,  suspension,  lim- 
itation of  activities,  functions  and  oper- 
ations, fines,  censure,  or  any  other  fitting 
sanction."  "  The  Commission  believes  a 
clearing  agency  should  have  available 
and  should  employ  an  array  of  sanctions 
appropriate  to  the  range  of  violations 
wiiich  the  clearing  agency  may  expect  to 
encounter.  Also,  the  clearing  agency's 
rules  should  establish  the  agency's  au- 
thority to  Interpret  its  rules  and  to  make 
Initial  findings  that  rule  violations  have 
occurred  and  otherwise  should  describe 
the  manner  in  which  disciplinary  au- 
thority Is  to  be  exercised- 

The  Commission  believes  that  the  fair 
procedures  requirements  of  subparagraph 
17A(b)(3MH)  of  the  Act  mandate,  at 
a  minimum,  that  a  clearing  agency  have 
rules  containing  the  substance  and  com- 
plying with  the  spirit  of  paragraph  17A 
(b)(5)  of  the  Act,  which  outlines  the 
procedures  to  be  followed  by  a  clearing 
agency  In  disciplining  Its  participants." 


•  Subp«U'agraph  HACb)  (3)  (O)  of  the  Act. 

"Under  eubparagraph  17A(b)  (5)  (A)  of 
the  Act,  If  a  registered  clearing  agency  Insti- 
tutes proc«e<llngs  to  determine  whether  a 
participant  should  be  disciplined,  other  than 
a  summary  proceeding  pursuant  to  subpara- 
graph 17A(b)  (6)  (C)  of  the  Act,  the  clearing 
agency  must  set  forth  specific  charges,  no- 
tify the  participant  of  the  charges,  give  hltn 
•XI  opportunity  to  defend  against  the  charges, 
and  keep  a  record.  A  determination  by  the 
clearing  agency  to  impose  a  disciplinary  sanc- 
tion must  be  supported  by  a  statement  set- 
ting forth 

1.  Any  act  or  practice  In  which  the  partici- 
pant has  been  found  to  have  engaged,  or 
which  the  participant  has  been  found  to  have 
omitted  to  perform: 

2.  The  specific  provisions  of  the  rules  ot 
the  clearing  agency  which  are  deemed  to 
have  been  violated  by  the  act  or  practice,  or 
omission  to  act;  and 

3.  The  sanction  Imposed  and  the  reason  for 
the  s&nctlon. 

Under  subparaeraph  llA(h)  (6)  fB)  of  the 
Act.  to  proceedings  by  a  registered  clearing 
agency  to  determine  whether  a  person  should 
be  denied  participation  or  prohibited  or 
limited  with  respect  to  access  to  services  of- 
fered by  the  cletirlng  agency,  the  clearing 
agency  is  required  to  notify  the  person  of  the 
Bp>ecific  grounds  for  the  denial,  prohibition, 
or  lUnltatlon  under  consideration,  to  give  the 
person  with  respect  to  whom  the  proceedings 
are  Instituted  an  opportunity  to  be  heard 
and  to  keep  a  record  of  the  proceedings.  A 
determination  by  the  clearing  agency  to  deny 
participation  or  prohibit  or  limit  a  person 
with  respect  to  access  to  services  offered  by 
the  clearing  agency  must  be  supported  by  a 
statement  setting  forth  the  specific  grounds 
on  which  the  denial  or  prohibition  or  limi- 
tation Is  based. 

Under  subparagraph  17A(b)  (5)  (C).  «  reg- 
istered clearing  agency  may  summarily  sus- 
pend and  close  the  accounts  of  a  partlclp)ant 
who  ( 1 )  has  been  and  Is  expelled  or  sus- 
pended from  any  self-regulatory  organiza- 
tion. (2 )  Is  in  default  of  any  delivery  of  funds 
or  securities  to  the  clearing  agency,  or  (3) 
is  in  such  financial  or  operating  difficulty 
that  the  clearing  agency  determines  and  so 
notifies  the  appropriate  regulatory  agency 
for  such  participant  that  the  suspension  and 
closing  of  accounts  are  necessary  for  the  pro- 
tection of  the  clearing  agency,  Its  partici- 
pants, creditors  or  Investors. 

A  participant  summarily  suspended  must 
promptly  be  afforded  an  opport\inity  for  a 


In  addition,  the  CcMnmission  is  inclined 
to  require  that  clearing  agencies  have  re- 
view procedures  for  participants  ag- 
grlved  by  clearing  agency  acts  or  failures 
to  act  which,  while  not  falling  into  one 
of  the  categories  contemplated  by  para- 
graph 17A(bi  (5)  of  the  Act.  nevertheless 
have  the  effect  of  permitting  "uiiiair 
discrimination  among  participants  m  the 
use  of  a  clearing  agency's  services  ".  " 
The  Commission  would  like  to  receive 
comment  on  the  need  for  such  procedures 
and  on  the  manner  In  which  they  should 
be  structured. 

SAFECtJARDING  OF  SECURITIES  AND  FY^DS 

In  determining  whether  to  register  a 
clearing  agency,  the  Commission  must 
consider  whether 

(the)  clearing  agency  Is  so  organized  and  has 
the  capacity  to  be  able  to  facilitate  the 
prompt  and  accurate  clearance  and  settle- 
ment or  securities  transactions  for  which  It 
Is  responsible,  [and]  to  Bafeguard  securities 
and  funds  In  Its  custody  or  control  or  for 
which  It  Is  responsible  •   •   •  «3 

and  whether 

(t)he  rules  of  the  clearir.f;  agency  arc  de- 
signed •  •  •  to  promote  the  prompt  and  ac- 
curate clearance  and  settlement  of  securities 
transactions  [and]  to  assure  the  safeguard- 
ing of  securities  and  funds  which  are  in  the 
custody  or  control  of  the  clearing  agel^cy  or 
for  which  It  is  responsible  •  *  •.-' 

As  used  In  this  discussion,  the  term 
"safeguards"  comprises  (i»  the  organiza- 
tion and  capacity  to  safegiiard  funds  and 
securities  and  clear  and  settle  transac- 
tions promptly  and  accurately  and  lii- 
the  rules  designed  to  achieve  tiiose  ob- 
jectives; moreover,  because  significant 
segments  of  securities  clearance  and  set- 
tlement are  carried  out  and  controlled 
through  automatic  data  processing 
("ADP"),  tlie  term  "safeguards"  also 
comprises  the  critical  clearing  agency 
management  function  of  ensuring  the 
Integrity  of  ADP  operations. 

The  Commission  believes  tiiat  clearing 
agency  safeguards  should  anticipate  and 


hearing  by  the  clearing  agency  in  accordance 
with  the  procedures  for  dlfcclplinary  actions 
outlined  above.  The  summary  suspension 
may  be  stayed  by  the  appropriate  regtilatory 
agency  for  the  participant  upon  its  own  mo- 
tion or  upon  application  by  any  person  ag- 
grieved thereby,  if  such  appropriate  regula- 
tory €igency  determines.  si;r.vmarily  or  after 
notice  and  opportunity  for  hearing,  that  such 
stay  Is  consistent  with  the  public  interest 
and  the  protection  of  investors.  The  hearing 
may  consist  solely  of  the  submission  of  affi- 
davits or  the  presentation  of  oral  arguments. 

In  connection  with  the  Imposition  of  final 
disciplinary  sanctions,  denials  of  participa- 
tion, prohiijltlon  or  limitation  with  respect  to 
access,  and  sunimary  suspensions  by  reg- 
istered clearing  agencies,  the  Act  requires  a 
reglstei^d  clearing  agency  to  clve  notice  of 
the  action  to  the  appropriate  regulatory 
agency  for  the  clearing  agency  and  the  ap- 
propriate regulatory  agency  far  the  pcurttd- 
pant  and  provides  for  review  of  the  action 
by  tiie  appropriate  regulatorj-  ngeticy  for  the 
partlcipiarrt.  applicant,  or  other  person 
against  whom  the  action  was  taken  See  sub- 
sectlorLB  19  (d) ,  (e)  and  (f)  of  the  Act.  See 
also  n.  1 1  aupra. 

»'  Subparagraph  17A(b)  (3)  (P)   of  the  Act. 

"  Subparagraph  17A(b)  (3)  (A)  of  the  Act. 

"Subparagraph  17A(b)  (3)  (F)  of  the  Act. 
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be  designed  to  protect  against  the  possi- 
bility of  theft,  accidental  or  malicious 
destruction  or  loss  of  securities  or  funds, 
and  accidental  or  intentional,  but  un- 
authorized, modification,  disclosure  or 
destruction  of  data  as  a  result  of  errors 
and  omissions,  dishonest  or  disgruntled 
employees,  fire  or  water  damage  or  other 
threats,  such  as  malicious  acts  com- 
mitted by  strangers." 

Although  the  Commission  has  previ- 
ously evaluated  clearing  agency  safe- 
guards in  connection  with  the  18- 
montli  registrations  of  clearing  agencies 
granted  pursuant  to  subsection  (c)  of 
17  CFR  240.17Ab2-l,^  the  increasing  in- 
terdependence of  the  components  of  the 
national  system  requires  that  tlie  Com- 
mission reexamine  those  determinations 
during  its  current  registration  proceed- 
ings. The  ensuing  discussion  describes 
the  standards  which  the  Commission 
proposes  to  apply  during  its  review  of 
clearing  agency  safeguards.  The  Com- 
mission seeks  comment  on  the  appropri- 
ateness of  the  proposed  standards  in 
acliieving  their  intended  goals  and  on 
any  burdens  or  expense  the  proposed 
standards  may  occasion. 

Organization.  The  Commission  be- 
lieves that  clearing  agencies  should  be 
organized  in  a  manner  reflecting  the  im- 
portance of  operational  controls  and 
consistent  with  evolving  concepts  of  di- 
rector control  and  evaluation  of  audit 
engagements.  Tlie  framework  for  ongo- 
ing and  indeiiendent  review  of  opera- 
tional and  audit  actions  could  be  pro- 
vided by  the  establishment  of  an  op- 
reporting  to  the  operations  committee, 
erations  committee  and  an  audit  com- 
mittee of  the  board  of  directoi-s.  com- 
posed in  each  ca.se  of  independent 
directors.''  and  supported  by  two  staff 
departments — a  security  department, 
reporting  to  the  operations  committee, 
and  an  internal  audit  department,  re- 
porting to  the  audit  committee. 

Tlie  Commission  considers  the  evalua- 
tion of  periodic  risk  assessments  of  the 
clearing  agency's  ADP  facilities"  to  be 


''See  e.g.  Courtney,  "A  Systematic  Ap- 
proach to  Data  Security."  National  Bureau  of 
Standards  Special  Publication  404,  Ap- 
proaches to  Privacy  and  Security  in  Com- 
puter Systems  29  (September  1974)  (avail- 
able from  Sup.  of  Doc.  Government  Printing 
Office,  Washington,  DC.  20402.  SD  Cat.  No. 
C13. 10:404    (J1.45).) 

^'  See  discussion  supra. 

»'  The  Commission  is  Inclined  to  the  view 
that  a  director  is  independent  for  the  pur- 
pose of  serving  on  a  clearing  agency  opera- 
tions committee  or  audit  committee  If  the 
director  Ls  not  associated  with  the  clearing 
agency,  any  self-regulatory  organization  af- 
filiated with  the  clearing  agency  or  any  en- 
tity which  furnishes  services  to  the  clearing 
agency  and  is  free  fror^  any  other  relation- 
ship that,  in  the  opinion  of  the  clearing 
agency's  board  of  directors,  would  interfere 
with  the  director's  exercise  of  independent 
judgment. 

=^  See.  e.g..  S.  Reed  Automatic  Data  proc- 
essing Risk  Assessment  (Interim  Document — 
March  1977)  (prepared  by  the  Systems 
Architecture  Section,  Systems  and  Software 
Division.  InstltuU  for  Computer  Sciences 
ftnd  Technology,  National  Bureau  of  Stand- 


both  a  responsibility  which  properly 
should  be  lodged  with  the  operations 
committee  with  tlie  Information  neces- 
sary to  evaluate  continuously  the  clear- 
ing agency's  ADP  safeguards."  The 
Commission  envisions  also  continuous 
operations  committee  monitoring  of  the 
adequacy  of  the  clearing  agency's  oper- 
ating capacity  and  committee  evaluation 
of  staff-prepared  studies  of  the  impact 
that  new  or  expanded  services  would 
have  on  the  clearing  agency's  capacity.* 
The  Commission  anticipates  that  the 
committee  would  be  supported  by  an  ap- 
propriately and  competently  staffed  se- 
curity department  supervising  the  estab- 
lishment, maintenance  and  update  of 
safeguards  and  reporting  periodically  to 
the  operations  committee. 

Tlie  Commission  expects  that  the 
clearing  agency's  audit  committee " 
would  select  the  agency's  independent 
public  accountant  and  would  meet  with 
it  before  and  after  any  examination  it 
performed.  Tlie  Commission  anticipates 
that  the  clearing  agency's  internal  audit 
department  would  be  adequately  staffed 
with  qualified  personnel."  would  main- 


ards,  Washington.  DC.  20234.  available  from 
the  National  Technical  Information  Service 
(NTIo),  Springfield,  Vuginla  22151  ($4.00)): 
R.  Courtney,  Security  Risk  Assessment  in 
Electronic  Data  Processing  Systems  (RevLsed 
ed.  Deceiiiber  1975)  (available  from  IBM' 
Corporation.  P.O.  Box  390.  Poughkeepsie, 
N.y.  12602).  reprinted  m  Committee  on  Gov- 
ernment Operations,  United  States  Senate. 
Problems  Associated  with  Computer  Tech- 
nology in  Federal  Programs  and  Private  In- 
dustry 181  (June  1976). 

■  ■  The  need  for  continuous  evaluation  by 
the  operations  committee  exists  whether  a 
clearing  agency's  ADP  services  are  provided 
by  an  independent  contractor  or  are  carried 
out  by  the  clearing  agency  Itself. 

■■»  See  discussion  of  capacity  Infra. 

•"  The  Commission  has  urged  the  formation 
of  audit  committees,  composed  of  otitside 
directors,  to  participate  in  arranging  corpo- 
rate audits.  Accounting  Series  Release  No. 
19  (Dec.  5.  1940).  In  1972.  the  Commission 
specifically  endorsed  the  establishment  by  all 
publicly-held  companies  of  audit  committees 
composed  of  outside  directors.  Securities  Ex- 
change Act  Relea.se  No.  9548  iMar.  23.  1972), 
37  FR  6850  <Apr.  5.  1972).  In  1974,  the  Com- 
mission reiterated  its  support  ofaudit  com- 
mittees by  amending  Its  rules  to  require  dis- 
closure in  proxy  statements  of  the  existence 
or  absence  of  audit  committees.  Securities 
Exchange  Act  Release  No.  11147  (Dec.  20, 
1974),  40  FR  1012  (Jan.  6.  »975).  The  Com- 
mission recently  supported  this  concept  in 
its  "Report  to  the  President  on  Regulatory 
Reform  (October  5.  1976).        ' 

On  January  6.  1977,  the  Board  of  Directors 
of  the  New  'i'ork  Stock  Exchange,  Inc.  (the 
•NYSE")  adopted  Rule  2495H,  'Audit  Com- 
mittee Policy'  requiring  issuers  of  securities 
to  establish  no  later  than  June  30.  1978.  and 
thereafter  maintain  an  audit  committee 
composed  of  outside  directors  as  a  condition 
to  listing  and  continued  Isting  of  the  issuers' 
securities  on  the  Exchange.  Recently,  the 
Commission  WTote  the  other  registered  na- 
tional securities  exchanges  suggesting  that 
thev  adopt  rules  comparable  to  NYSE  Rule 
2495H. 

*'  The  ADP  environment  of  a  clearing 
agency  dictates  that  an  internal  audit  de- 
partments staff  possess  sufficient  technical 
traltLlng,  proficiency  in  accounting  and 
auditing,  and  expertise  in  ADP  application 
of  accounting  and  auditing  to  perform  Inter- 


taln  independence  and  objectivity  in  the 
performance  of  its  duties  and  periodi- 
cally would  report  directl5'  to  the  audit 
committee.  The  Commission  believes  an 
internal  audit  department's  effectiveness 
would  deiDend  on  Its  ability  to  act  as  a 
separate  level  of  control,  participating 
both  in  development  of  the  clearing 
agency's  system  of  internal  accounting 
control  and,  thereafter,  in  evaluations  of 
the  system  in  operation. 

The  Commission  is  inclined  to  require 
that  clearing  agencies  have  operations 
and  audit  committees,  each  of  which 
would  ti'  consist  of.  at  a  minimum,  the 
greater  of  three  directors  or  25  percent  of 
the  members  of  the  clearing  agency's 
board:  liii  be  composed  of  independent 
directors;  (iiii  have  a  membei-ship  quali- 
fied to  make  the  operational  or  internal 
accounting  control  and  audit  evaluations 
required  of  tlie  committee;  and  liv)  have 
members  who  could  devote  sufficient 
time  to  the  work  of  the  committee  to  dis- 
charge effectively  the  committee's  re- 
sponsibilities." The  Commission  would 
like  to  receive  comment  on  the  need  for. 
and  desirable  characteristics  of,  o{>era- 
tions  and  audit  committees  for  clearing 
agencies, 

Processiiig  Capacity.  The  Commission 
is  aware  that  a  clearing  agency  has  a 
finite  processing  capacity  which  is  lim- 
ited by  the  capacity  of  the  clearing 
agency's  hardware  and  software  and  by 
its  level  of  staffing.  Tlie  Commission  is 
aware  also  that  the  overall  effectiveness, 
including  the  efficiency  and  accuracy,  of 
a  clearing  agency's  operations  decreases 
in  periods  of  pe&k  demand  when  process- 
ing volume  approaches  the  limits  of  a 
clearing  agency's  capacity.  The  Commis- 
sion believes  clearing  agencies  should 
continuously  review  their  capacity  to 
process  existing  and  projected  volumes 
through  periodic  impact  studies  detail- 
ing the  clearing  agency's  capacity  im- 
der  normal  and  progi-essively  increasing 
transaction  volimies.  Close  monitoring  of 
prcKessing  capacity  appears  to  the  Com- 
mission to  be  particularly  important  in 
connection  with  developments  in  the  es- 
tablishment of  a  national  clearing  and 
settlement  system,  which  are  likely  to 
increase  the  volume  of  transactions 
processed  by  the  national  system's  com- 
ponent entities  and  may  have  the  effect 
of  rerouting  existing  clearing  and  settle- 
ment volumes.  Accordingly,  the  Commis- 
sion proposes  to  require  registered  clear- 
ing agencies  to  make  periodic  assess- 
ments of  their  processing  capacity. 

Financial  Reports.  The  Commission 
believes  that  a  clearing  agency  should 


nal  audit  functions  competently.  See  eg., 
Institute  of  Internal  Auditors.  Inc.  (the 
'IIA")  research  project  report.  Systems 
Audltabllity  and  Control  (April,  1977),  which 
discusses  the  growing  significance  of  ADP 
operations  to  the  internal  audit  function; 
the  report  is  contained  In  3  volumes — Execu- 
tive Report,  Data  Proces-sing  Control  Prac- 
tices Report  and  Data  Processing  Audit  Prac- 
tices Report — (available  from  William  E. 
Perry,  Director  of  EDP  and  Research,  IIA, 
Altainonte  Springs,  Florida  32701,  ($30)  ). 

"  The  Commission  recognizes  that  one  or 
more  clearing  agency  directors  might  serve 
on  both  the  clearing  agency's  operations  and 
audit  committees. 
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have  available,  within  60  days  following 
the  close  of  the  clearing  agency's  fiscal 
year,  audited  annual  financial  state- 
ments which  would  disclose  clearing  sys- 
tem balances  and  positions,  would  be  un- 
consolidated, would  be  prepared  In  ac- 
cordance with  generally  accepted  ac- 
counting principles,  would  be  covered  by 
the  report  of  Its  Independent  public  ac- 
countant, and,  in  addition  to  the  basic 
financial  statements,  would  contain  the 
following  additional  financial  data: 

A  statement  of  changes  In  the  balance  and 
composition  of  the  clearing  agency's  clearing 
or  participants'  fund,  presented  tn  a  fashion 
6lnillar  to  that  commonly  used  to  present 
changes  In  equity; 

A  footnote  describing  any  use  made  of  the 
balance  In  the  clearing  or  participant's  fund 
during  the  year;  " 

A  schedule,  covered  by  the  same  report  of 
the  Independent  public  accountant  as  the 
basic  financial  statements,  setting  forth  rev- 
enuee  by  significant  fee  sources  and  the  di- 
rect and  Indirect  expenses  related  to  ftich 
fee  source;  and 

A  footnote  describing  indirect  expenses 
and  methods  used  In  allocating  Indirect  ex- 
penses to  significant  fee  sources.  The  annual 
report  should  be  accompanied  by  a  man- 
atjement'3  discussion  and  analy.sLs  of  signifi- 
cant financial  and  operating  developments 
during  the  period  covered  by  the  report. 

In  addition,  the  Commission  is  inclined 
to  require  clearing  agencies  to  have 
available  unaudited  quarterly  financial 
statements  within  30  davs  following  the 
close  of  each  fiscal  quarter,  prepared  In 
accordance  with  generally  accepted  ac- 
counting principles  and  subject  to  a  lim- 
ited review "  conducted  In  accordance 
with  generally  accepted  auditing  stand- 
ards by  Its  Independent  public  account- 
ant who  would  state  the  basis  of  the 
limited  review."  The  quart-erly  financial 
stat^-ment^  would  consist  of:  'i'<  A  state- 
ment of  financial  position  as  of  the  end 
of  tlie  most  recent  fiscal  quarter  and  as 
of  the  end  of  the  corresponding  period 
of  the  preceding  fiscal  year;  ill'  a  state- 
ment of  changes  in  financial  pa^ltion  for 
the  period  between  Uie  end  of  the  last 
fi.^cal  year  and  the  end  of  the  most  re- 
ccr/t  fiscal  quarter  and  for  the  corre- 
sy^nding  period  of  the  preceding  fiscal 
a^ar;  and  (ill'  a  condensed  statement  of 
Tesults  of  operations  for  the  most  recent 
fiscal  quarter  and  for  the  period  between 
the  end  of  the  last  fiscal  year  and  the 
end  of  the  most  recent  fiscal  quarter, 
and  for  corresponding  periods  of  the 
precedmg  fiscal  year.  The  quarterly 
statements  would  be  accompanied  by  a 
management's  dLscus&ion  and  analysis  of 
significant  financial  and  operating  de- 
velopments during  the  period  reported 
on 


In  the  opinion  of  the  Commission  the 
preparation  and  availability  of  annual 
and  quarterly  financial  statements  Is 
fundamental  to  the  ability  of  a  clearing 
agency's  management  and  board  of  di- 
rectors to  remain  apprised  of  the  clear- 
ing agency's  financial  condition  and  the 
adequacy  and  accuracy  of  its  records. 
Tlie  Commission  believes  also  that  the 
availablUty  of  financial  statements  would 
assist  the  Commission  and  other  appro- 
priate regulatory  agencies  In  the  dis- 
charge of  their  regulatory  responsibil- 
ities. Lastly,  the  Commission  believes 
that  the  financial  statements  prepared  by 
clearing  agencies  should  promptly  be 
made  available  to  the  clearing  agencies' 
participants  in  order  to  permit  their  in- 
formed participation  in  the  administra- 
tion  of   the  clearing  agencies'  affairs." 

Internal  accounting  control  reports. 
The  Commission  believes  the  establish- 
ment and  maintenance  of  an  adequate 
system  of  Internal  accounting  control 
are  critical  to  the  safety  and  accuracy 
of  clearing  agency  operations.  Although 
the  objectives  of  Internal  accounting 
control  are  famUlar  to  the  business  com- 
munity and  presumably  would  be  viewed 
by  a  clearing  agency's  directors  as  a 
fundamental  aspect  of  management's 
re-sponsibillties.*^  the  Commission  believes 
that,  in  order  to  evaluate  the  adequacy 
of  a  clearmg  agency's  system  of  internal 
accounting  control,  the  agency's  board  of 
directors  should  have  available  an  exam- 
ination report  on  the  system  of  internal 
accounting  control  prepared  by  a  quali- 
fied and  Independent  source. 

The  Commission  Is  Inclined  to  require 
that  semi-annually  a  clearing  agency  ob- 
tain an  examination  report  prepared  by 
an  independent  public  accountant  on  the 
clearing  agency's  system  of  Internal  ac- 
counting control.  The  Commission  antic- 
ipates tiiat  the  accountant's  repHjrt 
wxxild  be  based  on  an  examination  made 


•^  See  d;<cu5slon  infra  of  limitations  on  the 
use  which  cletirtng  agencies  may  make  of 
mor.lec  deposited  In  clearing  funds. 

**  .AICPA  Statement  on  Auditing  Stand- 
ards No  10  Limited  Review  of  Interim  Fi- 
nancial Information  (De<-ember  1975) 
(AICPA.  Profes-slonal  Standards,  vol  1.  AU 
section  720) .  extent  of  procedures. 

"  AICPA  Statement  on  Audltlntr  Stand- 
ards No  13  Report.<(  on  a  Limited  Review 
of  Interim  Financial  Information  (May  1970 
(AICPA.  Professional  Standards,  vol  1.  AU 
section  519),  form  of  report. 


"  See  dlsctisslon  supra. 

"  In  proposed  Rule  13b-2.  Sectirltlee  BSi- 
chance  Act  Release  No.  13185  (January  19, 
1977),  42  PR  4864  (January  26,  1977),  the 
Commission  ppopoeed  to  adopt  as  a  Com- 
mission rule  the  American  Institute  of  Certi- 
fied Public  AccountantB'  definition  of  ac- 
counting control.  Statement  on  Auditing 
Standards  No.  1.  section  320.28  (1973) 
(AICPA  Professional  Standards,  vol  1,  AU 
section  320): 

Aocounting  control  comprises  the  plan  of 
organization  and  the  procedures  and  records 
that  are  concerned  with  the  safeguarding  of 
a.s.sets  and  the  reliability  of  financial  records 
and  a^rusequently  are  designed  to  provide 
reasonable  assurance  that: 

(a)  Tnuisactlone  aj^  executed  in  accord- 
ance with  majiagement's  general  or  spyedflc 
a  uthorlzat  ion. 

(b)  Transactions  are  recorded  as  necee- 
B&ry:  (1)  To  permit  fxreparation  of  financial 
artalements  In  conformity  with  generally  ac- 
cepted accounting  principles  or  any  other 
criteria  applicable  to  such  statements,  and 
(2»    to  maintain  acoo^mtabUlty  few  assets. 

(c)  Access  to  asse^  is  permitted  only  In 
accordance  wltb  management's  authoriza- 
tion 

(d»  The  reoorded  accountability  for  as- 
sets te  compared  with  the  existing  assets  at 
reasonable  Intervals  and  appropriate  action 
Is  taXen  with  respect  to  any  difference. 


for  the  sole  purpose  of  Issuing  its  report 
Ml  the  system  of  internal  accounting  con- 
trol and  would  consist  of  a  study.  Includ- 
ing a  review  of  the  system  and  tests  of 
compliance,  and  an  evaluation."  The  ex- 
amination would  include  all  procedures 
necessary  under  the  circumstances  to  en- 
able tlie  independent  p-abUc  accountant 
to  express  an  opinion  tliereon  and  would 
be  sufficient  tn  scoi>e  to  provide  reason- 
able assurance  that  any  material  weak- 
ness existing  or  found  to  have  existed 
since  the  previous  semi-annual  exami- 
nation report  would  be  disclosed.  The  ac- 
countant's opinion  would  describe  any 
material  weakness   discovered   and   any 
corrective  action  taken,  or  being  taken, 
by  the  clearing  agency.  If  the  exami- 
nation  did   not    disclose    any    material 
weaknesses,  the  opinion  would  so  state. 
The  Commission  believes   the   avail- 
ability of  such  examination  reports.  In 
addition  to  providing  an  essential  tool  for 
clearing  agency  management,  would  aid 
the  Commission   and   other   regulatory 
agencies  in  discharging  their  regtilatory 
responsibilities  with  respect  to  clearing 
agencies.  Also,  because  clearing  agency 
participants  have  a  significant  Interest 
in  the  adequacy  of  the  system  of  Internal 
accounting  control  which  protects  their 
securities  and  funds,  the  Comjnission  Is 
inclined  to  require  that  tlie  examination 
reports  be  furnished  to  all  participants 
promptly  after  the  reports  become  avail- 
able to  the  clearing  agency. 

Securities,  funds,  and  data  controls. 
The  Commission's  experience  with  this 
aspect  of  clearing  agency  controls  has 
lead  it  to  conclude  that  It  is  useful  to 
analyze  safeguards  in  terms  of  two  prin- 
cipal objectives:  (i)  Prevention,  includ- 
ing physical  security,  data  and  software 
integrity,  and  internal  accounting  con- 
trol, discussed  above:  and  (11)  recoverj'. 
including  contingency  planning  and  in- 
surance. 

The  securities  Industry  has  had  sub- 
stantial experience  with  procedures  for 
the  physical  safeguarding  of  securities 
and  funds  In  vaults  and  in  funds  han- 
dling areas  and  while  in  transit.  In  the 
relatively  new  area  of  ADP  operations, 
however,  a  consensus  on  the  necessary 
elements  of  phj'sical  security  is  still 
evolving.*  While  the  Commission  recog- 
nizes the  need  for  flexibility  in  tiie  design 
and  implementation  of  security  systems. 
on  a  more  general  level  the  Conunission 
would  expect  each  clearing  agency's  plan 
for  physical  security  to  Include,  both  for 
the  maintenance  and  processing  of  se- 
curities and  funds  and  for  the  ADP  op- 


*»  If  a  clearing  agency  institutes  a  sigiUfl- 
cant  change  In  its  system  of  Internal  ac- 
counting control,  the  clearing  agency  should 
notify,  and  consiUt  with,  its  indepvendent 
public  accountant  bo  that  the  accountant 
may  consider  whether  interim  exa.'^iination 
procedures  are  nece^scuy. 

•  See.  e.g..  the  discussion  of  ADP  physical 
security  contained  in  the  National  Bvireau  of 
Standards  Federal  Information  Processing 
Standards  Publication  31.  Guidelines  for 
Automatic  Data  Processing  Physical  Security 
and  Risk  Management.  June  1974  (available 
from  National  Technical  Information  Service, 
6385  Port  Royal  Road.  Springfield.  Vlrclnte 
22101   (»3.50)). 


FEDERAL   REGISTER,    VOL.   42,    NO.    112— FRIDAY,   JUNE    10,    197/ 


PROPOSED  RULES 


30073 


eratlon,  such  traditional  security  meas- 
ures as:  access  control  on-site,  off-site, 
and  in-transit:  written  procedui'es  de- 
taDlng  steps  Involved  In  handling  funds 
and  securities;  maintenance  of  an  orderly 
and  secure  working  environment;  and 
early  warning  systems  and  disaster  pro- 
cedures responsive  to  flre,  natural  disas- 
ters, and  Intrusion. 

Tlie  Commission  believes  the  applica- 
tion of  conventional  prevention  measures 
to  ADP  operations  should  be  augmented 
by  measures  designed  to  assure  software 
Integrity,  such  as  stringent  quality  as- 
surance procedures  (including  pre-lm- 
plementation  review  and  testing  of  new 
applications,  operating  systems  and  com- 
ponents ' ,  full  documentation  of  systems 
design  and  modifications,  periodic  ixwt- 
Implementation  systems  testing,  and  re- 
quirements for  executive  approval  to 
modify  or  update  software.  In  addition, 
the  Integrity  of  data  files  should  be  veri- 
fied periodically. 

Tlie  recovery  objective  of  funds,  se- 
curities, and  data  controls,  in  the  Com- 
mission's opinion,  calls  for  a  written  con- 
tingency plan,  which  at  a  minimum  cov- 
ers: <i>  Preparation  for  contingencies 
through  such  devices  as  periodic  dupli- 
cation and  off -site  storage  of  data  files: 
(ii>  off-site  storage  of  up-to-date,  dupli- 
cate software  files,  and  critical  forms  and 
supplies  needed  for  processing  opera- 
tions; I  ill  I  immediate  availability  of 
software  .modifications,  detailed  proce- 
dures, organization  charts  and  job  de- 
scriptions for  the  conduct  of  operations 
under  a  variety  of  possible  contingencies;  - 
'iv>  emergency  mechanisms  for  estab- 
lishing and  maintaining  communica- 
tions with  participants  and  other  en- 
tities participating  in  the  national 
clearing  and  settlement  system.  The 
Commission  would  expect  contingency 
plans  to  be  tested  periodically  to  Insure 
their  effectiveness  and  adequacy. 

The  Commission  believes  that,  in  addi- 
tion to  clearing  funds  and  mark-to-the- 
market  procedures  discussed  below,  the 
reroveiT  component  of  clearing  agency 
safeguards  should  include  adequate  in- 
surance coverage  for  both  the  clearing 
agency's  operations  and  the  operations 
of  any  sub-custodian,  delivery  service  or 
other  agent  used  by  a  clearing  agency. 
The  Commission  is  inclined  to  the  view 
that  adequate  insurance  coverage  should 
be  substantially  similar  to  that  afforded 
by  Stockbrokers  Blanket  Bond  Standard 
Fonn  No.  14  of  the  Surety  Association  of 
America  currently  In  effect,  augmented 
by  errors  and  omissions  insurance,  fire 
insurance  and  such  additional  insurance 
coverage  as  may  be  desirable  in  view  of 
the  kinds  of  risks  involved  in  the  opera- 
tion of  a  clearing  agency.  The  Commis- 
sion would  like  to  receive  comment  on 
the  kinds  and  amounts  of  insurance  cov- 
erage appropriate  tn  clearing  agency  op- 
erations and  on  whether  and  on  what 
conditions  clearing  agencies  should  be 
pei-mltted  to  self -Insure  against  risks  not 
covered  by  clearing  fund'. 

Rules.  The  Commission  believes  many 
of  the  most  significant  clearing  agaicy 
safeguards  can  be  provided  by  clearing 


agency  rules'  which.  If  properly  dove- 
tailed and  carefully  monitored,  can  sub- 
stantially reduce  the  impact  of  a  parti- 
cipant's insolvency  on  a  clearing  agency 
and  its  participants.  Though  its  rules,  a 
clearing  agency  may  protect  its  finan- 
cial and  operational  integrity  by  requir- 
ing that  the  financial  condition  and  op- 
erations of  participants  satisfy  certain 
minimum  standards  and  that,  in  dealing 
with  the  clearing  agency,  participants 
comply  with  procediu-es  designed  to  re- 
duce its  risk  of  loss.  In  this  category  are 
rules  limiting  participation  to  those  who 
have  complied  with  defined  standards  of 
financial  condition,  operational  capabil- 
ity, competence  and  experience;  rules 
requiring  contributions  to  clearing  or 
participants'  funds  and  permitting  as- 
sessments against  participating  if  the 
contributions  are  exhausted;  rules  set- 
ting mark-to-the-market  and  collateral 
requirements;  rules  estabhshing  sanc- 
tions such  as  fines  and  deposits:  and 
rules  permitting  a  clearing  agency  to 
limit  the  amount  by  which  a  particular 
participant  may  be  indebted  to  the  clear- 
ing agency. 

The  clearing  agency  also  protects  its 
participants  by  setting  certain  standards 
for  its  own  performanie,  such  as  rules 
requiring  mandatory  termination  of  par- 
ticipants upon  the  occurrence  of  certain 
events  and  rules  establishing  a  clearing 
agency's  responsibility  to  maintain  ade- 
quate insurance.  Clearing  agencies 
should  also  insure  that  participants  re- 
ceive manuals  and  training  that  explain 
in  detail  clearing  agency  operations  and 
the  prticipant's  role  tn  them  as  well  as 
instruct  participants  on  the  methods 
available  for  checking  their  records 
against  daily  and  other  periodic  reports 
of  clearing  agency  activity. 

Tlie  Commission  believes  tliat  clearing 
funds  and  the  obligations  of  participants 
to  pay  additional  fund  assessments  have 
two  primary  purposes;  first,  to  ensure 
that  the  clearing  agency  holds  as  security 
assets  of  each  participant  which  bear  an 
appropriate  relation  to  the  risk  of  loss 
that  the  participant  poses  for  the  clearing 
agency :  and,  second,  to  spread  among  all 
participants  the  risk  of  loss  resulting 
from  a  participant's  default  which  ex- 
ceeds the  amount  of  the  defaulting  par- 
ticipant's clearing  fund  contribution. 
Both  these  functions  contemplate  the 
continued  existence  of  the  clearing 
agency  following  one  or  more  losses  re- 
sulting from  participant  default.  The 
Commission  is  concerned'.  hov:evpr.  that, 
through  the  assessment  mechanism,  an 
overwhelming  loss  ultimately  might  ex- 
haust the  resources  of  a  number  of 
clearing  agency  participants  and  result 
in  their  demise.  Accordingly,  the  Com- 


-"  Section  3(a)  (37)  of  the  Act  provides: 
The  term  •  •  •  "rules  of  a  clearing  agency  " 
means  the  constitution,  articles  of  incorpo- 
ration, bylaws,  and  rules,  or  instruments  cor- 
re,spondmg  to  the  foregoing,  of  (a)  •  •  • 
clearing  agency  •  •  •  and  such  of  the  stated 
policies,  practices,  and  interpretations  of 
such  •  •  •  clearing  agency  as  the  Commis- 
sion, by  nile,  may  determine  to  be  necessary 
or  appropriate  In  the  public  Ir.terest  or  for 
the  protection  of  investors  to  be  deemed  to 
be  rules  of  such  •   •   •  clearing  agency. 


mission  is  inclined  to  require  limitations 
on  the  rights  of  clearing  agencies  to  as- 
sess their  participants,  thereby  creating 
the  poKsibility  that  a  clearing  agency 
may  become  insolvent  without  first  ex- 
hausting the  resources  of  other  partici- 
pants tlirough  the  assessment  mechan- 
ism because  of  a  loss  caused  by,  £ind  the 
subsequent  insolvency  of,  one  or  more 
participants. 

The  potential  adverse  effect  of  the  as- 
sessment mechanism  could  be  limited  by  _ 
determining  an  average  assessment 
amount  which  could  be  collected  with- 
out causing  the  Insolvency  of  a  signifi- 
cant number  of  participants  and  there- 
after limiting  assessments  to  that 
amount.  .Alternatively,  an  industry-wide 
formula  could  be  developed  for  deter- 
mining and  periodically  adjusting  the 
size  erf  a  participant's  required  clearing 
fund  contribution  on  the  basis  of  the 
risks  to  the  clearing  agency  inherent  in 
the  services  performed  for  the  partici- 
pant.'" The  participant's  required  clear- 
ing fund  contribution  could  then  be 
cither  the  full  amount  determined  under 
the  formula  or  some  percentage  of  the 
amount  coupled  with  an  assessment  obli- 
gation equal  to  tlie  balance  of  the 
amount.  The  Commission  would  like  to 
receive  comment  and  suggestions  on 
methods  for  determining  the  appropriate 
le^Tl  of  clearing  fund  contributions  and 
for  limiting  the  effects  of  clearing  fund 
assessment's. 

Generally,  contributions  to  clearing 
funds  may  consist,  in  varying  propor- 
tions, of  cash.  United  States  government 
obligations,  municipal  bonds  and  open 
account  indebtedness  secured  by  United 
St.ates  government  obligations  and  mu- 
nicipal bonds.  The  Commission  beheves 
that  clearing  fimd  contributions  should 
be  in  a  form  which  permits  a  clearing 
agency  rapidly  to  obtam  cash  equal  to 
the  aggregate  of  all  required  contribu- 
tions to  the  clearing  fund.  Accordingly, 
the  Commission  would  like  to  receive 
comment  on  the  form  which  clearing 
fund  contributions  should  take  and  the 
relative  proportion  of  a  clearing  fund 
which  each  form  of  contribution  should 
represent. 

Obliuatioss  to  Participants 

Because  participant  contrtbutic^s  to 
clearing  funds  protect  clearing  agencies 
a^rainst  specified  contingencies  and  are 
returned  when  participants  withdraw 
from  clearing  agencies,  the  Commission 
believes  the  rules  of  clearing  agencies 
should  limit  the  use  that  they  may  make 
of  clearing  fund  contributions.  The  Com- 
mission believes  that  the  cash  portions 
of  clearing  funds  should  be  invested  only 
in  United  States  government  obligations. 
In  addition,  the  Commission  is  of  tlie 
view  that  clearing  funds  should  be  used 
to  protect  clearing  agencies  against 
losses  to  the  clearmg  agency  or  its  par- 
ticipant's caused  by  participant  default 
and  only  under  the  circumstances  speci- 
fied in  the  clearing  agencies'  rules.  The 


■  Currently,  clearing  agencies  use  a  variety 

of    formulas    for    computing    clearing    fund 
contributions. 
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CommL^sion  would  like  to  receive  com- 
ment on  whether  clearing  fund  contri- 
butions should  be  available  for  other 
purposes  such  as  to  protect  partlclpxants 
against  losses  resulting  from  clearing 
agency  operations. 

The  Commission  believes  also  that  the 
rules  of  every  clearing  agency  should 
provide  that,  except  for  securities  de- 
livered tlirough  the  clearing  agency  to  a 
participant  for  which  the  participant 
has  not  made  payment  to  the  clearing 
agency  or  securities  pledged  by  a  partici- 
pant through  the  clearing  agency,  the 
clearing  agency  must  promptly  deliver 
securities  In  its  custody  to  or  as  directed 
by  the  participant  for  whom  they  are 
held.  Consistent  with  its  rules,  a  clearing 
agency  should  ensure  that  any  sub-cus- 
todlaii  holding  the  cleaning  agency's 
securities  wUl  deliver  the  securities  to 
or  as  directed  by  the  clearing  agency  and 
otherwise  has  the  financial  and  opera- 
tional capability  to  perform  its  functions. 
Neither  a  clearing  agency  nor  its  sub- 
custodian would  be  required  to  deliver 
securities  in  contravention  of  any  notice 
of  levey.  seizure,  or  similar  notice,  or 
order  or  judgment,  issued  or  directed  by 
a  governmental  agency  or  court,  or  offi- 
cer thereof,  having  Jurisdiction  over  such 
clearing  agency  or  sub-custodian,  which 
on  its  face  affects  the  securities  held 
for  the  clearing  agency's  particlE>ant  or, 
in  the  case  of  a  sub-custodian,  for  the 
clearing  agency.^ 

The  Commission  believes  that,  in  or- 
der to  foster  direct  and  Indirect  partici- 
pation In  registered  clearing  agencies 
and  In  national  clearing  and  settlement 
system,  participants  must  be  assured  of 
the  prompt  return  of  their  securities 
held  by  a  clearing  agency."  Accordingly, 
in  addition  to  providing  that  the  clear- 
ing agency  may  not  at  any  time  refrain 
from  delivering  a  participant's  securities 
to  or  as  directed  by  the  participant,  the 
Commission  believes  the  rules  of  a  clear- 
ing agency  should  provide  that  It  Is  li- 
able to  the  participant  for  a  failure  to 
deliver  the  participant's  securities  re- 
sulting from:  (a)  The  negligence  or 
misconduct  of  the  clearing  agency,  the 
clearing  agency's  subcustodian  or  agent, 
or  any  of  their  respective  agents  or  em- 
ployee's; (b)  the  placement,  on  fully- 
paid  for  participant's  securities  or  par- 
ticipants cash  balances  held  by  the 
clearing  agency,  of  any  lien  or  charge 
of  any  kind  In  favor  of  the  clear- 
ing agen  y.  the  clearing  agency's  sub- 
custodian   or    agent,    or    any    person 


"See  17  CFR  240.8c-l(g)  and  17  CFR 
240.15c2-l(g). 

"Many  of  the  Issues  Involved  In  Indirect 
participation  in  clearing  agencies  were 
raised  In  comments  received  on  proposed 
Rule  17  CFR  270.17f-4  ("Use  of  Depoeltory 
Systems  by  Registered  Mana^rement  Com- 
panies") Investment  Company  Act  Release 
No.  9633  (February  7,  1977).  42  FR  8666  (Feb- 
ruary U.  1977)  A  number  of  commenters 
suggested  that  the  staiidards  of  depository 
liability  to  participants  for  the  return  of  their 
securities  as  well  as  the  extent  of  depository 
liability  to  Uidlrect  partlclpsuits  should  be 
explored  In  the  context  of  clearing  agency 
registration. 


claiming  through  any  one  or  more  of 
them;  (c)  a  larceny;  (d)  a  mysterious 
disappearance;  or  (e>  any  other  cause 
for  which  the  clearing  agency  has  as- 
sumed responsibllty.^  The  Commission 
would  expect  clearing  agencies  to  en- 
sure that  the  obligation  of  their  sub- 
custodians and  agents  to  return  secur- 
ities held  for  the  clearing  agencies 
would  parallel  the  clearing  agencies'  ob- 
ligations to  return  securities  held  for 
participants.  Also,  the  Commission  be- 
lieves that  in  order  to  encourage  indirect 
participation  In  a  national  clearing  and 
settlement  system  through  clearing 
agencies,  clearing  agency  rules  should 
permit  subrogation  of  any  indirect  par- 
tlclpaiTt  to  any  claims  its  conduit  direct 
participant  may  have  against  a  clearing 
agency  arising  out  of  the  deposit  of  the 
Indirect  participant's  securities. 

The  Comml.sslon  would  like  to  receive 
comment  on  the  level  of  liability  which 
should  attach  to  a  clearing  agency's 
obligation  to  return  securities  held  for 
its  participants,  the  appropriateness  of 
requiring  that  any  level  of  liability  as- 
sumed by  a  clearing  agency  with  respect 
to  its  participants  be  paralleled  by  the 
level  of  Liability  assumed  with  respect  to 
the  clearing  agency  by  Its  subcustodian  or 
agent  and  the  need  to  subrogate  Indirect 
participants  In  clearing  agencies  to  the 
rights  of  their  conduit  direct  par- 
ticipants. 

Participants  Charges 

Subparagraph  17A(b)  (3)  (E)  of  the 
Act  requires  a  determination  that: 

(t]he  rules  of  the  clearing  agency  do  not 
Impose  any  schedule  of  prices,  or  fix  rates  or 
other    fees,     for    services    rendered    by    Its 

participants. 

The  provision  precludes  a  clearing 
agency  from  imposing  schedules  of  prices 
or  fLxing  minimum  rates  or  charges  for 
services  which  its  participants  render  to 
others. 

7 

Equitable    Allocation    of    Reasonable 
Fees,  and  Other  Charges 

Subparagraph  17A(b)  (3)  (D)  of  the 
Act  requires  a  determination  that: 

[tlhe  rules  of  the  clearing  agency  provide  for 
the  equitable  allocation  of  reasonable  dues, 
fees,  and  other  charges  among  Its  par- 
ticipants. 

Currently,  Hj  determining  the  fees  to 
be  charged  to  participants  for  clearing 
agency  services,  many  clearing  tigencies 
consider,  in  addition  to  cost  of  sei"vices, 
the  benefits  participants  receive  from 
services  and  the  need  to  subsidize  certain 
services  in  order  to  encourage  participa- 
tion in  a  registered  clearing  agency.  Ac- 
cordingly, at  the  present  time,  the  Com- 
mission Ls  not  opposed  to  considering 
clearing  agency  fee  schedules  as  a  pack- 
age in  determining  whether  reasonable 


fees  have  been  allocated  equitably  among 
participants."  The  Commission  does  not 
believe,  however,  that  a  clearing  agency 
fee  structure  or  individual  fee  may  prop- 
erly be  a  substantial  burden  on.  or  sub- 
sidy of,  a  particular  category  of  partici- 
pants. Moreover,  the  Commission  gen- 
erally believes  that  fees  should  be  based 
on  costs  of  services  provided.  The  Com- 
mission is  inclined  to  take  the  position 
that  the  further  a  fee  deviates  from  the 
cost  of  the  service  provided,  the  moiC 
impei'ative  the  non-cost  factors  claimed 
as  justification  for  the  deviation  should 
be. 

To  assist  the  Commission  in  identify- 
ing the  effect  of  clearing  agency  fees 
and  to  provide  clearing  agency  partici- 
pants with  a  basis  for  evaluating  the  ef- 
fect and  appropriateness  of  clearing 
agengy  fees,  the  Commission  is  consid- 
ering requiring  that,  prior  to  imposing 
any  dues,  fees  or  charges  for  services  ren- 
dered to  participants,  clearing  agencies 
advise  their  participants  of  (1)  the  unit 
cost  attributable  to  the  service,  (11)  the 
basis  and  method  used  in  determining 
the  imit  cost  and  (ill)  an  explanation  of 
determinations  made,  and  justifications 
used,  in  arriving  at  the  fee. 

The  Commission  recognizes  that  the 
need  to  develop  a  national  system  may  In 
some  circumstances  warrant  clearing 
agency  fee  structures  under  which  clear- 
ing agency  participants  in  different  loca- 
tions are  charged  the  same  fees  for  clear- 
ing agency  services  regardless  of  the  dif- 
ferences in  the  clearing  agency's  cost  of 
providing  the  service  to  different  loca- 
tions." Nevertheless,  the  Commission 
would  like  to  receive  comment  on 
whether  clearing  agency  participants  in 
different  locations  should  be  charged  the 
same  fees  for  the  same  clearing  agency 
services.  For  example,  should  a  deposi- 
tory participant  pay  the  same  amoimt 
for  a  deposit  made  throtigh  a  satellite 
facility  as  for  a  deposit  made  at  the 
home  office?  The  Commission  would  like 
to  receive  comment  also  on  whether  dif- 
ferent categories  of  clearing  agency  par- 
ticipants should  be  charged  different  fees 
for  the  same  services.  For  example, 
should  registered  clearing  agencies  par- 
ticipating in  other  registered  clearing 
agencies  be  charged  the  same  fees  a': 
other  participants,  or  do  the  purposes  of 
the  Act,  Including  the  establishment  of  a 
national  system,  require  that  registered 
clearing  agencies  pay  fees  different  from 


-'While  the  rules  of  a  number  of  clearing 
agencies  currently  provide,  without  qualifi- 
cation, for  the  return  to  participants  of  se- 
curities held  for  them  by  the  clearing  agen- 
cies, the  level  of  liability  which  a  clearing 
agency  would  have  for  failure  to  return  a 
participant's  securities  has  not  been  de- 
termined to  date. 


-*  The  fee  schedule  must  also  be  designed  to 
meet  the  objectives  of  Subparagraph  17A(b) 
(3)(F)  which  requires,  among  other  things, 
that  the  rules  of  a  registered  clearing  agency 
"•  •  •  faster  cooperation  and  coordiii.iTion 
with  persons  engaged  in  the  clearance  aiid 
settlement  cf  securities  tran.sactions  •  ■  * 
land)  remove  impediments  to  and  perfect  the 
mechanism  of  a  national  system  for  the 
prompt  and  accurate  clearance  and  settle- 
ment of  securities  transactions"  as  well  as 
carry  out  the  other  purposes  of  the  Act. 

••See,  e.g..  Order  Granting  Registration 
and  Statement  of  Reasons  In  the  Matter  of 
the  Application  of  the  National  Sectirities 
Clearing  Corporation  for  Registration  as  a 
Clearing  Agency.  Securities  Exchange  Act  Re- 
lease No.  13613  (January  13,  19771. 
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those  charged  other  participants  or  pay 
no  fees  at  all?  " 

The  National  System 

Paragraph  17A(a)'2)  of  the  Act  re- 
quires the  Commission  "to  use  Its  au- 
thority under  I  the  Act]  to  facilitate  the 
establishment  of  a  national  system  for 
the  prompt  and  accurate  clearance  and 
settlement  of  transactions  in  securities 

•  •  •  in  accordance  with  the  findings  and 
to  carry  out  the  objectives  set  forth  In 
[17Aia)  (1)  ]."  In  u.^ing  its  authority,  the 
Commission  is  to  have  "due  regard  for 
the  pubhc  interest,  the  protection  of  in- 
vestors, the  safeguarding  of  securities 
and  funds,  and  maintenance  of  fair  com- 
I>etition  among  brokers  and  dealers, 
clearing   agencies,   and   transfer   agents 

•  •     t  >•  ia 

Paragraph  17Aib)  (3)  of  the  Act  pro- 
vides, in  part,  that  the  Commission  shall 
not  grant  registration  as  a  clearing  agen- 
cy to  an  apphcant  unless  tlie  Commission 
determines  that  (i»  the  apphcant  is  so 
organized  and  has  the  capacity  to  be  able 
to  facilitate  the  prompt  and  accurate 
clearance  and  settlement  of  securities 
transactions,™  (ID  the  applicant's  rules 
are  designed  to  foster  cooperation  and 
coordination  with  persons  engaged  in  se- 
curities processing  and  to  remove  imped- 
iments to  and  perfect  the  mechanism  of 
a  national  system  for  the  clearance  and 
settlement  of  securities  transactions;* 
and  (ill)  the  applicant's  rules  do  not  im- 
pose any  burden  on  competition  not  nec- 
essary or  appropriate  in  furtherance  of 
the  piu-poses  of  the  Act."" 

The  Commission  intends  to  review  the 
rules  of  clearing  agencies  to  determine 
whether  they  are  consistent  with  the 
Act's  broad  objectives.  In  connection 
with  those  objectives,  the  Commission 
would  like  to  receive  comment  on  ^i)  the 
securities  Issues  which  should  be  included 
in  the  book  entry  portion  of  a  national 
clearing  and  settlement  system  and  (11) 
the  extent  to  and  manner  in  which  reg- 
istered clearing  agency  operations  should 
facilitate  settlement  between  brokers 
and  dealers  and  their  .  institutional 
customers. 

Other  Matters 

Subparagraph  17A'b)  (3)  (F>  of  the 
Act  provides  that  the  rules  of  the  clear- 
ing agency  must  not  be  designed  "to  reg- 
ulate by  virtue  of  any  authority  con- 
ferred by  [the  Act!  matters  not  related 
to  the  purposes  of  [Section  17A  of  the 
Act]  or  the  administration  of  the  clear- 
ing agency."  In  connection  with  the  reg- 
istration of  clearing  agencies  the  Com- 
mission intends  to  review  all  clearing 
agency  rules  to  ensure  that  they  accord 
with  the  foregoing  objective. 

In  order  to  facilitate  its  review  of  the 
Registrants'  applications  for  registra- 
tion, the  Commission  requests  that  by 
July  15,  1977,  each  Registrant  update  Iti 


'"  See  dii*cussion  of  registered  clearing  agen- 
clee  as  participants  In  other  registered  clear- 
ing agencies,  supra. 

"Paragraph  17A  (a)  (2)  of  the  Act. 

» Subparagraph  17A(b)(3)(A)  of  th»  Act. 

"Subparagraph  17A(b)(3)(P)  of  the  Act 

»  Subparagraph  17A(b)  (3)  (I)  of  the  Act 


application  on  Form  CA-1  to  reflect  rjle 
changes  effected  and  new  services  Ini- 
tiated since  the  application  was  filed 
originally  and  any  changes  in  the  infor- 
mation currently  Included  in  the  appli- 
cation which  wx)uld  be  relevant  to  the 
determinations  the  Commission  Intends 
to  make  in  connection  with  permanent 
registration. 

In  accordance  with  clause  (H  of  sub- 
paragraph 17Aid)  (3)  (A)  of  the  Act,  the 
Commission  has  consulted  and  requested 
the  views  of  the  other  appropriate  regu- 
latory agencies  involved  in  the  regulation 
of  clearing  agencies  prior  to  publishing 
the  proposed  standards  for  the  registra- 
tion of  clearing  agencies. 

All  interested  persons  are  invited  to 
submit  written  data,  views  and  argu- 
ments concerning  the  proposed  stand- 
ards on  or  before  July  15.  1977.  Such 
written  data,  views  and  arguments  will 
be  considered  by  tlie  Commission  in 
formulating  final  standards  for  review  of 
clearing  agency  applications  for  registra- 
tion. Persons  desiring  to  make  written 
submissions  should  file  three  copies 
thereof  with  the  Secretary  of  the  Com- 
mission. Securities  and  Exchange  Com- 
mission, 500  North  Capitol  Street.  'VV'ash- 
ington.  D.C.  20549.  Reference  should  be 
made  to  File  No.  S7-699. 

Copies  of  the  applications  and  all  writ- 
ten comments  will  be  available  for  in- 
spection at  the  Securities  and  Exchange 
Commission's  Public  Reference  Room, 
1100  L  Street  NW.,  'Washington,  DC. 
20006. 

•  •  •  •  • 

The  Commission  also  issued  an  Order, 
pursuant  to  subsection  (c)  of  17  CFR 
240.17Ab2-l  under  the  Act.  extending 
until  September  1,  1977,  the  existing  reg- 
istration of  each  of  the  Registrants  and 
extending  imtil  September  1,  1977,  the 
time  for  conclusion  of  proceedings  pur- 
suant to  Sections  17A  and  19  of  the  Act 
and  17  CFR  240.17Ab2-l  thereunder  to 
determine  whether  to  grant  or  deny  the 
registration  of  each  of  the  Registrants 
at  the  expiration  of  their  existing  reg- 
istrations. A  copy  of  that  order  is  at- 
tached. 

George  A.  Fitzsimmons, 

SecTetary. 

June  1, 1977. 

In  the  matter  of  the  registration  as  clear- 
ing agencies  of  the  de)?06ltory  trust  company 
(File  No.  600-1),  Bradford  Securities  Proc- 
essing Serrioea,  Inc.  (PUe  No.  60O-2t,  Stock 
Clearing  Corjwratlon  of  FTilladelphia  (PUe 
No.  600-4).  Boston  Stock  Exchange  Clearing 
Corporation  (File  No.  60O-5).  Midwest  Se- 
curities Trust  Company  (Pile  No.  600-7),  the 
Options  Clearing  Corporation  (File  No.  600- 
8i,  Midwest  Clearing  Corporation  (File  No. 
600-9).  Pacific  Seciorlties  Depository  Truat 
Company  (PUe  No.  flOO-10),  Pacific  Clearing 
Corporation  (PUe  No.  600-11),  and  T.'VD  De- 
pository Corporation  (File  No.  600-13) ;  ordw 
extending  until  September  1,  1977,  existing 
registrations  of  clearing  agencies  and  the 
time  for  concluding  proceedings  to  deter- 
mine whether  to  grant  or  deny  clearing 
agency  registrations  at  the  expiration  of  ex- 
isting registrations. 

On  December  1,  1975,  In  accordance  wltli 
paragraph  (c)(1)  oT  17  CPR  240.17Ab3-l 
under  the  Securities  Exchange  Act  of  1994 
(the  "Act"),   the  Commission  registered   m 


clearing  agencies  for  a  period  of  eighteen 
months  the  Depository  Trust  Company,  Brad- 
fort!  Securltlee  Processing  Services.  Inc, 
Stock  Clearing  Corporation  of  PhUadelphla. 
Boeton  Stock  Ejcchange  Clearing  Corpora- 
tion. Midwest  Securities  Trust  Company,  the 
Cations  Clearing  Corporation,  Midwest  Clear- 
ing Corporation,  Pacific  Securities  Depository 
Trust  Company.  Pacific  Clearing  Corporation, 
and  TAD  Depository  Corporation  (herein- 
after referred  to  as  the  "Registrants").  In 
granting  registration  in  accordance  with 
paragraph  (c)(1),  the  Commission  deter- 
mined that  the  Registrants  were  so  organized 
and  had  the  capacity  to  safeguard  securi- 
ties and  funds  in  their  custody  or  control  or 
for  which  they  were  responsible;  the  Reg- 
istrants' rules  did  not  Impose  any  schedule 
of  prices,  or  fix  rates  or  other  fees,  for  services 
rendered  by  participants;  and  the  Regis- 
trants' rules  assvired  the  safeguarding  of 
securities  or  funds  which  were  In  the  cus- 
tody or  control  of  the  Registrants  or  for 
which  they  were  responsible.  Pursuant  to 
paragraph  (c)(1),  the  Registrants  were  ex- 
empted, temporarily,  from  having  to  satisfy 
a  number  of  the  requirements  as  to  which 
the  Commission  U  directed  to  make  a  deter- 
mination pursuant  to  subparagraphs  (A) 
through  (I)  of  Section  17A(bl  (3)  of  the  Act 
("Subparagraph    (A)-(l)    determinations") 

In  the  case  of  any  clearing  agency  registered 
In  accordance  with  paragraph  (c)(1)  of  17 
CPR  240.17Ab2-l,  the  Commission  Is  required, 
not  later  than  nine  months  from  the  date 
such  regStration  Is  made  effective,  either  to 
grant  registration  In  accordance  with  Sec- 
tions 17A(b)  and  19(a)(1)  of  the  Act,  with- 
out exempting  the  registrant  from  one  or 
more  of  the  Subparagraph  (A)-(I)  deter- 
minations, or  to  Institute  proceedings  In 
accordance  with  Section  19(a)(1)  of  the 
Act  to  determine  whether  registration  should 
be  denied  at  the  expiration  of  the  registra- 
tion period. 

On  September  1,  1976,  the  Commission  In- 
stituted proceedings  to  determine  whether 
to  grant  or  deny  the  registrations  of  the 
Registrants  at  the  expiration  of  their  eigh- 
teen month  registrations.  Those  proceeding! 
were  Instituted  in  order  to  obtain  tlie  vlew» 
of  Interested  persons  concerning  the  Reg- 
istrants' compliance  with  the  standards 
which  the  Commlasion  is  reqtilred  to  apply 
under  the  Act  In  determining  whether  to 
grant  or  deny  registration  to  a  clearing  agen- 
cy The  Conunisslon  Is  extending  the  existing 
registration  of  each  of  the  Registrants  and 
the  time  for  concluding  proceedings  to  deter- 
mine whether  to  grant  or  deny  the  Regis- 
trants' registration  at  the  expiration  erf 
their  existing  registration  in  order  to  con- 
sider comments  on  the  Commission's  pro- 
posed standards  for  making  the  Subpara- 
graph (A) -(I)  determinations  in  connec- 
tion with  the  registration  of  clearing  agen- 
cies publL=,hed  In  Securltlea  Exchange  Ac» 
Release  No.   13584   (June  1.  1977). 

It  i^  cyrdf'red.  That  the  Registrants'  regl»- 
tratlon  as  clearing  agencies  granted  on  De- 
cember 1.  1975,  be.  and  hereby  are,  extended 
until  September  1.  1977  and  that,  pursuant 
to  consents  by  each  of  the  Registrants  to 
exten-slon  of  the  date  for  concluding  the 
proceedings  instituted  on  September  t, 
1976.  the  time  for  concluding  proceedings  to 
determine  whether  to  grant  or  deny  pegt»- 
tratlon  to  the  Registrants  at  the  explratloa 
of  their  existing  registrations  be,  and  hereby 
la.   extended   until   September  1,   1977. 

By  the  Commission. 

Oeorcs  a.  PrrzsiMMONS, 

Secreforjr. 
Jrv«  1,  1977. 

[PR  DOC77-16623  Piled  6-9-77:8  46  am] 
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MINIMUM  WAGES  FOR 
FEDERAL  AND  FEDERALLY 

ASSISTED  CONSTRUCTION 

General  Wage  Determination  Decisions 


3(Ki:s 


NOTICES 


DEPARTMENT   OF   LABOR  Modifications    aito    Supkrskdkas    Dici-  Colorado 

utrMKiMcni    ur    LMDun  sioks  to  Okneral  Wage  Detzrmination  ^^^.^SJfvSSI!],^'' ^^    '"'^^  ^' '""'• 

Employment  Standards  Administration  Decisiows  T7~6060;  <X)r7-606i. 

S^JnroAM  v^A^i^.filrcn'^rrtNQTRnrT'lnN  Modifications  and  Supersedeas  Decl-  CT76-2173'-. d«-  28.  i976. 

FEDERALLY  ASblSTED  CONbiKUCiiUN  ^^^^^   ^  General   Wage  Determination  Delaware: 

General  Wage  Determination   Decisions  Dec  Is  ion-s  are  based  upon  information  ob-  DE77-3042 Apr  i,  1977. 

General    Wage    Determination    Decl-  ^^ed  concerning  changes  In  prevailing  ^^^J^-.                             ^^.  „  .g-g 

slons  of  tiie  Secretary  of  Labor  speclf.v,  in  hourly  wage  rates  and  fringe  benefit  pay-  Louigu^.       — ^      ' 

accordance  with  applicable  law  and  on  menti;  since  the  decisions  were  issued.             la77-4104 May  20,  1977. 

the  basis  of  information  available  to  the  The  deterinmation  of  prevailing  rates  Missouri: 

Department  of  Labor  from  its  studv  of  and  fringe  benefits  made  in  the  Modifl-  MO77-4033  _    Feb  is,  1977. 

local   wage  conditions   and  from  other  cations  and  Supersedeas  Decisions  have  Montana: 

•sources   the  basic  hourly  wase  rates  and  been  made  by  authority  of  the  Secretary  MT77-5034  Mar  n.  1977. 

fringe  benefit  payments  which  are  de-  of  Labor  pursuant  to  the  provisions  of  the  ^ew  Jei^ 

termined   to  be  prevailing  for   the  de-  Davis-Bacon  Act  of  March  3.  1931    as  NJ75-3096 Sept.  19. 1975. 

scribed  cla.sses  of  laborers  and  m.echanlcs  amended  (46  Stat.  1494   as  amended   40  OH77-2063  Apr.  15,  1977. 

emploved  in  construction  activity  of  the  U.S.C.  2i6ai   and  of  other  Federal  stat-  OH77-2069;  OH77-2073:  oh    May  13,  1P77. 

cnaractcr  and  in  the  localities  specified  "tes  referred  to  in  29  CFR  1.1  (includmg  77-2074;  oh77  2075:  oh       . 

tj.jpf.pi[.i  the  statutes  listed  at  36  FR  306  follow-  77-2076;  OH77-2077;  OH 

The  determinations  in  these  decisions  i^'ft    Secretary    of    Labor's    Order    No.  77-2078;  OH77-2079;  oh 

o'  such  prevail:::-  rates  and  fringe  bene-  -^-^0  '  containing  provisions  for  the  pay-  77-2080;  OH77-2081, 

fit^  have  been  made  by  authority  of  the  ment  of  wages  which  are  dependent  upon  Pennsylvania: 

Secretar:/  of  Labor  pursuant  to  the  provi-  determination  by  the  Secretary  of  Labor  ^^^^-^"o^^:  p-^^^.aoss.-pA    May  ?3  ?977 

slons  of  tlie  Davis-Bacon  Act  of  March  3.  under  the  Davis-Bacon  Act;   and  pur-  ^^^;\;^'  ^'^^^  ^"^^^  ^'^    ^^^  '^' 

1931,    a.s    amended    <46    Stat.    1494,    as  suant  to  Uie  provisions  of  Part  1  of  Sub-  ^^^^. 

amended    40  USC   276a>   and  of  other  title  A  of  Title  29  of  Code  of  Federal        tx77-4053   Mar.  4,  1977. 

Federal  statutes  referred  to  in  2  3  CFR  1.1  Regulations,  Procedure  for  Predetermi-  tX77-4101   May  13,  1977. 

imcluding  Uie  statutes  listed  at  36  FR  nation  of  Wage  Rates  (37  FR  21138)  and  west  VirglnU: 

306  following  Secreu^rv  of  Uibcrs  Order  ot  Secretary  of  Labor's  Orders  13-71  and  WV77-3027  — -     Feb.  18.  1977. 

No   24-70'  containing  provisioi.s  for  the  15-71  <  36  FTl  8755,  8756) .  The  prevailing  Supersedeas  Decisions  to  General 

pavment  of  wa^es  which  are  dependent  rates  and  fringe  benefits  determined  In  -^^cg  Determination  Decisions 

upon    determination    by    the    Secretary  foregoin^t  General  Wage  Determination  ^^^  numbers  of  the  decision,^  being 

of  Labor  under  the  DavLs-Bacon  Act ;  and  Decisions,    as   hereby   modified,   and/or  3^^^^  ^nd  their  date^  of  publication 

pursuant  to  the  provisions  of  Part  1  of  superseded  fall,  in  accordance  with  the  ^^^                      Register  are  listed  with 

Subtitle  A  of  Title  29  of  Cxle  of  Fed-  provisions  of  the  foregomg  statutes  con-  ^^^ 

eral  Regulations.  Procedure  for  Prede-  stitute  the  minimiim  wages  payable  on  supersedeas  Decision  numbers  are  in 

termination    of    Wage    Rates.    (37    FR  federal  and  federally  assisted  construe-  p^re^heses   foUowing   the   numbers   of 

21138.   and  of  Secretary  of  Labor's  Or-  tion  projects  to  laborers  and  mechanics  f      decisions  being  superseded, 

ders  12-71  and  15-71  .  36  FR  8755.  8756) .  of  the  specified  claj^es  engaged  In  con-  '"J  °^'^ 

The  prevailing  rates  and  fringe  benefits  |ract  work  of  the  character  and  in  the  \B77-toi8  (AR77-4114)...     Feb  4.  1977. 

determined  In  these  dec Lslons  .shall.  In  ac-  localities  described  therein.  AR77-4083  (AR77-4112) .-.     Apr.  8.  1977. 

corda:ice^ith  the  provision?  of  the  fore-  Modifications  and  Supersedeas  Decl-  nilnois: 

goLng  stotutes    constitute  the  minimum  sions  are  effective  from  their  date  of  pub-  il76-2123  (IL77-2068) Oct.  8. 1976. 

wages  pavable  on  Federal  and  federally  Ucatlon  in  the  Federal  Register  without  Mlsaourl: 

a.ssiste<i  co'nstruction  projects  to  laborers  limitation  as  to  time  and  are  to  be  used  MOr7-405i  (M077-4113) ..    Mar.  4,  1977. 

„„.  ^,,,v,„p,„^  „f  tbp  s'lpriflpd  classes  en-  ^  accordance  with  the  provisions  of  29  Nebraska: 

and  mti-aanlcs  01  tnespecinea  Classes  en  (-tto  ports  l  and  5  NE77-4043  (NE77-4115) ..-    Feb.  25. 1977. 

gaged  on  contract  work  of  the  character  crn  t-a.i^  i  ana  0.  North  r>akota- 

an.d  m  the  localities  described  therein.  Any  person,  organization    or  govern-  ^°^^^'^%^^r,_^Qe2) ..    Feb.  18, 1977. 

CK>od  cause  Ls  herebv  found  for  not  mental  agency  having  an  Interest  In  the  p^^Vi^'X/ 

utilizing    notice    and    public    procedure  "^'ages   determined  as  prevailing  Is  en-  pA76-3206  (PA77-3061)---   June  25,  1976. 

thereon  prior  to  the  issuance  of  these  de-  couraged  to  submit  wage  rate  Informa-  ^exas: 

terminations   as  prescribed  in  5  U.S.C.  tion  for  consideration  by  the  Depart-  TX76-4193    (TX77-4in)--     Dec  28.  I97fi. 

553*  and  not  providing  for  delav  in  effec-  ^ent.    Further    information    and    self-  Cancellation  of  General  Wage 

tlve  datf'  a.s  prescribed  In  that  section,  explanatory   form.s   for  the  Purpose   of  determination  Decisions 

i,.vc  uai-   ti>    i^.c           ^  submittmg  this  data  may  be  obtamed  by  ,  „,        _  ,        .^.. T-i^^i^;^„ 

because  the  necessity  to  Issue  construe-  ^.^jting  to  the  U.S.  Department  of  Labor.  ^%']^:^^,'^,T^^'^^nt^    n^^fn^ 

tion   Industry   wage   determination  fre-  Emplovment  Standards  Administration,  No.  lA7fr-4053^  Carroll,  Clay,  cra^ioro 

quently  and  In  large  volume  causes  pro-  Office  of  Special  Wage  Standards.  Dlvl-  ^^^^^'.f"!    '"   a  ^T'Hr^Zn    No 

cedures  to  be  Impractical  and  contrary-  sion  of  Wage  Determinations.  Washing-  ^^^^.^^  J  publ^s^h.S  L  Uiis  Sdk?.^ 

to  the  public  intercut.  ton,    DC.    20210.    The    cause    for    not  ^Ijis^^r  fo^  an  area  which  includes  the 

General    Wage    Determination    Decl-  utilizing     the    rule-making    procedures  counties  of  Can-oil  and  Crawford.  Agen- 

slon-s  are  effective  from  their  date  of  pub-  prescribed  in  5  VB.C.  553  has  been  set  cies  with  hea\T  or  highway  comtruction 

llcat'on  In  the  Fe-'ER'^l  Register  without  forth  in  the  original  General  Wage  De-  projects   pending   in   Clay,   OBrien,   or 

limitation  as  to  time  and  are  to  be  u.sed  termination  Decision.  S^^^I^S^f^^V'^S^ 

In  accordance  with  the  provisions  01  29  nea-  General  Wage  Determination  ^jjjg  Form  SF-308.  See  Regulations  Part 

CFR  Parts  1  and  5,  Accordingly,  the  ap-  Decisions  j  (29  CFR),  §  1.5.  Contracts  for  which 

pUcable  decision  together  with  any  modi-     i^.^^-^ IA77-4110  bids    have    been   opened    shall    not   be 

fixations  Lssued  subsequent  to  Its  publica-     North  Carolina NC77-1076  affected  by  this  notice,  and  consistent 

tion  date  shall  be  made  a  part  of  every     South  Carolina SC77-1077  ^jth  29  CFR  1.7ib)  ^2>,  the  Incorpora- 

contract    for    performance    of    the    de-  Modifications  ro  Oeneral  Wage  I'°".°iH!i^''?r..^''th;^ltpninl  nf  h°i!^'= 

RC'ihed  work  within  the  geographic  area  Determination  Decisions  tract  specifications,  the  opeinng  of  bids 

BCiibea  worK.  wiinm  uie  geograi)nic  area  ^^^  which  Is  within  ten  (10)  days  of  this 

indicated  as  required  by  an  applicable  The  numbers  of  the  decisions  being  notice  need  not  be  affected. 

Federal  prevailing  wage  law  and  29  CFR.  modified  and  tlieh-  dates  of  publication  signed  at  Washington.  DC  .  this  3rd 

Part  5.  The  wage  rates  contained  therein  jn  the  Federal  Register  are  listed  with  day  of  June  1977. 

shall  be  the  minimum  paid  under  such  each  State.  Ray  J.  Dolan. 

contract  by  contractors  and  subcontrac-  ca..r.'n-t  Assistant  Administrator. 

tors  on  the  work.                                               cA77-5(ii9;  CA77-6040 Apr.  23. 1977.  Wage  and  Hour  Dii-isioji. 
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Public  Papers  of  ihc  President 
of  the  United  States 


Annual  volumes  containing  the  Public  mf-ssaef'^  and  statements, 
ne\NS  conferences,  and  other  selected  papcr:>  rcieaicd  by  the  White 
House. 

Volumes  for  the  following  vears  are  now  available: 

HERBERT    H()()\  ER 

1929 $13.30  1930 $16.00 

HARRY   S.    TRl  MAN 


1945 $11.75 

1946 $10.80 

1947 $11.15 

1948 $15.95 


1949 $n.80 

1950 $13.85 

1Q51 $12.65 

1052-33 $18.45 


DWIGHT   D.    EISENHOWER 


1953 $14.60 

1954 $17.20 

1955 $14.50 

1956 $17.30 


1957 

1958     

1959 

! 960-61 


JOHN    F.    KENMDV 


i%i. 


$14.35  1962 

1%3 $15.55 


$14.50 

$14.70 
$14.95 

$16.85 


$15.55 


LYNDON    B. 

1963-64  (Book  II $15.00 

1%3-^  (Book  II) $15.25 

1965  (Book  I) $12.25 

1%5  (Book  II) $12.35 

1966  (Book  I) $13.30 


JOHNSON 

1966  Book  II $14.35 

1967  Book  I) $12.85 

1%7  BookIT> $11.60 

1968-69  Book  I) $14.05 

!  968-69  Book  II) $12.80 


1969 $17.15 

1970 $18.30 

1971 $18.85 


RICHARD   NIXON 

1972 $18.55 

1973 $16.50 

1974 $12.30 


GERALD   R.    FORI) 

1974 $16.00 
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highrights 


SUNSHINE  ACT  MEETINGS 30269 


^  NATIONAL  SAFE   BOATING  WEEK 


Presidential    proclamation 


30143 


NATIONAL  FLOOD  INSURANCE  PROGRAM 

HUD/FiA  lists  communities  where  sale  ot  flood  insur- 
ance IS  authorized,  changes  base  flood  etevations  tcr 
some  locations,  and  identifies  special  hazard  areas  t3 
documents)   (Part   IV  of  this  issue)  30304,   30305.   30344 

HAZARDOUS  CONSUI^ER  PRODUCTS 

CPSC  bans  certain  unstable  metal  refuse  bms  having  a 
volume  one  cubic  yard  or  greater  (Part  HI  o^  tn.s  ^ssue 
effective    6^13-78 3°^^ 

PUBLIC  UTILITIES 

F^C  amends  accounting  and  rate  treatment  to-  research, 
development  and  demonstration  expenditures  elective 
6-3-77     

MOTOR  VEHICLE  SAFETY  STANDARDS 

DOT/NHTSA  extends  suspension  of  bus  service  Crake 
stopping  distance  requirements  fcr  school  and  intercity 
buses;    effective   6^13-77 


30150 


30188 


CLEAN  AIR  ACT 

EPA  publishes  progress  reports  on  .mpieme^tation  of 
energy   related   authority   30235 

INVESTMENT  COMPANY  ACT 

SEC  exempts  certain  persons  from  bei^g  deemed  inter- 
ested persons  of  investment  companies  cc^ments  by 
7-18-77  30215 

AVIATION  INSTRUCTIONAL  STATIONS 

FCC  proposes  to  allow  m.ore  than  one  fixed  a.iation 
instructional  stations  at  single  landing  a-ea.  cc-me-ts 
by    7-1 1-77    

GRAIN  STANDARDS 

USDA/AVS  revises  grade  des.gnations  tor  an  grans, 
eHective    9-12-77  

MEAT  PRODUCTS 

ITC  'nstitutes  investigation  into  condit'ons  of  compefi- 
ticn  ,n  U.S.  markets  between  domestic  a^  d  'oreign 
catt'e  and  meat  for  human  consumption,  hear  ..gs  6-14 
and  6-8,  7-12  and  7-19.  and  9-20-77 


30222 


30145 


30262 

CONTINUED    INSIDE 


remlndefs 


(The  Items  In  this  Us:  were  editorially  compiled  as  an  aid  to  Federal  Register  xisers.  Inclusion  or  exclusion  from  this  list  has  no  legal 
significance.  Since  this  list  Is  Intended  as  a  reminder,  It  does  not  Include  effective  dates  that  occur  within  14  days  of  publication.) 


Rules   Going   Into   Effect   Today 


CFTC — Records    of    cash    commodity    and 
futures  transactions;   trading  standards 
for   floor    brokers   and    futures   comnis 
sion  merchants  56134;  12-23-76 

FCC — Industrial  radio  services,  expansion 
of  permissible  uses  of  certain  frequen- 
cies  m   business   radio  service 

24274:    5-13-77 


Private  operational  microwave  service; 
elimination  of  required  annual  meas- 
urement   of   transmitter    power   and 

frequency 24276;  5-13-77 

HEW/ FDA — Continued  marketing  of  OTC 
drugs  classified  in  category  III;  condi- 
tions for  marketing 19137;  4-12-77 


Labor/Secy — Public  job  programs  undt. 
the  Comprehensive  Employment  and 
Training  Act 24522;  5-13-77 


List  of  Public  Laws 


Note:  No  public  bills  which  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register  for  Inclusion  In  today's  List  or 
Public  Laws. 


AGENCY  PUBLICATION  ON   ASSIGNED  DAYS  OF  THE  WEEK 

The  sixmonth  trial  period  ended  August  6.  The  program  ts  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914.  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRG 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA. 'APHIS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT 'NHTSA 

USDA/FNS 

DOT/NHTSA 

USDA/FNS 

DOT    FAA 

USDA/REA 

DOT/ FAA 

USDA/REA 

DOT    OH  MO 

CSC 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday. 

Comments  on  this  program  are  still  invited.  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services  Adminis- 
tration,   Washington.    D.C.   20408. 


ATTENTION.  For  questions,  'corrections,  or  requests  for  information  please  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


u 


.^r",X 


^.^% 


Published  dally,  Monday  through  Friday  (no  publication  on  Saturdays,  Sundays,  or  on  official  Federal 
holidays!  ,  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service.  General  Services 
Administration,  Washington,  DC  20408.  under  the  Federal  Register  Act  (49  Stat.  500,  as  amended;  44  U.S.C., 
Ch  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  ( 1  CFB  Ch.  I) .  Distribution 
is  made  only  by  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office.  Washington,  D.C.  20402. 

The  Federal  Registeh  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  Issued 
by  Federal  agencies.  These  Include  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  applicability  and  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
documents  of  public  Interest  Documents  are  on  file  for  public  Inspection  In  the  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  filing  L'-  requested  by  the  Issuing  agency 

The  P133CKAL  Rbgistzr  wUl  be  furnished  by  mall  to  subscribers,  free  of  postage,  for  »5  00  per  month  or  $50  per  year,  payable 
In  advance  The  charge  for  individual  copies  Is  75  cents  for  each  issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  made  payable  to  the  Superintendent  of  Documents.  VS.  Government  Printing  Office,  Washington. 

DC    20402 

There  are  no  restrictions  on  the  republication  of  material  appearing  m  the  Fedskal  Rccisnx. 
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INFORMATION  AND  ASSISTANCE 


Questions  and  requests  fcr  specific  information  may 
may  be  made  by  dialing  202-523-5240. 


be  directed  to  the  following  numbers.  General  inquiries 


FEDERAL  REGISTER,  Daily-Issue: 

Subscription  orders  (GPO)     

Subscription  problems  (GPO) 

"Dial  ■  a  -  Regulation"     (recorded 
,      summary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 
Scheduling     of     documents     for 

publication. 
Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections - 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR).. 
Finding  Aids.- 


202-783-3238 
202-275-3050 
202-523-5022 


523-5220 

523-52':0 

523-5286 

523-5215 
523-5227 

523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders  and   Proclama- 
tions. 
Weekly  Compilation  of  Presidential 

Documents. 
Public  Papers  of  the  Presidents.... 
Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects 


523-5233 

523-5235 

523-5235 
523-5235 

523-5237 
523-5237 
523-5237 

523-5237 

523-5230 


523 


10 
40 


HIGHLIGHTS — Continued 


TEACHER  CENTERS  PROGRAM 

HEW/OE  proposes  criteria  governing  grant  awards  to 
local  educaticndl  agencies  to  plan,  establish  and  oper- 
ate teacher  centers  (Part  II  of  this  issue);  comments  by 
7-13-77  

SYNTHETIC  NATURAL  GAS 

PEA  makes  environmental  impact  statement  available 
on  allocation  of  petroleum  feedstocks  to  plants     

CONSUMER  APPLIANCES 

FEA  proposed  procedural  regulations  for  energy  con- 
servation program;  comments  by  7-15-77;  hearing 
7-15-77  

PRIVACY  ACT 

CPSC  establishes  new  system  of  records  - 

PS  issues  regulation  on  routine  use  of  systems  of 
records  

RADIO  BROADCAST  SERVICES 

FCC  requires  licensees  to  maintain  certain  program 
records;   effective   7-5-77 

MEETINGS— 

Commerce/DIBA;  East-West  Trade  Advisory  Com- 
mittee,   6-29-77 

Microprocessor  Instrumentation  Subcommittee  of 
the  Electronic  Instrumentation  Technical  Ad-isory 
Committee,  6-28-77 

NOAA:  Gulf  of  Mexico  Fishery  Management  Coun- 
cil's Billfish/Peiagic  Shark  Advisory  Panel, 
7-8-77  


30289 
30240 

30206 

30233 
30259 

301BO 

30230 
30230 
30232 


DOD    Adviscp/  Group  on   Electron   Devices  (3  docu- 
ments'. ^28  thru  6-30,  7-12-77    

Defense  Nuclear  Agency:  Scientific  Advisory  Group 

on  Effects;  8-30  th^u  9-2-77     -:„ 

ERDA;  Fossil  Energy  Research,  &-28  and  6-2^77 

FCC:   Radio  Technical   Commission  for  Marine  Serv- 
ices.   6-29-77 

WARC    Advisory    Con^mittee    for    Domestic    Land 

Mobile,    7-12-77  

International  Women's  Year,  National  Commission  on 
observance      Various     State     Women's     meetings. 

6-16  thru  6-19-77  

EPA:    State  Federal    FIFRA    Implementation    Advisory 

Committee.  6-28  and  6-29-77  ■■■-- 

NPC:  ASCR  Subcommittee  on  the  Black  Fox  Station 

Units  1  and  2.  6-30-77 

ACRS  Subcommittee  on  Electncal  Systems.  Control 
ana   instrumentation,   6-30-77 

AMENDED  MEETING— 

HEW/ADAMHA:    Climca!    Frogram-Projects    Research 
Review  Committee.  6-27-77 


3C234 

30234 

30234 

30240 
30240 

30253 
30240 
30257 
30257 

30252 


CANCELLED  HEARINGS— 

FEA-     Proposed     regulations     ^c     test,r.g     teievs.c- 

A_TA    77  30210 

.^ers.     5— 14-//         


receivf 


SEPARATE  PARTS  IN  THIS  ISSUE 

Part  II,   HEW/OE  

Part   III,   CPSC       

Part  iV.  HUD/FIA 


30289 
30295 
30303 
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THE   PRESIDENT 

Proclamations 

Safe  Boating  Week.  National 30143 

EXECUTIVE   AGENCIES 

AGRICULTURAL    MARKETING    SERVICE 
Rules 

Gram  standards 30145 

Limes  grown  in  Fla 30147 

Proposed    Rules 

Nectarines  grown  in  Calif 30206 

Oranges,    grapefruit,    tangerines, 

;uid  tangelos  grown  in  Fla    30198 

AGRICULTURE   DEPARTMENT 

i-.'f  Agricultural  Marketing  Serv- 
ice. 

ALCOHOL,   DRUG   ABUSE.   AND  MENTAL 
HEALTH    ADMINISTRATION 

Notices 

Meetings: 
Clinical   Program-Project.s   Re- 
search    Review     Committee; 

schedule   chanRe__  30252 

CIVIL   AERONAUTICS    BOARD 
Notices 

ll'-arings,  etc.: 
Cochise  Airlines.  Inc.:  Arizona 
service  investigation 30225 

COAST   GUARD 

Rules 

Drawbridge  operations: 

Connecticut 30178 

Florida  30178 

Florida  and  California 30178 

New   York 30179 

Security  zones: 
Connecticut 30179 

Proposed   Rules 

D;<f.vbridge  operations: 

Illinois   30218 

Louisiana 30217 

New  Jersey 30216 

Pennsylvania    30217 

Marine  engineering  and  mobile 
offshore  drilling  units:  correc- 
tion       30220 

Tank  vessels: 

Special  equipment.  machiner>-. 
and  hull  requirements;  inert 
gas  system;  correction 30220 

COMMERCE    DEPARTMENT 

Sre  Domestic  and  IiUerruitional 
Business  Administration:  Eco- 
nomic Development  Administra- 
tion: Maritime  .Administration; 
National  Oceanic  and  Atmos- 
pheric Administration, 

COMMODITY   FUTURES   TRADING 
COMMISSION 

Notices 

Futurp^  contracts:  contract  mar- 
ket designations: 
Zinc;      Commodity     Exchange, 

Inc.;   hearing 30232 


contents 

CONSUMER    PRODUCT   SAFETY 
COMMiSSION 

Rules 

Hazardous  products,  banned: 
Refuse  bins,  unstable 30295 

Notices 

Pnvarv  Act;  systems  of  records..  30233 

DEFENSE    DEPARTMENT 
See  also  Defense  Nuclear  Agency. 
Notices 
Meetings; 
Electron       Devices       Advisory 

Group  <3  documents) 30234 

DEFENSE   NUCLEAR   AGENCY 
Notices 
Meetings : 
Scientific    Advisory    Group  on 
Effects   30234 

DOMESTIC   AND   INTERNATIONAL 
BUSINESS    ADMINISTRATION 

Notices 
Meetings: 
East-West  Trade  Advisory  Com- 
mittee     30230 

Electronic  Instrumentation 
Technical  Advisory  Commit- 
tee    30230 

Scientific       articles:       duty-free 
entry: 
Children's  Hospital  of  Philadel- 
phia   ___  30226 

Geophysical  Institute 30227 

Massachusetts  General  Hos- 
pital     30227 

SUNY-Stony  Brook 30227 

Texas  A  &  M  University 30228 

University  of  California-Berk- 
eley    30228 

University   of   Illinois   Urbana- 

Champaign 30228 

University  of  Rochester  School 

of  Medicine  and  Dentistry...  30229 

University  of  Wisconsin 30229 

University    of    Wisconsin — Eau 

Claire    30229 

ECONOMIC    DEVELOPMENT 
ADMINISTRATION 

Notices 

Impi-';  t  determination  petitions: 

Hiy.;.iancier  Sp-ortswear,  Inc 30231 

ECUCATION    OFFICE 

Proposed   Rules 

Tea  ;.'!  centers  program 30289 

Notices 

AppHcations  and  proposals,  clos- 
ing dates: 
School  construction  assistance.  30252 
State  equalisation  plans   30252 

EMERGENCY  NATURAL  GAS  ACT  OF  1977, 

ADMINISTRATOR 

Notices 

Emergency  orders,  etc.: 
Consolidated  Edison  Co.  of  New 

York.    Inc 30224 

FA  Paso  Natural  Gas  Co 30224 

Texas  Gas  Transmission  Corp.   30224 


ENERGY  RESEARCH   AND  DEVELOPMENT 
ADMINISTRATION 

Notices 

Meetings : 

Fossil  energy  research 30234 

ENVIRONMENTAL   PROTECTION   AGENCY 

Proposed   Rules 

Air  quality  implementation  plans; 
various  States,  etc. ; 

Maine    30219 

Massachusetts   30218 

Notices 

Air  pollution;  ambient  air  moni- 
toring reference  and  equivalent 

methods:    ozone 30235 

Energy   related   authority;    prog- 
ress and  impact  report 30235 

Meetings : 

State-Federal  FIFRA  Imple- 
mentation Advisory  Commit- 
tee        30240 

Noise  abatement  programs : 
Transportation          equipment; 
truck,    medium    and    heavy; 
test      method      am.endment; 
availability   30240 

FEDERAL   AVIATION   /DMINISTRATION 

Rules 

Transition  areas 30149 

VOR    Federal    airways    and    jet 
routes 30149 

Proposed    Rules 

Colored  Federal  airways 30211 

Control  areas  1 2  documents > 30212. 

30213 
Transition  areas  «2  documents)  ..  30210. 

30213 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Rules 

Radio  broadcast  services: 

Program  log  maintenance 30180 

Proposed   Rules 
Aviation  services: 

Instructional  stations  and  free 

balloon  operation 30222 

Cable  television; 

Definition  and  creation  of 
classes  of  system;   e.xtension 

of    time 30222 

Telephone    companies:     jurisdic- 
tional separation: 

Hawaii  and  Alaska 30221 

Puerto  Rico  and  Virgin  Islands,   30220 

Notices 

Meetings : 

Marine  Services  Radio  Tech- 
nical Commission 30240 

World  Administrative  Radio 
Conference 30240 

FEDERAL    ENERGY   ADMINISTRATION 

Proposed   Rules 

Energy  consei-vation  program,  ap- 
pliances : 
State  appliance  energy  use  or 
efficiency  regulation;  petitions 
to  supersede 30206 


IV 
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Television     receivers;     hearing 
cancelled   


30210 


Montana;    surface    reclamation 

•standards ^Olio 


Notices 

Environmental  statements:  avail- 
ability, etc.: 
Montana.      Pennsylvania      and 

Virginia  Conservation  Plans ..  JO-^- 

Synthetic  natural  gas  plants.--    ^u.'iu 

FEDERAL    INSURANCE    ADMINISTRATION 

Ru^es 

Flood    Insurance    Program,    Na- 
tional: 
Communities  eligible  for  sale  of 

insurance •*"'*"'* 

Flood  elevation  determinations. 

etc  2°^^'* 

Special  hazard  areas 30305     proposed   Rules 


HEALTH,    EDUCATION,    AND   WELFARE 
DEPARTMENT 

See  also  Alcohol.  Drug  Abuse  and 
Mental  Health  Administration; 
Education  Office.    . 


panies; 
Providence. 


contract  financing.   30190 


Rules 

Procurement : 

HOUSING   AND    URBAN    DEVELOPMENT 
DEPARTMENT 

See   Federal   Insurance   Adminis- 
tration. 

INDIAN    AFFAIRS    BUREAU 


Special  hazard  areas,  map  cor- 
rections 1 37  documents' 30174 

FEDERAL   MARITIME   COMMISSION 

Notices 

Freight  forwarder  licenses  :^^  ^  ^^^^^ 


Water  use  on  Indian  reservations: 

extension  of  time 30216 

Notices 

Land  transfer: 
Yankton  Reservation,  Yankton 

Sioux  Tribe.  S.  Dak 302o2 


By-Line  Traffic  Service,  Inc_ 
FEDERAL   POWER   COMMISSION 

Rules 

Research,  development  and  dem- 
onstration expenditures:  ac- 
counting  and  rate  treatment. ..  30150 

Notices 

Hearings,  etc.: 

Boston  Edison  Co ^u-^- 

Cities  service  Gas  Co.   .. 30246 

Cities  Service  Gas  Co  et  al 30248 

Connecticut  Light  &  Power  Co..   30248 
Consolidated  System  LNG  Co..  30248     Notices 

^"  Import  investigations: 


INTERIOR    DEPARTMENT 

See  also  Geological  Survey;  Indian 
Affairs  Bureau;  Land  Manage- 
ment Bureau. 

Rules 

Procurement:  nomenclature 

change ^^^^ 

Property  management;  regulation 

system 30196 

INTERNATIONAL   TRADE    COMMISSION 


JUSTICE    DEPARTMENT 
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presidentiol  documents 

Title  3— The  President 

PROCLAMA!  ION  4506 

National  Sale  Boating  Week,  1977 


B\  the  Presidt  nt 


iKitrd  States  of  Amt  rica 


A  Proclamation 

This  year,  more  Americans  than  ever  before  will  enjoy  the  challenges  and 
pleasures  of  boating  on  our  country's  lakes,  rivers,  and  coastal  waters.  If  they  take  time 
to  learn  the  fundamentals  of  boating  safety,  needless  tragedy  can  be  avoided. 

In  recognition  of  the  growth  in  recreational  boating,  and  of  our  continuing  need 
to  promote  safety  on  our  waterways,  the  Congress  has  by  joint  resolution  of  June  4, 
1958  (72  Stat.  179,  36  U.S.C.  161)  requested  the  President  to  proclaim  the  week  of 
July  4  each  year  as  National  Safe  Boating  Week. 

NOW,  THEREFOR!  I  !!  ^!M^  CARTER,  President  of  the  United  States  of 
America,  do  hereby  designate  the  weeJ^  beginning  July  3,   1977,  as  National  Safe 

Boa  tire  Wrek. 

I  urge  everyone  who  participates  in  boating  on  American  watcrwavs  to  learn  the 
basic  rules  of  safety.  This  infonnation  is  readily  available  in  courses  ofTered  by  such 
organizations  as  the  United  States  Coast  Guard  Auxiliary,  the  United  States  Power 
Squadrons,  the  American  Red  Cross,  and  by  various  agencies  of  state  governments. 

I  also  invite  the  Governors  of  the  States,  the  Commonwealth  of  Puerto  Rico,  the 
Virgin  Islands,  Guam,  and  American  Samoa,  and  the  Mayor  of  the  District  of 
Columbia,  to  provide  appropriately  for  the  observance  of  the  Week. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand  this  ninth  day  of  June, 
in  the  year  of  our  Lord  nineteen  hundred  seventy-seven,  and  of  the  Independence  of 
the  United  States  of  America  the  two  hundred  and  first. 


[FR  Doc. 77-16927  Filed  6-9-77;5:05  pm] 
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This   section   of  the   FEDERAL   REGISTER   contains   regulatory   documents   having  general   applicability  and   legal   effect  most  of  which   are 
keyed  to  and  codified  in  the  Code  of  Federal  Regulations,  which  is  published  under  50  titles  pu'suant  to  44  U  S.C.  1510. 

The    Code   of    Federal    Regulations    is   sold    by   the   Superintendent   of   Documents.    Prices   of    new    books    are    listed    in   the   first    FEDERAL 

PF  jlSTER    issue    of    each    month. 


Title  7 — Agriculture 

CHAPTER  I— AGRICULTURAL  MARKETING 
SERVICE  (STANDARDS,  INSPECTIONS. 
MARKETING   PRACTICES) 

PART  26 — GRAIN   STANDARDS 

Revision  of  Grade  Designations  for  Ail 
Grains 

AGENCY:     Federal     Grain     Inspection 

Service.  USDA. 

ACTION    Final  rule 

SUMMARY:  The  revision  will  permit 
unlimited  .substitution  of  higher  quality 
when  loading  grain  and  offers  the  option 
of  certificating  grain  as  being  "equal  to 
or  better  than"  the  quality  of  grain 
called  for  in  a  sales  contract. 

Current  certificating  procedures  ne- 
cessitate the  purchase  and  storage  of 
large  amounts  of  gram  of  one  particular 
quality  and  sometimes  depletes  the  sup- 
ply of  grain  of  that  qualitv  from  nearby 
sources.  The  change  facilitates  the  mar- 
keting of  grain  by  offering  flexibility  in 
the  loading  and  certification  of  cargo 
grain 
EFFECTI\'E  DATE:   September  8.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

N  Gail  Jackson.  Acting  Director. 
Standardization  Division.  Federal 
Grain  Inspection  Sen'ice.  US.  Depart- 
ment of  Agriculture,  Washington,  DC. 
20250.  202-447-9329. 

SUPPLEMENTARY  INFORMATION: 
Tlie  United  States  Gram  Standards  Act 
82  Stat,  761,  7  U.S  C.  71  et  seq  a-"; 
amended  by  an  Act  of  October  21.  1976 
'Pub.  L.  94-582.  90  Stat,  2867),  provides 
for  official  US  standards  to  designate 
the  quality  of  gram  for  use  by  producers, 
merchandisers,  and  consumers  m  the 
domestic  and  export  marketing  of  grain 
Tne  Act  provides  for  an  ofTicial  grading 
service  upon  request  and  payment  by 
the  applicant  of  a  fee  to  cover  the  cost 
of  the  service 

Pursuant  to  section  4  of  the  Act  i7 
U  S  C  76' .  a  notice  concerning  proposed 
revisions  of  the  United  States  Standards 
for  Gram  (7  CFR  26  20]  et  seq  •  to  pro- 
-.ide  for  optional  grade  designations  for 
all  grains  wa<=  published  in  the  Feter.^l 
Register  '41  FR  50268  i  on  November  15. 
1976,  according  to  the  administrative 
procedure  provisions  of  section  553  of 
Title  5.  United  States  Code, 

Approximately  1900  reprints  of  the 
notice  were  sent  to  interested  persons  in 
the   gram   industry    Interested   persons 


•Includtnt'  matters  witbin  the  re=r>on.si- 
blMty  of  the  Federa:  Gram  Inspection 
Service 


were  given  until  December  30.  1976.  to 
submit  data,  views,  or  recommendations 
concerning  the  proposed  changes  in  the 
grain  standards.  Unexpected  delays  in 
the  reproduction  and  distribution  of  the 
notice  made  it  necessary  to  extend  the 
December  30.  1976  deadline  for  com- 
ments to  March  18.  1977. 

Three  com.ments  were  received  in  re- 
sponse to  the  notice.  Two  commenters 
were  national  organizations  of  gram 
handlers,  and  the  third  commer.ter  was 
a  private  grain  handler.  All  three  com- 
ments supported  the  proposal  and  urged 
implementation  of  the  changes  as  soon 
as  pracucable.  No  comments  opposing 
the  proposal  were  received. 

The  proposal  provides  an  optional 
method  of  designating  the  grade  of  gram 
when  inspected  for  domestic  or  export 
shipment.  Occasionally,  shippers  find 
when  preparing  to  load  grahi  for  ship- 
ment that  the  supply  of  a  particular 
quality  of  gram  in  their  elevator  may  be 
insufficient  to  meet  the  grade  require- 
ments specified  in  the  contract  being 
filled.  In  such  instances,  the  shipper  ma>' 
find  it  necessary  to  substitute  higher 
quality  grain  to  provide  the  quantity  of 
gram  required  by  the  contract. 

Segmenus  of  the  export  grain  industrv- 
have  stated  that  provisions  of  the  regu- 
lations  under  the  Act  should  be  made 
more    flexible   by    perm.itting   unlimited 
substitution  of  grain  of  quality  higher 
than  the  quality  specified  under  the  sales 
contract.  They  also  stated,  and  the  De- 
partment concurs,  that  delivery  of  gram 
of  a  higher  quality  than  that  specified  in 
■lales  contracts  should  not  be  objection- 
able or  considered,  as  m  some  cases,  as 
not  meeting  the  contract  requirements. 
Tne  proposed  amendment  would  per- 
mit the  applicant  for  inspection  services 
the  option  of  having  the  quality  of  the 
gram  offered  for  inspection  officially  cer- 
tificated m  one  of  two  ways:  Option  1  — 
That  the  lot  offered  for  inspection  is  of  a 
specific  official  US.  grade,  or  Option  2— 
that  the  quality  of  the  lot  offered  for  in- 
spection IS  equal  to  or  better    superior 
m  quai:ty.  as  defined  by  the  official  US 
Standards,  tfian  the  grade  specified   ry 
the  contract:   i.e.,  US    No.  2  or  better 
U,S.  No.  3  or  better,  etc    The  oj.tional 
certification  would   be  applicable  to  all 
numerical  and  sample  grades,  dockage. 
and  special  grades  of  gram  and  to  both 
domestic  and  export  shipments,  with  no 
limitation  on  the  amount  of  better  qual- 
ity gram  tliat  may  be  delivered    If  the 
Option  2  inspection  certification  is  not 
requested.    Option    1    certification    will 
automatically  be  followed. 

The  request  for  the  Option  2  certifica- 
tion designation  shall  be  made  in  writing 
prior  to  the  'Deginnmg  cf  loading  For 
example,  a  request  for  Option  2  certifica- 


tion of  U.S.  No.  3  or  better  Yellow  Com 
would  be  certificated  as  follows: 

1.  "U.S.  No.  3  or  better  Yellow  Corn" 
would  be  stated  on  the  grade  line  of  the 
certificate. 

2.  Tlie  weighted  average  of  the  factors 
would  be  shown  on  the  certificate. 

3.  No  qualifying  statement  about  the 
lot  uniformity  would  be  necessary,  pro- 
vided that  the  lot  meets  the  uniform 
loading  requirements  for  a  "U.S.  No.  3  or 
better"  load  order  grade. 

If  the  Option  2  certification  is  not  re- 
quested and  the  weighted  average  of  the 
factor  results  shows  the  average  grade 
to  be  of  better  quality  than  that  speci- 
fied in  the  load  order  grade  but  does  not 
meet  the  uniform  loading  requirements 
Plan  A  or  10  percent  Plan  as  outlined 
m  GR  Instruction  918-6.  Grain  Inspec- 
tion Manual)  for  the  average  grade,  the 
certificate  shall  carry  a  qualifying  state- 
ment in  the  remarks.  For  examole.  the 
applicant  for  inspection  stated  that  the 
load  order  grade  was  for  U.S.  No.  3  Yel- 
low Com.  The  weighted  average  of  the 
.■^ublots  showed  the  lot  to  average  U.S. 
No   2.  However,  a  review  of  the  loading 
.^hows  that  the  lot  contained  12  percent 
of  US.  No.  3  and  would  not  meet  the 
uniform  loading  requirement  under  the 
10  percent  Plan  for  U.S.  No.  2  Yellow 
Corn.  The  certification  would  be  as  fol- 
lows; 

1.  "U.S.  No.  2  Yellow  Com"  would  be 
stated  on  the  grade  line  of  the  certificate. 

2  The  weighted  average  of  the  factors 
would  be  shown  on  the  certificate. 

3.  In  the  "Remarks"  section  of  the 
certificate,  a  qualified  statement  shall  be 
made  and  sub.stantiallv  state.  "The 
above  numerical  grade  is  based  on  the 
average  quality  of  the  lot  and  does  not 
me?t  the  uniform  loading  requirements 
for  a  contract  of  US,  No.  2  Yellow  Corn, 
rut  It  does  meet  the  requirements  for 
U  S  No  3  Yellow  Corn  "  This  statement 
'hall  be  followed  by  a  list  of  the  approxi- 
mate quantity  and  stowage  of  the  differ- 
ent grades  of  grain  which  comprise  the 
lot, 

Wh"n  trie  i)ro;v*sal  was  oublished  in 
thf  Ffdfrai  Rvci'-t'^f  on  November  15. 
1976,  US  Standard^  for  Triticale  had 
nor  b^en  rromulc^ated :  however,  stand- 
ards for  tnticaip  have  sub^eouently  been 
cfficiallv  adopted  The  protx>sal  offers  an 
o'^tional  method  of  desienatine  the  grade 
of  gram  after  it  has  been  officially  in- 
<rectpd  and  does  not  alter  insnection 
procedure*:  Al'^o.  the  intent  of  the  pro- 
po.s;i.l  was  that  the  optional  grade  des- 
ignation apply  to  all  official  standards 
'or  grain  Therefore,  for  the  sake  of  uni- 
formitv  in  the  nu'tr.c>d  of  grade  designa- 
tion for  all  grains,  it  is  determined  that 
the  provisioiis  of  the  proposal  be  made 
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applicable    to    the    U.S.    Standards    for 
Tnticale. 

Therefore,  the  United  States  Stand- 
ard.s  for  Grain  <  7  CFR  Part  26)  are  here- 
by amended  as  follows: 

Bahley 

1.  Section  26.209  is  added  as  set  forth 
below : 

§  26.20'>      (.r.ul.   (Ii  >isnalion>. 

la)  Grade  designations  for  barley.  The 
grade  designation  for  barley  shall  in- 
clude, in  the  following  order:  yl>  The 
letters  "U-S.";  <2)  The  number  of  the 
grade  or  the  words  "Sample  grade";  <3) 
The  special  grade  "Bright. "  if  applicable 
'see  <!  26. 2U) ;  <4i  The  name  of  the  ap- 
plicable subclass  or.  in  the  case  of  the 
class  barley,  the  name  of  the  class;  (5' 
The  name  of  each  applicable  special 
grade  <see  §26.211);  t6)  When  appli- 
cable, the  word  "dockage"  together  with 
the  percentage  thereof;  and  (7)  For 
malting  barley,  the  words  "Plump  Bar- 
ley" together  with  the  applicable  per- 
centage range.  If  requested  by  the  appli- 
cant, the  grade  designation  for  the  class 
Barley  shall  include,  following  the  word 
"Barley."  the  approximate  percentage  of 
each  class  and  of  black  barley  m  the  mix- 
ture in  order  of  predominance. 

'bi  Optional  grade  designations.  Bar- 
ley may  be  certificated  i  under  certain 
conditions.')  when  supported  by  official 
analysis,  as  "U.S.  No.  2  or  belter  Barley." 
•US.  No.  3  or  better  Barley,"  etc.  The 
optional  grade  dosignaticn  for  barley 
shall  include  the  name  of  the  applicable 
class  or  subclass  immediately  preceding 
the  word  "barley"  in  the  grade  designa- 
tion. The  special  grade  designa- 
tions and  dockaee,  when  applicable,  also 
shall  be  included  i  under  certain  condi- 
tions '  >  in  the  certification. 

Oats 

2.  Section  26.257  is  revised  to  read  as 
follows: 

§  26.237       Cradp  d<'Hif;nali<)n-<. 

lai  Grade  designatiofis  for  oats.  The 
grade  designations  for  cfets  shall  include. 
in  the  following  order:'  »li  The  letters 
"U.S.";  (2 1  The  number  of  the  grade  or 
the  words  "Sample  grade".  '3>  Certain 
special  grade  de.signation.s.  if  applicable 
(see  5  26.259 »  :  i4)  The  word  oats",  and 
<5)  Certain  special  grade  designations,  if 
applicable  isee  4  26  259 1. 

'bi  Optional  grade  designations.  Oats 
may  be  certificated  i  under  certain  condi- 
tions '),  when  supported  by  official  anal- 
ysis, as  "US  No  2  or  better  Oats."  "US 
No  3  or  better  Oats,"  etc  The  special 
grade  designations,  when  applicable. 
also  shall  be  included  i  under  certain 
conditions    in  the  certificatiDn. 

Wheat 

3  Section  26  307  is  revised  to  read  as 
follows : 


'  The  conditions  are  listed  In  the  Gram 
Inspection  Manual.  OR  Instruction  918-6 
Copies  niay  be  obtained  from  the  Grain  Divi- 
sion, Agricultural  Marketing  Service.  U  S  De- 
partment of  Agriculture,  1400  Independence 
Avenue.  SW.   Washington,   DC    20250 


§  26.307      Grade  de>iffnations. 

(a  I  Grade  designations  for  wheat.  (See 
also  §  26.308.) 

The  grade  designations  for  wheat  shall 
include  in  the  following  order:  (1)  The 
letters  "U.S.";  (2)  The  number  of  the 
grade  or  the  words  "Sample  grade";  '3) 
The  subclass,  or  in  the  case  of  Hard  Red 
Winter  Wheat,  Mixed  Wheat,  Soft  Red 
Winter  Wheat,  and  Unclassed  Wheat,  the 
class;  '4)  Each  applicable  special  grade 
(see  also  §  26.309> ;  and  (5)  When  appli- 
cable, the  word  "dockage"  together  with 
the  percentage  thereof.  In  the  case  of 
Western  White  Wheat,  there  shall  be  in- 
cluded under  "Remarks"  on  the  inspec- 
tion certificate,  the  name  and  percentage 
of  white  club  wheat  and  other  white 
wheat  in  the  mixture.  In  the  case  of  Un- 
classed Wheat,  there  shall  be  included 
under  "Remarks"  on  the  inspection  cer- 
tificate the  color  or  other  characteristics 
which  describe  the  wheat,  together  with 
the  percentage  thereof.  In  the  case  of 
Mixed  Wheat,  there  shall  be  Included 
under  "Remarks"  on  the  inspection  cer- 
tificate the  name  and  percentage  of  the 
classes  that  compri.se  the  mixture. 

lb)  Optional  grade  designations. 
Wheat  may  be  certificated  'under  cer- 
tain conditions'),  when  supported  by 
official  analysis,  as  "U.S.  No.  2  or  better 
Wheat,"  "US.  No.  3  or  better  Wheat." 
etc.  The  optional  grade  designations  for 
wheat  shall  include  the  name  of  the  ap- 
plicable cla,ss  or  subclass  Immediately 
preceding  the  word  "wheat"  in  the  grade 
designation.  The  special  grade  designa- 
tions and  dockage,  when  applicable,  also 
shall  be  included  'under  certain  condi- 
tions ')  in  the  certification. 

Corn 

4  Section  26  353  is  amended  by  revis- 
ing paragraphs  'o  and  (d)  as  set  forth 
below : 

§  26.333      Gradr-*,     ^rade     requirements, 
and  grade  designations. 

(a)  •   •   • 

(b)  *   '   * 

(C)  Optional  grade  designations.  Corn 
may  be  certificated  <  under  certain  con- 
ditions'),  when  supported  by  official 
analysis,  as  "U.S.  No.  2  or  better  Corn," 
"US.  No.  3  or  better  Corn,"  etc.  The 
optional  grade  designations  for  corn  shall 
include  the  name  of  the  applicable  class 
immediately  preceding  the  word  "com" 
in  the  grade  designation.  The  special 
grade  designations,  when  applicable,  also 
shall  be  included  (under  certain  condi- 
tions '  I   in  the  certification. 

<d'  Special  grades,  special  grade  re- 
quirements, and  special  grade  desigTia- 
tions  for  corn. 


Rye 

5.  Section  26  402  is  amended  by  adding 
paragraph  'c)  asset  forth  below: 

§  26. 102      <",r;i(l«->..     grade     requiremonlv, 
iind  grade  drsignationii. 

(a)  •   •   • 

(b)  *   *   * 

'O   Optional  grade  designations.  Rye 
may  be  certificated  'under  certain  condi- 


tions ') ,  when  supported  by  official  anal- 
ysis, as  "U.S.  No.  2  or  better  Rye,"  "U.S. 
No.  3  or  better  Rye."  etc  The  special 
grade  designation  and  dockage,  when  ap- 
plicable, also  shall  be  included  i  under 
certain  conditions  ')  in  the  certification. 

Mixed  Grain 

6.  Section  26.453  is  amended  by  re- 
vising paragraph  (c)  and  adding  para- 
graph (d)  as  set  forth  below: 

§  26.433      Grades,     grade     requirements, 
and  grade  de^signalions. 

*  «  *  •  * 

(a)  •  *  • 

(b)  •  •  • 

'c>  Optional  grade  designations.  Mixed 
grain  may  be  certificated  i  under  certain 
conditions'),  when  supported  by  official 
analysis,  as  "U.S.  No.  2  or  better  Mixed 
Feed  Oats,"  "US.  Sample  Grade  or  bet- 
ter Mixed  Grain,"  etc.  The  special  grade 
designations,  when  applicable,  also  shall 
be  included  (under  certain  conditions  •> 
in  the  certification. 

(d)  Special  grades,  special  grade  re- 
quirements, and  special  grade  designa- 
tions for  mixed  grain. 


Flaxseed 

7.  Section  26.514  is  revised  as  set  forth 
below : 

§  26.514     Grade  designations. 

(a)  Grade  designations  for  flaxseed 
The  grade  designation  for  flaxseed  shall 
include,  in  the  following  order:  (1)  The 
letters  "U.S.";  (2>  The  number  of  the 
grade  or  the  words  "Sample  grade"; 
(3)  The  word  "flaxseed";  and  (4)  When 
applicable,  the  word  "dockage"  together 
with  the  percentage  thereof. 

(b)  Optional  grade  designations.  Flax- 
seed may  be  certificated  i  under  certain 
conditions'),  when  supported  by  official 
analysis,  as  "U.S.  No.  2  or  better  Flax- 
seed '  or  "U.S.  Sample  grade  or  better 
Flaxseed."  Dockage,  when  applicable,  also 
shall  be  included  'under  certain  condi- 
tions ' )  in  the  certification. 

Sorghum 

8.  Section  26.558  is  revised  as  set 
forth  below: 

§  26.5.38     Grade  designations. 

<a)  Grode  designations  for  sorghum 
The  grade  designations  for  sorghum  shall 
include  in  the  following  order :  ( 1 )  The 
letters  "U.S.,"  (2»  The  number  of  the 
grade  or  the  words  "Sample  d^ade,"  '3 
The  class,  '4)  Each  applicable  special 
grade  (see  §26.560i,  and  (5)  When  ap- 
plicable, the  v.ords  "dockage"  together 
with  the  percentage  thereof.  The  grade 
designation  for  the  cla.ss  "Mixed  Sor- 
ghum" shall  include,  following  the  words 
"Mixed  Sorghum,"  the  approximate  per- 
centage of  each  class  of  sorghum  in  the 
mixture  in  the  order  of  predominance. 

(b)  Optional  grade  designations.  Sor- 
ghum may  be  certificated  i  under  cer- 
tain conditions'),  when  supported  by 
official  analysis,  as  "U.S.  No.  2  or  better 
Sorghum,"   "US    No    3   or   better   Sor- 


'  See  footnote  1. 


'  See  footnote  1 . 
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ghum,"  etc.  The  optional  grade  designa- 
tion for  sorghum  shall  include  the  name 
of  the  applicable  class  immediately  pre- 
ceding the  word  "sorghum"  in  the  grade 
designation.  The  special  grade  designa- 
tions and  dockage,  when  applicable,  also 
shall  be  included  » under  certain  condi- 
tions')  in  the  certification. 

Soybeans 

9  Section  26.203  is  amended  by  revis- 
ing paragraph  'C'  and  adding  paragraph 
(d)  as  set  forth  below: 

§  26.603      Grades,     grade     requirements, 
and  grade  designations. 

<a)    •   •   • 

(b)    •   *   * 

(CI  Optional  grade  designations.  Soy- 
beans mav  be  certificated  'under  cer- 
tain conditions  '■  > .  when  supported  by 
official  analysis,  as  "U.S.  No  2  or  better 
Soybeans."  "U.S.  No.  3  or  better  Soy- 
beans," etc.  The  optional  grade  desig- 
nation for  soybeans  shall  include  the 
name  of  the  class  immediately  preced- 
ing the  word  "soybeans"  in  the  grade 
designation.  The  special  grade  designa- 
tions, when  applicable,  also  shall  be  in- 
cluded 'under  certain  conditions)  '  in  the 
certification. 

id>  Special  grades,  special  grade  re- 
quirements, and  special  grade  designa- 
tions for  soybeans. 

•  •  •  •  • 

10.  Section  26.657  is  revised  as  set  forth 
below : 
§  26.657      Grade  designations. 

(a)  Grade  designations  for  tnticale. 
The  grade  designations  for  triticale  shall 
include  in  the  following  order:  (1)  the 
letters  "U.S.";  <2>  the  number  of  the 
grade  or  the  words  "Sample  grade';  '3> 
the  word  "triticale";  (4)  each  applicable 
special  grade  (see  also  §26.659);  and 
'5)  when  applicable,  the  word  "dockage" 
together  with  the  percentage  thereof. 

(b)  Optional  grade  designations. 
Triticale  may  be  certificated  (under  cer- 
tain conditions'),  when  supported  by 
official  analysis,  as  "U.S.  No.  2  or  better 
Triticale,"  "U.S.  No.  3  or  better  Tnti- 
cale," etc.  The  special  grade  designa- 
tions and  dockage,  when  applicable,  also 
shall  be  included  (under  certain  con- 
ditions')  in  the  certification. 

Effective  date.  The  United  States 
Grain  Standards  Act.  as  amended,  re- 
quires that  public  notice  shall  be  given 
when  new  standards  are  established  or 
revised  and  that  no  standards  shall  be- 
come effective  less  than  one  year  after 
promulgation  thereof,  unless,  in  the 
judgment  of  the  Administrator,  the  pub- 
lic health,  interest,  or  safety  require  that 
they  become  effective  sooner. 

The  new  standards  should  become 
effective  on  September  8.  1977  to  coincide 
with  the  heavy  export  shipments  of  new- 
crop  grain.  Members  of  the  grain  in- 
dustry have  reviewed  the  propxeal  and 
offered  no  objection.  The  commenters 
who   responded   to   the   proposal    fully 


endorsed  the  changes  and  requested  that 
they  be  made  effective  as  soon  as  prac- 
licable.  The  amendment  offers  an  op- 
tional method  of  designating  the  grade 
of  grain  loaded  into  a  carrier  and  does 
not  alter  current  grading  procedures. 
It  benefit*;  gram  marketing  by  making 
certification  procedures  more  flexible 
and  should  be  made  available  to  the 
grain  industry  as  soon  as  practicable. 
FurtheiTnore.  it  does  not  appear  that  a 
waiting  period  beyond  this  date  would 
make  additional  relevant  information 
available  to  the  Department  on  this 
matter. 

Accordingly,  it  is  deemed  to  be  in  the 
public  interest  to  make  the  amendment 
of  the  grain  standards  effective  in  less 
than  one  calendar  year  after  promulga- 
tion; and  that  the  amendment  shall  be- 
come effective  September  8.  1977 

Done  at  Washington.  DC  on  June  7. 
1977. 


WiLi  iam  T.  Manlfy. 
Interim  Administrator. 

I  FR  Doc  77-16663  Filed  6-10-77,8  45  am] 


'  See  footnote  1. 
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PART  911— LIMES  GROWN    IN    FLORIDA 

Quality  and  Size  Regulation 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Final  rule. 

SUMMARY:  The  amended  Lime  regula- 
tion 37  prescribes  during  the  period 
June  19,  1977.  through  April  30.  1978 
the  following  grade  and  size  require- 
ments for  Florida  limes:  Mexican  type 
limes  shipped  to  points  outside  the  pro- 
duction area  shall  grade  at  least  US  No 
2.  with  no  minimum  size  requirement: 
Persian  type  limes  shipped  to  such  points 
shaU  grade  at  least  U  S  No.  2.  Mixed 
Color,  and  measure  at  least  P4  inches 
in  diameter.  Both  types  of  hmes  shipped 
to  destinations  within  the  production 
area  are  exempted  from  grade  require- 
ments, except  the  minimum  juice  con- 
tent requirement.  The  regulation  is  de- 
signed to  assure  the  handling  of  limes 
having  minimum  quality,  maturity  and 
juice  content,  which  are  acceptable  to 
consumers. 

EFFECTIVE  D.'iTE :  June  19,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.   Brader.  Deputy  Director. 
Fruit   and   Vegetable   Division.    Agri- 
cultural Marketing  Sen-ice.  US.  De- 
partment of  Agriculture.  Washington. 
D.C.   20250.   202-447-3545. 
SUPPLEMENTARY       INFORMATION 
On   May    12,    1977.   notice   of    proposed 
rulemaking  was  published  in  the  Federal 
Register    '42    FR    24066).    regarding    a 
proposed  amendment  to  the  regulation 
to   be   made   effective   pursuant   to   the 
amended  marketing  agreement  and  Or- 
der No.  911.  as  amended   (7  CFR  Part 
911 1.  regulating  the  handling  of  limes 
grown  in  Florida.  The  proposed  amended 
regulation,  except  for  a  lower  grade  for 


Persian  tvpe  limes,  was  recommended 
by  the  Florida  Lime  Administrative 
Committee  established  pursuant  to  the 
marketing  agreement  and  order.  This 
program  is  effective  under  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.SC.  601-674). 

The  notice  allowed  interested  persons 
until  May  27,  1977.  to  submit  written 
comments  for  con'^ideration  in  connec- 
tion with  the  proposed  amended  regula- 
tion  None  were  received. 

The  amended  regulation  is  based  up- 
on an  appraisal  of  current  and  praspec- 
tive  croD  and  market  conditions  for 
Florida  limes.  Fresh  shinments  for  the 
1977-78  season  are  expected  to  eoual 
about  500.000  bushels  a.<;  comoared  with 
'shipments  of  about  790  000  bushels  dur- 
ing the  1976-77  season.  Shipments  for 
thf  1977-78  sea.«on  began  on  .^pril  1, 
1977  and  shinments  in  increased  volume 
are  being  made  as  the  season  progresses. 
The  amended  reeulatlon  Is  designed  to 
a'^<^ure  the  handline  of  limes  which  pro- 
vide consumer  satisfaction  and  promote 
orderly  marketing  in  the  Interest  of 
producers  and  consumprs.  consistent 
with  the  obiertives  of  the  act. 

After  consideration  of  all  relevant 
matters  Presented,  includine  the  pro-x)s- 
al  set  forth  in  the  aforesaid  notice, 
the  recommendation  and  Information 
submitted  by  the  Florida  Lime  Adminis- 
trative Committee  ' establi.shed  pursuant 
to  the  marketing  agreement  and  order) , 
and  other  available  information,  it  is 
herebv  found  and  determined  that  the 
amended  regulation,  as  hereinafter  set 
forth,  is  in  accordance  with  the  pro- 
visions of  the  amended  marketine  agree- 
ment and  order  and  will  tend  to  effec- 
tuate the  declared  nolicv  of  the  act. 

It  is  hereby  further  found  that  pood 
cause  exists  for  not  postponing  the  effec- 
tive   date    of    th'5    amen-ied    resnilafion 
until  30  davs  after  publication  thereof 
in  the  Federal  Registtr   '5  U.SC    553 > 
because  the  time  intevening  between  the 
date  when  information  upon  whirh  it  is 
based   became   available   and   the   time 
when  it  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
act  is  insufficient    A  reasonable  time  is 
permitted,  under  the  circumstances,  for 
■^uch  effective  time  Shipments  of  Florida 
limes  are  presently  subject  to  grade  and 
size  reglation.  pursuant  to  the  amended 
marktPing    agreement    and    order     The 
amended  regulation  herein  specified,  ex- 
pend for  the  new  effective  dates,  is  iden- 
tical with  that  currently  in  effect    The 
recommendation   and  supporting  infor- 
mation for  regulation  were  promptly  sub- 
mitted  to   the   Department    after   open 
meetings   of   the  Florida   Lime   Admin- 
istrative Committee  on  April  13  and  15. 
1977  The  meetings  were  held  to  consider 
recommendations   for   regulation,    after 
giving  due  notice  of  the  meetings,  and 
interested  persons  were  afforded  an  op- 
portunity to  submit  their  views  at  the 
meetings  and  thereafter  with  respect  to 
the  Mav  12,  1977.  notice  of  prepared  rule- 
making. The  provisions  of  this  amended 
regulation   are  identical  with   the   pro- 
pose<^  regulation  contained  in  the  notice, 
and  information  concerning  such  pro- 
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visions  and  effective  time  has  been  pro- 
vided to  handler.^  of  limes,  IL  is  necessary, 
m  order  to  effectuate  the  declared  policy 
of  the  act.  to  make  this  regulation  effec- 
tive as  spe-rified 

The  provisions  of  §  911.339  (Lime  Reg- 
ulation 37;  42  FR  21787)  are  hereby 
amended  to  read  as  follows: 

§  91  1. .'?■?<>       I  in..    l!,2iiIation  37. 

Order.  >&>  Dunn.;  the  period  June  19. 
1977.  through  April  30.  1978.  no  handler 
shall  handle: 

(1»  Any  limes  of  the  proup  known  as 
true  'seeded'"  limes  (also  known  as  Mexi- 
can. West  Indian,  and  Key  limes  and  by 
other  synonyms),  grown  in  tlie  prfxluc- 
tion  area,  which  do  not  meet  t^ie  require- 
ments of  at  lea.'it  US.  No  2  Grade  for 
Persian  (Tahiti)  Limes,  except  as  to 
color:  ProvicU'd.  That  true  hines  which 
fail  to  meet  the  reouirements  of  such 
grade  may  be  handled  witlim  the  produc- 
tion area,  if  such  limes  meet  all  other 
applicable  requirements  of  this  section 
and  the  minimum  Juice  content  reauire- 
ment  prescribed  in  the  US  Standards  for 
Persian  'Tahiti i  Limes,  and  are  handled 
in  containers  other  than  the  containers 
prescribed  in  §  911  329  for  the  handling 
of  limes  between  tho  production  area  and 
any  point  outside  thereof: 

<2)  Any  limes  of  the  group  known  as 
large-fruited  or  Persian  "seedless"  limes 
'including  Tahiti.  Bearss  and  similar 
varieties)  which  do  not  grade  at  least 
US  No.  2.  Mixed  Color:  Provided.  That 
stem  leneth  shall  not  be  considered  a  fac- 
tor of  grade,  and  tolerances  for  fniit  af- 
fected by  decav  and  for  fniit  failing  to 
meet  the  requirements  set  forth  in  the 
U.S.  Standards  for  Persian  'Tahiti' 
Limes  shall  apply:  Provided  further.  That 
Persian  limes  which  fail  to  meet  the  re- 
quirements of  such  gradf  may  be  handled 
within  the  production  area,  if  such  limes 
meet  all  other  applicable  requirements 
of  this  .section  and  meet  tiie  same  mini- 
mum juice  content  requirement  pre- 
scribed in  the  U,S,  Standards  for  such 
limes  and  are  handled  in  containers 
oth"r  than  the  containers  prescribed  in 
5  911.329  for  the  handling  uf  .unes  be- 
tween the  production  area  and  :iny  point 
outside  thereof;  or 

(3  I  Anv  limes  of  the  group  knoun  as 
large-fruited  or  Persian  'seedless"  limes 
imduding  Tahiti.  Bearss.  and  similar 
varieties'  which  are  of  a  size  smaller 
than  P,i  inches  in  diameter 

'  b '  Notwithstanding  Llie  provLsions  of 
paragraph  (a)i3i,  not  more  than  10 
percent,  by  count  of  the  limes  in  any 
lot  of  containers,  other  than  master  con- 
tainers of  individual  baty;,  may  fail  to 
meet  the  apphcable  nunimun)  size  re- 
quirement Protided,  That  no  individual 
contamer  of  hnies  having  a  net  weight  of 
more  than  four  pound*  may  have  more 
thai;  15  percent  by  count,  of  the  limes 
whi:h  fail  to  meet  the  applicable  size 
requirement. 

'Ci  Terms  u.'^ed  in  the  amended  mar- 
keting agreement  and  order  shall,  when 
used  herem.  have  the  same  me-.ining  as  ls 
given  to  the  respective  term  in  the 
dmended  marketmg  agreement  and  or- 


der; and  terms  relating  to  grade  and 
diameter,  as  used  herein,  shall  have  the 
same  meaning  as  is  given  to  the  respec- 
tive term  in  the  United  States  Stand- 
ards for  Persian  (Tahiti)  Limes  (§5  51  - 
1000-51,1016), 

(Sees.  1-19.  48  Stat.  31,  as  amended:  7  U.S.C 

601-674.) 

Dated:  June  7.  1977,  to  become  effec- 
tive June  19.  1977. 

Charles  R.  Brader. 
Deputy     Director.     Fruit     and 
Vegetable    Division.    Agricul- 
tural Marketing  Service. 

:FR  Dor  77-16689  Filed  6-10-77:8:45  am) 

Tit'e  12 — Banks  and  Banking 
CHAPTER  II— FEDERAL  RESERVE  SYSTEM 

SUBCHAPTER    A — BOARD    OF    GOVERNORS    OF 
THE    FEDERAL    RESERVE    SYSTEM 

Rfi:   Z,  FC-007y.  FC-OoeO| 

PART  226 — TRUTH   IN   LENDING 

Official  Staff  Interpretations 

AGENCY:  Board   of  Governors  of  the 

Federal  Reserve  System. 

ACTION   Official  staff  interpretation(s) . 

SUMMARY:  The  Board  is  publishing  the 
following  official  staff  interpretations  of 
Regulation  Z,  issued  by  a  duly  authorized 
official  of  the  Division  of  Consumer  Af- 
fairs 

EFFECTIVE  DATE;  June  10.  1977. 

FOR  FURTHER  INFORMATION  CON- 
T.'\CT: 

Edwin  Schmelzer,  Chief.  Pair  Credit 
Practices  Sectioji.  Division  of  Con- 
sumer Affairs.  Board  of  Governors  of 
the  Federal  Reserve  System,  Wash- 
ington. D.C.   20551.  202-452-2412. 

SUPPLEMENTARY  INFORMATION; 
( 1  >  Identifying  details  have  been  deleted 
to  the  extent  reouired  to  prevent  a  clear- 
ly unwarranted  invasion  of  personal  pri- 
vacy. The  Board  maintains  and  makes 
available  for  public  inspection  and  copy- 
ing a  current  index  providing  identifying 
information  for  the  public  subject  to  cer- 
tain limitations  stated  in  12  CFR  261.6. 

i2'  Official  staff  interpretations  may 
be  reconsidered  upon  request  of  inter- 
ested parties  and  in  accordance  with  12 
CFR  226.1(d)  (2),  Every  request  for  re- 
consideration should  clearl,v  identify  the 
number  of  the  offi<"ial  staff  interpretation 
in  question,  and  should  be  addressed  to 
the  Secretary,  Board  of  Goverriors  of  tlie 
Federal  Reserve  System,  Washington. 
DC.  20551. 

<3)    15  U.S.C.  1640(f). 

(PC-00791 

«  226  7(  b  I  ( 1 )  Combining  credits  and  mis- 
cellaneous debits  for  returned  checks  and 
mlspostlngs  and  the  like  Is  permissible  where 
each  entry  is  individually  disclosed.  (See 
Letter  689.) 

Use  of  term  "Total  Finance  Charge"  per- 
mLsslble  when  disclosing  the  total  amount  of 
finance  charges  on  a  periodic  statement.  (See 
Letter  1132  ) 

It  Is  permissible  to  use  the  plural  of  ter- 
minology   required    by    S  226.7(b)(1)     when 


the  term  is  used  as  the  heading  of  a  columnar 
set  of  entries.  (See  Letter  894.) 

May  20.   1977 

This  Is  In  resDonse  to  your  letter  of  •  •  • , 
in  which  you  raised  three  questions  regarding 
certain  open  end  credit  disclosures  required 
by  Regulation  Z.  I  will  pose  your  questions 
In  the  order  you  presented  them.  Staffs  an- 
swer will  Immediately  follow^  each  que^^tion 

Your  first  question  Involves  the  proper 
method  of  disclosing  debits,  other  than  nor- 
mal extensions  of  credit  on  the  open  end 
account.  You  state  that  the  trpes  of  debits 
you  are  addressing  con^ilst  mainly  of  entries 
to  correct  mlspostlngs.  to  reflect  returned 
payment  checks,  and  the  like  You  state  that 
Regulation  Z  does  not  appear  to  address  the 
method  of  disclosing  such  debits.  You  state 
that  some  members  of  your  client's  associa- 
tion disclose  such  debits  bv  provldine  a  brief 
identification  of  each  Individual  such  debit 
and  netting  the  t<5tal  of  such  debits  with  the 
total  of  credits  dl.sclosed  under  5  226  7,  bi  (1) 
(ill)  In  a  box  labeled  "OTHER  CREDITS  AND 
DEBITS."  Some  members,  however,  itemize 
credits  and  such  debits  seoarately  without 
netting  and  label  the  debits  using  various 
captions,  such  as  "Debit  Adjustments"  and 
"4-  Adjustments." 

You  point  out  that  our  Public  Informa- 
tion Letter  639.  dated  June  1.  1973.  was  writ- 
ten in  response  to  an  earlier  inquiry  from 
you  raising  the  same  question.  In  that  let- 
ter, staff  apnroved  the  method  of  making  the 
disclosure  under  consideration  herein 

Staff  continues  to  believe  that  the  dis- 
closures discus-sed  In  letter  689  and  in  the 
preceding  portion  of  this  letter  are  permis- 
sible under  Regulation  Z. 

Your  second  question  Is  whether  the 
creditor  of  an  open  end  account  may  u.se 
the  term  "Total  Finance  Charge"  on  the 
periodic  statement  when  disclosing  the  total 
amount  of  all  finance  charges  Imposed  dur- 
ing the  billing  cycle.  You  point  out  that  in 
Public  Information  Letter  1132  staff  ap- 
proved such  a  disclosure  In  the  context  of 
disclosing  the  total  amount  of  the  finance 
charge  for  a  closed  end  credit  transaction. 

It  Is  staff's  opinion  that  such  a  disclosure 
(when  the  words  "Finance  charge"  are  made 
more  conspicuous  than  the  word  "Total"  by 
the  use  of  all  upper  case  letters  in  the 
former  and  only  an  initial  upoer  case  letter 
In  the  latter)  is  also  permissible  for  making 
the  disclosure  required  by  j  226  7(b)  (l)(tv) 

Your  third  question  Is  whether  a  creditor 
may  use  terminology  required  by  §  226.7 
(b)  (1)  111  the  plural  when  such  terminology 
is  shown  as  a  columnar  heading  or  as  the 
heading  of  more  than  one  colvimn,  when  ap- 
propriate. You  argue  that  Public  Infomaa- 
tlon  Letter  894  stands  for  the  prop»osition 
that  terminology  required  by  5  226.7(b)  (1) 
may  be  used  in  the  plural  form  when  the 
related  entries  are  made  in  columnar  form 
and  In  the  singular  when  each  related  entry 
Is  shown  Individually, 

In  staff's  opinion,  it  Is  p)ermls"!lble  to  use 
terminology  required  by  ?  226  7  ib)  n  »  in  the 
plural  form  when  the  required  termlnoloey 
Is  used  as  a  columnar  heading  or  as  the 
heading  or  as  the  heading  for  more  than  one 
column  and  in  the  singular  form  when  the 
required  termlnologv  is  u.sed  in  connection 
which  each  Individual  related  entry,  as 
apiirapriate. 

This  Is  an  official  staff  interpretation  of 
Regulation  Z,  issued  in  accordance  with 
!!  226.1fd)  (3)  of  the  regulation  and  limited 
In  Its  application  to  the  facts  outlined  here- 
in. I  trust  this  is  responsive  to  your  inquiry. 

Sincerely, 

Jeraulo  C.  KxucatMAN, 

Associate  Director. 
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§226.8(J)  Regulation  does  not  require 
particular  terminology  fcr  net  unpaid  bal- 
ance of  previous  purchase  whl?h  is  added  to 
current  purchase  between  same  parties    (See 

Letter  346.) 

Mat  26,   1977 

This  Is  in  response  to  your  letter  of  *  • 
In  which  vou  requested  ^n  official  staff  In- 
terpretation of  Regulation  Z  regarding  the 
disclosures  necessary  when  a  creditor  in- 
cludes the  net  unpaid  balance  of  prior  con- 
tracts in  the  amount  financed  of  a  current 
contract  between  the  same  customer  and 
creditor. 

You  indicated  that  your  client,  a  retail 
furniture  dealer,  adds  the  present  principal 
balance  due  for  previous  purchases  to  the 
•unpaid  balance  of  cash  price"  of  the  cur- 
rent purchase  when  computing  the  s mount 
fininced  for  the  currant  credit  sale.  The 
principal  balance  due  on  previous  purchases 
Is  computed  by  rebating  the  unearned  fi- 
nance charge  by  the  actuarial  method  The 
hypothetical  fjcts  you  have  presented  are  as 
follows : 

Present  balance  (of  previous  con- 
tract) previous  sale  $100  at  24  mo, 
12  mo  elap,«ed  since  previous  sale..  $67  96 

Amount  of  unearned  finance  charge 
at  time  of  subsequent  sale 18.00 


§  226.1(d)  (3)  of  the  regulation  and  limited 
la  Its  application  to  the  facts  and  issues  pre- 
sented herein.  I  tn;ist  It  will  be  of  assistance 
to  you. 

Sincerely, 

Jebauld  C.  Kldckman, 
Associate  DireciOT 

Board  of  Governors  of  the  Federal  Re- 
.serve  System.  June  6.  1977, 

Griffith  L  Garwood, 
Deputy  Secretary  of  the  Board. 

|PR  Doc.77-16629  Filed  6-10-77:8:*5  am] 


Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN 
ISTRATION,    DEPARTMENT   OF  TRANS- 
PORTATION 

[  Docket  No.  77-SO-21 1 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON- 
TROLLED AIRSPACE,  AND  REPORTING 
POINTS 

Revocation  and  Designation  of  Transition 
Areas;  Bainbridge  and  Donalsonville. 
Georgia 

AGENCY :   Federal  Aviation  Administra- 
tion (FAA).DOT. 


Adjusted  principal  balance  due  on 
previous  purchases,  net  bilance  of 
prior  contract  (to  be  Included  In 
tho  "amount  financed"  of  current 
contract)     49.96 

You  point  out  that  the  regulation  does  nnt 
prescribe  specific  languaee  to  describe  the 
balance  from  prior  contracts  ($49  96  in  your 
example)  which  is  Included  In  the  amount 
financed  of  the  present  contract.  You  also 
point  out  that,  In  discussing  a  slmil-ar  situ- 
ation In  Public  Information  Letter  346.  staff 
used  as  an  example  a  calculatlar.  similar  to 
the  one  used  by  your  client  However,  staff 
labeled  the  figure  in  that  example  wtilch  cor- 
responds to  the  $49.96  figure  to  your  example 
a.',  the  "Net  balance  of  prior  contract  " 

You  €isk  whether  the  method  of  calculat- 
ing the  amount  financed  you  us©  is  permis- 
sible under  the  regulation.  You  also  ask 
whether  the  flcr^re  correspondtne  to  what 
was  labeled  as  the  "Net  balance  of  prior  con- 
tnct"  In  Letter  346  can  also  be  labeled  "Ad- 
Justed  prlncloal  balance  due  on  previous 
purchases  Net  balance  of  prior  contraot  " 

With  regard  to  your  first  question,  staff 
believes  the  calculations  reeardlng  the  in- 
clusion of  the  net  balance  from  previous 
contracts  in  the  smount  financed  of  the  cur- 
rent contract  outlined  in  letter  346  are  per- 
missible under  the  regulation  Since  your 
client's  calculations  seem  to  reflect  those  in 
Letter  346.  It  would  seem  to  staff  that  your 
client's  calculation  method  is  consistent  with 
the  regulation  in  this  respert 

With  respect  to  your  second  question.  Reg- 
ulation Z  does  not  specify  language  to  be 
used  In  conjunction  with  the  dlsciosiu-e  of 
the  balance  brought  forward  from  previous 
contracts  Staff  was  not  attemptlr^  to  sp>eci- 
fy  such  language  In  Letter  346  Consequent- 
Iv.  it  appears  to  staff  that  the  language  used 
in  Letter  346.  the  language  you  suggest,  or 
any  other  appropriate  descriptive  word  or 
phrase  can  be  used  to  describe  this  comp>o- 
nent  of  the  anMunt  financed. 

This  letter  «hould  not  be  read  to  Indicate 
approval  or  dlsapproTal  of  the  method  of  re- 
bating unearned  finance  charges  or  of  the 
calculations  of  the  amount  to  be  rebated  In 
your  example. 

This  letter  Is  an  official  itaff  interpretation 
of  Regulation  Z.  issued  In  accordance  with 


ACTION :   Final  rule, 

SUMMARY:  This  rule  alters  the  Bain- 
bridge. Georgia,  transition  area  and  es- 
tablishes the  Etonalsonville.  Georgia, 
transition  area.  The  rule  is  necessary  due 
to  recent  aeronautical  changes  and  tlie 
need  for  simplification  of  the  controlled 
airspace  description. 

EFFECTIVE  DATE:  0901  G.m.t..  Au- 
gust 11.  1977, 

ADDRESS:  Federal  Aviation  AdminLs- 
tration.  Chief.  Air  Traffic  Division.  PC 
Box  20636.  Atlanta,  Georgia  30320 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Harlen  D.  Phillips.  Au-space  and  Pro- 
cedures Branch.  Federal  Aviation  Ad- 
ministration. P  O.  Box  20636.  Atlanta. 
Georgia  30320.  Telephone:  (404-763- 
7646) . 

SUPPLEMENTARY       INFORMATION : 

This  amendnient  will  reduce  controlled 
airspace  by  revoking  the  area  centered 
on  the  Decatur  County  Industrial  Air- 
port and  remove  from  the  description 
reference  to  the  Bainbridge  VOR.  which 
has  been  decommissioned  It  will  also 
simplify  controlled  airspace  designation 
by  revoking  the  area  centered  on  the 
cionalsonville  Airport  and  designate  a 
.'^eparate  Donalsonville  trar^ition  area 
The  areas  presently  centered  on  the  Don- 
alsonville and  Commodore  Decat'jr 
Airports  are  sufficient  for  instrument  op- 
erations including  approaches  utilizing 
the  Mariarma  VORTAC. 

Accordingly.  Subpart  G  of  Part  71  of 
the  Federal  Aviation  Regulations  114 
CFR  Part  711  is  amended,  effective  0901 
G.m  t..  August  11,  1977,  by  revoking  the 
present  Bainbridge.  Georgia,  transition 
area  and  substituting  the  following 
therefor: 


B.UNBEIDGE.    Oa 

That  airspace  extending  from  700  feet 
above  the  surface  wltiUn  a  6,5-mlle  radius  of 
Commodore  Decatur  Airport  (Lat  30 '54 '66 " 
N  .  Long   84'36'16  '  W.). 

DONAl,SONVII.Le,    Oa. 

That  airspace  extending  from  700  feet 
above  the  surface  within  a  6  5-mile  radius  of 
Donalsonville  Airport  (Lat.  31'OroO"  N, 
Long.  84°54'30  "  W.). 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Harlen  D.  Phillips,  Airspace 
and  Procedures  Branch,  Air  Traffic  Divi- 
sion and  Ronald  R.  Hagadone.  Office  of 
Regional  Counsel.  Federal  Aviation  Ad- 
ministraUon.  P.  O.  Box  20636.  Atlanta. 
Georgia  30320. 

This  amendment  is  proposed  under  the  au- 
thority of  Sec  307(a)  of  the  Federal  Avia- 
tion Act  of  t958.  as  amended  (49  U.SC 
13481  a)  )  and  Sec.  6ic)  of  the  DeparUnent  of 
Transportation  Act    (49  U.S.C.   1665(c)  I . 

Note — The  Federal  Aviation  Administra- 
tion has  determined  that  this  document  doee 
not  contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  Statement 
under  Executive  Order  11821,  as  amended  by 
Executive  Order  11949.  and  OMB  CU-cular  A- 
107. 

Issued  in  East  Point.  Ga..  on  June  1. 
1977. 

Phillip  M.  Swatek. 
Director.  Southern  Region. 

|FRDoc.77-16464FiIed  6-10-77;8 :46  am) 


(Airspace  Docket  No    77-EA   15] 

PART     71 — DESIGNATION     OF     FEDERAL 
AIRWAYS,    AREA    LOW    ROUTES.    CON 
TROLLED  AIRSPACE,   AND  REPORTING 
POINTS 

PART  75 — ESTABLISHMENT  OF  JET 
ROUTES  AND  AREA   HIGH   ROUTES 

Establishment  of  a  VOR  Airway  and 
Alteration  o<  a  Jet  Route 

AGENCY    Federal  Aviation  Administra- 
tion 'FAA'  .  DOT. 

ACTION ;  Final  rule. 

SUMMARY:  These  amendments  esiHo 
lish  a  low  altitude  airway  between  Sea 
Isle  and  Milhille.  N,J.,  and  also  realign 
hierh  altitude  Jet  Route  J-121  from  Nor- 
folk. Va  .  to  Sea  Isle.  N.J.  Tliese  actions 
are  necessary  m  order  to  provide  more 
efficient  air  traffic  routings  to  aircraft 
transiting  this  area. 

EFFECTIVE  DATE:  August  11.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

David  F  Solomon.  Airspace  Regula- 
tions Branch  iAAT-230>.  Airspace 
and  Air  Traffic  Rules  Divusion.  Air 
Traffic  Service.  Federal  Aviation  Ad- 
ministration. 800  Indep>endenc€  Ave- 
nue SW..  Washington.  DC.  20591; 
telephone    202-426-8530. 

SUPPLEMENTARY       INFORMATION; 

History 

On  March  31,  1977.  the  FAA  proposed 
to  amend  Parts  71  and  75  of  the  Federal 


rajERAL   REOISTE«     VOL     4 J,    NO     113 — MONDAY,    JUNE    13,    1977 


.30150 


RULES   AND    REGULATIONS 


Aviation  Regulations  il4  CFR  Parts  71 
and  75)  to  establish  a  low  altitude  air- 
way between  Sea  Isle  and  Millville,  N.J.. 
and  also  realign  Jet  Route  J-121  from 
Norfolk.  Va.,  to  Sea  Isle.  N.J.  Interested 
persons  were  invited  to  participate  in 
this  rulemaking  proceeding  by  submit- 
ting written  comments  on  the  proposals 
to  the  FAA.  No  comments  were  received. 
Except  for  editorial  changes,  these 
amendments  are  those  proposed  in  the 
notice.  Sections  71  123  and  75.100  were 
republished  in  the  Fzder.^l  Register  on 
January  3.  1977  '42  FR  307  and  707. 
respectively  > . 

The  Rule 

These  amendments  to  Parts  71  and  75 
of  the  Federal  Aviation  Regulations 
(FARs)  establish  a  new  low  altitude  air- 
wav  between  Sea  Isle  and  Millville.  N.J., 
and  also  realign  Jet  Route  J-121  from 
Norfolk.  Va..  to  Sea  Isle.  N  J.  These  ac- 
tions are  necessary  in  order  to  provide 
more  efficient  air  traffic  routings  to  air- 
.craft  transiting  this  area. 

Drafting  Information 

The  prinripal  authors  of  this  docu- 
ment are  David  F.  Solomon.  Air  Traffic 
Service,  and  Jack  P  Zimmerman.  Office 
of  the  Chief  Counsel. 

Adoption  of  the  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me  by  the  Administrator, 
Parts  71  and  75  of  the  Federal  Aviation 
Regulations  a4  CFR  Parts  71  and  75' 
are  amended,  effective  0901  GMT.  Au- 
gust 11,  1977  as  follows 

Pi^rt71:l  Amend  5  71  123  I  41  FR  3071 
to  add  the  following  VOR  airway;  "V- 
284  From  Sea  I<le.  NJ.;  INT  Sea  Isle 
008'  and  Millville.  N.J.  150°  radials; 
Millville." 

PTrt  75:  2.  Amend  S75  100  <42  FR  707) 
as  '.-Hows:  In  Jet  Route  No  121  "Sea 
Isle,  N.J.,  212  radials;  Sea  Isle;  '  is  de- 
leted and  "Snow  Hill.  Md..  211'  radials: 
Snow  Hill:  Sea  Isle.  N.J  :"  is  substituted 
therefor 

(Sec  307.  Federal  Aviation  Act  of  1958  i49 
U.SC  1348(a)):  Sec.  6(c).  Department  of 
Transportation  Act  (49  USC  1655(c)  i;  and 
14  CFR  11.69.) 

Note:  TTie  Federal  Aviation  Administra- 
tion has  determined  that  this  document  does 
not  contain  a  mafoo-  proposal  requiring 
preparation  of  an  Economic  Impact  State- 
ment under  Executive  Order  11821,  as 
amended  by  Executive  Order  11949.  and  OMB 
Circular  A-107 

Issued  in  Wa.shington.  DC,  on  June  3. 
1977. 

Edward  J.  Malo, 
Acting  Chief.  Airspace  and 
Air  Traffic  Rules  Division. 

m  Doc  77-16473  Filed  6-10-77:8  45  ami 


Title  16 — Commercial  Practices 

CHAPTER   I— FEDERAL  TRADE 
COMMISSION 

SUBCHAPTER   A  — PROCEDURES   AND   RULES  OF 
PRACTICE 

PART  4 — MISCELLANEOUS  RULES 
Copies 
AGENCY:  Federal  Trade  Commission. 


ACTION:  Final  rule. 

SUMMARY:  This  rule  amendment 
changes  the  number  of  copies  of  certain 
types  of  documents  that  should  be  sub- 
mitted to  the  Secretary  of  the  Commis- 
sion. In  the  interests  of  administrative 
efficiency,  the  Commission  hereby  an- 
nounces the  following  amendment  to  the 
present  §  4.2(c), 

EFFECTIVE  DATE:  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Oliver   J.    Try  tell.    Office   of    General 

Counsel,   Federal   Trade  Commission, 

;ington,  D.C.  20580.  202-523-3796. 

rdingly,  16  CFR  4.2ic)  is  amended 
as  follows : 

5  4.2  Requirements  as  lo  form  and  fil- 
itm  of  dorumrnts  other  than  cor- 
rj'^ponilence. 

•  *  *  ♦  • 

(CI  Copies — Twenty  <20)  copies  of  all 
briefs  before  the  Commission,  applica- 
tions for  review,  and  motions  for  an  Ad- 
ministrative Law  Judge's  certification 
of  an  interlocutory  appeal  pursuant  to 
§  3.23(b)  shall  be  filed;  ten  (10>  copies 
of  all  other  documents  shall  be  filed, 
with  the  exception  of  notice  of  appear- 
ances and  reports  of  compliance,  as  to 
which  only  two  <2)  copies  of  each  need 
be  filed.  As  to  admissions  and  answers 
tiiereto,  only  one  copy  need  be  filed. 

(15  use.  46(g)  ) 

By  direction  of  the  Commission 

James  A,  Tobin, 
Acting  Secretary. 

IFF.  Doc. 77-16691  Filed  6-10-77:8  45  am | 


PART  4 — MISCELLANEOUS  RULES 

Time,  Extensions 

AGENCY:  Federal  Trade  Commission. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  amendment  deals 
with  the  situation  where  a  motion  to  ex- 
tend a  time  limit  for  filing  of  a  document 
is  itself  filed  out  of  time.  In  such  a  situa- 
tion the  movant  will  have  to  show  that 
there  was  excusable  neglect  for  the  late 
filmg. 

EFFECTIVE  DATE:  June  13,  1977. 

FOR  FU::?THER  INFORMATION  CON- 
T.ACT: 

Oliver  J.  Trytell,  Office  of  General 
Counsel.  Federal  Trade  Commission, 
Washington.  D.C.  20508,  202-523-3796. 

SUPPLEMENTARY  INFORMATION : 
This  amendment  to  §4  3(b)  tracks  the 
Federal  Rules  of  Civil  P>rocedure.  Rule  6 
ib>,  in  enunciating  the  standard  of  ex- 
cusable neglect  where  motions  to  extend 
are  filed  out  of  time.  In  such  cases,  the 
movant  will  have  to  meet  the  threshold 
test,  of  excusable  neglect  before  either 
the  Administrative  Law  Judge  or  the 
Commission  will  undertake  to  determine 
whether  there  is  good  cause  to  extend  a 
time  limit. 

Accordingly,  16  CFR  4.3(b)  is  amended 
to  read  as  follows : 


§  4.3     Time. 

♦  ♦  •  •  « 

'b)  Extensions— For  good  cause 
shown,  the  Administrative  Law  Judge 
may,  in  any  proceeding  before  him,  ex- 
tend any  time  limit  prescribed  or  al- 
lowed by  the  rules  in  this  chapter  or  by 
order  of  the  Commission  or  the  Admin- 
istrative Law  Judge,  except  those  gov- 
erning the  filing  of  interlocutory  appeals 
and  initial  decisions  and  those  expressly 
requiring  Commission -action.  Except  as 
otherwise  provided  by  law.  the  Commis- 
sion for  good  cause  shown,  may  extend 
any  time  limit  prescribed  by  the  rules 
in  this  chapter  or  by  order  of  the  Com- 
mission or  an  Administrative  Law 
Judge.  Provided,  however.  That  in  a  pro- 
ceeding pending  before  an  Administra- 
tive Law  Judge,  any  motion  on  which  he 
may  properlv  rule  shall  be  made  to  him. 
Notwithstanding  the  above,  where  a  mo- 
tion to  extend  is  made  after  the  expira- 
tion of  the  specified  period,  the  Admin- 
istrative Law  Judge  or  the  Commission 
may  consider  the  motion  where  the  un- 
timely filing  was  the  result  of  excusable 
neglect. 

(15  use.  46(B)) 

By  direction  of  the  Commission. 

James  A.  Tobin, 
Acting  Secretary. 

|FR  Doc.77-16692  Filed  6-10-77:8:45  am] 

Title  18 — Conservation  of  Power  and  Water 

Resources 

CHAPTER  I — FEDERAL  POWER 

COMMISSION 

(Docket  No.  RM76-17  Order  No   566  | 

UNIFORM    SYSTEM    OF    ACCOUNTS    FOR 
NATURAL  GAS  COMPANIES 

Order  Prescribing  Changes  in  Accounting 
and  Rate  Treatment  for  Research,  De- 
velopment and  Demonstration  Expendi- 
tures 

AGENCY:  Federal  Power  Commission. 

ACTION:  Final  rule. 

SUMMARY:  By  this  rulemaking  the 
Commission  amends  its  regulations  in 
order  to  permit: 

(1)  Advance  approval  for  rate  base 
treatment  for  support  of  large  scale 
demonstration  facilities  as  well  as  for 
research  and  development  expenditures 
(henceforth  to  be  referred  to  as  RD&Di . 
and 

(2)  Advance  approval  for  rate  base 
treatment  of  RD&D  expenditures  by  sev- 
eral utihties  acting  in  concert  and  by 
RD&D  organizations  not  themselves  jur- 
isdictional utilities  but  who  are  sup- 
ported by  jurisdictional  utilities 

The  purpose  of  the  amendments  is  to 
provide  additional  procedures  and  guide- 
lines whereby  requests  for  advance  as- 
surance of  rate  treatment  for  research 
and  development  (R&D)  expenditures 
may  be  used  by  jurisdictional  companies 
to  insure  the  support  of  well-planned  and 
comprehensive  R&D  programs. 

EFFECTIVE  DATE:  June  3.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 
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Walter  S.  Lusby,  Ofi&ce  of  Policy  Anal- 
ysis. 202-275-4807. 

On  June  17,  1976,  in  Docket  No.  RM76- 
17  the  Commission  issued  a  notice  of 
proposed  rulemaking  ( 41  FR  25914  • ,  with 
interested  parties  being  given  until  Au- 
gust 2,  1976  to  submit  data,  views,  com- 
ments or  suggestions  on  the  amendments 
proposed.  On  July  29,  1976  the  Commis- 
sion extended  untU  September  1.  1976 
the  period  of  time  for  Fubmission  of  data, 
views,  comments  or  suggestions  '41  FR 
32911). 

The  Commission  had  proposed  to 
amend  its  regulations  by  adding  new  ma- 
terial to  Chapter  I,  Title  18,  Code  of 
Federal  Regulations.  The  purpose  of  the 
amendments  is  to  provide  additional 
procedures  and  guldeUnes  whereby  re- 
quests for  advance  assurance  of  rate 
treatment  for  research  and  development 
(R&D  I  expenditures  may  be  used  by 
jurisdictional  companies  to  insure  the 
support  of  well-planned  and  comprehen- 
sive R&D  programs.  Specifically,  in  Sub- 
chapter B,  regulations  under  the  Federal 
Power  Act,  the  Commission  is  amending 
Part  35  by  adding  additional  material  to 
«  35.22 1  a)  and  by  adding  new  ?§  35.22 
(b),  35.22(c)  and  35.22(d>.  Existing 
§  35.22'b)  is  redesignated  as  §  35.22'e) . 
In  Subchapter  E,  Regulations  under  the 
Natural  Gas  Act,  the  Commission  is 
amending  Part  154  by  adding  additional 
material  to  §  154.38'd) '5)  (D  and  by 
adding  new  |§  154.38(d)  (5>  (ii> ,  154.33 
(d"5)uil)  and  154.38(d)  (5> 'iv) .  Exist- 
ing §  154.38"  d)  (^5 1  (ii)  is  redesignated  as 
§  154.38(d)  '5)  'V). 

This  rulemaking  is  intended  specifi- 
cally to  stimulate  R&D  effort  by  jurisdic- 
tional companies  by  clarifying  the  Com- 
mission's rate  review  and  accounting 
procedures  and  by  providing  an  oppor- 
tunity for  simplifying  proceedings  before 
the  Commission  by  allowing  advance  ap- 
proval of  the  R&D  program  of  organiza- 
tions which  derive  financial  support 
from  jurisdictional  companies.  The  rule- 
making will:  (1>  Establish  sound  and 
comprehensive  planning  of  research  pro- 
grams as  the  preferred  test  for  granting 
advance  approval  of  R&D  expenditures, 
(2)  recognize  participatlcm  in  full  scale 
demonstration  facilities,  imder  certain 
conditions,  as  a  justifiable  R&D  expendi- 
ture and  (3)  assure  FPC  review  and  de- 
cision at  an  early  planning  phase  of 
R&D  program  development  whenever 
advance  approval  is  requested. 

The  Commission   received   comments 
from  45  respondents.  These  include: 

'  Respondents; 
American  Gas  Association 
American  Public  Power  Association 
Bureau  of  Natural  Gas.  Federal  Power  Com- 
mission 
CallfMula  Public   Utilities   Commission 
Oamegle  Institute  of  Technology 
Carolina  Power  &  Light  Company 
City  of  Santa  Clara,  California.  The 
Columbia  Gas  System  Service  Corporation 
Columbia  Gas  Transmission  Service  Corpora- 
tion 
Consolidated  Gas  Supply  Oorporatlon 
Detroit  Edison  Company 
Duke  Power  Company 


Nuviber  of 
T>-pe  of  Respondent :  Respondents 

Gas  and  electric  power  utility 4 

Electric  power  utlUty 9 

Natural  gas  utility X4 

Association   7 

Research  institute 1 

State  commission 4 

University  3 

City  government 1 

Pecieral    commission 1 

Science   foundation l 

There  was  general  agreement  with  the 
purpose  and  form  of  the  proposed  rule- 
making although  there  were  many  re- 
quests for  clarification  or  modification 

Definitions 

Although  It  was  not  a  part  of  the  pro- 
posed rulemaking  four  respondents 
specifically  recommended  that  a  clari- 
fication of  tlie  definition  of  Research  and 
Davelopment  'R&D'  in  Definition  27B  of 
the  Uniform  System  of  Accounts  Part 
201  of  the  Code  of  Federal  Regulations 
is  ftermane  to  the  clarification  of  this 
rulemaking,  and  otliers  inferred  that  a 
problem  exists.  We  are  changing  the 
term  "R&D  '  to  "RD&D  m  keeping  with 
current  practices  and  consistent  with 
the  Notice  of  Proposed  Rulemaking  is- 
sued June  17.  1976. 

It  is  alleged  that  ambiguities  in  the 
present  definitions  have  led  to  uneven 
staff  interpretation  in  rate  ca.'-es.  Cita- 
tions in  support  of  this  recommendation 
claimed  that  past  rulings  of  the  Commis- 
sion tended  to  stress  innovative  ideas  and 


Edison  Electric  Institute 

El  Paso  Natural  Gas  Company 

Exxon  Corporation 

Florida  Power  Corporation 

Gas  Research  Institute 

minots  Power  Company 

Interstate      Natural      Gas      Association     of 

America 
Long  Lsland  Ll?htln(?  Osmpany 
Mlchlcan  Wisconsin  Pipe  Line  Company 
National    Association   of   Regulatory   Utility 

Commissioners.  The 
National  Rural  Electric  C-ooperative  Associa- 
tion 
National  Science  Foundation 
Natural  Gas  Pipeline  Company 
Northern  Illinois  Gas  Ccmpany 
Northern  Natural  Gas  Company 
Pacific  Gas  &  Electric  Company 
Pacific  Power  &  Ll<?ht  Company 
Philadelphia  Electric  Company 
Public  Service  Company  of  New  Mexico 
Public  Service  Commission  of  the  State  of 

Indiana 
Public   Service  Cc«nmlsslon  of  the  State  of 

New  York 
Public  Service  Electric  and  Gas  Company 
PubUc  Utility  Commission  of  Oregon 
Southern  California   Edison  Company 
Southern  California  Gas  Company 
Southern  Natural   Gas  Company 
Tennessee  Gas  Trar.smlsslon  C<-rporation 
Texas   Gas  Transmission  Corporation 
United  Distribution  Companies 
United  Gas  Pipe  Line  Ckxnpany 
University  of  Arizona,  The 
Vanderbilt  University 
Wlsconsm  Power  &  Light  CJompany 

-  For  example,  the  U  S  House  of  Repre- 
.sentatlves.  (New  Subcommittee  names)  the 
US  Energy  Research  and  Development  Ad- 
min-.stratloi,  National  Plan  for  Enerey  Re- 
search and  Development  r>emonstratlon." 
ERDA  77-1 -Vol    2).  etc. 


to  disallow  RD&D  stressing  later  stages 
of  development. 

The  CommLssion  accepts  this  request 
for  clarification.  We  will  add  a  sentence 
after  the  first  sentence  of  Definition  27B 
Part  101  and  Definition  28B  Part  201  as 
follows:  "This  definition  includes  ex- 
penditures for  the  implementation  or  de- 
velotmient  of  new  and  or  existing  con- 
cepts until  operations  become  technicall>' 
and  economically  feasible." 

One  respondent  requested  clarification 
of  the  definition  of  RD&D  to  specifically 
include  preliminary  investigations  and 
detailed  planning  of  RD&D  for  projects 
for  securing  for  their  customers  non- 
conventional  gas  supplies  that  rely  on 
technology  that  has  not  yet  been  verified 
to  be  feasible.  We  recognize  that  these 
are  necessary  costs  as  they  relate  to 
specific  projects.  Therefore,  we  will 
amend  the  definitions  in  27B  and  283  to 
permit  the  inclusion  of  costs  of  conduct- 
ing preliminary  investigations  and  de- 
tailed planning  associated  with  specific 
projects.  We  will  not  include  the  costs  of 
such  mvestigatioiis  and  planning  where 
they  are  of  a  general  nature  or  where 
they  are  preliminary  to  the  determina- 
tion to  proceed  with  a  project. 

It  was  suggested  that  the  Commission 
should  include  in  it.s  definition  of  RD&D 
a  list  of  the  types  of  broad  categories  that 
the  Commission  Ls  tr>'ing  to  encourage 
Such  Usts  have  been  published  by  many 
groups  including  the  Commission's  Tech- 
nical Advisory  Committee  on  Research 
and  Development  and  the  National  Gas 
Siu-vey.'  We  do  not  adopt  anv  of  these 
lists  as  necessarily  representing  RD&D 
projects  eligible  for  rate  treatment  We 
will  review  each  proposal  on  its  merits. 

Eight  respondents  expres.sed  concern 
over  the  definition  of  organizations  eli- 
gible to  request  program  approval  from 
the  Commission.  The  concern  centered 
on  the  use  of  "broadly  supported"  refer- 
ring to  organizations  of  a  number  of 
energy  industry  sectors  but  only  "sup- 
ported" referring  to  a  single  industrj-  sec- 
tor. The  Commission  sees  httle  virtue  but 
no  harm  in  accepting  this  recommenda- 
tion. Accordingly  we  will  change  the 
phrase  in  53522(b)  and  §15438(d"5i 
(ii)  to  read  "RD&D  organizations 
broadly  supported  by  a  single  industrj' 
sector." 

As  several  respondents  observed,  there 
are  in  existence  ad  hoc  consortia  of 
jurisdictional  companies  that  have  been 
formed  for  the  specific  purpose  of  fur- 
thering RD&D  programs  and  sharmg  the 
cost,  that  do  not  comfortably  fit  into  our 
description,  on  page  4  of  the  notice,  of 
RD&D   organizations.    The   Commission 


■'FPC,  National  Power  Survey.  "Research 
and  Development  for  the  Electric  Utility 
Industry  July  1974:  Technical  Advisory 
Committee  on  Resetirch  and  Development 
FPC.  National  Gas  Survey.  Volume  I.  p.  13 
et  seq  1975  American  Gas  Association  "Gas 
Industry  Research  Plan  1974-2000'.  Janu- 
ary 1974  US  Er.ercy  Research  and  Develop- 
ment Administration.  "A  National  Plan  for 
Energy  Research.  Development  and  Demon- 
stration Creating  Energy  Choices  for  The 
Future'     ERDA  77-1— Vol    3.  26  March  1977 
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willclanfy  §  35.22<b)  and  §  154.38  <d>  (5) 
•  ii>  by  adding  at  the  end  the  phra?e 
•'consortia  of  companies  that  jointly 
support  RD&D  programs  for  the  collec- 
tive benefit  of  their  ratepayers." 

Objectives  of  Rulemaking 

Most  responders.  particularly  those  in- 
terested in  the  pipeline  gas  industry, 
strongly  endorsed  the  objectives  of  this 
rulemaking. 

Several  expressed  concern  that  pres- 
ent regiilations  and  existing  method.^;  for 
acceptance  of  RD&D  costs  were  being 
canceled  or  altered.  The  Commission 
confirms  that  this  rulemaking  does  not 
cancel  or  alter  present  practice.  It  clari- 
fies existing  regulations  and  adds  an 
additional  procedure  for  advance  ap- 
proval of  RD&D  programs. 

The  rulemaking  is  not  intended  to  re- 
quire any  jurisdictional  company  i  di- 
rectly or  through  an  RD&D  organiza- 
tion I  to  secure  advance  approval  for  any 
RD&D  expenditure  as  a  condition  to  in- 
cludmg  the  cost  in  the  company's  rate 
base.  On  the  contrary,  a  company  could 
make  such  expenditures  that  it  believes 
qualify  for  rate  base  treatment  as  RD&D 
expenses,  and  include  them  iii  any  RD&D 
adjustment  clause  filing  previously  au- 
thorized by  the  Commission,  without 
securing  any  advance  approval.  In  such 
circumstances  under  the  existing  provi- 
sions of  §§  35.22  and  154  38  'd'  151.  which 
are  not  proposed  to  be  changed,  the  con- 
sequent rate  increase  could  become  effec- 
tive but  such  increase  would,  however, 
be  subject  to  subsequent  rejection  and 
refund  if  found  to  be  unjustified,  by  a 
final  Conimission  order. 

Furthermore,  there  is  nothing  in  the 
revised  Regulations  that  orohibits  a  com- 
pany from  using  both  advance  approval 
for  a  program  or  part  of  a  program  and 
also  reliance  on  conformity  with  the 
RD&D  definition  and  post  facto  approval 
for  additional  projects  or  parts  of  an 
RD&D  program. 

The  existing  definition  of  RD&D  is  not 
eluninated.  It  will  be  clarified  as  previ- 
ou.sly  discussed. 

One  responder  claimed  the  new  rule- 
making would  inhibit  small  fast  response 
R&D  programs  The  Commission  is  of  the 
opinion  there  are  no  facts  to  support 
this,  and  there  are  ample  procedures  in 
the  Regulations  to  handle  decLsions  for 
fast  response  to  needs : 

Six  responders  claimed  that  the  rule- 
making emphasizes  non-traditional 
sources  of  supply  and  ignores  other  vital 
RD&D  programs.  The  Commission  dis- 
claims the  intent  to  ignore  any  vital 
RD&D  programs. 

One  responder  stated  that  the  effect  of 
this  rulemaking  would  be  to  unneces- 
sarily hamper  supplemental  supply  ef- 
forts This  is  neither  the  intent  nor  the 
effect.  The  advance  approval  procedure 
IS  voluntary. 

GtnDELINES 

The  proposed  second  guideline  drew 
comm.ents  from  thirteen  responders.  The 
thrust  of  comments  was  that  the  guide- 
line was  reasonable  for  an  extensive  pro- 
gram of  a  broadly  supported  national  re- 
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search  institute  but  that  the  guideline 
implied  burdensome  and  extensive  re- 
view and  judgment  by  diverse  viewpoints 
that  is  not  appropriate  in  the  case  of 
small  programs  and  individual  RD&D 
protects. 

The  Commission  agrees  that  these 
comments  have  merit  and  will  reword  the 
second  guideline  to  read: 

2.  E\'ldence  that  the  plan  evolves  from 
these  RD&D  objectives  and  adequately  uti- 
lizes the  viewpoints  of  sclenti°*c.  enpineer- 
ing,  Industry,  economic,  consumer  and  en- 
vironmental interests. 

It  was  proposed  that  the  Commission 
should  give  weight  to  a  submitted  project 
being  an  integral  p^rt  of  a  comprehen- 
sive national  energy  RD&D  program  pre- 
pared by  a  Federal  agency,  for  example 
ERDA.  E>/idence  to  this  effect  will  be 
considered.  It  should  be  shown  how  the 
program  subm.itted  to  the  Commission  is 
coordinated  with  ERDA  or  the  funding 
agency. 

The  proposed  fourth  guideline  drew 
the  most  comment,  from  fifteen  respond- 
ers. The  criticisms  were  that  the  wording 
might  inhibit  basic  research  and  that  it 
implied  that  to  be  approved  any  RD&D 
undertaken  had  to  carry  a  guarantee  of 
success.  These  interpretations  were  not 
the  intent  of  the  Commission. 

Tlie  Commission  will  clarify  its  intent 
by  rewording  the  fourth  guideline  to 
read: 

4.  Evidence  that  the  project  or  program 
is  well  conceived  and  has  a  reasonabe  chance 
of  benefitting  the  ratepayer  in  a  reasonable 
period  of  time,  having  due  regard  to  the 
basic,  exploratory  or  applied  nature  of  each 
submitted  RD&D  project. 

Objection  was  raised  to  guideline  5  on 
the  basis  that,  "This  guideline  may  be 
unrealistic  when  one  considers  the  ple- 
thora of  proprietary  patents  or  processes 
a  manufacturer  or  consultant  could  bring 
to  a  research  and  development  project 
and  use  in  support  of  that  project."  The 
Commission  believes  that  essentially  all 
of  the  benefits  of  a  proposed  RD&D  pro- 
gram should  flow  through  to  customers. 
If  proprietary  constraints  prohibit  this, 
the  utility  should  not  fund  that  RD&D, 
and  should  not  seek  approval  from  the 
Commission  In  general,  we  bebeve  that 
inform.ition  on  RD&D  projects  should  be 
open  to  public  review.  We  have  provided, 
however,  that  utilities  may  petition  the 
Commission  to  keep  such  information 
confidential. 

Eight  responders  requested  clarifici- 
tion  of  what  is  meant  in  guideline  5  by 
"•  •  •  whatever  achievements  mav  re- 
sult •  •  •  will  accrue  to  the  benefit  of 
participating  jurisdictional  companies 
and  will  flow  through  to  their  custom- 
ers", and  on  page  7  of  the  Notice  of  Pro- 
posed Rulemaking  "To  the  extent  that  a 
demonstration  facility  produces  revenue 
I  from  the  sale  of  the  product  or  even- 
tual sale  of  the  facility  >  directly  related 
to  that  portion  of  the  facility  cost  which 
has  been  treated  as  R&D  expense,  we  re- 
quire that  the  revenue  flow  back  to  the 
ratepayers". 

The  Commission  will  clarify  guideline 
5  to  read: 


5.  Evidence  that  whatever  achievements 
may  result,  including  knowledge  gained  or 
technology  developed  from  the  RD.tD  effort. 
if  any,  will  accrue  to  the  benefit  of  the 
sponsoring  jurisdictional  company) si  and 
its  their  customers. 

The  statement  on  page  7  is  clarified  as 
follows.  "To  the  extent  that  a  demon- 
stration facility  produces  revenue  di- 
rectly related  to  that  portion  of  the  fa- 
cility cost  that  h^s  been  treated  as  RD&D 
expense,  we  require  that  the  revenue  re- 
ceived from  the  sale  of  technology  or 
assets  and  the  profit  received  from  the 
sale  of  gas  and,  or  by-products  flow  back 
to  the  ratepayers." 

The  five  year  period  for  planned  RD&D 
programs  drew  some  comment.  One  re- 
sponder suggested  that  it  should  be  three 
years.  Two  responders  suggested  that  it 
should  be  longer  than  five  years.  The 
Commission  believes  that  five  years  is  a 
reasonable  time.  The  notice  of  proposed 
rulemaking  did  not  prohibit  submitting 
a  plan  extending  more  than  five  years. 
The  notice  of  proposed  rulemaking 
stated  "at  least  a  five  year  period."  It 
also  stated  in  proposed  S§35.22'C'  and 
154.38(d>  (5)  (iiii,  "The  plan  shall  clearly 
state  the  objectives  of  the  program,  both 
those  objectives  within  and  beyond  the 
five  year  period  •  *  *". 

One  responder  was  concerned  that  all 
individual  projects  in  the  five  year  pro- 
gram were  required  to  continue  for  five 
years.  This  is  not  the  case.  It  would  be 
expected  that  many  small  projects  would 
have  shorter  duration. 

Several  responders  were  concerned 
about  the  difference  in  proposed  treat- 
ment of  the  first  year  of  the  five  year 
plan  and  the  balance  of  the  five  year 
plan.  Concern  was  expressed  for  the  in- 
definiteness  of  the  approval  of  the  sec- 
ond through  fifth  year  of  the  proposed 
five  year  RD&D  program,  and  the  pos- 
sible adverse  effect  of  this  indefiniteness 
on  planning  and  manning  long  temi  pro- 
grams. The  Commission  intends  that 
their  practice  will  not  be  different  from 
typical  industry  practice  in  this  regard 
If  the  five  year  plan  is  approved  this 
approval  will  have  significance  The 
same  is  true  in  industry.  However,  as  is 
the  case  in  industry  the  plan  will  be 
subject  to  review  and  modification  in 
light  of  new  Information  and  new  devel- 
opments on  an  annual  basis.  Such  vearly 
updating  gives  a  needed  element  of  free- 
dom to  the  individual  company  or  RD&D 
organization  submitting  the  five  year 
plan.  The  annual  review  enables  us  to 
determine  the  progress  and  potential 
benefits  of  RD&D  projects  funded  by  the 
consumers. 

Five  responders  requested  that  ap- 
proval of  projects  in  the  first  year  of  a 
five  year  plan  constitute  approval  "for 
other  designated  interrelated  and  se- 
quential projects  that  may  be  started 
in  subsequent  years".  The  Commission 
believes  that  to  the  extent  these  projects 
are  consistent  with  and  necessary  to 
achievement  of  the  obiectives  accepted 
by  the  Commission  under  the  five-year 
program  such  projects  may  be  accept- 
able; however,  they  should  be  identified 
and  justified  in  the  annual  review 
procedure. 
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Two  responders  commented  that  sub- 
mittal of  programs  to  the  Commission 
for  advance  approval  was  a  duplication 
of  effort  if  these  programs  had  been  sub- 
mitted previously  to  ERDA  for  the  pur- 
pose of  ERDA  funding.  The  Commission 
does  not  agree  that  mere  submission  of 
a  proposal  to  ERDA  constitutes  reason- 
able planning  as  defined  by  the  Guide- 
lines for  RD&D  Planning  as  set  forth 
in  this  rulemaking.  Nor  does  it  agree 
that  projects  funded  by  ERDA  are  neces- 
sarily the  ts'pes  of  programs  that  con- 
sumers  should   support   through   rates. 

Four  responders  expressed  concern 
that  the  guidelines  were  not  incorpo- 
rated into  §  154.38<d)  (5>  <ivi  or  at  least 
into  Part  2  of  the  Commission's  general 
rules — general  policy  and  interpreta- 
tions. It  was  pointed  out  that  the  last 
sentence  of  §  154.38 ^d)  <5)  (iv)  implies  a 
different  set  of  guidelines.  It  was  stated 
that  the  guideline  originally  detailed  in 
the  Background  section  of  the  Notice  of 
Proposed  Rulemaking  (as  herein  modi- 
fled)  should  be  available  for  reference 
readily. 

The  Commission  finds  merit  in  this 
suggestion  and  will  incorporate  the  mod- 
ified guidelines  into  §35.22ic)  and 
§  154.38<d)(5)(iii). 

The  Commission  considers  these  guide- 
lines appropriate  for  a  company  to  use 
in  evaluating  its  RD&D  projects  and  pro- 
grams whether  or  nnt  advance  approval 
is  sought  from  the  Commission. 
Demonstration  Plants 

Seven  respond °rs  expressed  concern 
about  the  workability  of  attempting  to 
determine  what  part  of  a  commercial 
scale  demonstration  plant  is  RD&D  and 
what  part  is  normal  business  investment. 
The  Conunission  observes  that  most  re- 
sponders apparently  were  viewing  the 
difficulty  from  the  state  of  technology 
and  the  state  of  demonstration  of  that 
technology  as  of  calendar  year  1976. 
They  appear  to  ignore,  for  example,  the 
situation  that  may  exist  a  decade  from 
now  when  advances  will  have  been  made 
in  demonstration  of  new  technology. 

The  Commi."^sion  acknowledges  that 
each  commercial  scale  demonstration 
plant  will  necessarily  be  judeed  individ- 
ually. The  Commission  accents  the  view- 
point that  if,  for  example,  fortv  percent 
of  a  demonstration  plant  is  based  on 
proven  technology  it  does  not  follow  that 
the  entire  plant  will  orerate  at  least  forty 
percent  successfully.  The  unproven  tech- 
nology pervades  the  entire  plant  opera- 
tion since  all  parts  of  the  plant  must 
work  successfully  together  or  the  plant 
will  not  oroduce  the  product  for  which 
it  was  designed. 

■We  will  attempt  to  clarify  the  oarti- 
tioning  of  estimated  demonstration  plant 
costs  between  RD&D  and  normal  busi- 
ness investment  by  means  of  examples. 
The  cost  of  real  estate  on  which  to  erect 
a  demonstration  plant  would  generally 
not  be  included  as  RD&D  cost  provided  it 
had  other  potential  use  to  the  utility  or 
resale  value. 

An  appurtenant  coal  mine,  provided 
the  usefulness  of  its  coal  output  is  not 


limited  to  the  specific  RD&D  project, 
could  not  be  considered  RD&D  expense. 
However,  the  coal  actually  used  in  the 
RD&D  project  would  be  so  considered. 
Coal  handling  and  pulvenzmg  equip- 
ment or  a  short  pipelme  and  compressors 
to  link  a  substitute  pipelme  gas  demon- 
stration plant  to  the  existing  pipelines 
would  generally  be  considered  to  involve 
no  technical  iiinovation  risk. 

Whether  or  not  the  cost  of  these  items 
will  be  mcluded  m  RD&D  costs  will  de- 
pend on  whether  or  not  and  to  what  ex- 
tent they  have  u^sefuiness  if  the  demon- 
stration plant  IS  later  abandoned. 

Take  for  example  a  commercial  scale 
demonstration  plant  for  pipeline  gas  ini- 
tiated a  decade  from  now  after  one  or 
more  similar  plants  had  been  built  and 
demonstrated  to  be  commercially  feasi- 
ble. If  the  new  plant  would  be  a  duph- 
cate  of  a  proven  plant,  no  part  of  its  cost 
would  be  RD&D.  If  a  major  portion  of 
the  new  plant  were  innovative  with  at- 
tendant risk  and  if  that  portion,  if  un- 
successful, could  later  be  replaced  with 
proven  technology  for  that  portion,  then 
this  innovative  portion  could  be  consid- 
ered RD&D.  and  the  balance  would  be 
considered  as  normal  business  mvest- 
ment.  and  appropriately  included  m 
rates.  An  innovative  commercial  scale 
plant  based  on  new  technology  proven  on 
a  pilot  plant  scale  to  be  technically  feasi- 
ble, but  not  proven  to  be  commercially 
feasible,  could  be  considered  100  percent 
RD&D. 

Eight  responders  request  clarification 
of  the  acceptability  of  RD&D  lor  demon- 
stration plants  sponsored  "narrowly." 
(See  also  our  discussion  of  ad  hoc  RD&D 
consortia  under  Definitions.! 

The  Gas  Research  Iiistitute  com- 
mented, "In  its  proposed  rulemaking,  the 
Commission  expresses  a  strong  prefer- 
ence for  arrangements  in  which  high- 
risk  demonstration  projects  are  con- 
ducted by  RD&D  organizations  jointly 
supported  by  jurisdictional  companies 
having  a  large  number  of  ratepayers, 
t  Notice,  p.  6.'  Although  GRI  expects  to 
be  in  a  position  to  conduct  demonstration 
projects  of  this  type,  it  is  not  yet  clear  to 
us  that  this  is  necessarily  the  preferred 
method  of  conducting  all  such  projects. 
In  some  instances,  individual  or  small 
groups  of  companies  are  hkely  to  be  able 
to  conduct  demonstration  projects  more 
expeditiously  and  at  lower  cost  to  the 
ratepayers.  Accordingly,  in  the  adminis- 
tration of  the  proposed  regulations,  we 
strongly  urge  the  Commission  to  consider 
demonstration  projects  on  a  case-by-case 
basis  to  determine  the  most  appropriate 
form  of  organization,  financing,  and 
management." 

In  the  same  paragraph  on  p.  6  of  tlie 
Notice  we  also  said  "Advance  approval  of 
portions  of  demonstration  project  costs 
as  R&D  expense  may  t>e  granted  to  either 
individual  jurisdictional  companies  or 
R&D  organizations." 

We  also  said  i  Notice,  p.  4»  "For  R&D 
organizations  supported  by  more  than  a 
single  jurisdictional  .company,  we  are 
proposing  to  offer  the  option  of  the  R&D 
organization    requesting    advance    ap- 


proval as  a  substitute  for  mdividual 
jurisdictional  companies  filing  for  ad- 
vance approval"  'emphasis  supplied^. 
We  wish  to  reiterate  our  desire  that  large 
scale  demonstration  plants  be  funded  by 
RD&D  organizations  jointly  supported 
by  jurisdictional  companies  having  a 
large  number  of  ratepayers  to  minimize 
the  rate  impact  on  individual  consumers. 
We  also  wish  to  make  clear  that  we  will 
not  tolerate  a  proliferation  of  sim.ul- 
taneous  large  scale  demonstration  plants 
in  the  name  of  RD&D  to  be  funded  by 
natural  gas  consumers  if  there  Ls  major 
duplication  of  new  t.echnology  These 
plants  require  enormous  sums  of  capital 
and  we  must  be  Cognizant  of  the  impact 
of  each  proposal  on  the  public  as  well 
as  the  cumulative  impact  on  the  public. 
We  therefore  urge  the  companies  we 
regulate  to  proceed  with  caution  in  pro- 
posing the  construction  of  large  scale 
demonstration  plants  that  will  be  funded 
by  the  natural  gas  consumers  of  this 
countrj'. 

Six  responders  expressed  concern  that 
the  proposed  rulemaking  discussed 
"commercial  scale  demonstration  facili- 
ties" but  did  not  discuss  smaller  demon- 
stration facilities.  We  point  out  that  the 
existing  regulation  includes  in  the  defi- 
nition of  RD&D: 

•  •  •  development  activities  including 
experiment,  design,  installation,  construc- 
tion, or  operation  and 

The  term  Includes  but  is  not  limited  to: 
All  such  costs  incidental  to  the  design,  de- 
velopment or  implementation  of  an  experi- 
mental facility,  a  plant  process,  a  product, 
a  formula,  an  invention,  a  system  or  similar 
Items,  and  the  improvement  of  already 
existing  Items  of  a  like  nature;  amounts  ex- 
pended In  connection  with  the  proposed 
development  and  or  proposed  deliver.-  of 
substitut*  or  synthetic  gas  supplies  (alter- 
nate fuel  sources  for  example,  an  expert- 
mental  plant  synthetically  producing  gas 
from  liquid  hydro-carbons. 

This  definition  is  still  in  force  and 
Eidequatelv  covers  the  smaller  demon- 
stration plant. 

The  Public  Utilities  Commission  of 
the  State  of  California  expressed  concern 
that  the  proposed  rulemaking  would 
treat  activities  that  are  not  within  the 
definition  of  RD&D  as  RD&D  They  ob- 
served "the  inabilitv  to  finance  a  com- 
mercial operation  through  normal  meth- 
ods is  a  consideration  totally  irrelevant 
to  a  determination  of  whether  such  an 
operation  is  R&D  " 

This  concern  could  be  a  real  possi- 
bility, however,  as  stated  earlier  each 
proposed  demonstration  plant  will  be 
considered  individuallv  and  the  processes 
within  each  plant  will  be  reviewed  in 
li«ht  of  the  Commissions  definitions  of 
RD&D  to  ensure  that  onlv  the  portion 
of  anv  proposal  representing  true  re- 
search and  development  are  financed  by 
gas  consumers 

Two  responders  called  attention  to  the 
problem  that  might  exist  if  a  company 
or  a  consortium  of  companies  proooses 
a  cost  shared  project  to  the  Federal 
Government,  for  example  ERDA.  that 
will  go  forward  if  accented  and  funded 
by  ERDA  but  will  be  cancelled  or  delayed 
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If  It  IS  not  so  accepted.  We  agree  that 
this  could  cause  complication.  Two 
options  exist  <!>  The  applicant* s)  can 
apply  for  treatment  of  appropriate  costs 
as  RDtD  in  the  conventional  manner 
without  advance  approval,  or  '2i  the 
applicanti.->  can  apply  for  advance 
approval  If  advance  approval  is  granted 
and  the  project  is  delayed  or  cancelled 
because  of  government  action  or  inaction 
the  dollar  outlay  will  be  relatively  small 
and  the  economic  impact  should  be 
negligible.  A  similar  situation  of  modifi- 
cation of  plans  because  of  new 
information  could  exist  if  the  Federal 
government  it  not  involved.  The  same 
prerogative  to  delay  or  cancel  RD&D 
projects  that  have  been  submitted  m 
good  faith  to  the  Commission  for 
advance  approval  and  so  approved  exists 
for  projects  where  the  decision  is 
completely  controlled  internally  in  the 
jurisdictional  company  or  RD&D  organi- 
zation. 

Effects  of  Approval 

Nine  responders  expressed  concern 
about  the  effect  of  advance  approval  of 
RDiD  projects  or  programs.  They 
requested  assurance  that  having  received 
advance  approval  this  would  be  reflected 
by  subsequent  approval  of  incorporation 
of  such  RD&D  costs  in  rates. 

The  Commission  agrees  that  this 
.should  be  assured  We  will  clarify  present 
t  35  22ibi  that  will  become  S  35.22ie>  to 
read  in  part:  (words  added  are  under- 
scored ' 

lei  An  electric  utility  may  submit  a 
re'<earch  development  and  demonstration 
rc«t  adju.stment  provL'^lon  to  flow  through 
changes  in  Its  expenditures  for  research, 
development  and  demonstration  Changes 
permitted  hereunder  Include  both  expendi- 
tures chargeable  to  operations  as  well  as  rate 
base  treatment  of  the  balances  In  account 
18fi  as  hereinafter  defined.  Except  In  the  case 
cf  expenditures  approved  pursuant  to  5  35  22 
(b)  no  RD&D  adjustment  provision  shall  be- 
come effective  until  authorized  by  the 
Commission  No  request  for  an  RD&D  adjust- 
ment provision  will  be  considered  by  the 
Commission  unless  the  proposed  clause 
Indicates  the  following  terms  and  conditions: 

•  •  •  •  * 

We  will  clarify  «  154  38fd)  (5>  (ii> 'ci 
which  will  become  S  154.38'di  i5>  fvWci 
to  read: 

(c)  Except  in  the  case  of  expenditure  ap- 
proval purfruant  to  Section  154  38{d)  {5) 
1111  RD&D  expenditures  chargeable  to  opera- 
tions which  may  be  tracked  and  reflected  in 
rates  shall  be  the  amount  which  actual 
RD&D  expenditures  during  the  12-month 
period  ending  3  months  prior  to  a  proposed 
rate  adjustment  exceed  or  are  less  than  ( 1 ) 
the  amount  allowed  In  the  company's  last 
rate  proceeding  or  the  average  of  3  years 
RD&D  expenditures  if  such  rate  adjustment 
Is  an  initial  filing  under  the  subsection:  or 
(2 1  the  actual  RD&D  expenditures  in  the 
company's  last  prior  rate  adjustment  under 
this  section 

We  will  clarify  «  154  38(d)  (SWiii  (e) 
that  will  become  s  154.38'di  (5>  < v>  le' 
to  read 

ffi  Anv  tariff  filing  made  bv  the  companv 
to  Increase  Its  rates  to  its  customers  shall 
meet    the    notice    requirements    of    5  154  22. 


which  provide,  in  pertinent  part,  that  the 
filing  be  filed  with  the  Commission  and 
posted  (as  defined  in  §  154.16)  at  least  45 
days  prior  to  the  date  on  which  any 
change(s)  in  Its  existing  rates  is  to  become 
effective.  Simultaneously  with  the  above 
filing,  the  company  shall  furnish  the  Com- 
mission. Jurisdictional  customers,  and 
interested  State  Commissions  a  report  con- 
taining detailed  computations  which  clearly 
show  the  derivation  of  the  proposed  rate 
adjustment.  The  effect  upon  Jurisdictional 
rates  shall  be  determined  by  computing  the 
unit  change  (either  increase  or  decrease) 
based  upon  Jurisdictional  sales  volumes  for 
the  12-months  prior  to  the  proposed  rate 
adjustment.  Any  RD&D  expenditure  which 
the  company  has  been  allowed  to  track  by 
another  regulatory  body  shall  be  clearly 
designated  and  treated  In  such  a  manner  so 
a.s  to  avoid  double  recovery.  Each  rate  adjust- 
ment shall  become  effective  on  the  proposed 
effective  date  without  suspension  provided 
that  any  rate  increase  shall  be  subject  to 
reduction  and  refund  of  any  portion  found 
after  hearing  to  be  unjustified  by  a  final 
Commission  order,  except  in  the  case  of  rate 
adjustments  based  on  expenditures  approved 
pursuant  to  §  154  38(d)  (5)  (11) . 

Errors  and  Omissions 

The  Notice  of  Proposed  Rulemaking 
contains  a  typographical  error  on  page  2, 
line  6.  The  word  "amount"  should  read 
"account". 

On  page  13  before  "Submission  of 
Comments'  the  following  statement 
should  appear 

"In  order  to  accommodate  the  additions 
set  forth  above  §  154  38(d)  (5)  ( ii)  becomes 
5  154  38(d)  (5)  (v)." 

Involvement  of  State  Public   Utility 
Regulatory  Commissions 

All  state  commissions  who  responded 
as  well  as  the  National  Association  of 
Regulatory  Utility  Commissioners  ex- 
pressed interest  in  participating  in  the 
review  and  approval  of  proposed  re- 
search programs  to  be  supported  by  one 
or  more  companies  subject  to  the  juris- 
diction of  this  Commission  and  one  or 
more  state  regulatory  commissions.  The 
procedure  to  accomplish  this  will  be 
through  noticing  the  proceeding  for  ad- 
vance approval  of  rate  base  treatment 
for  major  RD&D  expenditures.  This  will 
permit  State  regulatory  commissions  to 
determine  their  interest  in  participation 
on  a  case  by  case  basis.  They  will  then 
have  the  opportunity  to  request  a  co- 
operative procedure  under  the  provisions 
of  18  CFR  1  37  or  to  file  a  notice  of  in- 
tervention under   18  CFR  18. 

Comments  Opposed  to  Rulemaking 

Five  responders  objected  to  the  pro- 
posed rulemaking  on  the  grounds  that 
the  benefits  would  be  minimal  and  the 
new  procedures  might  delay  action  on 
needed  research  or  cause  added  burden 
to  the  utilitv  All  five  responders  repre- 
sented electric  utilities.  No  gas  industr.v 
responder  opposed  the  rulemaking. 

The  rulemaking  is  not  intended  to  re- 
quire any  jurisdictional  company  (di- 
rectly or  through  an  RD&D  organization) 
to  secure  advance  approval  for  any 
RD&D  expenditure  as  a  condition  to  in- 
cluding the  cost  of  the  company's  rate 
base  On  the  contrary,  a  company  could 


maire  such  expenditures,  regardless  of 
amount,  that  it  believes  qualify  for  rate 
base  treatment  as  RD&D  expenses,  and 
include  them  in  any  RD&D  adjustment 
clause  filing  previously  authorized  by  the 
Commission,  without  securing  any  ad- 
vance approval.  In  such  circumstances 
under  the  existing  provisions  of  5§  35.22 
and  154.38(d  h  5 » ,  which  are  not  proposed 
to  be  changed,  the  consequent  rate  in- 
crease could  become  effective  but  subject 
to  subsequent  rejection  and  refund  if 
found  to  be  unjustified,  by  a  final  Com- 
mission order. 

One  responder  recommended  that  the 
Commission  establish  broad  guidelines 
on  the  level  of  expenditures  for  utilities 
to  follow  rather  than  the  proposed  rule- 
making. The  Commission  rejects  thLs  as 
not  responsive  to  the  Commission's  re- 
sponsibihty  under  the  Federal  Power  Act 
and  the  Natural  Gas  Act. 

Other  Objections 

Two  responders  presented  the  opinion 
that  contrary  to  the  stated  objectives  of 
the  Commission  in  the  notice  of  proposed 
rulemaking,  the  changes  substitute  the 
judgment  of  the  FPC  staff  for  the  judg- 
ment of  the  utility  company  to  a  greater 
extent.  The  Commission  does  not  accept 
this.  Particularly  with  the  guidelines  now 
developed  and  the  clarifications  made  in 
this  Order  we  believe  that  the  intended 
objectives  will  be  accomplished. 

One  responder  commented  that  the 
current  EPRI  formula  for  distribution  of 
RD&D  costs  is  inequitable.  Tlie  Commis- 
sion does  not  consider  the  present  rule- 
making the  appropriate  vehicle  for  dis- 
cussion of  this  issue 

One  responder  objected  to  the  concept 
that  EPRI  should  be  delegated  authority 
to  request  advance  Commission  approval. 
EPRI  derives  its  authority  from  those 
who  support  it  We  believe  that  this  also 
is  not  an  appropriate  issue  for  the  Com- 
mission in  the  rulemaking. 

Concern  was  expressed  by  the  Ameri- 
can Public  Power  Association  that  the 
proposed  rulemaking  would  somehow  re- 
sult in  altering  the  formula  for  contri- 
butions to  EPRI  (or  to  the  associations 
that  financially  support  it' .  Concern  was 
expressed  that  utilities  that  purchase 
power  at  wholesale  rather  than  generate 
power  would  be  charged  for  EPRI  RD&D 
support  twice  both  in  the  wholesale 
transactions  and  in  the  retail  transac- 
tions. The  Commission  notes  that  this  is 
a  potential  problem  and  will  deal  with 
it  on  a  case  by  case  basis. 

Three  responders  recommended  that 
the  $50,000  minimum  in  §  35  22  for  pro- 
grams to  be  elitiible  for  consideration  for 
advance  approval  should  be  raised  The 
Commission  does  not  believe  there  is  ad- 
vantage to  a  jurisdictional  company  in 
raising  this  limit.  The  $50,000  limit  is 
only  the  minimum  oroiect  or  program 
cost  that  the  Commission  will  consider. 
As  we  have  pointed  out  repeatedly  above, 
aoplication  for  advance  approval  is 
always  a  voluntary  option 

One  responder  suggested  that  the 
Commission  accept  New  York  State  Pub- 
lic Service  Commission  report  149b  in 
lieu   of    the    proposed    guidelines    The 
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Commission  does  not  consider  this  ap- 
propriate. 

One  responder  commented  that  indi- 
vidual company  RD&D  programs  should 
not  have  to  be  coordinated  with  Federal 
RD&D  programs  and  other  relevant  pri- 
vate efforts.  The  Commission  feels 
strongly  that  a  reasonable  effort  should 
be  made  to  avoid  unwarranted  duplica- 
tion of  RD&D  expenditures  and  unwar- 
ranted costs  to  the  ratepayer. 

Tlie  Commission,  in  order  to  provide 
consistency,  ha-s  changed  the  term  "Re- 
search and  Development"  to  "Research. 
Development  and  Demonstration"  and 
"R&D'  to  "RD&D  "  in  certain  other  para- 
graphs of  the  regulations  not  otherwise 
affected.  Some  errors  and  omissions  of 
the  regulations  have  been  corrected  as 
noted  below. 

The  Commission  finds.  (D  The  notice 
and  opportunity  to  participate  in  this 
rulemaking  proceeding  with  respect  to 
the  matters  presently  before  this  Com- 
mission through  the  submission,  in  writ- 
ing, of  data,  views,  com.ments  and  sug- 
gestions in  the  manner  described  above, 
are  consistent  and  in  accordance  with  all 
procedural  requirements  therefore  as 
prescribed  by  section  553  of  Titlefc  of  the 
United  States  Code.  ^ 

1 2 1  The  amendments  to  Part  35  of  the 
regulations  under  the  Federal  Power  Act. 
Part  101.  the  Commission's  Uniform  Sys- 
tem of  Accounts  prescribed  for  Class  A 
and  Cla,ss  B  Public  Utilities  and  Licens- 
ees, Part  154  of  the  regulations  under 
the  Natural  Gas  Act,  and  Part  201,  the 
Commission's  Uniform  System  of  Ac- 
counts for  Natural  Gas  Companies,  all 
in  Chapter  I.  Title  18  of  the  Code  of 
Federal  Regulations,  herein  prescribed, 
are  necessary  and  appropriate  to  the  ad- 
ministration of  the  Federal  Power  Act 
and  the  Natural  Gas  Act. 

i3i  Since  the  revisions  prescribed 
herein,  which  were  not  included  in  the 
Notice  of  Proposed  Rulemaking,  are  of  a 
minor  nature  and  consistent  with  the 
prime  purpose  of  the  Proposed  Rule- 
making, further  notice  in  compliance 
with  the  notice  provision  of  section  553 
of  Title  5  of  the  United  States  Code  is 
unnecessary. 

«4'  In  order  to  encourage  accelerated 
research,  development  and  demonstra- 
tion programs,  and  in  order  to  clarify 
the  Commission's  accounting  and  rate 
treatment  regulRtions,  good  cause  exists 
to  make  this  Order  effective  upon  is- 
suance 

The  Commisson,  acting  pursuant  to 
the  provisions  of  the  Federal  Power  Act. 
as  amended,  particularly  sections  205, 
206,  209, 301,  302,  303,  304  and  309  there- 
of ^49  Stat  851,  852,  853.  854.  855.  8.56, 
858;  16  U.S.C.  824d,  824e,  824h,  825, 
825a,  825b,  825c,  825h)  and  of  the  Nat- 
ural Gas  Act,  as  amended,  particularly 
sections  4,  5,  8.  9,  10,  16  and  17  thereof 
f52  Stat.  822,  823,  825,  826,  830;  76  Stat 
72:  15  U.S.C.  717c,  717d,  717g,  717h,  7171. 
7170,  717p).  orders: 

PART  35 — FILING   OF  RATE 
SCHEDULES 

(A)  Part  35,  Subchapter  B,  Regula- 
tions   under    the    Federal    Power    Act, 


Chapter  I,  Title  18.  Code  of  Federal  Reg- 
ulations, is  amended  as  follows: 

Section  35.13 ib)  <4i  (iii)  is  amended  to 
read: 

§35.13      Filing  of  change*  in  rate  schcd- 
ulo. 

•  »  •  •  • 

(b)  •  •  * 
(4)  •  •  • 
<iii)    The  statement  of  the  cost   *   *    ' 

•  •  •  ■  • 
Staternent  El  —  Research,  developrnent  and 

demonstration.  A  statement  disclosing  all 
exp>enditures  in  Account  188,  Research. 
Development,  and  Demonstration  Exj>endi- 
tures,  showing  each  venture  separately  as 
of  the  beginning  and  the  end  of  Periods  I 
and  II.  immediately  following  and  Increased 
or  reduced,  as  appropriate,  by  the  applicable 
accumulated  deferred  Income  taxes.  This 
statement  shall  also  Include  all  related 
amortization  for  the  same  period. 

•  •  •  •  • 

Section  35.22  is  amended  as  follows: 
lai  Paragraph  (a)  is  amended;  'hi  New 
paragraphs  ib',  ic^  and  <d>  are  added; 
(c»  Paragraph  ib>  will  become  para- 
graph lei  to  accomodate  the  additions 
(Paragraphs  <bt,  <c),  and  (d>i.  New 
paragraph  (e>  will  be  modified;  As 
amended,  §35.22  reads  as  follows: 

§  35,22      Research        and        drvrlopnienl 
clauses. 

(a)  Advance  Commisson  approval  may 
be    requested    of    rate    treatment    for 
RD&D  expenditures  of  $50,000  or  more 
related  to  a  project  undertaken  by  the 
company  or  as  part  of  a  project  under- 
taken by  others,  or  for  a  group  of  proj- 
ects which,  in  the  aggregate,  cost  $50,000 
or    more.    This    approval    may    be    re- 
quested regardless  of  whether  the  RD&D 
is  undertaken  by  the  utility  or  by  an- 
other party  or  organization.  Approval  re- 
quests shall  describe  the  project  in  such 
detail  as  to  satisfy  the  Commission  that 
the  project  expenditure  involved  qualifies 
as  being  valid,  justifiable,  and  reasonable. 
In  addition,  the  request  shall  specifically 
include  the  estimated  cost  of  the  proj- 
ect  and   a   description   of   the  utility's 
expenditure  i>ercentage  in  the  total  proj- 
ect program.  When  a  utihty  participates 
in  a  joint  project,  the  contractual  agree- 
ments should  provide  the  utility  com- 
plete access  to  cost  records  and  results 
related    to    the    project.    Records    shall 
be  kept  so  that  unscheduled  progress  re- 
ports may  be  called  for  as  determined 
by  the  Commission.  Approval  requests 
shall  justify  any  conduct  of  or  partial 
support    of    large-scale    demonstration 
facilities  by  clearly  identifying  and  jus- 
tifying the  portions  of  the  capital  and 
operating  costs  which  require  the  high- 
risk  financial  support  necessary  to  the 
pursuit  of  RD&D.  Tlie  justification  of 
support  for  a  large-scale  demonstration 
facility    shall    include    a    statement   as 
to  the  planned  ^counting  treatment  of 
revenue  which  may  be  derived  from  the 
facility's  product  and  of  proceeds  which 
may  be  derived  from  the  sale  of  the 
facility. 

tb)    Where  more  than  one  jurisdic- 
tional company  proposes  to  support  an 


RD&D  organi7ation  as  defined  below  an 
approval  request  may  be  submitted  to  the 
Commission  by  the  RD&D  organization 
covering  the  organizations  RD&D  pro- 
gram as  defined  below   Approval  by  the 
Commission  of  such  RD&D  program  shaU 
constitute  approval  of  individual  com- 
panies' contributions  to  the  RD&D  or- 
ganization  Organizations  eligible  to  re- 
ceive contnbuUons  from  companies  and 
to  request   program   approval  from  the 
Commission  under  this  section  may  be 
RD&D  organizations  broadly  supported 
by  a  number  of  energy  industry  sectors 
ic.g.,  natural  gas,  electric  power,  petro- 
leum, coal,  nuclear  energy)  ;  RDtD  orga- 
nizations broadly  supported  by  a  single 
industry  sector;    regional   organizations 
that  work  primarily  on  problems  of  a  re- 
gional nature;  or  consortia  of  companies 
that  jointly  support  RD&D  programs  for 
the  collective  benefit  of  their  ratepayers, 
(c)  RD&D  organizations  or  individual 
jurisdictional  companies  requesting  and 
receiving  advance  RD&D  program   ap- 
proval shall  annually  submit  a  five-year 
program  plan  at  least  180  days  prior  to 
the  commencement  of  the  five-year  pe- 
riod of  the  plan   The  plan  shall  clearly 
state  the  objectives  withm  and  beyond 
the  five-year  period  and  clearly  relate 
the  objectives  to  the  interests  of  tlie  rate- 
payers, the  public,  and  the  industry  and 
to  the  objectives  of  other  major  research 
organizations,  particularly  the  U.S.  En- 
ergy Research  and  Development  Admin- 
istration. The  plan  shall  contain  suffi- 
cient   budget,    technical,    and    schedule 
details  to  afford  an  understanding  of  the 
work  to  be  performed,  to  aUow  an  assess- 
ment of  the  probability  of  success,  and 
to  permit  comparison  with  otlier  organi- 
zations' research  plans   The  commence- 
ment date  and  expected  termination  date 
for  individual  research,  development  and 
demonstration   projects   to  be   initiated 
during  the  first  year  of  the  plan  will  be 
given  along  with  expected  annual  costs. 
The  plan  shall  discuss  the  RD&D  efforts 
and  progress  since  the   preparation   of 
the  program  plan  submitted  the  previous 
year  and  shall  explain  any  changes  that 
have  been  made  m  objectives,  priorities, 
and  budgets  since  the  plan  of  the  previ- 
ous year   The  plan  shall  identify  all  ju- 
risdictional companies  that  will  support 
the  program  and  their  budgeted  support. 
The   plan  shall   Identify   those  persons 
involved  in  the  development.  rc\iew.  and 
approval  of  the  plan  and  shall  state  the 
amount  of  effort  contributed  and  the  de- 
gree of  control  exercised  by  each.  The 
principal  tests  for  the  adequacv  of  the 
proposed    plan    shall    be    the    following 
guidelines: 

<  1 1  Evidence  that  the  RD&D  objectives 
of  the  company  or  research  organiza- 
tions have  been  clearly  established. 

(2>  Evidence  that  the  plan  evolves 
from  these  RD&D  objectives  and  ade- 
quately utilizes  the  viewpoints  of  scien- 
tific engineering,  industry,  economic, 
consumers  and  environmental  interests. 
(3)  Evidence  that  an  effective  mecha- 
nism exists  and  is  used  for  coordinating 
this  research  and  development  plan  with 
other  relevant  efforts  of  national  scope. 
(4 1  Evidence  that  the  project  or  pro- 
gram is  well  conceived  and.  If  successful. 
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has  a  reasonable  chance  of  benefitting 
the  ratepayer  in  a  reasonable  period  of 
time,  having  due  regard  to  the  basic,  ex- 
ploratory or  applied  nature  of  each  sub- 
mitted RD4D  project. 

(5'  Evidence  that  whatever  achieve- 
ments may  result,  mcluding  knowledge 
gamed  or  technology  developed  from  the 
RD&D  efTort,  if  any.  will  accrue  to  the 
benefit  of  the  sponsoring  jurisdictional 
company  SI  and  its  their  customers. 

Id  I  Within  90  days  of  filing  of  the 
five-year  RD&D  plan  as  defined  above, 
the  Commission  will  state  its  decision 
with  respect  to  acceptance,  partial  ac- 
ceptance, or  rejection  of  the  plan,  or. 
when  the  complexity  of  issues  in  the 
plan  .so  requires,  will  set  a  date  certain 
by  which  a  final  decision  will  be  made,  or 
will  order  the  matter  set  for  hearing. 
Partial  rejection  of  a  plan  by  the  Com- 
mi.'^sion  will  be  accompanied  by  a  deci- 
.«;ion  as  to  the  partial  level  of  acceptance 
which  will  be  proportionally  applied  to 
all  contributions  li'^ted  for  jurisdictional 
companies  in  the  plan  Approval  by  the 
Commission  of  a  five-year  plan  consti- 
tutes approval  for  rate  treatment  of  all 
projects  identified  as  starting  diu-ing  the 
f^rst  year  of  the  approved  plan.  Contin- 
ued rate  treatment  will  be  dependent 
upon  review  and  evaluation  of  sub.se- 
quent  annual  reports. 

<et  An  electric  utility  may  submit  a 
research,  development  and  demonstra- 
tion cost  adjustment  provision  to  flow- 
through  changes  in  its  expenditures  for 
research,  development  and  demonstra- 
tion '  Changes  permitted  hereunder  in- 
clude IxDth  expenditures  chargeable  to 
operations  as  well  as  rate  base  treatment 
of  the  balances  in  Account  188  a.s  here- 
inafter defined.  Except  in  the  case  of  ex- 
penditures approved  pursuant  to  S  35  22 
'  b ' .  no  RDiD  adjustment  provision  shall 
become  effective  until  authorized  by  the 
Commission  No  request  for  an  RD&D 
adjustment  provision  will  be  considered 
by  the  Commission  unless  the  proposed 
clause  indicates  the  following  terms  and 
conditions: 

( 1 1   The  RDiD  expenditure  *   *   ' 
•  •  •  •  * 

'3'  RD&D  expenditures  chargeable  to 
operations  which  may  be  tracked  and 
reflected  in  rates  shall  be  the  amount 
which  actual  FID&D  expenditures  during 
the  12-month  period  ending  3  months 
prior  to  a  proposed  rate  adjustment  ex- 
reed  or  are  less  than  'i'  the  amount  al- 
lowed in  the  company's  last  rate  pro- 
ceeding, or  the  average  of  3  years  RDtD 
expenditures  if  such  rate  adjustment 
Lv  an  initial  filing  under  this  subsection; 
or  (111  the  actual  RD&D  expenditures  in 
the  company's  last  prior  rate  adjustment 
under  thLs  subsection. 

I  4  '  RD&D  expenditures  chargeable  to 
account  188  which  are  eligible  to  receive 
rate  base  treatmen*  •  •  •  For  purposes 
of  determining  the  b  Uance  which  may  be 
tracked,  the  company  shall  reduce  the 


balance  of  account  188  by  all  money  re- 
ceived related  to  its  RD&D  expenditures 
and  shall  increase  or  reduce  such  accoimt 
balance,  as  appropriate,  by  the  appli- 
cable accumulated  deferred  income  taxes. 
•   »    • 

(5 1    •    •   •  Any     RD&D    expenditures 
for  which  the  company  has  been  allowed 

<6)    •   •  *  A  statement  as  to  the  an- 
ticipated   scope    and    objective    of    the 

RD&D  and  *    *   ' 


'  For  pvirpoB<«  of  tills  .subsection,  RDiD 
eipenduures  represent  those  cost«  InrUida- 
ble  In  Account  188,  Ftesearch.  Development 
and  Demoustration  exp«ndltures. 


PART  101 — UNIFORM  SYSTEM  OF 
ACCOUNTS 

<Bi  The  Commission's  Uniform  Sys- 
tems of  Accounts  for  Class  A  and  Class 
B  Public  Utilities  and  Licensees  pre- 
scribed by  Part  101.  Chapter  I,  Title  18 
of  the  Code  of  Federal  Regulations,  is 
amended  as  follows: 

1 1  >  The  Definitions  are  amended  by 
revising  Definition  27B.  "Research  and 
Development."  As  amended,  this  portion 
of  the  Definitions  reads: 

Definitions 


27.  A.  •    •    • 

B  "Research,  Development,  and  Dem- 
onstration" (RD&D*  means  expenditures 
incurred  by  public  utilities  and  licensees 
either  directly  or  tl  rough  another  person 
or  organization  <;.uch  as  research  in- 
stitute, industry  Sisociation.  foundation, 
university  engincTing  company  or  simi- 
lar contractor*  in  pursuing  research,  de- 
velopment, and  demonstration  activities 
including  experiment,  design,  installa- 
tion, construction,  or  operation.  This  def- 
miticHi  Includes  expenditures  for  the  im- 
plementation or  development  of  new 
and 'or  exLsting  concepts  until  techni- 
cally feasible  and  commercially  feasible 
operations  are  verified  Such  research, 
development,  and  demonstration  costs 
should  be  reasonably  related  to  the  exist- 
ing or  future  utility  business,  broadly  de- 
fined, at  the  public  utility  or  licensee  or  in 
the  environment  in  which  it  operates  or 
expects  to  operate  The  term  includes,  but 
is  not  limited  to:  All  such  costs  incidental 
to  the  design,  development  or  implemen- 
tation of  £in  experimental  facility,  a  plant 
process,  a  product,  a  formula,  an  inven- 
tion, a  system  or  similar  items,  and  the 
improvement  of  already  existing  items  of 
a  like  nature:  amounts  expended  in  con- 
nection with  the  proposed  development 
and/or  proposed  delivery  of  alternate 
sources  of  electricity:  and  the  costs  of 
obtaining  its  own  patent,  such  as  attor- 
ney s  fees  expended  m  making  and  per- 
fecting a  patent  application.  The  term 
includes  preliminary  Investigations  and 
detailed  planning  of  specific  projects  for 
securing  for  customers  non -conventional 
electric  power  .supplies  that  rely  on  tech- 
nology that  has  not  been  verified  pre- 
viously to  be  feasible.  Tfce  term  does  not 
include  expenditures  for  efficiency  sur- 
veys: studies  of  management,  manage- 
ment techniques  and  organization:  con- 
sumer surveys,  advertising,  promotions, 
or  Items  of  a  like  nature. 


( 2 )  Amend  the  Chart  of  Balance  Sheet 
Accounts  by  revising  the  title  for  account 
188,  "Research  and  Development  Expen- 
ditures'" to  read  188,  Research,  Develop- 
ment, and  Demonstration  Expenditures. 
As  amended,  the  Chart  of  Balance  Sheet 
Accounts  reads: 

Balance  Sh«et  Accounts  (Chart  •<  Accounts) 

ASSETS    AND      OTHER    DEBrtS 

*  •  •        .  •  • 

4    DtTERRED  Debits 
«  •  •  *  • 

188    Research,  development,  and  demonsua- 
tlon  expenditures. 

•  •  *  •  • 

(3)  The  text  of  the  Balance  Sheet  Ac- 
counts is  amended  as  follows : 

(a)  Amend  paragraph  A  of  accoimt 
103,  "Experimental  Electric  Plant  Un- 
classified," by  revising  the  term  "research 
and  development."  As  amended,  this  por- 
tion of  account  103  reads; 

103      Experinienlal  electric  plant  unclass- 
ified. 

A.  This  account  shall  include  the  cost 
of  electric  plant  which  was  constructed 
as  a  research,  development,  and  demon- 
stration plant  under  the  provisions  of 
paragraph  C,  •   *   * 

»  •  •  •  • 

(b)  Amend  the  first  sentence  of  para- 
graph C.  accoimt  107.  "Construction 
Work  in  Progress — Electric,"  by  revising 
the  term  "research  and  development."  As 
amended,  this  portion  of  account  107 
reads: 

107      Construction     work     in     progress — 
EJectric. 

•  »  *  •  • 

C.  Expenditures  on  research,  develop- 
ments and  demonstration  projects  for 
con.structi:>n  of  utility  facilities  are  to  be 
included  in  a  separate  subdivision  in  this 
account.  Records  must  be  mamtained  to 
show  separately  each  project  along  with 
complete  dc-taii  of  the  nature  and  pur- 
pose of  the  research,  development,  and 
demonstration  project  together  with  the 
related  costs, 

(c)  Amend  paragraphs  A,  C  and  D  and 
revise  the  title  of  account  188.  "Research 
and  Development  Expenditures  "  As 
amended,  tiiese  portions  of  accctint  188 
read: 

188      Research,  development,  and  demon- 
<itration  expenditures. 

A.  This  account  shall  be  charged  with 
the  cost  of  all  expenditures  commg  with- 
in the  meaning  of  Research,  Develop- 
ment, and  Demonstration  <RD&Dt  of 
this  uniform  .systems  of  accounts  tsee 
definition  27.B.  i  except  those  expendi- 
tures prcHJerly  chargeable  to  account  107,  r 
Construction  Work  m  Progress — Electric. 

B.  •    •    * 

C.  In  certain  instances  a  company  may 
Incur  large  and  significant  research,  de- 
vel(H>ment,  and  demonstration  expendi- 
tures which  are  nonrecurring  and  which 
would  distort  the  annual  research,  de- 
velor>ment.  and  demonstration  charges 
far  the  period.  •  •  * 

D.  The  entries  in  this  account  must  be 
so  maintained  as  to  show  separately  each 
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project  along  with  complete  detail  of  the 
nature  and  purpose  of  the  research,  de- 
velopment, and  demonstration  project 
together  with  the  related  costs. 

1 3  I  The  text  of  Uie  Operating  Revenue 
Accounts  is  aniended  by  revising  item  6 
of  account  456,  "Otiier  Electric  Reve- 
nues." As  amended,  this  portion  of  ac- 
count 456  reads: 

4*i6      Other  eleetrie  revenue*. 

.  .  •  • 

Items 

• 

6.  Include  In  a  separate  subaccount  reve- 
nues in  pavment  for  rlgiits  and,  or  benefits 
received  from  others  which  are  reallzec. 
through  research,  development,  aiwl  demon- 
stration vent<ires   •  •  • 

(4)  The  text  of  the  Operation  and 
Maintenance  Expense  Accounts  is 
amended  by  revLsing  the  references  to 
the  term  "research  and  development"  to 
read  research,  development,  and  demon- 
stration, throughout  v?irious  accounts. 
As  amended,  these  portions  of  the  text 
of  the  Operation  and  Maintenance  Ex- 
pense Accounts  read. 

Operation  and  Maintenance  Expense 
Accounts 

1 .  Power  Production  Expen.ses 

a.  steam  pov^'er  generation 

Operation 

y  t  t  * 

,>06       Misrellano«»us      steam       power      ex- 
pen'- e*. 
.  ,  .  •  • 

Its  MB 
«  •  •  •  « 

14     Research,    development     and    demon- 
stration expenses 

.  •  •  "  • 

.^2  4      Miseellaneou.s     nuelear     power     ex- 
penses. 
«  •  »  •  ♦ 

Items 
.  »  •  •  • 

14.    Research,    development     and    demon- 
stration expenses. 

.  .  •  •  • 

,1.39      Mi.scellaneous  hrdraulic  power  een- 
eralion  expenses. 
.  •  •  •  • 

ITBMS 
«  •  •  •  • 

16.    Research,    development,    and  demon- 
stration expenses 

«  «  •  •  • 

,S49       MisrcllaiK'ous   other   po>»er  nenrra- 
lion  expenses. 

•  •  •  •  • 

ITBKS 
«  «  «  •  • 

16     Research,    development     and    demon- 
stration expenses. 

•  •  •  •  • 
2    Transmission  Expenses 

Operation 

.■Jftf)      Miscellaneou.*        tr«n«ui*»ion        ex- 
pen  se.«>. 


RULES    AND    REGULATIONS 

Items 
.  •  •  • 

14     Research,    development,    and    demon- 
stration expenses 

3.  Distribution  Expenses 
Operation 
.  •  •  • 

.=188      MiM-ellaneous  diotriluui.m  exp«n'«es 


Items 


13.    Research,    development,    and    demon- 
stration expenses. 


•  • 


•  • 


7.  Administrative    and    General    Expenses 
Operation 

930.2      Miscellaneous  general  exp*  n>e>. 
»  •  *  • 

Items 


•i.  Research,  development,  and  demonstra- 
tion expenses  not  charged  to  other  opera- 
tion and  maintenance  expanse  accounts  on 
a  functional  basis 


PART  141— STATEMENTS  AND  REPORTS 
(SCHEDULES) 

(C»  Part  141.  Subchapter  D.  Approved 
Forms.  Federal  Power  Act.  Chapter  I, 
Title  18.  Code  of  Federal  Regulations,  is 
amended  as  follows: 

Section  Hl.Kdi  is  amended  as 
follows ; 

§  141.1  Form  >o.  1.  \nnual  report  for 
elerlrir  utililie-,  licenser*  an«l  ojher^ 
(<  la.s  A  and  (lass  H). 


(d>   This  annual  report  contains  the 
following  schedules:  ' 


Research.    Developnient,    aiid    Demoiistra- 
lion  Activities 


PART    154 — RATE  SCHEDULES   AND 
TARIFFS 

iC>  Part  154,  Subchapter  E.  Regula- 
tions under  the  Natural  Gas  Act.  Cha;3- 
ter  I,  Title  18.  Code  of  Federal  Regula- 
tions, is  amended  as  follows; 

Section  154.38  is  amended  as  follows; 

Paragraph  id»(5i(i)  is  amended; 
subdivisions  (ii).  <iii),  iiv»  are  added  to 
paragraph  td»-  paragraph  id''5^«ii)  is 
redesignated  as  paragraph  (dMSnv) 
and  revised;  as  amended,  ii  154.38id)  i5i 
reads  as  follows: 
§  154.38      romposition  of  rale  -wliedule. 


<d)   •  *  • 

(5)    ^    •    • 

M>  Commission  approval  may  be  re- 
quested of  rate  treatment  for  RD&D 
expenditures  of  $50,000  or  more  related 
to  a  project  undertaken  by  the  company 
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or  as  part  of  a  project  undertaken  by 
others,  or  for  a  group  of  projects  which, 
in  the  aggregate,  cost  $50,000  or  more 
when   advance   as.<;urance   of   rate   base 
treatment  is  desired.  This  approval  may 
be  requested  regardless  of  whether  the 
RD&D  is  undertaken  by  the  utility  or  by 
another  partv  or  organization.  Approval 
requests  shall  describe  the  project  in  such 
detail  a5  to  satisfy  the  Commission  that 
the  proiect  expenditure  involved  quali- 
fies as  being  valid,  justifiable,  and  rea- 
sonable   In  addition,  the  request  shall 
specifically  mclude  the  estimated  cost  of 
the   project   and    a   description    of   the 
utility's  expenditure   percentape  in   the 
total   project   program    When   a  utility 
participates  m  a  joint  project,  the  con- 
tractual agreements  .'Oiould  provide  the 
utilitv   complete   access   to  cost  records 
and  results  related  to  the  project   Rec- 
ords shall  be  kept  so  that  unscheduled 
progress   reports  may   be   called   for  as 
determined  bv  the  Commission  Approval 
requests  shall  justify  any  conduct  of  or 
partial  .'support  of  large-scale  demonstra- 
tion facilities  by  clearly  identifying  and 
justifying  the  portions  of  the  capital  and 
opera:  ir.R  costs  which  require  the  high 
risk  financial  support  nece.^^sary  to  the 
pursuit  of   RDiD    The   justification   of 
support  for  a  larpe-.scale  demon.'^tration 
facilitv  shall  mclude  a  statement  as  to 
the    planned    accounting    treatment    of 
revenue  which  may  be  derived  from  the 
facility's  product  and  of  proceeds  which 
mav   be   derived   from   the   sale   of   the 
facility 

<iii    Where   m.ore  tlian    one   jurisdic- 
tional company  proposes  to  ?uj>port  an 
RD&D  organization  as  defined  below,  an 
aj>proval   request  may  be  submitted   to 
the  Commission  by  the  RD&D  oi-ganiza- 
tion  covering  the  organizations  RD&D 
program  as  defined  t>elow    Approval  by 
the  Commission  of  such  RDA:D  program 
shall   constitute   approval  of   individual 
companies'  contributions   to  the  RD&D 
organization.   Organizations   eligible   to 
receive    contributions    from    companies 
and  to  request  program  approval  from 
the  Commission  under  thLs  section  may 
be    RD&D    organizations    broadly    sup- 
ported by  a  number  of  energy  mdustry 
.sectors  leg  .  natural  gas.  electric  power, 
petroleum,  coal,  nuclear  energy'     RD&D 
organizations    broadly    supported    by   a 
single  industrv-  sector;  regional  organi- 
zations that  work  primarily  on  problems 
of   a   regional   nature:    or  confortia   of 
companies    that  jointly   supoort   RD&D 
programs   for   the   collective   benefit  of 
their  ratepayers. 

(iiii  P.D&D  organizations  or  individ- 
ual jurisdictional  companies  requesting 
RD&D  approval  shall  annually  submit  a 
five-year  program  plan  at  least  180  days 
prior  to  the  commencement  of  the  flve- 
vear  period  of  the  plan  The  plan  .shall 
cleariv  state  the  objectives  withm  and 
beyond  the  five-year  period  and  clearly 
relate  the  objectives  to  the  interests  of 
the  ratepayers,  the  public,  and  the  In- 
dustry and  to  the  objectives  of  other 
major  research  organizations,  particu- 
larly the  U.S.  Energy  Research  and  De- 
velopment   Administration     The    plan 
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shall  contain  sufficient  budget,  techni- 
cal, and  schedule  details  to  afford  an 
understanding  of  the  work  to  be  per- 
formed, to  allow  an  assessment  of  the 
probability  of  success,  and  to  pemiit 
comparison  with  other  organizations'  re- 
search plans.  The  commencement  date 
and  expected  termination  date  for  indi- 
vidual research,  development,  and  dem- 
onstration projects  to  be  initiated  dur- 
ing the  first  year  of  the  plan  will  be 
given  along  with  e.xpect-ed  annual  costs. 
The  plan  shall  discuss  the  RD&D  efforts 
and  progress  since  the  preparation  of 
the  program  plan  submitted  the  previous 
year  and  .shall  explain  any  changes  that 
have  been  made  in  objectives,  priorities, 
and  budgets  since  the  plan  of  the  previ- 
ous year.  The  plan  shall  identify  all  ju- 
risdictional companies  that  will  support 
the  program  and  their  budgeted  support. 
The  plan  shall  identify  those  persons  in- 
volved in  the  developm.ent.  review,  and 
approval  of  the  plan  and  shall  state  the 
amount  of  effort  contributed  and  the  de- 
gree of  control  exercised  in  each.  The 
principal  tests  for  the  adequacv  of  pro- 
posed plan  shall  be  the  following  guide- 
lines. 

lai  Evidence  that  the  RD&D  objec- 
tives of  the  company  or  research  organi- 
zation have  been  clearly  established. 

<  b  I  Evidence  that  the  plan  evolves 
from  tliese  RD&D  objectives  and  ade- 
quately utilizes  the  viewpoints  of  scien- 
tific. engineennR.  industry-.  eco"omic, 
consumers  and  environmental  interests. 

ici  Evidence  that  an  effective  mecha- 
nism exists  and  is  used  for  coordinating 
this  research  and  development  plan  with 
other  relevant  efforts  of  national  scope. 

<d'  Evidence  that  the  project  or  pro- 
gram is  well  conceived  and  has  a  reason- 
able chance  of  benefitting  the  ratenayer 
in  a  reasonable  period  of  time,  having 
due  regard  to  the  basic,  exploratory  or 
applied  nature  of  each  submitted  RD&D 
project. 

'?)  Evidence  that  whatever  achieve- 
ments mav  result,  including  the  knowl- 
edge gained  or  technology  developed 
from  the  RD&D  effort,  if  anv,  will  accrue 
to  the  benefit  of  the  sponsoring  juris- 
dictional company's'  and  its  their 
customers. 

'iv)  Within  90  days  of  filing  of  the 
five-year  RD&D  plan  as  defined  above. 
the  Commi.ssion  will  state  its  decision 
with  respect  to  acceptance,  partial  ac- 
ceptance, or  reiection  of  the  plan.  or. 
when  the  comnlexitv  of  issues  in  the  plan 
so  requires,  will  .set  a  date  certain  by 
which  a  final  decksion  will  be  made,  or 
will  order  the  matter  set  for  hearing 
Partial  rejection  of  a  plan  bv  the  Com- 
mission will  be  accompanied  by  a  deci- 
sion as  to  the  partial  level  of  acceptance 
which  will  be  proportionally  applied  to 
all  contributions  listed  for  iuri'^dictional 
companies  in  the  plan  Approval  by  the 
Commission  of  a  five-year  plan  consti- 
tutes approval  for  rat«  treatment  of  all 
projects  identified  as  starting  during  the 
first  year  of  the  approved  plan.  Con- 
tinued rate  treatment  will  be  dependent 
upon  review  and  evaluation  of  .subse- 
quent annual  reports. 


'v)  A  natural  gas  pipeline  company 
may  submit  a  research,  development 
and  demonstration  cost  adjustment  pro- 
vision to  flow  through  changes  in  its 
expenditures  for  research,  development 
and  demonstration.'  Changes  permitted 
hereunder  include  both  expenditures 
chargeable  to  operations  as  well  as  rate 
base  treatment  of  the  balances  in  ac- 
count 188  as  hereinafter  defined.  No 
RD&D  adjustment  provision  shall  be- 
come effective  until  authorized  by  the 
Commission.  No  request  for  RD&D  ad- 
justment provision  will  be  considered  by 
the  Commission  unless  the  proposed 
clause  indicates  the  following  terms  and 
conditions: 

(a)  The  RD&D  expenditures  adjust- 
ment shall  be  reflected  in  the  com- 
pany's rates  only  when  it  amoimts  to 
at  least  one-tenth  of  1  mill  ($0.0001)  per 
thousand  cubic  feet  of  annual  jurisdic- 
tional sales.  Rate  changes  shall  be  ap- 
plied to  the  commodity  component  of 
the  existing  rates  of  a  pipeline  com- 
pany's two-part  rates  and  to  the  volu- 
metric rates  of  a  pipeline  company's 
one-part  rates 

<b<  Rate  changes  shall  be  computed 
and  filed  not  more  frequently  than  semi- 
annually. Rate  changes  by  companies 
having  Commission  approved  PGA 
clau-ses  should  be  computed  and  filed  to 
the  extent  practicable  to  coincide  with 
the  propo<:ed  effective  date  of  a  PGA 
rate  change. 

(c>  Except  in  the  case  of  expenditure 
approval  pursuant  to  ?  154.38'd)  (5)<ii» 
RD&D  expenditures  chargeable  to  opera- 
tions which  may  be  tracked  and  reflected 
in  rites  shall  be  the  amoimt  which  actual 
RD&D  expenditures  during  the  12-month 
period  ending  3  months  prior  to  a  pro- 
rosed  rate  adjustment  exceed  or  are  less 
than  1 1  >  the  amount  allowed  in  the  com- 
panies last  rate  proceeding  or  the  aver- 
age of  3  years  RD&D  expenditures  if  such 
rate  adjustment  is  an  initial  filing  under 
the  subsection;  or  (3)  the  actual  RD&D 
expenditures  in  the  company's  last  prior 
rite  adjustment  under  this  section. 

<  d  I  RD&D  expenditures  in  account  188 
which  are  eligible  to  receive  rate  base 
treatment  and  which  may  be  tracked  and 
reflected  in  rates  shall  be  the  amount 
whi?h  the  actual  balances  in  such  ac- 
count during  the  12-month  period  ending 
3  months  pnor  to  the  proposed  rate  ad- 
justment exceed  or  are  less  than  the 
balances  in  such  account  as  of  the  date 
of  this  regulation,  if  an  initial  filing  un- 
der this  section,  or  the  balances  in  ac- 
count 188  included  in  the  company's  last 
prior  rate  adjustment  under  this  sub- 
section. For  the  purpose  of  determining 
the  balance  which  may  be  tracked  the 
company  shall  reduce  the  balance  in  ac- 
count 188  by  all  moneys  recorded  in  ac- 
count 495  related  to  its  RD&D  expendi- 
tures and  shall  increase  or  reduce  such 
account  balance,  as  appropriate,  by  the 
applicable  accumulated  deferred  income 


taxes.  The  rate  of  return  used  by  the 
company  to  determine  the  rate  effect  of 
the  rate  base  treatment  of  the  balance  in 
account  188  shall  be  the  rate  of  return 
last  allowed  by  the  Commission  during 
the  previous  3-year  period  If  there  has 
been  no  such  rate  of  return  allowed  dur- 
ing the  previous  3-year  period,  then,  in 
the  absence  of  evidence  submitted  to  the 
contrary,  the  return  utilized  shall  be  the 
present  interest  rate  used  for  computing 
refunds  as  specified  in  §  154.67. 

(e)  Anv  tariff  filing  made  by  the  com- 
panv  to  increase  its  rates  to  its  customers 
shall  meet  the  notice  requirements  of 
§  154  22.  which  provide,  in  pertin'^nt  part 
that  the  filing  be  filed  with  the  Commis- 
sion and  posted  las  defined  m  5  154  16 1 
at  least  45  days  prior  to  the  date  on 
which  any  change' si  in  its  existing  rates 
is  to  become  effective  Simultaneouslv 
with  the  above  filing,  the  com  pan  v  shall 
furnish  the  Commission,  jurisdictional 
customers,  and  interested  State  Commis- 
sions a  report  containing  detailed  com- 
nutations  which  clearly  show  the  deriva- 
tion of  the  proposed  rate  adiustment. 
The  effect  upon  jurisdictional  rates  shall 
be  determined  by  computing  the  unit 
change  (either  increase  or  decrease' 
based  upon  jurisdictional  sales  volumes 
for  the  12-months  ending  3  months  prior 
to  the  proposed  rate  adiustment.  Any 
RD&D  expenditure  for  which  the  com- 
pany has  been  allowed  to  track  bv  other 
regulatory  bodv  shall  be  clearlv  desig- 
nated and  treated  in  such  a  manner  so  as 
to  avoid  double  recoverv.  Each  rate  ad- 
iustment shall  become  effective  on  the 
proposed  effective  date  without  suspen- 
sion provided  that  except  in  the  case  of 
rate  adjustments  based  on  expenditures 
approval  pursuant  to  5  154.38'd^ 'S' 'ii> 
f>nv  rate  increase  shall  be  subiect  to  re- 
duction and  refund  of  anv  portion  found 
a^ter  hearing  to  be  unjustified  by  a  final 
Commission  order. 

(ft  In  addition  to  the  above  required 
report  containing  the  derivation  of  the 
proposed  rate,  the  following  additional 
data  shall  be  submitted  as  part  of  the 
application:  A  statement  as  to  the  an- 
ticipated scope  and  objective  of  the 
RD&D  and  the  relationship  of  such  objec- 
tive to  the  jurisdictional  service  for 
which  the  tracking  is  to  apply.  If  the 
tracking  is  not  to  apply  to  certain  juris- 
dictional service  but  is  to  apply  to  others. 
a  statement  as  to  the  reasons  for  such 
determination. 

(g)  No  company  shall  be  required  to 
reduce  its  rate  undei  this  subsection  by 
an  increment  exceeding  the  aggregate 
increases  allowed  thereunder. 

Section  154.63(fi  is  amended  by  add- 
ing a  new  Schedule  E-4.  renumbering 
present  Schedule  E-4  as  Schedule  E-5. 
and  revising  Schedule  N-11. 

As  amended.  5  154.63if^  reads: 

§  154.63      Changes    in    a    tariff,    executed 
service  agreement  or  part  thereof.' 


'  For  purposes  of  this  subsection.  RD&D 
expenditures  represent  those  co<st  Includible 
in  Account  188.  Research.  Development  and 
Demonstration  expenditures. 


(f)   Description  of  statements. 


«    •    • 
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Schedule  £-<  setting  forth  monthly  bal- 
ances included  In  Account  188.  Research 
development,  and  demonstration  expendi- 
tures, separately  for  each  project  therein  Im- 
mediately followed  and  increased  or  reduced, 
as  appropriate,  by  the  applicable  accumu- 
lated deferred  Income  taxes.  This  schedule 
shall  also  include  all  related  amortization 
for  the  same  periods. 

Schedule  E-5  showing  the  computations, 
cross-references  and  sources  from  which  the 
data  In  computing  claimed  »-orltlng  capital 
are  derived. 

«  •  •  •  • 

Schedule  N-11.  A  complete  deecripUon  of 
amounts,  by  venture,  recorded  in  Account 
188.  Research,  development,  and  demonstra- 
tion expenditures,  as  of  the  beglnnlns  and 
end  of  the  test  period,  increased  or  reduced, 
as  appropriate,  by  the  applicable  accumu- 
lated deferred  Income  taxes  This  schedule 
shall  also  include  all  related  amortization 
for  the  same  period. 


as  attorneys  fees  expended  in  making 
and  perfecting  a  patent  application  The 
term  includes  prelirmnary  investigations 
and  detailed  planning  of  specific  projects 
for  securing  for  customers  non-conven- 
tional pipeline  gas  supplies  that  rely  on 
technology  that  has  not  been  verified 
previously  to  be  feasible.  The  term  does 
not  Include  expenditures  for  efficiency 
surveys:  studies  of  management,  man- 
agement techniques  and  organization; 
consumer  surveys,  advertising,  promo- 
tions, or  items  of  a  like  nature. 

<2)  Amend  the  Chart  of  Balance  Sheet 
Accounts  by  revising  the  title  for  account 
188.  "Research  and  Development  Ex- 
penditures" to  read  188.  Research.  De- 
velopm.ent, and  Demonstration  Expendi- 
tures. As  amended,  the  Chart  of  Balance 
Sheet  Accounts  reads: 

Balance  Sheet  Accounts 


PART    201— UNIFORM    SYSTEM    OF    AC- 
COUNTS FOR  NATURAL  GAS  COMPANIES 

lE)  The  Commissions  Uniform  Sys- 
tems of  Accounts  for  Class  A  and  Class 
B  Natural  Gas  Companies  prescribed  by 
Part  201.  Chapter  I,  Title  18  of  the  Code 
of  Federal  Regulations,  is  amended  as 
follows: 

>1)  The  Definitions  are  amended  by 
revising  Definition  28B,  "Research  and 
Development."  As  amended,  this  portion 
of  the  Definitions  reads : 

Definitions 


28.  A.  •   •    • 

B.      "Research.      Development,      and 
Demonstration"  (RD&D)  means  expend- 
itures incurred  by  natural  gas  companies 
either  directly  or  through  another  per- 
son or  organization   (such  as  research 
institute,  industry  association,  founda- 
tion, university,  engineering  company,  or 
similar  contractor^  in  pursuing  research, 
development,  and  demonstration  activi- 
ties   including  experiment,   design,   in- 
stallation,   construction,    or    operation. 
This  definition  includes  expenditures  for 
the  implementation  or  development  of 
new  and /or  existing  concepts  imtil  tech- 
nically feasible  and  commercially  feasi- 
ble  OE>erations   are  vertified.   Such   re- 
search, development,  and  demonstration 
costs  should  be  reasonably  related  to  the 
existing     or     future     utility     business, 
broadly  defined,  of  the  public  utility  or 
licensee  or  in  the  environnaent  in  which 
It  operates  or  expects  to  operate.  The 
term  includes,  but  is  not  limited  to:  All 
such  costs  incidential  to  the  design,  de- 
velopment or  implementation  of  an  ex- 
perimental facility,  a  plant  process,   a 
product,  a  formula,  an  invention,  a  sys- 
tem or  similar  items,  and  the  improve- 
ment of  already  existing  items  of  a  like 
nature:  amounts  expended  in  connection 
with  the  proposed  development  and /or 
proposed  delivery  of  substitute  or  syn- 
thetic    gas     supplies     (alternate     fuel 
sources,  for  example,  an  experimental 
coal    gasification    plant   or    an    experi- 
mental plant  synthetically  producing  gas 
from    liquid   hydro-carbons) :    and    the 
costs  of  obtaining  its  own  patent,  such 


(Chart  of  Accounts) 

ASSETS  AND  OTHER  DEBITS 
,  •  •  •  • 

4.  Deferred  DEBrrs 

•  •  • 

188     Research,  development,  and  demonstra- 
tion expenditures 

.  •  •  • 

(3)  The  text  of  the  Balance  Sheet  Ac- 
counts is  amended  as  follows: 

(a)  Amend  paragraph  A  of  account 
103.  "Experimental  Gas  Plant  Unclassi- 
fied." by  revising  the  term  "research  and 
development."  As  amended,  this  portion 
of  account  103  reads: 

103  Experimental  gas  plant  unclassified. 
A.  Tills  account  shall  include  the  cost 
of  gas  plant  which  was  constructed  as  a 
research,  development,  and  demonstra- 
tion project  under  the  provisions  of 
paragraph  C.  *  *  * 

•  •  • 

(b)  Amend  the  first  sentence  of  para- 
graph C.  account  107.  "Construction 
Work  in  Progress— Gas.  '  by  revising  the 
term  "research  and  development."  As 
amended,  this  portion  of  account  107 
reads : 

107      Construction     work    in    progress — 
Gas. 

•  •  •  •  • 

C.  Expenditures  on  research,  develop- 
ment, and  demonstration  projects  for 
construction  of  utility  facilities  are  to  be 
included  in  a  separate  subdivision  in  this 
account.  Records  must  be  maintained  to 
show  separately  each  project  along  with 
complete  detail  of  the  nature  and  pur- 
pose of  the  research,  development,  and 
demonstration  project  together  with  the 
related  costs. 

.  «  •  »  • 

(c)  Amend  paragraphs  A.  C  and  D 
and  revise  the  title  of  account  188.  "Re- 
search and  Development  Expenditures." 
As  amended,  these  portions  of  account 
188  read: 

188      Research,  development,  and  demon- 
stration expenditure*. 

A.  This  accoimt  shall  be  charged  with 

the    cost    of    all    expenditures    coming 


within  the  meaning  of  Research.  Devel- 
opment, and  Demonstration  (RD&D>  of 
this  Uniform  Systems  of  Accounts  <see 
definition  28.B.),  except  those  expendi- 
tures properly  chargeable  to  Account 
107,  Construction  Work  in  Progress- 
Gas 

B.  •  *  * 

C.  In  certain  instances  a  company  may 
incur  large  and  significant  research,  de- 
velopment, and  demonstration  expendi- 
tures which  are  nonrecurring  and  which 
would  distort  the  annual  research,  de- 
velopment, and  demonstration  charges 
for  the  period  *  *  * 

D  The  entries  in  this  account  must  be 
so  maintained  as  to  show  separately  each 
project  along  with  «Mnplete  detail  of  the 
nature  and  purpose  of  the  research,  de- 
velopment, and  demonstration  project 
together  with  the  related  costs. 

( 3  >  The  text  of  the  Operating  Revenue 
Accounts  is  amended  by  revising  item  8 
of  account  495.  "Other  Gas  Revenues." 
As  amended,  this  portion  of  account  495 
reads : 

49.1      Other  Ras  revenues. 

•  •  •  • 

Items 


8  Include  In  a  separate  subaccount  reve- 
nues In  payment  for  rights  and  or  benefits 
received  from  others  which  are  reallted 
through  research,  development,  and  demon- 
stration ventures.  •  •  • 

(4)  The  text  of  the  Operation  and 
Maintenance  Expense  Accounts  is 
amended  by  revising  the  references  to  the 
term  "research  and  development"  to  read 
research,  development,  and  demonstra- 
tion, throughout  various  accounts.  As 
amended,  these  portions  of  the  text  of  the 
Operation  and  Maintenance  Expense  Ac- 
counts read : 

Operation  and  Maintenance  Expense 
Accounts 

1    Production  Expenses 

a    manufactured  cas  production 

A  1.    Steam  Production 

Operation 


703      Miscellaneous  steam  expense*. 
.  .  •  •  • 

Items 
.  •  •  •  • 

12  Research,  development,  and  demonstra- 
tion expenses. 

«  .  •  •  • 

A  2    Manufactured  Gas  Production 

Operation 
.  •  •  •  • 

735      Miscellaneous  production  expenses. 
,  •  •  •  • 

Items 
,  •  »  •  • 

32  Research,  development,  and  demonstra- 
tion expenses 

B    Natural  Gas  Production 

B  1  Natural  Gas  Production  and  Gathering 
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Operation 

T,>9      Otlior  r\pense«i. 

•  •  •  * 

Items 

.  •  ■  •  • 

5.  Research,  development,  and  demonstra- 
aon  expenses. 

B  2    Products  Extraction 
Operation 

77(1       (  IjM  r:ilion  -iipplir*  anil  .  \pi use*. 
<  .  •  • 

Items 
.  .  .  •  • 

8.  Research,  development,  and  demonstra- 
tion expenses. 

,  «  «  »  * 

2    Natural  Gas  Storage  Expenses 

,  •  •  •  • 

A    Underground  Storage  Expenses 

t  •  * 

824      Ollur  e\peii>.r«. 

This  account  shall  include  the  cost  of 
labor,  material  used  and  expenses  in- 
curred m  operating  underground  storage 
plant,  and  other  underground  storage 
operating  expenses,  not  includible  in  any 
of  the  foregoing  accounts,  including  re- 
search, development,  and  demonstration 
expenses, 

•  •  •  •  * 
B   Other  Storage  Expenses 

Operation 
.  .  .  •  • 

}{  1  1         <  Ip.  r.itiiMi  l.ilxir  ,iMcl  f\p«'H>fS. 

Items 
,  .  •  «  « 

17.  Research,  development,  and  dem- 
onstration expenses. 

•  •  •  *  * 

3.  Transmission  Expenses 

Operatiqn 

8."»y      OiIkt  p\prn«>c*. 

This  account  shall  include  the  cost  of 
labor,  material  used  and  expenses  in- 
curred in  operating  transmission  system 
equipment  and  other  transmission  sys- 
tem expenses  not  includible  in  any  of  the 
foregoing  accounts,  including  research, 
development,  and  demonstration  ex- 
penses. 

»  •  J  a  5 

4.  Distribution  Expenses 

Operation 

«  •  •  *  « 

This  account  shall  include  the  cost  of 
distribution  maps  and  records,  distribu- 
tion office  expenses,  and  the  cost  of  labor 
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and  materials  used  and  expenses  incur- 
red in  distribution  systems  operations 
not  provided  for  elsewhere,  including  the 
expenses  of  operating  street  lighting 
systems  and  research,  development,  and 
demonstration  expenses. 

.  r  •  «  • 

8    Administrative  and  General  Expenses 
Operation 


930.2      Miscellaneous  general  expenses. 

*  •  «  •  • 

Items 
.  .  •  »  « 

4.  Research,  development,  and  demonstra- 
tion expen?;es  not  charged  to  other  operation 
and  maintenance  expense  accounts  on  a 
functional  basis. 


P,<VRT   260  — STATEMENTS  AND  REPORTS 
(SCHEDULES) 

(F)  Part  260,  Subchapter  G.  Ap- 
proved Forms,  Natural  Gas  Act,  Chapter 
I.  Title  18,  Code  of  Federal  Regulations,  is 
amended  as  follows: 

§260.1       Form   No.  2,  .Annual   report  for 
iicitural   gas  companies   (Class  A  and 

(  ia-B). 

»  •  »  »  - 

'O  This  annual  report  contains  the 
following  schedules: 


System  Maps. 

Research.  Development,   and  Demonstration 

Activities. 


(G'  Effective  for  the  reporting  year 
1977,  certain  schedule  pages  of  FPC  Form 
No.  1.  Annual  Report  for  Electric  Utili- 
ties, Licensees  and  Others  "Class  A  and 
Class  B >,  prescribed  by  §  141.1,  Chapter  I, 
Title  18  of  the  Code  of  Federal  Regula- 
tions, are  editorially  amended,  all  as  set 
out  in  Attachment  A.  hereto.' 

(Hi  Effective  for  the  reporting  year 
1977,  certain  schedule  pages  of  FPC 
Form  No.  2,  Annual  Report  for  Natural 
Gas  Companies  (Class  A  and  Class  B), 
prescribed  by  §  260.1.  Chapter  I,  Title  18 
of  the  Code  of  Federal  Regulations,  are 
editorially  amended,  all  as  set  out  in 
Attachment  B,  hereto. 

(I>  This  order  is  effective  upon  issu- 
ance. 

ij»   The  Secretary  shall  cause  prompt 

publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

jPR  Doc  77-16519  Filed  6-10-77;8:45  am) 


•  Attachments  A  and  B  filed  as  part  of  the 
original  document. 


Title  24 — Housing  and  Urban  Development 

CHAPTER  X— FEDERAL   INSURANCE 
ADMINISTRATION 

SUBCHAPTER    B— NATIONAL    FLOOD 
INSURANCE    PROGRAM 

(Docket  No   Fl-lOO  ' 

PART  1920 — PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Mao  Amendment  for  the  Town  of 
North  Providence.  Rhode  Island 

AGENCY;  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Pinal  rule. 

SUMMARY:  On  April  9,  1973.  in  38  FR 
9016.  the  Federal  Insurance  Administra- 
tor published  a  list  of  communities  with 
Special  Flood  Hazard  Areas  which  in- 
cluded North  Providence.  Rhode  Island 
Map  No,  H  440020  Panel  01  indicates 
that  Lots  187  and  189  and  the  adjoin- 
ing 25  feet  in  width  by  the  entire  depth 
of  Lot  188,  North  Providence  Park  also 
being  57  Alexander  Street,  North  Prov- 
idence, Rhode  Island,  as  recorded  in 
Book  93.  Page  759  in  the  office  of  Deed, 
Land  Records  of  North  Providence, 
Providence  County,  Rhode  Island,  are 
in  their  entirety  within  the  Special  Fl(X)d 
Hazard  Area.  It  has  been  determined  by 
the  Federal  Insurance  Administration. 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  re- 
cently acquired  flood  information,  that 
the  above  property  is  not  within  the 
Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  eflec- 
tive  on  June  13,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insuran^-e  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270.  451  Seventh  Street, 
Southwest.  Washington.  DC    20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  bv  establ'i.'^hing 
that  the  subject  property  is  not  withm 
the  Special  Flood  Hazard  Arei,  removes 
the  requirement  lo  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  iru^urance  as  a  conditior, 
of  such  a-ssistinre.  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
Question  during  the  same  policv  year 
The  premium  refund  mav  be  obtained 
from  the  National  Flood  Insurers  Associ- 
ation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy 

Map  No.  H  440020  Panel  01  is  hereby 
corrected  to  reflect  that  the  abo\-e  prop- 
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erty  is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  April  13.  1973. 
I  National  Flood  Insurance  Act  of  1968 
(Title  XIII  of  Housing  and  Urban  Develop- 
ment Act  of  19681.  effective  January  28. 
1969  1 33  FR  17804.  November  28.  19681.  as 
amended,  42  USC  4001-4128;  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Admit. istrator  34  FR  2680.  February 
27.  1969,  as  amended  by  39  FR  2787.  January 
24.  1974  I 

Issued:  May  25,  1977. 

Howard  B   Clafk. 
Acting  Federal 
Insurance  Adirimistrator. 

IFR  Doc  77-16422  Filed  6-10-77  8  45  am| 


(Docket  No  FI- 1001 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Lakeside,  Texas 

AGENCY:   Federal  Insurance  Adminis- 
tration. HUD, 

ACTION:  Final  rule. 

SL^MMARY:  On  April  9.  1973,  m  38  FR 
9017.  the  Federal  Insurance  Administra- 
tor published  a  list  of  communities  with 
Special  Flood  Hazard  Areas  which  in- 
cluded Lakeside.  Texas,  Map  No. 
H  480604  Panel  02  indicates  that  Lot  13. 
Block  3.  Van  Zandt  Place,  Lakeside. 
Texas,  as  recorded  in  Volume  388-R. 
Page  56.  of  Plats  in  the  office  of  the  Clerk 
of  Deed  Records  of  Tarrant  County, 
Texas,  is  in  its  entirety  within  the  Spe- 
cial Flood  Hazard  Area.  It  has  been  de- 
termined by  the  Federal  Insurance  Ad- 
ministration, after  further  technical 
review  of  the  above  map  in  light  of 
additional,  recently  acquired  flood  in- 
formation, that  the  above  property  is 
not  within  the  Saecia'  Flooa  Hazard 
.'^rea 

DATES;  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Lme  800-424- 
8872,  Room  5270.  451  Seventh  Sti-eet 
Southwest.  Washington,  D.C,   20410 

SLTPLEMENTARY  INFORMATION 
This  map  amendment,  by  establishmg 
that  the  sub.iect  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance a^  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
CDnstruction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  oi*Tier  from 
maintaining  flood  insurance  coverage 
on  the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icv year.  pro\'ided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question   during  the  same   policy  year. 


The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation 'NFIA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No,  H  480604  Panel  02  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty IS  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  April  13.  1973, 
(National  Flood  Insurance  Act  of  1968  i Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968'!,  etTective  January  28,  1969  (33  FH 
17804,  November  28,  1968),  as  amended;  42 
U,S-C.  4001-4128;  and  Secretary  s  delegation 
of  authontv  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  February  27.  1969,  as 
amended  by  39  FR  2787,  January  24,  1974.) 

Issued :  May  24,  1977. 

Howard  B  Clark. 
Acting  Federal 
Insurance  Administrator. 

(PR  Doc  77-16432  Filed  6-10-77;8:45  amj 


the  basis  of  this  .map  amewdlBcnt.  the 
property  owner  may  obtain  a  fuU  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation I  NFIA I  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340067  Panel  03  is  hereby 
corrected  to  reflect  that  the  above 
mentioned  prooerty  is  not  within  the 
Snecial  Flood  Hazard  Area  identified  on 
August  31,  1973 

I  National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Hovislng  and  Urban  Development  Act 
of  19681  effective  January  28  1969  (33  FR 
17804,  November  28  1968'  a,s  amended  42 
use  4(X)1-4128;  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  268il  February  27.  1969.  as 
amended  (39  FR  2787,  January  34,  1974), i 


[Docket  No,  FI-1961 

PART  1920— PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

.A.GENCY;    Federal  Insurance  Adminis- 
tration, HLTD, 
ACTION:  Final  rule 

SL^IMARY  On  August  24.  1973.  in  38 
FR  22776,  the  Federal  Insurance  Ad- 
ministrator publi.=  hed  a  list  of  com- 
munities with  Special  Flood  Hazard 
Areas  which  included  the  ViUage  of 
Ridgewood.  New  Jersey  Map  No,  H 
340067  Panel  03  indicates  that  Lot  22, 
Block  4106,  at  415  Arden  Court.  Ridge- 
wood. New  Jersey,  as  recorded  m  Book 
5497,  Page  194,  m  the  office  of  the  Clerk 
of  Bergen  County.  New  Jersey,  is  m  its 
entirety  within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
eral Insurance  AdminLstration.  after 
further  technical  review  of  the  above 
man  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
mentioned  property  is  not  within  the 
Special  Flood  Hazard  Area 
DATES;  The  map  amendment  is  effec- 
tive as  of  June  13.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mr     Richard    Krimm.    Assistant    Ad- 
mmistrator.  Office  of  Flood  In-^urance, 
2^2-755-5581    or  Toll   Free  Une   800- 
424-8872,    Room    5270,    451     Seventh 
Street,    Southwest    Washington,    D,C 
20410. 
SLTPLEMENTARY       INFORMATION; 
This   map   amendment,   by   establishing 
that  the  subiect  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the   requirement   to   purchase   flood   m- 
s'.irance    as    a    condition    of    Federal    or 
Federally-related  financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
asrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 


I.<;sued:  May  20.  1977. 

Howard  B  Clark. 
Acting  Federal 
Insurance  Administrator. 

;FR  Doc  77-16406  Filed  6-10-77;8:45  am] 


Docket  No    F^-196' 

PART  1920 — PROCFOURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgev>rood.  New  Jersey 

AGENCY-   Federal  Insurance  Adminis- 
tration, HLTD 

ACTION    Final  rule 

SUMM,ARY;  On  AuR^ast  24  1973,  m  38 
FR  22776,  the  Federal  Ir.'iurance  Admin- 
istrator published  a  hst  of  communities 
with  Special  F\on6  Haz^ird  Areas  which 
including  the  Villaee  of  Rideewood  New 
Jersev  Map  No  H  340067  Panel  04  indi- 
cates'that  lx)t  24.  Block  420,5  located  at 
143  Bergen  Court.  Rideewood,  New  Jer- 
sey, as  recorded  in  Book  5396  Papes  497 
through  499,  m  the  office  of  the  Clerk  of 
Bergen  Countv.  New  Jersey  is  m  its  en- 
tirety withm  tlie  Special  Flood  Hazard 
Area.  It  has  been  determined  bv  the  Fed- 
eral Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
mentioned  property  is  not  within  the 
Special  Flood  Hazard  Area 
DATES  The  map  amendment  is  efTec- 
tiveon  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr     Richard    ?:nmm,    A.ssistant    Ad- 
ministrator. Office  of  Flood  Insurance. 
■2021   755-5581  or  Toll  Free  Line    800) 
424-8872      Room     5270,     4,M     Seventh 
Street,    Southwest,   Washington,    DC. 
20410, 
SLTPLEMENTARY        INFORMATION 
This    map   amendment    by   e-tabli'-hmg 
that  the  subiect  property  i.v  not  withm 
the  Special  Flood  Hazard  Area,  removes 
the   requirement   to   purchase   flood   In- 
surance   as    a    condition    of    Federal    or 
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Federally-related  financial  assistance  for 
construction  or  acquisiticn  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flcxid  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIAi  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340067  Panel  04  is  hereby 
corrected  to  reflect  that  the  above 
property  is  not  withm  the  Stx-cial  Flood 
Hazard  Area  identified  on  August  31, 
1973. 

National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28,  !9t^9  (33  FR 
17804.  November  28.  1968).  a.s  amended  42 
US.C-  4001  4128  and  Secretary'.s  delegation 
of  authority  to  Federal  Insurance  Adniiiiis- 
trator  34  FR  2680  February  27,  1969.  as 
amended   i39  FR  2787.  January  24.  1974i 

Issued:  May  16.  1977 

J.  Robert  Huntkr. 
Acting  Federal 
Insurance  Administrator. 

(FR  Doc  77-16407  Filed  6   10-77:8  45  am] 


[Docket  No   FI-1961 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD 

ACTION:  Final  rule. 

SUMMARY.  On  Augiist  31.  1973.  in  38 
FR  22776,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Village  of  Ridgewood.  New 
Jersey  Map  No.  H  340067  Panel  03  indi- 
cates that  Lot  22.  Block  4107.  at  334 
South  Van  Dien  Avenue.  Ridgewood,  New- 
Jersey,  as  recorded  in  Book  6055,  Page 
370.  in  the  office  of  the  Clerk  of  Bergen 
County.  New  Jersey,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  men- 
tioned property  is  not  within  the  Special 
Flood  Hazard  Area. 

DATE  The  mip  amendment  is  effec- 
tive on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
(202'  755-5581  or  Toll  Free  Line  i800' 
424-a872,  Room  5270.  451  Seventh 
Street,  Southwest,  Washington,  DC. 
20410 


SUPPLEMENTARY  INFORMATION?: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  a-ssLstance.  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
m  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIAi  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  men- 
tioned property  is  not  within  the  Spe- 
cial Flood  Hazard  Area  identified  on 
August  31,  1973. 

(National  Flood  Insurance  Act  of  1968 
(Title  Xin  of  Housing  and  Urban  Develop- 
ment Act  of  1968).  efTectlve  January  28,  1969 
(33  FR  17804,  November  28.  1968),  as 
amended:  42  lisc  4001-4128;  and  Secre- 
tary's delegation  of  authority  to  Federal  In- 
surance Administrator  34  FR  2680,  Febru- 
ary 27.  1969.  as  amended  (39  FR  2787,  Janu- 
ary' 24,   1974).) 

Issued:  May  16, 1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc. 77-16408  Filed  6-10-77,8:45  ami 


(Docket  No.  PI- 196) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

AGENCY  Federal  Insurance  Adminis- 
tration. HLT3. 

ACTION :  Final  rule. 

SUMMARY  On  August  31.  1973.  in  38 
FR  22776.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Village  of  Ridgewood,  New- 
Jersey  Map  No.  H  340067  Panel  01  indi- 
cates that  Lot  8.  Block  4605.  at  528 
Stevens  Avenue.  Ridgewood.  New  Jersey, 
as  recorded  in  Book  4867.  Page  248.  in 
the  office  of  the  Clerk  of  Bergen  County. 
New  Jersey,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  l)een 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical  re- 
view of  the  above  map  in  light  of  Eiddi- 
tional,  recently  acquired  flood  informa- 
tion, that  the  existing  structure  on  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area. 

DATE :  The  map  amendment  is  eCfective 
on  June  13.  1977. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  AssL<;tant  Admin- 
istrator. Office  of  Flood  Insurance 
(202»  755-5581  or  Toll  Free  Une  (800i' 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington  DC 
20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFTAi  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  August  31,  1973. 

National  Flood  In.svirance  Act  of  1968  (Title 
XIII  Q^Hoiislng  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  1 33  FR 
17804,  November  28.  1968).  as  amended:  42 
U.S  C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator 34  FR  2680.  February  27,  1969,  as 
amended  (39  FR  2787,  January  24,  1974). 

Issued:  May  24,  1977. 

Howard  B.  Clark, 
ActiJig  Federal 
Insurance  Adininistrator. 

[FR  Doc. 77-16409  Filed  6-10-77:8:45  ami 


(Docket  No.  PI-196) 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  August  24.  1973.  in  38 
FR  22776.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Village  of  Ridgewood,  New- 
Jersey.  Map  No  H  340067  Panel  01  indi- 
cates that  Lot  5,  Block  4406.  located  at 
505  Amsterdam  Avenue.  Ridgewood,  New- 
Jersey,  as  recorded  in  Book  6139,  Page 
29.  in  the  office  of  the  Clerk  of  Bergen 
County,  New  Jersey,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area. 
It  has  been  determined  by  the  Federal 
Insurance  Adnainistration,  after  further 
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technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  informaUon,  that  the  existing 
structure  on  the  above  mentioned  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area. 

DATE:  The  map  amendment  is  effective 
on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator,   Office    of    Flood    Insurance. 
(2021  755-5581  or  Toll  Free  Line  '800' 
424-8872.    Room    5270,     451     Seventh 
Street,   Southwest,   Washington.   DC. 
20410. 
SUPPLEMENTARY       INFORMATION : 
This  map  amendment,   by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related   financial    assistance    for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  ow-ner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
Tlie  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFI.A)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  August  31.  1973. 
National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804.  November  28,  1968).  a.s  amended:  42 
US.C  4001-4128:  and  Secretary's  de'egation 
of  authorltv  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  February  27.  1969.  as 
amended  (39  FR  2787,  Januar*  24,  1974). 

Issued:  May  25,  1977.       ^ 

Howard  B.  Clark, 

Acting  Federal 
Insurance  Administrator . 
(FR  Doc.77-16410  Filed  6-10-77:8:45  ami 


(Docket  No  FI-1961 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  August  24,  1973.  in  38 
FR  22776.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  Village  of  Ridgewood.  New- 
Jersey.  Map  No.  H  340067  Panel  03  in- 


dicates that  Lot  29,  Block  4106,  at  269 
South  Irving  Street,  Ridgew-ood,  New- 
Jersey,  as  recorded  in  Book  6016.  Page 
284,  in  the  office  of  the  Clerk  of  Bergen 
County.  New  Jersey,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  men- 
tioned property  is  not  w-ithin  the  Spwcial 
Flood  Hazard  Area. 

DATES :  The  map  amendment  is  effective 
on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
(202'  755-5581  or  Toll  Free  Line  '800i 
424-«872.  Room  5270,  451  Seventh 
Street.  Southwest,  Washington.  DC 
20410. 

SLTPLEMENTARY       INFORMATION ; 

This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in- question  during  the  same  policy  year 
The  premi'Jin  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  340067  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  August  31, 
1973. 

National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804,  November  28.  1968),  as  amended:  42 
use.  4001-4128.  and  Secretary's  de:egation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2680,  February  27.  1969.  as 
amended  (39  PR  2787.  January  24.  1974). 

Issued:  May  24.  1977. 

Howard  B.  Clark. 

Acting  Federal 
Insurance  Administrator. 
IFR  Doc  77-16411  Filed  6-10-77:8  45  am  | 


(Docke^No  FI-1961 

PART    1920— PROCEDURE   FOR    MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Village 
of  Ridgewood,  New  Jersey 

AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 


ACTION:  Final  rule 

SL^IMARY:  On  .August  24,  1973.  in  38 
FR  22776,  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  tlie  Village  of  Ridgew-ood.  New- 
Jersey    Map  No    H  340067  Panel  01  in- 
dicates  tliat  Lot   12,  Block   4605.  at  544 
Stevens  .Avenue.  Ridgewocxi.  New-  Jersey, 
as  recorded  m  Book  4804    Page  241.  in 
the  office  of  the  Clerk  of  Bergen  County, 
New  Jersey.  Ls  in  its  entirety  within  the 
Special  Flood  Hazard  Area   It  has  been 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical  re- 
view- of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  existing  structure  on  the 
above  mentioned  property  is  not  within 
the  Special  Flood  Hazard  Area 

DATE    The  map  amendment  is  effective 
on  June  13.  1977 

FOR   FURTHER   INFORM ATON   CON- 
TACT: 

Mr  Richard  Krimm,  Assistant  Admin- 
istrator,   Office    of    Flood    Insurance. 
1 202  I  755-5581  or  Toll  Free  Line  (800) 
424-8872.    Room    5270,    451     Seventh 
Street.    Southwest,    Washington,    DC. 
20410 
SUPPLEMENTARY        INFORMATION: 
This   map   amendment,   by   establishing 
that  the  subject   property  is  not  w-ithin 
the  Special  Flood  Hazard  Area,  removes 
the  requirem.ent  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related   financial    assistance    for 
construction  or  acouisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  ba.'^is  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  "premium  paid  for  the  current 
policv  year,  provided  that  no  claim  Is 
pending  or  has  been  paid  on  the  policy 
m  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  In.'iurers  As- 
sociation 'NFLAt  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  340067  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard    Area   identified   on    August   31, 

1973 

National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17801,  November  28.  1968).  as  amended:  42 
US.C  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  Pebruarj-  27,  1969,  as 
amended  (39  FR  2787.  January  24,  1974) 

Issued :  May  16,  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

(PR  Doc  77-16412  Filed  6-10-77:8  45  am| 
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[Docket  No.  PI-2391 

PART   1920— PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  tfie  City  of 
San  Antonio,  Texas 

AGENC\'  Federal  Insurance  Adminis- 
tiation,  HUD 

ACTION    Final  rule 

SUMMARY  On  April  11.  1974.  in  39  FR 
13153.  tile  Federal  In.surance  AdmuiLs- 
trator  publushed  a  list  of  conlmuIutle^; 
with  Special  flood  Hiizard  Area,s  which 
included  Siui  Antonio.  Texivs.  Map  No.  H 
480045  Panel  05  indicate.s  that  Lot  77. 
Block  1  N.C.B  14011.  Oakcreek  North- 
'Ae.st  Subdivision.  San  Antonio,  Te.xas.  as 
.shown  on  a  Resubdivi.sion  Plat,  Volume 
7300.  Page  131  in  the  office  of  the  Clerk 
of  Be.xar  County,  Texa.s  is  m  it-s  entirety 
wjthin  the  Special  Flood  Hazard  Area  It 
ha.s  been  determined  by  the  Federal  In- 
surance Adminisuration.  after  further 
technical  review  of  the  above  map  in 
lii,'ht  of  additional,  recently  acquired 
flood  information,  that  the  above  prop- 
erty 1.S  not  withm  the  Special  Flood  Haz- 
ard Area 

DATE  The  map  amendment  i.s  effective 
on  June  13.  1977 

FOR  FURTHER  IN'FORMATON  CON- 
TACT 

Mr  Richard  Krimm.  A5.sistant  Admin- 
istrator. Office  of  Flood  In.surance. 
•  2021  755-5581  or  Toll  Free  Line  (800> 
424-8872.  Room  5270  451  Seventh 
Street.  Southwest  WashmRton.  DC 
20410 

SUPPLEMENTARY  INFORMATION: 
ThLs  map  amendment,  by  e,stabh.shing 
that,  the  .subject  property  us  not  within 
the  Special  Flood  Hazard  Area,  remove.s 
ti^ie  requirement  to  purcha.se  flixxi  in.sur- 
ance a,s  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  wa.s  re<iuired  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  ba.^is  of  tln.s  map  amendment,  tlie 
property  owner  mav  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  Uiat  no  claim  i^ 
pendinjf  or  hiis  been  paid  on  Uie  policy 
in  que.stion  during  the  same  policy  year 
Tlie  premium  refund  may  be  obtained 
from  the  National  Flood  In.surers  As- 
.sociation  'N?TA>  throuph  the  agent  or 
brrker  "'ho  «olri  'he  polic-' 

Map  No  H  480045  Panel  05  is  herjby 
corrected  to  reflect  that  the  above  prop- 
erly is  not  within  the  Special  Flood 
Hazard  Area  identified  on  April  5.  1974. 

iNatlonal  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  19611  (33  FR 
17804.  November  26.  1968i,  a.s  amended;  42 
use  4001^123;  and  SecretarVs  delegation 
of  authority  to  Federal  Insuranre  AdmlnLs- 


trator    34    FR    2680,    February    27.    1969.    as 
amended  by  39  FR  2787,  January  24.   1974.) 

Issued:  May  17.  1977. 

J.  Robert  Hunter, 

Acting  Federal 
InsuraTice  Administrator. 

(PR  Do<:.77-16435  Filed  6-10-77:8:45  am] 


I  Docket  No   FI-2391 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Ctty  of 
San  Antonio,  Texas 

AGE.N'CY  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  April  11.  1974.  in  39  FR 
13152.  the  Federal  Insurance  Adminis- 
trator published  a  ILst  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  Siui  Antonio.  Texas.  Map  No.  H 
480045  Panel  05  indicates  that  Lot  17  and 
the  northwest  4  8  feet  of  Lot  16.  Block  1, 
NCB.  14011  being  10407  Ethan  Allen 
Drive.  Colonial  Village  Subdivision,  San 
Antonio.  Te.xas.  as  recorded  in  Volume 
5870,  Page  88  of  Plats,  m  the  office  of  the 
Clerk  of  Bexar  County.  Texas,  are  in 
their  entirety  within  the  Special  Flood 
Hazard  Area  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the 
above  property  is  not  within  the  Special 
Flood  Hazard  Area 

DATES:  The  map  amendment  is  effective 
on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
i.strator.  Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8*72.  Room  5270,  451  Seventh  Street, 
Southwest.  Washington,  D.C.  20410. 

SUPPLEMENTARY  INFORMATION: 
Thi.s  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
con.struction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flcxxl  insurance  as  a  condition 
of  .such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  tile  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA>  through  the  agent  or 
broker  who  sold  the  policy. 


Map  No.  H  480045  Panel  05  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  April  5,  1974. 

(National  Flood  In-surance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Developraent  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
U.S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680,  February  27,  19«9.  as 
amended  by  39  FR  2787.  January  24.  1974  ) 

Issued:  May  17.  1977. 

J  Robert  Hunter. 

Acting  Federal 
Insurance  Adminstrator. 

(FR  Doc.77-16436  Piled  6-10-77:8:45  am] 


IDocliet  No  FI-2391 

PART   1920— PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
San  Antonio,  Texas 

AGENCY  Federal  Insurance  Adminis- 
tration, HUD 

ACTION:  Final  rule. 

SUMMARY-  On  April  11,  1974.  in  39  FR 
13152  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  San  Antonio.  Texas.  Map  No. 
H  480045  Panel  19  indicates  that  Lot  15. 
Block  3.  NCB  ]«169:  Lots  12  through  18. 
Block  4.  NCB  16170  and  Lots  18  through 
24.  Block  2.  NCB  16168  Unit  I.  Plnn  Oaks 
Subdivision.  San  Antonio,  Texas,  as  re- 
corded in  Volume  7900,  Page  208.  m  the 
Office  of  the  Clerk  of  Records  of  Deeds 
and  Plats.  Bexar  County,  Texas,  are  m 
their  entirety  within  the  Special  Flood 
Hazard  Area  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  light  of  additionaL  recently 
^  acquired  flood  information,  that  the 
above  oronerty  is  not  within  the  Special 
F^ood  Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FLTRTHER  INPORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator, Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410. 

SUPPLEMENTARY  INPORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erallv -related  financial  assistance  for 
construction  or  acquisition  ixirposes. 

If  a  prCoertv  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
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agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  ciurent 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  ouestion  dunne  the  same  policy  vear 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation (NFIA'  throueh  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  480045  Panel  19  i.s  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  April  5,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
X^II  of  Housing  and  Urban  Develonment  Act 
of  1968).  effective  January  28.  1969  i33  FR 
17804,  November  28  1968).  as  amended:  42 
use  4001-4128:  and  Secretary- s  delegation 
of  authorltv  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  19€9.  as 
amended  by  39  FR  2787,  Januan'  24.  1974.) 

Issued:  May  25,  1977. 

Howard  B.  Clark. 

Acting  Federc^ 
Insurance  Administrator. 

[FR  Doc. 77-16437  Piled  6-l{)-77;8;45  am) 


[Docket  No   FI-250! 

PART  1920— PROCEr»URE  FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Roanoke,  Virginia 

AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  April  25,  1974,  in  39  TR 
14609.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  special  hazard  areas  which  included 
Roanoke,  Virginia.  Map  No.  H  510130 
Panel  03  indicates  that  Lot  1.  Block  26. 
Section  8.  Wilmont  Farms,  being  589 
Westside  Boulevard,  N.W  .  Roanoke.  Vir- 
ginia, as  recorded  in  Mapbook  1,  Page  172 
of  Plats  in  the  office  of  the  Clerk  of  the 
Hustings  Court  of  Roanoke,  Virginia,  is 
in  its  entirety  within  the  Special  Flood 
Hazard  Area  It  has  been  determined  by 
the  Federal  Insurance  Administration, 
after  further  technical  review  of  the 
above  map  in  hght  of  additional,  recently 
acquired  flood  information,  that  the 
above  property  is  not  within  the  Special 
Flood  HazaPi  Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  PlcxKl  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410. 

SUPPLEMENTARY  INPORMATION: 
This  map  amendment,  by  establishing 
that  the  subiect  property  is  not  within 
the  Special  Plocxi  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 


ance as  a  condition  of  Federal  or  Feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  ba>is  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  .Associ- 
ation I  NFIA  I  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  510130  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  May   13.  1974. 

(National  Flood  Insurai.ce  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Develcment  Act 
cf  1968  >  effective  January  28.  1969  (33  FR 
17804,  November  28  19631,  a.«  amer.ded:  42 
use  4001-4128:  and  Secretary's  delegatioii 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680,  February  27,  1969.  ftb 
amended  by  39  FR  2787,  January  24.  1974.) 

Issued:   May  16.  1977. 

J,  Robert  Httnter, 
Acting  Federal 
Insurance  Administrator 

[FRDoc.77-16440  Piled  6-10-77,8:45  am] 


[Docltet  No    FI  2791 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Borough 
of  Upper  Saddle  River,  New  Jersey 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  January  16.  1974.  in  39 
FR  1986.  the  Federal  Insurance  Admin- 
istrator publi-shed  a  list  of  com.munities 
with  Special  Flood  Hazard  Areas  which 
included  the  Borough  of  Upper  Saddle 
River.  New  Jersey.  Map  No  H  340077 
Panel  01  indicates  that  Lot  25.  Block  302, 
at  29  Grist  Mill  Lane.  Upper  Saddle 
River.  New  Jersey,  as  recorded  on  Map 
No  7266,  on  file  in  the  office  of  the  Clerk 
of  Bergen  County.  New  Jersey,  is  in  its 
entirety  within  the  Special  Flood  Hazard 
Area,  it  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  tnat  the  exist- 
ing structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872,  Room  5270.  451  Seventh  Street. 
Southwest,  Washington,  DC.  20410. 


SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  Uie  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flcxxl  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  wane  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
tlie  basis  of  this  m.ap  amendment,  the 
property  owmer  may  obtain  a  full  refund 
of  the  premium  paid  lor  Uic  current 
pchcv  year,  provided  that  nc  claim  is 
pending  or  has  been  paid  on  Uie  policy 
m  quertion  dunng  the  same  policy  year 
The  premium  refund  may  be  obtaintd 
from  the  National  Flood  Insurers  As- 
sociation 'NFIA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  34^1077  Panel  01  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  January  4.  1974 

(National  Flood  Insiirance  Act  of  1968  i Title 
XIII  of  HoMSlng  and  Urban  Develo'^ment  Act 
of  1968 >  effective  January  28,  1969  (33  PR 
17804.  November  28  1968K  as  amended  42 
U.S.C  4001-4128.  and  Secretary's  delegation 
of  authority  to  Federai  Insurance  Adminis- 
trator 34  FR  2fi80.  February  27.  1969,  as 
amended  by  39  FR  2787,  January  24,   1974  ) 

Issued    May  17.1977. 

J.  Robert  Hukter. 

Acting  Federal 
Insurance  Administrator. 

IPR  Doc  77-16413  Piled  6-10-77:8  45  am] 

[Docket  No.  FI-2791 

PART  1920 — PROCEDURE  FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  lor  the  City  of 
Richardson,  Texas 

AGENCY:   Federal   Insurance  Adminis- 
tration. HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  June  3.  1974.  in  39  FR 
19466  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Fiood  Hazard  Areas  which 
included  Richardson  Texas  Map  No.  H 
480184  Panel  01  indicates  that  LoLs  52 
through  74,  Block  A,  Prairie  Creek  Mead- 
ows Subdivision.  Richardson  Texas  as 
recorded  in  Volume  12.  Page  30  of  Plat 
Records  in  the  Office  of  the  Clerk  of 
the  County  Court  of  Collin  County, 
Texas,  are  in  their  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical  re- 
view of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flo<xl  informa- 
tion, that  the  above  property,  with  the 
exception  of  the  floodway  easement  as 
shown  on  the  recorded  plat,  is  not  within 
the  Special  Flood  Hazard  Area. 
DATES:  The  m.ap  amendment  is  effec- 
tive on  June  13,  1977. 
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FOR  FURTHER  INFORMATION  CON- 
TACT 
Mr.  Richard  Krimm.  Assistant  Admin- 
istrator.   Office    of    Flood    Insurance. 
(202'   755-5581  or  Toll  Free  Line  800- 
424-8872.    Room    5270.    451    Seventh 
Street,   Southwest,   Washington.   DC 
20410 
SLT'PLEMENTARY       INFORMATION : 
This   map  amendment,   by   establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Fedeial  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage 
on  the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  i.s  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA)  through  the  agent  or 
broker  who  sold  the  policy 

Map  No.  H  480184  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  May  24.  1974. 

(National  Flood  Insvirance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
use  4001-4128.  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator, 34  FR  2680.  February  27.  1969.  as 
amended  by  39  PR  2787,  January  24,  1974  i 

Issued:  May  16.  1977 

J.   Robert  Hunter, 

Acting  Federal 
Insurance  Administrator. 

|PR  Doc.77-16434  Filed  6-10-77,8  45  am| 


|Do:;ket   No    FI  28!>| 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
North  Ridgevilie,  Ohio 

AGENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

ACTION    Fmal  i-ule 

SUMMARY  On  June  19,  1974.  in  39  FR 
21146.  the  Federal  Iiisurance  Adminis- 
trator published  a  list  of  communities 
with  Si^ecial  Flood  Hazard  Areas  which 
included  Nor'h  Ridt;eville,  Ohio  Map 
No.  H  390352A  Panel  02  indicates  that 
Lot  617.  Section  E.  Mills  Creek  Subdivi- 
sion being  5880  Wcxxlland  Dnve.  North 
Ridgevilie.  Ohio,  as  recorded  in  Volume 
1155.  Page  514  of  General  Warranty 
Deeds  in  the  OfRce  of  Records.  Lorain 
Countv.  Ohio,  is  in  its  entirety  within  the 
Special  Flood  Hazard  Area  It  ha.s  been 
determined  by  the  Federal  Insurance  Ad- 
ministration. aft«r  further  technical  re- 
view of  the  above  map  in  light  of  addi- 
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tional.  recently  ncquired  flood  informa- 
tion, that  the  existing  structure  on  the 
above  property  is  not  within  the  Special 
Flood  Hazard  Area. 

DATE  The  map  amendment  is  efTective 
on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator, Office  of  Flood  Insurance. 
I  202 1  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  D.C. 
20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  th3  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
federally-related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  ■&  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation iNFIAi  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  390352A  Panel  02  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identifled  on  June  7,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28,  1968),  as  amended;  42 
U  S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator. 34  FR  2680,  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24.  1974.) 

Issued:  May  24.  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

IFRDoc.77-16416  Filed  6-10-77:8:45  am] 


I  Docket  No.  FI-3071 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Corvallis,  Oregon 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION    Fmal  rule. 

SUMMARY:  On  July  5.  1974,  in  39  FR 
24637,  the  Federal  insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
mcluded  the  City  of  Corvallis,  Oregon. 
Map  No.  H  410009A  Panel  04  indicates 
that  the  23.5  Acres  of  Lot  9-01,  Corvallis, 
Oregon,  as  recorded  in  Book  115,  Page 


288,  in  the  ofBce  of  the  Recorder  of  Ben- 
ton County,  Oregon,  are  in  their  entirety 
within  the  Special  Flood  Hazard  Area 
It  has  been  determined  by  the  Federal 
Insurance  Admini.'^tration.  after  further 
t-echnical  review  of  the  above  man  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  existing  Op- 
erations and  Maintenance  Building  is 
not  within  the  Special  Flood  Hazard 
Area. 

DATE:  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance. 
(202 >  755-5581  or  Toll  Free  Line  f800> 
424-8872,  Room  5270.  451  Seventh 
Street.  Southwest,  Washington.  DC. 
20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishiiig 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  tlie  property  owner  from 
maintaining  flo(xi  insurance  coverage  on 
the  basLs  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paicf  on  the  policy  in 
Question  during  the  same  policy  year  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
<NFIA)  through  the  agent  or  broker  who 
sold  the  policy. 

Map  No.  H  410009A  Panel  04  is  hereby 
corrected  to  reflect  that  the  above  men- 
tioned structure  is  not  within  the  Special 
Flood  Hazard  Area  identified  on  June 
14.  1974^. 

National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended.  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator, 34  FR  2680,  February  27,  1969.  as 
amended  (39  FR  2787,  January  24,  1974) . 

Issued:  May  16.1977. 

J.  Robert  Hunter, 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc.77-16420  Filed  6-10-77:8  45  am) 


[Docket  No.  PI -3 10 1 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Muskego.  Wisconsin 

AGENCY     Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  July  12.  1974.  in  39  FR 
35652,  the  Federal  Insurance  Adminis- 
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trator  published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Muskego.  'Wisconsin. 
Map  No.  H  550486A  Panel  02  indicates 
that  property  located  at  W187  S6922 
Gold  Drive.  Muskego.  'Wisconsin,  as  re- 
corded on  Reel  156.  Image  739,  in  the 
office  of  the  Register  of  Waukesha  Coun- 
ty. 'Wisconsin,  is  in  its  entirety  within 
the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  Insur- 
ance Administration,  after  further  tech- 
nical review  of  the  above  map  in  light 
of  additional,  recently  acquired  flood  in- 
formation, that  the  existing  residential 
structure  on  the  above  mentioned  prop- 
erty is  not  withm  the  Special  Flood  Haz- 
ard Area. 

DATE:  The  map  amendment  is  efTective 
on  June  13,  1977. 

FOR  FURTHER  IKFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
(202)  755-5581  or  Toll  FYee  Line  (800i 
424-8872,  Rocrni  5270,  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410. 

SLTPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  w-as  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  aiid  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy  m 
question  during  the  same  policy  year 
The  premium  refund  may  be  obt<iined 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA*  tiirough  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  550486A  Panel  02  is  hereby 
corrected  to  reflect  that  the  existing  re- 
sidential structure  on  the  above  property 
is  not  within  the  Special  Flood  Hazard 
Area  identifled  on  June  21,  1974. 

Natlorxal  Flood  Insurance  Act  of  1S68  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804,  November  28,  1968).  as  amended,  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insu.'unce  Admin- 
istrator. 34  PR  2680,  Pebruarr  27.  1969,  as 
amended  (39  FR  2787,  January  24,  1974). 

Issued:  May  25,  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

[PR  Doc. 77-16442  Filed  6-l&-77;8  45  am] 


[Docket  No.  FI-321| 

PART  1920 — PROCEDURE   FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Greenville,  South  Carolina 

AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  August  6.  1974.  in  39  FR 
28296.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  Greenvi.le.  South  Carolina 
Map  No.  H  450091  Panel  05  Indicates  that 
Lot  100,  Plat  2,  Sunset  Hills.  Greenville, 
South  Carolina,  as  recorded  in  'Volume 
1037,  Page  254  of  Deeds  m  the  Office  of 
the  Register  of  Mesne  Conveyance. 
Greenville  County.  South  Carolina,  is  in 
Its  entirety  withm  the  Special  Flood 
Hazard  Area.  Ii  has  been  determined  by 
the  Federal  Insurance  Administration. 
after  further  technical  review  of  the 
above  map  in  light  of  additional,  recently 
acquired  flood  information,  that  the 
above  property  is  not  within  the  Special 
Flood  Hazard  Area. 

DATE:  The  map  amendment  is  effective 
on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator,   Office    of    Flood    Insurance. 
1202'   755-5581  or  Toll  Free  Lme  800- 
424-8872,    Room    5270,    451    Seventh 
Street,   Southwest.   Washington,   DC. 
20410. 
SUPPLEMENTARY       INFORMATION : 
This   map   amendment,  by   establishing 
that  Uie  sub;ec;  property  i."^  not  within 
the  Special  Rood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance a«;  a  condition  of  Federal  or  feder- 
ally-related    financial     assistance     for 
construction  oi  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFTA'  through  tl-ie  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  450091  Panel  05  is  hereby 
corrected  to  reflect  that  the  above  prop- 
ery  is  not  within  the  Special  Flood  Haz- 
ard Area  ideatified  on  June  28.  1974. 
(National  Flood  Insurance  Act  of  1968  (T.tie 
XIlI  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28,  1369  (33  FR 
17804,   November  28.   1968).  as  amended,    42 


US.C  4001-4128:  and  Secretary's  delegation 
of  authority  to  Federa;  In-surance  Adminis- 
trator a4  FR  2680  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.  1974.) 

Issued:  May  16.  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16434  Filed  &-10-77; 8  45  am] 


1  Docket  No  FI-3641 

PART   1920 — PROCEDURE    FOR    MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Austin,  Texas 

AGENCY     Federal  Insurance  Adminis- 
tration. HUD 

ACTION    Fmal  rule 

SUMMARY:  On  September  24.  1974.  in 
39  FR  34276.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Austin.  Texas  Map  No. 
H  480624  Panel  24  indicates  that  Lot  24 
Belmont  being  1306  Belmont  Parkway, 
A'ostin.  Texas,  as  recorded  m  Book  5. 
Page  173.  m  the  office  of  Plat  Records  of 
Travis  County,  Texas,  is  m  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance AdminLstration.  after  further 
technical  review  of  the  above  map  in 
light  of  addiuonal,  recently  acquired 
flood  mfonnation.  that  the  existmg 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 

DATES  The  map  amendment  is  effec- 
tive on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance. 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest.  Washington,  DC. 
20410. 

SUPPLFMENTARY       INFORMATION : 

This  map  amendment,  by  establishing 
ihit  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purcha-^e  flood  insur- 
ance as  a  condition  of  Federal  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  ba=is  of  this  map  amendment,  the 
property  owner  may  obt.^in  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  ha'-  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
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from  the  National  Flood  Insurers  Associ- 
ation <  N'FIA  >  through  the  agent  or  brok- 
er who  sold  the  policy. 

Map  No  H  480624  Panel  24  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  September  13. 
1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28.  19681.  as  amended;  42 
use  4001-4128  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.  1974) 

Issued:  May  20.  1977. 

Howard  B.  Clark. 
Acting  Federal 
Insurance  Administrator 

IFR  Doc.77-16425  Filed  6-10-77  8:45  am) 


I  Docket   No    FI    384  i 

PART    1920— PROCEDURE    FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Norfolk,  Virginia 

AGENCY;  Federal  Insurance  Adminis- 
tration. HUD 

ACTION:  Final  rule 

SUMMARY:  On  October  23.  1974,  in  39 
FR  37647,  the  Federal  Insurance  Admin- 
istrator published  a  IL*;!  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  Norfolk.  Virgmia  Map  No  H 
510104A  Panel  13  indicates  that  4  52 
acres  of  land  at  the  northea.st  intersec- 
tion of  Azalea  Garden  Road  and  Prog- 
ress Road.  Norfolk,  Virginia,  as  recorded 
in  Book  1367,  Page  262  of  Deeds,  in  the 
office  of  the  Clerk  of  the  Circuit  Court  of 
the  City  of  Norfolk,  Virginia,  are  in  their 
entirety  withm  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
eral Insurance  Administration,  after 
further  technical  review  of  the  above 
map  m  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATES  The  map  amendment  is  effec- 
tive on  June   13,    1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
(202'  755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest,  Washington,  D.C. 
20410 

SUPPLEMENTARY  INFORMATION . 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  lurchase  flood  in- 
surance as  a  condition  of  Federal  or  Fed- 
erally-related financial  as.sistance  for 
construction  or  acquisition  purposes 

If  a   property  owner  was  required  to* 
purchase  flood  Insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 


agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIAt  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No,  H  510104A  Panel  13  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  October  18.  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xri  of  Ho"stn"  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  PR 
17804.  November  28,  1968).  as  amended:  42 
use  4001-4128,  and  Secretary's  deleeatton 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680,  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24,  1974). 

Issued:   May  17.  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc  77-16439  Filed  6-10-77;8:45  ami 


i  Docket  No  FI-4031 

PART    1920— PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  Borough 
of  Orbisonia,  Pennsylvania 

AGENCY:  Federal  Iiisurance  Adminis- 
tration, HUD. 

ACTION:  Pinal  rule 

SUMMARY  On  November  19.  1974.  in 
39  FR  40574,  the  Federal  Insurance  Ad- 
mmLstrator  published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Orbisonia,  Pennsylvania, 
Map  No,  H  421682  Panel  01  indicates 
that  property  located  Southwest  of 
Water  Street.  Northeast  of  Blacklog 
Creek,  Northwest  of  Ervin  Street  and 
Southeast  of  Winchester  Street,  in  the 
Borough  of  Orbisonia.  Pennsylvania,  as 
recorded  in  Book  119,  Page  557  ef  Deeds 
in  the  office  of  the  Recorder  of  Hunting- 
don Countv,  Pennsylvania,  is  in  its  en- 
tirety withui  the  Special  Flood  Hazard 
.-Vrea  It  has  been  determined  by  the  Fed- 
eral Insurance  Administration,  after 
further  technical  review  of  the  above 
map  m  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 
ing structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13,  1977. 

FOR  FURTHER  INFORMATION  C?ON- 

TACT : 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance. 
12021  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street.  Southwest.  Washington.  D.C. 
20410, 

SUPPLEMENTARY  INFORMATION: 
This   map   amendment,   by  establishing 


that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Associ- 
ation (NFIA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  421682  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  November  8. 
1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  (33  FR 
17804.  November  28,  1968 1.  as  amendeii.  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680,  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24.  1974). 

Issued:  May  16.  1977 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16421  Piled  6-10-77.8:45  am) 


(Docket  No    FI-440| 

PART    1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Houston,  Texas 

AGENCY:   Federal  Insurance  Adminis- 
tration. HUD. 

ACTION :  Final  rule. 

SUMMARY:  On  January  10,  1975,  in  40 
FR  2190,  the  Federal  Insurance  Adm.in- 
istrator  published  a  list  of  communities 
with  special  hazard  areas  which  included 
Houston.  Texas.  Map  No.  H  480296  Panel 
138  indicates  that  50.105  acres  located 
Northeast  of  the  intersection  of  South 
Gessner  Drive  and  Bissonett  Drive, 
Houston,  Texas,  recorded  as  Film  Code 
Number  137-35-0395  through  137-35- 
0404  of  Deeds  in  the  office  of  the  Clerk 
of  Harris  County.  Texas,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area. 
It  has  been  determined  by  the  Federal 
Insurance  Administration,  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information,  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
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Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator. Office  of  Flood  Insurance, 
(202)  755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  Southwest.  Washmgton,  DC. 
20410. 

SUPPLEMENTARY       INFORMATION : 

This  «nap  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
Federally-related  financial  assLstance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  fiood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation I  NFIA »  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  480296  Panel  138  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Soecial  Flood  Haz- 
ard Area  identified  on  December  27.  1974 

(National  Flood  Insurance  Act  of  1968  (Title 
xni  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804,  November  28.  1968).  as  amended:  42 
U  S.C  4001-4128;  and  Secretary?  delegation 
of  authority  to  Federal  Insxirance  Adminis- 
trator 34  FR  2680.  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24,  1974  » 

Issued;  May  16.  1977. 

J.  Robert  Hvnter, 

Acting  Federal 
Insurance  Administrator. 

[FR  Doc.77-16431  Piled  6-10-77:8:45  am) 


jDocket  No    FI-4501 

PART   1920— PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Edmond,  Oklahoma 

AGENCY:   Federal  Insiu-ance  Adminis- 
tration, HUD, 

ACTION :  Final  rule. 

SUMMARY:  On  January  24.  1975.  in 
40  FR  3778,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  commu- 
nities with  Special  Flood  Hazard  Areas 
which  included  tlie  Citv  of  Edmond.  Ok- 
lahoma. Map  No.  H  400252  Panel  08  in- 
dicates that  Tract  1.  described  as  part  of 
S.E.  I4  Sec.  17  and  S.W.  U  Sec.  16. 
T.14N..  R.3W..  Edmond.  Oklahoma,  as 
recorded  in  Book  4291,  Pages  1143  and 
1144,  in  the  office  of  the  County  Clerk  of 
Oklahoma  County,  Oklahoma,  is  in  its 
entiretv  within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  exist- 


ing structure  on  the  above  mentioned 
property  is  not  within  the  Special  Flood 
Hazard  Area. 

DATES:  The  map  amendment  is  effec- 
tive June  13,  1977. 

FOR  FLTRTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator, Office  of  Flood  Insurance, 
202-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street,  Southwest.  Washington,  DC. 
20410. 

SUPPLEMENTARY  INFORMATION 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  withm 
the  Special  Flood  Hazard  Area  removes 
the  requirement  10  purchiise  flcxxi  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purpose? 

If  a  property  owner  was  required  to 
purchase  flcK,>d  insurance  as  a  condition 
of  such  assistance,  and  the  leiider  now 
agrees  to  wane  the  property  owr.er  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  mav  be  obt-amed 
from  the  National  Flood  Injsurers  Asso- 
ciation I  NFIA »  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  400252  Panel  08  is  hereby 
corrected  to  reflect  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area 
identified  on  January  17.  1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28,  1968),  as  amended:  42 
U.S,C,  4001-4128:  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended    (39   FR   2787,   January   24.    1974)   ) 

Issued:  May  24,  1977. 

Howard  B.  Clark, 

Acting  Federal 
Insurance  Administrator . 

(FRDoc.77-16417  Piled  6-I0-77;8:45  am) 


(Docket  No  FI-4541 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Dallas,  Texas 

AGENCY:  Federal  Instirance  Adminis- 
tration. HUD. 

ACTION:   Final  rule, 

SUMMARY:  On  January  28.  1975.  in  40 
FR  4133,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  special  hazard  areas  which  in- 
cluded Dallas.  Texas.  Map  No  H  480171 
Panel  21  indicates  that  a  tract  of  land 
located  in  the  Eli  Merrell  Survey, 
Abstract  Number  930  and  being  in  City 


Block  6491.  Dallas,  Texas,  as  recorded 
in  Volume  75004.  Page  1617  through  1623. 
of  Warranty  Deeds  m  the  office  of  the 
Clerk  of  Dallas  County,  Texas,  is  in 
Its  enurety  within  the  Special  Flood  Haz- 
ard Area.  It  has  been  determmed  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  hght  of  additional,  recently  ac- 
quired flood  information,  that  a  portion 
of  the  above  property  which  can  be  de- 
scribed as  follows: 

A  tract  of  land  located  in  the  Eli  Merrell 
Survey.  Abstract  Number  930.  and  being  in 
Guy  Block  6491  of  the  City  of  Dallas, 
Texas,  and  being  part  of  a  40-acre  tract  con- 
veyed to  Gifford-HlU  and  Company,  Incor- 
porated, by  deed  recorded  in  Volume  3793, 
Page  127.  of  the  Deed  Records  of  Dallas  Coun- 
ty Texas,  and  being  more  particularly  de- 
scribed as  follows: 

Commencing  at  a  point  in  the  north  rlght- 
if-way  line  of  Lombardy  Lane  (a  50-foot 
riRht-of-wayi  and  in  the  west  line  of  said 
40-acre  tract,  s&ld  point  also  being  the 
Southeast  corner  of  Lot  1,  Block  A  6490  of 
Northwest  Acree  Addition  as  recorded  In 
Volume  4  Page  429,  of  the  Map  Records  of 
Dallas  County.  Texas,  thence  N  55  30'  E. 
approximately  66  feet  to  the  top  of  bank 
as  shown  on  the  topographic  Map  of  Olfco 
Business  Parlt  as  prepared  by  Donald  C 
Moreau  revised  February  25.  1977.  also  being 
the  actual  point  of  tseglnnlng:  thence  con- 
tinumg  aJoijg  said  top  of  bank  in  a  north- 
erly direction  approximately  2,498  feet  to  a 
point;  thence  S  78'  E.  approximately  100 
feet  to  a  point;  thence  N  89°  E.  approximate- 
ly 100  feet  to  a  point;  thence  N  67'  E.  ap- 
proximately 164  feet  to  a  point:  thence  N 
89'30  03"  E.  approximately  200  feet  to  a 
point;  thenre  S  24"30-  E,  approximately  250 
feet  to  a  point  on  the  eastern  line  of  said 
property;  thence  S  0'03'50"  W,  along  the 
eastern  ime  of  said  property  approximately 
1  343  71  feet  to  a  point:  thence  S  6  15  47  ' 
W  approximately  426  94  feet  to  a  point, 
thence  S  15'16  50  '  W  approximately  80 
feet  to  a  point;  thence  S  18'30'  W,  along 
the  said  designated  top  of  bank  approx- 
miately  510  feet  to  a  point;  thence  In  a 
westeriv  (direction  along  said  top  of  bank 
approximately  392  feet  to  the  actual  point 
of  beginning 

DATES:  The  map  amendment  is  eflec- 
tive  on  June  13,  1977 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.    Richard   Krimm.    Assistant    Ad- 
ministrator. Office  of  Flood  Insurance. 
202-755-5581   or  Toll  Free  Lme  800- 
424-8872,    Room    5270,    451     Seventh 
Street   Southwest.   Washington.   DC. 
20410. 
SLTPLEMENTARY       INFORMATION: 
This   map  amendment,   by   establishing 
that  the  subiect  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related   financial    assistance    for 
construction  or  acquisition  purposes 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  a-ssu^tance.  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
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of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  15  pend- 
ing or  has  been  pa.id  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIAi  through  the  agent  or 
broker  who  sold  the  policy 

Map  No.  H  480171  Panel  :^1  is  hereby 
corrected  to  rerlect  that  the  above  prop- 
etry  is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  January  10,  1975 

(National  Flood  Insurance  Act  of  1968  (Title 
XlII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28,  1969  1 33  FR 
17804.  November  28.  1968 1.  as  amended:  42 
U.S  C  4001-4128,  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27,  1969.  as 
amended  by  39  FR  2787.  January  24.   1974  ) 

Issued:  May  16.  1977. 

J    Robert  Hunter. 

Acttng  Federal 
Insurance  Administrator 

(FRDoc.77-16426FUed  6-10-77:845  ami 


'Doctcet    No     F!   +54  1 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Dallas,  Texas 

.\GENCY  Federal  Insurance  Adminis- 
tration, HUD 

ACTION:  Final  rjle. 

SUMMARY  On  January  28,  1975,  in  40 
FR  4133,  the  F'ef't:'ral  Insurance  Admini.s- 
trator  publLshed  a  lust  of  communities 
with  special  hazard  areas  which  included 
Dallas.  Tex  Man  No  H  480171  Panel  01 
indicates  that  Lot  12.  Block  2- 8211,  4th 
Section,  Preston  Trails  Addition.  Dallas. 
Texas,  as  recorded  in  Volume  73012,  Page 
1430  of  Plats  in  the  office  of  Deed  Records 
of  Dallas  County.  Texas,  is  in  its  en- 
tirety within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the 
Federal  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  a  portion 
of  the  above  property  that  is  within  the 
building;  set  back  line  is  not  within  the 
Special  Flood  Hazard  Area 

D.ATE  The  map  amendment  is  effective 
on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Richard  Krimm,  As.sistant  Admin- 
istrator. OfBce  of  Flood  Insurance.  202- 
755-5581  or  Toll  Free  Line  800-^24- 
8872,  Room  5270  451  Seventh  Street. 
Southwest.  Washington.  DC,  20410 

SLT-PLEMENTARY  INFORMATION: 
ThLs  map  amendment,  by  establish uig 
that  the  subject  property  is  not  withm 
the  Special  Hazard  Area,  removes  tlie  re- 
quirement to  purchase  flood  insurance  as 
a  condition  of  Federal  or  federally- 
related  financial  assistance  for  construc- 
tion or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purcha.se  f!ood  insurance  as  a  condition 


of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  re- 
fund of  the  premium  paid  for  the  cur- 
rent policy  year,  provided  that  no  claim 
is  pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
Tlie  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Associ- 
ation I NFIA 1  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  480171  Panel  01  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
JHazard  Area  identified  on  January  10, 
1975. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development 
Act  of  1968).  effective  January  28.  1969  (33 
FR  17804.  November  28.  1968),  as  ^mended; 
42  tJ.SC  4001-4128:  and  Secretary's  delega- 
tion of  authority  to  Federal  Insurance  Ad- 
ministrator 34  FR  2680,  February  27,  1960, 
aa  amended  by  39  FR  2787.  January  34.  1974.) 

Issued:  May  16.  1977. 

J.  Robert  Hunter, 
Acting  Federal 
Insurance  Administrator . 

IPR  Doc.77-16427  Filed  6-10-77;8:45  ami 


(Docket  No.  FI-674] 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Longwiew,  Texas 

AGENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Final  rule. 

SL^MMARY  On  August  21,  1975,  m  40 
FR  36564.  the  Federal  Insurance  Admin- 
istrator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  Long\-iew.  Texas.  Map  No.  H 
480264 A  Panel  03  indicates  that  Lots  1. 
2.  4.  and  5.  Block  1254.  Ramblewood 
Addition  Unit  2.  Longview,  Texas,  as  re- 
corded in  Volume  1027,  Page  220  of  Plats 
m  the  OfBce  of  the  Clerk  of  Gregg  Coun- 
ty. Texas,  are  in  their  entirety  within  the 
Special  Rood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  Lots  1  and  2  of  the  above  prop- 
erty are  not  within  the  Special  Flood 
Hazard  .Area, 

Lot  4  of  the  above-mentioned  property 
with  the  exception  of  the  rear  40  feet  is 
not  within  the  Special  Flood  Hazard 
Area 

Lot  5  of  the  above-mentioned  property 
with  the  exception  of  the  rear  39  feet  is 
not  within  the  Special  Flood  Hazard 
Area. 

DATES  TTie  map  amendment  is  efTec- 
tiveon  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON, 
TACT: 


Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance,  202- 
755-5581  or  Toll  Free  Line  800-424- 
8872.  Room  5270.  451  Seventh  Street. 
SW.,  Washington,  D.C.  20410. 

SUPPLEMENTARY  INFORMATION : 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not«within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  trend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation (NFIA>  through  the  agent  or 
br(^er  who  sold  the  policy. 

Map  No.  H  480264A  Panel  03  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  August  9.  1974. 

(National  Flood  Insurance  Act  of  1968  iTltle 
XIII  of  Hcnislne  and  Urban  Development  .Ac: 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28,  1968).  as  amended:  42 
U.S.C.  4001-4128:  and  Secretary  s  delegation 
of  authority  to  Federal  Insurance  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.  1974.) 

Issued:  May  20.  1977. 

Howard  B  Clark, 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc.77-16433  Filed  6-10-77:8:45  am) 


I  Docket  No.  FI-9911 

PART  1920 — PROCEDURE  FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Grove  City,  Ohio 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD. 

ACTION :  Final  rule 

SLTMMARY:  On  March  30.  1976,  in  41 
FR  13344.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Grove  City.  Ohio.  Map 
No.  H  390173A  Panel  04  indicates  that 
Lot  27,  Section  2.  Brook  F»ark  Subdivision. 
Grove  City,  Ohio,  as  recorded  in  Plat 
book  50.  Page  4.  m  the  office  of  the  Re- 
corder of  FrankUn  County.  Ohio,  is  in  its 
entirety  within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
eral Insurance  Administration,  after  fur- 
ther technical  review  of  the  above  map 
in  light  of  additional,  recently  acquired 
flood  information  that  the  existing  struc- 
ture is  not  within  the  Special  Flood 
Hazard  Area. 
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D.ATES:  The  map  amendment  is  effec- 
tive on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator, Office  of  Flood  Insurance, 
i202)-755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest,  Washington,  DC. 
20410, 

SUPPLEMENTARY       INFORM.\TION 

This  map  amendment,  by  establishing 
that  the  subject  propertv  is  not  within 
the  Special  Flood  Hazard  .\rea,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  prooerty  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  in>=urance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation I  NFIA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H  390173A  Panel  04  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood 
Hazard  Area  identified  on  March  26. 
1976. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
use,  4001-^128:  and  Secretary's  delegation 
of  authoritv  to  Federal  Insurance  .Adminis- 
trator 34  FR  2680,  February  27,  1969,  as 
amended  by  39  PR  2787.  January  24.   1974) 

Issued:  May  20,  1977. 

Howard  B.  Clark, 

Acting  Federal 
Insurance  Administrator. 

IFR  Doc  77-16415  Filed  6-10-77:8:45  ami 


[Docket  No    FI-2t^noi 

PART   1920 — PROCEDURE   FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Forsyth 
County,  North  Carolina 

AGENCY:  Federal  Insurance  Admin- 
istration, HUD. 

ACTION:   Final  rule. 

SUMMARY:  On  February  14,  1977.  in 
42  Fn  9114.  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  communi- 
ties with  Special  Flood  Hazard  Areas 
which  included  Forsyth  County.  North 
Carolina  Map  No  H&I  375349 ^  Panel  10 
indicates  that  1  acre  of  land  located  at 
7400  Vance  Road.  Kernersville,  North 
Carolina  as  recorded  in  Book  1170,  Pages 
1570  and  1571.  in  the  office  of  the  Reg- 
ister of  Deeds  of  Forsyth  County.  North 
Carolina,   is   in   its  entirely   within  the 


Special  Flood  Hazard  Area.  It  has  been 
determined  by  the  Federal  Insurance 
Administration,  after  further  technical 
review  of  the  above  map  in  light  of  addi- 
tional, recently  acquired  flood  informa- 
tion, that  the  existing  structure  on  the 
above  property  is  within  Zone  C,  and 
is  not  within  the  Special  Flood  Hazard 
Area. 

DATES:  The  map  amendment  is  effec- 
tive on  June  13.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  .'Vdmin- 
istrator.  Office  of  Flood  Insurance. 
<202>  755-5581  or  Toll  Free  Line  '800> 
424-8872,  Room  5270.  451  Seventh 
Street,  Southwest.  Washington.  D.C. 
20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Rood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policv  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation (NFTA)  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H&I  375349A  Panel  10  is  here- 
by corrected  to  reflect  that  the  exist- 
ing structure  on  the  above  property  is 
not  within  the  Special  Flood  Hazard 
Area  identified  on  Aug^ost  31.  1972. 

National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28,  1968).  a.s  amended:  42 
U.S.C.  4001-4128:  and  Secretary  s  delegation 
of  authority  to  Federal  Insurajice  Adminis- 
trator 34  FR  2680.  February  27.  1969.  as 
amended   (39  FR  2787.  January  24.   1974). 

Issued:  May  24,  1977. 

Hov^ARD  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

jFR  Doc.77-16414  Filed  6-10-77:8:45  ami 


I  Docket  N"    FI-2P0n 

PART   1920 — PROCEDURE  FOR   MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Tulsa,  Oklahoma 

.AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 
ACTION:  Final  rule 

SUMMARY    On  February  14.  1977.  m  42 
FR  9116,  the  Federal  Insurance  Admin- 


I'itrator  published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 
included  the  City  of  Tulsa.  Oklahoma. 
Map  No.  H&I  405381B  Panel  132  indi- 
cates that  Lot  9.  Block  2.  Tip  Top  View- 
Addition,  located  at  4610  East  55tli 
Street  South,  Tulsa,  Oklahoma,  as  re- 
corded in  Plat  No.  2136,  Record  No. 
322,478  in  the  office  of  the  Clerk  of  Tulsa 
County.  Oklahoma,  is  in  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance Administration,  after  further 
technical  review  of  the  above  map  m 
light  of  additional,  recently  acquired 
flood  information,  that  the  existing 
structure  on  the  above  mentioned  prop- 
erty is  within  Zone  B.  and  is  not  v^  ithin 
the  Special  Flood  Hazard  Area 

DATES:  The  map  amendment  is  effec- 
tive on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator. Office  of  Flood  Insurance. 
( 202  >  755-5581  or  Toll  Free  Line  '  800 ) 
424-8872.  Room  5270,  451  Seventh 
Street.  Southwest.  Washington.  DC. 
20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  feder- 
ally-related financial  assistance  for  con- 
struction or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  Insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year.  proTided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refimd  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA>  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No  H&I  405381B  Panel  132  is 
hereby  corrected  to  reflect  that  the  exist- 
ing structure  on  the  above  property  is 
no*  within  the  Special  Flood  Hazard  Area 
identified  on  August  17,  1971. 
National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development 
Act  of  1968).  effective  January  28.  1969  (33 
FR  17804.  November  28.  1963).  a.s  amended, 
42  use  4001-4128;  and  Secretary's  delega- 
tion of  authority  to  Federal  Insurance  Ad- 
ministrator 34  FR  2680.  February  27  1969, 
as  amended  (39  FR  2787,  January  24.  1974). 

Issued:  May  20,  1977. 

Howard  B.  Clark. 
Acting  Federal 
Insurance  Administrator. 
I  FR  Doc  77-16418  Filed  6-  10-77:8  45  ami 
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I  Docket  No  Pi-aeooi 

PART   1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  fcx  the  City  of 
Tulsa.  Oklahoma 

AGENCY     Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Final  rule. 

SUMMARY:  On  February-  14  1977.  in 
4 J  PR  9116,  the  Federal  Insurance  Ad- 
ministrator published  a  list  of  commu- 
nities with  Special  Flood  Ha.'.ird  Areas 
which  included  the  City  of  Tal-.a.  Okla- 
homa. Map  No.  H  &  I  405381B  Panel  95, 
indicates  that  Lots  3  through  7  and  11 
through  18,  Block  1:  and  Lous  1  through 
10  and  17  through  1'4.  Block  2.  Tracy 
Terrace  Second  Addition.  Tulsa.  Okla- 
homa, as  recorded  in  Plat  No  3348,  in 
the  office  of  the  Clerk  of  Tulsa  County. 
Oklahoma,  are  in  their  entirety  uithm 
the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  Insur- 
ance Administration,  after  further  tech- 
nical review  of  the  above  map  in  lisht 
of  the  additional,  recently  acquired  f^ood 
information,  that  Lots  2  through  4,  10 
less  the  South  15  feet  thereof,  and  17 
through  22,  Block  2.  are  with'.n  Zone  C. 
and  are  not  within  the  St^ecial  Flood 
Hazard  Area.  Lots  3  through  7  and  11 
throush  13,  Block  1  I  ot  5  and  23.  Block 
2:  and  c)ortions  of  Lots  14  through  18. 
Block  1.  and  Lots  1,  6  through  9.  and  24. 
Block  2  are  within  Zone  B  and  are  not 
within  the  Special  Flood  Hazard  Area 
These  portions  are  described  a.s 

All  of  Lot  14.  Block  1.  lesis  thp  North  2S  feet 
thereof;  all  of  Lot  IS.  Block  1.  les^:  the  North 
25  feet  thereof:  bH  of  Lot  18  BInck  1  les.s 
the  North  45  feet  thereof:  all  of  I-ot  17.  Block 
1.  Ie?s  the  North  45  feet  thereof:  all  of  Lot  18 
Block  1.  less  the  North  2S  feet  thereof:  all 
of  Lot  1.  Block  2.  lesx  the  North  20  feet 
thereof:  and  all  of  I.ot  9  Block  2,  less  the 
South  15  feet  thereof 

Lot  6.  Block  2.  Lass  the  following  de- 
scribed portion  Beginning  at  the  Southeast 
corner  of  Lot  6:  thence  West  alcns;  the  South 
line  63  feet;  thei>ce  North  48°  East  a  dl"?tance 
of  44  17  feet:  thence  Worth  76'SO'  East  a 
distance  of  3103  feet  to  the  East  line  of 
Lot  6.  thence  South  36  B  feet  to  the  point 
of  bCRlnnlng 

Lot  7,  Block  2.  LESS  the  following  de- 
scrll)ed  portion:  Beginning  at  the  Northea.st 
corner  of  lot  7;  thenre  S.-mth  alonij  the  East 
line  29  2  feet:  thence  due  We«t  36  14  feet; 
thence  South  40°  West  a  dUtanoe  of  34.94 
feet:  thence  South  52  15  West  a  distance  of 
65  feet  the  West  line  of  Lot  7:  thence  North 
95  75  feet  to  Northwest  corner  thereof 
thence  East  112  feet  to  tix»  point  of  begin- 
ning 

Lot  8,  Block  2.  LESS  the  followii^  described 
portion:  Beelnnine  at  the  S^>utheast  corner 
of  lot  8;  thence  West  100  f-et:  thence  North 
15  fe<»t  thence  East  fl5  feet;  thence  North 
49'3r40'-  Ea.«t  46  01  feet  to  The  East  line 
of  Lot  8;  thence  South  45  fee*  to  the  point 
of  beginning 

All  of  Lot  24,  Block  2,  LESS  the  following 
described  portion-  Beginning  at  the  South- 
west corner  thereof;  thence  North  91  27  feet 
thence  East  alone  the  North  line  120  fee^. 
thence  South  along  the  Ea.'.t  line  20  feet 
thence  South  68'  West  62  48  feet;  thence 
South  77'  West  32  91  feet,  thence  South 
28*48'39'   West  45  66  fe«t  to  the  South  line 
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of  Lot  24;  thence  West  8  feet  to  the  point  of 

beginning 

The  map  amendment  is  not  based  on 
the  placement  of  fill  on  the  above  named 
property  after  the  effective  date  of  the 
Flood  Insurance  Rate  Map  of  the  com- 
munity. 

D.ATES:  The  map  amendment  is  effective 
on  June  13.1977. 

FOR  FL^RTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. OfTice  of  Flood  Insurance. 
(202)  755-5581  or  Toll  Free  Line  'SCO) 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest,  Washington.  D.C. 
20410. 

SUPPLEMENTARY  INFORM.\TION : 
This  map  amendment,  by  establishing 
that  the  subiect  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  Ped- 
erallv-related  financial  assistance  for 
con.struction  or  acquisition  purposes. 

If  a  property  owner  wa-s  required  to 
purcha.se  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
miintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pendin?  or  ha.s  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
th°  National  Flood  Insurers  A.ssociatlon 
I  NFlAi  through  the  agent  or  broker  who 
.sold  the  policy. 

Map  No.  HM  405381B  Panel  95  is 
hereby  co.Tected  to  reflect  that  the  above 
lots  and  portions  of  lots  are  not  uithin 
the  Special  Flood  Hazard  Area  identified 
or  August  17,  1971, 

(National  Flood  Insurance  Act  of  1968  (Title 
xni  of  Houslna  and  tTrban  Develonment  Act 
of  1968).  effective  January  28,  196©  (33  PR 
17R04.  November  28.  1968).  as  amended:  42 
use  4(X)1-4128;  and  Secretary's  delegation 
of  authority  to  Peder.il  Insurance  Adminis- 
trator 34  PR  2680  Pehruanr  27.  1969.  as 
amended    (39  PR  2787.  January  24.   1974L) 

Issued;  May  25.  1977. 

Howard  B.  Clark, 

Actino  Federal 
Insnrance  Administrator. 

IPR  Doc  77-16419  Piled  «-l()-77;8;45  am| 


(Docket  No.  FI-26001 

PART  1920 — PROOFDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 

Providence,  Rhode  Island 

AGENCY  Federal  Insurance  Adminis- 
tration. HUD 

ACTION:  Final  rule. 

SLTMM.ARY:  On  Februarj'  14.  1977.  in  42 
FR  9117,  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flood  Hazard  Areas  which 


included  Providence.  Rhode  Island  Map 
No.  H  &  I  445406D  Panel  04  indicates 
that  Parcel  1-A,  Moshassuck  Square  Ar- 
cade Garage,  being  530  North  Main 
Street.  Providence.  Rhode  Island,  as  re- 
corded in  Plat  Book  42,  Page  35.  in  the 
office  of  the  Recorder  of  Deeds.  Provi- 
dence Countv.  Rhode  Island,  is  in  its  en- 
tirety within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed- 
eral Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  additional,  recently  ac- 
quired flood  information,  that  the  above 
property,  with  the  exception  of  a  portion 
which  can  be  described  as  follows: 

Beginning  at  the  Intersection  of  the  north- 
east right-of-way  line  of  <::harles  Street  and 
the  northwest  right-of-way  line  of  Stevens 
Street:  thence  S  78°  15'  E.  approximately  61.5 
feet  to  a  point;  thence  S  19°15'  E.  approxi- 
mately 109  feet  to  a  point;  thence  N  88  =  15'  W. 
approximately  60  feet  to  a  point;  thence  N 
36 '45'  W.  approximately  19  feet  to  a  point; 
thence  N  n'OO'  W.  approximately  22  5  feet 
to  a  point;  thence  N  7°45'  W.  approximately 
75.5  feet  to  a  point,  being  the  point  of  be- 
ginning. 

is  not  within  the  Special  Flood  Hazard 
Area,  but  is  within  Zone  C. 
DATE:   The  map  amendment  is  effec- 
tive on  June  13.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  A.ssistant  Admin- 
istrator.   Office    of    Flood    Insurance. 
(202»  755-5581  or  Toll  Free  Line  800- 
424-S872.    Room    5270.    451     Seventh 
Street.   Southwest,   Washington.   DC. 
20410. 
SUPPLEMENTARY       INFORMATION 
This  map  amendment,   by   establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  insur- 
ance as  a  condition  of  Federal  or  fed- 
erally-related   financial    assistance    for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase -flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  pronerty  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
(NFIA)  through  the  agent  or  broker  who 
sold  the  policy. 

Map  No.  Htl  445406D  Panel  04  is 
hereby  corrected  to  reflect  that  the  above 
property  is  not  within  the  Special  Flood 
Ha2a.rd  Area  identified  on  April  16.  1976 
(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28.  1969  (33  PR 
17804.  November  28.  1968).  as  amended;  42 
TJ.S.C.  4001-4128:  and  Secretary's  delegation 
of  authority  to  Pederal  Insurance   Admlni-s- 
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trator,    34    FR    2680.    February    27.    1969,    as 
amended  by  39  PR  2787,  January  24,   1974) 

Issued;  May  20,  1977. 

Howard  B.  Clark, 

Acting  Federal 
iTisurance  Administrator. 

IFR  Doc.77-16423  Piled  6-10-77;8:45  am] 


[Docket  No   PI- 2600) 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Harris 
County,  Texas 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD 

ACTION:  Final  rule. 

SUMMARY:  On  February  14,  1977,  in  42 
FR  9118,  the  Federal  Insurance  Adminis- 
trator published  a  IL^^t  of  communities 
with  Special  Flood  Hazard  Areas  which 
Included  Harris  County.  Texas.  Map  No. 
H  &  I  480287B  Panel  99  indicates  that 
Lot  6.  Block.  43  and  Lots  11  through  15. 
Block  40.  Section  6.  Wedgewood  Village. 
Harris  County,  Texas,  as  recorded  in 
Volume  203,  Page  68  of  Plats  and  Volume 
224,  Page  29  of  a  Partial  Replat.  respec- 
tively. In  the  Office  of  the  Clerk  of  the 
Cotinty  Court  of  Harris  County.  Texas, 
are  In  their  entirety  within  the  Special 
Flood  Hazard  Area.  It  has  been  deter- 
mined by  the  Federal  Insurance  Admin- 
istration, after  further  technical  review 
of  the  above  map  in  light  of  additional, 
recently  acquired  flood  information,  that 
the  above  property  Ls  not  within  the 
Special  Flood  Hazard  Area. 

Lot  6.  Bloclc  43.  Lots  11  and  12.  Block  40 
and  the  existing  structures  on  Lots  13 
through  15,  Block  40  are  within  Zone  C. 

DATE :  The  map  amendment  is  effective 
on  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
1202)  755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270.  451  Seventh 
Street,  Southwest,  Washington.  DC. 
20410. 

SUPPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
federally-related  flnancial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
PMrchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  c*tain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pendmg  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  mav  be  obtained 
from  the  National  Flood  Insurers  Asso- 


ciation <NFIA'  through  the  agent  or 
broker  who  sold  the  pohcy. 

Map  No.  H  &  I  480287B  Panel  99  is 
hereby  corrected  to  reflect  that  the  above 
property  is  not  VNilhin  the  Special  Flood 
Hazard  Area  identified  on  July  30,  1976. 

iNalional  Flo;d  Insurance  Act  of  1968  iTitle 
•ym  ol  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  1 33  FR 
17804,  November  28.  1908) ,  as  amended.  42 
use  4':H:i--il28,  and  Spcretary's  delegation 
of  auihontv  to  Pfdenil  Insurance  Adminis- 
trator. 34  FR  21-80.  February  27.  1969,  as 
ameaded  by  39  FR  2787.  January  24.   1974  ) 

Issued  May  20,  1977. 

How.ARD  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

[PR  Doc.77-16430  Filed  6-10-77,8:45  am) 


[Docket  n6.  Fl-26001 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  Fairfax 
County,  Virginia 

AGENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

ACTION:  Final  rule 

SUMMARY:  On  February  14.  1977.  in  42 
FR  9119.  the  Federal  Insurance  Admin- 
istrator published  a  h'^i  of  ccmmunitic.': 
with  Special  Flood  Hazard  Areas  which 
included  Fairfax  County,  Virginia.  Map 
No.  H  &  I  515525C  Panel  14  indicates 
that  Lot  21.  Section  1.  Devon  Park.  Fair- 
fax County.  Virginia,  is  m  its  entirety 
within  the  Special  Flood  Hazard  Area.  It 
has  been  determined  by  the  Federal  In- 
surance Admuiistration.  after  further 
technical  review  of  the  above  map  in 
light  of  additional,  recently  acquired 
flood  information  that  the  existing 
structure  on  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area. 

DATE:  The  map  amendment  is  effective 
on  June  13.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  A.ssL^tant  Admin- 
istrator. Office  of  Flood  Insurance. 
(202'  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270,  451  Seventh 
Street.  Southwest,  Washington.  DC. 
20410. 

SLTPLEMENTARY  INFORMATION: 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Fiood  Hazard  Area,  removes 
the  requirement  to  purcha.'^e  flood  insur- 
ance as  a  condition  of  Federal  or  federal- 
ly-related financial  assistance  for  con- 
struction or  acquisition  purpases. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaming  flood  insurance  cove.'age  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtam  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 


ii^g  or  has  been  paid  on  the  policy  in 
quesUon  during  Uie  same  policy  year. 
The  premium  refund  may  be  obuined 
from  the  National  Flood  Insurers  Asso- 
ciation 'NFIA'  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  4  I  515525C  Panel  14  is 
hereby  corrected  to  reflect  that  the  above 
property  is  not  within  the  Special  Fiood 
Hazard  .^rea  identified  on  May  7,  1977. 

iNatlor.al  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968 1,  effective  January  28.  1969  (33  PR 
17804.  November  28.  1968i,  as  amended;  42 
U  S.C  4001-4128.  and  Secretary's  delegation 
of  authority  to  Pederal  Insurance  Adminis- 
trator, 34  PR  2680.  February  27,  1969.  as 
amended  by  39  PR  2787.  January  24,  1974.) 

Issued:  May  24.  1977. 

Howard  B.  Clark, 
Acting  Federal 
Insurance  Administrator. 

[PR  Doc. 77- 16438  Piled  6-l(>-77;8:45  am) 


IDocket  No  FI-26001 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Virginia  Beach,  Virginia 

AGENCY:   Federal  Insurance  Adminis- 
tration, HUD. 

ACTlOfi :  Final  rule. 

SUMMARY:  On  February  14  1977.  in 
42  FTi  9119,  the  Federal  Insurance  Ad- 
minL-^trator  published  a  list  of  commu- 
nities with  special  hazard  areas  which 
included  Virginia  Beach,  Virginia.  Map 
No.  H  5 1553 IB  Panel  09  indicates  that 
Lot  4,  Green  Hill  Farm  Subdivision.  Vir- 
Binia  Beach.  Virrrinia.  as  recorded  in 
Map  93,  Pace  9  of  Plats,  in  the  office  of 
the  Clerk  of  the  Circuit  Court  of  Virginia 
Beach,  Virginia,  is  in  its  entirety  within 
the  Special  Flood  Hazard  Area  It  has 
been  determined  by  the  Federal  Insur- 
ance Administration,  after  further  tech- 
nical review  of  the  above  map  in  light 
of  additional,  recently  acquired  flood  In- 
formation that  the  above  property  is 
not  within  the  Special  Flood  Hazard 
Area,  but  is  within  Zone  C 

DATE:  The  map  amendment  is  efTectlve 
on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Ad- 
ministrator Office  of  Flood  Insurance. 
(202>  755-5581  or  Toll  Free  Lme  800- 
424-8872,  Room  5270.  451  Seventh 
Street.  Southwest.  Washington  DC 
20410. 

SUPPLEMENTARY  INFORMATION : 
Tills  map  amendment,  by  establishing 
that  the  sub.iecl  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or 
federally-related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  ouner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
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agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basLs  of  thus  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  i.s 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  Asso- 
ciation iNFIA>  through  the  agent  or 
broker  who  sold  the  policy 

Map  No  H  515.531B  Pai^el  09  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  withm  the  Special  Flood  Haz- 
ard Area  identified  on  October  3.  1970. 
(National  Flood  Insurance  Act  of  1968  i  Title 
XIII  of  Housing  and  Urban  Development  Act 
of  19681.  effective  January  28,  19G9  (33  FR 
17B04.  November  28.  1968),  as  amended;  42 
use  4001-4128.  and  Secretary's  deleg.^tlon 
of  authorltv  to  Federal  Insurance  Adminis- 
trator. 34  FR  2680.  February  27.  1969,  as 
amended  by  39  FR  2787,  January  24.   1974.) 

Issued:  May  16.  1977. 

J.  Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16441   Filed  6    10-77.8:45  am] 


IDoC.et  No    FI-26801 

PART  1920 — PROCEDURE  FOR  MAP 

CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 

Duncanville,  Texas 

.\GENCY     Federal  Insurance  Adminis- 
tration, HUD. 

ACTION ;  Final  rule. 

SUMMARY:  On  February  11.  1977.  in  42 
Fn  8894.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  Special  Flojd  Hazard  Areas  which 
included  Duncanville.  Texas  Map  No 
H  480 173 A  Panel  04  indicates  that  Lots  5 
and  6.  Block  .\  and  Lot^s  1  through  10.  14 
and  15,  Block  B,  Si.xth  Section.  Green- 
way  Estates.  Duncanville.  Texa^.  a.s  re- 
corded in  Volume  76048.  Page  0003  of 
Plats  in  the  office  of  Records.  Dallas 
County.  Texas,  are  in  their  entirety  with- 
in the  Special  Flood  Hazard  Area.  It  ha.s 
been  determined  by  the  Federal  Insur- 
ance Admini-stration.  after  further  tech- 
nical review  of  the  above  map  m  light  of 
additional,  recently  acquired  flood  infor- 
mation, that  Lots  5  and  6.  Block  A  and  1 
through  3.  10  and  15.  Block  B  of  the 
above  property,  with  the  exception  of  the 
recorded  drainage  and  utilitv  easement.^. 
are  not  within  the  Special  Flood  Hazard 
Area 

ALso,  the  front  190  feet  of  Lot  4;  the 
front  135  feet  of  Lots  5  and  6;  the  front 
140  feet  of  Lot  7.  and  the  front  130  feet 
of  Lot.s  8  and  9;  all  bor(iering  on  Green 
Tree  Lane,  are  not  within  the  Special 
Flrsnd  Hazard  Area. 

Lot  14.  with  the  exception  of  the  rear 
60  feet  of  the  lot.  being  defined  as  a  line 
measured  from  the  rear  lot  line  and  rtm- 
ning  parallel  to  the  recorded  drainage 
and  utility  easement,  ls  not  within  the 
Special  Flood  Hazard  Area. 


RULES   AND   REGULATIONS 

DATE;  The  map  amendment  is  effective 
on  June  13.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Richard  Krimm.  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
(202)  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street.  Southwest.  Washington.  D.C. 
20410. 

SLTPLEMENTARY  INFORMATION. 
This  map  amendment,  by  establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  purchase  flood  in- 
surance as  a  condition  of  Federal  or  fed- 
erally-related financial  assistance  for 
construction  or  acquistion  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  a.ssistance.  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current  pol- 
icy year,  provided  that  no  claim  is  pend- 
ing or  has  been  paid  on  the  policy  in 
question  during  the  same  policy  year.  The 
premium  refund  may  be  obtained  from 
the  National  Flood  Insurers  Association 
I NFIA 1  through  the  agent  or  broker  who 
sold  the  policy. 

Map  No  H  480 173 A  Panel  04  is  hereby 
corrected  to  reflect  that  the  above  prop- 
erty is  not  within  the  Special  Flood  Haz- 
ard Area  identified  on  February  6.  1974, 
and  August  20.  1976. 

(National  Flood  Insurance  Act,  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968).  effective  January  28.  1969  (33  FR 
17804.  November  28.  1968).  as  amended:  42 
use.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Admin- 
istrator. 34  FR  2680.  February  27.  1969.  as 
amended  by  39  FR  2787,  January  24.  1974.) 

Issued    May  17.  1977. 

J.  Robert  HtrNiER, 

Acting  Federal 
Insurance  Administrator. 

|FR  Doc  77-16428  Filed  6-10-77:8:45  am] 


[Docket  No    FI-26801 

PART  1920 — PROCEDURE  FOR  MAP 
CORRECTION 

Letter  of  Map  Amendment  for  the  City  of 
Duncanville,  Texas 

AGENCY:  Federal  Insurance  Adminis- 
tration. HUD. 

ACTION :  Final  rule. 

SUMMARY:  On  February  11.  1977.  in  42 
FR  8894.  the  Federal  Insurance  Adminis- 
trator published  a  list  of  communities 
with  special  hazard  areas  which  included 
Duncanville.  Texas.  Map  No.  H  480173A 
Panels  04  and  05  indicate  that  Lots  12 
through  15.  Block  2.  First  Section  and 
Lots  16  through  19.  Block  2.  Second  Sec- 
tion of  Swan  Ridge  Estates.  Duncanville. 
Texas,  are  in  their  entirety  within  the 
Special  Flood  Hazard  Area.  It  has  been 


determined  by  the  Federal  Insurance  Ad- 
ministration, after  further  technical  re- 
view of  the  above  map  in  light  of  ad- 
ditional, recently  acquired  flood  informa- 
tion, that  Lots  12  through  15.  Block  2. 
First  Section,  with  the  exception  of  the 
easternmost  fifty  feet  of  the  lots,  are  not 
within  the  Special  Flood  Hazard  Area. 

Lot  16.  Block  2,  Second  Section,  with 
the  exception  of  the  rear  thirty-five  feet 
of  the  lot,  is  not  within  the  Special  Flood 
Hazard  Area. 

Lot  17,  Block  2,  Second  Section,  with 
the  exception  of  the  rear  fifty  feet  of  the 
lot,  is  not  within  the  Special  Flood 
Hazard  Area 

Lot  18,  Block  2,  Second  Section,  with 
the  exception  of  the  rear  fifty -five  feet 
of  the  lot.  is  not  within  the  Special  Flood 
Hazard  Area. 

Lot  19,  Block  2.  Second  Section,  with 
the  exception  of  the  rear  forty  feet,  is 
not  within  the  Special  Flood  Hazard 
Area. 

DATE:  The  map  amendment  is  effective 
as  of  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.    Richard    Krimm,    Assistant   Ad- 
ministrator. Office  of  Flood  Insurance. 
(202>  755-5581  or  Toll  FYee  Line  800- 
424-8872,    Room    5270,    451    Seventh 
Street,   Southwest,   Washington,  DC. 
20410, 
SUPPLEMENTARY       INFORMATION: 
This   map   amendment,   by   establishing 
that  the  subject  property  is  not  within 
the  Special  Flood  Hazard  Area,  removes 
the  requirement  to  rurcha.se  flood  insur- 
ance   as    a    condition    of    Federal    or 
federally-related  financial  assistance  for 
construction  or  acquisition  purposes. 

If  a  property  owner  was  required  to 
purchase  flood  insurance  as  a  condition 
of  such  assistance,  and  the  lender  now 
agrees  to  waive  the  property  owner  from 
maintaining  flood  insurance  coverage  on 
the  basis  of  this  map  amendment,  the 
property  owner  may  obtain  a  full  refund 
of  the  premium  paid  for  the  current 
policy  year,  provided  that  no  claim  is 
pending  or  has  been  paid  on  the  policy 
in  question  during  the  same  policy  year. 
The  premium  refund  may  be  obtained 
from  the  National  Flood  Insurers  As- 
sociation I  NFIA  >  through  the  agent  or 
broker  who  sold  the  policy. 

Map  No.  H  480173A  Panels  04  and  05 
are  hereby  corrected  to  reflect  that  the 
above  property  is  not  within  the  Special 
Flood  Hazard  Area  identified  on  August 
20,  1976,  and  February  8,  1974. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Apt 
of  1968).  effective  January  28,  1969  (33  FR 
17804.  November  28  1968).  as  amended;  42 
use.  4001-4128;  and  Secretary's  delegation 
of  authorltv  to  Federal  Insurance  Admin- 
istrator. 34  FR  2680,  February  27.  1969.  as 
amended  by  39  FR  2787.  January  24.  1974.) 

Issued:  May  16.  1977. 

J    Robert  Hunter. 

Acting  Federal 
Insurance  Administrator. 

(FR  Doc.77-16429  Filed  6-10-77:8  45  am] 
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Title  30 — Mineral  Resources 

CHAPTER  II— GEOLOGICAL  SURVEY. 
DEPARTMENT   OF  THE    INTERIOR 

PART  211— COAL  MINING  OPERATING 
REGULATIONS 

Adoption  of  Standards  and  Procedures  to 
Govern  Surface  Coal  Mining  Reclamation 
Operations  on  Federal  Coal  Leases  in 
Montana 

AGENCY :  Geological  Survey,  Interior. 
ACTION:  Final  rule. 

SUMM.ARY:  This  document  adopts  as 
Federal  regulations  >  1 »  those  portions  of 
Montana  state  law  that  govern  reclama- 
tion of  Federal  coal  leases  disturbed  by 
surface  coal  mining  in  Montana  ai.d  i2i 
a  Cooperative  Agreement  between  the 
Department  of  the  Interior  and  the  State 
of  Montana  that  governs  the  administra- 
tion and  enforcement  of  reclamation 
laws  affecting  Federal  coal  leases  in 
Montana. 

EFFECTIVE  DATE:  June  10,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  Uram,  Office  of  the  Solicitor, 

US.     Department     of     the     Interior, 

Washington,    DC.    20240,    (202.)    343- 

4803. 
SUPPLEMENTARY  INFORMATION: 
On  September  14.  1976.  the  Department 
proposed  to  adopt  as  Federal  regulations 
governing  the  operation  of  Federal  coal 
leases  in  Montana  the  substantive  por- 
tions of  Montana's  coal  mme  reclama- 
tion law.  41  FR  39036  '  1976) .  The  notice 
stated  that  Montana's  standards  would 
replace  corresponding  portions  of  Fed- 
eral regulations.  Comjnents  were  re- 
ceived on  this  proposal,  and  a  pubUc 
hearing  was  held  in  Billings.  Montana 
on  May  4.  1977. 

On  May  11,  1977.  the  Department  pro- 
posed to  enter  into  a  Cooperative  Agree- 
ment ■with  Montana  that  would  govern 
the  administration  and  enforcement  of 
reclamation  standards  on  federal  coal 
leases  in  Montana.  The  proposed  Agree- 
ment specifically  incorporated  tin 
Appendix  A>  the  substantive  standards 
of  the  September  14  proposal. 

A  fuller  explanation  of  the  background 
of  these  rules  mav  be  found  in  the  pre- 
amble to  both  of  the  proposals. 

Together,  the  two  rulemaking  notices 
create  a  system  of  Federal-State  cooper- 
ation to  help  ensure  that  lands  disturbed 
■by  surface  coal  mining  are  fully  re- 
claimed and  returned  to  productive  use 
as  soon  as  possible  after  mining  is  com- 
pleted. The  rulemaking  actions  eliminate, 
to  a  great  extent,  the  imoosition  of  un- 
necessary costs  and  delays  that  can  occur 
as  a  result  of  the  dual  jurisdiction  of  the 
State  of  Montana  and  the  United  Stales 
over  reclamation  on  Federal  coal  leases 
in  that  State.  Although  potential  areas 
of  Federal-State  conflict  stiH  exist,  the 
potential  for  inter-governmental  dis- 
putes has  been  greatly  reduced. 

The  Department  has  reviewed  all  of 
the   comments   that   were   recevied   on 


these  proposals,  but  has  not  made  any 

changes  in  the  final  regulations  as  the 
result  of  these  comments  Generally,  the 
comments  favored  the  proposal  Several 
comments  asserted  that  some  of  the 
Montana  standards  ■Rcre  too  stringent 
and  should  not  be  adopted.  The  Depart- 
ment does  not  view  any  of  the  adopted 
provisions  of  Montana's  law  as  overly 
restrictive  and  has  not  changed  any  of 
the  determinations  made  in  Table  1  of 
the  September  14  proposal. 

Only  2  changes  from  the  proposals 
have  been  made  in  the  final  rules  pub- 
lished today.  The  proposed  section  30 
CFR  211.77  has  been  renumbered  30  CFR 
211,76-1.  and  an  effective  date  of  June 
10.  1977.  has  been  inserted  iii  the  Coop- 
erative Agreement. 

Dated:  June  3.  1977. 

Cecil  D.  Andrus, 
Secretary  of  the  Interior. 

1.  Title  30  CFR  211.10  is  amended  by 
adding  a  new  subparagraph  (eM5>  to 
read: 

§  2  11. 1*0  Exploration  and  mining  plans. 
,  .  .  •  • 

(et  States  uith  I21175>b)  agree- 
ments. •   •   • 

(5>  Montana.  A  Federal  coal  lessee  in 
tlie  Stat€  of  Montana  who  must  submit 
a  mining  plan  or  permit  under  both 
State  and  Federal  law  shall  submit  in  lieu 
of  the  mining  plan  required  in  this  sec- 
tion, a  mining  plan  containing  the  infor- 
mation required  by : 

ii>  Section  50-1039.  50-1043,  R.C.M. 
1947; 

(ii*  Mont.  .^dmin.  Code  Section  26- 
2.10tl0>-S  10270-10300: 

(iii)   30CFR211.10fc) ;  and 

(iv»  A  statement  certifying  that  a 
copy  of  the  plan  has  been  given  to  the 
State  of  Montana  and  the  Secretan". 

2,  Title  30  CFR  211.74  is  amended  by 
adding  a  new  paragraph  (g)  (5)  to  read: 

§  211.74      Variances. 

,  .  •  •  • 

(g)  States  loith  I211.75(b^  agree- 
ments. *   •   • 

(5)  Montana.  A  Federal  coal  lessee  in 
the  State  of  Montana  shaU  request  and 
receive  variances  from  the  State  of  Mon- 
tana and  the  Secretary  under  Montana 
Admin.  Code  Section  26-2.10a0^-S 
10300. 

3  Title  30  CFR  Part  211  is  amended  by 
adding  a  new  section.  30  CFR  211.76-1  to 
read: 

§  211.T<>-1  Applirahilil>  of  th«-  r<Hquire- 
nirnl*  of  Montana"«  K«'«lamalion 
Laws  and  IJepulation*. 

(&>  Pursuant  to  ?211.75ia'.  the  Sec- 
retary has  determined  that  Federal  ap- 
proval of  a  mining  or  exploration  plan  in 
Montana  reouired  by  30  CFR  Part  211 
will  be  granted  only  if  the  plan  would 
comply  with  the  requirements  of  Mon- 
tana's reclamation  laws  and  regtilations 
that  are  listed  m  paragraphs  «a>  (D- 
(9 1  of  this  section: 


tl)  Mont  Stat  50-1043. 

f2>  Mont  Stat.  50-1044  <lt-(4). 

i3>  Mont  Stat  50-1045 

(41  Mont.  Stat.  50-1046. 

(5>  Mont.  Admin.  Code  26-2.10<10)- 

sio-^io 

(6'  Mont  Admin.  Code  26-2.10(10)- 
S10330. 

i7'  Mont,  Admin.  Code  26-2  10(10- 
S10340 

(8'  Mont  Admin.  Code  26-2.10(10i- 
S10350 

"     9     Mont.  Admin.   Code   26-2.10(18^- 
S10400G  1  ?a-k). 

lb'  Paragraph  (a)  of  this  section  su- 
persedes the  requirements  of  the  follow- 
ing sections  in  Part  211 : 

fl)    211.40(a)  (l>-(8>. 

2>    211.40(ai  (11)-(13)(11). 

(3)   211.40ia>  (14>  (ii>  (B). 

(c)  This  section  remains  in  effect  until 
the  Secretary-  determines,  through  rule- 
making, that: 

( 1 '  Tlie  requirements  of  Montana's 
reclamation  laws  and  regulations  fail  to 
provide  general  protection  of  environ- 
mental quality  and  values  at  least  as 
stringent  as  would  occur  under  the  ex- 
clusive avplication  of  this  part:  or 

(21  The  requirements  of  Montana's 
recr-mation  laws  and  regulations  unrea- 
.sonably  prevent  the  mining  of  federal 
coal  and  it  l«  in  the  overrldmg  national 
interest  that  the  coal  be  produced  with- 
out application  of  the  requirements 
listed  in  paragraph  (ai  of  this  section 

4  Title  30  CFR  211.77  is  amended  by 
adding  a  new  paragraph  (e)  to  read: 

§211.77      State*   viilli   rooprralivr   aerrr- 
mrnts. 
•  •  •  •  • 

let  Montana  TTie  administration  and 
enforcement  of  reclamation  require- 
ments on  federal  coal  leases  in  Montana 
subject  to  this  part  .shall  be  done  accord- 
ing to  the  Cooperative  Agreement  be- 
tween the  State  of  Montana  and  the  De- 
partment of  the  Interior  The  Coopera- 
tive Agreement  is  published  at  June  13. 
1977.  and  is  available  at  appropriate  of- 
fices of  the  Department  of  the  Interior. 

C(X)i>€ratlve  Apreement  Between  the 
United  States  Department  of  the  Interior 
and  the  State  of  Montana  under  Section  32 
of  the  Mineral  Leasing  Act  of  1920,  30  U  S  C- 
Section  189  and  Section  307  of  the  Federal 
Land  Policv  and  Management  Act  of  1970. 
and  30  C  FR   211  75(bi 

This  Agreement  (referred  to  as  the  Coop- 
erative Agreement '  is  made  between  the 
State  of  Montana  acting  by  and  through 
Governor  Thomas  Judge  (referred  to  a^  the 
Governor  I  and  the  United  States  Department 
of  the  Interior  acting  by  and  through  the 
Secretary  of  the  Interior  i  referred  to  as  the 
Secretary) , 

Artt(.-i.e  I— Pt,t(Pose 

Thi";  Cooperative  Agreement  provides  for  a 
cooperative  program  between  the  United 
Slates  Deoartment  of  the  Interior  and  the 
State  of  Montana  with  re«pect  to  the  admln- 
Lstration  and  enforcement  of  coal  surface 
mine  reclamation  requirements  where  a  per- 
son engaged  in  surface  mining  of  coal  under 
coal  leases  issued  by  the  Department  of  the 
Interior  under  the  Mineral  Leasing  Act  of 
1920  removes  or  Intends  to  remove  more  than 
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10.000  cubic  yards  of  coal  or  overburden  The 
basic  purpose  of  the  agreement  Is  to  prevent 
duality  of  administration  and  enforcement 
of  surface  reclamation  requirements  by 
designating  the  State  of  Montana,  to  the  ex- 
tent possible,  as  the  principal  entity  to  en- 
force reclamation  laws  and  regulations  on 
Federal  coal  leases  In  Montana. 

Article  II — E^-fective  Date 

The  Cooperative  Agreement  is  effective  on 
the  lOth  day  of  June.  1977.  and  remains  m 
effect  until  terminated  as  provided  by  Article 
IX 

ARriCLE  III — REQI-IREMENTS  for   COOPERAIIVE 

Agreement 

The  Governor  affirms  that  the  State  of 
Montana  win  comply  with  all  of  the  provi- 
sions of  this  Cooperative  Agreement  and  will 
continue  to  meet  all  the  conditions  and  re- 
quirements specified  In  this  Article  upon 
which  the  approval  of  the  Secretary  is  ba-.ed 

A  Responsible  administrutti'e  agency  The 
Montana  Department  of  State  Lands  and  the 
Montana  Board  of  l^nd  Commls.sloners  (re- 
ferred to  as  the  State  Agency)  are.  and  shall 
continue  to  be.  the  agencies  responsible  for 
administering  this  Cooperative  Agreement  on 
behalf  of  the  Governor  on  Federal  coal  leases 
throughout  the  State 

B  Authority  of  State  agency  TTie  State 
Agency  designated  In  Paragraph  A  of  this 
Article  has.  and  shall  continue  to  have,  au- 
thority to  carry  out  this  Cooperative  Agree- 
ment 

C  State  reclamation  law.  The  reclamation 
requirements  of  Montana  listed  In  Appendix 
A  afford  general  protection  of  the  environ- 
ment at  least  as  stringent  at.  would  occur  un- 
der the  exclusive  application  of  30  CFR  Part 
211.  and  do  not  unreasonably  impair  coal 
mining  that  Is  In  the  overriding  national 
Interest. 

D  Effectiveness  of  State  procedures.  The 
procedures  of  the  State  of  Montana  sha'.l  be 
as  effective  for  the  purpose  of  enforcing  tne 
reclamation  requirements  listed  In  Appendix 
A  an  the  procedures  of  the  Department  of  the 
Interior 

E  Inspection  of  mines  Tlie  Governor  af- 
firms that  the  State  Agency  will  Inspect  all 
mines  on  Federal  coal  leases  located  In  the 
State.  In  accordance  with  the  minimum 
s:hedule  in  Article  V 

P  Enforcement  The  Governor  affirms  that 
the  State  Agency  will  enforce  the  Agreement 
In  a  manner  that  ensures  effective  environ- 
mental protection. 

0  Qxuilififd  per'sonnel  TTie  State  Agency 
will  have  an  adequate  number  of  fully  quali- 
fied personnel  necessary  for  the  enforcement 
of   this  Cooperative   Agreement. 

H  Funds  The  State  Agency  will  devote 
adequate  funds  for  the  administration  and 
enforcement  of  reclamation  requirements  on 
Federal  coal  leases  In  the  State 

1  Reports  and  record.i  The  State  Agency 
shall  maKe  reports  to  the  Secretary,  contain- 
ing Information  about  its  compliance  with 
the  terms  of  this  Cooperative  Agreement,  as 
the  Secretarv  shall  from  time  to  time  require 
The  State  Agency  shall  al.so  make  available 
to  the  Secretarv.  upon  request,  li'.formatlon 
developed  under  this  Cooperative  Agree- 
ment 

The  Secretary  affirms  that  the  Department 
of  the  Interior  will  comply  with  all  of  the 
provisions  of  this  Coop-ratlve  Agreement 

Artice  rv— Mine  Plans 

Federal  regulation,  30  CFR  211  10(c),  and 
->-ate  laws  and  regulations  require  the  opera- 
tor of  lands  leased,  permitted  or  licensed 
for  coal  mining  to  receive  approval  of  a 
mining  plan  or  permit  prior  to  conducting 
operations 


A.  Contents  of  mining  plans  and  permits. 
The  Stat'  Agency  and  the  Secretary  agree 
that  a  Federal  coal  lessee  must  submit  a 
mining  plan  or  permit  application  under 
both  State  and  Federal  law,  which  plan  or 
permit  must  Include,  at  a  minimum,  the  fol- 
lowing information: 

1.  The  Information  required  by: 

a.  Sections  50-1039,  50-1043.  50-1607.  R.C.M. 
1947; 

b.  Mont  Admin  Code  Section  2&-2.10 
(10) -S  10270-10300: 

c.  30  CFR  211.10(C). 

2.  Statement  certifying  that  a  copy  of  the 
mining  plan  or  permit  application  has  been 
given  to  both  the  State  Agency  and  the 
Secretary. 

If  either  the  State  Agency  or  the  Secretary 
requires  the  operator  to  submit  additional 
Information,  he  shall  submit  the  Informa- 
tion to  both  the  State  Agency  and  the  Secre- 
tary. 

B  Review  of  plan.  The  State  Agency  and 
the  Secretary  shall  each  review  and  analyze 
the  adequacy  of  the  plan,  permit  or  request 
for  an  amendment  or  a  variance  from  the 
plan  or  permit. 

C  Approval  of  mining  plans.  The  State 
Agency  shall  review  the  adequacy  of  the  min- 
ing plan  or  permit,  aa  provided  In  sections 
50-1042.  50-1043  RC  M  1947,  or  request  for 
an  amendment,  as  provided  In  Mont.  Admin. 
Code  Section  26-2  10(  10)-S10300. 

The  State  Agency  shall  notify  the  Secre- 
tary of  its  action  pursuant  to  such  pro- 
visions The  Secretary  shall  then  Independ- 
ently review  and  take  action  on  the  mining 
plan  or  permit  as  required  by  30  CFR  211.10 
(d).  or  request  for  a  variance  as  required  by 
30  CFR  211  74.  or  an  amendment  to  an  ap- ' 
proved  mining  plan  or  permit  which  was 
acted  upon  bv  the  State  Agency.  The  Secre- 
tary shall  notify  the  State  Agency  of  his 
action 

Arti-le  V — Inspections 

A.  Tlie  State  Agency  shall  inspect  as  au- 
thorized by  section  50-1038,  R.C.M.  147.  as 
frequently  as  necessary  but  at  least  quar- 
terlv  the  operations  area  of  all  Federal  Coal 
leases,  permits  and  licenses  where  operations 
affecting  the  reclamation  of  mined  lands  are 
conducted  or  are  to  be  conducted,  for  the 
purpose  of  determining  whether  the  opera- 
tor is  complying  with  all  applicable  laws, 
regulations  and  orders  and  all  requirements 
of  approved  mining  plans  that  affect  the  rec- 
lamation of  mined  lands.  The  State  Agency 
shall  also  perform  all  inspections  required 
under  30  CFR  21141.  Such  Inspections  per- 
formed m  accordance  with  30  CFR  211.41 
shall  be  considered  In  meeting  the  quarterly 
inspection  requirement. 

B  The  State  Agency  will,  subsequent  to 
conducting  any  Inspection  as  required  by 
paragraph  A  of  this  Article,  file  with  the 
Secretary  a  report  on  ( 1 )  the  general  condi- 
tions of  the  lands  under  coal  lease,  permit 
or  license.  (2)  the  manner  In  which  the  op- 
erations are  being  conducted  and  (3) 
whether  the  operator  is  complying  with  ap- 
plicable reclamation  reqtilrements.  A  copy 
of  this  report  shall  be  furnished  to  the  op- 
erator on  request,  and  shall  be  made  avail- 
able for  public  Inspection  during  normal 
business  hours  at  the  offices  of  the  Federal 
Minlne  Supervisor. 

C  For  the  purpose  of  evaluating  the  man- 
ner in  which  the  Cooperative  Agreement  Is 
being  carried  out  and  to  ensure  that  rec- 
lamation is  being  effectively  performed,  the 
Secretarv  mav  inspect  from  time  to  time 
mines  on  Federal  coal  leases  within  the  State. 
Inspections  bv  the  Secretary  may  be  made  In 
asso?latlon  with  the  regular  Inspection  by 
the  State  Agency. 

D  The  Secretary  may  conduct  inspections 
on  Federal  coal  leases  to  determine  whether 


the  operator  Is  complying  with  requirements 
that  are  unrelated  to  reclamation. 

Article  VI — Enforcement 

A.  If  the  State  Agency  determines  that  the 
operator  is  not  complying  with  a  require- 
ment that  relates  to  the  reclamation  of  lands 
disturbed  by  surface  mining,  it  shall  take 
such  steps  as  required  by  Sections  50-1046. 
50-1050,  and   50-1056,    R  C  M.    1947. 

B.  If.  In  the  judgment  of  the  State  Agency, 
an  operator  Is  conducting  activities  on  lands 
subject  to  this  Agreement  which  fall  to  com- 
ply with  a  requirement  that  relates  to  rec- 
lamation and  those  activities  threaten  Im- 
mediate and  serious  damage  to  the  environ- 
ment, the  State  Agency  shall  take  immediate 
action,  as  authorized  by  sections  50-1050 
and  50-1056,  R CM.  1947 

C.  The  State  Agency  shall  notify  the  Sec- 
retary of  all  violations  of  applicable  laws 
regarding  reclamation  on  Federal  coal  leases 
Including  violations  of  Federal  laws  and  reg- 
ulations or  lease  terms  and  of  al!  actions 
taken  under  sections  50-1046.  50-1050,  and 
50-1055,  R.C.M.  1947.  with  respect  to  such 
violations. 

D.  This  section  does  not  limit  the  Secre- 
tary's authority  to  seek  cancellation  of  a 
Federal  coal  lease  under  Federal  laws  and 
regulations,  or  prevent  the  Secretary  from 
taking  appropriate  steps  to  correct  actions 
that  violate  Federal  law.  but  not  State  law. 
or  from  taking  appropriate  measures  to  rem- 
edy violations  of  a  mining  plan  or  other  ap- 
propriate requirements 

E.  Failure  to  adequately  enforce  the  rec- 
lamation laws  and  regulations  shall  be 
grounds  for  termination  of  this  Cooperative 
Agreement. 

Article  VII — Bonds 

A.  Amount  and  reaporu^ibility.  The  State 
Agency  may  require  Federal  coal  lessees  sub- 
ject to  the  provisions  of  30  CFR  Part  211  to 
submit  a  bond  as  provided  In  sections  50- 
1039,  RC  M.  1947.  The  Secretary  shall  reduce 
the  Federal  bond  required  for  reclamation 
purposes  under  43  CFR  3041  3  and  30  CFR 
211.3.  by  the  amount  of  the  bond  required 
by  the  State  Agency  only  if  the  release  of  all 
or  any  portion  of  the  State  Agency's  bond 
Is  conditioned  on  compliance  with  the  re- 
quirements of  the  approved  plan,  and  the 
amount  released  Is  appropriate  to  the  work 
completed.  Where  the  surface  of  the  lands  Is 
not  owned  by  the  United  States,  the  State 
Agency  shall  notify  the  surface  owner  and 
solicit  and  take  into  account  his  comments 
before  recommending  release  of  the  bond. 

B.  A/ott^cafion.  Prior  to  releasing  the  bond 
provided  for  in  section  50-1039.  R  C  M  1947, 
for  lands  the  surface  of  which  Is  owned  by 
the  Federal  Government,  the  State  Agency 
shall  consult  with  and  seek  the  advice  and 
consent  of  the  Secretary 

C.  Release  of  bond  The  State  Agencv  shall 
hold  the  oV)erator  responsible  and  liable  for 
successful  reclamation  as  required  by  sec- 
tion 50-1039.  R  C  M.  1947. 

Article  VIII — OppoRTVNrrY  To  Comply  WrrH 
Cooperative  Agreement 

The  Secretary  may.  at  his  sole  discretion. 
and  without  Instituting  or  commencing  pro- 
ceedings for  withdrawal  of  approval  of  the 
Cooperative  Agreement,  notify  the  State 
Agency  that  it  has  failed  to  comply  with  the 
provisions  of  the  Cooperative  Agreement  The 
Secretary  shall  specify  how  the  State  Agency 
has  failed  to  comply  and  shall  stAte  the 
period  of  time  within  which  the  defects  In 
administration  shall  be  remedied  and  satis- 
factory evidence  presented  to  him  that  the 
State  Agency  has  remedied  the  defects  in 
administration  and  is  in  compliance  with 
and  has  met  the  requirements  of  the  Sec- 
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retary.  The  time  period  specified  shall  not 
be  less  than  30  days.  Upon  failure  of  the 
State  Agency  to  meet  the  requirements  of 
the  Secretary  within  the  tune  specified,  the 
Secretary  may  institute  proceedings  for  with- 
drawal of  approval  of  the  Cooperative  Agree- 
ment as  set  forth  in  Article  IX. 

Article  IX — Terminati'^n  of  Cooperative 
Agreement 

The  Cooperative  Agreement  may  be  termi- 
nated as  follows: 

A.  Termination  by  the  State  The  Cooper- 
ative Agreement  may  be  terminated  by  the 
Governor  upon  written  notice  to  the  Secre- 
tary, specifying  the  date  upon  which  the 
Cooperative  Agreement  shall  be  terminated, 
'lut  which  date  of  termination  shall  not  be 
less  than  60  days  from  the  date  of  the 
notice. 

B.  Termination  by  the  Secretary.  The 
Cooperative  Agreement  may  be  termmated 
by  the  Secretary  whenever  the  Secretarv 
finds,  after  giving  due  notice  to  the  State 
Agency  and  affording  the  State  Agency  an 
opportunity  for  a  hearing; 

1.  That  the  State  Agency  has  failed  to  com- 
ply substantially  with  any  provision  of  the 
Cooperative  Agreement:  or 

2  That  the  State  Agency  has  failed  to 
comply  with  any  assurance  given  by  the 
State  Agency  upon  which  the  Cooperative 
Agreement  is  based,  or  any  condition  or  re- 
quirement which  is  specified  In  Article  III; 
or 

3.  That  action  unrelated  to  surface  coal 
mine  reclamation  will  unreasonably  and 
substantially  prevent  the  mining  of  federal 
coal. 

C.  Terminafton  by  operation  of  law.  This 
Cooperative  Agreement  shall  terminate  by 
operation  of  law  when  no  longer  authorized 
by  Federal  laws  and  regulations  or  Montana 
laws  and  regulations. 

D  Notice  of  proposed  termination  When- 
ever the  Secretary  proposes  to  terminate  the 
Cooperative  Agreement  he  shall: 

1.  Give  written  notice  to  the  Governor  and 
to  the  State  Agency; 

2.  Specify  and  set  out  in  the  written  no- 
tice the  grounds  upon  which  he  proposes  to 
terminate    the    Coonerative    Agreement: 

3.  Specify  the  date  upon  which  and  the 
place  where  the  State  Aeency  will  be  afforded 
an  opportunity  for  hearing  and  to  show  cause 
why  the  Cooperative  Agreement  should  not 
be  terminated  by  the  Secretarv.  The  date 
upon  which  such  hearing  shall  be  held  shall 
not  be  less  than  30  davs  from  the  date  of 
such  notice,  and  the  place  of  hearing  shall  be 
in  the  State 

4.  The  Secretarv  shall  also  publish  a  no- 
tice in  the  FEDERAL  Register  containing  the 
items  in  1-3  of  this  paragraph. 

5  Within  30  days  of  the  date  of  the  writ- 
ten notice  specifying  the  date  of  the  hearing, 
the  State  Agency  may  file  a  wTltten  notice 
with  the  Secretary  stating  whether  or  not  it 
win  appear  and  participate  in  the  hearing. 
The  notice  shall  specifv  the  issues  and 
grounds  specified  bv  the  Secretary  for  ter- 
mination which  the  State  Aeency  will  oppose 
or  contest  and  a  statement  of  its  reasoRs 
and  grounds  for  onposine  or  contesting. 
Failure  to  file  a  wTltten  notice  in  the  Office 
of  the  Secretary  within  30  davs  shall  con- 
stitute a  waiver  of  the  opportunity  for  hear- 
ing, but  the  State  Aeency  mav  present  or 
submit  before  t^e  time  fixed  for  the  hearing 
written  arguments  and  reasons  why  the  Co- 
operative Agreement  should  not  be  termi- 
nated, and  within  the  discretion  of  the  Secre- 
tarv may  be  permitted  to  appear  and  confer 
In  person  and  present  oral  or  written  state- 
ments, and  other  documents  relative  to  the 
proposed  termination. 

E.  Conduct  of  hearing  The  hearlne  will  be 
conducted  by  the  SecreUry.  A  record  shall 


be  made  of  the  hearing  and  the  Governor 
shall  be  entitled  to  obtain  a  copy  of  the 
transcript.  The  Governor  shall  be  entitled 
to  have  legal  and  technical  and  other  rep- 
resentatives present  at  the  hearing  or  con- 
ference, and  may  present,  either  orally  or  in 
wTlling.  evidence,  information,  testimony, 
document,  records,  and  materials  as  may  be 
relevant  and  material  to  the  Issues  involved. 
F.  Notice  of  withdrawal  of  approval  of  Co- 
operative Agreement.  After  a  hearing  has 
been  held,  or  the  right  to  a  hearing  has  been 
waived  or  forfeited  by  the  State  Agency,  the 
Secretary,  after  consideration  of  the  evidence 
information,  testimony,  and  argum.ent.s  pre- 
sented to  him  shall  advise  the  Governor  of 
his  decision.  If  the  Secretary  determines  to 
withdraw  approval  of  the  Cooperative  Agree- 
ment, he  shall  notify  the  State  Agency  of 
his  intended  withdrawal  and  shall  afford 
the  State  .Agency  an  opportunity  to  present 
evidence  satisfactory  to  the  Secretary  that 
the  State  Agency  has  remedied  the  specified 
defects  in  Its  administration  of  the  Coopera- 
tive Agreement.  The  Secretary  shall  state 
the  period  of  time  wnhin  which  the  defects 
in  administration  shall  be  remedied  and 
satisfactory  evidence  presented  »o  him.  and 
upon  failure  of  the  State  Agency  to  do  so 
within  the  time  stated,  the  Secretary  may 
thereupon  withdraw  his  approval  of  the 
Cooperative  Agreement  without  any  further 
opportunity  afforded  to  the  State  Agency 
for  a  hearing. 

Article   X — Reinstatement   of  Cooperattve 

Agreement 

The  Cooperative  Agreement  which  has 
been  terminated  may  be  reinstated  upon  ap- 
plication by  the  Governor  and  upon  giving 
evidence  satisfactory  to  the  Secretary  that 
the  State  Agency  can  and  will  comply  with 
all  the  provisions  of  the  Cooperative  Agree- 
ment and  has  remedied  all  defects  in  admin- 
istration ^or  which  the  Cooperative  Agree- 
ment was  terminated. 

Article  XI — Amendments  of  Cooperative 

Agreement 

This  Cooperative  Agreement  may  be 
amended  by  mutual  agreement  of  the  Gov- 
ernor and  the  Secretary.  An  amendment  pro- 
posed by  one  party  shall  be  submitted  to 
the  other  with  a  statement  of  the  reasons 
for  such  proposed  amendment.  The  party 
to  whom  the  proposed  amendment  is  sub- 
mitted shall  signify  its  acceptance  or  re- 
jection of  the  proi>osed  amendment,  and 
If  rejected  shall  state  the  reasons  for  rejec- 
tion. Upon  acceptance  by  the  Governor  and 
the  Secretary  the  amendment  shall  be 
adopted    after    rulemaking 

Article  XII — Changes  in  State  oh 
Federal  Standards 

The  Secretary  of  the  Interior  or  the  State 

of  Montana  may  from  time  to  time  revise 
and  promulgate  new  or  revised  reclama- 
tion requirements  or  enforcement  and  ad- 
ministration procedures  The  Secretary  and 
the  State  Agency  shall  immediately  inform 
the  other  of  any  final  changes  In  their  respec- 
tive laws  or  regulations  Each  party  shall, 
if  it  determines  it  to  be  necessary  to  keep 
this  Cooperative  Agreement  In  force,  change 
or  revise  its  respective  laws  or  regulations. 
For  changes  which  may  be  accomplished  by 
rulemaking,  each  party  shall  hav#  six 
months  in  which  to  make  such  changes  For 
changes  which  require  legislative  authoriza- 
tion, each  party  has  until  the  close  of  its 
next  legislative  session  at  which  such  legis- 
lation can  be  considered  in  which  to  make 
the  changes.  If  such  changes  are  not  made, 
then  the  termination  provision  of  Article 
IX  mav  be  invoked. 


Article  XIII — QrALmcATioNs  And 
Experience  of  Personnel 

The  State  Agency  shall  be  adequately 
staffed  with,  or  have  readily  available  to 
It  an  adequate  number  of  qualified  per- 
sonnel to  carry  out  fully  the  requirements 
of  the  Cooi>er&tlve  Agreement  The  personnel 
of  the  State  Agency  shall  be  so  qualified  that 
the  end  result  of  their  efforts  is  comparable 
to  that  which  would  have  resulted  from  ad- 
minLstration  by  Department  of  the  Interior 
personnel. 

Article  XIV — Conflict  or  Interest 

No  employee  of  the  Sute  Agencv  re-ipon- 
sible  for  the  administration  of  the  State 
law  and  rules  and  regulations  relating  to 
this  Cooperative  Agreement  shall  participate 
in  the  review,  analysis,  administration,  deci- 
sion-making, or  enforcement  of  actions  re- 
lating to  any  operation  subject  to  this  Coop- 
erative Agreement  If  such  person  has,  di- 
rectly or  Indirectly.  »ny  financial  Interest  In 
a  company,  partnership^  organization,  or 
corporation  (parent  or  subsidiary)  which 
owns,  operates  or  hka  a  financial  Interest 
in  such  operation  subject  to  this  Coopera-  _ 
tlve  Agreement 
Article  XV — EotriPiiENT  And  Laboratories 

The  State  Agency  shall  have  equipment, 
laboratories,  and  facilities  with  which  all  in- 
spections, investigations,  studies,  tests,  and 
analvses  which  are  necessary  to  carry  out 
the  requirements  of  the  Cooperative  Agree- 
ment can  be  performed  or  determined  or 
have  access  to  such  facilities. 
Article  XVI— Exchange    of   Information 

A  Organizational  and  functional  state- 
ment The  Governor  and  t*-e  Secretary  shall 
advise  each  other  of  the  organization,  stmc- 
f.ire.  functions,  and  duties  of  the  offices,  de- 
partments, dlviaions.  and  persons  within 
their  organizations.  Each  shall  advise 
promptly  the  other  In  writing  cf  changes  In 
personnel,  officials,  heads  of  departments  or 
divisions,  or  a  change  In  the  function  or 
duties  of  persons  occupying  the  principal  of- 
ficer, within  the  organization.  The  State 
Aeency  and  the  Secretary  sh-dl  advise  each 
ot>ier  in  writing  the  location  of  Its  various 
offices,  addresses,  telephone  numbers,  and 
the  names,  location,  telephone  numbers  of 
their  resoective  mine  inspectors  and  the  area 
within  the  State  for  which  such  inspectors 
are  responsible,  and  shall  advise  promptly  of 
any  changes  in  such. 

B.  Laws,  rules  and  regulations  The  Gov- 
ernor and  the  Secretary  shall  provide  to  each 
other  copies  of  their  respective  laws,  rules. 
regulitions  and  standards,  pertaining  to  the 
enforcement  and  administration  of  this  Co- 
operative Agreement  and  promptly  furnish 
copies  of  any  final  revision  of  such  laws, 
rules,  regulations,  and  standards  when  the 
revision  becomes  effective. 

Article  XVII— Reservation  of  Rights 
This  CDoperative  Agreement  shall  not  be 
construed  as  waiving  or  preventing  the  as- 
sertion of  any  rights  the  Governor  and  the 
Secretary  may  have  under  the  Mineral  Leas- 
ing Act.  the  Constitution  of  the  United 
States,  or  the  Constitution  or  laws  of  the 
State  of  Montana. 

Thomas  Judge, 
Governor 
State  of  Montana 

Cecil  D    Andht^s. 
Secretari^ 
Department  of  the  Interior 
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Appendix  A 

(1)  Mont.  Stat.  50-1043; 

(2)  Mont.  Stat.  50-1044(l)-(4), 
(3>    Mont.  Stit.  50-1045: 

(4i    Mont.  Stat   50-1046; 

(5)  Mont.  Admin.  Code  26-2. 10(10)-S  10310 

(7)  Mont.  Admin.  Code  26-2.10(  10)-S  10340 

(6)  Mont.  Admin.  Code  26-2.10(10)-S  10340 

(8)  Mont.  Admin.  Code  26-2. 10(  10)-S  10350 
(9 1    Mont.   Admin.   Code  26-2.10(  18)-S10100 

G  1  (a-Jc) 

I FR  Doc. 77-1 6733  Piled  6-10-77; 8:45  am] 


Title  33 — Navigation  and  Navigable  Waters 

CHAPTER   I — COAST  GUARD, 
DEPARTMENT  OF  TRANSPORTATION 

:CGD  77-078; 

PART    117— DRAWBRIDGE   OPERATION 
REGULATIONS 

Carrabelle   River,   Fla.;   Devils  Slough   and 
San  Joaquin  River,  Calif. 

.AGLNCY;  Coast  Guard.  DOT 

ACTION    Final  Rule. 

SUMMARY:  This  amendment  revokes 
the  regul.^tions  for  the  U.S  High'.vay  98 
319  drawbridge,  mile  1.5.  acro.ss  the  Car- 
rabelle River,  Florida;  the  Devils  Slough 
drawbridge,  mile  1.0.  between  Little  Is- 
land and  Russ  Island,  California;  and 
the  Brandt  Road  Bridge,  mile  46  2,  acro.s.s 
the  San  Joaquin  River,  California,  be- 
cause these  drawbridges  have  been  re- 
moved. 

DATE:  This  amendment  is  effective  on 
June  13,  1977. 

FOR  FL'RTHER  INFORMATION  CON- 
TACT 

Frunk  L.  Teuton,  Jr ,  Chief,  Draw- 
bridi^e  Reeulations  Branch  'G-WBR' . 
Room  7300.  Na.ssif  Building,  400 
Seventh  Street  SW..  Washington.  DC 
20590  1202-426-09421. 

DRAFTING  INFORMATION:  Tlie  Prm- 
cipal  persons  involved  in  drafting  this 
revocation  of  regulations  are  Frank  L 
Teuton,  Jr.,  Project  Manatjer.  Office  of 
Marine  Environment  and  Systems,  and 
Lieutenant  Edward  J,  Gill,  Jr  ,  Proiect 
.attorney.  Office  of  the  Chief  Counsel 

Accordingly,  Part  117  of  Title  33  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows : 

§117.245       [Amondedl 

1.  By  revoking  1 17.245' p  '6-b>-. 
S  117.712      [.Amended  J 

2.  By  revoking  117.712(1)  (5> . 
^  1  I7.7M       [Amended] 

3  Ey  revoking  117.714ia>  (IHy). 

I  Sec.  5.  28  Stat.  362  as  amended.  Sec.  6(g)  (2), 
80  Stat.  937,  33  US  C  499.  49  U  S  C.  1655(g) 
'2>  :  49  CFR  1.46(c)  (5)   ) 

Dated:  June  6.  1977. 

E  L  Perry, 
Vice  Admiral.  US  Coast  Guard 

Acting  Commandant. 
|FR  Doc. 77-16703  Piled  6-10-778  45  am] 


(COD  76-1391 

PART   117— DRAWBRIDGE  OPERATION 
REGULATIONS 

Dodge  Island,  Florida 

AGENCY:  Coast  Guard,  DOT. 

.ACTION:  Final  rule. 

SUMMARY:  This  amendment  revises 
the  regulations  governing  the  operation 
of  the  Dodtre  Island  drawbridge.  This  re- 
vision provides  that  from  7:15  a.m.  to 
5:45  pm.  Monday  through  Saturday, 
except  legal  holidays,  the  draw  need 
0F:)en  only  on  the  quarter  and  three- 
quarter  hour.  This  change  is  being  made 
due  to  a  significant  increase  in  vehicular 
traffic  during  the  periods  concerned. 

EFFECTIVE  DATE :  Tliis  amendment  is 
efTective  on  July  15,  1977. 

FOR  FITRTHER  INFORMATION  CON- 
TACT: 

Frank  L.  Teuton,  Jr.,  Chief,  Draw- 
bridge Regulations  Branch  (G-WBR/ 
73 »,  Room  7300.  Nassif  Building,  400 
Sever.th  Street  SW.,  Washington,  D.C. 

20590.  202-426-0942. 

SLTPLEMENTARY       INFORMATION: 

On  August  2.  1976.  the  Coast  Guard  pub- 
lished a  proposed  rule  (41  FR  32238) 
concenimg  this  amendment.  The  Com- 
mander, Seventh  Coast  Guard  District, 
also  published  tliese  proposals  on  August 
6,  1976,  as  a  Public  Notice.  Interested 
persons  were  given  until  September  7, 
1976,  to  submit  comments. 

I>R.\FTiNG   Information 

The  principal  persons  involved  in 
drafting  this  rule  are:  Frank  L.  Teuton, 
Jr  ,  Project  Manager,  Office  of  Marine 
Environment  and  Systems,  and  Lt.  Ed- 
ward J.  Gill,  Project  Attorney,  Office  of 
Chief  Counsel. 

Discussion  of  Major  Comments 

Twenty-one  responses  were  received. 
Thirteen  either  supiwrted  or  had  no 
comment  on  the  proposal.  The  remaining 
eisht  either  oppo.sed  the  change  in  its  en- 
tirety or  recommended  modifications  to 
the  proposed  regulations.  These  modifi- 
cations include  different  opening  periods, 
complete  withdrawal  of  the  regulations, 
leaving  the  railroad  bridge  in  the  open 
position,  and  the  groupmg  of  vessels  for 
each  bridge  opening  These  letters  of  op- 
position and  or  proposed  modifications 
were  each  carefully  and  fully  evaluated, 
however,  the  Coast  Guard  feels  that  the 
regulations,  as  proposed,  will  meet  the 
reasonable  needs  of  navigation.  This 
matter  will  be  closely  monitored  by  the 
Comm.ander.  Seventh  Coast  Guard  Dis- 
trict, and  if  additional  modifications  to 
these  regulations  become  apparent,  he 
will  recommend  a  course  of  action  to  the 
Commandant,  U.S.  Coast  Guard,  Wash- 
ington, D.C. 

In  consideration  of  the  foregoing.  Part 
117  of  Title  33  of  the  Code  of  Federal 
Regulations,  is  amended  by  revising 
5  117  446f  to  read  as  follows: 


§  117.446f      Dodge  Inland  bridges. 

(a)  From  7:15  a.m.  to  5:45  p.m.,  Mon- 
day through  Saturday,  except  legal  holi- 
days, the  draws  need  not  open  except  on 
the  quarter  and  three-quarter  hour  to 
allow  any  accumulated  vessels  to  pass.  At 
all  other  times  the  draws  shall  open  on 
signal. 

(b)  The  draws  shall  open  at  any  time 
for  the  passage  of  public  vessels  of  the 
United  States,  tugs  with  tows,  cruise 
boats  operated  on  a  regular  schedule,  or 
vessels  in  distress.  The  opening  signal 
from  these  vessels  is  four  blasts  of  a 
whistle,  horn,  or  by  shouting 

(Sec.  5,  28  Stat.  362,  as  amended,  sec.  6(g) 
(2),  80  Stat.  937;  33  USC.  499.  49  U.S.C. 
1655(g)  (2);  49  CFR  1.46ic)  (5)  .) 

Note:  The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring  prepiration  of  an  Infla- 
tion Impact  Sitat^ment  under  Executive  Order 
1 1821  ajid  OMB  Circular  A- 107. 

Dated:  June  6, 1977. 

E.  L.  Perry, 
Vice  Admiral,  US.  Coast  Guard. 

Acting  Commandant. 

(FR  Ddc.77-16705  Piled  6-10-77:8:45  am| 


[CGD  76-1671 

PART  117— DRAWBRIDGE  OPERATION 
REGULATIONS 

NIantic  River,  Conn. 

AGENCY:  Coast  Guard,  DOT. 

ACTION:  Final  rule. 

SUMMARY:  This  amendment  revises 
the  regulation  for  the  Route  156  draw- 
bridge across  the  Niantic  River,  mile  0.1. 
to  permit  closed  periocis  from  7  a.m.  to 
8  a.m.  and  4  p.m.  to  5  p.m..  Monday 
through  Friday  except  holidays  These 
regulations  do  not  apply  to  commercial 
vessels.  This  change  is  being  made  be- 
cause of  an  increa.'^  in  vehicular  traffic 
during  the  morning  and  evening.  The 
change  will  enhance  the  flow  of  traffic 
during  these  periods  by  limiting  bridge 
openings. 

EFFECTIVE  DATE:  This  amendment  is 
efifective  on  July  13. 1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  L.  Teuton,  Jr..  Chief.  Draw- 
bridge Regulations  Branch  (G-WBR/ 
73),  Room  7300.  Na.ssif  Building.  400 
Seventh  Street.  SW  ,  Washington,  DC. 
20590,  202-426-0942 

DRAFTING  INFORMATION:  The  prin- 
cipal persons  involved  in  drafting  this 
rule  are:  Frank  L.  Teuton.  Jr,.  Project 
Manager,  Office  of  Marine  Environment 
and  Systems,  and  Lieutenant  Edward  J. 
Gill,  Jr.,  Project  Attorney.  Office  of  the 
Chief  Counsel. 

SUPPLEMENTARY  INFOR^LATION : 
On  November  1,  1976.  the  Coast  Guard 
published  in  the  Federal  Recister  a  no- 
tice of  proposed  rulemaking  on  this  pro- 
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posal  '41  FR  47945).  The  Commandant, 
Third  Coast  Guard  District  also  pub- 
lished this  proposal  as  Public  Notice 
3-282  on  November  10.  1976  Interested 
jicrsons  were  given  until  December  3, 
1976.  to  submit  comments  Five  responses 
were  received.  Three  ?up!X)rt<'d  the  pro- 
posal. Two  obiected  to  the  restrictions 
placed  on  commercial  vessels.  Tlie  Coast 
Guard  felt  this  objection  had  validity 
and  contacted  the  Connecticut  Depart- 
ment of  Transportation  who  agreed  to 
exempt  commercial  vessels  from  this  re- 
quirement The  Coa.-t  Guard  is  now  satis- 
fied that  the  regulations,  as  proposed  will 
best  serve  the  current  needs  of  naviga- 
tion. ,   , 

Accordingly.  Part  117  of  Title  33  of  the 
Code  of  Federal  Regulations  is  amended 
by  revising  §  117.110  to  read  as  follows: 

§  117.110      Niantic  River,  Conn.,  bridges. 

I  a)  The  dra^'  of  the  Route  156  bridge 
shall  open  on  signal,  except  that  from  7 
am.  to  8  a.m.,  and  from  4  p  m  to  5  p.m., 
Monday  tlirough  Friday,  except  holidays, 
the  draw  need  not  open  for  the  passage 
of  vessels.  However,  the  draw  shall  open 
at  any  time  for  the  passage  of  commer- 
cial vessels, 

ibt  The  draw  of  the  CONRAIL  'Penn- 
Central'  bridge  shall  open  on  signal,  ex- 
cept that  from  8  p  m.  to  4  am,,  from 
April  1  through  October  31.  and  from  6 
p  m.  to  6  am,,  from  November  1  through 
March  31.  the  draw  shall  open  on  signal 
if  at  least  one  hour  notice  is  given, 

Note. — VlTien  a  train,  scheduled  to  cross 
the  bridce  without  stopping,  has  entered  the 
dra-Abndge  block,  a  delay  in  opening  the 
draw  may  occur  until  the  train  has  cleared 
the  block. 

ic>  Signals:  '1'  The  opening  signal  for 
the  highway  bndge  is  one  long  blast  fol- 
lowed by  one  short  blast. 

i2i  The  opening  signal  for  the  rail- 
road bridge  is  one  long  blast  followed  by 
two  short  blasts. 

<3^  The  acknowledging  signal  from 
the  draw  tender  of  each  bridge  when  the 
draw  shall  open  is  the  same  as  the  open- 
ing signal. 

i  4 »  The  acknowledging  signal  from  the 
draw  tender  of  each  bridge  when  the 
draw  cannot  open,  or  is  open  and  must 
close.  IS  four  blasts. 

I  d  I  The  owner  of  or  agency  controlling 
each  bridge  shall  conspicuously  post  no- 
tices containing  the  substances  of  these 
regulations  pertinent  to  each  bridge,  both 
upstream  and  downstream,  on  the  bridge 
or  elsewhere  in  such  a  manner  that  they 
can  easily  be  read  from  an  approaching 
vessel.  This  notice  shall  state  whom  to 
contact  to  have  the  draw  opened  if  ad- 
vance notice  IS  required. 

(Sec.  5,  28  Stat.  362.  as  amended,  sec  6(g) 
(2),  80  Stat  937;  33  USC.  499,  49  USC. 
1655(g)  (2);  49  CFR  1.46(C)  (5).) 

Note:  The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Infla- 
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tio-.i     Impact     Statement     r.nder     ENecutive 
Order  11821  and  OMB  Circular  A-107. 

Dated:  June  6.  1977. 

L.  L.  Perry. 
Vice  Admiral.  U.S.  Coast  Guard. 

Acting  Commandant. 

|FR  DOC.T7-16704  Piled  6-10-77:8  45  am] 
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PART   117— DRAWBRIDGE  OPERATION 
REGULATIONS 

Dutch  Kills,  N.Y. 
AGENCY:  Coast  Guard.  DOT. 
.'ACTION :  Final  rule. 
SL^IMARY;  This  amendment  revises  the 
regulations  governmg  the  operation  of 
the  two  Long  Island  railroad  drawbridges 
and    the    Borden    Avenue    drawbridge 
across  Dutch  Kills,  Queens.  New  York,  to 
require  at  least  six  hours  notice  before 
the   draws   are   required   to   open    This 
change  is  bemg  made  because  of  limited 
requests  for  opening  of  the  bridges.  The 
limited  openings  wUl  enhance  the  flow 
of  vehicular  traffic  and  railroad  traffic 
across  the  bridges. 

EFFECTR'E  DATE    This  amendment  is 
effective  on  J'oly  13.  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  L  Teuton.  Jr..  Chief.  Draw- 
bridge Regulations  Branch  (G-WBR' 
73'.  Room  7300.  Nassif  Buildmg  400 
Seventh  Street.  S.W..  Washmgton, 
D,C  20590,  202-426-0942, 

SLTPLEMEN-TARY  INFORMATION 
On  November  29,  1976,  the  Coast  Guard 
published  a  proposed  rule  '41  FR  52307 
concernmg  this  amendment.  Tliis  pro- 
posal was  also  published  by  the  Com- 
mander. Third  Coast  Guard  Dihtrict,  as 
a  public  notice  dated  December  21,  1976. 
Interested  persoi:is  were  giver,  until 
December  31.  1976.  and  Januarv-  14  1977. 
respectively,  to  submit  comments. 

DRAFTING  INTXDRMATION  :  The  prm- 
cipal  persons  mvolved  in  drafting  th;.^ 
rule  are:  FrarJs  L.  Teuton.  Jr  Projec; 
Manager.  Office  of  Marine  Envi:x>riment 
and  Svstems.  and  Lieutenant  Edward  J 
Gill.  Jr  .  Pro.iect  Attorney.  Office  of  the 
Chief  Counsel. 

Discussion  of  Comments 

Seven  comments  were  received.  Four 
supported  the  proposal  One  had  no  ob- 
lecuon  to  the  proposal  but  requested  that 
"vessels  conductmg  dredging  operations 
be  able  to  pa.^s  as  soon  as  possible  The 
Coa^t  Guard  feels  this  is  a  valid  request 
and  this  requirement  has  been  added  to 
thus  regxilation. 

Two  comment.s  objected  \o  the  7:30 
a.m.  to  9:30  a.m.  and  3  30  p.m.  to  5  30 
p.m.  closures  on  the  ground  that  the 
heavy  silting  and  shoalings  of  Dutch 
Kills  necessitated   passage  at  precisely 
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high  water.  During  periods  when  high 
w  ater  and  commuter  hours  coincide,  the 
proposed  waterway  commuter  hour  clo- 
sure could  result  in  the  commercial 
plants  upstream  being  idled  due  to  the 
inability  to  restore  depleted  material  and 
supplies.  The  Coast  Guard  feels  that  this 
objection  has  merit  and  these  closed 
periods  are  not  included  in  the  final  rule. 
In  consideration  of  the  foregoing,  Part 
117  of  Title  33  of  the  Code  of  Federal 
Regulations,  is  amended  by  revising 
s  117.162  to  read  as  follows; 

§  117.162     Dutch  Kills,  N.Y. 

'at  The  draws  of  the  Himters  Point 
Avenue  and  Borden  Avenue  bridges  shall 
o"en  on  siprial  if  at  least  six  hours  no- 
tice is  given  to  the  New  York  City  High- 
way Department's  Radio  (Hotline) 
Room. 

'  b  I  Tlie  draws  of  the  Long  Island  Rail- 
road bridges  shall  open  on  signal  if  at 
least  SIX  hours  notice  is  given  to  the  Long 
L^land  Railroad  Movement  Bureau. 

ic  The  draws  of  these  bridges  shall 
open  as  soon  as  possible  for  passage  of 
iMiblic  vessels  of  the  United  States  and 
of  the  City  of  New  York  and  vessels  em- 
pioved  bv  the  Army  Corps  of  Engineers 
for  dredging  operations  upon  notification 
to  the  New  York  City  Highway  Depart- 
ments Radio  I  Hotline  I  Room  and  the 
Long  Island  Railroad  Movement  Bureau 

iSec  5,  28  Stat  362,  as  amended,  sec  6igl  (2i, 
80  Stat.  937;  33  USC  499.  49  U.S.C. 
1655(g)  (2) :  49  CFR  1  4€(C)  (5).) 

Nott:  The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  maior 
proDosal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  linder  Executive 
Order  11821  as  amended  and  OMB  Circular 
.\-107. 

Dated:  June  6,  1977 

E  L.  Perry, 
Vice  Admiral.  U  S  Coast  Guard. 

Acting  Commandant . 

IFR  Doc.77-ie707  Piled  6-10-77;8:45  am] 
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PART  127 — SECURITY  ZONES 

Establishment  of  Security  Zone  New 
London  Harbor,  New  London  Connecticut 

AGENCY     Coast  Guard.  DOT 

.''iCnON     Rnal  rule. 

SUMM.ARY:  This  amendment  estab- 
li'=hes  a  portion  of  the  waters  of  New- 
London  Harbor.  New  London,  Connecti- 
cut as  a  security  zone  This  security  zone 
;■;  established  due  to  the  launching  of  the 
rSS  NEW  YORK  -  SSN  696)  from  the 
Electric  Boat  Division,  General  Dynam- 
ics. Groton.  Connecticut.  No  person  or 
vessel  may  enter  or  remain  in  a  security 
zone  without  the  p(>rmission  of  the  Cap- 
tain of  the  Port 

FFFECnVE  DATE  This  amendment  is 
efTective  from  11  a.m.  to  1  p.m.  June  18. 
1977. 
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FOR  FURTHER  IN'PORMATION  CON- 
TACT 

Lieutenant  Commander  J.  E.  Tama- 
lonis  Captain  of  the  Port.  USCG  Sta- 
tion. Fort  Trumbull.  New  London. 
Connecticut  06320.  203-642-7244 

SUPPLEMENTARY  INFORMATION 
This  amendment  is  issued  without  pub- 
lication of  a  notice  of  proposed  rule  mak- 
ing and  is  effective  in  less  than  30  days 
from  the  date  of  publication,  because 
this  security  zone  involves  a  military 
function  of  the  United  States 

Drafting  Information 

The  principal  persons  involved  in 
drafting  this  rule  are :  LCDR  J.  E.  Tama- 
lonis.  Project  Manager,  Captain  of  the 
Port,  New  London.  Connecticut,  and  LT 
D.  A  Smith,  Project  Counsel,  Comman- 
der. Tiiird  Coast  Guard  District  Legal 
Office. 

In  consideration  of  the  foregoing.  Part 
127  of  Title  33  of  the  Code  of  Federal 
Regulations  is  amended  by  adding 
§  127.352  to  read  as  follows: 

§   127.:i.">2       N.H      Ixindun      Harlx.r.      Now 
l,on<li>n,  (iontin-ticul. 

The  waters  within  the  following 
boundary  is  a  security  zone:  a  line  be- 
ginning at  41'20'32"  N.  latitude.  72-'06'- 
00"  W.  longitude;  thence  north  to  4I°- 
21'03"  N.  latitude,  76^06  00"  W.  longi- 
tude; thence  to  41  21'03'  N.  latitude. 
72  05'00"  W.  longitude;  thence  south  to 
4r20'32"  N.  latitude.  72  0500"  W 
longitude;  thence  to  the  beginning  point. 

1 46  Stat.  220,  as  ameoded.  i  1,  63  Stat  503. 
S  6tb) .  80  Stat.  937;  50  U.S.C.  i  191,  14  U.S  C 
591.  49  U.S.C.  5  1655(b):  E.O.  10173.  E.O 
10277.  EO  10352.  E.O.  11248;  3  CFR  1949- 
1953  Comp.  356,  778.  873.  3  CFR.  1964-1965 
Comp    349,  33  CFR  Psrt  6    49  CFR  1.46(b)    I 

Effective  date:  This  amendment  be- 
comes effective  from  11  a.m.  to  1  p.m  . 
Eastern  Daylight  Time  on  June  .1.8,  1977 

Dated;  May  5.  1»77. 

J.  E.  Tamalonis. 
Lieutenant     Commander,     U.S. 
Coast  Guard.  Captain  of  the 
Port. 

PR  rv./- 77-!67(W  Piled  iJ-10-77  8  45  am  | 

Title  43 — Public  Lands:  Interior 

CHAPTER  II — BUREAU  OF  LAND  MANAGE- 
MENT,   DEPARTMENT  OF   THE   INTERIOR 

APPENDIX— PUBLIC    LAND    ORDERS 

I  Public  La:;d  cvrder  561  i.  UT   e:!48| 

UTAH 

Reservoir  Site  Restoration  No.  44;  Power- 
site  Restoration  No.  661;  Revocation  of 
Powersite     and     Reservoir     Site     With 
drawals  in  Whole  or  in  Part:  Correction 

AGENCY;  Bureau  of  Land  Manage- 
ment (Interior). 

ACTION    Final  rule. 

SUMMARY:  This  order  corrects  certain 
errors  which  were  made  in  Public  Land 
Order  No.  5604. 


EFFECTIVE  DATE;   June  13.   1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Eldon  C  Hays,  202-343-8731. 

By  virtue  of  the  authority  contained 
in  section  204  of  the  Federal  Land  Policy 
and  Management  Act  of  1976,  Pub.  L. 
94-579,  October  21,  1976.  it  is  ordered  as 
follows: 

1.  Paragraph  1.  Public  Land  Order  No. 
5604  of  October  5,  1976,  FR  Doc.  No.  76-- 
30087.  which  appeared  at  pages  45006-7 
of  the  October  14  issue  of  the  Federal 
Register,  is  hereby  corrected  as  follows: 

Under  Reservoir  Site  No.  2,  Silver 
Lake,  the  land  described  in  T.  2  S.,  R.  3 
E.,  sec.  35,  W'sNEUSW/i  is  corrected 
to  read  NE'4SW'4- 

2.  Paragraph  2  of  the  subject  public 
land  order,  under  Powersite  Reserve  No. 
711.  the  land  described  under  T.  5  S..  R. 
4  W.,  is  corrected  as  follows;  section  17. 
delete  lot  5;  SEUNE!^  is  corrected  to 
read  SE'^NW^;  section  24,  NEV^NEU 
IS  corrected  to  read  NW'^NEi-i. 

The  following  described  land,  inad- 
vertently shown  under  Powersite  Reserve 
No.  685.  should  have  been  shown  under 
Powersite  Reserve  No.  494; 

T   10  N  .  R.  3  E  . 

Sec.  14.  S'iSW'4,  SE'/4SEi/4: 

Sec.  15,  N'jNWU: 

Sec  23.  Ei.,>fE',4,  NE'iSE'i. 
T,  ION,  R.  4E  , 

Sec.  30.  lot  3,  NE'4SW'/4,  S'/iSEt, 

The  following  described  land,  inad- 
vertently shown  under  Powersite  Reserve 
No  494.  should  have  been  shown  under 
Powersite  Reserve  No.  569; 

T   3  S.  R.  6W. 

Sec   35.  NE'.4NE>4. 

3.  Paragraph  3  of  the  subject  public 
land  order  is  hereby  corrected  by  delet- 
ing the  reference  to  lands  listed  in  para- 
graph "1". 

4.  Paragraph  6  of  the  subject  public 
land  order  is  hereby  corrected  by  delet- 
ing the  words  "subject  to  the  provisions 
of  the  Act  of  August  11,  1955  (69  Stat 
682,  30  use.  621)." 

Guy  R.  Martin. 
Assistant  Secretary  of 

the  Interior. 
June  6.  1977. 
|PR  Doc.77-16652  Filed  6-10-77;8:46  amj 

Title  47 — Telecommunication 

CHAPTER   I— FEDERAL 
COMMUNICATIONS   COMMISSION 

jDcjketNo.  19667,  FCC  77-3341 

PART  1— PRACTICE  AND  PROCEDURE 

PART  73— RADIO  BROADCAST  SERVICES 

Requirement  of  Broadcast  Licensees  To 
Maintain  Certain  Program  Records 

AGENCY:       Federal      Communications 

Commission. 

ACTION :  Report  and  Order. 

SUMMARY;   These  rules  require  com- 
mercial and  noncommercial  educational 


radio  licensees  to  make  their  program 
logs  available  for  public  inspection,  and 
make  their  logs  as  well  as  the  contents 
of  their  public  inspection  files  available 
for  copying  by  machine  reproduction 
Commercial  radio  licensees  will  continue 
to  be  required  to  retain  letters  received 
from  the  public  commenting  on  the  sta- 
tion's operation  and  programming.  The 
intended  effect  of  these  rules  is  to  f  urt.her 
the  dialogue  between  citizens  and  radio 
broadcasters.  This  action  was  initiated 
by  a  petition  filed  by  the  National  Citi- 
zenr  Committee  for  Broadcasting. 

EFFECTIVE  DATE:   July  5,  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Freda  Ltopert  Thyden.  Broadcast  Bu- 
reau (202-632-7792). 

SUPPLEMENTARY       INFORMATION; 

Adopted:  May  18.   1977. 

Released:  May  24,  1977 

Third  report  and  order — Proceeding 
terminated.  In  the  matter  of  petition  for 
ndemaking  to  require  broadcast  licensees 
to  maintain  certain  program  records. 
Docket  No.  19667,  RM-1475. 

1.  The  Commission  has  before  it  the 
proposal  set  forth  in  the  Memorandum 
Opinion  and  Order  and  Third  Further 
Notice  of  Proposed  Rulemaking  in  this 
proceeding  (hereafter  called  "The  Third 
Further  Notice  of  Proposed  Rulemak- 
ing"), 41  FR  37344.  published  Septem- 
ber 3,  1976.  In  response  to  this  Notice 
a  large  number  of  parties  filed  formal  or 
informal  comments,  which  will  be  con- 
sidered herein.  A  list  of  the  parties  filing 
formal  comments  and  or  reply  comments 
is  contained  in  Appendix  B  below. 

2,  In  essence,  the  issues  in  this  docket 
relate  to  public  access  to  television  and 
radio  station '  program  records,  includ- 
ing the  station's  program  logs  and  let- 
ters sent  to  the  station.  An  additional 
issue,  whether  to  require  tlie  keeping 
of  transcripts  or  recordings  of  certain 
programs,  was  included  later.  In  order 
to  place  the  issues  with  which  we  are 
presently  concerned  in  proper  perspec- 
tive, we  will  first  provide  a  brief  history 
of  this  docket.  On  January  3,  1974,  we 
adopted  a  First  Report  and  Order  in 
this  proceeding  <44  FCC.  2d  845' 
amending  our  rules  to  provide  for  pub- 
lic inspection  of  television  station  pro- 
gram logs  and  to  establish  the  procediu-es 
which  would  apply  to  inspection  requests 
The  rules  which  were  then  adopted  al- 
lowed not  only  access  to.  but  also 
reproduction  of,  the  program  logs  of 
television  licensees.  The  Report^and  Or- 


'  Although  noncommercial  education  sta- 
tions are  treated  differently  in  some  respects, 
such  Is-  not  the  ca.se  with  the  preeent  rules 
relating  to  maintaining  proexam  logs  In 
the  discussion  below  regarding  adoption  of 
new  rule  provisions,  no  distinction  is  being 
drawn  between  these  two  categories  of  sta- 
tions. This  common  treatment  follows  the 
approach  of  our  earlier  action  making  the 
program  logs  of  both  conimercial  and  non- 
commercial educational  stations  available  for 
public  Inspection. 
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der    reiterated    the   Commissions    posi- 
tion, previously  stated  in  our  Memoran- 
dum Opmion  and  Order  adopted  Octo- 
ber 3.   1973   '43  FCC    2d  680'.  that  it 
was  preferable  to  defer  action  regarding 
making  these  requirements  applicable  to 
radio  stations,  until  experience  could  be 
gained  m  connection  with  application  of 
the  rules  to  television  stations.  We  in- 
dicated that  separate  treatment  for  radio 
might  be  appropriate,  particularly  be- 
caj.se  of  special  problems  raised  by  the 
extensive  use  of  automatic  logging  for 
radio    broadcasters     In    contrast,     few 
television  licensees  utilized  such  a  sys- 
tem. We  determined  that  those  that  did 
could  be  called  upon  to  provide  access 
to  their  "pre-logs"  'or  operating  sched- 
ules'   which  were  to  be  updated  to  re- 
flect last  minute  changes.  It  should  also 
be  noted  that  new  rules  govemmg  the 
automatic  logging  matter  were  adopted 
by  the  Commission  on  May  27,  1976,  in 
its  Report  and  Order  ■  59  FCC  2d  1356  > 
in  Docket  No.  20600.  In  that  proceeding 
two  forms  of  automated  logging   were 
discussed:    Automatic   program   logging 
which  produces  &n  actual  English  lan- 
guage program  log."  and  tiie  aut-omatic 
maintenance  of  program  logging    which 
produces   a  magnetic   tape  or  encoded 
printout  record  from  which  entries  could 
be  made  m  a  manual  log  if  need  be. 
Although  they  are  required  to  do  log- 
ging in  the  sense  of  keeping  records  of 
the  data,  licensees  using  automatic  main- 
tenance of  program  logging  devices  are 
not   required   to  produce   a   daily   pro- 
gram log  based  on  these  records  except 
when  the  Commission's  regulatory  pur- 
poses require  the  submi=^';ion  of  a  written 
daily   log.  Logs  are  now  kept  for  two 
years.  In  connection  with  the  First  Re- 
port and  Order  consideration  of  a  change 
in  the  log  retention  period  was  deferred 
because  of  our  concern  that  an  addi- 
tional retention  requirement  might  im- 
pose a  burden.  We  indicated  our  reluc- 
tance to  adopt  a  longer  retention  period 
unless   our   experience  with   public   in- 
spection demonstrated  that  a  real  ad- 
vantage would  be  gained. 

3.  Having  permitted  the  public  to  ob- 
tain newly  available  copies  of  television 
program  logs,  we  concluded  that  it  would 
be  anomalous  not  to  permit  the  same 
copying  of  the  material  which  had  tra- 
ditionally been  available  pursuant  to  the 
provisions  of  Section  1.526  of  the  Com- 
mission's rules.  Accordingly,  in  the  Sec- 
ond Renort  and  Order  '47  FCC  2d 
11571,  adopted  July  17  1974.  the  Com- 
mission amended  its  rules  to  permit  the 
reproduction  of  materials  maintained  lo- 
cally for  public  inspection  by  television 
station  apphcants,  permittees  and  li- 
censees Radio  stations  were  to  be  dealt 
with  later.  Al.so  relevant  to  this  proceed- 
ing is  an  Interim  Report  and  Order  '  PCC 
73-451)  released  in  Docket  No.  19153  on 
May  4.  1973  in  which  the  Commission 
adopted  §  73.1202(f)   of  its  rules  which 


•  This  log  13  in  final  form  »nd  no  different 
from  one  manually  kept. 

■  Rather  than  producing  a  log  in  a  final 
form,  this  method  records  the  data  from 
which  a  log  could  be  constructed 


requires  that  ail  written  comments  and 
suggestions  received  by  radio  and  tele- 
vision licensees  from  members  of  the 
public  concerning  operation  of  their  sta- 
tions be  maintained  in  tneir  local  public 
laspeciion  files  for  three  years  from  the 
dates  the  comnient-s  are  received.  This 
requirement,  however,  was  enacted  on  an 
experimwital  basis  with  respect  to  radio 
st.itions. 

4  With  this  background  we  now  pro- 
ceed to  consideration  of  the  four  issues 
raised  in  the  Third  Further  Notice  of 
Pro.ijoscd  Rulemaking  Three  of  these 
issues  relate  to  the  operation  of  radio 
stations  They  are:  whether  radio  li- 
censees should  be  required  to  make  their 
program  logs  available  for  public  inspec- 
tion and  machine  reproduction:  whether 
radio  licensees  should  be  required  to 
make  the  contents  of  their  public  files 
available  for  copying  by  machine  repro- 
duction; and  whether  the  Commussion 
should  continue  to  require  that  radio  li- 
censees keep  in  their  public  files  for  a 
period  of  three  years  copies  of  all  written 
comments  or  suggestions  concerning  sta- 
tion operation  received  frcnn  the  public. 
The  fourth  Lssue  presented  by  the  Notice, 
and  clarified  by  a  Public  Notice  '  Report 
No.  12290 1  released  on  September  3,  1976. 
concerns  both  radio  and  television  li- 
censees. It  is  whether  to  require  them  to 
make  and  retain  for  disclosure  tran- 
scripts, tapes  or  other  recordings  of  all 
news  and  pubUc  affairs  programming 
Each  of  tliese  issues  will  be  discussed 
separately. 

Ptblic    Inspection    of    R.^dio    Station 
Program  Logs 

5.  As  previously  mentioned,  our  rules 
were  amended  in  1974  to  provide  for 
public  inspection  of  television  station 
program  logs.  The  applicable  rules. 
§§73  674  and  1.526(a)  ( 10 > ,  require  tliat 
program  logs  in  addition  to  beuig  avail- 
able upon  requeiit  by  authorized  repre- 
sentatives of  tlie  Commission ;  are  to  be 
made  available  upon  request  for  public 
inspection  and  reproduction  at  a  loca- 
tion convenient  and  accessible  to  the 
residents  of  the  community  to  which  Uic 
station  is  licensed.  Requests  for  inspec- 
tion are  subject  to  certain  procedural  re- 
quirements relating  to  the  circum- 
stances of  public  inspection  and  of  ob- 
taining copies. 

6.  In  support  of  a  similar  proposal  for 
radio  licensees.  Citizens  Commiuiica- 
tions  Center  (hereafter  called  "CCC"' 
asserts  that  the  Commission  has  already 
recognized,  in  the  First  Report  and  Or- 
der, that  the  information  contained  in  a 
licensee's  program  log  is  absolutely  es- 
sential for  the  station's  performance. 
CCC  believes  that  adoption  of  the  rule 
for  radio  would  greatly  assist  citizens' 
groups  in  overcoming  what  it  sees  as 
procedural  or  evidentiary  obstacles  to 
tlieir  effective  and  constructive  partici- 
pation m  the  regulatory  prixess.  WNCN 
Listener's  Guild  and  Citizens  Committee 
to  Save  Jazz  Radio  as  well  as  the  Rio 
Grande  Valley  Coalition  on  tlie  Media 
urge  that  the  information  be  made  avail- 
able since  the  material  m  a  station's  pro- 


gram log  is  not  available  aiiywhere  else, 
a    point   echoed    by    Oficina    Legal    del 
Pueblo  Unido  which  also  points  out  that 
radio  program  guides  are  not  published 
m  local  newspapers.  These  parties  be- 
lieve Uiat  access  is  necessarj'  to  make  a 
determination  that  the  radio  stauon  has 
performed  what  it  promised.  Media  Ac- 
cess Project  contends  that  the  composite 
week  logs  that  already  are  available  for 
public    inspection   may   not   adequately 
refiect  a  station's  overall  program  serv- 
ice.  In   this   regard.   CCC.   in   its   reply 
comments,  states  that  the  renewal  ap- 
plication, except  for  the  seven  days  of 
program  logs  comprising  tlie  comp)osite 
week,  only  provides  the  public  witli  pro- 
gram  statistics.   It  does  not   mclude  a 
listing  of  actual  programs,  public  service 
announcements,   or  commercials  or  an 
indication  of  when  they  were  presented.' 
7.  On  the  other  side  of  the  issue  the 
Commission  has  received  voluminous  re- 
sponses, both  fomial  and  informal,  from 
licensees  and  broadcast  associations  in 
opposition  to  the  proposed  rule.  The  ar- 
guments generally  made  by  these  parties 
are  that  the  proposed  rule  should  not 
be  adopted  since  it  runs  counter  to  the 
Commission's    effort    at    re-regulation 
Adoption  of  the  rule,  it  is  felt,  would  be 
a  step  backward  from  the  effective  gains 
made  by  tiie  ehmination  of  useless  and 
out-dated   rules   and   regulatioas.   They 
also  a.ssert  tliat  there  is   no  reason   to 
adopt  such  a  requirement  for  radio  sta- 
tions as  tlie  public  has  shown  Utile  in- 
terest in  television  station  program  logs 
and  public  inspection  files.  They  charge 
the  proposal  would  require  considerable 
storage  space  and  burden  station  per- 
sonnel. Also,  they  express  concern  that 
access  to  the  program  logs  would  provide 
advertising   information   to  competitors 
and   that  the   proposed   rule  could   de- 
stroy the  advantages  of  using  an  auto- 
matic logguig  system. 

8.  Many  broadcasters  asserted  that 
the  public  is  not  interested  ui  inspecting 
a  licensee's  records  and  cited  their  own 
experience  with  the  public  inspection  file 
as  an  indication  of  the  public's  apathy 
toward  viewing  materials  retained  by  li- 
censees. Hampton  Roads  Broadcastmg 
Company  stated  that  although  logs 
could    be    made    available    quite    easily 


'The  Screen  Actors  GuUd.  rspreseiUlng 
performers  who  are  regularly  employed  in 
filmed  and  taped  materials  Intended  for  tel- 
evision broadcast  but  produced  In  facilities 
other  than  those  of  broadcast  licensees,  also 
commented  in  favor  of  public  access  to  ra- 
dio program  logs  It  contends  that  In  order 
for  it  to  ensure  the  accuracy  of  residual  pay- 
ments, program  logs  should  include  specific 
identification  of  broadca-st  materials  and  of 
the  partv  from  whom  the  licensee  obtained 
the  material  Also  suggested  is  that  program 
log  information  be  given  to  the  requesting 
partv  bv  telephone  or  mall  when  appropri- 
ate. This  latter  request  has  l*en  previously 
and  adequately  dealt  with  in  connection 
with  the  proceeding  providing  public  access 
to  television  program  logs.  As  to  the  former 
request,  this  proceeding  does  not  encompass 
the  question  of  what  partirnlar  data  should 
be  recorded  on  program  logs  and  thus  wUl 
not  be  considered 
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since  they  already  have  to  be  retained 
for  the  Commission,  the  rule  would  not 
serve  any  useful  purpose  because  in  its 
48  year  history  no  one  has  ever  asked 
to  see  a  log.  Kaye-Smith  Enterprises  and 
others  made  a  similar  point  about  lack 
of  interest  and  Dwight-Karma  Broad- 
casting Company  asserted  that  if  such 
requirements  are  established,  we  should 
limit  the  materials  subject  to  in.spection. 

9.  Dow,  Lohnes  &  Albertson,  on  behalf 
of  its  licensee  clients,  contends  that  the 
Commission  would  be  hard  pressed  to 
show  how  the  public  interest  has  been 
served  bv  the  television  experience  of  log 
access.  The  law  firm  questions  whether 
the  television  rule  has  contributed  in 
anv  wav  to  the  licensee-public  dialogue. 
and  on  this  basis  we  are  urged  not  only 
to  reject  the  radio  rule,  but  also  to  elimi- 
nate the  television  requirement.  Along 
the  same  line,  the  National  Association 
of  Broadcasters  provides  us  with  the  re- 
sults of  a  survey  it  conducted  among 
small,  medium  and  large  market  televi- 
sion licensees  which  indicates  that  86 
percent  of  the  responding  licensees  have 
never  been  a.sked  to  provide  access  to 
their  program  logs. 

10.  Tv'pical  of  the  manv  responding 
parties  who  discussed  the  purported  bur- 
dens that  program  log  access  would  bring 
to  radio  was  Trl-Citv  Broadcasting  Com- 
pany. It  argued  that  most  licensees  would 
encounter  a  new  problem  in  providing 
the  space  required  to  make  nrograan 
logs  accessible  to  the  public  Otlier  par- 
ties see  the  rule  as  creating  problems  for 
a  station's  staff  in  terms  of  having  to 
prepare  duplicate  logs — at  added  ex- 
pense— or  to  make  personnel  available 
to  supervise  irispections  and  in  terms  cf 
the  need  to  have  an  employee  oversee 
any  inspection. 

11.  Aoparently,  unaware  that  a  tele- 
vision licensee's  program  logs  are  .lOt 
themselves  part  of  the  pubhc  file  (see 
§  1.624(a^  ilO>  of  the  Commission's 
rules'  and  that  such  had  not  been  pro- 
posed for  radio  stations,  several  parties 
assumed  that  the  radio  rule  would  re- 
quire such  pla':'ement.  Thus  point  does 
not  require  a  response  as  it  has  never 
been  our  intention  to  make  the  logs  part 
of  the  Dublic  file  as  such. 

12.  Many  licensees,  including  Fair- 
child  KLIF,  Inc.  'hereafter  called 
"KLIF"»,  and  Sonderling  Broadcasting 
Corporation,  see  open  access  as  bringing 
with  it  the  potential  for  abuse  by  com- 
petitors Colorado  Broadcasters  Associa- 
tion considers  the  program  log  to  be  the 
basic  financial  tool  of  a  stations  opera- 
tion and.  therefore,  something  which 
Fhould  not  be  open  to  competitors  Sim- 
ilarly KLIF  does  not  object  to  the  pro- 
gram log-,  bemg  made  available  to  nar- 
rowly defined  class  of  individual.-,  but  it 
urges  that  competing  stations  should  not 
be  given  access  becau.-ie  "logs  contain  de- 
tailed tnfofrnation  about  a  station's 
sponsors  and  programming  concepts." 
Sonderling  and  Horizon  Communications 
Corporation  argue  that  becaase  manv 
program  logs  contain  business  informa- 
tion such  as  spot  rates  and  billing  totals, 
in  addition  to  what  is  required  by  the 


Commission,  logs  need  to  remain  confi- 
dential. Also.  Norman  Knight  and  WKLC 
view  the  rule  change  as  an  opportunity 
to  competitors  to  compile  lists  of  those 
advertisers  who  use  radio. 

13.  The  possible  conflict  between  ac- 
cess and  the  utilization  of  modem  tech- 
nology has  been  raised  by  several  parties. 
They  assert  that  it  is  now  possible  for 
radio  to  have  the  capability  of  automat- 
ing many  aspects  of  daily  operation,  in- 
cluding program  logging.  They  fear  that 
automated  stations,  which  usually  have 
a  small  staff,  would  have  the  burden  of 
additional  record  keeping.  They  cite  the 
need  for  transcribing  automatic  logs  into 
a  written,  understandable  form  and  con- 
tend that  such  additional  record  keeping 
would  defeat  the  purpose  of  automation 
and  would  e^ientually  lead  to  the  elimi- 
nation of  such  automated  systems.  If  we 
adopt  the  proposal,  we  are  urged  to  spe- 
cifically permit  the  continued  use  of  the 
automatic  logging  systems. 

14.  Through  development  of  the  rec- 
ord in  this  proceeding  as  well  as  the  ex- 
perience we  have  had  with  the  public's 
access  to  television  program  logs  over  the 
past  three  years,  the  Commission  believes 
it  has  a  sufficient  basis  upon  which  to 
resolve  the  basic  issue  now  before  it.  Our 
experience  indicates  that  broadcasters 
have  not  been  unreasonably  burdened 
by  the  television  rule,  and  in  fact,  T;e 
note  that  a  number  of  broadcasters  did 
not  object  to  application  of  the  proposed 
rule  to  radio.  For  Instance,  Rust  Craft 
Broadcasting  Company  reports  that, 
based  on  its  television  stations'  experi- 
ence, it  would  accept  application  of  such 
a  rule  to  radio  as  long  as  it  encompassed 
the  same  procedural  protections  as  for 
television  stations.  Although  opponents 
believe  that  the  television  rule  has  not 
been  relied  on  by  the  public  and,  further, 
that  most  stations  do  not  even  get  re- 
quests to  review  the  public  inspection 
file,  the  Commission  does  not  feel  this 
speaks  against  the  concepts  embodied 
in  the  television  rule  and  proposed  in  a 
rule  for  radio.  To  the  contrary,  the  value 
to  the  public  of  this  type  of  regulation 
can  only  be  seen  if  and  when  a  request 
is  made  We  have  no  doubt  that  many 
stations  rarely  receive  such  requests  from 
the  public  and  others  may  never  receive 
them.  By  the  same  token,  many  licensees 
will  never  be  asked  by  the  Commission 
for  access  to  their  program  logs,  but  this 
does  not  obviate  the  need  for  an  on-going 
capability  in  case  the  need  arises.  We 
conclude  that  the  public  have  a  similar 
opportunity.  Moreover,  since  the  number 
of  requests  for  access  tD  program  logs 
has  been  minimal,  it  does  not  appear 
that  broadcasters  would  be  unduly  bur- 
dened In  fact,  having  such  a  require- 
ment could  lessen  other  burdens ',  as 
hopefully  could  be  the  case  if  it  led  to 
local  resolution  of  disputes  which  other- 


wise would  have  to  be  resolved  based  on 
pleadings  filed  with  the  Commission. 

15.  We  do  not  agree  with  those  parties 
who  feel  adoption  runs  counter  to  cur 
re-regulatory  activities  in  the  radio  area 
Indeed,  the  Commission  has  attempted 
to  eliminate  those  rules  which  no  longer 
serve  a  useful  purpose,  but  availability  of 
program  logs,  as  we  noted  is  an  impor- 
tant matter.  Moreover,  as  was  noted  in 
the  First  Report  and  Order,  no  new  rec- 
ord keeping  would  be  necessary  to  pro- 
vide public  access  since  all  stations  al- 
ready are  required  to  maintain  and  re- 
tain daily  program  logs  for  two  year 
periods*  (Sections  73.115,  73.285.  73.585, 
and  73.673  of  the  Commission's  rules' . 

16.  Regarding  any  po.ssible  competitive 
disadvantages  that  might  result  from 
public  access,  we  believe  that  the  imple- 
mentation of  those  procedures  adopted 
in  the  First  Report  and  Order  and  de- 
lineated in  §  73  674  of  the  Commis.sions 
rules  should  assuage  the  apparent  fear 
of  the  potentiality  of  competitive  snoop- 
ing. ALso,  before  inspection,  a  licensee  is 
permitted  to  remove  billing,  financial,  or 
operational  information  which  in  any 
event  has  been  included  voluntarily  as 
it  is  not  required  by  our  logging  rules. 

17.  The  above  discussion  is  directed  to 
public  access  to  program  logs  as  such 
and  does  not  touch  upon  the  concern 
evidenced  by  many  commenting  licensees 
about  the  impact  the  rule  could  have  on 
radio  stations  using  automated  program- 
ming equipment.  Whereas  only  a  very  few 
>elevision  licen.sees  utilize  automatic 
logging  equipment,  a  growing  number  of 
radio  stations  do.  Moreover,  many  small 
broadcasters  are  able  to  maintain  a 
margin  of  profit  by  employing  automa- 
tion. We  do  not  desire  to  disrupt  this 
practice  or  discourage  other  licensees 
from  converting  to  such  methods  of  op- 
eration. Broadcasters  utilizing  auto- 
mated programming  svstems  that  pro- 
duce an  English  language  log  obviously 
have  no  problem.  These  logs  could  be  as 
easily  used  by  the  public  fs  the  more  con- 
ventional manually  kept  log.  However,  we 
acknowledge  that  access  problems  could 
occur  for  those  licensees  who  rely  on  en- 
coded printouts  or  audio  tape  recordings 
as  a  means  of  automatically  maintaining 
program  data,  described  earlier.  The 
question  is  whether  there  is  a  means  of 
responding  to  the  public's  request  for 
access  in  a  manner  that  does  not  unduly 
burden  hcensees  having  such  logging  de- 
vices. We  think  there  is,  and  to  this  end 
we  will  require  such  licensees  to  make 
the  automatically  maintained  program 
log  data  available,  but  will  place  the. re- 
sponsibility for  translating  it  on  the  in- 
specting party.  The  licensee  must,  how- 


■  Access  to  program  logs  or  log  data  need 
only  be  provided  during  the  station's  normal 
business  hours  when  administrative  staff  is 
present   to  serve   the   Inspecting   party. 


•The  length  of  the  retention,  an  issue 
raised  In  the  Initial  Notice  of  Proposea  Rule- 
making (38  FR  1511.  published  Jan  15  1973 >. 
was  deferred  for  later  consideration  Nearly 
all  parties  were  silent  on  this  point  but  we 
find  no  compelling  reason  to  alter  the  two 
year  period.  Additional  retention  could  im- 
pose a  serious  burden  on  the  storage  capabil- 
ity of  many  licensees. 
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ever,  provide  a  code  translation  key  to 
accompany  any  encoded  print-outs.  As 
for  those  stations  who  record  program 
log  data  on  audio  tape,  such  tapes  must 
be  made  available  for  audition  by  re- 
questing parties.  The  Commission  recog- 
nizes that  such  audio  Upes  are  often  re- 
corded at  speeds  that  make  them  incom- 
patible   with     the    more    conventional 
broadcast    and    home    tape    recording 
equipment.  Accordingly,  we  believe  that 
the  station  should  permit  the  reasonable 
use  of   its  slow-speed   playback  equip- 
ment where  such  utilization  will  not  dis- 
rupt the  operation  of  the  station.  If  a 
requesting  party  requires  more  time  to 
review  the  audio  tapes  than  the  licensee 
can  reasonably  provide  without  undue 
expense  or  disruption  of  station  opera- 
tions, the  inspecting  party  may  obtain 
compatible  playback  equipment  or  the 
licensee  maj'  have  the  audio  tapes  repro- 
duced and  converted  to  a  more  conven- 
tional speed  eLsewhere  at  the  inspecting 
party's  expense.  Other  methods  to  make 
log  data  on  audio  tapes  available  to  the 
public  may  be  used  by  licensees  as  long 
as  they  fulfill  their  obligation   in   this 
regard. 

18.  Finally,  we  were  asked  by  Kevstone 
to  consider  a  small  market  exemption,  ns 
was  done  in  our  ascertainment  guide- 
lines. See  the  Primer  on  Ascertainment 
of  Communitv  Problems  by  Broadcast 
Renewal  Applicants.  57  FCC.  2d  418 
'1976'.  It  is  said  that  there  is  relative 
ease  in  doing  off-the-air  monitoring  of 
the  typical  small  market.  As  noted 
earlier,  we  do  not  perceive  any  signifi- 
cant burden  resulting  from  the  adoption 
of  the  rule.  Moreover,  all  stations  are 
subject  to  the  same  logging  rules,  and  the 
interest  in  inspecting  such  logs  does  not 
appear  to  be  related  to  the  size  of  the 
community.  For  these  reasons  we  do  not 
consider  a  sm^ll  market  exception  war- 
ranted. 

Machine  Reproduction  of  Program  Logs 
AND  Public  Inspection  Files 

19.  As  earlier  noted,  we  adopted  a  rule 
(§  73.674(c>  (3>  I  requiring  television  sta- 
tions to  provide  machine  reproductions 
of  their  program  logs  for  members  of  the 
public  upon  request.  This  obligation  was 
later  extended  to  materials  found  in  the 
public  inspection  files  of  television  sta- 
tions. (?  1.526(fi  of  the  Commission's 
rules.  •  Tliese  rules  have  been  advan- 
tageous to  both  members  of  the  public 
seeking  to  review  the  logs  and  licensees 
faced  with  such  requests.  Public  interest 
groups  and  licensees  alike  are  benefitted 
by  a  system  that  avoids  the  laborious 
proce.ss  of  note  taking  with  the  need  to 
spend  many  hours  at  the  station.  Ma- 
chine reproduction  provided  a  reasonable 
alternative  consistent  with  our  objective 
of  making  the  program  log  available  to 
members  of  the  public.  Also,  while  we 
felt  that  an  inspecting  party  should  have 
a  rea.sonable  time  to  examine  the  pro- 
grum  logs  without  having  to  pav  the  cost 

,  of  copying  them,  we  did  not  believe  it  ap- 
propriate to  allow  such  requests  to  in- 
volve an  indefinite  stay  at  the  station 
Thus,  we  stated  that  if  an  examination  is 


requested  beyond  a  reasonable  time,  the 
licensee  could  condition  further  inspec- 
tion upon  the  inspecting  party's  willing- 
ness to  either  duplicate  the  logs  at  the 
examiner's  expense,  or  reimburse  the 
hcensef  for  whatever  reasonable  expense 
is  incurred  if  supervision  is  deemed 
necessary. 

20.  We  have  found  that  the  general 
considerations  for  and  against  permit- 
ting machine  reproduction  of  a   radio 
station's  program  logs  and  material  in  its 
public  file  are  the  same  as  those  which 
apply  to  television.  It  is  apparent  from 
Che  comments  filed  in   this  rirooeeding 
that  the  copying  provisions  adopted  for 
television  licensees  did  not  piove  burden- 
some or  onerous.  Many  of  thase  com- 
menting are  licensees  of  radio  and  tele- 
\ision  stations.  Yet.  none  recounted  any 
significant    unfavorable    experiences    to 
support  a  different  conclusion  Moreover. 
a  number  of  these  licensees  specifically 
expressed   the  view   that   they   had   no 
objections  to  these  pro\-isions  so  long  as 
the  costs  were  borne  by  those  seeking 
copies,  Euid  safeguards  similar  to  those 
adopted    for    television    stations    were 
adopted  for  radio  stations.  Therefore,  we 
Will  not  belabor  the  point  with  a  reitera- 
tion of  the  arguments  considered  and  re- 
solved under  our  prior  consideration  of 
the  proposal  which  adopted  these  rules 
for  television  licensees.  We  will,  however, 
discuss  a  number  of  issues  unique  to  ap- 
plication of  thus  rule  to  radio  stations. 

21.  It  appears  tliat  much  of  the  current 
objection  to  the  proposed  machine  re- 
production provisions  resulted  from  the 
mistaken  view  tliat  we  intended  to  re- 
quire licensees  to  maintaiii  in-house  re- 
production facilities;  a  requirement  that 
many  radio  licensees  believed  could  not 
be  supported  by  their  earnings  Other 
licensees  contended  that  they  could  not 
comply  with  the  proposed  reproduction 
requirement  due  to  the  unavailability  of 
reproduction  services  or  facilities  in  their 
small  communties  of  license.  Finally,  a 
number  of  comments  discussed  the  diCB- 
culties  associated  with  providing  access 
to  and  and  copies  of  data  produced  by 
automatic  logging  systems 

22.  As  noted,  we  did  not  contemplate 
a  rule  requiring  radio  licensees  to  main- 
tain in-house  reproduction  facilities. 
Further,  we  do  not  believe  that  many 
licensees  will  be  confronted  by  the  total 
absence  of  local  reproduction  facilities 
or  services.  We  remind  those  comment- 
ing that  requests  for  access  to  the  cur- 
rently available  materials  have  been  few 
and  that  request  for  reproduction  of  the 
newly  available  materials  is  likely  to  be 
but  a  fraction  of  that  number.  Nor  do 
we  see  a  problem  in  interested  parties 
being  able  to  obtain  reproductions  of 
portions  of  program  logs  produced  by 
automatic  logs  in  a  written  form  How- 
ever, we  will  discuss  below  the  manner 
of  handling  requests  to  reproduce  pro- 
gram logs,  however  maintained,  and  ma- 
terial in  station  public  files. 

23.  In  order  to  protect  logs  and  public 
inspection  file  material  against  loss  or 
damage  we  will  require  that  any  repro- 
duction of  this  material  be  carried  out 


at  a  location  chosen  or  approved  by  the 
licensee  Also,  the  reasonable  casts  of  re- 
production may  be  charged  to  the  party 
requesting  copies  Since  there  are  a  wide 
variety  of  ways  of  making  copies,  we  do 
not  intend  to  specify  a  particular  price 
per  copy  or  method  of  duplication,  leav- 
ing that  to  resolution  by  the  parties. 

24.  In    the    event    that    reproduction 
facilities  or  services  are  not  locally  avail- 
able for  reoroduction  of  program  logs  or 
log  data,  licensees  shall  arrange  for  re- 
production through  other  sources.  The 
cost  of  completing  such   arrangements 
'e.g.,  any  long  distance  calls,  handling 
and  transportation  charges,  etc  i    may 
be  passed  on  to  the  party  requesting  the 
copies.  Compliance  with  requests  for  ma- 
terial m  the  public  file  (ie.,  logs  exclud- 
ed' shall  be  completed  within  a  reason- 
able period  of  time,  which  shall  not  be 
longer  than  seven  davs  if  local  reproduc- 
tion  facilities   are  available.   Copies  of 
program  logs  or  log  data  shall  be  pro- 
vided within  a  reasonable  i>eriod  of  time 
We  encourage  parties  to  establish  mu- 
tually satisfactory  timetables  consider- 
ing pertinent  information  such  as  the 
fdze  of  the  station,  the  amount  of  infor- 
mation requested,  and  the  location  and 
a\-ailability    of    reproduction    facilities. 
Similarlv.  this  method  of  determination 
of  reasonable  time  will  apply  in  lieu  of 
the  seven  days  maximum  period  for  re- 
production of  public  file  materials  in  all 
instances  requiring  use  of  reproduction 
facilities  outside  the  city  of  license. 

Retention    or    Comments     From     thi 
Public  In  the  Pvelic  Inspection  File 

25.  We  determmed  tliat  enough  time 
had  passed  for  us  to  review  the  results 
of  our  rule  '  5  73. 1202 'f'  >  requiring  radio 
stations  to  retain  letters  received  from 
the  public  commenting  on  the  stations 
operation  and  programming  and  we 
raLsed  this  issue  in  our  Third  Further 
Notice  of  Proposed  Rule  Making. 

26  The  comments  of  public  interest 
grouDs  uniformly  support  continuation 
of  the  letter  retention  requirement  and 
the  three-year  retention  requirement 
a.s50ciated  with  it.  The  National  Citizens 
Com.mittee  for  Broadcasting  'hereafter 
called  "NCCB"!  suggests  that  retention 
of  these  letters  would  help  the  public 
evaluate  a  station's  performance  The 
Rio  Grande  Valley  Coalition  on  the 
Media  and  others  believe  that  access  to 
public  correspondence  can  assist  public 
proups  in  evaluating  the  merits  of  allega- 
tions that  practices  in  programming. 
commercialization,  equal  time,  and  fair- 
ness are  unsatisfactory.  The  Office  of 
Communication  of  the  United  Church  of 
Christ  states  that  often  individuals  who 
have  valuable  contributions  to  make  are 
unknown  to  one  another  and  the  letters 
in  the  public  file  can  bring  them  together 
WNCN  Listeners  Guild  and  Citizens 
Committee  to  Save  Jazz  Radio  contend 
that  the  ability  to  locate  other  like- 
minded  listeners  is  crucial  to  persons 
seeking  to  organize  citizens'  participation 
at  the  Commission.  Media  Access  Project 
says  that  retention  of  letters  in  the  pub- 
lic file  is  likely  to  make  licensees  more 
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attentive  to  the  problems  expressed  in 
those  letters. 

27.  More  specifically,  a  number  of 
public  interest  groups  suggest  that  main- 
tenance of  viewer  correspondence  is 
essential  to  assist  those  contesting 
format  changes  of  radio  licensees  to 
locate  others  dissatisfied  with  proposed 
format  changes  and  contend  that  these 
files  provide  an  excellent  source  of  in- 
formation on  listener  reaction  to  pro- 
gramming by  the  licensee. 

28.  The  responses  of  licensees  although 
varied,  were  in  overwhelming  agreement 
in  opposing  continued  retention  of  these 
letters,  arguing  that  they  serve  no  useful 
function.  Numerous  licensees  stated  that 
during  the  precedmg  twelve  months  or 
during  the  entire  experimental  period, 
there  were  no  requests  for  access  to  these 
letters.  While  a  large  number  of  licensee.s 
cited  this  fact  in  support  of  their  request 
for  deletion  of  the  rule,  others  took  the 
view  that  with  such  a  lack  of  interest 
they  did  not  care  if  the  rule  was  retained. 
Others,  particularly  licensees  licensed  to 
large  communities,  contended  that  they 
received  many  letters  and  that  retention 
was  a  significant  burden.  Suggestions 
were  also  made  proposing  that  the  reten- 
tion period  be  limited  to  one  year. 

29.  Other  comments  were  directed  to 
the  usefulne.ss  of  the  letters  and  com- 
ments themselves.  Several  licensees 
stated  that  most  listener  mail  dealt  al- 
most exclusively  with  the  airing  of  a 
particular  song  or  singer  and  with  shifts 
in  on-air  personalities  rather  than  more 
basic  public  matters.  One  party  did  note 
that  hard-hitting  news  and  public  affair.s 
programming  did  stimulate  comment  so 
that  there  is  an  incentive  to  avoid  con- 
troversial issues  which  would  overload 
the  file. 

30.  It  was  argued  that  retention  of 
these  letters  was  necessary  for  those 
seeking  to  protest  format  changes.  Broad 
Street  Communications  Corporation,  et 
al.  thereafter  called  "Broad  Street""  on 
the  other  hand  argued  that  letters  in  the 
public  file  were  not  helpful  in  this  re- 
gard, as  those  in  oppasltion  directed 
their  letter  campaigns  to  the  Commission 
itself  rather  than  the  station.  Broad 
Street  noted  that  the  Court  directed  a 
hearing  in  the  WEF^I  case  even  though 
there  was  no  mention  of  letters  to  the 
station,  only  those  to  the  opponents  and 
the  CommLssion  Citizens  Committee  to 
Save  \^'EFM  v  F  C  C  ,  506  F.  2d  246  i DC. 
Clr  1974  ' .  Finally,  they  conclude  that  in 
view  of  the  Commission's  recent  decision 
in  Its  inquiry  into  the  Development  of 
Policy  Re  Changes  m  the  Entertainment 
Formats  of  Broadca.st  Stations.  60  FCC. 
2d  858  11976'.  such  letters  will  be  Ir- 
relevant becau.se  the  Commission  has 
expre.ssed  Its  intent  to  avoid  involvement 
in  such  cases  in  the  future. 

31  The  Commission  adopted  this  let- 
ter retention  requirement  as  part  of  a 
two-pronged  effort  to  make  licensees 
more  conversant  with  the  views  of  their 
iisteners  and  wherever  possible  to  im- 
prove the  lUcelihood  that  differences 
could  be  resolved  at  the  local  level.  To- 
ward these  ends  the  Commission  tidopted 


a  broadcast  notice  requirement  through 
which  licensees  were  to  inform  the  public 
that  comments  on  the  station's  opera- 
tion were  welcome  and  that  they  would 
be  retained  in  the  station's  local  file. 
The  Commission's  reasons  for  adopting 
the  letter  retention  requirement  were 
two-fold.  One,  it  was  to  provide  inter- 
ested members  of  the  public,  or  the 
Commission  in  instances  where  a  peti- 
tion to  deny  has  been  filed,  information 
to  better  determine  the  nature  of  com- 
munity feedback  being  received  by  the 
licensee:  and  two.  to  provide  a  better 
Indication  of  the  extent  to  which  an 
interested  party's  opinions  regarding 
community  problems  and  needs  and/or 
the  licensee's  broadcast  operation  might 
be  shared  by  other  members  of  the 
community. 

32.  'We  continue  to  believe  that  the 
purposes  of  the  public  notice  require- 
ment are  sound.  Were  we  to  delete  the 
requirement  that  the  responses  lo  the 
notices  be  retained,  we  would  create  the 
anamolous  situation  of  asking  for  some- 
thing not  worth  keeping.  We  need  not 
establish  that  each  letter  received  by 
licensees  contains  useful  comments  deal- 
ing with  matters  that  are  cognizable  in 
our  renewal  and  or  licensing  proceed- 
ings We  recognize  that  some  may  not, 
but  even  in  such  cases  they  can  relate 
to  the  process  of  local  dialogue.  Con- 
ceivably the  files  could  be  culled  to  re- 
m.ove  the  non-pertinent  material  but 
this  proce'=R  itself  would  invite  com- 
plaints Although  some  burden  is  in- 
volved in  maintaining  the  file,  it  is  a 
relatively  small  one  unless  it  Is  regularly 
being  viewed  by  members  of  the  public. 
But  in  such  rases,  burden  or  not.  the 
usefulness  of  the  material  Ls  clearly  es- 
tablished. Thus,  we  will  continue  to  re- 
quire radio  licensees  to  retain  the  pub- 
lic's comments  and  suggestions  on  the 
operation  of  their  stations.'  However,  we 
emphasize  that  It  is  not  our  intention 
to  have  the  purpose  of  the  public  file 
changed  as  part  of  an  effort  to  Invite 
attack  on  a  format  change.  That  was 
not  and  should  not  become  the  purpose 
of  the  public  file. 

Retention  and  Disclosure  of  Tran- 
scripts, OR  Tape  or  Disc  Recordings 
OF  News  and  Public  Affairs  Pro- 
crams 

33,  The  original  petition  in  this  docket. 
filed  by  NCCB,  sought  a  requirement  that 
licensees  make  available  a  transcript, 
tape  or  disc  recording  of  all  programs 
except  entertainment  and  sports.  This 
proceeding  also  encompasses  the  por- 
tion of  the  National  Black  Media  Coali- 


tion petition  for  rule  making  that  sought 
the  same  result  for  news  and  public 
affairs  programs.  The  subject,  raised  in 
the  Third  Notice  of  Proposed  Rule 
Making,  was  clarified  in  the  Public 
Notice  (Report  No.  12290)  of  Septem- 
ber 3.  1976,  in  which  we  limited  the 
proposal  to  news  and  public  affairs 
programs. 

34.  Those  supporting  this  proposal 
argue  that  it  would  promote  construc- 
tive citizen-broadcaster  dialogue  about 
station  programming  and  avoid  the 
need  to  conduct  the  costly  and  burden- 
some monitoring  of  a  station's  pro- 
gramming. It  is  said  that  program  logs 
do  not  give  a  complete  picture  of  a  sta- 
tion's performance  in  news  and  public 
affairs  programming  and  that  a  taping 
requirement  would  be  a  logical  extension 
of  the  rationale  for  making  program 
logs  publicly  available.  NCCB  and  others 
in  favor  of  the  proposal  contend  that 
adoption  of  such  a  rule  would  ease  the 
burden  on  the  Commission,  citizen 
groups  and  broadcasters  of  reconstruct- 
ing programs  in  lengthy  pleadings  in 
those  situations  where  allegations  of 
personal  attack.'*  program  length  com- 
mercials, program  imbalance  or  impro- 
prieties have  been  made.  Others  submit 
that  retention  of  tapes  or  transcripts 
would  also  provide  more  accurate  infor- 
mation for  the  public  and  broadcasters 
for  resolution  of  allegations  made  con- 
cerning any  alleged  fairness  doctrine  and 
equal  time  violations."  or  assertions  of 
misleading  advertisements,  misrepresen- 
tations or  failure  on  the  part  of  broad- 
casters to  meet  their  communities'  needs. 
Action  for  Children's  Television  asserts 
that  the  requirement  could  overcome 
logging  errors,  and  thev  also  suggest  that 
tapes  of  children's  programming,  other 
than  entertainment  be  retained  and 
made  accessible  to  assist  in  determining 
whether  broadcasters  are  meeting  their 
obligation  under  the  Commission's  Re- 
port and  Policy  Statement  on  Children's 
Television  Programs"  to  air  instruc- 
tional programs  for  children. 

35.  'Various  supporters  argue  that  the 
requirement  to  retain  and  disclose  tapes 
is  neither  impracticable  nor  financially 
burdensome  for  commercial  licensees 
and  note  that  section  399 'b)  of  the  Com- 
munications Act  of  1934,  as  amended, 
requires  noncommercial  educational 
broadcasting  stations  obtaining  financial 
support  from  the  Corporation  for  Public 
Broadcasting  to  make  and  retain  an 
audio  recording  of  broadcast  programs 
In  which  any  issue  of  public  importance 
is  discussed."   CCC  submits   that  since 


"  A.S  specified  in  rule  1202(f).  coroments 
are  to  be  retained  except  when  the  person 
making  the  comment  or  suggestion  has  spe- 
cifically requested  that  his  communication 
not  be  made  public  or  where  the  licensee 
feeU  that  It  should  be  excluded  from  avall- 
abf.lty  for  public  Inspection  because  of  the 
special  nature  of  Its  content,  such  as  a  de- 
famatory or  obscene  letter.  We  also  note  In 
this  context  that  we  will  not  require  anony- 
mous letters  to  be  maintained  In  the  public 
in-spectlon  file. 


*  For  a  revision  of  the  personal  attack  rules 
see  our  Memorandum  Opinion  and  Order  on 
Procedures  In  the  E>vent  of  a  Personal  Attack, 
12  P.C.C.  2d  250  (1968). 

•See  section  315  of  the  Communications 
Act  of  1934.  as  amended,  and  the  Fairness 
Report.  48  F.C.C.  2d  1  ( 1974) . 

'•50F.C  C  2d  1  (1974). 

"  A  new  subsection  (b)  was  added  to  Sec- 
tion 399  of  the  Communications  Act  by 
Pub.  L.  93-84,  87  Stat.  219.  approved  Au- 
gust 6,  1973.  TTie  Commission  In  a  Report 
and  Order  57  FCC.  2d  19  (1975)  adopted 
rules  (§73.622)  to  effectuate  this  Congres- 
sional mandate.  See  n.  15  below. 
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the  resources  of  these  public  broadcast- 
ers are  less  than  those  of  commercial 
broadcasters,  the  latter  should  be  able 
to  effectuate  the  taping  proposal  without 
much  difficulty.  The  Public  Media  Cen- 
ter, however,  suggests  that  if  the  taping 
requirement  is  economically  burden- 
some, either  small  market  stations  be 
exempted  or  tapes  be  kept  for  only  one 
vear.  WNCN  Listener's  Guild  recom- 
mends that  if  ultra  slow  speed  recorders 
are  used  to  record  tapes  they  be  retained 
for  only  six  months  and  that  mainte- 
nance of  transcripts  not  be  a  require- 
ment since  it  is  an  expensive  proposition 

36.  Those  in  support  of  the  proposal 
contend  that  the  public  needs  an  elec- 
tronic library  as  a  reference  tool  to  fully 
review  and  assess  the  types  and  ade- 
quacy of  programming.  The  New  Jersey 
Coalition  for  Fair  Broadcasting  states 
that  retention  of  tapes  would  also  bene- 
fit scholarly  endeavors,  for  instance  his- 
torical research.  'Whereas,  the  Council 
on  Children.  Media  and  Merchandising 
suggests  that  net  only  should  tapes  be 
retained  but  that  their  non-profit  use  by 
members  of  the  public  should  be  allowed. 

37.  Most  of  the  formal  comments  re- 
ceived in  this  docket  strongly  oppose  the 
tape,   transcript  or  disc   retention   and 
disclosure  proposal.  To  the  extent  they 
incorrectly  assume  that  tapes  of  all  pro- 
gramming other  than  entertainment  and 
sports  are  to  be  retained,  when  actually 
the  proposal,  as  clarified  in  our  Public 
Notice,   envisioned   that   only   tapes   of 
news  and  public  affairs  were  to  be  main- 
tained, this  need  not  be  considered.  Gen- 
erally speaking,  those  in  opposition  di- 
rect themselves  to  two  principal  issues, 
one   practical    the   other   philosophical. 
On  the  first  they  contend  that  the  pro- 
posal  would   counter  the  Commission's 
re-regulation  policy.  Moreover,  they  as- 
sert that  a  new  burden  is  Involved  since 
there  is  not  such   requirement  now  as 
there  is  for  program  logs  for  which  public 
access  is  provided.  Licensees  contend  that 
the  proposal  would  greatly  increase  their 
record  keeping  burdens  and  argue  that 
such  an  additional  chore  would  be  with- 
out a  consequent  benefit  to  the  public. 
Broadcasters  say  that  a  meaningful  di- 
alogue  between   them   and   the   public 
already   exists   because  of   such   proce- 
dures as  ascertainment  and  that  in  their 
experience  few  if  any  requests  for  pro- 
gram transcripts  have  t)een  made.  The 
Public  Broadcasting  Service  <  hereinafter 
called  "PBS">   asserts  that  in  the  past 
three  years  it  has  only  received  two  re- 
quests for  audio  tapes  of  programs  in- 
volving the  discussion  of  issues  of  public 
Importance  required  to  be  maintained. 
It  further  notes  that  its  member  stations 
indicate  that  in  general  they  have  ex- 
perienced a  similar  lack  of  public   in- 
terest in  those  tapes.  Thus.  PBS  agrees 
with  the  commercial  broadcasters  who 
contend  that  the  expense  of  the  taping 
proposal  is  not  justified.  These  broad- 
casters  argue   that   the   money   which 
woidd  be  spent  to  effectuate  the  proposal 
would  be  more  beneficial  to  the  public  If 
spent  on  programming. 


38.  Although  the  comments  on  the  fi- 
nancial aspect  of  the  proposal  are  not 
in  exact  agreement  with  one  another 
the  comments  noted  here  serve  as  ex- 
amples. According  to  WTVY.  Inc..  for 
uistancc.  the  video  tape  cost  for  the  tele- 
vision station's  news  and  public  affairs 
programs  over  a  two  year  period  would 
exceed  $120,000.  KOLR-TV  suggest  the 
figure  could  reach  more  than  $382,000,'' 
Even  for  audio  tape  at  a  radio  station 
the  expenditure  would  be  at  least  $4,000 
per  station,  not  counting  personnel  costs 
for  production.'  cataloging,  filing,  stor- 
age and  retrieval  of  tapes,  as  well  as  su- 
pervision of  tlie  public's  use  of  them; 
acquisition  of  additional  taping  equip- 
ment and  additional  repair  and  upkeep 
of  equipment;  uistitution  of  a  tape  li- 
brary; and  con.'.truction  of  additional 
storage  space  and  non-operational  space 
lor  replay  of  new.s  and  public  affairs  pro- 
grams. Ac  orduiK  to  Fisher's  Blend  Sta- 
tion, Inc.,  adoption  of  the  proposal  would 
add  at  least  $5,000  per  year  to  radio  sta- 
tion expenses. 

39.  Broadcasters  also  contend  that  the 
effect  of  the  proposal  would  be  to  uihibit 
the  airing  of  news  and  public  affairs  pro- 
gramming m  order  to  minimize  the  cost 
of  taping  such  pro^'rams  and  retaining 
them  for  the  public's  access.  Not  oiily 
would  licensees  not  expand  news  and 
public  affairs  programming,  but  m  some 
cases,  it  is  said,  the  proposal's  costs  would 
actually  require  a  cut-back  m  this  type 
of  programming  and  perhaps  a  reduction 
in  the  quality  oi  overall  programming  as 
well.  Furthermore,  broadcasters  assert 
that  the  retention  of  tapes  is  not  neces- 
sary to  resolve  any  question  arising  as  to 
rule  violations  for  present  procedures 
are  adequate  In  dealing  with  such 
charges.  Program  information  Is  already 
available  In  those  situations  in  which  It 
Ls  really  needed.  For  instance,  licensees 
already  are  obligated  to  furnish  tapes, 
transcripts  or  accurate  summaries  of 
programs  containing  personal  attacks  to 
the  subjects  of  such  attacks.  Moreover, 
licensees  must  retain  records  as  to  the 
general  subjects  covered  in  their  news 


■'-This  amount  consists  of   the  following 
(a)  For  taping  news  programs,  the  direct  cost 
would  be  $176,800 

(b)  For  taping  public  affairs  programs, 
the  direct  cost  would  be  $35,960 

(c)  The  co6t  of  labor  co  tape  and  store 
this  material  would  be  $20,384. 

(d)  The  cost  of  storage  space,  equipment 
and  cataloging  would  be  $29,312 

(e)  Cost  of  purchaslng/equired  additional 
equipment  would  be  approximately  $120,000 
without  any  item  of  expense  for  ln.stallation, 
space  requirement  or  maintenance  costs. 

The  Hearst  Corporation  estimates  that  the 
annual  costs  imposed  on  television  stations 
under  the  proposal  for  equipment  and  rec- 
cording  material  alone  ranges  from  $14(X>0 
if  a  slow  scan  tape  Is  used,  to  $49,000  if  a 
SONY  cassette  is  employed;  to  $430,000  if  a 
two  inch  standard  video  tape  is  used. 

'-■■  If  slow  speed  recorders  are  not  u=ed.  it 
is  .«aid  that  emp'iOyees  are  needed  to  operate 
equioment  to  tape  selected  programs. 

:•  Playback  equipment  is  also  mentio:.cd  as 
an  added  expense. 


and  public  affairs  programming  to  be  In 
a  position  to  prepare  annual  problem  ' 
program  listings.  It  is  said  that  these 
listings  provide  the  public  with  adequate 
information  to  make  a  meaningful  anal- 
ysis of  a  licensee's  programming  service." 
Broadcasters  do  not  believe  that  the  pub- 
lic is  unduly  burdened  In  these  matters 
even  m  connection  with  an  alleged  fair- 
ness doctrme  violation.  Moreover,  broad- 
casters assert  that  the  tape  or  transcript 
of  a  program  would  not  demonstrate 
anythmg  regarding  a  station's  overall 
programming  on  a  particular  issue. 

40.  Great  attention  was  given  to  the 
other  main  issue,  the  chilling  effect  on 
free  expression  which  they  envision 
would  result  from  the  proposal.  It  is  said 
that  retention  and  disclosure  of  tapes 
could  act  to  Improperly  open  up  the  con- 
tent of  news  and  public  affairs  programs 
to  the  possibility  of  examination  by  the 
Commission  The  charge  is  that  this 
would  act  as  a  strong  disincentive  to 
the  presentation  of  these  programs 
through  harassment  by  those  disagreeing 
with  their  programs.  Licensees  suggest 
that  the  issue  of  whether  to  retain  tapes 
should  be  left  to  their  discretion  In 
the  alternative,  a  few  licensees  recom- 
mend that  tapes  of  news  and  public  af- 
fairs programs  be  retained  for  a  short 
period  of  time,  such  as  thirty  or  sixty 
days. 

41.  Of  some  concern  to  broadcasters, 
though  not  apparently  a  significant 
number,  is  the  possibility  that  the  taping 
proposal  might  constitute  an  infringe- 
ment of  copyright  protections.  The  argu- 
ment is  made  that  under  copyright  pro- 
visions, broadcasters  have  no  right  to 
make  copies  of  program  material  for 
exhibition  to  others.  Also  of  concern  to 
one  commenting  pirty  is  the  possibility 
that,  as  a  consequence  of  playing  these 
tapes  to  the  public,  broadcasters  could 
be  liable  for  defamation. 

42.  In  reply,  even  some  of  those  sup- 
porting the  proposal  recognize  that  it 
could  pose  substEUitial  additional  duties 
on  broadcasters,  but  comment  that  with- 
out the  rule  the  public  would  be  unfairly 
burdened.  They  suggest  that  rather  than 
resolving  the  retention  of  tape  Issue  at 
present,  a  study  be  commissioned  as  to 
whether  this  requirement  should  be 
adopted.  It  is  also  said  that  the  taping 
requirement  would  not  have  the  effect 
of  reducing  the  amount  of  news  and 
public  affairs  programming  aired  since 
Section  315  of  the  Communications  Act 
makes  it  a  requirement  to  broadcast  im- 
portant national  and  local  controversial 
public  issues. 

43.  We  believe  that  the  record  provides 
a  sufBcient  basis  for  resolving  the  issue 
of  whether  a  tape  retention  and  disclo- 
sure requirement  should  be  adopted  and 

that  no  additional  study  of  the  question 
IS  necessary.  While  the  concern  that  the 
pro::osed  rule  might  have  a  chilling  ef- 


■  The  Commissioii.  however,  does  not  re- 
quire the  retention  of  these  records  or  that 
they  be  made  available  to  the  pubUc. 
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feet  on  free  speech  and  press  cannot  eas- 
ily be  dismissed,  we  do  not  find  it  neces- 
sar>-  to  reach  the  constitutional  issue.'" 
For  other  reasons  we  have  decided  not 
to  implement  such  a  program.  We  simply 
are  not  convinced  that  the  public  bene- 
fits outweigh  the  costs  imposed. 

44  The  level  of  interest  of  the  public 
in  such  recordings  and  the  level  of  gov- 
ernmental need  for  them  do  not  appear 
to  justify  the  costs  imposed  on  broad- 
casters. Opinions  may  vary  as  to  the 
amount  of  those  costs,  but  there  is  no 
doubt  that  production,  retention,  re- 
trieval and  playback  of  the  recording 
would  cause  almost  every  station  to  e.\- 
pend  money  which  is  now  available  for 
public  .service  programming  or  other 
purposes.  No  public  funds  or  equipment 
grants  from  the  E>epartment  of  Health, 
Education  and  Welfare's  Educational 
Broadcast  Facilities  Program  would  be 
available  to  help  the  commercial  broad- 
caster as  they  are  to  help  the  noncom- 
mercial educational  stations  meet  the 
present  taping  requirement  We  are  con- 
cerned that  the  burden  would  fall  in  a 
disproportionately  heavy  manner  on  very 
small  stations  which  frequently  net  less 
than  $5,000  per  year  and  those  which 
have  an  all-news  or  two-way  talk  format 
On  the  other  side  of  the  balance  we  are 
told  that  very  little  public  interest  has 
been  shown  in  the  tapes  produced  by  the 
noncommercial  educational  stations. 
While  there  are  differences  in  terms  of 
size  and  nature  of  the  audiences,  we 
think  It  is  reasonable  to  expect  a  similar 
low  level  of  public  interest  in  the  tapes 
which  would  be  produced  by  commercial 
stations  if  we  adopted  the  proposed  rule. 
We  also  do  not  think  that  taping  news 
and  public  affairs  programs  is  necessary 
to  resolve  fairness  doctrine  complaints 
or  other  alleged  misfeasante  on  the  part 
of  broadcasters.  We  are  satisfied,  espe- 
cially in  view  of  the  adoption  in  thi.'^.  pro- 
ceeding of  the  rules  providing  the  pub- 
lic with  access  to  program  logs,  that  our 
present  rules  can  be  enforced  without 
these  additional   requirements. 

45  Although  the  possibility  was  raised 
by  a  few  broadcasters  of  the  possible 
copyright  infringement,  we  do  not  need 
to  reach  this  point  and  it  is  not  a  basis 
for  our  decision  in  this  matter. 

46.  Accordingly,  it  is  ordered.  That 
pursuant  to  the  authority  contained  in 
sections  4ai,  303  ig»,  <ji  and  in  of  the 


"GuKjance  on  this  point  may  be  received 
In  another  proceeding.  Section  399(b)  of  the 
Act  and  the  rules  adopted  to  effectuate  that 
req\Urement  of  recording  programs  involving 
d!"icus.slons  of  issues  of  public  Importance 
presented  on  noncommercial  educational 
.stations  aere  challenged  on  appeal  as  being 
violative  of  the  First  and  Fifth  Amendments. 
Community  Service  Broadca-sting  of  Mid- 
America.  Inc  V  FCC,  appeal  docket.  No 
76-1081  iDC  Clr  Jan  2fi.  19761  The  cise 
has  been  remanded  to  the  Commission  for 
consideration  of  certain  First  Amendment 
issues  designated  by  the  Court  of  Appeals. 
Rather  than  dealing  with  these  questions  in 
the  Instant  proceeding,  they  will  be  resolved 
In  Docket  No  19861.  where  tho.se  rules  were 
adopted 
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Communications  Act  of  1934,  as  amended, 
§§  1.526,  1.527,  73.116,  83  286  and  73.586 
are  amended  effective  July  5,  1977.  as 
described  above  and  set  forth  below: 

(Sees.  4,  303,  48  Stat.,  as  amended,  1066,  1082: 
(47U.S.C.  154,303).) 

Feder.m.  Communications 

Commission," 
Vincent  J.  Mullins, 

Secretary. 

1.  In  §1.526  paragraph  (a)(10»  and 
( f )  are  revised  to  read  as  follows: 

§  1.526  Record*  to  be  maintained  locally 
for  pui))it'  in'p«-ction  bv  conimercial 
appliiMiil'^.  pcriniltrrs,  and  lircnsroi* 

(ai  •  '  * 

HO'  Although  not  part  of  the  regular 
file  for  public  inspection,  program  logs 
for  television  and  radio  stations  will  be 
available  for  public  inspection  under  the 
circumstances  set  forth  in  SS  73.116,  73.- 
286.  73.586  and  73.674  of  this  chapter 
and  discassed  in  the  Public  and  Broad- 
casting Procedural  Manual;  Revised 
Edition. 

•  »  •  *  * 

<  f  I  Copies  of  any  material  in  the  public 
file  of  any  television  or  radio  station  shall 
be  available  for  machine  reproduction 
uoon  request  made  in  person:  Provided, 
The  requesting  party  shall  pay  the  rea- 
sonable cost  of  reproduction.  Requests 
for  machine  copies  shall  be  fulfilled  at 
a  location  specified  by  the  licensee, 
within  a  reasonable  period  of  time  which 
in  no  event  shall  be  longer  than  seven 
days  unle.ss  reproduction  facilities  are 
unavailable  in  the  licensee's  city  of  li- 
cense. The  licensee  is  not  required  to 
honor  requests  made  by  mail  but  may  do 
so  if  it  chooses. 

2.  Section  1.527(c)(3)  is  amended  by 
the  addition  of  language  to  read  as  fol- 
lows : 

§  1 .327  Records  to  be  maintained  locally 
for  public  m«p<-'  tion  by  noncommcr- 
lial  <<luialion.il  iipplicaiits,  permit- 
lee*,  and  liccnst'es. 


(C)     •    •    * 

(3 1  Although  not  part  of  the  regular 
file  for  public  inspection,  program  logs 
for  television  and  radio  stations  will  be 
available  for  public  inspection  under  the 
circumstances  set  forth  in  §§  73.116, 
73  286.  73.586  and  73.674  of  this  chapter 
and  discussed  in  the  Public  and  Broad- 
castmg;  Revised  Edition. 

•  <  •  •  * 

3.  Section  73.116  is  amended  to  read 
as  follows: 

§73.116      Availability    of    lops    and    rec- 
ords. 

ta>  The  following  shall  be  made  avail- 
able upon  request  by  an  authorized  rep- 
resentative of  the  Commission: 

( 1 )  Program,  operating  and  mainte- 
nance logs. 


"  See  attached  Statement  of  Commissioner 
Hooks  below. 


(2)  Equipment  performance  measure- 
ments required  by  §  73.47. 

(3»  Copy  of  the  most  recent  antenna 
resistance  or  common-point  impedance 
measurements  submitted  to  the  Commis- 
sion. 

(4)  Copy  of  the  most  recent  field  in- 
tensity measurements  to  establish  per- 
formance of  directional  antennas  re- 
quired by  5  73.151. 

(bi  Program  logs  shall  be  made  avail- 
able upon  request  for  public  inspection 
and  repr(xiuction  at  a  location  conven- 
ient and  accessible  to  the  residents  of  the 
community  to  which  the  station  is  li- 
censed. All  such  requests  for  inspection 
shall  be  subject  to  the  procedural  re- 
quirements set  forth  below  The  licen- 
see, however,  may  where  good  cause  ex- 
ists, as  discussed  in  paragraph  64.  the 
Public  and  Broadcasting  Procedural 
Manual,  Revised  Edition  refuse  to  per- 
mit such  inspection.  Notwith.standmg  the 
provisions  of  this  section,  permitting  in- 
spection elsewhere  than  the  station,  the 
licensee  shall  remain  responsible  for  the 
safekeeping  of  the  logs. 

(c>  In  connection  with  requests  for 
inspection  the  following  procedural  re- 
quirements shall  govern: 

( 1  >  Parties  wishing  to  inspect  shall 
make  a  prior  appointment  with  the  li- 
censee and,  at  that  time,  identify  them- 
selves by  name  and  address:  identify  the 
organization  they  represent,  if  any;  and 
state  the  general  purpose  of  the  ex- 
amination. 

(2)  Inspection  of  the  logs  shall  take 
place  at  the  station  or  at  such  other  con- 
venient and  accessible  location  as  may  be 
sp-ecified  by  the  licensee.  At  its  option  the 
licensee  mav  make  an  exact  copy  availa- 
ble in  lieu  of  the  original  program  logs. 

(3^  Copies  of  logs  shall  be  available  to 
the  party  desiring  to  inspect  the  logs, 
provided  such  party  shall  pay  the  rea- 
sonable costs  of  reproduction. 

(4)  An  inspecting  party  shall  have  a 
reasonable  time  to  examine  the  program 
logs.  If  examination  is  requested  beyond 
a  reasonable  time,  the  licensee  may  con- 
dition such  further  inspection  upon  the 
inspecting  party's  willingness  to  either 
duplicate  such  logs  at  the  examiner's  ex- 
pense, or  reimburse  the  licensee  for  what- 
ever reasonable  expense  is  incurred  if 
supervision  is  deemed  neces.sary 

(5)  No  log  need  be  made  available  for 
public  inspection  until  45  days  have 
elapsed  from  the  day  covered  by  the  log 
in  question. 

Note. — In  cases  where  the  logging  system 
employed  does  not  provide  for  a  written  pro- 
gram log,  the  licensee  shall  retain  at  its  op- 
tion and  s\ibject  to  the  above  provisions, 
copies  of  either  the  station  s  pre-logs  (oper- 
ating schedules),  updated  and  certified  cor- 
rect or  the  recordation  produced  by  an  auto- 
matic maintenance  of  program  logging  data 
device  (I.e.,  tapes,  or  encoded  printouts).  Sec 
§  73.112(f). 

4.  Section  73.286  is  amended  to  read  as 
follows : 

§  73.286      A\ailabilily    of    logs    and    rec- 
ords. 

(a^  The  following  shall  be  made  avail- 
able upon  request  by  an  authonzed  rep- 
resentative of  the  Commission: 


(1>  Program,  operating  and  mainten- 
ance logs. 

( 2 1  Equipment  performance  measure- 
ments required  by  §  73.254. 

ib>  Program  logs  shall  be  mide  avail- 
able upon  request  for  public  inspection 
and  reproduction  at  a  location  conveni- 
ent and  accessible  to  the  residents  of  the 
community  to  which  the  station  is  li- 
censed All  such  requests  for  inspection 
shall  be  subject  to  the  procedural  re- 
quirements set  forth  below.  Ttie  hcensee. 
however,  may  where  good  cause  exists,  as 
discussed  in  paragraph  64.  the  Public  and 
Broadcastmg  Procedural  Manual,  refuse 
to  permit  such  inspection.  Notwithstand- 
ing, the  provisions  of  this  section,  per- 
mitting inspection  elsewhere  than  the 
station,  the  licensee  shall  remain  respon- 
sible for  the  safekeeping  of  the  logs 

(C  In  connection  with  requests  for  in- 
spection the  following  procedural  re- 
quirements shall  govern: 

(D  Parties  wishing  to  inspect  shall 
make  a  prior  appointment  with  the  li- 
censee and.  at  that  time,  identify  them- 
selves by  name  and  address:  identify  the 
organization  they  represent,  if  any;  and 
state  the  general  purpose  of  the  exami- 
nation. 

(2)  Inspection  of  the  logs  shall  take 
place  at  the  station  or  at  such  other 
convenient  and  accessible  location  as 
mav  be  specified  by  the  licensee  At  its 
option  the  licensee  may  make  an  exact 
copy  available  in  lieu  of  the  original  pro- 
gram logs. 

(3 1  Copies  of  logs  shall  be  a\-aila'ble  to 
the  party  desiring  to  inspect  the  logs, 
provided  such  party  shall  pay  the  rea- 
sonable costs  of  reproduction. 

(4)  An  inspecting  party  shall  have  a 
reasonable  time  to  examine  the  program 
logs  If  examination  is  requested  beyond 
a  reasonable  time,  the  licensee  may  con- 
dition such  further  inspection  upon  the 
inspecting  party's  willingness  to  eithei; 
duplicate  such  logs  at  the  examiner's 
expense,  or  reimburse  the  licensee  for 
whatever  reasonable  expense  is  incurred 
if  suoervision  is  deemed  necessary. 

i5i  No  log  nped  be  made  available  for 
public  inspection  until  45  davs  have 
elapsed  from  the  day  covered  by  the  log 
in  question. 

Note — In  cases  where  the  lopslne  system 
employed  does  not  provide  for  a  wTitten  pro- 
gram log.  the  licensee  shall  retain  at  Its 
option,  and  sublect  to  the  above  provisions 
copies  of  either  the  station's  pre-logs  (operat- 
ing schedules)  undated  and  certified  cor- 
rect or  the  recordation  produced  by  an  auto- 
matic maintenance  of  proeram  logeing  data 
device  (le.  tapes  or  encoded  printouts  i  See 
i  73.282(f) 

5  Section  73.586  is  amended  to  read  as 
follows : 

§  73.586      Availability    of    lofss    and    rec- 
ords. 

(a>  The  following  shall  be  made  avail- 
able unon  request  by  an  authorized  rep- 
resentative of  the  Commission: 

*li  Program,  operating  and  mainte- 
nance logs. 

'2 1  Equipment  performance  measure- 
ments required  by  §  73.554. 
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I  b'  Program  logs  shall  be  made  avail- 
able upon  request  for  public  inspection 
and  reproduction  at  a  location  con- 
venient and  acce.s.s;ble  to  the  residents  of 
the  community  to  which  the  station  is 
licensed  All  such  requests  for  inspection 
shall  be  subject  to  the  procedural  re- 
quirements set  forth  below  The  licensee, 
however,  may  where  good  cau.se  exists, 
as  discussed  in  paragraph  64  the  Public 
and  Broadcasting  Pr(X'edural  Manual. 
refuse  to  permit  such  inspection  Not- 
withstanding the  provisions  of  this  sec- 
tion, permitting  inspection  elsewhere 
than  the  station,  the  licensee  shall  re- 
main responsible  for  the  safekeeping  of 
the  logs. 

'c  In  connection  with  requests  for  in- 
spection the  following  procedural  re- 
quirements shall  govern : 

(li  Parties  wishing  to  insnect  shall 
make  a  prior  appointment  with  the  li- 
censee and,  at  that  time,  identifv  them- 
selves by  name  and  address;  identify  the 
organization  they  represent,  if  any:  and 
state  the  general  purpose  of  the  exami- 
nation 

(2)  Inspection  of  the  logs  shall  take 
place  at  the  station  or  at  such  other  con- 
venient and  accessible  location  as  may  be 
specified  by  the  licensee.  At  its  option 
the  licensee  may  make  an  exact  copy 
available  in  lieu  of  the  original  program 
logs. 

(3)  Copies  of  logs  shall  be  available  to 
the  party  desiring  to  inspect  the  logs, 
provided  such  party  shall  pay  the  rea- 
sonable costs  of  reproduction. 

'4 1  An  inspecting  partv  shall  have  a 
reasonable  time  to  examine  the  pro- 
gram logs.  If  examination  is  requested 
beyond  a  reasonable  time,  the  licensee 
may  condition  such  further  inspection 
upon  the  inspecting  party's  willmgTies.s 
to  either  duplicate  such  logs  at  the  ex- 
aminer's expense,  or  reimburse  the  li- 
censee for  whatever  reasonable  expense 
is  incurred  if  supervision  is  deemed  nec- 
essary. 

<5i  No  log  need  be  made  available  for 
public  inspection  until  45  days  have 
elapsed  from  the  day  covered  by  the  log 
in  question. 

Note  — In  cases  where  the  logging  system 
employed  does  not  provide  for  a  wTltten  pro- 
pram  log.  the  licensee  shall  retain  at  Its  ot- 
tion.  and  subject  to  the  above  provisions, 
copies  of  either  the  stations  pre-locs  iod- 
eratlng  schedules),  updated  and  certified 
correct  or  the  recordation  produced  by  an 
automatic  maint.enance  of  proeram  loEeln'? 
data  device  ( I  e  ,  tapes  or  encoded  printouts) 
See  §  73.582(f) 

Appendix  B 

parties  filing  comments 

Action  for  Children's  Television* 

American  Broa-icastine  Companies 

American  Librarv  Association* 

Annapolis  Broad'-astine  Corn 

Arkansas  Tele^  is'.on  Comnany 

B\hla  De  San  FYancisco  Co 

Baton  Rouee  Broadc^sting  Company 

BeaverkPttle  Companv 

Bonneville  Inter'^attonal  Corp  • 

Border  Broadcasting.  Inc. 

Broad  Street  Communications  C-orti  :  Cox 
Broadcastinc'  Corn  :  Newhouse  Broadcast- 
ine  Corp  :  Plough  Broadcasting  Company, 
Inc 
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Capitol  Broadcasting  Corp. 

Central  Broadcasting,  Inc 

Centra]  Carolina  Broadcasting 

Charlotte  Broadcasting  C^rp. 

Chrlsti.\.n  Enterprises,  Inc 

Chronicle  Broadcasting  Co 

Citizens  Communications  Center 

Classlflpc^  Radio  for  Connecticut,  Inc.* 

Clinch  Valley  Broadcasting  Corp. 

Colonial  Broadcasting  Co  .  Inc. 

Colorado  Broadcasters  Association 

Columbia  Broidcastlng  System 

Combined  Communications  Corp  ;  Combined 

Communications  Corp    of  Kentucky,  Inc  . 

et  al 
Committee  for  Community  Access  and  Media 

Advocacy  Center* 
Concho  Valley  Broadcasters 
Constance  A   Golden 

Council    on   ChUdren,   Media   and   Merchan- 
dising* 
Davtlme   Broadcasters   Association 
Dover  Broidca/stlne  Co  .  Inc. 
Dwieht-Karma     Broadcasting      Co,      Secret 

Mountain  Laboratory,  Inc  ;   and  Coconino 

Media.  Inc 
Eacle  Pass  Broadcasters.  Inc 
Easter"  Broadcasting  Corp. 
Edna.  Edwards 

Educational  Broadcasting  Corp 
Fairchild  KLIF.  Inc. 
Fairfield  Broadcasting.  Inc, 
Fisher  ?  Blend  Station.  Inc. 
FredericVsbure  Broadcasting  Corporation 
Gavlord  Broadcasting  Co 
Gllmore  Broadcasting  Corp. 
Greater  Media,  Inc 
Gros.s  Telecastlne.  Inc. 
Haley  Bader  and  Potts 
HimTon  Poa'^s  Broadcasting  Corp. 
Harrison  Broadcasting  Corp 
Hearst  Corp 

HeB't  OW'^ro'-icin  Broadcasters.  Inc. 
Independent    Broadcasting   Co. 
Inspiration  Ridlo  for  Southern  California 
Jer.sev  Cane  Broadcasting  Corp. 
Kave-Smith  Enternrises 
KBOA.  Inc     KTHS  Inc. 
KBWD    KOXE-F^! 
KDBM  AM  FM 
KDEN  Broadcasting  Co.,  Inc. 
KDTV.  et  al 

Kentucky  Broadcasters  Association 
Kevstone  Broadcasting  Co  .  Inc 
KTRD 
KGVO    Broadcasting,    Inc  :     KCAP    AM  FM 

Broadcasters.     Inc;      KPEI     Broadcasters. 

Inc  .    New  Executive  Motel,  Inc 
KITN-KITI  Corporation 
KKXIB 

KKZZ   KOTE-PM 
KLFJ 

KMAM  KMOE-FM 
KOSY 

KPAN   AM   FM 
Kramer  Broadcasting,  Inc. 
KRE  AM   FM 
KREW  Radio 
KRTR,  KWRB-TV 
KSWA   Inc  * 
KTIL 

KTVB.   Inc. 
KWPC 
KWTIO-FM 
KYOU.  KORE-FM 
Listeners'  Guild.  Inc. 
Mahonine  Valley  Broadcasting  Corp 
Marine    Broadcasting    Corp     and    Seaboard 

Broadcast'n? 
Mark  Twain  Broadcasting  Co. 


•T^e  comments  marked  with  an  asterisk 
were  late-filed  but  since  their  con>=lderation 
is  not  Drejudicial  to  anv  rartv  and  their  late- 
ness did  not  exceed  a  few  davs.  we  have  de- 
cided  to  consider  them  in  this  proceeding 
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Maryland-District  of  CoUimbla-Delaware 
Broadcasters   Association.   Inc. 

Massanutter  Broadcasting  Co. 

McClatchy  Newspapers 

Media  Central 

Meredith  Corporation 

Metromedia,  Inc. 

Mlchiana  Telecasting  Corp. 

Midnight  Sun   Broadcasters,   Inc. 

Mission  Broadcasting  Co 

Mississippi   Broadcasters   Association 

Missouri    Bro.idca.sters   As.soclatlon 

Morehead  Broadcasting  Co  ,  Inc. 

National  Association  of  Broadcasters 

National  Broadcasting  Ccmpany.  Inc. 

National  Federation  of  Community  Broad- 
castera,  Inc. 

National  Radio  Broadcasters  Association 

National  Religious  Broadcasters,  Inc. 

Nebntsica  Broadcasters  Association 

New  Jersey  Coalition  for  Pair  Broadcasting* 

New  South  Radio,  Inc. 

Norman  Knight 

Office  of  Communication  of  the  United 
Church  of  CtirUt 

Ohio  Association  of  Broadcasters 

Ohio  State  University 

Ozark  Broadcasting  Corp. 

P»aImetto  Radio  Corp. 

Pennsylvania   Assoclatl.in  of  Broadcasters 

Pike  County  Broadcasting  Co. 

Public  Broadcasting  Service 

Public  Media  Center 

Puerto  Rico  Broadcastln,^,  Inc 

Queen  City  Communications,  Inc. 

Radio  Carlsbad,   Inc. 

Radio  Greeley 

Radio  Laredo.  Inc. 

Radio  Medford,  Inc. 

Radio  Wolfebnro  In- 

Ray  R.  Paul  and  Eugene  L    Burke 

Rio   Grande  Valley   Coalition   on   the   Media 

Rocky  Mountain  Broadcasters  Association 

Rust  Craft   Broadcasting  Co. 

Scott   Broadcasting   Companies 

Screen  Actors  Guild 

Sonderllne  Broadcasting  Corp 

Soundamerlca  Corp. 

Southern  Broadcasting  Co. 

Southern  Nevada  Commimlcatlons  Corp. 

State  Telecastlne  Co.,  Inc.* 

Storer   Broadcasting   Co. 

Suburban  Radio  Group.  Inc 

Television  Muscle  Shoals,  Inc. 

TTiomas  A.  Byres 

Tom  S  W^l'ehead.  Inc. 

Tony  Jewell 

Trl-County  Broadcasting?  Corp 

Vacatlonland   Broadcasting  Co.   Inc. 

WAAC  Radio 

Waener  Broadcasting  Corporation 

Washoe  Empire 

WBOC   AM'PM 

WCSC  Radio 

WDIX 

WESC 

WGNU 

WHWL 

W'RO 

WJDA.  WESX 

WJTM  AM  FM 

WJZM 

WKBL  AM    FM  Radio 

WKLC  AM  FM,  et  al. 

WLBC  AM   FM 

WMAR.  Inc 

WNCN  Listeners'  Guild  and  Citizens  Com- 
mittee to  Save  Jazz  Radio* 

WSLB  Radio 

WSMC 

WTIP 

WTVY.  Inc. 

WVOX 


PARTIES    FILING    REPLY    COMMENTS 

American  Broadcasting  Companies 

Bahli  De  San  Francisco  Television  Company, 
et  al. 

Broad  Street  Communications  Corp.:  Cox 
Broadcasting  Company.  Inc.;  Newhouse 
Broadcasting  Corp.;  Plough  Broadcasting 
Company,  Inc. 

Citizens  Communications  Center 

Clinch  Valley  Broadcasting  Corp.;  Corn- 
husker  Television  Corp.;  Petzer  Broadcast- 
ing Company;  Palldium  Publishing  Com- 
pany; Radiohlo,  Inc.;  Scranton  Broadcast- 
ers. Inc;  State  of  Wisconsin  -  Educ  xtlonal 
Communications  Board;  WBNS  TV,  Inc.; 
WJAC,  Inc. 

Combined  Communications  Corp.;  Combined 
Communication''.  Corp.  of  Kentucky,  Inc.; 
Eleven-Plfty  Corp.;  Flower  City  Television 
Corp  ;  Gaylord  Broadcasting  Company; 
KTAR  Broadcasting  Company;  Pacific  and 
Southern,  Inc.;  Woonsocket  Broadcasting 
Company;  WPTA-TV,  Inc.;  WQOK,  Inc. 

Committee  for  Community  Access  and  Media 
Advocacy  Center  '' 

Dwlght-Karma  Broadcasting  Company;  Se- 
cret Mountain  Laboratory,  Inc.;  and  Coco- 
nino Media,  Inc. 

Fairfield  Broidcasting  Company 

Gross  Telecasting.  Inc 

National  Citizens  Committee  for  Broadcast- 
ing ■ 

Public  Interest  Research  Group 

Public  Media  Center 

WGBH  Educational  Foundation 

WHDH  Corporation 

Statement  of  Commissioner  Benjamin  L. 
Hooks  Dissenting  in  Part 

IN  RE :  petition  for  rulemaking  to  re- 
quire broadcast  licensees  to  maintain 
certain  program  records 

I  agree  with  the  Commission's  action 
to  the  extent  that  it  provides  greater 
public  access  to  citizens  groups  and  mem- 
bers of  the  pubHc  by  requiring  radio  li- 
censees to  make  their  program  logs  and 
the  contents  of  their  public  files  avail- 
able for  public  inspection  and  reproduc- 
tion. This  action  will  be  of  great  assist- 
ance to  both  licensees  and  members  of 
the  public  in  better  enabling  both  to  have 
constructive  and  meaningful  discussion 
and  be  better  informed  as  to  the  prob- 
lems and  concerns  of  both. 

However,  I  must  dL^sent  from  that  por- 
tion of  the  Order  which  dismisses  out  of 
hand  the  request  for  retention  and  dis- 
closure of  transcripts  or  tapes  of  news 
and  public  affairs  programs.  Without 
commenting  specifically  on  the  sub- 
stance of  the  proposal,  I  do  believe  that 
the  issues  raised  by  both  citizens  groups 
and  broadcasters  should  receive  further 
inquiry.  For  example,  I  would  want  more 
detailed  information  on  the  financial,  as 
wel'.  as,  the  constitutional  aspects  and 
ramifications  of  the  proposal.  In  short, 
I  believe  that  additional  study  of  this 
proposal  is  necessary. 
|FR  Doc. 77-16715  Piled  6-ia-77;8:45  a.m.) 


'  i»ltboueh  titled  comments,  we  believe 
NCCB  Intended  that  their  filing  be  consid- 
ered reply  comments  and  consquently  we  con- 
sider them  as  such. 


Title  49 — Transportation 

CHAPTER  V— NATIONAL  HIGHWAY 
TRAFFIC  SAFETY  ADMINISTRATION 

(Docket   No.    75-16;    Notice    12' 

PART  571— FEDERAL  MOTOR  VEHICLE 
SAFETY   STANDARDS 

Bus  Air  BraKe  Systems 

AGENCY;  National  Highway  Traffic 
Safety  Administration  ^NHTSA',  DOD. 

ACTION:  Final  rule. 

SUMMARY:  In  response  to  two  petitions 
for  reconsideration  of  earlier  rulemaking 
and  to  related  requests,  the  NHTSA  has 
extended  for  4  months  the  existing 
suspension  of  the  bus  service  brake 
stopping  distance  requirements  con- 
tained in  Standard  No.  121.  Air  Brake 
Systems,  along  with  an  additional  3- 
month  extension  for  school  buses.  A 
manufacturer  of  intercity  buses  and  a 
manufacturer  of  school  bas  chassis  peti- 
tioned to  extend  the  suspension,  which 
was  scheduled  to  end  September  1,  1977. 
The  delay  in  reaching  a  decision  on  the 
petitions  has  made  a  short  extension 
desirable. 

DATE:  Effective  date  June  13,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

George  Reagle,  OfRce  of  the  Admin- 
istrator, National  Highway  Traffic 
Safety  Administration.  400  Seventh 
Street.  SW..  Washington,  D.C.  20590. 
202-426-1836. 

SUPPLEMENTARY       INFORMATION : 

Background 

Standard  No.  121  (49  CFR  571  121) 
regulates  the  braking  system  perform- 
ance of  air-braked  trucks,  buses,  and 
trailers.  The  standard  has  been  in  effect 
for  trailers  since  January  1.  1975.  and  for 
trucks  and  buses  since  March  1.  1975. 
Following  implementation  of  the  re- 
quirements for  buses,  a  pattern  of  erratic 
behavior  developed  in  the  performance 
of  the  antilock  system  used  by  manu- 
facturers of  transit  and  intercity  buses 
to  satisfy  the  "no  lockup"  requirements 
of  the  standard  (S5.3.1i.  At  an  October 
1975  public  meeting  the  bus  operators 
and  manufacturers  involved  reviewed 
their  experiences  with  implementation  of 
the  standard  and  expressed  their  views 
on  potential  safety  hazards  of  antilock 
malfunction.  Based  on  the.'^e  and  other 
reports,  the  NHTSA  proposed  a  suspen- 
sion of  the  service  brake  stopping  dis- 
tance requirements  i  including  the  "no 
lockup"  requirement!  to  provide  a  period 
in  which  modified  antilock  hardware  and 
newly-introduced  systems  could  be  field- 
evaluated  140  FR  52856;  November  13. 
19751 .  The  proposed  suspension  of  1  year 
until  January  1.  1977,  was  made  final 
January  6,  1976  i41  FR  1598:  January  9, 
1976>.  Several  vehicle  manufacturers 
and  user  groups  argued  that  the  suspen- 
sion should  be  for  a  longer  period  and  the 
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suspension  was  subsequently  extended 
from  January  1.  1977.  to  September  1. 
1977  1 41  FR  52055;  November  26.  1976) 

Petitions  and  Requests  for  Delay 

Motor  Coach  Industries  (MCI'  and  its 
parent  company  Greyhound  Corporation 
have  asked  that  the  termination  of  the 
suspension  for  service  brake  require- 
ments be  delayed  until  January  1.  1979. 
in  the  case  of  intercity  buses.  The  Ameri- 
can Public  Transit  Association  iAPTA"> 
also  petitioned  for  the  same  delay  in  the 
case  of  both  intercity  and  transit  buses 
Tlie  Chicago  Traiisit  Authority  'CTA' 
recommended  complete  exclusion  of 
transit  buses  from  the  standard,  al- 
though the  arguments  in  their  letter  only 
address  the  "no  lockup"  requirement, 
and  the  CTA  may  have  meant  to  request 
exclusion  from  this  requirement  only. 

Transit  and  intercity  buses  use  a  dis- 
tinctive axle  configuration,  and  only  one 
supplier  of  antilock  components  for  the 
axle  exists.  The  supplier.  AC  Division  of 
General  Motors,  has  indicated  its  readi- 
ness to  supply  antilock  components  to 
transit  and  intercity  bus  manufacturers 
tand  those  school  bus  manufacturers 
that  utilize  the  same  distinctive  axle ' . 

International  Harvester  (IH)  peti- 
tioned for  reconsideration  of  the  Septem- 
ber 1977  termination  date  for  stopping 
distance  requirements  in  the  case  of  air- 
braked  school  buses,  arguing  that  re- 
liability testing  of  new  sensor  and 
mounting  comoonents  would  require 
continuation  of  the  suspension  until  mid- 
April  1978.  IH  had  reported  a  safety-re- 
1.1  ted  defect  in  the  school  bus  antilock 
system  in  July  1976  due  to  vibration-in- 
duced "false  cycling"  problems  asso- 
ciated with  the  school  bus  duty  cycle 
While  IH  and  its  antilock  supplier  are 
not  experiencing  reliability  problems 
with  the  new  antilock  component  used 
on  school  bus  chassis,  the  company 
wishes  to  accumulate  at  least  6  months  of 
field  evaluation  before  going  into  produc- 
tion. IH  and  Kelsey-Hayes  (its  antilock 
supplen  met  with  the  NHTSA  engineer- 
ing staff  on  February  17.  1977.  to  pro- 
vide information  on  the  field  evaluation 
That  meeting  was  followed  by  additional 
meetings  and  a  detailed  letter  request  to 
Kekev-Hayes  for  further  durability 
te^ting  data. 

This  notice  also  rearoonds  to  a  recom- 
mendation on  the  bus  suspension  from 
the  Truck  and  Bus  Safety  Subcommit- 
tees of  the  National  Motor  Vehicle  Safety 
Advisory  Council  and  the  National  High- 
way Safety  Advisory  Committee.  These 
subcommittees  were  established  by  the 
Secretary  of  Transportation  to  provide 
recommendations  on  truck  and  bus 
safety.  At  the  request  of  former  NHTSA 
Administrator  John  Snow,  the  sirtxrom- 
mittees  convened  in  March  1977  to  ad- 
dress the  issue  of  Standard  No.  121*8  im- 
plementation. From  that  meeting,  the 
subcommittees  recommended,  among 
other  things,  continuation  of  the  suspen- 
sion of  service  brake  requirements  for 
buses  imtll  January  1,  1979.  The  Ameri- 
can Trucking  Associations  'ATA^  has 
since   petitioned   the  NHTSA   to  adopt 


this  and  related  recommendations  of  the 
subcommittees. 

Evaluation  of  the  PrrmoNs 

While  most  of  the  petitions,  requests 
and  recommendations  were  not  accom- 
panied by  supporting  information,  the 
MCI  and  IH  petitions  included  data  on 
reliabihty  testmg  to  support  their  re- 
quests. Data  on  the  AC  Division  system 
used  on  intercity,  transit,  and  some 
school  buses,  was  evaluated  separately 
from  the  data  on  the  Kelsey-Hayes  sys- 
tem used  by  IH  on  its  school  bus  chassis. 
Intercity  and  Transit  Buses  When  tl;e 
bus  ser\-ice  brake  stopping  distance  sus- 
pension was  proposed  in  November  1975. 
AC  Division  indicated  that  it  would  en- 
ter the  intercity  and  transit  bus  antilock 
market,  and  MCI  agreed  to  have  one  of 
its  intercity  buses  equipped  with  AC 
equipment.  MCI  equipped  a  second  bus 
with  AC  equipment  on  an  experimental 
basis  and  subsequently  installed  four 
more  systems  on  a  production  line  basis 
in  1976. 

The  1-year  su.spension  was  made  final 
in  January  1976  In  May  1976  the  agency 
proposed  continuation  of  Xl\e  suspen- 
sion to  September  1977  "to  have  the  ex- 
perience of  a  full  year  of  antilock  opera- 
tion in  all  environmental  conditions,  par- 
ticularly in  the  winter  season"  and  to 
permit  reaching  "a  sound  decision  m 
time  to  permit  orderly  planning  of  bus 
production." 

In  making  final  the  8-month  extension 
in  November  1976  the  agency  noted  AC 
Division's  test  experience  with  bus  anti- 
lock  systems  including  data  on  MCI 
buses)  and  AC's  position  that  it  expected 
to  have  antilock  ready  as  production 
hardware  by  Januarv-  1.  1977.  The 
NHTSA  therefore  notified  the  pubhc  that 
"The  preliminary  data  mdicate  that  a 
reliable  antilock  system  will  be  available 
in  time  for  reinstatement  of  the  require- 
ments and  a  further  delay  is  not  con- 
templated" (41  FR  52057,  November  26. 
19761.  In  a  February  1977  meeting  with 
the  NHTSA,  AC  Division  mdicated  that 
it  has  production  hardware  ready  on  a 
4-month  leadtime  basis,  and  that  Gen- 
eral Motors  is  prepared  to  equip  its  own 
production  of  intercitj',  transit,  and 
school  buses  with  its  product  starting 
September  1.  1977. 

AC  Division  field-evaluated  its  system 
on  GMC  buses  iboth  intercity  and 
transit » .  on  Flxjble  transit  buses,  on  one 
Prevost  intercltj-  bus.  and  on  MCI  Inter- 
city buses.  AC  reported  to  the  NTfTSA  on 
34  installations,  of  which  six  were  MCI 
buses.  Data  were  reported  on  the  MCI 
buses  both  for  an  early  generation  of 
components  and  for  a  later  set.  Second 
generation  computers  were  supplied  so 
that  common  computers  with  a  new 
diagnostic  feature  could  be  used  on 
trucks  and  buses  Prototypes  of  second 
generation  sensors  were  pronded  to  ac- 
count for  bus  brake  temperatures  that 
are  higher  than  those  of  trucks,  and  to 
prevent  water  intrusion  in  the  new- 
design. 

In  analyzing  reported  malfunctions  on 
the  MCI  buses,  the  agMicy  eliminated 


three  burned  out"  computer  failures 
that  occurred  while  the  bus  was  in  the 
shop  and  were  caused  by  a  mechanic's 
negligence  that  permitted  a  ■•se\ere  load 
dump  to  the  electrical  system  A  mal- 
function caused  by  impro^ier  bearing  ad- 
justment was  also  elimmated  As  of  April 
25,  1977.  5  malfunctions  had  occurred 
during  2  8  million  axle  miles  of  travel 
1187.00  vehicle  miles  per  failure'.  The 
malfunctions  were  "fail  safe"  and  all 
occurred  before  the  corrections  discussed 
above  Mileage  since  the  corrections  pro- 
duced no  malfunctions. 

T^e  AC  Division  bus  antilock  system  is 
essenually  the  same  as  AC  truck  systems 
that  have  proved  reliable  in  service  since 
their  introduction  m  early  1975  While 
the  agency  does  not  dispute  MCI's  view 
of  what  level  of  testing  it  considers  ap- 
propriate, the  NHTSA  has  confirmation 
by  General  Motors,  as  a  manufacturer  of 
both  intercity  and  transit  buses,  that 
they  are  confident  of  the  AC  Division 
system  and  are  prepared  to  place  it  on 
their  vehicles 

At  the  same  ume.  the  second  genera- 
tion sensor  Ls  entering  production  at  this 
time  for  installation  on  trucks,  and  pro- 
duction units  will  be  available  for  fur- 
ther evaluation  in  the  more  demanding 
bus  application  In  view  of  this  oppor- 
timity  for  evaluation  of  redesigned  sen- 
sors built  on  production  tooling,  and  in 
view  of  the  agency's  delay  in  re.<-ponding 
to  the  petiuons  for  reconsideration,  it  is 
concluded  that  a  short  continuation  of 
the  suspension  until  January  1.  1978.  is 
justified  Accordingly,  on  reconsideration 
of  the  September  1,  1977,  termination 
date  established  last  November,  the 
NHTSA  hereby  extends  the  suspension 
to  January  1.  1978.  for  transit  and  inter- 
citv'  buses 

The  CTA  asked  for  total  exclusion  of 
transit  buses  from  the  standard  but  ad- 
dressed only  the  i'^ue  of  antilock  system 
reliability  AI*TA  petitioned  for  continu- 
ation of  the  suspension  for  both  transit 
and  intercity  buses,  although  the  asso- 
ciations arguments  addressed  only  tran- 
sit buses  APTA  reviewed  experience  with 
the  Rockwell  system  that  had  developed 
problems  in  early  121 -equipped  buses, 
cited  the  subcommittee's  recommenda- 
tion for  further  delay,  and  ret  ommended 
the  initiation  of  a  6-month  200-vehicle 
fleet  test  prior  to  Implementing  the  serv- 
ice brake  stopping  distance  requiremeiit^ 

The  NHTSA  has  analyzed  the  two  peti- 
tions and  does  not  believe  that  they  pro- 
vide additional  information  that  would 
iustlfv  a  delay  beyond  January  1,  1978. 
for  these  buses.  The  CTA  did  not  provide 
data  that  would  substantiate  its  asser- 
tions that  radio  frequency  interference 
I RFT  >  is  a  problem,  or  tliat  transit  buses 
do  not  renuire  'no  loci'-up"  {performance 
Tlie  NHTSA  believes  the  references  to 
RFI  refer  to  the  past  system  used  on 
buses.  AC  Du-islon  has  detailed  the  pre- 
cautions It  has  taken  against.  RFI,  and  it 
has  had  field  experience  with  its  system 
on  trucks  for  more  than  2  years.  The 
safety  need  for  "no  lockuo"  performance 
on  transit  buses  was  discussed  by  the 
NHTSA   m   the   November    1976   notice 
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cited  earlier,  and  the  agency  maintains 
its  view  of  the  desirabihty  of  this  safety 
feature. 

The  majority  of  APTAs  comment 
addressed  the  Rockwell  system  that  is  no 
longer  in  use.  The  only  comment  about 
the  AC  Division  system  pointed  out  the 
introduction  of  the  second  generation 
sensor  in  June  1977  and  concluded  that  a 
200-bus  fleet  test  of  the  antilock  compo- 
nents would  be  desirable  The  N'HTSA 
has  explained  above  why  it  considers  a 
4-month  delay  adequate  to  be  assured  of 
reliability  of  this  component  As  to  the 
size  of  the  test  fleet.  It  is  the  agency's 
view  that  the  AF»TA  membership  could 
have  tested  200  units  on  its  transit  bus 
fleets  during  the  past  18  months  if  it  had 
cared  to.  The  agency  is  not  aware  of 
APTA  objections  to  the  size  of  the  AC 
Division  test  effort  at  the  time  it  was 
constituted  as  a  34-bus  fleet. 

School  buses.  In  the  case  of  air-braked 
school  buses,  a  comparable  situation  has 
arisen  to  that  of  intercity  and  transit 
buses.  Second  generation  componentry 
for  IH  buses  has  been  introduced  by 
Kelsey-Hayes.  no  reliability  problems 
have  been  encountered,  and  the  subcom- 
mittees also  recommended  continuation 
of  the  suspension.  While  the  same  con- 
siderations argue  for  a  4-month  delay, 
the  agency  does  not  have  as  many  miles 
of  field  data  on  the  newly-designed  sen- 
sor and  mounting  bracket  upon  which  to 
make  a  judgment  of  system  reliability 
as  it  did  In  the  ca^e  of  the  AC  Divb-ion 
system  and  its  new  sensor  In  addition. 
most  .school  buses  receive  little  or  no  use 
during  the  summer  months  For  this 
-reason  the  NHTSA  conclude.s  that  the 
full  period  of  delay  requested  by  IH  in 
Its  petition  for  recorL^ideratior.  should  be 
allowed.  In  this  penod,  approximately 
100  new  sensor  installations  will  be  moni- 
tored to  provide  full  assurance  of  svstem 
reliability.  Accordingly  3  additional 
months  of  suspension  have  been  pro- 
vided in  the  case  of  school  buses  only 

Truck  and  Brs  .Safety   SreroMMinEES 

The  NHTSA  Administrator  invited  the 
subcommittee^  Chairman  to  hear  a  pres- 
entation of  NHTSA  finding's  on  the  Is- 
sue of  continued  su.^pension  for  buses. 
That  invitation  was  expanded  to  include 
those  members  of  the  subcomm.ittees 
that  wished  to  accompany  the  Chairman 
to  the  April  22,  1977.  brlef.ng  Although 
not  planned  as  a  meeting  of  the  subcom- 
mittees, a  summary  of  the  meeting  has 
been  prepared  for  submission  to  the  pub- 
lic docket 

The  subcommittees  heard  the  agency's 
views  and  offered  their  own.  The  agency 
weighed  the  points  made  by  the  sub- 
committees in  support  of  a  delay  until 
January  1.  1979,  but  concluded  that  ade- 
quate fleld-testlng  time  would  be  avail- 
able to  make  preparations  for  meeting 
the  full  requirements  of  Standard  No 
121  by  January  1.  1978.  in  the  case  of 
transit  and  intercity  buses,  and  by 
Ami  1  1978.  in  the  case  of  school  bu.ses 
The  American  Trucking  A.ssociations 
had  petitioned  the  NHTSA  to  follow  the 
subcommittees"    recom.-^-.endation    of    a 
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January  1.  1979.  effective  date  for  buses 
and  other  enumerated  vehicles.  To  the 
degree  that  this  decision  does  not  grant 
the  American  Trucking  Associations' 
petition  relative  to  buses,  it  is  denied  for 
the  reasons  set  forth  above.  Other  items 
in  the  ATA  petition  will  be  treated  in 
subsequent  notices. 

At  the  meeting  the  agency  expressed 
its  view  that  it  is  incumbent  on  a  manu- 
facturer asking  for  more  test  time  to  ex- 
plain why  its  test  program  had  not  been 
enlarged  to  proportions  that  would  give 
adequate  assurance  of  reliability  by  the 
scheduled  termination  date.  Opportuni- 
ties to  expand  the  test  program  in  this 
case  existed  m  November  1976  when  the 
agency  stated  it  contemplated  no  further 
delav  and  again  in  January  1977  when 
Rockwell  withdrew  as  a  supplier  of  anti- 
lock  systems  The  agency  urged  expan- 
sion of  test  programs  when  requests  for 
further  delay  were  received.  Contacted 
about  the  size  of  its  test  fleet,  MCI  indi- 
cated that  the  test  fleet  was  kept  small 
in  the  first  instance  so  that  it  could  be 
carefully  monitored  to  avoid  accidents. 
Only  after  some  confidence  in  the  safety 
of  the  new  components  is  accumulated 
w  ill  MCI  expand  its  programs  to  a  larger 
number  of  buses. 

The  agency  knows  that  it  carmot  and 
.-hould  not  design  a  manufacturer's  test 
program  At  the  same  time,  the  agency 
cannot  be  prevented  from  carr>'ing  out 
its  safety  mission  simply  by  the  decision 
of  a  manufacturer  not  to  undertake  de- 
sign and  testing  of  safety  systems  pro- 
posed by  the  agency.  It  is  obviotis  from 
the  legislative  history  of  the  National 
Traffic  and  Motor  Vehicle  Safety  Act 
that  Congre.ss  intended  the  manufac- 
turers to  be  responsive  to  the  agency's 
proposal  for  upgrading  safety  systems. 

While  the  agency  has  not  adopted 
completely  the  recommendation  of  the 
subtommitiees  in  the  case  of  buses,  their 
recommendations  have  formed  the  basis 
of  several  significant  actions  by  the  De- 
partment of  Transportation.  Notewor- 
thy m  thus  regard  is  the  decision  by  the 
F>deral  Highway  Administration's  Bu- 
reau of  Motor  Carrier  Safety  (BMCS» 
to  commence  "courtesy  Inspections"  of 
121 -equipped  vehicles  later  this  year.  In 
the  near  term,  these  courtesy  inspec- 
tions are  for  informational,  educational. 
and  training  purposes,  and  are  intended 
to  form  the  basis  for  future  complete 
BMCS  compliance  inspections. 

In  consideration  of  the  foregoing,  the 
r: hra.se  "Except  for  a  bus  manufactured 
before  September  1,  1977"  in  S5.3.1  of 
Standard  No  121  '49  CFR  571.121)  is 
amended  to  read  'Except  for  a  school 
bus  manufactured  before  April  1,  1978. 
or  any  other  type  of  bus  manufactured 
before  January-  1.  1978". 

The  economic  and  inflationary  im- 
pacts of  this  rulemaking  have  been  eval- 
uated in  accordance  with  Office  of  Man- 
agement and  Budget  Circular  A-107,  and 
an  Economic  Impact  Statement  is  not 
required 

Becau.^e  the  amendment  delays  re- 
quirements that  would  othen\-ise  become 
effective  and  does  not  create  additional 


obligations  for  any  person,  the  agency 
finds  that  the  amendment  may  become 
effective  immediately. 

The  program  official  and  lawyer  prin- 
cipally responsible  for  this  rulemaking 
are  Duane  Perrin  and  Tad  Herlihy.  re- 
spectively. 

(Sec.  103.  119,  Pub.  L  89-563.  80  Stat.  718 
(15  use.  1392,  1407);  delegation  of  author- 
ity at  49  CFR  1.50  t 

Issued  on  June  7,  1977. 

Joan  Claybrook, 
Administrator. 
|PR  Doc. 77-16553  Piled  6-7-77:  407  pm] 


CHAPTER  X— INTERSTATE  COMMERCE 
COMMISSION 

SUBCHAPTER    B — OTHER    REGULATIONS 
RELATING    TO    TRANSPORTATION 

I  Ex   Parte   Nc.   MC-88 

PART  1307— FREIGHT  RATE  TARIFFS. 
SCHEDULES.  AND  CLASSIFICATIONS 
OF    MOTOR   CARRIERS 

Subpart  B — Common  Carrier  Freight  Tariff 
and  Classification 

Terminal  and  Special  Services 

AGENCY:  Interstate  Commerce  Com- 
mission. 

ACTION:  Final  rule;  correction. 

In  FR  Doc.  77-15921  appearing  at  page 
28889  in  the  Federal  Register  of  June  6. 
1977,  the  portion  of  the  preamble  reading 
"Effective  Date:  August  5.  1977".  which 
appears  on  page  28889.  is  corrected  to 
read  "Compliance  Date:  September  5 
1977". 

Robert  L  Oswald. 

Secretary. 

|FR   Doc.77-16731    Filed   6-10-77,8  45   am] 

Title  41 — Public  Contracts  and  Property 
Management 

CHAPTER  3 — DEPARTMENT  OF  HEALTH, 
EDUCATION.  AND  WELFARE  MISCEL- 
LANEOUS AMENDMENTS  TO  CHAPTER 

PART  3-30 — CONTRACT  FINANCING 

Single  Letter  of  Credit  Recipients  and 
Central  Points  Addresses 

AGENCY:  Department  of  Health,  Edu- 
cation, and  Welfare 

ACTION:  Final  rule 

SUMMARY:  This  rule  adds  appendix  C 
to  the  HEW  procurement  regulations  and 
deletes  §  3-30  150.  the  schedule  of  organi- 
zations under  the  single  letter  of  credit 
system.  These  changes  are  made  to  pro- 
vide contracting  offices  with  a  current 
list  of  organizations  eligible  for  payment 
under  letters  of  credit 

EFFECTIVE  DATE:  June  13.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frederick  J  Brennan,  Division  of  Pro- 
curement Policy  and  Regulations  De- 
velopment. Office  of  Grant,^  and  Pro- 
curement Management.  OASMB-OS. 
Department  of  Health.  Education  and 
Welfare,  Washington.  D.C.  20201,  202- 
245-8791. 


SUPPLEMENT.ARY  INFORM-ATION 
It  IS  the -general  pohcy  of  the  Depart- 
ment of  Healtiv  Education,  and  Welfare 
to  allow  tune  for  interested  parties  to 
participate  in  the  rule  making  process. 
However  the  amendments  herein  in- 
volve changes  to  HEW  internal  adminis- 
trative procedures  Therefore,  the  pubhc 
rule  making  process  is  deem.c-d  unneces- 
sary in  this  instance.  The  provi?ion,=^  of 
these  amendments  are  issued  under  5 
U.S.C.301;  40  U.S.C.  486(C). 


NoTX:  The  D?partment.  of  Health.  Educa- 
catlon.  and  Welfare  has  de-.ernilr.ed  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  InSation  Impact 
Appendix  C Single  Letter   of  Crldit  Recipients  and  Central  Point  Addresses 


S'ateme-.t   under  Executive  Order  11821   and 
OMB  Circular  .\-107. 

Date    Ma>  26   1977  . 

Paul  A.  Stone, 
Deputy  Assistant  Secretary  for 

Grants  and  Procurement. 

§3-30.150       [Re-erved] 

1.  Section  3-30.150.  Schedule  of  orga- 
nizations under  single  letter  of  credit 
system,  is  deleted  in  its  entirety  and  is 
to  be  reserved. 

2.  Appendix  C,  Single  Letter  of  Credit 
Recipients  and  Cential  Point  Addresses. 
is  added  to  chapter  3  of  41  CFR  to  read 
as  follows ; 


State 


Organitation  and  p&jee  number 


Recipient  EINS  '     Letter  of 
credit 


Alabama. 


Do. 

.Masks. 


University  of  Alabama  Medical  Center.  1-636(105396- A4. 
director,  office  of  grants  and  coiilracts  accoumiiig.  Uni- 
versity of  Alabama,  University  Station,  Birmingham, 
Ala.  35296. 


University  of  Alabama,  1-636001138-Al.  comptroller.  Uni- 
versity of  Alabama,  P.O.  Box  M,  Uiiivereiiy,  Ala. 


Southern  Research  Institute,  1-6,"«K8S86»-A2.  financial 
officer,  Southern  Research  Institute,  2000  9th  Ave., 
South  BirmiiiRham.  Ala.  ,'!o205. 

State  of  Alaska.  l-;)00001ol7-Al,  director,  division  of  fi- 
nance, department  of  administration,  ToucJi  C,  Jtineau, 
Alaska '.rjeOl. 


1-636001 138- A2 
1-6.%0<I1138-A3 
1-6,3600 11 38- A  4 
l-636tHiI138-A.S 
l->v?6i""  l.vW-Hl 

I-(>3(i't'6.I'.>t:-.\,T 
l-6360aS396-A6 
l-6360OS3(«-A7 
1-636005396-AS 
1-636001 1.38- A 1 
1-63600U38-A6 
l-«36O0I138-A7 
1-636001 138- A8 
1-638001 138-A9 
1-636001138  B2 
1-636^1  !'^R3 
l-fCH    ■     .  .-    !'.4 

l-<Vti'.-^N«.r.-  \,1 
I-6.V    J".^-!.^      \J 


1-y. 

1-H. 

lH<2"i 


...-•  \1 

,-  ■   \3 
■iiv  A4 


Arizona. 


State  of  Arirona,  1-8660(m:91-B7.  State  treasurers  office, 
State  Capitol,  Phoenii,  Ariz.  85007. 


Califoniia. 


County  of  San  Diego.  1-95000934-A2,  auditor  and  con- 
UoUer  county  of  San  Diego,  county  administration 
center,  1600  Pacitic  Highway.  San  Diego,  Calif.  92101. 

University  of  California.  1-900001727-Al ---.. 

Letter   of   Credit,    Universities  of   California,  Berkeley, 
Calif.  94720: 
Santa  Barbara 


l-926tt01185-.V5 
1-926001 18.VA7 
1-926001185-Bl 
1^928001185-82 
1-926001185-83 
1-926001185-86 
1-926001 18.VB7 

1.J,  .„      .;v.-H9 

1-.....,-:^  i-1 
l-^:^.'    .:<■  •■2 

l-»hl*>ll4.'.'i-A2 

1-8660O4791-A3 
1-S664HH791-.V4 
l-866ti04791-A5 
l-ha60(M791-A6 
l-s;6ti<«14:91-.*.7 
1-Sn«im791-A8 
1-Srt6004791-A9 
l-vyv«M"''!  -H2 
l_v.-.«.4-  .-.  B3 
l-^o>J^^^4T.Jl  H7 
1-8660047J1-B8 
l-866IXMr91-C2 
l-86rtii04791-C5 
l-*(66(Xvt791-C7 
1-8660O4701-C8 
1-86O004791-C9 
1 -866004791 -Dl 
l-KiV^v^-i]  -D2 
l^v,.««^r'.:-L)3 
I-S^X'^"--;  D5 
1-866004  791-D  6 
1-806004  791-D: 
l-iif/.m-.!-D8 
l-v^,^-:;  -D9 
i  -  vv«  K  >4 "  ' .  E  3 
1-()6(JHH791-E.=p 
!-8fifi(«^791-E6 
l-i,(i60n4791-E7 
1 -8661.104791 -E8 
1  -Nfi««M7',il-E9 
1  i.-,.l.../4  -Al 
l-..,.-i»-  .;  A2 


7.5080110 


75080115 


75083532 
75080021 


75080682 


1-956006145-Al 
l-95600614i-.V2 


7.5080386 
75081471 
75081471 
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?A)w^ 


Organization  aiid  paye«  number 


Recipient  EINS  ■ 


Conne<tiout. 


District  of  Columbia. 


-an  Diet;o  1-956006144-Al 

1 -956006144- A2 
1-956006144- A3 

Davis 1-946036494- A 1 

Los  Angeles 1-956006143-Al 

1-956006143- A2 
I-956006143-A3 
1-956006143-A4 
l-9o6006143-A6 

Irvine 1-952226406-Al 

1-952226406-A2 

Berkeley 1-946002123-Al 

1-946002123-A2 

Riverside 1-237361994-Al 

1-956006142-Al 

Santa  Crui 1-941539563-Al 

San  Francisco 1-946036493-Al 

1-946036493-A6 
1-946036493-A7 
l-«4e036493-A8 

Los  Alamos  Laboratory 1 -856004438- A 1 

Lawrenc*  Livermore  Laboratory 1-946031193-Al 

Scripps  Clinic  and  Research  Foundation,  comptroller,    1-961684089-Ai 

Scripps  Clinic  and  Research  Foundation,  476  Prospect 

St.,  La  Jolla,  Calif.  92037. 

Vale  University,  l-0W)t4fi973-Al,  treasurer,  Yale  Univer-    1-060646973- A 1 

sity  grants  and  contracts,  155  Whitney  Ave  ,  New  Haven,    1-060646973-A2 

Conn .  0651 1 .  1 -060646973-A4 

1-O60646973-A5 
1-060646973-A6 
1-<)60616973-A7 
l-06064i;973-A8 
1-530196603-Al 
1 -530196603- A2 
1 -.530196603  A3 
1 -530196603- A4 
1-530196603-A5 
1-530196603-A6 
1-530196603-A7 
l-53019fi584-Al 
1-530196584-A3 


Georgetown  University,  1-530196603-Al,  treasurer, 
Georgetown  University,  37th  and  O  Sts,  NW  , 
Washington,  D  C  20007. 


Florida. 


Grargia. 


George  Washington  University,  1-530196584-Al,  treasurer, 

George  Washington  University,  Rice  Ilall,  Washington. 

D.C.  2000fi. 
Gorgas    Memorial    Institute,    1-530196518-Al,    treasurer, 

Gorgas  Memorial  Institute,  2007  I  St,   NW.,  Washing- 
ton, D.C.  20007. 
National  Academy  of  Sciences,  1-530I96932-A1,  treasurer. 

National  Academy  of  Sciences,  2101  Constitution  Ave. 

NW.,  Washington.  D.C.  20037. 
University    of    Florida,    1-596001874-C7,    fiscal    contract 

officer.  University  of  Florida,   Room  106,  R.  Johnson 

HaU,  GainesviUe,  Fla.  32811. 
University  of  Miami,   1-590624458-Al,   chief   accountant. 

University  of  .Miami,   P.O.   Box  9057,   Coral    Gables, 

Fla.  33124. 

State  of  Georgia,  1-581130678-Al,  director,  depanment  of 
administrative  services,  fiscal  division,  Prvor-Mitchell 
Building,  Atlanta,  Ga.  30334. 


Guam. 


Territory  of  Guam,  1-980018947-E6,  department  of  admin- 
istration, P.O.  Box  884,  Government  of  Guam,  -Agaiia, 
Guam  96110. 


Illinois. 


University  of  Illinois  Medical  Center,  1-37600051 1-A5, 
busiiuss  nianager.  University  of  Illinois.  Chicago,  111  , 
P.O.  Box  K'JS,  Chicago,  HI.  60680. 


Kansas. 


Kansas!  State  University,  1-4807717S1-A1,  comptroller, 
Kansas  State  I'niversity  of  Agriculture  and  Applied 
Sciences,  Anderson  Hall,  Manhattan,  Ksns  66502. 


1-O3019651&-A1 


1-.530196932-A1 
1-530196932-A2 

1-596001874-C7 
1-596001874-F2 

1-590624458-Al 
1-590624458- A2 
1-590624458-A3 
1-590624458-A8 
1-58097319O-A2 
1-581130678-Al 
1-581130678-A5 
1-581130678-A6 
1-586000246- A2 
1-586002042-Al 
1 -586002Oi2-A2 
1-586002042-A3 
1-586002O42-A4 
1-586002O42-A6 
1-W0000257-A1 
1-900000648-Al 
1-000040215-Al 
1-000040218-Al 
1-000(M0228-A1 
1-<XX)04023S-A1 
mX)0307495-Al 
1-000313462-Al 
1-M0000027O-A1 
:-900000273-Al 
1-900000274-Al 
1-980018347-Al 
1-980018947-A2 
1-980018947-A3 
1-980018947-A4 
1-9800I8947-A7 
1-980018947-A8 
I-980018947-A9 
1-980018947-Bl 
1-<J80018947-B2 
l-ti8001>  M7-B3 
1-98001,  SM7-B5 
1-9800I8947-D1 
l-'.«0018m7-E5 
1-9S0018947-E7 
I-980018947-F1 
1-376000511- A 1 
1-37600061 1-A3 
1-37600051 1-A5 
1-37600051 1-A8 
1-37600051 1-A9 
1-37600051 1-B  2 
1-37600051 1-B4 
1-37600051 1-B5 
l-376a»0611-Cl 
1-37600051 1-C2 
1-37600051 1-C3 
1-480771751-Al 
1-480771751-A2 


Letter  of 
credit 


State 


Organization  and  payee  number 


Recipient  EINS ' 


75081471 


75081471 
75081471 


75081471 

75081471 

75081471 

75081471 
75081471 


7.5081471 
75081471 
75087560 


75089755 

75083450 

75083441 
75083522 
75085992 
75083328 
75085253 

75083462 


Louisiana. 


State  of  Louiaiftna,  1-900001516-Al,  assistant  state  treas- 
urer. State  treasurer's  office,  P.O.  Box  44154,  Capitol 
Station,  Baton  Rouge,  La.  70804. 


1-«»01439<V-A1 
1-«M014«07-A1 

1-237208290-Al 
1-237208290- A2 
1-720591509-Al 
1-720S37038-A1 
1-720637038-A2 
l-72064\=«4«-.A! 

1-7.^  «.^">*."'  .\ ; 
l-7J<i^-"-t:i.'- 

l-7J6(r>'":v' 
l-72»»»'-.-H 
1-7260*  r:*4- 
1-7261  ««'■>♦ 
l-7'2fiir«C4:t 

i-7.>ft  »"':♦,'. 


M 

\: 

w 

Al 
Al 
A  2 
A3 
Al 
Al 


l-7.^«r-S6  Al 
l-7'.'6l»»'"W*  Al 
l-72»««**i>^  Ai 

i-7.-einifc>.  a: 

l-7.'f«««M.-  Al 
1-7280006J1-A1 
1-728000821-A2 


i-72annfs?i 

l-"2ft««5>.  , 

l-7;f.lllK.', 

l-7.'W.>'i.'-l 
l-"j«i'l!.^i'. 

i  "ja,'ii-— 
i  -.*  n^-.^. 
i--je(ii:.>.;- 

1  ". ■«'■.♦:.'; 

1  -X\y'\b''- 
1  ->«  »"« » 1 1  .:,S6 


Maine 

Massachusetts. 


7S08B368 


Maryland. 


Jackson    Laboratories,   1-010211513-Al,   fliujicial   officer 

The    Jackson    Laboratories,    Otter    Creek     Rd  .    Ba.- 

Harlwr.  .Maine  04609. 
Boston  I'mvereity,  1-042103547-Al,  comptroller    E.isum 

University,  755   Commonweal'. h    A-re  .    H.istun,    .Ma.ss. 

02215. 
Forsyth  Dental  Center,  1-042104230- A2,  as.^;^lftn•  -.reasurer. 

Forsyth    Dental   Center,    140   Fenway     B^>stun,  .Ma.s? 

02115. 
Harvard  University,  1-042103580-Bl,  odvi'  o'  \\\^    n  n.p 

IroUer,    president    and    fellows    of    Harvard     '  .  lie^-. 
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CHAPTER  14— DEPARTMENT  OF  THE 
INTERIOR 

Nomenclature  Amendment 

AGENCY  OfT;.  .•  uf  the  .Secretary,  De- 
partment of  the  Interior. 

ACTION:  Final  rule. 

SUMMARY:  By  Secretarial  Order  No. 
3000  dated  March  31,  1977,  the  functions 
of  the  Assistant  Secretary — Administra- 
tion and  Management  and  the  Assistant 
Secretary — Program  Develorment  and 
Budget  were  consolidated  under  the  As- 
sistant Secretary — Policy-,  Budget  and 
Administration.  This  amendment  incor- 
porates the  consolidation  and  change  of 
title  into  the  Interior  Procurement  Regu- 
lations. 


EFFECTIVE  DATE:  This  amendment  is 
effective  immediately. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Mr.  Jam.es  E.  Johnson,  Chief,  Division 
of  Procurement  and  Grants,  Office  of 
Administrative  and  Management  Pol- 
icy, Department  of  the  Interior,  Wash- 
ington, DC.  20204,  telephone  number 
202-343-5914. 

SUPPLEMENTARY  INFORMATION: 
Since  this  amendment  is  entirely  admin- 
istrative in  nature  and  relates  solely  to 
internal  procedures,  proposed  rulemak- 
ing procedures  are  inappropriate.  Pur- 
suant to  the  authority  of  the  Secretary  of 
the  Interior  contained  in  5  U.S.C.  301. 


Chapter  14  of  Title  41  of  the  Code  of  Fed- 
eral Regulations  is  amended  as  follows: 
Whenever  the  title  ".As.sistant  Secretary- 
Administration  and  Management"  ap- 
pears in  this  chapter,  it  is  changed  to 
read  "Assistant  Secretary-Policy,  Budget 
and  Administration." 

Richard  R    Hite, 
Deputy  Assistant  Secretary 
of  the  Interior. 

June  3, 1977. 

(FRDoc.77-16654  Filed  6-10-77:8  45  am] 


CHAPTER   114 — DEPARTMENT  OF  THE 
INTERIOR 

PART   114-1— INTRODUCTION 

AGENCY:  Office  of  the  S«:retary,  In- 
terior. 

ACTION:  Final  regulations. 

SUMMARY:  This  document  clarifies 
the  procedures  for  issuance  of  Interior 
Property  Management  (IPMR)  Tem- 
porary Regulations  The  IPMR  sections 
have  also  been  renumbered  to  corre- 
spond with  the  Federal  Property  Man- 
agement (FPMRi    numbering  system. 

DATE:  This  amendment  is  effective 
June  13,  1977. 

FOR  FURTHER  INFORNL^TION  CON- 
TACT: 

James  O.  Wyatt,  Chief.  Division  of 
Property  Management,  Office  of  Ad- 
ministrative and  Management  Policy, 
Department  of  the  Interior,  Washing- 
ton, DC.  20240,  telephone  number 
202-343-3185. 

SUPPLEMENT.'^RY  INFORMATION: 
Because  this  amendment  relates  only  to 
internal  Departmental  procedures,  the 
proposed  rulemai<ing  procedures  are  in- 
applicable. The  primary  author  of  this 
document  is  Charles  H.  Young,  Property 
Management  Officer.  Office  of  Adminis- 
trative and  Management  Policy,  tele- 
phone number  202-343-3185. 

Note:  The  Department  of  the  Interior  ha,s 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Inflation  Impact  Statement  under 
Executive  Order  11821  and  O.MB  Circular 
A-107. 

Richard  R  Hite, 
Deputy  Assistant  Secretary 

of  the  Interior. 

June  3,  1977. 

Pursuant  to  the  authoritv  of  the  Sec- 
retary of  the  Interior  contained  in  5 
U.S.C.  301  and  40  U.S.C.  486'c).  Chap- 
ter 114,  Title  41  of  the  Code  of  Fed- 
eral Regulations  is  amended  as  set  forth 
below. 

The  Table  of  Cont-ents  for  Subpart 
114-1.1  is  revised  to  read  a.s  follows: 

Subpart  114-1.1 — Regulation  System 

Sec 

114-1.100  Scope  of  subpart 

114-1.101  Federal     Property     Manage- 

ment Regulations  Sys- 
tem. 
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114^1.102-50  Interior  Property  Manage- 
ment Regulations. 

114-1.103-50  IPMR  Temporary  Regula- 
tions. 

114-1.104-50  Publication  and  distribution 
of  IPMR. 

114-1.104-50.1      Publication. 

114-1.104-50.2      Distribution. 

114-1.104-50.3      Piling. 

114-1.105-50         Authority  for  IPMR  System. 

114-1.106-50         Applicability  of  IPMR. 

114-1.107-50         Consultation  regarding 

IPMR. 

114-1.108-50  Interior  Implementation 
and  supplementation  of 
FPMR. 

114-1.109-50  Numbering  in  IPMR  Sys- 
tem. 

114-1.110  Deviation. 

.'^uthoritt:   5  U.S.C.  and  40  U.S.C.  486(c). 

Subpart  114-1.1  is  revised  to  read  as 
follows: 

Subf>art  114-1.1 — Regulation  System 

§114—1.100      .Scope  of  subpart. 

This  subpart  describes  the  Department 
of  tlie  Interior  Property  Management 
Regulations  System  which  establishes 
uniform  property  management  policies, 
regulations,  and  procedures  for  use 
throughout  the  Department  of  the  In- 
terior. 

§111—1.101      Federal    property    nuinage- 
iiienl  rrpulatioii'  .system. 

The  Federal  Property  Management 
RegTiIatic«is  System  is  the  basis  of  the 
Interior  Pi-operty  Management  Regula- 
tions System. 

§  114—1.102—30      Interior  properly    man- 
ageiiicnl  regulations. 

Interior  Property  Mana.gement  Regu- 
lations <  IPMR  I  are  issued  only  as 
needed  to  (ai  supplement  the  Federal 
Property  Management  Regfalations 
I  FPMR'  governing  the  acqui.sition.  util- 
ization, management,  and  dispo.'^ition  of 
real  and  persoruU  property,  and  ib)  to 
implement  other  property  management 
policies  and  regulations  promulgated  by 
the  Office  of  Management  and  Budget 
and  the  General  Services  Administra- 
tion. 

§  lll-l.lOS-.iO       IPMK   temporary    rofiii- 
lationii. 

(a)  IPMR  Temporai-y  Regulations 
shall  be  issued  when:  '1'  Time  is  lim- 
ited: 

(2 1  The  regulation  is  not  of  a  perma- 
nent nature  or  is  subject  to  frequent 
changes. 

fb>  Each  Temporary  Regulation  not 
subject  to  frequent  changes  j^hall  have 
an  established  expiration  date  or  be 
scheduled  for  conversion  to  a  permanent 
regulation. 

§  114-1.104-30      Publieation    and    distri- 
bution of  IPMR. 

§  114-1.104-50.1      Publication. 

All  IPMR  Issuances  shall  be  publLshed 
on  looseleaf,  light  green  paper.  Perma- 


nent regulations  shall  first  be  publi^ied 
in  the  Fedekal  Register  under  this  41 
CFR  Part  114.  then  reproduced  and 
transmitted  as  400  DM  Additions  to  the 
FPMR.  Temporarj-  regulations  shall  be 
published  as  numbered  memoranda 
identified  as  "Interior  Property  Manage- 
ment Regulations  Temporary  RegiUa- 
tions." 
§  114-1.104-50.2      Dislribulion. 

All  IPMR  issuances  shall  receive  tlie 
same  distribution  as  FPMR  amendments. 
Requests  for  a  change  in  either  the 
quantity  or  the  address  shall  be  for- 
warded to  the  Divisiqn  of  Property  Man- 
agement in  the  Office  of  Administrative 
and  Management  Policy. 

§  11  1-1.104-50.3      Filing. 

As  described  in  400  DM  1,  li.c  IPMR 
are  to  be  interleaved  with  looseleaf  edi- 
tions of  the  Federal  Property  Manage- 
ment Regulations. 

§  114-1.105-50      .\ulliorit)       for      IPMR 
System. 

Interior  Property  Management  Regu- 
lations tIPMR)  are  prescribed  by  the 
Secretarj-  under  authority  of  5  U.S.C. 
301,  40  U.S.C.  486'C->.  41  CFR  101-1.108, 
and  other  authorities  specifically  cited  in 
the  text. 
§  llJ-l. 106-50      Applicability  of  IPMR. 

The  Interior  Property  Management 
Regulations  System  aprhes  to  all  bu- 
reaus and  offices  in  the  Department  of 
tiie  Interior  'jrJ&ss  otherwise  indicated 
in  the  IPMR  or  specifically  excluded  by 
law. 

^    111— 1.107-50      Con^uh.Ttion    regarding 
II'VIR. 

IPMR  of  more  tiian  a  routine  nature 
are  developed  in  consultation  with  af- 
fe<"t€d  bureaus  and  offices.  Additionally, 
five  uiterbureau  property  management 
committees  have  been  est.ablished  for 
consultation  and  assistance  in  the  for- 
mulation of  Departmental  policies  and 
procedures  in  the  following  areas  of 
property  management:  <a)  Personal 
property;  (bi  real  property — utilization, 
disixisal,  inventory,  and  ccwitrols:  <ct 
real  property — acquisition  and  reloca- 
tion:  <cl)  quarters:   (e:>  appraisal. 

§  114-1.108-50       Interior        implemenla- 
tion  and  supplementation  of  FPMR. 

lai  As  provided  in  IPMR  114-1.102. 
the  E>epartment  shall  issue  EPMR  to  sup- 
plement or  expand  upon  material  al- 
ready covered  m  the  basic  FPMR.  In  the 
absence  of  any  IPMR  issuance,  the  basic 
FPMR  material  shall  govern. 

»b'  The  IPMR  System  shall  also  be 
used   to   incorporate   property  manage- 


ment policies  and  procedures  related  to 
subject  matter  not  covered  in  the  FPMR. 
(ci  The  IPMR  shall  be  consistent  with 
the  policies  and  procedures  contained 
in  the  FPMR  and  shall  not  duplicate  or 
paraphrase  FPMR  material. 

§  114-1.109-50      Numberinp     in     IPMR 
Syslenj. 

(a'*  IPMR  are  issued  in  the  same  nu- 
merical sequence  as  the  material  cov- 
ered in  the  FPMR  except  that  the  agen- 
cy Identification  number  is  "114."  the 
number  of  the  chapter  in  Title  41  of  tlie 
Code  of  Federal  Regulations  which  has 
been  assigned  to  the  Department  for 
pubhcation  of  the  IPMR. 

tb)  IPMR  shall  be  numbered  "SO"  or 
higher  to  identify  any  part,  subpart,  or 
section  that  does  not  have  a  correspond- 
ing FPMR  number. 

(c)  Any  reference  to  the  IPMR  shall 
clearly  identify  the  chapter,  part,  sec- 
tion, and  paragraph.  The  official  refer- 
ence for  this  paragraph  is  41  CFR  114- 
1.109* cK  and  the  informal  reference  is 
IPMR  114-1. 109(c). 

I  d  I    Bureau  regulations  codified  into 
the  FPMR  System  shall  be  identified  by 
alphabetical     designation     immediately 
following  the  Department  Code  1 114) .  as 
specified  below: 
114A — Office  of  the  Secretary 
114B — Office  of  Administrative  Services 
l!4C — Reserved 

n4D — Pish  and  Wildlife  Service 
11 4E — Bureau  of  Mines 
114F — Geological  Survey 
1 1 4Q — Reserved 
114H — Bureau  of  Indian  Affairs 
114J— Bureau  of  Land  Management 
114K— National  Park  Service 
1 14L — Office  of  Territorial  Affairs 
11 4M — The  Alaska  Power  Admin tstration 
114N— Bureau  of  October  Recreation 
114P — Mining  Enforcement  and  Safety  Ad- 
ministration 
114R — Office  of  Water  Research  and  Tech- 
nology 
114S — Bureau  of  Reclamation 
114T — Bonneville  Power  Administration 
IHi: — Southeastern  Power  .Administration     . 
114W — Southwestern  Power  Administration 
1 14Y — Office  of  Aircralt  Services 
:  14Z— Defense  Electric  Power  Administration 

§111-111"      Doviation. 

Any  deviation  from  the  mandatory 
provisions  of  the  FPMR  and  IPMR  re- 
quires prior  written  approval  by  the  As- 
sistant Secretary— Policy,  Budget  and 
Administration.  The  head  of  each  bureau 
and  office  may  request  such  approval  by 
submitting  jv detailed  justification  to  the 
Office  of  Administrative  and  Manage- 
ment Policy 

[FR  Doc  7~   iSesa  Piled  6-10-77:8:46  ami 
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This  section  of  the  FEOEI^AL  REGISTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  oppdrtunity  to  participate  in  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT   OF   AGRICULTURE 

Agricultural  Marketing  Service 

[  7  CFR  Part  905  ] 

I  Docket  Nix  AO  85   A8  ! 

ORANGES,  GRAPEFRUIT,  TANGERINES, 
AND  TANGELOS  GROWN  IN  FLORIDA 

Recommended  Decision  and  Opportunity 
to  File  Written  Exceptions  on  Proposed 
Further  Amendment  of  Marketing  Agree- 
ment and  Order 

AGENCY:  Agricultural  Marketing  Serv- 
ice USDA. 

ACTION;  Proposed  rule. 

SUMMARY:  This  decision  recommends 
certain  changes  in  the  marketing  order 
regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  in  Florida,  based  on  industry  pro- 
posals considered  at  a  public  hearing  on 
March  10.  1977.  The  principal  change 
would  be  the  merger  of  the  Shippers  Ad- 
visory Committee  and  Growers  Adminis- 
trative Committee  to  form  an  adminis- 
trative committee  which  reflects  both 
shipper  and  grower  interests.  Another 
change  would  authorize  separate  regula- 
tions for  Dancy  and  Robinson  varieties 
of  tangerines  to  recognize  seasonal  and 
other  differences  between  the  two  vari- 
eties. In  addition,  a  change  in  the  pro- 
visions relating  to  a  percentage  grade  or 
size  limitation  would  authorize  a  broad- 
er, more  representative,  basis  for  com- 
putation of  shipments  of  a  specified 
grade  or  size.  Other  minor  changes  would 
be  made  in  the  order  to  reflect  current 
practices. 

DATE:  Comments  are  due  on  or  before 
July  13,  1977. 

ADDRESS:  Comments  should  be  filed 
w  ith  the  Hearing  Clerk.  U.S.  Department 
of  Agriculture,  Washington,  D.C.  20250. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service.  U.S.  Depart- 
ment of  Agriculture,  Washington.  DC. 
20250  (202-447-3545'. 

SUPPLEMENTARY       INFORMATION: 

Notice  is  hereby  given  of  the  filing  with 
the  Hearing  Clerk  of  this  recommended 
decision  with  respect  to  proposed  furtiier 
amendment  of  the  marketing  agreement, 
as  amended,  and  Order  No.  905.  as 
a.s  amended  ■  7  CF'R  Pitxt  905  <  regulating 
the  handling  of  oranges,  grapefruit, 
tangerines,  and  tangelos  grown  in  Flor- 
ida '  hereinafter,  in  the  te.xt  of  the  Find- 
ing.s  and  Conclusions,  collectively  re- 
ferred to  as  the  "order") . 


Interested  persons  may  file  written 
exceptions  to  this  decision  with  the  Hear- 
ing Clerk,  United  States  Department  of 
Agriculture,  Washington,  D.C.  20250,  on 
or  before  July  13.  1977.  The  exceptions 
should  be  filed  in  quadruplicate.  All  writ- 
ten submissions  made  pursuant  to  this 
notice  will  be  made  available  for  public 
inspection  at  the  office  of  the  Hearing 
Clerk  during  regular  business  hours  (7 
CFR  1.27(b)  ». 

Tlie  above  notice  of  filing  of  the  de- 
cision and  of  opportunity  to  file  excep- 
tions thereto  is  issued  pursuant  to  the 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.»,  and  the  applicable 
rules  of  pi-actice  and  procedure  govern- 
ing the  formulation  nf  marketing  agree- 
ments and  marketing  orders  (7  CFR  Part 
9001. 

Preliminary  statement.  This  proposed 
amendment  of  the  marketing  agreement, 
as  amended,  and  order,  as  amended,  was 
formulated  on  the  record  of  a  public 
hearing  held  at  Lakeland,  Florida,  on 
March  10,  1977.  Notice  of  the  hearing  was 
published  in  the  February  23,  1977,  issue 
of  the  Federal  Register  (42  FR  10693). 
The  proposals  contained  in  the  notice  of 
hearing  were  submitted  by  the  Growers 
Administrative  Committee. 

Material  issues.  The  material  issues  of 
record  are  as  follows : 

1.  Change  the  definition  of  "Secre- 
tary", "Fruit",  "Variety",  and  "Pro- 
ducer"; replace  "standard  packed  box" 
with  "standard  packed  carton";  and  add 
a   definition  of  "Committee". 

2.  Update  order  provisions  relating  to 
district  and  redistricting. 

3.  Merge  the  Shipper*  Advisory  Com- 
mittee and  Growers  Administrative  Com- 
mittee into  a  single  committee  titled  Cit- 
rus Administrative  Committee. 

4  Add  authority  for  a  public  member 
to  the  committee. 

5.  Revise  provisions  relating  to  the 
committee  with  respect  to:  nomination, 
selection,  duties,  compensation,  and  pro- 
cedure. 

6.  Delete  reference  to  "supplies  on 
track"  from  market  factors  required  to 
be  considered  by  the  committee  in  form- 
ulating recommendations  for  regulation 
of  shipments. 

7.  Change  order  provisions  relating  to 
a  limitation  of  a  portion  of  a  grade  or 
size. 

8  Delete  the  section  pertaining  to  ex- 
emptions. 

9.  Make  conforming  changes. 

Findings  and  conclusions.  The  follow- 
ings  and  conclusions  on  the  material  Is- 
sues are  based  on  the  record  of  the  hear- 
ixig: 


(1)  The  term  "Secretary"  should  be 
modified  to  make  it  clear  that  this  term 
includes  officials  and  employees  of  the 
Department  to  whom  authority  has  been 
delegated  by  the  Secretary  of  Agricul- 
ture to  act  in  his  stead.  This  would  rec- 
ognize that  it  is  not  physically  possible 
for  the  Secretary  to  perform  all  of  the 
tasks  involved  in  the  administration  of 
all  the  programs  under  his  jurisdiction. 
The  Secretary'  has  the  authority  to  so 
delegate  and  it  is  customary  for  him  to 
exercise  such  authority  by  arranging  for 
some  such  tasks  to  be  performed  under 
delegation  of  authority  by  persons  under 
his  supervision.  The  current  definition 
does  not  make  this  clear,  hence,  the  defi- 
nition should  be  revised  as  hereinafter 
set  forth. 

Authority  should  be  provided  in  the 
order  to  regulate  the  handing  of  Dancy 
and  Robinson  tangerines  as  separat-e 
varieties  of  fruit.  Currently,  the  Da:icy 
and  Robinson  varieties  are  included  in 
the  same  varietal  classification.  Hence, 
both  varieties  are  required  to  be  under 
the  same  regulations.  This  does  not  per- 
mit recognition  of  the  different  charac- 
teristics of  tlie  two  varieties.  Robinson 
variety  tangerines  mature  earlier  than 
tangerines  of  the  Dancy  variety  and  at- 
tain a  slightly  larger  size  at  maturity 
than  the  Dancy.  Hence,  a  size  regulation 
which  permits  shipment  of  smaller  sizes 
of  mature  Robinson  tangerines  also  per- 
mits shipment  of  immature  Dancy  tan- 
gerines. Inasmuch  as  there  is  no  current 
authority  to  provide  separate  regulations 
for  Dancy  and  Robinson  tangerines  it  has 
been  difficult  to  apply  a  regulation  which 
recognizes  the  size  and  related  maturity 
differences  between  the  varieties.  Au- 
thority for  seE>arate  regulation  would 
enable  issuance  of  regulations  more  ap- 
propriate for  each  variety.  Persons  famil- 
iar w'ith  Dancy  and  Robinson  tangerines. 
including  inspectors,  can  dLstinguish  be- 
tween the  two  varieties.  Hence,  the  is- 
suance of  regulation  recognizing  differ- 
ences in  such  characteristics  as  size  or 
quality  Is  appropriate  and  practical,  and 
would  tend  to  effectuate  the  purposes 
of  the  order  and  the  act  and  the  defini- 
tion of  "variety"  should  be  amended  as 
hereinafter  set  fourth. 

The  name  of  the  fruit  designated  m 
the  order  as  'Murcott  Honey  oranges" 
should  be  changed  to  "Honey  tanger- 
ines". The  designation  of  Honey  tanger- 
ines is  descriptive  of  thLs  variety  of  fruit 
as  it  exhibits  features  characteristic  of 
the  tangerine.  This  fruit  is  commonly  re- 
ferred to  in  the  industry  as  the  "Honey 
tangerine".  This  has  been  recognized  in 
the  development  of  State  grades  applic- 
able to  fresh  Intrastate  shipments  of  this 
fruit.  These  standards  are  identical  to 
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the  U.S.  Standards  for  Grades  of  Florida 
Tangerines  with  minor  exceptions,  and  in 
recent  years  reg^ations  for  this  fruit 
under  the  order  have  been  based  on  these 
standards.  Therefore,  it  is  appropriate 
that  the  name  of  thLs  fruit  be  changed  to 
Honey  tangerines,  as  hereinafter  set 
forth! 

The  order  should  provide  authority  for 
the  committee,  with  the  approval  of  the 
Secretary,  to  recommend  inclusion 
imder  the  order  of  other  variLies  of  the 
specified  citrus  fruits. 

The  order  currently  provides  for  reg- 
ulation of  oranges,  grapefruit,  tanger- 
ines, and  tangelos  grown  in  the  produc- 
tion area  in  Florida.  Regulation  may  be 
applied  to  new  varieties  which  closely  re- 
semble one  of  the  standard  varieties  but 
this  may  not  be  entirely  appropriate  and 
occasionally  an  unlike  variety  may  be 
designated  and  produced  in  significant 
quantities.  These  varieties  ccmipete  with 
varieties  regulated  under  tlie  order  but 
are  not  regulated.  The  shipment  of 
varieties  which  are  not  regulated  under 
the  order  can  adversely  affect  returns  to 
producers  of  varieties  which  are  reg- 
ulated. Hence,  the  order  should  contain 
authority  enablmg  any  varietey  which 
compete  with  varieties  regulated  under 
the  order  to  be  made  subject  to  appro- 
priate requirements  the  same  as  varieties 
covered  under  the  order. 

The  term  ■producer"  should  be  rede- 
fined as  hereinafter  set  forth  to  identify 
those  persons  who  are  eUgible  to  partici- 
pate in  referenda  and  in  the  election  of 
nominees  for  positions  on  the  committee 
and  those  who  are  eligible  to  serve  as 
producer  members  on  the  committee. 
Presently,  "producer  '  is  defined  in  the 
order  as  "any  person  engaged  in  the  pro- 
duction of  fruit."  Such  definition  is  too 
broad  and  could  include  other  individ- 
uals who  are  not  recognized  by  the  indus- 
try as  producers,  such  as  part-time  grove 
employees.  The  consensiis  of  the  indus- 
try is  that  the  definition  should  be 
amended  to  make  it  clear  that  "pro- 
ducer" or  "grower"  is  a  person  owning  or 
having  control  of  the  disposition  of  his 
production.  Thus,  a  producer  should  be 
defined  as  follows:  "producer"  is  synon- 
ymous with  "grower"  and  means  any 
person  who  is  engaged  in  the  produc- 
tion for  market  of  fruit  in  tlie  produc- 
tion area  and  who  has  a  proprietaiT  in- 
terest in  the  fruit  so  produced. 

The  order  currently  contains  a  defini- 
tion of  "standard  packed  box".  This  is  a 
unit  of  measure  equivalent  to  one  and 
three-fifths  iP.s'  United  States  bushels 
of  fruit.  That  term  was  included  in  the 
order  to  provide  a  convenient  unit  upon 
which  to  base  assessments  and  reports  of 
fresh  shipments.  At  the  time  this  term 
was  included  in  the  order,  and  for  several 
years  thereafter,  the  principal  container 
used  for  shipping  fresh  citrus  fruit  was  a 
wood  box  with  a  capacity  of  l^s  bushels. 
This  container  has  now  been  replaced  by 
a  corrugated  paperboard  carton  with  a 
capacity  of  four-fifths  of  a  bushel.  In 
recognition  of  this,  the  Fruit  and  Vege- 
table Inspection  Division  of  the  Florida 
Department  of  Agriculture  at  Winter 
Haven,  which  compiles  much  of  the  data 


used  by  the  cc«nmittee.  has  converted  ail 
of  its  fresh  citrus  records  to  a  four-fifths 
bushel  carton  basis.  In  addition,  the 
Florida  Department  of  Citrus  eliminated 
the  1^5  bushel  t)Ox  as  an  approved  con- 
tainer, and  under  the  Department  of 
Citrus  rules.  Chapter  20-39.02.  it  has 
adopted  the  four-fifths  bushel  as  the 
standard  container  for  shipping  fresh 
citrus.  Since  the  standard  packed  box  is 
no  longer  used  for  packaging  citrus 
fruits,  the  definition  of  such  temi  should 
be  deleted  from  the  order  A  definition  of 
"carton  or  standard  packed  carton" 
should  be  included  in  the  order  Carton 
or  standard  packed  carton  should  be  de- 
fined as  heremaf ter  set  forth  to  mean  a 
imit  of  measure  equivalent  to  four-fifths 
(S'  of  a  bushel  of  fruit.  Likewi.se. 
5§  905.41  Assessments  and  905.70  Mani- 
fest report  should  be  amended  so  that 
such  sections  refer  to  "carton  or  stand- 
ard packed  carton",  as  hereinafter  set 
forth,  as  the  assessment  unit  and  ship- 
ping records  of  the  committee  should 
be  related  to  the  sundard  container 
commercially  used  by  the  industry 

The  provisions  of  current  5  905.12, 
«!  905.13.  5  905.14.  S  905.16.  should  be  re- 
designated as  5  905.13.  5  905  15.  5  905  16. 
S  905.17.  and  §  905.18,  respectively  in  the 
order  to  facilitate  addition  of  new 
5  905.12  Committee.  Tlie  term  "commit- 
tee" should  be  defined  to  mean  "the  Cit- 
rus AdminL^^trative  Committee  estab- 
lished pursuant  to  5  905.19"  as  herein- 
after discus.>=ed. 

(2)  Redesignated  ?  905.13  should  de- 
fine the  geographic  districts  into  whicii 
the  production  area  is  divided  for  pur- 
poses of  allocating  grower  positions  on 
the  committee.  The  order  contains  au- 
thority for  the  committee,  with  the  Sec- 
retary's approval,  to  redefine  the  dis- 
tricts. Such  redefinition  was  effected 
most  recently  in  1966  by  amendment  of 
the  committee's  administrative  rules. 
This  action  resulted  in  the  reduction  of 
the  number  of  districts  from  seven  to 
five,  and  is  reflected  in  the  definitic«i  of 
districts  set  forth  in  S  905.125.  These  dis- 
tricts currently  constitute  an  appropri- 
ate basis  for  allocation  of  producer  rep- 
resentation. Since  the  definition  of 
districts  set  forth  in  ?  905.12  is  obsolete 
such  definition  should  be  replaced  with 
the  definition  described  in  ?  905.13  here- 
inafter set  forth. 

Paragraph  k'  of  current  5  905.31  au- 
thorizes the  committee,  with  the  ap- 
proval of  the  Secretary,  to  redistrict  and 
reapportion  members  among  dLstricts. 
The  text  of  5  905.31  *k>  should  re  revised 
and  redesignated  as  ?  905.14  in  the  or- 
der. The  revLsion  should  simplify  the 
language  and  clearly  indicate  that  only 
grower  membership  of  the  committee  is 
subject  to  reapportionment.  In  addition, 
the  date  "1980-81  "  should  be  substituted 
for  "1965-66. "  The  order  currently  re- 
quires the  committee  to  consider  redis- 
tricting and  reapportionment  durmg  the 
1965-66  fiscal  period,  and  in  each  fifth 
fiscal  period  thereafter.  Since  the  record 
Indicates  that  the  districts  and  alloca- 
tion of  members  are  presently  appro- 
priate, the  cMnmittee  ^ould  not  be  re- 
quired to  consider  redistricting  and  re- 
apportionment until  the  season  1980-81. 


t3)-<4i  Currently,  there  are  two  com- 
mittees established  under  the  order  The 
Shippers  Advisory  Committee  <SAC» 
and  the  Growers  AdminL'^trative  Com- 
mittee <GACi  As  the  name  implies,  the 
duties  of  SAC  are  largely  advisory,  its 
principal  function  being  to  evaluate  the 
economic  factors  enumerated  in  the  or- 
der relating  to  citrus  produced  in  Flor- 
ida and  other  states,  and.  if  it  deems 
ad\isable  to  regulate  any  variety  as  pro- 
vided in  the  order,  to  make  a  recommen- 
dation to  Uie  GAC.  The  GAC  has  a  num- 
ber of  duties  which  are  enumerated  in 
the  order.  These  are  largely  administra- 
tive but  they  include  the  reyponsbility  of 
submitting  to  the  Secretan,-  any  recom- 
mendation of  SAC  together  with  its  own 
recommendations  and  supporting  infor- 
mation related  to  the  economic  factors 
enumerated  in  the  order  which  have 
a    bearing   on   the   recommendation. 

The  SAC  is  comprised  of  8  members 
and  alternates.  aU  shippers  At  least 
three  positions  on  SAC  are  to  be  filled 
by  persons  affiliated  with  cooperative 
marketing  organizations,  and  the  re- 
mainder arc  to  be  filled  by  persons  not 
so  affiliated.  The  GAC  is  comprised  of  8 
or  9  membei-s  and  alternates,  currently 
9.  all  growers  The  positions  on  GAC  are 
apportioned  among  five  geographic  dis- 
tricts as  specified  In  the  order.  At  least 
three  such  positions  are  to  be  filled  by 
growers  affiliated  witli  cooperative  mar- 
keting organizations. 

At  the  time  the  provision  for  two  com- 
mittees was  included  in  the  order,  it  was 
believed  that  the  interests  of  shippers 
and  growers  were  sufficiently  different 
as  to  require  them  to  function  on  differ- 
ent bodies.  In  recent  years  tliese  differ- 
ences have  tended  to  t)ecome  obscure 
and  tlie  tw-o  committees  have  found  it 
advantageous  to  meet  together  in  Uie 
consideration  of  matters  under  the  or- 
der. 

In  tiie  consideration  ol  recommenda- 
tions for  regulaticHis  the  committees 
normally  meet  several  limes  each  year 
during  the  marketing  sea.son.  Often 
conditions  develop  which  make  it  desir- 
able for  meetings  to  be  scheduled  on 
short  notice.  In  recent  years  the  Federal 
Advisory  Cc»nmittee  Act  which  apphes 
to  meetmgs  of  SAC  has  affected  commit- 
tee operations  in  that  it  requires  pub- 
lication of  meeting  notices  in  tlie  Fed- 
eral Register  at  least  7  days,  and  prefer- 
ably 15  days,  in  advance  of  meetings. 
Since  the  committees  have  found  that 
the  meml>ers  of  both  GAC  and  SAC  can 
operate  in  harmony  m  meetings  and 
other  activities  under  the  oi-der.  tlie 
merging  of  tJie  two  committees  into  one 
admiiiLstrative  body  would  be  a  reason- 
able and  appropriate  means  of  provid- 
ing the  marketing  expertise  of  shippers 
to  such  body  without  retauiing  the  cum- 
bersome procedures  now  involved  in  the 
operation  of  SAC.  Hence,  it  is  concluded 
that  Uie  order  should  be  amended  to 
abolish  GAC  and  SAC  and  to  provide  for 
establishment  and  membership  of  a 
committee  comprised  of  8  or  9  grower 
members  and  alternates  and  8  shipper 
members  and  alternates  to  be  named  the 
Citrus  Administrative  Committee  '  CAC  - 
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Also,  the  public  interest  is  to  be  ob- 
served in  actions  taken  under  marketing 
orders,  hence,  the  interests  of  all  groups 
including  growers,  handlers,  and  con- 
sumers should  be  considered.  Therefore. 
the  order  should  provide  for  a  public 
member  on  the  CAC.  Although  all  com- 
mittee meetings  are  open  to  the  public. 
there  has  been  little  participation  by 
consumers.  A  public  representative  on 
the  committee  would  be  in  a  position  to 
contribute  the  views  of  the  public,  other 
than  that  of  the  industry,  to  the  develop- 
ment of  recommendations  for  regulation 
designed  to  serve  the  interest  of  both  the 
industry  and  the  public  generally.  There- 
fore. It  is  concluded  that  the  order  should 
be  amended  as  hereinafter  set  forth  to 
provide  authority  for  a  position  of  non- 
industry  member  on  the  committee.  Such 
member  should  have  the  same  rights  and 
privileges  as  other  members  of  the  com- 
mittee. It  would  be  appropriate  for  the 
grower  and  shipper  members  of  CAC, 
with  the  approval  of  the  Secretary,  to 
establish  by  an  administrative  rule  speci- 
fying the  term  of  oEBce.  qualifications, 
and  manner  of  nomination  for  persons  to 
fill  the  public  member  position  and  the 
order  should  so  provide. 

i5t  Current  provisions  of  the  order  re- 
lating to  term  of  ofBce  of  members  and 
alternate  members  of  present  commit- 
tees under  the  order  are  contained  in 
§  905.21  and  §  905.24.  respectively.  These 
provisions  have  proved  effective  in  order 
operations  and  should  be  appropriately 
modified  to  make  them  applicable  to  the 
members  and  alternate  members  of  the 
Citrus  Administi-ative  Committee  as 
hereinafter  specified  in  §  905.20. 

Provision  for  selection  of  initial  mem- 
bers of  the  Citrus  Administrative  Com- 
mittee should  be  included  in  the  order. 
The  record  indicates  that  an  orderly 
transition  from  the  two  committee  sys- 
tem to  the  .single  committee  could  be 
effected  if  the  members  and  alternate 
members  serving  on  the  present  commit- 
tees under  the  order  were  to  become  the 
members  and  alternates  of  the  Citrus 
Administrative  Committee.  Inasmuch  as 
the  record  indicates  that  the  new  Citrus 
Administrative  Committee  should  be 
comprised  of  the  same  number  of  grower 
and  shipper  members  as  the  present 
committees  and  qualifications  the  same, 
this  would  be  appropriate.  It  is  therefore 
concluded  the  order  should  provide,  as 
hereinafter  set  forth,  that  the  initial 
members  and  alternate  members  of  the 
Citrus  Administrative  Committee  shall 
be  the  same  as  thase  serving  on  the  GAC 
and  SAC  when  the  amendment  becomes 
effective  establishing  CAC. 

Provisions  relating  to  nomination  of 
members  and  alternate  members  of  the 
GAC  and  SAC  are  contained  in  .5  905.22 
and  5  905.25.  respectively.  These  provi- 
sions, with  editorial  changes  and  minor 
revisions,  should  be  made  applicable  to 
the  nomination  of  the  grower  and 
shipper  members  and  alternate  members 
of  CAC  as  hereinafter  specified  in 
§  905  22. 

Currently,  the  order  requires  the  Sec- 
retary to  give  notice  of  meetings  for  the 


purpose  of  nominating  members  and 
alternate  members  to  the  GAC  and  SAC. 
This  function  should  be  assumed  by 
CAC. 

The  number  of  committee  member  and 
alternate  member  nominees  required  to 
be  submitted  to  the  Secretary  should  be 
changed  in  the  order  to  conform  to  the 
number  of  members  and  alternates  to  be 
selected  by  him.  Currently  the  order  re- 
quires submission  of  a  specified  larger 
number  of  nominees  for  positions  to  be 
filled.  Evidence  indicates  that  such  pro- 
vision has  served  no  useful  purpose  in  the 
operation  of  the  order.  In  selecting  mem- 
bers and  alternate  members  to  the  com- 
mittee, the  order  authorizes  the  Secre- 
tary to  select  from  other  eligible  persons, 
in  addition  to  the  nominees,  to  Insure 
that  the  best  qualified  Individuals  are 
selected.  Hence,  the  Secretary  may  exer- 
cise a  choice,  and  submission  of  a  larger 
number  of  nominees  is  unnecessary. 

Provisions  relating  to  .selection  of 
members  and  alternate  members  of  the 
GAC  and  SAC  are  contained  in  §  905.23 
and  §  905.26.  respectively.  These  provi- 
sions, with  editorial  changes  and  minor 
revision,  should  be  made  applicable  to 
the  selection  of  members  and  alternate 
members  of  the  CAC  as  hereinafter 
specified  in  §  905.23. 

Allocation  of  grower  membership 
among  districts  should  be  as  set  forth 
in  §  905.126  Subpart — Rules  and  Regu- 
lations. Tlie  allocation  set  forth  In 
S  905.23  is  no  longer  appropriate.  There- 
fore, the  order  should  be  amended,  as 
hereinafter  set  forth.  As  so  amended 
§905.23iai  applicable  to  grower  mem- 
bership on  the  Citrus  Administrative 
Committee  would  reflect  the  allocation 
currently  set  forth  m  §  905.126.  The  re- 
quirement that  at  least  three  of  the  in- 
dependent shipper  members  and  alter- 
nate members  shall  also  be  producers 
should  be  deleted.  This  provision  which 
was  designed  to  assure  that  SAC  would 
have  access  to  grower  expertise  within 
its  ranks  is  inappropriate  and  unneces- 
sary in  the  establishment  of  an  admin- 
ministrative  committee  consisting  of 
both  producers  and  shippers  as  the  inter- 
ests of  both  groups  are  adequately  rep- 
resented on  the  single  committee. 

The  duties  of  the  GAC  contained  In 
5  905.31  should  be  the  duties  of  the  new 
CAC  with  two  exceptions.  The  duty  to 
notify  the  SAC  of  meetings  of  the  GAC 
contained  in  §905.31(j>  should  be  de- 
leted as  GAC  and  SAC  should  be  abol- 
ished as  separate  entities.  As  previously 
discussed.  §  905.31  ik)  which  relates  to 
redistricting  and  reapportionment  of 
membership  among  districts  should  be 
redesignated  as  5  905.14.  Therefore, 
5  905.311k)  should  be  deleted.  Likewise, 
in  the  light  of  the  foregoing,  §  905.32 
Duties  of  the  Shippers  Advisory  Com- 
mittee should  be  deleted. 

Tlie  order  should  be  amended,  as  here- 
inafter set  forth,  to  provide  that  an  al- 
ternate member  may  be  reimbursed  for 
reasonable  expenses  necessarily  Incurred 
by  him  In  attendance  of  meetings  and  In 
the  performance  of  other  committee 
business.   Authorizing,  the  payment   of 


compensation  for  alternate  members 
would  encourage  greater  participation  in 
committee  activities.  Such  participation 
is  desirable  as  it  makes  available  to  the 
committee  a  broader  base  of  experience 
and  it  facilitates  alternate  members 
gaining  experience  in  dealing  with  prob- 
lems facing  the  committee.  Hence,  alter- 
nate members  would  be  better  prepared 
to  deal  with  situations  m  which  tiiey 
may  serve  as  a  member.  Moreover,  since 
the  alternate  is  serving  the  interests  of 
the  Industry,  it  appears  equitable  that  he 
be  reimbursed  for  reasonable  expenses 
incurred  by  him  In  attending  committee 
meetings  or  performing  other  committee 
business. 

The  order  should  provide,  as  herein- 
after set  forth,  that  ten  members  or  al- 
ternates acting  as  members  of  the  CAC 
shall  be  necessary  to  constitute  a  quorum 
and  ten  members,  including  five  grower 
members,  must  concur  to  validate  a  de- 
cision. This  is  an  appropriate  require- 
ment and  would  provide  for  considera- 
tion of  matters  affecting  the  industry  by 
a  majority  of  the  committee  while  assur- 
ing that  growers  continue  to  retain  a 
prominent  role  in  decision-making.  Cur- 
rently, the  order  provides  that  five  mem- 
ber's of  either  committee  arc  necessary 
to  form*  a  quorum  or  pass  a  decision  ex- 
cept that  the  GAC  may  recommend  a 
regulation  of  shipments  of  grapefruit 
grown  in  Regiilation  Area  I  or  Regula- 
tion Area  II  which  meet  the  require- 
ments of  Improved  No.  2  Grade  only 
upon  the  affirmative  vote  of  a  majority 
of  its  members  from  the  regulation  area 
affected.  This  provision  should  be  car- 
ried forward  m  §905.34(bi  of  the 
amended  order  to  permit  such  recom- 
mendation by  a  majority  of  the  members 
from  either  Regulation  Area  I  or  Regu- 
lation Area  II  on  the  Citrus  Administra- 
tive Committee. 

The  notice  of  hearing  contained  a  pro- 
posal which  would  per.mit  the  committee, 
in  cases  of  emergency,  to  vote  by  tele- 
phone with  the  stipulation  that  two  dis- 
senting votes  would  prevent  its  adoption. 

The  proponents  stre.'^sed  that  the 
authority  for  the  committee  to  consider 
proposals  and  vote  by  telephone  is 
needed  to  provide  flexibility  in  the  opera- 
tion of  the  order.  They  pointed  out  that 
situations  such  as  those  brought  about 
by  hurricanes  and  freezing  temperatures 
occur  and  call  for  quick  action  which 
would  be  facilitated  by  authorization  to 
vote  by  telephone.  An  example  was  given 
of  a  situation  which  developed  as  a  result 
of  the  recent  freeze  in  which  action  by 
the  Secretary  was  needed  to  relax  a 
regulation  so  the  industry  could  move 
fruit  before  the  onset  of  the  State's 
embargo.  The  committees'  action  was 
limited  to  providing  the  Secretary-  with 
the  results  of  a  telephone  poll  of  the 
members  of  SAC  and  GAC  and  a  request 
that  the  Secretary  relax  the  regulation. 
The  telephone  poll  thus  taken  and  the 
accompanying  request  did  not  have  the 
same  standing  as  a  formal  recommenda- 
tion developed  in  accordance  with  pro- 
cedures provided  under  the  order. 
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The  opponents  objected  to  the  proposal 
primarily  on  the  basis  that  telephone 
voting  does  not  permit  the  full  discussion 
provided  by  an  assembled  meeting.  With 
respect  to  those  situations  when  action 
may  be  needed  but  the  committee  finds  it 
difficult  or  impossible  to  assemble,  they 
suggested  that  the  Secretary  could  act 
without  a  formal  recommendation  from 
the  committee. 

The  advantages  of  an  assembled  meet- 
ing are  recognized,  and  it  is  a  fact  that 
the  Secretary  may  take  actions  relative 
to  the  order  without  a  formal  recom- 
mendation from  the  committee.  How- 
ever, it  is  recognized  also  that  the 
committee  is  established  under  the  order 
to  provide  the  Secretary  with  informa- 
tion and  recommendations  for  his 
consideration  in  taking  actions  relative 
to  the  order.  A  committee  recommenda- 
tion arrived  at  by  an  authorized 
telephone  vote  of  the  committee  along 
with  other  available  information  is  of 
greater  assistance  to  the  Secretar>-  than 
no  formal  committee  recommendation. 
It  is  particularly  important  that  the 
industry  sentiment  as  reflected  by  an 
action  of  the  committee  be  available  to 
the  Secretarj-  when  he  takes  action  in 
an  emergency  situation. 

The  record  indicates  that  if  two  dis- 
senting votes  are  received  when  a  matter 
Is  presented  in  a  telephone  vote  this 
should  prevent  its  adoption.  This  would 
appear  to  constitute  an  ample  safeguard 
to  prevent  abu.se  of  the  telephone  voting 
procedure.  If  in  the  conduct  of  a  tele- 
phone vote  two  members  vote  in  opposi- 
tion, this  may  be  taken  as  a  signal  that 
an  assembled  meeting  should  be  .sched- 
uled at  which  the  matter  can  be 
subjected  to  a  full  discussion.  Therefore, 
it  is  concluded  that  consistent  with  the 
foregoing,  and  as  hereinafter  set  forth, 
the  order  should  be  amended  to  authorize 
the  committee  to  vote  by  telephone. 

Currently,  s  905.34(c'  relates  to  giving 
notice  of  meetings  of  the  Growers  Ad- 
ministrative Committee.  This  should  be 
made  applicable  to  the  Citrus  Admin- 
istrative Committee  and  designated  as 
§905.34<d'. 

(6>  In  developing  its  recommendations 
the  Growers  Administrative  Committee 
is  required  by  $  905.51  of  the  order  to 
consider  factors  relating  to  citrus  fruit 
produced  in  Florida  and  other  States 
Including  "amount  on  hand  at  the  prin- 
cipal markets,  as  evidenced  by  supplies 
on  track".  When  the  order  was  initially 
made  effective  most  of  the  citrus  crop 
was  shipped  by  rail.  Tlie  record  Indicates 
that  In  1975-76  rail  shipments  accounted 
for  less  than  2.5  percent  of  fresh  citrus 
shipments  from  Florida.  In  that  year 
and  during  the  subsequent  season  the 
substantial  portion  of  Florida  citrus  was 
shipped  by  truck.  Also,  trucks  are  the 
principal  mode  of  transportation  of 
Texas  and  California-Arizona  citrus 
fruits.  Thus.  Information  as  to  track 
supplies  of  citrus  fruits  from  the  different 
producing  areas  is  no  longer  indicative 
of  the  amount  of  fruit  at  the  principal 
markets  or  suggestive  of  demand  pros- 
pects. In  view  of  this  development,  con- 


sideration of  the  amount  on  hand  at 
principal  markets  as  evidenced  by  track 
supplies  should  be  made  non-compulsorj'. 

Ample  Information  is  available  to  the 
committee  at  each  meeting  which  is 
relevant  to  the  analysis  of  the  market  for 
Florida  citrus  Section  905.51  of  the  order 
requires  consideration  by  the  committee 
of  each  of  the  different  factors  having  a 
bearing  on  the  demand  situation.  This 
section  should  be  amended  <1>  to  em- 
power the  Citrus  Administrative  Com- 
mittee to  make  recommendations  to  the 
Secretary  on  the  basis  of  specified  avail- 
able information  and  i2>  to  make  minor 
editorial  changes  relative  to  the  deletion 
of  the  reference  to  the  Shippers  Advisory 
Conunittee. 

(7)  The  title  of  §905.52  of  the  order 
should  be  changed  to  "Issuance  of  Regu- 
lations' consistent  witli  terminology  cur- 
rently used  in  more  recently  issued  mar- 
keting orders.  The  references  to  Ship- 
pers Advisor>-  Committee  and  Growers 
Administrative  Committee  should  be 
deleted  and  the  text  revised  to  reflect  the 
shift  to  the  Citrus  Administrative  Com- 
mittee. In  addition,  tlie  proviso  in  para- 
graph (anl)  pertaining  to  regulBjtions 
which  provide  for  regulations  limiting  a 
portion  of  a  specified  grade  or  size!  of  a 
variety  should  be  revised  to  provide  a 
new  basis  for  determining  such  percent- 
age. Considerable  difBculty  has  been  ex- 
perienced in  achieving  compliance  when 
regulations  have  been  In  effect  under 
this  provision.  Initially,  the  ordei  au- 
thorized the  limitation  of  a  perce.itage 
of  a  grade  or  size  of  fruits  on  a  weekly 
basis  and  provided  that  the  quantit>  per- 
mitted to  be  shipped  by  a  handler  v^ould 
be  determined  as  a  percentage  of  the 
total  quantity  of  such  variety  shipped  by 
the  handler  during  the  same  regulation 
week.  This  resulted  in  violations  when 
handlers  based  the  limited  quantity  on 
the  quantity  they  intended  to  ship  and 
the  total  quantity  actually  shipped  was 
less.  Reasons  given  for  such  dlscrepency 
included  interferences  such  as  rain,  har- 
vesting delays,  and  late  arrival  of  trucks 
at  the  packinghouse.  This  resulted  in  an 
amendment  to  the  order  to  provide  that 
the  portion  of  a  grade  or  size  of  a  variety 
a  handler  could  ship  would  be  set  as  a 
percentage  of  the  handler's  total  ship- 
ments of  the  variety  he  shipped  during 
the  last  week  preceding  the  regulation 
week  within  the  current  season.  This 
cliange  was  intended  to  resolve  compli- 
ance diCBculties  by  permitting  handlers 
to  make  the  calculation  of  such  ship- 
ments of  a  variety  based  on  a  known 
volume  of  shipments.  However,  this  basis 
for  determining  shipments  of  a  portion 
of  a  grade  or  size  has  hkewL^e  produced  a 
substantial  number  of  violations  largely 
due  to  errors  in  computation  by  handlers. 
The  record  indicates  that  compliance  and 
administration  of  this  provision  could  be 
improved  if  the  committee  performs  the 
computing  and  notifies  each  handler  of 
the  quantity  representing  his  portion  of  a 
grade  or  size  he  is  permitted  to  ship  when 
a  regulation  under  this  provision  Is  in 
effect. 


The  evidence  indicates  that  a  further 
improvement  can  be  made  if  the  deter- 
mination of  such  quantlt>'  is  based  on 
shipments  of  a  period  longer  than  one 
week     Basing    the   percentage   only    on 
shipments  of  a  preceding  week  ignores 
circumstances  which  may  cause  a  handler 
to  ship  a  smaller  quantity  than  normal 
of  the  variety  during  a  given  week,  and 
basing  the  handler's  permitted  shipments 
on  that  week  would  result  In  his  being 
permitted  to  ship  only  at  a  correspond- 
ingly reduced  level.  Consequently,  basing 
the  portion  on  a  longer  representative 
prior  preiod  would  be  a  more  equitable 
basis  for  determining  the  quantity  of  a 
portion  of  a  grade  or  size  permitted  to 
be  shipped  by  a  handler.  To  recognize 
the  differences  in  varieties  and  seasons 
the  order  could  provide  that  the  repre- 
sentative  period    may    be   different   for 
each  variety  of  fruit  as  recommended  by 
the    committee    and    approved    by    the 
Secretary.  It  was  advanced  that  a  more 
equitable  representative  period  may  be 
one  or  two  prior  seasons  and  the  elapsed 
number  of  weeks  during  the  then  cur- 
rent season,  providing  that  anj*  Imple- 
menting rule  would  provide  opportunity 
for  new  shippers  who  have  no  record  of 
shipments     during     the     representative 
I^eriod  to  participate  and  transfers  be- 
tween handlers  should  be  permitted.  The 
notice  of  hearing  contained  a  proposal  to 
amend     ?  905  52(a)  (5 >     by    substituting 
"State  of  Florida  Citrus  Fruit  Laws"  for 
the   designation    "Florida   Citrus   Code" 
which  now  is  seldom  used.  A  modification 
to  the  proposal  was  proposed  and  sup- 
ported at  the  hearing.  The  modification 
wliich  would  delete  "Florida  Citrus  Code" 
and  Insert  In  lieu  thereof  "Chapter  601  of 
tlie    Florida    Statutes    and    Regulations 
Effective  Thereunder"  would  provide  a 
more    specific    reference.    Therefore,    in 
consideration  of  the  foregoing  it  is  con- 
cluded that  §  905.52  of  the  order  should 
be  amended,  as  hereinafter  set  forth. 

'8'  Exemption  provisions  in  iS  905  54 
should  be  deleted.  The  exemption  pro- 
cedure therein  specified  has  been  effec- 
tive under  rules  and  regulations  for  over 
twenty  years.  During  that  time  very  few 
growers  have  applied  for  exemption  and 
the  industry  conditions  which  justified 
exemptions  have  changed.  Tlie  exemp- 
tion provisions  were  designed  to  deal 
with  a  situation  in  which  a  grower  was 
prevented  by  regulation  from  shipping  a 
percentage  of  his  fruit  equal  to  the  per- 
centage set  forth  in  the  committee's 
marketing  policy.  When  these  provisions 
were  included  in  the  order  the  major 
portion  of  the  fruits  were  shipped  to 
fresh  market  and  there  was  concern  that 
regulation  might  prevent  a  grower  from 
shipping  at  least  the  specified  share  of 
his  crop  to  fresh  outlets.  Currentl^ .  the 
proce.ssme  outlet  utilizes  a  dominant 
share  of  tlie  orange  and  grapefruit  crops 
and  a  large  portion  of  other  citrus  fruits. 
Hence,  fruit  which  does  not  meet  fresh 
market  requirements  can  be  marketed 
in  the  processing  outlet.  Moreover,  with 
an  abundance  of  fruit  meeting  fresh 
market   requirements    It   would   be   ex- 
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tremely  difficult  to  market  lower  quality 
fruit  under  an  exemption.  It  would  be 
detrimental  to  the  interest  of  the  in- 
dustry- to  permit  the  marketing  of  In- 
ferior fruit  in  fresh  channels  when 
ample  alternatives  exist  to  permit  con- 
structive disposition.  Therefore,  the  ex- 
emption provision  should  be  eliminated 
from  the  order. 

'9>  The  amendment  heretofore  rec- 
ommended will  make  it  necessarj-  to 
make  certain  conforming  changes  in  sec- 
tions not  specifically  di.=;cus.=;ed  in  con- 
nection therewith.  All  such  changes 
-should  be  Incorporated  In  the  order  as 
hereinafter  set  forth. 

Rulings  on  briefs  of  interested  persons. 
At  the  conclu.sion  of  the  hearing,  the  Ad- 
ministrative Law  Judge  fixed  April  15. 
1977,  as  the  final  date  for  Interested  per- 
sons to  file  proposed  f.ndinps  and  con- 
clusions, and  written  arguments  or 
briefs,  based  upon  the  evidence  received 
at  the  hearing. 

Briefs  and  propo.sed  finrtincs  and  con- 
clusions were  filed  on  behalf  of  certain 
Interested  persons.  These  briefs,  pro- 
posed findings  and  conclusions,  and  the 
evidence  In  the  record  were  considered 
in  making  the  findings  and  conclusions 
set  forth  above.  To  tlie  extent  that  the 
suggested  findings  and  conclusions  filed 
by  interested  rersons  are  inconsistent 
with  the  findings  and  conclusions  set 
forth  herein,  the  requests  to  make  such 
findings  or  to  reach  such  conclusions  are 
denied. 

General  findinas  Upon  the  basis  of  the 
record  it  Is  found  that: 

<  1 1  The  finding's  hereinafter  set  forth 
are  supplementnry.  and  in  addition,  to 
the  previous  f  ndings  and  determinations 
which  were  mndc  in  connection  with  the 
issuance  of  the  marketing  nereement 
and  order  and  each  previously  issued 
amendment  thereto  Except  insofar  as 
such  findings  and  determinations  may  he 
in  conflict  with  the  findings  and  deter- 
minations set  forth  herein,  all  of  said 
prior  findings  and  determinations  are 
hereby  ratified  and  afSrmed; 

f2>  The  mnrk^ting  agreement  and 
order  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended,  and  all  of 
the  terms  and  conditions  thereof,  will 
tend  to  effectuate  the  declared  policy  of 
the  act; 

(3»  The  marketing  agreement  and 
order,  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended,  regnlate 
the  handling  of  fresh  oranges,  grape- 
fruit, tangerines,  and  tnngelos  grown  in 
the  production  arei  in  the  same  manner 
as.  and  are  applicable  only  to  persons  in 
the  respective  clawes  of  commerrlal  and 
industrial  activitv  sperlfieri  in.  the 
marketing  acrrepment  and  order  upon 
which  hearings  h^ve  been  held: 

<4>  The  marketing  agreement  and 
order,  a^  amended,  and  a^  hereby  pro- 
posed to  be  further  amended,  are  limited 
in  their  application  to  the  smallest  re- 
gional production  area  which  is  practi- 
cable, consistently  with  carrying  out  the 
declared  policy  of  the  act.  and  the  Issu- 
ance of  several  orders  applicable  to  sub- 
divisions of  the  production  area  would 


not  effectively  carrj-  out  the  declared 
policy  of  tlieact: 

(5'  The  marketing  agreement  and  or- 
der prescribe,  so  far  as  practicable,  such 
different  terms  applicable  to  different 
parts  of  the  production  area  as  are  nec- 
essarj'  to  give  due  recognition  to  the 
difference  in  the  production  and  market- 
ing of  fresh  oranges,  grapefruit,  tanger- 
ines, and  tangelos  grown  in  the  produc- 
tion area;  and 

1 6  >  All  handling  of  fresh  oranges, 
grapefruit,  tangerines,  and  tangelos 
growTi  in  the  production  area  as  defined 
in  the  marketing  agreement  and  order, 
as  amended,  and  as  hereby  proposed  to 
be  further  amended,  is  in  the  current  of 
interstate  or  foreign  commerce  or  di- 
rectly burdens,  obstructs,  or  affects  such 
commerce. 

Recommended  amendment  of  the  mar- 
keting agreement  and  order.  The  follow- 
ing amendment  of  the  marketing  agree- 
ment and  order,  as  amended,  is  recom- 
mended as  the  detailed  means  by  which 
the  foregoing  conclusions  may  be  caxried 
out: 

1.  Section  905.1  Secretary  is  revised 
to  read  as  follows: 

§  905.1      .Secretary. 

"Secretary"  means  the  Secretary  of 
Agriculture  of  the  United  States,  or  any 
officer  or  employee  of  the  United  States 
Department  of  Agriculture  to  whom  au- 
thority has  heretofore  been  delegated,  or 
to  whom  authority  may  hereafter  be 
delegated,  to  act  In  his  stead. 

2.  Section  905.4  Fruit  Is  revised  by 
amending  paragraph  Cf)  to  read  as  fol- 
lows: 

§  W3. 4      Fruit. 

•  •  •  •  • 

If  >   Honey  tangerines. 

3.  Section  905.5  Variety  is  revised  by 
amending  paragraphs  li),  <j),  and  (k\ 
and  adding  new  paragraphs  n>  and  (m>. 
As  amended  §905.5  reads  as  foUoirs: 

§  90.j..>      Varul>. 

•  •  *  •  * 

a'  Dancy  and  similar  tangerines,  ex- 
cluding Robinson  and  Honey  tangerines: 

(j)   Robinson  tangerines; 

(k)    Honey  tangerines: 

ill   Navel  oranges:  and 

tm»  Other  varieties  of  citrus  fruits 
specified  in  5  905.4  as  recommended  by 
by  the  committee  and'  approved  by  the 
Secretary. 

4.  Section  905  6  Producer  is  revised  to 
read  as  follows: 

g  905.6      Protiuccr. 

'Producer"  is  synonymous  with 
■grower"  and  means  any  person  who  is 
engaged  in  the  production  for  market  of 
fruit  in  the  production  area  and  who  has 
a  proprietary  interest  in  the  fruit  so 
produced . 

5.  Section  905  10  Standard  packed 
box  is  revised  to  read  as  follows : 

§  905.10      Carton     or     standard     packed 
rnrton. 

"Carton  or  standard  packed  carton" 
means  a  unit  of  measure  equivalent  to 


four-fifths  f  %>  United  States  bushels  ol 
fruit,  whether  in  bulk  or  in  any  con- 
tainer. 

6.  The  provisions  oi  §$905.12.  905.13, 
905.14,  905.15.  905.16  are  redesignated  as 
§5»05.13.  905.15,  905.16.  905.17,  and 
905.18,  respectively,  and  a  new  §  905.12  is 
added  reading  as  follows: 

§905.12     loniniiii.-.-. 

"Committee"  means  the  Citrus  Ad- 
ministrative Committee  established  pur- 
suant to  §  903.19. 

7.  Section  905.13  is  revised  and  a  new 
J  905.14  is  added  to  read  as  follows : 

§905.13      Difttrk-I. 

(a")  "Citrus  District  One"  shall  include 
the  Coimties  of  Hillsborough,  Pinellas, 
Pasco,  Hernando,  Citrus,  Sumter,  and 
Lake. 

(b)  "Citrus  District  Two"  shall  include 
the  Counties  of  Osceola,  Orange,  Sem- 
inole, Alachua,  Putnam,  St.  Johns.  Flag- 
ler, Marion.  Levy,  Duval,  Nassau,  Baker, 
Union,  Bradford,  Columbia.  Clay.  Gil- 
christ, and  Strwannee.  and  County  Com- 
missioner, restricts  One.  Two.  and  Three 
of  Volusia  County,  and  that  part  of  the 
Counties  of  Indian  River  and  Brevard  not 
included  in  Regulation  Area  n. 

(c)  "Citrus  District  Three"  shall  in- 
clude the  County  of  St.  Lucie  and  that 
part  of  the  Counties  of  Brevard.  Indian 
River.  Martin,  and  Palm  Beach  described 
as  lying  within  Regulation  Area  n.  and 
County  Commissioner's  Districts  Four 
and  Five  of  Volusia  County. 

(d)  "Citrus  District  F'our"  shall  in- 
clude the  Counties  of  Manatee,  Sarasota, 
Hardee.  Highlands.  Okeechobee,  Glades. 
De  Sota,  Charlotte.  Lee,  Hendry,  Collier. 
Monroe,  Dade,  Broward,  and  that  part  of 
the  Counties  of  Palm  Beach  and  Martin 
not  included  in  Regulation  Area  II. 

(e)  "Citriis  District  Five"  shall  include 
the  Coimty  of  Polk. 

8.  Section  905.14  is  revised  to  read  as 
follows : 

§  905.14      Redistricling. 

The  committee  may  with  the  approval 
of  the  Secretary',  redefine  the  districts 
into  which  tlie  production  area  is  divided 
or  reapportion  or  otherwise  change  the 
grower  membership  of  districts,  or  both: 
Provide.  That  the  membership  shall 
consist  of  at  least  eight  but  not  more 
than  nine  grower  members,  and  any  such 
change  shall  be  tjased.  so  far  as  practi- 
cable, upon  the  respective  averages  for 
the  immediately  preceding  five  fiscal 
periods  of  1 1  *  the  volume  of  fruit  shipped 
from  each  district:  <2)  the  volume  of 
fruit  produced  in  each  district:  and  <3> 
the  total  nimiber  of  acres  of  citrus  in  each 
district.  The  committee  shall  consider 
such  redistricting  and  reapportionment 
during  the  1980-81  fiscal  period,  and  only 
in  each  fifth  fiscal  period  thereafter,  and 
each  such  redistricting  or  reapportion- 
ment shall  be  announced  on  or  before 
March  1  of  the  then  current  fiscal  period. 

9.  Delete  5§  905.20  through  905.26  and 
iiisert  in  lieu  thereof  the  following : 

§  905.19      £8tubli«>liiuent     and     nioiuLcr- 
ship. 

(a)  There  Is  hereby  established  » 
Citrus   Administrative   Committee   con- 
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sisting  of  at  least  8  but  not  more  than  9 
grower  members,  and  8  shipper  meml>ers. 
Grower  members  shall  be  persons  who 
are  not  shippers  or  employees  of  shii>- 
pers.  Shipper  members  shall  be  shippers 
and  employees  of  shippers.  The  commit- 
tee may  be  increased  by  one  non-industry 
member  nominated  by  the  committee  and 
selected  by  the  Secretary.  The  comm.ittee. 
with  the  approval  of  the  Secretary,  shall 
prescribe  qualifications,  term  of  ofQce. 
and  the  procedure  for  nominating  the 
non-industry  member. 

<b)  Each  member  shall  have  an  alter- 
nate who  shall  have  the  same  qualifica- 
tions as  the  member  for  whom  he  is  an 
alternate. 

§  905.20      Term  of  ofTiie. 

The  term  of  office  of  members  and  al- 
ternate members  shall  begin  on  the  first 
day  of  August  and  continue  for  one  year 
and  until  their  successors  are  selected 
and  have  qualified.  The  consecutive  terms 
of  ofiBce  of  a  member  shall  be  limited  to 
three  terms.  The  terms  of  ofBce  of  alter- 
nate members  shall  not  be  so  limited. 
Members,  their  alternates,  and  their  re- 
spective sucessors  shall  be  nominated 
and  selected  by  the  Secretary  as  provided 
in  §5  905.22  and  905.23. 

§  905.21      .Solet'tion  of  initial  member*  of 
the  comniitteo. 

The  initial  members  of  the  Citrus  Ad- 
ministrative Committee  and  their  respec- 
tive alternates  shall  be  the  members  and 
alternates  of  the  Growers  Administrative 
Committee  and  the  Shippers  Advisory 
Committee  serving  on  the  effective  date 
of  this  amendment.  Each  memt)er  and 
alternate  shall  serve  until  completion  of 
the  term  for  which  he  was  selected  and 
until  his  successor  has  been  selected  and 
qualified. 

§  905.22      Nominations. 

'a)  Gix)wer  Members.  H'  The  com- 
mittee shall  give  public  notice  of  a  meet- 
ing of  producers  in  each  district  to  be 
held  not  later  than  July  10  of  each  year, 
for  the  purpose  of  making  nominations 
for  grower  members  and  alternate  grower 
members.  The  committee,  with  the  ap- 
proval of  the  Secretary,  shall  precribe 
uniform  rules  to  govern  such  meetings 
and  the  balloting  thereat.  The  chairman 
of  each  meeting  shall  publicly  announce 
at  such  meeting  the  names  of  tlie  persons 
nominated,  and  the  chairman  and  secre- 
tary of  each  such  meeting  shall  transmit 
to  the  Secretary  their  certification  as  to 
the  number  of  votes  so  cast,  the  names 
of  the  persons  nominated,  and  sucii  other 
information  as  the  Secretary  may  re- 
quest. All  nominations  shall  be  submitted 
to  the  Secretary  on  or  before  the  20th 
day  of  July. 

'  2  >  Each  nominee  sliall  be  a  producer 
in  the  district  from  which  he  is  nomi- 
nated. In  voting  for  nominees,  each  pro- 
ducer shall  be  entitled  to  cast  one  vote 
for  each  nominee  in  each  of  the  districts 
in  which  he  is  a  producer.  At  least  three 
of  the  nominees  and  their  alternates  so 
nominated  shall  be  aflBiliated  with  a  bona 
fide  cooperative  marketing  organization. 

(b>  Shipper  members,  (li  The  com- 
mittee shall  give  public  notice  of  a  meet- 


ing for  tK>na  fide  cooperative  marketing 
organizations  which  are  handlers,  and  a 
meeting  for  other  handlers  who  are  not 
so  aflaiiated,  to  be  held  not  later  than  July 
10  of  each  year,  for  the  purpose  of  mak- 
ing nominations  for  shipper  members 
and  their  alternates.  The  committee, 
with  the  approval  of  the  Secretary,  shall 
prescribe  uniform  rules  to  govern  each 
such  meeting  and  Ijalloting  thereat.  The 
chairman  of  each  such  meeting  shall 
publicly  announce  at  the  meetmg  the 
names  of  the  persons  nominated  and  the 
chairman  and  secretary  of  each  such 
meeting  shall  transmit  to  the  Secretary 
their  certification  as  to  the  number  of 
votes  cast,  the  weight  by  volume  of  those 
shipments  voted,  and  such  other  infor- 
mation as  the  Secretar>-  may  request.  All 
nominations  shall  be  submitted  to  the 
Secretary  on  or  before  the  20th  day  of 
July. 

(2>  Nomination  of  at  least  three  mem- 
bers and  their  alternates  shall  t>e  made 
by  bona  fide  cooperative  marketing 
organizations  which  are  handlers.  Nomi- 
nations for  not  more  than  five  members 
and  their  alternates  shall  be  made  by 
handlers  who  are  not  so  afl&liated.  In  vot- 
ing for  nominees,  each  handlers  or  his 
authorized  representative  shall  be  en- 
titled to  cast  one  vote,  which  shall  be 
weighted  by  the  volimie  of  fruit  by  such 
handler  diu-ing  the  then  current  fiscal 
period. 

§  905.23      Selection. 

(a'  From  the  nominatioi'Ls  made  pur- 
suant to  5  905.22(a)  or  from  other  quali- 
fied persons,  the  Secretary  shall  select 
one  members  and  one  alternate  member 
to  represent  District  2  and  two  members 
and  two  alternate  members  each  to 
represent  District  1.  3.  4.  and  5  or  such 
other  nimnber  of  members  and  alternate 
members  from  each  district  as  may  be 
prescribed  pursuant  to  ?  905.14.  At  least 
three  such  members  and  their  alternates 
shall  be  afBliated  with  bona  fide  coopera- 
tive marketing  organizations. 

I  b  >  From  the  nomination.s  made 
pursuant  to  §905.22ibi  or  from  other 
qualified  persons,  tlie  Secretary  shall 
select  at  least  three  members  and  their 
alternates  to  represent  bona  fide  cooper- 
ative marketing  organizations  which  are 
handlers,  and  the  remaining  members 
and  their  alternates  to  represent  han- 
dlers who  are  not  so  afBliated. 

10.  Section  905.31  Duties  of  Growers 
Administrative  Comrnittee  is  revised  by: 
<  1 1  RevLsing  the  title  and  introductory 
sentence  thereof;  and  t2i  deleting  para- 
graphs (11  and  ( k  I .  As  amended  5  90531 
reads  as  follows: 

§  905.31       Dutic!*  of  (iitnis  AdniiniMrati^e 
Comniitl«-<'. 

It  shall  be  the  duty  of  the  Citrus  Ad- 
ministrative Committee: 


(j)    [ deleted  1 
<k)    [deleted] 

§905.32      [Revoked] 

11.  Section  905.32     Duties  of  Shippers 
Advisory  Committee  is  deleted. 


12  Section  905.33  Comp€7isation  and 
expcTises  of  committee  members  is  re- 
vised to  read  as  follows 

§  905.33      Compent'Slioii  and  e\pen»c  of 
c€>mmitlee  mi'mber*. 

The  members  and  alternate  members 
of  the  committee  shall  serve  without 
compensation  but  may  be  reimbursed  for 
expenses  necessarily  incurred  by  them  in 
attending  committee  meetings  and  in  the 
performance  of  their  duties  under  this 
part. 

13.  Section  905.34  Procedure  of  com- 
mittees is  revised  to  read  as  follows: 

§  905.3  I      PriK-fdure  of  committee. 

(a I  Ten  members  of  the  committee 
shall  constitute  a  quorum. 

lb'  For  any  decision  or  recommenda- 
tion of  the  committee  to  be  valid,  ten 
concurring  votes,  five  of  which  must  be 
grower  votes,  sliall  be  necessary:  Pro- 
vided.  That  the  committee  may  recom- 
mend a  regulation  restricting  the  ship- 
ment of  grapefruit  grown  in  Regulation 
Area  I  or  Regulation  Area  II  which  meets 
the  requirements  of  the  Improved  No.  2 
grade  or  the  Improved  No.  2  Bright  grade 
only  upon  the  affirmative  vote  of  a  ma- 
jority of  its  members  present  from  the 
regulation  area  in  which  such  restriction 
would  apply;  and  whenever  a  meeting  to 
consider  a  recommendation  for  release 
of  such  grade  Ls  requested  by  a  majority 
of  the  members  from  the  affected  area. 
the  committee  shall  hold  a  meeting  with- 
in a  reasonable  length  of  time  for  the 
purpose  of  considering  such  a  recom- 
mendation. If  after  such  consideration 
the  requesting  area  majority  present  con- 
tinues to  favor  such  release  for  their  area 
the  request  shall  be  considered  a  valid 
recommendation  and  shall  be  transmit- 
ted to  the  Secretary.  The  votes  of  each 
member  cast  for  or  against  any  recom- 
mendation made  pursuant  to  this  sub- 
part shall  be  duly  recorded.  Whenever 
an  assembled  meeting  is  held  each  mem- 
ber must  vote  in  person. 

<c»  The  committee  may.  in  cases  of 
emergency,  vote  by  telephone  and  all 
such  votes  must  be  confirmed  in  writing. 
Any  proposition  so  voted  upon  shall  first 
be  fully  explained  to  all  members  or 
alternates  acting  as  memijers.  When  any 
proposition  is  submitted  to  be  voted  on 
by  telephone,  two  (2i  dissenting  votes 
.shall  prevent  its  adoption. 

tdi  The  committee  shall  give  the 
Secretary  the  same  notice  of  meetings  as 
is  given  to  the  memt>ers  thereof. 

14.  Section  90551  Recommendations 
for  regulaion  is  amended  by  revising 
paragraph  '&' .  by  deleting  paragraph 
lb'  and  substituting  "committee"  for 
"Growers  Administrative  Committee"  in 
paragraph  '  c '  and  by  redesignating 
paragraph  ic»  as  paragraph  (b'  As 
amended  §  905.51  reads  as  follows 

§  905.51       Recommendations    fur    reeiila- 
tioii. 

<&>  Whenever  the  committee  deems  it 
advisable  to  regulate  any  variety  In  the 
manner  provided  in  ?  905.52,  it  shall  give 
due  consideration  to  the  following  fac- 
tors relating  to  the  citrus  fruit  produced 
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In  Florida  and  In  other  States;  '1>  Mar- 
ket prices,  including  prices  by  grades  and 
sizes  ol  the  fruit  for  which  regulation  is 
recommended;  (2i  maturity,  condition, 
and  available  supply,  including  tlie  grade 
and  size  thereof  in  the  producing  area-s; 
(3>  other  pertinent  market  information 
and  <4i  the  level  and  trend  of  consumer 
income.  The  committee  shall  submit  to 
the  Secretary  its  recommendations  and 
supporting  information  respecting  the 
factors  enumerated  in  this  section. 

ib»  The  committee  shall  give  notice 
of  any  meeting  to  consider  the  recom- 
mendation of  regulations  pursuant  to 
§  905.52  by  mailing  a  notice  of  meeting  to 
each  handler  who  has  filed  his  address 
with  the  committee  for  this  purpose.  Tlie 
committee  shall  give  the  same  notice  of 
any  such  recommendation  before  the 
time  it  is  recommended  that  such  regu- 
lation become  effective. 

15.  Section  905.52  Regulation  by  the 
Secretary  is  revised  by: 

(1)  Revising  the  title  thereof: 

(2)  Substituting  "committee"  for 
"Shippers  Advisory  Committee  and  the 
"Growers  Administrative  Committee"  in 
the  first  sentence  of  paragraph  (a) ; 

<3i  Revising  the  proviso  in  subpara- 
graph ill  of  paragraph  <a>; 

'4  I  Substituting  "Chapter  601  of  the 
Florida  Statutes  and  regulatioiis  effec- 
tive thereunder"  for  the  "Florida  Citrus 
Code"  in  subparagraph  <5»  of  para- 
graph I  a  > : 

(5i  Deleting  "Growers  Administrative 
Committee"  m  paragraph  tbi  and  "Ship- 
pers AdvLsory  Committee  and  the  Grow- 
ers AdminL^trativc  Committee"  in  para- 
graph ici  and  substituting  therefor  the 
word  "committee':   and 

t6'  Adding  "of  any  varietv"  follow- 
ing the  words  "to  any  or  all  shipments" 
in  the  first  sentence  of  paragraph  'Ci. 
As  amended   §  905.52  reads   us  follows: 

§  903.02       Issuance  of  regulations. 

(a^  Whenever  the  Secretary  shall  find 
from  the  recommendations  and  reports 
of  the  committee,  or  from  other  avail- 
able information,  that  to  limit  the  ship- 
ment of  any  variety  would  tend  to  effec- 
tuate the  declared  policy  of  the  act,  he 
shall  so  limit  the  shipment  of  such  varie- 
ty during  a  specified  period  or  periods. 
Such  regulations  may: 

1 1  I  Limit  the  shipments  of  any  grade 
or  size,  or  both,  of  any  variety,  in  any 
manner  as  may  be  prescribed,  and  any 
such  limltaion  may  provide  that  ship- 
ments of  any  variety  grown  in  Regu- 
lation Area  IT  shall  be  limited  to  grades 
and  sizes  different  from  the  grade  and 
size  limitations  applicable  to  shipments 
of  the  same  varieties  grown  in  Regula- 
tion Area  I:  Provided.  That  whenever 
any  such  grade  or  size  limitation  restricts 
the  shipment  of  a  portion  of  a  s;>ecified 
grade  or  size  of  a  variety,  the  quantity 
of  such  grade  or  size  that  may  be 
shipped  by  a  handler  during  a  particular 
week  shall  be  established  as  a  percentage 
of  the  total  shipments  of  such  variety 
by  ."uch  handler  in  such  prior  period 
establl.*ed  by  the  committee  with  the 


approval  of  the  Secretary,  in  which  he 
shipped  such  variety. 

•  •  •  a  • 

i5>  nx  the  size,  capacity,  weight, 
dimensions,  or  pack  of  the  container  or 
containers  which  may  be  used  in  the 
siuprnent  of  fruit  for  export,  other  thaji 
to  Canada  and  Mexico:  Provided,  That 
such  regulation  shall  not  authorize  the 
use  of  any  container  which  is  prohibited 
for  use  for  fruit  under  the  provisions 
of  Chapter  601  of  the  Florida  Statutes 
and  regulations  effective  thereunder. 

<b »  Prior  to  the  beginning  of  any  such 
regulations,  the  Secretary  shall  notify 
the  committee  of  the  regulation  issued 
by  him.  and  the  committee  shall  notify 
ail  handlers  by  mailing  a  copy  thereof 
to  each  handler  who  has  filed  his  ad- 
dress witli  the  committee  for  this  pur- 
pose. 

(c  >  Whenever  the  Secretary  finds  from 
the  recommendations  and  reports  of  the 
committee,  or  from  other  available  in- 
formation, that  a  regulaticHi  should  be 
modified,  suspended,  or  terminated  with 
respect  to  any  or  all  shipments  of  any 
variety  of  fruit  in  order  to  effectuate  the 
declared  policy  of  the  act,  he  shall  so 
modify,  siispend,  or  terminate  such  regu- 
lation. If  the  Secretary  finds  that  a 
regulation  obstructs  or  does  not  tend 
to  effectuate  the  declared  pohcy  of  the 
act,  he  shall  suspend  or  terminate  such 
regulation.  On  the  same  basis,  and  in  like 
manner,  the  Secretary  may  terminate 
any  such  modification  or  suspension. 

(d)  *  •  • 
§905.51      [Revoked] 

16.  Section  905.54  Exemptions  is 
deleted. 

§  905. 1  1      [  RcdeMgnalcd] 

A  typographical  error  in  §  905.14  (re- 
designated herein  as  §  905.16)  is  cor- 
rected by  substituting  "Township  15 
South.  Range  32  East;"  for  "Township 
18  South,  Range  32  East".  As  so  revised 
and  redesignated  said  section  reads  as 
follows : 

§  905. 16      Repiilation  .\rea  IT. 

"Regulation  Area  11"  shall  Include 
that  part  of  the  State  of  Florida  partic- 
ularly described  as  follows: 

Beginning  at  a  point  on  the  shore  of  the 
Atlantic  Ocean  where  the  line  between  Flag- 
ler and  Volusia  Counties  Intersects  said 
shore,  thence  follow  the  line  between  said 
two  counties  to  the  Southwest  comer  of 
Section  23.  Township  14  South,  Range  31 
East;  thence  continue  South  to  the  South- 
west corner  of  Section  35,  Township  14 
South,  Range  31  East;  thence  East  to  the 
Northwest  comer  of  Township  15  South, 
Ranse  32  East;  •  •  • 

17.  The  following  sections  are  revised 
by  substituting  "committee"  for  refer- 
ences to  "Growers  Administrative 
Committee  and  Shippers  Advisory 
Committee". 

§  905.27      Failure  to  nominate. 

In  the  event  nominations  for  a  mem- 
ber or  alternate  member  of  the  com- 


mittee  are  not  made  pursuant  to  the 
provisions  of  i  905.22  •   •   • 

§  905.28      Acceptance  of  uicuiberialiip. 

Any  person  selected  by  the  Secretary 
as  a  member  or  alternate  member  of  the 
committee  •   •   • 

§  905.29      Inability  of  members  to  ser>e. 

(a)  An  alternate  for  a  member  of  the 
committee  •   •   • 

(b)  In  the  event  of  the  death,  removal, 
resignation,  or  disqualification  of  any 
person  selected  by  the  Secretary  as  a 
member  or  an  alternate  member  of  the 
comnuttee  •   •   • 

§  905,30      PoKers  of  llic  eoniniitlcc. 

The  committee,  •   •  • 

§  905.35      Right  of  the  Secretary. 

The  members  of  the  committee  'in- 
cluding successors  and  alternates ) ,  and 
anj'  agent  or  employee  appomted  or  em- 
ployed by  the  committee  shall  be  subject 
to  removal  or  suspension  by  the  Secre- 
tary at  any  time.  Each  and  every  order, 
regulation,  decision,  determination,  or 
other  act  of  the  committee,   •   •   • 

§  905.36     Funds. 

fa)  All  funds  received  by  the  com- 
mittee •  »  • 

(b)  The  Secretary  may.  at  any  time, 
require  the  committee  •   •   • 

(c)  Upon  the  removal  or  experimenta- 
tion of  the  term  of  office  of  any  member 
of  the  committee  •   •   • 

Expenses  and  Assessments 

§  905.40      £xpcn»>es. 

The  committee  is  authorized  to  incur 
such  expenses  as  the  Secretary  finds  are 
reasonable  and  likely  to  be  incurred  to 
carry  out  the  functions  of  the  com- 
mittee •   •   • 

§  905.41      .Vsse^sments. 

(a)  Each  handler  who  first  handles 
fruit  shall  pay  to  the  committee,  upon 
demand,  such  handler's  pro  rata  share  of 
the  expenses  which  the  Secretary  finds 
will  be  incurred  by  the  committee  for  the 
maintenance  and  functioning,  during 
each  fiscal  period,  of  the  committee  es- 
tablished under  this  subpart.  Each  such 
handler's  share  of  such  expenses  shall  be 
that  proportion  thereof  which  the  total 
quantity  of  fruit  shipped  by  such  handler 
as  the  first  handler  thereof  during  the 
applicable  fiscal  period  is  of  the  total 
quantity  of  fruit  so  shipped  by  all  han- 
dlers during  the  same  fiscal  period.  The 
Secretary  shall  fix  the  rate  of  assessment 
per  standard  packed  carton  of  fruit  to 
be  paid  by  each  such  handler  The  pay- 
ment of  assessments  for  the  maintenance 
and  functioning  of  the  committee  *  *  * 

(b)  At  any  time  during  or  after  the 
fiscal  i^eriod.  the  Secretary  mav  increase 
the  rate  of  assessment  so  that  the  sum 
of  money  collected  pursuant  to  the  pro- 
visions of  this  section  shall  be  adequate 
to  cover  the  said  expenses.  Such  in- 
crease shall  be  applicable  to  all  fruit 
shipped  during  the  given  fiscal  period. 
In  order  to  provide  funds  to  carry  out 
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the  functions  of  the  committee  estab- 
lished under  S  905. 19.  handlers  may  make 
advance  payment  of  assessments. 

§  905.42      lUndk-r's  acfoaiue. 

(a)  *  •  • 

(b)  The  committee  *  *  * 

R^GTJLATIONS 
§  905.50      Marketing  policy. 

(a)  Before  makuig  any  recommenda- 
tions pursuant  to  §  905.51  for  any  variety 
of  fruit  the  committee  shall,  with  re- 
sjiect  to  the  regulations  permitted  by 
5  905.52.  submit  to  the  Secretar>-  a  de- 
tailed report  setting  forth  an  advisable 
marketing  policy  for  such  variety  for  the 
then  current  shipping  season.  Such  re- 
port shall  set  forth  the  proportion  of  the 
remainder  of  the  total  crop  of  such 
variety  of  fruit  (determined  by  the  com- 
mittee to  be  available  for  shipment  dur- 
ing the  remainder  of  the  shipping  season 
of  such  varietv  •  deemed  advisable  by  the 
committee  to  be  shipped  during  such 
season. 

Cb)  In  determining  each  such  market- 
ing policv  and  advisable  proportion,  the 
committee  shall  give  due  consideration 
to  the  followine  factors  relatine  to  citriis 
fruit  produced  In  Florida  and  in  other 
States-  (V  The  a\Tiilable  crop  of  each 
variety  of  citrus  fruit  in  Florida,  and  In 
other  States,  including  the  grades  and 
sizes  thereof,  which  rrades  and  sizes  in 
Florida  shall  be  determined  by  the  com- 
mittee •  •  * 

(c>  In  addition  to  the  foregoing,  the 
committee  shall  set  forth  a  schedule  of 
proposed  regulation  for  the  remainder  of 
th^  shipping  season  for  each  variety  of 
fruit  for  which  recommendations  toJ.he 
Secretary  pursuant  to  ?  905.51  are  con- 
templated. Such  schedules  shill  recog- 
nize the  practical  operations  of  harvest- 
ing and  preparation  for  market  of  each 
variety-  and  the  chanee  in  grades  and 
sizes  thereof  as  the  respective  seasons 
advance.  In  the  e\ent  it  is  deemed  ad- 
visable to  alter  such  marketing  policy  or 
advisable  nroportion  as  the  shipping  sea- 
son progresses,  in  view  of  changed  de- 
mand and  supply  conditions  with  respect 
to  fruit,  the  committee  shall  submit  to 
the  Secretary  a  report  thereon, 
(d)  The  committee  *  *  * 


g  905.53      Inftpeetion  and  cert ifi cation. 

la)  Whenever  the  handling  of  a  var- 
iety of  a  t>T>e  of  fruit  is  regulated  pur- 
suant to  ?  905.52.  each  handler  who  han- 
dles anv  variety  of  such  type  of  fruit 
shall,  prior  to  the  handling  of  any  lot  of 
such  varietv.  cause  such  lot  to  be  in- 
spected bv  the  Federal-State  Inspection 
Service  and  certified  by  it  as  meeting  all 
applicable  requirements  of  such  regula- 
tion: Proinded.  That  such  inspection  and 
certification  shall  not  be  required  if  the 
particular  lot  of  fruit  previously  had 
been  so  inspected  and  certified  unless 
such  prior  inspection  was  not  performed 
within  such  time  limitatians  as  may  be 
prescribed  pursuant  to  paragraph  ( b  >  of 
this  section.  Each  handler  shall  promptly 
submit,  or  cause  to  be  submitted,  to  the 
committee  a  copy  of  each  certificate  of 


inspection  issued  to  him  coverine  varie- 
ties so  handled 

(b)  With  respect  to  any  variety  i^lju- 
lated   pursuant    to    §  »05.52(aM4  >.    the 

committee  *    *    ' 

Handler's  Report 

§  905.70      Manifest  Report. 

-me  committee  may  request  informa- 
tion from  each  handler  regarding  the  va- 
riety, grade,  and  sire  of  each  standard 
packed  carton  of  fruit  shipped  by  him 
and  mav  require  such  information  to  be 
mailed  or  delivered  to  the  committee 
or  its  dul>-  authon?ed  representative. 
within  24  hours  after  such  shipment  is 
made,  in  a  manner  or  by  such  method  as 
the  committee  may  prescribe,  and  upon 
such  forms  as  may  be  prepiired  bj-  it. 

§  905.71      Other  information. 

Upon  request  ol  the  committee,  made 
with  the  approval  of  the  Secretan'.  every 
handler  sliaU  furnish  the  commit- 
tee, •  •  • 

Miscellaneous  P^lov^sIONs 
§  905.80  Fruit  not  -.ubcct  to  reevilalion- 
Except  as  otherwise  provided  in  this 
section  anv  person  may,  without  regard 
to  the  provisions  of  §§  905  52  and  905  53 
and  the  regulations  i.ssued  thereunder, 
ship  anv  variety  for  the  following  pur- 
poses: 'a  I  To  a  chantable  institution  for 
consumption  by  such  institution:  ib)  to 
a  relief  agency  for  distribution  by  such 
agency;  ic>  to  a  commercial  processor 
for  conversion  by  such  processor  into 
canned  or  frozen  products  or  into  a 
beverage  base;  <d»  by  parcel  poet;  or 
(et  in  such  minimum  quantities,  types  of 
shipments,  or  for  such  purposes  a^  the 
committee  *   *   * 

§  905.8-t  Proceedings  after  lermiuation. 
(a  I  Upon  the  tennination  of  the  pro- 
\1sions  of  this  part,  the  then  functioning 
members  of  the  committee  shall  contmue 
as  joint  trustees,  for  Uie  pun^ose  of  hqui- 
dating  the  affairs  of  the  committee,  of  all 
the  funds  and  property  then  in  the  pos- 
session of  or  under  control  of  commit- 
tee, *   '   * 

(b)  The  said  trustees  'P  shall  con- 
tinue in  such  capacity  until  discharged 
bv  the  Secretary,  ^2'  shall,  from  time  to 
time,  account  for  all  receipts  and  dis- 
bursements or  deliver  all  property  on 
hand,  together  with  all  books  and  rec- 
ords of  the  committee  and  of  the  joint 
trustees,  to  such  person  as  the  Sec-retarj- 
may  direct;  and  <3)  shall,  upon  the  re- 
quest of  the  SecreUan.-.  execute  such  as- 
signments or  other  instruments  neces- 
sary- or  appropriate  to  vest  in  such  per- 
son full  title  and  right  to  all  of  the  funds, 
property,  and  claims  vested  in  the  com- 
mittee, "or  the  joint  trustees  pursuant  to 
this  part. 
(Cl    •    *    • 

Id'  Any  persion  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subjeot  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  joint  trustees. 


§  905.88      Penmwl  liafciiky. 

No  member  cr  altemxte  trf  the  com- 
mittee •    •    * 

Subpart — Rutes  and  Regulations 
§  903.126      Voi»in!>tJ«»  pnx-rdure. 

Meetings  shall  be  called  by  tlie  com- 
mittee in  accordance  with  the  provisions 
of  ?  905  22  for  the  purpose  of  making 
nominations  for  members  and  alternate 
members  of  the  cormnittee  The  manner 
of  nominating  members  and  altem&tJC 
members  of  the  committee  shall  be  as 
follows: 

(a>  At  each  such  meeting  the  Serre- 
tar>-'s  agent  shall  announce  the  require- 
ments as  to  elidbility  for  voting  for 
nominees  and  the  procedure  for  ballot- 
ing and  .shall  explain  the  duties  of  the 
committee  under  I  §  905.31  through 
905  89.  inclusive. 

(b)  A  chairman  and  a  secretary  of 
each  meeting  shall  be  selected. 

(c)  At  each  meeting  there  shall  be 
presented  for  nomination  and  there  shall 
be  nominated  not  less  than  the  number 
of  nominees  required  under  the  provi- 
sions of  55  905.19  and  905.22.  all  of  whom 
shall  have  the  qualiflcations  therein  pro- 
vided. 

(d^  At  the  meetings  of  handlers,  any 
person  authorized  to  represent  a  handler 
may  cast  a  ballot  for  such  handler. 

(e)  At  each  meeting  there  may  be 
cast  at  least  the  number  of  persons  re- 
quired to  be  nominated  to  represent  the 
several  districts  or  groups,  as  the  case 
may  be. 

I  f  I  All  voting  shall  be  by  ballot  and  all 
ballots  shall  be  dehvered  by  the  chair- 
man or  the  secretary-  of  the  meeting  to 
the  agent  of  the  Secretary. 


§905.125       [Revoked] 

§905.126       [Re^'okrd] 

§905.1,'?0        [  Revoked  1 

i;  905.132       [Revoked] 

Section  905.125  Redefinition  of  dis- 
tricts. 5  905.126  Changes  in  dis^trict  rep- 
resentation. ?  905.130  Exemption  certif- 
icates. §  905.131  Issuance  of  certificates, 
and  5  905.132     Reports  are  deleted. 

NON-REGtT-ATED  FRUTT 

§905.110      Gift  paekagrs. 

During  any  day  any  handler  may. 
without  regard  to  the  provisions  of 
5  905.52  and  ?  905.53  and  the  regulations 
L^sued  thereunder,  ship  any  variety  for 
the  following  purpose,  and  in  the  follow- 
ing quantity,  and  U-ves  of  shipment:  <a> 
To  any  person  one  gift  package  contain- 
ing such  variety.  Individually  addressed 
to  such  person,  not  in  excess  of  two 
standard  packed  cartons  if  such  pack- 
ages are  shipped  direct  to  the  addressee 
for  use  by  such  person  other  than  for  re- 
sale: or  'b>  to  any  distributor  individ- 
ually addressed  gift  packages  of  such 
variety  not  In  excess  of  two  standard 
packed  cartons  each  for  distribution  by 
such  distributor  to  the  respective  ad- 
■  dressee  but  not  for  resale. 
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?  90 J.  11 1      Miiiinium  fxoniption. 

Any  shipment  of  fnat  which  meets 
each  of  the  following  requirements  may 
be  transported  from  the  production  area 
during  any  one  day  by  any  person  or  by 
the  occupanLs  of  one  vehicle  exempt 
from  the  requirements  of  §  905.52  and 
5  905.53  and  regulations  issued  there- 
under; 

ia>  The  shipment  doea  not  exceed  a 
total  of  15  standard  packed  cartons  il2 
bu.shels  I  of  fruit  either  a  single  fruit  or 
a  combination  of  two  or  more  fruits: 

I  b  >  The  shipment  consists  of  fruit  not 
for  resale:  and 

ic '  Such  exempted  quantity  Is  not  in- 
cluded as  a  part  of  a  shipment  exceeding 
15  standard  packed  cartons  1 12  bushels' 
of  fruit. 

§905.14-5       (Jt'riiliratiuri   of   certain   sliip- 
nionl.M. 

Whenever  a  regulation  pursuant  to 
5  905.52  restricts  the  shipment  of  a  por- 
tion of  a  specified  grade  or  size  of  a 
variety,  each  handler  shipping  such  va- 
riety during  the  regulation  period  shall, 
with  respect  to  each  such  shipment. 
certify  to  the  U.S.  Department  of  Agri- 
culture and  the  committ^'e  the  quantity 
of  the  partially  restricted  grade  or  size, 
or  both,  contained  in  such  shipment. 
Such  certification  shall  accompany  the 
manifest  of  such  shipment  which  the 
handler  furnishes  to  the  Federal-State 
Inspection  Service. 

Signed  at  Washington.  DC.  on  June 
7.  1977. 

William  T.  Manley, 
Acting  Administrator. 

(PR  Doc.77-16661  Filed  6-10-77:8:45  am] 


[7CFRPart916] 

HANDLING   OF    NECTARINES   GROWN    IN 
CALIFORNIA 

Proposed  Rulemaking  With  Respect  to  Ap- 
proval of  Expenses  and  Rate  of  Assess- 
ment for  the  1977-78  Fiscal  Period  and 
Carryover  of  Unexpended  Funds 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA 

ACTION:  Proposed  rule. 

SUMMARY:  This  notice  invites  written 
comments  on  proposed  expenses  of 
$875,421  and  a  rate  of  assessment  of 
$0.07  per  lug  of  nectarines  for  the  func- 
tioning of  the  Nectarine  Administrative 
Committee  for  the  1977-78  fiscal  year. 
The  committe<?  adminLsters  locally  a 
Federal  marketmg  order  program  regu- 
lating the  handling  of  nectarmes  grown 
in  California.  The  regulation  would  en- 
able the  committee  to  collect  assess- 
ments from  first  handlers  on  all  assessa- 
ble nectarines  handled  and  to  use  the 
resulting  funds  for  its  expenses. 

D.ATES:  Comments  must  be  received  on 
or  before  June  28,  1977.  Proposed  effec- 
tive dates:  Marcii  1,  1977,  through  Feb- 
ruan,'  28.  1978. 

ADDRESSES:  Send  two  copies  of  com- 
ments to  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 


1077,  South  BuUding,  Washington,  D.C. 
20250.  Comments  will  be  made  available 
for  public  inspection  at  the  oflBce  of  the 
Hearing  Clerk  during  regular  business 
hours. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.  Brader,  Deputy  Director, 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service,  U.S.  Depart- 
ment of  Agriculture.  Washington,  D.C. 
20250.  (202-447-3545) 

SUPPLEMENTARY  INFORMATION: 
The  proposals  under  consideration  were 
submitted  by  the  Nectarine  Administra- 
tive Committee,  established  under  the 
marketing  agreement,  as  amended,  and 
Order  No.  916.  as  amended  (7  CFR  Part 
916 1  regulating  the  handling  of  nectar- 
ines grown  in  California,  effective  un- 
der the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (7  U.S.C. 
601-674  >,  as  the  agency  to  administer 
the  terms  and  provisions. 
The  proposals  are  as  follows: 

( 1 )  Expenses  that  are  reasonable  and 
likely  to  be  incurred  by  the  Nectarine 
AdminLstrative  Committee,  during  the 
fiscal  period  March  1,  1977,  through 
Februar>-  28,  1978,  will  amount  to  $857,- 
421. 

(2)  The  rate  of  assessment  for  the 
fiscal  period,  payable  by  each  handler  in 
accordance  with  5  916.41  is  established  at 
$0.07  per  No.  22D  standard  lug  box,  or 
equivalent  quantity  of  nectarines  in 
other  containers  or  in  bulk. 

(3 1  Unexpended  assessment  fluids  in 
excess  of  expenses  incurred  during  the 
fiscal  period  ended  February  28,  1977, 
shall  be  carried  over  as  a  reserve  in  ac- 
cordance with  .5  916.42  of  the  amended 
marketing  agreement  and  order. 

Terms  used  in  the  marketing  agree- 
ment, as  amended,  and  order,  as 
.amended,  shall  when  used  herein,  have 
the  same  meaning  as  Is  given  to  the  re- 
spective term  In  the  amended  marketing 
agreement  and  order,  and  "No.  22D 
standard  lug  box"  shall  have  the  same 
meaning  as  set  forth  in  Section  1387.11 
of  the  "Regulations  of  the  California 
Department  of  Food  and  Agriculture," 
Dated:  June  7,  1977. 

Charles  R,  Brader, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division,    Agricultural 
Marketing  Serince. 

(PR  Doc  77-16688  Piled  &-10-77:8:45  am] 

FEDERAL   ENERGY 
ADMINISTRATION 

[10  CFR   Part  430] 

ENERGY   CONSERVATION    PROGRAM 
FOR   CONSUMER   APPLIANCES 

Proposed  Rulemaking  and  Public  Hearing 
Regarding  Procedural  Regulations  for 
Submission  and  Disposition  of  Petitions 
for  Prescription  of  Rules  to  Supersede 
State  Appliance  Energy  Use  or  Efficiency 
Regulation 

AGENCY:     Federal    Energy    Adminis- 
tration. 


ACTION:  Notice  of  Proposed  Rulemak- 
ing and  Public  Hearing. 

SUMMARY:  The  Federal  Energy  Ad- 
ministration (FEA)  gives  notice  of  a 
proposed  rulemaking  to  establish  pro- 
cedural regulations  for  one  aspect  of  the 
energy  conservation  program  for  con- 
sumer appliances.  These  proposed  regu- 
lations deal  with  the  submission  and 
disposition  of  petitions  requesting  the 
Administrator,  FEA,  to  prescribe  a  rule 
to  supersede  a  State  appliance  eneregy 
use  or  eflBciency  regulation.  These  peti- 
tions may  be  submitted  under  the  Energy 
Policy  and  Conservation  Act.  FEA  will 
receive  written  comments  and  hold  a 
public  hearing  on  this  proposal. 

DATES:  Request  to  Speak  at  Public 
Hearing:  July  6,  1977,  4:30  p.m.,  e.d.t. 

Submission  of  Written  Comments: 
July  15,  1977,  4:30  p.m. 

Submission  of  Hearing  Statements: 
July  14,  1977,  4:30  p.m. 

Public  Hearing:  July  15,  1977. 

ADDRESSES :  Request  to  Speak  at  Pub- 
lic Hearing  and  Submission  of  Written 
Comments:  Federal  Energy  Administra- 
tion, Executive  Communications,  Room 
3317,  Federal  Building,  Box  ND,  Wash- 
ington, DC.  20461. 

Submission  of  Hearing  Statements: 
Federal  Energy  Administration,  Execu- 
tive Communications.  Room  3317,  Fed- 
eral Building,  Box  ND,  Washington,  D.C. 
20461. 

Hearings  held  at:  Federal  Energy  Ad- 
ministration, 12th  and  Permsylvanla 
Avenue,  N.W.,  Room  3000A,  Washington, 
D.C.  20461. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Allan  P.  Weeks  fProgram  Office) ,  Old 
Post  OflRce  Building.  12th  and  Penn- 
sylvania Avenue.  N.W..  Room  307, 
Washington,  D.C.  20461.  202-566-4365, 

James  K.  White  (Office  of  General 
Counsel).  12th  and  Pennsylvania  Ave- 
nue, N.W.,  Room  5116,  Washington, 
D.C.  20461,  202-566-9380. 

SUPPLEMENTARY  INFORMATION: 

A.   Backcroitnd 

FEA  hereby  proposes  to  amend  Part 
430  of  Chapter  n  of  Title  10  of  the  Code 
of  Federal  Regulations  to  establish  a  new 
Subpart  D.  Part  430  concerns  the  energy 
conservation  program  for  consumer  ap- 
pliances established  by  Congress  in  the 
Energy  Policy  and  Conservation  Act  of 
1975,  Pub.  L.  94-163.  42  U.S.C.  6291-6309 
<the  Act) .  This  program  involves  the  de- 
velopment of  Federal  test  procedures,  la- 
beling rules,  energy  efficiency  improve- 
ment targets,  and  energy-  efficiency 
standards  for  consumer  appliances  cov- 
ered under  the  Act.  Covered  appliances 
include  refrigerators,  freezers,  dishwash- 
ers, and  the  like. 

Section  327  of  the  Act  ( 42  U.S.C.  6297 ) 
specifies  the  circumstances  under  which 
State  appliance  energy  eflBciency  regula- 
tions wUl  be  superseded.  Section  327(a) 
states  the  conditions  under  which  State 
energy  eCQciency  standards  and  disclo- 
sure requirements  will  be  superseded  by 
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Federal  rules  which  also  prescribe  stand- 
ards and  disclosure  requirements.  Sec- 
tion 327 '  b '  1 1 '  applies  to  State  appliance 
energy  efficiency  standards  which  are  not 
superseded  by  Federal  standards  under 
327 1  a) ,  Section  327 '  b  > '  1 )  provides  that : 

If  a  State  regulation  provides  for  an  en- 
ergy efficiency  standard  or  ."Similar  require- 
ment respecting  energ:,-  use  or  energy  effi- 
ciency of  a  covered  product  and  U  such  State 
regulation  1b  not  superseded  by  subsection 
(al(2).  then  any  person  subject  to  such 
State  regulation  may  petition  the  Adminis- 
trator for  the  prescription  of  a  rule  under 
this  subsection  which  supersedes  such  State 
regulation  In  whole  or  In  part.  The  Admin- 
istrator shall,  within  6  months  after  the  date 
such  a  petition  1;  filed,  either  deny  such  pe- 
tition or  prescribe  a  rtiie  under  t'is  subsec- 
tion superseding  such  State  regTOlatiou.  Tlie 
Administrator  shall  issue  such  a  rule  with 
respect  to  a  Stale  regulation  if  and  only  U 
that  petitioner  r^emonstrates  to  the  satisfac- 
tion ol  the  Administrator  that — 

(A)  There  is  no  significant  State  or  local 
interest  sufficient  to  3u.=tify  such  State  regi-i- 
latlon;  and 

(Bi  Such  State  regulation  unduly  burdens 
interstate  comxneroe. 

The  regulations  proi>o<jed  here  estab- 
lish the  requirements  for  submission  of 
petitions  under  section  327 1  b  >  <  1 ) .  Sig- 
nificant aspects  of  the  proposed  regula- 
ticKiE  are  discussed  next. 

B     DiSCUS.SION    OF    THE   PROPCSEB 

Regulations 
1.  procedural  framework 

The  decisional  process  for  petitions 
under  the  proposed  regulations  is  de- 
signed to  accomplish  two  goals:  facilita- 
tion of  participation  in  the  process  by  all 
Interested  persons,  including  particularly 
the  affected  State  agency,  department,  or 
instrumentality  who«!e  regulation  the 
petition  seeks  to  supersede:  and  prompt 
action,  consistent  with  fairness  and  the 
requirements  of  the  Act.  The  proposed 
regulations  require  service  of  a  petition 
and  all  subsequent  submissions  on  the 
State  agency  conoemed,  and  aiso  require 
the  FEA  to  obtain  public  comments  and 
hold  imblic  hearings  as  described  below. 
The  regulations  also  reouire  tJie  FEA  to 
inform  the  petitioner,  the  State  agency, 
and  all  participants  in  FEA  pubhc  pro- 
ceedings of  the  disposition  of  a  petition, 
at  every  stage  of  the  process,  both  by 
service  and  through  publication  in  the 
Federal  Register. 

Evaluation  of  a  petition  under  the 
proposed  regulations  occurs  in  three 
stages.  The  first  stage  involves  an  im- 
mediate review  of  the  petition,  and,  with- 
in 15  days  of  receipt,  results  in  either 
FEA  acceptance  of  the  petition  for  filing 
'Which  starts  the  six-month  statutory 
decision  period >  or  rejection  ?430.43<bi ) . 
A  petition  can  be  rejected  for  failure  to 
conform  to  the  regulations,  that  is.  for 
example,  for  failure  to  certify  the  peti- 
tion has  been  served  on  the  State,  or  for 
failure  to  include  any  or  sufficient  re- 
quired factual  information.  A  person 
submitting  a  petition  wiiich  is  rejected  is 
free  to  reform  and  resubmit  the  petition. 
Upon  aocepjtance,  a  notice  is  published 
in  the  Federal  RccrsTn  indicating  the 
petition  has  been  filed  and  is  available 


for  public  inspection  at  FEA  offices 
I  §  430.44<at  (111.  The  notice  will  request 
public  ocMnmoits.  Any  mteresud  j)exson 
will  have  a  full  opportunits  to  oommenl 
during  this  second  stage,  which  the  pro- 
posed reguiatKins  refer  to  as  the  initial 
public  comment  period  i  §  430.44^  a" '. 
After  review  of  the  petition  .and  the  com- 
ments, the  petiUon  will  either  be  denied 
or  a  pn^Josed  mlematrng  will  be  issued 
I  §430.44'ai  <2i  ' .  A  peuuon  will  be 
denied  if  FEA  is  not  satisfied  the  peti- 
tioner has  carried  its  burden  on  the  State 
interest-undue  burden  statutory  test, 
and  will  be  noticed  for  a  proposed  rule- 
making if  all  the  submissions  indicate 
the  State  regulation  may  impose  a  bur- 
den on  interstate  commerce  not  justified 
bv  the  State  or  local  interest  as.serted. 

"if  a  petition  is  denied  in  the  initial 
public  comment  period,  any  interested 
person,  mcludinp  of  course  the  petitioner, 
may  file  an  application  for  reconsidera- 
tion with  the  Assistant  Administrator. 
Tlie  details  concemiivg  this  application 
are  in  ?  430.44 1  H I  '  3 1  -I  €  '  of  the  proposed 
regulations.  This  application,  the  dispo- 
sition of  which  is  a  prerequisite  for  judi- 
cial review  ( §  430.44iai 'S*  > .  must  con- 
cisely state  the  basis  for  the  application. 
The  apphcation  may  urge  error  in  fact 
(including  changed  cu-cumsiaaces  ' .  or 
error  in  law.  or  botli  Denial  of  an  appli- 
ation  is  a  final  action  for  purposes  of 
section  327(b)  *  1  >  and  for  judicial  review. 
There  is  no  other  administrative  appeal 
( 5  430.441  a » i6'  > .  The  granting  of  an  ap- 
plication for  reconsideration  results  ui 
the  issuance  of  a  proposed  rulemaking 
1$  430.44(ai  (4)>. 

The  third  stage  of  the  evaluation  of  a 
petition  is  the  proposed  rulemaking  stage 
I  §  430.44 1  b  I  1 .  This  stage  is  iniUated  by  a 
Federal  Register  notice.  The  procedures 
are  the  same  at  this  stage  regardless  of 
whetiier  the  pro{JOsal  results  from  an 
initial  decision  or  a  deciaon  to  grant  an 
application  for  recoo&iderauon.  There 
will  be  public  comments  and  a  public 
hearing  (§  430,44 ^b)  <!  i  > .  "Hie  review 
standards  are  also  the  same:  A  petition 
will  be  denied  if  petitioner  fails  to  carry 
its  burden,  and  \nn  be  granted,  through 
promulgation  of  a  final  rule,  if  it  does. 
The  decision  following  a  proposed  rule- 
making proceeding  is  a  final  decision 
and  action  for  all  purposes.  Ttiere  te  no 
administrative  reconsideration  or  appeal 
(§430.44<b)  f2>  >, 

2.     KEISUIEZD     FACTUM.    MATCKIAL 

Section  327<b)  d*  of  the  Act  imposes 
on  a  petitioner  the  burden  of  demonstrat- 
ing to  the  satisfaction  of  the  Adminis- 
trator  that — 

(A>  There  is  no  significant  Stale  or 
local  interest  sufficient  to  justify  such 
State  regulation;  and 

iB.i  Such  State  regulation  unduly  bur- 
dens interstate  commerce. 

In  determining  whether  a  petitioner 
has  met  its  burden.  FEA  will  balance  the 
State  interest  in  the  State  refrulation.  If 
any,  against  the  burden  of  that  regula- 
tion, if  any,  on  interestate  commerce. 
Petitioners  are  required  to  demon&traXe, 
through  presentation  of  factual  inforaoa- 
tion  on  both  parts  of  the  statutory  test. 


the  IrardEn  on  interstate  commerce  out- 
weigtis  any  State  interest. 

The  V:ind  of  factual  material  required 
under  the  proposed  regulations  is  set  out 
m  ?  450  43  id>  and  (cv  The  required 
facts  are  directed  toward  a  showing  of 
increased  costs,  impact  on  the  free  t^ow 
of  appliances  in  interstate  commerce, 
and  environmental  impact.  As  indicated 
in  the  regulations,  the  information  re- 
quested Ls  the  minimum  sought.  Peti- 
tioners are  Tree,  of  course,  to  provide  any 
additional  daUi  relevant  to  tJie  analysis 
described  here,  and  are  urged  to  do  so. 
Sucii  additional  facts,  for  example,  might 
deal  with  impacts  on  competition  and 
administrative  costs.  It  should  be  clear 
providing  facts  in  all  the  categories  of 
5  4^.4:3' d'  does  not  insure  prescription 
of  a  rule  of  supersession.  This  factual  In- 
formation Ls  a  nec.essar>'  predicate  far 
supersession,  but  the  decision  will  be 
based  on  the  facts. 

C      COICMEKT    PlOCCDCKI 
1.   "WRrrTEN     COMMENTS 

PEA  invites  interested  persons  to  a^- 
nut  written  comment.^  The  (iate  and  ad- 
dress for  submission,  a-';  indicated  earlier 
in  the  prejmibie.  are  July  15.  1977  and 
Federal  Er)erg>-  Administration.  Execu- 
tive Oommuni  cat  ions..  Room  X317.  Fed- 
eral Building.  Box  ND  Washinrton  D.C. 
204«1.  Submit  15  copies,  and  desigiiate 
both  the  envelope  and  the  written  com- 
mentfi:  ■Rerulatiocs  Under  EPCA  Sec- 
tiMi  327ibi'li — Written  Camments." 
Identify  any  mformation  considered  con- 
fider.tia]  and  submit  only  one  copj'  of  that 
information  FEA.  resenes  the  nghl  to 
detremine  the  confidential  .status  of  the 
information  and  to  treat  it  acxrordirw;  to 
that  determination.  FEIA  reserves  the 
right  to  reject  and  not  consider  written 
caoiinents  not  recaveri  by  PSA  after  tiie 
stated  date 

2    BEQUEST  TO  SPEAK  AT  PTTBLIC  TIEARrm; 

FEA  invite*  interested  persons  to  re- 
nuest  an  opporttmity  to  speak  at  a  public 
'^-^aring.  The  date  and  jiddress  for  sub- 
mission of  requests,  as  indicated  earlier  m 
the  preamble,  are  Jub"  6.  1977.  and  Fed- 
eral Energj-  Administration,  Executive 
Communications.  Room  3317.  Federal 
Building.  Box  ND.  Washington.  DC. 
20461.  Submit  one  copy,  and  designate 
both  the  envelope  and  the  request :  'Reg- 
ulations Under  EPCA  section  327  tb) 
tl)— Requests  to  Speak."  Each  request 
shall  state  the  name  of  the  person  mak- 
ing Uie  request,  the  interest  repre- 
sented, and  a  telephone  number  where 
the  person  can  t>e  reached  during  normal 
business  hours.  Each  request  shall  In- 
clude a  concise  statement  summarizing 
the  proposed  hearing  statement 

Before  4:30  p.m  e.d  t  on  July  6.  1977. 
FEIA  will  notify  tho'^e  persons  stlected 
to  make  hearing  statements  Persons  so 
notified  shall  submit  50  copies  of  the 
hearing  statement.  Tlie  date  and  address 
for  submission  ,as  indicated  earlier  in 
the  preamble,  are  July  14,  19T7.  and 
Federal  Energy  Adrntntortration.  Office  of 
Ejwrutive  Cornnronlcat^ns.  Box  ND, 
12th  &  Pennsylvania  Avenue.  N.W.. 
Washington,  D.C,  20461.  Designate  both 
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the  envelope  and  the  hearing  statement: 
••Regulations  Under  EPCA  section  327 
(bid  I — Hearing  Statements."  Requests 
for  adjustments  of  the  50  copy  require- 
ment can  be  made  by  so  indicating  in  the 
request  for  an  opportunity  to  speak  or  by 
arrangement  with  the  Office  of  Regula- 
tions Management,  FEA.  telephone  202- 
254-3345. 

FEA  reserves  the  right  to  reject  and 
not  consider  requests  to  speak  and  hear- 
ing statements  not  received  by  FEA  on 
the  stated  date. 

3.    CONDUCT   OF    THE    PUBLIC    HEARING 

FEA  reserves  the  right  to  select  the 
persons  to  be  heard  at  the  public  hearing, 
to  schedule  their  respective  presenta- 
tions, and  to  establish  the  procedures 
governing  the  conduct  of  the  hearing. 
The  length  of  each  presentation  may  be 
limited  by  F^A,  based  on  the  number  of 
persons  requesting  to  be  heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearing  (the  Presiding 
Official*.  This  will  not  be  a  judicial  or 
evidentiary-type  hearing.  Questions  may 
be  asked  only  by  those  conducting  the 
hearing,  and  there  will  be  no  cross- 
examination  of  persons  presenting 
statements.  Any  decision  made  by  FEA 
with  respect  to  the  subject  matter  of  the 
hearing  will  be  based  on  all  information 
available  to  FEA.  At  the  conclusion  of  all 
oral  hearing  statements,  each  person 
who  has  made  a  hearing  sttement  will  be 
given  the  opportunity  to  make  a  supple- 
mental statement.  Any  supplement  state- 
ments will  be  subject  to  time  limitations 
determined  by  the  Presiding  Official. 

Any  interested  person  may  submit  to 
the  Presiding  OfBcial  written  questions 
to  be  asked  of  any  person  making  a  state- 
ment at  the  hearing.  The  Pi'esiding 
Official  will  determine  whether  the  ques- 
tion is  relevant  and  whether  time  limita- 
tions permit  it  to  be  asked. 

Any  further  procedural  rules  need  for 
the  proper  conduct  of  the  hearing  will 
be  announced  by  the  Presiding  Official. 

A  transcript  of  the  hearing  will  be 
made  and  the  entire  record  of  the  hear- 
ing, includmg  the  transcript,  will  be 
retained  by  FEA  and  made  available  for 
inspection  at  the  FEA  Freedom  of  In- 
formation Office.  Room  2107,  Federal 
Building.  12th  and  Petinsylvania  Avenue. 
N.W  .  Washington.  D.C.,  between  the 
hours  of  8  a.m.  and  4:30  p.m.,  Monday 
through  Friday.  Any  person  may  pur- 
chase a  copy  of  the  transcript  from  the 
reporter. 

As  required  by  section  7ic'  i2i  of  the 
Federal  Energy  Administration  Act  of 
1974.  Pub.  L  93-275  a  copy  of  this  notice 
has  been  submitted  to  the  Administrator 
of  the  Environmental  Protection  Agency 
for  his  comments  concerning  the  impact 
of  this  proposal  on  the  quality  of  the 
environment.  The  Administrator  had  no 
comments  on  this  proposal. 

Nott:  The  FEA  ha.s  determined  this  docu- 
ment does  not  contain  a  major  proposal 
requiring  presentation  of  an  Inflation  Impact 
Statement  under  Executive  Order  11821  and 
OMB  Circular  A-107. 


4.   INTERIM   REGULATIONS 

In  order  to  promote  consistency  In  dis- 
posing of  petitions  submitted  both  be- 
fore and  after  the  eCfectlve  date  of  these 
regulations,  FEA  will  to  extent  possible 
use  the  proposed  regulations  as  guidance 
in  disposing  of  petitions  submitted  be- 
fore that  date. 

(Energy  Policy  and  Conservation  Act,  Pub.  L. 
94-163.  as  amended  by  Pub.  L.  94-385:  Fed- 
eral Energy  Administration  Act  of  1974, 
Pub.  L.  94-275,  as  amended  by  Pub.  L.  94-385; 
E.O.  11790,39  FB  23185.) 

In  consideration  of  the  foregoing,  it  Is 
proposed  to  establish  a  new  Subpart  D  of 
Part  430  of  Chapter  n,  Title  10.  Code 
of  .Federal  Regualtions,  as  set  forth  be- 
low. 

Issued  in  Washington,  D.C..  June  8. 
1977, 

Eric  J.  Fygi, 
Acting  General  Counsel, 
Federal  Energy  Administration. 

Subpart  D — Petitions  for  Prescription  of  a  Rule  to 
Supersede  a  State  Appliance  Energy  Use  or 
Efficiency  Regulation 

Sec. 

430.40  Purpose. 

430.41  Definitions. 

430.42  General  requirements. 

430.43  Petitions. 

430.44  Disposition  of  petitions. 

AuTHORrTY :  Energy  policy  and  Conserva- 
tion Act,  Pub.  L.  94-163  as  amended  by 
Pub  L.  94-385;  Federal  Energy  Administra- 
tion Act  of  1974,  Pub.  L.  93-275,  as  amended 
by  Pub    L    94-385:    EO    11790,  39  FR  23185. 

Subpart  [> — Petitions  for  Prescription  of  a 
Rule  to  Supersede  a  State  Appliance 
Energy  Use  or  Efficiency  Regulation 

§  430.40      Purpose. 

This  Subpart  D  establishes  procedures 
for  the  submission  and  disposition  of 
petitions  for  prescription  of  a  rule  to 
supersede  a  consumer  appliance  energy 
efficiency  or  energj-  use  State  regulation 
pursuant  to  section  327(b)  (1>  of  the 
Energy-  Policy  and  Conservation  Act 
(42US.C.6297<bi  a>). 

§4:iO.  II      D«lbiiiion.«. 

(ai  "Act"  means  the  Energy  Policy 
and  Conservation  Act  of  1975,  Pub.  L.  94- 
163. 

bi     FEA"  means  the  Federal  Energy 
Administration. 

ic  >   "Day"  means  calendar  day. 

(d>  "Petition"  means  a  petition  filed 
pursuant  to  section  327<b>  (1)  of  the  Act, 

<e>  "State  regulation"  means  a  law  or 
regulation  of  a  State  or  political  subdivi- 
sion thereof. 

§  1.30,12      (.fruTal  rtMiuimuont!*. 

(a  I  Scope.  Unless  otherwise  noted,  the 
provisions  of  this  section  apply  to  all 
documents  required  or  permitted  to  be 
submitted  under  this  subpart. 

lb'  Copies.  An  original,  which  shall 
be  signed,  and  five  copies  of  each  docu- 
ment shall  be  submitted  to : 

Assistant  Administrator,  Office  of  Energy 
Conservation  and  Environment,  Attn;  Ap- 
pliance Program — Petition  to  Supersede, 
Federal  Energy  Admlnlstratloii,  12th  and 
Penn.sylvanla  Avenue  NW.,  Washington, 
DC    20461. 


All  submissions  become  part  of  the  FEA's 
files  and  will  not  be  returned. 

<c  I  SeriHce.  All  documents  required 
to  be  served  imder  this  subpart  shall,  if 
mailed,  be  served  by  first  class  mail. 
Service  upon  a  person's  duly  authorized 
representative  shall  constitute  service 
upon  that  person. 

(d>  Obligation  to  supply  information. 
A  person  who  submits  a  petition  is  under 
a  continuing  obligation  to  provide  any 
new  or  newly  discovered  information 
relevant  to  that  petition.  Such  informa- 
tion includes,  but  is  not  lunited  to,  in- 
formation regarding  any  other  petition 
or  request  for  action  subsequently  sub- 
mitted by  that  person. 

(e>  The  same  or  related  matters.  A 
person  who  submits  a  petition  oi-  other 
request  for  action  shall  state  whether,  to 
the  best  knowledge  of  that  person,  the 
same  or  related  issue,  act,  or  transaction 
has  been  or  presently  is  being  considered 
or  investigated  by  the  FEA ;  by  any  other 
Federal  agency,  department,  or  instru- 
mentality; by  any  Federal  court:  by  a 
State  or  municipal  agency,  department, 
or  instrumentality;  or  by  a  State  court. 

(f)  Computation  of  time.  (1)  In  com- 
puting any  period  of  time  prescribed  by 
or  allowed  under  this  subpart,  the  day 
of  the  act  from  which  the  designated 
period  of  time  begins  to  run  is  not  to 
be  included.  If  the  last  day  oi  the  period 
is  a  Saturday,  Sunday,  or  Federal  legal 
holiday,  the  period  runs  until  the  end  of 
the  next  day  that  is  neither  a  Saturday. 
Sunday,  nor  Federal  legal  holiday. 

<2)  Saturdays,  Sundays,  or  interven- 
ing Federal  legal  holidays  shall  be  ex- 
cluded from  the  computation  of  time 
when  the  period  of  time  allowed  or  pre- 
scribed is  7  days  or  less. 

(3)  When  a  submission  is  required  to 
be  made  within  a  prescribed  time,  the 
FEA  may  grant  an  extension  of  time 
upon  good  cause  showTi. 

(4)  Documents  received  after  regular 
business  hours  are  deemed  to  have  been 
submitted  on  the  next  regular  business 
day.  Regular  business  hours  for  the 
FEA's  National  Office,  Washington,  DC, 
are  8  a.m.  to  4:30  p.m. 

(5)  The  FEA  reserves  the  right  to  re- 
fuse to  accept,  and  not  to  consider,  un- 
timely submissions. 

§  430.43      Petitions. 

(a)  Petition  reguirements.  (1)  A  peti- 
tion shall  conform  to  the  General  Re- 
quirements of  §  430.42  and.  in  addition. 
shall  (i>  state  the  name  and  address  of 
the  petitioner,  (ii)  contain  a  brief  de- 
scription of  the  Interest  of  the  petitioner, 
<iii)  designate  a  person  to  be  contacted 
by  the  FEA  regarding  disposition  of  tlie 
petition,  <iv)  include  a  copy  of  each 
State  regulation  for  which  a  rule  to  su- 
persede is  sought,  t  V )  identify  each  prod- 
uct covered  by  the  State  regulation  for 
which  a  rule  ti  supersede  is  sought,  ( vi  > 
contain  a  summary  of  the  position  of 
the  petitioner,  and  fvii>  state  whether 
the  petitioner  seeks  a  rule  prescribing 
a  State  regulation  In  whole  or  in  part 
and,  if  in  part,  which  part  or  parts. 
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(2i  The  petitioner  shall  serve  a  copy 
of  the  petition,  all  supporting  documents. 
and  all  future  submissions  on  each  State 
agency,  department,  or  instrumentality 
whose"  regulation  the  petitioner  seeks  to 
supersede.  The  petition  shall  contain  a 
certification  of  this  service  which  states 
the  name  and  mailing  address  of  the 
served  parties,  and  the  date  of  service. 

<  3 '  A  petition  may  be  submitted  on 
behalf  of  more  than  one  person.  A  joint 
petition  shall  indicate  each  person  par- 
ticipating in  the  submission.  A  joint  pe- 
tition shall  provide  the  information  re- 
quired by  paragraph  lai'i)  of  this  sec- 
tion for  each  person  on  whose  behalf  the 
petition  is  submitted. 

( 4  >  All  petitions  shall  be  signed  by  the 
person  submitting  the  petition  or  by  a 
duly  authorized  representative  If  sub- 
mitted by  a  duly  authorized  representa- 
tive, a  petition  shall  certify  this  authori- 
zation. 

(b)  Acceptance  for  filing,  d)  Within 
fifteen  (15>  days  of  the  receipt  of  a  pe- 
tition by  the  FEA,  the  FEA  will  either 
accept  it  for  filing  or  reject  it.  and  the 
petitioner  will  be  so  notified  in  writing. 
FEA  will  sei-ve  a  copy  of  this  notification 
on  the  affected  State  agency,  depart- 
ment, or  instrumentahty.  Only  such  pe- 
titions which  conform  to  the  require- 
ments of  thLs  subpart  and  which  contain 
sufficient  information  for  the  purpases 
of  a  substantive  decision  will  be  accepted 
for  filina:.  Petitions  which  do  not  so  con- 
form will  be  rejected  and  returned  with 
an  explanation. 

(2)  For  purposes  of  the  Act  and  thus 
subpart,  a  petition  Is  deemed  to  be  filed 
on  the  date  it  is  accepted  for  filing,  not 
on  the  date  of  submission  to  or  receipt 
by  the  FEA. 

(3)  Acceptance  of  a  petition  for  filing 
is  not,  and  therefore  may  not  be  con- 
strued as,  a  decision  on  the  merits  of  a 
petition. 

(c  Docket.  A  petition  accepted  for 
filing  will  be  assigned  an  appropriate 
docket  designation.  Petitioner  shall  use 
the  docket  designation  in  all  subsequent 
submissions. 

(d)  Specific  information  require- 
ments. (1)  The  petition  shall  provide  in- 
formation sufficient  to  demonstrate  to 
Ihe  satisfaction  of  the  Administrator 
that— 

n)  The  petitioner  i.'^  a  person  subject 
to  the  State  regulation  sought  to  be  su- 
perseded <  or  is  tjje  duly  authorized  rep- 
resentative of  that  person) ; 

(ii)  Each  product  for  which  a  rule  to 
supersede  Ls  sought  is  a  covered  product 
under  the  Act; 

liiii  There  is  no  significant  State  or 
local  interest  sufficient  to  justify  the 
State  regulation:  and 

livi  Such  State  regulation  unduly 
burdens  interstate  commerce. 

1 2  >  For  each  appliance  to  which  a 
petition  applies,  and  for  each  person  on 
whose  behalf  the  petition  is  filed,  the  in- 
formation required  under  paragraph  i  d  > 
(li  of  this  section  shall  include  at  a 
minimum — 

(II  The  number  of  units  sold  in  the 
State  annually; 


(ii>  The  percentage  of  national  annual 
sales  sold  in  the  State : 

liii'  A  list  of  the  models  offered  for 
sale  both  in  the  State  and  nationally  at 
the  time  the  SUte  regulation  was  issued, 
the  retail  price  of  each  model,  and  by 
model  the  number  of  units  sold  annually 
in  the  State  and  nationally; 

iiv>  A  projected  list  of  the  models 
which  would  no  longer  be  offered  for  sale 
in  the  State  or  nationally  under  the  SUte 
regulation  and  a  discussion  of  how  these 
figures  are  derived : 

(v>  The  projected  additional  manufac- 
turing and  distribution  costs  under  the 
State  regulation  and  a  discussion  of  how 
these  figures  are  derived: 

ivi'  The  projected  unit  price  increase. 
by  model,  under  the  State  regulations, 
expressed  as  a  percentage  of  the  retail 
price  and  in  dollars,  and  a  discussion  of 
how  these  figures  are  derived: 

(viii  The  projected  effect  of  tlie  State 
regulation  on  the  ntimber  of  units  sold 
and  on  the  dollar  volume  of  sales,  both 
in  the  State  aiid  nationally,  and  a  dis- 
cussion of  how  these  figures  are  derived ; 

(viii  Tlie  overall  cost  of  complying 
with  the  State  regulation  and  a  discus- 
sion of  how  this  figure  is  derived: 

( ix  I  To  the  best  knowledge  of  tlie  peti- 
tioner, the  information  provided  in  sub- 
divisions (i'-'viiii  of  this  subparagraph 
for  the  industry  as  a  whole  (and  there- 
fore not  for  each  person  on  whose  be- 
half the  petition  is  filed  > :  and 

(XI  A  balancing  of  the  impact  of  the 
State  regulation  with  the  interest  of  the 
State  or  locality  in  improving  consumer 
appliance  efficiency  and  in  reducing  en- 
ergy consumption  as  that  interest  may 
affect  the  health,  safety,  welfare,  ecology, 
or  economy  of  the  citizens  of  the  State 
or  locally. 

(e'  Environmental  report.  Each  peti- 
tion shall  contain  a  report  centainlng 
petitioner's  assessment  of  the  environ- 
mental consequences  both  of  denial  of 
the  petition  and  of  publication  of  a  rule 
superseding  t!ie  State  regulations.  The 
contents  of  this  environmenul  report 
shall  be  the  contents  listed  in  J  208.7  of 
this  chapter  of  the  FEA's  regulations,  as 
applicable.  10  CFR  208.7. 

§  430.44      Ui->posilion  of  petition"'. 

(a>  Initial  public  comment  period. 
( 1 )  The  FEA  will  publish  a  notice  in  the 
FEDER.fL  Register  of  the  submission  and 
acceptance  for  filing  of  a  petition.  The 
notice  will  include  a  summary  of  the 
State  regulation  at  issue  and  the  peti- 
tioner's objection  to  the  regulation.  The 
notice  will  invite  public  comments  by  all 
interested  persons. 

(2»  A  reasonable  time  after  the  close 
of  the  initial  public  comment  period,  the 
FEA  will  either  deny  the  petition  or  pro- 
pose a  rule  to  supersede  the  State  regu- 
lation. Written  notice  of  the  decision  and 
the  reasons  therefore  will  be  served  on 
the  petitioner,  the  affected  State  agency, 
department,  or  instrumentality,  and  all 
persons  who  submitted  comments,  and 
will  be  publieshed  in  the  Federal  Regis- 
ter. 


'3'  If  the  petition  is  denied,  any  in- 
terested person  may,  within  twenty  *20» 
days  from  the  date  of  issuance  of  the  de- 
cision, submit  an  application  for  recon- 
sideration to  the  Assistant  Administra- 
tor, Office  of  Energy  Conservation  and 
Environment.  An  application  is  deemed 
accepted  when  received  by  the  PEA.  If 
petitioner  is  the  applicant,  petitioner 
shall  serve  a  copy  of  the  application 
on  the  affected  State  agency,  depart- 
ment, or  instrumentality.  The  FEA  will 
publish  a  notice  of  submission  of  an  ap- 
plication in  the  Federal  Register.  The 
applicant  shall  clearly  and  concisely 
state  the  basis  for  the  application  and 
the  relief  sought. 

.  4  1  The  FEA  will  either  deny  the  ap- 
plication for  reconsideration  or  propose 
a  rule  to  supersede  the  State  regulation. 
Written  notice  of  the  decision  and  the 
reasons  therefore  will  be  served  on  the 
applicant,  the  affected  State  agency,  the 
petitioner  <if  petitioner  is  not  the  appli- 
cant!, and  all  persons  who  submitted 
comments  in  the  initial  public  comment 
period,  and  will  be  published  in  the  Fed- 
eral Register. 

( 5  >  There  has  not  been  an  exhaustion 
of  administrative  remedies  until  an  ap- 
plication for  reconsideration  has  been 
submitted  and  the  review  procedure 
completed  by  denial  or  proposal  for  a 
rule. 

( 6 '  The  denial  of  an  application  for 
reconsideration  is  a  final  decision  and 
action  for  all  purposes  under  section 
327ibi(l'.  Including  judicial  renew. 
There  is  no  other  administrative  appeal 
or  review  under  this  subpart. 

(bi  Proposed  rulemaking.  (H  The 
Federal  Register  notice  of  a  proposed 
rulemaking  for  prescription  of  a  rule  to 
supersede  a  State  regulation  will  innte 
written  comments  on  the  proposed  rule 
from  all  interested  persons,  and  will  pro- 
vide for  a  public  hearing.  This  rulemak- 
ing will  be  conducted  pursuant  to  5 
use.  .553  and  section  7(i'  of  the  Federal 
Energy  Administration  Act  of  1974,  15 
U.S.C.  767(i>. 

(2 1  A  reasonable  time  after  the  close 
of  the  public  hearing  held  pursuant  to  a 
notice  of  proposed  rulemaking,  but  no 
later  than  six  months  after  acceptance 
for  filing,  the  FEA  will  either  deny  the 
petition  and  withdraw  the  proposed  rule, 
or  prescribe  a  final  rule  which  supersedes 
the  state  regulation  in  whole  or  in  part. 
Written  no^ce  of  the  decision  and  the 
reasons  therefore  will  be  published  in  the 
Federal  Register  and  served  on  the  peti- 
tioner, tlie  affected  State  agency,  and  aU 
persons  who  submitted  comments  in  the 
proposed  rulemaking  proceeding.  The 
decision  ;s  a  final  decision  and  action  for 
all  purposes,  including  judicial  review. 
There  is  no  administrative  appeal  or  ap- 
plication for  reconsideration. 

(CI  Consolidation.  Whenever  two  or 
more  petitions  are  filed  with  respect  to 
the  same  State  regulation,  the  FEA  may 
consolidate  two  or  more  proceedings  un- 
der this  subpart  for  the  purpose  of  re- 
solving one  or  more  issues  whenever  it 
appears  that  such  consolidation  will  ex- 
pedite or  simplify  consideration  of  such 
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Issues.  Consolidation  shall  not  affect  the 
running  of  any  time  period  with  respect 
to  any  petition. 

(d)  Finality  of  decision.  A  decision  to 
prescribe  a  rule  superseding  a  State  reg- 
ulation is  final  on  the  day  the  rule  is 
issued,  that  is,  signed  at  the  FEA.  A  de- 
cision to  deny  a  petit.on  is  final  follow- 
ing the  initial  pulilic  comment  period 
IS  430.441  a  I  >  on  the  day  a  denial  of  an 
application  for  reconsideration  is  issued, 
that  is,  signed  at  the  FEA.  and  is  final 
following  a  proposed  rulemaking  pro- 
ceeding 1 5  430.44' b,t  )  on  the  day  the  de- 
nial Is  issued,  that  is,  signed  at  the  FEA. 

lPRDoc.77-16777  Plied  6-9-77:9:54  am) 


[  410  CFR  Part  430] 

ENERGY   CONSERVATION    PROGRAM 
FOR   APPLIANCES 

Cancellation  of  Public  Hearing 

AGENCY:  Federal  Energ\-  Administi-a- 
tion. 

ACTION:  Cancellation  of  hearing  for 
proposed  rule. 

SUMM.ARY:  This  document  cancels  a 
pubhc  hearing  on  a  proposed  regulation 
for  testing  television  receivers.  This  can- 
cellation is  being  made  in  view  of  the  lack 
of  interest  in  presenting  oral  comments. 

DATE:  June  14.  1977  hearing  cancelled. 

FOR  FURTHER  INFOR\L\TION  CON- 
TACT 

James  A.  Smith  i Program  Office', 
Room  307.  Old  Post  Office  Bmlding. 
12th  and  Pennsvlvania  Avenue.  N.W., 
Washington,  DC.  20461.  '202'  566- 
4635. 

Elliott  D.  Light  i  Office  of  the  Genc-al 
Counsel',  Room  5116.  Federal  Build- 
ing, 12th  and  Pennsylvania  Avenue, 
N.W  .  Washington.  DC.  20461.  <202> 
566-9750  or  1202'   566-9380. 

SUPPLFMENTARY  INFORMATION: 
On  April  21.  1977,  tlie  Federal  Energy  Ad- 
ministration proposed  test  procedures  for 
television  receivers  <42  PR  21580,  April 
27,  1977:  con-ected  42  FR  26430,  May  24. 
1977*. 

A  public  hearing  with  respect  to  these 
proposed  test  procedures  was  scheduled 
for  1:30  p.m.  on  June  14.  1977  in  Wash- 
ington. D.C.  In  view  of  the  lack  of  inter- 
est in  presenting  oral  comments  on  the 
proposed  test  procedure  for  television  re- 
ceivers, the  hearing  is  hereby  cancelled. 

Issued  in   Wachington,   D.C   June   8. 

1977. 

Eric  J,  Fygi, 

Acting  General  Counsel, 

Federal  Energy  Administration. 

|FRDoc77   16763  FUed  6  9-77.8   18  ami 


DEPARTMENT  OF   ' 
TRANSPORTATION 

Federal  Aviation  Administration 

[14  CFR  Part  71] 

(Airspace  Docket  No.  76-PC-10| 

HAWAIIAN    ISLANDS  TRANSITION    AREAS 
AND  CONTROLLED  AIRSPACE 

Alteration 

AGENCY:  federal  Aviation  Administi^a- 
tion  I  FAA ' .  DOT, 

ACTION:     Notice     of     proposed     rule 

making. 

SUMMARY:  This  proposed  rule  would 
alter  the  Hawaiian  Islands  transition 
area  by  establishing  an  outer  transition 
area  with  a  base  of  5,500  feet  above  the 
surface  and  an  inner  transition  area  with 
a  ba^e  of  1.200  feet  above  the  surface. 
This  proposed  action  would  establish  a 
common  floor  of  controlled  airspace  be- 
tween oceanic  domestic  areas  surround- 
ing the  entire  State  of  Hawaii.  A  review 
of  the  controlled  airspace  in  the  vicin- 
ity of  the  Hawaiian  Lslands  Indicated 
that  simplification  of  the  structure  as 
proposed  herein  would  be  appropriate. 

DATES:  Comments  must  be  received  on 

or  before  August  12,  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  to:  Director.  FAA  Pacific  Re- 
gion, Attention:  Chief.  Air  Traffic  Divi- 
sion, Docket  No.  76-PC-lO.  Federal  Avia- 
tion AdminL<;tration,  P.O.  Box  4009, 
Honolulu.  Hawaii  96813. 

The  official  docket  may  be  examined 
at  the  following  location:  FAA  Office  of 
the  Chief  Cwm.sel,  Rules  Docket,  (AGC- 
24',  Room  916.  800  Independence  Ave- 
nue. SW..  Washington,  D.C.  20591, 

An  informal  docket  may  be  examined 
at  the  office  of  the  Regional  Air  Traffic 
Division, 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Richard  Huff,  Airspace  Regulations 
Branch  i.\AT-230',  Airspace  and  Air 
Traffic  Rules  Division,  Air  Traffic 
Service,  Federal  Aviation  Administra- 
tion, 800  Independence  Avenue,  SW., 
Waslunyton.  DC  20591;  telephone: 
(202)  426-3715. 

SUPPLEMENTARY  INFORMATION: 

Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rule  making  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desii-e.  Communications 
should  identify  the  airspace  docket  num- 
ber and  be  submitted  in  triplicate  to  the 
Director.  Pacific  Region.  AttentkMi: 
Chief,  Air  Traffic  IMvtsion,  Federal  Avia- 
tion Administration.  PO.  Box  4009, 
Honolulu,  Hawaii  96813  All  communica- 


tions received  on  or  before  August  12. 
1977  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  The 
proposal  contained  in  this  notice  may  be 
changed  in  the  light  of  comments  re- 
ceived. All  comments  submitted  will  be 
available,  both  before  and  after  the 
closing  date  for  comments,  m  the  Rules 
Docket  for  examination  by  Interested 
persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rule  making  >  NPRM  > 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Public 
Affairs;  Attention:  Pubhc  Information 
Center,  APA-430.  800  Independence  Ave- 
nue, SW.,  Washington,  D.C.  20591,  or  by 
calling  (202)  426-8058  Communications 
must  identify  the  docket  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future 
NPBMs  should  also  request  a  copy  of 
Advisory  Circular  No,  11-2  which  de- 
scribes the  application  procedures. 

The  Proposal 

The  Hawaiian  Islands  transition  area 
Ls  described  in  Federal  Aviation  Regula- 
tions, Subpart  G.  Part  71,181.  as  extend- 
ing upward  from  14,500  feet  MSL  within 
a  set  of  geographic  coordinates.  Exclu- 
sions to  thif;  area  include  airspace  less 
than  1500  feet  above  terrain,  control  area 
extensions.  1200  feet  transition  areas. 
Federal  Airways,  and  Warning  Areas  319, 
320,  322,  511  and  512.  As  a  result,  the 
Hawaiian  airspace  area  is  a  maze  of  con- 
trol area.s  with  arbitrary  boundaries  and 
nonstandard  bases  of  700  feet,  1200  feet, 
2500  feet,  3600  feet,  5000  feet  and  14,500 
feet.  In  the  interest  of  efficient  manage- 
ment and  a  uniform  airspace  structure. 
compatible  with  military  and  civil  IFR 
and  non-IFR  u.ser  requirements,  the  FAA 
proposes  to  define  a  standard  outer  tran- 
sition area  with  a  base  of  5500  feet  above 
the  surface  to  establish  a  common  floor 
of  controlled  airspace  between  oceanic 
domestic  areas  and  a  standard  inner 
transition  area  with  a  base  of  1200  feet 
above  the  sm-face  to  provide  controlled 
airspace  for  low  altitude  flights  close  to 
the  islands. 

ICAO  Considerations 

As  part  of  this  proposal  relates  to  the 
navigable  airspace  outside  the  United 
States,  this  notice  is  submitted  in  con- 
sonance with  the  International  Civil 
Aviation  Organization  QCAOi  Interna- 
tional Standards  and  Recommended 
Practices. 

Applicability  of  International  Stand- 
ards and  Recommended  Practices  by  the 
Air  Traffic  Service,  FAA,  in  areas  out- 
side domestic  airspace  of  the  United 
States  is  governed  by  Article  12  of  and 
Annex  11  to  the  Convention  on  Inter- 
national Civil  Aviation,  which  pertains 
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to  tlie  establishment  of  air  navigation 
facilities  and  services  necessarj-  to  pro- 
moting the  safe,  orderly,  and  expeditious 
flow  of  civil  air  traffic.  Their  purpose  is 
to  insure  that  civil  flying  on  interna- 
tional air  routes  is  carried  out  under  uni- 
form conditions  designed  to  improve  the 
safety  and  efficiency  of  air  operations. 

The  International  Standards  and  Rec- 
ommended Practices  in  Annex  11  apply 
in  those  parts  of  the  airspace  under  the 
jurisdiction  of  a  contracting  state,  de- 
rived from  ICAO.  wherein  air  traffic  serv- 
ices are  provided  and  also  whenever  a 
contracting  state  accepts  the  responsi- 
bility of  providing  air  traffic  services  over 
high  seas  or  in  airspace  of  undetermined 
sovereignty.  A  contracting  state  accept- 
ing such  responsibility  may  apply  the- In- 
ternational Standards  and  Recom- 
mended Practices  to  civil  aircraft  in  a 
manner  consistent  with  that  adopted  for 
airspace  under  its  domestic  jurisdiction. 

In  accordance  with  Article  3  of  the 
Convention  on  International  Civil  Avia- 
tion. Chicago.  1944.  state  aircraft  are  ex- 
empt from  the  provisions  of  Annex  11 
and  its  Standards  and  Recommended 
Practices.  As  a  contracting  state,  tlie 
United  States  agreed  by  Article  3*d>  that 
its  state  aircraft  will  be  operated  in  in- 
ternational airspace  with  due  regard  for 
the  safety  of  civil  aircraft. 

Since  thLs  action  involves,  in  part,  the 
designation  of  navigable  airspace  out- 
side the  United  States,  the  Administra- 
tor has  consulted  with  the  Secretary'  of 
State  and  the  Secretary  of  Defense  in 
accordance  with  the  provisions  ofExecu- 
tive  Order  10854. 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Richard  Huff.  Air  Traffic  Serv- 
ice, and  Jack  P.  Zimmerman.  Office  of 
the  Chief  Counsel. 

The  Proposed  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me.  the  Federal  Aviation 
Administration  proposes  to  amend  §  71- 
181  of  Part  71  of  the  Federal  Aviation 
Regulations  <U  CFR  Part  71)  as  re- 
published I  42  FR  440  >  as  follows: 

In  5  71.181.  the  following  transition 
areas  would  be  amended  as  follows: 

1.  Hawaiian  Islands: 

The  airspace  extending  upward  from  5500 
feet  above  the  surface  within  the  area 
bounded  by  a  line  beginning  at  Lat  24  =  03  N.. 
Long.  156'i9'W..  to  Lat.  23  32'N.,  Long.  155° 
29"W.  to  Lat.  2300N,  Long.  154'39'W..  to 
Lat.  22'22N  .  Long.  153  53'W.,  to  Lat.  2r43' 
N.  Long.  153  =  09'W,  to  tat  20°16'N.,  Long, 
152'14'W,,  to  Lat.  19'13'N,  Long,  151"52'W,. 
to  Lat.  17'40'N.,  Long.  155"49'W,.  to  Lat.  18' 
28'N..  Long.  158'55'W..  to  Lat.  18'57'N.,  Long, 
159'55'W..  to  Lat  19"35N.  Long.  160'36'W., 
to  Lat.  22'19N  ,  Long.  162°29'W..  to  Lat  23^ 
07'N.,  Long  162'13'W.,  to  Lat.  23=49N  ,  Long. 
16r39'W.  to  Lat.  24'17'N  ,  Long.  160  =  52'W,, 
to  the  point  of  beginning;  and  the  airspace 
upward  from  1200  feet  above  the  surface 
within  the  area  described  above  bounded  by 
a  line  beginning  at  Lat  22=28'N  ,  Long,  155* 
48'W,.  to  Lat.  2r00'N.,  Long.  153'5rW, 
thence  clockwise  along  the  are  of  a  115-mlle 
radius  circle  of  the  HILO  VORTAC  (Lat,  19' 
43'28    N,  Long,  155°0O49    W.) ,  to  Lat.  19=00' 


N.  Long,  15323W.,  to  Lat,  19'00N..  Long. 
157='40W.,  to  Lat  20°28'N.,  Long.  160-29W, 
thence  clockwise  along  the  arc  of  a  ii5-mUe 
radius  circle  of  the  South  Kauai  VORTAC 
(Lat.  21°5413'N,  Long.  159'3r54'  W.) ,  to 
Lat.  23'30'N..  Long.  159'02W..  to  the  point 
of  beginning. 

2  In  the  Hilo.  Hawaii,  transition  area 
all  after  'the  HILO  VORTAC  099°  ra- 
dial;" would  be  deleted. 

3.  In  the  Honolulu.  Hawaii,  transition 
area  all  after  "extending  from  13  miles 
to  14  miles  southwest  of  the  VORTAC;" 
would  be  deleted. 

4.  In  the  Kahului.  Hawaii,  transition 
area  all  after  'extending  from  14  miles 
to  17  miles  northeast  of  the  VORTAC;" 
would  be  deleted. 

5.  In  the  Kaneohe,  Hawaii,  transition 
area  all  after  -the  8-mile  radius  area  to 
12  miles  N,  of  the  TACAN;"  would  be 
deleted. 

6.  In  the  Kona,  Hawaii,  transition  area 
all  after  "to  17  5  miles  north  of  the 
VORTAC;"  would  be  deleted, 

7.  In  the  Lihue,  Hawaii,  transition  area 
all  after  "10.5  miles  southeast  of  the 
Lihue  VORTAC:"  would  be  deleted. 

8.  In  the  Molokai,  Hawaii,  transition 
area  all  after  "to  a  point  7  miles  east  of 
this  intersection:  '  would  be  deleted. 

9.  North  Hilo,  Hawaii,  transition  area 
would  be  deleted. 

10.  Sunrise.  Hawaii,  transition  area 
would  be  deleted 

11.  Swordfish.  Hawaii,  transition  area 
would  be  deleted. 

12.  Upolu  Point,  Hawaii,  transition 
area  would  be  deleted. 

13.  In  the  Waimea-Kohala.  Hawaii, 
transition  area  all  after  "115  miles 
northeast  of  the  Kamuela  VOR;."  would 
be  deleted. 

iSec.  307ia)  and  1110.  Federal  Aviation  Act 
of  1958  (49  U.S  C  1348i  ai  and  1510i .  Execu- 
tive Order  10854  (24FR9565i:  sec  6ic).  De- 
partment of  Transportation  Act  (49  USC 
1655(c)):    and    14    CFR   11.65.) 

Note. — The  FAA  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Im- 
pact Statement  under  Executive  Order  11821, 
as  amended  by  Executive  Order  11949,  and 
OMB  Circular  A-107. 

Issued  in  Washington,  D,C..  on  June  3. 
1977. 

Edward  J.  Malo, 
Acting  Chief.  Airsjxice  and  Air 

Traffic  Rules  Division. 

(FR  Doc. 77- 16463  Filed  6-10-77:8:45  am) 


[  14  CFR  Part  71  ] 

i  .^-.r-^p.-ire  Docket  No  77-AL-!  ] 

PROPOSED    REALIGNMENT    OF    FEDERAL 
AIRWAY 

Designation    of   an    Alaskan    Low   Altitude 
Reporting  Point 

AGENCY;  Federal  Aviation  Administra- 
tion (FAAi.  DOT, 

ACTION;     Notice    of     proposed     rule- 
making. 

SUMMARY:  This  notice  proposes  to  re- 
align the  colored  federal  airway  identi- 


fied as  Blue' B' -27  between  Oscarville, 
Alaska,  and  Fort  Davis.  Alaska.  \'ia  St. 
Mar>s.  Alaska,  and  to  also  designate  St. 
Mans,  Alaska,  as  an  Alaskan  low  alti- 
tude'reporting  point.  The  FAA  is  assum- 
ing ownership  of  the  St,  Mar>-s.  Alaska. 
Nondirectional  Radio  Beacon  (NDB>  for 
use  in  the  common  air  traffic  system. 
The  FAA  believes  that  this  naviga- 
tional facility  will  enhance  the  en  route 
and  terminal  procedures  in  this  area  for 
the  use  of  the  flying  pubhc, 

DATES;  Coments  must  be  received  on 
or  before  July  13,  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  to:  Director.  Alaskan  Region, 
Attention:  Chief.  Air  Traffic  Division. 
Docket  No.  77-AL,-l.  Federal  Aviation 
Administration.  632  Sixth  Avenue,  An- 
chorage. Alaska  99501. 

The  official  docket  may  be  examined 
at  the  following  location:  FAA  Office  of 
the  Chief  Counsel.  Rules  Docket.  ( AGC- 
24'.  Room  916.  800  Independence  Ave- 
nue. SW..  Washington.  DC.  20591. 

An  informal  docket  may  be  examined 
at  the  office  of  the  Regional  Air  Traffic 
Dulsion. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

David  F.  Solomon,  Airspace  Regula- 
tions Branch  '  AAT-230t ,  Airspace  and 
Air  Traffic  Rules  Division.  Air  Traffic 
Ser\'ice,  Federal  Aviation  .Administra- 
tion. 800  Independence  Avenue  SW,, 
Washington.  DC,  20591;  telephone: 
202-426-8530. 

SLTPPLEMENTARY       INFORMATION; 

Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments  as 
they  may  desire.  Communications  should 
identify  the  airspace  docket  number  and 
be  submitted  in  triphcate  to  the  Di- 
rector. Alaskan  Region.  Attention:  Chief, 
Air  Traffic  Division.  Federal  Aviation 
Administration.  632  Sixth  Avenue.  An- 
chorage, Alaska  99501.  All  communica- 
tions received  on  or  before  July  13.  1977 
will  be  considered  before  action  is  taken 
on  the  proposed  amendment.  The  pro- 
posal contained  in  this  notice  may  be 
changed  in  the  light  of  comments  re- 
ceived All  comments  submitted  will  be 
available,  botli  before  and  after  the  clos- 
ing date  for  comments,  in  the  Rules 
Docket  for  examination  by  interested 
persons. 

Availability  of  NPRM 

•  Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Public 
Affairs,  Attention:  Public  Information 
Center.  APA-430.  800  Independence  Ave- 
nue SW..  Washington,  DC.  20591,  or  by 
calling  202-426-8058.  Communications 
must  identify  the  docket  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mai^g  list  for  future 
NPRMs  should  also  request  a  copy  of 
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Advisory  Circular  No.    11-2  which  de- 
scribes the  application  procedures. 

Tjte  Proposal 

The  FAA  is  considering  an  amendment 
to  Subparts  B  and  I  of  Part  71  of  the 
Federal  Aviation  Regulations  1 14  CFR 
Part  71)  to  reahgn  the  colored  Federal 
airway  identified  as  Bluet B) -27  between 
Oscarville.  Alaska,  and  Fort  Davis, 
Alaska,  via  St.  Marys.  Alaska,  and  to  also 
designate  St.  Marys.  Alaska,  as  an  Alas- 
kan low  altitude  reporting  point.  The 
Alaskan  Region  is  in  the  process  of  as- 
suming ownership  of  the  Wein  Air 
Alaska  Airhnes  private  nondirectional 
radio  beacon  ( NDB  >  at  St.  Mar>-s.  Alaska, 
for  use  in  the  common  air  trafiic  system. 
This  proposal  is  just  the  initial  part  of 
a  plan  designed  to  generally  improve  air 
trafiic  services  in  this  area.  The  FAA 
believes  that  this  action  will  enhance  the 
en  route  and  terminal  procedures  in  this 
area  for  the  use  of  the  flying  public. 

Drafting  Information 

The  principal  authors  of  this  document 
are  David  F.  Solomon.  Air  Traffic  Serv- 
ice, and  Jack  P.  Zimmerman.  Office  of 
the  Chief  Counsel. 

The  Proposed  Amendment 

Accordlnglj'.  pursuant  to  the  author- 
ity delegated  to  me,  the  Federal  Aviation 
Administration  proposes  to  amend  §  71.- 
109  as  republished  (42  FR  306  •  and 
§71.211  as  republished  (42  FR  638'  of 
Part  71  of  the  Federal  Aviation  Regula- 
tions to  realign  colored  Federal  airway 
B-27  in  part  between  Oscarville,  Alaska, 
and  Fort  Davis,  Alaska,  via  St.  Marys, 
Alaska,  and  to  also  designate  St.  Marj-s, 
Alaska,  as  an  Alaskan  low  altitude  re- 
porting point  as  follows: 

1.  Section  71.109  B-27  after  Oscarville, 
Alaska,  RBN;  "46  miles,  173  miles,  30 
MSL,"  will  be  deleted  and  "St.  Marys, 
Alaska,  RBN;"  inserted. 

2.  Section  71.211  Insert  ''St.  Mar>'s, 
Alaska,  NDB"  between  "Sparrevolin, 
Alaska,  NDB  and  Summit.  Alaska.  NDB  " 

(Sec.  307(a),  Federal  Aviation  Act  of  1958 
(49  U.S.C.  1348(a)):  Sec.  6(c),  Department 
or  Transportation  Act  (49  U.S  C.  1655(C)); 
and  14  CFR  11  65.) 

Note. — The  P.^A  ha.s  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Im- 
pact Statement  under  Executive  Order  11821, 
a.s  amended  by  Executive  Order  11949,  and 
OMB  Circular  A-107. 

Issued  in  Washington,  D.C.,  on  June  3, 
1977. 

Edward  J.  Malo. 
Acting  Chief.  Airspace  and 
Air  Traffic  Rules  Diinsion. 

[PRDoc.77-16475  PUed  6-10-77; 8  45  am) 


[  14  CFR  Part  71  ] 

I  Airspace  Docket  No.  77-WA-91 

TERMINAL  CONTROL   AREA 

Proposed  Alteration 

AGENCY:  Federal  Aviation  Administra- 
tion (FAA ' .  DOT. 


ACTION:  Notice  of  proposed  rulemak- 
ing. 

SUMMARY:  Tliis  notice  proposes  to  al- 
ter the  Dallas-Fort  Worth.  Tex.,  Termi- 
nal Control  Area  (TCA)  by  amending 
the  horizontal  boundaries  of  Area  C 
(that  airspace  from  3.000  feet  MSL  to 
8,000  feet  MSLi  to  encompass  portions 
of  the  existing;  Area  D  fthat  airspace 
from  4,000  feet  MSL  to  8  000  feet  MSD . 
This  action  is  proposed  to  resolve  a  con- 
tinuing air  traffic  control  problem  by 
containing  aircraft  within  the  TCA  dur- 
ing periods  when  simultaneous  parallel 
instrument  approaches  are  being  con- 
ducted to  Runways  17R/17L  or  35R  '35L. 

DATES:  Comments  must  be  received  on 
or  before  July  13.  1977. 

ADDRESSES:  Send  comments  on  the 
proposal  in  triplicate  to:  Director,  FAA 
Southwestern  Region,  Attention:  Chief, 
Air  Traffic  Division,  Docket  No.  77-WA- 
9,  FAA,  P.O.  Box  1689,  Tort  Worth,  Tex. 
76101. 

The  official  docket  may  be  examined 
at  the  following  looation:  FAA  Office  of 
the  Chief  Counsel.  Rules  Docket.  (AGC- 
24).  Room  916,  800  Independence  Ave- 
nue, SW.,  Washington.  D.C.  20591. 

An  informal  docket  may  be  examined 
at  the  office  of  the  Regional  Air  Traffic 
Division. 

FOR  FURTHER  TNFORMATION  CON- 
TACT: 

Mr.  John  Watterson,  Airspace  Regula- 
tions Branch  ( AAT-230 » ,  Airspace  and 
Air  Traffic  Rules  Division,  Air  Traffic 
Service.  Federal  Aviation  Administra- 
tion. 800  Independence  Avenue,  SW., 
Washington.  D.C.  20591;  telephone 
202-426-8525. 

SUPPLEMENTARY       INFORMATION: 

Comments  Invited 

Interested  persons  may  participate  In 
the  proposed  rule  making  by  submitting 
such  written  data,  views  or  arguments  as 
they  may  desire.  Communications  should 
identify  the  airspace  docket  number  and 
be  submitted  in  triplicate  to  the  Director. 
Southwestern  Region.  Attention:  Chief. 
Air  Traffic  Division,  Federal  Aviation  Ad- 
ministration. P.O.  Box  1689,  Fort  Worth, 
Tex.  76101.  All  communications  received 
on  or  before  July  13,  1977  will  be  con- 
sidered before  action  is  taken  on  the  pro- 
posed amendment.  The  proposal  con- 
tained in  this  notice  may  be  changed  in 
the  light  of  comments  received.  All  com- 
ments submitted  will  be  available,  both 
before  and  after  the  closing  date  for 
comments,  in  the  Rules  Docket  for  ex- 
amination by  interested  persons. 

AVAlLABILITT    OF    NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rule  making  by  sub- 
mitting a  request  to  the  Federal  Aviation 
Administration,  Office  of  PubUc  Affairs, 
Attention;  Public  Information  Center, 
APA-430,  800  Independence  Avenue,  SW, 
Washington,   DC.   20591,   or  by  calling 


202-426-8058.  Communications  must 
identify  the  docket  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisory  Circular  No.  11-2  which  de- 
scribes the  apphcation  procedures. 

The  Proposal 

The  FAA  is  considering  an  amendment 
to  Subpart  K  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71  > 
to  alter  the  Dallas-Fort  Wortli.  Tex.. 
TCA  to  contain  aircraft  within  tlie  TCA 
when  simultaneous  ILS  approaches  are 
being  conducted  to  Runwa:.-s  17R,  17L  or 
to  Runways  35R,'35L.  The  established 
glide  slope  intercept  fixes  for  simul- 
taneous approaches  at  Dallas-Fort 
Worth  Airport  are  located  at  11.6  miles 
on  the  respective  localizer  courses  with 
3000  feet  as  a  turn-orraltitude  for  Run- 
way 17R,  35L  and  4000  feet  for  Runway 
17L/35R.  Since  aircraft  must  be  turned 
onto  the  final  approach  course  beyond 
the  glide  slope  intercept  fix.  the  current 
15-mile  boundary  of  the  3000  foot  floor 
portion  of  the  TCA  makes  aircraft  con- 
tainment within  the  TCA  exceedingly 
difficult  under  heavy  traffic  conditions. 
The  FAA  believes  that  this  action  will 
resolve  an  air  traffic  control  problem  by 
assuring  that  aircraft  being  turned  onto 
the  final  approach  course  beyond  the 
glide  slope  intercept  point  are  contained 
within  the  TCA  during  heavy  traffic  con- 
ditions when  simultaneous  parallel  ap- 
proaches are  being  conducted. 

Drafting  Information 

The  principal  authors  of  thi.s  document 
are  John  Watterson.  Air  Traffic  Service, 
and  Jack  P.  Zimmerman,  Office  of  the 
Chief  Counsel. 

The  Proposed  Amendment 

Accordingly,  pursuant  to  the  authority 
delegated  to  me.  the  FAA  proposes  to 
amend  §  71.401  of  Part  71  of  the  Fed- 
eral Aviation  Regulations  ■  14  CFR  Part 
71)  as  republished  (42  FR  642'  to  alter 
the  description  of  Area  C  and  Area  D  of 
the  DaUas-Fort  Worth.  Tex..  Terminal 
Control  Area  as  follows : 
Area  C 

That  airspace  extending  from  3.000  feet 
MSL  to  and  Including  8.000  feet  MSL  begin- 
ning at  Lat.  32''51'45"N.,  Long  96'54'30'W.: 
to  Lat.  33''0T15"N..  Long.  96'5430-W.: 
thence  counter  clockwise  along  a  15  NM  arc 
of  the  Dallas-Fort  Worth  Airport  to  Lat. 
33'08'44"N.,  Long.  97°0r47  ■"«?.:  to  Lat. 
33°11'43"N.,  Long.  97°01'47"W.;  to  Lat. 
S3°11'30"N.,  Long.  97°11'30"W.:  to  Lat. 
32°35'20"N.,  Long.  97°11'30'W:  thence 
counter  clockwise  along  the  20  NM  arc  to 
Lat.  32*33'56"N..  Long  97°0r47"W  ;  to  Lat. 
32°38'57"N.,  Long.  S7°0r47"W  ;  thence 
counter  clockwise  along  the  15  NM  arc  to  I^t. 
32°45'46"N..  Long.  96  47  30"W  .  thence  to 
point  of  beginning,  excluding  Areas  A  and  B 

Area  D 

That  airspace  extending  from  4.000  feet 
MSL  to  and  Including  8,000  feet  MSL  begin- 
ning at  Lat.  3245  45  N,,  Long.  96  4730  'W.; 
thence  clockwise  along  a  15  NM  arc  of  the 
Dallas-Port  Worth  Airport  to  Lat.  32  38'57'- 
N.,   Long   97°01  47"W.;    to   Lat.    32  =  33'56"N., 
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Long.  97-01  47"W.,  thence  counter  clockwise 
along  a  20  NM  arc  of  the  Dallas-Fort  Worth 
Airport  to  Lat  32*42'00"N.,  Long.  96'43'10-  - 
W.;  to  point  of  beginning:  and  that  airspace 
beginning  at  Lat.  33*07'15'  N.,  Long  96'54- 
30  W:  to  Lat.  33  12'00"N..  Long.  96-54-30  - 
W-  to  Lat  33°ir43'N..  Long.  97  Or47"W,; 
to  Lat.  33°08'44'N..  Long.  97*01'57  W.; 
thence  clockwise  along  the  15  NM  arc  of  the 
Dallas-Fort  Worth  Airport  to  the  point  of 
beginning. 

(Sec.  307(a) .  Federal  Aviation  Act  of  1958  (49 
U.S.C.  1348(a));  sec.  6(c).  Department  of 
Tran.'^portatlcn  Act  (49  US.C  !655(ci);  and 
14  CFR  11.65.) 

Note:  The  F.\A  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preparation  of  an  Economic  Impact 
Statement  under  Execuuve  Order  11821.  as 
amended  by  Executive  Order  11949,  and  OMB 
Circular  A-107 

Issued  in  Washmgton.  D.C  .  on  June  3. 

1977, 

Edward  J.  Malo, 
Acting  Chief,  Airspace  and 
Air  Traffic  Rules  DivisUm. 

[FR  Doc.77-16474  Filed  6-10-T7;8:45  am) 


[  14  CFR  Part  71  ] 

[Airspace  Docket  No.  77-QL-9] 
MINERAL  POINT,  WIS.  TRANSITION  AREA 

Proposed  Designation 
AGENCY :  Federsd  Aviation  Administra- 
tion (FAA).  DOT. 

ACTION:  Notice  of  proposed  rule  mak- 
ing. 

SUMMARY :  This  notice  proposes  to  des- 
ignate a  transition  area  at  Mineral  Point, 
Wisconsin,  to  provide  controlled  airspace 
for  aircraft  executing  instrument  ap- 
proach procedures  to  the  Iowa  County 
Airport  which  are  based  on  a  Non-Direc- 
tional Radio  Beacon  (NDB)  navigational 
aid  being  installed  at  the  airport.  The 
intended  effect  of  this  action  is  to  insure 
segregation  of  the  aircraft  using  this  ap- 
proach procedure  in  instrument  weather 
conditions,  and  other  aircraft  operating 
under  visual  conditions.  The  circum- 
stance which  created  this  action  wa.=:  a 
request  from  the  Iowa  County  Airport 
to  provide  that  facility  with  instrument 
approach  capability. 

DATES:  Comments  must  be  received  on 

or  before  July  14.  1977 

ADDRESSES:  Send  comn;kent.s  on  the 
proposal  to  FAA  Office  of  Regional  Coun- 
sel. AGL-7,  Attention:  Rules  Docket 
Clerk.  Docket  No.  77-GI^8.  2300  East 
Devon  Avenue.  Des  Plaines.  Illinois  60018. 
A  public  docket  will  be  available  for 
examination  by  interested  persons  in  the 
Office  of  the  Regional  Counsel,  Federal 
Aviation  Admini.-tration  2300  East  Dev- 
on. Avenue.  Dcs  Plainc=:.  Illinois  60018. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Doyle  Hegland.  Airspace  and  Proced- 
ures Branch.  Air  Traffic  Division.  AGL- 
530.  FAA.  Great  Lakes  Region.  2300 
East  Devon  Avenue,  Des  Plaines,  Illi- 
nois 60018.  Telephone  '312'  694-4500. 
Extension  456. 


SUPPLEMENTARY        INF0R1»L\T10N ; 
The  intended  effect  of  this  action  is  to 

insure  segregation  of  the  aircraft  usmg 
this  approach  procedure  in  instrument 
weather  conditions,  and  otlier  aircraft 
operating  under  visual  conditioiis.  Tlie 
floor  of  the  controlled  airspace  m  this 
area  wiU  oe  lowered  from  1200'  above 
ground  to  700'  above  ground.  Hie  cir- 
cumstaiice  which  created  tins  acUon  was 
a  request  from  the  Iowa  County  Airport 
to  provide  that  facihty  with  instrument 
approach  capacity  The  development  of 
the  proposed  instrument  procedures 
nece-ssitates  the  FAA  to  lower  U^e  floor 
of  the  controlled  airspace  to  insure  that 
the  procedure  will  be  contained  within 
controlled  airspace.  The  miuiniuin  de- 
scent altitude  for  this  procedure  may  be 
established  below  Uie  floor  of  the  700  foot 
controlled  airspace.  In  addition,  aero- 
nautical maps  and  charts  will  reflect  the 
area  of  the  instrument  procedure  wliich 
will  enable  other  aircraft  to  circumnavi- 
gate the  area  in  order  to  comply  with 
applicable  visual  flight  i-ule  requirements. 

Comments  In\'Tted 

Interested  persons  may  pai-Ucipate  In 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments  as 
they  may  desire  Communications  should 
be  submitted  in  triplicate  to  Regional 
Counsel,  AGL-7.  Great  Lakes  Region. 
Rules  Docket  No.  7T-GL-8.  Federal  Avia- 
ticxi  Administi-ation.  2300  East  Devon 
Avenue,  Des  Plaine.';.  Illinois  60018.  All 
communications  received  on  or  before 
July  14,  1977,  will  be  considered  before 
action  is  taken  on  tlie  proposed  amend- 
ment. The  proposal  contained  in  this 
notice  may  be  changed  in  the  light  of 
comments  received.  All  comments  sub- 
mitted will  be  available,  both  before  and 
after  the  closing  date  for  comments.  In 
the  Rules  Docket  for  examination  by  in- 
terests! persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  thi.- 
notice  of  proposed  rulemaking  >  NPRM ' 
by  submitting  a  request  to  tlic  Federal 
Aviation  Administration,  Oif.cc  of  Public 
Affairs.  Attention.  Public  Information 
Center.  APA-430.  800  Independence  Ave- 
nue. SW,,  Washington.  D  C  20591,  or  by 
calling  (202)  426-8058.  Communications 
must  identify  the  notice  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future  NPRMs 
should  also  request  a  copy  of  Advisory 
CiiTUlar  No.  11-2  which  describes  the 
application  procedures. 

•  The  Proposal 

The  FA.A.  is  considering  an  amendment 
to  Subpart  C  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71' 
to  establish  a  700  foot  controlled  air- 
space transition  area  near  Mineral  Point. 
Wisconsin.  Subpart  C  of  Part  71  was  re- 
published in  the  Federal  Register  on 
January  3. 1977  <  42  FR  307  > . 

Draftino  Information 

The  principal  authors  of  this  docu- 
ment are  Doyle  W.  Hegland.  Airspace 
and  Procedures  Branch.  Air  TrafSc  Divi- 


sion, and  Joseph  T.  Brennan,  OfiBce  of  tlie 
Regional  CounseL 

The  Proposed  Amendment 

Accordmgli-,  the  FAA  proposes  to 
amend  §  71.181  of  Part  71  of  the  Federal 
Aviation  Regulations  as  follows: 

In  §  71.181  i42  FR  440).  the  following 
transition  area  is  added: 

Mineral  Point,  Wisconsin 

Tha:  airspace  extending  upward  from  700' 
above  the  sxirface  wnhin  a  5  statute  mile 
radius  of  the  Ion»ra  Ccmnty  Airport.  Mineral 
Point,  Wi.-consin  .latitude  43*53' 12"  N.,  lon- 
gitude 90  13  52  •  W)  and  within  3  statute 
miles  either  side  of  the  030"  bearing  from 
the  Mu-.er»l  iv-ii.:  RBN.  extending  from  the 
5-ni;.e  raciu.-  area  to  8  5  statute  miles  north- 
east of  the  ajrpor: 

This  amendment  is  proposed  under 
the  authority  of  section  307(a),  Federal 
Aviation  Act  of  1958  .49  U.S.C.  1348(a.) .' ; 
Sec.  6'  c '  Department  of  TransporUatioai 
Act  (49  U.S.C.  1655c'  i:  Sec.  11.81  of 
the  Federai  Aviation  Regulations  114 
CFR  11.61   . 

Nan.— The  Federal  Aviation  Adminkstra- 
tion  haa  determined  that  this  document  does 
not  contain  a  Biajor  proposal  requiring 
prepiaratlon  of  an  Economic  Impact  State- 
ment under  Kxeciitlve  Orctr  11821,  as 
amended  by  Executive  Order  11949.  and  OMB 
Circular  A~I07. 

Issued  In  Des  Plaines,  Illinois,  on 
May  18,  1977 

Leon  C.  Daucherty. 
Acting  Director. 
Great  Lakes  Region. 

(FRDoc.77-l«733  Piled  6-l&-77;8:45  am] 


[  14  CFR  Part  71  ] 

|Air«paoe  DtK-kf.  No  77-GI'-r<l 

CHICAGO  O'HARE  TERMINAL 
CONTROL  AREA 

Proposed  Alteration 

AGENCY;  Federal  Aviation  Administra- 
tion tP.^A^   DOT. 

ACTION:  Notice  of  proposed  rule  mak- 
ing. 

SUMMARY:  Tliis  notice  proposes  to  al- 
ter tlie  Chicago  OUare  Terminal  Control 
Area  iTCV'  Chicago,  Illinois,  to  insure 
that  all  high  performance  au-craft  ex- 
ecuting instrument  approach  procedures 
to  O'Hare  Airport  are  contained  within 
the  controlled  airspace,  to  raise  the  floor 
in  the  outer  portion  and  to  clarify  the 
boundaries  of  the  TCA.  The  proposed  ac- 
tion is  based  on  a  study  of  actual  oper- 
ations. The  intended  effect  of  this  action 
will  be  to  return  to  general  aviation  U5e 
a  significant  amount  of  presently  re- 
stricted navigable  airspace  and  to  make 
slight  adjustments  in  the  present  TCA 
configuration  to  insure  that  all  high  per- 
formance aircraft  are  fully  contained 
within  the  TCA  limits. 
DATES :  Comments  must  be  received  on 
or  before  July  14.  1977. 

ADDRESSES:  Send  comment.-  on  the 
proposal  to  FAA  Office  of  Regional  Coun- 
sel,   AG1^7     Attention      Rule.*;    Docket 
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Clerk.  Docket  No.  77-GL-9,  2300  East 
Devon  Avenue,  Des  Plalnes.  Illinois  60018. 
A  public  docket  will  be  available  for 
examination  by  interested  persons  in  the 
OfRce  of  the  Regional  Counsel.  Federal 
Aviation  Administration,  2300  East 
Devon  Avenue,  Des  Plaines,  Illinois 
60018. 

FOR  FURTHER  INrORMATION  CON- 
TACT: 

Doyle  Hegland,  Airspace  and  Proce- 
dures Branch.  Air  Traffic  Division. 
AGL-530.  FAA.  Great  Lakes  Region. 
2300  East  Devon  Avenue.  Des  Plaines, 
Illinois  60018.  Telephone  (312i  694- 
4500,  Extension  456. 

SUPPLEMENTARY  INFORMATION; 
The  intended  effect  of  this  action  will 
be  to  return  to  general  aviation  use 
a  significant  amount  of  presently 
restricted  navigable  airspace  and  to 
make  slight  adjustments  in  the  present 
TCA  configuration  to  insure  that  all  high 
performance  aircraft  are  fully  contained 
within  the  TCA  limits.  The  circumstance 
which  created  the  need  for  this  action 
was  a  recent  study  by  the  FAA  of  actual 
aircraft  operations  into  and  out  of 
O'Hare  International  Airport,  which 
revealed  that  aircraft  utilizing  current 
procedures  and  conducting  Rwy  22R, 
27L  or  9R  approaches  are  descending 
in  such  proximity  to  the  floor  of  the  TCA 
previously  described  in  1973,  that  an  ac- 
ceptable level  of  separation  (required 
clearance  between  large  aircraft  oper- 
ating at  O'Hare  and  the  smaller  gen- 
eral aviation  aircraft  cicumnavigating 
the  area  i  does  not  exist.  The  FAA 
study  also  revealed  that  the  outer  area 
of  the  TCA  with  an  existing  floor  of 
3000'  is  not  being  used  by  the  larger 
aircraft  below  3600'  and,  therefore. 
.<;hould  be  returned  to  general  aviation 
use.  In  addition,  public  comment  of 
pilots  indicated  tliat  the  present  TCA 
bouiidary,  as  charted,  was  very  difficult 
to  read  and  understand  and  should  be 
standardized  and  or  simplified  where 
possible.  In  this  regard,  we  have  re- 
moved as  many  corners  and  nonflyable 
or  nonidentfiable  areas  on  the  charts  as 
possible. 

Additional  technical  data  follows :  The 
Chicago  O'Hare  TCA  was  originally  es- 
tablished in  1970  and  since  its  inception. 
one  new  runway  has  been  constructed 
and  several  additional  IFR  procedures 
have  been  developed  to  the  previously 
existing  runways. 

The  last  modification  to  the  TCA  was 
made  on  November  11,  1973.  At  that  time 
the  TCA  was  expanded  to  include  ad- 
ditional airspace;  however,  no  change 
was  made  to  the  'surface"  area  >  .^rea  A) 
or  Area  B,  the  1900'  MSL  .shelf. 

A  recent  study  of  the  OHare  TCA  air- 
space and  the  procedures  that  are  as- 
sociated with  it  indicates  that  another 
modification  is  now  necessary. <A11  instru- 
ment arrival  and  departure  procedures 
used  by  large  turbine  powered  aircraft 
are  not  fully  contained  witJiln  the  exi.sl- 
mg  TCA.  The  study  also  indicated  that 
a  significant  amount  of  airspace  could 
be  returned  for  general  aviation  use. 


Therefore,  the  FAA  proposes  to  modify 
the  O'Hare  TCA  to  accomplish  ttte  fol- 
lowing ; 

(1)  Insure  that  large  turbine  powered 
aircraft  are  fully  contained  within  the 
TCA  throughout  the  arrival  and  de- 
parture process  at  O'Hare  Airport. 

<2)  Return  airspace  for  general  avia- 
tion use. 

It  was  determined  from  the  recent 
study  of  the  TCA  and  associated  pro- 
cedures that  aircraft  conducting  in- 
strument approaches  to  Rwy  9R  exit 
Area  B  after  passing  the  Medina  NDB 
by  55':  to  Rwy  22R  after  passing  the 
Ridge  Marker  by  128',  and  to  Rwy  27L 
after  pas.sing  the  'Wilson  Marker  by  148', 
prior  to  entering  Area  A. 

Consideration  was  given  to  increasing 
the  glide  path  angle  or  relocating  the 
glide  path  antenna  as  alternatives  to 
modifying  the  TCA;  however,  neither 
alternative  is  feasible.  An  increase  of  the 
glide  path  angle  or  relocation  of  the  an- 
tenna could  result  in  placing  the  aircraft 
at  an  altitude  over  the  end  of  the  runway 
I  Threshold  crossing  height)  that  exceeds 
the  limits  for  conducting  a  safe  landing 
for  many  types  of  aircraft. 

Some  turbo-prop  and  turbo-jet  air- 
craft have  difficulty  containing  their 
climb  within  the  TCA  to  the  south  and 
west  under  certain  weight  and  weather 
conditions.  This  is  caused  by  the  close 
proximity  of  Area  A  to  the  departure 
ends  of  Runways  22L  and  27L.  The  pro- 
posed revision  of  Area  A  will  not  only  in- 
sure that  the  arrival  procedures  are  con- 
tained within  the  TCA.  but  also  provide 
additional  air.space  to  insure  that  de- 
parting aircraft  will  remain  within  the 
TCA  to  the  south  and  west  during  the 
initial  phase  of  departure. 

Since  the  last  modification  of  the  TCA. 
procedures  for  aircraft  operating  to  and 
from  the  primary  airport  (O'Hare)  have 
been  revised.  These  revisions  will  now 
permit  some  airspace  to  be  returned  for 
general  aviation  use. 

The  FAA  proposes  to  raise  the  floor 
of  the  TCA  outside  of  the  15  DME  radius 
of  the  O'Hare  VORTAC  to  the  outer  edge 
of  the  TCA  from  3000'  MSL  to  3600' 
MSL.  This  modification  will  provide 
additional  altitudes  to  help  relieve  the 
compression  of  traffic  operating  beneath 
the  TCA. 

To  simplify  the  TCA  structure  for 
easier,  quicker  comprehension,  the  FAA 
proposes  to  lower  the  floor  of  the  4000' 
to  7000'  MSL  areas  to  the  north  and 
southwest  to  3600'  MSL.  This  modiflca- 
tion  will  provide  additional  airspace  for 
slow-climbing  long-haul  turbo-prop  and 
turbo-jet  aircraft  and  help  prevent  con- 
fusion that  results  fi'om  irregular  bound- 
aries and  varying  altitudes. 

Comments  Invited 

Interested  persons  may  participate  in 
the  proposed  rulemaking  by  submitting 
such  written  data,  views  or  arguments 
as  they  may  desire.  Communications 
.'should  be  submitted  in  triplicate  to  Re- 
gional Counsel.  AGLr-7,  Great  Lakes  Re- 
gion, Rules  Docket  No.  77-GL-9,  Federal 
Aviation     Administration,     2300     East 


Devon  Avenue,  Des  Plaines.  Illinois 
60018.  All  communications  received  on  or 
before  July  14.  1977,  will  be  considered 
before  action  is  taken  on  the  proposed 
amendment.  The  proposal  contained  in 
this  notice  may  be  changed  in  the  light 
of  comments  received.  All  comments  sub- 
mitted will  be  available,  both  before  and 
aft^r  the  closing  date  for  comments,  in 
the  Rules  Docket  for  examination  by  in- 
terested persons. 

Availability  of  NPRM 

Any  person  may  obtain  a  copy  of  this 
notice  of  proposed  rulemaking  (NPRM) 
by  submitting  a  request  to  the  Federal 
Aviation  Administration.  Office  of  Public 
Affairs,  Attention:  Public  Information 
Center,  APA-430,  800  Independence  Ave- 
nue, SW.,  'Washington,  D.C.  20591,  or  by 
calling  202-426-8058.  Communications 
must  identify  the  notice  number  of  this 
NPRM.  Persons  interested  in  being 
placed  on  a  mailing  list  for  future 
NPRMs  should  also  request  a  copy  of 
Advisory  Circular  No.  11-2  which  de- 
scribes the  application  procedures. 

The  Proposal 

The  FAA  is  considering  an  amendment 
to  Subpart  K  of  Part  71  of  the  Federal 
Aviation  Regulations  (14  CFR  Part  71) 
to  redesignate  the  Chicago  O'Hare  Ter- 
minal Control  Area  at  Chicago.  Illinois. 
Subpart  K  of  Part  71  was  republished  in 
the  Federal  Register  on  January  3,  1977 
(42  FR  642). 

Drafting  Information 

The  principal  authors  of  this  docu- 
ment are  Doyle  W.  Hegland.  Airspace 
and  Procedures  Branch.  Air  Traffic  Divi- 
sion, and  Joseph  K.  McLaughlin.  Office 
of  the  Regional  Counsel. 

The  Proposed  A.mendment 

Accordingly,  the  FAA  proposes  to 
amend  §  71.401tb)  of  Part  71  of  the  Fed- 
eral Aviation  Regulations  as  follows;  In 
§  71.401  (42  FR  642).  the  following  Ter- 
minal Control  Area  is  amended  to  read; 

Chicago.  Illinois,  Terminal  Control   Area 

a.  Primary  Airport:  (1)  Chicago  O'Hare  In- 
ternational Airport  (latitude  41  58'57"  N. 
longitude  87  54'25"  W). 

(2)  Chicago  O'Hare  VORTAC  (latitude 
41"59'16"  N,  longitude  87'5419"  W) . 

b.  Boundaries:  (1)  Area  A.  That  airspace 
extending  upward  from  the  surface  to  and 
including  7000'  MSL  within  5  DME  (navitical 
mile)  radius  of  Chicago  O  Hare  (ORD)  VOR- 
TAC from  the  347"  radial  clockwise  to  the 
052°  radial  then  within  the  6.5  DME  (nauti- 
cal mile)  radius  of  Chicago  O'Hare  (ORD) 
VORTAC  from  the  052°  radio  clockwise  to 
the  242°  radial  thence  via  a  direct  line  to 
Intercept  the  6.5  DME  (nautical  mile)  on  the 
295°  radial,  then  clockwise  via  the  6.5  DME 
(nautical  mile)  radius  to  the  347°  radial, 
thence  via  the  347°  radial  to  the  point  of 
origin. 

Area  B.  That  airspace  extending  upward 
from  1900'  MSL  to  and  Including  7000'  MSL 
within  10.5  DME  (nautical  mile)  radius  of 
Chicago  O'Hare  (ORD)  VORTAC.  exci\idlng 
Area  A  previously  described  and  that  area 
bounded  on  the  southeast  by  a  line  2  nauti- 
cal miles  northwest  and  parallel  to  the  ex- 
tended centerllne  of  Runway  22R.  on  the 
south  by  the  Chicago  O'Hare  (ORD)  VORTAC 
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5  DME  uiautical  mile)  radius,  aad  southwest 
by  the  southwest  boundary  of  Glenview,  Il- 
linois control  zone,  on  the  north  by  8  10.5 
DME  (nautical  mile)  radius  of  the  Chicago 
O'Hare  i  ORD  i  VORTAC,  and  excluding  Area 
E  described  hereinafter. 

Area  C  That  airspace  extending  upward 
from  3000'  MSL  to  and  including  7000'  MSL 
within  15  DME  I  nautical  mile)  radius  of  Chi- 
cago OHare  i  ORD  i  VORTAC.  excluding 
Areas  A  and  B.  previously  described.  Area  E. 
described  hereinafter. 

.•\rea  D.  That  airbpace  extended  upward 
from  3600'  MSL  to  -ind  including  7000'  MSL 
within  25  DME  i  nautical  mUei  radius  of 
Chicago  OHare  (  ORD  i  VORTAC,  excluding 
Area-s  A,  B,  and  C.  previously  described.  Area 
E  de.scrlbed  hereinafter,  and  excluding  the 
area  between  the  20  and  25  DME  i  nautical 
mile)  radii  of  Chicago  O'Hare  lORDi 
VORTAC  from  a  line  7  nautical  miles  south- 
west of  and  parallel  to  the  extended  center- 
line  of  Rwy  32L,  clockwise  to  a  line  7  nautical 
miles  southeast  of  and  parallel  to  the  ex- 
tended centerllne  of  Rwy  4R.  and  excluding 
the  area  between  the  20  and  25  DME  (nauti- 
cal mile)  radii  of  Chicago  OHare  lORDi 
VORTAC  from  a  line  7  nautical  miles  north- 
west of  and  parallel  to  the  extended  center- 
line  of  Rwy  4L  clockwise  to  a  line  extending 
from  a  point  on  the  20  DME  i  nautical  mile) 
radius  of  Chicago  O'Hare  (ORD)  VORTAC  7 
nautical  miles  southwett  o'.  the  extended 
centerllne  of  Rwy  14R  and  a  point  on  the 
26  DME  !  nautical  mile)  radius  of  Chicago 
OHare  (ORD)  VORTAC  o  nautical  miles 
soulhwebi  oi  the  extended  centorlme  of 
Rwv  14R. 

.A-rea  E.  Tliat  airspace  northeast  of  Chicago 
extendlnsz  upward  frfom  2500'  MSL  to  and 
including  7000'  MSL  bounded  on  the  north- 
east bv  the  10  5  DME  (nautical  mile)  radius 
of  Chicago  O'Hare  VORTAC,  on  the  south 
by  the  extended  centerline  of  Rwy  9  27  at 
NAS  Glenview  and  on  the  northwest  by  a 
Hue  2  nautical  miles  northwest  of  and  paral- 
lel to  the  extended  centerline  of  Rwy  22R 
at  Chicago  O'Hare  International  Airport. 

This  amendment  is  proposed  under 
the  authority  of  section  307' a  i  Federal 
Aviation  Act  of  1958  (49  U.S.C.  1348 
ia»  '  Sec.  6<c',  Department  of  Trans- 
portation .Act  149  US.C.  1655VC'  »  ;  Sec. 
11.81  of  the  Federal  Aviation  Regula- 
tions 1 14  CFR  11.61'. 

Note:  The  Federal  Aviation  Admlnl.stra- 
tion  has  determined  that  this  document  does 
not  contain  a  major  proposal  requiring 
preparation  of  an  Economic  Impact  State- 
ment under  Executive  Order  11821,  as 
amended  by  ExecuMve  Order  11949,  and  OMB 
Circular  A- 107 

Issued  In  Des  Plaines.  Illinois,  on 
Mav  23.  1977. 

JohnM.  Cvrocki, 
Director,  Great  Lakes  Region. 
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SECURITIES  AND   EXCHANGE 
COMMISSION 

[  17  CFR  Part  270  ] 

[Release  No.  IC-9799.  File  No.  37-7011 

CERTAIN  PERSONS  NOT  DEEMED 
INTERESTED  PERSONS 

AGENCY;  Securities  and  Exchange 
Commission. 

ACTION:  Proposed  rule. 

SUMMARY:  The  Securities  and  Ex- 
change Commission  has  under  consider- 
ation  a   proposal   to    adopt   a    rule    to 

exempt     certain    persons     from     being 


deemed  interested  persons  under  the  In- 
vestment Company  Act  of  1940.  This  ex- 
emption would  apply  under  specified 
circun-Lstances  to  a  broker  or  dealer,  or 
any  afl&liated  person  of  such  broker  or 
dealer,  who  would  otherwise  be  deemed 
an  interested  person  of  an  investment 
company,  or  of  an  investment  company's 
investment  adviser  or  principal  under- 
writer. It  would  obviate  the  need  for 
exemptive  applications  under  circum- 
stances in  which  the  Commission  has 
granted  a  number  of  orders. 
DATES:  Comments  must  be  received  by 
J-aly  18,  1977, 

.\DDRF.3S;  Send  con-uments  to  the  Sec- 
retary'. Securities  and  Exchange  Com- 
miiiioi:u  500  Nortli  Capitol  Street.  NW.. 
Washington,  DC.  20549. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Mark  B.  Goldfus.  Attorney.  Division  of 
Investment  Management.  Securities 
and  Exchange  Commission.  Washing- 
ton. D.C.  2C549,  202-755-0225. 
SUPPLEMENTARY  INFORMATION  A 
broker  or  a  dealer  who  is  registered  un- 
der the  Securities  Exchange  Act  of  1934 
( 15  U.S.C.  78a  et  seq.)  ("Exchange  Act'  < 
or  any  affiliated  person  of  such  broker  or 
dealer,  as  described  by  subparagraphs 
(AWvl  and  (Biiv)  of  section  2(a>(19' 
of  the  Investment  Company  Act  of  1940 
(15  U.S.C.  80a-2'ai  (19'  etseq.>  '"Act"'. 
is  deemed  an  interested  person  of  an  in- 
vestment company  and  of  any  invest- 
ment adviser  of  or  principal  underwriter 
for  any  investment  company.  The  term 
"interested  person"  was  added  to  the  Act 
by    the    Investment    Company    Amend - 


Section  2(a)  (19)  of  the  Act  in  part  states 
that  the  t*rm  interested  person  of  another 
person  means— (A)  when  used  with  respect 
to  an  investment  company — 

,  •  •  •  • 

(Hi)  »ny  Intexested  person  of  any  invest- 
ment adviser  of  or  prUiclpal  underwriter  for 
such  company 

•  •  •  •  * 

(■V)  fcny  broker  or  dealer  registe.'-ed  under 
the  Securitlee  Exchange  Act  of  1934  or  any 
affiliated  person  of  such   a  broker  or  dealer 

•  •  *  *  * 

(B)  when  used  with  renpect  to  an  Invest- 
ment adviser  of  or  principal  underwTiter  for 
any  inveetment  company — 

.  •  •  •  • 

(v)   any  broker  or  dealer  registered  under 
the  Securitiee  Exchange  Act  of  1934  or  any 
affiliated  person  of  such  a  broker  or  dealer 
•  •  •  • 

A  registered  broker  or  registered  dealer  or 
aflihated  person  thereof  1.";  an  Interested  per- 
son of  an  investment  adviser  of  or  principal 
underwriter  for  any  investmenl  company 
under  subparagraph  (B)(v).  Such  person  is 
an  interefeied  person  of  an  investment  com- 
pany under  subparagraph  (A)  <v)  and.  by 
virtue  of  his  status  as  an  interested  per«on 
of  an  investment  adviser  of  or  principal  un- 
derwriter for  an  investment  company  under 
subparagraph  (A)  (Hi). 


ments  Act  of  1970.'  Congress  recognized 
the  broad  scope  of  that  concept,  and  it 
delegated  to  the  Commission  the  admin- 
istration of  section  2(ai(19'.  As  stated 
in  the  House  Report  that  accompanied 
that  legislation: 

-The  committee  belle\-es  that  the  Commis- 
sion ha6  adequate  exemprtive  authority  undei 
•;e«t.ion  6(ci  of  the  Act  to  administer  these 
amendments  In  a  flexible  naanner  For  ex- 
ample, all  broker-dealers  and  le^l  counsel 
for  an  Investment  company  would  be  defined 
as  interested  persons,  but  the  Commission 
could  exempt  ajiy  such  person  upon  an  ap- 
propriate showing  that  he.  in  fact,  is  In  a 
pv)6i'„lon  to  act  independently  on  behalf  o! 
the  investment  company  and  its  sharehold- 
ers in  desUtne  with  the  company's  investment 
adviser  or  principal  underwriter  ' 

.Accordingly,  pui-suant  to  section  C'c 
oi  the  Act.  the  Commission  has  gi-anted 
numerou5     orders     exempting     persons 
from  the  status  of  mterested  person  upon 
its  determining  that  the  statutory  stand- 
ards for  such  exempti(Mi  has  been  satis- 
fied.' To  a  large  degree,  these  orders  have 
concerned  a  person  who  would  otherwise 
be  deemed  an  interested  person  of  an  in- 
vestment companj'.  or  of  an  investment 
c;:>inpany's  mvestment  adviser  or  princi- 
;>al   underwriter,   solely  because  he  is  a 
broker  or  dealer  registered  under  tlie  Ex- 
change  Act.   or   an   affiliated   person   of 
such  a  broker  or  dealer,  which  does  not 
directly  or  indirectly  act  as  a  broker  or 
dealer  except  in   distributing  shares  of 
one  or  more  registered  investment  com- 
panies otlier  than  sucJi  investment  com- 
pany.'  Moreover,   the   investment  com- 
pany ha.'?  agreed  not  to  engage  in  any 
securities  transact  ions  with  or  through 
such  broker  or  dealer  while  tiiat  person 
is    its    direct.or'    Under    these    circum- 
stances, the  Commission  has  determined 
that  such  person's  capacity  as  a  regis- 
tered broker  or  dealer  or  affiliated  person 
thereof  wcxild  not  maienally  affect  his 
indeix-ndence  m  dealing  with  the  invest- 
ment   company'.^    adviser    or    principal 
underwriter 

In  admini.«itering  the  Act,  the  Com- 
mission has  not  found  that  the  granting 
of  these  exemptive   orders  under  such 


iPub.  L.  91-547,  Sec.  2(a)  (3).  84  SUi.  I4li 
(1970) 
■HTt    Rep    No.   1382,  91st  Cong.,  2d  Sess. 

15    (1970). 

•Section  e(Cl  of  the  Act  (15  U.SC  80b- 
6.C)  )  stiates  The  Conimieslon,  by  rules  and 
regulations  upon  its  own  motion,  or  by  order 
upon  application,  may  conditionally  or  un- 
condltJonally  exempt  any  person,  security, 
or  transaction,  or  any  class  or  classes  of  per- 
sons, securities;,  or  tnuisactlons.  from  any 
provision  or  provisions  of  (the  Act)  or  of  any 
rule  or  regulation  there^under.  If  and  to  the 
extent  that  such  exemption  Is  necessary  or 
appropriate  in  the  public  interest  and  con- 
sistent with  the  protection  of  Investors  and 
the  purposes  fairly  m tended  by  the  policy 
and  provisions  of  (the  Act) . 

'  Typically  such  person  is  an  affiliated  per- 
s  >n  of  an  msurance  company  or  member  of 
a  mutual  fund  complex  that  is  registered  as 
a  broker-dealer  or  which  ha.*;  a  subsidiary  so 
recistered  to  distribute  Its  variable  annuity 
contract*  variable  life  insurance  contracts 
or  mutual  fund  stiares. 

'  E  t:  .  Trlnwall  Cash  Reserve.  Inc.  Rel. 
I  C  A  9393  (August  11.  1976)  and  Group  Se- 
curities. Inc  .  Bel.  I.C-A.  7765  (AprU  11.  1973), 
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circumftances  has  impaired  the  protec- 
tions aflforded  by  those  provisions  of  the 
Act  incorporating  the  concept  of  inter- 
ested person/  Although  the  CommLssion 
has  granted  orders  to  exempt  persons 
from  the  status  of  interested  person  in 
instances  other  than  those  to  which  pro- 
posed Rule  2a-5  is  directed,  the  Rule 
would  be  a  feasible  method  for  obviating 
the  need  for  a  significant  number  of 
applications.  Requests  for  exemptive  or- 
ders when  a  person  could  not  rely  on 
(proposed  Rule  2a-5  would  be  considered 
on  an  appllcation-by-application  basis. 

Accordingly,  the  Commission  presently 
proposes  to  adopt  Rule  2a-5  under  the 
Act  to  exempt  from  the  status  of  inter- 
ested person  of  an  investment  company, 
and  of  any  investment  adviser  of  or  any 
principal  underwriter  for  such  invest- 
ment company,  cert:' in  person.';  and  affil- 
iated persons  of  such  persons,  who  act 
as  a  broker  or  a  dealer  solely  in  dis- 
tributing shares  of  one  or  more  regis- 
tered investment  companies  other  than 
such  investment  company  when  no  such 
shares  are  distributed  to  such  invest- 
ment company.  Thus,  the  Rule  would 
not  apply  to  any  interested  person  of 
an  investment  company,  its  investment 
adviser  or  its  principal  underwriter,  if 
the  investment  company  purchases 
shares  being  distributed  by  that  person's 
affiliated  broker-dealer. 

The  Commi.>sion  propo.^es  to  amend 
Part  270.  Chapter  II  of  Title  17  of  the 
Code  of  Federal  Regubtions,  pursuant  to 
section  6'c>  of  the  Act."  as  follows: 

§  270.2a— .>      f!«Tlaiii  p«T<«>n«  nol  »l»'«'i"<<l 
inlere»lr(l  perwon.K. 

A  person  shall  not  be  deemed  an  inter- 
ested person  of  another  person,  as  de- 
fined by  .section  2<a)tl9).  with  resi>ect 
to  an  investment  company,  or  any  in- 
vestment adviser  of  or  any  principal 
underwriter  for  such  investment  com- 
pany, solely  because  such  person  is  a 
broker  or  dealer,  as  described  in  subpar- 
agraphs iA''v»  and  iBiivi  of  section 
2'aHl9i,  or  an  affiliated  person  of  such 
a  broker  or  dealer:  Provided.  That  <a» 
such  broker  or  dealer  does  not  directly 
or  indirectly  act  as  a  broker  or  dealer 
except  in  distributing  shares  of  one  or 


■  Reference  Is  made  to  the  status  of  inter- 
ested person  of  [mother  person  in  the  fol- 
lowing sections  of  the  Act:  section  10(a). 
regarding  the  composition  of  an  Investment 
company's  board  of  directors;  section  10(b), 
tn  part  prohibiting  the  use  of  certain  prln- 
ciT<al  underwriters  except  under  specific  clr- 
cuinstance.s;  section  10(d).  regarding  the 
composition  of  an  inve-Hment  company's 
board  of  directors  under  sneclflc  circum- 
stances: section  15(c),  regarding  approval  of 
investment  pdvlsory  contracts  or  agreements: 
section  15'f».  regarding  conditions  for  re- 
relot  of  benefit  by  certain  persons  In  assign- 
in  ;  a-i  investment  advisory  contract  or  in 
c'-anglng  control  or  identity  of  a  corporate 
trustee;  section  16(b).  regarding  changes  In 
the  boards  of  directors  in  connection  with 
compliance  with  section  15(f)(1)(A):  and 
section  32.  regarding  selection  of  an  .iccount- 
ant.  lis  use.  80a-10(a).  80a  lOib).  80a- 
10(d).  80a-15(c).  80a-15(f),  80a-16(b).  80a- 
15lf)  (1)  (A).  80a-31). 

'  Supra,  n.  4. 


more  registered  investment  companies 
other  than  such  investment  company; 
and  ( b  I  no  such  shares  are  distributed  to 
such  investment  company. 

All  persons  who  are  interested  in  this 
matter  are  invited  to  submit  their  views 
and  comments  on  the  proposed  rule  in 
triplicate  to  George  A.  Fitzsimmons,  Sec- 
retary, Securities  and  Exchange  Com- 
mission, Wa,shington,  D.C.  20549,  on  or 
before  July  18,  1977,  All  such  communi- 
cations should  refer  to  File  No.  S7-701 
and  will  be  available  for  public  insjiec- 
tion. 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 
June  3,  1977. 
I  PR  Doc.77-16627  Piled  6-10-77:8:45  am| 

DEPARTMFNT   OF   THE   INTERIOR 

Pureau  of  Indian  Affairs 

[  25CFR  Part  260] 

INDIAN    RESERVATIONS 

Use  of  Water;  Extension  of  Comment 
Period 

AGENCY;  B.ireau  of  Indian  Affairs,  In- 
terior. 

ACTION:  Extension  of  Comment  Period. 

SUMMARY ;  The  deadline  for  comments 
on  the  proposed  regulations  to  the  De- 
partment's trust  responsibility  to  provide 
a  method  to  preserve  and  protect  in  per- 
petuity all  rights  to  the  use  of  water  re- 
served for  the  benefit  of  Indians  is  hereby 
extended  to  July  15,  1977.  The  proposed 
regulations  were  published  at  42  FR 
14885  on  March  17,  1977,  and  the  com- 
ment period  was  previously  extended  to 
June  2,  1977.  nt  42  FR  20480  on  April  20, 
1977. 

DATES :  Comments  must  be  received  by 

July  15,  1977. 

ADDRESSES :  Written  comments  should 
be  directed  to:  Mr.  David  C.  Harrison, 
Office  of  Rights  Protection,  Telephone: 

202   343-8018, 

SUPPLEMENTARY  INFORMATION: 
The  authority  for  the  Commissioner  to 
issue  these  regulations  is  contained  in 
sec.  7  of  the  Act  of  February  8,  1887  (24 
Stat.  390.  25  U.S.C.  12),  and  sees.  463 
and  465  of  the  Revised  Statutes  <25 
U.S.C.  2.  9'  and  230  DM  1,  2. 

Raymond  V.  Butler. 
Acting  Deputy  Commissioner 
of  Indian  Affairs. 

|fR  Dii.      7    Ififi.'M  Filer!  (i- 10-77:8 :45  am  | 

DEPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 
[33CFRPart  117] 

I  COD   77-096) 

HACKENSACK   RIVER,    N.J. 
Drawbridge  Operation  Regulations 
AGENCY:  Coast  Guard,  DOT. 
.ACTION    Proposed  rule. 


SUMMARY:  At  the  request  of  Bergen 
County,  New  Jersey,  the  Coast  Guard  is 
considering  revising  tiie  operation  regu- 
lations for  the  Midtown  Bridge  across 
the  Hackensack  River,  mile  16.5,  to  al- 
low the  draw  to  be  maintained  in  a  per- 
manently closed  position.  The  bridge  lias 
not  been  opened  for  the  passage  of  ves- 
sels since  1973.  The  proposal  will  re- 
lieve the  County  of  any  obhgation  of 
maintaining  a  drawtender  for  tlie 
bridge. 

DATE:  Comments  must  be  received  be- 
fore July  15, 1977. 

ADDRESS:  Comments  should  be  sub- 
mitted to  and  are  available  for  exami- 
nation at  the  ofBce  of  Commander 
(oan).  Third  Coast  Guard  Di.«trict.  Gov- 
ernors Island.  New  York  New  York 
10004. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank   L.   Teuton.    Jr..    Chief.    Draw- 
bridge Regulations  Branch  '  G-WBR 
73),  Room  7300,  Nassif  Building.  400 
Seventh     Street.     SW..     Washington. 
D.C.  20590,  202-426-0942. 

SUPPLEMENTARY  INFORMATION : 
Interested  persons  are  invited  to  partici- 
pate in  this  proposed  rulemaking  by  sub- 
mitting written  views,  comments,  data 
or  arguments.  Each  person  submitting 
comments  should  include  his  name  and 
address,  identify  the  bridge,  and  give 
reasons  for  concurrence  with  or  any  rec- 
ommended change  in  the  proposal. 

The  Commander,  lliird  Coast  Guard 
District,  will  forward  any  comments  re- 
ceived with  his  recommendations  to  the 
Chief,  Office  of  Marine  Environment 
and  Systems,  U.S.  Coast  Guard  Head- 
quarters, Washington.  D.C,  who  will 
evaluate  all  communications  received 
and  recommend  a  course  of  final  action 
to  the  Commandant  on  this  proposal. 
The  proposed  regulations  may  be 
changed  in  the  light  of  comments 
received. 

Drafting  Information 

The  principal  persons  involved  in 
drafting  this  proposal  are:  FYank  L 
Teuton,  J.,  Project  Managsr,  Office  of 
Marine  Environment  and  Systems,  and 
Lieutenant  Edward  J.  Gill.  Jr..  Project 
Attorney,  Office  of  the  Chief  Counsel. 

Discussion  of  the  Proposed 
Regulations 

This  change  is  being  considered  for 
two  reasons.  First  the  draw  has  not  been 
opened  for  the  passage  of  vessels  since 
1973,  This  indicates  limited  use  of^  this 
waterway  above  the  bridge.  Tlie  .second 
reason  is  the  Bergen  County  has  applied 
for  a  permit  to  con.^truct  a  tidal  barrier 
approximately  500  feet  downstream 
from  this  bridge.  This  will  effectively 
prevent  navigation  through  this  barrier. 
Proposed  boat  ramps  above  and  below 
the  barrier  will  provide  for  the  needs  of 
boaters. 

Accordingly,  it  is  proposed  that  Part 
117  of  Title  33  of  the  Code  of  Federal 
Regulations   be   amended   by   adding   a 
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new  I  117.225tf)  <l-c)  immediately  af- 
ter 5  117.225<f » (1-b)  to  read  as  follows: 

§  117.225      Na\i{iahlf   v>al<r>-   in   llir  Stale 
of    N<>*    J<r-<>  :    bridge-    wliere    con- 
•itaiil    alKndaiKT    of    drav    lender*    is 
no!   rejjulred. 
»  •  «  •  * 

(f>     •     •     • 

(l-ci  Hackensack  River.  NJ.  Mid- 
town  Bridge,  mile  16  5  The  draws  need 
not  open  for  the  passage  of  vessels,  and 
paragraphs  ibi  through  (O  of  this  sec- 
tion shall  not  apply  to  this  bridge. 

»  •  •  •  • 

(Sec  5.  28  Stat.  362.  a^  amended,  sec.  6ig)  (2), 
80  Stat,  937;  (33  US  C.  499.  49  USC  1655 
(g)  (2)  );  49  CPR  1.46(c)  (5).) 

Note;  The  Coast  Guard  has  determined 
that  thLs  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  tinder  Executive  Or- 
der 1 1821  and  OMB  Circular  A-107 

Dated:  June  6, 1977. 

E,  L.  Perry. 
Vice  Admiral.  VS.  Coast  Guard. 

Acting  Commandant. 

IFRDoc.77-16708Plled6-l0  77  8  45  ami 


[33CFRPart  117] 

ICGD  77-079) 

BAYOU   TERREBONNE,    LA. 

Drawbridge  Operation  Regulations 

AGENCY';   Coast  Guard.  DOT 

ACTION:  Proposed  rule, 

SLT^MARY:  The  Louisiana  Department 
of  Transportation  has  requested  that  the 
drawbridge  across  Bayou  Terrebonne, 
mile  31.3.  be  allowed  to  be  maintained  in 
a  fixed  position  The  bridge  has  not  been 
opened  in  the  past  ten  years.  The  pro- 
posed change  will  relieve  the  State  of  tlie 
obligation  of  maintaining  a  drawtender 
and  permit  the  bridge  to  remain  closed 
to  vessels  at  all  times 

DATE:   Comments  must  be  received  on 

or  before  July  15,  1977, 

ADDRESS:  Comments  should  be  sub- 
mitted to  and  are  available  for  examina- 
tion at  the  office  of  the  Commander 
(obn.  Eight  Coast  Guard  District.  Hale 
Boggs  Federal  Building,  500  Camp 
Street.  New  Orleans.  Louisiana  70130, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  L  Teuton,  Jr,.  Chief,  Draw- 
bridge Regulations  Branch  (G-WBR/ 
73'.  Room  7300.  Nassif  Building,  400 
Seventh  Street,  SW,.  Washington,  D.C. 
20590,    202-426-0942 

SUPPLEMENTARY  INTORM.ATION : 
Each  person  submitting  comments 
should  include  his  name  and  addiess, 
identify  the  bridge,  and  give  reasons  for 
any  recommended  change  in  the 
proposal. 

The  Commander  Eight  Coa'-t  Guard 
District,  will  forward  any  comments  re- 
ceived with  his  recommendations  to  the 
Chief,  Office  of  Marine  Environment  and 
Systems.  US  Coast  Guard  Headquaters 


Washington,  DC  ,  who  will  evaluate  all 
communications  received  and  recom- 
mend final  rxtion  on  this  proposal  to  the 
Commandant,  U.S.  Coast  Guard.  The 
proposed  regulations  may  be  changed  tn 
light  of  comments  received. 

Drafting  Information 

The  principal  persons  involved  in 
drafting  this  proposal  are:  Frank  L. 
Teuton.  Jr  .  Project  Manager.  Office  of 
Marine  Environment  and  Systems,  and 
Lieutenant  Edward  J.  Gill.  Jr..  Project 
Attorney,  Office  of  the  Chief  Counsel. 

Discussion  of  the  Proposed 
Regulations 

This  proposal  is  being  considered  be- 
cause the  draw  has  not  been  opened  for 
the  passage  of  vessels  for  more  than  10 
vears  and  because  this  reach  of  Bayou 
Terrebonne  has  silted  to  where  the  nor- 
mal depth  is  2  to  3  feel.  Vessels  travelling 
downstream  on  Bayou  Terrebonne  by- 
pass this  bridge  by  using  adjacent  Bayou 
Petit  Caillou:  upstream  bound  vessels 
turn  off  at  the  Company  Canal  near 
Bourg  and  then  continue  into  the  Gulf 
Intracoastal  Waterway, 

In  consideration  of  the  foregoing,  it  is 
propo.sed  that  Part  117  of  Title  33  of  the 
Code  of  Federal  Regulations,  be  amended 
by  revising  §117.2450^  <2»  to  read  as 
follows : 

§117,24.7  Na\it:able  Water-  diM-liarjjing 
iiilo  tlie  Afl.inlii  ()<<an  south  of  antl 
iiidudine  (  liesapeake  HiO  and  into 
the  J.iilf  of  ^lexieo,  except  tlie  Mi»>i-- 
^lppi  KiNer  and  it-  tribntarie-  and  out- 
let-.:  bridse-  v«here  <on-tanl  attend- 
anie  of  dra>«  tender-  i^  nn\  reijuited. 
.  .  •  •  * 

(j)     ♦     •     • 

•  21  Bayou  Terrebonne,  La.:  Louisiana 
Department  of  Highways  drawbridge 
near  Pre.squille  The  draw  need  not  open 
for  the  passage  of  vessels  and  paragraphs 
lb'  through  lei  of  this  section  shall  not 
apply  to  this  bridge. 

•  •  •  •  • 

(Sec.  5,  28  Stat.  362.  as  amended,  sec  6(g)  (2» . 
80  Stat  937;  (33  USC,  499.  49  USC,  1655 
(g)  (2)  );  49  CPR  1  4G(cl  |5),) 

Note. — The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  infla- 
tion Impact  Statement  under  Executive  Or- 
der 11821  and  OMB  Circular  A-107 

Dated:  June  6.  1977. 

E  L  Pfrrv, 
Vice  Admiral.  U.S.  Coast  Guard. 

Acting  Commandant. 

IFR  Doc  77-16711  Piled  6  10-77  8  45  am] 


[33CFRPart  117] 

ICGD  77-1011 
CHESTER   CREEK,    PA 
Drawbridge  Operation  Regulations 
AGENCY:  Cost  Guard.  DOT 
.ACTION   Proposed  rule. 

SUMMARY    The  Consolidated  Rail  Cor- 
portation  (ConRail'   ha^  requested  that 


the  operation  regulations  for  their  draw- 
bridge across  Chester  Creek,  •  Front 
Street  I  mile  0.1.  be  amended  to  require 
at  least  24  hours  notice  before  the  draw 
is  opened  for  the  passage  of  ve-^els.  The 
bridge  has  opened  only  once  since  No- 
vember 1975  for  the  passage  of  a  vessel. 
The  proposed  change  will  relieve  Con- 
Rail  of  the  obhgation  to  man  the  bridge. 

DATE:  Comments  must  be  received  be- 
for  July  15.1977. 

ADDRESS:  Comments  should  be  sub- 
mitted to  and  are  available  for  examina- 
tion at  the  office  of  the  Conmiander 
ioan>.  Third  Coast  Guard  District.  Gov- 
ernors Island.  New  York.  New  York 
10004. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  L.  Teuton,  Jr ,  Chief.  Draw- 
bridsjc  Regulations  Branch  (G-WBR/ 
73'.  Room  7300,  Nassif  Building.  400 
Seventh  Street.  SW  .  Washington.  D  C. 
20590. 202-426-0942. 

SUPPLEMENTARY  INFORMATION 
Interested  persons  are  invited  to  parti- 
cipate in  this  proposed  rulemaking  by 
submitting  written  views,  comments, 
data  or  arguments.  Each  person  submit- 
ting comments  should  include  his  name 
and  addre-ss,  identify  the  bridge,  and  give 
reasons  tor  concurrence  with  or  any  lec- 
ommended  change  in  the  proposal. 

Tlie  Commander.  Third  Coast  Guard 
D;^trir  t  will  forward  any  comments  re- 
ceived, with  his  recommendations  to  the 
Chief.  Office  of  Marine  Environment  and 
Sv-tems.  US  Coast  Guard  Headquart- 
ers. Washington.  DC,  who  will  evaluate 
all  communications  received  and  recom- 
mend a  course  of  final  action  to  the 
Commandant  on  this  proposal.  The  pro- 
posed regulations  may  be  changed  in  the 
liqht  of  comments  received. 

DRAFTING  INFORMATION:  The  prin- 
cipal persons  involved  in  drafting  this 
pro!X)sal  are:  Frank  L.  Teuton.  Jr.,  Proj- 
ect Manager,  Office  of  Marine  Environ- 
ment and  Systems,  and  Lieutenant  Ed- 
ward J  Gill  Jr  .  Project  Attorney.  Office 
of  the  Chief  Counsel. 

Discussion  of  the  Pro"osed 
Regulations 

Present  regulations  at  this  bridge  re- 
quire that  the  bridge  open  on  signal  be- 
tween the  hours  of  6  am,  and  10  pm 
and  that  the  bridge  need  not  open  be- 
tween the  hours  of  10  p.m,  and  6  am.  A 
study  of  the  bridge  logs  for  the  period 
of  November  1975  through  January  1977 
reveal  openings  of  the  draw  only  for  the 
i^assage  of  one  vessel.  The  remaining 
openings  were  for  maintenance,  bridge 
tests,  and  pasting  new  men  on  the  bridge 

A  preliminary  investigation  was  con- 
ducted with  the  Army  Corps  of  Engineers 
and  Ba-'^e  Gloucester  City.  The  Army 
Corps  of  Engineers  advi.'^ed  that  a  pro- 
posed dredging  project  for  this  water- 
way has  been  placed  on  inactive  status 
and  no  action  on  this  project  will  be 
taken  in  the  foreseeable  future.  Base 
Gloucester  City  advised  there  are  no  ma- 
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ruias  or  other  commercial  establish- 
ments upstream  of  this  bridge. 

Based  on  the  above  facts,  the  Con- 
solidated Rail  Corporation's  request  to 
be  allowed  to  operate  this  bridge  on  a 
24  hours  advance  notice  basis  appears 
reasonable. 

Accordingly,  it  is  propo.sed  that  Part 
117  of  Title  33  of  the  Code  of  Federal 
Regulations,  be  amended  by  revising 
«  1 17.229  to  read  as  follows: 

§   117.22')      Clic-lor  (  reck    (ironi   Slrc-ol) 
I'a. 

lai  The  draw  shall  open  on  signal  if 
at  least  24  hours  notice  is  given. 

lb'  The  owner  or  agency  controlling 
this  bridge  shall  conspicuously  post  a 
notice  stating  how  the  authorized  repre- 
sentative may  be  reached. 

(Sec  5.  28  Stat.  362,  as  amended,  sec.  6(g)  (2), 
80  Stat.  937;  (33  U.S.C.  499.  49  US  C  lG55(g) 
(2);  49  CFR  1.46(c)  (5).) 

Note. — The  Coast  Guard  has  deteimined 
that  this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  under  Executive  Order 
11821  as  amended  and  OMB  Circular  A- 107. 

Dated;  June  6,  1977. 

E.  L.  Perry, 
Vice  Admiral.  U.S.  Coast 
Guard.  Acting  Commandant. 

jFR  Doc.77-16709  Filed  6-10-7T;8  45  am] 


[33  CFR  Part  117] 

(COD  77-0971 

NORTH    BRANCH    CANAL,    CHICAGO 
RIVER,    ILL. 

Drawbridge  Operation  Regulations 
AGENCY:  Coast  Guard.  DOT 
ACTION:  Proposed  rule. 
SUMMARY:    Tlie   Chicago.   Milwaukee. 
St.  Paul  and  Pacific  Railroad  Company 
has   requested   that   the   draw   of  their 
bridge   at   mile   3.54   across    the   North 
Branch  Canal.  Chicago  River,   be  per- 
manently closed  to  the  passage  of  vessels. 
The  bridge  has  only  opened  once  since 
1969  for  the  passage  of  a  vessel.  Tlie  pro- 
posal will  enable  the  railroad  to  save  un- 
necessary maintenance  expenditures  be- 
cause there  is  no  vessel  traffic  demanding 
bridge  openings. 

DATE:  Comments  must  be  received  be- 
fore July  15.  1977. 

ADDRESS:  Comments  should  be  sub- 
mitted to  and  are  available  for  examina- 
tion at  the  office  of  the  Commander 
loan  I.  Ninth  Coast  Guard  District.  1240 
East  9th  Street.  Cleveland,  Ohio  44199. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank    L     Teuton.    Jr.    Chiei.   Draw- 
bridge Regulations  Branch  <  G-\\'BR 
73),  Room  7300,  Nas,slf  Building.  400 
Seventh  Street  SW.,  Washington.  DC. 
20590,  202-426-0942. 


SUPPLEMENTARY  INPORMATION: 
Interested  persons  are  invited  to  parti- 
cipate in  this  proposed  rulemaking  by 
submitting  written  views,  comments, 
data  or  arguments.  Each  person  submit- 
ting comments  should  include  his  name 
and  address,  identify  the  bridge,  and  give 
reasons  for  concurrence  with  or  any  rec- 
ommended change  in  the  proposal. 

The  Commander,  Ninth  Coast  Guard 
District,  will  forward  any  comments  re- 
ceived with  his  recommendations  to  the 
Chief.  Office  of  Marine  Environment  and 
Systems,  U.S.  Coast  Guard  Headquar- 
ters. Washington.  D.C.,  who  will  evaluate 
all  communications  received  and  recom- 
mend a  course  of  final  action  to  the 
Commandant  on  this  proposal.  The  pro- 
posed regulations  may  be  changed  in 
tlic  light  of  comments  received. 

Drafting  Information 

The  principal  persons  involved  in 
drafting  this  proposal  are :  Frank  L.  Teu- 
ton, Jr.,  Project  Manager.  Office  of  Ma- 
rine Environment  and  Systems,  and 
Lieutenant  Edward  J.  Gill,  Jr.,  Project 
Attorney,  Office  of  the  Chief  Counsel. 

Discussion  of  the  Proposed 
Recttlations 

This  proposal  is  being  considered  be- 
cause the  draw  of  this  bridge  has  been 
opened  once  since  1969  (March  1973 » 
and  almost  all  river  traffic  on  the  Chica- 
go River  uses  the  West  Channel  in  lieu 
of  the  North  Branch  Channel.  If  river 
traffiic  should  develop  in  the  future  on 
the  North  Branch,  the  Commandant, 
U.S.  Coast  Guard,  will  direct  the  bridge 
(Tvvner  to  return  the  bridge  to  an 
operable  condition  within  six  months. 

In  consideration  of  the  foregoing,  it 
is  proposed  that  Part  117  of  TiUe  33 
of  the  Code  of  Federal  Regulations,  be 
amended  by  revising  §  117.663(e>(7>  to 
read  as  follows: 

§  117.663      CliitaKo   Ri\tr  and   its  trilni- 
larirs. 

.  »  •  •  • 

(e)   •*  * 

(7)  The  draw  of  the  Chicago,  Milwau- 
kee, St.  Paul  and  Pacific  Railroad  bridge 
need  not  open  for  the  passage  of  ves- 
sels. However,  the  draw  shall  be  returned 
to  an  operable  condition  after  notifica- 
tion from  the  Commandant,  U.S.  Coast 
Guard,  to  take  such  action. 

»  •  •  •  • 

(Sec.  5.  28  Stat.  362.  as  amended,  sec.  6(g)  (2) , 
80  Stat.  937;  (33  U.S.C.  499,  49  DSC.  1655 
(g)(2):    49   CFR   1.46(c)  (5).) 

Note —The  Coast  Guard  has  determined 
that  this  document  does  not  contain  a  major 
proposal  requiring  preparation  of  an  Infla- 
tion Impact  Statement  tinder  Executive  Or- 
der 11821  and  OMB  Circular  A-107. 

Dated:  June  6,  1977. 

E.  L.  Perry, 
Vice  Admiral.  U.S.  Coast 
Guard,  Acting  Commandant. 

(FR  Doc.77-16710  Pllad  8-10-77; 8:4*  ami 


ENVIRONMENTAL  PROTECTION 
AGENCY 

[  40  CFR  Part  52  ] 

(PRL  745-6] 

APPROVAL  AND  PROMULGATION  OF  IM- 
PLEMENTATION PLANS — MASSACHU- 
SETTS 

Extension  of  the  Effective  Period  of  the 
Sulfur  in  Fuel  Regulation  for  the  Metro- 
politan Boston  AQCR. 

AGENCY :  Environmental  Protection 
Agency. 

ACTION;  Proposed  rule. 

SUMMARY:  The  proposed  revision 
changes  the  expiration  date  of  Regula- 
tion 5.1.  "Sulfur  Content  of  Fuels  and 
Control  Tliereof,"  from  July  1.  1977  to 
July  1.  1978,  extending  the  effective  life 
of  the  regulatic«i  to  2  years  and  7 
months.  The  regulation,  which  relaxes 
the  sulfur  limitations  for  fo.ssil  fuel 
burned  by  large  sources  in  the  Metropol- 
itan Boston  Intrastate  Air  Quality  Con- 
trol Region,  was  approved  by  EPA  on  De- 
cember 5,  1975  as  a  revision  to  the  State 
Implementation  Plan.  Comments  are 
solicited  on  the  effect  of  this  extension. 

DATES:  Comments  must  be  received  on 
or  before  July  13, 1977. 

ADDRESSES:  Copies  of  the  Massachu- 
setts submittal  are  available  for  public 
inspection  during  normal  business  hours 
at  the  Environmental  Protection  Agency, 
Region  I.  Room  2113.  JFK  Federal  Build- 
ing, Boston.  Massachusetts  02203:  the 
Freedom  of  Information  Center,  Envi- 
ronmental Protection  Agency,  401  M 
St.,  S.W.,  Washington,  DC.  20460:  and 
the  Department  of  Envirorunental  Qual- 
ity Engineering,  Division  of  Air  and 
Hazardous  Materials,  Room  320,  600 
Washington  Street,  Boston,  Mas.sachu- 
setts  02111.  Comments  should  be  .sub- 
mitted to  the  Regional  Administrator. 
Region  I,  Environmental  Protection 
Agency.  Room  2203,  JFK  Federal  BaUd- 
ing,  Boston,  Massachusetts  02203. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Wallace  Woo.  Air  Branch,  Environ- 
mental Protection  Agency.  Region  I, 
Room  2113,  JFK  Federal  Building, 
Boston,  Massachusetts  02203.  'eiT' 
223-5609. 

SUPPLEMENTARY  INFORMATION: 
On  May  31.  1972  '37  FR  10872',  pur- 
suant to  Section  110  of  the  Clean  Air 
Act  and  40  CFR  Part  51.  tlie  Adminis- 
trator approved,  with  exceptions,  the 
Massachusetts  Implementation  Plan  for 
the  attainment  of  National  Ambient  Air 
Quality  Standards  *  NAAQS> . 

On  December  5.  1975  '40  CFR  56889' 
the  Administrator  approved  a  re\Tsion 
to  the  State  Implementation  Plan  (SIP> 
for  the  Metropolitan  Boston  Intrastate 
Air  Quality  Control  Region  iA(3CR>, 
which  relaxed  the  sulfur  in  fuel  limita- 
tions contained  in  Regulation  5.1.  "Sul- 
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fur    Content    of    Fuels    and     Control 
Thereof.'  until  July  1.  1977.  Fossil  fuel 
utilization  facilities  located  in  the  cities 
and  towns  of  Arlington.  Belmont.  Bos- 
ton.    Brookline,     Cambridge.     Chelsea, 
Everett.  Maiden,  Medford.  Newton.  Som- 
erville.  Waltham.  and  Watertown  having 
an   energy   input  capacity   of   two   and 
one  half  billion  (2.5  x  10' >  Btu  per  hour 
or  greater  are  permitted  to  burn  fossil 
fuel  with  a  sulfur  content  not  in  excess 
of    0.55    pounds    per    million   Btu   heat 
release  potential  i  approximately  equiva- 
lent to    1.0   percent  sulfur   content   re- 
sidual   fuel    oil    by    weight  >      All    other 
sources  located  in  these  cities  and  towns 
are  continuing  to  burn  fossil  fuel  with 
a  sulfur  content  not  in  excess  of  0.28 
pounds    per    million    Btu    heat    release 
potential   (approximately  equivalent  to 
0.5  percent  sulfur  content  residual  fuel 
oil  by  weight),  in  accordance  with  the 
original  SIP  regulation.  For  other  towns 
in  the  AQCR,  faculties  having  an  en- 
ergy   Input    capacity    of    one    hundred 
million    (100   x    10')    Btu   per   hour   or 
greater  are  permitted  to  burn  fossil  fuel 
with  a  sulfur  content  not  in  excess  of 
1.21  pounds  per  million  Btu  heat  relea.se 
potential   (approximately  equivalent  to 
2.2  percent  sulfur  content  residual  fuel 
oil  by  weight ■>,   and  other  sources  are 
limited   to  burning   fossil    fuel   with   a 
sulfur   content   not    in    excess    of    0.55 
pounds  per  million  Btu  heat  release  po- 
tential    (approximately    equivalent     to 
1.0  percent  sulfur  content  residual  fuel 
oil  by  weight*,  in  accordance  with  the 
original  SIP  regulation. 

On  April  1,  1977,  the  Commissioner 
of  the  Massachusetts  Department  of 
Environmental  Quahty  Engineering  tthe 
Massachusetts  Department  >  submitted  a 
revision  to  the  SIP  which  would 
change  the  expiration  date  of  Regula- 
tion 5.1  from  July  1.  1977  to  July  1. 
1978.  The  proposed  one-year  extension 
gives  the  regulaton  an  effective  life  of  2 
years  and  7  months,  from  December  5. 
1975  to  July  1.   19''8. 

No  other  provisions  of  the  regulation 
are  changed.  The  regulation  requires 
that  each  source  be  reviewed  by  the 
Massachusetts  Department  and  be 
granted  a  permit  prior  to  burning  the 
higher  sulfur  content  fuel.  Approval  of 
a  source's  plan  to  use  higher  sulfur  fuel 
is  contingent  on  the  following  condi- 
tons:  mantenance  of  a  three-day  sup- 
ply of  lower  sulfur  fuel  to  be  utilized 
during  periods  of  adverse  meteorological 
conditions  and  ability  to  convert  to  the 
lower  sulfur  fuel  within  three  hours  of 
notification  by  the  Massachusetts  De- 
partment: establishment  and  operation 
of  ambient  air  qualty  monitors  where 
determined  necessary  by  the  Depart- 
ment; ability  to  comply  with  all  other 
applicable  regulations  while  burning  the 
higher  sulfur  fuel,  including  the  par- 
ticulate emission  limitations  (deter- 
mined by  stack  testing'  and  the  opacity 
regulations.  Any  violation  of  the  ap- 
plicable NAAQS  within  the  area  of  im- 
pact of  a  facility  will  result  in  a  man- 
datory return  by  that  source  to  lower 
sulfur  fuel. 


All  of  the  sources  in  the  size  categori^'s 
eligible  to  burn  the  higher  sulfur  con- 
tent fuel  were  approved  by  EPA  in  the 
December  5.  1975  Rulemaking  Notice. 
Of  these.  19  actually  converted  to  the 
higher  sulful  fuel.  The  other  9  sources 
chose  not  to  convert. 

Five  of  the  19  sources  which  had  been 
burning  liighcr  sulfur  fuel  were  ordered 
by  the  Massachusetts  Depaitment  to  re- 
turn to  the  previously  required  lower 
sulfur  fuel  because  of  failure  to  meet 
the  opacity  or  particulate  emission 
limitations.  These  sources  cannot  be  con- 
sidered for  approval  to  biu-n  higher  sul- 
fur fuel  during  tiie  extended  effective 
period  of  the  regulation  unle.s.'-  they  can 
demonstrate  to  the  Mas,sa£husetts  De- 
partment that  they  can  meet  the  ap- 
plicable regulatons  through  retesting  for 
a  new  permit. 

There  have  been  no  violations  of  the 
NAAQS  for  sulfur  dioxide  in  the  Met- 
ropolitan Boston  Intrastate  AQCR  since 
the  regtilation  has  been  in  effect.  How- 
ever, there  have  been  several  violations 
of  the  NAAQS  for  total  suspended  par- 
ticulates iTSP'.  The  analysis  performed 
by  the  Massachusetts  Department  in- 
dicates that,  except  for  one  source,  those 
sources  currently  burning  higher  sulfur 
content  fuel  did  not  significantly  con- 
tribute to  the  TSP  violations  in  1976. 
However,  the  Massachusetts  Depart- 
ment's analysis  shows  that  Eastman 
Gelatin  Corporation.  Peabody,  may  have 
contributed  to  TSP  violations  recorded 
at  an  ambient  monitoring  sution  in 
Peabody.  and  cannot  be  included  in  an 
approval  of  an  extension  of  the  effective 
period  of  the  regulation. 

TTie  Administrator's  decison  to  ap- 
prove or  disapprove  the  plan  revision 
will  be  based  on  whether  ;t  meets  the 
requirements  of  Sections  110'aM2i  'A'- 
« H I  and  1 10 '  a  >  '  3 1  of  the  Clean  Air  Act. 
as  amended,  and  EPA  regulations  In  40 
CFR  Part  51.  This  re\ision  Ls  being  pro- 
posed pursuant  to  Sections  110' a'  and 
301  of  the  Clean  Air  Act.  as  amended 
I  42  use.  1857c-' 5  >  <ai  and  1857' g'    . 

Dated;  June  3.  1977. 

John  A.  S.  McGlennon. 
Regional  Administrator,  RegiOfi  1. 

[FR  Doc.77-16625  Filed  6-10-77:8:45  ami 


[40   CFR   Part   52] 

!FRL  745   71 

APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION   PLANS— MAINE 

Proposed  Exemption  of  Municipal  Refuse 
Conical  Incinerators  From  Incinerator 
Particulate  Emission  Standard 

AGENCY:      Environmental     Protection 

Agency. 

ACTION :  Proposed  Rule. 

SUMMARY:  The  proposed  revision  to 
the  Maine  Implementation  Plan  was 
submitted  pursuant  to  Chapter  570  of 
tlie  Acts  of  1975,  enacted  by  the  Mame 
Legislature.  If  the  revision  is  approved 
by  EPA,  municipal  refuse  conical  inciner- 
ators <also  called  "teepee  incinerators"  > 


which  serve  a  population  of  less  than  25,- 
000  will  not  have  to  comply  with  Maine's 
Incinerator  Particulate  Emission  Stand- 
ard. 
COMMENTS  BY:  July  13.  1977. 

ADDRESSES;  Copies  of  the  Maine  sub- 
mittal are  available  for  public  inspection 
during  normal  business  hours  at  the  En- 
vironmental F^rotectlon  Agency.  Region 
I.  Room  2113.  JFK  Federal  Building. 
Boston.  MA  02203:  FYeedom  of  Informa- 
tion Center.  Environmental  Protection 
Agency.  401  M  Street  SW..  Washington, 
DC  20460;  and  the  Maine  Department 
of  Environmental  Protection.  Bureau  of 
Air  Quahty  Control.  Ray  Building,  Au- 
gu.--ta.  Maine  04330. 

Comment^;  should  be  submitted  to  the 
Regional  Administrator.  Region  I.  Envi- 
ronmental Protection  Agency,  Floom 
2203.  JFK  Federal  Building.  Boston.  MA 
02203. 

FOR  FLTRTHER  INFORMATION  CON- 
T.ACT 

Wallace  Woo.  Air  Branch.  EPA  Region 
I  Room  2113.  JFK  Federal  Building, 
Boston.  MA  02203  <617-223-5609) . 
SUPPLEMENTARY  INFORMATION 
On  May  31.  1972  <37  FR  10870)  pursuant 
to  Section  110  of  the  Clean  Air  Act  and 
40  CFR  Part  51.  the  Administrator  ap- 
proved, wnth  exceptions,  the  Maine  Im- 
piementation  Plan  for  the  attainment 
of  National  Ambient  Air  Quality  Stand- 
ards  '  NAAQS  1. 

On  November  18.  1976,  the  Commis- 
.'■loner  of  the  Maine  Department  of  En- 
vironmenU^l  Protection  (Maine  DEPi 
submitted  for  EP.^  approval  a  proposed 
revision  to  the  State  Implementation 
Plan  '  SIP  '  which  would  exempt  munici- 
pal refuse  conical  incinerators  serving 
25.000  persons  or  less  from  Regulation 
100.4  the  Incinerator  Particulate  Emis- 
sion Standard,  provided  that  proper 
leachate  control,  ash  sifting,  and  ash 
disposal  is  accomplished  and  provided 
that  the  public  health,  safety  and  wel- 
fare are  not  adversely  affected  by  the 
emissions  from  the  cone  burner. 

To  evaluate  the  impact  on  air  quality 
of  this  revLsion.  the  Maine  DEP  calculat- 
ed tlie  ambient  concentrations  resulting 
from  the  operation  of  a  typical  munici- 
paV  refuse  conical  incinerator.  These  cal- 
culations indicate  that  violations  of  the 
NAAQS  will  occur  if  municipal  refuse 
conical  incinerators  are  not  subject  to 
any  emission  limitations.  Based  on  the 
information  presently  available.  EPA  is 
considering  disapproval  of  this  revision. 
The  Regional  Administrator  hereby  is- 
sues this  notice  to  advise  the  public  that 
interested  persons  may  participate  in 
this  rulemaking  by  submitting  written 
comments  to  the  address  above. 

The  Administrator's  decision  to  ap- 
prove or  disapprove  the  plan  revision  will 
be  based  on  whether  It  meets  the  require- 
ments of  Section  110<a)  (2)iAi-iHt  of 
the  Clean  Air  Act  as  amended  and  EPA 
regulations  in  40  CFR  Part  51.  This  re- 
vision is  being  proposed  pursuant  to  Sec- 
tions 110<ai   and  301  of  the  Clean  Air 
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Act.  as  amended  (42  U.S.C.  1857c-<5)  (a) 
and  1857(g)  >. 

Dated:  June  2.  1977. 

Lester  A.  Sutton. 
Acting  Regional 
Administrator.  Region  I. 

tFR  Doc  77-16524  Filed  6   10-77;8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 
[  46  CFR  Parts  30.  32  ] 

I  COD    T-      ■-'- 

INERT  GAS  SYSTEM 

Proposed  Amendment 

Correction 

In  FR  Doc.  77-13895  appearing  at  page 

24874  in  the  is.sue  for  Monday.  May  16. 

1977.  in  the  third  column  on  page  24874 

in  the  second  paragraph,  line  5,  "Hong 

Haakong",  should  be  ."Kong  Haakong". 


[  46  CFR  Parts  50,  54.  56,  58,  61,  107,  108, 
109] 

REQUIREMENTS    FOR    MOBILE 
OFFSHORE  DRILLING  UNITS 

Correction 

In  FR  Doc.  77-12254,  appearing  at 
page  22296  in  the  issue  of  Monday.  May 
2.  1977.  make  the  following  changes: 

1.  On  page  22299.  f!rst  column,  the  last 
line  of  5  50.01-l<j)  should  read,  "in  Sub- 
chapter I-A  of  this  chapter." 

2.  On  page  22300.  second  column,  in 
the  third  line  of  5  58.60-9,  the  number 
noTH'  reading  "140"  should  read.  "14C". 

3.  On  page  22300,  the  next  to  last  line 
in  the  second  column  should  read.  "28. 
By  adding  a  new  Subchapter  I-A  to". 

4.  On  page  22302.  third  column,  the 
sLxth  line  of  the  definition  for  "Water- 
tight" in  §  107.111  .should  read,  "of  water 
from  a  nozzle  mot  less  than  1  inch". 

5.  On  page  22306.  third  column,  the 
first  word  in  paragraph  'b)  of  §  107.401 
should  read,  "International". 

6.  On  page  22311.  third  column,  para- 
graphs <a>  and  ib)  of  §108.301  should 
be  designated  as  ib»  and  'o  and  a  new 
paragraph  la)  should  be  added,  reading, 
"(a)  'Downflooding  angle"  means  the 
angle  of  heel  at  which  openings  in  the 
hull,  superstructure,  or  deckhouses  com- 
mence to  immerse." 

7.  On  page  22315.  first  column,  the 
second  word  in  paragraph  (c)  of  §  108.- 
425  should  read  "nozzle". 

8.  On  page  22321,  second  column,  the 

second    word   in   paragraph    (a)  (4)    of 

§  108.508  should  read,  "bearing". 

Note. — This  correction  la  republished 
without  change  from  the  Issue  of  Tuesday. 
June  7,  1977.  42  FR  29026. 


FEDERAL   COMMUNICATION 
COMMISSION 

[47   CFR   Part   67] 

'Docket  No.  21264;  FCC  77  3661 

PUERTO    RICO   AND  VIRGIN    ISLANDS 

Preparation  of  a  recommended  decision  by 
a  Federal-State  Joint  Board 

AGENCY :  Federal  Communications 
Commission. 

ACTION:  Notice  of  Inquiry.  Proposed 
Rule  Makng.  and  Creation  of  a  Federal- 
State  Joint  Board. 

SUMMARY:  The  Commission  has  con- 
vened a  joint  board  to  prepare  a  rec- 
ommended decision  to  prescribe  a  sepa- 
rations method  applicable  to  Puerto  Rico 
and  the  Virgin  Islands.  Rate  integration 
between  the  mainland  and  the  off-shore 
points  of  Puerto  Rico  and  the  Virgin  Is- 
lands requires  a  division  of  revenue 
among  the  various  carriers.  In  order 
to  divide  the  revenues,  the  carriers  facili- 
ties are  allocated  between  inter-and  in- 
tra-state  use  by  means  of  a  prescribed 
Separations  formula.  Such  a  prescrip- 
tion requires  the  convening  of  a  Fed- 
eral-Stat-e  joint  board  to  recommend 
what  method  should  be  used  for  Puerto 
Rico  and  the  Virgin  Idands. 

DATES:  Non-applicable. 

.ADDRESSES:  Federal  Communications 
Commission.  Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Francis  L.  Young.  TarifT  Division, 
Common  Carrier  Bureau,  Federal 
Communications  Commission,  Wash- 
ington. DC.  20554.  202-632-5550. 

SUPPLEMENTARY       INFORMATION: 

Adopted:   May  26.  1977. 
Released:   June  7,  1977. 

Notice  of  Inquiry.  Phoposeb  Rtjle  Mak- 
ing AND  Creation  of  Federal -State 
Joint  Board 

In  the  matter  of  integration  of  rates 
and  services  for  the  provision  of  com- 
munications by  authorized  common  car- 
riers between  the  United  States  Main- 
land and  Hawaii,  Alaska,  and  Puerto 
Rico  Virgin  Islands. 

1.  Notice  is  hereby  given  of  an  inquiry, 
proposed  inilemaking  and  the  convening 
of  a  Federal-State  Joint  Board  under 
Section  410<c>  of  the  Communications 
Act  of  1934,  as  amended,  47  U.S.C.  410 
<ci.  to  prepare  a  recommended  decision 
for  the  purpose  of  establishing  the 
separations  procedure(s)  applicable  to 
Puerto  Rico  and  the  Virgin  Islands  '  for 


'  A  separate  Joint  board  Is  being  simulta- 
neously convened  to  prepare  a  recommended 
decision  for  the  purpose  of  establishing  the 
separations  procedure(s)  applicable  to  Ha- 
waii and  Alaska. 


prompt  review  and  action  by  the  Com- 
mission. 

2.  In  the  Second  Report  and  Order 
of  the  Domestic  Communications  Satel- 
lite Facilities  proceeding.  Docket  No. 
16495,  35  FCC  2d  844  (1973)  we  deter- 
mined that  the  advent  of  domestic  .satel- 
lite service  would  be  accompanied  by  the 
integration  of  services  and  charges  be- 
tween the  United  States  mainland  and 
Alaska,  Hawaii,  and  Puerto  Rico  Virgin 
Islands  into  domestic  patterns.  In  Inte- 
gration of  Rates  and  Services.  AT&T,  et 
al..  61  FCC  2d  380  (1976)  recon.  pending. 
we  adopted  a  phased  MTS  rate  integra- 
tion plan.  Step  1  of  the  plan  for  Puerto 
Rico  and  the  Virgin  Islands  is  .■scheduled 
to  become  effective  on  Julv  1.  1977.  Im- 
plementation of  Step  I  will  be  accom- 
pli.shed  through  an  interim  s'>ttlement 
arrangement  similar  to  the  approach 
taken  for  Step  I  MTS  integration  for 
Alaska  and  Hawaii  Implementation  of 
the  final  step  of  MTS  intofrration  is  de- 
pendent on  cost  ba.sed  divisions  of  reve- 
nues. In  the  interest  of  det^-rmining  such 
divisions  of  revenues,  a  prescribed  sep- 
arations methodologv  is  necessarv. 

3.  The  current  separations  procedures 
for  the  Mainland  48  States,  which  are 
incorporated  into  Part  67  of  the  Com- 
mission's Rules  and  the  NARUC-FCC 
Separations  Manual,  were  amended  in 
1970  to  include  the  so-called  "Ozark 
Plan"  for  the  allocation  of  .^oibscriber 
plant  'and  the  non-trafRc  sensitive  por- 
tion of  local  dial  switching  equipment'. 
Separations  Procedures,  26  FCC  247.  248. 
The  foreward  to  the  Separations  Manual 
states  that:  "These  procodnres  are  not 
necessarily  designed  to  apply  to  Alaska 
and  Hawaii  in  view  of  the  substantially 
different  conditions  in  the  case  of  these 
States."  (emphasis  supplied^  Similarly. 
th  manual  does  not  currently  apply  to 
Puerto  Rico  and  the  Virgin  Islands.  Un- 
til now  the  Ozark  Plan  has  i^ot  been  ap- 
plied to  Alaska.  Hawaii  or  Puerto  Rico/ 
Virgin  Islands  interstate  MTS  settle- 
ments. 

4.  During  rate  iiitegration  negotia- 
tions conducted  among  the  carriers  with 
the  assistance  of  the  Common  Cai-rier 
Bureau,  certain  parties  argued  that  the 
current  Manual  should  not  apply  witli- 
out  modifications.  As  a  result  any  in- 
terim settlement  will  necessarily  proceed 
without  any  cost  support  and  tlie  car- 
riers 'American  Telephone  and  Tele- 
graph Company,  All  America  Cables  and 
Radio.  ITT  Communications,  Inc. — Vir- 
gin Islands,  Puerto  Rico  Telephone 
Company,  and  the  Virgin  Islands  Tele- 
phone Company)  have  not  been  able  to 
agree  on  final  settlement  arrangements. 
Our  initial  impression  is  that  the  off- 
shore MTS  jurisdictional  separations 
and  settlement  procedures  should  be 
those  tliat  pertain  for  all  mainland  car- 
riers participating  in  the  provision  of 
interstate  MTS.  However,  we  recognize 
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the  legitimate  concerns  of  the  off-shore 
carriers  and  governments  that  the  Ozark 
Plan  may  require  some  modification. 

5.  Accordingly,  we  are  instituting  this 
proceeding  for  the  purpose  of  determin- 
ing what  modifications,  if  any.  should  be 
made  to  existing  sepai-ations  procedure? 
so  that  they  may  be  applied  to  Puerto 
Rico  and  the  Virgin  Islands.  This  inquiry 
shall  address  the  question  of  whether 
each  of  the  designated  points  should  be 
treated  the  same  as.  or  different  from. 
Mainland  points  as  well  a;s  the  same  or 
different  among  themselves.  We  have 
pending  in  Docket  No.  20891  another 
Joint  Board  proceeding  to  determine 
whether  changes  in  the  separations  pro- 
cedures would  be  appropriate  m  light 
of  customer-supplied  equipment.  It  is 
our  intention  that  this  proceeding  shall 
proceed  separately  since  it  concerns  a 
problem  unique  to  the  offshore  locations 
and  there  exists  a  need  for  the  resolution 
of  the  issues  addressed  herein  as  expedi- 
tiously as  possible.  We  wish  to  make  it 
clear  that  we  are  proceeding  by  rulemak- 
ing procedures  in  order  to  be  m  a  posi- 
tion to  implement  our  final  decision  in 
this  proceeding.  We  expect  to  develop  in 
this  proceeding  all  relevant  material  and 
probative  data  and  information  needed 
for  us  to  decide  the  issues  presented. 

6.  Accordingly,  pursuant  to  Sections 
4ii>.  4(j>.  205,  213.  215.  403.  404  and  410 
of  the  Communications  Act  of  1934.  47 
U.S.C.  154a>.  154<j>.  205.  213.  215,  403. 
404  and  410.  as  amended  it  is  ordered. 
That  the  aforementioned  inquiry  and 
proposed  rule  making  proceeding  is 
hereby  instituted. 

7.  It  is  further  ordered.  That  a 
Joint  Board  Ls  hereby  convened  pur- 
suant to  the  provisioii5  of  Section  410'C' 
of  the  Communications  Act,  47  U.S.C. 
410(c),  as  amended:  Tliat  such  Joint 
Board  shall  consist  of  the  three  membere 
of  this  Commission's  Telephone  Com- 
mittee, and  four  State  CommLssioners  to 
be  nominate  by  NARUC  and  approved 
by  this  Commission:  and  That  tlie  Chair- 
man of  this  Commission  shall  be  Chair- 
man of  the  Joint  Board. 

8.  It  is  further  ordered.  That  the  Joint 
Board  shall  consider  all  information, 
data,  comments,  views  and  other  sub- 
missions which  pertain  to  the  issues  and 
shall  prepare  a  recommended  decision  to 
the  Commission  for  its  consideration  and 
action;  and  That  the  State  Commission 
members  of  Uie  Joint  Board  shall  sit  with 
the  Conmiission  en  banc  at  any  oral 
argument  that  may  be  scheduled  in  this 
proceeding  and  shall  be  afforded  an  op- 
portunity to  participate  in  the  Com- 
mission's deliberation,  but  not  vote,  when 
the  Commission  is  considering  the  re- 
commended decision  of  the  Joint  Board. 

9.  It  is  further  ordered,  That  tlie 
schedule  and  deadlines  for  the  filing  of 
comments,  reply  comments  or  any  other 
submission  or  Information  on  this  matter 
shall  be  established  by  the  Joint  Board 


and  publicized  by  a  Public  Notice  from 
this  Commission. 

Federal  Communications 

Commission.' 
Vincent  J.  Mcllins. 

Secretary. 

I  PR  Doc. 77-16695  Piled  6-10-77:8  ;45  ami 


[47   CFR   Part  67] 

(Docket  No  2:26:^;  PCC  77-3651 

HAWAII   AND  ALASKA 

Pieparation  of  a  recommended  decision  by 
a  Federal-State  Joint  Board 

.AGENCY;       Federal      Communications 

CommLssion. 

ACTION;  Notice  of  Inquir>-.  Proposed 
Rule  Making,  and  Creation  of  a  Fed- 
eral-State Joint  Board. 

SUMMARY;  The  Commission  iias  con- 
vened a  joint  board  to  prepare  a  recom- 
mended decision  to  prescribe  a  separa- 
tioiis  method  applicable  to  .\laska  and 
Hawaii.  Rate  integration,  between  the 
mainland  and  the  offshore  points  of 
Alaska  and  Hawaii  requires  a  division  of 
revenue  among  the  various  rarriers.  In 
order  to  divide  the  revenues,  the  carriers 
facilities  are  allocated  between  inter- 
and  intra-state  use  by  means  of  a  pre- 
scribed SeparatiOiLS  formula.  Such  a  pre- 
scription requires  the  convening  of  a 
F^eral-State  joint  board  to  recommend 
what  method  should  be  used  for  .'Maska 
and  Hawaii 

D.^TES;  Non-applicable. 

ADDRESSES;  Federal  Communications 
Commission.  Washington.  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frances  L.  Young.  Tariff  Division. 
Common  Carrier  Bureau,  Federal 
Communications  Commission,  Wash- 
mgton,  DC.  20554,  202-632-5550. 

SUPPLEMENTARY       INTORMATION ; 

Adopted;  May  26,  1977. 

Released;  June  7.  1977. 

Notice  of  Inquiry,  Proposed  Rule  Mak- 
ing AND  Creation  of  Federal-State 
Joint  Board 

In  the  matter  of  integration  of  rates 
and  services  for  the  provision  of  com- 
munications by  aulliorized  common  car- 
riers l>etween  the  United  States  Main- 
Hnd  and  Hawaii.  Alaska,  and  Puerto 
Rico  Virgm  Islands. 

1.  Notice  is  hereby  given  of  an  inquiry, 
proposed  rulenmking  and  the  convening 
of  a  Federal-State  Joint  Board  under 
Section  410' c  of  the  Communications 
Act  of  1934,  as  amended.  47  U.S.C.  410IC  I, 
to  prepare  a  recommended  decision  for 
the  purpose  of  establishing  tiie  sepai-a- 


tions  procedure's^  applicable  to  Hawaii 
and  -Alaska  '  for  prompt  review  and  ac- 
tion by  the  Commission. 

2.  In  the  Second  Report  and  Order  of 
the  Domestic  Cornmun:cations  Satellite 
Facilities  p.'-oceedmg,  Docekt  No.  16495, 
35  FCC  844  <1973>  we  determined  that 
the  advent  of  domestic  satellite  sen- 
ice  would  be  accompanied  by  the  inte- 
gration of  senices  and  charges  between 
the  United  States  mairJand  and  Alaska. 
Hawau.  and  Puerto  Rico  Virgin  Islands 
into  dom.estic  patterns.  In  Integration 
of  Rates  and  Services.  AT&T,  et  al..  61 
FCC  2d  380  '1976',  recon.  pending,  we 
adopted  a  proposal  of  all  parties  to  im- 
plement rate  integration  for  Hawaii  and 
Alaska  m  a  tliree  step  approach.  Step  1 
of  this  plan  was  put  into  effect  by  the 
carriers  m  March,  1976,  on  a  "keep 
whole  "  arrangement. =  We  stated  our  con- 
cern that  the  settlement  arrangements 
propa^ed  by  the  carriers  may  be  incon- 
su-tent  witli  the  public  interest  and,  that 
m  the  interest  of  determining  an  appro- 
priate division  of  revenues  we  would  des- 
ienate  this  issue  for  hearing. 

3.  One  of  the  major  impediments  to 
such  a  hearing  h<)we\er  ;s  the  lack  of 
prescribed  sci>arations  procedures  for 
the  off-shore  pcmu*;.  The  current  sepa- 
rations procedures  for  the  Mainland  48 
States,  wh:ch  are  Incorporated  into  Part 
67  of  the  Com.mi.ssion's  Rules  and  the 
NARUC-PCC  Separations  Manual,  were 
amended  in  1970  to  include  the  so-called 
"Ozark  Plan  '  for  the  allocation  of  sub- 
scriber plant  and  the  non-trafBc  sensi- 
tive portion  of  local  dial  switching  equip- 
ment). Seimrations  Procedures,  26  PCC 
247,  248  The  forward  to  the  Separations 
Manual  states  that:  "These  procedures 
are  not  nece.ssarily  designed  to  apply  to 
.Maska  and  Hawaii  in  view  of  the  sub- 
.<;tantia!!y  different  conditions  in  the 
case  of  these  States."  'emphasis  sup- 
plied '  Until  now  the  Ozark  Plan  has  not 
been  applied  to  Alaska.  Hawaii  or  Puerto 
Rico  Virgin  Islands  interstate  MTS 
settlement<--. 

4.  In  1975  we  approved  the  use  of  the 
NARUC-FCC  Separations  Manual  for 
jurisdictional  separations  of  the  opera- 
tions of  RC.*i  .Mascom  in  Alaska.  54  FCC 
2d  1206  '1971'.  During  rate  integration 
negotiations  conducted  among  the  ear- 
ners with  the  assistance  of  the  Common 
Carrier  Bureau,  various  Alaskan  inter- 
ests strenuously  argued  that  the  current 
Manual  should  not  apply  to  Alaska  In 


•  Commissioner  Robert  E  Lee  absent. 


-^  reparaie  Joint  board  is  being  simul- 
taneously convened  to  prepare  a  recom- 
mended decision  for  the  purpose  of  establish- 
ing the  separations  procedure(s)  applicable 
to  F*uerto  Rico  and  the  Virgin  Islands. 

-  The  "keep  whole  "  formula  was  based  on 
maintaining  the  pre-St*p  1  average  revenue 
per  minute  (ARPMi.  Thus,  the  division  of 
gross  revenues  between  HTC  and  AT&T  was 
increased  from  60  percent  40  percent  to  75 
percent  25  percent,  and  between  RCA  Alas- 
com  and  AT&T  the  dli-lslon  of  gross  revenues 
was  increased  from  78  percent  22  percent  to 
99  percent   1  percent. 
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light  of  the  unique  circumstances  exist- 
ing in  Alaska.  Similarly,  representatives 
of  Hawaiian  interests  averred  that  the 
current  manual  does  not  apply  to  Ha- 
waii. As  a  result,  rate  integration  has  so 
far  proceeded  without  any  cost  support 
and  accordingly  the  carriers  (American 
Telephone  and  Telegraph,  Hawaiian 
Telephone  Company,  and  RCA  Alas- 
com  > ,  have  not  been  able  to  agree  on 
final  settlement  arrangements.  While 
tliis  approach  was  necessary  for  Step  1, 
rate  integration  must  bear  some  rela- 
tionship to  cost.  Our  initial  Impression 
is  that  the  off-shore  MTS  .jurisdictional 
separations  and  settlement  procedures 
should  be  those  that  pertain  for  all 
mainland  carriers  participating  in  the 
provision  of  interstate  MTS.  However, 
we  recognize  the  legitimate  concerns  of 
the  off-shore  carriers  and  goverrments 
that  the  Ozark  Plan  may  require  some 
modification. 

5.  Accordingly,  we  are  instituting  this 
proceeding  for  the  purpose  of  determin- 
ing what  modifications,  if  any,  should  be 
made  to  existing  separations  procedures 
so  that  they  may  be  applied  to  Hawaii 
and  Alaska.  This  inquiry  shall  address 
the  question  of  whether  each  of  the  des- 
ignated points  should  be  treated  the 
same  as,  or  different  from,  ^dainland 
points  as  well  as  the  same  or  different 
among  themselves.  We  have  pending  in 
Docket  No.  20891  another  Joint  Board 
proceeding  to  determine  whether 
changes  in  the  separations  procedures 
would  be  appropriate  in  light  of  cus- 
tomer-supplied equipment.  It  is  our  in- 
tention that  this  proceeding  shall  pro- 
ceed separately  since  it  concerns  a  prob- 
lem unique  to  the  off.shore  locations,  and 
there  exists  a  need  for  the  resolution  of 
the  issues  addressed  herein  as  expedi- 
tiously as  possible.  We  wish  to  make  it 
clear  that  we  are  proceeding  by  rule- 
making procedures  in  order  to  be  in  a 
position  to  implement  our  final  decision 
in  this  proceeding.  We  expect  to  develop 
in  this  proceeding  all  relevant  matei'ial 
and  probative  data  and  information 
needed  for  xls  to  decide  the  issues 
presented. 

6.  Accordingly,  pursuant  to  Sections 
4a>,  4(j',  205,  213,  215,  403,  404  and  410 
of  the  Communications  Act  of  1934.  47 
U.S.C.  154(1",  154ij»,  205,  213.  215,  403. 
404  and  410.  as  amended  it  is  ordered. 
That  the  aforementioned  Inquiry  and 
proposed  rulemaking  proceeding  is  here- 
by instituted. 

7.  It  is  further  ordered.  That  a  Joint 
Board  is  hereby  convened  pursuant  to 
the  provisions  of  Section  410 'O  of  the 
Communications  Act.  47  U.SC.  410<c>, 
as  amended ;  That  such  Joint  Board  .shall 
consist  of  the  three  members  of  this 
Commission's  Telephone  Committee,  and 
four  State  Commissioners  to  be  nomi- 
nated by  NARUC  and  approved  by  this 
Commission:  and  that  the  Chairman  of 
this  Commission  shall  be  Chairman  of 
the  Joint  Board. 

8.  It  IS  further  ordered.  Tliat  the  Joint 
Board  shall  consider  all  infomiation, 
data,  comments,  views  and  other  sub- 
mLssions  which  pertain  to  the  Lssues  and 
shall  prepare  a  recommended  decLsion  to 
the  Commission  for  its  consideration  and 
action:  and  That  the  State  Commission 


members  of  the  Joint  Board  shall  sit 
with  the  Commission  en  banc  at  any 
oral  argument  that  may  be  scheduled  in 
this  proceeding  and  shall  be  afforded  an 
opportunity  to  participate  in  the  Com- 
mission's deliberation,  but  not  vote,  when 
the  Commission  is  considering  the  rec- 
ommended decision  of  the  Joint  Board. 
9.  It  is  further  ordered,  That  the 
schedule  and  deadlines  for  the  filing  of 
comments,  reply  comments  or  any  other 
submission  or  information  on  this  matter 
shall  be  established  by  the  Joint  Board 
and  publicized  by  a  Public  Notice  from 
this  Commission. 

Federal  Communications 

Commission,' 
Vincent  J,  Mullins, 

Secretary. 

|PR  Doc  77   1S696  Filed  6-10-77:8:45  am| 


[  47  CFR  Part  76  ] 

(Docket  No.  205611 

CABLE  TELEVISION  SYSTEM 

Definition;  Creation  of  Classes  of  Cable 
Systems:  Order  Extending  Time  for  Filing 
Comments  and  Reply  Comments 

AGENCY :  Federal  Communications 
Commission. 

ACTION:  Order. 

SUMMARY:  This  document  extends  tlie 
time  for  filing  comments  in  a  proceeding 
that  involves  rules  to  be  applied  to  cable 
television  systems  with  fewer  than  1000 
subscribers.  This  extension  is  made  at 
the  request  of  the  National  Association 
of  Broadcasters. 

DATES:  Comments  must  be  received  on 
or  before  June  21,  1977,  and  Reply  Com- 
ments must  be  received  on  or  before 
August  22,  1977. 

ADDRESS ;  Federal  Communications 
Commission.  Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  Hudgens,  Cable  Television  Bu- 
reau I  202-632-6468 >. 

SUPPLEMENTARY       INFORMATION: 

Adopted:  June  1, 1977. 

Released:  June  6,  1977. 

In  the  matter  of  amendment  of  Part 
76  of  the  Commission's  rules  and  regula- 
tions with  respect  to  the  definition  of  a 
cable  television  system  and  the  creation 
of  classes  of  cable  systems  (order)  (42 
FR  201341. 

1.  On  May  19,  1977  the  National  As- 
sociation of  Broadcasters  (NAB)  re- 
quested that  the  time  for  filing  comments 
and  reply  comments  in  the  further  no- 
tice of  proposed  rulemaking  in  the  cap- 
tioned proceeding  be  extended  30  days, 
until  July  6  and  August  5,  1977,  respec- 
tively. In  support  of  its  request  NAB 
states  that  since  the  release  of  the  fur- 
ther notice  thiee  additional  deadlines, 
none  of  which  is  readily  subject  to  exten- 
sion, have  been  imposed  in  other  pro- 
ceedings of  substantial   importance   to 


NAB  and  other  broadcast  interests.'  NAB 
maintains  that  meeting  these  deadlines 
will  place  extraordinary  demands  on 
coimsel  for  NAB  and  other  broadcast 
interests  and  would  make  the  filing  of 
meaningful  comments  in  the  instant 
proceeding,  which  involves  analysis  of  a 
detailed  audience  fractionalization  study 
accompanying  the  further  notice, 
impossible. 

2.  To  begin  with  the  network  inquiry, 
NAB  states  that  it  has  no  intention  of 
filing  comments  in  that  proceeding.  In- 
sofar as  NAB  advances  the  scheduling 
problems  of  other  broadcast  interests, 
we  note  that  no  other  petitions  are  be- 
fore us.  Furthermore,  a  30-day  extension 
of  time  has  already  been  granted  in  the 
network  inquiry  proceeding:,  thus  allow- 
ing any  other  affected  parties  an  addi- 
tional period  of  time  to  respond.  Nor 
does  it  appear  likely  that  all  broadcast 
Interests  that  might  comment  in  the  in- 
stant proceeding  would  also  be  partici- 
pating ej{tensively  in  the  other  two  pro- 
ceedings whose  deadline  are  cited  by 
NAB.  Nevertheless,  in  view  of  the  fact 
that  the  confluence  of  the  several  dead- 
lines may  impose  unforeseen  time  con- 
straints on  some  parties,  and  because 
the  original  time  allowed  for  filing  com- 
ments, sixty  days,  was  not  unusually 
long,  we  find  a  limited  extension  in  the 
instant  proceeding  would  be  anpropriate. 
Accordingly,  we  will  extend  the  dates  for 
filing  comments  to  Jure  21.  1977  and 
August  22.  1977.  This  fifteen-day  exten- 
sion should  afford  the  various  interested 
broadca^st  parties  an  adeouate  opportu- 
nitv  to  prepare  resnonsive  remarks  with- 
out urfiuly  delaying  resolution  of  this 
proceeding. 

Accordint^ly,  it  is  ordered.  That  the 
dntes  for  filing;  comments  and  renhes  in 
Dor-kPt  PC^fil  are  extended  to  June  21 
and  August  22.  1977.  respectively. 

This  action  is  taVen  bv  the  Chief.  CaHe 
Tplpvi^ion  Bureau,  pursuant  to  authority 
deipfated  by  S  0.288  of  the  Commission's 
Rules. 

FEriFRAT.    r'oMMUNICATIONS 
COMMItJSTON, 

James  R.  Hobson. 

Chief. 
Ca^le  Televition  Bureau. 
(FR  Doc. 77- 16660  Piled  6-10-77:8:45  am] 


Commi.ssioner  Robert  E.  Lee  absent. 


[  47  CFR  Part  87  ] 

[Docket  No.  2126!:    FCC  77  353 1 

AVIATION   INSTRUCTIONAL  STATIONS 

Removing  the  Limitation  of  Only  One  Per 
Landing  Area 

AGENCY:  Federal  Communications 
Commission. 

ACTION:  Notice  of  Proposed  Rule  Mak- 
ing. 

SUMMARY:  This  document  would  allow- 
more  than  one  fixed  aviation  instruc- 
tional station  to  be  authorized  at  a  land- 
ing area;  and  would  indicate  that  persons 

'  These  are  the  due  dates  for  filing  com- 
ments in  the  Commission's  Notice  of  Inquiry 
Into  commercial  network  television  practices 
and  the  Office  of  CopjTight's  Notice  of  In- 
quiry regarding  performance  rights  In  .sound 
recordings  (comments  due  June  1  and  May 
31,  respectively)  and  for  filing  Petition  for 
Certiorari  In  Home  Box  Office.  Inc.  v  FCC 
(due  June  6,  19771. 
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engaged  in  activities  relating  to  the  op- 
eration of  free  balloons  are  eligible  for 
aviation  instructional  station  licenses 
This  action  is  being  taken  to  ehminate 
unnecessary'  restrictions  and  otherwise 
clarify  the  rules  regarding  aviation  in- 
structional stations. 

DATES;  Comments  must  be  received  on 
or  before  July  11,  1977,  and  Reply  Com- 
menus  must  be  received  on  or  before 
July  21,  1977, 

ADDRESS:      Federal     Communications 
Commission,  Wasliington.  D.C.  20554. 
FOR  FURTHER  INFORMATION  CON- 
TACT; 

Robert  McNamara,  Aviation  and 
Marine  Division.  Safety  and  Special 
Radio  Services  Bureau  '  202-632-7197 » 

SUPPLEMENTARY   INFORMATION: 

."idopted:  May  25.  1977. 

Released ;  June  8.  1977. 

By  tlie  Commission ; 

In  tlie  matter  of  Amendment  of  Part 
87  of  the  rules  relative  to  aviation  in- 
structional stations. 

1.  Notice  of  Proposed  Rule  Makmg  Is 
hereby  given. 

2.  Presently  the  Commission's  rules 
provide  tliat  only  one  aviation  instruc- 
tional station  will  be  authorized  on  a 
landing  area.  Such  stations  authorized 
for  operation  at  a  fixed  point  on  a  land- 
ing area  are  required  to  provide  service 
without  discrimination  to  all  who  are 
othenvise  eligible  for  a  license  for  an 
aviation  instructional  station.  However, 
the  limitation  of  one  aviation  instruc- 
tional station  per  landing  area  does  not 
apply  to  stations  authorized  for  mobile 
operations  on  the  ground.  Thus  a  number 
of  instructional  stations  may  in  fact  op- 
erate on  a  given  landing  area. 

3.  We  believe  that  the  public  Interest 
and  convenience  will  be  served  by  amend- 
ing our  rules  to  remove  the  limitation  of 
only  one  aviation  instructional  station 
per  landing  area.  This  will  allow  aU  eli- 
gible applicants  to  become  licensees  re- 
gardle.<:s  of  other  stations  licensed  on  the 
landing  area  Currently  competitive  fly- 
ing schools  comprise  most  of  the  en- 
tities required  to  share  the  services  of 
these  fixed  stations.  By  allowing  each 
qualified  entity  on  a  landing  area  to  be- 
come a  licensee,  both  current  licensees 
and  those  heretofore  ineligible  would 
benefit  from  a  more  convenient  and 
equitable  arraneement  for  station  ser;'- 
ice.  Provisions  requiring  the  cooperative 
use  of  facilities  would  be  unnecessary  and 
therefore  deleted  from  the  rules.  Prob- 
len^s  regarding  lack  of  cooperation  and 
discrimination  in  the  use  of  facilities  will 
thus  be  eliminated  Such  r  rhan<rp  in  li- 
censing policy  will  not  significantly  in- 
crease the  utilization  of  available  fre- 
quencies since  eligible  parties  are  cur- 
rently provided  services  via  cooperative 
use  of  fixed  facilities  or  via  ground  mo- 
bile aviation  Instructional  stations,  which 
are  not  affected  bv  the  one  station  per 
landing  area  limitation. 

4.  It  is  our  mtent  to  allow  applicants 
to  request  any  one  of  the  frequencies 
available  for  assignment  to  aviation  in- 
structional stations.  An  applicant  shar- 
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ing  a  landuig  area  where  another  avia- 
tion instructional  station  is  authorized, 
may  wish  to  share  the  same  frequency  or 
select  an  alternate.  The  circumstances 
regarding  safety  of  operations  and  fre- 
quency congestion  in  the  particular  area 
will  normally  dictate  his  choice.  How- 
ever, the  Commission  reserves  the  right 
to  specify  the  frequency  of  as.-^igiim.ent. 

5.  Accordingly,  we  propose  to  delete 
§  87.349  from  our  rules  to  remove  the 
limitation  authorizing  only  one  aviation 
instructional  station  at  a  landing  area, 
and  to  amend  §87.341ia'  and  delete 
§  87.351  to  clarify  the  availability  of  fre- 
quencies for  assignment  to  aviation  in- 
structional stations. 

6.  In  addition,  we  wish  to  clarify  the 
.status  of  free  balloons  with  respect  to 
aviation  instructional  stations.  For  the 
purpose  of  Subpart  H.  free  ballooning 
has  been  interpreted  as  within  the  scope 
of  soaring  activities  Thus,  persons  en- 
gaged in  activities  involving  the  opera- 
tion of  free  balloons  have  been  deemed 
eligible  for  aviation  instructional  station 
licenses.  We  believe  this  interpretation 
should  be  specifically  recognized  in  the 
rules, 

7.  Therefore,  we  propose  to  amend 
5  5  87.343  and  87  345  of  our  rules  to  Indi- 
cate that  persons  engaged  in  activities 
relating  to  the  operation  of  free  balloons 
are  eligible  for  aviation  instructional 
station  licenses. 

8.  Further,  in  the  nature  of  an  edi- 
torial change,  we  propose  to  delete  the 
.second  sentence  in  ?  87,343,  relating  to 
the  use  of  aviation  in.=;tnictional  Irequen- 
cies  by  private  aircraft  stations,  and  add 
a  more  general  statement  in  ?  87.183 
1  frequencies  available  for  airborne  sta- 
tions* to  reflect  the  authorized  usage 
of  these  frec;uencies  by  aircraft  stations. 

9.  The  proposed  amendments  to  the 
Commi.ssion's  rules,  as  set  forth  below. 
are  issued  pursuaiit  to  the  authority  con- 
tained in  Sections  4ii'  and  303  (bi,  (Ci. 
(di  and  'r'  of  the  Communications  Act 
of  1934.  as  amended. 

10.  Pursuant  to  the  applicable  proce- 
dures set  forth  in  5  1.415  of  the  Com- 
mission's rules,  interested  persons  may 
file  conunents  on  or  before  July  11.  1977. 
and  reply  comments  on  or  before  July 
21.  1977.  All  relevant  and  timely  com- 
ments will  be  considered  by  the  Com- 
mission before  final  action  is  taken  in 
this  proceeding  In  reaching  its  deci- 
sion in  this  proceeding,  the  Commission 
may  also  take  into  account  other  rele- 
vant information  before  it,  in  addition 
to  the  specific  comments  invited  by  this 
notice, 

11.  In  accordance  with  the  provisions 
of  5  1.419  of  the  Commission's  rules,  an 
original  and  5  copies  of  all  statements, 
briefs  or  comments  shall  be  furnished 
the  Commission.  All  com.mcnt5  received 
in  respon.se  to  this  Notice  of  Proposed 
Rule  Making,  will  be  available  for  pub- 
lic inspection  in  the  Docket  Reference 
Room  m  the  Commission's  OfBces  in 
Wa.shington.D.C 

FtDER."LL    Communications 

Commission. 
■Vincent  J.  Mullins. 

Secretary. 


30223 

Part  87  of  Chapter  I  of  Title  47  of  the 
Code  of  Federal  Regulations  is  amended 
as  follows; 

1.  Section  87.183 (m)  Is  revised  to  read 
as  follows : 

§87.183      Fpfquenci**  a\«ilable. 

•  «  •  •  • 

imt  123.3.  123.5  and  121.95  MHz;  Tliese 
frequencies  may  be  used  by  aircraft  only 
for  communications  with  aviation  in- 
structural  station  when  engaged  in  pilot 
training,  soaring  or  free  bellooning  ac- 
tivities, ill  accordance  with  Subpart  H 
of  this  part. 

«  •  •  •  • 

2.  Section  87  341'ai  is  revised  to  load 
as  follows; 

§87.341       FrrqueiH-ir-  axailabl*'. 

a'  The  frequencies  123.3  and  123.5 
MHz  are  available  exclusively-  for  a.ssign- 
ment  to  ground  and  aircraft  instruc- 
tional stations.  Mobile  stations  will  t)e  as- 
signed both  of  these  frequencies.  How- 
ever, mobile  stations  are  autliorizcd  to 
operate  only  on  a  noninterference  basis 
to  fixed  instructional  staticais.  Tlie  fre- 
quency 121.95  MHz  is  also  available  to  in- 
stnictionad  stations.  The  Commission,  as 
a  matt<>r  cf  policy,  will  attempt  to  main- 
tain a  1  mile  separation  between  trans- 
mitters on  121.95  MHz  and  adjacent 
channel  re<:  rivers  .Applicants  for  author- 
ity to  use  121  95  MHz  should,  therefore, 
coordinat'^  their  proposal  with  the  appro- 
priate PAA  regional  offices  prior  to  sub- 
mitting their  application.  A  statement  of 
the  coordination  effected  should  accom- 
pany the  application.  Applicants  for  fixed 
stations  may  request  assignment  of  any 
one  of  the  available  frequencies,  however, 
the  Commission  reserves  the  right  to 
specify  the  frequency  of  assignment. 
•  •  •  •  • 

3  Section  87.343  is  revised  to  read  as 
follows : 

§87,313       Eligibilil>  for  lirrn-.-. 

An  aviation  instructional  station  li- 
cense will  l)e  granted  only  to  flying 
schools  and  to  persons  engaged  in  soar- 
ing or  free  ballooning  activities.  Each 
application  shall  be  accompanied  by  a 
statement  tliat  the  applicant  is  elLlier 
the  operator  of  a  flying  school  or  en- 
gaged in  soaruig  or  free  ballooning  ac- 
tivities. 

4.  Section  87.345  is  revised  to  read  rs 
follows : 

§  o7.34.'j       .^"copc  of  >or\ifr'. 

Communications  shall  be  limited  to  the 
necessities  of  pilot  training;  coordination 
of  soaring  activities  between  gliders,  tow 
aircraft  and  ground  stations;  coordina- 
tion of  activities  between  free  balloons 
and  ground  stations:  and  the  promo- 
tion of  safety  of  life  and  propert>'. 

§87.349      I  Deleted  1 

5.  Section  87.349  is  deleted. 
§87.351       IDpicled] 

6.  Section  87.351  is  deleted. 
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ADMINISTRATOR    EMERGENCY 
NATURAL  GAS  ACT   OF    1977 

CONSOLIDATED   EDISON    CO.    OF 
NEW    YORK,    INC. 

Supplemental   Emergency  Order   Pursujnt 
to  Section  5  of  Pub.  L.  95-2 

By  Order  lisueci  March  25,  1977.  Con- 
.solidated  Edison  Company  of  New  York. 
Inc.  I  Con  Edison'  was  authoriz.°d,  pur- 
suant to  Section  6  of  tiie  Emorsency 
Natural  Gas  Act  of  1977  (Act»,  Pub.  L. 
95-2  1 91  Stat.  4  a977>).  to  purchase 
101,458  M\rBtu  of  natural  gas  from 
Odessa  Natural  Gas  Corporation  'Odes- 
sa'. Further.  thLs  order  authorized  El 
Paso  Natural  Gas  Company  lEl  Paso)  to 
charge  a  transportation  rate  of  1.0  cents 
per  MMBtu  plus  5  percent  of  the  volumes 
transported  for  compressor  fuel. 

By  petition  for  a  supplemental  emer- 
gency order,  filed  June  3.  1977.  Con  Edi- 
son requested  that  El  Paso's  transporta- 
tion rate  be  changed  from  1.0  cent  per 
MMBtu  to  1.0  cent  per  Mcf.  Con  Edison 
stated  that  this  change  of  rate,  which 
was  agreed  to  by  ElPaso.  reflected  a  re- 
duction in  the  price  paid  by  Con  Edison 
for  said  transportation. 

Upon  review  of  this  reques",  it  is  my 
opinion  that  it  should  be  granted.  To  the 
e.xtent  not  inconsLstent  with  thu  order, 
the  provisions  of  the  March  25  1977 
order  shall  remain  in  full  force  a  id  ef- 
fect. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent m  Executive  Order  No.  11969  i  Feb- 
ruary 2.  19771 .  and  .^hall  be  sei-ved  upon 
Con  Edison.  Odes^sa  Natural  Gas  Corpo- 
ration. Pacific  Gas  &  Electric  Company, 
LaViica  Gathering  Company,  and  El 
Pa^so.  This  order  shall  also  be  published 
in  tlie  Feder.al  Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing  au- 
thority of  the  AdminLstrator  imder  Pub. 
L.  95-2  and  the  rule.s  and  reciulations 
which  may  be  issued  liiereuadcr. 

Richard  L.  Dunham. 

Administrator . 

I FR  Doc  77-16789  Filed  6-10-77:8  45  ftm | 


I  Docket  £77-114 1 
EL  PASO  NATURAL  GAS   CO. 

Emergency  Order  Pursuant  to  Section  6  of 
Pub.  L.  95-2 

On  June  6.  1977.  El  Pa.so  Natural  Ga-s 
Company,  i  EH  Pa.soi  filed,  pursuant  to 
Section  6  of  the  Emergency  Natural  Ga.s 
Act  of  1977  'Act',  Pub  L  95-2  '91  Stat  4 
(1977>>  an  application  for  authorization 


to  make  certain  emergency  purchases  of 
natural  gas  from  Barber  Oil,  Inc.  i Bar- 
ber'. For  the  reasons  set  forth  below,  I 
authorize  these  emez'gency  purchases. 

By  agreement  dated  June  2.  1977,  El 
Paso  agreed  to  purchase  natural  gas  from 
Barber's  Hunker  Com  No.  1  'Well.  Eddy 
County.  New  Mexico.  Said  agreement 
will  begin  as  soon  as  practicable  as  an 
emergency  purchase  and  will  terminate 
on  July  31.  1977. 

El  Paso  will  purchase  these  supplies 
at  a  price  of  S2.25  per  MMBtu,  inclusive 
of  all  state  and  local  taxes  and  other 
adjustments.  I  find  the  price  to  be  fair 
and  equitable  in  accordance  with  Order 
No.  2. 

El  Paso  shall  submit  weekly  reports 
as  required  by  Order  No,  4. 

Pursuant  to  Section  6<ai  of  the  Act,  I 
hereby  authorize  Barber  to  sell  El  Paso 
natural  gas  from  the  Hunker  Com  No.  1 
Well,  Eddy  County,  New  Mexico  on  the 
terms  and  conditions  set  forth  in  El 
Paso's  filing  in  this  proceeding. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No.  11969  iFeb- 
ruaiT  2,  1977',  and  shall  be  served  upon 
El  Paso  and  Barber.  This  order  shall  also 
be  published  in  the  Federal  Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub. 
L.  95-2  and  the  rules  and  regulations 
which  may  be  issued  thereunder. 

Richard  L.  Dunham, 

Administrator. 
June  7,  1977, 
IFR  Doc  77-16787  Piled  6-10-77:8:45  am) 


I  Docket  E77-115) 

TEXAS   GAS   TRANSMISSION    CORP. 

Emergency  Order  Pursuant  to  Section  6  of 
Pub.  L.  95-2 

On  June  6.  1977.  Texas  Gas  Transmis- 
sion Corporation  i Texas  Gas)  filed,  pur- 
suant to  Section  6  of  the  Emergency 
Natural  Gas  Act  of  1977  (Act),  Pub,  L. 
95-2  '91  Stat.  4  (1977)),  an  application 
to  make  certain  emergency  purchases  of 
natural  gas.  as  an  agent  for  certain  of  its 
customers,  from  Tideway  Oil  Programs, 
Inc.  (Tideway.  Texas  Gas  also  requests 
permission  to  construct  those  facilities 
necessary  to  receive  the  natural  gas  pur- 
chased and  to  transport  and  deliver  this 
gas  to  certain  of  its  customers. 

By  contract  executed  May  1,  1977, 
Texas  Gas  as  agent,  agreed  to  purchase 


1  These  ciistomers  are  local  distribution 
companies  and  Interstate  pipelines  as  defined 
in  55  2  (1).  (5)  of  the  Act  (91  Stat.  4  (1977)). 


2,000  Mcfd  of  natural  gas  from  Tideway 
at  the  Leatherman  Creek  Field.  Claiborne 
Parish,  Louisiana.  The  contract  between 
Texas  Gas  and  Tideway  is  to  terminate 
on  July  31.  1977. 

Texas  Gas,  as  agent,  will  purchase 
these  supplies  at  a  price  of  $2.25  iier 
MMBtu  inclusive  of  all  State  and  local 
taxes  and  other  adjustments.  I  find  that 
price  to  be  fair  and  equitable  in  accord- 
ance with  Order  No.  2. 

Texas  Gas.  as  agent,  will  receive  de- 
livery of  the  subject  gas  from  Tideway 
at  Claiborne  Parish,  Louisiana  and 
transport  and  deliver  such  gas  to  its  cus- 
tomers along  the  Texas  Gas  Pipeline 
System  at  existing  deliveiy  points  Texas 
Gas'  proposed  transportation  rate.';  are 
based  upon  the  cost  data  supporting  the 
settlement  rates  in  Texas  Gas'  most  re- 
cent Federal  Power  Commission  rate  case 
in  Docket  No.  RP77-38,  and  the  retention 
of  a  percent  of  the  transported  volumes 
for  compressor  fuel  and  company  use  and 
loss.  I  find  no  basis  for  prescribing  other 
charges  since  the  parties  have  agreed 
upon  the  transportation  charges. 

Further,  Texas  Gas  advises  that  it  will 
have  to  construct  and  install  a  meter 
station  and  related  equipment  at  an  es- 
timated cost  of  $13,200  in  order  to  trans- 
port these  volumes  to  its  customers.  The 
cost  of  said  facilities  will  be  paid  on  a 
pro  rata  basis  by  th(5se  customers  of 
Texas  Gas  for  whom  Texas  Gas  is  acting 
as  an  agent. 

Based  upon  the  foregoing.  Texas  Gas  is 
authorized  to  purchase  gas.  as  agent, 
from  Tidewa^j'  and  to  transport  and  de- 
liver such  gas  for  certain  of  its  custom- 
ers and  to  construct  those  facilities  nec- 
essary to  receive  the  subject  gas.  This 
authorization  is  conditioned  on  ( i>  Texas 
Gas'  submission  of  the  names  of  the  cus- 
tomers for  which  it  is  acting  as  agent. 
and  (ii'  thase  customers  agreeing  to 
submit  reports  as  required  by  Order  No. 
4. 

This  order  is  issued  pursuant  to  tlie 
authority  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No.  11969  'Feb- 
ruary 2,  1977  I ,  and  shall  be  served  upon 
Texas  Gas  and  Tideway.  This  order  shall 
also  be  published  in  the  Federal 
Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing 
authority  of  the  Administrator  under 
Pub.  L.  95-2  aiid  the  rules  and  regula- 
tions which  may  be  issued  thereunder, 

Richard  L.  Dunham, 

Administrator. 

|FR  DOC.77-1678B  Piled  6-10-77:845  ani] 
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CIVIL  AERONAUTICS   BOARD 

[Docket  30635:  Docket  28966:  Order  77-6-24] 

COCHISE   AIRLINES,    INC. 

Certificate  of  Convenience  and  Necessity 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington  D.C., 
on  the  7th  day  of  June  1977. 

Order 

By  Order  77-3-108.  March  18.  1977. 
tlie  Board  requested  all  interested  per- 
sons to  submit  comments  concerning  the 
scope  of  the  Arizona  Service  Investiga- 
tion in  Docket  30635.  In  addition,  the 
Board  requested  that  applications  and 
motions  to  consolidate  be  submitted 
within  20  days  and  answers  thereto  10 
days  thereafter. 

No  applications  were  filed  pursuant  to 
that  order  and  Cochise  remains  the  sole 
applicant.  Petitions  to  intervene  have 
been  filed  by  the  Department  of  Defense, 
the  County  of  Imperial,  California  'El 
Centro'.  the  City  of  Phoenix.  Arizona, 
and  the  town  of  Page.  Arizona. 

Comments  in  response  to  Order  77-3- 
108  have  been  filed  by  Cochise.  Hughes 
Airwest.  Frontier  Airlines,  Western  Air 
Lines,  and  numerous  civic  parties. 

In  its  comments.  Cochise  requests  that 
the  Board  act  promptly  in  determining 
the  scope  and  procedural  dates  of  the 
Arizona  Service  Investigation  and  states 
that  the  scope  of  the  case  should  be  a.= 
originally  proposed  by  the  motion  for 
hearing  "filed  in  Docket  28966;  that  it  is 
in  a  faUing  financial  condition  which 
may  require  interim  financial  assistance 
and  or  suspension  of  service  at  some  of 
the  small  isolated  points  on  its  system:  ■ 
that  this  potential  loss  of  service  to  small 
communities  warrants  Immediate  action 
by  the  Board:  and  that  the  efficiency 
of  its  proposed  operatioiis  depends  on 
the  grant  of  all  of  the  authority  it 
requested.' 

Airwest  states  that  it  does  not  oppose 
the  deletion  of  its  certificate  respon- 
sibilities at  Page.  Kingman.  Prescott  and 
Ely  the;  that  it  does  oppose  ."^uch  action 
at  Yuma.  El  Centro  and  between  Phoenix 
and  Grand  Canyon;  that  its  current 
schedule  plans  contemplate  the  continu- 
ation of  it.s  present  pattern  of  service  at 


Blythe,  El  Centro.  Yuma  and  Page  and 
between  Grand  Canyon  and  Phoenix : 
that  it  has  no  specific  plans  to  dispose  of 
the  balance  of  its  F-27  fleet,  but  would  do 
so  when  it  is  relieved  of  the  requirement 
to  serve  such  cities  as  Cedar  City.  Page, 
Blythe,  Crescent  City  and  North  Bend/ 
Coos  Bay.  Frontier  comments  that  it  has 
no  objection  to  its  continued  suspension 
or  future  deletion  at  Winslow/  but  stren- 
uously opposes  any  consideration  of  its 
suspension  deletion  at  Flagstaff;  that 
Cochise  did  not  request  nor  doe^  it  now 
advocate  that  Frontier  be  suspended  or 
deleted  at  Flagstaff;  and  the  City  of 
Flagstaff  strongly  supports  the  retention 
of  Frontier's  service  at  that  city  and 
would  object  to  its  replacement.'  West- 
ern's comments  are  concerned  with  in- 
suring that  the  scope  of  the  investigation 
exclude  hnb-to-hub  service.* 

The  cities  of  Blytlie.  Douglas.  Sierra 
Vista.  Kingman.  Winslow.  and  Prescott. 
the  Lake  Havasu  City  Chamber  of  Com- 
merce, the  State  of  Arizona,  and  the 
Yuma  County  Airport  Authority  have  all 
filed  in  support  of  the  motion  for  hear- 
ing.' Finally,  tlie  town  of  Page  has  filed 
comments  in  support  of  the  proceeding 
and  a  motion  to  expand  the  issues  to  In- 
clude the  question  of  Page-Salt  Lake 
City  Las  Vegas  authority. 

An.swers  to  the  requested  comments 
have  been  filed  by  Airwest  the  Arizona 
Congressional  Delegation,  the  .Arizona 
Department  of  Transportation,  and  Co- 
chise. Airwest's  answer  is  directed  to  the 
Tov,Ti  of  Page's  motion  to  expand  the 
scope  of  the  Ls.sues.  The  carrier  states 
that  It  does  not  object  to  the  requested 
expansion,  per  se,  but  that,  if  the  Lssues 
are  expanded,  a  pretrial  restriction 
should  be  imposed  to  preclude  new  serv- 
ice between  Las  Vegas  and  Salt  Lake 
City.  ' 

The  answers  of  the  Arizona  Congres- 
sional Delegation,  the  Arizona  Depart - 


Tlie  motion  for  hearing  requested  that 
Cochise  be  cert.iflcAi«d  between  the  terminal 
point  Phoenix:  the  intermediate  points  Dotig- 
las.  Ft,  Hviachtica  Sierra  Vista.  Tucson.  'Wins- 
low. Flagstaff,  Gi-and  Canyon-Phoenix.  Page. 
Prescott.  Kingman  Lake  Havasn  City.  Yuma. 
Las  Vega.s.  Blythe.  El  Centro;  and  the  termi- 
n.il  point  Los  .Angeles.  In  addition,  it  was  re- 
quested that  .\lrv,^st  and  or  Frontier  be  sus- 
pended deleted  lor  that  their  suspensions  be 
continued)  at  Blythe.  Grand  C-anyon.  Page. 
Prescott.  Yuma.  El  Centro.  Kingman,  and 
Winslow. 

=  By  letter  dated  May  13.  1977.  counsel  for 
Cochise  Informed  the  Board  that  the  carrier 
has  suspended  service  at  Page  and  might  have 
to  suspend  service  at  Kinsman. 

'Cochise  indic.itcs  that  it  sustained  losses 
of  $248,000  during  the  past  two  years. 

•In  accordance  %\ith  Order  77-3-106.  Co- 
chise submitted  a  list  of  creditors.  This  ma- 
terial was  accompanied  by  a  motion  to  with- 
hold from  public  d!sclo'--ure.  We  will  grant 
the  motion. 


Alrwesfs  current  services  to  these  cities 
IS  set  forth  in  Appendix  A 

■■  Frontier's  certificate  responsibility  to 
serve  Winslow  was  suspended  for  three  ye^rs 
bv  Order  74-9  79.  September  23.  1974 

Frontier  operates  two  daily  round  trips  at 
Flagstaff  (both  operate  to  Phoenix  with  one 
operating  beyond  Flagstaff  to  Denver  via  cer- 
tain intermediate  points).  OAG  May  15. 
1977, 

'  Specifically.  Western  proposes  a  pretrial 
restriction  requiring  at  least  one  intermedi- 
ate stop  on  any  new  authority  between 
Phoenix-Los  Angeles  Las  Vegas  San  Diego. 
Las  Ve^ras-Los  Angeles  San  Diego.  Los  An- 
geles-San Diego,  and  Tuchon-Las  Vegas  Los 
Angeles  San  Diego. 

'■In  addition,  the  Yuma  County  Airport 
Authority  noted  its  support  for  Cochise's  re- 
placement of  Airwest. 

Although  it  is  not  clear  from  Its  plead- 
ing. Page  appears  to  also  request  that  the 
issue  of  Pa^e-Cedar  City  autiiorlty  be  in- 
cluded in  the  prooeeding. 

=  In  addition,  .Mrwest  objects  to  Pages  use 
of  this  case  to  delay  the  implementation  of 
the  Boards  decision  in  the  Cedar  Citv  and 
Page  Suspension  Deletion  Ca.se,  Docket  27907 
Sub.sequently  .Mrwest  submitted  a  letter 
clarifying  its  earlier  comments  regarding 
Nortfti  Bend  Coos  Bay  stating  t.hat  it  intends 
to  replace  its  F  27  service  at  thlf;  point  with 
DC  9  equipment  as  soon  as  the  airp'^rt   up- 


ment  of  Transportation  and  Cochise 
were  generally  directed  at  expediting  the 
procedural  dates  in  the  case  and  request- 
ing that  the  scope  of  the  case  be  limited 
to  that  originally  requested  in  the  motion 
for  hearing.  In  addition.  Cochise  states 
that  Airwest  has  long  planned  to  dispose 
of  its  F-27  fleet;  that,  when  Airwest  be- 
comes an  all-jet  carrier,  a  Phoenix- 
Yuma-El  Centro-Los  Angeles  routine 
w  ould  not  be  viable  without  a  massive  in- 
crease in  subsidy ;  that  Yuma  is  the  heari 
of  Cochi.«e's  proposed  system,  and.  with- 
out the  point.  Its  system  would  be  frag- 
mented, crippled,  and  unable  to  survive 
without  -subsidy:  that  Airwest  is  not  hi- 
terested  In  serving  the  short-haul  mai- 
ket.s;  that  while  Frontier  is  correct  ih..t 
Cochise  did  not  propose  Frontier  s  su.--- 
pension  deletion  at  Flagstaff,  the  most 
cost  effective  local  service  program  in 
Arizona  would  include  Flagstaff  in  Co- 
chise's system,  with  Frontier  be'ng 
deleted. 

Upon  consideration  of  all  of  the  plead- 
ings and  relevant  fact.s,  we  have  decided 
that  tlie  scope  of  the  Arizona  Service  In- 
vestigation will  include  those  cities  and 
issues  requested  in  the  motion  for  heal- 
ing, with  certain  modifications. 

Our  decision  herein  places  in  i.ssue  new 
or  existing  authority  at  sixteen  points. 
These  Include  Prescott.  Kingman.  Wnis- 
low  and  Pare — points  currently  or  an 
tlie  rase  of  Pago  to  l>e  suspended  from 
the  certificated  air  map;  Blythe.  El 
Centro.  Grand  Canyon,  Yuma  and  Flag- 
staff— points  currently  receiving  subsi- 
dized service  from  Airwest  or  Frontier; 
and  Douglas  Bisbee.  Lake  Havasu  City 
and  Ft.  Huachuca.' Sierra  Vista— points 
not  now  certificated  to  any  carrier.'-  In 
addition,  this  investigation  will  include 
the  issue  of  authority  between  these 
smaller  traffic  generating  points  and  the 
hub  cities  of  Phoenix.  Tucson.  Los  An- 
geles and  Las  Vegas.  It  is  the  Boards 
judgment  that  this  investigation  should 
be  of  broad  scope  to  permit  a  compre- 
hensive review  of  the  air  service  needs 
of  these  small  commimitles  and  of  the 
subsidy  need  costs  of  service  Con.se- 
Quently.  the  Board  will  place  m  i.ssue 
whether,  and  subject  to  what  conditions, 
certificated  service  should  be  authorized 
and  whether  the  certificated  service 
should  be  provided  by  the  incumbent 
carrier  or  Cochise  or  the  incumbent  car- 
rier and  Cochise  at  certain  of  the  point."; 
in  issue.  ' 


grades  the  run-A.-iv  for  jet  equipment.  Accoitl- 
Ingly.  its  corpKJrate  planning  does  not  c«l! 
for  suspension  deletion  at  North  Bend  Coo- 
Bay  at  this  time. 

'-  While  Cochise's  original  application  also 
included  such  points  as  Nogales.  Show  Lovi 
and  San  Diego,  the  applicant  indicated  in  its 
motion  for  hearing  that  it  did  not  desire  to 
serve  these  points.  Therefore,  in  light  of  this 
and  the  fact  that  no  comment  regarding 
their  inclusion  have  been  received,  .service 
to  Nogales,  Show  Low  and  San  Diego  will  not 
be  considered  In  this  proceeding. 

In  addition,  the  Board  desires  that  there 
be  explored  in  this  proceeding  whether  It  Is 
in  the  public  interest  to  allow  Cochise,  If  It 
is  certificated,  to  operate  under  Part  298  In 
marS'.ets  which  the  carrier  is  not  certificated 
t'  "»rv» 
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We  will  not,  however,  expand  the  scope 
of  this  proceeding  to  include  the  issue  of 
Salt  Lake  City  or  Cedar  City  service  " 
since  '  1  <  Cochise  is  unwilling  to  ser\'e 
the  points  at  present,  <2)  no  carrier  filed 
comments  requesting  their  inclusion,  and 
(3t  the  expansion  would  unnecessarily 
complicate  the  case.'  • 

In  order  to  afford  the  Board  the  great- 
est possible  latitude  in  resolving  the  serv- 
ice needs  of  the  communities  involved, 
we  will  also  place  in  issue  the  suspension/ 
continued  suspension  or  deletion  of 
Blythe.  Grand  Canyon.  Flagstaff,  King- 
man, Prescott.  Winslow.  and  Pago.  In 
addition,  the  Board  will  place  in  i.-^sue 
the  question  of  whether  the  public  con- 
venience and  necessity  require  the  lift- 
ing of  the  suspensions  of  Ainvest  at 
Kingman.  Page,  and  Prescott  and  or 
Frontier  at  Winslow.  In  view  of  their  low 
traffic  generation,  the  proceeding  will 
also  explore  the  question  of  whether, 
from  the  point  of  view  of  both  service 
needs  and  subsidy,"  each  of  the  non-hub 
cities  in  issue  should  be  limited  to  the 
services  of  a  single  certificated  carrier.-" 

In  view  of  our  intention  to  focus  on 
the  service  needs  of  the  above-mentioned 
small  communities,  we  will  impose  pre- 
trial restrictions  prohibiting  hub-to-hub 
nonstop  service."  Such  a  restriction  im- 


•  Ao  noted  earlier.  It  is  not  clear  from 
Pages  comments  whether  It  requests  that 
the  issue  of  service  to  Cedar  City  be  Included 
in  this  proceeding.  In  any  event,  a.ssumlng 
that  It  does,  we  will  deny  the  request. 

'-  See  the  Page  and  Cedar  City  Suspension/ 
Deletion  Case,  wherein  the  Board  found  that 
Alrwest  should  be  suspended  for  three  years, 
provided  a  commuter  replacement  (Sky 
West)  provides  a  designated  level  of  .service. 
Order  77-1-133,  January  24.  1977.  This  case 
is  currently  before  the  United  States  Court 
of  Appeals  (CA-77-1457)  upon  a  petition 
for  review  filed  by  Page  and  the  Board  has 
stayed  its  order  authorizing  Air  wests  sus- 
peiLslon.  Nevertheless,  in  order  to  permit 
the  Board  to  have  the  greatest  flexibility, 
authority  at  Page  will  be  in  issue  to  the  same 
extent  as  the  other  small  communities,  i.e., 
for  total  deletion,  suspension  for  three 
vears  pvu^uant  to  Order  77-1-133  or  some 
different  duration,  no  suspension  with  Air- 
west  being  required  to  continue  service,  the 
certification  of  Cochise  or  a  combination  of 
some  of  these. 

">  As  the  Issues  of  new  certification  and 
suspension 'deletion  are  not  Interdependent, 
the  Board  will  have  the  option  of  consider- 
ing the  deletion  suspension  of  any  of  these 
points  without  the  authorization  of  new 
.service.  This  is  in  contrast  to  the  Air  Mid- 
west Cetrlflcatlon  Proceeding.  Docket  28262. 
wherein  the  Board  considered  the  svuspen- 
alon  deletion  of  Frontiers  authority  only  in 
connection  with  replacement  air  service  by 
Air  Midwest. 

"  Of  course,  questions  of  appropriate  tem- 
porary or  final  subsidy  rates  must  neces- 
sarily be  deternUned  In  separate  Investiea- 
tloas  conducted  under  .section  406(b)  of  the 
Act.  when  and  If  a  certificate  Is  granted. 

■'This  pasltlon  Is  in  accord  with  the 
Boards  handling  of  the  New  England  Serv- 
ice Investleatlon.  Do<ket  22973,  Order  74- 
7-70.  July  17.  1974,  Order  75-11-538.  Novem- 
ber 14.  1975. 

'The  only  exception  will  be  Phoenix- 
Tucson.  This  short-haul  market  involves  an 
intra- Arizona  city- pair  and  could  be  bene- 
ficial  to  Cochise  on  an  entry  mileage  basis. 


posed  prior  to  hearing  will  ensure  that 
consideration  of  air  service  to  small 
communities  receives  priority  attention 
and  will  avoid  undue  expansion  of  the 
case. 

Since  we  are  not  excluding  in  advance 
the  possibility  of  eligibility  for  federal 
subsidy  support,  the  issues  to  be  ex- 
i' mined  will  obviously  include  the  ques- 
tion whether  or  not  the  public  benefits 
to  be  derived  from  any  grant  of  author- 
ity herein  will  justify  the  cost  in  federal 
subsidy  of  the  services  proposed.''" 

Accordingly,  it  is  ordered  That:  1. 
The  Arizona  Service  Investigation 
I  Docket  30635',  irustituted  by  Order  77- 
3-108,  March  18.  1977,  shall  include  con- 
sideration of  the  following  issues: 

a.  Is  Cochise  Airlines.  Inc.  fit,  willing 
and  able  to  perform  properly  the  air 
transportation  proposed  in  its  applica- 
tion and  to  conform  with  the  provisions 
of  the  Federal  Aviation  Act  of  1958,  as 
amended,  and  the  rules,  regulations  and 
requirements  of  the  Board  thereunder? 

b.  Do  the  public  convenience  and 
necessity  require,  taking  into  account 
.subsidy  need,  if  any,  the  certification  of 
Cochise  Airlines,  Inc.  to  engage  in  air 
transportation  of  persons,  property  and 
mail  between  and  among  Page,  King- 
man, Prescott.  Grand  Canyon.  Yuma, 
Flagstaff,  Lake  Havasu  City.  Winslow, 
Douglas,  Ft.  Huachuca- Sierra  Vista. 
Phoenix.  Tucson.  Arizona,  Las  Vegas, 
Nevada,  and  Blythe,  El  Centre  and  Los 
Angeles,  California? 

c.  If  the  application  is  granted,  pur- 
suant to  I  b.  >  above,  in  whole  or  in  part, 
and  a  certificate  is  issued  to  Cochise 
Airlines.  Inc.,  what  terms,  conditions 
and  limitations,  if  any,  should  be  at- 
tached to  the  certificate? 

d.  If  the  application  is  granted  and  a 
certificate  is  issued,  is  it  in  the  public 
interest  to  authorize  Cochise  Airlines, 
Inc..  to  operate  as  an  air  taxi  pursuant 
to  14  C.F.R.  Part  298  in  markets  which 
it  is  not  certificated  to  serve? 

e.  Do  the  public  convenience  and 
necessity  require  the  deletion  or  sus- 
pension, with  or  without  conditions, 
of  the  authority  of  Hughes  Air  Corp. 
d  b'a  Hughes  Airwest  and  or  Frontier 
Airlines,  Inc.,  at  Yuma,  Grand  Canyon. 
Flagstaff.  Page,  Arizona,  Blythe  and  El 
Centro.  California? 

f .  Do  the  public  convenience  and  neces- 
sity require  the  lifting  of  the  suspensions 
of  Hughes  Air  Corp.  d/b/a  Hughes  Air- 
west  at  Kingman  and  Prescott,  Arizona 


»  We  would  also  anticipate  that  considera- 
tion will  be  given  to  the  following  issues, 
among  others:  (1)  Should  the  authority 
granted  be  temporary  or  permanent  and,  if 
temporarv,  what  should  be  its  duration?  (2) 
Should  the  authority  granted  be  eligible 
for  subsidy  In  whole  or  part?  (3)  If  It  Is 
found  that  any  or  all  of  the  authority  should 
be  eligible  for  subsidy,  (a)  is  there  a  sub- 
sidy celling  under  which  the  carrier  might 
be  expected  to  operate'  and  (b)  should  the 
Board  impose  a  subsidy  eligibility  aircraft 
size  limitation  on  CochLse's  operations? 
Subsidy  ceiling  and  aircraft  size  subsidy 
eligibility  Itmltatlona  were  litigated  In  th« 
Air  Midwest  Certification  Proceedlr>g.  Docket 
28262     I  Orders   76-9-165   and   76-11-136). 


and  Frontier  Airlines,  Inc.  at  Winslow, 
Arizona? 

2.  Any  authority  awarded  in  this  case 
shall  be  conditioned  to  prohibit  nonstop 
air  transportation  between  Phoenix -Los 
Angeles  'Las  Vegas,  Las  Vegas-Los  An- 
geles and  Tucson-Las  Vegas ,'Los  An- 
geles : 

3.  The  petitions  for  leave  to  inter%ene 
filed  by  the  United  States  Department  of 
IJefense,  the  County  of  Imperial  lEl 
Centro) ,  the  Ctiy  of  Phoenix,  and  the 
town  of  Page,  be  and  they  hereby  are 
granted.  All  persons  who  have  filed  com- 
ments or  answers  in  Docket  30635.  be 
and  they  hereby  are  made  parties  to  this 
preceding; 

4.  The  motion  of  Cochise  Airlines.  Inc., 
to  withhold  information  concerning  its 
creditors  be  and  it  hereby  is  granted; 

5.  The  motion  of  Page  for  expansion 
of  the  proceeding  is  granted  to  the  ex- 
tent indicated  herein  and  denied  in  all 
other  respects;  and 

6.  Petitions  for  reconsideration  of  this 
order  shall  be  filed  no  later  than  twen- 
ty 1 20 1  days  from  the  senice  date  of 
this  order  and  any  answers  thereto  shall 
be  filed  ten  (10)   days  thereafter. 

This  order  shall  be  publi<^hed  in  the 
Federal  Register. 
By  the  Civil  Aeronautics  Board.'"' 

Phyllis  T.  Kaylor. 
Secretary. 

IPR  Doc. 77-16717  Filed  6-10-77:8:45  am] 


DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

CHILDREN'S   HOSPITAL   OF 
PHILADELPHIA 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  appli- 
cation for  duty-free  entry  of  a  scientific 
article  pursuant  to  Section  6(c»  of  the 
Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 
L.  89-651,  80  Stat.  897 »  and  the  regula- 
tions issued  thereunder  as  amended  aS 
CFR  Part  301 ». 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinar>-  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce.  Washington.  DC.  20230. 

Docket  Number:  77-00097.  Apphcant: 
Children's  Hospital  of  Phila  .  The  Joseph 
Stokes.  Jr.  Research  In.stitut^.  34th  and 
Civic  Center  Blvd..  Philadelphia.  Pa. 
19104.  Article:  Free  Flow  electrophoresis 
apparatus.  Model  FF-5.  complete.  Man- 
ufacturer: Garching  Instruments.  West 
Germany.  Intended  use  of  article:  The 
article  is  intended  to  be  used  to  study 
renal  tubule  cells  and  subcellular  frac- 
tions thereof,  in  particular  brush  border 
and  antiluminal  plasma  membranes. 
Experiments  will  be  conducted  using  dif- 
ferent developmental  stages  in  the  life 


"Ltet  of  Hughes  Alrweefs  current  service 
at  Blyths.  El  Centro.  Grand  Canyon.  Page  and 
Yuma  filed  as  part  of  the  original  document. 
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of  a  rat.  by  removal  and  homogenization 
of  the  kidneys,  with  subsequent  separa- 
tion of  the  fractions  of  interest  by  the 
use  of  the  electrophore.si.s  apparatus. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  thLs  article  is  intended 
to  be  used,  is  being  manufactured  in  tlie 
United  States.  Reasons:  The  foreign  ar- 
ticle IS  capable  of  separating  plasma 
membranes  derived  from  renal  tubule 
cells  at  different  development  stages  on 
the  basis  of  differing  electrical  surface 
changes.  The  Department  of  Health. 
Education,  and  Welfare  <HEWi  advises 
in  its  memorandum  dated  May  3.  1977 
that  the  capability  described  above  is 
pertinent  to  the  appUcants  intended  re- 
search duties.  HEW  also  advises  that  it 
knows  of  no  domestic  instrument  or 
equivalent  scientific  value  to  the  foreign 
article  for  such  purposes  as  this  article 
is  intended  to  be  used. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
Is  intended  to  be  used,  which  is  being 
manufactured  in  the  United  Stat-es. 
(Catalog  of  Federal  Domestic  Assistance 
Program  No.  11  105.  Importation  of  Duty- 
Pree  Educational  and  Scientific   Materials.) 

Richard  M.  Seppa. 
Director.  Special  Import 
Programs  DiiHsion. 

(FR  Doc.77-16643  Piled  6-10-77,8  45  ani| 


tide  provides  a  combination  of  water 
level  measurement  ao  to  650  metersj , 
temperature  measurement  i— 50'  to  35' 
centigrade'  on  magnetic  tape  for  eight 
months  duration,  and  small  size  <12.5 
centimeters  ^cm)  In  diameter  and  32 
cm.  in  height  for  the  case  for  easy 
deployment  through  holes  in  ice  caps. 
The  National  Oceanic  and  Aunospheric 
Administration  <NOAA>  advises  in  its 
memorandum  dated  May  23.  1977  that 
this  combination  of  features  in  the  ar- 
ticle are  pertinent  to  the  applicant's  in- 
tended purposes.  NOAA  also  advises  that 
it  knows  of  no  domestic  instrument  or 
apparatus  which  provides  the  features 
found  to  be  pertinent. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
IS  intended  to  be  used,  which  is  being 
manufactured  in  the  United  States. 
(Catalog  of  Federal  Domestic  Assistance 
Program  No.  11  105.  Importation  of  Duty- 
Pree  Educational   and  Scientific  Materials.) 

Richard  M.  Seppa. 
Director.  Special  Import 

Programs  Dii-ision. 

lFBDoc.77- 16644  Piled  6-10-77.8.45  am] 


GEOPHYSICAL   INSTITUTE 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  appli- 
cation for  duty-free  entr>-  of  a  scientific 
article  pursuant  to  Section  6tci  of  the 
Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub 
L.  89-651.  80  Stat.  897)  and  the  regula- 
tions issued  thereunder  as  amended  <  15 
CFR  Part  301  >. 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  orindary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce.  Washington.  DC  20230. 

Docket  number:  77-00174.  AppUcant: 
Geophysical  Institute.  C.T.  Elvey  Bldg.. 
University  of  Alaska.  Fairbanks,  AK 
99701.  Article;  TG-3A  Water  Level 
Gauge.  Manufacturer:  Aanderaa  Instru- 
ments. Norway  Intended  use  of  article: 
The  article  is  intended  to  be  used  to 
measure  the  basic  water  circulation 
parameters  for  the  first  time  imder  arctic 
conditions  on  the  Alaskan  coastal  shelf. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  the 
United  States.  Reasons:  The  foreign  ar- 


MASSACHUSETTS   GENERAL   HOSPITAL 

Decision  on  Application  for  Duty  Free 
Entry  of  Scientific  Article 

The  following  us  a  decu^ion  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6(c)  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  iPub. 
L.  89-651.  80  Stat.  897  >  and  the  regula- 
tions issued  thereunder  as  amended  '15 
cm  Part  301'. 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary-  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce,  Washington.  DC   20230 

Docket  number:  77-00136.  Applicant: 
The  Massachu.selt^  General  Hospital. 
Fruit  Street.  Boston.  Ma  02114  Article: 
Electron  Microscope,  Model  EM  201  and 
accessories.  Manufacturer:  Philips  Elec- 
tronics Instruments  NVD.  The  Nether- 
lands. Intended  use  of  article:  The  article 
will  be  used  m  studies  concerned  with 
the  ultrastructural  evaluation  of  the  cells 
and  extracellular  materials  in  both  de- 
veloping tissues  and  in  pathological 
speciments  Materials  will  be  obtained 
from  both  experimental  ai:iimals  as 
well  as  biopsies  of  human  tissues.  Evalu- 
ation of  the  organization  of  the  extra- 
cellular matrix,  especially  the  fibrillar 
components  consisting  of  collagen,  pro- 
teoglycans and  elastins  will  be  studied. 
Doctoral  candidates  taking  elective 
courses  will  be  instructed  In  the  tise  of 
the  article  in  pursuit  of  research  prob- 
lems. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved  No  in- 
strument or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 


such  purposes  as  this  article  Is  Intended 
to  t>e  used,  was  being  manufactured  In 
the  United  States  at  the  time  the  foreign 
article  was  ordered  (December  22.  1976). 
Reasons:  The  description  of  the  appli- 
cant's research  and  'or  educational  pur- 
poses establishes  the  fact  that  a  conven- 
tional transmission  electron  microscope 
comparable  to  the  foreign  article  is  per- 
tinent to  the  purposes  for  which  the  ar- 
ticle is  intended  to  be  used.  We  know  of 
no  conventional  transmission  electron 
microscope  which  was  l)eing  manufac- 
tured in  the  United  States  at  the  time 
the  foreign  article  was  ordered.  ("Con- 
ventional transmission  electron  micro- 
scopes '  are  not  to  l>e  confused  with 
'  .scanning  electron  microscopes"  which 
were  manufactured  domestically  at  the 
time  the  article  was  ordered  and  are  still 
being  manufactured  in  the  United 
States  I 

Tlie  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  Intended  to  be  u.sed.  which  was  being 
manufactured  in  the  United  States  at 
the  time  the  article  was  ordered. 

I  Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  11  106.  Importation  of  Duty-Free 
Educational  and  Bclentlflc  Materials.) 

Richard  M    Seppa. 
Director.  Special  Import 
Programs  Division 

[PR  Doc  77   16645  Piled  6   10-77:8  45  ami 


SUNY — STONY    BROOK 

Decision  on  Aoplkation  for  Diitypree 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6ic>  of 
the  Educational  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  iPub 
L  89-651.  80  Stat.  897'  and  the  regula- 
tions i.ssued  thereunder  as  amended  (15 
CFR  Part  301  '. 

A  copy  of  the  record  pertainin;?  to  this 
decision  is  available  for  public  review 
during  ordinary  busine.ss  hours  of  the  De- 
partment of  Commerce,  at  the  Office  of 
Import  Programs.  Department  of  Com- 
merce. Washington.  DC.  20230. 

Docket  number:  77-00093.  Applicant: 
State  University  of  New  York  at  Stony 
Brook,  Dept.  of  Psychiatry  &  Behavioral 
Science.  School  of  Medicine  Health  Sci- 
ences Ctr..  Stony  Brook.  N.Y.  11794.  Ar- 
ticle: Electron  Microscope.  Model  JEM 
lOOC  and  acce.ssories.  Manufacturer: 
JEOL  Ltd  .  Japan.  Intended  use  of  ar- 
ticle: Tlie  article  is  intended  to  be  used 
in  a  research  and  training  program  on 
the  organization  and  development  of  the 
brains  of  vertebrates.  A  wide  variety  of 
experiments  will  be  conducted  including 
structure  of  normal  and  abnormal  sy- 
napse, sensory  receptors,  filled  neurons, 
etc.  The  patterns  of  innervation  and  de- 
velopment will  be  examined  using  light, 
transmission  electron  microscopy,  scan- 
ning transmission  and  secondary  emis- 
sion EM. 
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Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision;  Application  approved.  No  in- 
stnmient  or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  was  being  manufactured  in 
the  United  States  at  the  time  the  U-S. 
Customs  Service  received  this  applica- 
tion (January  10.  1977>.  Reasons:  The 
foreign  article  is  equipped  with  a  scan- 
ning transmission  electron  microscope 
attachment  which  provides  a  guaranteed 
resolving  power  of  15  Angstroms.  The 
Department  of  Health.  Education,  and 
Welfare  (HEW>  advises  in  it^s  memoran- 
dum dated  Mav  3.  1977  that  the  feature 
of  the  article  described  above  Ls  pertinent 
to  the  applicant's  intended  use.  HEW 
also  advises  that  it  knows  of  no  domestic 
Instrument  which  provides  the  pertinent 
feature  of  the  article. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  anparatas  of 
equivalent  scientific  value  tr)  th^  forpien 
article,  for  such  purposes  a.<5  thi.s  article 
is  intended  to  be  us^d  which  was  being 
manufactured  in  the  UnitPd  J^tat.es  at  the 
time  the  .U.S.  Customs  Service  received 
this  application. 

(Catalos  of  Federal  Domestic  AsslHtance  Pro- 
pram  No.  11  105.  Importation  of  Duty-Pree 
Educatlon&l  and  Scientific  Materials.) 

Richard  M.  Seppa. 

Director  Special  Import 
Programs  Division. 

|FR  Doc.77-16646  Filed  6   10-77;8:45  am) 


TEXAS   A   &   M    UNIVERSITY 

Decision  on  Application  for  Duty-Free 

Entry  of  So  entific  Article 

The  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6'ci  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  Pub. 
L.  89-651,  80  Stat.  897)  and  the  regula- 
tions issued  thereunder  as  amended  (15 
CFR  Part  301 ». 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the  De- 
partment of  Commerce,  at  the  Office  of 
Import  Programs.  Department  of  Com- 
merce, Washington.  D.C.  20230. 

Docket  number:  77-00111.  Applicant: 
Texas  A&M  University,  Department  of 
Animal  Science.  College  Station,  Texas 
77843.  Article:  Electron  Microscope, 
Model  JEM-IOOS  and  Accessories.  Manu- 
facturer: JEOL  Ltd.,  Japan.  Intended  use 
of  article:  The  article  is  intended  to  be 
used  for  the  study  of  the  ultras  true  ture 
of  biological  tissues,  particularly  muscle, 
and  for  observation  of  structural  details 
of  purified  proteins  Experiments  to  be 
conducted  involve  the  characterization  of 
the  ultras  true  ture  of  muscle  and  other 
cells  and  alterations  in  this  structure 
caused  by  antemortera  and  postmortem 
treatments.  In  addition,  the  article  will 
be  used  to  teach  fundamentals  of  re- 
search instrumentation  in  the  course  Re- 
search Techniques  and  Instrumenta- 
tion— Special  Problems  in  Electron 
Microscopy, 


Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
Decision:  Application  approved.  No  in- 
strument or  appartus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  was  being  manufactured  in 
the  United  Stat.es  at  the  time  the  foreign 
article  was  ordered  (January  3,  1977). 
Reasons:  The  foreign  article  provides 
distortion  free  micrographs  over  a  mag- 
nification range  100  to  200.000X  without 
a  pole-piece  change.  The  Department  of 
Health,  Education,  and  Welfare  iHEWi 
advises  in  its  memorandum  dated  May 
23,  1977  that  distortion  free  micro- 
graphs in  the  magnification  range  de- 
scribed above  is  pertinent  to  the  appli- 
cant's purposes.  HEW  also  advises  that 
it  knows  of  no  domestic  instrument 
which  provided  the  pertinent  feature  at 
the  time  tlie  article  was  ordered. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  intended  to  be  used,  which  was  being 
manufactured  in  the  United  States  at  the 
time  the  article  was  ordered. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  11.105,  Importation  of  Duty-Pree 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Director.  Special  Import 
Programs  Division. 

[PR  Doc.77-16641  Piled  6-10-77;8:45  ami 


UNIVERSITY  OF  CALIFORNIA — BERKELEY 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6(c)  of 
the  Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 
L.  89-651,  80  Stat.  897;  and  the  regula- 
tions issued  thereunder  as  amended  (15 
CFR  Part  301). 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the  De- 
partment of  Commerce,  at  the  OfiQce  of 
Import  Programs,  Department  of  Com- 
merce. Washington,  D.C.  20230. 

Docket  number:  77-00099.  Applicant: 
University  of  California,  Department  of 
Cell  Physiology,  251  Hilgard  Hall,  Berke- 
ley. California  94720.  Article:  Repetitive 
Flash  Photolysis  Apparatus  and  acces- 
sories. Manufacturer:  Applied  Photo- 
physics.  Ltd.,  United  Kingdom.  Intended 
use  of  article:  The  article  is  intended  to 
be  used  in  experiments  which  will  be  car- 
ried out  on  optical  characterization  of 
primary  reactants  in  plant  photosynthe- 
sis which  involves  studies  of  components 
in  subcellular  organelles,  .such  as  chloro- 
plasts,  and  in  subchloroplast  fragments 
which  are  isolated  from  chloroplast  prep- 
arations by  detergent  treatment. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
DecLsion:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 


to  be  used,  is  being  manufactured  in  the 
United  States.  Reasons:  The  foreign  ar- 
ticle provides  a  monochromator  and  pho- 
tomultiplier  tube  assembly  for  detecting 
absorbance  changes  at  preselected  wave 
lengths  (300  and  500  nanometers)  after 
flash  activation.  The  Department  of 
Health,  Education,  and  Welfare  <  HEW ) 
advises  in  its  memorandum  dated  May 
3.  1977  that  the  capability  of  the  article 
described  above  is  pertinent  to  the  ap- 
plicant's intended  use.  HEW  also  advises 
that  it  knows  of  no  domestic  instrument 
of  equivalent  scientific  value  to  the  for- 
eign article  for  the  applicant's  intended 
purposes. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreien 
article,  for  such  purposes  as  this  article 
is  intended  to  be  u.<;ed.  which  Ls  being 
manufactured  in  the  United  States. 

(Catalog  of  Federal  Domestic  Assi.';t.ance  Pro- 
gram No.  11.105.  Importation  of  Drity-Pree 
Educational  and  Scientific  Materials  ) 

Richard  M.  Seppa, 
Director.  Special  Import 
Programs  Division. 

(FR  Doc.77-16642  Piled  6-10-77:8:45  am] 


UNIVERSITY  OF   ILLINOIS— URBANA 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  L^  a  decLsion  on  in  appli- 
cation for  duty-free  entry  of  a  scientific 
article  pursuant  to  Section  C'c)  of  the 
Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  19G6  (Pub. 
L.  89-651,  80  Stat,  897)  and  the  regula- 
tions issued  thereunder  as  amended  (15 
CFR  Part  301). 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce.  Washington.  DC.  20230. 

Docket  Number:  77-00131.  Applicant: 
University  of  Illinois  Urbana-Champaign 
Campus,  Purchasing  Division,  223  Ad- 
ministration Building.  Urbana,  niinois 
61801.  Article:  Monochromator.  Manu- 
facturer: Chalk  River  Nuclear  Labora- 
tories, Canada.  Intended  use  of  article: 
Tlie  article  is  intended  to  be  used  at  the 
Physics  Research  Laboratory  to  take  ad- 
vantage of  the  continuous  high  quality 
electron  beam  expected  from  the  micro- 
ton  being  installed  in  the  accelerator 
bam.  Photon  scattering  and  other  pho- 
ton reactions  in  the  energy  range  up  to 
50  meV  will  be  investigated  with  an 
energy  resolution  10  times  better  than 
has  been  possible  in  the  past.  The  tech- 
nique in  these  experiments  involves  the 
use  of  a  beam  of  electrons  with  a  well  de- 
fined energy  which  is  incident  upon  a 
thin  bremsstrahlung  target  producing  a 
continuous  spectrum  of  photons  with 
energies  up  to  that  of  the  incident  elec- 
trons. The  article  is  intended  to  be  used 
by  research  staff  and  associated  gradu- 
ate students  working  on  thesis  problems 
in  photonuclear  physics. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 
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Decision:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  puiTX)ses  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  the 
United  States.  Reasons;  This  application 
is  a  resubmission  of  Docket  Number  76- 
00483  which  was  denied  without  preju- 
dice to  resubmission  on  November  23, 
1976  for  informational  deficiencies.  Tlie 
article  provides  tlie  capability  to  investi- 
gate photon  scattering  and  other  photon 
reactions  in  tlie  energy  range  up  to  50 
million  electron  volts.  Tlie  National 
Bureau  of  Standards  NHS'  advises  in 
its  memorandum  dated  May  9.  1977  that 
tlie  capability  of  the  article  described 
above  is  pertinent  to  the  applicant's  in- 
tended purposes.  NBS  also  advises  that 
it  knows  of  no  domestic  instrument  or 
apparatus  of  equivalent  scientific  value 
to  the  foreign  article  for  the  applicant's 
intended  use. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purpcses  as  this  article 
is  intended  to  be  used,  which  is  being 
manufactured  in  the  United  States. 
(Catalog  of  Federal  Domestic  Assi.-tance  Pro- 
gram No.  11.105,  Importation  of  Duty-Free 
Edvicational  and  ScienUfic  Maienais.  i 

Richard  M.  Seppa, 
Director.  Special  Import 

Programs  Division. 

[FR    Doc.77-16647    Filed    6-10-77:8:45    am] 


Decision:  Application  approved.  No  hi- 
struinent  or  apparatus  of  equivalent  sci- 
entific value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  tlie 
United  States.  Reasons:  The  foreign  arti- 
cle provides  operation  in  areas  with  high 
ambient  light  levels.  The  Department  of 
Health,  Education,  and  Welfare  <HEW) 
advises  in  its  memorandum  dated  May  3. 
1977  that  the  feature  of  tlie  article  de- 
scribed above  is  pertinent  to  the  appli- 
cant's intended  purposes.  HEW  also  ad- 
vises that  domestic  instruments  or  appa- 
ratus do  not  provide  the  perlinent  fea- 
ture. 

The  Department  of  Commerce  knows 
or  no  other  instrument  or  aiM^aratus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  intended  to  be  used,  which  is  being 
manufactured  in  the  United  States. 
( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  11.105.  Importation  of  Duty-Free 
Edxicational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Director.  Special  Import 
Programs  Division. 

I  FR  Doc.77-ie648  Filed  6 -10-77;  8  45  am  1 


UNIVERSirr   OF   ROCHESTER 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

llie  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6(c)  of 
the  Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966 
P>ub.  L.  89-651,  80  Stat.  897)  and  the 
regulations  issued  thereimder  as  amend- 
ed"'15  CFR  Part  301). 

A  copy  of  the  record  pertaining  to  this 
de-cision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  ImiX)rt  Programs,  D?partment  of 
Commerce,  Washington.  D.C.  20230. 

Docket  number;  77-00094.  Applicant: 
University  of  Rochester  School  of  Medi- 
cine and  Dentistry.  601  Elmwood  Avenue, 
Rochester,  N.Y.  14642.  Article:  Oscillo- 
scope Recording  Camera,  Model  PC-2A 
and  accessories.  Manufacturer:  Bay- 
tronics,  Ltd.,  Canada.  Intended  use  of 
article:  The  article  is  intended  to  be  used 
as  a  unique  teaching  device  in  echocardi- 
ography in  which  trainees  have  an  op- 
portunity to  study  many  variations  in 
ultrasonic  patterns  of  the  heart  and  to 
develop  an  in-depth  understanding  of 
cardiac  db^ease  and  function.  The  article 
will  also  be  used  to  carry  out  active 
clinical  research  programs  .some  of  which 
has  resulted  in  the  publication  of  over 
70  scientific  papers  and  a  textbook  on 
ech  ocardiography . 

Comments:   No  comments  have  been 
received  with  respect  to  this  application. 


UNIVERSITY   OF   WISCONSiN 

Decision  on  Applkration  for  Duty-Free 
Entry  of  Sc  entific  Article 

The  following  i^  a  decLsion  on  an  ap- 
pUcaUon  for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  Section  6'c)  of 
the  Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  iPub. 
L.  89-651.  80  Stat.  897)  and  the  regula- 
tions issued  thereunder  as  amended  <15 
CFR  Part  301). 

A  copy  of  the  record  pertaining  to  this 
decision  is  available 'for  public  review 
during  ordinary-  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs.  Department  of 
Commerce,  Washington,  D.C.  20230. 

Docket  number:  77-00071.  Applicant: 
University  of  Wisconsin,  Department  of 
Physics,  1150  University  Avenue,  Madi- 
son, WI  53706.  Article:  Polarized  Neutral 
Atomic  Beam  Source,  Manufacturer: 
ANAC  Ltd..  New  Zealand.  Intended  use 
of  article:  The  article  is  intended  to  be 
used  to  provide  a  directed  beam  of 
polarized  hydrogen  or  deuterium  atoms 
of  high  intensity.  The  ultimate  purpose 
of  the  device  is  to  bombard  the  polarized 
atoms  with  an  intense  beam  of  fast  neu- 
tral cesium  atoms  to  study  the  transfor- 
mation of  polarized  hydrogen  atoms  into 
polarized  negative  ions.  The  objective 
pursued  in  this  investigation  is  to  de- 
termine whether  in  atomic  collisions  of 
this  type  the  atoms  maintain  a  state  of 
polarization  or  whether  the  polarization 
is  disturbed  by  the  collision  process.  If 
it  develops  that  the  atoms  maintain 
polarization,  the  article  will  be  u.sed  for 
a  second  purpose — to  inject  the  polarized 
negative  ions  into  the  University  of  Wis- 
consin Tandem  Accelerator  in  order  to 
study  nuclear  reactions  with  polarized 
beams.  The  work   described   above   will 


constitute  part  of  the  Ph.  D.  thesis  of 
two  graduate  students  in  the  course: 
Phj-sics  990. 

Comments:  Comments  have  l)een  re- 
ceived   from    Nuclide    Corporation    on 
January   26.   1977   with  respect    to   this 
apphcation  which  states  inter  alia  that 
tlie  application  should  be  approved.  De- 
cision: Application  approved.  No  instru- 
ment or  apparatus  of  equivalent  scien- 
tific value  to  the  foreign  article,  for  such 
purposes  as  this  article  is  intended  to  le 
used,    is    being    manufactured    in    the 
United  States.  Reason.-:  The  foreign  ar- 
ticle provides  a  polarized  neutral  atomic 
beam  capable  of  producing  a  directed 
liigh  intensity  beam  oi  polarized  hydro- 
gen atoms  by  spatial  separation  in  an 
irJiomogeneous  magnetic  field.  The  Na- 
tional Bureau  of  Standards  iNBS*   ad- 
vises in  its  memorandum  dated  May  10. 
1977  that  the  specification  of  the  article 
described  above  is  pertinent  to  the  ap- 
phcant's   intended   purpases.   NBS   also 
advises  that  it  knows  of  no  domestic  in- 
strument   or    apparatus    of    equivalent 
scientific  value  to  the  foreign  article  for 
the   applicant's  intended   use.   The  De- 
jiartment  of  Commerce  knows  of  no  other 
instrument  or  apparatus  of  equivalent 
scientific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  which  is  being  manufactured 
in  the  United  States. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  11.105,  Importation  of  Duty- 
Free  Educational  and  Scientific  Materials.) 


Richard  M.  Seppa. 
Director.  Special  Import 
PrograTTis  Division. 

[FR  Doc.77-16640  Filed  6-10-77; 8; 45  am) 


UNIVERSITY    OF   WISCONSIN. 
EAU    CLAIRE 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  ap- 
plication for  duty-free  entry  of  a  scien- 
tific article  pursuant  to  section  6(c)  of 
the  Educational.  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 
L.  89-651.  80  Stat.  897)  and  tlie  Regula- 
tioiis  issued  thereunder  as  amended  <  15 
CFR  Part  301 ' . 

A  copy  of  the  record  pertaining  to  this 
decLsion  is  available  for  public  review 
dtiring  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs,  Department  of 
Commerce,  Washington,  DC.  20230. 

Docket  Number:  77-00081.  Applicant: 
University  of  Wisconsin-Eau  Claire.  De- 
partment of  Biology.  Eau  Claire,  WI 
54701.  Article:  Electron  Microscope. 
Model  HS-9.  Manufacturer:  Hitachi 
Limited,  Jajpan:  Intended  use  of  article: 
The  article  is  intended  to  be  used  for 
teaching  undergraduate,  upper-division 
students  and  graduate  students  with 
some  use  for  faculty  research.  These 
puri^oses  include  the  development  of  pro- 
ficiencies in  EM  tecliniques  as  well  as 
original  student  faculty  projects.  Quality 
courses  will  be  provided  in  introductory 
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and  advanced  botany,  zoology  and  sur- 
vey courses  for  students  majoring  in  bi- 
o;ogy.  elementary  and  secondai-y  educa- 
tion, medical  teclinology  nursing,  pre- 
dental,  premedical.  allied  health  senices 
and  other  campus  programs. 

Comments:  No  comments  have  been 
rt^eived  with  respect  to  this  application. 
Decision:  Application  approved.  No  in- 
strument or  apparatus  of  equivalent 
scientific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  was  being  manufactured  in 
the  United  States  at  the  time  the  foreign 
article  was  ordered  iJune  23.  1976'. 
Reasons:  The  foreign  article  is  a  rela- 
tively-simple, easy  to  operate,  medium 
resolution  electron  microscope  designed 
for  confident  use  in  teaching  beginning 
students  with  a  minimum  of  detailed 
programming.  The  article  provides  6A 
point  to  point  resolution,  an  accelerating 
voltage  of  75  kilovolts.  and  low  distor- 
tion magnification  from  500X  through 
lOO.OOOX  plus  200X  for  scanning  which 
permits  an  overlap  of  light  and  electron 
microscopy.  The  Department  of  Health. 
Education,  and  Welfare  iHEWi  advises 
m  its  memorandum  dated  April  22. 
1977  that  relative  simplicity  and  ea.se  of 
operation  are  pertinent  to  the  appli- 
cant's intended  educational  purposes. 
HEW  also  advises  that  It  knows  of  no 
domestic  mstrument  which  provided  the 
pertinent  features  at  the  time  the  article 
was  ordered. 

The  Department  of  Commerce  knows 
of  no  other  instrument  or  apparatus  of 
equivalent  scientific  value  to  the  foreign 
article,  for  such  purposes  as  this  article 
is  Intended  to  be  u.sed.  which  w-as  bemg 
manufactured  in  the  United  States  at 
the  time  the  article  was  ordered. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  11.105.  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

Richard  M.  Seppa, 
Director.  Special  Import 

Programs  Division. 

|FRDoc.77-I6713  Piled  6-10-77:8:45  am) 


ADVISORY    COMMITTEE   ON    EAST  WEST 
TRADE 

Open  Meeting 

Pursuant  to  section  10ia'i2)  of  the 
Federal  Advisory  Committee  Act.  5 
use.  App.  I  (Supp.  V,  1975'.  notice  is 
hereby  given  that  a  meeting  of  the  Ad- 
visory Committee  on  East-West  Trade 
will  be  held  on  Wednesday.  June  29, 
1977.  at  9:30  am.,  in  Room  4833.  U.S. 
Department  of  Commerce.  14th  Street 
and  Constitution  Avenue,  N.W.,  Wash- 
ington. DC.  20230. 

The  Committee  was  established  to  ad- 
vise the  Department,  through  the  Deputy 
Assistant  Secretarj'  for  East-West  Trade, 
on  ways  to  further  Its  mission  to  pro- 
mote and  encourage  the  orderly  expan- 
sion of  commercial  and  economic  rela- 
tions between  the  United  States  and  the 
communist  countries. 

Agenda  items  are  as  follows: 

Morning  Sefialon,  Room  4833.  9:30  am  to 
12  Noon. 


1.  Review  of  miscellaneous  items  out- 
standing from  previous  meetings. 

2.  Review  of  the  goals  and  objectives 
of  the  Bureau  of  East- West  Trade. 

3.  Discussion  of  the  political  climate 
for  U.S. -Soviet  trade. 

Afternoon  Session,  Room  4833.  1  p.m.  to 
3:30  p.m. 

4.  Review  of  recent  developments  in 
U.S.  trade  with  the  P  R.C. 

5.  Discussion  of  methods  for  conduct- 
ing market  research  on  the  P.R.C. 

6.  Oi.<;cussion  of  Soviet  petroleum  pro- 
duction and  export  potential. 

7.  Review  of  items  submitted  by  Com- 
mittee members. 

8.  Review  of  items  submitted  by  the 
Public. 

Tlae  meeting  will  be  open  to  public  ob- 
servation and  a  period  will  be  set  aside 
for  oral  comments  or  questions  by  the 
public  which  do  not  exceed  ten  minutes 
each. 

More  extensive  questions  or  comments 
should  be  submitted  in  writing  before 
June  23,  1977.  Other  public  statements 
regarding  committee  affairs  may  be  sub- 
mitted at  any  time  before  or  after  the 
meeting. 

Approximately  20  seats  will  be  avail- 
able for  the  public  (including  5  seats  re- 
served for  media  representatives)  on  a 
first-come  first-served  basis. 

Copies  of  minutes  will  be  available  30 
days  after  the  meeting  upon  written  re- 
quest addre.s.sed  to  tiie  Domestic  and  In- 
ternational Bu-^iness  Administration, 
Freedom  of  Information  Officer,  Free- 
dom of  Information  Control  Desk,  Room 
3012.  U.S.  Department  of  Commerce, 
Washington.  DC.  20230. 

Inquiries  should  be  addressed  to  Wil- 
liam F.  Kolarik.  Jr..  Committee  Control 
Officer.  Office  of  East-West  Policy  and 
Plannin?.  Bureau  of  East-West  Trade, 
Domestic  and  International  Business 
Admini.sUation.  US.  Department  of 
Commerce,  Washington,  DC.  20230,  tele- 
phone (2021  377-4796. 

Alan  A.  Reich, 
Deputy  Assistant 
Secretary  for  East-West  Trade. 

IPP  Doc.77-16727  Filed  6-10-77:8:45  am] 


MICROPROCESSOR  INSTRUMENTATION 
SUBCOMMITTEE  OF  THE  ELECTRONIC 
INSTRUMENTATION  TECHNICAL  AD- 
VISORY COMMITTEE 

Pci.'tially  Closed  Meeting 

Pursuant  to  Section  10(aM2»  of  the 
Federal  Advisory  Committee  Act.  5 
U.S.C.  App.  I  (Supp.  V.  1975 ».  notice  is 
hereby  given  that  a  meeting  of  the  Mi- 
croprocessor Instrumentation  Subcom- 
mittee of  the  Electronic  Instrumentation 
Technical  Advisory  Committee  will  be 
held  on  Tuesday.  June  28,  1977,  at  9:30 
a.m.  in  Room  5611,  Main  Commerce 
Building,  14th  and  Constitution  Avenue 
NW..   Washington.   D.C. 

The  Electronic  Instrumentation  Tech- 
nical Advisor>'  Committee  was  initially 
established  on  October  23,  1973.  On  Oc- 
tober 7.  1975.  the  Acting  Assistant  Sec- 
retarv-  for  Administration  approved  the 


recharter  and  extension  of  the  Commit- 
tee for  two  additional  years,  pursuant  to 
Section  5(c)(1)  of  the  Export  Adminis- 
tration Act  of  1969,  as  amended,  50 
U.S.C.  App.  Section  2404(c)  <1>  and  the 
Federal  AdvLsory  Committee  Act.  The 
Microprocessor  Instrumentation  Sub- 
committee of  the  Electronic  Instrumen- 
tation Technical  Advisory  Committee 
was  established  on  Januar>'  13.  1977, 
with  the  approval  of  the  Director.  Office 
of  Export  Administration,  pursuant  to 
the  charter  of  the  Committee. 

The  Committee  advises  tlie  Office  of 
Export  Administration,  Bureau  of  East- 
West  Trade,  with  respect  to  questions 
involving  technical  matters,  worldwide 
availability  and  actual  utilization  of 
production  and  technolog>-.  and  licensing 
procedures  which  may  affect  the  level 
of  export  controls  apphcable  to  elec- 
tronic instrumentation,  including  tech- 
nical data  related  thereto,  and  including 
those  whose  export  is  subject  to  multi- 
lateral (COCOMi  controls.  The  Micro- 
processor Instrumentation  Subcommittee 
was  formed  to  study  the  effect  that  mi- 
croprocessors are  having  and  will  have 
in  the  future  on  instrumentation  and 
instrumentation  systems.  It  will  work  on 
dehneating  the  less  significant  uses  of 
microprocessors  in   instrumentation. 

The  Subcommittee  meeting  agenda 
has  four  parts: 

General   Session 

( 1 )  Opening  remarks  by  the  Subcommit- 
tee Chairman. 

(2)  Presentation  of  papers  or  comments 
by  the  public. 

(3)  Discussion  of  topics  related  to  micro- 
processors In  bus-interfaced  instrviments. 

ExEctrnvE  Session 

(4)  Discussion  of  matters  properly  classi- 
fied under  Executive  Order  11652.  dealing 
with  the  U.S.  and  COCOM  control  program 
and  strategic  criteria  related  thereto. 

The  General  Session  of  the  meeting  is 
open  to  the  public,  at  which  a  limited 
number  of  seats  will  be  available.  To  the 
extent  time  permits  members  of  the  pub- 
lic may  present  oral  statement's  to  the 
Subcommittee.  Written  statements  may 
be  submitted  at  any  time  before  or  after 
the  meeting. 

With  respect  to  agenda  item  ( 4 ) ,  the 
Acting  Assistant  Secretary  of  Commerce 
for  Administration,  with  the  concurrence 
of  the  delegate  of  the  General  Counsel, 
formerly  determined  on  December  8. 
1976.  piu-suant  to  Section  10' d'  of  the 
Federal  Advisory  Committee  Act.  as 
amended  by  Section  5(c'  of  the  Govern- 
ment In  the  Sunshine  Act,  P.L.  94-409 
that  the  matters  to  be  discussed  in  the 
Executive  Session  should  be  exempt  from 
the  provisions  of  the  Federal  Advisory 
Committee  Act  relating  to  open  meetings 
and  public  participation  therein,  because 
the  Executive  Session  will  be  concerned 
with  matters  listed  in  5  U.SC.  552b(ci 
(1).  Such  matters  are  specifically  au- 
thorized tmder  criteria  established  by  an 
Executive  Order  to  be  kept  secret  in  the 
interests  of  the  national  defense  or  for- 
eign policy.  All  materials  to  be  reviewed 
and  discussed  by  the  Committ<?e  during 
the  Executive  Session   of   Uie   meetmg 
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have  been  properly  classified  under  Ex- 
ecutive Order  11652.  All  Commiuee 
members  have  appropriate  securiu- 
clearances. 

Copies  of  tlie  minutes  of  the  open 
portion  of  the  meeting  will  be  available 
upon  written  request  addressed  to  the 
Freedom  of  Infonnation  Officer.  Domes- 
tic and  International  Business  Adminis- 
tration. Room  3012,  U.S.  Department 
of  Commerce.  Washington,  D.C.  20230. 

For  further  information,  contact  Mr. 
Charles  C.  Swanson.  Director  Operations 
Division.  Office  of  Export  Administra- 
tion, Domestic  and  International  Busi- 
ness Administration.  Room  1617M.  U.S. 
Department  of  Commerce.  Washington. 
DC.  20230.  telephone:  A  C  202-377-4196. 

Tlie  complete  Notice  of  Determination 
to  close  portions  of  the  series  of  meet- 
ings of  the  Electronic  Instrumentation 
Technical  Advisorj'  Committee  and  of 
any  subcommittees  thereof,  was  pub- 
lished in  the  Federal  Register  on  De- 
cember 28.   1976   (41  FR  56377). 

Dated:  June  8,  1977. 

RauerH.  Meyer, 
Director.  Office  of  Export  Ad- 
ministration. Bureau  of  East- 
West    Trade.   Department   of 
Commerce. 
[FR  Doc.77-16694  Filed  6-10-77:8:45  am] 


Maritime  Administration 

CONSTRUCTION  OF  CATUG  O.B.O.  INTE- 
GRATED TUG/BARGE  TYPE  VESSEL, 
MA   DESIGN    IB6-MT-128A 

Computation   of    Foreign    Cost;    Notice   of 
Intent 

Notice  is  hereby  given  of  the  intent  of 

the  Maritime  Subsidy-  Board,  pursuant  to 
the  provisions  of  section  501(a)  of  the 
Merchant  Marine  Act,  1936  as  amended, 
to  compute  the  estimat.ed  foreign  cost 
of  the  construction  of  CATUG  OBO  in- 
tegrated tug  barge  type  vessel.  MA  De- 
sign IB  6-MT-l  28a. 

Any  person,  firm  or  corporation  having 
any  iiiterest  <  within  the  meaning  of  sec- 
tion 501  la I  I  in  such  computations  may 
file  written  statements  by  the  close  of 
business  on  August  5.  1977.  with  the 
Secretary,  Maritime  Subsidy  Board. 
Maritime  Administration.  Room  3099B. 
Department  of  Commerce  Building,  14th 
:ind  E  Streets,  NW..  Washington.  DC. 
20230. 

Dated;  June  7,  1977. 

By  Order  of  the  Maritime  Subsidy 
Board  Maritime  AdmlnL=:tratlon. 

James  S.  Dawson.  Jr  . 

Secretary. 

[m  Doc.77-ie766  Piled  6-10-77:8:46  am] 


Economic  Developmerrt  Administration 

HIGHLANDER   SPORTSWEAR,    INC. 

Petition  for  a  Determination  of  Eligibility  To 
Apply  for  Trade  Adjustment  Assistance 

A  petition  by  Highlander  Sportswear. 
Inc..  110  Edison  Place.  New-ark.  New  Jer- 
sey 07102.  a  producer  of  outerwear  gar- 
ments for  men  and  women,  was  accepted 
for  filing  on  June  7.  1977.  pursuant  to 
Section  251  of  the  Trade  Act  of  1974 
I  Pub.  L.  93-618'  and  §  315.23  of  the  Ad- 
justment A.ssistance  Regulations  for 
Firms  and  Communities  ( 13  CFR  Part 
315).  Consequently,  the  United  States 
Department  of  Commerce  has  initiated 
an  investigation  to  determine  whether 
increased  imports  into  the  United  States 
of  articles  like  or  directly  competiti%'e 
with  those  produced  by  the  firm  contrib- 
uted importantly  to  total  or  partial  sep- 
aration of  the  firm's  workers,  or  threat 
thereof,  and  to  a  decrease  in  .':ales  or 
production  of  the  petitioning  firm. 

Any  party  ha%1ng  a  substantial  inter- 
est in  the  proceedings  may  request  a  pub- 
lic hearing  on  tlie  matter.  A  request  for 
a  hearing  must  be  received  by  the  Chief. 
Trade  Act  Certification  Division,  Eco- 
nomic Development  Administration,  U.S 
Department  of  Commerce,  Washington. 
D.C.  20230.  no  later  than  the  close  of 
business  of  the  tenth  calendar  day  fol- 
lowing the  publication  of  this  notice. 

Jack  W.  Osburn,  Jr  , 
Chief.   Trade  Act  CerttficaUon 
Dimsion.   Office   of   Planning 
and  Program  Support. 
|PRDoc.77-:6693  Piled  &-10-71;8:45  ami 


TITLE  V  CONSTRUCTION  D»FFERENTIAL 
SUBSIDY  SHIP  CONSTRUCTION  PRO- 
GRAM 

Proposed  Predetermined  Limitation  Policy 

Notice  of  a  proposed  new  policy  speci- 
fying a  pre(ietermined  limit  on  the 
amount  of  Con.<;truction-DifTerential 
Subsidy  '  CDS  •  for  the  cost  of  machinery 
and  electric  plant  spare  parts  and  per- 
mitting the  spare  parts  to  be  based 
ashore. 

Notice  is  liereby  ^ivtn  that  Uie  Mari- 
time Subsidy  Board  considers  it  neces- 
sary to  establish  and  therefore  proposes 
a  new  policy  specifying  a  predetermined 
limit  on  the  amount  of  CDS  for  the  cost 
of  machinery  and  electric  plant  spare 
parts  which  are  m  addition  to  those  re- 
quired by  American  Bureau  of  Shipping 
(ABS>  and  permitting  spare  parts  to  be 
based  ashore.  This  policy  is  to  apply  to 
all  ships  now  under  contract  and  will 
form  the  basis  for  permitlmg  a  Change 
Under  Contract  to  be  subsidized  provided 
that  a  request  for  subsidy  participation 
has  been  submitted  to  the  Maritime  .Ad- 
ministration prior  to  delivery  of  the  ap- 
plicable ship.  The  policy  establishes  an 
upper  limit  on  the  cast  of  the  additional 
spare  parts  eligible  for  CDS  at  a  specified 
percentage  of  the  base  cost  of  tlie  appli- 
cable machinery  and  electric  plant  ma- 
terial Itself. 

Present  policy  restricts  award  of  CDS 
for  spare  parts  to  tliose  which  are  car- 
ried aboard  ship:  shore-based  .spares  are 
not  included,  except  for  propellers  and 
tail  shafts  '  1  spare  per  contract  of  5  or 
less  ships ' .  Recent  experience  indicates 


tliat  this  policy  no  longer  adequately 
addresses  the  nature  of  machinery 
breakdowns  and  the  long  lead  times  as- 
sociated with  procuring  replacement 
parts.  Tlie  purchase  of  a  single  shore- 
based  replacement  part,  which  can  be 
used  to  repair  the  same  machinery  on 
two  or  more  ships,  is  economically  and 
operationally-  more  desirable  than  buying 
a  spare  part  for  each  ship  or  risking  ex- 
tended machinery-  down-tunes  if  no 
spare  part  is  stocked  at  all. 

The  staff  has  reviewed  spare  parts  re- 
quirements ai:id  cost  to  establish  a  fair 
and  reasonable  limit  on  the  amount  eli- 
gible  for   CDS.   The   staff   utilized   the 
existing  Maritime  Administration  break- 
down of  a  machinery  and  electric  plant 
into  standard  cost  classes,  each  of  which 
is  composed  of  equipment  of  a  similar 
nature    '  pumps,  heat  exchangers,  deck 
machinery,  etc.) .  By  reviewing  manufac- 
turer quotes  for  the  cost  of  representa- 
tive pieces  of  equipment  and  the  cost  of 
a  reasonable  complement  of  associated 
spare  parts  within  each  cost  class,  the 
average  cost  of  spare  parts  expressed  as 
a  percentage  of  the  cost  of  the  equip- 
ment itself  was  established.  Where  the 
equipment  covered  by  a  cost  class  must 
be  furnished  with  certain  ABS  spares. 
the  cost  of  the  .\BS  spares  was  deducted 
so  that  the  percentage  shown  represents 
an  allowance  for  spare  parts  which  are 
in  addition   to  thot-e  required  by  ABS; 
the  cost  of  .ABS  spares  is  customarily  in- 
cluded m  tiie  base  cost  of  the  eqmpment. 
For  example,  the  coet  of  a  reasonable 
complement  of  spare  parts  for  a  complex 
machine,  such  £is  a  steam  turbine  (cost 
class   25',   represents   approximately   10 
percent  of  the  cast  of  the  steam  turbine, 
while  the  cost  of  spare  parts  for  com- 
paratively simple  equipment,  such  a  shell 
and  tube  heat  exchanger  icost  class  34 » , 
represents  only  approximately  3  percent 
of  the  cost  of  the  heat  exchanger.  Fur- 
thermore.  ABS    requires   certain   spare 
parts  for  steam  tuibines  which  amount 
to  approximately  7  percent  of  the  cost  of 
the  steam  turbine,  so  that  the  balance 
allocated  for  additional  spare  parts  for 
steam   turbine  is  3   percent   isee  table, 
cost  class  25).  ABS  requires  no  spare 
parts  for  heat  exchangers;  therefore,  the 
full  3  percent  allowance  appUcs  to  addi- 
tional spare  parts  for  heat  exchangers 
'see  table,  cost  class  34*. 

Accordingly,  the  proposed  new  policy 
10  iM"ovide  a  CDS  allowance  for  machin- 
ery and  electric  plant  spare  parts  is  as 
follows : 

The  total  cost  of  machinery  and  elec- 
tric plant  spare  p&rts  (whether  shore- 
based  or  carried  aboard  ship)  which  are 
in  addition  to  those  required  by  the  reg- 
ulatory bodies  eligible  for  CDS  shall  not 
exceed  the  amount  determined  by  apph- 
cation  of  the  percentages  shown  in  the 
Table  below: 
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<  '0»{ 

vlitas 


Type  of  rquipinent  covered 


Tost  of 
•pare  paru ' 


]2  Oalli'V,  pnTiiry,  and  ulilit;  qMoe 

equipiiU'nl .. 1-0 

l.S  Vpiililuiion  and  healinK 2.0 

I"  Air-condilirmiiiB  machinery XO 

IH  Mull  pipiriK' (engineering) 2.0 

I't  Carpo  oil  system 2.0 

■jn  Hull  pipirig  (domestic) 2.0 

VI  Deok  matliinfry 8.9 

'J2  Kki'tric  gi-iii-ralion  and  distrlbu- 

lion - 5-0 

2;t  Electronics S-O 

i'l  Main  eni;ine -.  3-0 

ari  Shafting  and  proijellers ,.,.  <>.0 

/7  Condensers 1.-  '  " 

■J»  Boilers 10 

l"t  Fuel  nil  service  piping <0 

a)  steam  pipiiiK ■'■f 

31  Feed,     condensate,     circulating. 

luid  dram  piping --. -  'O 

3'2  Lube  oil  piping- '0 

;«  .'^alt  water  evaixirator  system 7.0 

M  F>M-d  heatttTs  aud  other  tieat  ex- 
changers   3.0 

.^^  Pumt>s ^^.O 

M  Miseelliuieous  au.xiliaries 7.0 

:i!i  Insiruuients  and  g;»ges .,..-.  1S.0 

40  Engineers  workshop 10 

'  Expreiiiied  as  percenfni.*  of  ba».'  cost  of  the  equipmenl 
in  each  cost  i-la."*. 

Notes 

I.  t'osi  of  spare  psirls  required  by  ABri  is  not  included 
in  the  percentages,  the  allowance  is  for  spare  parts  which 
are  in  addition  lo  those  required  by  ABS. 

:!.  Cost  of  spare  anclior,  pro|>eUer,  or  lailshuft  is  not 
iirluded. 

Tills  proposed  new  policy  is  to  be  im- 
plemented in  accordance  with  the  fol- 
lowing procedures  and  guidelines; 

( 1 )  The  allowance  is  to  be  calculated 
by  the  Maritime  Administration  and  will 
be  included  in  the  contract  price  for  all 
new  contracts  for  which  CDS  i.s  awarded 
after  this  policy  becomes  effective. 

(2)  The  allowance  is  to  be  fixed  and 
will  not  be  escalated  under  the  escalation 
provisions  lif  any  of  the  contract  For 
changes  to  existing  contracts,  the  allow- 
ance will  be  compuU'd  based  on  the 
original  estimate. 

(3 1  An  audit,  a.s  deemed  appropriate 
by  the  Maritime  Admrnustration.  will  be 
made  at  the  end  of  the  coiUract  to  deter- 
mine total  spare  part.-^  expenditure.s,  and 
a  Change  Under  Contract  will  be  L<;sued 
if  actual  expenditui-e.s  are  less  than  the 
allowance 

i4'  Shipping  and  shipyard  handling 
costs  are  to  be  included  in  the  allowance 

(5 1  If  the  cof^t  of  mat-erial  in  a  ca'^t 
class  is  increa.sed  or  decreased  by  reason 
of  a  Change  Under  Contract,  the  total 
spare  partes  allowance  will  not  be  m- 
irea-sed  or  decreased  unle.vs  included  as 
part  of  the  Change  Under  Contract, 

i6'  Fund.s  for  spare  parus  need  not  be 
expended  by  the  Owner  m  the  propor* 
tions  shown ;  the  table  merely  shows  the 
method  u.sed  to  determine  the  total  cost 
of  spare  parts  eligible  for  CDS 

The  Owner  OperaU^r  will  be  free  to 
choose  whichever  .spare  parts  are  con- 
sidered appropriate  for  the  applicable 
machinery  and  electric  plant. 

Any  person  having  an  inler'..st  in  tins 
matter  mav  file  comment:>  u  •  close  of 
business  on  July  15,  1977.  with  the  Sec- 
retary, Maritime  Subsidy  Board,  Mari- 
time Administration,  Room  3099-B,  De- 
partment  of   Commerce   Building     14th 


and  E  Streets  NW..   Washington.   DC 
20230. 

Dated:  June  7, 1977. 

By   Order   of   the   Maritime   Subsidy 
Board.  Maritime  Administration. 

James  S.  Dawson,  Jr., 
Secretary. 

(FR  Doc.77-16769  Plied  6-10-77;8:45  am) 


National  Oceanic  and  Atmospheric 

Administration 

GULF  OF  MEXICO  FISHERY  MANAGEMENT 
COUNCILS  BILLFISH/PELAGIC  SHARK 
ADVISORY    PANEL 

Public  Meeting 

Notice  is  hereby  given  of  a  meeting  of 
the  Biimsh,  Pelagic  Shark  Advisory 
Panel  of  the  Gulf  of  Mexico  Fishery 
Management  Council  established  by  Sec- 
tion 302  of  the  Fishery  Conservation  and 
Management  Act  of  1976  'Pub,  L.  94- 
265', 

The  Gulf  of  Mexico  Fishery  Manage- 
ment Council  has  authority,  effective 
March  1,  1977,  over  fisheries  within  the 
fishei"y  conservation  zone  adjacent  to  the 
west  coast  of  Florida,  Alabama,  Louisi- 
ana, Mississippi  and  Texas.  The  Coun- 
cils  functions  are,  among  other  things, 
to  prepare  and  submit  to  the  Secretary 
of  Commerce  fishery  management  plans 
with  respect  to  the  fisheries  within  its 
area  of  authority,  prepare  comments  on 
applications  for  foreign  fishing,  and  con- 
duct public  hearings.  The  Advisory  Panel 
as.sists  the  CouncU  in  establishing  the 
goak  and  objectives  of  fishery  manage- 
ment plans.  They  also  provide  pragmatic 
advice  and  counsel  on  the  contents  of 
fishery  management  plans  during  their 
review  and  define  and  evaluate  criteria 
for  judging  plan  effectiveness  after  ini- 
tiation. 

The  meeting  of  the  Billfish /Pelagic 
Shark  .advisory  Panel  will  be  held  Fri- 
day. July  8,  1977.  The  meeting  will  be 
held  in  the  conference  room  of  the  Gulf 
of  Mexico  FLshery  Management  Council, 
5401  West  Kennedy  Boulevard,  Tampa, 
Florida  The  meeting  will  convene  at  8 
am  on  Friday  and  adjourn  about  5  p.m. 
The  meeting  may  be  extended  or  short- 
ened depending  on  progress  on  the 
agenda. 

Proposed    Agenda. — <1)     Orientation; 
2  >  Goals  and  Objectives  of  Management 
Plan:  '3'  Other  Business. 

This  meeting  is  open  to  the  public  and 
there  will  be  seatmg  for  a  limited  num- 
ber of  public  members  available  on  a  first 
come,  first  served  basis.  Members  of  the 
public  having  an  interest  in  specific  items 
for  discussion  are  also  advised  that 
agenda  changes  are  at  times  made  prior 
to  the  meeting.  To  receive  information  on 
changes,  if  any.  made  to  the  agenda,  in- 
terested members  of  the  public  shovild 
contiict  on  or  about  July  1 : 

Mr  Wayne  E  Swingle.  Executive  Director, 
Guif  of  Mexico  Fishery-  Management  Coun- 
cil. Lincoln  Center,  Suite  881,  6401  West 
Kennedv  Boulevard,  Tampa.  Florida  33609. 


At  the  discretion  of  the  Panel,  inter- 
ested members  of  the  public  may  be  per- 
mitted to  speak  at  times  which  will  allow 
the  orderly  conduct  of  Panel  business. 
Interested  members  of  the  public  who 
wish  to  submit  written  comments  should 
do  so  by  addressing  the  Executive  Dii-ec- 
tor  at  the  above  address.  To  receive  due 
consideration  and  facUitate  inclusion  o 
these  comments  in  the  record  of  the 
meeting,  typewritten  statements  should 
be  received  within  10  days  after  the  close 
of  the  Panel  meeting. 

Dated:  June  8,  1977. 


WiNFRED  H.  MeIBOHM, 

Associate  Director.  National 
Marine  Fisheries  Service. 

|FR  Doc. 77-16667  Piled  6-10-77:8  45  am] 

COMMODITY   FUTURES  TRADING 
COMMISSION 

COMMODITY    EXCHANGE,    INC. 

Application  for  Designation  as  a  Contract 
Market  for  Trading  in  Zinc;  Public  Hearing 

Commencing  at  10  a.m.  on  Wednes- 
day, July  13.  1977.  at  2033  K  Street  NW.. 
5th  Floor  Hearing  Room,  Wa.'^hmgton. 
D.C.,  the  Commodity  Futures  Trading 
Commission  ("Commission")  will  hold  a 
public  hearing  to  receive  oral  presenta- 
tions and  written  submissions  from  in- 
terested persons  concerning  the  appli- 
cation for  designation  of  the  Commodity 
Exchange,  Inc.  r'Comex")  as  a  contract 
market  for  trading  in  zinc 

On  May  28.  1976  the  Comex  submitted, 
pursuant  to  section  6  of  the  Commodity 
Exchange  Act,  as  amended  •  Act  i ,  an 
application  for  designation  as  a  contract 
market  for  trading  in  zinc.  In  reviewing 
that  application,  the  Commission  deter- 
mined that  it  would  be  appropriate  to 
seek  written  comments  from  interested 
persons  on  the  terms  and  conditions  of 
the  proposed  zinc  futures  contract.  Ac- 
cordingly, on  February  23,  1977.  the 
Commission  requested  public  comment 
on  that  contract,  Tlie  proposed  zinc  con- 
tract is  set  forth  below. 

As  a  result  of  the  Commission's  re- 
quest for  public  comment,  it  received 
numerous  letters  from  interested  per- 
sons, many  of  whom  represent  the  views 
of  zinc  producers.  The  large  majority  of 
letters  received  express  strong  opposition 
to  the  contract.  In  order  to  be  m  a  posi- 
tion to  evaluate  fully  tlie  basis  for  that 
opposition  and  to  assure  that  futures 
trading  in  zinc  would  not  be  contrary  to 
the  public  interest,  the  Commission  has 
decided  to  explore  the  issues  raised  by 
the  industry  and  the  Comex  m  a  public 
hearing. 

The  Commission  invites  all  interested 
persons  to  present  their  views  either  in 
writing  or  orally.  The  Commission  Is  par- 
ticularly interested  in,  among  other 
things: 

(1)  The  use  of  the  proposed  zinc  con- 
tract as  a  price  basing  mechanism; 
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1 2  •  The  extent  of  hedger  interest  in  the 
proposed  contract: 

i3'   The  need  for  a  domestic  futures 
market  in  zinc;  and 

1 4  '  The  si)ecific  terms  and  conditions 
of  the  contract. 

Participants  in  tlie  hearing  may  be 
accompanied  by  pei-sons  of  his  or  her 
choosing,  who  may  advise  or  assist  the 
speaker  in  responding  to  questions  or 
otherwise  assuring  that  full  information 
IS  developed  for  the  use  of  the  Com- 
mission, Oral  presentations  will  be 
limited  to  15  minutes.  During  and  sub- 
sequent to  any  person's  oral  presenta- 
tion, questions  may  be  asked  either  by 
members  of  the  Commission  or  the  Com- 
mission ^faff.  The  Conunission  recognizes 
that  members  of  the  public  may  have 
questions,  therefore,  provision  will  be 
made  for  persons  having  questions  to 
submit  those  questions  in  informal 
written  form  to  a  member  of  the  Com- 
mission staff  who  may  in  his  or  her  dis- 
cretion ask  such  question.  In  addition, 
interested  persons  will  be  permitted  for 
10  days  after  the  last  day  of  the  hear- 
ing, to  submit  written  comments  on  all 
matters  presented  at  the  hearing  or 
any  other  related  topic,  including 
written  rebuttals  to  oral  presentations. 

Persons  interested  in  participating  in 
the  Commission's  hearing  should  contact 
Ms.  Jane  Stuckey.  Commodity  Futures 
Trading  Commission.  2033  K  Street  NW.. 
Washington,  D.C..  20581.  202^254-6126, 
by  July  8,  1977, 

Issued  in  Washington.  DC  on  June  7, 
1977. 

WlLLLAM  T.  Bagley, 
Chairman.  Commodity 
Futures  Trading  Commission. 

|FR  Doc-77-16635  Filed  6-10-77:8.451 

CONSUMER   PRODUCT   SAFETY 
COMMISSION 

PRIVACY   ACT  OF    1974 
New  System  of  Records 

AGENCY:     Consumer    Product    Safety 

Commission. 

ACTION:  Notice  of  new  system  of  rec- 
ords. 

SUMMARY:  This  notice  establishes  a 
new  system  of  records  under  the  Privacy 
Act  of  1974  designated  Commissioned  Of- 
ficers Personal  Data  File.  The  system  is 
being  established  to  support  administra- 
tion of  the  Consumer  Product  Safety 
Commi-ssion's  program  for  commission- 
ing state  government  ofBx'ials  under  au- 
thority of  the  Consumer  Product  Safety 
Act.  The  system  will  function  as  the 
personnel  and  administrative  records 
system  for  the  commissioned  officer  pro- 
gram. A  new  system  report  for  this  sys- 
tem, as  required  by  the  Privacy  Act  '5 
U.S  C.  552aioi  >.  was  filed  with  the  Office 
of  Management  and  Budget,  the  Con- 
gress and  the  Pn\ary  Protection  Study 
Commission  on  May  6.  1977.  Comments 
aie  required  by  the  Privacy  Act  to  be 
solicited  only  on  the  portion  of  the  notice 
setting  forth  the  proposed  routine  uses 
of  the  information  in  the  system.  The 


Commission  will,  however,  to  the  extent 
practicable,  consider  comments  on  any 
portion  of  the  notice 

COMMENTS  MUST  BE  RECEIVED  ON 
OR  BEFORE:   July  13.  1977 

ADDRESSES:  Comments  should  be  sub- 
mitted, preferably  in  five  copies,  to  the 
Secretarv.  Consumer  Product  Safety 
Commission.  1111  18  th  Street  NW., 
Washington.  DC.  20207.  Comments  may 
be  seen  in  the  Office  of  the  Secretary  at 
the  above  address  during  working  hours 
Monday  through  Friday. 

PROPOSED  EFFECTrvr:  D.ATE:  Un- 
less commenU';;  are  received  which  justify 
a  contrary  determination,  the  system  will 
become  effective  as  published  herein  July 
13.  1977,  as  permitted  by  Office  of  Man- 
agement and  Budget  Circular  A-108.  as 
amended. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

David  Melnick.  Office  of  the  General 
Counsel,  Consumer  Product  Safety 
Commission,  Washington,  DC  20207 
(202-634-77701. 

Accordingly,  pursuant  to  the  Privacy 
Act  of  1974.  5  use.  552a(e»  i4>  and 
( 11 ' ;  the  Consumer  Product  Safety  Com- 
mission hereby  establishes  a  new  sys- 
tem of  records  as  follows: 

rp.sc-17 

Commissioned  Officers  Personal  Data 
FUe— CPSC. 

Sj.-terii  lociilioii: 

A  complete  record  on  every  commis- 
sioned officer  is  maintained  in  the  office 
of  the  Associate  Executive  Director  for 
Field  Operations,  Consumer  Product 
Safety  Commission,  5401  Westbard  Ave- 
nue. Washington,  DC.  20207  Records 
concerning  the  commissioned  officer's  ac- 
tivities and  performance  are  maintained 
by  the  CPSC  Area  Office  to  which  tlie 
individual  is  assigned. 

('iilra«»ri<'»    of    imlividua!-    covt-ri'd    l>.»    llu- 
»>  «t«MH  : 

State  employees  commissioned  as 
officers  of  CPSC 

<  !;i!;  i;<ir'n"«  i»f  riM'onl"-  in  tin    ~>  stem  : 

The  system  contains  documents  re- 
lated to  the  commissioning  of  the  in- 
individual  and  personal  da'.a  including 
name,  social  security  number,  date  of 
birth,  educational  background,  employ- 
ment history,  security  clearance  in- 
formation, medical  information,  finger- 
prints, home  address  and  phone  num- 
ber, duty  station,  service  computation 
date  and  benefits  mfoi-mation. 

Aiitliorilv  for  iiiainlenanro  of  llie  >\slom: 

Section  29<a>i2i.  Consumer  Product 
Safety  Act  (15  U.S.C.  2078iai(2t  i;  E.O. 
10450.  sections  8ic',  9(a'.  9(bi  ;  E.O. 
10561. 

Koiilim-  IIM-.  of  rf«-<>rd»  niuiiiluincd  in  thr 
»»-liMii.  iiuliidiiic  ralrg<iri«'«  of  ii»«t» 
and  llir  piirp<>«c«  of  ■.mil   ii>e«: 

111  By  agency  officials  for  purposes 
of  review  in  connection  with  appoint- 


ments, reassignments.  and  determina- 
tion of  qualifications  for  reappointment 
of  an  individual. 

(2>  To  provide  statistical  reports  to 
Congress,  agencies  and  the  public  on 
characteristics  of  the  Commissioned 
officer  program. 

i3i  As  a  data  source  for  managemtiit 
information  for  production  of  summary 
descriptive  statistics  and  analytical 
studies  in  support  of  the  function  for 
which  the  records  are  collected  and 
maintained,  or  for  related  personnel 
management  fmictions  or  manpower 
studies;  may  also  be  utilized  to  respond 
to  general  requests  for  statistical  in- 
formation 'Without  personal  identifica- 
tion of  individuals"  under  the  Freedom 
of  Information  Act  or  to  locate  specific 
individuals  for  personnel  research  or 
other  personal  management  functions. 

<  4 )  To  provide  information  or  disclose 
to  a  Federal  or  state  agency,  in  response 
to  it5  request,  in  connection  with  the  hir- 
ing or  retention  of  an  employee,  or  other 
benefit  by  the  requesting  agency,  to  the 
extent  that  the  information  Is  relevant 
and  necessary  to  the  requesting  agency's 
decision  on  the  matter 

151  To  request  information  from  a 
Federal,  state,  or  local  agency  maintain- 
ing civil,  criminal,  or  other  relevant  en- 
forcement or  other  pertinent  informa- 
tion, if  necessary,  to  obtain  information 
relevant  to  an  Eigency  decision  concern- 
ing the  hiring  or  retention  of  an  em- 
ployee, the  issuance  of  a  license,  grant, 
or  other  benefit. 

16)  Disclosure  to  a  congressional  office 
in  response  to  an  inquiry  from  the  con- 
gressional office  made  at  the  request  of 
the  Individual. 

IVijirif*  and  pro<'«"dur«'>  for  >Ioring.  ro- 
trlfxing.  a<Te*»inp.  rotaininfi.  and  di*- 
po^iiig  of  rcrords  in  lh«-  ^^I'Wnj: 

^-lorajje: 
Records  are  maintained  in  file  folders. 

H<'Iri<->  ahilil.t  : 

Records  are  indexed  by  name. 

Saf«'guard»: 

Records  are  located  in  lockable  metal 
file  cabinets  or  metal  file  cabinets  in  se- 
emed rooms  with  access  limited  to  those 
whose  official  duties  require  access. 

Krli'iitioM  and  di«po!>al: 

The  records  are  maintained  and  dis- 
posed of  in  accordance  with  Commission 
records  management  policies  and  proce- 
dures. 
S."  -t»-iii  iiianaa<T(«)  : 

State  Programs  Coordinator.  Office  of 
the  Associate  Executive  Director  for  Field 
Operations,  5401  Westbard  Avenue, 
Washington,  D.C.  20207. 

Nolififalion  prtM-j^lur*- : 

Contact  the  system  manager  or  the 
director  of  the  Area  Office  lo  which  the 
individual  is  assigned. 

Hi-ford  a^■^■l•^^•  proj^edure!*: 

Same  as  notification. 
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Conti-'liiif;  rt  <(>rtl  prix  idiirei': 

Same  as  notification. 

|{r<  Mill  -f^ircc  calesorit- : 

Iniormation  in  these  records  comes 
either  from  the  individual  to  whom  it 
pertains  or  from  agency  officials.  CPSC 
super\'isors,  or  state  officials. 

Dated:  June  7.  1977. 

Richard  Rapps. 
Secretary,  Consumer  Product 
Safety  Commission. 

:  FR  Doc  77-1C690  Filed  6-10  77.8:45  ami 

DEPARTMENT   OF   DEFENSE 

Defense  Nuclear  Agency 

SCIENTIFIC  ADVISORY  GROUP  ON 
EFFECTS    (SAGE) 

Closed  Meeting 

NAME  OF  COMMITTEE:  Scientific  Ad- 
visory Group  on  Effects  >  SAGE  > . 

UAIT.S:  August  30— September  2,  1977. 

PLACE:  U.S.  Naval  Postgraduate  School, 
Monterey.  California  93940. 

AGENDA:  30  August-1  September  1977 
•  0830-1700  hours',  Presentations  and 
Discussion  on  '•Radiation  Effects  Simu- 
lators".  2  September  1977  1 0830-1200 
hours",  Executive  Session  on  "Radiation 
Effects  Simulators'. 

The  presentations  and  discussions  in 
the  above  cited  agenda  will  be  centered 
on  current  and  planned  RDT&E  pro- 
grams sponsored  by  the  Defense  Nuclear 
Agency  and  dealing  with  nuclear  weap- 
ons radiation  effects  simulators.  The 
executive  session  will  be  held  for  thr 
primary  purpose  of  advising  the  Director. 
DNA  as  to  the  adequacy  of  ongoing  and 
planned  programs.  All  presentations, 
discussions  and  executive  sessions  will 
include  classified  defense  information : 
therefore,  under  the  provisions  of  sec- 
tiorus  552' b)  (1>  and  (3'.  Title  5,  U.S  C  . 
this  meeting  is  closed  to  the  public 

Any  additional  information  concerning 
the  meeting  may  be  obtained  from  the 
undcrsigiied,  Attn:  DDST.  Hq.  Defen.^^c 
Nuclear  Agency.  Washington,  DC  20305 

Otto  D.  Laursen. 
LTC.  USA 
Scientific  Secretary.  SAGE 

June  1,  1977. 

|FR  Doc.77-16712  Piled  6-!(i  77:8:45  am) 


Office  of  the  Secretary 

DOD  ADVISORY  GROUP  ON  ELECTRON 
DEVICES 

Advisory  Committee  Meeting 

WorK;.;^:  Group  A  '  Mai:.I;.  Microwave 
Devices '  of  the  DoD  Advisory  Group  on 
Electron  Devices  'AGED'  will  meet  in 
cl<3sed  ."^es.sion  at  201  Varick  Street.  New 
York,  N  V    10014,  on  June  28-29,  1977. 

The  purpo.'5e  of  the  Advisory  Group  is 
to  provide  the  Director  of  Defense  Re- 
{-farch   and   Enijineering.    the   Director, 


Defense  Advanced  Research  Projects 
Agercy  and  the  Military  Departments 
with'  techni,  .d  advice  on  the  conduct  of 
conoiiucal  and  effective  research  and  de- 
velopment programs  in  the  area  of  elec- 
tron devices. 

The  Working  Group  A  meeting  will  be 
limited  to  review  of  research  and  devel- 
opment programs  which  the  Military 
Departments  propose  to  initiate  with  in- 
dustrj-,  universities  or  in  their  labora- 
tories. The  microwave  area  includes 
programs  on  developments  and  research 
rehited  to  microwave  tubes,  solid  state 
microwave,  electronic  warfare  devices, 
millimeter  wave  devices,  and  passive  de- 
vices. Tlie  review  will  include  details  of 
classified  defense  programs  throughout. 
In  accordance  with  section  10' d>  of  Ap- 
pendix I,  Title  5,  United  States  Code,  it 
Ls  hereby  determined  that  this  meeting 
of  the  Advisory  Group  on  Electron  De- 
vices concerns  matters  listed  in  section 
552b(c)  of  Title  5  of  the  United  States 
Code,  specifically  subparagraph  .(1» 
thereof,  and  that  accordingly  this  meet- 
ing will  be  closed  to  the  public. 

Maurice  W.  Roche. 
Director.  Correspondence  ayid 
Direclives.  OASD  iCornptroller) . 

I  PR  Doc. 77-16718  Filed  6-10-77;8:45  am] 


DOD  ADVISORY  GROUP  ON  ELECTRON 
DEVICES 

Advisory  Committee  Meeting 

Working  Group  C  'Mainly  Imaging 
and  Display »  of  the  DoD  Advisory  Group 
on  Electron  Devices  (AGED)  will  meet  in 
closed  session  at  General  Electric,  Elec- 
tronics Park  Syracuse,  New  York,  on 
June  30.  1977. 

The  purtxKse  of  the  Advisory  Group  is 
to  provide  tiie  Director  of  Defense  Re- 
search and  Engineering,  the  Director, 
Defense  Advanced  Research  Projects 
.Agency  and  the  Military  Departments 
with  technical  advice  on  the  conduct  of 
eronomical  and  effective  research  and 
development  programs  in  the  area  of 
electron  devices. 

The  Working  Group  C  meeting  will  be 
limited  to  review  of  research  and  devel- 
opment programs  which  the  Military 
Departments  propose  to  initiate  with  in- 
i.lustry.  universities  or  in  their  labora- 
tories. This  .special  device  area  includes 
such  prognnns  as  Infrared  and  Night 
Vision  Sen.sors.  The  review  will  include 
cla.<;sifietJ  program  details  throughout. 

In  accordance  with  section  10 (d>  of 
Appendix  I,  Title  5.  United  States  Code, 
It  has  been  determined  that  this  Advisory 
Group  meeting  concerns  matters  listed  in 
section  552b<c)  of  Title  5  of  the  United 
States  Code,  specifically  subparagraph 
<1>  thereof,  and  that  accordingly  this 
meeting  will  be  closed  to  the  public. 

Maurice  W,  Roche, 
Director,  Correspondence  and 
Directives.  OASD  'Comptroller^. 

June  8,  1977. 

|FR  Doc  77-16719  Piled  6-1(^77:8:45  am] 


DOD  ADVISORY  GROUP  ON  ELECTRON 
DEVICES 

Advisory  Committee  Meeting 

Working  Group  B  'Mainly  Low  Power 
Devices)  of  the  DoD  Advisory  Group  on 
Electron  Devices  'AGED  will  meet  in 
closed  session  at  201  Varick  Street.  New 
York,  N.Y.  10014  on  July  12.  1977. 

The  purpose  of  the  Advisory  Group  is 
to  provide  the  Director  of  Defense  Re- 
search and  Engineering,  the  Director, 
Defense  Advanced  Research  Projects 
Agency  and  the  Milltai-j-  Departments 
with  tactical  advice  on  the  conduct  of 
economical  and  effective  research  and 
development  programs  in  the  area  of 
electron  devices. 

The  Working  Group  B  meeting  will  be 
limited  to  review  of  research  and  de- 
velopment programs  which  the  Military 
Departments  propose  to  mitiatc  with 
industry,  universities  or  m  their  labora- 
tories. The  low  power  device  area  in- 
cludes such  programs  as  integrated 
circuits,  chai'ge  coupled  devices  and 
memories.  The  review  will  include  details 
of  classified  program  details  throughout. 

In  accordance  with  section  10' d*  oi 
Appendix  I.  Title  5.  United  States  Code, 
it  has  been  determined  that  this  Advisory 
Group  meeting  concerns  matters  listed 
in  section  552b '  c  '  of  Title  5  of  the  United 
States  Code,  specifically  subparagra-ph 
1 1 )  thereof,  and  that  accordingly  this 
meeting  will  be  closed  to  the  public. 

Maurice  W,  Roche. 
Director,  Correspondence  and 
Directives  *OASD  Comptroller) . 

June  8,  1977. 

|FRDoc.77-16720  Filed  6-I0-77;8:45  aai  1 

ENERGY   RESEARCH   AND 
DEVELOPMENT  ADMINISTRATION 

FOSSIL   ENERGY   RESEARCH 

Meeting 

A  public  meeting  will  be  held  to  dis- 
cuss research  in  the  field  of  fossil  energy, 

NAME:  Fossil  Energy  Research  Meeting. 

DATE:  June2a-29,  1977. 

TIME:  8:30  a.m. 

PLACE:  Quahty  Inn,  415  New  Jersey 
Avenue,  N.W.,  Washington,  D.C.  'Fed- 
eral Ballroom  South) . 

The  purpose  of  the  meeting  is  to  review 
the  longer-range  research  programs  of 
ERDA  having  impact  on  future  fo.ssil 
energ>'  technologies. 

The  meeting  will  be  conducted  accord- 
ing to  a  predetermined  agenda  and  will 
be  open  for  public  observation  and  com- 
ment. 

The  public  is  requested  to  submit  any 
written  statements,  inquiries,  or  requests 
for  an  agenda  at  lea^t  one  day  before 
the  meeting  to  Dr.  G.  C.  Phillips,  Energy 
Research  and  Development  Administra- 
tion,   20    Massachusetts    Avenue,    NW., 
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Washington,  DC.  20545,  Telephone  202- 
376-4104. 

Joseph  E.  Machurek, 
Executive  Director  for  the  Of- 
fice of  the  Assistant  Adminis- 
trator for  Solar.  Gcothermal 
and  Advanced  Energy  Sys- 
tems. 
(PR  Doc.77-16862  Filed  6-10-77:8:45  am] 

ENVIRONMENTAL   PROTECTION 
AGENCY 

■FRL  745   81 

AMBIENT  AIR   MONITORING   REFERENCE 
AND   EQUIVALENT      METHODS 

Amendment  to  Reference  Methods  for 
Ozone 

Notice  is  hereby  given  that  EPA,  in 
accordance  with  40  CFR  Part  53  <40  FR 
7044,  Februan.-  18,  1975*,  has  approved 
an  additional  option  to  each  of  three  O  : 
Reference  methods,  numbers  RFOA- 
1076-014.  RFOA-1076-015.  and  RFOA- 
1076-016  (FR  46647.  October  22  1976'. 
While  the  method  designations  remain 
the  same,  the  identification  of  the  meth- 
ods is  accordingly  amended  to  read  as 
follows: 

(1)  RFOA-l 076-01 4,  "MEC  Model  1100-1 
Ozone  Meter,"  operated  on  a  0-0.5  ppni  range, 
with  or  without  any  of  the  following  options: 

0011  Rack  mountlne  ears. 

0012  In.strument  baU. 
0016  Chas-sls  slide  kit. 
0026  Alarm  set  feature. 

0033     Local-remote  sample,  z«ro.  .span  kit. 
0040     Ethylene  carbon  dioxide  blend  feature. 

(2)  RPOA-1076-015,  "MEC  Model  1100-2 
Ozone  Meter,"  operated  on  a  0-0.5  ppm  range, 
with  or  without  any  of  the  following  options: 

0011  Rack  mounting  ears. 

0012  Instrument  bail, 
0016  Chassis  slide  kit. 
0026  Alarm  set  feature. 

0033     Local-remote  sample.  ?«ro.  span  kit. 
0040     Ethlvene  carbon  dioxide  blend  feature. 

(3)  RFOA-l 076-016,  "MEC  Model  1100-3 
Ozone  Merer,"  operated  on  a  0-0.5  ppm  range 
with  or  without  any  of  the  .'oUowlng  options: 

0011  Rack  mounting  ears, 

0012  Instrument  ball. 
0016  Chassis  slide  kit. 
0026  Alarm  set  feature. 

0033     Local-remote  simple,  zero,  span  kit. 
0040     Ethylene  carbon  dioxide  blend  feature. 

These  methods  are  available  from  Mc- 
Millan Electronics  Corporation,  a  sub- 
sidiary of  Columbia  Scientific  Industries, 
11950  Jolly  ville  Road,  Austin,  Texas 
78766. 

This  change  is  made  in  accordance 
with  40  CFR  53.14  and  is  based  on  addi- 
tional information  and  test  data  submit- 
ted by  the  applicant  subsequent  to  the 
original  designation  (41  FR  46647,  Oc- 
tober 22,  1976  > .  The  new  information  will 
be  kept  on  file  at  the  address  shown  be- 
low and  ^\ill  be  available  for  inspection 
to  the  extent  consistent  with  40  CFR  Part 
2  'EPA's  regulations  implementing  the 
Freedom  of  Information  Act  > . 

As  reference  methods,  thase  methods 
are  acceptable  for  use  by  States  and 
other  control  agencies  for  purposes  of 
j  51.17' a  I  of  40  CFR  Part  51  '"Require- 


ments for  Preparation.  Adoption,  and 
Submittal  of  Implementation  Plans  "i  as 
amended  on  Februaiw  18,  1975  (40  FR 
7042 1 ,  For  such  use,  the  methods  must 
be  used  in  strict  accordance  with  the  op- 
eration or  instruction  manual  provided 
with  the  method  and  subject  to  any  limi- 
tations <e.g..  operating  range)  specified 
in  the  applicable  designation  'see  de- 
scription of  the  methods  above' .  Modifi- 
cations of  a  designated  method  used  for 
purposes  of  §  51.17' a »  are  permitted  only 
with  prior  approval  of  EPj\.  Provisions 
for  vendor  modification  are  given  in  40 
CF'R  53.14,  and  provLsions  for  u^er  modi- 
fications are  given  in  40  CFR  nl  17a  f' 
(promulgated  on  March  17.  1976:  41  FR 
11255). 

Additional  information  concerning  the 
use  of  these  designated  methods  may  be 
obtained  from  the  original  Notice  of  Des- 
ignation '41  FR  46647.  October  22.  1976' 
or  by  writing  to:  Director,  Environ- 
mental Monitoring  and  Support  Labora- 
tor%-.  Department  E  iMD-76'.  US  En- 
vironmental Protection  Agency.  Re- 
search Triangle  Park.  North  Carohna 
27711.  Technical  questions  concerning 
the  metliod  should  be  directed  to  the 
manufacturer. 

Dated:  June  6.  1977. 

Wilson  K,  Talley, 
Assistant  Admi7iistrator  for 
Research  and  Development. 
(PR  Doc.77-16631  Filed  6-10-77:8  4.";  ami 
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ENERGY    RELATED   AUTHORITY:    REPORT 
ON    PROGRESS   AND   IMPACT 

Section  119(k)(2)  Report 

AGENCY:     Environmental     Protection 
Agency  (EPA) . 

ACTION:  Pi'ogress  Fleport  Summaries, 

SUMMARY:  Section  119(k)(2)  of  the 
clean  Air  Act,  'the  Act)  as  amended,  di- 
rects the  Administrator  to  pubUsh  in  the 
Federal  Register  at  not  less  than  180 
day  intervals  beginning  January  1975, 
certain  reports  and  findings  on  the  im- 
plementation of  EPA's  energy  related  au- 
thority under  Section  119  of  the  Act. 
Specifically,  the  Administrator  is  di- 
rected to  publish  a  concise  summary  of 
progress  reports  requii-ed  to  be  filed  by 
any  person  or  source  owner  or  operator 
to  which  the  compliance  date  extension 
provisions  of  Subsection  119(ci  apply. 
Such  reports  are  to  include  information 
on  the  status  of  compliance  with  require- 
ments imposed  by  the  AdminLstrator 
under  Subsection  119(c>,  In  addition, 
the  Administrator  is  directed  to  pub- 
lish up-to-date  findings  on  the  impact 
of  Section  119  upon  applicable  State  Im- 
plementation Plans  and  upon  ambient 
air  quality.  This  report  is  intended  to 
satisfy  the  requirements  of  Section  119 
(k)(2i  of  tlie  Act.  for  the  i>eriod  end- 
ing May  1,  1977.  Notices  covering  earlier 
periods  were  published  on  January  27. 
1975  1 40  FR  4034'.  August  8,  1975  <40 
FR   33489>.  February   23.    1976    '41    FR 


7D89».  and  September  9,    1976    '41   FR 

38207 ^ 

DATES:  Reporting  period  ending  May  1. 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Howard  F.  Wright.  Division  of  Sta- 
tionary Source  Enforcement  iEN-341  > . 
U.S.  Environmental  Protection  Agency. 
401  M  Street  SW..  Washington.  D.C. 
20460  '202-755-25541. 

SUPPLEMENTARY  INFORMATION: 
On  January  27.  1975  '40  FR  4034" ,  Au- 
gust 8,  1975  '40  FR  33489'.  February  23, 
1976  '41  YR  7989  >,  and  September  9, 
1976  '41  FR  38207^  notices  meeting  the 
requirements  of  Section  119'k'i2)  were 
published  in  the  Federal  Register.  This 
reixirt  is  the  fifth  such  notice,  for  the 
pen(xi  ending  May  1,  1977. 

Section  2ia)  of  the  Energy  Supply  and 
Environmental  Coordination  Act  of  1974 
ESECA )  requires  the  Federal  Energy 
Administi-ation  tFEA>  to  prohibit  cer- 
tain power  plants  and  major  fuel  burning 
installations  from  burning  oil  or  natural 
gas  as  a  primary  energy  source,  thereby 
effectively  mandating  the  use  of  coal  by 
those  plants  which  receive  FEA  orders. 
Whenever  the  FEA  Administrator  issues 
an  order  to  a  fuel -burning  source  under 
Section  2 '  a  '  of  ESECA  which  will  apply 
after  June  30.  1975,  the  Administrator  of 
EPA  is  required  to  notify  FEA  if  the 
source  can  bum  coal  and  comply  imme- 
diately with  all  applicable  air  pollution 
requirements  without  a  compliance  date 
ext.ension  <CDE'.  If  such  notification  is 
not  given,  the  EPA  AdminLstrator  must 
certify  to  FEA:  il*  The  date  on  which 
the  source  can  comply  with  all  primary 
standard  conditions,  and  regional  limita- 
tions if  applicable  ( in  the  case  of  a  source 
which  is  ehgible  for  a  CDE)  :  or  i2i  the 
date  on  which  the  source  can  comply 
with  all  applicable  air  pollution  require- 
ments (in  the  case  of  a  source  which  is 
ineligible  for  CDE ) .  A  source  Ls  eligible 
for  a  CDE  if  ta)  it  can  comply  with  all 
applicable  air  pollution  requirements  on 
or  before  the  Januarj'  1,  1979,  statutory 
deadline  for  compliance:  <b'  the  Admin- 
istrator of  EPA  finds  that  such  source 
will  not  be  able  to  burn  coal  which  is 
available  to  such  source  in  compliance 
with  all  applicable  air  pollution  reouire- 
ments  without  a  CDE:  'c  the  Adminis- 
trator finds  that  the  source  will  be  able 
during  the  period  of  the  CDE  to  comiilv 
with  all  the  primai-y  standard  conditions 
and  regional  limitations  applicable  to 
such  source:  and  'd  >  the  source  has  sub- 
mitted to  the  Administrator  an  approved 
plan  for  compliance. 

The  first  notice  of  effectiveness  (NOE» 
was  issued  by  FEA  to  the  Maj-nard  Sta- 
tion. Unit  14,  Iowa  Public  Service  Com- 
pany. Waterloo,  Iowa.  The  NOE  makes 
effective  the  prohibition  order  issued 
December  22,  1975,  requiring  the  plant 
to  bum  coal  in  compliance  with  all  ap- 
plicable air  pollution  requirements,  as 
of  April  20.  1977. 

As  of  May  1.  1977.  the  Administrator 
has   granted  CDE's   to   20   units   at   10 
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plants  under  Subsection  119tc)  Prugre.^^ 
reports  are  required  by  any  person  or 
source  owner  or  operator  granted  a  CDE 
under  this  subsection.  Those  plants  tliat 
have  received  CDE's  are:  '  1  •  Port  Wcnt- 
worth  Station,  Units  1,  2.  and  3.  Savan- 
nah Electric  and  Power  Company.  Port 
Wentworth.  Georgia;  2)  Sutton  Sta- 
tion. Unit  3.  Carolina  Power  and  Light 
Company.  Wilmington.  North  Carolina; 
(3»  George  Neal  Station.  Unit  1,  Iowa 
Public  Service  Company.  Salix.  Iowa; 
(4)  Sutherland  Station.  Units  1.  2.  and 
3,  Iowa  Electric  Light  and  Power  Com- 
pany, Marshalltown.  Iowa.  <5>  Law- 
rence Station.  Units  3.  4.  and  5.  Kansas 
Power  and  Light  Company.  Lawrence. 
Kansa.s;  (6>  Tecumseh  Station.  Units  9 
und  10.  Kansas  Power  and  Light  Com- 
panv.  Tecum-seh.  Kansas;  <1>  James 
P.ivcr  Station.  Units  3  and  4.  Spring- 
field City  Utilities.  Springfield.  Missouri; 
(8>  Hawthorne  Station.  Unit  3.  Kansas 
City  Power  and  Light  Company,  Kansas 
City.  Missouri;  and  ^9'  Kaw  River  Sta- 
tion. Units  1  and  3.  Kansas  City  Board 
of  P-.iblic  Utilities.  Kansas  City.  Kansas. 

A  CDE  for  Schiller  Station.  Units  4 
and  5,  Public  Ser-. ;  f  Company  of  NH. 
Portsmouth.  New  H.t:r.p-;.;ro.  was  pro- 
rr.ulgated  0:1  5i';  ;  '.  '  'Tr'  li  -.u'. er.  no 
NOE  was  i^^:.ea  :.;.  ll'-A  ^'r.v.:■  t  >  '-he  date 
which  would  enable  compliance  by  Dec. 
31.  1978.  thereby  making  this  facility 
ineligible  for  a  CDE  under  Section  119  of 
t;ie  Clean  Air  Act.  A  proposal  to  with- 
d.-aw  the  CDE  was  pubhshed  in  the  Fed- 
LR.M-   Rt    isTER   on  Mar.   7.    1977. 

A;.  •■.  .iluation  of  the  progress  report-s 
CD  the  other  nine  power  plant.s  issued 
CDE'.s  shows  they  are  on  schedule  in 
meeting  all  requirements  of  tiie  CDE. 
In  one  case,  the  Port  Wentworth  Sta- 
tion, the  first  increment  was  approxi- 
mately 30  days  late  in  beinp  met  How- 
ever, it  has  now  been  met  and  will  not 
affect  other  compliance  schedule  incre- 
ments for  this  plant. 

All  plants  which  received  a  CDE.  ex- 
cept Schiller  Station,  are  in  non-attain- 
ment areas  for  at  least  one  pollutant 
'  see  Table  I)  ;  therefore  each  CDE  com- 
pliance schedule  must  insure  compliance 
with  regional  limitations  of  the  State 
Implementatibn  Plan  <SI?) .  In  addition, 
the  majority  of  plants  were  coal  burn- 
ens  prior  to  the  issuance  of  either  the 
NOI  or  CDE  I  only  Port  Wentworth  Sta- 
tion used  oil';  thus  the  impact  of  Sec- 
tion 119  actions  on  either  the  SIP  or 
ambient  air  quaUty  has  not  yet  been 
felt.  Furthermore,  no  states  have  modi- 
fied :i  SIP  as  a  re.sult  of  promulgated 
CDP 

Even  tiiough  FEA  has  not  issued  NOE's 
to  the.se  nine  plants,  coal  usage  has  in- 
cred.<ed  due  to  natural  gas  curtailment 
at  th.'  .seven  ReK-'):'.  VII  planV    Tlie  im- 


pact of  ti-.e  gas  curtailment  Is  reflected  in 
Table  II  by  the  Increased  percentage  of 
Btu  input  derived  from  coal  at  these 
.<;even  plants.  Tlie  Port  Wentworth  and 
Sutton  Station  plants;  in  Region  IV  have 
not  shown  any  increased  coal  usage  since 
1974  Port  Wentworth  is  an  oil  burner 
and  has  not  yet  switched  to  coal. 
whereas  Sutton  Station  has  always 
burned  coal  and  is  expected  to  be  certi- 
tified  in  compliance  during  May  1977. 
Since  Section  119  actions  have  not 
changed  the  course  of  events  at  the  Re- 
gion IV  plants,  no  additional  air  quality 
impact  was  noted. 

However,  air  monitoring  data  for  total 
suspended  particulates  were  obtained 
from  the  SAROAD  system  in  Region  VII 
for  sites  witliin  a  20  kilometer  radius  of 
the  converting  plants.  Except  for  the 
Kaw  River  and  Hawthorne  plants  which 
are  near  other  TSP  sources,  each  of  the 
power  plants  would  be  expected  to  be  a 
principal  contributor  to  any  violations  of 
tiie  National  Ambient  Air  Quality  Stand- 
ards, if  any  occur.  The  relevant  monitor- 
ing site-s)  in  the  vicinity  of  each  plant 
is  (are)  shown  in  Table  III,  Results  of 
the  data  analysis  are  shown  in  Table  IV, 
Tliree  monitoring  periods  are  com- 
pared: 1974,  1975  and  1976.  These  peri- 
ods represent  periods  before,  during,  and 
after  natural  gas  curtailment.  Air  qual- 
ity data  do  not  yet  indicate  any  identi- 
fiable impact  due  to  the  increased  coal 
usage  at  these  plants.  The  monitoring 
sites  in  Kansas  City.  Kansas,  and  Kan- 
sas City.  Missouri,  are  impacted  by  other 
TSP  sources  in  addition  to  the  Kaw  River 
and  Hawthorne  plants;  thus,  changes  in 
annual  geometric  mean  values  may  be 
attributable  to  TSP  emissions  from  other 
nearby  sources.  Given  the  fluctuations 
in  meteorology  to  be  expected,  these  data 
are  inconclusive  relative  to  the  ambient 
impact  of  the  power  plants. 

As  of  May  1.  1977.  the  Administrator  of 
EPA  has  notified  FEA  that  12  units  at 
nine  plants  can  burn  coal  and  comply  im- 
mediately with  all  applicable  air  pollu- 
tion requirements  without  a  CDE.  Those 
plants  are:  (1)  Ames  Station.  Unit  7, 
Ames  Electric  Utility.  Ames.  Iowa;  (2) 
Maynard  Station,  Unit  14,  Iowa  Public 
Service  Company,  Waterloo,  Iowa;  (3) 
De-,  Moines  Station,  Units  10  and  11,  Iowa 
Power  and  Light  Company.  Des  Moines, 
Iowa;  «4)  Weston  Station,  Unit  2,  Wis- 
consin Public  Service  Corporation,  Roth- 
child.  Wisconsin.  (5>  McWilliams  Sta- 
tion. Unit  3,  Alabama  Electric  Coopera- 
tive. Inc.,  Gantt,  Alabama;  (6)  Sheldon 
Station.  Unit  1,  Nebraska  Public  Power 
District.  Columbus,  Nebraska;  (7)  Quin- 
daro  No.  3  Suation.  Units  1  and  2.  Kansas 


City  Board  of  Public  Utilities.  Kan.«as 
City,  Kansas;  (8)  Sutton  Station.  Units 
1  and  2,  Carolina  Power  and  Light  Com- 
pany, Wilmington.  North  Carolina:  and 
(9)  Winnetka  Station.  Unit  8.  Village  of 
Winnetka.  Winnetka.  UlmoLs.  The  May- 
nard Staiion.  as  mentioned  earlier,  has 
received  the  first  NOE  Lssued  by  FEA. 

Also,    the   AdminLstratcir    of   EPA   has 
certified  to  FEA  that  the  following  36 
units  at  15  plants  cannot  comply  with 
all  applicable  air  pollution  requirements 
on  or  before  the  January   1.   1979  sta- 
tutory   deadhne    for    compliance,    and 
therefore  are  ineligible  for  compliance 
date  extensions:    d)    St.  Clair  Station. 
Unit  5,  Detroit  Edison   Company,  East 
China   Township,    Michigan:    i2i    Edpc 
Moor  Station,  Units  1.  2.  3  and  4,  Del- 
marva  Power  and  Light  Company,  Wil- 
mington, Delaware     '3>    Crane  Station, 
Units  1  and  2,  Baltimore  Gas  and  Elec- 
tric Company,  Baltimore,  Maryland;  (4) 
Wagner  Station.  Units   1   and  2.  Balti- 
more Gas  and  Electric  Company,  Balti- 
more Maryland;    '5)   Riverside  Station. 
Units    4    and    5,    Baltimore    Gas    and 
Electric  Company.  Baltimore  Maryland, 
(6)    Winnetka  Station.  Units  5.  6,  and 
7.     Village     of     Winnetka.     Winnetka 
Illinois;    (7)    Albany   Station.   Units    1 
2,    3    and    4.    Niagara    Mohawk    Power 
Company,   Bethlehem,   New   York;    *&< 
Morgantown  Station,  Unit  1  and  2,  Poto- 
mac Electric  Power  Company,  Newburg, 
Marj'land;      (9)      Chesterfield     Station. 
Units   3,   4,    5   and    6,   Virginia   Electric 
Power  Company.  Chester.  Virginia;  (10) 
Portsmouth  Station.  Units  1,  2.  3  and  4, 
Virginia  Electric  Power  Company,  Chesa- 
peake. Vii'ginia;   (11)  McManus  Station, 
Units  1  and  2,  Georgia  Power  Company. 
Brunswick.    Georgia;      12'     Hawthorne 
Station,  Units  4  and  5,  Kansas  City  Power 
and  Light  Company,  Kansas  City.  Mis- 
souri;   (13)   Kaw  River  Station,  Unit  2, 
Kansas  City  Board  of  Utilities.  Kansas 
City,  Kansas;  (14)  Sheldon  Station,  Unit 
2.  Nebraska  Public  Power  District.  Co- 
lumbus,   Nebraska;    and    (15>     Crystal 
River  Station,   Units   1   and   2.   Florida 
Power  Corporation,  Red  Level,  Florida 
The  earliest  prohibition  orders  for  these 
15  plants  can  become  effective  are  the 
dates  (after  January  1,  1979)    certmed 
by  EPA  as  the  earliest  dates  the  plants 
can  burn  coal  and  comply  with  all  appli- 
cable air  pollution  requirements. 
Dated;  May  27,  1977, 

Stanley  W,  Legro, 
Assiitant  Administrator 
t  for  Enforcement. 
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TABLE    I 


EPA 
Reqion 

Plant 

Units 

I 

Schiller 

4,5 

IV 

Port  Wentworth 

1,2,3 

IV 

Sutton 

3 

VII 

George  Neal 

1 

VI  r 

Sutherland 

1,2,3 

VII 

Lawrence 

3,4,5 

VII 

Tecumseh 

9,10 

VII 

James  River 

3,4 

VII 

Hawthorne 

3 

VII 

Kaw  River 

1,3 

Non-attainment  Pollutants 


TSP 
TSP 

TSP 
TSP 
TSP 
TSP 
TSP 
TSP 
TSP 


♦The  CDE  is  being  withdrawn  for  the  Schiller  Station. 
It  is  in  an  attainment  AQCR. 
TSP  =  Total  Suspended  Particulates 


Plants 


Table  II 
Coal  Conversion  Data 


Percent  of  BTU  Input 
Deriv'ed  from  Coal 


1.  Sutherland  Units  1,  2,  3 
Marshalltown,  Iowa 

2.  George  Neal  Unit  1 
Salix,  Iowa 

3.  Lawrence  Units  3,  4,  5 
Lawrence,  Kansas 

4.  Tecumseh  Units  9,  10 
Tecumseh,  Kansas 

5.  Kaw  River  Units  1,  3 
Kansas  City,  Kansas 

6.  James  River  Units  3,  4 
Springfield,  Missouri 

7.  Hawthorne  Unit  3 
Kansas  City,  Missouri 


1974     1975     1976 


14 


80 


14 


80 


67 


92 


9 

10 

90 

10 

45 

98 

16 

28 

98 

28 

41 

98 

71 

71 

98 
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Table  III 
Monitoring  Data  Available 


Plant 


Monitoring  Site 


Valid  Quarters*  of  Data  Available 
1974  1975  1976 


Marshalltown,  Iowa  4 

Sioux  City,  Iowa  4 

Lawrence,  Kansas  4 

Topeka,  Kansas  4 

619  Ann,  Kansas  City  3 
Kansas 

Springfield,  Missouri  4 

4835  No.  Brighton  4 
Kansas  City,  Missouri 

213  So.  Main  Street  3 
Independence,  Missouri 

*Valid  quarter  is  composed  of  valid  data  of  at  least  5  24-hour  periods 
2  months. 


1.  Sutherland  Units  1,  2,  3 

2.  George  Neal  Unit. 1 

3.  Lawrence  Units  3,  4,  5 

4.  Tecumseh  Units  9,  10 

5.  Kaw  River  Units,  1,  3 

6.  James  River  Units  3,  4 

7.  Hawthorne  Unit  3 
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NOTICES 


IFRL  746   1;    OPP  00054! 

STATE-FEDERAL    FIFRA    IMPLEMENTA- 
TION   ADVISORY    COMMITTEE 

Open  Meeting 

.AGENCY:  Office  of  Pesticide  Programs. 
Environmental  Protection  Agency 
-  EPA  I . 

ACTION:  Notice  of  meeting. 

SUMMARY:  There  will  be  a  two-day 
meeting  of  the  State-Federal  FIFRA  Im- 
i>lementation  Advisory  Committee 
'SFFTACi  from  8:30  a.m.  to  4:30  on 
Tuesday.  June  28.  and  from  8:30  a.m. 
Lo  approximately  12:30  p.m.  on  Wednes- 
dav.  June  29,  1977.  The  meeting  will  be 
held  in  Rm.  3906-3908,  Waterside  Mall. 
401  M  St.  SW,  Waslungton  DC  and  is 
open  to  the  public. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Phil  H  Gray.  Jr  ,  Executive  Secre- 
taiT,    SFFIAC.    Operations    Division 
<WH-570i,    Office    of    Pesticide    Pix)- 
grams.  Rm.  E-507,  EPA.  401  M  St.  SW, 
Washington  DC  20460.  telephone  202- 
755-7014. 
SUPPLEMENT.ARV       INFORMATION: 
This  is  the  seventh  meeting  of  the  full 
Conmiittee.  A  complete  agenda  has  not, 
as   yet,    been   developed     However,    the 
agenda  will  cont<iin  items  relating  to  im- 
plementation   of    key    sections    of    the 
amended  FIFR.A   A  con.«iderable  portion 
of  the  available  tune  will  also  be  devoted 
to  Regional  report-s  and  to  reports  by  the 
chairmen    of    the   Working   Groups    re- 
sponsible  Ut   SFFL^C    In    addition,    the 
Chalnnan  of  tlie  Working  Group  of  Pes- 
ticides, responsible  i>nmarily  to  the  Ex- 
teiision  Committee  on  Organization  and 
Policy  will  present  hLs  report. 

Dated    Jime  7,  1977 

Edwin  L  Johnson. 
Deputy  Assistant  AdmiTiistrator 
for  Pesticide  Program<i 

JFB  Doc  77    10628  Filed  6-10   77,8  45  ami 


IFRL  742-61 


NOISE  EMISSION  STANDARDS  FOR 
MEDIUM    AND   HEAVY   TRUCKS 

Availability  of  Analysis  of  Test  Method 
Amendment 

On  March  1.  1977  the  Environmentiil 
Protection  Agency  'EP.^'  published  a 
notice  of  rulemaking  '42  FR  11835;  see 
also  42  FR  153151  which  deleted  40  CFR 
§  205.54-lic>  1 1 1  livi  and  205  54-l<c  i  <2) 
(iv>.  effective  May  31.  1977.  and  invited 
comment-s  on  EPAs  action.  After  evalu- 
ating the  comment,-:  received,  the 
Agency  determined  that  its  action  was 
appropriate  and  allowed  the  amendment 
to  take  effect  a-s  scheduled. 

All  interested  parties  may  request  a 
copy  of  the  Agency's  evaluation  of  the 
amendment  and  the  related  Issues  en- 
titled "EPA  Analysis  of  the  Amendment 
to  Delete  Engine  Brake'  Deceleration 
Testing  from  the  Mediimi  and  Heavy 
Truck  Noise  Flegulation"  from   the  Di- 


rector, Standards  and  Regulations  Divi- 
sion, Office  of  Noise  Abatement  and  Con- 
trol (AW-471',  U.S.  Environmental  Pro- 
tection Agency.  Washington.  DC.  20460. 

Dated:  June  7,  1977. 

Edward  F,  Tuerk, 
Acting  Assistant  Administrator 
for  Air  and  Waste  Management. 

I  FR   D<>r77    1P6.33  Filed  6  9-77:8:45  am) 

FEDERAL   COMMUNICATIONS 
COMMISSION 

DOMESTIC  LAND  MOBILE  ADVISORY 
COMMITTEE  1979  WORLD  ADMINIS- 
TRATIVE RADIO  CONFERENCE  (WARC) 

Meeting 

The  next  meeting  of  the  WARC  Ad- 
visory Committee  for  Domestic  Land 
Mobile,  headed  by  Wendell  R.  Harris, 
will  be  held  on  Tuesday,  July  12.  1977  at 
10:00  a.m.  in  Room  847,  1919  "M"  St.. 
N.W..  Washington,  D.C. 

The  meeting  will  be  open  to  the  public 
and  any  member  of  the  public  is  in- 
vited to  participate  and  present  oral  or 
written  statements  of  relevance  upon 
recognition  by  the  Chairman. 

The  agenda  for  the  meeting  is  as 
follows; 

1    Committee  Chairman's  opening  remarkf 
2.   Review   and  prepare  comments  on  Sth 
Notice  of  Inquiry,  Etocket  20271 
:)   Other  Business 
4    .Adjomnment 

Federal  Comiviunications 

Commission, 
Vincent  J  Mullins. 

Secretary. 

IPR  Doc. 77-16607  Piled  6-10-77;8:45  am| 


RADIO   TECHNICAL   COMMISSION    FOR 
MARINE   SERVICES 

Notice  of  Meetings 

In  accordance  with  Public  Law  92-463. 

Federal  Advisory  Committee  Act,"  the 

schedule    of    future    Radio    Technical 

Commission       for       Marine       Services 

iRTCM)   meetings  is  as  follows: 

Special  Committee  No.  70 

"Minimum  Performance  Standards 

(MPS) — Marine  Loran-C  Receiving  Equip- 
ment," Notice  of  4th  Meeting — Wednesday, 
June  29.  1977—10  a.m.  (All-day  meeting). 
Conference  Room  (Second  floor),  U.S.  Coast 
Guard  Marine  Inspection  OflBce,  Battery  Park 
at  South  Perry,  New  York,  New  York. 

Technical  Specs  Working  Group 

Full-day  Meeting:  June  28,  10  a.m..  Same 
location  as  June  29  meeting. 

Agenda 

1.  Call   to  Order:    Chairman's  Report, 
2    Confirmation  of  Secretary;  Adoption  of 
.\genda. 

,3    Acceptance  of  SC-70  Summary  Records. 

4  Reports  on  Work  Aasigrunenta. 

5  Progress  Reports  on  Incompleted  Work 
.^.v■,lgament.s. 

6  Discussion  of  problem  areas. 

7.  Solicitation  of  additional  Work  Assign- 
ments. 


8.  Other  Business. 

9.  Establishment  of  next  meeting  dates, 
(Proposed:  June  29,  July  20.  August  10.  Au- 
gu.st31) 

Captain  Alfred  E.  Flore,  Chairman,  SC-70, 
U.S.  Merchant  Marine  Academy.  Kings  Point, 
New  York  11024,  Phone:  (516)  482-8200. 

To  comply  with  the  advance  notice  re- 
quirements of  Public  Law  92-463.  a  com- 
paratively long  intei-val  of  time  occurs 
between  publication  of  this  notice  and 
the  actual  meeting.  Consequently,  there 
is  no  absolute  certainty  that  the  listed 
meeting  room  will  be  available  on  the 
day  of  the  meeting.  Those  planning  to 
attend  the  meeting  should  report  to  the 
room  listed  in  the  notice  If  a  room  sub- 
stitution has  been  made,  the  new  meet- 
ing room  location  will  be  posted  at  the 
room  listed  in  this  notice. 

Agendas,  working  papers,  and  oUier 
appropriate  documentation  for  tlie  meet- 
ing is  available  at  that  meeting.  Thase 
desiring  more  specific  information  may 
contact  either  the  designated  Chairman 
or  the  RTCM  Secretariat.  (Phone  <202> 
632-6490) 

The  RTCM  has  acted  a.s  a  coordma- 
tor  for  maritime  telecommunications 
since  its  establisliment  in  1947.  Problems 
are  studied  by  Special  Committees  and 
the  final  reix)rt  is  approved  by  the  RTCM 
Executive  Committee.  All  RTCM  meet- 
ings are  open  to  the  public.  Written 
statements  are  preferred  but  by  previou.'^ 
arrangement,  oral  presentations  will  be 
permitted  within  time  and  space  limita- 
tions. 

Federal  Communications 

Commission, 
Vincent  J.  Mullins. 

Secretary. 

|FR  DOC  77-16698  Filed  6-10-77:8  45  ami 

FEDERAL   ENERGY 
ADMINISTRATION 

IDES  77-41 
SYNTHETIC   NATURAL  GAS 

Availability  of  Draft  Programmatic  Environ 
mental  Impact  Statement  on  the  Alloca- 
tion of   Petroleum   Feedstocks  to   Syn- 
thetic Natural  Gas  Plants 

AGENCY:  Federal  Energy  Administra- 
tion. 

ACTION:   Notice  of  Availability. 

SUMMARY:  The  Federal  Energy  Au- 
ministration  iFEA)  has  made  available 
for  public  comment  a  draft  program- 
matic environmental  impact  statement 
concerning  the  allocation  of  petroleum 
feedstocks  to  synthetic  natural  gas 
(SNG>  plants.  The  draft  environmental 
impact  statement  has  been  prepared  in 
support  of  a  reassessment  of  the  FEA"s 
SNG  feedstock  allocation  program. 

DATES:  Comments  by  July  25,  1977. 
4:30  p.m.;  requests  to  speak  by  July  1. 
1977,  4:30  p,m.:  statements  by  July  8. 
1977,  4:30  p.m.:  hearing  to  be  held  on 
July  11,  1977,  at  9:30  a,m„  and  will  be 
continued  if  necessary  at  9:30  a.m.  on 
July  12,  1977. 
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.-\DDRESSES:  Comments  and  requests 
to  speak  at  the  hearing  to;  Executive 
Communications,  Room  3309,  Federal 
Energy  Administration,  Box  MT,  Wash- 
ington, D.C.  20461;  statements  to  Regu- 
lations Management,  Room  2214,  Fed- 
eral Energy  Administration,  2000  M 
Street,  NW.,  Washington,  D.C.  20461. 

Hearing  to  be  held  at :  Room  2105,  2000 
M  St .  N.W.,  Washington,  D.C. 

FOR  FURTHER  INI'X)RMATION  CON- 
TACT . 

Deanna  Williams  'FEA  Rearing 
Room),  12th  and  Pennsylvania  Ave- 
nue, N.W.,  Room  2107,  Washington, 
D,C.  20461. (202)  566-9161. 

Ed  "Vilade  i  Media  Relations* .  12th  and 
Pennsvlvama  Avenue.  N.W.,  Room 
3104,  Washington.  IDC  20461,  (202) 
566-9833. 

Finn  Neilsen  i  Regulatory  Programs  > . 
2000  M  Street,  N.W.,  Room  6318. 
Washington,  D.C  20461.  i202i  254- 
9730. 

Joel  M.  Yudson  'Office  of  General 
Counsel  1 ,  12th  &  Pennsylvania  Avenue, 
N.W.,  Room  5134,  Washington.  DC. 
20461.  I  202)  566-9565. 

Robert  Stem  i  Office  of  Environmen- 
tal Impact  >,  12th  and  Pennsylvania 
Avenue,  N.W.,  Room  7119,  Washing- 
ton. DC.  20461,  <202>   566-9760. 

SUPPLEMENT.^RY    INFORMATION : 

A,    BACKGROtrND 

1.  Draft  Programmatic  Environmental 
Impact  Statement.  Pursuant  to  Section 
102 1 2 )  ( C )  of  the  National  Environmental 
Policy  Act  of  1969  (NEPA\  42  U.S.C. 
4332i2)  to,  the  Federal  Energy  Admin- 
istration I  FEA)  has  prepared  and  made 
available  for  public  comment  a  draft 
programmatic  environmental  impact 
statement  iDEIS)  concerning  the  alloca- 
tion of  petroletim  feedstocks  to  synthetic 
natural  gas  (SNG>  plants.  Allocation 
and  use  of  naphtha,  liquefied  petroleum 
gases  iLPG's)  and  natural  gas  hquids 
iNGL's)  for  the  purpose  of  manufactur- 
ing SNG  are  currently  controlled  by  FEA 
under  authority  of  the  Mandator>- 
Petroleum  Allocation  Regulations  ao 
CFR  Part  211)  derived  from  the  Emer- 
gency Petroleum  Allocation  Act  of  1973, 
as  amended.  Preparation  of  a  program- 
matic EIS  was  undertaken  in  support  of 
a  reassessment  of  FEAs  SNG  feedstock 
allocation  policy. 

The  document  describes  the  expected 
energy  and  environmental  impacts  re- 
sulting from :  1 1 1  a  base  case  of  no  new 
SNG  plant  construction.  '2)  a  continua- 
tion of  the  present  case-by-case  review 
of  SNG  feedstock  applications,  based  on 
the  criteria  set  forth  in  10  CFR  21 1 .29  and 
Special  Rule  No.  1  to  Subpart  A  of  Part 
211.  i3)  variotis  combinations  of  price 
and  allocation  controls  or  exemption 
from  controls  of  naphtha,  LPG's  and 
NGL's  lised  as  SNG  feedstocks,  and  i4i 
immediate  removal  of  all  controls  over 
naphtha.  LPG's  and  NGL's  for  SNG 
feedstock  use.  For  each  case  the  DEIS 
analyzes  energy,  economic,  and  environ- 


mental considerations  for  the  period 
through  1980,  with  less  detailed  projec- 
tions through  1985. 

Major  alternatives  considered  include: 
alternative  methods  of  s>Tithesizing  gas, 
alternative  sources  of  natural  gas.  alter- 
natives intended  to  encourage  the  use  of 
substitute  fuels,  and  alternatives  in- 
tended to  increase  conservation  of  natu- 
ral gas. 

Single  copies  of  the  draft  program- 
matic environmental  impact  statement 
may  be  obtained  from  the  FEA.  Office  of 
Communications  and  PubUc  Affairs. 
Room  3138.  12th  and  Pennsylvania  Ave- 
nue NW.,  Washington.  DC.  20461.  Copies 
of  the  draft  statement  will  also  be  avaU- 
able  for  public  review  in  the  FEA  Free- 
dom of  Information  Librarv-,  Room  2107, 
Federal  Building.  12th  and  Pennsylvania 
Avenue  mv..  Washington.  D.C.  between 
the  hours  of  8:00  a.m.  and  4:30  p.m.. 
Monday  through  Friday,  except  Federal 
holidays. 

B    Comment  Procedure 

1.  Written  comments.  Interested  per- 
sons are  invited  to  submit  written  com- 
ments with  respect  to  the  DEIS  to  Exec- 
utive Communications.  FEA.  Room  3309. 
Federal  Building.  12th  and  Pennsyl- 
vania Avenue  N"W  .  Washington.  D.C. 
20461.  Box  Number  MT.  Comments 
should  be  identified  on  the  outside  of  the 
envelope  and  on  the  documents  submit- 
ted to  FEA  with  the  designation  "Com- 
ments on  Draft  SNG  Programmatic 
EIS."  Ten  il0»  copies  should  be  sub- 
mitted. All  comments  and  related  infor- 
mation should  be  received  by  FEA  by 
July  25,  1977.  in  order  to  ensure 
consideration. 

Any  information  or  data  considered  by 
the  person  furnishing  it  to  be  confiden- 
tial must  be  so  identified  and  submitted 
in  writing,  one  copy  only,  in  accordance 
with  the  procedures  set  forth  in  10  CFR 
205. 9'f).  Any  material  not  accompanied 
by  a  statement  of  confidentiality  will  be 
considered  to  be  nqp-confldential.  FEA 
reserves  the  right  to  determine  the  confi- 
dential stattis  of  the  information  or 
data  and  to  treat  it  according  to  its 
determination. 

2.  Public  Hearing — a  Request  proce- 
dures. A  public  hearing  on  the  DEIS  will 
be  held  at  9:30  am  .  edt..  on  July  11, 
1977,  in  the  Auditorium.  Room  2105.  2000 
M  Street  NW..  Washington,  DC.  to  re- 
ceive oral  presentations  from  interested 
persons  and  if  necessary  will  be  con- 
tinued at  the  same  time  at  the  same  lo- 
cation on  July  12.  1977. 

Any  person  who  has  an  interest  in  the 
DEIS  or  who  is  a  representative  of  a 
group  or  class  of  persons  which  has  an 
interest  in  this  matter  may  make  a  writ- 
ten request  for  an  opportunity  to  make 
oral  presentation.  Such  a  request  should 
be  directed  to  Executive  Communica- 
tions. FEA.  Room  3309.  Federal  Building, 
12th  and  Pennsylvania  Avenue  NW  , 
Washington.  DC.  20461.  and  must  be  re- 
ceived before  4  30  p.m.,  edt.,  July  1, 
1977.  Such  a  request  may  be  hand-deliv- 
ered to  Room  3309.  Federal  Building. 
12th  and  Pennsylvania  Avenue  NW.. 
Washington.  DC.  between  the  hours  of 


8:00  am  and  4:30  p.m..  Monday  through 
Friday.  Tlie  person  making  the  request 
should  be  prepared  to  describe  the  inter- 
est concerned;  if  appropriate,  to  state 
why  he  or  she  is  a  proper  representative 
of  a  group  or  class  of  persons  which  has 
such  an  interest;  and  to  give  concise 
summary  of  the  proposed  oral  presenta- 
tion and  a  phone  numt>er  where  he  or  she 
may  be  reached  through  July  6.  1977 
Each  person  selected  to  be  heard  will  be 
notified  by  FEA  before  4:30  p.m.  edt.. 
July  6.  1977,  and  must  submit  100  copies 
of  his  or  her  proposed  statement  to  Allo- 
cations Regtilations  Development  Office. 
FEA,  Room  2214.  2000  M  Street  NW.. 
Washington.  DC.  20461  before  4:30  p.m  , 
edt.  on  July  8,  1977. 

b.  Conduct  of  Hearings.  FEA  re'^erves 
tlie  right  to  select  the  persons  to  be  heard 
at  this  hearing,  to  schedule  their  respec- 
tive presentations  and  to  establish  tlie 
procedures  governing  the  ccwiduct  of  tlie 
hearing  The  length  of  each  presentation 
may  be  limited,  based  on  the  number  of 
persons  requesting  to  be  heard. 

An  FEA  official  will  be  designated  to 
preside  at  the  hearing.  This  will  not  be  a 
judicial  or  evidentiary-type  hearing. 
Questions  may  be  asked  only  by  those 
conducting  the  hearing,  and  there  will 
be  no  cross  examination  of  persons  pre- 
.-entiiig  statements.  At  the  conclusion  of 
all  initial  oral  statements,  each  person 
who  has  made  an  oral  statement  will  be 
given  the  opportunity  if  .she  or  he  so  de- 
sires, to  make  a  rebuttal  statement.  The 
rebuttal  statements  will  be  given  in  the 
order  in  which  the  initial  statements 
were  made  and  will  be  subject  to  time 
limitations. 

Any  interested  person  piay  submit 
questions  to  be  asked  of  any  person  mak- 
ing a  statement  at  the  hearing  to  Execu- 
tive Communications  FE.A.  before  4  30 
p.m..  e.d.t..  July  8.  1977  FEA  will  deter- 
mine whether  the  question  is  relevant, 
and  whether  the  time  limitations  permit 
It  to  be  presented  for  answer. 

Any  person  who  makes  an  oral  state- 
ment and  who  wishes  to  ask  a  question 
at  the  hearing  may  submit  the  question. 
in  writing,  to  the  presiding  officer.  The 
presidmg  officer,  will  determine  whether 
the  question  is  relevant,  and  whether  the 
time  limitations  permit  it  to  be  presented 
for  answer. 

Any  further  procedural  rules  needed 
for  the  proper  conduct  of  the  hearing 
will  be  announced  by  the  presiding 
officer. 

A  transcript  of  the  hearing  will  be 
made  and  the  entire  record  of  the  hear- 
ing, including  the  transcript,  will  be  re- 
tained by  FTA  and  made  available  for 
inspection  at  the  FEA  Freedom  of  Infor- 
mation Office.  Room  2107,  Federal  Build- 
ing. 12th  and  Pennsylvania  Avenue,  NW.. 
Washington.  D.C.  between  the  hours  of 
8:00  a.m.  and  4:30  p.m..  Monday  through 
Friday.  Any  person  may  purchase  a  copy 
of  the  transcript  from  the  reporter. 

Lssued  in  Washington,  •O.C.  June  8. 
1977. 

Eric  J.  Pygi. 
Acting  General  Counsel. 

I  PR  Doc.77-16761  PUed  6-9-77; 8;  17  am] 
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STATE    ENERGY   CONSERVATION    PLANS 

Negative  Determination  of  Environmental 
Impact  Re  The  Montana,  Pennsylvania 
and  Virginia  Conservation  Plans 

Pursuant  lo  10  CFR  208.4.  the  Federal 
Energy  Admtnistratiou  hereby  gives  no- 
tice that  it  has  performed  an  analysis 
and  review  of  the  environmental  impacts 
associated  with  the  provision  of  Federal 
financial  assistance  for  the  implementa- 
tion, by  the  States  of  Montana,  Pennsyl- 
vania and  Virginia,  of  their  State  Energy 
Conservation  Plans.  Federal  funding  is 
authorized  by  Part  C  of  Title  in  of  the 
Energy  Policy  and  Conservation  Act,  42 
U.S.C  6321,etse<j. 

Based  upon  asses.sment  of  environ- 
mental impacts  that  are  expected  to  re- 
sult from  implementation  of  these  plans, 
the  FEA  ha.s  determined  tliat  Federal  fi- 
nancial assistance  will  not  be  a  "major 
Federal  action  significantly  affecting  the 
quality  of  the  human  environment' 
within  the  meaning  of  section  102(2mC> 
of  the  National  Environmental  Policy 
Act  of  1969.42U.se.  4332t2'  'C'.Tliere- 
fore.  pursuant  to  10  C.F.R.  2G8.4ici.  the 
Federal  Energy  Administration  has  de- 
termined that  an  environmental  impact 
statement  i.s  not  required  for  any  of  these 
plans. 

Single  copies  of  tlie  envirorunental  as- 
sessments of  tlie  State  Plans  for  Mon- 
tana. Pennsylvania  and  Virginia  are 
available  upon  request  from  the  FEA 
Office  of  Communications  and  Public 
Affairs,  Room  3138.  12th  and  Pennsyl- 
vania Avenue,  NW..  Washington.  DC. 
20461. 

Copies  of  the  environmental  assess- 
ments will  also  be  available  for  public  re- 
view in  the  federal  Energy  Administra- 
tion Information  Access  Reading  Room. 
Room  2107,  12th  and  Pennsylvania  Ave- 
nue, NW.,  Washmgton.  DC.  20461. 

Copies  of  tlie  SUte  Plans  are  available 
for  public  review  in  the  Office  of  State 
Energy  Conservation  Piograms.  Room 
6437.  12lh  and  Pennsylvania  Avenue, 
NW.,  Washington,  D.C.  20461. 

Interested  persons  are  invited  to  sub- 
mit data,  views  or  arguments  with  respect 
to  the  environmental  assessments  to  Ex- 
ecutive Communications,  Box  NA,  3317, 
Federal  Energy  Administration.  Wash- 
ington, DC.  20461. 

Comment,',  should  be  identified  on  Uie 
outside  of  the  envelope  and  on  documents 
submitted  to  FEA  Executive  Communi- 
cations with  the  designation,  'Environ- 
mental Assessment — (Name  of  State' 
Energy  Conservation  Plan.  '  Fifteen 
copies  should  be  submitted.  All  comments 
should  be  received  by  FEA  by  June  20, 
1977,  in  order  to  receive  full  considera- 
tion. 

Any  information  or  data  considered 
by  the  person  submitting  it  to  be  con- 
fidential must  be  so  identified  and  sub- 
mitted in  one  copy  only.  The  FT:A  re- 
serves the  right  to  determine  the  con- 
fidential statius  of  the  information  or 
daU  and  to  treat  it  according  to  that 
determination. 


Issued  m  Washington,  D.C,  June  8. 
1977. 

Eric  J.  Fygi, 
ActiTig  General  Counsel, 
Federal  Energy  Administration. 

IFR  I>j<:. 77- 16762  Filed  6-9-77:8:17  am] 

FEDERAL   MARITIME   COMMISSION 

I  I.iJopt;.u'-:.i   Ocean   Freit,Li  <f\ji  >varder 
License   No.   1555] 

BY  LINE  TRAFFIC  SERVICE,   INC. 

Order  of  Revocation 

By  letter  dated  June  9,  1977,  Mr.  L.  R. 
Pettet,  Treasurer,  By-Line  Traffic  Serv- 
ice. Inc.,  1.5033  Alondra  Blvd..  La  Mirada. 
CA  90637  v,as  advLccd  by  the  Federal 
Maritime  Commission  that  Independent 
Ocean  Freight  Forwarder  License  No, 
1555  would  be  automatically  revoked  or 
su.'^pendtd  unless  a  valid  surety  bond  was 
filed  with  the  Commission  on  or  before 
June  5.  1977. 

Section  44ic>..  Shipping  Act.  1916, 
provides  that  no  independent  ocean 
freight  forwarder  license  shall  remain  in 
force  unless  a  valid  bond  is  in  effect  and 
on  file  with  the  Commission  General 
Order  4.  further  provides  ttiat  a  license 
will  be  automatically  revoked  or  sus- 
pended for  failure  of  a  licensee  to  main- 
tai:i  a  valid  bond  on  file. 

By-Line  Traffic  Service,  Inc..  has  failed 
to  furnish  a  valid  surety  bond. 

By  virtue  of  authority  vested  in  me  by 
the  Federal  Maritime  Commission  as  set 
forth  in  Manual  of  Orders,  Commission 
Order  No.  201.1  (Revised)  Section  5.01 
<c<  dated  June  30,  1975; 

It  is  ordered,  That  Independent  Ocean 
Freight  Forwarder  License  No.  1555 
issued  to  By-Line  Traffic  Service,  Inc.,  be 
returned  to  the  Commission  for  can- 
cellation. 

It  is  further  ordered.  That  Independent 
Ocean  Freight  Forwarder  License  No. 
1555  be  and  is  hereby  revoked  effective 
June  5.  1977. 

It  is  further  ordered.  That  a  copy  of 
this  Order  be  published  in  the  Federal 
Register  and  served  upon  By-Line 
Traffic  Service,  Inc. 

Leroy  F.  Fuller, 
Director.  Bureau  of 
Certification  <fr  Licensing. 

|FR  Doc  77-l«722  Filed  6-10-77:8:45  am) 

FEDERAL   POWER   COMMISSION 

(Docket  Nos  ER76-203,  ER76-238.  E  8187  and 

E-8700i 

BOSTON    EDISON   CO. 
Extension  of  Time 

JtJNE  3,  1977. 
On  June  2,  1977,  Staff  Counsel  filed  a 
motion  for  an  extension  of  time  to  re- 
spond to  Boston  Edison  Company's  mo- 
tion to  terminate  Docket  Nos.  ER76-203 
and  ER76-238,  filed  May  18,  1977,  in  the 
above  indicated  proceeding. 


Upon  consideration,  notice  is  hereby 
given  that  the  date  for  fihng  responses 
to  th§  motion  to  terminate  is  extended  to 
and  including  June  17,  1977. 

ICenneth  F.  Plumb. 

Secretary. 
I  PR  Doc.77- ;  6675  Filed  6- 1 0-77;  8 :45  am ) 


[Docket  No.   RP77-58I 
MID   LOUISIANA  GAS  CO. 

Order  Accepting  for  Filing  and  Suspending 
Proposed  Rate  Increase,  Initiating  Hear- 
ing, and  Establishing  Procedures 

June  6,  1977 

Pipeline  rates:  suspension.  Before 
Commissioners:  Richard  L.  Dunham, 
Chairman;  Don  S.  Smith,  and  James  G 
Watt. 

On  April  29,  1977,  Mid  Louisiana  Gas 
Company  (Mid  Louisiana'  tendered  for 
filing  in  the  captioned  docket  proposed 
changes  to  its  FPC  Ga.^  Tariff,  Original 
Volume  No,  1,'  Mid  Louisiana's  proposed 
changes  would  increase  its  revenues  for 
jurisdictional  natural  gas  sales  and  serv- 
ices by  $4/369.355  annually  based  on 
costs  and  sales  volumes  tor  the  12  moutlis 
ended  December  31,  1976  as  adjusted  for 
known  and  measurable  change.'^  through 
September  30,  1977.  The  proposed 
changes  would,  also  add  a  new  transpor- 
tation rate  schedule  to  Mid  Louisiana's 
FPC  Gas  Tariff  and  would  revise  Mid 
Louisiana's  method  of  computing  its  pur- 
chased gas  cost  adjustment.  Mid  Louisi- 
ana requests  tliat  its  proposed  tariff 
sheets  be  permitted  to  become  effective  Qn 
June  15,  1977.  For  the  reasons  stated 
below,  the  Commission  shall  accept  the 
proposed  tariff  sheets  for  filing,  suspend 
them  for  one  month,  and  set  the  matter 
for  hearing  . 

Public  notice  of  Mid  Louisiana's  filing 
was  issued  on  May  9,  1977.  providing  for 
protests  or  petitions  to  intervene  to  be 
filed  on  or  before  May  25.  1977. 

Mid  Louisiana  states  the  principal  rea- 
sons for  its  proposed  rate  increase  are  the 
cost  of  connecting  and  having  trans- 
ported to  Mid  Louisiana's  system  new 
sources  of  gas  supply  to  replace  declin- 
ing volumes  from  existing  sources,  in- 
creases in  employee  payroll  and  benefit 
program  costs,  and  the  cost  increases  in 
other  areas  of  the  company's  operations 
which  have  risen  as  a  result  of  inflation- 
ary economic  condition,^.  Mid  Louisiana 
claims  a  rate  of  return  of  11.17  percent 
including  an  11.6  percent  allowance  on 
common  equity. 

Based  on  a  review  of  Mid  Louisiana's 
filing  herein,  the  Commission  finds  that 
the  proposed  rates  have  not  been  shown 
to  be  just  and  reasonable  and  may  be  un- 
just, unreasonable,  unduly  discrimina- 
tory, or  otherwise  unlawful.  Accordingly, 
the  Commission  shall  accept  Mid  Loui- 
siana's proposed  rates  for  filing,  suspend 


'  Twenty-Fifta  Revised  Sheet  No.  3a.  Third 
Revised  Sheet  No  26b.  Original  Sheet  No.  12c 
and  Original  Sheet  Ko    12d. 


FEDERAL   REGISTER,    VOL.    42,   NO     11 3— MONDAY,   JUNE    13,    1977 


NOTICES 


3024,1 


their  use  for  one  month  or  until  July  15. 
1977,  when  they  shall  be  permitted  to  be- 
come effective,  subject  to  refund,  and 
shall  set  the  matter  for  hearing. 

The  Commission  finds:  It  is  necessary 
and  proper  in  tlie  public  interest  and  in 
carrying  out  the  provisions  of  the  Natural 
Gas  Act  that  the  Commission  enter  upon 
a  hearing  concerning  the  lawfulness  of 
the  rates  proposed  by  Mid  Louisiana,  and 
that  the  same  be  accepted  for  filing  and 
suspended  as  hereinafter  ordered. 

Tlie  Commission  orders:  'Ai  Pursuant 
to  the  auUiority  of  the  Natural  Gas  Act, 
particularly  sections  4.  5.  8.  and  15  there- 
of, and  the  Commission's  rules  and  regu- 
lations, a  pubhc  hearing  shall  be  held 
concerning  the  lawfulness  of  the  rates 
proposed  by  Mid  Louisiana. 

iB  I  Pending  hearing  and  decision.  Mid 
Louisiana's  proposed  rates  are  accepted 
for  filing  and  su.spended  for  one  month. 
or  until  July  15.  1977.  when  they  shall  be 
permitted  to  become  effective,  subject  to 
refund,  upon  motion  filed  by  Mid  Loui- 
siana in  accordance  with  the  provisions 
of  the  Natural  Gas  Act. 

(Ci  The  Commission  staff  shall  pre- 
pare and  serve  top  sheets  on  all  parties 
on  or  before  Sept.€mber  16,  1977. 

iDi  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad- 
ministrative Law  Judge  for  that  purpose 
'  18  CFR  3.5<di  > .  shall  convene  a  settle- 
ment conference  in  this  proceeding  to  be 
held  within  10  days  after  the  service  of 
top  sheets  by  the  staff,  in  a  hearing  or 
conference  room  of  the  Federal  Power 
Commission,  825  Nortli  Capitol  Street 
NE.,  Washington.  D.C.  20426.  The  Presid- 
ing Administrative  Law  Judge  is  author- 
ized to  establish  such  further  procedural 
dates  as  may  be  necessary  and  to  rule 
uixin  all  motions  'except  motions  to  con- 
.solidate,  sever,  or  dismiss*,  as  provided 
for  in  the  rules  of  practice  and  procedure, 

<Ei  Tlie  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register, 

By  the  Commission. 

Kenneth  F.  Plumb, 
Secretary. 

|PR   Doc.77-16672  Filed  6-10-77:8:45  am) 


[Docket  No   RI77  871 

NORTH   AMERICAN   ROYALTIES,    INC. 

Petition  for  Declaratory  Order 

June  6.  1977. 
Take  notice  that  on  May  17,  1977, 
North  .American  Royalties,  Inc.  < Peti- 
tioner'. 1100  .American  National  Bank 
Building.  Chattanooga.  Tennessee  37402, 
filed  in  Docket  No.  RI77-87  a  petition 
for  declaratory  order  pursuant  to  Section 
1.7tc)  of  the  Commission's  Rules  of  Prac- 
tice and  Procedure. 

Petitioner  holds  a  small  producer  cer- 
tificate pursuant  to  an  order  i.ssued  Oc- 
tober 1,  1971  in  Docket  No.  CS71-152. 
On  October  5.  1971  petitioner  and  Pub- 
lic Service  Electric  &  Gas  Company  '  Pub- 
lic Service)  entered  into  an  agreement 
for  joint  exploration  of  the  Pare  Perdue 
Prospect  in  Louisiana.  On  February  17. 


1972  Public  Service  was  authorized  by 
petitioner  to  make  a  complete  assignment 
of  all  its  rights,  responsibilities  and 
duties  under  this  agreement  to  Energy- 
Development  Company  lEDC' .  Such  as- 
signment to  EDC  was  made  pursuant  to 
an  agreement  dated  March  30.  1972.  On 
October  5,  1973  petitioner  and  EDC  en- 
tered into  a  letter  agreement   (October 

1973  Agreement)  setting  forth  certain 
provisions  which  would  govern  gas  pur- 
chases from  petitioner  by  EDC  from 
fields  or  prospect  areas  covered  by  the 
agreement  and  assignment  herein  before 
referred  to.  By  letter  agreement  of  Sep- 
tember 23.  1974  (September  1974  Agree- 
ment i  between  petitioner  and  EDC  the 
October  1973  Agreement  was  supple- 
mented to  provide  for  price.  Btu  and  tax 
adjustments,  and  price  redeterminations 
in  the  following  manner: 

The  price  provisions  [in  the  Septem- 
ber 1974  Agreement]  were  determined  on 
the  basis  of  Federal  Power  Commission 
Opinion     No.     699     issued     June     21. 

1974.  •  •  *  We  also  agree  that  if  Opinion 
No.  699  is  amended  or  should  subsequent 
area  late-rulemaking  be  instituted  which 
is  applicable  to  the  pricing  provisions 
contained  herein,  such  new  pricing  pro- 
visions shall  be  incorporated  into  this 
.■Agreement. 

For  the  period  from  December  26, 
1975  through  July  26,  1976,  petitioner 
collected  from  EDC  for  gas  delivered 
from  the  Pare  Perdue  Prospect  the  ap- 
plicable rate  established  in  Opinion  No. 
699.  Petitioner  contends  that  it  should 
also  receive  the  incremental  dollar 
amount  calculated  by  subtracting  the 
difference  t>etween  production  proceeds 
at  the  130  percent  rate  for  small  pro- 
ducers and  amounts  previously  received 
from  EDC,  or  a  stated  deficiency  amount 
of  $118,948  86  which  EDC  has  refused  to 
pay. 

Petitioner  in  this  connection  asserts 
that  Opinion  No.  742,  Lssued  August  28. 

1975.  amended  Opinion  No.  699.  or  alter- 
natively, constitutes  an  area  rate  rule- 
making. Specifically,  petitioner  contends 
that  for  the  reasons  set  out  on  pp.  3-5 
of  Opinion  No.  742,  the  Commission 
determined  that  the  rate  of  return  estab- 
lished in  Opinion  No.  699-H  for  large 
producers  was  inadequate  for  small  pro- 
ducers. Accordingly,  petitioner  states 
that  Opinion  743  effectively  amended 
Opinion  No.  699-H.  .Mternatively,  peti- 
tioner asserts  that  the  Commission  in 
Opinion  No.  742  set  new  area  rates  gen- 
erally applicable  to  a  particular  class  of 
producers. 

Any  persons  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  should  on  or  before  June  27, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington.  DC  20426.  a  peti- 
tion to  intervene  or  a  protest  in  accord- 
ance with  the  requirements  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure '18  CFR  1.8  or  1.10 1.  All  protests 
filed  with  the  Commission  will  be  con- 
sidered by  it  in  determining  the  appro- 
priate action  to  be  taken  but  will  not 
serve  to  make  protestants  parties  to  the 
proceeding.  Any  party  wishing  to  become 


a  party  to  a  proceeding,  or  to  participate 
as  a  party  in  any  hearing  therein,  must 
file  a  petition  to  intervene  in  accordance 
with  the  Commission's  Rules. 

Kfnneth  F  Plumb, 

Secretary. 

|FR  Doc.77- 16671  FUed  6-10-77:8:45  am] 


jEtocket  No.  RP73-49.  PGA77  3) 

SOUTH   GEORGIA    NATURAL   G^S   CO 

Revision  to  Tariff 

June  6.  1977. 

Take  notice  that,  on  May  26,  1977, 
South  Georgia  Natural  Gas  Comnany 
'South  Georgia)  tendered  for  filing 
Fourth  Revised  Sheet  No  4  to  First  Re- 
vi.'sed  Volume  No.  1  of  its  FPC  Gas  Tariff. 
The  proposed  changes  would  increase 
South  Georgia's  rates  as  a  result  of  the 
following  items: 

1 1 1  A  Current  Adjustment,  as  pro- 
vided for  under  its  PGA  clau.se,  for  the 
purpose  of  tracking  a  rate  Increase  filing 
made  by  Southern  Natural  Gas  Com- 
pany 'Southern)  on  May  17,  1977.  South 
Georgia  states  that  the  instant  filing  will 
increase  South  Georgia's  jurisdictional 
rates  by  $2,408,644. 

'2)  .\  Surcharge  Adju.stment,  as  pro- 
vided for  under  Section  14.3  of  the  Gen- 
eral Terms  and  Conditions  of  South 
Georgia's  FPC  Gas  Tariff,  reflecting  the 
net  of  Demand  Charge  Credits  received 
from  Southern  from  November  28.  1975 
to  March  31,  1977,  and  unrecovered  pur- 
cha.sed  gas  costs  from  July  1,  1976 
through  March  31,  1977.  The  total  bal- 
ance in  its  Unrecovered  Purchased  Gas 
Cost  Account  of  $<  196.545)  will  be  re- 
funded over  the  estimated  sales  for  the 
six-month  period  commencing  July  1. 
1977  by  a  surcharge  adjustment  rate  of 
(2.35c)  per  MMBtu. 

South  Georgia  is  making  this  filing  as 
provided  for  in  the  Stipulation  and 
Acreement.  Docket  No.  RP76-22.  Section 
14.1  of  the  General  Terms  and  Condi- 
tions of  South  Georgia's  FPC  Gas  Tariff. 
Therefore.  South  Georgia  requests  this 
proposed  increase  to  be  made  effective 
July  1.  1977,  or  such  other  date  as  the 
rate  increase  proposed  by  Southern  is 
permitted  to  go  into  effect. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission.  825  North  Capitol 
Street  NE.,  Washington,  DC.  20426.  in 
accordance  with  Sections  18  and  1.10  of 
the  Commission's  Rules  of  Practice  and 
Procedure  '18  CFR  18.  1.10".  All  such 
petitions  or  protests  should  be  filed  on  or 
before  June  22,  1977,  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of  this 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

[FR  Doc  77   16668  Piled  6-10-77:8:45  am! 
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1  Docket  No.  GP76-3991 


SOUTHWEST  GAS  CORP.;  APPLICANT 
NORTHWEST  PIPELINE  CORP.,  RE- 
SPONDENT 

Order  Prescribing  Hearing,  Denying  Motion 
to  Reject  Application,  Granting  Interven- 
tions, and  Joining  A  Necessary  Party 

June  C.  1977. 
NGA  Section  7'a>  ;  Rejection  of  Appli- 
cation. 

On  June  21,  1976.  Southwest  Gas  Cor- 
poration -Southwest)  filed  in  Docket  No. 
CP76-399  an  application  pursuant  to 
Section  7ia)  of  the  Natural  Gas  Act  for 
an  order  of  the  Commission  directing 
Northwest  Pipehne  Corporation  i  North- 
west' to  provide  an  additional  point  of 
delivery  to  Southwest  of  natural  gas 
whicli  Northwest  is  presently  autiiorized 
to  sell  to  Southwest.  Northwest  opposes 
tlie  apphcation  of  Southwest. 

Southwest  presently  operates  two 
separate  pipehne  and  distribution  divi- 
sions in  Nevada.  The  Northern  Nevada 
Division  is  supplied  with  natural  gas  pur- 
chased from  Northwest  at  the  Nevada- 
Idaho  border,  and  Uie  Southern  Nevada 
Division  is  supplied  witli  natural  gas  pur- 
chased from  El  Pa.so  Natural  Gas  Com- 
pany 'El  Paso'  at  the  Nevada- Arizona 
border.  The  two  divisions  are  not  physi- 
cally mterconnected. 

Southwest  recounts  that  due  to  recent 
increases  in  the  cost  of  Canadian  gas. 
passed  through  Nortliwest  to  Southwest, 
two  of  Southwests  largest  Northern 
Nevada  Division  customers  have  reduced 
their  gas  purchases  resulting  m  a  re- 
duction in  Southwests  Northern  Nevada 
Division  requirements  of  approximately 
27.000  Mcf  of  gas  per  day.  At  the  same 
time.  Southwest  Ls  leaving  increased  dif- 
ficulty meeting  its  Southern  Nevada 
Division  requirements  as  El  Pa.so's  cur- 
tailments cut  deeper. 

As  a  result.  Southwest  projects  a  sur- 
plus of  gas  on  its  Northern  Nevada  Divi- 
sion during  the  off-peak  period  'May 
tlirough  November!  for  the  years  1977 
tl;rough  1979  and  a  year-round  gas  sup- 
'-ly  deficiency  on  its  Southern  Nevada 
Division  for  that  same  three-year  period. 
Southwest  seeks  to  transfer  gas  to  the 
Southern  Nevada  Division  from  its  en- 
titlements under  contracts  with  North- 
west, which  entitlements  are  surplus  to 
ihe  requirements  or  in  excess  of  the 
capacity  of  the  Northern  Nevada  Divi- 
sion. Southwest's  request  of  Northwest  to 
effect  such  transfer,  by  means  of  an  ex- 
change with  El  Paso,  was  denied  by 
Northwest,  and  so  Southwest  has  filed 
the  instant  application. 

By  the  instant  application  Southwest 
requests  an  order  requiring  Northwest 
to  deliver  to  El  Paso  for  the  account  of 
Southwest  volumes  of  gas  not  to  exceed 
50.000  Mcf  per  day.  with  Northwest's  de- 
liven'  and  El  Paso's  transportation  of 
.such' gas  on  a  best  efforts  basis.  South- 
west estimates  the  volumes  of  cas  to  be 
delivered  by  Northwest  to  El  Paso  pur- 
suant to  the  instant  application  to  be: 


NOTiaS 

Volumes  stated  in 

million 

cuNc  fe€t  at  60'  (1,000  Btu  culic  ft ') 

Year 

Mm- 

June 

July 

Aogtist       SepUimb«r 

October      November 

Total 

1977 

iy7« 

1979 

127 

178 
226 

91 
132 
181 

158 
20« 
252 

154                    147 

198                  19.^ 
247                  246 

180                  193 

235                  157 
295                   11.1 

l.OSO 

i,3<n 

1,5«0 

Southwest  proposes  that  Northwest 
would  make  delivery  of  such  gas  for 
Southwest's  account  at  an  existing  in- 
terconnection between  the  facilities  of 
Northwest  and  El  Paso  at  the  outlet  of 
the  Ignacio  gasoline  plant  in  La  Plata 
County.  Colorado  (Ignacio> .  El  Paso 
would  then  transport  the  gas  and  re- 
deliver it  at  the  Nevada -Arizona  border 
(less  5  percent  for  fuel  and  losses)  for 
Southwest's  use  in  its  Southern  Nevada 
Division. 

A  similar  exchange  at  Ignacio  effect- 
ing a  transfer  of  gas  between  South- 
west's  two  Nevada  divisions  is  presently 
authorized.  Pursuant  to  authorization 
granted  by  the  Commission  on  December 
3,  1975.  in  Docket  Nos.  CP75-309  and 
CP76-37  1 54  FPC — »,  Northwest  is  de- 
livering gas  to  El  Paso  at  Ignacio  for 
Southwest's  account,  and  El  Paso  is 
transporting  the  gas  to  Southwest's 
Southern  Nevada  Division.  More  specifi- 
cally, the  Commission  authorized  North- 
west to  deliver  at  Ignacio  gas  purchased 
by  Southwest  under  Northw-est's  FPC  Gas 
Rate  Schedule  TS-1  and  authorized  El 
Paso  to  transport  for  Southwest's  ac- 
count up  to  50.000  Mcf  of  gas  per  day 
on  a  best  efforts  basis.  The  effect  of  the 
ijistant  application,  if  granted,  is  that 
Northwest's  authority  to  deliver  volumes 
of  gas  at  Ignacio  to  El  Paso  for  South- 
west's  account  would  be  expanded  to  in- 
clude delivei-y  of  volumes  available  to 
Southwest  pursuant  to  Northwest's  Rate 
Schedules  ODl^l.  SGS-1  and  LS-1.  Since 
the  total  volume  of  gas  to  be  delivered 
by  Northwest  and  transported  by  El  Paso 
on  behalf  of  Southwest  would  not  exceed 
50,000  Mcf  of  gas  per  day  (the  maximum 
El  Paso  Ls  currently  authorized  to  trans- 
port in  Docket  No.  CP76-37>.  Southwest 
clo.ims  that  no  further  authorization 
need  be  granted  El  Paso  to  implement 
Southwest's  proposal. 

After  due  notice  of  tlie  application  of 
Southwest  bv  publication  m  the  Federal 
Register  on  July  26,  1976  (41  FR  30730 >, 
timely  petitions  to  intervene  have  been 
filed  by  California-Pacific  Utilities  Com- 
pany. Cascade  Natural  Gas  Corporation, 
Colorado  IntersUte  Gas  Company,  In- 
termountain  Gas  Company,  Peoples 
Natural  Gas  Division  of  Northern  Nat- 
ural Gas  Company.  Northwest  Natural 
Gas  Company,  San  Diego  Gas  and  Elec- 
tric Company,  Southern  California  Gas 
Company,  'Washington  Natural  Gas 
Company.  'Washington  Water  Power 
Companv.  and  jointly  by  Public  Service 
Company  of  Colorado,  'Western  Slope 
Gas  Company  and  Cheyenne  Light, 
Fuel  and  Power  Company.  Sierra  Pacific 
Power  Company  filed  an  untimely  peti- 
tion   to    intervene    and    Public    Service 


Commission  of  Nevada  filed  an  untimely 
notice  of  inter\ention .  Both  "Washington 
Natural  Gas  Company  and  Cascade  Nat- 
ural Gas  Corporation  express  opposition 
to  the  granting  of  Southwest's  applica- 
tion. California-Pacific  Utilities  Com- 
pany requests  a  hearing  on  the  disposi- 
tion of  Southwest's  application.  El  Paso 
did  not  file  a  petition  to  intervene.  Nev- 
ertheless, since  El  Paso  is  the  proposed 
transporter  of  the  subject  gas  and  the 
sole  supplier  of  gas  to  Southwest's 
Southern  Nevada  Division.  El  Paso  is 
an  integral  party  to  Southwest's  pro- 
posal and.  accordingly,  is  hereinafter 
make  a  party  to  this  proceeding. 

On  July  26,  1976.  Northwest  filed  a 
motion  to  reject  and  answer  in  opposi- 
tion to  Southwest's  application.  South- 
west responded  to  Northwest  on  August 
27,  1976,  by  a  filing  styled  as  an  "objec- 
tion." Northwest  advances  two  argu- 
ments in  support  of  its  motion  to  reject 
and  an  alternative  argument,  in  the 
event  Southwest's  application  is  not  re- 
jected, urging  denial  on  a  summ.ary  judg- 
ment basi-s.  Southwest  takes  exception 
to  all  three. 

First,  it  is  claimed  by  Northwest  that 
Southwest  has  failed  to  exhaust  it<5  rem- 
edy of  obtaining  extraordinary  relief 
from  El  Paso's  curtailment  plan.  North- 
west urges  that  since  the  volumes  of 
gas  sought  in  the  instant  application  are 
to  be  utilized  in  Southwest's  Southern 
Nevada  Division,  a  system  served  exclu- 
sively by  El  Paso,  that  Southwest  should 
look  to  El  Paso  rather  than  Northwest 
to  help  allay  that  system's  supply  short- 
age. In  support  of  this  argument  North- 
west cites  the  proceeding  in  Docket  No. 
CP73-164,  City  of  Himtingburg.'  South- 
west responds  by  saying  that,  quite  apart 
from  extraordinary  relief  volumes,  the 
volumes  of  gas  sought  by  the  instant  ap- 
plication are  within  Southwest's  con- 
tractual entitlement.  Southwest  also 
claims  that  City  of  Huntingburg  is  dis- 
tinguishable. 

Based  upon  the  facts  presented  thus 
far  in  the  pleadings,  the  availability  of 
extraordinary  relief  from  II  Paso  may 
be  a  factor  to  consider  in  determining 
application,  but  the  allegation  that  ex- 
traordinary relief  has  not  been  sought 
does  not  justify  the  application's  thresh- 


■  See  Initial  Decision  issued  November  25. 
1974:  Order  Denying  Application  Issued  Au- 
gust 6,  1975;  and  Order  Denying  Rehearing 
Issued  September  30,  1975  (54  FPC—).  See 
also  City  of  Huntingtmrg.  Indiana  v.  FPC. 
U.S.C.A.,  D.C.  Circuit  No  75-2152  April  2«. 
1977. 
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old  rejection/  Moreover.  City  of  Hunt- 
ingburg does  not  support  such  rejection: 
for  in  that  case  Huntingburg's  appli- 
cation was  not  rejected,  and  a  hearing 
was  held  in  which  many  factors  were 
explored  in  addition  to  the  availability 
of  extraordinary  relief. 

Second.  Northwest  claims  that  South- 
west does  not  meet  the  statutory  pre- 
requisites for  Section  7iai  standing 
Northwest  argues  that  since  Southwest's 
Southern  Nevada  Di\ision  is  neither  a 
"community  adjacent  to"  the  facilities 
of  Northwest  nor  a  "t^erritory  ser\ed  by" 
Northwest,  tliat  "Soutliwiest  i  Southern 
Nevada  Division'  does  not  fall  within 
the  class  of  persons  intended  to  have 
the  right  to  file  against  Northwest  un- 
der Section  7ia>."  In  response,  South- 
west maintains  that  as  a  distributor  it 
meets  the  only  statutorj-  standing  pre- 
requisite under  Section  7(ai.  Further. 
Southwest  argues  that  the  language  in 
Section  7(a)  relating  to  the  proximity  of 
communities  served  pertains  to  the  ex- 
tension of  facilities  and  that  no  ex- 
tension of  facilitie.s  is  sought  by  the  in- 
stant application.  The  Commission 
agrees  with  Southwest  to  the  extent  that 
the  language  of  Section  7- a)  referred  to 
by  Northwest  does  not  bar  the  considera- 
tion of  the  instant  application  since  no 
extension  of  facilities  is  sought  by 
Southwest  and  none  is  averred  by  North- 
west to  be  necessarj'. 

Finally.  Northwest  submits  that  tlie 
Commission  should  dispose  of  South- 
west's  application  "on  the  basis  of  the 
pleadings  filed  inasmuch  as  there  is(  no 
dispute  of  fact  but  only  a  question  of  law 
or  administrative  pohcy  "  Taking  the  ar- 
gument a  step  further.  Northwest  urges 
that  the  relevant  law  and  administrative 
pohcy  mandates  denial  of  Southwest's 
application  since  approval  would  al- 
legedly impair  Northwest's  ability  to 
render  adequate  service  to  its  customers.' 
Southwest  claims,  to  the  contrary,  that 
the  granting  of  its  application  "could  not 
result  in  the  dilution  of  service  to  exist- 
ing Northwest  customers. "  Further. 
Southwest  questions  the  accuracy  of  cer- 


'  Municipal  Light  Board;:  of  Reading  and 
Wakefield  Massachusetts  v.  FPC,  450  F.2d 
1341;  1345-46  (D.C.  Clr..  1971). 

'Quoting  from  Section  7(a)  of  the  Natural 
Gas  Act,  Northwest  places  particular  em- 
phasis on  a  certain  phrase  therein  :  Whenever 
the  Commission,  after  notice  and  opportu- 
nity for  hearing,  finds  t>uch  action  necessary 
or  desirable  in  the  public  interest,  it  may 
by  order  direct  a  natural-gas  company  to 
extend  or  improve  it.s  transportation  facil- 
ities, to  establish  physical  connection  with 
the  facilities  of.  and  sell  natural  gas  to,  any 
person  or  municipality  engaged  or  legally 
authorized  to  engage  in  the  local  distribu- 
tion of  natural  or  artificial  gas  to  the  public, 
and  for  such  purpose  to  extend  its  trans- 
portation facilities  to  conimunities  imme- 
diately adjacent  to  such  facilities  or  to  ter- 
ritory served  by  such  natural-gas  company. 
If  the  Commission  finds  that  no  undue  bur- 
den will  be  placed  upon  such  natural -gas 
company  thereby   •    •    • . 

*  Northwest  cites.  Inter  alia.  Granite  City 
Steel  Co.  V  FPC.  320  F  2d  711,  713  (DC.  Cir. 
1963). 


tain  hiformation  submitted  by  North- 
west and  raises  the  specter  of  a  gas  glut 
on  Northwest's  system. 

Borrowing  from  CitizeTis  for  AUegan 
County,  Inc.  v.  FPC  the  question  that 
confronts  the  Commission  when  dispos- 
ing of  an  application  on  the  pleadings  is 
whether  the  pleadings  develop  the  sa- 
lient facts  of  the  dispute  to  a  sufficient 
depth  and  detail  that  the  Commission 
is  able  to  perceive,  define,  and  resolve 
Uie  various  strands  of  public  interest. 
■We  think  the  instant  pleadings  do  not 
meet  such  a  test.  Proper  resolutioii  of  the 
instant  case  calls  for,  inter  alia,  an  ex- 
amination of  the  alternative  effects  on 
the  systems  of  Northwest,  Southwest  and 
El  Paso,  including  the  customers  served 
and  the  end-use  of  the  subject  gas.  if  the 
application  is  granted  or  denied.  Those 
comparative  data  are  not  provided  in 
the  pleadings.  Further,  certain  other, 
perhaps  overlapping,  factual  issues  have 
been  raised  by  the  instant  pleadings : 

( 1 )  the  possibility  of  extraordinary  re- 
lief as  an  alternative  or  a  supplement  to 
the  requested  service. 

(21  whether  and  to  what  extent  the 
grant  of  the  application  will  affect 
Northwes'fs  service  to  existing  custom- 
ers, and 

(3)  the  current  state  of  Northwest's 
gas  supply, 

'While  the  foregoing  are  not  intended 
to  exhaust  the  scope  of  factual  inquiry, 
they  do  demonstrate  that  summary  dis- 
lx>sition  is  not  proper  in  this  case. 

The  Commission  finds:  'l>  It  is  nec- 
essary and  appropriat*  in  carrying  out 
the  provisions  of  the  Natural  Gas  Act 
that  the  apphcation  of  Southwest  in 
Docket  No.  CP76-399  be  set  for  formal 
hearing  in  accordance  with  the  proce- 
dures hereinafter  detailed. 

i2)  The  participation  of  Sien-a  Pacific 
Power  Company  and  The  Public  Service 
Commission  of  Nevada  will  not  delay  tlie 
disposition  of  the  instant  proceeding  and 
may  be  in  the  public  interest :  therefore, 
good  cause  exists  for  permitting  the  fil- 
ing of  their  late  petition  to  intervene  and 
notice  of  intervention,  respectively 

(3)  The  participation  m  this  proceed- 
ing of  the  above-named  timely  petition- 
ers to  intervene  may  be  in  the  public 
interest. 

( 4 )  El  Paso  is  a  necessary  party  to  this 
proceeding  to  demonstrate  the  effect  of 
the  instant  apphcation  on  its  system. 

The  Commission  orders:  'A>  El  Paso 
is  jomed  as  a  party  to  this  proceeding. 

(Hi  Pursuant  to  the  authority  of  tlie 
Natural  Gas  Act,  particularly  Sections 
7  and  15  thereof,  the  CcHnmissions  Rules 
of  Practice  and  Procedure  il8  CFR  Part 
1 ) .  and  the  Regialaticms  under  the  Natu- 
ral Gas  Act  ( 18  CFR  Chapter  I.  Subchap- 
ter E » .  a  prehearing  conference  shall  be 
held  on  July  12,  1977,  commencing  at 
10:00  a.m.  in  a  hearing  room  of  the  Fed- 
eral Power  Commission.  825  North  Capi- 
tol Street,  N.E.,  Washingtor.,  DC.  20426. 
to  discuss  procedures  and  tlie  clarifica- 
tion of  issues  concerning  the  application 
of  Southwest  in  Docket  No.  CP76-399. 


iC>  An  Administrative  Law  Judge,  to 
be  designated  by  the  Chief  Administra- 
tive Law  Judge  for  that  purpose  'See 
Delegation  of  Authority.  18  CFR  5  3.5 
(di  ) ,  shall  preside  at  the  prehearing  con- 
ference and  subsequent  hearing  in  this 
proceeding,  witli  authoritj'  to  establish 
and  change  all  pr(X"edural  dates,  and  to 
rule  on  all  motions  >  with  the  sole  excep- 
tion of  petitions  to  intervene,  motions  to 
consolidate  and  sever,  and  motions  to 
dismiss! ,  as  provided  for  in  the  Rules  of 
Practice  and  Procedure. 

(Di  The  above-named  petitioners  are 
permitted  to  intervene  in  the  instant 
consolidated  proceeding  subject  to  the 
rules  and  reirulations  of  the  Commission 
Provided,  however.  TTiat  participation  of 
such  interveners  shall  be  limited  to  mat- 
ters affecting  asserted  rights  and  inter- 
ests as  specifically  set  forth  in  the  peti- 
tions to  intervene:  and  Provided,  further. 
That  the  admission  of  such  interveners 
shall  not  be  construed  as  recognition  by 
the  Commission  that  they  might  be  ag- 
grieved t>ecau.se  of  any  order  of  the  Com- 
mission entered  In  the  proceeding. 

lE'i  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission, 

Kenneth  F.  Plumb. 
Secretary. 

(FR  Doc. 77-16673  PUed  6-10-77;8  45  am  | 


414  F  2d  1125.  1129  (DC.  Cir   1969). 


IDocket   No    RIT7-43     RI77-61| 

T.E.L   OIL  &  GAS,    CT  AL 
Petrtion  for  Special  Relief 

June  6.  1977. 

Take  notice  that  on  April  15.  1977. 
T  E.L  Oil  &  Gas  Corporation  (Peti- 
tioner ' ,  P.O.  Box  292.  Guymon  Okla- 
homa filed  in  Docket  Nos.  RI77-43  and 
RI77-61  petitions  for  special  relief  pur- 
suant to  Section  2.76  of  the  Commission's 
Rules  of  Practice  and  Procedure  Peti- 
tioner in  Docket  No.  RI77-43,  together 
with  other  working  interest  owners  ag- 
gregating in  excess  of  49  percent,  seek 
an  increa.se  of  approximately  44  cents 
{ler  Mcf  in  the  rate  presently  collected 
for  sales  of  natural  gas  from  the  Hamby 
Gas  Well  Unit  Texas  County  Oklahoma 
Petitioner,  with  certain  other  working 
interest  owners,  propose  to  invest  an  ad- 
ditional $36,000  for  purchase  and  instal- 
lation of  a  pump  jack,  sucker  rods,  tubing 
and  other  necessary  expenditures  to  pre- 
vent a  loss  of  an  estimated  1.585.450 
Mcf  of  natural  <ras.  Accordingly,  il  peti- 
tioner IS  granted  tiie  relief  requested,  the 
total  rate  received  wiU  be  increased  from 
33.9  cents  per  Mcf  to  78.188  cents  per 
Mcf  at  14  65  psia.  T.E.L.  has  obtained 
a  small  prcxiucer  certificate  in  Docket 
No.  CS72-123.  Such  non-signatory  sales 
liave  been  made  pursuant  to  Skelly  Oil 
Company  FPC  Gas  Rate  Schedule  No.  50 
TEL  Intends  to  sell  such  additional 
natural  gas  directly  to  Cities  Service  Gas 
Company 

Petitioner  m  Docket  No.  RJ77-61.  to- 
gether with  other  working  Interest  own- 
ers aggregating  to  100  percent,  .seek  an 
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increase  of  approximately  44  cents  per 
Mcf  in  the  rate  presently  collected  for 
sale  of  natural  gas  from  the  Guymon 
Townsite  Gas  Unit.  Texas  County.  Okla- 
homa. Petitioner,  with  all  other  working 
interest  owners,  proposes  to  invest  an 
additional  $99,212  for  purchase  and  in- 
stallation of  a  pump  jack,  sucker  rods, 
tubing  as  well  as  replacement  and  re- 
pair of  certain  related  gathering  lines 
and  other  necessaiT  expenditures  to  pre- 
vent a  loss  of  an  estimated  2.355,830  Mcf 
of  natural  gas.  Accordingly,  if  petitioner 
is  granted  the  relief  requested,  the  total 
rate  received  will  be  increased  from  34 
cents  per  Mcf  to  78.188  cents  per  Mcf 
at  14  65  psia.  T.E.L.  makes  such  sales 
pursuant  to  a  small  producer  certificate 
m  Docket  No.  CS72-123  under  a  contract 
dated  December  5.  1946. 

It  appears  reasonable  and  consistent 
with  the  public  interest  in  this  case  to 
prescribe  a  period  shorter  than  15  days 
for  the  filing  of  protests  and  petitions  to 
intervene.  Therefore,  any  person  desiring 
to  be  heard  or  to  make  any  protest  with 
reference  to  said  application  should  on 
or  before  June  14.  1977,  file  with  the  Fed- 
eral Power  Commission.  Washington. 
D.C..  20426.  a  petition  to  intcrvent  or  a 
protest  in  accordance  with  the  require- 
ments of  the  Commission's  rules  of  prac- 
tice and  procedure  (18  CFR  1.8  or  1.10'. 
All  protests  filed  with  the  Commission 
will  be  considered  by  it  in  determining 
the  appropriate  action  to  be  taken  but 
will  not  serve  to  make  the  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  to  a  proceed- 
ing or  to  participate  as  a  party  in  any 
hearing  therein  must  file  a  petition  to 
intervene  in  accordance  with  the  Com- 
mission's Rules. 

Kenneth  F.  Plumb. 

Secretary. 

I  PR  Doc.77-16670  Filed  6-10-77:8:45  am) 


I  D',fket    No    CP70-lS.'5l 

TENNESSEE   GAS   PIPELINE   CO..    A 
DIVISION   OF  TENNECO    INC. 

Extension  of  Time 

June   3,   1977. 

On  June  1.  1977,  Tennessee  Gas  Pipe- 
line Company,  a  Division  of  Tenneco. 
Inc.  (Tennessee' .  filed  a  request  for  an 
extension  of  time  to  complete  and  place 
in  service  the  facilities  authorized  by 
Order  issued  December  6.  1976.  in  the 
above  indicated  docket. 

Upon  consideration,  notice  is  hereby 
given  that  an  extension  of  time  is  granted 
to  and  including  September  6.  1977, 
within  which  Tennessee  shall  construct 
and  place  in  actual  operation  the  facili- 
ties authorized  In  the  above  proceeding. 

Ke.\n-eth  F    Plumb. 

Secretary. 

(PR  Doc.77-16676  Filed  6-10-77:8:45  am] 


[Docket  No   RP72-98:  (rGA77-6)  DCA77-2)1 
TEXAS  EASTERN  TRANSMISSION  CORP. 
Proposed  Changes  m  FPC  Gas  Tariff 
June  6,   1977. 
Take  notice  that  Texas  Eastern  Trans- 
mission  Corporation   on   May   17,    1977 
tendered  for  filing  proposed  changes  in 
its    FPC    Gas    Tariff,    Fourth    Revised 
Volume  No.  1.  the  following  tariff  sheets: 

Thirty-.second  Revised  Sheet  No.  14 
Thirty-second  Revised  Sheet  No.  14A 
Thli-ty-second  Revised  Sheet  No.  14B 
Thirty-second  Revised  Sheet  No.  14C 
Thirty-second  Revised  Sheet  No.  14D 

These  shee'. ;  are  being  issued  pursuant 
to  the  Demand  Charge  Adjustment  Com- 
modity Surcharge  provision  and  Pur- 
chased Gas  Cost  Adjustment  provision 
contained  in  Sections  12.4  and  23,  respec- 
tively, of  the  General  Terms  and  Condi- 
tions of  Texas  Eastern's  FPC  Gas  Tariff. 
Fourth  Revised  Volume  No.  1.  The 
change  in  rates  proposed  reflects  a  Cost 
of  Gas  Adjustment,  a  Surcharge  Adjust- 
ment, and  a  Demand  Charge  Adjustment 
Commodity  Surcharge. 

The  proposed  effective  date  of  these 
tariff  sheets  is  July  1.  1977. 

Copies  of  the  filing  were  served  on  the 
company's  jurisdictional  customers  and 
interested  state  commissions. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street.  N.E..  Washington.  D.C.  20426,  in 
accordance  with  Sections  1.8  and  1.10  of 
the  Commission's  Rules  of  Practice  and 
Procedure  tl8  CFR  1.8.  1.10 ».  All  such 
petitions  or  protests  should  be  filed  on  or 
before  June  22.  1977.  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropriate  action  to  be  tak- 
en, but  will  not  ser\-e  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  t5  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

IFR  Doc  "7-16669  Filed  6-10-77:8:45  am) 


For  good  cause  shown,  the  Commission 
shall  grant  Columbia's  request  for  inter- 
vention. 

Also,  on  May  31.  1977.  Columbia  LNG 
Corporation  <  Columbia  LNG  i  filed  a  late 
petition  to  intervene,  in  conjunction  with 
an  application  for  rehearing  of  Opinion 
No.  796.  On  June  1.  1977.  Michigan  Con- 
solidated Gas  Company  filed  a  late  peti- 
tion to  intervene  in  conjunction  with  an 
application  for  rehearing  of  Opinion  No. 
796.  For  good  cause  shown,  the  Commis- 
sion shall  also  grant  the  petitions  to  in- 
tervene filed  by  these  petitioners. 

The  Commi$sion  finds: 

Participation  by  the  above-named  pe- 
titioners in  tliis  proceeding  may  be  in  the 
public  interest. 

The  Coinmission  orders: 

(At  The  above-named  petitioners  are 
permitted  to  intervene  in  this  proceeding 
as  hereinbefore  discussed,  subject  to  the 
Rules  and  Regulations  of  the  Commis- 
sion; Provided,  however.  That  the  par- 
ticipation of  such  interveners  shall  be 
limited  to  matters  affecting  asserted 
rights  and  interests  specifically  set  forth 
in  their  petitions  to  intervene:  Provided. 
further.  That  the  admission  of  such  in- 
tervenors  shall  not  be  construed  as  rec- 
ognition by  the  Commission  that  they 
might  be  aggrieved  because  of  any  order 
or  orders  issued  by  th^  Commission  in 
this  proceeding;  and  Provided,  further. 
That  the  granting  of  such  petitions  shall 
not  be  grounds  for  delay  in  this  prcxeed- 
ing,  and  that  such  interveners  shall  take 
the  record  as  they  find  it. 

(Bi  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.77-16674  Filed  6-10-77:8:45  am) 


[Docket  Nos.  CP74-138.  CP74-I39.  CP74-140) 

TRUNKLINE    LNG   CO.    AND   TRUNKLINE 
GAS   CO 

Order  Granting  Petitions  to  Intervene 

June  6,  1977. 
On  May  31,  1977.  Columbia  Gas  Trans- 
mission Corporation  (Columbia  Gas) 
filed  a  "Re-Petition  to  Intervene"  in  this 
proceeding.  Attached  thereto  was  a  copy 
of  its  original  petition  to  intervene  filed 
December  19.  1973,  in  this  proceeding  but 
never  acted  upon  by  the  Commission.' 


1  Columbia  also  filed  an  application  for  re- 
hearing of  Opinion  No.  796  on  May  31.  1977. 


(Docket  No.  CP76-5001 

CITIES  SERVICE  GAS  CO. 

Order  Providing  for  Hearing,  Granting 
Interventions  and   Prescribing  Procedures 

June  6,  1977. 

On  August  26.  1976.  Cities  Service  Gas 
Company  (Cities'  filed  an  application 
pursuant  to  section  7  of  tlie  Natural  Gas 
Act  for  a  certificate  of  public  convenience 
and  necessity  requesting  authorization 
for  the  following: 

(It  the  puixhase  of  472.7  miles  of 
existing  18-inch  and  20-inch  crude  oil 
pipe  line  from  Arapahoe  Pipe  Line  Com- 
pany (Arapahoe)  extending  from  Meri- 
no, Colorado  to  Humboldt.  Kansas: 

(2)  conversion  of  360  67  miles  of  the 
existing  crude  oil  pipe  line  to  natural 
gas  transmission; 

(3)  construction  of  138.3  miles  of  20- 
inch  gas  transmission  pipeline  using  new 
pipe; 

(4)  construction  of  112  mUes  of  20- 
inch  gas  transmission  pipeline  using  re- 
claimed pipe: 
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(5  I  construction  of  11  compressor  sta- 
tions totaling  26,400  horsepower  over  a 
three-year  period: 

i6'  construction  of  appurtenant  re- 
lated facilities;  and 

<7i  the  operation  of  all  such  facilities 
for  the  transiX)rtatlon  to  its  existing  sys- 
tem of  a  newly  dedicated  and  developed 
gas  supply. 

The  estimate:  cast  of  this  611-mUe 
line  having  a  maximum  design  capacity 
of  185.000  Mcf  per  day  is  $95,318,769. 
which  includes  $18,500,000  for  the  pur- 
cha.se  of  the  Arapahoe  line. 

Cities  allege,-  that  the  proposed  facili- 
ties will  provide  Cities  with  direct  access 
to  new  ga-s  reserves  being  developed  and 
expected  to  be  developed  in  the  Greater 
Green  Ri\er  Basin  m  .southern  Wyo- 
ming at  a  nimimum  investment  and  im- 
pact on  the  environment.  Cities  asserts 
that  it  has  unsuccessfully  investigated 
supplcmentuig  its  diminishing  natural 
gas  reserves  with  synthetic  gas  and  has 
now  determined  that  it  must  direct  its 
efforts  toward  securing  a  significant  na- 
tural gas  reserve  outride  of  its  tradi- 
tional supply  areas.  Cities  further  main- 
tains that  the  new  and  developing  Rocky 
Mountain  area  gas  fields  offer  the  best 
and  most  econo.mical  source  of  new  gas 
reserves   for   its   customers. 

From  its  Wyoming  gas  supply  pro- 
gram. Cities  anticipates  that  it  will  be 
able  to  connect  1.516  5  Bcf  of  new  gas 
reserves  to  its  pipeline  system  by  1982. 
which  will  represent  14.7  percent  of  its 
anticipated  peak  day  gas  purchases  and 
14.5  percent  of  its  anticipated  annual 
purchases  The  projected  average  cast  of 
transmission  will  be  39  51  cents  per  Mcf 
whereas  the  total  average  cost  of  gas 
delivered  through  the  proposed  pipeline 
wUl  be  $1.48  per  Mcf.  Despite  thLs  addi- 
tional supply.  Cities  projects  that  its  an- 
nual curtailment  level  will  continue  to 
increase. 

Cities  also  alleges  that  the  proposed 
purchase,  conversion,  construction  and 
operation  of  the  pipeline  will  not  con- 
stitute a  "major  Federal  action  signif- 
icantly affecting  the  quality  of  the  hu- 
man environment"  within  the  meaning 
of  the  National  Environmental  Policy 
Act  of  1969  I  42  USCA  Section  4332  ■  The 
proposed  system  would  include  solely 
136.6  miles  of  newly  constructed  20-inch 
diameter  pipeline,  which  would  be  lo- 
cated on  or  adjacent  to  an  existing  right- 
of-way  being  used  by  Colorado  Inter- 
state Gas  Company  iCIG'.  Tlie  follow- 
ing 112-mile  long  pipeline  of  20-inch 
diameter  pipeline  will  be  constructed 
with  reclaimed  oil  pipe  line.  Including 
land  for  appurtenant  facilities.  250.3 
miles  of  new  right-of-way  would  be  re- 
quired for  the  new  construction  portion 
of  the  pipeline.  With  the  exception  of  the 
70-mile  long  section  through  the  Pawnee 
National  Grasslands,  all  of  the  proposed 
611-mile  long  pipeline  would  be  con- 
structed or  adjacent  to  existing  rights- 
of-way.  Based  on  these  facts  and  others. 
we  find  that  the  approval  of  this  pro- 
posed project,  if  granted,  would  not 
constitute  a  major  Federal  action  sig- 
nlflcantly  affecting  the  quality  of  the  hu- 
man en'vlronment. 


The  application  was  noticed  on  Sep- 
tember 17.  1976.  The  following  parties 
have  petitioned  to  inten-ene  In  this  pro- 
c>eding 

Amaco  Production  Co. 

Arapahoe  Pipe  Line  Co. 

Associated  Natural  Gas  Co. 

Belco  Petroleum  Corp 

City  Gas  Co. 

Cuy  Group  Gas  Defense  Association 

Colorado  Interstate  Gas  Co. 

Tlie  Gas  Service  Co 

Iowa  EHectric  Light  &  Power  Co 

Iowa  Southern  Utilities  Co. 

State  of  Kansas  Corporation  Conunisston 

Madison  Gas  &  Electric  Co 

Michigan  (3as  Utilities^  Co. 

Michigan  Power  Co. 

Michigan  Wisconsin  Pipe  Line  Co. 

Midwest  Gas  Users  Association 

Missouri  Public  Service  Co. 

Mountain  i=*uel  Supply  Co  * 

Natural  Gas  Pipe  Line  Company  of  America 

N'orthcentral  Public  Service  Company.  Divi- 
sion rf  Donovan  Companies.  Inc. 

Northern  Indiana  F\iel  &  Light  Company. 
Inc. 

Northwest  Pipe  Line  Corp 

Ohio  Valley  Gas  Corp, 

Public  Service  Commission  of  Mis.sourl 

City  of  Springfield.  Mls.souri 

Union  Gas  System.  Inc. 

Wisconsin  Fuel  &  Light  Co. 

Wisconsin  Gas  Co 

Wisconsin  Natural  Gas  Co. 

Wisconsin  Power  &  Light  Co. 

Wisconsin  Southern  Gas  Company.  Inc. 

Two  of  the  petitioners.  CIG  and  City 
of  Springfield.  Missouri,  have  requested 
a  fonnal  hearing  on  this  proposal.  We 
believe  that  a  formal  hearing  should  be 
convened  to  ensure  a  complete  record  in 
this  proceeding.  We  will,  therefore. 
establish  a  date  for  the  filing  of  testi- 
mony by  Cities  and  supporting  inter- 
venors. 

Subsequent  to  the  filing  of  direct  testi- 
mony and  opixirtumty  for  Staff  review 
tliereof .  a  prehearing  conference  shall  be 
convened  to  establish  procedures  to  ex- 
pedite the  orderly  conduct  of  the  formal 
hearing  and  further  define  the  issues.  At 
this  juncture,  it  is  apparent  that  the  rec- 
ord in  this  proceeding  should  develop 
evidence  on  the  following  subjects: 

'  1 1  Cities  shall  provide  a  schedule  esti- 
mating recoverable  reserves  from  reser- 
voirs presently  dedicated  to  Uie  pipeline. 
Accompanied  therewith  shoulr'.  be  an  ex- 
planation of  substiintial  declines  m  de- 
liverability  from  reservoir  fields: 

1 2^  Cities  shall  pro\  ide  evidence  estab- 
li.-huig  the  validity  and  sufficiency  of  the 
estimated  reser\es  to  be  added; 

1 3  I  Cities  shall  provide  a  schedule  out- 
lining Its  efforts  and  investment  associ- 
ated therewith  to  develop  supplemental 
supplies  during  the  preceding  five  years. 
Also  included  should  be  a  listing  of  pro- 
jected gas  supplies  from  Alaska.  LNG. 
SNG.  and  coal  gasification; 

4  I  Cities  shall  provide  a  schedule  of 
its  current  storage  capability,  both  on 
s>-stem  and  off  system.  In  conjunction 
with  its  projections  for  future  develop- 
ment durmg  the  next  10  years; 

(5)  Cities  shall  provide  an  exhibit  list- 
ing the  emergency  purchases  it  made 
dunng  the  period  from  October.  1976  to 


Apr;l    1977  to  maintain  delivcrability  in 
Priorities  1  and  2; 

«6j  Cities  shall  present  any  and  all 
studies  nia  ie  by  Arapahoe  or  itself  con- 
cerning U-e  ftnanceabihty  of  the  pro- 
posed transfer.  All  relevant  data  consid- 
ered by  the  parties  in  assessing  the 
proffered  fair  market  value  of  the  crude 
oil  pipe  line  should  be  submitted; 

•  7 1  Cities  ^v^t»^)i  submit  data  relating 
to  and  cost  of  possible  alternatives  it 
considered. 

i8>  Cities  shall  submit  the  full  cost 
of  service  import  of  the  proposal  on 
future  tariffs ; 

'9^  Cities  shall  submit  a  schedule 
projectiiig  the  market  distribution  of 
tliese  additional  reserves  for  a  10-year 
period,  and 

<10»  Cities  shall  submit  an  exhibit 
with  accompanying  explanation  of  the 
proposed  accounting  treatment  for  the 
new  acquisition. 

Tlie  Commission  finds;  '1>  It  is  ner- 
es.'iary  and  appropriate  that  the  proceed- 
ing in  Docket  No.  CP76-500  be  set  for 
formal  hearing. 

(21  Under  Section  1.18  of  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure, a  prehearing  conference  shall  be 
convened  to  establish  procedures  to  ex- 
pedite the  orderly  conduct  of  the  formal 
hearing. 

'3^  Tlie  petitions  to  intervene  filed 
in  the  aforementioned  proceeding  may 
be  in  the  public  interest. 

Tlie  Commission  orders:  <Ai  Cities 
Service  Gas  Company,  and  all  support- 
ing intert-enors.  shall  file  direct  testi- 
mony and  exhibits  comprising  their 
cases-in -chief  on  all  issues  set  forth  in 
this  Order  on  or  before  July  5, 1977. 

'Bi  A  prehearing  conference  Ls  to  be 
convened  on  Augtist  18th.  1977.  at  the 
Federal  Power  Commission.  825  North 
Capitol  Street.  N.E..  Washington.  DC. 
20426  to  discuss  procedural  issues.  Tfle 
Presiding  Judge  has  authority  to  estab- 
lish and  change  all  procedural  dates, 
and  to  rule  on  all  motions  <  with  the  sole 
exception  of  petitions  to  intervene,  mo- 
tions to  con.solidate  and  sever,  and  mo- 
tions to  dismiss^  as  provided  for  in  the 
Rules  of  Practice  and  Procedure. 

'C>  The  above-mentioned  petitioners 
are  permitted  to  inten*ene  in  this  pro- 
ceeding, subject  to  the  Rules  and  Regu- 
lations of  the  Commission;  Provided, 
however.  That  participation  of  such  pe- 
titioners shall  be  limited  to  matters 
affecting  asserted  rights  and  interests  as 
specifically  set  forth  in  the  petitions  to 
intervene,  and  Provided,  further,  that 
the  admission  of  such  petitioners  shall 
not  be  construed  a5  recognition  by  the 
Commission  tliat  ty^j-  might  be  ag- 
grie\ed  because  of  aW  Order  of  the 
Commission  entered  in  this  proceeding. 

<D>  The  Secretary  shall  cause  prompt 
pubJcatlon  of  thl5  Order  to  be  made  in 
the  Federal  Recistek 

By  the  Commission 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc.77-lW»0  nied  6-10-77:8:45  am) 
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I  Docket  No.  CP64-891 

CITIES  SERVICE  GAS  CO.  AND  NATURAL 
GAS  PIPELINE  CO.  OF  AMERICA 

Notice  of  Petition   To  Amend   Order 

June  7,   1977. 

Take  notice  that  on  May  26.  1977.  Cities 
Service  Gas  Company  (Cities  Service >, 
P.O.  Box  25128,  Oklahoma  City.  Okla- 
homa 73125  and  Natural  Gas  Pipeline 
Company  of  America  i Natural",  122 
South  Michigan  Avenue.  Chicago.  Illi- 
nois 60603,  filed  in  Docket  No.  CP64-89  a 
petition  to  amend  the  Commission's 
order  of  January  2.  1964,  as  amended,  is- 
sued in  the  instant  docket  '31  FPC  3>. 
pursuant  to  Section  7ic»  of  the  Natural 
Gas  Act  so  as  to  authorize  the  use  of  the 
McCormick  Exchange  point  for  delivery 
of  gas  by  Cities  Service  to  Natural  lo- 
cated in  Woodward  Coiuity,  Oklahoma, 
all  as  more  fully  set  forth  in  the  petition 
to  amend  which  Ls  on  file  with  the  Com- 
mission and  open  to  public  inspection. 

Petitioners  indicate  that  on  Jartuary  2. 
1964.  the  Commission  Issued  its  opder  in 
this  docket  approving  their  joint  appli- 
cation and  authorizing  them  to  con- 
struct and  operate  certain  facilities  and 
to  exchange  until  May  1,  1964,  up  to 
40.000  Mcf  of  natural  gas  per  day  under 
the  terms  of  a  gas  exchange  agreement 
between  them  dated  September  30,  1963. 
Petitioners  state  that  this  order  has  sub- 
sequently been  amended  by  the  Commis- 
sion as  follows : 

1.  Order  issued  August  14,  1964,  ex- 
tended until  May  1.  1965.  the  period  dur- 
ing which  natural  gas  may  be  exchanged 
and  changed  to  Carter  County,  Okla- 
homa, the  point  of  delivery  of  natural 
gas  to  Cities  Service  by  Natural. 

2.  Order  issued  April  13,  1965.  lai  ex- 
tended to  May  1,  1967,  the  period  during 
which  natural  gas  may  be  exchanged; 
<bi  provided  for  an  additional  delivery 
point  <Pampa  Exchange  Point  >  for  de- 
liveries of  natural  gas  by  Cities  Service  to 
Natural;  <ci  provided  for  the  replace- 
ment and  abandonment  of  certain  com- 
pressor facilities  by  Cities  Service;  and 
id)  provided  for  the  retention  of  the 
Pampa  Exchange  Point  as  an  emer- 
gency interconnection  after  the  May  1, 
1967,  exchange  expiration  date. 

3.  Order  issued  April  25.  1967,  ex- 
tended to  May  1,  1970.  the  period  during 
which  natural  gas  may  be  exchanged. 

4.  Order  issued  July  11,  1967,  author- 
ized <a'  the  increase  of  maximum  vol- 
umes to  be  exchanged  from  40,000  Mcf 
per  day  to  6(SQ&0  Mcf  per  day;  and  «b) 
the  establishment  of  the  Signal  Ex- 
change Point  in  Carter  County,  Okla- 
homa. 

5.  Order  issued  ^^jril  7  1970.  extended 
to  May  1.  1975.  thepfeciod  during  which 
natural  gas  may  be  exchanged. 

a./Order  issued  October  21,  1974,  ex- 
tended to  May  1,  1980.  the  period  during 
which  natural  gas  may  be  exchanged 
and  authorized  the  rptention  and  opera- 
tion of  the  Hufnagel  No.  1  Exchange 
Point  in  Canadian  County.  Oklahoma,  as 
a  permanent  exchange  point. 

7.  Order  issued  March  25,  1976.  au- 
thorized the  establishment  of  the  An- 


thony No.  1  Exchange  Point  in  Grady 
County.  Oklahoma. 

The  proposed  additional  point  of  de- 
livery would  allow  Natural  to  receive  into 
its  system  through  existing  facilities  gas 
purchased  by  Cities  Service,  and  Natural 
would  redeliver  equivalent  volumes,  less 
Cities  Service's  share  of  compressor  fuel, 
to  Cities  Service  at  various  previously 
authorized  exchange  points,  it  is  said. 

Petitioners  state  that  no  new  facilities 
are  necessary  to  effectuate  these  receipt 
and  delivery  arrangements.  Petitioner 
further  states  that  the  additional  ex- 
change point  would  provide  additional 
flexibility  for  the  exchange  arrange- 
ment. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  to  amend  should  on  or  before 
June  29.  1977,  file  with  the  Federal 
Power  Commission,  Washington.  D.C. 
20426.  a  petition  to  intervene  or  a  pro- 
test in  accordance  with  the  requirements 
of  the  Commission's  rules  of  practice  and 
procedure  "18  CFR  1.8  or  1.10)  and  the 
Regulations  under  the  Natural  Gas  Act 
•  18  CFR  157. 10>.  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party  to 
a  proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti- 
tion to  intervene  in  accordance  wuth  the 
Commission's  rules. 

Kenneth  F.  Plumb. 
Secretary. 

|FR  Doc.77-16683  Filed  6-10-77:8:45  am| 


Ittocket  No.  ER77-3961 

CONNECTICUT  LIGHT  AND  POWER  CO. 

Notice  of  Transmission  Agreement 

June  6.   1977. 

Take  notice  that  on  May  24.  1977,  The 
Connecticut  Light  and  Power  Company 
( CL&P  I  .  tendered  for  filing  a  proposed 
rate  schedule  with  respect  to  Transmis- 
sion Agreement  dated  December  1.  1976 
between  ( 1 )  CL&P,  Tlie  Hartford  Electric 
Light  Company  (HELCO»  and  West- 
ern Massachusetts  Electric  Company 
(WMECOi  and  <2)  Middleborough  Gas 
and  Electric  Department  tMGEDi. 

CL&P  states  that  the  Transmission 
Agreement  provides  for  a  transmission 
service  to  MGED  during  the  period  from 
December  1,  1976  to  October  31,  1977. 

According  to  CL&P  the  transmission 
charge  rate  is  a  monthly  rate  equal  to 
one-twelfth  of  the  annual  average  cost 
of  transmission  service  on  the  NU  system 
determined  in  accordance  with  Section 
13.9  I  Determination  of  Amount  of  Pool 
Transmission  Facilities  (PTF»  Costs>  of 
the  New  England  Power  Pool  iNEPOOL* 
Agreement  and  the  uniform  rules  adopted 
by  the  NEPOOL  Executive  Committee, 
multiplied  by  the  number  of  kilowatts 
which  MGED  is  entitled  to  receive. 

CL&P  requests  waiver  of  the  Commis- 
sion's notice  requirements  to  allow  an 
effective  date  of  December  1,  1976  for  the 
Transmission  Agreement. 


HELCO  and  WMECO  have  filed  cer- 
tificates of  concurrence  in  this  docket. 

CL&P  states  that  copies  of  this  rate 
schedule  have  been  mailed  or  delivered 
to  CL&P.  Hartford.  Connecticut,  HELCO. 
Hartford.  Connecticut.  WMECO,  West 
Springfield,  Massachusetts  and  MGED, 
Middleborough,  Massachusetts. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  NE„  Washington.  D.C. 
20426,  in  accordance  with  §§1.8  and 
1.10  of  the  Commission's  rules  of  prac- 
tice and  procedures  <  18  CFR  1.8,  1.10>. 
All  such  petitions  or  protests  should  be 
filed  on  or  before  June  15.  1977.  Protests 
will  be  considered  by  the  Commission  in 
determining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  pro- 
testants  parties  to  the  proceedings.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of  this 
application  are  on  file  with  the  Commis- 
sion and  are  available  for  public 
inspection. 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc.77-16677  Filed  6-10-77:8:45  ami 


[Docket  No.  CP71-2901 

CONSOLIDATED    SYSTEM    LNG    CO. 

Notice  of  Petition  to  Amend 

June  7.  1977. 
Take   notice    that   on    May    27.    1977. 
Consolidated     System    LNG     Company 

•  Petitioner),  445  West  Main  Street, 
Clarksburg.  West  Virginia  26301.  filed  in 
Docket  No.  CP7 1-290  a  petition  to  amend 
the  Commission's  Opinion  Nos.  622  is- 
sued June  28,  1972  (47  FPC  1624).  as 
modified  on  rehearing,  October  5.  1972 

•  48  FPC  723 ) ,  and  its  order  issued 
March  21,  1975,  issued  in  the  instant 
docket  (53  FPC >  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  so  as  to 
authorize  Petitioner  to  eliminate  the 
construction  and  operation  of  approxi- 
mately 80  miles  of  pipeline  to  eliminate 
the  Doylesburg,  Pennsylvania.  Compre.';- 
sor  Station,  and  to  construct  and  operate 
two  new  delivery  points,  and  make  cer- 
tain other  minor  changes  in  its  certifi- 
cated pipeline  route,  all  as  more  fully 
set  forth  in  the  petition  to  amend  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

Petitioner  indicates  that  it  was  pre- 
viously authorized  ( 1 )  to  construct  and 
operate  approximately  190  miles  of  30- 
inch  pipeline  extending  from  Loudoun 
County,  Virginia,  to  a  point  nf  connection 
with  the  existing  facilities  of  Petitioner's 
affiliate.  Consolidated  Gas  Supply  Cor- 
poration (Supply  Corporation  I ,  located 
in  the  vicinity  of  the  latter  company's 
Leidy  Storage  Field  in  Clinton  Countv, 
Pennsylvania,  and  (2)  to  construct  and 
operate  a  6800  horsepower  compressor 
station  to  be  located  at  Doylesburg.  Penn- 
sylvania. It  is  seated  that  in  a  related 
preceding  in  Docket  No.  CP71-153.  the 
Commission  authorized  Petitioner  to  im- 
port 350.000  Mcf  per  day  of  liquefied  na- 
tural gas  (LNG)  from  Algeria,  and  that 
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the  Commission,  in  Opinion  Nos.  622  and 
622A.    also    grant€d    the    authorization, 
jointly  sought  by  Petitioner  and  Colum- 
bia   LNG    Corporation    at    Docket    No. 
CP71-289.  for  tlie  construction  and  oper- 
ation of  the  Cove  Point,  Maryland,  ter- 
minal and  pipeUne  facihties  required  to 
receive,  terminal,  store  and  regasify  the 
LNG  which  they  proposed  to  import  from 
Algeria,  and  for  the  pipehne  and  related 
facilities  needed  to  transport  the  regasi- 
fied  LNG  from  Cove  Point,  Maryland,  to 
Loudoun  County.  Virginia.  The  facilities 
in   the   above-captioned  proceeding   are 
part  of  the  first  major  base  load  project 
to  import  large  volumes  of  LNG  into  the 
United  States,  it  is  said.  It  is  stated  that 
the  Commission,  in  Opinion  No.  622.  cer- 
tificated Petitioner's  proposal  at  Docket 
No.  CP71-290  to  construct  and  operate 
the  pipelme  and  related  facilitie.s  neces- 
sary  for   the   further  transportation   of 
the    regasified    to   LNG    from    Loudoun 
County,  Virginia,   to  the  Leidy   Storage 
Field  in  PenrLsylvania.  and  on  March  21. 
1975.     the     Commission     approved     the 
actual  route  of  the  hne  between  Loudoun 
and  Leidy  which  extends  northward  from 
Columbia    Gas    Transmission    Corpora- 
tion's Loudoun  County  Compressor  Sta- 
tion   in    Virginia    and    terminates    near 
Supply  Corpora tions  Leidy  Storage  Field 
in  Peiinsylvania— a  distance  of  approxi- 
mately 190  miles. 

Petitioner  proposes  to  eliminate  the 
construction  and  operation  of  approxi- 
mately 80  miles  of  the  northernmost  por- 
tion of  the  authorized  Loudoun-Leidy 
hne  and  the  authorized  Etoylesburg  Com- 
pressor Station  Petitioner  states  that  the 
modification  would  '  1 '  reduce  the  cost 
of  LNG  dehvered  to  consumers.  '2i  save 
$27,735,700  in  capital  expenditures,  and 
( 3 1  avoid  the  environmental  impact  asso- 
ciated with  the  eliminated  facilities.  Peti- 
tioner states  that  in  order  to  accomplish 
these  demonstrably  beneficial  results,  a 
minor  alternation  in  the  approved  route 
is  necessary. 

Petitioner  would  construct  the  already 
authorized  pipeline  facilities  along  the 
certificated  route  from  the  point  of  inter- 
connection witli  the  Cove  Point  pipeUne 
facilities  at  Loudoun  County.  Virginia,  to 
a  point  1,9  miles  southwest  of  Texas  East- 
em  Transmission  Corporations  (Texas 
Eastern!  existing  pipeline  facihties  in 
Juniate  County.  Pennsylvania,  near  the 
Perulack  Compressor  Station,  it  is  said. 
Petitioner  requests  authorization  to  de- 
part fr(xn  tiie  approved  2.6  miles  after  the 
pipeline  crosses  into  Juniate  County. 
Consequently,  the  route  would  follow 
Grey  Ridge  4.09  miles  to  Texas  Eastern's 
Perulack  Station.  Petitioner  further  pro- 
poses to  tie  into  Texas  Eastern's  system 
near  its  Perulack  Compressor  Station  and 
to  construct  and  operate  a  second  new 
delivery  point  to  tie  into  Texas  Eastern's 
system  at  the  Chambersburg  intersec- 
tion. 

The  estimated  total  construction  cost 
for  the  110.22  miles  of  30-inch  pipeline, 
including  the  cost  of  measuring  stations. 
is  $62,087,600.  as  compared  to  the  total 
estimated  cost  of  constructing  the  pre- 
viously certificated  line  from  Loudoun  to 
Leidy  of  $89,823,300.  it  is  said 


Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  to  amend  should  on  or  before 
June  29.  1977,  file  with  the  Federal  Power 
Commission,  Washington.  DC.  20426.  a 
petition  to  intervene  or  a  protest  in  ac- 
cordance with  the  requirements  of  the 
Commission's  rules  of  practice  and  pro- 
cedure (18  CFR  1.8  or  1.10'  and  the 
regulations  under  the  Natural  Gas  Act 
'18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
protestants  parties  to  the  proceeding. 
Any  person  wishing  to  t)ecome  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  mu.^t  file  a 
petition  to  intervene  in  accordance  with 
the  Commission's  rules 

Kenneth  F.  Plumb. 

Secretary. 

IFR  Doc  77-16684  FUed6  10-778  46aml 


I  Docket    No     CP66-237' 

NATURAL  GAS  PIPELINE  CO    OF 
AMERICA 

Notice  of  Amendment  to  Application 

June  6.  1977. 
Take  notice  tliat  on  May  26,  1977. 
Natural  Gas  Pipeline  Company  of  Amer- 
ica 'Natural'  122  South  Michigan  Ave- 
nue. Chicago,  Illinois  60603.  filed  in 
Docket  No.  CP66-237.  pur.suant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  an  amend- 
ment to  its  application  in  this  docket 
deletuig  the  request  for  authority  to  ac- 
cept and  transport  natural  pas  for 
Northern  Illmois  Gas  Compar.y  'NI- 
Gasi.  for  authority  to  construct  and 
operate  certain  replacement  facilities, 
and  for  permis.'^ion  and  approval  to 
abandon  the  facilities  to  be  replaced,  all 
as  more  fully  set  forth  in  the  amendment 
which  is  onfile  with  the  Commission  and 
open  to  public  inspection. 

It  Ls  indicated  that  originally  in  this 
proceeding  Natural  requested  authori- 
zation to  construct  and  operate  certain 
facihties  at  four  new  deliver>-  points  for 
Nl-Gas.  an  existing  customer  to  which 
Natural  delivers  and  sells  gas  pursuant  to 
its  Rate  Schedule  DMQ  at  various  loca- 
tions in  nortliern  Illinois  Natural  states 
that  with  respect  to  the  first  dellver>- 
point.  Pontiac  Delivery  Point,  it  sought 
authorization  to  construct  and  operate 
facilities  to  enable  it  to  sell  and  deliver 
natural  gas  to  NT-Gas  for  use  by  the 
latter  in  the  preliminary  testing  of  its 
proposed  storage  project  near  Pontiac. 
Illinois,  and  to  enable  NI-Gas  to  re- 
deliver to  Natural  such  quantities  of 
natural  gas  as  might  be  withdrawn  by 
NI-Gas  in  the  testing  of  its  storage  proj- 
ect. Natural  states  further  that  with 
respect  to  tlie  second,  third,  and  fourth 
delivery  point^s,  Saunemin,  Cabery,  and 
Kings  Deliverv-  Points,  Natural  sought 
authorization  to  construct  and  operate 
facilities  in  Livingston,  Kankakee,  and 
Ogle  Counties.  Illinois,  to  enable  Natural 
to  sell  and  deliver  natural  gas  to  NI-Gas 
for  resale  and  local  distribution  in  the 
communities    of    Saunemiii,    Emington. 


Cullom,  Kempton,  Cabery.  Buckmgham. 
Campus,  Reddick.  and  Kings,  Illinois. 

It  Ls  stated  that  the  Commission 
granted  Natural  a  temporarj-  certificate 
authorizing  the  construction  of  the  facil- 
ities with  respect  to  each  of  the  four 
points  of  delivery,  and  the  operation  of 
such  facilities  for  the  deUvery  and  sale 
of  natural  gas  to  NI-Gas;  however,  au- 
tliorization  for  the  proposed  redelivery 
of  natural  gas  by  NI-Gas  to  Natural  at 
the  Pontiac  Delivery  Point  was  withheld 
pending  resolution  of  certain  jurisdic- 
tional issues.  Natural  indicates  that  the 
jurisdictional  issues  raised  by  staff  have 
become  moot  as  a  result  of  a  change  in 
factual  circumstances.  It  is  asserted  that 
NI-Gas  has  constructed  its  own  facil- 
ities to  tie  its  Pontiac  Storage  Field  to  iu^ 
own  system  and  that  as  a  result  of  such 
construction  the  traiisportation  of  such 
gas  by  Natural  and  the  redelivery  there- 
of by  Natural  to  NI-Gas  are  no  longer 
present. 

rhe  amendment  indicates  that  Nl-Gas 
recently  has  informed  Natural  that  it  is 
developing  storage  fields  near  Lake 
Blooming  ton  and  the  Towns  of  Hudson 
and  Lexington  in  McLean  County.  Illi- 
nois, and  tliat  NI-Gas  now  desires  to 
utilize  the  Pontiac  Deliver>-  Point  for  the 
receipt  of  gas  for  injection  into  such  new- 
storage  fields  It  IS  as.serted  that  the  re- 
quested deliveries  would  make  it  unneces- 
sary for  NI-Gas  to  construct  extensive 
pipehne  facilities  from  other  existing 
deliver>-  points  from  Natural  and  that 
NI-Gas  requests  that  Natural  increase 
the  capacity  of  the  Pontiac  Delivei-y  point 
from  100.000  Mcf  per  day  to  600.000 
Met  per  day 

Therefore.  Natural  now  proposes  to 
abandon  its  existing  tap  connections  and 
measuring  facility  at  the  Pontiac  De- 
livery Point  by  removing  all  above- 
ground  piping  and  any  below-ground  fa- 
cilities that  interfere  with  the  construc- 
tion of  the  new  facilities  and  abandoning 
in  place  all  other  below-ground  facilities. 
Natural  proposes  to  replace  such  facili- 
ties at  the  Pontiac  Delivei-y  Point  with 
24-inch  tap  connections  to  its  Nos.  1, 
2.  and  3  mainlines.  413  feet  of  36-inch 
connecting  lateral  and  a  new  measuring 
facility  consisting  of  four  16-inch  meter- 
ing runs  as  well  as  other  appurtenant 
facihties.  Under  an  agreement  with  NI- 
Gas.  it  is  proposed  that  NI-Gas  would 
undertake  the  construction  of  all  the 
replacement  facilities  except  for  the  tap 
connections  which  Natural  would  con- 
struct at  an  estimated  cost  of  SI  16.000 
to  be  reimbursed  by  NI-Gas.  It  us  indi- 
cated that  the  estimated  cost  of  the  re- 
placement facilities  is  $673,000.  which 
cost  would  be  borne  by  NI-Gas. 

It  is  indicated  that  Natural  does  not 
propose  to  increase  the  volimie  of  gas 
it  selLs  to  NI-Gas  under  its  existing 
tariff  and  that  NI-Gas'  entitlements  at 
the  various  delivery  points  under  the 
existing  tariff  would  not  change  except 
for  the  proposed  change  at  the  Pontiac 
Deliver>-  Point. 

Any  per.son  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  amendment  should  on  or  before 
June  24.  1977  file  with  the  Federal  Power 
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Commission.  Washington,  DC.  20426,  a 
petition  to  Intervene  or  a  protest  In 
accordance  with  the  reqmrements  of  the 
Commission's  rules  of  practice  and  pro- 
cedure (18  CFR  18  or  1.10)  and  the 
refOilatioits  under  the  Natural  Ga.s  Act 
(18  CFR  157.10'.  AU  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make 
the  Protestants  parties  to  the  proceed- 
ing. Any  person  wishing  to  become  a 
party  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
f^le  a  petition  to  intervene  in  accordance 
with  the  Commission's  rules.  Persons 
having  heretofore  filed  in  this  docket 
need  not  do  so  again 

Kenneth  F.  Plumb, 

Secretary. 

IFR  Doc77-16682  Piled  6-10-77;8:45  ami 


I  Project  No.  2789 1 

RAFT    RIVER    RURAL    ELECTRIC 
COOPERATIVE.    INC. 

Notice  of  Application  for  Preliminary  Permit 

June  6,  1977. 

Public  notice  is  hereby  given  that  an 
application  for  a  preliminary  permit  was 
filed  on  March  3.  1977.  under  the  Fed- 
eral Power  Act.  16  U.S.C.  791a  et  seq..  by 
Raft  River  Rural  Electric  Cooperative. 
Inc.  I  Correspondence  to;  Mr  Golden 
Gardiner,  Manager,  Raft  River  Rural 
Electric  Cooperative.  Inc..  PC  Bo.x  617. 
Malta.  Idaho  83342:  Ray  W  Ri-by.  Esq., 
Rigby,  Thatcher  &  Andrus,  PA..  P.O. 
Box  250.  Rexburg.  Idaho  83440:  and 
Jack  A.  Barnett.  Consultant,  100.'?  Boun- 
tiful Hills  Drive.  Bountiful.  Utah  84010> , 
for  the  proposed  Eagle  Rock  Project. 
FPC  Project  No.  2789.  to  be  located  on 
the  Snake  River  in  Power  County.  Idaho. 
south  of  the  City  of  Amerlcim  Falls. 

According  to  the  application,  the  pro- 
posed project  would  have  a  total  installed 
capacity  of  50  MW  and  would  corusLst  of 
a  dam  located  at  one  of  three  r>ossible 
sites  about  six  miles  downstream  from 
American  Falls  Dam.  a  reservoir  at  ele- 
vation 4.246  feet,  and  a  powerhouse,  in- 
tegral with  the  dam.  containing  four 
<or  flve>  generatint;  units. 

Power  generated  by  the  project  would 
be  used  by  Raft  River  Rural  Electric 
Cooperative  to  meet  present  and  future 
loads  within  its  system.  Any  surplus  en- 
ergy would  be  sold  to  the  Bonneville 
Power  Administration. 

The  application  is  on  file  with  the  Com- 
mission and  is  available  for  public  in- 
spection. 

A  preliminai-y  permit  does  not  au- 
thorize construction.  A  permit,  if  issued, 
gives  the  Permittee,  during  the  term  of 
,  the  permit,  the  right  of  priority  of  ap- 
/  plication  for  license  while  the  Pennittee 
^  undertakes  the  nece.ssary  studies  and  ex- 
aminations to  determine  the  engineering 
and  economic  feasibility  of  the  propased 
project,  market  for  the  power,  and  all 
other  necessary  information  for  inclu- 
sion in  an  application  for  license 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 


application  should  file  with  the  Federal 
Power  Commission,  Washington,  D.C. 
20426.  a  petition  to  intervene  or  a  pro- 
test in  accordance  with  the  requirements 
of  the  Commission's  rules  of  practice  and 
procedure,  18  CFR  1.8  or  1.10.  All  such 
petitions  or  protests  should  be  filed  on 
or  before  August  15,  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  In 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com- 
mission's Rules. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.77-16679  Piled  6-10-77:8:45  am] 


fDookcrNo  RP73    114.etc.] 

TENNESSEE  GAS  PIPELINE  CO. 

Proposed   Rate  Change  Under  Tariff  Rate 
Adjustment  Provisions 

June  6,  1977 
Take  notice  that  on  May  16.  1977,  Ten- 
nessee Gas  Pipeline  Company,  a  Division 
of  Tenneco,  Inc.  (Tennessee)  < Docket 
Nos.  RP73-114,  RP74-24,  and  RP74-73 
(PGA77-3)  (DCA77-2)  (R&D77-2)), 
tendered  for  filing  Substitute  Seven- 
teenth Revised  Sheet  Nos.  12A  and  12B 
to  Ninth  Revised  Volume  No.  1  of  its 
FPC  Gas  Tariff  to  be  effective  on  July  1, 
1977. 

Tennessee  states  that  the  purpose  of 
the  revised  tariff  sheets  is  to  adjust  Ten- 
nc-^see's  rates  pursuant  to  Articles  XXin, 
XXIV.  and  XXV  of  the  General  Terms 
and  Conditions  of  its  FPC  Gas  Tariff, 
consisting  of  a  PGA  rate  adjustment,  a 
rate  adjustment  to  reflect  curtailment 
demand  charge  credits  and  an  R&D  rate 
adjustment. 

Tennessee  states  that  copies  of  the 
filing  have  been  mailed  to  all  its  jiu"isdic- 
tional  customers  and  affected  state 
regulatory  commissions. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street  NE.,  Washington,  D.C.  20426.  In 
accordance  with  Sections  1.8  and  1.10 
of  the  Commission's  Rules  of  Practice 
and  Procedure  (18  CFR  1.8,  1.10).  AU 
such  petitions  or  protests  should  be  filed 
on  or  before  June  22,  1977.  Protests  will 
be  considered  by  the  Commission  in  de- 
termining the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro- 
testants parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene;  provided, 
however  that  any  person  who  has  previ- 
ously filed  a  petition  to  intervene  in  this 
proceeding  is  not  required  to  file  a  fur- 
ther petition.  Copies  of  this  filing  are  on 
file  with  the  Commission  and  are  avail- 
able for  public  inspection. 

Kenneth  P.  Plumb. 

Secretary. 

I  FR  Doc  77-16681  Piled  6-10-77:8:45  am] 


(Docket  No.  RP75-19;  Opinion  No.  792-A| 
TEXAS  GAS  TRANSMISSION  CORP. 
Opilnon  and  Order  Denying  Rehnaring 

June  7.  1977. 

Applications  for  rehearing  of  Opinion 

No.  792. FPC issued  April 

11,  1977,  in  this  proceeding,  were  filed  on 
May  9,  1977,  by  Louisville  Gas  and 
Electric  Company  (Louisville*  and  on 
May  11,  1977,  by  Texas  Gas  Transmis- 
sion Corporation  (TexasGas*  and  jointly 
by  Columbia  Gas  Transmission  Corpora- 
tion and  Consolidated  Gas  Supply  Cor- 
poration (Columbia  and  Consolidated  i . 
For  the  reasons  set  forth  below,  the  Com- 
mission shall  deny  the  applications  for 
rehearing. 

All  of  the  applicants  argue  that  thi 
United  method  should  not  be  used  for 
cost  classification  and  cost  allocation 
purposes  becau.^e  there  are  not  substan- 
tial peak  day  curtailments  on  the  Texa^ 
Gas  system  as  there  were  in  the  United 
case.  The  argument  is  perhaps  stated 
most  forcefully  by  Louisville  who  argu'^s 
that  the  Consolidated  case  which  af- 
firmed the  Commission's  United  opin- 
ion, precludes  'as  a  matter  of  law"  any 
departure  from  Seaboard  in  tlie  absence 
of  substantial  peak  day  curtailments.  Ap- 
plicants thus  argue  that  there  is  not  sub- 
stantial evidence  to  adopt  the  United 
method  in  lieu  of  the  Seaboard  metho.1 
of  cost  classification  and  cost  allocation. 
Louisville  argues  that  the  Commission  is 
improperly  using  rate  design  considera- 
tions to  decide  a  cost  allocation  issue. 

As  all  pyarties  agree,  the  effect  of  the 
cost  allocation  method  on  the  allocation 
of  total  system  cost  of  ser\'ice  between 
the  jurisdictional  and  non-juri^dictional 
classes  of  customers  is  insignificant  be- 
cause non-jurisdictional  sales  represent 
0.84  percent  of  Texas  Gas'  annual  .sales 
volumes.  Thus  the  real  issue  is  the  dis- 
tribution of  jurisdictional  cost.s  among 
jurisdictional  customers:  specifically  the 
distribution  of  fixed  transmission  copts 
among  Zones  1.  2.  3.  and  4.'  As  such,  the 
considerations  for  adopting  United  or 
Seaboard  cost  classification  and  cost  allo- 
cation in  this  case  are  similar  to  those 
involved  in  determining  an  appropriate 
rate  design  because  both  determinations 
involve  distribution  of  costs  among  juris- 
dictional customers.  (Opinion  No.  792, 
pp.  13-14.) 

Contrary  to  applicants'  a.'sertions,  the 
adoption  of  the  United  method  of  cost 
classification  and  cost  allocation  in  Opin- 
ion 792  is  based  upon  sub<^tantinl  evi- 
dence which  supports  its  use  on  the  Texas 
Gas  system.  Use  of  the  United  m<'thod  is 
based  upon  evidence  showing  inter  alia, 
the  existence  of  substantial  curtailments 
and  corresponding  unutilized  pipeline 
capacity  on  an  annual  basis  (Opinion  No. 


1  Consolidated  Gas  Supply  Corporation,  et 
al.  V.  Federal  Power  Commission,  520  F.  2d 
1176  (DC.  Clr.  1975). 

•The  distance  factor,  which  Is  the  primary 
consideration  In  designing  zones  to  allocate 
mUeage-related  traxismLsslon  costs,  has  been 
given  adequate  consideration  by  the  design 
of  the  zones  based  upon  the  Mcf-mili 
method  (Opinion  No.  792.  p.  17). 
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792,  pp.  12-151.  The  Commission's  deci- 
sion to  place  less  emphasis  on  the  peak 
function  and  more  on  the  annual  func- 
tion <as  opposed  to  equal  ernphasis  on 
each  function  under  Seaboard)  for  dis- 
tributing transmission  costs  among  the 
jurisdictional  customers  among  Texas 
Gas'  rate  zones  is  thus  justified  based 
upon  the  record  in  this  proceeding.  In 
view  of  the  above,  and  the  discussion  in 
Opuiion  No.  792.  the  Commi-ssion  finds 
that  it  is  not  required  "as  a  matter  of 
law"  to  adhere  to  Seaboard  in  the  cir- 
cumstances of  this  case  on  the  basis  of 
the  Court's  opinion  in  Consolidated. 

Columbia  and  Consolidated  argue  that 
tlie  United  method  is  inappropriate  be- 
cause it  raises  costs  to  certain  low  load 
factor  customers  in  Zone  4  and  lowers 
them  (especially  the  commodity  rate 
levels  1  for  customers  in  Zones  1.  2,  and  3. 
The  general  effect  of  the  use  of  the 
United  method  of  cost  classification,  cost 
allocation  as  well  as  rate  design  in  this 
ca.se  Is  to  reduce  the  differences  bet\^>^e?K 
the  rates  charged  by  Texas  Gas  to  its 
high  load  factor  and  it-;  low  load  fftctor 
customer  so  as  to  better  reflect  customer 
cost  responsibility  on  the  Texas  Gas  sys- 
tem in  a  curtailment  situation.  The  cit- 
ing of  possible  minor  anomalies  in  its  use 
does  not  render  the  United  method  in- 
appropriate for  use  on  the  Texas  Gas 
system.  With  respect  to  the  concern  of 
Columbia  and  Consolidated  that  the 
allegedly  low  commodity  rates  in  Zones 
1,  2.  and  3  may  encourage  efforts  by  cus- 
tomers to  increase  their  purchase  load 
factors  and  to  encourage  increased  in- 
dustrial sales,  the  Commi.s,<;ion  finds  that 
the  commodity  rates  resulting  from  the 
use  of  the  United  method  of  c:'St  clari- 
fication, cost  allocation  as  well  as  rate 
design  are  fully  justified  by  the  record 
in  this  proceeding  and  m  ceneral  will 
tend  to  produce  results  opposite  from 
those  cited  by  Columbia  and  Consoli- 
dated. 

In  future  cases,  however,  the  Commission 
will  continue  its  review  of  the  operation  of 
Texas  Gas'  system  and  determine  whether 
a  further  shift  in  cost  distribution  method- 
ology- is  in  the  public  interest  (Opinion  No. 
792^?.  18). 

All  applicants  restate  the  argument 
that  United  discriminates  against  cus- 
tomers who  have  installed  storage  facili- 
ties. Tliis  argument  was  thoroughly  dis- 
cussed and  rejected  in  Opinion  No.  792 
(pp.  15-16.  22 »  and  thus  needs  no  further 
discussion  herein. 

Columbia  and  Consolidated  restate  this 
argument  that  the  differences  between 
the  United  system  in  the  United  case  and 
the  Texas  Gas  system  in  the  instant  pro- 
ceeding justify  different  treatment  for 
Texas  Gas.  They  cite  Michigan  Wiscon- 
sin Pipe  Lir..e  Company.  520  F.  2d  84  at  89 
(CADC  1975'.  for  the  proposition  that 
applying  a  result  in  one  case  to  the  facts 
of  another  case  requires  a  showing  of 
siniilarity  between  the  two  cases.  In 
Opinion  792,  the  Commission  thoroughly 
analyzed  the  record  evidence  support- 
ing use  of  the  United  method  on  the 
Texas  Gas  system.  In  addition,  the  Com- 
mission discussed  each  of  the  allegedly 


controlling  distinctions  between  the 
United  c&se  and  the  instant  case  which 
were  proffered  by  the  p>arties.  including 
those  raised  by  Texas  Gas'  witness  Ben- 
son (Opinion  No.  792.  pp.  16-18'.  The 
Commissi(Mi  found  these  distinctions  to 
be  without  significance  and  that  the  evi- 
dence of  record  in  this  pr(X'eeding  justi- 
fied use  of  the  United  formula  for  Texas 
Gas. 

The  Commission  finds:  No  facts  or  is- 
sues have  been  raised  by  applicants  which 
warrant  any  modification  of  Opinion  No. 
792. 

The  Commission  orders:  (A>  Tlie  ap- 
plications for  rehearing  of  Opinion  No. 
792  filed  on  Mav  9.  1977.  by  Louisville  and 
on  and  May  11.  1977,  by  Texas  Gas 
and  jointly  by  Colombia  and  Consoli- 
dated are  hereby  denied. 

(B>  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

Kenneth  F.  Plumb. 
Secretary. 

[FR   Doc.77-16685  Filed  6-10-77:8:45  am] 


ID<^ket  No   ER77-.3991 

THE  WASHINGTON  WATER  POWER  CO. 
Notice  of  Transmission  Service  Contract 

June  6,  1977. 

Take  notice  that  on  May  23.  1977,  the 
Washington  Water  Power  Company 
(Washington'  tendered  for  filing  copies 
of  a  contract  between  Washingtoii  and 
Pacific  Power  &  Light  Company  i  Pacific  > 
under  which  Washington  will  provide 
transmission  service  to  Pacific  until  No- 
vember 1.  1978.  or  until  Pacifies  500-kv 
Midpoint  i  Idaho  '  -Malin  >  Oregon  '  trans- 
mission line  is  completed,  wiiichever  l<= 
earlier.  Washington  indicates  that  initial 
service  under  the  contract  t)egan  on  De- 
cember 3,  1976. 

Washington  indicates  that  Washing- 
ton, together  with  Idaho  Power  Com- 
pany, are  owners  of  the  Lolo-Oxbow  230- 
kv  transmission  line  interconnecting 
their  respective  systems  at  a  point  near 
Imnaha.  Oregon,  Washington  further  in- 
dicates that  the  systems  of  Pacific  and 
Washington  are  interconnected  by  an- 
other jointly-owned  230-kv  transmission 
line  between  Lolo  and  Walla  Walla. 

Washington  indicates  that  it  would  be 
required  under  the  terms  of  this  contract 
to  make  available  to  Pf^'^'^''  200  mega- 
watts of  transmission  capacu.'  whereby 
Pacfic,  having  made  similar  arrange- 
ments with  Idaho  Power  Company,  will 
transfer  up  to  200  megawatts  of  power 
and  energy  from  its  Wyoming  system  to 
its  loads  in  Washington  and  Oregon.  Ac- 
cording to  Washington.  Pacific  will  pay 
Washington  $80  per  megawatt  of  de- 
mand per  month  for  this  service  and  will, 
in  ad(iition,  reimburse  Washington  for 
incremental  transmission  losses. 

Washington  requests  that  the  require- 
ments of  prior  notice  be  waived  and  that 
the  effective  date  be  made  retroactive  to 
December  3.  1976. 


Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission.  825  North  Capitol 
Street  NE  .  Washngton.  DC.  20426.  in 
accordance  with  §?  1  8  and  1.10  of  the 
Commission's  rules  of  practice  and  pro- 
cedure tl8  CFR  18.  l.lOi.  All  such  peti- 
tions or  protests  should  be  filed  on  or  be- 
fore June  16.  1977  Protests  will  be  con- 
sidered by  the  Commission  in  determin- 
ing the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a  pe- 
tition to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  for 
public  inspection. 

Kenneth  F.  Plumb. 

Secretary. 

|FR  Doc  77-16678  Piled  6-10-77:8  45  am! 

GENERAL   ACCOUNTING    OFFICE 

REGULATORY   REPORTS  REVIEW 

Receipt  of  Report  Proposal 

Tlie  following  request  for  clearance  of 
a  report  intended  for  use  in  collecting  in- 
formation from  the  public  was  received 
by  the  Regulatory  Reports  Review  Staff. 
GAO.  on  June  7,  1977.  See  44  U.S.C. 
3512  ic»  and  ( d ».  Tlie  purpose  of  publish - 
mg  this  notice  in  the  Federal  Reclster  is 
to  inform  the  public  of  such  receipt 

The  notice  includes  the  title  of  the 
request  received;  the  name  of  tlie  agency 
sponsoring  Uie  prop>osed  collection  of  in- 
formation; the  agency  form  number,  if 
applicable;  and  the  frequency  with  which 
the  information  is  proposea  to  be  col- 
lected. 

Written  comments  on  the  proposed 
FTC  request  are  invited  from  all  inter- 
ested persons,  organizations,  public  in- 
terest groups,  and  affected  businesses 
Because  of  the  limited  amount  of  time 
GAO  has  to  review  the  proposed  request, 
comments  (in  triplicate i  must  be  re- 
ceived on  or  before  July  1.  1977.  and 
should  be  addressed  to  Mr.  John  M. 
Lovelady.  Acting  Assistant  Director.  Reg- 
ulatory Reports  Review,  United  States 
General  Accounting  OflBce.  Room  5033, 
441  G  Street  NW..  Wasliington.  DC. 
20548. 

Further  information  may  be  obtained 
from  Patsy  J.  Stuart  of  the  Retulatorv- 
Reports  Review  Staff.  202-275-3532 

Federal  Trade  Commission 

The  PTC  requests  clearance  of  a  new 
single-time  consumer  mail  survey.  The 
survey  will  be  used  by  FTC  to  develop 
information  to  assist  the  Commission  in 
evaluating  the  Impact  of  its  Trade  Regu- 
lation Rule  No.  424  requiring  retail  food 
stores  to  have  price  advertised  items 
readily  available  at  or  below  the  adver- 
tised prices.  Survey  questionnaires  will 
be  sent  to  consumers  to  ascertain  the  im- 
pact of  advertised  product  availability 
on  their  purchasing  patterns  and  the  ex- 
tent to  which  potential  benefits  of  the 
Rule  have  accrued  to  them.  FPC  esti- 
mates potential  respondents  to  be  ap- 
proximately 3,000  members  of  a  particl- 
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pating  mail  panel  of  40,000  and  that  re- 
porting burden  average  40  minutes  per 
response. 

Norman  P.  Huyl, 
Regulatory  Reports 
Review  Officer. 

FRDoc  77   16716  Filed  6   10-77:8:45    m] 


DEPARTMENT    OF    HEALTH, 
EDUCATION.  AND  WELFARE 

A'cohol,  Drug  Abuse,  and  Mental 
Health  Administration 

CLINICAL    PROGRAM— PROJECTS 
RESEARCH    REVIEW   COMMITTEE 

Meeting  Change 

In  FR  Doc.  77-13358  ill  the  issue  of 
Wednesday,  May  11.  1977,  the  Clinical 
Program-Projects  Research  Review 
Committee  scheduled  to  meet  June  L'7-29, 
ip77,  will  meet  June  27  only.  All  other 

^formation  about  this  meeting  remains 

'  its  {Dubllshed  on  May  11. 

Dated:  June  7.  1977. 

Carolvn  T.  Evans. 
Committee  Manaqeynent  Officer, 
Alcohol      Drno     AbiL^e.     and 
Mental    Health    Administra- 
tion. 
lFRDoc.77-16638  Filed  6-10-77:8  45  am] 


Office  of  Education 

APPLICATIONS   FOR   SCHOOL 
CONSTRUCTION   ASSISTANCE 

Cutoff  Date  for  Receipt  of  Applications 

Pursuant  to  the  authority  contained 
in  Section  3  of  Pub.  L.  81-81.5  (school 
construction  in  areas  a£fected  by  Federal 
activities;  72  Stat.  548,  20  US.C.  633) 
notice  is  hereby  given  that  the  U  :S.  Com- 
missioner of  Education  has  established  a 
cutoff  date  for  the  receipt  of  applications 
for  increase  periods  ending  June  30,  1977 
or  June  30.  1978,  for  a.sslstance  under 
Sections  5,  8.  9.  and  14  of  Pub.  L.  81-815. 
Approval  of  these  applications  will  be 
subject  to  the  availabihty  of  funds.  Such 
applications  must  be  received  by  the 
Commissioner  of  Education  from  the 
State  educational  agencies  on  or  before 
August  15.  1977. 

A.  Applications  sent  by  mail.  An 
application  sent  by  mail  should  be 
addressed  to  the  Commissioner  of  Edu- 
cation. U.S.  Office  of  Education.  400 
Maryland  Avenue.  SW..  Room  2 107 A, 
Washington.  DC.  20202.  An  application 
sent  by  mail  will  be  considered  to  be 
received  on  time  if: 

1 1 1  The  application  was  sent  by  reg- 
istered or  certified  mail  not  later  than 
August  10.  1977,  as  evidenced  by  the  U.S. 
Postal  Service  pastmark  on  the  wrapper 
or  envelope,  or  on  the  original  receipt 
from  the  U.S.  Postal  Service:  or 

1 2)  The  application  is  received  on  or 
before  the  cutoff  date  by  either  the  De- 
partment of  Health,  Education,  and 
Welfare,  or  the  U.S.  Office  of  Education 
mail  room.  In  establishing  the  date  of 
receipt  the  Commis,bioner  will  rely  on 
the  time-date  stamp  of  such  mail  rooms 


or  other  documentary  evidence  of  receipt 
maintained  by  the  Department  of 
Health,  Education,  and  Welfare,  or  the 
U.S.  Office  of  Education. 

B.  Hand  delivered  applications.  An  ap- 
plication to  be  hand  delivered  must  be 
taken  to  the  Office  of  Education,  400 
Maryland  Avenue  SW.,  Room  2107A. 
Washington,  D.C.  20202.  Hand  dehvered 
applications  will  be  accepted  daily  be- 
tween the  hours  of  8:30  a.m.  and  4  p.m. 
Applications  will  not  be  accepted  after 
4  p.m.  on  the  cutoff  date. 

C.  Program  information  and  forms. 
Information  and  application  forms  may 
be  obtained  from  the  appropriate  State 
educational  agency  which  serves  the  ap- 
plicant local  educational  agency. 

D.  Applicable  regulations.  The  regu- 
lations applicable  to  this  program  in- 
clude the  Office  of  Education  Genersd 
Provisions  Regulations  (45  CFR  Parts 
100  and  100a »  published  in  the  Federal 
Register  on  November  6.  1973,  at  38  FR 
30654  and  Part  114  of  45  CFR  published 
in  the  Federal  Register  on  April  8,  1975, 
at  40  FR  16019  '20  U.S.C.  633) . 

(Catalog  of  Federal  Domestic  Assistance  No. 
13.477.  School  Assistance  in  Federally  Af- 
fected Areas — Construction.) 

Dated:  June 3. 1977. 

Ernest  L.  Boyer. 
U.S.  Commissioner  of  Education. 

[FR  Doc.77-16659  Filed  6-10-77:8:45  ami 


ASSISTANCE  TO   STATES   FOR   STATE 
EQUALIZATION    PLANS 

Closing   Date  for   Receipt   of   Proposals  to 
Develop  or  Implement  State  Plans 

Notice  is  hereby  given  that,  pursuant 
to  the  authority  contained  In  Section  842 
of  the  Education  Amendments  of  1974. 
a.5  amended  <20  U.S.C.  246).  that  a  clos- 
ing date  has  been  set  for  the  receipt  by 
the  U.S.  Office  of  Education  of  proposals 
to  develop  or  implement  State  plans  for 
a  program  of  financial  assistance  to  local 
educational  agencies  to  assist  such  agen- 
cies in  the  provision  of  free  public  edu- 
cation. 

This  closing  date  does  not  apply  to  the 
submission  of  State  plans  or  applications 
for  reimbursement  for  the  development 
or  implementation  of  such  plans. 

A.  Submission  of  proposals.  (DA  pro- 
posal to  develop  or  implement  a  State 
plan  must  be  received  by  the  U.S.  Office 
of  Education  on  or  before  August  15. 
1977.  in  order  to  be  considered  for  ap- 
proval. States  shall  submit  proposals  un- 
der cover  as  a  presentation  written  in 
conformance  with  applicable  regulations 
in  §  156.5<b)  Part  156.  Title  45  of  the 
Code  of  Federal  Regulations.  Addition- 
ally, a  proposal  to  develop  a  State  plan 
must  be  accompanied  by  a  schedule  of 
activities  which  will  provide  for  the  sub- 
mission of  the  State  plan  developed  pur- 
suant to  the  proposal  to  the  U.S.  Office 
of  Education  before  October  1.  1978. 

(2)  Proposals  submitted  by  mail 
.should^  be  addressed  as  follows:  U.S. 
Office  of  Education.  Grant  and  Procure- 
ment   Management    Division.    Applica- 


tion Control  Center.  Washington,  DC. 
20202,  Attention:  13.572.  A  proposal  sent 
by  mail  will  be  considered  to  be  received 
on  time  by  the  Application  Control  Cen- 
ter if : 

(a)  The  proposal  was  sent  by  regis- 
tered or  certified  mail  not  later  than  Au- 
gust 10,  1977  as  evidenced  by  the  US. 
Postal  Service  postmark  on  the  wrapper 
or  envelope,  or  on  the  original  receipt 
from  the  U.S.  Postal  Service:  or 

ib>  The  proposal  is  received  on  or  be- 
fore the  closing  date  by  either  the  De- 
partment of  Health,  Education  and  Wel- 
fare, or  the  U.S.  Office  of  Education  mail 
room  in  Washington.  DC.  In  establish- 
ing the  date  of  receipt,  the  Commissioner 
will  rely  on  the  time-date  stamp  of  such 
mall  rooms  or  other  documentary  evi- 
dence of  receipt  maintained  by  the  De- 
partment of  Health  Education,  and  Wel- 
fare, or  the  U.S.  Office  of  Education. 

(3)  A  proposal  to  be  hand  delivered 
must  be  taken  to  the  Office  of  Education 
Application  Control  Center.  Rm.  5673. 
Regional  Office  Building  Three  7th  and 
D  Streets,  SW.,  Washington.  D  C  Hand 
delivered  proposals  will  be  accej^ted  dailv 
and  between  the  hours  of  8:00  am  and 
4  p.m.,  Washington,  DC.  time,  except 
Saturdays,  Sundays,  or  Federal  holidays. 
Proposals  will  not  be  accepted  after 
4  p.m.  on  August  15.  1977. 

B.  Program  information  and  forma. 
Information  and  application  forms  mny 
be  obtained  from  the  Bureau  of  Ele- 
mentary and  Secondary-  Education.  U  s 
Office  of  Education.  Room  4111.  400 
Mar>iand  Avenue,  SW..  V/ashington, 
D.C.  20202. 

C.  Applicable  regulations.  The  regula- 
tions applicable  to  this  program  Include 
the  Office  of  Education  General  Provi- 
sions (45  CFR  Parts  100  and  100a)  and 
regulations  governing  A.ssi.'^tance  to 
States  for  State  Equalization  Plans  '45 
CFR  Part  156 1 .  published  in  the  Federal 
Register  on  August  1.  1975.  at  40  FR 
32329. 

(20  V.3.C.  246) 

(Catalog  of  Federal  Domestic  Asslst^ncn 
Number  13.572:  Assistance  to  States  for  Stat« 
Equalization  Plans) 

Dated:  June  3,  1977. 

Ernest  L.  Boyer. 
U.S.  Commissioner  of  Education. 

[FR  Doc.77 -16658  Filed  6-10  77:8:45  am] 

DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Indian  Affairs 

YANKTON    SIOUX   TRIBE   YANKTON 
RESERVATION.    SOUTH    DAKOTA 

Transfer  of  Federally  Owned  Lands 

June  3.  1977. 

This  notice  is  published  in  exercise  of 
authority  by  the  Secretary  of  the  Interior 
to  the  Commissioner  of  Indian  Affairs 
by  230  DM  2. 

On  January  10.  1977.  pursuant  to  au- 
thority contained  in  the  Federal  Property 
and  Administrative  Senices  Act  of  1949. 
as  amended  by  Pub.  L.  93-599  dated 
January  2.  1975  (88  Stat.  1954).  the  be- 
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low  described  property  was  transferred 
by  the  Denver  Regional  Administrator 
of  the  General  Services  Administration 
to  the  Area  Director.  Aberdeen  Area 
Office.  Bureau  of  Indian  Affairs,  without 
reimbursement,  to  be  held  in  tru-st  for 
the  benefit  and  lisc  of  Uie  Yankt^on  Sioux 
Tribe.  Yankton  Reservation,  South 
Dakota: 
T   96  N.,  R.  65  W..  Fifth  Principal  Meridian. 

South  Dakota. 
Section  36,  a  tract  of  land  described  as  fel- 
low's: The  west  1.500  feet  of  the  south  533 
feet  of  the  SijSEi4  of  said  section  36. 
excepting  therefrom  4  14  acres  commenc- 
ing at  a  point  750  feet  east  of  the  south- 
west corner  of  the  SE'^  section  36;  thence 
Horth  530  feet  to  a  point:  thence  east  340 
feet  to  a  point;  thence  south  530  feet  to 
a  point;  thence  west  to  the  point  of  begin- 
ning. 
Said   tract   of   land   coutainiug    14.21    acres. 

more  or  less. 
T.  96  N  .  R    64  W  .  Fifth  Principal  Merldan. 

South  Dakota.  « 

Section  31.  a  tract  of  land  described  as  'io\- 
lows:  Commencing  at  the  southwest  cor- 
ner of  the  SEl  4SW1  4  of  said  section  31: 
thence  northerly  aloncr  the  west  line  of 
said  SEl  4SW1  4  for  a  distance  of  100  feet 
to  the  northerly  road  right-of-way  line: 
thence  easterly  parallel  with  the  south  line 
of  said  SEl  4SW1  4  for  a  distance  of  72 
feet,  the  point  of  beginning  of  the  tract 
to  be  described:  thence  northerly  parallel 
with  the  said  west  line  of  said  SEl  '4SW1  4 
for  a  distance  of  418  feet:  thence  easterly 
parallel  with  the  said  south  line  of  said 
SEl  4SW1  4  for  a  distance  of  60  feet; 
thence  northerly  parallel  with  the  said 
west  line  for  a  distance  of  382  feet;  thence 
easterly  parallel  with  the  said  south  line 
for  a  distance  of  300  feet:  thence  southerly 
parallel  to  the  said  '.vest  line  for  a  distance 
of  800  feet  to  the  said  northerly  road  right- 
of-way  line:  thence  westerly  along  said 
right-of-way  line  parallel  with  the  said 
south  line  of  said  SEl  4SW1,4  to  the  said 
point  of  beginning. 
Said  tract  of  land  containing  6.08  acres, 
more  or  less. 

These  lands  are  to  be  treated  as  and 
receive  the  same  benefits  and  protection 
as  other  trust  lands  held  for  the  benefit 
and  use  of  The  Yankton  Sioux  Tribe. 
Appropriate  notation  will  be  made  m  the 
land  records  of  the  Bureau  of  Indian 
Affairs. 

RAYMON-D  V.  BlTTLER. 

Acting  Deputy 
CoiumUiSiorier  of  Indian  Affairs. 

IFR  Doc.77   16657  Filed  6-10-77:8:45  ami 

DEPARTMENT  OF   JUSTICE 

UNITED   STATES  v.   CITY   OF 
PROVIDENCE 

Proposed  Consent  Decree  in  Action  To 
Enjoin  Discharge  of  Water  Pollutants 

In  accordance  with  Departmental  Pol- 
Icy.  28  CFR  50.7,  38  FR  19029.  notice  is 
hereby  given  that  on  May  31,  1977.  a  pro- 
posed consent  decree  in  "United  States  v. 
The  City  of  Providence",  was  lodged  with 
the  District  Court  for  the  District  of 
Rhode  Island.  The  proposed  decree 
would  require  the  City  of  Providence  to 
bring  its  two  wastewater  treatment 
sludge  incinerators  into  compUance  with 
the  Rhode  Island   air  pollution   abate- 


ment implementation  plan  by  October  1. 
1979. 

The  Department  of  Justice  will  receive 
on  or  before  July  13,  1977.  written  com- 
ments relating  to  liie  proposed  judgment. 
Comments  should  be  addressed  to  the 
Assistant  Attorney  General  of  the  Land 
and  Natural  Resources  Division,  Depart- 
ment of  Justice.  Washington.  DC  20530. 
and  refer  to  United  States  v.  The  City  of 
Providence.  D.J.  Ref.  90-5-1-1-758. 

The  proposed  consent  decree  may  be 
examined  at  the  office  of  the  United 
States  Attorney.  (Providence),  at  the 
Region  I  Office  of  the  Environmental 
Protection  Agency,  Enforcement  Divi- 
sion. John  F.  Kennedy  Federal  Building. 
Boston.  Ma.ssathusetts  02203.  and  at  the 
Pollution  Control  Section.  Land  and 
Natural  Flesources  Division  of  the  De- 
partment of  Justice.  Room  2625,  Depart- 
ment of  Justice  Building.  Ninth  Street 
and  Pennsylvania  Avenue.  Northwest. 
Washington.  DC.  20530.  A  copy  of  the 
proposed  consent  judgment  may  be  ob- 
tained in  person  or  by  mail  from  the 
Pollution  Control  Section.  Land  and 
Natural  Resources  Division  of  the  De- 
partment of  Justice. 

James  W.  Moorman. 
Acting  Assistant  Attorney  Gen- 
eral. Land   and   Natitral   Re- 
sources Divisiori. 
|FR  Doc  77-16714  Piled  6- 10-77:8  Cs  am] 

NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S  YEAR 

AMERICAN    SAMOA    ET   AL. 
Notice  of  Meetings 

In  accordance  with  section  lO'a'  •2>  of 
tlie  Federal  Advisory  Committee  Act 
•  Pub.  L.  92-463,  5  U.S.C.  App.  1  .  an- 
nouncement is  made  of  the  State  Wom- 
en's Meetings  in  .American  Samoa.  Dela- 
ware, Louisiana.  Maine.  Nevada.  New- 
Jersey.  North  Carolina.  Oklahoma,  and 
Soutli  Dakota. 

The  purposes  of  the  meetings  are  to: 

(D  recognize  the  contributions  of 
women  to  the  de^elopment  of  our 
country : 

<2^  asses-s  tlie  progress  that  has  been 
made  to  date  by  both  the  private  and 
public  sectors  in  promoting  equality  be- 
tween men  and  women  in  all  aspects  of 
life  in  the  United  States; 

<3»  assess  tlie  role  of  women  in  eco- 
nomic, social,  cultural,  and  political 
development : 

14,1  assess  the  participation  of  women 
in  efforts  aimed  at  the  development  of 
friendly  relations  and  cooperation  among 
nations  and  to  the  strengthening  of 
world  peace; 

(5 1  identify  the  barriers  tliat  prevent 
women  from  participating  fully  and 
equally  m  all  aspects  of  national  life,  and 
develop  recommendations  for  means  by 
wliich  such  barriers  can  be  removed; 

i6)  make  nominations  for  and  elect 
representatives  to  the  National  Women's 
Conference  in  accordance  with  regula- 
tions promulgated  by  the  National  Com- 


mission on  tlie  Observance  of  Interna- 
tional Wcmcn's  Year  and  consistent  witli 
the  requirement  that  the  National  Wom- 
en's Conference  shall  be  composed  of: 

ia»  representatives  of  local.  State,  re- 
gional, and  national  institutions,  agen- 
cies, oi-ganizations,  unions,  associations, 
publications,  and  oUicr  groups  which 
work  to  advance  the  rights  of  women: 
and 

I  b  1  members  of  the  general  public. 
with  special  empliasis  on  the  representa- 
tion of  low-income  women,  members  of 
diverse  racial,  ethnic,  and  religious 
groups,  and  women  of  all  ages. 

Recommendations  will  be  developed 
in  workshops  and  other  discussion 
groups  and  voted  on  by  the  Stale  Meet- 
ing. Topics  to  be  discussed  during  the 
I?eriods  scheduled  below  include  a  vari- 
ety of  issues  concerning  women  includ- 
ing health,  education,  employment,  and 
the  legal  and  economic  status  of  women. 

These  Meetings  are  open  to  the  public 
All  per.sons  16  years  old  or  over  who  are 
residents  of  the  State  or  enrollees  at  ed- 
ucation institutions  m  the  State  may 
register  to  participate  in  any  activities. 
F»articination  in  some  activities  may  be 
limited  by  the  available  space.  Registra- 
tion is  premised  upon  a  satisfactory 
showing  of  residency  or  educational  in- 
stitution enrollment  and  tlie  payment  of 
a  nominal  fee. 

Am'irican  Samoa  Womfn's  Meetini; 

Place:  Rainmaker  Hotel  and  American  Sa- 
moa Community  College  at  Mapusaga  Time 
8  a.m..  J»ine  17  to  2:30  p.m.,  June  18  Num- 
ber of  Delegates  to  National  Women's  Con- 
ference: 12  Time  of  Nominations  for  Etele- 
gates:  2:30  to  3:30  p.m.,  June  17.  Time  of 
Election  of  Delegates:  8:15  to  11:30  p.m.. 
June  18.  Time  of  Workshops:  June  17.  9  to 
11  a.m  Time  of  Voting  on  Recommenda- 
tions: 11:30  am.  to  12:30  p.m..  June  18  For 
further  information  contact  Sa'eu  Scanlon 
P  O  Box  367.  Pago  Pago.  American  Samo.-i 
96799  or  call  688-9820. 

DELAWARr  Women's  Meeting 

Place:  Delaware  State  College.  Dover,  Del- 
aw-are.  Tune:  9:00  a.m.  June  17  until  after 
4:30  p.m  .  June  IB.  Number  of  Delegates  to 
National  Women's  Conference:  12.  Time  of 
Nominations  for  Delegates:  4:35  p.m  to 
5:30  p.m  ,  June  17  Time  of  Election  of  Dele- 
gates: 10  ajn.  to  2  p.m..  June  18.  Times  of 
Workshops  June  17.  10:15  to  11:45  am; 
1  15  to  2:45  p.m.;  3:00  to  4:30  p.m.:  8  (K)  to 
9:30  p.m.  June  18,  9:00  to  10:30  am  :  10:45 
a.m.  to  12:15  p.m.  Time  of  Voting  on  Rec- 
ommendations: June  18,  2:15  to  4:30  p.m 
For  further  Information,  contact  Helen 
Thomas.  Chair,  IWY  Coordinating  Commit- 
tee, e  o  Delaware  Technical  and  Commimliv 
College.  333  Shipley  Street.  WUmingion  Del- 
aware 19801  or  call  (302)  671-2095 

Louisiana  Women's  MtmNr. 

Place:  The  Chateau  Capitol  Hotel.  201  La- 
fayette Street,  Baton.  Rouge.  Louisiana 
70802.  Time:  9:00  a.m..  June  17  to  4:30  p.m.. 
June  18.  Number  of  Delegates  to  National 
Women's  Conference:  26.  Time  of  Nomina- 
tions for  Delegates:  9:15  a.m  .  June  17.  Time 
of  Election  of  Delegates;  12:30  to  10:00  p.m.. 
June  17  Time  of  Workshops:  June  17.  11:00 
a.m.  to  12:30  pm  .  2:00  p.m.  to  3:30  p.m. 
Time  of  Voting  on  Recommendations:  June 
18,  10  30  am  to  3:00  pm  For  further  in- 
formation contact  Shirley  Marvin  or  Clarence 
Marie  Collier.  Co-chalrs.  IWT  Coordinating 


FEDERAL   REGISTER,    VOL     42,    NO     113 — MONDAY,    JUNE    13,    1977 


3023^1 


NOTICES 


Committee.  One  American  Place.  Suite  1911, 
Baton  Rouge,  Louisiana  70825  or  call  (504) 
389-0140. 

Maine  Women's  Meeting 

Place:  Husson  College,  Bangor.  Time:  4 
p.m..  June  17  to  7  p.m.,  June  18.  Number 
of  Delegates  to  National  Women's  Con- 
ference: 14.  Time  of  Nominations  for  Dele- 
gates: 9  to  10  a.m.,  June  18.  Time  of  Elec- 
tion of  Delegates:  12:15  to  3:00  p.m.,  June 
18.  Times  of  WorksUops:  June  18,  11:00 
am.  to  12:45  p.m.,  1:45  p.m.  to  3:00  p.m. 
For  further  ijiformatlon  contact  Pay  Ryan, 
Chair,  IWY  Coordinating  Committee,  Room 
505,  State  Hou.se.  Augusta,  Maine  043:33  or 
call     (207)     289-3418. 

Nevada  Women's  Meeting 

Place:  East  Hall  Meeting  Complex.  Las 
Vegas  Convention  Center.  Time:  8  p.m., 
June  17  to  1  p.m.,  June  19  Number  of  Dele- 
gates to  National  Women's  Conference:  12. 
Time  of  Nominations  for  Delegates:  8:15 
a.m..  June  18.  Time  of  Election  of  Dele- 
gates: June  18,  6  to  8  pm  ;  June  19.  7:30 
to  9:00  a.m.  Times  of  Workshops:  June  18, 
10:15  a.m.  to  12:00  noon;  2:00  p.m.  to  4:00 
p.m.  June  19.  9:15  a.m.  to  10:30  a.m.  Time 
of  Voting  on  Recommendations:  10:45  a.m., 
June  19.  For  further  Information,  contact 
Jean  Ford,  Chair,  IWY  Coordinating  Commit- 
tee, 3511  Pueblo  Way,  l.as  Vega,^,  Nevada 
89109  or  call   (702)    735-0375 

New  Jersey  Women's  Meeting 

Place:  Princeton  University.  Princeton, 
New  Jersey.  Time:  3pm.  June  17  to  4  p  m,, 
June  19.  Number  of  Delef,'ate6  to  National 
Women's  Conference:  40  Time  of  Noir.lna- 
tlons  for  Delegates:  June  18,  10:00  to  10:45 
a.m.  Time  of  Election  of  Delegates:  June 
18.  3:00  to  8:30  pm  Times  of  Workshops: 
June  18,  11:00  am.  to  12:15  p  m;  12:45  pm 
to  2:00  p.m.  June  19,  12  00  noon  to  1:30 
p  m.  Time  of  Voting  on  Recommendations: 
June  18.  3:00  to  6:30  p  m.  For  further  In- 
formation, contact  Clara  Allen.  Chair.  IWY 
Coordinating  Committee.  Box  1521.  Union, 
New  Jersey  07083  or  call  (201)   687-4205. 

North  Carolina  Women's  Meeting 

Place:  Benton  Convention  Center,  M.ilii 
Hall.  Winston-Salem.  N  C.  Time:  7:00  p  m.. 
June  17  to  5:00  pm.  June  19.  Number  of 
Delegates  to  National  Women's  Conference: 
32.  Time  of  NomlnationB  for  Delegates:  June' 
18,  8:45  to  10:00  a.m.  Time  of  Election  of 
Delegates:  June  18,  4  to  9  pm.;  June  19, 
9  to  11  a.m.  Times  of  Workshops:  June  18, 
11:00  am.  to  12:45  pra;  2:30  p.m.  to  4:30 
p.m.  Time  of  Voting  on  Recommendations: 
June  10,  8:30  a.m.  to  12:30  p.m.;  2:30  p.m. 
to  4:30  p  m.  For  further  information,  contact 
Elizabeth  Koontz,  Chair.  IWY  Coordinating 
Committee,  526  North  Wilmington  Street, 
Raleigh.  North  Carolina  27604  or  call  (919) 
733-5721 

Oklahoma  Women's  Meeting 

Place:  Student  Union.  Oklahoma  State 
University,  Stillwater,  OK.  Time:  6  p.m., 
June  16  to  4  p.m.,  June  18.  Number  of  Dele- 
gates to  National  Women's  Conference:  22. 
Time  of  Nominations  for  Delegates:  8:5  p.m., 
June  17.  Time  of  Election  of  Delegates:  10 
a.m  to  1  p.m..  June  18.  Times  of  Workshops: 
June  16.  7:15  p.m.  to  10:30  p.m.  June  17. 
9:00  am.  to  10:30  a.m.,  10:45  am.  to  12:15 
pm..  1:45  p.m.  to  5:00  p.m.;  9:00  p  m.  to 
10:30  pm  Time  of  Voting  on  Recommenda- 
tions: June  18.  9:30  a.m.  For  further  infor- 
mation, contact  Ann  Ashmore,  Chair.  IWV 
Coordinating  Committee,  P  O.  Box  307.  Okla- 
homa City.  OK  73101  or  call   (405)272-0814 


SoiTTH  Dakota  Women's  Meeting 

Place:  Dakota  Wesleyan  University,  Mitch- 
ell. South  Dakota.  Time:  2  p.m..  June  17  to 
10  p.m..  June  18.  Number  of  Delegates  to 
National  Women's  Conference:  14.  Time  of 
Nominations  for  Delegates:  9:15  to  10:00 
a.m.,  June  18.  Time  of  Election  of  Delegates: 
5:15  to  6:00  p.m..  June  18.  Times  of  Work- 
shops: June  18.  10:30  a.m.  to  12:00  noon; 
1:30  p.m.  to  3:00  p.m.  Time  of  Voting  on 
Recommendations:  June  18.  3:15  p.m.  For 
further  lnform"fttion,  contact  Lorraine  Col- 
lins, Co-chair.  I'WY  Coordinating  Committee, 
1828  7th  Avenue,  Belle  Fourche,  South  Da- 
kota 57717  or  call  (605)892-4402. 

General  notice  of  these  meetings  has 
been  publicized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  it 
necessary  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  until  this 
time. 


Dated:  June  8,  1977. 

William  Wallace, 
Deputy    General    Counsel,    Na- 
tional   Commission    on    the 
Observance   of   International 
Women's  Year. 

(PR  Doc,77-16767  Filed  6-10-77;8:45  am) 

NUCLEAR    REGULATORY 
COMMISSION 

REGULATORY   GUIDE 
Issuance  and  Availability 

Tlie  Nuclear  Resulatorj'  Commission 
has  i.s.sued  a  guide  in  its  Regulatory 
Guide  Series.  This  series  has  been  devel- 
oped to  describe  and  make  available  to 
the  public  methods  acceptable  to  the 
NRC  .staff  of  implementing  specific  parts 
of  the  Commission's  regulations  and.  in 
some  cases,  to  delineate  techniques  used 
by  the  staff  in  evaluating  specific  prob- 
lems or  postulated  accidents  and  to  pro- 
vide guidance  to  applicants  concerning 
certain  of  the  information  needed  by  the 
staff  in  its  review  of  applications  for  per- 
mits and  licenses. 

Regulatory  Guide  10.1,  Revision  3, 
"Compilation  of  Reporting  Requirements 
for  Persons  Subject  to  NRC  Regulations," 
proivdes  a  compilation  of  NRC  reporting 
requirements  applicable  to  various  types 
of  NRC  licensees  and  other  persons  sub- 
ject to  NRC  regulations.  The  guide  does 
not  impose  or  implement  the  reporting 
requirements  but  provides  a  current,  con- 
venient list  of  the  requirements  that  ap- 
pear in  various  parts  of  the  Commission's 
regulations.  The  purpose  of  this  revision 
is  to  reflect  any  changes  that  have  been 
made  to  the  reporting  requirements  since 
the  previous  revision.  Presently,  all  NRC 
reporting  requirements  are  being  evalu- 
ated to  determine  if  they  are  currently 
necessary.  As  a  result  of  this  evaluation, 
it  is  expected  that  changes  will  be  made 
to  the  Commission's  regulations  to  delete 
or  revise  several  of  the  existing  require- 
ments. These  changes  will  be  reflected  in 
future  revisions  to  this  guide. 

Comments  and  suggestions  in  connec- 
tion with  1 1  >  items  for  inclusion  in  guides 
currently    being   developed   or    (2)    Im- 


provements in  all  published  guides  are 
encouraged  at  any  time.  Comments 
should  be  sent  to  the  Secretary  of  the 
Commission.  U.S.  Nuclear  Regulatory 
Commission.  Washington.  D.C.  20555, 
Attention:  Docketing  and  Service 
Branch. 

Regulatory  guides  are  available  for  in- 
spection at  the  Commission's  Public  Doc- 
ument Room,  1717  H  Street  NW..  Wash- 
ington, D.C.  Requests  for  single  copies 
of  issued  guides  (which  may  be  repro- 
duced) or  for  placement  on  an  automatic 
distribution  list  for  single  copies  of 
future  guides  in  specific  divisions  should 
be  made  in  writing  to  the  U.S.  Nuclear 
Regulatory  Commission,  Washington, 
D.C.  20555.  Attention:  Director.  Division 
of  Document  Control.  Telephone  requests 
cannot  be  accommodated.  Regulatory 
guides  are  not  copyrighted,  and  Commis- 
sion approval  is  not  required  to  reproduce 
them. 

(5  U.S.C.  552(a).) 

Dated  at  Rockville,  Maryland  this  7th 
day  of  June  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Robert  B.  Minogue. 

Director.  Office 
of  Standards  Development. 

(FB Doc,77-16636  Filed  6-10-77:8:45  am) 


[Docket  No    50-309] 

MAINE  YANKEE   ATOMIC   POWER   CO. 

Issuance  of  Amendment  to  Facility 

Operating  License 

The  U.S.  Nuclear  Regulatorj-  Commis- 
sion (the  Commission!  has  issued 
Amendment  No.  29  to  Facility  Operating 
License  No.  DPR-36  issued  to  Maine 
Yankee  Atomic  Power  Company  i  the  li- 
censee) which  revised  Technical  Speci- 
ity),  located  in  Lincoln  County.  Maine. 
Yankee  Atomic  Power  Station  '  the  facil- 
ity), located  in  Lincoln  County,  Maine. 
The  amendment  is  effective  as  of  the 
date  of  issuance. 

The  amendment  revises  Technical 
Specifications  to  reflect  plant  operating 
limits  for  the  fuel  loading  to  be  used 
during  Cycle  3.  This  amendment  also 
terminates  the  Commissions  Order  for 
Modification  of  License  dated  June  17, 
1976,  as  supplemented  August  26.  1976. 

The  application  for  amendment  com- 
plies with  the  standards  and  require- 
ments of  the  Atomic  Energ>'  Act  of  1954. 
as  amended  <the  Act',  and  the  Commis- 
sion's rules  and  regulations.  The  Com- 
mission has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rules  and  regulations  in  10  CFR 
Chapter  I,  which  are  set  forth  in  the  li- 
cense amendment.  Prior  public  notice 
of  this  amendment  was  not  required 
since  the  amendment  does  not  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and   that   pursuant   to   10   CFR 
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5  51,5(d)i4)  an  environmenUl  impact 
statement  or  negative  declaration  and 
environmental  impact  appraisal  need  not 
be  prepared  in  connection  with  issuance 
of  this  amendment. 

For  further  details  with  respect  to  this 
action,  see  il>  the  application  for 
amendment  dated  November  18.  1976.  as 
supplemented  Januar>-  12.  Februarj-  11. 
March  3.  May  2.  and  May  17.  1977.  12' 
Amendment  No.  29  to  License  No  DPR- 
36,  <3i  the  Commission's  concurrently 
issued  Safety  Evaluation  in  support  of 
the  amendment.  i4>  the  Commission's 
concurrently  issued  Safetv  Evaluation  of 
the  application  of  the  GEMINI-II  com- 
puter code  to  the  facility,  and  (5'  the 
Commission's  concurrently  issued  Safety 
Evaluation  of  the  application  of  the 
GAPEX  computer  code  to  the  facihty. 
All  of  these  items  arc  available  for  pub- 
lic in.=;pection  at  the  Commission's  Pub- 
lic Document  Room.  1717  H  Street.  N.W  . 
Wa.shington,  D.C.  and  at  the  Wiscasset 
Pubhc  Library  Association.  High  Street, 
Wiscas.set.  Maine.  A  copy  of  items  i2'. 
(31.  i4i.  and  '5)  may  be  obtained  upon 
request  addressed  to  the  U.S.  Nuclear 
Regulator'  Commission.  Washington. 
D.C.  20555,  Attention:  Director.  Division 
of  Operating  Reactors. 

Dated  at  Bethesda.  Marv'land,  this  27th 
day  of  May  1977. 

For  the  Nuclear  Regulator^'  Commis- 
sion. 

Robert  W.  Reid. 
Chief.       Operating       Reactors 
Branch  No.  4.  Division  of  Op- 
erating Reactors. 

(FR  Doc  77  16549  Filed  6-10-77:8:45  am] 


(Docket  No.  50-289 1 

METROPOLITAN  EDISON  CO..  ET  AL 

Issuance  of  Amendment  to  Facility 
Operating  License 

The  U.S.  Nuclear  Regulatory  Commis- 
sion I  the  Commission  >  has  issued 
Amendmen'  No.  31  to  Facility  Operating 
License  No.  DPR-50.  issued  to  Metro- 
politan Edison  Company,  Jersey  Central 
Power  and  Light  Company,  and  Penn- 
sylvania Electric  Company  ithe  li- 
censees i  .  which  re\ised  Technical  Speci- 
fications for  operation  of  the  Three  Mile 
Island  Nuclear  Station.  Unit  No.  1  <the 
facility  I  located  in  Dauphin  County. 
Pennsylvania.  The  amendment  is  effec- 
tive as  of  its  date  of  issuance. 

This  amendment  revised  the  provi- 
sions in  the  Technical  Specifications  re- 
lating to  the  responsibility  for  audit  of 
Independent  reviews  of  environmental 
matters.  As  a  result  of  this  amendment, 
responsibility  for  performing  such  audits 
is  now  assigned  to  the  Manager-Genera- 
tion Quality  Assurance.  Prior  to  this 
change,  the  organization  responsible  for 
performing  these  audits  was  not  explic- 
itly defined.  In  addition  to  this  change. 
minor  corrections  were  made  to  the  titles 
of  certain  individuals  and  to  a  reference 
to  a  section  of  the  Technical  Specifica- 
tions. 


The  application  for  the  amendmen^t 
complies  with  the  standards  and  require- 
ments of  the  Atomic  Energy  Act  of  1954. 
as  amended  (the  Acti .  and  the  Conunis- 
sion's  rules  and  regulation?  The  Com- 
mi.ssion  has  made  appropriate  findings 
as  required  by  the  Act  and  the  Commis- 
sion's rule?  and  regulations  in  10  CFR 
Chapter  I.  -which  are  set  forth  in  the  U- 
cense  amendment.  Prior  public  notice  of 
this  amendment  was  not  required  since 
the  amendment  does  not  involve  a  sig- 
nificant hazards  consideration. 

Tlie  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  enviromnenUil  impact  and 
that  pursuant  to  10  CFR  §  51.5<d>  '4>  an 
environmental  impact  statement,  nega- 
tive declaration  or  environmental  im- 
pact appraisal  need  not  be  prepared  in 
connection  with  issuance  of  this  amend- 
ment. 

For  further  details  with  respect  to  this 
action,  see  if)  the  application  for 
amendment  dated  April  14.  1977,  i2)  the 
Commission's  letter  to  Metropolitan 
Edison  Company  dated  May  26,  1977.  and 
i3'i  Amendment  No,  31  to  License  No. 
DPR-50.  All  of  these  items  are  available 
for  public  inspection  at  the  Commis- 
sion's Public  Document  Roonr  1717  H 
Street.  NW,.  Washii^igton,  DC  and  at 
the  Government  Publications  Section, 
State  Library  of  Pennsylvania.  Box  1601 
(Education  Building) ,  Han-isburg.  Penn- 
sylvania. 

A  copy  of  items  <■  2  >  and  1 3 '  may  be 
obtained  upon  request  addres.'^ed  to  the 
U.S.  Nuclear  Regulatory  Commission, 
Washington.  DC.  20555,  Attention:  Di- 
rector. Division  of  Operating  Reactors. 

Dated  at  Bethesda.  Maryland,  this  26th 
day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

Robert  W.  Reid. 
Chief,       Operating       Reactors 
Branch  No.  4,  Division  of  Op- 
erating Reactors. 

(FRDoc.77-16550  Filed  6-10  77:8:45  ami 


It  is  so  ordered. 

Dated  at  Bethesda,  Marjland  this  7th 
day  of  June,  1977. 

For  the  Atomic  Safety  and  Licensing 
Board. 

Ivan  W.  Smith. 

Chairman. 

[PR  Doc  77-16551  Filed  6-10-77:8:45  am] 


[Docket  No  STN  5n--484' 

NORTHERN  STATES  POWER  CO.  (MINNE- 
SOTA), NORTHERN  STATES  POWER  CO. 
(WISCONSIN).    ET  AL 

(TYRONE    ENERGY    PARK.    UNIT    1) 

Amended  Notict-  and  Order  for 
Continuation  of  Hearing 

The  evidentiarj'  hearing  in  this  pro- 
ceed was  scheduled  for  9:30  a.m..  June  21, 
1977  at  Room  101.  Hibbard  Himianities 
Hall.  University  of  Wisconsin  Campus. 
Park  and  Garfield  Avenue.  Eau  Claire, 
Wisconsin.  54701. 

The  place  of   the  hearing  has  been 

changed  to: 

Fine  Arts  Center.  Room  101.  University  of 
Wisconsin  Eau  Claire.  First  Avenue  and 
Water  Street,  Eau  Claire,  'Wisconsin  54701. 

The  dates  and  time  for  the  hearing 
remain  unchanged. 


'  D>Kf  No6  50  282  and  50-30'' 

NORTHERN  STATES  POWER  CO  (PRAIRIE 
ISLAND  NUCLEAR  GENERATING  PLANT. 
UNITS  1  &  2)  (SPENT  FUEL  POOL 
MODIFICATION) 

Assignment  of  Atomic  Safety  and  Licens  n^ 
Appeal  Board 

Notice  is  hereby  given  that,  in  accord- 
ance with  the  authority  in  10  CFR 
S  2.787  n\  the  Chairman  of  the  Atomic 
Safety  and  Licensing  Appeal  Panel  has 
a-ssigncd  tlie  following  panel  members  to 
serve  as  the  Atomic  Safety  and  Licensing 
Appeal  Bcc^.rd  for  this  proceeding: 

Alan  S  R-^oenthal  Chairman 
Dr  J'  hn  H  Bm^-Ic 
Dr  W  Reed  Johnson 

Dated:  June  6. 1977. 

Makgarxt  E.  Du  Flo. 
Secretary  to  the  Appeal  Board. 

(FR  Doc, 77-16552  Filed  6-10-77:8  45  ami 


'Doo>:e*  Vo   50-285) 
OMAHA    PUBLIC    POWER   DISTRICT 

Issuance  of  Amendment  to  Facility 
Operating  License 

T^ie  U  S  Nuclear  Flegulatory  Commis- 
sion '  the  Commission  >  has  issued 
.^mendmen'  No.  23  to  Facility  Operatin? 
Ijkense  No  40  Lssued  to  Omaha  Public 
Power  District  which  revised  Technical 
Specifications  for  operation  of  the  Port 
Calhoun  Station.  Unit  No.  1.  located  in 
Washington  County.  Nebraska.  The 
amendment  is  effective  as  of  its  date  of 
issuance. 

The  amendment  consists  of  changes  to 
the  Technical  Specifications  which  will 
allo'w  the  steam  generator  blowdown  ac- 
ti'vity  recorder  to  be  out  of  service  pro- 
vided the  steam  generator  blowdown  ac- 
tivity is  manually  recorded  even>-  30 
minutes. 

The  application  for  the  amendment 
complies  with  the  standards  and  require- 
ments of  the  Atomic  Energy  Act  of  1954. 
as  amended  ithe  Act> .  and  the  Commis- 
sion's rules  and  regulations.  Tlie  Com- 
mission has  made  appropriate  findings  as 
required  by  the  Act  and  the  Commission's 
rules  and  regulations  in  10  CFR  Chapter 
I,  which  are  set  forth  in  the  license 
amendment.  Prior  public  notice  of  this 
amendment  was  not  required  sine?  the 
amendment  does  not  involve  a  significant 
hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR 
51.5id)i4»  an  enN'lronmental  statement 
or    negative    declaration  land    en\'iron- 
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mental  impact  appraisal  need  not  be  pre- 
pared in  connection  with  issuance  of  this 
amendment. 

For  further  details  with  respect  to  this 
action,  see  ( 1  >  the  application  for 
amendment  dated  February  11.  1976, 
'2 1  Amendment  No.  23  to  License  No. 
DPR-40.  and  '3)  the  Commission's  re- 
lated Safely  Evaluation.  All  of  these 
Items  are  available  for  ijublic  inspection 
at  the  Commissions  Public  Document 
Room,  1717  H  Street.  NW.,  Washington. 
D.C.  and  at  the  Blair  Public  Librar>-. 
1665  Lincoln  Street.  Blair.  Nebraska.  A 
copy  of  items  ( 2  >  and  1 3  >  mav  be  ob- 
tained upon  request  addressed  to  the 
U.S.  Nuclear  Regulatory  Commission, 
Washington,  D.C.  20555.  Attention:  Di- 
rector, Division  of  Operating  Reactors. 

Dated  at  Bethesda,  Maryland,  this  6th 
day  of  June  1977. 

For  the  Nuclear  Regulatory  Commis- 
mission. 

George  Lear. 
Chief,       Operating       Reactors 
Branch  No.  3.  Division  of  Op- 
erating Reactors. 
IFR  Doc.77-16554  Piled  6-10-77:8:45  am| 


(Docket  Nos.  50-448,  50-449] 

POTOMAC  ELECTRIC  POWER  CO.  DOUG- 
LAS POINT  NUCLEAR  GENERATING 
STATION.    UNITS    1    AND    2) 

Otdc  Relative  to  Evidentiary  He.irmg 
on  Site  Suitability 

Take  notice,  an  evidentiary  hearing 
on  site  suitability  issues  will  commence 
in  the  Benjamin  Stoddert  Middle  School 
Cafetorium  in  St.  Charles  City.  Waldorf. 
Maryland  at  1:00  p.m.  (local  tmiei  on 
July  5.  1977.  It  is  anticipated  that  the 
afternoon  session  will  end  at  5:00  p.m. 
The  hearing  will  resume  at  7:00  p.m.  and 
will  continue  until  approximately  10:00 
p.m. 

The  public  Is  invited  to  attend.  Limited 
appearance  statements  from  those  indi- 
viduals who  have  not  given  such  state- 
ments will  be  called  for  at  1:00  p.m.  and 
throughout  the  evening  session.  An  oral 
statement  will  be  limited  to  five  i5> 
minutes  but  written  statements  without 
limitation  on  length  may  be  submitted. 

The  hearing  will  resume  at  9:30  a.m. 
on  July  6.  1977  and  will  continue  until 
all  issues  have  been  heard. 

It  is  so  ordered. 

Dated  at  Bethesda.  Maryland,  this  6th 
day  of  June,  1977. 

For  the  Atomic  Safety  and  Licensing 
Board. 

Elizabeth  S.  Bowers, 
Chairman. 

I FR  Doc.77-16555  Filed  6-10-77 ;  8  45  am  ] 


1  Docket  No.  50-206] 

SOUTHERN     CALIFORNIA     EDISON     CO. 
AND  SAN  DIEGO  GAS  AND  ELECTRIC  CO. 

Issuance  of  Amendment  to  Provisional 
Operating  License 

The  US.  Nuclear  RegulatoiT  Commis- 
sion      the     CommLvsiont      has     issued 


Amendment  No.  26  to  Provisional  Oper- 
ating License  No.  DPR-13,  issued  to 
Southern  California  Edison  Company 
and  San  Diego  Gas  and  Electric  Com- 
pany Uhe  licensee),  which  revised  the 
Technical  Specifications  for  operation 
of  the  San  Onofre  Nuclear  Generating 
Station.  Unit  No.  1  <SO-l)  located  in 
San  Diego  County,  California.  The 
amendment  is  effective  as  of  its  date 
of  issuance. 

The  amendment  revises  the  provisions 
in  Technical  Specification  2.2.1  to  require 
the  taking  of  residual  chlorine  water 
samples  at  the  outlet  of  each  condenser 
half  being  chlorinated  earlier  than  pre- 
viously required.  These  samples  are  now 
required  to  be  taken  at  approximately 
two  minute  intervals  until  the  maximum 
concentration  to  total  residual  chlorine 
has  been  obtained. 

The  application  for  the  amendment 
complies  with  the  standards  and  re- 
quirements of  the  Atomic  Energj'  Act  of 
1954,  as  amended  (the  Act),  and  the 
Commission's  rules  and  regulations.  The 
Commission  has  made  appropriate  find- 
ings as  required  by  the  Act  and  the  Com- 
mision's  rules  ond  regulations  in  10  CFR 
Chapter  I,  which  are  set  forth  in  the 
license  amendment.  Prior  public  notice 
of  this  amendment  was  not  required 
since  the  amendment  does  not  involve 
a  significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR  51.5 
id)  (4)  an  environmental  impact  state- 
ment or  negative  declaration  and  envi- 
ronmental impact  appraisal  need  not  be 
prepared  in  connection  with  issuance  of 
this  amendment. 

For  further  details  with  respect  to  this 
action,  see  ( 1  •  the  application  for 
amendment  dated  January  18,  1977,  (2» 
Amendment  No.  26  to  License  No.  DPR- 
13,  and  <3)  the  Commission's  letter  to 
the  licensee  dated  May  31,^1977.  All  of 
these  items  are  available  for  public  in- 
spection at  the  Commission's  Public  Doc- 
ument Room,  171  /  H  Street.  NW..  Wash- 
ington, D.C,  and  at  the  Mission  Viejo 
Branch  Library.  24851  Chrisanta  Drive. 
Mission  Viejo,  California.  A  copy  of  items 
(2)  and  (3)  may  be  obtained  upon  re- 
quest addressed  to  the  US.  Nuclear  Reg- 
idatory  Commission.  Washingl^n,  D.C. 
20555,  Attention:  Director,  Division  of 
Operating  Reactors. 

Dated  at  Bethesda.  Maryland,  this 
31stday  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

A.  SCHWENCER, 

Operating  Reactors  Branch  No.  1. 
Division  of  Operating  Reactors. 

(FR  Doc.77-16556  Piled  6-10-77:8:45  am] 


(Docket  No.  50-346] 

TOLEDO  EDISON  CO.  AND  CLEVEl  AND 
ELECTRIC  ILLUMINATING  CO.,  DAVIS- 
BESSE  NUCLEAR  POWER  STATION, 
UNIT   NO.    1 

Issuance  of  Amendment  to  racility 
Operating  License 

The  U.S.  Nuclear  Regulatory  Com- 
mission (the  Commission)  has  issued 
Amendment  No.  1  to  Facility  Operating 
License  No.  NPF-3,  issued  to  the  Toledo 
Edison  Company  and  the  Cleveland 
Electric  Illuminating  Company,  which 
revised  Technical  Specifications  for  op- 
eration of  the  Davis-Besse  Nuclear  Pow- 
er Station.  Unit  No.  1  <the  facility  i  lo- 
cated in  Ottawa  County.  Ohio.  The 
amendment  is  effective  as  of  its  date  of 
issuance. 

The  amendmeT^.t  permits  decay  heat 
removal  train  pump  switching  operations 
for  the  purpo.se  of  testing  in  facility  op- 
enitional  Modes  3,  4  and  5. 

The  application  for  the  amendment 
complies  with  the  standards  and  require- 
ments of  the  Atomic  Energy  Act  of  1954. 
as  amended  (the  Act),  and  the  Com- 
mission's rules  and  regulations.  The 
Commission  has  made  appropriate  find- 
ings as  required  by  the  Act  and  the  Com- 
mission's rules  and  regulations  in  10 
CFR  Chapter  I.  which  are  set  forth  in 
the  license  amendment.  Prior  public  no- 
tice of  this  amendment  was  not  required 
since  the  amendment  does  not  involve  a 
significant  hazards  consideration. 

The  Commission  has  determined  that 
the  issuance  of  this  amendment  will  not 
result  in  any  significant  environmental 
impact  and  that  pursuant  to  10  CFR 
S  51.5(d)  (4)  an  environmental  impact 
statement,  or  negative  declaration  and 
environmental  impact  appraisal  need  not 
be  prepared  in  connection  with  issuance 
of  this  amendment. 

For  further  details  with  respect  to  this 
action,  see  (D  Amendment  No.  1  to  Li- 
cense No.  NPF-3,  (2)  the  Commission's 
related  Safety  Evaluation  supporting 
Amendment  No.  1  to  License  No.  NPF-3. 
All  of  these  items  are  available  for  pub- 
lic inspection  at  the  Commission's  Pub- 
lic Document  Room,  1717  H  Street  NW.. 
Washington,  D.C.  and  at  the  Ida  Rupp 
Public  Library,  310  Madison  Street.  Port 
Clinton.  Ohio  43452.  A  copy  of  items  (li 
and  (2)  may  be  obtained  upon  request 
addressed  to  the  U.S.  Nuclear  Regulatory 
Commission.  Washington,  D.C.  20555, 
Attention:  Director,  Division  of  Project 
Management. 

Dated  at  Bethesda.  Maryland,  this 
27th  day  of  May  1977. 

For  the  Nuclear  Regulatory  Commis- 
sion. 

John  F.  Stolz. 
Chief,    Light    Water    Reactors 
Branch    No.    1,    Division    of 
Project  Management. 

(PR  Doc.77-16557  Filed  6-10-77; 8: 45  am] 
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ADVISORY     COMMITTEE     ON      REACTOR 

SAFEGUARDS  SUBCOMMITTEE   ON  THE 

BLACK  FOX  STATION,   UNITS   1   AND  2 

Meeting 

In  accordance  with  the  purposes  of 
sections  29  and  182b.  of  the  Atomic  En- 
ergy Act  (42  U.S.C.  2039.  2232  b.>,  the 
ACRS  Subcommittee  on  the  Black  Fox 
SUttion  will  hold  a  meeting  on  June  30. 
1977  at  the  Holiday  Inn  East.  1010  N. 
Garnett  Street.  TuL-^a.  OK  74116.  The 
purpose  of  this  meeting  Ls  to  renew  the 
application  of  the  Public  Service  Com- 
pany of  Oklahoma  for  a  permit  to  con- 
struct Units  1  and  2. 

The  agenda  for  the  subject  meeting 
,<;'nall  be  as  follows: 

Thursd.'^y.  JtJNE  30,  1977 

10  a.rn -10:30  a.m.  (Open'.  Members 
of  the  Subcommittee,  with  any  of  their 
consultants  who  may  be  present,  will 
meet  in  Executive  Session  to  exchange 
opinions  and  discuss  preliminarj-  views 
and  recommendations  relating  to  the 
above  review. 

10:30  a.m.  until  the  conclusion  of  bu^^i- 
ness.  iOpen>.  The  Subcommittee  will 
hear  presentations  by  representatives  of 
the  NRC  Staff  and  the  Public  Service 
Company  of  Oklahoma,  and  their  con- 
sultants, and  will  hold  discussions  with 
them  pertinent  to  this  review. 

At  the  conclusion  of  these  sessions,  the 
Subcommittee  may  caucus  to  determine 
whether  the  matters  identified  in  the 
Executive  Session  have  been  adequately 
covered. 

It  may  be  necessary  for  the  Subcom- 
mittee to  hold  one  or  more  closed  sessions 
for  the  purpose  of  exploring  matters  in- 
volving proprietary'  information. 

I  have  determined,  in  accordance  with 
Subsection  10(d»  of  Pub.  L.  92-463.  that 
is  is  necessary  to  conduct  the  above 
rlcxsed  sessions  to  protect  proprietar>'  in- 
formation (5U.S.C.  552b(c)  (4)  I. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or  sched- 
ule. The  Chairman  of  the  Subcommit- 
tee is  empowered  to  conduct  the  meeting 
in  a  manner  that,  in  his  judgment,  will 
facilitate  the  orderly  conduct  of  busi- 
ness, including  provisions  to  carry  over 
an  incompleted  open  session  from  one 
day  to  the  next. 

The  Ad\isory  Committee  on  Reactor 
Safeguards  is  an  independent  group 
established  by  Congress  to  review  and  re- 
port on  each  application  for  a  construc- 
tion permit  and  on  each  application  for 
an  operating  license  for  a  reactor  facil- 
ity and  on  certain  other  nuclear  safety 
nmtters.  The  Committee's  reports  become 
a  part  of  the  public  record.  Although 
ACRS  meetings  are  ordinarily  open  to 
the  public  and  provide  for  oral  or  writ- 
ten statements  to  be  considered  as  a  part 
of  the  Committee's  information  gather- 
ing procedure  concerning  the  health  and 
sate'.y  of  the  public,  they  are  not  adjudi- 
catory type  hearings  such  as  are  con- 
ducted by  the  Nuclear  Regulatory  Com- 
mi.ssion's  Atomic  Safety  &  Licensing 
Board  as  part  of  the  Commission's  licens- 
ing process.  ACRS  meetings  do  not  nor- 


mally treat  matters  pertainmg  to  envi- 
ronmental impacts  outside  the  safety 
area. 

With  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the  fol- 
lowing requirements  shall  apply:  (a) 
Persons  wLshing  to  submit  written  state- 
ments regarding  the  agenda  may  do  so 
by  providing  15  readily  reproducible  co- 
pies to  the  Subcommittee  at  the  t>egin- 
ning  of  tlie  meetitig.  Comments  should  be 
limited  to  safety  related  areas  within  the 
Committee's  purview. 

Persons  desiring  to  mail  written  com- 
ments may  do  so  by  sending  a  readily 
reproducible  copy  thereof  In  time  for  con- 
sideration at  this  meeting.  Comments 
postmarked  no  later  than  June  23.  1977 
to  Mr.  Richard  Major.  ACRS.  KRC, 
Washington.  DC  20555,  will  normally  be 
received  in  time  to  be  considered  at  thi.s 
meeting. 

Background  information  concerning 
items  to  be  considered  at  this  meeting 
can  be  found  in  documenus  on  file  and 
available  for  public  inspection  at  the  NRC 
Public  Document  Room.  1717  H  St..  NW.. 
Washington.  DC  20555.  and  at  the  Tulsa 
City-County  Library-.  400  Civic  Center 
Tulsa,  OK  74102. 

lb)  Persons  desiring  to  make  an  oral 
statement  at  the  meeting  should  make 
a  written  request  to  do  so,  identifying  the 
topics  and  desired  presentation  time  so 
that  appropriate  arrangemenus  can  be 
made.  The  Subcommittee  will  receive  oral 
statements  on  topics  relevant  to  its  pur- 
view at  an  appropriate  time  choser  by 
the  Chairman. 

•  c)  F\irther  information  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing has  been  cancelled  or  rescheduled, 
the  Chairman's  ruling  on  requests  for  the 
opportunity  to  present  oral  statements 
and  the  time  allotted  therefor  can  be 
obtained  by  a  prepaid  telephone  call  on 
June  29.  1977  to  the  Office  of  the  Execu- 
tive Director  of  the  Committee  (tele- 
phone 202-634-1374.  Attn:  Mr  Richard 
Major'  between  8;  15  a.m  and  5  pm.. 
EDT, 

'd'  Questions  may  be  propounded 
only  by  members  of  the  Subcommittee 
and  its  consultants. 

(e)  The  use  of  still,  motion  picture, 
and  television  cameras,  the  physical  in- 
stallation and  presen<;e  of  which  will  not 
interfere  with  the  conduct  of  the  meet- 
ing, will  be  permitted  both  before  and 
after  the  meeting  and  during  any  recess. 
The  use  of  such  equii^ment  will  not.  how- 
ever, be  allowed  vhile  the  meeting  ig  in 
session  Recordings  will  be  permitted 
only  during  tliose  open  sessions  of  the 
meeting  when  a  transcript  Ls  being  kept 
if)  Persons  with  agreements  or  orders 
permitting  access  to  proprietan-  infor- 
mation may  attend  portions  of  ACRS 
meetings  where  this  material  Ls  Ijeing 
discussed  upon  confirmation  that  such 
agreements  are  effective  and  relate  to  the 
material  being  discussed. 

The  Executive  Director  of  the  ACRS 
should  be  informed  of  such  an  agreement 
at  least  three  working  days  prior  to  the 
meeting  so  that  the  agreement  can  be 


confirmed  and  a  determination  can  be 
made  regarding  the  applicability  of  the 
agreement  to  the  material  that  will  be  , 
discussed  during  the  meeting.  Minimum 
information  pro\ided  should  include  in- 
formation regarding  the  date  of  the 
agreement,  the  scope  of  material  in- 
cluded in  the  agreement,  the  project  or 
projects  involved,  and  the*  names  and 
titles  of  the  persons  signing  the  agree- 
ment. .Additional  information  may  be  re- 
quested to  identify  the  specific  agree- 
ment involved.  A  copy  of  the  executed 
agreement  should  be  provided  to  Mr. 
Richard  Major  of  the  ACRS  Office,  prior 
to  the  beginning  of  the  meeting. 

(g)  A  copy  of  the  transcript  of  the 
open  portion(s>  of  the  meeting  where 
factual  information  is  presented  will  be 
available  for  iiv«;pection  on  or  after  July 
n.  1977  at  the  NRC  Pubic  Document 
Room.  1717  H  St..  NW.,  Washington. 
DC.  20555.  and  at  the  Tulsa  City-County 
Llbrar\-  400  Civic  Center,  TuLsa.  OK 
74102. 

A  copy  of  tlie  minutes  of  the  meeting 
will  be  made  available  for  inspection  at 
the  NRC  Public  Document  Room.  1717  H 
St.  NW  .  Washington.  DC  20555  after 
September  30.  1977 

Copies  ma.v  be  obtained  upon  i  aymenl 
of  appropriate  charges. 

Dated    June  8.  1977. 

John  C.  Hovle. 
Advisory  Committee 
Management  Officer. 

(FR  Doc  77-18836  Piled  6-10-77:8:46  am] 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS  SUBCOMMITTEE  ON 
ELECTRICAL  SYSTEMS,  CONTROL  AND 
INSTRUMENTATION 

Meeting 

In  accordance  with  the  purports  of 
sections  29  and  182b.  of  the  Atomic  En- 
ergy- Act  i42  U.S.C.  2039.  2232b.  >,  the 
ACRS  Subcomnuttee  on  Electrical  Sys- 
tem.*;, Control  and  Instrumentation,  will 
hold  a  meeting  on  June  30.  1977  in  Room 
1046.  1717  H  Street,  NW..  Washington. 
DC.  20555  The  pm-pose  of  this  meeting 
is  to  continue  the  review  of  the  Com- 
bustion Ens-'ineering  Core  Protection  Cal- 
culation System  (CPCS). 

Tlie  agenda  for  subject  meeting  shall 
be  as  follows: 

Thursday.  June  30.   1977 

8  30  a.m.-8:45  a.m.  lOpen).  Members 
of  the  Subcommittee,  with  any  of  their 
consultant's  who  may  be  present,  will 
meet  in  Executive  Session  to  exchange 
opinions  and  discuss  preliminarj-  views 
and  recommendations  relating  to  the 
above  evaluation. 

S:45  a  m.  until  the  conclusion  of  busi- 
ness. lOpeni.  The  Subcommittee  will 
hear  presentations  by  representatives  of 
the  NRC  Staff  and  Combustion  Engi- 
neering, and  their  consultants,  and  will 
hold  discvissions  with  them  pertinent  to 
this  review. 

Tlie  Subcommittee  may  also  discuss 
with  representatives  of  Combustion  En- 
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gineering,  the  Arkansas  Power  and  Light 
Company,  tiie  NRC  Staff,  and  their  con- 
sultants, the  application  of  the  CPCS  to 
the  Arkansas  Nuclear  One.  Unit  2.  Nu- 
clear Power  Plant  (ANO-2). 

At  the  conclusion  of  these  sessions, 
the  Subcommittee  may  caucus  to  de- 
termine whether  the  matters  identified 
in  the  Executive  Session  have  been  ade- 
quately covered. 

It  may  be  necessary  lor  the  Subcom- 
mittee to  hold  one  or  more  closed  ses- 
sions for  the  purpose  of  exploring  mat- 
ters involving  proprietary  information. 

I  have  determined,  in  accordance  with 
subsection  10<di  of  Pub.  L.  92-463.  that 
it  is  necessary  to  conduct  the  above  closed 
sessions  to  protect  proprietary  informa- 
tion <5U.S.C.  552bic'(4)). 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or  sched- 
ule. The  Chairman  of  the  Subcommittee 
is  empowered  to  conduct  the  meeting 
in  a  manner  that,  in  his  judgment,  will 
facilitate  the  orderly  conduct  of  busi- 
ness, including  provisions  to  carry  over 
an  incompleted  open  session  from  one 
day  to  the  next. 

The  Advisory  Committee  on  Reactor 
Standards  is  an  independent  group 
established  by  Congress  to  review  and 
report  on  each  appUcation  for  a  con- 
struction permit  and  on  each  application 
for  an  operating  license  for  a  reactor 
facility  and  on  certain  other  nuclear 
safety  matters.  The  Committee's  reports 
became  a  part  of  the  public  record.  Al- 
though ACRS  meetings  are  ordinarily 
open  to  the  public  and  provide  for  oral 
or  written  statements  to  be  considered  as 
a  part  of  the  Committee's  information 
gathering  procedure  concerning  the 
health  and  safety  of  the  public,  they  are 
not  adjudicatory  type  hearings  such  as 
are  conducted  by  tiie  Nuclear  Regulatory 
Commission's  Atomic  Safety  &  Licensing 
Board  as  part  of  the  Commission's 
licensing  process.  ACRS  meetings  do  not 
normally  treat  matters  pertaining  to  en- 
vironmental impacts  outside  the  safety 
area. 

With  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the  fol- 
lowing requirements  shall  apply:  (a) 
Persons  wishing  to  submit  written  state- 
ments regarding  the  agenda  may  do  so 
by  providing  a  readily  reproducible  copy 
to  the  Subcommittee  at  the  beginning 
of  the  meeting.  Comments  should  be  lim- 
ited to  s£ifety  related  areas  within  the 
Committee's  purview. 

Persons  desiriiig  to  mail  written  com- 
ments may  do  so  by  sending  a  readily 
reproducible  copy  thereof  in  time  for 
consideration  at  this  meeting.  Comments 
postmarked  no  later  than  June  23,  1977 
to  Mr.  Gary  Quittschreiber,  ACRS,  NRC, 
Washington,  D.C.  20555,  will  normally 
be  received  in  time  to  be  considered  at 
tliis  meeting. 

Background  information  concerning 
items  to  be  considered  at  this  meeting 
can  be  found  in  documents  on  file  and 
available  for  public  inspection  at  the 
KRC  Pubhc  Document  Room.  1717  H  St., 
NW..  Washington,  DC  20555.  and  at  the 


Arkansas  Polytechnic  College,  Russell- 
vilie.  AR  72801  I  regarding  ANO-2). 

I  b  >  Persons  desiriiig  to  make  an  oral 
statement  at  the  meeting  should  make 
a  written  request  to  do  so,  identifying  the 
topics  and  desired  presentation  time  so 
that  appropriate  arrangements  can  be 
made.  The  Subcommittee  will  receive 
oral  statements  on  topics  relevant  to  its 
purview  at  an  appropirate  time  chosen 
by  the  Chairman. 

(c)  Further  infonnation  regarding 
topics  to  be  discussed,  whether  the  meet- 
ing has  been  cuncelled  or  rescheduled, 
the  Chairman's  ruling  on  requests  for 
the  opportimity  to  present  oral  state- 
ments and  the  time  allotted  therefor  can 
be  obtained  by  a  prepaid  telephone  call 
on  June  29,  1977  to  tlie  Office  of  the  Ex- 
ecutive Director  of  the  Committee  (tele- 
phone 202-634-1374,  Attn:  Mr.  Gary 
Quittschreiber'  between  8:15  a.m.  and 
5:00  p.m.,  EDT. 

I  d  I  Questions  may  be  propounded  only 
by  members  of  the  Subcommittee  and  its 
consultajits. 

(e)  The  use  of  stiU,  motion  picture, 
and  television  cameras,  the  physical  in- 
stallation and  presence  of  which  will  not 
interfere  with  the  conduct  of  the  meet- 
ing, will  be  permitted  both  before  and 
alter  the  meeting  and  during  any  recess. 
The  use  of  such  equipment  will  not,  how- 
ever, be  allowed  while  the  meeting  is  in 
session.  Recordings  will  be  permitted 
only  during  those  open  sessions  of  the 
meeting  when  a  ti-anscript  is  being  kept. 

(f)  Persons  with  agreements  or  or- 
ders permitting  access  to  proprietary 
information  may  attend  portions  of 
ACRS  meetings  where  this  material  is 
being  discussed  upon  confirmation  that 
such  agreements  are  effective  and  relate 
to^he  material  being  disciissed. 

The  Executive  Director  of  the  ACRS 
should  be  informed  of  such  an  agreement 
at  least  three  working  days  prior  to  the 
meeting  so  that  the  agreement  can  be 
confirmed  and  a  determination  can  be 
made  regarding  the  applicability  of  the 
agreement  to  the  material  that  will  be 
discussed  during  the  meeting.  Minimum 
information  provided  should  include  in- 
formation regarding  the  date  of  the 
agreement,  the  scope  of  material  in- 
cluded in  the  agreement,  the  project  or 
projects  involved,  and  the  names  and 
titles  of  the  persons  signing  the  agree- 
ment. Additional  information  may  be  re- 
quested to  identify  the  specific  agree- 
ment involved.  A  copy  of  the  executed 
agreement  should  be  provided  to  Mr. 
Gary  Quittschreiber,  of  the  ACRS  Office, 
prior  to  tlie  beginning  of  tlie  meeting. 

'g>  A  copy  of  the  transcript  of  the 
open  portion's  1  of  the  meeting  where 
factual  information  is  presented  will  be 
available  for  inspection  on  or  after  July 
11,  1977  at  the  NRC  Public  Document 
Room,  1717  H  St.,  NW.,  Washington, 
DC.  20555,  and  at  the  Arkansas  Poly- 
technic College.  Russellville,  AR  72801 
I  regarding  ANO-2  > . 

A  copy  of  the  minutes  of  the  meeting 
will  be  made  available  for  inspection  at 
the  NRC  Public  Document  Room,  1717  H 


St.,  NW.,  Washington.  D.C.  20555  after 
September  30,  1977. 

Copies  may  be  obtained  upon  payment 
of  appropriate  charges. 

Dated:  June  8,  1977. 

John  C.  Hoyle. 
Advisory  Committee 
Management  Officer. 

(FR  Etoc. 77-16837  Filed  6-10-77.8:45  a-Ti] 

OFFICE   OF    MANAGEMENT   AND 
BUDGET 

CLEA.RANCE    OF    REPORTS 

List  of  Reqests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  intended  for  use  in 
collecting  information  from  the  public 
received  by  the  OfBce  of  Management 
and  Budget  on  June  8.  1977  (44  U.S.C. 
3509) .  The  purpose  of  publishing  this  list 
in  the  Federal  Register  is  to  inform  the 
public. 

The  list  includes  the  title  of  each  re- 
quest received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in- 
formation; the  agency  form  number  (s). 
if  applicable;  the  frequency  with  which 
the  information  is  proposed  to  be  col- 
lected; the  name  of  the  reviewer  or  re- 
viewing division  within  OMB.  and  an  in- 
dication of  who  will  be  the  respondents 
to  the  proposed  collection. 

Requests  for  extension  which  appear 
to  raise  no  significant  issues  are  to  be 
approved  after  brief  notice  through  this 
release. 

F\irther  information  about  the  items 
on  this  daily  list  may  be  obtained  from 
the  Clearance  Office.  OfTice  of  Manage- 
ment and  Budget,  Washington,  D.C. 
20503  (202-395-4529),  or  from  the  re- 
viewer listed. 

New  Forms 
depanrment  of  health.  education,  and 

WELFARE 

Public  Health  Service: 

E^vaU^atlon  of  Interregional  Relations  in 
Blood  Banking  Services,  single  time, 
blood  service  establishments.  Richard 
Elsinger.  395-6140. 

Characterization  of  the  Blood  Data  Collec- 
tion Burden,  single  time,  blood  service 
establishments,  Richard  Eisinger.  395- 
6140. 

Blood  Service  Units  and  Blood  Suppliers, 
single  time,  blood  service  establishment, 
Richard  Elsinger,  395-6140. 

Revistons 

department  of  acricultttre 
Agric-Jltural  Marketing  Service.  Subscription 
renewal    notice    (report    evaluation    ques- 
tions), single  time,  subscribers  to  reports, 
Gaylord  Worden,  395-4730. 

Extensions 

Pood  and  Nutrition  Service.  Application  for 
Participation,  National  School  Lunch, 
School  Breakfast  and  Special  Milk  Pro- 
grams, PN66,  on  occasion,  school  food  au- 
thorities. Human  Resources  Division.  395- 
3532. 

Phiilip  D.  L^rsen. 
Budget  and  Management  Officer. 

|PR  Doc. 77-1683  Filed  6-l(>-77;8:45  am) 


FEDERAL   REGISTER.    VOL     42,    NO     113 — MONDAY,    JUNE    13,    1977 


NOTICES 


30ri9 


CLEARANCE   OF   REPORTS 
List  of  Requests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  intended  for  use  In 
collecting  information  from  the  pubhc 
received  by  the  Office  of  Management 
and  Budget  on  June  6,  1977  (44  U.S.C. 
3509 1 .  Tlie  purpose  of  publishing  this  list 
in  the  Feder.^l  Register  ls  to  inform  the 
public. 

The  list  includes  the  title  of  each  re- 
quest received;  the  name  of  the  agency 
spon.sonng  the  proposed  collection  of  in- 
formation; the  agency  form  number's", 
if  applicable:  the  frequency  with  which 
tlie  information  is  proposed  to  be  col- 
lected :  the  name  of  the  reviewer  or  re- 
viewing division  within  OMB.  and  an  in- 
dication of  who  will  be  the  respondents  to 
the  proposed  collection. 

Requests  for  extension  which  appear 
to  rai.se  no  significant  issues  are  to  be 
approved  after  brief  notice  through  this 
release. 

Further  information  about  the  items 
on  this  daUy  list  may  be  obtained  from 
the  Clearance  Office.  Office  of  Manage- 
ment and  Budget,  Washington,  D.C. 
20503.  202-395-4529.  or  from  the  reviewer 

listed. 

New  Forms    • 

federal  reserve  system 

Special  One-Time  Survey  of  Institutlon.s 
Offering  NOW  Accounts.  FR-2035,  single 
time,  depcsitory  institutions  in  New  Eng- 
land. Gaylord  Worden.  395-4730, 

FEDERAL    MEDIATION    AND    CONCILIATION    SERVICE 

Notice  to  Federal  Mediation  and  Conciliation 
Service.  F-53.  on  occasion.  Government 
agencies  and  labor  organizations.  Warren 
Topelius,  395-5872. 

department  of  defense 

Department  of  the  Air  Force.  Reserve  Bene- 
fit trade-off  survey,  single  time.  Individuals, 
National  Security  Division.  Maria  Gonza- 
lez. 395- 4734. 

New  Forms 

department  of  health,  edvcation. 
and  welfare 

Alcohol,    drug     abuse    and    mental    health 
Administration: 
Follow-up  of  the   1974  National  Survey  of 
Junior  and  Senior  High  School  Students. 
Single   time,    junior-senior   high   school 
students,   Richard   Eisinger,    and   Kathy 
Wallman.  395-6140. 
Office    of    Education.    Capital    Contribution 
Application  for  Federal  Loan  for  Institu- 
tional     Capital      Contribution,      OE-1024, 
Annually,      IHEs.       Marsha     <rraynham. 
3fl5-4529. 

Revisions 

department  of  acricvlture 

Food  and  Nutrition  Service: 
Annual  Statement  of  Income  and  Expendi- 
tures, FNS-13,  Annually.  StAte  educa- 
tional agencies,  Human  Resources  Divi- 
sion, 395-3532, 
Annual  RepKirt  of  Participation  by  Charit- 
able Institutions,  semi-annually.  State 
agencies  responsible  for  USDA  food  dis- 
tribution, Human  Resources  Division, 
395-3532. 


department  of  housing  and  urban 
development 

Office  of  Human  Development,  Office  of 
Humatn  Development  Grant  Application 
Ilevised  on  Occasion,  grant  applicant. 
Budget  Review  Division.  Lowry.  R.L., 
395-4775. 

DEPARTMENT    OF    LABOR 

Employment  and  Trainuig  Adminisiration. 
CETA  Forms  Preparation  Handbook — 
Titles  I.  II.  Ill  and  VI.  MA  2-202.203 
219.220,  MA-5-134-136  145.  145A.  Other 
(see  SP-83),  State  and  local  agencies. 
Caywood.  D.P,.  395-3443. 

Extensions 

department  of  health.  education, 
and  welfare 

Public  Health  Service.  1976  Survey  of  Hoepl- 
tal  Staff,  single  time,  Richard  Eisinger, 
395-6140. 

DEPARTMENT    OF    HOUSING    AND    URBAN 
DEVELOPMENT 

Administration  (Office  of  Assistant  Secre- 
tary) : 

Bridge  Survey.  HUD  498,  on  occasion,  Fed- 
eral and  State  Government  inspectors. 
Housing,  Veterans  and  Labor  Division, 
395-3532, 

Market  Absorption  Record  iNew  Multi- 
family  Units),  FHA-184,  on  occasion,  all 
multifamily  rental  projects.  Housing, 
Veterans  and   Labor  Division.   395-3532. 

Health  Authority  Approval,  Individual 
Water  Supply  and  Sewage  Disposal  Sys- 
tem, FHA-2573,  on  occasion,  Local  health 
authority.  Hovislng,  Veterans  and  Lalx>r 

Division.  395  3532, 

Phillip  D.  Larsen, 
Budget  and  Management  Officer. 

IFR  Doc.77-16864  Piled  6-10-77:8:45  am) 


CLEARANCE   OF    REPORTS 
List  of  Requests 

The  following  is  a  list  of  recuests'for 
clearance  of  reports  intended  for  use  in 
collecting  mformation  from  the  public 
received  by  the  Office  of  Management 
and  Budget  on  June  7.  1977  <44  US  C. 
35091.  The  purpose  of  publishing  this 
list  in  the  Federal  Register  is  to  inform 
the  public. 

The  list  includes  the  title  of  each  re- 
quest received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in- 
formation; the  agency  form  numbensi, 
if  applicable;  Uie  frequency  with  which 
the  information  is  proposed  to  be  col- 
lected; the  name  of  the  reviewer  or  re- 
viewing division  within  OMB,  and  an  in- 
dication of  who  will  be  tlie  respondents 
to  the  proposed  collection. 

Requests  for  extension  w^hich  appear 
to  raise  no  significant  issues  are  to  be 
approved  after  brief  notice  through  this 
release. 

Further  information  about  the  items 
on  this  daily  list  may  be  obtained  from 
the  clearance  office,  Office  of  Manage- 
ment and  Budget,  Washington.  D.C 
20503,  <202-395-4529>.  or  from  the  re- 
viewer listed. 


New  Forms 

ENVIRONMENTAL  PROTECTION    aA:NCY 

Rural  Water  Survey  Questionnaire,  single 
time,  rural  households  in  areas  under  2500 
population.  EUett.  C,  A,,  395-6867. 

PENSION  BENEFIT  GUARANTY  CORPORATION 

Technical  Assistance  Npeds  Questionnaire, 
single  time,  pens^pjfl  practitioners.  Cay- 
wood.  D   P,.  395-3443. 

DEPARTMENT  OF  HEALTH.  EDUCATION,   AND 
WELFARE 

Food  and  Drug  Administration.  Medical  De- 
vice Listing.  FD-2892.  semiannually.  Medi- 
cal Device  Industry,  Tracey  Cole.  395-5870 

New  Forms 

department  of  labor 

Employment  and  Training  Admini-iraiion, 
Impact  Assessment  Questionnaire.  ETA-6, 
single  time,  members  of  Indian  communi- 
ties. Housing,  Veterans  and  Labor  Division. 
C   Louis  KIncannon,  395-3532 

Revisions 

veterans  administration 

Inquiry  Concerning  Applicant  for  Employ- 
ment, FL  5  127,  on  occasion,  supervisors 
and  employers  of  applicants  for  employ- 
ment. Tracey  Cole.  395-5870. 

DEPAnrMENT  OF   AGRICULTURE 

Food  and  Nutrition  Service.  Authorizalicn 
for  Adjustments  Due  to  Client  or  Admin- 
istrative Error.  FNS  293.  on  occasion.  Stale 
or  local  food  stamp  agencies.  Human  Re- 
sources Division.  395-3532, 

DEPARTMENT  OF   HEALTH,   EDUCATION.   AND 
WELFARE 

Social  Security  Administration.  Application 
for  Survivors  Benefits  (Payable  Under 
Title  II  of  The  Social  Security  Act),  SSA- 
24.  on  occasion.  Individuals  claiming  sur- 
vivor benefit*.  Caywood.  D,  P,.  395-3443 

Pood  and  Drug  Administration.  An  Evalua- 
tion of  User  Awareness  and  Reactions  to 
the  FDA  Required  Changes  in  Labeling  for 
in  Vitro,  diagnostic  products,  single  time, 
a  national  sample  of  clinical  labs.  Richard 
Eisinger.  395-6140. 

Extensions 

department  of  agriculture 

Food  and  Nutrition  Service.  Report  of  ChUd 
Nutrition  Operations.  FNS-lO.  monthly, 
State  educational  agencies.  Human  Re- 
sources Division.  395-3632. 

Phillip  D.  Larsen. 
Budget  and  Management  Officer. 
|PR  Doc. 77-16865  Filed  6-10-77:8:45  am) 


POSTAL    SERVICE 

PRIVACY    ACT    or    :974 

Routine  Use  of  Systems  of  Records 

AGENCY:  United  States  Postal  Service. 

ACTION :  Adoption  of  routine  use. 

SUMMARY:  The  purpose  of  this  docu- 
ment is  to  pubhsh  final  notice  of  an  ad- 
ditional routine  use  for  several  Postal 
Service  systems  of  records  permitting 
certain  information  to  be  disclosed  to  the 
Civil  Service  Commission  with  regard  to 
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the  investigation  of  discrimination  com- 
plaints. 
DATES;  Effective  Date:  June  7, 1977. 

ADDRESSES:  Records  Officer,  U.S. 
Po.stal  Service,  Washington,  DC.  20260. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
Mr.  John  E.  Finlay.  (202)  245-4142. 

SUPPLEMENTARY  INFORMATION : 
On  May  4.  1977.  the  Postal  Service  pub- 
lished for  comment  in  the  Federal  Reg- 
ister '41  FR  22614)  a  proposed  routine 
use  for  each  of  the  Postal  Service  systems 
of  records  listed  below  by  USPS  identifi- 
cation number: 

010.030  120.040 

010.080  120.050 

030.010  120.070 

030.020  120.080 

050.005  120.090 

050.010  120.100 

050.020  120.110 

050.040  120.120 

080.010  120.130 

080.030  120.150 

100010  120.170 

110.010  120.180 

120030  120.190 

120C035  120.210 

120.036  170.010 
120.038 

No  adverse  comment  was  received  re- 
garding this  proposed  use. 

A  complete  statement  of  the  existence 
and  character  of  each  of  these  system.-^ 
appeared  in  the  Federal  Register  on 
October  14,  1976  (41  FR  45132).  The 
additional  routine  use  applies  to  the  ex- 
tent that  it  is  relevant  to  the  particular 
records  maintained  in  these  systems, 
and  permits  the  release  to  the  United 
States  Civil  Service  Commission  of  cer- 
tain information  related  to  the  investi- 
gation of  discrimination  complaints 
against  the  Postal  Service.  The  new  rou- 
tine use  is  necessary  to  assure  that  Postal 
Service  application  of  the  Privacy  Act 
of  1974.  Pub.  L.  No.  93-579,  is  accom- 
modated with  the  obligations  of  the 
Postal  Service  under  the  Equal  Employ- 
ment Opportunity  Act  of  1972,  Pub.  L. 
No.  92-261.  The  use  follows: 

Add  the  following  text  as  the  last  use 
to  the  routine  use  section  of  each  system 
notice  for  the  above  listed  systems : 

Use — Information  contained  in  this 
system  of  records  may  be  disclosed  to 
an  authorized  investigator  appointed  by 
the  United  States  Civil  Service  Commis- 
sion, upon  his  request,  when  that  inves- 
tigator is  properly  engaged  in  the  in- 
vestigation of  a  formal  complaint  of  dis- 
crimination filed  against  the  U.S.  Postal 
Service  under  5  CFR  713,  and  the  con- 
tents of  the  requested  record  are  needed 
by  the  investigator  in  the  performance 
of  his  duty  to  investigate  a  di.scrimina- 
tion  issue  involved  in  the  complaint. 

Roger  P  Cr-mg. 
Deputy  General  Counsel. 

[FR  Doc.77-16699  FUed  6-1 0-77; 8: 45  ami 


SMALL   BUSINESS 
ADMINISTRATION 

(License  No.  03/03-5128] 
LICO   MESBIC    INVESTMENT  CO 

Issuance  of  a  License  to  Operate  as  a 
Small  Business  Investment  Company 

On  March  9,  1977,  a  notice  was  pub- 
lished in  the  Federal  Register  (42  F.R. 
13179)  stating  that  LICO  MESBIC  In- 
vestment Co.,  located  at  350  Ragland 
Road,  Beckley,  W.  Virginia  25801  had 
filed  an  application  with  the  Small  Busi- 
ness Administration  pursuant  to  13 
C.F.R.  107.102  (1977)  for  a  license  to 
operate  as  a  small  business  investment 
company  under  the  provisions  of  sec- 
tion 301  <d)  of  the  Small  Business  In- 
vestment Act  of  195B.  as  amended. 

The  period  for  comment  expired  on 
March  24,  1977  and  no  comments  were 
received. 

Notice  is  hereby  given  that  having 
considered  the  application  and  other 
pertinent  information,  SBA  has  issued 
License  No.  03/03-5128  to  LICO  MESBIC 
Investment  Co.  on  May  31,  1977. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  59.011,  Small  Business  Investment 
Companies) 

Dated:  June  6,  1977. 

Peter  F.  McNeish. 
Deputy  Associate  Administrator, 

for  Investment. 

(FR  Doc.77-16639  Filed  6  10-77;8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Materials  Transportation  Bureau 

EXEMPTION    APPLICATIONS^" 

.\aEN'CY:  Materials  Transportation  Bu- 
reau. DOT. 

ACTION:  List  of  Applications  for  Re- 
newal of  Exemption  or  Application  to  Be- 
come a  Party  to  an  Exemption. 

SUMMARY:  In  accordance  with  the  pro- 
cedures governing  the  application  for, 
and  the  processing  of,  exemptions  from 
the  Department  of  Tran.sportation's  Haz- 
ardous Matenals  Regulations  (49  CFR 
Part  107.  Subpart  B),  notice  is  hereby 
given  that  the  Office  of  Hazardous  Ma- 
terials Operations  of  the  Materials 
Transportation  Bureau  has  received  the 
applications  described  herein.  Normally, 
the  modes  of  transportation  would  be 
identified  and  the  nature  of  application 
would  be  described,  as  in  past  publica- 
tions. However,  this  notice  is  abbreviated 
to  expedite  docketing  and  public  notice. 
These  apphcations  have  been  separated 
from  the  new  applications  for  exemptions 
because  they  represent  the  large  major- 
ity of  applications  awaiting  dLsposltlon. 

DATES:  Comments  by  July  1.  1977. 

ADDRESSED  TO:  Section  of  Dockets, 
OfTice   of   Hazardous   Materials   Opera- 


tions, Department  of  Transportation, 
Washington.  D.C.  20590.  Comments 
should  refer  to  the  application  number 
and  be  submitted  in  triplicate. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Complete  copies  of  the  applications  are 
available  for  inspection  and  copying  at 
the  Public  Docket  Room.  Office  of  Haz- 
ardous Materials  Operations.  Depart- 
ment of  Transportation,  Room  6500. 
Trans  Point  Building,  2100  Second 
Street,  S.W.,  Washington,  D.C. 


Renewal 

Applipation 

Applicant 

of  sptvlal 

No. 

p«Tnit  or 
exempUou 

6116-X 

A.\I  Corp.,  nulUmore,  Md... 

6116 

6821-X 

Comet  .Manufacturing  Corp., 
Atlanta.  Ga. 

6821 

6889-X 

.McDonnell    Douglas   Corp., 
Tulsa.  Okla. 

G889 

6917-X 

Atlas   Powder    Co.,  Dallas, 
Tex. 

6917 

6932-X 

Fauvet-Girel,  Paris,  France. - 

6932 

e939-X 

Warren       Petroleum      Co., 
Tulsa,  Okla. 

6932 

7005-X 

Weslwind  Overseas  Limited, 
.New  York.  N.Y. 

7005 

7063-X 

Hooker  ChenUcals  A  Plastics 
Corp.,  Niagara  Falls,  N.Y. 

7063 

7072-X 

Container     Corporation     of 
America,  Wilmineton,  Del. 

.\pplie<l    Pla.slios  Company, 
Inc.,  F:1  Seprundo,  Calif. 

7072 

7;;«)-x 

7240 

:uo-x 

Dow    Corning    Corp.,   Mid- 
land, Micti. 

7410 

7423-X 

Dow    Chemical    Co.,    Free- 
Iiort,  Tex. 

7423 

7423-X 

Dow    Chemical     Co.,  Free- 
port,  Tex. 

7423 

7424-X 

Hercules  Inc.,    Wilmington, 
Del. 

7424 

74a6-X 

Martin  Marietta  Chemicals, 
Charlotte,  N.C. 

7426 

7434-X 

Natico,  Inc.,  Chicago,  111.... 

7434 

7458-X 

Kkohwcrks    Co.,    Eastlake, 
Ohio. 

7458 

7.-49-X 

S-taufler  Chemical  Co.,  West- 
port,  Conn. 

7.-.49 

3744-P 

McKesson  Chemical  Co.,  San 
FrancLsco.  c:alif. 

.    3744 

4453-P 

Slrawn      Explosives,      Inc., 
Dallas,  Tex. 

44.'>3 

-.lOT-P 

Thio-Pet    Chemicals    Ltd., 
Edmonton,  Alberta. 

5107 

■«49-P 

Department   of  the   Army, 
Wa-'hlngton,  D.C. 

,1849 

6U3-P 

Cities  Transportation,  Inc., 
N.  n;>mpton.  N'.ll. 

6113 

6197-P 

C  ities  Tr»n.sportation,  Inc., 

.N  Hampton,  N.II. 
Airco     Welding      Products, 

Springfuld,  N.J. 

6197 

6228-P 

6228 

fe-^H-P 

Hill  Brothers  Qjcmical  Co., 
City  of  Industry,  Calif. 

6.-.,-4 

6720-P 

Pnperlntendence     Company 
Inc.,  New  York,  N.Y. 

6720 

eoo9-p 

Fdwin     Cooper,     Inc.,     St. 
Liouis,  Mo. 

C.I06 

6040- P 

Siaufler  Chemical  Co..  West- 
|)ort.  Conn. 

6904 

7a23-P 

Hi    Pvire    Chemicals    Inc., 
Siuareth,  Pa. 

7023 

7240-P 

Hardman     Inc.,     Belleville, 
N.J. 

7240 

7444-P 

I..    P.   Transportation   Inc., 
Chester,  New  York 

7444 

:470-P 

rhelp.>:   Dodge   Corp.,   New 

TITO 

York,  N.Y. 

^This  notice  of  receipt  of  applications 
for  renewal  of  exemptions  and  for  party 
to  an  exemption  Is  published  in  accord- 
ance with  section  107  of  the  Hazardous 
Materials  Transportation  Act  (49  CFR 
U.S.C.  1806;  49  CFR  1.53ie)  ». 
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Issued  in  Washington,  DC. 
1977. 


on  June  2, 


J.  R.  Grothe, 

Chief,  Exemptions  Branch,  Of- 
fice  of   Hazardous   Materials 
Operations. 
lFRDoc.77-16238  Filed  &-10-77;8:45  am] 


EXEMPTION   APPLICATIONS 

AGENCY:      Materials      Transportation 
Bureau,  DOT. 

.A.CTION:   List  of  Applications  for  Ex- 
emption. 

SUMMARY:  In  accordance  with  the 
procedures  governing  the  application 
for,  and  the  processing  of.  exemptions 
from  the  Department  of  Transporta- 
tion's Hazardous  MateriaLs  Regulations 
'49  CFR  Part  107.  Subpart  B» .  notice  is 
hereby  given  that  the  Office  of  Hazard- 
ous Materials  Qncrations  of  the  Mate- 
rials Transportation  Bureau  1ms  re- 
ceived the  applications  described  herein. 


NOTICES 

DATES:  Comments  by  July  18,  1977. 
ADDRESSED  TO:  Section  of  Dockets, 
Office  of  Hazardous  Materials  Opera- 
tions DeparUnent  of  Tran^sportation. 
Washington.  D.C.  20590.  Comments 
should  refer  to  the  applicauon  number 
and  be  submitted  in  triplicate. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Complete   copies   of   Uie   npplications 
are  available  for  inspection  and  copy- 
ing at  the  Public  Docket  Room,  Office 
of   Haxardous   Materials   Operations, 
Department  of  Transportation.  Room 
6500,  Trans  Point  Building,  2100  Sec- 
ond Street,  S.W.,  Washington.  DC. 
Each  mode  of  transportaUon  for  which 
a   particular  exemption  is  requested   l'; 
indicated  by  a  number  in  the  'Nature 
of    Appl)ca>tion"    portion    of    the    table 
below    as    follows:     1.    Motor    vehicle, 
2.  RaU  freight,  3.  Cargo  vessel,  4.  Cargo- 
onLv     aircraft.     5.     Passenger -carrying 
aircraft. 


Xcir  creMpH'ont 


Application 
No. 


ApnUoaiit  Ke«ulation(s) 

affected 


Natuie  of  appUcfttian 


TTIT-N 
TTtS-N 
77,*iO-N' 

7T.:i-N 

7T,vi-N 
7754- N 
77jij-N 

7T5G-N 

7758- N 

7759-N 

TTflO-N 
7T6J-N 
7T6!V-N 

TT66-N 
776T-N 


Ilerniles  Inc. 
ion,  Dd. 


Nuclear      Components 

Imp  .  Greit  Browning, 

Mass 
Diamond    .^hanirmk 

rhemical  Co  ,  W«rri.<- 

town,  N.J. 

Chemical  Systems.  Inc., 
Chicago,  Hi. 


Ptauffer  Cbomcial  Co  , 
Wcslport,  Coim. 

Ilercuks  Inc.  Wihnijig- 
ton,  DeL 

Sufielco  It\c..  Bellflontr, 
Pa. 


Wilming-    4!<(KR  17S.28(m>. 
10  (• I  II  173.249 : 


r.t  CFll  1T:»  21.=;b(aH."' 


49  CKK  173.19lUb'>i2V    . 

49  CFR  173  1V,,  lTT<*,r) 
tg)t2)(it. 

49CFRpts.  173,.«;uhplP. 
D,  K,  K,  G.II,.I.  K.  L 
M.  N. 


7768-N 
776'.'-X 


SupeUolnc,  BellcAjiile, 
I':i. 

.\rizoua  Agrochemical 
Co.,  Phoeni*.  Aril. 

.«hell  Oil  Co.,  llou.'JUin. 
Tex. 

Ve4sic<)l  Chemical  Corp.. 
Chicago.  Ui. 

Uydrite  Clieiuiicjjl  Co.. 
Milwaukep,  Wis. 

Cnrleton  Controls 
Corp.,  Eiast  Aurora, 
N.Y. 

.Vmerican  Safety  Equip- 
ment. Glendale,  Calif. 

Hydraulic  Research 
Teitron  Apco  Prod- 
ucts. Paouima.  Calif. 

Mons;mto  Co..  Si.  Loui.s. 
Mo. 

Brunswick  Corji.,  Lin- 
coln, Nebr. 


4«CFRpt.  1T:1,  .^ulipts. 
D*  K. 

49  CFR  173..W) 

49CFR  lT3.11'.i;m1.. 

49  CFR  ITS.'W..- 

49  CFR  173.245,  173.363, 

173.26R. 
49    CFR    173.302(a), 

I78.6»-ll(t))a\    175.3. 

49  CFR  173.302 

49   CFR   17;i..«U,    175.3, 
178.47. 

49  CFR  IT3.217 


49     CFR     173.302(»)<l) 
175.3. 


To  aufhoriTe  sliipment  of  dicumyl  peroside.  dry 
in  used  I>OT  IT-H  dnrms  not  reinspected  or 
retestod.  imode  V.  ^^^  -.       .r     .    „ 

To  aulliorize  s'liimieut  of  non-DOT  bix-eilcalioo 
cylinders  c'lar^red  with  a  eert*in  non-lnttened 
o'prr»d  gas.  'mode  1' 
T<i  authorize  bi.ipmcnt  of  water  tr.xatmeut  «>ni- 
pounds,  rK-ssed  as  conTi<nvr  matonivis.  in  a  1><m 
Specification  ^1  portable  lank  with  DOT  2hL 
polyetliylene  liner,  (mode*  1.  2). 
To  authorise  shiimient  of  certain  corrosive  solids 
in  non-DOT  SperKication  lU  rallon  polyliiird 
liber  drums  at  weicht  level  pr.rmitU-d  by  evu-a- 
iui;  repulations. 'nir>de  11. 
To  ttuthoriie  sbinment  of  vdlow  phosplioms  in 
:A  gallon  capacity   DOT   17-C  iiieUl  dninii. 
(modes  1.2.3'. 
To  anthoTiie  sl.ipment  of  Ma.«tinc  rap?  not  ovrr- 
tmcked  in  a  DOT  specilk-ation  container  in  an 
LmE  cotitaJuer,  (mode  D.  .  •        , 

To  authoriie  shipment  of  limited  quantitiW  ot 
certain  haiardnu-s  materials  except  C»a«i  A 
explosives,  radijactive  luatorials.  and  elJOKii;u- 
apents.  exempt  from  the  rppilation.',  (mtwles  1, 
2.  3.  4,  5).  .         , 

To  aulhorite  sliipmeut   of  Uxuite*!  quanliUes  ol 
flammable     liquids     and     ORM-.V     matenuls 
exempt  from  the  repilations.  (modes  1.  2.  S.  4.  .St. 
To  aulhoriie  shipment  oi  Foisou  B  soliiU  iu  DuT 

44-D  mulliwall  paper  UaKS.  (mode  1). 
To  auilioiiie  shipment    of  a  oerliin   llamm»bl«> 
liquid  with  corrostre  propenties  in  nem-DO'l 
sjKcirication  pivrtable  tanks,  (m^dcs  1.  J). 
To  authorir.e  shipment  of  hydropm  bromide  in 
non-DOT  speoiflcalion  cylinders,  (modes  1.  3). 
To  aulhoriie  sliipineut  of  certaiu  corrosive  liqiiiUs 
in   DOT  .56  met.il  pirlable  tanks,   (mode   D. 
To  authorite  shii>raent  of  nUropen  in  DOT  38 
cylinders  except  tor  a  miainiiun  Inirst  proasure 
(if  1.T8  time?  the  lest  pressure,  (modes  1.  2.  1). 
To  authoriie  shipment  of  compressed  air  in  s 

non-DOT  eyhnder.  (modes  1,  2). 
To  authorize  shipmriit  of  cenain  nonfljunmaWe 
pa.<a~;  in  a  modified  DOT  4DS  cylinder,  (modes 
1.2,3,4.5).  .,         ,    ,.. 

ToiuiUiorize  sUipmenl  of  certain  oudize/  (solid  i 
in  non-DOT  specificalitm.  mnovable  head  poly- 
ethylene drums,  (modes  1,  2.  3). 
To  auUioriie  shipment  of  oompreased  air,  nilrogen 
or  other  inen  g;v;cs  in  uonDUT  eyliiiders 
(FRP).  (modes  I,  2,3,  4,  5). 


This  notice  of  receipt  of  appl^atlons  for  new  exemptions  U  published  !«  »««;«^f »  ^"^ 
section  107  of  the  Hazar<iou5  Matenals  Transportation  Act   (49  CFR  U.S.C.  1806;   4»  CFR 
1.53(e)  ). 
IssuedinWashingtoa,D.C..  onJune2, 1977.  ^    ^   Grothe 

Chief  F .T("'nrn  n!^  Brarwh. 
Office  of  Ha:ardous  Materials  Operations. 
IPB  DOC.T7-16239  Filed  6-10-77;  8  45  am] 
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DEPARTMENT   OF   THE   TrREASURY 

Offtce  of  Revenue  Sharing 

ENTITLEMENT   PERIOD    NINE 

F.nal  Date  of  Allocations  d'lc 
Data  Definitions 

Pursuant   to  section  51.23(a)    of  the 
revenue  sharing  interim  regulations  tSl- 
CFR.   Part  51,  section  51.23<an,   pub- 
lislied  in  the  Federal  Register  on  May 
16.    1977    (42    FR   24733  >.    promulgated 
under  the  Stnte  and  Local  Fiscal  Assist- 
ance  Act    of    1972    (Pub.   L.   92-512.    31 
U.S.C.  Supp.  V.  chapter  24''  as  amended 
by  the  State  and  Local  Fiscal  Assi.<=tance 
Amendments  of  1976  <90  Stat.  2341,  Pub. 
L.  94-488'.  and  pursuant  to  the  notice 
of  procedure  for  improvement  of  entitle- 
ment data  for  Entitlement  Period  Nine 
published  in   the  Federal  Register   on 
April  20.  1977  <42  PR  20525),  notice  is 
hereby  given  that  the  final  date  for  the 
detennination  of  allocations  and  entitle- 
ments,   including    adjustments    thereto. 
applicable  to  Entitlement  Period  Nine 
(October  1.  1977— September  30,   1978 > 
will  be  June  30,  1977. 

The  exception  to  this  allocation  proce- 
dure will  be  for  those  State  or  local  gov- 
ernments  which   make   a    demand   for 
adjustment  (or  where  a  demand  is  made 
by  the  Secretary  of  the  Treasury  upoji 
.such  government!  on  or  before  Septem- 
ber 30,  1979  punsuant  to  section  102(bi 
of  the  State  and  Local  Fiscal  Assistance 
Act  of  1972  (31  U.S.C.  1221  as  amended 
by  section  6ieM2i  of -the  State  and  Lo- 
cal  Fiscal    A.ssistance    Amendments    of 
1976  '90  Stat.  2347>).  If  a  demand  for 
adjustment  for  Entitlement  Period  Nine 
is  made  by  a  recipient  government  on  or 
before  September  30.  1979.  the  demand 
shall  be  made  in  writing  and  contain  evi- 
dence and  documentation  to  fully  justify 
the  proposed  corrections  of  data.  The 
ad.iustment,  if  any,  will  affect  only  the 
recipient  government  for  which  a  de- 
mand for  adjustment  has  been  made. 

The  amount  of  revenue  sharing  funds 
each  recipient  government  will  receive 
for  BtUtlement  Period  Nine  will  be  pro- 
vided to.  aU  recipient  governments  by 
August  1977. 

Pursuant  to  section  51.23' a >  of  the 
revenue  sharing  regulations  (31  CFR. 
Part  51.  5  51.23V  the  data  definitions 
upon  which  the  allocations  and  entitle- 
ments for  recipient  c;overnment.s  for  En- 
titlement Period  Nine  are  ba.sed  will  be- 
come final  on  June  15,  1977.  These  data 
definitions  were  published  In  the  Fep- 
FRAL  Register  on  April  20.  1977  «42  FR 
205251  when  recipient  governments 
were  first  notified  of  and  given  the  op- 
portunity to  participate  in  the  data  im- 
provement program  for  Entttlement  Pe- 
riod Nine. 

Since  5  51.23(a)  of  the  regulations  de- 
f.n(-=  any  change  in  the  computation  of 
local  tax  effort  to  credit  certain  county 
sales  taxes  to  units  of  local  government, 
pursuant  to  section  109(e)  <2)  CB)  of  the 
Act  (31  use.  1228(ei  (2)<B'>.  "the 
Memphis  Rule",  to  be  a  change  in  a  data 
definition,  such  change  will  not  be  given 
effect  for  Entitlement  Period  Nire  a/ter 
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June  15,  1977.  Thus,  the  requirement  for 
-  electing  the  application  of  the  Memphis 
Rule,  set  out  in  the  data  definition  of 
adjusted  taxes  for  Entitlement  Period 
Nine  (42  FR  20529).  that  the  Governor 
of  a  State  must  certify  that  the  rcQUire- 
ments  of  tlie  Memphis  Rule  have  been 
met  before  the  beginning  of  the  entitle- 
ment period  in  which  the  Memphis  Rule 
is  to  take  effect,  means  that  such  certi- 
fication must  have  been  received  on  or 
before  June  15,  1977. 

Dated:   June  7.   1977. 

Bernardine  Denning. 
Director.  Office  of 
Revenue  Sharing. 

[FR  Doc. 77-16649  Piled  6-8-77;  10: 11  am] 

INTERNATIONAL   TRADE 
C  COMMISSION 

(Investigation  No    337'TA-26] 

CERTAIN   SOLDER   REMOVAL   WICKS 

Change  of  Place  of  Hearing 

Notice  is  hereby  given  that  the  hear- 
ing in  this  matter  set  to  begin  at  10 
a.m.,  e.d.t.,  June  10,  1977,  will  be  held 
in  the  Hearing  Room  i  rather  than  Room 
119>,  U.S.  International  Trade  Commis- 
sion Building,  701  E  Street  NW..  Wash- 
ington, DC.  20436. 

The  original  notice  and  order  con- 
cerning the  procedure  for  this  hearing 
was  published  in  the  Federal  Register 
of  May  24,  1977  '42  FR  26478'.  and 
the  notice  changing  the  place  of  the 
hearing  to  Room  119  was  published  in 
the  Federal  Register  of  June  7.  1977 
(42  FR  29052). 

By  order  of  the  Commission. 

Issued:   June  8,  1977. 

Kenneth  R.  Mason, 
Secretary. 

[FR  Doc.77-16728  Filed  6-10-77:8  45  ami 


LIVE   CATTLE   AND   CERTAIN    EDIBLE 
MEAT   PRODUCTS   OF   CATTLE 

:a  ji^:  2-'>^  :j,(2  8^' 

Conditions  of  Competition  m  U.S.  Markets 
Between  Domestic  and  Foreign  Live  Cat- 
tle and  Cattle  Meat  Fit  for  Human 
Consumption 

Section  332  investigatioJi  instituted.  On 
May  31,  1977,  the  United  States  Inter- 
national Trade  Commission  Instituted, 
on  its  own  motion,  an  investigation  im- 
der  section  332igi  of  the  Tariff  Act  of 
1930,  as  amended  (19  U.S.C.  1332(g>), 
to  study  the  conditions  of  competition 
in  U.S.  markets  between  domestic  and 
foreign  live  cattle  and  cattle  meat  fit 
for  human  consumption.  Such  live  cattle 
and  cattle  meat  are  of  the  types  pro- 
vided for  in  items  100  40  through  100.55, 
inclusive;  106.10,  106.80.  and  106.85; 
107.20  and  107.25:  107.40  tlirough  107.60, 
inclusive;  and  107.75  of  the  Tariff  Sched- 
ules of  the  United  State.*^, 

In  its  Inve.'^tigation,  the  Commission 
will  be  concerned  with,  among  other 
things,    the  efTect.'-   of   import.';   of  such 


articles  on  domestic  producers  and  pro- 
ce.>=sors  of  live  cattle  and  products  there- 
of fit  for  human  consumption.  The 
ConxmLssion  Invites  the  submission  of 
information  on  the  product  characteris- 
tics of  foreign  anci  domestic  articles; 
the  characteristics  of  the  domestic  in- 
dustry or  industries  producing  and/or 
processing  such  articles;  U.S.  consump- 
tion; production,  imports,  and  exports; 
inventories  held  in  the  United  States; 
pricing  practices,  price  trends,  and  price 
relationships  between  tlie  imported  and 
domestic  prcxlucts;  trends  of  the  major 
cost  elements  and  profitability  of  oper- 
ations of  producers  and  processors;  and 
the  actions  taken  under  or  in  connec- 
tion with  the  so-called  Meat  Import  Act 
of  1964  (Public  Law  88-482,  approved 
.August  22,  1964  (19  U.S.C.  1202  •  ). 

Public  hearings.  Public  hearings  in 
connection  with  these  investigations  will 
be  held  in  Rapid  City,  S.  Dak.,  begirming 
on  Tuesday,  June  14,  1977,  at  10:00  a.m., 
m.d  t  .  at  the  Rushmore  Plaza  Civic  Cen- 
ter. 444  Mt.  Rushmore  Road  North. 
Rapid  City.  S.  Dak.;  in  Dallas,  Tex.,  be- 
ginning on  Tuesday,  Jime  28,  1977,  at 
10  00  a.m.,  c.d.t.,  in  Room  7A23,  1100 
Commerce  Street,  Dallas,  Tex.;  in  New 
York,  N.Y..  beginning  on  Tuesday,  July 
12,  1977.  at  10:00  a.m.,  e.d.t.,  in  the  audi- 
torium of  the  United  States  Mission  to 
the  United  Nations,  799  U.S.  Plaza,  45th 
Street  and  First  Avenue,  New  York,  N.Y. 
'please  use  45th  Street  entrance!;  and 
m  Kansas  City,  Mo.,  beginning  on  Tues- 
day. July  19,  1977,  at  10:00  a.m..  c.d.t.. 
in  Room  302,  911  Walnut  Street,  Kansas 
City.  Mo.  An  additional  public  hearing 
in  connection  with  the  section  332  in- 
vestigation will  be  held  beginning  on 
Tuesday.  September  20,  1977,  at  10:00 
a.m.,  e.d.t.,  in  the  Hearing  Room,  U.S. 
International  Trade  Commission  Build- 
ing. 701  E  Street  NW.,  Washington,  D.C. 
20436. 

Tlie  Rapid  City,  Dallas,  New  York, 
and  Kansas  City  hearings  will  be  held 
in  conjimction  with  the  Commission's 
investigation  No.  TA-201-25,  being  con- 
ducted under  section  201  (b>  of  the 
Trade  Act  pf  1974  (19  U.S.C.  2251  (bn, 
roncerning'^trre  cattle  and  certain  meat 
product,s  ofVcattle  fit  for  human  con- 
'•umption.  nc^ce  of  which  was  published 
m  the  Feds«\l  Registers  of  April  13, 
1977,  and  May  19.  1977  (42  FR  19389  and 
42  FR  25774.  respectively).  To  the  max- 
imum extent  possible,  witnesses  who  are 
addressing  testimony  to  investigation 
No.  TA-201-25  and  the  criteria  relative 
to  relief  under  section  201(b)  of  the 
Trade  Act  of  1974  are  requested  to  first 
present  their  testimony  with  respect  to 
that  investigation  and  then  give  their 
testimony  with  respect  to  investigation 
No.  332-85. 

Requests  for  appearances  should  be 
filed  with  the  Secretary  of  the  U.S.  In- 
ternational Trade  Commission,  in 
writing,  at  his  office  in  Washington,  D.C, 
not  later  tlian  noon  of  the  fifth  calen- 
dar day  preceding  the  hearing  at  which 
the  appearance  is  requested.  Requests 
should  (a)  Identify  each  witness  by 
name    and    interest    and    (b'     indicate 


whether  the  testimony  relates  to  investi- 
gation No.  TA-201-25  or  No.  332-85  or 
both.  Written  statements  will  be  ac- 
cepted in  lieu  of  or  in  addition  to  oral 
testimony.  Such  statements  should  be 
submitted  at  the  earliest  practicable 
time,  but  in  no  event  later  than  the  clos- 
ing of  the  final  hearing  for  each  investi- 
gation. 

By  order  of  the  Commission. 

Kenneth  R.  Mason, 
Secretary. 
Issued:  June  8.  1977. 

(PR  Doc.77-16729  PUed  6-10-77;8:46  am] 


[337-TA-23) 

CERTAIN   COLOR  TELEVISION 
RECEIVING   SETS 

Proposed  Consent  Order 

Notice  is  hereby  given  tiiat.  li'  Tlie 
Commission  will  consider  the  issuance  of 
the  following  order  in  this  investigation, 
which,  in  substantially  identical  versions, 
has  been  consented  to  by  the  complain- 
ants, GTE  Sylvania,  Inc.  and  Philco  Con- 
sumer Electronics  Corp.,  the  Commis- 
sion investigative  attorney,  and  the  fol- 
lowing ^^respondents :  Tokyo  Shibaura 
Electric  NCo.,  Ltd.;  Toshiba  America, 
Inc.;  Hit^hi,  Ltd.;  Hitchai  Kaden  Han- 
bai  KafeUshiki  Kalsha;  Hitachi  Sales 
CorpTof  America;  Sharp  Corporation; 
Sharp  Electronics  Corporation:  Sanyo 
Electric  Co.,  Ltd.;  Sanyo  Electric.  Inc.; 
and  Sanyo  Electric  Ti-ading  Co.,  Ltd.. 
subject  to  the  Commission's  approval. 

(2)  Any  per.';on  may  comment  upon 
the  terms  of  the  following  proposed 
order,  by  submitting  written  statements 
to  the  Office  of  the  Secretar.-,  US  Inter- 
national Trade  Commission.  701  E  Street. 
N.W.,  Washington,  D.C.  20436.  on  or 
before  June  14,  1977. 

(3)  The  text  of  the  proposed  order  is 
as  follows: 

International  Tr.\de  Commission 
[Investigation  No.  337-TA-23) 

In  the  matter  of  certain  color  television 
receiving  sets. 

Consent  order.  Complainants  GTE  S\ Uanla 
Incorporated  and  Philco  Consumer  Elec- 
tronics Corporation,  having  filed  a  Complaint 
and  Consolidated  Amended  Complaint:   and 

The  United  States  International  Trade 
Commission  ("Commission")  having  in- 
itiated an  investigation  pursuant  to  Notices 
of    Investigation;    and 

The  respondents  having  appeared  and 
denied  the  material  allegations  of  the  Com- 
plaint and  Consolidated  Amended  Com- 
plaint: and 

The  Commission  having  determined  It 
has  jurLsdictlon  of  the  subject  matter  of 
this  proceeding  and  the  Commission  having 
determined  that  the  Consolidated  Amended 
Complaint  states  a  cause  of  action  under 
Section  337  of  the  Tariff  .Act  of  1930.  19 
use.  Section  1337  and  all  acts  amenda- 
tory thereof  and  supplementary  thereto:  and 

Before  the  making  of  any  findings  of 
fact  or  conclusions  of  law.  and  before  the 
hearing  or  adjudication  of  any  Issue  of  fact 
or  law  herein,  and  the  respondents  having 
denied  any  violation  of  Seclton  337  of  the 
Tariff  Act  of  1930,  as  amended,  19  U.S.C. 
Section  1337  ("Section  337").  or  a-s  alleged 
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In  the  Complaint  and  Con.soUdated  Amended 
Complaint,  and  all  of  the  parties  hereto  hav- 
ing consented  to  the  entry  of  this  Consent 
Order: 

It  is  hereby  ordered  that: 

I  (Tariff  Act  of  1930) 

The  Commission  has.  and  respondents 
concede  that  the  Commission  ha.s.  Jurisdic- 
tion of  the  subject  matter  of  this  investiga- 
tion and  over  the  respondents  signatory 
hereto  for  the  purposes  of  Lssuing  and  en- 
forcing this  Consent  Order,  and  the  Pro- 
tective Order  dated  September  17.  1976. 
II  (Settlement  Purposes  Only  > 

This  Consent  Order  is  for  settlement  pur- 
poses onlv  and  does  not  constitute  a  deter- 
mination bv  the  Commi.ssion  or  an  admis- 
Bion  bv  respondents  that  the  law  has  been 
violated  as  alleged  in  the  Complaint  and 
Consolidated  Amended  Complaint  or  Notices 
of  Investigation  or  otherwise 
III  (Definitions* 

As  used  in  this  Consent  Order:  (A)  "Com- 
plainants" shall  mean  GT1E  Sylvania  Incor- 
porated and  Philco  Consumer  Electronics 
Corporation,  and  each  of  tliem. 

(B)  "Responde:its"  shall  mean: 

(1)  Tokyo  Shibaura  Electric  Company. 
Ltd  .  and 

(2)  Toshiba  America.  Inc 

(C)  "Person"  shall  mean  an  luflividual.  or 
any  non-governmental  partnership,  firm, 
association,  corporation  or  other  lepal  or 
business  entity  other  than  the  above  re- 
spondents or  their  majority  owned  and  or 
controlled  subsidiaries,  their  successors  or 
assigns. 

(Dl  "United  SUtes"  piiall  mean  the  fifty 
States,  the  District  of  Coiumbli  and  Ptierto 

Rico.  .    ,, 

(E)  "Color  Television  Becel\-ln{»  Set    snail 

mean  anv  color  tclevis'on  receiving  set  man- 
ufactured in  anv  country  other  than  the 
United  States  for  shipment  or  export  to  the 
United  States  for  resale  in  tho  United  St.ates 
or  for  import  into  the  United  Staes  for  re- 
sale in  the  United  State=:.  Color  televl<=lon 
receiving  s?ts  shaM  include: 

(1)  A  fintshed  color  television  receiving 
set  which  at  the  tinse  of  inrportation  is  fully 
assembled,  whether  or  not  tested  or  paclc- 
aged.  for  distribution  to  the  purchaser  as  a 
color  televi?;ion  receiving  set: 

(2)  A  color  television  receivin;;  r^i  which 
at  the  time  of  Importation  is  not  fully  as- 
sembled, whether  or  not  in  'he  cabinet,  but 
substantially  complete  as  a  finished  coior 
television  receiving  set.  as  defined  in  Sub- 
section ( 1 )  above,  at  least  to  the  point  where 
the  color  picture  tuk)e  is  in  place  as  part  of 
the  set:  and 

(3)  A  kit  which  at  the  time  of  importation 
contains  all  of  the  components  necessary  to 
make  it  a  color  television  receiving  .set  as  de- 
fined In  Subsections  (1)  and  (2)  above. 


IV  (Applicability) 

Tlie  provisions  of  this  Consent  Order  shall 
apply  to  each  respondent  and  to  each  of  its 
officers,  directors,  employees,  controlled 
(whether  by  stock  ownership  or  otherwise) 
and  or  majority  owned  husiness  entitles, 
successors  and  a.ss1ens  and  to  each  of  them, 
and  to  all  other  persons  who  receive  actual 
notice  of  this  Con-sent  Order  by  service  in 
accordance  with  Section  XI  hereof. 

V  (Individual  Conduct  Prohibited) 

A  respondent  shall  not :  n  )  Sell  any  color 
television  receiving  set  or  sets  in  the  United 
States  or  for  shipment  or  export  to  the 
United  States,  for  resale  in  the  United  States 
at  any  price  in  a  predatory  manner  a":  de- 
fined by  United  States  law,  or 


(2)  Give  to  auv  person  a  discount,  allow- 
ance, credit,  rebate,  gratuity,  financing  and 
credit  benefit,  or  any  other  monetary  in- 
ducement to  purchase,  or  other  deduction  or 
term  which  results  directly  or  indirectly  in 
a  reduction  of  the  price  of  a  color  lelevtsion 
receiving  set  sold  in  the  United  State?  or  for 
shipment  or  export  to  the  United  States  for 
resale  in  the  United  States,  for  which  ap- 
propriate descriptive  financial  records  are 
not  maintained  by  respyondent;  or 

(3)  Unlawfully  hinder,  restrict,  limit  or 
prevent  directly  or  through  aj:other.  any 
company  incorporated  in  the  United  States  or 
any  subsidiary  thereof  from  buying  or  seUlng 
color  television  receiving  sets  from  or  to  any 
other  person  in  the  United  States  or  in  Ja- 
pan in  a  manner  which  has  an  effect  on 
United  States  commerce  and  which  Is  in 
connection  with  the  importation  of  color 
television  receiving  sets  Into  the  United 
States  or  the  sale  of  such  Imported  sets  in 
the  United  States  or  for  shipment  or  export 
to  the  United  States  for  resale  in  the  United 
States. 

.A  respondent  in  connection  with  the  Im- 
''ort:itl'-n  of  color  television  receiving  sets 
into  the  United  States  or  for  shipment  or 
export  to  the  United  States  for  resale  in  the 
Uiined  States  shall  not  unlawfully  with  any 
other  »)erson  or  persons.  Inl'inte,  enter  into, 
adhere  lo.  maintain  or  further,  directly  or 
itf<irectlv,  auv  contfjict.  aerreetrient.  combi- 
nation, conspiracv.  i-nderstanding.  plan  or 
program,  for  the  purpose  or  with  the  effect 
r.f- 

I])  RslMns.  lowering,  fixing,  determining, 
establishing.  controHing.  maintaining  or  stai- 
tJi'izlDg  the  price,  price  level,  price  ceillnc. 
uri^e  floor,  net  rricc.  discount,  rebate,  allow- 
ance, mnrk-tjp.  profit  margin,  warranty,  or 
an--  t^rm  or  condition  of  sale  at  which  atvv 
other  person  sells  any  color  television  re- 
ceiving: set  In  the  United  States  or  for  ship- 
ment or  exncrt  to  the  United  States  for  re- 
sile in  Ht;  Unitel  States:  or 

(21  Allocattnc,  dividing,  rotating,  appor- 
ti--'nlur.  assleninrr.  limiting  or  Impoelng  "r 
.ittempti  'g  to  in^pcse  aJiy  limlt.itlons  or  re- 
strictions rcspectini  (a)  the  person  or  per- 
sons to  whom,  or  lb)  the  markets  or  terri- 
■  cries  in  which,  or  (c)  the  volume  at  which 
any  person  mav  sell  color  television  receiv- 
ing sets  in  the  United  States  or  for  shipment 
or  export  to  the  United  States  for  resale  in 
the  United  States:  or 

(3)  Hindering,  restricting,  limiting,  or 
preventing  any  person  from  buvlng  or  selling 
color  tele^'lsion  recelvine  set.s  from  or  to  any 
other  person  In  the  United  States  In  a  man- 
ner which  has  an  e'ect  on  United  States 
commerce. 

VII  (Reporting) 

With  rrspert  to  each  of  the  five  consecu- 
tive fiscal  years  the  first  of  which  begins  In 
1977,  each  respondent  shall  separately  re- 
view, determine  and  report  in  English  under 
oath  to  the  Commission,  on  an  annual  basis, 
the  following:  (1)  total  unit  volume  of  all 
color  television  reccl- In?  sets  sold  in  the 
United  States  or  for  shipment  or  export  to  the 
United  States  for  resale  in  the  United  States, 
(2)  total  unit  volume  In  each  screen  size  for 
such  color  television  receiving  sets.  (3)  ag- 
gregated revenues  for  all  stich  color  televi- 
sion receiving  sets,  (4»  aggregated  revenues 
in  each  screen  siz«  for  such  color  televlston 
receiving  sets.  (5)  total  aggregated  costs  as 
deflne<l  in  Appendix  A  for  such  coior  tele- 
vision receiving  sets,  (6)  total  aggregated 
costs  as  defined  in  Appendix  A  in  each  screen 
size  for  such  color  television  receiving  sets. 
and  1 7)  whether  any  such  color  television 
receiving  set  has  been  sold  for  lesK  than  the 
total  variable  costs  o'.  such  set. 

The  reports  provided  for  herein  shall  con- 
taSn  a  statement   of  the  manner  in  which 


such  review  and  determination  was  con- 
ducted and  the  factors  that  were  considered 
ducted  a.'.d  the  factors  that  were  considered. 
including  the  methods  or  method  of  cost  al- 
location. All  amounts  set  forth  in  such  re- 
parts  shall  be  expressed  in  United^ States  dol- 
lars, with  dlsclostire  of  any  exchange  rate(s) 
used  to  calculate  such  dollar  amounts,  in- 
cluding the  date(S)  on  which  suclt  rat«is> 
were  controlling. 

In  addition,  respondent  shall  provide  a 
statement  of  Its  independent  United  States 
auditor  that  the  independent  United  States 
auditor  has  reviewed  respondent's  records  in 
i-onjvinrtion  with  its  annual  audit  and  that 
the  Independent  United  States  auditor  has 
reviewed  the  report  required  hereby  and  on 
the  b.asis  of  such  annual  audit  does  not  find 
any  lncon.slstency  between  the  data  in  the 
report  and  any  information  which  it  learned 
during  its  annual  audit. 

Such    report.    contAlrUng    the    Information 
provided  for  in  items  (1)  through  (7)  of  the 
frst  paragraph  of  this  Section  VII.  with  the 
dith  of  tlie  respondent  and  the  statement  of 
the  independent  United  States  auditor,  shall 
be   delivered    to    Uie    Commission   not   later 
than  one  hundred  and  fifty  (1^0)  days  after 
the  close  of  each  fiscal  year,  provided,  how- 
ever,   that    a   preliminary    report    containing 
tlie    infornuition    required   under   Items    (1), 
(2),    (3)    and    (4)    of  the  first  paragraph  of 
ihU   Section   VII   shaU   be  deUvered   to   the 
Commission  not  later  tli&n  ninety  i901  days 
after  tlie  close  of  each  fiscal  year.  Further,  a 
stiecial    report    containing    the    infr^rraatlon 
provided  for  in  items  d)  through  (7)  of  the 
first  paragraph  of  this  Section  VII  and  cov- 
ering the  period  from  the  effective  date  of 
this   Coitseut   Order   to   September   30.    19.-, 
slmll  be  filed  with  the  Commission  by  De- 
oember  31.  1977.  However,  the  special  report 
need  not  include  a  sutement  of  tlie  inde- 
pendent United  States  auditor. 

All  such  reporu  delivered  ptirsuant  to  the 
provisions  of  this  Section  shall  be  main- 
tained for  a  period  of  five  ( 5 )  years  after  the 
date  of  such  delivery  but  no  later  than  seven 
(7)    years. 

All  such  reports  sloall  be  deemed  to  be 
proprietary  and  business  confidential  and  no 
iaformation  contained  in  or  obtained  from 
any  such  report  shall  be  divulged  by  any 
representative  of  the  Commission  to  any 
person  other  than  a  duly  autliorlzed  repre- 
sentative of  the  Commission,  except  as  re- 
quired in  the  course  of  a  legal  proceeding  or 
as  otherwise  reqtilred  by  law  upon  reason- 
able written  notice  to  the  respondents. 

In  determining  whether  a  respondent  is 
in  compliance  with  the  provisions  of  Sec- 
tions V  and  VI  hereof,  the  Commission  may 
consider  evidence  that  the  InformaUon  pro- 
vided m  the  reporting  requiremenU  of  this 
Section  VII  is  incomplete  or  inaccurate. 
VIII   (Inspection  and  Compliance) 

(A)  In  determining  whether  there  has 
been  compliance  with  the  prohibitions  of 
this  Consent  Order,  the  Commission  may 
consider  evidence  of  any  material  differences 
between  the  revenues  and  costs  repKJrted 
pursuant  to  the  reporting  requirements  of 
Section  VTI  hereof.  Further,  in  determining 
whether  there  has  been  compliance  with  the 
provisions  of  this  Consent  Order,  the  Com- 
mission may  consider  evidence  of  all  special 
economic  and  competitive  clrcum-stances 
presented  by  any  respondent. 

(B)  For  the  ^irposes  of  securing  compli- 
ance with  this  Consent  Order,  each  respond- 
ent shall  retain  any  and  all  records  made  and 
received  }n  the  usual  and  ordinary  con- 
duct of  its  color  television  receiving  set  busi- 
ness, whether  In  detail  or  m  suShiary  form, 
for  a  period  of  three  (3)  years  from  the  close 
of  the  fiscal  year  to  which  they  pertain,  and 
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in  summary  form  for  a  period  of  seven  (7) 
years  from  the  close  of  the  fiscal  year  to 
which  they  pertain  from  which  the  accuracy 
of  the  statements  and  reports  described  In 
Section  VII  above,  may  be  determined,  pro- 
vided, however,  that  no  such  record  need  be 
retained  for  more  than  two  veArs  from  the 
close  of  the  last  fiscal  year  for  which  a  report 
15-  required. 

(C)  For  the  purpose  of  determining  or  se- 
curing compliance  with  this  Consent  Order, 
and  for  no  other  purposes,  and  stibject  to 
luiy  privilege  recognized  by  federal  courts  of 
the  United  States,  during  the  period  from 
tiling  the  first  report  required  herein  up  to 
and  including  two  years  from  the  close  of 
the  last  fiscal  year  for  which  a  report  is  re- 
quired, duly  authorized  representatives  of 
the  Commission  shall,  upon  reasonable  writ- 
ten notice  by  the  Commission  or  Its  staff,  to 
any  respondent  made,  be  permitted  access  to 
and  the  right  to  Inspect  and  copy  in  said 
respondents  principal  office  during  the  office 
hours  or  said  respondent,  and  In  the  presence 
of  counsel  or  other  representative  If  said  re- 
spondent chooses,  all  books,  ledgers,  ac- 
counts, correspondence,  memoranda,  and 
other  records  and  documents,  both  In  detail 
and  In  summary  form,  In  the  possession  of 
or  under  the  control  of  said  respondent  relat- 
ing to  any  of  the  matters  contained  In  this 
Consent  Order  and  further  shall  have  access 
to  and  the  right  to  Inspect  and  copy  the 
records  of  respondents'  Independent  United 
States  auditors  used  in  reporting  upon  re- 
spondents' reports  required  in  Section  VTI 
hereof, 

(D)  Each  respondent  shall  make  a-.allable 
for  consultation  with  the  duly  aiithorl/ed 
representative  of  the  Commission.  In  the 
presence  of  counsel,  the  Individual  or  In- 
dividuals who  were  responsible  for  the  prepa- 
ration of  the  report  described  in  Section  VII 
hereof  and  or  who  have  knowledge  of  the 
substance  of  the  matters  contained  herein 

(E)  No  Information  obtained  by  the  means 
provided  in  Section  vn  shall  be  divulged 
by  any  representative  of  the  Comnitsstoii  to 
any  person  other  than  a  duly  authorized 
representative  of  the  Commission,  except  a^ 
required  in  the  course  of  legal  proceedings 
to  which  the  Commission  Is  a  party  for  the 
purpose  of  securing  compliance  with  this 
Consent  Order  or  as  otherwise  required  by 
law.  upon  reasonable  written  notice  to  re- 
spondents or  their  United  States  counsel 

IX  (Governmental  Action) 

This  Consent  Order  shall  not  prohibit 
compliance  with  any  order  or  direction  of 
any  govemment.  governmental  body  or 
agency  having  Jurisdiction  over  a  respond- 
ent, provided,  however,  that  such  compliance 
shall  not  constitute  a  defense  to  a  violation 
of  this  Con.sent  Order  except  insofar  as  such 
a  defense  Is  recognized  under  United  States 
law. 

Nothing  contained  in  this  Consent  Order 
shall  be  construed  to  constitute  n,  waiver  of 
any  deferuse  recognized  under  the  laws  of 
the  United  States,  which  a  respondent  may 
have  as  a  result  of  compliance  with  any 
order  or  directive  of  any  government,  gov- 
ernmental body  or  agency  having  Jurisdiction 
over  such  respondent. 

Compliance  by  any  respondent  with  any 
order  or  directive  of  the  Japanese  Gov- 
ernment Issued  in  implementation  of  and 
in  accordance  with  the  provisions  of  the 
agreement  between  the  Government  of  the 
United  States  of  America  and  the  Govern- 
ment of  Japan  relating  to  color  television 
receivers  as  set  forth  In  notes  between  said 
governments  dated  May  20,  1977.  shall  not  be 
a   violation   of   this  Consent   Order 

X   (Enforcement) 

Each  provision  of  this  Consent  Order  shall 
b«    construed    Independently   of    any    other 


provision,  and  compliance  with  any  one  pro- 
vision shall  not  excuse  a  violation  of  any 
other  provision. 

Should  the  Commission  have  reason  to 
believe  that  a  violation  has  occurred,  a  hear- 
ing shall  be  held  upon  notice.  The  issues  at 
the  hearing  shall  be:  (a)  whether  a  violation 
}lhs  occurred  in  fact,  and  (b)  if  so,  a  deter- 
mination of  the  appropi^ate  remedy.  In 
determining  whether  there  has  been  a  viola- 
tion,* the  Commission  may  consider  evidence 
of  any  speclaJ  competitive  or  economic  cir- 
cumstances presented  by  any  respondent  In 
defense  of  the  alleged  violation. 

Nothing  contained  herein  shall  limit  any 
right  of  review  provided  by  law. 

XI  (Service  of  Consent  Order) 

Each  respondent  Is  ordered  and  directed 
to:  (A)  Serve,  within  thirty  (30)  days  after 
the  effective  date  of  this  Consent  Order,  a 
conformed  copy  of  this  Consent  Order  upon 
each  of  Its  re«i>ectlve  ofiBcers,  directore,  man- 
aging agents,  agents,  and  employees  who 
have  any  responsibility  for  the  marketing, 
distribution  or  sale  of  such  respondent's 
color  television  receiving  sets  In  the  United 
States  or  for  shipment  or  export  to  the 
United  State*  for  resale  in  the  United  States; 

(B»  Serve,  within  thirty  (30)  days  after 
the  succession  of  any  of  the  pversons  referred 
to  In  Section  XI(A)  above,  a  conformfrd 
copy  of  this  Consent  Order  upon  each 
successor: 

(Ct  Maintain  such  records  as  will  show  th« 
name,  title  and  address  of  each  such  officer, 
director,  managing  agent,  agent  and  em- 
ployee upon  whom  the  Consent  Order  has 
t>een  served,  as  described  In  Section  XI  (A) 
and  ( B )  above,  together  with  the  date  on 
which  service  was  made:  and 

(D)  The  obligations  set  forth  In  Section 
XI  (B)  and  (C)  above  shall  remain  in  effect 
for  a  i>erlod  of  seven  (7)  years  after  the 
effect Ive  date  of  this  Consent  Order. 

XII  (Effective  Date) 

This  Consent  Order  is  to  become  effective 
ftd  of  the  date  of  its  issuance  by  the  Com- 
mission. Its  provisions  shall  not  apply  to 
color  television  receiving  sets  Imported  and 
sold  by  respondents  prior  to  such  Issuance, 
except  that  such  sets  which  are  Imported 
and  sold  In  the  period  from  the  beginning 
of  the  fiscal  year  beginning  In  1977  but  pHlor 
to  the  Issuance  of  this  Consent  Order  shall 
be  included  for  the  purpose  of  compliance 
with  Items  (3)  and  (5)  of  the  first  para- 
graph of  Section  VII  above. 

Its  provisions  also  shall  not  apply  to  color 
television  receiving  sets  sold  by  a  respondent 
to  a  United  States  customer  for  importation 
Into  the  United  States  prior  to  such  Issu- 
ance, except  such  sets  which  are  delivered 
and  paid  for  in  the  period  from  the  beginning 
of  the  fiscal  year  beginning  In  1977  but 
prior  to  such  Issuance  shall  be  Included  for 
the  purpose  of  compliance  with  items  (3) 
and  (5)  of  the  first  paragraph  of  Section 
VII,  above. 

XIII  (Modification) 

This  Consent  Order  constitutes  a  settle- 
ment arW  resolution  of  Investigation  No. 
337-TA-23  and  the  Comptoint  and  the  Con- 
solidated Amended  Complaint,  and  does  not 
constitute  a  determination  of  any  of  the 
factual  or  legal  issues  raised  In  the  proceed- 
ing or  an  a(}mls5lon  that  any  respondent  has 
engaged  in  the  conduct  prohibited  hereby, 
or  an  admission  that  said  conduct  violates 
Section  337.  Any  of  the  parties  to  this  Con- 
sent Order  may  apply  to  the  Commission  at 
any  time  for  such  further  orders  and  direc- 
tions as  may  be  nece.ssary  or  appropriate  for 
the  constr\ictlon  or  carrying  out  of  this  Con- 


sent Order,  for  the  amendment  or  modifica- 
tion of  any  of  the  provisions  thereof,  or  for 
the  enforcement  or  compliance  therewith. 


Dated: 

By  Order  of  the  Commission, 


Secretary. 


The  above  order  is  consented  to: 
XIII  'Modification) 

This  Consent  Orcier  constitutes  a  set- 
tlement and  resolution  of  Investigation 
No.  337-TA-23  and  the  Complaint  and 
the  Consolidated  Amended  Complaint, 
and  does  not  constitute  a  determination 
of  any  of  the  factual  or  legal  iasues  raised 
in  the  proceeding  or  an  admission  that 
any  respondent  has  engaged  m  the  con- 
duct prohibited  hereby,  or  an  admission 
that  said  conduct  violates  Section  337. 
Any  of  the  parties  to  this  Consent  Order 
may  apfily  to  the  Commission  at  any  time 
for  such  further  orders  and  directions  as 
may  be  necessary  or  appropriate  for  the 
construction  or  carrv'ing  out  of  this  Con- 
sent Order,  for  the  amendment  or  mcxi!- 
ficatlon  of  any  of  the  provision.?  thereof. 
or  for  the  enforcement  or  compliance 
therewith. 

Dated: 

By  Order  of  the  Commission. 

Secretary. 

The  above  order  is  consented  to : 

For  complainants:   Edward   J    Oold- 

steln.    Ctirtis,    Mallet-Prevo.st.    Colt    & 

Mosle, 

For  respondents:  Judge  Rose  Guthrie 

Appendix  A 

This  Appendix  A  is  for  reporting  purposes 
only  and  neither  this  Appendix  A.  nor  any- 
thing set  forth  In  this  Con.sent  Older,  con- 
stitutes a  concession  or  admi.s,sion  by  any 
respondent  regarding  a  standard  of  cost  pur- 
suant to  which  a  finding  of  pr=rlatory  pric- 
ing may  be  made. 

Total  costs  attributable  to  color  television 
recelvliig  sets  for  reporting  purposes  shall  in- 
clude (1)  all  costs  directly  related  to  the 
manufacture,  marketing  and  sale  of  such 
color  television  receiving  set-s,  and  (2)  an 
appropriate  allocation  of  all  costs  incurred 
by  respondents  related  in  part  to  the  manu- 
facture, marketing  and  sale  of  color  television 
receiving  sets  and  related  in  part  to  a  prod- 
uct or  business  other  than  color  television 
receiving  sets,  and  (3)  an  appropriate  allo- 
cation of  all  other  costs  incurred  by  respor.c^ 
ents  that  are  not  related  specifically  xo  any 
product  or  business.  All  costs  and  all  allo- 
cated costs  shall  be  determined  on  the  basis 
of  generally  accepted  United  States  account- 
ing principles  applied  on  a  consistent  basis.' 
It  is  expressly  provided,  however,  that  noth- 
ing contained  herein  shall  require  any  re- 
spondent to  change  its  existing  accounting 
systems  and  methods.  Consistent  with  the 
foregoing,  costs  shall  Include,  but  will  not 
be  limited  to,  the  following: 


'The  "Special  Report"  provided  for  under 
Section  VII  of  this  Consent  Order  shall  be  In 
accordance  with  generally  accepted  United 
States  accounting  principles.  However,  it  will 
not  constitute  non-compliance  with  this 
Consent  Order  If  annual  reports  prepared 
subsequent  to  the  Special  Report  arc  not  pre- 
pared on  a  basis  consistent  with  the  Special 
Report 


FEDERAL    REG1S7E::,    VOL     42,    NO.    >  1 3— MONDAY,    JUNE    13,    1977 


NDTI 


302(io 


1.  Materials  diicUiding  integrated  circuits, 
'r?-nslstors.  diodes,  printed  circuit  board,  re- 
sistors (fixed  and  potentiometers),  capacitors 
(ceramic,  electrolytic,  wound  nlmi.  colls 
and  transiormers.  cathode  ray  tube,  deflec- 
licn  yoke,  cabinet,  tuner,  metal  components, 
plastic  components,  speaker,  and  miscellane- 
ous components) . 

■  2,  Direct  labor  (including  skilled,  semi- 
skilled and  unskilled  production,  technician, 
resting  personnel  and  an  allocation  of  fringe 
benefits  such  as  bonuses  and  incentives,  vaca- 
tions, holidays,  health  care,  pension,  paid 
sick  leave  and  other  time  off.  group  insur- 
ance, employee  welfare,  disability  wage  con- 
tinuation, etc) . 

3,  Factory  indirect  labor  (including  semi- 
skilled, skilled  labor,  technicians,  craftsmen, 
foremen,  and  an  apjiropriate  allocation  of 
fringe  benefits  such  as  referred  to  in  Para- 
graph 2  above) . 

4.  Distribution  costs  outside  the  United 
Slates  1  including  warehousing,  handling, 
transportation  and  Instirance) , 

S>.  Export  expenses  (including  cartage  dray- 
age,  shipping  charge,  and  brokerage  charge). 

6.  Shipping  costs  (Including  ocean  freight. 
Insurance,  duties  and  customs  clearance 
charges) . 

7.  Distribution  costs  in  the  United  States 
(Including  warehousing,  handling,  freight- 
in  and  Insurance) . 

8.  Marketing  and  sales  costs  in  the  United 
States  and  outside  the  United  States  (Includ- 
ing freight-out,  commissions  bonuses/sales 
salaries,  incentives,  cooperative  advertising 
expense,  customer  financing,  warranty,  re- 
bates, sales  administration,  reserve  for  bad 
debts  arising  from  the  sale  of  color  television 
receivers  occurring  on  or  after  the  effective 
date  of  this  Consent  Order,  sales  returns  and 
allowances  and  all  deductions  from  revenues 
not  accounted  on  invoices) . 

9.  Factory  overhead  (including  supplies'" 
expenses,  tooling  and  utility  costs,  occupancy 
costs,  testing 'qc  burn-in.  general  overhead, 
plant  management,  accounting,  personnel, 
quality  control  supervision,  industrial  en- 
gineering, production  engineering,  mainte- 
nance, purchasing/procurement,  inventory 
control,  depreciation,  taxes  other  than  In- 
come taxes,  interest,  product  design,  product 
engineering,  and  royalties). 

10.  General  administrative  costs  lincludlhg 
divisional  and  corporate-wide  expenses  such 
as  home  office  administrative  costs,  interest, 
taxes  other  than  Income  taxes,  research  and 
development,  product  design  and  product 
engineering,  accounting  and  auditing  and  le- 
gal expenses  incurred  in  the  ordinary  course 
of  business,  public  relations  and  adminis- 
trative salaries) , 

By  order  of  the  Commission. 

Issued:  June  10,  1977. 

Kenneth  R  Mason. 
Secretary. 

(PR  Doc  77- '.6960  Filed  6-10-77;  11 :45  am] 


The  Secretary  shall  serve  a  -^opy  of  this 
Order  upon  all  parties  of  record,  and 
shall  pubUsh  it  in  the  FtDER.\L  Register. 

Issued  June  10. 1977. 

MvRON  R.  Renick.  Jud?e. 

Presiding  Officer. 

IFR  Doc. 77-16959  Filed  6-10-77:11:45  nml 


Ilnvesncation   No.   337^T.A-23] 

CERTAIN  COLOR  TELEVISION  RECEIVERS 

Order  Continuing  Hearing 

The  hearing  in  the  above  styled  pro- 
ceeding which  was  noticed  for  June  7, 
1977  i42  FR  24342.  May  13.  1977  >.  and  by 
Order  issued  by  the  Presiding  Officer  on 
June  3.  1977  was  continued  until  June  14, 
1977.  is  hereby  continued  until  10:00  am, 
on  June  23,  1977. 


INTERSTATE   COMMERCE 
COMiMiSSiON 


N o lice  -N o   4  J  ; 


ASSIGNMENT  OF   HEARINGS 

Jt'NE  8,  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument 
r.ppcar  below  and  will  be  published  6nly 
once.  This  list  contains  prospective  as- 
sit,nm.?nts  only  and  does  not  include 
cases  previou---ly  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  OlTicial  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate .steps  to  insure  that  they  are  noti- 
fied of  cancellation  or  postponements  of 
hearings  in  which  they  arc  interested. 

MC  52709  Sub  341.  Ringsby  Truck  Lines.  Inc.. 
now  as.Mcned  July  7.  1977.  at  Seattle,  Wash., 
will  be  held  in  Room  18-li,  Federal  Office 
Bldg  ,  1915  2nd  Avenue, 

MC  142554,  C.s-om  C.trriers,  Inc  .  now  as- 
s'gne.i  Julv  8.  1977,  at  Se.ittle,  Wash.,  will 
be  held  In  Rr-,om  18t4,  FcJ.crsl  Office  Bldg  . 
1915  2nd  A-,enue, 

MC    142(>98     B  A     St.i'^Har.d.    now    assigned 
July  11.  1977,  at  Seattle,  Wash  ,  will  be  held 
Mn   Room    1844.   Federal   Office   Bldg,    1915 
End  Avenue. 

MC  138274  Sub  42,  Shippers  Best  Express, 
Inc.,  now  as.signed  July  14,  1977,  at  Seattle. 
Wash.,  will  be  held  in  Room  1844.  Federal 
Office  Bldg  ,  1915  2nd  Avenue, 

MC  134068  Sub  31.  Kodiak  Refrigerated 
Lines,  Inc..  now  assigned  July  18.  1977.  at 
Seattle.  Wash.,  wUl  be  held  in  Room  1844, 
Federal  Office  Bldg.,  1915  2nd  Avenue. 

MC  140487  Sub  1.  Yellowstone  Trucking,  Inc  . 
now  assigned  July  W.  1977.  at  Seattle, 
Wash.,  will  be  held  lii  Room  1844.  Federal 
Office  Bldg  .1915  2nd; Avenue. 

MC  114632  Stib  86.  Apple  Lines.  Inc  .  and 
MC  135936  Sub  18.  C  «:  K  Transport.  Inc.. 
now  assigned  July  6.  1977.  at  Omaha.  Nebr., 
will  be  held  in  Room  616.  Union  Pacific 
Plaza.  110  N.  14th  Street. 

MC  142239  Sub  3,  Washington  Transportation 
Co..  and  MC  139850  Sub  6.  Four  Star  Trans- 
portation. Inc..  MC  124774  Sub  98.  Midwest 
Refrigerated  Express.  Inc.  &  MC  124774 
Sub  97.  Midwest  Refrigerated  Express.  Inc.. 
now  assigned  July  7.  1977.  at  Omaha.  Nebr., 
win  be  held  In  oom  616.  Union  Pacific 
Plaza.  110  N.  14th  Street. 

MC  133689  Sub  93.  Overland  Express, 'Inc., 
MC  114569  Sub  156.  Shaffer  Trucking.  Inc.. 
and  MC  142431  Sub  2.  Waymar  Transport 
Corp,  now  assigned  JvUy  11.  1977.  at 
Omaha.  Nebr..  will  be  held  in  Room  616. 
Union  Pacific  Plaza,  110  N,  14th  Street. 

MC  136849  Sub  1.  E  «:  H  Distributing  Co. 
Contract  Carrier  Application,  now  assigned 
July  6.  1977.  at  Carson  City.  Nev  ,  will  be 
held  in  Room  302,  Federal  Bldg  ,  705  N. 
Plaza. 


MC  C-7823,  New  England  New  York  Trans- 
port.  Inc.— Investigation    and   Revocation 
of  Certificates,  now  asslg'ied  July  12.  1977, 
at  Boston,  Mass  ,  will  be  held  in  the  5th 
Floor.  150  Causeway. 
MC    142040   Sub    1.   Amber   Delivery   Service, 
Inc  .  now  assigned  July   13.   1977.   at   Bos- 
ton. Mass..  will  be  held  on  the  5th  Floor 
150  Causeway. 
MC  140097  Sub  1.  C.  V.  Transportation,  Inc.. 
now    assigned    July    18,    1^77,    at    Boston. 
"      Mass..  will  be  held  on  the  5th  Floor  Cause- 
way. 
MC    i42263,    Meteghan    Trucking    Ltd..    now 
assigned  July  20.    1977.   at   Boston,   Ma-ss., 
will  be  held  on  the  5th  Floor,  150  Cause- 
wav. 
MC  138627  Sub  15.  Smlthway  Motor  Express. 
Inc..  now  assicned  July   12.   1977.  at   Chi- 
cago. Ill  .   will   be  held   In   Room  349.  230 
S.  Dearborn  Street 
MC    125777   Sub    178.    Jack   Gray   Transport, 
Inc..   now   a.ssigned  July    14,   1977.  at   Chi- 
cago. Ill  .  will  be  held  in  Room  349.  S  Dear- 
born Street 
MC  142304  Sub  1.  OHare  Truck  Service,  Inc., 
now    assigned   July    18.    1977,    at    Chicago. 
Ill  ,  will  be  held  In  Room  349,  S.  Dearborn 
Street. 
MC  43867  (Sub-No.  30) ,  A  Leander  McAlister 

Trucking  Co  .  application  dismissed. 
MC-C-«617,    i4rroir    Carrier    Corp.    et    al    v. 
United    Parcel    Service.    Irw     et    al.,    now 
being  assigned  for  September  27,  1977.  at 
the    Offices    of    the    Interstate    Commerce 
Commission,  Washington,  DC 
MC-C  9649,   J.   L    Stone.   Inc  .  T    E    Mercrr 
Trucking  Co..  and  Mercer  Water  *;  Sewer 
Transportation   Co —Investigation   of   Op- 
erations, now  being  assigiied  September  27, 
1077  (2  days),  at  Dallas,  Tex  ,  in  a  hearing 
room  to  lie  later  designated 
MC  60157  (Sub-No.  24).  C.  A.  White  Truck- 
ing   Company,    MC    119774    (Sub-No.    92 1, 
Eagle  Trucking  Company  and  MC   120257 
(Sub-No.  32  >,  K.  L.  Breeden  &  Sons,  Inc^ 
now  being  assigned  for  Septemlser  29.  1977 
(2  days) .  at  Dallas.  Tex.,  in  a  hearing  room 
to  be  later  designated 
MC   141033    (Sub-No.   19),  Continental  Con- 
tract   Carrier   Corp,    now    being    assigned 
October   3,   1977    d    day),   at  Dallas.  Tex. 
in  a  hearing  room  to  he  later  designated. 
MC  4405  (Sub-No.  547) .  Dealers  Transit.  Inc  . 
now    being    assigned    October    4.    1977     il 
day),   at   Dallas.  Te\  .   in   a   hearing   root'i 
to  be  later  designated. 
MC-F-13002.    Great    Western    Trucking    Cc  . 
Inc. — Purchase      (Portion) — Bray      Lines. 
Inc..   now  being   assigned  October  5.   1977 
(3  days),  at  Dallas.  Tex   In  a  hearing  room 
to  be  later  designatri 
No.  139973  Sub  9.  J.  H.  Ware  TruckUig.  Inc.. 
now    assigned    July    13,    1977,    at    Omaha, 
Nebr..   will   be   held    in    Room   616.    Union 
Pacific  Plaza.  110  N.  14th  Street. 
MC  139379  Sub  2.  Les  Mathre  Trucking,  Inc.. 
now    assigned    Julv    13.    1977.    at    Omaha. 
Nebr..   will   be   held   in   Room   616.   Union 
Pacific  Plaza,  110  N.  14th  Street. 
MC  139379  Sub  1,  Les  Mathre  Trucking,  Inc  . 
MC   134983  Sub  4.  Mid  Continent  Truck- 
ing  Co.,   MC    134755   Sub   86,   Charter   Ex- 
press. Inc  ,  MC  134755  Sub  85,  Charter  Ex- 
press. Inc  ,  MC  134105  Sub   17,   Celeryva'e 
Transport,    Inc.,   MC    124896   Sub    19,   W;!- 
Uamson  Truck  Lines.  Inc..  MC  114569  Sub 
161.   Shaffer   Trucking   Inc.    now   assigned 
July    13,    1977,    at   Omaha,    Nebr..    will    be 
held  in  Room  616.  Union  Pacific  Plaza,  110 
N,  14th  Street. 
MC  95084   Sub   114,  Hove  Truck   Ll*i?,   now 
a.sslgned  July  21,  1977,  at  Chicago,  111  ,  will 
be  held  In  Room  3619,  230  South  Dearborn 
Street. 
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MC  127042  Sub  178,  Hagen,  Inc.,  now  assigned 
July  19,  1977.  at  Chicago,  111.,  will  b«  held 
in  Room  3619,  230  S.  Dearborn  Street. 
MC  MC-FC  75322,  National  Mehl  Tours,  Inc., 
Springfield,  111.,  Transferee  &  Travel  Sys- 
tems. International,  Ltd.,  dba  Vanderbllt 
Better  Tours,  Oak  Brook,  111.,  Transferor, 
now  as.slgned  July  12,  1977,  at  Chicago,  111., 
will  be  held  In  Room  3619.  230  S.  Dearborn 
Street. 

MC  115311  (Sub-196).  J  &  M  Transportation 
Co..  Inc..  now  assigned  July  12.  1977  at  At- 
lanta, Georgia,  will  be  held  in  the  .Ameri- 
can Motor  Hotel.  160  Spring  Street.  N.W. 

MC    103926    (Sub-49).   W.   T.   Mayfield   Sons 
Trucking  Co..  now  assigned  July  18.  1977  at 
Savannah,  Georgia,  will  be  held  in  Confer-  • 
ence  Room  No.   108  Federal  Building.   125 
Bull  Street. 

MC  139005  Sub  3.  James  D.  Hoelzman.  dba 
Scrap  Haulers,  now  assigned  July  14.  19?7. 
at  Chicago.  111.,  will  be  held  in  Room  3619, 
230  S.  Dearborn  Street. 

MC  720  Sub  21,  Bird  Trucking  Co..  Inc..  now 
assigned  July  18.  1977.  at  Chicago.  111.,  will 
be  held  In  Room  369.  230  S.  Dearborn 
Street. 

MC-C-9457.  Clark  Tank  Lines  Co..  Inc..  V. 
Wycoff  Co..  Inc..  now  assigned  July  7,  1977. 
at  Salt  Lake  City.  Utah  will  be  held  In 
Room  314.  Annex  Bldg  .  135  S.  State 
Street. 

MC-C-9458.  W.  S  Hatch  Co  .  V.  Wycoff  Co., 
Inc..  now  assigned  July  7.  1977,  at  Salt  Lake 
City,  Utah,  will  be  held  in  Room  314,  An- 
nex Bldg  .  135  S.  State  Street. 

MC  127042  Sub  177.  Hagen.  Inc..  now  assigned 
July  14.  1977.  at  Chicago.  111.,  will  be  held 
In  Room  3855,  230  S.  Dearborn  St. 

MC  114273  Sub  261,  Crst.  Inc..  now  assigned 
July  18,  1977,  at  Chicago.  111.,  will  be  held 
In  Room  3855.  230  S   Dearborn  St. 

MC  140134  Sub  7.  Caldarulo  Trading  Co..  now 
assigned  July  19.  1977  at  Chicago.  111.,  will 
be  held  in  Room  3855.  S.  Dearborn  Street. 

MC  138420  Sub  14.  Chlzek  Elevator  &  Trans- 
port, Inc  .  now  assigned  July  21.  1977.  at 
Chicago.  111.,  will  be  held  in  Room  3855.  230 
S.  Dearborn  Street. 

MC  48909  Sub  5,  Seymour  Tran.sfer  Lines, 
Inc.,  now  as.signed  July  19.  1977.  at  Madi- 
.son.  Wis  .  will  be  held  in  the  Information 
Conference  Room  125,  U.S.  Forest  Product 
Lab.  North  Walniit  Street 

MC  95876  Sub  194.  Anderson  Trucklng'Serv'- 
Ice.  Inc..  now  assigned  July  25.  1977.  at 
Chicago,  111.,  will  be  held  in  Room  1903. 
Everett  McKinley  Dirk.sen  Bldg..  219  South 
Deajborn  Street. 

MC  4405,  Sub  535,  Dealer.s  Transit.  Inc..  now 
assigned  July  26,  1977.  at  Chicago.  111.,  will 
be  held  In  Room  1903.  Everett  McKinley 
Dirksen  Bldg..  219  S.  Dearborn  St. 

MC  113267  Sub  342,  Central  &  Southern 
Truck  Lines.  Inc  ,  now  assigned  July  28. 
1977.  at  Chicago.  111.,  will  be  held  in  Room 
1903  Everett  McKinley  Dirksen  Bldg  .  219 
South  Dearborn  Street. 

MC  110410  Sub  19.  Benton  Bros.  Film  Express. 
Inc  .  now  assigned  July  19.  1977.  at  Atlanta. 
Ga  .  will  be  held  In  room  SOf.  1252  W. 
Peachtree  Street 

Ab  18  Sub  17.  and  PD  28109.  Chesapeake  & 
Ohio  Railway  Co..  Abandonment  Portion 
GreenBrler  Branch  Between  North  Cald- 
well &  Durbin.  In  GreenBrler  &  Pocahonta.s 
Counties,  West  Va..  now  assigned  July  25. 
1977.  at  Marlinton.  W.  Va..  will  be  held  in 
the  Main  Court  Room,  County  Court 
House. 

MC  13533  Sub  14.  South  Bend  Freight  Lines. 
Inc..  now  assigned  July  19.  1977.  at  Chl- 
catfo.  111.,  will  b«  held  In  Room  1319  Everett 
McKinley  Dirksen  Bldg.  219  South  Dear- 
born Street. 


MC  100666  Sub  333.  Melton  Truck  Lines,  Inc., 
now  assigned  July  20,  1977,  at  Chicago,  111., 
will  be  held  In  Room  1319  Everett  McKin- 
ley Dirksen  Bldg..  219  South  Dearborn. 

MC  123407  Sub  334,  Sawyer  Transport,  Inc.. 
and  MC  136828  Sub  11,  Cook  Transport. 
Inc.  now  assigned  July  21,  1977.  at  Chicago. 
111.,  will  be  held  in  Room  1319  Everett  Mc- 
Kinley Dirksen  Bldg  ,  219  South  Dearborn 
Street. 

MC  139193  Sub  47,  Roberts  &  Oake.  Inc..  and 
MC  139193  Sub  49,  Roberts  &  Oake,  Inc.. 
now  assigned  July  22,  1977,  at  Chicago.  111., 
will  be  held  in  Room  1319  Everett  McKin- 
ley Dirksen  Bldg..  219  South  Dearborn 
Street. 

MC  143555.  Emerson  Deliverv.  Inc..  now  as- 
signed July  27,  1977.  at  Chicago.  111.,  will 
be  held  in  Room  1319  Everett  McKinley 
Dirksen  Bldg..  219  South  Dearborn  Street. 

MC  117940  Sub  190.  Nationwide  Carriers,  Inc.. 
now  assigned  July  25.  1977.  at  ChlcEigo,  111.. 
will  be  held  In  Room  1319  Everett  McKin- 
ley Dirksen  Bldg..  219  S.  Dearborn  Street. 

MC  140033  Sub  19.  Cox  Refrigerated  Express. 
Inc..  now  assigned  July  26,  1977.  at  Chi- 
cago. 111.,  will  be  held  in  Room  1319  Everett 
McKinley  Dirksen  Bldg  .  219  S.  Dearborn 
Street . 

MC-P-12826  and  MC  125433  Sub  69.  F-B 
Truck  Line  Co — Purchase  ( Portion ) -Archer 
Freight  Lines.  Inc..  and  MC-F-12827  and 

MC  57697  Sub  2,  Lester  Smith  Trucking  Inc. 
— Ptirchase  (Portion)  Archer  Freight  Lines. 
Inc..  Now  assigned  July  11.  1977.  at  Salt 
Lake  City.  Utah,  will  be  held  in  Room  341. 
Annex  Bldg..  135  S.  State  Street. 

MC  720  Sub  16.  Bird  Trucking  Co..  Inc..  now 
assigned  July  12.  1977  at  Chicago.  111.,  will 
be  held  in  Room  3855.  230  S.  Dearborn 
Street. 

MC  80430  Sub  158.  Gateway  Transportation 
Co.  Inc.  now  being  assigned  August  23. 
1977  (4  days)  for  continued  hearing  at 
New  Orleans.  Louisiana  and  will  be  held 
in  the  East  Court  Room.  Room  223.  U.S. 
Court  of  Appeals,  600  Camp  Street. 

Robert  L.  Oswald. 
Secretary. 
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FOURTH    SECTION    APPLICATIONS 

FOR    RELIEF 

June  8.  1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  ap- 
plication to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
distant  points. 

Protests  to  tlie  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  General  Rules  of  Practice 
(49  CFR  1100.40'  and  filed  on  or  before 
June  28.  1977. 

FSA  No.  A3312— Joint  Water-Rail 
Container  Rates — Baltic  Shipping  Com- 
pany. Filed  by  Baltic  Shipping  Company. 
I  No.  104  >.  for  itself  and  interested  rail 
carriers.  Rates  on  general  commodities, 
from  railroad  terminals  at  U.S.  Pacific 
Coast  ports,  to  ports  in  the  Middle  East. 
Grounds  for  relief — Water  competition. 
Tariff— Baltic  Shipping.  RO  RO  Inter- 
modal  Freight  Tariff  No.  6.  I.C.C.  No.  6. 
F.M.C.  No.  38.  Rates  are  published  to 
become  efifective  on  July  6.  1977. 


FSA  No.  43373— Beef  or  Cane  Sugar  to 
Waco,  Texas.  Filed  by  Southwestern 
Freight  Bureau.  Agent.  tNo.  B-676),  for 
interested  rail  carriers.  Rates  on  sugar. 
beet  or  cane,  in  carloads,  as  described 
in  the  application,  from  specified  points 
in  Minnesota  and  North  Dakota,  to  Waco. 
Texas.  Grounds  for  relief — Rate  rela- 
tionship and  market  competition.  Tar- 
iff— Supplement  553  to  Southwestern 
FVeight  Bureau,  Agent,  tariff  1-F.  ICC. 
No.  4875.  Rat-es  are  publLshed  to  become 
effective  on  July  13,  1977. 

By  the  Commission. 

Robert  L.  Oswald. 
Secretary. 
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[Notice  No.  177] 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

The  follo'aing  publications  include 
motor  carrier,  wat^r  carrier,  broker,  and 
freight  forwarder  transfer  application.^ 
filed  under  Section  212ib>.  206<ai.  211. 
312ib).  and  410(g>  of  the  Literstate 
Commerce  Act. 

Each  application  (except  as  otherwise 
specifically  noted"  contains  a  statement 
by  applicants  that  there  will  be  no  sig- 
nificant effect  on  the  quality  of  the 
human  environment  resulting  from  ap- 
proval of  the  application. 

Protests  against  approval  of  the  appli- 
cation, which  may  include  a  request  for 
oral  hearing,  must  be  filed  with  the  Com- 
mission on  or  before  July  13.  1977.  Fail- 
ure seasonably  to  file  a  protest  will  be 
construed  as  a  waiver  of  opposition  and 
participation  m  the  proceeding.  A  protest 
must  be  served  upon  applicants'  repre- 
sentative(s» ,  or  applicants  (if  no  such 
representative  is  named  > .  and  the  pro- 
testant  must  certify  that  such  service  has 
been  made. 

Unless  otherwise  specified,  the  signed 
original  and  six  copies  of  the  protest 
shall  be  filed  with  the  Commission.  All 
protests  must  specify  with  particularity 
the  factual  basis,  and  the  section  of  the 
Act.  or  the  applicable  rule  governmg  the 
proposed  transfer  which  protestant  be- 
lieves would  preclude  approval  of  the 
application.  If  the  protest  contains  a 
request  for  oral  hearing,  the  request  shall 
be  supported  by  an  explanation  as  to  why 
the  endence  sought  to  be  presented  can- 
not reasonably  be  submitted  through  the 
use  of  affidavits. 

The  operating  rights  set  forth  below 
are  in  synopses  form,  but  are  deemed 
sufficient  to  place  interested  persons  on 
notice  of  the  proposed  transfer. 

No.  MC-FC-77091.  filed  April  19.  1977. 
Transferee:  LENERTZ  INC..  411  Nortii- 
western  National  Bank  Bldg..  St  Paul. 
Minn.  55101.  Transferor:  Dakota  Ex- 
press. Inc.,  550  E.  5th  St.  So  .  South  St. 
Paul,  Minn.  55075.  Apphcanfs  represen- 
tative: Andrew  R  Clark,  attorney  at  law 
1000  First  National  Bank  Building. 
Minneapolis,  Minn.  54402.  Authority 
sought  for  purchase  by  transferee  of  that 
portion  of  the  operating  rights  of  trans - 
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feror,  set  forth  in  Certificates  Nos.  MC 
83217  (Sub-No.  21>.  MC  83217  (Sub-No. 
26'.  MC  83217  (Sub-No.  30'.  MC  83217 
(Sub-No.  41),  MC  83217   (Sub-No.  51), 
\     MC  83217  (Sub-No.  55) ,  and  a  portion  of 
MC  83217   (Sub-No.  36).  issued  July  7. 
1967.    May    3.    1968.    January    22.    1968, 
August  24,   1976,  May   16.  1972.  July  5. 
1972.  and  April  28.  1970.  respectively,  as 
follows:  Meats,  meat  products,  and  meat 
by-products,  and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec- 
tions A  and  C  of  Appendix  I  to  the  report 
in  Descriptions  in  Motor  Carrier  Certifi- 
cates. 61  M.C.C.  209  and  766  except  hides. 
skins  and  pieces  thereof,  from  specified 
plantsites  in  Adams  County,  Neb  .  and  at 
Waterloo.     Estherville.    and    Ottumwa. 
Iowa:  MadLson  and  Sioux  Falls,  S  Dak.; 
Fort  Dodge  and  Algona,  Iowa:   Hosper. 
Iowa;  Fremont  and  Scottsbluff.  Neb.  and 
Austin,  Minn.,  to  points  in  Iowa.  Minne- 
sota.    North     Ehikota.     South     Dakota. 
Illinois.  Delaware.  Connecticut.  Kansas. 
Maine.    Maryland.    Massachusetts.   Mis- 
souri.  Nebraska.   New   Hampshire.   New 
Jersey.  New  York.  Pennsylvania.  Rhode 
Island.    Vermont.    Virginia    and    West 
Virginia:  dairy  products,  from  Waterloo. 
Iowa,   to  points  in  North  Dakota:    and 
foodstuffs,  except  frozen  and  dair>-  prod- 
ucts, from  Duluth.  Minn.,  to  points  in 
Iowa.    AlUance.   Nebr..   points   m   a   de- 
scribed area  in  Nebraska,  and  points  In 
South     Dakota.     Transferee     presently 
holds  temporary  authority  under  Section 
210a(a(  of  the  Act.  Application  has  not 
been  filed  for  temporary'  authority  mider 
Section  210a(b). 

No    MC-FC-77099.  filed  June  2.  1977 
Transferee:  ALL  FREIGHT  DISTRIBU- 
TION CO..  INC..  340  W.  North  Ave  .  Bal- 
tuiiore.  Md.  21217.  Transferor:  Thomas 
Franklin   Hidey,   Jr.,  doing  business   as 
Hidey's    Transfer    &    Express,     740    N. 
Pulaski  St..  Baltimore.  Md.  21217.  Appli- 
cant's     representatives:       Maxwell      A. 
Howell,  attorney  for  transferee,  HOG  In- 
vestment   Building.    1511    K    St.,    NW.. 
Washington.  D.C.  20005,  James  Mudgctt. 
attorney   for   transferor.    6325   Windsor 
Mill    Road.    Baltmiore.    Md.    21207.    Au- 
thority sought  for  puiThase  by  transferee 
of  the  operating  rights  of  transferor,  set 
forth  in  Certificate  No   MC  62978.  i.ssued 
July  15,  1955.  as  follows:  General  com- 
modities, except  those  of  unusual  value, 
livestock,  liquor,  high  explosives,  house- 
hold goods,  commodities  in  bulk,  com- 
modities requiring  refrigeration  or  spe- 
cial equipment,  and   those  injurious  or 
contaminating  to  other  lading,  between 
Baltimore.   Md.   and   Washington.   D.C. 
over  U.S.  Highway  1.  serving  the  inter- 
mediate  points   of   Hyattsville  and   Mt. 
Rainier.   Md..   and  the  off-rout«  points 
of  Chevy  Chase  and  Silver  Spring.  Md.; 
roofing  materials  and  uncrated  furniture, 
between  Baltimore.  Md..  on  the  one  hand, 
and,   on   the   other,   points   in   Fairfax. 
Prince    William.    Stafford,    and    Spot- 
sylvania Counties.  Va..  and  that  part  of 
Pennsylvania  south  of  a  line  extending 
from   Warfordsburg.   Pa  ,   through   Mc- 
Connellsburg.  Harrisburg.  and  Lancaster. 
Pa  .  to  Oxford.  Pa  :  and  advertising  dis- 
plays, between  Baltimore,  Md  ,  on  the  one 


hand,  and,  on  the  other,  Philadelphia, 
Pa.  Transferee  presently  hold  no  au- 
thoritv  from  this  Commission.  Applica- 
tion has  not  been  filed  for  temporary  au- 
thority under  Section  210a(bi  of  the  Act. 

No  MC-FC-77139.  filed  May  20.  1977. 
Ti-ansferee:  JOHN  F.  DONEGAN.  JR  . 
a  corporation,  doing  business  as  JAMES 
E.  LARKIN  INCORPORATED.  803 
Watertown  Street.  W.  Newton.  Massa- 
chusetts 02165.  Transferor:  James  E. 
Larkin.  110  Walnut  Street.  Brookline. 
Massachusetts  02146.  Apphcanfs  repre- 
sentative: John  F.  Donegan.  Jr..  Presi- 
dent, 803  Watertown  Street,  W.  Newton, 
Massachusetts  02165.  Authority  sought 
for  purchase  by  transferee  of  the  operat- 
ing rights  of  transferor  as  set  forth  in 
Certificate  No.  MC  24369,  issued  Sep- 
tember 3,  1940.  as  follows:  Household 
goods  between  Boston.  Mass.  and  points 
and  places  m  Massachusetts  within  12 
miles  of  Boston,  on  the  one  hand.  and. 
on  the  other,  points  in  Massachusetts. 
New  Hampshire.  Rhode  Island,  Connect- 
icut, and  New  York  traversing  Vermont 
for  operating  convenience  only.  Applica- 
tion has  not  been  filed  for  temporary 
authority  under  Section  210a(b).  and 
transferee  presently  holds  no  authority 
from  this  Commission. 

No.  MC-FC-77140.  filed  May  20.  1977. 
Trai-Lsferee:  EDWARD  J  OSTERMAN. 
doing  business  as  LOST  TRAIL  STAGES. 
Salmon.  Idaho  83467.  Traiisferor:  Mike 
Mitchell,  doing  business  as  Lost  Trail 
Stages.  Box  452.  Salmon,  Idalio  83467. 
Apphcanfs  representative:  Edward  J 
Osterman.  Box  1712.  Salmon.  Idaho 
83467.  Authority  sought  for  purchase  by 
trarisferee  of  the  opei-ating  rights  of 
transferor  as  set  forth  in  Certificate  No. 
113730  (Sub-No.  1'.  issued  November  17. 
1971.  as  follows:  Passengers  and  their 
baggage  with  express,  mail,  and  news- 
papei-s  in  the  same  vehicle  o\er  a  spec- 
ified regular  route  between  Salmon. 
Idaho  and  Darby.  Montana  serving  all 
intermediate  points.  Transferee  presently 
holds  no  authority  from  this  Commis- 
sion; application  has  not  been  filed  for 
temporarv  authority  under  Section  210a 
(b). 

No.  MC-FC-77149.  filed  May  25.  1977. 
Transferee:  P  &  G  TRANSPORT.  INC.. 
14066  Garfield  Ave..  Paramount.  Cal. 
90723.  Transferor:  Snyder  Ti-ansfer  Co.. 
Inc..  16228  Skagway  St.,  'Whittier.  Cal. 
90603.  Applicant's  representative:  Fred 
H.  Mackensen,  9454  Wilshire  Blvd..  Suite 
400,  Beverly  Hills.  Cal.  90212.  Authority 
sought  for  purchase  by  transferee  of  the 
operating  rights  of  transferor,  as  set 
forth  in  Certificates  No.  MC  95838  and 
Sub-1,  issued  October  24.  1949  and  July 
2.  1952  respectively,  and  Certificate  of 
Registration  No.  MC  95838  Sub-3  issued 
April  23,  1964,  as  follows:  Household 
goods  as  defined  in  practices  of  Motor 
Common  Carriers  of  Household  Goods. 
17  M.C.C.  467.  and  7ieu;  furniture,  over 
irregular  routes,  between  Los  Angeles 
Harbor  and  Long  Beach.  Calif.,  on  the 
one  hand.  and.  on  the  other.  Beverly 
Hills.  Glendale,  and  Los  Angeles,  Calif. 
Electric  storage   batteries,  and   battery 


cables,  over  Irregular  routes,  from  Los 
Angeles.  Calif.,  to  the  ports  of  entry  of 
Wilmington.  Oakland  and  San  Francisco. 
Calif,  with  restrictions.  Also  general  com- 
modities between  points  in  the  described 
California  territory.  Transferee  presently 
holds  no  authority  from  this  Commis- 
sion. Application  has  not  been  filed  for 
temporarj'  authority  under  Section  210a 
(bK 

No.  MC-FC-77150.  filed  May  27.  1977. 
Transferee:  ASSEMBLY  &  DISTRIBU- 
TION TERMINALS  OF  MASS..  INC..  90 
Western  Avenue.  Allston.  Massachusetts 
02134  Transferor:  Tians  Services.  Inc., 
20  Brewster  Road.  West  Springfield. 
Mass.  01080.  Applicant's  representative: 
James  E.  Mahoney,  84  State  Street.  Bos- 
ton. Mass.  02109.  David  M.  Marshall.  135 
State  Street.  Springfield.  Mass.  01080. 
Frank  J  Weiner.  15  Court  Square.  Bos- 
ton Mass.  02108.  Authority  sought  for 
the  purchase  by  the  Transferee  of  the 
operating  rights  set  forth  in  Certificate 
of  Registration  No.  MC  120166  (Sub-No. 
D  Issued  October  26,  1972.  to  the  trans- 
feror as  follows:  Property  in  containers 
and  bundles,  bales  and  boxes  and  manu- 
factured products;  within  150  miles  of 
Town  Hall.  Huntington,  Mass.  Applica- 
tion has  been  filed  for  temporary  author- 
ity under  Section  210a(b)  of  the  Act. 
TYansferee  presently  holds  no  authority 
from  this  Commission. 

No      MC-PC-77151,     filed     May     26, 
1977    Transferee:    THOMAS  MOLDEN- 
HAtn^.  R  R  No.  1,  Wilson.  Wise.  54027. 
Transferor:  Irvin  Wentlandt.  R.R.  No.  2. 
Spring  Valley.  Wise.  Applicant's  repre- 
sentative: F  H  Kroeger.  1745  University 
Ave..    St.    Paul.    Mn.    55104.    Authority 
sought  for  purchase  by  transferee  of  the 
operating   rights   of   transferor,   as   set 
forth  in  Certificate  No.  MC  63236.  issued 
March  11.  1957.  as  follows:  Livestock  and 
afrricnltural  connnodities.  from  points  in 
the   Towns   of   Rock   Elm.    and   Spring 
Lake.  Pierce  County.  Wis.,  in  the  Town  of 
Cady.  St.  Croix  County.  Wis.,  and  in  the 
Towns    of    Lucas,    and    Weston.    Dunn 
County.  Wis.,  to  St.  Paul.  South  St  Paul. 
Minneapolis,  and  Stillwater.  Minn,  with 
no  transportation  for  compensation  on 
return  except  as  otherwise  authorized. 
General  connnodities.  except  those  of  un- 
usual value.  Class  A  and  B  explosives, 
household  goods  as  defined  by  the  Com- 
mission, commodities  in  bulk,  commodi- 
ties   requiring    special    eauipment.    and 
those    injurious    or    contaminating    to 
other  lading.  From  St.  Paul.  South  St. 
Paul.  Minneapolis,  and  Stillwater  Minn  . 
to  points  in  the  above-specified  Wiscon- 
sin  Town,   not    includine   the   incorpo- 
rated village  of  Elmwood.  Wi";..  with  no 
transportation  for  compensation  or  re- 
turn   except    as    otherwise    authorized. 
Livestock  between  points  in  the  Towns 
of  Rock  Elm.  Spring  Lake,  and  Oilman. 
Pierce   County.    Wis.,    in    the   Town    of 
Cadv.  St.  Croix  County.  Wis.,  and  in  the 
Towns    of    Lucas,    and    Weston.    Dunn 
Countv.  Wis.,  on  the  one  hand.  and.  on 
the  other.  South  St.  Paul.  Minn.  Ti'ans- 
feree  presently  holds  no  authority  from 
this   Commission.    Application   has   not 
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been  med  lor  temporary  authority  under 
Section  210aibi . 

No.  MC-FC-77156.  filed  June  3.  1977. 
Transferee:  Fairfield  Trucking.  Inc.. 
Route  5,  Box  480,  P;ne  Bluff,  Jefferson 
County,  Ark,  71601,  Tran.sferor:  C,  N. 
Fikes,  doing  bu-sine^-^  a.-;  Fikes  Trucking 
Company.  514  South  Maple  St,.  Pine 
Bluff,  Jefferson  County,  Ark.  71601.  Ap- 
plicant's representative;  Loui.s  Ta^lo^v- 
ski,  attorney  at  law,  914  Pyramid  Life 
Bldg.,  Little  Rock,  Ark.  72201.  Authority 
soucit  for  purcha.se  by  transferee  of  the 
operating  rights  of  transferor  set  forth 
in  Certificate  No.  MC  100597,  issued  Jan- 
uary 31,  1952,  as  follows:  Finishes!  and 
rough  lumber,  roofing,  lath,  and  brick, 
in  truckloads.  from  Arkadelphia,  Benton. 
Carthage,  Hot  Springs,  Lonsdale.  Mal- 
vern, Manning,  Pine  Bluff,  Sheridan,  and 
Woodson.  Ark.,  to  points  in  Ml.s.souri  on 
and  south  of  U.S.  Highway  66.  and  those 
in  Oklahoma  on  and  east  of  U.S.  High- 
way 81.  Transferee  presently  holds  no 
authority  from  this  Commission.  Appli- 
cation has  not  been  filed  for  temporary 
authority  under  Section  210aib>. 

Robert  L.  Oswald, 
Secretary. 

[PR  Doc,77-16738  Filed  6-10-77:8:45  am) 


'.\3  !4  'Silb-No   2<  > 

NORTHWESTERN    PACIFIC 
RAILROAD   CO. 

Abandonment    Between    Detour    and    San 
Rafael  m  Marin  County,  California 

May  31.  1977. 
The  Interstate  Commerce  Commission 
hereby  gives  notice  that  comments  re- 
ceiver' in  response  to  the  environmental 
threshold  assessment  survey  'TAS'  in 
Liie  above-entiiled  proceeding  have  not 
I  aused  the  Commission's  Section  of  En- 
ergy and  Environment  to  modify  its  pre- 
vious conclusion  that  thL<;  proceeding 
does  not  represent  a  major  Federal  ac- 
tion significantly  affecting  the  quality 


of  the  human  environment  within  the 
meaning  of  the  National  Environmental 
Policy  Act  of  1969.  42  U.SC.  4321  et  seq. 
'  Said  comments  have  been  responded 
to  in  an  addendum  to  the  TAS  which  is 
available  upon  request  to  the  OflSce  of 
Proceeding,  Interstate  Commerce  Com- 
mission, Washingtx)n,  D.C.  20423,  tele- 
phone 202-275-7011. 

Robert  L.  Oswald. 
Secretary. 

im  Doc.77-16734  Filed  6-10-77:8:45  am] 


(.^B    12    (Sub-No    39)  1 

SOUTHERN    PACIFIC   TRANSPORTATION 
CO 

Abandonment  Between  Concord  and 
Dougherty,  in  Contra  Costa  and  Ala- 
meda Counties,  California 

M.'W   31,   1977. 

The  Interstate  Commerce  Commission 
hereby  gives  notice  that  its  Section  of 
Energy  and  Environment  has  concluded 
that  the  pro>posed  abandonment  by  the 
Southern  Pacific  Transportation  Com- 
piuiy  of  its  line  between  Concord  and 
Daugherty,  a  distance  of  19.5  miles,  in 
Contra  Costa  and  Alameda  Counties, 
Calif,,  if  approved  by  the  Commission, 
does  not  constitute  a  major  Federal 
action  significantly  affecting  the  quality 
of  the  human  environment  within  the 
meaning  of  the  National  Environmental 
Policy  Act  of  1969  ^NEPA),  42  U.S.C. 
4321,  et  seq,.  and  that  preparation  of  a 
detailed  environmental  impact  state- 
ment will  not  be  required  under  section 
433212)  iC>  of  theNEPA. 

It  was  concluded,  among  other  things, 
that  traffic  from  the  line  would  be 
diverted  to  motor  carriers  resulting  in 
degradation  of  air  quality  and  increases 
m  energy  consumption.  Congestion  prob- 
lems on  major  arterials  could  be  ex- 
acerbated during  peak  commuter  hours. 
However,  in  light  of  the  close  proximity 
of  alternative  rail  service  and  declining 
traffic  volumes,  the  overall  impact  would 


not  be  significant.  Although  abandon- 
ment would  affect  industrial  develop- 
ment of  the  Bishop  Ranch  property  by 
reducing  the  diversity  of  industries  which 
would  locate  there,  full  developm.ent 
should  not  be  precluded.  Alternative 
transportation  is  available  in  the  area 
and  the  industries  which  have  tradi- 
tionally located  in  the  region  are  not 
heavy  rail  users,  Con';equent!y.  the 
action  is  not  expected  to  iiave  a  serious 
adverse  impact  on  community  develop- 
ment. 

A  determination  has  been  made  that 
the  right-of-way  would  be  suitable  for 
pubhc  use.  Several  governmental  agen- 
cies have  expressed  interest  in  acquiring 
the  right-of-way  for  a  variety  of  public 
purposes;  including,  recreational  trails, 
utility  corridor,  mass  transit  purposes 
and  continued  rail  corridor. 

This  conclusion  is  contained  m  a  staff- 
prepared  environmental  threshold 
assessment  survey,  which  is  available  on 
request  to  the  Interstate  Commerce 
Commission,  Ofiice  of  Proceedings. 
■Washington,  D,C  20423,  telephone  202- 
275-7011. 

Interested  persons  may  comment  on 
this  matter  by  filing  their  statements  in 
writing  with  the  Interstate  Commerce 
Commission.  Washington.  DC,  2042:3,  on 
or  before  July  13,  1977, 

It  should  be  emphasized  that  the 
environmental  threshold  assessment  sur- 
vey represents  an  evaluation  of  the 
environmental  issues  m  the  proceeding 
and  does  not  purport  to  resolve  the  i.ssue 
of  whether  the  present  or  future  public 
convenience  and  necessity  permit  dis- 
continuance of  the  line  proposed  for 
abandonment.  Consequently,  comm.ents 
on  the  environmental  study  should  be 
limited  to  discussion  of  the  presence  or 
absence  of  envu-onmental  impacts  and 
reasonable  alternatives. 

Robert  L.  Oswald. 

Secretary. 

[FR  Doc, 77-16736  Piled  &-ia-77;8:45  am] 
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AGENCY   HOLDING    THE   MEETING: 

Civil  Aeronautics  Board, 

Notice    of    Deletion    or     Item    From 
June  7,  1977  Meeting  Agenda 

Reinsed  Agenda 

TIME  AND  DATE:  10  am,,  June  7,  1977, 

PLACE:  Room  1027,  1825  Connecticut 
Avenue  NW,,  Washington,  DC,  20428. 

SUBJECT:  Hi  Docket  29139.  EDR-296 
Reexamination  of  the  Board's  Policies 
concerning  Deliberate  Overbooking  and 
Oversales. 

STATUS:  Open. 

PERSON  TO  CONTACT:  Phyllis  T.  Kay- 

lor,  The  Secretary,  202-673-5068. 

SUPPLEMENTARY       INFORMATION: 

Item  1  on  the  revised  agenda  announced 
for  the  June  7.  1977  Board  meeting  was 
"Docket  27891,  EDR-301.  Advance  Notice 
of  Proposed  Rulemaking  to  amend  Part 
234  to  establish  mandatory  on-time  ar- 
rival standards  for  certificated  route  air 
carriers  (petition  for  rulemaking  insti- 
tuted by  Aviation  Consumer  Action 
Project*  ". 

At  the  June  7.  1977  Board  meeting,  it 
was  noted  that  Vice  Chairman  Richard 
J.  O'Melia  had  expressed  his  interest  in 
that  item.  However.  'Vice  Chairman 
O'Melia  is  participating  in  the  U.S. -U.K. 
bilateral  negotiations  in  London,  was  not 
able  to  return  to  the  Board  for  the  June 
7,  1977,  meeting.  This  item  will  be  re- 
scheduled in  the  near  future  at  a  time 
which  permits  the  attendance  of  Vice 
Chairman  Richard  J,  O'Melia,  The  fol- 
lowing Members  voted  that  agency  busi- 
ness required  that  this  item  be  deleted 
from  the  June  7.  1977,  agenda  and  that 
no  earlier  announcement  of  the  change 
was  possible: 

Acting  Chairman  Lee  R,  West 
Member  G.  Joseph  Minettl 
Member  R.  Tenney  Johnson 

[S-627-77  Piled  6-14-77:8:45  ami 


TIME  AND  DATE:  10  a.m,,  June  14, 
1977, 

PLACE:  2033  K  Street.  Washington. 
D.C.  5th  Floor  Hearing  Room. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED: 

Proposed  Regulation  1.12.  Maintenance 
of  Minimum  Fmancial  Requirements  by 
FCM's— The  Early  Warning  System. 

CONTACT  PERSON  FOR  MORE  IN- 
FO R\L'^TION: 

Jane  Stuckey,  254-6314. 

[S-626-77  Filed  6-14-77:8:45  am] 


AGENCY  HOLDING  THE  MEETLNG: 
Federal  Deposit  Insurance  Corporation. 

•  FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  42  FR 
29381.  Junes.  1977. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING:  11 
a.m..  June  13. 1977. 

CHANGES  IN  THE  MEETING: 

Notice  is  hereby  given  of  the  addition 
of  a  recommendation  regarding  the 
liquidation  of  assets  acquired  from 
Farmers  Bank  of  the  State  of  Dela- 
ware. Dover.  Delaware  tCase  No. 
42.084).  to  the  agenda  for  considera- 
tion at  the  open  meeting  of  the  Board 
of  Directors  of  the  Federal  Deposit  In- 
surance Corporation. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Alan  R.  Miller.  Executive  Secretary, 
202-389-4446. 

18-030-77  Filed  6-9-77:9:14  ami 


AGENCY  HOLDING  THE  MEETING: 
Commodity  Futures  Trading  Commis- 
sion. 


AGENCY  HOLDING  THE  MEETING: 
Federal  Power  Commission. 

'FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  (42  FR 
29139  changes  pub.  6-7-77,  6-9-77,  and 
6-10-77*. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  MEETING:  June  9.  1977. 
2  p.m. 

CHANGE  IN  THE  MEETING: 

Addition  of  Item  P-9.  Docket  No. 
ER76-709.  Cincinnati  Gas  &  Electric 
Company.  P-10.  Project  No,  2709, 
Monongahela  Power  Company.  G-19, 
Docket  No.  RP77-101,  Columbia  Gas 
Transmission  Corporation.  G-20, 
Docket  No.  CI76-743,  Ladd  Petroleum 


Corporation.  G-21.  Docket  No.  RP75- 
79.  Lehigh  Portland  Cement  Company 
Complainant  v.  Florida  Gas  Trans- 
mission Company  Respondent. 

Kenneth  F.  Plumb. 

Secretary. 

IS-632-77  Filed  6-9-77:11:13  am] 


AGENCY    HOLDING    THE   M:EETING: 
Postal  Rate  Commission. 

TIME  AND  DATE:   9:30  a.m..  Wednes- 
day, June  15,  1977, 

PLACE:   Conference  Room,  Room  500. 
2000  L  Street  NW.,  Washington,  D.C. 

STATUS:  Closed. 

MATTERS  TO  BE  CONSroERED: 

1.  Draft  of  Tentative  Opinion  and 
Recommended  Decision  Concerning  Spe- 
cial Rate  Fourth-Class  Mail's  "Incidental 
announcements  of  books  and  forms  to  be 
used  in  ordering  books",  Docket  No. 
MC76-4. 

2.  Draft  of  Tentative  Opinion  and 
Recommended  Decision  Concerning  the 
question  whether  barcoded  return  mail 
should  receive  a  one-cent  discotmt  from 
regular  first-class  mail  rates.  Docket  No. 
MC76-1. 

(Authority    to    conduct    closed    meeting;    5 
U.S.C.  552  b(c)  (10).) 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION : 

Ned  Callan,  Information  Officer,  Postal 
Rate  Commission,  Room  500,  2000  L 
Street  NW.,  Washington.  D.C.  20268. 
Telephone:  (202)  254-5614. 

[3-631-77  Piled  6-9-77:11:13  am) 


AGENCY  HOLDING  THE  MEETING: 
Renegotiation  Board. 

"FEDERAL  REGISTER"  CITATION 
OF  PREVIOUS  ANNOUNCEMENT:  i2 
FR  29382.  Junes.  1977. 

PREVIOUSLY  ANNOUNCED  DATE 
AND  TIME  OF  MEETING:  Tuesday. 
June  14,  1977,  10  am. 

CHANGES  IN  MEETING:  Cancelled. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION : 

Kelvin  H.  Dickinson,  Assistant  General 
Counsel-Secretary.  2000  M  Street  NW., 
Washington,  D.C.  20446.  (202-254- 
8277.) 

Dated:  Junes,  1977. 

Goodwin  Chase. 
Chairman. 

[S  628-77  Filed  6- 14-77;8:45  am] 
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AGENCY    HOLDING   THE    MEETINCi 
Renegotiation  Board. 

DATE  AND  TIME:   Monday,  June  20, 
1977,10  a.m. 

PLACE:    Conference   Room.    4th   Floor, 
2000  M  St.  NW..  Washington.  D.C.  20446. 

STATUS:  Open  to  public. 

MATTERS  TO  BE  CONSIDERED: 

1.  Approval  of  Minutes  of  meeting 
held  June  7,  1977.  and  oUier  Board 
meetings,  if  any. 

2.  Application  for  Commercial  Ex- 
emption (List  No.  2994'  : 

(a>  American  Velcro.  Inc..  fiscal  year 
ended  September  30.  1976. 

(bi  Armstrong  Cork  Company,  fiscal 
year  ended  December  31.  1976. 

(CI  Bird  Electronic  Corporation,  fis- 
cal year  ended  September  30,  1976. 

(d>  Analog  Devices.  Inc..  fiscal  year 
ended  October  30.  1976. 

(ei  Lambda  Electronics  Corp..  fi.<;eal 
year  ended  September  30,  1976 

3.  Recommended  Clearance  or  Deter- 
mination   of     E.xcessive    Profits:     Esso 


r 


SUNSHINE    ACT   MEETINGS 

Pi  Uipplnes,  Inc.;  fiscal  year  ended  De- 
( eiiit>er  21,  1973. 

4  Report  of  the  Chairman  Concern- 
ing: (a"'  Budget;  (b)  Personnel  Actions; 
(c)  Reorganization  of  the  Staff;  (d) 
Rulemaking  and  Regulations. 

5.  Approval  of  Agenda  for  meeting  to 
be  held  July  5,  1977. 

6.  Approval  of  agenda  for  other 
meetings. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 
Kelvin  H.  Dickinson,  Assistant  Gen- 
eral Counsel — Secretary,  2000  M 
Street  NW.,  Washington.  D.C.  20446. 
(202-254-8277.) 

Dat^d:  June  8,  1977. 

Goodwin  Chase, 
Chairman. 

IS- 629  77  Piled  6-14-77:8:45  am] 
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AGENCY    HOLDING   THE   MEETING: 
Nuclear  Regulatory  Commission. 
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'•FEDERAL,  REGISTER  CITATION 
OF  PREVIOUS  ANNOUNCEMENT: 
Volume  42,  No.  108,  Page  28968 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING  Fri- 
day, June  10,  1977. 

CHANGES  IN  THE  MEETING: 

9  a.m.^Briefing  on  Export  Licensing 
Study  Group  Report^ — International 
Reach,  of  the  National  Environmental 
Policy  Act  (public  meeting!  i additional 
item)  (approx.  I  hr 

10  a.m. — Joint  NRC-ACRS  Session 
(public  meeting)  <as  previously  an- 
nounced) (approx.  1  hr  I . 

11  a.m. — Discussion  of  Draft  Opinion 
on  West  Germany  (Burgeraktioni  In- 
tervention Petition  ( approx.  1  hr)  (con- 
tinuation of  6-8-77  meeting)  (closed — 
exemptions  9  and  10) . 

Note. — Briefing  on  the  Draft  Procedural 
Rule  for  Export  Licensing  is  po.stponed 

Dated:  June  9,  1977. 

Vv'AI/Itri    MAGEE, 

Chief,  Operations  Branch, 
Office  of  the  Secretary. 

(S-644  77  Filed  6-10-77:9  44  am) 
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DEPARTMENT    OF    HEALTH, 
EDUCATION,  AND  WELFARE 

Office  of  Education 

[45   CFR    Part    197j 

TEACHER   CENTERS    PROGRAM 

Award  of  Grants 

AGENCY :  Office  of  Education.  HEW. 

ACTION :  Proposed  rule. 

SUMMARY:  The  Commissioner  of  Edu- 
cation, with  the  approval  of  the  Secre- 
tary of  Health.  Education,  and  Welfare, 
proposes  to  amend  Title  45  of  the  Code 
of  Federal  Regulations  by  adding  a  new- 
Part  197.  the  Teacher  Centers  Program, 
enacted  by  the  Education  Amendments 
of  1976.  The  amendment  proposes  to  di- 
rect greater  emphasis  toward:  *1)  Ad- 
ditional training  for  teachers  already  in 
service.  <2>  the  schools  as  a  major  focus 
and  locale  of  teacher  training,  and  <3> 
giving  the  schools  and  classroom  teachers 
the  major  responsibility  for  determining 
the  kinds  of  training  needed  by  teachers. 

DATES:  Comments  on  or  before  July  13. 

1977. 

Public  meetings  will  be  held  in  four 
rities.  The  date  and  time  for  each  meet- 
ing follow : 

June  21,    1977,   Atlanta.    Georgia.   6   p  m     to 

9  p  m. 
June   22,    1977,    New    York    City.    6    p.m.    to 

9  p.m. 
June  27,   1977,   San   Franci.sco.   California.   6 

p  m.  to  9  p.m. 
June   29.    1977.    Chicago    Tllinoi.s.   6    pm     to 

9  p  m 

ADDRESSES.  Comments  should  be  ad- 
dre.s.«;ed  to  A.  Bruce  Gaarder.  U.S.  Office 
of  Education.  7th  and  D  Streets,  S.W., 
Room  5652.  Washington,  DC.  20202. 

The  public  meetings  will  be  held  at  the 
following  locations: 

Atlanta.  Georgia,  In  the  Board  Room,  Atlanta 
Public  Schools,  155  Garnett  Street,  SW  . 
30303.  Telephone:  (404)  659-3381. 

New  York  City,  at  the  Auditorium  of  the 
Norman  Thomas  High  School.  Ill  E  33rd 
Street.   10016.  Telephone:    (212)    5.32-8910 

San  Francisco.  California.  In  the  Board 
Room.  San  Francisco  Unified  School  Dis- 
trict. 170  Pell  Street.  94102.  Telephone: 
(415)  565-9305. 

Chicago.  Illinois,  at  DePaul  University  (Cen- 
ter Theater.  2nd  Floor),  25  Jackson  Boule- 
vard (at  Wabash),  60604,  Telephone:  (312) 
321-7B73ext.  212. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Allen  Schmieder.  202-245-9786. 

Atlanta,  Georgia 

Tsaac  Wilder.  OfBce  of  Education,  HEW,  50 
Seventh  Street,  NE,  30323,  Telephone: 
(404)  881-3243. 

New  York  CrrT 

Ward  Sinclair,  Office  of  Education,  HEW. 
Federal  Building,  26  Federal  Plaza,  10007, 
Telephone.  (212)  264-4370. 

San  Francisco,  California 

Robert  Mulligan,  Office  of  Education.  HEW. 
50  United  Nations  Pla^a,  94102.  Telephone: 
1 4! 5)  56«-7369, 


Chicago,  Illinois 

Richard  Nat>or,  Office  of  Education,  HEW,  300 
South  Wacker  Drive,  60606,  Telephone: 
(312)  353-1743. 

SUPPLEMENTARY  INFORMATION : 
The  proposed  rule  sets  forth  criteria  gov- 
erning grant  awards  by  the  Commis- 
sioner of  Education  to  lai  local  educa- 
tional agencies  to  plan,  establish,  and 
operate  teacher  centers,  and  <b>  to  in- 
stitutions of  higher  education  to  operate 
teacher  centers.  The  proposed  regula- 
tions would  apply  to  all  grant  awards 
made  with  funds  appropriated  to  carry 
out  the  "Teacher  Centers  Program,"  sec- 
tion 532  of  Title  V  of  the  Higher  Educa- 
tion Act  of  1965,  as  amended. 

Emphasis  and  purpose.  The  new- 
teacher  centers  program  seems  to  reflect 
shifting  emphases  in  three  aspects  of 
teacher  education:  (a)  Toward  greater 
attention  to  additional  training  for 
teachers  who  are  already  in  the  service, 
1  b  I  toward  recognition  of  the  schools 
themselves  as  a  major  focus  and  locale 
of  teacher  training,  and  (c)  toward  giv- 
ing the  schools — and  particularly  the 
classroom  teachers  in  those  schools — 
major  responsibihty  for  determining  the 
kinds  of  training  and  other  experiences 
needed  by  teachers.  Two  additional  fea- 
tures of  consequence  in  the  new  pro- 
gram are  the  increased  role  of  the  State 
departments  of  education,  especially 
their  right  to  determine  which  applica- 
tions will  be  submitted  to  the  Commis- 
sioner of  Education  for  approval  and 
funding,  and  the  formation  in  each 
center  of  a  teacher  center  policy  board 
responsible  for  the  center's  supervision. 

An  important  purpose  of  the  new  pro- 
gram i.':  to  develop  in  participating  agen- 
cies and  Institutions  the  capacity  to  op- 
erate teacher  centers. 

Resolution  of  issues.  The  proposed  rule 
reflects  an  effort  to  regulate  as  little  as 
possible  and  does  not  focus  the  program 
on  specific  priorities  or  target  areas.  This 
reflects  the  emphasis  of  the  statute  on 
enabling  teachers  to  develop  training  and 
curriculum  activities  responsive  to  their 
own  need.s  at  the  State  and  local  levels. 
Maximum  discretion  is  permitted  to  ap- 
plicants to  propose  project^^hich  will 
be  competitively  judged  on  tHly  basis  of 
quality,  as  measured  by  the  evaluation 
criteria.  Attention  is  called  to  the  follow- 
ing points  where  regulatory  decisions  are 
proposed.  In  each  case  the  reason  for 
the  decision  Is  given. 

(a)  The  statute  authorizes  grants  to 
institutions  of  higher  education  only  J« 
operate  teacher  centers.  (This  contrasts 
with  the  authorization  of  assistance  to 
local  educational  agencies  to  plan,  estab- 
lish and  operate  teacher  centers.)  If  the 
term  "operate"  were  narrowly  construed, 
no  institution  of  higher  education  could 
participate  as  a  grantee  except  those  able 
to  take  over  or  continue  operation  of  an 
existing  center.  This  would  effectively 
exclude  the  great  majority  of  all  institu- 
tions of  higher  education  from  participa- 
tion as  grantees.  However,  the  proposed 
regulations  define  "operate"  more 
broadly  so  as  to  permit  institutions  of 
higher  education  to  initiate  new  teacher 


centers  provided  that  the  centers  are  op- 
erational by  the  end  of  the  grant  period. 

(b)  The  statute  authorizes  the  Com- 
missioner to  use  10  percent  of  the  fund.s 
expended  under  this  part  for  direct 
grants  to  institutions  of  higher  educa- 
tion. The  proposed  regulation  would 
implement  this  provision  by  earmarking 
10  percent  of  the  appropriated  funds  for 
institutions  of  higher  education,  pro- 
vided that  there  are  .sufficient  applica- 
tions of  good  quality  from  institutions  of 
higher  education.  Therefore,  institutions 
of  higher  education  generally  would 
compete  only  against  each  other  for  the 
earmarked  funds. 

<c)  The  limitations  on  allowable 
costs  (§  197.8)  are  propo.sed  m  respon.se 
to  advice  received  from  the  public  Most 
commenters  advised  against  permitting 
Federal  funds  to  be  used  for  payment  of 
released  time  for  teachers  to  facilitate 
their  participation  in  the  teacher  centers 
but  there  was  not  a  consensus  on  this 
point.  The  propo,sed  regulation  generally 
does  not  permit  payment  of  released 
time,  except  that  limited  payments  for 
this  purpose  may  be  approved  in  excep- 
tional cases  where  the  applicant  demon- 
strates a  special  need  for  the.se  payments 
to  carry  out  the  purpases  of  the  project. 

(d)  The  basis  proposed  in  5  197.13  for 
compensating  State  educational  agen- 
cies for  their  services  to  the  program 
responds  to  the  Commissioner's  need  to 
give  State  educational  agencies  guidance 
as  to  what  might  be  expected  in  com- 
pensation. It  also  enables  the  Commis- 
sioner to  know  in  advance  the  approxi- 
mate extent  of  financial  obligation  to 
those  agencies  and  thus  be  certain  that 
the  portion  of  program  funds  reserved 
for  this  compensation  will  suffice.  The 
basis  is  also  meant  to  be  a  fair  and 
reasonable  way  of  apportioning,  among 
approved  centers,  the  funds  reserved  to 
compensate  State  departments  of  educa- 
tion for  providing  technical  assistance 
to  the  centers.  The  amount  currently 
paid  by  the  Office  of  Education  to  field 
readers  of  applications  for  the  services 
noted  in  §  197.13(a)  UK  '2' .  and  '3'  Is 
twenty-five  dollars  per  application. 

(e)  One  issue  concerns  the  application 
submission  process  and  the  .statutory 
provision  that  the  teacher  center  policy 
board  supervise  operation  of  the  teacher 
center.  The  statutory  provision  certainly 
suggests  that  the  board  is  to  have  maxi- 
mum feasible  policy-making  authority 
over  the  center.  However,  to  the  extent 
that  applications  (including  a  plan  of 
operation^  for  Federal  assistance  are 
prepared,  submitted,  and  evaluated  be- 
fore the  teacher  center  policy  board 
has  been  established,  the  policy-making 
role  of  the  board  may  be  lessened.  The 
proposed  regulation  therefore  requires 
that  the  policy  board  be  establi.>hed  in 
advance  and  participate  fully  in  prepar- 
ing the  application  for  assistance  <  §  197.4 
(c) ). 

(f )  The  question  of  the  representative- 
ness of  the  teacher  center  policy  board 
gavelrlse  to  another  Issue;  the  role  of 
teachers'  organizations  in  determining 
membership  on  the  board.  The  regula- 
tion proposes  two  examples  of  equitable 
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proccs.ses  for  selection  of  the  members  of 
the  board.  One  example,  -'negotiation  of 
the  selection  of  the  ixilicy  board  mem- 
bers, in  those  local  educational  agencies 
where  the  teachers  are  organized."  is 
supported  by  a  discussion  in  the  "Con- 
gressional Record"  (H-11700.  September 
29.1976'.  ,     . 

Response  to  notice  of  intent  to  pub- 
lish Tcgulations.  The  notice  of  intent 
to  publish  regulations  for  the  Teacher 
Centers  Program,  which  appeared  in  the 
Federal  Register  on  November  22.  1976, 
elicited  many  valuable  comnients.  Many 
commenters  addressed  all  of  the  issues 
raised  in  the  notice.  On  some  points 
there  was  consensus,  e.g.,  'a*  that  three 
types  of  grants  be  made;  For  planning, 
establishing,  and  operating  centers,  ib* 
that  the  centers  be  allowed  to  serve  not 
only  classrcKim  teachers  but  also  all  other 
categories  of  persons  who  assist  chDdren 
in  the  schools,  (c)  that  "site"  be  defined 
broadly  as  a  place  or  places,  and  <d) 
that  in  all  possible  respects  the  teachers 
themselves — and  their  teacher  center 
policy  board — have  authority  over  all  ac- 
tivities of  the  center.  Most  respondents 
were  opposed  to  the  use  of  Federal 
funds  to  pay  for  relea.sed  time  and  sub- 
.■=titutes  to  facilitate  the  teachers'  par- 
ticipation in  the  centers'  activities  Two 
commenters  wanted  the  centers  to  pay 
teachers  for  their  participation  on 
Saturdays. 

Many  respondents  wanted  most  grants 
to  small,  but  there  was  not  a  consen- 
sus on  this  point.  The  National  Educa- 
tion Association,  for  example,  advised 
that  larger  grants  would  be  more  effec- 
tive. The  proposed  rule  does  not  resnilate 
on  this  point,  leaving  the  question  of 
award  size  to  a  case-by-case  review  of 
individual  applications 

There  was  no  consen.sus  about  cri- 
teria for  the  approval  of  applications 
for  support  of  centers,  ancl  no  con- 
sensus about  evaluation  of  the  effec- 
tiveness of  centers,  or  about  the  role  of 
institutions  of  higher  education  in  the 
teacher  centers  program.  Some  com- 
menters wanted  the  centers'  activities 
to  focus  on  benefits  to  the  schools' 
students;  others  were  openly  opposed  to 
such  a  foctis. 

There  was  no  agreement  about  the 
role  of,. State  educational  agencies  or 
regarding  their  compensation  for  serv- 
ices to  the  teacher  centers. 

Inintation  to  comment.  Interested  per- 
sons are  invited  to  submit  comments, 
suggestions,  and  recommendations  to  be 
considered  prior  to  the  issuance  of  the 
final  rule.  Contments  suggestions,  or 
recommendations  may  be  presented  at 
the  public  meetings  announced  in  this 
issue  of  the  Federal  Register  or  be  sent 
to  the  address  given  at  the  beginning 
of  this*  notice,  or  both.  All  comments 
received  on  or  before  July  13.  1977.  will 
be  considered.  All  comments  submitted 
will  be  available  for  public  inspection 
both  during  and  after  the  comment  pe- 
riod, in  Room  5652.  Regional  Office 
Building  3.  7th  and  D  Streets,  S.W., 
'Washington.  D.C.,  between  8:30  a.m.  and 
4:00  p.m.,  Monday  through  Friday  of 
each  week. 


Authority  Tliis  proposed  rule  is  Is- 
sued under  the  authority  of  section  532 
of  the  Higher  Education  Act  of  1965 
as  enacted  by  section  153' a'  of  Pub.  L. 
94-482  I  20  use.  1119a  ' . 

Note. — The  Office  of  Ediicaiion  has  deter- 
mined that  this  document  does  not  contain 
a  major  proposal  reqtUrUig  preparation  of 
an  Inflation  Impact  Statement  under  Ex- 
ecutive Order  11821  and  OMB  Circular  A-107. 

(Catalog  of  Federal  Domestic  Assistance  No. 
13.416  Teacher  Centers  Program.) 

Dated:  March  9,  1977. 

•William  F.  Pierce. 
Acting  U.S.  Commissioner 
of  Education. 

Approved;  June  8.  1977. 

Joseph  A,  Califano,  Jr., 

Secretary  of  Health,  Education, 
and  Welfar^\ 

It  is  proposed  that  Title  45  of  tiie 
Code  of  Federal  Regulations  be  amended 
by  adding  a  new  Part  197  to  read  as 
follows : 

PART    197 — TEACHER   CENTERS 
PROGRAM 

Sec 

197.1  Scope  and  purpose, 

197.2  Definitions. 

197.3  Elements  of  a  teacher  cent«r. 

197.4  Teacher  center  policy  board. 

197.5  Categories  of  financial  assistance. 

197.6  Distribution  of  funds. 

197.7  Project  duration. 

197.8  Allowable  and  unallowable  costs. 

197.9  Application  requirements. 

197.10  Review  of  applications  by  State  ed- 

ucational agencies. 

197.11  Evaluation  criteria. 

197.12  Right  of  appeal. 

197.13  Compensation  to  State  educational 

agencies. 
AtTTHORiTY:  Sec  532.  Higher  Education  Act 
of  1965.  as  amended.  (20  U.S.C.  1119a) 

§  197.1      Scope  and  purpose. 

(a)  Scope.  a>  This  part  applies  to 
the  award  of  grants  with  funds  appro- 
priated to  carrj-  out  section  532  of  title 
•V  of  the  Higher  Education  Act  of  1965. 
as  amended  by  Pub.  L.  94-482.  which 
authorizes  the  teacher  center  program. 

(20  use.  1119a) 

(2)"  The  award  of  grants  under  this 
part  is  subject  to  applicable  provisions 
contained  in  general  provisions  regula- 
tions of  the  Office  of  Education  i  Parts 
100.  100a  of  this  chapter) .  except  that 
the  criteria  in  §  100a.26ib>  do  not  apply 
to  applications  under  this  part. 

(b)  Purpose.  The  purpose  of  the  teach- 
er center  program  is  to  meet  the  profes- 
sional needs  of  local  teachers  as  defined 
by  tlieir  teacher  center  policy  Iwards, 
by— 

( 1 1  Providing  financial  assistance  to 
local  educational  agencies  for  planning, 
establishing,  and  operating  teaching  cen- 
ters; and 

(2)  Providing  financial  assistance  to 
institutions  of  higher  education  for 
operating  teacher  centers. 

(Implements  Sec.  532.  20  U.S.C.  1119a;  Sen. 
Rep.  94  882.  p.  37  (1976). 


§  1<»7.'2      Dtfinilion-.. 

As  used  in  this  part:  •^■ 

"Act"  means  section  532  of  the  High» 

Education  Act  of  1965.  as  enacted  by  Pub. 

L  94-482 

(Sec.  532.  20  U.S.C  1  n9a ) 

"Area"  means  two  or  more  local  public 
school  districts  but  fewer  than  all  of  the 
local  public  school  districts  of  a  State. 
(Interprets  Sec  532(a)  (2).  20  U.S.C.  1119a(a) 
(2)) 

"Community  "  means  the  school  dis- 
trict or  portion  of  a  district  served  by  a 
single  local  educational  agency. 
(Interprets  Sec.  532(r)(2).  20  U.SC.   1119a 
(a) (2) I 

'•Local  educational  agency"  means  a 
public  board  of  education  or  other  public 
authority  legally  constituted  within  a 
State  for  either  administration  control  or 
direction  of .  or  to  perform  a  service  func- 
tion for.  public  elementary  or  secondary 
schools  in  a  city,  county,  towTiship, 
school  district,  or  other  political  subdivi- 
sion of  a  State,  or  such  combination  of 
school  districts  or  counties  as  are  recog- 
nized in  a  State  as  an  administrative 
agency  for  its  public  elementar>'  or  sec- 
ondarv-  schools.  Such  term  also  includes 
any  other  public  Institution  or  agencj 
having  administrative  control  and  direc- 
tion of  a  pubic  elementary  or  secondary 
school 
(Interprets  Sec  533.  20  U.8.C.  ni9a) 

"Site"  means  the  location  or  locations 
where  the  curriculuni  development  and 
training  activities  of  the  teacher  center 

take  111  ace. 

(Interprets  Sec    632(a)(2).  20  U.S.C.    1119a 
(»Ha)) 

"State  educational  agency"  means  the 
State  board  of  education  or  other  agency 
or  officer  primarily  responsible  for  the 
Stat*  supervision  of  public  elementary 
and  secondary  schools,  or,  if  there  is  no 
such  officer  or  agency,  an  officer  or 
agency  designated  by  the  Governor  or  by 
State  law. 

(Interprets  Sec   532  (O.  (d).  20  U.S.C.  1119a 
(c)«l)) 

"Supervision"  means  the  setting  of 
policy  and  any  appropriate  managerial 
or  supervisory  activities  not  prohibited 
by  State  or  local  law  "e.g..  the  employ- 
ment of  operating  staff,  coiisultants  or 
experts,  btidgeting  and  expenditure  of 
funds,  and  the  formulation  of  recom- 
mendations for  subcontracting  to  secure 
t«chnical  and  other  kinds  of  assistance  < . 

(Interprets  Sec.  532(b).  20U.S.C.  1119a(b) ) 

"Teacher"  means,  for  the  purpose  of 
determining  eligibility  for  membership  of 
the  majority  of  members  of  the  teacher 
center  policy  board,  only  regular  cla.ss- 
room  teachers  engaged  in  teaching  ele- 
mentary or  secondary  school  students, 
including  special  education  and  voca- 
tional education  teachers. 

(Interprets  Sec.  532(b).  20  U.S.C.  1119a(b)) 
•  §  197.3      Elements  of  a  icaclu-r  center. 

A  teacher  center  must  have  all  of  tlie 
following  elements; 
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( a )  Area  served.  It  serves  teachers  em- 
ployed in  both  pubhc  and  non-public 
schools  <  if  non-public  schools  are  located 
in  the  area  to  be  served  and  choose  to 
participate  in   the  teacher  center   of— 

(1)   An  entire  State; 

i2'  A  designated  area  las  defined  in 
§  197.21  of  a  State:  or 

»3i  A  single  commuiiity  'as  defined 
in  §  197.2 »  within  a  State. 

(b>  Activities.  The  teachers  it  serves 
are  afforded  the  opportunity  to — 

1 1  >  Develop  and  produce  curricula  de- 
signed to  meet  the  educational  needs  of 
the  students  served  by  the  teachers: 

r2>  Use  educational  re.search  findings 
or  new  or  improved  methods,  practices, 
and  techniques  in  the  development  of  the 
curricula; 

(3)   Provide  training  designed  to — 

(i)  Enable  the  teachers  to  meet  bet- 
ter the  special  educational  needs  of  the 
students  they  serve;  and 

'iji  Familiarize  the  teachers  with  de- 
velopments in  curriculum  and  educa- 
tional research,  including  the  use  of  re- 
search to  improve  teaching  skills. 

(Sec.  532ia)(2),  20  U.S.C.  1119a(a)  (2)) 

(c)  Grantee.  The  teacher  center  is  op- 
erated by  a  local  educational  agency,  an 
institution  of  higher  education,  or  a 
combination  of  such  agencies  and  or 
institutions. 
(Sec.  532(a)(2).  20  U.S.C.  1119ata)(2)) 

id»  Eligible  participants.  In  addition 
to  regular  classroom  teachers  at  the  ele- 
mentary and  secondary  levels,  the  per- 
sons to  be  served  by  the  teacher  center 
may  be  determined  by  the  teacher  cen- 
ter" policy  board  to  include  paraprofes- 
sionals,  teacher  aides,  pre-school  teach- 
ers, teachers  of  adults,  and  intern  teach- 
ers assigned  to  teach  in  a  school  where 
the  regular  classroom  teachers  are  being 
served  by  a  teacher  center  assisted  un- 
der the  Act.  References  to  'teacher"  in 
this  part  relating  to  teachers  as  the  re- 
cipients of  the  services  of  the  teacher 
centers  Include  eligible  participants  un- 
der this  paragraph. 

(Interprets  Sec.  532(ai.  20  U.S.C.  1119aia)  ) 
§  107.1      Trai-her  renter  policy  hoard. 

■  ai  Composition.  Each  teacher  center 
assisted  imder  this  part  must  be  oper- 
ated under  the  supervision  of  a  teacher 
center  policy  board  composed  as  follows: 

<  1 1  The  majority  of  the  members  of 
the  policy  board  shall  be  representative 
of  all  the  elementary  and  secondary 
cla.ssroom  teachers  who  are  to  be  served 
by  the  center,  including  teachers  who 
provide  special  education  for  handi- 
capped and  exceptional  children,  and 
teachers  of  vocational  education. 

( 2  >  Tlie  policy  board  mast  include  per- 
sons representative  of.  or  designated  by, 
the  school  board  of  the  local  educational 
agency  'or  agencies'  served  by  the 
center. 

<  3  I  Tl;e  policy  board  must  also  include 
ai  lea.^t  one  representative  designated  by 
the  In-ititution  'or  institutions  i  of  higher 
education  'Wilh  department.';  or  .'jchools 
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of  education  >  in  the  area  to  be  served  by 
the  center. 

(Sec.  532^b) ,  20  U.S.C.  1119B(b) .) 

ibi  Representativeness.  The  grantee 
must  assure  the  representativeness  of  the 
majority  of  the  members  of  the  policy 
board  by — 

1 1  >  Making  the  categories  of  teachers 
»e.g.,  vocational  education  teachers,  spe- 
cial education  teachers,  and  other  class- 
room teachers  at  both  elementary  and 
secondaiT  levels*  proportional  numeri- 
cally to  the  categories  of  teachers  to  be 
served,  including  equitable  representa- 
tion of  non-public  school  teachers:  and 

(2»  Selecting  the  members  of  the 
board — 

<i)  By  negotiation,  in  those  local  edu- 
cational agencies  where  the  teachers'  or- 
ganization is  their  official  collective  bar- 
gaining agent;  or 

lii)  By  voting  in  which  all  teachers  to 
be  served  by  the  center  have  an  opportu- 
nity to  participate. 

(Interprets  Sec.  532(bt.  20  U.S.C.  ni9a(b); 
Congressional  Record — HI  1700.  September  29. 
1976.) 

<c)  Preparation  of  application.  In  order 
to  assure  maximum  feasible  supervision 
of  the  teacher  center  by  the  teacher 
center  policy  board,  the  teacher  center 
policy  board — 

( 1)  Shall  be  established  before  the  ap- 
plication for  assistance  under  this  part 
is  submitted,  and 

1 2'  Shall  participate  fully  in  the  prep- 
aration of  the  application. 

(Implements  Sec.  532ib».  20  U.S.C.  1119a 
(b).) 

§  197.5      ('alrgorios     of     tinancial     as.^i-t- 
anco. 

The  Commissioner  may  make  grants 
of  financial  assistance — 

*a)  To  local  educational  agencies  to 
plan,  establish,  or  operate  teacher  cen- 
ters. 

I  b '  To  institutions  of  higher  education 
to  operate  teacher  centers.  (For  the  pur- 
pose of  this  paragraph,  "c^erate"  means 
that  the  center  must  be  in  operation  by 
the  end  of  the  grant  period,  but  it  need 
not  be  in  operation  at  the  beginning  of 
the  grant  period.) 
(Interprets  Sec.  532(f).  20  U.S.C.  1119a(f).) 

§  197.6      Dislribulioii  of  funil!i. 

^a^  The  Commissioner  will  set  aside 
ten  percent  of  the  amount  appropriated 
under  the  teacher  centers  program  to 
fund  applications  from  institutions  of 
higher  education  to  operate  teacher  cen- 
ters: Provided.  That  there  are  sufHclent 
apphcations  of  good  quality  from  insti- 
tutions of  higher  education. 
(Interprets  Sec.  532(r).  20  U.S.C.  in9a(f)  ) 

ib>  With  the  remaining  funds  the 
Commi.s.'^ioner  intends  to  fimd  a  variety 
of  projects  in  each  of  the  categories  set 
forth  In  5  197.5iai, 

.Implements  Sec.  632(a)(1),  30  US.C.  1119a 

laid).) 


§  197.Tr      ProjocI  duration. 

(a>  The  Commissioner  awards  proj- 
ects under  this  part  for  a  specified  project 
period  which  generally  will  not  exceed 
36  months,  subject  t-o  the  availability  of 
funds. 

(b)  An  applicant  for  assistance  imder 
the  Act  may  project  its  goals  and  activi- 
ties over  a  period  of  up  to  three  years. 
Approval  of  a  multi-year  project  is  in- 
tended to  offer  the  project  a  reasonable 
degree  of  stability  over  time  and  to  facil- 
itate additional  long  range  plannirig. 

'o  An  application  proposing  a  multi- 
year  project  must  be  accompanied  by 
an  explanation  of  the  need  for  multi- 
year  support,  an  overview  of  the  objec- 
tives and  activities  proposed,  and  budget 
estimates  to  attain  these  objectives  in 
any  proposed  subsequent  year. 

(d)  Subject  to  the  availability  of 
fimds.  an  application  for  a.ssistancef'  to 
continue  a  project  during  the  project  pe- 
riod will  be  reviewed  on  a  non -competi- 
tive basis  to  determine — 

(I;  If  the  award  recipient  ha^  com- 
plied with  the  award  terms  and  condi- 
tions, the  Act.  and  applicable  regula- 
tions; 

(2)  The  effectiveness  of  tiie  project  to 
date  in  term.«!  of  progress  toward  its  goals. 
or  the  constructive  changes  proposed  as 
a  result  of  the  wigoing  evaluation  of  the 
project;  and 

(3>  If  continuation  of  the  project 
would  be  in  the  best  intercut  of  the  Gov- 
ernment. 

(Implements  Sec.  532;  20  U.S.C.  1119a.) 
§  197.8      Allowalilo  and  unallowable  <o>fs. 

I  a)  Allowable  costs  under  grants  to 
local  educational  agencies  or  institutions 
of  higher  education  under  the  teacher 
centers  program  include^ 

(1)  Personnel  costs  related  to  the 
management  of  the  centers: 

(2)  Services  of  consultants  and  ex- 
perts; 

(3)  Service  contracts:  and 

(4)  Other  direct  and  indirect  costs  in- 
curred by  the  grantee  m  carrying  out  its 
approved  plan  of  operation,  subject  to 
the  apphcable  cost  pi-lnciples  set  fortli  in 
the  appendices  t-o  subchapter  A  of  thi.s 
chapter. 

(Sec  532(a)(2)  and  (ei.  20  U.S.C.  ni9a(a) 
(2)  and  (e) .) 

(b^  The  following  are  not  allowable 
costs: 

( 1 )   Construction  of  facilities :  and 

(2  I    Remodeling  of  facilities. 

(c)  Payment  of  released  time  or  sti- 
pends for  teachers,  or  employment  of 
substitutes  for  teachers,  to  enable  them 
-to  participate  in  the  activities  of  the 
center  will  not  be  allowed,  except  that 
limited  pa:.-ments  for  this  purpose  may 
be  approved  m  exceptional  cases  where 
the  application  demonstrates  a  special 
need  for  these  payments  to  carry  out  the 
ptirposes  of  the  project.  These  payments 
are  allowable  only  when  specifically  au- 
thorized in  the  notification  of  grant 
award. 

(Implem*nt.s  Sec.  6aa(a)  (3)  and  (el.  20 
U.S.C.  lllOaawa)   and   (e),  20  V3.C.  I22lc 
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§  197.9      .Application  requirements. 

The  Commissioner  will  award  a  grant 
to  an  ehgible  local  educational  agency 
or  institution  of  higher  educatJt)n  only  if 
the  applicant  submits  an  application  to 
the  Commissioner  through  the  State  edu- 
cational agency  of  the  State  in  which 
the  applicant  is  located. 

( a  •  The  application  must  include  the 
following: 

I  li' Designation  of  the  si>ecific  area, 
school  district's > .  and  schools,  both  pub- 
lic and  non-public,  to  be  served  by  the 
center: 

i2i  Documentation  that  a  teacher 
center  policy  board — 

( i  1  Has  been  established,  including  in- 
formation on  the  membership  of  the 
board  and  the  method  of  its  selection, 
and 

I  ii  I  Has  participated  fully  in  the  prep- 
aration of  the  application: 

(3)  A  statment  of  the  means  for  as- 
suring equitable  participation  by  non- 
public school  teachers  on  the  teacher 
center  policy  board  and  in  receiving  the 
center's  services: 

i4i  A  one-page  abstract  of  the  pro- 
posed project; 

1 5 1  A  plan  of  operation  which  must 
include — 

111  A  statement  of  the  special  educa- 
tional needs  of  the  students  to  be  served 
bv  teachers  participating  in  the  center, 
aiid  an  explanation  of  how  those  needs 
were  determined: 

liii  Information  responding  to  each 
of  the  criteria  set  forth  in  §  197.11  in 
order  to  permit  an  evaluation  of  the  ap- 
plication by  the  Commissioner.  Failure 
of  an  application  to  contain  information 
responding  to  a  particular  criterion  in 
J  197.11  will  mean  that  the  appUcant 
will  not  earn  points  attached  to  that 
criterion. 

(bi  With  respect  to  applications  to 
operate  an  existing  teacher  center,  the 
application,  in  addition  to  meeting  the 
requirements  in  paragraph  la*  of  this 
section,  must  contain  the  following  ele- 
ments : 

1 1 1  A  description  of  the  activities  of 
the  center  during  the  preceding  year 
and  the  cost  thereof : 

(2>  Identification  of  the  sources  of 
funding  of  the  center  during  the  pre- 
ceding year:  and 

(3i   A  statement  of  the  kinds  of  ac- 
tivities that  will  be  undertaken  to  im- 
prove the  existing  center  by  use  of  the 
Federal  assistance  requested. 
(Implements  Sec.  532,  20  U.S.C.  1119a.) 

ici  An  institution  of  higher  education 
shall  include  in  its  application,  in  addi- 
tion to  the  other  applicable  information 
reqtilred  by  paragraphs  lai  and  «b)  of 
this  section,  evidence  that  arrangements 
have  been  made  with  those  local  educa- 
tional agencies  with  teachers  to  be 
served  by  the  project  for  the  participa- 
tion of  the  teachers  in  center  activities 
and  in  the  formation  of  a  teacher  cen- 
ter policy  board  pursuant  to  5  197.4. 
(Implements  Sec.  532(f) ,  20  U  S  C   I119a(f).) 


§  197.10      Revie*»  of  applications  br  Stale 
ttlucational  apcncies. 

Tlie  Commissioner  will  not  approve 
an  application  submitted  under  this  part 
unless : 

(a)  The  State  educational  agency  of 
the  State  in  which  the  applicant  is  lo- 
cated has  reviewed  the  application, 
made  comments  thereon,  recommended 
that  the  application  be  approved,  and 
transmitted  the  application  to  the  Com- 
missioner for  approval :  and 

<b>  The  appropriate  State  educa- 
tional agency  has  given  an  assurance 
that  it  wUl  provide  technical  assistaiice 
to  the  center  ^upon  request  by  the  cen- 
ter through  its  teacher  center  policy 
boardV  and  will  adequately  disseminate 
information  derived  from  the  center,  in- 
cluding information  on  how  the  State 
educational   agency  will  carry  out   the 

dissemination   and   a   projected   budget 
for  it. 

(Implements    Sec.    532(d).    20   U.S.C.    in9a 

(d).) 

§197.11       Evaluation  critoria^ 

Applications  for  grants  under  this 
part  'Which  meet  all  of  the  application 
requirements  in  ?  197.9  and  w,hich  are 
recommended  for  approval  and  trans- 
mittcd«by  the  appropriate  State  educa- 
tional agency,  in  accordance  with 
^97.10'  and  the  subsequent  operation 
of  funded  teacher  centers  will  be  eval- 
uated by  the  Commissioner  on  the  basis 
of  the  following  criteria.  Each  criterion 
will  be  weighed  as  Indicated,  with  the 
total  for  all  criteria  being  100  points.  An 
application  must  receive  a  minimum  of 
50  points  to  be  considered  for  fundiiig. 

(a»  The  extent  of  the  teacher  center 
policy  board's  authority  and  responsibil- 
ity for  supervision  of  the  project  tl5 
points ) . 

(b>  Potential  of  the  proposed  teacher 
center  for  increasing  the  effectiveness  of 
the  teachers  served,  in  terms  of  the 
learning  needs  of  their  students  il5 
points  > . 

(c)  Soundness  of  the  proposed  plan  of 
operation,  including  consideration  of  the 
extent  to  which — 

( 1  >  The  objectives  of  the  proposed 
projects  are  sharply  defined,  clearly 
stated,  and  capable  of  being  attained  by 
the  proposed  procedures  ( 5  points  >  :  and 

(2>  Provision  is  made  for  adequate  re- 
porting of  the  effectiveness  of  the  proj- 
ect and  dissemination  of  its  results,  and 
for  determining  the  extent  to  which  the 
objectives  are  accomplished  ( 10  points  > . 

( d )  Sufficiency  of  size,  scope,  and  dura- 
tion of  the  project  so  as  to  secure  produc- 
tive results  <5  points) . 

(ei  Adequacy  of  qualifications  and  ex- 
peVience  of  personnel  designated  to  carry 
out  the  proposed  project  1 5  points  > . 

(f)  Adequacy  of  the  facihties  and  re- 
sources 1 5  points* . 

<g)  Reasonableness  of  estimated  cost 
in  relation  to  anticipated  results  <5 
points  > . 

( h  1  The  potential  of  the  teacher  center 
to  impact  upon  and  improve  the  grantee's 
overall  program  of  inservice  training  il5 
points  > . 


u)  (li  The  extent  and  quahty  of  par- 
ticipation by  the  teacher  center  policy 
board  m  preparing  the  apphcation;.  and 

'2<     The    representativeness    of    the 
teacher  center  policy  board  pursuant  to     ^ 
§  197. 4ib)  t20  points). 

(Implements  Sec   532.  20  U  SC.  H19a.)  * 

§197.12      Ki^ht  of  appeal. 

Any  local  educational  agency  or  insti- 
tution of  higher  education  that  is  dissatis- 
fied with  the  recommendation  of  the 
State  educational  agency  regarding  its 
application  under  the  teacher  centeis 
program  may'petition  the  Commissioner 
to  request  further  consideration  of  the 
application  by  the  State  educational 
agency. 

(Sec.  532  (c)  i2)  and  ifi.  20  US  C    1119a  (cl 

(2)   and  (f)  I 

§  197.13      Comprn-ation    lo   .*^talo   pdma- 
tion.il  apenrics. 

( a '   The  Commissioner  will  reimburse  » 
State  educational  agencies  for  the  cost 
of   the  following  services  performed  in 
connection  with  the  teacher  centers  pro- 

giTim : 

1 1 1  Re\iew  of  applications  and  the  pro- 
vision of  comments  thereon. 

i2»  Recommendation  of  each  applica- 
tion the  State  agency  finds  should  be 
approved. 

<  3  I  Submission  of  recommended  appli- 
cations to  the  Commissioner  for  further 
consideration. 

( 4 1  Provision  of  technical  assistance  to 
approved  centers. 

(5 1  Dissemination  of  information  re- 
sulting from  activities  of  approved 
centers. 

(Sec    532    (c)    and    (d»,  20   U.SC.   1119b    (CI 
and  (d).) 

(b»  The  Commissioner  will  reserve  » 
sum  not  in  excess  of  one-seventh  of  the 
funds  available  for  the  teacher  centers 
program  for  tlie  reimbursement  of  State 
educational  agencies,  which  sum  will  be 
disbursed  in  accordance  with  the  follow- 
ing stipulations: 

di'b'  Reimbursement  for  the  com- 
bined services  noted  in  subparagraphs 
( 1 ' ,  1 2  • .  and  <  3)  of  paragraph  i  a  i  of  this 
section  will  be  at  a  rate  per  application 
set  by  the  Commissioner  not  to  exceed 
prevailing  rates  for  similar  services. 

1 2 )  The  remainder  of  the  stun  reserved 
for  State  educational  agencies  will  be 
available  to  carry  out  functions  described 
in  subparagraphs  <4)  and  <5)  of  para- 
graph I  a)  of  this  section. 

(3)  A  State  educational  agency  will  be 
reimbursed  for  the  technical  assistance 
it  provides  to,  and  the  dissemination  of 
information  from,  each  funded  teacher 
center  in  an  amount  for  each  center  no 
more  than  that  which  bears  the  same 
ratio  to  the  total  funds  available  for 
these  functions  as  the  amount  of  the 
grant  award  to  the  teacher  center  bears 
to  the  total  funds  awarded  to  teacher 
centers  in  the  fiscal  year. 
(Implements  Sec.  532(d),  20  U.S.C.  1119a 
(d).) 

(PR  Doc.77-16730  Piled  6-10-77:8:45  am) 
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Title  16 — Commercial  Practices 

CHAPTER  II— CONSUMER  PRODUCT 
SAFETY   COMMISSION 

MJBCHAPTER  B— CONSUMER  PRODUCT  SAFETY 
^"^^"'^  COMMISSION    REGULATIONS 

PART  1301— BAN  OF  UNSTABLE  REFUSE 

BINS 

Establishment  of  Ban 

AGENCY      Coasumer    Product    Safety 
Conunisston. 

ACTION:  Issuance  of  final  rule. 
SUMMARY  In  this  document  the  Con- 
sumer Product  Safety  Commission  ^  Com- 
mission 1  issues  a  rule  declaring  that  cer- 
Uin  unstable  metal  refuse  bins  Uiat  have 
ti  volume  one  cubic  yard  or  greater  are 
biinned  hazardous  produts.  Tlie  rule  Is 
designed  to  reduce  or  elunmate  an  un- 
reasonable nsk  of  injurv-  or  death  irom 
tip-over  of  the  banned  refuse  buis. 
DATE.  The  effective  date  of  the  rule 
IS  June  13.  1978. 

FOR  FURTHER  INFORMATION  CON- 
T.\CT 

Harry  I.  Cohen.  Office  of  Program 
Management.  5401  Westbard  Avenue, 
Bethesda.  Maryland  20207  301-492- 
6453. 
SUPPLEMENTARY  INFORMATION: 
Background 

On  January  3.  1975.  Stephen  R.  Red- 
mond, the  Commissioner  of  Health  of 
Dutchess  County,  New  York,  petitioned 
the  Conamission  to  commence  an  ap- 
propriate proceedmg  to  establish  safe  de- 
sign criteria  for  the  manufacture  of  ref- 
use   bins.    A    report   accompanying   the 

tition  gives  details  of  two  serious  ac- 
cidents that  occurred  when  children 
were  playing  or  swinging  on  slant-sided 
refuse  bins  The  bins  capsized,  injuring 
two  children,  one  fatally. 

The  petitioner  believes  that  slant-sided 
refuse  bins  are  unstable  because  the  cen- 
ter of  gravity  is  offset  by  virtue  of  their 
design  and  that  any  weight  added  to 
them,  such  as  the  weight  of  children 
hanging  on  or  swinging  on  the  slant 
side,  tends  to  topple  them.  Therefore,  he 
asks  that  corrective  action  be  taken  to 
prohibit  further  use  of  the  unsafe  bins 
and  that  safe  design  criteria  be  estab- 
lished for  future  use 

Thereafter,  the  Commission  staff  un- 
dertook a  study  to  determine  the  use 
patterns  and  the  nature  of  the  alleged 
hazards  associated  with  the  unstable  ref- 
use bins  described  in  the  petition. 

Based  on  information  submitted  by  the 
petitioner,  its  available  injury  data,  and 
its  engineering  analysis,  the  Commission, 
on  October  7,  1976.  granted  this  peti- 
tion and  began  development  of  a  pro- 
posed ban  under  section  8  of  the  Con- 
sumer Product  Safety  Act  CPSA-  (15 
use  2057*  to  ban  certain  unstable  ref- 
use bins  In  the  proposal,  the  Commission 
preliminarily  determined  that  unstable 
refuse  bins  which  are  available  for  con- 
sumer use  and  which  are  being  and  will 
be  distributed  in  commerce,  present  an 
unreasonable  risk  of  lnjur>-  and  should  be 
declared  banned  hazardous  products  be- 
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cause  no  feasible  consumer  product 
safety  standard  under  the  CPSA  would 
adequately  protect  the  public  from  that 
unreasonable  risk  of  injury.  The  back- 
ground of  the  development  of  the  pro- 
posed banning  rtile  and  its  considera- 
tion by  the  Commission  Is  more  fully  de- 
tailed in  the  preamble  to  the  Commis- 
sion's proposal  which  was  published  in 
the  Federal  Register  on  January  7.  1977 
(42  FR  1484). 

In  proposing  the  rule  the  Commis- 
sion determined  that  interested  persons 
should  have  an  opportunity  to  make  oral 
presentations  of  any  data,  views,  or  argu- 
ments and  set  January  31.  1977  as  the 
date  for  hearing  such  oral  presentations. 
In  addition,  the  Commission  set  Febru- 
ary 7.  1977  as  the  closing  date  for  sub- 
mission of  written  comments  by  any 
interested  persons.  As  a  result  of  these 
actions  the  Commission  received  a  total 
of  16  timely  written  and  oral  comments 

On  March  7,  1977.  following  a  prellml- 
nar>-  review  by  the  Commission  of  the 
written  comments  and  the  oral  presenta- 
tions, the  Commission  announced  in  the 
Federal  Register  that  primarily  because 
of  Issues  raised  regarding  the  proposed 
effective  dat€  it  had  decided  to  extend 
until  June  6.  1977  the  period  in  which 
the  Commission  must  publish  In  the  Fed- 
eral Register  a  final  consiuner  product 
safety  rule  to  declare  certain  unstable 
refuse  bins  as  banned  hazardous  prod- 
ucts or  to  Lssue  a  notice  withdrawing  the 
proceeding  (42  FR  12889) . 

Description  of  the  Ban 

This  consumer  product  safety  rule  bans 
the  manufacture  for  sale,  offering  for 
sale  or  distribution  In  commerce  of  cer- 
tain unstable  refuse  bins  that  have  been 
determined  by  the  Commission  to  pre- 
sent an  unreasonable  risk  of  injury  to 
the  public  <5  1301.4  and  §  1301.5).  The 
Commission  has  further  determined  that 
no  feasible  consumer  product  safety 
standard  under  the  CPSA  can  adequately 
protect  the  public  from  the  unreasonable 
risk  of  injury  associated  with  unstable 
refuse  bins  that  are  now  distributed  in 
commerce.  Among  unstable  refuse  bins 
now  distributed  in  commerce  are  newly 
manufactured  refuse  bins,  that  are  in 
the  possession  of  the  manufacturer  or 
in  the  marketing  chain,  and  bins  that 
are  the  subject  of  rental  or  lease  agree- 
ments between  bin  owners  and  persons 
who  make  such  bins  available  for  con- 
sumer use.  The  Commission  considers 
that  each  rental  or  lease  of  an  unstable 
refuse  bin  in  such  circumstances  Is  a 
"distribution  In  commerce"  as  that  term 
IS  used  in  the  CPSA.  The  matter  of  ren- 
tals and  leases  as  a  "distribution  In  com- 
merce," Is  covered  more  fully  below  under 
"Response  to  Proposal,  I.  Jurisdictional 
scope  of  ban." 

Unstable  refuse  bins  of  metal  construc- 
tion, with  an  internal  capacity  one  cubic 
y^rd  or  greater  are  banned  If  they  tip 
over  when  subjected  to  the  forces  de- 
scribed at  ««  1301  6  and  1301.7  of  the 
rule,  and  discussed  more  fully  at  "Re- 
sponse to  Proposal,  11.  Technical  require- 
ments "  The  Commission  believes  that 
many  unstable  refuse  bins  can  be  modi- 
fied to  achieve  stability,  so  that  unstable 


refuse  bins  which  can  be  retrofitted  need 
not  be  discarded.  Therefore,  the  Commis- 
sion has  delayed  the  effective  date  of  this 
rule  until  June  13.  1978  and  believes  that 
during  this  period,  modifications  needed 
to  achieve  stability  can  be  made  to  un- 
stable refuse  bins. 

Response  to  Proposal  of  January  7, 
1977 

As  mentioned  above,  the  Commission's 
proposal  of  January  7.  1977  to  declare 
certain  unstable  refuse  bins  as  banned 
hazardous  products  elicited  16  timely 
written  and  oral  comments.  The  com- 
mentors  include  several  U.S.  Congress- 
men; individual  consumers;  refuse  re- 
moval firms;  a  mechanical  engineer;  a 
Federal  agency ;  a  private  testing  organi- 
zation; a  municipal  official;  a  private 
business  association;  several  trade  asso- 
ciations; and  a  manufacturer  of  non- 
metal  refuse  bins.  The  substantive  Issues 
raised  by  the  commentors  and  the  Com- 
mission's decisions  regarding  them  are 
set  out  below. 

I.  Jurisdictional  scope  of  ban.  Part 
1301,  as  proposed,  was  intended  to  de- 
clare certain  unstable  refuse  bins,  as 
defined  in  §  1301.4,  as  banned  hazardous 
products  under  sections  8  and  9  of  the 
CPSA  tl5  use.  2057  and  2058).  It  ap- 
plied to  those  refuse  bins  being  distrib- 
uted in  commerce  on  or  after  the  effec- 
tive date  of  the  rule  which  do  not  meet 
the  criteria  of  §  1301.5  and  which  are 
produced  or  distributed  for  sale  to  or 
for  the  personal  use,  consumption  or 
enjoyment  of  consumers,  In  or  around 
a  permanent  or  temporary  residence,  a 
school,  in  recreation  or  otherwise.  Fur- 
ther, since  rental  or  lease  of  a  bin  Is 
considered  to  be  a  "distribution  In  com- 
merce," the  proposal  was  intended  to 
cover  those  refuse  bins  subject  to  the 
ban  which  are  rented  or  leased  and  are 
available  for  use  by  the  public. 

A.  One  commentor  states  that  lan- 
guage used  In  proposed  §  1301.1.  specifi- 
cally, *'(t)hls  ban  applies  to  those  refuse 
bins  which  are  being  distributed  In  com- 
merce after  the  effective  date  •  *  '"is 
contradictor^'   to  language  used  in  the 

preamble  which  .says, a  consumer 

product  safety  rule  declaring  that  cer- 
tain refuse  bins  are  banned  hazardous 
products  can  apply  to  those  already  in 
commerce  on  the  effective  date  of  the 
ban."  (^ emphasis  added) . 

Section  8  of  the  CPSA  provides  that 
a  ban  applies  to  a  product  that  "is  being 
or  will  be  distributed  in  commerce." 
Thus,  the  banning  rule  would  apply  to 
a  covered  product  that  "Is  being  •  •  • 
distributed  in  commerce"  on  the  effective 
date  of  the  rule  tind/or  "will  be  distrib- 
uted In  commerce"  after  the  effective 
date  of  the  rule.  Examples  of  refuse  bins 
distributed  in  commerce  are  those  that 
are  newly  manufactured,  those  that  are 
in  the  marketing  chain,  and  also  rented 
or  leased  refuse  bins  that  are  available 
for  use  by  consumers. 

In  order  to  ensure  clarity,  the  wording 
of  §  1301.1,  as  issued  below.  Is  being 
chauiged  to  cover  those  unstable  refuse 
bins  that  are  being  distributed  In  com- 
merce "on  or  after  the  effective  date". 


FEDERAL  REGISTER,    VOL    42,    NO,    113 — MONDAY,    JUNE    13,    1977 


RULES  AND  REGULATIONS 


30297 


B.  Another  commentor  states  that  the 
Commission  should  carefully  consider  its 
petition  on  whether  rebtal  of  consumer 
products,  in  general,  is  included  in  the 
definition  of  the  term  "distribution  in 
commerce  '  imder  the  CPSA,  before  is- 
suing this  banning  rule  that  includes  the 
rental  of  refuse  bins. 

Consideration  by  the  Commission  of 
rental  transactions  under  the  other  laws 
administered  by  the  Commission  has  not 
yet  been  completed.  Under  the  CPSA, 
however,  the  Commission  believes  that, 
in  general,  rental  transactions  may  be 
covered  by  consumer  product  safety 
rules.  As  discussed  In  the  preamble  to 
the  Commission's  proposal,  the  statutory- 
definition  of  "distribution  in  commerce  " 
at  section  3 1  a )  ( 1 1 1  of  the  CPSA  includes 
a  variety  of  transactions  under  the  um- 
brella of  "distribution."  Examples  of  the 
types  of  transactions  coming  under  this 
iHnbrella  are  a  sale  In  commerce,  an  in- 
troduction Into  commerce,  a  delivery  for 
introduction  into  commerce,  a  holding 
for  sale  after  introduction  into  com- 
merce, and  a  holding  for  distribution 
after  Introduction  into  commerce.  Rent- 
als, although  not  specifically  mentioned 
in  the  definition,  fit  Into  several  of  the 
enumerated  transactions. 

The  definition  of  "commerce"  at  sec- 
tion 3(a)  (12)  of  the  CPSA  is  broad  In 
that  it  includes  transactions  which  "af- 
fect" trade,  traffic,  commerce,  or  trans- 
portation l)etween  a  place  in  a  state  and 
any  place  outside  thereof.  Of  great  im- 
portance here  is  that  the  legislative  his- 
tory of  this  section  states  specifically 
that  Congress  Intends  the  definition  to 
cover  transactions  in  intrastate  com- 
merce as  well. 

Therefore,  the  Commission  considers 
that  each  rental  transaction  between  an 
owner  of  a  refuse  bin  and  a  person  who 
makes  the  bin  available  for  consumer 
use  is  a  "distribution  In  commerce"  under 
the  CPSA.  In  order  to  ensure  clarity,  the 
Commission  Is  adding  paragraph  <ci  to 
§  1301.1.  as  issued  below. 

C.  A  commentor  states  that  the  Com- 
mission's position  that  a  ban  under  sec- 
tion 8  is  necessary  because  no  feasible 
standard  under  the  CPSA  can  adequate- 
ly protect  the  public  is  without  merit, 
and  that  section  15  of  the  CPSA  is  avail- 
able to  deal  with  tmstable  refuse  bins 
already  in  commerce. 

The  Commission  believes  that  no  fea- 
sible consumer  product  safety  standard 
could  adequately  protect  the  public  and 
therefore  disagrees  with  the  commen- 
tor's  statement  that  the  basis  for  pro- 
ceeding imder  section  8  of  the  CPSA  is 
withoirt  merit. 

In  considering  whether  a  feasible 
standard  can  adequately  protect  the 
public  from  an  imreasonable  risk  of  in- 
jury associated  with  a  product,  the  Com- 
mission is  not  required  to  look  at  the 
entire  class  of  products  of  which  the 
particular  hazardous  product  is  a  mem- 
ber. Thus,  when  the  Commission  can 
Identify  the  particular  products  that 
present  the  unreasonable  risk  of  Injury 
by  specifying  their  characteristics  In  cer- 
tain performance  or  design  terms,  the 


Commission  can  tjan  those  articles 
Therefore,  with  respect  to  refuse  bins 
having  the  characteristics  identified  as 
hazardous,  the  Commission  finds  that  no 
feasible  standard  for  such  bins  would 
adequately  protect  the  pubhc,  since  it  is 
aware  of  no  standard  that  could  render 
these  bins  free  from  the  hazard.  Else- 
where In  the  preamble,  the  Commission 
has  stated  that  banned  refuse  bins  can 
be  retrofitted  so  that  they  are  no  longer 
banned.  However,  the  retrofitting  proce- 
dure cannot  be  construed  as  a  standard 
for  unstable  refuse  bins,  since,  once  a  bm 
is  retrofitted,  it  no  longer  has  the  charac- 
teristics of  bins  that  are  banned. 

In  evaluating  the  extent  of  the  hazard 
from  unstable  refuse  bins,  the  Commis- 
sion found  that  refuse  bins  are  used  for 
man>-  years  before  being  discarded.  Esti- 
mates of  their  useful  life  range  from  10 
to  13  years.  Although  other  products 
which  may  be  hazardous  may  also  have 
a  long  life  in  the  hands  of  Individual 
consumers,  a  substantial  number  of 
refuse  bins  are  rented  and  therefore  they 
remain  in  commerce  and  are  constantly 
available  for  use  by  large  numbers  of 
consumers.  As  discussed  previously  in 
section  B  of  the  preamble,  rental  trans- 
actions are  "distributions  in  commerce" 
under  the  CPSA  and  therefore  bii\s  that 
are  rented  or  leased  rer\ain  In  commerce 
and  would  t>€  subject  to  a  ban  under 
section  8. 

The  combination  of  the  long  life  of 
refuse  bins  plus  the  fact  that  they  could 
remain  In  commerce  and  be  available  for 
use  by  many  people,  persuaded  the  Com- 
mission that  no  feasible  consumer  pro- 
duct safety  standard  tmder  the  CPSA 
could  £idequately  protect  the  public  from 
the  unreasonable  risk  of  injury  as- 
sociated with  unstable  refuse  bins  used 
by  consumers.  As  provided  by  section 
9id>(li  of  the  CPSA.  a  standard  "shall 
be  applicable  only  to  consumer  products 
manufactured  after  the  effective  date" 
of  a  rule.  A  ban,  on  the  other  hand,  can 
apply  to  products  being  distributed  in 
commerce  on  the  specified  effective  date 
of  the  consumer  product  safety  rule. 

Although,  as  the  commentor  points 
out,  section  15  of  the  CPSA  is  available 
to  deal  with  unstable  refuse  bins  already 
in  commerce,  the  use  of  section  15  for 
the  initiation  of  substantial  product 
hazard  suctions  Is  a  matter  within  the 
discretion  of  the  Commission  and  may, 
of  course,  be  appUed  notwithstanding  the 
existence  of  a  consumer  product  safety 
rule.  In  this  case,  however,  it  is  undis- 
puted that  unstable  refuse  bins  present 
an  unreasonable  risk  of  injury  which  can 
be  addressed  by  issuing  mandatory  reg- 
ulations under  the  CPSA.  "nierefore,  the 
Commission  believes  it  would  be  im- 
necessarilv  cumbersome  to  address  haz- 
ards of  unstable  refuse  bins  by  pursuing 
action  under  section  15  alone,  since  sec- 
tion 15  involves  a  quasi- judicial  under- 
taking and,  unlike  section  8,  has  been 
applied  piecemeal  rather  than  to  all  who 
may  distribute  Items  which  present  a 
substantial  product  hazard. 

D  A  commentor  believes  the  Commis- 
sion's preliminary  finding  that  no  fea- 
sible consumer  product  safety  standard 


under  the  CPSA  would  adequately  pro- 
tect the  pubhc  is  inconsistent  with  the 
Commission's  proposal  of  an  effective 
date  nine  months  after  publication  of  the 
banning  rule  in  order  to  allow  for  retro- 
fit of  those  bins  already-  In  commerce. 
He  states  that  If  bins  can  be  retrofitted 
so  as  not  to  present  an  unreasonable  risk 
of  Injurv-,  such  retrofitting  features  could 
be  mcluded  In  any  standard  developed 
under  section  7  of  the  CPSA. 

In  the  foregoing  discussion,  the  Com- 
mission has  explained  its  reasoning  be- 
hind the  finding  that  no  feasible  con- 
sumer product  safety  standsird  for  un- 
stable refuse  bins  would  adequately  pro- 
tect the  public  In  addition,  the  Com- 
mission observes  that  it  is  not  prohibited 
from  delaying  the  effective  date  of  a  reg- 
ulation for  a  period  beyond  the  date  of 
its  publication  One  of  the  purpases  of 
the  delay  in  thfe  instance  Is  to  permit 
sufficient  notice  of  the  ban  and  time  for 
modification  of  unstable  refuse  bins  As 
noted  in  the  proposal,  the  Commission 
believes  the  delay  to  be  reasonable  be- 
cause of  the  fragmented  nature  of  this 
industry  In  this  case,  because  a  b«m  ap- 
plies to  items  in  commerce  as  weU  as 
those  of  new  manufacture,  it  does  not 
appear  that  a  delay  of  effective  date  Is 
inconsistent  with  a  finding  that  no  fea- 
sible standard  can  adequately  protect  the 
public.  Therefore,  the  Commission  sees 
no  inconsistency  m  Its  position 

E  Several  commentors  question  the 
Commission's  judgment  in  limiting  the 
scope  of  this  banning  rtile  to  those  un- 
stable refuse  bins  having  an  actual  in- 
ternal volume  greater  than  one  cubic 
yard. 

As  stated  in  the  proposal,  the  Commis- 
sion found,  from  six  Indepth  investiga- 
tions for  which  dimensional  data  exists, 
that  the  smallest  bin  Involved  in  any 
reported  incident  of  injury-  or  death  had 
an  internal  volume  of  1  3  cubic  yards. 
In  the  proposal,  the  Corrunlssion  stated: 
"to  allow  for  a  reasonable  margin  of 
safety.  It  Is  the  view  of  the  Ccxnmlsslon 
that  a  refuse  bin  with  a  volume  of  less 
than  one  cubic  yard  does  not  appear  to 
DOse  an  unrea-sonable  risk  of  inlury  from 
tipover  '  Therefore  the  Commission  pro- 
posed to  ban  bins  with  an  internal  vol- 
ume greater  than  one  cubic  yard 

No  new  data  have  been  submitted  or 
have  otherwise  come  to  the  attention  of 
the  Commission  which  would  support  a 
finding  of  an  unreasonable  risk  of  injury- 
being  associated  with  refuse  bins  ha%-lng 
an  internal  volume  of  less  than  one  cubic 
yard.  If.  at  any  future  time,  data  be- 
come available  to  indicate  otherwise, 
the  Commission  could  take  the  neces- 
sary action  to  amend  this  banning  rule. 
As  Indicated  In  the  above  quoted  lan- 
guage, the  Commission  intended  to  ex- 
clude from  coverage  only  those  bins  less 
than  one  cubic  yard  Therefore.  }  1301  4 
(b>  of  the  regulation  issued  below  Indi- 
cates refuse  bins  subject  to  the  ban  are 
those  "having  an  Internal  volume  one 
cubic  yard  or  greater,  by  actual  mesisure- 
ment." 

P.  One  commentor  inquired  as  to 
whether  the  proposed  ban  applied  to 
plastic  refuse  bins. 
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Since  the  Commission  had  no  evidence 
or  unreasonable  risk  of  mjur>-  associated 
with  non-metal  refuse  bins,  it  specifically 
limited  the  coverage  of  this  ban  to  metal 
bins  '5  1301. 4<b'  • .  If,  at  any  future  time, 
such  evidence  becomes  Icnown  to  the 
Commission,  the  Commission  will  take 
whatever  action  it  deems  necessary 

II.  Technical  requirements  The  tech- 
nical requirements  contained  in  the 
CommLssion's  proposal  of  January  7,  1977 
included  the  minimum  siz«  of  bins  com- 
ing under  thLs  ban.  the  forces  to  be  ap- 
plied to  the  bins  to  test  stability,  and  the 
conditions  under  which  the  bins  are  to 
be  tested.  Some  of  these  requirements, 
and  comments  regarding  them  are  dis- 
cussed in  the  following  section 

A.  Test  conditions.  Section  1301.5,  as 
proposed,  lists  several  conditions  under 
which  testing  of  refuse  bins  will  be  con- 
ducted. These  conditions  are  necessary  to 
ensure  the  reproducibility  of  the  test. 
Section  1301  5<di.  as  proposed,  requires 
that  the  stability  of  refuse  bins  be  tested 
"without  dependence  upon  non-perma- 
nent attachments  or  restraints  such  as 
chains  or  guys'". 

Two  commentors  question  the  need  for 
prohibiting  reliance  on  nonpermanent 
restraints.  One  commentor  suggests  that 
unstable  refuse  bins  be  restrained  by  use 
of  eye  bolts  attached  to  the  bin  and  to 
an  adjacent  building  or  wall,  and  that 
they  all  be  specially  locked  with  systems 
utilizing  the  same  key.  The  key  would  be 
kept  In  the  possession  of  the  refuse 
hauler  The  other  commentor  suggests 
that  the  bins  be  fenced  within  an  en- 
closed area 

The  purpose  of  the  ban  is  to  remove 
from  commerce  those  refuse  bins  which 
are  unstable  and  not  otherwise  depend- 
ent upon  placement  or  nonpermanent 
restraints  for  proper  stability  To  depend 
upon  locks  or  particular  placement  after 
unlotullng  leaves  much  room  for  human 
error  and  would  make  the  rule  dependent 
on  human  behavior  rather  than  on  a 
product  which  is  safe  notwithstanding 
behavior  Therefore,  the  Commission 
must  reject  the  suggestions  of  these 
commentors 

B  Test  procedure.  Section  1301.6.  as 
proposed,  requires  that  a  horizontal  force 
of  70  pounds  '311  N)  be  applied  at  a 
point  and  In  a  direction  most  likely  to 
cause  tipping  and  that  a  vertically  dowTi- 
ward  force  of  191  pounds  (850  N>  be 
similarly  applied.  These  forces  are  to  be 
applied  separately 

1  One  commentor  noting  the  Com- 
mission's reference  In  Its  proposal  to  the 
fact  that  this  ban  was  "suggested"  by  a 
draft  proposed  refuse  bin  standard  de- 
veloped by  the  American  National 
Standards  Institute  'ANSI',  Inquires  as 
to  whether  the  Commission  verified  the 
figures  developed  by  ANSI. 

As  stated  In  the  preamble  to  the  Com- 
mission's proposal  of  January  7.  1977,  the 
forces  prescribed  m  the  ban  are,  in  fact, 
suggested  by  the  ANSI  standard  which 
wais  based  in  part  on  anthropometric 
and  strength  data  for  children.  The 
Commission  staff  reviewed  the  record  of 
development  of  the  ANSI  standard  and 
also,  the  Commission  staff  and  the  Na- 


tional Bureau  of  Standards  measured 
tipping  forces  for  representative  bins. 
B^sed  on  these  considerations,  it  is  the 
Commission's  opinion  that  the  forces 
chosen  in  §  1301.7,  below,  are  adequate 
for  testmg  the  stability  of  a  bin  on  a 
hard,  flat  surface. 

2  Another  commentor  recommends 
that,  in  lieu  of  the  requirement  of 
5  1301,7  for  a  force  of  70  pounds  (311  N) 
to  be  applied  at  a  point  and  in  a  direc- 
tion most  likely  to  cause  tipping,  the 
Commission  consider  specifying  that 
forces  be  applied  at  the  uppermost  por- 
tion of  the  slant  overhang  surface,  per- 
pendicular to  the  slant  face.  He  believes 
this  would  maximize  the  rotational  mo- 
ment 'torque I,  thereby  making  the  test 
more  stringent  by  increasing  the  tend- 
ency of  the  bin  to  tip  over. 

The  Commission  agrees  that  this  is  ap- 
proximately true.  This  method  of  test- 
ing was  considered  in  the  Commission's 
deliberations,  but  the  Commission  chose 
only  horizontal  and  vertical  forces  be- 
cause this  is  a  relatively  simple  test  pro- 
cedure. Additionally,  it  is  the  Commis- 
sion's belief  that  with  the  forces  re- 
quired in  the  banning  rule  the  test  is  as 
stringent  as  if  a  single  lower  force  were 
applied  In  the  direction  of  maximum  mo- 
ment as  proposed  by  this  conamentor. 

3.  The  same  commentor  questions 
whether  consideration  should  not  be 
given  to  also  requiring  that  a  vertical  up- 
ward force  be  applied  at  the  lower,  rear 
of  the  bin  in  addition  to  application  of  a 
vertically  downward  force  required  by 
§  1301.7.  He  states  that  this  would  pro- 
tect against  a  bin  being  tipped  over  onto 
a  child  by  another  playing  at  the  rear 
of  the  bin. 

The  Commission  has  studied  the  In- 
Jury  data  available  involving  refuse  bins 
that  have  tipped  over  and  the  data  in- 
dicate that,  where  determinable,  the  tip- 
over  was  caused  by  climbing  onto  or 
hanging  from  the  bin.  The  data  show  no 
incidents  of  tip  over  caused  by  someone 
lifting  the  rear  of  the  bin.  Therefore,  the 
Commission  believes  that  the  forces  re- 
quired to  be  applied  to  bins  under 
I  1301.7.  as  issued  below,  most  nearly 
simulate  actual  accident  patterns  and 
therefore  sees  no  need  to  make  the  sug- 
gested addition. 

4.  To  avoid  any  possible  confusion,  the 
Commission  has  clarified  the  wording  of 
5  1301.7  to  Indicate  that  the  vertical  and 
horizontal  forces  are  to  be  applied  sepa- 
rately and  that,  if  the  bin  tips  over  when 
either  force  is  applied,  the  bin  is  banned. 

C.  Retrofit  program.  Although  there 
are  no  provisions  in  Part  1301  requiring 
the  retrofitting  of  bins  subject  to  this 
ban,  the  Commission  has  encouraged 
retrofitting  as  an  alternative  to  discard- 
ing and  or  replacing  bins  found  to  b^ 
banned.  In  the  proposal  the  Commission 
expressed  no  preference  as  to  the 
method  or  manner  of  retrofit  selected 
by  bin  owners  affected  by  this  ban. 

Three  commentors  have  raised  ques- 
tions concerning  one  type  of  possible 
retrofit,  namely,  the  addition  of  a  front- 
mounted  leg(si  or  an  outrlgger(s>.  pro- 
jecting down  from  the  bin  and  termi- 
nating at  a  point  above  ground  level. 


sufficient  to  prevent  tip-over  of  the  bin 
when  subjected  to  the  tests  prescribed 
in  the  ban. 

One  of  the  commentors  states  that  the 
proposed  ban  fails  to  accommodate  al- 
terations made  to  existing  products  to 
render  them  safe.  Another  states  that 
adding  certain  outriggers  to  some  bins 
may  then  require  modification  of  the 
rear-loading  trucks  used  with  these  bins. 
The  third  commentor  states  that  many 
cases  have  been  reported  of  bins  with 
certain  outriggers  hitting  the  ground 
during  the  emptying  process  which  then 
causes  the  bin  to  fall  from  the  dumping 
supports  of  the  truck  to  the  ground, 
sometimes  causing  injury  to  the  collec- 
tor. 

As  stated  previously,  the  Commission 
has  decided  not  to  require  that  unstable 
refuse  bins  be  modified  In  any  sp)ecific 
manner.  This  decision  is  in  keeping  with 
the  Commission's  philosophy  of  encour- 
aging use  of  performance  criteria  rather 
than  rigid  design  requirements.  Any 
method  or  manner  of  permanent  retrofit 
which  will  Insure  that  the  bin  Itself  will 
meet  the  stability  requirements  of  Part 
1302,  issued  below  is  acceptable  to  the 
Commission.  However,  the  Commission 
encourages  retrofitters  to  ensure  that 
their  actions  do  not  create  additional 
hazards. 

m.  Effective  date.  In  §  1301.7  of  its 
proposal  of  January  7,  1977,  the  Com- 
mission proposed  that  the  effective  date 
of  this  Part  1301  be  nine  months  after 
publication  of  the  final  rale  in  the  Fed- 
eral Register. 

A.  A  commentor  states  that  all  of  the 
affected  bins  cannot  be  bought  Into  com- 
pliance with  the  ban  within  the  proposed 
nine-month  period.  As  an  alternative 
the  commentor  urges  the  Commission 
to  adopt  either  of  two  phased  timetables. 
Both  alternatives  have  a  common  com- 
pletion date  of  March  2.  1979  which  cor- 
responds to  that  contained  in  the  ANSI 
Standard  for  the  Stability  of  Refuse 
Bins  ( Z245. 3-1977) .  The  commentor's 
first  suggested  alternative  is  a  phased 
timetable  extending  over  the  specified 
period  and  Is  predicated  on  bin  locations 
where  the  general  public  Is  exposed  to 
them,  such  as  at  schools,  parks  and  play- 
grounds and  at  multi-unit  housing  areas. 
The  commentor's  second  alternative  is 
a  phased  timetable  predicated  on  the 
relationship  between  the  severity  of  ac- 
cidents and  size  of  bins  and  suggesting 
that  ( 1 1  all  newly  manufactured  bins 
be  retrofitted  by  June  2,  1977;  (2)  In- 
service  bins  greater  than  4  cubic  yards  by 
September  2,  1977;  (3)  In-service  bins 
greater  than  3  cubic  yards  by  March  2, 
1978;  (4i  in-service  bins  greater  than 
2  cubic  yards  by  September  2,  1978;  and 
(5 1  in-service  bins  greater  than  1  cubic 
yard  by  March  2,  1979. 

In  neither  cAse.  did  the  commentor 
present  statistically  sufficient  data  to 
support  the  proposed  timetables.  Fur- 
ther, the  Commission  accident  data, 
contained  in  the  April,  1977  in-depth  In- 
vestigations accident  report  on  refuse 
bins,  are  not  statistically  sufficient  to 
support  or  refute  this  commentor's  con- 
tention about  the  relationship  between 
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bin  size  and  the  severity  or  number  of 
accidents.  However,  the  accident  data 
indicate  that  the  majority  of  accidents 
involving  refuse  bins  occurred  in  or 
around  apartments  or  multi-unit  hous- 
ing developments.  These  data  tend  to 
refute  the  commentor's  proposed  time- 
table based  on  locatlcMi  which  lists 
schools  as  the  top  priority  location. 

The  Commission  has  decided  to  extend 
the  effective  date  to  twelve  months, 
rather  than  nine  months,  as  proposed. 
Upon  analysis  of  data  Included  in  the 
comments  and  the  Economic  Impact 
Statement  of  the  Commission's  Bureau 
of  Economic  Analysis  it  appears  that  a 
nine-month  period  would  be  the  mini- 
mum time  needed  to  modify  refuse  bins 
subject  to  this  ban.  Any  time  added  be- 
yond the  minimum  would  make  modi- 
fication easier  and  help  minimize 
business  interruptions.  The  commentor 
indicates  that  by  March  2.  1979.  all  modi- 
fications would  be  completed. 

The  Commission  estimates  that  a 
twelve-month  period  between  the  final 
promulgation  of  this  binning  rule  in  the 
Feder.\l  Register  and  the  effective  date 
is  a  realistic  amount  of  time  to  allow 
dissemination  of  the  regulation  to  the 
solid  waste  industry  and  to  provide  suf- 
ficient time  for  bin  owners  to  conduct 
a  retrofit  program.  The  Commission  rec- 
ognizes that  a  princinal  variable  which 
will  determine  the  real  economic  impact 
on  a  firm  is  the  amount  of  time  the  firm 
has  to  complv  with  the  ban.  The  nine- 
month  period  was  originally  chosen  after 
weighing  the  impact  of  the  ban  on  dif- 
ferent sizes  and  types  of  firms,  and  on 
the  solid  waste  industry  as  a  whole  and 
on  the  need  for  public  safety.  However, 
the  Commission  determines  that  an  extra 
three-month  period  will  ensure  sufficient 
time  for  retrofit.  In  choosing  this  period 
the  Commission  has  taken  into  account 
the  probable  number  of  bins  which  might 
require  modification,  the  probable  dis- 
tribution of  ownership  of  the  unstable 
bins  by  firms,  the  per  bin  and  total  cost 
of  an  Industry  wide  retrofit  program  and 
the  ability  of  the  industry  to  obtain  capi- 
tal to  finance  a  retrofit  program. 

The  Commission  is  aware  that  some 
bin  manufacturers  and  bin  owners  or 
users  have  already  begun  to  initiate  ret- 
rofit programs  sis  a  result  of  the  ANSI 
voluntary  standard  which  went  into  ef- 
fect on  December  2,  1976.  As  a  result  of 
the  Commission  extending  by  three 
months  the  time  to  publish  a  final  rule 
(42  FR  12889,  March  7,  1977 1.  the  time 
for  retrofitting  could  be  considered  to  en- 
compass not  only  the  twelve-month  pe- 
riod before  the  effective  date  of  the  con- 
sumer product  safety  rule,  but  also  the 
three-month  period  of  the  extension. 
Those  firms  which  began  to  retrofit  un- 
stable bins  when  the  ANSI  voluntary- 
standard  became  effective  on  December 
2,  1976  would  have  an  even  longer  period 
for  retrofitting. 

The  data  available  to  the  Commission, 
from  public  and  private  sources,  do  not 
seem  to  support  the  contention  that,  on 
an  Industry-wide  level,  a  25-month  pe- 
riod is  necessary  to  complete  a  modifica- 


tion program.  The  Commission  recog- 
nizes that  a  twelve-month  period  may 
place  some  firms  in  a  disadvantageous 
position  within  a  firm's  competitive  mar- 
ket. The  disadvantageous  position  can 
result  from  a  firm  owning  a  relatively 
larger  number  of  potentially  unstable 
bins  than  other  firms  in  that  market, 
and,  therefore,  having  to  Incur  a  rela- 
tively larger  cost  than  other  firms.  The 
firm  might  or  might  not  be  adversely 
affected,  however,  depending  upon  iU^ 
ability  to  finance  this  cost  relative  to  the 
firms  with  which  it  competes  The  Com- 
mission believes  that,  on  an  tndustiT 
wide  basis,  the  impact  of  a  twelve-month 
effective  date  for  this  bsui  will  not  ad- 
versely affect  the  competitive  structure 
of  the  industry. 

B.  Another  commentor  questions  the 
impact  that  the  proposed  nine-month  ef- 
fective date  might  have  on  continuity  of 
refuse  collection  service  as  a  whole. 

Based  on  the  discussion  immediately 
above,  the  Commission  does  not  foresee 
any  dLsruption  in  overall  solid  waste  col- 
lection service  as  a  result  of  the  twelve- 
month effective  date. 

As  indicated  in  the  Commissions 
three-month  extension  notice  of  March 
7,  1977.  a  primary  reason  for  the  exten- 
sion was  to  further  consider  the  pro- 
posed nine-month  effective  date.  Careful 
evaluation  of  the  comments  received 
shows  that  the  available  technical  and 
economic  data  do  not  support  a  need  to 
delay  the  effective'  date  more  than  3 
months  beyond  the  proposed  effective 
date.  In  addition,  the  extension  of  time 
in  March  operated,  in  effect,  as  an  ex- 
tension of  time  to  modify  unstable  refuse 
bins.  The  Commission  concludes,  there- 
fore, that  the  effective  date  of  this  rule 
should  be  tw^elve  months  after  publica- 
tion in  the  Federal  Register. 

IV.  Industry  resource  considerations. 
One  commentor  presents  the  results  of 
a  telephone  survey  of  12  companies  and 
a  state  association  of  waste  haulers  rep- 
resenting 106  private  firms.  Most  re- 
spondents indicated  that  they  would  not 
be  able  to  retrofit  their  bins  within  the 
nine-month  period  without  hiring  addi- 
tional employees,  expending  additional 
financing  resources,  and  establishing  ad- 
ditional maintenance  facilities  to  carry 
out  the  retrofits. 

The  sample  of  firms  shown  In  the  table 
of  survey  results  submitted  by  this  com- 
mentor cannot  be  taken  as  representa- 
tive of  all  firms  or  any  particular  mar- 
ket. The  description  of  each  firm  does 
not  Include  a  profile  of  the  market  within 
which  it  competes  so  that  these  data  are 
not  readily  applicable  to  statements 
about  the  ^npact  of  the  ban  on  competi- 
tion. It  Is  not  clear  if  the  reported  num- 
ber of  containers  by  firm  refers  to  the 
total  number  of  all  types  of  containers 
owned  by  a  firm  or  the  number  of  con- 
tainers which  may  be  subject  to  the  ban. 
Although  the  survey  adds  interesting 
data  to  the  overall  Industry  data  base.  It 
is  not  sufficient  to  draw  conclusions  about 
the  effects  of  the  ban  on  the  solid  waste 
collection  industry. 

An  economic  impact  statement  of  the 
Commission's  Bureau  of  Economic  Anal- 


ysis, dated  April  22.  1977  and  available  at 
the  Office  of  the  Secretary,  discusses  es- 
timated costs  of  retrofitting  and  related 
matters. 

V  Consumer  education.  One  commen- 
tor suggests  that  if  parents  exercised 
proper  suf)ervision  over  their  children, 
the  children  would  not  play  on  or  around 
refuse  bins. 

Although  proper  jiarental  supervision 
might  reduce  the  dangers  to  small  chil- 
dren posed  by  unstable  refuse  bins,  many 
parents  may  be  unaware  that  such  a 
danger  exists.  To  that  end.  the  Commis- 
sion plans  to  supplement  its  enforcement 
of  this  ban  with  an  information  program 
aimed  at  both  parents  and  children  Th*s 
program  will  consL<;t  of  a  broad  dissemi- 
nation of  written  information  to  the  pub- 
lic, as  well  as  announcer  copy  for  radio 
and  television  stations  on  a  nation-wide 
basis 

Other  Considerations 

I.  Em-ironmental  effects.  Prior  to  pub- 
lishing the  proposed  ban  on  January  7. 
1977,  the  CommLssion  considered  the  en- 
vironmental effects  of  its  action  and  de- 
termined that  the  proposed  ban  will  have 
no  significant  effects  on  the  environment. 

Since  issuing  the  proposal  the  Com- 
mission has  found  nothing  to  change  the 
finding.  Therefore,  it  is  the  Commission's 
conclusion  that  the  final  ban  Issued  below 
will  have  no  significant  effects  on  the  en- 
vironment and  that  no  environmental 
impact  statement  is  necessarv'  An  envi- 
ronmental assessment  is  on  file  with  and 
available  from  the  Commission's  Office 
of  the  Secretary 

n  Adverse  effect  on  the  elderly  and 
the  handicapped  Section  y(b>  of  the 
CPSA,  as  amended,  requires  the  Commis- 
sion to  consider  and  take  into  account 
the  special  needs  of  elderly  and  handi- 
capped persons  to  determine  the  extent 
to  which  such  persons  may  be  adversely 
affected  by  consumer  product  safety 
rules. 

After  review  of  all  the  materials  in  the 
public  record  for  this  proceedmg,  the 
Commission  finds  that  the  rule  will  not 
make  use  of  refuse  bins  more  difficult  for 
elderly  or  handicapped  persons  and  will 
not  decrease  the  safety  of  such  persons; 
and  thus  the  issuance  of  this  Part  1301 
will  not  have  an  adverse  effect  on  such 
persons. 

m.  Required  section.  9^c'  findings. 
Section  9(c)  of  the  CPSA  '  15  U.S.C.  2058 
(c»  >  requires  that  prior  to  promulgatmg 
a  consumer  product  safety  rule  the  Com- 
mission shall  consider  and  shall  make 
appropriate  findings  for  inclusion  in  the 
rule  as  to;  ( 1 '  the  degree  and  nature  of 
the  risk  of  Injury  that  the  rule  is  designed 
to  eliminate  or  reduce;  i2t  the  approxi- 
mate number  of  consumer  products,  or 
types  or  classes  thereof,  subject  to  the 
rule;  '3t  the  need  of  the  public  for  the 
consumer  products  subject  to  the  rule, 
and  the  probable  effect  of  the  rule  upon 
the  utility,  cost  or  availabiUty  of  such 
products  to  meet  the  need;  i4i  any 
means  of  achieving  the  objective  of  the 
rule  while  minimizing  adverse  effects  on 
competition  or  disruption  or  dislocation 
of  manufacturing  and  other  commercial 
practices    consistent    with    the    public 
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health  and  safety:  '5>  the  necessity  of 
the  rule  to  eliminate  or  reduce  an  unrea- 
sonable risk  associated  with  such  prod- 
uct, and  '6i  the  fact  that  the  promulga- 
tion of  the  rule  is  in  the  public  int-erest. 

The  findings  required  by  section  9<c^ 
have  been  made  by  the  Commission  and 
are  contained  in  5  1301.3  below 

One  commentator  states  that  the  Com- 
mission should  have  based  its  choice  of 
rPKulatory  action  on  [section  9  of  the 
CPSAl  data  developed  prior  to  making 
its  proposal  rather  ''than  ordering  the 
development  of  data  to  justify  a  pro- 
posed course  of  action  '" 

The  Commission  disagrees  that  all 
dat<i  must  be  developed  prior  to  propos- 
ing a  rule  Section  9ia'i2)  of  the  Act 
1 15  use  2058' a  1(2))  requires  the 
Commission  to  comply  with  5  U.S.C  553 
ahe  Administrative  Procedure  Act'  in 
issuing  rules  such  as  this.  5  US  C.  553 
(bi'3>  requires  an  agency  to  publish  in 
the  Federal  Register  a  general  notice 
of  proposed  rulemaking  setting  forth 
'either  the  terms  or  substance  of  the 
proposed  rule  or  a  descri-ition  of  the 
subjects  and  issues*involved  " 

Once  a  proposed  rule  is  published  for 
comment.  5  U  S.C  553  requires  agencies 
to  allow  the  public  to  submit  written 
^ata.  views,  or  arguments  on  the  pro- 
posal In  addition.  Section  9'ai'2>  of 
the  Act  speciflrally  requires  the  Com- 
mission to  provide  an  opriortunity  for 
the  oral  presentation  of  data,  views,  or 
arguments  These  requirements  were 
fully  complied  with  bv  the  Commission. 

Section  P'c>'l'  of  the  Act  as  well 
as  the  legislative  historv  of  that  section, 
requires  the  Commission,  prior  to  pro- 
mulgating a  consumer  product  safety 
rule,  to  consider  and  make  appropriate 
findings  concerning  cert-nin  of  its  eco- 
nomic effects  for  inclu<:ion  in  the  final 
nilp  The  leei.slative  hLstory  of  the  Act, 
however  also  Ind testes  that  to  allow 
comments  on  the  Commission's  findings 
under  Section  9'c'  '1  >  by  requiring  them 
to  be  propo.sed  would  be  unwise  and  un- 
necessarv  As  noted  in  the  comments 
section  of  the  Senate  Commerce  Com- 
mittee Report: 

To  require  the  Agency  to  announce  Its 
flndlriifs  before  receipt  of  comment  on  Its 
specific  proposal  would  seem  both  unwise — 
becau.se  thev  would  not  reflect  the  data  and 
views  submitted  during  that  stage  of  the 
proceedin>js  devoted  to  the  solicitation  and 
evaluation  of  comment  upon  the  prop>osed 
standard — and  unnecessary — since  the  flnd- 
ines  In  question  are  not  intended  sis  a  basts 
for  comment  but  as  a  wpv  of  In^urlnR  that 
the  grounds  for  the  ultimate  decision  are 
made  a  matter  of  record  (S  Rept  740.  92d 
Cong  2d  Sesa  .  p  81  ( 1972) ) 

Therefore,  the  CommLssion  believes 
that  it  has  acted  correctly  in  developing 
the  data  required  by  section  9(c>'l)  of 
the  CPSA  and  presenting  it  at  the  time 
of  promulgation  of  the  rule. 

Conclusion  and  Promxtlcation 

Based  on  the  Injury  data  set  out  in 
i  1301. 3ie>  below,  the  engineering  anal- 
yses compiled  in  this  proceeding,  and 
having  considered  the  published  pro- 
posal, the  oral  and  written  responses  to 
the  proposal,  the  Commission  determines 


that  certain  metal  refuse  bins  having  an 
internal  volume  one  cubic  yard  or 
greater,  by  actual  measurement,  which 
will  tip  over  when  subjected  to  a  vertical 
downward  force  of  191  pounds  <850  Ni 
or  a  horizontal  force  of  70  pounds  (311 
Nt  applied  at  a  point  and  in  the  direc- 
tion most  likely  to  cause  tipping,  present 
an  unreasonable  risk  of  injury.  In  addi- 
tion, the  Commission  determines  that 
no  feasible  consumer  product  safety 
standard  under  the  CPSA  would  ade- 
quately protect  the  public  from  the  un- 
reasonable risk  of  injury  associated  with 
such  bins  that  are  being  distributed  in 
commerce  and  are  available  for  con- 
sumer use.  Therefore,  the  Commission 
declares  that  certain  unstable  refuse 
bins  that  fail  to  satisfy  the  criteria 
set  out  below,  are  banned  hazardous 
products. 

Accordingly,  pursua'Tt  to  nrovLslons  of 
the  CPSA  'sees.  8  and  9) ,  86  Stat.  1215- 
17.  as  amended.  90  Stat.  506;  15  U.S,C. 
2057.  2058.  the  Commission  amends  Title 
16.  Chapter  II  by  adding  to  Subchapter 
B  the  following  new  Part  1301: 


.=ec 

1301.1 

Scope  and  application. 

1301,2 

Pi^irpose 

1301  3 

Findings. 

1301  4 

Deflnltlons. 

1301.5 

Banning  criteria. 

1301  6 

Test  conditions 

1301  7 

Test  procedures. 

1301  8 

Effective  date. 

AuTHORrrY     Sees.  8.  9.  86  Stat    1215-1217, 
as  amended,  90  Stat   506;  15  U.S.C.  3057,  2058. 

§  1301.1      Scope  and  application. 

tai  In  this  Part  1301  the  Consumer 
Product  Safety  Commission  (Commis- 
sion' declares  that  certain  unstable  re- 
fuse bins  are  banned  hazardous  products 
under  sections  8  and  9  of  the  Consumer 
Product  Safety  Act  (CPSA)  (15  U.S.C. 
2057  and  2058' . 

ibi  This  ban  applies  to  those  refuse 
bins  of  metal  construction  that  are  being 
distributed  m  commerce  on  or  after  the 
effective  date  of  this  rule,  which  do  not 
meet  the  criteria  of  §  1301.5  and  which 
are  produced  or  distributed  for  sale  to,  or 
for  the  personal  use.  consumption  or  en- 
joyment of  consumers,  in  or  around  a 
permanent  or  temporary  household  or 
residence,  a  school,  in  recreation  or 
otherwise.  The  Commission  has  found 
that  1 1 1  these  refuse  bins  are  being,  or 
will  be  distributed  in  commerce:  i2)  they 
present  ?s\  unreasonable  rlsK  of  injury; 
and  1 3 1  no  feasible  consumer  product 
safety  standard  under  the  CPSA  would 
adequately  protect  the  public  from  the 
unreasonable  risk  of  injury  associated 
with  these  products.  The  ban  is  applic- 
able to  those  refuse  bins  having  an  in- 
ternal volume  one  cubic  yard  or  greater 
oy  actual  measurement,  which  will  tip 
over  when  subjected  to  either  of  the 
forces  described  in  5  1301.7  and  which 
are  in  commerce  or  being  distributed  in 
commerce  on  or  after  the  efTective  date 
of  the  ban, 

CI  When  such  refuse  bins  are  the 
subject  of  rental  or  lease  transactions 
between  owners  of  refuse  bins  or  be- 
tween refuse  collection  agencies  and  per- 
sons who  make  such  refuse  bins  avail- 


able for  use  by  the  public,  such  trans- 
actions are  considered  to  be  distribu- 
tions in  commerce  and  therefore  come 
within  the  scope  of  this  ban.  Refuse  col- 
lection agencies  or  owners  of  refuse  bins 
who  rent  or  lease  refuse  bins  to  persons 
who  make  them  availablai  for  use  by  con- 
sumers are  considered  to  be  distributors; 
the  persons  to  whom  refuse  bins  are 
rented  or  leased  are  not  considered  to 
be  distributors. 

(d)  On  or  after  the  efTective  date  of 
this  rule  it  shall  be  unlawful  to  manu- 
facture for  sale,  offer  for  sale,  or  distrib- 
ute in  commerce,  the  unstable  refuse 
bins  described  in  this  rule. 

§  1301.2      Purpose. 

The  purpose  of  this  rule  is  to  ban 
those  refuse  bins  which  come  under  the 
scope  of  this  ban  because  they  present 
an  unreasonable  risk  of  injury  due  to 
tip-over  that  can  result  in  serious  injury 
or  death  from  crushing. 

§  1301.3     Findings. 

(a)  Risk  of  injury.  The  Commission 
has  studied  19  in-depth  investigation 
reports  of  accidents  associated  with  tip- 
over  of  unstable  refuse  bins.  The  19  ac- 
cidents, which  involved  21  victims,  re- 
sulted in  13  deaths.  Of  the  21  victims, 
20  were  children  10  years  of  age  and  un- 
der. Additionally.  Commission  records 
show  three  death  certificates  for  victims, 
under  5  years  of  age,  who  were  killed 
by  refuse  bins  tipping  over.  Therefore, 
the  Commission  finds  that  imreasonable 
risks  of  injury  or  death  from  crushing 
due  to  tip-over  are  associated  with  cer- 
tain tmstable  refuse  bins  having  an  in- 
ternal volume  one  cubic  yard  or  greater, 
which  unreasonable  risk  this  banning 
rule  is  designed  to  eliminate  or  reduce. 

(b»  Products  subject  to  this  ban.  (1> 
The  Commission  finds  that  the  types  of 
products  subject  to  this  ban  are  those 
manufactured  metal  receptacles  known 
in  the  solid  waste  collection  trade  as 
containers,  refuse  bins,  buckets,  boxes 
or  hoppers,  with  actual  internal  volumes 
of  one  cubic  yard  or  greater,  used  for  the 
storage  and  transportation  of  solid 
waste.  They  are  fabricated  in  numerous 
sizes  and  configurations  for  use  with 
rear,  side,  front,  hoist  and  roll-off  loaded 
trash  collection  trucks  and  are  used  by 
private  firms  and  public  agencies. 

(2>  Although  unstable  refuse  bins  sub- 
ject to  this  ban  may  be  in  various  forms 
and  shapes,  the  Commission's  in-depth 
investigations  into  accidents  tissociated 
with  metal  refuse  containers  indicate 
that  most  accidents  have  occurred  with 
slant-sided  metal  refuse  bins  which  are 
used  by  rear  and  side-loaded  trucks. 
Therefore,  the  Commission  bases  its  eco- 
nomic analysis  of  the  potential  impact  of 
the  ban  upon  the  population  of  these 
bins.  Certain  refuse  bins  such  as  front 
loaded,  roll-off,  box  and  other  types  of 
large  or  broad  based  bins,  because  of 
their  configuration,  bulk  and  weight  are 
likely  to  be  Inherently  stable  and  are 
therefore  not  included  in  the  population 
of  potentially  unstable  bins  studied  in 
this  economic  analysis. 

(3)  The  Commission  estimates  that 
there   may   be    approximately   638,000- 
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716.000  Slant-sided,  metal  refuse  bins 
with  an  internal  volume  one  cubic  yard 
or  greater,  which  may  be  unstable.  The 
population  of  potentially  unstable  bins 
owned  by  some  10.000-15,000  private 
solid  waste  collection  firms  in  all  parts 
of  the  United  States  and  its  territories 
is  estimated  to  be  359.000-371.000.  These 
figures  are  discussed  in  the  Commission's 
Economic  Impact  Statement  of  April  22. 
1977,  which  is  available  for  review  from 
the  Corrunlsslon's  Office  of  the  Secretary. 
Washmgton.  DC.  20207. 

(c)  Need  of  the  public  for  the  product 
and  effects  on  utility,  cost,  and  avail- 
ability, il)  The  public  need  for  refuse 
bins  is  substantial  since  these  products 
are  used  for  the  containment  of  solid 
waste  and  thus  contribute  to  public  hy- 
giene. The  U.S.  Environmental  Protec- 
tion Agency  estimates  that  135,000,000 
tons  of  solid  waste  were  collected  in  1976 
from  residential,  commercial  and  indus- 
trial sources.  Approximately  101,250.000 
tons  (75%)  were  collected  by  private 
firms  and  the  remainder  by  public 
agencies. 

(2 )  The  Commission  finds  that  the  bsui 
will  not  affect  the  utility  that  consumers 
derive  from  the  general  use  of  refuse 
bins.  The  interest  of  the  public  is  in  con- 
tinuity, availability  and  price  of  solid- 
waste  collection.  The  ban  could  result  in 
a  shift  from  bins  which  are  subject  to 
the  ban  to  other  types  of  storage  con- 
tainers. Such  a  shift  would  not  affect 
solid  waste  collection  and  would  entail  a 
small  price  increase  for  individual  con- 
sumers. To  the  extent  that  Injuries  and 
deaths  associated  with  the  use  of  unsta- 
ble bins  are  reduced  or  eliminated  as  a 
result  of  the  ban.  the  public  utility  de- 
rived from  the  use  of  the  product  will  be 
increased. 

(3)<i)  The  Commission  finds  that 
based  on  its  analysis  of  industrial  esti- 
mates, newly  produced  complying  refuse 
bins  will  cost  approximately  1-1 07r  more 
than  currently  produced  noncomplying 
bins  and  that  existing  Inventories  of  un- 
stable bins  can  be  modified  (depending 
upon  size)  for  about  $45-$75  each  This 
modification  cost  estimate  includes  the 
cost  of  material,  shop  labor,  retrieval  and 
return  to  service,  and  the  substitution  of 
one  bin  for  another  for  on-site  service, 
(il)  The  Commis<;lon  estimates  that 
the  ban  will  not  result  in  anv  significant 
price  increases  for  the  delivery  of  solid 
waste  collection  service  to  the  general 
public  because  of  the  competitive  struc- 
ture of  the  solid  waste  collection  in- 
dustry. 

(4)  The  Commission  finds  that  the 
ban  will  have  no  effect  on  the  avail- 
ability of  solid  waste  collection  service 
to  the  general  public.  Solid  waste  collec- 
tion haulers  who  use  products  subject  to 
this  ban  can  modify  these  refuse  bins  so 
that  these  products  can  continue  to  be 
used  for  solid  waste  collection. 

(d>  Alternatives  (1)  The  Commission 
has  considered  other  means  of  Ew:hlevtng 
the  objective  of  this  ban.  but  has  found 
none  that  it  believes  would  have  fewer 
adverse  eCfects  on  ccwnpetition  or  that 
would  cause  less  disruption  or  disloca- 


tion of  manufacturing,  servicing  or  other 
commercial  practices  consistent  with 
public  health  and  safety.  The  Commis- 
sion estimates  that  this  ban  m£-y.  l>e- 
cause  of  capital  and  testing  costs  and 
maintenance  capacity  limitations,  have 
an  adverse  effect  on  individual  firms 
witliin  some  markets. 

(2>  The  Commission  estimates  that 
the  ban  will  not  have  an  adverse  effect 
on  the  competitive  structure  of  the  solid 
waste  collection  industry.  The  competi- 
tive nature  of  solid  waste  collection  firms 
is  fostered  because  of  low  starting  costs, 
particularly  if  a  firm  is  owner-operated. 
The  rate  of  entry  and  exit  into  and  out 
of  the  industry  for  small  operators  tends 
to  be  high  relative  to  larger  firms  in  the 
industry  The  ban  will  most  likely  not 
increase  the  degree  of  market  concentra- 
tion among  the  larger  firms  nor  affect 
the  rate  of  entry  into  ot  exit  out  of  the 
industry  by  relatively  smaller  firms. 

i3i  Table  3  of  the  Economic  Impact 
Statement  indicates  that  about  85  per- 
cent of  the  private  sector  trash  haulers 
are  those  with  a  fleet  size  of  about  10 
trucks  and  have  annual  revenues  under 
$1  million.  These  might  be  classified  as 
small  business  firms.  All  firms  in  the 
trash  hauling  business  would  have  two 
possible  problems  associated  with  the 
ban :  cost  and  time  to  retrofit,  and  access 
to  capital  for  retrofitting.  The  problem 
of  raising  capital  to  retrofit  should  not 
be  a  burden  to  small  firms  unless  they 
are  denied  credit  for  factors  not  asso- 
ciated with  this  ban.  The  revised  effec- 
tive date  from  9  to  12  months  will  extend 
both  the  time  to  retrofit  and  the  time 
to  search  for  capital  sources,  if  neces- 
sary. We  conclude  that  the  small  firms 
in  the  trash  hauling  industry  will  not 
experience  undue  hardship  relative  to 
their  larger  competitors. 

( e  >  Conclusion.  ( 1  >  The  Commission 
finds  that  this  rule  is  reasonably  neces- 
sary to  eliminate  or  reduce  the  unrea- 
sonable risks  of  injury  associated  with 
refuse  bins,  as  they  are  defined  in 
§  1301.4,  and  which  fail  to  meet  the  cri- 
teria specified  in  I  1301.5 

<2>  Based  on  all  of  the  above  find- 
ings, the  Commission  finds  that  the  is- 
suance of  this  rule  is  in  the  public  in- 
terest. 

1 3)  The  Commission  is  aware  of  the 
fact  that  refuse  bins  are  used  for  many 
years  before  being  discarded.  Estimates 
of  their  useful  life  range  from  10  to  15 
years.  Although  other  products  which 
may  be  hazardous  may  also  have  a  long 
life  in  the  hands  of  Individual  consum- 
ers, a  substantial  number  of  tmstable 
refuse  bins  remain  in  commerce  because 
they  are  rented  or  leased  and  sure  con- 
stantly available  for  use  bv  large  num- 
bers of  consumers.  The  combination  of 
the  long  life  of  refuse  bins  plus  the  f£w:t 
that  tmstable  refuse  bins  could  remain 
in  commerce  and  be  available  for  use 
bv  many  people,  persuaded  the  Com- 
mission to  make  this  finding  that  no 
feasible  consumer  product  safety  stand- 
ard under  the  CPSA  could  adequately 
protect  the  public  from  the  unreason- 
able risk  of  injurv  associated  with  those 
unstable  refuse  bins  coming  under  the 
coverage  of  this  ban. 


§  1301.4      Definitions. 

'  a  1  The  definitions  in  section  3  of  the 
Consumer  Product  Safety  Act  '15  US.C. 
2052  I    apply  to  this  Part  1301. 

ibi  "Refuse  bin"  means  a  metal  re- 
ceptacle having  ati  internal  volume  one 
cubic  yard  or  greater,  by  actual  meas- 
urement which  temporarily  receives  and 
holds  refuse  for  ultimate  disposal  either 
by  unloading  mto  the  body  or  loading 
hopper  of  a  refuse  collection  vehicle  or 
by  other  means 

<c)   "Internal  volume"  means  the  ac- 
tual volumetric  capacity  of  the  container 
This  may  not  necessarily  correspond  to 
the  nominal  size  rating  used  by  mdustrj- 

id  I  "Tip  over"  means  that  during  the 
application  of  either  test  force  described 
m  §  1301. 7ia).  the  refuse  bm  begins  to 
rotate  forward  about  its  forwardmost 
ground  supports 

§  1301.5      Banning  criteria. 

I  a  '  Any  refu.se  bin  of  metal  construc- 
tion produced  or  distributed,  for  sale  to, 
or  for  the  personal  use  consumption  or 
enjo>TTient  of  consumers,  in  or  around  a 
permanent  or  temporar>-  hou.sehold  or 
residence,  a  .school,  in  recreation  or 
otherwise,  which  is  in  commerce  or  being 
distributed  in  commerce  on  or  after  the 
effective  date  of  this  ban  and  which  has 
an  actual  mtemal  volume  one  cubic  yard 
or  greater  and  tips  over  when  tested 
under  the  conditions  of  !  1301  6  and 
using  the  procedures  descnt)ed  in 
5  1301.7,  is  a  banned  hazardous  product. 

(b>  The  COTnmission  considers  a  refuse 
bin  to  tip  over  when  it  begins  to  rotate 
forward  about  its  forwardmost  ground 
supports 

§1301.6     Te*t  conditiond. 

(a)  The  refu.se  bm  shall  be  empty  and 
have  its  lids  or  covers  in  a  position  which 
would  mo«t  adverselv  affect  the  stability 
of  the  bin  when  tested 

(b>  The  refuse  bin  shall  be  tested  on 
a  hard,  flat  surface  During  testing,  the 
bin  shall  not  be  tilted  from  level  in  such 
a  way  as  to  incresuse  its  stability. 

ic  Those  refuse  bins  equinped  with 
casters  or  wheels  shall  have  the  casters 
or  wheels  positioned  in  a  position  which 
would  most  adverselv  affect  the  stability 
of  the  bin  and  shall  be  chocked  to  pre- 
vent movement. 

(dt  The  stability  of  the  refuse  bin 
shall  be  tested  without  dependence  upon 
non-permanent  attachments  or  re- 
straints such  as  chains  or  guys 

(ei  For  purposes  of  enforcement,  bins 
will  be  tested  by  the  Commission  in  that 
position  which  most  adversely  affects 
their  stability 

§1301.7      Test  procedure. 

(a I  The  refuse  bin  shall  be  tested  by 
anplving  forces  as  described  in  para- 
graph (ai  '1 1  and  '2»  of  this  section  one 
after  the  other 

(1)  A  hori7ontal  force  of  70  pounds 
(311  N)  shall  be  atwlied  at  a  point  and 
In  a  direction  most  likely  to  cause  tip- 
pine,  and 

(2)  A  v»»rticfllly  downward  force  of  191 
pounds  (850  N)  shall  be  applied  to  a 
point  most  likely  to  cause  tipping.  (See 
Figure  1.) 
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FIGURE  1 


r 


<'o     Th'\'^r  forces  sImII  be  applied  sep-       (Sees.  8,  9,  86  Stat.  1216-1217,  af  .,t:r,e"der! 
aratei.v    i:;d   the  bir.   '-hall   i:c:   up  over      90  Stat.  60e;  15  U.S.C.  2057,  2058.) 


under   ti:e   application   of   either  action 
cited    above    ir.    paragraph     'a)(l)     or 

'E       2 

§   1301.8       Kffectivedale. 

The  eflective  date  of  this  ban  shall  be 
June  13.  1978 


Dated:  June?,  1977. 

Richard  E.  Rafps, 
Secretary.  Consumer  Product 

Safety  Commission. 

(FR  Doc  .77-1^99  Filed  &-ia-77  8  +5  vin] 
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Title  24 — Housing  and  Urban  Development 

CHAPTER  X— FEDERAL  INSURANCE  AD- 
MINISTRATION, DEPARTMENT  OF 
HOUSING  AND  URBAN  DEVELOPMENT 

SUBCHAPTER    B — NATIONAL    FLOOD 
INSURANCE   PROGRAM 

I  Docket  No-  FI-2909] 

PART   1914 — COMMUNITIES   ELIGIBLE 
FOR  THE   SALE  OF  INSURANCE 

Status  of  Participating  Communities 

AGENCY:  Federal  Insurance  Adminis- 
tration, HUD 

ACTION :  Final  rule. 

SUMMARY;  The  purpose  of  this  rule  is 
to  list  those  communities  where  the  sale 
of  f.ood  insurance  is  authorized  under 
the  National  Flood  Insurance  Program 

Flood  insurance  pohcies  for  property 
located  in  the  communities  hsted  can 
be  obtained  from  any  Hcensed  property 
insurance  agent  or  broker  serving  the 
ehglble  community,  or  from  the  National 
Flood  Insurers  Association  servicing 
company  for  the  state 


EFFECTIVE  DATES:  The  date  that 
appears  in  the  fourth  column  of  the 
table  IS  the  effective  date  of  authoriza- 
tion for  the  sale  of  flood  insurance. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm,  Assistant  Admin- 
istrator. Office  of  Flood  Insurance, 
(202t  755-5581  or  Toll  Free  Line  800- 
424-8872.  Room  5270.  451  Seventh 
Street,  Southwest,  Washington,  D.C. 
29410. 

SUPPLEMENTARY  INFORMATION: 
The  Flood  Disaster  Protection  Act  of 
1973  'Pub  L  93-2341  requires  the  pur- 
chase of  flood  msurance  as  a  condition 
of  receiving  any  form  of  Federal  or  Fed- 
erally related  financial  assistance  for 
acquisition  or  construction  purposes  In 
a  flood  plain  area  having  special  hazards 
within  any  community  identified  for  at 
least  one  year  by  the  Secretary  of  Hous- 
ing and  Urban  Development.  The  re- 
quirement applies  to  all  identified  spe- 
cial flood  hazard  areas  within  the  United 
States,  and  no  such  financial  assistance 
can  legally  be  provided  for  acquisition  or 


construction  except  as  authorized  by 
Section  202' bi  of  the  Act,  as  amended, 
unless  the  community  has  entered  the 
program.  Accordingly,  for  communi- 
ties listed  under  this  Part  no  such  re- 
striction exists,  although  insurance,  if 
required,  must  be  purchased 

The  addresses  of  the  National  Flood 
Insurers  Association  servicing  com- 
panies, where  flood  insurance  policies 
can  be  obtained,  are  published  at 
I  1912  5  i24CFRPart  1912» 

The  Federal  Insurance  Administrator 
finds  that  delayed  effective  dates  would 
be  contrary  to  the  public  interest.  Tlie 
AdminLstrator  also  finds  that  notice  and 
public  procedure  under  5  U.S.C.  553(b) 
are  impracticable  and  unnecessary. 

Section  19146  of  Part  1914  of  Sub- 
chapter B  of  Chapter  X  of  Title  24  of  the 
Code  of  Federal  Flegulations  Is  amended 
by  adding  in  alphabetical  sequence  new 
entries  to  the  table.  In  each  entry,  a 
complete  chronology  of  effective  dates 
appears  for  each  listed  community.  The 
entry  reads  as  follows: 

§  1914.6      List  of  ElijEible  Communities. 


Sute 


County 


Location 


Effective  date  of  aothorization  of  sale  of  flood 
insurance  for  ares 


Haiard  area    Community 
identified  No. 


I>ouisianB Livingston  Parish. 

New  York St.  Lawrence 

Do Oswego 

Texas Erath 


Colorado San  Miguel. 

Iowa Warren 


Cn:nc<.rp<irat^it  areas May  20,  1977,  emergency 

Ru5Sp11,  tow;,   if    May  31,  1977,  emergency 

Sandy  Cree\c.  village  of do ^ 

Stephen Ti'.le,  city  of May  19,  1977,  suspended  withdrawn. 

Unincorporated  areas Jtine  1,  1977,  emergency 

Inlianola.  city  of do 


Feb.  14.1975 
Nov.  15,1974 
June  28.1974 
Jan.      2, 1976 


Nebraska Hall 

Do Cuming. 


Michigan ! Van  Buren., 

Do Cheboygan. 

Do Saginaw 

.Viissouri Carter 


Alda,  village  of do 

Wisner,  city  of do 

Arlington,  township  of June  2,  1977,  emergency. 

Grant,  township  of do 

Taymouth,  township  of do 

EUsinore,  city  of do 


June  7, 1974 
Apr.  30.  1976 
June  25, 1976 
Dec.  7, 1973 
Sept.    3,1976 


South  Carolina Greenville  and  Laurens. 

Texas ReFugio 

Do .Montgomery 

Wyoming Carlxin 

Delaware Kent  and  Sussex 

Do Kent 


Iowa Soott 

Michigan Muskegon. 

Minnesota Hennepin. 

Missouri Randolph. 

New  Jersey Middlesex. 

New  York Broome... 


Do Erie 

Do Erie  and  Cattaraugus. 

Ohio Greene 


Pennsylvania Luieme... 

Do Crawford. 


Do Berks. 

South  Dakota. Butte.. 

Do .•« Meade. 


Texas Bexar 

Wisconsin Eau  Claire  and 

Chippewa. 
Do Sheboygan 


Fountain  Inn,  town  of do 

Austwell,  city  of do 

Panorama  Village,  city  of '. do 

Elk  Mountain,  town  of. do 

Milford.  city  of June  5,  1974,  emergency;  June  1,  1977.  regular. 

Smyrna,  town  of June  13,  1974,  emergency;  June  1.  1977,  regular. 

t'nincorporated  areas Dec.  30,  1977,  emergency:  June  1,  1977,  re^lar 

Muskegon,  city  of May  25,  1973,  emergency;  June  1,  19, , ,  regular. 

St.  Louis  Psu-k,  city  of Dec.  22,  1972,  emergency;  May  25.  1973,  regular 

Moberly,  city  of Sept.  29,  1972,  emergency  ■  June  1.  1977,  regular 

Highland  Park,  borough  of. Apr.  7,  1972,  emergency;  June  I,  1977,  regular  . 

Binghamton,  city  of Sept.  7, 1973,  emergency;  June  1,  1977,  regular.. 

Elma,  town  of. Feb.  4,  1973,  emergency;  June  1,  1977,  regular.. 

Oowanda,  village  of. June  23, 1972,  emergency;  June  1, 1977,  regular 

Bellbrook,  city  of July  28,  1972,  emergency;  Jime  1,  1977,  regular . 

,  Kingston,  borough  of Oct.  6,  1972,  emergency;  June  1,  1977,  regular. 

MeadviUe.  city  of June  16, 1972,  emergency;  June  1,  1977,  regular.. 

,  Ontelauiiee,  township  of Sept.  5,  1973,  emergency;  June  1, 1977,  regular. 

Belle  Fourche,  city  of.... May  3,  1973,  emergency;  June  1,  1977,  regular. 

Stiugis,  city  of Feb.  9, 1973,  emergency;  June  1, 1977,  regular.. 

Leon  Valley,  city  of June  25, 1973,  emergency;  June  1,  1977,  regular. 

Eau  Claire,  city  of Mar.  19,  1971,  emergency;  June  1,  1977.  regular. 

Sheboygan.  city  of Apr.  23, 1971,  emergency;  Mar.  15, 1977,  regular. 


Oct. 
Aug 
Oct. 

Nov 


24, 1975 
15. 1975 
18. 1974 
15.  1975 
July  23,1976 
May  28.1978 
Dec.    31, 1976 


Oct. 
May 

Sept. 
June 
June 
May 
Mar 
Apr. 
Apr 
Apr. 
Sept. 
Feb. 
Nov. 
Apr. 
Feb. 
Oct. 
Apr 
June 
June 
Nov. 
Oct. 
Nov. 
Oct. 
Aug. 
Oct. 
Sept. 
Sept. 
June 


24, iy:4 

10,  1974 

26. 1975 
1, 1977 
7.1974 

2.S,  1973 
30, 1973 

20. 1973 
12,1974 
23.  1976 
21,1973 

8.  1973 
2. 1973 

23. 1976 
S. 1973 

12.  1973 

23.  1976 

28. 1974 
11.1976 

2. 1973 
3, 1975 

\f>.  1973 
18. 1974 
13, 1976 

12. 1973 

20. 1974 

24,  1976 

7. 1974 


220113 
361428 

3813^  \. 
480220a 

osoiee 

190275A 

310242 
310O49A 

280705 

280610 

280503 

290488A 

450209 

481086 

481263 

1  .560093 

10OO42B 

100017C 

190239 
260161B 
.'70ld4A 
290305  A 
340283  A 
.36<X)38C 

.380239  A 
360075 -V 
390194B 

420812A 
42l)3,ilB 

4.Xty66B 

460012  B 

46005.5C 


480042 
.S50128B 

550430B 


Iowa 

Do. 


Polk... 
Jasper. 


New  Hampshire Cooa... 

Pennsylvania Bulter. 


Johnston,  city  of June  3, 1977,  emergency. 

Kellogg,  city  of do 

Jefferson,  town  of do 

Venango,  township  of do 


June  21.1974 
Jan.  16, 1976 
Feb.  21.1975 
Sept.  10,1976 
Jan.   24,1975 


1907« 

1901 64A 

33O033A 
42235y 


'  New. 

(National  Flood  Insurance  Act  of  1968  i  title  XITI  or  the  Hou.stng  and  Urban  Development  Act  of  1968);  effective  Jan  28,  1969  (33 
FR  178i")4.  Nov  28.  1968 1.  as  amended  42  USC  4001  4'.28.  and  Secretary's  delegation  of  authority  to  Federal  Insurance  Administrator, 
34  FR   2680,   Feb    27,    1969)    as  amended  39   FR  2787.   Jan.   24,    1974. 


Issued   May  26,  1977. 


J    Robert  Hunter. 
Acting  Federal  Insurance  Administrator 


|PRDoc.77-16357  Piled  »-10-77;8:46  ami 


FEDERAL   REGISTER,    VOL     4?     NO     113 — MONDAY,   JUNE    13,    1977 


RULES  AND   REGULATIONS 


30305 


1  Docket  No.  FI-29101 

PART  1915 — IDENTIFICATION  AND 
MAPPING  OF  SPECIAL  HAZARD  AREAS 

List  of  Communities  With  Special  Hazard 
Areas 

AGENCY:  Federal  Insurance  Admin- 
istration, HUD. 

.ACTION;   Pinal  rule. 

SUMMARY :  The  purpose  of  this  rule  is 
the  identification  of  communities  with 
areas  of  special  flood  or  mudslide  or  ero- 
sion hazards  as  authorized  by  the  Na- 
tional Flood  Insurance  Program  The 
identification  of  such  areas  is  to  provide 
guidance  so  that  communities  may  miti- 
gate hazards  and  reduce  property  losses 
by  adopting  appropriate  flood  plain 
manaigement  or  other  measures  to  mini- 
mize damage  caused  by  floods  or  other 
hazards.  It  will  enable  conununities  to 
guide  future  construction,  where  practi- 
cable, away  from  locations  which  are 
threatened  by  flood  or  other  hazards. 

DATES :  The  effective  date  of  identifica- 
tion is  the  date  listed  in  the  eighth  col- 
umn of  the  table  or  July  13.  1977,  which- 
ever Is  later. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr,  Richard  Krimm,  Assistant  Admin- 
istrator. 0£Bce  of  Flood  Insurance. 
(202)  755-5581  or  Toll  Free  Line  800- 
424-8872,  Room  5270,  451  Seventh 
Street,  S.W.,  Washington,  D.C.  20410. 

SUPPLEMENTARY  INFORMATION : 
The  Flood   Disaster  Protection   Act  of 


1973  requires  the  purchase  of  flood  in- 
surance on  and  after  March  2,  1974,  as 
a  condition  of  receiving  any  form  of  Fed- 
eral or  Federally  related  financial  as- 
sistance for  acquisition  or  construction 
purposes  m  an  identified  plain  area  hav- 
ing special  flood  hazards  that  is  located 
within  any  commimlty  participating  in 
the  National  Flood  Insurance  Program. 

One  year  after  the  identification  of 
the  community  as  flood  prone,  the  re- 
quirement applies  to  all  identified  spe- 
cial flood  heizard  areas  wiUim  the  United 
States,  so  that,  after  that  date,  no  such 
financial  assistance  can  legallv-  be  pro- 
vided for  acqui.siticn  and  construction 
m  these  areas  unless  the  community  has 
entered  the  program.  The  prohibition, 
however,  doe.-;  not  apply  to  loans  by 
Federally  regulated,  insured,  supervised 
or  approved  lendmg  institutions  1 1 '  to 
finance  the  acquisition  of  a  residential 
dwelling  occupied  as  a  residence  prior 
to  March  1,  1976,  or  one  year  following 
identification  of  the  area  withm  which 
such  dwelling  is  located  as  an  area  con- 
taining special  flood  hazards,  whichever 
is  later,  or  made  to  extend,  renew,  or 
increase  the  financing  or  refinancmg  m 
connection  with  such  a  dweUmg,  '2^  to 
finance  the  acquisition  of  a  building  or 
.structure  completed  and  occupied  by  a 
small  business  concern,  as  defined  by  the 
Secretary,  prior  to  January  1.  1976.  '3' 
any  loan  or  loans,  which  in  the  aggre- 
gate do  not  exceed  $5,000,  to  finance  im- 
provements to  or  rehabilitation  of  a 
building  or  structure  occupied  as  a  resi- 
dence prior  to  January   1.  1976,  or   U) 


any  loan  or  loans,  which  in  the  aggre- 
gate do  not  exceed  an  amount  pre.scribed 
by  the  Secret*.n.-.  to  finance  nonresiden- 
tial additions  or  improvements  to  be 
used  solelv'  for  agricultural  purposes  on 
a  farm. 

This  30  day  period  does  not  supersede 
the  statutory  requirement  that  a  com- 
munity, whether  or  not  participating  in 
the  program,  be  given  the  opportunity 
for  a  period  of  six  months  to  establish 
that  It  is  not  .seriously  flood  prone  or 
that  such  fl(X)d  hazards  as  may  have 
existed  have  been  corrected  by  flood - 
works  or  other  flood  control  methods. 
The  six  months  period  shall  be  con- 
sidered to  begin  30  days  after  the  date 
of  publication  m  the  Federal  Register 
or  the  effective  date  of  tl;e  Flood  Hazard 
Boundary  Map  whichever  is  later  Sim- 
ilarly, the  one  year  period  a  community 
has  to  enter  the  program  under  Section 
201 'd  I  of  the  Flood  Disaster  Protection 
Act  of  1973  shall  be  considered  to  begm 
30  days  after  publication  in  the  Federal 
Register  or  the  effective  date  of  the 
Flood  Hazard  Boundary  Map.  whichever 
is  later. 

This  identification  is  made  m  accord- 
ance with  Part  1915  of  Title  24  of  the 
Code  of  Federal  Regulations  as  author- 
ized bv  the  National  Flood  Insurance 
Program    42  U  S  C   4001-4128). 

Accordingly,  5  1915  3  is  amended  by 
adding  in  alphabetical  sequence  a  new 
entry  to  the  table,  which  entry  reads 
as  follows: 

§   1915.3       I-ist   of   rommunitifs    wilh   ^p*- 
cial  haiard  art'a.x   (.FHB.Mf  in  efferl). 
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PART   1916— CONSULTATION  WITH 
LOCAL  OFFICIALS 

Changes  m  Base  Flood  Elevations 

AGKNCV  Federitl  Ir:,si:rur,ce  Admmis- 
t  rat  ion,  HUD 

ACTION    Interiir.  Rule. 

SUMMARY  Tr.e  purpose  of  thL-;  rule 
li  10  list  those  comrr.unities  wherein  the 
Federal  Insurance  Administrator,  after 
consultation  with  the  Chief  Executive 
Officer  of  the  comnvir.ity  has  determined 
that  modification  of  the  base  '  100-year» 
flood  elevations  of  some  locations  is 
appropriate. 

The  numerous  changes  made  m  the 
base  fiood  elevations  on  the  Flood  In- 
surance Rat«  Maps-  rr.ake  it  adminis- 
Tativelv  infeasible  to  publish  in  this 
r.otice  all  of  the  modified  base  flood 
elevations  contained  on  the  map.  How- 
ever, this  r.otice  includes  the  address  of 
the  Chief  Executr.e  Officer  of  the  com.- 
n-.unit;.-  whert'  the  modified  base  flood 
elevation  cietcrmiin.itions  are  available 
for  in.spertion 

Any  persons  who  have  knowledge  of 
changed  conditions  or  new  scientif.c  or 
technical  data  or  who  wish  to  comment 
on  these  changes  should  immediately 
notify  the  Chief  Executive  Officer  at  the 
add res.s  li-^t-ed 


RULES   AND   REGULATIONS 

For  rating  purposes,  the  revised  com- 
munity n'um.ber  is  listed  and  must  be 
■used  for  all  new  policies  and  renewals. 

DATES  These  modified  elevations  are 
currently  m  effect  and  amend  the  Flood 
In^surance  Rate  Map  FIRM),  in  effect 
prior  to  this  determination.  A  revised 
FIRM  will  be  distributed  in  each  com- 
m.unity  listed  as  soon  as  possible. 

From,  the  date  of  the  second  publica- 
tion of  notice  of  these  changes  in  a  prom- 
inent local  newspaper,  any  person  has 
90  days  in  which  he  can  request  through 
the  community  that  the  Federal  Insur- 
ance AdmmLstrator  reconsider  the 
changes.  Any  request  for  reconsidera- 
tion must  be  based  on  knowledge  of 
changed  conditions  or  new  scientific  or 
technical  data  All  interested  parties  are 
on  notice  that  until  the  90-day  period 
elapses,  these  modified  ele\  ations  may  be 
changed 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mr  Richard  Krimm.  Assistant  Admin- 
istrator Office  of  Flood  Insurance, 
■  202  '  755-5.T81  or  Toll  Free  Line  (800) 
424-8872,  Room.  5270,  451  Seventh 
Street,  Southwest  Washington,  D.C. 
20410 

SLTPLEMENT  AR  Y  IN  FORMATION : 
These  base  flood  elevation^  are  the  basis 
for  the  flood  plain  management  measures 
that  the  comvm.unity  is  required  to  either 


adopt  or  show  evidence  of  being  already 
in  effect  in  order  to  qualify  or  remain 
qualified  for  participation  m  the  Na- 
tional Flood  Insurance  Program  iNFIP) . 

These  elevations  together  with  the 
flood  plain  management  measures  re- 
quired by  §  1910  3  of  the  program  regula- 
tions are  the  minimum  that  are  required. 
They  should  not  be  construed  to  mean 
the  community  must  change  any  existing 
ordinances  that  are  more  stringent  in 
their  flood  plain  management  reqtiire- 
ments.  The  corrununlty  may  at  any  time 
enact  stricter  requirements  on  its  owm. 
or  pursuant  to  policies  established  by 
other  Federal,  state  or  regional  entities. 

These  modified  elevations  shall  be 
used  to  calculate  the  appropriate  flood 
insurance  premium  rates  for  new  build- 
ings and  their  contents  and  for  the  sec- 
ond layer  of  insurance  on  existing  build- 
ings and  contents 

The  modifications  are  made  pursuant 
to  Section  206  of  the  Flood  Disaster  Pro- 
tection Act  of  1973  (Pub  L.  93-234)  and 
are  in  accordance  with  the  National 
nood  Insurance  Act  of  1968.  as  amended 
(Title  Xin  of  the  Housing  and  Urban 
Etevelopment  Act  of  1968.  Pub  L.  90- 
448).  42  U.S.C  4001-4128.  and  24  CFR 
Part  iai6. 

The  entry  (entry  not  to  be  codified  in 
CFR)  reads  as  follows 


§  1916.8      Changes 
tions. 


in    base    flood    eleva- 


(24  CFK  81916.8) 


STATE 


COUNTY       LOCATION 


Colorado      Acapalioe   Knijlewood,  City  of 


DATE  AND  NAME  OF 
NEWSPAPER  WHERE 
NOTICE  WAS  PUBLISHED 

The  Engleuood  Herald  Sentinel 
June  15,  1977 
June  22,  1977 


Connecticut   Hartford   Wethersf ield,  Town  of     The  Wethersfleld  Post 

April  26,  1977 
May  3,  1977 


Delaware 


Klorlda 


Florida 


Sussex     Bethany  Beach.  Town  of    The  Delmarva  News 

March  23,  1977 
March  30,  1977 


Brevard    Cape  Canaveral,  City  of   The  Today 

May  19,  1977 
May  20,  1977 


Brevard    Cocoa  Beach,  City  of 


The  Today 
May  19,  1977 
May  20,  1977 


May  2,  1977 


EFFECTIVE  DATE 
CHIEF  EXECUTIVE  OF  MODIFIED 

OFFICER  OF  FLOOD  INSURANCE 

COMMUNITY  RATE  HAl' 

Honorable  James  Taylor        June  2A ,  1977 

Mayo.-,  City  of  Englewood 

City  Hall 

3400  South  Elatl  Street 

Englewood,  Colorado   80110 

Mr.  Ralph  A.  DeSaatls 

Town  Manager 

Town  of  Wethersfleld 

505  Silas  Deane  Highway 
Wethersfleld,  Connecticut   06109 

Honorable  Sidney  A.  Bennett   March  25,  1977 

Mayor,  Town  of  Bethany  Beach 

Town  Office 

320  Garfield  Parkway 

Bethany  Beach,  Delaware   19930 

Honorable  Leo  Nicholas        May  20,  1977 

Mayor,  City  of  Cape  Canaveral 

City  Hall 

105  Polk  Avenue 

Cape  Canaveral,  Florida   32920 


Honorable  John  Moore 

Mayor,  City  of  Cocoa  Beach 

City  Hall 

20  South  Orlando 

Cocoa  Beach,  Florida   32931 


^May  20,    1977 
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highrights 


SUNSHINE  ACT  MEETINGS 30467 


BUCK  PRESS  DAY 

Presidential    proctamation. 


FLAG  DAY  AND  NATIONAL  FLAG  WEEK 

Presidential    proclamation 


30351 


30353 


ADVERTISING    BY    INVESTMENT    COMPANIES 

SEC  proposes  to  permit  advertising  of  certain  secuntres 
and  remove  limitations  on  use  ol  expanded  tombstone 
advertisements;  comments  by  7-25-77       30379 

CANNED  GREEN  AND  WAX  BEANS 

HEW/FDA  revises  standards  of  identrty.  quality.  arvJ 
confirms  effective  date;  effective  6-14-77  30356 

HEW/FDA  provides  for  maximum  liquid  content  require- 
ment for  vacuum-pack  beans,  and  method  for  deternnna- 
tion  of  quantity  of  liquid  in  container;  effective  8-15-77; 
objections  by  7-14-77 30359 

CANNED  MUSHROOMS 

HEW/FDA^srovides  for  optional  use  of  safe  and  suitabie 
orgamc  acids  in  processing;  effective  8-15-77:  objec 
tions  by  7-14-77 _ - - 30358 

CAPRYLIC  ACID 

HEW/FDA  proposes  GRAS  status  as  human  food 
ingredient;  comments  by  8-15-77 30390 

CENTRAL  AIR  CONDITIONERS 

FEA    proposes    uniform    test    method    for    measuring 

energy  consumption;  comments  by  8-1-77  -,   30401 

COMPREHENSIVE  EMPLOYMENT  AND 

TRAINING 

Labor  amends  requirements  governing  award  and  admin- 
istration of  program  funding  agreements  with  private, 
profitmaking  organizations;  effective  7-14-77    303€7 

DUMPING  GROUNDS 

DOD/Corps  of  Engineers  revokes  regulations:  effect've 
&-14-77  30368 

EVIDENCE  OF  DEATH 

HEW/SSA  specifies  procedures  for  determirnr.g  date  c* 

death  for  missing  persons;  effective  &-14-77 30357 

^^^^_-__-^^^^^^^^^^^^^^^^^^    CONTINUCD    INSlDC 


reminders 


(The  Items  in  this  list  were  editorially  compiled  as  an  aid  to  Pede  rai.  Register  users.  Inclusion  or  exclusion  from  this  list  has  no  legal 
•igaUicance  Since  thU  list,  Is  intended  as  a  reminder.  It  does  not  Include  effective  dates  that  occtxr  within  14  days  of  publication  ) 


Rules  Going  Into  Effect  Today 


DCT,'FA.A — Airworthiness  airectives;   MBB 
mode!   BO-105   heJicopters  27571; 

5-31-77 


List  of  Public  Laws 


NoTS:  No  public  bills  which  have  become 
law  were  received  by  the  Office  of  the  Federal 
Register  for  Inclusion  In  today's  List  or 
Public  Laws. 


AGENCY  PUBLICATION  ON   ASSIGNED  DAYS  OF  THE  WEEK 

The  sixmonth  trial  period  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program: 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

NRC 

USDA/ASCS 

NRC 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT/NHTSA 

USDA/FNS 

DOT/NHTSA 

USDA/FNS 

DOT/FAA 

USDA/REA 

DOT/FAA 

USDA/REA 

DOT/OHMO 

CSC 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 

DOT/OPSO 

LABOR 

HEW/ FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday. 

Comments  on  this  program  are  still  invited  Comments  should  be  submitted  to  the  Day-of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register.  National  Archives  and  Records  Service.  General  Services  Adminis- 
tration, Washington,   D.C.   20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  mformation  please  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


'tW      SM   ^ 


Published  dally  Monday  through  Frldav  mo  publication  on  Saturdays.  Sundays,  or  on  official  Federal 
holidays)  by  the  Office  of  the  Federal  Register.  National  Archives  and  Records  Service,  Genera!  S€rvl<>;;s 
Administration,  Washington.  DC  20408,  under  the  Federal  Register  Act  (49  Stat,  50<3.  as  amended,  44  U^S^C^ 
Ch  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  1 1  CFR  Ch.  I)  Distribution 
la  made  only  by  the  Superintendent  of  Documents,  VS.  Government  Printing  Office,  Washington,  D.C.  20402 

^e  PttHLU.  RicisTHi  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  Issued 
bv  FederaT^^les  These  Include  Presidential  proc.amations  and  ExecuUve  orders  and  Federal  agency  documents  having 
senlS  TppSuUy  s^d  legal  effect,  documents  required  to  be  published  by  Act  of  Congress  and  other  Federal  agency 
To^^enl^  of  public  mterest  Documents  are  on  file  for  public  Inspection  In  the  Office  of  the  Federal  Register  the  day  before 
they  are  published,  unless  earlier  filing  b,  requested  by  the  issuing  agency. 

The  rrvTiiM.  REOisTTK  wUl  be  furnished  by  mall  to  subscribers,  free  of  postage,  for  »6  oo  per  month  or  $50  per  year,  payable 
in  adv^?h^  chirge  for  individual  copies  is  75  cents  for  each  Issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
S,^t  ^k^  moiJ^order,  made  payable  to  the  Superintendent  of  Documents  US  Government  Prmtlng  Office.  Washington. 
D.C.  20403. 

There  axe  no  restrictions  oa  the  republication  of  material  appearing  In  the  Fediral  Bbcxstsr 
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INFORMATION  AND  ASSISTANCE 

Questions  and  requests  for  specific  information  may  be  directed  to  the  following  numbers, 
may  be  made  by  dialing  202-523-5240. 


FEDERAL  REGISTER,  Daily  issue: 

Subscription  orders  (GPO)    202-783-3238 

Subscription  problems  (GPO) 202-275-3050 

"Dial  •  a  •  Regulation"     (recorded     202-523-5022 
sumnnary  of  highlighted  docu- 
ments appearing  in  next  day's 
issue). 

Scheduling     of     documents     for 
publication. 

Copies  of  documents  appearing  m 
the  Federal  Register. 

Corrections -.- 

Public  Inspection  Desk 

Finding  Aids 

Public  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR). 

Finding  Aids 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 

523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders  and  Proclama- 
tions. 

Weekly  Compilation  of  Presidential 
Documents. 

Public  Papers  of  the  Presidents..-.. 

Index  

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws 

U.S.  Statutes  at  Large 

Index  

U.S.  Government  Manual 

Automation    

Special  Projects 


General  inquiries 

523-5233 
523-5235 

523-5235 

523-5235 

523-5237 
523-5237 
523-5237 
523-5237 

523-5230 

523-5240 

523-5240 


HIGHLIGHTS — Continued 


EXCHANGE  DISCIPLINARY  OR  OTHER  ADVERSE 

ACTION 

CFTC  proposes  procedures  and  standards  under  which 
review  of  cases  would  be  instituted  and  conducted; 
comments  by  7-14-77  (Part  11  of  this  issue) 

FISHERY  MANAGEMENT 

Commerce/NOAA  establishes  final  Atlantic  bluefin  tuna 
regulations  for  1977;  effective  6-10-77 

INDIAN  IRRIGATION  PROJECTS 

Intenor/BIA  revises  operating  and  maintenance  proce- 
dures; effective  7-14-77 

INDIANS  AND  NATIVE  AMERICANS 

Labor/ ETA  public  service  jobs  ailocatior.s  to  prime 
sponsors  

MEDICAL  DEVICES 

HEW/FDA  proposes  exemptions  from  Federal  preem.p- 
tion  of  state  and  local  devtce  requirements;  comments 
by  8-15-77  

OIL  AND  GAS  LEASING 

Intenor/Secy.  requests  comments  to  assist  Outer  Con- 
tinental Shelf  planning  scheduie  for  1979.  1980  and 
1981;  comments  by  7-15-77   .  .- 

PRIVACY  ACT  OF  1974 

ACTION  provides  for  routine  disclosure  of  information 
to  GSA/NARS  for  records  management  inspection  pur- 
poses;  effective   6-13-77 

PUBLIC  PARTICIPATION  IN  RULEMAKING 

FTC  issues  guidelines  (Part  III  of  this  issue) 

RICE 

USDA/ASCS  establishes  national  acreage  aUotment, 
producer  and  farm  allotments,  and  related  loan  eligi- 
bility, etc.,  for  1977  crop 


30471 
30373 
30361 
30444 

30383 

30442 

30412 
30479 

30355 


SAFETY  OF  LIFE  AT  SEA 

FCC   requests  comments  on  operational   standards  for 

radio  equipment  mandatorily  fttted  aboard  sea  vessels; 
comments  by  8-4-77.  reply  commeats  by  9-6-77  30424 


SUGAR 

USDA/CCC  proposes  to  estabiis-  pnce  support  payments 
program  beginning  with  1977  crop;  comments  by  7- 
15-77        


30409 


VETERANS  MORTGAGE  LIFE  INSURANCE 

VA   proposes   increase   m    lifetime   m.aximum,   amount  of 
insurance  coverage;  comments  by  7-14-77 30392 

MEETINGS- 
ERA;   Solid   waste;   provisions   cf   Resc^-ce   Conserva- 
tion and  Recovery  Act  of  1976,  6-3C  and  :'-:-77      30423 
FEA;    Conference    to    Discuss    Alternative    Means    of 
Developing  O-i   and  Gas   Reser.es   Data   for   Petro- 
leum Product  on  and  Reserve  l-tormatcn  System; 


7-12-77 


30426 


Office  of  ScieBce  and  Technology  Polic>    Space  Sys 

terns  Advisory  Grouc    7-6  thru  7-7-77 30455 

CHANGED  MEETINGS— 

HEW/FDA;   Panel  on   Review  of  Antimicrobta!  Agents 
and  Panel  on  Review  of  Miscellaneous  External 

Drug  Products,  joint  mee'-ng;  6-25-77 30432 

NIH:    National    Diabetes  Adv,sc^>    Bcd'C     6- '7-77 

subcommittees  meeting  cancelled  30433 


SEPARATE  PARTS  OF  THIS  ISSUE 

Part  II.  CFTC 

Part  ill,  FTC 


30471 
30479 
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THE  PRESIDENT 

PfCKlamations 

Black  Presc  Day -----   30351 

Flag  Day  and  National  Flag  Week_   30353 

EXECUTIVE  AGENCIES 

ACTION 

Notices 

Privacy  Act,  systems  of  records---   30412 

AGRICULTURAL  STABILIZATION  AND 
CONSERVATION   SERVICE 

Rules 

Rice,  marketing  quotas  and  acre- 
age allotments 303d3 

AGRICULTURE   DEPARTMENT 

Ser  Agricultural  Stabilization  and 
C\)ii--erva:iun  Service,  Com- 
n:oditv  Credit  Corporation, 
Federal  Gram  In.spection  Serv- 
ice. Food  and  Nutrition  Serv- 
ice:   Soil   Conservation   Service 

ARMY   DEPARTMENT 

Sef  Engineers  Corps 

CIVIL   AERONAUTICS   BOARD 
Proposed   Rules 

Charters 

Inclusive  tour;   air  transporta- 
tion advertising;   inquiry 30376 

Notices 

Ht-anngs.  etc  ' 

Braniff  Airways,   Inc 30415 

International  Air  Transport  As- 

sociauon    --    30415 

MaerskAirl  S  '  2  documents' . .   30416 
Trans     World     Airlines,     Inc., 

et  al 30418 

CIVIL   SERVICE   COMMISSION 

Rules 

Except-ed  service 

Justice  Department 30355 

Treasury   Department 30355 

Notices 

Noncareer  executive  assignments: 
Environmental  Protection 

Agency 30421 

Federal  Trade  Commission 30421 

Health.  Education,  and  Welfare 

Department     30421 

Housing    and    Urban    Develop- 
ment Department 30421 

Navy  Department 30421 

COMMERCE    DEPARTMENT 

Scf'  Maritime  AdminLstration:  Na- 
tional Oceanic  and  Atmospheric 
Administration 

COMMODITY   CREDIT  CORPORATION 

Proposed   Rules 

Sugar       payment     program     for 

1977         .  -     30409 

COMMODITY  FUTURES  TRADING 
COMMISSION 

Proposed   Rules 

Exchange  disciplinary  or  adverse 
action  review 30471 


contents 

DEFENSE   DEPARTMENT 

Se^   Engineers  Corps;   Navy   De- 
partment. 

EMERGENCY  NATURAL  GAS  ACT  OF   1977. 

ADMINISTRATOR 
Notices 
Emergency  orders,  etc.: 

Columbia     Ga^     Transmission. 

er  al 30412 

Delhi      Gas      Pipeline      Corp., 
et  al 30413 

EMPLOYMENT   AND  TRAINING 
ADMINISTRATION 

Notices 

Indian     and     Native     American 

prune    sponsors: 
Employment     assistance;     1977 

and  1978  F\'  allocations 30444 

ENGINEERS  CORPS 

Rules 

Dumpmg  grounds  regulations;  re- 
voked       30368 

ENVIRONMENTAL   PROTECTION   AGENCY 

Rules 

Air  quality  implementation  plans; 
various  States,  etc.: 
Maine       30369 

Proposed  Rules 

Air  quality  implementation  plans; 
various  States,  etc.: 
California  ■  7  documents)  .  30394-30399 
Pennsylvania 30393 

Notices 

Meetings: 
Grant    regulations    and    draft 
guidelines  on  public  participa- 
•tion   30423 

Pesticide    chemicals;     tolerances. 
exemptions,  etc.;  petitions: 
Elanco  Products  Co.  et  al.;  cor- 
rection      30423 

Pesticides;  specific  exemptions  and 
experimentiil  use  permits: 
Weyerhaeuser  Co   et  al 30422 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Rules 

FM   broadcast  stations,    table  of 
a-ssignments: 

California   30371 

Oklaho.-na 30371 

Organisation  and  functions: 

Engineer  Office.  Chief 30370 

Proposed  Rules 
Cable  television: 

Financial   report,   annual;   ex- 

terision  of  time 30401 

FM   broadcast  stations;    table  of 
assignments: 
Montana   .-- 30400 

Notices 

Radio  equipment  aboard  vessels; 
operational  standards — 30424 


Satellite  communications  services ; 
applications  accepted  for  filing-  30423 

FEDERAL   ENERGY   ADMINISTRATION 

Proposed  Rules 

Energy  conservation  program ;  ap- 
pliances : 
Air  conditioners,  central -30401 

Notices 

Appeals  and  applications  for  ex- 
ception, etc.;  cases  filed  with 
Exceptions  and  Appeals  Offi- 
fice: 
Conferences  and  hearings;  pro- 
cedure    30427 

Environmental  statements;  avail- 
ability, etc.: 
New  Jersey  energy  conservation 

plan    30426 

Oil  and  gas  reserves  data;  panel 

discussion    30426 

FEDERAL  GRAIN   INSPECTION   SERVICE 
Notices 

Grain  standards;  inspection  points : 
Illinois  (2  documents) 30413 

FEDERAL  MARITIME  COMMISSION 
Proposed   Rules 

Tariffs,  filings  by  common  carriers 
by  water  in  foreign  commerce 
of  U.S.: 
Submission  of  revenue  and  cost 

circumstances;  withdrawn---  30399 

Notices 

Agreements  filed,  etc.: 

American    Export    Lines,    Inc.. 

et  al . 30427 

Marseilles  North  Atlantic  U.S.A. 
Freight    Conference 30428 

South  &  East  Africa/U.S.A.  Con- 
ference et  al 30428 

FEDERAL   POWER   COMMISSION 
Rules 

Practice  and  procedure 
Settlement  and  disposition  of  is- 
sues; proceeding  terminated-    30356 

Notices 

Hearings,  etc.: 

Algonquin     Gas     Transmission 

Co 30429 

Elrod.  Hubert  K..  et  al 30429 

Placid  Oil  Co.  et  al 30430 

FEDERAL  TRADE  COMMISSION 

Notices 

Rulemaking    proceedings,    public 

participation  In;  guidelines 30479 

FISH   AND  WILDLIFE  SERVICE 

Rules 

Hunting: 
Kirwin  National  Wildlife  Ref- 
uge.  Kans 30373 

FOOD  AND  DRUG  ADMINISTRATION 

Rules 

Beans,  canned  green  and  wax; 
identity  standards  and  quality 
(2  documents' 30358,  30359 


IV 
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Cosmetics : 

Hypoallergenic  products;  label- 
ing; stay  of  effective  date 30361 

Mushrooms,       canned;       identity 

standards     30358 

Proposed   Rules 

Food    additives    and    GRAS    or 
prior-sanctioned  ingredients: 
Caprylic  acid 30390 

Food  for  human  consun-.ption; 
Butvlated   hydroxytoluene;   use 

restrictions;   correction 30389 

Medical  devices: 

Exemptions  from  Federal  pre- 
emption; State  and  local  de- 
vice re<5Uirements 30383 

Notices 

GRAS  or  prior-sanctioned  ingre- 
dients; information  availability,  30431 

Meetmgs: 

Antimicrobial     Agents     Review 

Panel  et  al.;  agenda  change- .    30432 

Review  Panel  on  New  Drug  Regu- 
lation Final  Report;  availabil- 
ity ;  inquiry 30432 

FOOD  AND   NUTRITION   SERVICE 

Rules 

School  lunch  program,  National; 
New  regional  office;   Mountain 

Plains  Region,  correction 30355 

GENERAL   ACCOUNTING   OFFICE 

Notices 

Regulatory  reports  review;  pro- 
posals, approvals,  etc 30430 

GENERAL   SERVICES   ADMINISTRATION 

Notices 

Property  management  regulations, 
temporary : 
Automatic       data       processing 
equipment;  exchange  sale  ac- 
quisition   30431 

HEALTH.   EDUCATION,   AND  WELFARE 
DEPARTMENT 

See  also  Food  and  Drug  Adminis- 
tration; Health  Services  Admin- 
istration ;  National  Institutes  of 
Health;  Public  Health  Service; 
Social  Security  Administration. 

Notices 

Program  results; 
Health  care  long  term  services 
for  elderly  and  disabled ;   in- 
centive   reimbursement    sys- 
tem     30435 

Poverty,  relative  measure;  edi- 
torial support 30436 

HEALTH   SERVICES   ADMINISTRATION 

Notices 

Authority  delegations: 

Health.  Assistant  Secretary,  et 
al.;  services  for  blind  and  dis- 
abled children -_.  30433 

HEARINGS  AND  APPEALS  OFFICE, 
INTERIOR   DEPARTMENT 

Notices 

Applications,  etc.; 


CONTENTS 

Betty  B  Coal  Co 30436 

Enerey  Development  Co 30437 

Hawkms  &  Swmey  Coal  Co 30437 

Haw  ley  Coal  Mining  Corp 30438 

K  &  T  Coul  Co 30440 

NBC   Coal  Co 30440 

Thomas  Mining  Co 30440 

Two  Rose  Coal  Co.,  Inc 30441 

Walter.  Jim.  Resources.  Inc.      -  30438 

HOUSING   AND   URBAN    DEVELOPMENT 
DEPARTMENT 

Rules 

Mortgagee  Review  Board;  mem- 
bership revised 30361 

INDIAN   AFFAIRS   BUREAU 
Rules 

Irrigation  projects,  operation  and 
maintenance;  consolidation 30361 

INTERIOR    DEPARTMENT 

See  also  Fish  and  Wildlife  Service; 
Hearings  ar.d  .Appeals  Office; 
Indian  Affairs  Bureau;  Land 
Management  Bureau;  National 
Park  Service. 

Notices 

.Air  quality,  deterioration  pre\en- 
tlon;  National  Park  System; 
Canyonlands  National  Park  et 

al.,   Utah 30443 

Outer  Continental  Shelf  oil  and 
gas  leasing.  1979.  1980.  1981 
planning  schedule:  mquiry__  _    _  30442 

INTERSTATE   COMMERCE   COMMISSION 

Notices 

Fourth  section  applications  for  re- 
lief    30460 

Hearing  assignments 30460 

Motor  carriers: 
Temporary    authority    applica- 
tions     30461 

Transfer  proceedings 30460 

LABOR   DEPARTMENT 
See  also  Employment  and  Train- 
ing Administration. 
Rules 

Comprehensive   Employment   and 
Training  Act: 
Special    target     groups,    youth 

programs,  etc 30367 

Notices 

Committees;     establishment,     re- 
newals, etc  • 
Multilateral      Trade     Negotia- 
tions.  Labor   Advisory   Com- 
mittees    30445 

Adjustment  assistance: 

Atwater  Throwing  Co.,  Inc.    (2 

documents) 30445.  30446 

Brewer.  C.  &  Co..  Ltd 30447 

Converse  Rubber  Co 30447 

Cobre  Tire  Co.  et  al.-- -.-  30447 

Cyclops   Corp 30448 

Hawaiian  Sugar  Co 30449 

Hilo  Coast  Processing  Co 30450 

Joliet  Wrought  Washer  Co 30450 

Ka'u  Sugar  Co 30451 

Mauna  Kea  Sugar  Co . 30452 

Olokele  Sugar  Co 30452 


Wailuku  Sugar  Co 30453 

Wohl  Shoe  Co... 30454 

LAND   MANAGEMENT   BUREAU 

Rules 

Public  land  orders: 

Utah   30370 

Notices 
Classification  of  lands: 

Washington;    disposal    by    ex- 
change; correction.- 30436 

LEGAL   SERVICES   CORPORATION 

Notices 

Grants  and  controls;  applica- 
tions  (2  documents) 30454 

MANAGEMENT   AND   BUDGET   OFFICE 

Notices 

Management  circular,  joint  fund- 
ing  assessment 30454 
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Title  3— The  President 

PROCLAMAllON  4Ju7 

Black  Press  Dav.  1977 

B)  tht  PriMdiUi  oj  th(   I'nited  Staff  i  uj  Amf^u-a 

A  Proclamation 

The  NauonV  tirsi  ti'iai  k  ne\s^paper  was  iouiided  iii  1827  If.  tiit'  :  )i  veai^  >-.r,>c. 
the  black  press  has  come  to  s*  r\e  more  than  25,000,000  Americans,  and  has  been  a 
major  factor  in  the:;  .uivancement. 

'File  })Lu  k  press  ha,'-  had  to  c.vrrior.ic  LTfat  obstacles  to  a-lufN--  ih.c  respect  it 
conin:aiidN  Kxiav  a>  a  xoav  in:   ruriViduad  freedom,  dignity,  ai.ti  eiju.iiitN 

'll'iat  It  has  done  so.  \\liile  reniairanc  Kiith.fu;  to  &.c  standards  of  professional 
joumausn!.  is  a  trjbute  to  th:('  ciedu  atioT;,  respciisUjihtN   anc  /ea!  c>!   it^  !!ie;:H>e;-s. 

As  we  L(i  for\vard  u  ;th  our  efforts  to  make  equality  of  ojjpi  rtu'  ity  a  reality  for  all 
Americans,  we  wil!  contmae  to  depend  on  the  black  press  to  pnniiie  u^  \^ith  guidance, 
in^ieht  and  wisdom. 

I  urge  everv  .\merican  to  support  the  continuing  etlorts  o:  the  hia(  k  press  to  help 
assure  that  America  achieves  its  full  potential. 

NOW.  THEREFORE,  I.  JIMNn  CkXRTER,  PrevKi'^>::t  nf  the  Ihuied  biaieb  of 
America,  do  herebv  proJaim  1  ridax .  June  I".  1977.  as  Hla.  k  Preb,-  Day.  I  urge  all 
Ameru  ans  to  refiert  upcn:  t:.e  ;  oi^.tnbutions  o*  the  l>iai  k  press  to  the  realization  of  the 
principles  upon  whu  h,  our  Natu^n  '.s.t^  !ounded. 

IN  WITNESS  WHEREOI  .  I  h,t^e  h^reuntn  set  :::•-  hand  ti.is  U  r.±  dr.:  of  J.ne 
in  the  year  of  our  L(  rd  nineieo:.  hundred  sevent\ -seven,  and  ot  tfii  Independence  of 
the  United  States  of  .Xinerua  the  two  hundred  and  hrsi. 


-^T/" 


y>^/u^ 


[FRDoc.77-17108  Filed  t-13-77;ll  :34  am] 
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THE   PRESIDENT 

PROCLAMAFION  4508 


Flag  Day  and  National  Flag  Week 

1977 


30353 


B_,  tr.t  Fusident  of  the  United  States  oj  AmniiQ 

A  Proclamation 

Iwo  hundred  years  ago.  on  June  14,  1777,  the  Continental  Congress  adopted 
the  Stars  and  Stripes  as  the  official  flag  of  the  United  States. 

In  these  two  centuries  our  Nation  has  chanced  in  ni.-n'.  •.  ns.  but  our  flag 
remains  an  appropriate  symbol  of  America.  It^  Ix'id  colors  lei.  i  the  courage  and 
determination  of  the  American  people,  as  its  straight  and  Mniuie  hut-  f^flect  their 
straightforward  character. 

In  celebratina;  this  two  hundredth  anniversan  iPt  u<  rr^o]\r  to  honor  our 
countrv's  flag  by  displaying  in  our  lives  the  qunlitie^  it  rf  fiei  t.v 

To  commemorate  the  adoption  of  our  Nuiion  s  tiag,  the  d. :,-;•-<  •■.  in;:,t  r-  s.- 
lution  of  August  3,  1949  (63  Stat.  492,  36  U.S.C.  157).  }  .i^  re,,up^t^r:  -i  r  PreMcient 
to  issue  annually  a  proclamation  calling  for  its  appropriate  (  hsf  ia  an<  e  By  joint  reso- 
lution of  June  9,  1966  (80  Stat.  194,  36  U.S.C.  157a^ ,  the  Coi-zress  also  requested  the 
President  to  issue  annually  a  proclamation  designating  th'  \sepk  \\-b':ch.  inrkides  June 
14  as  National  Flag  Week. 

To  encourage  the  American  people  to  lake  pnde  m  tiie  N.-.tn  r.  \s;je;;  lii.a  flag 
symbolizes,  the  Congress,  by  joint  resolution  of  June  13,  1975  8*^  St.it.  21 1,  36  U.S.C. 
157b  ,  !:a^  d'  h;ied  the  twenty-one  days  from  Flag  Day  thwu-h  l;;ie;x'ndence  Day 
as  a  period  to  honor  America. 

NOW,  THEREFORE,  1.  Il^l^r^'  CNRTFR,  President  of  the  T'nited  '^tat^-v  of 
.America,  do  herebv  designate  the  week  betiiniiinc  June  12,  1977,  a>  N.i' nn.J  flag 
Week  and  I  call  upon  the  appropriate  offi(  ials  of  the  Go\ernment  to  tii-i  !av  ilu>  flag 
on  al!  Government  buildine:s  during  that  -.\eck,  I  urr'-  \he  .\:ne:;  an  ;)eo;.i>-  n  cele- 
brate Flac  I)a\  and  N.i::r.i;al  V\:ic  \N  cek  by  displaying  the  flae  of  i]:<:  I'nited  States  at 
th'ar  hon;es  auc  .nher  suitable  places. 

I  also  call  upon  all  An.encans  to  obser\-e  the  period  from  Flag  Day  through  Inde- 
pendence Dav  as  a  p<  ikkI  to  honor  .AmeHra  through  pnblir  patherines  and  other 
suitable  activities  tliat  wiil  demonstrate  itifar  pride  m  thin  Nation  and  its 
accomplishments. 

IN  WITNESS  WHERKOr.  I  ha\e  htreuntc-  v.  i  v.r.  hand  ihi^  eUw  ;,th  viay  of 
June  m  the  Neai"  of  our  Lord  rnncteer;  hnndred  sc\vv.:\-^t\'-u.  and  .  f  tfa-  Independ- 
ence of  the  I'nued  State-  of  Anieri.  a  the  \:\'}  hand: 


■^^ 


y^^/u^^ 
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Th,s  section   of  the   FEDERAL   REG.STER   co-ta.ns   regu-atory   docu-^ents   hav,a«   genera,   apphcaM.y   a"=   lege.   .-•:,   ^.t  cf   wh,ch   are 
This  section   or  the  Reg^.^at.ons    w^.ch  ,s  published  und«r  W  titl.s  pursuant  to  44  L  SC    .-.. 

^   .        .   c  w       ,    Do.    I-.--.    ,<.    so>*    tv    t-e    S-per;nterdent   cf    Docur>ents     P-ces   of    ne^    do-ks    s*    u,-.^    .n    the   first    FEDERAL 
The   Code  of   Federal   Regj!atic"s    is   so  a    c>    i   e    ^-i-c 


keyed  to  and  codified  in  the  Code  cf  Fede-ai 

The   Code  of   Federal   Regj 
REGISTER   issue  of  each   morth 


Title  5 — Administrative  Personnel 

CHAPTER  I— CIVIL  SERVICE  COMMISSION 

PART  213— EXCEPTED  SERVICE 

Department  of  Justice 

AGENCY:  Civil  Service  Con-:ir.;->--.io;. 
ACTION :  Final  rule, 

SUMMARY:  This  amenament  excepts 
from  the  competitive  service  under 
Schedule  A,  300  intermittent  positions  of 
guard  in  the  U.S.  Marshals  Service  be- 
cause examination  is  not  practicable  for 
these  positions. 
EFFECTIVE  DATE  :  June  14,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  Bohlmg.  (202-632-4533). 

Accordmgly.    5    CFR    213.3110(d)     is 

added  as  follows: 

§  213.3110     Dcpartmeni  of  Jii'Imp. 

'd'    U.S.  Marshall  Service. 

il'  Three  hundred  intermittent  posi- 
tions of  guard  for  employment  not  to 
exceed  1040  hours  a  year. 

(5  U,S,C,  aSOl,  3302;   EO  10577    3  CFR    1954 
1958  Comp,,  p.  218) 

United    States    Civil    Serv- 
ice Commission, 

J.^MES  C.  SPRT. 

Executive  Assistant 
to  the  Commissioners. 

IFR  Doc  77-1685!  Tiled  6-13-77,8  45  am: 


FOR    FURTHER    INFORMATION    ON 
POSITION  CONTENT  CONTACT 

Mrs-  Dons  Smith.  Department  of  the 

Treasun.-  (202-566-5521  > 

Accordingly.  5  CFR  213  3305'  a     70     is 
added  as  set  out  below 
t;  213.3305      D.partnienl  of  ihr  Tr.a»ur>. 

ta'   Office  ul  the  Secretary    '    ' 

i70»  Director.  Office  of  International 
Development  Banks,  Office  of  the  Deputy 
Assistant  Secretary  .Developing  Nations 
Finance  • , 

l5  U.S,C.  3301,  3302;   EO   U,'577    3  CFR   19,M- 
1958  Comp  ,  p.  218) 

United    States    Civil    Serv- 
ice Commission, 
J.AMES  C-  Spry, 

Executive  Assistarit 
to  the  Coyrimisstoners. 

IFR  DCK  77  ■:6S46  P.led  6-13-77,8  45  ami 


PART  213 — EXCEPTED  SERVICE 
Department  of  the  Treasury 
AGENCY:   Civil  Service  Commission. 
ACTION:  Final  rule. 

SUMMARY:  This  amendment  excepts 
from  the  competitive  service  under 
Schedule  C  one  position  of  Director.  Of- 
fic  of  International  Development  Banks, 
Office  of  the  Assistant  Secretary  i  Inter- 
national Affairs),  OCBce  of  the  Deputy 
Assistant  Secretary  (Developing  Nations 
Finance)  Department  of  the  Treasun--. 
because  the  position  is  confidential  in 
nature, 

EFFECTIVE  DATE:  June  14,  1977 

FOR  FURTHER  INFORMATION  ON 
POSITION   AUTHORITY   CONTACT 

Henry  A,  Ulrich.  Civil  Service  Com,- 
mission  '  202-632-3782 ' 


Title  7 — Agriculture 

CHAPTER    II — FOOD  AND   NUTRITION 
SERVICE.  DEPARTMENT  OF  AGRICULTURE 

PART   210 — NATIONAL   SCHOOL   LUNCH 
PROGRAM 

Mountain  Plains  Regional  Office;  New  Ad- 
ministrative Boundaries,  Address  of  New 
Office;  Correction 

AGENCY     Food  and  Nutrition  Service, 
USD  A, 

ACTION:  Correction 
SUMMARY     Tins  document  corrects  a 
final  rule  that  appeared  on  page  15052 
m    the    Fedef„»iL    Register     of    Frid&y, 
March  18.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert  C.  Peake,  Chief,  Management 
Analysis  Branch.   Management   Serv- 
ices Division,  Food  and  Nutrition  Serv- 
ice,   U.S.   Department    of    Agruulture 
Washington.     D.C.     20250      '202-447- 
8494 i - 
SUPPLEMENTARY  INFORMATION:  In 
FR  E>oc  77-7847  appearing  on  Page  15053 
in   the   Fdderal   Register   of   March    18. 
1977    the   designation    "'Amdt     25        is 
changed  to  "'Amdt.  26)". 
Dated    June  1.  1977. 

Carol  Tvcker  Foreman, 

Assistant  Secretarh  tor 
Food  and  Consumer  Services 

FR    DCH  —    :eS52   Filed   6  13-7-  8  45   am 


CHAPTER    VII — AGRICULTURAL    STABILI 
ZATION  AND  CONSERVATION  SERVICE 
(AGRICULTURAL     ADJUSTMENT),     DE 
PARTMENT  OF  AGRICULTURE 

subchapter     B— ^ARM     MARKETiNG     QUOTAS 
AND  ACREAGE    ALLOTMENTS 

PART  730 — RICE 

Subpart— 1977  Crop  Rice  Marketing  Quota 
and  Acreage  Allotment 

AGENCY:  Agricultural  Stabilization  and 
Conservation  Service  Department  of 
Agriculture 
ACTION  FmaJ  rule. 
SUMMARY  This  action  is  being  taken 
to  Gctermme  and  proclaim  a  national 
rice  acreage  allotment;  apportion  the 
national  nee  acreage  allotment  to  farms 
and  producers  m  their  respective  admin- 
LUrative  areas:  establish  the  nee  allot- 
ment for  the  fanm  lor  in  producer  ad- 
ministrative areas,  the  producer  allot- 
ment-; allocat^^xi  to  the  farm.'  ■o.hich  will 
be  used  to  dttenrane  loan  eligibility  and 
to  compute  deficiency  and  or  disaster 
pavmient.'^  if  necessary.  The  need  for  this 
rule  IS  to  satisfy  the  st.atutory  require- 
m.ents  as  provided  for  in  Section  352  of 
the  Agricultural  Adjustment  Act  of  1938 
as  amended  bv  the  Rice  Production  Act 
of  1975    Piib   L  94-214.  90  Stat.  181) 

DATES    TiiLs  determination  shall  be  ef- 
fective for  tr.e  1977  crop  of  rice. 

FOR  FURTHER  INFOR^'.*. TTON  COS- 
TACT: 

Gtorge  H    Srhaefer     ASCS)   (202-44/- 
6611   ,  PC  Bex  .;  4 15.  Washington,  DC. 

20013 
SUPPLEMENTARY  INPORM  .^TION 
The  need  for  UhL«  rule  is  to  satisfy  the 
statutory  requirem.ei.t  as  :  rovided  for  in 
Section  352  of  the  A^".  :.:tur:\:  .a,;,  .;.-t- 
ment  Act  of  1938.  a.<;  anit :,aed  referrrd 
to  a.s  the  "Act"  Since  planting  ol  t.ne 
1977  crop  of  rue  is  well  underway,  it  is 
uf  the  utmost  importance  that  farmers 
be  notified  of  their  1977  producer  and 
farm,  rice  acreage  allotments  as  soon  as 
possible  Therefore,  it  is  determined  that 
compliance  with  the  notice,  public  nile- 
m.akmg  and  effective  date  requirements 
of  5  use,  553  L<;  mipracticable  and  con- 
trail to  the  public  interest 

It  is  hereby  detennraed  that  the  na- 
tional acreage  allotment  for  the  1977  crop 
of  rice  shall  be  l,890,00v  acres. 

RrLE 

Accordingly  7  CFR  730.1501  to  730- 
1505  and  the  title  of  the  subpart  are 
hereby  am.ended  with  respect  to  the  1977 
crop  o*  rice  to  read  as  follows: 
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c   K,^,^     1Q77  rrnn  RIrP  Marketing  Title  18 — Conservation  of  Power  and  RM76-24  is  appropriate  and  necessary 

^''^r?  ofTinriArrXe  A^loVment  Water  Resources  under    the    provisions    of    the    Federal 

Quota  and  Acreage  Allotment  ,_fedERAL  POWER  Power  Act  and  the  Natural  Gas  Act. 

§730.1501      (Kemovedl  COMMISSION  (2)  Compliance  with  the  effective  date 

R7tni-.n9     N»tinnal    arr<>aer    aUoimeni  „.  ^„  provisions  of  section  553   of  Title  5  of 

^        for  the  1977  crop  of  rTcr  SUBCHAPTER  A^ENERAL  RULES  ^^  ^^^^^^  g^^^  ^ode  in  Unnecessary. 

...  jDocketNo.  BM76-241  The  Commission,  acting  pursuant  to 

It  is  hereby  determined  and  proclaimed  PRACTICE  AND  authority  granted  by  the  Federal  Power 

that   a   national    acreage    ailotment   of  PART  l-RUpl-ffoSOF  PRACTICE  AND  ^^  amended,  particularly  308  and 

1.800.000  acres  shall  be  In  effect  for  the  kkuuhuuk..  ^^^   ^^^  ^^^    ^^^    ^^^^   ^^  ^^^    ^^^^ 

1977  crop  of  nee.  Petition  of  Certain  Util^ities  and  Others  for  ^^,^^  ^^^  ^^^  provisions  of  the  Natural 

§  730. 1. -,03     Apportionmrnt  of  O.e  1977  f  T^"l"?5"' °J.  1°  ni^nosmon  of"  Partic-  ^as  Act.  as  amended,  particularly  Sec- 

na..o„a.  ---..  ..U..n.e„.  of  r.e  .o  tate  Settlement  o;^0,sp^-t.jo^Pa.t.  \\,^^i\^o)''ord'efs'  '''■  '''■    '' 

farms  and  pro<lucrr».  rnmmi<;<;inn  U.S.C.  717n,    II  iO)  ,  OraeVS . 

T>,o    r.atmn«i    Rorpft'-e    allotment    of  ^ofrnmibbio  ^^^    Effective  upon  issuance  of   this 

1  sISooOacreTfortfTe  1977  c?orof  rice  AGENCY:  Federal  Power  Commission.  ^^der.  the  prx>ceedmg  in  Docket  No.  RM 

^  t^T'?"n?  the  ncTaUo^m  en "  e sub!  ^^'''°^  ^  °''"  terminating  proceeding.  7&-^4  ^term^a^'ry  shall  cause  prompt 

fA.i^%.r^e  19-^5  cro^^^^^  SUMMARY:    This   order   terminates   a  publication  of  this  order  to  be  made  in 

SmtrL^^;t^iop;Jithm^ach  of  ^^^-^^-^'^^^^tXri^  theFEO...R.c.x.«. 

the  several  nee  producing  States  is  as  ^^^^^  ^.^^  Federal  Power  Commission's  By  the  Commission. 

follows:  then  existing  ex  parte  rule.  The  termina-  Kenneth  F.  Plumb, 

stale                                                 '♦f^^'  tion  is  made  due  to  a  March  11,  1977.  ~                                        Secretary. 

Arizona   2.*  Commission  order,  published  March  16,  attachment    a 

A'-^'^nsas  - ^^tloo  7  ig'T   '42  FR   14697).  amending  the  ex  ^  ".T    L,-,^o^    pt^i 

California   - 326,428.7  nf  S  4  of  tJie  Govern-  Petitioners  in  Docket  No    RM,6-24    Pred- 

Florlda 990.6  Parte  rule  in  light  of  ^  \Of  ^^  Goy^™  erlck  T.  Searls,  Howard  C  Anderson.  Debe- 

Loulslana:  "^ent  in  the  Sun.hine  Act.  Pub.  L.  No,  ^^^^  ^  nberman,   700  Shoreham  Bulldmg. 

Farm  admialstratlTe  area.       499,326  7  94-409;   the  ex  parte  rule,  as  amended,  ^^    ^^^^    street.    N.W.,     Washington.    DC 

Producer      administrative  incorporates   the  substantive   provisions  20005;    and   William   O.    Porter,   Jr.,    Porter 

area    -         18,476  5  contained  in  the  petition  initiating  this  Stanley,    Piatt    &    Arthur.    37    West    Broad 

proceeding.  Street.  Columbus.  Ohio  43215 

State   total 517. 803  2        q^  behalf  of:    Alabama  Power  Company; 

Mississippi    - 50,843  6  EFFECTIVE  DATE:  June  17,  1977.  Appalachian  Power  Company;  Baltimore  Gas 

Missouri     ^''9^^  VOR  P-irRTHFR  INFORMATION  CON-  &  Electric  Company;    Columbus  &  Southern 

North   Carolina-.- —-                41.0  FOR  FURl  HbK  USfUKMA  ilUiN  <.v.;in  quio  Electric  Company;  Commonwealth  Edi- 

OHlahoma   163.0  TACT:  ^^^^   Company;    Connecticut   Light   <t   Power 

South  Carolina -           3.009.6  Romulo  L   Diaz   Jr.,  Office  of  General  company;    Duke   Power  Company;    Hartford 

Tenneasee   - =63  1  r-r.nn^pl  1 9n'>     ':>7S-4Rfifii  Electric     LlKht     Company;     Holyoke     Water 

Texas    - 460,268.4  Counsel  i  ^U.— /D   *00D    .  power  Comp'any;  Indiana  &  Michigan  Electric 

Order  Terminating  Proceeding  company;    Jersey    central    Power   i-    Light 

US.    total 1.800,000  0  Company:  Kansas  City  Power  &  Light  Com- 

«  MAY  Z^l.iy It.  pany;   Kentucky  Power  Company    Klngsport 

§  <.{U.ldU4      State  rrs<T*-e  aoreages.  ^^^     Commission,     by     notice    issued  power  Company:   Metropolitan  Edison  Com- 

The   State   re.serve  acreaKe.*;  set   forth  jujy  jg    1975   41  FR  30688  ( 1976) ,  stated  pany;  Michigan  Power  Company;  Mississippi 

in  the  table  in  this  section  were  estab-  that  it'  had   been  requested  by  certain  Power  company;  New  England  Power  Com- 

lished   by   the  State  committ^  ui  ac-  utilities  and  others'  to  -^ate  a  ^u,  P-^. ^Nort^east^^^^^^^^^^^ 

cordance  with  Section  3o3  of  the  Act.  as  making  proceeding  to  amend  §  1.4(d)  of  company;   Pennsylvania  Electric  company: 

amended  its   rules   of  practice  and   procedure.   18  Pennsylvania  Power  &  Light  Company:  Pub- 

gj^jp                                                          Reserve'  CFR   1.4(d>  <  1976' .  by  adding  three  ex-  uc  service  company  of  Indiana;  South  Caro- 

\rt?ona - -     ceptions  to  the  ex  parte  rule  then  in  ex-  una  Electric  &  Oas  company;  union  Electric 

Arkans&a" --  istence.  The  three  requested  exceptions  company;    Virginia  Electric  &   Power  Com- 

Californla - 50  ^.pre  to  allow  discussions  between  staff  pany;   western  Massachusetts  Electric  Com- 

J^r-tna- - --        '"  counsel  and  counsel  to  any  party  or  par-  ^^^^i.^:^^^!^^^^'^,  1^:^^ 

^rm  LlmlnmnitlTe  area                  100  ^^^^  ^o  the  proceeding,  to  allow  discussion  ^            company    ' 

^oTucfr^^i^st^^atiVe  area;::      .  between  certain  designated   Penwns  for  ^^^,^^  N^Shibley.  Farmer   Shlbley,  Mc- 

Mississippi           -     100  the  purpose  of  discussmg  possible  settle-  oulnn  &  Flood,  Suite  86O,  1120  Connecticut 

Missouri                   m  [mimil     ment.  and  to  allow  discussions  which  all  Avenue,  N.w. 

North  Caro'linii'I - parties  agreed  might  be  made  on  an  ex  On    behalf   of;    Detroit   Edison   Company; 

Oklahoma  - parte    basLs     Comments    were    received  Panhandle  Eastern  Pipe  Line  Company:  and 

South  Carolina --  from  a  number  of  interested  parties."'  ^"'''^'"t°^ '^°"'^'if-    „.,  .    M.ni.rmin 

?:r^ ;::;..-»  .  °r''''T'if^liSs?s^'^^^  3,?s:«s.!?srBSr!'.6^rv';r. 

"*" - I'-^-ued  a  notice,  41  FR  52303  (1976),  that  ^y^nue,  N.w.  Washington,  DO   20037— Law 

'  State  reserve  for  new  growers,  corrections  the  Commission  proposed,  among  other  firm    which    represents    Municipal    Electric 

and  adjustments  things,  to  revise  and  clarify  its  ex  parte  systems   and    Rural    Electric    Systems    and 

c  -rtn  1-/1-      lu       «  ^1  rule  in  light  of  section  4  of  the  Govern-  Rural  Electric  Cooperatives  in  twenty-three 

§  7i0.laOo      lKen,ov«i|  ^^^^  .^  ^^  Sunshine  Act.  Pub.  L.  No.  states. 

(Sees    301,  352.  353    354    375    52  Stat    38    60,  94,409.  On  March  1 1,  1977.  the  CommiS-  ATTACHMENT     B 

61,  66  as  amended.  (7USC.  1801.  13S2,  1353  ^.^^  issued  Order  No,  562,  42  Fed.  Reg.  William   C    wise.    Suite    200.    I019    I9th 

135*    13'  =  >  '  14  697    1 1977,,    amending,    among   other  street,  N.w,.  Washington,  DC   2C036— Attor- 

N>rr-The  Agricultural  Stabilization  and  things    th«  Uien  existing  ex  parte  rule,  "ey   for   a   large    number   of    Rural    Electric 

Coii^vTvatio.".   service   ha-,   determined   that  The  ex  parte  rule,  as  amended,  incorpo-  ^'^P"*^'!^  f"*^,!f"'?^?tl^^n'%M7S: 

this  document  does  not  ct>ntaln  a  mafor  pro-  J^      c;„h<;tintivP    nrnvKions    con-  Respondents     m     Docket     No      RM/6-24. 

pnsal   reaulrtng  preparation  of  an  Inflation  rates    thosubstantue    provisions    con  ^i^erican  Bar  Association:  Cities  of  Adrian, 

Impact    Statement    under    Executive    Order  t.-'.ined  m  the  petition  initiatmg  this  pro-  Minnesota.    Et    al.;    Columbia    Gas   of   Ken- 

11821  and  OMB  Circular  A  107  ceedtng.  The  instant  proceeding  should,  tucky.  Inc..  Et  al  ;   Consumers  Power  Com- 

accordingly.  be  t^erminated.  pany:  The  Dayton  Power  and  Light  Company; 

Signed  at  Washington,  D  C  .  on  June  3,  -piie  Commis.sion  finds:  (1)  The  termi-  Deimarva  Power  and  Light  Company;  Exec- 

1977.  nation  of  the  proceeding  in  Docket  No.  utlve  committee  of  The  Federal  Power  Bar 

Bob  BERCL.^ND.  Association;    FPC    Bureau    of    Natural    Gas: 

„         .    '               FT>C   Office   of   Administrative   Law   Judges; 

becretary.  ^^  Attachment  A.  PPG  Office  of  Economics,  Bureau  of  Power. 

PR   Doc.77-16774  Piled  •-lS-77;8:45  ami  'See  Attachment  B  Office  of  the  General  Counsel,  and  Office  of 
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Special  Assistants:  Geortrta  Power  Comtiany; 
Gulf  Power  Company:  Interstate  Natural  Gas 
Association  of  America:  Tt>e  Montana  Power 
Conip>any:  Northern  Natural  Gas  Company; 
Paciac  Power  and  Upht  Company;  Phillips 
Petroleum  Compajiy;  Power  Authoritv  of  the 
state  of  New  York;  Public  Service  Conunls- 
slon  of  the  State  of  New  York;  Public  Service 
Company  of  New  Mexloo;  Public  Ser\'lce 
Electric  and  Oas  Company:  Southern  Cali- 
fornia Edison  Company:  Tucson  Gas  and 
Ellectric  Company;  and  Wisconsin  Municipal 
Electric  Utilities 

{FRDoc,77-16800  Piled  6-13-77:8:45  am) 

Title  20 — Employees'  Benefits 

CHAPTER  III— SOCIAL  SECURITY  ADMIN 
ISTRATION,  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

[Regs.  No  41 

PART  404 — FEDERAL  OLD-AGE,  SURVI- 
VORS AND  DISABILITY  INSURANCE 
(1950-  ) 

Evidence — Death 

AGENCY:  Social  Security  Administra- 
tion. HEW. 

ACTION:   Pinal  rule 

SUMMARY:  Section  404.704  of  Title  20 
of  CFR,  pertaining  to  evidence  of  death, 
is  being  amended  to  reflect  the  repeal  of 
the  Missing  Persons  Act  and  its  replace- 
ment by  37  U.S  C.  555.  applving  to  mem- 
bers of  the  uniformed  services  and  their 
dependents  and  5  U  S.C.  5565,  applving 
to  Federal  civilian  officers  and  employ- 
ees and  their  dependents.  The  amend- 
ment also  clarifies  that,  when  a  deter- 
mination of  death  is  made  in  respect  to 
a  missing  person  under  either  of  these 
Fedei'al  statutes,  in  absence  of  evidence 
establishing  a  later  date,  the  Social  Se- 
curity Administration  shall  use  the  date 
the  person  disappeared  as  the  dat.e  of 
death  for  benefit  pavments  rather  than 
the  date  of  death  determined  by  the 
other  department  or  agency, 

EFFECTIVE  DATE:  This  amendment 
shall  be  effective  on  June  14.  1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

William  J.  Ziegler,  Legal  Assistant, 
Office  of  Policv  and  Regulations,  So- 
cial Security  Admini.'^tratlon.  6401  Se- 
curitv  Boulevard,  Baltimore.  Maryland 
21235.  telephone  301-594-7415 

SUPPLEMENTARY  INFORMATION: 
On  August  25,  1976.  there  was  published 
in  the  Federal  Register  (41  FR  35861  <  a 
notice  of  proposed  rulemaking  with  pro- 
posed amendments  to  Subpart  H.  Regu- 
lations No.  4,  The  proposed  amendment 
related  to  a  finding  of  death  for  a  per- 
son in  missing  status  bv  an  agency  or 
department  of  the  United  States  au- 
thorized bv  law  to  make  such  a  determi- 
nation, A  finding  of  presumptive  death 
made  under  section  5  of  the  Missing  Per- 
sons Act  '56  Stat.  143,  50  U,S  C.  App. 
1005) .  as  amended,  was  acceptable  to  the 
Social  Security  Administration  only  as 
evidence  of  the  fact  of  death  but  not  of 
the  date  of  death  The  Missing  Persons 
Act  was  repealed  by  Pub.  L  89-554,  sec- 
tion 8'a>,  80  Stat.  651.  Members  of  the 
uniformed  services  and  their  dependents 


in  a  mis.sing  status  mav  now  be  declared 
dead  under  37  U.SC  555  '80  Stat.  628" 
Federal  civilian  officers  and  employees 
and  their  dependents  m  a  missing  status 
may  now  be  declared  dead  under  5  U.S.C 
5565  '80  Stat.  492'  The  enactment  of 
Pub  L.  89-654  resulted  in  no  substantive 
change  when  the  source  law.  i  e  section 
5  of  the  Missing  Persons  Act.  50  U  S  C. 
.^pp  1005.  was  codified  in  section  5565  of 
title  5  and  in  section  555  of  title  37  of  the 
use  As  under  section  5  of  the  Missing 
Persons  Act.  when  a  finding  of  death  is 
made  under  either  5  USC  5565  or  37 
U.S.C  555,  the  finding  must  include  the 
date  death  is  presumed  to  have  occurred, 
.Mthough  the  Federal  agency  concerned 
is  legally  free,  upon  review  of  the  case, 
to  continue  the  missing  status  if  there  is 
a  seasonable  presumption  that  the  indi- 
vidual is  alive,  should  it  make  a  finding 
of  presumed  death  the  date  of  that  death 
must  be  set  at  a  time  specified  by  the 
respective  statutes  The  date  of  presumed 
death  is  to  be  either  a  vear  and  a  day 
after  the  disappearance  or  if  the  miss- 
ing status  was  continued  beyond  12 
months  from  the  time  of  the  disappear- 
ance a  date  determined  by  the  agency 
concerned  These  statutes  also  specify 
that  the  date  is  "for  the  purpose  of  the 
ending  of  crediting  pav  and  allowances 
and  settlement  of  accounts"  and,  in 
cases  involving  a  member  of  a  uni- 
formed service,  for  the  pa\-ment  of  death 
gratuities  Therefore,  a  determination 
made  under  these  statutes  must  be  ac- 
cepted bv  the  Social  Security  .Adminis- 
tration as  evidence  of  the  fact  of  death 
but  not  of  the  date  of  death.  The  latter 
date  is  controlling  only  with  respect  to 
the  agency  making  the  determination  of 
presumed  death  and  onlv  for  the  pur- 
poses indicated  in  the  statutes  In  the 
absence  of  evidence  establishing  a  later 
date,  the  Social  Security  Administration 
will  use  the  missing  date  'usually  cited 
In  the  finding)  a«  the  date  of  death  for 
purposes  of  benefit  pa\-7nents. 

Interested  per.'^ons  were  given  the  op- 
portunity to  submit,  within  ^5  cia.vs.  dr.ta. 
vi?ws.  or  arguments  with  reeard  to  the 
proposed  changes  The  comment  period 
has  expired  and  no  adverse  comments 
were  received.  The  proposed  amendment 
is  hereby  adopted  without  change  and  is 
set  forth  below. 

(Sees     205      1102.    Social    Secvriiy    Act    a's 
amended;  49  Sta:    624  as  amended    49  Stat 
647,  as  amended,  53  Stat    1362    as  amended 
(42  U.S.C.  405,  1302).) 

(Catalog  of  Federal   Domestic   Program   No 
13  805.  Social  Security  Survivors  Insurance) 

Note — TTie  Social  Security  Adnvlnlstratlon 
has  determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prepara- 
tion of  an  Inflation  Impact  Statement  Under 
Executive  Order  11821  and  OMB  Circular 
A-107 

Dated:  May  16,  1977. 

.    J.  B.  Cardwell. 
Commissioner  of  Social  Security. 

Approved:  June  8,  1977, 

Joseph  A,  Califano,  Jr.. 

Secretary   of    Health,    Education, 
and  Welfare. 


20  CFR  Part  404  is  amended  by  revis- 
ing paragraph  »b>  (3>  of  }  404  704  to  read 

as  follows: 

■j  404.704      Evidrnrc  a«  to  drath. 


■b'    *   •   • 

1 3  I  .A  certified  copy  of  an  official  report 
or  finding  of  death  m,ade  by  any  agency 
or  department  of  the  United  States  which 
is  authorized  or  requested  to  make  such 
report  or  finding  in  the  administration 
of  any  law  of  the  United  States,  or  a 
statement  of  the  contents  of  such  report 
or  finding  certified  by  an  individual 
designated  in  ?  404.701  'g>  <2)  or  '  3  1  as 
appropriate:  Profided.  hotcever.  That  & 
finding  cf  presumptive  death  made  pur- 
suant to  the  missing  persons  provisions 
of  5  use.  5565  or  37  USC.  555,  shall  be 
accepted  only  as  evidence  of  the  fact  of 
death  and  not  of  the  date  of  death.  In 
the  absence  of  evidence  establishing  a 
later  date,  the  Social  Security  Admmis- 
tratlon  shall  use  the  missing  date  as  the 
date  of  death  for  purposes  of  benefit  pay- 
ments. 
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PART  416— SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED.  BLIND.  AND 
DISABLED 

Subpart  I — Determination  of  Disability  or 
Blir>dness 

.^DD3Tlo^•.^L  Medical  Criteria  for  De- 
terminations OF  Disability  for 
Children  Under   Age   18;  Correction 

AGENCY:   Social  Security  Admmistra- 

tion,HEW 

ACTION :  Correction  notice. 

SUMMARY:  This  document  corrects  FR 
Doc.  77-7605  that  app>eared  at  page 
14705  in  the  Federal  Register  of  March 

16, 1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  W,  Modler,  Legal  Assistant,  Of- 
fice of  Policy  aad  Regulations,  Social 
Security  Administration.  6401  Security 
Boulevard.  Baltimore,  Maryland  21235 

telephone  301-594-7337. 

SUPPLEMENTARY       INFORMATION : 

The  following  corrections  should  be 
made  on  page  14711: 

1.  The  references  in  §J  109.02B2. 
109.04B,  and  109.05C  corrected  by  chang- 
ing "§  100  02B  and  C"  to  "5  100.02A  and 
B." 

2.  The  references  in  5?  109.08C. 
109  09B.  and  109. IIC  corrected  by  chang- 
ing •■§  100  02B  or  C"  to  "5  100  02A  or  B  " 

3.  The  reference  in  §  109  10  corrected 
by  changing '•§  i00.02C"  to'"§  100.02B." 

Dated:  June 8, 1977 

L.  David  Taylor, 
Acting   Deputy    Assistant    Sec- 
retary for  Management  Plan- 
ning and  Technology 
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Title  21 — Food  and  Drugs 
THAPTER  I— FOOD  AND  DRUG  ADMINIS- 
TRATION,   DEPARTMENT    OF    HEALTH. 
EDUCATION,   AND  WELFARE 

SUBCHAPTER   B— FOOD   FOR   HUMAN 
CONSUMPTION 

[Docket  No.  76P-0092i 

pf^fij  155_CANNED  VEGETABLES 

Standard  of  Identity  for  Canned 
Mushrooms 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION :  Final  rule. 

SUMMARY ;  This  document  provides  for 
optional  use  of  safe  and  suitable  organic 
acids  in  processing  canned  mushrooms 
where  the  inside  of  the  container  is  fully 
enamel-lined  or  in  glass  containers  with 
fully  enamel-lmed  caps.  This  amendment 
of  the  standard  of  identity  for  canned 
mushrooms  is  ba^sed  on  a  proposal  issued 
pursuant  to  a  petition  submitted  by  the 
Mushroom  Processors  Association. 

DATES:  Effective  August  1,  1977,  ex- 
cept a^  to  any  provision  that  may  be 
stated  by  the  filmg  of  proper  objections: 
objections  by  July  14,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Prince  G  Harrill.  Bureau  of  Foods 
iHFF-411'.  Food  and  Drug  Adminis- 
tration. Department  of  Health.  Educa- 
tion, and  Welfare.  200  C  Street  SW.. 
Washington.  DC  20204  '202-245- 
1164'. 

SUTPLEMENTARY        LNFORMATION : 

The  Commissioner  of  Food  and  Drugs 
issued,  in  the  Feder.al  Register  of 
May  3.  1976  '41  FK  18315*.  a  proposal 
based  on  a  petition  submitted  by  the 
Mushroom  Processors  Association,  Box 
147.  Kennett  Square.  PA  19348,  to  amend 
§51990  121  CFR  51990i,  subsequently 
recodified  as  5  155  200  by  publication  in 
the  Federal  Register  of  March  15,  1977 
>  42  FR  14302 1  > .  the  standard  of  identity 
for  canned  vegetables  other  than  those 
specifically  regulated,  to  provide  for  the 
optional  use  of  safe  and  suitable  organic 
acids  where  enamel-lined  cans  are  used 
as  an  alternative  to  the  conventional 
plain  tlnplate  cans  for  the  canning  of 
mushrooms. 

Nine  comments  were  received  in  re- 
sponse to  the  proposal.  Four  comments 
supported  and  three  opposed  the  proposal 
as  published.  Two  comments  requested 
modification  of  the  proposal.  The  com- 
ments and  the  Commissioner's  conclu- 
sions are  as  follows: 

1  One  comment  suggested  that  there 
be  a  statement  on  the  label  that  "dis- 
coloration is  not  harmful." 

The  dLscoloration — on  the  inner  sur- 
face of  the  can  and  resulting  from  the 
reaction  of  the  product  with  the  thin 
tin-coated  containers — was  fully  dis- 
cussed In  the  proposal  This  type  of  tin- 
coating  surface  discoloration  is  not  con- 
sidered to  be  a  health  hazard.  The  Com- 
missioner concludes,  however,  that  dis- 
coloration could  result  from  conditions 
that  may  be  hazardous  to  health,  such 
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as  microbial  decomposition.  Thus,  any 
label  statement  similar  to  that  suggested 
by  the  comment  could  result  in  an 
adultered  and  potentially  hazardous 
product  being  erroneously  considered 
suitable  for  consumption.  Therefore,  the 
Commissioner  is  not  providing  for  such 
a  label  statement. 

2.  One  comment  argued  that  many  in- 
dividuals are  allergic  to  foods  such  as 
corn  and  soybeans  and  as  a  result  are 
not  able  to  eat  either  canned  fruits  con- 
taining com  sweeteners  or  wide  varieties 
of  foods  containing  lecithin  derived  from 
soybeans.  Further,  the  comment  was  of 
the  opinion  that  even  natural  food  addi- 
tives should  not  be  permitted  in  foods. 

The  Commissioner  is  aware  that  sc«ne 
persons  are  allergic  to  unpurified  deriva- 
tives of  corn  and  soybeans.  But  he  is  pot 
aware,  nor  was  any  information  sub- 
mitted to  substantiate  the  claim,  that 
the  acids  that  wouW  be  used  for  this 
technological  function  contain  allergens 
that  would  be  harmful  or  undesirable. 

3.  Two  comments  opposed  the  exclu- 
sion of  vinegar  as  an  acidulant.  One 
comment  stated  that  since  the  flavor  of 
mushrooms  acidified  with  vinegar  is  iin- 
pleasant,  its  use  would  be  self-limiting. 
In  addition,  a  second  comment  stated 
that  no  food  processor  should  be  statu- 
torily denied  the  opportunity  to  use  a 
well-established  acidulant. 

The  Commissioner  recognizes  that 
vinegar  is  commonly  used  in  the  manu- 
facture of  pickJed  and  spiced  mush- 
rooms. He  is  of  the  opinion,  however, 
that  such  foods,  because  of  their  distinct 
flavor,  do  not  purport  to  be  the  stand- 
ardized food.  The  Commissioner,  there- 
fore, concludes  that  the  standard  will 
not  provide  for  the  optional  use  of  vine- 
gar for  the  acidification  of  canned 
mushrooms. 

4  One  comment  recommended  that 
the  use  of  safe  and  suitable  organic  acids 
also  t>e  permitted  with  mushroomB 
processed  in  glass  containers  with  fully 
enamel-lined  caps. 

The  Commissioner  concurs  with  the 
recommendation  and  is  revising  the  final 
regulation  to  so  provide. 

In  consideration  of  the  comments  re- 
ceived and  other  relevant  Information, 
the  Commissioner  concludes  that  it  will 
promote  honesty  and  fair  dealing  in  the 
interest  of  consumers  to  revise  the 
standard  of  identity  for  canned  vege- 
tables other  than  those  specifically  reg- 
ulated, as  set  forth  below. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  isecs.  401.  701 
'CI,  52  Stat.  1046  as  amended.  70  Stat. 
919  i21  U.S.C.  341.  371(6)))  and  under 
authority  delegated  to  him  (21  CFR 
5.1).  the  Commissioner  is  revising 
5  155.200(c)  <  12)  to  read  as  follows: 

§  l,i5.200      Orlain    other    canned    vege- 
lable«. 


(c)    •    *   * 

(12)  A  vinegar  or  any  safe  and  suit- 
able organic  acid  for  all  vegetables  (ex- 
cept artichokes,  m  which  the  quantity  of 
such  optional  ingredient  is  prescribed  by 
the  introductory  text  of  paragraph  (c> 
of  this  .section,  and  except  canned  mush- 


rooms, in  which  no  vinegar  is  permitted) , 
in  a  quantity  which,  together  with  the 
amoimt  of  any  lemon  juice  or  concen- 
trated lemon  juice  that  may  be  added,  is 
not  more  than  sufHcient  to  permit  effec- 
tive processing  by  heat  without  discolor- 
ation or  other  impairment  of  the  article. 
Organic  acid,  other  than  ascorbic  acid 
as  provided  for  in  paragraph  ( c )  '  7  >  of 
this  section,  shall  be  used  in  canning 
mushrooms  only  where  the  inside  metal 
of  the  container  is  fully  enamel-lined 
and  in  glass  containers  with  fully 
enamel-lined  caps. 

•  •  •  •  • 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  regulation  may 
at  any  time  on  or  before  July  14.  1977, 
submit  to  the  Hearing  Clerk  i  HFC-20 » , 
Food  and  Drug  Administration,  Rm.  4- 
65,  5600  Fishers  Lane,  Rockville.  MD 
20857.  written  objections  thereto  and 
may  make  a  written  request  for  a  public 
hearing  on  the  stated  objections.  Each 
objection  shall  be  separately  numbered 
and  each  numbered  objection  shall  spec- 
ify with  particularity  the  provision  of  the 
regulation  to  which  objection  is  made. 
Each  numbered  objection  on  which  a 
hearing  is  requested  shall  specifically  so 
state;  failure  to  request  a  hearing  for 
any  particular  objection  shall  constitute 
a  waiver  of  the  right  to  a  hearing  on  that 
objection.  Each  numbered  objection  for 
which  a  hearing  is  requested  shall  in- 
clude a  detailed  description  and  analy- 
sis of  the  specific  factual  informatic«i  In- 
tended to  be  presented  in  support  of  the 
objection  in  the  event  that  a  hearing  is 
held;  failure  to  include  such  a  descrip- 
tion and  analysis  for  any  pmrticular  ob- 
jection shall  constitute  a  waiver  of  the 
right  to  a  hearing  on  the  objection.  Four 
copies  of  all  documents  shall  be  sub- 
mitted and  shall  be  identified  with  the 
Hearing  Clerk  docket  number  found  in 
brackets  in  the  heading  of  this  regula- 
tion. Received  objections  may  be  seen 
in  the  above  ofGce  between  the  hours  of 
9  a.m.  and  4  p.m..  Monday  through  Fri- 
day. 

Effective  date:  This  regulation  shall 
become  effective  July  14,  1977.  except  as 
to  any  provisions  that  may  be  stayed  by 
the  filing  of  proper  objections.  Notice  of 
the  filing  of  objections  or  lack  thereof 
will  be  given  by  publication  in  the  Frv- 
ERAL  Register. 

(Sees.  401.  701(e),  52  Stat  1046  as  amended, 
70  Stat.  919  M  amended  (21  U  S  C.  341, 
371(a)).) 

Dated:  June  6.  1977 

William  F.  Randolph, 
Acting  Associate  Commissioner 
for  Compliance. 

|PR  Doc.77-16656  Piled  6-13-77;8  45  ami 
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PART  155 — CANNED  VEGETABLES 

Canned  Green  Beans  and  Canned  Wax 
Beans;  Amended  Standards  of  Identity 
and  Quality 

AGENCY:   Food  and  Drug  Administra- 
tion. 

ACTION:  Final  rule. 
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SUMMARY:  These  amendments  for 
canned  green  beans  and  canned  wax 
beans,  based  on  a  proposal  responding 
to  comment  from  a  packer,  provide  for  a 
maximum  liquid  content  requirement  for 
vacuum-pack  teans  and  a  method  for 
determining  the  quantity  of  liquid  in  the 
container.  The  confirmation  of  the  effec- 
tive date  of  revised  canned  green  and 
wax  bean  standards  is  published  else- 
where in  this  issue  of  the  Federal  Regis- 
ter, under  FDA  Docket  No  76S-O053 

EFFECTT\^  DATES:  Voluntary  comph- 
ance.  including  any  labeling  changes: 
August  15,  1977.  Mandatory  compliance 
for  all  products  initially  introduced  into 
interstate  commerce:  July  1.  1979.  Objec- 
tion.*^  by  July  14,  1977. 

ADDRESSES:  Written  objections  to  the 
Hearing  Clerk  > HFC-20).  Rm.  4-65.  5600 
Fishers  Lane.  Rockville,  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Prince  G.  Harrill,  Bureau  of  Foods 
'HFF-411).  Food  and  Drug  Adminis- 
tration, Department  of  Health,  Educa- 
tion, and  Welfare.  200  C  Street  SW., 
Washington,  DC  20204  1 201-245-1164) . 

SUPPLEMENTARY  INFORMATION : 
The  Commissioner  of  Pood  and  Drugs 
issued  in  the  Federal  Register  of  April 
19.  1976  141  FR  16475).  a  proposal  to 
amend  the  standards  of  identity  1 21  CFR 
51.10'  and  quality  (21  CFR  51.11)  for 
canned  green  beans  and  canned  wax 
beans  to  provide  for  a  maximum  liquid 
content  requirement  for  vacuum-pack 
beans  and  a  metliod  for  determining  the 
cuantitv  of  liquid  in  the  container.  Sec- 
tions 51.10  and  51  11  were  subsequently 
combined  and  redesignated  as  §  155  120 
lai  and  <b>.  respectively,  by  recodifica- 
tion published  in  the  Federal  Register  of 
March  15.  1977  ^42  FR  14302 -. 

No  comments  were  received  in  response 
to  the  proposal. 

Therefore,  under  the  Federal  Pood, 
Drug,  and  Cosmetic  Act  (sees.  401.  701 
(ei,  52  Stat.  1046  as  amended.  70  Stat. 
919  (21  U.S.C.  341,  371ie)))  and  under 
authority  delegated  to  the  Commissioner 
<21  CFR  5.1'.  Part  155  is  amended  in 
§  155.120  by  revising  paragraphs  ia)i4) 

(ii)  and  (b)  (2»  (i)  to  read  as  follows: 

« 
§  155.120      Canned      green      bean.«      and 
ranned  wax  beans. 

*  •  •  •  * 

(a)  *  •  • 

(4)    •   *   • 

<ii)  The  following  shall  be  included  as 
part  of  the  name  or  in  conjunction  with 
the  name  of  the  food : 

I  a '  A  declaration  of  any  flavoring  that 
characterizes  the  product  as  specified  in 
§  101.22  of  this  chapter. 

)b>  A  declaration  of  any  spice,  season- 
ing, or  garnishing  that  characterizes  the 
product,  e.g..  'with  added  spice"  or,  in 
lieu  of  the  word  "spice."  the  common 
name  of  the  spice,  e.g.,  "seasoned  with 
green  peppers." 

<c)  The  words  "vacuum  pack"  or 
"vacuum  packed"  when  the  weight  of  the 
liquid  in  the  container,  as  determined  by 
the  method  prescribed  in  paragraph  ( b ' 


( 2 )  ( i  I  of  this  section  is  not  more  than  25 
percent  of  the  net  weight,  and  the  con- 
tainer is  closed  under  conditions  creating 
a  high  vacuum  in  the  container 

(d>  The  name  of  the  optional  style  of 
bean  ingredient  as  set  forth  m  paragraph 
I  a  I  1 2 1  I  ill  I  of  this  section  or.  if  a  product 
consists  of  a  mixture  of  such  styles,  the 

words  "mixture  of "  the  blank  to 

be  filled  in  with  the  names  of  the  styles 
present,  arranged  in  the  order  of  de- 
creasing predominance,  if  any.  by  weight 
of  such  ingredients.  If  the  product  con- 
sists of  whole  beans  and  the  pods  are 
pa:ked  parallel  to  the  sides  of  the  con- 
tainer, the  word  "whole"  may  be  pre- 
ceded or  followed  by  the  words  "vertical 
pack."  or  if  the  pods  are  cut  at  both  ends 
and  are  ot  substantially  equal  lengths, 
the  words  "asparagus  style  may  be  used 
in  lieu  of  the  words  "vertical  pack  '  If  the 
product  consists  of  short  cuts  or  diagonal 
short  cuts,  a  numerical  expression  indi- 
cating the  predominant  length  of  cut  in 
the  finished  food  may  be  used  in  lieu  of 
the  word  "short",  e.g..  "  '2  inch  cut." 
«  •  •  •  4 

(b)    •   *   • 
(2)    •   •   • 

(1)  Determine  the  gross  weight  of  the 
container.  Open  and  distribute  the 
contents  of  the  container  over  the  meshes 
of  a  U.S.  No.  8  circular  sieve  with  open- 
ings of  2.36  millimeters  (0.0937  inchi. 
which  has  been  previously  weighed.  The 
diameter  of  the  sieve  is  20.3  centimeters 
1 8  inches  1  if  the  quantity  of  the  contents 
of  the  container  is  less  than  1.36  kilo- 
grams (3  pounds!  and  30.5  centimeters 
(12  inches  I  if  such  quantity  is  1.36  kilo- 
grams 13  pounds)  or  more.  The  bottom 
of  the  sieve  is  woven-wire  cloth  that  com- 
plies with  the  specifications  for  such 
cloth  set  forth  in  the  "Definitions  of 
Terms  and  Explanatory  Notes."  p  xviii 
of  the  "Official  Methois  of  Analysis  of 
the  Association  of  OEBcial  Analytical 
Chemists."  12th  ed.,  1975.  Without  shift- 
ing the  material  on  the  sieve,  incline 
the  sieve  17  to  20  degrees  to  facilitate 
drainage.  Two  minutes  after  drainage 
begins,  weigh  the  sieve  and  the  drained 
material  Record  in  grams  'ounces'  the 
weight  so  found,  less  the  weight  of  the 
sieve,  as  the  drained  weight.  Dry  and 
weigh  the  empty  container  and  subtract 
this  weight  from  the  gross  weight  to  ob- 
tain the  net  weight.  Calculate  the  per- 
cent of  drained  liquid  in  the  net  weight. 

*  •  •  c  • 

Any  person  who  will  be  adversely  af- 
fected by  the  foregoing  regulation  may  at 
any  time  on  or  before  July  14,  1977,  sub- 
mit to  the  Hearmg  Clerk  1  HFC-20  ' ,  Food 
and  Drug  Administration,  Rm  4-65,  5600 
Fishers  Lane,  Rockville,  MD  20857.  writ- 
ten objections  thereto  and  may  make  a 
written  request  for  a  public  hearing  on 
the  stated  objections.  Each  objection 
shall  be  separately  numbered  and  each 
numbered  objection  shall  specify  with 
particularity  the  provision  of  the  regu- 


lation to  which  objection  is  made  Each 
number<=d  objection  on  which  a  hearing 
IS  requested  shall  specifically  so  state, 
failure  to  request  a  hearing  for  any  par- 
ticular o'jjection  shall  constitute  a  waiv- 
er of  the  right  to  a  hearing  on  that  ob- 
jection. Each  numbered  objection  for 
which  a  hearing  is  requested  shall  in- 
clude a  detailed  description  and  analysis 
of  the  specific  factual  information  In- 
tended to  be  presented  in  suppori  of  the 
objection  m  the  event  that  a  hearing  is 
held;  failure  to  include  such  a  descrip- 
tion and  analysis  for  any  particular  ob- 
jection shall  constitute  a  waiver  of  the 
right  to  a  hearing  on  the  objection.  Four 
copies  of  all  documents  shall  be  sub- 
mitted and  shall  be  identified  with  the 
Hearing  Clerk  docket  number  found  in 
brackets  in  the  heading  of  this  regula- 
tion Received  objections  may  be  seen  in 
the  above  office  l>etween  the  hours  of  9 
a.m  and  4  p.m  Monday  through  FYiday. 
Effective  date:  Except  as  to  any  pro- 
visions that  may  be  stayed  by  the  filing 
of  proper  objections,  compliance  with 
these  regulations,  including  any  required 
labelmg  changes,  may  begin  August  15. 
1977.  and  all  products  initially  intro- 
duced into  interstate  commerce  on  or 
after  July  1.  1979.  shall  comply  Notice 
of  the  filing  of  oblections  or  lack  thereof 
will  be  published  in  the  Federal  Register. 

'Sees  401.  70116  1.  52  Stat.  1046  as  amended 
70  Slat  919  as  amended  (21  n.S.C.  341. 
371(e)  )   ) 

Dated:  June  8,  1977. 

William  P.  Randolph. 
Acting  Associate  Commissioner 

for  Compliance. 

Note — Incorporation  by  reference  provi- 
.'lons  approved  by  the  Director.  Office  of  the 
Federal  Register,  March  11,  1976  The  refer- 
enced  materials  are  on  flle  in  the  Federal 

Register  library. 
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'  Copies  may  be  obtained  from:  Association 
of  OfScial  Analytical  Chemists,  P.O  Box  54^" 
Benjamin  Franklin  Station.  Washington 
20044. 


(Etocket  No    76S-0053I 

PART  155 — CANNED  VEGETABLES 

Canned  Green  Beans  and  Canned  Wax 
Beans;  Confirmation  of  Effective  Date  of 
Amendments  and  Further  Amendments 

AGENCY  Food  and  Drug  Administra- 
tion. 

ACTION :  Final  rule. 

SUMMARY :  ThL«  document  confirms  the 
effective  date  of  revised  standards  ol 
identity  and  quaUty  for  canned  green 
beans  and  canned  wax  beans,  published 
in  the  Federal  Register  of  April  19.  1976 
"41  FR  16454  1,  to  more  closely  conform 
the  standards  to  international  standards 
( Appearing  elsewhere  in  this  issue  of  the 
Feheral  Register  l^  a  regulation.  FDA 
Docket  No.  76N-0053.  amending  the 
standards  for  canned  green  beans  and 
canned  wax  beans  to  provide  for  "vac- 
uum pack'  bean  products  ) 

EFFECTIVE  DATES.  Voluntary  compli- 
ance, including  labeling  changes:  Jime 
14,  1977.  Mandatory  compliance  for  all 
products  mitially  mtroduced  mto  inter- 
state commerce:  July  1,  1979. 
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FOR  FURTHER  INFORWL-^TION  CON- 
TACT 

Prince  G.  Harrill.  Bureau  of  Foods 
(HFF-411'.  Food  and  Drug  Adminis- 
tration. Department  of  Health.  Edu- 
cation, and  Welfare.  200  C  Street  SW., 
Washington.  DC  20204  .201-245- 
1164). 
SUPPLEMENT  AHY  INFORMATION: 
The  Commussioner  of  Food  and  Drugs 
issued  in  the  Federal  Register  of 
April  19.  1976  (41  FR  16454'  a  f^nal 
regulation  revising  the  standards  of  iden- 
tity 1 21  CFR  51.10>  and  quality  .21  CFR 
51.111  for  canned  green  bean5  and 
canned  wax  beans  in  consideration  of 
the  'Tnternational  Standard  for  Canned 
Green  Beans  and  Canned  Wax  Beans" 
submitted  to  the  United  States  by  the 
Food  and  Agriculture  Organization  ' 
World  Health  Organization  Codex  All- 
men  tarius  Commission  The  final  regu- 
lation specified  the  types  and  styles  of 
beans  that  may  be  packed  under  the 
names  "canned  green  beans"  and 
"canned  wax  beans."  listed  the  optional 
ingredients  that  may  be  used,  and  des- 
ignated how  the  products  are  to  be 
labeled.  In  addition,  the  standard  of 
quality  listed  the  types  of  defects  and 
numbers  of  defects  that  may  not  he 
exceeded  if  the  products  are  t-o  be  ma'-- 
keted  without  being  labeled  substandard. 
Sections  51.10  and  51  11  were  com- 
bined and  redesignated  as  5  155.120  (&) 
and  lb  I  respectively,  by  recodification 
published  in  the  Feder.al  Register  of 
March  15.  1977  -42  FR  14302'  Discus- 
sion of  the  amendmenf.'-  below  is  refer- 
enced to  the  current  lormat. 

Three  comments  were  received  in  re- 
sponse to  the  April  19.  1976,  final  regu- 
lation. These  were  from  AKripac.  Inc  . 
the  National  Canners  Association,  and 
the  Food  Science  Department.  Oregon 
State  University  None  of  those  respond- 
ing requested  a  hearing  but  merely  sug- 
gested several  changes  in  the  final  regu- 
lation. 

The  suggested  changes  and  the  Com- 
missioner's conclusions  about  them  are 
as  follows: 

1  Section  155.120(a)  (2)  (ill)  <b'  de.lnes 
the  style  of  pack  "shoestring  or  sliced 
lengthwise  or  French  style"  as  "pods 
sliced  lengthwise  or  at  an  angle  of  less 
than  45'  to  the  longitudinal  axis"  One 
comment  said  that  snap  beans  "sliced  at 
an  angle  of  30  cut"  should  more  prop- 
erly be  labeled  as  "diagonal  cuts "  It 
maintained  that  the  appearance  and  fla- 
vor of  a  pack  cut  at  30  vary  consid- 
erably from  beans  sliced  lengthwise.  It 
further  maintained  that  most  buj-ers 
would  not  accept  beans  cut  at  even  15  as 
French  style.  The  comment  proposed  that 
shoestring  or  sliced  lengthwise  or  French 
style  beans  be  defined  simply  as  "sliced 
lengthwise  "  It  also  proposed  to  change 
the  "less  than  45  "  to  "less  than  15  '  as 
an  acceptable,  though  less  desirable, 
alternative 

The  definition  of  the  style  "shoestring 
or  sliced  lengthwise  or  French  style"  set 
forth  in  the  final  regulation  was  adopted 
to  be  consistent  with  the  Codex  defini- 
tion of  the  stvle.  But  the  Commissioner 
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agrees  that  beans  sliced  at  an  angle  of 
less  than  45  to  the  longitudinal  axis 
would  be  more  properly  labeled  in  the 
United  States  as  diagonal  cuts.  There- 
fore, he  is  deleting  the  phrase  "or  at  an 
angle  of  less  than  45 "  to  the  longitudinal 
axis"  from  the  definition  set  forth  In 
§  155.120(a) '2)  liiiMb) .  The  definition 
will  read  "pods  sliced  lengthwise." 

2.  One  comment  pointed  out  that,  in 
contrast  to  the  earlier  FDA  standards 
for  green  beans,  the  recently  revised 
standard  does  not  specifically  provide 
for  naming  the  variety  of  beans  in  con- 
nection with  the  name  of  the  food.  It 
stated  that  this  omission  is  a  matter  of 
particular  concern  to  canners  of  "Blue 
Lake"  beans.  The  comment  submitted 
that  the  failure  to  provide  for  the  varie- 
tal name  in  conjunction  with  the  term 
"beans"  imder  the  revised  standard  of 
identity  for  green  beans  is  unreasonable 
and  probably  represents  a  drafting  over- 
sight. Therefore,  it  suggested  that  §  51.10 
id'  '3  >  111 >  (now  §  155.120(a)  (4)  (iii)  (b)  > 
be  revised  to  read :  "The  name  of  the  op- 
tional varietal  type  as  specified  in  para- 
graph (b'(2»  l(aH2)(ii)]  of  this  sec- 
tion, or  the  specific  varietal  name,  e.g.. 
•Blue  Lake  Green  Beans'  or  both." 

Tlie  Commissioner  agrees  that  the 
regulation  should  provide  for  the  op- 
tional use  of  the  varietal  name  of  the 
green  bean  or  wax  bean  in  conjunction 
with  the  name  of  the  food,  and  §  155.120 
( a  >  ( 4 )  ( iii  >  <  b )  is  revised  accordingly. 

3.  One  comment  pointed  out  that 
there  may  be  conflict  in  the  sitandard  of 
quality  (§51.11  (now  §  155.120(b)))  be- 
tween the  statement  of  minimum  stand- 
ard of  quality  for  tough  strings,  §  51.11 
■  a' (2'  (now  «  155.120(b>  (D  (iD  ) .  and 
the  final  sentence  of  the  method  for  de- 
termining tough  strings,  §  51.11(b)  (7) 
(now  §  155.120(bi  (2)(vii)).  The  com- 
ment suggested  that  §  51.11(a)  <2)  (now 
§  155.1201  bi  ( 1)  (il> ),  which  states,  "Not 
more  than  5  percent  by  weight  of  the 
units  may  possess  strings  that  will  sup- 
port the  weight  of  250  g  (8.8  oz)  for  5 
seconds  or  longer,"  is  correctly  stated. 
It  pointed  out,  however,  that  the  last 
sentence  of  the  official  method  set  forth 
in  |51.11'b)(7)  (now  §  155.120(b)  (2) 
(viit  requires  that  the  tough  strings  be 
assayed  in  terms  of  a  count  of  strings  per 
sample  weight  rather  than  by  percent 
per  sample  weight.  The  comment  also 
pointed  out  that  the  sample  string  coumt 
has  no  validity  unless  based  on  a  stand- 
ard unit  count  per  unit  sample.  It  sug- 
gested that  the  wording  In  the  procedure 
for  tough-string  determination  in  §  51.11 
(b'  i6'  and  'b'  (7'   (now  §  155.120(b)(2) 

( vi)  and  >  vii '  >  be  revised  to  retain  bean 
unit  and  string  identity  so  that  as  the  in- 
dividual strings  are  tested  as  toiigh,  the 
corresponding  units  can  be  categorized 
as  bean  units  containing  tough  strings. 

The  Commissioner  agrees  that,  due  to 
an  oversight,  the  statement  of  minimum 
standard  of  quality  for  tough  strings 
in  §5111iai(2)  (now  §  155.120(b)  (D 
111))  was  expressed  In  terms  of  percent 
by  weight  as  proposed  by  Codex,  whereas 
the  method  described  in  §  51.11(b)  (6) 
and  (7i  (now  §  155.120(bM2)  (vi)  and 
(vii'.i    required   that   tough  strings   be 


assayed  in  terms  of  a  count  of  strings 
per  sample  weight  as  set  out  in  the  stand- 
ard being  amended.  He  recognizes  that 
the  provisions  are  inconsistent  and  that 
one  or  the  other  must  be  changed.  How- 
ever, he  has  no  data  on  the  percentage 
method,  so  he  cannot  compare  the  two 
methods.  Therefore,  he  is  changing  the 
language  of  §  51.11  (a'  (2i  (now  §  155  120 
(b)  (1)  (ii)  )  back  to  the  original  sample 
string  count  method  (as  set  out  m  the 
standard  being  amended  >  to  be  consistent 
with  the  term  used  in  §  51.11(bi  (6'  (now 
§  155.120(b)  (2)  (viM.  He  realizes  that 
this  action  results  in  creating  a  devia- 
tion from  the  Codex  standard.  If  inter- 
ested persons  have  data  in  regard  to  de- 
termining tough  strings  in  beans  on  a 
percentage  basis,  the  Commissioner  in- 
vites submission  of  an  appropriate  peti- 
tion supported  by  such  data  proposing  a 
change  in  the  method. 

Therefore,  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (sees.  401,  701(e), 
52  Stat.  1046  as  amended.  70  Stat.  919  as 
amended  (21  U.S.C.  341.  371(e')  and 
under  authority  delegated  to  the  Com- 
missioner (21  CFR  5.1'.  Part  155  is 
amended  in  §  155.120  by  revising:  para- 
graphs (a)  (2)  (iii)  (b),  (a»  (4' (ill)  (b». 
and  (b)  (1)  (il)  to  read  as  follows: 

§  155.120     Canned     grern     bean*>     and 
canned  wax  beans. 

(a)  •  •  • 
(2)  •  •  • 
<iil)    •  •  • 

(b)  Shoestring  or  sliced  lengthwise  or 
French  style.  Pods  sliced  lengthwise. 

•  •  •  •  • 

(4)    •   *   • 

(iii)    *  •  • 

( b)  The  name  of  the  optional  varietal 
type  as  specified  in  paragraph  (a'  (2)  (ii) 
of  this  section,  or  the  specific  varietal 
name,  e.g.,  "Blue  Lake  Green  Beans", 
or  both. 

*  •  *  •  • 

(b)   •  *  • 

(1)   •  *   * 

(ii)  In  case  there  are  present  pods  or 
pieces  of  pods  10.7  mm  (-■,,4-inchi  or 
more  in  diameter,  tliere  are  not  more 
than  12  strings  per  340  gm  (12  ounces' 
of  drained  weight  which  will  support  227 
gm  (one-half  pound'  for  5  seconds  or 
longer. 

Effective  date:  Compliance  with 
§§  51.10  and  51.11  promulgated  m  the 
Federal  Register  of  April  19,  1976  '41 
FR  16454).  and  subsequently  recodified 
as  §155.120  (a)  aiid  ib).  respectively 
(42  FR  14302".  as  amended  herein,  may 
begin  June  14,  1977,  and  all  products 
initially  introduced  into  Interstate  com- 
merce on  or  after  July  1,  1979.  shall  fully 
comply. 

(Sees.  401.  701(e),  52  St*t.  1046  as  amended. 
70  Stat.  919  as  amended  (21  U.S.C.  341,  371 
(e)).) 

Dated:  June  8.  1977. 

William  F.  Randolph, 
Acting  Associate  Commissioner 
for  Compliance. 

|FR  Doc.77-16785  Piled  6-13-77:8  45  am) 
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SUBCHAPTER  G — COSMmCS 

(Docket   No    75N-OOOol 

PART  701— COSMETIC   LABELING 

Hypoallergenic  Cosmetic  Products;  Judicial 
Stay  of  Effective  Date 

AGENCY:   Food  and  Drug  Administra- 
tion 
ACTION:  Judicial  Stay  of  Effective  Date 

SUMMARY:  This  document  announces 
the  judicial  stay  of  the  effective  date  for 
complying  with  the  requirement  for 
cosmetic  products  bearing  the  claim 
''hypoallergenic."  The  stay  was  ordered 
by  the  United  States  Court  of  Appeals  for 
the  District  of  Columbia  Circuit,  and  it 
applies  to  the  June  6.  1977  date  for  com- 
pletion of  testing  for  cosmetic  products 
in  commercial  distribution  on  June  6. 
1975. 

EFFECTI\^  date  of  STAY:  June  7. 
1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Heinz  J.  Eiermann.  Bureau  of  Foods 
(HFF-4401,  Food  and  Drug  Adminis- 
tration. Department  of  Health,  Educa- 
tion, and  Welfare.  200  C  Street  SW  . 
Washington.  DC  20204  (202-245- 
1530). 

SUPPLEMENTARY  INFORMATION 
The  Food  and  Drug  Administration 
(FDA  I  is  notifying  interested  persons 
that  the  United  States  Court  of  Appeals 
for  the  District  of  Columbia  Circuit  has 
stayed  the  June  6,  1977.  effective  date  for 
complying  with  the  requirement  in 
5  701.100  (21  CFR  701.100)  that  cosmetic 
products  bearing  the  claim  "hypoaller- 
genic." or  other  terms  and  phrases  that 
imply  that  the  product  is  less  likely  to 
cause  adverse  reactions  than  similar-use 
competitive  products,  be  shown  by  scien- 
tific studies  to  cause  fewer  adverse  reac- 
tions than  defined  reference  products. 

The  final  regulation  was  published  in 
the  Federal  Register  of  June  6.  1975  '40 
FR  24442 1 .  to  be  effective  with  respect 
to  all  cosmetics  intrcxluced  into  interstate 
commerce  after  July  7.  1975.  The  regula- 
tion provided  that  the  requirement  for 
scientific  studies  must  be  met  by  June  6. 
1977.  for  cosmetic  products  in  commer- 
cial distribution  on  June  6.  1975.  and  be- 
fore "hypoallergenic"  claims  are  made 
for  products  not  in  commercial  distribu- 
tion on  June  6.  1975. 

By  notice  published  in  the  Pedebal 
Register  of  July  28.  1975  (40  FR  31606* . 
the  Commissioner  of  Food  and  Drugs  ad- 
ministratively stayed  the  effectiveness  of 
the  regulation  pending  completion  of  a 
lawsuit  brought  in  the  United  States  Dis- 
trict Court  for  the  District  of  Columbia 
to  declare  the  regulation  invalid.  How- 
ever, the  June  6.  1977  effective  date  for 
the  ccxnpletion  of  testing  for  products  al- 
ready in  commercial  distribution  was  hot 
stayed.  Subsequently,  the  district  court 
ur^eld  the  regulation.  Alm.ay.  Inc.  v. 
Weinberger.  417  F.  Supp.  758  '  1976) . 

By  notice  published  in  the  Federal 
Register  of  August  4,  1976  (41  FR  32583). 
FDA  announced  that  the  administrative 


stav  of  the  regulation  would  be  discon- 
t  nued  effective  September  3.  1976.  There- 
after, the  plaintiffs  in  the  district  court 
lawsuit  sought  a  judicial  stay  of  the  reg- 
ulation pending  appeal.  The  application 
for  a  stay  was  denied  on  August  26.  1976 
Accordingly,  the  requirements  of  the  reg- 
ulation became  effective  as  of  September 
3.  1976.  for  all  cosmetic  products  not  in 
commercial  distribution  on  June  6.  1975. 

Oral  argument  on  the  appeal  of  the 
district  courts  decision  was  subsequently 
scheduled  for  June  9.  1977  'AlTnay.  Inc. 
V  Califano.  No  76-1718  'DC.  Cir.)  > .  On 
May  27.  1977.  the  appellants  moved  for 
"an  order  staying  the  effective  date  of 
the  regulation  under  review  until  this 
Court  can  rule  on  the  merits  of  the  ap- 
peal." 

On  June  7.  1977.  the  Court  of  Appeals 
entered  an  order  stating  that  the  appel- 
lants" "motion  for  stay  is  granted  pend- 
ing further  order  of  the  Court." 

The  Commissioner  Interprets  the  order 
as  applying  only  to  the  June  6.  1977  date 
for  the  completion  of  testing  for  cos- 
metic prtxlucts  in  commercial  distribu- 
tion on  June  5.  1976.  Products  not  in 
commercial  distribution  as  of  that  date 
have  been  required  to  comply  with  the 
regulation  since  September  3,  1976  The 
"effective  date"  that  was  sought  to  be 
stayed  by  the  May  27  motion  described 
above  wa;  referred  to  In  the  motion  as 
"the  Junf  6.  1977.  date  for  completion  of 
testing."  a  date  that  appUes  only  to 
products  In  commercial  distribution  on 
Junes.  1975 

Accordingly,  the  Commissioner  does 
not  regard  the  judicial  stay  as  affecting 
the  requirement  that  products  not  in 
commercial  distribution  on  June  6.  1975. 
comply  with  the  regulation.  Therefore, 
in  5  701.100  "Hypoallergenic"  and  other 
claims  of  relative  safety,  the  June  6, 
1977  effective  date  in  paragraph  (h)  'D 
is  stayed  by  order  of  the  United  States 
Court  of  Appeals  pending  further  order 
of  the  Court. 

Dated:  June  9. 1977. 

William  F   Randolph, 
Acting  Associate  Commissioner 
for  Compliance. 

[FR  Doc  77-16957  Filed  6-10-77:9  59  am] 

Title  24 — Housing  and  Urban  Development 

SUBTITLE  A— OFFICE  OF  THE  SECRE- 
TARY, DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

[Docket  No  R- 77-457) 

PART  25 — MORTGAGEE    REVIEW   BOARD 

AGENCY  Department  of  Housing  and 
Urban  Development. 

ACTION:  Final  rule 

SUMMARY:  The  Secretary  is  revising 
membership  of  the  Mortgagee  Review 
Board  responsible  for  withdrawing  HUD 
approval  from  Mortgagees  The  change 
is  needed  in  part  to  improve  the  ef- 
fectiveness of  the  Board  and  in  part 
to  reflect  recent  changes  in  HUD's 
organization 

EFFECTIVE  DATE :  June  14. 1977. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Henry  Hubschman,  Room  10222  De- 
partment of  Housing  and  Urban  De- 
velopment. 451  Seventh  Street  S.W.. 
Washington.  DC  20410  '202-755- 
56341 

SUPPLEMENT.ARY  INFORMATION 
In  Part  25.  published  September  18. 
1975  1 40  FR  43026  ■ .  the  Secretary  estab- 
lished a  Mortgagee  Review  Board  and 
gave  It  all  powers  necessary  and  incident 
to  withdrawmg  approval  from  mort- 
gagees engaged  in  mortgage  insurance 
under  the  National  Housmg  Act.  12 
use  1701  This  Amendment  to  Part 
25: 

1  Reflects  a  recent  merger  of  the  Office 
of  the  Assistant  Secretary  for  Housing 
Production  and  Mortgage  Credit — Fed- 
eral Housing  Commissioner  and  the 
Office  of  the  Assistant  Secretary  for 
Housmg  Management 

2.  Includes  a<;  a  Board  member  the 
Assistant  Secretary-  for  Administration, 
and- 

3  Names  the  Inspector  General  as  a 
non-voting  advisor  to  the  Board 

Because  this  revision  invohes  the  De- 
partment's internal  management,  com- 
ment and  public  procedure  are  unneces- 
sary under  5  U  S  C  553  and  24  CFR  Part 
10  Moreover,  pood  cause  exists  for  mak- 
ing the  amendment  effective  upon  pub- 
lication 

Findmgs  of  inapplicabihty  with  re- 
spect to  Environment  and  Inflation  are 
not  required 

Accordingly.  24  CFR  Part  25  2  is 
amended  to  read  as  follows 

§25.2      Compoitition    of    the    Board: 

(a)  Members  The  Board  consists  of 
the  following  members  The  Assistant 
Secretary  for  Housmg — Federal  Housing 
Commissioner.  Chairman;  Tlie  General 
Counsel.  The  Assistant  Secretary-  lor 
Administration,  or  their  designees 

'b'  AdtHsor  The  Inspector  General, 
or  designee,  serves  as  a  non-voting  ad- 
visor to  the  Board 

Sec    7(Cl)  of  the  Department  of  Housing  and 
Urban  Development  Act.  42  USC  3535id) 

Issued  at  Washington,  DC.  June  8. 
1977 

Patricia  Roberts  Harris. 

Secretary  of  Housing 
and  Urban  Developm.ent . 

|Pa  DOC77-16850  Plied  6-13-77:8:45  am| 

Title  25 — Indians 

CHAPTER  I — BUREAU   OF  INDIAN 
AFFAIRS,  DEPARTMENT  OF  THE  INTERIOR 

SUBCHAPTER  R — IRRIGATION   PROJECTS 

SUBCHAPTER    T — OPERATION    AND 
MAINTENANCE 

GENERAL  IRRIGATION  PROJECT 
REGULATIONS 

Operation  and  Maintenance 

JtTNE  1.  1977. 
AGENCY    Bureau  of  Indian  Affairs.  De- 
partment of  the  Interior. 

ACTION:  Final  rule. 
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RULES   AND   REGULATIONS 


SUMMARY:  The  purpose  of  these  regu- 
lations IS  to  update  existing  regulations 
governing  the  operation  and  mainte- 
nance of  Indian  Irrl^'atlon  Projects  and 
to  provide  the  Officer-in-Charge  greater 
flexibihty  in  the  day-to-day  oi>eration 
of  the  Projects.  The  revision  consohdatps 
the  regulations  for  all  Indian  Irrigation 
Projects  in  a  new  Part  191  It  also  pro- 
vides that  the  Area  Director  announce 
the  operation  and  maintenance  rates  and 
related  information  by  public  notice  in 
the  Federal  Register.  The.se  operation 
and  maintenance  rates  and  related  infor- 
mation will  no  longer  be  codified  in  the 
Code  of  Federal  Regulations  As  new 
rates  are  announced  the  corresponding 
sections  in  Part  221  of  Title  25  of  the 
Code  of  Federal  Regulations  will  be 
deleted. 

DATES  These  regulations  shall  become 
effective  July  14.  1977 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Charles  P  Corke.  Bureau  of  Indian 
AfTairs.  Department  of  the  Interior, 
Washington.  DC.  20245,  telephone 
number  <202)  343-2287. 

SUPPLEMENTARY  INFORMATION: 
Beginnmg  on  page  39030  of  the  Septem- 
ber 14.  1976.  Federal  Register  (41  FR 
39030',  there  was  published  a  notice  of 
proposed  rulemaking.  All  interested  per- 
sons were  given  60  days  to  submit  written 
comments,  suggestions,  or  objections  re- 
garding the  proposed  revision. 

Comments  were  received  from  the 
Wind  River  Water  Users  Association,  the 
Shoshone  and  Arapaho  Tribes,  and  from 
the  Bureau  of  Indian  Affairs  Portland 
Area  Director,  the  Flathead  Project  En- 
gineer, and  the  Wmd  River  Agency  Su- 
perintendent. The  suggesuons  were 
carefully  reviewed.  Corrections  and 
changes  were  made  as  appropriate.  The 
changes  were  made  to  simplify  or  to 
clarify,  and  are  not  considered  to  have 
significantly  altered  the  proposed  regu- 
lations as  published. 

The  primary  author  of  this  document 
is  Charles  P.  Corke.  General  Engineer 
(Hydrology',  Bureau  of  Indian  Affairs, 
Washington,  DC.  20245.  telephone  num- 
ber I  202  I  343-2287. 

Therefore  Part  191  is  revised  to  read 
as  set  forth  below 

PART   191— OPERATION   AND 
MAINTENANCE 


Administration. 

IrrtgaUon  season. 

Domestic  and  stock  water. 

Farm  units 

Delivery  points. 

Distribution  and  apportionment  of 
water. 

Application  for  and  record  of  deliv- 
eries of  irrigation  water. 

Surface  drainage. 

Structures 

Fencing. 

Obstructions- 

Rights-of-way 

Crops  and  statl<;tical  reports. 

Carriage  agreements  and  water  rights 
applications 


Sec 

191.1 

191.2 

iei.3 

191.4 

191  5 

191  6 

191  7 

191  8 

191  9 

191  10 

191  11 

191  12 

191  13 

191  14 

Sec 

191  15  Leachlnp  water. 

191  16  Excess  water. 

191.17  Delivery  of  water. 

191.18  Service  or  farm  ditches. 

191.19  Operation   and   maintenance  assess- 

ments. 

191  20  Water  users'  ledgers. 

191  21  Health  and  sanitation. 

191  22  Complaints. 

191.23  Disputes. 

AuTHORrrY:  Sees.  1.  3.  36  Stat.  270,  272,  as 
amended:  25  U  S.C.  385.  5  191.4(b)  also  issued 
under  34  Stat  1024.  38  Stat.  583.  and  68  Stat. 
1026  Sections  19141a),  191.4(c),  191.16(b). 
and  191  17(f)  also  issued  under  sec.  11.  39 
Stat    142. 

§  191.1      Adminislralion. 

<  a  >  The  Agency  Superintendent,  Proj- 
ect Engineer  or  such  oCBcial  as  authorized 
by  the  Area  Director  is  the  Officer-in- 
Charge  of  those  Indian  Irrigation  Proj- 
ects or  units  operated  or  subject  to  ad- 
ministration by  the  Bureau  of  Indian 
Affairs,  whether  or  not  each  project  or 
unit  IS  specifically  mentioned  in  this  part. 
The  Oflicer-in-Charge  is  fully  authorized 
to  administer,  carry  out.  and  enforce 
these  regulations  either  directly  or 
through  employees  designated  by  him. 
Such  enforcement  includes  the  refusal 
to  deliver  water. 

ib»  The  Officer-in-Charge  is  author- 
ized to  apply  to  irrigation  subsistence 
units  or  garden  tracts  only  those  regu- 
lations in  this  part  which  in  his  judgment 
would  be  applicable  in  view  of  the  size 
of  the  units  and  the  circumstances 
under  which  they  are  operated. 

ic  The  Ofticer-in-Charge  is  respon- 
sible for  performing  such  work  and  tak- 
ing any  action  which  in  his  judgment  is 
necessary  for  the  proper  operation, 
maintenance  and  administration  of  the 
irrigation  project  or  unit.  In  making  such 
judgments,  the  Officer-in-Charge  con- 
sults with  water  users  and  their  repre- 
sentatives, and  with  tribal  council  rep- 
resentatives, and  seeks  advice  on  mat- 
ters of  program  priorities  and  opera- 
tional policies.  The  Oflicer-in-Charge  will 
be  guided  by  the  basic  requirement  that 
the  operation  will  be  so  administered  as 
to  provide  the  maximum  possible  bene- 
fits from  the  project's  or  unit's  con- 
structed facilities.  The  operations  will  in- 
sure safe,  economical,  beneficial,  and 
equitable  use  of  the  water  supply  and 
optimum  water  conservation. 

(d)  The  Secretary  of  the  Interior  re- 
serves the  right  to  exercise  at  any  time 
all  rights,  powers,  and  privileges  given 
him  by  law.  and  contracts  with  irriga- 
tion districts  within  Indian  Irrigation 
Projects.  Close  cooperation  between  the 
Indian  tribal  councils,  the  project  water 
users  and  the  OfiBcer-in-Charge  is  nec- 
essary and  will  be  to  the  advantage  of 
the  entire  project. 

(ei  The  Area  Director,  or  his  dele- 
gated Tepresentative.  is  authorized  to 
fix  as  well  as  to  announce,  by  proposed 
and  final  public  notice  published  in  the 
Federal  Register,  the  annual  operation 
and  maintenance  axssessment  rates  for 
the  irrigation  projects  or  units  within 
his  area  of  responsibility.  In  addition  to 
the  rates,  the  notices  will  include  such 


information  as  is  pertinent  to  the  a.ssess- 
ment.  payment,  and  collections  of  the 
charges  including  penalties  and  duty  of 
water. 

<f^  The  rates  will  be  based  on  a  care- 
fully prepared  estimate  of  the  cost  of 
the  normal  operation  and  maintenance 
of  the  project.  Normal  operation  and 
maintenance  is  defined  for  this  purpose 
as  the  avera.se  per  acre  cost  of  all  activi- 
ties involved  in  delivering  irrigation 
water  and  maintaining  the  facilities. 

(g)  San  Carlos  Irrigation  Project.  Ari- 
zona. The  administration,  rights  obliga- 
tions and  responsibilities  for  the  opera- 
tion and  maintenance  of  this  project  are 
set  forth  in  the  Repayment  Contract 
dated  June  8.  1931  as  supplemented  or 
amended,  between  the  San  Carlos  Irri- 
gation and  E>rainage  District  and  the 
United  States  as  authorized  by  the  Act 
of  June  7,  1924  (43  Stat.  475-476)  and 
the  Secretarial  Order  of  June  15.  1938, 
titled  "Order  Defining  Joint,  District 
and  Indian  Works  of  the  San  Carlos 
Federal  Irrigation  Project:  Turning  over 
Operation  and  Maintenance  of  Ehstrict 
Works  to  the  San  Carlos  Irrigation  and 
Drainage  District."  The  regulations  ap- 
pearing in  this  subchapter  apply  only 
to  the  Indian  lands  works  and  in  the 
San  Carlos  Irrigation  Project  unless  spec- 
ified otherwise,  and  should  not  be  inter- 
preted or  construed  as  amending  or  mod- 
ifying the  District  Contract  or  the  Sec- 
retarial Order. 

§  191.2      Irripalion  season. 

The  irrigation  season,  when  water  shall 
'  be  available  for  irrigation,  will  be  estab- 
lished by  the  Officer-in-Charge 

§  191.3      Dotnestir  and  slock  water. 

Domestic  or  stock  water  will  not  be 
carried  in  the  project's  or  unit's  irriga- 
tion system  when  in  the  judgment  of 
the  Officer-in-Charge  such  practice  will: 

(a»  Interfere  with  the  operation  and 
maintenance  of  the  system. 

(b»  Be  detrimental  to  or  endanger  the 
canal,  lateral  system  and  or  related 
structures. 

<c)  Adversely  affect  the  stored  water 
supply  for  irrigation. 

§  191.4     Farm  units. 

For  the  purpose  of  (delivery  of  water 
and  the  administration  of  the  project  or 
•unit,  a  farm  unit  is  defined  as  follows: 

(a I  For  the  Blackfeet,  Crow,  Fort  Bel- 
knap, and  Fort  Peck  IrrigaUon  Projects. 
Montana,  and  the  CoU-ille  Irrigation 
Project,  Washington: 

(1)  Forty  (40 1  or  more  contiguous 
acres  of  land  in  single  ownership  with 
the  exception  that  those  original  Indian 
allotments  containing  less  than  40  irri- 
gable acres  of  the  same  subdivision  of  the 
public  land  survey  shall  also  be  consid- 
ered farm  units 

<2)  Forty  (40'  or  more  contiguous 
acres  of  Indian-owned  land  under  lease 
to  one  party. 

(3»  Forty  (40)  contiguous  acres  in 
multiple  ownership  within  the  same 
forty  (40)  acre  subdivision  of  the  pubhc 
land  survey. 

(b)  Per  the  Fort  Hall  Irrigation  Proj- 
ect, Idaho : 
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(1)  Twenty  (20^  or  more  contiguous 
acres  of  land  in  single  ownership  covered 
by  one  or  more  water  rights  contracts. 

(2)  Twenty  (20)  or  more  comtiguou* 
acres  of  Indian-owned  land  under  lease 
to  one  party  or  being  farmed  by  one 
Indian. 

(31  Ten  aoi  or  more  contiguous  acres 
of  subdivided  land  in  multiple  ownership 

(ct  For  the  Flathead  Irrigation  Proj- 
ect, Montana;  A  contiguous  area  of  land 
in  single  ownership  containing  not  less 
than  one  forty  (40)  acre  subdivision  of 
the  public  land  survey,  or  the  original 
allotment  as  established  by  the  Secretary 
of  the  Interior  and  as  recorded  or 
amended  in  the  records  of  the  Bureau  of 
Land  Management.  In  the  case  of  leased 
land,  it  is  defined  as  a  contiguous  area 
under  a  single  lease.  For  Bureau  of  Land 
Management  regulations  pertaining  to 
Flathead  Project,  see  43  CFR  2211  ». 
Flathead  Irrigation  District,  Montana. 

( d )  For  the  Wapato  Irrigation  Project 
( all  units  i ,  Washington : 

( 1 »  Eighty  ( 80 )  or  more  contiguous 
acres  in  single  ownership  at  the  time  of 
the  establishment  of  the  delivery  system, 
or  when  subsequent  changes  of  owner- 
ship result  In  larger  tracts  under  single 
ownership  and  the  owner  requests  that 
this  land  be  treated  as  a  farm  unit, 
whether  covered  by  one  or  more  water 
right  contracts. 

(2)  Eighty  (80»  or  more  contiguous 
acres  of  Indian-owned  land  under  lease 
to  one  person  or  being  farmed  by  one 
Indian. 

(3)  Eighty  (80)  contiguous  acres  In 
multiple  ownership:  Provided.  That  such 
acreage  shall  be  within  the  same  eighty 
( 80 1  acre  subdivision  of  the  U.S.  public 
land  survey. 

'4)  In  all  cases  where  an  original  In- 
dian allotment  consisted  of  less  than 
eighty  '80)  contiguous  acres,  such  origi- 
nal Indian  allotment,  whether  (i»  under 
single  or  multiple  ownership  and  or 
covered  bv  one  or  more  water  right  con- 
tracts, (ii)  under  lease  to  the  same  or 
different  lessees,  or  liili  farmed  by  one 
or  more  Indians,  shall  be  treated  as  a 
farm  unit. 

(e>  For  all  other  projects  or  units:  An 
original  allo(tment,  homestead,  an  as- 
signment of  unallotted  tribal  lands,  or  a 
contiguous,  development  lease  area. 

§  191,5     Delivery  points. 

'a)  Project  operators  will  deliver  Irri- 
gation water  to  one  point  on  the  bound- 
ary of  each  farm  unit  within  the  irri- 
gation project.  The  Offlcer-in-Charge 
may  establish  additional  delivery  points 
when  In  his  judgment  It  Is  impractical 
for  the  landowner  to  irrigate  his  farm 
unit  from  the  one  delivery  point  for  such 
reasons  as  topography,  isolation,  or  cost. 
When  irrigation  water  is  supplied  from 
wells,  the  delivery  point  may  be  estab- 
lished at  the  well  head.  Where  portions 
of  a  farm  unit  lie  at  an  elevation  too  high 
to  be  watered  by  gravity  flow  from  the 
normal  elevation  of  water  in  the  project 
distribution  system,  no  change  will  be 
made  in  the  water  level  elevatioin  of  the 
project  system  so  as  to  place  water  on 
suoh  land.  Where  such  land  has  been 
Included  in  the  project,  the  landowner 


may  install  and  operate  pumping  equip- 
ment at  his  own  expense  to  raise  the 
water  to  such  Included  land  from  a  pcnnt 
designated  by  the  Officer-in-Chaxge  and 
m  accordance  with  his  specifications.  If 
the  landowner  so  Installs  pumping  equip- 
ment and  pays  the  construction  and 
mamtenance  charges,  the  project  will 
deliver  the  same  amount  of  water  per 
acre  for  tlus  land  as  the  project  delivers 
at  the  delivery  point  for  other  lands  on 
the  project. 

(b)  If  a  farm  imit  for  which  a  proj- 
ect delivery  point  has  been  established 
IS  subsequently  subdivided  into  smaller 
units  by  the  owner  or  owners  of  the  farm 
unit,  the  following  provisions  apply: 

(It  A  plat  or  map  of  the  subdivision 
must  be  recorded  and  a  copy  filed  with 
the  Officer-m-Charge  The  plat  or  map 
must  show  how  the  Irrigation  water  is 
to  be  dehvered  to  the  irrigable  acres  in 
the  subdivision 

(2t  No  further  extensions  or  altera- 
tions in  the  projects  system  will  be  pro-. 
vided  officials  to  serv^e  the  subdivided 
units,  except  as  agreed  to  by  the  Officer- 
in-Charge  and  at  the  landowners  ex- 
pense 

( 3  >  Any  additional  construction  neces- 
sary to  deliver  irrigation  water  to  these 
units  must  be  mutually  worked  out  be- 
tween the  original  owner  of  the  farm 
units  ajid  the  new  owners  of  the  sub- 
divided unit  at  their  expense. 

(41  The  project  will  not  bear  any  re- 
sponsibility for  the  operaticHi  and  main- 
tenance of  such  tntemal  systems,  or  the 
division  of  Irrigation  water  after  it  is  de- 
livered to  the  established  project  deliv- 
ery points. 

(c»  Where  project  pioints  of  delivery 
have  been  established  for  farm  units 
which  are  to  be  combined  under  lease 
or  owner^ip  mto  a  singular  farm  unit 
to  be  irrigated  by  means  of  a  sprinkler 
or  more  efficient  system,  the  Officer-in- 
Charge  may  approve  the  removal  or  re- 
location of  project  delivery  facilities 
Such  reorganization  shall  be  at  the  ex- 
pense of  the  landowners  or  lessees  In 
c3nform9nce  with  established  project 
standards  and  a  time  schedule  which 
will  not  disrupt  water  delivery  service  to 
others  on  the  system. 

(d)  Where  a  reorganization  has  been 
approved  and  established  as  in  §  191.5 
'c».  any  reversion  requiring  reestabhsh- 
ment  erf  removed  or  relocated  project 
delivery  facilities  must  be  approved  by 
the  Officer-ln-Charge  and  conform  to 
established  project  standards  and  time 
schedules  which  will  not  disrupt  water 
delivery  service  to  other  water  users  on 
the  system.  All  exiienses  incurred  shall 
be  the  responsibility  of  the  landowners 
or  lessees. 

§  191,6      Distribution  and  apportionment 
of  water. 

(a)  The  Ofificer-in-Charge  will  estab- 
lish the  method  of  and  procedures  for 
the  delivery  and  distribution  of  the  avail- 
able irrigation  water  supply.  He  will 
endeavor  to  apportion  the  water  at  all 
times  on  a  fair  and  equitable  basis  be- 
tween all  project  water  users  «i titled 
to  the  receipt  of  Irrigation  water. 

(b)  Any  person  who  interferes  with 
the  flow  of  water  in  or  from  the  project's 


storage,  carriage  or  lateral  systems  or 
open*  or  closes  or  n  any  other  way 
changes  the  position  of  a  heedgate  or 
any  other  water  control  structure  with- 
out specific  authority  from  the  Officer - 
in-Charg«  or  his  designated  representa- 
tive will  be  subject  to  prosecution.  Cut- 
ting a  canal  or  lateral  bank  for  the  pur- 
pose of  diverting  water  or  placing  an 
obstruction  in  such  facilities  in  order  to 
change  the  flow  of  water  through  a  head- 
gate  will  be  considered  a  violation  of 
this  section 

ici  San  Carlos  Irrigation  Project. 
Arizona 

(1)  The  portion  of  the  projects  com- 
mon water  supply  a\-ailable  for  the  In- 
dian lands  will  be  distributed  subject  to 
beneficial  use  tn  equal  per  acre  amounts 
to  each  acre  under  irrigation  and  culti- 
vation. Insofar  as  possible. 

(2 1  All  water  users  > Indian  and  non- 
Indian  >  will  be  notified  at  the  beginning 
of  the  Irrigation  season  of  the  amount  of 
stored  and  pimiped  water  available.  An 
apportionment  of  this  water  will  be  rec- 
ommended by  the  Otficer-ln-Charge  of 
the  irrigation  project  to  the  appro\-al  of 
the  Area  Director  Subsequent  awx)r- 
tlonm«its  may  be  made  if  and  when 
additional  water  is  available. 

(3)  If  it  is  determined  by  the  Offlcer- 
In-Charge  that  there  is  water  in  excess 
of  demands  and  available  storage  facil- 
ities, he  will  promptly  notify  all  water 
users  that  such  water  Is  available.  Ttiis 
water  shsU  not  be  charged  against  the 
water  apportionment  of  the  land  on 
which  it  is  used 

(d)   Uintah  Irrigation  Project.  Utah 

( 1 1  Water  will  be  delivered  to  all 
lands  under  the  Lakefork.  Uintah  and 
Whiterocks  Rivers  in  accordance  with 
the  provisions  of  the  decree  of  the  Fed- 
eral Court  In  the  cases  of  the  "United 
States  V  I>ry  Gulch  Irrigation  Company 
et  al,"  and  the  "United  States  v  Cedar- 
view  Irrigation  Company,  et  al."  which 
decrees  fix  the  maximum  duty  of  three 
(3)  acre-feet  per  acre  for  the  period  from 
March  1  to  November  1  of  each  year 
The  rate  of  delivery  will  be  substantially 
in  accordance  with  the  following  sched- 
ule except  that  It  may  be  modified  by  the 
OCBcer-ln-Charge  at  such  times  as 
changed  cUmatic  conditions  and  the 
water  supply  indicate  that  such  modifi- 
cation would  be  beneficial  to  the  project 

Period 


Mar 
Mar 

.^Pr 
Kpr 

KOT 

Mav 
Mav 
May 

June 
June 
July 
July 
July 
Aup. 
Kuf. 

Allf!. 
Sept 
Sept 
Oct. 
Ort. 
Oct 


1  to  18.. 
19  to  31.. 

I  to  10.. 

II  to  20. 
21  to». 

I  to  10... 

II  to  ».. 
21  to  n.. 
1  to  20... 
21  tnJl.. 

I  tolO  .. 

II  to  20.. 
21  to  31.. 

I  to  10. . 

II  U>2». 
21  to  31. 
1  to  10.. 

.  11  to  30. 

I  to  10... 

II  to  20.. 
21  loM.. 

Total... 


Acres  t>er 

A  ore  (eet 

second -feet 

per  acre 

None 

None 

1.000 

0.023 

800 

.025 

400 

.060 

200 

.000 

180 

.110 

13S 

147 

as 

.22> 

70 

.586 

85 

.233 

90 

.220 

96 

.208 

100 

.218 

133 

.147 

lU 

.128 

175 

.124 

195 

.101 

220 

IM) 

220 

090 

300 

rm 

eoo 

038 

3.000 
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(2)  The  roUtton  metiiod  wiU  be  used 
in  dtetrlbuUnfi  the  water  diverted  irom 
the  Lakrforfc  Uintah  and  Whiterocks 
Rivers  Rotation  schedules  wiU  be  pre- 
pared under  direction  of  the  Officer-in- 
Charg«  and  wlU  be  put  into  effect  each 
season  as  aoon  as  it  Is  determined  what 
acreage  is  to  be  irrigated.  A  written  copy 
of  the  water  schedule  will  be  delivered  to 
each  water  user  showing  the  time  that  his 
turn  starts  on  each  tract  and  the  dura- 
tion of  each  turn. 

(3>  In  the  event  a  rotation  system  Ls 
adopted  for  lands  receiving  water  from 
the  Duchesne  River,  the  same  procedure 
will  be  used  as  for  the  lands  under  the 
Lakefork.  Uintah  and  Whlteroclts  Rivers. 
The  OfUcer- in -Charge  will  advise  all  wa- 
ter users  sufBclenUy  in  advance  of  the 
time  the  rotation  schedule  will  go  into 
effect. 

(e^  Wapftto  Irrigation  Project,  Wash- 
ington. 

(1 )  To  protect  adjoining  lands  against 
seepage  and  erosion  by  the  excess  use  of 
water  on  the  bench  lands  of  the  Wapato- 
8(ytus  Unit,  the  majtimum  delivery  of  wa- 
ter to  the  bench  lands  shall  not  exceed 
4.5  acre-feet  per  acre  per  season: 

( 2 )  The  rate  of  delivery  to  lands  of  the 
Satus  2  and  8atus  3  subuntts  ^all  not 
exceed  one  '  1 )  cubic  foot  per  second  for 
each  50  irrigated  acres. 

(3)  The  measurement  and  distribution 
of  water  for  the  lands  on  the  Ahtanum 
Unit  shall  ta)rp  place  at  the  mutually  ad- 
vantageous points  on  the  Ahtanum  Main 
or  Lower  Canals.  The  conveyance  of  the 
water  from  these  points  of  distribution 
to  the  Irrigable  acres  of  the  farm  units 
shall  be  entirely  by  and  at  the  expense  of 
the  individual  operators  of  the  farms. 
However,  when  several  such  users  join 
together  to  use  one  single  channel  for  the 
conveyance  of  their  water  to  the  points 
of  final  diversion,  they  shall  be  jointly 
responsible  for  the  channel  of  convey- 
ance find  the  apportionment  of  the  water 
to  their  respective  farm  units. 

§  191.7      .Application    for    and    record    of 
d«"lrvrrio«  of  irriitation  *»atrr. 

<ai  Except  when  rotation  schedules 
have  been  established  and  sire  being  fol- 
lowed, water  users  in  requesting  the  de- 
livery of  water  will  so  notify  the  OCQcer- 
in-Charge  or  his  designated  representa- 
tive by  such  means  and  with  su:h  ad- 
vance notice  as  may  be  required  by  sys- 
tem operations  and  as  established  by  the 
Officer-in-Charge.  The  request  shall  in- 
dicate the  time  the  water  is  to  be  deliv- 
ered, th?'  period  of  time  it  will  be  used, 
the  rate  of  fiov^-  desired,  and  where  the 
water  will  be  used 

<  b  >  It  is  the  respoasibllity  of  the  ditch- 
riders  during  the  irrigation  season  to 
mamt.iin  records  showing  the  t)eginning 
and  enduig  time  of  each  water  delivery, 
the  amount  of  such  delivery,  and  the 
estimated  acreage  irrigated.  Such  rec- 
ords are  to  be  filed  at  the  irrigation  proj- 
ect office  at  the  end  of  the  season. 

ic  I  Water  users  on  the  Indian  portion 
of  the  San  Cartas  Indian  Irrigation  Proj- 
ect will  submit  their  requests  for  water 
to  the  8uperirrtendent.  Pima  Agency 
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§  191.8      Sorface  drainage. 

(a '  The  water  users  will  be  responsible 
for  all  waste  water  resulting  from  their 
irrigation  practices  and  for  its  convey- 
ance to  project  canals,  drains,  wasteways 
or  natural  drainage  channels.  Any  ex- 
penses involved  in  doing  this  will  be 
borne  by  the  water  user.  Waste  water 
may  be  empUed  into  project  constructed 
ditches  only  at  points  designated  by  and 
in  a  manner  approved  by  the  OfBcer-in- 
Charge.  In  those  sitioations  involving  two 
or  more  landowners  and /or  water  users, 
it  is  their  responsibility  to  work  out  a 
satisfactory  arrangement  among  them- 
selves for  tiie  conveyance  of  their  waste 
wa-ter  to  project  ditches  or  natural 
drainage  channels. 

( b »  Waste  water  shall  not  be  permitted 
to  flow  upon  or  collect  in  road  or  project 
rights-of-way.  Failure  to  comply  with 
this  requirement  could  result  in  the  Offi- 
cer-tn-Charge  refusing  the  further  de- 
livery of  water. 

§  191,9     Slruftureo. 

<a»  All  structures,  including  bridges 
or  other  crossings,  which  are  necessary 
as  a  part  of  the  project's  irrigation  and 
drainage  system  will  be  installed  and 
maintained  by  the  project. 

lb  I  During  the  construction  of  a  new 
irrigation  project  or  the  extension  of  an 
existing  project,  bridges,  crossings  or 
other  structures  may  be  built  by  the  Offi- 
cer-in-Charge for  private  use  where  jus- 
tified by  severance  agreements  or  other 
prswrtlcai  considerations.  Title  to  these 
structures  may  or  may  not  be  vested  in 
the  United  States  depenchng  upon  ttie 
agreement  with  the  landowner.  Struc- 
tures bmit  partially  or  wholly  m  lieu  of 
severance  damages  may  be  required  to 
be  maintained  by  the  landowner  even 
though  title  remains  with  the  United 
States. 

ic)  Atfter  a  project  is  completed,  addi- 
tional structures  crossing  or  encroaching 
on  project  canal,  lateral  or  drain  rlghts- 
of--way  wtiich  are  needed  for  private  use 
may  be  constructed  privately  in  accord- 
ance with  plans  approved  by  the  Offlcer- 
in-Charge  or  by  the  project.  In  either 
case  the  cost  of  installing  such  structures 
will  not  be  at  the  project's  expense 
Such  stnjctures  wiM  be  constructed  and 
maintained  under  revocable  permits  on 
proper  forms  issued  by  the  OfBcer-in- 
Charge  of  the  irrigation  project  to  the 
party  or  parties  desiring  such  structures. 

(d>  If  It  is  determmed  that  a  crossing 
constructed  for  and  by  the  project  is  no 
longer  needed  for  operation  and  mainte- 
nance of  the  system,  it  should  be  re- 
moved. However,  if  a  private  party,  cor- 
poration. State,  or  other  Federal  entity 
desires  to  use  the  crossing,  it  may  be 
trarLsferred  to  such  entity  by  the  OflBcer- 
in-Charge  under  a  permit  which  relieves 
the  United  States  from  any  further  lia- 
bility or  responsibility  for  the  crossing, 
including  its  maintenance.  The  follow- 
ing provisions  pertain: 

1 1 )  Permits  issued  in  such  situations 
shall  stipulate  what  is  granted,  and  ac- 
cepted by  the  permittee  on  the  condition 
that  the  repair  and  maintenance  of  the 


structure  shall  be  the  duty  of  the  per- 
mittee or  his  successors  without  cost  to 
the  irrigation  project. 

(2)  "^le  permit  shall  further  provide 
that  if  any  such  structure  Is  not  regu- 
larly used  for  a  period  of  one  year  or  Is 
not  properly  maintained,  the  OfBcer-ln- 
Charge  may  notify  the  person  responsi- 
ble for  the  structure's  maintenance 
either  to  remove  it  or  to  correct  any  un- 
safe condiUons  within  a  period  of  90 
days. 

(3)  n  the  structure  is  not  removed  or 
the  unsafe  condition  corrected  within 
the  time  allowed,  it  may  be  removed  by 
the  Ofacer-in-Charge,  the  cost  of  such 
removal  to  be  paid  by  the  party  respon- 
sible for  the  maintenance  of  the  struc- 
ture. 

§  191.10     Fencing. 

Fences  across  project  rights-of-way 
will  not  be  constructed  without  the  ap- 
proval of  the  OfDcer-in-Charge.  The 
granting  of  such  approval  shall  be  de- 
pendent upon  proper  installation  so  as 
not  to  interfere  with  the  flow  of  water 
or  the  passage  of  project  operators  and 
equipment.  In  case  an  unauthorized 
fence  is  installed,  the  landowner  shall  be 
notified  to  remove  it.  If  It  Is  not  removed 
within  a  reasonable  period  of  time  or 
satisfactory  arrangements  made  with  the 
Officer-in-Charge,  it  may  be  removed  by 
project  persoimel  at  the  landowner's 
expense. 
§191.11      OhBtructions. 

No  obstructions  of  any  kind  including 
service  or  farm  ditches,  will  be  permitted 
upon  project  rights-of-way.  Due  notice 
will  be  glvwi  to  an  operator  or  landowner 
to  remove  any  obstructions.  If  not  re- 
moved within  a  reasonable  period  of 
time  after  notice  Is  given,  an  obstruction 
wlU  be  removed  by  project  forces  at  the 
expense  of  the  operator  or  landowner. 

§  191.12      RighU-of-way. 

(at  Rights-of-way  reserved  for  the 
project's  irrigation  system  are  of  suffi- 
cient width  to  permit  passage  and  use  of 
equipment  necessary  for  construction 
and  proper  operation  and  maintenance 
of  the  project's  canals,  laterals,  and 
other  Irrigation  works. 

<b)  In  the  construction  of  new  irriga- 
tion projects  or  extension  of  existing 
projects,  rights-of-way  which  have  not 
been  reserved  across  Indian  lands  will  be 
obtained  in  accordance  with  Part  161  of 
this  chapter. 
§  191.13     Crops  and  stalislical  reports. 

An  annual  project  crops  and  statistical 
report  shall  be  prepared  by  the  Officer- 
In-Charge  The  landowner  or  farm  unit 
operator  shall  cooperate  in  furnishing 
such  information  as  requested. 

§  191.14      Carriage  agreen»ent»  and  water 
right  applit'ations. 

ia>  Pine  River  Ijidian  Irrigation  Proj- 
ect. Colorado.  If  the  Area  Director  deter- 
mines that  there  is  sufBcient  capacity  In 
the  project's  carriage  and  or  distribu- 
tion system  in  excess  of  that  required  by 
Uie  project,  he  is  authorized  to  enter  into 
carriage   agreemenis   with   non-project 
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water  users  to  convey  non-project  water 
through  project  facilities  for  delivery  to 
non-project  lands. 

(bi  Uintah  Indian  Irrigation  Project, 
Utah  If  the  Superintendent  determines 
that  there  is  sufBcient  capacity  in  the 
irrigation  project's  carriage  and  /or  dis- 
tribution system  in  excess  of  that  re- 
quired by  the  project,  he  is  authorized  to 
enter  into  carriage  agreements  with  non- 
project  water  users  to  convey  non-proj- 
ect lEinds.  The  Superintendent  is  also  au- 
thorized to  enter  Into  carriage  agree- 
ments with  private  Irrigation  or  ditch 
companies  for  the  conveyance  of  project 
water  through  non-project  facilities  for 
delivery  to  isolated  Indian  lands  that 
cannot  be  served  from  project  facilities. 

ic)  Wapato  Irrigation  Project.  Wash- 
ington. The  Project  Engineer  is  author- 
ized to  execute  water  right  applications 
submitted  by  landowners  in  the  project 
on  behalf  of  the  Secretary  of  the  Interior. 
Such  applications  should  be  submitted 
on  the  approved  Departmental  form. 

§  191.15      Leaching   water. 

(a>  The  OlHcer-ln-Charge  Is  author- 
ized to  furnish  irrigation  water  for 
leaching  purposes  without  the  payment 
of  operation  and  maintenance  charges 
to  any  Indian  trust  land,  or  patent  in 
fee  land  covered  by  a  repayment  con- 
*  tract,  as  an  aid  to  imorove  land  within 
the  project  that  is  Impregnated  by  alkali 
or  in  the  development  of  new  project 
land. 

(b)  Delivery  of  such  water  will  depend 
upon  the  availability  of  water  and  the 
preparation  of  a  definite  plan  of  opera- 
tion by  the  land  operator  sati.'^factorv  to 
the  Officer-in-Charge.  In  addition,  the 
operator  shall  agree  to  meet  such  rea- 
sonable leaching  and  cropping  activities 
as  shall  be  prescribed  by  the  OfBcer-in- 
Charge. 

'O  If  prompt  and  beneficial  use  of  the 
leaching  water  Is  not  made  by  or  before 
July  1  of  the  season  for  wliich  it  is 
granted,  the  Offlcer-in-Charge  may  de- 
clare the  leaching  permit  forfeited  The 
normal  water  charges  will  be  considered 
as  assessed  and  any  delinquency  en- 
forced as  though  no  leaching  privilege 
had  been  granted, 

<d)  In  the  case  of  patent  in  fee  lands 
no  water  will  be  delivered  for  leaching 
purposes  until  the  annual  construction 
costs,  when  assessed,  are  paid. 

§191.16      E\<e,s»  water. 

(&>  General.  On  those  irrigation  proj- 
ects where  a  water  duty  or  water  quota 
has  been  established,  each  water  user 
will  be  notified  when  his  quota  of  water, 
as  covered  by  the  basic  assessment  and 
as  announced  ^  the  public  notice,  has 
been  delivered,  in  such  cases  additional 
irrigation  water,  if  available,  may  be 
delivered  providing  the  water  user  so  re- 
quests it  and  agrees  to  pay  for  the  ex- 
cess water  in  accordance  with  the  ex- 
cess water  provisions  as  set  forth  in  the 
public  notice. 

'b>  Flathead  Indian  Irrigation  Project. 
Montana.  ( 1 1  After  an  agreement  has 
been  reached  by  the  Commissioners  of 
the  irrigation  district  and  the  Officer- 


in-Charge  as  to  the  duty  of  water  on  in- 
dividual tracts  where  water  users  claim 
excess  requirements  aJx)ve  the  duty  of 
water  established  for  the  project  on  ac- 
count of  porous  or  gravelly  soils,  the  Of- 
flcer-in-Charge is  authorized  to  increase 
the  quantity  of  water  to  be  delivered  to 
such  tracts. 

(2 1  The  amount  of  water  delivered  in 
such  cases  will  not  exceed  four  i4'  acre 
feet  per  assessable  acre  except  in  the 
Moiese  Division  where  the  amount  shall 
not  exceed  six  t6'  acre  feet  providing 
there  Ls  sufficient  water  available  in 
Lower  Crow  Reservoir  without  having 
to  draw  on  the  water  supplj-  lor  the  Mis- 
sion Valley  Division. 

(3)  The  charge  for  such  water  shall 
be  at  the  same  general  rate  as  estab- 
lished for  project  land  not  having  such 
a  porous  or  gravellj'  condition. 

§191.17      Deliverr  of  water. 

<a)  Irrigation  water  will  not  be  de- 
livered until  the  annual  operation  and 
maintenance  assessments  are  paid  in  ac- 
cordance with  the  established  annual 
rate  schedule  as  set  forth  in  the  public 
notice  issued  by  the  Area  Director.  Un- 
der the  following  special  circumstances, 
this  rule  may  be  waived  and  water  de- 
livered to: 

( 1 1  Trust  and  restricted  land.s  farmed 
by  the  Indian  owner  when  the  Superin- 
tendent has  certified  that  the  operator  is 
financially  unable  to  pay  the  as.'^essment 
and  he  has  made  arrangements  to  pay 
such  assessments  from  the  proceeds  re- 
ceived from  the  sale  of  crops  or  from  any 
other  source  of  income.  In  such  cases  the 
unpaid  charges  will  stand  as  a  first  lien 
against  the  land  until  paid  but  without 
penalty  on  account  of  delinquency 

(21  Non-Indian  lands  on  which  there 
is  an  approved  deferred  payment  con- 
tract executed  under  the  provisions  of 
the  Act  of  J-one  22.  1935  i49  Stat.  1803'. 

(3)  Land  on  which  an  adjustment  or 
cancellation  of  unpaid  assessments  has 
been  recommended  and  final  action  is 
pendmg. 

(bi  Water  will  not  be  delivered  to  In- 
dian trust  or  restricted  lands  tint  are 
under  lease  approved  by  the  Secretarj 
of  the  Interior  or  his  authorized  repre- 
sentative acting  under  delegated  author- 
ity until  the  lessee  has  paid  the  annual 
assessed  operation  and  maintenance 
charges. 

(c)  No  water  will  be  delivered  to  In- 
dian trust  land  under  a  lease  that  has 
been  negotiated  by  an  Indian  owner  until 
the  owner  has  paid  tiie  annual  a.ssessed 
operation  and  maintenance  charges  or 
has  made  satisfactory  arrangements  for 
their  payment  with  the  Superintendent 
who  has  so  notified  the  Officer-in- 
Charge. 

I  d  I  Water  will  not  be  dehvered  to  an>' 
lands  within  an  irrigation  district  which 
has  executed  a  repajinent  contract  with 
the  United  States  until  all  irrigation 
charges,  as  assessed,  are  paid  in  accord- 
ance with  the  terms  and  conditions  oi 
the  contracts  and  the  public  notice  as 
issued  by  the  Area  Director. 

le)  All  irrigation  districts  may  make 
such  rules  and  regulations  eis  they  may 


find  necessary  in  regard  to  the  delivery 
of  the  water  to  water  users  within  the 
district  who  are  delinquent  in  their  pay- 
ments to  the  district  of  assessed  irriga- 
tion charges  Such  rules  and  regulations 
will  be  adhered  to  by  the  Officer-in- 
Charge  when  It  appears  to  t)e  in  the  best 
mterests  of  the  United  States  and  the 
district  to  do  so. 

'f>  Water  will  not  be  delivered  to 
lands  tliat  are  subject  to  construction 
assessments  not  paid  in  accordance  with 
Part  211  of  this  chapter. 

(g'  Flathead  Indian  Irrigation  Proj- 
ect. Montana. 

(li  Secretarial  Water  Right  Holders. 
(ii  For  all  acres  recognized  by  the  Sec- 
retan.-  of  the  Interior  as  entitled  to  a 
"Secretarial  Water  Right",  the  Officer- 
in-Charge  is  authorized  to  earn'  such 
water  in  the  project's  carriage  and  dis- 
tribution system  and  deliver  it:  Prortd- 
mg.  The  landowner  holding  such  a  right 
requests  it  and  his  land  is  so  located  that 
the  water  can  be  delivered  without  undue 
expense  to  the  project  Before  this  serv- 
ice IS  provided^  the  landowner  must  also 
agree  to  pay  a  minimum  of  fifty  i50> 
percent  up  to  a  maximum  of  one  hun- 
dred 1 100'  percent  of  the  annual  opera- 
tion and  maintenance  charges  as  as- 
sessed against  project  lands  in  the  sama 
general  area  as  his.  Under  such  agree- 
ment tlie  project  will  not  be  obligated  to 
deliver  more  than  that  allowed  for  each 
acre  of  land  under  the  Secretary's  pri- 
vate water  right  findings  less  a  propor- 
tionate share  of  the  project's  normal 
losses  in  transporting  the  water  from  the 
point  of  entry  into  the  project's  system 
to  the  point  of  delivery. 

lii)  "Secretarial  Water  Rights'  are 
defined  as  those  rights  allocated  to  In- 
dian allotments  by  the  Assistant  Secre- 
tar.-  of  the  Interior  by  his  approval  on 
November  25,  1921,  of  the  findings  of 
the  Commission  appointed  by  him  to 
invesiitate  the  •private  rights  '  on  the 
Flathead  Indian  ReservaUon.  .■Author- 
ity Sec.  9.  Act  of  May  29.  1908  '35  Stat. 
449). 

i2i  Pump  Lands — Flathead  Irriga- 
tion Project,  li)  The  Officer -m -Charge 
Is  authorized  to  deliver  irrigation  water 
to  lands  (pump  lands)  within  a  project 
farm  unit  that  are  too  high  to  be  served 
from  the  project's  gravity  flow  system 
Proitdtng.  The  holder  of  legal  title  to  the 
lands  so  requests  it  in  writing  and  agrees 
to  have  such  land  designated  by  the 
Secretary  of  the  Interior  or  his  autiior- 
ized  representative  as  a  part  of  the  irri- 
gation project.  Land  so  designated  shall 
be  subject  to  the  assessment  and  pay- 
ment of  the  pro  rata  per  acre  share  of 
the  project's  construction,  operation  and 
maintenance  costs  the  same  as  all  other 
lands  within  the  irrigation  project  in 
the  same  general  area.  In  addition,  such 
"pump  lands"  .shall  be  obligated  to  pay 
an  additional  assessment  on  an  aruiuad 
basis  as  determined  by  the  Officer-in- 
Charge  to  defray  the  cost  of  pumpuig 
the  water  from  the  Flathead  River  for 
those  lands  in  the  Mission  'Valley  Divi- 
sion, and  from  the  Little  Bitterroot  Lake 
for  lands  in  the  Camas  Division 

(li)  At  the  time  he  submits  the  re- 
quest, the  landowner  must  also  agree 
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in  uTitin?  to  include  the  "pumn  lands" 
in  an  existing  irrigation  district  or  a 
district  that  mav  be  subsequently 
formpd  pursuant  to  the  laws  of  the  State 
of  Montana.  This  will  not  anpiv  to  In- 
dian trust  or  restricted  lands  as  such 
lands  cannot  be  included  within  an  ir- 
rigation district. 

(iii)  A  request  for  the  inclus'on  of 
•'pump  lands"  into  the  project  will  not 
be  considered  until  the  OfScer-in- 
Charge  determines  that  there  is  suffi- 
cient project  water  available  to  ser\e 
these  lands  without  adversely  affecting 
in  any  way  the  water  ent'tlement  of  the 
designated  proiect  lands  for  which  the 
project  was  designed  and  constructed. 

(iv>  All  costs  incidental  to  the  pump- 
ing and  distribution  of  the  delivered 
water  from  the  project  farm  unit  deliv- 
ery point  to  the  "pump  lands"  shall  be 
borne  by  the  landowner. 

§  191.18      S<-r\i<p  «.r  fiirm  (lililic-. 

The  service  or  farm  ditches  into  which 
water  is  delivered  from  project  canals  or 
laterals  must  have  ample  capacitv  and 
be  maintained  by  the  water  aser  in 
proper  condition  to  receive  wat^r  and 
convey  it  to  be  the  place  of  use  with  a 
minimum  of  loss.  Water  delivery  will  be 
refused  to  such  ditches  not  satisfacto- 
rily maintained  Project  irrigation  water 
shall  be  put  to  beneficial  use. 

§  191.19      Op<Tati(>n      and      niaiiil«-iianf<- 
a*«<'>.smeiits. 

(a)  Operation  and  maintenance  as- 
sessments will  be  levied  a.siainst  the  acre- 
age within  each  allotment,  farm  unit  or 
tribal  unit  that  Is  designated  as  assess- 
able and  to  which  irrigation  water  can 
be  delivered  by  the  project  operators 
from  the  constructed  works  whether 
water  is  requested  or  not.  unless  speci- 
fied otherwise  in  this  section. 

'1'  Colville  Indian  Irrigation  Proj- 
ect. Washington.  Operation  and  main- 
tenance assessments  will  be  levied 
against  all  patent  in  fee  and  Indian 
trust  lands  to  which  water  can  be  de- 
livered for  irrigation  and  for  which  an 
application  for  water  has  been  made  by 
the  water  user  and  approved  by  the 
Superintendent. 

i2>  Wapato  Irrigation  Project-Top- 
penish-Simcoe  Unit.  Wa^^hington.  Op- 
eration and  maintenance  assessments 
will  be  levied  again.st  all  lands  which 
can  be  irrigated  from  the  constructed 
works  for  which  application  for  water  is 
made  annually  and  approved  by  the 
Project  Engineer. 

ib>   Subdivided  farm  units. 

'1'  General.  <i'  Where  farm  units, 
as  defined  in  5  191.4.  have  been  sub- 
divided into  smaller  units,  the  Area  Di- 
rector or  such  official  as  he  may  so  dele- 
gate may.  at  his  discretion,  fix  a  higher 
operation  and  maintenance  rate  for 
such  subdivided  acreage  than  the  rate 
fixed  for  the  acreage  in  the  original 
farm  unit  In  such  cases  the  higher  rate 
will  also  be  announced  in  the  annual 
public  notice. 

<ii>  In  the  event  higher  rates  are 
fixed  for  a  subdivided  farm  unit,  the  in- 
dividual owners  thereof  may  obtain  for 


their  lands  the  same  rate  sis  fixed  for 
acreages  within  farm  units  not  so 
divided  by  joining  in  a  written  contract 
with  the  other  owners  within  the  sub- 
divided unit.  Under  such  a  contract,  the 
various  owners  will  appoint  an  agent  in 
whom  shall  be  vested  full  power  and  au- 
thority to  enter  into  a  contract  with  the 
Area  Director,  hereafter  referred  to  as 
the  Contracting  Officer,  or  such  ofBcial 
as  he  may  so  authorize,  covering  the 
water  rights  for  the  entire  area  of  the 
several  small  acreages:  Provided,  how- 
ever. Such  contract  must  not  represent 
less  acreage  than  that  included  in  the 
original  farm  unit  unless  a  smaller  unit 
has  been  established  by  project  regula- 
tion as  eligible  for  a  subdivision  con- 
tract: And  provided  further.  That 
whether  the  contract  involves  acreage 
in  one  or  more  farm  units,  it  must  rep- 
resent contiguous  acreages. 

liiii  The  contract  between  the  agent 
of  the  owners  of  the  small  tracts  and  the 
Contracting  Officer  shall  be  executed  on 
or  before  February  1  of  the  year  preced- 
ing the  next  irrigation  season.  The  agent 
.■^hall  at  the  time  of  the  execution  of  this 
contract,  on  a  form  approved  by  the 
Secretary  of  the  Interior,  furnish  a  cer- 
tified copy  of  the  contract  executed  by 
the  several  landowners  of  the  subdivided 
tract  appointing  the  agent  to  act  in  their 
behalf. 

I  iv  >  Any  owner  of  a  tract  within  a  sub- 
divided unit,  with  the  written  consent 
of  the  owners  of  a  majority  of  the 
rcreaee.  under  a  contract  as  set  forth  in 
paragraph  (bi(l)(iii>  of  this  section, 
may  voluntarily  withdraw  from  the  con- 
tract by  filing  a  written  notice  of  his  in- 
tent to  withdraw  with  the  Contracting 
Officer  on  or  before  February  1  of  the 
year,  such  withdrawal  is  to  be  effective. 
together  with  the  consent  of  the  owners 
of  the  majority  of  the  acreage  endorsed 
thereon:  Provided.  That,  the  remaining 
acreage  is  contiguous:  such  withdrawal 
does  not  reduce  the  remaining  acreage 
under  the  contract  to  less  than  the  acre- 
age included  in  the  original  farm  unit 
before  it  was  subdivided  or  less  than  the 
mmimum  acreage  established  on  a  proj- 
ect as  eligible  for  a  subdivision  contract; 
and  all  irrigation  charges  due  under  said 
contract  have  been  paid.  Upon  the  re- 
ceipt of  said  notice,  the  Contracting  OflQ- 
cer,  if  the  notice  meets  the  requirements 
as  herein  provided,  shall  note  his  ap- 
proval thereon  and  send  a  copy  thereof 
to  the  agent  of  the  landowners.  There- 
after the  land  of  the  withdrawing  owner 
shall  no  longer  be  subject  to  the  contract. 

<  V I  If  one  or  more  owners  under  a  cc«i- 
tract  desire  to  withdraw,  and  if,  by  so 
doing,  it  would  reduce  the  total  remain- 
ing contiguous  acreage  under  the  con- 
tract to  less  than  the  total  acreage  in- 
cluded in  the  original  farm  unit,  or  the 
minimum  eligible  acreage  established  on 
the  pro'ect.  the  contract  can  be  termi- 
nated. However,  before  such  a  termina- 
tion can  be  approved,  a  written  notice 
from  the  owners  of  the  majority  of  the 
acreage  must  be  filed  with  the  Contract- 
ing Officer  indicating  their  consent  to 
and  requesting  his  approval  of  the  ter- 
mination, The  notice  must  be  filed  on  or 


before  February  1  of  the  year  the  termi- 
nation Is  to  become  effective,  and  must 
include  the  payment  of  any  irrigation 
charges  then  due  under  the  existing  con- 
tract. Upon  the  receipt  of  the  written 
notice,  the  Contracting  Officer  shall  note 
his  aporoval  thereon  provided  that  the 
requirements  set  forth  herein  are  satis- 
fied. A  copy  of  the  approved  notice  will 
be  given  to  the  agent  of  the  landowners 
concerned. 

<2i  Fort  Hall  Irrigation  Project.  The 
Suoerintendent.  Fort  Hall  .^gencv,  is  au- 
thorized to  approve  contracts  as  set  forth 
in  this  section  as  well  as  withdrawals  or 
termination  of  such  contracts.  However, 
no  contracts  will  be  entered  into  if  the 
total  contiguous  acreage  is  less  than  10 
acres.  , 

(3>  Wapato  Irrigation  Project  The 
Project  Engineer  is  authorized  to  approve 
contracts  as  set  forth  in  paragraph  >b> 
of  this  section,  as  well  as  withdrawals 
or  termination  of  such  contracts.  How- 
ever, no  contracts  will  be  entered  into  if 
the  total  contiguous  acreage  is  less  than 
40  acres. 
§191.20      Walrr  atfrs' IfHlsers. 

(a»  Water  user's  ledgers  will  be  main- 
tained by  the  Officer-in-Charge  on  all 
irrigation  projects  or  units  where  irriga- 
tion assessments  are  levied  and  collected. 
Separate  entries  shall  be  made  in  the 
ledger  for  each  farm  tract,  and  bills 
issued  to  the  owner  or  owners  of  record 
When  payment  is  received,  it  will  be 
credited  to  the  proper  ledger  account. 

(bi  When  Indian  trust  or  restricted 
land  is  leased  and  the  Officer-in-Charse 
has  been  so  advised  by  the  Superintend- 
ent, irrigation  bills  will  be  submitted  to 
the  lessee.  Upon  receipt  of  payment,  it 
will  be  credited  to  the  Indian  owner  or 
owners  of  record  in  the  ledger  account. 

ic)  On  tho-e  projects  where  irrigation 
districts  have  been  formed  and  have  ex- 
ecuted repayment  contracts,  irrieation 
bills  will  be  rendered  to  the  district. 
When  payment  Ls  received,  it  will  be 
credited  to  the  proper  ledger  accounts. 

§191.21       Health  and  sanitation. 

Use  of  Government  storage  reservoirs, 
canals,  laterals  or  drains  for  dLsposal  of 
sewage  and  trash  shall  not  be  permitted 
under  any  circum'^tances.  If  such  condi- 
tions occur,  and  project  forces  are  un- 
able to  correct  them,  the  Officer-in- 
Charge  shall  request  the  Area  Director  to 
arrange  for  the  necessary  legal  action. 

§  191.22      C'x)mplaints. 

All  complaints  must  be  made  in  writing 
to  the  Project  Engineer  or  the  Officer-in- 
Charge  of  the  project. 

§  191.23      Dinputc*. 

In  case  of  a  dispute  fttween  a  water 
user  and  the  Project  Engmeer  or  Officer- 
in-Charge  of  the  project  concerning  the 
application  of  the  regulations  of  this  part 
or  a  decision  rendered  by  such  official. 
the  water  user  within  30  days  may  appeal 
to  the  Area  Director.  Further  appeals 
may  be  made  to  the  Commissioner  of  In- 
dian Affairs  pursuant  to  Part  2  of  this 
Chapter. 
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PART  192— COLVILLE  IRRIGATION 
PROJECT.  WASHINGTON— [DELETED] 

PART  193 — CROW  IRRIGATION  PROJECT, 
MONTANA— {DELETED] 

PART  194 — FLATHEAD  IRRIGATION 
PROJECT.   MONTANA— [DELETED] 

PART  195 — FLATHEAD.  MISSION,  AND 
JOCKO  VALLEY  IRRIGATION  DISTRICTS. 
MONTANA — [DELETED] 

PART   196— FORT  BELKNAP  IRRIGATION 
PROJECT,  MONTANA— [DELETED] 

PART  197— FORT  HALL  INDIAN  IRRIGA- 
TION PROJECT,  IDAHO — [DELETED] 

PART  198 — FORT  PECK  INDIAN   IRRIGA- 
TION   PROJECT,    MONTANA— [DELETED] 

PART  199 — UINTAH   IRRIGATION 
PROJECT,   UTAH — [DELETED] 

PART  200— WAPATO   IRRIGATION 
PROJECT,  WASHINGTON— [DELETED] 

PART  201— WIND  RIVER  IRRIGATION 
PROJECT,  WYOMING — [DELETED] 

2.  Parts  192-201  of  Subchapter  R, 
Chapter  I,  Title  25  of  the  Code  of  Fed- 
eral Regulations  are  hereby  deleted. 


.  PART  221 — OPERATION  AND 
MAINTENANCE  CHARGES 

3.  When  new  assessment  rates  and  re- 
lated information  are  armounced  by  gen- 
eral notice  in  the  Federal  Register,  the 
corresponding  section  of  Part  221  will  be 
deleted. 

NoTT — It  is  hereby  certified  that  the  eco- 
ncmlc  and  inflationary  impacts  of  this  final 
regulation  have  been  carefully  evaluated  m 
accordance  with  Executive  Order  11821 

Raymond  V.  Butler, 
Acting  Deputy  Commissioner  of 
Indian  Affairs. 

IFR  DOC.T7-16866  Piled  6-]3-77;8;45  ami 

Title  29 — Labor 

SUBTITLE   A — OFFICE   OF  THE 
SECRETARY   OF   LABOR 

PART  97— SPECIAL  FEDERAL  PROGRAMS 
AND  RESPONSIBILITIES  UNDER  THE 
COMPREHENSIVE  EMPLOYMENT  AND 
TRAINING   ACT 

Subpart  D — Special  Target  Group  and 
Youth  Programs  and  Other  Special  Pro- 
grams 

Program  Agreements  With  Private 
Profit  MAKING  Organizations 

AGENCY:  Department  of  Labor. 

ACTION:  Final  rule. 

SUMMARY:  This  rule  amends  require- 
ments governing  the  award  and  admin- 
istration of  program  funding  agreements 
with  private,  profitmaking  organizations 
under  sections  301  and  304  of  title  III 
of  tlie  Comprehensive  Employment  and 
Training  Act  of  1973.  Under  the  current 
regulations  the  Department's  policy  has 
been  to  apply  the  General  Senices  Ad- 
ministration's regulations  governing  the 
procarement  of  property  and  services 
from  commercial  sources  to  funding 
agreements  with  private,  profitmaking 
organizations  under  sections  301  and 
304.  The  General  Services  .Administra- 


tion regulations,  however,  were  designed 
for  use  in  the  procurement  of  such  things 
as  typewriters,  stationery,  and  guard 
services.  It  is  evident  that  the  "procure- 
ment" of  employment  and  training  ac- 
tivities is  not  procurement  in  the  true 
sense  of  the  word. 

The  purpose  of  this  amendment  is  to 
enable  the  Department  of  Labor  to  use 
simpler  and  more  appropriate  methods 
whenever  a  program  under  section  301 
or  304  does  not  primarily  involve  the  pro- 
curement of  property  or  services  in  the 
true  sense  of  the  word  Consistent  with 
the  policy  of  the  Department  of  Labor 
to  encourage  increased  private  sector  in- 
volvement in  Federal  emplovment  and 
training  programs,  the  intent  of  this 
amendment  is  to  create  conditions  un- 
der which  private  emplovers  will  be  more 
willing  to  participate  in  Department  of 
Labor  programs  designed  to  help  the 
unemploved.  the  underemploved.  and 
the  economirallv  disadvantaged  to  pre- 
pare for  and  obtam  gainful  emplo>TTient. 

EFFECTIVE  DATE:  July  14.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Steven  K.  Puterbaugh.  Office  of  Na- 
tional Programs  '  OCED  i ."  Employment 
and  Training  Administration.  U.S. 
Department  of  Labor.  Washington. 
DC    20213   '202-376-60931. 

SUPPLEMENTARY       INFORMATION 

Regulations  Affected 

In  the  Feder'l  Register  of  March  12. 
1976  '41  VR  10774'.  the  Department  of 
Labor  published  regulations  governing 
employment  and  training  programs  for 
special  target  groups,  youth  pf-ogrpms. 
and  other  special  programs  authorized 
by  sections  301  and  304  of  title  HI  of  the 
Comprehensive  Employment  and  Train- 
ing Act  of  1973,  ELS  amended  iPub.  L. 
93-203.  87  Stat.  839;  Pub.  L.  93-567.  88 
Stat.  1845:  and  Pub.  L.  94-444,  90  Stat 
1476). 

These  regulations  were  codified  as  a 
new  Subpart  D  to  29  CFR  Part  97.  Tins 
rule  amends  certain  provisions  in  Sub- 
part D. 

Legal  Authority 

Section  7G2(b)  of  the  Comprehensive 
Employment  and  Training  Act  states,  in 
part: 

The  Secretary  may  make  such  grants,  con- 
tracts, or  agreements,  establish  such  proce- 
dures (subject,  to  such  policies,  rules,  and 
regulations  a.s  he  may  prescribe)  *  •  •  as  he 
may  deem  necessary  to  carry  out  the  provl- 
sloixs  of  this  Act  •    •    •. 

Under  this  statutory  provision,  the 
Secretary  of  Labor  is  empowered  to  pro- 
vide financial  assistance  for  employment 
and  training  programs  undertaken  by 
private,  profitmaking  organizations  and 
to  prescribe  the  rules  and  conditions  un- 
der which  such  a.ssistance  is  given 

Effects  of  This  Regulation 

This  rule  amends  29  CFR  Part  97, 
Subpart  D.  by  revising  5  97.309  <b''  and 
<c>.  The  effect  of  this  revision  is  to 
change  the  Secretary's  policy  by  making 
the  use  of  formal  comp>etition   discre- 


tionary rather  than  mandatory  when  the 
Department  gives  financial  assistance  for 
programs  conducted  by  private,  profit- 
making  organizations  It  will,  however, 
remain  the  policy  of  the  Department  of 
Lat)or  to  use  competitive  procedures 
whenever  competition  is  in  the  best  in- 
terests of  the  Government  and  whenever 
the  award  of  funds  is  a  bona  fide  pro- 
curement transaction  for  which  sole- 
source  contracting  is  inappropriate 

This  rule  also  amends  29  CFR  Part 
97.  Subpart  D.  bv  revising  f97  3nic> 
'13  I  The  effect  of  this  revision  is  to  lift 
the  strict  requirement  that  proposals  or 
funding  applications  submitted  by  non- 
governmental organizations  be  accompa- 
nied by  a  description  of  the  general 
structure  of  the  organization  and  a 
signed  statement  bv  a  Certified  F>ublic 
Accountant  attesting  to  the  adequacy  of 
the  applicant's  or  proposer's  financial 
management  svstem  The  new  language, 
however,  permits  the  Secretary  of  Labor 
to  require  these  items  whenever  he  or 
she  perceives  a  need  for  them 

This  rule  also  amends  29  CFR  Part 
97,  Subpart  D  by  revising  }  97.31213) 
and  deleting  and  reser\'ing  ?  97.312  (O. 
The  effect  of  the  revision  and  the  dele- 
tion is  to  permit  the  Secretary  erf  Labor 
to  consider  unsolicited  proposals  and 
applications  for  program  funding  under 
sections  301  and  304  including  those 
submitted  by  private,  profitmaking 
organizations 

This  rule  also  amends  29  CFR  Part  97. 
Subpart  D.  by  revising  ?97.315'gi.  The 
effect  of  this  revision  is  to  give  the  Sec- 
retary of  Labor  discretion  In  selecting 
the  legal  instrument  used  to  award  fi- 
nancial a.s,sistance  for  programs  con- 
ducted by  private,  profitmaking  organi- 
zations Until  this  time,  the  only  Instru- 
ment permitted  was  the  contract  The 
Secretary  will  now  be  able  to  use  a  con- 
tract, grant,  or  other  instrument,  which- 
ever is  most  appropriate  in  view  of  the 
nature  of  the  agreement. 

This  rule  aLso  amends  29  CFR  Part 
97.  Subpart  D.  by  revising  5  97.335(c). 
The  effect  of  this  re%-ision  is  to  change 
the  Secretary's  policy  so  that  funding 
agreements  which  are  made  on  a  fixed 
price  or  fixed  unit  price  basis  will  be 
exempted  from  the  coPt  pnnciples  of 
the  Gtneral  Services  Admmistration's 
pr<xurement  regulations  at  41  CFR, 
Chapter  1.  Subpart  1-15.2. 

This  rule  also  amends  29  CFR  Part  97. 
Subpart  D,  by  revising  5  97.381.  The  ef- 
fect of  this  revision  is  to  remove  the 
mandatory  requirement  that  all  pro- 
gram agreements  with  private,  profit- 
making  organizations  be  subject  to  the 
Federal  Procurement  Regulations  at  41 
CFR  Chapter  1  The  Secretary  of  Labor 
will,  however,  continue  to  apply  the  Fed- 
eral Procurement  Regulations  when- 
ever the  award  of  Federal  funds  is  a 
bona  fide  procurement  transaction. 

Technical  Amendments 

Citation  corrections  are  being  made 
in  55  97.324,  97.327,  and  97.330. 

Exemptions  From   Rulemaking 
Procedures 

As  these  amendments  relate  to  public 
property,  loans,  benefits,  or  contracts. 
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they  have  been  excepted  from  the  notice 
and  comments  provisions  of  the  Admin- 
istrative Procedure  Act.  5  USC  553<a> 
(21.  The  general  policy  of  the  Depart- 
ment of  Labor  as  stated  in  29  CFR  2.7. 
is  not  to  use  this  exception  as  a  basis 
for  not  giving  opportunity  for  notice 
and  comment  before  the  publication  of 
a  final  regulation.  In  this  case,  how- 
ever, in  view  of  the  immediate  need  of 
unemployed,  underemployed,  and  eco- 
nomically disadvantaged  persons  for  job 
and  training  opportunities  in  the  private 
sector,  the  Department  has  determined 
that  it  is  in  the  public  interest  that  these 
amendments  not  be  delayed  for  the 
preparation,  receipt,  and  evaluation  of 
comments. 

Although  these  amendments  are  being 
issued  in  final  form,  it  remains  the 
policy  of  the  Department  of  Labor  to 
solicit  and  consider  comments  on  its 
regulations.  Therefore,  comments  per- 
taining to  these  amendments  will  be  re- 
ceived just  as  though  this  document 
were  a  proposal  until  30  days  after  pub- 
lication The  comments  that  are  re- 
ceived during  this  period  will  be  eval- 
uated to  determine  if  subsequent 
amendments  are  warranted.  Meanwhile, 
the  rules  in  this  document  shall  remain 
in  force. 

Interested  persons  are  invited  to  sub- 
mit comments,  data,  or  arguments  to: 
Assistant  Secretary  for  Employment 
and  Training.  United  States  Depart- 
ment of  Labor.  6th  and  D  Streets.  NW.. 
Washington.  D.C.  20213  Attention;  Ad- 
ministrator. Office  of  Comprehensive 
Emplovment  Development. 

Accordingly.  29  CFR  Part  97.  Subpart 
D.  is  amended  as  follows: 

1.  In  §97.309.  paragraph  ib>  is  re- 
vised by  deleting  the  phrase  "except 
under  conditions  described  in  paragraph 
'CI  of  this  section",  and  paragraph  (c> 
is  revised  to  read  as  follows : 

§  97. ."^09      Siiliciting  appliratiun-  fur  Fed- 
eral fiiiuU. 

•  *  *  *  * 

ic>  When  soliciting  proposals  from 
private,  profltmaking  organizations,  the 
Secretary  may  issue  a  formal  Request 
for  Proposal. 

2.  In  §97.311.  paragraph  ic'ist  is 
revised  to  read  as  follows: 

§  97,311       Proposal  or  applii-ation  formal 
aiitl  >  iinli'til. 


(C>    *    •    * 

113'  If  the  applicant  or  proposer  is 
an  organization  other  than  an  agency 
of  goveriunent  and  if  requested  by  the 
Department,  a  description  of  the  gen- 
eral structure  of  the  organization  and  a 
certified  statement  by  a  Certified  Public 
Accountant  attesting  to  the  adequacy  of 
the  applicant's  or  proposer's  financial 
management  system. 

3  In  §97  312.  paragraph  <h<  is  re- 
vised to  read  as  follows  and  paragraph 
'c>   is  deleted  and  reserved: 

§97.312      F<.>i.H. 

•  •  «  «  » 

'bi  The  Secretary  may  review  and 
consider  for  approval  or  acceptance  any 


unsolicited  proposal  or  application  for 
funds  submitted  by  an  eligible  organi- 
zation. 

(c>   [Reserved! 

4.  In  §  97.315,  paragraph  ig>  is  revised 
tc  read  as  follows : 

§97.3  I. T       \Hard. 

,  .  •  »  • 

<g)  'When  the  program  sponsor  is  a 
private,  profitmaking  organization,  the 
Secretary  will  determine  the  most  ap- 
propriate instrument  'contract,  grant, 
or  other  type  of  agreement)  to  imple- 
ment the  program  and  award  Federal 
funds. 

§97.321       [Amended! 

5.  In  §  97.324.  the  citation  '  §  95.36"  is 
corrected  to  read  '§  95.37." 

§97.327       [Amended] 

6.  In  §  97.327.  the  citation  "§  95.35"  is 
corrected  to  read  "§  95.36.  ' 

§97.330      [Amended] 

7.  In  §  97.330,  the  citation  "40  U.S.C 
27a-5"  is  corrected  to  read  '40  U.S.C. 
276a— 276a-5." 

S  97.33.5       [Amended] 

8.  In  §  97.335.  paragraph  (c)  is  revised 
by  adding  at  the  end,  thereof,  the  fol- 
lowing clause:  "except  when  the  pro- 
gram agreement  provides  that  payments 
to  the  program  sponsor  will  be  made  on 
a  fixed  price  or  fixed  unit  price  basis." 

9.  The  heading  that  appears  immedi- 
ately before  §  97.381  and  §  97.381  itself, 
are  revised  to  read  as  follows: 

Administrative  Standards  for  Program 
Agreements  with  Private,  Profit- 
making  Organizations 

§  97.381       Vdminisiralion. 

Administrative  standards  and  require- 
ments for  private,  profitmaking  organi- 
zations that  are  awarded  program  agree- 
ments under  this  subpart  will  be  in- 
cluded in  the  terms  and  provisions  of 
the  program  agreements. 

Signed  at  Washington.  D.C,  this  26th 
day  of  May  1977. 

Ernest  G.  Green, 

Assistant  Secretary  for 

Employment  and  Training. 

|FRDoc.77-16934Plled6-13-77:8:45amI 


CHAPTER  XVII— OCCUPATIONAL  SAFETY 
AND  HEALTH  ADMINISTRATION,  DE- 
PARTMENT  OF    LABOR 

PART  1952— APPROVED  STATE  PLANS 
FOR  ENFORCEMENT  OF  STATE  STAND- 
ARDS 

Approval  of  Supplements  to  Vermont  Plan; 
Correction 

AGENCY:  Occupational  Safety  and 
Health  Administration. 

ACTION:  Correction. 

SUMMARY:  This  document  contains  a 
correction  to  the  description  of  'Ver- 
mont's public  sector  programs  which  ap- 
peared in  the  approval  notice  for  the 
public  sector  programs  'FR  Doc.  77- 
5778.  42  FR  10988.  Feb.  25.  1977). 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Rrencie  McGlown.  Project  Officer. 
Office  of  State  Programs.  Occupation- 
al Safety  and  Health  Administration. 
U.S.  Department  of  Labor.  200  Con- 
stitution Avenue.  NW..  Washington, 
D.C.  20210.  i202>  523-8031 

SUPPLEMENTARY  INFORMATION : 
On  February  25.  1977.  the  FYder.^l  Reg- 
ister published  a  notice  of  approval  of 
supplements  to  the  'Vermont  State  plan 
•  42  FR  10988'.  The  description  of  'Ver- 
mont's public  sector  programs  supple- 
ment contained  an  erroneous  statement 
As  corrected,  the  last  sentence  of  para- 
graph 2<b»  of  the  above  notice  reads  as 
follows:  "'Vermont's  public  sector  pro- 
grams provide  coverage  of  employees  of 
State  and  local  governments  in  a  man- 
ner identical  to  that  of  private  em- 
ployees and  meet  all  of  the  requirements 
of  §  1952.11". 

Signed  at  Washington    DC  .  this  7th 
day  of  May  1977. 

EULA  Bingham. 
Assistant  Secretary  of  Labor. 

(FR  Doc.77-16936  F^led  6-13-77:8:45  am\ 

Title  33 — Navigation  and  Navigable  Waters 

CHAPTER   II— CORPS   OF   ENGINEERS, 
DEPARTMENT  OF  THE  ARMY 

PART  205 — DUMPING  GROUNDS 
REGULATIONS 

Revocation  of  Dumping  Grounds 
Regulations 

AGENCY:  U.S.  Army  Corps  of  Engineers. 
DOD. 

ACTION:  Final  rule. 
SUMMARY:  We  are  hereby  revoking  De- 
partment of  the  Army  regulations  that 
specify  dumping  grounds  for  the  dis- 
posal of  various  materials  in  the  waters 
of  the  United  States  and  the  oceans.  This 
action  is  being  taken  since  these  regu- 
lations are  no  longer  consistent  with  re- 
cent legislation. 

EFFECTIVE  DATE:  This  revocation  will 
become  effective  June  14.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Ralph  T  Eppard.  Office  of  the 
Chief  of  Engineers.  ( D.^EN-CWO-N  > 
Washington.  DC.  20314.  '202-693- 
5070). 
SUPPLEMENTARY  INFORMATION: 
Since  1954,  the  Chief  of  Engineers  has 
promulgated  various  regulations  under 
Part  205  of  Title  33  of  the  Code  of  Feder- 
al Regulations  that  establish  and  govern 
the  use  of  dumping  grounds  at  certain 
specified  locations  in  waters  of  the  United 
States  and  in  the  oceans.  The.'^e  dumping 
ground  regulations  were  established  un- 
der various  authorities,  including  33 
U.S.C.  1.  the  River  and  Harbor  Act  of 
1899  f33  use.  401  et  seq  ' .  and  the  Su- 
pervisor of  the  Harbors  Act  of  18*8  '33 
U.S.C.  441  et  seq.i.  The  dumping 
grounds  have  been  used  for  the  disposal 
of  dredged  material  and  refuse  matter  of 
various  types,  and  were  prescribed  at  cer- 
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tain   locations  solely  in  the  interest  of 
protecting  navigation. 

Congress  enacted  the  Federal  Water 
Pollution  Control  Act  Amendments  of 
1972  '33  use.  1151  et  seq  >  to  regiilate 
the  discharge  of  pollutants  into  the 
waters  of  the  United  States.  The  di==- 
charge  of  pollutants  into  the  waters  of 
the  United  States  Ls  prohibited  bv  section 
301  of  theFWPCA  133  use.  1311'  unless 
a  permit  is  issued  by  EPA  'or  a  State 
to  whom  EPA  has  delegated  the  pro- 
gram* '33  U.S.C.  13421  or  by  the  Secre- 
tary- of  the  Army,  acting  through  the 
Chief  of  Engineers,  in  the  case  of  dredged 
or  fill  material  under  section  404  '33 
use  13441.  Each  permit  application 
must  be  evaluated  using  appropriate  EPA 
criteria  and  guidelines,  and  each  permit 
that  IS  Lssued  specifies  the  disposal  site 
into  which  the  pollutants  will  be  dis- 
charged. 

In  1972.  Congress  also  enacted  the 
Marine  Protection.  Research.  and 
Sanctuaries  Act  i33  USC  1401  et  seq.i 
That  Act  establishes  a  regulatory  pro- 
gram similar  to  that  specified  in  the 
PWPCA  for  the  dumping  of  various  mate- 
rials into  the  oceans  Under  the  MPRSA. 
EPA  regulates  the  dumping  of  all  mate- 
rial, except  dredged  material,  into  the 
oceans  through  a  permit  proeram  estab- 
lished under  section  102  '33  U.S.C.  1412> 
Section  102  of  the  Act  also  requires  the 
Administrator  of  EPA  to  promulgate 
criteria  to  be  used  in  the  evaluation  of 
the  various  materials  to  be  dumped  into 
the  oceans,  and  in  the  designation  of  rec- 
ommended disposal  sites  for  the  dump- 
ing of  these  materials  Further  criteria 
are  specified  in  the  Convention  on  the 
Prevention  of  Marine  Pollution  by  Dump- 
ing of  Waste  or  Other  Matter,  to  which 
the  U.S.  is  a  signatory  party  On  11 
January  1977.  EPA  revised  the  criteria 
to  be  used  to  evaluate  the  materials  to  be 
dumped  in  the  oceans,  and  to  designate 
recommended  dumping  sites  (42  FR 
2462  > 

Section  103  of  the  MPRSA  '33  USC 
1413'  vests  responsibility  in  the  Secre- 
tary of  the  Army  to  issue  permits  for  the 
dumping  of  dredged  materials  into  the 
oceans  'See  33  CFR  209  120 1.  Section 
103  also  requires  similar  revnew  proce- 
dures to  be  applied  to  Corps  projects  in- 
volving the  ocean  dumping  of  dredged 
material  'See  33  CFR  209.145'.  Pursu- 
ant to  this  section,  each  Federal  proiect 
and  each  permit  application  are  evalu- 
ated by  using  the  aforementioned  EPA 
criteria,  and  the  Secretarv  is  required  to 
utilize  EPA  recommended  dump  sites  to 
the  maximum  extent  feasible  In  the 
event  that  an  ET'A  dump  site  cannot  be 
so  utilized,  EPA  criteria  requires  the 
Secretary  to  evaluate  an  alternative 
dump  site  using  the  same  criteria  that 
EPA  u'^es  in  the  designation  of  its  recom- 
mended dump  sites. 

Both  the  F'WPCA  and  the  MPRSA  vest 
certain  veto  authoritv  in  EPA  over  a  des- 
ignated dispo-^al  site  for  the  di'^charge 
of  dredged  or  fill  material  into  the  waters 
of  the  U.S..  or  the  dumping^  of  dredged 
material  in  the  oceans. 

The  foregoing  clearly  indicates  that 
the  dump  sites  described  in  Part  205  have 


been  overtaken  by  other  legal  require- 
ments and  are  ro  longer  appropriate  for 
use.  In  view  of  this,  notice  of  proposed 
rulemaking  and  public  procedures  re- 
lated thereto  to  rescmd  Part  205  of  Title 
33  of  the  Code  of  Federal  Regulations 
IS  considered  to  be  unnecessary  33  CFR 
Fart  20^  is  hereby  revoked  in  its  entirety 
as  set  forth  below. 

Note  — The  Department  of  liie  .\rmy  lias 
determined  that  this  document  does  con- 
tain a  maior  proposal  requiring  preparation 
of  an  Inflation  Imoact  Statement  under  Ex- 
ecutive Order  11821  and  OMB  Circular  .^    107 

PART   205 — DUMPING   GROUNDS    REGU- 
LATIONS— [REVOKED  AND  RESERVED] 

(33  US.C    1151  et  seq..  33  VS.C    1401  et  seq  i 

Dated:  June  1.  1977. 

Charles  R   Ford. 
Acting  Assistant  Secretary  a'  the 
Army.  Civil  Works 

|FR  Doc  77    16806  Filed  &- 13- 77; 8  45  ami 
Title  40 — Protection  of  Environment 

jFRL  74!    8  I 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION    AGENCY 


SUBCHAPTER 


IR    PROGRAMS 


PART    52— APPROVAL    AND    PROMULGA 
TION  OF  IMPLEMENTATION   PLANS 

Maine  Implementation  Plan 

AGENCY  Environmental  Protection 
Agency. 

ACTION  Disapproval  of  a  proposed  im- 
plementation plan  revision 

SUMMARY  EPA  is  disapproving  a  re- 
vision to  the  Maine  State  implementa- 
tion plan  which  would  exempt  wood 
waste  cone  burners  from  the  existmg 
incinerator  particulate  emission  limita- 
tions Becau.se  violations  of  the  National 
Ambient  Air  Quality  Standards  for  par- 
ticulates could  occur  if  this  revision 
were  approved,  wood  waste  cone  burners 
must  still  comply  with  the  existing  reg- 
ulation. 

EFFECTIVE  DATE:  July  14.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Wallace  Woo.  Air  Branch.  Environ- 
mental Protection  Agency.  John  F 
Kennedy  Federal  Building.  Boston. 
Mass    02203    (617-223-5609' 

SUPPLEMENTARY  INFORMATION: 
On  May  31.  1972  37  FR  10870'  pur- 
suant to  Section  110  of  the  Clean  Air  Act 
and  to  40  CFR  Part  51.  the  AdminL<:tra- 
tor  approved  with  exceptions  the  Maine 
Implementation  Plan  for  the  attain- 
ment of  National  Amoient  Air  Quahty 
Standards  (NAAQS>. 

On  Pebruarv-  23.  1977.  there  was  pub- 
lished in  the  Federal  Register  '42  FR 
106991  a  proposal  to  exempt  wood  waste 
cone  burners  from  the  incinerator  par- 
ticulate emission  limitations  'Regulation 
100.4  of  the  Maine  Air  Pollution  Control 
Regulations'  until  June  1.  1980  This 
proposed  revision  to  the  Maine  State  Im- 
plementation Plan  'SIP'  was  submitted 
by   the  Maine  Department  of  Environ- 


mental Protection  (the  Maine  DEPi   on 
August  26.  1976   EPA  renewed  the  tech- 
nical support  documentation  which  ac- 
companied the  revision  and  found  that 
it  did  not  provide  conclusive  analyses  to 
show  that  the  change  would  not  interfere 
with  the  attainment  and  maintenance  of 
NAAQS  for  particulate  matter.  EPA  per- 
formed   additional    calculations    which 
demonstrated    that    violations    of    the 
NAAQS  for  total  suspended  particulates 
(TSP'    could  occur  if  the  revision  were 
approved    EPA's  evaluation  included  a 
determmation    of    how    the    dispersion 
characterL-stics  of  wood  waste  cone  burn- 
ers differ  from  the  more  usual  air  pollu- 
tion   point    sources,    and    estimat-es    of 
where   and   under   what   meteorological 
conditions  cone  burners  would  have  peak 
impacts    Downwash  is  believed  to  be  a 
significant    dispersion    mechanism    for 
cone  burners    Since  plume  rLse  may  be 
minimal  and  cone  burners  are  not  very 
high,  entrainment  of  the  plume  in  the 
burner's  wake  is  passible   EPA  s  analysis 
showed  that  for  a  cone  burner  operated 
over  a  24-hour  period  under  downwash 
conditions,  concentrations  exceeding  the 
secondary   NAAQS  might   occur  at  dis- 
tances up  to  2.100  meters  from  the  facil- 
ity, depending  on  the  specific  source  and 
meteorological  conditions  considered. 

During  the  30-day  comment  period, 
comments  were  received  from  two  saw- 
mills, a  State  legislator  and  a  trade  as- 
s(X'iation  All  coramenters  urged  approval 
of  the  revLsion 

Three  commenters  noted  that  alterna- 
tive dispo.sal  methods  are  not  available. 
EPA  is  aware  that  the  improper  dispo- 
sal of  bark  can  result  m  a  solid  waste 
disposal  problem  The  State  of  Maine  has 
developed  and  published  guidelines  for 
the  disposal  of  w(X)d  product  wastes  on 
land  It  should  also  be  noted  that  because 
of  our  mounting  energy  problems,  many 
firms  are  beginning  to  utilize  these 
wastes  as  energ>'  sources  EPA  is  optimis- 
tic that  programs  of  this  type  can  be  im- 
plemented and  be  compatible  with  our 
environmental  concerns  as  well  Such  re- 
source recovery  techniques,  properly  op- 
erat«l.  represent  significant  improve- 
ments in  air  pollution  control  over  that 
achievable  using  cone  burners 

Two  commenters  pointed  out  that  the 
wood  waste  cone  burners  are  locat«l  in 
areas  away  from  population  centers 
However,  since  air  quality  standards  are 
set  to  protect  the  health  and  welfare  of 
all  people,  standards  violations  cannot 
be  permitted  Even  though  the  cone 
burners  are  located  in  sparsely  populated 
areas,  there  is  the  possibility  that  people 
will  be  expased  to  harmful  levels  of  par- 
ticulate matter 

One  of  the  commenters  also  indicated 
that  the  cone  burners  at  their  facilities 
could  in  fact  comply  with  the  existing 
incinerator  regulation  Upon  start  up  of 
a  wood  waste-fired  boiler  now  being  in- 
stalled at  one  of  the  facilities,  the 
amount  of  wood  waste  to  be  dispased  of 
in  the  cone  burners  will  be  suCBciently 
reduced  so  as  to  allow  operation  of  the 
cone  burners  within  the  emission  limita- 
tions. EPA  feels  that  this  lends  further 
support  to  Its  jxksition  that  the  existing 
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regulation  is  reasonable  and  should  con- 
tinue to  apply  to  wood  waste  cone 
burners 

Another  point  raispd  was  whv  Maine's 
Inrinerator  trartirulate  emission  stand- 
ard IS  <;o  much  more  restnctive  than  i^s 
standard-  for  general  proce';<:  emissions 
In  (reneral,  emission  lim't?itions  are 
based  on  the  dec^ree  of  cnntrol  arhieva- 
ble  by  an  emission  source  cat4?eory  and 
the  decree  of  control  necpssflrv  to  attain 
and  maintain  the  NA^OS  The  narticu- 
la'e  control  strnteey  in  the  STP  was  se- 
le«'fed  hv  the  State  a^  the  or^timal  way. 
t,akine  efoiiomics  into  account,  of  ob- 
tam'ne'  needed  emission  reductions  FPA 
is  limited  to  ron=^idprine  SIT>  revi-ions 
as  submitted  by  the  Spates  Therefore  a 
broad  chanee  m  the  incinerator  oarticu- 
hite  emission  limitations  wou'd  have  to 
be  initiated  bv  the  Maine  DFP  and  -lub- 
mttted  as  another  SIP  revision  for  EPA 
review 

After  evaluation  of  the  State's  .sub- 
mitt.al  and  FPA  ca!r\ilations  the  Admin- 
istrator ha.<;  determined  that  the  Miine 
revi«^ion  do^s  not  meet  the  requirement': 
of  the  Clean  Air  Act  a.s  amended  and  40 
CFR  Part  SI  Therefore  this  revision  to 
tiie  Maine  SIP  is  disapproved 

(Sec  llOia).  Clean  Air  Act.  &s  amended  (42 
use    1857c-5<ai)  i 

Dated:  June  7,  1977. 

Douglas  M  Costlf 

Administrator. 

[FR  Doc.77-16773  Filed  6-13-77:8  45  ajnl 

Title  43 — Publ'C  Lands:  Interior 

CHAPTER  II— BUREAU  OF  I  AND  MANAGE- 
MENT    DEPARTMENT   OF  THE    INTERIOR 

APPENDIX— PUBLIC    LAND   ORDERS 
(Public  Land  Order  5618,  UT -0143106] 

UTAH 

Partial  Revocation  of  Withdrawal  for  Fort 
Douglas  Military  Reservation 

AGENCY  Bureau  of  Land  Management, 
Interior 

ACTION:   Final  rule 

SUMMARY:  This  order  revokes  a  prior 
withdrawal  to  make  certain  lands  avail- 
able to  the  State. 

EFFECTIVE  DATE:  June  14,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Eldon  G.  Hayes  (202-343-873P . 

By  virtue  of  the  autJiority  contained  in 
section  204  of  the  Act  of  October  21. 
1976.  90  Stat  2743.  it  is  ordered  as  fol- 
lows 

1.  The  Executive  Order  of  September 
3,  1867.  withdrawing  lands  for  military 
purposes,   is   herebv  revoked   insofar  as 
it  affects  the  following  described  lands 
Salt  L.^ke  Mtridian 

T  1  S. R   1  E  . 

Sees    4  and   9.  Tract  L,   Parcels   1    and  2 

The  area  described  contains  24  50  acres 
according  to  the  official  supplemental 
plat   of   survey    approved    December   2. 


1976.  The  lands  lie  within  the  limits  of 
Salt  Lake  City.  Salt  Lake  County. 

2.  Upon  promulgation  of  this  order. 
parcel  1  of  the  above  described  lands 
will  be  made  available  to  the  State 
of  Utah  as  a  quantity  grant;  parcel  2 
will  be  made  available  to  the  city  of 
Salt  Lake  under  the  Recreation  and 
Public  Purposes  Act. 

Gtnr  R.  Martin. 
Assistant    Secretary   of   the   Interior. 

May  27,  1977. 

FR  Doc  77-16930  Filed  »-13-77;8:45  ami 

Title  47 — Telecommunication 

CHAPTER   I — FEDERAL 
COMMUNICATIONS   COMMISSION 

PART  0 — COMMISSION  ORGANIZATION 

Editorial  Amendments  Concerning  Organi- 
zation of  the  Office  of  Chief  Engineer 

AGENCY:      Federal      Communications 

Commission. 

ACTION:  Order. 

SUMMARY :  Part  O  of  the  Commission's 
Rules  and  Regulatioris  amended  to  add 
a  new  Spectrum  Allocation  Division  to 
the  Office  of  the  Chief  Engineer  and 
delete  from  the  same  office  the  Spectrum 
Allocations  Staff  and  the  Spectrum 
Management  Task  Force.  Implements 
the  reorganization  of  the  Office  of  Chief 
Engineer  approved  by  the  Commission 
on  April  12.  1977  Completes  the  realign- 
ment of  land  mobile  spectrum  manage- 
ment responsibilities  among  the  PCC 
bureaus. 

EFFT:CTIVE  DATE :  June  22, 1977. 

ADDRESSES:  Federal  Communications 
Commission.  Washington,  DC.  20554. 

FOR  FL'RTHER  INFORMATION  CON- 
TACT 

Mr.    Bernard   I.   Kahn,   Management 
Sy.stems  Division,  632-7513. 

SUPPLEMENTARY       INFORMATION: 

Adopted :  June  6.  1977. 

Released:  June  9, 1977. 

In  the  matter  of  Amendment  of  Part 
0.  Subpart  A  of  the  Commission's  Rules 
and  Regulations  concerning  organiza- 
tion of  the  Office  of  Chief  Engineer. 

1  On  April  12,  1977  the  Commission 
approved  the  establishment  of  a  new 
Spectrum.  Allocation  Division  in  the  Of- 
fice of  Chief  Engineer  to  improve  the 
organizational  structure  and  strengthen 
the  spectrum  management  responsibili- 
ties following  the  transfer  of  the  major- 
ity of  Chicago  Region  land  mobile 
spectrum  management  functions  to  the 
Safety  and  Special  Radio  Services 
Bureau. 

2  The  existing  Spectrum  Allocations 
Staff  IS  being  abolished  and  a  new  Spec- 
trum Aliucatlon  Division  is  established 
with  expanded  functions.  The  reorga- 
nization wUl  enable  the  Chief  Engineer 
to  concentrate  greater  efforts  in  the  vital 
area  of  domestic  spectrum  allocation  and 
management  and  thus  enable  the  Com- 


mission to  function  more  effectively  in 
that  area. 

3.  This  Order  is  issued  to  designate  a^^d 
establish  the  new  division  and  revise  the 
rules  accordingly 

4.  Authority  for  this  action  is  con- 
tained in  Sections  4  'i'  and  (jt  and  303 
(n  of  the  Communications  Act  of  1934, 
as  amended.  47  US  C  154  (i>  and  (j) 
and  303<r)  and  ?0  231id»  of  the  Rules 
and  Regulations.  47  CFR  0  231(d».  Be- 
cause the  amendments  are  editorial  and 
procedural  in  nature,  the  prior  notice 
and  effective  date  provisions  of  5  U.S.C. 
553  do  not  apply 

5  Accordingly,  it  is  ordered.  That  ef- 
fective June  22,  1977  Part  0  of  the  Com- 
mission's Rules  and  Regulations  is 
amended  as  set  forth  below. 

(Sees.   4,   303,    48   Stat  ,    as   amended.    1066, 
1082:  47  U.S.C   154,  303.) 

FEDERAL   Communications 
Commission, 

R.    D.    LiCHTWARDT. 

Execufit'e  Director, 

The  functions  of  the  Office  of  Chief 
Engineer  are  amended   as  follows: 

§0.31       [Amended] 

1.  Paragraph  »m)  is  deleted  in  its 
entirety. 

§  0.32      [Amended] 

2.  In  §  0.32.  paragraph  'e)  is  amended 
to  read  "Spectrum  Allocation  Division". 

§  0.33      [Amended] 

3.  In  §  0.33,  paragraph  fbi  (1)  through 
16)  is  deleted  in  its  entirety. 

4.  In  §  0.38,  the  headnote  and  text 
are  amended  to  read  as  follows: 

§  0.38      .'spectrum  Alltxalion  Division. 

The  Spectrum  Allocation  Division  has 
the  following  duties  and  responsibilities: 

(a>  Plan,  develop,  and  recommend  to 
the  Commission  the  domestic  allocation 
or  re-allocation  of  electromagnetic  spec- 
trum to  non -Government  radio  services. 

(b>  Develop  and  recommend  to  the 
Commission  regulations  and  policies  to 
promote  the  more  efficient  use  of  the 
spectrum  and  to  minimize  harmful  in- 
terference between  services 

(CI  Identify  and  foster  the  introduc- 
tion of  new  and  innovative  uses  of  radio 
and  radio  technology  consistent  with  the 
public  interest. 

(di  Develop  and  implement,  or  pro- 
pose for  implementation,  improved  ana- 
lytical tools  and  administrative  proce- 
dures, including  proposed  legislation 
where  necessary,  to  ensure  more  efficient 
allocation  and  administration  of  the 
radio  SDecirura. 

(e>  Conduct  engineering,  economic, 
legal,  social  and  statistical  studies  and 
analyses,  and  prepare  internal  or  pub- 
lished Commission  reports  on  the  results 
of  such  studies. 

(f)  Identify  the  need  for  and  develop 
essential  spectrum  data  files  and  compu- 
ter software,  in  coordination  with  the 
Data  Automation  Division  and  other  Of- 
fices of  the  Commission 
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igt  I>raft  and  coordinate  Commission 
rule  making  items  and  public  notices  of 
inquiry  pertaining  to  changes  in  the  US 
Table  of  Frequency  Allocations.  Part  2 
of  the  Commission's  Rules. 

ih'  Meet  with  members  of  industry. 
Congress,  other  Federal  agencies,  and 
the  general  public  concerning  domestic 
spectrum  allocation  matters. 

<i»  Represent  the  Commission  at  in- 
dU5trj'  and  or  Government  snonsored 
conferences,  committees  and  seminars. 

<ji  Advise  the  Commission  and  its 
staff  on  technical  and  policv  Questions 
f>ertaining  to  domestic  spectrum  alloca- 
tion and  use. 

§0.242       [Deleted] 

5  Section  0.242  is  deleted  in  its  en- 
tirety 
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[Docket  No  20900;  RM-28571 
PART  73— RADIO  BROADCAST  SERVICES 

FM  Broadcast  Station  in  Hobart,  Okla.; 
Changes  Made  in  Table  of  Assign- 
ments 

AGENCY :       Federal      Communications 

Commission. 

ACTION:  Report  and  order. 

SUMMARY:  Action  taken  assigning  a 
Class  C  FM  channel  to  Hobart,  Okla- 
homa, and  deleting  a  Class  A  FM  chan- 
nel. Petitioner.  Fuchs  Broadcasting 
Company,  states  the  substitution  would 
provide  for  an  FM  station  which  could 
render  significantly  more  first  and  sec- 
ond FM  service  in  addition  to  first  and 
second  nighttime  aural  service  than  th« 
presently  assigned  Class  A  channel 

EFFECTIVE  DATE:  July  15,  1977 

ADDRESSES:  Federal  Communications 
Commission.  Washington.  DC    20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mildred   B.   Nesterak,   Broadcast  Bu- 
reau (202-632-7792). 

SUPPLEMENTARY       INFORMATION 

Adopted:  June  1.  1977. 

Released:  June  8.  1977. 

In  the  matter  of  amendment  of  §  73.- 
202<bi,  table  of  assignments,  FM  broad- 
cast stations.  (Hobart.  Oklahoma ■.  Re- 
port and  order  (Proceeding  Termi- 
nated I . 
By  the  Chief,  Broadcast  Bureau 
1  The  Commission  has  under  consid- 
eration its  Notice  of  Proposed  Ride  Mak- 
ing, adopted  August  25,  1976,  41  FR 
37346,  inviting  comments  on  a  proposal 
to  assign  Channel  290  i  Class  C>  to  Ho- 
bart, Oklahoma,  and  deleting  Channel 
257A  This  proceeding  was  instituted  on 
the  basis  of  a  petition  filed  by  Puchs 
Broadcasting  Company  ("petitioner"). 
There  were  no  oppositions  filed  to  the 
proposal.  Supporting  comments  were  filed 
by  petitioner. 


2.  Hobart  ipop.  4,538  >,  seat  of  Kiowa 
County  I  pop  12.532  >  .  Ls  located  approxi- 
mately 153  kilometers  '95  miles"  south- 
west of  Oklahoma  City  and  72  kilometers 
(45  miles  I  north  of  the  Texas-Oklahoma 
boundary.  Hobart  is  served  by  daytime  • 
AM  Station  KTJS,  which  is  licensed  to 
petitioner 

3  Petitioner  stales  that  Hobart,  as  well 
as  the  surrounding  large  rural  area,  is  in 
need  of  a  Class  C  channel  so  that  resi- 
dents will  be  able  to  hear  unportant  early 
morning  school  announcements,  weather 
information,  and  road  condit'on  reports 
Petitioner  points  out  that  its  daytime  AM 
station  has  presunrise  authority  but  that 
its  service  coverage  is  very  limited  dur- 
in?  pre-sunrise  operation 

4.  Channel  290  could  be  a.ssigned  to 
Hobart,  Oklahoma,  in  conformity  with 
the  minimum  distance  separation  re- 
quirements. The  proposed  assignment 
would  .preclude  some  otherwise  possible 
uses  of  Channels  288A,  289,  290.  291  and 
292A  However,  in  the  precluded  areas, 
there  is  no  community  with  a  population 
exceeding  4.500  which  is  pre.sently  with- 
out an  FM  assignment:  and  within  these 
areas,  there  are  a  number  of  assigned 
channels  available  for  use  In  addition, 
the  areas  precluded  from  the  use  of 
Channels  287  and  293  have  a  small  num- 
ber of  communities  without  an  FM  as- 
signment, but  most  of  these  communities 
have  populations  under  1,000  Within  the 
Channel  287  preclusion,  no  community 
has  a  population  greater  than  3,500 
Also,  in  the  area  precluded  from  the  use 
of  Channel  293,  there  are  three  unoc- 
cupied channels  Although  this  amount 
of  preclusion  ls  not  unimportant,  any 
concern  about  it  is  resolved  by  the  serv- 
ice this  propdSal  would  provide, 

5.  In  response  to  the  Notice,  petitioner 
submitted  a  Roanoke  Rapids.  9  FCC.  2d 
672  (19671,  and  Anomosa-Iowa  City,  46 
F.C.C  2d  520  <1974>,  showing  which  in- 
dicated that  assuming  Channel  290  to  be 
operating  with  facilities  of  25  kilowatts 
and  an  antenna  height  of  299  4  meters 
'  982  feet  > ,  a  first  FM  service  would  be 
provided  to  an  area  of  3,432  square  kilo- 
meters 11,320  .square  miles'  with  a 
population  of  11,692  and  a  second  FM 
service  to  an  area  of  3.566  square  kilo- 
meters ( 1,360  square  miles'  with  a  popu- 
ulation  of  38,998  A  f^rst  aural  service 
would  be  provided  to  4.692  persons  in  an 
area  of  1,375  square  kilometers  '530 
i^quare  miles'  and  second  aural  service  to 
7,000  persons  in  an  area  of  2,050  square 
kilometers  '790  square  miles'  In  com- 
parison, a  Class  A  station  operating  in 
Hobart  would  provide  a  first  FM  service 
to  an  area  of  1,128  square  kilometers 
'420  square  miles  i  with  a  population  of 
7,193  and  a  second  FM  service  to  an  area 
of  679  square  kilometers  '  260  square 
miles'   with  a  population  of  2.584 

6  The  propased  substitute  channel 
would  provide  for  an  FM  station  which 
could  render  significantly  more  first  and 


second  FM  service  in  addition  to  f^rst  and 
second  nighttime  aural  service  than  the 
presently  assigned  Class  A  channel  In 
light  of  this  and  since  It  has  been  shown 
that  there  is  no  community  in  the  pre- 
clusion areas  with  a  population  exceeding 
4  500  persons  which  is  presently  without 
an  FM  assignment,  and  that  within  these 
areas  there  are  a  number  of  communi- 
ties with  assigned  channels  not  presently 
in  use.  tlie  public  interest  would  be  served 
by  the  chanpe  m  channel  assignment 

7  Authority  for  the  action  taken 
herein  is  contained  in  Sections  4'ii. 
5id'<li,  303* g>  and  (n  and  397' bi  of 
tlie  Communications  Act  of  1934,  as 
amended,  and  Section  0  281  of  the  Com- 
mission s  Rules 

8  In  we^-  of  the  foregoing,  tt  is  or- 
dered. "Hial  effective  July  15.  1977.  5  73  - 
202ibi  of  Commissions  Rules,  the  FM 
Table  of  Assignments,  as  regards  Hobert. 
Oklahoma    is  amended  as  follows 


Channel 

No 
'290 


C\ty 
Hobart.     Okla 

'  Any  application  for  this  channel  must 
specify  an  effective  radiated  power  of  25  KW 
and  antenna  height  of  290  meters  (950  feet) 
above  average  terrain  or  their  equlvlent 

9  It  is  further  ordered.  That  this  pro- 
ceeding is  terminated 

Sees    4,   5.   303,   48  St*t.,   as   amended,    1066. 
1068,  1082:  47  U.S.C.  154,  155,  303 

Federal  Communications 

Commission. 
Wallace  E    Johnson, 
Chief.  Broadcast  Bureau 
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IDocket  No   21126    RM   2720' 
PART  73 — RADIO  BROADCAST  SERVICES 

FM  Broadcast  Stations  in  Placerville  and 
Grass  Valley,  Calif.;  Changes  Made  In 
Table  of  Assignments 

AGENCY        Federal      Communications 

Commission  • 

ACTION    Report  and  order. 

SUMMARY:  Action  taken  assigning  a 
first  Class  A  FM  channel  to  Placerville, 
CalLfonua.  and  substituting  Channel 
232A  for  Channel  221 A  at  Grass  Valley. 
California.  Petitioner,  Hangtown  Broad- 
casters, states  that  this  action  will  pro- 
vide Placerville  with  an  opportunity  to 
acquire  its  first  local  aural  broadcast 
service 

EFFECmVE  DATE:  July  20.  1977. 

ADDRESSES  Federal  Communications 
Commission.  Washington,  DC   20554 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Mildred  B  Nesterak.  Broadcast  Bu- 
reau, Policy  and  Rules  Branch,  i202> 
632-7792. 

SUPPLEMENTARY       INFORMATION 


Both   population   figures  are   taken   from 
the  1970  trs.  Census 


Adopted:  June  2,  1977. 
Released    June  9.  1977. 
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In  the  Matter  of  amendment  of  f  73.- 
202 1  b  I .  TaWe  of  Assignments,  PM  Broad- 
cast Stations  (Placerville  and  Grass 
Valley.  Calif orma) . 
By  the  Chief.  Broadcast  Bureau : 
1.  The  Commission  has  under  consid- 
eration its  Notice  of  Proposed  Rule  Mak- 
ing, adopted  February  23,  1977.  42  PR 
12890  The  subject  proposal  filed  by  David 
W  Evans  and  Paul  E.  Oregg.  d/b/a 
Hangtown  Broewlcasters  ("petitioner") 
Involves  the  assignment  of  PM  Channel 
221A  to  Placerville.  California,  as  its  first 
PM  assignment,  and  deleting  Channel 
221 A  '  and  replacing  it  with  Channel  232A 
at  Orasp  Valley  California.  Supporting 
comment-s  and  reply  comments  were  filed 
by  petitioner  Comments  in  oprx>fiition 
were  filed  bv  Carroll  E  Brock,  d,  b'a  Ne- 
vada County  Broadca.«!ters  ("NCB">.  and 
Jack  J  Lawson  d'b  a  Mother  Lode 
Broadcastmg  Company  ("Lawson"). 

2  Placerville  ipop  5.416'-.  seat  of  El 
Dorado  Countv  <  pop  43.833  ' .  is  located  in 
northern  California,  approximately  64 
kilometers  i40  miles'  east  of  Sacramento 
and  173  kilometers  (108  miles  i  northea,<;t 
of  San  Francisco.  California.  It  has  no  lo- 
cal aural  broadcast,  ."«ervice  In  order  for 
the  Channel  221 A  station  at  Placerville 
lo  comply  with  tl^e  minmium  .-^paration 
reTUirement  of  fi4  kilometers  (40  miles) 
to  Station  KFBK-FM  'Channel  223'  at 
Sacramento,  a  transmitter  .site  would  be 
reouired  to  be  located  3  kilometers  fl.9 
miles*  east  of  Placerville  As  to  Chan- 
nel 232.\  at  Gra.sfi  Valley,  a  site  located  3 
kilometers  (1  9  miles  >  north  of  the  com- 
munltv  would  be  reouired  in  order  to 
meet  the  spacing  requi.'-ement  of  approxi- 
matelv  l^'^  kilometers  '6.S  miles ^  to  Sta- 
tion KNOT  operating  on  the  same  chan- 
nel af  .Jackson,  California 

3  The  Notice  sets  forth  the  Informa- 
tion establishing  the  need  for  a  first  FM 
a'^t.^umment  to  Placerville  and  therefore 
will  not  be  rep^ited  here  In  supporting 
comments  petitioner  reaffirmed  its  inten- 
tion to  aoolv  for  the  channel  if  a».<!igned. 
and  if  authorired,  to  build  the  station 
nromptlv  The  Notice  requested  the  peti- 
tioner to  submit  a  showing  as  to  the  pre- 
flusionarv  effect  of  assigning  Channel 
2?1A  to  Placerville  upon  the  future  as- 
.•itmment  of  edticational  stations  on 
Channels  218  219,  and  220  Responding 
to  the  Notice,  petitioner  noted  that  ten 
communities '  would  be  precluded  from 
using  Channel  220.  and  no  cities  with  a 
population  of  1.000  or  more  within  a  15- 
mile  radius  of  Placerville  would  be  pre- 
cluded from  using  Channels  218  and  219. 


•  Tfto  applications  are  pendlne  for  Chan- 
liel  221 A  at  Ora.«»  Valley  Nevada  County 
Broadca.sters  i  BPH  10442i  anri  Mother  Lode 
Broadcasting  Company  iBPH-10469),  They 
will  need  to  be  amended  to  specify  Channel 
232A  and  to  make  the  other  changes  discussed 
Ir.  par.-i?raph  6 

-  .Ml  population  Azures  clt«d  are  taiteu 
from  the  1970  U  S  Census. 

'California  Polsckm.  Rodeyllle,  Auburn. 
Colfax  Jackson  Sutter  Creek.  lone,  Lincoln. 
Newca.<;Tie  and  Rooklin  However  this  area 
19  a;readv  precluded  by  exl.stin(t  operations 


4.  In  opposing  comments  NOB  con- 
tends that,  ui  requiring  the  site  lo  be  lo- 
cated north  of  the  community,  the  Com- 
mission has  overlooked  the  serious  ter- 
rain problems  involved  In  the  selection  of 
a  transmitter  site  from  which  a  radio 
station  would  be  able  to  provide  service 
to  Grass  Valley  and  eastern  Nevada 
County,  the  natural  service  area  of  a 
Grass  Valley  FM  station.  NCB  states  that 
the  site  proposed  in  its  application  for 
Channel  221A  to  Grass  Valley  is  not 
available  for  use  on  Channel  23  2A  if  the 
Commission  s  separation  rules  were  to  be 
rigorously  enforced.  It  adds  that  all  other 
sites  which  would  comply  with  the  105 
kilometer  (65  mile)  separation  require- 
ment from  Station  KNOT,  Jackson, 
would  be  separated  from  Grass  Valley 
by  terrain  barriers  wluch  would  produce 
shadowing  over  the  principal  community. 
NCB  submits  three  alternatives  which, 
It  states,  would  not  result  in  an  inferior 
assignment  at  Grass  Valley:  (1)  assign- 
ment of  Channel  232A  to  Grass  Valley, 
stipulating  Banner  Mountain  as  its  site, 
but  which  is  short-spaced  to  Station 
KNGT;  (21  select  a  different  channel  for 
assignment  to  Placerville  so  a  substitute 
channel  would  not  be  necessary  at  Gross 
Valley;  or  (3)  order  Station  KNGT  to 
switch  its  operation  to  another  channel 
so  that  Grass  Valley  would  not  be  short- 
spaced  to  the  Jackson  station  and  to  re- 
quire the  Placerville  permittee  to  reim- 
burse the  cost  of  KNGT's  modification. 
NCB  asserts  that.,  if  none  of  these  alter- 
natives are  chosen,  the  Placerville  as- 
.signment  should  not  be  made  since  it 
would  result  in  a  loss  of  the  public  inter- 
est benefits  inherent  in  the  first  FM  as- 
signment re:ently  made  to  Grass  Valley. 

5  Lawson  contends  that,  with  the 
knowledge  of  the  Placerville  petition  in 
mind,  he  has  made  a  concerted  effort 
to  find  a  suitable  site  from  which  a 
Channel  232A  PM  station  would  be  able 
to  provide  a  viable  FM  service  to  Grass 
Valley,  that  the  availability  of  effective 
FM  transmitter  sites  in  the  mountainous 
area  ot  Grass  Valley  are  not  numerous, 
and  that  his  proposed  site  is  most  suit- 
able, if  not  ideal,  for  service  to  Grass 
Valley  and  the  adjacent  commimity  of 
Nevada  City.  Lawsoti  asserts  that  he  is 
not  in  opposition  to  the  assignment  of 
an  PM  channel  to  Placerville  if  such 
assignment  would  not  serve  to  defeat  his 
applicatiiwri  for  Grass  Valley,  and  states 
that  he  will  agree  to  a  slightly  short- 
spaced  channel  at  Grass  Valley  if  the 
Placei'ville  petitioners  have  exhausted  aH 
efforts  to  find  an  alternative  channel  for 
Placerville  and  if  the  Commission  will 
modify  his  application  for  the  new  Grass 
Valley  channel  He  observes  that  a  final 
search  revealed  that  there  may  be  an- 
other site  which,  a  preliminary  estimate 
indicates,  wcnild  comply  with  the  spcic- 
ing  requu-ements  to  Station  WNGT  at 
Jackson. 

6  Upon  consideration  of  the  com- 
ments submitted  by  the  parties,  the  Com- 
missaon  believes  that  the  adoption  of  the 
proposal  herein  would  be  in  the  public 
Interest.  One  of  the  Commission's  objec- 


tives is  to  provide  every  community  with 
a  local  aural  broadcast  service,  which 
Placerville  does  not  hava  In  otdex  to 
accomplish  that  end  and  in  view  of  the 
saturation  of  PM  aseignments  in  this 
area,  there  mu&t  be  some  interchange  in 
the  channel  assignments.  The  Grass  Val- 
ley apt^cant£  suKg^t  that  they  be  per- 
mitted to  employ  the  siteB  presently  pro- 
posed in  their  Channel  22  lA  aiwUcations 
for  the  Channel  232A  c^aeration,  which 
would  be  sh(»-t-spaced  by  about  a  mile 
to  station  KNGT.  The  making  of  assign- 
ments that  would  be  short-spaced  is  not 
consistent  with  maintaining  the  integrity'' 
of  the  FM  allocation  plan,  see  Poriiaad, 
Tennessee.  35  F.CC.  2d  601  (1972).  Nor 
is  there  any  need  for  this  to  be  the  result 
of  our  action  here.  Although  the  change 
in  the  assignment  would  cause  some  in- 
convenience to  the  Grass  Valley  appli- 
cants, our  study  shows  that  they  should 
be  able  to  find  sultaWe  transmitter  sites 
which  would  comply  with  the  spacing 
requirements  without  suffering  signifi- 
cant shadowing  problems.  Richlands, 
Virginia.  42  F.CC.  2d  727  (1973).  There 
is  an  area  within  1.6  kilometerB  (1  mile) 
of  the  applicants'  sites,  albeit,  at  slightly 
lower  elevation  than  the  applicants'  pres- 
ently proposed  sites,  from  which  the  FM 
stations  should  be  able  to  provide  the 
type  of  bro€ulcast  service  envisioned  by 
the  applicants  to  Grass  Valley  and 
Nevada  City. 

7.  In  view  d  the  above  and  since  an 
alternate  channel  for  Placerville  is  im- 
available,  it  would  be  in  the  public  inter- 
est to  substitute  Channel  232A  for  Chan- 
nel 221 A  at  Grass  Valley  and  to  assign 
Channel  221 A  to  Placerville.  California. 
The  assignment  of  Channel  221 A  to 
Placerville  will  not  foreclose  future  as- 
signments of  educational  FM  stations 
on  Channels  218,  219  and  220  because 
the  use  of  these  channelE  is  already  pn- 
cluded  by  exisUng  assignments.  The  as- 
signment of  an  FM  channel  to  Placer- 
ville will  provide  the  commvmlty  with  an 
opportunity  to  acouire  its  first  local  aural 
broadcast  transmission  service. 

8.  Authority  for  the  action  taken  here- 
in is  contained  in  Sections  4(i),  5(d)  (1). 
303  (g)  and  <r'  of  the  Communications 
Act  of  1934.  as  amended,  and  Section 
0.281  of  the  Commissions  Rules. 

9.  In  view  of  the  foregoing.  It  is  or- 
dered. Tti&t  efTective  July  20.  1977, 
5  73.202(b)  of  the  Commission's  Rules, 
the  FM  Table  of  Alignments,  as  regards 
the  communities  listed  below,  is  amended 
as  follows: 

City  Ch»nn€l  No. 

Grass  Valley.  Calif 23aA 

Placerville.    Calif ^.  221A 

10.  It  is  further  ordered,  That  this 
proceeding  is  terminated. 

(Sees,  4,  5.  303,  48  Stat.,  as  amended,   1066. 
1068,   1082;   47  USC    154.   155,  303) 

Federal     Commxtiocatioks 

Commission, 
■Wallace  E.  Johnson, 

Chief.  Broadcast  Bureau. 

|FRDoc.77-16889  Filed  6-13-77;8:45  am] 
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Title  50 — Wildlife  and  Fisheries 

CHAPTER  I — UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE,  DEPARTMENT  OF 
THE  INTERIOR 

PART  32— HUNTING 

Opening  of  Kirwin  National  Wildlife  Refuge, 
Kansas,  to  Hunting  of  Deer  With  Bow 
and  Arrow 

AGENCY:  Fish  and  WUdlife  Service.  In- 
terior. 
.ACTION:  Special  Regulation. 

SUMMARY:  The  Director  has  deter- 
mined that  the  openmg  to  archery  hunt- 
ing for  deer  of  Kirwm  National  Wildlife 
Refuge  is  compatible  with  the  objectives 
for  which  the  area  was  established,  will 
utilize  a  renewable  natural  resource,  and 
will  provide  additional  recreational  op- 
portunity to  the  public. 

DATES:  October  1,  1977,  through  No- 
vember 30,  1977,  inclusive,  and  Decem- 
ber 17,  1977,  through  December  31.  1977, 
inclusive. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Keith  S.  Hansen,  P.O  Box  125.  Kirwin. 
Kansas  67644,  Telephone  913-646-2373. 

SUPPLEMENTARY       INFORMATION : 

§32.32      Special    rrgulali(tn«:    big   game: 
for  individual  refuge  areas. 

The  public  hunting  of  deer  with  bow 
and  arrow  on  the  Kinvin  National  Wild- 
life Refuge.  Kansas  is  iiermitted  on  the 
areas  designated  by  signs  as  "open"  to 
hunting.  These  areas  comprising  3.700 
acres  are  delineated  on  maps  available 
at  the  refuge  headquarters  and  from  the 
office  of  the  Regional  Director.  US.  Fish 
and  Wildlife  Service.  P.O.  Box  25486. 
Denver  Federal  Center.  Denver.  Colorado 
80225.  Hunting  shall  be  in  accordance 
with  all  applicable  State  regulations 
governing  the  archery  hunting  of  deer. 

The  provisions  of  this  special  regula- 
tion .supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50. 
Code  of  Federal  Regulations.  Part  32,  and 
are  effective  through  December  31,  1977. 
The  public  is  invited  to  offer  suggestions 
and  comments  at  any  time. 

The  US.  Fish  and  Wildlife  Service  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requiring  prep- 
aration of  an  Economic  Impact  State- 
ment under  Executive  Order  11949  and 
OMB  Circular  A-107. 

Keith  S.  Hansen. 
Refuge  Manager. 
May  17,  1977. 

|FR  Doc. 77-16780  Piled  6-13-77;8:45  am] 


CHAPTER  II — NATIONAL  MARINE  FISH- 
ERIES SERVICE,  NATIONAL  OCEANIC 
AND  ATMOSPHERIC  ADMINISTRATION, 
DEPARTMENT  OF  COMMERCE 

PART  285 — ATLANTIC  TUNA   FISHERIES 

Bluefin  Tuna  Regulations 

AGENCY:    National   Oceanic    and    At- 
mospheric Administration  Commerce. 

ACTION :  F^nal  rulemaking. 


SUMMARY:  National  Marine  Fisheries 
Service  promulgates  final  regulations  to 
implement  conservation  measures  on 
Atlantic  bluefin  tima  for  1977  These 
regulations  set  forth  annual  catch  quo- 
tas, seasons,  reporting  requirements, 
and  inspection  requirements  for  US 
vessels 

EFFECTIVE  DATE:  June  10.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  William  G.  Gordon,  Regional  Di- 
rector. Northeast  Region,  National 
Marine  Fisheries  Service.  14  Elm 
Street,  Gloucester,  Massachusetts 
01930.  617-281-3600. 

SUPPLEMENTARY       INFORMATION : 

On  April  29,  1977,  the  National  Marine 
Fisheries  Service  publLshed  proposed 
rules  in  the  Federal  Register  i42  FR 
21825'  to  implement  conservation  meas- 
ures for  the  1977  Atlantic  bluefin  tuna 
season.  A  public  hearing  was  held  on 
May  16  to  provide  interested  persons  an 
opportunity  to  express  their  views  and 
opinions  on  the  proposed  regulations.  In 
addition,  written  comments  were  ac- 
cepted until  May  27.  1977. 

Discussion  of  Major  Comments 

As  a  result  of  the  public  hearing  and 
written  comments,  the  National  Marine 
Fisheries  Service  has  concluded  that  a 
number  of  changes  from  the  proposed 
rules  are  warranted. 

Quotas 

Several  commenters  suggested  that 
the  annual  quota  provided  for  the  area 
south  of  Gay  Head  Light.  Massachusetts, 
be  added  to  the  area  quota  north  of 
Gay  Head  Light,  or  that  the  unused  por- 
tions of  the  area  quota  south  of  Gay 
Head  Light  be  added  to  the  next  year's 
quota  for  the  area  north  of  Gay  Head 
Light.  The  Service  feels  that  the  present 
distribution  of  area  quotas  for  Atlantic 
bluefin  tuna  is  most  equitable  among  the 
various  v&er  groups  in  the  areas  north 
and  south  of  Gay  Head  Light.  The  Serv- 
ice also  feels  that  rather  than  increase 
next  years  quota  by  any  unused  portion 
of  an  area  quota,  an  attempt  will  be 
made  to  reallocate  any  imused  portion 
to  other  areas  during  the  same  year. 

Incidental  Catch 

Several  commenters  stated  that  the 
incidental  catch  percentage  for  station- 
ary gear  igillneLs  and  traps)  was  unfair. 
The  Service  feels  that  the  percentage 
rate  adequately  provides  for  those  few- 
tuna  that  inadvertently  enter  statlonarv- 
gear  which  is  intended  for  the  capture 
of  other  species.  The  owners  of  station- 
ar>-  gear  may  apply  for  a  certificate,  and 
may  take  tuna,  in  accordance  with  appli- 
cable regulations. 
Discussion  of  Miscellaneous  Comments 

One  commentor  suggested  that  a 
limited  entrj'  scheme  for  purse  seine 
vessels  be  implemented  based  on  his- 
torical participation  in  the  fisher>-. 
Strictly  speaking,  this  comment  goes 
beyond  the  scope  of  the  profiosed  rules. 
In  addition,  the  Service  feeis  that  such 
a  procedure  would  be  most  difficult  to 


implement  for  1977.  However.  .<:uch  a 
procedure  might  be  considered  for  1978. 
Several  commenters  requested  that  the 
proposed  purse  seme  vessel  allocation  be 
eliminated.  The  Service  concurs  since 
s'jch  an  allocation  is  not  workable  frcmi 
a  practical  point  of  view. 

Issued  in  Washington.  D.C..  June  8. 
1977. 

WiNFRED    H,    MeIBOHM. 

Asfociate  Lhrector. 
National  Marine  Fisheries  Service. 
Accordingly.    Subpnrt    B    of    40    CFR 
Part  285  is  revised  as  follows 

Subpart  B — Atlantic  Blue^n  Tuna  CTTiunnus 
ttiynnat  thynnus) 

Sec 

285  :0  Effective  perl.Dd  of  regulations. 

28,5  :  1  Authorized  fishing 

285  12  Open  and  Closed  seasons 

285  13  Quotas. 

285  14  Incidental  catch. 

285  15  Gear  restrictions. 

285  16  Purse  seine  vessel  Inspection 

285  17  General  restrictions. 

285  18  Reporting  requirements. 

285  19  Presumptions, 

285  20  CertificaUon. 

285,21  Tag  and  release  permits 

AuTHORrrY :  Atlantic  Tuna  Conventions 
Act  of  1975,  Pub  L.  &4-70.  16  U  S.C   97l-971h 

Subpart  B — Atlantic  Bluefin  iLina 
(Thunnus  thynnus  thynnus) 

§  283.10      EfTective  period  of  rcBulation». 

These  regulations  shall  remain  in  force 
until  superseded,  amended,  or  otherwise 
suspended. 

^  285.1  1       Authorized  fishing. 

Fishing  for  Atlantic  biuefin  tuna  that 
weigh  between  14  pounds  and  115  pounds 
round  weight  or  m  excess  of  300  pounds 
round  weight,  by  persons  or  fishing  ves- 
sels subiect  to  the  jurisdiction  of  the 
United  States,  is  authorized  in  the  regu- 
latory area  only  during  open  seasons. 
Fishing  for  Atlantic  bluefin  tuna  that 
weigh  less  than  14  poimds  round  weight 
or  in  excess  of  115  pouncis  round  weight, 
but  less  than  300  pounds  round  weight, 
by  persons  or  f.shing  vessels  subject  to 
the  jurisdiction  of  the  United  Slates  is 
not  authorized  at  any  tame  in  the  regula- 
tory area  except,  however,  as  provided 
for  in  §  285  13  of  this  Subpart  B  How- 
ever, Altantic  bluefin  tuna  that  weigh 
less  than  14  pounds  or  in  excess  of  115 
pounds  round  weight,  but  less  than  300 
pounds  round  weight,  may  be  taken  in- 
cidentally in  the  course  of  fishing  in  the 
regulatory  area  by  persons  or  fishing  ves- 
sels subject  to  the  jurisdiction  of  the 
United  States  but  only  in  the  manner 
and  in  the  numbers  or  weights,  as  the 
case  may  be.  a*  set  forth  in  §  285  14. 

§285.12      Open  and  closed  seasons. 

(a*  The  seasons  for  the  takmg  of  At- 
lantic bluefin  tuna  shall  be  closed  when 
the  Director  or  his  representative  an- 
nounces such  clos:ng  through  direct  or 
indirect  communication  with  partici- 
pants m  the  fishery  or  by  armouncement 
in  the  Federal  Register. 

lb'  The  sea-son  for  taking  Atlantic 
bluefin  tuna  weighing  in  excess  of  300 
pounds  round  weight,  by  purse  seining, 
shall  begin  on  September  1. 
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(C  The  season  for  taking  Atlantic 
bluefln  tuna,  other  than  as  specified  in 
paragraphs  'b'  and  lO  of  this  section, 
shall  commence  on  January  1. 

§28.'..  J  3      Quotas. 

(a'   Purse  seming: 

f  1 1  The  total  annual  seine  quota  tor 
Atlantic  bluefin  tuna  that  weigh  between 
14  pounds  round  weight  and  115  pounds 
round  weight  is  1.000  short  tons.  Of  this 
total  annual  quota  of  1.000  short  tons,  800 
short  tons  may  be  taken  during  the  open 
season  and  ::00  siiort  tons  are  reserved  to 
be  taken  at  any  time  during  the  year  in- 
cidental to  the  conduct  of  a  scientific 
bluefln  tuna  tagging  project.  Such  tag- 
ging efforts  shall  be  conducted  under  the 
direct  supervision  of  the  Center  Director, 
Southeast  Fisheries  Center  iSEFC- .  Na- 
tional Marine  Fisheries  Service  '  NMFS  ' . 
Miami,  Florida,  or  his  representative  and 
shall  involve  no  more  than  four  ( 4  >  purse 
seine  vessels  and  associated  crews  to  be 
selected  by  the  Center  Director  or  his 
representative. 

1 2 1  A  special  scientific  quota  not  to  ex- 
ceed 25  short  tons  of  Atlantic  bluefin  tuna 
is  established  for  the  purpov^s  of  obtain- 
ing age,  sex,  and  other  scientific  research 
data,  and  for  the  tagging  of  Atlantic 
bluefin  tuna  weighing  between  115  and 
300  pounds  round  weight  Such  research 
activity  shall  be  conducted  under  the  di- 
rect supervision  of  the  Center  Director. 
Southeast  Fisheries  Center,  NMFS.  or  his 
representative. 

t3'  The  total  annual  seine  quota  for 
Atlantic  bluefin  luna  that  weigh  in  ex- 
cess of  300  pounds  round  weight  is  180 

short  tons, 

lb'  Fishing  by  other  than  purse  sein- 
ing; 

1 1  >  The  total  annual  quota  of  Atlantic 
bluefin  tuna  which  wei.;;h  in  excess  of  300 
pounds  round  weight  is  2.000  tuna.  Each 
ve.ssel  fishing  for  Atlantic  bluefin  tuna 
with  gear  other  than  a  purse  seine  may 
land  no  more  than  one  il>  Atlantic 
bluefin  tuna  weighing  over  300  pound.s 
round  weight  each  day  through  Au- 
gust 13.  After  August  13  no  more  than 
seven  such  tuna  may  be  landed  in  any 
week  Sunday  tlirough  Saturday,  until 
the  quota  has  t)een  reached 

lii  Of  this  total  annual  quota  of  2.000 
Atlantic  bluefin  tuna,  no  more  than 
1.850  tuna  may  be  taken  north  and  east 
of  a  line  drawn  from  a  point  on  the 
southern  coast  of  Massachusetts  extend- 
ing south  through  Gay  Head  Light,  Mas- 
sachusetts, into  the  Atlantic  Ocean  and 
no  more  than  150  tuna  may  be  taken 
from  waters  west  of  said  line,  including 
the  waters  of  Narragansett  Bay. 

Mil  Of  ♦his  1.850  Atlantic  bluefin  tuna 
allocation,  100  such  tuna  may  be  re- 
served for  a  scientific  re.«;farch  program 
designed  to  identify  the  distribution  and 
abundance  of  Atlantic  bluefin  tuna  iii 
the  Northwe.st  Atlantic,  Such  re.searrh 
shall  be  conducted  in  close  cooperation 
with  the  Center  Director  SEFC,  but 
under  the  direct  supervLsion  of  the 
Northeast  Regional  EHrector.  National 
Marine  Fisheries  Service,  Gloucester, 
Massachusetts,  or  his  representative  and 
shall  take  place  at  his  di.scretion 
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(2>  In  lieu  of  an  annual  quota,  a 
daily  bag  limit  of  four  (4)  Atlantic  blue- 
fin tuna  per  person  is  authorized  for 
persons  who  fish  for  Atlantic  bluefin 
tuna  which  weigh  between  14  pounds 
round  weight  and  115  pounds  round 
weight, 

(c»  When  the  quota  for  a  particular 
class  of  Atlantic  bluefin  tuna  has  been 
reached,  the  Director  shall,  in  accord- 
ance with  J  285  12  close  the  season  for 
Atlantic  bluefin  tuna  of  that  class,  pro- 
vided, however,  that  anglers  may  con- 
tinue a  tag  and  release  program  pursu- 
ant to  5  285.21. 

(di  The  Director  upon  review  of  the 
Atlantic  bluefin  tuna  catch  may  reallo- 
cate catch  quotas  by  publication  of  a 
notice  in  the  Federal  Register. 

§285.14      Incidental  catch. 

( a )  Purse  seine  vessels  fishing  for  At- 
lantic bluefln  tuna  weighing  more  than 
300  pounds  round  weight  may  take  in- 
cidentally, during  any  trip,  Atlantic 
bluefin  tuna  weighing  less  than  300 
pounds  round  weight,  provided  that  the 
amount  of  such  tuna  taken  shall  not  ex- 
ceed 3  percent,  by  weight,  of  the  total 
amount  of  Atlantic  bluefin  tuna  onboard 
the  vessel  Purse  seine  vessels  fishing  for 
Atlanti-^  bluefin  tuna  weighing  more 
than  14  pounds  round  weight  but  less 
than  115  pounds  round  weight  may  take 
incidentally,  during  any  trip,  Atlantic 
bluefin  tuna  outside  said  weight  class, 
provided  that  the  amount  of  such  tuna 
taken  shall  not  exceed  3  percent,  by 
weight,  of  the  total  amount  of  Atlantic 
bluefin  tuna  onboard  the  vessel. 

lb)  Persons  angling  for  Atlantic  blue- 
fin tuna,  which  weigh  between  14  pounds 
round  weight  and  115  pounds  round 
weight,  may  include  in  their  daily  bag 
limit  one  Atlantic  bluefin  tuna  less  than 
14  pounds  round  weight  and  one  At- 
lantic bluefin  tuna  greater  than  115 
pounds  round  weight,  but  less  than  300 
pounds  round  weight,  provided,  however, 
that  in  no  case  may  the  daily  bag  limit 
of  4  Atlantic  bluefin  tuna,  as  specified 
in  5  285  13<b>  i2),  be  exceeded. 

ic>  Persons  or  fiishing  vessels  subject 
to  the  jurisdiction  of  the  United  States 
fishing  principally  for  species  of  fish 
other  than  Atlantic  bluefln  tuna,  except 
operators  of  traps,  may  take,  during  any 
trip.  .Atlantic  bluefin  tuna,  provided  that 
the  amount  of  Atlantic  bluefin  tuna 
taken  does  not  exceed  1  percent,  by 
weight  of  all  other  fish  onboard  the 
vessel  and  provided  further,  that  such 
vessels  have  been  issued  an  Atlantic 
bluefin  tuna  certificate  pursuant  to  this 
subpart  Operators  of  traps  may  retain 
Atlantic  bluefln  tuna  taken  incidentally 
in  these  operations,  provided  that  said 
tuna  do  not  exceed  2  percent,  by  weight, 
of  the  total  amount  of  all  other  fish 
.specif. s  taken  within  the  preceding  30- 
day  period 

(d>  All  Atlantic  bluefin  tuna  taken 
incidentally  shall  be  included  in  the 
appropriate  quotas  set  forth  in  §  285,13. 

§  28,'>.13      Gear  Reslriction*., 

It  shall  be  unlawful  for  any  person  or 
vessel  subject  to  the  jurisdiction  of  the 


United  States  to  engage  in  a  directed 
fishery  for  Atlantic  bluefln  tuna,  under 
§  285.131  a),  with  nets,  other  than  a  trap 
net,  if  such  net  has  a  mesh  size  larger 
than  4.5  inches  in  the  main  body  and  8 
inches  in  the  selvedge  (stretched  when 
wet),  or  has  less  than  24  count  thread 
anywhere  in  the  net.  Such  net  not  to 
exceed  2,700  feet  overall  length. 

§  285.16      Purse  seine  ves.sel  inspection. 

It  shall  be  unlawful  for  any  owner,  of 
any  purse  seine  vessel  that  has  been  is- 
sued an  Atlantic  bluefin  tuna  vessel  cer- 
tificate, under  section  285.20,  to  begin 
fishing  with  such  vessel  and  fishing  gear 
for  Atlantic  bluefin  tuna  without  first 
having  the  vessel  and  fishing  gear  in- 
spected by  an  agent  of  the  National  Ma- 
rine Fisheries  Service.  Arrangements  for 
an  inspection  shall  be  made  by  calling 
617-281-3600,  ext.  252. 

§  285.17      General  restrictions. 

(a)  It  shall  be  unlawful  for  any  per- 
son, master  or  operator  of  any  fishing 
vessel  subject  to  the  jurisdiction  of  the 
United  States  to  land  any  Atlantic  blue- 
fin tuna  in  other  than  the  whole  round 
torm,  or  eviscerated  and  the  head 
removed. 

(b^  It  shall  be  unlawful  for  any  person 
to  submit  an  application  for  a  vessel  cer- 
tificate, under  §  285.20,  unless  such  ves- 
sel is  capable  of  travelling  to  and  from 
the  fishing  ground  under  its  own  power, 
and  Is  capable  of  landing  Atlantic  blue- 
fin tuna  with  no  assistance  from  other 
vessels,  except  in  the  case  of  force 
majeure, 

(c)  It  shall  be  unlawful  for  any  per- 
son, master,  or  operator,  of  any  vessel 
subject  to  the  jurisdiction  of  the  US  to 
fail  to  release  immediately,  with  a  min- 
imum of  injury,  any  Atlantic  bluefin 
tuna  which  will  not  be  retained  or  to 
have  in  possession  any  .Atlantic  bluefin 
tuna  which  will  not  be  retained  It  shall 
be  presumed  that  any  .Atlantic  bluefin 
tuna  in  possession  which  is  not  tagged 
will  not  be  retained. 

(d'  It  shall  be  unlawful  for  any  person 
to  knowingly  purchase,  or  have  in  pos- 
session, any  Atlantic  bluefin  tuna  taken 
in  violation  of  this  Subpart. 

§285.18      Reporting  requirements. 

(a)  Reports  and  records  required  by 
this  section  should  be  eent  to: 

Regional  Director.  Northea.st  Region,  Na- 
tional Marine  Fisheries  Service.  Federal 
Building.  14  Elm  Street.  Gloucester,  Mas- 
sachusetts 01930 

All  tags,  forms,  and  logbooks  referred 
to  in  this  section  285  18  may  be  ob- 
tained by  writing  to  the  same  address. 

(b)  It  shall  be  unlawful  for  any  per- 
son, master  or  operator  of  any  fishing 
vessel  subject  to  the  jurisdiction  of  the 
United  States  that  takes  an  Atlantic 
bluefin  tuna  in  excess  of  300  pounds 
round  weight  to  have  in  possession  such 
fish  without  having  affixed,  at  the  time 
of  taking,  through  the  narrowest  part  of 
the  fish  just  forward  of  the  tail,  an  in- 
dividually numbered  tag  furnished  by 
the  National  Marine  Fisheries  Service. 
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(c)  It  shall  be  unlawful  for  any  person 
to  remove  the  tag  affixed  to  the  tuna  in 
paragraph  <b>  until  the  fish  is  either 
cut  into  portions  for  sale  or  is  exported 
from  the  United  States.  Such  tag  may  be 
removed  from  tuna  packed  whole  or 
headed  and  eviscerated  for  export,  but. 
in  such  cases,  the  tag  must  be  attached 
to  the  container  holding  the  fish  until 
it  is  shipped  from  the  United  States, 

(6.1  It  shall  be  unlawful  for  any  deal- 
er to  fail  to  maintain  and  forward  on  a 
weekly  basis,  on  forms  available  from 
the  National  Marine  Fisheries  Service,  a 
complete  record  of  their  commercial  ac- 
tivity involving  all  Atlantic  bluefin  tuna 
handled  during  the  reporting  period. 
Such  record  shall  include  numbers  of 
fish,  disposition  'names,  addresses  and, 
where  applicable,  country  of  destina- 
tion), source  (names,  addresses  and, 
where  applicable,  country  of  origin) ,  tag 
numbers  (where  applicable',  round 
weight  (by  individual  fish  for  those  over 
300  pounds  < .  and  any  other  information 
requested  by  the  Regional  Director. 

(e)  It  shall  be  unlawful  for  an  o\^Tier 
or  master  of  any  vessel  certified  under 
5  285.20  and  fishing  for  Atlantic  bluefin 
tuna  that  weigh  in  excess  of  300  pounds 
round  weight,  to  fail  to  maintain  an  ac- 
curate record  of  operations  in  a  logbook 
provided  by  the  National  Marine  Fish- 
eries Service.  One  of  the  logsheets  is 
to  be  returned  to  the  Regional  Direc- 
tor at  the  end  of  each  month  during  the 
season.  Such  record  shall  show,  for  each 
week  that  the  vessel  was  engaged  in 
fishing  for  Atlantic  bluefin  tuna  the 
date,  number  and  weight  of  Atlantic 
bluefin  tuna  landed,  type  of  gear  used. 
area  fished,  tag  numbers  used,  and  the 
amount  of  time  fished  In  the  case  of 
purse  seine  vessels,  the  record  shall  show 
the  information  for  each  set  made 
rather  than  for  each  week. 

(ft  It  shall  be  unlawful  for  an  owner 
or  master  of  any  ves.sel  certified  under 
I  285.20.  and  taking  Atlantic  bluefin 
tuna  under  the  provisions  of  5  285. 13' b) 
(1),  to  fail  to  report  each  taking  im- 
mediately upon  returning  to  port,  by 
completing  and  returning  one  of  the 
cards  provided  for  this  purpose  in  the 
logbook.  Each  report  shall  show  the  At- 
lantic blueflsh  tuna  vessel  certificate 
number,  the  tag  number  affixed  to  the 
fish  under  §  285.18(b),  the  date  landed, 
the  port  where  landed,  the  round  weight 
in  pounds,  gear  used  and  area  where 
caught. 

(g»  It  shall  be  unlawful  for  the  owner 
or  designated  representative  of  any 
purse  seine  vessel  certified  under  section 
285.20  of  this  subpart  to  fail  to  notify 
the  National  Marine  Fisheries  Service  of 


its  catch  of  tuna  every  day  while  engaged 
in  fishing  for  Atlantic  bluefin  tuna.  Such 
reports  shall  be  made  by  telephoning  617- 
882-7711.  The  call  will  be  recorded  auto- 
matically The  report  shall  include  the 
name  of  the  person  calling,  the  name 
of  the  vessel,  the  Atlantic  bluefin  tuna 
vessel  certificate  number,  the  estimated 
catch  of  tuna  by  weight  on  board  the 
vessel  at  the  time  the  call  is  made. 

■  hi  It  shall  be  unlawful  for  any  per- 
son, master  or  owner  of  any  purse  seme 
vessel  certified  under  5  285  20.  to  off-load 
any  Atlantic  bluefin  tuna  taken  pursu- 
ant to  this  subpart  without  first  arrang- 
ing to  have  the  vessel  inspected  by  an 
agent  of  the  NMFS.  .Arrangements  for 
such  inspection  shall  be  made  at  least 
24  hours  prior  to  off-loading,  by  calling 
617-281-3600.  extension  252. 

§285.19      Presumptions. 

For  purposes  of  this  Part,  there  shall 
be  a  rebuttable  presumption  that  At- 
lantic bluefin  tuna  which  are  of  the  fol- 
lowing lengths,  when  measured  in  a 
straight  line  from  the  tip  of  the  nose  to 
the  fork  of  the  tail,  weigh  the  amount 
noted  in  association  with  the  length;  27 
inches  <68  cmi — 14  pounds  (6  4  kg  '  ;  56 
inches  il42  cmi — 115  poimds  (53.3  kg  > ; 
75  inches  (191  cm'— 300  pounds  (136.4 
kg ' ,  or  the  proportional  length  of  the 
body  with  the  head  removed.  For  any 
Atlantic  bluefln  tuna  which  is  less  than 
or  in  excess  of  the  lengths  set  forth 
herein,  there  shall  be  a  rebuttable  pre- 
sumption that  such  Atlantic  bluefin  tuna 
correspondingly  weigh  less  than  or  in 
excess  of,  as  tlie  ca.=e  may  be.  the  ap- 
propriate associated  weights. 

§  285.20      Certification. 

I  a '  The  owner  of  any  vessel  which 
fishes  for  Atlantic  bluefin  tuna  weighing 
in  excess  of  300  pounds  round  weight 
within  the  regulatory  area  .must  obtain  a 
certificate. 

(b"  The  owner  of  any  vessel  which 
fi.shes  with  a  purse  seine  for  Atlantic 
bluefin  tuna  weighing  between  14  and 
115  pounds  round  weight  within  tlie  reg- 
ulatory area  must  obtain  a  certificate 

(c>  All  applications  for  a  certificate 
to  fish  for  Atlantic  bluefin  tuna  by  purse 
seine  must  be  received  by  the  Regional 
Director  by  June  15. 

(rii  To  be  eligible  for  a  certificate,  a 
fishing  ve.ssel  must  be  properly  docu- 
mented under  the  laws  of  the  United 
States,   or   registered   under   State   law 

(e»  Certificates  may  be  obtained  on 
submission  of  an  application  form,  ob- 
tainable from  the  National  Marine  Fish- 
eries Service,  specifying  thename(s)  and 
address (es)   of  the  vessel  ownerisi.  the 


name  of  the  vessel,  official  number is), 
t.vpe  of  fishing  gear  to  be  used,  capacity 
(if  commercial),  and  home  port  of  the 
vessel  The  form  shall  be  submitted  to  the 
Regional  Director.  National  Marine 
Fisheries  Service,  14  Elm  Street,  Glou- 
cester. Massachusetts,  01930,  who  sliall 
issue  the  required  certificate  without  fee. 
The  certificate  will  remain  in  effect  un- 
til the  vessel  Ls  destroyed,  sold,  or  trans- 
ferred to  another  owner,  returned,  or 
revoked  pursuant  to  Subsection  (fi  of 
this  section,  provided  however,  that  owm- 
ers  of  purse  seine  vessels,  certified  under 
this  section,  must  comply  with  the  pro- 
visions of  §  285.16  each  year 

(f)  It  shall  be  unlawful  to  fail  to  carry 
such  certificate  at  all  times  on  board  the 
ves.sel  for  which  it  was  issued.  The  cer- 
tificate shall  be  subject  to  inspection  at 
reasonable  times  by  authorized  officials. 

ig'  Certificates  issued  tmder  this  Sec- 
tion may  be  revoked  by  the  Regional  Di- 
rector for  violations  of  the  provisions  of 
thus  Subpart  B.  Revocation  will  be  in  ac- 
cordance with  the  hearing  procedures 
referenced  in  f  285  6  of  this  part. 

(h>  It  shall  be  unlawful  for  any  ves- 
sel, required  to  have  a  certificate  pur- 
suant to  paragraphs  'a'  and  (bi  of  this 
section  to  fish  for  Atlantic  bluefin  tvma 
without  a  valid  certificate. 

§  285.21      Tag  and  release  permits. 

(a*  It  shall  be  unlawful  for  any  angler 
to  catch  and  release  Atlantic  bluefin  tuna 
weighing  over  300  rotmd  weight,  without 
first  tagging  such  tuna  with  tags  supplied 
by  the  National  Marine  Fisheries  Service. 

Such  catching,  tagging,  and  releasing 
must  be  condu"ted  from  a  ves.sel  which 
has  applied  for  and  been  is.sued,  a  tag 
and  release  iJermit  pursuant  to  para- 
graph (b'  of  this  section 

(bi  Owners  of  vessels  certified  under 
5  285.20  who  also  desire  to  obtain  a  tag 
and  release  permit  for  their  vessel  should 
submit  their  application  in  writing  to  the 
Center  Director  Southeast  Fisheries 
Center,  NMPS  75  Virginia  Beach  Drive. 
Miami  Florida.  ^3149  who  will  issue  the 
permit  along  with  appropriate  tags  and 
detailed  instructions  for  the  tagging  pro- 
cedure. Such  application  must  include 
the  name  of  the  ves.sel.  official  Coast 
Guard  and  or  State  numberis).  names 
of  the  owner  and  master,  fishing  certifi- 
cate number,  and  the  general  area<s) 
in  which  the  tag  and  release  activity 
will  be  carried  out. 

ic>  It  shall  be  unlawful  for  any  person 
to  tag  and  relea.se  Atlantic  bluefin  tuna 
without  having  obtained  a  tag  and  re- 
lease permit  pursuant  to  this  .section,  and 
a  certificate  pursuant  to  5  285.20. 
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CIVIL  AERONAUTICS   BOARD 
[14  CFR  Part  378] 

I  Docket  30667,  EDR-328.  SFDR-58. 
PSDR-48 1 

PRICE   ADVERTISING   OF   AIR 
TRANSPORTATION 

Advance  Notice  of  Proposed  Rulemaking 
AGENCY:  Civil  Aeronautics  Board. 
ACTION     Advance   Notice  of  Proposed 
Rulemaking 

SUMMARY;  This  advance  notice  in- 
vites organizations  representing  con- 
sumer mterests.  the  industry-  ^including 
air  earners,  foreign  air  carriers  and 
travel  agents' .  the  Consumer  Affairs  Of- 
fice, the  Internal  Revenue  Service,  the 
Federal  Trade  Commission,  as  well  as 
other  interested  government  agencies, 
and  the  general  public  to  participate  in 
a  comprehensive  rulemaking  proceeding 
with  respect  to  price  advertising  of  air 
transportation,  especially  charters.  The 
rulemaking  is  designed  to  determine  the 
scope  of  problems  in  this  area,  to  decide 
whether  amendment  of  existing  rules  or 
promulgation  of  new  rules  is  desirable. 
and.  if  so.  the  nature  and  content  of 
those  amendments  or  rules.  The  proceed- 
ing is  instituted  in  response  to  various 
petitions  and  Inquiries  received  by  the 
Board 

DATES  Comments  by;  July  25,  1977; 
Reply  comments  by;  August  15.  1977; 
FlequesLs  to  be  placed  on  the  Service  List 
by     July  5,  1977. 

ADDRESSES;  Comments  should  be  sent 
to  Docket  30667.  Docket  Section.  Civil 
Aeronautics  Board.  Washington,  DC. 
20428  Docket  comments  may  be  ex- 
amined at  the  Docket  Section.  Civil 
Aeronautics  Board,  Room  711.  Umversal 
Building,  1825  Connecticut  Avenue.  N  W  . 
Washington,  DC  ,  as  soon  as  they  are 
received 

FOR  FATHER  INFORiMATION  CON- 
TACT 

Simon  J  Ellenburg.  Rules  Division, 
Civil  Aeronautics  Board.  1825  Conuec- 
ticut  Avenue.  N  W.  Washington.  DC 
20428.  202-673-5442 

SUPPLEMENTARY  LNFORMATION 
R^^^eiit  petitions  for  rulemaking  and  re- 
quests for  opinions  on  various  situations 
mvolvmg  the  prescribed  manner  of  ad- 
vertising the  price  of  different  types  of 
charters  and  other  forms  of  air  trans- 
portation sold  to  the  public,  either  with 
or  without  tour  "packages,"  have  per- 
suaded the  Board  of  the  need  to  initiate 
a  broad  review  of  our  regulations  and 
policies  ;n  this  area.  The  issues  involved 


are  of  considerable  importance  to  the 
traveling  public,  affecting  as  they  do  a 
prospective  passenger's  knowledge  of 
what  IS  included  in  an  advertised  price, 
and  what  a  proposed  trip  would  cost 
under  alternative  types  or  plans  of  trans- 
portation. 

The  first  specific  regulation  prescribing 
the  manner  of  advertising  the  price  of 
air  transportation  was  in  1969.  with  re- 
spect to  the  marketing  by  operators  of 
Inclusive  Tour  Charters  (ITC's>.  This 
was  then  the  only  type  of  charter  per- 
mitted to  be  sold  to  members  of  the  gen- 
eral public,  and  it  was  strictly  limited  to 
charter  flights  that  are  sold  as  part  of  a 
three-stop  tour  "package."  Our  regula- 
tions therefore  limited  the  advertisement 
of  those  ITC  prices  to  the  "total  tour 
price,  ■  and  accordingly,  we  denied  re- 
quests to  break  the  tour  price  down  into 
land  and  air  portions.  We  also  denied  re- 
quesUs  to  include  a  separate  statement  of 
"taxes."  noting  that  the  figure  quoted  as 
"taxes"  in  connection  with  the  sale  of 
ITC's  is  not  a  tax  levied  on  the  sale  of 
the  tour,  but  rather  an  estimate  of  the 
sum  of  taxes  paid  at  various  locations 
and  in  various  forms  for  components  of 
the  tour  arrangement.'  However,  we  did 
permit  separate  listing  of  the  cost  for 
purely  optional  services  and  facilities  the 
ITC  participant  might  elect. 

This  limitation  to  advertising  only 
the  total  tour  price,  without  permitting 
separate  disclosure  of  component  costs, 
was  carried  over  to  Special  Event  Char- 
ters ■■  and  to  One-stop-inclusive  Tour 
Charters  'OTCs'.*  On  the  other  hand, 
since  there  is  not  necessarily  any  ground 
accommodation  included  in  an  ABC 
charter,  the  newest  of  the  charter  types, 
the  question  of  component  advertising 
did  not  arLse  at  the  time  this  rule  was 
adopted,  and  the  "total  tour  price"  lan- 
guage Is  not  included  in  the  ABC  rule.' 
For  this  reason,  the  Board's  Bureau  of 
Operating  Rights  has  accepted  ABC 
filings  with  separate  components  in  cases 
where  ground  accommodations  are  off- 
ered It  has  also  taken  the  position,  in 
an  explanatory  bulletin,  that,  although 
it  is  preferable  to  include  taxes  in  the 
advertised  ABC  price.  It  is  permissible 
to  show  taxes  separately  from  the  char- 


ter seat  price  provided  this  is  clearly 
done." 

Nor  has  the  problem  of  avoiding  de- 
ceptive advertising  practices  been  con- 
fined to  the  marketing  of  charters  by 
tour  operators.  For  example,  advertise- 
ments similar  to  those  which  provided 
the  initial  impetus  for  the  original  ITC 
advertising  rule  have  appeared  with  re- 
spect to  Group  Inclusive  Tours  (GITs', 
a  form  of  tour  "package"  sold  in  con- 
nection with  promotional  scheduled 
service  fares.  And  our  Policy  Statement 
on  the  advertising  of  GITs  '  ( 5  399.84 ' 
has  not  been  entirely  satisfactory. 

More  recently,  it  has  been  pointed  out 
that  some  statements  of  chartering  or- 
ganizations to  their  membership  in  ad- 
vertising "affinity"  charters  have  simi- 
larly obscured  additional  charges,  and 
there  is  now  pending  a  rulemaking  pro- 
ceeding addre-ssed  to  that  problem.  With 
respect  to  "affinity  group"  charters. 
EDR-311.  October  18.  1976,  gave  notice 
that  the  Board  had  under  consideration 
amendment  of  pro  rata  charter  rules  to 
require  (1)  that  taxes  and  services  be 
included  in  the  stated  "total  cost"  and 
(2 1  that  the  nature  of  any  such  taxes 
and  services  be  precisely  identified. 
While  no  comments  opposing  this  pro- 
posed rule  have  been  filed,  five  tour 
operators  have  asserted  a  need  for  addi- 
tional regulations.' 

While  the  Board  has  thus  taken  or 
proposed  to  take  a  number  of  actions 
designed  to  promote  fully  informative 
price  advertising,  we  are  concerned  that 
regulations  directed  to  particular  prob- 


i  378  12.  14  CFR  ^  378.12 
SPR-32.  October  14.  1969.  p.  10 

>§  3783  105(c).  14  CFR  5  3'78a. 105(C)  ("to- 
lal  trlD  price") 

'  5  378a  27.  14  CFR  I  378a.27, 

-'  The  rule  does  contain  the  statutory  pro- 
hibition agaln.st  an  operator's  engaging  In 
unfair  or  deceptive  practices  or  unfair  meth- 
ods of  competitions  In  the  sale  of  air  trans- 
porutlon   §  371  27,  14  CFR  §  371.27 


« Supplemental  List  of  ABC  Questions  and 
Answers,  December  10,  1976,  p.  3. 

The  one  component  "total  tour  price"  rule 
is  also  not  applicable  to  Travel  Group  Char- 
ters (Part  372a)  which  are  pro  rata  and  have 
maximum  and  minimum  prices  depending 
on  the  number  of  participants.  TOC  filings 
with  the  Board  show  the  8  percent  US 
domestic  tax  as  part  of  the  price  but  break 
out  the  $3  U.S.  airport  tax  on  international 
flights 

While  the  Study  Group  Charter  rule  (Part 
373)  does  not  contain  the  "total  tour  price" 
language,  statements  filed  with  the  Board 
for  these  charters  have  followed  the  one 
component  rule. 

'  Page  4  of  PS-62,  January  29.  1975 

The  question  of  taxes  was  raised  by  the 
American  Society  of  Travel  Agents  which 
assumed  that  the  GIT  rule  would  in  this 
respect  be  the  same  as  the  ITC  rule  and 
further  as.'^umed  that  the  ITC  rule  did  not 
require  statement  of  taxes  paid  directly  by 
the  tour  participant  to  a  governmental 
authority. 

'Brendan  Tours.  Inc  ,  Charter  Travel  Cor- 
poration, Duncan  Travel  Service,  Globus- 
Oateway  Tours.  Ltd  and  Gogo  International. 
Inc. 
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lems  in  particular  areas  may  have  re- 
sulted in  a  patchwork  which  is  insuf- 
ficiently comprehensive  and  is  unclear 
in  its  "apphcation  to  some  situations. 
There  also  appear  to  be  questions  as  to 
how  our  regulations  relate  to  the  In- 
ternal Revenue  Code. 

American  Airlines  (American'',  by 
letter  of  March  7.  1977.  has  called  the 
attention  of  the  Board's  General  Coun- 
sel to  section  7275'b>  of  the  Internal 
Revenue  Code."  This  section  deal?  with 
price  advertising  of  air  transportation 
which  is  taxable,  or  which  would  be 
taxable  if  the  definition  of  "taxable 
transportation"  in  «  4262  of  the  Code 
did  not  contain  certain  exceptions.  We 
had  not  previously  been  awaie  of  this 
regulation  and  preliminary  research  has 
revealed  no  examples  of  its  apphcatlon. 
On  its  face,  section  7275 'b')  requires  that 
the  advertised  ca«t  of  covered  air  trans- 
portation state  such  cojt  as  the  total  of 
the  air  transportation  charge  and  US 
imposed  taxes."  American  suggests. 
therefore,  that  the  statement  on  Inclu- 
sion of  taxes  In  ABC  charter  prices  which 
app>ears  in  the  bulletin  of  the  Board's 
Bureau  of  Operating  Rights  may  require 
revision. 

Questions  as  to  lnclu.«ion  of  taxes  in  ad- 
vertised p'-ices  have  also  arisen  with  re- 
spect to  GITs  Here,  although  the  subject 
was  dealt  with  in  the  preamble  of  PS-62, 
the  Board's  staff  has  been  informed  that 
difficulties  have  arisen,  particularly  con- 
cerning taxes  which  are  collected  at  air- 
ports abroad  and  paid  directly  by  tour 
particioants 

Problems  of  price  aivertising  are  also 
raised  by  a  recent  petition  for  rulemaking 
filed  by  Gogo."  This  petition  requests 
that  we  either  revise  the  "total  tour 
price"  requirements  of  sections  378.12 
and  378a.27.  or  so  interpret  these  sections 


*  Section  7275(b)  of  Title  26.  U.S.C  pro- 
vides: 

ib)  Advertising  —In  tht  case  of  transpor- 
tation by  air  all  of  which  is  taxable  trans- 
portation (as  defined  in  section  4262)  or 
would  be  taxable  transportation  if  section 
4262  did  not  Include  subsection  (b)  thereof, 
any  advertising  made  by  or  on  behalf  of  any 
person  furnishing  such  traasportatlon  (or 
ofifering  to  arrange  such  tran.";portatlon) 
which  states  the  cost  of  such  transportation 
shall— 

(1)  state  such  cost  as  the  total  of  (A)  the 
amount  to  be  paid  for  such  transportation, 
and  (B)  the  taxes  imposed  by  sectlcns  4261 
(a),  (b).  and  (c),  and 

(3)  if  any  such  advertising  states  sepa- 
rately the  amount  to  be  paid  for  such  trans- 
portation or  the  amount  of  such  taxes,  shall 
state  such  total  at  least  as  prominently  as 
the  more  prominently  stated  of  the  amount 
to  be  paid  for  such  transportation  or  the 
amount  of  such  taxes  and  shall  descrit>e 
such  taxes  substantially  as:  "user  taxes  to 
pay  for  airport  construction  and  airway 
safety  and  operations." 

1'  The  taxes  in  question,  enumerated  In 
5  4261  (a),  (b).  and  (cl  of  the  Code,  are 
the  8  percent  domestic  transportation  tax, 
the  8  percent  tax  on  seating  or  sleeping  ac- 
commodations in  connection  with  domestic 
transportation,  and  the  $3  tax  on  interna- 
tional transportation  commencing  In  the 
United  States. 

"  Docket  30607 


as  to  permit  tour  operators  separately 
to  show  charges  in  addition  to  the  lowest 
price  The  charges  in  question  would  be 
based  on  seasonal,  holiday  or  day  of  the 
week  additions,  or  on  higher  categories 
of  accommodation.  Gogo  desires  to  .<how 
these  variations  as  "surcharges  '  in  a 
single  table  advertising  the  lowest  prices, 
rather  than  showing  the  total  price  for 
each  season  (holiday,  weekday'  or  cate- 
gory of  accommodation.-" 

"The  Board's  Bureau  of  Operating 
Rights  has  rejected  the  type  of  filing 
favored  by  Gogo  as  inconsistent  with  the 
"one  component"  requirements  in  effect 
for  ITCs  since  1969.  and  for  OTCs  since 
their  inception.  Gogo  asserts,  however, 
that  our  one  component  ("total  tour 
Drice»"  reiuircment  has  in  fact  resulted 
in  public  confusion  It  urges  that  the 
type  of  advertising  it  seeks  to  employ 
would  reduce  public  confusion  at  the 
same  time  that  it  would  reduce  adver- 
tising costs  for  TTCs  and  OTCt*  and  put 
these  forms  of  charter  on  a  more  equi- 
table comoetitive  footing  vis-a-ris  ABCs 
and  GITs. 

Royal  Caribbean  Tours.  Inc..  another 
tour  operator,  support*  the  Gogo  petition, 
arguing  that  the  proposed  form  of  ad- 
vertising is  in  fact  In  conformity  with 
the  purposes  behind  the  "total  tour  price" 
single  component  restriction  because  it 
does  not  break  the  price  down  into  land 
and  air  components,  and  because  it  is 
not  deceptive." 

The  Office  of  the  Consumer  Advocate 
'OCA I.  while  generallv  supporting  the 
Gogo  petition,  asks  that  we  consider 
measures  to  protect  the  public  against 
"low-ball"  advertising,  ie..  featuring  the 
lowest  possible  price  and  deemphaslzing 
additional  charges.  OCA  would  have  us 
require  in  any  ITC  or  OTC  tour  adver- 
tisement >  1 1  a  specific  statement  that 
the  minimum  accommodation.s  are  avail- 
able for  each  departure  and  '2;  specifi- 
cation, for  each  departure,  of  the  number 
of  rooms  available  at  the  lowest  price 

Charter  Travel  Corporation  iCTC> .  on 
the  other  hand,  an  operator  of  ITCs. 
OTCs.  and  ABCs.  contends  that  OCA's 
proposal  would  result  in  additional  ad- 
vertising complications  and  produce  no 
benefits  for  the  public  or  for  adverti.<5ers 
It  urges  that  hotels  mav  not  always  be 
able  to  give  a  tour  operator  the  "normal" 
block  of  rooms,  that  commitments  may 
be  changed  after  brochures  are  provided, 
and  that  fear  of  being  saddled  with  re- 
sDonslbility  to  provide  low  cost  accommo- 
dations in  the.'^e  circumstances  could  dis- 
courage efforts  to  offer  low  price  accom- 
modations." In  fact.  CTC  states  that  the 


-'  While  Gogo  does  not  discuss  the  matter 
in  Its  petition  it  would  appear  from  the  aub- 
mltted  advertising  that  it  aLso  desires  to 
show  taxes  separately  Instead  of  including 
them  m  the  ■total  tour  price." 

'•  Royal  Caribbean's  Noremb^r  16  1976. 
petition  for  review  of  staff  action  rejecting 
similar  solicitation  material  was  denied  by 
Letter  of  Februarv   23.   1977 

"In  addition.  CTC  suggests  that  an  opera- 
tor would  in  fact  be  providing  the  same 
package   at   different  prices  in   violation   of 

.5  378.11  and  378a56. 


minimum  advertised  price  might  be 
available  only  during  a  low  season  or  at 
least  might  not  be  available  for  all  de- 
rartures  CTC's  understanding  of  the 
kind  of  advertising  Gogo  seeks  to  engage 
in  thus  appears  to  differ  markedy  from 
that  of  OCA.  CTC  would  have  us  expedite 
approval  of  the  Gogo  petition  and  only 
later — if  we  find  it  necessary — consider 
the  problem  of  "low  ball"  pricing  in  an 
industrywide  rulemaking. 

The  number  and  variety  of  questions 
arising  with  respect  to  price  advertising 
illustrates  the  complexities  in  effectuat- 
ing a  policy  of  ensuring  clear  and  com- 
plete disclosure.  In  all  of  the  circum- 
stances, we  find  it  appropriate  to  con- 
sider the  Gogo  petition.  American's 
letter  on  Inclusion  of  taxes  in  ABC 
charters.*^  and  the  rulemaking  with  re- 
spect to  affinity  charters  as  parts  of  a 
more  comprehensive  rulemaking  con- 
cerned with  price  advertLsing  of  all  pas- 
senger air  trai^sportation.^* 

With  respect  to  the  question  raised  by 
American  concerning  the  relationship 
between  the  Bureau  statement  on  ABC 
pnces  and  section  7275' b>  of  the  Inter- 
nal Revenue  Code,  we  should  like  the 
benefit  of  Internal  Revenue's  advice  In 
any  event,  and  entirely  apart  from  the 
Code,  we  find  that  the  whole  question 
of  incla"^ion  of  taxes  in  advertised  prices 
should  be  considered  in  the  general 
rulemaking. 

It  is  clear  that  in  the  broad  rulemak- 
ing which  we  are  considering,  we  need 
the  experience  and  advice  of  consumers 
as  mem.bers  of  the  general  public  and  as 
represented  by  consumer  organizations, 
of  all  segments  of  the  industry  Mnclud- 
ing  air  carriers,  foreign  air  carriers  and 
travel  agents",  and  of  all  governmental 
agencies  with  an  interest  In  price  ad- 
vertising. 

We  are  interested  in  comments  on  the 
operation  of  existing  Board  rules,  par- 
ticularly on  the  extent  to  which  they 
ensure  complete  and  accurate  informa- 
tion to  consumers  Is  there  confusion  as 
to  the  real  price  of  air  transportation? 
Is  there  difficulty  in  comparing  competi- 
tive methods  of  travel?  What  is  the  prac- 
tical effect  of  the  one-component  limita- 
tion with  respect  to  ITCs  and  OTCs.  the 
absence  of  such  a  limitation  in  the  ABC 
rule,  the  two  com.ponent  limitation  on 
GITs?  Have  the-^e  been  instances  where 
pro.'^pective  passengers  have  been  m.isled 
by  advertised  prices?  What  evidence  is 
there  to  support  the  contention  that  the 
"total  tour  price"  one  component  rule 
I  ?  ?  378  12  and  378a.27  »  has  been  a  source 
of  public  confusion^ 

Should  the  one  component  limit  be 
relaxed  as  to  ITCs  and  OTCs?  Or  should 
it  be  extended  to  ABCs  and 'or  other 
charters  and  tours?  If  it  should  be  re- 
laxed, should  Gogo's  proposal  be  ap- 
proved' Should  OCA'S  proposed  restric- 
tions, or  other  restrictions,  be  adopted? 


'^We  are  treating  American's  request  for 
"correction"  as  a  petition  for  rulemaking. 

"The  rxUemaklng  oroceedlng  in  Docket 
29444  Is  therefore  being  consolidated  into 
this  proceeding. 
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Is  a  requirement  of  "clear  di-^closure"  of 
the  total  price  t  exclusive  of  options » 
sufficient  to  protect  the  publicr 

Should  the  rule  for  inclusion  of  taxes 
in  the  tour  price  be  the  same  for  all  types 
of  charter,  and  for  tours?  Should  taxes 
be  included  in  prices  for  all  air  trans- 
portation? Should  there  be  any  distinc- 
tions as  to  particular  kinds  of  tax.  based, 
for  example,  on  where,  how.  or  by  what 
authority  the  tax  is  collected  and  or 
whether  the  passenger  or  a  tour  operator 
or  agent  pays  the  tax?  Should  all  taxes 
be  itemized  and  identified? 

Request  for  Comments 

Interested  persons  may  participate  in 
the  proposed  rulemaking  through  sub- 
mission of  20  copies  of  written  data. 
views,  or  arguments  addressed  to  the 
Docket  Section.  Civil  Aeronautics;  Board, 
Washington.  DC  20428.  All  comments 
received  on  or  before  July  25.  1977.  and 
replv  comments  received  on  or  before 
August  15.  1977  will  be  considered  by  the 
Board  before  taking  further  action. 
Copies  of  such  communications  will  be 
available  for  examination  bv  interested 
persons  in  the  Docket  Section  of  the 
Board.  Room  711.  Universal  Building. 
1825  Connecticut  Avenue.  NW  .  Wasii- 
Ington.  D.C..  upon  receipt. 

Those  persons  planning  to  file  com- 
ments or  responsive  comments  who  wish 
to  be  served  with  such  comments  filed  by 
others,  and  are  willing  to  undertake  to 
serve  their  comments  on  otiiers.  shall  file 
with  the  Docket  Section  at  the  above 
address  by  July  5.  1977  a  request  to  be 
placed  on  the  Service  List  in  Docket 
30667.  The  Service  List  will  be  prepared 
by  the  Docket  Section  and  sent  to  the 
persons  named  on  it.  Those  persons  are 
to  serve  each  other  with  comments  or 
responsive  comments  at  the  time  of  fil- 
ing. 

A  list  of  all  persons  filing  comments 
will  be  prepared  by  the  Docket  Section 
and  sent  to  the  persons  named  on  it.  In 
addition  to  those  on  the  Service  List  who 
fled  comments,  persons  filing  responsive 
comments  should  also  serve  any  person 
whase  comment  is  dealt  with  in  their 
responsive  commeriLs 

Individual  members  of  the  general 
public  who  wish  to  express  their  in 'merest 
as  consumers  by  participating  infor- 
mally in  this  proceedmg  may  do  so 
through  submiision  of  comments  in  let- 
ter form  to  the  Docket  Section  at  the 
above  address,  without  the  necessity  of 
filing  additional  copies. 

By  the  CivU  Aeronautics  Board. 

Phyllis  T.  K.^YLOR, 
Secretary 

(FH  Doc. 77- 16920  Piled  &-13-77,8:45  am] 

SECURITIES  AND   EXCHANGE 
COMMISSION 

[17  CFR  Parts  200,  230] 

|Re:ease  No   33  5831:  File  37-702 1 

SMALL   ISSUES   EXEMPTION 

Procedures  Regarding  Abandoned 
Notifications 

AGENCY:      Securlues     and     Exchange 

Commission. 

ACTION :  Proposed  rule. 


SU■M^LARY:  The  Commission  proposes 
to  adopt  a  procedure  whereby  it  may 
determine  whether  a  filing  pursuant  to 
the  small  issues  exemption  from  regis- 
tration under  the  Securities  Act  of  1933 
has  been  abandoned  so  that  it  may  be 
removed  from  consideration  as  a  pending 
matter.  This  procedure  would  enable  the 
Commission  to  remove  from  considera- 
tion as  a  pending  filing  those  filings 
which  are  not  up  to  date  and  should  not 
be  relied  upon  for  the  accuracy  of  the 
information  therein. 

DATES:  Comments  must  be  received  on 
or  before  July  31.  1977, 

ADDRESSES:  All  communications  on 
this  matter  should  be  submitted  in  trip- 
licate to  George  A.  Fitzsimmons,  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, 500  North  Capitol  Street,  Washing- 
ton, DC.  20549.  Comments  should  refer 
to  File  No.  S7-702  and  will  be  available 
for  public  inspection. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Ruth  D.  Appleton,  Chief,  Office  of 
Tender  Offers,  Acquisitions  and  Small 
Issues,  Division  of  Corporation  Fi- 
nance. Securities  and  Exchange  Com- 
mission, Washington,  DC.  (202)  755- 
1290. 

SLT>PLEMENTARY  INFORMATION: 
The  Securities  and  Exchange  Commis- 
sion today  proposed  for  comment  Rule 
264  '  17  CFR  230.2641  and  an  amendment 
to  its  rule  governing  delegation  of  au- 
thority to  Regional  Administrators  (17 
CFR  200  30-6)  establishing  a  procedure 
whereby  the  Commission  may  determine 
that  a  notification  of  Form  1-A  <17  CFR 
239  90 1  filed  pursuant  to  the  Regulation 
A  exemption  ai  CFR  230.251  to  230.264) 
from  the  registration  requirements  of 
the  Securities  Act  of  1933.  as  amended 
("the  Securities  Act")  (15  U.S.C.  77a  et 
seq),  has  been  abandoned.  The  Cwn- 
mission  may  then  remove  such  filings 
from  consideration  as  a  pending  matter. 

Background 

At  any  given  time,  there  are  on  file 

with  the  Commission  a  number  of  noti- 
fications on  Form  1-A  which  the  issuers 
appear  to  have  abandoned.  This  situation 
may  have  developed  either  because  the 
Lssuer  has  determined  not  to  proceed 
with  an  offering  due  to  changed  market 
or  other  conditions  or  because  the  is- 
suer has  ceased  operations  due  to  its 
diS'>oIution  or  bankruptcy.  Whatever  the 
reason,  the  filing  is  not  up  to  date  and 
should  not  be  relied  upon  for  the  ac- 
curacy of  the  information  therein.  There- 
fore, the  filing  should  be  withdrawn  by 
the  Lssuer  or  otherwise  removed  from 
consideration  as  a  pending  filing. 

To  accomplish  this  purpose,  the  pro- 
posed rule  provides  that  when  a  Regu- 
lation A  filing  has  become  out  of  date  by 
the  passage  of  nine  months  from  the 
filing  date  of  the  notification  or  from  the 
filing  date  of  the  latest  subsequent 
amendment  thereto,  and  the  issuer  has 
not  furnished  the  Commission  a  satis- 
factory explanation  why  it  has  not 
amended  or  withdrawn  the  filing,  the 
Commission  may,  in  its  discretion,  fol- 
low the  procedure  set  forth  in  the  pro- 


posed nile.  The  proposed  rule  also  pro- 
vides that  an  abancloned  filing  shall  be 
marked  as  such  and  shall  remain  in  the 
files  of  the  Commission. 

In  order  to  simplify  most  effectively 
the  procedure  for  ordering  abandon- 
ment of  Regulation  A  filings,  the  Com- 
mission also  proposes  to  delegate  the 
authority  to  order  such  filings  abandoned 
to  the  Regional  Administrators. 

Text  of  Amendments 

I.  The  Commission's  Rules  of  Organi- 
zation (17  CFR  200.1  to  200.30-12)  are 
proposed  to  be  amended  by  adding  a  new 
§  200.30-6(a)  (4)  to  read  as  follows: 

§  200.30-6      Delegation    of    authority    to 
Regional  .Administrators. 

•  •  *  >  * 

(a)    •  •  * 

(4>  To  issue  orders  declaring  notifica- 
tions on  Form  1-A  ( 5  239  90  of  thLs  chap- 
ter* abandoned  pursuant  to  Rule  264 
(§  230.264  of  this  chapters . 

•  •  •  •  • 

n.  Regulation  A  (17  CFR  230.251  to 
230.263*  is  proposed  to  be  amended  by 
adding  a  new  §  230.264,  reading  as 
follows : 

§  230.264  Procedure  Kitli  respect  to 
abandoned  notification-^  on  Form 
1-A  (§239.90). 

When  a  notification  on  Form  1-A 
(§  239.90)  under  ?5  230.251  to  230.264,  or 
the  latest  substantive  amendment  there- 
to, if  any,  has  been  on  file  with  the  Com- 
mission for  a  period  of  nine  months  from 
its  filing  date  and  th?  offering  has  not 
commenced,  the  Commission  may,  in  its 
discretion,  proceed  in  the  following  man- 
ner to  determine  whether  such  filing 
has  been  abandoned  by  the  issuer. 

(a)  Notice  will  be  sent  to  the  issuer, 
and  to  any  counsel  for  the  issuer  named 
in  the  notification,  by  registered  or  cer- 
tified mail,  return  receipt  requested,  ad- 
dressed to  the  most  recent  addresses  for 
issuer  and  issuer's  counsel  as  reflected  in 
the  notification.  Such  notice  will  inform 
the  issuer  and  issuer's  counsel  that  the 
notification  or  amendments  thereto  is 
out  of  date  and  m.ust  be  either  amended 
to  comply  with  applicable  requirements 
of  5§  230.251  to  2.'^0.264  or  be  withdrawn 
within  thirty  days  after  the  date  of  such 
notice. 

(b)  If  the  issuer  or  issuer's  coimsel 
fails  to  respond  to  such  notice  by  filing  a 
substantive  amendment  or  withdrawing 
the  notification  or  does  not  furnish  a 
satisfactory  explanation  a*  to  why  the 
issuer  has  not  done  so  within  such  thirty 
days,  the  Commission  may,  where  con- 
sistent with  the  public  Interest  and  the 
protection  of  inevpstors,  enter  an  order 
declaring  the  notification  abandoned. 

(c)  When  such  an  order  is  entered  by 
the  Commission,  the  papers  comprising 
the  notification  and  any  amendment 
thereto  will  not  be  removed  from  the 
flies  of  the  Commission  but  will  be 
plainly  marked  in  the  following  manner: 
"Declared    abandoned    by   order   dated 

"   iSecs.  3(b),  19(a),  48 

Stat.  75,  85;  Sec.  209,  48  Stat  908;  c 
122,  59  Stat.  167;  Pub.  L.  91-565,  84  Stat. 
1480;    15  U.S.C.  77cfb),  77s(a) ) 
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The  Commission  proposes  for  com- 
ment Rule  264  pursuant  to  sections  3(b) 
and  19'a'  of  the  Securities  Act  The  del- 
egation of  authority  amendment  is  pro- 
posed to  be  made  pursuant  to  Pub.  L. 
87-592,  76  Stat.  394  '15  U  S.C.  78d-l. 
78d-2). 

By  the  Commission. 

George  A.  Fitzsimmons, 
Secretary. 

June  6,  1977. 

|FR  Doc.77-16867  Piled  6-13-77:8:45  am) 


[  17  CFR  Part  230  ] 

(Release  Nos.  33-5833,  lC-98n:  Pile  No. 

S7-7051 

ADVERTISING   BY   INVESTMENT 
COMPANIES 

AGENCY:  Securities  and  Exchange 
Commission. 

ACTION:  Proposed  Rulemaking. 

SL'AIMARY:  The  Commission  proposes 
to  adopt  a  rule  under  which  any  invest- 
ment company  registered  under  the  In- 
vestment Company  Act  of  1940  which 
has  filed  a  registration  statement  under 
the  Securities  Act  of  1933  ("1933  Act"* 
would  be  permitted  to  advertise  with  re- 
spect to  the  securities  covered  by  such 
registration  statement  subject  to  certain 
restrictions  and  conditions.  It  further 
proposes  to  amend  an  existing  rule  to 
remove  the  restriction  limiting  the  use 
of  expanded  tombstone  advertisements 
to  investment  companies  whose  registra- 
tion statements  under  the  1933  Act  have 
become  effective.  These  proposals  would 
permit  inclusion  of  more  information  in 
such  advertisements  than  permitted  un- 
der existing  laws  and  rules. 

DATES:  Comments  must  be  received  on 
or  before  July  25.  1977. 

ADDRESS:  Comments  should  t>e  sent  in 
triplicate,  to  George  A  Fitzsimmons. 
Secretary.  Securities  and  E.xchange 
Commission.  Washington,  DC.  20549 
and  should  refer  to  File  No.  S7-705. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Stanley  B.  Judd.  Division  of  Invest- 
ment Management.  Securities  and  Ex- 
change Commission.  Washington.  DC 
20549,  (202*  755-1335. 

SUPPLEMENTARY  INFORMATION : 
Notice  is  hereby  given  that  the  Securi- 
ties and  Exchange  Commission  has  un- 
der consideration  the  adoption  of  a  rule 
under  the  Securities  Act  of  1933  (the 
"1933  Act"*  (15  use.  77a  et  seq  1  which 
would  permit  any  investment  company 
registered  under  the  Investment  Com- 
pany Act  of  1940  'the  "1940  Act")  (15 
U.S.C.  80a  et  seq.  *  which  is  selling  or  pro- 
posing to  sell  its  securities  under  a  regis- 
tration statement  filed  under  the  1933 
Act  to  advertise  with  respect  to  the  secu- 
rities referred  to  in  such  registration 
statement  so  long  as  any  such  advertise- 
ment 1 1 )  appears  in  a  newspaper  or 
magazine  of  general  circulation.  12*  con- 
tains only  information  the  substance  of 


which  is  included  in  the  section  10 (ai 
prospectus.  <3*  states  conspicuously 
from  whom  a  prospectus  containing 
more  complete  information  ma>  be  ob- 
tained and  that  an  investor  should  read 
that  prospectus  carefully  before  invest- 
ing. '4*  IS  limited  to  no  more  than  600 
words,  excluding  required  legend*;,  and 
charts  and  graphs  and  '  5  *  if  used  prior 
to  effectiveness  of  the  registration  state- 
ment, contains  the  statement  required  by 
rule433(bi    ( 17  CFR  230  433(b  *  > . 

The  Commission  also  has  under  con- 
sideration the  adoption  of  an  amend- 
ment to  rule  134  <  17  CFR  230.134  •  under 
1933  Act  that  would  remove  the  prohi- 
bition presently  contained  in  the  rule 
with  respect  to  the  use  by  investment 
companies,  during  the  time  between  the 
filing  of  a  registration  statement  and  the 
time  the  statement  becomes  effective,  of 
an  adverisement  which  contains  infor- 
mation that  the  rule  presently  permits 
only  after  effectiveness 

The  new  rule  would  be  adopted  pursu- 
ant to  the  authority  granted  the  Com- 
mission in  sections  lO'b),  lOic.  10' d*. 
10(f)  (15  U.S.C.  77j  'bi,  (O.  '6>.  Jind 
(f) )  and  19<a)  '15  U.S.C.  77sia>  >  of  the 
1933  Act.  The  Amendment  to  rule  134 
would  be  adopted  pursuant  to  sections 
2-10)  (15  use.  77b(10'*  and  19'a)  of 
the  1933  Act. 

I.  Background 

Investment  companies,  like  other  is- 
suers, are  restricted  in  their  opportuni- 
ties to  advertise  sales  of  their  securities 
by  the  following:  'l*  Section  2' 3)  (15 
use.  77b<3»  I  of  the  1933  Act  which  de- 
fines an  "offer  to  sell"  to  include  every 
attempt  or  offer  to  dispose  of.  or  solicita- 
tion of  an  offer  to  buy,  a  security  or  an 
interest  in  a  security,  for  value;  i2i  sub- 
section (c*  of  section  5  (15  USC.  77e 
ic*  *  of  the  1933  Act  which  makes  it  un- 
lawful for  any  person  to  make  use  of 
any  means  or  instruments  of  transporta- 
tion or  communication  in  interstate 
commerce  or  of  the  maiL";  to  offer  to  sell 
or  offer  to  buy  through  the  use  or  me- 
dium of  any  prospectus  or  otherwi.se,  any 
security  unless  a  registration  statem.ent 
has  been  filed  as  to  such  security:  i3i 
section  2<10)  of  the  1933  Act  which  in- 
cludes an  advertisement  m  the  definition 
of  a  prospectus :  and  1 4  >  section  5 '  b  *  1 1 1 
'15  use.  77e'b)(li)  of  the  1933  Act 
which  prohibits  the  use  of  jurisdictional 
means  to  carry  or  transmit  any  prospec- 
tus relating  to  any  security  with  respect 
to  which  a  registration  statement  under 
the  1933  Act  has  been  filed  unie.'^s  such 
prospectu.«  meets  the  requirements  of 
section  10  ■  15  U.S C  77j  >  of  the  1933  Act 
Under  section  10' a'  15  USC  77j(a)» 
of  the  1933  Act.  prospectuses  are  required 
to  contain,  with  certain  exceptions,  in- 
formation which  section  7  '15  USC 
77g*  of  the  1933  Act.  and  Schedules  A 
and  B  thereunder,  require  to  be  included 
in  a  registration  statement. 

There  are  three  exceptions  to  the  gen- 
eral requirement  that  public  communi- 
cations offering  securities  for.  sale  be  in 
the  form  of  section  lOia)  prospectuses. 

(1*  Section  2(10* 'a'  (15  USC.  77b 
(10)  (a)  (  excepts  from  the  definition  of 


a  prospectus  a  communication  pre- 
ceded or  accompanied  by  a  written  pros- 
pectus meeting  the  requirements  of  sec- 
tion lOia*.  It  is  under  this  exception 
that  investors  have  been  sent  sales  liter- 
ature preceded  by  or  together  with  a 
section  lOia*   prospectus. 

(2)  Section  2(10*  (b)  (15  U.S  C.  77b 
'  10*  'b) )  excepts  from  the  definition  of 
a  prospectxis, 

A  notice,  circular.  adTertisement.  letter  or 
communication  In  re«p«rt  of  a  security  •  •  • 
(Which)  states  from  whom  a  written  pros- 
pectus meeting  the  re<iu;rements  of  section 
10  may  be  obtained  and.  in  addition,  does 
r,o  more  than  identify  the  security,  state 
the  price  thereof,  state  by  whom  orders  will 
be  executed,  and  contain  such  other  liifor- 
mstlon  as  the  Commission,  by  rules  or  reg- 
ulations deemed  neceasary  or  approprliite  m 
the  public  Interact  and  for  the  protection 
of  investors,  and  lubject  to  such  terms  and 
conditions  as  may  tie  prescribed  therein, 
n'.ay  permit 

This  second  exception,  and  rule  134 
thereunder  permit  the  so-caUed  "tomb- 
stone" advertisement 

<3)  The  third  exception  from  the  gen- 
eral scheme  of  regulation  is  provided  by 
section  10(b'  which  authorizes  the  Com- 
mission by  rules  or  regulations  deemed 
necessary  or  appropriate  in  the  public 
interest  or  for  the  protection  of  investors 
to  permit  the  use  of  a  prospectus,  for 
the  purpose  of  subsection  (b)(1)  of  sec- 
tion 5,  which  omits  in  part  or  summarizes 
information  m  the  prospectus  specified 
in  subsection  10' a*  It  is  under  this  pro- 
vision that  the  Commission  has  author- 
ised the  "summary  prospectus." 

Because  the  only  'product"  of  the 
typical  inrestment  company  is  its  shares 
and  because  it  is  In  continuous  registra- 
tion, any  adyertisement  for  such  a  com- 
pany Is  a  prospectus  that  is  illegal  unless 
it  complies  with  statutory  requirements. 
As  a  result,  mvestors  cannot  learn  about 
an  investment  company,  as  they  can 
learn  about  other  companies,  from  ad- 
vertisement's of  its  products  or  policies 
or  from  widely  disseminated  annual  re- 
ports to  shareholders  or  similar  publica- 
tions. Moreover,  since  institutions  such 
as  savings  and  loan  institutions  and  in- 
surance companies  which  compete  with 
investment  companies  for  investor  in- 
terest are  not  subject  to  the  same  limi- 
tations on  their  advertising  as  are  in- 
ve.'^tment  companies,  these  hmitations 
may  restrict  the  avaUabllity  to  investors 
of  information  about  all  relevant  invest- 
ment possibilities.  Expansion,  to  some  ex- 
tent, of  the  information  available  to  in- 
vi^stors  may  assist  them  m  considering 
aliernative  investment  opportunities 
The  Commission  is,  therefore,  presently 
proposing  to  issue  a  rule  that  would  per- 
mit more  information  to  be  included  in 
investment  company  advertising  than  is 
presently  permitted  However,  the  Com- 
m.ission  seeks  comment  on  whether  any 
benefit  of  advertising  to  investment  com- 
panies, investors,  and  the  public  is  sig- 
nificant enough  to  outweigh  (D  the  risk 
that  investors  may  be  misled  by  adver- 
tisements, which  risk  is  attendant  upon 
any  rule  no  matter  how  circumscribed 
that  would   permit   greater  latitude   in 
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advertising  and  t2i  the  substantial  sur- 
veillanre  and  enforcement  costs  to  the 
Commussion  that  may  be  entailed  In  this 
connection,  the  Commis'^ion  is  interest-ed 
in  the  role  that  may  be  played  by  indus- 
try groups  or  sell-regulatory  organiza- 
tions 

n.  Proposed  New  Rule 

It  does  not  appear  that  the  summai-y 
prospectus,  as  currently  permitted  by 
rule  434a  (17  CFR  230.434a  i.  is  used  to 
any  extent  as  an  investment  company 
advertisement  in  public  media  such  as 
newspapers  and  magazines  of  general 
circulation. 

While  the  requirements  of  rule  434a 
may  be  appropriate  with  respect  to  a  doc- 
ument, such  as  a  summary  prospectus  as 
now  permitted,  which  an  investor  might 
reasonably  confuse  with  a  section  10<ai 
prospectus,  thev  mav  be  neither  neces- 
sary nor  appropriate  with  respect  to  a 
•'brief  advertisement"  in  a  newspaper  or 
magazine  of  general  circulation. 

Pursuant  to  section  10<di  of  the  1933 
Act,  the  Commission  is  authorized,  in  the 
exercise  of  its  powers  under  subsections 
<ai.  lb),  and  'c  of  section  10.  to  clas- 
sify prospectuses  according  to  the  nature 
and  circumstances  of  their  use  or  the 
nature  of  the  security,  issue,  issuer,  or 
otherwise,  and,  by  rules  and  regulations 
and  subject  to  such  ternis  and  conditions 
as  it  shall  specifv  therein,  to  prescribe 
as  to  each  class  the  form  and  contents 
which  it  may  find  appropriate  and  con- 
sistent with  the  public  interest  and  the 
protection  of  investors. 

Section  19  '15  U  S  C.  77si  of  the  1933 
Act  also  gives  the  Commission  general 
authority  to  make  such  rules  and  regula- 
tions as  may  be  necessary  to  c^rry  out 
the  provisions  of  the  Act.  includin.':^  rules 
and  regulations  govemmg  registration 
statements  acd  prospectuses  for  various 
classes  of  securities  and  issuers 

In  view  of  the  special  problems  of  in- 
vestment companies  under  the  eeneral 
pattern  of  regulation  under  the  1933  Act, 
the  fact  that  advertisements  in  news- 
oaoers  and  maga.^ines  of  peneral  circu- 
lation are  open  to  public  scrutinv.  and 
the  imoracticalitv  of  advertisuiK  m  Ihe^e 
public  media  by  means  of  the  summarv 
praspectus  permitted  by  rule  434a.  the 
Commission  is  considering  adoptine  a 
rule  under  section  lOibi,  IPic,  lOid). 
lO'fi.  and  19' a)  of  the  1933  Act  that 
would  deal  onlv  with  brief  adverti.se- 
ments  on  beloalf  of  mvestinpnt  companies 
in  newspaoers  and  maga/ines  nf  general 
circulation.  It  is  not  proposed  that  the 
rule  would  annlv  to  radio  or  television 
where  the  advertising  techniques  are 
oroader  and  possiblv  contain  a  greater 
potential  for  abuse  The  Commission  re- 
quests comments  on  whether  th"*  pro- 
posed rule  also  should  apply  to  radio  and 
television  advertisements 

The  proposed  rule  would  not  permit 
investment  companies  to  use  a  new  form 
of  written  communication  in  direct  mail- 
ings that  would  supnlant  tiie  summary 
praspectus  as  presently  permitted.  Fur- 
thermore, the  propo.sed  rule,  like  the 
pre.sent  newspu^er  prospectus  rule,  rule 
494  '  17  CFR  230  494,  would  not  apply  to 


reprints,  reproductions  or  detached  cop- 
ies of  a  permitted  advertisement.  Such 
reprints,  however,  could  be  used  as  sales 
literature  so  long  as  they  were  preceded 
or  accompanied  by  a  section  10(a) 
prospectus. 

The  proposed  rule  would  apply  to  ad- 
vertisements for  closed -end  as  well  as 
open-end  companies.  With  respect  to 
closed-end  companies,  it  would  apply 
when  the  company  was  offering  securi- 
ties and  a  current  section  lOta*  prospec- 
tus was  available  to  be  sent  to  inquiring 
investors.  It  would  be  relevant  only  when 
the  company  was  offering  securities.  At 
other  times,  of  course,  a  closed-end  com- 
pany, unlike  an  open-end  company 
which  Is  always  offering  its  securities,  can 
make  information  about  the  company 
available  to  investors,  such  as  by  cir- 
culating an  annual  report,  without  being 
considered  to  be  making  an  offer  of  its 
securities. 

(Ai  The  InformaUon  that  may  be  con- 
tained in  an  advertLsement  under  the  pro- 
posed rule 

Advertisements  made  pursuant  to  the 
proposed  rule  would  be  limited  to  infor- 
mation the  substance  of  which  is  con- 
tained in  a  section  10(a)  prospectus.  This 
is  proposed  because  section  10(b)  per- 
mits the  Commission  only  to  authorize 
the  use  of  a  prospectus  for  the  purpose 
of  subsection  (b)(l»  of  section  5  which 
omits  iii  part  or  summarizes  information 
"in  the  prospectus  specified  in  section 
10'  a'  ".  Therefore,  any  information  in  an 
advertisement  permitted  imder  section 
10(bi  must  be  limited  to  information 
which  is  in  the  prospectus  specified  in 
section  10ia>.  This  includes  information 
that  is  voluntarily  put  into  the  section 
lOiai  prospectus  as  well  as  information 
required  to  be  there.  However,  the  words 
used  in  an  advertisement  to  convey  an 
idea  would  not  have  to  be  the  exact 
words  that  were  used  in  the  section  10 
I  a '  prospectus  to  convey  the  same  idea, 
and  advertising  techniques  could  be  used 
to  convey  information  contained  in  the 
section  lOia*  prospectus  even  though 
such  techniques  are  not  themselves  part 
of  the  section  10'  a*  prospectus  so  long  as 
any  such  technique  would  not  tend  to 
mislead  an  investor.' 

iBi  Any  advertisement  made  pursuant  to 
the  proposed  rule  under  section  10(b)  would 
be  subject  to  those  provisions  In  the  securi- 
ties laws  and  the  rules  thereunder  which 
deal  «lth  false  or  misleading  statements. 


In  this  connection  see  "Donaldson  t.  Read 
Magazme.  Inc.,"  333  U.S  178  1 1948) ,  in  wh*ch 
the  Untied  States  Supreme  Court  said:  Ad- 
verM.sements  as  a  whole  may  be  completely 
misleading  although  every  sentence  sepa- 
rately considered  Is  literally  true.  This  may 
be  because  things  are  omitted  that  should  be 
said,  or  because  advertisements  are  composed 
or  purposely  printed  In  such  way  as  to  mls- 
Icid  •  •  •  Questions  of  fraud  may  be  de- 
termined In  the  light  of  the  effect  advertise- 
ments would  mast  probably  produce  on  ordi- 
nary minds 

Id.  at  188-B9  (Citation  omitted).  See  also 
"In  the  Matter  of  Dow  TTQeory  Forecasts. 
Inc  "  43  SEC  821.  (1967-1969  Transfer  Bind- 
er! Fed  Sec  L  Rep  (CCH)  para.  77,580 
(July  22.  1968) ;  pp.  13-14  Infra. 


Any  advertisement  made  pursuant  to 
the  proposed  rule  under  section  10(b) 
would  not  be  excepted  from  the  defini- 
tion of  a  prospectus.  It  could,  therefore, 
serve  as  a  basis  for  rescission  or  dam- 
ages under  section  12 1 2)  (15  U.S.C.  771 
(2)  »  of  the  1933  Act  if  it  contained  a 
materially  untrue  statement  or  omitted 
to  state  a  material  fact  necessary  to  make 
the  statements  maide,  in  the  light  of  the 
circumstances  in  which  they  were  made, 
not  mLsleading.  It  might  also  serve  as  a 
basis  for  action  under  section  17ia)  (15 
U.S.C.  77q(a)  •  of  the  1933  Act  or  section 
10(b)  of  the  Securities  Exchange  Act  of 
1934  (15  U.S.C.  78a  et  seq.)  and  rule 
lOb-5  (17  CFR  240.10b-5)  thereunder. 

Any  advertisement  would  also  be  "sales 
literature"  as  that  term  is  used  in  the 
"Statement  Of  Policy  "  (as  Amended  No- 
vember 5,  1957)  Investment  Company 
Act  Release  No.  2621,  and,  thus,  subject 
to  the  policy  stated  therein  as  to  what 
constitutes  materially  misleading  infor- 
mation. 

In  addition,  with  respect  to  advertising 
pursuant  to  the  proposed  rule,  it  is  the 
Commission's  position  that  whether  any 
communication  is  or  is  not  misleading 
with  respect  to  a  material  fact  will  de- 
pend on  all  of  the  particular  facts  includ- 
ing the  form  as  well  as  the  content  of  a 
communication,  the  implications  con- 
tained in  and  the  inferences  likely  to  be 
drawn  as  a  result  of  the  communication. 

For  example,  information  concerning 
investment  company  performance  may 
be  misleading  if  it  implies,  or  is  subject 
to  an  inference,  that  prospective  in- 
vestors may  expect  performance  or  qual- 
ity of  investment  advice  similar  to  that 
suggested  by  the  performance  data  pro- 
vided, if  there  are  additional  data,  with 
respect  to  the  competence  of  the  invest- 
ment adviser  or  otherwise,  which  are 
known  to,  or  in  the  exercise  of  reasonable 
care,  should  be  known  to,  the  provider 
of  the  information  and  which  are  incon- 
sistent with  any  such  implication  or  in- 
ference. 

In  this  connection,  the  reasonable  care 
that  is  required,  with  respect  to  the  ade- 
quacy of  disclosure,  is  that  of  a  vendor 
of  securities  and  not  that  of  a  vendor  erf 
ordinary  consumer  goods  which  may  be 
evaluated  by  inspection  or  are  otherwise 
familiar  to  the  user. 

(C)  Advertisements  under  the  proposed 
rule  are  limited  to  600  words,  excluding  re- 
quired legends,  and  charts  and  graphs 

To  preserve  the  section  10(a)  prospec- 
tus as  the  primary  selling  document,  it 
seems  desirable  that  the  length  of  ad- 
vertisements be  limited  since  they  might 
otherwise  tend  to  cause  investors  mis- 
takenly to  regard  the  section  10(a)  pros- 
pectus as  superfluous.  While  advertise- 
ments should  not  be  so  long  as  to  cause 
this  tq  happen,  they  should  be  long 
enough  to  provide  whatever  information 
is  necessary  to  prevent  the  information 
that  is  contained  from  being  misleading. 

The  proposed  limit  is  on  the  number 
of.  words  that  may  be  contained  In  an 
advertisement  under  the  rule.  Other 
limits  may  be  as  efficient  as  a  word  limit 
and.  perhaps,  more  practical.  The  Com- 
mission invites  suggestions  in  this  regard. 
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In  fixing  the  word  limitation,  a  limit 
was  sought  that  would  satisfy  the  pre- 
viously mentioned  criteria  The  lengtli 
of  randomly  selected  advertisements  on 
the  financial  pages  of  newspapers  and 
magazines  was  also  considered.  These 
consideraitons  have  led  to  the  proposal 
of  a  word  limit  of  600  words,  excluding 
required  legends,  and  charts  and  graphs. 

The  question  of  whether  it  would  be 
sufficient  to  limit  a  permitted  advertise- 
ment to  "about"  600  words  was  also 
examined.  Although  such  a  requirement 
would  provide  a  degree  of  flexibility,  it 
would  lead  to  interpretative  questions 
and  probably  result  in  some  other  ab- 
solute figure  such  as  650  or  699  becoming 
the  limit.  Thus,  the  proposal  contains 
an  absolute  limit. 

Consideration  was  given  to  the  idea 
that  it  might  be  sufficient  to  require 
that  an  advertisement  under  any  new 
rule,  like  an  advertisement  under  rule 
134.  merely  be  "brief."  While  there  is 
merit  in  this  approach,  in  that  it  per- 
mits flexibility,  it  may  give  rise  to  prob- 
lems of  interpretation  despite  its  ap- 
parent simplicity.  First,  even  though 
rule  134  permits  advertisements  which 
contain  only  particular  classes  of  in- 
formation, questions  have  frequently 
ari.sen  as  to  whether  advertisements  pur- 
portedly under  rule  134  satisfy  the  re- 
quirement of  the  rule  that  they  be  brief. 
Questions  concerning  the  meaning  of  the 
word  "brief"  would  be  even  more  likely 
under  a  rule  which  would  permit  any 
information  in  the  section  10(ai  prospec- 
tus to  be  included  in  an  advertLsement. 
Second,  many  questions  of  interpreta- 
tion under  a  new  rule  are  likely  to  arise 
and  it  would  appear  desirable  to  use 
objective,  definite  criteria,  if  feasible 
Third,  a  rule  should  be  precise  enough 
to  provide  guidance  and,  thus,  justify  en- 
forcement. Pot  these  reasons,  the  pro- 
posed rule  contains  precise  limits  on 
length.  However,  the  Commission  seeks 
comment  on  whether  it  would  be 
sufficient,  in  this  connection,  to  require 
only  that  an  advertisement  be  brief  or 
whether  any  specific  reference  to  brevity 
is  necessary  to  preserve  the  section  10(a) 
prospectus  as  the  primary  selling  docu- 
ment. 

(D)  The  proposed  rule  requires  any  ad- 
vertisement under  the  rule  to  state  from 
whom  a  section  10(a)  prospectus  contain- 
ing more  complete  information  may  be  ob- 
tained and  that  an  investor  should  read 
that  pro6p>ectus  carefully  before  investing 

The  1933  Act  Intended  the  section 
10(a)  prospectus  to  be  the  primary  sell- 
ing document.  Nevertheless,  an  investor 
can  purchase  a  security  which  he  learns 
about  from  an  advertisement  or  a  sales- 
man before  receiving  a  section  lOiai 
prospectus.  Therefore,  to  preserve  the 
section  10(a)  prospectus  as  the  primary 
selling  document  while  liberalizing  what 
may  be  included  in  advertising,  it  is 
necessary  that  the  advertisement  itself 
state  from  whom  a  section  10' a'  pros- 
pectus may  be  obtained,  that  such  pros- 
pectus contains  more  complete  informa- 
tion than  is  contained  in  the  advertise- 
ment, and  that  an  investor  should  read 
the  section  10(ai  prospectus  carefully 
before  investing. 


The  proposed  rule  requires  that  this 
statement  be  "conspicuous  "  It  does  not 
specify  the  size,  or  type  face  to  be  used. 

(E)  Ttie  prof>osed  rule  requires  any  adver- 
tisement under  the  rule  used  prior  to  the 
eflectlvenes.-^  of  a  registration  statement  to 
carry  the  legend  required  by  rvile  433(b) 
(17  CFR  230  433  ^b))  but  does  not  require 
advert i'^ement.s  under  the  rule  to  carry  the 
leeend  reoulred  in  all  prospectuses  by  rule 
425  1 17  CFR  230.425). 

If  an  advertisement  is  used  prior  to 
effectiveness  of  a  registration  statement 
(but  after  the  registration  statement  has 
been  filed* ,  the  adverti.=ement  must  con- 
tain the  statement  required  by  rule 
433  (bi  under  the  1933  Act.'  However, 
it  does  not  seem  necessarj-  that  adver- 
tisements under  the  rule  also  carry  the 
legend  required  in  all  prospectuses  by 
rule  425.' 

(F)  An  advertiscmein  made  pursuant  to 
the  proposed  rule  Is  not  requ:red  to  be  filed 
as  part  of  a  registration  statement  but  Is 
required  to  be  filed  with  the  Commission 
shortly  after  use. 

Section  10' bi  provides  that  a  pro- 
spectus permitted  thereunder  shall,  ex- 
cept to  the  extent  the  Commission,  by 
rules  or  regulations  deemed  necessary 
or  appropriate  in  the  public  interest  or 
for  the  protection  of  investors,  otherwise 
provides,  be  filed  as  part  of  the  regis- 
tration statement  but  shall  not  be 
deemed  a  part  of  such  registration  state- 
ment for  the  purposes  of  section  11  (a^ 
'15  U.S.C.  771(at  '  .* 

If  an  advertisement  under  the  pro- 
posed rule  was  required  to  be  filed  as 
part  of  a  registration  statement,  the  ef- 
fect would  be  to  require  pre-clearance 
by  the  staff  of  any  advertisement  made 
pursuant  to  the  rule  This  would  impede 
the  advertising  process  and.  for  the  fol- 


2  Rule  433(b(  requires  the  outside  front 
cover  page  of  a  prospectus  used  prior  to  the 
effective  date  of  a  registration  statement  to 
cont-iln  the  following  statement  "A  regis- 
tration statement  relating  to  these  securities 
has  been  filed  with  the  Securities  and  Ex- 
change Commission  but  has  not  yet  become 
effective  Information  contained  herein  is 
subject  to  completion  or  amendment  These 
securities  may  not  be  sold  nnr  may  ofTers 
to  buy  be  accepted  prior  to  the  time  the 
registration  statement  becomes  effective 
This  prospectus  shall  not  constitute  an  offer 
to  sell  or  the  solicitation  of  en  oPer  to  buy 
nor  shall  there  be  any  sales  of  these  securi- 
ties in  any  State  m  which  such  offer,  solici- 
tation or  sale  would  l>e  unlawful  prior  to 
registration  or  qualification  under  the  secu- 
rities laws  of  any  such  state," 

3  Rule  425  requires  that  the  following 
legend  be  set  forth  on  the  front  page  of  any 
prospectus  "These  securities  have  net  been 
approved  or  rMsapproved  by  the  Securities 
and  Exchange  Commission  nor  has  the  Com- 
mission passed  upon  the  accuracy  or  ade- 
quacy of  this  prospectus  Any  representation 
to  the  contrary  is  a  criminal  offense  " 

•Section  11(a).  generally,  makes  directors, 
professionals,  underwriters,  ^tc  liable  to  pur- 
chasers of  securities  in  esse  a  part  of  a  reg- 
istration statement  for  which  they  are  re- 
spKDnslble  when  such  part  became  effective, 
contained  an  untrue  statement  of  a  material 
fact  or  omitts-d  to  state  a  material  fact  re- 
qtiired  to  be  stited  therein  or  necessary  to 
malce  the  statements  made  therein  not  mis- 
leading 


lowing  reasons.  It  does  not  ajjpear  to  b« 
neces-sary 

1 1  I    The  proposed  rule  would  require 
that  any  advertisement  mad  pursuant  to 
the  proposed  rule  be  filed  with  the  Com- 
mLssion  not  later  than  the  first  dav  the 
Commission  is  open  for  business  follow- 
ing the  day  such  advertisement  is  first 
used,  so  that  the  stafT  can  monitor  such 
use  at  least   on   a   random   basis    This 
would  enable  the  Commission  to  exercise 
the  power  given  lo  it  by  section  10(b'  to 
prevent  or  suspend  the  use  of  an  adver- 
ti.'^ement  pursuant  to  a  rule  under  the 
section  if  it  has  reason  to  believe  that 
the  advertisement  includes  any  untrue 
statement  of  a  material  fact  or  omits  to 
state  any  material  fact  required  to  be 
."^t^ted  therein  or  necessary  to  make  the 
statements  therein,  in  the  light  of  the 
circumstances  vinder  which  such  adver- 
tisement IS.  or  is  to  be,  used,  not  mislead- 
ing. (2 1   Advertisements  under  the  rule 
would  be  limited  to  information  the  sub- 
stance of  which  must  be  included  m  the 
section  10' a >  prospectus  Thus,  while  an 
advertisement  it<elf  would  not  be  a  basis 
for  liability  under  section  11  (a »   of  the 
1933  Act   the  substance  of  any  informa- 
tion  in   the  advertisement  would   have 
had    10    have    been    in    the    registration 
statement,   which   is  subject   to  section 
Ilia*    when    it    becomes    effective    The 
substance  of  any  information  included 
In    an    investment   company   advertise- 
ment would,  therefore    be  Information 
with  respect  to  which  directors,  account- 
ants, underwriters    or  others  might  be 
liable  to  purcha.sers  of  the  company's  se- 
curities if  It  was  false  or  misleading  and 
if   it   was   included   in   the   registration 
sutement  when  it  becomes  effective   (3> 
Because  the  investment  company  con- 
cerned is  in  the  best  position  to  know 
whether    an    advertisement    about    the 
comr>any  i.s  misleading  and  because  the 
company  may  be  liable  if  it  is,  the  pro- 
posed ru^e  requires  the  investment  com- 
panv  to  file  an  adverti.sement  made  pur- 
suant to  the  rule  with  the  Commis-sion. 
The  company  could    of  course,  delegate 
the  task  of  filing  the  advertisement  to 
another  person  such  as  its  unden^-riter. 
Under  the  propased  rule,  therefore,  an 
investment   company   or   its   designated 
apent  would  have  to  approve  advertise- 
ments for  the  company  which  are  made 
pursuant  to  the  rule 

Therefore,  the  Commission  proposes 
to  except  advertisements  made  pursuant 
to  rule  434d  from,  the  requirement  that 
they  be  filed  as  part  of  a  registration 
statement. 

Filings  under  the  rule  would  be  ac- 
cepted as  satisfying  the  requirement  of 
section  24'b'  '15  US  C.  80a-24'b>>  of 
the  1940  Act  which  makes  it  unlawful  for 
certain  investment  companies,  i.e..  open- 
end  companies,  imit  investment  trusts, 
and  face-amount  certificate  companies, 
■of  their  underwriters,  in  connettion  with 
a  public  ofTering  of  any  security  of  which 
such  a  company  is  the  issuer,  to  make 
use  of  the  mails  or  other  instrumentali- 
ties of  interstate  commerce  to  transmit 
advertisements  and  other  sales  literature 
addressed  to  or  intended  for  distribution 
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to  prospective  investors  unless  three  cop- 
ies have  been  filed  with  the  Commission 
or  are  filed  with  the  Commission  within 
ten  days  thereafter  In  other  words,  du- 
plicate filings  would  not  be  required. 

ril    Interplay  of  the  Proposed  Rule 
AND  Rule  134 

Although  the  simultaneous  existence 
of  rule  134  in  its  expanded  form  and  a 
new  rule  under  section  10' b'  would  in- 
troduce an  additional  complexity,  the 
Commission  does  not  propose  to  revoke 
rule  134  in  its  expanded  form  as  it  ap- 
plies to  investment  companies  Some  per- 
sons might  choose  to  rely  on  rule  13-1  for 
.  the  following  reasons:  '1 '  The  informa- 
tion contained  in  an  advertisement  per- 
mitted by  the  new  rule  would  be  limited 
to  information  included  in  a  section 
lOiat  prospectus,  while  an  advertisement 
under  rule  134  is  not  so  limited.  i2i  an 
advertisement  under  the  new  rule,  unlike 
an  advertisement  pursuant  to  rule  134, 
would  be  a  prospectus  subject  to  the  pro- 
visions of  section  12(2 •  of  the  1933  Act. 
and  1 3  >  the  Commission  could  by  its  own 
order  halt  the  use  of  an  advertisement 
made  under  the  proposed  rule  if  the  rule 
was  not  complied  with  or  if  it  believed 
that  the  advertisement  was  misleading 

It  IS  possible  that  certain  advertise- 
ments may  comply  with  the  provisions 
of  rule  134  and  not  witl\the  provisions  of 
the  new  rule,  other  advertisements  may 
comply  with  the  provisions  of  the  new 
rule  and  not  with  rule  134.  and  some  ad- 
vertLsements  may  comply  with  both 

When  compliance  of  an  advertisement 
with  the  provisions  of  rule  134  is  in 
doubt.  It  is  expected  that  the  advertise- 
ment would  be  filed  pursuant  to  the  new 
rule  so  long  as  it  complies  with  the  pro- 
visions of  that  rule  Filing  under  the  new 
rule  would  not.  however,  be  deemed  a 
waiver  of  any  claim  that  the  advertise- 
ment also  satisfies  the  provisions  of  rule 
134  It  would,  ordinarily,  not  be  neces- 
sary to  determine  whether  any  adver- 
tusement  complied  with  both  the  new 
rule  and  rule  134  Compliance  with  one 
or  the  other  would  be  .sufficient  to  per- 
mit the  advertisement 

IV    Proposed  Amendment  to  Rule    134 

Prior  to  1972.  rule  134.  the  "tombstone 
rule."  permitted  inclusion  of  the  name 
of  the  issuer,  the  full  title  of  the  secu- 
rity the  amount  being  offered  and  a 
brief  description  of  the  general  type  of 
business  of  the  Lssuer.  limited  in  the  case 
of  an  investment  company  registered 
under  the  1940  Act  to  certain  specified 
information 

-After  liberalizing  amenaments  in  1972. 
the  rule  was  further  amended  in  1974  to 
permit  additional  information  with  re- 
spect to  an  open-end  investment  com- 
pany whose  registration  statement  un- 
der the  1933  Act  is  effective  and  whose 
securitk's_are  tb.e  subject  of  a  continu- 
ous offering  pursuant  to  such  registra- 
tion statement 

In  197.5,  the  rule  was  amended  again 
to  make  u.se  of  the  expanded  investment 


company  advertisement  permissible  "for 
anv  investment  company  issuing  redeem- 
able securities  whose  registration  state- 
ment under  the  1933  Act  is  effective." 

Prior  to  the  1974  amendment  some 
advertisements  of  investment  companies. 
with  and  without  effective  registration 
statements,  described  the  company's  ob- 
jectives and  policies  in  the  course  of  indi- 
cating whether  in  the  selection  of  invest- 
ments emphasis  was  placed  upon  income 
or  growth  characteristics. 

Under  the  present  rule,  such  a  descrip- 
tion can  be  used  only  in  an  advertisement 
of  an  investment  company  issuing  re- 
deemable securities  which  has  an  effec- 
tive registration  statement.  The  amend- 
ments, therefore,  may  be  deemed  to 
prohibit  pre-effective  advertising  that 
was  permisstble  prior  to  the  amendments. 
ThLs.  however,  was  not  the  intent  of 
those  amendments. 

The  Commission,  has.  therefore,  re- 
considered the  question  of  whether  the 
expanded  tombstone  should  be  restricted 
to  investment  companies  issuing  redeem- 
able securities  which  have  effective  1933 
Act  registration  statements  and  proposes 
to  amend  rule  134  so  as  to  permit  the  use 
of  the  expanded  tombstone  advertise- 
ment during  the  so-called  waiting  peri- 
od; i  e  ,  the  time  between  the  filing  of  a 
registration  statement  and  the  time  the 
statement  becomes  effective,  as  well  as 
after  the  registration  statement  becomes 
effective  If.  in  response  to  an  advertise- 
ment made  prior  to  effectiveness,  an  in- 
vestor requests  that  a  statutory  prospec- 
tus be  sent  to  him.  he  can  be  sent  pro- 
spectus which  meets  the  requirements  of 
Rule  433 

Text  of  Proposed  Rule  434d  and 
Amended  Rule  134 

Rule  434d  as  proposed  would  read  as 

follows : 

S  2,30. 13  Id  Advertisemenl  by  an  invcsl- 
iiiont  conipatiy  a»  salisfyini;  requirc- 
mciil>  of  •«•<•! ii)ii  10. 

I  a  I  An  advertisement  shall  be  deemed 
to  be  a  prospectus  under  section  lOtbt  of 
the  Act  for  the  purpose  of  section  5<bi 

'  li  of  the  Act  if : 

I I  >  It  is  with  respect  to  an  investment 
company  registered  under  the  Invest- 
ment Company  Act  of  1940  w'hich  is  sell- 
ing or  proposing  to  sell  its  securities  pur- 
suint  to  a  registration  statement  Ahich 
has  been  filed  under  the  Act, 

i2>  It  appears  in  a  newspaper  or 
magazine  of  general  circulation, 

'3»  It  contains  only  information  the 
substance  of  which  is  included  in  the 
section  10<a)  prospectus, 

i4>  It  states,  conspicuously,  from 
whom  a  prospectus  containing  more 
complete  information  may  be  obtained 
and  that  an  investor  should  read  that 
prospectus  carefully  before  investing. 

1 5  >  It  is  limited  to  not  more  than  600 
words,  excluding  required  legends,  and 
charts  and  graphs,  and 

1 6'  It  contains  the  statement  required 
by  5  203.4331  bi  when  used  prior  to  effec- 
tiveness of  the  registration  statement. 


(b)  An  advertisement  made  pursuant 
to  paragraph  ia>  of  this  section  need  not 
contain  the  statement  required  by 
§  230.425. 

(c>  An  advertisement  made  pursuant 
to  paragraph  ta»  of  this  section  need 
not  be  filed  as  part  of  the  registration 
statement  filed  under  the  Act,  but  three 
copies  of  any  such  advertisement  shall 
be  filed  with  the  Commission  under  this 
section  by  the  investment  company  con- 
cerned not  later  than  the  end  of  the  first 
business  day  the  Commission  is  open 
following  the  day  the  advertisement  first 
appears,  and  any  such  advertisements 
shall  be  subject  to  the  suspension  pow- 
ers of  the  Commission  under  section 
10(b>  of  the  Act. 

Insofar  as  is  relevant  here,  rule  134, 
as  amended,  would  read  as  follows  with 
the  material  to  be  deleted  in  brackets: 

§230.134      Communicationsi  not  deemed 
a  prospeelu*. 

The  term  "prospectus"  as  defined  in 
section  2a0)  of  the  act  shall  not  include 
a  notice,  circular,  advertisement,  letter, 
or  other  communication  published  or 
transmitted  to  any  person  after  a  regis- 
tration statement  has  been  filed  if  it  con- 
tains only  the  statements  required  or 
permitted  to  be  included  therein  by  the 
following  provisions  of  this  section; 

<a)  Such  communication  mav  include 
anv  one  or  more  of  the  following  items 
of  information  which  need  not  follow  the 
numerical  sequence  of  this  paragraph. 

•  «  *  •  • 

(3»  A  brief  indication  of  the  general 
type  of  business  of  the  issuer,  limited  to 
the  following: 

•  •  •  •  • 
<iii)  In  the  case  of  an  investment  com- 
pany registered  under  the  Investment 
Company  Act  of  1940,  the  company's 
classification  and  subclassification  under 
the  Act  *  *  *  any  graphic  design  or  de- 
vice or  an  attention-getting  headline, 
not  involving  performance  figures,  de- 
signed to  direct  the  reader's  attention  to 
textual  material  included  in  the  com- 
munication pursuant  to  other  provisions 
of  this  rule,  and  with  respect  to  an  in- 
vestment company  issuing  redeemable 
securities  [whose  registration  statement 
under  the  Act  is  effective  1  <  A  i  a  descrip- 
tion of  such  company's  investment  ob- 
jectives and  policies,  services^  and 
method  of  operation  •  •  •  "              " 

All  interested  persons  are  invited  to 
submit  their  views  and  comments  on  the 
proposed  rule  and  the  proposed  amend- 
ment in  triplicate  to  George  A  Fitzsim- 
mons.  Secretary.  Securities  and  Ex- 
change Commission.  Washington.  DC 
20549  on  or  before  July  25,  1977.  All  such 
communications  should  refer  to  File  No 
S7-705  and  will  be  available  for  public 
inspection 

By  the  Commission 

OEORCE  A.  FiTZSIMMOKS, 

Secretary. 
June  8,  1977. 
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DEPARTMENT    OF    HEALTH. 

EDUCATION,  AND  WELFARE 

Food  and  Drug  Administration 

[21  CFR  Parts  15,25,808] 

:  Docket  .No    "VN-OllUi 

EXEMPTIONS  FROM  FEDERAL  PREEMP- 
TION OF  STATE  AND  LOCAL  DEVICE 
REQUIREMENTS 

Proposed  Procedures  for  Consideration  of 
Applications 

AGENCY:  Food  arid  Drug  Administra- 
Vion. 

ACTION :  Proposed  rule. 

SUMMARY:  This  proposal  prescribes 
the  procedures  for  applying  to  the  Food 
and  Drag  Admiiiistration  'FDA'  for  an 
exemption  from  the  Federal  preemption 
provisions  of  the  Medical  Device  Amend- 
ments of  1976.  The  act  provides  that, 
under  certain  conditions.  FDA  may  ex- 
empt from  preemption  State  or  local 
medical  device  requirements  that  are 
different  from,  or  m  addition  to.  Federal 
requirement:  It  is  also  propc^ed  that 
the  final  regulation  become  effective  60 
oavs  after  it^s  date  of  publication  in  the 
Federal  Register.  In  the  interim,  this 
proF^'^al  will  be  used  as  a  gtiideline  for 
the  processing  of  applications  for  ex- 
emption from  preemrtion  under  section 
521  of  the  act  '21  U.SC.  360k  >. 

DATES;  Written  comments  by  August 
15,  1977, 

ADDRESSES  Written  comments  to  the 
Hearing  Clerk  iHPC-20i ,  Food  and  Drug 
Administration.  Rm  4-65.  5600  Fishers 
Lane.  Rockville.  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Kenneth  Baumgartner.  Office  of  the 
General  Counsel.  Food  and  Drug  Divi- 
.•^lon  iGCF-1',  Department  cl  Health. 
Education,  and  Wellare.  Rm  6-85,  5600 
Fishers  Lane.  Rockville.  MD  20857 
(301-443-1345  I. 

SUPPLEMENTARY  INFORMATION: 
Section  521 'a  I  of  the  Federal  Food. 
Drug  and  Cosmetic  Act  provides  for  pre- 
emption of  State  and  local  requirements 
applicable  to  medical  devices  intended 
for  human  use  that  are  different  from  or 
m  addition  to  requirements  applicable 
under  the  act  Section  521 'b'  provides 
that  FDA  may,  by  regulation  issued  after 
notice  and  an  opportunity  for  an  oral 
hearing,  exempt  a  State  or  local  medical 
device  requirement  from  preemption 
under  such  conditions  as  the  Commis- 
sioner may  presentee  if  the  requirement 
IS  <li  more  stringent  than  Federal  re- 
quirements applicable  to  the  device  under 
the  act.  or  i2i  required  by  compelling 
local  conditions  and  compliance  with  it 
would  not  cause  the  device  to  be  m  viola- 
tion of  any  requirement  applicable  under 
the  act. 


Statutory  Background 
Section  521  of  the  act  provides: 

State  and  Local  Requirements  Respecting 
■  Devices 

general  niTLE 

Sec  521.  ta)  Except  as  provided  in  subsec- 
tion (b).  no  Stite  or  political  subdivision  of 
a  State  may  establish  or  contlnuein  effect 
with  respect  to  a  device  Intended  for  human 
use  any  requirement— 

( 1 1  Which  is  different  from,  or  in  addition 
tc.  any  requirement  applicable  under  this 
Act  to  the  device,  and 

(2)  Which  relates  to  the  safety  or  effec- 
tiveness of  the  device  cr  to  any  other  matter 
included  m  a  requirement  applicable  to  the 
device  under  this  Act. 

EXEMPT   REQCIREMENTS 

(b)  Upon  application  of  a  State  or  a  po- 
lUical  subdivision  thereof,  the  Secretary  may. 
by  regulation  promulgated  after  notice  and 
opportunity  for  an  oral  hearing,  exempt  from 
subsection  lai.  under  such  conditions  as 
may  be  prescribed  in  such  regulation,  a  re- 
quirement of  such  State  or  political  subdi- 
vision applicable  to  a  device  intended  for 
human  use  if — 

( 1 1  The  requirement  is  more  stringent  tha.i 
a  requirement  under  this  Act  which  would 
be  applicible  to  the  device  if  an -exemption 
were  not  in  effect  under  this  subsection;  or 

(2)  the  requirement — 

(Ai  Is  required  by  compelling  local  con- 
ditions, and 

iBi  Compliance  with  the  requirement 
would  not  ciuse  the  device  to  be  in  violation 
cf  any  applicable  requirement  under  this  Act 

Tlie  legislative  history  of  this  section 
of  the  act  is  sparse.  The  single  reference 
to  the  provision  in  the  House  Report  ac- 
companying the  Medical  Device  .Amend- 
ments of  1976  (Pub  L.  94-295.  §0  Stat 
539-583  '21  U.SC.  301  notei  <  provides: 

The  Committee  recognizes  that  if  a  sub- 
stantial numter  cf  differine  requirements 
applicable  to  a  medical  device  are  imposed 
by  jurisdictions  other  than  the  Federal  gov- 
ernment, interstate  commerce  would  be  un- 
duly burdened  For  this  reason,  the  reported 
bill  contains  special  provisions  (new  section 
521  of  the  Act)  governing  regulation  of  de- 
vices by  States  and  localities  First,  the  re- 
ported bill  prescribes  a  general  rule  that  no 
State  or  political  subdivision  thereof  may 
establi-'h  or  continue  in  effect  any  require- 
ment with  respect  to  a  device  for  human 
use  which  is  different  from,  or  in  addition  to. 
any  requirement  made  applicable  to  such  a 
device  under  the  propo.sed  legislation  or  exist- 
ing provisions  of  the  Federal  Food.  Drug,  and 
Cosmetic  Act, 

In  the  ab.sence  of  effective  Federal  regula- 
tion of  medical  devices,  some  States  have 
established  their  own  programs  The  most 
comprehensive  State  regulation  of  which 
the  Committee  is  aware  is  that  of  California. 
which  in  1970  adopted  the  Sherman  Food, 
Drug  and  Cosmetic  Law  Thi>  law  require"; 
premarket  approval  of  all  new  medical  de- 
vices, requires  compliance  of  devite  manu- 
facturers with  good  manufacturing  practices 
and  authorizes  inspection  of  esiablishmer-us 
which  manufacture  devices  Implementation 
cf  the  Sherman  Law  has  resulted  in  the  re- 
quirement that  intrauterine  devices  are  sub- 
ject to  premarket  clearance  in  California 


Because  there  are  some  situations  in  which 
regulation  of  devices  by  Slates  and  locali- 
ties would  constitute  a  useful  supplement  to 
Federal  regulation,  the  reported  bill  author- 
izes a  State  or  political  subdivision  thereof 
to  petition  the  Secretary  for  exemptions  from 
the  bill's  general  prohibition  on  non-Pederal 
regulation  Under  this  provision,  the  Secre- 
tary may  authorize  imposition  of  a  State  or 
lo:al  requirement  on  a  device  If  he  finds  U) 
that  the  requirement  is  more  stringent  than 
a  requirement  under  the  Federal  Food.  Drug, 
and  Cosmetic  Act  or  i2)  that  it  is  required 
bv  comoelling  local  conditions  and  compli- 
ance with  the  requirement  would  not  cause 
the  device  to  be  In  violation  of  a  require- 
ment under  '.he  Act.  ' 

In  the  Committee  s  view,  requu-ements  Im- 
posed under  the  California  statute  serve  as 
an  example  of  requirements  that  the  Secre- 
tary should  authorize  to  be  continued  i  pro- 
vided any  application  submitted  by  a  State 
meets  requirements  pursuant  to  the  reported 
bill)    (HR    94  853.  p    45)  . 

The  Food  and  Drug  Administrauon 
published  in  the  Federal  Register  of 
February  15.  1977.  two  documents  in 
which  the  application  of  section  521  was 
relevant.  The  first  of  these  documents 
was  a  final  rule  t42  FR  9285'  establish- 
ing regulations  relating  to  professional 
and  patient  labeling  and  conditions  for 
sale  of  hearing  aids.  The  second  was  a 
propKJ.sed  regulation  i42  FR  9186'  relat- 
ing to  an  application  for  exemption 
from  Federal  preemption  filed  by  the 
State  of  California,  In  the  process  of  pre- 
paring these  documents,  the  scope  of  the 
preemption  provision  of  section  521  sur- 
faced as  a  significant  issue. 

Tlie  Commissioner  of  rood  and  Drugs 
addresses  the  issue  of  the  scope  of  pre- 
emption in  proposed  5  808  1.  Consistent 
witii  his  understanding  of  the  intent  of 
Congress,  the  Commissioner  has  nar- 
rowly construed  Uie  preemption  provi- 
sions so  that  section  521 'a  i  of  the  act 
preempts  Stale  and  local  requirements 
only  when  a  particular  Federal  require- 
ment becomes  applicable  to  a  particular 
device  by  operation  of  the  act  This 
avoids  disruption  of  vital  State  and  lo- 
cal programs  relating  to  the  regulation 
of  medical  devices  and  reduces  the  po6- 
sibility  of  a  regulatory  hiatus  that  could 
result  if  State  or  local  requirements  were 
con'^idered  preempted  prior  lo  ine  time 
FDA  impiemented  Federal  requirements 
The  potential  for  such  a  regulatory  void 
is  real  since  it  will  require  several  years 
for  FDA  to  implement  fully  its  device 
regulatory   programs 

Scope  or  Reci'lations 

Proposed  5  808  1  describes  the  scope 
of  the  regulation  Section  521 1 a'  of  the 
act  provides  that  effective  on  the  date  of 
enactment  of  the  Medical  Device  Amend- 
ments of  1976  iMay  28  1976'.  no  State  or 
political  subdivision  of  a  Stale  may  es- 
tablish or  continue  m  effect  any  require- 
ment having  the  force  and  effect  of  law 
with  respect  to  a  device  mtended  for  hu- 
man use  which  is  different  from,  or  m 
addition  to.  any  requirement  applicable 
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to  such  device  under  the  act  The  Com- 
missioner concludes  that  Congress  in- 
tended section  521' a)  to  preempt  State 
or  local  requirements  applicable  to  medi- 
cal devices  onlv  when  a  particular  Fed- 
eral requirement  becomes  applicable  to  a 
particular  device  by  operation  of  the  act. 
thereby  making  any  existing  divergent 
State  or  local  requiremcits  "different 
from  or  in  addition  to"  FDA  require- 
ments 

Therefore,  a  preempting  FDA  require- 
ment will  become  applicable  to  a  device 
within  the  meaning  of  section  521  lai 
only  after  FDA  takes  a  resrulatorv  or  ad- 
ministrative action  involvin£i  the  aopli- 
cation  of  a  particular  requirement  of  the 
act  to  a  particular  device  For  example, 
as  noted  in  the  recent  regulation  relating 
to  professional  and  patient  labeling  and 
conditions  for  sale  of  hearing  aids.  State 
or  local  requirements  that  relate  to  such 
labeling  requirements  or  conditions  for 
sale  will  be  preempted  by  section  521  ia> 
on  the  effective  date  of  the  h°aring  aid 
regulation.  August  15.  1977.  unless-,  the 
State  or  local  requirement.-  are  sub- 
stantially identical  to  the  Federal  re- 
quirements The  Commissioner  notes,  as 
discus.sed  below,  that  State  and  local  gov- 
ernments may,  pursuant  to  spction  521 
'b'  of  the  act.  apply  to  FDA  for  an  ex- 
exmption  from  th?  preemption  of  section 
521 'ai  for  those  Slate  or  local  require- 
ments that  differ  from  FDA  require- 
ments 

The  Commissioner  also  concludes  that 
Congress  did  not  intend  to  preemnt  a 
number  of  categories  of  State  or  local 
requirements  that  are  concerned  with 
medical  devices.  The  primary  example  of 
these  are  State  or  local  requirements 
that  are  equal  to  or  substantially  identi- 
cal to  .  i.e  ,  not  "different  from."  require- 
mmts  imposed  by  the  act.  Proposed 
§  808  1 1  d  I  lists  a  number  of  State  or  local 
requirements  that  FDA  does  not  regard 
as  preempted  by  section  521: 

1  Section  521ia>  does  not  preempt 
State  or  local  requirements  of  general 
applicabilitv  that  relate  only  incidentally 
to  medical  devices  Included  in  thLs  cate- 
gorv  are  general  fire  and  electrical  cod^s, 
the  Uniform  Commercial  Code  warranty 
requirements,  and  State  or  local  unfair 
trade  practice  laws  and  regulations 
whose  requirements  applv  to  commodi- 
ties in  addition  to  medical  devires.  It  Ls 
clear  that  (Congress  was  concerned  that 
if  a  substantial  number  of  differing  re- 
quirements applicable  to  devices  were 
imposed  by  jurisdictions  other  than  the 
Federal  government,  interstate  com- 
merce would  b'?  unduly  burdened  'H  R 
94-853.  p  45i  There  is  no  indication  in 
the  legislative  history  of  section  521. 
however,  that  Congress  intended  that  the 
section  would  preempt  general  purpose 
safety  codes  and  similar  statutes  that 
only  incidentallv  applv  to  devices.  It  is 
the  Commissioner's  opinion  that  .section 
521iai  was  intended  to  preemnt  onlv 
those  State  or  local  laws  that  directlv 
and  speci'icallv  relate  to  devices. 

2  Section  521  >  a '.  by  its  terms,  applies 
only  to  those  State  or  local  requirement's 
that  are  "different  from,  or  in  addition 
to"  FDA  requirements.   Accordingly,  as 


indicated  above,  the  Commissioner  con- 
cludes that  the  provision  does  not 
preem-t  those  State  or  local  require- 
ments that  are  equal  to  or  substantially 
identical  to  FDA  requirements. 

3  The  Commissioner  also  concludes 
that  section  521(ai  does  not  preempt 
State  and  local  permits,  licenses,  regis- 
trations, certifications,  or  other  require- 
ments relating  to  the  approval  or  sanc- 
tions of  the  practice  of  medicine,  den- 
tistry, optometry,  pharmacy,  nursing, 
podiatry,  or  any  other  of  the  healing 
arts  or  allied  medical  sciences  or  re- 
lated professions  or  occupations.  Such 
regulations  are  not  directly  applicable 
to  devices  within  the  meaning  of  the 
act  and.  therefore,  are  not  preempted. 
However,  as  noted  in  proposed  §  808.1  (d> 
(3>.  FDA  may  issue  regulations  relating 
to  restrictions  on  the  distribution  and 
use  of  medical  devices  in  research  be- 
yond those  prescribed  in  State  and  local 
requirements  Such  regulations  are  au- 
thorized under  the  act  by  sections  520(e) 

I  "Restricted  Devices")  and  520(gi 
'"Exemption  for  Devices  for  Investiga- 
tional Use")  (21  use.  360jte)  and  (g)  ) . 
In  such  instances,  FDA  regulations  would 
preempt  any  conflicting  State  or  local 
restrictions. 

4  Section  521  la'  does  not  preempt 
those  requirements  of  a  State  or  local 
government  that  are  related  to  condi- 
tions under  which  public  funds  may 
be  used  to  purchase  devices  or  to  reim- 
buse  suppliers  under  third-party  pay- 
ment programs  In  addressing  this  is- 
sue in  the  February  15.  1977.  hearing  aid 
regulation,  the  Commissioner  noted: 

The  Commissioner  has  also  determined 
that  the  preemption  provision  of  section 
521 1 a)  of  the  act  does  not  apply  to  rules 
or  requirements  established  by  Federal. 
State  or  local  agencies  to  control  the  ex- 
penditure of  public  funds  for  purchasing 
hearing  aids  and  hearing  health  care  serv- 
ices for  the  hearing  impaired.  I.e.,  third- 
party  payment  programs.  Such  requirements 
often  establish  standards  for  the  screening 
and  diagnosis  of  Individuals  who  will  re- 
ceive hearing  aids  through  publicly  funded 
pro-ams  These  standards  are  to  ensure  the 
proper  use  of  public  funds.  It  Is  the  Commls- 
.sloner's  view  that  such  rules  and  require- 
ments for  the  expenditure  of  public  funds 
for  hearing  aids  are  payment  criteria  estab- 
lished by  the  payer  or  purchaser  and  do 
not  represent  "requirements  with  respect  to 
a  device"  within  the  meaning  of  section 
521(a)  of  the  act. 

5.  Sectior\  521(a)  does  not  preempt 
general  State  or  local  law  provisions  gov- 
erning the  enforcement  of  requirements 
applicable  to  medical  devices.  Such  gen- 
eral enforcement  provisions  are  not 
themselves  requirements  applicable  to 
medical  devices  within  the  meaning  of 
section  521(a)  of  the  act  However,  as 
noted  in  propo.-^d  5  808.1(d)(6).  FDA 
may  issue  regulations  relating  to  records 
and  reports  and  good  manufacturing 
practices  tliat  are  more  restrictive  than 
State  or  local  laws.  Such  regulations  are 
authorized  under  the  act  by  sections  519. 
"Records  and  Reports  on  Devices,"  and 
520if'.  "Good  Manufacturing  Practice 
Requirements"  (21  U.S.C  360i  and  360j 
( f '  )    In  such  iristance.  FDA  regulations 


would  preempt  any  conflicting  State  or 
local  restrictions.  Also,  as  noted  in  the 
regulation  proposed  February  15,  1977, 
relating  to  the  application  submitted  by 
the  State  of  California: 

The  Commissioner  notes  that  there  are 
certain  other  provisions  of  the  California  law 
that  are  different  from  current  Federal  re- 
quirements, but  that  are  not  regarded  as 
requirements  with  respect  to  a  device  within 
the  meaning  of  section  521  of  the  act  ^nd 
thus  are  not  regarded  by  the  Commissioner 
its  preempted  under  section  521(a)  of  the 
act.  Examples  are  enforcement  provisions 
such  as  requirements  that  State  Inspection 
be  permitted  of  factorv*  records  concerning 
all  devices,  registration  and  licensing  require- 
ments for  manufacturers  and  others,  and  pro- 
hibition of  manufacture  of  devices  In  un- 
licensed establishments  and  of  manufacture 
of  adulterated  or  mlsbranded  devices. 

6.  Section  521(a)  does  not  preempt 
State  or  local  provisions  relating  to  the 
delegation  of  authority  within  State  or 
local  governments. 

7.  Section  521 'a'  does  not  preempt 
State  or  local  requirements  relating  to 
the  raising  of  revenue  or  the  charging  of 
fees  for  services  or  regulatory  programs, 
such  as  registration  fees  for  (device  man- 
ufacture or  distribution  charged  by  a 
number  of  States. 

8.  Finally,  the  Commissioner  notes 
that  a  number  of  States  have  enacted 
laws  or  implemented  rules  or  regulations 
under  other  Federal  statutes.  Examples 
of  such  Federal  statutes  include  the 
Atomic  Energy  Act  of  1954  (42  U.S.C. 
2011  notei.  the  Radiation  Control  for 
Health  and  Safety  Act  of  1968  'Pub.  L. 
90-602  (42  use.  263b  et  seq  )  ) .  and  the 
Occupational  Safety  and  Health  Act  of 
1970  (29  use  651  et  seq).  As  noted 
earlier,  it  Ls  the  Commissioner's  opinion 
that  the  legislative  history  of  section 
521(a)  indicates  that  Congress  intended 
the  section  to  preempt  State  or  local  re- 
quirements applicable  to  medical  devices 
only  when  an  FDA  requirement  becomes 
applicable  to  a  particular  device  by  op- 
eration of  the  act.  FDA  has  not  yet  es- 
tablished any  requirements  for  devices 
under  the  act  of  the  kind  covered  by 
State  radiations  program  requirements 
that  have  l>een  developed  under  the 
Atomic  Fnerey  Act  of  1954  and  the  Radi- 
ation Control  for  Health  and  Safetv  Act 
of  1968.  Furthermore  while  FDA  has 
already  established  under  the  latter  act 
radiation  safeH-  performance  standards 
for  medical  devices  that  are  electronic 
products,  any  corresponding  State  stand- 
ards must  be  identical  to  those  of  FDA. 
thus  alleviating  Congress'  concern  that 
differing  requirements  imposed  by  juris- 
dictions other  thftn  the  Federal  Govern- 
ment might  unduly  burden  interstate 
commerce.  Accordingly,  such  existing 
State  or  local  requirements  are  not  now 
preempted  by  section  521 'a)  of  the  act. 

At  some  future  time.  FDA  mav  take 
steps  to  implement  Federal  requirements 
applicable  to  these  types  of  devices  which 
will  result  in  the  preemption  of  existing 
State  radiation  or  other  program  re- 
quirements. If  this  occurs,  affected  States 
may  petition  FDA  for  exemption  as  pro- 
vided in  section  521(b)    of  the  act    To 
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alert  State  and  local  governments  of  such 
possibilities,  future  Federal  Register 
announcements  of  FDA  actions  under 
the  act  that  involve  medical  devices  will 
discuss  the  preemption  impact  of  the 
proposed  actions  on  differing  or  addi- 
tional State  or  local  requirements  in- 
cluding those  requirements  imposed  by 
States  under  the  purview  of  other  Fed- 
eral statutes. 

The  Conmiissioner  notes  that  under 
proposed  §808  lie).  FDA  has  the  au- 
thority to  determine  initially  whether  a 
State  or  local  requirement  is  equal  to  or 
substantially  identical  to  a  requirement 
under  the  act.  i.e..  to  make  the  initial 
determination  of  whether  a  State  or  local 
requirement  applicable  to  a  device  is  pre- 
empted. However,  the  State  and  local 
governments  have  a  concurrent  obliga- 
tion to  seek  advice  from  FDA  with  re- 
spect to  their  own  particular  statutes, 
rules,  and  regulations  to  determine 
whether  these  are  preempted  and  if  so.  to 
seek  exemptiors  from  preemption  when 
necessary  and  when  desired  by  these 
jurisdictions. 

The  Commissioner  may  grant  an  ap- 
plication for  exemption  from  preemption 
if  he  determines  that  ( 1 '  the  require- 
ment for  which  the  exemption  is  sought 
is  more  stringent  than  a  requirement  un- 
der the  act  applicable  to  the  device,  or 
that  ( 2 '  the  requirement  is  required  by 
compelling  Focal  conditions  existing  in 
the  State  or  local  commumtv  and  com- 
pliance with  the  requirement  would  not 
cause  the  device  to  be  in  violation  of  any 
applicable  Federal  requirement  under 
the  Federal  Food.  Drug,  and  Cosmetic 
Act.  The  Commissio-^er  notes  that  the 
granting  of  an  eemption  to  a  State  or 
local  requirement,  i  e..  the  reinstatement 
of  such  State  cr  local  laws,  has  no  bear- 
ing on  the  force  and  effect  of  the  con- 
current Federal  requirements  under  the 
Federal  Foxi,  Drug,  and  Cosmetic  Act. 
The  Federal  requirements  apply  regard- 
less of  whether  the  State  or  local  require- 
ments are  preempted.  The  Commissioner 
notes,  parenthetically,  that  under  Article 
VI  of  the  Constitution,  when  a  State 
regulation  stands  side  by  side  with  a 
Federal  regulation  on  the  same  topic,  the 
State  law  must  yield  to  the  Federal  re- 
quirement when  there  is  a  direct  conflict 
between  the  two.  See  Chemical  Special- 
ties Manufacturers  Assn.  v  Clark,  482  F. 
2d  325  11973'.  citing  Florida  Lime  and 
Avocado  Growers,  Inc.  v.  Paul.  373  US. 
132  (1963).  Such  preemption  occurs  by 
operation  of  basic  principles  of  constitu- 
tional law  independent  of  the  provisions 
of  a  specific  statute  addressing  the  issue 
such  as  section  521  of  the  act. 

Definitions 

The  Commissioner  has  defined  the 
term  "compelling  local  conditions"  in 
proposed  5  808  3(b)  to  include  any  fac- 
tors, considerations  or  circumstances 
prevailing  in,  or  characteristic  of.  the 
geographical  area  or  population  of  the 
State  or  political  subdivision  to  justify 
exemption  from  preemption.  A  com- 
pelling local  condition  must  be  sufficient 
to  meet  the  general  congressional  intent 
of  preventing  unnecessary  multiple  gov- 


ernmental requirements  that  could  un- 
duly burden  interstate  commerce  The 
local  condition  or  conditions  must  be 
sufficiently  compelling  to  make  the  dif- 
ferent or  additional  State  or  local  re- 
quirement necessary,  and  thus,  not  un- 
duly burdensome  to  uiterstate  commerce. 
The  definition  of  "State"  .'n  proposed 
§  808.3(ei  is  broader  than  the  definition 
of  State  under  the  act.  The  Commis- 
sioner notes  that  the  congressional  in- 
tent in  section  521 'a<  is  to  address  the 
question  of  preemption  of  all  Jurisdic- 
tions other  than  the  Federal  govern- 
m'nl.  and  accordingly  the  def nition  has 
been  expanded  to  include  the  various 
terntones  of  the  United  Stalet. 

Advisory  Opinions 

Proposed  5  808  5  establishes  proce- 
dures by  which  a  State  or  political  sub- 
division, or  any  other  interested  person, 
may  request  an  advisory  opinion  from 
FDA  concerning  any  general  matter  re- 
lating to  the  preemption  of  a  SUte  or 
local  regulation  relating  to  medical  de- 
vices. The  procedures  relating  to  fuch 
an  advisory  opinion  are  thoee  estab- 
lished in  the  FDA  procedural  regulatic«i 
under  §10  85  Advisory  opinions  '21 
CFR  10.85,  formerly  §  2  19  prior  to  re- 
codification published  in  the  Federal 
Register  of  March  22.  1977  '42  FR 
155531  1. 

The  Commissioner,  in  his  discretion, 
also  may  treat  a  request  for  an  advisory 
opinion  as  an  apphcation  for  an  exemp- 
tion from  preemption.  Ordiiianly,  this 
would  be  done  only  after  consulution 
with  the  State  or  political  subdivision 
involved.  The  purpose  of  this  provision 
is  to  expedite  the  proceedings  when  the 
Commissioner  tentatively  concludes  that 
an  existing  or  proposed  State  or  local  re- 
quirement is  preempted  by  section  521 
(a)  of  the  act.  and  the  Commi.ssioner 
also  has  tentatively  determined  that  an 
application  for  exemption  should  receive 
favorable  consideration.  This  will  per- 
mit the  processing  of  such  application 
for  exemption  without  any  additional 
submissions  by  the  State  or  political 
subdivision. 

The  Commissioner  also  may  issue  an 
advisory  opinion  relatmg  to  the  impact 
of  section  521  upon  particular  State  or 
local  requirements  when  he  determines. 
after  consideration  of  an  application  for 
exemption,  that  a  State  or  local  require- 
ment is  not  preempted  becau.se  it  (1> 
is  equal  to  or  substantially  identical  to 
an  FDA  requirement,  or  (2)  is  not  "a 
requirement"  applicable  to  a  device 
within  the  meaning  of  section  521  or  be- 
cause there  is  no  such  particular  FDA 
requirement  applicable  to  the  device. 
Examples  of  the  latter  category  of  items 
are  discussed  above  in  the  consideration 
of  the  scope  of  section  521. 

An  advisory  opinion  might  also  be 
sought  or  issued  when  a  State  or  local 
government  is  contemplating  the  issu- 
ance of  a  statute  or  regulation.  In  such 
cases,  the  advisory  opinion  could  address 
the  question  of' whether  the  rule  or  reg- 
ulation as  proposed  would  be  preempted 
by  section  521(ai.  and.  more  impor- 
tantly, if  it  would  be  preempted,  whether 


the  Commissioner  is  inclined  to  grant 
an  exemption  from  preemption  as  per- 
mittt'd  by  section  521 'b*  of  the  act 

Application  for  Exemption  From 
Preemption 

Proposed  S  808.20  contains  the  proce- 
dures by  which  a  State  or  a  political 
subdivision  may  apply  to  FDA  for  an  ex- 
emption from  preemption.  An  exemption 
will  be  granted  only  for  those  device-re- 
lated requirements  that  have  the  force 
and  effect  of  law.  i.e.,  have  been  enacted. 
promulgated  or  issued  in  final  form. 
However,  an  application  may  be  sub- 
mitted after  the  establishment  of  the 
statute  or  regulation  by  the  State  or  lo- 
cal government,  but  before  the  effective 
date  of  the  requirement. 

It  Ls  proposed  that  the  application  for 
exemption  be  in  the  form  of  a  letter  to 
the  Commissioner  siixned  by  an  indi- 
vidual authorized  to  request  the  exemp- 
tion on  behalf  of  the  State  or  political 
subdivision  The  letter  must  be  accom- 
panied by  sufBrlent  information  and 
data  to  enable  FDA  to  make  the  deter- 
minations required  by  law:  whether  tlie 
statute  in  question  is  preempted  by  sec- 
tion 521(ai  and.  If  so.  whether  the  Com- 
missioner should  grant  the  exemption  as 
provided  m  section  521 'b».  Included  in 
Uie  material  that  must  be  submitted  are 
copies  of  the  relevant  statutes,  rules, 
regulations,  or  ordinances,  including  ref- 
erence to  the  dates  of  enactment  or 
issuance  in  final  form.  The  Commis- 
sioner also  proposes  to  require  the  sub- 
mission of  copies  of  relevant  background 
material  including  legislative  histories, 
hearing  reports,  and  similar  materials 
to  enable  the  Commissioner  to  determine 
the  intent  of  the  State  or  local  ordinance 
or  statute.  The  Commissioner  also  must 
know  whether  the  statute,  rule,  or  regu- 
lation has  been  subject  to  judicial  or 
administrativft  interpretations  that  givs 
it  legal  meanings  within  the  State  or 
political  subdivision  that  are  not  readily 
apparent  from  the  face  of  the  document. 
If  such  judicial  or  administrative  deter- 
minations have  been  made,  copies  of 
these  opinions  must  be  submitted  to 
FDA 

Section  521  (bt  of  the  act  permits  the 
Commissioner  to  grant  an  exemption 
only  when  he  determines  that  ( 1 »  the 
requirement  is  m'ore  stringent  than  a 
requirement  under  the  act  applicabl*  to 
a  device  or  (2i  that  the  State  or  local 
requirement  is  required  by  compelling 
local  conditions  and  compliance  wiUi  the 
requirement  would  not  cause  the  dt\ice 
to  be  in  violation  of  any  applicable  Fed- 
eral requiremen*  under  the  Federal  r'ood. 
Drug  anr.  CosmtMc  Act.  The!«c  two  al- 
ternative bases  for  granting  an  exemp- 
tion must  be  addressed  in  detail  in  ."sub- 
missions made  by  the  State  or  local 
governments  to  FDA  The  name  and  title 
of  the  chief  administrative  or  legal  offi- 
cer of  the  State  or  local  agency  that  has 
the  primary  responsibility  for  the  ad- 
ministration of  the  requirement  in  ques- 
tion also  must  be  furnished.  This  will 
provide  FDA  with  a  contact  person  who 
can  exneditiously  resolve  questions  of 
fact  or  interpretation  not  resolved  by  the 
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submissions  accompanying  the  applica- 
tion, and  who  can  correct  other  defi- 
ciencies, if  any.  in  the  application. 

There  may  be  situations  in  which  a 
State  or  local  government  is  involved  in 
litigation  regarding  the  applicability  of 
a  preempted,  or  arguably  preempted. 
State  or  local  requirement  applicable  to 
a  device.  In  such  cases,  the  State  or  local 
government  should  indicate  this  to  the 
Commissioner  and  request  an  exnedited 
action  on  its  application,  as  provided  in 
proposed  §  808.20*d>. 

Procedures  for  PRorEssiNC,  an 
Application  for  Exemption 

Proposed  5  808  30  contains  the  proce- 
dures by  which  FDA  will  process  an  ap- 
plication for  exemption  from  preemption 
submitted  in  accordance  with  proposed 
§  808.20  Upon  receipt  of  an  application, 
the  Commissioner  shall  notify  the  State 
or  local  government  involved  and  inform 
it  of  any  deficiencies  in  the  apnlication 
as  submitted.  Thereafter,  the  Commis- 
sioner shall  review  the  application  to  de- 
termine whether  to  grant  or  deny  an 
exemption  from  preemption. 

The  Commissioner's  decision  either  to 
grant  or  to  deny  a  State  or  local  govern- 
ments  application  for  preemption  will 
be  published  as  a  notice  of  proposed  rule 
making  in  the  Federal  Register.  This 
proposed  regulation  would  pro\  ide  an  op- 
portunity for  the  State  or  political  sub- 
division, or  other  interested  persons, 
such  as  affected  manufacturers,  distribu- 
tors, trade  associations,  or  consumer 
groups,  to  submit  written  comments  con- 
cerning the  proposed  regulation  within 
the  period  of  time  prescribed  in  the  pro- 
posal Generally.  60  days  will  be  allowed 
for  submission  of  comments,  although 
for  good  cause,  e.g..  upon  a  request  for 
expedited  consideration  of  an  applica- 
tion where  litigation  is  pendint;,  the 
Commissioner  may  provide  for  a  shortei' 
comment  period 

The  Commissioner  shall  a'so  publish 
in  the  Federal  Register  a  notice  of  op- 
portunity for  an  informal  oral  hearing 
This  hearing  is  a  Priblic  Hearing  Before 
the  Commussioner  as  provided  in  Part 
15  of  the  FDA  procedural  reguhitions  i21 
CFR  Part  1.5  formerly  Subpart  E  of  Part 
2.  prior  to  recodification  published  in  the 
Federal  Register  of  March  22  1977  i42 
PR  1555311.  and  is  a  legislative  type 
hearing.  The  procedures  set  out  in  Part 
15  will  govern  at  such  hearings 

A  request  Jor  an  oral  hearing  must  be 
submitted  to  the  Hearing  Clerk.  Food 
and  Drug  .Administration,  within  the 
time  nre-^rnbed  in  the  Federal  Register 
notice  This  request  also  must  include  a 
com*plete  explanation  of  why  an  oral 
hearing,  rather  than  the  submLssion  of 
written  comments.  Ls  essential  to  the 
presentation  of  views  on  the  application 
and  the  resolution  of  any  i.ssues  relating 
to  the  exemption  from  preemption  set 
out  in  the  protxised  regulation. 

If  a  timelv  request  for  an  oral  hearing 
IS  made,  and  the  Commissioner  deter- 
mines that  such  request  is  in  the  public 
interest,  he  may  grant  a  reauest  by  pub- 
lishing a  notice  of  the  hearing  in  accord- 


ance with  §  15.20(e>  (21  CFR  15.20<e). 
formerly  §  2.401  le).  prior  to  recodifica- 
tion published  in  the  Federal  Register 
of  March  22.  1977  (42  FR  15553»t.  The 
scope  of  any  such  hearing  would  be 
limited  to  matters  relevant  to  the  appli- 
cation for  exemption. 

If  a  request  for  an  oral  hearing  is  not 
timely  made,  or  if  a  notice  of  appear- 
ance is  not  filed  in  accordance  with 
§  15.21  (21  CFR  15.21.  formerly  5  2.402. 
prior  to  recodification  published  in  the 
Federal  Register  of  March  22,  1977  (42 
FR  15553'  » ,  the  Commissioner  shall  de- 
termine whether  to  grant  the  applica- 
tion based  on  all  written  comments  sub- 
mitted. Following  this  determination,  a 
final  regulation  shall  be  published  in  the 
Federal  Register. 

The  Commissioner,  after  considering 
the  written  comments  and  the  record  of 
oral  hearing,  if  any.  shall  publLsh  a  final 
rule  in  the  Federal  Register  indicating 
anv  requirement  in  the  application  for 
which  exemption  from  preemption  is 
granted  by  the  Commissioner,  or.  where 
appropriate,  conditionally  granted,  and 
any  requirement  for  which  exemption 
from  preemption  is  not  granted.  These 
would  be  codified  in  proposed  5  808.40. 
and  listed  under  the  name  of  the  State 
or  local  government.  In  granting  an  ap- 
plication for  exemption,  the  Commis- 
sioner mav,  where  necessary,  make 
such  exemption  conditional  on  the  State 
or  local  jurisdiction  following  certain 
procedures  or  requirements. 

The  Commissioner  mav  only  grant  an 
application  for  exemption  when  he  de- 
termines either  that  the  State  or  local 
requirement  is  more  stringent  than  a 
requirement  under  the  act  applicable  to 
a  device,  or  that  the  requirement  is  re- 
quired by  compelling  local  conditions 
and  compliance  with  the  requirement 
would  not  cause  the  device  to  be  in  vio- 
lation of  anv  requirement  under  the  act. 
The  Commi.'^sioner  shall  not  grant  an 
application  for  exemption  if  he  deter- 
mines that  the  application  does  not  meet 
one  of  these  two  criteria. 

The  Commissioner  notes  that  an  ad- 
vi.sory  opmion  granted  pursuant  to  pro- 
posed ;  808  5  or  a  rule  issued  pursuant 
to  proposed  5  808.30(gi  (whether  grant- 
ng  or  denying  an  application  for  ex- 
emption from  preemption'  constitutes 
final  agency  action  and  is  subject  to 
judicial  review.  See  §  10.45  of  FDA  pro- 
cedural regulations  (21  CFR  10.45,  for- 
Tierlv  ?  2  11.  prior  to  recodification  pub- 
lished in  the  FEDER^L  Register  of  March 
22   1977  142  FR  15553^  >. 

Revocation  or  an  Exemption 

Proposed  5  808  35ia>  states  that  an 
exemption  from  preemption  remains  in 
effect  until  the  Commissioner  by  reg- 
ulation revokes  the  exemption  for  the 
reasons  given  in  proposed  §  808.33(b> 
as  follows : 

First,  an  exemption  may  be  revoked 
upon  the  effective  date  of  a  newly  estab- 
lished FDA  requirement  under  the  Fed- 
eral Food.  Drug,  smd  Cosmetic  Act 
which,  in  the  Commissioner's  view,  ad- 
dresses the  objectives  of  the  exempt  re- 


quirement and  which  Ls  described,  when 
issued,  as  preempting  a  previously  ex- 
empt State  or  local  requirement.  An  ex- 
ample of  the  application  of  this  provi- 
sion is  noted  in  the  recently  published 
regulation  relating  to  professional  and 
patient  labeling  and  conditions  for  sale 
of  hearing  aids.  If.  at  the  time  of  issu- 
ance of  these  regulations,  an  exemption 
from  preemption  had  been  in  effect  for 
State  and  local  requirements  relating  to 
such  requirements  for  hearing  aids,  the 
State  and  local  requirements  would 
nevertheless  have  been  preempted  upon 
the  issuance  of  the  FD.A  hearing  aid 
regulations.  (See  the  February  15.  1977 
hearing  aid  regulation,  at  p   9293.) 

Second,  an  exemption  may  be  revoked 
upon  a  finding  that  there  has  been  a 
change  in  the  circumstances  upon  which 
the  exemption  was  originally  granted  by 
the  Commissioner  For  example,  there 
may  no  longer  be  compelling  State  or 
local  conditions  that  justify  the  con- 
tinued additional  burdens  on  interstate 
commerce  resulting  from  the  granting 
of  the  exemption. 

Third,  an  exemption  may  be  revoked 
if  it  is  determined  that  a  condition 
placed  on  the  exemption  has  not  been 
met  or  is  no  longer  being  met 

Fourth,  an  exemption  may  be  revoked 
if  the  State  or  local  jurisdiction  involved 
fails  to  comnly  with  the  requirements  of 
proposed  5  808  20'c>(6)  concerning  the 
submission  of  any  records  with  respect 
to  the  administration  of  any  requirement 
which  is  the  subject  of  an  exemption  or 
an  aoplication  for  an  exemption  from 
preemntion  under  thus  part.  The  Food 
and  Drug  Administration  may  deter- 
mine that  it  is  necessary  to  know  how  a 
requirement  subject  to  an  exemption  is 
being  administered  'or  not  adminis- 
tered) in  a  way  that  is  inconsistent  with 
the  basis  for  initially  granting  the  ex- 
emption. Also.  FDA  must  be  able  to  de- 
termine if  a  requirement  is  no  longer  re- 
quired by  comoelling  local  conditions 
Moreover,  if  FD.A  granted  a  State  or  lo- 
cality an  exemption  for  a  regulatory  pro- 
gram that  Ls  in  addition  to  a  Federal 
regulation,  and  decided  simultaneously 
to  await  results  of  a  State  program  be- 
fore undertaking  a  similar  program,  the 
agency  may  need  to  know  how  the  State 
or  local  program  is  administered  to  en- 
sure the  correctness  of  its  decision  not  to 
enter  the  field  itself  because  of  the  ade- 
quacy of  the  State  program. 

Fifth,  an  exemption  may  be  revoked 
if  a  State  or  kx-al  jurisdiction  to  whom 
the  exemption  was  originally  granted  re- 
quests FDA  to  revoke  the  exemption. 

Sixth,  an  exemption  may  be  revoked  If 
the  Commissioner  determines  that  the 
exemption  is  no  longer  in  the  best  inter- 
est of  the  public  health. 

The  procedures  for  revoking  an  ex- 
emption shall  be.  in  general,  the  same  as 
those  for  granting  an  exemption  as  pro- 
vided in  proposed  5  808.25.  The  Commis- 
sioner may.  however,  permit  modifica- 
tions in  the  requirements  related  to  the 
s\ibmission  of  documents  and  other  ma- 
terials to  avoid  unnecessary  submissions 
and  to  expedite  the  proceedings. 
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Proposed  Amendments  to  Other 
Regulations 

The  Commis.sioner  is  proposing  tech- 
nical amendments  to  Part  15.  relating  to 
administrative  functions,  practices,  and 
procedures,  and  to  Part  25.  relating  to 
environmental  impact  considerations,  to 
make  them  consistent  with  proposed 
Part  808  Specifically.  ?§  15.1  and  25  1 
would  be  amended  by  inserting  appli- 
cable references  to  preemption  exemp- 
tion regulations. 

Proposed  Effective  Date 

The  Commissioner  proposes  to  make 
the  final  regulations  relating  to  this  pro- 
posal effective  60  days  after  their  date 
of  publication  in  the  Federal  Register. 

The  Commissioner  has  carefully  con- 
sidered the  economic  impai't  of  the  pro- 
posed regulations  as  required  by  Execu- 
tive Order  11821  ^  amended  by  Executive 
Order  11949'.  OMB  Circular  A-107.  and 
the  Guidelines  issued  by  the  Department 
of  Health.  Education,  and  Welfare,  and 
no  major  economic  impact  has  been 
found.  A  copy  of  the  economic  impact 
assessment  is  on  file  with  the  Hearing 
Clerk.   Food   and   Drug   Administration. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  isecs.  521.  701.  52 
Stat.  1055-1056  as  amended.  90  Stat  574 
(21  use.  360k.  371 '  <  and  under  author- 
ity delegated  to  the  Commissioner  '21 
CFR  5  1'.  it  is  proposed  that  Chapter  I 
of  Title  21  of  the  Code  of  Federal  Regu- 
lations be  amended  as  follows; 

PART  15 — PUBLIC  HEARING  BEFORE  THE 
COMMISSIONER 

1.  In  Pai-t  15.  by  amending  5  15.1  by 
revising  paragraph  'bi  to  read  as 
follows : 

§  15.1      Scope. 

•  *  »  •  • 

(b'  Pursuant  to  specific  provisions  In 
other  sections  of  this  chapter,  a  matter 
pending  before  the  Food  and  Drug  Ad- 
ministration is  subject  to  a  public  hear- 
ing before  the  Commissioner.  Such  spe- 
cific provisions  are  in  5  330.10ia»  (8)  of 
this  chapter  relating  to  review  of  the 
safety,  effectiveness,  and  labeling  of 
over-the-counter  drugs,  and  in  Part  808 
of  this  chapter  relating  to  exemptions 
from  preemption  of  requirements  for 
devices. 


3.  In   Subchapter   H    by  adding  new 
Part  808.  to  read  as  follows- 

PART  808— EXEMPTIONS  FROM  FEDERAL 
PREEMPTION  OF  STATE  AND  LOCAL 
MEDICAL  DEVICE  REQUIREMENTS 


Sec 

808  1 
808  3 
808  5 


PART  25 — ENVIRONMENTAL  IMPACT 
CONSIDERATIONS 

2.  In  Part  25.  by  amending  5  25.1  by 
adding  a  new  paragraph  (d)(6)  to  read 
as  follows: 

§  23.1      .Applicability. 

•  •  •  •  • 

(di    '    •   ° 

(6>  Promulgation  of  a  regulation  ex- 
empting from  preemption  a  requirement 
of  a  State  or  political  subdivision  con- 
cerning a  device,  or  publication  of  a  no- 
tice denying  an  application  for  such  ex- 
emption. 


Subpart  A — General  Provisions 

Scope. 
Definitions. 
Advisory  opinions. 

Subpart  B — Exemption  Procedures 


808  20     Application 

808  25     Procedures  for  processing  an  appUca- 

tlon. 
808  35     Revocation  of  an  exemption. 

Subpart  C — Listing  of  Specific  StaW  and  Local 
Requirements  That  Have  Been  the  Subject  of 
Food  and  Drug  Administration  Action  on  Appli- 
cations for  Exemption  From  Preemption — 
(Reserved] 

,  «  •  •  • 

."^tTHORrry:    Sees    521.   701.  53  Stat    1055- 

105S  aj  amended.  90  Stat,  574  (21  U.S.C  360k. 

371) 

Subpart  A — General  Provisions 
§808.1      Scope. 

(a'  This  part  prescribes  procedures 
for  the  submission,  review,  and  approval 
of  applications  for  exemption  from  Fed- 
eral preemption  of  State  and  local  re- 
quirements applicable  to  medical  devices 
under  section  521  of  the  act. 

-tb)  Section  521(a)  of  the  act  con- 
tains special  provisions  governing  the 
regulation  of  devices  by  States  and  local- 
ities. That  section  prescribes  a  general 
rules  that  after  May  28.  1976.  no  State  or 
political  subdivision  of  a  State  may  es- 
tablish or  continue  in  effect  any  require- 
ment with  respect  to  a  medical  device 
intended  for  human  use  having  the  force 
and  effect  of  law  ( whether  established  by 
sUtute,  regulation,  or  by  court  decision* . 
which  is  different  from,  or  in  addition  to, 
any  requirement  applicable  to  such  de- 
vice under  any  provision  of  the  act  and 
which  relates  to  the  safety  or  effective- 
ness of  the  device  or  to  any  other  matter 
included  In  a  requirement  applicable  to 
the  device  under  the  act. 

(c)  Section  521  (b»  of  the  act  contains 
a  provision  whereby  the  Commissioner  of 
Food  and  Drugs  may.  upon  application 
by  a  State  or  political  subdivision,  allow 
imposition  of  a  requirement  which  is  dif- 
ferent from,  or  in  addition  to,  any  re- 
quirement applicable  under  the  act  to 
.  the  device  (and  which  is  thereby  pre- 
empted) by  promulgating  a  regulation 
in  accordance  with  this  part  exemptmg 
the  State  or  local  requirement  from  pre- 
emption. The  granting  of  an  exemption 
does  not  affect  the  applicability  to  the 
device  of  any  requirements  under  the  act. 
The  Commissioner  may  promulgate  an 
emption  The  granting  of  an  exemption 
requirement  if  he  makes  either  oi  the 
following  findings : 

1 1 1  That  the  requirement  is  more 
stringent  than  a  requirement  under  the 
act  applicable  to  the  device:  or 

(2'  That  the  requirement  is  required 
bv  compelling  local  conditions  and  com- 
pliance with  the  requirement  would  not 
cause  the  device  to  be  in  violation  of  any 
applicable  requirement  under  the  act 


(d^  State  or  local  requirements  are 
preempted  only  when  the  Food  and  E>rug 
Administration  has  established  specific 
counterpart  regulations  or  there  are 
other  specific  requirements  applicable  to 
a  particular  device  under  the  act.  thereby 
making  any  existing  divergent  State  or 
local  requirements  applicable  to  the  de- 
vice different  from,  or  in  addition  to.  the 
specific  Food  and  Drag  .AdminLst ration 
reouirements  There  are  other  State  or 
local  requirements  that  affect  devices 
which  are  not  preempted  by  section  521 
'  a '  of  the  act  because  they  are  not  "re- 
quirements applicable  to  a  device"  within 
the  meaning  of  section  521  la^  The  fol- 
lowing are  ex&mple.s  of  State  or  local  re- 
quirements that  are  not  regarded  as  pre- 
empted bv  .section  521  of  the  act 

ill  Section  521  (a »  does  not  preempt 
State  or  local  requirements  of  general 
applicability  where  the  purpose  of  the 
requirement  relates  either  to  other  prod- 
ucts in  addition  to  devices  (eg  .  require- 
ments such  as  general  electrical  codes. 
and  the  Uniform  Commercial  Code  i  war- 
ranty of  fitness) ,  or  to  unfair  trade  prac- 
tices in  which  requirements  are  not  lim- 
ited to  devices 

(2)  Section  521  <a^  does  not  preempt 
State  or  local  requirements  that  are  equal 
to.  or  substantially  identical  to.  require- 
ments imposed  bv  or  under  the  act 

t3>  Section  521 'a i  doe^  not  preeempt 
State  or  loral  permits,  licea-^es.  registra- 
tions, certificatioas  or  other  require- 
ments relating  to  the  approval  or  sanc- 
tion of  the  practice  of  medicine,  den- 
ti'^t'-v.  optometry,  pharmacy,  nursmg. 
podiafry.  or  any  other  of  the  heallne  arts 
or  allied  medical  sciences  or  related  pro- 
fessions or  occunations  Uiat  administer, 
disnsense.  or  sell  devices  However,  reg- 
ulations Issued  under  sections  520  (e^ 
or  'ffi  of  the  act  may  impose  restrictions 
on  th"  ssle  r!i«tribution  or  u^e  of  a  de- 
vir-e  bevond  tlioi^e  prescribed  in  State  or 
local  requirement*  Tf  there  is  a  conflict 
between  .«uch  restriction^  and  State  or 
local  requirement*,  the  Federal  regula- 
tions shall  prevail. 

(4)  Section  521 'a i  Aofs  not  preempt 
specification.^  in  contracts  entered  into 
by  States  or  localities  for  procurement  of 
devices. 

(5)  Section  521 'a*  does  not  preempt 
criteria  for  pavment  of  State  or  l(x:al 
ohMgations  under  Medicaid  and  similar 
Federal.  State  or  local  health  care  pro- 
grams 

161  Section  521  (a  1  does  not  preempt 
State  or  local  requirements  respecting 
general  enforcement,  eg.,  requirements 
that  State  inspection  be  permitted  of 
factory  records  concerning  all  devices, 
registration  and  licensing  requirements 
for  manufacturers  and  others,  and  pro- 
hibition of  manufacture  of  devices  m  un- 
licensed establishments  and  prohibition 
of  manufacture  of  adulterated  or  mis- 
branded  devices  However.  Federal  regu- 
lations issued  under  sections  519  and  520 
ifi  of  the  act  may  impose  requirements 
for  records  and  reports  and  good  manu- 
facturing practices  beyond  those  pre- 
scribed in  State  or  local  requirements. 
If  there  is  a  conflict  between  such  regu- 
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latlons  and  State  or  local  requirements, 
the  Federal  regulations  shall  prevail 

(7 1  Section  521  a >  does  not  preemot 
State  or  local  provi'^ions  re«:''e"tine  dele- 
gations of  authority  and  related  admin- 
istrative matters  relating  to  devices 

(8i  Section  521  lai  does  not  preemot 
a  State  or  local  reauirement  whose  '^ole 
purpose  is  raisini;  revenue  or  cimrting 
fees  for  services,  registration  or  regula- 
tory programs 

(9'  Section  521  lai  does  not  preempt 
State  or  local  requirements  of  the  tvpe 
that  have  been  developed  under  the 
Atomic  Enerio'  Act  of  1954  '42  U  S  C. 
2011  notei.  as  amended,  the  Radiation 
Control  for  Health  and  Safety  Art  of 
1968  'Pub  L  90-602  '42  VSC  263b  et 
seq.'  1  and  other  Federal  statutes,  until 
such  time  as  the  Food  and  Drue  Admin- 
istration Lssues  specific  requirements 
under  the  Federal  Food.  Drug  and  Cos- 
metic Act  applicable  to  these  types  of 
devices 

lei  It  L«;  th"  responsibility  of  the  Food 
and  Drug  .Administration,  subject  to  re- 
view by  Federal  courts,  to  determine 
whether  a  State  or  local  reauirement  is 
equal  to  or  substantially  identical  to. 
requirements  impased  by  or  under  the 
act.  or  Ls  different  from,  or  in  addition 
to  such  requirements  in  accordance  with 
the  procedures  of  thLs  part.  However  it 
is  the  responsibilitv  of  States  and  roliti- 
cal  subdivisions  to  determine  initially 
whether  to  seek  exemptions  from  pre- 
emption Any  State  or  political  subdi- 
vision whose  requirements  relating  to 
devices  are  preempted  by  section  521  lai 
may  petition  the  CommLssioner  of  Food 
and  Drugs  for  exemption  from  preemp- 
tion, in  accordance  with  the  procedures 
of  this  part. 

§  808.3      Definition*. 

•at  "Act"  means  the  Federal  Food, 
Drug,  and  Cosmetic  Act 

'bi  "Compellmg  local  conditions"  in- 
cludes any  factors,  considerations,  or 
circumstances  prevailing  in.  or  charac- 
teristic of,  the  geocraphic  area  or  popu- 
lation of  the  State  or  political  subdi- 
vision that  justify  exemption  from  pre- 
emption 

ici  "More  stringent"  refers  to  a  re- 
quirement of  greater  restrictiveness  or 
one  that  is  expected  to  aflord  to  those 
who  may  be  exposed  to  a  risk,  of  injury 
from  a  device  a  higher  degree  of  protec- 
tion than  is  afforded  by  a  requirement 
applicable  to  the  device  under  the  act. 

idi  "Political  subdivision"  or  "local- 
ity" means  any  lawfully  recognized  local 
governmental  unit  within  a  State  which 
has  the  authority  to  establish  or  con- 
tinue In  efTect  any  requirement  having 
the  force  and  effect  of  law  with  respect 
to  a  device  Intended  for  human  use 

'e>  "State"  means  a  State,  American 
Samoa,  the  Canal  Zone,  the  Common- 
wealth of  Puerto  Rico,  the  District  of 
Columbia.  Guam.  Johnstj^  Island.  King- 
man Reef,  Midway  Island,  the  Trust 
Territory  of  the  Pacific  Lslands.  the  Vir- 
gin Islands,  or  Wake  Island. 


§  BOB.."}      Advisorr  opinions. 

(a I  Any  State,  political  subdivision,  or 
other  interested  person  may  request  an 
advisory  opinion  from  the  Commissioner 
with  respect  to  any  general  matter  con- 
cerning preemption  of  State  or  local  de- 
vice requirements  or  with  respect  to 
whether  the  Food  and  Drug  Administra- 
tion regards  particular  State  or  local  re- 
quirement.-;, or  proposed  requirements,  to 
be  preem.pted. 

'  1 1  Such  an  advisory  opinion  may  be 
requested  and  may  be  granted  in  accord- 
ance with  5  10  85  of  this  chapter. 

1 2 '  The  Food  and  Drug  Administra- 
tion, In  Its  discretion  and  after  con- 
sultation with  the  State  or  political  sub- 
division, may  treat  a  request  by  a  State 
or  political  subdivision  for  an  advisory 
opinion  as  an  application  for  exemption 
.'rom  preemption  under  §  808.20. 

ibi  The  Commissioner  may  Issue  an 
idvLsory  opinion  relating  to  a  State  or 
local  requirement  on  his  own  initiative 
when  he  makes  one  of  the  following 
determinations: 

1 1 )  A  requirement  with  respect  to  a 
device  for  which  an  application  for  ex- 
emption from  preemption  has  been  sub- 
mitted under  §  808.20  is  not  preempted 
by  section  521 'ai  of  the  act  because  it 
is  w  equal  to  or  substantially  identical 
to  a  requirement  under  the  act  applica- 
ble to  the  device,  or  liii  is  not  a  require- 
ment withm  the  meaning  of  section  521 
of  the  act  and  therefore  Is  not  pre- 
empted : 

1 2 1  A  proposed  State  or  local  require- 
ment with  respect  to  a  device  Is  not 
eligible  for  exemption  from  preemption 
because  the  Stale  or  local  requirement 
has  not  been  issued  in  final  form.  In 
such  a  case,  the  advisory  opinion  may 
Indicate  whether  the  proposed  require- 
ment would  be  preempted  and,  If  it 
would  be  preempted,  whether  the  Food 
and  Drug  Administration  would  propose 
to  grant  an  exemption  from  preemption; 

1 3 '  Issuance  of  such  an  advisory 
opinion  is  In  the  public  interest. 

Subpart  B — Exemption  Procedures 

§  808.20      .Application       for      exemption 
from  prf^mplion. 

ia>  Any  State  or  political  subdivision 
may  apply  to  the  Pood  and  Drug  Admin- 
istration for  an  exemption  from  pre- 
emption for  any  requirement  that  Is 
preempted.  An  exemption  may  only  be 
granted  for  a  requirement  that  has  been 
enacted,  promulgated,  or  Issued  in  final 
form  by  the  authorized  body  or  offlclal 
of  the  State  or  political  subdivision  so 
as  to  have  the  force  and  effect  of  law. 
However,  an  application  for  exemption 
may  be  submitted  prior  to  the  effective 
date  of  the  requirement. 

lb  I  An  application  for  exemption  shall 
t>e  in  the  form  of  a  letter  to  the  Com- 
missioner of  Food  and  Drugs  and  shall 
be  signed  by  an  individual  who  is  au- 
thorized to  request  the  exemption  on  be- 
half of  the  State  or  political  subdivision. 
Pour  copies  of  the  letter  and  anjr  accom- 


pan.vlng  material,  as  well  as  any  subse- 
quent reports  or  correspondence  con- 
cerning an  application,  shall  be  sub- 
mitted to  the  Hearing  Clerk  iHPC-20i, 
Pood  and  Drug  Administration.  5600 
Pishers  Lane,  Rockvllle,  MD  20857.  The 
outside  wrapper  of  any  apDlication,  re- 
port, or  correspondence  should  indicate 
that  it  concerns  an  application  for 
exemption  from  preemption  of  device 
requirements 

(c)  For  each  requirement  for  which 
an  exemption  is  soueht.  the  anplicatlon 
shall  Include  the  following  information 
to  the  fullest  extent  possible,  or  an 
explanation  of  why  such  information  has 
not  been  included: 

(1)  Identification  and  a  current  copy 
of  any  statute,  rule,  regulation,  or  ordi- 
nance of  the  State  or  political  subdivi- 
sion considered  by  the  Slate  or  political 
subdivision  to  he  a  requirement  which  is 
preempted,  with  a  reference  to  the  date 
of  enactment,  nromulgatlon,  or  issuance 
in  final  form.  The  apnlication  shall  also 
include,  where  available,  cooies  of  any 
legislative  history  or  background  mate- 
rials pertinent  to  enactment,  promulga- 
tion or  issuance  of  the  requirement,  in- 
cluding hearing  reports  or  studies  con- 
cerning development  or  consideration  of 
the  reauirement.  If  the  requirement  has 
been  subject  to  any  iudlcial  or  adminis- 
trative Internretations.  the  State  or 
political  subdivision  shall  furnish  copies 
of  such  judicial  or  administrative  inter- 
pretations. 

(2)   A  comparison  of  the  requirement 
of  the  State  or  political  subdivision  and 
any  applicable  Federal  requirements  to 
show  similarities  and  differences. 

(3)  Information  on  the  nature  of  the 
problem  addressed  by  the  requirement  of 
the  State  or  political  subdivision. 

(4)  Identification  of  which  ^or  both) 
of  the  following  bases  Is  relied  upon  for 
seeking  an  exemption  from  preemption: 

(1)  Tne  requirement  is  more  stringent 
that  a  requirement  applicable  to  a  device 
under  the  act.  If  a  State  or  political  sub- 
division relies  upon  this  basis  for  exemp- 
tion from  preemption,  the  application 
shall  include  information,  data,  or  mate- 
rial indicating  how  and  why  the  require- 
ment of  the  State  or  political  subdivision 
is  more  stringent  than  requirements 
under  the  act, 

^ii)  The  requirement  is  required  by 
compelling  local  conditions,  and  compli- 
ance with  the  requirement  would  not 
cause  the  device  to  be  In  violation  of  any 
applicable  requirement  under  the  act.  If 
the  State  or  political  subdivision  relies 
upon  this  basis  for  exemption  from 
preemption,  the  application  shall  include 
information,  data,  or  material  Indicating 
why  compliance  with  the  requirement  of 
the  State  or  political  subdivision  would 
not  caase  a  device  to  be  In  violation  of 
any  applicable  requirement  under  the  act 
and  why  the  requirement  Is  required  by 
compelUng  local  conditions,  explaining 
in  detail  the  compelling  local  conditions 
that  justify  the  requirement. 
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(5)  The  name  and  the  title  of  the 
chief  administrative  or  legal  officers  of 
that  State  or  local  agency  that  has  pri- 
mary responsibility  for  administration 
of  the  requirement. 

(6 1  When  requested  by  the  Food  and 
Drug  Admmistration.  any  records  con- 
cerning administration  of  any  require- 
ment which  is  the  subject  of  an  exemp- 
tion or  an  application  for  an  exemption 
from  preemption. 

i7)  .Ajiy  otlier  pertinent  information 
respecting  the  requirement  voluntarily 
submitted  by  the  applicant. 

id'  If  litigation  regarduig  applicabil- 
ity of  the  requirement  is  pending,  the 
State  or  political  subdivision  may  so  in- 
dicate in  its  application  and  request  ex- 
pedited  action  on  such  application. 

§  808.25      Piwcdurrs   for   pro<-e«*in»j   an 
appliration. 

t  ai  Upon  receipt  of  an  application  for 
an  exemption  from  preemption  sub- 
mitted In  accordance  with  5  80820,  the 
Commissioner  shall  notify  the  State  or 
political  sublvislon  of  the  date  of  such 
receipt. 

(bi  If  the  Commissioner  finds  that  an 
application  does  not  meet  the  require- 
menu-  of  5  808.20.  he  shall  notify  the 
State  or  political  subdivision  of  the 
deficiencies  in  the  application  and  of  the 
opportunity  to  correct  such  deficiencies. 
A  deficient  application  may  be  corrected 
at  any  time. 

ICI  After  receipt  of  an  application 
meeting  the  requirements  of  $  808.20,  the 
Commissioner  shall  review  such  applica- 
tion and  determine  whether  to  grant  or 
deny  an  exemption  from  preemption  for 
each  requirement  which  is  the  subject 
of  the  application.  Ttie  Commissioner 
shall  then  Issue  In  the  Federal  Register 
a  proposed  regulation  either  to  grant  or 
to  deny  an  exemption  from  preemption. 
The  Commissioner  shall  also  issue  In  the 
Federal  Register  a  notice  of  opportunity 
to  request  an  oral  hearing  before  the 
Commissioner  or  his  designee 

(di  A  request  for  an  oral  hearing  may 
be  made  by  the  State  or  political  sub- 
division or  any  other  Interested  person. 
Such  request  shall  be  submitted  to  the 
Hearing  Clerk  within  the  period  of  time 
prescribed  in  the  notice  and  shall  in- 
clude an  explanation  of  why  an  oral 
hearing,  rather  than  submission  of 
written  comments  only.  Is  essential  to 
the  presentation  of  views  on  the  applica- 
tion for  exemption  from  preemption  and 
the  proposed  regulation. 

(e>  If  a  timely  request  for  an  oral 
hearing  Is  made,  the  Commissioner  shall 
review  such  a  request  and  may  grant  a 
legislative-type  Informal  oral  hearing 
pursuant  to  Part  15  of  this  chapter  by 
publishing  a  notice  of  the  hearing  in 
accordance  with  {  15.20  of  this  chapter. 
The  scope  of  the  oral  hearing  shall  be 
limited  to  matters  relevant  to  the  appli- 
cation for  exemption  from  preemption 
and  the  proposed  regulation.  Oral  or 
written  presentations  at  the  oral  hearing 
that  are  not  relevant  to  the  application 
shall  be  excluded  from  the  administra- 
tive record  of  the  hearing. 


(fi  If  a  request  for  hearing  is  not 
tlmelv  made  or  a  notice  of  appearance  is 
not  filed  pursuant  to  S  15  21  of  this 
chapter,  the  Commissioner  shall  con- 
sider all  written  comments  submitted 
ind  publish  a  final  rule  in  accordance 
■vith  paragraph  <g'  of  this  section. 

(g)  I  H  The  Commissioner  shall  review 
all  written  comments  submitted  on  the 
proposed  rule  and  the  administrative 
record  of  the  oral  hearing,  if  an  oral 
hearing  has  been  granted,  and  shall 
publish  a  final  rule  m  Subpart  C  of  this 
part  indicating  any  requirement  m  the 
application  for  which  exemption  from 
preemption  is  granted,  or  conditionally 
granted,  and  any  requirement  in  the 
appliration  for  which  exemption  from 
preemption  is  not  granted. 

1 2 1  The  CommLssioner  may  issue  a 
regulation  granting  or  conditionally 
granting  an  application  for  an  ex- 
emption from  preemption  for  any  re- 
quirement If  he  makes  either  of  the 
following  findings 

'i'  The  requirement  is  more  stringent 
than  a  requirement  applicable  to  the 
device  under  the  act; 

I  111  The  requirement  is  required  by 
compelling  local  conditions,  and  compli- 
ance with  the  requirement  would  not 
cause  the  device  to  be  in  violation  of  any 
requirement  applicable  to  the  device  un- 
der the  act. 

(3)  The  Commissioner  may  not  grant 
an  application  for  an  exemption  from 
preemption  for  any  requirement  with  re- 
spect to  a  device  If  he  determines  that 
the  granting  of  an  exemption  would  not 
be  in  the  best  interest  of  public  health 
taking  into  account  the  potential  burden 
on  Interstate  commerce 

(hi  An  advisory  opinion  pursuant  to 
I  808.5  or  a  regulation  pursuant  to 
paragraph  i  g  •  of  this  section  constitutes 
final  agency  action. 

§  808.35      Re>  jcation  of  an  f  xemplion. 

*ai  An  exemption  from  preemption 
pursuant  to  a  regulation  under  this  part 
shall  remain  effective  imtll  the  Commis- 
sioner revokes  such  exemption. 

( b>  The  Commissioner  may  by  regula- 
tion, in  accordance  with  5  808.25,  revoke 
an  exemption  from  preemption  for  any 
of  the  following  reasons ; 

( 1 )  An  exemption  may  be  revoked 
upon  the  effective  date  of  &  newiy  estab- 
lished requirement  under  the  act  which. 
In  the  Commissioner's  view,  addresses 
the  objectives  of  an  exempt  requlrem.ent 
and  which  is  described,  when  issued,  as 
preempting  a  previously  exempt  State  or 
locad  requirement. 

1 2 1  An  exemption  may  be  revoked  upon 
a    finding    that    there    has    occurred    a 
change  In  the  basis  listed  m  §  808.20(ci 
i4i     upon    which    the    exemption    was 
granted. 

i3i  An  exemption  may  be  revoked  if  It 
IS  determined  that  a  condition  placed  on 
the  exemption  by  the  regulation  under 
which  the  exemption  was  granted  has  not 
been  met  or  is  no  longer  being  met. 

i4i  An  exemption  may  he  revoked  if 
a  State  or  local  jurisdiction  fails  to  sub- 
mit records  as  provided  in  i  808.20(c)(6). 


i5)  Aji  exemption  may  be  revoked  if 
a  State  or  local  jurisdiction  to  whom  the 
exemption  was  origmalb  granted  re- 
quests revocation 

(6i  An  exemption  may  be  revoked  if 
11  IS  dctermmed  that  it  is  no  longer  in 
the  best  interests  of  the  public  health 
to  continue  the  exemption. 

ici  .An  exemption  that  has  been  re- 
voked may  be  reinstated,  upon  request 
from  the  State  or  pohtical  subdivision, 
if  tlie  Commissioner,  m  accordance  with 
the  procedures  in  5  808.25.  determines 
that  the  grounds  for  revocation  are  no 
longer  applicable  except  that  the  Com- 
missioner may  permit  abbreviated  sub- 
missions of  the  documents  and  materials 
normally  required  for  an  application  for 
exemption  under  §  808.20 

Subpart  C — Listing  of  Specific  State  and 
Local  Requirements  That  Have  Been  The 
Subject  of  Food  and  Drug  Administration 
Action  on  Applications  for  Exemption 
From  Preemption  [Reserved] 

Interested  persons  may.  on  or  t)e;ore 
August  15,  1977.  submit  to  the  Hearing 
Clerk.  Food  and  Drug  Administrauon, 
Rm  4-65.  5600  Fishers  Lane.  Rockvllle. 
MD  20857.  written  comments  <ln  quad- 
ruplicate and  identified  with  the  Hear- 
ing Clerk  docket  number  found  In  brack- 
ets m  the  heading  of  this  document' 
regarding  this  proposal  Received  com- 
ments may  be  seen  in  the  above  office 
between  the  hours  of  9  a.m  and  4  p.m., 
Monday  through  Friday. 

The  Food  and  Drug  Administration  has 
determined  that  this  document  does  not 
contain  a  major  proposal  requlrmg 
preparation  of  an  inflation  impact  state- 
ment under  Executive  Order  11821  and 
OMB  Circular  A-107 

Dated:  June  3.  1977. 

Donald  Kennedy. 
Commissioner  of  Food  and  Druffs 

|FR  Doc.r7-16783  Filed  ft-l»-T7;8:46  »m| 


[  21  CFR  Parts  137,  166.  172.  173.  175. 
176.  177,  178,  180.  181  and  182  ] 

(Docket  No  77N-O0031 

BUTYLATED   HYDROXYTOLUENE 

Use  Restrictions 

Correction 

In  FR  Doc.  77-15028  appearing  at 
page  27603  In  the  issue  for  Tuesday. 
May  31,  1977  make  the  following  cor- 
rections ; 

111  The  closing  date  for  conunenU 
given  on  page  27603  and  on  page  27609  as 
July  26,  1977  sho'old  have  been  August  1, 
1977. 

(2i  On  page  27605.  first  column,  eight 
lines  from  the  bottom  of  the  second  full 
paragraph,  the  formula  "CiJIiJ'f.HCl) " 
should  have  read  •  '  C,.H,-N.HC1)  ". 

'3 1  On  page  27607.  first  column,  the 
7th  line  of  the  second  paragraph  now 
reading  "the  and  the  absence  of  and  re- 
ported .  "  should  be  deleted  and  In  it^ 
place  inserted  the  following:  "the  noted 
difference  in  the  metabolism  of  BHT  In 
the  rat  and  man.  and  the  absence  of  any 
reported  •  •  •". 
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t4>  Also  on  page  27607,  first  column, 
the  5th  line  of  the  third  paragraph  now- 
reading  "the.  and  to  provide  further  in- 
formation •  •  •••  should  have  read  "the 
liver,  and  to  provide  further  informa- 
tion •  •  •" 


[21  CFR  Parts  172.  182.  184.  and  186] 

(Docket  No.  77N-O038I 

CAPRYLIC   ACID 

Proposed  Affirmation  of  GRAS  Status  as 
Indirect  and  Direct  Human  Food  Ingredient 

AGENCY;  Food  and  Drug  Administra- 
tion. 
ACTION;  Proposed  rule. 

SUMMARY;  The  Commissioner  of  Food 
and  Drugs  is  proposing  to  affirm  as  gen- 
erally recognized  as  safe  'GRAS'  capryl- 
ic  acid  as  a  direct  and  indirect  human 
food  ingredient.  The  safety  of  the  ingre- 
dient has  been  evaluated  pursuant  to  the 
comprehensive  safety  review  being  con- 
ducted by  the  agency.  The  proposal 
would  list  this  ingredient  as  an  indirect 
and  direct  food  substance  affirmed  as 
GRAS. 

DATE;  Comments  by  August  15,  1977 

ADDRESS  Written  comments  to  the 
Hearing  Clerk  (HFC-20i.  Food  and 
Drug  Administration,  5600  Fishers  Lane, 
Rockville,  MD  20857 

FOR  FURTHER  INFORMATION  CON- 
TACT. 

Corbin  I  Miles.  Bureau  of  Foods 
iHFF-3351.  Food  and  Drug  Admin- 
istration, Department  of  Health.  Edu- 
cation, and  Welfare,  200  C  St.  SW.. 
Washington,  DC.  20204,  202-472-4750. 

SUPPLEMENTARY  INFORMATION ; 
The  Food  and  Drug  Administration  is 
conducting  a  comprehensive  safety  re- 
view of  direct  and  indirect  human  food 
ingredients  classified  as  generally  recog- 
nized as  s.^fe  I  GRAS'  or  subject  to  a 
prior  sanction.  The  Commissioner  of 
Food  and  Drugs  has  issued  several  no- 
tices and  proposed  regulations,  published 
In  the  Federal  Register  of  July  26.  1973 
'38  FR  20040",  initiating  this  review. 
Pursuant  to  this  review,  the  safety  of 
caprylic  acid  has  been  evaluated  In  ac- 
cordance with  the  provisions  of  5  170  35 
'formerly  §  121.40,  prior  to  recodifica- 
tion in  the  Federal  Register  of  March 
15,  1977  '42  FR  14302''.  the  Commis- 
sioner proposes  to  affirm  the  GRAS 
status  of  this  ingredient 

Caprylic  acid.  CH,<CH. '.COOH,  is  an 
eight  carbon,  saturated  fatty  acid.  It 
occurs  naturally  in  various  foods  and  is 
synthesized  by  the  oxidation  of  octanol. 
It  is  list«d  in  5  182.3025  'former- 
ly 5  121.101id' i2>  prior  to  recodifi- 
cation published  in  the  Federal  Register 
of  March  15,  1977  '42  FR  14302'',  as 
GRAS  for  use  as  a  chemical  preserva- 
tive in  cheese  wraps,  pursuant  to  a  regu- 
lation published  in  the  Federal  Regis- 
ter of  November  20.  1959  '24  FR  9368', 
and  subsequently  recodified  It  is  also 
regulated  in  5  172860  'formerly  §121- 
1070  prior  to  recodification  published  in 
the  Federal  Register  of  March  15,  1977 
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(42  FR  14302>).  with  other  fatty  acids 
pursuant  to  a  regulation  published  in  the 
Federal  Register  of  December  9.  1961 
'  '26  FR  11829),  subsequently  recodified  i 
for  use  in  foods  as  a  lubricant,  binder, 
defoaming  agent,  or  as  a  component  in 
the  manufacture  of  other  food  grade  ad- 
ditives in  accordance  with  good  manu- 
facturing practice. 

The  salts  of  caprylic  acid  are  referred 
to  in  §  172  863  (formerly  S  121.1071. 
prior  to  recodification  published  in  the 
Federal  Register  of  March  15,  1977  <42 
FR  14302'),  (salts  of  fatty  acids i  pur- 
suant to  a  regulation  published  in  the 
Federal  Register  of  December  9.  1961 
(  '26  FR  11829),  subsequently  recodified* 
for  use  in  food  as  a  binder,  emulslfler  and 
anticSTcing  agent  in  food  in  accordance 
with  good  manufacturing  practices. 
Caprylic  acid  is  also  listed  in  5  173.315 
I  formerly  5  121.1091  prior  to  recodifica- 
tion published  in  the  Federal  Register 
of  March  15.  1977  <42  FR  14302)  >,  pur- 
suant to  a  resulation  published  in  the 
Fede-^al  Register  of  August  8,  1969  '<34 
FR  12335),  subsequently  recodified)  as 
an  aliphatic  acid  in  lye  peeling  solu- 
tions not  to  exceed  one  percent  of  the 
lye  peeling  solution.  In  addition,  it  is  per- 
mitted as  a  synthetic  fla'oring  substance 
and  adjuvant  as  described  in  i  172  515 
(formerly  5  121.1164,  prior  to  recodlcca- 
tion  published  in  the  Fede»)at  Register 
of  March  15,  1977  (42  FR  14302)),  pur- 
.suant  to  a  regulation  published  in  the 
Federal  Register  of  October  27.  1964  (29 
FR  14625',  and  subsequently  recodified. 

A  representative  cross-section  of  food 
manufacturers  was  surveyed  to  deter- 
mine the  specific  foods  in  which  caprylic 
acid  was  used  and  at  what  levels.  Infor- 
mation from  surveys  of  consumer  con- 
sumption was  obtained  and  combined 
with  the  manufacturing  information  to 
obtain  an  estimate  of  consumer  exposure 
to  caprjlic  acid.  The  total  amount  of 
caprylic  aci^d  used  in  food  In  1970  was 
reported  to  be  2.559  pounds. 

Caprvlic  acid  has  been  the  subject  of 
a  search  of  the  scientific  literature  from 
1920  to  the  present.  The  parameters  used 
in  the  search  were  chosen  to  discover  any 
articles  that  considered  (1)  chemical 
toxicity,  *2)  occupational  hazards,  (3) 
metabolism.  '4i  reaction  products,  (5) 
degradation  products,  (6i  any  reported 
carcinogenicity,  teratogenicity,  or  muta- 
gen city.  '7 1  dose  response,  '8)  reproduc- 
tive effects.  (9)  histology,  (10)  embry- 
ology. (11)  behavioral  effects,  (12)  detec- 
tion, and  <13)  processing.  A  total  of  169 
abstracts  on  caprylic  acid  was  reviewed 
and  50  particularly  pertinent  reports 
from  the  literature  survey  have  been 
summarized  in  a  scientific  literature  re- 
view 

The  scientific  literature  review  shows, 
among  other  studies  the  following  infor- 
mation as  summarized  in  the  report  of 
the  Select  Committee  on  GRAS  Sub- 
stances 'hereinafter  referred  to  as  the 
Select  Committee  i ,  selected  by  the  Life 
Sciences  Research  Office  of  the  Federa- 
tion of  American  Societies  for  Experi- 
mental Biology: 

Caprylic  acid  occurs  normally  In  various 
foods  and  Is  metabolized  and  utlllMd  by  the 


body  as  a  non-essential  fatty  acid  It  Is  ab- 
sorbed In  the  gut  and  transported  to  the 
liver  through  the  pwrtal  circulation  as  are 
other  short  chain  fatty  acids  For  both  the 
free  acid  and  its  triglycerides,  absorption  is 
about  93  to  98  percent  complete  in  rats. 
Similar  data  have  been  obtained  in  a  case  of 
pediatric  chylothorax  confirming  the  animal 
studies. 

Feeding  caprylic  acid  for  47  v;-eeks  to  rats 
as  part  of  a  preparation  consisting  of 
medium-chain  triglycerides  i75  percent 
octanolc  &c\A  and  25  percent  decanolc  ftcld) 
resulted  In  decreased  fat  deposition  and  !n 
little.  If  any.  deposition  of  caprylic  acid  In 
depot  fat.  Most  of  the  caprylic  acid  appears 
to  be  oxidized  to  acetate  and  acetyl  coenzyme 
A  in  the  Uver  and  in  the  intestinal  mucosa 
without  prior  e«terlficatlon.  A  number  of 
other  investigators  have  reported  results  that 
are  consistent  with  tAis  metabolic  pathway. 
Studies  with  Isotope -labelled  caprylic  acid 
In  vivo  and  in  vitro  suggest  that  the  rate  of 
oxidation  to  acetoacetate,  acetyl  coenzyme  A, 
and  carbon  dioxide  la  very  rapid  An  alterna- 
tive pathway,  »uch  as  palmitate  synthesis 
was  observed  for  a  limited  amount  of  the 
acid. 

In  human  studies,  1.0  g  per  kg  body  weight 
of  a  mixture  of  medium-chain  triglycerides 
containing  tQ  percent  caprylic  acid  ingested 
by  ten  men  and  four  women  after  an  over- 
night fast,  resulted  in  an  elevation  in  blood 
serum  ketone  bodies  and  a  fall  in  blood 
serum  glucose  tJsing  "C-caprylic  acid  oxida- 
tion of  the  acid  was  foun(3  to  occur  in  two 
males  and  two  female*  on  thyroid  substitu- 
tion therapy. 

The  oral  LD„  for  rats  of  mixed  isomers  of 
octanolc  acid  was  reported  as  141  ml  per  kg 
(estimated  to  be  about  1  3  g)  The  intraven- 
ous LD,^,  of  the  glyceride  trlcaprylin  for  rats 
was  found  to  be  3.7  g  per  kg.  Intraperitoneal 
injection  of  sodium  octanoate  had  a  narcotic 
effect  In  rats  but  as  much  as  1  g  per  kg  of 
body  weight  was  without  toxic  ejects  When 
young  rats  were  fed  a  preparation  consisting 
cf  medium-chain  triglycerides  ;  about  75  per- 
cent octanolc  acid  and  25  percent  decanolc 
acid)  as  19.6  percent  of  the  diet  for  47  weeks 
(more  than  5  g  of  octanolc  acid  per  Kg  body 
weight  per  day),  no  aigniflcant  effects  were 
observed  on  weight  gain,  or  organ  weight,  or 
on  histological  examination  of  sections  of 
liver  and  intestine  Fat  deposition  In  the 
epldldymal  fat  pad.  liver,  and  carcass  was 
reduced  and  a  reduction  in  plasma  choles- 
terol was  noted  in  male  rats  Rats  were  fed 
the  same  medium-chain  triglyceride  prepara- 
tion at  the  19.6  percent  level  for  two  genera- 
tions and  it  caused  no  adverse  effects  on  re- 
production or  abnormalities  in  any  of  the 
fetuses.  A  reduction  in  milk  secretion  was 
noted  in  first  generation  dams  and  was  sug- 
gested by  the  authors  as  a  factor  in  reduced 
weight  gain  and  relatively  higher  mortality 
In  the  second  generation. 

Feeding  caprylic  acid  at  a  level  of  5  per- 
cent in  the  diet  (about  3.5  g  per  kg  per  day) 
resulted  in  serum  cholesterol  and  triglyceride 
levels  that  were  aomewhat  lower  than  those 
produced  by  palmitic  acid  but  higher  than 
those  produced  by  stearic  acid  when  fed  In 
a  hyperllpemlc  diet  to  180  g  male  rats  for  6 
weeks.  Feeding  8  percent  sodium  caprylate 
(about  6  g  per  kg  per  day)  in  the  diet  of 
rapidly  growing  male  rats  for  up  to  56  days 
did  not  affect  theU-  ability  to  utUlze  dietary 
protein  and  energy  sources  efficiently 

The  Select  Committee  has  found  no  reports 
concerned  with  possible  mutagenic,  terato- 
genic, or  carcinogenic  effects  associated  with 
the  feeding  of  caprylic  acid 

All  of  the  available  safety  information 
on  caprylic  acid  has  been  carefully  eval- 
uated by  qualified  scientists  of  the  Select 
Committee.  It  is  the  opinion  of  the  Select 
Committee  that; 
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SO,??! 


Caprylic  acid,  a  naturally  occurring  con- 
stituent of  many  foods,  ts  absorbed  and 
metabolized  by  man.  Triglycerides  contain- 
ing this  f»ity  acid  are  hydrolyzed  in  the  in- 
testinal mucosa  and  the  liberated  fatty  acids 
are  transported  in  the  portal  circulation  and 
are  almost  completely  oxidized  in  the  liver. 
Significant  oxidation  also  appears  to  occur  In 
the  Uitestinai  mucosa,  bit  tie  caprylic  acid  is 
stored,  and  long-term  feeding  at  high  levels 
results  In  decreased  overall  fat  storage  that 
is  Indicative  of  nutritional  utilization.  Thus 
caprylic  acid  Is  a  fatty  acid  nutrittonally 
utilizable  by  man  and  animals 

It  is  the  conclusion  of  the  Select  Com- 
mittee that  there  is  no  evidence  in  the 
available  information  on  caprylic  acid 
that  demonstrates,  or  suggests  reason- 
able grounds  to  suspect,  a  hazard  to  the 
public  when  it  is  used  at  levels  that  are 
now  current  or  that  might  reasonably 
be  expected  in  the  future.  Based  upon  his 
own  evaluation  of  all  available  informa- 
tion on  caprylic  acid,  the  Commissioner 
concurs  with  this  conclusion.  The  Com- 
missioner therefore  concludes  that  no 
change  in  the  current  GRAS  status  of 
caprylic  acid  is  jtistified 

He  also  concludes  that  the  informa- 
tion generated  for  this  safety  review 
forms  a  sound  scientific  basis  for  affirm- 
ing the  GRAS  status  of  caprylic  acid  as 
a  synthetic  flavoring  agent  and  adjuvant. 
This  use  is  now  regulated  by  §  172  515. 
Therefore,  the  Commis-sioner  proposes  to 
delete  the  entry  for  thLs  substance  from 
that  section,  and  to  affirm  it  as  GRAS 
for  direct  food  use. 

Copies  of  the  scientific  literature  re- 
view on  caprylic  acid  and  the  report  of 
the  Select  Committee  are  available  for 
review  at  the  Office  of  the  Hearing  Clerk. 
Pood  and  Drug  Administration,  Rm  4- 
65.  5600  Fishers  lane,  Rockville,  MD 
20857,  and  mav  be  purchased  from  the 
National  Technical  Information  Service, 
5285  Port  Royal  Road,  Springfield,  VA 
22151,  as  follows: 


PART  172 — FOOD  ADDITIVES  PERMITTED 
FOR  DIRECT  ADDITION  TO  FOOD  FOR 
HUMAN   CONSUMPTION 

§  172.515      [Amended] 

1.  In  §  172.515  Synthetic  flaiKiring  sub- 
stances and  adjuiKints  by  deleting  the 
entry  for  "Octanoic  acid;  caprylic  acid" 
from  the  list  of  substances  m  paragraph 
«b(. 


Title 


Order  No. 


Cost 


Caprylic  acid   (scientific  lit-    PB-22I-22<» 

eraiure  review). 
C8pr>  lie  aciil  (select  commit-    PB-254-530/AS 

tee  report  I. 


14.  .SO 
3.50 


This  proposed  action  does  not  affect 
the  present  use  of  caprylic  acid  for  pet 
food  or  animai  feed.  No  revision  is  con- 
templated in  §  172.860  (fatty  acids*  for 
the  use  of  caprylic  acid  as  a  lubricant, 
binder,  defoaming  agent,  or  as  a  com- 
ponent in  the  manufacture  of  other  food 
grade  additives,  or  in  5  172.863  where 
the  salt  of  caprylic  acid  is  regulated  for 
use  in  food  as  a  binder,  emulsifler,  and 
anticaking  agent.  Neither  is  a  revision 
contemplated  in  {  173.315  where  caprylic 
acid  is  regulated  as  an  aliphatic  acid  in 
lye  peeling  solutions. 

Therefore,  under  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sees.  201  is).  409 
701fa).  52  Stat.  1055,  72  Stat.  1784-1788 
as  amended  (21  U.S.C.  321  (s),  348.  371 
(&)))  and  under  authority  delegated  to 
him  (21  CFR  5.1).  the  Commis&icMier 
proposes  that  Parts  172.  182.  184,  and 
186  be  amended  as  follows: 


PART  182 — SUBSTANCES  GENERALLY 
RECOGNIZED  AS   SAFE 

§182.3025       [Delel.Ml] 

2.  By  deleting  S  182.3025  Caprylic  acid. 


PART  184 — DIRECT  FOOD  SUBSTANCES 
AFFIRMED  AS  GENERALLY  RECOG- 
NIZED AS  SAFE 

3.  By  adding  a  new  I  184.1025  to  read 
as  follows: 

§184.1025      Caprylic  acid. 

(a»  Caprylic  acid  iCH^<CH,i.COOH. 
CAS  Reg.  000124-07-2]  is  the  chemical 
name  for  octanoic  acid.  It  is  considered 
to  be  a  short  or  medium  chain  fatty  acid 
It  occurs  normally  in  various  foods  and 
is  commercially  prepared  by  oxidation 
of  n-octanol  or  by  fermentation  and 
fractional  distillation  of  the  volatile  fatty 
acids  present  in  coconut  oil. 

lb  I  The  mgredients  meets  the  specifi- 
cations of  the  Food  Chemicals  Codex,  2d 
Ed. (1972'. 

ic »  The  ingredients  is  used  as  a  flavor- 
ing agent  and  adjuvant  as  defined  m 
ji  170. 3101 1121  of  this  chapter. 

<  d  I  The  ingredient  is  used  in  f (xxis  at 
levels  not  to  exceed  good  manufacturmg 
practices.  Current  good  manufacturing 
practices  results  in  maximum  levels,  as 
served,  of;  0.013  percent  for  baked  goods 
as  defined  in  J170.3<nMi>  of  this 
chapter;  0.04  percent  for  cheeses  as 
defined  in  I  170.3<ni  (5)  of  this  chapter; 
0.005  percent  for  fats  and  oils  as  defined 
in  «  170.3<ni  <12»  of  this  chapter,  for 
frozen  dairy  desserts  as  defined  in  i  170.3 
m  ' '  20)  of  this  chapter,  for  gelatins  and 
pudding  as  defined  m  §  170.3ini  (22i  of 
this  chapter,  for  meat  products  as 
defined  m  5  170.3' m  i29>  of  this  chapter. 
and  for  soft  candy  as  defined  in  I  170.3 
'n)i38>  of  this  chapter;  0.016  percent 
for  snack  foods  as  defined  in  $  170.3(n) 
1 37 1  of  this  chapter;  and  0.001  percent  or 
less  for  all  other  food  categories 


PART  186 — INDIRECT  FOOD  SUBSTANCES 
AFFIRMED  AS  GENERALLY  RECOGNIZED 
AS  SAFE 

4.  By  adding  a  new  {  186.1025  to  read 
as  follows; 

§186.1025     Caprylic  acid. 

lai  Capryhc  acid  lCH4(CH:>,COOH, 
CAS  Reg.  No.  000124-07-21  is  the  chemi- 
cal name  for  octanoic  acid.  It  is  con- 


'  Copies  may  be  obtained  from :  National 
Academy  of  Sciences,  3101  Constitution  Ave. 
NW  ,  Washington.  DC  20037 


sidered  to  be  a  short  or  medium  chain 
fatty  acid.  It  occurs  normally  in  various 
foods  and  is  commercially  prepared  by 
oxidation  of  n-octanol  or  by  fermenta- 
tion and  fractional  distillation  of  the 
volatile  fatty  acids  present  In  coconut 
oil. 

<b)  The  ingredient  meets  the  specifi- 
cations of  the  Food  Chemcials  Codex,  2d 
Ed  a972>.' 

<ci  The  ingredient  is  used  as  an  anti- 
microbial 'preservative  I  in  cheese  wraps 
as  defined  in  5  170.3io)(2>  at  levels  not 
to  exceed  gcxxl  manufacturing  practice. 

The  Commissioner  hereby  gives  notice 
that  he  is  unaware  of  any  prior  sanction 
for  the  use  of  this  ingredient  In  foods 
under  conditions  different  from  those 
proposed  herein.  Any  person  who  intends 
to  assert  or  rely  on  such  a  sanction  shall 
submit  prcx>f  of  its  existence  in  response 
to  this  proposal  The  regulation  proposed 
above  will  constitute  a  determmation 
that  excluded  uses  would  result  in 
adulteration  of  the  food  in  violation  of 
section  402  of  the  act.  and  the  failure  of 
any  person  to  come  forward  with  proof 
of  such  an  applicable  prior  sanction  in 
response  to  thLs  proposal  constitutes  a 
waiver  of  the  right  to  assert  or  rely  on 
such  sanction  at  any  later  time.  This 
notice  also  constitutes  a  proposal  to 
establLsh  a  regulation  under  Part  181 
(21  CFR  Part  ISP,  Incorporating  the 
same  provisions,  in  the  event  that  such 
a  regulation  is  determined  to  be  appro- 
priate as  a  result  of  submission  of  proof 
of  such  an  applicable  prior  sanction  in 
response  to  this  proposal. 

Interested  persons  may,  on  or  before 
August  15,  1977,  file  with  the  Hearing 
Clerk,  Food  and  Drug  Administration. 
Rm  4-65,  5600  Fishers  Lane,  RockviUe, 
MD  20857,  written  comments  (preferably 
in  quadruplicate'  regarding  this  pro- 
posal Received  comments  may  be  seen  m 
the  above  office  between  the  hours  of 
9  am.  to  4  p.m..  Monday  through  Friday. 
The  Pood  and  Drug  .Administration 
has  determined  that  this  document  does 
not  contain  a  m.ajor  proposal  requiring 
preparation  of  an  inflation  impact  state- 
ment under  Executive  Order  11821  and 
OMB  Circular  A-107. 

Dated;  June  7,  1977. 

Wu-LiAM  F-  Randolph. 
Acting  Associate  Commissioner 

for  Compliance. 

|FR  Doc  77-16665  Piled  6-13-77:8:45  ■iin] 

DEPARTMENT  OF   STATE 

[  22  CFR  Parts  123.  124  1 

(Docket  No    SD-1311 

INTERNATIONAL  TRAFFIC   IN   ARMS 

Approval  of  Major  Sales  Proposals 

Correction 

In  FR  Doc  77-15806  appearing  at  page 
28551  Ln  the  issue  tor  Friday,  June  3. 
1977,  make  the  following  corrections: 

1.  In  the  preamble,  in  the  paragraph 
labeled  "DATES",  the  second  and  third 
lines    were    inverted.    The    second    line 
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should    appear    immediately   below    the 
third  line 

2.  In  the  signature  for  Lucy  Wilson 
Benson,  delete  the  word  "Acting".  Lucy 
Wilson  Benson's  correct  title  is  Under 
Secretary  for  Security  AssLstance. 


VETERANS   ADMINISTRATION 

[38  CFR  Part  8a] 

VETERANS  MORTGAGE  LIFE  INSURANCE 

Lifetime  Maximum  Amount  of  Coverage 

AGENCY.  Veterans  Administration. 

ACTION:  Proposed  regulation. 

SUMMARY:  The  Veterans  Administra- 
tion proposes  to  amend  its  Veterans 
Mortgage  Life  Insurance  regulations 
relating  to  the  lifetime  maximum  amount 
of  insurance  coverage  The  Veterans 
Administration  also  proposes  to  make 
minor  editorial  changes  in  its  Veterans 
Mortgage  Life  Insurance  regulations. 
The  amendments  are  intended  to  make 
the  regulations  conform  to  the  amend- 
ment to  the  law  authorizing  Veterans 
Mortgage  Lite  Irusurarice.  The  editorial 
changes  are  intended  to  reflect  the 
sigency's  policy  of  using  precise  terms  for 
gender  in  its  regulations. 

DATES:  Comments  must  be  received  on 
or  before  July  14,  1977  It  is  proposed 
to  make  thi.s  amendment  effective  the 
date  of  final  approval. 

ADDRESSES;  Send  written  comments 
tj  Administrator  of  Veterans*  Affairs 
i271Ai.  Veterans  Administration,  810 
Vermont  Ave,  NW.,  Washington,  DC. 
20420. 

Comments  will  be  available  for  inspec- 
tion at  the  address  shown  above  during 
normal  business  hours  until  July  25. 
1977 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Michael  A  Leonard.  Veterans  Ad- 
ministration Center  <290Bi.  P  O.  Box 
8079,  Philadelphia,  Pa.  19101,  215-951- 
5728. 

SLT'PLEMENTARY       INFORMATION: 

The  AdminL<;trator  of  Veterans'  Affairs 
p:0!o.'ios  regulatory  changes  to  Part  8a 
of  Title  38.  Code  of  Federal  Regulations, 
relating  to  the  lifetime  m.axlmum 
nmount  of  Veterans  Mortgage  Life  In- 
surance authorized  to  each  eligible  vet- 
eran. 

Section  8a.2,  Title  38,  Code  cf  Federal 
Regulations,  authorities  a  hfetime  maxi- 
mum amount  of  insurance  under  section 
806  of  Title  38.  United  States  Code,  not 
to  exceed  $30,000.  Section  806  provides 
the  authority  for  issuance  of  Veterans 
Mortage  Life  Insurance.  Public  Law  94- 
433  1 90  Stat.  1374  >.  effective  October  1. 
1976,  amended  section  806.  increasing  the 
lifetime  maximum  a.Tiount  of  coverage 
authorized  for  each  e:igible  veteran  from 
$30  000  to  $40,000.  Tlie  purpose  of  these 
amendments  to  the  Code  of  Federal  Reg- 
ulations Is  to  bring  Part  8a  in  line  with 
the  new  amendment  to  section  806.  To 
this  end,  the  proposed  amendments 
change  all  references  to  the  lifetime  max- 
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imum  amount  of  insurance  in  §  8a.2 
from  $30,000  to  $40,000.  In  addition,  a 
new  §  8a  2<c)  has  been  added  to  provide 
that  eligible  veterans  previously  insured 
under  Veterans  Mortgage  Life  Insur- 
ance whose  coverage  would  be  increased 
by  the  new  amendments  may  elect  to 
retain  the  lesser  amount  of  coverage  in 
effect  prior  to  October  1,  1976. 

Section  8a.4  provides  rules  for  cover- 
age under  Veterans  Mortage  Life  Insur- 
ance. All  references  therein  to  the  life- 
time maximum  amount  of  insurance  au- 
thorized to  each  eligible  veteran  have 
also  been  changed  from  $30,000  to  $40.- 
000.  In  addition,  editorial  changes  have 
been  made  to  reflect  agency  policy  of 
using  precise  terms  denoting  gender 
throughout  Part  8a.  This  has  rendered 
§8a.lih>  unnecessary  and  it  is,  there- 
fore, revoked 

Additional  Comment  Information 

Interested  persons  are  invited  to  sub- 
mit written  comments,  suggestions,  or 
objections  regarding  the  proposal  to  the 
Administrator  of  Veterans'  Affairs 
i271A>,  Veterans  Administration,  810 
Vermont  Avenue  NW.,  Washington,  D.C. 
20420  All  wTitten  comments  received 
will  be  available  for  public  inspection  at 
the  above  address  only  between  the  hours 
of  8  am  and  4:30  pm  Monday  throtigh 
Friday  i except  holidays*  until  July  25, 
1977.  Any  persons  visiting  Central  OfQce 
for  the  purpose  of  inspecting  any  such 
comments  will  be  received  by  the  Cen- 
tral OfBce  Veterans  Services  Unit  in 
room  132.  Such  visitors  to  any  VA  field 
station  will  be  informed  that  the  records 
are  available  for  inspection  only  in  Cen- 
tral Office  and  furnished  the  addre«  and 
the  above  room  number. 

iNiriMi-iN  Impact:  The  Veterans  Admin- 
istration lias  determined  that  this  document 
does  not  contain  a  major  proposal  requiring 
preparation  of  an  Inflation  Impact  State- 
ment under  Executive  Order  11821  and  OMB 
Circular  A-107. 

Approved-  June 3,  1977. 

By  direction  of  the  Administrator, 

RuFUS  H.  Wilson, 
Deputy  Administrator. 

1.  In  §  8a  1,  paragraphs  »at,  (c»  and 
*e>  are  revised  and  paragraph  <h)  is 
revoked.  The  revised  material  reads  as 
follows : 

§  8a. I      Definitions. 

ai  The  term  "eligible  veteran"  means 
any  veteran  who  is  or  has  been  granted 
assistance  in  securing  a  suitable  hotising 
unit  under  chapter  21  of  title  38,  United 
States  Code,  and  who  has  not  attained 
his  or  her  70th  birthday. 

•  *  «  •  • 

(ci  The  term  "housing  imit"  means  a 
family  dwelling  or  unit,  together  with 
the  necessary  land  therefor,  that  has 
been  or  will  be  purchased,  constructed,  or 
remodeled  with  a  grant  to  meet  the  needs 
of  an  eligible  veteran  and  of  his  or  her 
family,  and  is  or  will  be  owned  and  oc- 
cupied by  the  eligible  veteran  as  his  or 
her  home,  or  a  family  dwelling  or  unit, 
including  the  necessary  land  therefor, 


acquired  by  an  eligible  veteran  to  be 
used  as  his  or  her  residence  after  selling 
or  otherwise  disposing  of  title  to  the 
housing  unit  for  which  his  or  her  grant 
was  made. 

*  •  •  •  • 

(e>  The  term  "initial  amount  of  in- 
surance'" means  the  amount  of  insur- 
ance corresponding  in  amount  to  the 
unpaid  principal  of  a  mortgage  loan  out- 
standing on  a  housing  unit  owned  or  to 
be  acquired  by  an  eligible  veteran  on 
August  11,  1971.  or  on  the  date  of  ap- 
proval of  his  or  her  grant  made  under 
chapter  21  of  title  38,  United  States  Code, 
whichever  is  the  later  date. 

*  •  •  «  • 

<h)    [Revoked] 

2.  In  §8.2,  paragraphs  'a».  'b)  <1), 
(4),  i5),  <6)  and  8*  are  revised  and 
paragraphs  (b)f9)  and  (c)  are  added  so 
that  the  revised  and  added  material 
reads  as  f  oUows : 

§  8a. 2      Maximum  amount  of  insuranre. 

(a»  Effective  October  1.  1976,  each  eli- 
gible veteran  is  authorized  a  lifetime 
maximum  amount  of  insurance  under 
section  806  of  title  38.  United  Stat.es 
Code,  not  to  exceed  $40,000,  to  be  used 
as  needed  for  insurance  on  his  or  her  life 
during  periods  he  or  she  is  obligated  un- 
der a  mortgage  loan.  Whenever  insur- 
ance on  the  life  of  an  eligible  veteran  is 
reduced  because  of  a  reduction  of  the 
principal  of  his  or  her  mortgage  loan,  or 
in  accordance  with  the  amortization 
schedule  of  his  or  her  mortgage  loan,  his 
or  her  lifetime  maximum  of  $40,000  is 
permanently  reduced  by  such  an  amount. 
except  in  the  case  of  a  reduction  of  the 
principal  of  the  mortgage  loan  resulting 
from  a  sale  of  the  property  or  a  refinanc- 
ing of  the  loan. 

(b)  The  maximimi  amount  of  insur- 
ance in  force  on  any  life  at  one  time  shall 
not  exceed  the  lesser  of  the  following 
amounts: 

(1)  $40,000. 

*  •  •  «  • 

<4)  Where  the  grant  was  approved 
prior  to  August  11,  1971,  but  had  not 
been  fully  disbursed  on  that  date,  the 
amount  of  the  unpaid  principal  of  the 
mortgage  loan  outstanding  on  that  date 
on  a  housing  unit  then  owned  and  occu- 
pied by  the  eligible  veteran,  or  on  a 
housing  unit  then  in  the  process  of  con- 
struction or  remodeling  for  the  eligible 
veteran,  and  such  initial  amount  of  in- 
surance may  be  adjusted  upward,  subject 
to  the  maximum  insurance  available  to 
the  eligible  veteran,  or  downward,  de- 
pending upon  the  amount  of  the  mort- 
gage loans  outstanding  on  the  date  of 
full  disbursement  of  the  grant,  or  on  the 
date  of  the  final  settlement  of  the  pur- 
chase, construction,  or  remodeling 
agreement,  which  ever  date  is  the  later 
date. 

(5)  Where  the  grant  is  approved  on 
or  after  August  11.  1971,  the  amount  of 
the  unpaid  principal  of  the  mortgage 
loan  outstanding  on  the  date  of  approval 
of  the  grant  on  a  housing  unit  then 
owned  and  occupied  by  the  eligible  vet- 
eran, or  on  a  housmg  unit  being  or  to  be 
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constructed  or  remodeled  for  the  eligible 
veteran,  and  such  initial  amount  of  in- 
surance may  be  adjusted  upward,  sub- 
ject to  the  maximum  insurance  availa- 
ble to  the  eligible  veteran,  or  downward, 
depending  upon  the  amount  of  the  mort- 
gage loanis  outstanding  on  the  date  of 
full  disbursement  of  the  grant,  or  on  the 
date  of  final  settlement  of  the  purchase, 
construction,  or  remodeling  agreement, 
whichever  date  Is  the  later  date. 

(6»  Where  an  eligible  veteran  ceases 
to  own  the  housing  unit  purchased  in 
part  with  a  grant,  or  a  subsequently  ac- 
quired housing  unit  which  was  subject 
to  a  mortgage  loan  that  resulted  in  his 
or  her  life  being  insured  under  Veterans 
Mortgage  Life  Insurance,  and  becomes 
obligated  under  a  mortgage  loan  on  an- 
other housing  unit  occupied  or  to  be  oc- 
cupied by  the  eligible  veteran,  the 
amount  of  the  unpaid  principal  out- 
standing on  the  mortgage  loan  on  the 
newly  acquired  housing  unit  on  the  date 
insurance  hereunder  is  placed  in  effect 
•  »  •  »  • 

(81  Where  the  title  to  a  housing  unit 
is  or  will  be  vested  in  an  eligible  veteran 
and  his  or  her  spouse,  the  amount  of  in- 
surance shall  not  exceed  the  principal 
amount  of  the  outst3nding  mortgage 
loans.  If  title  to  an  undivided  interest 
in  a  housing  unit  is  or  will  be  vested  in 
a  person  other  than  the  spouse  of  an  eli- 
gible veteran,  the  amount  of  Veterans 
Mortgage  Life  Insurance  on  his  or  her 
life  shall  be  computed  to  be  such  part  of 
the  total  of  the  unpaid  principal  of  the 
loan  outsf^nding  on  the  housing  unit  as 
is  proportionate  to  the  undivided  inter- 
est of  the  veteran  in  the  entire  property. 

(9>  All  claims,  arising  out  of  the 
deaths  of  insured  veterans  occurring 
prior  to  October  1.  1976,  shall  be  subject 
to  the  $30,000  lifetime  maximum  amount 
of  insurance  then  in  effect. 

I  c  I  Any  eligible  veteran  who  prior  to 
October  1,  1976,  was  covered  by  $30,000 
Veterans  Mortgage  Life  Insurance  and 
who  on  that  date  became  eligible  to  have 
his  or  her  coverage  increased  may  elect 
to  retain  the  lesser  amount  of  coverage 
he  or  she  had  in  effect  prior  to  that  date. 

3.  Section  8a. 3  is  revised  to  read  as 
follows : 

§  8a3      KfTcvtive  date. 

<a)  Where  the  grant  was  approved 
prior  to  August  11.  1971.  Veterans  Mort- 
gage Life  Insurance  shall  be  effective 
August  11.  1971.  if  on  that  date,  the  eh- 
gible  veteran  was  obligated  under  a  mort- 
gage loan,  and  any  such  eligible  veteran 
IS  automatically  insured,  unless  he  or 
she  elects  in  writing  not  to  be  insured. 
or  fails  to  respond  within  60  days  after 
the  date  a  final  request  is  made  or  mailed 
to  the  eligible  veteran  for  information  on 
which  his  or  her  premium  can  be  based. 

( b '  Where  the  grant  is  approved  on  or 
after  August  11.  1971.  Veterans  Mortgage 
Life  Insurance  shall  be  effective  on  the 
date  of  approval  of  the  grant,  if  on  that 
date  the  eligible  veteran  is  obligated  un- 
der a  mortgage  loan,  and  any  such  eligi- 
ble veteran  is  automatically  insured,  un- 
less he  or  she  elects  in  writing  not  to  be 
insured,   or  fails  to  respond   within   60 


days  after  the  date  a  final  request  is 
made  or  mailed  to  the  eligible  veteran  for 
information  on  which  his  or  her  premium 
can  he  based. 

(O  In  any  case  in  which  a  veteran 
would  have  been  eligible  for  Veterans 
Mortgage  Life  Insurance  on  August  11. 
1971.  or  on  the  date  of  approval  of  his 
or  her  grant,  whichever  date  is  the  later 
date,  but  such  insurance  did  not  become 
effective  because  he  or  she  was  not  ob- 
ligated under  a  mortgage  loan  on  that 
date,  or  because  he  or  she  elected  m  writ- 
mg  not  to  be  insured,  or  failed  to  timely 
respond  to  a  request  for  information  on 
which  his  or  her  premium  could  be 
based,  the  insurance  will  be  effective  on 
a  date  agreed  upon  by  the  veteran  and 
the  Administrator,  but  only  if  the  vet- 
eran files  an  application  in  writing  with 
•the  Veterans  Administration  for  such  in- 
surance, submits  evidence  that  he  or  she 
meets  the  health  requirements  of  the  Ad- 
ministrator, together  with  information 
on  which  his  or  her  premium  can  be 
based,  and  is  or  becomes  obligated  under 
a  mortgage  loan  upon  the  date  agreed 
upon  as  the  effective  date  of  his  or  her 
insurance. 

<d>  In  any  case  in  which  an  eligible 
veteran  disposes  of  the  housing  unit  pur- 
chased, constructed  or  remodeled  in  part 
with  a  grant,  or  a  subsequently  acqui.'-ed 
housing  unit,  and  becomes  obligated  un- 
der a  mortgage  loan  on  another  housing 
unit  occupied  or  to  be  occupied  by  the 
ehgible  veteran,  the  insurance  wiU  be 
effective  upon  a  date  requested  by  the 
veteran  and  agreed  to  by  the  Adminis- 
trator, but  only  if  the  eligible  veteran 
files  an  application  for  such  insurance, 
submits  evidence  that  he  or  she  meets 
the  health  requirements  of  the  Adminis- 
trator, furnishes  information  on  which 
his  or  her  premium  can  be  based,  and  is 
or  becomes  obligated  under  a  mortgage 
loan  on  the  date  the  insurance  is  to  be- 
come effective. 

ie»  In  any  case  where  an  eligible  vet- 
eran insured  under  Veterans  Mortgage 
Life  Insurance,  refinances  the  mortgage 
loan  which  is  the  basis  for  such  insur- 
ance on  his  or  her  life,  any  mcrease  m 
the  amount  of  insurance  or  any  delay  in 
tlie  rate  of  reduction  of  insurance  will  be 
effective  only  if  the  eligible  veteran  files 
an  application  for  Insurance,  submits 
evidence  that  he  or  she  meets  the  health 
requirements  of  the  Admmistrator.  and 
furnishes  information  on  which  his  or 
her  premium  can  be  based. 

4.  In  §  8a.4.  paragraphs  (b»,  <c)  and 
'd'  are  revised  to  read  as  follows; 

§  8a. 4     Coverafte. 

•  •  •  •  * 

ib>  The  $40,000  lifetime  maximum 
amount  of  Veterans  Mortgage  Life  In- 
surance available  to  an  eligible  veteran 
shall  be  permanently  reduced,  and  the 
amount  of  such  insurance  in  force  on  his 
or  her  life  at  any  one  time  shall  be  re- 
duced simultaneously  1 1 )  with  the  re- 
duction in  the  principal  of  the  mortgage 
loan,  whether  or  not  the  mortgage  loan 
is  amortized,  and  <2>  in  addition,  if  the 
mortgage  loan  is  amortized,  according  to 
the  schedule  for  the  reduction  of  the 


principal  of  the  mortgage  loan  whether 
or  not  the  scheduled  payments  are  time- 
ly mac'e. 

I  c )  If  the  amount  of  the  mortgage  loan 
exceeds  $40,000  or  the  reduced  maximum 
amount  of  insurance  available  to  an 
eligible  veteran,  whichever  amount  is  the 
lesser,  the  amount  of  insurance  in  force 
on  the  life  of  the  veteran  shall  remain 
at  a  constant  level  until  the  princifjal 
amount  of  the  mortgage  loan  which  is 
basis  for  establishing  the  amount  of  in- 
surance IS  reduced  to  $40,000.  or  to  the 
amount  of  the  reduced  maximum  amount 
of  insurance  available  to  the  veteran,  at 
which  time  the  amount  of  insurance  in 
force  on  lus  or  her  life  shall  be  reduced 
in  accordance  with  the  schedule  for  the 
reduction  of  the  principal  of  the  mortgage 
loan,  and  whether  or  not  the  scheduled 
payments  are  timely  made 

id'  Subject  to  the  $40,000  hfetime 
maximum  amount  of  insurance,  and  to 
the  reduced  maximum  amount  of  insur- 
ance available  to  the  eligible  veteran,  he 
or  .she  is  entlited  to  be  insured  under 
Veterans  Mortgage  Life  Insurance  or  to 
apply  for  such  insurance  as  often  as  he 
or  she  becomes  obligated  under  a  mort- 
gage loan  or  a  refinanced  mortgage  loan 
on  a  housing  unit  or  a  successor  housing 
unit  owned  and  occupied  by  the  eligible 
veteran  Where  a  veteran  who  Ls  not 
automatically  insured  under  Veterans 
Mortgage  Life  Insurance  applies  for  such 
insurance,  he  or  she  shall  be  reouired  to 
m*^t  the  health  standards  and  other  con- 
ditions established  by  the  AdmmLstrator 
for  such  insureds. 
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ENVIRONMENTAL   PROTECTION 
AGENCY 

[  40  CFR  Part  52  ] 
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COMMONWEALTH  OF  PENNSYLVANIA 

Proposed  Revision  to  Air  Quality 
Implementation  Plan 

-AGflNCY:  Environmental  Protection 
Agency 

ACTION    Proposed  rule 

SL^MMARY  On  May  20.  1977.  the  Com- 
monwealth of  Peimsylvania  submitted  a 
proposed  amendment  to  the  Pennsyl- 
vania State  Implementation  Plan  'SIP), 
under  the  Clean  Air  Act.  and  has  re- 
quested that  thLs  amendment  be  re- 
viewed and  approved  as  a  revLsion  to  the 
Pennsylvania  SIP  The  proposed  amend- 
ment provides  for  the  reduction  of  hy- 
drocarbon emissions  through  a  program 
of  substitution  of  emulsion -based  as- 
phalts for  "cutback  m.aterial"  'Or  non- 
methane  hydrocart»n  h&sed  asphalts). 
.'\pproval  of  the  proposed  amendment 
will  permit  the  construction  of  the  pro- 
posed Volkswagen  of  America,  Inc  .  auto- 
mobile plant  in  New  Stanton.  Pennsyl- 
vania. 

DATES:  Comments  must  be  received 
on  or  before  July  5.  1977 

ADDRESS :  Comments  should  be  sent  to 
Mr.  Howard  Heim,  Chief.  Air  Programs 
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Branch.  Air  and  Ha7ardou.s  Material  Di- 
vLsion,  Region  III.  Curtis  Buildini?,  Sixth 
and  Walnut  Streets.  Philadelphia. 
Pennsylvania  19106. 

Copies  of  the  proposed  revision  of  the 
Pennsylvania  SIP  and  accompanving 
support  documentation  are  available  for 
public  inspection  during  normal  busi- 
ness hours  at  the  following  locations: 

U  S  Environmental  Protection  Agencv'.  Re- 
gion III,  Curtis  Building.  Tenth  Floor, 
Sixth  &  Walnut  Streets.  Philadelphia. 
Pennsylvania  19106.  ATTN:  Mr  Oienn 
Hanson 

Pennsylvania  Bureau  of  Air  Quality  and 
Noise  Control,  Post  Office  Box  2063,  Harns- 
burg.  Pennsylvania  17120.  ATTN:  Mr  Gary 
Trtplett. 

Public  Information  Reference  Unit,  US  En- 
vironmental Protection  Agency.  401  M 
Street.  S.W.,  Washington.  DC.  20460 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr.  Glenn  Hanson.  Regional  Air  New- 
Source  Coordinator,   215-597-8170. 

SUPPLEMEN-TARY  INFOR\LATION : 
The  purpose  of  this  proposed  amendment 
to  the  Pennsylvania  SIP,  pursuant  to  the 
EPA  December  21.  1976  Interpretative 
Ruling  I  Ruling  >  >  41FRo5523  ' .  is  to  offset 
non-methane  hydrocarbon  emi.ssions  re- 
sulting from  the  construction  and  opera- 
tion of  the  proposed  Volk.swagen  of 
.America,  Inc..  automobile  plant  in  New 
Stanton.  Pennsylvania.  As  required  by 
the  Ruling,  a  new  major  stationary 
source  may  construct  in  an  area  cur- 
rentlv  exceeding  any  National  Ambient 
Air  Quality  Standard  s'  iNAAQS>  only 
under  certain  conditions.  One  condition 
Is  the  following  If  there  are  achieved  in 
that  area  emission  reductions  that  more 
than  offset  air  pollutants  which  cause 
or  contribute  to  a  violation  of  any 
NAAQS.  then  construction  of  the  new- 
source  can  be  permitted  The  geosraphi- 
cal  area  withm  which  the  Volkswagen 
of  America.  Inc  automobile  facility  is 
proposed  to  be  located  is  exceeding  the 
NAAQS  for  photochemical  oxidants 
Non-methane  hvdrocarbons  have  been 
determined  to  be  a  nia'or  contributor 
to  the  formation  of  photochemical  oxi- 
dant ambient  air  qualitv  levels.  There- 
fore, non-methane  hydrocarbon  emis- 
sion offsetvS  are  required  to  accommo- 
date the  operation  of  the  proposed  Volks- 
wagen facility 

The  proposed  revision  to  the  Pennsyl- 
vania SIP  w-ill  result  in  a  decrease  of  one 
thousand  and  twenty-five  il025>  tons 
per  year  of  non-methane  hydrocarbons 
within  a  seventeen  il7'  county  area. 
Included  m  this  area  are  Mercer.  Ven- 
ango. Lawrence.  Clearfield.  Somerset. 
Arm,strong.  Butler.  Clarion.  Indiana. 
Jefferson.  Allegheny.  Beaver.  Favette. 
Green  Washington,  and  Westmoreland 
countries 

At  no  time  will  non-methane  hydro- 
carbon emissions  resulting  from  the  con- 
struction and  operation  of  the  proposed 
Volksw-agen  automobile  plant  exceed 
eight  hundred  and  ninetv-eight  <898i 
tons  of  non-methane  hvdrocarbons  per 
year  This  level  of  control  of  non- 
methane  hvdrocarbon  emissions  from 
the  operation  of  this  source  is  required 


as  a  permit  condition  enforceable  by  the 
State  and  federal  government.  If.  in  the 
future,  it  is  requested  that  construction 
and  operation  of  this  facility  be  such  as 
to  result  in  increases  of  non-methane 
hydrocarbons,  above  the  898  tons  per 
year  set  forth  in  this  proposed  revision, 
additional  reductions  in  non-methane 
hydrocarbons  in  the  aforementioned 
geographical  area  will  have  to  be  pro- 
posed as  revisions  to  the  Pennsylvania 
SIP  and  approved  by  EPA. 

The  public  is  invited  tc  submit  com- 
ments on  whether  the  amendments  sub- 
mitted by  the  Commonwealth  of  Penn- 
sylvania should  be  approved  or  disap- 
proved as  a  revision  of  the  Pennsylvania 
State  Implementation  Plan.  All  com- 
ment-s  received  on  or  before  July  5,  1977 
w-ill  be  considered. 

The  Administrator's  decision  to  ap- 
prove or  disapprove  this  proposed  SIP 
revision  will  be  based  on  whether  the 
amendment  submitted  by  the  Common- 
wealth of  Pennsylvania  meets  require- 
ments of  Section  110  of  the  Clean  Air 
Act.  the  EPA  December  21,  1976  Inter- 
pretative Ruling,  and  40  CPR  Part  51, 
■'Requirements  for  Preparation,  Adop- 
tion and  Submittal  of  Implementation 
Plans."  EPAs  preliminary  review  indi- 
cates that  It  may  be  necessary  for  EPA 
to  promulgate  supplementary  provisions 
to  ensure  that  the  hydrocarbon  reduction 
program  will  be  legally  enforceable  by 
the  SUte  and  EPA.  and  to  ensure  that 
adequate  monitoring  and  reporting  will 
be  implemented, 

(Sec.  110(a).  Clean  Air  Act.  42  U.S.C.  1857c- 

5  ) 

Dated:  June  7. 1977. 

Christopher  K.  Seglem, 
Acting  Regional  Administrator. 

[PR  Doc. 77-16775  Piled  6-13-77;8:45  ami 
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APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION   PLANS 

Revisions  to  the  Del  Norte  County  Air 
Pollution  Control  District's  Rules  and 
Regulations   in  the   State  of  California 

AGENCY:  Environmental  Protection 
Agency. 

ACTION:  Proposed  rulemaking. 

SUMMARY:  It  is  the  purpose  of  this  no- 
tice to  acknowledge  receipt  of  and  invite 
public  comments  on  revisions  to  the  Del 
Norte  County  Air  Pollution  Control  Dis- 
trict's Rules  and  Regulations  which  were 
submitted  to  EPA  by  the  California  Air 
Re.sources  Board  for  inclusion  in  the 
California  State  Implementation  Plan. 
These  revisions  were  submitted  on 
July  25,  1973;  October  23,  1974;  April  10. 
1975;  July  22,  1975;  and  November  10, 
1976  Since  the  November  10,  1976  sub- 
mittal represents  the  most  recent  set  of 
rules  and  regulations  for  this  District,  it 
will  be  addressed  in  this  notice.  Regula- 
tions concerning  New  Source  Review  are 
not  being  considered  in  thLs  notice,  and 
w-iU  be  the  topic  of  a  separate  Federal 
Register  notice    The  EPA  solicits  com- 


ments regarding  the  desirability  of  ap- 
proving or  disapproving  the.  rules  and 
regulations  being  considered,  especially 
as  to  their  consistency  with  the  Clean  Air 
Act. 

DATES:  Comments  may  be  submitted 
on  or  before  July  14,  1977. 

ADDRESS:  Send  comments  to:  Regional 
Administrator.  Attn:  Air  &  Hazardous 
Materials  Division.  Air  Programs 
Branch.  California  SIP  Section,  EPA. 
Region  IX,  100  California  Street,  San 
Francisco,  CA  94111. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Prank  M.  Covington,  Director,  Air  & 
Hazardous  Materials  Division,  Envi- 
ronmental Protection  Agency,  Attn: 
David  R.  Souten.  100  California  Street, 
San  Francisco.  CA  94111.  1 415-556- 
7288 >, 

SUPPLEMENTARY  INFORMATION: 
The  November  10,  1976  submittal  con- 
tained revisions  to  the  followir.e  rules: 

Recui^tion  1 — Air  Qualfpy  Control  Rules 


CHAPTER    I- 


:eneral  provisions 


Rule  100 — Title 

Rule  no — Purpose 

Rule  120 — Administration 

Rule  130 — Definitions 

Rule  140 — Emergency  Conditions 

Rule  150 — Public  Records 

Rule  160 — Ambient  Air  Quality  Standards 

Rule  190— Validity 

CHAPTER    n: — FEES 

Rule  300 — Permit  Pees 
Rule  310 — Permit  Fee  Schedules 
Rule  320 — Hearing  Board  Fees 
Rule  340 — Technical  Report  Charges 

CHAPTER    IV PROHIBITIONS 

Rule  400 — General  Limitations 

Rule  410 — Visible  Emissions 

Rule  420 — Particulate  Matter 

Rule  430 — Fugitive  Dust  Emissions 

Rule  440 — SvUfur  Oxide  Emissions 

Rule  450 — Sulfide  Emission  Standards 

Rule  460 — Organic  Gaa  Emissions 

Rule  470 — Reduction  of  Animal  Matter 

Rule  480 — Orchard.     Vineyard     and     Citrus 

Grove  Heaters 
Rule  482 — Petroleum  Loading  and  Storage 
Rule  490 — Federal   New   Source   Performance 

Standards 
Rule  492 — National   Emission   Standards  for 

Hazardous  Air  Pollutants 

CHAPTER   V ENEORCEMENT   A   PENALTY   ACTIONS 

Rule  500 — Enforcement 

Rule  510— Orders  for  Abatement 

Rule  520 — Civil  Penalties 

Rule  540 — Equipment  Breakdown 

CHAPTER   VI — HEARING   BOARD   A   VARUNCS 

paocEOTmxs 

Rule  600 — Authorization 
Rule  610 — Petition  Procedures 
Rule  620 — Hearing  Procedures 
Rule  630 — Decisions 
Rule  640 — Record  of  Proceedings 
Rule  650 — Appeal  of  Decision 

Rbculation    3 — Open    Burning    Prockburks 

Open  Burning  Procedures 

Article  I — Scope  and  Policy 

ArUcle  II— Definitions 

Article  III — Use  Classifications 

Article  IV — Notification  of  Burning  Condl- 

tlODS 
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Article  V— Burning  PermltB  and  Reports 
Article  VI — Burning    Preparation    and    Re- 
strictions 
Article  VTI — Enforcement 

Regclation  3 — Federal  New  Source 
Performance  Standards 


Definitions 
NSPS  Rule 
NSPS  Rule 


1 — General  Provisions 
2— Fossil  Fuel-Fired  Steam  Gen- 
erators 
NSPS  Rule  3 — Incinerators 
NSPS  Rule  4 — Portland  Cement  Plants 
NSPS  Rule  5 — Nitric  Acid  Plants 
NSPS  Rule  6 — Sulfuric  Acid  Plants 
NSPS  Rule  7 — Asphalt  Concrete  Plants 
NSPS  Rule  8 — Petroleum  Refineries 
NSPS  Rule  9 — Storage  Vessels  for  PetroleuM 

Liquids 
NSPS  Rule  10 — Secondary  Lead  Smelters 
NSPS  Rule   11 — Secondary  Brass  end  Bronze 

Ingot  Production  Plants 
NSPS  Rule  12 — Iron  and  Steel  Plants 
NSPS  Rule  13 — Sewage  Treatment  PlanU 
NSPS  Rule  14 — Phosphate  Fertilizer  Indus- 
try 
NSPS  Rule  15 — Steel      Plant— Electric      Arc 
Furnaces 

Regulation    4 — National    Emission    Stand- 
ards  FOR   Hazardous   Air   Pollutant* 

NESHAPS  Rule  1— NESHAPS  General  PtotI- 
slons 

NESHAPS  Rule  2— Emission  Standard  for  As- 
bestos 

NESHAPS    Rule    3— Emission    Standard    for 

BervlUum 
NESHAPS    Rule    4 — Emission    Standard    for 

Beryllium  Rocket  Motor  Firing 
NESHAPS    Rule    5 — Emission    Standard    for 

Mercury 

Under  section  110  of  the  Clean  Air  Act 
as  amended,  and  40  CFR  Part  51,  the 
Administrator  is  required  to  approve  or 
disapprove  the  regulations  as  an  SIP 
revision.  The  Regional  Administrator 
hereby  issues  this  notice  setting  forth 
these  revisions  as  protx)sed  rulemaking 
and  advises  the  public  that  interested 
persons  may  participate  by  submitting 
written  comments  to  the  Region  IX  Of- 
fice. Relevant  comments  received  on  or 
before  July  14,  1977.  Comments  received 
will  be  available  for  public  inspection 
at  the  Region  IX  Office  and  the  EPA 
Public  Information  Ref erenue  Unit. 

Conies  of  the  proposed  revision  are 
available  for  public  inspection  during 
normal  business  hours  at  the  following 
locations : 

Del  Norte  County  Air  Pollution  Control  DU- 

trict.  Courthouse.  Oescent  City  CA  95531. 
California   Air   Resources    Board.    1709.    llth 

Street,  Sacramento  CA  95814 
Environmental  Protection  Agency,  Region  IX, 

100   California   Street,    San   Francisco   CA 

94111. 
Public    Information    Reference    Unit.    Room 

2922   (EPA  Ubrary),  401  "M"  Street,  S.W., 

Washington,  D.e.  20460. 

(Sec    110  of  the  Clean  Air  Act.  as  amended 
(42  US.C,  1857C-6)  ) 

Dated:  April  22,  1977. 

R.  L.  O'C0N^fI:LL. 
Acting  Regional  Administrator. 

|FR  Doc. 77-16813  Piled  6-13-77:8:45  ami 
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APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION   PLANS 

Revisions  to  the  Humboldt  County  Air 
Pollution  Control  District's  Rules  and 
Regulations   in  the   State   of   California 

AGENCY:      Environmental     Protection 

Agency. 

ACTION:  Proposed  rulemaking. 

SUMMARY:  It  is  the  purpose  of  this  no- 
tice to  acknowledge  receipt  of  and  invite 
public  ccHnments  on  revisions  to  the 
Humboldt  County  Air  Pollution  Control 
District's  Rules  and  Regulations  which 
were  submitted  to  EPA  by  the  California 
Air  Resources  Board  for  inclusion  m  the 
California  State  Implementation  Plan 
These  revisions  were  submitted  on  De- 
cember 13.  1972:  July  25.  1973:  Janu- 
ary 22,  1974;  July  19,  1974;  October  23, 
1974:  April  10,  1975;  July  22,  1975:  and 
November  10,  1976.  Since  the  Novem- 
ber 10,  1976  submittal  represents  the 
most  recent  set  of  rules  and  regulations 
for  this  District,  it  will  be  addressed  in 
this  notice.  Reg^ilations  concerning  New- 
Source  Review  are  not  being  considered 
in  this  notice,  and  will  be  the  topic  of 
a  separate  Federal  Register  notice.  The 
EPA  solicits  comments  regarding  the 
desirability  of  approving  or  disapproving 
the  rules  and  regulations  being  consid- 
ered, especially  as  to  their  consistency 
with  the  Clean  Air  Act. 

DATES  Comments  may  be  submitted 
on  or  before  July  14,  1977. 

ADDRESS:  Send  comments  to:  Regional 
Administrator.  Attn:  Air  &  Hazardous 
Materials  Division.  Air  Programs  Branch. 
California  SIP  Section  EPA.  Region  EX. 
100  California  Street.  San  FYancisco.  CA 
94111 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  M  Covington,  Director.  Air  & 
Hazardous  Materials  Division.  Envi- 
ronmental Protection  Agency.  Attn: 
David  R.  Souten.  100  California  Street, 
San  PrancLsco.  CA  94111  <  415-556- 
7288 1 

SUPPLEMENTARY  INFORMATION ; 
The  November  10.  1976  submittal  con- 
tained revisions  to  the  following  rules: 

Regulation   1 — Air  Qualitt  Control  Rules 

CHAPTER    I general    PROVISIONS 

Rule  100— Title 

Rule  110 — Purpose 

Rule  120 — Administration 

Rule  130 — Definitions. 

Rule  140 — Emergency  Conditions 

Rule  150 — IHjbllc  Records. 

Rule  160 — Ambient  Air  Quality  SUndards 

Rule  190— Validity. 

CHAPTER    in TEES 

Rule  300 — Permit  Pees 

Rule  310 — Permit  Pee  Schedules 

Rule  320 — Hearing  Board  Pees 

Rule  340 — Technical  Report  Charges 


CHAPTER    rv  —  PROHISmoNS 

Rule  400 — General  Limitations 

Rule  410 — Visible  Emissions 

Rule  420— Paniculate  Matter. 

Rule  4.30— Fugitive  Du.s:  Emissions 

Rule  440 — Sulfur  Oxide  Emissions 

Rule  450 — Sulfide  Emission  Standards 

Rule  460 — Organic  Gsis  Emissions 

Rule  470 — Reduction  of  Animal  Matter 

Rule  480 — Orchard.     Vineyard     and     Cltruft 

Grove  Heaters 
Rule  482 — Peiroleum  Loading  and  Storage 
Rule  490 — Federal   New  Source  Performance 

Standards 
Rule  492 — National   Emission   Standards   for 

Hazardous  Air  Pollutants 

CHAPTER    V— ENFORCEMENT   A    PENALTY   ACTIONS 

Rule  500 — Enforcement 

Rule  510 — Orders  for  Abatement. 

Rule  520 — Civil  Penalties 

Rule  540 — Equipment  Breakdown. 

CHAPTER     VI  — HEARING     BOARD     4>     VARIANCE 
PROCEDtTlES 

Rule  600 — Authorization 
Rule  610 — Petition  Procedures 
Rule  620 — Hearing  Procedures 
Rule  630— Decisions 
Rule  64t) — Record  of  Proceedings 
Rule  650 — Appeal  of  Decision 

Regulation  2 — Open  Burning  PnocEDriiBS 

Open  Burning  Procedures. 

Article  I— Scope  and  Policy. 

Article  II — Definitions 

Article  rn — Use  Classifications 

Article  rv — Notification  of  Burning  Condi- 
tions 

Article  V — Burning  Permits  and  Report*. 

Article    VI — Burnmg    Preparation    and    Re- 
strictions, 
'Article  VII — Enforcement. 

Regulation  3 — Federal  New  Sou»c» 
Performance  Standards 

Definitions. 

NSPS  Rule  1 — General  Provisions. 

NSPS  Rule  2— Fossil  Puel-Plred  Steam  Gen- 
erators. 

NSPS  Rule  3 — Incinerators. 

NSPS  Rule  4 — Portland  Cement  Plants. 

NSPS  Rule   5 — Nitric  Acid  Plants 

NSPS  Rule  6 — Sulfuric  Acid  Plants. 

NSPS  Rule  7 — Asphalt  Concrete  Plants. 

NSPS  Rule  8 — Petroleum  Refineries 

NSPS  Rule  9 — Storage  Vessels  for  Petroleum 
Liquids 

NSPS  Rule  10 — Secondary  Lead  Smelters 

NSPS  Rule  11 — Secondau-y  Brass  and  Bronze 
Ingot  Production  Plants 

NSPS  Rule   12— Iron  and  St«el  Plants 

NSPS  Rule  13 — Sewage  Treatment  Plants 

NSPS  Rule  14 — Phosphate  fertilizer  Industry. 

NSPS  Rule  15 — Steel  Plant — Electric  Arc 
Furnaces. 

Regulation  4  —  National  Emission  Stand- 
ards  FOR   Hazardous   Am    Pollutants 

NESHAPS    Rule    1— NESHAPS   General    Pro- 

vLslons 
NESHAPS    Rule    2 — Emission    Standard    for 

Asbestos 
NESHAPS    Rule    3 — Einlsslon    Standard    for 

Beryllium 
NESHAPS    Rule    4 — Emission    Standard    for 

Beryllium  Rocket  Motor  Faring 
NESHAPS    Rule    5 — Em"!s£lon    Standard    for 

Mercury 

Under  section  110  of  the  Clean  Air  Act 
as  amended,  and  40  CFR  Part  51.  the 
Administrator  is  required  to  approve  or 
disapprove  the  regulations  as  an  SIP  re- 
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vision.  TTie  Regional  AdmmLstrator 
hereby  issues  thus  notice  setting  forth 
these  revisions  a-s  proposed  rulemaking 
and  advi-ses  the  public  that  interested 
persons  may  participate  by  submitting 
written  comments  to  the  Region  IX  Of- 
fice Relevant  comnients  received  on  or 
before  July  14,  1977  will  be  considered 
Comments  received  will  be  available  for 
public  inspection  at  the  Region  EX  office 
and  the  EPA  Public  Information  Ref- 
erence Unit. 

Copies  of  the  proposed  revisions  are 
available  for  public  inspection  during 
normal  business  hours  at  the  following 
locations: 

Humboldt  County  Air  Pollution  Control  Dis- 
trict. 5600  South  Broadway.  Eureka.  C.'^ 
95501. 

California  Air  Resources  Board.  1709rllth 
Street.  Sacramento.  CA  95814. 

Environmental  Protection  Agency,  Region 
DC.  100  California  Street.  San  Francisco, 
CA  94111. 

Public  Information  Reference  Unit.  Room 
2922  I  EPA  Ubrary):  401  M  Street,  SW.. 
Washington.  DC    20460 

Sec.    110  of   the  Clean  Air  Act.  as  amended 
(42  use.  1857C-5). 

Dated;  April  25.  1977 

Pm'l  De  Falco.  Jr.. 
R'''/ionai  Administrator. 

(FR  Doc.77-16814  Filed  6-13-77;8:4o  am| 
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APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION   PUNS 

Revisions  to  the  Mendocino  County  Air 
Pollution  Control  District's  Rules  and 
Regulations   in   the   State  of  California 

AGENCY;  Environmental  Protection 
Agency. 

ACTION    Proposed  rulemaking. 

SUM\L'\R Y :  It  IS  the  purpose  of  this  no- 
tice to  acknowledge  receipt  of  and  invite 
public  comments  on  revisions  to  the 
Mendocmo  County  Air  F^ollution  Control 
Districts  Rules  and  Regulations  which 
were  submitted  to  EPA  by  the  California 
Air  Resources  Board  for  uiclusion  in  the 
Cahfornia  State  Implementation  Plan. 
These  revLsions  were  submitted  on  De- 
cember 13.  1972,  July  25.  1973;  January 
22.  1974.  July  19.  1974,  January  10,  1975; 
July  22.  1975,  February  10,  1976;  and  No- 
vember 10.  1976.  Since  the  November  10, 
1976  submittal  represents  the  most  recent 
set  of  rules  and  regulations  for  this  Dis- 
trict. It  will  be  addressed  in  tins  notice. 
Regulations  concerning  New  Source  Re- 
view are  not  being  considered  in  this  No- 
tice, and  will  be  the  topic  of  a  separate 
^EDER.^L  Recistkr  noticc.  The  EPA  so- 
licits comments  regarding  the  desirabil- 
ity of  approvmg  or  disapproving  the 
rules  and  regulations  being  considered, 
especially  as  to  their  consistency  with  the 
Clean  Air  Act. 

DATES:  Comments  may  be  submitted  on 
or  before  July  14,  1977 

ADDRESS  Send  comments  to  Regional 
Admmistrator.   Attn:    Air  &  Hazardous 


Materials  Division,  Air  Programs  Branch, 
California  SIP  Section,  EPA,  Region  IX, 
100  California  Street,  San  Francisco  CA 

94111. 

FOR  FURTHER  INFORMATION  CON- 
TACT. 

Frank  M.  Covington,  Director,  Air  it 
Hazardous  Materials  Division,  En- 
vironmental Protection  Agency,  Attn: 
David  R  Souten,  100  California  Street, 
San  Francisco  CA  94111  (415-556- 
7288) . 

SUPPLEMENTARY  INFORMATION: 
The  November  10.  1976  submittal  coo- 
talned  revisions  to  the  following  rtiles: 

REctn-ATioN  1 — Am  Quality  Control  Rules 

CHAPTER  I GENERAL  PROVISIONS 

Rule  100— Title. 

Rule  110 — Purpose. 

Rule  120 — Administration. 

Rule  130 — Definitions. 

Rule  140 — Emergency  Conditions. 

Rule  150 — Public  Records. 

Rule  160 — Ambient  Air  Quality  Standards. 

Rule  190— Validity. 

CHAPTER  in — FEES 

Rule  300 — Permit  Fees 
Rule  310— Permit  Fee  Schedules. 
Rule  320 — Hearing  Board  Pees. 
Rule  340 — Technical  Report  Charges. 

CHAPTER    IV PROHIBITIONS 

Rule  400 — General  Limitations. 

Rule  410 — Visible  Emissions. 

Rule  420 — Particulate  Matter. 

Rule  430 — Fugitive  Dust  Emissions. 

Rule  440 — Sulfur  Oxide  Emissions. 

Rule  450 — Sulfide  Emission  Standards. 

R\ile  460 — Organic  Gas  Emissions. 

Rule  470 — Reduction  of  Animal  Matter 

Rule  480 — Orcharde.    Vineyard    and    Citrus 

Cirove  Healers 
Rule  4812 — Petroleum  Loading  and  Storage. 
Rule  4yo — Federal  New  Source  Performance 

Standards 
Rule  492 — National   Emission  tSandards  for 

Hazardous  Air  Pollutants. 

CHAPTER  V — ENFORCEMENT   &    PENALTY   ACTIOWB 

Rule  500 — Enforcement. 

Rule  510 — Orders  for  Abatement. 

Rule  520  -Civil  Penalties 

Rule  540 — Equipment  Breakdown. 


IH.\F'TFR     VI- 


-HCARING     BOARD     «     VARIANCE 
PROCEDURES 


Rule  600 — Authorization 
Rule  610 — Petition  Procedures. 
Rule  6^0 — Hearing  Procedures. 
Rule  6:10 — Decisions. 
Rule  640 — Record  of  Proceedings. 
Rule  650 — Appeal  of  Decision. 

Recilaiion  2 — Open  Burning  Procedures 

Open  Burning  Pr.:>cedures. 

Article  I — Scope  and  Policy. 

Article  II — Definitions 

.\rtlcle  III— tJse  Classifications 

Article  IV — Notification  of  Burning  Condi- 
tions. 

.-Krticle  V — Burning  Permits  and  Reports. 

Article  VI — Burning  Preparation  and  Restric- 
tions. 

Article  VII — Enforcement. 

Regulation  3 — Federal  New  SotmcE 
Performance  Standards 

Definitions. 

NSPS  Rule  1 — General  Provisions. 
NSPS  Rule  2— Fossil  F\iel-Fired  Steam  Gen- 
erators. 


NSPS  Rule  3— Incinerators. 

NSPS  Rule — 4 — Portland  Cement  Plants. 

NSPS  Rule  5 — Nitric  Acid  Plants. 

NSPS  Rule  6 — Sulfuric  Acid  Plants. 

NSPS  Rule  7 — Asphalt  Concrete  Plants. 

NSPS  Rule  B — Petroleum  Refineries 

NSPS  Rule  9 — Storage  Vessels  for  Petroleum 

Liquids. 
NSPS  Rule  10 — Secondary  Lead  Smelters 
NSPS  Rule  11 — Secondary   Bra,s.s   and   Bronze 

Ingot  Production  Plant* 
NSPS  Rule  12— Iron  and  Steel  Plants. 
NSPS  Rule  13 — Sewage  Treatment  Plants. 
NSPS  Rule  14 — Phosphate  Fertilizer  Industry. 
NSPS  Rule  15 — Steel       Plant— Electric       Arc 

Furnaces. 

Regulation  4 — National  Emission  Standards 
FOR  Hazardous  Air  Pollutants 

NESHAPS  Rule  1— NESH-^PS  Genera!  Pro- 
visions. 

NESHAPS  Rule  2 — Emission  Standard  for  As- 
bestos. 

NESHAPS  Rule  3 — Emission  Standard  for 
Beryllium 

NESHAPS  Rule  4 — Emission  Standard  for 
Beryllium   Rocket   Motor   Faring 

NESHAPS  Rule  5 — Emission  Standard  for 
Mercury. 

Under  section  110  of  the  Clean  Air 
Act  as  amended,  and  40  CFR  Part  51,  the 
Administrator  is  required  to  approve  or 
disapprove  the  regulations  as  an  SIP  re- 
vision. The  Regional  Administrator  here- 
by issues  this  notice  setting  forth  these 
revisions  as  proposed  rulemaking  and 
advises  the  public  that  interested  per- 
sons may  participate  by  submitting  writ- 
ten comments  to  the  Region  IX  Office. 
Relevant  comments  received  on  or  be- 
fore July  14.  1977  will  be  considered 
Comments  received  will  be  available  for 
public  inspection  at  the  Region  EX  Of- 
fice and  the  EPA  Public  Information 
Reference  Unit. 

Copies  of  the  proposed  revision  are 
available  for  public  inspecticwi  during 
normal  bvi/iiness  hours  at  the  following 
locations : 

Mendocino  County  Air  Pollution  Control  Dis- 
trict. Courthouse.  890  North  Bush  Street. 
Ukiah  CA  96482 

California  Air  Resource*;  Board,  1709  11th 
SUeet.  Sacramento  CA  96814 

Environmental  Protection  Agency.  Region 
IX.  100  California  Street,  San  Francisco 
CA  94111. 

Public  Information  Reference  Unit.  Room 
2922  (EPA  Library),  401  "M"  Street.  S.W., 
Washington.  DC    20460 

(Sec.  HO  of  the  Clean  Air  Act,  as  amended 
(42  U.S.C.  1867C-6).) 

Dated:  AprU  22,  1977. 

R.  L    O  CONNELL, 

Acting  Regional  Director. 
|PR  Doc.77-16815  FUed  6-13-77;8  45  am] 
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SUMMARY:  It  L<;  the  purpose  of  this 
notice  to  acknowledge  receipt  of  and  in- 
vite public  comments  on  revisions  to  the 
Merced  County  Air  Pollution  Control 
District's  Rules  and  Regulations  which 
were  submitted  to  EPA  by  the  California 
Air  Resources  Board  for  inclusion  in  the 
California  State  Implementation  Plan. 
These  revisions  were  submitted  on  July 
25.  1973;  Jtilv  19,  1974;  January  10.  1975: 
AorU  10,  1976.  and  August  2.  1976.  Since 
the  August  2,  1976  submittal  represents 
the  most  recent  set  of  rules  and  regtila- 
tion.5  for  this  District,  it  will  be  addressed 
in  this  notice.  Regulations  concerning 
new  source  review,  emergency  episode, 
and  gasoline  vapor  recovery  are  not 
being  considered  in  this  notice,  and  will 
be  the  topic  of  a  separate  Federal  Reg- 
ister notice.  The  EPA  soliclU  comments 
regarding  the  desirability  of  approving 
or  disapproving  the  rtUes  and  regula- 
tions being  considered,  especially  as  to 
their  consistency  with  the  Clean  Air  Act. 

DATES:  Comments  may  be  submitted  on 
or  before  July  14,  1977. 

ADDRESS:  Send  comments  to:  Regional 
Administrator.  Attn:  Air  k  Hazardous 
Materials  Division,  Air  Programs 
Branch.  California  STP  Section.  EPA. 
Region  IX.  100  California  Street.  San 
Francisco  CA  94111. 

Availability  of  IDocuments:  Copies  of 
the  proposed  revision  are  available  for 
public  inspection  during  normal  business 
hours  at  the  EPA  Region  IX  office  at  the 
above  address  and  at  the  following  lo- 
cations: 

Merced  County  Air  Pollution  Control  Dis- 
trict. 210  E    13th  Street,  Merced.  CA  95340. 

California  Air  Ptesources  Board,  1709  11th 
Street.  Sacramento  CA  95814. 

Public  Information  Reference  Unit,  Room 
2922  (EPA  Ubraryl.  401  "M"  Street.  S  W  . 
Washington.  DC    20460 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

David  R.  Souten,  Chief,  California  SIP 
Section  1 415-556-7288) . 

SUPPLEMENTARY  INFORMATION: 
The  August  2.  1976  submittal  contained 
revisions  to  the  following  rules : 

RKCU1.ATION    I — 0EWX«AL   PBOVISIONS 

Rule  101     Title 

Rule  102     DeJinitlons. 

Rule  103     Confidential  Information 

Rule  103.1     Inspection  of  Public  Records 

Rule  104     Enforcement. 

Rule  105     Order  of  Abatement. 

Rule  106     Land  Use. 

Rule  107     Inspection*. 

Rule  108     Source  Monitoring. 

Rule  108  1     Source  Sampling 

Rule    109     Equipment    Shutdown.    Startup, 

and  Breakdown. 
Rule  110     Clrcumyentlon. 
Rule  111     Separation  and  Combination. 
Rule  112     Penalty, 

Rule  113     Arrests  and  Notice*  to  Appear. 
Rule  114     SeverabUlty. 
Rule  115     AppUcabUlty  of  Emission  Limits. 

Regulation  HI — Pebb 

Rule  301  Permit  Fee. 

Rule  302  Permit  Pee  Schedules. 

Rule  303  Analysis  Fees. 

Rule  304  Technical  Reports— Charge  for 

Rule  305  Hearing  Board  Pe«s. 


Rectjlatton  IV — PaoHuiiioKB 

Rule  401     Visible  Emlsslona, 

Rule  402     Exceptions 

Rule  403     Wet  Plumes. 

Rule  404     Particulate  Matter  Concentration. 

Rule  405  Particulate  Matter  —  Kmiaaton 
Rate. 

Rule  406     Process  Weight  Chart. 

Rule  407     Sulfur  Compounds 

Rule  407  1     DlstKJsal  of  Solid  or  Liquid  Waste 

Rule  408     Fuel  BurrUng  Equtpnaent 

Rule  408  1  Fuel  Burning  Equipment — 
Oxides  of  Nitrogen 

Rule  4082  Fuel  Burning  Equipment —  Com- 
bustion Contaminants. 

Rule  409     Organic  Solvents. 

Rule  409.1     Architectural  Coatings 

Rule  410     Storage  of  Petroleum  Products 

Rule  412     Organic  Liquid  Loading 

Rule  413     Effluent  Oil  Water  Separators 

Rule  414     Reduction  of  Animal  Matter. 

Rule  415     Open  Burning 

Rule  418     Exceptions. 

Rule  416  1     Agricultural  Burning. 

Rule  417     Incinerator  Burning 

Rule  418     Nuisance. 

Rule  419     Hitceptlon 

Rule  420     Orchard  Heaters. 

Rule  421     Burnine  Reports 

Rule  422  New  Source  Performance  Stand- 
ards 

Rule  423  Emission  Standards  for  Haeardous 
Air  Pollutants 

RiccLATiON  V — PaociBtraa  Brfobj:  The 
Hearing  Boasd 

Rule  601  Applicable  Articles  of  the  Health 

and  Safety  Code 

Rule  502  General 

Rule  503  Piling  Petitions. 

Rule  504  Contents  of  Petitions. 

Rule  505  Petitions  for  Variances. 

Rule  506  Appeal  from  Denial 

Rule  507  Failure  to  Comply  with  Rules. 

Rule  508  Answers. 

Rule  509  Dismissal  of  Petition. 

Rule  510  Place  of  Hearing. 

Rule  511  Notice  of  Hearing. 

Rule  612  Evidence. 

Rule  813  Preliminary  Matt«rs 

Rule  614  OfBcial  Notice. 

Rule  515  Continuances. 

Rule  516  Decision. 

Rule  517  Effective  Date  of  Decision. 

Rule  518  Lack  of  Permit. 

Under  section  110  of  the  Clean  Air  Act 
as  amended,  and  40  CFR  Part  51,  the 
Administrator  is  required  to  approve  or 
disapprove  the  regulations  as  an  SIP  re- 
vision. The  Regional  Administrator 
hereby  issues  this  notice  setting  forth 
these  revisions  as  proposed  rulemaking 
and  advises  the  public  that  interested 
persons  may  participate  by  submitting 
written  comments  to  the  Region  IX  oflQce. 

(Sec.  110  of  the  Clean  Air  Act.  as  amended 

(42  use.  1857C-6).) 

Dated:  May  3. 19r7. 

Paul  Di  Palco.  Jr., 
Regional  Administrator. 

[FR  Doc.77-16812  Piled  6-13-77; 8: 45  am] 
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APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION  PLANS 

Revisions  to  the  Northern  Sonoina  County 
Air  Pollution  Control  District's  Rules  and 
Regulations   In  the   State  of  Caiifomla 

AGENCY:      Environmental     Protection 
Agency. 


ACTION   Proposed  rulemaking 

SUMMARY:  It  is  the  purpose  of  this 
notice  to  acknowledge  receipt  of  and 
invite  public  comments  on  revisions  to 
th  Northern  Sonoma  County  Air  Pollu- 
tion Control  District's  Rules  and  Regula- 
tions which  were  submitted  to  EPA  by 
the  California  Air  Resources  Board  for 
inclusion  in  the  California  State  Imple- 
mentation Plan.  "Hiese  revisions  were 
submitted  on  July  25.  1973:  January  22. 
1974;  January  10,  1975,  November  3, 
1975;  August  2,  1976;  and  November  10. 
1976.  Since  the  August  2,  1976  and 
November  10.  1976  submittals  represent 
the  most  recent  set  of  rules  and  regtila- 
tlons  for  this  District,  they  will  be  ad- 
dressed in  this  notice  Regulations 
concerning  New  Source  Review  are  not 
being  considered  in  this  notice,  and  will 
be  the  topic  of  a  separate  Federal 
Register  notice  The  EPA  solicits  com- 
ments regardmg  the  desirability  of 
approving  or  disapproving  the  rules  and 
regulations  being  considered,  especially 
as  to  their  consistency  with  the  Clean 
Air  Act. 

DATES:  Comments  may  be  submitted 
on  or  before  July  14,  1977. 

ADDRESS  Send  comments  to  Regional 
Administrator.  Attn  Air  &  Hazardous 
Materials  Division,  Air  Programs  Branch, 
California  SIP  Section.  EPA.  Region  IX, 
100  California  Street,  San  Francisco  CA 
94111. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

FYank  M.  Covington,  Director  Air  Ik 
Hazardous  Materials  Division.  En- 
vironmental Protection  Agency,  Attn. 
David  R.  Souten.  100  California  Street, 
San  Francisco,  CA  94111.  i415-556- 
7288". 

SUPPLEMENTARY  INFORMATION . 
The  August  2.  1976  submittal  Included 
the  following  regulations  which  were 
retained  by  reference  in  the  November 
10,  1976  submittal: 

Rule  66  1 — Oecthermal       Operations — Power 

Plant  Emissions 
Rule  56.2 — Oeothermal  Operations — Pre- 

power  ESiilssiona 
Figure     66  1 — Sonoma     County     Oeothermal 

Zone  I 

The  November  10,  1976  submittal  coa- 
talned  revisions  to  the  following  rules; 

Regulation   1 — Am  QuALrrT  Conteol  EUtlib 

cKAPTEm  I — cnroLAi,  norrstom 

Rule  100— TlUe 

Rule  110 — Purpoee 

Rule  120 — AdmliUstratlon 

Rule  130 — Deflnltlons 

Rule  140 — Emergency  Conditions 

Rule  160 — ^Public  Records 

Rule  lao — Ambient  Air  Quality  Standards 

Rule  190— Validity 

CHAPm  m — rsBS 

Rule  30O— Permit  Pees 
Rule  310 — Pemut  Pee  Schedules 
Rule  320 — HeArtng  Board  Fees 
Rule  340 — Technical  Report  Charges 


CKAPTEB  rw- 


«OKIBmOJ*8 


Rule  400 — General  Limitations 
Rule  410 — Visible  Emissions 
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Rule  420 — Particulate  Matter 

Rule  430 — Fugitive  Dust  Emissions 

Rule  440 — Sulfur  Oxide  Emissions 

Rule  450 — Sulfide  Emission  Standards 

Rule  460 — Organic  Gas  Emissions 

Rule  470 — Reduction  of  Ajilmal  Matter 

Rule  480 — Orchard.     Vineyard     and     Citrus 

Grove  Heaters 
Rule  482 — Petroleum  Loading  and  Storage 
Rule  490 — Federal   New   Source  Performance 

Standards 
Rule  492 — National    Emission   Standards    for 

Hazardous  Air  Pollutants 

CHAPTER  V — ENFORCEMENT   &   PENALTY   ACTIONS 

Rule  500 — Enforcement 

Rule  510 — Orders  for  Abatement 

Rule  520 — Civil  Penalties 

Rule  540 — Equipment  Breakdown 


CHAPTER   VI- 


-HEARING   BOARD   It   VARIANCE 
PROCEDURES 


1 — General  Provisions 

2 — Fossil  Fuel -Fired  Steam  Gen- 

3 — Incinerators 

4 — Portland  Cement  Plants 

-Nitric  Add  Plants 
6 — Sulfuric  Add   Plants 
7 — Asphalt  Concrete  Plants 
8 — Petroleum  Refineries 
9 — Storage  Vessels  for  Petroleum 


Rule  600 — Authorization 
Rule  610 — Petition  Procedures 
Rule  620 — Hearing  Procedures 
Rule  630 — Decisions 
Rule  640 — Record  of  Proceedings 
Rule  650 — Appeal  of  Eteclslon 

Regulation  2 — Open  Bijrninc  Procedures 

Open  Burning  Procedures 

Article  I — Scope  and  Policy 

Article  II— Definitions 

Article  III— Use  Classifications 

Article  IV— Notification  of  Burning  Condi- 
tions 

Article  V — Burning  Permits  and  Reports 

Article  VI — Burning  Preparation  and  Re- 
strictions 

Article  VII — Enforcement 

RECtn.ATioN    3 — Federal    New    Source    Psr- 

FORMANCE   STANDARDS 

Definitions 

NSPS  Rule 
NSPS  Rule 

era  tors 
NSPS  Rule 
NSPS  Rule 
NSPS  Rule 
NSPS  Rule 
NSPS  Rule 
NSPS  Rule 
NSi>S  Rule 

Liquids 

NSPS  Rule  10 — Secondary  Lead  Smelters 
NSPS  Rule  11 — Secondary   Brass   and   Bronze 

In^ot  Production  Plants 
NSPS  Rule  12 — Iron  and  Steel  Plants 
N-SPS  Rule  U— Sewage  Treatment  Plants 
NSPS  Rule  14 — Phosphate  Fertilizer  Industry 
NSPS  Rule  15 — Steel       Plant — Electric       Arc 

Furnaces 

Regulation  4 — National  Emission  Standards 
roR  Hazardous  Air   Pollutants 

NESHAPS  Rule   1— NESHAPS    General    Pro- 
vision 
NESHAP3  Rale  2— EmiSE-.on     Standard     for 

As  bes  tos 
NESHAPS  Rule  3— Emission     Standard     for 

Beryllium  Rocket  Motor  Firing 
NESHAPS  Rule  5 — EmLs.slon     Standard     for 

Mercurv 

Under  section  110  of  the  Clean  Air 
Act  as  amended,  and  40  CFR  Part  51. 
the  Admmi.«;trator  i£  required  to  approve 
or  disapprove  the  regulations  as  an  SIP 
revision  The  Regional  Administrator 
hereby  issues  this  notice  setting  forth 
these  re;-Lsions  as  proposed  rulemaking 
and  advises  the  public  that  interested 
persons  may  particlpante  by  submitting 
written  comments  to  the  Region  DC  Of- 
fice. Relevant  comments  received  on  or 
before  July  14.  1977  will  be  considered. 
Comments  received  will  be  aavilable  for 
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public  inspection  at  the  Region  IX  Of- 
fice and  the  EPA  Public  Information 
Reference  Unit. 

Copies  of  the  proposed  revision  are 
available  for  public  inspection  during 
normal  business  hours  at  the  following 
locations ; 

Northern  Sonoma  County  Air  Pollution  Con- 
trol District.  421  March  Avenue.  Suite  C. 
Healdsburg.  CA  95448. 

California  Air  Resources  Board.  1709  llth 
Street.  Sacramento.  CA  95814. 

Environmental  Protection  Agency.  Region 
IX.  100  California  Street.  San  Francisco. 
CA  94111. 

Public  Information  Reference  Unit.  Room 
2922  (EPA  Library),  401  •M"  Street.  S.W.. 
Washington,  D.C.  20460. 

(Sec  110  of  the  Clean  Air  Act.  as  amended 
(42  U.S.C.   1857C-5).) 

Dated:  May  5,  1977. 

Paul  De  Palco,  Jr., 
Regional  Administrator. 

(PR  Doc.77-16811  Filed  6-13-77;8.45  am] 
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APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION   PLANS 

Revisions  to  the  Trinity  County  Air  Pollu- 
tion Control  District's  Rules  and  Reg- 
ulat  ons  in  the  State  of  California 

AGENCY       Environmental     Protection 

Agency. 

.^CTION    Proposed  rulemaking. 

SUMMARY;  It  is  the  purpose  of  this 
notice  to  acknowledge  receipt  of  and  In- 
vite pufclic  comments  on  revisions  to  the 
Trinity  County  Air  Pollution  Control 
Districts  Rules  and  Regulations  which 
were  submitted  to  EPA  by  the  California 
Air  Resources  Board  for  inclusion  in  the 
California  State  Implementation  Plan. 
These  revisions  were  submitted  on  July 
25.  1973;  October  23.  1974;  July  22,  1975; 
and  November  10,  1978.  Since  the  No- 
vemt>er  10,  1976  submittal  represents  the 
most  recent  set  of  rules  and  regulations 
for  this  District,  it  will  be  addressed  in 
this  notice.  Regulations  concerning  New 
Source  Review  are  not  being  considered 
in  this  notice,  and  will  be  the  topic  of  a 
separate  Federal  Register  notice.  The 
EPA  solicits  comments  regarding  the 
desirability  of  approving  or  disapproving 
the  rules  and  regulations  being  consid- 
ered, especially  as  to  their  consistency 
with  the  Clean  Air  Act. 

DATES;  Comments  may  be  submitted  on 
or  before  July  14.  1977. 

ADDRESS;  Send  comments  to;  Regional 
Administrator.  Attn;  Air  b  Hazardous 
Materials  Division.  Air  Programs  Branch. 
California  SIP  Section.  EPA.  Region  EX, 
100  California  Street.  San  Francisco.  CA 
94111. 

FOR  FLTITHER  INFORMATION  CON- 
TACT 

Frank  M.  Covington.  Director,  Air  & 
Hazardous  Materials  Division,  Envi- 
ronmental Protection  Agency,  Attn: 
David  R  Souten.  100  California  Street, 
San  Francisco.  CA  94111.  (415-556- 
7288) . 


SUPPLEMENTARY       INFORMATION ; 
The  November  10.  1976  submittal  con- 
tained revisions  to  the  following  rules: 
Recttlation  I — Air  Quality  Control  Rules 

CHAPTER  I GEMBIAL  PROVISIONS 

Rule  100— Title. 

Rule  110 — Purpose. 

Rule  120 — Admlnlatratlon. 

Rule  130 — Definitions. 

Rule  140 — Emergency  Conditions. 

Rule  150 — Public  Records. 

Rule  160 — Ambient  Air  Quality  Standards 

Rule  190 — Validity. 

CHAPT«R  lU — FEES 

Rule  300 — Permit  Pees. 

Rule  310 — ^Permit  Pee  Schedules 

Rule  320 — Hearing  Boerd  Pees 

Rule  340 — ^Technical  Report  Charges. 

CHAPTER  IT PROHIBITIONS 

Rule  400 — General  Limitations. 

Rule  410 — Visible  EmLsslons. 

Rule  420 — Particulate  Matter. 

Rule  430 — FugltlTC  Dust  EmLsslons. 

Rule  440 — Sulfur  Oxide  Einlsslons. 

Rule  450 — Sulfide  Emission  Standards, 

Rule  460 — Organic  Gas  Emissions. 

Rule  470 — Reduction  of  Animal  Matter. 

Rule    480 — Orchard.     Vineyard    and    Citrus 

Grove  Heaters. 
Rule  482 — Petroleum  Loading  and  Storage. 
Rule  490- — Federal   New  Source  Performance 

Standards. 
Rule  492 — National   Emls-slon  Standards   for 

Hazardous  ALr  Pollutants 

CHAPTER   T KNroaCBMBNT    &    PENALTY    ACTIONS 

Rule  500 — Enforc«m.ent 

Rule  510 — Order*  for  Abatement 

Rule  520— Civil  Penalties 

Rule  540 — Iquipnient  Breakdown. 


CHAPTER     n- 


-Hl.VRING     BOARD     &     VARIANCE 
PROCMDURBS 


Rule  600 — Authorisation. 
Rule  610 — Petition  Procedures. 
Rule  620— Hearing  Procedures 
Rule  630 — Decision*. 
Rule  640 — Record  of  Proceedings. 
Rule  650 — Appeal  of  Deciaion. 

Regulation  2 — Opkn  Burning  Procedures 


Open  Burning  Proceduree 
Article         I — Scope  and  Policy. 

n — Definition*. 
in — Use  Claaslflcatlons. 

rv — Notification  of  Burning  Condi- 


Article 
Article 
Article 
tlons 
Article 
Article 


V — Burning  Permits  and  Reports. 
VI — Burning   Preparation   and   Re- 
strictions. 
Article     VII — Enforcement. 


RECUT-ATION    S — J^KIKRAL    NEW    SOURCE 

PK&roRMANCx  Standards 

Definitions 

NSPS  Rule     1 — General  Provisions. 

NSPS     Rule     3-tPo«11      Fuel-Fired      Steam 
Generator*. 

NSPS  Rule     3 — Incinerators. 

NSPS  Rule     4 — Portland  Cement  Plants. 

NSPS  Rule     5 — Nitric  Acid  Plants 

NSPS  Rule     6 — Sulfuric  Acid  Plants 

NSPS  Rule     7 — Aiphalt  Concrete  Plants. 

NSPS  Rule     8 — Petroleum  Refineries 

NSPS  Rule     » — Storage    Vessels    for    Petro- 
leum Liquids 

NSPS  Rule  10 — Secondary  Lead  Smelters. 

NSPS  Rule   II — Secondary  Bra.ss  and  Bronze 
Ingot  Production  Plants 

NSPS  Rule  12 — Iron  and  Steel  Plants. 

NSPS  Rule  13 — Sewage  Treatment  Plants. 

NSPS  Rule   14 — Phrjcphate   Fertilizer    Indus- 
try. 

NSPS  Rule   15 — Steel  Plant — Electric  Arc 
F*urnaccs. 
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Reculation  4— National  Emission 
Standards  for  Hazardous  Air  Polxutants 

NESHAPS  Rule  1— NESHAPS  General  Provi- 
sions 
NESHAPS  Rule  ^--Emission     Standard     for 

Asbestos 
NESH.\PS  Rule  J  -Emission     Standard     for 

Beryllium 
NESHAPS  Rule  4— Emission     Standard     for 

Beryllium  Rocket  Motor  Firing 
NESH.^PS  Rule  5 — Emission     Standard     for 

Mercury 

Under  section  110  of  the  Clean  Air  Act 
as  amended,  and  40  CFR  51.  the  Admin- 
istrator is  requ;re(d  to  approve  or  disap- 
prove the  regulations  as  an  SIP  revision. 
The  Regional  Administrator  hereby  is- 
sues this  notice  setting  forth  these  revi- 
sions as  proposed  rulemaking  and  ad- 
vises the  public  that  interested  persons 
may  participate  by  submitting  written 
comments  to  the  Region  IX  Office.  Rele- 
vant commer.ts  received  on  or  before 
July  14.  1977  will  be  considereci.  Com- 
ments received  will  be  available  for  pub- 
lic mspection  at  the  Region  IX  Office 
and  the  EPA  Public  Information  Ref- 
erence Unit. 

Copies  of  the  proposed  revision  are 
available  for  public  inspection  during 
normal  business  hours  at  tlie  followmg 
locations: 

Trinity  County  Air  Pollution  Control  Dis- 
trict. 400  Barbara  Avenue,  Weaverville,  CA 
96093. 

California  Air  Resources  Board.  1709  llth 
Street.   Sacramento.   CA  95814. 

Environmental  Protection  Agency.  Region 
IX.  100  California  Street.  San  Francisco. 
CA  94111. 

Public  Information  Reference  Unit.  Room 
2922  (EPA  Library).  401  "M"  Street  SW., 
Washmgt.^n.  DC.  20460. 

(Sec.  110  of  the  Clean  Air  Act,  as  amended 
(42  use.  1957c -5)  ) 

Dated;  May  5,  1977, 

Paul  De  Falco,  Jr., 

Regional  Administrator 

(FR  Doc  77-16816  Filed  6-13-77,8:45  am] 


ability  of  appronng  or  disappro\Tnp  the 
rules  and  regulations  being  considered, 
especially  as  to  their  consistency  with  the 
Clean  Air  Act. 

DATE;  Comments  may  be  submitted  on 
or  before  July  14.  1977. 

ADDRESS:  Send  comments  to;  Regional 

Administrator;  Attn,  .\,r  and  Hazardous 
Materials  Division.  Air  Programs  Branch, 
California  SIP  Section,  EPA,  Region  IX, 
100  California  Street,  San  Francisco.  CA 
94111. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

Frank  M.  Covington,  Director,  Air  and 
Hazardous  Materials  Division,  Envi- 
ronmental Protection  Agency,  Attn; 
David  Souten.  San  Francisco,  CA 
94111.  415-556-7288. 

SUPPLEME2VTARY  INFORMATION; 
The  November  10.  1976  subir.ittal  con- 
tained revisions  to  the  following  rules; 

Sec. 

101 

102 

103 

103  1 

104 

105 

106 

107 

108 

108  1 

109 

110 

111 


[40  CFR  Part  52] 

fFRL  744-21 

APPROVAL  AND  PROMULGATION  OF 
IMPLEMENTATION  PLANS 

Revisions  to  Tulare  County  Air  Pollution 
Control  Rules  and  Regulations  in  the 
State  of  California 

AGENCY:  Environmental  Protection 
Agency. 

ACTION:  Proposed  rulemaking. 

SUMMARY:  It  is  the  purpose  of  this 
notice  to  acknowledge  receipt  of  and  in- 
vite public  comments  on  revisions  to  the 
Tulare  County  Air  Pollution  Control 
District  Rules  and  Regulations  which 
were  submitted  to  EPA  by  the  State  of 
California  for .,  inclusion  in  the  Cali- 
fornia State  Implementation  Plan.  These 
revisions  were  received  on  November  10, 
1976.  Regulations  concerning  Emergency 
Episodes,  New  Source  Review,  and  Stack 
Monitoring  are  not  being  considered  in 
this  notice,  and  will  be  the  topic  of  sep- 
arate Federal  Register  notices.  The  EPA 
solicits   comments  regarding  the   desir- 


and 


Title. 

Definitions. 

Confidential  Information. 
Inspection  of  public  records 
Enforcement. 
Order  of  abatement. 
Land  use. 
Inspections. 
Source  monlt-orlng 
Source  sampling 
Penalty. 

Arrests  and  notices  to  appear 
Equipment     shutdown,     startup 
breakdown. 

112  Circumvention. 

113  Separation  and  combination. 

114  Severability 

115  Applicability  of  emission  limits 

303  Analysis  fes. 

304  Technical  rei>ort.s.  charge  for. 

305  Hearing  board  fees 

401  Visible  emissions. 

402  Exceptions 

403  Wet  plumes. 

401        Particulate  matter 

405  Particulate      emission      rate       process 

weight. 

406  Process      weight,      Portland      cement 

kilns. 

407  Sulfur  compounds. 

407  1     Disposal  of  solid  or  liquid  waste. 
407.3     Fuel  burning  equipment,  com'j'istlon 

contaminants 
407.3     Scavenger  plants 

408  Fuel  burning  equipment. 

409  Fuel    burning    equipment,    oxides    of 

nitrogen. 
41C        Organic  solvents 

410  1     Architectural  coatings 

410  2     DlsjKwal  and  evajxjratlon  of  solvents 

411  Storage  of  petroleum  pnsducts. 
417.1     Agricultural  burning 

420  Exception, 

421  Orchard  heaters 

422  New  source  performance  standards 

423  Emission  standards  for  hazardous  air 

pollutants. 

501  Applicable    provisions 

and  safety  code. 

502  General. 

503  Filing  petitions, 
5*^        Contents  of  petitions 
505        Petitions  for  variances. 
.■=fl7        FniUire  to  comply  with  rules. 
!OS        Answers. 

509  Dismissal  of  petition. 

51 0  Place  of  hearing. 

511  Notice  of  hearing 

512  Evidence 

513  Prellmlnarv  matters. 


Sec. 

514  Official  notl<». 

515  Continuances. 

516  Decision 

517  Effective  date  of  decision. 

518  Joinder  of  api>eal  with  petition  lor  a 

variance. 

603  Episode  criteria  levels. 

60-*  Episode  stages. 

Pursuant  to  section  110  of  the  Clean 
Au-  Act  as  amended,  and  40  CFR  Part 
51.  the  Admmistrator  is  required  to  ap- 
prove or  disapprove  the  regulations  as 
an  SIP  revision  The  Regional  Adminis- 
trator hereby  issues  this  notice  setting 
forth  these  revLsions  as  proposed  rule- 
making aj-id  advises  the  public  t^al  m- 
te.'-ested  persons  may  participate  by  sub- 
mitting wruten  comments  to  the  Region 
IX  Office  Relevant  comments  received 
on  or  t>efore  July  14.  1977  will  be  con- 
sidered Comments  received  wUl  be  avail- 
able for  public  inspection  at  the  Re^on 
IX  office  and  the  EPA  Public  Informa- 
tion Reference  Unit. 

Copies  of  the  proposed  revision  are 
available  for  public  inspection  during 
normal  business  houi"s  at  the  following 
locations : 

Tulare  County  Air  Pollution  Control  District. 

Public    Health    Center    Building.    Cotmty 

Civic  Center.  Visalia   CA  932T7. 
California    .Air    Resources    Board.    1709    llth 

Street.  Sacramento.  CA  95814 
En\  Ironmental     Protection     Agency,     Region 

IX.    100   Cailfomia   Street.   San   Francisco. 

CA  94111. 
Public    Information    Reference    Unit.    Room 

2<322    (EPA   Library).    401    M    Street.   S.W., 

Washington  DC  20460 

(Sec    110  of  the  Clean  Air  Act.  as  amended 
(42  D  S.C.   1857C-5)   ) 

Dated;  May  11.  1977. 

Paul  E*  Falco.  Jr., 
Regional  Administrator. 

VR  Doc  77-16810  Filed  6-13-77  8  45  an-.) 

FEDERAL   MARITIME   COMMISSION 
[46  CFR  Part  536] 


of    the    health 


;  General  Order 


Docket  No    76-281 


SUBMISSION  OF  REVENUE  AND  COST 
DATA.  CONCERNING  GENERAL  RATE 
INCREASES  AND  CERTAIN  SUR 
CHARGES  niED  BY  COMMON  CAR 
RIERS,  CONFERENCES.  AND  MEMBER 
CARRIERS  OF  RATE  AGREEMENTS 

Withdrawal  of  Proposed  Rule 

AGENCY;    Federal   Maritime    Commis- 
sion. 

ACTION;  Withdrawal  of  proposed  rule 

SUMMARY  This  notice  withdraws  pro- 
posed rule  requiring  common  earners  by 
water,  conferences  of  such  earners  and 
member  earners  of  such  conferences 
operaung  in  the  foreign  commerce  of  the 
United  States  to  submit  revenue  and  cost 
data  to  Lhe  Federal  Mantime  Commis- 
sion m  connection  with  general  rate  m- 
creases  and  certain  surcharges  filed  with 
the  Commission  by  such  earners  or  con- 
ferences The  Commission  has  deter- 
mined to  withdraw  this  rule  at  this  time 
The  effect  of  such  action  ls  to  refrain 
from  imposing  the  proposed  filing  re- 
quirements. 
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EFFECTTVE  DATE    June  14,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Joseph  C.  Polking,  Acting  Secretary. 
Fecieral  Maritime  Commission,  1100  L 
Street.  N.W..  Washington.  DC.  20573. 
202-523-5725. 

SUPPLEMENTARY  INFORMATION: 
The  rule  proposed  In  this  proceeding  was 
published  for  public  procedure  on  Au- 
gust 11,  1975  (40FR  33688  >.  As  proposed, 
the  rule  required  submission  to  thi.s  Com- 
mission of  certain  cost  and  revenue  data 
by  common  earners  by  water  m  the  for- 
eign commerce  of  the  United  States 
under  the  provisions  of  section  18ib'  i5i 
of  the  Shipping  Act,  1916  i46i  U.S.C 
817,  as  amended!  In  response  to  the 
proposed  rule,  over  80  parties  filed  com- 
ments. Commission  Hearing  Counsel  filed 
then-  Reply  to  those  Comments,  and 
Answers  were  thereafter  received 

Opposition  to  the  proposed  rule  by 
ocean  carriers  and  conferences  of  carriers 
was  premised  largely  upon  alleged  in- 
adequacy of  statutory  authorization  in 
the  Commission  to  permit  it  to  exercise 
general  routine  surveillance  over  the  cost 
t)ases  of  rates  in  the  foreign  commerce 
of  the  United  States  Shippers  generally 
endorsed  the  proposed  rule 

Upon  consideration  of  the  comments 
filed  and  reexamination  of  the  rule  pro- 
posed, its  purpose  and  objectives,  the 
Commission  has  decided  to  withdraw 
■^uch  rule  at  this  time  and  discontinue 
the  proceeding. 

Therefore,  it  is  ordered.  Tliat  this 
proceeding  be,  and  hereby  is.  discon- 
tinued. 

And,  it  is  further  ordered.  That  the 
rule  proposed  on  August  11.  1975  and 
published  on  that  date  in  the  Federal 
Register  (40  FR  33688'  be.  and  hereby 
IS  withdrawn 

By  the  Commission. 

Joseph  C    Polking, 
Acting  Secretary. 

IPR  Doc  77-10913  Plied  S-13-77  8  45  am| 

FEDERAL   COMMUNICATIONS 
COMMISSION 

[47  CF;?  Part  73] 

I  Docket  No.  21277;  RM-281'"! 

FM    BROADCAST   STAT, ON    IN    FORSYTH, 

MONTANA 

Proposed  Changes  in  Table  of  Assignments 

AGENCY:  Federal  Communications 
Commission. 

ACTION:     Notice     of     Proposed     Rule 

Making. 

SUMMARY:  Action  taken  proposing  as- 
signment of  a  ClaAs  C  FM  channel  to 
Forsyth.  Montana  Petitioner.  Gold-Won 
Radio  Corporation,  states  that  the  pro- 
posed channel  would  braig  the  first  local 
full-time  service  to  Forsyth  and  Rosebud 
County  which  area  Ls  located  within  a 
100'"  nighttime  "white  area  " 


DATES:  Comments  must  be  filed  on  or 
before  July  20,  1977,  and  reply  comments 
on  or  before  August  9,  1977. 

ADDRESSES:  Send  commends  to: 
Federal    Communications    Commission, 

Washington.  DC.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mildred  B.  Nesterak,  Broadcast  Bureau 
(202-632-7792). 

SUPPLEMENTARY       INFORMATION: 

Adopted:  June  2,  1977. 

Released:  June  9.  1977. 

By  the  Chief.  Broadcast  Bureau: 

1.  Petitioner,  Proposal  and  Comments: 
I  at  Petition  for  rule  making'  filed  c*i 
December  21,  1976,  by  Gold-Won  Radio 
Corporation  ("petitioner"!,  licensee  of 
AM  Station  KIKC.  Forsyth,  Montana, 
proposing  the  assignment  of  Claas  C 
Channel  267  to  Forsyth,  Montana. 

'bi  Thus  channel  could  be  assigned 
without  affecting  any  existing  FM  as- 
signments. 

(c»  Petitioner,  the  only  commenting 
party,  stated  that  it  will  apply  for  the 
proposed  channel  as  soon  as  it  is  assigned. 

2.  Demographic  Data:  (a>  Location: 
Forsyth,  in  Rosebud  County,  is  located 
160  kilometers  dOO  milesi  northeast  of 
Billings,  Montana. 

(b)  Population:  Forsyth  <pop. 
1,873'— Rosebud  Coimty  (pop.  6,032).' 

( c  1  Local  Aural  Services :  Daytime  AM 
Station  KIKC.  licensed  to  petitioner,  is 
the  only  aural  broadcast  service  in 
Forsyth. 

3.  Preclusion  Studies:  Assignment  of 
Class  C  Channel  267  to  Forsyth,  Mon- 
tana, would  cause  preclusion  to  twenty- 
two  communities  with  populations 
greater  than  1,000  persons.  Of  these,  ten  ' 
have  no  local  aural  broadcast  service.  A 
stafl  study  indicates  that,  of  these  ten 
communities,  five ',  with  a  population  in 
excess  of  1.500  persons,  have  alternate 
chamiels  available  for  assignment  to 
them. 

4.  In  this  case  where  the  community 
has  a  population  of  only  1.873  persons. 
it  would  be  the  usual  practice  to  assign 
a  Class  A  channel.  However,  the  peti- 
tioner requested  a  Class  C  channel  as- 
signment. Exceptions  have  been  made 
where  it  is  necessary  to  provide  service 
to  rural  or  unserved/ underserved  areas. 
However,  before  the  Commission  is  able 
to  determine  whether  the  requested  as- 
signment w^uld  be  in  the  public  interest. 


Public  Notice  of  tiie  petition  was  given  on 
January  18.  1977.  Rept.  No.  1028 

-'  Population    figures   are    taken   from   the 

1970  U.S.  Census. 

'Montana  Big  Timber  (pop.  1.592),  Co- 
lumbus (1.173).  Harlowton  (1.376).  Laurel 
(4.454).  Poplar  (1.389);  Wyominf:  Basin 
(1145).  Oreybull  (1,953),  Lovell  (2,371). 
Roundup   (2,116).  Sundance   (1,05«). 

'  Montana  Big  Timber  (pop  1,692),  Laurel 
I  4  454  I.  Roundup  |2.116):  Wj^ming:  Orey- 
bull (1.953),  Lovell  (2,371). 


additional  information  Is  needed.  Peti- 
tioner should  submit  In  its  comments  a 
Roanoke  Rapids,  9  F.C.C.  672  (19€7), 
study  showing  the  numl>er  of  people  who 
would  receive  a  first  and  second  FM  serv- 
ice from  a  Class  C  station  In  Forsyth. 
In  addition,  the  petitioner  should  show 
the  extent  of  nighttime  service  provided 
by  standard  broadcast  stations  in  the 
context  of  first  and  second  aural  serv- 
ice. Anamosa-Iowa  City.  Iowa,  40  F.C.C. 
2d  250  (1974).  Petitioner  is  also  re- 
quested to  submit  a  statement  as  to  gov- 
ernmental, business  and  economic  activ- 
ities of  Forsyth  to  demonstrate  the  need 
of  the  community  for  a  full-time  local- 
aural  broadcast  service. 

5.  Comments  are  Invited  on  the  follow- 
ing proposal  to  amend  the  Table  of  As- 
signments with  regard  to  the  commu- 
nity of  Forsyth,  Montana,  as  follows: 


City 

Channel  No. 

Prestnt       Proposed 

Forsyh,  Moot 

aB7 

6.  The  Conurdsslon's  authority  to  in- 
stitute rule  making  proceedings;  show- 
ings required;  cut-off  procedures  used; 
and  filing  re<iuiremeTit6  are  set  forth  be- 
low and  are  incorporated  hereiii.  Note: 
A  showing  of  continuing  interest  is  re- 
quired by  paragraph  2  below  before  a 
channel  will  be  assigned. 

7.  Interested  parties  may  file  com- 
ments on  or  before  July  20,  1977,  and 
reply  comments  on  or  before  August  9, 
1977. 

Federal  Communications 

Commission, 
Wallace  E.  Johnson, 
Chief.  Broadcast  Bureau 

§  73.202      [.Amended] 

1.  Pursuant  to  authority  found  in  sec- 
tions 4(1),  5(d)  a ).  303  (g)  and  (D.and 
307(b)  of  the  Communications  Act  of 
1934,  as  amended,  and  §0.281'b)(6)  of 
the  Commission's  Rules,  it  is  proposed  to 
amend  the  FM  Table  of  Assi^ments, 
i  73.202(b)  of  the  Commission's  Rules 
and  Regulations,  as  set  forth  in  the 
Notice  of  Proposed  Rule  Making  to  which 
this  is  attached. 

2.  Showings  required.  Comments  are 
Invited  on  the  proposal's)  discussed  in 
the  Notice  of  Proposed  Rule  Making  to 
which  this  Appendix  Is  attached.  Pro- 
ponent(s>  will  be  expected  to  answer 
whatever  questions  are  presented  in 
initial  comments.  The  proponent  of  a 
proposed  assignment  is  also  expected  to 
file  comments  even  if  It  only  resubmits 
or  incorporates  by  reference  its  former 
plesulings  It  should  also  restate  its  pres- 
ent intention  to  apply  for  the  channel  if 
it  is  assigned,  and.  if  authorized,  to  build 
the  station  promptly.  Failure  to  file  may 
lead  to  denial  of  the  request. 

3.  Cut-off  procedures.  The  following 
procedures  will  govern  the  consideration 
of  filings  in  this  proceeding. 

(a)  Counter  proposals  advanced  in  this 
proceeding  itself  will  be  considered,  if 
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advanced  in  initial  comments,  so  that 
parties  may  comment  on  them  in  reply 
comments.  They  will  not  be  considered  if 
advanced  in  reply  comments.  (See  §  1  420 
(di  of  Commission  Rules.) 

(b)  With  respect  to  petitions  for  rule 
making  which  conflict  with  the  pro- 
posal's' in  this  Notice,  they  will  be  con- 
sidered as  comments  in  the  proceeding, 
and  Public  Notice  to  this  effect  will  be 
given  as  long  as  they  are  filed  before  the 
date  for  filing  initial  comments  herein. 
If  filed  later  than  that,  they  will  not  be 
considered  in  connection  with  the  deci- 
sion in  this  docket. 

4.  Comments  and  reply  comments: 
service.  Pursuant  to  applicable  proce- 
dures set  out  in  §§  1.415  and  1.420  of  the 
Commissions  rules  and  regulations,  in- 
terested parties  may  file  comments  and 
reply  comments  on  or  before  the  dates 
set  forth  in  the  Notice  of  Proposed  Rule 
Making  to  which  this  Appendix  is 
attached.  All  submissions  by  parties  to 
this  proceeding  or  persons  acting  on  be- 
half of  such  parties  must  be  made  in 
written  comments,  reply  comments,  or 
other  appropriate  pleadings.  Comments 
shall  be  served  on  the  petitioner  by  the 
person  filing  the  comments.  Reply  com- 
ments shall  be  served  on  the  person's* 
who  filed  comments  to  which  the  reply  is 
directed.  Such  comments  and  reply  com- 
ments shall  be  accompanied  by  a  certi- 
ficate of  service.  'See  §1.420  (a),  (b) 
and  (c)  of  the  Commission  Rules.) 

5.  Number  of  copies.  In  accordance 
with  the  provisions  of  Section  1.420  of 
the  Commission's  Rules  and  Regulations, 
an  original  and  four  copies  of  all  com- 
ments, reply  comments,  pleadings,  briefs, 
or  other  documents  shall  be  furnished 
the  Commission, 

6.  Public  inspection  of  filinffs.  All 
filings  made  in  this  proceeding  will  be 
available  for  examination  by  interested 
P9.rties  during  regular  business  hours  in 
the  Commission's  Public  Reference  Room 
at  its  headquarters,  1919  M  Street.  N.W.. 
Washington,  DC. 
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[  47  CFR  Part  76  ] 

CABLE   TELEVISION   ANNUAL   FINANCIAL 
REPORT  (FCC  FORM  326) 

Order  Extending  Time  for  Filing  Comments 
and  Reply  Comments 

AGENCY :  Federal  Communications 
Commission. 

ACTION:  Order 

SUMMARY:  On  request  from  the  Na- 
tional Cable  Television  Association,  time 
for  filing  comments  in  proceeding  in- 
volving cable  television  system  annual 
financial  report  form  is  extended. 

DATES:  Comment  must  be  received  on 
or  before  June  17,  1977,  and  Reply  Com- 
ments must  be  received  on  or  before  July 
8,  1977. 

ADDRESSES:  Federal  Communications 
Commission,  Washington,  D.C.  20554. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 


John  WhetzeU.  Cable  Television  Bu- 
reau, 202-632-9797. 

SUPPLEMENTARY       INFORMATION : 

Adopted:  June  2,  1977. 

Released:  Junlfe  9.  1977. 

In  the  matter  of  amendment  of  Part 
76.  subpart  F  of  the  Commission's  rules 
and  regulations  with  respect  to  the  cable 
television  annual  financial  report  (FCC 
Form  326). 

By  Chief.  Cable  Television  Bureau: 
1  The  National  Cable  Television  Asso- 
ciation has  requested  that  the  date  for 
filmg  comments  m  this  proceeding  be 
extended  from  June  3  to  June  17,  1977 
on  the  grounds  that  it  involves  technical 
accounting  matters  within  the  particu- 
lar expertise  of  its  Financial  Affairs 
Committee,  that  this  Committee  has  re- 
cently been  reorganized,  and  that  an  ad- 
ditional two  weeks  will  be  required  to 
prepare  comments  responsive  to  the  No- 
tice in  this  proceeding. 

2.  Grood  cause  for  the  requested  exten- 
sion having  been  shown  the  time  for 
filing  comments  in  this  proceeding  will 
be  extended  as  requested.  This  is  a  com- 
plex and  technical  area  where  the  con- 
sidered comments  of  those  subject  to  the 
reporting  requirements  \^ill  be  of  partic- 
ular importance.  Because  of  this  and 
the  initially  short  period  established  for 
the  filing  of  comments  it  appears  that 
the  request  for  additional  time  is  war- 
ranted. 

Accordingly,  it  is  ordered.  That  the 
time  for  filing  comments  in  this  pro- 
ceeding is  extended  until  June  17,  1977 
and  the  time  for  filing  reply  comments 
is  extended  vmtil  July  8,  1977. 

This  action  is  taken  by  the  Chief, 
Television  Bureau  pursuant  to  authority 
delegated  by  Section  §  0.288  of  the  Com- 
mission's Rules. 

Federal   Communications 

Commission, 
James  R.  Hobson, 

Chief.  Cable 
Television  Bureau. 
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FEDERAL   ENERGY 
ADMINISTRATION 

[  10  CFR  Part  430  ] 

ENERGY  CONSERVATION   PROGRAM   FOR 
APPLIANCES 

Notice  of  Proposed  Rulemaking  and  Publk 
Hearing  Regarding  Test  Procedures  for 
Central  Air  Conditioners 

AGENCY:  Federal  Energy  Administra- 
tion. 

ACTION :  Proposed  rule 

SUMMARY :  The  Federal  Energy  Admin- 
istration hereby  proposes  to  amend  its 
regulations  in  cwder  to  prescribe  test 
procedures  for  central  air  conditioners 
under  the  Energy  Policy  and  Conserva- 
tion Act.  The  Act  requires  that  stand- 
ard methods  for  testing  central  air  con- 
ditioners be  prescribed  as  part  of  the 
energy  conservation  program  for  appli- 
ances. The  intended  effect  of  this  pro- 
posal is  to  implement  the  Act's  require- 


ments for  the  solicitation  of  pubUc  com- 
ments before  the  test  procedures  are 
prescribed 

DATES  Comments  by  August  1.  1977. 
4:30  p.m  :  requests  to  speak  by  July  20, 
1977.  4:30  p.m..  statements  by  August  1, 
1977;  heso-ing  to  be  held  on  August  4. 
1977.  at  l:30pm.,e.d.t 

.ADDRESSES:  Comments  and  requests 
to  speak  at  the  hearing  to:  Executive 
Communications.  Room  3317.  Federal 
Energy  Administration,  Box  NB,  Wash- 
ington. DC  20461;  statements  to  Execu- 
tive Communications.  Room  3317,  Fed- 
eral Energy  Administration.  12th  and 
Pennsylvania  Avenue  NW_  Washington, 
DC.  20461 

Hearing  held  at  Federal  Building, 
Room  3000A.  12th  and  Pennsylvania 
Avenue.  NW  .  Washington.  D.C.  20461 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

James  A.  Smith  'Program  Office), 
Room  307.  Old  Post  Office  Building. 
12th  Street  &  Pennsylvania  Avenue. 
NW..  Washington.  DC  20461  '202> 
566-4635 

Robert  C.  Gillette  (Hearing  Proce- 
dures'. 2000  M  Street.  NW.  Room 
2222A.  Washington,  DC.  20461,  (202i 
254-5201 

Jim  Mema  (Media  Relations',  12th 
and  Pennsylvania  Avenue,  N  W  ,  Room 
3104.  Washington.  DC  20461.  (202) 
566-9833. 

Elliott  D  Light  'Office  of  General 
Counsel).  12th  and  Pennsylvania 
Avenue,  N.W.,  Room  7148.  Washing- 
ton, D.C.  20461,  .202i    566-9750 

SUPPLEMENTARY       INFORMATION ; 

A.  Background 

The  Pederftl  Energy  Administration 
<FEA»  proposes  to  amend  Chapter  n  of 
Title  10.  Code  of  Federal  Regulations,  in 
order  to  prescribe  test  procedures  for 
central  air  conditioners  under  section 
323,  42  use  6293,  of  the  Energy  Policy 
and  Conservation  Act  'Act)  'Pub.  L.  94- 
163 ».  The  Act  requires  that  ITEA  pre- 
scribe standard  methods  for  testing  cov- 
ered appliances  Development  of  test  pro- 
cedures is  one  discrete  part  of  the  energy 
conservation  program  for  appliances 
Even  when  promulgated,  final  test  pro- 
cedures will  not  of  themselves  require 
testing  to  be  conducted.  They  will  merely 
establish  standard  methods  for  testing 
when  testing  Is  otherwise  required  by  the 
Act  itself  or  by  regulations  Implementing 
other  parts  of  the  program  For  example, 
the  Federal  Trade  Commission  ( PTC ) ,  In 
exercising  Its  appliance  energy  efficiency 
labelling  authority  regarding  a  particular 
appliance  type,  may  well  require  the  ap- 
plication of  substantially  less  than  all  of 
the  final  test  procedures  applicable  to 
that  appliance  type. 

By  notice  Issued  May  10.  1976  '41  FR 
19977,  May  14.  1976'.  FEA  proposed  to 
establish  Part  430.  entitled  "Energy  Con- 
servation Program  for  Appliances."  in 
Chapter  n  of  Title  10  of  the  Code  of 
Federal  Regulations  That  notice  pro- 
posed a  Subpart  A  to  Part  430.  containing 
general  program  provisions,  and  a  Sub- 
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part  C.  containing  proposed  energy  ef- 
ficiency improvement  targets   By  notice 
issued  July  22,  1976  <Al  FR  1^1237,  July  27, 
1976),  FEA  proposed  an  amendment  to 
proposed  Part  430  to  add  a  Subpart  B 
which  would  contain  the  appliance  test 
procedures  required  to  be  prescribed  by 
section  323  of  the  Act   Subparts  A  and 
B  were  established  bv  notice  issued  on 
May  24.  IP77  .42  FR  27896.  June  1,  1977', 
Propcsed  Subpart  C  has  not  yet  been  fi- 
nalized   and  a  further  proposal  of  Sub- 
part C  will  be  nece.'^sary  in  order  to  meet 
the  requirements  of  section  325 'a'  '  1  >  of 
the  Act  as  amended  by  section  161  of  the 
Energy  Con.'^eryation  and  Production  Act 
(Pub.  L  94-3851. 

The  notice  issued  on  May  24,  1977.  in- 
cluded final  test  procedures  for  room  air 
conditioners.  By  notice  issued  March  17. 
1977  '42  FR  15423.  March  22.  1977i  FEA 
proposed  test  procedures  for  dishwash- 
ers This  notice  also  included  certain  pro- 
gram definltion.s  which  have  not  yet  been 
finalized.  Proposed  test  procedures  for 
water  heaters,  television  receivers,  re- 
frigerators and  refrigerator-freezers, 
freezers  and  clothes  dryers  were  issued 
on  April  21.  1977  i42  FR  21576  et  secj  . 
April  27,  1977  '  Proposed  test  procedures 
for  unvenled  home  heatmg  equipment 
were  issued  on  May  4.  1977  '42  FR  23860, 
May  11.  1977'.  and  proposed  test  pro- 
cedures for  automatic  and  semiautomatic 
clothes  washers  were  issued  on  May  11, 
1977  '42  FR  25329.  May  17.  1977t.  along 
with  a  determination  that  test  pro- 
cedures cannot  be  proposed  for  any  other 
class  of  clothes  w-a.-^her.  Proposed  test 
procedures  for  humiriifers  and  dehumidi- 
fers  were  issued  on  May  25,  1977  (42  FR 
27941  et  SCQ  .  June  1.  1977».  By  this  no- 
tice. FFA  is  proposing  test  procedures 
for  central  air  conditioners. 

Section  323ia'  '2>  of  the  Act  requires 
FEA  to  direct  the  National  Bureau  of 
Standards  iNBS)  to  develop,  for  specifi- 
cally named  types  of  covered  products. 
test  procedures  for  the  determination  of 
the  estimated  annual  operating  costs  and 
at  least  one  other  useful  measure  of  en- 
ergy consumption  which  FEA  determines 
is  likely  to  assist  consumers  in  makinp 
purchasing  decisions.  Pursuant  to  the 
Act.  FEA  directed  NBS  to  develop  test 
procedures  for  FEA's  use  in  prescribing 
test  procedures  under  the  Act.  As  part 
of  this  undertaking.  NBS  evaluated  ex- 
isting test  procedures  for  measuring  en- 
ergy consumption  of  central  air  condi- 
tioners. 

NBS  has  transmitted  to  FEA  a  test 
procedure  review  document  which  re- 
viewed existing  test  procedures  for  meas- 
uring energy  consumption  for  central  air 
conditioners  and  recommended  a  test 
procedure.  Copies  of  this  review  docu- 
ment will  be  made  available  for  inspec- 
tion by  interested  persons  as  provided  for 
later  in  this  notice. 

The  test  procedures  recommended  by 
NBS  and  proposed  today  incorporate  in 
part,  test  procedures  used  by  the  in- 
dustry to  measure  the  cooling  capacity 
and  efBciency  of  central  air  conditioning 
eciuinment  and  described  in  the  Air  Con- 
ditioning and  Refrigeration  Institute 
(ARlJ  Standard  210-75  and  the  Ameri- 


can Society  of  Heating,  Refrigeration 
and  Air  Conditioning  Engineers 
'ASHRAE'  Standard  37-69.  In  addition, 
the  proposal  incorporates  procedures 
recommended  by  NBS  for  determining 
the  national  and  regional  estimated  an- 
nual operating  costs  and  the  seasonal 
energy  efficiencies  of  central  air  condi- 
tioners The  test  procedures  apply  to  cen- 
tral air  conditioning  units  which  have  a 
rated  cooling  capacity  less  than  65,000 
Btu's  per  hour,  are  powered  by  single 
rhase  electric  current,  and  have  air 
cooled  condensers. 

B    Measures  of  Energy  Consumption 

The  Act  requires  FEA  to  prescribe  test 
procedures  for  the  determination  of  es- 
timated annual  operating  costs  and  at 
least  one  other  useful  measure  of  energy 
consumption  which  the  Administrator 
determines  is  likely  to  assist  consumers 
in  making  purchasing  decisions. 

The  estimated  annual  of>erating  cost 
is  the  product  of  the  representative  aver- 
age unit  cost  of  energy  as  provided  by  the 
Administrator,  the  representative  aver- 
age u.se  cycle  <  1000  hours  of  compressor 
operation  I,  and  the  average  power  con- 
sumption The  average  power  consump- 
tion is  calculated  by  dividing  the  highest 
measured  cooling  capacity  from  the 
steady-state  wet -coil  test  by  the  seasonal 
energy  eCBciency  ratio  as  determined  in 
section  3  of  Appendix  M. 

.Also  rropased  <  5  430  22<m)  (2) )  as  test 
procedures  for  the  determination  of  oth- 
er measures  of  energy  consumption 
which  are  likely  to  assist  consumers  in 
making  purchasing  decisions  are  test 
procedures  regarding  the  seasonal  energy 
effKiency  ratios  The  seasonal  energy 
efficiency  ratio  is  defined  as  the  total 
cooling  output  of  a  central  air  condition- 
er during  its  normal  usage  period  for 
cooling,  divided  by  the  total  electric  in- 
put during  the  same  period.  There  are 
two  different  methods  employed  to  calcu- 
late seasonal  energy  efBciency  ratios 
tSEERi.  depending  upon  the  equipment 
configuration  The  first  method,  which 
is  used  for  units  with  single  speed  com- 
pressors and  single  or  multiple-speed 
condenser  fans,  assumes  that  the  SEER 
is  equal  to  the  energy  efficiency  ratio  of 
the  unit  operating  under  cyclic  (i.e., 
cycling  on  and  off>  conditions  at  an 
outdoor  dry-bulb  temperature  of  82°  F. 
The  value  of  82'  F  has  been  estimated  by 
NBS  to  be  the  national  average  operat- 
ing outdoor  temperature  during  the  pe- 
riod of  the  year  requiring  cooling.  This 
value  was  obtained  by  finding  the  aver- 
age temperature  in  diflterent  regions  of 
the  country  and  weighting  these  average 
temperatures  according  to  the  number 
of  central  residential  cooling  units  in 
each  region. 

The  second  method,  employed  for 
units  having  two-speed  compressors  or 
two  compressors,  utilizes  the  results  of 
the  steady-state  wet-coil  tests  to  define 
the  capacity  and  power  input  require- 
ments of  the  unit  as  a  function  of  out- 
door temperature.  A  temperature  bin 
method  Is  then  used  to  calculate  a  sea- 
sonal energy  efl&ciency  ratio.  Both  meth- 


ods of  calculating  the  SEER  yield  re- 
sults which  are  virtually  identical  when 
applied  to  single-speed  compressor  units. 

An  additional  proposed  measure  that 
is  likely  to  assist  consumers  in  making 
purchasing  decisions  is  the  regional  esti- 
mated annual  operating  cost,  which  is 
the  product  of  the  estimated  number 
of  regional  cooling  load  hours  per  year 
determined  from  4.3  of  Appendix  M."  the 
average  unit  cost  of  electricity,  and  the 
average  power  consumption.  The  aver- 
age power  consumption  is  calculated  by 
dividing  the  highest  measured  cooling 
capacity  from  the  steady-state  wet-coil 
tests  by  the  average  seasonal  energy 
eflficiency  ratio  as  determined  in  section 
3  of  Appendix  M. 

FEA  recognizes  that  there  may  be  ad- 
ditional useful  measures  of  energy  con- 
sumption for  central  air  conditioners 
other  than  the  measures  described  above. 
Accordingly,  today's  proposal,  in  pro- 
posed subparagraph  430.22(m)(4>,  pro- 
vides for  other  useful  measures  which  the 
Administrator  determines  are  likely  to 
assist  consumers  in  making  purchasing 
decisions.  These  measures,  however,  must 
be  derived  from  the  application  of  the 
uniform  test  method  proposed  today  as 
Appendix  M  to  Subpart  B.  Central  air 
conditioner  manufacturers  would,  if  re- 
quired, only  have  to  perform  various 
computations  while  still  applying  the 
.same  test  method  contained  in  Appendix 
M  For  example,  if  the  Administrator  de- 
termined that  a  per-hour  cost  of  opera- 
tion would  aid  consumers  in  making  pur- 
chasing decisions,  this  cost  could  be  de- 
rived by  applying  the  uniform  test 
method  to  determine  an  hourly  energy 
con.sumption  rate  and  multiplying  this 
value  by  the  average  unit  cost  of  energy 
to  arrive  at  a  per-hour  cost. 

C.  Laboratory  Mkthodolocy 

Proposed  Appendix  M  to  Subpart  B 
provides  for  a  controlled  laboratory  en- 
vironment for  measuring  energy  con- 
sumption for  various  central  air  condi- 
tioners which  are  available  to  the  con- 
sumer The  proposed  test  m.ethod  con- 
sists of  two  steady-state  wet-coll  tests 
labeled  "A"  and  "B. "  and  a  method  for 
determining  the  cyclic  performance. 
Wet-coil  tests  (tests  "A"  and  "B")  are 
used  since  In  actual  operation  water  con- 
denseo  from  the  ambient  air  will  col- 
lect on  the  evaporator  coil  of  a  central 
air  conditioner. 

Indoor  and  outdoor  ambient  condi- 
tions are  such  that  a  central  air  con- 
ditioning unit  will  also  operate  cyclically 
(I.e..  will  cycle  on  and  ofl^  Because  am- 
bient conditions  which  would  simulate 
cyclic  behavior  of  central  air  conditioners 
are  difficult  to  maintain.  NBS^heis  deter- 
mined that  use  of  cyclic,  wet-coil  tests 
is  not  practical  for  pumoses  of  the  pro- 
posed test  procedure.  However,  results 
from  tests  have  indicated  that  cyclic 
wet-coll  tests  may  be  replaced  by  less 
complicated,  more  accurate  dry-coll  tests 
(labeled  "C"  and  "D"  in  Appendix  M^ 
which  are  conducted  at  a  low  Indoor  rela- 
tive humidity  resulting  In  no  generation 
of  condensate  on  the  evaporator  coll.  In 
the  proposal,  the  dry-coil  test  is  run  in 
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both  the  cyclic  and  steady-state  modes 
The  ratio  of  the  cvclic  energy  efficiency 
ratio  determined  by  the  cyclic  dry -coil 
test  lEER  eye.  dryi  to  the  steadv-state 
energy  efficiency  ratio  determined  by  the 
steady-state  drv-coil  test  (EFR  .,.  drv» 
closely  approximates  the  ratio  of  the 
EER's  determined  from  cyclic  and 
steady-state  wet-coil  tests  at  the  same 
load  factor  Using  this  ratio,  a  degrada- 
tion coeflBcient,  can  be  calculated  and 
anplied  to  the  steady-state  wet-coil  test 
results  to  reflect  cvclic  effects.  A  manu- 
facturer may  instead  use  a  degradation 
coefficient  of  0.3  and  not  utilize  tests  C 
and  D  The  value  of  0  3  has  been  deter- 
mined by  NBS  to  be  a  measure  of  the 
reduction  in  the  efficiencv  of  a  central 
air  conditioner  due  to  cycling  of  the  unit 

d     representatrve    averace-use 
Cyclk 

Section  323<b>(2)  (42  US.C.  6293(b) 
(2)  >  of  the  Act  provides  that  test  pro- 
cedures for  determining  estimated  an- 
nual ooerating  costs  of  any  covered 
product  shall  be  calculated  from  meas- 
urements of  energy  use  in  a  representa- 
tive average-use  cycle  (as  determined  by 
the  Administrator)  and  from  renresent- 
ative  averaee  unit  costs  las  provided  by 
the  Administrator*  needed  to  operate 
fuoh  product  during  such  cycle.  FEA  has 
determined  that  the  reoresentative  aver- 
age-use cvcle  for  central  air  condition- 
ers is  1000  hours  of  operation  per  vear 
This  determination  is  based  upon  NBS' 
recommendation  to  FEA.  which  in  turn 
is  based  uoon  an  NBS  report  that  esti- 
mated the  annual  compressor  operating 
hours  for  central  air  conditioners  NBS' 
recommendation  and  the  report  are 
available  for  inspection  as  provided  for 
later  in  this  notice. 

FEA  intends  to  develop  reoresentatlve 
averaee  unit  costs  of  energy  needed  to 
calculate  national  and  regional  annual 
operating  cost  for  the  renresentative 
average-use  cycle  and  to  provide  this  in- 
formation to  manufacturers  and  PTC  on 
or  before  the  effective  date  of  test  pro- 
cedures for  central  air  conditioners. 

E.  NtTMBER  OF  Units  To  Be  Teste* 

Proposed  S430.23im>  would  provide 
for  sampling  of  each  basic  model  to  be 
tested  when  testing  of  central  air  con- 
ditioners is  required  by  the  Act  or  by 
program  regulations  of  agencies  respon- 
sible for  administering  the  Act.  This  pro- 
vision is  Intended  both  to  provide  an  ac- 
ceptable level  of  assurance  that  test  re- 
sults are  applicable  to  any  entire  basic 
model  for  which  testing  is  required  and 
to  minimize  the  testing  burden  on  manu- 
facturers. F'EA  believes  that  the  samp- 
ling approach  proposed  today  will  enable 
consumers  to  make  meaningful  compari- 
sons of  information  appearing  on  appli- 
ance labels,  and  also  will  meet  the  re- 
quirements of  section  323(b)  of  the  Act 
that  test  procedures  not  be  imduly  bur- 
densome to  conduct. 

Under  proposed  §  430.23(m),  a  sample 
of  sufficient  size  of  each  basic  model 
would  be  tested  to  sissure  that,  for  each 
measure    of    energy    consumption    de- 


scrit)ed  in  J  430.22  >  m  t .  there  is  a  90  per- 
cent probability  that  the  mean  of  the 
values  of  these  measures  of  the  sample 
is  within  5  percent  of  the  true  mean  of 
these  measures  of  the  basic  model.  The 
size  of  the  sample  of  a  particular  basic 
model  «'ill  depend  upon  the  following 
factors 

>&>  The  level  of  confidence  required 
'set  at  90  percent  in  the  proposed  regu- 
lations) ; 

ibi  The  maximum  allowable  differ- 
ence between  the  sample  mean  and  the 
mean  of  the  basic  model  i  expressed  in 
the  proposal  as  a  percent  of  the  true 
mean  and  set  at  5  percent'  ;  and 

•  CI  The  relationship  of  the  mean  and 
.•■tandard  deviation  of  the  basic  model 

The  relationship  of  the  mean  and 
standard  deviation  of  the  basic  model 
can  t)e  determined  from  data  available 
to  manufacturers.  With  this  Information 
and  using  standard  statistical  tech- 
niques, manufacturers  can  determine 
the  number  of  units  required  to  be 
tested  In  any  c&se.  a  minimum  of  1  unit 
of  each  basic  model  must  be  tested.  Sam- 
ple units  would  be  selected  randomly 
from  the  production  stream 

Manufjw:turers  and  other  interested 
persons  are  encouraged  to  comment  on 
the  sampling  approach.  Manufacturers 
are  especially  encouraged  to  submit  any 
data  which  relates  to  the  size  of  the 
samples  which  the  provision  would  re- 
quire to  be  tested.  Comments  alleging 
that  the  sampling  provision  Is  burden- 
some should  include  a  full  discussion  of 
the  facts  upon  which  such  allegation  is 
based 

F.  RE«0iST  FOR  Particular  Comments 

While  PEA  is  soliciting  comments  on 
all  aspects  of  the  proposed  test  proced- 
ures for  central  air  conditioners,  FEA  is 
particularly  interested  in  receiving  com- 
ments on  any  other  useful  measures  of 
energy  consumption  or  data  on  typical 
consumer  usage  of  central  air  condition- 
ers in  addition  to  those  proposed  today. 

In  addition,  FEA  Is  Interested  In  re- 
ceiving comments  on  any  definitions  al- 
ready promulgated  or  proposed  in  5  430.2. 
as  discussed  above  as  these  definitions 
might  affect  the  testing  of  central  air 
conditioners.  Comments  with  respect  to 
these  definitions  In  section  430.2  are 
timely  until  the  close  of  the  written  rec- 
ord, as  specified  below. 

G    Comment  Procedure 

1 .     WRnTEN     comment 

Interested  persons  are  invited  to  par- 
ticipate in  this  rulemaking  by  sulnnittlng 
data,  views  or  arguments  with  respect 
to  the  proposed  test  procedures  for  cen- 
tral air  conditioners  set  forth  in  this  no- 
tice to  Executive  Communications, 
Room  3317,  Federal  Energy  Administra- 
tion, Box  NB.  Washington,  DC.  20461. 

Comments  should  be  Identified  on  the 
outside  of  the  envelope  and  on  docu- 
ments submitted  to  PEA  with  the  desig- 
nation "Central  Air  Conditioner  Pro- 
posed Test  Procedures."  Fifteen  copies 
should  be  submitted.  All  comments  re- 


ceived by  Augtist  1.  1977.  before  4  30  p.m.. 
e.s.t..  and  all  other  relevant  information, 
will  be  considered  bv  FEA  before  final 
action  is  taken  on  the  proposed  regula- 
tions. 

Any  information  or  data  considered 
by  the  person  furnishing  it  to  be  confi- 
dential must  be  so  identified  and  sub- 
mitted in  writing,  one  copy  only  PEA 
reserves  the  right  to  determine  the  con- 
fidential status  of  the  information  or 
data  and  treat  it  accordmg  to  its  deter- 
mination 

2      PUBLIC    hearings 

a.  Recjuest  procedure  The  time  and 
place  of  the  public  hearing  are  indicate 
at  the  beginning  of  this  preamble  The 
hearing  will  be  continued,  if  necessary, 
on  August  5.  1977  PEA  invites  any  per- 
son who  h£LS  an  interest  in  the  proposed 
rulemaking  issued  today,  or  who  is  a  rep- 
resentative of  a  group  or  class  of  persons 
that  has  an  interest  m  today's  proposed 
nilemaklng.  to  make  a  written  request 
for  an  ooportunity  to  make  an  oral  pres- 
entation Such  a  request  should  be  di- 
rected to  the  address  indicated  at  the 
beginning  of  this  preamble  and  must  be 
received  before  4  30  pm  ,  est.  on  July 
20.  1977  Such  a  request  may  be  hand  de- 
livered to  such  address,  between  the  hours 
of  8:00  a.m  and  4  30  pm.  Monday 
through  Friday  A  request  should  be  la- 
beled both  on  the  document  and  on  the 
envelope  'Central  Air  Cnditloners— Pro- 
posed Test  Procedures." 

The  person  making  the  request  should 
briefly  describe  the  interest  concerned:  if 
appropriate,  state  why  she  or  he  is  a 
proper  representative  of  a  group  or  class 
of  persons  that  has  such  an  interest:  and 
give  a  concise  summar>'  of  the  proposed 
oral  presentation  and  a  telephone  num- 
ber where  she  or  he  may  be  contacted 
through  August  4.  1977. 

FEA  will  notify,  before  4  30  pm  July 
22.  1977.  each  person  selected  to  appear 
at  a  hearing.  Each  person  selected  to  be 
heard  must  submit  50  copies  of  her  or 
his  statement  to  the  address  and  by  the 
date  given  in  the  beginning  of  this  pre- 
amble In  the  event  any  person  wLshing 
to  testify  cannot  meet  the  50  copy  re- 
quirement, alternative  arrangements  can 
be  made  with  the  Office  of  Regulations 
Management  in  advance  of  the  hearing 
by  so  indicating  in  the  letter  reouesting 
an  oral  presentation  or  by  calling  the 
Office  of  Regulations  Management  at 
(202)   254-3345 

b.  Conduct  of  Hearing  PEA  reserves 
the  right  to  select  the  persons  to  be  heard 
at  this  hearing,  to  schedule  their  respec- 
tive presentations  and  to  establish  the 
procedures  governing  the  cc«iduct  of  the 
hearing  The  length  of  eaoh  presentatic«i 
may  be  limited,  based  on  the  number  of 
persons  requesting  to  be  heard 

An  PEA  official  will  be  designated  to 
preside  at  the  hearing  This  wlU  not  be 
a  judicial  or  evidentiary -type  hearing 
Questions  may  be  asked  only  by  those 
conducting  the  hearing,  and  there  w  ill  be 
no  cross-examination  of  persons  present- 
ing statements  Any  decision  made  by 
FEA  with  respect  to  the  subject  matter 
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of  the  heanng  will  be  based  on  all  In- 
formation available  to  FEA.  At  the  con- 
clusion of  all  Initial  oral  statements,  each 
person  who  has  made  an  oral  statement 
will  bp  given  the  opportunity  if  she  or  he 
so  desires,  to  make  a  rebuttal  statement. 
The  rebuttal  statements  v?:ll  be  given  in 
the  order  in  which  the  initial  statements 
were  made  and  will  be  subject  to  time 
limitation? 

Any  interested  person  may  submit 
questions  to  be  asked  of  any  person  mak- 
ing a  statement  at  the  hearing  to  Execu- 
tive Communications.  FEA.  before  4:30 
p  m..  est..  August  1.  1977  PEA  will  deter- 
mine whether  the  question  is  relevant, 
and  whether  the  time  limitations  permit 
it  to  be  presented  for  answer. 

Any  person  who  makes  an  oral  state- 
ment and  who  wishe.s  to  a=k  a  question 
at  the  hearing  may  submit  the  question. 
in  writing,  to  the  presiding  officer.  The 
presiding  officer  will  determine  whether 
the  question  is  relevant,  and  whether  the 
time  limitations  permit  it  to  be  presented 
for  answer. 

Anv  further  procedural  rules  needed 
for  the  proper  conduct  of  the  hearing 
will  be  announced  by  the  perslding  officer. 

A  transcript  of  the  hearing  will  be 
made  and  the  entire  record  of  the  hear- 
ing, including  the  transcript,  will  be  re- 
tained by  FEA  and  made  available  for  in- 
spection at  the  PEA  Freedom  of  Infor- 
mation Office.  Room  2107,  Federal  Build- 
ing. 12th  and  Pennsylvania  Avenue.  N.W., 
Washington.  DC,  between  the  hours  of 
8  00  a  m  and  4 :  30  p jn.,  Monday  through 
Fridav.  Any  person  m^y  purchase  a  copy 
of  the  transcript  from  the  reporter.  A 
copy  of  NBS'  recommendations  concern- 
ing test  procedures  for  central  air  con- 
ditioners along  with  the  NBS  report  on 
hours  of  operation  for  central  air  condi- 
tioners will  also  be  m^ide  available  for 
inspection  at  the  FEA  Freedom  of  Infor- 
mation Office. 

H     ENVIRONMENT.'VL    and    iNrtATIONARY 

Rbvixw 

As  required  by  section  7(c)  (2)  of  the 
Federal  E^nergy  Administration  Act  of 
1974  <Pub  L.  93-275  ^  a  copy  of  this 
notice  has  been  submitted  to  the  Admin- 
istrator of  the  Environmental  Protection 
Agency  for  his  comments  concerning  the 
imoact  of  this  proposal  on  the  quality  of 
the  environment.  The  Administrator  has 
no  comments 

The  National  Environmental  Policy 
Act  of  1969  requires  FEA  to  assess  the 
environmental  impacts  of  any  proposal 
bv  the  Agency  for  "major  Federal  actions 
significantly  affecting  the  quality  of  the 
human  environment  "  Since  test  proce- 
dures under  the  conservation  program  for 
appliances  will  be  used  only  to  stand- 
ardize the  measurement  of  energy  usage 
and  will  not  affect  the  quantity  or  dis- 
tribution of  energy  usage,  PEA  has  deter- 
mined that  the  action  of  prescribing  test 
procedures,  by  Itself,  will  n«jt  result  in  any 
environmental  impacts  On  this  basis. 
FEA  has  determined  that,  with  respect 
to  prescribing  test  procedures  under  the 
conservation  program  for  appliances,  no 
environmental  impact  statement  is  re- 
quired 


The  proposal  has  been  reviewed  in  ac- 
cordance with  Executive  Order  11821,  as 
amended  by  Executive  Order  11949,  and 
OMB  Circular  No  A-107  and  has  been 
determined  not  to  be  a  major  propoeal  re- 
quiring evaluation  of  its  economic  impact 
as  provided  for  therein. 

(Energy  Policy  and  Conservation  Act,  Pub.  L. 
94-183,  as  amended  by  Pub.  L.  94385;  Federal 
EnerRv  Administration  Act  of  1974.  Pub.  L. 
93  275.  as  amended  by  Pub.  L.  94-385;  E.O. 
11790.  39  FR.  23185) 

In  consideration  of  the  foregoing,*  it  is 
propo.sed  to  amend  Chapter  II  of  Title  10, 
Code  of  Federal  Regulations,  as  set  forth 
below. 

Lssued  in  Washington.  D,C„  June  7, 
1977. 

Eric  J.  Pyci, 
Acting  General  Counsel, 
Federal  Energy  Administration. 

1.  Section  430.2  is  amended  by  adding 
paragraph  (13'  as  part  of  the  definition 
of  "Basic  model"  and  by  adding  the  defi- 
nition of  "central  air  conditioner",  to 
read  as  follows: 

§  430.2      Definitions. 

•  •  •  •  • 

"Basic  model"  means  all  units  of  a 
given  type  of  covered  product  manufac- 
tured by  one  manufacturer  and 

•  •  •  •  • 
(13)  With  respect  to  central  air  con- 
ditioners   having    essentially    identical 
functional  physical  and  electrical  char- 
acteristics. 

•  •  •  •  • 

"Central  air  conditioner"  means  a  con- 
sumer appliance  which  is  powered  by  sin- 
gle phase  electric  current,  which  consists 
of  a  compressor  and  an  air  cooled  con- 
denser assembly  and  an  evaporator  or 
cooling  coil,  which  is  designed  to  provide 
air  cooling,  dehumidlfymg.  circulating, 
and  air  cleaning,  and  which  is  rated  be- 
low 65,000  Btu/hour 

•  •  •  •  • 

2  Section  430.22  is  amended  by  adding 
a  paragraph  (m>,  to  read  as  follows: 

§  430.22      Test   PrcK-edures  for  Measures 
of  Energy  Consumption. 

•  •  •  •  « 

(m)  Central  Air  Conditioners.  (1)  The 
estimated  annual  operating  cost  for  cen- 
tral air  conditioners  shall  be  the  prod- 
uct of: 

ill  The  quotient  of  the  highest  metis- 
ured  cooling  capacity  from  the  steady- 
state  wet-coil  tests  required  in  2.7  of 
Appendix  M  in  Btus  per  hour  divided 
by  the  average  seasonal  energy  efficiency 
ratio  from  3  0  of  .Appendix  M  of  this 
subpart,  m  Btus  per-watt  hour;  (ii)  the 
representative  average  use  cycle  of  1000 
hours  of  compressor  operation  per  year; 
<iii)  a  conversion  factor  of  .001  kilowatts 
per  watt;  and  <ivi  a  representative  aver- 
age unit  cost  of  electricity  in  dollars  per 
kilowatt-hour  as  provided  by  the  Admin- 
istrator, the  resulting  product  then  being 
rounded  off  to  the  nearest  dollar  per 
year. 

i2i  The  seasonal  energy  efficiency 
ratio  for  central  air  conditioners,  ex- 


pressed in  Btu's  per  watt-hour,  shall  be 
the  total  seasonal  cooling  in  Btu's  divided 
by  the  total  seasonal  energy  \xsage  in 
watt-hours,  as  determined  in  3.0  of 
Appendix  M  to  this  subpart,  the  result- 
ing quotient  then  being  rounded  ofT  to 
the  nearest  0  1  Btu  per  watt-hour. 

(3)  The  estimated  regional  annual 
operating  cost  for  central  air  condition- 
ers shall  be  the  product  of  the  following 
three  factors:  'i)  The  highest  measured 
cooling  capacity  from  the  steady-state 
wet -coil  test  in  2.7  of  Appendix  M  of  this 
subpart  divided  by  the  average  seasonal 
energy  efficiency  ratio  determined  in  3.0 
of  Appendix  M  of  this  subpart;  (ii)  the 
estimated  number  of  local  cooling  load 
hours  per  year  determined  frran  4  3  of 
Appendix  M  of  this  subpart;  and  (lil)  a 
representative  average  unit  cost  of  elec- 
tricity in  dollars  per  kilowatt-hour,  as 
provided  by  the  Administrator,  the  re- 
sulting product  then  being  rounded  off  to 
the  nearest  dollar  per  year. 

(4)  Other  useful  measures  of  energy 
consumption  for  central  air  conditioners 
shall  be  those  measures  of  energy  con- 
sumption which  the  Administrator  de- 
termines are  likely  to  assist  consumers 
In  making  purchasing  decisions  smd 
which  are  derived  from  the  application 
of  Appendix  M  of  this  subpart. 

3.  Section  430.23  is  amended  by  adding 
a  paragraph  (m),  to  read  as  follows: 

§  430.23      Units  to  he  tested. 

•  •  •  •  • 

(m)  Central  Air  Conditioners.  (1) 
When  testing  of  central  air  conditioners 
is  required  for  a  measure  or  measures  of 
energy  consumption  described  in  S  430.22 
(m)  of  this  subpart,  a  ssmiple  of  suffi- 
cient size  of  each  basic  model  shall  be 
tested  to  ensure  that,  for  each  such 
measure  of  energy  consumption,  there  is 
a  90  percent  probability  that  the  mean 
of  the  sample  is  within  5  percent  of  the 
true  mean  of  such  measures  of  the  basic 
medel.  except  that  a  minimum  of  1  unit 
of  each  bsislc  model  shall  be  tested. 

(2)  The  sample  selected  for  paragraph 
fm)  (1)  of  this  secticm  shall  be  a  simple 
random  sample  drawn  from  the  produc- 
tion stream  of  the  basic  model  being 
tested. 

<3i  A  basic  model  having  dual  volt- 
age ratings  shall  be  separately  tested  at 
each  design  voltage  such  that  the  re- 
quirements of  paragraph  (m)  (1)  of  this 
section  are  satisfied  at  each  rating. 

•  •  •  •  • 

4  Subpart  B  of  Part  430  is  amended  to 
add  an  Appendix  M,  to  read  as  follows: 

Appeitoix    M — UNiroRM    Tbst    Mkthoo    for 

MEAStTlING     THS     ENKXCT     CONSUMPTION     OF 

Cent«al  An  CoNDmoNZRs 

1.  DsnumoNS 

1.1  "ARI"  means  the  Air -Conditioning 
and  Refrigeration  Institute. 

13  "ARI  Standard  210-76"  me*ns  the 
test  standard  published  In  1975  by  the  ARI 
and  titled  'Standard  for  Unitary  Alr-Con- 
dltlonlng  Equipment". 

1.3  "ASHRAE"  means  the  American 
Society  of  Heating,  Refrigerating,  and  Alr- 
Condltlonlng  Engineers.  Inc. 

14  "ASHRAE  Standard  37-flfl"  means  the 
test  standard  published  by  ASHRAE  In  1969 
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and  titled  "Methods  of  Testing  for  Rating 
Unitary  Air-Conditlonlng  and  Heat  Pump 
Equipment"  and  designated  as  ASHRAE 
Standard  37-69. 

1.5  "Cooling  load  factor  (CLF)  '  means 
the  ratio  of  the  total  cooling  for  a  speclfled 
period  of  a  complete  cycle  consisting  of  an 
"on"  time  and  "oS"  time  to  the  steady-state 
cooling  done  over  the  same  period  at  con- 
stant ambient  conditions. 

1.6  "Cyclic  test'  means  a  test  where  the 
Indoor  and  outdoor  conditions  are  held  con- 
stant, but  the  unit  Is  manually  turned  "on" 
and  "off"  for  speclflc  time  periods  to  simu- 
late part-load  of>eratlon. 

1.7  "Degradation  coefficient  (C,,)"  means 
the  measure  of  the  efficiency  loss  due  to  the 
cycling  of  the  unit. 

1.8  ■Dry-coil  test"  means  a  test  con- 
ducted at  a  wet-bulb  temperature  and  a 
dry-bulb  temperature  such  that  moisture 
will  not  condense  on  evaporator  coll  of  the 

lUllt. 

1.9  "Latent  cooling"  means  the  amount 
of  cooling  In  Btu's  necessary  to  remove  a 
given  amount  of  water  rapor  from  the  air 
by  condensation  on  the  evaporator  coll. 

1.10  "Part-load  factor  (PLF)"  means  the 
ratio  of  the  cyclic  energy  efficiency  ratio  to 
the  steady-state  energy  efficiency  ratio. 

1  11  "Seasonal  energy  efficiency  ratio 
( SKF.R )  "means  the  total  cooling  of  a  cen- 
tral air  conditioner  In  Btu's  during  its  nor- 
mal usage  period  for  cooling  ( not  to  exceed 
12  months)  divided  by  the  total  electric 
piower  Input  in  watt -hours  during  the  same 
period. 

1.12  "Sensible  cooling"  means  the  amount 
of  cooling  In  Btu's  by  a  unit  over  a  period 
of  time,  excluding  latent  cooling. 

1.13  "Single  package  unit"  means  any 
central  air  conditioner  in  which  all  the  ma- 
jor assemblies  are  enclosed   In  one  system. 

1.14  "Split  system"  means  any  central  air 
conditioner  in  which  one  or  more  of  the  ma- 
jor a.ssemblies  are  separate  from  the  others. 

1.15  "Steady-state  test "  means  a  test  in 
which  all  Indoor  and  outdoor  conditions  are 
held  constant  and  the  unit  Is  in  a  continu- 
ous operating  mode. 

1.16  "Temperature  bin"  means  a  5*  P 
increment  over  a  dry-bulb  temperature  range 
of  65*  P  to  104'  F. 

1.17  "Test  condition  tolerance"  means 
the  maximum  permissible  variation  of  the 
average  of  the  test  observations  as  provided 
In  4.1  of  this  Appendix. 

1.18  "Test  operating  tolerance"  means  the 
maximum  permissible  difference  between  the 
maximum  and  the  minimum  Instrument  ob- 
servation during  a  test  as  provided  In  4.1 
of  this  Appendix. 

1.19  '"Wet-Coil  test"  means  a  test  con- 
ducted at  a  wet-bulb  temperature  and  a  dry- 
bulb  temperature  such  that  moisture  will 
condense  on  the  test  unit  evaporator  coil. 

2.    TEST   METHODOLOGY 

2.1      Test  instTumentation. 

2.1.1  The  steady  state  and  cyclic  perform- 
ance tests  shall  have  the  same  requirements 
pertaining  to  instrumentation  and  data  as 
those  specified  In  Section  10  and  Table  II  of 
ASHRAE  Standard  37-69. 

2.1.2  The  following  additional  require- 
ments shall  apply  only  to  the  cyclic  dry  coll 
performance  tests. 

2.1.2.1  The  drv'-bulb  temperature  of  the 
air  entering  and  leaving  the  cooling  coll,  or 
the  difference  between  these  two  dry-bulb 
temperatures,  shall  be  continuously  recorded 
with  Instrumentation  accurate  to  within 
=:0.3'  P. 

2.1.2.2  Instrumentation  used  to  measure 
the  dry-bulb  temperature  entering  and  leav- 
ing the  co4]  or  the  difference  between  these 
two  temp>eratures  shall  have  a  response  time 


of  2.5  seconds  or  less.  Respoiise  time  Is  the 
time  required  for  the  ln.strumentatlon  to 
attain  63  percent  of  the  final  steady -state 
temperature  difference  when  subjected  to  a 
step  chan.ge  lu  temperature  difference  of  15° 
F  or  more. 

2.1.2.3  The  electric  energy  used  by  a  test 
unit  shall  be  measured  with  a  ■watt-hour 
meter  that  Is  accurate  to  within  iO.5  per- 
cent. 

2J2  Test  room  requirementa  and  equip- 
ment installation.  The  test  room  require- 
ment aud  equipment  Installation  procedures 
are  the  same  as  those  speclfled  lu  sections 
11.1  and  11.2  of  ASHR.\E  Standard  37-69.  All 
tests  shall  be  performed  at  the  nsuneplate 
rated  voltage  and  frequency. 

2.3  Air  quantity  and  ■measurement .  Units 
shall  be  installed  and  test<>d  In  such  a  man- 
ner that  when  operated  under  steady-state 
conditions,  the  cooling  coU  and  condenser 
air  flo^*-s  meet  the  requirements  of  sections 
5.1.4.3,  5.1.4.4,  and  5.1  4.6  of  ARI  Standard 
210-75. 

2.4  Selection  0/  test  methods  for  steady- 
state  and  cyclic  operation.  All  st«ady-state 
wet-  and  dry-coll  j>erformance  tests  on  sin- 
gle package  units  shall  simultaneously  em- 
ploy the  Alr-Enthalpy  Method  (section  3  of 
ASHRAE  Standard  57-69)  on  the  Indoor  side 
and  one  other  method  consisting  of  either 
the  Alr-Enthalpy  Method  or  the  Compressor 
Calibration  Method  (section  4  of  ASHRAE 
Standard  37-69)  on  the  outdoor  side.  All 
steady -state  wet-  and  dr-coll  performaiice 
tests  on  split  systems  shall  slmtiltaneously 
employ  the  Alr-Enthalpy  Method  on  the  In- 
door side  and  either  the  Air  Enthalpy 
Method  or  the  Compressor  Calibration 
Method  on  the  outside.  All  cyclic  dry-coll 
Xjerformance  testa  shall  employ  the  Alr-En- 
thalpy Method.  Indoor  side  only. 

2.5  Test  operating  procedures  and  re- 
sults. 

2  5.1  Steady-state  wet-coll  performance 
tests  (A  and  B)  shall  be  conducted  In  ac- 
cordance ■with  the  procedures  described  for 
cooling  tests  In  section  113  of  ASHR.^E 
Standard  37-69  and  evaluated  in  accordance 
with  the  cooling-related  requirements  of 
section  12  of  the  ASHR.^^  Standard  37-69.- 

2.5.2  For  the  steady-state  and  cyclic  dry- 
coll  performance  tests  (C  and  D1  those  units 
which  do  not  have  Indoor-alr  circulating  fans 
furnished  as  part  of  the  model  shall  have 
their  sensible  and  total  cyclic  and  steady- 
state  capacities  calculated  as  described  in 
2.13  of  this  Appendix. 

2.5.2.1  The  test  room  reconditioning  ap- 
paratus and  the  equipment  under  test  shall 
be  operated  until  equilibrium  conditions  are 
attained,  but  for  not  less  than  one  hour 
before  data  for  test  C  are  recorded. 

2.5.2.2  Test  C  shall  be  performed  with 
data  recorded  at  ten  minute  intervals  until 
four  consecutive  sets  of  readings  are  attained 
within  the  tolerance  prescribed  in  section  1 1  6 
of  ASHRAE  Standard  37-69. 

2.5.2  3  When  the  Alr-Enthalpy  Method  Is 
used  on  the  outdoor  side  for  test  C  the  re- 
quirements of  2.5.2  1  and  2  5.2.2  of  this  Ap- 
pendix apply  to  both  the  preliminary  test  and 
the  regular  equipment  test  from  section  3  6 
of  ASHRAE  Standard  37-69.  ■When  the  Com- 
pressor Calibration  Method  Is  employed. 
2.5.2.1  and  2.S.2.2  of  this  Appendix  apply  to 
both  the  equipment  test  and  the  compres- 
sor calibration  t«st  from  section  4  of  ASHRAE 
Standard  37-69. 

2.5.2  4  For  test  C  the  steady-state  dry- 
eoU  capacity  test  results  using  the  Alr- 
Enthalpy  Method  on  the  Indoor  side  shall 
agree  ■within  6  percent  of  the  test  results  of 
the  test  method  employed  on  the  outdoor 
side.  Only  the  results  of  the  Ah--Enthalpy 
Method  employed  on  the  indoor  side  shall 
then  be  used 


2.5.2  5  Test  D  (cyclic  dry-coll  testl  shall 
be  conducted  Immediately  after  the  comple- 
tion of  test  C. 

2.5  2  6  Immediately  after  test  C  Is  com- 
pleted, the  test  unit  shall  be  manually  cycled 
"off"  and  "on"  using  the  time  periods  from 
2.7  of  this  Appendix  until  steadily  repeating 
ambient  condltlorj  are  again  achieved  In 
both  the  indoor  and  outdoor  test  chambers, 
but  for  not  less  than  2  complete  "off"  'on" 
cycles.  'Without  a  break  in  the  cycling  pat- 
tern, the  unit  shall  be  run  through  an  ad- 
ditional "off  "'"on"  cycle  during  which  the 
test  data  required  In  2.5.2.9  shall  be  recorded 
During  this  last  cycle,  which  Is  referred  to 
as  the  test  cycle,  the  Indoor  and  outdoor  test 
room  ambient  conditions  shall  remain  within 
the  t.olerances  speclfled  In  2.6  of  this  Ap- 
pendix 

2  5.2  7  During  the  cyclic  dry-coU  tests,  all 
air  moving  equipment  on  the  condenser  side 
shall  cycle  "on"  and  "off"  when  the  com- 
pressor cycles  "on"  and  "off  "  The  Indoor  air 
moving  equipment  shall  also  cycle  "off"  as 
^vemed  bv  any  automatic  eoptrols  nor- 
mallv  Installed  with  the  unit  This  last  re- 
aulrement  applies  to  units  havlne  an  Indoor 
fan  time  delav.  Units  not  supplied  with  an 
Indoor  fan  time  delay  shall  have  the  indoor- 
alr  movlne  equlnment  cycle  "on"  and  "off" 
as  the  corr<nre>«Knr  cycles  "tm"  and  "off  " 

2.5.2  8  The  test  Installation  shall  be  de- 
slened  su<*  that  there  will  be  no  air  fl'-w 
throueh  the  cooling  coll  d'ne  to  natural  or 
forced  convection  while  the  indoor  fan  Is 
"off" 

2  ."12  9  For  both  test*  C  and  D  the  results 
shall  Include  the  foilowlne  quantities.  e*l«i- 
lated  by  the  procedures  outlined  In  2.13  of 
this  AT>nendlx 

(a)  Total  cooling  capacity  In  Btu's  per 
hour. 

(b^  Indoor-side  air  flow  rate  !n  cfm. 

(c)  External  resistance  to  indoor  air  flow  In 
inches  of  water 

fdi  Total  electrical  power  input  to  equip- 
ment or  electrical  power  Input  to  all  equip- 
ment components  in  watts. 

(e»  Electrical  power  input  to  the  Indoor 
fan  for  those  units  having  an  Indoor  fan  as 
p«krt  of  the  model  In  twitts. 

(f  i  Degradation  coefficient.  Cp,  to  the  near- 
est 0  f>2 

2  .■;  2  10  Section  12  1  5.  12  16.  12.1  7  of  the 
ASHRAE  Standard  37-69  shall  apply  for  both 
tests  C  and  D 

2  6      Te^t  tolrranref 

2  6  1  All  steady-state  wet-  and  dry-coll 
performance  tests  shall  be  performed  within 
the  applli^able  operating  and  test  condition 
tolerances  speclfled  in  section  116  and  Table 
m  of  ASHRAE  Standard  37-69 

2  6  2  The  test  condition  and  test  operat- 
ing tolerances  for  conducting  test  D  are 
stated  In  4  1  of  this  stibpart  Variation  In  the 
te«t  conditions  greater  than  the  tolerances 
prescribed  In  4  1  of  this  subpart  shall  InTall- 
date  the  test  In  order  to  meet  the  required 
air  temnerature  conditions  speclfled  In  4  1  of 
this  siibpart  for  test  D  It  Is  suggested  that  an 
electric  resistance  heater  having  a  heating 
capacity  approximately  ecual  to  the  cooling 
capacity  of  the  unit  be  Inj^talled  and  that  It 
be  cycled  "on""  and  "off  '  as  the  test  unit 
cycles  "on  "  and  "off-""  In  the  Indoor  test  room 
A  similar  heater  with  a  heating  capacity  ap- 
proximately equal  to  the  sum  of  the  cooling 
capacity  and  oonapressor  luid  condenser  fan 
power  Input  should  be  installed  and  cycled 
"off"  and  "on"  as  the  test  unit  cycles  "on" 
and  "off"  respectively. 

27  Reqvirernmt  for  units  tctth  single 
speed  compressors  and  single  speed  ccm- 
denser  fans. 

27  1  Steady-state  vet-coil  te.sts  Two 
steady-state  wet-ooU  testa,  test  A  and  tert  B. 
shall  be  performed  according  to  the  test  pro- 
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cedures  oiitlliied  In  2.4  and  2.5  of  this  Appen- 
dix. Test  A  and  test  B  shall  be  performed 
with  the  air  entering  the  Indoor  side  of  the 
unit  having  a  dry-bulb  temperature  of  80'  P 
and  a  wet-bulb  temperature  of  67°  F.  The 
dry-bulb  temperature  of  the  air  entering  the 
outdoor  side  of  the  units  .shall  be  95°  F  In 
test  A  and  82°  F  in  test  B.  The  temperature  of 
the  air  surrounding  the  outdoor  side  of  the 
unit  In  each  test  shall  be  the  same  as  the 
outdoor  entering  air  temperature  except  for 
units  or  sections  thereof  Intended  to  be  in- 
stalled only  Indoors,  in  which  case  the  dry- 
bulb  temperature  surrounding  that  Indoor 
side  oif  the  unit  shall  be  80°  F.  For  those 
units  which  reject  condensate  to  the  con- 
denser, located  In  the  outdoor  side  of  the 
unit,  the  outdoor  wet-bulb  temperature  sur- 
rounding the  outdoor  side  of  the  unit  shall 
be  75*  F  In  test  A  and  65°  F  In  test  B 

2.7.2  Cyclic  performance.  In  order  to  de- 
termine the  value  of  tihe  degradation  coeffi- 
cient. C„.  the  cyclic  performance  of  the  unit 
shall  be  evaluated  by  conducting  tests  C  and 
D  In  lieu  of  conducting  testa  C  and  D.  an 
a.-v;I*:r.ecl  value  of  0  3  may  be  used  for  the 
de^rradfi'ii'n  coefficient,  C.,  Tests  C  and  test  D 
sh.i;:  b'^  .-v.nd'.icted  according  to  the  reqiilre- 
nu-i.'-s  o,;-;ined  in  2  4  and  2  5  of  this  Appen- 
dix The  indtxir  dry-b-.ilb  temperature  for 
t-e-its  C  and  D  shall  be  80'  F  The  Indoor  wet- 
bulb  teoiperattire  for  test,s  C  and  D  shall  be 
a  value  which  does  not  result  In  formation 
of  condensate  on  the  Indoor  coll.  (It  Is  rec- 
ommended that  an  In-loor  wet-bulb  tempera- 
ture of  57°  P  or  le.ss  be  used  )  The  dry-bulb 
temperature  of  the  air  entering  the  outdoor 
portion  of  the  unit  shall  be  82°  F.  The  tem- 
perattire  of  the  air  surrounding  the  outdoor 
por'l  -n  of  the  nn!t  shall  be  subject  to  the 
same  condltlon-s  as  the  requirements  for  con- 
ducting test  B  a-s  stated  In  2  7.1  of  this 
Appendix 

Test  C  shall  be  conducted  with  the  unit 
operating  steadily  Test  D  shall  be  conducted 
by  manually  cycling  the  unit  "on"  and  "off." 
The  unit  shall  cycle  with  the  compressor 
"on"  for  6  minutes  and  "off"  for  24  minutes. 
The  Indoor  fan  shall  also  cycle  "on"  and 
"orf,  '  the  duration  of  the  indoor  fan  "on" 
and  "otT"  periods  being  governed  by  the 
automatic  controls  which  the  manufacturer 
normally  supplies  with  the  unit.  The  results 
of  tests  C  and  D  shall  be  used  to  calculate 
a  degradation  coefficient,  C;.,  by  the  proce- 
dures outlined  In  2  13 

2  8  Requiremt^nts  for  units  u'lth  single 
spiked  cornpressiors  and  multiple-speed  con- 
denser fans  The  test  requirements  for  mul- 
tiple-speed condenser  fan  unlr,s  shall  be  the 
same  as  the  test  requirements  described  In 
section  2  7  for  single  speed  condenser  fan 
unlt.s  The  condenser  fan  speed  to  be  used 
In  test  .\  shall  be  that  speed  which  normally 
occurs  at  an  outdoor  dry-bulb  temperature 
of  95'  F,  and  for  tests  B,  the  fan  speed  shall 
be  that  which  normally  at  an  outdoor  dry- 
bulb  temperature  of  82  F  If  elected  to  be 
performed,  tests  C  and  D  shall  be  conducted 
at  the  same  condenser  fan  speed  as  In  test  B. 

29  Requirements  for  units  icith  two- 
speed  compresson  or  two  compressors.  The 
test  requirements  for  two-speed  compressor 
units  or  unlt^  with  two  compressors  are  the 
same  as  de.scrlbed  in  2  7  of  this  Appendix 
except  that  test  A  and  test  B  shall  be  per- 
formed at  each  compressor  speed  The  con- 
denser fan  speed  used  in  conducting  test  A 
at  each  compressor  speed  shall  be  that  which 
normally  occurs  at  an  outdoor  dry-bulb  tem- 
perature of  95"  P.  For  test  B.  the  condenser 
fan  speed  at  each  compressor  speed  shall 
be  that  which  normally  occurs  at  an  outdoor 
dry-bulb  temperature  of  82  F.  If  elected  to 
be  performed,  tests  C  and  D  shall  be  con- 
ducted at  the  low  compressor  speed  with  the 
same  condenser  fan  speed  sis  used  In  test  B. 
For    those    two-speed    units    in    which    the 


normal  mode  of  operation  Involves  cycling 
the  compressor  on  and  off  at  high  speed, 
tests  C  and  D  shall  also  be  performed  with 
the  compressor  operating  at  high  speed  and 
at  a  condenser  fan  speed  that  Is  normally 
occurs  at  test  A  ambient  conditions.  Units 
consisting  of  two  compressors  are  subject  to 
the  same  requirements  as  those  units  con- 
taining two-speed  compressors,  except  that 
when  operated  at  high  speed,  both  compres- 
sors shall  be  operating  and  when  operating 
at  low  speed,  only  the  compressor  which 
normally  operates  at  an  outdoor  dry-bulb 
temperature  at  82°  F  shall  be  operating. 

2.10  Requirement  for  units  with  two- 
speed  compressors  or  two  compressors  capable 
of  varying  the  sensible  to  total  capacity 
(ST)  ratio.  Where  a  unit  employing  a  two- 
speed  compressor  or  two  compressors  provides 
a  method  of  varying  the  ration  of  their  sensi- 
ble cooling  capacity  to  their  total  cooling 
capacity.  (ST),  the  test  requirements  are 
the  same  as  for  two-speed  compressor  units 
as  described  in  2.9  of  this  Appendix.  The 
mode  of  operation  selected  for  controlling 
the  ST  ratio  in  the  performance  of  test  A 
and  test  B  at  each  compressor  speed  shall  be 
such  that  it  does  not  result  in  an  operating 
configuration  which  is  not  typical  of  a  nor- 
mal residential  in.stallatlon.  If  elected  to  be 
performed,  test  C  and  D  shall  be  conducted 
at  low  compressor  speed  (single  compressor 
operating)  with  the  same  S/'T  control  mode 
as  used  In  test  B  when  performed  with  the 
low  compressor  speed.  Likewise,  tests  C  and 
D  shall  also  be  conducted  at  high  compressor 
speed  (two  compressors  operating)  and  with 
the  same  S  T  control  mode  as  in  test  A  when 
performed  with  the  high  compressor  speed. 

2  11  Requirements  for  split  systems.  The 
applicable  test  requirements  described  In  2.7 
tlirough  2  10  of  this  Appendix  shall  be  used 
for  split  systems  as  well  as  for  single  pack- 
age units.  The  section  of  the  unit  containing 
the  compressor  and  indoor  or  outdoor  coll 
shall  be  tested  and  rated  with  each  evapora- 
tor coil  which  the  manufacturer  sells  with 
the  compressor  section  of  the  unit  as  a 
matched  pair.  Split  systems  shall  be  tested 
with  the  length  and  size  of  Interconnecting 
tubing  specified  in  the  ARI  Standard  210-75. 

2.12  Additional  requirements.  The  follow- 
ing requirements  listed  in  ARI  Standard 
210-75  shall  apply  to  test  performed  under 
this  .Apf)endlx: 

5.1.1  Values  of  the  standard  capacity 
ratings. 

5  12  Values  of  the  standard  Input  ratings. 

5  13  Values  of  the  standard  energy  effi- 
ciency ratio. 

5  14.2  Voltage  and  frequency. 

5  14  3  Cooling  coll  air  quantity. 

2  13  Reduction  of  Data.  The  capacity  of  a 
test  unit  shall  be  calculated  using  the  re- 
sults of  test  A  and  test  B  and  the  equations 
specified  in  section  3.7  of  ASHRAE  Standard 
37-69. 

For  steady-state  performance  tests,  units 
which  do  not  have  ind(x>r-alr  circulating  fans 
furnished  a.s  part  of  the  model  shall  have 
their  measured  total  and  sensible  steady- 
state  cooling  capacities  adjusted  by  subtract- 
ing 1,250  Btu  hr  per  1,000  cfm  (cubic  feet 
per  minute)  of  measured  Indoor  air  flow  and 
adding  to  the  total  steady-state  electrical 
power  input  365  watts  per  1,000  cfm  of 
measured  ind(X)r  air  flow.  The  steady-state 
energy  efficiency  ratio  I.EER,,)  is  the  ratio 
of  the  adjusted  total  capacity  (Btu/hr)  to 
the  adjusted  total  electrical  power  input  In 
watt-s. 

For  Che  cyclic  performance  tests,  as  In  the 
st-eady-state  f)«rformance  tests,  units  which 
do  not  have  indoor-alr  circulating  fans 
furnished  as  part  of  the  model  shall  adjust 
their  total  cooling  done  and  energy  used  in 


one  complete  cycle  for  the  effect  of  circulat- 
ing Indoor  air  equipment  power.  The  value  to 
be  used  for  the  circulating  indoor  air  equip- 
ment power  shall  be  1.250  Btu  hr  per  1.000 
cfm  of  circulating  indoor  air.  The  energy 
usage  in  one  cycle  required  for  Indoor  air  cir- 
culation is  the  product  of  the  circulating 
indoor  air  equipment  power  and  the  duration 
of  time  In  one  cycle  that  the  circulating  in- 
door air  equipment  is  on.  The  total  cooling 
shall  then  be  the  measured  cooling  in  one 
complete  cycle  minus  the  energy  usage  re- 
quired in  one  complete  cycle  for  Indoor-air 
circulation.  The  total  electrical  energy  usage 
shall  be  the  sum  of  the  energy  usage  required 
for  indoor-alr  circulation  in  one  complete 
cycle  and  the  product  of  the  power  input  to 
the  air  conditioning  unit  and  the  compressor 
on  time  in  one  complete  cycle  The  cyclic  en- 
ergy efficiency  ratio  (EER.y^)  is  the" ratio  of 
the  total  cooling  m  Btus  to  the  total  elec- 
trical energy  usage  in  watt-hours,  where  the 
total  cooling  and  total  energy  usage  have 
been  adjusted  by  the  above-described  pro- 
cedures. 

The  results  of  the  cyclic  and  steady-state 
dry-coll  performance  tests  shall  be  used  in 
the  following  (6)  equations: 


(1)     0, 


'eye,  dry 


S»  E  7  «  c„.  «   P 


t»i  •   II-  *  »„11 

t^r*  Ocyc«  dry  "  Total  0001109  ovar  A  cycle  consisting 

of  on*  conpreisor  'ofC  p<rlod  aa4 
on*  coapreitor  'on*  pttlod  (Btu'tl 
V  ■  Indoor  air  flow  rata   (cfnl   at  the  dry- 
bulb  teirperatura,  huaidity  ratio,  4a4 
pressure  existing  in  the  region  of 
Rwasureoent 
Cp^  m  Spaclfic  heat  at  constant  pressure  off 
•ir-vatec  alKtuVe  per  pound  of  dry  air, 
(Btu/lb-T) 
V|j  •  Specific  volujBe  of  air-water  aiixture 
•t  the  Sana  dry-bulb  teoperature, 
hwaidity  ratio,  a.-;d  pressure  used  in 
the  determination  of  the  i,-.dooc  ale 
rio«  rate   (ft  Vlb) 
*„  -  Vualdity  ratio   (lb/U>) 
anrf  P    (Bln-*r) ,  which  Is  described  b^the  equatloAi 

/'(ti««  indoor  fan  orfl 
CI  P  •   (    C.ilt)  -  Tjj(tl)d6 
^y    (tine  Indoor  fan  onl 
where  ''al^   *  Dry-bulb  temperature  of  air  entering 

th«  Indoor  coil   I'T)   at  tlM  (tl 
T^2(t)    •  Dry-bolb  tenperatore  of ^Ic  leaving 

the  Indoor  coll  CFI  at  tlM  (t> 

'"     °cyc,  dry  "  "eye,  dry  ''  'o^ 

where  0^^^  irf  "  =y'>'=  capacity  (atuArl 

tj„  -  Duration  of  tls*  thrsl  e(  coopressor 
•on*  tl««  in  on«  cycle  of  duration 'J;' • 
■  Duration  of  tia*  (hrsl  Cot  one  complet* 
cycle  consisting  of  one  coppressor  •on* 
tine  and  one  costpressor  "off*  tine. 

10     tc^cyc,  dry  "  Ocvc.  dry 
-eye,  dry 

w^.cn  EC'c-c,  dry  "  Energy  efficiency  ratio  froat  test  Dt 

tBtu/watt-hr>. 

E-.,j     jpy  ■  Total  electric  energy  used  durin?  « 

test  cycle  of  duration  f  (watt-hrsU 

(5)     CLT  •  0;.,.^,   dry 

Ondry  »  » 

where    Ctf  ■  cooling  load  factor 


"as  dry 


•  Total  steady-state  eoollr.7  cap.icity  froa 


test  C  (Btu/hr). 
T»i«  preceedinj  ejuatlons  are  then  used  t.i  the  fallovlaf 
equation  to  ealculat*  ■  defradatlon  eaefficlent  Cg, 


<i>-. 


■^■cyc.  dry 
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3.  SIAS0N.\L  PERrOKiUNCE  B.lTlSG 

3  \     Milhod  Ivr  t<ilnluiiiii/  a  SKERfor  «  nits  with  nrtfU-sptei  comprettor  and  tinfU-tfutd  caruUmnfant.  The  seasena' 
energy  efficieiicv  ratio  for  unit*  emploving  siugle-speed  comprpssors  and  .single-speed  condenser  lans  shall  be  based 
on  the  perlomiance  of  te-'t  B  and  a  method  ouTlined  in  2.7  of  this  Appendix  to  account  for  the  cyclic  perfc>ruiance. 
The  seasonal  eneniy  elficiency  ratio  in  BtuV  watt-hour  shall  be  deleniiiiied  by  the  fquatioii. 
SA£:fl=i'/./-(OS)XAAfts.  whore 

KERB^eiuT^v  elficiency  ratio  determined  from  test  B  in  2  7.1. 
7^iF(0.5)  =  pafi-load  performance  factor  determined  from  the  e<|uatiiiii: 
i'Z./"(0.6)  =  l-Ce  (1-O.S),  where 

Cc=is  the  degradation  coeflicient  described  in  2.7.2  and  2.13.  ,,»,,. 

3  '  Mitlioi  for  ealcidating  a  f^KKR  for  tinUt  uUK  tingif-tpttd  comprttort  and  muiti  tpitd  cmdtntrr  fans.  The 
seasonal  energy  efficiency  ratio  (.S7;t7J)  for  units  employing  gingle-spewl  (xjmpressors  and  multi-spe«l  condenser 
fans  shall  be  based  on  the  energy  eUnieucv  ratio  obtained  for  test  B  and  the  mrthod  outlined  in  2.8  of  this  Appendix 
k)  account  for  the  ppfforroance "under  cyclic  condition.'  The  enerjry  efficiency  ratio  for  U'St  B  L<!  obtained  with  the 
unit  operating  with  the  condenser  fan  speed  which  normally  occurs  at  test  B  ambient  conditions. 
The  seasonal  enerjty  efficiency  ratio  in  Btu's  watt-houre  shall  b«  det<niiined  by  the  equalion: 
.S^;K«=P/.f(0.«)XAK«8.  when- 

/•;A'W8=eiiergy  efficiency  ratio  delermined  from  test  B  in  2.S. 
I'J.FiO  5) «=  part-load  performance  failor  as  determined  from  the  iMiualion 
/'if(0..^>  =  l-Co  a-">5).  where 

C/)  =  lhe  degradation  coefficient  de.scril'cd  in  2  S  and  2  13. 
3  3    Mithod  fur  calculating  t  Si:h:R  fiyr  units  uilh  lu-o-speid  comprrstor!>  ur  tu  0  cumpr,uurr    I  he  calculalioi,  pnici'- 
dure  descril>ed  in  thi*  .section  shall  be  basi-d  on  the  performance  of  tesUs  A  and  B  at  eaih  of  tin  compressor  speeds  lor 


In  order  to  evaluate  the  steady-slate  capacilv,  Q..'  1  T,),  and  power  input.  K„»  (T,).  at  U'lnperature  T,  for  eaih 
compressor  <peed  k^\.  /.•  =  2,  the  results  of  tests  A  and  B  from  2  13  shall  be  used  in  the  following  equalioii: 

where  ... 

</,**(9SF)  =  steady -state  caiiacity  measured  from  l«-st  A  m  2.i> 
Q„'(,82r)  =  s1iadv-state  capacity  measured  from  test  B  in  ?  " 


[33-{5>i)l 


l:;;j-(.-.\j)) 


when 

i--„»(ySF)  =eli(  Irical  i^ower  input  measured  from  test  A  in  2  ti 

£..'(82F)=electrical  power  input  measured  from  test  B  In  2.11  ,     ■     ^^ 

The  building  cooling  load,  PL  (T,)  for  the  f<jur  cases  described  in  secli.n.  3.3  1  tlirou;:'i  3.3  I  .-lijll  U  olitaimd  from 
the  following  equation.  .^^..,,. 


95-^-65 


1.1 


where  .  ,     ,  .  ,  . 

</.,'--i'.)5F)  =steady-stat<  capacity  measured  from  test  A  in  2.',<  at  the  high  compr.  ssor  sfxcd. 

The  value  of  the  degradation  eoellicient  Co*-'  for  low  compre.isor  speed  cychng  and  Ci/'"'  lor  high  speed  on  off 
compn  ssor  cycling  is  determined  from  tests  C  and  D  described  in  section  2.9  and  2.13. 

3  3  1     Units  operating  at  low  compressor  .^pj-ed  (*:=  1)  for  which  the  st««dy-«tate  cooling  capacity.  <?m'-'  i  T).  is 
greater  llian  or  r(|U8)  to  the  huiiding  cooling  load,  BZ (. 7',),  evaluate  tlie  followiiie  equations; 

where: 

A'»-'  =  Ioad  fai  tor 
Bit r,)  =  building  cooling  load  tlitu  hr)  at  temixrature  (T,)  from  section  3.3 
<?..'"'(  riHsteadv-.otatecixling  capacity  (Blaltr)  at  temperature  (Ti)  from  section  3.3 


(2) 


QiT,) 
N 


=  -V*''x<?..*-'(r,)XY' 


where 

^^^7^  =  total  cooUug  tBtu)  in  lempeialurf  bin  } 


(3) 


^,  is  the  fractional  cooUng  load  in  temperature  bin  ;  from  4.2. 

FATj)     X*-'Xg..*-'(T,)     V, 


where 

F*  t  r  1 

■    1^'  =eiiergy  usage  iwatt-hr)  iii  teii  leialurc  bin  j 

P/,F*-i  =  l-C;,'-i(l-A'»-'> 
where  Cd  the  degradation  coefficient  from  2 '.<  and  2.13.  .....     ,j. 

3.3.2    When  a  unit  must  alternate  between  high  (t  =  2)  and  low  (t  =  l)  compresstir  sp<<«fc  to  satisfy  the  building 
cooling  load  at  a  temperature  7",.  evaluate  tlie  following  equations; 

Yt  .-    Q..'-'(T,)-BUT,) 

(1)  A 


Q(T:) 

N 

FAT,) 

N 


A'»-«=i-.Y»-> 


'(T,) 


=UY*'»x<?..»-'(7',)+x*-^x<?..»-'(r,)lx^ 


ny 


=  [A-*-xSs.»-'(r,)+-Y*-'xE..*-»(r,)]x^ 


(2) 
(3) 

(4)    ■ 

3.3  3  When  a  uiiit  must  cycle  on  and  off  at  high  compressor  speed  (lk-2)  Inorder  trj  satisfy  the  building  cofiling  load 
at  a  temperature  7",,  shall  have  a  load  factor  X'-'  evaluate  the  equations  provided  in  section  S.3  1  replacing  (*-2; 
data  with  the  (t  =  l)  data.  The  factors  PLF. 

A  A 

shall  be  calculated  from  the  equations  in  <ieclion  3.3  1  by  replacing    *  =  I    data  with  the  (*  =  2   data 

3.3.4    When  aunit  operates  continuously  at  high  compressor  speed  i,t  =  2' at  an  outdiior  temf>»'rature 
following  equations 


(valnatethe 


(1) 

(2) 


EjT,) 

N 


=  E..^HT.)Xj^ 


Q(Tj) 


SEER    =    j=l 


8 


<fE(Tj) 


N 


j  =  l 


3.3.6    Calculate  the  SEER  in  Btu'Si'wstt-hr,  using  the  values  for  the  tenns 

as  determined  at  each  temperature  tiin  according  to  the  applicable  conditions  described  in  sectloiif  3.31  through  3.3.4, 
as  follows: 
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3.4  Method  for  calculating  a  SEER  for 
units  uilh  tiro-specd  compressor  or  two 
compressors  capable  of  varying  the  sensible 
total  cafMcity  ratio.  Multl-s{>eed  compres-sor 
and  two-speed  compressor  units  capable  of 
varying  the  sensible  to  total  capacity  ratio 
{ST)  shall  have  the  seasonal  energy  effi- 
ciency ratio  determined  as  descilbed  in  sec- 
tion 3.3.  For  such  units,  the  mode  of  opera- 
tion selected  to  determine  the  steady-state 
capabilities.  9,.'  (95).  Q,."  (82),  E..  (95). 
Etj'  (82) .  and  pwwer  inputs  at  each  compres- 
sor speed  k-1,  k~2.  tor  tests  A  and  B  om- 
Uned  In  section  2.10. 

4    Rkkkci  Mr.  M.*TEnnL 

■}.l.  —  Ti'nl    fipcrnting    ami    text    ntHilitinii 
tfilrriiiii-r  fiir  cutlir  dry-coil  /<'.«/ .1 


I{i-»(iln(;''.'reni!iiks 


Outdoor  dry -bulb  air  tem- 
perature, Fahrenheit:  Eii- 

tering 

Indoor  dry -bulb  air  temper- 
ature, Fahrenheit:  Enter- 
ing  

Indoor  wet-l>ulb  air  temper- 
ature, Fahrenheit:  Enter- 
ing  

After  the  Isl  30  s  alter  com- 
pressor startu]) 
Extenial  resJstanc*  to 

airflow,  Inches  water. . 
Noiale  pressure  drops, 

Ijeroent  of  reading 

Electrical  voltage  In- 
puts to  the  test  unit, 
iwrcent 


■  ghall  at  no  time  exceed  that  value  of  the  wet-bulb 
temperature  which  results  in  the  production  of  con- 
densate bv  the  indoor  coil  at  the  dry-l)ulb  lenip«T8i  tires 
Mdstiug  for  the  air  entering  the  indoor  poniun  o(  the 
unit. 

4.2. — Uixirihutinn  uf  fraitionol  huurx  in 
temperature  binn  to  be  uwd  for  rak-iila- 
iion  of  the  .St'Eff  for  2-f>peed  rowftrrsKor 
and  2-r'Otnprc.ynor  unit* 


Test 
o|>eraling 
tolerance 

(total 

obeerved 

range) 

Test 
condition 
tolerance 
(varialKin 
of  average 

from 
speoiOeil 

test 
condiiion) 

2.0 

as 

10 

..-. 

(') 

P) 

.US 

.<>2 

2.0 

ZO 

BintMB- 

Repreeenta- 

Fraedon  of 

ptratore 

tivetem- 

total  tem- 

raas* 

peftatore 

(lerature 

bin  for 

bin  hours 

Fahrenheit) 

(degrees 

«. 

Fahrenheit) 

A 

Bin  No..]: 


1 

....  «5to(» 

67 

.214 

2 

....  70to74 

72 

.381 

3 

....  75  to  79 

77 

.21< 

4 

....  80  to  84 

82 

.101 

S 

....  86to8» 

87 

.IM 

« 

....  90  to  94 

92 

.062 

7 

....  98  to  99 

97 

.018 

8 

....  100  to  104... 

102 

.OM 

.■]0 108 
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DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

[  7  CFR  Part  1435  ] 

SUGAR 

ProfHJsed  Payment  Program  for  1977 

AGENCY:  Commodity  Credit  Corpora- 
tion, USDA. 

ACTION:  Proposed  rule. 

SUMMARY;  The  proposal  would  estab- 
lish a  price  support  payments  program 
beginning  with  the  1977  crop  of  sugar. 
The  program  is  being  instituted  in  re- 
sponse to  President  Carter's  decision  re- 
garding sugar  announced  by  the  Presi- 
dent's Special  Representative  for  Trade 
Negotiations  on  May  4,  1977.  In  the  past 
year  sugar  prices  have  fallen  sharply  to 
a  point  less  than  the  costs  of  production 
for  many  U.S.  growers.  Based  on  a 
strong  belief  that  a  viable  domestic  su- 
gar industry  is  vital  to  the  economic 
well-being  of  the  American  people,  the 
Secretary  determined  that  a  program 
should  be  undertaken  offering  payments 
of  up  to  two  cents  per  pound  of  sugar  to 
assist  producers  and  processors  through 
the  present  period  of  low  prices.  The  ob- 
jective of  the  program  is  to  support 
prices  in  the  market  place  for  sugarbeet 
and  sugarcane  producers  through  pay- 
ments made  to  sugar  processors. 

DATES:  Comments  must  be  received  on 
or  before:  July  14,  1977. 

ADDRESSES:  Mail  comments  to  Chair- 
man, Sugar  Task  Force,  USDA— ASCS. 
Post  Office  Box  2415.  'Washington.  D.C. 
20013 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Robert    R     Stansberry,    Jr.    202-447- 
5735. 

SUPPLEMENTARY  INT=^ORMATION: 
The  price  support  payments  program  for 
sugar  is  authorized  by  Section  301  of  the 
Agricultural  Act  of  1949.  as  amended  (7 
U.S.C.  14471.  This  provision  permits  the 
support  price  to  be  established  at  a  level 
not  In  excess  of  90  percent  of  the  parity 
price  fo;-  the  commodity.  Section  401  fb) 
of  the  Act  '7  U.S.C.  1421(b))  requires, 
In  the  case  of  any  commodity  for  which 
price  support  is  discretionary,  that  sev- 
eral factors  be  taken  Into  consideration 
in  determining  whether  a  price-support 
operation  shall  be  undertaken  and  the 
level  of  such  support.  Therefore,  in  mak- 
ing this  proposal,  consideration  has  been 
given  to  the  following  statutory  factors ; 
( 1  >  Supply  of  the  commodity  in  rela- 
tion to  the  demand  therefor.  Since  1974, 
world  sugar  production  has  increased  at 
a  rate  In  excess  of  consumption,  result- 
ing In  carrj'over  stocks  In  excess  of  nor- 
mal market  needs.  The  price  received  by 
producers  In  the  U.S.  is  a  function  of  the 
world  market  price  since  the  U.S.  price  is 
protected  only  by  a  small  duty  of  1.875 
cents  per  poimd  (there  is  a  non-restric- 
tive quota) .  The  world  market  price  <  and, 
by  extension,  the  U.S.  price)  Is  currently 
d^ressed  and  therefore  the  price  re- 
ceived by  domestic  producers  is  below 
their  cost  of  production. 


(2>  The  price  levels  at  u-hich  other 
commodities  are  being  supported.  This 
proposal  provides  for  supporting  the 
price  of  sugar  at  not  more  than  13.5 
cents  per  pound,  i.e.  52  percent  of  parity 
as  of  April  1977.  The  only  other  sweeten- 
er for  which  the  market  price  is  sup- 
ported is  honey,  which  is  currently  sup- 
ported at  60  percent  of  parity. 

(3 1  The  avmlability  of  .funds.  Pay- 
ments under  this  program  will  be  made 
from  the  statutory  borrowing  authority 
of  the  Commodity  Credit  Corporation 
CCC>.  Losses  incurred  by  the  CCC  are 
restored  by  requests  for  appropriations 
from  the  general  funds  of  the  Treasury 
in  subsequent  years.  Price  support  pay- 
ments were  determined  to  be  limited  to 
two  cents  per  pound  because:  (1)  the 
U.S.  is  a  net  importer  of  sugar.  (2»  the 
President  determined  that  import  relief. 
In  the  form  of  import  quotas,  would  not 
be  m  the  overall  national  economic  in- 
terest (including  that  of  both  consumers 
and  producers)  because  of  possible  in- 
ternational trade  repercu.ssions.  and 
therefore  i3i  the  effect  would  be  a  sup- 
port of  the  world  market  price  for  sugar 
and  would  mean  an  unlimited  outlay  of 
currency  from  the  US.  Treasury.  The 
1.875-cents  per  pound  duty  on  foreign 
sugar  Imported  into  the  United  States 
currently  provides  about  SI 50  million 
annually  to  the  general  funds  of  the 
Treasury,  or  about  60  percent  of  the 
maximum  expected  annual  paj-ment  un- 
der this  program. 

'4  I  Tfie  perishability  o/  the  commod- 
ity. The  program  proposed  does  not  pro- 
vide for  the  accumulation  and  storage  of 
sugar  stocks.  Sugar  crops  must  be  proc- 
essed soon  after  harvest  in  order  to  pre- 
vent spoilage  and  loss  of  sugar  content. 
Sugar  can  he  stored  for  limited  periods: 
however,  facilities  suitable  for  storing 
more  than  normal  working  stocks  are 
not  now  available. 

<5'  The  importance  of  the  commod-.ty 
to  agriculture  and  the  national  economy. 
The  United  States  is  the  third  largest 
producer  of  sugar  i  following  the  EEC 
and  USSR),  producing  between  six  and 
seven  million  short  tons  annually,  or 
about  8.0  percent  of  total  world  produc- 
tion. However,  the  United  States  con- 
stmnes  amout  11.0  million  short  toi"is  of 
sugar  annually,  releying  on  imports  to 
make  up  the  4.0  or  4.5  million  ton  differ- 
ence between  production  and  consump- 
tion. Since  40  or  45  percent  of  sugar 
requiremenLs  are  import«i.  tlie  world 
market  price  effectively  determines  the 
domestic  price.  More  than  130  factories 
process  sugarbeets  and  sugarcane,  and 
there  are  22  refineries  which  process  do- 
mestic and  foreign  raw  sugar.  Between 
16.000  and  20.000  domestic  farms  pro- 
duce either  sugarbeets  or  sugarcane. 

(61  The  ability  to  dispose  of  stocks 
through  a  price-support  operation.  The 
proposal  does  not  provide  for  the  accum- 
ulation of  stocks.  In  addition,  if  stocks 
were  Eicquired,  their  subsequent  disposal 
would  further  disrupt  the  market  which 
this  program  is  designed  to  support. 

(7 1  The  need  for  offsetting  temporary 
losses  of  export  markets.  The  United 
States  consumes  about  45  percent  more 


s'ugai-  LJian  it  produces,  and  is  therefore 
a  net  importer  ol  sugar  That  .small 
quantity  which  Ls  cxportc-d  is  generally 
refined  sugars  t  '  specialized  applications 
not   available   el.'^ewhere. 

•  8'  The  ability  and  willingness  of 
producers  to  keep  supplies  in  line  with 
demand.  As  noted  above  the  United 
States  consumes  more  sugar  than  it  pro- 
duces. Although  the  total  market  for 
sugar  continues  to  grow  due  to  popula- 
tion increases  t.he  proportion  supplied 
by  tiie  domestic  industn,-  has  remained 
fairly  constant  at  about  55  percent  of 
with  Uie  remainder  being  imported  from 
foreign  sources. 

This  proposed  method  of  price  support 
has  been  selert«l  in  order  to  avoid  dis- 
rupting the  a-'tablL'^hed  price  differentials 
existing  within  and  between  sales  dis- 
tricts ba.<;ed  on  locational  and  competi- 
tive factors.  The  level  of  support  in  this 
proposal  is  not  more  than  13,5  cents  per* 
pound,  raw  sugar  equivalent,  which 
represent,':  apviroxiniately  52  percent  of 
parity  as  of  April  1977.  If  the  average 
price  received  from  Uie  sale  of  sugar  in 
the  market  place  is  less  than  11.5  cents 
per  pound,  the  level  of  support  will  be 
less  than  13.5  cents.  This  is  due  to  the 
limitation  of  fvo  cents  per  pound  placed 
on  price  support  payments. 

In  accordance  witli  the  above,  it  is 
prcpa<:ed  to  add  7  CFR  Part  1435  to  read 
as  follows : 

PART    1435— SUGAR 

Price  SrrP-or.T  Payment  rR->t.&jiM  roR  1977  — 
Crop  Stioar 


6ec 

1435  1 

General. 

1435  2 

Administration. 

1436  3 

Pr.ce  support  level. 

1435  4 

Definitions. 

1435  5 

Price  support  payment. 

1435  6 

EMglbllltv  for  payment. 

1435  7 

Cooperatives 

1435  8 

Consr  ;■:>'■  '■     '  -     national    averag 

mwrkel  pr;  e. 

1435  9 

Paymeal  aiiocation. 

1435  10 

Successors-ln-lnterest. 

1435  11 

Subterfuge, 

1435  12 

Setoffs  and  asslgnmenta. 

1435  13 

.Appeals. 

1435  14 

Records  and  Inspection  thereof. 

1435,15 

False  certifications. 

1435.16 

Forms. 

ArTHORiTT:  Sea<:  .iOl-303  and  401  et  seq.  of 
the  Agricultural  Act  of  1949.  aa  amended  (7 
U.S.C.  1447  et  seq.,  1421  et  seq.) . 

S  143.J.1       fMncral. 

This  part  sets  forth  the  policies,  pro- 
cedures, and  requirements  governing 
price  support  for  1977  crop  sugar  by  the 
Commodity  Credit  Corporation  (referred 
to  in  this  pa.-t  as  •€€€ 

§  1  133.2       .\dmini~tratK>M. 

Tlie  program  will  be  earned  out  by 
the  Agricultural  Stabilization  and  Con- 
servation Service  <  referred  to  in  this 
part  as  "ASCS"  I  imder  the  general  su- 
pervision and  directlOTi  of  the  Executive 
Vice  President  CCC.  In  the  field,  the 
program  will  be  administered  through 
the  State  and  county  ASCS  offices.  State 
and  county  ASCS  offices  do  not  have  au- 
thority to  modify  or  waive  any  of  the 
provisions  of  this  part  or  any  amend- 
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ments  or  supplements  thereto  unless  the 
power  to  modify  or  waive  is  expressly 
included  in  the  pertinent  provisions. 

§   I  t3o.3      Priie  support  l.v.I. 

The  Secretary  has  determined  that 
the  level  of  price  support  for  1977-crop 
sugar  shall  be  no  more  than  13.5  cents 
per  pound,  raw  sugar  equivalent.  If  the 
national  average  market  price  is  Ics.*; 
than  11.5  cents  per  pound,  raw  sugar 
equivalent,  the  price  support  payment 
rate  shall  not  exceed  two  centos  per 
pound. 

§    I  1.33.  J       I),  riinlion-. 

(a»  "1977  crop  year"  means  sugar- 
beets  and  sugarcane  generally  harvest-ed 
during  the  followincr  periods: 

A.  Mainland  beet: 

Suoar -producing  area        Harvesting  period 
All     States,     excl. 

Cal.  and  Az Sept-Nov  1977 

California.       excl. 

southern  area..     June  1977  Feb   1978 
Southern 

California'    ...     March   .\ue  1978 
Arzona — lowland 

area April-June  1978 

Arizona — upl  and 

area Sept-Nov  1977 

B    Mainland  cane: 

Louisiana Oct  1977-Jan  1978 

Florida    Oct  1977  May  1978 

Texas Oct  1977-May  1978 

C    Hawaii Calendar  Year  1977 

D.  Puerto  Rico Dec  1977-July  1978 

1  Southern  California  includes  the  coun- 
ties of  Imperial.  San  Diego,  Riverside, 
Orange.  San  Bernardino,  and  that  part  of 
Los  Angeles  lying  south  of  the  San  Gabriel 
Mountains. 

(b>  "Processor"  means  a  processor  of 
refined  beet  sugar  or  raw  cane  sugar. 

(CI  "Producer"  means  the  owner  of  a 
portion  or  all  of  the  sugarbeets  or  sugar- 
cane at  the  time  of  harvest  and  delivery 
to  the  processor. 

(d>  "Quantity  of  sucar  marketed" 
means  the  pounds  of  raw  cane  sugar  or 
refined  beet  sugar  delivered  or  sold  dur- 
ing a  specified  period  as  provided  herein 
^nd  for  which  gross  proceeds  have  been 
accounted  for. 

(e>  "Gross  proceeds"  means  total  re- 
ceipts from  the  sale  of  ."iugar,  FOB.  fac- 
tory, plus  dlfTerential  income,  less  all 
allowances  and  discounts  and  before  any 
freight  adjustments. 

if  I  "Marketing  quarter"  means  the 
period  May  4.  1977,  to  June  30,  1977,  and 
each  subsequent  3-month  period  begin- 
ning July  1.  1977  until  all  1977  crop  sugar 
has  been  marketed. 

igi  "National  average  market  price" 
means  the  price  computed  by  dividing 
gross  proceeds  received  by  all  processors 
by  the  quantity  of  sugar  marketed  by 
ail  processors  during  the  marketing 
quarter 

(h'  "Rav\  >ugar  equivalent  '  means  the 
price  relationship  of  refined  beet  sugar 
to  raw  cane  sugar  as  determined  by  re- 
lating the  pnce  received  from  the  sales 
of  refined  beet  sugar  to  the  price  received 
from  the  sales  of  raw  cane  sugar, 

M  "Secretary"  means  the  Secretarv- 
of  Agriculture  or  an  official  who  has 
been  designated  to  act  on  his  behalf. 


(■ji  "ASCS"  means  the  Agricultural 
Stabilization  and  Conservation  Service, 
U.S.  Department  of  Agrlctilture. 

§  143.>.,5      Price  support  payment. 

lai  General.  Price  support  on  1977 
crop  raw  cane  sugar  and  refined  beet 
sugar  will  be  furnished  in  accordance 
with  the  provisions  of  this  part  by 
means  of  payments  to  the  processor  on 
the  1977  crop  sugar  marketed  by  the 
processor  during  the  marketing  quarter. 
Sugar  marketed  from  the  1977  crop  prior 
to  May  4.  1977.  and  sugar  In  inventory 
from  crops  prior  to  1977  will  not  be 
eligible  for  price  support. 

lb'  Rate  of  payment.  At  the  end  of 
each  marketing  quarter  and  after  the 
Department  of  Agriculture  has  deter- 
mined the  national  average  price  for 
sugar  received  by  processors  in  that  mar- 
keting quarter,  tlie  Department  will  an- 
nounce the  rate  of  payment  for  sugar 
marketed  during  the  quarter  as  deter- 
mined In  accordance  with  the  provisions 
of  this  part.  The  rate  of  paym.ent  per 
povmd  will  be  the  amount  by  which  the 
national  average  market  price  Is  less 
than  13.5  cents,  but  not  to  exceed  two 
cents  per  pound.  If  the  national  average 
market  price  is  greater  than  the  sup- 
port price  of  13  5  cents  per  pound,  no 
price  support  payment  would  be  made 
for  that  marketing  quarter.  Sugar  eli- 
gible for  pa^Tiient  during  the  quarter 
would  be  the  quantity  of  1977  crop  sugar 
marketed  during  such  marketing  quarter. 

§  1  13,". 6      Eligibility  for  pa>Tnent. 

Before  any  payment  can  be  approved 
under  this  part,  the  following  require- 
ments miLst  be  met: 

I  a  >  Procesvsor  and  each  producer  from 
whom  the  processor  purchases  sugar- 
beets  or  sugarcane  shall  have  a  written 
contract  stipulating  the  producer's  share 
of  proceeds  from  the  sale  of  sugar  tn 
the  market  place  and  the  method  of  pay- 
ment of  such  proceeds. 

ibi  Processor  shall  agree  to  pay  the 
producer  the  full  amount  of  the  price 
support  payment  after  deduction  for  ad- 
ministrative expense.?  incurred  in  car- 
rying out  its  obligations  under  this  pro- 
gram 

'  I  '  Processor  shall  submit  a  report 
prior  to  August  1.  1977,  showing  the 
quantity  of  sugar  marketed  and  the  gross 
proceeds  received  therefrom  during  the 
12-month  period  May  1,  1976  through 
April  30.   1977. 

'  d '  Processor  shall  submit  to  report 
showing  the  quantity  of  sugar  in  inven- 
tory at  tlie  beginning  of  the  1977  crop 
harvest. 

(e>  Processor  shall  submit  a  report, 
within  15  days  after  the  end  of  each 
marketing  quarter,  showing  the  quan- 
tity of  sugar  marketed  from  the  1977 
crop  and  the  gross  proceeds  received 
therefrom. 

'  f  1  Processor  shall  certify  that  pro- 
ducers have  been  or  will  be  paid  in  ac- 
cordance with  their  contractual  agree- 
ment . 

§  MS.i.T      ('x><>p«'raliNe  Refiners. 

For  the  purposes  of  computing  "gross 
proceeds"    as    used    herein,    a    facility 


which  refines  raw  cane  sugar  that  is 
cooperatively  owned  by  its  raw  cane 
sugar  processors  shall  be  allowed  to  de- 
duct up  to  8  percent  from  gross  proceeds 
to  the  cooperative-member  processors  to 
reflect  that  portion  of  returns  wliich  can 
be  attributed  to  their  investment  in  the 
refining  facility. 

§  1435.8      Compulation  of  nalionul   aver- 
age market  price. 

(a)  The  quantity  of  sugar  marketed 
and  the  gross  proceeds  received  there- 
from during  the  12-month  period  end- 
ing April  30.  1977,  as  submitted  by  proc- 
essors in  accordance  with  §1435.6'ci, 
will  provide  the  basis  for  converting  gross 
proceeds  received  for  refined  beet  sugar 
to  a  raw  sugar  equivalent  basis.  The  per- 
centage by  which  the  average  price  re- 
ceived for  refined  beet  sugar  exceeds  the 
average  market  price  received  for  raw 
cane  sugar  will  be  computed 

(b)  The  quarterly  determination  of  tiie 
national  average  market  price  will  be 
computed  on  the  basis  of  information 
received  from  processors  on  the  quantity 
of  sugar  marketed  and  tlie  gross  proceeds 
received  therefrom  during  the  marketing 
quarter  as  provided  for  in  §1435.6»e). 
The  computation  will  be  as  follows :  ( 1 1 
The  percentage  determined  m  accord- 
ance with  paragraph  i  a  i  of  this  section 
will  be  used  to  reduce  the  gross  proceeds 
received  for  refined  beet  sugar  to  a  raw 
sugar  equivalent  basis;  1 2 1  the  gross  pro- 
ceeds received  for  refined  beet  sugar. 
after  conversion  to  a  raw  sugar  equiva- 
lent basis,  will  be  added  to  the  gross  pro- 
ceeds received  for  raw  acne  sugar;  i3i 
the  total  quantity  of  refined  beet  sugar 
marketed  will  be  converted  to  raw  value 
by  multiplying  the  quantity  by  1.07;  and 
(4)  the  total  gross  proceeds  will  be  di- 
vided by  the  total  quantity  of  sugar,  raw 
value,  marketed  to  obtain  the  national 
average  market  price. 

§  1435.9      Pa>Tnenl  alloration. 

(a)  Payment  to  prcx:essor.  The  total 
price  support  payment  will  be  made  to 
the  processor.  The  processor  will  be  al- 
lowed to  deduct  actual  administrative 
expenses  which  are  directly  incurred  as 
the  result  of  distributing  payments  to 
producers  and  fulfiUing  the  other  re- 
quirements herein.  Such  administrative 
expenses  must  be  readily  identifiable  as 
actual  expenditures  incurred  only  be- 
cause of  this  program.  Allowable  admin- 
istrative cost  may  include  such  items  as 
increased  labor,  automated  data  systems 
use,  postage,  and  the  processing  of  bank 
drafts.  It  would  not  include  general  ad- 
ministrative and  overhead  expenses  in- 
curred in  the  processor's  normal  opera- 
tions. The  processor  shall  submit  a  report 
itemizing  administrative  expenses  for 
approval  b^■  the  Executive  Vice  President. 

ccc. 

(b)  Payment  to  producer.  The  proces- 
sor shall  pay  the  producer  the  full 
amount  of  the  support  payment  received, 
after  deduction  for  administrative  ex- 
penses. Proration  of  the  payment  among 
aU  producers  for  each  marketing  quarter 
shall  be  made  on  the  basis  of  the  quantity 
of  sugar  actually  produced  from  cane  or 
beets  harvested  and  delivered  by   each 
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producer  to  the  processor,  or  on  the 
quantity  of  sugar  estimated  to  be  pro- 
duced during  the  crop  year  from  cane  or 
beets  to  be  hanested  and  delivered  by 
each  producer  to  the  processor.  If  prora- 
tion of  the  payment  to  the  producer  is 
made  on  the  basis  of  sugar  estimated  to 
be  produced,  the  processor  shall  adjust 
such  estimated  payment  to  an  actual 
payment  based  on  the  quantity  of  sugar 
a<:tually  produced  by  the  producer  Such 
adjustment  to  an  actual  basis  shall  be 
made  at  the  end  of  the  marketing  quarter 
in  which  the  total  quanity  of  sugar  pro- 
duced from  the  crop  has  been  marketed 
by  the  processor:  Provided,  That  any 
overpayment  or  ineligible  payment  shall 
be  subject  to  refund. 

§  1435.10      .''ucfe«sor»-iii-iiil«-re>t. 

(a)  In  the  case  of  the  death,  incom- 
petency, or  disappearance  of  any  pro- 
ducer, the  payment  due  him  shall  be 
made  to  his  successor  as  determined  in 
accordance  with  the  regulations  m  Part 
707  of  this  title. 

(bi  When  any  person  who  had  an  in- 
terest as  a  producer  of  sugar  is  succeeded 
on  the  farm  by  another  producer,  pay- 


menus  to  tlie  producers  siiall  be  divided 
between  them  on  such  basis  as  they  agree 
is  fair  and  equitable.  If  an  agreement 
cannot  be  reached,  the  division  shall  be 
made  as  determined  by  the  Executi\e 
Vice  President.  CCC.  or  his  designee 

§  1435.11       Sublerfup.. 

The  processor  shall  not  reduce  retiuTis 
to  the  producer  below  those  determined 
in  accordance  with  the  requirements 
herein  through  any  subterfuge  or  device 
whatsoever. 

§  14.35.12      S<■tof^^  arid  a««i{:iiiiieiits. 

ia>  Processor  or  producer  indebted- 
ness. The  regulations  issued  by  the  Sec- 
retary governing  setoffs  and  withholding. 
Part  13  of  this  title,  shall  be  applicable  to 
the  program. 

'  b  >  Assignments.  Payments  may  be  as- 
signed only  to  the  Farmers  Home  Admin- 
istration in  accordance  with  the  regula- 
tions in  Part  709  of  this  title 

§  1435.13      Appeals. 

A  producer  may  obtain  reconsideration 
and  review  of  determinations  made 
under  this  part  in  accordance  with  the 
regulations  in  Part  780  of  this  title 


§   1435.14       Rerortlfi  and  in>pe<'t»<>n  ttH^rt-- 
of. 

CCC  shall  reserve  the  right  lo  have  ac- 
ce.ss  to  the  premises  of  the  processor,  in 
order  to  insix<-t.  examine,  and  make 
copies  of  the  txxiks,  records,  accounts, 
and  oUier  written  data  lised  m  fumish- 
mg  reports  required  by  this  part. 

§  1435.1,5       1  al?-!'  r<  rliti(  atiotis. 

-Any  false  certification  whicli  is  made 
for  Uie  purpose  of  enabiuig  a  processor  or 
producer  to  obtam  any  price  support 
payment  or  portion  thereof  to  which  he 
IS  not  entitled,  will  subject  the  processor 
making  such  certification  to  liability 
under  applicable  Federal  civil  and  crim- 
inal statutes 

g  1435.16      Fornix. 

Processors  shall  submit  the  reports  re- 
quired by  this  part  on  Form  SU-1,  "Sugar 
Processor  Certificatioiis.  to  tlie  Exetu- 
tue  Vice  President.  CCC. 

Signed  at  Washington,  D.C..  on 
June  10.  1977. 

John  C    White 
Acting  Secretary. 

[FR  Doc.77-n073  PUed  6-13-77;9:46  am) 
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ACTION 

PRIVACY   ACT  OF   1974 

Routine  Use  Adoption 

AGENCY.    ACTION. 

.ACTION    Pinal  rule, 

SUMMARY:  This  regulation  Is  to  pro- 
vide routine  disclosure  of  Information  as 
requested  to  GS.^  NARS  for  records 
management  inspection  purposes. 

EFFECTIVE  D.ATE     June   13,   1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Richard  Doyle.  Associate  General 
Counsel.  OfRoe  of  tlie  General  Counsel. 
ACTION.  Washington,  DC.  20525  i  202- 
25-1-7974  •. 

SUPPLEMENTARY  INFORMATION: 
On  March  ^.  1977  there  was  published  a 
proposal  to  amend  ACTION'S  notice  of 
systems  of  records  published  in  41  FR 
238  December  9.  1976,  by  adding  to  the 
Preliminary  Statement  under  the  head- 
ing "Statement  of  General  Routine  Uses" 
therein  an  additional  routine  use. 

No  written  objection.?  were  received 
and  the  proposed  regulation  is  hereby 
adopted  without  change. 

10.  A  record  from  any  system  of  rec- 
ords may  be  disclosed  as  a  routine  u.se 
to  the  National  Archives  and  Records 
Sen-ice.  General  Services  Administra- 
tion, In  records  management  inspections 
conducted  under  authority  of  44  U.S.C. 
2904  and  2906. 

Section  505ic)  of  the  Federal  Records 
Act  of  1950  1 44  U.S.C.  595^0  '  authorizes 
the  Administrator  of  General  Services 
to  inspect  or  survev.  personally  or  by 
deputy,  the  records  of  any  Federal 
agency,  as  well  as  to  make  surveys  of 
records  management  and  records  dis- 
posal practices  in  such  agencies. 

In  keeping  with  the  above  authority 
ACTION  will  make  its  records  available 
to  the  National  Archiv&<;  and  Record' 
Service  for  inspection  purposes. 

Approved  in  Washington,  D.C.  on 
June  6.  1977. 

J.AMES  Duke, 
Executive  Officer. 

fPR  Doc  77-16765  Plied  6-13-77:8:45  am] 

ADMINISTRATOR,    EMERGENCE 
NATURAL  GAS   ACT  OF    1977 

[Docket  Nos.  E77-10:  E77-21:  E77-381 

COLUMBIA  GAS  TRANSMISSION,  ET  AL 

Supplemental  Emergency  Order 

On  May  25,  1977.  Columbia  Ga^  Trans- 
musion  I  Columbia'  filed,  pursuant  to 
Section  6  of  the  Emergency  Natural  Gas 
Act  of  1077  (Act).  Pub.  L.  95-2  i91  Stat. 


4  (1977)),  a  supplemental  petition  re- 
questing authorization  to  ii>  exchange 
gas  with  Michigan  Wisconsin  Pipe  Line 
Company  (Mlch-Wls),  (11)  reduce  de- 
liveries tx3  UGI  Con>oration  (UGI)  up  to 
25,000  Mold  and  use  euch  volumes  to 
satisfy  UGI's  pay  back  obligation  in 
Docket  No.  E77-21.  and  (ill)  transport 
volumes  purchased  from  Delhi  Gas  Pipe 
Line  Corporation  ( Delhi ^  through  the 
facilities  of  Transwestem  Pipeline  Com- 
pany (Transwestern) .  For  the  reason  set 
forth  below,  I  grant  Columbia's  supple- 
mental requests. 

By  order  issued  February  6,  1977,  in 
Docket  No.  E77-10,  Columbia  was  au- 
thorized to  purchase  up  to  60,000  Mcfd 
from  Pacific  Lighting  Service  Company 
I  Pacific  I ,  Columbia  was  required,  as  a 
condition  of  the  purchase  to  repay  to 
Pacific  thermally  equivalent  volumes  of 
ga.<;.  From  February  5  through  February 
26,  1977.  Columbia  received  approxi- 
mately 2  647  Bcf. 

In  Docket  No.  E77-21  Columbia  and 
UGI  were  authorized  to  purchase^.'tTp  to 
100  000  Mcfd  (75,000  Mcfd  to  Columbia, 
25,000  Mcfd)  to  UGI  from  Pacific  Gas  & 
Electric  Company  (PG&E).  Columbia 
and  UGI  are  obligated  to  repay  ther- 
mally equivalent  volumes  to  PG&E.  From 
February  20  through  March  8,  1977,  Co- 
lumbia received  1.242  Bcf  and  UGI  re- 
ceived 0.144  Bcf. 

In  Docket  No.  E77-38,  Columbia  was 
authorized  to  purchase  up  to  an  average 
of  60.000  Mcfd  from  Delhi.  By  supple- 
mental order  issued  March  30.  1977.  Co- 
lumbia was  authorized  to  use  the  Delhi 
volumes  to  satisfy  in  part  Its  and  the 
Columbia  Distribution  Companies'  re- 
payment obligation  to  Pacific  and 
PG&E.' 

Michigan  Wisconsin  Pipeline  Company 
(Mich-Wis)  has  agreed  to  purchase  up 
to  30,000  Mcfd  of  emergency  gas  in  the 
Western  Oklahoma  area  and  has  asked 
El  Paso  Natural  Gas  Company  (El  Paso) 
and  Columbia  to  take  delivery  of  these 
supplies.  El  Paso  agreed  to  take  delivery 
of  the  gas  at  the  El  Paso-Mich  Wis  in- 
terconnnection  in  Roger  Mills  County, 
Oklahoma,  and  to  deliver  the  gas  to  Du- 
mas Gasoline  Plant  in  Moore  County. 
Te.xas.  At  the  Dumas  Gasoline  Plant,  the 
gas  will  be  transferred  from  Mich-Wis's 
account  to  Columbia's  account;  El  Paso 
will  'deliver  the  gas  to  PG&E  at  the  Cali- 
fornia-.^rizona  border  in  partial  fullfill- 
ment  of  Columbia's  pay  back  obligation. 
In  turn,  Columbia  will  transfer  equiva- 
lent volumes  of  natural  gas  to  Mich-Wis 


'  In  Docket  No.  E77-30,  the  Columbia  Dis- 
tribution Companies  were  authorized  to  pur- 
cha-se  up  to  30,000  Mcfd  from  Pacific.  Total 
volumes  delivered  under  this  authorization 
were  approximately  1.029  Bcf. 


at  various  mutually'  agreeable  points  in 
Louisiana.  Such  deliveries  wUl  be  made 
for  Columbia  by  Columbia  Gulf  Trans- 
mission Company  'Columbia  Gulf'. 

Columbia  and  Mich-Wls  have  agreed 
to  exchange  up  to  30.000  Mcfd  on  an 
Mcf  for  Mcf  basis.  There  are  no  charges 
associated  with  the  exchange.  El  Paso 
will  charge  Columbia  one  cent  per  Mcf 
for  gas  delivered  to  PG&E  plus  S'v  of 
the  volumes  received  for  fuel  usage.  Co- 
lumbia will  charge  its  customers  $1.23 
per  Mcf  (its  average  cost  of  gas  in  Lou- 
isiana) plus  EL  Paso's  transportation 
charges. 

UGI  has  arranged  to  satisfy  its  repay- 
ment obllagtion  to  PG&E  by  reducing  its 
entitlements  from  Columbia  under  rate 
schedules  CDS.  The  total  reduction  In 
UGI's  entitlements  is  estimated  to  be  ap- 
proximately 0.151  Bcf. 

On  May  7,  1977.  El  Paso  began  deliver- 
ies of  gas  from  Delhi  for  Columbia's  ac- 
coimt  to  Transwestem  Pipeline  Company 
(Transwestem  I  at  an  existing  intercon- 
nection In  Ward  County,  Texas.  Trans- 
westem will  redeliver  these  volumes  to 
Pacific  as  partial  fulfillment  of  Colum- 
bia's pay  back  obligation.  There  is  no 
transportation  charge  for  Transwestem's 
redelivery  of  gas  to  Pacific. 

Pursuant  to  Section  6tai  of  the  Act, 
I  hereby  authorize  ( 1 )  the  e'xchange  of 
emergency  gas  volumes  between  Colum- 
bia and  Mich-Wis,  and  the  transporta- 
tion of  said  volumes  by  El  Paso  to  fulfill 
partially  Columbia's  pay  back  obligation; 

(2)  the  fulfillment  of  UGI's  pay  back  ob- 
ligation to  PG&E  as  previously  described; 

(3)  the  transportation  of  volumes  of  gas 
from  Delhi  to  Pacific  via  Transwestem 
as  partial  ftHfillment  of  Columbia's  pay 
back  obligation. 

To  the  extent  not  inconsistent  with  this 
order,  the  provisions  of  all  orders  issued 
in  Docket  Nos.  E77-10,  E77-21.  and  E77- 
38  remain  in  full  force  and  effect.  All 
protections  and  authorizations  granted 
therein  remain  in  full  force  and  effect. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent In  Executive  Order  No.  11969  (Feb- 
ruary 2,  1977).  and  shall  be  served  upon 
Columbia,  Pacific,  PG&E,  El  Paso,  UGI. 
Transwestem.  Delhi.  Mich  Wis  Columbia 
Gulf,  and  the  Columbia  Di.'^tribution 
Companies.  This  order  shall  also  be  pub- 
lished in  the  Federal  Register. 

This  order  and  authorization  pranted 
herein  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub. 
L.  95-2  and  the  rules  and  regulations 
which  may  be  issued  thereunder. 

Richard  L.  Dunham, 

Administrator. 
June  7,  1977. 
[FR  Doc.77-16994  Piled  6-13-77:8:45  am] 
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(Docket  No   E77-1161 

DELHI  GAS  PIPELINE  CORP.,  ET  AL. 

Emergency  Order 

On  June  6,  1977.  Delhi  Gas  Pipeline 
Corporation  (Delhi)  filed,  pursuant  to 
Section  6  of  the  Emergency  Natural  Gas 
Act  of  1977  (Act),  Pub,  L.  95-2  (91  Stat. 
4  (1977)).  an  application  to  sell  up  to 
9  1  Bcf  to  United  Gas  Pipeline  Company, 
< United)  on  an  "if,  as  and  when  avail- 
able" ba^is  subject  to  available  pipeline 
capacity  for  a  term  from  June  U.  1977 
through  July  31,  1977,  For  the  reasons 
set  forth  below,  I  authorize  these  emer- 
gency sales. 

Delhi  will  charge  and  United  will  pur- 
chase the  subject  volumes  at  $2  05  per 
MMBtu  of  gas  delivered  in  the  state  of 
Oklahoma  and  $2,245  per  MMBtu  of  gas 
delivered  in  the  state  of  Texas,  both  in- 
clusive of  all  state  and  local  taxes  and 
other  adjustments.  I  find  such  prices  to 
be  fair  and  equitable  in  accordance  with 
Order  No.  2. 

Delhi  will  deliver  this  gas  for  the  ac- 
count of  United  to  PanJiandle  Ea.'^tem 
Pipeline  Company  in  Dewey,  Woodward 
and  Major  counties.  Oklahoma;  to  either 
Kansas-Nebraska  Gas  Company,  or 
Arkansas-Louisiana  Gas  Company  In 
Roger  Mills  County.  Oklalioma;  to 
Arkansas-Louisiana  Gas  Company  in 
Blaine  and  Ouster  Counties,  Oklahoma 
and  to  Northern  Natural  Gas  Company 
in  Pecos  County.  Texas.  Delhi  will,  at  its 
own  expense.  Install  or  cause  to  be  In- 
stalled all  necessary  taps,  valves  and 
metering  facilities  to  make  the  subject 
deliveries.  Therefore,  there  is  no  reason 
to  require  United  to  pay  the  cost  of  such 
facilities  as  permitted  by  §  6<c)  <  1  >  of  the 
Act  (91  Stat.  4,  8). 

Delhi  advises  and  I  find  that  the  sale 
of  gas  by  Delhi  will  result  in  a  com- 
mingling of  interstate  natural  gas  with 
Delhi's  normal  intrastate  system  gas 
supplies  and  with  volumes  of  gas  owned 
by  third  parties.  Contractual  provisions 
between  Delhi  and  its  producers,  sup- 
pliers, and  customers  prohibit  the  sale  of 
natural  gas  in  interstate  commerce  and 
the  commingling  of  Delhi's  intrastate 
pipeline  system  gas  supplies  with  gas 
moving  in  interstate  commerce.  The  sale, 
transportation  and  delivery  of  gas  for 
which  Delhi  seeks  approval  may  result 
in  some  commingling  of  Interstate  na- 
tural gas  with  Delhi's  normsd  intrastate 
gas  supplies  and  with  gas  owned  by  third 
parties.  This  order  shall  be  considered  as 
applying  to  all  such  commingled  gas.  Un- 
der the  provisions  of  Section  9(b),(c) 
of  P.L.  95-2  (91  Stat,  at  9) ,  the  suppliers 
of  such  gas  which  is  so  commingled,  may 
not  terminate  existing  contracts  with 
Delhi  or  such  other  parties  or  require 
a  redetermination  of  the  prices  provided 
in  such  contracts  by  reason  of  this  trans- 
action. Contractual  termination,  prohi- 
bition or  redetermination  provisions  In 
any  such  contracts  referred  to  above  are 
not  enforceable  by  reason  of  Section  9 
of  Public  Law  95-2  since  Delhi  Is  sell- 
ing, delivering  and  transporting  gas  for 
United  pursuant  to  Section  6(a)  of  that 
Act.  Delhi  and  any  third  person  whose 


gas  is  commingled  with  Uniteds  gas 
shall  refer  all  relevant  information  con- 
cerning any  attempt  to  terminate  ex- 
isting contracts  or  require  a  redeter- 
mination of  prices  to  the  Administrator 
for  appropriate  action. 

According  to  the  official  files  of  the 
Federal  Power  Commission,  Delhi  is  not 
classified  as  a  natural  gas  company 
within  the  meaning  of  the  Natural  Gas 
Act,  Section  6(b)<l>  (A'  of  the  Act  pro- 
vides in  part  that  "[tlhe  provisions  of 
the  Natural  Gas  Act  shall  not  apply  •  •  * 
to  any  sale  to  an  Interstate  pipeline 
•  •  •  under  the  autliority  of  subsection 
(&<  or  to  anj-  transportation  by  an  in- 
trastate pipeline  in  connection  with  such 
sale  *  •  '"91  Stat,  at  8.  In  addition. 
§  6(c)  <2)   provides; 

Compliance  by  any  pipeline  with  any  order 
under  this  subsection  shall  not  subject  such 
pipeline  to  regulalton  under  the  Natural  Gas 
Act  or  to  regulation  as  a  common  carrier 
under  any  prorlslon  of  state  law. 

Thus,  the  sale  of  this  gas  will  not  sub- 
ject Delhi  or  any  person  supplying  gas 
to  Delhi  to  the  provisions  of  the  Natural 
Gas  Act  or  to  regulation  a^  a  common 
carrier  under  state  law. 

United  shaU  submit  weekly  reports  as 
required  by  Order  No.  4. 

Pursuant  to  Section  6' a)  of  the  Act, 
I  hereby  authorize  Delhi  to  sell  to  United 
up  to  9.1  Bcf  of  natural  gas  on  the 
terms  and  conditions  set  forth  In  Delhi's 
filing  in  this  proceeding. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No.  11969  ( Feb- 
ruary 2,  1977),  and  shall  be  served  upon 
Delhi,  United,  Panhandle  Eastern  Pipe- 
line Company,  Kansas-Nebraska  Gas 
Company,  Arkansas-Louisiana  Gas  Com- 
pany, and  Northern  Natural  Gas  Com- 
pany. This  order  shall  also  be  published 
in  the  Federal  Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub. 
L.  95-2  and  the  rules  and  regulations 
which  may  be  issued  thereunder. 

Richard  L.  Dtjnuam. 

Administrator. 
June  7.  1977. 
iFR  Doc .77-16993  Piled  6-13-77:8:45  am] 

DEPARTMENT  OF  AGRICULTURE 

Federal  Grain  Inspection  Service 

GRAIN   STANDARDS 

Illinois  Grain  Inspection  Areas 

Statement  of  considerations.  Pursuant 
to  sections  7(e)  (1)  and7A(C)(l)  of  the 
UJ5.  Grain  Standards  Act.  as  amended 
(7  U.S.C.  71  et  seq.) ,  hereinafter  the 
"Act",  the  Federal  Grain  Inspection  Serv- 
ice is  required  to  provide  ofiQcial  inspec- 
tion and  weighing  services  for  all  grains 
required  or  authorized  to  be  inspected 
and  weighed  by  the  Act,  at  those  export 
port  locations  where  a  state  is  not  dele- 
gated to  perform  these  official  services  ( 7 
U.S.C.  79(e)  <1)  and  7  U.S.C.  79aic)  <1)  >. 

The  Federal  Grain  Inspection  Service 
wUl  assume  performance  of  official  In- 


spection and  weighing  services  at  such 
export  port  locations  within  18  months 
of  the  November  20,  1976.  effective  date 
of  the  amended  Act:  provided  that,  sub- 
ject to  meeting  certain  requirements  of 
the  Act.  existing  official  agencies  may 
continue  to  function  during  such  transi- 
tion period. 

Chicago  Grain  Inspection  Bureau.  Chi- 
cago. Illinois,  a  designated  official  agency 
at  tlie  following  counties,  or  portions 
thereof,  of  niinois:  Boone,  EteKalb. 
Porter.  Lake,  and  Cook,  ceased  providing 
official  inspection  services  effective  mid- 
night, January  31.  1977.  in  accordance 
with  prior  notice  to  the  Federal  Grain 
Inspection  Service. 

Notice  is  hereby  given  that,  effective 
February  1,  1977,  the  designation  of  the 
Chicago  Grain  Inspection  Bureau.  Clii- 
cago.  niinoLs,  as  an  official  agency,  has 
been  canceled  pursuant  to  the  provisions 
of  section  7ig)  (2)  (7  U.S.C.  79(g)  (2;) 
and  (7  U.S.C.  74  notci  of  the  Act. 

The  Federal  Grain  Inspection  Service, 
effective  February  1,  1977.  commenced 
providing  official  grain  iiispeclwn  serv- 
ices at  the  area  previously  serviced  by 
the  Chicago  Grain  Inspection  Bureau 
including  the  following  counties,  or  por- 
tions thereof,  of  Illinois:  Boone,  DeKalb. 
Poter.  Lake,  and  Cook,  in  accordance 
with  sections  7(e)  di  and  27  of  the  Act 
(7  U.S.C.  79(e)  (D  and  7  UJB  C.  74  note'. 
The  Federal  Grain  Inspection  Service, 
effective  April  11,  1977,  commenced 
providing  official  grain  weighing  services 
at  the  area  previously  serviced  by  the 
Chicago  Grain  Inspection  Bureau  m 
accordance  with  sections  7A(c)(l)  and 
27  of  the  Act  (7  U  S.C.  79a(c)  <1)  and  7 
U.S.C.  74  note  I. 

(Sec  8.  (Pub.  L  94-682)  90  6tat  2670  (7 
U.SC.  79):  sec  7A.  (Pub  L  94-6831  90  Stat. 
2875  (7  use.  79A);  sec  27.  (Pub.  L  94-682) 
90  Stat  2889  (7  VS.C   74  note)   ) 

Done  in  Washington.  DC.  on;  June 
9.  1977. 

William  T.  MANxri', 
Interim   Administrator. 

jFR  Doc.77-16803  Filed  6-13-77,8:45  am] 


GRAIN   STANDARDS 

lllinots  Grain  Inspection  Point 

Statement  of  considerations.  The  IIU- 
nois  State  Department  of  Agriculture, 
Springfield,  Illinois,  is  designated  to 
operate  as  an  official  agency  in  accord- 
ance with  the  provisions  of  section  7(f) 
of  the  U.S.  Grain  Standards  Act  1 7  U.S  C. 
79(f)  • .  The  Illinois  State  Department  of 
Agriculture  h£is  been  providing  official 
inspection  service  for  approximately 
eight  years  at  Fairfield,  Illmois:  for 
approximately  seven  years  at  Casey, 
Illinois;  and  for  approximatelj-  eleven 
years  at  Shawnee  town,  Illinois,  as 
designated  inspection  points,  A  desig- 
nated inspection  point  Is  defined  as  a 
city,  town,  or  other  location  assigned 
under  the  regulations  to  an  official  In- 
spection agency  for  the  conduct  erf 
official  inspections,  and  within  which  the 
official  inspection  agency,  or  one  or 
more  of  Its  licensed  Inspectors,  is  located^ 
(7CFR26.1(b)(13)). 
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The  nitnois  State  Department  of 
AgriculCBre  has  requested  that  Its 
designation  be  amended  to  revoke  Pair- 
field,  Casey,  and  Shawneetown.  lUinoLs. 
as  ciefii&nated  liu;pecUon  points  and  to 
add  Mt  \'emon  and  MaYion,  Illmois,  as 
designated  Inspection  points  in  accord- 
ance with  section  26  99'  b  '  of  the  rerula- 
tions  1 7  CFR  26.99  b''.  Additionally, 
the  ElinoiB  State  Department  ol  Agri- 
culture propt->ses  to  retain  Fairfield, 
Case>-,  and  Shawneetown,  Illinois,  as 
official  sampling  points 

In  order  to  contmue  availability  of  the 
senice  and  to  allow  the  IlllnoLs  State 
Department  of  Agriculture  to  provide 
more  efficient  official  Inspection  services 
at  centralized  locations  as  soon  as  prac- 
ticable, its  designation  ls  amended  to 
revoke  Casey,  Fairfield,  and  Shawnee- 
town. UlinoiB.  as  designated  inspection 
points  and  Mt  Vernon  and  Marion,  Illl- 
noLs, are  hereby  added  as  designated 
Inspection  points,  provided,  however, 
that  these  amendments  shall  be  on  an 
Interim  basis  for  a  period  not  to  exceed 
ninety  days  pending  a  determination  of 
this  matter. 

As  a  point  oT  clarification,  it  should 
be  not«d  chat  the  U.S.  Grain  Standards 
Act  i7  US.C.  71  et  seQ  ' .  hereinafter 
referred  to  as  the  "Act",  has  been 
amended  by  Pubhc  Law  94-582.  effective 
November  20.  1976.  to  extensively  modify 
the  official  Inspection  system.  The 
amended  Act  provides,  m  part,  that  the 
Administrator  of  the  newly -created 
Federal  Grain  Inspection  Service 
iFGIS',  after  conductmg  Investigations 
•and  other  studies,  designate  official 
agencies  or  persons  presently  deslg.  vted 
to  provide  official  inspection  ser.ices. 
The  amended  Act  further  provides  that 
existing  agencies  may  continue  to  op- 
crate  without  a  designation  under  the 
new  law  until  the  Admini-strator  either 
grant*  or  denies  such  dcsigiiation  to 
them  or  seUs  a  period  of  time  for  their 
termination,  not  to  exceed  2  years  from 
the  effective  date  of  the  amended  Act. 
provided  such  agencies  pay  any  required 
fees  to  POTS. 

Accordingly,  the  amendment  of  as- 
signed inspection  pomt^s  would,  if  ap- 
proved by  the  Department,  not  alt^r  the 
existing  designation  of  applicaht  as  an 
official  inspecuon  agency  which  con- 
tinues imtU  the  Administrator  of  PGIS 
either  grants  or  denies  an  official  desig- 
nation under  the  amended  Act  or  sets  a 
period  of  time  for  its  termination. 

Other  interested  persons  are  hereby 
given  opportunitj'  to  submit  written 
views  and  comments  witli  respect  to  this 
matter  or  to  malce  application  for  desig- 
nation to  operate  as  an  official  inspec- 
tion agency  at  Fairfield.  Casey.  Shaw- 
p.eetown.  Mt.  Vernon,  and  or  Marion. 
Ilhnois.  puTBuant  to  the  requirements 
set  forth  in  section  7if)ili<Ai  of  the 
amended  Act  •!  V£.C.  79if  >  <  1  >  <  A)  ) . 
aud  section  )i636  of  the  regulations 
mereunder  '  7  CFR  36.a«  > . 

Note  — eeertlon  7(1)  of  the  Act  (7  r.S.C. 
19(1)  )  ffonerally  provides  th.ast  not  more  than 
one  oAetel  agency  ■taoJi  be  aperBtlve  at  on« 
tli«e  imr  mny  gBagisapblc  area  *£  determined 

by  the  Administrator. 


All  such  views,  comments,  or  applica- 
tions should  be  submitted  in  writujg  to 
the  Hearmg  Clerk.  US.  Department  of 
Agriculture.  Washington,  D.C.  20250. 
All  materials  should  be  in  duplicate  and 
mailed  to  the  Hearing  Clerk  not  later 
than  July  14.  1977.  All  materials  sub- 
mitted pursuant  to  this  notice  will  be 
made  available  for  public  inspection  at 
the  office  of  the  Hearing  Clerk  during 
regular  business  hours  '  7  CFR  l^(b) ) . 
Consideration  will  be  given  to  the  views, 
comments,  or  applications  to  be  filed 
witli  the  Hearing  Clerk  and  to  all  other 
information  available  to  the  U.S.  De- 
partment of  Agriculture  before  final  de- 
termmation  is  made  with  respect  to  this 
matter. 

(Sec  7,  (Pub.  L.  94-582)  90  Stat.  2872,  (7 
U.SC.  79(g)  (3)),  7  CFR  26.99(b),  7  CFR 
26  101). 

Done  in  Wafihington,  D.C,  on  June  fl. 

1977. 

William  T.  Manltt, 
Interim  Administrator. 

[FR  Doc.77-18804  Filed  5-lS-77;8:46  ami 


Soil  Conservation  Service 

BATAVIA  KILL  WATERSHED  PROJECT, 
NEW   YORK 

Availability  of  Negative  Declaration 

Pursuant  to  Section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969;  the  Council  on  Environmental 
Quality  Guidelines  (40  CFR  Part  1500) ; 
and  the  Soil  Conserv^ation  Service  Guide- 
lines (7  CFR  Part  650)  ;  the  SoU  Conser- 
vation Service,  U.S.  Department  of  Agri- 
culture, gives  notice  that  an  environ- 
mental impact  statement  Is  not  being 
prepared  for  the  Batavia  Kill  Watershed 
project,  Greene  Countj-.  New  York. 

Tlio  environmental  assessment  of  this 
Federal  action  indicates  that  the  project 
will  not  create  significant  adverse  local, 
regional  or  national  impacts  on  the  en- 
viroranent  and  that  no  significant  con- 
trover?>y  Ls  associated  with  the  project. 
As  f.  result  of  these  findings,  Mr.  Robert 
L.  Hilliard,  State  Conservationist,  Soil 
Conservation  Service,  has  determined 
that  the  preptiration  and  review  of  an 
environmental  Impact  statement  Is  not 
needed  for  this  project. 

The  project  concerns  a  plan  for  wa- 
tershed protection,  flood  prevention,  and 
public  fish  and  wildlife  and  recreation 
development.  The  planned  works  of  im- 
provement as  described  in  the  negative 
declaration  include  the  development  of 
basic  recreation  facilities  at  multiple- 
purpose  structure  No.  1. 

The  negative  declaration  is  being  filed 
with  the  Council  on  Environmental 
Quality  and  copies  ai'e  being  sent  to 
various  Federal,  State,  and  local  agen- 
cies. The  basic  data  developed  during 
the  environmental  assessment  is  on  file 
and  may  be  reviewed  by  interested  par- 
ties at  the  Soil  Coruiervation  Servloe, 
US.  Courthouse  and  Federal  Building, 
Room  771.  100  South  Clinton  Street, 
Syractise,  New  York  13202.  A  limited 
number  of  copies  of  the  n^ative  decla- 


ration is  available  from  the  same  ad- 
dress to  fill  single  copy  requests. 

No  administrative  action  on  Imple- 
mentation on  the  prctposal  viiU  be  t^en 
untU  June  29.  1977. 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  10.904,  Watershed  Protection  and 
Flood  Prevention  Program — mibllc  Law  83- 
566,  16  VS.C.  1001-1008  ) 

Dated:  June  3,  1977. 

Joseph  W.  Haas, 
Assirtant      Administrator      for 
Water   Resources,   Soil    Con- 
servation   Service,    U.S.    De-  ' 
partment  of  Agriculture. 

[PH  Doc.77-16797  Filed  6-13-77;8:45  am] 


NANTICOKE   CREEK   WATERSHED 
PROJECT.    PIEW  YORK 

Availability  of  Negative  Declaration 

Pin^uant  to  Section  102<2'  'C)  of  the 
National  Environmental  Policy  Act  of 
1969;  the  Council  on  Environmental 
Quality  Guidelines  <40  CFR  Part  1500  > ; 
and  the  Soil  Conservation  Servioe 
Guidelines  (7  CFR  Part  650  >;  the  Boll 
Conservation  Service.  U.S.  Department 
of  Agriculture,  gives  notice  that  an  en- 
vironmental impact  statement  is  not  be- 
ing prepared  for  the  Nantlcoke  Creek 
Watershed  project,  Broome  and  Tioga 
Counties,  New  York. 

The  environmental  assessment  of  this 
Federal  action  Indicates  that  the  project 
will  not  create  significant  adverse  local, 
regional,  or  national  impacts  on  the  en- 
vironment and  that  no  significant  con- 
troversy Is  associated  with  the  project. 
As  a  result  of  these  findings.  Mr  Robert 
L.  HUliard,  State  Conservationist.  Soil 
Conservation  Service,  has  determined 
that  the  preparation  and  review  of  an 
environmental  impact  statement  is  not 
needed  for  this  project. 

TTie  project  concerns  a  plan  for  water- 
shed protection  and  flood  prevention. 
The  planned  works  of  improvements  as 
described  In  t*ie  negative  declaration  in- 
clude consert'ation  land  treatment  sap- 
plemented  by  two  single  purpose  flood- 
water  retarding  structures  and  eight 
dike  systems  with  a  total  length  of  26,660 
feet. 

The  negative  declaration  is  being 
filed  with  the  Council  on  EnvironmentaJ 
Qualitj'  and  copies  are  being  sent  to 
various  Federal,  State,  and  local  agen- 
cies. The  basic  data  developed  during 
the  environmental  assessment  is  on  file 
and  may  be  reviewed  by  interested  par- 
ties at  the  Soil  Conservation  Service. 
U.S.  Courthouse  and  Federal  Building, 
100  South  Clinton  Street.  Room  771, 
SjTacuse,  New  York  13202.  A  limtted 
number  of  copies  of  the  negative  decla- 
ration Is  available  from  the  same  ad- 
dress to  fiU  single  copy  requests. 

No  administrative  action  on  imple- 
mentation on  the  proposal  will  be  taken 
until  June  29,  1977. 

(Catalog    of    Federal    Domeetlc    Asslstanc* 
Program    No.    10.904.   "Watershed   Protection 
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and  Flood  Prevention  Program — Public  l*i 
83-566,  16  TJ8C  1001-1006.) 

Dated:  June  3,  19T7. 

Joseph  W.  Haas, 
Assistant  Administrator  for  Wa- 
ter Resovrces,  Soil  Consema- 
tion    Service,    VS.    Depart- 
ment of  Agriculture. 
[FR  000.77-16796  FUed  6-13-77,8:45  am) 


SQUARE   BUTTE  CREEK  WATERSHED 
PROJECT,   NORTH   DAKOTA 

Availability  of  Negative  Declaration 

Pursuant  to  Section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969:  the  Council  (Hi  EnvinMunental 
Quality  Guidelines  (40  CFR  Part  1500> ; 
and  the  SoU  Conservation  Service  Guide- 
lines <7  CFR  Part  650)  ;  the  Soil  Con- 
servation Service,  U.S.  Department  of 
Agriculture,  gives  notice  that  an  environ- 
mental Impact  statement  is  not  being 
prepared  for  the  Square  Butte  Creek 
Watershed  Project,  Oliver  and  Morton 
Counties,  North  Dakota. 

The  environmental  assessment  of  this 
Federal  action  indicates  that  the  project 
will  not  create  significant  adverse  local, 
regional,  or  national  Impacts  on  the 
environment  and  that  no  significant 
controversy  is  associated  with  the  proj- 
ect. As  a  result  of  these  findings.  Mr. 
Allen  L.  Pisk,  State  Conservationist.  Soil 
Conservation  Service,  has  determined 
that  the  preparation  and  review  of  an 
environmental  Impact  statement  is  not 
needed  for  this  project. 

The  project  concerns  a  plan  for  wa- 
tershed protection  and  flood  prevention. 
The  remaining  planned  works  of  Im- 
provement as  described  in  the  negative 
declaration  Include  conservation  land 
treatment  supplemented  by  three  single- 
purpose  floodwater  retarding  structures 
and  two,  one-half  mUe  long  floodways. 

The  negative  declaration  is  being  filed 
with  the  Council  on  En\'ironmental 
Quality  and  copies  are  being  sent  to 
various  Federal.  State,  and  local 
agencies.  The  basic  data  developed  dur- 
ing the  environmental  assessment  Is  on 
file  and  may  be  reviewed  by  interested 
parties  at  the  Soil  Conservation  Service, 
Room  270.  Federal  Building,  Rosser  Av- 
enue &  3rd  Street  Bismarck,  North  Da- 
kota 58501.  A  limited  number  of  copies 
of  the  negative  declaration  is  available 
from  the  same  address  to  fill  single  copy 
requests. 

No  administrative  action  on  im- 
plementation on  the  proposal  will  be 
taken  until  June  29.  1977. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
K7-am  No,  10,904,  Watershed  Protertlon  and 
Flood  Prevention  Program — Pub,  L.  83-566, 
16  use  1001-1008.) 

Dated:  June  3,  1977. 

Joseph  W.  Hass, 
Assistant     Administrator      for 
Water  Resources.   Soil  Con- 
servation   Service,    U.S.   De- 
partment of  Agriculture. 

[FR  DOC.T7-1B79B  Ffled  6-13-77.8 : 45  am] 


CIVIL  AERONAUTICS  BOARD 

[Order  77-6-43;  Docket  29»l0i 
*  BRANIFF  AIRWAYS.   INC. 

Order  Providing  for  Further  Procedures  in 

Accordance  With  Subpart  N  Expedited 

Procedures 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  (rffice  in  Washington,  DC. 
on  the  9th  day  of  June.  1977. 

On  May  3,  1977,  Braniff  Airways  filed 
an  application  pursuant  to  Subpart  N  of 
Part  302  of  the  Board's  Procedural  Reg- 
ulations, fwr  amendment  of  its  certifi- 
cate of  public  ccHivenience  and  necessity 
for  Route  9  so  as  to  permit  It  to  provide 
nonstop  service  between  Omaha,  Ne- 
braska, and  Dallas  Ft.  Worth.  Texsis.' 

Frontier  filed  a  statement  requesting 
dismissaL  Frontier  holds  and  exercises 
one-stop  authority  In  the  Omaha-Dal- 
las/Pt-  Worth  market. 

Upon  consideration  of  the  fwegoing. 
we  do  not  find  that  the  application  is 
not  In  compliance  with,  or  is  Inappropri- 
ate for  processing  under  the  provisions 
of  Subpart  N.  Accordingly,  we  order  fur- 
ther proceedings  pursuant  to  the  pn>- 
vislcms  of  Subpart  N.  sections  302.1406- 
1410.  with  respect  to  the  above  applica- 
tion.' 

Accordingly,  it  is  ordered.  That: 

1.  The  application  of  BranlfT  Alrwa>-s. 
Inc.  be  and  It  hereby  Ls  set  for  further 
proceedings  pursuant  to  sections  302. 
1406-1410  of  the  Board's  Procedural 
Regulations;  and 

2.  This  order  shall  be  served  on  all 
parties  served  by  BranlfT  in  Its  applica- 
tion. 

This  order  shall  be  published  in  the 
Federal  Register. 

Phyllis  T.  Katlor. 
Secretarg. 

[FB  Doc.  77-16919  Filed  6-13-77:8:46  am) 


AgTwment 


[Order    77-6-40;    Docket    29123, 
C.A.B    26280  R-16] 

INTERNATIONAL  AIR  TRANSPORT 
ASSOCIATION 

Order  Denying  Petition  for  Reconsideration 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  DC. 
on  the  9th  day  of  June,  1977. 

By  Order  77-2-68.  dat«d  Februar.-  14. 
1977,  the  Board.  Inter  alia,  disapproved 
that  portion  of  Agreement  C.A.B.  26260 
which  proposed  to  amend  Resolution 
279.  the  resolution  which  sets  forth  pro- 


•  By  Order  77-2-120.  February  24,  1977,  the 
Board  denied  Branlff's  petition  for  an  order 
to  show  cause  wherein  Braniff  sought 
Omaha-Dallas  Ft.  Worth  nnn.stop  authority. 
In  denying  the  carrier's  request  lor  show- 
cause  procedures,  we  noted  that  Subpart  N 
procedures  app)eared  to  be  the  appropriate 
vehicle  for  processing  this  partlctUar  appli- 
cation. 

■  In  the  event  no  person  files  an  appropri- 
ate pleading  In  oppoaitlon  to  said  appUca- 
Uon  which  requesta  a  public  hearing  therft- 
on.  the  Bo*rd  may  grant  said  application 
without  further  nottee  or  hearing. 


cedures  to  be  followed  when  a  passenger 
requests  a  change  In  his  ticket.  Specifi- 
cally, the  amendment  which  was  dis- 
approved stipulated  that  In  the  event  a 
passenger  requested  a  rerouting  which 
took  place  at  a  point  whirJi  was  a  fare- 
calculation  point,  then  the  fare  should 
be  recalculated  from  that  point.  The 
Board  also  concluded  that  the  then 
existing  provision  which,  in  aU  cases,  re- 
calculated the  fare  from  the  last  fare- 
calculation  point  preceding  the  point  at 
which  rerouting  took  place,  likewise  did 
not  provide  equitable  treatment  for  the 
pa.'^enger.  Accordingly,  the  Board  con- 
ditioned its  outstanding  approval  of 
Resolutton  279  to  provide  that  the  fare 
for  a  rerouting  could  not  exceed  the  ap- 
propriate fare  for  the  new  routing  from 
the  point  of  origin. 

In  a  petlUon  filed  March  21,  1977,  Air 
New  Zealand.  Ltd.  <AN7i  requests  re- 
consideration of  the  above  action.  The 
petitioner  contends  that,  in  evaluating 
the  effect  of  the  resolution,  the  Board 
coiisldered  only  the  passenger,  not  the 
carriers:  that  rerouting  in  mid-.loumey 
may  create  complex  accounting  prob- 
lems relating  to  prorates  which  tran- 
scend the  simple  clerical  cost  of  making 
physicaJ  changes  in  the  ticket:  and  that 
to  recalculate  each  prorate  involves  a 
costly  and  complex  billing  procedure  and 
to  let  the  original  division  stand  results 
In  inequitable  allotments  among  car- 
riers. ANZ  contends  that  tlie  mast  equi- 
table solution  for  all  concerned  is  the 
one  agreed  to  by  the  carriers  and  dis- 
approved by  the  Board  Finally,  the  car- 
rier alleges  that,  although  the  Board's 
order  suggested  a  flat  charge  to  cover 
any  significant  reticketing  or  rerouting 
expenses,  such  charge  would  be  a  poor 
approximation,  considering  t.he  many 
variables  affecting  the  cost  ol  changing 
a  ticket:  that  this  problem  is  minimized 
if  the  fare  is  not  recalculated  for  por- 
tions of  an  itinerarv'  already  flown:  and 
that  as  a  matter  of  equity  to  carriei"s  and 
other  passCTigers.  the  rerouted  passen- 
ger should  pay  the  fare  of  the  revised 
trip. 

IJpon  due  consideration  of  the  argu- 
ments advanced  by  ANZ  and  all  other 
relevant  matters,  the  Board  has  deter- 
mined to  deny  the  petition  and  let  its 
condition  stand. 

As  stated  in  our  Februnry  order,  in 
some  cases  under  both  the  original  and 
amended  versions  of  Resolution  279.  the 
passenger  may  be  required  to  pav  a  total 
charge  that  exceeds  that  for  the  same 
tr.-we]  had  it  been  purchased  and  tic- 
keted at  point  of  origin.  This  clearly 
does  not  treat  the  rerouted  passenger 
equitably.  Further,  we  do  not  agree  with 
ANZ's  contention  that  the  best  solution 
to  any  accounting  or  rebllling  diCBcul- 
tles  that  may  be  encountered  as  a  result 
of  a  rerouting  is  that  to  which  the  car- 
riers have  agreed.  W*iile  the  technical 
clearing-hou.se  procedures  are  not  com- 
pletely clear,  it  would  seem  that  any  re- 
routing which  results  in  a  change  of 
fare  would  have  to  be  re-prorated  in  any 
event  and  that,  therefore,  the  carrier's 
proposed  solution  does  little  to  minimize 
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any  procedural  difBculties  which  may  be 
Involved.  Tlie  Board  confirms  its  will- 
ingness to  consider  any  agreement 
which  establishes  a  flat  charge  to  cover 
expenses  incurred  lii  rerouting  a  passen- 
ger tf  these  expenses  can  be  shown  to  be 
of  consequence,  as  an  equitable  ap- 
proach for  both  carriers  and  passengers. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958.  and  particularly 
sections  204*a>.  403.  404.  and  1002 
thereof. 

It  is  ordered  that: 

The  petition  filed  by  Air  New  Zealand, 
Ltd.  for  reconsideration  of  Order  77-2- 
68  be  and  hereby  is  denied. 

This  order  will  be  published  In  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board: 

Pm-LLis  T.  Kaylor, 
Secretary. 

I FRDoc.77-16918  Piled  6-13-77;8 :45  am] 


[D<.(lcet  306981 

MAERSK  AIR  l/S 

Environmental  Rejection 

On  April  21,  1977,  Maersk  Air  I 'S  sub- 
mitted an  environmental  evaluation, 
pursuant  to  5  312.12«ai  <i>  of  the  Board's 
Procedural  Regulations,  In  connection 
with  Its  application  for  renewal  of  Its 
foreign  air  carrier  permit  authorizing  It 
to  engage  in  foreign  charter  air  trans- 
portation. 

Maersk  Air's  environmental  evaluation 
Is  based  upon  the  assamiptlon  that  It 
would  openite  approximately  50  round- 
trip  charter  flights  during  1978  between 
Copenhagen,  Denmark,  on  the  one  hand, 
and  New  York.  Boston.  Philadelphia, 
Hartford,  and  Washington,  on  the  other. 
All  flights  would  use  B-707-720B  equip- 
ment. 

Pursuant  to  55  312  8  and  312  13  of  the 
Board's  Procedural  Regulations,  the  un- 
derslijned — having  reviewed  the  environ- 
tal  evaluation  and  other  available  infor- 
mation with  respect  to  the  application 
described  above  and  having  been  duly 
designated  by  the  Director,  Bureau  of 
Operating  Rights,  pursuant  to  5  312.8 — 
hereby  finds  that  any  subsequent  Board 
action  approving,  den>-tng.  or  otherwise 
acting  upon  such  application  would  not 
constitute  a  "major  Federal  action  sig- 
nificantly affecting  the  quality  of  the 
en\ironment"  within  the  meaning  of  sec- 
tion 102i2»  iCi  of  the  National  Environ- 
mental Policy  Act  of  1969. 

Dated  at  Washington,  D.C  ,  June  8, 
1977. 

Barbara  A.  Clark, 
Chief.  Legal  Dii-ision. 
Bureau  of  Operating  Rights. 

[FR  Doc  T7-18914  Filed  6-13-77,8  45  ;uii  ] 


(Order  77-6-38;  Docket  30698] 

MAERSK  AIR   l/S 

Order  To  Show  Cause 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  ofBce  In  Washington.  DC  on  the 
8th  day  of  June.  1977. 


By  application  filed  April  6,  1977, 
Maersk  Air  I 'S  requests  renewal  of  its 
foreign  air  carrier  permit,  issued  by  Or- 
der 75-8-135,  approved  August  26,  191^. 
Maersk  Air  seeks  renewal  of  its  author- 
ity to  engage  in  charter  foreign  air  trans- 
portation as  follows: 

( 1 )  Charter  flights  with  resi>€ct  to  per- 
sons and  their  accompanied  baggage  between 
any  point  or  points  In  Denmark  and  any 
point  or  points  In  the  United  States; 

(2)  Planeload  charter  flights  with  respect 
to  property  between  any  point  or  polnte  in 
Denmark  and  any  point  or  points  In  the 
United  States,  limited  to  ten  one-way  flights 
within  any  calendar  year; 

(3)  Circle  tour  charter  flights  with  reject 
to  persons  and  their  accompanying  baggage 
which  originate  and  terminate  at  a  point 
or  points  In  Denmark  and  serve  a  point  or 
points  In  the  United  States  and  a  point  or 
points  In  any  country  other  than  Denmark 
and  the  United  States; 

(4)  Charter  flights  with  respect  to  persons 
and  their  accompanying  ba^age  between 
any  point  or  points  In  Austria,  Belgium, 
Cyprus.  Federal  Republic  of  Germany,  Fin- 
land, Prance.  Greece,  Ireland,  Italy,  Luxem- 
bourg. Malta,  Netherlands,  Norway,  Portugal, 
Speln,  Sweden.  Switzerland,  United  E:ingdom 
ot  Great  Britain  and  Northern  Ireland,  and 
Yusrsoelavha.  and  anv  point  or  points  In  the 
United  States,  limited  to  charter  flights 
which  originate  In  a  named  European  coun- 
try; and 

(5  I  Circle  tour  charter  flights  with  respect 
to  persons  and  their  accompanying  baggage 
which  oj-lplnate  and  terminate  at  a  point  ar 
p<jlnts  In  Austria,  Belgium,  Cyprus,  Federal 
Fvepubllc  of  Germany,  Finland,  Prance, 
Greece,  Ireland.  Italy,  Luxembourg,  Malta, 
Netherlands,  Norway.  Portugal,  Spain, 
Sweden.  Switzerland.  United  Kingdom  ot 
Great  Britain  and  Northern  Ireland,  and 
Yugoslavia,  and  serve  a  point  or  points  in 
the  Unlt«d  States  and  a  point  or  pwlnta  In 
any  country  other  than  a  named  European 
country  and  the  United  States. 

On  April  21,  1977  Maersk  Air  filed  a 
motion  for  an  order  to  show  cause  why 
the  Board  should  not  grant  its  applica- 
tion. The  applicant  states  that  no  pur- 
pase  would  be  served  by  the  holding  of  a 
hearing  in  this  proceeding  since  the  ma- 
terial facts  pertinent  to  Its  renewal  ap- 
phcation  remain  essentially  unchanged 
since  the  issuance  of  its  current  permit  in 
August.  1975. 

Background 

Maersk  Air  I-^S  Is  a  Danish  corporate 
partnership  whose  prmcipal  place  of 
business  is  located  at  Copenhagen  Air- 
port South.  DK-2791.  Dagor.  Denmark. 
It  was  issued  its  present  merit  by  Order 
75-8-135.  approved  August  26,  1975.  That 
permit  expires  on  August  26,  1977.'  The 
instant  application  seeks  renewal  of  the 
authority  contained  in  Maersk's  existing 
permit. 

Ownership  and  Control 

Maersk  Air  is  a  partnership  organized 
and  registered  under  the  laws  of  Den- 
mark. It  Is  wholly  owned  by  two  Danish 
holding  companies.  A/S  Maersk  Aviation 
and  A  S  FlyaktieseLskabet.  each  of  which 


>  Applicant  has  stated  its  Intention  to  rely 
on  section  9(b)  of  the  Administrative  Proce- 
dure Act.  5.  U£.C.  558(c).  to  continue  its 
current  operating  authority  pending  a  final 
determination  on  Its  application. 


holds  a  fifty  percent  interest.  A/S  Maersk 
Aviation  is  wholly  owned  by  A/S 
Dampskibsselskal>et  of  1912,  and  A/S 
FlyaktieseLskabet  is  whoUy  owned  by  AS 
Dampskibsselskabet  Svendborg.  The  two 
grandparent  companies  are  publicly 
owned  steamship  companies  organized 
under  the  laws  of  Denmark. 

Essentially  all  of  applicant's  directors 
and  management  personnel  are  Danish 
citizens.'  The  directors  of  applicant's 
parent  and  grandparent  companies  are 
also  all  Danish  citizens.  Thus,  it  is  tenta- 
tively concluded  that  Maersk  Air  is  sub- 
stantially owned  and  effectively  con- 
trolled by  citizens  of  Denmark. 

Financial  and  Operational  Fitness 

Maersk  Air  holds  a  concession  from  the 
Government  of  Denmark  to  perform  the 
charter  services  embraced  by  its  applica- 
tion. Its  operations  are  regulated  by  the 
Directorate  of  Civil  Aviation,  Civil  Avia- 
tion Administration.  Maersk  Air  has  been 
operating  since  December  1969,  both 
domestically  and  internationally.  There 
is  no  indication  that  its  operations  have 
been  other  than  satisfactory'  and  in  full 
accordance  with  Danish  and  U.S.  Regula- 
tions, 

Substantial  assets  are  held  by  the  ap- 
plicant and  Its  corporate  partners. 
Maersk  Air's  1976  balance  sheet  shows 
total  assets  of  275.9  million  Kr.'  The  bal- 
ance sheet  of  Its  corporate  partner.  A 'S 
Maersk  Aviation,  shows  assets  of  12.2 
million  Kr.  Its  other  corporate  partner, 
Flyaktlesselskabet  Maersk.  has  assets  of 
11.1  mUllon  Kr.  There  has  been  no  in- 
stance brought  to  the  attention  of  the 
Board  of  Maersk  Air  failing  to  meet  a 
financial  obligation  or  transportation 
commitment.  Thus,  it  is  tentatively  ccm- 
cluded  that  the  fitness  requirements  of 
section  402  of  the  Act  have  been  met  by 
the  applicant. 

PtTBLic  Interest 

On  the  basis  of  comity  and  reciprocity, 
it  is  tentatively  concluded  that  it  is  in  the 
public  interest  to  grant  Maersk  Air  the 
requested  permit.  The  Danish  aviation 
authorities  impose  no  uplift  limitations 
or  other  restrictions  on  the  number  of 
charter  flights  operated  by  U.S.  carriers. 
They  permit  fifth  freedom  charters  on  a 
reciprocal  basis  and  apply  the  same  reg- 
ulations to  U.S.  carriers  as  they  apply  to 
Danish  carriers.  Thus,  it  cannot  be  con- 
cluded that  there  Ls  any  lack  of  reciproc- 
ity or  comity  which  would  warrant  deny- 
ing a  permit  to  Maersk  Air. 

On  the  basis  of  the  foregoing  and  all 
the  facts  of  record,  it  is  tentatively  found 
and  concluded  that: 

1.  It  Is  In  the  public  interest  to  Lssue  a 
foreign  air  carrier  permit  to  Maersk  Air  I  S 
authorizing  It  to  engage  In  charter  foreign 
air  transportation  as  described  In  the  text  of 
this  order; 

2.  Maersk  Alp  I/S  Is  substantially  owned 
and  effectively  controlled  by  cltlizens  of 
Denmark; 

3.  Tlie  exercise  of  the  privileges  granted  by 
the  foreign  air  carrier  permit  described  above 


•  The  sole  exception  Is  the  general  manager 
of  Maersk  Air  who  Is  a  Norwegian  citizen. 

=  Approximately  6.00  Kr.  =  $l  00. 
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should  be  subject  to  the  terms,  conilltloni 
and  llmitatlona  contained  In  the  spertaaen 
form  of  permit  attached  hereto,  and  to  «ucli 
other  reasonable  terms,  conditions,  and  limi- 
tations required  by  the  public  IntexaBt  aa 
may  from  time  to  time  be  prescribed  by  the 
Board; 

4.  Maersk  Air  I '6  U  fit.  willing,  and  able 
properly  to  perform  the  above-described  for- 
eign air  transportation  and  to  conform  to  the 
provisions  of  the  Act  and  the  rules,  regula- 
tions, and  requirements  of  the  Board  there- 
under; 

5.  Except  to  the  extent  granted  herein,  the 
application  of  Maersk  Air  I  S  In  Docket  30698 
should  be  denied;  and 

8.  An  erldentlary  hearing  Is  not  required 
In  the  pubUc  interest.* 

Accordingly.  It  is  ordered.  That: 

1.  All  Interested  persons  be  and  they 
hereby  are  directed  to  show  cause  why 
the  Board  should  not  make  final  the 
tentative  findings  and  conclusions  stated 
herein,  and  why  a  foreign  air  carrier 
permit  in  the  form  of  the  specimen  per- 
mit attached  hereto  should  not.  subject 
to  the  appnjval  of  the  President  pursuant 
to  section  801  of  the  Act,  be  issued  to 
Maersk  Air  IS; 

2.  Any  Interested  person  having  ob- 
jections to  the  Issuance  of  an  order  mak- 
ing final  the  tentative  findings  and  con- 
clusions herein,  or  to  the  Issuance  of  the 
proposed  foreign  air  carrier  permit,  shall 
file  a  statement  of  objections,  fully  sup- 
ported by  evidCTice,  within  21  days  after 
adoption  of  this  order:  an.swers  to  ob- 
jections shall  be  filed  within  10  days 
thereafter; 

3.  If  timely  and  properly  supported  ob- 
jections are  filed,  full  consideration  will 
be  accorded  the  matters  and  Issues 
raised  by  the  objections  before  further 
action  is  taken  by  the  Board;' 

4.  In  tiie  event  no  objections  are  filed, 
all  further  procedural  steps  wHl  be 
deemed  to  have  been  waived,  and  the 
Board  may  proceed  to  enter  an  order  In 
accordance  with  the  tentative  findings 
and  coTicluslons  set  forth  herein ;  and 

5.  This  order  shall  be  served  upon 
Maersk  Air  I/S,  Pan  American  World 
Airways,  Inc.,  Capitol  International  Air- 
ways, Inc.,  Overseas  National  Airways, 
Inc.,  Trans  IntematlonaJ  Airlines,  Inc., 
■World  Airwajrs,  Inc.,  tiie  Ambassador  of 
Denmark  In  Washington,  D.C,  and  the 
United  States  Department  of  State. 


« By  Notice  of  Environmental  Rejection, 
contemporaneously  issued  with  this  order, 
the  Chief  of  Legal  Division.  Bureau  of  Oper- 
ating Bights,  having  reviewed  the  environ- 
mental evaluation  provided  with  Maersk  Air's 
motion,  has  found,  pursuant  to  section  312.13 
of  the  Board's  Procedural  Regulations,  tliat 
the  action  contemplated  herein  would  not 
constitute  a  major  Federal  action  slgntf- 
Icantly  affecting  the  quality  of  the  environ- 
ment within  the  meaning  of  section  102(2) 
(C)  of  the  National  Envtronmental  Policy 
Act  of  19«9. 

•Since  provlslOTi  te  made  for  the  flltng  of 
objections  to  this  order,  jjetttlooa  for  re- 
consideration will  not  be  entertained. 


ThU  order  ulS  be  published  In  the 
Federal  Rbcistkb  and  will  be  transmitted 
to  the  President 

By  the  Civil  Aeronautics  Board: 

Phyllis  T.  Kaylor, 

Secretar]/. 

VrrtTKD   Statss  or   Ambuca 

Civil  Aeronautics  Board,  Washington.  D.C. 

Permit  to  Foreign  Air  Carrier 
(as  amended) 

Maersk  Air  IS.  ts  hereby  authorized,  sub- 
ject to  the  provisions  hereinafter  set  forth, 
the  provisions  of  the  Federal  Aviation  Act  of 
1958.  and  the  orders,  rules,  and  reculatlons 
Issued  thereunder,  to  enrage  In  cViarter  for- 
eign air  transportation  as  follows; 

1.  Charter  fllphts  with  respect  to  persons 
and  their  accompanying  baggace  between 
any  point  or  points  In  Denmark  and  any 
point  or  points  In  the  United  States. 

2  Planeload  charter  flights  with  resriect  to 
property  between  any  point  or  polnta  In 
Denmark  and  anv  point  or  points  In  the 
United  States,  limited  to  ten  one-way  flight* 
within  any  calendar  year. 

3.  Circle  tour  charter  flights  with  respect 
to  persons  and  their  accompanying  baggage 
which  originate  and  terminate  at  a  point 
or  points  In  Denmark  and  serve  a  point  or 
points  In  the  United  St?.t*<  and  a  i>oint  or 
points  In  any  country  other  than  Denmark 
and  the  United  States. 

4  Charter  fllehts  with  respect  to  persons 
and  their  accompanying  baggara  between 
any  point  or  points  In  Austria.  Belgltim. 
Cyprus.  Federal  Republic  of  Germany,  Pin- 
land.  France,  Greece.  Ireland.  Itlav.  Luxem- 
bourg. Malta.  Netherlands.  Norway.  F>orti.ieal, 
Spain.  Sweden.  Switzerland.  UrUied  King- 
dom of  Great  Britain  and  Northern  Ireland, 
and  Yueoslavla.  and  any  point  or  points  In 
the  United  States,  limited  to  charter  flights 
which  originate  la  a  named  European 
country. 

5.  Circle  tour  charter  fllehts  with  respect 
to  persons  and  their  accompanving  baggage 
which  originate  and  terminate  at  a  point 
or  points  In  Austria.  Belclum.  Cvpr\i.<;.  P^- 
erai  Republic  of  Germany.  Finland,  France, 
Greece,  Ireland.  Italy.  LuTembonrg,  Malta, 
Netherlands,  Norway.  PortuPTil.  Spain, 
Sweden.  Switzerland,  United  Klnpdom  of 
.  Great  Britain  and  Northern  Ireland,  and 
Yugoslavia,  and  serve  a  point  or  polnt«  in 
the  United  States  and  a  point  or  points  In 
any  country  other  than  a  named  European 
country  and  the  United  States. 

This  permit  shall  be  subject  to  the  follow- 
ing  terms,   conditions,  and   limitations; 

( 1 )  With  respect  to  the  authorization 
contained  In  paragraphs  1.  2.  and  3  above, 
the  holder  sImJI  not  engage  m  fopelen  air 
transportation  between  the  United  States 
and  any  point  or  points,  other  than  a  point 
or  points  In  Denmark,  or  transport  any  per- 
son whose  Journey,  by  any  means  of  trans- 
portaticwi,  begins  or  ends  at  a  point  not  In 
the  United  States  or  Denmark;  Provided, 
That  this  condition  shall  not  prevent  the 
holder,  under  the  authorization  contained  In 
paragraph  3  above,  from  serving  a  px^int  or 
points  In  any  foreign  country  between  the 
point  of  origin  and  point  of  termination  of 
the  charter  flight  In  Denmark,  or  prevent 
th»  holder  from  carrying  between  a  point 
or  points  in  Denmark  and  a  point  or  points 
in  the  United  States  charter*  originating  In 
one  of  the  European  countries  named  In 
paragraph  4  or  5  above. 


i2)  During  any  T-ftl^r^^'^''  year  In  wliicli 
the  hokier :  ( a )  operates  leae  than  IB  charter 
trips  originating  outside  tij*  United  States. 
the  number  of  United  States-originated 
charier  trips  &liail  not  exceed  those  orlglnit- 
ing  outaide  line  United  States  by  more  than 
sue;  (b)  operaLes  between  18  iLnd  45  charter 
trips  originating  outside  the  United  States. 
the  number  of  United  States-originated 
charter  trips  shall  not  exceed  those  originat- 
ing outside  the  United  States  by  more  than 
one-third:  (c)  operates  more  thai.  45  charter 
trips  orlglnaUng  outalde  tne  Umied  Stales, 
the  number  of  United  Staief-orlpinsted 
charter  trips  shall  not  exceed  thfisc  or^^nat- 
ing  outside  the  United  States  by  more  than 
15.  Any  charter  originating  in  one  country 
and  flown  to  another,  wtietlier  one  way  or 
round  trip.  wUi  be  coi;sidered  one  charier 
trip  for  these  purnoses 

(3t  The  exercise  of  the  privileges  pranu-d 
by  this  permit  shall  be  subject  to  the  pro- 
visions of  Part  214  of  the  Boards  Economic 
Regulations,  and  all  amendments  and  rerl- 
slons  thereof  as  the  Board,  by  order  or  reg- 
ulation and  witho-.it  hear:np,  may  adopt 

(4)  Tht  Board,  by  order  or  regulation  and 
without  hearlnc.  may  "-equlre  advance  ap- 
TirovBl  of  Individual  charter  trips  conducted 
by  the  holder  pursvAnt  to  the  autijorlty 
granted  by  this  p)ermlt.  If  It  finds  such  action 
to  be  required  In  the  public  Interest. 

I  5)  The  holder  shall  not  operate  charters 
for   cr   on   behalf  of   air   freight   forwarders. 

(6)  The  holder  shall  conform  to  the  air- 
worthiness and  airman  competency  require- 
ments prescribed  by  the  Government  of 
Denmark  for  Danish  International  air  service. 

(7t  The  holder  .«hall  keep  on  deposit  with 
the  Board  a  signed  counterpart  of  CAB 
.^ereement  189oo.  an  acrreement  relating  to 
liability  limitations  of  the  Warsaw  Conren- 
tlon  and  the  Hacue  Protocol  approved  by 
Board  Order  E  2S«mi.  May  IS  %99«.  and  a 
signed  counterpart  of  any  amendment  or 
amendments  to  stich  agreement  which  may 
be  ap-^roved  bv  the  Board  and  to  which  the 
holder  becomes  a  party. 

(8)  The  holder  (11  shall  not  provide 
foreign  air  transportation  tinder  this  per- 
mit unless  there  Is  In  effect  third-nartv  Ua- 
bUlty  insurance  In  the  amount  of  $1,000,000 
or  more  to  meet  potential  liability  claims 
which  may  an«:e  In  connection  with  Its  op- 
erations under  this  permit  and  tinlesF  there 
Is  on  file  with  the  Docket  Section  of  the 
Board  a  statement  showing  the  name  and 
address  of  the  Insurance  carr»er  and  the 
amounts  and  liability  limits  of  the  thlrd- 
partT  liability  insurance  provided,  and  iS) 
shall  not  provide  foreign  air  transportation 
u-1th  respect  to  persons  unless  there  is  In 
e?Tect  llabllltT  ln.«urar!ce  sufflcient  to  cover 
the  oblleatlons  aasumed  In  CAB  Agreement 
18900.  and  unles*  there  1.=  on  file  with  the 
Docket  Section  of  the  Board  a  statement 
showing  the  name  and  address  of  the  In- 
surance carrier  and  the  amounts  and  lia- 
bility limits  of  the  passenger  liability  Insur- 
ance provided  Ur>on  request,  the  Board  may 
authorize  the  holder  to  supply  the  nnme 
and  addrcRS  of  an  Insurance  Kyndli-ate  In 
lieu  of  the  names  and  addressee  oT  the 
member  Insurers 

(9»  By  accepting  this  permit  the  holder 
waives  any  right  It  may  poeness  to  assert 
any  deferise  of  sovereign  immunity  from 
stilt  In  any  action  or  proceeding  Injtltnted 
Bgslnst  the .  holder  In  any  court  or  other 
tribunal  In  the  United  States  (or  its  terri- 
tories cr  posse.s.slons)  based  upon  any  claim 
arising  out  of  operations  by  the  holder 
tmder  this  permit. 

(10>  This  permit  shall  be  subject  to  all 
applicable  provisions  of  any  treaty,  conven- 
tion,  or   agreement    affecting    International 
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air  transportation  now  iu  effect,  or  that  may 
become  effective  during  the  period  this  per- 
mit remains  In  effect,  to  which  the  United 
States   and   Denmark  shall    be   part  let* 

(U)  The  holder  shall  not  commence  any 
service  authorized  herein,  except  pur.suant  to 
an  initial  tariff  setting  forth  rates,  fares,  and 
charges  no  lower  than  rates,  fares,  or 
charges  that  are  then  in  effect  for  any  U.S. 
supplemental  air  carrier  In  the  same  foreign 
air  transportation. 

The  exercise  of  the  privileges  granted  by 
this  permit  shall  be  subject  to  such  other 
reasonable  terms,  conditions,  and  limitations 
required  by  the  public  interest  as  may  from 
time  to  time  be  prescribed  by  the  Board. 

This  permit  shall  be  effective  on . 

and  shall  terminate  five  years  thereafter: 
Provided,  hou-eter.  That  if  during  said  period 
the  operation  of  the  foreign  air  transporta- 
tion herein  authorized  becomes  the  subject 
of  any  treatv,  convention,  or  agreement  to 
which  the  United  States  and  Denmark  are  or 
.shall  become  parties,  then  and  in  that  event 
this  permit  Is  continued  in  effect  during  the 
period  provided  U\  such  treaty,  convention 
or  agreement. 

In  Witness  Whereof,  the  Civil  Aeronautics 
Board  has  caused  thl.s  permit  to  be  executed 
by  the  Secretary  of  the  Board,  and  the  seei 
of  the  Board   to  be  affixed  hereto,  on   the 


Secretary 

Issuance  of  this  pernalt  to  the  holder  ap- 
proved by  the  President  of  the  United  States 
on ,ln 

|FR  Doc.77-16917  Piled  6-13-77:8:45  ami 


[Dc-ket     Noe      38515.     28913.     28678,     28604, 
38668.    39095,    39321,    29379;    Order   77-6-34] 

CIVIL  AERONAUTICS  BOARD 
VARIOUS  AIR  CARRIERS 

Adopted    by     the    Civil    Aeronautics 
Board  at  Its  office  in  Wa.shington.  DC 
on  the  8th  day  of  June,  1977. 
Order  to  Show  Cause 

There  are  currently  pending  before  the 
Board  five  applications  under  which  two 
scheduled  air  carriers — Pan  American 
World  Airways  and  Trans  World  Air- 
lines— and  three  supplemental  air  car- 
riers— Overseas  National  Airways 
(ONAi.  Trans  International  Airlines 
(TIAi  and  World  Airways — request  that 
the  Board  either  grant  approval  under 
section  408  of  the  Act,  or  an  exemption 
therefrom,  for  the  relationships  which 
would  result  from  the  acquisition  of  con- 
trol of  various  tour  operator  subsidiaries 
which  would  market  non-inclusive  tour 
tjrpe  charters  inbound  to  the  United 
States  from  various  European  points.'  In 
addition,  in  Docket  29095,  TWA  is  seek- 
ing further  authority  for  its  control  of 
its  proposed  subsidiary-  in  the  United 
Kingdom  Insofar  as  that  subsidiary 
would  market  lnclui;ive  tours  on  its  reg- 
ularly scheduled  flights.  In  response  to 
the  foregoing  applications,  and  various 
other  matters,  two  petitions  for  declara- 
tory rulings  have  been  filed  by  the  Path- 


finder Corporation.  In  Docket  29321,  and 
by  Unitours,  Inc.,  in  Docket  29379.  These 
petitions  request  that  the  Board  rule, 
in  effect,  that  If  airlines  are  permitted 
to  acquire  control  of  tour  operators, 
then  tour  operators  should  be  permitted 
to  acquire  control  of  airlines,  or,  alterna- 
tively, that  it  issue  a  policy  statement 
that  acquisitions  of  airlines  by  tour  op- 
erators ai-e  not,  as  such.  Inconsistent 
with  tiie  standards  set  forth  In  section 
408  of  the  Act. 

Pursuant  to  section  302.12  of  its  Eco- 
nomic Regulations,  the  Board  has  de- 
cided to  consolidate  the  eight  matters 
which  are  the  subject  of  this  order.  In 
our  view,  tliese  matters  involve  the  same 
or  closely  related  issues  and  their  con- 
temporaneous consideration  will  be  con- 
ducive to  the  proper  dispatch  of  justice. 
We  have  decided  not  to  consolidate  three 
additional  applications  'Dockets  29030, 
29060  and  29283)  in  which  three  supple- 
mental air  carriers  are  seeking  to  control 
tour  operator  subsidiaries  in  the  United 
States,  Since  these  applications  involve 
proposed  control  relationships  with  tour 
operators  which  would  market  U.S.- 
originating  charters — a  matter  which 
raises  separate  questions  outside  the 
scope  of  this  order — they  will  not  be  con- 
sidered at  the  present  time.' 

Dockets  sought  to  be 

Movant  consolidated 

Ti.K    28604,  28578  and  28616. 

.Airline  charter     28379,      27233,      27914. 

tour     opera-         28515,    286G8,    28604, 

tors   assoclft-         28913.     28578,     29030 

tlon.s  and  2960. 

(ACTTOA). 
Pathfinder   ..-     29321.      28515,       28913. 
29095,     29030,    28578, 
28604,       29060       and 
28668 

We  will  first  turn  to  a  discussion  of  the 
applications  of  the  Ave  direct  air  car- 
riers requesting  approval  or  exemption 
of  their  control  of  various  tour  operator 
subsidiaries  which  would  market  non- 
inclusive  tour  type  charters  Inbound  to 
the  United  States.  Briefly  summarized, 
the  authority  being  requested  pursuant 
to  these  applications  is  as  follows: 

Answers  to  TIA's  motion  were  filed 
by  World  and  Pan  American,  to 
ACTOA's  motion  by  TIA,  World  and  Pan 
American,  and  to  Pathfinder's  motion  by 
TWA,  World  and  Unitours.  Ceri,ain  of 
these  answers  were  accompanied  by  mo- 
tions for  leave  to  file  otherwise  imau- 
thorized  documents,  which  we  intend  to 
grant. 

Finally,  various  motions  for  immedi- 
ate action  have  been  filed  by  World,  TIA 
and  TWA.  and  varloiLs  answers  thereto 


have  been  filed  by  Pan  American  and 
Pathfinder. 


AppUeaot       Docket 


Requested  authority 


»  These  appllcaUous  are  pending  in  Dockets 
38515.  38913,  38668.  38604  and  28578,  re- 
spectively. 


=  A  number  of  motions  have  been  filed  re- 
qviestlng  consolidation  of  the  dockets  which 
are  the  subject  of  this  order,  the  applications 
of  the  supplementals  seeking  domestic  au- 
thority and  various  other  matters.  To  the 
extent  these  motions  request  consolidation 
of  the  matters  which  are  the  subject  of  this 
order,  we  will  grant  them  for  the  reasons 
Bt»ted  herein  Briefly  summarized,  the  mo- 
tions are  as  follows: 


Fan  Ameiicao„  28S15  Control  of  a  wholly  owued 
tour-opwator  subsidiary 
which  would  market  ad- 
vance booking  charters 
CABCs)     in    the     United 

Kingdom.' 

TWA 28913    Control    of    a    tour -operator 

subsidiary  which  would 
market  ABC's  In  the 
United  Kingdom.* 

ONA 28668    ConUol     of     wholly     owned 

tour-operator  subsidiaries  in 
the  Umted  Kingdom, 
France,  the  Netherlands, 
and  the  Federal  Republic  ol 
(ierraany,  which  would 
market  charters  m  those 
countries  other  than  in- 
clusive lour  charters. 

TIA 28604    Control     of     whoUy     owned 

lour-operat  or  sut>sidian>-s  in 
Belgium.  France,  the  Fed- 
eral Republic  of  Germany, 
Italy,  the  Netherlands, 
Spain,  and;or  the  United 
Kingdom,  which  would 
market  charters  in  those 
countries  other  than  inclu- 
sive tour  charters. 

World-. 28578    Control     o(     wholly     owned 

four-operator  subsidiaries  in 
France,  the  Federal  Repub- 
lic of  Germany,  the  Nether- 
lands, and  the  United 
Kingdom  which  would  mar- 
ket charters  in  those  coun- 
tries other  than  inclusive 
tour  charters.' 


'  According  to  Pan  American,  its  subsidiary.  Pan  Am 
Thriftway  Ltd.,  was  formed  as  a  shell  company  in  April 
197/),  but  presently  Is  inactive.  Should  the  Board  author- 
lie  Its  eontrol  of  this  subsidiary.  Pan  American  notes  that 
it  would  still  be  necessary  for  it  to  obtain  an  Air  Trans- 
port Organiier's  license  from  the  Civil  Aviation  Anthor- 
ity  In  Uie  United  Kingdom  before  it  can  start  doing 
business. 

« TWA  states  that  Its  plan.-:  provide  for  the  establLsh- 
ment  of  a  subsidiary  with  the  name  of  Trans  Workl 
Holidays  U.S.A.,  Ltd.  and  a  share  capital  of  $2,000, 

•  ONA.  TIA,  and  World  have  stated  that  their  pro- 
I>e6ed  subsidiary  corporations  would  be  organized  under 
the  laws  of  the  foreign  Jtirisdiclions  in  which  they  would 
operate  and  would,  to  the  extent  permitted  by  local  law, 
be  whoUy-owned  ami  couuoUed.  Alternatively,  It  is 
Slated  that  one  or  more  of  the  corporations  might  be 
organiied  under  the  laws  of  the  United  States  and  con- 
trolled to  the  extent  permitted  by  the  law  of  the  foreign 
jiuTsdiction  In  which  it  would  operate. 

The  economic  arguments  and  justifi- 
cations which  have  been  advanced  in 
support  of  the  five  applicatlcais  outlined 
above  are  quite  similar.  In  essence,  it  has 
been  submitted  that  direct  control  oi 
charter  marketing  subsidiaries  will  result 
in  substantial  economies  and  Is  necessary 
to  achieve  competitive  equality  with  for- 
eign air  carriers  who  have  already  inte- 
grated vertically."  The  increased  opera- 
tional efficlences,  in  the  carriers  view, 
will  result  chiefly  from  an  increased  abil- 
ity to  monitor  bookings  and  detect  can- 
cellations. The  carriers  state  that  these 
efficiencies  should  lead  to  a  reduction  in 


» The  carriers  point  out  that  In  the  United 
Kiiigdom,  British  Airways  owns  and  controls 
Overseas  Air  "IVavel  Limited;  Laker  Airways 
Ltd.  owns  and  oontrcrfs  Lakef  Air  Travel  Lim- 
ited; and  British  Caledonian  Airways  owns 
and  controls  Golden  Lion,  Ltd.;  that  In 
FYance,  Air  Pranc*  owns  and  oontrola  Jet 
Totrrs;  that  In  tbe  Netherlands,  KLM  owns 
and  controls  Long  Range  Travel;  and  that  In 
Germany,  LtiXthaosa  ooordlnates  German- 
originating  ABO'8  with  the  travel  arm  of  the 
state  railway  organization. 
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ferry  mileage.  Improved  crew  utilizatic«i 
and  mOTC  rational  maintenance  plan- 
ning. It  has  also  been  pointed  out  tshat 
such  vertical  integration  enables  a  car- 
rier to  control  the  retail  price  of  a  char- 
ter, and  thereby  eliminate  the  independ- 
ent retailer  commission. 

The  carriei-s  have  also  submitted  vari- 
ous economic  data  to  show  the  compet- 
itive impact  the  vertical  integration  of 
foreign  air  carriers  has  had  on  their 
marketing  efforts  abroad.  TIA  and 
World,  for  instance,  in  their  jointly  filed 
motion  for  immediate  action,  point  out 
that  tliey  have  recently  suffered  "severe 
business  losses"  in  the  United  Kingdom 
and  the  Netherlands.  Indeed,  the  situa- 
tion in  these  two  coutries  has  deterio- 
rated to  the  point  where  today  neither 
carrier  is  operating  any  U.S. -destined 
charters.' 

In  terms  of  market  share,  TIA  and 
World  point  out  that,  while  the  number 
of  charter  seats  operated  between  tiie 
United  Kingdom  and  the  U.S.  by  U.S. 
and  British  fiag  carriers  increased  by  62 
percent  between  1972  and  1975.  96  per- 
cent of  this  gain  went  to  the  British  car- 
riers.'' Similarly,  it  is  noted  that.  whUe 
the  number  of  charter  seats  operated 
from  the  Netherlands  to  the  U.S. 
rose  by  110  percent  between  1972 
and  1975,  99  percent  of  that  growth 
went  to  the  Dutch  carriers,'  The  two  car- 
riers note  further  that  in  France,  Spain 
and  Belgium,  Air  Prance's  Sotair  and  Jet 
Tours.  Iberia's  Mundi  Color,  and  Sa- 
bena's  Sabena  Air  Tours  are  garnering 
more  aiid  more  business  for  their  parent 
carriers  at  the  expense  of  U.S.  carriers.' 

An  answer  in  support  of  the  relief  re- 
quested by  the  foregoing  applications  was 
filed  by  the  National  Air  Carrier  Associa- 
tion <NACA).'  NACA  submits  that  U.S, 
scheduled  air  carriers  should  be  per- 
mitted to  market  foreign-originating 
charters  but  only  if  U.S.  supplemental  air 
carriers  are  also  permitted  to  do  so. 
NACA  also  contends  that  section  101(36) 
of  the  Act  does  not  prohibit  supplemental 
air  carriers  from  marketing  foreign- 
originating  ABC  charters,  and  other  non- 


*  In  the  United  Kingdom,  for  example. 
World's  annual  passenger  revenues  decreased 
from  $1,750,000  In  1974  to  $0  for  the  first  W 
months  of  1976:  Similarly,  In  the  Netherlands 
Its  revenues  have  decreased  from  $500,000  In 
1974  to  nothing  today.  TWA  forecast  that  It 
would  lose  $650,000  In  the  U.K.  ABC  market 
during  1976. 

'-  TIA  and  World  .state  that  while  U.S.  sup- 
plemental air  carriers  accounted  for  25.6  per- 
cent of  the  U.K. -U.S.  charter  market  In  1972, 
by  1975  their  share  had  fallen  to  3  1  percent, 

■■'  Moreover,  It  is  noted  that  the  supple- 
mentals  share  of  the  number  of  Netherlands- 
U.S.  charter  seats  operated  fell  from  50.3  per- 
cent In  1972  to  9  8  percent  In  1975 

■  Additional  economic  data  detailing  the 
competitive  Implications  of  the  vertical  Inte- 
gration of  foreign  air  carriers  are  set  forth  In 
the  motion  for  imjnediate  action  tiled  by 
World. 

•  NACA  represents  various  US.  supplemen- 
tal air  carriers.  It  filed  answers  to  TWA's 
application  In  Docket  28913,  and  the  Pan 
American  application.  The  NACA  carriers 
have  compiled  with  Part  263  of  our  Regula- 
tions. 


Inclusive  tour  type  foreign-originating 
charters,  sUice  the  restrictive  provisions 
of  that  section  are  limited  to  inclusive 
tour  type  charters. 

An  answer  in  opposition  to  TWA's  ap- 
plication in  Docket  28913  was  filed  by  the 
Airline  Charter  Tour  Operators  Associa- 
tion 'ACTOA'-  ACTOA '  submits  that 
TWA's  application  to  own  and  control  a 
U.K  -based  ABC  tour  operator  should  be 
denied  since  it  would  violate  tlie  statu- 
tory distinction  between  scheduled  and 
charter  service,  and  since  it  would  be 
highly  anticompetitive.  In  this  latter 
connection.  ACTOA  notes  that  the  Board 
found  a  common  control  relationship  be- 
tween a  supplemental  air  carrier  and  a 
tour  operator  to  be  adverse  to  the  public 
interest  In  the  Reopened  Transamerica 
Corporation  and  Trans  International 
Airlines,  Inc.  case.  Order  71-7-119. 
ACTOA  also  requests  that  TWA's  ap- 
plication be  set  for  a  hearing  should  the 
Board  consider  granting  the  relief  sought 
therein. 

The  petitions  for  declaratory  rulings 
filed  by  Pathfinder  and  Unitours"  are 
essentially  opposed  to  a  grant  of  the 
authority  being  sought  by  the  foregoing 
applications."  In  support  of  Its  request. 
Pathfinder  submits,  as  does  Unitours. 
that  the  effects  of  vertical  integration 
are  the  same  whether  an  airline  acquires 
a  tour  operator  or  a  tour  operator 
acquires  an  airline,  and  that  the  Board 
should  not  discriminate  between  vertical 
integration  initiated  by  airlines,  and  that 
Initiated  by  tour  operators.  Pathfinder 
makes  clear,  however,  that  In  the  first 
instance  it  does  not  believe  vertical  rela- 
tionships between  airlines  and  tour  op- 
erators should  be  authorized."  In  addi- 
tion, Pathfinder  apparently  is  requesting 
a  hearing  on  the  five  charter  applications 
as  well  as  the  TWA  application  in 
Docket  29095. 

As  was  noted  at  the  outset,  TWA  has 
an  additional  application  pending  in 
Docket  29095  which  requests  that  we 
exempt  or  approve  its  control  of  its  pro- 
posed subsidiary  in  the  United  Kingdom 
insofar  as  that  subsidiary  would  market 
inclusive  tours  on  its  regularly  scheduled 
flights.  TWA  states  that  the  sole  purpose 
of  this  application  is  to  enable  it  to  gain 


•  ACTOA's  answer  was  accompanied  by  a 
motion  for  leave  to  file  an  otherwise  un- 
authorized document,  which  .shall  be  granted. 
Originally.  ACTOA  had  also  filed  an  answer 
in  opposition  to  TWA's  application  In  Docket 
29095.  but  it  withdrew  this  answer  when  it 
learned  that  TWA  Is  only  seeking  authority 
in  that  docket  to  market  inclusive  tours  on 
its  regtilarly  scheduled  flights. 

'"  ACTOA  notes  that  it  is  an  association  of 
tour  operators  which  atre  engaged  in  the  mar- 
keting of  charter  transportation. 

World  filed  an  answer  in  opposition  to 
Pathfinder'.s  r>etition 

1-  It  also  appears  that  Pathfinder  and  Uni- 
tours are  opposed  to  TWA's  application  in 
Docket  29005 

'•■'Pathfinder  submits  that  even  if  the 
Board  approves  the  applications  which  are 
tlie  subject  of  this  order  lie  ,  those  applica- 
tions limited  to  European-originating  char- 
ters and  tours),  there  would  still  be  anti- 
competitive implications  affecting  non- 
integrated  tour  operators. 


membership  In  the  Association  of  British 
Travel  Agents  <  ABTA ' .  TWA  notes  that 
its  inclusive  tour  program  in  the  United 
Kingdom  is  currently  being  boycotted  by 
retail  travel  agents  since  ABTA  member- 
ship is  required  for  tour  marketing  and  is 
not  open  to  airluies.  but  rather  onlj'  to 
tour  operators  Since  its  British  competi- 
tors already  control  tour  operator  sub- 
sidiaries, and  thereby  qualify  for  ABTA 
support.   TWA  submits   that   it  is  at  a 
severe  competitive  disadvantage  in  the 
United  Kingdom  inclusive  toiu-  market." 
An    answer    in   opposition    to   TWA's 
application  m  this  docket  was  filed  by 
NAC.^.  NACA  submits  that  TWA's  appU- 
cation  should  be  denied,  or,  alternatively, 
set  for  a  hearmg  In  particular,  NACA  is 
concerned     that    favorable    action     on 
TWA's  application   would   permit  it   to 
market  inclusive  tour  charters.  A  similar 
concern    was    raised    by    World    in    an 
answer  it  filed  to  a  TWA  motion  for  im- 
mediate action.  Thereafter.  TWA  filed 
a  supplement  to  its  application  in  which 
it  states  unequivocally   that   it  is  only 
seeking  autliority  in  this  docket  for  its 
substdian,-  to  market  inclusive  tours  in 
conjunction  with  its  scheduled  services.'" 
Upon  consideration  of  the  foregoing 
matters  and  all  relevant  facts,  the  Board 
has  tentatively  concluded  that  1 1  >    tlie 
applications    in    Dockets    28515,    28913. 
28578,   28604   and   28668   should   be   ap- 
proved: i2i  TWA's  application  in  Docket 
29095  should  be  approved,  and  'Si   tlie 
petitions  for  declaratory  rulings  filed  in 
Dockets  29321  and  29379  should  be  de- 
nied.   In    reaching    this    decision,    the 
Board  has  also  tentatively  concluded,  for 
the  reasons  stated  herem.  that  it  is  not 
precluded  by  section  101  >  36'   of  the  Act 
from  approving  the  applications  of  the 
supplemental    air    carriers    in    Dockets 
28578,  28604  and  28668  seeking  Imiited 
authority  to  market  non-inclusive  tour 
type     charters     from     various     foreign 
points, 

In  tentatively  deciding  to  approve  the 
five  applications  in  Dockets  28515.  28913, 
28578,  28604  and  28668,  tlie  Board  has 
tentatively  concluded  that  an  ample 
demonstration  has  been  made  by  the 
applicants  that  U.S.  air  carriers  are  cur- 
rently at  a  severe  competitive  disadvan- 
tage in  many  foreign-originating  cliarter 
markets  because  of  the  vertical  integra- 
tion of  competing  foreign  air  carriers 
Tlie  purpose  of  the  action  proposed 
herein,  therefore,  would  be  to  im- 
prove the  competitive  jwsture  of 
both  U.S.  scheduled  and  supple- 
mental air  carriers  in  the  market 
for  foreign -originating  charters  by 
placing  tliese  carriers  on  a  more  equal 
footing  with  their  foreign  competitors. 


1*  TWA  also  notes  that  Air  Prance  and 
Alitalia  recently  eetAblished  tour  operator 
subsidiaries  in  the  UK  for  the  same  reason 
u  has  filed  the  instant  application 

•'■  In  a  late-filed  ansTver,  World  requested  a 
hearing  on  TWA's  applications  in  Dockets 
29095  and  28913.  and  Pan  American's  appli- 
cation in  Docket  28515.  World's  answer  waa 
accompanied  by  a  motion  for  leave  to  file 
an  otherwise  unauthorized  document  which 
shall  be  granted  However.  World  subse- 
quently withdrew  its  hearing  request. 
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In  proposing  thLs  action,  the  Board  has 
recognized  In  large  part  that  the  prime 
business  activity  and  chief  competitive 
Impact  of  each  of  the  proposed  subsidi- 
aries would  occur  in  a  foreign  jurisdic- 
tion, and  that  each  such  subsidiary  will 
require  local  regulatory-  approval  before 
operations  can  commence.  Moreover,  the 
Board  believes  this  action  would  be  con- 
sistent with  the  various  dLsclaim.ers  of 
jurisdiction  in  our  regulations  over 
foreign  tour  operators  organizing  char- 
ters outside  the  United  States."  based  on 
our  perception  that  such  activities  fall 
more  within  the  purview  of  the  regula- 
tory authorities  of  the  concerned  foreign 
Jurisdictions.  We  similarly  intend  to  dis- 
claim Jurisdiction  over  the  foreign-oris;i- 
nating  charter  marketing  activities  of  the 
tour  operator  subsidiaries  of  U.S.  air  car- 
riers insofar  as  they  qualify  as  foreign 
tour  operators. 

The  Board  has  also  tentatively  con- 
cluded that  it  would  not  be  precluded 
by  section  101 '36'  of  the  Act  from  ap- 
proving the  applications  of  the  three 
supplemental  air  earners  in  Dockets 
28578,  28604  and  28668.  Section  101 '36' 
of  the  Act  defines  supplemental  air  trans- 
portation. In  pertinent  part,  it  reads: 

Nothing  In  this  paragraph  shall  permit  a 
supplemental  air  carrier  to  sell  or  offer  for 
Bale  an  inclusive  tour  in  air  transportation  by 
selllne  or  offerir.g  for  sale  individual  tlcKet,5 
directly  to  members  of  the  general  public,  or 
to  do  so  Indirectly  by  controlling.  bel::g  con- 
trolled by.  or  u:.der  common  control  with,  a 
p«rsoa  authorized  by  the  Board  to  make  such 
sales 

It  should  be  noted  that  the  preceding 
languaEe  only  restricts  .supplemental  air 
carriers  from  marketing  '"inclusive  tour" 
type  charters  and.  as  has  been  Indicated. 
In  their  application.s  the  supplementals 
have  expressly  stated  that  they  are  only 
seeking  authority  to  control  subsidiaries 
which  would  market  non-inclusive  tour 
tjTJe  charters.  Thus,  it  Is  the  tentative 
conclusion  of  the  Board,  based  both  on 
the  language  of  the  statute,  and  the  facts 
on  record,  that  it  would  not  be  precluded 
from  granting  the  limited  rehef  cur- 
rently being  requested  by  the  supple- 
mentaJ  carriers.-' 


'•See,  for  Instance,  sections  378.3a  (dis- 
clatming  Jurisdiction  over  foreign -originating 
Inclaslve  Tour  Charters) ,  372a 20a  (dl.sclalm- 
Ing  Jurisdiction  over  foreign -originating 
Travel  Groxtp  Charters).  37de  23  (disclaiming 
Jurisdiction  over  foreign-originating  One- 
Btop  Tour  Charter),  and  37123  (dLsclalmlng 
Jurisdiction  over  foreign-originating  Advance 
Bociking  Charters)  of  the  Board's  Special 
Regulations 

''  In  any  event,  it  would  appear  that  Con- 
gress would  not  have  Uitended  to  preclude 
such  acquisitions  under  the  circumstances 
here  present.  The  Congressional  Intent,  it 
must  be  presumed,  was  to  apply  the  prohi- 
bition with  respect  to  U  S. -originating  or 
domestic  charters,  where  Board  regulations 
precluded  organization  of  '-inclusive  tour" 
charters  by  direct  air  carriers.  With  respect 
to  foreign -originating  charters,  however, 
different  concepts  apply,  and.  as  noted,  the 
foreign  rules  do  not  preclude  organization  of 
charteru  by  subaldlarlea  of  direct  carriers. 
Rather,  organization  by  such  subsidiaries 
la  the  rule  rather  than  the  exception.   Be- 


The  Board  has  thus  tentatively  con- 
cluded that  the  five  foregoing  applica- 
tions should  be  approved.  Although  the 
proposed  acquisitions  of  control  will  in- 
volve acquisitions  of  various  phases  of 
aeronautics,  and  therefore  are  subject  to 
section  408tai<6)  of  the  Act,  the  Board 
tentatively  finds  that  none  of  the  pro- 
posed acquisitions  of  control  will  affect 
the  control  of  an  air  carrier  directly  en- 
gaged in  the  operation  of  aircraft  In  air 
transportation,  result  in  creating  a  mo- 
nopoly or  tend  to  restrain  competition. 

We  have  also  tentatively  decided  that 
the  public  interest  does  not  require 
trial-type  hearings  -with  opport;unities 
for  oral  presentation  and  cross  exami- 
nation on  any  of  the  five  foregoing  ap- 
phcations.  Thus,  we  have  tentatively  de- 
termined that  the  requests  of  ACTOA 
and  Pathfinder  for  trial-type  hearings 
should  be  denied.  In  our  view,  the  use  of 
show  cause  procedures  in  this  proceed- 
ing is  appropriate.  The  purpose  of  a 
hearing,  of  course,  is  to  resolve  issues 
of  fact.  However,  we  tentatively  find 
that  the  record  in  tJiis  proceeding  pre- 
sents no  genuine  issues  of  material  fact. 
The  action  proposed  herein  rests  on  pol- 
icy grounds  and  on  facts  already  in  the 
record  which  are  not  in  dispute,'"  in  par- 
ticular the  competitively  imfavorable 
situation  in  which  U.S.  Air  carriers  cur- 
rently find  themselves  in  attempting  to 
market  European-originating  charters. 

As  noted,  the  Board  has  also  tenta- 
tively decided  to  approve  TWA's  appli- 
cation In  Docket  29095,  and  thereby  sanc- 
tion its  control  of  its  proposed  subsidiary 
in  the  United  Kingdom  insofar  as  that 
subsidiary  would  market  inclusive  tours 
on  its  regularly  scheduled  flights.  It  Is 
firmly  established  that  scheduled  air- 
lines should  be  permitted  to  market  in- 
clusive tours  on  their  regularly  sched- 
uled flights  either  directly  on  an  in- 
house  basis  or  Indirectly  by  controlling  a 


cause  of  the  differences  m  such  concepts  and 
modee  of  operations,  the  Board  has  found 
that  the  public  Interest  justifies  its  disclaim- 
ing Jurisdiction  over  foreign  tour  operators 
organizing  foreign -originating  charters.  An 
indication  that  Congress  similarly  would  not 
have  Intended  to  apply  its  section  101(36) 
prohibition,  under  such  circumstances,  ap- 
pears from  the  fact  that  the  preclusion  ap- 
plies only  to  the  indirect  marketing  of  In- 
clusive tour  charters  through  "a  person  au- 
thorized by  the  Board  to  make  such  sales." 
Foreign  tour  operators  organizing  foreign- 
originating  charters  do  not  fall  into  this 
category  "We  simply  can  not  read  Into  sec- 
tion 101(36)  a  Congressional  Intent  to  pre- 
clude an  Interpretation  of  the  Act  which 
would  eliminate  unfair  competitive  practices 
as  between  foreign  and  domestic  carriers. 
(Cf  .  the  International  Air  Transportation 
Fair  Competitive  Practices  Act  of  1974.) 

'*  It  has  been  held  that  an  administrative 
agency  need  not  conduct  a  trial-type  hear- 
ing where  its  ultimate  decision  would  not  be 
enlianced  or  assisted  by  the  receipt  of  addi- 
tional evidence  (see  City  of  Lafayette  v.  SEC. 
454  P.  2d  941,  953  (1971).  affd  jub  nom. 
Gulf  States  Utilities  v.  FPC.  411  U.S.  747 
(1973)).  and  where  there  is  no  dispute  on 
the  facts  and  the  proceeding  involvee  only 
question*  of  law  (See  Citizens  for  Allegan 
County.  Inc    v    FPC    414  F   3d  1125  (1969)). 


tour  operator  subsidiary.  Indeed,  this 
policy  was  reaffirmed  by  us  quite  re- 
cently. By  Order  76-12-101,  we  denied 
two  petitions  requestiong  Initiation  of 
rulemaking  proceedings  aimed  at  pro- 
hibiting the  direct  marketing  of  inclu- 
sive tours  by  scheduled  air  carriers  on 
their  regularly  scheduled  flights.  In 
taking  this  action,  we  considered  but  re- 
jected the  various  contentions  of  the 
petitioners  that  these  activities  were 
anticompetitive  and  detrimental  to  the 
continued  existence  of  the  independent 
tour  operator  industry." 

We  believe  that  the  facts  are  clear 
here.  In  its  application,  TWA  states  that 
its  proposed  subsidiary  would  only  mar- 
ket inclusive  tours  in  conjunction  with 
its  regularly  scheduled  flights.  Moreover, 
it  notes  that  it  is  establishing  a  separate 
subsidiary  to  market  inclusive  tours 
(rather  than  marketing  them  directly  on 
an  in-house  basis)  only  to  obtain  the 
necessary  support  of  the  Association  of 
British  Travel  Agents.  It  is  thus  evident 
that  TWA  is  only  seeking  authority  to 
do  indirectly  what  it  is  already  author- 
ized to  do  directly. 

The  Board  has  thus  tentatively  con- 
cluded that  TWA's  application  in  Docket 
29095  should  be  approved.  Although  the 
proposed  acqtiisition  of  control  will  result 
in  the  acquisition  of  a  phase  of  aero- 
nautics by  an  air  carrier,  and  therefore 
is  subject  to  section  408<'a)  (6)  of  the  Act, 
the  Board  tentatively  finds  that  the  ac- 
quisition will  not  affect  the  control  of  an 
air  carrier  directly  engaged  in  the  opera- 
tion of  aircraft  in  air  transportation,  will 
not  result  in  creating  a  monopoly  or  tend 
to  restrain  competition. 

The  Board  also  tentatively  finds  that 
the  public  interest  does  not  require  a 
trial-type  hearing  on  this  application, 
and  that  the  requests  of  NACA  and  Path- 
finder for  such  hearings  should  be  de- 
nied. Again,  it  is  the  tentative  view  of  the 
Board  that  show  cause  procedures  are 
appropriate  here.  Moreover,  with  respect 
to  the  NACA  request.  It  appears  that 
NACA  has  misinterpreted  the  nature  of 
TWA's  application.  In  seeking  a  hearing. 
NACA  submits  that  the  purpose  of 
TWA's  application  in  this  docket  Is  to 
permit  its  proposed  subsidiary  to  market 
inclusive  tour  charters.  However,  this  is 
not  the  case.  As  has  been  discussed,  TWA 
is  only  seeking  authority  in  this  docket 
for  its  subsidiary  to  market  Inclusive 
tours  in  conjunction  with  its  regularly 
scheduled  services,  not  Its  charter 
services. 

Finally,  the  Board  has  tentatively  de- 
cided that  the  two  petitions  filed  in 
Dockets  29321  and  29379  should  be  de- 
nied. To  sumarize,  in  Docket  29321,  Path- 
finder is  requesting  a  declaratory  ruling 
to  the  effect  that  if  airlines  are  per- 
mitted to  acquire  control  of  tour  oper- 
ators, then  tour  operators  should  be  per- 
mitted to  acquire  control  of  airlines;  or, 
alternatively,  a  policy  statement  to  the 
effect  that  acquteltlMis  of  alriines  by  tour 
operators  are  not.  as  such,  inconsistent 


"By  Order  77-3-140,  we  denied  a  petition 
foe  reconsideration  of  Order  76-12-101. 
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with  section  408  standards.  In  Docket 
29379,  Unitours  is  seeking  similar  relief. 

We  have  tentatively  decided  to  deny 
these  petitions  because  the  issues  in- 
volved in  the  question  of  -s^ether  tour 
operators  should  be  permitted  to  control 
air  carriers,  particularly  witli  respect  to 
air  carriers  marketing  U.S. -originating 
cliarters,  are  wholly  distinct  from  the 
question  of  whether  air  carrier  should  be 
permitted  to  acquire  control  of  foreign 
tour  operators  organizing  foreign -origi- 
nating tours,  under  circumstances  where 
foreign  laws  permit  such  afBliations  and 
such  affiliations  are  already  the  common 
practice.  The  questions  we  are  deciding 
here  involve  only  the  latter,  i.e.,  U.S.  air 
carriers  acquiring  foreign  tour  operators 
marketing  foreign-originating  charters 
and  tours.  We  are  expressing  no  opinion 
in  this  proceeding  as  to  the  question  of 
U.S.  air  carriers'  acquisition  of  U.S.  tour 
operators  or  foreign  tour  operators  orga- 
nizing U.S.  originating  charters.  Thus, 
we  find  no  basis  to  consider  the  hypo- 
thetical question  of  U.S.  tour  operators' 
acquisition  of  air  carriers  in  connection 
with  this  decision." 

Accordingly,  all  interested  persons 
will  be  given  twenty  (20)  days  follow- 
ing the  date  of  service  of  this  order 
to  show  cause  why  the  tentative  find- 
ings and  conclusions  set  forth  herein 
should  not  be  made  final."  We  shall 
expect  such  persons  to  support  their  ob- 
jections, if  any,  -with  detailed  answers 
specifically  setting  forth  the  tentative 
findings  and  conclusions  to  which  ob- 
jection is  taken.  Such  objections  should 
be  accompanied  by  arguments  of  fact 
or  law  and  should  be  supported  by  legal 
precedent  or  detailed  economic  analysis. 
If  further  hearing  procedures  are  re- 
quested, the  objector  should  state  in  de- 
tail why  such  procedures  are  considered 
necessary  and  what  relevant  and  mate- 
rial facts  he  would  expect  to  establish 
through  such  procedures  that  cannot  be 
established  in  written  pleadings.  Gen- 
eral, vague,  or  unsupported  pleadings 
will  not  be  entertained. 

Accordingly,  it  is  ordered.  That: 

1.  All  interested  persons  are  hereby  di- 
rected to  show  cause  w'hy  the  Board 
should  not  issue  an  order  making  final 
its  tentative  findings  and  conclusions  set 
forth  herein; 

2.  Any  interested  persons  having  ob- 
jections to  the  issuance  of  an  order 
making  final  any  of  the  proposed  find- 
ings or  conclusions  set  forth  herein  shall. 


'  Indeed,  the  issues  with  respect  to  U.S. 
air  carrier  acquisition  of  tour  operators 
( noncertificated  air  carriers)  are  substan- 
tially different  than  the  Issues  with  respect 
to  a  tovir  operator's  acquisition  of  an  air 
carrier  The  difference  has  been  recognized 
by  Congress  under  section  408(a)  (-5)  of  the 
Act  where  an  e.xemption  is  permitted  with 
respect  to  an  air  carrier  acquisition  of  a 
'noncertificated  air  carrier."  but  no  similar 
exemption  Ls  provided  for  -with  respect  to 
the  acquisition  by  a  noncertificated  air  car- 
rier (tour  operator)  of  an  air  carrier. 

^  Answers  to  the  objections  will  be  due 
ten  (10)  days  after  the  time  for  the  filing 
of   objections   has   expired. 


within  20  days  after  the  date  of  serv- 
ice of  this  order,  file  wiUi  the  Board 
and  serve  upon  all  the  parties  noted  in 
paragraph  8  a  statement  of  objections 
together  with  a  summary  of  testimony, 
statistical  data,  and  other  evidence  ex- 
pected to  be  rehed  upon  to  support  the 
stated  objections:  answers  to  those  ob- 
jections will  be  due  10  days  after  the 
time  for  objections  has  exoired;  "^ 

3.  If  timely  and  properly  supported 
objections  and  answers  tiiereto  are  filed, 
full  consideration  will  be  accorded  the 
matters  and  issues  raised  before  further 
action  is  taken  by  the  Board; 

4.  In  the  event  no  objections  are  filed, 
all  further  procedural  steps  will  be 
deemed  to  have  been  waived  and  the 
Board  may  proceed  to  enter  an  order  in 
accordance  with  the  tentative  findings 
and  conclusions  set  forth  herein; 

5.  The  motions  to  consohdate  of  Trans 
International  Airlines,  the  Airlines 
Charter  Tovir  Operator  Association,  Eind 
the  Pathfinder  Corporation  be  and 
hereby  they  are  granted  to  the  extent 
they  request  consolidation  of  the  dockets 
which  are  the  subject  of  this  order;  and 
to  the  extent  that  they  request  consoli- 
dation of  other  matters  be  and  they 
hereby  are  denied; 

6.  "The  various  motions  for  leave  to  file 
otherwise  unauthorized  documents  be 
and  they  hereby  are  granted; 

7.  The  various  motions  for  Immediate 
action  be  and  they  hereby  are  granted; 
and 

8.  This  order  shall  be  published  in  the 
Federal  Register,  and  sensed  on  sJl  par- 
ties of  record  and  the  Department  of 
Justice. 

By  the  Civil  Aeronautics  Board. 

Phyllis  T.  Ka-sxor. 
Secretary. 

[FR  Doc  77-16915  Piled  6-13-77:8:45  am] 

CIVIL  SERVICE  COMMISSION 

DEPARTMENT  OF  HOUSING  AND 
URBAN    DEVELOPMENT 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  Civil  Ser\-- 
ice  Rule  IX  <  5  CFR  9.20 ' .  the  Civil  Serv- 
ice Commission  revokes  the  authority  of 
the  Department  of  Housing  and  Urban 
Development  to  fill  by  noncareer  execu- 
tive assignment  in  the  excepted  service 
the  position  of  Deputy  Assistaiit  Secre- 
tary. Assistant  Secretary  for  Housing 
Management. 

United  States  Civil  Serv- 
ice Commission. 

James  C.  Spry. 

Executive  Assistant  to 
the  Commissioners. 

[FR  Doc.77-16821  Filed  6-13-77:8:45  am| 


DEPARTMENT  OF  THE  ARMY 

Grant  of  Authority  To  Make  a  Noncareer 
Executive  Assignment 

Under  authority  of  5  9.20  of  Civil  Serv- 
ice Rule  EX  1 5  CFR  9.20) .  the  Civil  Sen-- 
ice  Commission  authorizes  the  I>cpart- 
ment  of  the  Navy  to  fill  by  noncareer 
executive  assignment  in  the  excepted 
ser\-ice  on  a  temporarj'  basis  tl-ie  position 
of  Deputy  Under  Secretary  of  the  Navy, 
Office  of  the  Secretar>'  of  the  Navy. 

United  States  Civil  Serv- 
ice Commission. 

James  C.  Spry. 

Executive  Assistant  to 
the  Commissioners. 

[VR  Doc  77-16818  Filed  6-13-77:8  45  amj 


ENVIRONMENTAL  PROTECTION   AGENCY 

Grant  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  Civil  Serv- 
ice Rule  EX  1 5  CFR  9.20' .  the  Civil  Serv- 
ice Commission  authorizes  the  Environ- 
mental Protection  .Agency  to  fill  by  non- 
career  executive  assignment  in  the  ex- 
cepted service  the  position  of  Scientific 
Policy  Advisor  and  Staff  Director.  Office 
of  the  Science  Advison.-  Board,  Office  of 
the  AdminLstrator. 

United  States  Civil  Serv- 
ice Commission. 

James  C.  Spry. 

Executive  Assistant  to 
the  Commissioners. 

[FR  Doc.77-16819  Filed  6-13-77:8.45  am] 


FEDERAL   TRADE   COMMISSION 

Revocation  of  Authority  To  Ma'te  Noncareer 

Executive  Assignment 

Under  authority  of  f  9.20  of  Civil 
Service  Rule  EX  '5  CFR  9.20».  the  Civil 
Service  Commission  revokes  the  author- 
ity of  the  Federal  Trade  Commission  to 
fill  by  noncareer  executive  assignment 
in  the  excepted  service  the  position  of 
Secretary  of  the  Federal  Trade  Commis- 
sion. Office  of  the  Secretar>-, 

United  States  Civil  Serv- 
ice  Commission. 
James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 

(PR  Doc.77-16820  Filed  ^-13-77:8  45  am| 


-All  motions  and'or  petitions  for  recon- 
sideration shall  be  filed  within  the  p)eriod 
allowed  for  filing  objections  and  no  further 
such  motions,  requests,  or  petitions  for 
reconsideration  of  this  order  will  l)e  enter- 
tained. 


Grant  of  Authority  To  Make  a   Noncareer 
Executive  Assignment 

DEPARTMENT   OF   HEALTH.    EDUCATION, 
AND   WELFARE 

Under  authority  of  §  9.20  of  Civil 
Service  Rule  IX  '5  CFR  9  20'.  the  Civil 
Service  Commission  authorizes  the  E)e- 
partment  of  Health.  Education,  and  Wel- 
fare to  fill  by  noncareer  executive  as- 
signment in  the  excepted  service  the  po- 
sition of  Associate  Director  for  Policy. 
Planning  and  Research,  Office  of  the 
Associate  Director  for  Policy.  Planning 
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and  Research.   Office   for  Civil   Rights. 
OfBce  of  the  Secretary. 

United  States  Civil  Serv- 
ice Commission, 

James  C.Spry. 

Expcutive  Assistant 
to  the  Commissioners. 

IFRDoc.  77-17079  FUed  6-13-77:11:44  am| 

DEPARTMENT  OF   COMMERCE 

Maritime  Administration 

DETERMINATION   OF   OPERATING 
DIFFERENTIAL   SUBSIDIES 

Revision  to  the  Manual  of  General 
Procedures 

In  Docket  No  76-28124  appearing  In 
the  Federal  Rei-.tster  on  September  24. 
1976  »41  FR  41950)  notice  was  given  of 
proposed  revLsions  to  the  Manual  of  Gen- 
eral Procedures  for  Determining  Operat- 
Ins-DlfTerential  Subsidy  (Manual'.  In- 
terested parties  were  invited  to  file 
written  comments  on  the  proposed 
changes  to  be  made  to  Part  Three  (Main- 
tenance and  Repair!,  Part  Four  (Hull 
and  Machinery  Insurance ' .  and  Part 
Five  I  Protection  and  Indemnity  Insur- 
ance '  of  the  Manual.  Written  comments 
were  received  from  one  party  In  response 
to  the  invitation. 

In  light  of  the  comment^i  received,  cer- 
tain changes  were  made  to  the  proposed 
revision.s.  Notice  Is  given  that  the  pro- 
posed revisions  and  the  changes  thereto 
are  adopted.  Copies  of  the  revised  Parts 
Three,  Four,  and  Five  and  related  ap- 
pendices, may  be  otbained  from  the 
Secretary  of  the  Maritime  Subsidy  Board 
and  the  Maritime  Administration. 

Dat«d:  June  7, 1977. 

By  order  of  the  Maritime  Subsidy 
Board  and  Assistant  Secretary  of  Com- 
merce for  Maritime  Affairs. 

James  S  Dawson,  Jr.. 
Secretary. 

[FR  Doc.77-16770  FUed  6-13-77:8:45  am] 


National  Oceanic  and  Atmospheric 
Administration 

CAPE  COD   LABIDARY 

Receipt  of  Application  for  Certificate 
of  Exemption 

Notice  is  hereby  given  that  the  follow- 
ing applicant  has  applied  in  due  form 
for  a  CertLficate  of  Exemption  under 
Pub.  L.  94-359.  and  the  regulations  is- 
sued theJ-eunder  '50  CFR  Part  222.  Sub- 
part Bi ,  to  engage  m  certam  conunercial 
activities  with  respect  to  pre-Act  endan- 
gered species  [Tarts  or  prcxluct-s. 

Ai>plicant.  Irving  F  Brlggs,  d  b'a 
Cape  Cod  Labidar>-.  4  Circle  Drive, 
Hyannis.    Massachu.sel:ts  02601. 

Period  of  exemption.  The  applicant 
requests  that  the  period  of  time  to  be 
covered  by  the  Certificate  of  Exemption 
begin  on  the  date  of  the  original  issuance 
of  the  Certifica^  of  Exemption  and  be 
effective  for  a  3 -year  period. 

Commercial  activities  exempted,  lii 
The  prohibition,  as  set  forth  in  section 


9(aMl>(A^    of  the  Act.  to  export  any 
such    species    part    from    the    United 

Stat^: 

<lli  The  prohibitions,  as  set  forth  In 
section  9(a>(I'(E)  of  the  Act,  to  de- 
liver, receive,  carry,  transport,  or  ship  In 
interstate  or  foreign  commerce,  by  any 
means  whatsoever  and  in  the  course  of 
commercial  activity  any  such  species 
part; 

(iii)  The  prohibitions,  as  set  forth  In 
section  9(a^  (1)  (P)  of  the  Act,  to  sell  or 
offer  for  sale  In  Interstate  of  foreign 
commerce  any  such  species  part. 

Parts  or  products  exempted.  Finished 
scrimshaw  products  to  be  made  from 
approximately  226.72  pounds  of  whole 
whale  teeth.  12.28  pounds  of  pieces  and 
cuttings  from  whale  teeth  and  607  Indi- 
vidual pieces  of  whale  teeth. 

Written  comments  on  this  applica- 
tion may  be  submitted  to  the  Director, 
National  Marine  Fisheries  Service,  De- 
partment of  Commerce,  Washington, 
D.C.  20235  on  or  before  July  14,  1977. 

Dated:  June  8,  1977. 

Robert  J.  Ayers. 
Acting  Assistant  Director  for 
Fisheries  Management. 

I  FR  Doc  77-16908  Piled  6-13-77:8:46  am] 

DEPARTMENT  OF   DEFENSE 

Department  of  the  Navy 

RICHARD  A.    MORIN 

Limited  Exclusive  Patent  License  Granted 

Pursuant  to  the  provisions  of  P&rt  746 
of  Title  32.  Code  of  Federal  Regulations 
(41  FR  55711-55714,  December  22.  1976) 
the  Department  of  the  Navy  announces 
that  on  May  24.  1977,  it  granted  to  Rich- 
ard A.  Morin  of  Bufalo,  New  York,  a 
revocable,  nonassignable,  limited  ex- 
clusive license  for  a  period  of  five  (5) 
years  under  United  States  Patent  Num- 
ber 3.698.591.  entitled  "Pressure  Cham- 
ber Closure"  Issued  October  17,  1972,  to 
inventors,  Richard  A.  Marin  and  Edward 
H.  Lanphier. 

Copies  of  the  patent  may  be  obtained 
for  fifty  cents  ($0.50;  from  the  Commis- 
sioner of  Patents  smd  Trademarks, 
Washington.  D.C.  20231. 

For   further   Information   concerning 

this  notice  contact : 

Dr.  A.  C.  WUUams.  Staff  Patent  Adviser,  Of- 
fice of  Naval  Research  ((Dode  302) ,  BcJlston 

Tower  No.  1,  800  North  Qulncy  Street, 
Arllntrton.  VA  22217,  Telephone  No,  202- 
692-4005. 

Dated:  JimeS.  1977. 

K    D.  Lawrence, 
Captain.     JAGC.     U.S.     Navy, 
Deputy   Assistant  Judge  Ad- 
vocate General   (Administra- 
tive Law) . 

I  FR  Doc  77-16877  Filed  6-13-77:8:45  am| 


WORLD  ANTIPOLLUTION   MATERIALS 
CORP. 

Limited  Exclusive  Patent  License  Granted 

Pursuant  to  the  provisions  of  Part  746 
of  Title  32,  Code  of  Federal  Regulations 


(41  FR  55711-55714,  December  22,  1976* . 
the  Department  of  the  Navy  annoimces 
that  on  May  3.  1977.  It  granted  to  World 
Anti-Pollution  Materials  Corporation,  a 
corporation  of  the  State  of  Oklahoma. 
a  revocable,  nonassignable,  limited  ex- 
clusive license  for  a  period  of  ten  HO) 
years  under  United  States  Patent  Num- 
ber 3.717,580.  entitled  "Method  of  Dis- 
infecting and  Salf-Llmiting  So  Jtion 
Therefor,"  issued  February  20.  1973,  to 
Inventors,  William  H.  Echols.  George  H 
Fielding  and  Rex  A.  Neihof. 

Copies  of  the  patent  may  be  obtained 
for  fifty  cents  ($0.50>  from  the  Commis- 
sioner of  Patents  and  Trademarks, 
Washington,  D.C.  20231. 

For  further  Information  concerning 
this  notice,  contact : 

Dr.  A.  C.  Williams,  Staff  Patent  Adviser.  Of- 
fice of  Naval  Reeearch  (Code  302),  Balls- 
ton  Tower  No.  1.  800  North  (Julncy  Street. 
ArUngton,  VA  22217,  Telephone  No.  202- 
692-4006. 

Dated:  Junes,  1977. 

K.  D.  Lawrence, 
Captain,  JAGC,  U.S.  Navy.  Dep- 
uty Assistant  Judge  Advocate 
General  (Administrative 

Law) . 

[FR  Doc.77-16876  FUed  6-13-77:8:45  am] 

ENVIRONMENTAL  PROTECTION 
AGENCY 

(FRL  746-5:  OPP-503031 

EXPERIMENTAL  USE  PERMITS 

Notice  of  Issuance 

The  Environmental  Protection  Agency 
(EPAJ  has  Issued  experimental  use  per- 
mits to  the  following  appUcants.  Such 
permits  are  in  accordance  with,  and 
subject  to,  the  provisions  of  40  CFR 
Part  172,  which  defines  EPA  procedures 
with  respect  to  the  use  of  pesticides  for 
experimental  purposes. 

No.  10464-EUP-l.  Weyerhaeuser  Company. 
Centralla,  Washington  96531.  This  experi- 
mental use  p>ermlt  allows  the  tise  of  7.500 
pwunds  of  the  repellant  putrescent  egg  solids 
on  lodgepole  ptne  to  evaluate  Ita  us©  as  a 
deer  and  elfc  repellent.  A  total  of  1,600  acres 
Is  involved;  the  program  Is  authorized  only 
In  the  States  of  Oregon  and  Washington. 
The  experimental  use  pemalt  Is  effective  from 
May  2,  1977.  to  May  2,  1978. 

No.  1624-EUP-20.  TJ.S.  Borax  Research 
Corporation,  Anaheim,  Callfornia  92801.  Thl.s 
experimental  use  permit  allows  the  use  of 
90  pounds  of  the  herbicide  dlnitramine  on 
potatoes  and  sugar  beets  to  evalviate  control 
of  various  broadleaf  weeds  and  grasses.  A 
total  of  153  acres  Is  Involved:  the  program  Ls 
authorized  only  In  the  StaXes  of  Arizona. 
California,  Colorado,  Idaho,  Kansas.  Maine. 
Michigan.  Minnesota,  Montana,  Nebraska. 
New  York.  North  Dakota.  Oregon,  Texas, 
VtAh.  Virginia,  Washington,  and  Wyoming 
The  experimental  use  permit  is  effective  from 
AprU  28,  1977,  to  AprU  28,  1978.  This  permit 
16  Issued  with  the  condition  that  all  treated 
potatoes  and  sugar  beet«  will  be  destroyed 
or  used  for  research  purposes  only. 

No.  275-EUP-9  Abbott  Laboratories.  Nonh 
Cniicago,  Illinois  6CK)64  This  experimental  use 
permit  allows  the  use  of  the  remaining  sup- 
ply of  2,690.5  pounds  of  the  plant  regulator 
5-Chloro-3-methyl-4-nitro-lH-pyTazole      on 
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oranges  to  evaluate  its  use  as  an  abscission 
agent:  this  vise  was  authorized  in  a  prertous 
experimental  use  permit.  Approximately 
2.500  acres  are  involved:  the  program  Is  au- 
thorized only  in  the  States  of  Arizona,  Cali- 
fornia. Florida,  and  Texas.  The  experimental 
use  permit  is  effective  from  May  3,  1977,  to 
April  30,  1978.  A  temporary  tolerance  for 
residues  of  the  active  ingredient  in  or  on 
oranges  has  been  established. 

Interested  parties  wishing  to  review 
the  experimental  use  permits  are  referred 
to  Room  E-315.  Registration  Di\'ision 
(WH-5671.  Office  of  Pesticide  Programs. 
EPA.  401  M  St..  S.W..  Washington.  DC. 
20460.  It  is  suggested  that  such  inter- 
ested persons  call  202  755-4851  before 
visiting  the  EPA  Headquarters  Office,  so 
that  the  appropriate  permits  may  be 
made  conveniently  available  for  review- 
purposes.  These  files  will  be  available  for 
inspection  from  8:30  a.m.  to  4:00  p.m. 
Monday  through  Friday. 

Statutory  authority:  Section  5  of  the 
Federal  Insecticide,  Fungicide,  and  Ro- 
denticlde  Act  'FTFRA).  as  amended  i86 
Stat.  973:  89  Stat.  751;  7  U.S.C.  136' at 
et  seq.) . 

Dated:  June  6,  1977. 

Douglas  D.  Campt, 
Acting  Director. 
Registration  Division. 

[FR  Doc.77-16768  FUed  6-13-77.8:45  am] 


[FBL  746-8:  PF681 

PESTICIDE  AND   FOOD  ADDITIVE 
PETITIONS 

Fll  i  ng — Co  rrect  io  n 

In  m  Doc.  77-11500  appearing  in  the 
Federal  Register  of  April  20,  1977,  on 
page  20493,  errors  were  made  in  describ- 
ing the  petition  submitted  to  the  Agency 
for  consideration  by  Elanco  Products  Co. 
Because  of  the  length  of  the  notice  and 
the  complicate'd  chemical  nomenclature 
used,  the  entry  is  reproduced  in  its  en- 
tirety below. 

Dated:  June  7,  1977. 

Douglas  D.  Campt. 
Acting  Director, 
Registration  Division. 

PP7F1925  Elanco  Products  Co..  Div.  of  Eli 
Lilly  and  Co..  P.O.  Box  1750,  Indianapolis 
IN  46206.  Proposes  that  40  CFR  180  be 
amended  by  establishing  tolerances  for 
combined  residues  of  the  herbicide  tebu- 
thluron  (N-(5-(  1,1-dlmethylethyl) -1,3.4- 
thladlazol-2-yll-iV.A?-dlmethylurea)  and 
Its  metabolites  ?tf-[5-(2-hydroxy-l.l-dl- 
methylethyl)-l,3.4-thladiazol-2-yl]  -  N.N' 
dlmethylurea,  N-  [  5-  ( 1 .1  -dlmethyletbyl )  - 
1 .3.4-thladiazol-2-yl  ]  -iV-methylurea.  N-  [  5- 
(2-hydroxy-l-dimethylethyl)  -  1,3.4  -  thla- 
diazol-2-y]-2V-methylurea,  and  N-[5-(l, 
1  dlmethylethyl )  "-l,3.4-thladiazol-2-yl]- 
.V-hydroxymethyl-N-methylurea  In  or  on  ' 
grasses  (pasture  and  rangeland)  and  grass 
hay  at  20  parts  per  mUllon  (ppm):  tebu- 
thluron  (iV- [5- (1.1 -dlmethylethyl) -1,3.4- 
thladlazol-2-yl  ]  -AT.N'-dlmethylurea)  and 
Its  metabolites'  l-[5-(l,l-dlmethylethyl) - 


l,3,4-thladiazol-2-yl]-ureB,  N-{6- (1,1 -dl- 
methylethyl) -1,3.4-thladiazol  -  2-yl]  -N^- 
hydroxymethyl-N-methyUirea.  AT- [5- (1.1- 
dimethylethyl  i  -1.3.4-thiadiazol-2  -  yl]  -  N- 
methylurea,  5- (1,1 -dlmethylethyl )  -  2- 
methylamlno-l,3.4-thiadiazol,  and  2-(l,l- 
dimethylethyl)-5-amino  -  1.3.4  -  thiadiazol 
In '  meat,  fat  and  meat  byproducts  of 
cattle,  goats,  horses,  and  sheep  at  2  ppm: 
tebuthiuron  (N-(5-(  1. 1 -dlmethylethyl ) - 
1.3.4-thiadla20i-2-yll  -N.W -dlmethylurea) 
and  its  metabolites  =  iV-15-(2-hydroxy-l.l- 
dlmethylethyl)-1.3.4-thiadia20l-2  -  yl]  -  N. 
N  ■  -dlmethylurea.  iV- 1 5-  ( 1 . 1  -dimethyleth  - 
yl)-1.3.4-thiadtazol-2-yl]-A^-methylurea.  1- 
15- (1.1 -dlmethylethyl)  1.3.4  -  thiadiazol-2- 
yl]-urea,  and  N- [  5- ( 1.1 -dlmethylethyl ) - 
1.3,4-thladlazoI-2-yll  -A'  -'hydroxymethyl- 
.V-methylurea  in  niUk  at  I  ppm.  Proposed- 
analytical  method  for  determining  residues 
is  a  gas  chromatographic  procedure  using  a 
flame  photometric  detector.  PM  25  (202 
426-2632) 

I  FR  Doc.77-16928  Filed  6-13-77:8:45  am] 
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SOLID  WASTE 
Public  Meetings 

To  discuss  EPA  Grant  Regtilations  for 
the  Implementation  of  the  Resource 
Conservation  and  Recovei-y  Act  of  1976, 
P.L.  94-580 — June  30.  1977  and  To  dis- 
cuss the  Draft  Guidelines  for  Public 
Participation — Section  7004' bi  of  the 
Resource  Conservation  and  Recover^' 
Act— July  1.  1977. 

EPA's  Office  of  Solid  Waste  will  hold 
public  meetings  to  discuss  two  provisions 
of  the  Resource  Conservation  and  Re- 
cover>-  Act  of  1976  iRCRAi  <P.L.  94- 
580 1,  which  was  signed  into  law  on  Oc- 
tober 21.  1976.  The  first  meeting,  on 
June  30,  will  focus  on  the  grant  regula- 
tions which  allow  the  EPA  to  provide  fi- 
nancial assistance  under  the  authorities 
of  the  applicable  provisions  within  Sub- 
titles C.  D,  G.  and  H  of  the  Resource 
Conservation  and  Recovery  Act.  In  some 
instances  these  proposed  regulations  are 
amendments  to  existing  grant  regula- 
tions of  EPA.  For  Subtitles  C  and  D. 
these  proposed  regulations  contain  new- 
provisions. 

Location  and  time  of  the  pubhc  meet- 
ing is  as  follows : 

June  30.  1977.  U.S.  EPA,  401  M  Street  SW  . 
Room  3906-3908.  Waterside  Mall,  Wash- 
ington, DC  20460,  9:00  am. 

The  second  public  meetmg  will  be  held 
July  1.  1977  to  discuss  the  draft  guide- 
lines on  public  participation,  required 
under  Section  7004' bi  of  RCRA.  These 
draft  guidelines  are  a  general  statement 
of  !X)licy.  setting  forth  objectives  in  pub- 
lic participation.  They  describe  the  pro- 
visions required  in  a  minimum  public 
participation  prc^ram  for  governmental 
activity  in  solid  wast«  management  at 
the  Federal  and  State  levels.  The  pro- 
posed guidelines  when  promulgated  will 
apply  to  all  Federal  agencies  carrving 
out  activities  mandated  by  RCRA.  and 


'  "on"  changed  to  read  "In  or  on" 
'  Statement  "tebuthiuron  .  ,  .  metabolites" 
added. 


»  Statement  "«•  on"  removed. 
•Chemical  term  ''N'"  added. 


to  State  and  local  governments  and  in- 
terstate agencies  receiving  financial  as- 
sistance under  the  Act. 

Location  and  time  of  the  public  meet- 
ing is  as  follows : 

July  1.  1977,  us.  EPA.  401  M  Street.  SW.. 
Room  2409,  Waterside  Mall,  Washington, 
DC  20460,  9:00  ajn. 

For  additional  information  contact: 

Mrs.  Geraidlne  Wyer,  Public  Participation 
Officer,  Office  of  Solid  Waste,  AW-462,  U.S. 
EPA.  Washington.  DC  20460.  Phone:   (202) 

755-9157. 

Dated:  June  8.  1977. 

Approved : 

Edward  F.  Tuerk. 
Acting  Assistant  Administrator 
for  Air  and  Waste  Manage- 
ment. 

[FR  DOC77-16929  Filed  6-13  77.8  45  am] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Report   No    1-3501 

COMMON   CARRIER   SERVICES 
INFORMATION 

International  and  Satellite  Radio 
Applications  Accepted  for  Filing 

May  23,   1977. 
By     the     Chief,     Common     Carrier 
Bureau: 

The  Application  listed  herein  have 
been  foimd.  upon  initial  review,  to  be 
acceptable  for  filing.  The  Commission 
reserves  the  right  to  return  any  of  these 
applications  if,  upon  further  examina- 
tion, it  is  determined  they  are  defective 
and  not  in  conformance  with  the  Com- 
mission's Rules.  Regulations  and  its 
Policies  Fmal  action  wUl  not  be  taken  on 
any  of  these  appliactions  earlier  than  31 
days  following  the  date  of  this  notice. 
Section  309(d)  il>. 

Federal  Communications 

Commission 
Vincent  J.  Mullins, 

Secretary 

Satelltte  Communications  SERv^cEs 

CORRECTION 

Report  No  1-347  dated  5-16-77  Tele- 
prompter  Corporation's  application  for  Great 
Falls.  Montana  was  listed  as  KB54  and 
.should  have  been  listed  as  KBS7  (354-DSE- 
ML,-77). 

SSA-9-77  Westport  Television.  Inc  ,  Kansas 
City,  Missouri.  For  Special  Temporary  Au- 
thority to  operate  this  receive-only  earth 
station  at  this  location  for  a  period  of 
ninety  days,  but  not  to  exceed  October  6, 
1977. 
404~DSE-P  L-77  RCA  Alaska  Communica- 
tions. Inc..  Ttanspyortable  No.  6.  For  au- 
thority to  construct  a  transportable  com- 
munications satellite  earth  station  for  op- 
eration u-lth  a  domestic  communications 
satellite  system  with  temporary  fixed  loca- 
tions within  the  State  of  Alaska.  Rec  freq: 
3700^200  MHz.  Trans,  freq:  5925-6425 
MHz.  Emission  45P9.  With  a  4.5  meter 
antenna. 
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405-DSE-P-77  Dow  Jones  &.  Company,  Inc., 
Palo  Alto.  CalUornla.  For  authority  to  con- 
struct a  transmlty'recelve  earth  station  at 
this  location,  and  to  operate  the  stalon  in 
conjunclon  with  a  space  segment  leased 
from  Western  Union.  Lat.  37*24'30".  Long. 
122"0906'.  Rec.  freq:  3700-4200  MHz. 
Trans,  freq:  5925-6425  MHz.  Emission 
1800F9Y.  With  a  36  foot  antenna. 

40G-DSE-P-77  Dow  Jones  &  Company,  Inc.. 
Federal  Way.  Washington.  For  authority  to 
construct  a  transmit/ receive  earth  station 
at  this  location  and  to  operate  the  station 
In  conJuncUon  with  a  space  segment  leased 
from  Western  Union.  Lat.  47'18'ir'.  Long. 
122°19'37".  Rec.  Freq:  3700-4200  MHz. 
Trans.  Freq:  592&-6425  MHz.  Emission 
1800P9Y.  With  a  36  foot  antenna. 

407-DSE-P-77  Dow  Jones  &  Company.  Inc  . 
Riverside.  California.  For  authority  to  con- 
struct a  transmit 'receive  earth  station  at 
this  location  and  to  operate  the  station  in 
conjimctlon  with  a  space  segment  leased 
from  Western  Union.  Lat.  33°57'28".  Long. 
117°26'33".  Rec.  Freq;  3700-1200  MHz. 
Trans.  Freq:  5925-6425  MHz.  Emission 
180OP9T.  With  a  36  foot  antenna. 

408-DSE-P  L-77  Sat«Ulto  Network.'!.  Inc., 
Mequon.  Wisconsin.  For  authority  to  con- 
struct, own  and  operate  a  domestic  com- 
munications satellite  receive-only  earth 
station  at  thlfi  location.  Lat.  43 '12  31". 
Long.  87''55'19".  Rec.  freq:  3700-4200  MHz. 
Emission  36000F9  With  a  10  meter 
antenna, 

409-DSE-P  L-77  Teleprompter  Corporation, 
Uklah.  California.  For  authority  to  con- 
struct, own  and  operate  a  domestic  com- 
munications satellite  receive-only  earth 
station  at  thLs  location.  Lat  SO'OS'BS" 
Long.  123°1218'  Rec.  freq.  3700-4200 
MHz.  Emission  36000F9.  With  a  4  5  meter 
antenna, 

41C-D6E-P  1^77  Teleprompter  Corporation, 
Escanaba,  Michigan.  For  authority  to  con- 
struct, own  and  operate  a  domestic  com- 
munications satellite  receive-only  earth 
station  at  this  location.  Lat,  45°45'40". 
Long.  87°07'30'.  Rec.  freq:  3700-4200  MHz. 
Emission  36000F9.  With  a  4  5  meter 
antenna. 

4n-DSE-P  ■L-77  Kansas  State  Network, 
Inc..  d/l)  a  El  Reno  Cablevlslon.  El  Reno, 
Oklahoma.  For  authority  to  construct  and 
operate  a  domestic  communications  satel- 
lite receive-only  earth  station  at  this  loca- 
tion. Lat.  35-31  43".  Long.  97'56'00'.  Rec. 
freq:  3700-4200  MHz.  EmLsslon  360OOP9. 
With  a  5  meter  antenna. 

4:2-DSE-P  L-77  Kansas  State  Network, 
Inc.,  d  b  a  Yukon  Cablevlslon.  Yukon. 
Oklahoma.  For  authority  to  construct  and 
operate  a  domestic  communlcatlc>n.s  satel- 
lite receive-only  earth  station  at  this  loca- 
tion. Lat  35'20'27".  Long.  97'44'58".  Rec. 
freq:  3700-4200  MHz.  Emission  360O0F9. 
With  a  5  meter  antenna. 

413-DSE-P,  L-77  McPherson  CATV,  Incor- 
porated, McPherson,  Kan.sa.=i  For  authority 
to  construct  and  operate  a  domestic  com- 
munications satellite  receive-only  earth 
sUtlon  at  this  location.  Lat.  38*21'19". 
Long.  97'=39'58'.  Rec.  freq:  3700-4200  MHz. 
Emission  36000F9.  With  a  5  meter  antenna. 

414-DSE-P-77  EI  Pa.so  Public  Television 
Foundation.  El  Paso.  Texas.  For  authority 
to  construct,  own  and  operate  a  domestic 
communication.'*  satellite  receive-only 
earth  station  at  this  location.  Lat. 
31°4620  '.  lAsng.  106'30  14  •.  Rec.  Freq: 
3700-4500  MHz.  Emission  360O0P9  With  a 
10  meter  antenna. 

41 S  DSE-P-77  Ohio  University,  Athens 
Ohio  For  authority  to  construct,  own  and 
operate  a  domestic  communications  sat- 
telllte  receive-only  eiu'th  8t*tlon  at  thLs 
location.    Lat     38'19  41  '.   Long   82*06'0r'. 


Rec.  Freq:  3700-4200  MHz.  Emission 
36000F9.  With  a  10  meter  antenna. 

416-DSE-P-77  University  of  Southern  Colo- 
rado, Pueblo,  Colorado.  For  authority  to 
construct,  own  and  operate  a  domestic 
communications  satellite  receive-only 
earth  station  at  this  location.  Lat. 
38°1546'.  Long.  104°38'06".  Rec.  freq: 
3700-4200  MHz.  Emission  36000F9.  With  a 
10   meter   antenna. 

418-DSE-P-77  Total  TV  of  Dodge  County, 
Inc..  Beaver  Dam.  Wisconsin.  For  authority 
to  construct,  own  and  operate  a  domestic 
communications  satellite  receive-only 
earth  station  at  this  location.  Lat. 
43°27'35".  Long.  88°50'08".  Rec.  freq: 
3700-4200  MHz.  No  emission  listed.  With  a 
4.5  meter  antenna. 

[FR  Doc.77-16895  Filed  6-13-77;8:45  am] 


(Docket  No.  20274;  FCC  77-338] 

SEA  VESSELS 

Operational  Standards;  Fourth  Notice  of 
inquiry 

Adopted:  May  18,  1977. 

Released:  June  9, 1977. 

By   the  Commission:    Chainiian  Wiley 
concurring  In  the  result. 

In  the  matter  of  Intergovernmental 
maritime  consultative  organization; 
preparation  of  recommended  operational 
standards  applicable  to  equipment  man- 
datorily fitted  aboard  vessels  subject  to 
the  Safety  of  Life  at  Sea  Convention.  (40 
FR  54867  I. 

1.  The  Commission  Is  Issuing  this  No- 
tice as  a  means  to  inform  the  public  and 
to  obtain  comments  of  interested  per- 
sons in  regard  to  action  by  the  Inter- 
governmental Maritime  Consultative  Or- 
ganization ( IMCO » ,  through  Its  Marl- 
time  Safety  Committee  (MSC)  and  Sub- 
committee on  Radiocommunicatlons,  to 
develop  operational  standards  applicable 
to  radio  equipment  mandatorily  fitted 
aboard  vessels  subject  to  the  Safety  of 
Life  at  Sea  Convention  (SOLAS). 

2.  The  Subcommittee  on  Radiocom- 
municatlons established  a  Working 
Group  on  Operational  Standards  which 
holds  it.s  meetings  concurrently  with 
scheduled  meetings  of  the  subcommittee. 
The  working  group  is  charged  with  the 
responsibility  of  preparing  operational 
standards  applicable  to  radio  equipment 
mandatorily  fitted  aboard  vessels  subject 
to  the  Safety  of  Life  at  Sea  Convention. 
These  operational  standards,  when 
adopted  by  the  Subcommittee  on  Radio- 
communications  and  approved  by  the 
Maritime  Safety  Committee,  will  take 
the  form  of  recommendations  associated 
with  the  SOLAS  Convention. 

3.  The  Subcommittee  on  Radiocom- 
municatlons at  its  Seventeenth  Session, 
February  21-25,  1977,  established  the 
following  priority  for  the  operational 
standards  t-o  be  prepared  by  the  working 
group: 

a.  VHF  multiple  watch  facilities. 

b.  Sources  of  energy  for  radlotelegraphy 
Installations. 

c.  Sources  of  energy  for  radlotelephony  in- 
stallations. 

d.  Radiotelephone  alarm  signal  generator. 

e.  Radiotelegraph  Installations. 


t.  Radiotelegraph  auto  alarm  Installations. 

g.  Portable  radio  apparatus  for  survival 
craft.  Including  self-supporting  antenna. 

h.  Emergency  position  indicating  radio 
beacon  (EPIRB). 

1.  Radiotelegraph  installations  for  fitting 
in  lifeboats. 

J.  Antenna  and  earth  arrangements  for  the 
MP  and  VHF  radiotelephone  system  and  the 
main  reserve  radiotelegraph  system. 

4.  The  appendix  to  the  Third  Notice  of 
Inquiry '  contained  draft  operational 
standards  for  Radiotelephone  Watch 
Receivers,  Radiotelephone  Auto  Alarms 
and  Sources  of  Oectrical  Energy.  In  this 
regard,  the  Radiotelephone  Watch  Re- 
ceiver standard  has  been  approved  by  the 
Subcommittee  on  Radiocommunicatlons. 
The  Subcommittee,  in  its  consideration 
of  standards  for  Radiotelephone  Auto 
Alarms,  recognized  a  problem  related  to 
the  type  of  signals  to  which  such  equip- 
ment Is  required  to  respond.  The  Safety 
Convention  does  not  specifically  permit 
the  auto  alarm  to  respond  to  an  emer- 
gency position  indicating  radio  beacon 
signal  and/or  a  navigational  warning 
signal  in  addition  t^  the  radiotelephone 
alarm  signal.  The  Subcommittee  deter- 
mined that  further  consideration  of  this 
matter  of  signal  responses  should  be 
deferred  until  the  1974  Safety  Conven- 
tion enters  into  force.  Consequently,  we 
anticipate  no  further  effort  to  be  devoted 
to  the  preparation  of  the  auto  alarm 
standard  during  the  next  several  meet- 
ings of  the  Working  Group.  The  Working 
Group  on  Operational  Standards  did  not 
further  address  the  standards  for 
Sources  of  Energy  at  the  Sixteenth 
Session  due  to  the  press  of  other  tech- 
nical matters. 

5.  During  the  Seventeenth  Session  of 
the  Subcommittee  on  Radiocommunica- 
tlons the  working  group  addi-essed  the 
first  four  items  (a  through  d)  on  the  list 
of  priorities  set  out  in  paragraph  3  as 
well  as  standards  for  VHP  Radiotele- 
phone Installations.  Draft  standards  are 
appended  to  this  Notice  for  VHP  Radio- 
telephone Installations  and  Radiotele- 
phone Alarm  Signal  Generators:  draft 
standards  for  sources  of  energy-  are  in 
the  process  of  being  prepared  and  no 
substantive  changes  were  made  to  the 
draft  standard  appended  to  the  Third 
Notice  of  Inquiry  at  the  Seventeenth 
Session.  Interested  parties  are  requested 
to  provide  comments  on  any  one  or  all 
of  the  attached  standards.  In  this  regard, 
comments  received  will  be  used  to  aid  the 
members  of  the  United  States  Delegation 
to  prepare  for  the  Radiocommunicatlons 
Subcommittee  meeting  scheduled  for 
September  1977  in  London.  England.  The 
Commission  Is  represented  on  the  Dele- 
gation and  hi  the  Working  Group  on 
Operational  Standards, 

6.  In  view  of  the  foregoing,  a  Notice  of 
Inquiry  IS  HEREBY  ADOPTED.  Au- 
thority for  this  action  is  contained  tn 
Sections  4(1),  303  and  403  of  the  Com- 
munications Act  of  1934,  as  amended. 


>  Docket  20274,  Notice  of  Inquiry  adopted 
November  12.  1975,  (40  FR  54867). 
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7.  Interested  persons  may  file  com- 
ments on  or  before  August  4,  1977  and 
reply  comments  cai  or  before  September 
6.  1977.  Comments  and  reply  comments 
shall  be  filed  pursuant  to  5  1-41 9 (bi 
which  requires,  among  other  things,  an 
original  and  5  copies  of  all  filings.  All 
relevant  suid  timelj-  comments  and  reply 
comments  filed  in  this  Docket  will  be 
cofnsidered  by  the  Commission  before 
further  action  Is  taken.  The  Commission 
may  also  take  into  account  other 
pertinent  information  before  it  in  addi- 
tion to  specific  comments  elicited  by  the 
Notice  In  this  proceeding. 

8.  Responses  will  be  available  for 
public  inspection  during  regular  busi- 
ness hours  in  tlie  Commission's  Public 
Reference  Room  at  its  headquarters  in 
Washington,  D.C. 

Federal  Communications 
Commission, 

Vincent  J.  Mullins. 

Secretary. 

Appendix  A 

ANNEX    n  — DF..1FT    OPERATION.*!.    STAND.\RnS   FOS 
VH7   RADIOTELEPHOKE    INSTALLATIONS 

1.  Introduction:  The  VHF  Radiotelephone 
Installation  should,  in  addition  to  meeting 
the  requirements  of  the  Radio  Regulations, 
comply  with  the  following  operational 
standards. 

2.  General:  2.1  The  Installation  may  consist 
of  more  than  one  equipment  which  may  be 
capable  of  operation  on  single-frequency 
channels  and  or  two-frequency  channels  in 
one  or  more  of  the  following  categories: 

(a)  calling,  distress  and  safety;  (b)  inter- 
ship;  (c)  port  operation;  (d)  ship  move- 
ment;  (ei   public  correspondence. 

2.2  The  equipment  comprises:  (a)  a  trans- 
mitter/receiver; (b)  an  Integral  and  or  one 
or  more  separate  control  units;  (c)  a  micro- 
phone with  a  press-to-transmlt  switch,  the 
microphone  may  be  combined  with  a  tele- 
phone in  a  handset;  (d)  an  internal  or  ex- 
ternal loudspeaker. 

2.3  The  installation  may  also  Include  ad- 
ditional receivers. 

3.  Frequency  bands  and  channels:  3.1  (a) 
Each  equipment  designed  for  operation  on 
single-frequency  channels  should  be  capable 
of  simplex  operation  throughout  the  band 
156.300  MHz  to  156.875  MHz 

(b)  Each  equipment  designed  for  opera- 
tion on  two-frequency  channels  should  be 
capable  of  simplex  and  seml-dupIex  opera- 
tion throughout  the  bands  as  follows:  156.- 
025  MHz  to  157.425  MHz  for  transmitting  and 
160.625  MHz  to  162.025  MHz  for  receiving. 

In  addition,  facilities  for  duplex  operation 
on  two-frequency  channels  are  recom- 
mended. 

3  2  The  installation  should  be  capable  of 
transmission  and  reception  on  the  channels 
considered  by  the  Administration  necessary 
for  the  service,  but  In  all  cases  on  the  chan- 
nels 6  and  16. 

3.3  Provisions  should  be  made  for  chang- 
ing from  transmission  to  reception  by  use  of 
a  press-to-transmlt  switch.  Additionally,  fa- 
cilities for  operation  on  two-frequency  chan- 
nels without  manual  control  may  be  pro- 
vided, 

3.4  Change  of  frequency  should  be  capable 
of  being  made  as  rapidly  as  possible,  but  In 
any  event  within  Ave  seconds. 

3.5  The  time  taken  to  switch  from  the 
transmit  to  the  receive  condltlona,  and  vice 
versa,  ahduld  not  exceed  OJ  seconds. 

4,  Controls  and  indicators.  4.1  All  controls 
should  be  of  such  size  as  to  permit  normal 


adjustment  to  be  easily  performed.  The 
function  and  the  setting  of  the  cont«>»s 
should  be  clearly  Indicated. 

4.2  The  controls  should  be  lllamln*ted  »s 
necessary,  so  as  to  enable  satisfactory  oper- 
ation of  the  equipment. 

4.3  Means  should  be  provided  to  reduce  to 
extinction  any  light  output  from  the  equip- 
ment which  is  capable  of  Interfering  with 
safety  of  navigation. 

4.4' An  on  off  switch  should  be  provided  for 
the  entire  installation  with  a  visual  indica- 
tion that  the  installation  is  switched  on, 

4.5  The  equipment  should  Indicate  the 
ch.mnel  number,  as  given  m  the  Radio  Reg- 
vilations,  to  which  it  is  tuned.  It  should  allow 
the  determination  of  the  channel  number 
under  all  conditions  of  external  Ughttng, 
When  practicable.  Channel  16  should  be  dis- 
tinctively marked 

4  6  The  receiver  should  be  provided  with 
a  manual  volume  control  by  which  the  audio 
output  may  be  varied. 

4.7  A  squelch  control  should  be  provided 
on  the  exterior  of  the  equipment. 

4.8  If  the  external  controls  are  assembled 
on  a  separate  control  unit  and  more  than 
one  such  control  unit  Is  provided,  the  one 
on  the  bridge  should  have  priority  over  the 
others.  When  there  is  more  than  one  control 
unit,  indication  should  be  given  to  the 
othen.s)  that  the  equipment  is  in  operation. 

5.  Permissibie  warming-up  period:  The 
equipment  should  be  operational  within  one 
minute  of  switching  on. 

6.  Sajcty  precautions:  6.1.  Means  should  t>e 
provided,  a.-;  appropirate.  for  earthing  ex- 
posed metallic  parts  of  the  installation,  but 
this  should  not  cauiie  any  terminal  of  the 
source  of  electrical  energy  to  be  earthed,  un- 
less special  precautions,  to  the  satisfaction  of 
the  Administration,  are  taken. 

6.2  As  far  as  pratiicable,  accidental  access 
to  dangerous  voltages  within  the  equipment 
should  be  prevented  and  an  appropriate 
warning  notice  be  affixed. 

6.3  The  equipment,  when  operating, 
should  not  be  damaged  by  the  effects  of 
open-circuited  or  short-circuited  antenna 
terminals  for  a  period  of  at  least  5  minutes. 

7.  Durability  and  reststance  to  effects  Of 
climate:  The  equipment  should  continue  to 
operate  in  accordance  with  the  operational 
standards  contained  in  this  recommendation 
under  the  cxsndltlons  of  sea  state,  vibration, 
humidity  and  change  of  temperature  likely 
to  be  expected  on  board  ships 

8  Pouer  supply:  8  1  The  equipment  should 
continue  to  operate  in  accordance  with  the 
operational  standards  contained  in  tliis  rec- 
ommendation In  the  presence  of  variations 
of  the  power  supply  likely  to  be  expected  on 
board  ships. 

8.2  Provtsion  should  be  made  for  protect- 
ing the  equipment  from  the  effects  of  exces- 
sive voltages,  transients  and  reversal  of  the 
power  supply  polarity. 

8.3  If  provision  is  made  for  operating  the 
Installation  from  alternative  sources  of  elec- 
trical energy,  arrangements  for  rapidly 
changing  from  one  source  of  energj'  to  the 
other  should  be  Incorporated. 

9.  Protection  against  interference:  8.1  AH 
reasonable  and  practicable  steps  should  be 
taken  to  eliminate  the  causes  of,  and  to  sup- 
press, electromagnetic  Interference  between 
the  installation  and  other  electronic  equip- 
ment on  board. 

9.2  No  unit  of  the  installation  shall  be 
fitted  within  the  minimum  safe  distance  at 
which  they  may  t>e  mounted  from  a  standard 
or  a  steering  magnetic  compass  These  dis- 
ances  should  be  clearly  Indicated  on  the  ex- 
terior of  each  unit. 

10,  Transmitter  output  poioer:  10,1  The 
Transmitter  output  power  should  be  between 
6  and  25  watts. 


lOJ  Provision  sihould  be  made  for  reduc- 
ing the  transmitter  output  power  to  a  value 
of  between  0.1  and  1  watt. 

11.  Receiver  parameten.  Ill  The  sensi- 
tivity of  the  receiver  should  be  equal  to  or 
better  than  2  microvolts  for  a  slgnal-to-nolse 
ratio  of  20  dB. 

11J2  The  selectivity  of  the  receiver  should 
be  such  that  Intelligibility  of  the  wanted  sig- 
nal Is  not  seriously  affected  by  unwanted  sig- 
nals. 

12,  Loudspeaker  and  telephone  handsets- 
12.1  The  receiver  output  should  be  suitable 
for  use  with  a  loudspeaker  and.  or  a  tele- 
phone handset  The  audio  output  should 
be  sufiScient  to  be  heard  in  the  ambient  noise 
level  likely  to  be  expected  on  board  ships. 

12.2  It  should  be  possible  to  switch  off  the 
loudspeaker  without  affecting  the  audio  out- 
put of  the  telephone  handset,  if  provided. 

12.3  In  the  tren-smit  condition  during 
simplex  operation  the  output  of  the  receiver 
shall  be  muted. 

12.4  In  the  transmit  condition  during  du- 
plex operation,  only  the  telephone  handset 
shall  be  In  circuit  Care  should  be  taken  to 
prevent  harmful  electrical  or  acoustic  feed- 
back, which  could  cause  singing. 

13  1  Miscellaneous  13  1  The  equipment 
should  be  provided  with  an  external  indica- 
tion of  manufacture,  xypo  and  or  number, 

13  2  Information  should  be  provided  to  en- 
able competent  members  of  the  ship's  staff  to 
operate  and  maintain  the  equipment  effi- 
ciently. 

13.3  The  internal  parts  of  the  equipment 
should  be  easily  accessible  for  Inspection  and 
maintenance  purposes. 

Appendix   B 

operational  standards  for  shipbornx 

RADIO   E4I7IFkl£NT 

P'f/TTnimir!/  draft  Operational  Standards  for 
Radiotelephone  Alarm  Signal  Generators 

1.  /ntroducfton :  The  Radiotelephone 
Alarm  Signal  Generating  Device  in  addition 
to  meeting  the  requirements  of  the  Radio 
Regulations,  shall  comply  with  the  following 
operational  standards, 

2.  Frequency  and  duration  of  tones:  2.1 
The  frequency  of  both  the  1300Hz  and  2200Hz 
tones  shcai  be  maintained  within  a  tolerance 
of  r;1.5  per  cent. 

22  The  duration  of  each  tone  shall  be 
malntamed  vrlthln  a  tolerance  of  ±50  milli- 
seconds. 

2  3  The  Interval  l>etween  successive  tone? 
shall  be  not  greater  than  50  milliseconds. 

2,4  The  ratio  of  the  amplitude  of  the 
stronger  tone  to  that  of  the  weaker  shall  be 
within  the  range  1  to  1.2. 

3.  Modulation:  The  output  of  the  device 
should  be  sufficient  to  modulate  adequately 
the  Eissociated  transmitter  when  the  alarm 
signal  Is  applied, 

4.  Disconnection:  The  device  should  be 
capable  of  being  taken  out  of  service  at  any 
time  in  order  to  permit  the  immediate  trans- 
mission of  a  distress  message, 

5.  Permissible  tcarmtny-up  period:  It 
should  be  possible  to  generate  the  Radio- 
telephone Alarm  Signal  within  (30  seconds ) 
of  switching  on, 

6.  Durability  and  resistance  to  effects  of 
climate — The  device  should  continue  to  op- 
erate in  accordance  with  the  operational 
standards  contained  In  this  recommendation 
under  the  conditions  of  sea  state,  vibration, 
humidity  and  change  of  tempera' -ire  likely 
to  be  exjjected  in  a  ship. 

7.  Aural  monitoring — Prorlslons  should  be 
made  to  permit  aural  monitoring  of  the  alarm 
signal  without  the  generation  of  radio- 
frequency  energy. 

8.  Alarm  siffnal  repeat — After  generatlOQ  of 
the  Radiotelephone  Alarm  Signal,  no  delaj 
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should  occur  before  the  device  Is  capable  of 
repeating  the  signal. 

9.  Safety  precautions — 9.1.  As  far  as  prac- 
ticable, accidental  access  to  dangerous  volt- 
ages within  the  device  should  be  prevented 
and  an  appropriate  warning  notice  be 
affi.ved. 

■  9  2  Means  be  provided  for  earthing  the  case 
of  the  device  but  this  should  not  cause  any 
terminal  of  the  source  of  electrical  energy  to 
be  earthed. 

.  10.  Controls — 10.1  All  controls  should  be  of 
such  size  and  form  to  permit  normal  adjust- 
ments to  be  easily  performed,  and  should 
be  clearly  marked  to  show  their  purpose. 

10.2  The  number  of  controls  available  at 
the  exterior  of  the  device  should  be  the  mini- 
mum necessary  for  {satisfactory  and  simple 
operation,  and  should  be  arranged  such  that 
the  possibility  of  accidental  operation  Is 
minimized.  ^ 

11.  Power  supply — 11.1  The  device  should 
continue  to  operate  in  accordnnce  with  the 
operational  standards  contained  in  this  rec- 
commendatlon  In  the  presence  of  variations 
of  the  power  supply  likely  to  be  expected  In 
a  ship. 

11.2.  Provision  should  be  made  for  protect- 
ing the  device  from  the  effects  of  excessive 
voltages,  transients  and  reversal  of  the  power 
supply. 

12.  AfisceUuncous— 12.1  The  device  should 
be  provided  with  an  external  indication  of 
manufacture,  type  and  or  number. 

12.2  Information  .should  be  provided  to  en- 
able competent  members  of  the  ship's  staff 
to  operate  and  maintain  the  equipment 
efficiently. 

(FR  Dor  77-16804  Filed  6   l.T  77:845  am) 

FEDERAL   ENERGY 
ADMINISTRATION 

COr-iFERENCE  TO  DlSCUSf:  ALTERNATIVE 
MEANS  OF  DEVELOPING  OIL  AND  GAS 
RESERVES  DATA  FOR  TH.:  PETROLEUM 
PRODUCTION  AND  RESERVE  INFORMA- 
TION   SYSTEM 

Public  Pane'  Discussion 

Notice  is  hereby  given  that  a  discussion 
of  the  issues  related  to  alternative  means 
by  which  the  FEA  can  develop  compre- 
hensive oil  and  gas  reserves  data  will  be 
the  topic  of  a  panel  discussion  to  be  held 
on  July  12.  1977.  from  9:00  a.m.  to  5:00 
p.m.  in  Conference  Room  B,  Departmen- 
tal Auditorium.  Old  Labor  Department 
Building.  Constitution  Avenue  between 
12th  and  14th  Streets  NW..  Washington. 
DC. 

Pursuant  to  the  Energy  Supply  and 
Environmental  Coordination  Act  of  1974, 
as  amended,  and  the  Energy  Conserva- 
tion and  F>i-oduction  Act,  FEA  has  au- 
thority and  responsibility  to  obtain  and 
publish  oil  .ind  gas  reserves  information. 
The  President  in  his  recent  energy  mes- 
sage announced  the  development  of  a 
petroleum  production  and  resei"ves  in- 
formation system.  In  order  to  carry  out 
these  obligations.  FEA  Ls  considering  al- 
ternative means  for  developing  oil  and 
gas  reserves  data  on  a  continuing  basis. 

The  petroleum  production  and  reserve 
information  system  is  expected  to  con- 
tain comprehensive  oil  and  gas  data 
which  will : 

1  Meet  the  needs  of  Congress,  Fed- 
eral Agencies,  industry,  and  the  general 
public   by  providing  consistent  produc- 


tion and  reserves  estimates  for  policy 
guidance  and  operational  decisions. 

2.  Minimize  duplication  and  the  bur- 
den on  those  supplying  the  basic  data.. 
(Needs  of  States,  Federal  Agencies,  pri- 
vate industries,  and  the  general  public 
will  be  considered.) 

3.  Develop  information  having  an  ac- 
ceptable degree  of  accuracy  through  ap- 
propriate methodologies. 

4.  Strike  a  balance  between  cost  to 
industry  and  the  government  and  needs 
for  timeliness,  accuracy,  and  detail. 

FEA  held  a  public  meeting  on  May  27, 
1976.  on  rescn'es  information.  Following 
this  meeting,  FEA  asked  the  Office  of 
Management  and  Budget  <OMB)  to 
head  aii  ad  hoc  interagency  committee 
to  review  reserves  reporting  within  the 
government.  OMB  held  a  second  public 
meeting  on  July  22,  1976,  to  obtain  fur- 
ther input  on  how  such  a  study  might 
be  undertaken.  The  recommendations  of 
the  committee  were  published  by  OMB 
in  the  March  1977  issue  of  Statistical 
Reporter. 

This,  public  panel  discussion  is  to  ad- 
dress the  alternative  means  being  con- 
sidered by  FEA  to  obtain  oil  and  gas 
resei-ves  data  and  to  improve  the  credi- 
bility of  such  data.  The  alternative 
means  being  considered  will  be  made 
publicly  available  prior  to  this  discus- 
sion. The  panel  will  consist  of  represent- 
atives from  the  Federal  Government. 
Congress,  private  industry,  and  the  pub- 
lic. Tlie  meeting  is  open  to  the  public. 
Any  member  of  the  public  who  wishes 
to  file  a  written  statement  with  the  FEA 
will  be  permitted  to  do  so.  either  before 
or  within  7  days  after  the  meeting. 
Members  of  the  public  who  wish  to  make 
oral  statements  should  inform  Sam  O. 
Wood,  Project  Manager.  Petroleum 
Production  and  Reserve  Information 
System.  FEA.  12th  and  Pennsylvania 
Avenue  NW..  Room  4440.  Washington, 
D.C.  20461.  Phone  (202)  566-9364,  at 
least  7  days  prior  to  the  meeting. 

The  transcript  of  the  meeting  will  be 
available  for  public  review  at  the  Free- 
dom of  Information  Public  Reading 
Room,  Room  2107,  FEA.  Federal  Build- 
ing. 12th  and  Pennsylvania  Avenue  NW., 
Washington.  D.  C.  between  the  hours  of 
8:00  a.m.  and  4:30  p.m..  Monday 
through  Friday,  except  Federal  holidays. 
Any  person  may  purchase  a  copy  of  the 
transcript  from  the  reporter. 

Issued  at  Washington,  D.C.  on  June 
8.  1977. 

Eric  J.  Fygi, 
Acting  General  Counsel. 

jFR  Doc  77  16856  FUed  6-13-77:8:45  am) 


STATE    ENERGY   CONSERVATION    PLANS 

Nec^ative  Determination  of  Environmental 
Impact  re  the  New  Jersey  Energy  Conser- 
wation  Plan 

Pursuant  to  10  CFR  208.4,  the  Federal 
Energy  Administration  hereby  gives  no- 
tice that  it  has  performed  an  analysis 
and  review  of  the  environmental  impacts 
a.=;sociated  with  the  provision  of  Federal 


financial  assistance  for  the  implementa- 
tion, by  the  State  of  New  Jersey,  of  its 
State  Energy  Conservation  Plan.  Federal 
funding  is  authorized  by  Part  C  of  Title 
in  of  the  Energy  Policy  and  Conserva- 
tion Act,  42  U.S.C,  6321  et  seq. 

Based  upon  assessment  of  environ- 
mental impacts  that  are  exi>ected  to  re- 
sult from  implementation  of  this  plan, 
the  FEA  has  determined  that  Federal 
financial  assistance  will  not  be  a  "major 
Federal  action  significantly  affecting  the 
quality  of  the  human  environment" 
within  the  meaning  of  section  102 1  2j  'O 
of  the  National  Environmental  Policy 
Act  of  1969.  42  U.S.C.  4332(21  (O.  There- 
fore, pursuant  to  10  C.F.R.  208.4'c),  the 
Federal  Energy  Administration  has  de- 
termined that  an  environmental  impact 
statement  is  not  required  for  this  plan. 

Single  copies  of  the  environmental  as- 
sessment of  the  State  Plan  for  New  Jer- 
sey are  available  upon  request  from  the 
FEA  Office  of  Communications  and  Pub- 
lic Affairs,  Room  3138,  12th  and  Pennsyl- 
vania Avenue,  N.W.,  Washington.  D.C. 
20461. 

Copies  of  the  environmental  assess- 
ment will  also  be  available  for  public  re- 
view in  the  Federal  Energy  Administra- 
tion Information  Access  Reading  Room, 
Room  2107,  12th  and  Pennsylvania  Ave- 
nue, N.W.,  Washington,  D.C.  20461. 

Interested  persons  are  invited  to  sub- 
mit data,  views  or  arguments  with  re- 
spect to  the  environmental  assessment  to 
Executive  Communications.  Box  NC, 
Room  3317.  Federal  Energy  Administra- 
tion. Washington,  D.C.  20461. 

Comments  should  be  identified  on  the 
outside  of  the  envelope  and  on  docu- 
ments submitted  to  FEA  Executive  Com- 
munications with  the  designation,  "En- 
vironmental Assessment — New  Jersey 
Energy  Conservation  Pl?n."  Fifteen  cop- 
ies should  be  submitted.  All  comments 
should  be  received  by  FEA  by  4:30  p.m., 
e.d.t.,  June  24,  1977,  in  order  to  receive 
full  consideration. 

Any  information  or  data  considered 
by  the  person  submitting  it  to  be  con- 
fidential must  be  so  identified  and  sub- 
mitted in  one  copy  only.  The  FE.A.  re- 
sei^ves  the  right  to  determine  the  con- 
fidential status  of  the  informaion  or  data 
and  to  treat  it  according  to  that  deter- 
mination. 

Issued  in  Washington.  D.C.  June  9. 
1977. 

Eric  J.  Fygi, 
Acting  General  Counsel, 
Federal  Energy  Admmistration. 

Section  1.  Transfers  from,  the  Federal  En- 
ergy Administration. 

(a)(1)  All  authority  of  the  Administrator 
of  the  Federal  Energy  Administration  under 
Executive  Order  11790  (June  25.  19741  — 

(I)  Pursuant  to  Section  2(a)  thereof,  to 
exercise  authority  vested  in  the  President 
by  the  Emergency  Petroleum  Allocation  Act 
of  1973; 

(II)  Pursuant  to  Section  3  thereof,  to 
exercise  authority  vested  In  the  President 
under  Section  203(a)(3)  of  the  Economic 
Stabilization  Act  of  1970,  axid  under  Section 
4(b)  of  Executive  Order  11748  (December  4, 
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1973),  to  the  extent  such  authority  remalnfi 
available  under  section  218  of  that  act: 

(ill)  Pursuant  to  Section  4  thereof,  to 
exercise  the  authority  vested  In  the  Presi- 
dent by  the  Defense  Production  Act  of  1950, 
as  it  relates  to  the  production,  conservation, 
use.  control,  distribution,  and  allocation  of 
energv,  without  approval,  ratification,  or 
other' action  of  the  President  or  any  other 
official  of  the  executive  branch  of  the  Govern- 
ment; 

(2)  The  reports  required  to  be  submitted 
by  tlie  Administrator  of  the  Federal  Energy 
Administration  pursuant  to  Section  2(b)  of 
Executive  Order  11790  shall  be  submitted 
bv  the  Secretarv. 
'  (b)  The  authority  of  the  Federal  Energy 
Administration  to  participate  lu  Federal  Re- 
gional Councils  pursuant  to  Section  3  of  Ex- 
ecutive Order  U8d2  (December  31,  1976), 
and  of  tUe  Deputy  Adnunlslrator  of  the  Fed- 
eral Energv  Administration  to  participate  in 
the  Under  Secretarlcb  Group  for  Regional 
Operations  pursuant  to  Section  4  thereof.  Is 
berebv  transferred  to  the  Department  of  En- 
ergy and  the  Deputy  Secretary  of  Energy, 
respectivelv. 

(C)  The  authority  of  the  Administrator  of 
the  Federal  Energy  Administration  pursuant 
to  Executive  Order  1912  (April  13,  1976). 
delegating  authorities  relating  to  energy  pol- 
icy and  conservation,  is  transferred  to  the 
Secretary  of  Energy,  provided  that  where 
such  order  requires  consultation  with  the 
Administrator  of  the  Energy  Research  and 
Development  Administration,  such  require- 
ment is  revoked. 

(d)  The  authority  of  the  Administrator 
of  the  Federal  Energy  AdminlBtration  pur- 
suant to  Proclamation  No.  3279.  as  amended. 
is  hereby  transferred  to  the  Secretary  of  the 
Department  of  Energy. 

Section  4.  Transfers  from  the  Department 
of  the  Interior. 

(B)  (1)  AH  authority  delegated  to  the  Sec- 
retary of  the  Interior  to  approve,  supervise, 
and  direct  the  activities  of  the  BonnevlUe 
Power  .'Vdministration,  is  transferred  to  the 
Secretary. 

(2)  All  authority  delegated  to  the  Secre- 
tary of  the  Interior  to  approve,  supervise, 
and  direct  the  Bvireau  of  Reclamation  with 
respect  to  its  power  marketing  functions 
(Including  the  construction.  oi>eration,  and 
maintenance  of  transmission  lines  and  at- 
tendant facilities)  is  revoked. 

(b)(1)  All  authority  of  the  Department 
of  the  Interior  pursuant  to  Executive  Order 
7510  (December  11,  1936).  is  transferred  to 
the  Secretary,  acting  by  and  through  the  Ad- 
ministrator of  the  Bonneville  Power  Ad- 
nalntstratlon. 

(2)(i)  All  authority  of  the  Bonneville 
Power  Administration  and  of  the  Adminis- 
trator thereof,  pursuant  to  Executive  Order 
8526  (August  24.  1946).  Is  tran.sferred  to  the 
Secretary,  acting  by  and  through  the  Ad- 
ministrator of  the  Bonneville  Power  Ad- 
ministration. 

(ill  Ail  authority  of  the  Bureau  of  Recla- 
mation, and  of  the  Commissioner  thereof. 
pursuant  to  said  Executive  Order,  and  of  the 
Secretary  of  the  Interior  pursuant  to  Section 
4  thereof,  is  transferred  to  the  Secretary. 

(3i  The  authorization  granted  to  em- 
ployee.'; of  the  Burea,'  of  Reclamation  pur- 
suant to  Executive  Oi-ler  9845  (April  28. 
1947 ) ,  shall  apply  to  employees  of  the  De- 
partment of  Energy  to  the  extent  necessary 
to  facilitate  their  implementation  of  func- 
tions transferred  from  the  Bureau  of  Recla- 
mation to  the  Secretary  by  Section  302(5) 
of  the  DEOA. 

(4)  The  designation  of  the  Bonneville 
Power  Administration  as  an  agency  coining 
within  the  definition  of  ■Department"  for 
purposes  of  Title  I  of  the  Renegotiation  Act 


of  1961  (Public  Law  82-9).  pursuant  to  Kx- 
ecuUve  Order  10299  (October  31.  1961)  Is 
transferred  to  the  Bonneville  Power  Admin- 
istration within  the  Department  of  Energy. 

(5)  The  membership  of  the  Secretary  of 
the  Interior  in  the  Defense  Mobilization 
Board,  pursuant  to  Section  102(a)  of  Execu- 
tive Order  10480  (August  14,  1953).  and  his 
priorities  and  allocations  authority  under 
the  Defei;.=e  Production  Act  of  1950.  pur- 
suant to  Section  201(a)(1)  thereof,  we 
transferred  to  the  Secretary  of  the  Depart- 
ment of  Energy. 

(6)  (i)  The  designation  of  the  Administra- 
tor of  the  Bonneville  Power  Administration 
as  a  constituent  of  the  United  States  Entity 
under  the  treaty  between  the  United  States 
and  Canada  signed  January  17,  1961.  pur- 
suant to  Executive  Order  11177  (Septem- 
ber 16,  1964).  shall  apply  to  the  Secretary 
acting  by  and  through  the  .Administrator  of 
the  Bonneville  Power  Administration. 

(11)  The  authority  of  the  Secretary  of  the 
Interior  pursuant  to  said  Executive  Order 
Is   transferred   to   the   Secretary. 

(7)  The  membership  of  the  Department  of 
the  Interior  in  the  Pacific  Northwest  River 
Basins  Commtseion  pursuant  to  Executive 
Order  11331  (March  6,  1967) ,  is  transferred  to 
the  Secretary  of  the  Department  of  Energy, 
acting  by  and  through  the  Administrator  of 
the  BonnevUle  Power  Administration. 

(8)  (a)  The  authority  of  the  Secretary  of 
the  Interior  pursuant  to  Part  7  of  Executive 
Order  11490  (October  28.  1969).  as  amended 
by  Executive  Order  11921  (June  11,  1976), 
with  respect  to  electric  power,  petroletim 
and  gas.  solid  fuels,  and  (insofar  as  it  re- 
lates to  the  generation  of  electric  power. 
drlHlng  for  petroleum  and  gas,  and  the  min- 
ing of  solid  fuels)  water,  is  transferred  to  the 
Secretary. 

(b)  The  authority  of  the  Departmeut  of 
the  Interior  pursuant  to  Sections  [902(6)1. 
1301(1),  1401(28).  and  2701(1),  are  trans- 
ferred to  the  Secretary. 

|FR  Doc .77-16858  Filed  6-13-77:8:45  am] 


The  procedures  specified  in  this  Notice 
will  be  effective  as  of  June  13,  1977. 

Issued  in  Washington,  D.C,  June  8. 
1977. 

Eric  J.  Fygi, 
Acting  General  Counsel. 

[PR  Dck:.77_16881  Pile  6-13-77;8:45  am] 


applicmtions  for  exceptions  and 

APPEALS 

Revised  Procedures  Concerning 
Conferences  ano  Hearings 

Notice  is  hereby  given  that  the  OfiSce 
of  Exceptions  and  Appeals  of  the  Federal 
Energy  Administration  will  be  imple- 
menting a  revised  procedure  with  respect 
to  attendance  at  the  conferences  and 
hearings  which  it  conducts  with  respect 
to  Applications  for  Exceptions  and  Ap- 
peals On  the  first  business  day  of  each 
week,  the  OfRce  of  Exceptions  and  Ap- 
peals wiU  post  a  list  of  any  such  confer- 
ence or  hearing  which  it  will  be  conduct- 
ing during  the  course  of  that  week  to- 
gether with  the  lime  and  place  of  the  ses- 
sion. If  any  additions  or  changes  occur  in 
that  schedule  those  changes  will  also  be 
pasted.  The  list  will  be  posted  and 
maintained  at  the  Public  Docket  Room 
of  the  OfBce  of  Private  Grievances  and 
Redress.  Room  B-120.  2000  M  Street. 
N.W..  Washington.  DC  The  hearing.s 
and  conferences  that  appear  on  the 
list  will  be  open  to  the  public.  How- 
ever, in  accordance  with  applicable  statu- 
tory and  regulatory  requirements,  the 
persons  attending  tlie  conference  or 
hearing  when  proprietary  financial  or 
confidential  data  is  discussed  may  be  lim- 
ited to  the  party  presenting  the  material. 


FEDERAL   MARITIME   COMMISSION 

1  Docket  No.  77-23.  Agreement  No  10294) 

AMERICAN    EXPORT   LINES.    INC.   ET   AL. 

Order  of  Investigation  and  Hearing 

Agreement  No  10294  among  American 
Export  Lines.  Inc..  Atlantic  Container 
Line  <G.IE.>.  D.\rt  Containerline  Co.. 
Ltd..  Hapag-Lloyd  AG.  Sea-Land  Serv- 
ice. Inc..  Seatrain  International.  S.  A. 
and  United  States  Lines.  Inc..  was  filed 
on  April  18.  1977,  with  the  Commission 
for  apyproval  pursuant  to  section  15  of 
the  Shipping  Act.  1916.  Additional  sign- 
ers of  the  agreement  suteequent  to  Its 
filing  are  Zim  American  Israel  Shipping 
Co  .  Inc  on  behalf  of  Zim  Container 
Service.  Japan  line,  Ltd.,  Mitsui  O  SX. 
Unes.  Ltd.,  Nippon  Yusen  Kaisha.  Ka- 
wasaki Kisen  Kaisha,  Ltd.  and  Yama- 
shita-Shinnihon  Steamship  Co..  Ltd. 

Under  the  t«rms  of  the  agreement: 

(1)  No  payment  or  compensation  for  the 
consolidation  or  deconsolidation  of  such 
shipments  performed  at  any  place  other  than 
a  deepsea  waterfront  facUity  is  to  be  made. 

(2)  Application  of  the  agreement  is  re- 
stricted to  shipments  of  mixed  commcxiities 
by  any  person  from  or  to  United  States  At- 
lantic and  Gulf  ports  moving  on  behalf  of 
multiple  shippers. 

It  attempts  to  void,  nullify,  cancel  or  ter- 
minate any  provisions  of  any  other  agree- 
ment previously  approred  by  the  Commlaelon 
in  conflict  or  otherwise  inconsistent  with 
this  agreement  and  also  lead  to  the  revision 
of  any  tariff  provisions  which  would  con- 
flict with  the  purpose  of  the  agreement. 

Notice  of  the  filing  of  Agreement  No 
10294  with  a  request  for  interested  per- 
sons to  comment  thereon  was  published 
in  the  Federal  Register  and  in  response 
to  that  notice  protests  were  tiled  by  Bos- 
ton Consolidation  Service  'BCS^ ,  United 
States  Department  of  Justice  <DOJ>  and 
several  non -vessel  operating  common 
carriers  'NVOs^.  DOJ  and  the  NVOs 
requested  a  hearing  on  the  agreement 
and  BCS  requested  inclusion  in  any  and 
all  matt^-rs  herein  as  a  party  of  con- 
cerned interest  additionally,  more  than 
19  customer  letters  of  support  on  behalf 
of  Yellow  Forwarding  Company,  a  non- 
vessel  operating  common  carrier  with 
tariffs  on  file  at  this  Commission,  were 
received  bearing  reference  to  this  agree- 
ment and  protecting  withdrawal  of  con- 
solidation allowances  in  general. 

Parties  to  the  agreement  have  re- 
quested expedited  administrative  con- 
sideration of  the  agreement  on  the 
grounds  thnt  the  recent  ILA  strike  was 
terminated  in  exchange  for  the  filing  of 
this  agreement.  Sj^ecific  justification  for 
the  agreement  has  not  been  received. 

Protestants  oppose  Agreement  No. 
10294  on  several  groimds  including:  il" 
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The  agreement  is  illegal  on  lU';  face  be- 
cause it  per  se  violates  the  antiU'ust  laws, 
<2)  it  would  modify  approved  confer- 
ence and  other  agreements  by  its  very 
terms  without  any  revision  of  the  agree- 
ments affected.  i3>  it  conflicts  with  and 
serves  to  contravene  previously  issued 
court  decisions  and  orders,  <  4 '  it  has  not 
been  justified  to  show  benefits  to  be  de- 
rived by  the  public,  i5>  it  cannot  be  dis- 
approved without  a  hearing  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  and 
(6)  substantive  protests  have  been 
lodged  requesting  a  hearing. 

Upon  consideration  of  Agreement  No. 
10294  and  the  numerous  factual  and 
legal  issues  which  surround  its  imple- 
mentation and  appr  ova  bill  ty.  the  Com- 
mission has  determined  that  it  should  be 
made  the  subject  of  an  adjudicatory  pro- 
ceeding, and  that  an  investigation  and 
hearing  should  be  instituted  to  deter- 
mine, among  other  things,  whether 
Agreement  No.  10294  should  be  approved, 
disapproved  or  modified  pursuant  to  sec- 
tion 15  of  the  Shipping  Act,  1916. 

It  is  therefore  ordered.  That  pursuant 
to  section  15  (46  U.S  C.  814)  and  section 
22  1 46  U.S.C.  821)  of  the  Shipping  Act, 
1916.  a  proceeding  is  hereby  instituted 
to  determine: 

111  Whether  Agreement  No.  10294  is 
a  true  and  complete  copy  of  the  under- 
standings or  arrangements  betv\'een  the 
parties; 

<  2 1  Whether  the  parties  have  in  any 
manner  entered  into  and  implemented 
any  agreement  or  agreements,  under- 
standings, and  or  arrangements  without 
prior  approval,  in  violation  of  section  15 
of  the  Act;  and 

1 3)  Whether  Agreement  No.  10294,  or 
agreements,  understandings,  or  arrange- 
ments between  the  parties  shall  be  ap- 
proved, disapproved,  or  modified  under 
the  provisions  of  that  section. 

/(  is  further  ordered.  That  this  pro- 
ceeding be  expedited. 

/(  is  further  ordered.  Tliat  the  carrier 
signatories  listed  in  Appendix  A  below, 
are  hereby  made  Proponents  in  this  pro- 
ceeding. 

It  is  further  ordered.  That  Boston  Con- 
solidation Service,  the  several  non-vessel 
operating  common  carriers  and  the 
United  States  Department  of  Justice 
listed  in  Appendix  B  below,  are  hereby 
made  Protestants  m  this  proceeding. 

It  is  further  ordered.  That  in  accord- 
ance with  the  rules  of  practice  and  pro- 
cedure of  this  Commission  1 46  CFR 
502.42' ,  Hearing  Counsel  shall  be  a  party 
to  this  proceeding. 

It  is  further  ordered.  That  a  public 
hearing  be  held  in  this  proceeding  and 
that  the  matter  be  assigned  for  hearing 
and  decision  by  an  AdininLstrative  Law 
Judge  of  the  Commissions  Office  of  Ad- 
ministrative Law  Judges  at  a  date  and 
place  to  be  determmed  and  announced  by 
the  Presiding  Administrative  Law  Judge, 
bu;  no  later  than  December  S,  1977. 

It  is  further  ordered.  That  the  hearing 
shall  include  oral  testimony  and  cross- 
examination  In  the  discretion  of  the  pre- 


.-^idmg  officer  only  upon  a  proper  showing 
that  there  are  genuine  issues  of  material 
fact  that  cannot  be  resolved  on  the  basis 
of  sworn  statements,  affidavits,  deposi- 
tions, or  other  documents  or  that  the 
nature  of  the  matter  in  issue  is  such  that 
an  oral  hearing  and  cross-examination 
are  necessary  for  the  development  of  an 
adequate  record. 

It  is  further  ordered.  That  this  order 
be  published  in  the  Federal  Register, 
and  a  copy  thereof  served  upon  Propo- 
nents, and  Protestants  and  as  listed  in 
the  Appendices  hereto. 

It  is  further  ordered.  That  any  per- 
son's' other  than  Proponents,  Protes- 
tants, and  the  Bureau  of  Hearing  Coun- 
sel having  an  interest  and  desiring  to 
participate  in  this  proceeding  shall  file  a 
petition  to  intervene  pursuant  to  Rule  72 
(46  CFR  502.72)  of  the  Commission's 
rules  of  practice  and  procedure. 

It  is  further  ordered,  That  all  docu- 
ments submitted  by  any  party  of  record 
in  this  proceeding  shall  be  directed  to  the 
Secretary.  Federal  Maritime  Commis- 
sion, Washington,  D.C.  20573  in  an  origi- 
nal and  15  copies,  as  well  as  being  mailed 
directly  to  all  parties  of  record. 

By  the  Commission. 

Joseph  C.  Polking, 
Acting  Secretary. 

Appendix  A 

.American  E.tport  Lines,  Inc. 
.Atlantic  Container  Line  G.I.E 
Dart  Contatnerllne  Co.,  Ltd. 
Hapag-Lloyd  AG 
Japan  Line.  Ltd. 
Kawa.sakl  Kisen  Kalsha.  Ltd. 
MiLsui  O  S.K.  Lines,  Ltd. 
Nippon  Yiisen  Kalsha 
Sea-Land  Service.  Inc. 
Seatrain  International.  S.A. 
United  States  Lines,  Inc. 
Yamashita-SMnnlhon  Steamship  Co..  Ltd. 
Zini  American  Israeli  Shipping  Co.,  Inc.  on 
behalf  of  Zlm  Container  Service 

c  o  Howard  A.  Levy,  Esquire.  Suite  727,  17 
Battery  Place.  New  York,  New  York  10004. 

Appendix  B 

Boston  Consolidation  Service,  Inc.,  P.O.  Box 
75,  Boston,  Massachusetts  02129, 

Andrews  International,  Inc. 

C.  S.  Greene  and  Company,  Inc. 

Expres.^  Forwarding,  Inc. 

Imex  Trans  Corp. 

Intermodal  Container  Service 

Lyons  Tran.'^port.  Inc. 

Thru  Container  Corp. 

Twin  Express.  Inc. 

Unlmodal.  Inc. 

Yellow  FYelght  International 

The  Wilson  Group 

International  Container  Express 

Iniernati.  nal  Association  of  NVOCC's 

.'  o  Raymond  P.  de  Member,  Esquire,  Suite 
400,  Fairfax  Circle  Bldg.,  3251  Old  Le© 
Highway.  Fairfax.  Virginia  22030. 

United  States  Department  of  Justice 
Regulated  IndiLstrles  Section 
AntUni.st  Division 
Department  of  Justice 
Washington.  DC.  20530 

[FR  Doc. 77-16909  Filed  6-13-77;8:46  am] 


MARSEILLES   NORTH   ATLANTIC   U.S.A. 
FREIGHT   CONFERENCE 

Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  <39  Stat.  733.  75  Stat.  763,  46 
U.S.C.  814). 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission,  1100  L  Street.  NW.. 
Room  10126;  or  may  inspeci  the  agree- 
ment at  the  Field  Offices  located  at  New 
York,  N.Y.,  New  Orleans.  Louisiana, 
San  Francisco,  California  and  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing 
may  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  Commission.  Washington, 
D.C,  20573.  on  or  before  July  5.  1977. 
Any  person  desiring  a  hearing  on  the 
proposed  agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi- 
dence. An  allegation  of  discrimination  or 
unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a  vi- 
olation of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  al- 
leged, the  statement  shall  set  forth 
with  particularity  the  acts  and  circum- 
stances said  to  constitute  such  violation 
or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 

John  R.  Attanasio.  Esquire.  BlUlg.  Sher  & 
Jones,  P.C,  Suite  300.  2033  K  Street.  N.W., 
Washington,  DC.  20006. 

Agreement  No.  5660-23,  among  the 
members  of  the  above  named  Freight 
Conference,  amends  the  basic  organic 
agreement  to  provide  that  il>  final  de- 
cision on  conference  matters  may  be 
made  by  telex,  cable  or  telephone  poll, 
and  that  such  decisions  shall  require  the 
unanimous  approval  of  the  members  and 
(2)  sets  forth  new  self-pohcing  and  cargo 
inspection  procedures. 

Dated:  June  9,  1977. 

By  order  of  the  Federal  Maritime  Com- 
mission. 

Joseph  C.  Polking. 
Acting  Secretary. 

[FR  Doc. 77-16910  Filed  6-13-77.8:45  am] 


SOUTH  AND  EAST  AFRICA/U.S.A.  CON- 
FERENCE AND  UNITED  STATES/SOUTH 
AND  EAST  AFRICA  CONFERENCE 

Agreements  Filed 
Notice  is  hereby  given  that  the  follow- 
ing agreements  have  been  filed  with  the 
Commission  for  approval   pursuant   to 
section  15  of  the  Shipping  Act.  1916.  as 
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amended  '39  Stat.  733.  75  Stat.  763.  46 
use.  814). 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreements  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission.  1100  L  Street.  NW.. 
Room  10126:  or  may  inspect  the  agree- 
ment'; at  the  Field  Offices  located  at  New 
York.  NY..  New  Orleans.  Louisiana.  San 
Francisco.  California,  and  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, includuig  requests  for  hearing. 
may  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  Commission.  Washington. 
DC  20573.  on  or  before  July  5,  1977  Any 
person  desiring  a  hearing  on  the  pro- 
posed agreements  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi- 
dence An  allegation  of  discrimination  or 
unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  witli  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
tlie  statement  shall  set  forth  with  parti- 
cularity the  acts  and  circumstances  said 
to  constitute  such  violation  or  detriment 
to  commerce. 

A  copv  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agrements  <  as  indicated  hereinafter '  and 
the  statement  should  indicate  that  this 
has  been  done. 

Notice  of  Agreements  Filed  by: 

William  L.  Hamm.  Chairman,  South  and 
East  Africa  USA  Conference,  United 
States  South  and  East  Africa  Conference, 
25  Broadway,  New  York.  New  Yoric  10004. 

Agreements  Nos  8054-16  and  9502-11 
add,  respectively,  a  new  Clause  I'd'  and 
a  new  second  paragraph  to  Clause  2  to 
the  South  and  East  Africa  U.S.A.  Con- 
ference Agreement  and  the  United 
States  South  and  East  Africa  Confer- 
ence Agreement  to  include  within  the 
scope  of  each  agreement  "rates,  charges 
and  practices  relating  to  through  move- 
ments from  and  or  to  inland  points  of 
origin  or  destination  including  through 
and  joint  rates.",  whereby  the  Confer- 
ences may  enter  into  arrangements  with 
other  modes  of  transportation  for  the 
establishment  of  through  routes,  and 
through  and  joint  rates  applicable 
thereto  Member  lilies  of  each  Confer- 
ence may  publish  their  own  intermodal 
tariffs  in  the  Conference  trade  untU  such 
time  as  the  Conference  files  its  own  m- 
termodal  tariff  covering  the  same  origins. 
destinations  and  tariff  commodity 
descriptions  with  comparable  rates, 
terms  and  conditions  of  carriage,  and 
shall  at  all  times  be  fully  subject  to  the 
Conferences  self-policing  provisions 
and,  if  any.  statistical  reporting  require- 
ments. 

Dated:  June  9.  1977. 

By    order    of    the    Federal    Maritime 
Commission. 

Joseph  C.  Polking, 
Acting  Secretary. 

[PRDoc  77-16611  Piled  6-13-77  8  45  am] 


FEDERAL   POWER   COMMISSION 

(Docket  Nos.  CS77-560.  et  al  | 

HUBERT    K.    ELROD.    ET   AL 

Applications  for  "Smail  Pioducer" 
Certificates 

June  7.  1977. 
Take  notice  that  each  of  the  Appli- 
cants listed  herein  has  filed  an  applica- 
tion pursuant  to  Section  7<c'  of  the  Nat- 
ural Gas  Act  and  5  157.40  of  the  Regu- 
lations thereunder  for  a  "small  pro- 
ducer" certificate  of  public  convenience 
and  necessity  authorizing  the  sale  for 
re-sale  and  delivery  of  natural  gas  in  in- 
terstate commerce,  all  as  more  fully  set 
forth  in  the  applications  which  are  on 
file  with  the  Commission  and  open  to 
pubhc  inspection. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  should  on  or  before  July  1, 
1977.  file  with  the  Federal  Power  Com- 
mission. Washington,  D.C.  20426.  peti- 
tions to  intervene  or  protests  in  accord- 
ance with  the  requirements  of  the 
Commission's  Rules  of  Practice  and 
Procedure  (18  CFR  1.8  or  1.10'.  All  pro- 
tests filed  with  the  Commission  will  be 
considered  by  it  in  determining  the  ap- 
propriate action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties 
to  the  proceeding.  Persons  wishing  to 
become  parties  to  a  proceeding  or  to 
participate  as  a  party  in  any  hearing 
therein  must  file  petitions  to  intervene 
in  accordance  with  the  Commission's 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  Sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission's  Rules  of  Practice  and 
Procedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
all  applications  in  which  no  petition  to 
intervene  is  filed  within  the  time  re- 
quired herein  if  the  Commission  on  its 
own  review  of  the  matter  believes  that 
a  grant  of  the  certificates  is  required  by 
the  public  convenience  and  necessity. 
Where  a  petition  for  leave  to  mtervene 
is  timely  filed,  or  where  the  Commission 
on  Its  own  motion  believes  that  a  formal 
hearing  is  required,  further  notice  of 
such  hearing  will  be  duly  given 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicants  to  api>ear  or 
be  represented  at  the  hearmg 

Kenneth  F.  Plumb 

Secretary. 


DoekM 

DstcAM 

Applipvit 

No. 

CSTTMO 

May   23,1'.>T7 

Hubert  K.  Elrod.  P.O.  Box 
292.   tiiiynion.  Okltt.  7,'»42, 

CS— -561 

-.    do  

RoWn  E.  L.  Beehf.  P.O. 
Box     1281     Boulder,     tok). 

S(I3<I6. 

rs::-,s62 

.  .    do 

Unttiii  Gas  l^y>H'ni.  Inc..  P.O. 
B<ix  a47.  Imleperidemv, 
Kans.  (i7»il. 

(■S:T-563 

do 

Janies  A.  U.iMilsoii.  P.(», 
Box  4M,  Midliuid.  Tex. 
797iri. 

i\*:7-564 

do       - 

N.  R.  rhioo.  also  DVA.  riiij 
Oil  Co.,  K*  ("ommcn-" 
Bldp.,  Fort  Wunli.  T.\. 
761U2. 

(srr  S65 

do 

R  Rogers  Aston.  P.O.  Bot 
IIM),      Koswell,      N.      Mrx. 

8h201. 

i:?"-.m 

do 

Aston  Trusts  Niw.  A  and  B, 
Esther  A.ston  Ti^isis  No^ 
1  and  2.  P  O  Bo»  HXm, 
Koswell.     N.     M.x.     *t.1ll. 

C  S:7-5f.7 

May   36.1977 

Jolin  Weaver.  P.O.  Box  2226. 
RosweU,     N.    "Nliv.     «i2(ll. 

CS7T-568 

do 

Deo  DUKB^r.  1.(16  West  3d, 
Hoswell,     N.     M.X.     S&>tn. 

Ci?7T-5e9 

do 

.  PAR  Petroleum,  Inc..  Box 
280.    Liberal.    Kaiis.    67W>1. 

CSTT-STO 

do 

.  Court  Pappe.  Jr ,  Box  68»>. 
Kingfisher,  ( ilila.  "T.Stl. 

CS7T-5T1 

do 

.  Br>i*  Dugpar,  13ie  V*esl  :«d, 
Uoswell.     N.     Mex.     8fc2i1I. 

(;S77-572 

do 

.  Robert  Strand.  P.O.  Box 
2226.  Roswfll,  N.  Mex. 
88201. 

tS77-573 

.       do 

H.  T.  Powell,   Route  1,  Box 
245-S,     Rosw.U.     N.     M.x. 
88201. 

CS77-074 

do 

Eastern     Peniisylvama     Ex- 
ploration Co.,  2301  Market 
St.,  Philadelphia,  Pa.  19101. 

jFR  Doc.r7-16665  Piled  6-13-77;8:45  am) 

'  Tills  notice  does  not  provide  for  con- 
eoUdmtlon  for  hearing  of  the  several  matters 
covered  herein. 


RP72    1  10.   PO.\77   91 

ALGONQUIN   GAS  TRANSMISSION    CO 

Rate  Change  Pursuant  to  Purchased  Gas  " 
Cost  Adjustment  Provision 

June  7,   1977. 

Take  notice  that  Algonquin  Gas  Trans- 
mission Company  ""Algonquin  Gas"t, 
on  May  25,  1977,  tendered  for  filing 
Thirty-First  Revised  Sheet  No.  10  to  its 
FPC  Gas  Tariff,  First  Revised  Volume 
No.   1. 

This  sheet  is  being  filed  pursuant  to 
Algonquin  Gas'  Purchased  Gas  Cost  Ad- 
justment Provision  set  forth  in  Section 
17  of  the  General  Terms  and  Conditions 
of  Its  FPC  Gas  Tariff,  First  Revised  Vol- 
ume No.  1.  Tlie  rate  change  proposed  to 
be  effective  July  1.  1977,  is  being  filed  to 
reflect  a  change  in  purchased  gas  costs 
filed  by  its  suppher.  Texas  Eastern 
Transmission  Corporation. 

The  proposed  effective  date  of  the  re- 
vised tariff  sheet  is  July   1,   1977. 

Any  person  desiring  t-o  t)e  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Conuniss.on,  825  North  Capitol 
Street.  N^.  Washington,  DC  20426.  in 
accordance  wnth  Section  1.8  and  1.10  of 
the  Commission's  Rules  of  Practice  and 
Procedure  il8  CFR  1.8,  1.10 >.  All  such 
petitions  or  protests  should  be  filed  on 
or  before  June  22.  1977  Protests  will  be 
considered  by  the  Commission  in  deter- 
mining the  appropnate  action  to  be 
taken,  but  will  not  ser\e  to  make  protest- 
ants parties  to  the  proceeding  Any  per- 
son wishing  to  t)ecome  a  party  must  file 
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a  petition  to  intervene.  Copies  of  this 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection 

Kenneth  F.  Plumb, 
Secretary. 

[PR  Doc  77-16790  Filed  G-13-77;  8:45  am] 


[Docket  No.  R-389-B1 
PI_AC!D   OIL  CO.,    ET   AL. 
Order  Denying  Application  fo.  Rehearing 
June   3.    1977. 

In  January  of  1977.  pursuant  to 
5  157.29  of  the  Commission's  Rules  and 
Regulations  under  tl^e  Natural  Gas  Act. 
Placid  Oil  Company  (Placid"  commenced 
an  emergency  sale  of  natural  gas  to 
Michigan  Wisconsin  Pipe  Line  Company 
(Michigan  Wisconsin!  from  Block  291, 
Ship  Shoal  Area.  South  Addition,  Off- 
shore Louisiana.  Placid  also  transported 
the  gas  to  Michigan  Wisconsin's  existing 
pipeline  in  Block  207.  Ship  Shoal  Area. 
Placid  reported  that  it  sold  the  gas  for 
$1.44  per  Mcf  and  charged  an  additional 
4.5  cents  per  Mcf  to  transport  it  approxi- 
matel>'  20  nules  through  its  existing  8- 
inch  pipeline.  On  April  14.  1977.  the  Com- 
mission issued  a  letter  order  determining 
that  the  .5  cents  gatliering  charge  pro- 
vided for  in  Opinion  No.  770.  as  amended, 
was  applicable  to  the  service  in  Question, 
rather  than  the  4.5  cents  designated  by 
Placid  as  a  charge  for  transportation 
service.  The  letter  order  required,  inter 
alia.  ( 1 1  that  Placid  immediately  reduce 
the  4.5  cents  charge  to  .5  cents;  <2i  that 
it  file  a  report  concerning  volumes,  reve- 
nues, ai^d  rate  components  involved:  (3t 
that  it  refund,  within  30  days  of  the  or- 
der to  Michigan  Wisconsin  all  amounts 
collected  above  the  .5  cents  per  Mcf,  plus 
interest  at  9^c  per  amium;  and  '4)  tliat 
it  file  a  refund  report. 

On  May  5.  1977,  Placid  filed  an  appli- 
cation for  rehearing  of  this  letter  order. 
Placid  argues  that  the  movement  of  nat- 
ural gas  through  its  existing  pipeline 
from  Block  291  to  Block  207  constitutes 
the  transportation  of  natural  gas  in  in- 
terstate commerce  withm  Uie  meaning  of 
Section  7  of  the  Natural  Gas  Act.  and  not 
"gathering  of  gas." 

Regardless  of  how  the  transportation 
Involved  is  characterized,  the  applicable 
producer  rates  are  provided  for  m  Opin- 
ion No.  770.  as  amended.  The  base  rate 
at  the  time  of  the  .sale  was  $1  44  per 
Mcf  at  14.73  psia.  Section  2  56a(a<  of 
Ordering  Paragraph  lA),  Opinion  No. 
770-A.  Section  2.56a'd)  providing  for 
gathering  allowances  allows  .5  cents  per 
Mcf  in  Southern  Louisiana  'where  the 
gas  is  delivered  to  the  buyer  at ...  a  point 
on  the  buyer's  pipeline,  or  an  offshore 
platform  on  the  buyer's  pipeline."  Sec- 
tion 2.56a(e)  provides  that  if  gas  pro- 
duced offshore  is  delivered  onshore,  at 


'  Placid  Oil  Company  l.s  operator  for  itself 
and  the  foHowlng:  Hunt  Otl  Company.  Has- 
sle Hunt  Exploration  Company,  Hunt  Petro- 
leum Corporation.  Hunt  Industries.  Caroline 
Hunt  Trust  Est&ve  and  Lamar  Hunt  Trust 
Estate.  N   B.  Hunt,  and  W.  H.  Hunt. 


the  sole  cost  of  the  producer,  one  addi- 
tional cent  per  Mcf  is  allowed.  Since 
Placid  s  gas  was  not  delivered  onshore, 
the  maximum  allowance  provided  for  by 
the  Regulations  is  clearly  .5  cents. 

Placid  cites  Order  Approving  Settle- 
ment in  Southern  Union  Supply  Com- 
pany, Docket  Nos.  RI76-138  and  CI76- 
578,  issued  April  20,  1977,  as  being  sup- 
portive of  its  position.  There  a  producer 
proposed  to  sell  new  gas  at  the  wellhead 
at  the  national  rate.  The  gas  was  to  be 
transported  in  part  through  a  ten  mile 
pipeline  owned  and  operated  by  an  affili- 
ate of  the  producer.  We  allowed  a  trans- 
portation charge  to  the  pipeline  company 
where  it  appeared  that  such  charge 
would  soon  be  reviewed  in  a  rate  case 
(under  Section  4  of  the  Act>  and  where 
it  would  be  subject  to  prospective  modifi- 
cation. Unlike  Southern  Union  which  was 
not  selling  its  gas  prior  to  the  issuance  of 
the  April  20.  1977  order.  Placid  com- 
menced service  pursuant  to  Section 
157.29  of  the  Regulations,  and  conse- 
quently Placid  was  limited  to  the  applic- 
able national  rate  ceiling  for  its  ofifshore 
gas  in  accordance  with  Section  157.29 
(di.-- 

The  Commission  finds:  Placid's  appli- 
cation for  rehearing  presents  no  new 
facts  or  principles  of  law  which  warrant 
any  modification  of  the  April  14,  1977 
order. 

The  Commission  orders :  Placid's  appli- 
cation for  rehearing,  filed  herein  May  5, 
1977,  is  hereby  denied. 

By  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

|FR  Doc.77-16791  Filed  6-13-77;8:45  am] 

GENERAL  ACCOUNTING  OFFICE 

REGULATORY    REPORTS   REVIEW 

Receipt  and  Approval  of  a  Proposed  Report 

A  request  for  clearance  of  a  proposed 
report  intended  for  use  in  collecting  in- 
formation from  the  public  was  received 
by  the  Regulatory  Reports  Review  Staff, 
GAO,  on  June  3.  1977.  See  44  U.S.C.  3512 
ic>  and  (d>.  The  purpose  of  publishing 
this  notice  is  to  inform  the  public  of  such 
receipt  and  the  action  taken  by  GAO. 

Federal  E.n'ercy  Administration 

The  Federal  Energy  Administration  re- 
quested special  clearance  of  the  proposed 
form  FEA-P131-S-1,  Survey  of  Sellers  of 
No.  2  Heating  Oil. 

Tlie  mandatory  one-time  form  is  a  re- 
vision of  the  form  FEA-P131-S-0.  Survey 
of  Sellers  of  No.  2  Heating  Oil,  which  was 
accorded  a  clearance  by  GAO  on  2-16-77 
'42  FR  11049>.  The  revision  consists  of 
deleting  Schedule  A  (Refiner's  form)  and 
questions  3  and  4  from  Schedule  B  of  the 
FEA-P131-S-0. 

When  FEx\  decontrolled  No.  2  heating 
oil  in  July  1976,  it  committed  to  Congress 
to  monitor  the  prices  of  No.  2  heating  oil 
and  set  up  a  trigger  mechanism  to  re- 


=  See  Opinion  No.  699-B  issued  September 
7.  1974. 


instate  controls  or  take  other  remedial 
action  should  prices  nationally  or  in  any 
one  region  (Northeast,  South,  North  Cen- 
tral, West)  exceed  these  prices  projected 
as  if  controls  had  remained  p]us  a  flexi- 
bility factor  of  2  cents  per  gallon.  The 
monitoring  system  took  the  form  of  a 
weekly  price  index  calculated  from  a  sur- 
vey of  600  heating  oil  suppliers  (form 
FEA-P112-M-1).         ^ 

Survey  prices  exceeded  index  values 
for  the  weeks  ending  April  9.  16,  23.  and 
30  for  the  Nation  by  0.1-0.2  cent,  in  the 
Eouth  by  0.5-0.6  cent,  and  in  the  North 
Central  region  by  1.1-1.2  cents.  The  sur- 
vey price  in  the  Northeast  equalled  the 
index  value.  For  the  week  ending  April  2. 
the  survey  price  in  the  South  exceeded  its 
Index  value  by  0.1  cent. 

FEA's  index  prices  also  were  exceeded 
in  January  and  March  1977,  in  the  North 
Central  region.  The  Agency,  as  promised 
to  Congress,  held  hearings  on  this  matter 
in  Chicago  on  April  12  and  14.  1977.  The 
form  FEA-P131-S-0  was  used  in  prepa- 
ration for  these  hearings.  Only  31  com- 
panies of  a  projected  universe  of  500  were 
required  to  file  the  P131-S-0  dl  refin- 
ers, 20  resellers,  retailers  and  reseller/ 
retailers  of  No.  2  heating  oil) . 

PEA  has  determined  that  it  is  neces- 
sary to  hold  hearings  in  each  of  its  10 
regions  and  nationally  beginning  July  11 
and  ending  July  18,  1977.  The  purpose  of 
these  hearings  is  to  tr>'  to  determine  why 
heating  oil  prices  exceeded  the  FEA 
monitoring  system  index  prices  nation- 
wide and  what  actions  may  be  appropri- 
ate for  the  next  heating  season.  In  prep- 
aration for  the  above  referenced  hear- 
ings the  FEA  needs  the  information 
required  on  the  proposed  form  FEA- 
P131-S-1  from  additional  companies. 

Respondents  to  the  form  FEA-P131- 
S-1  will  be  selected  from  the  same  uni- 
verse as  that  of  the  form  FEA-P131-S-0 
excluding  all  refiners  of  No.  2  heatins;  oil 
and  those  resellers,  retailers,  reseller/ 
retailers  who  filed  the  P131-S-0.  The 
FEA  plans  to  mail  the  P131-S-1  to  as  few 
as  75  or  as  many  as  440  companies  Each 
firm  will  be  required  to  file  with  the  FEA 
within  approximately  the  following  two 
week  period.  It  is  estim.ited  that  this 
one-time  report  will  carr\'  a  burden  of  4 
hours  per  report.  Due  to  the  relative 
similarity  of  the  FEA-P131-S-1  data  to 
that  filed  on  FEA-P112-M-1  and  the 
familiarity  of  all  the  firms  with  FEA 
regulations  in  effect,  the  data  required  on 
the  FEA-P131-S-1  should  be  readily 
available. 

If  special  clearance  processing  were 
denied,  the  normal  45-day  clearance 
process  would  mean  approval  of  the  form 
on  or  about  July  18,  with  responses  re- 
ceived at  FEA  approximately  two  weeks 
later.  This  w^ould  mean  receipt  of  the 
data  FEA  needs  to  prepare  for  the  re- 
gional and  national  hearings  would  be 
approximately  two  weeks  after  tlie  close 
of  the  hearings. 

GAO  granted  clearance  on  June  7, 
1977,  under  number  B-181254  (S77021). 
This  clearance  will  expire  July  31,  1977. 

Norman  P.  Heyl, 
Regulatory  Reports  Review  Officer. 

(PR  Doc.77-16809  Rled  6-13-77:8:45  am] 


FEDERAL   REGISTER,    VOL     42,   NO.    114 — TUESDAY,    JUNE    14,    1977 


NOTICES 


30431 


GENERAL   SERVICES 
ADMINISTRATION 

I  Temporary  Reg    E  49  | 

FEDERAL   PROPERTY   MANAGEMENT 
REGUL\TIONS 

Acquisition  of  Exchange/Sale  Automatic 
Data  Processing  Equipment  (ADPE) 
Through  the  ADP  Fund 

1  Purpose.  This  regulation  provides 
that  the  ADP  Fund  may  be  used  to  ob- 
tain exchange  sale  ADPE  and  systems 
available  through  GtSAs  excess  equip- 
ment program  whenever  agencies  cannot 
arrange  purchase  with  their  own  funds 

2.  Effective  date  This  regulation  is 
effective  upon  publication  in  the  Federal 
Register. 

3.  Expiration  date.  This  temporary 
regiilatlon  expires  April  30,  1978,  unless 
sooner  revised  or  superseded. 

4.  Applicability.  The  provisions  of  this 
regulation  apply  to  all  Federal  agencies 
as  defined  in  FPMR  101-32.301-2. 

5.  Background.  Government-owned 
ADP  equipment  is  being  exchanged  or 
sold  out  of  the  Federal  Government, 
while  identical  and/or  functionally  com- 
patible equipment  is  being  leased  by  Fed- 
eral agencies  elsewhere.  Allowing  the 
ADP  Fund  to  be  used  by  the  agencies  will 
help  eliminate  these  exchanges  or  sales 
out  of  the  Government. 

6.  Notice  of  availability  oi  exchange/ 
sale  ADPE.  After  exchange,  sale  ADPE  ia 
reported.  GSA  will  advertise  it  in  the 
ADPE  Availability  List  and  will  also 
contact  Federal  agencies  leasing  (as 
evidenced  by  the  ADP  Management  In- 
formation System  inventory,  FMC  74-2) 
identical  and  or  functionally  compatible 
equipment  to  request  a  determination  of 
the  economical  advisability  of  replace- 
ment. 

7  Transfer  of  exchange  sale  ADPE. 
If  a  Federal  agency  determines  that  re- 
placement is  economically  advisable  and 
has  funds  for  reimbursement  for  the  ex- 
change sale  equipment,  transfer  will  be 
accomplished  in  accordance  with  FPMR 
101-32.3.  If  funds  are  not  available,  the 
Federal  agency  may  request  use  of  the 
ADP  Fund  as  provided  in  paragraph  9. 

8  GSA  approval.  The  request  for  use 
and  the  conditions  of  use  of  the  ADP 
Fund  for  the  acquisition  of  exchange 
sale  ADPE   must  be  approved  by  GSA 
prior  to  the  transaction. 

9.  Co7idz^!oris  for  use  of  the  ADP  Fund, 
a  A  Federal  agency  may  seek  use  of  the 
ADP  Fund  if  it  determines  that  replace- 
ment is  economically  advisable  and  can 
certify  that: 

(1)  FMC  74-5.  FPMR  101-32.403.  and 
FPMR  Temporary  Regulation  E-42  have 
been  complied  with. 

(2>  The  agency  does  not  have  funds 
programed  for  this  purpose  nor  can  it 
reprogram  funds  for  this  purpose. 

(3)  It  cannot  divert  funds  planned  for 
other  ADPE  procurements  with  lesser 
rates  of  return,  if  any.  for  this  purpose. 
(See  GSA  Bulletin  FPMR  E-146  for  de- 
termining rate  of  return.  > 

( 4  >  The  proposed  procument  of  a  new 
system  is  consistent  with  the  agency's 
presently  authorized  program.s,  and  the 


need  for  the  ADPE  has  been  concurred  m 
by  OMB.  I  For  purposes  of  thLs  para- 
graph, a  "new  system  '  is  defined  as  any 
acquisition  other  than  purchase  of  pres- 
ently installed  ADPE  or  tlie  purchase  for 
replacement  of  presently  iiistalled  ADPE 
with  like  equipment. 

b.  When  the  procurement  action  in- 
volves purchase  of  like  equipment  to  re- 
place installed  systems,  a  study  shall  be 
made  to  determine  if  there  is  a  continued 
economic  justification  for  in-house 
ADPE  as  opposed  to  alternate  sources 
such  as  the  use  of  other  agency  equip- 
ment or  commercial  service  bureaus. 
Agency  studies  should  be  consistent  with 
the  guidelines  of  OMB  Circular  A-76.  As 
required.  GSA  will  forward  the  agency 
certification  to  OMB 

10.  Acquisition  of  exchange  sale  ADPE 
through  the  ADP  Fund  In  followup  to  a 
telephone  reservation  (See  FPMR  101- 
32  305.)  on  exchange  sale  ADP  Fund 
equipment  proposed  to  be  acquired 
through  the  ADP  Fund,  the  requesting 
agency  shall  submit  a  letter  of  intent  to 
the  General  Services  Administration 
(CDP).  Washington.  DC.  20405  This 
letter  shall  include  the  projected  period 
of  equipment  usage:  the  requested  terms 
of  reimbursement  ifor  example,  quar- 
terly reimbursement  for  3  years)  :  the 
agency  point-of-contact  'with  address 
and  telephone  number'  :  and  the  ship- 
ping address,  instructions,  and  fund  cita- 
tions for  transportation  and  ADP  Fund 
reimbursement.  In  addition,  there  shall 
be  certifications  which  specify  the  Fed- 
eral agency's  compliance  with  the  con- 
ditions ILsted  in  paragraph  9.  above. 

11.  Effect  on  other  issuances.  ThL«  reg- 
ulation supplements  the  policies  In  FPMR 
101-32.3.  FPMR  101-32.4.  and  FPR  1- 
4  11. 

12.  Agency  comments.  Comments  con- 
cerning the  effect  or  impact  of  this  reg- 
ulation on  agency  operations  or  pro- 
grams should  be  submitted  to  Greneral 
Services  Administration  iCPSBi.  Wash- 
ington, DC  20405.  on  or  before  July  1, 
1977. 

Robert  T.  Griffin. 
Acting  Administrator. 

June  6,  1977. 

IFR  Doc  77-16799  Filed  6-13-77  8  45  ami 

DEPARTMENT  OF   HEALTH, 
EDUCATION,   AND   WELFARE 

Food  and  Drug  Administration 

I  Docket  No.  77N-0030i 

GRAS    AND    PRIOR-SANCTIONED    HUMAN 
FOOD    INGREDIENTS 

Availability  of  Information 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION :  Notice. 

SUMMARY:  This  document  announces 
the  public  availability  of  new  data  and 
information  obtained  ir  a  review  of  gen- 
erally recognized  as  safe  <  GRAS '  and 
prior-sanctioned  human  food  ingredi- 
ents. 


FOR  FURTHER  INFORMATION  CON- 
TACT: 

Corbln  I  Miles,  Bureau  of  Foods 
HFF-335',  Food  and  Drug  Adminis- 
tration, Department  of  Health.  Educa- 
tion, and  Welfare,  200  C  St.  SW.. 
Washington,  DC    20204.  202-472-4750. 

SLTPLEMENTARY  INFORMATION: 
In  notices  published  in  the  Federal  Reg- 
ister of  July  26,  1973  (38  FR  20054  i ,  April 
17,  1974  (39  FR  13796',  September  23, 
1974  '39  FR  34213 ».  August  29.  1975  (40 
FR  39916'.  and  January  22,  1976  '41  FR 
3331'.  the  Commissioner  of  Food  and 
Drugs  announced  the  availability  of  data 
and  information  compiled  during  the 
safety  review  of  generally  recognieed  as 
safe  'GRAS'  and  prior-sanctioned  food 
ingredients  The  availability  of  such  data 
and  information  was  announced  to  pro- 
vide maximum  public  opportunity  to  pre- 
sent additional  data,  information,  and 
views  on  the  substances  while  they  are 
being  reviewed  by  the  Select  Committee 
on  GRAS  Substances  of  the  Life  Sciences 
Research  Office.  Federation  of  American 
Societies  for  Experimental  Biology, 
hereinafter  referred  to  as  the  Select 
Committee' .  and  to  serve  as  a  basis  for 
pubhc  comment  on  proposed  Food  and 
Drug  Administration  (FDAi  action  on 
the  ingredients. 

This  notice  announces  the  public  avail- 
ability of  additional  data  and  informa- 
tion obtained  by  the  FDA  in  conducting 
its  safety  review  of  GRAS  and  prior- 
sanctioned  food  ingredients  These  data 
and  information  consist  of  14  scientific 
literature  reviews  and  13  reports  on 
mutagenic  screening  tests.  This  notice 
also  announces  the  availability  of  12  re- 
ports of  the  Select  Committee  on  the 
evaluation  of  health  aspects  of  various 
food  mgredients.  The  evaluations  serve 
as  key  sources  of  data  and  information 
for  proix)sed  action  by  FDA  on  the  in- 
greciients. 

The  Commissioner  recognizes  that  data 
and  information  on  GRAS  and  prior- 
sanctioned  food  Ingredients  are  of  broad 
pubhc  interest.  Accordingly,  this  infor- 
mation is  available  for  public  disclosure 
in  the  following  ways: 

1.  Copies  of  each  scientific  literature 
review  have  been  placed  in  the  Library 
of  Congress,  First  St.  and  Independence 
Ave..  SE..  Washington.  D.C.  20540,  under 
the  title,  "Scientific  Literature  Reviews 
on  GRAS  Food  Ingredients.'  L.C.  Card 
No.   73-600105. 

2.  The  Scientific  Literature  Reviews, 
reports  of  mutagenic  screening  tests,  and 
reports  of  the  Select  Committee  to  the 
Commissioner  of  Food  and  Drugs  are 
available  for  purchase  from  the  National 
Technical  Information  Service  (NTIS', 
5285  Port  Royal  Rd.,  Springfield.  'VA 
22151.  In  addition,  each  mutagenic 
screening  test  and  report  of  the  Select 
Committee  may  be  purchased  in  micro- 
fiche form  with  the  ordering  numbers 
ILsted  below  at  the  current  cost  of  $3  00 
each.  The  following  documents  are  avail- 
able: 
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Hcientific  htcrature  rcvtews 


Iiier«<Ueot(s) 


Ordering  Nol        Cost 


rapain Pn-22»-540/A3  H-OO 

DMtrans PB-23+-8S1VA9  4.(« 

liiolin     Ph-ZH-mOIKS  4.75 

Lar.1  and  lard  oil PB-234-891/A3  4.00 

I'uiitoltienales PH-234-892/AS  4.00 

Ileiiloriiie  ai>d  clay P »-i-H-sv«/A3  3.75 

Caffeinp PH-ZM-894/AS  8.00 

.starter  ilistUlat* Pn-234-»90/A8  4.75 

AerylalPS PH-23+-**97/AS  4.U0 

Acetic  acid Pn-234-898/A3  .VOO 

riodium   and   potassium   hy-     PB-234-«a>/Aa  3.75 
droxides. 

Tom  silk PI)-2.%1-'J<10/A3  3.25 

Vitainin  U Pn-2rM-'Ji11/A3  9.75 

Casein PB-234-«02/AS  4.75 

Mutagtsnic  tcrecning  te»tt^ 


Ingredient  (s) 


Ordering  No.       Cost 


Altuniiiuni   ammoiuum   sul-    PB-254-509/Aa 
fat*. 

PfKliutii  citrate PB-254-5I0/A8 

MomUKdassiuin  glulamale I'll-i'H-SU/AS 

Monoanunomuin   glulauiate..  PB-2.S4-512/.\S 

Jar-an  wax PB-aS4-,S13/AS 

fSodiura  acetate PB-254-514/A3 

So<liuiii  carrat:een«n PH-254-51o/.A3 

Sodium  plucoiiate P B-254-516/A8 

Sodium  fluoride PB-iVt-^K/AS 

Potassium  citrate PB-254-518yA3 

Succinic  acid PB-2M-.M0/A3 

Sodium  aluminum  phosphate.  P  B-254-520/A3 
Potassium  add  tartrate P  B-254^521/A3 


'  Tier  I  (microbial)  testing. 

Report*  of  the  telect  committee 


Ingredient  (3) 


HOO 


4.00 

4.00 

4.00 

4.  no 

4.00 

4.00 

4.00 

4.00 

4.00 

4.00 

4.00 

4.00 

Ordering  No.       Cost 


Oilofdovee PB-23&-7'WA3  $3.25 

Sorbose PB-254^52S/A3  3.50 

Must  ard  and  oil  of  mustard. . .  P  B-2.^4-!i28/ AS  4. 00 

Licorice.     Klycyrrhiia.     and     PB-254-529/A3  4.00 

amnioiuated  glycyrrhliin. 

Caprylicacld PB-254-.S30yA3  3.50 

Stannous  chloride PB-2M-531/A3  3.50 

.Aconitir^cid. PB-2M-.S.-M/A3  3.50 

Agar-aear PB-265-M.-VA8  3.50 

PropyU-ne  glycol  and  propyl-    PB-2K-d04/Aa  3. 50 

ene  glycol  monostearale.  

AlEinaii PB-385-50S/A8  .1.50 

Red  and  brown  algae PB-265-505/A8  3.50 

lodme  salts T^. PB-254-533/A8  4.00 

A  single  copy  of  all  data  and  informa- 
tion given  above  is  available  for  review 
in  the  office  of  Uie  Hearintc  Clerk,  Food 
and  Drug  Adminlstraticxi,  Rm  4-65,  5600 
nshers  Lane.  Rockville,  MD  20857.  be- 
tween the  hours  of  9  a.m.  and  4  p.m., 
Monday  through  Friday.  Additional  in- 
formation relating  to  the  review  of 
GRAS  substances  will  be  placed  on  dis- 
play at  this  office  as  it  becomes  available. 

Dated:  May  26,  1977. 

William  P.  Randolph. 
Acting  Associate  Commissioner 

for  Compliance. 

[PR  Doc.77-16637  Piled  &-13-77;8:45  am) 


PANEL  ON  REVIEW  OF  ANTIMICROBIAL 
AGENTS  ANL  PANEL  ON  REVIEW  OF 
MISCEL'ANEOUS  EXTERNAL  DRUG 
PRODUCTS 

Joint  Meeting:  Agenda  Change 
AGENCY     PtDod  and  Drug  Administra- 
tion. 


ACTION;  Notice. 

SUMMARY:  This  document  announces 
additional  agenda  information  for  the 
joint  meeting  of  the  Panel  on  Review  of 
Antimicrobial  Agents  and  the  Panel  on 
Review  of  Miscellaneous  External  I>rug 
Products  scheduled  for  June  25,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Armond  M.  Welch,  Bureau  of  Drugs 
<HFI>-510),  Food  and  Drug  Adminis- 
tration, Department  of  He:ilth.  Edu- 
cation, and  Welfare.  5600  Fishers  Lane, 
RockvUle,   MD  20857.    ^301-443-4960). 

SUPPLEMENTARY  INFORMATION: 
Pursuant  to  the  Federal  Advisory  Comr 
mittee  Act  of  October  6,  1972  fPub.  L. 
92-463.  86  Stat.  770-776,  (5  U.S.C.  App. 
Ill,  the  Food  and  Drug  Administration 
(PD.A.>  announced  in  a  notice  published 
in  the  Federal  Register  of  May  13,  1977 
(42  FR  24320',  meetings  of  FDA  public 
advisory-  committees  and  other  required 
information  in  accordance  with  provi- 
sions set  forth  in  section  10(a)  (1)  and 
(2)  of  the  act. 

Additional  information  on  the  joint 
session  to  be  held  on  June  25,  1977,  In 
the  Hancock  Room,  Holiday  Inn,  Chevy 
Chase.  MD.  is  as  follows: 

Open  public  hearing  'June  25,  9  a.m. 
to  10  a.m.)  :  Any  interested  persons  may 
present  data,  information,  or  views,  or- 
ally or  in  writing,  on  issues  pending  be- 
fore the  committee.  Those  who  desire  to 
make  presentations  should  notify  the 
contact  person  before  June  21  and  sub- 
mit a  brief  statement  of  the  general  na- 
ture of  the  information  they  wish  to  pre- 
sent, the  names  and  addresses  of  pro- 
posed participants,  and  an  indication  of 
the  approximate  time  required  for  their 
presentation. 

Open  committee  discussion  (June  25, 
10  a.m.  to  4:30  p.m.):  The  panel  has 
identified  a  number  of  subject  areas  that 
are  of  interest  in  their  deliberations  and 
have  invited  experts  in  those  areas  to 
speak  Subject  areas  and  speakers  are  as 
follows : 

Source.    Production,    Chemical    Composition 

and  Deflnltlou  of  Coal  Tar  Used  In  Drug 

Products — R.  Sherman  Detrlck. 
Coal  Tar  Carcinogenicity  Studies  In  Animals 

Relative  to  Cutaneous  Cancer  In  Hutoans — 

Speaker  to  be  named.  ^ 

Therapeutic  Coal   Tar  and  Carcinogenesis — 

Frederick  Urbach.  M.D. 
Therapeutic  and  Adverse  Effects  of  Ck)al  Tar 

In  the  Management  of  Seboirhea  Athlete's 

Foot,    Acne.    Atopic    Dermatitis,    Chronic 

Eczema,  and  Itching.  Burning,  and  Chaf- 
ing—Stanley I.  CuUen,  MD. 
Long-term   Experience   with   Coal   Tar — Slg- 

frld  A.  MuUer.  MX). 
Experience  in  Use  of  Coal  Tar  and  Coal  Tar 

Gels  In  Psoriasis  Day  Care  Centers-^-Davld 

L.  Cram,  MD. 
Data  on  Coal  Tar  from  the  International  Task 

Force  on  Psoriasis — Eugene  M.  Parber,  MD. 
National   Psoriasis  Foundation  Presentation 

on   Consumer   Experience   with   Medicinal 

Coal  Tar — Beverly  W.  Foster. 
Sunmiary  of  Dermatologlca!  Experience  with 

Coal  Tar — Peyton  E.  Weary,  M.D. 


General  discussion  will  follow  these 
presentations  and  also  on  June  26  from 
8:30  a.m.  to  12  noon. 

Dated:  June  8,  1977. 

William  F.  Randolph, 
Acting  Associate  Commissioner 
for  Compliance. 

(PR  Doc.77-16778  Piled  6-13-77:8:45  am] 


[Docket  No    77N-0196I 

REVIEW   PANEL   ON    NEW   DRUG 
REGULATION    FINAL   REPORT 

Availability  and  Request  for  Comments 

AGENCY:  Food  and  Drug  Administra- 
tion. 

ACTION:  Notice. 

SUMMARY:  The  agency  invites  in- 
terested persons  to  submit  information 
and  views  on  recommendations  con- 
tained in  the  Pinal  Report  of  the  Review 
Panel  on  New  Drug  Regiilation.  This 
request  is  the  result  of  a  DHEW  direc- 
tive to  the  agency  to  consult  with  those 
outside  of  the  Food  and  Drug  .^dmmis- 
tration  as  part  of  the  agency's  review  of 
the  Panel's  report.  The  comments  re- 
ceived will  be  considered  in  further 
policy  decisions. 

DATES:  Comments  by  August  15,  1977. 

ADDRESSES:  Written  comments  to  the 
Hearing  Clerk  (HPC-20) ,  Pood  and 
Drug  Administration.  Rm.  4-65,  5600 
Fishers  Lane,  Rockville,  MD  20857. 
Copies  of  the  Pinal  Report  may  be  ob- 
tained by  writing  to  the  Public  Health 
Service  Forms  and  Publications  Distri- 
bution Center.  12100  Parklawn  Drive, 
Rockville,  MD  20857. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Bruce  Brown.  Office  of  the  Execu- 
tive Secretariat  (HF-l*.  Pood  and 
Drug  Administration.  Department  of 
Health,  Education,  and  Welfare.  5600 
Fishers  Lane,  Rockville,  MD  20857. 
301-443-3900. 

SUPPLEMENTARY  INFGRMATION: 
In  1975  the  Secretary  of  Health,  Educa- 
tion, and  Welfare  appointed  a  Review 
Panel  on  New  Drug  Regulation  to  review 
current  policies  and  procedures  of  the 
Food  and  Drug  Administration  iFDA' 
relating  to  the  approval  and  disapproval 
of  drugs  for  marketing  in  the  United 
States:  to  evaluate  the  implementation 
of  these  policies  and  procedures  by  PDA : 
to  ascertain  the  nature,  extent,  and  ade- 
quacy of  public,  industry,  and  profes- 
sional participation  in  this  revieA-  proc- 
ess; and,  insofar  as  the  Panel  identified 
any  deficiencies,  to  recommend  improve- 
ments in  the  policies  and  procedures,  in- 
cluding changes  that  might  be  ef- 
fectuated through  administrative  action 
and  those  that  might  require  additional 
legislative  authority. 

Between  November  1976  and  May 
1977,  the  Panel  submitted  to  the  Secre- 
tary 17  interim  reports  and  staff  papers 
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on  particiuiar  aspects  of  FDA  regula- 
tion. On  May  31,  1977.  the  Panel  sub- 
mitted its  Final  Report  summarizing  the 
findings  and  recommendations  of  its  27- 
month  inquiry.  The  Panel's  principal 
conclusions  were : 

1.  The  system  of  new  drug  reguiation 
that  requires  governmental  premarket 
clearance  of  prescription  drugs,  based  on 
e'vidence  of  safety  and  effect ivenes.^.  is 
fundamentally  sound. 

2.  FDA  is  neither  pro-  nor  anti-indus- 
try in  its  review  and  approval  of  new- 
drugs. 

3.  FDA's  implementation  of  the  system 
of  new  drug  regulation  needs  substantial 
improvement.  The  Panel  proposed  a  wide 
range  of  legislative,  administrative,  and 
procedural  reforms  to  achieve  tliis  ob- 
jective. 

Copies  of  the  Final  Report,  together 
with  the  interim  and  staff  reports,  have 
been  put  on  display  in  the  office  of  the 
Hearing  Clerk.  Food  and  Drug  Adminis- 
tration. Rm.  4-65.  5600  Fishers  Lane, 
Rockville,  MD  20857.  Additional  copies 
of  these  reports  are  being  printed  and, 
when  available,  may  be  obtained  from 
the  Public  Health  Service  Forms  and 
Publications  DL<;tnbution  Center,  12100 
Parklawn  Drive,  Rockville,  MD  20857. 

On  June  2.  1977,  the  Secretary  asked 
the  Commissioner  of  Food  and  Drugs  to 
undertake  a  thorough  and  careful  review 
of  all  recommendations  offered  by  the 
Panel  and  to  identify  the  actions  that 
the  Commissioner  will  take  to  -implement 
those  recommendations  of  the  Panel  with 
which  he  agrees.  The  Secretary-  further 
directed  that  this  "review  of  the  Panel's 
report  and  recommendatioiis  should  be 
Informed  by  full  consultation  with  pub- 
lic interest  groups,  consumer  organiza- 
tions, the  affected  industries  and  other 
interested  persons."  A?  one  aspect  of  this 
consultation,  the  Commissioner  in\1tes 
all  interested  persons  to  submit  informa- 
tion and  views  on  the  Panel's  report  and 
specific  recommendations  contained 
therein  to  be  considered  in  reaching  final 
decisions.  Because  of  resource  ar.d  time 
limitations,  however,  tlie  Comnv.ssioner 
does  not  anticipate  tliat  FDA  will  be  able 
to  respond  to  commenus  individually. 
The  Commissioner  advises  that  many  of 
the  recommendations  deal  with  pro- 
grams that  are  already  under  develop- 
ment within  FDA  and  he  believes  that  it 
•would  be  contrary  to  the  public  interest 
to  delay  action  on  these  programs  until 
a  complete  review  of  all  aspects  of  the 
Panel's  report  and  recommendations  can 
b3  completed.  Tlierefore,  FDA  may  im- 
plement, or  propose  regiiiations  to  imple- 
ment, certain  of  the  recommendations 
In  the  near  future.  Tlie  agency  will,  how- 
ever, consider  any  comments  received  m 
response  to  tliis  notice,  as  well  as  other 
Information  gained  during  the  consulta- 
tion process,  to  modify  or  improve  any 
of  the  steps  taken  duriiag  the  next  few 
weeks. 

Persons  desiring  to  submit  informa- 
tion and  views  on  the  Panel's  report  and 
recommendations    are   particularly   re- 


quested to  organize   their  responses  In 
the  following  format: 

I.  General  comments  on  the  report. 

II.  General  comments  on  the  recommen- 
dations and  the  procedures  that  might  be 
u^ed  to  effectuate  them. 

in.  Comments  on  specific  recommenda- 
tions. 

A.  Recommendation  regarding  FDA's  re- 
lations and  commuiUcatlons  with  the  phar- 
maceutical Industry. 

B  RecoiTunendations  regarding  FDA's 
trade  secret  and  Freedom  of  Information 
policies. 

C.  Recommendations  regarding  adverse 
drug  reaction  reporting  systems. 

D.  Recommendations  regarding  FDA's  re- 
view of  initial  IND  submissions. 

E.  Recommendations  regarding  preclinical 
and  clinical  testing  guidelines. 

P.  Reconi-Tieudations  regarding  the  pre- 
scribing of  drugs  for  unapproved  uses. 

0.  Recommendations  regarding  the  sci- 
ence enviroumeiit  of  FDA. 

H.  Recommendations  regarding  the  appli- 
cation of  concepts  of  risk,  efficacy,  safety, 
and  benefit. 

1.  Recommendations  regarding  conflict-of- 
interest  requirements  for  members  of  FDA 
drug  adv;--ory  committees. 

J  Reconxmendatlons  regarding  expansion 
of  FDA's  authority  In  the  period  following 
approval  of  a  drug  for  marketing. 

K.  Recommendations  regarding  use  of 
'tandiug  drug  advisory  committees  by  FDA. 

L.  Recommendations  regarding  the  effects 
of  the  Drug  Amendments  of  1962  on  new 
drue  innovation. 

M  Recommendations  regarding  providing 
FD.'^  with  reliable  scientific  test  data. 

N.  Recommendaiion.s  regarding  FDA's  au- 
thority and  procedures  for  the  removal  of 
unsafe  or  IneS-ectlve  drtigs  from  the  market 

Interested  persons  may.  on  or  before 
August  15.  1977  submit  to  tlie  Hearing 
Clerk  iHFC-201.  Food  and  Di'Ug  Ad- 
ministration. Rra.  4-65.  5600  FLshers 
Lane.  Rockville.  Md.  20857,  written 
comments  regarding  this  notice.  Four 
copies  of  all  comments  shall  be  submit- 
ted, except  tiiat  individuals  may  sub- 
mit single  copies  of  coinment.s.  and  shall 
be  identified  with  the  Hearing  Clerk 
docket  number  found  in  brackets  in  the 
heading  of  tliis  document.  Received 
comments  may  be  seen  in  the  above  of- 
fice between  the  hours  of  9  ajn.  and  4 
p.m..  Monday  through  Friday. 

DatecJ:  June  9,  1977. 

Sherwin   G.\rdner. 
Acting  Commissioner  of 

Food  and  Drugs. 

I  PR  Doc  77-16853  Piled  6-9-77.2:03  pm] 


L^teiing  a  State  plan  to  provide  health 
and  related  services  to  children  imder  age 
16  who  are  eligible  under  Title  X\'I  of 
the  Social  Security  Act: 

1  Delegation  from  tlie  Secretary  to  the 
Assistant  Secretary  for  Health,  with  tlie 
authority  to  redelegate.  of  all  authorities 
vested  in  the  Secretary  of  Health,  Edu- 
cation, and  Welfare  by  Section  1615(b) 
and  lei  of  Uie  Social  Security  Act  includ- 
ing tlie  authority  to  develop  regulations 
but  excluding  the  authority  to  issue  them. 
This  authority  is  aLso  exclusive  of  all  fi- 
nancial management  authorities  dele- 
gated to  the  Commissioner  of  Social 
Security  for  the  implementation  and 
maintenance  of  the  Supplemental  Se- 
curity Income  Program  as  amended  by 
Pub.  L.  94-566  TWs  delegation  rescinds 
the  previous  delegation  of  authorities  to 
implement  the  Supplemental  Security 
Income  Program  made  by  the  Secretary 
to  the  Commissioner  of  Social  Security 
(38  FR  15648.  dated  June  14,  1973)  only 
insofar  as  the  previous  delegations  is  ap- 
plicable to  the  Secretary's  authorities 
imder  Section  1615<b^  and  'e>  of  the 
Social  Security  Act.  as  amended  by  Pub 
L.  94-566.  which  are  herein  delegated  to 
the  .Assistant  Secretary  for  Health. 

2.  Delegation  from  the  Assistant  Secre- 
tary for  Health  to  the  Regional  Health 
Administrators,  with  authority  to  redele- 
gate, of  autliority  under  Section  1615 
ib»  and  <ei  of  the  Social  Security  Act 
for  payments  to  States  within  their  re- 
sp)ective  regions  and  for  approval  of  State 
plans  based  upon  guidelines  established 
by  tlie  Administrator,  Health  Services 
Administration. 

3.  Delegation  from  the  Assistant  Secre- 
tar>'  for  Health  to  the  Administrator. 
Health  Services  Administration,  with  au- 
thority to  redelegate,  of  all  authorities 
delegated  U)  the  Assistant  Secretary  for 
Health  mider  Section  1615'b)  and  ^e) 
of  the  Social  Security  Act  except  those 
specifically  delegated  to  the  Flegional 
Health  Administrators. 

The  above  delegations  were  effective  on 
May  2.  1977. 

Dated:  May  31.  1977. 

John  D.  Young. 
Assistant  Secretary  for 
Management  and  Budget. 

[FR  Doc.77-16794  Filed  6-13-77:8:45  am] 


Health  Services  Administration 

HEALTH    SERVICES    FOR    BLIND  AND 
DISABLED  CHILDREN 

Delegations  jf  Authority 

Notice  IS  hereby  given  that  tlie  follow- 
ing delegation.?  have  been  made  imder 
Section  1615ibi  and  le-  of  the  Social 
Security  Act  as  amended  by  Title  V  of 
Pub.  L.  94-566.  authorizing  the  Secretary 
of  Health.  Education,  and  'V/elfare  to 
estabhsh  criteria  for  the  approval  of 
State  plans  and  to  pay  States  for  admin- 


Nat'onai  Institutes  of  Health 

NATIONAL    DIABETES    ADVISORY 
BOARD   SUBCOMMITTEES 

Cancellation  of  Portion  of  Meeting 

Notice  i.'^  hereby  given  of  li-ie  cancella- 
tion of  the  Subcommittees  meeting  of  the 
National  Diabetes  .•\d\'l.sory  Board,  Na- 
tional Institute  of  ArthritLs.  Metabolism. 
and  Digestive  Diseases,  on  June  16,  1977. 
National  In.'-titutes  of  Health.  Bethe.sda. 
Marj'land.  Building  31,  Rooms  9.A.-52B. 
9A-51  and  2A-51.  The  Advisory  Board 
meeting  on  June  17.  1977  will  meet  8:30 
ajn.  to  5:00  pjn.  Instead  of  9:00  ajn, 
which    was    published    in    the    Federal 
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Register  on  AprU  29,  1977,  42  FR  21853- 
54. 

Dated:  June  9.  1977. 

Suzanne  L.  Fremeau. 
Committee  Management 

Officer.  NIH. 

|PR  Doc  77-16965  Piled  6-13-77,8:45  ami 


Public  Health  Service 

CENTER    FOR    DISEASE   CONTROL 

Statement  of  Organization,  Tunctions,  and 
Delegations  of  Authority 

Part  HC,  Chapter  HC  (Center  for  Dis- 
ease Control)  of  the  Statement  of  Orga- 
nization, Functions,  and  Delegations  of 
Authority  for  the  Department  of  Health, 
Education,  and  Welfare  (39  FR  1461-68, 
January  9.  1974.  as  amended  most  re- 
cently, and  In  pertinent  part,  at  40  FR 
23919,  June  3,  1975,  and  41  FR  23993. 
June  14.  1976  >  is  hereby  amended  to  re- 
flect the  following  changes: 

•  1 1  The  title  and  functional  statement 
for  the  Office  of  the  Director  has  been 
deleted  and  the  functional  statement  for 
the  Office  of  the  Center  Director  (HCA) 
Is  unchanged;  (2)  the  statement  for  the 
Management  Analysis  Office  (HCASSi, 
Office  of  Administrative  Management, 
has  been  revised  to  include  additional 
functions,  including  coordination  of  reg- 
ulations, manpower  management,  and 
Privacy  Act  activities:  (3i  the  Appala- 
chian Laboratory  for  Occupational  Safe- 
ty and  Health  (HCC2)  has  been  reorga- 
nized into  two  divisions:  the  Division  of 
Respiratory  Disease  Studies  iHCCA)  and 
the  Division  of  Safety  Research  iHCCB) ; 
and  (4)  the  Bureau  of  Epidemiology 
(IIC'E)  has  been  reorganized  to  (a) 
establish  the  Alaska  Investigations  Divi- 
sion (HCEA>  to  perform  certain  func- 
tions formerly  performed  in  the  Office  of 
the  Bureau  Director,  and  (b>  to  change 
the  functional  statements  and  the  names 
of  the  following  divisions:  Cancer  and 
Birth  Defects  Division  (HCE3>  to  the 
Chronic  Diseases  Division  (HCE3i  ;  Par- 
asitic Diseases  and  Veterinar>'  Public 
Health  Division  (HCE6)  to  the  Parasitic 
Diseases  Division  (HCE6>  ;  and  Phoenix 
Laboratories  Division  (HCE7)  to  the 
Hepatitis  Laboratories  Division  (HCE7». 
Statements  for  the  Office  of  the  Director 
(HCEli.  Bureau  of  Epidemiology,  and 
for  the  Bacterial  Diseases  Division 
( HCE2 1  have  been  revised  to  reflect  cur- 
rent functions. 

Sec.  HC-B  Orqanization  and  Func- 
tions, is  hereby  amended,  as  follows: 

1.  Delete  the  title  Office  of  the  Director 
( HCA  <  and  the  introductory  stat-ement 
"Provides  leadership  and  direction  to 
programs  and  activities  of  the  Center  for 
Disease  Control."  The  statement  for  the 
Office  of  the  Center  Director  (HCA)  re- 
mains the  same. 

2.  Under  the  Office  of  Administrative 
Management  iHCAS',  delete  the  state- 
ment for  Management  Analysis  Office 
(HCA56)  in  its  entirety,  and  substitute 
the  following: 

Management  Analv sis  Office  (HCA56>. 
( 1 1    Develops,  coordinates.  Implements, 


and  provides  advice  and  assistance  to  the 
Office  of  the  Center  Director  staff  and 
program  officials  on  the  Center's  admin- 
istrative policies,  standards,  and  proce- 
dures; (2)  conducts  organization  and 
management  improvement  studies  and 
surveys,  including  manpower  manage- 
ment and  productivity  measurement; 
(3)  provides  analysis,  recommendations, 
and  guidance  on  the  establishment  or 
modification  of  organizational  structure 
or  functions  and  on  delegations  of  au- 
thorities; (4)  conducts  and  coordinates 
the  issuance  management  system,  and 
controls  the  Center's  distribution  of 
HEW,  PHS,  and  other  administrative 
management  issuances;  (5)  coordinates 
proposed  Federal  Register  notices,  rules, 
and  regulations  relating  to  CDC  pro- 
grams; (6)  reviews  and  interprets  direc- 
tives, develops  guidelines,  and  serves  as 
the  focal  point  for  implementation  of  the 
Privacy  Act  of  1974;  (7»  coordinates  and 
maintains  the  Freedom  of  Information 
Index  of  CDC  Policy  Documents  and  the 
clearance  of  Congressional  reports  re- 
quired by  law;  (B'  coordinates  commit- 
tee management  activities,  and  conducts 
physical  and  personnel  security  pro- 
grams; (9)  develops,  coordinates,  and 
administers  other  paperwork  manage- 
ment programs,  including  correspond- 
ence, forms,  records  and  reports,  and 
word  processing. 

3.  Under  the  heading  NATIONAL 
INSTITUTE  FOR  OCCUPATIONAL 
SAFETY  AND  HEALTH  (HCC),  delete 
the  title  and  statement  for  Appalachian 
Laboratory  for  Occupational  Safety  and 
Health  (HCC2)  and  substitute  the  fol- 
lowing after  Division  of  Training  and 
Manpower  Development  (HCC9): 

Division  of  Respiratory  Disease  Stud- 
ies (HCCAK  (1)  Conducts  and  is  the 
Institute  focal  point  for  clinical  and 
epidemiological  research  on  occupa- 
tional respiratory  disease;  (2>  provides 
legislatively  mandated  medical  and  au- 
topsy services  under  the  Federal  Coal 
Mine  Health  and  Safety  Act;  (3)  con- 
ducts medical  research  to  fulfill  the  In- 
stitute's responsibilities  under  the  Fed- 
eral Coal  Mine  Health  and  Safety  Act; 
(4)  designs  and  conducts  research  pro- 
grams in  agricultural  and  noncoal  min- 
ing health;  <5)  plans,  coordinates,  and 
performs  energy  research  relating  to 
occupational  safety  and  health  for  the 
Institute,  including  the  areas  of  syn- 
thetic fuel  production  and  occupational 
hazards  associated  with  solar  and  other 
new  energy  sources. 

Division  of  Safety  Research  (HCCB) . 
*  1 )  Serves  as  the  focal  point  for  the  In- 
stitute's occupational  safety  research 
program;  designs  and  conducts  safety 
research  aimed  at  preventing  or  miti- 
gating injur>'  to  workers  in  all  indus- 
tries; (2)  conducts  accident  Investiga- 
tions and  provides  technical  consulta- 
tions relating  to  safety  problems  in  all 
industries;  t3'  develops  criteria  for 
recommended  safety  standards;  (4) 
develops  and  evsiluates  test  protocols; 
and  develops  regulations  for  certifica- 
tion of  personal  protective  devices,  in- 
dustrial hazard  measuring  devices,  and 
quality  control  programs;  (5)  tests  and 


certifies  personal  protective  devices  and 
occupation  hazard  measuring  devices. 

4.  Under  the  heading  BUREAU  OF 
EPIDEMIOLOGY   (HCE)  : 

<1)  Amend  item  3  in  the  statement 
for  the  Oi?ice  of  the  Director  (HCEl) 
to  read  as  follows:  <3>  provides  epide- 
miological consultation  to  other  com- 
ponents of  the  Center,  other  Federal 
and  State  agencies,  and  international 
health  organizations;  delete  item  (4) 
and  renumber  items  <5),  (6>,  (7>,  and 
(8»  to  read  (4),  (5),  (6),  and  (7),  re- 
spectively. 

(2)  Delete  the  statement  for  the  Bac- 
terial Diseases  Division  (HCE2'>  in  its 
entirety  and  substitute  the  following: 

Bacterial  Diseases  Division  <HCE2). 
(1)  Conducts  surveillance  program.s.  in- 
vestigations, and  special  studips  of  bac- 
terial diseases,  including  bacterial  zoo- 
noses; (2)  develops  and  evaluates  meth- 
ods for  prevention  and  control  of  these 
diseases;  (3)  provides  epidemi||  aid  and 
epidemiological  consultation,  upon  re- 
quest, to  State  and  local  health  depart- 
>nents,  other  Federal  agencies,  and  in- 
ternational health  organizations;  '4) 
conducts  investigations  on  the  applica- 
tion of  biological  and  physical  tech- 
niques in  disease  control,  including  stud- 
ies on  the  relation  of  the  environment 
to  the  transmission  of  diseases,  particu- 
larly in  institutions;  (5>  provides  labo- 
ratory and  statistical  support  required 
for  investigations  of  epidemics,  includ- 
ing mobile  teams  temporarily  assigned 
to  field  locations. 

f3>  Delete  the  title  and  statement  for 
the  Cancer  and  Birth  Defects  Division 
(HCE3)  in  its  entirety  and  substitute 
the  following : 

Chronic  Diseases  Division  (HCE3). 
(1)  Develops  and  maintains  systems  of 
case  surveillance  concerning  cancer, 
birth  defects,  environmental  hazards, 
diabetes,  arthritis,  and  related  chronic 
diseases,  often  in  cooperation  with  the 
National  Institutes  of  Health:  (2)  con- 
ducts epidemiological  inve.stigations 
when  indicated  in  field  situations  con- 
cerning unusual  local  occurrence  of  can- 
cer, birth  defects,  and  other  chronic 
diseases;  (3)  conducts  epidemiologic 
research,  often  in  collaboration  with 
other  public  health  agencies  at  Federal 
and  State  levels,  concerning  cancer, 
birth  defects,  and  other  chronic  dis- 
eases; (4)  conducts  epidemiologic  stud- 
ies of  health  care  delivery  with  respect 
to  diabetes  and  other  diseases:  i5>  pro- 
vides consultation,  as  requested,  within 
and  outside  the  United  States  concern- 
ing the  epidemiology  of  cancer,  birth 
defects,  and  other  chronic  diseases. 

(4)  Delete  the  title  and  statement  for 
the  Parisitic  Diseases  and  Veterinary 
Public  Health  Division  (HCE6^  in  its 
entirety  and  substitute  the  following : 

Parasitic  Diseases  Division  1HCE6). 
(1)  Conducts  surveillance  programs  and 
conducts  clinical,  field,  and  laboratory 
investigations  of  parasitic  diseases,  in- 
cluding parsitic  zoonoses;  (2)  provides 
epidemic  aid  and  epidemiological  consul- 
tation, upon  request,  to  State  and  local 
health  departments,  other  Federal  agen- 
cies, medical  centers,  and  research  insti- 
tutes in  the  United  States  and  abroad: 
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(3)  trains  health  professionals  in  trop- 
ical medicine,  parasitology,  epidemiol- 
ogy, and  public  health  methods;  (4) 
mamtams  liaison  with  the  Bureau  of 
Tropical  Diseases  and  the  Bureau  of  Lab- 
oratories on  interprogram  activities  re- 
lating to  malaria  evaluations,  surveil- 
lance, and  special  investigations  of  para- 
sitic disease  problems;  «5)  provides  anti- 
parasitic chemotherapeutic  agents  that 
are  unlicensed  'under  agreement  with 
the  Food  and  Drug  Administration!  or 
difficult  to  obtain  in  the  United  States 
to  tropical  disease  specialist^,  parasitolo- 
gists, and  other  medical  specialists. 

(5)  Delete  the  title  and  statement  for 
the  Phoenix  Laboratories  Division 
i  HCEl '  in  its  entirety  and  substitute  the 
following : 

Hepatitis  Laboratories  Division  'HCE 
7).  <1>  Conducts  clinical,  field,  and  lab- 
oratory investigations  of  selected  diseases 
with  primao  emphasLs  on  viral  hepa- 
titis and  dialysis  associated  diseases: 
(2)  develops  and  evaluates  methods 
for  diagnosis,  prevention,  and  control 
of  these  diseases;  and  conducts  a  na- 
tional surveillance  program  for  viral 
hepatitis;  (3)  consults,  collaborates,  and 
maintains  liaison  with  international. 
Federal.  State,  local,  and  other  agencies 
on  technical  developments  in  the  field  of 
hepatitis  and  dialysis  associated  diseases; 
(4  I  provides  epidemic  aid  and  other  as- 
sistance to  State  and  local  health  depart- 
ments; i5 1  serves  as  a  World  Health  Or- 
ganization Collaborating  Center  for  Ref- 
erence and  Research  on  Viral  Hepatitis: 
( 6 )  as  a  field  extension  of  the  Bureau  of 
Epidemiology  in  the  Southwest  United 
States  and  on  the  U.S.-Mexico  Border, 
provides  contact  and  furnishes  general 
epidemic  aid  and  other  assistance  to 
State  and  local  health  departments  in 
this  geographic  area :  (7*  furnishes  viral 
hepatitis  diagnostic  services  to  State 
health  laboratories. 

( 6>  Insert  the  following  after  the  func- 
tional statement  for  the  Viral  Diseases 
Division  (HCE9) : 

Alaska  Investigations  Division (HCEA^ . 
( 1 )  Plans  and  supervises  longitudinal  ep- 
idemiologic and  etiologic  Investigations 
of  diseases  occurring  in  circumpolar 
areas,  especially  among  Native  peoples; 
and  designs  methods  for  disease  control 
and  prevention:  (2^  conducts  field  In- 
vestigations of  the  epidemiology  of  in- 
fectious, chronic,  and  environmental  dis- 
eases of  major  importance  of  arctic  and 
subarctic  populations:  i3i  establishes 
surveillance  of  selected  acute  and  chronic 
diseases;  and  makes  recommendations 
for  prevention,  control,  and- or  further 
epidemiological  studies;  (4)  maintains 
a  central  laboratory-  for  performing  se- 
lected serological,  hematological,  and 
bacteriological  tests,  and  a  mobile  field 
laboratory  to  assist  with  Investigations 
in  the  field :  develops  and  evaluates  logis- 
tical and  laboratory  techniques  for  con- 
ductuig  prospective  investigations  and 
preventive  medicine  programs  in  remote 
northern  populations;  (5i  iiivestigates 
the  prevalence  and  etiology  of  genetic 
and  metabolic  disease  in  Alaskan  ethnic 
groups;  determines  the  genetic  charac- 
teristics of  these  groups;  and  provides 


consultation  and  specialized  biochemical 
labors tor>-  testing:  (6i  provides  training 
and  consultaticwi  in  epidemiology. 

Dated:  Maj-25, 1977. 

John  D.  Young. 
Assistant  Secretary  for 
Management  and  Budget. 
|PR  Doc  77-16793  Piled  6-13-77;8:45  ami 


OFFICE   OF   THE  ASSISTANT   SECRETARY 
FOR   HEALTH 

Delegation  of  Authority 

Notice  is  hereby  given  that  the  follow- 
ing   delegation    and    redelegation   have 
been  made  under  section  1903(mi  of  the 
Social  Security  Act,  as  added  by  section 
202  of  Pub.  L.  94-460.  This  section  de- 
scribes the  requirements  for  a  prepaid 
or  other  risk-basis  contract  between  the 
single  State  agency  under  the  Medicaid 
program  and  a  health  maintenance  or- 
ganization. Payment  of  Federal  match- 
ing funds  under  the  Medicaid  program 
is  prohibited  in  certain  instances  to  any 
State  for  services  provided  by  a  health 
maintenance    organization    under    risk- 
basis  contracts  unless  Uie  Secretary-  de- 
termines that  the  -health  maintenance 
organization'    meets    the    definition    of 
such   term    in    secUon    1903imi  '  1  mA' . 
which  definition  is  substantially  the  same 
as  the  defiuoition  of  the  term  •qualified 
health  maintenance  organization"  under 
TiUe  xm  of  the  Public  Health  Service 
Act  In  addition,  this  section  further  pro- 
vides for  an  exception  w  the  otlicrwise 
applicable  limitation  on  paymenf=  by  tlie 
Department    to   a    State   if   the   health 
maintenance   organization    develops   an 
acceptable  3  year  time-phased  plan  for 
achieving   compliance  with  the  limita- 
tion on  enrollment  of  individuals  under 
TiUes  XVm  and  XTX  of  the  Social  Se- 
curity Act  (.section  1903 'ni'  (2MA)  (iii>  ' 
which  would  reduce  the  Medicare  and 
Medicaid  enrollment  to  less  than  50  per- 
cent of  the  total  enrollment. 

1.  Delegation  on  January-  19.  1977  from 
the  Secretarv  to  the  Assistant  Secretarj^ 
for  Health,  with  authority  to  redelegate. 
of  the  authorities  vested  in  the  Secretary 
of  Health,  Education,  and  Welfare  under 
section  1903(mUl)(B)  and  section  1903 
,m)(2MC)  of  the  Social  Security  Act, 
as  added  by  Pub.  L.  94-460.  TliLs  del_ega- 
tion  was  effective  on  Januar>-  19. 1977. 

2.  Redelegation  from  the  Assistant 
Secretan-  for  Health  to  the  Director 
Office  of  Quality  Standards,  of: 

a.  The  authority  under  section  1903 
(m)(l)(B>  of  the  Social  Security  Act. 
as  added  by  Pub.  L.  94-460.  This  author- 
ity was  re-delegated  on  May  6  1977,  ef- 
fective on  thLs  date:  and 

b.  The  authority  imder  section  1903 
im^  (21  (C»  of  the  Social  Security  Act.  as 
added  by  Pub.  L.  94-460.  This  authority 
was  re-delegated  on  January  19.  1977. 
effective  c«i  tliis  date. 

Dated:  May  24.  1977. 

John  D.  Young. 
Assistant  Secretary  for 
Management  and  Budget/OS 
IFR  Doc .77- 16795  Filed  6-13-77:8:45  am| 


Office  of  the  SecreUry 

"ANALYSIS    OF    INCENTIVE    REIMBURSE 
MEhTT     SYSTEM     FOR     HEALTH     CARE 
LONG  TERM  CARE  SERVICES  PROVIDED 
TO    ELDERLY    AND    LONG    TERM    D1S 
ABLED" 

Program  Results 

Pursuant  to  SecUon  606  of  Uie  Com- 
munity Services  Act  of  1974  (Pub.  L 
93-644).  42  U.S.C.  2946,  Uiis  agency  an- 
nounces the  results,  findings,  data.  01 
recommendations  reported  as  a  result  of 
activities  associated  with  H.E.W.  project 
entitled.  'Analysis  of  Incentive  Reim- 
bursement System  for  Health  Care  Long 
Term  Care  Services  Provided  to  the  Eld- 
erly and  Lc«ig-Term  Disabled." 

The  goal  of  this  project  was  to  de- 
velop an  incentive  reimbursement  sys- 
tem for  the  lonp-term  care  industrj- 
This  system  wa*?  to  include  the  followinp 
features :  >  1 '  it  should  be  prospective  iti 
nature.  '2i  it  should  explicitly  account 
for  the  variation  in  patient  mix  <and. 
therefore,  the  cost  of  providing  care' 
among  the  facilities.  (3)  it  should  be 
based  on  the  economic  costs  of  produc- 
tion. «4)  it  should  prevent  cost  pass- 
alongs  in  the  reimbursement  meciia- 
nism.  <b>  it  .should  promote  economic 
efficiency  in  the  facility  operations  via 
appropriate  incentives,  (6  >  it  should  pro- 
^-ide  for  the  provision  of  quahty  care, 
and  '  7 1  it  should  promise  cost  savings 
In  the  Medicaid  «and  Medicare' 
program. 

The  project  was  divided  in '1,0  two 
phases:  an  estimation  phase  and  a  simu- 
lation phase.  The  estimation  was  ac- 
complished by  emploj'lng  analysis  of 
covarlanrc.  That  is,  private-pay  patient 
charges  in  certified  facilitief  were  re- 
gressed on  a  series  of  independent  vari- 
ables composed  of  three  groups:  facility 
characteristics,  local  market  character- 
istics, and  patient  characteristics  (in- 
cluding a  specially  constructed  patient 
debility  index ' .  Tlie  basic  data  base  used 
in  this  phase  was  the  1973  National  Nurs- 
ing Home  Survey.  The  simulation  was 
conducted  in  the  States  of  North  Caro- 
lina and  Minnesota.  It  consisted  of  ap- 
plying the  formula  derived  from  the  esti- 
mation of  the  first  phase  to  each  certified 
facility  in  the  State  and  then  comparinc 
the  reimbii:.^ment  level  so  simulated 
with  tliai  actually  prevailing  under  the 
current  system,  .^n  analysis  of  winning 
and  lasing  facilities  imder  the  proposed 
system  was  undertaken  to  determine  if 
tiie  gau:s  and  losses  were  justified  on 
economic  grounds. 

This  project  had  many  unique  fea- 
tures. One  is  the  debility  index  developed. 
Scale  Gradient  Analysis  was  i-scd  to  con- 
struct a  debility  index  which  required  the 
measurement  of  only  five  patient  attri- 
butes: feeding,  continence,  movement, 
dressing,  and  Ixvgiene.  The  second  sp>ecial 
feature  was  the  use  of  private-pay  pa- 
tient charges  as  the  dependent  variable 
rather  than  expenses  or  costs.  This 
avoided  the  confounding  influence  of 
past  and  present  reimbursement  systems 
on  the  dependent  variable,  allowed  pre- 
cise measurement  of  intra-facility  varia- 
tions, and  maximized  the  economic  ef- 
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ficiency  coiisiderations  inherent  in  com- 
petitively determined  market  prices. 
Efforts  were  made,  however  (and  suc- 
cessfully, to  account  for  pricing  above 
the  competitive  norm  by  including  mar- 
ket imperfections  in  the  analysis  of  co- 
variance  and  eliminating  these  influ- 
ences when  deriving  the  reimbursement 
formula.  Finally,  in  order  to  conduct  the 
simulation,  it  was  necessary  to  acquire 
and  edit  patient  review  data  and  Medic- 
aid cost  reports  from  the  two  simulation 
states. 

During  the  estimation,  over  60  percent 
of  the  variation  in  private  pay  charges 
was  explained  by  a  total  of  only  19  vari- 
ables, each  of  which  was  sinnificant  at 
the  .03  level.  The  reimbursement  formula 
derived  from  the  estimated  equation  con- 
tained only  14  variables.  The  use  of 
private-pay  charges  rather  than  facility 
expenses  did  not  result  in  higher  pro- 
gram co.sts.  In  fact,  the  main  overall  re- 
port of  the  formula  was  to  redLstribute 
the  reimbursement  budget  among  the 
participating  facilities.  In  addition,  the 
redistribution  appeared  to  be  reasonable 
In  that  the  winning  facilities  consistently 
had  high  occupancy  levels,  low  adminis- 
trative costs,  and  adequate  staffing  levels, 
whereas  the  losing  facilities  had  low  oc- 
cupancy levels,  high  administrative  costs. 
and  low  staffing  levels.  Thus,  the  formula 
promotes  high  occupancy  and  the  shift 
of  resources  from  administration  to 
direct  patient  care,  which  is  consistent 
with  considerations  of  economic  effciency 
and  the  maintenance  of  quality  care.  The 
debility  mix  of  facilities  was  found  to  be 
highly  variable  and  significantly  related 
to  private  charges,  although  no  signifi- 
cant difference  was  observed  between 
voluntary  and  proprietary  facilities  as 
some  have  suggested.  Finally,  the  cast  of 
implementing  the  resulting  system  does 
not  appear  to  be  large  in  that  existing 
mechanisms  can  be  used  for  acquiring 
practically  all  of  the  necessary  data. 

Dated:  June  2  1977. 

Henry  Aaron, 
Assistant  Secretary  for 
Planning  and  EvaluatiOJi. 

(FR  Doc.77-16905  FUed  6-13-77:8:45  am) 


EDITORIAL.  COMPOSITION,  GRAPHICS, 
AND  TYPING  SERVICES  FOR  PRODUC- 
TION OF  A  CAMERA  READY  COPY  OF 
THE  STUDY  OF  RELATIVE  MEASURE  OF 
POVERTY    REPORT  TO   CONGRESS 

Program  Results 

Pursuant  to  Section  606  of  the  Com- 
munitv  Services  Act  of  1974.  'Pub.  L. 
93-644'  42  U.S.C.  2946.  this  agency 
announces  the  results  of  activities 
associated  with  an  HEW  Contract 
entitled.  •Editorial.         Composition, 

Graphics,  and  Typmg  Services  for  Pro- 
duction of  a  Camera  Ready  Copy  of  the 
Study  of  Relative  Measure  of  Poverty 
Fleport  to  Congress,"  performed  by  the 
National  Conference  Group,  Inc.,  Falls 
Church.  Virginia,  under  Contract  No. 
HEW-lOO-76-0109. 

Section  823  of  the  Education  Amend- 
ments  of    1974,    I  Pub.    L.    93-3801    au- 


thorized and  required  the  Assistant 
Secretary  for  Education  of  HEW  to 
prepare  a  study  of  the  measure  of 
poverty  used  under  Title  I  of  the  Ele- 
mentary and  Secondai-y  Education  Act 
of  1965.  Because  of  the  impact  which  the 
findings  of  the  study  could  have  on  other 
Federal  programs  making  use  of  the 
official  poverty  matrix,  an  interagancy 
Poverty  Studies  Task  Force  was  estab- 
lished to  carry  out  the  study.  The  report, 
"The  Measure  of  Poverty"',  was  trans- 
mitted to  Congress  in  April  1976.  Since 
that  time  eighteen  technical  papers 
containing  essential  supporting  docu- 
mentation and  analysis  for  the  study 
have  been  produced.  This  series  of 
papers  covers  a  wide  variey  of  subjects 
pertaining  to  both  conceptual  problems 
and  empirical  data  involved  in  the 
measurement  of  poverty.  The  contractor 
edited  the  rough  and  final  drafts  of  the 
papers,  physically  composed  the  final 
draft  of  each  of  the  papers  in  order  to 
produce  a  professionally  arranged  docu- 
ment, and  prepared  a  final  camera-ready 
copy  of  each. 

Following  is  a  listing  of  the  technical 
papers  along  with  accession  numbers 
whereby  they  are  identified  by  the  Na- 
tional Technical  Information  System 
I  NTIS I .  The  reports  are  available  from 
NTIS  at  cost,  and  may  be  ordered  at  the 
following  address: 

National  Technical  Information  System,  U.S. 
Department  of  Commerce,  5285  Port  Royal 
Road.  Springfield,  Virginia  22161.  General 
Information,  202-724-3509. 

Technical  Paper  II  •'Administrative 
and  Legislative  Uses  of  the  Terms 
Poverty',  Low-Income',  and  Other 
Related  Items  ",  Accession  Number  PB 
259-033.  $6.00 

Technical  Paper  HI  "A  Review  of  the 
Definition  and  Measurement  of  Poverty", 
v.l,  Literature  Review,  Accession  Nimi- 
ber  PB  259-031,  $7.75.  v. 2,  Annotated 
Bibliography,  Accession  Nimiber  PB  259- 
032.  SL^.75 

Technical  Paper  V  "The  Consumer 
Price  Index".  Accession  Number  PB  261- 
233.  $4.00 

Technical  Paper  "VTI  "In-Kind  Income 
and  the  Measurement  of  Poverty",  Ac- 
cession Number  PB  263-276,  $5.00 

Technical  Paper  Vin  "The  1972-73 
Consumer  Expenditure  Survey",  Acces- 
sion Num'oer  PD  259-034,  $4.00 

Technical  Paper  IX  "Inventory  of 
Federal  Data  Bases  Related  to  the 
Measurement  of  Poverty",  Accession 
Number  PB  260-671.  $8.00 

Technical  Paper  X  "Effect  of  Using  a 
Poverty  Definition  Based  on  Household 
Income".  Accession  Number  PB  262-783, 
S3. 50 

Technical  P&per  XII  "Food  Plans  for 
Poverty  Measurement"',  Accession  Num- 
ber PB  262-784.  $6.00 

Technical  Paper  XIII  '"Relative  Pov- 
erty" Accession  Number  PB  262-785, 
$3.50 

Technical  Paper  XV  "Analytic  Sup- 
port for  Cost-of -Living  Dififerentials  in 
the  Poverty  Thresholds",  Accession 
Number  PB  261-234,  $4.50 


Technical  Paper  XVII  "The  Sensitiv- 
ity of  the  Incidence  of  Poverfy  to  Dif- 
ferent Measures  of  Income:  School-Age 
Children  and  Families".  Accession  Num- 
ber PB  261-235.  $4.50 

Technical  Paper  XVIII  ■Character- 
istics of  Low-Income  Populations  Under 
Alternative  Poverty  Definitions  ",  Acces- 
sion Number  PB  262-786.  $5.50 

Papers:  I  "Documentation  of  Back- 
groimd  Information  and  Rationale  for 
Current  Poverty  Matrix':  IV  "Bureau 
of  Labor  Statistics  Family  Budgets  Pro- 
gram ";  VI  "Wealth  and  the  Accounting 
Period  in  the  Measurement  of  Means"; 
XI  "Update  of  the  Or.shansky  Index"; 
XIV  "Relative  Measure  of  Poverty":  and 
XVI  "Implications  of  Alternative  Meas- 
ures of  Poverty  on  Title  I  of  the  Elemen- 
tary and  Secondary  Education  Act",  are 
now  in  the  process  of  being  printed  and 
will  be  entered  into  the  NTIS  system  as 
soon  as  they  are  available. 

Additional  infonnation  about  this  se- 
ries of  technical  papers  can  be  obtained 
from: 

Department  of  Health.  Education,  and  'Wel- 
fare. 200  Independence  Avenue.  S'W.,  Room 
447-D.  South  Portal  Building.  'Washington. 
D.C.  20201. 

Dated:  June  2, 1977. 

Henry  Aaron, 
Assistant  Secretary  for 
Planning  and  Evaluation. 

[FR  Doc.77-16904  Filed  6-13-77:8:45  am] 

DEPARTMENT  OF  THE   INTERIOR 

Bureau  of  Land  Management 

[OR  17295   (Wash.)l 

WASHINGTON 

Proposed  Classification  of  Public  Lands 
for  Disposal  by  Exchange;  Correction 

June  6,  1977. 
In  FR  Doc.  77-12517,  appearing  on 
page  22205  in  the  Federal  Register  for 
Monday,  May  2,  1977.  the  fifteenth  and 
sixteenth  lines  under  the  heading  "Wil- 
lamette Meridian"  should  read.  "Sec.  18, 
lots  1.  2.  3.  and  4.  E'2W'2.  and  E'2" 

E.  J.  Petersen, 
Associate  State  Director. 

(FR  Doc.77-16878  Filed  6-13-77,8:45  am] 


Office  of  Hearings  and  Appeals 

[Docket  No.  M  77-125] 

BETTY   B   COAL   CO. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  301  <  c  > 
of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969,  30  U.S.C.  §861(c^ 
(1970).  Betty  B  Coal  Co..  Box  340,  Clint- 
wood,  Virginia  24228,  has  filed  a  petition 
to  modify  the  application  of  30  CFR  75.- 
1710,  cabs  or  canopies,  to  its  Mine  No.  4, 
located  in  Coebym,  Virginia. 

The  substance  of  Petitioner's  state- 
ment is  as  follows: 
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1.  Petitioner's  mme  was  opened  in 
1923.  Petitioner  has  owned  and  operated 
tlie  mine  for  7  years.  The  projected  life 
of  the  mine  is  5  years.  There  has  been 
no  recent  rehabilitation  of  the  mine.  Pe- 
titioner has  14  employees  and  they  are 
not  represented  by  a  union. 

2.  Petitioner's  mine  is  in  the  Upper 
Banner  Coal  Seam  The  thickness  of  the 
coal  seam  Ls  from  38  to  44  inches.  The 
average  height  of  the  coal  seam  in  loca- 
tions where  equipment,  subject  to  cab 
and  canopy  regulations,  is  being  used  is 
40  inches. 

3.  Petitioner's  equipment  consists  of: 
one  Lee  Norse  265  continuous  miner.  10 
feet  6  inches  long  34  feet  34  inches  high 

One  AR-4  Elkhorn  scoop.  8  feet  10 
inches  long.  22 '2  feet  30  inches  high. 

4.  Two  hundred  and  fifty  tons  are  pro- 
duced per  day  with  one  production  shift 
per  day.  The  continuous  mining  methods 
used  at  the  mine.  The  average  room  size 
of  each  working  section  where  equipment 
is  used  is  40  inches  high,  20  feet  wide. 
The  top  and  floor  at  each  working  sec- 
tion where  equipment  is  used  is  shale 
to  sandstone. 

5.  The  roof  i.'^  too  low  to  operate  equip- 
ment with  cabs  or  canopies  installed  and 
such  an  installation  may  result  in  a  loos- 
ening of  roof  bolt  support. 

6.  The  age  of  Petitoner's  equipment  is 
5  years.  Roof  bolting  and  additional  tim- 
bering are  the  present  roof  fall  preven- 
tion techniques  used  at  the  mine  The 
operator  has  considered  and  investigated 
potential  problems  related  to  the  use  of 
cabs  and  canopies.  Petitioner  plans  to  u.=:e 
the  subject  equipment  for  5  more  years. 

7.  Petitioner's  proposed  alternative 
method  consists  of  roll  bars,  panic  bars 
and  other  protective  devices.  Petitioner 
will  train  its  employees  to  use  these  de- 
vices and  the  roll  and  panic  bar  have  al- 
ready been  provided. 

8.  Petitioner's  mine  is  too  low  to  op- 
erate the  subject  equipment  with  cabs 
or  canopies  attached.  Such  an  installa- 
tion of  cabs  or  canopies  would  result  in 
a  dislodgement  of  roof  bolt  support. 
Equipment  operators  refuse  to  operate 
equipment  with  cabs  or  canopies  at- 
tached. 

Request  for  He.».ring  or  Comments 
Persons  interested  in  this  petition 
may  request  a  hearing  on  the  petition 
or  furnish  comments  on  or  before  July 
14.  1977.  Such  requests  or  comments 
must  be  filed  with  the  Office  of  Hearmgs 
and  AppeaLs.  Hearings  Division.  U.S.  De- 
partment of  the  Interior.  4015  Wilson 
Boulevard.  Arhngton.  Virginia  22203. 
Copies  of  the  petition  are  available  for 
inspection  at  that  address. 

Davto  Torbett. 
Acting  Director. 
Office  of  Hearings  and  Appeals. 

JUNE  1, 1977. 

JFR  Doc  77-16879  Filed  6-13-77:8:46  am] 


(Docket  No.  M77-r75] 

ENERGY    DEVELOPMENT  CO. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  thai  m  accord- 
ance with  the  provision.-;  of  .'-eition  301  'Ci 
of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U.S.C.  861<c> 
(1970'.  Energy  Development  Co..  P.O. 
Box  36.  Hanna.  Wyoming  82327,  has 
filed  a  petition  to  modify  the  application 
of  30  CFR  75  1710.  cabs  or  canopies,  to  its 
Vanguard  No.  2  Mine,  located  in  Carbon 
County.  Wyoming. 

The  substance  of  Petitioner's  state- 
ment is  as  follows: 

1.  This  standard  should  be  declared 
inapplicable  or  else  waived  as  it  applies 
to  Petitioner's  Joy  RED  8  roof  bolter  be- 
cause application  of  the  mandatory 
standard,  considering  the  operative  con- 
ditions of  the  mine,  will  result  in  a  dim- 
inution of  safety  to  the  miners. 

2.  The  proposed  alternative  method 
for  operation  will  at  all  times  guarantee 
no  less  than  the  same  measure  of  protec- 
tion afforded  the  miners  at  the  affected 
mine  by  the  mandatory  standard  for 
the  following  reasons: 

(a>  The  application  of  the  standard 
to  such  equipment  Is  unduly  restrictive 
and  tinnecessary  when  temporarv-  roof 
support  remains  in  place  until  the  roof 
Ls  supported  with  approved  permanent 
roof  support.  Installation  of  the  perma- 
nent roof  support  is  accomplished  In  a 
normal  roof  bolting  cycle,  each  roof  bolt 
in  the  row  being  installed  from  right  to 
life  in  sequence.  This  always  places  the 
operator  consistently  and  constantly 
under  permanent  roof  support,  as  any 
other  person  would  normally  be  out  by 
the  last  permanent  support. 

lb'  The  RBD  Joy  roof  bolter  was 
selected  by  Petitioner  at  its  Hanna 
operation  iDCcause  of  its  unique  mobility 
and  gradability.  When  first  selected,  it 
was  the  only  known  reliable  roof  bolter 
which  offered  and  provided  the  ability 
to  safel-y  negotiate  steep  and  wet  grades, 
and  it  is  the  opinion  of  the  Petitioner 
that  it  still  is  the  only  machine  on  the 
market  that  is  capable  of  operating 
under  Petitioner's  extreme  conditions. 
Other  machines  including  Galis  roof 
bolters  have  been  u.sed  but  were  proven 
inadequate  as  far  as  providing  the 
ability  to  maneuver  in  the  face  condi- 
tions existing  at  Hanna  in  the  deep 
mines. 

'c>  Since  the  Petitioner  receive-d  the 
fir.st  notice  in  1975  on  the  Joy  RBD  8 
roof  bolter,  the  Joy  Manufacturing  Com- 
pany, in  an  attempt  to  aid  the  Petitioner 
in  complying  with  the  applicable  regula- 
tions, installed  a  roof  support  system  on 
their  roof  bolter  This  consisted  of  a  roof 
jack  which  was  mounted  on  the  feed 
"frame  at  the  end  of  the  drill  boom.  Per- 
sonnel for  the  Technical  Support  Cen- 
ter. E>enver.  Colorado,  recently  inspected 
this  bolter  and  concluded  the  system  was 


not  adequate  since  it  required  that  the 
jack  be  repositioned  daring  m.-^t.allation 
and  after  each  bolt  is  mstalled  The  use 
of  the  .-support  jack  places  pressure  on 
the  roof  that  when  released  without  per- 
manent support  causes  a  hazardous  con- 
dition whuli  m  turn  increases  the  poten- 
tial danger  to  tlie  operator. 

(di  The  Joy  RBD  8  roof  bolter  has 
been  employed  by  Petitioner  for  2  years 
at  its  Vanguard  No.  2  Mme  without  a 
single  disabling  injury. 

Request  for  Hearing  or  Comments 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or 
furnish  comments  on  or  before  July  14. 
1977  Such  requests  or  comments  must 
be  filed  with  the  Office  of  Hearings  and 
.Appeals.  Hearings  Division.  U.S.  Depart- 
ment of  the  Interior.  4015  Wilson  Boule- 
vard. Arlington.  Virginia  22203.  Copies  of 
the  petition  are  available  for  hispection 
at  that  address. 

David  Torbett, 
Acting  Director. 
Office  of  Hearings  and  Appeals. 

Jttne  1,  1977. 

[FR  Doc  77-16880  Filed  6-13  77.8  A5an»l 


(Docket  No.  M77-170I 

HAWKINS   AND   SWINEY   COAL   CO. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  301 
ic>  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U.S.C.  861 'O 
■  1970>.  Hawkins  and  Swiney  Coal  Co.. 
PO  Box  186.  Elkhorn  City.  Kentucky 
41522.  has  filed  a  petition  to  modify  the 
apphcation  of  30  CFR  75.1710,  cabs  or 
canopies,  to  its  Hawkins  and  Swiney 
Mine,  located  in  Pike  County,  Kentucky. 

The  substance  of  Petitioner's  state- 
ment is  as  follows ; 

1.  Petitioner's  haulage  equipment 
consists  of  several  Mescher's  Manufac- 
turing Company  battery  tractors  and 
cars.  These  tractors  range  in  height 
from  24  to  32  inches.  These  tractors 
were  manufactured  in  the  early  sixties 
and  were  not  designed  to  have  canopies 
installed,  as  the  new  type  tractors  and 
cars  are  today. 

2.  Petitioner  operates  in  the  Niunber  1 
Elkhorn  Seam.  In  this  seam  Petitioner 
will  be  constantly  running  into  ascend - 
mg  and  descending  grades,  resulting  in 
dips  in  the  coalbed.  By  installing  cano- 
pies on  the  tractors  Petitioner  is  limit- 
ing the  vision  of  the  operators  of  the 
equipment,  creating  a  hazard  to  them 
as  well  as  to  other  employees  in  the 
mine. 

3  Petitioner  feels  that  since  the  trac- 
tor operator's  vision  Ls  limited  and  be- 
caase  of  the  position  required  in  order 
to  be  seated  in  the  tractor  car,  the  in- 
stallation of  canopies  could  be  a  con- 
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tnbuting  factor  to  accidents  that  may 
arise.  Petitioner  feels  that  by  having 
canopies  installed  on  its  haulage  equip- 
ment, it  is  creating  a  hazard  to  the 
operators. 

4  The  height  of  the  seam  will  go  42  to 
48  inches. 
Request  for  He.\ring  or  Comments 

Persons  interested  in  this  petition 
may  request  a  hearing  on  the  petition 
or  furnish  comments  on  or  before  July 
14,  1977.  Such  requests  or  comments 
must  be  filed  with  the  Office  of  Hearings 
and  Appeals.  Hearings  Division.  U.S. 
Department  of  the  Interior.  4015  Wilson 
Boulevard.  Arhngton.  Virginia  22203. 
Copies  of  the  petition  are  available  for 
inspection  at  that  address. 

June   11.    1977. 

D.'lVII)    TCRBETT. 

Acting  Director. 
Office  of  Hearings  and  Appeals. 
IFR  Doc.77-16881  Piled  G-13  77;8;45  am] 


[Docket  No.  M77-4ai 
,  HAWLEY    COAL    MINING    CORP. 

Petition  for  Modification  of  Apniicat.on  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  301  <c  > 
of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U.S.C.  861  <c) 
(1970).  Hawley  Coal  Mining  Corp.  has 
filed  an  amended  petition  to  modify  the 
application  of  30  CFR  75.305  to  its  Blue 
Boy  No.  6  Mine,  located  in  McDowell 
County.  West  Virginia. 

30  CFR  75.305  provides ; 

In  addition  to  the  preshlft  and  dally  ex- 
aminations required  by  this  Subpart  D. 
examinations  for  hAzardous  conditions.  In- 
cluding tests  for  metliane.  and  for  oompU- 
ance  with  the  mandatory  health  or  safety 
standards,  shall  be  made  at  least  once  each 
week  by  a  certified  person  designated  by  the 
operator  In  the  return  of  each  .split  of  air 
where  It  enters  the  main  return,  on  pUIar 
falls,  at  seals.  In  the  main  return,  at  least  one 
entry  of  each  Intake  and  return  airoourse  In 
Its  entirety.  Idle  workings,  and  Insofar  as 
safety  considerations  permit,  abandoned 
areas.  Such  weekly  examinations  need  not  be 
made  during  any  week  in  whlcti  the  mine  Is 
Idle  for  the  entire  week,  except  that  such 
examination  shall  be  made  before  any  other 
miner  returns  to  the  mine.  The  person  mak- 
ing such  examinations  and  tests  shall  place 
his  initials  ajid  the  date  and  time  at  the 
places  examined,  and  If  any  hazardous  condi- 
tion Is  found,  such  condition  shall  be  re- 
ported to  the  operator  promptly.  Any  hazard- 
ous condition  shall  be  corrected  immediately. 
If  such  condition  creates  an  imminent  dan- 
ger, the  operator  shall  withdraw  all  persons 
from  the  area  affected  by  such  condition  co  a 
safe  area,  except  t^ose  persons  referred  to  in 
secUon  104(d)  of  the  Act.  until  such  danger 
is  abated.  A  record  of  these  examinations, 
tests,  and  actions  taken  shall  be  recorded  in 
ink  or  indeUble  pencil  In  a  book  approved  by 
the  Secretary  kept  for  such  purpose  iu  an 
area  on  the  surface  of  the  mine  choeen  by  the 
mine  operator  to  minimize  the  danger  of 
destruction  by  fire  or  other  hazard  and  the 
record  shall  be  open  for  inspection  by  inter- 
ested persona. 

5  75.305-1.   Intervals   of  examination.   Ex- 
aminations as  required  by  I  75.305  shall  be 


made  at  least  once  each  week  and  the  phrase 
"once  each  week"  shall  meian  at  Intervals  not 
exceeding  7  days  rather  than  at  any  time 
during  each  calendar  week. 

§  75.305-2.  Tests  for  methane.  UntU  De- 
cember 31.  1970.  a  permissible  flame  safety 
lamp  may  be  used  to  make  tests  for  methane 
required  by  the  regulations  in  this  part.  On 
and  after  December  31.  1970,  a  methane  de- 
tector approved  by  the  Secretary  shall  be 
used  for  such  tests  and  a  permissible  flame 
safety  lamp  may  t)e  used  as  a  supplemen- 
tarj'  testing  device. 

Tlie  substance  of  Petitioner's  state- 
ment is  as  follows: 

1.  Petitioner  presently  engages  in  the 
mining  of  bituminous  coal  from  its  Blue 
Boy  No.  6  Mine.  The  Blue  Boy  No.  6  Mine 
was  acquired  by  the  Petitioner  on  or 
about  April  30.  1968,  from  a  prior 
operator. 

2.  Tlie  Petitioner  mines  coal  from 
three  separate  working  sections,  desig- 
nated. 3  East.  4  East  and  10  Right. 

3.  Under  its  present  ai-rangemcnt  for 
the  ventilation  of  the  working  places  in 
the  Blue  Boy  No.  6  Mine,  the  Petitioner 
causes  return  all*  from  these  working 
places  to  travel  a  route,  a  portion  of 
which  passes  through  abandoned  areas 
in  which  a  prior  operator  of  the  Blue 
Boy  No.  6  Mine  conducted  its  mining  op- 
erations. Tlie  return  aircourse  for  this 
mine  passes  through  approximately 
5.800  feet  of  abandoned  areas.  This  re- 
turn aircourse  has  been  so  used  by  the 
Petitioner  for  a  period  in  excess  of  7 
years,  since  November  1,  1969. 

4.  The  Petitioner,  as  part  of  the  ap- 
proved ventilation  plan  for  this  mine, 
causes  a  certified  person  designated  by 
it  to  examine  the  intake  aircourse.  in  its 
entirety,  and  that  portion  of  the  return 
aircourse  which  does  not  pass  through 
abandoned  workings.  These  examina- 
tions are  conducted  regularly  on  a  weekly 
basis. 

5.  Petitioner  submits  that  it  lias  suc- 
cessfully utilized  the  present  return  air- 
course,  for  a  period  in  excess  of  7  years 
without,  in  any  way  whatsoever,  ad- 
versely affecting  tlie  safety  and  health  of 
tlio  miners  employed  by  it  at  its  mine. 

6.  At  present  there  is  no  other  route 
available  to  the  Petitioner  over  which  it 
may  channel  return  air,  and  which  may. 
in  its  entirety  be  examined  regularly  by 
its  certified  representative. 

7.  Petitioner  submits  that  the  appli- 
cation of  30  CFR  75.305  insofar  as  it 
pertains  to  Uie  requirement  that  return 
aircourses  in  their  entirety  be  examined, 
will  result  in  a  diminution  of  safety  at 
tlie  Blue  Boy  No.  6  Mine  in  that: 

a.  the  abandoned  areas  are  extensive 
and  a  substantial  likelihood  exists  that 
individuals  desginated  to  examine  them 
may  become  disoriented  and  lost  there- 
in; 

b.  a  substantial  likelihood  exists  that 
those  designated  by  tlie  Petitioner  to  ex- 
amine these  areas  will  be  overcome  by 
accumulations  of  carbon  dioxide,  result- 
ing in  a  condition  known  as  "black 
damp" ; 

c.  the  heights  within  the  abandoned 
areas  are  extremely  low.  and  inasmuch 
as  transportation  through  these  areas 
can  therefore  not  be  provided,  it  would 


be  necessary  for  representatives  to  crawl 
through  the  abandoned  areas  over  a  dis- 
tance of  approximately  5,800  feet. 
thereby  physically  exliausting  them,  and 
significantly  increasing  the  likelihood  of 
injury  to  them;  and 

d.  there  is  a  substantial  likeliliood  that 
other  hazards  to  the  safety  of  these  in- 
dividuals may  exist,  insofar  as  the  physi- 
cal environs  of  said  abandoned  areas  are 
concerned. 

8.  Petitioner  submits  that  a  modifica- 
tion, as  herein  contemplated,  of  the 
standard  embodied  in  30  CFR  75  305. 
insofar  a.G  it  pertains  to  the  requirement 
that  return  aircourses  be  examined  in 
their  entirety,  will  not.  if  applied  to  its 
Blue  Boy  No.  6  Mine,  in  any  way  create 
any  less  a  degree  of  safety  than  is  in- 
tended to  be  established  by  30  CFR 
75.305. 

9.  As  an  alternate  method  to  guarantee 
no  less  than  the  same  measure  of  protec- 
tion to  the  health  and  safety  of  its  miners 
at  the  Blue  Boy  No.  6  Mine,  as  intended 
by  section  75.305,  the  Petitioner  affirms 
that  it  shall  strictly  comply  with  all  as- 
pects of  the  approved  ventilation  plan  for 
the  Blue  Boy  No.  6  Mine  so  as  to  ensure 
the  safety  and  health  of  its  miners  em- 
ployed thereat.  In  addition,  the  Petitioner 
shall  cause  to  be  taken  daily,  air  velocity 
readings  at  the  exhaast  fan  maintained 
by  it  at  said  Mine,  and  further,  .'ihall 
e.stablish  air  monitoring  stations,  at  loca- 
tions indicated  on  the  map  submitted  as 
Exhibit  A,  for  the  purpose  of  determining 
daily,  air  velocity  and  methane  content 
at  the  return  entries  of  each  working  sec- 
tion in  the  Blue  Boy  No.  6  Mine. 

Request  for  Hearing  or  Co.mments 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments  on  or  before  July  14. 
1977.  Such  requests  or  comments  must 
be  filed  with  the  Office  of  Hearings  and 
Appeals,  Hearings  Divi.sion.  US.  Depart- 
ment of  the  Interior,  4015  Wilson  Boule- 
vard. Arlington.  Virginia  22203.  Copies 
of  the  petition  axe  available  for  inspec- 
tion at  that  address. 

David  Torbett. 
Acting  Director. 
Office  of  Hearings  and  Appeals. 

June  2.  1977. 

[FR  D0C77-16882  Piled  6-13-77;8:45  am) 


[Docket  No.  M  77-179] 
JIM   WALTER   RESOURCES,   INC. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  301 
(c)  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U  S.C.  861  (c> 
(1970).  Jim  Walter  Resourcas.  Inc..  P.O. 
Box  10406,  Birmingham,  Alabama  35202 
has  filed  a  petition  to  modify  the  appli- 
cation of  30  CFR  75.1704.  escapeways, 
to  its  No.  3  Mine,  located  in  Jefferson 
County,  Alabama. 

The  sulDstance  of  Petitioner's  state- 
ment is  as  follows: 
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1.  Petitioner  is  the  successor  as  of 
January  26.  1976.  to  the  Coal.  Iron  and 
Chemicals  Division  of  Umted  States  Pipe 
and  Foundr>'  Company,  and  is  the  oper- 
ator of  the  No  3  Mine. 

2.  The  No  3  Mine  was  first  opened  in 
1973  bv  sinking  three  concrete-lined 
shafus  approximately  1.300  feet  deep  to 
the  Blue  Creek  coal  seam.  The  Blue 
Creek  seam  ranges  in  thickness  from  41 
to  78  inches  and  averages  62  inches  in 
thickness.  The  cover  above  the  Blue 
Creek  seam  ranges  from  1.200  to  1.600 
feet 

3.  At  the  present  time.  No.  3  Mine  is 
onerating  8  sections.  6  sections  on  the 
dav  shift  and  5  sections  on  the  evening 
and  owl  shifts  and  produces  approxi- 
mately 2.000  tons  of  coal  a  day. 

4.  The  No.  3  Mine  currently  employs 
508  wage  employees,  whose  collective 
bargaining  representative  L's  the  United 
Mine  Workers  of  America.  Local  Union 
No  1928.  whose  President  is  Lewis  John- 
son, who  resides  at  806  Delta  Street. 
Bessemer.  Alabama  35020. 

5.  The  Petitioners'  mining  proiections 
include  five  entries  on  mains,  consisting 
of  two  return  air  entries,  a  belt  entry,  a 
track  entry  and  a  intake  air  entry  Addi- 
tional entries  were  not  proiected  and 
have  not  been  constructed  because  of 
roof  control  problems  and  mine  design 
limitations  due  to  the  extreme  depth  of 
the  coal,  which  would  create  greater 
hazards  for  the  miners  in  the  mine 

6.  Currently  working  sections  003,  006. 
007.  and  008  employ  approximately  60 
miners  i^er  shift.  Th-^.se  miners  are  using 
a  rout«  to  the  20  foot  in  diameter  by 
1,320  foot  deep  concrete-lined  service 
shaft  as  the  emergency  intake  air  es- 
cape way. 

7.  Tlie  man  cage  at  the  concrete-lined 
service  shaft  has  a  capacity  of  34  people 
using  the  2'2  square  foot  per  man  re- 
quirement. In  an  emergency,  this  capac- 
ity could  be  doulDled  to  68  persons.  This 
man  cage  also  has  the  capability  to  al- 
low an  injured  man  on  a  stretcher  to  re- 
main in  the  prone  or  supine  position. 

8.  The  hoist  at  the  concrete -lined 
service  shaft  has  a  aualified  hoisting  en- 
gineer on  duty  at  all  times  that  persons 
are  underground  in  order  to  assure  the 
safe  and  efficient  operation  of  the  hoist. 

9.  The  man  cage  in  this  1.320-foot 
deep  shaft  can  be  raised  or  lowered  from 
one  landing  platform  to  the  other  in  ap- 
proximately 1-5  minutes. 

10.  At  the  present  time,  the  furthest 
point  away  from  the  concrete  lined  shaft 
tosections  003,  006,  007  or  008  is  approx- 
imately 5,000  feet.  At  a  nonnal  pace,  a 
miner  could  travel  this  distance  by  foot 
in  approximately  15  minutes.  At  a  rapid 
pace,  this  time  could  be  reduced  to  10 
minutes. 

11.  It  should  also  be  noted  that  track 
haulage  is  available  to  within  approxi- 
mately three  crosscuts  of  sections  003 
and  006  and  extends  to  within  about  100 
feet  of  the  concrete-lined  service  shaft. 
Although  this  is  not  an  intake  escape- 
way,  it  might  be  possible  to  use  this 
means  for  quick  transportation  in  an 
emergency  since  it  is  ventilated  with  in- 
take air. 


12.  Management  at  No.  3  Mme  firmly 
believes  that  its  existing  emergency  in- 
take escapeway  route  is  the  safest  direct 
practical  route  to  the  nearest  mine 
opening  suitable  for  the  safe  evacuation 
of  miners. 

13.  In  Januarv-  of  1977  Teton  Drilling 
Exploration  Company  completed  the 
raise  drilling  of  a  16  foot  m  diameter  by 
1.498  foot  deep  intake  air  shaft.  This 
shaft  is  unlincd  and  will  remain 
unlined. 

14.  MESA  had  determined  that  this 
shaft  is  'the  most  direct  practical  route 
suitable  for  the  safe  evacuation  of  the 
miners  •  •  •■  and  has  cited  the  Peti- 
tioner for  failure  to  provide  an  approved 
emergency  escape  facility  in  the  new- 
shaft.  A  copy  of  said  notice  is  hereby  at- 
tached as  Petitioners  exhibit  "A".' 

15.  The  Petitioner  alleges  that  the  ap- 
plication of  Uie  mandatory  standard  will 
result  in  diminution  of  safety  to  miners 
in  the  affected  areas  "sections  003,  006, 
007  and  008)  of  the  mine  in  that: 

a.  The  unlmed  shaft  is  affected  by  the 
weather  and  as  this  shaft  weathers  in 
time  rocks  and  dirt  will  loosen  from  the 
sides  of  the  shaft,  become  dislodged  and 
fall. 

b.  Further,  this  shaft  cuts  across  sev- 
eral pockets  of  ground  water  which  con- 
tinuously seep  out  of  the  sides  of  the 
shaft  and  erode  the  sides  of  the  shaft 
and  cause  rocks  and  dirt  to  become  dis- 
lodged and  fall. 

c.  If  a  suitable  emergency  escape  facil- 
ity was  available,  miners  would  face  the 
possibility  of  being  trapped  inside  an 
emergency  man  cage  due  to  rock  falls 
from  the  sides  of  the  shaft. 

d.  Miners  face  the  possibility  of  having 
a  rock  fall  damage  the  hoisting  cable  or 
man  cage  to  the  extent  that  either  could 
break,  in  which  case  the  cage  would  fall 
to  the  bottom  of  the  1.498  foot  shaft. 

e.  Due  to  the  construction  of  emer- 
gency man  cages,  an  injured  miner  on  a 
stretcher  would  have  to  be  carried  onto 
the  man  cage  and  transported  in  an  up- 
right position,  thus  possibly  aggravating 
his  injury. 

f.  Due  to  the  construction  of  emer- 
gency man  cages,  the  capacity  of  the 
cage  is  usually  limited  to  six  miners  un- 
der the  best  circimistances. 

g.  The  raise  drilled  unlined  shaft  was 
not  designed  and  constructed  as  an 
emergency  escape  route.  The  shaft  is  not 
symmetrical  but  is  actually  "corkscrew" 
.shaped.  Further,  it  is  estimated  that  this 
shaft  is-  off  the  vertical  by  an  amount 
in  excess  of  5  feet  which  further  reduces 
the  actual  usable  diameter  of  the  shaft, 

h.  Due  to  the  unlined  nature  of  the 
shaft  and  its  off  vertical  construction, 
the  speed  of  the  man  cage  would  be  very 
Umited  to  prevent  swaying  and  contact- 
ing the  sides  of  the  shaft  and  dislodging 
rocks  and  dirt  and  causing  it  to  fall,  and 
to  prevent  damage  to  the  man  cage  and 
any  injury  to  the  miners  inside, 

i.  In  an  emergency  there  would  be  a 
minimum  of  a  few  minutes  to  a  maxi- 
mum of  several  hours  before  a  qualified 
engineer  and  his  back  up  engineer  could 
arrive  at  the  emergency  hoist  location 


from  the  regular  minmg  facilities  thus 
lessening  the  effectiveness  of  the  emer- 
gency system ; 

J.  The  emergency  man  cage  would  al- 
ways have  to  be  positioned  at  the  surface 
and  thus  the  time  required  to  lower  the 
man  cage  down  this  1.498-fool  .-haft 
would  also  lessen  the  effectiveness  of  this 
emergency  system. 

16  As  time  is  of  the  essence,  and  since 
30  CFR  75.1704  calls  for  facilities  to  al- 
low all  persons  to  escape  quickly  in  the 
event  of  any  emergency,  the  purpose  of 
the  regulation  would  l>e  frustrated  by  re- 
quiring Uie  Petitioner  to  Install  an  emer- 
gency escape  facility  in  its  new  unlined 
shaft. 

17  The  Petitioner  has  investigated 
emergency  escape  hoists  manufactured 
by  three  different  companies:  Rexnord. 
Incorporated  Dover  Conveyor  and 
Equipment  Company  and  Equipment 
Corporation  of  America.  At  this  time,  the 
Petitioner  does  not  know  of  an  emer- 
gency hoist  that  would  be  both  safe  and 
quirk  to  use, 

18  FYom  the  hoist  investigated,  to 
rc.i'^h  the  bottom  of  this  unlined  shaft 
1.498  feet  deep  would  take  a  round  trip 
time  of  approximately  10-15  minutes  to 
bring  these  few  miners  to  the  surface,  ex- 
cluding any  time  taken  to  mount  and 
dismount  the  cage.  In  this  same  period 
of  time  it  would  be  possible  for  all  min- 
ers to  safely  escape  at  a  rapid  pace  to 
the  concrete-lined  service  shaft  and 
board  the  always  ready  man  cage. 

19.  Furthermore,  if  miners  were  to  re- 
nii'.in  in  the  mine  to  wait  for  the  emer- 
gency hoist  to  operate  instead  of  pro- 
ceeding to  the  service  shaft,  the  extra 
time  spent  waiting  could  result  in  miners 
beinT  exposed  to  more  danger. 

20.  The  Petitioner  alleges  that  the  al- 
ternative method  to  be  developed  In  lieu 
of  the  said  mandatory  standard  will  at 
all  times  guarantee  no  less  than  the 
same  measure  of  protection  afforded  the 
miner  at  No.  3  by  the  .said  mandatory 
standard. 

21  The  Petitioner  proposes  as  an  al- 
ternate method  in  lieu  of  the  said  man- 
datory standard  that: 

a.  Petitioner  will  reinstruct  all  mine 
personnel  on  the  present  emergency  es- 
cape systems. 

b.  Petitioner  will  clearly  mark  the 
emergency  intake  escapeway  with  a  re- 
flective tape  at  frequent  intervals  to  as- 
sure mine  personnel  that  they  are  trav- 
eling in  the  correct  direction  in  the 
escapeway. 

c.  Petitioner  will  provide  emergency 
materials  required  by  30  CFR  75.1100-2 
lii  at  locations  not  exceeding  5.000  feet 
from  each  working  section,  the  first 
group  of  such  materials  to  be  located  in 
close  proximity  to  sections  003,  006.  007 
and  008, 

Request  for  Hearing  or  Comments 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments  on  or  before  July  14. 
1977  Such  requests  or  comments  must 
be  filed  with  the  Office  of  Hearings  and 
Appeals,  Hearings  Division,  US.  Depart- 
ment of  the  Interior.  4015  Wilson  Boule- 
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vard,  Arlington.  Virginia  22203.  Copies  of 
the  petition  are  available  for  inspection 
at  that  address. 

D.'\VID  TORBETT. 

Acting  Director, 
OiTicc  ot  Hearings  and  Appcali. 

June  1, 1977. 

•Exhibit  A  Is  available  for  Inspection  at 
the  address  Hated  In  tbe  last  paragraph  of 
this  notice. 

[FR  Doc.77-16e8;}  PUed  6-13-77.8  45  am] 


(Docke'.  No    M  7T    1T7| 
K    &   T   COAL   CO. 

Pr'ition  for  Modifir^tion  of  Application  of 
Mdndatory  Safety  Standard 

Notice  is  hereby  ^ven  that  in  accord- 
ance with  the  provisions  of  section  301 
<c)  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U.S  C.  §861'C» 
1 1970> ,  K  &  T  Coal  Co..  c/o  Allen  Tobin. 
530  Colliery  Avenue.  Tower  City.  Penn- 
sylvania 17880.  has  filed  a  petition  to 
modify  the  application  of  30  CFR  75  30i. 
air  quality,  quantity  and  velocity,  to  its 
No.  3  Slope  Mine,  located  in  Tower  City, 
Pennsylvania. 

The  substance  of  Petitioner's  state- 
ment is  as  follows: 

1.  It  is  requested  that  section  75  301  be 
modified  for  this  anthracit-e  mine  to  re- 
quire, in  part,  that  the  minimum  quan- 
tity of  air  reachin::;  each  working  face 
shall  be  1,500  cubic  feet  a  minute,  that 
the  minimum  quantify  of  air  reaching 
the  last  open  crosscut  in  any  pair  or  set 
of  developing  entries  shall  be  5.000  cubic 
feet  a  minute,  and  that  the  minimum 
quantity  of  air  reaching  the  intake  end 
of  a  pillar  line  shall  be  5.000  cubic  feet 
a  minute,  and 'or  whatever  additional 
quantity  of  air  that  may  be  required  in 
any  of  these  areas  to  maintain  a  .^afc  and 
healthful  mine  atmosphere. 

2.  This  petition  requesting  modifica- 
tion of  30  CFR  75.301  is  submitted  for 
the  following  reasons: 

I  a>  Air  sample  an^i lysis  history  reveals 
that  harmful  quantities  of  methane  are 
nonexistent  in  the  mine. 

(b)  Ignition,  explosion  and  mine  fire 
histor>'  are  nonexistent  for  the  mine. 

(c>  There  is  na  historj-  of  harmful 
quantities  of  carbon  dioxide  and  other 
noxious  or  poL":onous  gases. 

(d>  Mine  dust  sampling  programs 
have  revealed  extremely  low  concentra- 
tions of  respirable  dust. 

( e  I  Extremely  high  velocities  in  small 
cross  sectional  areas  nf  airways  and  man- 
ways  required  is  friable  anthracite  veins 
for  control  purposes,  particularly  in 
steeply  pitching  mines,  present  a  ver>' 
dangerous  fljdnit  ob-fvt  h  izard  to  the 
miners. 

(f »  High  velocities  and  large  air  quan- 
tities cause  extxemely  uncomfortable 
damp  and  cold  conditions  in  the  already 
uncomfortabk"   wet  mines 

(g>  Difflcultv  in  kf-f*ring  miners  on  the 
job  and  stx-unner  additional  mine  help 
Is  due  primarily  to  the  conditions  cited 

3  Petitioner  avers  that  a  decision  in 
its  favor  will  in  no  way  provide  less  than 


the  same  measure  of  protection  afforded 
the  miners  tinder  the  existing  standard. 
4.  A  copy  of  this  petition  will  be  posted 
at  the  mine  by  the  operator. 

Request  for  Hearing  or  Combcewts 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments  on  or  before  July  14,  1977. 
Such  requests  or  comments  must  be  filed 
with  the  Office  of  Hearings  and  Appeals 
Hearings  Division,  U.S.  Department  of 
the  Interior,  4015  Wilson  Boulevard,  Ar- 
lington. Virginia  22203.  Copies  of  the 
petition  are  available  for  inspection  at 
that  address. 

David  Torbett, 
Acting  Director. 
Office  of  Hearings  and  Appeals. 
June  1.  1977. 

(FR  Doc  77-16884  Piled  6-13-T7;8:45  am] 


[Docket  No.  M  77-176] 

N.B.C    COAL   CO. 

Petition  for  Modification  of  Application  of 

Mandatory  Safety  Standard 
Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  301(c) 
of  the  Federal  Coal  Mine  Health  and 
Safetv  Act  of  1969,  30  U.S.C.  §  861(c) 
1970'.  N.B.C.  Coal  Co..  R.D.  #2,  Box 
323.  Shamokin.  Pennsylvania  17872  has 
filed  a  !>€tition  to  modify  the  applica- 
tion of  30  CFR  75.301.  air  quality,  quan- 
tity and  velocity,  to  Its  N.B.C.  Mine.  lo- 
cated in  Gowen  City,  Pennsylvania. 

The  substance  of  Petitioner's  state- 
ment is  as  follows: 

1.  Petitioner  requests  that  75.301  be 
modified  for  this  anthracite  mine  to  re- 
quire, in  part,  that  the  minimum  quan- 
tity of  air  reaching  the  v/orking  face 
.shall  be  1,500  cubic  feet  a  minute,  that 
the  minimum  quantity  of  air  reaching 
the  last  open  crosscut  in  any  pair  of 
developing  entries  shall  be  5,000  cubic 
feet  a  minute,  and  that  the  minimum 
quantity  of  air  reaching  the  intake  end 
of  a  pillar  line  shall  be  5,000  cubic  feet 
iter  minute,  and 'or  whatever  additional 
quantity  of  air  that  may  be  required  in 
any  of  the.se  areas  to  maintain  a  safe 
and  healthful  mine  atmosphere. 

2.  This  petition  requesting  modifica- 
tion to  30  CFR  75.301  is  submitted  for 
the  following  reasons: 

<a>  Air  sample  analysis  history  reveals 
that  harmful  quantities  of  methane  are 
nonexistent  in  the  mine. 

<b)  Ignition,  explosion  and  mine  fire 
history  are  nonexistent  for  this  mine. 

ic>  There  is  no  history  of  harmful 
quantities  of  carbon  dioxide  and  other 
noxious  or  poisonous  gases. 

I  d »  Mine  dust  sampling  programs  have 
revealed  extremely  low  concentrations 
of  respirable  dust. 

(e)  Extremely  high  velocities  in  small 
cross  sectional  areas  of  airways  and  man- 
ways  required  in  friable  anthracite  veins 
for  the  control  purposes  particularly  in  a 
^teeply  pitching  mine,  present  a  very 
dangerous  flying  object  hazard  to  the 
miners. 


(f)  High  velocities  and  large  air  quan- 
tities cause  extremely  uncomfortable 
damp  and  cold  conditions  in  the  already 
uncomfortable,  wet  mine. 

(g)  DifBculty  in  keeping  mii:ier£  on  the 
job  and  securing  additional  mine  help 
is  due  primarily  to  the  conditions  cited. 

3.  The  Petitioner  avers  that  a  deci^uon 
in  its  favor  will  in  no  way  provide  less 
than  the  measure  of  protection  afforded 
the  miners  by  the  existing  standard. 

4.  A  copy  of  this  petition  will  be  posted 
at  the  mine  by  the  operator. 

Reqitest  for  He.\ring  or  Comments 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments  on  or  before  July  14. 
1977.  Such  requests  or  comm.ents  mu=^t 
be  filed  with  the  Office  of  H'^arincrs  p^d 
Appeals,  Hearings  Divl=:ion.  US  Depart- 
ment of  the  Interior,  4015  Wii<:on  Boule- 
vard. Arlington,  Virginia  22203.  Copies 
of  the  petition  are  available  for  inspec- 
tion at  that  address. 

D.^VID  TORIJETT. 

Acting  Director. 
Office  of  Hearings  and  Appeals. 

Jmn:  1,  1977. 

(PR  Doc.77-16885  Filed  G-13-77;8:45  am] 


(Docket  No-  ivr77-1711 

THOMAS   MINING   CO. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  that  in  accord- 
ance with  the  provisions  of  section  ?^^\ 
(c)  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  US.C.  861 'c 
(1970),  Thomas  Mining  Company.  Isom, 
Letcher  County.  Kentucky,  has  filed  a 
petition  to  modify  the  application  of  30 
CFR  75.7101,  cabs  or  canopies,  to  its  No. 
2  Mine,  located  in  Letcher  County, 
Kentucky. 

The  substance  of  Petitioners  state- 
ment is  as  follows : 

1.  Petitioner  feels  that  having  canopies 
installed  on  its  equipment  is  creating  a 
hazard  to  the  operators. 

2.  Petitioner's  equipment  consists  of 
the  following:  one  Elkhorn  scoop- 
height  32  inches  and  1  Paul's  roof 
bolter — height  30  inches. 

3.  The  No.  2  Mine  is  in  the  Hazard 
No.  4  Seam  which  ranges  from  50  to  54 
inches  in  height.  In  this  seam  Petitioner 
is  constantly  running  into  ascending  and 
descending  grades,  which  result  in  dips 
in  the  coalbed.  By  installing  canopies  on 
the  equipment  Petitioner  is  limiting  the 
vision  of  the  operat^ors  of  this  equipment, 
creating  a  hazard  to  them  as  well  as  to 
other  employees  in  the  mine.  Petitioner 
feels  that  since  the  operators'  vision  is 
limited  and  because  of  the  position  re- 
quired to  operat-e  this  equipment,  instal- 
lation of  canopies  could  be  a  contribut- 
ing factor  to  accidents  that  may  arise  at 
its  mine. 

Request  for  Hearing  or  Comments 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments   on   or   before  July   14, 
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1977.  Such  requests  or  comment*  must 
be  filed  with  the  Office  of  Hearings  and 
Appeals.  Hearmgs  Division.  US,  Depart- 
ment of  the  Interior.  4015  WiLson  Boule- 
vard. Arlmgton.  Virginia  22203.  Copies 
of  tlie  petition  are  available  for  Inspec- 
tion at  that  address. 

D.^viD  Torbett. 
Acting  Director. 
Office  of  Hearings  and  Appeals. 

JUT^E  1,   1977. 

lFRDoc.77- 16886  PUed  6-l»-77;8:4S  am] 


yard.  ArUng^ton,  Virginia  22203.  Copies 
of  the  petition  are  available  for  in*pec- 
Uon  at  that  address. 

D.AViD  Torbett, 
Acting  Director. 
Office  of  Hearings  arid  Ap;><:als. 

June    1.    1977. 
(FR  Doc.77-16887  PUed  6-13-77:8:46  am] 


[Docket  No    M77-1721 

TWO   ROSE   COAL  CO.,    INC. 

Petition  for  Modification  of  Application  of 
Mandatory  Safety  Standard 

Notice  is  hereby  given  tiiat  in  accord- 
ance with  the  provi5ions  of  section  301 
(c)  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969.  30  U.S.C.  861(0 
(1970>,  Two  Rose  Coal  Co.,  Inc..  P.O. 
Box  9.  Helller.  Kentucky  41534.  has  filed 
a  petition  to  modify  the  application  of 
30  CFR  75.1710.  cabs  or  canopies,  to  its 
No.  12  Mine,  located  in  Pike  County, 
Kentucky. 

The  substance  of  Petitioner's  state- 
ment is  as  follows: 

1.  Petitioner  feels  that  the  Installation 
of  the  canopies  on  tiiis  equipment  is 
creating  a  hazard  to  the  equipment 
operator. 

2.  Petitioner's  haulage  equipment  con- 
sists of  two  model  BM  100  S  &  S  tractors, 
one  S  &  S  model  74  scoop,  one  14  BU  Joy 
loading  machine  and  one  Wilcox  WRDD- 
J6  roof  bolter. 

3.  The  No.  12  Mine  is  in  the  Lower  Elk- 
horn  seam  and  ranges  from  32  to  48 
inches  in  height.  Tlie  coal  seam  has  con- 
sistent ascending  and  descending  grades 
creating  dips  in  the  coalbed.  As  a  result 
of  these  dips,  the  canopies  have  to  be 
installed  in  sucli  a  manner  as  to  prevent 
the  canopies  from  getting  against  the 
roof  and  possibly  destroving  roof  sup- 
ports. This  only  allows  a  24-inch  vertical 
operating  compartment  which  limits  the 
vision  of  the  equipment  operators  and 
creates  a  hazard  to  them  as  well  as  to 
the  other  employees  in  the  mine. 

4.  Petiti'oner  feci  that  since  the  equip- 
ment operators'  vision  is  limited  and 
because  of  the  position  required  m  or- 
der to  be  seated  in  tlie  decks,  the  in- 
stallation of  the  canopies  could  be  a  con- 
tributing factor  in  any  accidents  which 
may  arise. 

5.  A  copy  of  the  petition  is  being  posted 
at  the  mine  office.  The  petition  had  been 
read  and  reviewed  by  the  employees  at 
this  mine,  all  employees  agree  with  the 
petition. 

Request  for  Hearing  or  Comments 

Persons  int-erested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur- 
nish comments  on  or  before  July  14, 
1977.  Such  requests  or  comments  must 
be  filed  with  the  Office  of  Hearings  and 
Appeals.  Hearings  Division.  U.S.  Depart- 
ment of  the  Interior.  4015  Wilson  Boule- 


National  Park  Service 

NATIONAL   REGISTER   OF   HISTORIC 
PLACES 

Notification  of  Pending  Nominations 

Nominations  for  the  following  proper- 
ties being  considered  for  listing  in  the 
National  Register  were  received  by  the 
National  Park  Service  before  June  3, 
1977. 

Pursuant  to  S  60.13  a^  of  36  CFR  Part 
60.  published  in  final  form  on  Januar\-  9, 
1976.  written  comments  concerning  the 
significance  of  these  proi^erties  under  the 
National  Register  criteria  for  evaluation 
may  be  forwarded  to  the  Keeper  of  the 
National  Register.  National  Park  Serv- 
ice, U.S.  Department  of  the  Int-erior. 
Washington.  DC,  20240  Written  com- 
ments or  a  request  for  addition  time  to 
prepare  comments  should  be  submitted 
by  June  24.  1977. 

Jerpy  L.  Rogers, 
Chief,  Office  of  Archeology 
and  Historic  Preservation. 

ALABAMA 

Houston  County 

Dothan,  Dothan  Opera  House,  103  N  St  Aji- 
drews  St. 

Madison  County 

MaysviUe  vicinity,  McCartney  Bone  House  3 
ml.  NE  of  MaysviUe  on  Herricane  Rd. 

ALASKA 

Anchorage  Diidsion 

.\nchorage  vicinity.  Beluga  Point  Site,  S  of 
Anchorage. 

Fairbanks  Division 

Fairbanks,  Harding  Railroad  Car,  Alaska- 
land. 

Kenai-Cook  Inlet  Division 

Port  Graham  vicinity.  Coal  Village  Site,  N  of 
Port  Graham. 

Kodiak  Division 

Kodlak,  Holy  Resurrection  Church,  Mission 
Rd.  and  KaahevaroflT  St. 

Sitka  Division 

Sitka,  Emmons  House.  601  Lincoln  St.  Sdtka. 
Sitka,  .Mills,  W.  P.,  House.  1  Maksoutoff  St. 

CALIFORNIA 

Aforin  Couniy 

Bollnas  vlclnltv.  Point  Reyes  Archeological 
District,  N  of  BoUnas. 

Mariposa  County 

Wawona  vicinity,  Yosemite  Transportation 
Company  Office,  N  of  Wawona  on  Yosemite 
National  Park. 

yosemite  Village,  Yosemite  Valley  Acheologi- 
cal  District,  Yosemite  National  Park. 


Shasta  County 

Mineral  vicinity.  Sulphur  Creek  Archeological 
Diitrict,  N  of  Mineral  (also  In  Tehama 
County ) . 

DISTRICT   OF   COLUMBIA 

Washington 

Rawlins  Park,  18th  and  E  Sts..  N.W. 

GEORGIA 

Chathiiv;  County 

Savannah  vicinity.  Wild  Heron,  15  ml.  SW  of 
Savannah  off  U5.  17. 

Floyd  County 

Rome  vicinity.  Berry  Schools,  N  of  Rome. 

Fulton  County 

Atlanta.  Atlanta  Waterworks  Hemphill  Ave- 
nue Station.  1210  Hemphill  Ave..  N.W. 

Atlanta.  HiUyer  Trust  Building.  140  Peachtree 
St. 

Jasper  County 

Mor.tic«no     Jordan  Bellew    House,    Madison 

Highway, 

*fc7nfosh  County 

Orescent,  D'Antignac  House. 

IOWA 

Black  Hawk  County 

Wat-erloo.  Chriit  C'^-urch.  610  E.  4th  St. 

KENTUCKY 

Fayette  County 

Lexington.   Barton,  Abraham,  House,  200  N. 

Upper  St. 
Lexington,    Highland    Hall,    6208    Richmond 

Rd 

Garrard  County 

Lancaster  vicinity,  Nation.  Carry  A.,  House. 
W  of  Lancaster  on  Fisher  Ford  ftd. 

Scott  County 

Georgetown  vicinity.  Miller,  John  Andrew 
House,  3.3  ml.  E  of  Georgetown  off  U.S.  460. 

MASSACHUSETTS 

Berk^ti-.Tt.   Counij, 

Pittsfield,  Old  Central  Fire  Station,  66  Allen 
St. 

Bristol  County 

New   Bedford    Merrill's   Wharf  Historic  Dis- 
trict. Mac.^Tthur  Dr.  , 
Taunton,  Church  Green.  U.S.  44  and  MA  140. 

Hampshire  County 

Hadley.  Hadley  Center  Historic  District, 
Middle  and  Russell  Sts. 

Middlesex  County 
Natlck.  Natick  Center  Historic  District,  Cen- 
tral  St. 

Plymouth  County 

Brockton,  Snoir  Fountain  and  Clock,  N.  and 
E.   Main   Sts. 

Worcester  County 

Holden,  Holden  Center  Historic  District, 
Highland   St. 

MISSISSIPPI 

Loumdes  County 
Columbus  vicinity,  Plymouth,  NW  of  Colum- 
bus. 

Madison  County 

Farmhaven    vicinity.    Doak'a    Stand,    E    of 

Farmhaven. 
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NOTICES 

NEW   YORK  Office  of  tne  Secieiary 

Albany  county  OoTLR    CONTINENTAL   SHELF  OIL   AND 

GAS 

Cohf.e':    HaT'\oyvi   Mill  !!i-:or'^     Di:.:ri.  •     t«>  -  „   ,      .■    ,  ,-  ^         ■ 

.,  V  V,  I  oo  .      L-o  Potentia  Future  Leasing 

f.vfHT:    M'  ii.LA  <    River   and   RR   tracics.  ° 

Comments  are  hereby  requested  from 
SOUTH  CAROLINA  States,  local  jurisdictions,  industry,  Other 

cnariestoncuunty  Federal     agencies     and    all    interested 

parties  to  assist  the  Department  of  the 

Adams  Run  vicinity,  Grove  Plantation,  SW     interior  in  the  preparation  of  an  OCS 

ir  Adams  Run  off  SC  174,  Planning  Schedule  for  the  years  1979, 

_,  _^  _.  1980  and  1981.  This  planning  schedule 

Florence  (.ounty  ^.^j  provide  dates  for  possible  OCS  sales 

Florence.  US  Post  Office,  Irby  and  w.  Evan     to  be  held  during  that  period.  A  planning 

Sts.  schedule   for   the  years   1977-1978   was 

Lancaster  County  announced  by  Secretary  Andrus  on  May 

17.1977. 
Lanca.ster.    Lancaster   Presbyterian   Church,         -pj^g   qcS   plarming   schedule   enables 
w.  Gay  St.  the  Federal  Government,  the  States,  in- 

Mccormick  county  ^ustry  and  other  interested  parties  to 

plan  for  their  mvolvement  m  the  steps 

Troy  vicinity,  Bradley's  Covered  Bridge,  3.2     leading  up  to  the  consideration  of  lease 

ml.  w  of  Troy  on  sc  36.  sales.  A  decision  on  whether  to  proceed 

with   specific   sales   will   be  made   only 
York  County  ^^^j.  ^jj  ^he  requirements  of  the  OCS 

Rock  Hill   Tinman  Hall,  Oakland  Ave.,  Win-  Lands  Act  -and  the  National  Environ- 

throp  College  campus.  mental  Policy  Act  have  been  met. 

York  Hart  House.  220  E  Liberty  St.  Oil  and  gas  resources  of  the  continen- 
tal margin,  includmg  those  beyond  the 

VIRGIN  ISLANDS  200    meter    depth    (656    feet)    contour, 

subject   to   jurisdiction   of   the   United 

St.JohniHand  States  are  to  be  considered  for  possible 

Cruz  Bay  vicinity.  American  Hill,  NE  of  Cruz  leasing.  Precise  continental  shelf  bound - 

Bay  at  American  Point.  aries  between  the  U.S,  and  opposite  or 

Cruz  Bay  vicinity,  Cancel  Bay  Plantation,  adjacent  nations  have  not  been  deter- 

NE  of  Cruz  Bay  on  Cinnamon  Bay.  mined  in  all  cases.  Accordingly,  certam 

Cruz    Bay    vicinity,    Cathrineberg-Jockums-  areas  are  or  may  be  subject  to  negotia- 

dahl-Herman  Farm.  E  of  Cruz  Bay.  tion   or   dispute.    No   decision    has   been 

Cruz   Bay    vicinity.    Lameshuur    Plantation.      "^^%^  ""^^",*^^'  1^'?^.'^ .ffor^tt  «r^ 

^  T .  ♦,    o         V,      □  potential  disputed  areas  while  efforts  are 

E  of  Crnz  Bay  on  Little  Sameshur  Bay.  ^^.^^^  ^^^^^  ^^  ^^^^^  agreement  with  the 

|FRDoc.77-i6852  Filed  6-13-77,8:45  am]  nations  concerned. 

The  areas  to  be  commented  on  are  as  follows: 
Atlantic  Coast  DCS  areas:  Approximate  Location' 

1.  North    Atlantic Gulf  of  Maine  Georges  Bank. 

2.  Mid-Atlantic Cape   Cod   to   Cape   Hatteras   between   40'    N.    to   35°   N. 

latitude. 

3.  South    Atlantic Cape  Hatteras  to  Key  West  south  of  35°  N.  latitude. 

GuU  of  Mexico  OCS  areas: 

4.  East     gulf East  of  88' W.  longitude. 

5.  Central     gulf Between  88=  W.  to  93°  W.  longitude. 

6.  West    gulf West  of  93°  W.  longitude  to  Mexican  border. 

Pacific  OCS  areas: 

7.  Southern   California   Bor-  South  of  34'  N.  latitude  to  Mexican  border  (except  Santa 

derland    Barbara  channel) . 

S.Santa     Barbara Santa  Barbara  channel. 

9.  North    and    central    Call-     North  of  34°  N.  latitude  to  California-Oregon  border  (ex- 

fornla     cept  Santa  Barbara  channel). 

10.  Wa.shlngton-Oregon     ---     Between  California-Oregon  border  and  Canadian  border. 
Alaska  OCS  areas: 

11    Cook    Inlet South  of  60°  N.  latitude. 

12!  Gulf  of  Alaska North  of  56°  N.  latitude,  east  of  150°  W.  longitude. 

13.  Kodlak    basin Between  150°  W.  and  156°  W.  longitude. 

14.  Southern  Aleutian  shelf.  West  of  156°  W.  longitude. 

15.  Bristol     Bay South  of  58°  N.  latitude,  east  of  165°  W,  longitude. 

16    Bering  Sea  shelf --  South  of  66°  N.  latitude. 

17.  Chukchi    Sea U.S.    waters   north   of   66°   N.   latitude,   west   of    160°    W. 

Longitude. 

18    Beaufort   Sea East  of  160°  W.  longitude. 

>  The  Government  of  the  United  States  Is  engaging  In  consulatlons  and  negotiations  with 
governments  of  neighboring  countries  concerning  the  delimitation  of  areas  subject 
to  their  respective  jurisdictions.  The  Department  of  State  published  in  the  March  7,  1977, 
FFDFR.fi  Recisttr  at  pape  12937,  a  Notice  of  limits  pursuant  to  the  Fishery  Conservation 
»nd  Man^trement   Art  of  1976. 


NOTICES  .'^0413 

A  nap  of  IB  OCS  areas  under   leasing  consideration   Is   sliovn  below. 


WABHNdTOf 
OfiLGON 

(10) 


NORTH  CR.W 


Chan  f<  EL 
(8) 

SOUTHS  R'^ 
CALtrORNl 

(7) 


. f  Vn^-. 


$T.  ceo 

tiASiN 


J 


NORTH 
^     ATLA.-W 


i  /      -jC-— V— .     r-  I 


A.-JTiC 

/.(i7 


TIC 


"'     ''■        Cl'NIRAL 


konro^j  dASiN       >,, 
h'AVAni^     (16)  ..JN'c^O 


^iC 


'^  ^^     DH'STOL 


(6)  W 


COOK  INLF!  ^^    ) 

(U) 


The  following  information  is  re- 
quested; 1.  Identification  of  possible 
multiple  use  conflicls  ii:i  each  area. 

3.  Identification  of  areas  of  critical 
environmental  concern  in  each  area  and 
whether  they  .should  be  con.«idered  as 
candidates  for  de.'^icTiation  ?.=  a  inarine 
sanctuarj*. 

3.  -Amount  of  planning  time  needed 
in  each  area  to  accommodate  onshore 
development  resulting  from  offshore 
activity. 

4.  Identification  of  studies  which 
might  be  needed  in  each  area. 

5.  Rank  by  order  of  oil  and  gas  poten- 
tial the  area  of  interec^l  listed  above. 

6.  For  each  area  of  interest,  estimaied 
time  periods  required  to  achieve  initial 
and  peak  production  after  a  discovery  :s 
made. 


7.  Technological  feasibility  of  conduct- 
ing exploration  and  development  in  each 
area. 

The  information  should  be  submitted 
no  later  than  July  15.  1977.  in  envelopes 
or  packets  marked  "Request  for  Com- 
ments on  Potential  Future  Outer  Con- 
tinental Shelf  Oil  and  Gas  Leasing."  The 
information  should  be  submitted  to 
Director,  Office  of  OCS  Program  Co- 
ordination, Office  of  Assistant  Secre- 
tary— Policy,  Budget  and  Administra- 
tion, Department  of  the  Interior.  Room 
4160,  18th  &  C  Streets,  N.W.,  Washing- 
ton, D.C. 20240. 

Heather  L-  Ro,> 
Deputy      Assistant      Secretary. 
Policy.  Budget  c\d   Ad-nnnis- 
tration. 

JiNt   7.   1977. 
l^^Doc.77-167e6  Piled  e-lS-T"  8  4r  rvn.' 


Office  o^  tne  Secretary 

PREVENTION  OF  SIGNIFICANT  DETERI- 
ORATION IN  AiR  QUALITY  WITHIN 
UNITS  OF  THE  NATIONAL  PARK  SYS- 
TEM 

^n-TQ  jnce'^'.ent 

The  National  Park  Service  has  con- 
cluded that  proper  consideration  should 
be  given  immediately  to  providing  ex- 
LraordLnary  protection  to  prevent  sig- 
nificant deterioration  in  air  quality 
within  the  following  luiits  of  the  Na- 
tional Park  System:. 

Canyonlands  National  Pa.--     ".-.h 
Capit/jl  Reef  National  Paik,  L -.ah 

Tlip    Prevention    of    Significant    Air 

Qu.w::^  n^  •.:-:  '-a':  ■::  ;%••-;•, ial;ons  'PSDi 
of  the  K:.-.  ::-ci.m(r/i.;u  Prr.t^-:  tion  .\gency 
(40  CFR  S  52.21)  provide  a  rneciianLsm 
for  providing  extraordinar;.  proU'ciion 
frnrr.   deteriorating  air  quality  for  land 
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NOTICES 


areas  such  as  parks.  In  accordance  with 
these  regulations  1 40  CFR  §  52.2 1 '  d  m  5 '  3 
It  is  hereby  announced  that  the  Depart- 
ment of  the  Interior  will  pursue  neies- 
sar>-  studies  to  determine  if  the  above 
listed  parks  should  be  redesignated  from 
PSD  Class  n  to  PSD  Class  I. 

Dated:   June  7.  1977. 

Cecil  D.  Andrus, 
Secretary  of  the  Interior. 

IFR  Doc.77-16051  Piled  6-13-77:8:45  ami 


DEPARTMENT   OF   LABOR 

E^i'ploynent  jnd  Trjining  Administration 

INDIAN    AND    NATIVE    AMERICAN 
PROGRAMS 

Public  Service  ^obs  AilocationG 
AGENCY:    Employment    and    Training 
Administration.  Labor. 

ACTION:   Notice. 

SUMMARY:  The  purpose  of  this  notice 
is  to  infoi-m  the  public  that  a  total  of 
$116,385,000  has  been  allocated  to  100 
Indian  and  Native  American  prime  spon- 
sors for  the  balance  of  Fiscal  Year  1977 
and  all  of  Fiscal  Year  1978,  under  titles 
II  and  VI  of  the  Comprehensive  Employ- 
ment and  Training  Act.  The  title  n 
funds  were  allocated  pursuant  to  29  CFR 
96.2.  The  title  VI  funds  were  allocated 
pursuant  to  29  CFR  99.2. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Pierce  A.  Quinlan.  Administrator,  Of- 
fice of  Comprehensive  Employment 
Development.  U.S.  Department  of  La- 
bor, 6th  and  D  Streets,  NW..  Wash- 
ington. D.C.  20213.  lelephone  202-376- 
6254. 

Title    Amount 


Title    Amount 


.\IASKA 


Mr.  Cecil   Barnt-s.    President.  North    \1 
i'atilic  Rim  Native  Corp..  433  Weal 
9th    Ave..    Suite   200.    Anchorage, 
Alaska  99/>01. 

Ms.  Jeanmarie  Larson.  Executive  Di-    VI 
rector.  Cook  Inlet  Native  Associa- 
tion. 670  We.st   FIrewecd  La..  P.O. 
Box  515,  Anchorage.  Alaska  99510. 

Ma.  Vera  M.  Shaflestad.  The  Aleutian    \  I 
Priciolof    Island   Association    Inc., 
430  C    St.,   Suite    303.   Anchorage, 
Maska. 

K'r       Mark      NicheLson.      President.    VI 
>  iipictak    Bista.   Inc.,    Box    219, 
il.thel,  Ala.'ika 9y,').59. 

Mr   Hector  Ewan,  President,  Copper    \1 
.  Kiver  Native  Association,  Drawer 
(J,   Copper    Center,  Alaska  99.573. 

Mr.  HJalmar  Olson.  Executive  Direc-    VI 
tor.  Bristol  Bay  Native  Association. 
P.O.  Box  179.  Dillingham.  Alaska. 

Mr.   Al  Kelzler.   President,   Tanana    \I 
Chiefs    Conference,    Inc..    Doyon 
Bldg  .   First  and   Hall  Sts..   Fair- 

I  iM>i.  Alaska 99701. 

M-    H  IV  Paddock.  President.  Tlingit    M 

II  i    iraida   Central   Council.    130 
'^.  *  ir  !     ~-       Boom    412.    Jimeau, 


.VI 


M'!!^ 


in 


President, 
Box    1210, 


Jr. 
P.O. 

K  l',t.TS<in.  Eii'cutlvf 
KiMliik  .Vrt-a  Naliv.'  .\" 
I'  I  >.    i\i\    !"-.    K'Ki.tife, 

.Ala.ska9(*I' 
Mr    D^nnLsJ,  Tif [x-linar. ,  !'rf.<a<!f!.'., 

Maiineluk    A.^soclaUoii.    Inc.,    P.O. 

Kci   Z'^f:    Kotrfhiie.    .\!a.ika  997.52. 


Ikir     FrHJk 
I  Mrect^tr, 

■«)<-iatuii 


VI 


VI 


\  1 


$286,425 

157,050 

484,630 

5, 38.5, 389 

130,528 

1,124,098 

1,. 571,246 

4, 738, 8't9 

.^3,  4(r2 

1,  !7-:.«i.: 


Mr.  Wallace  D.  Leask.  Mayor,  Met-  IT 
lakalla  Indian  Conimuiiity,  P.O.  VI 
Box  8.  Mellakalla,  Alaska  99926. 

Mr.  Byron  Mallot,  President.  Alaskan    \  I 
Federation  of  Natives.  Inc..  Human 
Ki'souries.    .'tiO   We.st    8th    Avenue 
unil   K,   Anchorage.  Alaska  W.Wl. 

Arizona 

.Mr  Buck  Kitcheyan,  Chairman,  San 
Carols  Apache  Tribe,  P.O.  Box  0, 
Kan  Carlos.  Ariz.  8.5.5.50. 

.\lr  Ceeil  Willianis.  Chairman,  The 
Papago  Tribe  of  Arizona,  P.O.  Box 
KM.  Sells,  Ariz.Wi.551. 

Mr.  Ronnie  Ltijje,  Chairman,  White 
.Mountain  Apache  Tribe,  White 
Kiver.  Ariz.  8.5941. 

.Mr.  Abbott  Seka<iiiaptewa.  Chair- 
man. Ilopi  Tribal  Council.  Box  128, 
Oraibi.  Ariz.  .Sii039. 

Mr  Alexander  Lewi.-:.  Sr  .  (iovernor, 
(iila  River  Indian  Community, 
Box  97,  Sacaton.  Ariz.  85247. 

Mr.  Peter  MacDonald.  Chairman. 
The  Navajo  Nation.  Window  Rot'k, 
Ariz.  8<i515. 

M,<.  (irace  .McCullah.  Executive  Ui- 
n-clor.  Indian  Development  Di.<- 
irirt  i)(  Arizona.  1230  East  Camel- 
back  Rd..  Phoenix.  Ariz.  85014. 

.Mr.  (ierald  Anton.  President,  Salt 
River  Pima-.Maricoiia  Indian  Com- 
miinily,  Route  1.  Box  216,  Scotts- 
dale.  Ariz.  8.52.-«. 

Mr.  Franklin  McCahe.  Cliainnan. 
Colorado  River  Indian  Tribes, 
Route  I.  Box  23-B.  Parker,  Ariz. 
8.5.'i44. 

Califohxia 

.Mr.  WaliiT  J.  T.ara,  Chairman,  Inter-    II 
Tribal  Council  of  California,  2969    \  1 
Fulton    Ave..    Sacramento,    Calif. 
11.5821. 

Mr.  Banning  Taylor,  Cliairman,  Cal-    II 
ifornia  Tribal  Chainnen's  Associa-    \'l 
tion.  2427  Marconi  Ave..  Suite  No. 
5.  Sacramento.  Calif.  9.'i821. 

COLORAI>0 

.Mr.  Robert  .1.  Scoll,  Acting  Director.     II 
( 'olorado  Depail  iiient  of  Labor  and    I  \ 
Employment      Training     Serviie.s 
Section.    770    tiranl    St..    Denver. 
Colo.  8«<2»«. 

Florida 

Mr    Howard  Tommie,  Tribal  Chair-    II 
man.   Seminole    Tribe  of  Florida, 
6073  Stirling  Rd.,  Hollywood.  Fla. 
33024. 


Mr.  Buffalo  Tiger.  Chairman.  Mic- 
cosukec  Tribe  of  Indians  of  Florida. 
P.O.  Box  44021,  Tamiami  Station, 
Miami.  Fla.  33144. 

Idaho 


Mr.    l/onnie    Raceshorse.    Execulive_ll 
Director,  Idaho  Inter-Tribal  Policy    VI 
Board.  Inc.,  Sonna  Bldg.,  Suite  214, 
Boise,  Idaho  83702. 

Mr     Richard    Halfmoon,   Chairman. 
Nez  Perec  Tribe    Manpower   Pn>- 
grams,  P.O.  Box  30,5.  Lapwai,  Idaho 
83540. 
Kansas 

Mr.  Charles  Morris,   Chairman.   The    II 
United    Tribes    of     Kansas     and    \  1 
Southeast    Nebraska,    Inc..    P.O. 
Box  147,  Horton,  Kans.  66439. 

LOVISUNA 

Mr   L.  M.  Burgess,  Chairman  of  the    II 
Board.  Indian   Manpower   Service,    VI 
Inc..  P.O.  Box  706,  Baton  Rouge, 
La.  70821. 

Maine 

Mr.  Francis  Nicholas,  President,  II 
Tri  bal  Oo vemor's  IiK . ,  93  Main  St . ,  M 
Orono,  Maine  04473. 


II 
VI 


MiriQGAN 

Mr  Freileriik  Dakota,  Chairman, 
Int.r-Tribai  (Muncil  of  .Michigan, 
Inc.,  40f>  Ea-t  Ea.t*rday  Ave., 
gaull  t>te  Marie.  Mich.  49783. 


II 

VI 


12,492 
167,131 

2.481,681 


II 

VI 

.57,  .5.57 
799,880 

II 

VI 

208,725 
2, 967,  Oil 

11 

VI 

.54. 1.58 
tV.5.3,201 

11 

\  1 
II 

VI 

82. 4  2 
82,  442 

r.l.90<i 
'.113.  7 17 

11 

VI 

2,0n(;,7l,1 
27, 785, 1.12 

II 

VI 

:12,  .-76 
46.5,  221 

II 

\  1 

11,069 
142,0.52 

11 

VI 

22.296 
3^5,  ;«o 

Title    Amotuit 


67.  '.lyi 

1.001,372 


.58, 
8.52, 


743 
942 


41. 


42<) 
1.52 


1.3. 124 


\  1 

20.5, 181 

II 

7,037 

VI 

89,973 

81, 
1, 1K», 


12,  .571 
18.3, 773 


13. 519 
163,  .334 


2,925 
47,622 


17,157 
267,648 


38,684 
629,946 


Minnesota 

Mr  Delbert  Ellis,  Chairman,  Minne-    II  8, 4«iO 

apolis   Regional  Native  American 

Center,  1.5)0  East  Franklin  Ave.,    VI  111,450 

Miiniea;x)lis,  Minn  .55404. 
Mr.  Hartley  White,  Chairman.  Leech    11  41,824 

Lake   Reservation  Business  Com- 

nwttee.  Box  308,  Ca.ss  Lake,  Minn.    VI  6,33,227 

Mm 
Mr.    William    J.    Hoiile,    Chairman,    II  9,329 

Fond  Du  I-ac  Reservation  Business 

Comniitlee,  P  O.  Box  F,  Cloquet,    VI  135,106 

Miini.  .55720. 
Mr.    (Jary   Donald,   Chairman,   Bois    U  13,836  • 

Forte  Reservation  Business  Coun- 
cil, PO.  Box  698,  Nett  Lake, -Minn.    VI  222,714 

.55772. 
Mr  Arthur  W  (Jahbow,  Chairperson,    11  11,543 

Mille    I.ac3    Reservation    Business    VI  183.175 

Committee.  Star   Route,  Ouaraia, 

Miim  .5ii;i.5'.i 
.Mr     Roger  A.  Jourdain,   Chairman,    II  53,440 

Red    Lake   Tribal   Council,    Red 

Lake.  Minn   .V*71.  VI  795,087 

Mr.     Darrell     Wadena.     Chainnan,    II  61,273 

While  Earth  Re,«ervation  Business    \T  !>82,765 

Committee,    Box    274,    co    White 

Earth  CAP,  While  Earth,  Minn. 

.5ti.591. 
Mr.  William  J.  Diver,  Jr.,  American    II  2,372 

Indian    Fellowship  Association,  2    VI  40,200 

Ea,st  2d  St  .  Dnliilh,  Minn  .5.58(r2. 

.Mississippi 

Mr.  Calvin  Isaac,  Tribal  Chairman,    II  .52,814 

Mississippi   Band  of  Choctaw  In-    VI  7ii3,830 

dians.  Tribal  OOice  Bldg.,  Route  7, 
Box  21.  Philadelphia,  Miss.  3<i.3,50. 

Montana 


Mr.  Earl  t)ld  Person.  Cliairman, 
lilackfeel  Tribal  Business  Council, 
Blackfcel  Indian  Reservation, 
Browning.  Mont.  59417. 

Mr.  Patrick  Stands  Over  Bull,  Chair- 
man, Crow  Indian  Tribes,  Crow 
Tribal  Council.  P.O.  Box 371,  Crow 
Agency.  Mont.  .5W22. 

Mr.  John  W.  Allen,  President,  Fort 
Belknap  Community  Council.  Fort 
Belknap  .\gency,  Harlem,  Mont. 
.-.0526. 

Mr.  Allen  Rowland.  Chairman, 
Northern  Cheyenne  Tribe,  P.O. 
Box  128.  Lame  Deer,  Mont.  .59043. 

Mr.  Norman  •Hollow.  Chairman, 
Assiniboine  and  Sioux  Trilx'S.  Fort 
Peck  Indian  Reservation.  Box  37, 
Poplar.  Moitt.  .592,55. 

Mr.  John  Windy  Boy.  Chairman. 
Chippewa-Cree  Tribe.  Rocky 
Boy's  Reservation,  Rocky  Boy 
Route,    Box    Elder,    Mont.    .59521. 

Mr.  Harold  W.  Mitchell.  Jr  .  Chair- 
man. Confederated  Salish  and 
Kootenai  Tribes,  Flathead  Sub- 
agency,  Dixon,  Mont.  .59831. 

Neiiraska 


Mr  Edward  L  Cline.Sr,  Chairman,    II  29,490 

Omaha   Tribe  of  Nebr8,«ka.    P  O.    VI  44,5.443 

Box  1.3,  Macy.  Nehr.  68039. 
Mr.   Art   May.    Executive   Director,    II  35,025 

Nebraska  Indian  Inter-Tribal  De-    VI  587,589 

velopment   Corp  ,    P  O    Box  682, 

Winnebago,  Nebr.  (J8071. 
Mr   Albert  J.  Thomas,  Santee  Sioux    II  7;S11 

Tribe  of  Nebraska,   Route  No.  2,    VI  11,5,913 

Santee,  Niobrara,  Nebr.  68760. 

New  Mexico 

Mr.  Dellin  J.  Lovato,  Chairman,  AU    II  290,394 

Indian  Pueblo  CouncU,  P.O.  Boi    VI  4,124,291 

6507,    1015    Indian    School    Road, 

NW.,  Albuquerque,  N.  Mex.  87107. 
Mr.     Edison     Laselute.     Oovemor,    11  6.5.938 

Pueblo  of  Zuni,  Znni  Tribal  Conn-    VI  907,479 

cil,  Zuni,  N.  Mex.  87327. 
Mr.    Chavez    P.    Coho.    President,    n  28,462 

Ramah  Navajo  School  Board.  Inc.,    VI  625, 5.53 

P.O.   Box   248,    Ramah,   N.    Mex. 

87321. 


II 

VI 

62.  776 
9:i3, 789 

II 

VI 

.58,269 
884.938 

II 

VI 

13. 124 
l:«,  261 

II 

VI 

37, 476 
.520,970 

II 

VI 

68,468 
l,ir27,713 

II 

VI 

.^^.  28.5 
464,773 

II 

VI 

4.3,880 
689,563 
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Title     Amount 


NEW  York 

Mr.  Calvin  Lay,  President,  Seneca    II 
Nation     of     Indians,     Manpower    VI 
Office,   Box   No.   344,   Salamanca, 
N.Y.  14779. 

Mr.  Mike  Bush,  Executive  Director,    11 
American      Indian      Commimity    VI 
House.  Inc  .  10  East  38th  St.,  New 
York.  N.Y.  10010. 

Mr.  Rudolph  Hart.  Sr..  Head  Chief,  11 
St.  Regis  Mohawk  Tribe,  Hogans-  VI 
burg,  NY.  13655. 


Nevada 

Mr.  Larry  M.  Manning.  Chairman,    II 
Inter-Tribal    Council    of   Nevada,    VI 
1135  Terminal  Way,  P.O  Box  11367, 
Reno,  Nev.  89502. 

North  Carolina 

Mr.  John  A.  Crowe,  Principal  Chief,  II 
Eastern  Band  of  Cherokee  Indians,  \I 
P.O.  Box  481,  Cherokee,  N.C.  28719. 


North  Dakota 


n 

VI 


Mr.  Edwin  J.  Henry.  Chainnan, 
Tiu-tle  Mountain  Tribal  Council, 
Turtle  Moimtain  Band  of  Chip- 
pewa Indians,  Belcourt,  N.Dak. 
58311". 

Mr.  Carl  McKay,  Chairman,  Devil's 
Lake  Sioux  Tribe,  Manpower  Pro-    VI 
grams.  Fort  Totten,  N.  Dak.  58335. 

Mr,  Pat  McLaughlin,  Chairman. 
Standing  Ro(k  Sioux  Tril*.  Fort 
Yates,  N .  Dak.  58538. 

Ms.  Rose  Crow  Flies  High.  Chair- 
person, Three  Affiliated  Tril)e8. 
.Manpower  Program,  P  O.  Box  597, 
New  Town,  N.  Dak  .5»7'<?. 


II 


TI 
\1 

n 

VI 


106,181 
1,608,531 


6.246 
90,157 


29,253 
434.670 


77,560 
1,044,171 


84,043 
1,227,406 


55,976 
868,972 


23,165 


THle    Amount 


92.977 

I.340.429 

30,281 
400,508 


463,774 


II 
\1 

39,215 
638,192 

\1 

721,831 

VI 

383,067 

VI 

219,733 

Oklahoma 

Mr.  James  .M.  Cox,  Chairman,  Com-    VI 

manche  Indian   Tribe,    Comanche 

Tribe  of  Oklahoma,   c  b   Fort  Sill 

Indian  School  Bldg,   382,   Lawton, 

Okla.  73501. 
Mr.    Edward    F.    Mouss.    Executive    VI  1,364,479 

Director,  Creek  Nation,   P.O.  Box 

281.  Okmulgee,  Okla.  74447. 
Mr.   Sylvester  J.    Tinker,    Principal 

Chief,  Osage  Tribal  Council.  P.O. 

Box  897,  Pawhuska.  Okla.  74066. 
Mr.    Leonard    Biggoose.    C^hairman, 

Ponca  Tribe  of  Indians.  P.O   Box 

11.  White  Eagle,  Ponca  City,  Okla. 

74601. 
Mr.  Edwin  Tanyan.  Principal  Chief, 

Seminole    National    of   Oklahoma, 

4th    and    Brown     Sts.,     Wewoka, 

Okla.  74884. 
Mr.  James  Wheeler,  Chairman.  Cen- 
tral  Tribe  of  the   Shawnee   Area, 

Inc.,  624  North    Broadway,   P.O. 

Box     2427.       University      Station, 

Shawnee,  Okla.  74802. 
Mr.    Dana    A.    Knight.    Chairman.    VI  412,033 

North  Central  Inter-Tribal  Coun- 
cil, P.O.  Box  68,   Red  Rock,  Okla. 

74651. 
Mr.    Ross    O.    Swimmer.    Principal    \I  1.09.5.411 

Chief.  Cherokee  Nation  of  Okla- 
homa.  P.O.   Box    119,   Tahlequah, 

Okla.  74464. 
Ms.   Juanita   Learned,    Chairperson.    \'I  2,178,136 

Cheyenne-Arapaho  Tribes  of  Okla- 
homa, P.O.  Box  38,  Concho,  Okla. 

73022. 
Mr.      Overton     James.      Governor.    \I  .'■66,6.56 

Chickasaw   Nation    of  Oklahoma, 

P.O.  Box  1.548.  Ada.  Okla.  748-20. 
Mr.  David  (iardner.  Principal  Chief,    VI  1.189,172 

Choctow    Nation     of    Oklahoma. 

P.O.  Box  ,")9.  Durant.  Okla.  74701. 
.Mr.  Pressley  Ware,  Chairman.  Kiowa    VI  788,003 

Tribe  of  Oklahoma.  P.O.  Box  1028, 

Anafiarko,  Okla.  73(Xi,5. 

Oregon- 

Mr.  Kenneth  Smith,   General  Man-    II  14,468 

ager.   Warm   Springs   Consortium.    NI  209,621 

Confererated  Trit>e  of  the  Warm 
Springs  Reservation  of  Oregon, 
Warm  Springs.  Oreg.  97761. 


SofTH  Dakota 

Mr.  Wayne  Ducheneatii,  Chairman    II 

Cheyemie  River  Sioux  Tril)e.  Eagle    VI 

Butte.  S.  Dak.  5761.5. 
Mrs.     Elnlta     Rank.     Chairwoman,    II 

Crow  Creek  Sioux  Tribe,  P.O.  Box    VI 

658,    Fort    Thompson,    S.    Dak. 

57339. 
Mr.   Richard   P.   Thompson,   Chair-    II 

man.    Lower    Brule   Sioux   Trilie,    \I 

Lower  Brule.  8.  Dak.  57548. 
Mr.   Al   Trimble,   President.   Oglala    11 

Sioux  Tribe.  Box  O,  Pine  Ridge,    VI 

S.  Dak.  57770. 
Mr.    Ed    Drivinghawk,    Chairman,    II 

Rosebud  Sioux  Tribe,  Tribal  Of-    \  I 

fice  Building,   Rosebud,  S.   Dak. 

57570. 
Mr.  Gerald  Flute,  Chairman.  Sisse-    U 

ton-Wahpeton    Sioux    TYitie.    406 

Second  Ave.,  East.  Sisseton.S  Dak.    VI 

57262. 
Mr.  Leo  O'Connor,  Acting  Chairman,    n 

Yankton   Sioux  Tribe,    Route  3,    VX 

Wagner.  S.  Dak.  5738a 

Texas 

Mr.    Dempsie    Henley,    Chairman.    II 
Indian      Employment      Training    \I 
Service.  Inc..  Box  206,  Livingston, 
Tex.  77551. 

I'TAH 

Mr.  Lester  M.  Chapoose,  Chairman.  II 
I'te  Indian  Tribe,  Box  129,  Fort  VI 
Duchesne,  lUh  84026. 

Mr.   Regis  Clauschee.  Chainnan  of   n 
the  Board.  Utah  Native  American    VI 
Consortium,    Inc..    120   West    1.300 
South,  Salt  Lake  City,  Utah  Mini. 

Virginia 

Mr.  Maurice  Rowe,  Chairman.  Gov-    n 
emor's  Manpower  Services  Coun-    \I 
cil.    P.O.    Box    ia58.     Room    107. 
Richmond,  Va.  23211. 

Washington 


Ms.  Linda  E.  Day.  Executive  Di- 
rector. Northwe-st  Intertribal  Com;- 
Cil.  2731  10th  Ave..  Everett.  Wasli. 
98201. 

Mr.  Rudolph  C.  Ryser,  Executive 
Director,  Small  TYibes  Organiza- 
tion of  Western  Washington.  Inc.. 
,520  Pacific  Ave..  P.O.  Box  ."7S. 
Sumner,  Wash,  98390, 

.Mr,  Mel  White.  Chairman.  Eastern 
Washington  Indian  Consurlium, 
Inc..  P.O.  Box  223.  Wellpinet, 
Wash.  99040. 

Mr.  Joseph  DeLaCruz.  TVibal  Chair- 
man, CHE-liO-yUI-SHO.  Box 
1228.  Quiiiault  Reservation,  Taho- 
lah.  Wash.  98.V>7. 

WiscoNsns" 

.Ms.  .*liirley  Daily,  Chairperson.  Me- 
nominee Restoration  Commillec. 
P.O.  Box  397.  Ke-shena,  Wis.  .54155. 

Mr.  Peter  Christensen,  Executive 
Director.  Great  Lakes  Inter-Tribal 
Council.  Box  5.  Lac  Du  Flambeau. 
Wis.  .54.538. 

Mr.  Rick  Baker.  Chairman.  Lac 
Courte  Oreilles  Band  of  Lake 
Superior  Chippewa  Indians,  Route 
2.  Hayward,  Wis.  54843. 

Mr.  Purcell  Powless,  Chainnan. 
Oneida  Tribe  of  Indians  of  Wis- 
consin. Inc.,  Route  4,  Oneida. 
Wis.  .541.55. 

Mr.  Mitchell  Whiterabbil.  Chairman, 
Wisconsin  Winiiel>ago  Business 
Committee,  Old  Main  Room  im.\. 
University  of  WiscoiLsin-Sleven.- 
Point,  Stevens  Point,  Wis.  544M. 

Mr.    Leonard   E.   Miller.   Jr..    Tril.ai 

Chairman.         Stockbridge-.Muns<H. 

Community,     Route     I,    Bowler. 

Wi.se.  .54416. 
Mr.    E.   W.    Taylor.   Chairman,    St. 

Croix  Tribal  Cotincil.  .-^tar  Koute. 

Webster.  Wis.  .5489,3. 
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15,25B 
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Wtominq 

Mr.     Arnold      Headley,     Arapahoe    U  66,729 

Chairman.    Mr.     Robert    Uarris     VI  9.50,846 

Shoshone  Chairman.  Shoshone  and 
Arapahoe  Jouit  Busini.ss  Council, 
P.O.  Box  217,  Fort  Washakie.  Wyo. 
82514. 


Signed  at  Washington,  D.C,  this  9th 

day  of  June.  1977. 

Pierce  A.  Quinlan, 
Administrator.   Office  of  Com- 
prehensive  Employment   De- 
velopment. 

[PR  Doc.r7-16935  Pllerl  6-13-77:8:45  am) 


Office  of  the  Secretary 

LABOR    ADVISORY    COMMITTEES    FOR 
MULTILATERAL  TRADE   NEGOTIATIONS 

Renewal 

Notice  is  hereby  given  of  the  renewal. 
after  consultation  with  the  Special  Rep- 
resentative for  Trade  Negotiations  and 
the  Office  of  Management  and  Budget. 
of  the  following  advisory  committees: 
Labor  Policy  Advisory  Committee  for 
Multilateral  Trade  Negotiations,  and  the 
six  Labor  Sector  Advisory  Committees 
for  Multilateral  Trade  Negotiations  on : 

I.  Electrical  and  Electronic  Equipment  and 
Supplies,  and  Non -electrical  Machinery. 

II.  Pood  and  Agricultural  Products  and 
Chemical.  Plastic  and  Rubber  Products. 

III.  Services. 

IV.  Textile.  Apparel  and  Leather  Products 
and  Miscellaneous  Manufacturing  industries. 

V.  Ltiniber,  Wood  and  Paper  Products,  and 
Stone.  Clay  and  Glass  Products. 

VI.  Transportation  Equipment  and  Pri- 
iTiary  and  Fabricated  Metal  Products. 

The  purpose  of  these  committees  is  to 
provide  advice  to  the  Secretary  and  the 
Special  Representative  for  Trade  Nego- 
tiations in  respect  to  multilateral  trade 
negotiations  pursuant  to  section  135 
'  c  1  of  the  Trade  Act  of  1974  < Pub.  L.  93- 
618.  19  U  B.C.  2155(C).) 

The  renewal  of  such  committees  is  in 
the  public  interest  in  connection  with  the 
duties  of  the  Department  imposed  by  the 
Trade  Act  of  1974. 

Signed  at  Washington.  DC.  this  7th 
day  of  June  1977. 

Howard  D.  Samuel. 
Deputy  Under  Secretary 
International  Affairs. 

|FR  Doc.77-16933  Piled  6-13-77:8  45  am] 


ITA-W-15661 

ATWATER   THROWING    COMPANY.    INC., 
WILKESBARRE.    PA 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 

Trade   Aci    of    1974    the   Department   of   , 
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Labor  herein  presents  the  results  of  TA- 
W-156C:  investigation  regarding  certiH- 
catlon  of  eligibility  to  apply  for  worker 
adjustment  assistance  a^  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiate<l  on 
January-  11.  1976  in  response  to  a  worker 
petition  received  on  January  11.  1976 
which  was  filed  by  the  Amalgamated 
Clothing  and  Textile  Worker's  Union  on 
behalf  of  workers  and  former  workers 
producing  texturized  yarn  at  tlie  Wilkes- 
Barre,  Pennsylvania  plants  of  the  At- 
water  Throwing  Company,  Incorporated 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  Janu- 
ary 28,  1977  (42  FR  5447'.  No  public 
hearing  was  requested  and  none  was  held. 

The  information  upon  which  the 
determination  was  made  was  obtained 
principally  from  officials  of  Atwater 
Throwing  Company.  Inc..  Its  customers, 
the  U.S.  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
industry  analysts  and  E>epartment  files. 

In  order  to  make  an  affirmative  deter- 
mination and  Issue  a  certification  of 
eligibility  to  apply  for  adJu.^tn1ent  a.ssist- 
ance,  each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Ti-ade 
Act  of  1974  must  be  met : 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  lUce  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  increased  Imports  have 
contributed  importantly  to  the  reparations. 
or  threat  thereof,  and  to  the  decease  In 
sales  or  production.  The  term  contributed 
Importantly"  means  a  cause  which  Is  Ina- 
portant  but  not  necessarily  more  impoitaut 
than  any  other  cause. 

The    Department's    investigation    has 
"revealed  that  criterion  '4)  has  not  been 
met. 

The  Atwater  Throwing  Company.  Inc  . 
a  subsidiary  of  Burlington  Industrie.';. 
Inc.,  is  engaged  In  the  production  of  tex- 
turized yam  made  from  continuou.s  man- 
made  fiber.  The  two  Atwater  plants  In 
Wilkes-Barre,  Pennsylvania  were  .shut 
down  in  1976. 

U.S.  imports  of  texturized  wholly  con- 
tinuous man-made  yams  declined  in 
each  year  from  1971,  when  imports  to- 
talled 141.783  thousand  pounds  through 
1976.  when  imports  totalled  30.608  thou- 
sand pounds. 

The  ratio  of  imported  texturized 
wholly  continuous  man-made  yarns  to 
domestic  production  declined  in  each 
year  from  1971,  the  ratio  was  14.5  per- 
cent, through  1975,  when  the  ratio  was 
2  0  percent. 

U.S.  imports  of  man-made  cellulosic 
yam  (spun  rayon  and  or  acetate)  de- 
creased from  412  thousand  pounds  in 
1972  to  95  thousand  pounds  in  1973,  then 
increased  in  1974  to  356  thousand  pounds 


and  in  1975  to  973  thousand  pounds.  Im- 
ports decreased  to  490  thousand  pounds 
in  1976. 

U.S.  imports  of  spiui  non-cellulosic 
yams  'acrylic,  polyester-modacryllc)  In- 
creased from  10.126  thousand  pounds  in 
1972  to  14.089  thousand  and  then  de- 
creased to  5.622  pounds  In  1974  and  to 
4.903  thousand  pounds  In  1975.  Imports 
increased  to  8,783  thousand  pounds  in 
1976. 

A  survey  of  major  customers  of  the  At- 
water Throwing  Company,  Inc.,  indi- 
cated that  these  customers  have  not 
switched  to  imported  texturized  yam. 
The  two  customers  who  purchased  other 
imported  man-made  yams  increased 
their  purchases  from  the  subject  com- 
pany. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  imports  of  articles  like  or  directly 
competitive  with  texturized  yam  pro- 
duced by  the  Wilkes-Barre.  Pennsyl- 
vania plants  of  the  Atwater  Throwing 
Company.  Inc.,  have  not  increased  as  re- 
quiretl  by  Section  222  of  the  Trade  Act 
of  1974. 

Signed  at  Washington,  D.C.  this  3rd 
day  of  June  1977. 

James  F.  Taylor, 
Director,  Office  of  Management, 
Administration  and  Planning. 

|FR  Doc.77-16937  Piled  6-13-77;8:45  am] 


1T.\-W-15671 

ATWATER   THROWING   COMPANY,    INC., 
PLYMOUTH,    PA. 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  restults  of 
TA-W-1567;  mvestigation  regarding  cer- 
tification of  eligibUity  to  apply  for 
worker  adjustment  assistance  as  pre- 
-scribed  in  Section  222  of  the  Act. 

The  investigation  was  initiated  on 
January  11.  1977  in  response  to  a  worker 
petition  received  on  January  11,  1977 
which  was  filed  by  the  Amalgamated 
CloUimg  and  Textile  Workers'  Union  on 
behalf  of  workers  producing  texturized 
varn  at  the  Plymouth,  Pennsylvania 
plant  of  the  Atwater  Throwing  Co.,  Inc. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  Janu- 
ary 28.  1977  (42  FR  5448).  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
from  the  Atwater  Throwing  Co.,  Inc.. 
its  customers,  the  U.S.  Department  of 
Commerce,  the  U.S.  International  Trade 
Commission.  industiT  analysts  and  De- 
partment files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibiUty  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 


(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  such  workers'  firm 
or  an  appropriate  subdivision  of  the  firm 
have  become  totally  or  partially  separated: 

(2)  That  sales  or  production,  or  both  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely: 

(3)  That  articles  like  or  directly  com- 
petitive with  those  produced  by  the  firm  or 
subdivision  arc  being  imported  in  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  Increased  imports  have 
contributed  Importantly  to  the  separations 
or  threat  thereof;  and  to  the  decrease  In 
sales  or  production.  The  term  "contributed 
importantly"  means  a  cause  which  is  im- 
portant but  not  necessarily  more  Important 
than  any  other  cause. 

The  Department's  Investigation  re- 
vealed that  critericHi  (3)  has  not  been 
met. 

The  Atwater  Throwing  Co..  Inc..  a 
subsidiary  of  Burlington  Industries,  Inc.. 
is  engaged  in  the  production  of  textur- 
ized yam  made  from  continuous  man- 
made  fiber. 

U.S.  imports  of  texturized  wholly  con- 
tinuous made-made  yams  declined  in 
each  year  from  1971,  when  imports  to- 
talled 141,783  thousand  pounds,  through 
1976,  when  imports  toUilled  30,608  tliou- 
sand  pounds. 

The  ratio  of  imported  texturized 
wholly  continuous  man-made  yarns  to 
domestic  production  declined  each  year 
from  1971,  when  the  ratio  wa.^  14.5  per- 
cent, through  1975,  when  the  ratio  was 
2.0  percent. 

U.S.  imports  of  made-made  cellulosic 
yam  (sptm  rayon  and  or  acetate  i  de- 
creased from  412  thousand  pounds  in 
1972  to  95  thousand  pounds  in  1973.  tlien 
increased  in  1974  to  356  tliousand 
pounds  and  in  1975  to  973  thousand 
poimds.  Imports  decrea.sed  to  490  thoi:- 
sand  pounds  in  1976. 

U.S.  imports  of  spun  non-cellulosn; 
yarns  (acrylic,  polyester-modacrylic 
increased  from  10.126  thousands  poimds 
in  1972  to  14,089  thousand  and  then  de- 
creased to  5.622  tliousand  pounds  in  1974 
and  to  4.903  thousand  pounds  in  1975 
Imports  increased  to  8.783  thou-anri 
pounds  in  1976. 

A  survey  of  major  customeri  of  tlie 
Atwater  Throwing  Company,  Inc.,  indi- 
cated that  these  customers  have  not 
switched  to  imported  texturized  yarn 
The  two  customers  who  purchased  other 
imported  man-made  yarns  increased 
their  purchases  from  the  subject  com- 
pany. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  investigation,  I  conclude 
that  Imports  of  articles  like  or  directl.\ 
competitive  with  texturized  yarn  pro- 
duced by  the  Plymouth,  Pennsylvani.a 
plant  of  the  Atwater  Throwing  Co.,  Inc.. 
have  not  increased  as  required  by  Sec- 
tion 222(3)  of  the  Trade  Act  of  1974. 

Signed  at  Washington,  DC.  this  3rd 
day  of  June  1977. 

James  F.  Taylor. 
Director.  Office  of  Management. 
Administration  and  Planning. 

[FR  Doc.77-16938  Filed  6-13-77;8.45  am] 
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(TA-W-19251 

C.    BREWER   AND  CO.,   LTD., 

HONOLULU,    HAWAII 

Certification  Regardirig  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of  La- 
bor herein  presents  the  results  of  T.A- 
W-1925:  investigation  regarding  certifi- 
cation of  ehgibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  30,  1977  in  response  to  a  worker 
petition  received  on  March  25,  1977 
which  was  filed  by  the  International 
Longshoremen's  and  Warehousemen's 
Union  on  behalf  of  workers  and  former 
workers  engaged  in  employment  related 
to  the  production  of  cane  sugar  and  raw 
sugar  at  C.  Brewer  and  Company.  Hono- 
lulu. Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Feper.'vl  Register  on  April 
12.  1977  (42  FR  19178'.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C.  Brewer  and  Company.  Ltd., 
the  U.S.  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agricul- 
ture, industry  analysts  and  Department 
files.  In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibili*-y  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met : 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  firm,  or 
an  appropriate  subdivision  of  the  firm  have 
become  totallv  or  partially  separated,  or  are 
tlireatened  to  become  totally  or  partially 
separated: 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdirtsion  have  decreased 
absolutely; 

(3)  That  articles  like  or  dlr&rtly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  In  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  Increased  Imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  im- 
portantly" means  a  catise  which  is  Important, 
but  not  nece-ssarily  more  important  than  any 
other  cause. 

The  investigation  has  revealed  tliat  all 
of  the  above  criteria  have  been  met. 

Significant  Totkl  or  Partial 
Separations 

Emploj-ment  at  C.  Brewer  and  Com- 
pany. Limited,  and  the  Hawaiian  Sugar 
Company  declined  3.5  percent  from  1975 
to  1976.  and  declined  4.5  percent  in  the 
fourth  quarter  of  1976  compared  to  the 
same  period  in  1975.  and  declined  17.2 
percent  in  the  first  quarter  of  1977  com- 
pared to  the  first  quarter  of  1976. 

Sales  or  Production,  or  Both.  Have 
Decreased  Absolutely 

Sales  of  C.  Brewer  and  Cc«npany, 
Limited,  are  reflected  In  the  sales  of  the 


sugar  companies  for  which  adminL'^tra- 
tive  and  technical  services  are  provided. 

Sales  of  Ka'u  Sugar  Company  declined 
32.0  percent  from  1975  to  1976.  and  de- 
clined 46.2  percent  in  the  first  quarter  of 
1977  compared  to  the  same  period  in  1976. 

Sales  of  Mauna  Kea  Sugar  Company 
declined  38.5  percent  from  1975  to  1976, 
and  declined  7.5  percent  in  the  first  quar- 
ter of  1977  compared  to  the  same  period 
in  1976. 

Sales  of  Wailuku  Sugar  Company  de- 
clined 38.4  percent  from  1975  to  1976, 
and  declined  13.6  percent  in  the  first 
quarter  of  1977  compared  to  the  same 
period  in  1976. 

Sales  of  Olokele  Sugar  Company  de- 
clined 36  percent  from  1975  to  1976.  and 
declined  29  percent  in  the  first  quarter 
of  1977  compared  to  the  first  quarter  of 
1976. 

Incre.ased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973.  movini  from  5.46 
million  short  tons  to  5.33  million  short 
tons.  In  1974.  sugar  imports  increased 
to  5.77  million  short  tons.  Imports  in  1975 
totaled  3.88  million  short  tons  and  im- 
ports in  1976  increased  20  percent  to  4.66 
million  short  tons:  the  ratio  of  imports  to 
domestic  production  also  increased  from 
59  percent  in  1975  to  66  percent  in  1976. 

Prior  to  1974.  imports  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31.  1974.  im- 
ported sugar  has  entered  the  United 
States  in  the  absence  of  price  restrictions 
and  quota  levels.  As  a  result,  domestic 
prices  of  sugar  have  been  merged  with 
world  sugar  prices  subjecting  domestic 
prices  to  the  competitive  forces  of  an  in- 
creased supply  of  sugar  in  a  previously 
regulated  market. 

Contributed  Importantly 

C.  Brewer  and  Company.  Limited,  is 
integral  to  the  operations  of  the  sugar 
growing  and  processing  companies,  pro- 
viding technical  and  administrative  sup- 
port. Import  injurj'  to  the  sugar  com- 
panies affects  employees  engaged  in 
administrative  and  technical  employ- 
ment related  to  growing  and  processing 
cane  sugar. 

The  world  sugar  supply  surpasses  de- 
mand by  about  4  million  tons.  Sugar 
prices  have  dropped  from  the  price  ex- 
plosion in  1974  when  prices  rose  to  57.3 
cents  per  pound  to  the  January  1976 
price  of  11.5  cents  per  pound.  Presently 
the  price  of  raw  sugar  is  under  11.0  cent« 
per  pound.  Domestic  sugar  growers  have 
been  selling  their  products  at  prices  be- 
low the  cost  of  production. 

This  disparity  in  cost  of  production 
and  net  return  on  sales  of  sugar  has 
caused  an  absolute  decline  in  sales  and 
permanent  separations  of  employees 
from  C  Brewer  and  Company.  Limited. 
In  addition  there  exists  a  threat  of  fur- 
ther declines  in  sales  and  further  separa- 
tions of  workers  due  to  expectations  of 
continued  pressure  from  imports  of 
sugar. 

The  C  and  H  Sugar  Refining  Com- 
pany reported  the  sale  of  1976  inventory 
was  delayed  3  months  due  to  glutted 
market  conditions.  It  is  projected  that 
the  sale  of  1977  inventory  will  be  delayed 


4  months.  Depressed  prices  resulting 
from  the  oversupply  of  sugar,  yield  lower 
returns  to  C.  Brewer  and  Company  lead- 
ing to  layoffs  in  1976  and  threatened  lay- 
offs in  1977. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation.  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  sugar  products  pro- 
duced at  C.  Brewer  and  Company. 
Limited,  contributed  importantly  to  the 
total  or  partial  separations  of  the  work- 
ers of  that  company.  In  accordance  with 
the  provisions  of  the  Act.  I  make  tlie  fol- 
lowing certification: 

All  workers  at  C.  Brewer  and  Company. 
Limited.  Honolulu.  Hawaii,  who  became 
totally  or  partially  separated  from  employ- 
ment on  or  after  March  17.  1976  are  eligible 
to  apply  for  adjustment  a.sslstance  under 
Title  n.  Chapter  2  of  the  Trade  Act  of  1974. 

Signed  at  Washington.  DC.  this  6th 
day  of  June  1977. 

James  P.  Taylor. 
Director.  Office  of  Management, 
Administration  and  Planning. 

IFR  Doc.77-16939  Filed  6-13-77;8:45  am] 


I TA-W- 1.5901 

CONVERSE   RUBBER    CO. 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance;  Cor- 
rection 

In  FR  E)oc.  77-13290  appearing  at  page 

23647  in  the  Federal  Register  of  May  10. 
1977.  the  impact  date  appearing  on  page 

23648  in  the  2nd  column.  5th  full  para- 
graph. 4th  line,  should  be  corrected  to 
read  "October  16,  1976''  immediately 
riftcr  the  word  "after." 

Signed  at  Washington,  D.C.  this  25th 
day  of  May  1977. 

James  F.  Taylor, 
Director,  Office  of  Management. 
Administration  and  Planning. 

IFR  Doc.77-16940  Filed  6-13-77;8:45  ami 


(TA-W-1958;  TA-W-1960] 

COBRE  TIRE  CO   AND  FLETCHER  SERVICE 
CO.,  BUTTE,  MONTANA 

Notice  of  Negative  Deterrnmation  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1958  and  1960:  investigations  regard- 
ing certification  of  eligibility  to  apply  for 
worker  adjustment  assistance  as  pre- 
scribed in  Section  222  of  the  Act. 

The  investigations  were  initiated  on 
.April  7.  1977  in  response  to  worker  peti- 
tions received  on  April  5.  1977  which  were 
filed  by  the  International  Brotherhood  of 
Teamsters.  Chauffeurs.  Warehousemen 
and  Helpers  on  behalf  of  workers  and 
former  workers  engaged  in  tire  sales, 
maintenance  and  repairs  at  Cobre  Tire 
Company  (TA-W-1958)  .and  Fletcher 
Service  Company  (TA-W-1960»,  Butte. 
Montana. 
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The  notices  of  Investigation  were  pub- 
lished In  the  Fkderal  Register  on  April 
15,  1977  1 42  FR  19939  > .  No  public  hearing 
was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
terminations were  made  was  obtained 
principally  from  officials  of  Cobre  Tire 
Company,  Fletcher  Sers'ice  Company  and 
Department  files. 

In  order  to  make  an  afBrmative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met : 

(1)  That  a  significant  number  of  propor- 
tion of  the  woricers  In  the  workers"  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partlaUy 
sepaxated; 

1 2 )  That  sales  or  production,  or  both,  of 
such  Arm  or  subdivision  have  decreased 
absolutely: 

(3)  That  articles  like  or  directly  comf>etl- 
tlve  with  those  produced  by  the  firm  or 
subdivision  are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  do- 
mestic production;  and 

(4)  That  such  Increased  imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  'contributed  Im- 
portantly" means  a  cause  which  is  Important 
but  not  necessarily  more  important  than  any 
other  cause. 

If  anj-  of  the  above  criteria  is  not  satis- 
fied, a  negative  determination  must  be 
made. 

Neitlier  Cobre  Tire  Company  nor 
Fletcher  Senice  Company  produce  an 
article  within  the  meaning  of  Section 
2221 3 1  of  the  Act  and  this  Department 
has  already  detei-mined  tliat  the  per- 
formance of  services  are  not  covered  by 
the  adjustment  assisUnce  program.  See 
Notice  of  Determination  in  Pan  Amer- 
ican World  Airwayf!  Incorporated  (TA- 
W-153.  40  FR  54639».  Tlie  only  question 
in  this  case  is  whether  the  Anaconda 
Company,  i.e.,  a  firm  which  produces  an 
article,  namely  copper,  and  for  whom 
the  service  is  provided,  can  be  consid- 
ered the  "workers'  firm".  See  Notice  of 
Extermination  in  Nu-Car  Drhcaway. 
Incorporated  (TA-\V-393,  41  FR  12749). 

Cobre  Tire  Company  is  an  Arizona  cor- 
poration that  was  formed  to  supply 
giant,  off-the-road  tires  to  major  users. 
jCobre  Tire's  Giant  Tire  Division  and 
Fletcher  Service  in  Butte.  Montana  pro- 
vided tire  sales  and  maintenance  to  the 
Anaconda  Company  in  Butte. 

Neither  the  Anaconda  Companj^  on 
one  hand,  nor  Cobre  Tire  or  Fletcher 
Service,  on  the  other  hand.  Is  financially 
or  otherwise  involved  in  the  business  of 
the  other.  Fletcher  maintains  its  own 
fleet  of  service  equipment  neces.-ary  to 
the  operation  of  its  business.  Tliere  is  a 
contract  between  Anaconda  and  Cobre 
Tire  at  its  Butte,  Montana  facility  to 
provide  a  major  portion  of  Anaconda's 
tire  requirements. 

Tlie  workers  upon  whose  behalf  these 
petitions  were  filed  are  paid  by  either 
Cobre  Tire  Comptuiy  or  Fletcher  Service, 
respectively.  They  are  supervised  by  and 


subject  to  the  control  of  Cobre  Tire  or 
Fletcher  Service  personnel  only,  under 
terms  of  a  union  a^eement.  All  employ- 
ment benefits  which  they  enjoy  are  pro- 
vided and  maintained  by  Cobre  Tire  or 
Fletcher  Service. 

Conclusion 

After  careful  review  of  the  issues  and 
facts  Involved,  I  have  determined  that 
ser\ices  of  the  kind  provided  by  Cobre 
Tire  Company  and  Fletcher  Service 
Company,  Butte,  Montana  are  not  "ar- 
ticles" within  the  meaning  of  Section 
222(3)  of  tlie  Trade  Act  of  1974,  and 
that  the  Anaconda  Company  cannot  be 
considered  tlie  "workers'  firm".  The  pe- 
titions for  trade  adjustment  assistance 
are  therefore  denied. 

Signed  at  Washington.  D.C.  this  3rd 
day  of  June  1977. 

James  F.  Taylor, 
Director,  Office  of  Management, 
Administration  and  Planning. 

[PR  Doc. 77-16941  Filed  6-13-77:8:45  am] 


(TA-W-14591 

CYCLOPS  CORP.,  EMPIRE-DETROIT  STEEL 
DIVISION,    MANSFIELD,   OHIO 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1459:  investigation  regarding  certi- 
fication of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on  De- 
cember 15.  1976  in  response  to  a  worker 
petition  received  oa  December  15,  1976 
which  was  filed  by  the  United  Steelwork- 
ers  of  America  on  behalf  of  workers  and 
former  workers  producing  carbon,  sili- 
con, and  stainless  steel  sheets  and  coils 
at  the  Mansfield,  Ohio  plant  of  Cyclops 
Corporation.  Empire-Detroit  Steel  Di- 
vision. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on  Janu- 
ary 7,  1977  (42  FR  1533* .  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  ofScials  of  the  Cjxlops 
Corporation,  its  customers,  the  U.S.  De- 
partment of  Commerce,  the  U.S.  Inter- 
national Trade  Commission,  industry 
analysts,  and  Department  files. 

In  order  to  make  an  aflarmative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  .222  of  the  Trade 
Act  of  1974  must  be  met: 

( 1 )  That  a  significant  number  or  propor- 
tion of  the  workers  m  the  workers'  firm,  or 
appropriate  subdivision  tliereof,  have  bec»me 
totally  or  partially  separated,  or  are  threat- 
ened to  become  totally  or  partially  separated, 

(2)  That  sales  or  production,  or  both,  ol 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 


(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  fi:-m  or  sub- 
division are  being  Imported  in  increased 
quantities,  either  actual  or  relxvtlve  to  do- 
mestic production:  and 

(4)  "That  such  Increased  Imports  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  ajid  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Im- 
FKsrtantly"  means  a  cause  which  Is  Important 
but  not  necessarily  more  Important  than  any 
other  cause. 

The  investigation  has  revealed  that 
criteria  (2)  and  (3)  have  been  met  but 
criteria  (1)  and  (4i  have  not  been  met. 

SiGNincANT  Total  or  Partial 
Seperations 

■Workers  are  used  interchangably  on 
all  four  products.  Average  annual  em- 
ployment of  production  workers  at  the 
Mansfield,  Ohio  plant  declined  1  percent 
in  the  4th  quarter  of  1975  compared  to 
the  preceding  quarter.  Employment  in- 
creased 8  percent  in  1976  compared  to 
1975.  Average  weekly  hours  of  work  In- 
creased 9  percent  in  1976  compared  to 
1975. 

Sales  or  Production,  or  Both.  Have 
Decreased  Absolutely 

Sales  in  quantity  of  hot  rolled  carbon 
steel  decreased  16  percent  in  1976  from 
1975.  Sales  in  quantity  of  cold  rolled 
carbon  steel  increased  46  percent  in  1976 
from  1975.  Sales  in  quantity  of  silicon 
steel  decreased  13  percent  in  1976  from 
1975.  Sales  in  quantity  of  stainless  steel 
increased  82  percent  In  1976  from  1975. 

Production  in  quantity  of  hot  rolled 
carbon  steel  decreased  10  percent  In  1976 
from  1975.  Production  In  quantity  of 
cold  rolled  carbon  steel  increased  43  per- 
cent in  1976  from  1975.  Production  in 
quantity  of  silicon  steel  decreased  8  per- 
cent in  1976  from  1975.  Production  in 
quantity  of  stainless  steel  increased  99 
percent  in  1976  from  1975. 

Increased  Imports 

Imports  of  hot  rolled  carbon  steel 
sheet  increased  in  1973  to  1.786.5  tliou- 
sand  short  tons  from  2.231.0  thousand 
short  tons  in  1972,  then  decreased  each 
successive  year  in  1974  and  1975.  In  1976 
imports  increased  to  1.635.9  thousand 
short  tons  from  1,509.2  thousand  short 
tons  in  1975.  The  ratio  of  imports  to 
shipments  decreased  in  1973  to  11.0  per- 
cent from  16.3  percent  in  1972.  In  1974 
the  import/ shipments  ratio  Increased  to 
11.7  percent,  increased  further  to  14.0 
percent  in  1975,  then  decreased  in  1976  to 
11.3  percent. 

Imports  of  cold  rolled  cart)on  steel 
sheets  decreased  in  1973  to  2,704.4  thou- 
sand short  tons  from  3,236.2  thousand 
short  tons  in  1972.  then  decreased  each 
successive  year  in  1974  and  1975.  In  1976 
imports  increased  to  2  350.7  short  tons 
from  2.067.1  thousand  short  tons  In  1975. 
The  ratio  of  imports  to  shipments  de- 
creased in  1973  to  13.6  percent  from  20.5 
percent  in  1972.  In  1974  the  imports/ 
shiFHnents  ratio  increased  to  14.4  per- 
cent, incresised  further  to  16.5  percent  In 
1975.  then  decreased  In  1976  to  13.2 
percent. 
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Imports  of  stainless  steri  sheet  de- 
creased in  1973  to  39.2  thousand  short 
tons  from  44  5  thoasand  short  tons  in 
1972.  In  1974  imixwts  increased  to  54.5 
tliousand  short  tons,  decrea.'ied  to  51.8 
short  tons  in  1975.  then  increased  to  68  9 
short  tons  in  1976  The  ratio  of  imports 
to  shipments  decreased  in  1973  to  9.9 
percent  from  16  1  percent  in  1972.  It 
increa.sed  to  10  5  percent  in  1974.  in- 
creased again  in  1975  to  22  4  percent. 
then  decreased  to  16  3  percent  in  1976. 

Imtwrts  of  sheet  and  strin  of  silicon 
electrical  steel  are  combined  in  one 
TSUSA  catepoi-y  Imnorts  were  not  re- 
corded for  1971  In  1973  imnorts  de- 
creased to  44  9  thousand  net  tons  from 
60  0  thousand  net  tons  in  1972  Imnorts 
further  decreased  to  35  8  thousand  net 
ton-s  in  1974.  thc^  increased  to  41  9  thou- 
sand net  tons  in  1975  For  The  first  nine 
months  of  1976.  im'-'orts  decrea-sed  to 
25  8  thoa'^and  net  tons  from  37.1  thou- 
sand net  tons  in  the  first  nine  months 
of  1975.  The  ratio  of  imrorts  to  ship- 
ments decreased  in  1973  to  5  2  percent 
from  8  5  percent  in  1972.  decreased  fur- 
ther in  1974  to  42  Torrent,  then  in- 
creased in  1975  to  7  4  r>errent  In  the 
first  nine  months  of  1976  the  ratio  de- 
creased to  5  7  rrrcent  rom'^ared  to  8.7 
percent  for  the  first  nine  months  of  1975. 

Contributed  Import.^ntly 

The  Department's  invcstipation  re- 
vealed that  customers  of  the  Mansfield 
plant  did  not  sv.itch  purchases  from  that 
plant  to  imports. 

Some  customers  inrlica^ed  their  de- 
crea.se  In  purchases  from  the  Mansfield 
plant  are  attributable  to  a  decline  in  de- 
mand for  the  products  that  riant  pro- 
duced. Others  cited  the  weakness  of  the 
economy  in  general  which  resulted  in 
decreased  demand  from  their  customers 
in  various  industries. 

Conclusion 

After  careful  re\lew  of  ttie  facts  ob- 
tained in  the  investigation.  I  conclude 
that  imports  of  articles  like  or  directly 
competitive  with  carbon  stainless,  and 
silicon  steel  sheets  and  coils  produced  at 
the  Mansfield,  Ohio  plant  of  the  Cvcloj^s 
Corporation  did  not  contribute  impor- 
tantly to  the  total  or  partial  separation 
of  workers  at  the  plant  as  required  by 
Section  222  of  the  Trade  Act  of  1974. 

Signed  at  Wa.shington,  DC.  this  3rd 
day  of  June  1977. 

James  F   Taylor. 
Director.  Office  of  Management, 
Administration  and  Planning. 

(FR  Doc. 77-16942  Filed  6-13-77.8:45  am] 


ITA-W-19261 

HAWAIIAN    SUGAR   CO.,   HILO,    HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
\V-1926.  invest  ipration  regarding  cer- 
tification   of    d:iglMllty    to    apply    for 


worker  adjustment  assistance  as  pre- 
scrit)ed  in  Section  222  of  the  Act. 

Tt\e  investieration  was  initiated  on 
March  30.  1977  in  response  to  a  •worker 
petition  received  on  March  25.  1977 
which  was  filed  by  the  IntemaUonai 
Longshoremen's  and  Warehousemen's 
Union  Oil  behalf  of  workers  and  former 
workers  engaged  m  eraiiloyment  related 
to  the  production  of  cane  sugar  and  raw 
sugar  at  the  Hawaiian  Sugar  Company, 
Hilo.  Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  April 
12,  1977  '42  FR  19178 1.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C.  Brewer  and  Company,  Ltd.. 
tiie  U.S.  Department  of  Commerce,  the 
U.S.  International  Ti-ade  Commission, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agricul- 
ture. Industry  analysts  and  Department 
files.  In  order  to  niike  an  ailirinalive  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

( 1 )  That  a  significant  number  or  proportion 
of  the  workers  in  su-h  workers'  fijm.  or  an 
appropriate  subdivision  of  the  firm  have  be- 
come totally  or  partially  -separated,  or  are 
threatened  to  become  totally  or  partially  sep- 
arated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased 
absolutely: 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  Increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;   and 

(4)  That  such  increa.sed  Imprrts  have  con- 
tributed Importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Impor- 
tantly" means  a  cause  which  is  Important, 
but  not  necessarily  more  Important  than 
any  other  cause. 

The  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

Employment  at  C.  Brewer  and  Com- 
pany, Limited,  and  the  Hawaiian  Susrar 
Company  declined  3.5  percent  from  1975 
to  1976,  and  declined  4.5  percent  in  the 
fourth  quarter  of  1976  compared  to  the 
same  period  in  1975,  and  declined  17.2 
percent  in  the  first  quarter  of  1977  com- 
pared to  the  first  quarter  of  1976. 

Sales   or   Production,   or   Both,    Have 
Decreased  Absolutely 

Sales  of  the  Hawaiian  Sugar  Company 
are  reflected  in  the  sales  of  the  sugar 
companies  for  which  admini'^trative  and 
technical  ser\ices  are  provided. 

Sales  of  Ka'u  Sugar  Company  declined 
32.0  percent  from  1975  to  1976.  and  de- 
clined 46  2  percent  in  the  first  qiarter 
of  1977  compared  to  the  same  period  in 
1976. 

Sales  of  Mauna  Kea  Sugar  Company 
declined  38.5  percent  from  1975  to  1976. 


and  declined  7.5  percent  in  the  first  quar- 
ter of  1977  compared  to  tiie  same  period 
in  1976. 

Sales  of  Wailuku  Sugar  Company  de- 
clined 38.4  percent  from  1975  to  1976, 
and  declined  13  6  percent  in  the  first 
quarter  of  1977  compared  to  the  same 
period  in  1976. 

Sales  of  Olokele  Sugar  Company  de- 
clined 36  percent  from  1975  to  1976.  and 
declined  29  percent  in  the  first  quarter 
of  1977  compared  to  the  first  quarter 
of  1976. 

Increased  Imports 

Imports  of  sucar  decreased  2  percent 
between  1972  and  1973.  moving  from  5.46 
million  short  tons  to  5.33  million  short 
tons.  In  1974,  sugar  imports  increased  to 
5.77  million  short  tons  Imports  in  1975 
totaled  3.88  million  short  tons  and  im- 
ports in  1976  increased  20  percent  to 
4.66  million  short  tons:  the  ratio  of  im- 
ports to  domestic  production  also  in- 
creased from  59  percent  in  1975  to  66 
percent  in  1976. 

Prior  to  1974.  importc  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31,  1974.  im- 
ix)rted  sugar  has  entered  the  United 
States  in  the  absence  of  price  restricticMis 
and  quota  levels  As  a  result,  domestic 
pri  es  of  sugar  have  been  merged  with 
world  sugar  prices  subjecting  domestic 
prices  to  the  competitive  forces  of  an  in- 
creased supply  of  sugar  in  a  previously 
regulated  market. 

Contributed  Importantly 

The  Hawaiian  Sugar  Company  is  in- 
tegral to  the  operations  of  the  sugar 
growing  and  processing  companies.  i>ro- 
viding  technical  and  administrative  sup- 
IK>rt.  Import  injur>-  to  Uie  stigar  com- 
panies affects  employees  engaged  in  ad- 
ministrative and  technical  employment 
related  to  growuig  and  processing  cane 
sugar. 

The  world  sugar  supply  surpasses  de- 
mand by  about  4  million  tons  Sugar 
prices  have  dropped  from  the  price  ex- 
plosion in  1974  when  pn  es  rose  to  57  3 
cents  per  poimd  to  the  January  1976 
price  of  11.5  cents  per  poimd.  Presently 
the  price  of  raw  sugar  is  under  11.0  cents 
I>er  pound.  Domestic  sugar  growers 
have  been  selling  their  products  at  prices 
below  tiie  cost  of  production. 

This  disparity  in  cost  of  production 
and  net  return  on  sales  of  sugar  has 
caused  an  absolute  decline  in  sales  and 
permanent  separations  of  employees 
fiom  tlie  Hawaiian  Sugar  Company.  In 
addition  there  exists  a  threat  of  further 
declmes  in  sales  and  further  separations 
of  workers  due  to  expectations  of  con- 
tinued pressure  from  imports  of  sugar. 

The  C  and  H  Sugar  refining  Company 
rep>orted  the  sale  of  1976  inventorj-  was 
delayed  3  months  due  to  glutted  market 
conditions.  It  is  projected  that  the  sale 
of  1977  inventory  will  be  delayed  4 
nioiitiis.  Depressed  pri  es  resulting  from 
the  oversupr>ly  oi  sugar,  yield  lower  re- 
turns to  C.  Brewer  and  Company  leading 
to  layoffs  in  1976  and  threatened  layoffs 
in  1971. 
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Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation.  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  sugar  pro<;iuct5  pro- 
duced at  the  Hawaiian  Sugar  Company, 
HUo.  Hawaii,  contributed  importantly  to 
the  total  or  partial  separations  of  the 
workers  of  that  company.  Ill  accordance 
with  tlie  provisions  of  the  Act.  I  make 
the  following  certification; 

All  workers  at  the  Hawaiian  Sugar  Com- 
pany, HUo,  Hawaii,  who  became  totally  or 
partially  separated  from  employment  on  or 
after  March  17.  1976  are  eligible  to  apply  for 
adjustment  assistance  under  Title  II.  Chapter 
2  of  the  Trade  Act  of  1974. 

Signed  at  Washington.  D.C..  this  6th 
day  of  June  1977. 

James  F.  Taylor, 
Director.  Office  of  Management, 
Administration  and  Planning. 

|FRDoc77   16943  Filed  6-13-77:8  45  am] 


ITA-W-17261 

HILO   COAST   PROCESSING   CO., 
PEPEEKEO.    HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Ad)ustment  Assistance 

In  accordance  witii  Section  223  of  the 
Trade  Act  of  1974  the  Department  of  La- 
bor herein  presents  the  results  of  TA- 
W-1726;  mve.stigation  regarding  certi- 
fication of  eligibility  to  apply  for  worker 
adjastment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  3,  1977  in  response  to  a  worker 
petition  received  on  Februiry  28,  1977 
■which  was  filed  by  the  International 
Longshoremen's  and  Warehou-semeiis 
Union  on  behalf  of  workers  and  former 
workers  producing  sugar  cane  and  raw 
sugar  on  the  Hilo  Coast  Processing  Com- 
pany. Pepeckeo.  Hawaii,  a  Division  of 
C.  Brewer  and  Company,  Ltd..  Honolulu, 
Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  April 
15,  1977  (42  FR  141851.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  unon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C.  Brewer  and  Company.  Ltd., 
the  U.S.  Department  cf  Commerce,  the 
U.S.  International  Trade  Commission, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agricul- 
ture, industry  analysts  and  Department 
files.  In  order  to  make  an  afTu-mative 
determination  and  issue  a  certification 
of  eligibility  to  apply  for  ad.iustment 
assistance,  each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  worlcers  in  such  workers'  firm,  or 
an  anproprlate  subdivision  of  the  firm  liave 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
S'^'^arated; 

(2)  That  sales  or  production,  or  both,  of 
sieh  firm  or  subdivision  have  decreased  ab- 
Fol'itely; 


(3)  That  articles  like  or  directly  competi- 
tive wlih  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  lncre«i8ed 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

14)  That  such  increased  imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  Impor- 
tant, but  not  necessarily  more  important 
than  any  other  cause. 

T)ie  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

Employment  at  C.  Brewer  and  Com- 
pany, Limited,  and  the  Hilo  Coast  Proc- 
essing Company  increased  from  1975  to 
1976,  however  employment  declined  0.4 
percent  from  the  third  quarter  of  1976 
to  the  fourth  quarter  of  1976,  and  de- 
clined 5.2  percent  in  the  first  quarter 
of  1977  compared  to  the  first  quarter  of 
1976. 

Sales  or  Production,  or  Both,  Have 
Decreased  Absolutely 

Sales  of  Hilo  Coast  Processing  Com- 
pany dechned  38.5  percent  from  1975  to 
1976,  and  declined  7.5  percent  in  the  first 
quarter  of  1977  compared  to  the  first 
quarter  of  1976. 

Increased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973,  moving  from  5.46 
million  short  tons  to  5.33  mUlion  short 
tons.  In  1974.  sugar  imports  increased 
to  5.77  million  short  tons.  Imports  in 
1975  totaled  3  88  million  sljort  tons  and 
imjwrts  m  1976  increased  20  percent  to 
4,66  million  short  tons;  the  ratio  of  im- 
ports to  domestic  production  also  in- 
creased from  59  percent  in  1975  to  66 
percent  in  1976. 

Prior  to  1974,  imports  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31.  1974.  im- 
ported sugar  has  entered  the  United 
States  in  the  absence  of  price  restric- 
tions and  quota  levels.  As  a  result,  do- 
mestic p. ices  of  sugar  have  been  merged 
with  world  sugar  prices  subjecting  do- 
mestic prices  to  the  competitive  forces 
of  an  increased  supply  of  sugar  in  a 
previously  regulated  market. 

CONT!?IBUTED    IMPORTANTLY 

The  world  sugar  supply  surpasses  de- 
mand by  about  4  million  tons.  Sugar 
prices  have  dropped  from  the  explosion 
in  1974  when  prices  rose  to  57.3  cents  per 
pound,  to  the  January  1976  price  of  11.5 
cents  per  poimd.  Presently  the  price  of 
raw  sugar  is  under  11.0  cents  per  pound. 
Domestic  sugar  growers  have  been  selling 
their  products  at  prices  below  the  cost 
of  production.  This  disparity  in  cost  of 
production  and  net  return  on  sales  of 
sugar  has  catised  an  absolute  decline  in 
sales  and  permanent  separations  of  em- 
ployees from  the  Hilo  Coast  Processing 
Company  In  addition  there  exists  a 
threat  of  further  declines  in  sales  and 
further  separations  of  workers  due  to  the 
expectations  on  continual  pressure  from 
imports  of  sugar. 


C  and  H  Sugar  Refimng  Company  re- 
ported the  sale  of  1976  inventory  was 
delayed  3  months  due  to  glutted  market 
conditions.  It  Is  projected  that  the  sale 
of  1977  inventory  will  be  delayed  4 
months.  Depressed  prices  resulting  from 
the  oversupply  of  sugar,  yield  lower  re- 
turns to  C.  Brewer  and  Company  leading 
to  layoffs  in  1976  and  threatened  layoffs 
in  1977. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  sugar  products  pro- 
duced at  Hilo  Coast  Processing  Com- 
pany, Pepeckeo,  Hawaii,  a  Division  of  C. 
Brewer  and  Company,  Limited,  con- 
tributed importantly  to  the  total  or  par- 
tial separations  of  the  workers  of  that 
plantation.  In  accordance  with  the  pro- 
visions of  the  Act,  I  make  the  following 
certification : 

All  workers  at  the  Hilo  Coast  Processing 
Company,  Pepeekeo.  Hawaii,  a  Division  of  C, 
Brewer  and  Company,  Limited,  Honolulu, 
Hawaii,  who  become  totally  or  partially  sepa- 
rated from  employment  on  or  after  October 
1,  1976  are  eligible  to  apply  for  adjustment 
assistance  under  Title  II.  Chapter  2  of  the 
Trade  Act  of  1974. 

Signed  at  Washington.  DC.  this  6th 
day  of  June  1977. 

James  F.  T.aylor. 
Director,  Office  of  Management, 
Administration  and  Planning. 

|FR  Doc.77-16944  Piled  6-13-77;8:45  amj 


[TA  -W  854] 

JOLIET  WROUGHT  WASHER   CO., 
JOLIET,    ILLINOIS 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust 
ment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of 
TA-W-854;  investigation  regarding  cer- 
tification of  eligibility  to  apply  for  work- 
er adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
April  30,  1976  in  response  to  a  worker 
petition  received  on  April  30,  1976  which 
was  filed  by  the  United  Steelworkers  of 
America  on  behalf  of  workers  and  for- 
mer workers  producing  wai^hers  at  the 
Joliet,  Illinois  plant  of  the  Joliet 
Wrought  Washer  Company,  a  Division 
of  MSL  Indtistries,  Incorporated,  Lin- 
colnwood,  Illinois. 

The  Notice  of  Investigation  was  pub- 
lished in  the  Federal  Register  on  May 
21,  1976  (41  FR  20949'.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
from  officials  of  the  Joliet  Wrought 
Washer  Company,  its  customers,  the  US. 
Department  of  Commerce,  the  US.  In- 
ternational Trade  Commission,  industry- 
analysts  and  Department  files. 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
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sistaiice.  each  of  the  group  eligibihty  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met; 

(1)  That  a  sigutflcant  number  or  propor- 
tion of  the  workers  In  the  worlters'  firm, 
or  an  appropriate  subdivision  thereof,  have 
become  tolally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decrea.sed  ab- 
solutely; 

(3)  That  articles  like  or  directly  com- 
petitive with  those  produced  by  the  firm  or 
subdivision  are  being  imported  in  increased 
quantities,  either  actual  or  relative  to 
domestic  production:    and 

(4)  That  such  Increased  imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  In  sales 
or  production.  The  term  -contributed  impor- 
tantly" meaiis  a  cause  which  is  important 
but  not  necessarily  more  Tmportant  than  any 
other  cause 

Without  respect  as  to  whether  or  not 
the  other  criteria  have  been  met,  cri- 
terion '  4 1  has  not  been  met. 

The  absolute  level  of  unports  of 
washers  fluctuated  frotu  14  million 
pounds  in  1971  to  21  million  pounds  in 
1972  and  then  to  16  million  pounds  in 
1973,  US,  imports  of  washers  declined 
from  22  milhon  pounds  in  1974  to  21  mil- 
lion pounds  in  1975,  Imports  of  »,-ashers 
increased  to  30,57  million  pounds  ii.  1976. 
an  increase  of  50  percent. 

Tlie  ratio  of  imports  to  domestic  pro- 
duction fluctuated  in  a  pattern  similar  to 
that  of  the  absolute  level  of  imports. 
Tlie  ratio  of  imports  to  domestic  pro- 
duction was  4.8  percent  in  1971.  6.6  per- 
cent in  1972  and  4  4  percent  in  1973. 
The  ratio  of  imports  to  domestic  produc- 
tion declined  from  5.9  percent  in  1974 
to  5.8  percent  in  1975. 

During  the  course  of  Uie  uivestigation, 
customers  who  purchased  uashers  from 
Johet  were  contacted  easterners  who 
decreased  purchases  from  Joliet  indi- 
cated that  they  did  not  switch  to  im- 
ported washers,  Cu.^tomers  cited  several 
different  reasons  for  reduced  purchases. 
Economic  conditions  was  one  important 
factor  in  reduced  purchases  Some  cus- 
tomers switched  to  other  domestic 
sources  of  washers.  Others  indicated  tliat 
changes  in  manufacturing  requirements 
or  obsolescence  of  machinery  requiring 
washers  resulted  in  reduced  purchases. 

CONCIUSION 

After  careful  review  of  the  facts  ob- 
tained in  the  investieratian,  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  washers  produced  at 
the  Joliet.  niinoLs  plant  of  Joliet  Wrought 
Washer  Company,  a  Di\ision  of  MSL 
Industries,  Incorporated,  did  not  con- 
tribute importantly  to  the  total  or  par- 
tial separation  of  the  workers  at  such 
plant  as  required  in  Section  222  of  the 
Trade  Act  of  1974, 

Signed  at  Washington,  DC.  this  6Qi 
day  of  June  1977. 

J.^MES  F  Taylor. 
Director,  Office  of  Management. 
Administration  and  Planning. 

[FR  Doc  77-16945  Filed  C-13-77;8  45  am) 


ITA-W-17351 
KA'U   SUGAR   CO.,    PAHALA,    HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1735:  investigation  regarding  certifi- 
cation of  eligibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  3,  1977  in  response  to  a  worker 
petition  received  on  February  28.  1977 
which  was  filed  by  the  International 
Longshoremen's  and  Warehousemen's 
Union  on  behalf  of  workers  and  former 
v.orkers  producing  sugar  cane  and  raw 
sugar  on  the  Ka'u  Sugar  Company  plan- 
tation. Pahala.  Hawaii,  a  Division  of  C. 
Brewer  and  Company.  Ltd..  Honolulu, 
Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  March 
22,  1977  142  FR  15477>.  No  pubhc  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
princinally  from  officials  and  publica- 
tions of  C,  Brewer  nnd  Company.  Ltd  , 
the  US,  Department  of  Commerce,  the 
U  S,  International  Trade  Commi.'^sion. 
the  US.  Department  of  .\gr1culture  the 
State  of  Hawaii  Department  of  Agri- 
culture, indtistry  analysts  and  Depart- 
ment files.  In  order  to  make  an  affirma- 
tive determination  and  issue  a  certifica- 
tion of  eligibility  to  apply  for  adjust- 
ment assistance,  each  of  the  group  eh- 
gibility  requirements  of  Section  222  of 
the  Trade  Act  of  1974  must  be  met; 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  such  workers'  firm,  or 
an  appropriate  subdivision  of  the  firm  have 
liecome  totally  or  partially  ^epRr.ited.  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
.=uch  firm  or  subdivision  have  decreased 
absolutely: 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  In  increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  increased  impKirts  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof.  £ind  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Im- 
portantly" means  a  cause  which  Is  lmp>ortant. 
but  not  necessarily  more  Important  than  any 
other  cause. 

The  investigation  has  revealed  tliat  all 
of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

Average  annual  employment  of  pro- 
duction workers  at  the  Ka'u  Sugar  Com- 
pany increased  4.1  percent  from  1975  to 
1976.  and  declined  4.9  percent  in  the 
fourtli  quarter  of  1976  compared  to  the 
same  period  in  1975.  and  declined  10.5 
percent  in  the  first  quarter  of  1977  com- 
pared to  the  first  quarter  of  1976 

Sales    or    PRonrcTiow.    or    Both.    Havt 
Decreased  Absolutelt 

Sales  of  Ka'u  Sugar  Company  dechned 
32.0  percent  from  1975  t-o  1976,  and  de- 


clined 46.2  percent  in  the  first  quarter  of 
1977  compared  to  the  same  period  in 
1976. 

Increased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973.  moving  from 
5.46  million  short  tons  to  5.33  "million 
short  tons.  In  1974.  sugar  imports  in- 
creased to  5.77  million  short  tons.  Im- 
ports In  1975  totaled  3  88  million  short 
tons  and  imports  in  1976  increased  20 
percent  to  4.66  million  short  tons;  the 
ratio  of  imports  to  domestic  production 
also  increased  from  59  percent  in  1975 
to  66  percent  in  1976. 

Prior  to  1974.  imports  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31.  1974.  im- 
ported sugar  has  entered  the  Unit«l 
States  in  the  absence  of  price  restric- 
tions and  quota  levels.  As  a  result, 
domestic  prices  of  sugar  have  been 
merged  with  world  sugar  prices  subject- 
ing domestic  prices  to  the  competitive 
forces  of  an  increased  supply  of  sugar 
in  a  previously  regulated  market. 

Contributed  Importantly 

The  world  sugar  supply  surpasses  de- 
mand by  about  4  million  t^ns.  Sugar 
prices  have  dropped  from  the  explosion 
in  1974  when  prices  rose  t«  57.3  cents  per 
pound,  to  the  January  1976  price  of  115 
cents  per  ix)und  Presently  the  price  of 
raw  sucar  is  under  110  cents  per  pound, 
Dome.'^tic  sugar  growers  have  been  sell- 
ing their  products  at  prices  below  the 
cost  of  production.  This  dL'^parity  in  cost 
of  production  and  net  return  on  sales  of 
sugar  has  caused  an  atjsolute  decline  in 
sales  and  permanent  separations  of  em- 
ployees from  the  Kau  Sugar  Company, 
In  addition  there  exists  a  threat  of  fur- 
ther declines  in  sales  and  further  separa- 
tions of  workers  due  to  the  expectations 
of  continual  pressure  from  imports  of 
sugar, 

C  and  H  Sugar  Refining  Ccwnpany  re- 
ported the  .sale  of  1976  inventory  was  de- 
layed 3  months  due  to  glutted  market 
condition-;  It  is  projected  that  the  sale 
of  1977  inventory  will  be  delayed  4 
luonttis  r>epressed  prices  resulting  from 
the  oversupply  of  sugar,  yield  lower  re- 
turns to  C  Brewer  and  Company  leadmg 
to  layoffs  in  1976  and  threatened  layoffs 
in  1977 

CONCLtTSION 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  increases  of  imports  like  or  directly 
competitive  with  sugar  products  pro- 
duced at  Ka'u  Sugar  Company.  Pahala. 
Hawaii,  a  Division  of  C.  Brewer  and  Com- 
pany. Limited,  contributed  importantly 
to  the  total  or  partial  separations  of  tlie 
workers  of  that  plantation.  In  accord- 
ance with  the  provisions  of  the  Act.  I 
make  the  following  certification; 

All  workers  at  the  Ka'u  Sugar  Company, 
P>ahala,  Hawaii,  a  Division  of  C  Brewer  and 
Company.  Limited,  HonoltUu.  Hawaii,  who 
became  totally  or  partially  separated  from 
employment  on  or  after  October  1.  1976  are 
eligible  to  apply  for  adjustment  assistance 
under  TiUe  II.  Chapter  2  of  the  Trade  Act 
of  1974. 
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Signed  at  Washington.  DC    this  6th 
day  of  June  1977. 

James  F  Taylor, 
Director.  Office  of  Management. 
Administration  and  Planning. 

|FR  Doc  77-16946  Filed  6-13-77:8  45  am  | 


ITA-W-1744) 

MAUNA  KEA  SUGAR  CO  ,  PAPAlKOU, 
HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  2:]3  oi  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
W-1744:  investigation  regarding  certi- 
fication of  ehgibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  investigation  was  intiated  on 
March  3.  1977  in  response  to  a  worker 
petition  received  on  February  28.  1977 
which  was  filed  by  the  International 
Longshoremen's  and  Warehousemen's 
Union  on  behalf  of  workers  and  former 
workers  producing  sugar  cane  and  raw- 
sugar  on  the  Mauna  Kea  Sugar  Company 
plantation.  Papaikou,  Hawaii,  a  Division 
of  C.  Brewer  and  Company,  Ltd..  Hono- 
lulu, Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on  March 
22,  1977  "42  TO  15477'.  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the 
determination  was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C.  Brewer  and  Company.  Ltd., 
the  US  Department  of  Commerce,  the 
U.S.  International  Trade  Commision, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agri- 
culture, industry  analysts  and  Depart- 
ment files.  In  order  to  make  an  affirma- 
tive determination  and  issue  a  certifica- 
tion of  eligibility  to  apply  for  adjustment 
ment  assistance,  each  of  the  group  eligi- 
bility requirements  of  Section  222  of  the 
Trade  Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  such  workers'  Arm. 
or  an  appropriate  subdivision  of  the  firm  have 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
such  arm  or  subdivision  has  decreased  abso- 
lutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  in  increased 
quantities,  either  actual  or  relative  to  domes- 
tics production;  and 

(4)  That  such  increased  Imports  have  con- 
tributed importanUy  to  the  separations  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  ■'contributed  Im- 
portantly "  means  a  cause  which  is  Impor- 
tant, but  not  necessarily  more  Important 
thi*n  any  other  cause. 

The  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met. 

Sir.NXFicANT  Total  or  Partial 
Separations 

Average  amiual  employment  of  pro- 
duction workers  at  the  Mauna  Kea  Sugar 


Company  declined  2  percent  from  1975 
to  1976.  and  declined  1  percent  in  the 
first  quarter  of  1977  compared  to  the 
same  t^eriod  of  1976. 

Sales    or    Production,    or    Both,    Have 
Decreased  Absolutely 

Sales  of  Mauna  Kea  Sugar  Company 
dechned  38.5  percent  from  1975  to  1976, 
and  declined  7.5  percent  in  the  first 
quarter  of  1977  compared  to  the  first 
quarter  of  1976. 

Increased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973.  moving  from  5.46 
million  short  tons  to  5.33  million  short 
ton."^.  In  1974,  sugar  imports  increased  to 
5.77  million  short  tons.  Imports  in  1975 
totaled  3.88  million  short  tons  and  im- 
ports in  1976  increased  20  percent  to  4.66 
million  short  tons;  the  ratio  of  imports  to 
domestic  production  also  increased  from 
59  percent  in  1975  to  66  percent  in  1976. 

Prior  to  1974,  imports  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31,  1974,  im- 
ported sugar  has  entered  the  United 
States  in  the  absence  of  price  restrictions 
and  quota  levels.  As  a  result,  domestic 
prices  of  sugar  have  been  merged  with 
world  sugar  prices  subjecting  domestic 
prices  to  the  competitive  forces  of  an 
increased  supply  of  sugar  in  a  previously 
regulated  market. 

Contributed  Importantly 

Tlie  world  sugar  supply  surpasses  de- 
mand by  about  4  million  tons.  Sugar 
prices  have  dropped  from  the  explosion 
of  1974  when  prices  rose  to  57.3  cents 
per  poimd,  to  the  January  1976  price  of 
11.5  cents  per  pound.  Presently  the  price 
of  raw  sugar  is  under  11.0  cents  per 
pound.  Domestic  sugar  growers  have 
been  selling  their  products  at  prices  below 
the  cast  of  production.  This  disparity  in 
cost  of  production  and  net  return  on 
sales  of  sugar  has  caused  an  absolute 
decline  in  sales  and  permanent  separa- 
tions of  employees  from  the  Mauna  Kea 
Sugar  Company.  In  addition  there  exists 
a  threat  of  further  declines  in  sales  and 
further  separations  of  workers  due  to 
the  expectations  of  continual  pressure 
from  imports  of  sugar. 

C  and  H  Suaar  Refining  Company  re- 
ported the  sale  of  1976  inventory  was 
delayed  3  months  due  to  glutted  market 
conditions.  It  is  projected  that  the  sale 
of  1977  inventory  will  be  delayed  4 
months.  Depressed  prices  resulting  from 
the  oversupply  of  sugar,  yield  lower  re- 
turns to  C.  Brewer  and  Company  lead- 
ing to  layoffs  in  1976  and  threatened 
layoffs  in  1977. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  mcreases  of  imports  like  or  directly 
competitive  with  sugar  products  pro- 
duced at  Mauna  Kea  Sugar  Company, 
Papaikou.  Hawaii,  a  Division  of  C.  Brewer 
and  Company.  Limited,  contributed  im- 
portantly to  the  total  or  partial  separa- 
tions of  the  workers  of  that  plantation. 
In  accordance  with  the  provisions  of  the 
Act    I  make  the  following  certification: 


All  workers  at  the  Maurm  Kea  Sugar  Com- 
pany. Papaikou,  Hawaii,  a  EMvision  of  C. 
Brewer  and  Company,  Limited,  Honolulu, 
Hawaii,  who  became  totally  or  partially  sep- 
arated from  employment  on  or  after  Febru- 
ary 23,  1976  are  eligible  to  apply  for  adjust- 
ment assistance  under  Title  II.  Chapter  2  of 
the  Trade  Act  of  1974. 

Signed  at  Washington,  DC.  this  6th 
day  of  June  1977. 

James  F,  Taylor. 
Director.  Office  of  Management, 
Administration  and  Planning. 

jPR  Doc.77-16047  FUed  6-13-77:8:45  am] 


ITA-W-1953] 

OLOKELE   SUGAR   CO..    KAUMAKANI, 
HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of 
TA-W-1953:  investigation  regarding 
certification  of  eligibility  to  apply  for 
worker  adjustment  assistance  a-^  pre- 
scribed in  Section  222  of  the  Act. 

The  investigation  was  initiated  on 
April  4'  1977  in  response  to  a  worker 
petition  received  on  February  28.  1977 
which  was  filed  by  the  International 
Longshoremen's  and  Warehousemen's 
Union  on  behalf  of  workers  and  former 
workers  producing  sugar  cane  and  raw 
sugar  on  the  Olokele  Sugar  Company 
plantation,  Kaumakani,  Hawaii,  a  Divi- 
sion of  C.  Brewer  and  Company.  Ltd., 
Honolulu,  Hawaii. 

The  notice  of  investigation  was  pub- 
lished In  the  Federal  Register  on  April 
15,  1977  (42  FR  19938) .  No  public  hear- 
ing was  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C  Brewer  and  Company.  Ltd., 
the  U.S.  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agricul- 
ture, industry  analysts  and  Department 
files.  In  order  to  make  an  affirmative 
determination  and  issue  a  certification 
of  eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility  re- 
quirements of  Section  222  of  the  Trade 
Act  of  1974  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  in  such  workers'  firm,  or 
an  appropriate  subdivision  of  the  firm  have 
become  totally  or  partially  separated,  or  are 
threatened  to  become  totally  or  partially 
separated; 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased 
absolutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  in  increased 
quantities,  either  actual  or  relative  to  domes- 
tic production;  and 

(4)  That  such  increased  imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "contributed  Im- 
portemtly"  means  a  cause  which  Is  Impor- 
Unt.  but  not  necesearlly  more  important 
than  any  other  cause 
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The  investigation  has  revealed  tliat  all 
of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

Average  annual  employment  of  pro- 
duction workers  at  the  Olokele  Sugar 
Company  declined  3  percent  from  1975  to 
1976,  and  declined  4  percent  in  the  first 
quarter  of  1977  compared  to  the  same 
period  of  1976. 

Sales    or   Production,    or    Both.    Have 
Decreased  Absolutely 

Sales  of  Olokele  Sugar  Company  de- 
clined 36  percent  from  1975  to  1976,  and 
declined  29  percent  in  tlie  first  quarter  of 
1977  compared  to  the  first  quarter  of 
1976. 

Increased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973.  moving  from  5.46 
million  short  tons  to  5.33  milhon  short 
tons.  In  1974.  sugar  imports  increased  to 
5.77  million  short  tons.  Import';  in  1975 
total  3.88  million  short  tons  and  imports 
in  1976  increased  20  percent  to  4  66  mil- 
lion short  tons:  the  ratio  of  imports  to 
domestic  production  also  increased  from 
59  percent  in  1975  to  66  percent  in  1976 

Prior  to  1974.  imports  were  regulated 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  December  31.  1974.  im- 
ported sugar  lias  entered  the  United 
States  in  the  absence  of  price  restrictions 
and  quota  levels.  As  a  result,  domestic 
prices  of  sugar  have  been  merged  with 
world  sugar  prices  subjecting  domestic 
prices  to  the  competitive  forces  of  an  in- 
creased supply  of  sugar  in  a  previously 
regiHated  market. 

Contributed   Importantly 

The  world  sugar  supply  surpasses 
demand  by  about  4  million  tons.  Sugar 
prices  have  dropped  from  the  explosion 
in  1974  when  prices  rose  to  57.3  cents  per 
pound,  to  the  January  1976  price  of  11.5 
cents  per  pound.  Presently  the  price  of 
raw  sugar  is  under  11.0  cents  per  pound. 
Domestic  sugar  growers  have  been  selling 
their  products  at  prices  below  the  cost  of 
production.  This  disparity  in  cost  of  pro- 
duction and  net  return  on  sales  of  sugar 
has  caused  an  absolute  decline  in  sales 
and  permanent  separations  of  employees 
from  the  Olokele  Sugar  Company.  In 
addition  there  exists  a  threat  of  further 
declines  in  sales  and  further  separations 
of  workers  due  to  the  expectations  of 
continual  pressure  from  imports  of  sugar. 

C  and  H  Sugar  refining  Company  re- 
ported the  sale  of  1976  inventory  was  de- 
layed 3  months  due  to  glutted  market 
conditions.  It  is  projected  that  the  sale  of 
1977  inventory  will  be  delayed  4  months. 
Depressed  prices  resulting  from  the  over- 
supply  of  sugar,  yield  lower  returns  to  C. 
Brewer  and  Company  leading  to  layoffs 
in  1976  and  threatened  layoffs  in  1977. 

Conclusion 

After  careful  review  of  the  facts  ob- 
tained in  the  investigation,  I  conclude 
that  increases  of  imports  like  ch"  directly 
competitive  with  sugar  products  pro- 
duced at  Olokele  Sugar  Company,  Blau- 
makanl,  Hawaii,  a  Division  of  C,  Brewer 


and  Company,  Limited,  contributed  im- 
portantly to  the  total  or  partial  separa- 
tions of  the  workers  of  that  plantation. 
In  accordance  with  tlie  provisions  of  the 
Act,  I  make  the  following  certification: 
AH  workers  at  the  Olokele  Sugar  Company. 
Kaumakani.  Hawaii,  a  Division  of  C  Brewer 
and  Company.  Limited.  Honolulu.  Hawaii, 
who  became  totally  or  partially  separated 
from  employment  on  or  after  October  1. 
1976  are  eligible  to  apply  for  adjustment 
assistance  under  Title  II.  Chapter  2  of  the 
Trade  Act  of  1974. 

Signed  at  Washington,  DC.  this  6th 
day  of  June  1977. 

James  F    Taylor. 
Director.  Office  of  Management. 
Adininistration  and  Planning. 

I  FR  Doc  77-16948  Filed  6-13-77:8:45  am] 


[TA-W-17611 

WAILUKU    SUGAR  CO.,    WAILUKU, 
HAWAII 

Certification  Regarding  Eligibility  To  Apply 
for  Worker  Adjustment  Assistance 

In  accordance  witli  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of 
TA-W-1761:  investigation  regarding 
certification  of  eligibility  to  apply  for 
worker  adjustment  assistance  as  pre- 
scribed in  Section  222  of  the  Act. 

The  investigation  was  initiated  on 
March  3.  1977  in  response  to  a  worker 
petition  received  on  February  28.  1977 
which  was  filed  by  the  International 
Longshoremen's  and  Warehousemen's 
Union  on  behalf  of  workers  and  former 
workers  producing  sugar  cane  and  raw- 
sugar  on  the  Wailuku  Sugar  Company 
plantation,  Wailuku.  Hawaii,  a  Division 
of  C.  Brewer  and  Company.  Ltd..  Hono- 
lulu. Hawaii. 

The  notice  of  investigation  was  pub- 
lished in  the  Federal  Register  on 
March  22.  1977  '42  FR  15477'.  No  public 
hearing  was  requested  and  none  was 
held. 

The  information  upon  which  the  de- 
termination was  made  was  obtained 
principally  from  officials  and  publica- 
tions of  C.  Brewer  and  Company.  Ltd  . 
the  U.S.  Department  of  Commerce,  the 
U.S.  International  Trade  Commission, 
the  U.S.  Department  of  Agriculture,  the 
State  of  Hawaii  Department  of  Agricul- 
ture, industry  analysts  and  Department 
files.  In  order  to  make  an  affirmative  de- 
termination and  issue  a  certification  of 
eligibility  to  apply  for  adjustment  as- 
sistance, each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  of  1974  must  be  met : 

(li  Tliat  a  significant  number  or  propor- 
tion of  the  workers  in  such  workers'  firm,  or 
an  appropriate  subdivision  of  the  firm  have 
become  totally  or  p>artlally  separated,  or  are 
threatened  to  become  totally  or  partially 
separated: 

(2)  That  sales  or  production,  or  both,  of 
such  firm  or  subdivision  have  decreased  ab- 
solutely; 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  Imported  in  Increased 
quantities,  either  actual  or  relative  to  do- 
mestic production,  and 


(4»  That  such  Increased  imports  have  con- 
tributed importantly  to  the  separations,  or 
threat  thereof,  and  to  the  decrease  in  sales 
or  production.  The  term  "contributed  im- 
portantly '  means  a  cause  which  Is  Impor- 
tant, but  not  necessarily  more  important 
than  any  other  cause. 

The  investigation  has  revealed  that  all 
of  the  above  criteria  have  been  met. 

Significant  Total  or  Partial 
Separations 

Average  annual  employment  of  pro- 
duction workers  at  the  Wailuku  Sugar 
Company  increased  0.8  percent  from  1975 
to  1976.  and  decUned  2  percent  in  the 
fourth  quarter  of  1976  compared  to  the 
same  period  in  1975. 

Sales  or  Production,  or  Both,  Have 
Decreased  Absolutely 

Sales  of  Wailuku  Sugar  Comp)any  de- 
clined 38.4  percent  from  1975  to  1976. 
and  declined  13.6  percent  in  the  first 
quarter  of  1977  compared  to  the  first 
quarter  of  1976. 

Increased  Imports 

Imports  of  sugar  decreased  2  percent 
between  1972  and  1973.  moving  from  5.46 
million  short  tons  to  5.33  million  short 
tons  In  1974.  sugar  imports  increased  to 
5.77  million  short  tons.  Imports  in  1975 
totaled  3.88  million  short  tons  and  im- 
ports in  1976  increased  20  percent  to  4.66 
million  short  tons:  the  ratio  of  imports  to 
domestic  production  also  mcreased  from 
59  i^ercent  in  1975  to  66  percent  in  1976. 

Prior  to  1974.  Imports  were  regulat-ed 
by  statute.  Since  the  expiration  of  the 
Sugar  Act  on  Decemt>er  31.  1974.  im- 
ported sugar  has  entered  the  United 
States  in  the  absence  of  price  restrictions 
and  quota  levels  As  a  result,  domestic 
prices  of  sugar  have  been  merged  with 
world  sugar  prices  subjecting  domestic 
prices  to  the  competitive  forces  of  an 
increased  supply  of  sugar  in  a  previously 
regulated  market. 

Contributed  Importantly 

The  world  sugar  supply  surpasses 
demand  by  about  4  million  tons.  Sugar 
prices  have  dropped  from  the  explosic«i 
in  1974  when  prices  rose  to  57.3  cents  per 
pound,  to  the  January  1976  price  of  11.5 
cents  per  pound  Presently  the  price  of 
raw  sugar  is  under  110  cents  per  pound. 
Domestic  sugar  growers  have  been  sellmg 
their  products  at  prices  below  the  cost  of 
production  Tliis  disparity  in  cost  of  pro- 
duction and  net  return  on  sales  of  sugar 
has  caused  an  absolute  decline  in  sales 
and  permanent  separations  of  employees 
from  the  Wailuku  Sugar  Company.  In 
addition  there  exists  a  threat  of  further 
dechnes  in  sales  and  further  separations 
of  workers  due  to  the  expectations  of 
continual  pressure  from  imports  of  sugar. 
C  and  H  Sugar  Refining  Company  re- 
ported the  sale  of  1976  inventory  was  de- 
layed 3  months  due  to  glutted  market 
conditions.  It  is  projected  that  the  sale 
of  1977  inventory  will  be  delayed  4 
months.  Depressed  prices  resulting  from 
the  oversupply  of  sugar,  yield  lower  re- 
turns to  C.  Brewer  and  Company  leading 
to  layoffs  in  1976  and  threatened  lay- 
offs in  1977. 
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Conclusion 

After  careful  review  of  the  facts  ob- 
tained In  the  investigation,  I  conclude 
tliat  increases  of  Imports  like  or  directly 
competitive  with  sugar  products  pro- 
duced at  Wailuku  Sugar  Company. 
Wailuku,  Hawaii,  a  Division  of  C.  Brewer 
and  Company,  Limited,  contributed  im- 
portantly to  the  total  or  partial  separa- 
tions of  the  workers  of  that  plantation. 
In  accordance  with  the  provisions  of  the 
Act.  I  makv'  tlie  following  certification: 

All  workei's  at  the  Wailuku  Sugar  Com- 
pany. Wailuku.  Hawaii,  a  Division  of  C. 
Brewer  and  Company.  Limited,  Honolulu. 
Hawaii,  who  became  totally  or  partially  sepa- 
rated from  employment  on  or  after  October 
1.  1976  are  eligible  to  apply  for  adjustment 
assistance  under  Title  II.  Chapter  2  of  the 
Trade  Act  of  1974. 

Signed  at  Waahini;ton.  DC  tl^i^  6th 
day  of  June  1977. 

James  F.  Tayior, 
Director.  Office  cf  Management. 
Administration  and  Planning. 

[PR  Doc  77-16949  Filed  6-13-77:8:45  am] 


!TA-W-196«i 

WOHL   SHOE   CO.   WAREHOUSE. 
ST.    LOUIS,    MISSOURI 

Notice  of  Negative  Determination  Regard- 
ing Eligibility  To  Apply  for  Worker  Adjust- 
ment Assistance 

In  accorciar.ce  with  Section  223  of  the 
Trade  Act  of  1974  the  Department  of 
Labor  herein  presents  the  results  of  TA- 
\V-19G6:  investigation  regarding  certifi- 
cation of  eUgibility  to  apply  for  worker 
adjustment  assistance  as  prescribed  in 
Section  222  of  the  Act. 

The  Investigation  was  initiated  on 
April  7,  1977  in  response  to  a  worker  peti- 
tion received  on  April  5,  1977  which  was 
filed  by  three  workers  on  behalf  of  work- 
ers and  former  workers  of  the  St.  Louis. 
Missouri  warehouse  of  the  Wohl  Shoe 
Company,  a  division  of  Bro'm  Grovip. 
Inc. 

The  Notice  of  Invesugalion  wa.^  pub- 
lished In  the  Federal  Register  on  April 
15,  1977  '  42  FR  19939  ' .  No  public  hearing 
w^as  requested  and  none  was  held. 

The  information  upon  which  the  de- 
termmalion  was  made  u'as  obtained 
principally  irom  officials  of  Wohl  Shoe 
Company,  Brown  Group.  Inc  .  and  De- 
partment file.';. 

On  May  28,  1976,  tiie  Department  is- 
sued a  Notice  of  Negative  Determiiiation 
regarding  eligibility  to  apply  for  adjust- 
ment assistance  for  all  workers  at  the  St 
Louis,  Missouri  warehouse  iTA-\V-693 

In  order  to  make  an  affirmative  deter- 
mination and  issue  a  certification  of  eli- 
gibility to  apply  for  adjustment  assist- 
ance, each  of  the  group  eligibility 
requirements  of  Section  222  of  the  Trade 
Act  must  be  met: 

(1)  That  a  significant  number  or  propor- 
tion of  the  workers  In  the  workers'  firm,  or 
an  appropriate  subdivision  thereof,  have  be- 
come totally  or  pru-tl&lly  separated,  or  are 
threatened  to  become  toialiy  or  partialiy 
separated, 


(2)  That  sales  or  production,  or  both,  of 
."iuch  firm  or  subdivision  have  decreased 
absoluteiy: 

(3)  That  articles  like  or  directly  competi- 
tive with  those  produced  by  the  firm  or  sub- 
division are  being  imported  in  Increased 
quantities,  either  actual  or  relative  to 
domestic  production;  and 

(4)  That  such  lncrea.sed  imports  have 
contributed  Importantly  to  the  separations, 
or  threat  thereof,  and  to  the  decrease  in 
sales  or  production.  The  term  "contributed 
importantly  "  means  a  cause  which  Is  im- 
portant but  not  necessarily  more  Important 
than  any  other  cause. 

If  any  of  the  above  criteria  is  not 
satiified,  a  negative  determination  must 
be  made. 

The  Department  of  Labor  has  already 
determined  that  the  performance  of 
.services  is  not  included  within  the  term 
"articles"  as  used  in  Section  222(3)  of 
the  Act.  See  Notice  of  Negative  Deter- 
mination in  Pan  American  World  Air- 
ivays.  Incorporated  (TA-W-153;  40  FR 
54639 1 . 

The  St.  Louis  warehouse  of  Wohl  Shoe 
Company  is  a  finished  goods  warehouse 
handling  footwear  and  accessories  pur- 
chased for  retail  distribution  by  Wohl 
Shoe  Company.  Wohl  Shoe  Company 
performs  no  manufacturing  operations. 
Footwear  i.s  purchased  from  both  domes- 
uc  and  foreigi'i  sources;  no  more  than  15 
percent  of  the  footwear  purchased  by 
Wohl  in  recent  years  has  been  produced 
by  Grown  Shoe  Company,  which  is  also  a 
division  of  Brown  Group.  Employees  of 
the  warehouse  are  not  involved  in  the 
production  of  an  article  within  the 
ineanmg  oi  Section  222' 3)  of  the  Act. 

Employment  reductions  at  the  St. 
LouL-  warehouse  m  1975  and  in  1976  were 
due  to  a  decision  by  Wohl  to  have  shoe 
orders  -pre-packed"  by  manufacturers 
prior  to  shipment. 

Conclusion 

After  careful  review  of  the  facts 
obtained  in  the  investigation,  I  conclude 
that  services  of  the  kind  provided  by 
workcr.s  at  the  St.  Louis,  Missouri  ware- 
house of  Wohl  Shoe  Company  are  not 
■articles  '  within  the  meaning  of  Section 
222'  3  i  of  the  Trade  Act  of  1974. 

Signed  at  Washington,  D.C.  this  6th 
day  of  June  1977. 

James  F.  Taylor. 
Director.  Office  of  Management, 
Administration  and  Planning. 

IFR  Do;  77-16950  Filed  6-13-77:8:45  am] 


emor  and  the  State  Bar  Association  of 
any  State  where  legal  assistance  will 
thereby  be  initiated,  of  such  grant,  con- 
tract, or  project  •   »   •" 

The  Legal  Services  Coriwrauon  here- 
by announces  publicy  that  it  is  consider- 
ing the  grant  application  submitted  by : 

Legal  Aid  &  Defender  Society  of  Greater 
Kansas  City  to  serve  the  counties  of  Saline 
PettLs,  Benton.  Vernon.  St.  Clair.  Hickory. 
Cedar,  Barton,  Dade,  Jasper.  Lawrence,  New- 
ton, McDonald  e:  B.irry 

Interested  persons  iu-e  hereby  invited 
to  submit  written  comments  or  recom- 
mendations concerning  the  above  appli- 
cation to  the  Regional  OSice  of  the  Legal 
Services  Corporation  at: 

Clilcago  Regional  Office,  310  South  Michigan 
Avenue.  24Ui  Floor,  Chicago,  Illinois  60604. 

Thom.^s  Fjirlich. 

President. 

[FR  Doc.77-16781  Filed  6-13-77:8:45  amj 


LEGAL  SERVICES  CORPORATION 

LEGAL  AID  &  DEFENDER  SOCIETY 
OF  GREATER   KANSAS   CrTY 

Notice  of  Grcnts  and  Contracts 

June  8,  1977. 
The  Legal  Services  Corporation  was 
established  pursuant  to  the  Legal  Serv- 
ices Corporation  .\ct  of  1974.  Pub.  L.  93- 
355.  88  Stat.  378.  42  U.S.C.  2996-29961. 
Section  1007' f)  provides:  "At  least  thirty 
days  prior  to  the  approval  of  any  grant 
application  or  prior  to  entering  into  a 
contract  or  prior  to  the  initiation  of  any 
other  project,  the  Corporation  shall  an- 
nounce publicly,  and  shall  notify  the  Gov- 


OKLAHOMA  GREEN   COUNTY    LEGAL 
AID,    INC. 

Notice  of  Grants  and  Contracts 

JVNE  8.  1977. 

The  Legal  Services  Corporation  was  es- 
tablished pursuant  to  the  Legal  Service.^ 
Corporation  .A.ct  of  1974.  Pub.  L.  9.3-355 
88  Stat.  378.  42  U.S.C  2996-2996;.  Sec- 
tion 1007<f'  provides:  "At  least  thirty 
days  prior  to  the  approval  of  any  grant 
aptrfication  or  prior  to  entering  into  a 
contract  or  prior  to  the  initiation  of  any 
other  project,  the  Corporation  shall  an- 
nounce publicly,  and  shall  notify  Uie 
Governor  and  tlie  State  Bar  Association 
of  any  State  where  legal  assistance  will 
thereby  be  initiated,  of  such  grant  con- 
tract, or  project  •   •   •■ 

The  Legal  Services  Corporation  here- 
by announces  publicly  that  it  is  con- 
sidering the  grant  application  submitted 
by: 

Oklahcsna  Green  Coointry  Legal  .\id.  Inc 
which  la  created  by  the  merger  of  Delaware  & 
Adair  Counties  Leeal  Services  and  Tulsa 
County  Legal  Aid  Society  Oiclahoma  Green 
Country  Legal  Aid  will  sene  the  counties  oi 
Oaa^,  Tulsa.  Delaware.  Adair.  Muslioger 
Ocmulgee,  Cherokee  and  Creek 

Interested  persons  are  herdjy  invited 
to  submit  written  comments  or  recom- 
mondations  concerning  the  above  appli- 
cation to  the  Regional  Office  of  the  Legal 
Services  Corporation  at : 

Denver  Regional  Office.  1726  Champa  Street, 
Suite  500.  Denver,  Colorado. 

Thom.vs  Ehrlich. 

President. 

[FR  Doc.77-16781  Filer'  6-13-77:8:45  am] 

OFFICE  OF  MANAGEMENT  AND 
BUDGET 

(Circular  A-lll] 

JOINT   FUNDING   POLICIES   AND 
PROCEDURES 

AGENCY:  Office  of  Intergovermnental 
Relations  and  Regional  Operation 
(IRRO),  OMB. 

ACTION:  Proposed  joint  funding  as- 
sessment. 
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SL'AI^LA.RY:  The  OMB  Office  of  Inter- 
governmental Relations  and  Regional 
Operations  is  planning  to  conduct  an  as- 
sessment of  joint  funding.  The  joint 
funding  program  was  authoi-ized  by  the 
Joint  Funding  Simplification  Act  of 
1974.  This  assessment  is  in  resiwiise  to 
the  request  by  the  Director  of  OMB  that 
we  review  all  management  circulars  is- 
sued and  administered  by  this  office. 

To  carrj-  out  this  assessment  it  is 
plamied  to  consult  with  selected  State 
and  local  goveniments  and  interest 
groups.  Federal  agency  staff  both  in 
headquarters  and  in  Uie  field  and  Fed- 
eral Regional  Councils. 

The  assessment  is  designed  to  cover 
the  following:  Assess  Federal.  State,  and 
local  needs  and  opportunities  for  effec- 
tive use  of  joint  funding: 

Assess  the  joint  funding  process,  and 
procedures  to  determine  the  need  for  im- 
provements, modifications  or  substitu- 
tioiis  with  alternative  mechanisms:  and 

Recommend  appropriate  process,  reg- 
ulation. legLslation  and  organizational 
changes. 

DATES:  We  would  appreciate  receiv- 
ing comments  and  suggestions  concern- 
ing joint  funding  iwlicies  and  procedures 
and  the  conduct  of  the  assessment  on  or 
before  July  15,  1977. 

.\DDRESS:  Please  submit  all  comments 
and  suggestions  in  writing  to:  Office  of 
Management  and  Budget,  Vincent  Puri- 
lano.  Deputy  Associate  Director.  Office 
of  Intergovernmental  Relations  and  Re- 
gional Operations,  726  Jackson  Place, 
NW.,  Washington,  D.C.  20503. 

ATTENTION:  Joint  F\inding  Assess- 
ment. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Joseph  Amaral,  Jr.  at  202-395-3980. 

SUPPLEMENTARY  INFORMATION: 
On  the  basis  of  the  assessment  findings 
and  recommendations,  appropriate 
changes,  if  needed,  affecting  the  present 
OMB  Circular  A-lll.  issued  in  the  Fed- 
eral Register,  July  30.  1976.  will  be  pub- 
lished as  a  Notice  of  Proix)sed  Rulemak- 
ing in  accordance  with  tlie  Federal  Reg- 
ister Act.  (49  Stat  500.  as  amended:  44 
use  Ch.  151  and  the  regulations  of  the 
Administrative  Committee  of  the  Fed- 
eral Register  *  I  CFR  Ch.  I  > . 

Vincent  Puhitano, 
Deputy   Associate   Director  for 
Intergovernmental    Relations 
and  Regional  Operations. 

(FR  DOC77-16849  Filed  6-13-77:8:45  am] 

OFFICE  OF  SCIENCE  AND 
TECHNOLOGY   POLICY 

ADVISORY  GROUP  ON   SPACE  SYSTEMS 

Meeting 

In  accordance  with  the  Federal  Ad- 
visory Committee  Act,  Pub.  L.  92-463, 
Qi«  Office  of  Science  and  Technology- 
Policy  announces  the  following  meeting: 


NAME:  Advisory  Group  on  Space  Sys- 
tems. 

DATE:  July  6-7,  1977. 
TIME:  9:30  a.m.  to  4:30  p.m. 

PL.\CE:  Room  308.  Old  Executive  Office 
Building.  17th  and  Pennsylvania  Avenue, 
NW.,  Washington,  DC, 

T\'PE  OF  MEETING :  Closed. 

CONTACT  PERSON:  Mr.  William  Mont- 
gomery. Executive  Office  of  the  President, 
Office  of  Science  and  Technology  Pohcy, 
Washington.  D.C.  20500,  Telephone  202- 
395-4692. 

PURPOSE  OF  ADVISORY  GROUP:  The 
Office  of  Science  and  Technology  Policy, 
in  accordance  with  the  statutory  man- 
date to  analyse  and  interpret  significant 
developments  and  trends  in  science  & 
technology  and  relate  these  to  their 
impact  on  achievement  of  national  goals 
and  objectives  will  be  identifying  and 
evaluating  the  implications  of  tech- 
nological advances  such  as  the  avail- 
ability of  the  reusable  space  shuttle  and 
other  supporting  systems  on  future 
space  applications  programs,  specifically 
those  related  to  military  systems. 

AGENDA:  9:30  a.m.  to  4:30  p.m.— 
cla.ssified  discussion  of  draft  materials 
prepared  as  part  of  the  policy  review- 
process  for  the  President  and  the  Na- 
tional Security  Council. 

REASON  FOR  CLOSING:  Tlie  commit- 
tee will  be  reviewing  sensitive  classified 
national  security  information-  involving 
design  and  employment  of  space  systems. 
These  discussions  come  under  exemption 
1  of  the  Government  in  the  Sunshine 
Act,  Section  552b' c > .  Title  5,  U.S.C. 

AUTHORITY  FOR  CLOSING:  Tlie  Di- 
rector, Office  of  Science  and  Technology 
Policy  has  determined  that  this  meeting 
deals  with  matters  classified  for  national 
sectu'ity  and  therefore  should  be  closed, 

William  Montgomery, 

Executive  Officer. 

iFRDoc  77-16792  Filed  6-13-77:8:45  am) 

SECURITIES  AND   EXCHANGE 
COMMISSION 

(Release  No.  13593;  SR-AMEX-75-15) 
AMERICAN    STOCK   EXCHANGE,    INC, 
Order  Approving  Proposed  Rule  Change 

June  2,   1977. 

On  December  23,  1975.  the  American 
Stock  Exchange.  Inc  .  86  Tiinity  Place, 
New  York,  New  York  10006.  filed  with 
the  Commission,  pursuant  to  section 
19ibi  of  the  Securities  Exchange  .'^ct  of 
1934  (the  "Act"»,  as  amended  by  the 
Securities  Acts  Amendments  of  1975.  and 
Rule  19b-4  thereunder,  copies  of  a  pro- 
posed rule  change.  The  rule  change 
would  establish  a  new  class  of  member- 
ships to  be  known  as  options  principal 
members  ("OPM's"^  to  trade  solely  in 
options  Jor  their  own  accounts,  subject 
to  certain  obligations. 


Notice  of  the  proposed  rule  change 
was  given  by  publication  of  a  Commis- 
sion release  'Securities  Exchange  Act 
Release  No.  11987  Uanuary  7.  1976i) 
and  notice  together  with  the  terms  of 
substance  of  the  proposed  rule  change 
was  given  by  publication  in  the  Federal 
Register  <41  FR  2291  (January  15. 
1976) ). 

The  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  w-ith  the 
requirements  of  the  Act  and  the  rules 
and  regulations  thereunder  appUcable 
to  national  securities  exchanges,  and,  in 
particular,  the  requirements  of  Section 
6  of  the  Act  and  the  rules  and  regula- 
tions thereunder. 

It  is  therefore  ordered.  Pursuant  to 
section  19<b)  (2^  of  the  Act,  that  the  pro- 
posed rule  change  filed  with  the  Com- 
mission on  December  23.  1975,  be,  and 
it  hereby  Ls.  approved. 

By  the  Commission. 

George  A.  Fitzsimmons, 

Secretary. 

|FR  Doc. 77-16869  Filed  6-13-77;8:45  am] 


(Release  No,  20066;   70  6017] 

CONNECTICUT   YANKEE   ATOMIC 
POWEi?    CO. 

Proposed  Issue  and  Sale  of  Short-Term 
Notes  to  Banks  and  a  Dealer  in  Commer- 
cial Paper;  Exception  from  Competitive 
Bidding 

June  7.  1977. 

Notice  is  hereby  given  that  Connecticut 
Yankee  Atomic  Power  Company  ("Con- 
necticut Yankee'!,  P.O.  Box  270,  Hart- 
ford. Connecticut  06101.  an  electric 
utility  subsidiary  company  of  Northeast 
Utilities  and  New-  England  Electric  Sys- 
tem, both  of  which  are  registered  hold- 
ing companies,  has  filed  an  application- 
declaration  with  this  Commission  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("Act'"'>  designating 
sections  6  and  7  of  the  Act  and  Rule  50 
promulgated  thereunder  as  applicable  to 
the  proposed  transactions.  All  interested 
persons  are  referred  to  the  application- 
declaration,  which  is  summarized  below. 
for  a  complete  statement  of  the  proposed 
transactions. 

Connecticut  Yankee  proposes  to  Issue 
and  sell  notes  to  banks  and  commercial 
paper  to  a  dealer  from  time  to  time  on  or 
before  June  30.  1978.  The  aggregate 
amount  of  all  such  notes  at  any  time  out- 
standin.j.  whether  issued  to  banks  or 
to  a  dealer  in  commercial  paper,  will  not 
exceed  $20,000,000. 

The  bank  notes  to  be  issued  by  Con- 
necticut Yankee  will  each  be  dated  the 
date  of  issue,  will  have  maximum 
maturity  dates  of  nine  months,  and  will 
bear  interest  at  the  prime  rate.  The  bank 
notes  will  be  issued  no  later  than 
June  30.  1978.  and  will  be  subject  to  pre- 
payment at  any  time  at  tlie  Company's 
option  without  premium.  Connecticut 
Yankee  proposes  to  make  such  borrow- 
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Ings  from  Tlie  Chase  Manliattan  Bank. 
New  York.  New  York,  and  Bankers  Trust 
Company,  New  York.  New  York,  In  a 
maximum  principal  amount  at  any  one 
time  outstanding  from  each  bank  of 
$12,000,000.  Compensating  balance  re- 
quirements will  not  exceed  10  percent  of 
the  credit  line  plus  10  percent  of  the 
average  borrowing.s  outstanding  under 
the  Une.  No  closing  costs  are  required  in 
connection  with  any  of  the  proposed 
bsrnk  borrowings.  Based  on  a  prime  rate 
of  6^4  percent  tiie  effective  cost  of  such 
borrowings  will  be  8.44  percent. 

The  commercial  paper  will  be  is:-ued  in 
the  form  of  short-term  promissory  notes 
in  denominations  of  not  less  than  $50,- 
000  and  not  more  than  $1,000,000,  of 
varymg  maturities,  with  no  maturity 
more  than  270  days  after  the  date  of  Is- 
sue and  will  not  be  repayable  prior  to 
maturity.  Tlie  commercial  paper  will  be 
sold  directly  to  Lehman  Commercial 
Parx'r.  Incorporated,  at  the  discount  rate 
]>er  annum  prevailing  at  the  date  of  is- 
.<uance  for  commercial  paper  of  com- 
parable quality  and  of  the  particular  ma- 
turity, sold  by  public  utility  issuers 
thereof  to  commercial  paper  dealers.  No 
commercial  paper  shall  be  Issued  having 
a  maturity  of  more  than  90  days  at  an 
effective  interest  cost  to  Connecticut 
Yankee  in  excess  of  the  effective  bank  In- 
terest rate  at  which  Connecticut  Yankee 
could  obUin  loans  from  banks  in  an 
amount  at  least  equal  to  the  principal 
amount  of  such  commercial  paper.  No 
commission  or  fee  will  be  payable  in  con- 
nection with  the  issuance  and  sale  of  the 
commercial  paper.  The  purchasing 
dealer,  as  principal,  will  reoffer  the  com- 
mercial paper  to  institutional  investors 
at  a  discount  of  not  more  than  'a  of  1 
percent  per  annum  less  than  the  prevail- 
ing discount  rate  to  Connecticut  Yankee 
in  such  manner  as  not  to  constitute  a 
public  offering. 

The  commercial  paper  will  be  reoffered 
to  not  more  than  200  Identified  and  des- 
ignated customers  In  a  nonpublic  list 
prepared  for  Connecticut  Yankee  in  ad- 
vance by  the  purchasing  dealer.  No  addi- 
tions will  be  made  to  this  custxDmer  list 
which  includes  commercial  banks.  In- 
surance companies,  corporate  pension 
funds,  investment  trusts,  foundations. 
colleges  and  unlvei-sities.  municipal  and 
state  benefit  funds,  eleemosynary  institu- 
tions, finance  companies  and  nonfinan- 
clal  corporations  purchasing  such  paper 
for  the  purpose  of  investing  their  funds 
on  a  short-term  basis.  It  is  anticipated 
that  the  commercial  paper  will  be  held 
by  customers  to  maturity,  but  if  such 
customers  desire  to  resell  prior  to  ma- 
turity, the  purchasing  dealer,  pursuant  to 
a  verbal  repurchase  agreement,  will  re- 
purchase the  commercial  paper  and  re- 
offer  the  same  to  others  in  the  group  of 
200  customers. 

The  funds  to  be  derived  from  the  Issu- 
ance and  sale  of  bank  notes  and  com- 
mercial paper  will  be  applied  by  Con- 
necticut Yankee  U'  to  repay  $5.500,0(yj 
of  commercial  paper  presently  outstand- 
ing pursuant  to  order  of  the  Commission 
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(HCAR  No.  19407) ,  (iii  to  provide  funds 
for  construction,  and  'iil>  to  provide  a 
portion  of  the  funds  required  for  the 
purchase  of  additional  nuclear  fuel 
through  June  30.  1978. 

The  fees  and  expenses  to  be  incurred 
In  connection  with  the  proposed  trans- 
actions are  estimated  at  $2,500.  It  is 
stated  that  no  state  commission  and  no 
federal  commission,  other  than  this  Com- 
mission, has  juriscUction  over  the  pro- 
posed transaction. 

It  Is  suted  that  the  sale  of  the  bank 
notes  is  excepted  from  the  competitive 
bidding  requirements  of  Rule  50  by  rea- 
son of  paragraph  (a)  (2)  thereunder 
since  no  finder's  fee  or  other  fee,  cc«n- 
mission  or  renumeration  Is  to  be  paid  to 
any  third  person  for  negotiating  the 
issuance  and  sale  of  such  notes.  Con- 
necticut Yankee  requests  that  the  pro- 
posed Issuance  and  sale  of  commercial 
paper  be  excepted  from  the  competitive 
bidding  requirements  of  Rule  50  pursuant 
to  paragraph  (a)  (5)  <B)  thereof  on  the 
ground  that  It  Is  not  practicable  to  invite 
competitive  bids  for  commercial  paper 
and  that  current  rates  for  commercial 
paper  of  prime  borrowers  such  as  Con- 
necticut Yankee  are  published  daily  in 
financial  publications.  Cormecticut  Yan- 
kee further  requests  that  the  tkne  dur- 
ing which  certificates  of  notification  may 
be  filed  pursuant  to  Rule  24  be  extended 
to  allow  for  filing  on  a  quarterly  basis. 

Notice  Is  further  given  that  any  Inter- 
ested person  may,  not  later  than  July  1, 
1977.  request  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest, and  the  Issues  of  fact  or  law  raised 
by  the  filing  which  he  desires  to  con- 
trovert; or  he  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretar>-,  Secur- 
ities and  Exchange  Commission,  Wash- 
ington. DC.  20549.  A  copy  of  such  request 
should  be  served  personally  or  by  mail 
upon  the  applicants-declarants  at  the 
above-stated  address,  and  proof  of  serv- 
ice '  by  affidavit  or,  in  case  of  an  attorney 
at  law,  by  certificate)  should  be  filed  with 
the  request.  At  any  time  after  said  date, 
the  application-declaration,  as  filed  or 
as  it  may  be  amended,  may  be  granted 
and  permitted  to  become  effective  as  pro- 
vided in  Rule  23  of  the  general  rules  and 
regulations  promulgated  under  the  Act, 
or  the  Commission  may  grant  exemp- 
tion from  such  rules  as  provided  in  Rules 
20'  a  1  and  100  thereof  or  take  such  other 
action  as  it  may  deem  appropriate.  Per- 
sons who  request  a  hearing  or  advice  as 
to  whether  a  hearing  is  ordered  will  re- 
ceive any  notices  or  orders  issued  in  this 
matter,  including  the  date  of  the  hearing 
(if  ordered"  and  any  postponements 
tliereof. 

For  the  Commission,  by  the  Division  of 
Corporate  Regulation,  pursuant  to  de- 
legated authority. 

George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc  77-16870  Piled  6-13-77:8:45  am] 


[Release  No.  W604:  SHr-MSE-77-8  ] 
MIDWEST  STOCK   EXCHAWSE,    INC. 
Order  Approving  Proposed  Rule  Change 
*  "  JtmE  7,  1977. 

On  April  11,  1977,  the  Midwest  Stock 
Exchange,  Inc.  ("MSE"),  120  South  La- 
Salle  Street,  Chicago,  Illinois  60603,  filed 
with  the  Commission,  pursuant  to  section 
19(b)  of  the  Securities  Exchange  Act  of 
1934  (the  "Act"),  as  amended  by  the 
Securities  Acts  Amendments  of  1975.  and 
Rule  19b-4  thereunder,  copies  of  a  pro- 
posed rule  change.  The  proposed  rule 
change  would  rescind  the  MSE's  present 
requirement  that  member  advertisement.'^ 
be  filed  with  the  MSE  promptly  after 
initial  use,  unless  previously  cleared  witli 
another  self-regulatory  organization.  In 
place  of  this  requirement,  the  proposed 
nile  change  would  require  that  all  mem- 
ber advertisements  be  approved  by  a 
partner  or  officer  of  the  member  firm,  be 
retained  for  at  least  three  years,  and  be 
available  for  examination  by  the  MSE 
during  that  time  period. 

Notice  of  the  proposed  rule  change  to- 
gether with  the  terms  of  substance  of  the 
proposed  rule  change  was  given  by  publi- 
cation of  a  Commission  Release  (Securi- 
ties Exchange  Act  Release  No.  13452, 
(April  19,  1977))  and  by  publication  in 
the  Federal  Register  (42  FR  22458  (May 
3,  1977)). 

The  Commission  finds  that  the  pro- 
posed rule  change  is  consistent  with  the 
requirements  of  the  Act  and  the  rules  and 
regulations  thereunder  applicable  to  na- 
tional securities  exchanges  and  In  par- 
ticular, the  requirements  of  section  6  and 
the  rules  and  regulatloiis  thereunder. 

It  is  therefore  ordered.  Pursuant  to 
section  19(b)(2)  of  the  Act,  that  the 
proposed  rule  change  filed  with  the  Com- 
mission on  April  11.  1977,  be,  and  it 
hereby  is,  approved. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons. 
Secretary. 

IFR  Doc. 77- 16871  Piled  6-13-77:8:45  am] 


[Release  No.  34-13606;  File  No.  SR-MSE-77- 
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MIDWEST  STOCK  EXCHANGE,    INC. 

Self-Regulatory  Organization;  Proposed 
Rule  Change 

Pursuant  to  section  19(b)(1)  of  the 
Securities  Exchange  Act  of  1934  (tlie 
"Act").  15  U.S.C.  78s(bMi),  as  amended 
by  Pub.  L.  No.  94-29,  16  (June  4,  1975'. 
notice  Is  hereby  given  that  on  May  26. 
1977,  the  above-mentioned  self-regula- 
tory organization  filed  with  the  Securi- 
ties and  Exchange  Commission  a  pro- 
posed rule  change  as  follows; 


Statement  or  the  Terms  or  Stjbstance 
OF  THE  Proposed  Rttli  Chamge  ' 

AsncLE  XIV 

Limitation  on  Partners  as  Members 

Rule  10.  No  person  shall  at  the  same 
time  be  a  partner  in  more  than  one  mem- 
ber firm,  whether  as  a  general  or  as  a 
limited  partner,  nor  shall  he  at  the  same 
time  be  an  oCaca-,  director  or  stockholder 
of  a  member  corporation,  nor  shall  he 
be  aflaiiated  in  any  manner  with  a  non- 
member  firm  or  non-member  corpora- 
tion which  is  engaged  in  the  securities 
business,  unless  such  affiliation  has  been 
disclosed  to  and  is  approved  by  Iilie  Ex- 
change] his  member  firm. 

[Dealer  or  Broker  in  Securities] 

[Rule  11.  No  member  shall  be  a  gen- 
eral partner  in  a  partnership  doing 
business  as  a  dealer  or  broker  in  securi- 
ties miless  the  partnership  be  or  be  reg- 
istered as  a  member  firm.  J 

[Engagement    in    Business    of    Member 
Fii-mJ 

IRule  12.  Unless  otherwise  permit- 
ted by  the  Exchange.  ever\-  member  who 
1e  a  general  partner  in  a  member  firm 
must  be  actively  engaged  in  the  business 
of  his  firm  and  devote  the  major  por- 
tion of  his  time  thereto.  No  member 
shall  become  a  partner  in  any  firm  or  an 
officer  or  director  oi  a  corporation  or 
participant  in  any  business  to  which  the 
Exchange  shall  have  objected  by  writ- 
ten notice  given  him.] 

Rule  13.  Renumbered  as  Rule  11  with 
no  change  in  text. 

Rule  14.  Renumbei-ed  as  Rule  12  with 
no  change  in  text. 

Rule  15.  Renumbered  as  Rule  13  with 
no  change  in  text. 

Rule  16.  Renumbered  as  Rule  14  with 
no  change  in  text. 

Rule  17.  Renumbered  as  Rule  15  with 
no  change  in  text. 

Rule  18.  Renumbered  as  Rule  16  with 
no  change  in  text. 

article  XV 

Officers.  Directors  and  Principal 
Stockholders 

Rule  6.  (a)  There  shall  also  be  filed 
with  the  Exchange  and  kept  current  a 
list  and  descripth-e  identification  of  all 
officers',]  and  directors  fand  principal 
stockholders]  of  a  member  corporation, 
all  of  whom  shall  be  subject  to  approvsd 
by  the  Exchange,  and  in  the  event  of  dis- 
approval shall,  subject  to  review  of  such 
disapproval  in  accordance  with  Rule  10 
of  Article  XVI,  be  separated  from  the 
member  corporation  within  a  reason- 
able time.  Officers,  directors  and  princi- 
pal stockliolders  of  a  member  corpora- 
tion who  are  not  themselves  members  of 
the  Exchange  shall  be  bound  by  the  Con- 
stitution and  Rules  of  the  Exchange.  All 
of  the  principal  officers  and  a  majority 
of  the  directors  of  a  member  corporation 
shall  be  persons  who  are  actively  en- 
gaged in  the  conduct  of  the  corporation's 
Lusiness:    Provided,   however.   The  Ex- 


>  Italics   represent  material   to   be   added. 
[Brackets]  represent  material  to  be  deleted. 


ecutive  Committee  maj-,  upon  applica- 
tion, except  a  member  corporation  from 
the  requirement  that  a  majority  of  the 
directors  of  a  member  corporation  be 
perscxas  who  are  actively  engaged  in  the 
conduct   of   the   corporation's   business 

Interest  in  Other  Corporations 

Rule  9.  I  la)  ]  No  member  corporation, 
nor  any  oflicer,  director  or  principal 
stockholder  of  fuch  corporation,  shall 
be  affiliated  with,  or  have  any  financial 
interest  in.  any  other  corporation  or 
firm  engaged  in  the  securities  business, 
unless  such  affiliation  or  financial  in- 
terest has  been  duly  disclosed  to  and 
approved  by  [the  Exchange  1  the  mem- 
ber corporation. 

[  ( b  I  Exchange  approval  of  any  such 
affiliation  shall  be  conditioned  upon 
compliance  by  such  affiliate  with  the 
Constitution.  Rules  and  polices  of  the 
Exchange  applicable  to 

( 1  (    The   registration   and   regulation 
of  officers,  directors,  stockholders,  part- 
ners, branch  office  managers,  registered 
representatives  and  securities  salesmen 
and 

•  2'   Operations. 

unless  it  is  determined  by  the  Exchange 
that  compliance  with  a  particular  Rule 
or  policy  is  not  reasonably  required  for 
the  protection  of  investors  or  the  main- 
tenance of  just  and  equitable  principles 
of  trade.] 

article    XVI 

Employment  of  Registered 
[Representatives]  Persons 

Rule  5.  FA  registered  representative 
shall  devote  full  time  to  (it  the  secu- 
rities business  and  otlier  businesses  of 
the  member  organisation  that  are  au- 
thorized by.  or  have  been  approved  by 
the  Exchange  pursuant  to.  Rule  l(c'  '4' 
of  Article  I.  and  dl'  the  securities  busi- 
ness of  any  corporate  affiliate  or  affiliates 
of  the  member  organization  approved  by 
the  Exchange  pursuant  to  Rule  7  and 
Rule  9  of  Article  X\'.  Any  employment 
of  a  registered  representative  not  cov- 
ered by  the  preceding  sentence  shall  be 
reported  to  the  Exchange  and.  upon  no- 
tice to  the  member  or  member  organi- 
zation that  the  President  has  withheld 
or  withdrawn  approval  of  such  employ- 
ment, the  same  shall  be  terminated! 

(n'  No  member  organization  shall 
employ  any  registered  representative  or 
other  pcrsoii  in  a  nominal  po.?!fton  be- 
cause of  the  business  obtained  by  such 
person. 

(bi  Every  partner,  officer,  director, 
branch  offi.ce  manager  and  sales  repre- 
sentative who  is  assigri'^d  or  delegated 
any  responsibility  or  authority  for  the 
supervision  or  control  of  an  office,  de- 
partment or  business  activity  of  a  mem- 
ber organization  shall  devote  his  entire 
time  during  business  hours  to  the  busi- 
ness of  such  member  organization 

ic)  No  partner,  officer,  director  or  em- 
ployee of  a  member  organization  shall 
at  any  time  be  engaged  in  any  other  busi- 
ness.' or  be  employed  or  compensated  by 
any  other  person:  or  serve  as  an  officer. 
director,  partner  or  employee  of  another 
business  organization :  or  own  any  stock 


or  have,  directly  or  indirecHy.  any  fi.nan- 
daJ  iuterest  in  any  other  orffom^aiion 
enoaeed  in  any  securities,  flnanciai  or 
kindred  business  without  the  prior  writ- 
ten consent  of  his  member  organization 
employer. 

'd'  Any  partner,  officer,  director  or 
employee  may  become  a  partner,  officer. 
director  or  employee  tn  one  or  more  or- 
ganizations provided  that  such  person 
may  have  supervisory  rcsponsibilitu^s  as 
described  in  paragraph  ib>  of  this  Rule 
tn  only  one  member  organization.  No 
member  shall  Qualify  more  than  one 
member  organization  for  membership. 

ARTICLE    XVn 

Officers  and  Employees  of  Exchange 

Rule  15  <a>  No  member  or  member 
organization  shall : 

( 1 1  Employ  or  comi)ensate  for  ser\-- 
ices  rendered,  any  officer  or  employee  of 
the  Exchange  or  of  another  member  or 
member  organization  without  the  prior 
V)ritten  consent  of  I  both  ]  the  employer 
and.  in  the  case  of  floor  employees,  prior 
xrritten  consent  of  the  employer  and  the 
Exchange; 

(2)  Give  any  gratuity  in  excess  of  $25 
per  person  per  year  to  any  officer  or  em- 
ployee of  the  Exchange,  or  of  another 
member  or  member  organization  or  to 
aiiy  officer  or  employee  of  a  news  or 
financial  mformation  medium,  bank, 
trust  company,  ini^urance  company,  or 
any  corporation,  firm  or  lndi\idual  en- 
gaged in  tiie  business  of  dealing,  either 
or  broker  or  principal  in  stock.s.  bond;; 
or  other  securities,  bills  of  exchange,  ac- 
ceptances or  ot.h(">r  forms  of  commercial 
paper,  without  th  prior  written  consent 
of  the  employer  and  the  Exchange. 

(bt  For  pun>oses  of  this  Rule,  a  gift 
of  any  kind  is  considered  a  gratuity  and 
an  officer  or  employee  of  a  cor;x)ratJon 
a  majority  of  whose  capital  stock  is 
owned  by  Uie  E^xchanpe  is  considered  an 
employee   of    the    ExcJiange 

'c  A  record  shall  be  retained  and 
be  available  for  inspection  by  the  Ex- 
change for  at  least  three  years  of  each 
gratuitj'  given  to  a  person  covered  by 
(ai  (2i  above,  including  eratuities  of  $25 
or  less  per  person  per  year 

Statement  of  Basis  and  Purpose 

The  basLs  and  purpose  of  the  forego- 
ing proposed  rule  change  Is  as  fol- 
lows: 

( a  I  to  abolish  the  requirement  that 
registered  persons,  other  than  those  in  a 
supervisor>'  capacity,  devote  their  entire 
time  during  business  hours  to  the  busi- 
ness of  their  member  organization.  This 
will  allow  member  organizations  greater 
flexibility  in  both  raising  capital  and 
se.-ving  a  broader  area  of  investors  such 
as  clients  of  insurance  salesmen.  It  will 
also  allow  member  organizations  to  bet- 
ter compete  with  non-members  as  manj' 
non-member  organizations  are  permitted 
to  have  part  time  persoimel.  No  change 
is  made  in  the  requirements  for  approval 
of  any  person  associated  with  a  member 
organization. 

lb'  To  abolish  the  prohibition  on  in- 
vestments in  more  than  one  broker  or 
dealer.  The  Rule  change  would,  however. 
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require  the  prior  approval  of  the  member 
organization  employer  for  such  invest- 
ment, as  such  organization  Is  best  quali- 
fied to  determine  whether  or  not  such 
investment  is  in  the  best  interest  of  the 
member  organization  or  constitutes  an 
unacceptable  conflict  of  interest. 

ic»  To  abolish  the  requirement,  with 
the  exception  of  floor  employees,  that  the 
Exchange  approve  gratuities  in  excess  of 
$25  to  employees  of  other  member  or- 
ganizations, the  Exchange,  or  other  fi- 
nancial institutions.  The  retention  of  the 
Exchange  approval  of  gratuities  to  floor 
employees  serves  a  valid  regulatory 
function  since  it  relates  directly  to  the 
Exchange's  ability  to  perform  a  surveil- 
lance function  regarding  the  possibility 
of  influencing  the  performance  of  mem- 
ber clerks  or  of  purchasing  business  from 
other  members. 

The  amendments  relaxing  the  full 
time  employment  requirements  and 
eliminating  the  prohibition  on  iiivest- 
ments  in  more  than  one  broker  or  dealer 
are  consistent  with  section  6ib)<2)  of 
the  Act  in  that  they  enable  qualified 
persons  to  become  members  or  persons 
associated  with  members.  Removal  and 
relaxation  of  these  requirements  remove 
impediments  to  tiae  mechanism  of  a  free 
and  open  market  and  are  consLstent  witli 
section  6i  bi  i5  1  of  the  Act. 
'  Comments  have  not  been  solicited.  At 
the  time  the  rules  were  presented  to  the 
Executive  Committee,  however,  the 
Chairman  of  the  Midwest  Stock  Ex- 
change. Incorporated  commented  that 
he  was  opposed  to  proix)scd  Article  XVJ. 
Rule  5'c  I  to  the  extent  that  the  member 
organization  employer  would  be  required 
to  approve  an  mvestment  by  a  partner, 
o£Bcer.  director  or  employee  of  a  member 
organization  in  a  publicly  held  company 
engaged  in  any  securities,  financial  or 
kindred  business.  It  was  his  opinion  that 
such  a  restriction  would  be  an  unwar- 
ranted infringement  on  the  personal 
rights  of  such  per.-^ons  to  mvest  their 
money  as  they  see  fit.  Nonetheless,  it  was 
determined  to  file  the  Rule  in  it.s  present 
form  as  it  is  consistent  with  Rule 
changes  propased  by  the  New  York  Stock 
Exchange  and  it  is  the  policy  of  this 
Exchange,  wherever  practical,  to  seek 
uniformity  of  regulation  in  areas  such  as 
covered  by  these  rules. 

The  Midwest  Stock  Exchange.  Incor- 
porated believes  that  Uiese  Rule  changes 
remove  a  burden  on  competition  not 
necessary  or  appropriate  in  furtherance 
of  the  purposes  of  the  Act. 

On  or  before  July  19.  1977.  or  within 
such  longer  period  <  i>  as  the  Commission 
may  designate  up  to  90  days  of  such  date, 
if  It  finds  such  longer  period  to  be  appro- 
priate and  Dublishes  its  reasons  for  so 
finding  or  <ii>  as  to  which  tlie  above- 
mentioned  self-regulatory  organization 
consents,  the  Commission  will; 

(A»  By  order  approve  such  proposed 
rule  changes,  or 

'B'  Institute  proceedmgs  to  determine 
whether  any  of  the  proposed  rule 
changes  should  be  disapproved. 


Interested  persons  are  Invited  to  sub- 
mit written  data,  views  and  arguments 
concerning  the  foregoing.  Persons  desir- 
ing to  make  written  submissions  should 
file  SIX  copies  thereof  with  the  Secretary 
of  the  Commission,  Securities  and  Ex- 
change Commission,  Washington,  D.C. 
20549.  Copies  of  the  filing  with  respect  to 
the  foregoing  and  of  all  written  submis- 
sions will  be  available  for  inspection  and 
copying  in  the  Public  Reference  Room, 
1100  L  Street  NW.,  Washington,  D.C. 
Copies  of  such  filing  will  also  be  available 
for  inspection  and  copying  at  the  prin- 
cipal office  of  the  above-mentioned  self- 
regulatory  organization.  All  submissions 
should  refer  to  the  file  number  refer- 
enced in  the  caption  above  and  should 
be  submitted  on  or  before  July  5,  1977. 

For  the  Commission  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 
Secretary. 
June  7.  1977. 
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I  Pile  No.  1-60921 

NATIONAL   EQUIPMENT   RENTAL,   LTD. 

Application  to  Withdraw  From  Listing  and 
Registration 

June  7,  1977. 

The  above  named  issuer  has  filed  an 
application  with  the  Securities  and  Ex- 
change Commission  pursuant  to  section 
121  d)  of  the  Securities  Exchange  Act  of 
1934  and  Rule  12d2-2id)  promulgated 
thereunder,  to  withdraw  the  specified  se- 
curity from  listing  and  registration  on 
the  American  Stock  Exchange.  Inc. 

The  reasons  alleged  in  the  applica- 
tion for  withdrawing  this  security  from 
llstmg  and  registration  include  the 
following: 

In  the  opmion  of  the  management  of 
the  Company,  the  burden  of  filing  those 
periodic  reports  that  are  required  as  a 
result  of  the  listing  of  the  debentures  on 
this  Exchange  is  disproportionate  to  the 
amoimt  of  debentures  in  the  hands  of 
public  holders  '  $2,443,000  aggregate  prin- 
cipal amount  held  by  fewer  than  250  pub- 
lic holders)  and  the  amount  of  trading 
activity  on  the  Exchange  <  an  average  of 
less  than  one  debenture  per  day  has 
traded  thereon  during  the  past  two 
years > . 

Subject  to  four  i4>  conditions  (which 
primarily  deal  with  undertakings  that 
have  been  made  by  the  Company  to  con- 
tinue to  furnish  public  holders  of  the 
debentures  with  ce'-ta.in  information,  and 
to  cause  a  regL'itered  broker-dealer  to  ad- 
vertLse  a  willingiiess  to  receive  bids  and 
offers  for  these  bedentures  in  the  over- 
tiie-counter  market*,  the  American 
Stock  Echange.  Inc.,  has  determined  not 
to  interpose  an  objection  to  this  appli- 
cation. 

Any  interested  person  may,  on  or  be- 
fore June  29,  1977  submit  by  letter  to  the 
Secretary    of    the    Securities    and    Ex- 


change Commission,  Washington,  D.C. 
20549,  facts  bearing  upon  whether  the 
application  has  been  made  in  accordance 
with  the  rules  of  the  Exchange  and  what 
terms,  if  any,  should  be  imposed  by  the 
Commission  for  the  protection  of  inves- 
tors. An  order  granting  the  application 
wiU  be  issued  aft«r  the  date  mentioned 
above,  on  the  basis  of  the  application 
and  any  other  information  furnished  to 
the  Commission,  unless  it  orders  a  hear- 
ing on  the  matter. 

For  the  Commission,  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons, 

Secretary. 

(PR  Doc.77-16872  Filed  6-13-77;8:45  am] 


PHILADELPHIA   STOCK   EXCHANGE,    INC. 

Application  for  Unlisted  Trading  Privileges 
and  of  Opportunity  for  Hearing 

June  8,  1977. 
The  above  named  national  securities 
exchange  has  filed  an  application  with 
the  Securities  and  Exchange  Commission 
pursuant  to  section  12'fHiMB)  of  the 
Securities  Exchange  Act  of  1934  and  Rule 
12f-l  thereunder,  for  unlisted  trading 
privileges  in  the  securities  of  the  com- 
panies as  set  forth  below,  which  securi- 
ties are  listed  and  registered  on 
one  or  more  other  national  securities 
exchanges : 

Gamble-Skogmo.  Inc..  Common  Stock,  $5.00 
Par  Value,  Pile  No.  7-4947. 

Universal  Leaf  Tobacco  Co.,  Inc..  Common 
Stock,  No  Par  Value,  Pile  No.  7-4948. 

Weatherhead  Company  ( The ) .  Common 
Stock.  $1.00  Par  Value,  File  No.  7-4949. 

Upon  receipt  of  a  request,  on  or  before 
Jime  24,  1977  from  any  interested  per- 
son, the  Commission  will  determine 
whether  the  application  with  respect  to 
the  company  named  shall  be  set  dowTi  for 
hearing.  Any  such  request  should  state 
briefly  the  title  of  the  security  in  which 
he  Is  interested,  the  nature  of  the  interest 
of  the  person  making  the  request,  and 
the  position  he  proposes  to  take  at  the 
hearing,  if  ordered.  In  addition,  any  in- 
terested person  may  submit  his  views  or 
any  additional  facts  bearing  on  the  said 
application  by  means  of  a  letter  addressed 
to  the  Secretary,  Securities  and  Ex- 
change Commission,  Washington.  D.C. 
20549  not  later  than  the  date  specified.  If 
no  one  requests  a  hearing  with  respect  to 
the  particular  application,  such  appli- 
cation will  be  determined  by  order  of  the 
Commission  on  the  basis  of  the  facts 
stated  therein  and  other  information 
contained  in  the  official  files  of  the  Com- 
mission pertaining  thereto. 

For  the  Commission,  by  the  Division  of 
Market  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons. 

Secretary. 

(PR  Doc.77-16873  Filed  6-13-77:8:45  ami 
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PHILADELPHIA  STOCK  EXCHANGE,   INC. 

Application  for  Unlisted  Trading  Privileges 
and  of  Opportunity  for  Hearing 

June  8.  1977. 

The  above  named  national  securities 
exchange  has  filed  an  application  with 
the  Securities  and  Exchange  Commis- 
sion pursuant  to  section  12if  >  <  1 1  (Bi  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  12f-l  thereunder,  for  unlisted 
trading  privileges  in  the  securities  of  tlie 
companies  as  set  forth  below,  which  se- 
curities are  listed  and  registered  on  one 
or  more  other  national  securities  ex- 
changes: 

Ea.son  OH  Company.  Common  Stock.  No  Par 
Value,  File  No.  7-4950. 

Harman  International  Industries.  Inc  .  Com- 
mon stock.  $1.00  Part  Value,  PU«  7- 
4951. 

Knickerbocker  Toy  Co.  Inc  .  Common  Stock. 
$5  00  Par  Value,' PUe  No.  7^952. 

Upon  receipt  of  a  request,  on  or  before 
June  24,  1977  from  any  interested  per- 
son, the  Commission  will  determine 
whether  the  application  with  respect  to 
the  company  named  shall  be  set  down 
for  hearing.  Any  such  request  should 
state  briefly  the  title  of  the  security  In 
which  he  is  interested,  the  nature  of  the 
Interest  of  the  person  maicing  the  re- 
quest, and  the  position  he  proposes  to 
take  at  the  hearing,  if  ordered  In  addi- 
tion, any  interested  person  may  submit 
his  views  or  any  additional  facts  bearing 
on  the  said  application  by  means  of  a  let- 
ter addressed  to  the  Secretary.  Securities 
and  Exchange  Commission,  Washingtcm. 
D.C.  20549  not  later  than  the  date  speci- 
fied. If  no  one  requests  a  bearing  with 
respect  to  the  particular  application. 
such  application  will  be  determined  by 
order  of  the  Commission  on  the  basis  of 
the  facts  stated  therein  and  other  in- 
formation contained  in  the  official  files 
(rf  the  Commission  pertaining  thereto. 

Tot  the  Commission,  by  the  Division  of 
Maricet  Regulation,  pursuant  to  dele- 
gated authority. 

George  A.  Fitzsimmons. 
Secretary 

I FB  Doc .77- 16874  Piled  6-13-77:8:45  am] 

SMALL  BUSINESS  ADMINfSTRATION 

(Declaration  of  Disaster  Loan  Area  No.  1339] 

GEORGIA 

Declaration  of  Disaster  Loan  Area 

As  a  result  of  the  Presidents  declara- 
tion of  June  2,  1977,  and  FDAA's  desig- 
nation of  Bryan,  Camden,  Chatham, 
Glynn,  Liberty,  and  Mcintosh  Counties 
In  the  State  of  Georgia,  I  find  that  these 
areas  constitute  a  disaster  area  because 
of  damage  to  shrimp  resources  as  a  re- 
sult of  severe  cold  weather  beginning 
about  January  14, 1977. 

The  Small  Business  Administration 
will  accept  applications  for  disaster  re- 
lief loans  from  disaster  victims  within 
the  above-named  counties  and  adjacent 
counties  within  tlie  State.  Eligible  per- 


sons, firms  and  organlz-ations  may  file 
applications  for  loans  for  physical  dam- 
age until  the  close  of  busmess  on  August 
1,  1977.  and  for  economic  injury  until 
the  close  of  busines--  on  March  1.  1978, 
at: 

Small  Business  Administration.  District  Ol- 
4ce.  1720  Peachtree  Road.  N.W  ,  6tli  Floor, 
.Mlanta.  Georgia  30309 

or  other  locally  annoimced  locations. 

Dated:  June  6,  1977. 

A.  Vernon  Weavek. 
Administrator. 


IFRDoc. 


-16896  Filed  6-13-77:8:45  am] 


(Declaration  of  Disa.'iter  Loan  Area  No.  1337  | 

KANSAS 

Declaration  of  Disaster  Loan  Area 

The  Counties  of  Douglas  and  Jolinson. 
and  adjacent  counties  within  the  State 
of  Kansas,  constitute  a  disa.'^ter  area 
because  of  physical  damage  resulting 
from  tornadoes  and  concurrent  rainfall 
which  occurred  on  May  5.  1977.  Eligible 
persons,  firms  and  organizations  may  file 
applications  for  loans  for  physical  dam- 
age until  the  close  of  business  on  August 
1.  1977.  and  for  economic  injury  until 
March  1,  1978.  at: 

Small  Business  Administration.  District  Of- 
flc«,  12  Grand  Building,  6th  Fkxr.  1150 
Grand  Avenue.  Kans«  City.  Mlssottri  64106. 

Dated:  June  2, 1977. 

A.  Vernon  Weav£F 

AdmtTiisfrator. 

[PR  Doc. 77- 16897  FUed  6-18-77:8:45  am] 


[Declaration  of  Disaster  Loan  .Aiea  No   1311: 
Amdt.  No.  1 1 

KENTUCKY 

Declaration  of  Disaster  Loan  Area 

The  above  numbered  Declaration  iSee 
42  FR  19538)  is  amended  by  extending 
the  flliog  date  for  physical  damage  until 
tiie  close  of  business  on  August  8.  1977. 
and  for  economic  iruurj-  until  the  close  of 
business  on  March  10,  1978. 

Dated:  May  31, 1977. 

A.  Vernon  Weaver. 

Administrator. 

IFR  Doc.77-16a88  FUed  6-13-77:8:45  am] 


I  Declaration  of  Disaster  Loan  Area  No.  1338] 

MASSACHUSETTS 

Declaration  of  Disaster  Loan  Area 

The  Counties  of  Essex  and  PljTnoutli. 
and  adjacent  counties  within  tlie  Stat^? 
of  Massachusetts,  constitute  a  disaster 
area  because  of  physical  damage  re- 
sulting from  storms  and  high  winds 
which  occurred  cvn  May  ^-11,  1977.  Eli- 
gible persons,  firms  and  organizations 
may  file  applications  lor  loans  for  physi- 
cal damage  until  the  close  of  business  on 


August  1,  1977.  and  for  economic  injury 

imtil  March  1.  1978.  at: 

Small  Business  Adiuini'^tration,  District  Of- 
fice, 150  Causeway  Street,  10th  Floor.  Bos- 
ton, Massac buaettE  02114. 

or  other  localli-  announced  locations. 

Etaited   June  1, 1977, 

A.  Vernon  Weaver, 

Administrator. 

|FR  Doc  77-16899  Piled  6-13-77,8  45  .unj 


[Declaration  of  Disaster  Loan  Area  No   1332; 
Amdt  No.  1  ] 

MISSOURI 

Declaration  of  Disaster  Loan  Area 

Tlie  above  numbered  Declaration  >see 
42  FR  27080*  is  amended  in  accordance 
with  the  Presidents  declaration  of  May 
7.  1977,  to  Include  Can-oil  and  Ray 
Counties.  Missouri.  The  Small  Business 
Administration  will  accept  applications 
for  disaster  relief  loans  from  disaster 
victims  wiUim  the  above  named  coun- 
ties and  adjacent  coimties  within  the 
State,  and  is  extending  the  filing  date  for 
physical  damage  until  the  close  of  busi- 
ness on  July  13.  1977  and  for  economic 
mjur>-  until  the  close  of  business  on 
February  14,  1978. 

Dated:  May  26.  1977. 

A.  Vernon  Weaver. 

Administrator, 

(FR  Doc  77-16900  FUed  5-13-77:8  45  am ] 

i  Declaration  of  Disaster  Loan  Area  No.  1336) 

VEF?MONT 

Declaration  of  Disaster  Loan  Area 

The  Area  of  150  Bank  Street  in  the 
City  of  Burlington.  Chittenden  County. 
Vermont,  constitutes  a  disaster  area  be- 
cause of  damage  resvilting  from  a  fire 
which  occurred  on  May  1.  1977  Eligible 
perscois,  firms  and  organizaticn,.-  may  flit' 
applications  for  loans  for  physical  dam- 
age until  Uie  close  of  business  on  August 
1.  1977,  and  for  economic  injury  until 
March  1,  1978.  at: 

Small  Bvislness  Admtalstratlon.  District 
OfBce,  87  State  Street.  Montpeller,  Vermont 
06802 

Dated:  June  2,  1977. 

A.  Vernon  Weaver. 
Administrator. 

(FRDoc.77- 18901  Filed  6-13-77:8:45  am] 


(Declaration  of  Disaster  Loan  Area 
No.  13121 

VIRGINIA 

Declaration  of  Disastc  Loan  Area 

The  above  numbered  Declaration  'see 
42  F.R.  20695*.  Amendment  No.  1  (see 
42  F.R.  21887'  and  Amendment  No.  2 
(see  42  FR.  23220^  are  amended  by  ex- 
tending the  filing  date  for  physical  dam- 
age until  the  dose  of  business  on  August 
19,  1977,  and  for  economic  Injury  un- 
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til  the  close  of  business  on  March  24, 
1978. 

Dated:  May  31,  1977. 

A.  Vernon  Weaver. 
Administrator. 

IFR  Doc  77-16901  Piled  6-13-77;8:45  am] 


I  Declaration  of  Disaster  Loan  Area  No.  1313; 
-•Vmdt,   No    21 

WEST  VIRGINIA 

Declaration  of  Disaster  Loan  Area 

The  above  niunbered  Declaration  isee 
42  FR  2069.5  - ,  and  Amendment  No  1  'see 
42  FR  21887'  are  amended  by  e.Ktending 
the  filing  date  for  phy.sjcal  damage  until 
the  clo.se  o:  buMnes.s  on  August  12.  1977. 
and  for  economic  lnjur>'  until  the  close 
of  business  on  March  13.  1978. 

Dated:  May  31,  1977. 

A.  Vernon  We.^ver. 

Administrator. 

(FR   Doc.77- 16903   Piled   6   13-77.8  45   am  | 

INTERSTATE  COMMERCE 
COMMISSION 

[Notice   No    4121 
ASSIGNMENT  OF  HEARINGS 

June  9.   1977. 

Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argument 
appear  below  and  will  be  publL^hed  only 
once.  Thus  list  contains  in-o.spective 
assignments  only  and  does  not  include 
cases  previously  assigned  hearmg  dates. 
The  hearings  will  be  on  the  Issues  as 
presently  reflected  In  the  onicial  Docket 
of  the  CommLs.sion.  An  attempt  will  be 
made  to  publi.sh  notices  of  cancellation 
of  hearing.s  as  promptly  as  possible,  but 
interested  parties  should  talce  appro- 
priate steps  to  insure  that  they  are 
notified  of  cancellation  or  pastpone- 
ments  of  hearings  m  which  they  are 
interested. 

FP  252  Sub  4.   Chl-C'an   Freight  Forwarding 
Ltd.   now  being  assigned  July  26,   1977    (9 
days)    at    Chicago.    IIUnoLs    In    a    hearing 
room  to  be  later  designated. 
MC  138627  Sub  14,  Smlthway  Motor  Xpress, 
Inc.  now  assigned  June  16.  1977  at  Omaha, 
Nebraska    t.s    canceUed.    application    dis- 
missed. 
MC  142754.  PiroUo  Transport  Co.,  Inc.  now 
as-signed  June  15.  1977  at  Washington.  DC. 
is  canceUed. 
MC  54444  (Sub-No   6).  Main  Express  &  Stor- 
age   Co,    new    a-sslgned    July    11,    1977.    at 
Madison.  Wis  .  Is  canceled  and  transfered 
to  Modified  Procedure 
MC     107107    Sub    452,     AUerman    Transport 
Lines,    Inc.    now    being    assigned    July   26, 
1977    (9    days)    at    Chicago,    Illinois    In    a 
hearing  room  to  be  later  designated. 
MC    142664    Sub    2,    Import    Dealers    Service 
Corp     now   assigned   July    12,   1977   at   Los 
Angeles.    California    Is    being    postponed 
indefinitely 
No.    36597.    Increased    Fares,    Asbury    Park- 
New   York  Transit   Corporation,   May    1977 
now  being  assigned  July  25.  1977   (9  days) 
at  New  York,  New  York  In  a  hearing  room 
to  be  later  designated 
AB    1   Sub   34.   Chicago  and   North   Western 
Transportation     Company     Abandonment 
Between    Norfolk,    Nebraska    and    Winner, 


South  Dakota  In  Madison,  Pierce,  Antelope, 
Knox  and  Boyd  Counties,  Nebraska  and 
Gregory  and  Tripp  Counties,  South  Da- 
kota now  assigned  July  12,  1977  at  Norfolk, 
Nebra.ska  for  9  days  has  been  amended 
as  follows:  July  12  through  15  at  Norfolk, 
Nebraska  at  the  Northeast  Technical  Com- 
munity, 801  East  Benjamin  Avenue  and 
July  18  through  July  19  at  Winner,  South 
Dakota  in  the  City  CouncU  Room,  217 
East  Third  Street. 

MC-C  9616,  Brink's  Inc.  v.  Wells  Fargo 
Armored  Service  Corporation  now  assigned 
July  18,  1977  at  New  Y'ork,  New  York  Is 
being  cancelled. 

MC  135052  Sub  10,  Ashcraft  Trucking,  Inc. 
now  being  assigned  July  26,  1977  (1  day) 
at  Louisville,  Kentucky,  in  a  hearing  room 
to  be  later  designated. 

MC  134922  Sub  189.  B.  J.  McAdams,  Inc.  now 
being  assigned  July  27,  1977  (1  day)  at 
Louisville,  Kentucky  In  a  hearing  room  to 
be  later  designated 

MC  128555  Sub  14,  Meat  Dispatch.  Inc,  now 
being  assigned  July  28,  1977  (1  day)  at 
Louisville.  Kentucky  In  a  hearing  room  to 
be  lat«r  designated. 

MC  107678  (Sub-No.  61).  Hill  &  HUl  Truck 
Line.  Inc.;  MC  5623  (Sub-29).  Arrow 
Trucking  Co.:  MC  13250  (Sub-136),  J.  H. 
Rose  Truck  Line,  Inc  ;  MC  14743  (Sub-No. 
28).  E  L.  Powell  &  Sons  Trucking  Co.,  Inc.; 
MC  19227  (Sub-232).  Leonard  Bros.  Truck- 
ing Co..  Inc;  MC  19416  (Sub-14),  Dtmn 
Bros  ,  Inc  :  MC  23618  (Sub-24),  McAllster 
Trucking  Company,  d/ b,  a  MATCO;  MC 
4201 1  (Sub-31 ) ,  D.  Q.  Wise  &  Co..  Inc.;  MC 
43867  (Sub-32),  A.  Leander  McAllster 
Trucking  Company;  MC  54847  (Sub-12), 
Intracoastal  Truck  Line.  Inc.;  MC  60157 
Sub-25).  C.  A.  White  Trucking  Company; 
MC  63792  (Sub-27).  Tom  Hicks  Transfer 
Company,  Inc.;  MC  66886  (Sub-53).  Belger 
Cartage  Service,  Inc  ;  MC  68100  (Sub-I8), 
D.  P.  Bonham  Transfer,  Inc.;  MC  74321 
(Sub-127).  B  P.  Walker,  Inc.;  MC  83835 
I  Sub-136),  Wales  Transportation,  Inc.; 
MC  93318  (Sub-18),  Joe  D.  Hughes,  Inc.; 
MC  99214  (Sub-6),  Patterson  Ttuck  Line, 
Inc.:  MC  102181  (Sub-8),  O.  H.  &  P.,  Inc.; 
MC  105984  (Sub-17),  John  B.  Barbour 
Trucking  Company;  MC  106407  (Sub-31), 
T.  E  Mercer  Trucking  Co,;  MC  106775 
(Sub-42),  Atlas  Truck  Line,  Inc;  MC 
107993  (Sub-51),  J.  J  WUlls  Truck- 
ing Company;  MC  109064  (Sub-32). 
Tex-O-Ka-N  Transportation  Company, 
Inc.;  MC  110817  (Sub-22),  E,  L.  Parmer  & 
Company:  MC  112304  (Sub-115),  Ace 
Doran  Hauling  &  Rigging  Co.;  MC  113459 
(Sub-108),  H.  J.  Jeffries  Truck  Line,  Inc.; 
MC  115603  (Sub-13).  Turner  Bros._^uck- 
ing  Company,  Inc.;  MC  117574  {Sub-282), 
Dally  Express.  Inc.;  MC  119176  (Sub-15), 
The  Squaw  Transit  Company;  MC  119774 
(Sub-91),  Eagle  Trucking  Company;  MC 
120257  (Sub-33),  K.  L,  Breeden  &  Sons, 
Inc;  MC  120675  (Sub-3),  Acme  Truck 
Line.  Inc;  MC  120761  (Sub-19),  Newman 
Bros  Trucking  Company:  MC  124947  (Sub- 
57).  Machinery  Transports,  Inc.  and  MC 
138322  (Sub-4),  BHY  Trucking,  Inc.,  con- 
tinued to  June  28.  1977  (4  days),  at  the 
Pittsburgh  Hilton  Hotel,  Gateway  Center, 
Pitt-sburgh  Pennsylvania:  July  12,  1977  (4 
days),  at  the  Los  Angeles  Marlott,  5855 
West  Century  Boulevard,  Los  Angeles, 
California;  July  19,  1977  (4  days),  at  the 
Holiday  Inn  Roverfront,  4th  &  Pine,  St. 
Louis,  Mls.souri  and  July  25,  1977  (2  weeks) 
at  the  Whitehall  Hotel,  Cullen  Center, 
Houston,  Texas. 

MO  138134  Sub  7.  E>onald  Holland  Trucking, 
Inc.  now  being  assigned  July  25,  1977  (1 
day)  at  Chicago,  Dllnois  in  a  hearing  room 
to  be  lated  designated. 

MC  142640,  P.W.K.  Terminals.  Inc.  now  being 
assigned  July  26,  1977  (1  day)  at  Chicago, 


Illinois  in  a  hearing  room  to  be  later 
designated. 

MC  123294  Sub  40,  Warsaw  Trucking  Co.,  Inc. 
now  being  assigned  July  27,  1977  (1  day) 
at  Chicago,  lUlnoLs  In  a  hearing  room  to  be 
later  designated. 

FPC  67.  Max  Gruenhut,  GMBH  &  Co.,  Max 
Gruenhut  International,  Inc.,  IrUand  Im- 
ports, Inc.,  and  Green  Container  Transport, 
Inc. — Investigation  of  Operations  now 
being  assigned  July  28,  1977  (2  days)  at 
Chicago,  Illinois  In  a  hearing  room  to  be 
latter  designated. 

MC  142565  Sub  1,  Don  Ray  Drive-A-Way  Co., 
Inc.  now  being  assigned  August  1,  1977  (1 
week)  at  Chicago,  Illinois  in  a  hearing 
room  to  be  later  designated. 

MC  141804  (Sub-No  31  i.  Western  Express, 
Inc.,  now  being  assigned  July  13,  1977  ( 1 
day),  at  Los  Angeles,  Calif,  m  a  hearing 
room  to  be  later  designated. 

MC  141172  (Sub-No.  li,  Retta  Trucking  Co.. 
Inc.,  now  assigned  July  20,  1977,  at  New 
York,  NY,  Is  canceled  and  application  dis- 
missed. 

MC  117883  (Sub-No.  209),  Subler  Transfer 
Inc.  now  assigned  July  6,  1977,  at  Chicago, 
III.  is  canceled  and  application  dismissed. 

H.  G.  Homme,  Jr., 
Acting  Secretary. 

(PR  Doc.77-16921  Plied  6   13-77,8:45  am] 


(Notice  No.  1781 

MOTOR  CARRIER   TRANSFER 
PROCEEDINGS 

June  14,  1977. 

Application  filed  for  temporary  au- 
thority under  Section  210a* bi  in  connec- 
tion with  transfer  application  under  Sec- 
tion 212(b)  and  Transfer  Rules,  49  C.F.R. 
Part  1132: 

No.  MC-FC  77164.  By  application  filed 
June  7,  1977.  LA  SALLE  TRUCKING, 
INC.,  2102  Manor  Lane,  Peru,  IL  61354, 
seeks  temporary  authority  to  transfer 
the  operating  rights  of  EDWARD  C. 
LIMPERIS,  ASSIGNEE  FOR  THE 
BENEFIT  OF  CREDITORS  OF  STAR 
WEST  CARTAGE  COMPANY,  INC., 
d/b/a  STAR  WEST  CARTAGE  COM- 
PANY, INC..  430  E.  Wacker  Drive, 
Chicago,  IL  60601,  under  section  210a'b>. 
The  transfer  to  LA  SALLE  TRUCKING. 
INC.,  of  the  operating  rights  of 
EDWARD  C.  LIMPERIS,  ASSIGNEE 
FOR  THE  BENEFIT  OF  CREDITORS 
OP  STAR  WEST  CARTAGE  COMPANY, 
INC,  d/b/a  STAR  WEST  CARTAGE 
COMPANY.  INC.  is  presently  pending. 

By  the  Commission. 

H.  G.  Homme.  Jr., 
Acting  Secretary. 

(PR  Doc.77-16922  Filed  6-13-77:8:45  am] 


FOURTH  SECTION   APPLICATIONS   FOR 
RELIEF 

June  9.  1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  ap- 
plication to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
distant  points. 
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Piot€sts  to  the  granting  of  an  appli- 
cation must  be  prepared  in  accordance 
with  Rule  40  of  the  General  Rules  of 
Practice  i49  CFR  1100.40'  and  filed  on 
or  before  June  29.  1977 

FSA  No.  43374 — Household  Goods 
jrom  Houston.  Texas  (Imports  Filed  by 
Southwestern  FYeight  Bureau,  Agent. 
(No.  B-682  1,  for  interested  rail  carriers. 
Rat«s  on  household  goods,  in  carloads, 
as  described  in  the  application,  from 
Houston,  Texas  i  Import ' ,  to  ramp  points 
in  southwestern  and  western  trunk-line 
territories— TOFC  Plan  II'_.. 

Grounds  for  relief — Market  competi- 
tion. 

Tariffs — Supplement  184  to  South- 
western Freight  Bureau,  Agent,  tariff  74- 
G.  ICC.  No.  5127,  and  4  other  schedules 
named  in  the  apphcation.  Rates  are  pub- 
lished to  become  effective  on  July  9,  1977 

FSA  No.  43375— Van'ou5  Commodities 
from  Channelvieic.  Tcxa^  Filed  by 
Southwestern  Freigiit  Bureau.  Agent 
(No.  B-680  ' .  for  interested  rail  carriers 
Rates  on  various  commodities,  in  car- 
loads, as  described  in  the  application 
from  Channelview.  Texas,  to  Interstate 
destinations. 

Grounds  for  relief— Market  competi- 
tion. 

Tariff .s — Supplements  41,  263,  and  70 
to  Southwestern  Freight  Bureau,  Agent, 
tariffs  210-M.  354-C  and  357-C.  ICC 
Nos.  5245.  5084.  and  5215.  respectively 
Rates  are  published  to  become  effective 
on  JiUy  13.  1977. 

FSA  No.  43377— JoJn^  Water-Rail 
Container  Rates — Orient  Overseas  Con- 
tainer Line.  Inc.  Filed  by  Orient  Over- 
seas Container  Line,  Inc.,  (No.  4>.  for  it- 
self and  inter(ist.ed  rail  carriers.  Rates  on 
general  commodities,  between  Far  East. 
Philippines,  and  South  East  Asia  ports, 
and  rail  earner's  tenninals  on  the  U.S. 
Atlantic  and  Gulf  Coast.  Grounds  for 
relief — Water  comiietition. 

Aggregate-of-Intermediates 

FSA  No.  43376 — VarioiLS  Commodities 
from  CharnieliHetc .  Texas.  Filed  by 
Southwestern  Freight  Bureau,  Agent, 
(No.  B-6811,  for  interested  rail  carriers. 
Rates  on  various  commodities,  in  car- 
loads, as  described  in  the  application, 
from  Channelview,  Texas,  to  points  in 
Illinois,  Iowa,  and  Missouri. 

Grounds  for  relief — Maintenance  of 
depressed  rates  publL'^hed  to  meet  mar- 
ket competition  without  use  of  such  rates 
as  factors  in  constructing  combination 
rates. 

Tariffs — Supplements  41  and  263  to 
Southwesteni  Freight  Bureau.  Agent, 
tariffs  210-M  and  354-C.  ICC.  Nos.  5245 
and  5084.  respectively.  Rates  are  pub- 
lished to  become  effective  on  July  13. 
1977. 

By  the  Commission. 

H.  G.  Homme,  Jr., 
Acting  Secretary. 

(PR  Doc  77-16823  Piled  6-1^-77:8:45  am] 


(Notice  No.  731 

MOTOR   CARRIER   TEMPORARY 
AUTHORITY   APPLICATIONS 

June  9,  1977. 

Tiie  following  are  notices  of  filing  of 
applications  for  temporary  authority  un- 
der Section  210aiai  of  the  Intei-state 
Commerce  Act  provided  for  under  the 
provisions  of  49  CFR  1131.3.  These  rules 
provide  that  an  original  and  six  <6i 
copies  of  protests  to  an  application  may 
be  filed  with  the  field  official  named  in 
the  Federal  Register  publication  no 
later  than  Uie  15th  calendar  day  after 
the  date  the  notice  of  the  filing  of  the 
application  is  published  in  the  Federal 
Register.  One  copy  of  the  protest  must 
be  served  on  the  applicant,  or  its  author- 
ized representative,  if  ony.  and  the  pro- 
testant  must  certify  that  such  service 
has  been  made.  The  protest  must  identify 
the  operating  authority  upon  which  it  is 
predicated,  specifying  the  '"MC"  docket 
and  "Sub"  number  and  quoting  the  par- 
ticular portion  of  authority  upon  which 
it  relies.  Also,  the  protestant  shall  spec- 
ify the  service  it  can  and  will  provide 
and  the  amount  and  type  of  equipment 
it  will  make  available  for  use  in  connec- 
tion with  the  service  contemplated  by 
the  TA  application.  The  weight  accorded 
a  protest  shall  be  governed  by  the  com- 
pleteness and  pertinence  of  the  protes- 
tant's   information. 

Except  as  otherwise  specifically  noted, 
each  applicant  states  that  there  will  be 
no  significant  effect  on  the  quality  of 
the  human  environment  resulting  from 
approval  of  its  application, 

A  copy  of  the  application  is  on  file, 
and  can  be  examined  at  the  Office  of  the 
Secretary.  Interstate  Commerce  Com- 
mission. Washington.  DC.  and  also  in 
the  ICC  Field  Office  to  which  protests 
are  to  be  transmitted 

Motor  Carriers  of  Property 

No.  MC  2900  I  Sub-No,  304TA ' ,  filed 
May  19.  1977.  Applicant:  RYDER 
TRUCK  LINES.  INC..  2050  Kings  Road, 
P.O.  Box  2408.  Jacksonville,  Fla.  32209. 
Applicant's  representative:  John  Carter 
'same  address  as  applicant'.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Boats,  from  Alachua,  Fla.. 
to  points  in  the  United  States,  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  shipper: 
Hunter  Marine.  P.O.  Box  1030,  Route 
441,  Alachua,  Fla.  32615  Send  protests 
to;  District  Supervisor  G  H.  Fauss,  Jr., 
Bureau  of  Operations.  Interstate  Com- 
merce Commission,  Box  35008,  400  West 
Bay  St..  JacksonvUle.  Fla.  32202. 

No.  MC  26396  'Sub-No.  146TAi,  filed 
May  11,  1977.  Applicant:  POPELKA 
TRUCKING  CO.  doing  business  as  THE 
WAGGONERS.  P.O.  Box  990.  Livingston. 
Mont.  59047.  Applicant'.-  representative: 
Jacob    P     Billig.    2033    K    Street.    NW., 


Washington.  D.C  30006.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  rout«s. 
transporting:  Cement  pipes,  containing 
asbestos  flt)er  and  accessories  necessary 
for  the  Installation  thereof,  from  the 
plantsite  and  storage  facilities  of  Cer- 
tain-Teed at  Bellefontaine  Neighbors, 
Mo.,  to  points  in  the  states  of  Arkansas, 
Colorado.  Kansas,  Minnesota.  Nebraska, 
North  Dakota.  South  Dakota,  Wiscon- 
sin, and  Wyoming,  for  180  days.  Appli- 
cant lias  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper's'  :  Paul  D. 
Bruno.  Traffic  Supervisor,  Certain-Teed 
Corporation,  P.O.  Box  860,  'Valley  Forge, 
Pa.  19482.  Send  protests  to:  District  Su- 
pervisor Paul  J.  Labane,  Interstate  Com- 
merce Commission.  2602  First  Avenue 
North.  Billings.  Mont.  59101. 

No.  MC  28088  (Sub-No.  27TA'.  filed 
IVtay  27,  1977.  Applicant:  NORTH  & 
SOUTH  LINES,  INCORPORATED,  2710 
South  Main  Street.  Harrisonburg,  'Va. 
22801.  Applicant's  representative-  John 
R.  Sims,  Jr.,  915  Pennsylvania  Building, 
Washington,  DC  20004.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Salt  and  salt  products  (ex- 
cept in  bulk  I .  from  the  facilities  of  In- 
ternational Salt  Company  at  New  Ken- 
sington. Pa.,  and  Horseheads.  NY.,  to 
Harrisonburg,  Va.,  restricted  to  the 
transportation  of  shipments  moving  to 
Harrisonburg  for  in-transit  storage  for 
180  days  Supporting  shipper's)  :  Inter- 
national Salt  Co.  30  Buxton  Farm  Road. 
Stamford.  Conn.  06905.  Send  protests  to: 
Danny  R.  Beeler.  District  Supervisor, 
Bureau  of  Operations,  Intei-state  Com- 
merce Commission,  P,0.  Box  210,  Roa- 
noke, Va.  24011. 

No.  MC  35807  i  Sub-No. 76TA  > .  filed 
Mav  27.  1977.  Applicant:  WELLS  FAR- 
GO ARMORED  SERVICE  CORPORA- 
TION. Atlanta,  Ga,  30302.  Apphcant  s 
representative:  Steven  J.  Thatcher,  P  O. 
Box  4313,  Atlanta,  Ga.  30302,  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Currency,  coin  and  securi- 
ties, between  Livingston,  Mont.,  and  all 
points  and  places  in  that  part  of  Yellow- 
stone National  Park  lying  within  Wy- 
oming for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to  90 
days  of  operating  authority.  Supporting 
shipper's)  :  Hamilton  Stores.  Inc.  West 
Yellowstone.  Mont.  59758.  Yellowstone 
Park  Company  ,  Yellowstone  National 
Park,  Wyo.  82190.  National  Park  Serv- 
ice. Yellowstone  National  Park.  Wyo 
82190  The  First  National  Park  Bank  in 
Livingston,  Box  672,  Livingston.  Mont. 
59047.  Send  protests  to  Sara  K.  Davis 
Transportation  Assistant.  Bureau  ol  Op- 
erations, Interstate  Commerce  Commis- 
sion, 1252  W.  Peachtree  Street  NW, 
Room  546.  Atlanta.  Ga   30309 

No,  MC  52579  (Sub-No.  162TAi.  filed 
May     19.     1977.    Applicant:     GILBERT 
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CARRIER  CORP .  One  Gilbert  Drive. 
Secaucus.  N.J.  07094.  Applicant's  repre- 
sentative: Li-wui  Rosen  isame  addre^  as 
applicant'.  AuUiority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregiilar  routes,  transporting; 
Wearing  apparel  on  fiangcrs.  from  Pans. 
Tex.:  Winfield.  La.:  Arkadelphia.  Ark., 
and  Hamilton.  Ala  .  to  Memphis.  Tenn.. 
from  Memphis,  Tenn.,  to  points  and 
places  in  tlie  States  of  California,  Colo- 
rado. Florida,  Georgia,  Illinois,  Indiana, 
Michigan,  Minnesota,  Missouri,  New 
York  Commercial  Zone.  Ohio.  Pennsyl- 
vania. Texas,  for  180  days.  Supporting 
shipper:  Vassarette.  4791  Burbank  Road. 
Memphis,  Tenn.  38118  Send  protests  to: 
District  Supervisor  Robert  E.  Johnston, 
Interstate  Commerce  Commission.  9 
Clinton  St.,  Newark.  N.J.  07102. 

No.  MC  59655  i  Sub-No.  9TAi,  filed 
May  27,  1977.  Applicant:  SHEENAH 
CARRIERS.  INC..  62  Lime  Kiln  Road, 
Suffern,  N.Y.  10901.  Applicants  repre- 
sentative: George  A.  Olsen,  69  Tonnele 
Ave.,  Jersey  City,  N.J.  07306.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Containers,  and  materials 
and  supplies  used  in  the  manufacture, 
distribution  or  sale  of  containers,  from 
the  facilities  of  National  C;\n  Corpora- 
tion at  Piscataway,  N  J.,  and  Fogelsville, 
Pa.,  to  Richmond  and  WUhamsburg,  Va., 
for  90  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  autlionty  Supfwrting  ship- 
per<s»:  National  Can  Corporation.  Rt. 
No.  287  at  South  Randolphville  Road. 
Piscataway,  N.J.  08854.  Send  protests  to: 
Maria  B.  kejss,  Traixsportation  Assist- 
ant. Interstate  Commerce  CommLssion. 
26  Federal  Plaza,  New  York,  N.Y.  1O007. 

No.  MC  68860  i  Sub-No.  25TA> .  filed 
May  26,  1977.  Applicant:  RUSSELL 
TRANSFER.  INCORPORATED,  444 
Gleiimore  Drive,  Salem.  Va.  24153.  Appli- 
cant's representative:  Limel  G.  Gregory. 
Jr.,  444  Glenmore  Drive.  Salem,  'Va. 
24153.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Contain- 
ers or  sheets,  paper,  pulp  board,  card- 
board, incandescent  electric  lamps  and 
Tvooden  pallets,  between  St.  Marys,  Pa., 
and  Roanoke.  Va..  for  180  davs.  Support- 
ing shipper's'  :  Roanoke  Box  Company, 
Inc.  621  Ashlawn  Street  SW.,  Roanoke, 
Va.  24015.  Send  protests  to:  Danny  R. 
Breeler,  District  Supervisor,  Biu-eau  of 
Operations.  IntersUte  Commerce  Com- 
mLssion, P.O.  Box  210,  Roanoke,  Va. 
24011. 

No.  MC  73165  <Sub-No.  407TAi.  filed 
May  24.  1977.  Applicant:  EAGLE'  MO- 
TOR LINES.  INC..  830  North  33rd  Street. 
PO  Box  11086,  Birmingham.  Ala  35202. 
.^p^Iicant■s  representative:  'WilHam  P. 
Parker.  830  Nortli  33rd  Street.  Birming- 
ham. Ala.  35202  Authority  snoght  to  op- 
erate as  a  co7nmon  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transportmg: 
Roofing  and  roofing  materials,  from  the 
facilities  of  Masonite  Corporation  lo- 
cated at  or  near  Meridian.  Miss.,  to  points 
in  Alabama.  Florida,  Georgia,  Kentucky, 
Louisiana.  North  Carolina,  South  Caro- 


lina, and  Tennessee  for  180  days.  Appli- 
cant has  also  filed  an  undelying  ETA 
.seeking  up  to  90  days  of  operating  au- 
thority. Supporting  shipper<s>  :  Masonite 
Corporation,  P.O.  Box  5777,  Meridian. 
Miss.  39301.  Send  protests  to:  Clifford 
W.  Wliite.  District  Supervisor,  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission, Room  1616-2121  Building,  Bir- 
mingham, Ala.  35203. 

No.  MC  82079  (Sub-No.  49TA).  filed 
May  26.  1977.  Applicant:  KELLER 
TRANSFER  LINE.  INC..  5635  Clay  Ave- 
nue S'W.,  Grand  Rapids,  Mich.  49508. 
Applicant's  representative:  Edward  Ma- 
linzak.  900  Old  Kent  Building,  Grand 
Rapids,  Mich.  49503.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Candy  and  confectionery  products, 
except  in  bulk,  in  mechanically  refrig- 
erated vehicles,  from  the  plantsite  and 
warehouse  facilities  of  E.  J.  Brach  &  Sons 
in  Chicago  and  Carol  Stream,  111.,  and 
their  commercial  zones  to  points  in  Mich- 
igan on.  north  and  west  of  a  line  begin- 
ning at  the  intersection  of  U.S.  23  and 
M-21  and  cast  on  M-21  to  M-15  and 
north  on  M-15  to  Bay  City.  Mich,  for  180 
days.  Supporting  shipper*  s) :  E.  J.  Brach 
&  Sons.  Chicago,  ni  60690.  Send  protests 
to:  C.  R.  Flemming  District  Supervisor, 
Bureau  of  Operations,  Interstate  Com- 
merce Commission,  225  Federal  Building. 
Lansing.  Mich.  48933. 

No.  MC  82841  (Sub-No.  208TA) .  filed 
May  26.  1977.  Applicant:  HUNT  TRANS- 
PORTATION, INC.,  10770  "I"  Street, 
Omaha,  Nebr.  68127.  Applicant's  repre- 
sentative: William  E.  Christensen  (same 
address  as  applicant) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Irrigation  systems  and  parts  for  ir- 
rigation systems  and  accessories,  from 
Brownfield,  Tex.,  to  Arizona,  Colorado, 
Delaware,  Illinois,  Michigan,  New  Mex- 
ico, Nevada.  Oregon,  and  Utah  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ,ship- 
per«s»  :  'V.  A.  Hedlund  Jr.,  General  Man- 
ager. Tri-Matic,  Inc.  P.O.  Box  1152.  1406 
Lubbock  Road,  Brownfield,  Tex.  79316. 
Send  protests  to:  Carroll  Russell  District 
Supervisor,  Interstate  Commerce  Com- 
mission, Suite  620,  110  North  14th  Street. 
Omaha,  Ncbr.  68102. 

No.  MC  98154  (Sub-No.  17TA>.  filed 
Mav  18,  1977.  Applicant:  BRUCE  CART- 
AGE. INCORPORATED,  3460  East 
Washington  Road.  Saginaw.  Mich.  48601. 
AppUcant's  representative:  Karl  Getting, 
1220  Bank  of  Lansing  Building.  Lansing. 
Mich.  48933.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Gen- 
eral cominodities,  except  household  goods 
as  defined  by  the  Commission,  motor 
vehicles  when  transported  in  special 
equipment,  between  Midland,  Mich.,  and 
its  commercial  zone  and  the  Detroit, 
Toledo,  and  Ironton  Railroad  Company 
loading  ramp  in  Brownstown  Township. 
Wayne  County,  Mich,  for  180  days.  Sup- 
porting shipper:  Dow  Chemical  U.S.A.. 
Midland,  Mich.  48640.  Send  protests  to: 


C.  R.  Flemming,  District  Supervisor,  Bu- 
reau of  Operations,  Interstate  Commerce 
Commission,  225  Federal  Building,  Lan- 
sing, Mich. 48933. 

No.  MC  99427  (Sub-No.  35TA>.  filed 
May  26.  1977.  Applicant:  ARIZONA 
TANK  LINES,  INC..  P.O.  Box  855.  666 
Grand  Avenue,  Des  Moines,  Iowa  50309. 
Applicant's  representative:  E.  Check 
(same  address  as  apphcanf.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Hydrofluoric  acid,  in  bulk, 
in  shipper-owned  tank  vehicles,  from 
Phoenix,  Ariz.,  to  Kokomo,  Ind.,  for  180 
days.  Applicant  has  also  filed  an  luider- 
lying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per (s)  :  Kerley  Chemical  Corp.  of  Ari- 
zona. 2801  West  Osbom  Road.  Phoenix, 
Ariz.  85017.  Send  protests  to:  Herbert  W. 
Allen  District  Supervisor.  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission, 518  Federal  Building.  Des 
Moines,  Iowa  50309. 

No.  MC  103993  'Sub-No.  894TA>.  filed 
May  26,  1977.  Applicant:  MORGAN 
DRIVE-AWAY,  INC..  28651  U.S.  20  West, 
Elkhart,  Ind.  46514.  Applicant's  repre- 
sentative: Paul  D.  Lorghesani.  28651  U.S. 
20  West,  Elkhart,  Ind.  46514.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Vacuums  mounted  on  ini- 
dercarriages,  from  the  plantsite  of  Gra- 
vel-'Vac  Service  Co.,  Inc..  at  or  near 
Grand  Rapids.  Mich.,  to  points  in  the 
United  States  'except  Alaska  and 
Hawaii) ,  for  180  days.  Applicant  has  also 
filed  an  imderlying  ETA  seeking  up  to  90 
days  of  operating  authority.  Supporting 
shipper's) :  Gravel-Vac  Service  Co..  Inc. 
1740  Olson  N.E.,  Grand  Rapids,  Mich. 
49503.  Send  protests  to:  J.  H.  Gray  Dis- 
trict Supervisor,  Bureau  of  Operations. 
Interstate  Commerce  Commission,  343 
West  Wayne  Street,  Suite  113.  Fort 
Wayne,  Ind.  46802. 

No.  MC  108207  I  Sub-No.  461TA>.  filed 
May  26. 1977.  Applicant :  FROZEN  FOOD 
ExiPRESS.  INC.,  318  Cadiz  Street,  P.O. 
Box  5888,  Dallas.  Tex.  75222.  Applicant's 
representative:  Mike  Smith.  P.O.  Box 
5888.  Dallas,  Tex.  75242.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Packaged  meat  and  meat  products, 
from  Searcy,  Ark.,  to  points  in  Arizona. 
California,  Illinoi.<:,  Iowa.  Kan.sas,  Louisi- 
ana, Michigan,  Minnesota,  Mississippi. 
Missouri,  Nebraska.  New  Mexico.  Okla- 
homa, and  Texas  for  180  days.  Applicant 
has  also  filed  an  imderlying  ETA  seeking 
up  to  90  days  of  operating  authority. 
Supporting  shipper(s)  :  Land  O'Frost, 
Inc.  16850  Chicago  Avenue.  Lansing.  El. 
60438.  Send  protests  to:  Opal  M.  Jones 
Transportation  Assistant.  Interstate 
commerce  Commission,  1100  Comerce 
Street,  Room  13C12.  Dallas,  Tex.  75242. 

No.  MC  112696  'Sub-No.  56TA>.  filed 
M3y  26,  1977.  Applicant:  HARTMANS. 
INCORPORATED,  P.O.  Box  898.  833 
Chicago  Avenue.  Harrisonburg.  Va. 
22801.  Applicant's  representative:  Ed- 
ward G.  Villalon.  Suite  1032,  Pennsyl- 
vania Building.  Pennsylvania  Avenue  & 
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13th  Street,  N  W..  Washington.  DC. 
20004.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Poultry 
and  animal  feeding,  watering  and  heat- 
ing equipment  and  parts  and  accessories 
therefor  and  those  used  in  the  installa- 
tion thereof,  and  incinerators,  heaters 
and  fire  grates  and  parts  and  accessories 
thereof,  from  Harrisonburg,  Va.,  to 
points  in  Mirmesota.  Iowa.  Kansas.  Okla- 
homa, and  Texas  and  to  points  in  the 
United  States  east  thereof  for  180  days. 
Supporting  shipper's)  :  Shenandoah 
Manufacturing  Co..  Inc  .  P.O.  Box  839. 
Harrisonburg,  Va.  22801.  Send  protests 
to:  Danny  R.  Beeler,  District  Supervisor, 
Bureau  of  Operations.  Interstate  Com- 
merce Commission.  P.O.  Box  210.  Roa- 
noke, Va.  24011. 

No.  MC  113678  (Sub-No.  670TA) ,  filed 
May  24,  1977.  Applicant:  CURTIS.  INC.. 
4810  Pontiac  Street,  Commerce  City, 
Colo.  80022.  Applicant's  representative: 
David  L.  Metzler.  P.O.  Box  16004  Stock- 
yards Station,  Denver,  Colo.  80216.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat,  from  Payette, 
Idaho  to  Denver  and  Pueblo.  Colo.,  for 
180  days.  Apphcant  has  also  filed  an  un- 
derlying ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
pens'  :  Wells  and  Davies,  Inc..  P.O.  Box 
219,  Payette.  Idaho  83661.  Send  protests 
to:  Herbert  C.  Ruoff  District  Supervisor, 
Interstate  Commerce  Commission,  492 
U.S.  Customs  House.  721  19th  Street. 
Denver.  Colo.  80202. 

No.  MC  117416  (Sub-No.  56TA ' ,  filed 
March  31.  1977.  Applicant:  NEWMAN  & 
PEMBEETON  CORPORATION.  2007 
University  Avenue.  N.W..  Knoxville. 
Tenn.  37921.  Applicant's  representative: 
Herbert  Alan  Dubin,  1819  H  Street.  N.W., 
Suite  1030.  Washington.  D.C.  20006.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :,Afe<aZ  pojoders  and 
barium  ftrrrite  ( except  in  bulk  i .  from  the 
facilities  of  Greenback  Industries  located 
at  or  near  Greenback.  Tenn..  to  points  in 
Kentucky.  Illinois.  Indiana,  Ohio,  and 
Michigan,  for  180  days.  Supporting  ship- 
per (si  :  Greenback  Industries.  Green- 
back. Tenn.  37742.  Send  protests  to:  Joe 
J.  Tate.  District  Supervisor.  Bureau  of 
Operations,  Interstate  Commerce  Com- 
mission. Suite  A-422,  U.S.  Court  House. 
801  Broadway.  Nashville.  Tenn.  37203. 

No.  MC  119630  'Sub-No.  14TA',  filed 
May  24,  1977.  Applicant:  VAN  TASSEL. 
INCORPORATED.  5th  and  Grand,  Pitts- 
burg. Kans.  66762.  Applicant's  represent- 
ative: Wilbum  L.  Williamson,  280  Na- 
tional Foundation  Life  Building.  3535 
N.W.  58th  Street  Oklahoma  City.  Okla. 
73112.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Wall- 
board  and  materials,  supplies  and  acces- 
sories incidental  to  the  installation 
thereof,  from  Pittsburg,  Kansas  to  pwints 
in  Missouri  for  180  days.  Supporting 
shipper (s»  :  United  States  Gypsum  Com- 
pany, 101  South  Wacker  Drive.  Chicago, 


m..  60606.  Send  protests  to:  ME.  Ta>'- 
lor.  District  Supervisor.  Interstate  Com- 
merce Commission.  Suite  101  Litwin 
Building,  Wichita.  Kans.  67202. 

No.  MC  119974  iSub-No.  67TA>.  filed 
May  18.  1977.  Applicant:  L.  C.  L.  TRAN- 
SIT COMPANY.  949  Advance  St..  Green 
Bay.  Wis.  54305.  Applicant's  representa- 
tive: L.  F.  Able  (same  address  as  awh- 
cant>.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irreglar  routes,  transportirig :  'l'  Prod- 
ucts of  corn,  in  bulk,  in  tank  trucks. 
from  Argo.  111.,  to  Connecticut.  Delaware. 
Maryland.  District  of  Columbia.  Ala- 
bama. Georgia.  South  Carolina.  North 
Carolina.  Canton  and  Marion,  Ohio, 
Bluefield,  Huntington,  and  Parkersburg. 
West  Virginia,  Buckner.  Louisville.  Mid- 
dlesboro.  and  Paducali.  Kentucky.  i2i 
products  of  corn,  inedible,  in  bulk,  in 
tank  trucks  from  Argo,  111.,  to  Indiana 
(except  Indianapolis' ,  Ohio  'except  Cin- 
cinnati and  Columbus',  Pennsylvania 
(except  Pittsburgh'.  New  York.  New 
Jerse>'.  Missouri.  Colby,  and  Milwaukee, 
Wis.,  for  180  days  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to 
90  days  of  operating  authority.  Support- 
ing shipper:  CPC  International.  Inc.. 
International  Plaza.  Epglewood  Cliffs, 
N.J.  07632.  (Roger  V  Haugen'.  Send 
protests  to:  Gail  Daugherty.  Transixirta- 
tion  Asst..  Bureau  of  Operations.  U.S. 
Federal  Building  &  Courthouse.  517  East 
Wisconsin  Avenue.  Rm.  619.  Milwaukee. 
Wis.  53202. 

No.  MC  123476  (Sub-No.  26TA'.  filed 
May  18.  1977.  Applicant:  CURTIS 
TRANSPORT,  INC..  3616  Jeffco  Blvd.. 
Arnold,  Mo.  63010.  Applicants  repre- 
sentative: David  G.  Dimit  (same  address 
as  applicant'.  Authority  sought  to  oper- 
ate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Expanded  plastic  products  'except 
in  bulk,  in  tank  vehicles  >  with  refused  or 
rejected  shipments  on  return  from 
Channahon.  111.,  to  points  in  the  United 
States  in  and  east  of  Montana.  Wyo- 
ming. Colorado,  and  New  Mexico,  for 
180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per: Eastern /CentJ-al  Division  Dow 
Chemical  U.S.A.,  PO  Box  36000. 
Strongsville,  Ohio  44136.  Send  protesf= 
to:  District  Supervisor.  J.  P.  Wertlimann. 
Interstate  Commerce  Commission.  Bu- 
reau of  Operations.  Rm  1465.  210  N.  12th 
St.,  St.  Louis.  Mo.  63101. 

No.  MC  124078  (Sub-No  729TA  ' .  filed 
May  18.  1977.  Applicant:  SCHWERMAN 
TRUCKING  CO.,  611  South  28  St,  Mil- 
waukee, Wis.  53246.  Applicant's  repre- 
sentative: Richard  H.  Prevette  (same  ad- 
dress as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Cement,  in  bulk,  from  Buffington, 
Ind..  to  East  Stroudsburg.  Pa  .  for  180 
days  Apphcant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  oper- 
ating authority.  Supporting  shipper: 
United  States  Steel  Corporation.  600 
Grant  St  Pittsburgh.  Pa    15230   'R.  M. 


Corcoran'  Send  protests  to:  Gail 
Daugherty.  Transportation  Asst.  Inter- 
state CMnmerce  Commission.  Bureau  of 
Operations,  US  Federal  Building  & 
Courthouie.  517  East  Wisconsin  Avenue, 
Rm.  619,  Milwaukee.  Wis.  53202. 

No  MC  124078  (Sub-No  731TA'.  filed 
May  26.  1977  Applicant:  SCHWERMAN 
TRUCKING  CO..  611  South  28th  Street, 
Milwaukee,  Wis.  53246  Apphcant's  rep- 
resentative: Richard  H  Prevette  'Same 
address  as  applic^ant'  Autlionty  sought 
to  operate  as  a  common  carrier  by  motor 
vehicle,  over  irregxilar  routes,  transport- 
ing: Soda  ash.  in  bulk,  from  the  Schwer- 
man  Distnbution  Centers.  Inc  at  Mil- 
waukee. WLs  ,  to  points  in  Illinois  and 
Indiana  for  180  days  Supporting  ship- 
pens'  :  Allied  Chemical  Corporation. 
PO  Box  1139R.  Morristown.  N  J.  07960. 
Send  protest*;  to  Gail  Daugherty  Ti'ans- 
portation  Assistant,  Interstate  Com- 
merce Commission,  Bureau  of  Opera- 
tions. U.S.  Federal  Building  &  Court- 
house. 517  East  Wisconsin  Avenue,  Room 
619,  Milwaukee.  Wis.  53202. 

No.  MC  124078  'Sub-No  732TA '  filed 
May  25.  1977  Applicant:  SCHWERMAN 
TRUCKING  COMPANY,  611  South  28th 
Street,  Milwaukee.  Wis  53246  Appli- 
cant's representative  Richard  H.  Pre- 
vette '  same  address  as  applicant '  Au- 
thority sought  to  oi^erate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  ti-ansix)rting:  Cem.ent.  from  Hud- 
son and  Greenport.  Columbia  County, 
NY  .  to  points  in  Connecticut,  Maine. 
Massachusetts.  New  Hampshire,  New 
Jersey.  New  York,  Pennsylvania,  Rhode 
Island  and  Vermont  for  180  days  Sup- 
IX)rting  shipper's'  Independent  Ce- 
ment Corporation.  65  Williams  Street. 
Wellesley.  Mass.  02181  (DeniiLs  W  Skid- 
more'  Send  protests  to:  Gail  EJaugherty 
Transportation  Assistant.  Interstate 
Commerce  Commission,  Bureau  of  Op- 
erations. US  Federal  Building  Court- 
hou.se.  517  East  Wisconsin  Avenue,  Room 
619,  MDwaukee,  Wis.  53202. 

No.  MC  124078  (Sub-No.  733TA  ' ,  filed 
May  25.  1977  Applicant:  SCHWERMAN 
TRUCKING  COMPANY,  611  South  28th 
Street.  Milwaukee.  Wis.  53246  Apph- 
cant's representative:  Richard  H.  Pre- 
vette 'same  address  as  applicant'.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Mortar,  in  bulk, 
from  Knowles.  Wis.  to  Shippingport. 
Pennsylvania  lor  180  days.  Applicant  has 
also  filed  an  underlying  ETA  seeking  up 
to  90  days  of  operating  authority  Sup- 
porting shipper's!  :  West.em  Lime  &  Ce- 
ment Company.  P.O.  Box  2076.  Milwau- 
kee. Wis.  53201  'I>arTel  Hegy  '  Send  pro- 
tests to:  Gail  Daugherty,  Transportation 
Assistant.  Interstate  Commerce  Com- 
mtssion  Bureau  of  Operations.  U  S  Fed- 
eral Buildmg  &  Courthouse.  517  East 
Wisconsin  Avenue,  Room  619.  Milwaukee. 
Wis.  53202. 

No  MC  124078  'Sub-No.  734TA ' .  filed 
May  25.  1977  Applicant:  SCHWERMAN 
TRUCKING  COMPANY.  611  South  28th 
Street.  Milwaukee,  Wis  63246  Apph- 
cant s   representative:   Richard  H    Pre- 
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vette  fsame  address  as  applicant  >.  Au- 
thority sought  to  oi)€rat€  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Sulfuric  cuid.  in 
bulk,  in  tank  vehicles,  from  Savannah, 
Ga.,  to  points  in  North  Carolina  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days  of  op- 
erating authority.  Supporting  ship- 
perisi:  American  Cyanamid  Company, 
Bound  Brook,  N  J.  08805.  i  Robert  P. 
Hannigan>  Send  protests  to:  Gail 
Daugherty,  Transportation  Assistant. 
Interstate  Commerce  Commission.  Bu- 
reau of  Operations,  US.  Federal  Build- 
mg  and  Courthou.'^e  517  East  Wisconsin 
Avenue,  Room  619.  Milwaukee  Wis. 
53202. 

No.  MC  124511  (Sub-No.  34TA),  filed 
May  27.  1977.  AppUcant:  JOHN  F  OLI- 
VER. P  O  Box  223.  E.  Highway  54.  Mex- 
ico, Mo.  65265.  Anpli,-anfs  representa- 
tive: Leonard  R.  Kofkln,  39  South  La- 
Salle  Street,  Chicago,  ni.  60603.  Author- 
ity sought  to  operate  as  a  common-car- 
rier, by  motor  vehicle,  over  irregular 
routes,  transporting:  Iron  and  steel  ar- 
ticles, from  New  Lenox  Township,  Will 
County,  ni  .  to  iv>ints  in  Callaway  Coun- 
ty. Mo.,  and  Coffey  County.  Kans..  for 
180  days.  Applicant  has  also  filed  an  un- 
derlying ETA  seeking  up  to  90  days  of 
operating  authority.  Sunportmg  ship- 
peris>  :  United  States  St-eel  Cornoration, 
600  Grant  Street,  Room  1.=.69.  Pitts- 
burgh, Pa.  15230.  Send  protests  to:  Ver- 
non V.  Coble.  Ehstnct  Supervisor.  Inter- 
state Commerce  Commission.  600  Fed- 
eral Building.  911  Walnut  Street.  Kan- 
sas City.  Mo  64106. 

No.  MC  128527  i  Sub-No.  84T.'\).  filed 
May  25.  1977.  AppUcant:  MAY  TRUCK- 
ING COMPANY.  P.O.  Box  398.  Payette. 
Idaho  83661.  Applicant's  representative: 
C.  Marvin  May.  P.O.  Box  398,  Payette, 
Idaho  83661.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Hanging  carcass,  fresh  meat,  and  pack- 
inahou.'te  products  in  vats,  tubs  or  dispos- 
able bins,  from  the  plantslte  of  Columbia 
Foods,  Inc.,  a  subsidiary  of  Iowa  Beef 
Processors.  Inc..  at  or  near  Walhila. 
Wash.,  to  points  in  Ada  County.  Idaho  for 
180  days.  Applicant  does  not  intend  to 
tack  or  interline  .TUthority  .Applicant  has 
also  filed  an  underlving  KT\  .seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shinperis>  :  Iowa  Beef  Proces- 
sors. Inc.  Senior  Transportation  Tech- 
nician. H.  L.  Denison.  Dakota  City.  Nebr. 
68731.  Send  protests  to:  District  Super- 
visor B.'irney  L  Hardin.  Interstate  Com- 
merce Commission.  550  W.  Fort  Street. 
Box  07.  Boise,  Idaho.  83724. 

No.  MC  128831  (Sub-No.  12TAi.  filed 
Mav  26.  1977.  Applicant:  DIXON  RAPID 
TRANSFER.  INC..  Route  65  East  Dixon, 
111.  61054.  Applicant's  representative: 
Robert  H.  Lew,  29  S.  LaSalle  Street.  Chi- 
cago, m.  60603.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irrecrular  routes.  tran.sporting: 
Pipe  and  duct  u.sed  in  heating,  cooling, 
AC  and  exhaast  .systems,  materi^-ls  and 
supplies  used  in  the  installation  thereof 
and  building  construction  wall  sections 


and  accessories  and  parts  used  in  the  in- 
stallation thereof,  from  the  plantsite  of 
United  S/M  Division  of  United  McGill 
Corp..  Westerville,  Ohio  to  points  in  II- 
linoLs.  Indiana.  Iowa,  Minnesota,  Ne- 
braska and  Wisconsin,  for  180  days.  Ap- 
plicant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  au- 
thority Supporting  shipper(s> :  United 
Sheet  Metal.  Harry  L.  Keebaugh.  Traf- 
fic Manager.  200  E.  Broadway  Street, 
Westerville.  Ohio  43081.  Send  protests  to: 
Transportation  Assistant  Patricia  A. 
Roscoe.  Interstate  Commerce  Commis- 
sion. Everett  McKinley  Dirk.sen  Building. 
219  S.  Dearborn  Street,  Room  1386.  Chi- 
cago, 111.  60604. 

No.  MC  129394  (Sub-No.  6TA).  fUed 
May  17.  1977.  Applicant:  RONALD 
HACKENBERGER,  an  individual  doing 
business  as  RON'S  TRUCKING  SERV- 
ICE. Route  250.  North  RED  No.  3.  Nor- 
walk,  Ohio  44857.  Applicant's  represent- 
ative: Richard  H.  Brandon,  220  West 
Bridge  St.,  P.O.  Box  97,  Dubhn,  Ohio 
43017.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Coal.  In 
bulk,  from  points  in  Carter  County,  Ky.. 
to  Findlay.  Sandusky  and  Bowling 
Green.  Ohio,  under  a  continuing  con- 
tract, or  contracts,  with  Chem-Col..  Inc., 
for  180  days.  Applicant  has  also  filed  an 
underlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per's! :  Chem-Col..  Inc..  50  Baker  Boul- 
evard. Akron,  Ohio  44313.  Send  protests 
to:  Keith  D.  Warner,  District  Supervisor, 
Bureau  of  Operations.  Interstate  Com- 
merce Commission,  313  Federal  Office 
Buildin"  234  Srimmit  Street,  Toledo. 
Ohio  43604. 

No.  MC  129455  (Sub-No.  19TA),  filed 
May  20,  1977.  AppUcant:  CARRETTA 
TRUCKING,  INC.,  301  MayhiU  Street. 
Saddle  Brook,  N.J.  07662.  Applicant's 
representative:  Mr.  Charles  J.  Williams. 
1815  Front  Street,  Scotch  Plains,  N.J. 
07076.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Plastic 
pellets,  plastic  resin,  plastic  film  and  plas- 
tic articles,  (except  in  bulk) ,  over  irregu- 
lar routes,  from  Newark  and  Passaic, 
N.J..  and  Hickory.  N.C..  to  points  in  Ari- 
zona. CaUfornia.  Colorado,  Kansas,  Ne- 
biaska.  Nevada.  New  Mexico  Oklahoma. 
Texas  and  Utah  restricted  to  a  transpor- 
tation .service  to  be  performed  under  a 
continuing  contract  or  contracts  with 
Pantasote  Company  of  New  York,  Inc., 
division  of  The  Pant^.sote  Company 
for  180  clays. 'Applicant  has  also  filed  an 
imderlying  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
per's" :  Pantasote  Company  of  New 
York,  Inc.  (Division  of  Pantasote  Com- 
pany* 25  Jefferson  Street,  Passaic,  N.J. 
07055.  Send  protests  to:  District  Supervi- 
sor Joel  Morrows.  Interstate  Commerce 
Commission.  9  Clinton  Street.  Newark, 
N.J.  07102. 

No.  MC  135384  (Sub-No.  24TA> .  filed 
May  27.  1977.  Applicant:  SPECIALIZED 
TRUCK  SERVICE.  INC..  Highway  81 
and  1-75,  McDonough,  Ga.  30253.  Appli- 
cant's   representative:    Frank    D.    Hall. 


3384  Peachtree  Rd..  N.E.,  Suite  713,  At- 
lanta, Ga.  30326.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Malt  beverages,  related  advertising 
material  and  empty  malt  bererage  con- 
tainers, from  Port  Worth.  Tex.,  to  Do- 
than.  Ala.,  for  180  days.  AppUcant  has 
also  filed  an  underlying  ET.\  seeking  up 
to  90  days  of  operating  authority.  Sup- 
porting shipper (sj  :  Better  Bran(ds,  Inc.. 
250  Old  Cowart's  Rd..  Etothan.  Ala.. 
36301.  Send  protests  to:  Sara  K.  Davis, 
Transportation  Assistant.  Bureau  of  Op- 
erations. Interstate  Commerce  Commis- 
sion. 1252  W.  Peachtree  St.,  N.W  ,  Rm. 
546,  Atlanta.  Ga.  30309. 

No.  MC  135384  (Sub-No.  25TA>.  filed 
May  27.  1977.  Applicant:  SPECIALIZED 
TRUCK  SERVICE.  INC,  Highway  81 
and  1-75,  McDonough.  Ga.  30253.  Appli- 
cant's representative:  Frank  D.  Hall. 
3384  Peachtree  Road,  N.E.,  Suite  713.  At- 
lanta. Ga.  30326.  Authority  sought  to  op- 
erate as  a  common  carrier,  by  motor  ve- 
hicle, over  irregular  routes,  transport- 
ing: Malt  beverages,  related  advertising 
material  and  empty  malt  beverage  con- 
tainers, from  Ft.  Worth.  Tex.,  to  Macon, 
Albany  and  Valdosta.  Ga..  for  180  days. 
Applicant  has  Eilso  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper<s»:  Ma- 
con Beer  Co.  of  Macon,  Ga..  Dixie  Beer 
Co.  of  Albany  t  Valdosta.  Ga.  202  7th 
Street,  P.O.  Box  226.  Macon.  Ga.  31201. 
Send  protests  to:  Sara  K.  Davis.  Trans- 
portation Assistant.  Bureau  of  Opera- 
tions. Interstate  Commerce  Commission. 
1252  W.  Peachtree  Street,  N.W.,  Room 
546.  Atlanta.  Ga.  30309. 

No.  MC  135633  (Sub-No.  IITA).  filed 
May  19.  1977  Applicant:  NATIONWIDE 
AUTO  TRANSPORTERS.  INC..  2175  Le- 
moine  Avenue.  Port  Lee.  N.J.  07024.  Ap- 
plicant's representative:  Mr.  David  L. 
Steinhagen,  333  Chipill  Drive.  North- 
brook.  111.  60062.  Autliority  sou.eht  to  op- 
erate as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  traiisport- 
ing:  Buses  in  driveaway  service,  between 
Fort  Valley.  Ga.;  Buena  Vista.  Va.;  Mt 
Pleasant,  Iowa;  and  the  International 
boundary  line,  between  the  United  States 
and  Canada,  at  Buffalo.  Niagra  Falls,  and 
Champlain.  N.Y..  and  Detroit.  Mich.,  on 
the  one  hand.  and.  on  the  other,  points 
in  the  United  States,  for  180  days.  Sup- 
porting shipper:  Bluebird  Body  Company. 
P.O.  Box  937.  Ft.  Valley.  Ga.  31030.  Send 
protests  to:  District  Supervisor  Joel 
Morrows,  Interstate  Commerce  Commis- 
sion, 9  Clinton  St.,  Newark.  N.J.  07102. 

No.  MC  138126  (Sub-No.  16TAt.  filed 
May  20,  1977.  Applicant;  WIT  J  JAMS  RE- 
FRIGERATED EXPRESS,  INC..  Old 
Denton  Road.  P.O.  Box  47.  Federalsburg, 
Md.  21632.  Applicant's  representative: 
Chester  A.  Zyblut.  366  Executive  Bldg., 
1030  15th  St..  N.W..  Wa-shington.  DC. 
20005.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Frozen 
waffles,  from  Decatur,  Ind..  to  Syracuse, 
N.Y..  for  180  days.  Supporting  shipper: 
Mr.  James  E.  Chambers.  Traffic  &  Dis- 
tribution Mgr.,  Roman  Meal  Company, 
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P.O.  Box  11U6,  Tacoma,  Wash.  98411. 
Send  protests  to :  William  L.  Hughes,  Dis- 
trict Supervisor,  Interstate  Commerce 
CommissitHi,  814  B  Federal  Building,  Bal- 
timore, Md.  21201. 

No.  MC  138512  (Sub-No.  18TA>,  filed 
May  24,  1977.  Applicant:  ROLAND'S 
TRANSPORTATION  SER'VICES.  INC., 
d.b.a.  WISCONSIN  PROVISIONS  EX- 
PRESS, 33833  E.  Layton  Avenue. 
Cudahy,  Wis.  53110.  Applicant's  repre- 
sentative: Allan  J.  Morrison  (same  ad- 
dress as  applicant  > .  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes.  tran.sport- 
ing:  Cheese,  cheese  foods,  and  synthetic 
cheese  (except  commodities  in  bulk', 
from  Logan,  Utah  to  points  in  New  York. 
New  Jersey,  Massachusetts.  Connecti- 
cut, Maryland  and  Pennsylvania  for  180 
days.  Applicant  has  also  filed  an  under- 
lying ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting 
shipper(s>  :  L.  D.  Schrelt>er  Cheese  Co.. 
Inc..  P.O.  Box  610.  Green  Bay.  Wis. 
54305.  'Robert  Buchberger'.  Send  pro- 
tests to:  Gail  Daugherty  Transportation 
Assistant.  Interstate  Commerce  Com- 
mission, Bureau  of  Operations,  U.S. 
Federal  Building  and  Courthouse.  517 
East  Wisconsin  Avenue.  Room  619,  Mil- 
waukee, Wis.  53202. 

No.  MC  138777  (Sub-No.  2TA),  filed 
May  27.  1977.  Applicant:  FETZ  INCOR- 
PORATED. 2784  Woodwin  Road.  Dora- 
ville.  Ga.  30340.  Applicant's  represent- 
ative: Guy  H.  Postell,  Suite  713.  3384 
Peachtree  Rd..  N.E..  Atlanta.  Ga.  30326. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Liquid 
fertilizer,  in  bulk,  in  taiik  vehicles,  from 
the  facilities  of  C.  F.  Industries.  Inc. 
(Chattanooga  Nitrogen  Complex)  at 
Harrison.  Tenn..  to  all  poiiats  in  the 
states  of  Alabama.  (Georgia  and  Ken- 
tucky, for  180  days.  Applicant  has  also 
filed  an  underlying  ETA  seeking  up  to 
90  days  of  operating  authority.  Support- 
ing shipper's  I  :  Sara  K.  Davis.  Trans- 
portation Assistant,  Bureau  of  Opera- 
tions. Interstate  Commerce  Commission, 
1252  W.  Peachtree  St..  N.W..  Rm.  546, 
Atlanta,  Ga.  30309. 

No.  MC  140511  'Sub-No.  4TA ' ,  filed 
May  27.  1977.  AppUcant:  AUTOLOG 
CORPORATION.  319  West  101  Street. 
New  York.  N.Y.  10025.  Applicant's  rep- 
resentative: Larsh  B.  Mewhinney.  235 
Mamaroneck  Avenue.  White  Plains. 
N.Y.  10605.  Authority  sought  to  operate 
as  a  connnoTi  carrier,  by  motor  vehicle. 
over  Irregular  routes,  transporting:  (1> 
Used  passenger  automobiles,  vans  and 
pick-up  trucks,  up  to  three  quarter  ton 
and  '2)  baggage,  sporting  equipment, 
personal  effects  of  the  owners  thereof 
when  moving  with  used  passenger  auto- 
mobiles, vans  and  pick-up  trucks  in  sec- 
ondary movements,  in  truckaway  serv- 
ice, between  all  points  in  the  New  York 
City  Commercial  Zone  and  the  states  of 
Virginia,  North  Carolina,  South  Caro- 
lina, Georgia,  Florida,  Connecticut  and 
Massachusetts  for  90  days.  .^.pplicAnt 
has  also  filed  an  underlying  ETA  seek- 
ing up  to  90  days  of  operating  authority. 


SUPPORTING  SHIPPER'S  J  ;  There  are 
seven  stataneuts  of  support  attached  to 
the  appUcatitm  which  may  be  examined 
at  the  Interstate  Commerce  Commission 
in  Washington,  DC.  copies  of  which 
may  be  examined  at  the  field  ofiQce 
named  below.  Send  protests  to:  Maria 
B.  Kejss  Transportation  Assistant,  In- 
terstate CommCTve  Commission.  26  Fed- 
eral Plaza.  New  York.  NY.  10007. 

No.  MC  141575  'Sub-No.  3TA',  filed 
May  20,  1977.  AppUcant:  TFS.  INC..  East 
Highway  136.  Oxford.  Nebr.  68967.  AppU- 
cant's  representative:  A.  J.  Swanson,  Box 
81849,  Lincoln,  Nebr.  68501.  .Authority 
sought  to  operate  a^  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Cheese  and  (2i  card- 
board boxes:  (1)  from  Oxford.  Nebr..  to 
the  commercial  zone  of  Rochester.  Minn.. 
and  '2'  from  point?  in  the  commercial 
zOTies  of  Minneapolis.  Minn.,  and  Sioux 
City,  Iowa,  to  Oxford,  Nebr..  under  a  con- 
tinuing contract,  or  contracts  with  Ox- 
ford Cheese  Corporation,  for  180  days. 
AppUcant  has  also  filed  an  underlying 
ET.A.  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper(si :  Lee 
Jackson.  President,  Oxford  .Cheese  Cor- 
IX)ration,  Highway  46,  Oxford,  Nebr. 
68967.  Send  protests  to:  Max  H.  John- 
ston, District  Supervisor.  285  Federal 
Building  and  Court  House.  100  Centen- 
nial MaU  North.  Lincoln.  Nebr.  68508. 

No.  MC  141806  (Sub-No.  1TA»,  filed 
May  20,  1977.  Applicant:  Charles  Kraft 
and  Anthony  Valvo.  doing  business  a.s 
VEE-KAY  CARTAGE  COMPANY.  2167 
N.  Melvina  Avenue.  Chicago,  111.  60639. 
Applicants  representative:  Philip  A.  Lee. 
120  W.  Madison  Street,  Chicago,  lU. 
60602.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Molten 
metal  In  fire  brick  lined  tank  vehicles, 
built  especially  for  transportation  of 
molten  metals,  from  Chicago,  HI.,  to 
Madison.  Sheboygan.  Milwaukee.  Fond 
du  Lac  and  Grafton,  Wis.,  tmder  a  con- 
tinuing contract  or  contracts  with  Apex 
International  Alloys.  Inc.,  for  180  days. 
Applicant  has  also  filed  an  underlying 
ETA  seeking  up  to  90  days  of  operating 
authority.  Supporting  shipper(s»  :  Apex 
International  Alloys.  Inc..  Vincent  J. 
.\rizzi.  Distribution  Manager,  2340  Des 
Plaines  Avenue.  Des  Plaines.  111.  60018. 
Send  protests  to:  Transpori,ation  Assist- 
ant Patricia  A.  Roscoe,  Interstate  Com- 
merce Commission.  Everett  McKinley 
Dirksen  Building,  219  S.  Dearborn  Street, 
Room  1386.  Chicago,  111.  60604. 

No.  MC  142059  'Sub  No.  8TA  .  filed 
May  18.  1977.  Applicant:  CARDINAL 
TP..ANSPORT.  INC..  If 30  Mound  Road 
P.O.  Box  911,  Joliet,  lU.  60436.  AppU- 
cant's  representative:  Jack  Riley  (same 
address  as  applicant^ .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Plastic  foam  articles,  from  Belvidere. 
111.,  to  points  in  Alabama.  Arkansas. 
Georgia.  Indiana.  Kentucky.  Louisiana. 
Michigan.  Mississippi.  Ohio.  Pennsyl- 
vania. Tennessee  and  Wisconsiii.  for  180 
days.  Supporting  shipper:  .'Uiache  Foam 
Products  Company.  Larry  Voiles.  Traffic 


Manager  &  Customer  Service  Mgr..  lOOJ 
McEonley  Avenue,  Belvidere,  HI.  61008. 
Send  protests  to  Transportation  A,vsi£t- 
ant  Patricia,  A.  Roscoe.  Interstate  Com- 
merce Commission,  Everett  McKinley 
Dirksen  Building.  219  S.  Dearborn  St.. 
Rm.  1386,  Chicago.  HI  60604 

No.  MC  143000  'Sub-No  4TAi  filed 
March  26.  1977.  AppUcant:  THE  HIGH 
PLAINS  GR.MN  COMPANY,  INC  .  East 
Highway  40,  PO.  Box  7.  Hays.  Kans. 
67601.  Applicant's  representative:  Erie 
W.  Pi-ancis.  Suite  719.  700  Kansas  Ave- 
nue, Topeka,  Kans.  66603.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Dry  animal  and  poultry 
feed,  in  bulk  and  bags.  In  self -unloading 
equipment  witl^  auger  discharger,  from 
the  facilities  of  CargiU,  Inc.  at  McPher- 
son,  Kans.;  Kansas  City,  Kajis.  and 
Springdale,  Ark.,  to  the  faciUties  of 
Farmers  Hybrid  Research  Ranch,  Divi- 
sion of  Monsanto  Chemical  Company  at 
or  near  Warner.  Okla..  for  180  days.  Ap- 
plicant states  it  does  not  intend  to  tack 
or  interline.  Applicant  has  also  filed  an 
underlj-ing  ETA  seeking  up  to  90  days  of 
operating  authority.  Supporting  ship- 
Ijer(s)  :  Cargill.  Inc..  P.O.  Box  9300.  Min- 
neapolis, Mtnn.  55440.  Send  protests  to: 
Thomas  P.  O'Hara.  District  Supervisor. 
Bureau  of  Operations.  Interstate  Cc«ii- 
merce  Commission.  147  Federal  Bldg.  and 
U.S.  Courthouse.  444  S.  E.  Quincy. 
Topeka.  Kans.  66683. 

No.  MC  143239  'Sub-No.  ITA'.  filed 
Mav  25.  1977.  AppUcant:  JAMOUR.  INC. 
d  b.a..  QUICK  METROPOLITAN  MES- 
SENGER SERVICE,  28  Soutli  40th 
Street,  Philadelphia,  Pa.  19104.  AppU- 
cant's  representative:  Alan  Kahn,  1920 
Two  Penn  Center  Plaza.  Philadelphia,  Pa. 
19102.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Business 
reports,  records  and  dociiments.  from  the 
faclUties  of  Datacomp  Corporation  in 
Philadelphia.  Pa.,  to  the  facilities  of  Bell 
Telephone  Company  of  New  Jersey,  in 
N.J.,  for  180  days.  Applicant  has  also  filed 
an  imderlying  ETA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per's"! ;  Datacomp  Corporation,  211 
South  Broad  Street.  Philadelphia,  Pa, 
19107.  Send  protests  to:  Monica  A.  Blod- 
gett.  Transportation  Assistant,  Interstate 
Commerce  Commission.  600  Arch  Street, 
Room  3238,  Philadephia,  Pa.  19106. 

No.  MC  143279TA,  filed  May  17,  1977. 
Applicant:  SHEETS  TRUCKING  COM- 
PANY. INC  .  128  S.  Mine  LaMatte  Ave- 
nue, Frederlcktown,  Mo.  63645.  Appli- 
cants representative:  WllUam  C  Sheets 
(same  address  as  applicants  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Lumber,  wood  products 
and  uxxyd  pallets  to  and  from  points 
wathin  Wayne  and  Madison  Counties. 
Mo.,  on  the  one  hand,  and  to  and  from  all 
points  within  the  States  of  Illinois, 
Indiana  and  Wisconsin  on  the  other 
Irnnd,  for  90  days  .Applicant  has  also  filed 
an  underlying  ETTA  seeking  up  to  90  days 
of  operating  authority.  Supporting  ship- 
per: Boushle  W(X)d  Products.  Route  No. 
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1.  A:  aciia.  Mo  63621.  Cedar  Bottom 
Wood  Prixlu.'t.s,  Route  No.  1.  Frederick- 
town.  Mo.  63643,  Edi>on  Pallet  &  Wood 
ProducU-.  PO  Box  195,  Wnifield,  111. 
60190.  Ser.d  prott-.-tJ  to:  District  Supc:- 
vi^or  J.  P.  Werliunann,  Interstate  Com- 
merce Commission,  Bureau  of  Opera- 
tions. Rm.  1465.  210  N.  12th  St.,  St.  Louis. 
Mo.  63101. 

No.  MC  143280  (Sub-No.  ITAi.  filed 
April  29.  1977.  Applicant:  SAFE  TRANS- 
PORTATION COMPANY,  1975  Oak- 
crest  Avenue.  Roseville.  Minn.  55113  Ap- 
plicant's representative:  James  E.  Bal- 
lenthin.  630  Osborn  Bldg.,  St.  Paul.  Minn. 
55102.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Glass 
containers,  glass  container  closures  and 
glass  container  packaging  materials,  and 
cartons,  from  Shakopee,  Minn.,  to  Mil- 
waukee. Wis  ,  for  180  days.  Applicant  has 
al-o  riled  an  underlying  ETA  seeking  ui) 
to  DO  days  of  operating  authority.  Sup- 
porting shipper:  Midland  Glass  Com- 
pany, Valley  Indu.'^t^ial  Park.  Shakopee, 
Mum.  55379.  Seiid  protests  to:  Mrs. 
Marior.  I..  Cheney,  Transportation  As- 
sLstan'.  Interstate  Commerce  Commis- 
Mav       19.       1977        Applicant:       lOW.A 


.-ion.  Bureau  of  Operations,  414  Federal 
Building  &  US.  Court  House,  110  S.  4th 
St..  Minneapolis.  Minn.  55401. 

No  MC  143301  <  Sub-No.  ITA) .  fUed 
Mav  24.  1977.  Applicant:  SPAULDIN 
.ALLISON,  d  b  a,  ALLISON  TRUCK- 
ING. Route  2,  Box  162,  Horse  Shoe,  N.C. 
28742.  .Applicant's  representative:  George 
W.  Clapp,  109  Hartsville  Street,  P.O.  Box 
836.  Taylors,  S.C.  29687.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Coal,  in  bulk,  in  dump  vehicles,  from 
points  in  Bell  County,  Ky.,  and  Campbell 
and  Morgan  Counties,  Tenn.,  to  the 
plantsite  of  Olin  Corporation  at  or  near 
Pisgah  Forest.  N.C,  for  180  days.  Appli- 
cant has  also  filed  an  underlying  ETA 
seeking  up  to  90  days  of  operating  author- 
ity. Supporting  shipper(s)  :  Olin  Corpora- 
tion, P.O.  Box  200,  Pisgah  Forest,  N.C. 
28768.  Send  protests  to:  District  Super- 
vk,or  Terrell  Price,  Interstate  Commerce 
Commission,  Mart  Office  Building,  Room 
CC-516.  800  Briar  Creek  Road,  Charlotte, 
N.C.  28205. 

Passengers  Application 
No    MC    107815    (Sub-No.  9TA^  filed 


COACHES,  INCORPORATED,  1180  E. 
Rossevelt  Ext.  I>abuque,  Iowa  52001.  Ap- 
plicant's representative:  Steven  C. 
Schoenebaum  1200  Register  and  Tribune 
Building,  Des  Moines,  Iowa  50309.  Au- 
thority sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregulai 
routes,  transporting:  Paisengers  and 
and  their  baggages,  in  the  same  vehicle 
as  paggengers,  in  special  operations,  m 
round  trip,  sightseeing,  and  pleasure 
tours,  beginning  and  ending  at  Waterloo 
and  Cedar  Fails,  Iowa,  and  extending  to 
points  in  the  United  States  'except 
Alaska  and  Hawaii),  for  180  days. 
Supporting  shipper:  Mrs.  Harold  Trupp, 
1155  Forest  Avenue,  Waterloo.  Iowa 
50701,  Waterloo  Eagles  Club,  202  East 
First  St.,  Waterloo.  Iowa  50701.  Mrs. 
Walter  Figi,  415  Home  Park  Boulevard. 
Waterloo,  Iowa  50701.  Send  protests  to: 
Herbert  W.  Allen,  District  Supervisor, 
Bureau  of  Operations.  Interstate  Com- 
merce Commission,  518  Federal  Building, 
Des  Moines,  Iowa  50309. 
By  the  Commission. 

H.  G.  Homme.  Jr., 
Acting  Secretary. 

[PR  Doc.77-16924  Filed  6-13-77:8:45  am] 
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AGENCY  HOLDING  THE  MEETING: 
Commodity  Futures  Trading  Commi.':- 
sion. 

TIME  AND  DATE:  3:00  p.m.  June  14. 
1977. 

PLACE:  2033  K  Street.  NW..  Wasiiing- 
ton,  D.C.  0£&ce  of  the  Chairman 

STATUS:   Closed. 

MATTERS  TO  BE  CONSIDERED:  Judi- 
cial matter. 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Jane  Stuckey,  254-6314. 

IS-638-77  Filed  6  9^77:3:55  pm] 


104.  Conuni&sion  Memorandum  No.  134fi 

V.  Proposed  Rulemaking: 

A.  Communications  off  the  record  of 
Rulemaking  Pi'oceedings.  Commisslo:: 
Memorandum  No.  1344. 

B.  Commission  Memorandum  No.  1342 
re  Memorandum  No.  1317. 

C.  Proposal  for  Rulemaking  Hearings 
on  Sponsorship  and  Funding  of  Candi- 
date Debates. 

VI.  Pending  Legislation. 

VII.  Appropriatioiis  and  budget. 

VIII.  Agency  job  classifications 

IX.  Liaison  with  otiier  Federal  .'^ger.- 
cies. 

X.  Routine  administrative  matters. 

Portions  Closed  to  the  Public 

XI.  Executive  Session: 

.A    Compliance.  Audit  Report  No.   19 

B.  Personnel. 

PERSON   TO   CONT.\CT   FOR    INFOR- 
MATION . 

David  Fiske   Pre<<:  Officer,  phone  202- 
523-4065. 

IS-636-77    riled   6-9-77;3:55   pm] 


AGENCY:  Federal  Election  Commission. 

DATE  ANT)  TIME:  Thursday.  June  16. 
1977  at  10:00  a.m. 

PLACE:  1325  K  Street.  N  W  .  Washing- 
ton, D.C. 

STATUS:  Portions  of  tliL^  meeting  will 
be  open  to  the  public  and  portions  will 
be  closed  to  the  public. 

MATTERS  TO  BE  CONSIDERED: 

Portions  Open  to  the  Ptblic 

I.  Future  meetings. 
n.  Correction   and   approval  of  min- 
utes, 
m.  Certificatioris: 

A.  Certification  Under  26  U.S.C.  Sec- 
tion 9008  re  Democratic  National  Con- 
vention Committee. 

B.  Certification  for  Presidential  P;i- 
mary  Matching  Funds  The  Honorable 
Jerry'  Brown. 

IV.  Advisory  Opinion  1977-23.  Commis- 
sion Memorandum  No.  1343  ADR  1976- 


AGENCY    HOLDLNG    THE    MEETING 
Federal  Home  Loan  Mortgage  Corpora- 
tion 

TIME  AND  DATF     2:00  p.m  .  June   16 
1977 

PL.ACE      320    First    Street.    N.W      Room 
630,  Washuigton.  DC. 

STATUS:  Open  Mectu.g 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION: 

Mr.  Henry  Judy    202-624-7107. 

MATTERS  TO  BE  CONSIDERED: 

Con-sideration  of  &•..?»■,  ■.-  R-eport  on  Corpo- 
ration Move  to  New  FHLBB  Building. 

Consideration  ol  Application  by  Peuusyl- 
vania  Mortgage  Insurance  Company,  Port 
Waahlngton,  I'enasylvania,  to  become  an 
Eligible  Mortgage  Insurer. 

No  33,  June  9,  1977. 

Ronald  A.  Snider, 
Assistant  Secretary. 

[S-639-77  Filed  6-9-77:3:55  p.m.] 


AGENCY    HOLDING    THE    MEETING 
Federal  Power  Commission. 

JUNE  9    1977. 
The  following  notice  of  meeting  is  pub- 
li.shed  pursuant  to  Section  Z<&'    of  the 
Government  in  the  Sunshine  Act   'Pub. 
L.  No.  94-409  ' ,  5  U.S.C.  8552B . 

TIME  ANT)  DATE:  June  16.   1977.  2:0C 

p.m, 

PLACE    825  North  Capitol  Street. 

STATUS    Open. 


MATTERS      TO      BE      CONSIDERED: 

.Agenda  > 

•Note — It.ems  listed  on  the  agenda  may 
deleiec  w.thout  further  notice. 

CONTACT    PERSON    FOR    MORE    IN- 
FORMATION 

Kennet;-;    F     Plumb.    Secertary."  tele- 

piione  202   -70-4155. 

This  K-5  a  list  of  the  matters  to  be  con- 
.-idered  b\-  the  Commission  It  does  not 
include  a  listing  ol  all  papers  relevant 
10  tlie  items  on  the  agenda  However,  all 
public  documents  may  be  examined  in 
the  OfTice  of  Public  Information  Room 
1000. 

Power    Agenda    7634th    Meeting — June    16, 
■.':~~  REt.T  ;  AK  MErrwcs — Pakt  I  (3:00  PJ^.) 

F  1  IXJcKei  No  ER77-378,  Montana  Power 
Company. 

P-2  Docket  No.  ER77-263,  Niagara  Mo- 
l.awk  Power  Corpvoratlon. 

P  3  Docket  No.  £-6306,  Nevada  Power 
Company. 

p  4  Docker  No  E-7671.  Blandln  Paper 
Company,  el  al 

P-5  ixKket  No  ErR76-415,  Virginia  Elec- 
tric and  Power  Company 

P-6  Docket  No.  ER7&-739,  Kentucky- 
Indiana  Power  Pool  Agreement. 

P-7  Project  No  214fi  Alahnma  Power 
Company,  Walter  Boiildln  Dam 

P -8  Project  No.  2579.  Ii.diar.a  and  Mi- 
chigan Electric  Company. 

P  9  Project  No  2284,  Central  Maine 
Power  Company^ 

Gas  Alts-da  7634th  Mettino — JuitB  16.  1977 
Regular  Mitting — Pabt  I 

G  :  Docket  No.  RP76-103,  Public  Service 
Cu.n^pany  ol  North  Carolina,  Inc. 

G  2  Exxon  Corporation,  FPC  Gas  Rate 
.SchediJe  Noe  477  and  504  tlie  Louisiana 
Land  and  Exploration  Company,  PPC  Gas 
Rate  Scr.ed\;le  No6   7  and  10. 

0-3  Dckc:  No.  CS74-370.  Robert  L. 
Hayr. '.c 

G  4  Docket  Nos.  CP74-3i8.  CP75-182. 
tP75-i95.  Michigan  Wtsconsln  Pipe  Line 
Company.  Docket  No;  CP72-279.  CP75-274. 
Natural  Ga*,  Pipc:.i.t  Company  of  America. 
Docket  No.  CP74-317.  Great  Lakes  Oa.s 
Transmission  Company.  Docket  Nos.  CP75- 
23  Northern  Natural  Gas  Company.  Docket 
No-s  CP75-1M.  CP75-200  Michigan  Con- 
solidated Ga.s  Compar.v 

G-5  Docket  N.  CP74-160.  CP74-207. 
Pacific  Indone>--la  LNG  Company.  Docket  No. 
CP75-83-3  Western  LNG  Terminal  Asso- 
ciates. 

a-C  Docket  Nos  CP76-206,  CP76-335. 
CPCo  ;B8  Phase  II).  Cities  Service  Gas  Com- 
pany. 

a-7  Docket  No.  CP77-21.  Tennessee  Gas 
Pipeline  Company,  Columbia  Gulf  Trans- 
mission Company  and  Southern  Natural  pas 
Co.Tipany. 

G-S  Docket  No.  O-4907,  Dorchester  Gas 
Producing  Company.  Docket  No.  CP76-431. 
-N'atural  Qas  Pipeline  Com^iany  of  America. 

0_c>  D<x'ket  N<:.  CP76-450.  Columbia  Oa.s 
Transmission  Corporation  and  Columbia 
Gulf  Transmi.<^s!on  Ci.c.pa:  y.  Michigan  Wis- 
consin F.pe  L-:;e  Ccli.;;.i1-v 
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PowTR    Agenda    7634th    Meetwg— June    16, 
1977  REcrLAB  Meeting — Part  II 

CP-1  Docket  No  ER77  383.  Appalachian 
Power  Company,  Ohio  Power  Company. 
Wheeling  Electric  Company,  Monongahela 
Power  Company  and  West  Penn  Company. 

CP-2  Docket  No  ER77-380,  Central  Illi- 
nois Public  Service  Company 

CP-3  Docket  No  ER77-386,  Upper  Penin- 
sula Power  Company. 

CP-4  Docket  No.  ER77-376,  Montaup 
Electric  Company. 

CP-5  Docket  No  ER77  168,  Southwestern 
Electric  F>ower  Company 

CP-6  Docket  No,  ES77  ,i3.  Upper  Penin- 
sula Generating  Company 

CP-7  Bureau  of  Land  Management, 
Sacramento,  California   iCA-3124). 

CP-8  Project  No  287,  North  Counties 
Hydro-Electric  Company. 

CP-9  Docket  No  DA  1 127— California  Bu- 
reau of  Indian  AJTalrs.  Lands  Withdrawn  In 
Power  Site  Cla.s.=;lflcation  No.   115. 

CP-10  Docket  No  DA-114 — Alaska  Bu- 
reau of  Indian  Affairs.  BrLstol  Bay  Native  Cor- 
poration. Lands  Withdrawn  in  Power  Site  Re- 
serve  No,   485  and  Power  Site  C!a.sslflcatlon 

No    463. 

CP   n     Docket    No.    ID   1584.    Anthony    E. 

Wallace 

CP-12  Docket  No.  ID-1810.  Robert  S 
Bromage 

CP-13  Docket  No  ID-1382,  Paul  H. 
Mehrtens. 

CP-14     Docket    No     ID   1B09,    Herbert    W 

CP-15  (A)  Docket  No  E-9587.  Upper 
Penlrwula  Power  Company,  Upper  Peninsula 
Generating  Company 

(B)  Docket  Nos  ER76  747,  ER76  748. 
ER76-749,  ER76-760.  ER76-751.  ER76  752  and 
ER76-753.   West  Texa.'i  Utilities  Companv 

(C(    Docket   No,    ER77  356,    Fnorlda    Power 
and  Light  Company. 
Miscellaneous  Agenda  7634th  Meeting — 

JfNE     16.     1977    RECtTLAR    MEETING— PART    II 

CM-1  (A)  Methow  River  Ba.sln  In 
Washington. 

(B)  Green  Subregion  Ohio  River  Basin 
Commissions  Comprehen.sive  Joint  Plan. 

(C)  Kentucky-Licking  Subregion  Ohio 
River  Bci-sln  Commissions  Comprehensive 
Coordinated  Joint  Plan 

(Di  The  Missouri  Basin  Water  Resources 
Plan. 

Gas  Agenda  7634th   Meeting — June   16. 
1977  REGtTLAR  Meeting — Part  U 

CG-1  Docket  No  RP77  97,  El  Paso  Nat- 
ural Gas  Company. 

CO-2  Docket  No  RP76-50,  Michigan  Wis- 
consin Pipe  Line  Company. 

CG-3  Docket  Nos  CI61-820,  et  al  ,  Gulf 
Oil  Corporation,  et  al 

CO-4  Docket  No.  CP77-337.  Algonquin 
Ga-i  Tr.m.smlsulon  Company. 

CG  5  Docket  No.  CP76-127.  Transconti- 
nental Gas  Pipe  Line  Corporation. 

CG  6  Docket  No  CP77-335.  Colorado  In- 
terstate Ga.s  Company 

CG  7  Docket  No.  CP77-306,  Cities  Service 
Gtks  Company. 

CG  8  Docket  No  CP75-7!.  Natural  Gas 
Pipeline  Company  of  America,  Transwestern 
Pipeline  Company. 

CG-9  Docket  No  CP66-180.  Tennessee 
Gas  Pipeline  Company,  a  Division  of  Tenneco 
Inc 

CG-10  Docket  No  RP76-137.  Tennessee 
Gw  Pipeline  Company,  a  divi-,ion  of  Tenneco 
Inc. 

Ca-11  Docket  No  CS71-33I,  et  al  , 
McRoran  Exploration  Co..  Burmont  Com- 
pany and  Pelmont  International.  Inc  ,  et  al. 

Kenneth  F.  Plitmb. 

Secretary. 


AGENCY  HOLDING  THE  MEETING: 
International  Trade  Commission. 

[USITC  SE-77-37A1 

FEDERAL  REGISTER  CITATION  OP 
PREVIOUS  ANNOUNCEMENT:   &-572- 

77.  June  7.  1977. 

PREVIOUSLY  ANNOUNCED  TIME 
AND  DATE  OF  THE  MEETING^  9:30 
a.m.,  June  9,  1977, 

CHANGES  IN  THE  MEETING:  Addi- 
tional item  added  to  the  agenda  as 
follows : 

8.  Consideration  of  action  Jacket  ID-77-25 — 
institution  of  Investigation  TA-203-3  (Stain- 
less Steel  and  Alloy  Tool  Steel). 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION : 

Kenneth   R    Mason,   Secretary,   202- 
523-0161. 

IS-637-77  Piled  5-9-77:3:55  pml 


Discussion. — ^Internal  Personnel  Matter,  in- 
cluding Relationship  with  Board  Members 
and  Staff. 

[S-642-77  Piled  6-9-77;4:31  pm| 


AGENCY  HOLDING  THE  MEETING: 
Railroad  Retirement  Board. 

"FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  June  9. 
1977  (42  FR  29617'. 

PREVIOUSLY  ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  10  a.m., 
June  14,  1977. 

CHANGES  IN  THE  MEETING:  Addi- 
tional item  to  be  considered  at  the  por- 
tion of  the  meeting  closed  to  the  public : 

(9)    Appeal  to  the  Board  of  denial  of  an- 
nuity application,  Joe  B.  Garee 

IS-633-77  Filed  6-9-77.2:19  pm| 


AGENCY    HOLDING   THE   MEETING: 

National  Science  Board. 

TIME  AND  DATE:  June  23-24, 1977. 
PLACE:  New  Mexico  Institute  of  Mining 
and    Technologj-,    Room    26,    Workman 
Hall.  Socorro.  New  Mexico. 
STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing Will  be  closed  to  the  public. 
MATTERS  TO  BE  CONSIDERED: 
MATTERS  TO  BE  CONSIDERED:  Por- 
tions open  to  the  public:   iJune  23,  8  to 
9:45  a.m.  and  4  to  5:30  p.m.;  and  June 
24,  10:30  a.m.  to  12:30  p.m. 

1.  Report-s— Chairman,  Director,  and  Board 
Committees. 

2.  NSP  Advisory  Groups— Reports  on  Meet- 
ings. 

3.  Proposed  Revision  of  Government  in  the 
Sunshine  Act  Regulations. 

4  Introduction  to  Planning  Environment 
Review. 

5  Reports  of  Task  Forces. 

Portions  closed  to  the  public: 

1.  Minutes — Closed   Session— 27th   Annual 
( 190th  I  Meeting. 

2.  Report  of  Ad   Hoc  Committee  on  NSP 

Staff  and  NSB  nominees. 

CONTACT    PERSON   FOR    MORE    IN- 
FORM.\TION: 

Miss  Vemice  Anderson.  202-632-5840. 

IS-645-77  FUed  6-1 0-77; 9: 48  am) 


[S-635-77  Piled  6-9-77:3  55  pm) 


AGENCY  HOLDING  THE  MEETING: 
National  Transportotion  Safety  Board. 
•FEDERAL  REGLSTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  42  FR 
29617,  June  9,  1977. 

PREVIOUSLY       ANNOUNCED      TIME 
AND    DATE    OF   MEETING:    June    16, 
1977,  2:30  p.m.  (NM-77-16a>. 
CHANGE  IN  THE  MEETING:  The  fol- 
lowing agenda  item  has  been  added: 


AGENCY  HOLDING  THE  MEETING: 
Railroad  Retirement  Board. 

'•FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  June  9. 
1977  (42  FR  29617 » 

PREVIOUSLY  ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  10  am  .  June 
14,  1977. 

CHANGES  IN  THE  MEETING:  Addi- 
tional items  to  be  considered  at  the  por- 
tion of  the  meeting  open  to  the  public: 

(10)  Payment  of  annuities  to  non-depend- 
ent husbands  and  widowers 

(11)  Revised   planning   for    implementing 
zero-base  budgeting  in  the  Board. 

[S-643-77  Piled  6-10-77:9:24  am| 


10 

AGENCY  HOLDING  THE  MEETING: 
Securities  and  Exchange  Commission. 

"FEDERAL  REGISTER"  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  June  2. 
1977,  42  FR  28222. 

PREVIOUS  ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  11  a.m..  June 
9,  1977. 

STATUS:  Closed  meeting. 
CHANGES  IN  THE  MEETING:  Addi- 
tional litigation  matter  considered. 
Chairman  Williams.  Commissioners 
Loomis.  Evans,  and  Pollack  determined 
that  Commission  business  required  con- 
sideration of  this  matter  and  that  no 
earlier  notice  thereof  was  possible. 

June  9,  1977. 

IS-641-77  Piled  6-9-77:4:00  pm) 
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AGENCY    HOLDING   THE   MEETING: 
Securities  and  Exchange  Commission. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  (3ovemment  in  the  Sun- 
shine Act.  Pub.  L.  94-^09,  that  the  Se- 
curities and  Exchange  Commission  will 
hold  the  following  meetings  during  the 
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week  of  June  13,  1977,  in  Room  825,  500 
North  Capitol  Street.  Washington.  D.C. 

A  closed  meetiiig  will  be  held  on  Tues- 
day, June  14,  1977.  at  10  a.m.  Open  meet- 
mg.s  will  be  held  on  Tuesday.  June  14. 
1977.  at  2:30  p.m.  and  on  Thursday,  June 
16.  1977.  at  10  a.m 

The  Commissioners,  their  legal  assist- 
ants, the  Secretary  of  the  Commission, 
and  recording  secretaries  will  attend  the 
closed  meetings.  Certain  staff  members 
who  are  responsible  for  the  calendared 
matters  may  be  present. 

Tlie  General  Counsel  of  the  Commis- 
sion, or  his  designee,  has  certified  that, 
in  his  opinion,  the  items  to  be  considered 
at  the  closed  meetings  may  be  so  consid- 
ered pursuant  to  one  or  more  of  the  ex- 
emptions set  forth  in  5  U.S.C.  552bic)  (4) 
(8»(9t<A>  and  HO'  and  17  (TFR  200.402 
(ai (4i (8) <9)  (it  and  'lOi. 

Chairman  Williams  and  Commission- 
ers Loomis.  Pollack,  and  Evans  voted  to 
hold  the  aforesaid  meetings  in  closed  ses- 
sion. 

The  .subject  matter  of  the  closed  meet- 
ing scheduled  for  Tuesday,  Jime  14, 
1977.  will  be: 

Formal  Orders  of  Investigation. 

Institution  of  Injunctive  Actions. 

In.sTllution  of  Administrative  Proceedings. 

Settlement  of  Administrative  Proceedings. 

Simultaneous  institution  and  settlement  of 
injunctive  actions  and  or  administrative 
proceedings. 

Other  litigation  matters. 

Referral  of  investigative  flies  to  Federal, 
State  or  Self  Regulatory  authorities. 

Regulatory  matters  arising  from  or  bearing 
enforcement  Implications. 

Consideration  of  the  transmittal  of  com- 
ments to  another  Federal  agency. 

Consideration  of  a  petition  to  lift  a  tem- 
porary suspension  pursuant  to  Rule  2(c) . 

The  subject  matter  of  the  open  meet- 
ing scheduled  for  Tuesday.  June  14.  1977. 
will  be: 

Oral  argument  of  appeals  of  Lamb 
Brotliers.  Inc,  and  Clyde  C  Lamb.  Jr. 
from  an  initial  decision  of  the  Commis- 
sion's Administrative  Law  Judge  'File 
No.  3-4706 )  and  from  adverse  decision  of 
the  Board  of  Governors  of  the  National 
A.ssociation  of  Securities  Dealers.  Inc. 
<  File  No.  3-4789  > . 

The  subject  matter  of  the  opeia  meet- 
ing scheduled  for  Tliursday.  June  16. 
1977,  wiU  be; 

1.  Consideration  by  the  Commission  of 
publication  of  Guide  4  to  the  Exchange  Act 
Guidelines;  which  would  permit  the  filing 
of  integrated  annual  or  quarterly  reports  to 
shareholders  when  certain  conditions  are 
met  in  satisfaction  with  the  reporting  re- 
quirements. 

2.  Consideration  of  proposal  to  adopt  Rule 
24e-2:  which  would  provide  an  optional 
method  for  calculation  of  registration  fees 
by  open-end  investment  companies  and 
unit  Investment  trusts  The  rule  has  the 
effect  of  requiring  registration  fees  for  only 
tiiose  shfires  or  units  registered  in  excess 
of  the  number  redeemed  or  repurchased  In 
the  previous  fiscal  year. 

3.  Consideration  by  the  Commission  of 
request  for  the  issuance  of  a  declaratory 
order  under  the  .Administrative  Procedure 
Act  with  respKjct  to  the  status  of  certain 
investment  companies  (the  "Funds"),  if 
mergers  are  attempted  through  direct  ex- 
change offers  by  the  Funds  to  shareholders 
in  inveetment  companies  whose  assets  are 
sought  to  be  acquired  by  the  F\inds. 


4  Recommendation  concerning  ccr:ain 
requests  by  Banner  Redi-Resources  Trust 
regarding  a  propoeed  distribution  arrange- 
ment 

5  Consideration  by  the  Commission  of 
adoption  of  Rules  17Ad-l  throvigh  17Ad-7, 
prescribing,  among  other  things,  the  times 
in  which  registered  transfer  agents  must 
turnabout  transfer  items  and  respond  to 
written  inquiries. 

6.  Consideration  of: 

(a)  Applications  pursuant  to  Section  12 
(f)(1)(C)  by  the  Philadelphia  Stock  Ex- 
change and  the  Pacific  Stock  Exchange  for 
unlisted  trading  privileges  in  certain  secu- 
rities traded  over-the-counter  only; 

(b)  Request  by  Pacific  Resources.  Inc.  for 
withdrawal  from  listing  and  registration  on 
the  PSE; 

(c)  Prt^Joeed  rule  changes  by  the  Phila- 
delphia Stock  Exchange  and  the  Pacific  Stock 
Exchange  to  exempt  from  their  off-board 
trading  restrictions  those  securities  which 
are  not  listed  and  registered  on  any  national 
securities  exchange  but  are  admitted  to  un- 
listed trading  on  those  exchanges  pursuant 
to  section  12(f)  (1)  (C). 

7.  Consideration  by  the  Commission  of 
proposed  rule  change  concerning  SR-CBOE- 
77  6.  which  deals  with  procedures  for  the 
appointment  of  Board  Brokers  and  assess- 
ment of  fees  for  memiier^s  use  of  board 
broker  services.  This  proposed  rule  change 
would  ( 1 )  provide  for  the  award  of  Board 
Broker  apF>ointments  on  the  basis  of  com- 
petitive bidding.  (2)  provide  for  compensa- 
tion of  Board  Brokers  by  the  exchange  and 
(3)  empower  the  CBOE  to  set  and  collect 
fees  from  members  for  services  performed 
by  Board  Brokers. 

8.  Consideration  by  the  Commission  of 
adoption  of  Rule  I9d-l.  2,  and  3.  and  I9h-1 
under  the  Securities  Exchange  Act  which 
would  prescribe  form  and  contents  of  notices 
to  be  filed  with  the  Commission  by  self- 
regulatory  o'-ganizatlons  to  discipline  their 
members  and  their  officials  and  employees: 
the  admission  to  or  continuance  In.  mem- 
bership of  persons  who  are.  or  members  who 
are  a.ssoclated  with,  disqualified  persons;  and 
procedures  for  stays  of  dlsciplinan.-  sanc- 
tions or  summary  suspensions  and  appeals 
to  the  Commission  from  self-regulator>'  or- 
ganizations" Imposed  disciplinary  sanctions. 

9.  Consideration  by  the  Commission  con- 
cerning the  two  rating  requirement  qualify- 
ing commercial  paper  for  preferential  hair- 
cut treatment  pursuant  to  Rule  15c3-l(c)  (2) 
(vl)(E).  Specifically,  the  Commission  will 
consider  the  appropriateness  of  the  "two 
ratings"  presently  required  by  the  Rule  for 
the  purposes  of  qualifying  short  term  com- 
mercial paper  of  high  quality  for  the  reduced 
haircut  treatment  available  under  that  pro- 
vision and  the  existing  temporary  qualified 
suspension   of   the   provisions   of   the   Rule. 

10.  Consideration  by  the  Commission  con- 
cerning the  solicitation  of  comments  on  a 
number  of  issues  related  to  d )  accounting 
practices  required  to  be  developed  for  the 
reporting  of  energy  dat«  to  the  Federal  En- 
ergy Administrator  by  domestic  producers  of 
crtide  oil  or  natural  gas  pursuant  to  Title  B 
of  Pub.  L  94-163,  the  Energy  Policy  and 
Con.servation  Act.  and  (2i  disclosure  of  fi- 
nancial and  operating  data  by  registrants 
engaged  in  the  oil  and  gas  industry. 

11  Affirmation  of  Duty  Officer"s  approval  of 
transmission  to  the  Office  of  Management 
and  Budget  of  a  letter  of  comment  expressing 
Commission  views  with  respect  to  H.R  1180, 
a  bill  which  would  place  certain  reporting  re- 
quirements upon  individuals  who  engage  In 
lobbying  communications  with  federal 
officlaLs. 

June  9.  1977. 

I S-640-77  Plied  6-9-77: 3 :65  pm  I 
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AGENCY    HOLDING    THE    MEETING: 
Securities  and  Exchange  Commiiislon. 

FEDERAL    REGISTER    CITATION    OP 
PREVIOUS  ANNOUNCEMENT:  June  2. 


19"; 


42  FR  28"J22. 


PREVIOUS  .ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  2:30  p.m.. 
June  9.  1977. 

CHANGES  IN  THE  MEETING:  -Addi- 
tion of  the  following  item  to  the  open 
meeting ; 

1.  Consideration  by  the  Commission  of 
the  Division  of  Market  Regulations  request 
for  authorization  to  respond  to  the  Ameri- 
can Stock  Exchange.  Inc.  regarding  the 
latters  request  that  the  Commission  recon- 
sider Its  decision  to  Institute  disapproval 
proceedings  in  respect  of  the  Exchange? 
alternate  listing   standards  proposal 

Chairman  Williams.  Commissioners 
Loomis.  Evans,  and  Pollack  determined 
that  Commission  business  required  con- 
sideration of  this  matter  and  that  no 
earlier  notice  thereof  was  possible 

June  8.  1977. 

lS-634-77  Filed  6-9-77.2   19pm| 
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AGENCY  HOLDING  THE  MEETING. 
Federal  Trade  Commission. 

FEDER.'\L  REGISTER  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  42  F.R. 
29616,  June  9,  1977. 

PREVIOUSLY       ANNOUNCED      TIME 
AND  DATE  OF  THE  MEETING:  10  a,m  . 
Tu«>duy,  June  14.  1977. 
CH-ANGES   IN   THE   MEETING:    Addi- 
tion to  agenda : 

(2)  Consideration  of  staff  recommenda- 
tions regarding  authorization  of  compulsory 
process  and  6(b)  Special  Reports  In  a  non- 
public Investigation. 

IS-646-77  PUed  6-10-77:10:20  am) 
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AGENCY    HOLDING    THE    MEETING: 

Indian  Claims  Commission. 

TIME  AND  DATE:   10:15  a.m  .  June  22, 

1977 

PLACE:   Room  60,   1730  K  Street.  NW.. 

Washington.  DC. 

STATUS:  Open  to  the  Public 

Docket  22-C.  Lipan  Apache  <tw"0 
items  I . 

Docket  247.  Seminole,  and  Docket  277. 
Creek. 

Docket  272,  Creek. 

FOR  MORE  INFORMATION ; 

David  H    Bipelow   Executive  Director. 
Room  640.  1720  K  Street.  NW..  Wash- 
ington. DC    20006.  Tel.  202-653-6184. 
IS-648-77  Piled  •-10-77:11:17  ami 
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ACIMN^V  HOIX)rNG  THE  MEETING: 
United  State  Intematior.il  Trade  Com- 
mission. 

FEDER.\L    RiXHSrii:    CITATION    OF 
PREVIOUS  ANNOL'NX'KMENT     S-572- 
77  (6/7/77)  42  m  JiH4'i 
PRE\''IOU?I.V   \NNUl'NCKD  time  AND 
DATE    Oi-    THK    MEErriNG      L<  30    a  in 
June  16,  1977 

CHANGES  IN  THi:  MEETING  Addi- 
tional item  added  l.>  tii!'  .i^-i'i.da  -u^  ioi- 
lows : 

10.     Consideration     of     luvestigation 
332-83    (Customs   Oversight) — see  staff 
report  distributed  Jur.e  8,  iy7  7 
CONTACT    PEE.SON    I'Oi:    MOET:    IN- 
FORMATION 


M. 


reuirv.    20; 


Kenneth    }l 
523-0161. 

(S~647-77  Filed  6  10-77;  11   04  am) 
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AGENCY    HOLDING     niE    MEE-IING 
Overseas   Private   Investment   Corpora- 
tion. 

TIME  AND  DATE:  Meeting  of  the  OPIC 
Board  of  Directors;  Tuesday  June  14, 
1977  at  9:00  a.m. 

PEACE     Offices  of  ti;e  Cov\h)v.aion.  7th 
laoor    Board    Room.    1129,    i^nh    Street 
NW.,  Washington,  DC. 
S  r.\I"L'.-^    T;:e  meeting  will  be  closed  to 
the   ;>■;;  l;- 
MAITEIiri   TO   BE  DISCUSSED: 

1    Pokey   utul   Legislative  R.eeopair.cii- 
dations  to  President  Carter 

2.  Insurance  of  AIncan  Project. 
[S-651-77  Filed  6-10-77;  12   IJ  prnj 
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AGENCY  HOLJDING  I'HE  MEETING: 
Postal  Rate  Commission. 

TTDER-Ai  REGISTER  CITATION  OF 
PREVIOUS  ANNOUNCEMENT:  Notice 
.sent  to  Federal  Register  on  June  6,  1977. 
Piibli.-iied  June  10.  1977  (42  PR  30024). 

PREVIOUSLY  ANNOUNCED  TIME  AND 
DATE  OF  THE  MEETING:  9:30  ajn. 
Wednesday,  June  8,  1977. 

STATUS:  Part  of  the  meeting  is  open; 

part  is  closed. 

CHANGES  IN  THE  MEETING:  Addi- 
tional matters  to  be  considered  at  the 
portion  of  the  meeting  open  to  the 
pubhc : 

6.  Two  draft  letters  to  Chainnan  Rob- 
ert N.  C.  Nix,  Committee  on  Post  OfiQce 
and  Civil  Service,  one  commenting  on 
H.R.  2733,  the  other  on  H.R.  3928. 

Further  requests  for  information 
should  be  directed  to  Mr.  Ned  Callan,  In- 
formation Officer  for  the  Postal  Rate 
Commission  by  calling  202-254-5614. 

[S-649-77  Piled  6-10-77;  11: 18  am] 
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ACiENCV    HOLDING    THE    MEETING: 
Securities  and  Exchange  Commission. 

TIME  AND  DATE:  June  9,  1977,  5  p.m. 

PLACE:    Room   825,   500  North  Capitol 
Street,  Washington,  D.C. 

STATX'S-  Cl.>spd  meeting. 

The  Comnii.s,sion  met  at  5  pjn.  on 
Thursday.  June  9.  1977,  to  consider  a  liti- 
Kation  matter. 

Chairman  Williams,  Commissioners 
Loomis,  Evan.=;.  and  Pollack  determined 
that  Comniis.sion  business  required  con- 
sideration of  this  matter  and  that  no 
earlier  notice  tnereof  wa^  possible. 

Jl.ne  10,  1977. 

[3-650-77  Piled  6-10-77;  11 :18  am J 
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AGENCY  HOLDING  MEETING.  Civil 
Service  Commission. 

TIME  AND  DATE  OF  MEETING  ■  9  a  m., 
June  21,  1977. 

PLACE:  Commlsisoners'  Meeting  Room, 
Ro<Mn  5H09  (fifth  floor),  1900  E  Street 
NW.,  Washington,  D.C. 

STATUS:  Open. 

MATTERS  TO  BE  CONSIDERED: 

(1)  Policy  with  regard  to  regularly- 
scheduled  open  meetings. 

(2)  Creation  of  Policy  AnalysLs  Group 
and  Staff  Policy  Advisory  Committee. 

(3)  Division  of  leadership  and  over- 
sight responsibilities  among  Uie  Com- 
missioners. 

(4)  Continuation,  modification,  or  re- 
vocation of  Department  of  Defense 
Overseas  Dependent  Hiring  Authority 
(Schedule  A) . 

(5)  Recommendations  of  tiie  Task 
Force  on  Merit  SUifflng  Review  Recom- 
mendations. (It  is  anticipated  that  con- 
sideration of  this  agenda  item  will  con- 
tinue to  the  next  meeting  proposed  to 
be  held  on  June  28,  1977,  > 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Georgia  Metropulos.  Office  of  the  Ex- 
excutlve  Assistant  to  the  Commissioners 
(202-632-5556) . 

United  St.^tes  Civil  Serv- 
ice Commission. 
James  C.  Spry, 

Execnitwp  Assistant  to 
the  Commissioners. 

[S-657-77  FUed  6-13-77, 10:02] 
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PROPOSED   RULES 


COMMODITY   FUTURES   TRADING 
COMMISSION 

[  17CFR  Part  9] 

COMMISSION  REVIEW  OF  EXCHANGE  DIS- 
CIPLINARY OR  OTHER  ADVERSE  ACTION 

Proposed  Procedures  and  Standards 

AGELNCY:  Commodity  Futures  Trading 
Commission. 

ACTION:  Notice  of  proposed  rulemaking. 

SUMMARY:  The  Commodity  Futures 
Trading  Commission  propose.^  to  adopt 
rules  to  implement  section  8c  of  the 
Commodity  Exchange  Act,  as  amended, 
7  U.S.C.  "l2c  iSupp.  V,  19751.  which 
grants  the  Commission  broad  power  to 
review  exchange  disciplinary  and  other 
adverse  action  upon  application  of  the 
person  who  is  the  subject  of  the  ex- 
change action  or  upon  the  Commission's 
own  motion.  The  proposed  rules  set  forth 
the  procedures  and  the  standards  under 
which  review  would  be  instituted  and 
conducted  in  those  cases  where  a  person 
applies   to  the  Commission  for  review. 

DATES:  Comments  must  be  received  on 
or  before:  July  14.  1977.  Proposed  effec- 
tive date:  September  1,  1977. 

ADDRESS:  Comments  on  the  proposal 
should  be  sent  to:  Commodity  Futures 
Trading  Commission,  2033  K  Street  NW., 
Washington,  D.C  20581.  Attention: 
Secretariat. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dennis  Carluzzo  or  Loren  Hershey. 
Office  of  General  Counsel.  Commodity 
Futures  Trading  Commission,  2033  K 
Street  NW.,  Washington,  DC.  20581, 
telephone  202-264-9880. 

SUPPLEMENTARY  INFORMATION: 
The  proposed  rules  are  divided  into  four 
subparts.  Subpart  A  includes  various 
general  provisions  and  definitions  appli- 
cable to  the  rules.  Subpart  B  prescribes 
the  form  and  manner  of  the  notice  which 
an  exchange  must  provide  to  the  Com- 
mission and  to  a  person  who  is  the  sub- 
ject of  an  exchange  di.sciplinary  action. 
Section  8ct  1 1  of  the  Act  provides  that: 

(At  Any  exchange  or  the  Commission  If 
the  exchange  falls  to  act.  may  suspend,  expel, 
or  otherwise  discipline  any  person  who  Is  a 
member  of  that  exchange,  or  deny  any  per- 
son access  to  the  exchange.  Any  such  action 
shall  be  taken  solely  In  accordance  with  the 
rules  of  that  exchange. 

(B)  Any  suspension,  expulsion,  discipli- 
nary, or  access  denial  procedure  established 
by  an  exchange  rule  shall  provide  for  written 
notice  to  the  Commission  and  to  the  person 
who  Is  suspended,  expelled,  or  disciplined,  or 
denied  access,  within  thirty  days,  which  In- 
cludes the  reasons  for  the  exchange  action 
in  the  form  and  manner  the  Commission 
prescrlbe.s.  Otherwise  the  notice  and  reasons 
shall  be  kept  confidential. 

The  CommL«sion  has  reviewed  numer- 
ous notices  of  disciplinary  action  which  it 
has  received  under  section  8(ch1)(B). 
Based  on  that  review,  the  Commission 
has  found  that  some  of  the  notices  have 
failed  to  provide  information  sufficient 
to  determine  the  reasons  for  the  ex- 
change action.  Also,  inquiries  from  con- 


tract markets  and  from  persons  who 
have  been  disciplined  indicate  that  the 
Commission  should  clarify  the  standards 
under  which  confidentiality  of  the  notice 
should  be  maintained. 

Subpart  B  sets  forth  the  information 
required  to  be  set  forth  in  the  notice, 
which  the  Commission  believes  adequate 
concerning  the  exchange's  disciplinary 
action.  It  would  also  delay,  except  in 
specified  circumstances,  the  imposition 
of  exchange  disciplinary  action  for  ten 
days  after  the  notice  of  disciplinary  ac- 
tion is  sent  to  the  Commission  in  order 
to  permit  the  person  disciplined  suffi- 
cient time  to  apply  to  the  Commission 
for  a  stay  of  the  disciplinary  action. 
Subpart  B  further  defines  the  scope  of 
the  exchange's  responsibility  to  maintain 
the  confidentiality  of  the  notice  and  rea- 
sons of  the  disciplinary  action. 

Sectioi^s  8c (2)  and  (3)  of  the  Act  pro- 
vide that: 

(2)  The  Commission  may.  In  its  discretion 
and  In  accordance  with  such  standards  and 
procedures  as  it  deems  appropriate,  review 
any  decision  by  an  exchange  whereby  a  per- 
son is  suspended,  expelled,  otherwise  disci- 
plined, or  denied  access  to  the  exchange.  In 
addition,  the  Commission  may.  In  Its  discre- 
tion and  upon  application  of  any  person  who 
is  adversely  affected  by  any  other  exchange 
action,  review  such  action. 

(3)  The  Commission  may  affirm,  modify, 
set  aside,  or  remand  any  exchange  diclsion 
ii  reviews  pursuant  to  subsection  (2) .  after  a 
determination  on  the  record  whether  the  ac- 
tion of  the  exchange  was  In  accordance  with 
the  policies  of  this  Act.  Subject  to  Judicial 
review,  any  order  of  the  Commission  en- 
tered pursuant  to  sut)sectlon  (2)  shall  gov- 
ern the  exchange,  in  Its  further  treatment 
of  the  matter. 

Subparts  C  and  D  of  the  proposed 
rules  establish  the  procedure  for  Com- 
mission review  of  exchange  action  upon 
application  of  an  affected  person.  The 
procedure  is  designed  <  1)  to  provide  the 
applicant  with  an  adequate  opportunity 
to  present  the  reasons  that  he  feels  that 
the  specific  exchange  action  does  not  ac- 
cord with  the  policies  of  the  Act;  (2)  to 
establish  a  mechanism  for  the  prompt 
review  of  exchange  action;  and  (3)  to  en- 
sure that  the  Commission  will  have  be- 
fore it  all  relevant  information  that  Is 
necessary  for  it  to  review  the  exchange 
action.  In  this  regard,  subpart  D  provides 
that  the  Commission  may  remand  the 
action  to  the  exchange  for  further  pro- 
ceedings or  to  adduce  additional  infor- 
mation. Subpart  D  also  sets  forth  the 
standards  which  the  Commission  will 
use  to  review  the  exchange  decision. 

The  Commission  has  an  obligation  to 
ensure  that  an  exchange  is  fulfilling  its 
self-regulatory  responsibilities  in  its  im- 
position of  disciplinary  sanctions.  If  the 
Commission  has  reason  to  believe  that 
an  exchange  disciplinary  action  may  not 
have  been  in  accordance  with  the  poli- 
cies of  the  Act,  the  Commission  may  un- 
dertake review  of  that  exchange  action 
on  its  own  motion.  However,  the  Com- 
mission is  not  proposing  at  this  time  to 
adopt  specific  procedures  to  govern  re- 
view on  its  own  motion. 

Interested  persons  are  invited  to  par- 
ticipate in  tliis  iiUemaking  procedure  by 
submitting    written    comments    to    the 


Commodity  Futures  Trading  Commis- 
sion, 2033  K  Street.  NW.,  Washington. 
D.C.  20581,  Attn:  Secretariat.  .^1  com- 
ments submitted  on  or  before  July  14. 
1977  win  be  considered  by  the  Commis- 
sion before  taking  action  on  the  proposed 
rules.  All  comments  submitted  to  the 
Commission  wUl  be  available  for  public 
inspection. 

Discussion  of   the   Provisions   of  the 
Proposed  Rules 

subpart  a general  provisions 

Proposed  §  9.1  sets  forth  the  scope 
and  purpose  of  the  rules.  Propased  §  9.2 
defines  various  terms  used  in  the  pro- 
posed rules.  It  defines,  among  other 
terms,  "disciplinary  action"  as  any  sus- 
pension, expulsion  or  other  discipline 
imposed  on  any  member  of  an  exchange 
by  that  exchange  or  any  action  by  an 
exchange  which  denies  access  to  the  ex- 
change to  any  person.'  A  minor  sanction 
imposed  for  violation  of  exchange  rules 
of  decorum  and  similar  rules  Ls  excluded 
from  the  definition  of  disciplinai->-  ac- 
tion. "A  disciplinary  proceeding"  is  de- 
fined as  any  formal  or  informal  proceed- 
ing by  an  exchange  which  results  in  a 
disciplinary  action.  "Exchange"  means 
any  contract  market  designated  as  such 
by  the  Commission.  "Member  of  an  ex- 
ciiange"  includes  both  the  person  who 
is  admitted  to  exchange  membership  or 
has  been  granted  membership  privileges 
and  employees,  Officers  and  other  affili- 
ates of  that  person.  A  "party"  includes 
both  the  person  who  has  been  the  sub- 
ject of  a  disciphnarj-  action  or  other 
adverse  action  by  an  exchange  and  that 
exchange.  "Record'  'is  defined  ba.'^ically 
to  include  all  evidentiary  and  other  doc- 
uments compiled  by  an  exchange  in  the 
course  of  any  proceeding  resulting  in  a 
disciplinary'  or  other  adverse  action,  in- 
cluding the  record  which  the  exchange 
is  required  to  maintain  in  accordance 
with  Commission  regulations.  Currently. 
regulation  1.51<b>,  17  CFR  ISl^b) 
(1976)  sets  forth  these  requirements  in- 
sofar as  exchange  disciplinary  actions 
are  concerned.  However,  the  Commission 
Ls  proposing  a  new  Part  8  of  its  regula- 
tions which  would  substantially  revise 
those  requirements.  See  42  FR  11142 
(February  25.  1977). 

Proposed  §  9.3  incorporates  by  refer- 
ence certai«  provisions  of  the  Commis- 
sion's rules  of  practice.- 


'  A  denial  of  membership  in  an  exchange 
la  a  denial  of  access  within  the  meaning  of 
section  8c  and  Is  therefore  governed  by  the 
proposed  rules.  The  privileges  of  exchange 
membership  that  an  applicant  Is  denied  are 
preci=^ely  the  privileges  which  a  member 
losses  when  suspended  or  expelled,  with 
which  section  8c  Is  fundamentally  concerned. 
Unless  the  context  Indicates  the  contrary, 
disciplinary  action  is  used  in  this  notice  to 
include  a  denial  of  access  to  the  exchange. 

•17  CFR  Part  10  (1976).  These  provi.sions 
Include  regulations  governing  the  Commis- 
sion's business  address  (§  10.4),  the  compu- 
tation of  time  (§  10.5).  changes  In  the  time 
permitted  for  filing  (§10.40).  the  date  of 
entry  of  orders  (S  10.7).  ex  parte  communi- 
cations (§  10.10).  appearance  In  proceedings 
(§  10.11).  and  the  service  and  filing  of  docu- 
rnenta  (§10.12  (a),  (b).  (c).  (d),  (e)(1)- 
(e)4).  (e)(6).  (f)). 
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Proposed  §  9  4  provides  that,  if  either 
party  fails  to  file  any  document  or  make 
any  appearance  which  would  be  required 
by' the  proposed  rules,  the  Commission 
niay  dismiss  the  proceeding  before  it,  or, 
based  on  the  record  before  it.  affirm, 
modify  or  set  aside  the  exchange  deci- 
sion or  remand  the  matter  for  further 
proceedings  before  the  exchange,  as  it 
deems  appropriate. 

Proposed  ?  9  5  deals  with  settlement 
cf  review  proceedings  which  have  been 
sought  or  irtstituted  and  permits  the  par- 
ties to  propo.=;e  offers  of  settlement  which 
shall  be  filed  with  the  Commission.  The 
section  prescribes  the  various  matters 
which  must  be  included  in  any  offer  of 
settlement.  The  Commission  may,  in  its 
discretion,  accept  or  reject  an  offer  of 
settlement.  If  the  Commi-^sion  accepts 
the  offer,  the  proceeding  before  the 
Commission  would  terminate  as  to  all 
parties.  If  the  Commission  should  reject 
an  offer  of  settlement,  the  offer  of  .settle- 
ment will  be  deemed  withdrawn  and  will 
not  con.stitute  either  an  admission  or 
waiver  in  the  proceeding  before  the 
Commission.  A  rejected  offer  may  not 
be  used  in  any  manner  in  the  Commis- 
.sion's  review  or  before  the  exchange  if 
the  proceeding  is  remanded  to  it. 

Proposed  ?  9.6  provides  that  in  a  par- 
ticular cse  the  Commission  may  waive 
any  of  the  proposed  rules  if  it  determines 
that  no  party  will  be  prejudiced  and  that 
the  ends  of  justice  will  be  served. 

SUBPART  B — NOTICF  OF  DISCIPI-INARY 
PROCEEDING 

As  noted  above,  section  8cn  » (A)  of  the 

Act  requires  that-  any  exchange  di.scipli- 
nar>'  action  shall  be  taken  solely  in  ac- 
cordance with  the  rules  of  the  exchange. 
Section  8ci1iiB)  empowers  the  Com- 
mission to  prescribe  the  form  and  man- 
ner of  the  written  notice  which  the  ex- 
change must  provide  within  thirty  days 
to  the  person  who  is  the  subject  of  ex- 
change disciplinary  action  and  to  the 
Commission. 

So  that  the  Commission  and  the  per- 
son who  is  the  subject  of  the  exchange 
disciphnary  action  ran  be  fuilv  apprised 
of  the  nature  of  and  the  reasons  for  the 
exchange  action,  proposed  §  9.11  requires 
that  the  wTitten  notice  tnclude  the  name 
of  the  person  again<:t  whom  the  discipli- 
nary action  was  taken:  the  reasons  for 
the  exchange  action,  together  with  an 
enumeration  of  the  rules  which  the  per- 
son who  was  subject  to  the  disciplinary 
action  was  charged  with  having  violated; 
a  statement  of  the  conrlu'-ions  and  find- 
ing made  by  the  exchange  with  regard 
to  each  rule  violation,  and  the  terms  of 
the  disciplinary  action  imposed  on  the 
person.  The  notice  should  state  the  spe- 
cific underlying  violations,  e.g..  unlawful 
trading,  as  well  as  the  section  number  of 
the  rule.'  The  exchange  must  provide  no- 
tice to  the  person  who  was  the  subject 
of  the  disciplinary  action  either  in  per- 


In  lieu  of  the  written  notice,  proposed 
§  9.11  permits  the  exchange  to  provide  a 
written  decision  which  accords  with  pro- 
posed §  8.12  of  the  Commission's  rules.  See 
42  F.R.  11142.  11147  (February  25.  1977). 


son  or  by  mail  at  his  last  known  address. 
Notice  to  the  Commission  may  be  de- 
livered in  person  or  by  mail  to  the  Com- 
mission's principal  office  in  Washington, 
DC.  to  the  attention  of  the  Division  of 
Trading  and  Markets. 

Infonnation  contained  in  the  Written 
notice  may  require  clarification.  Ac- 
cordingly, proposed  §  9.11<c)  enables  the 
Division  of  Trading  and  Markets  to  re- 
quest that  the  exchange  furnish  infor- 
mation in  addition  to  that  contained  in 
the  written  notice,  which  may  include 
the  record  and  a  brief  statement  of  the 
evidence  and  testimony  adduced  to  sup- 
port the  exchange's  finding  that  a  rule 
or  rules  of  the  exchange  have  been  vio- 
lated. If  the  Division  requests  additional 
infonnation.  the  exchange  must  provide 
such  information  within  thirty  days  of 
the  request.  The  exchange  must  also 
provide  a  copy  of  the  additional  informa- 
tion sent  to  the  Commission  to  the  per- 
son who  was  the  subject  of  the  disciph- 
nary action. 

Proposed  ?  9.11'd  requires  that  both 
the  written  notice  and  the  additional  in- 
formation are  to  be  certified  as  true  and 
correct  by  a  duly  authorized  officer  or 
agent  of  the  exchange  who  has  knowl- 
edge of  the  disciplinary  action  This  pro- 
vision IS  necessary'  to  ensure  that  tlie  ex- 
change  will  review  carefully  the  notices 
and  information  required  to  be  furnished 
under  Section  8c  and  the  proposed  rules. 
Section  8c'1  Bi  of  the  Act  requires 
that  the  exchange  must  provide  the  no- 
tice of  disciplinary  action  to  both  the 
Commission  and  the  person  who  was  the 
subject  of  disciplinarv  action  within 
thirty  days  Propased  5  9.12(a)  provides 
that  no  exchange  disciplinary  action  may 
become  effective  until  at  least  ten  days 
after  the  notice  is  sent  to  the  Commis- 
sion. This  delay  would  permit  the  person 
who  is  the  subject  of  a  disciplinary  ac- 
tion time  to  apply  to  the  Commission  for 
a  stay  of  the  disciplinary  action  in  cases 
where  tlie  applicant  beheves  that  imme- 
diate imposition  of  the  disciphne  might 
cause  substantial  hardship. 

However,  the  Commission  is  aware  that 
situations  may  ari.se  in  which  the  integ- 
rity  of  the  exchange   or  the  contracts 
traded  thereon  can  be  called  into  ques- 
tion and  that,  in  such  circumstances,  an 
exchange  may  be  required  to  take  prompt 
disciplinary  action.  Tlierefore,  proposed 
5  9.12ia>    further  provides  that  the  ex- 
change may  cause  tlie  disciplinary  action 
to  become  effective  bctore  the  ten  day 
period  in  the  following  circumstances: 
if  the  person  who  is  the  subject  of  the 
disciplinary  action  has  consented  to  the 
sanction  to  he  imposed  or  if  tlie  exchange 
makes  a  finding  that  1 1  >  the  person  upon 
whom  the  disciplinary  action  Is  imposed 
has  failed  to  perform  contracts,  is  insol- 
vent or  in  such  financial  or  operational 
condition,  or  is  conducting  business  in 
such  a  manner,  that  to  permit  him  to 
continue   in   operation   would  endanger 
customers    or   creditors,    the   exchange, 
members  of  the  exchange,  or  the  clear- 
ing  mechanism   of   the   exchange:    (2> 
prompt  disciplinary  action  is  necessar>' 
to  prevent  tmdue  adverse  effects  on  the 
trading  or  the  prices  of  contracts  traded 


on  xhe  exchange;  or  i3»  conditions  or 
circumstances  exist  which  permit  prompt 
disciplinary  action  and  which  are  speci- 
fied in  an  exchange  rule  approved  by  the 
Commission.  The  Commission  specifically 
requests  comments  on  these  proposals 
and  on  whether  any  other  circumstances 
that  would  permit  the  exchange  to  take 
action  before  the  end  of  the  ten  day 
period  would  be  appropriate. 

If  an  exchange  determines  under  pro- 
posed 5  9  12ia)  to  take  disciplinary  ac- 
tion t)efore  ten  days  have  elapsed,  pro- 
posed ?  9  12ib>  requires  the  exchange  to 
r  otify  both  the  Commission  and  the  per- 
.'^on  acain.<;t  whom  the  disciplinary  action 
IS  taken  immediately  by  telegram,  stating 
the  reason.s  for  which  the  exchange  has 
determined  that  it  must  accelerate  the 
effective  date  of  the  disciphnary  action. 
The  Commission  believes  that  notice  by 
telegram  to  the  Commission  and  to  the 
person  disciplined  followed  by  a  letter  to 
both  the  Commission  and  that  person 
stating  the  reasons  underlying  the  ex- 
change action  would  be  sufficient  notice 
■under  proposed  >  9.12<b). 

Section  8c'li'B'  of  the  Act  requires 
that  the  notice  prj\ided  to  the  Com- 
nussion  and  the  person  disciphned  by  the 
exchange  and  the  reasons  for  the  ex- 
change action  otherwise  "shall  be  kept 
confidential."  On  July  11,  1975.  the  Com- 
mission stated  its  view  that.  Section  8c 
does  not  require  that  the  Commission 
keep  tlie  disciplinary  action  information 
confidential.  The  Commission  noted  the 
strcKig  public  interest  to  be  served  by  the 
release  of  information  regarding  ex- 
change disciplinary  actions  and  that  the 
confidentiality  requirement  was  impased 
on  the  exclianges  in  order  to  permit  the 
Commission  time  to  exercise  its  Section 
8c  review  powers  prior  to  public  release 
of  that  information.  40  FR  30155  (July 
17,   1975'. 

On  November  4,  1976.  the  Commission 
published  a  letter  which  further  de- 
lineated its  pohcy  with  regard  to  the 
confidentiality  of  notices  provided  to  it 
under  section  8c  1 1)  (B> .  The  letter  stated 
that,  as  a  general  practice,  the  Commis- 
sion would  make  all  exchange  disciplin- 
ary actions  public  within  five  days  of  re- 
ceipt of  the  notice.  This  five  day  period 
would  permit  the  Commission  staff  op- 
porttmity  to  review  the  notice  and  any 
request  for  confidentiality  in  order  to  de- 
termine whether  there  is  any  reason  the 
notice  should  not  be  made  public.  Absent 
such  reason  the  notice  would  be  placed  in 
the  Commission's  pubUc  flies  and  the 
exchange  would  be  free  to  disseminate 
tiie  information.  41  FR  48562  (November 
4.  1976). 

Proposed  §  9.13  would  implement  the 
Commission's  policy  with  certain  modifi- 
cations. Section  9.13(a)  would  require 
the  exchange  to  keep  confidential  all  in- 
formation required  to  be  contained  in 
the  notice  i  including  the  reasons  for  the 
exchange  action*  until  the  information 
is  placed  in  the  Commission's  public  files 
-or  otheru-ise  becomes  public  through  no 
act  of  the  exchange.  To  the  extent  the 
person  who  Is  the  subject  of  the  disciph- 
nary action  makes  the  exchange  disci- 
plinary information  public,  the  exchange 
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would  therefore  be  free  to  disseminate 
tiie  ui/omiation.  The  exchange  would  be 
notified  when  information  is  placed  In 
tiie  Commission's  public  files  under 
5  9.13. 

Under  proposed  §  9.13(bi  the  Division 
of  Trading  and  Markets  will  place  the 
notice  in  the  Commissions  public  files 
within  five  business  days,  unless  the  ex- 
change or  the  person  disciplined  has  re- 
quested confidential  treatment  of  any 
information  contained  m  the  notice.  In 
that  event,  the  treatment  to  be  accorded 
such  information  will  be  governed  by 
the  applicable  provisions  of  the  Commis- 
sion's rules  implementing  the  Freedom 
of  Information  Act  and  the  Privacy  Act, 
5  U.S.C.  552  and  552a.'  Thus,  the  staff 
will  review  the  notice  to  determine 
whether  there  ls  any  reason  the  notice 
should  not  be  made  public  only  at  the 
request  of  the  exchange  or  the  person 
disciplined.  Subject  to  these  provisions 
of  !!  9.13(b> .  if  the  exchange  has  imposed 
discipline  for  any  of  the  reasons  enumer- 
ated in  proposed  ?  9.12ia>  i  li ,  (2)  or  (3) , 
the  Division  may  place  the  notice  of  dis- 
ciplinary proceeding  in  the  Commission's 
public  files  immediately  if  the  exchange 
so  requested  m  the  written  notice. 

SUBPART      C — INITIAt.      PROCEDURE      WITH 
RESPECT   TO   APPLICATIONS    FOR    REVIEW 

Proposed  §  9  21 '  a  >  provides  that  a  per- 
son desiring  Commission  review  of  ex- 
change disciplinary  action  or  other 
adverse  action  must  apply  to  the  Com- 
mission within  thirty  days  after  the  no- 
tice of  the  exchange  disciplinary  action 
has  been  mailed  to  the  person's  last 
known  address  or  within  thirty  days  of 
the  other  adverse  action.  Proix)sed  §  9.21 
(bi  specifies  that  the  application  should 
Include,  among  other  things,  a  concise 
statement  of  all  the  facts  which  would 
be  relevant  to  the  Commission's  consid- 
eration of  the  application  including,  If 
known,  the  date  on  which  the  discipli- 
nary or  other  adverse  action  was  imposed 
by  the  exchange;  the  nature  of  the  disci- 
plinary or  other  adverse  action  imposed 
and  the  specific  relief  sought:  and  a 
statement  of  the  reasons  why  the  appli- 
cant believes  that  the  exchange  action 
was  not  in  accordance  with  the  policies 
of  the  Act,  and  the  specific  facts  which 
support  tho.se  reasons.  Under  proposed 
5  9.12(0)  the  application  must  also  in- 
clude an  afiBdavit  showiiig  that  a  copy 
of  the  application  has  been  served  on  the 
exchange  concurrently  with  its  filing 
with  the  Commission, 

Section  8c<  4  >  of  the  Act  authorizes  the 
Commission,  in  its  discretion,  to  stay  any 
exchange  action  which  results  in  any 
member  being  suspended,  expelled,  or 
otherwise  disciplined  or  in  any  person's 
being  denied  access  to  the  exchange, 
pending  Commission  review.  Proposed 
5  9.22iai  provides  that  any  applicant 
may  petition  the  Commi.ssion  for  a  stay 


of  these  types  of  actions  or  of  "other  ad- 
verse action".  Although  section  8c(4) 
does  not  specifically  provide  that  the 
Commission  may  stay  action  which  ad- 
versely affects  a  person,  the  Commission 
is  of  the  view  that  this  portion  of  pro- 
pased  §9.22'ai  is  consistent  with  the 
overall  purpose  of  Section  8c  and  would 
enable  the  Commission  to  forestall  the 
adverse  consequences  of  exchange  action 
in  appropriate  circumstances." 

Under  propo.sed  5  9.22(a)  any  petition 
for  a  stay  shall  state  the  reasons  that  the 
stay  is  requested  and  the  facts  on  which 
the  applicant  relies.  If  any  facts  are  sub- 
ject to  dispute,  the  petition  must  be  sup- 
ported by  aflida\it.s  or  other  sworn  state- 
ments. Proposed  5  9.22(b)  provides  that 
the  Commission  may  grant  a  stay  of  dis- 
ciplinary or  other  adverse  action  on  Its 
own  motion  although  no  stay  is  requested 
if  it  determines,  based  on  the  information 
before  it.  that  a  stay  is  justified. 

Proposed  5  9.23  pennits  an  exchange  to 
file  an  answer  to  an  application  for  re- 
view within  fifteen  days  of  receiving  the 
application.  The  answer  must  set  forth 
the  facts  which  support  the  disciplinary 
or  other  adverse  action  and  a  statement 
of  why  the  disciplinary  or  other  adverse 
action  was  in  accordance  with  the  poli- 
cies of  the  .^ct.  The  proposed  rule  does 
not  make  an  answer  mandatory.  This  has 
been  done  to  simplify  the  procedure  un- 
der this  subpart  and  to  conserve  time 
since  exchange  action  may  be  fully  ex- 
plained in  the  written  notice  required 
by  5  9,11.  If  the  exchange  chooses  not 
to  file  an  answer  in  the  case  of  an  appli- 
cation to  review  disciplinary  action,  the 
exchange's  notice  under  §  9.11  shall  be 
deemed  its  answer. 

SUBPART  D COMMISSION  REVIEW  OF  DISCI- 
PLINARY OR  OTHER  ADVERSE  ACTION  INI- 
TIATED BY  APPLICATION 

The  Commission  has  discretion  wheth- 
er or  not  to  exercise  its  review  powers 
under  section  8c < 2),  If  the  Commission 
determines  to  deny  an  application 
for  review,  it  will  promptly  notify  the 
exchange  and  the  applicant  under  pro- 
posed §9  31(a>.  If  the  Commission  de- 
termines to  grant  the  application  for  re- 
view, the  Commission  will  issue  an  order 
instituting  review  of  the  disciplinary  ac- 
tion or  other  adverse  action  under  pro- 
posed 5  9.31ibi  Proposed  §  9, 31(c)  pro- 
vides that  the  Hearing  Clerk  will  serve 
the  Commisison's  order  on  both  the  ex- 
change and  the  applicant  and  will  assign 
a  docket  number  to  the  proceeding  and 
maintain  the  official  docket.  Under  pro- 
posed 5  9.33,  the  Commission  may  con- 
solidate a  proceeding  commenced  under 
the  proposed  rules  with  any  other  pro- 
ceeding under  the  rules  in  accordance 
with  the  procedures  set  forth  in  ?  10,63 
I  a  >  of  the  Commission's  rules  of 
practice. 


'  Tlie  Commission's  rules  Implementing  the 
Privacy  Act  are  set  forth  in  17  CFR  Part  146 
(19761:  those  implementing  the  Freedom  of 
Information  Act  are  published  at  41  FR  16288 
(AprU  16,  1976). 


In  any  event  under  section  8a(5)  of  the 
Act,  7  use.  12a(5)  (Supp.  V,  1975).  the 
Commission  may  adopt  such  rules  and  regu- 
lations as.  In  the  Judgment  of  the  Commis- 
sion, are  rea.sonably  necessary  to  effectuate 
any  of  the  provisions  or  to  accomplish  any  of 
the  purposes  of  the  Act. 


Consistent  with  the  Commission's  re- 
sponsibilities under  section  8c  to  make 
its  determination  based  on  the  record  of 
exchange  action,  proposed  §  9.34(a)  re- 
quires the  exchange  to  file  a  copy  of  the 
record  of  the  disciplinary  proceeding  or 
other  adverse  action  to  the  Hearing 
Clerk  within  five  days  of  the  receipt  of 
the  Commission's  order  instituting  re- 
view. A  copy  of  the  record  is  also  required 
to  be  served  on  the  applicant.  Each  ex- 
change, as  a  contract  market  designated 
by  the  Commission,  is  presently  required 
to  maintam  "full,  complete,  and  syste- 
matic records"  of,  among  other  things, 
investigations  of  complaints  received 
from  customers  concerning  the  handling 
of  their  accounts  and  orders  and  of  the 
action  which  the  exchange  takes  for  any 
violation  that  it  finds  has  been  com- 
mitted.' 17  CFR  l.Slibi    (19761, 

If  the  Commission  finds  upon  review- 
ing the  record  provided  by  the  exchange 
that  further  proceedings  or  additional 
evidence  would  be  necessary  and  relevant 
for  its  review,  the  Commission  may  re- 
mand the  record  to  the  exchange  under 
proposed  §  9.34(b).  The  exchange  must 
then  promptly  conduct  such  proceedings 
or  provide  the  additional  evidence  re- 
quested by  the  Commission  and  file  the 
record  thereof  with  the  Hearing  Clerk 
and  serve  a  copy  on  the  applicant. 

Proposed  §  9.35  concerns  the  briefing 
procedure  to  be  used  under  Subpart  D, 
Unless  otherwise  ordered  by  the  Com- 
mission, the  applicant  will  file  an  open- 
ing brief  with  the  CommLssion  within 
twenty  days  after  receivmg  the  Commis- 
sion's order  Initiating  review.  The  appli- 
cant's brief  may  not  exceed  forty  pages, 
without  the  permission  of  the  Commis- 
sion, The  exchange  will  have  twenty  days 
to  answer  the  applicant's  brief.  The  ex- 
change's brief  Ls  also  limited  to  forty 
pages,  unless  the  Commission  otherwise 
permits.  No  further  briefs  will  be  per- 
mitted. Each  party  will  be  required  to 
file  an  original  and  five  copies  of  its  brief 
with  the  Hearing  Clerk,  The  applicable 
sections  of  the  Commission's  rules  of 
practice  will  govern  the  form  and  the 
manner  of  service  of  the  briefs. 

Under  proposed  §  9.36,  the  Commis- 
sion, in  its  discretion,  may  hear  oral 
argument  if  either  party  requests  oral 
argument  or  if  the  Commission  orders 
argument  on  its  own  motion.  Any  oral 
argument  will  be  recorded  and  tran- 
scribed. 

In  rendering  its  decision,  proposed 
5  9.37(a)  implements  section  8c(3>  of  the 
Act  and  provides  that  the  Commission 
may  affirm,  modify,  set  aside  or  remand 
to  the  exchange  for  further  proceedings 
the  decision  of  the  exchange,  either  in 
whole  or  in  part.  If  the  Commission  is 
equally  divided  in  its  decision,  the  de- 
cision of  the  exchange  will  be  affirmed 
without  opinion. 

Proposed  §  9.37(b)  sets  forth  the  stand- 
ards which  the  Commission  will  employ 


•As  Indicated  above,  this  provision  would 
be  amended  upon  the  adoption  of  propoeed 
Part  8  of  the  Commission's  rules  governing 
contract  market  disciplinary  procedures. 
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in  reviewing  exchange  action  imder  sec- 
tion 8c: 

1 1 )  Whether  the  exchange  disciplinary  or 
other   adverse  action  was  taken  accordance 

with  the  rules  of  the  exchange: 

(2  )  Whether  the  exchange  observed  funda- 
mental fairnes,  Ui  conducting  Its  disciplin- 
ary proceeding  or  proceeding  resulting  in 
other  adverse  aitlon; 

(3)  Whether  there  i.s  substantial  evidence 
in  the  record  to  support  a  finding  that  there 
has  been  a  violation  of  the  rules  of  the  ex- 
change or  that  the  exchange  was  otherwise 
Justified  in  taking  action; 

(4)  Whether  the  disciplinary  or  other  ad- 
verse action  taken  by  the  exchange  was  rea- 
sonable in  light  of  all  the  circumstances:  and 

(5)  Whether  the  exchange's  disciplinary 
or  other  adverse  action  otherwise  accords 
with  the  policies  of  the  Act. 

The  Commission  beUeves  that  the 
standards  set  forth  in  d )  through  i4i 
above  reflect  three  imix>rtant  policies  of 
the  Act :  ( 1 1  That  in  exercising  their  .self- 
regulatory  responsibilities,  exchanges 
should  take  vigorous  action  against  those 
who  engage  in  activities  that  violate  their 
rules.  (2)  that  exchange  disciplinary  pro- 
ceedings should  be  conducted  in  a  man- 
ner consistent  with  considerations  of  due 
prore.<^s  and  (3"  that  the  di.soipline  im- 
posed by  exchanges  must  be  fair  and 
have  a  reasonable  basis  in  fact  Tliese 
policies  are  reflected  in  the  rules  the 
Commission  has  proposed  regarding  ex- 
change disciplinary  pi-ocedures.  The 
Commission  requests  specific  comment 
on  these  standards  and  on  any  addi- 
tional or  alternative  standards  which 
commentators  ijelieve  accord  with  the 
policies  of  the  Act. 

Review  of  Disciplinary  Action  by  the 
Commission  ox  Its  Own  Motion 
Recognizing  tliat  exchange  self-regu- 
lation is  an  important  policy  of  the  Act, 
the  Commission  does  not  intend  to  re- 
view exchange  action  on  its  own  motion 
as  a  common  practice  and  has  decided 
not  to  propose  speoific  rules  governing 
this  aspect  of  its  review  fX)wers  under 
section  8c.  However,  tlie  CommLssion  ex- 
pects exchanges  to  act  promptly  and 
forcefully  to  enforce  their  rules  consist- 
ent with  their  self-regulatory  responsi- 
bilities. If  the  exchange  does  not  dis- 
charge its  responsibilities — for  example, 
if  a  memi>er  receives  a  nominal  fine  for 
egregious  conduct  detrimental  to  the 
market  and  therefore  is  not  likely  to  ap- 
ply to  the  Commission  for  review — tlie 
Commission  may  determine  to  review 
the  exchange  action  on  its  own  motion. 
If  an  exchange  fails  to  act.  section  8c 
(1)(A)  of  the  Act  empowers  the  Com- 
mission to  dLscipline  a  member. 

Review  of  exchange  disciplinary  action 
on  its  own  motion  will  permit  the  Com- 
mission to  determine  whether  the  ex- 
change has  discharged  its  responsibili- 
ties in  a  particular  case.  As  in  the  case 
of  appeals,  the  Commission  may  affirm, 
modify,  set  aside  or  remand  for  further 
proceedings,  in  whole  or  in  part,  the 
decision  of  the  exchange.  Review  will 
also  complement  the  Commission's  gen- 
eral oversight  of  the  exchanges.  If  review 
of  exchange  disciplinary  action  discloses 
that  the  exchange  has  failed  to  carry  out 
its  self-regulatory  responsibilities  prop- 


erly, the  Commission  may  deem  it  ap- 
propriate to  initiate  an  enforcement 
proceeding,  which  could  include  review 
of  the  exchange's  designation  as  a  con- 
tract market,  assessment  of  civil  pen- 
alties or  other  action  w ithin  its  authori- 
ty as  it  deems  appropriate  to  effectuate 
the  provisions  of  or  to  accomplish  the 
purposes  of  the  Act. 

In  consideration  of  the  foregoing,  the 
Commission  hereby  proposes  to  amend 
Chapter  I  of  Title  17  of  the  Code  of 
Federal  Regulations  by  adding  a  new 
Part  9  to  read  as  follows; 

PART  9— RULES  RELATING  TO  REVIEW  OF 
EXCHANGE  DISCIPLINARY  OR  OTHER 
ADVERSE   ACTION 

Subpart  A — General  Provisions 
Sec. 

9.1  Scope  of  rules 

92  Definitions. 

9  3  Provisions  incorpyorated  by  reference. 

9.4  Etefault  by  the  parties. 

9.5  Settlement. 

9.6  Waiver  of  rules. 

Subpart  B — Notice  of  Disciplinary  Action 

9  11     Form  and  content  of  notice. 

9  12     Effective  date  of  disciplinary  action. 

9.13     Confidentiality  of  the  notice. 

Subpart    C — Initial     Procedure    With    Respect    to 
Applications  for  Review 

9.21  Application, 

9.22  Stay  pending  review. 

9.23  Answer. 

Subpart  D — Commission  Review  of  Disciplinary 
or  Other  Adverse  Action  Initiated  by  Application 

9.31 
9  32 
9.33 
9.34 
9.35 
9.36 
9  37 


Institution  of  review. 

Docketing  of  the  proceeding. 

Consolidation. 

Record. 

Briefs. 

Oral  argiunent. 

Decision  by  the  ConimlssJon. 


At-THORiTv:  Sees.  8a(5)  and  8c  of  the  Com- 
modity Exchange  Act.  (7  U.S.C.  12a(5).  12c 
(Supp.  V.  1965)  )  . 

Subpart  A — Genera!  Provisions 

§9.1      Scope  of  rule?. 

This  part  shall  govern  the  review  by 

the  Commission,  pursuant  to  section  8c 
of  the  Act.  of  any  suspension,  expulsion, 
disciplinary  or  access  denial  action,  or 
other  adver.se  action  by  an  exchange, 
upon  apphcation  of  a  member  of  an  ex- 
change who  is  suspended,  expelled,  or 
otherwise  disciplined  or  of  any  person 
who  is  denied  access  to  an  exchange  or 
who  is  otherwise  adversely  affected  by 
any  other  action  of  an  exchange. 

§  9.2      Definitions. 

For  purposes  of  this  part: 

(a'  "Disciplinary  action"  means  the 
suspension,  expulsion  or  other  discipline 
imposed  on  a  member  of  an  exchange  by 
that  exchange  or  any  action  by  an  ex- 
change which  denies  access  to  that  ex- 
change to  any  person:  Provided.  That 
imposition  of  a  minor  sanction  against 
a  person  for  violation  of  exchange  rules 
of  decorum,  attire  or  similar  rules  .shall 
not  constitute  disciplinary  action. 

ibt  "Disciplinary  proceeding"  means 
any  formal  or  informal  proceeding  by  an 
exchange  which  results  in  a  disciplinary 
action. 


(c»  "Division  of  Trading  and  Markets" 
means  that  division  within  the  CommLs- 
sion which,  among  other  things,  reviews 
notices  of  disciplinary  action  imder  this 
jjarl. 

(di  "Exchange"  means  any  contract 
market  designated  as  such  by  the  Com- 
mission pursuant  to  section  5  of  the 
Act. 

lei  "Hearing  Clerk"  means  the  em- 
ployee of  the  Commission  designated  as 
such  in  the  Commission's  Office  of  Hear- 
ings and  Appeals. 

<f»  "Member  of  an  exchange"  means, 
in  addition  to  tlie  person  who  is  ad- 
mitted to  membership  or  has  been 
granted  membership  privileges  on  an  ex- 
change, any  employee,  officer,  partner, 
director  or  affiliate  of  such  person. 

igi  "Party"  means  both  the  person 
who  has  been  the  subject  of  a  disciplinar> 
action  or  other  adverse  action  by  an  ex- 
change and  that  exchange. 

(hi  "Record"  means  all  evidentiary 
and  otlier  documents  that  an  exchange 
compiles  and  maintains  in  the  course 
of  a  disciplinary  proceeding  or  a  pro- 
ceeding resulting  in  other  adverse  ac- 
tion, including  those  documents  that  an 
exchange  is  required  to  compile  and 
maintam  in  accordance  with  the  provi- 
sions, of  this  chapter,  and  sucii  record- 
ings, transcripts  and  other  documents 
applicable  to  the  particular  disciplinary 
or  other  proceedings  as  may  aid  the 
Commission  in  the  review  of  such  pro- 
ceeding and  of  the  decision  rendered 
therein. 

(i>  "Rules  of  an  exchange"  means  any 
constitutional  provision,  article  of  in- 
corporation, bylaw,  rule,  regulation,  res- 
olution, interpretation,  or  stated  policy 
of  an  exchange  or  instrument  corre- 
sponding thereto. 

(j)  "Rules  of  Practice"  means  the 
Commi-ssion's  rules  of  practice  contained 
in  Part  10  of  this  chapter. 

§  9.3      Provi>ions    in  corpora  led   bj    refer- 

rticc. 

The  followmg  provisions  of  the  rules 
of  practice  apply  to  this  part:   Section 

10.4  (Business  Address;  Hours),  Section 

10.5  (Computation  of  Time),  110.6 
( Changes  m  Time  Permitted  for  Filing ) . 
§  10.7  (Date  of  Entry  of  Orders*.  |  10.10 
'Ex  Parte  Commimications) ,  §  10.11  (Ap- 
pearance in  Adjudicatory  Proceedings). 
§  10,12  (a» .  (bi.  (c>,  (d),  (e)  a  '-(e)  (4). 
(e)  (6),  (f)  (Service  and  Filing  of  Docu- 
ments; Form  and  Execution)  and  such 
other  sections  of  the  rules  of  practice  as 
shall  be  hereinafter  specified  and  as  the 
Commission  shall  declare  to  be  applica- 
ble during  a  proceeding  under  this  part. 
For  purposes  of  this  part  functions  as- 
signed by  the  rules  of  practice  to  an  "Ad- 
ministrative Law  Judge"  shall  be  r>er- 
f  ormed  by  the  Commission. 

§  9.4      Default  by  the  parties. 

In  the  event  that  either  party  fails  to 
file  any  document  or  make  any  appear- 
ance which  is  required  imder  this  part, 
the  Commission,  in  its  discretion  may 
dLsmi-ss  the  proceeding  before  It,  or.  based 
on  the  record  before  it,  may  affirm,  mod- 
ify, or  set  aside  the  exchange  decision 
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or  remand  the  matter  for  further  pro- 
ceedings before  the  exchange,  as  it  deems 
appropriate 

§  9.5       ^tllli  rmnl. 

*a>  At  any  tune  before  there  has  been 
a  final  determination  by  the  Commission 
of  any  review  proceeding  sought  or  insti- 
tuted under  this  part.,  the  parties  may 
propose  offers  of  settlement.  All  offers  of 
settlement  shall  be  in  writing  and  shall 
be  filed  with  the  Commission  All  offers  of 
settlement  shall; 

( 1 )  Acknowledge  service  of  the  order 
instituting  review, 

(2)  Admit  the  jurisdiction  of  the 
Commission  with  respect  to  the  matters 
stated  In  the  order. 

(3)  Include  a  waiver  of  <ii  all  subse- 
quent procedures  in  the  proceeding,  ilii 
judicial  review,  and  (iii)  any  objection 
to  staff  participation  in  the  Commis- 
sion's consideration  of  the  offer. 

<4)  Stipulate  the  record  basis  on 
which  an  order  may  be  entered  and 

(5'  Consent  to  the  entry  of  an  order 
reflecting  the  terms  of  the  settlement 
agreed  upon. 

The  Commission  may.  in  its  di.';cretion. 
accept  or  reject  any  offer  of  settlement. 
If  the  offer  of  settlement  is  accepted,  the 
Commission  will  issue  an  order  based  on 
the  offer  which  will  termmate  the  pro- 
ceeding before  the  Commis-^ion  as  to  all 
parties  If  the  Commission  rejects  the 
offer  of  settlement,  the  parties  will  be 
notified  of  the  Commission's  action  and 
the  offer  of  settlement  shall  be  deemed 
withdrawn  If  the  offer  of  settlement  is 
rejected,  that  offer  and  any  documents 
relating  thereto  shall  not  constitute  an 
acknowledgement,  admission,  waiver, 
stipulation,  consent  or  other  statement 
contained  therein.  A  rejected  offer  of 
settlement  and  any  document  relating 
thereto  shall  not  be  used  in  any  manner 
in  the  review  by  the  Commission  or  in 
any  proceeding  before  the  exchange. 

§9.6      Wuixr  of  riilos. 

To  prevent  undue  hardship  on  any 
party  or  for  other  good  cause  the  Com- 
mission may  waive  any  rule  in  Subparts 
A  through  D  of  this  part  in  a  particular 
case  and  may  order  proceedings  in  ac- 
cordance with  it  direction  upon  a  deter- 
mination that  no  party  will  be  prejudiced 
and  that  the  ends  of  justice  will  be 
served.  Reasonable  notice  shall  be  given 
to  all  parti^es  of  any  action  taken  pur- 
suant to  this  provision 

Subpart  B — Notice  of  Disciplinary  Action 


I  <irm  and  CDiileiil  of  imlicc 


<ai  Each  time  that  an  exchange  takes 
disciplinary  action,  the  exchange  shall, 
within  thirty  i30)  days  thereafter,  pro- 
vide written  notice  of  such  action  to  the 
person  against  whom  the  action  was 
taken  and  to  the  Commission.  For  pur- 
poses of  this  part,  the  written  notice  of 
disciplinary  action  may  be  either  a  writ- 
ten decLsion  which  accords  with  §  8,12  of 
this  chapter  or  other  written  notice 
which  shall  include: 

'  1 1  The  name  of  the  person  against 
whom  dl.sclplinary  action  was  taken; 


(2)  A  statement  of  the  reasons  for  the 
exchange  action  together  with  a  listing 
of  any  rules  which  the  person  who  was 
the  subject  of  the  discipUnary  action  was 
charged  with  having  violated; 

(3)  A  statement  of  the  conclusions 
and  findings  made  by  the  exchange  with 
regard  to  each  rule  violation  charged; 
and 

(4'  The  terms  of  the  disciplinary  ac- 
tion taken. 

<b»  Delivery  of  the  notice  shall  be 
made  either  personally  to  the  person 
who  was  the  subject  of  the  disciplinary 
action  or  by  mail  to  such  person  at  his 
last  known  address.  Copies  of  the  notice 
shall  be  delivered  to  the  Commission. 
either  in  person  during  normal  business 
hours  or  by  mail  at  its  principal  oflBce 
m  Washington.  D.C.,  to  the  attention  of 
the  Division  of  Trading  and  Markets. 
Notice  by  mail  to  the  Commission  shall 
be  effective  upon  receipt. 

(c)  Upon  review  of  the  notice,  the  Di- 
vision of  Trading  and  Markets  may  re- 
quest additional  information  regarding 
the  disciplinary  action  taken,  including 
the  record  and  a  brief  statement  of  the 
evidence  and  testimony  adduced  to  sup- 
port the  exchange's  finding  that  a  rule 
or  rules  of  the  exchange  were  violated. 
Within  thirty  (30)  days  the  exchange 
shall  deliver  the  information  requested 
to  the  Division  and  to  the  person  who  Is 
the  subject  of  the  disciplinary  action  in 
the  manner  prescribed  by  paragraph 
lb'  of  this  section. 

'di  The  notice  and  the  submission  of 
additional  information  provided  pursu- 
ant to  this  section  shall  be  certified  as 
true  and  correct  by  a  duly  authorized 
officer  or  agent  of  the  exchange  who  has 
knowledge  of  the  disciplinary  action. 

§  9.12      EfToctivr  date  of  disciplinary  ac- 
tion. 

lai  Any  disciplinary  action  taken  by 
an  exchange  shall  not  become  effective 
until  at  least  ten  <10'  days  after  written 
notice  prescribed  by  5  9.11(a)  is  delivered 
to  the  Commi-ssion;  Provided.  That  the 
exchange  may  cause  the  disciplinary  ac- 
tion to  become  effective  prior  to  that  time 
if  the  person  against  whom  the  action  is 
taken  has  consented  to  the  sanction  to 
be  imposed  or  if  the  exchange  makes  a 
finding  that: 

1 1 1  Such  person  has  failed  to  perform 
contracts;  is  insolvent;  or  is  in  such  fi- 
nancial or  operational  condition  or  con- 
ducting business  in  such  a  manner  that 
such  person  cannot  he  permitted  to  con- 
tinue in  business  with  safety  to  custom- 
ers, creditors,  the  exchange,  members  of 
the  exchange,  or  the  clearing  mechanism 
of  the  exchange; 

<2)  Such  action  is  necessary  to  pre- 
vent immediate  and  serious  adverse  ef- 
fects on  trade  or  the  prices  of  contracts 
traded  on  or  through  the  facilities  of 
the  exchange;  or 

(3)  Conditions^or  circumstances  exist 
which  permit  disciplinary  action  to  be- 
come effective  prior  to  that  time  and 
which  are  specified  in  a  rule  of  the  ex- 
change previously  approved  by  the 
Commission. 


(b)  If  the  exchange  determines  In  ac- 
cordance with  paragraph  lai  of  this  sec- 
tion that  the  dlsciplmary  action  shall 
become  efifective  prior  to  the  expiration 
of  ten  aO)  days  after  written  notice 
thereof,  it  shall  by  telegram  '>am.ediately 
notify  the  Commission  and  the  person 
against  whom  the  action  is  taken,  stat- 
ing the  reasons  for  that  determination. 
Such  notification  may  also  be  included  in 
the  written  notice  called  for  by  §  9.1 1 1  a  > . 

§  9.13      Cxinfidrniiaiilv  «)f  ilic  notice. 

*a)  Except  as  otherwi.se  provided  by 
§  9.11,  any  information  required  to  be  in- 
cluded in  the  written  notice  of  discipli- 
nary action  shall  be  kept  confidential 
by  the  exchange  until  such  information 
is  placed  in  the  Commission's  public  files 
as  provided  in  this  section  or  until  such 
information  is  otherwise  made  public 
through  no  act  of  the  exchange  or  any 
agent,  representative,  employee  or  official 
thereof.  The  Division  of  Trading  and 
Markets  shall  notify  the  exchange 
promptly  when  information  has  been 
placed  in  the  public  files  of  the  Com- 
mission as  provided  in  this  section 

(b)  The  Division  of  Trading  and  Mar- 
kets shall  review  each  notice  of  disciplin- 
ary action  and  shall  place  the  notice 
in  the  public  files  of  the  Commi- 
sion  within  five  <5t  business  days  after 
the  receipt  of  the  notice  from  the  ex- 
change. However,  if  the  exchange  in  the 
notice  of  disciplinary  action  or  the  per- 
son who  was  the  subject  of  the  dis- 
ciplinary action  requests  that  any  in- 
formation in  the  notice  be  kept  con- 
fidential, the  treatment  to  be  accorded 
such  information  shall  be  governed  by 
the  applicable  provisons  of  Part  145  and 
Part  146  of  this  chapter  (the  Commis- 
sion's rules  implementing  the  Freedom 
of  Information  Act  and  the  Privacy  Act. 
respectively).  Subject  to  the  foregoing, 
if  the  exchange  has  taken  disciplinary 
action  for  any  reason  enumerated  in 
5  9.12(a)(1),  (2)  or  (3i,  the  Division 
of  Trading  Markets  may  place  the  no- 
tice of  disciplinary  action  in  the  public 
files  of  the  Commission  immediately  if 
the  exchange  has  no  requested  in  the 
notice. 

Subpart  C — Initial  Procedure  With  Respect 
to  Applications  for  Review 

§  9.21      .Application. 

(a)  Any  person  who  is  the  subject  of 
disciplinary  action  by  an  exchange  or 
any  person  who  is  adversely  affected  by 
any  other  action  of  an  exchange  may, 
at  any  time  within  thirty  ( 30  >  days  after 
notice  of  the  disciplinary  action  has  been 
provided  to  the  person  in  accordance 
with  §  9.11(a)  or  within  tliirty  (30i  days 
of  that  adverse  action,  apply  to  the  Com- 
mission for  review  of  the  exchange  ac- 
tion. 

(b)  Each  application  submitted  to  the 
Commission  pursuant  to  this  section 
shall  include: 

(1)  The  name  and  residence  address 
of  the  applicant; 

(2)  The  name  of  the  exchange: 

(3)  If  known,  the  specific  rule  or  rules 
of  the  exchange  which  resulted  in  the 
applicant's  being  the  subject  of  dis- 
ciplinary or  other  adverse  action 
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(4>  A  concise  statement  of  all  facts 
relevant  to  the  consideration  of  the 
application,  including,  if  knowm,  the  date 
and  place  of  each  alleged  act  or  omis- 
sion forming  the  basis  of  the  exchange's 
action. 

( 5  •  The  date  on  which  the  disciplinary 
or  other  adverse  action  was  imposed  by 
the  exchange; 

(6i  The  disciplinary  or  other  adverse 
action  imposed  and  the  relief  sought; 
and 

( 7 1  A  statement  of  the  reasons  why 
it  is  claimed  that  the  disciplinary  ac- 
tion or  other  adverse  action  is  not  in 
accordance  with  the  policies  of  the  Act. 
and  the  specific  facts  which  support 
those  reasons. 

(c)  The  application  shall  include  an 
affidavit  showing  that  a  true  copy  of  the 
application  has  been  served  on  the  ex- 
change involved,  concurrently  with  its 
filing  with  the  Commission. 

§  9.22      Stay    pending   review. 

(a)  An  application  submitted  under 
§  9.21  may  include  a  petition  that  the 
Commission  stay  the  disciplinary  or  oth- 
er adverse  action,  pending  the  review  by 
the  Commisison.  The  petition  shall  state 
the  rea.sons  that  the  stay  is  requested 
and  the  facts  relied  upon,  and  if  the 
facts  are  subject  to  dispute,  the  peti- 
tion shall  be  supported  by  affidavits  or 
other  sworn  statements  or  copies  there- 
of. Based  upon  the  petition,  the  Commis- 
sion, in  its  discretion,  may  order  a  stay 
of  the  disciplinary  or  other  adverse 
action. 

(bi  The  Commission  may.  on  its  own 
motion,  order  a  stay  of  the  disciplinary 
or  other  adverse  action  when  review  has 
been  requested  by  application,  if  it  de- 
termines that  a  stay  is  justified  based 
upon  the  information  before  it. 

§  9.23      .\n8wer. 

Within  fifteen  (15»  days  after  receipt 
of  an  apphcation.  served  in  accordance 
with  §  9.21  <c),  the  exchange  may.  at  its 
election,  file  an  answer  with  the  Com- 
mission, setting  forth  facts  which  sup- 
port the  disciplinary  action  or  other  ad- 
verse action  taken  by  the  exchange,  and 
a  statement  why.  notwithstanding  the 
claims  made  in  the  application,  the  dis- 
ciplinary action  or  other  adverse  action 
by  the  exchange  is  in  accordance  with 
the  policies  of  the  Act.  If  an  answer  is 
filed,  it  shall  be  accompanied  by  an  affi- 
davit showing  that  a  true  copy  of  the 
answer  has  been  served  upon  the  appli- 
cant. If  no  answer  is  filed  by  the  ex- 
change in  the  case  of  an  application  to 
review  disciplinary  action  of  the  ex- 
change, the"  notice  of  the  discipUnary 
action  filed  with  the  Commission  under 


5  9  11   shall  be   deemed   the  exchange's 
answer  to  the  apphcation. 

Subpart — Commission  Review  of  Disci- 
plinary Action  or  Other  Adverse  Action 
Initiated  by  Application 

§9.31       Institution  of  nxicH. 

(a)  If  the  Commission  determines,  in 
its  discretion,  to  deny  the  application  to 
institute  a  review  of  the  disciplinary  ac- 
tion or  otlier  adverse  action,  it  shall 
promptly  give  notice  to  that  effect  to 
the  exchange  and  to  the  applicant. 

lb)  If  the  Commission  determines,  in 
It--  discretion,  to  grant  the  apphcation 
for  review,  tiie  Commission  shall  Lssue 
an  order  to  institute  a  review  of  the  dis- 
c  plinary  action  or  other  adverse  action. 

g  9.32      Docketing  of  the  proceeding. 

If  the  Commission  institutes  review 
pursuant  to  the  provisions  of  §  93 1,  the 
Hearing  Clerk  shall  promptly  serve  the 
order  instituting  review  on  the  exchange 
and  the  applicant.  Thereafter,  the 
Hearing  Clerk  shall  assign  a  docket 
number  to  the  prcKeedmg  and  maintain 
the  official  docket.  The  proceeding  may 
be  identified  by  such  number. 

§  9.33      Consolidation. 

The  Commission  may  consolidate  a 
proceeding  hereunder  with  any  other 
proceedings  under  this  part  in  accord- 
ance with  the  procedures  set  forth  in 
§  10.63 'a I   of  the  rules  of  practice. 

§  9.34      R<  cord. 

la'  Witliin  five  i5i  days  of  the  receipt 
of  tlie  order  .served  under  §  9.32.  the  ex- 
change shall  serve  a  copy  of  the  record 
of  the  disciplinary  proceeding  or  other 
adverse  action  on  the  applicant  and 
shall  file  a  copy  with  the  Hearmg  Clerk. 

(b»  The  Commission  may  remand  the 
record  to  the  exchange  for  other  pro- 
ceedings or  to  have  the  record  supple- 
mented with  additional  evidence  as  the 
Commission  may  deem  necessary  and 
relevant.  The  exchange  shaU  promptly 
conduct  proceedings  or  adduce  the  addi- 
tional evidence  as  ordered  by  the  Com- 
mission, and  promptly  serve  a  copy  of 
the  record  of  these  additional  proceed- 
ings or  that  evidence  on  the  applicant 
and  shall  file  a  copy  with  the  Hearing 
Clerk. 

§  9.35      Briefs. 

(a)  Unless  otherwise  ordered  by  the 
Commission,  the  applicant  shall  file  an 
opening  brief  within  twenty  (20'  days 
after  receipt  of  the  order  instituting  re- 
view under  §  9.32.  The  brief  shall  not 
exceed  forty  (40i  pages,  without  leave  of 
the  Commission. 

(b)  An  answering  brief  shall  be  filed 
by  the  exchange  within  fifteen  (15  i  days 


after  service  of  tlie  opening  brief  and 
shall  not  exceed  forty  ( 40  <  pages,  without 
leave  of  the  Commission. 

(CI  No  further  briefs  shall  be  per- 
mitted. 

•  di  An  original  and  5  copies  of  all 
briefs  submitted  under  this  section  shall 
be  filed  with  the  Hearing  Clerk. 

'C'  The  briefs  shall  follow  the  form 
prescribed  in  5  10.82(c)  (1)  and  (2)  of 
the  rules  of  practice. 

tfi  All  briefs  shall  be  sen-ed  in  the 
manner  prescribed  in  §  10.12(a>  of  the 
rules  of  practice. 

§  9.36      Oral  argument. 

On  its  own  motion  or  at  the  request 
of  either  party,  the  Commission  may,  in 
its  discretion,  hear  oral  argument  by  the 
parties  any  time  before  the  decision  of 
the  Commission  is  filed  with  the  Hear- 
ing Clerk.  Any  such  oral  argument  shall 
be  recorded  and  transcribed  in  written 
form. 

§9.37      I)cti>ionb>  the  Commission. 

(a)  Upon  review,  the  Commission  may 
affirm,  modify,  set  aside  or  remand  for 
further  proceedings,  in  whole  or  in  part, 
the  decision  of  the  exchange.  The  Com- 
mission's decision  shall  be  contained  in 
its  opinion  and  order.  In  the  event  the 
Commission  is  equally  divided  as  to  its 
decision,  the  decision  of  the  exchange 
shall  be  affirmed  without  opinion. 

(bi  Tlie  standards  for  Commission  re- 
view of  the  disciplinary  action  or  other 
adverse  action  will  be: 

*  1 »  Whether  the  exchange  discipUnary 
action  or  other  adverse  action  was  taken 
in  accordance  with  the  rules  of  the  ex- 
change; 

«2<  Whetlier  fundamental  fairness  was 
observed  in  the  conduct  of  the  discipli- 
nary proceeding  or  the  proceeding  result- 
ing in  other  adverse  action: 

(3)  Whether  there  is  substantial  evi- 
dence in  the  record  to  support  a  finding 
that  there  has  been  a  violation  of  the 
rules  of  the  exchange  or  that  the  ex- 
change was  otherwi.se  justified  in  taking 
the  disciplinary  or  other  adverse  action: 

'  4 1  Whether  the  disciplinary  or  otlier 
adverse  action  taken  by  the  exchange 
was  reasonable  m  light  of  aU  circum- 
stances; and 

15'  Whether  the  disciplinary  action  or 
other  adverse  action  otherwise  accords 
with  the  policies  of  the  Act. 

Issued  in  Weishington,  D.C.,  on  June  9, 
1977. 

By  the  Commission. 

William  T    Bacley, 
Chairman,  Commodity  Futures 

Trading  Commission. 

IFR  Doc.77-16817  PUed  &-13-77;8.45  anjj 
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NOTICES 


FEDERAL  TRADE  COMMISSION 

MAGNUSON  MOSS   WARRANTO— FTC 
IMPROVEMENT  ACT 

Guidelines  for  Public  Parttcipation  In 
Rulemaking  Proceedings 

These  Guidelines  explain  the  expanded 
authority  gi-anted  the  Commission  for 
conducting  rulemaking  proceedings 
under  the  Magnuson-Moss  Warranty — 
Federal  Trade  Commission  Improvement 
Act  and  describe  the  Bureau  of  Consumer 
Protection's  procedures  for  Implementing 
section  202(hi  of  that  Act.  The  Bureau 
is  issuing  these  Guidelines  in  conform- 
ance with  the  authority  delegated  It  by 
the  Commission's  iiiles  of  practice 
I  1.17(d)  (2>,  16  CFR  1.17(d)  (2). 

The  Guidelines  have  been  divided  into 
Xvo  parts.  The  first.  'Rulemaking  and 
Public  Participation  Under  the  FTC  Im- 
provements Act."  provides  a  step-by- 
step  explanation  of  Maimu.son-Mo.ss  rule- 
making proceedings  and  discusses  the  eli- 
gibility requirements  for  reimbursement 
imposed  by  the  statute  and  the  stand- 
ards applied  In  reviewing  applications. 
In  the  second  part,  "Applying  for  Reim- 
bursement for  FTC  Rulemaking  Partici- 
pation." is  a  'how  to  "  booklet.  It  de- 
scribes the  details  of  the  application 
process  and  the  budgetary  administra- 
tion of  the  program. 

The  Bureau  of  Consumer  Protection 
has  solicited  the  viewpoints  of  inter- 
ested parties  in  preparing  these  Guide- 
lines. As  finally  drafted,  the  Guidelines 
reflect  extensive  comments  received  from 
consumer  groups,  industry,  Congressional 
committees  and  members  of  the  public. 

The  Guidelines  were  adopted  by  the 
Bureau  of  Consumer  Protection  on 
May  31,  1977:  however,  the  Bureau  will 
consider  amendments  to  them  In  re- 
sponse to  further  comments. 

Inquiries  should  be  addressed  to  Bon- 
nie Naradzay.  (202 >  523-3868.  the  Spe- 
cial Assistant  for  Compensation.  Ofllce  of 
the  Director,  Bureau  of  Con.sumer  Pro- 
tection. Federal  Ti-ade  Commission, 
.  'Washington,  D.C.  20580. 

M-^RGERY    WaXMAN    SMITH. 

Acting  Director, 
Bureau  of  Consumer  Protection. 

R^LEM.^KINC  AND  Public  Particxp.\tion  Under 

THE  FTC  IMPROVEMZNT  AOT 
INTHODUCnON 

On  January  4,  1975,  the  Federal  Trade 
Commission  Act  was  amended  by  the  Mag- 
nuson-Moss Warranty — Federal  Trade  Com- 
mission Improvement  Act  (Pub  L.  93-637, 
88  Stat.  2183  et  seq.).  Title  II  of  this  law 
confirmed  the  Federal  Trade  Commission's 
authority  to  Issue  Trade  Regulation  Rules 
and  established  the  procedures  to  be  followed 
In  their  promulgation. 

The  Improvement  Act  also  gave  the  Com- 
mission the  authority  to  compensate  people 
for  participating  in  rulemaking  proceedings 
under  certain  conditions.  Congress  subt;e- 
quently  appropriated  $500,000  for  compen- 
sation during  fiscal  1976,  and  again  for  fiscal 
1977.  The  President's  budget  for  FY  1978 
al-io  requests  $500,000. 

In  August  1975.  the  Commission  Issued 
rules  of  practice  for  the  new  rulemaking  pro- 
cedures. In  Rule  1.17.  which  covers  the 
compensation  program,  the  Commission  dele- 
gated to  the  Director  of  the  Bureau  of  Con- 


Bumar  Prot«ctl<»  authority  over  compensa- 
tioa.  Thm  Bureau  has  already  approved  com- 
pensation to  Interested  persons  for  partici- 
pation In  rulemaking  proceedings  during  FY 
1976  and  FY  1977  The  purpose  of  this  pam- 
phlet is  to  provide  additional  guidelines 
describing  the  rulemaking  process  and  the 
standards  and  procedures  for  compensation. 

Part  I  explains  FTC  rulemaking,  to  give 
applicants  the  context  for  the  compensation 
program  and  to  explain  the  procedures 
wUhln  which  successful  applicants  must 
work. 

Part  II  discusses  the  eligibility  require- 
ments Imposed  by  the  statute  and  the  stand- 
ards   applied    In    reviewing   applications. 

A  separate  pamphlet,  "Applying  for  Re- 
imbursement for  FTC  Rulemaking  Partici- 
pation," describes  details  of  the  application 
process  and  the  administration  of  the  pro- 
gram. 

I  Rulemaking  Under  the  FTC  Improvement 
Act 

a.   natttre  of  thx  proceedings 

Before  passage  of  the  Improvement  Act, 
FTC  rulemaking  was  conducted  under  the 
general  authority  of  section  6(g)  of  the  Fed- 
eral Trade  Commission  Act  (15  U.S.C.  46(g) ) 
by  following  the  Administrative  F*rocedures 
Act  (5  U.S.C.  553).  Section  553  provides  for 
what  Is  commonly  called  InYormal  rulemak- 
ing. The  basic  requirements  are  that  an 
agency  publish  a  notice  containing  the  pro- 
posed rule  or  the  subjects  to  be  covered  by 
a  rule,  accept  written  comments  from  Inter- 
ested persons,  and,  when  a  final  rule  Is  pro- 
mulgated, publish  a  general  statement  of 
the  rule's  basis  and  purpose.  There  Is  no 
requirement  that  oral  presentations  be  al- 
lowed, opportunity  for  cross-examination 
granted,    or   rebuttal   submissions   accepted. 

Section  202  of  the  Improvement  Act  re- 
quires the  Commission,  when  issuing  a 
Trade  Regulation  Rule,  to  proceed  under 
Section  553  of  the  APA  and  also  under  the 
special  requirements  established  by  the  Im- 
provement Act.  These  requirements  are 
that: 

1.  The  Notice  of  proposed  rulemaking 
state  with  particularity  the  reason  for  the 
proposed  rule; 

2.  Interested  persons  have  an  opportunity 
to  submit  written  data,  views,  and  argu- 
ments; 

3.  An  opportunity  for  an  oral  hearing  be 
provided; 

4.  Any  fijial  rule  be  based  on  the  rule- 
making record  and  be  accompanied  by  a 
statement  of  basis  and  purpose. 

The  major  addition  to  APA  section  553 
rulemaking  is  the  requirement  that  an  op- 
portunity for  an  Informal  oral  hearing  be 
provided.  The  Improvement  Act  goes  on  to 
prescribe  requirements  for  these  hearings.  Of 
particular  importance  Is  the  provision  that 
'if  the  Commission  determines  that  there 
are  disputed  issues  of  material  fact  it  is  nec- 
essary to  resolve."  an  Interested  person  Is  en- 
titled to  present  rebuttal  submissions  and 
conduct,  or  have  conducted  for  him,  cross- 
examination  when  this  Ls  (a)  appropriate 
and  (bi  required  for  a  full  and  true  disclo- 
sure with  respect  to  these  Issues.  The  statute 
also  says  that  the  Commission  can  make  rul- 
ings to  avoid  unnecessary  cost  or  delay.  This 
power  Includes  authority  to  Impose  time  lim- 
its, to  require  that  cross-examination  be 
conducted  on  behalf  of  a  person  rather  than 
by  the  person  himself,  to  aggregate  the  In- 
terests of  different  groups  for  purpwses  of 
cross-examination  and  to  make  such  other 
rules  and  rulings  as  may  be  desirable  for  fair 
and  expeditious  conduct  of  the  hearing. 

Finally,  the  Improvement  Act  requires 
that  the  statement  of  basis  and  purpose  that 
accompanies  a  rule  Include  a  statement  on 
the  prevalence  of  the  acts  or  practices  treated 


by  the  rule,  the  manner  and  context  in 
which  these  are  unfair  or  deceptive,  and  the 
economic  effect  of  the  Rule,  taking  Into  ac- 
count the  effect  on  small  business  and  con- 
sumers. 

Thx  FTC  RtJLEMAKiNc  Proceeding 

Step  1— Publication  of  Initial  Notice 

Step  2 — Presiding  Officer  Is  Designated 

Step  3 — Commission  Accepts  Proposal  of  Is- 
sues for  which  Cross-Examlnatlon  Might 
be  Ap)proprlate  (Up  to  60  days  after  ini- 
tial notice) . 

Step  4 — Commission  Accepts  Written  Sub- 
rnlsslons  of  Data,  Views,  and  Arguments 
(UntU  45  days  before  Informal  hearings) , 

Step  5 — Ihibllcatlon  of  Pinal  Notice  of  Pro- 
posed Rulemaking  ( No  sooner  than  60  days 
after  Initial  notice). 

Step  6 — Interested  Parties  Notify  Presiding 
Officer  of  Desire  to  Cross-examine  (Within 
20  days  after  Final  Notice) . 

Step  7 — Informal  Hearings  (.Approximately 
90  days  after  Final  Notice) . 

Step  8 — Reputtal  Submissions  by  Interested 
Parties  (As  appropriate) . 

Step  9 — Presiding  Officer  Prepares  His  Re- 
port. 

Step  10 — Staff  Makes  Recommendations  to 
the  Commission  In  a  Report  Based  on  the 
Record  and  on  FYesidlng  Officer's  Report. 

Step  11 — .Acceptance  of  Comments  on  the 
Presiding  Officer's  Report  and  Staff  Recom- 
mendations and  Comments  ( Up  to  60  days 
after  step  10) . 

Step  12 — Rulemaking  Record  l  Steps  2 
through  11  plus  Proposed  Rule)  Submiued 
to  Commission  for  Final  Action. 

PTC  RutES  or  Practice  Requirements 

Step  1:  The  Commission's  rules  of  practice 
provide  that  the  proceeding  commences  with 
publication  in  the  F'ederal  Register  of  an 
initial  notice  of  proposed  rulemaking.  The 
notice  must  Include  ( 1 )  the  terms  or  sub- 
stance of  the  rule  or  a  description  of  the 
subjecte  and  Issues,  (2)  the  legal  authority. 
(3)  a  statement  describing  with  particularity 
the  reason  for  th©  rule,  (4)  an  Invitation  to 
all  Interest  persons  to  propose  Issues  on 
which  cross-examination  might  be  appro- 
priate, and  x5)  an  Invitation  to  all  interested 
persons  to  comment  on  the  proposed  rule. 

While  It  te  not  reqvUred  by  the  statute  or 
the  Rules  of  Practice,  the  Commission  fre- 
quently publishes  both  a  list  of  questions 
and  issues  which  the  Commission  regards  as 
pjartlcularly  important  to  the  proceeding, 
and  a  staff  rep>ort  summarizing  the  results 
of  the  Inquiry  leading  to  the  propo.sed  rule. 
Also  publtehed  In  the  initial  notice,  as  appro- 
priate, is  an  announcement  of  the  avail - 
ablUty  of  compensation  for  public  partici- 
pation. Also.  aJthough  not  required,  state- 
ments may  be  added  which  identify  issues 
the  Commission  does  not  consider  to  be 
covered  by  the  proceeding.  Tliese  statements 
are  to  help  Interested  parties  prepare  their 
testimony  or  wTitten  comments  at  the  earli- 
est pKDSSlble  stage. 

Step  2:  A  Presiding  Officer  is  designated  to 
run  the  pro<-eedlng.  The  Presiding  Officer  has 
the  power  to  alter  deadlines  and  extend  time 
limits.  This  basic  schedule  for  rulemaking. 
as  established  by  the  rules  of  practice,  is 
subject  to  modlflcations  the  Presiding  Officer 
may  wish  to  make. 

Step  3:  Immediately  after  publication  of 
the  initial  notice  the  Commission  begins  to 
accept  written  submissions  of  data,  and 
views  and  arguments  on  all  Issues  of  fact. 
law,  and  policy.  These  written  comments  are 
accepted  until  45  days  before  the  start  of  the 
Informal  hearing. 

-  Step  4:  Written  comments  proposing  t.^sues 
for  po.'fsible  cross-examination  are  accepted 
for  only  80  days  after  publication  of  the  Ini- 
tial  notice,   or   for  such   other  time   as   the 
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C«nmisslon  establishes  in  the  inl^ial  noUee. 

The  only  Issues  that  must  be  designated  for 
possible  cross-examination  are  disputed 
issues  of  fact  that  are  maierlal  and  neces- 
sary to  resolve.  However,  the  Commission  and 
the  Presiding  Officer  retain  the  power  to 
desifrnate  any  other  is.su?s. 

Step  5  Att^T  the  expiration  of  tiie  60-day 
f.me  limit  for  £ling  requests  for  designation 
of  Issues,  a  final  notice  of  proposed  nile- 
jnaking  is  published  In  the  Fedfkal  Recisttr 
It  is  also  made  available  to  Interested  per- 
sons to  the  extent  practicable  through  other 
means  and  establishes  the  places  and  dates 
for  informal  hearings.  It  contaiixs  the  desig- 
nated Issues,  instructions  to  persons  who 
wish  to  make  oral  presentations,  and  an  in- 
corporation by  reference  of  the  contents  of 
the  initial  notice. 

Step  6:  Within  20  days  after  publication  of 
this  final  notice,  an  Interested  person  who 
may  wish  to  cross-examine  must  notify  the 
presiding  officer  in  writir.g  of  this  particu- 
lar Interest  with  respect  to  each  issue  desig- 
nated. The  presiding  officer  then  identifies 
groups  of  persons  with  the  .same  or  similar 
interests  and  may  require  them  to  select 
a  single  represen-atlve  for  purposes  of 
examination,  including  cross-examination. 

The  Rules  do  not  establish  a  set  time  be- 
tween Issuance  of  the  final  notice  and  com- 
mencement of  the  informal  hearings.  Be- 
catise  of  the  requirement  that  written  com- 
ments be  submitted  45  days  before  the  In- 
form.al  hearings,  however,  the  usual  practice 
is  to  allow  at  least  90  days  so  persons  who 
wish  to  make  written  comments  have  ade- 
examin^.tion.  including  cross  examination. 

Step  7:  The  informal  hearing  may  take 
place  in  one  city  or  in  several  cities.  It  is 
precisely  what  Its  name  Implies;  a  nonad- 
judicative, infornaal  Inquiry  designed  to  ob- 
tain information  which  can  a.sslEt  the  Com- 
mission in  making  a  decLslon.  Formal  rules 
of  evidence  do  not  appl>  and  v.itnesses  are 
usually  not  sworn.' 

Step  S:  Submissions  by  interested  parties 
rebutting  issues  raised  by  written  comments 
on  the  public  record  and  during  the  infor- 
mal hearing  are  accepted. 

Step  9:  After  the  Informal  hearing  record 
Is  closed,  the  Presiding  Officer  prepares  a 
summary  of  the  record  as  It  relates  to  the 
designated  Issues  and  makes  initial  findings 
and  conclusions  on  these  issues,  together 
with  such  other  Ondings  and  conclusions  as 
he  sees  fit. 

Step  10  The  rulemaking  staff  thm  makes 
recommendations  to  the  Commission  in  a 
report  based  on  the  record  and  takint/  into 
account   the  Presiding  Officers  report 


J  One  substantive  point  must  be  empha- 
sized The  fact  that  an  issue  is  designated 
for  pos.sible  cross-examination  does  not 
nece-ssarily  mean  that  cross-examination  will 
be  conducted  by  the  parties.  It  may  be  con- 
ducted by  the  Presiding  Officer  instead,  or 
the  Presiding  Officer  may  determine  to  limit 
cross-examination  in  general  or  on  a  par- 
ticular point.  Even  after  d'-signation,  cross- 
examination  Ls  allowed  'to  the  extent  to 
which  it  is  appror-riate  and  Ls  required  for 
a  full  and  true  dLsclosure  •  •  •  "  The  general 
criteria  that  determine  whether  the  request 
will  be  granted  are  whether  the  issue  is  one 
of  specific,  m  contrast  to  legislative,  fact, 
whether  full  and  Uue  dl^^closure  can  be 
achieved  only  through  cross-examination 
rather  than  tliroueh  rebuttal  or  presentation 
of  additional  oral  testimony,  circum-stantlal 
Luarantees  of  the  trustworthiness  of  a 
t^resentation.  and  whether  the  parUcular 
iiresmtation  is  re<4uired  for  resolution  of  a 
designated  issue.  The  presiding  officer  can. 
of  course,  add  Issues  at  any  time  during  the 
proceeding  Lf  in  his  Judgment  this  is  neces- 
sarv  or  desirable. 


Step  11  Both  these  documents  are  placed 
on  the  public  record  and  comments  on  them 
are  accepted  for  60  days 

Step  12  The  reports  of  the  Presidhig  Of- 
ficer and  the  staff  and  the  public  comments 
on  these  reports,  together  with  the  entire 
rulemaking  record,  are  submitted  to  the 
Commission  for  final  action  If  a  final  rule  is 
promulgated,  a  statement  meeting  the  re- 
quirements of  the  FTC  Improvement  Act  ac- 
companies It. 

A  final  rule  Is  subject  to  Judicial  review 
in  the  United  States  Court  of  Appeals  up>on 
the  request  of  any  Interested  person.  Includ- 
ing a  consumer  or  consumer  organization. 
Any  appeal  challenging  the  sufficiency  or 
legality  of  the  rulemaking  proceeding,  or  the 
substantiality  of  the  record,  must  be  filed 
within  60  days  after  promulgation  of  the 
rule.  Thereafter  the  general  provisions  of 
Chapter  7  of  Title  5  of  the  U.S.  Code  apply 

B.  TYPES  or  PABTlCIPATtON 

There  are  several  stages  of  the  proceeding 
in  which  an  interested  person  can  partici- 
pate. A  person  may  be  compensated  for  any 
or  all  of  these  types  of  participation.  Each, 
as  described  below.  Involves  different  activi- 
ties and  different  deadlines; 

PRtPARATIOH 

Step  3:  Submission  of  requests  for  dcsig- 
Tiation  of  issues  ( must  be  filed  within  60  days 
after  publication  of  the  Initial  notice). 

STEP  4:  Development  of  substantive  data, 
views  and  arguments  for  written  submis- 
sions or  oral  presentations. 

HE. A  RING   PARTICIPATION 

Step  6  &  7:  Appearing  as  a  u:itneis^  pre- 
sentinp  studies  or  testimony,  or  participating 
as  a  party  in  the  informal  hearing,  with  a 
right  to  examine  or  cross-examine  witnesses 
as  allowed  by  the  Presiding  Officer:  Requests 
to  fjartlcipate  must  be  completed  within  80 
days  after  the  initial  notice,  the  time  when 
notifications  of  interest  must  be  submitted 
to  the  Presiding  Officer. 

Step  8:  Preparation  of  rebuttal  state- 
7nents. 

POST-HEARING  PARTICIPATION 

Step  14:  Preparation  of  post-hearing 
comments.  These  must  be  completed  within 
60  deays  of  the  time  tlie  staff  statement  is 
placed  on  the  public  record. 

Two  possible  types  of  activities  are  not  re- 
imbursable. Commission  Rules  p>roTide  that  a 
rulemaking  paroceedLng  can  conimence  in  re- 
sponse to  a  petition  for  such  action  by  any 
person.  In  accordance  with  the  language  of 
the  Magnuson-Moss  Act,  the  Bureau  will  not. 
however,  consider  compensation  for  prepa- 
ration of  any  petition  even  though  one  may 
eventually  result  in  a  rulemaking  proceed- 
ing. Nor  will  the  Bureau  compensate  people 
for  participation  in  Judicial  review  of  a  Trade 
Regulation  Rule.  The  Rules  of  Practice,  which 
track  the  Magnuson-Moss  Act,  state  that  a 
rulemaking  proceeding  conunences  up>on  the 
issuance  of  an  initial  notice.  It  concludes 
when  the  Commission  promulgates  a  final 
rule,  or  decline  to  do  so.  Thus,  petitions 
precede  the  rulemaking  proceeding:  any  Ju- 
dicial review  foUoics  It. 

II.  StATUTOKT  STANDAITS  for  COMPENSATION 
A.  TERMS  or  THE  ACT 

Section  202(h)  of  the  Improvement  .Act  (15 
use.  57A)   states:  * 

(  1 1  The  Commission  mar.  pursuant  to 
rules  pH-escribed  by  It,  provide  compensation 
for  rea.sona'o!e  attorneys  fees,  and  other  ct:>sls 
.>f  participating  In  a  rulemaking  pro<-eeding 
under  this  sectton  to  any  person 


'The  statutory  language  Is  exact.  The  for- 
mat ha.s  been  changed  to  enhance  readability. 


(Ai   Who  ha.<i   or  represents   an  Interest 

( 1 )    WiUeh    would    not   otherwLse   be   ade- 
quately rejx^sentcd   In  such  proceeding 
and 

(li)    Representation  of  which  Is  necessary 
for  a  fair  deternnnatlon  of  the  rulemaking 
pvroceeding  taken  as  a  whole 
and 

(B)  Who  is  unable  effectively  to  partid- 
pate  in  such  proceeding  because  such  f>erson 
cannot  afford  to  pay  costs  of  making  oral 
presentations,  conducting  cross-examlnatton, 
and  making  rebuttal  submissions  In  such 
proceedings. 

I  J I  Tr.e  aggregate  amount  of  compensation 
paid  under  this  suloeection  In  any  fiscal  year 
to  all  persons  who.  in  rulemaking  proceed- 
ings in  whicb  they  receive  comp>ensation.  are 
persons  who  either 

(.A)  Would  be  regulated  by  the  proposed 
rule 

or 

(B»  Represent  persons  who  would  be  so 
regulated,  may  not  exceed  25  percent  of  the 
aggregate  amount  paid  as  comp>ensation  un- 
der this  subsection  to  slII  persons  in  such  fis- 
cal year 

(3)  The  aggregate  amount  of  compensa- 
tion p»aid  to  all  persons  In  any  fiscal  year 
under  this  subsection  may  not  exceed 
$1,000,000. 

This  language  presents  several  Issues  of 
section  was  added  In  the  House-Senate  Con- 
ference, the  only  mention  of  the  section  is 
In  the  Conference  Report,  which  emphastees 
that  the  purpose  of  the  compensation  pro- 
gram IS  "to  provide  to  the  extent  possible 
that  all  affected  interests  be  represented 
in  rulemaking  proceedings  so  that  rules 
adopted  thereunder  best  serve  the  public 
interest    •    •    •    ' 

TTie  Bureau  believes  the  Intent  of  Con- 
creK.'  is  test  carried  out  by  pKJllcles  allowing 
broad  representation,  and  Its  Interpretations 
are  oriented  acADrdlngly. 

B.  EiaaiBix  APPiac.vNTS 

According  to  the  statute,  "any  person" 
may  apply  for  compensation.  According  to 
section  551 12(  of  the  .f dminl^fnittvf  Pr'>--e- 
dure  .'^ct.  "person"  means  "an  individual, 
partnership,  corporation,  association,  or  pub- 
lic or  private  organization  other  than  an 
agencv."  "A?encv."  in  section  551  (It.  In- 
chides  each  authority  of  the  Gorernment 
of  the  United  States"  except  Congress,  the 
courts,  territorial  governments,  and  the  gov- 
ernment of  the  District  of  Columbia.  Under 
these  definitions,  any  entity  except  a  part 
of  the  Executive  branch  of  the  U.S.  Oovem- 
ment  can  apply  for  compensation. 

C.    LEVIXS    or    COMPENSATION 

The  statute  provides  that  the  Commission 
may   "pro^'lde    compensation    for   reasonable 
attorneys'  fees,  expert  witnes-s  fees,  and  other  - 
costs  of  participating  in  a  rulemaking  pro- 
ceeding  •    •    •" 

This  language  requires  that  a  participant 
not  be  paid  In  excess  of  the  actual  cost  to 
it  of  participating  In  the  proceeding.  The 
program  Is  not  intended  to  allow  an  appli- 
cant to  make  a  profit.  An  organization  may 
not.  for  example,  hire  an  attorney  for  $10 
an  hour,  charge  the  Commission  $30  an  hour 
for  the  attorneys  services,  and  keep  the 
balance.  Nw  may  it  claim  compensation  for 
its  empUoyees  In  eJicess  of  the  actual  cost  of 
the  employees'  salaries  and  benefits.  An  ad- 
ditional limitation  is  that  standards  must 
be  set  as  to  the  reasonableness  of  the  prices 
charged  for  those  services.  Obviously,  the 
Bureau  cannot  commit  itself  to  reimbtirs* 
participants  for  any  cost  incvured,  no  matter 
how  high. 

Within  these  limitations  the  p>articlpant 
may  be  compensated  for  all  of  the  vartoua 
kinds    of    costs    Incurred.    Salaries,    travel. 
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printing  and  document  reproduction,  and 
other  operating  expenses  the  Bureau  deems 
necessary  to  effective  participation  are  com- 
pensable 

D.    DEFlNmON    OF    INTEREST 

Just  as  the  term  "any  person"  Is  the  broad- 
est that  Congress  could  have  chosen,  so  is 
the  term  "interest  "  No  one  should  be  in- 
eligible whose  concerns,  or  whose  particular 
point  of  view,  might  be  crucially  affected  by 
the  proceeding. 

To  date,  most  applicants  have  claimed  to 
represent  the  Interests  of  consumers  or  large 
subgroups  of  consumers.  Since  the  Bureau 
'  believes  the  consumer  Interest  is  a  legitimate 
one  under  the  statute,  the.se  broad  formula- 
tions of  the  interests  involved  have  usually 
been  accepted. 

Most  of  the  crucial  Issues  in  rulemaking. 
however.  Involve  determinations  of  where 
the  consumer  interest  really  lies.  Industry 
representatives  may  argue  that  the  ultimate 
costs  of  a  rule  to  consumers  will  exceed  the 
benefits  from  it.  or  that  the  rule  Involves 
undesirable  transfers  of  money  or  risk  from 
one  group  of  consumers  to  another.  Within 
this  framework  rulemaking  proceedings  often 
hinge  on  complex  que8tlon.s  concerning 
whether  particular  practices  occur  with  suf- 
ficient frequency  to  Justify  government  ac- 
tion, the  efficacy  of  proposed  remedies,  the 
scope  of  the  practices  to  be  covered,  and 
their  economic  Impact. 

Disputes  over  such  Issues  involve  compli- 
cated realtlonships  of  common  Interest  and 
conflict  between  different  segments  of  in- 
dustry and  different  types  of  consumer  in- 
terest or  subgroups  of  consumers.  For  ex- 
ample, a  proposed  rule  on  a  particular  In- 
dustry might  raise  costs  and  prices  as  the 
price  of  preventing  certain  deceptive  prac- 
tices. At  least  three  distinct  consumer  in- 
terests may  arise  In  such  a  case:  (1)  Those 
who  want  the  protection  and  believe  It  worth 
the  increase  in  price;  (2)  those  who  prefer 
to  look  out  for  themselves  and  buy  more 
cheaply:  and  (3t  those  who  would  be  priced 
out  of  the  market  completely  by  the  in- 
crease, therefore  deriving  no  benefit  from  the 
rule.  It  Is  unclear  how  a  group  representing 
"consumers"  can  encompass  all  three  points 
of  views. 

Or.  groups  may  agree  on  a  consumer  pro- 
tection goal  but  be  opposed  in  their  assess- 
ment of  the  best  way  to  attain  it.  An  example 
Is  the  conflict  between  thase  who  want  de- 
tailed regulation  in  a  particular  area  end 
those  who  favor  a  free  market  approach  with 
minimal  government  intervention  Again,  it 
Is  difficult  for  one  consumer  representative 
to  advocate  the  alternative  approaches  ef- 
fectively Despite  these  Inherent  problems. 
the  Bureau  has  determined  that  broad  con- 
sumer representation  is  preferable  to  none. 
and  has  approved  applications  to  represent 
consumers  as  a  general  class.  While  the  Bu- 
reau win  continue  thLs  policy.  In  the  future. 
tt  will  give  preference  to  applicants  who  de- 
fine their  interest  or  point  of  view  with 
greater  specificity. 

E.   NECESSITY  FOR  REPRESENTATION 

Although  it  is  difficult  to  define  precisely 
when  representation  of  an  Interest  "Is  neces- 
sary for  a  fair  determination  of  the  rule- 
making proceeding  taken  as  a  whole."  the 
Bureau  has  determined  that  this  require- 
ment is  met  if  the  proposed  rule  would  sig- 
nificantly affect  the  Interest  The  require- 
ment Is  not  met  when  an  applicant  wishes  a 
prfx-eediiig  broadened  to  take  care  of  its 
particular  concerns.  If  the  particular  Inter- 
est i.s  not  signlHcantly  affected  by  the  pro- 
ceeding as  bounded  by  the  Commission  then 
representation  of  that  interest  In  the  pro- 
ceeding is  unnecessary 


F.  ADEgtlACT  OF  REPRESENTATION 

The  Bureau  can  authorize  compensation 
only  if  it  finds  the  Interest  the  applicant  has 
or  represents  "would  not  otherwise  be  ade- 
quately represented  In  such  proceeding." 

Bureau  staff  attorneys  have  a  duty  to 
identify  and  present  Information  on  the 
effect  of  the  rule  on  various  interests.  Other 
individuals  or  representatives  may  also  par- 
ticipate In  the  hearing,  whether  compen- 
sated or  not.  and  Introduce  data,  views,  and 
arguments  on  behalf  of  their  interests.  The 
Bureau  cannot  determine  that  an  appli- 
cant's participation  Is  needed  for  adequate 
representation  of  the  Interest  unless  the 
applicant's  proposed  activities  are  compared 
with  the  efforts  of  the  staff  and  other  par- 
ticipants. If,  for  example,  a  consumer  group 
wants  to  conduct  a  survey  which  duplicates 
six  surveys  already  on  the  record  It  Is  difficult 
for  the  Bureau  to  find  that  the  consumer 
interest  will  not  be  adequately  represented 
without  the  redundant  evidence.  The  ade- 
quacy clause  of  the  statute  requires  that 
replication  of  material  already  on  the  record 
or  scheduled  to  be  put  on  the  record  does 
not  meet  the  standard. 

Third,  the  statutory  requirement  that 
without  the  particular  applicant  the  Interest 
win  not  be  adequately  represented  means 
that  the  quality  of  an  application  Is  rele- 
vant. The  Bureau  must  determine  that  It  is 
reasonably  likely  that  the  applicant  can 
competently  represent  Its  Interest. 

It  Is.  however,  entirely  possible  that  an 
applicant  might  make  a  significant  contribu- 
tion to  a  proceeding  without  making  repre- 
sentation of  an  interest  completely  adequate. 
The  test  is  not  whether  a  particular  applicant 
will  make  representation  of  an  Interest  fully 
adequate,  but  whether  the  representation 
will  make  a  substantial  contribution  to  the 
adequacy  of  the  representation. 

For  these  reasons,  the  Bureau  must  evalu- 
ate the  substance  of  applications  so  it  can 
determine  that  the  applicant  can  reasonably 
be  expected  to  make  a  sufficient  contribution 
to  the  adequacy  ol  the  representation  of  the 
interest. 

Because  of  the  diverse  proceedings  in- 
volved, the  great  variation  in  interests  and 
applicants,  and  the  need  to  give  applicants 
sufficient  flexibility  to  develop  their  own 
theories  and  approaches.  It  Is  Impossible  to 
establish  mechanistic  standards  for  evaluat- 
ing the  substance  of  applications  Both  ap- 
plicants and  Btireau  staff  must  meet  short 
deadlines  The  basic  schedule  for  rulemaking 
hearings  set  forth  in  Part  I  does  not  always 
allow  applicants  to  develop  their  proposals  as 
thoroughly  as  they  might  like  and  does  not 
allow  Commission  staff  to  impose  elaborate 
information  requirements  on  them.  Nor  does 
it  allow  for  the  extensive  negotiations  that 
characterize  grant  or  contract  processes. 

To  meet  the  statutory  standards  while 
minimizing  delays  and  uncertainty,  the  Bu- 
reau has  evolved  a  set  of  possible  factors  to 
assist  its  determination.  These  factors  are 
guides,   not  arbitrary  tests. 

(1)  Pcrint  0/  view.  Key  issues  in  rulemak- 
ing proceedings  often  Involve  sophisticated 
questions  about  the  true  nature  of  different 
consumer  interests.  Evidence  that  an  appli- 
cant has  a  point  of  view,  not  already  repre- 
.sented  by  the  FTX:  staff  attorneys  or  any 
other  pau-ty.  that  would  help  Illuminate  these 
Issues  can  be  favorable. 

(2)  Specificity.  The  more  clearly  an  ap- 
plicant sets  forth  the  particular  Issues  in 
the  proceeding  it  Intends  to  address,  the 
point  of  view  of  the  interest  it  represents, 
the  nature  of  the  information  It  Intends  to 
develop  or  introduce,  and  the  Identities  and 
qualifications  of  the  personnel  working  on 
the  project  or  serving  as  experts,  the  more 
likely  it  Is  to  be  funded.  Without  such  In- 


formation, the  Bureau  cannot  make  the  re- 
quired findings. 

(3)  Relation  between  the  apphiant  and 
the  interest.  The  statute  does  not  establish 
any  criteria  for  determining  whether  an  ap- 
plicant truly  represents  the  interest  in- 
volved; however,  the  Bureau  must  examine 
the  lx)na  fides  of  the  representation  in  exam- 
ining adeqi^acy.  An  industry  trade  associa- 
tion that  claims  to  represent  consumers 
would  be  viewed  skeptically,  and  vice  versa, 
for  example. 

(4)  Constituency.  It  can  be  a  favorable 
factor  if  the  applicant  is  a  membership  or- 
ganization or  is  supported  by  cash  contribu- 
tions from  the  public  or  from  a  particular 
constituency.  The  willingness  of  individu- 
als to  support  tlie  applicant  provides  some 
evidence  that  the  organization  is  indeed  re- 
sponsive to  their  interest  and  raise^s  a  pre- 
sumption that  the  group  will  contiiiue  to 
represent  its  constituency's  Interest  In  the 
future. 

(5)  Experience  and  expertise  in  the  sub- 
stantive area.  If  an  applicant  has  been  in- 
volved In  the  subject  area  in  some  fashion 
and  has  developed  some  competence  on  the 
issues  presented  by  the  rulemaking  proceed- 
ing because  of  this  involvement,  there  is 
better  reason  to  think  that  its  contribution 
will  be  valuable  than  if  it  has  shown  no 
prior    Interest   in    the   area. 

(6)  Experience  in  trade  regulation  matters 
generally.  If  an  applicant  has  not  been  in- 
volved in  a  substantive  area  but  has  been 
Involved  In  analogous  problems  and  has 
demonstrated  competence  In  procedvire  and 
general  approach,  its  experience  should  be 
taken   Into  account. 

(7)  General  performance  and  competence. 
If  the  applicant  has  not  been  active  in  the 
subject  area  or  in  analogous  proceedings. 
demonstrated  ability  in  other  activities  is 
relevant,  as  is  evidence  that  the  applicant 
has  technical  capability  to  perform  the  ac- 
tivities It  proposes.  An  applicant  requesting 
funds  to  perform  survey  re.search  .should 
prove  its  competence  in  conducting  surveys, 
or  in  knowing  whom  to  hire  for  survey  work. 
A  request  for  funds  for  cross-examination 
should  establish  the  expertise  of  the  pro- 
posed cro.s3-examlner. 

(8)  Contribxttions .  Another  consideration 
Is  the  applicant's  willingness  to  cpend  some 
of  Its  own  money  on  the  proceeding.  This 
indicates  that  the  applicant  believes  the 
problem  is  significant  to  the  interest  it  repre- 
sents and  that  its  participation  is  important. 
This  applies  only  if  an  applicant's  financial 
state  would  permit  it  to  finance  partitilly,  but 
not  entirely,  the  cost  of  participation.  An 
applicant  will  not  be  penalized  if  it  cannot 
afford  any  contributions. 

None  of  these  factors  is  determinative  in 
itself.  These  criteria  simply  set  forth  different 
considerations  used  by  the  Bureau  m  deter- 
mining whether  an  application  meets  the 
statutory  standard. 

G.  FINANCIAI.  REQUIREMENTS 

The  Improvement  Act  require.^  a  finding 
that  the  applicant  "Is  unable  effectively  to 
participate  in  such  proceeding  because  such 
person  cannot  afford  to  pay  costs  of  making 
oral  presentation,  conducting  cross  examina- 
tion, and  making  rebuttal  submissions  in 
such  proceeding  " 

This  language  clearly  allows  compensation 
to  an  applicant  with  no  resources,  and  it 
clearly  excludes  comi>cn8atlon  to  a  rich  ap- 
plicant whose  economic  Interest  would  be 
directly  affected  and  who  thus  has  substan- 
tial ability  and  incentive  to  protect  its  inter- 
est. Also,  the  statute  is  phrased  in  terms  of 
the  IrLablUty  of  the  applicant,  not  the  In- 
ability of  the  Interest,  to  pay  for  participa- 
tion. Nonetheless,  it  is  essential  to  examine 
.  the  position  of  the  interest  underlying  the 
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application  An  applicant  without  reaourcea 
representing  a  rich  tnter«st  is  regarded  with 

skepticism.  If  the  applicant  truly  represents 
such  an  interest,  there  should  tie  other  ways 
ioT  it  to  obtain  funds. 

The  appbcant  should  use  the  criteria  in 
the  Commission's  Rules  of  Practice  as  guides 
to  eligibility.  First,  the  Commission  requires 
that  the  application  include  Information  re- 
lating to  "the  economic  staKe  of  the  Interest 
involved  as  compared  with  the  cost  of  par- 
licipaiion.  "  If  this  economic  stake  Ls  small, 
then  it  can  be  presumed  that  the  applicant 
would  have  dltSculty  raising  the  necessary 
funds  from  the  Interest. 

The  second  criterion  applies  when  the  in- 
terest is  economic  and  the  cost  of  pauUcipa- 
tion  Is  small  as  compared  with  the  economic 
stakes  involved.  In  such  circamstances  a 
representative  of  the  interest  would  normally 
be  e.xpected  to  finance  its  own  participation. 
There  is  an  exception,  however,  when  a  large 
total  stake  is  divided  among  many  separate 
people  so  that  each  individual  has  little  in- 
centive to  particip.-ite.  If.  for  example,  an 
industry  practice  costs  50  ftilllion  consumers 
$10  each,  the  total  economic  stake  is  high 
and  it  would  be  difficult  to  say  that  the  "in- 
terest" in  the  abstract  could  not  afford  to 
participate.  In  reality,  the  money  and  time 
spent  obtaining  contributions  would  be 
enormous. 

The  Commission's  rules  recognize  that 
compensation  money  should  be  available 
when  problems  of  organization  and  contri- 
bution cannot  be  overcome  They  do  require 
that  the  applicant  Include  information  on 
"the  feasibility  of  contributions  to  the  oost 
of  the  participation  by  individual  represent- 
atives of  the  int-erest." 

The  third  criterion  requires  information 
on  the  resources  of  the  applicant  or  the 
Interest  represented.  A  well-funded  organi- 
zation or  Interest  has  a  more  difficult  time 
making  the  requisite  showing  that  It  is 
unable  effectively  to  participate  without 
Commission  compensation  The  statute  does 
not  prohibit  the  Commission  from  funding 
established  groups  which  have  been  able 
to  ma:ntain  the^^selves  through  general 
public  subscriptions,  foundation  grants,  sale 
of  consumer  goods,  or  services  or  other  de- 
vices. It  regards  the  question  whether  an 
applicant  would  otherwise  he  unable  to 
participate  as  a  factual  inquiry  into  Its  cir- 
cumstances A  group  with  substantial  re- 
sources can  be  eligible  If  It  is  unable  to 
participate  because  Its  resources  are  already 
committed  to  other  areas,  if  It  has  under- 
taken to  cover  too  many  different  activities 
to  focus  resources  on  a  project  a.'?  large  as 
an  PTC  rulemaking,  or  if  other  factors  would 
preclude  participation. 

CONCLU.SION 

This  pamphlet  gives  a  general  explanation 
of  trade  regulation  rulemaking  under  the 
Improvements  Act.  It  also  interprets  the 
policy  and  legal  issues  which  have  arisen 
under  the  compensation  program  A  second 
pvimphlet.  "Applyins  for  Reimbursement  of 
FTC  Rulemaking  Participation."  descrtbes 
the  details  of  applying  for  compen.satlon  and 
Includes  an  application  form,  with  instruc- 
tions on  how  to  fill  it  out. 

Applying  for  REiMBtRSBMENT  cf  FTC 

RULEMAKJNC;    PAEnCIPATION 

iNntoorrmoN 

This  booklet  explains  bow  you  apply  for 
reimbursement  for  pArticipavlon  in  a  Fed- 
eral Trade  Conuulssion  rulemaking  proceed- 
ing if  the  interest  you  have  or  represent 
cannot  be  presented  adequately  without 
compcusation.  Before  you  apply  you  should 
make  sure  that  you  understand  the  rule- 
making process  and  the  statutory  criteria 
used  to  determine  your  eligibility  for  com- 


peitsatloa.  The  rulemaking  process  itself  and 
the  program  set  up  to  review  compensation 
appltcatiODS  are  explained  in  another  book- 
let, "Bulemaklng  and  Public;  Participation 
Under  the  FTC  Improvement  Act." 

Choosing  Phases  or  Participation 

Phases  of  participation  are  (A)  prepara- 
tion I  preparing  written  comments  or  oral 
Testimony  prior  to  hearing).  iB)  presenta- 
tion (presentation  of  oral  testimony  and,  or 
crossexamlnatlon  of  other  witnesses  at  hear- 
ing and  or  lillng  rebuttal  statements  after 
the  hearings  have  concluded),  and  (C)  post- 
hearing  participation  (submitting  post- 
hearing  comments  after  the  staff  and  pre- 
siding officer  s  reports  have  been  placed  on 
the  record) 

You  need  not  file  a  complete  application 
at  the  outset.  You  may  ask  for  compensation 
for  one  type  of  participation  Immediately 
and  broaden  your  application  after  further 
study  This  will  allow  rapid  decisions  on 
those  types  of  participation  that  require 
immediate  response  and  more  detailed  prep- 
aration and  review  of  others.  Your  perform- 
ance on  one  phase  wUl.  of  course,  be  con- 
sidered in  the  review  of  applications  for 
participation  In  later  phases 

You  should  r.ot  submit  an  application  for 
post-hearing  rebuttal  participation  until 
after  the  hearings  are  over.  At  that  time  you 
will  be  able  to  state  with  some  specificity 
which   Isues  you  have  determined   to  rebut. 

Your  application  for  post-hearing  com- 
ments should  come  after  you  have  read  either 
the  Presiding  Officer's  report  or  the  final 
staff  report  or  both. 

THX     APPLICATION      PROCESS 

I.  Timrng  of  appHcattorw.  Although  an 
application  for  compensation  may  be  sub- 
mitted any  time  after  the  initial  notice,  it  is 
ustiallv  to  vour  advantage  to  file  It  as  -soon  as 
possible  after  initial  notice  of  rulemaking 
appears.  Applications  are  generally  reviewed 
and  approved  or  rejected  within  the  context 
of  the  proceeding  as  it  stands  at  the  time 
of  the  review.  An  application  can  be  rejected 
because  another  applicant  representing  the 
same  interest  has  already  been  funded  and 
additional  participation  is  not  needed  for 
adequate  representation 

If  you  need  time  to  prepare  your  request, 
inform  the  Bureau  that  you  intend  to  apply. 
Such  a  notice  of  intent  will  help  the  Bureau 
in  Its  review  of  earlier  applications  To  en- 
sure timely  decision,  you  should  estimate 
the  time  needed  to  prepare  for  the  hearings 
and  make  sure  to  submit  your  application 
well  ahead  of  the  time  needed. 

II.  The  Review  Process. — A.  Submitting 
your  application.  Send  your  application  to: 
Special  Assistant  for  Compensation,  Office  of 
the  Director  Bureau  of  Consumer  Protection, 
Federal  Trade  Commission,  Washington,  DC. 
2058O. 

Soon  after  receiving  your  application 
(usually  within  7  working  days),  the  Special 
.Assistant  for  Compensation  will  send  you  a 
letter  acknowledging  receipt.  The  letter  wUl 
also  note  any  obvious  deficiencies  in  the  ap- 
plication or  "additional  infornfation  required 
tor  a  decision.  If  the  application  is  complete, 
the  letter  will  give  the  date  (usually  within 
3  weeks  of  receipt  of  the  application)  by 
v.hlch  a  final  decision  should  be  made. 

Direct  any  Inquiries  about  the  status  of 
your  application  to  the  Special  Assistant  for 
Compensation 

B.  Review  of  your  Application.  (1)  The 
Special  Assistant  for  Compensatten  gives  your 
application  to  the  Presiding  Officer,  who  pre- 
pares recommendations  for  the  Bureau  Di- 
rector. Staff  attorneys  involved  in  the  pro- 
ceeding file  separate  comments  on  the  state 
of  the  record. 

(2)  The  application.  Presiding  Officer's  rec- 
ommendation, and  staff  attorneys'  comments 


then  go  to  the  Office  oi  the  Bureau  Director 
for  review 

(3)  If  your  application  is  approved,  the 
Bureau  Director  will  then  send  you  a  letter 
containing  the  formal  approval  and  the 
budget  as  approved  by  the  Bureau.  If  it  Is 
rejected,  the  Bureau  Directors  lettCT  will 
explain  the  reasons  your  application  was  not 
funded 

now   TO   WRITE  rOVR  APPLICATION 

I  Narrattre  Proposal.  First  present  your 
narrative  Justification.  To  minimize  copying 
cost,  please  type  your  proposal  single  ^aced 
on  letter  size  (not  legal  size)  paper  In  your 
i.arrative.  address  the  following  issues: 

a  The  Interest  you  represent  the  relevance 
of  the  proposed  rule  to  that  Interest  and  the 
reason  participation  by  the  interest  in  the 
Trade  Regulation  Rule  Proceeding  is  neces- 
sary for  a  fair  determination  of  the  proceed- 
ing taken  as  a  whole 

b.  Your  description  of  yourself  or  your 
organization,  its  structure,  and  its  normal 
activities:  the  reasons  It  Is  an  appropriate 
representative  of  the  interest;  and  why  your 
participation  is  necessary  for  an  adequate 
representation  of  the  interest. 

c.  The  reasons  you  require  compensation 
to  participate  effectively  in  the  proceedings. 
This  section  should  include  infonnation  on 
your  operating  budget  for  the  current  year. 
financial  statetr.ent-^  describing  the  sources 
and  uses  of  funds  relating  to  ongoing  pro- 
pranis  and  activities,  and  any  olhe-  pertinent 
financial  information.  You  should  also  ex- 
plain here  wliy  tine  interest  you  represent 
cannot  finance  the  participation. 

d  How  you  intend  to  use  the  funds  during 
each  stage  ol  participation.  Insofar  as  possi- 
ble, you  should  describe  the  specific  evidence. 
activities,  studies  or  other  outputs  that  will 
result  In  each  stage  of  participation  You 
should  match  these  with  the  ttemiaed 
budget,  which  Is  Part  II  of  your  application. 
Including  responsibilities  of  each  staff  mem- 
ber, expert  and  consultant;  mfonnation  on 
time  and  salary  for  stafl  members;  time  and 
fees  for  experts  and  consultants:  travel  and 
per  diem:  and  other  costs. 

e  The  resumes  of  the  proposed  major 
participants. 

f  Any  other  considerations  you  feel  are 
significant. 

IT.  The  Proposed  Budget.  After  you  have 
completed  your  narrative  proposal,  use  the 
budget  form  for  Part  II  of  you  application 
(Included  at  the  end  of  this  booklet).  The 
Special  Assistant  for  Compensation  can  send 
you  additional  copies  of  budret  forms  The 
following  pages  provide  an  explanation  of 
this  budget  form,  of  keeping  accounts  and 
receipts  for  reimbursement  claims  and 
audits,  and  of  some  miscellaneous  matters. 


UMn-ATIONS    OW    COMPBNSATIOI* 

I.  Costs  Incurred  in  Preparing  the  Applica- 
tion. The  Commission's  Rule  1.17  provides 
that  compensation  is  not  available  for  costs 
incvirred  before  the  Bureau  Ivas  received  your 
application. 

II.  Reasonable  Coats. — A.  General  Stand- 
ards According  to  the  statute,  the  compen- 
sated expenses  of  participation  must  be  "rea- 
sonable "  as  well  as  actually  Incurred. 

Fees  for  consultants  and  experts  are 
limited  to  the  maximum  rales  the  Commis- 
sion can  pay  its  own  consultants  and  experts. 

Travel  expenses  are  Unilted  by  govern- 
ment standards  Commercial  travel  must  be 
coach  class.  Auto  mileage  is  reimbursed  at  a 
rate  of  »  15  a  mile.  Per  diem  expenses  exceed- 
ing the  rate  of  $37  per  day  are  not  reim- 
bursable, no  matter  where  they  are  incurred 
Per  diem  Is  meant  to  Include  lodging  and 
meals.  Your  per  diem  claim  must  be  accom- 
panied by  hotel  cr  motel  receipts.  If  you  stay 
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in  a  private  home  or  otherwise  incur  no 
lodging  expenses,  you  are  limited  to  $17 'day 
per  diem  for  meals. 

The  Bureau  regards  Federal  Civil  Service 
salaries  as  proxies  for  market  rates  for  de- 
termining payments  to  third  parties.  It  will 
not  approve  rates  exceeding  those  paid  gov- 
ernment employees  of  similar  experience  and 
background. 

There  are  two  charts  att.ached  to  the  appli- 
cation blank  for  budgets  (at  the  end  of  this 
booklet).  One  explains  maximum  hourly 
rates  and  other  expenses  for  which  third 
party  law  firms  may  bill  you  and  for  which 
you  may  be  reimbursed  by  compensation 
funds  It  also  explains  the  method  by  which 
you  determine  the  cost  to  you  of  any  staff 
(salaried)  attorneys  for  reimbursement  pur- 
poses. Tlie  second  chart  details  the  means  of 
determining  your  overhead  and  Indirect  costs. 

B.  Salaried  Employees.  For  your  salaried 
employees  or  the  salaried  employees  of  your 
group,  the  hourly  rates  you  quote  for  each 
must  accurately  reflect  their  prorated  sal- 
aries plus  fringe  benefit  costs  to  your  orga- 
nization, such  as  FICA.  The  ceiling  on  these 
hourly  rates  is  explained  in  the  attached 
charts. 

C.  Unanticipated  Expenses.  You  should 
devote  sufficient  planning  to  prepare  your 
budget  with  reasonable  accuracy.  It  is  to 
your  benefit  that  the  Bureau  authorize  any 
additional  funds  prior  to  your  incurring  the 
extra  costs.  The  Bureau  cannot  always  ap- 
prove supplemental  payment  authorizations 
because  fvmds  may  already  have  been  fully 
committed  elsewhere. 

To  request  supplemental  fundings,  you 
should  send  a  letter  to  the  Special  Assist- 
ant for  Compensation  explaining  and  Justi- 
fying the  request  and  enclose  a  supplemental 
budget  for  these  additional  costs  which  you 
anticipate  incurring.  Similarly,  if  you  wish 
to  reallocate  among  major  budget  categories, 
you  must  send  a  letter  explaining  the  reallo- 
cation. Unless  you  receive  written  approval 
of  any  coets  above  your  budget  categories  or 
your  maximum  allowed  budget,  you  will  not 
be  reimbursed  for  those  costs. 

MISCELLANEOUS   ISSUES 

A.  Regulated  interests.  The  Improvement 
Act  speclflcaly  provides  that  compensation 
can  be  paid  for  representation  of  an  interest 
which  would  be  regulated  under  the  proposed 
rule.  Such  application  should  be  made  on 
the  same  forms  and  will  be  treated  in  the 
.same  manner  as  any  other  application. 

The  extent  to  which  the  Commission  can 
consider  such  applications  is  limited  by  the 
statue  in  that  compensation  paid  to  such 
persons  may  not  exceed  25  percent  of  the 
.iggregate  amount  paid  as  compensation  to 
ail  persons  in  a  fiscal  year. 

B  Right  tn  participate.  The  grant  or  denial 
of  an  application  for  compensation  does  not 
affect  your  right  to  participate  in  the  pro- 
ceeding applied  for. 

However,  an  application  for  compensation 
Is  not  a  substitute  for  the  communications 
to  the  Presiding  Officer  required  by  the  Com- 
misslons  rules  of  practice.  To  participate  in 
the  proceeding,  you  must  follow  the  rule- 
making procedures  whether  or  not  applying 
for  or  receiving  compensation. 

In  appropriate  circumstances,  the  Bureau 
may  approve  compen.«atlon  for  a  particular 
activity  contingent  upon  the  Presiding  Of- 
ficer's Independent  approval.  Nothing  In  the 
compensation  program  affects  the  Presiding 
Officer's  authority  over  the  proceedings.  If 
the  Presiding  OfQoer  chooses  to  limit  cross- 
exitminatlon  privilege*  by  designating  a  rep- 
resentative for  similar  interests,  funds  for 
croee-exami nation  purposes  can  be  claimed 
only  by  that  representative 

C  Advance  Paymenti  Rvile  5  1.17(e)(1) 
pri.vicle*  for  advance  payments  where  neces- 
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sary.  As  appropriate,  advances  may  be 
granted  in  some  instances  in  amounts  up  to 
50  percent  of  the  maxlmxim  approved  budget. 
Further  advances  are  contingent  on  recon- 
ciliation of  your  reimbursement  claims  and 
evidence  of  work  in  progress.  If  for  any 
reason  the  money  Is  not  spent  for  the  funded 
purposes,  or  if  particular  expenditures  are 
not  allowed,  you  mxist  refund  the  money. 

All  participants,  except  state  governments 
as  defined  in  Pub.  L.  90-957,  must  refund  all 
Interest  earned  on  advances  of  compensation 
funds  directly  to  the  U.S.  Treasury. 

D.  Accounting,  Financial  Management,  and 
Auditing  Standards.  Compensated  partici- 
pants must  account  for  all  compensation 
funds  using  generally  accepted  accounting 
practices  which  must  be  consistently  applied, 
regardless  of  the  source  of  funds.  You  must 
support  all  expenditures  of  compensation 
funds  by  accurate  and  neat  records  and  re- 
ceipts. Itemize  these  records  and  receipts  in 
sufficient  detail  to  show  the  exact  nature  and 
cost  of  the  expenditures  for  each  account.  All 
personnel  should  sign  statements  attesting 
to  the  number  of  hours  worked,  the  nature 
of  the  work,  and  the  hourly  rate.  Salaried 
employees  should  state  their  weekly,  bi- 
weekly, or  monthly  salary  to  explain  the  basis 
for  the  prorated  hourly  rate.  There  should 
also  be  an  explanation  of  any  fringe  benefits 
added  to  that  rate.  Copies  of  these  records 
and  receipts  will  be  the  basis  for  your  reim- 
bursement claim. 

Reimbursement  claims  must  be  requested 
within  60  days  following  the  completion  of 
your  participation.  Any  advances  will  be  sub- 
tracted from  the  approved  reimbursement. 
You  needn't  wait  until  the  end  of  your  par- 
ticipation to  submit  reimbursement  claims 
if  you  have  outstanding  obligations  in  con- 
nection with  your  participation  in  the  pro- 
ceeding and  wish  to  get  interim  repayment. 

To  prepare  and  maintain  acceptable  ac- 
counting records: 

1.  Maintain  a  separate  bank  account  for 
all  funds  advanced  by  the  Commission  to 
.support  your  approved  budget  for  participa- 
tion. 

2.  Subdivide  your  accounts  into  various 
budget  categories  approved  by  the  FTC. 

3.  Support  all  expenditures  charged  to  the 
budget  categories  with  vouchers  or  receipts 
approved  by  the  authorized  director  of  your 
project. 

4.  Maintain  tlme-and-at tendance  records 
to  support  salary  and  wages  which  you 
claim.  Have  each  person  sign  his  time-and- 
attendance  record.  Include  and  explain  all 
travel  receipts. 

RETENTION    OF   RECORDS 

Accounting  records  are  considered  to  be  all 
records  relating  to  the  receipt  and  expendi- 
ture of  FTC  compensation  award  funds  and 
to  the  expenditure  of  the  participant's  con- 
tributed share  of  the  cost  of  a  project.  Rec- 
ords required  for  retention  include  all  ac- 
counting records  and  related  original  and 
supporting  documents  that  substantiate 
costs  charged  to  the  rulemaking  activity. 

If  compensated,  you  must  keep  your  ac- 
counting revorde  for  participation  in  a  rule- 
making proceeding  for  at  least  3  years.  Such 
record.s  are  subject  to  audit  by  the  Federal 
Trade  Commission  and  the  General  Account- 
ing Office.  If  you  disagree  with  the  results  of 
the  reconciliation  of  your  reimbursement 
claim  or  of  any  audit,  present  your  case  to 
the  Director  of  the  Bureau  of  Consumer  Pro- 
tection within  30  days  of  the  receipt  of  noti- 
fication of  the  reimbursement  claim  or  audit 
results.  The  decision  on  such  appeals  by  the 
Bureau  Director  is  final  and  conclusive.  In 
all  ca.ses,  audit  findings  referred  to  you  for 
comment  must  be  responded  to  not  more 
than  30  days  after  receipt  of  such  findings. 
You  must  file  a  written  response  which  meeta 
each  Issue  raised  by  the  auditor  subsequent 
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to  each  audit  performed  either  by  FTC 
agency  staff  or  by  the  FTC's  contracted  audi- 
tors. 

E.  Allocation  of  fund.'  to  particular  pro- 
ceedings. The  Bureau  doM  not  allocate  funds 
among  the  Individual  rulemalung  proceed- 
ings or  limit  the  amount  that  may  be 
granted  for  compensation  in  any  particular 
proceeding.  In  the  future,  however,  it  may 
set  forth  in  the  initial  notice  a  limit  for 
funding  in  a  particular  proceeding  and  re- 
ject applicants  automatically  once  this  ceil- 
ing has  been  reached.  Notice  of  any  such 
procedure  would  be  Included  in  the  initial 
notice  of  the  rulemaking  proceedings. 

P.  Individual  witness,  consultant .  and  ex- 
pert compensation  The  Federal  Trade  Com- 
mission has  separate  procedures  for  Commis- 
sion staff  to  hire  experts  and  consultants 
and  to  pay  them  for  their  work,  including 
appearances  at  hearings.  In  addition,  the 
FTC  has  a  program  whereby  staff  can  com- 
pensate Individual  witnesses  for  expenses  in- 
curred in  the  course  of  participating  in  hear- 
ings. Individuals  wanting  reimbursement  for 
such  expenses  shotild  contact  Commission 
staff  well  in  advance  of  their  appearances  and 
obtain  information  about  these  programs 
They  should  not  file  applications  under  the 
compensation  program  unless  the  required 
statutory  findings  can  be  made. 

If  you  wish  to  locate  your  own  witnesses 
and  to  include  provisions  for  witness  pay- 
ment in  your  application  budget,  keep  in 
mind  that  the  Federal  Trade  Commission 
allows  a  witness  fee  of  $20  per  day  of  testi- 
mony plus  $16  for  subsistence  expenses  In 
addition,  witnesses  may  be  reismbursed  for 
their  actual  travel  expenses,  including  intra- 
city  cab  fare. 

O.  Performance  standard^  If  your  applica- 
tion and  budget  are  appoved  and  your  par- 
ticipation costs  are  to  be  reimbursed,  the  pre- 
siding officer  will  be  asked  afterward  to  com- 
ment on  the  quality  of  your  work  He  will 
also  report  on  his  estimation  of  the  appro- 
priateness of  your  claimed  expenditures  in 
terms  of  your  contribution  to  the  proceeding. 

If  you  then  apply  for  reimbursement  of 
participation  costs  in  an  additional  rule- 
making proceeding,  the  Bureau  Director  will 
consider  the  quality  of  your  past  perform- 
ance. 

H.  Role  of  the  Co7yTmi.ssion  Staff.  The  stafif 
will  assist  any  prospective  applicant  only  by 
describing  information  on  the  material  to  be 
introduced  into  the  rulemaxing  record.  Di- 
rect your  questions  about  the  proceedings  to 
the  Assistant  Director  for  Rulemaking  and 
about  the  application  process  to  the  Special 
Assistant  for  Compensation 

Neither  the  staff  nor  the  Presiding  Of- 
ficer will  help  writ.e  an  application,  provide 
special  favors  or  services  to  any  particular 
applicant,  or  penalize  any  applicant  for  tak- 
ing a  position  at  variance  with  that  of  the 
staff.  In  addition,  neither  the  staff  nor  the 
Presiding  Officer  can  commit  the  Btireau  to 
approving  or  rejecting  a  partlctilar  applica- 
tion. You  can  help  maintain  the  impartiality 
of  this  program  by  contacting  the  staff  only 
for  factual  information  on  the  rtilemaking 
proceeding.  Direct  all  inquiries  about  the 
status  of  your  application  to  the  Special  As- 
sistant for  Compensation  rather  than  to  the 
Presiding  Officer  or  the  staff. 

Keep  in  mind  that,  if  your  application  is 
approved,  you  will  not  be  "working  for"  the 
Federal  Trade  Commission.  Therefore  you 
cannot  rely  on  FTC  clerical  or  administra- 
tive assistance  of  any  kind  in  carrying  out 
your  participation.  Nor  can  the  FTC  aid  you 
by  using  its  atithorlty.  eg  ,  subpoena  power, 
to  help  you  obtain  information  which  you 
could  not  otherwise  obtain 

Publication  authorized  by  the  Commis- 
sion. 

James    A.    Tobin, 
Acting  Secretary. 
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>  Stall  attorneys  (on  salaries)  masi  calculate  their 
fcoorly  cost  to  their  organiiation  by  dividing  tlielr  annual 
ariaries  by  1  672  hours.  (Qovemment  work  hours  per  yew 
eioludinp  sick  leave,  vacatiOD  time,  and  holidays  are 
figured  at  1,672  hr/yr.)  To  this  figure  i5  added  the  ivr- 
eenta^je  co^t  of  any  retirement  (social  swurityi,  h«&liti 
and  life  nnsurance  benefits,  workman's  compensation, 
and  unemployment  insurance  borne  by  the  organiTAtioii 
(or  each  employee  participating  in  this  propram  Indirwt 
costs  are  accounted  for  by  adding  on  25  pel  of  the  wtal 
hourly  rate  calculated.  Only  the  actual  cost  ..f  salaried 
attom^s  time  may  be  billed  for  by  the  orgaiuiation  lup 
to  the  maximums  in  col.  IV  i. 

'  Apphcants  must  submit  attorneys  r.sum^s. 

>  The  participating  attorney  may  bill  separately  ouiy 
lor  iravelTcommercml  rates  and  $37/d  flat  rate  per  diem), 
secretarial  costs  i$61ii,  ion;;  distance  telephone,  tran- 
scripts and  copying  costs.  Paralegal  and  other  added  pro- 
fessional hourly  rates  depend  on  comparison  of  resumes 
with  comparable  civil  service  ratings. 

Chart   B 
Effective  Date:  May  28,  1977 
OvraHEAD  (Indirect  Costs)   and  Fringe 

Benefits 

I.  Overhead  Includes  such  items  as  heat, 
light,  space,  basic  telephone,  and  Indirect 
administrative  cost«.  You  may  add  ft  flat  per- 


centage   1 25      '    ■•' 
rate  for  overhead 

Not  Included  ui  overhead  are 
1.  Secretarial  hours  ( t6  hour  flat  rate,  in- 
cludes  all   fringe   benefits   but    does  not  In- 
clude 25^r  overhead). 
2    Travel— 

.\.  Intracity  transportation  (must  be 
documented  i:  over  $15.  otherwise  must  be 
itemized  and  affirmed  by  app'iicant). 

B.  Intercity  transportation  $37  day  flat  per 
diem  for  means  and  lodging;  commercial 
class  plane,  train,  or  bus;  or  15f  mile  for 
private  auto  (must  be  documented:  hotel 
receipts,  all  commercial  tickets  and  an  itemi- 
zation of  each  travel  expense  by  date  per- 
son traveling,  locations,  and  any  other  per- 
tinent information). 

3,  Direct  administrative  casu-  such  a.^  book- 
keeping, xeroxing,  and  equipment  rental. 

n  Audited  Overhead  Rates— It  the  GAO 
hd-s  audited  your  organlaation's  overhead 
calculations,  you  may  use  the  percent  figure 
assl^ed  to  vou  by  GAO  Submit  documenta- 
tion and  an' itemization  of  cosUs  included  in 
your  overhead  rating  when  you  submit  your 
application  and  budget. 

Ill,  Fnngr  Benefits  should  inc'.ude  ea^'h 
employee's  cost  to  you  over  and  above  the 
salary  you  pay  each  person.  For  example 
figure  the  percentage  costs  of  unemploy- 
ment compensation,  health  and  life  insur- 
ance, workman's  compensation,  and  social 
seciiTity  tax  which  are  borne  by  your  organi- 
zation for  each  employee.  Do  not  Include  sick 
leave,  vacation  time,  and  holldaya,  m  tb«y 
are  agured  In  the  1673  hours  year  prorat-ed 
salary  calculation  (see  Chart  A   Footnote  1). 
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]oi^<i 


NOTICE: 


BUDGET  FOR  PARTICIPATION  !N  r-:"    PULFMAK'NG 


I  Bkcfc  (or  iMtTjcticxw} 


fcUaau-Unf  Pr  .«-•*] ui« 


|faT>«     '<    <  .-ipiiC-A.-^ 


Kii^  V  "  «itJtt 


T«MjMXM 


Dttte  <tf  Appitestkn 


TO  ME  COHTLSTCD  BT  FTC 


IUUmHh  Wumbtr   . 
Pncn™  Cad*  ,  ■■-—,- 


PrftA*--^  "^ri-gr 


^-crrii  *.TU"-»     ra«s-it  Ontr  ■■"*• 


D 

D 
D 


Pvttal 
rtaid 


hfc. 


1,1  BUDGET  a£wl-£-~T;    Ao-uri  Sirr*3T«  r:opo»j:  ud  R<-.»«9 


On«jj.  R«^antQB)r) 


PlaoMd 

Wark  Boors 

CD) 

a>MoliJ«Ab<>n  (B) 

»>i«<*il  o<  AddlUoMl  PifM  (I) 

Tt*U  P«r«(»uielCo«ip«»»Uo«CosU  (J) 

LI   CITCRAL  OPERATDiC  COSTS 


IB/ 

Total 

Afl>rt»«t 

AlK«t 

(0) 

■oiolmviutM 

CtUm 

(X) 

HMotel  c<  Abort  (r) 

MtoUl  <<  A<ldttl(M>]  Pac««  (0} 

Total  0|MnUB(  Co^  (H) 

Total  PvraoBoct  aod  OporaUi^  Coots 

A,   AJtu>c«  t>if  moot  This  Roqoost 
Total  AdTaja:e  PajDMots  to  Dito 


'-.^i-.t  th«  aboTO  cUlm  f^r  r^I/rbursarrvcnt  It  Irao 
«:  ■  *i_j  Ui4l  pajmcoc  tu3  oat  Kpa  r»».»i»«<; , 


C.  Ar.iVbiUIr  c^FuKlsCoriUleaUoe 


M  (Ci>K'i : 


>t;  ; ...  ;-a'  :  ^  ';r,..  .at 
1 — J 


NOTICES 

IWSTRLCTIONS 


,3(M« 


1,0         PRASE   OF    PARTICIPATION:      CHECK  THE   APPLIC.\BLE    F'HASt 
A   DESCRIPTION   OF    EACH   PHASE   CAN  BE   FOfND    IS   '  APF'^V: 


"■^  ?astici?/>t:cs. 


COMPLETE    SEPARyi.TE   FO'^"   FOR   EACH   PHASE. 


?x:~e;--3emint  of  ftc  ?::j::"-.>>  in:-  fa-kticipation.' 


2.0         CHECK   ORIGINAL    tF    THIS    IS    VO'"R  FIRST    oi;'-.:  SSION  f  CHECK   SUPPLEMENTAL    LF    -T    RFyX£,-TED   A:r:::c-x.\L    ZnTORMATION  OR 
IF    YOC   ARE    REQUESTING   ADDITIONAL   FVNDS   "OR  AN  ALREADY  APPROVED  BUDGET;    CHECK    rl  I*--^- .  F  SEMENT  WHEN   YOU    SUBMIT 
REIMBURSE. ME  NT    CLAIMS.      FOR   E.ACH    RELMBU.^.SEMENT   CLAIM  FILED,    CHECK  WHETHER   IT    IS    h    rARTIAL  OR  FINAL   AM)   NOTE 
WHICH   SCBMISSIOS   THIS    IS    ^I.£.,     1. -^ ,    I ND      FTC). 

3.0         .^TT.\CK   SARJIATIVE    PROPOSAL   OtTMNINC  WORK  TO  BE    PERFOF.MED. 

FOP.  EACH    INuI'.  IDf.Ai.   .XTIAC.-;    A   =j:S.-yF    .\ND  ON   SUPPLEMENTALS   ATTACH   lATA   FOR  OKLY    NF-    rF  = ;  J^'^'F L    LISTED, 

0F3CRIBE   WORK   TO   BE    PF=Jr^;:>2^, 

=:EE    LIST    OF    STAN-DAFJ   COST   FSR   ,VF  r'LICABLE    RATES    (ATT-'VCHED) . 

GIVE    ?:A;^XED   TOTAL    HOVRS   FOK    EACH    FFRSoN 

•f-T-TIPLY   C0L'.>C;3    iC;    AND    (D)    TO    CFTAI.S   THIS   lOTAt.      I.E.,    RATE   X    HOURS    •    T'OTAL    REv/FST. 

THIS   WILL   BE    COMPLETED   3Y   FTC   TO   FJTI-ECT    APPROVED   BLTXIET. 


3,U 
3.  IB 
3 .  IC 
3.  ID 
3. IE 
3.  IF 
3.  IG 

3,1H 
3.11 
3.1J 
3.2A 
3.2b 
3.2C 
3, 2D 
3,2E 


COMPLETE    WHEN    REQUESTING    REIMrUPJSEMENT    ANT:    ATTACH    ?^::FI; 
COMPLETED. 


EXPENSE   DOafMENTATION   AND  VERIFI'CATION    OF    WORK 


TOTAL   OF    ABOVE    COLUMN. 

SL'BTOTALS   FROM   ADDITIONAL    ?A.~,ES. 

TOTAL   0?    3. IK   AND    3.11. 

INCLUDE   TRAVEL,    PER   DIEM.,    Sl'PPLIES   ANT'   .ALL    OTHER   EX?"FVSES. 

INCLUDE    NT'MBER  TRA'</F:LING   .\.NT)   DESTINATION,    DAYS    OF    PER   DIEM,    ETC. 

LIST   TOTAL   REQCEST  FOR  EACH   E.XPENSE    ITEM, 

THIS   WILL   BE   COMPLETED  hi  FTC  TO   REFLECT   APPROVED  BUDGET. 

SAME    AS    3. IG. 


3.2F  TOTAL  (X   ABOVZ   COLUMN.  "^ 

3.2G  SL^TOTALS   FROM  ADDITIOSAL    PAGES. 

3.2H  TOTAL  OF    3 . 2F   AND   3.2G. 

A.OA  INCLUDE  AMOUNT   OF   ADVANCE   PAYMENT   REQilESTED  AND  IF   SUPPLEMENTAL,   TOTAL  ADVANCE   PAYMENTS  TO  DATE. 

4, OB  TO  BE   COHPLETED  BY  FTC. 

4,0C  TO  BE   COMPLETED  BY  FTC. 

4. CD  ALTHORIZED  APPLICAm'   SIGNATURE   REQUIRED  FOR  EACH   REIMBURSEMENT   CLAIM. 

5,0  TO  BE   COMPLETED  BY  FTC  AFTER  AUDIT   CW    REIMBURSEMENT  CLAIM. 

P"R  L>.c.T7-16925  Filed  6-13-77:8:45  ami 
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For  a-T  advance  "look"  at  the 
FEDERAL  REGISTER  try  c- 
novv  informatic;  Suf-'ce,  A 
recorjing   will    give  you  se'::;c:ions 


fror-      o..r      iijgn'ij'-'s      listing      c' 
ciucui~;ients   to   be  i-^ij 
next  day's  issue  of  ti~e  F 
REGISTER. 
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highlights 


"THE    FEDERAL   REGISTER— WHAT    IT    IS    AND 
HOW  TO  USE  IT" 

Reservations  for  July  are  being  accepted  for  the  free 
Wednesday  workshops  on  how  to  use  the  FEDERAL  REGIS- 
TER. The  sessions  are  held  at  1 100  L  St  N  W.,  Washington, 
D.C.  in  Room  9409,  from  9  to  11:30  a.m. 

Each  session  includes  a  brief  history  of  the  FEDERAL 
REGISTER,  the  difference  between  legislation  and  regula- 
tions, the  relationship  of  the  FEDERAL  REGISTER  to  the 
Code  of  Federal  Regulations,  the  elements  of  a  typical 
FEDERAL  REGISTER  document,  and  an  introduction  to  the 
finding  aids. 

FOR  RESERVATIONS  call:  Dean  Smith,  202-523-5282. 
OUT  OF  TOWN  WORKSHOPS  PREVIOUSLY  ANNOUNCED 

Atlanta,  Ga.,  7-13,  7-14. 

(Details:  42  FR  30015,  6-10-77.) 
For  reservations  call:  Dave  Conner  at  (404)  881-4661 . 


SUNSHINE  ACT  MEETINGS 


30574 


THE   HONORABLE  TOM  C.   CLARK 

Executive  order  directing  display  of  flag  on  death 

OCCUPATIONAL  SAFETY  AND  HEALTH 
EDUCATIONAL  RESOURCE  CENTERS 

HEW/CDC  anncunces  closing  date  of  7-8-77  tor  receipt 
of  applications 

FINANCIAL  ASSISTANCE  FOR  URBAN  INDIAN 
CENTER  PROJECTS 

HEW/HDO  announces  closmg  date  of  8-1-77  *or  recetp* 

of  applications 

INDUSTRIAL  RADIOLOCATION  SERVICE 

FCC  modifies  type  acceptance  requirements  for  trans 
mftters;   effective   7-12-77 

SALE  OR  DISTRIBUTION  OF  PRINTED  MATTER 
Interkor/NPS  establishes  permit  requirements,  effective 
7-15-77  — --- --- ~ 

FEDERAL  CREDIT  UNIONS 

NCUA  amends  procedures  on  filing  of  reports,  effective 
6-15-77  

WINE 

Treasury/ATF  proposes  regulations  regarding     'appena- 
tions  of  origin",   "viticultural   areas",      estate   bottled 
labeling     "grape   type   designations'    and    "ATF    seal   ; 
hearings  8-2,  8-3,  8-23  thru  8-25-77.  comm<s.^ts  by 
9-26-77  


30489 


30542 


30540 


30509 


30501 


30493 


30517 

a     :ONTINUCD    INSlDC 


AGENCY  PUBLICATION   ON   ASSIGNED   DAVS   OF  THE  WEEK 

The  Six  month  tnai  pericd  ended  August  6.  The  program  is  being  continued  on  a  voluntary  basis  (see  OFR 
notice,  41  FR  32914,  August  6,  1976).  The  following  agencies  have  agreed  to  remain  in  the  program; 


Monday          , 

Tuesday 

We::nesday 

Thursday 

Friday 

NRC 

USDA, ASCS 

NRC 

USDA/ASCS 

DOT    COAST    GUARD 

US  DA    APHIS 
USDA.FNS 

DOT/COAST  GUARD 

USDA/APHIS 

DOT  'NHTSA 

DOT/NHTSA 

USDA/FNS 

DOT    FAA 

USDA/RtA 

DOT/ FAA 

USDA/REA 

DOT/OHMO 

CSC 

DOT/OHMO 

CSC 

DOT/OPSO 

LABOR 

DOT/OPSO   . 

LABOR 

HEW/FDA 

HEW/FDA 

Documents  normally  scheduled  on  a  day  that  will  be  a  Federal  holiday  will  be  published  the  next  work  day 
following  the  holiday. 

Comments  on  this  program  are  still  incited  Comments  should  be  submitted  to  the  Day  of-the-Week  Program 
Coordinator,  Office  of  the  Federal  Register  .Nationa^  Archives  and  Records  Service,  General  Services  Adminis- 
tration,  Washington,    D.C.    20408. 


ATTENTION:  For  questions,  corrections,  or  requests  for  mformation  piease  see  the  list  of  telephone  numbers 
appearing  on  opposite  page. 


.^^,X 


Published  adily.  Monday  thrciugr.  Friday  (no  publication  on  Saturdays.  Sundays,  or  on  omclal  Federal 
holidays),  by  the  Office  of  the  Federal  Register,  National  Archives  and  Records  Service,  General  Services 
Administration,  Washington,  DC  20408,  under  the  Federal  Register  Act  (49  Stat  500.  as  amended;  44  U  SO  , 
Ch  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  I  :  CFR  Ch  Ii  Distribution 
Ls  made  only  by  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Waihm^ton,  D  C   20402 


The  Federal  Register  provides  a  ■.m'.form  ?vstem  for  making  available  to  the  public  regulatlotis  and  legal  notices  issued 
by  Federal  agencies.  These  Lnclude  Presidential  proclamations  and  Executive  orders  and  Federal  agency  documents  having 
general  applicability  and  legal  effect  do<.-u:nents  required  to  be  published  by  Act  of  Congress  and  ot^"»r  Federal  agency 
documents  of  public  interest  Docimen's  are  on  file  for  public  Inspection  In  the  OflBce  of  the  Feclera,  Register  the  day  before 
they  are  published,  unless  earlier  filing  Ls  requested  by  the  Issuing  agency. 

The  Federal  Register  will  be  furnu-hed  by  n,ai:  'o  subscrtbers,  free  of  postage,  for  $5.00  per  month  or  $50  per  year,  payable 
In  advance  The  charge  for  individual  copies  is  75  cents  for  each  Issue,  or  75  cents  for  each  group  of  pages  as  actually  bound. 
Remit  check  or  money  order,  made  payable  to  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office.  Washmgton. 
DC    20402 

There  are  no  restrictions  on  the  republication  of  material  appearing  In  the  Pedebal  Register 
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INFORMATION  AND  ASSISTANCE 


Questions  and  requests  for  specific  information  may 
may  be  made  by  dialing  202-523-5240. 

FEDERAL  REGISTER,  Daily  Issue: 

Subscription  orders  (GPO)    

Subscription  problerrYs  (GPO) 

"Dial  -  a  -  Regulation"     (recorded 
summary  of   highlighted  docu- 
ments appearing  m  next  day  s 
issue). 
Scheduling     of     documents     ior 

publication. 
Copies  of  documents  appearing  in 
the  Federal  Register. 

Corrections 

Public  Inspection  Desk — 

Finding  Aids - 

Puttie  Briefings:  "How  To  Use  the 

Federal  Register." 
Code  of  Federal  Regulations  (CFR)- 
Finding  Aids.. 


be  directed  to  the  fonowing  nu^bc^s.  General  inquiries 


202-783-3238 
202-275-3050 
202-523-5022 


523-5220 

523-5240 

523-5286 
523-5215 
523-5227 
523-5282 

523-5266 
523-5227 


PRESIDENTIAL  PAPERS: 

Executive  Orders  anc  Proclama- 
tions. 

Weekly  Compiiation  cf  Presidential 
Documents. 

Pubhc  Paoers  of  th£  Presiderts.... 

PUBLIC  LAWS: 

Public  Law  dates  and  numbers 

Slip  Laws.-.    

US.  Statutes  at  Large * 

Index    - 

U.S.  Government  Manual 

Automation    

Special  Projects - 


523-5233 

523-5235 

523-5235 
523-5235 

523-5237 
523-5237 
523-5237 
523-5237 

523-5230 

52S-5240 

523-5240 


HIGHLIGHTS — Continued 


ALASKA  PIPELINE 

FMC  proposes  regulat.ons  on  fmancial  responsibility  for 
O.I  pollution;  comments  by  7-5-77  (Part  III  of  ^th.S 
issue)   . 

MOTOR  VEHICLES 

EPA  amends  regulations  requiring  certain  states  to 
establish  programs  for  inspection  and  maintenance  to 
control  emissions;  effective  6-15-77  


30583 


30504 


1  COMPUTER  PROGRAM  LISTINGS 

I  Comrr;erce/PTO  proposes  to  provide  sp*c.ai   ■'^^^^'H 

!  for    presentation    >p.    patent    applications,    co^-^-e.ts    C^v   ^^^^ 

,  9-15-77     _ 


tec     States 


INCOME  TAX  , 

Treasury/ iRS    regulates   separate   limitation    on    foreign 

tax  credit  for  dividends  from  a  DISC  or  former  DISC  30496 


PRIVACY  ACT 

VA  amends  system,  of  records  

MID-ATLANTIC  FISHERY  MANAGEMENT 

COUNCIL 

Con>merce/NOAA  publisries  statement  of  organization 
practices  and  procedures  (Part  11  of  tms  issue"! 

SCHEDULES  OF  CONTROLLED  SUBSTANCES 

Justice/DEA  exempts  certai"  chem:cai  precaratiors  and 
mixtures;  comments  by  8-3-77,  effect  .e  6-15-77 


30557 


30577 


30495 


PROTECTION  Of  HUMAN  SUBJECTS 

ERDA  amends  regulations  oertaming  to  the  nghts  and 
welfare  of  subjects  engagea  m  research  activities;  etfec- 
tive  6-15-77 ^°^^^ 


MEETINGS— 

Administrative     Conference     of     t' e 

fy—23—7  7  

Commerce/DIBA:  Management-Labor  Textile  Advisorv 

Committee,  6-30-77  •■-- _ 

NOAA;  Marine  Fist-er-es  Advisory  Committee    f>  .. 

and  6-30-77  

De'ense/A.r   Force;    USAF   Scientific  Advisory    fcca^a 

7-5-77 
HEW/NIH:     MTnonty     Access     t:      Research     Cd'ee-s 
Review  Committee,  7-21   t-tu  7-23-77         ^ 
Na-ional  Commission  on   Digestive  Diseases       -^^ 

Natic^'a'^  Commission   on  the   Observance  of  Interna- 
tional Womens  Year,  California  Coordinating  Com 
n-ttpp    6-17  thru  6-19-77    ■_-•_-■       . 

NF/iH'NEH:     Education    Programs    Panel.    7-7    and 

7_8_77  30556 

SBA   Maoison  Dist-  a  Advisory  Council,  7-15-77..       .   30556 

State  snipping  Coordinating  Committee.  Subcomrmt- 
tee  on  Safety  o*  L.  'e  st  Sea  (2  nocunoents).  7-13 
and  7-21-7  7 


20526 
30529 

30530 
30531 
30540 
30540 

30555 


30557 


SEPARATE  PARTS  OF  THIS  ISSUE 

Part    II,    Commerce,  NCAA 

Part    ill.    FMC  


30557 
30583 
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Ui 


THE  PRESIDENT 
Executive  Orders 

CUric    Tom  C  .  du-play  of  ttag  on 
death 

EXECUTIVE   AGENCIES 


30489 


ADMINISTRATIVE    CONFERENCE    OF   THE 
UNITED   STATES 

Notices 

Meeting 

Kulfiiuikiiig  and  Public  Infor- 

:ii.itio:.    Comniittee      .    _        -  -    30526 

AGENCY    FOR    INTERNATIONAL 
DEVELOPMENT 

Notices 

A'.;  t :)  J ::  t  >■  delega  t  ions : 
Keiii.bursable  Developir.ent,  Pro- 
grams.    Coordniator:     travel. 
per  dieir..  ar;d  related  co.st,s    _     30557 

AGRICULTURAL    MARKETING    SERVICE 

Rules 


.\pr;v  ot--.  group,  in  Wash 

Ne^ta:  K.e.i   gro'.sn   it;   Calif 


30491: 
30491 


Proposed   Rules 

.Apricot.-,   groun    m    Wa.-h 30514 

Avocados  grown  m  So    Fia 30513 

Limes  grown  in  Fla 30513 

Pears,  plums,  and  peaches  grown 

;n  Calif    <  2  documents  '        30513,30514 

AGRICULTURE    DEPARTMENT 

Srr-  Agricultural  Marketing  Serv- 
ice. Forest  Service 

AIR   FORCE    DEPARTMENT 

Notices 

Meetings ; 

Scientific  Advisory  Board     __        3053! 

ALCOHOL,    TOBACCO   AND    FIREARMS 
BUREAU 

Proposed   Rules 

vVine  labeling  and  advertising: 
Definitions,    appellation  of  ori- 
gin, grape  type  designations. 
etc    -^-  --  -      30517 

ARTS   AND   HUMANITIES,    NATIONAL 
FOUNDATION 

Notices 

Meetings 

Education    Programs    PaneL  30556 

CIVIL   AERONAUTICS   BOARD 

Notices 

Hearings,  etc 

Iowa  IIlinoi^-AtlarUa  route  pro- 
ceeding,   postponement 30527 

Kinniburgh  Spray  Service  Ltd-   30527 

COMMERCE    DEPARTMENT 

See  Domestic  and  International 
Business  Administration.  Mari- 
time Admimstration .  National 
Oceanic  and  Atmospheric  Ad- 
ministration ,  Patent  and  Trade- 
mark Office 

DEFENSE    DEPARTMENT 

See  Air  Force  Department. 
DISEASE   CONTROL  CENTER 
Notices 

Occupational  safety  and  health 
educational  resource  centers, 
grants,    program  guidelines 30542 


tv 


contents 

DOMESTIC    AND    INTERNATIONAL 
BUSINESS   ADMINISTRATION 

Notices 

Meetings: 
Management-Labor  Textile  Ad- 
visory  Committee 30529 

DRUG   ENFORCEMENT   ADMINISTRATION 

Rules 

Pre>cr;piioris; 
Co:. trolled  substances;   compu- 
terized    refill     information ; 

correction    . 30495 

Schedules  of  controlled  substances: 
Exempt  chemical  preparations.   30495 

EMERGENCY  NATURAL  GAS  ACT  OF  1977, 
ADMINISTRATOR 

Notices 

Emergency    Natural    Gas    Act   of 

1977:  emergency  orders,  etc: 

Columbia     Gas     Transmission 

Corp 30526 

Southern  Natural  Gas  Co  .    30526 

ENERGY   RESEARCH  AND  DEVELOPMENT 
ADMINISTRATION 

Rules 

Human  subjects,  protection 30492 

ENVIRONMENTAL    PROTECTION    AGENCY 
Rules 

Air  quality  implementation  plans: 
various  States,  etc.: 

Arizona  et  al 30504 

Procurement      transportation 30509 

ENVIRONMENTAL  QUALITY   COUNCIL 

Notices 

Toxic  substances;  preliminary  list 
of  chemicals  for  further  evalua- 
tion   availability   etc 30531 

FARMERS   HOME   ADMINISTRATION 

Notices 

Disaster  and  emergency  areas: 

Georgia  30526 

FEDERAL   COMMUNICATIONS 
COMMISSION 

Rules 

Public  safety,  industrial,  and  land 
transportation  radio  services: 
Transmitters,   industrial  radio- 
location service;  type  accept- 
ance   requirements 30509 

FEDERAL   DISASTER    ASSISTANCE 
ADMINISTRATION 

Notices 

Disaster  and  emergency  areas: 

Colorado  -. 30544 

Georgia 30545 

Idaho   t3  documents) 30545 

New    Mexico 30546 

Oregon  ^2  documents).-  30544.  30546 
Utah  (2  documents) 30546 

FEDERAL   ENERGY   ADMINISTRATION 

Notices 

Appeals  and  applications  for  ex- 
ception, etc  ;  cases  filed  with 
Exceptions  and  .Appeals  Office: 
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List  of  applicants,  etc.  (2  docu- 
ments > 30531-30534 

Automatic  data  processing:  State 
and  local  government  re- 
quirements; computer  support 
clause 30536 

Environmental  review  documeiHs. 
availability   30535 

Natural  gas: 
Alaska  natural  ga?  transporta- 
tion systems;  inquiry 30536 

FEDERAL   MARITIME   COMMISSION 

Proposed    Rul«s 

Oil    pollution    cleanup    financial 
responsibility : 
Trans-Alaska      pipeline,       ter- 
minal facihties-. 30583 

Notices 

AgTeements  filed,  etc.: 

Matson  Navigation  Co.  et  al 30537 

Palm  Beach  District.  Port  of.  et 

al    30537 

FEDERAL   RESERVE   SYSTEM 

Notices 

Applications,  etc 
First    City    Bancorporation    of 

Texas,  Inc 30538 

Omaha  State  Corp 30537 

Republic  of  Texas  Corp 30538 

FEDERAL  TRADE   COMMISSION 

Rules 

Prohibited  trade  practices: 

Landow.  Meivm.  S..  et  al 30493 

Proposed   Rules 

Consent  agreements: 

Heirloom  Collection,  Inc  .  et  aL_  30515 
TRW  Foods,  Inc  .  et  al  ;  correc- 
tion      30516 

FISH    AND  WILDLIFE   SERVICE 
Proposed   Rules 
Hunting : 

Valentine      National      Wildlife 

Refuge,  Nebr 30524 

Stamp  contest;  migratory  bird 
hunting  and  conservation 30524 

Notices 

Endangered  and  threatened  spe- 
cies permits;  applications  t3 
documents* 30551-30554 

FOREST   SERVICE 

Rules 

Prohibitions;    correction 30503 

GENERAL   SERVICES   ADMINISTRATION 

Notices 

Environmental  statements  under 
preparation,  administrative  ac- 
tions  list 30539 

Property  management  regulations, 
temporary : 
Authority  delegation  to  Defense 

Department  Secretary 30539 

HEALTH,    EDUCATION,   AND  WELFARE 
DEPARTMENT 

See  Disease  Control  Center;  Hu- 
man Development  Office:  Na- 
tional Institutes  of  Health. 
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HOUSING  AND  URBAN    DEVELOPMENT 
DEPARTMENT 

See  Federal  Disaster  .Assistance 
AdminisLration:  Interstate  Land 
Sales  Registration  Office. 

HUMAN   DEVELOPMENT  OFFICE 

Notices 

Native  American  Programs : 

Urban  Indian  center  projects 
grants;  applications  and  clos- 
ing date 


INTERSTATE    LAND   SALES 
REGISTRATION   OFFICE 

Notices 

Land     developers;      investigatory 
hearings,    orders    of    suspen- 
sion, etc.: 
Sunset    Groves 

JUSTICE   DEPARTMENT 

See  Drug   Enforcement  Adminis- 
tration. 


30547 


30540 


INDIAN    AFFAIRS   BUREAU 

Notices 

Environmental  statements;  avail- 
ability, etc.: 

Mancos    Canyon    Indian    Park. 

Colo    

INTERIOR    DEPARTMENT 

See    Fish    and    Wildlife    Service. 

Indian    Affairs    Bureau;    Land 

Management  Bureau;   National 

Park  Service 
INTERNAL   REVENUE   SERVICE 


3054' 


Rules 

Income  taxes: 
Foreign     tax    credit;     separate 
limitations  for  dividends  from 
DISC  or  former  DISC 30496 

INTERNATIONAL  TRADE   COMMISSION 

Notices 

Competition  conditions  study; 
domestic  and  foreign  steel  prod- 
ucts, western  U.S.  market;  in- 
vestigation  and   hearings 30ooo 

INTERNATIONAL  WOMEN'S  YEAR  OBSERV- 
ANCE, NATIONAL  COMMISSION 

Notices 

Meetings.   Women's  Coordinating 
Committees: 

California    

INTERSTATE   COMMERCE  COMMISSION 

Notices 

Fourth    section    applications    for 

relief 30558 

Hearing  assignments 30558 

Motor  carriers: 

Irregular    route    property    car 
ners:  gateway  elimination. 
Petitions  filing: 

Marotta  Air  Service.  Inc. 


LAND   MANAGEMENT    BUREAU 

Notices 
Applications,  etc.: 

Montana    30550 

New-  Mexico  (7  documents' 30550, 

30551 

Opening  of  public  lands: 

California    30549 

Withdrawal    and    reservation    of 
lands^  proposed,  etc.: 

California  '4  documents) 30548. 

30549 

Idaho    30547 

LEGAL    SERVICES   CORPORATION 

Notices 

Grants    and    contracts;    applica- 
tions      30556 

MANAGEMENT   AND   BUDGET   OFFICE 
Notices 

Procurement  pohcy.  Federal: 
Private  sector,  Government  re- 
liance on  .Circular  A-76i--.  30556 


NATIONAL  OCEANIC    AND   ATMOSPi-^ERIC 
ADMINISTRATION 

Notices  ^ 

Fishing  by  foreign  vessels  in  U.S. 

waters;  fee  schedule 30529 

Meetings: 
Marine  Fisheries  Advisory  Com- 
mittee    30530 

Organization  and  functions: 
Mid-Atlantic   Fishery   Manage- 
ment Council 30577 

NATIONAL   PARK    SERVICE 

Rules 

Public  use  and  recreation; 

Printed  matter  sale  or  distribu- 
tion:  permit  requirements —  30501 

PATENT    AND    TRADEMARK    OFFICE 

Proposed   Rules 

Patent  cases: 
Computer      program      listings. 

deposit;  patent  applications..  30522 


30553 


MARITIME   ADMINISTRATION 

Notices 

Operating-differential        subsidy, 
exclusions:  petitions  filed: 
American  President  Lines.  Ltd..  30529 

NATIONAL   CREDIT    UNION 
ADMINISTRATION 

Rules 

Security  devices  and  procedures: 

Reports,    filing 30493 

NATIONAL    INSTITUTES   OF   HEALTH 
Notices 


30558 
..  30572 


Meetings: 

Digestive      Diseases      National 
Commission 

Minority    Access    to    Research 

Careers  Review  Committee ...  30540 


POSTAL    SERVICE 

Rules 

Practice  rules  and  procedures: 
Lottery      orders;      second-class 
mail  privileges;  and  post  office 
boxes --  30503 

SMALL    BUSINESS    ADMINISTRATION 

Notices 

Meetii.izs.  advisory  councils : 

Madison  District 30556 

STATE    DEPARTMENT 
See  also  Agency  for  International 
Development. 

Notices 

Meetings: 

Shipping  Coordinating  Commit- 
lee.  Safety  of  Life  at  Sea  Sub- 
committee '2  documents) 30557 

TREASURY    DEPARTMENT 

See    Alcohol.   Tobacco  and   Fire- 
arms Bureau. 
VETERANS   ADMINISTRATION 

Notices 

Environmental  sUtements;  avail- 
ability, etc.: 


.305440 


Riverside,  CaUf .,  National  Ceme- 


tery 


Privacy  Act;  systems  of  records. 


30557 
30557 
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Rules  Going  Into  Effect  Today 


USDA/ASCS — Tobacco,  flue-cured:  market 
mg  quotas  and  acreage  allotments. 

27565;    5-31-77 
EPA — Solid  waste  management;  identifica- 
tion   of    regions   and    agencies:    interim 
guidelines  24925:  5-16-77 

FCC — Radio  broadcast  services,  changes 
in  table  of  assignments  for  FM  broad- 
cast stations  in  Summersville  and  Mul- 
lens. W  Va  24272;  5-13-77 
GSA — Federal  procurement  regulations: 
notification  of  nonresponsibility   23507; 

5-9-77 

DOT.'CG — Certification  of  seamen;  engine 

department  ratings     24741;  5—16-77 

Prohibition  of  Air  Compressors  m  cargo 

areas  of  tank  vessels  25734; 

5-19-77 


Next  Week's  Deadlines  for  Comments 
On  Proposed  Rules 


AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

Cotton  research  and  promotion;  sup- 
plemental assessment  on  Upland 
cotton  producers:  comments  by  6— 
23-77  29313;  6-8-77 
Milk  marketing  orders;  Chicago:  com- 
ments by  6-21-77 27921; 

6-1-77 
Animal  and  Plant  Health  Inspection 
Sen/ice — 
Hog  cholera  and  other  communicable 
swine  diseases,  interstate  move- 
ment of  swine  fed  raw  garbage  for 
immediate  slaughter;  comments  by 
6-20-77  20825;  4-22-77 

Commodity  Credit  Corporation — 

Peanuts:  loan  and  purchase  program, 
comments  by  6-24-77  25329; 

5-17-77 
Farmers  Home  Administration — 

Guaranteed  loans:  emergency  live 
stock  oans:  portions  sold  In  sec 
ondary   markets;   comments   by  6- 

22-77         26358;  5-23-77 

Forest  Service — 

Prohibitions;  miscellaneous  changes, 
comments  by  6-24-77  26662; 

5-^5-77 
BLIND  AND  OTHER  SEVERELY  HANDI- 
CAPPED. COMMITTEE  FOR  PUR 
CHASE  FROM 
Addition  for  commodities  to  be  pro 
duced  by  workshops  for  blind  and 
severely  handicapped;  procurement 
list  1977,  comments  bv  6-23-77, 

25901:    5-20-77 
COMMERCE   DEPARTMENT 

Economic       Development      Administra 
tion — 
Business    Development    Program;    re 
financing  assistance:  comments  by 
6-22-77  26198;  5-23-77 


Office  of  the  Secretary — 

Additional  Privacy  Act  records  sys- 
tem for  National  Bureau  of  Stand- 
ards: comments  by  6-20-77. 

25900;   5-20-77 

COMMODITY   FUTURES  TRADING 
COMMISSION 

Gold,  crude  coconut  oil  and  stud  lumber 
futures    contracts;    availability;    com- 
ments by  6-22-77     26238:  5-23-77 
DEFENSE   DEPARTMENT 
Air  Force  Department- 
Privacy    Act;    records    system;    com- 
ments by  6-22-77 26449; 

5-24-77 
Army  Department — 

1974  Privacy  Act;  new  records  sys- 
tem; comments  by  6-20-77. 

25904;   5-20-77 
Defense  Civil  Preparedness  Agency — 
Privacy  Act:  systems  of  records;  com- 
ments  by  6-25-77  27021; 

5-26-77 

ENERGY   RESEARCH   AND   DEVELOPMENT 
ADMINISTRATION 

Organizational  conflicts  of  mterest;  gen- 
eral policy  for  avoidance;  comments 
by  6-25-77  21777;  4-29-77 

Plutonium;  air  transportation;  comments 
by  6-23-77  26431;  5-24-77 

ENVfRONMEMTAL    PROTECTION    AGENCY 
A.r   pollution    control;    Nevada    statutes 
and  Washoe  County  regulations;  ap- 
proval of  implementation  plans;  com- 
ments by  6-20-77     25878:  5-20-77 
Air  quality  implementation  plans;  vari- 
ous states: 
California:    comments    by    6-23—77, 
Oklahoma;    comments    by    6—23—77. 
26438-9;   5-24-77 
Pesticide  chemicals  in  or  on  raw  agricul- 
tural    commodities;     tolerances    and 
exemptions;  comments  by  6-23—77. 
26440;    5-24-77 
Toxic    substances:     Polychlorinated  Bi- 
phenvls  (PCBs);  comments  by  6- 

22-77        26564;  5-24-77 

Water  pollution;  effluent  guidelines  for 
certain  point  source  categories;  meat 
products  and  rendering  industry, 
processing   plants;    comments   bv   6— 

22-77        26226:    5-23-77 

FEDERAL  COMMUNICATIONS 
COMMISSION 
External   radio   freauency   power  ampli- 
fiers:  24  to  35   MHz;   amateur  radio 
service;    comments    extended    to    5— 

24-77  27628:  5-31-77 

FM  broadcast  and  TV  broadcast  stations 
in  Federalsburg  Md..  Florence,  Oreg., 
Altoona,  Pa  ,  and  Highland  and  Kieler, 
Wis  :  table  of  assignments  and  assign- 
ment of  TV  channels  (4  doruments); 
reply  comr.^ents  by  6-21-77. 

;:  1627-21631;  4-28-77 
FM  broadcast  stations;  table  of  assign- 
ments: 


Baxley,  Ga.;  comments  by  6-24—77. 

25342;   5-17-77 

McRae,  Ga.;  comments  by  6-24-77, 

26665;    5-25-77 

Lihue,  Hawaii,  TV  broadcast  station; 

reply  comments  by  6-21-77. 

22183:   5-2-77 
Wrens,  Ga,;  comments  by  6-24-77. 
26666;    5-25-77 
Type  acceptance  of  equipment  require- 
ment;   amateur    radio    service;    com- 
ments extended  to  6-24—77. 

27628;    5-31-77 
FEDERAL    ENERGY   ADMINISTRATION 
Retail    gasoline   sales:    pass-through    of 
service  station   rent  increases;   com- 
ments by  6-20-77     22374;  5-3-77 
FEDERAL  MARITIME  COMMISSION 

Rules  of  practice  and  procedure,  former 
employees;  appearances  and  practice 
before  commission;  comments  by  6- 

23-77 26664;  5-25-77 

GENERAL  SERVICES  ADMINISTRATION 
Federal  Supply  Service — 

Property    management;    procurement 
sources  and  programs;  comments 
by  6-20-77              28556;  6-3-77 
INTERSTATE  COMMERCE  COMMISSION 
Lease  and  interchange  of  vehicles;  com- 
ments by  6-24-77     21114;  4-25-77 
JUSTICE  DEPARTMENT 
Immigration  and  Naturalization  Service — 
Termination  of  program  for  issuance 
of  landing  permits  and   identifica- 
tion cards  of  alien  crewmen;  com- 
ments by  6-20-77 25738: 

5-19-77 
Prisons  Bureau — 

Management  and  administration;  in- 
mate admission  classification  and 
transfer;  comments  bv  6—22-77, 

26334;   5-23-77 

LABOR  DEPARTMENT 

Office  of  the  Secretary — 

Walsh  Healy  Public  Contracts  Act;  pro- 
cedures and  interpretation;  com- 
ments by  6-20-77  26022; 

5-20-77 

STATE  DEPARTMENT 

Consular  services;  United  States  and 
Foreign  Service  posts;  consolidation 
of  fees;  comments  by  6-24-77. 

26994;   5-26-77 

TRANSPORTATION   DEPARTMENT 

Coast  Guard — 

Tank  vessels  manual  of  cargo  trans- 
fer procedures;  comments  by  6— 
20-77  23518;  5-9-77 

Federal  Aviation  Administration — 

Alteration  of  control  zone  and  tran- 
sition area.  Aberdeen,  Md.;  com- 
ments by  6-20-77  24066; 

5-12-77 

Knanp  State  Airport,  BarreMontpelier, 

Vt  .  alteration  of  control  zone  and 

700-foot  transition  area:  comments 

by  6-19-77  25739;  5-19-77 
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McDonnell  Douglas  model  DC-8-62, 
-62F.  -63,  and  -63F  airptanes: 
ain#«)rthiness  directive;  comments 
by  6-20-77 24751;  ^16-77 

Socrete    Nationale    Industnelte    Aero- 
spabaie  model  SA341G   ■Gazelle 
helicopters;  airworthiness  directive; 
cofnrT>ents  by  ^20-77..-     22896, 

5—5—77 

National  Htghway  Traffic  Safety 
Admmistration — 
Motor   vehicle   safety   standards;    air 
brake  systems;  agricultural  trailers; 
comments   by   ^20-77   .,   27003; 

5—26—77 

TREASURY  DEPARTMENT 

Internal  Revenue  Service — 

Failure  to  otrtatn  advance  approval 
of  grant  making  procedures:  com- 
ments by  6-23-77 23^5J_7; 

VETERANS'  ADMINISTRATION 

Freedom  of  mfomiation;  wthhoWirtg 
information,  modification;  comments 
by  6-23-77 26437;  ^24-77 


Next  Week's  Meetings 


AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

Flue-Cured  Tobacco  Advisory  Com- 
mittee, Raleigh,  N.C.  (open  with 
restrictions),  6-23-77  27665; 

5-31-77 

Food  and  Nutrition  Service — 

Maternal,  Infant,  and  Fetal  Nutrition 
Advisory  Council,  Denver,  Colo. 
(open),  6-23  and  6-24-77. 

28563;    6-3-77 
Food  Safety  and  Quality  Service — 

Salmonella  Advisory  Committee, 
Washington,  D.C.  (open  with  re- 
strictions), 6-23-77 29031; 

6-7-77 

Forest  Service — 

Deschutes    National    Forest   Advisory 

Committee,  Bend,  Oreg.  (open),  6- 

23-77  27019:  5-26-77 

ARTS  AND  HUMANITIES,   NATIONAL 

FOUNDATION 

Advisory     Committee     Planning     Office 

Panel,     Washington,     D.C.     (closed). 

6-23  and  6-24-77     27070;  5-26-77 

Research     Grants     Panel.     Washington, 

D.C.  (closed),  6-20-77  21874; 

4-29-77 
CIVIL  RIGHTS  COMMISSION 
Advisory  Committees: 

lUinois,  Chicago,  III    (open),  6-23-77, 

28182:   6-2-77 

New      Hampshire,      Concord,       N.H. 

(open),  6-21-77 24764; 

5-16-77 
Vermont,    Plymouth.    Vt.    (open),    6- 

20-77      .     24764;  5-16-77 

Wisconsin,  Madison,  Wis.   (open),  6- 
24-77  28182;  6-2-77 

CIVIL  SERVICE  COMMISSION 

Federal  Employees  Pay  Cour>cil.  Wash- 
ington,  DC.    (open).   6-22-77. 

29033:   6-7-77 


REMINOERS — Continued 

Federal  Prevwtortg  Rate  Advisory  Com- 
fTMttee,  Was*»i(»gton,  D,C,  (ciosed),  6- 
23-77  26244,    5-23-77 

COMMERCE  DEPARTMENT 

Domestic  and  International  Business 
Administration — 
Semiconductor  Mantifactunrvg  and 
Test  Equipment  lechmcai  Advisory 
Committee,  Washington,  D,C, 
(open -closed),   6-22-77        26681: 

5-25-77 
NattC'nal  Bureau  of  Standards — 

NBS  toteragency  report  75-795. 
"Recommefrted  criteria  for  retrofit 
materials  and  products  eligible  for 
tax  credrt:"  review,  Gaithersburg, 
Md.   (open),  6-24-77  29324; 

6-8-77 
National      Oceanic      and      Atmospheric 
Administration — 
Fishery     Management     Council.     Ad 
visory  Panel: 
Carribean,    St.    Johns,    V.I.    (open 
with  restrichors),  6-20  thru  6- 
23-77  26685:    5-25-77 

Frshery  Management  Councils.  Scien- 
tifK  and  Statistical  Committee: 
New  England,  Peabody,  Mass.  lopen 
with  restrictions),  5-21-77, 

28182:   6-2-77 

North    Pacific,    Anchorage.    Alaska 

(open  closed),     6-23     and     6- 

24-77  29325:   6-8-77 

North      Pacific     Advsory      Panel, 

ArKhorage,    Alaska    (open    with 

restrictions^,  6-22-77       27277; 

5-27-77 

South      Atlantic      Advisory      Panel, 

WnghisviMe    Beacn,    N.C     (open 

with-    restrictions),     6-21     thru 

6-23-77  27277;  5-27-77 

Office  of  the  Secretary — 

Commerce  Technical  Advisory  Board, 
Washington.  DC.  (open:,  6-22-77, 
27667;    5-31-77 
CONSUMER  PRODUCT  SAFETY 
COMMISSION 
Poison   Prevention    Packaging  Technical 
AdvrsoP/  Committee.  Washington,  DC. 
(open    with    restrictions).    6-20    and 
6-21-77  28567.    6-3-77 

DEFENSE    DEPARTMENT 
Air  Force  Department — 

USAF  Scientific  Advisory  Board.  Wash- 
ington. DC    (closea.i,  5-20-77. 

2857(7:   6-3-77 
USAF  Scier  tific  Advisory  Board.   Kirt 
land  AFB.  N.  Mex,  (closed^  6-21- 

77 24766:  5-16-77 

USAF  Scientific  Advisory  Board,  Kelly 
AFB  Tex  (closedy,  6-20  and  6- 
21-77  25755    5-19-77 

Army  Department — 

Shoreline  Erosion  Advisory  Panel, 
Arlingtci,  Va  (open  with  restric- 
tions). 6-23  and  6-24-77. 

28183:    5-2-77 
Office  of  the  Secretary — 

Chemical  Propuision  Advisory  Com- 
mittee, Laurel.  Md,  (open  with  re- 
StnctK)ns,,   6-22-77  27280; 

5-27-77 


Defense  ScierKC  Board  Task  Force 
ot\  Coomef-oornii.un.cations,  Com- 
tntnU.  and  CoiitfOi,  Washington, 
DC,  (ctosed)  t>-.L'0  and  6-2i-?7. 
27261;  5-27-77 
Wage  Comnwttee.  Washington,  DC. 
(Closed;.    6-21-77  18533; 

4-8-77 

ELECTRONIC  FUND  TRANSFERS. 
NATJOWAL  COMMtSSK>N 

NY     NY    (open  with  restrictions  i,  6-20 

arxl  ^21-77  29637:  6-3-77 

ENVIRONMENTAL    PROTECTION    AGENCY 

Federal  lf>secticide.  Fungicide  and 
RodenticiOe  Act  Scientitic  Advisory 
Panel,  Arlington,  Va   (openj,  6-20  and 

^21-77     2&572;  6-3-77 

State-Federal  Water  Programs  Advisory 
Committee.  Washington,  D.C  lopen), 
6-21-77  27574,  5-31-77 

FEDERAL  COMMUNICATIONS 
COMMISSION 
1979  World   Administrative   Radio  Con- 
ference Fixed  Satettne  Advisory  Com- 
mittee, Washington.   DC     (open),   6- 
24-77      .  29039:  ^7-77 

HEALTH,     EDUCATION,      AND     WELFARE 
DEPARTMENT 
A>cohol.  Drug  Aouse,  and  Mental  Health 
Aflmin.stratfon — 
Advisory     committees       Washington, 
D.C,  and  various  cities  in  Maryland 
(open   and   ckosed).   6-19  thru   6- 
25-77  23879;    5-11-77 

BioJogicai  Sc  ences  Training  Review 
Cof-nniittee,  Rockviile.  Md  (open- 
c*osed  .   e^22  tt-,ru   €^24-77, 

26248:    5-23-77 
Drug  AtKise  Prevention   Review  Com- 
mittee     RockviHe      Md      (partially 
open;.  ^21  and  6-22-77     24099; 

5-12-77 
Psychiatry     Education     Review    Com- 
mittee.'Rockviile,  Md.  (open).  6-20 
and  ^21-77  25379:  5-17-77 

[First  published   at  42   FR   20503,. 
Apr   20,  1977] 
Food   and    Drug   Administration — 

Antimicrobial  Panel,  Chevy  Chase,  Md, 
(open),  6-24-7  7     24? 20   5-13-77 
Biometr.c   and    LpiOemioiogicai   Meth- 
odology Advise,  Committee    Rock- 
viMe,    Mc     (open),   6-24-77, 

24320;    5-13-77 
Ccnf-aceptive  and  Other  Vaginal  Drug 
Products     Pjnei,      Rockviile,      Md. 
(openi,    6-22    thru    6-23-77. 

24320:    5-13-77 
Gastroenterological     and     Urological 
Device  Classification    Panel;    Rock- 
viile    Md     (open").    6-24    thru    6- 
25-77                        24320    5-13-77 
Vitamin       Minera        and      Mematinic 
Panel    Rockv.He    Md    (cpenV  6-23 
thru  6^-24-77          24320    5-13-77 
Health  Resources  Administration — 
Nursing   Research   anc   Education  Ad 
visory  ComTTiittee.  Hvattsville,  Md. 
(partially     open),     6-21     thru     6- 
24-77 22937;  5-5-77 
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National  Institutes  of  Health — 

Aging  Review  Conimittee,  Bethesda. 
Md    (partially  open),   6-23-77^ 

24100;    5-12-77 

Cancer  Immunobiology  Committee, 
Bethesda.  Md.  (open  and  closed), 
6-21-77  23175:  5-6-77 

Cancer  Special  Program  Advisory 
Committee,  Bethesda,  Md.  (open 
and  closed),  6-20  and  6-21-77. 

23175:    5-6-77 

Carcinogenesis  Program  Scientific 
Review  Committee  A,  Arlington,  Va. 
lopen  and  closed).  6-23  and  6- 
24-77  23175:  5-6-77 

Cellular  and  Molecular  Basis  of 
Disease  Review  Committee,  Bethes- 
da. Md  (open-closed),  6—20  thru 
6-24-77  26702.    5-25-77 

[First    published    at   42    FR    17914, 
Apr   4.  1977] 

Clearinghouse  on  Environmental 
Carcinogens,  Experimental  Design 
Subgroup.  Bethesda,  Md  (open), 
6-23-77  21853:    4-29-77 

Clearinghouse  on  Environmental  Car- 
cinogens, Chemical  Selection  Sub- 
group. Bethesda.  Md  (open),  6- 
22-77  21853.    4-29-77 

Comprehensive  Sickle  Cell  Center  Ad 

Hoc  Review  Committee,   Bethesda, 

Md     (closed).   6-23   and   6-24-77 

26702:    5-25-77 

Control  of  Huntington's  Disease  and 
its  Consequences,  Commission, 
Chicago,   III.  (open),  6-19-77. 

27304:   5-27-77 

Developmental   Biology  and   Nutrition 

Branch.    Center    for    Research    for 

Mothers    and    Children,    Bethesda, 

Md     (open),    6-21    and    6-22-77. 

16858:   3-3C-77 

Developmental  Therapeutics  Commit 
tee.  Silver  Spring,  Md  (open  and 
closed),    6-23    and    6-24-77. 

23175:    5-6-77 

General  Clinical  Research  Center  Com 
mittee,     Bethesda,     Md.     (partially 
openi.    6-23    thru    6-25-77 

24100:    5-12-77 

Heart.  Lung,  and  Blood  Research  Re 
view  Committee  A,    Bethesda,    Md 
(open  closed),  6-24  and  6-25-77 
26702:    5-25-77 

Heart,  Lung,  and  Blood  Research  Re 
view  Committee  B,   Bethesda,  Md 
(open  closed).  6-24  and  6-25-77 
26702:    5-26-77 

Recombinant  DNA  Molecule  Program 
Advisory  Committee.  Bethesda, 
Md    (open),  6-22  and  6-23-77 

26703:    5-25-77 

Research   Grants  Division   Study  Sec 
tions,   Bethesda,  Md    (open),  6-19 
thru  6-25-77  23176:  5-6-77 

Sickle  Cell  Disease  Advisory  Commit- 
tee, Bethesda.  Md.  (ooen),  6-23 
thru  6-24  25535;  5-18-77 

Transplantation      Immunology     Com 
mittee,  Bethesda,  Md,  (open),  6-20 
and  6-21-77  23177:5-6-77 


REMINDERS — Continued 

Virus  Cancer   Program   Scientific   Re- 
view Committee  A,  Bethesda,  Md. 
(open  closed),  7-20  thru  7-22-77. 
27305;    5-27-77 
HOUSING     AND     URBAN     DEVELOPMENT 
DEPARTMENT 
Office  of  the  Secretary — 

Future  of  FHA  Task  Force,  Washing- 
mgton,  DC.  (open),  6-21  and  6- 
22-77  28937;  6-6-77 

INTERIOR   DEPARTMENT 

Bonneville  Power  Administration — 
Bonneville  dam  integrating  transmis- 
sion, Stevenson,  Wash,  (open),  6— 
22-77  25923;    5-20-77 

Land  Management  Bureau — 

Utah     Deep    Creek    Mountains,    Salt 
Lake  City,    Utah    (open),   6-23-77, 
29344;   6-8-77 
National  Park  Service — 

Glacier  National  Park,  Great  Falls, 
Mont     (open.     &-23-77....   24119; 

5-12-77 

Golden  Gate  National  Recreation  Area, 

San    Francisco,    Calif,    (open),    6- 

22-77  24119;  5-12-77 

Golden  Gate  National  Recreation  Area; 

Mil!  Valley.  Calif,  (open).  6-25-77. 

24119;   5-12-77 

LABOR   DEPARTMENT 

Occupational   Safety  and   Health 
Administration — 
Occupational   Safety  and   Health   Na- 
tional  Advisory  Committee.  Wash- 
ington,   DC    (open).   6-24-77. 

29113;   6-7-77 
Standards     Ad.'sory    Committee    on. 
Agriculture        Washington,        D.C. 
(open),  6-22  and  6-23-77, 

29114;   6-7-77 
MANPOWER   POLICY     NATIONAL 
COMMISSION 
Washington     DC    (open),  6-24-77, 

28941;   6-6-77 
CENTAL   HEALTH.    PRESIDENFS 
COMMISSION 
San   Francisco.   Calif,   (open).  6-22-77. 
26494;    5-24-77 
NATIONAL     AERONAUTICS     AND     SPACE 
ADMINISTRATION 
Applications     Ste^rrg    Committee,     At- 
mospheric Cloud   Physics  Laboratory 
Advisory       Subcommittee,       Marshall 
Space    Flight    Center.    Ala.    (closed), 
6-21    thru    6-24-77  28941; 

6-6-77 
NASA  Research  and  Technology  Ad- 
visory Council  Panel  on  General  Avia- 
tion Technology,  Moffett  Field,  Calif, 
(open  with  restrictions),  6-22  thru 
6-24-77  28192;  6-2-77 

Wage     Committee,      W.^shington,      D.C. 
(closed),  6-22-77     25548    5-18-77 
NATIONAL   SCIENCE   FOUNDATION 
Advisory  Panels — 

Metabolic  Biolocy,  Washington,  D.C. 
(closed).   6-23  and  6-24-77. 

28942;   6-6-77 
Molecular    BiQiogy   (Group   A),   Wash- 
ington. DC    (closed),  6-23  and  6- 
24-77       28942;    6-6-77 


-  Molecular  Biology  (Group  B),  Wash- 
ington,   D.C.    (open),    6-20    and    6- 

28-77 28942;  6-6-77 

Science  Applications  Task  Force,  Wash- 
ington, DC.  (open).  6-20  and  6-21- 
77  28013:6-1-77 

Task  Group  No.  1,  Advisory  Council, 
Washington,    DC.    (open),   6-20   and 

6-21-77 28012;   6-1-77 

Task  Group  No.  3.  Advisory  Council, 
Washington,  DC.  (open),  6-20  and 
^v  21-77  28012:6-1-77 

NUCLEAR   REGULATOftY  COMMISSION 
ACRS  Subcommittee,  Arkansas  Nuclear 
One,  unit  2,  Russellville.  Ark.  (open), 
6-24-77  25780;  5-19-77 

ACRS  Subcommittee,  Diablo  Canyon 
nuclear  station,  units  1  and  2.  Los 
Angeles,  Calif  (open),  6-21  thru  6- 
23-77  .    25780;    5-19-77 

ACRS      Subcommittee,      San      Joaquin 
Nuclear   project,    Los   Angeles,    Calif 
(ooen),  6-24-77        25780;   5-19-77 
SECURITIES  AND  EXCHANGE 
COMMISSION 
National  Market  Advisory  Board,  Wash 
ington     D  C.    (open),    6-20    and    6- 
21-77  23888;  5-11-77 

STATE  DEPARTMENT 

International  Radio  Consultive  Commit- 
tee, U.S.  National  Committee  Study 
Group  6,  San  Diego.  Calif,  (open  with 
restrictions),  6-20  and  6-21-77. 

28014:  6-1-77 
Private  Inte'-national  Law,  Secretary  of 
States  Advisory  Committee's  Study 
Grouo  on  Maritime  Bills  of  Lading, 
Washington,  DC.  (open  with  restric- 
tions    6-23    and    6-24-77        28013; 

6-1-77 
Shipoing  Coordinating  Committee  Sub- 
committee on  Safety  of  Life  at  Sea, 
Washington.    DC     (open),    6-22-77. 
28013:    6-1-77 
TELECOMMUNICATIONS    POLICY    OFFICE 
U.S.    Inmarsat    Preparatory    Committee 
Working     Group.     Washington,      D.C. 
open'"  6-22-77         28636'    6-3-77 
TRANSPORTATION    DEPARTMENT 
Coast  Guard  — 

Inert  gas  systems:  extension  of  re- 
quirements, Washington,  DC. 
(open).    6-21-77  24874; 

5-16-77 

Oil     tankers:     improved     emergency 

steering     standards,     Washington, 

DC    (open).  6-21-77  24869; 

5-16-77 
Tank  vessels  carrying  oil  in  trade:  pro- 
tection    of     marine     environment, 
Washington,  DC    (open),  6-21-77. 
24868:    5-16-77 
Ves<^els  of  10,(X)0  gross  tons  or  more: 
additional  eouioment,  Washington, 
DC    (open),  6-21-77  24871; 

5-16-77 
Federal  Aviation  Administration — 

Aeronautics  Radio  Technical  Com- 
mission Washington  DC.  (open 
with  restrictions),  6-22  and  6- 
23-77 27081:  5-26-77 


Southern    Region    A,r   Traffic    Control 
Advisory    Committee,    Atlanta,    Ga. 
(ooen  with  restrictions).  6-20-77 
26276:    5-23-77 
Federal  Highway  Administration- 
Uniform  Traffic   Control   Devices   Na- 
tional Advisory  Comimittee,   Wash- 
DC     (open    with    restric 
^9  thru  6-24-77    27379: 
5-27-77 


ington, 

tlonsV 


6-2 


Next  Week's   Public   Hearings 


ENVIRONMENTAL    PROTECTION    AGENCY 

Toxic    substances,     Pcvchicriratec     E 
phenyls     (PCBs),     Washington,     D  ^ 
(ooen  with  restrictlons^.  6-24-77. 
^  26564:    5-24-77 

FEDERAL   ENERGY    ADMINISTRATION 
Retail    gasc!!-ie    s.ales     pass  trrough    of 
service  station  rent  increases:  Wash- 
ineton    D.C.  (open  with  restrictions), 

6_2!-77  22374:  5-3-77 

INTERIOR   DEPARTMENT 
Fish  ana  W  iaii<e  Service — 

Migratory  bird  hunting  regulations; 
early  season,  Washington.  D.C. 
(open),  6-21-77    26709;  5-25-77 


INTERNATIONAL    JOINT    COMMISS'ON— 
U.S.   AND  CANADA 
Lake   Huron   and    Lake   Superior;    pollu- 
tion    problems,    Wisconsin,    Ontario, 
Michigan  (open),  6-20  thru  6-23-77. 
22Q49;    5-5-77 
MENTAL   HEALTH,    PRESIDENT'S 
COMMISSION 
Tucscn,     Ariz      (.open).    6-20-77,     San 
Francisco,  Calif,  (open),  6-21-77. 

26261:    5-23-77 
TRANSPORTATION    POLICY   STUDY 
COMMISSION     NATIONAL 
Nat  o-  ^^    tra'-^LO^cition    issues     Wash- 
ingTcn.    DC.    (open),    6-22   thru    6- 
24-77  28948;  6-6-77 

TREASURY    DEPARTMENT 
Internal  Reve'-te  Ser\'ice — 

Income  taxes   handicapped  and  elder- 
ly, deduction  for  removing  barriers. 
Washington,  DC.  (ooen\  6-21-77. 
26204;   5-23-77 


List  of  Public  Laws 


Note:   No  public  bills  which  hftve  becon-.e       * 
law  were  received  by  the  Office  of  the  Federal 
Register    for    inclusion    In    today's    List    or 
PvBLic  Laws. 
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pfesidentlQl  dcxuments 


Title  a— The  President 


Fxecufi%f  Order   11996 


Junr    11,    V--: 


The  Honorable  Tom  C.  Clark 


As  a  mark  of  respect  to  the  memon-  of  the  Honorable  Tom  C.  Clark,  former 
Associate  Justice  of  the  Supreme  Court  of  the  United  States,  it  is  hereby  ordered, 
pursuant  to  the  provisions  of  Section  4  of  Proclamation  3044  ..t  M..rch  1,  1954,  as 
amended  that  until  intenneru,  the  flag  of  the  United  States  shall  be  flown  at  half- 
.tiff  c.n  all  buildings,  grounds  ai.d  naval  vessels  of  the  Federal  Government  m-the 
District  of  Columbia  and  throughout  the  United  States  and  its  Territories  and  pos- 
sessions. I  also  direct  that  the  flag  shall  be  flown  at  half-:.ul  lor  the  same  length 
of  time  at  all  United  States  embassies,  legations,  consular  offices,  and  other  facihues 


abrxjad,  including  all  miUtary  faciUties  and  naval  vessels  .ind 


.•.tin 


Th!    White  House, 
June  14,  1977. 

[FRDoc.77-17331  Filed  6-14-77;! : 58  pm] 
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Title  7 — Agriculture 
CHAPTER    IX— AGRICULTURAL    MARKET 
ING     SERVICE     (MARKETING     AGREE 
MENTS   AND   ORDERS;    FRUITS,   VEGE 
TABLES,      NUTS),      DEPARTMENT      OF 
AGRICULTURE 

■Nectarir.e  Reg    8,  Aniendmeiu  2' 

PART  916— NECTARINES  GROWN  IN 
CALIFORNIA 

Container  and  Pack  Requirements 

AGENCY    Agricultural  Marketing  Sei  \ - 
ice,  USDA 


ACTION:  Final  rule. 

SUMMARY:  This  action  amends  Uie 
current  container  and  pack  regulation 
applic:ible  to  California  nectarines.  The 
principal  change  requires  each  No-  12B 
box  containing  place-packed  nectarine? 
to  bear  the  appropriate  size  designation 
of  the  fruit  therein.  The  action  is  de- 
signed to  assure  informative  labeling  of 
such  boxes  used  to  ship  nectarines  In 
addition,  the  amendment  deletes  refer- 
ences to  "loose -packed"  nectarines  and 
makes  minor  revisions  in  the  current 
language  of  the  regulation  for  purposes 
of  simplification  and  clarity 

EFFECTIVE  DATE:  June  15.  1977 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Charles  R.  Brader,  Deputy  Director 
Fruit  and  Vegetable  Division.  Agri- 
cultural Marketing  Service,  US  De- 
partment of  Agriculture.  Washington. 
DC.  20250,  202-447-3545 

SUPPLEMENTARY  INFORMATION 
Notice  was  published  in  the  Federal  Reg- 
ister on  May  24,  1977  <  42  FR  26430  •  .  that 
consideration  was  being  given  to  a  pro- 
posed amendment  to  Nectarine  Regula- 
tion 8,  pursuant  to  the  provisions  of  the 
marketing  agreement,  as  amended,  and 
Order  No  916.  as  amended  '7  CPR  Part 
916',  regulating  the  handling  of  nec- 
tarines grown  m  California.  This  regu- 
latory program  is  effective  under  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  i7  USC  601-674 
The  proposed  amendment  was  recDm- 
mended  by  the  Nectai-ine  Administi-ative 
Committee,  established  under  the 
amended  marketing  agreement  and  or- 
der as  the  agency  to  adm.inister  the  terms 
and  provisions  The  notice  provided  that 
all  written  data,  views,  or  arguments  in 
connection  with  the  proposed  amend- 
ment be  submitted  by  June  6.  1977  None 
were  received 

TTie  comimittee  reports  that  a  small 
quantity  of  nectarines  are  place-packed 
and    shipped    in    No.     12B    boxes     The 


amendment  makes  the-^e  boxes  subject  to 
the  same  size  marking  requiremraits  ap- 
plicable to  other  si.)ecified  packages  and 
containers  used  for  shipping  place- 
packed  nectarines  The  terms  "loose- 
ftlled"  and  'ioose-p-Tcked"  nectarines  had 
been  used  to  describe  the  same  style  of 
packing  sftch  fruit  This  amendment  is 
de.'^igned  to  permit  easier  understanding 
of  the  regulation  by  deleting  the  nones- 
sential term  •'loose-packed"  necUirines 
The  amendment  makes  additional  minor 
revisions  of  the  current  language  for 
clarity.  The  am.endment  is  consistent 
with  the  objectives  of  the  act  of  promot- 
ing orderly  marketing  and  protecting  the 
interest  of  consumers 

After  consideration  of  ^11  relevant 
matter  presented,  includmE  the  propo.sai 
set  forth  m  the  notice  and  other  avail- 
able mformation,  it  is  found  that  the 
regulation  of  California  nectarines,  as 
set  forth,  are  m  accordance  with  the 
amended  marketing  agreerr.eni  and  or- 
der and  will  tend  to  effectuate  the  de- 
clared policy  of  the  act 

It  is  further  found  that  ccxio  cau.^e  ex- 
ists for  making  this  regulation  effective 
at  the  time  set  forth  and  for  not  post- 
poning the  effecti\e  date  until  30  days 
after  publication  m  the  Federal  Register 
'  5  use,  553  •  m  that  <  1  '  notice  of  pro- 
posed nilemaking  concerning  this 
amendment,  including  the  effective  date 
of  June  15.  1977.  was  published  in  the 
Federal  Register  on  May  24.  1977  <42 
FR  2643u  ' ,  and  v.n  objection  to  such  reg- 
ulation or  effective  date  was  received: 
(2>  the  provisions  of  the  amendment  are 
the  same  as  those  contained  m  the  no- 
tice: and  '3i  compliance  with  this 
amended  regulation  will  not  require  any 
special  preparation  on  the  part  of  the 
persons  subject  thereto  which  cannot  be 
completed  by  the  effective  time 

^  'H(>.3.>0       Nc.larint'   K.KwIatioil   8. 

.a     Order  On  and  after  June  15.  1977 
no  handler  shall  h.andle  any.^package  or 
container   of   any   variety   of   nectarines 
except  in  accordance  with  the  following 
terms  and  conditions 

'1:  Such  nectarines,  when  packed  m 
any  clo.-^ed  container^  shall  conform  to 
the  requirements  of  standard  pack  Pro- 
i^-ided.  That  nectarines  loose-filled  m  any 
open  conuainer  .shall  be  fairly  uniform  ir- 
size 

2^  Each  package  or  container  of  nec- 
tarines shall  bear,  on  one  outside  end 
in  plain  sight  and  in  plain  letters,  the 
name  "nectanr.es"  and  Uie  name  of  the 
variety,  if  knov^-n  or,  when  the  variety 
1.--  not  knov^i.  the  wora*;  "unknowi; 
\'ariety 


( 3 1  Each  package  or  container  of  nec- 
tarines shall  bear,  on  one  outside  end  in 
piam  sight  and  in  plain  letters,  the  fol- 
lowmg  count  or  size  description  of  the 
nectarines  as  applicable: 

.1)  Tlie  size  of  nectarines  packed  in 
molded  forms  ttray  packs)  in  No.  22D 
standard  lug  boxes,  cartons,  flats,  or  No 
12B  standard  fruit  boxes  and  the  size 
of  wrapped  iie<-Laruies  packed  m  rows  in 
No  12B  standard  fruit  boxes  shall  be 
indicated  m  accordance  with  the  number 
of  nectarines  in  each  container,  such  a^s 
■  80  count.     '88  count,"  etc. 

ill  The  siz^  of  nectarines  loo-^e-f-ilec 
or  ught-filled  in  any  container  shiul  tx 
indicated  m  terms  of  the  count  si/e  ol 
such  nectannes  when  packed  m  molded 
fo.Tns  m  the  No  22D  sUndard  lug  box 
in  accordance  with  the  requirements  of 
standard  pack,  such  as  "80  size."  "88 
size,"  etc 

<4'  Each  No  22D  , -standard  lug  box  of 
loose-filled  nectannes  shall  bear  on  one 
end.  m  plain  sight  and  in  plain  letters 
the  words  "25  pounds  net  weight. 

.5'  Each  No  22E  standard  lug  box 
of  loose-fiiled  ii«tanues  shall  bear  on 
one  outside  ena,  in  plain  sight  and  in 
plam  letters,  the  words  "35  pounds  net 
weight," 

'6'  Eaci;  bulK  Du.  ^^untamer  ol  ioose- 
f.lled  nectarine,s  .■^i-iau  ^..r.tai::  not  let,.- 
than  400  pounds  net  weight,  and  oear 
on  one  ouuside  piine:,  m  piam  ,-;ght  and 
m  plain  iette.n;  the  fonowuig  .:. forma- 
tion : 

<\\  Tlie  name  anc  aaaie.s^  m^  ;aair.g 
zip  codei  of  tiie  shipper 
(U'  Tlie  net  weight 
b'  As  iL'^ed  herein  standard  pack" 
and  "fairly  uniform  m  size  shall  have 
the  same  meanings  as  set  fortli  in  Uie 
U  S,  Standards  for  Grades  of  NecUnnes 
'5  513145-513160  of  mis  title);  the 
terms  "No,  22D  stanci.T:  lug  box.  "No. 
22E  standard  lug  box  aiui  Nc  12B 
standard  fruit  \yo\  shah  have  ti.e  .same 
meamng  as  set  fortn  m  ?  1387  11  of  the 
■  Regulations  of  the  ralitornia  I>ei>art- 
m.ent  of  Food  and  Agriculture",  and  all 
other  terms  shall  have  the  same  meaning 
as  vshen  used  in  the  marketing  agree- 
ment and  order 
S^c';    1    19    48&;.t    31.  as  amended;  7  U. S.C 

60!    €74    ■ 

Dated.  June  9.  1977,  to  become  effec- 
tive June  15,  1977. 

Charles  R   Bradep 
Drv'^tij  Director.  Fruit  and  Veg- 
ctahlr    Diviswn.    Agricultural 
.Vfu.--..  .'I'lg  Service. 
IFRIXh:  77   16977  Filed  6-14-77; 8:46  am) 
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PART  922— APRICOTS  GROWN   IN 
DESIGNATED  COUNTIES  IN  WASHINGTON 

Limitation  of  Shipments 

AGENCY:  Agricultural  Marketing  Serv- 
ice. USDA. 
ACTION:   Final  Rule. 

SUMMARY:  This  regulation  specifies 
grade,  maturity  and  size  requirements 
for  Washington  Apricots  during  the  1977 
season.  These  apricots  are  to  grade  at 
least  Washington  No.  1,  be  reasonably 
uniform  in  color  and  measure  at  least 
p8  inches  in  diameter,  except  Blen- 
heim, Blenril.  and  Tilton  varieties,  in  un- 
lidded  containers,  may  have  minimum 
diameter  of  lU  inches.  In  addition,  the 
Moorpark  variety  in  open  containers  is 
required  to  be  generally  well  matured. 
A  minimum  quantity  exemption  is  pro- 
vided. These  requirements  are  designed 
to  provide  consumers  w  ith  an  ample  sup- 
ply of  acceptable  quality  apricots. 

EFFECTIVE  DATE:  June  27,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Charles  R.  Brader.  Deputy  Director, 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service.  US.  Depart- 
ment of  Agriculture.  Washington,  D.C. 
20250,  202-447-3545. 

SUPPLEMENTARY       INFORMATION: 

Findings.^  '1'  Pursuant  to  the  amended 
marketing  agreement  and  Order  No.  922, 
as  amended  '  7  CFR  Part  922  > .  regulat- 
ing the  handling  of  apricots  grown  in 
Washington,  effective  under  tiie  applica- 
ble provisions  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  1 7  USC.  601-674',  and  upon 
the  basis  of  the  recommendation  of  the 
Washington  Apricot  Marketing  Commit- 
tee, established  under  the  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information  it  is  hereby 
found  that  the  limitation  of  handlmg  of 
apricots,  as  provided  in  this  regulation, 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

i2»  The  regulation  herein  specified  is 
based  upon  an  appraisal  of  the  current 
and  prospective  crop  and  market  condi- 
tions for  Washington  Apricots  Fresh 
shipments  for  the  1977-78  season  are  ex- 
pected to  be  2.325  ton.'^,  with  processing 
taking  another  100  tons  These  compare 
with  SRS  estimated  production  in  1976 
of  2,800  tons,  fresh  shipments  of  2,400 
tons  and  processing  of  400  tons.  The  im- 
position of  the  specified  grade,  maturity 
and  size  requirements  is  nece.'^sary  to  pre- 
vent the  handling  oi  defective  and  small 
apricots,  which  do  not  provide  consumer 
satisfaction,  in  order  to  promote  orderly 
marketing  in  the  interest  of  producers 
and  consumers,  consistent  with  the  ob- 
jectives of  the  act. 

<3i  Apricots  of  the  Moorpark  variety 
shipped  in  open  containers  are  required 
to  be  generally  well  matured.  Provision  is 
made  for  apricots  of  the  Blenheim,  Blen- 
ril  and  Tilton  varieties  to  be  of  a  smaller 
size  when  packed  in  imlidded  containers. 
These  three  varieties  Eire  of  a  somewhat 


RULES   AND    REGULATIONS 

smaller  size  than  other  varieties  when 
mature.  There  is  a  demand  for  fruit 
meeting  these  specifications  in  local  mar- 
kets. Due  to  the  nearness  to  the  source  of 
supply  shipment  of  more  mature  fruit 
and  fruit  of  the  specified  varieties  of 
smaller  sizes  in  less  expensive  unlldded 
containers  is  feasible  and  the  disposition 
of  such  fruit  in  such  ms|.rkets  tends  to 
improve  the  overall  return  to  growers. 
Individual  shipments,  not  exceeding  500 
pounds  of  apricots  sold  for  home  use  and 
not  for  resale  are  exempt  from  regulation 
because  suth  shipments  will  be  prevented 
from  entering  regulated  channels  of 
trade  by  the  requirement  that  each  con- 
tainer therein  be  stamped  with  the  words 
•'not  for  resale"  in  letters  at  least  one- 
half  inch  in  height. 

(4i  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
intere.=t  to  give  preliminary  notice,  en- 
gage in  public  rulemaking  procedure,  and 
postpone  the  effective  date  of  this  regula- 
tion until  30  days  after  publication  in  the 
Federal  Register  <5  U.S.C.  553 »  because 
the  time  intervening  between  the  date 
when  information  became  available  upon 
which  this  regulation  is  based  and  the 
time  when  this  regulation  must  become 
effective  in  order  to  effectuate  the  de- 
clared policy  of  the  act  is  insufficient.  A 
reasonable  time  is  permitted,  under  the 
circumstances,  for  preparation  for  such 
effective  time;  and  good  cause  exists  for 
making  the  regulation  effective  as  speci- 
fied. Shipments  of  Washington  Apricots 
are  expected  to  begin  during  the  week  of 
June  27,  1977.  The  volume  is  expected  to 
increase  seasonally  as  the  season  pro- 
gresses. The  recommendation  and  sup- 
porting information  for  regulation  dur- 
ing the  period  specified  were  promptly 
submitted  to  the  Secretary  after  an  open 
meeting  of  the  Washington  Apricot  Mar- 
keting Committee  on  May  17,  1977.  The 
meeting  was  held  to  consider  recom- 
mendations for  regulation,  after  giving 
due  notice  of  the  meeting,  and  interested 
persons  were  afforded  an  opportunity  to 
submit  their  views  at  the  meeting.  The 
provisions  of  this  regulation  are  identi- 
cal with  the  aforesaid  recommendation 
of  the  committee.  Information  concern- 
ing the  provisions  and  effective  time  has 
been  provided  to  handlers  of  apricots.  It 
is  necessary,  in  order  to  effectuate  the 
declared  policy  of  the  act,  to  make  this 
regulation  effective  a.s  specified. 

§922.317      .\pricot  Kegulation  17. 

(a»  Apricot  regulation  16  (41  FR 
28785'  is  terminated  June  27,  1977. 

'b'  During  the  period  June  27,  1977. 
through  August  15.  1977,  no  handler  shall 
handle  any  container  of  apricots  ixnless 
such  apricots  meet  the  following  appli- 
cable requirements,  or  are  handled  in  ac- 
cordance with  subparagraph  (3)  of  this 
paragraph : 

1 1 '  Minimum  grade  and  maturity  re- 
quirements. Such  apricots  grade  not  less 
than  Washington  No.  1  and  are  at  least 
reasonably  uniform  in  color:  Provided, 
That  such  apricots  of  the  Moorpark  va- 
riety in  open  containers  shall  be  gen- 
erally well  matured ;  and 

1 2 1  Minimum,  size  requirements.  Such 
apricots  measure  not  less  than  Pa  inches 


in  diameter  except  that  apricots  of  the 
Blenheim,  Bleru-il,  and  Tilton  varieties 
when  packed  in  unlidded  containers  may 
measure  not  less  than  lU  inches;  Pro- 
vided.  That  not  more  than  10  percent,  by 
count,  of  such  apricots  may  fail  to  meet 
the  applicable  minimum  diameter  re- 
quirement. 

(3)  Notwithstanding  any  other  pro- 
visions of  this  section,  any  individual 
shipment  of  apricots  which  meets  each 
of  the  following  requirements  may  be 
handled  without  regard  to  the  provisions 
of  this  paragraph,  of  §922.41  (Assess- 
ments), and  of  §  922.55  (Inspection  and 
Certification >  : 

(i)  The  shipment  consists  of  apricots 
sold  for  home  use  and  not  for  resale: 

(ii)  The  shipment  does  not.  in  the  ag- 
gregate, exceed  500  pounds,  net  weight 
of  apricots;  and 

(iii)  Each  container  is  stamped  or 
marked  with  the  words  "not  for  resale" 
in  letters  at  least  one-half  inch  in  height. 

(c)  Terms  used  in  the  amended  mar- 
keting agreement  and  order  shall  when 
used  herein,  have  the  same  meaning  as 
is  given  to  the  respective  term  in  said 
amended  marketing  agreement  and 
order;  "diameter"  and  "Washington  No. 
1"  shall  have  the  same  meaning  as  when 
used  in  the  State  of  Washington  De- 
partment of  Agriculture  Standards  for 
Apricots,  effective  May  31,  1966;  "reason- 
ably uniform  in  color"  means  that  the 
apricots  in  the  individual  container  do 
not  show  sufficient  variation  in  color  to 
materially  affect  the  general  appearance 
of  the  apricots;  and  "generally  well 
matured"  means  that  with  respect  to 
not  less  than  90  percent,  by  count,  of  the 
apricots  in  any  lot  of  containers,  and  not 
less  than  85  percent,  by  count,  of  such 
apricots  in  any  container  in  such  lot.  at 
least  40  percent  of  the  surface  area  of 
the  fruit  is  at  least  as  yellow  as  Shade 
3  on  the  US.  Department  of  Agriculture 
Standard  Ground  Color  Chart  of  Apples 
and  Pears  in  the  Western  States. 

(Sees.  1-19.  48  Stat.  31.  as  amended:  7  CSC 
601-674.) 

Dated:  June  10.  1977. 

Charles  R.  Brader, 
Deputy     Director:    Fruit     and 
Vegetable    Division.    Agricul- 
tural Marketing  Service. 
|FR  Doc.77-17062  Filed  6-14-77;8:45  am] 

Title  10 — Energy 

CHAPTER    III— ENERGY    RESEARCH    AND 
DEVELOPMENT  ADMINISTRATION 

PART   745 — PROTECTION   OF   HUMAN 
SUBJECTS 

AGENCY:  Energy  Research  and  Devel- 
opment Administration. 

ACTION:  Final  rule. 

SUMMARY:  This  document  amends  the 
Energy  Research  and  Development  Ad- 
ministration's (ERDA)  regulations  per- 
taining to  the  rights  and  welfare  of 
human  subjects  m  research  activities 
supported  by  the  agency  by  allowing  re- 
cipients anS  potential  recipients  to  file 
notice  that  an  approved  general  assur- 
ance  is   on   file   with    the   Department 
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Of  Health.  Education,  and  Welfare 
'DHEWi.  This  action  is  beuig  taken  at 
the  request  of  several  uistitutions  in- 
volved in  order  to  eliminate  undesirable 
duplication  of  efforts  and  unnecessary 
burdens. 

EFFEcmVE  DATE:  June  15,  19''7. 
FOR  FURTHER  INFORMATION  CON- 
TACT: 

Dr.   Walter  Weyzen,  Biomedical   and 
Environmental     Research,     301-353- 
5355 
SUPPLEMENTARY       INFORMATION: 
On  November  30,   1976,  ERDA  adopted 
regulations  to  ensure  the  rights  and  wel- 
fare of  human  subjects  in  research  ac- 
tivities supported  by  ERDA.  The  regula- 
tions substantially  duplicate  the  policies 
and  procedures  adopted  by  DHEW   '45 
CFR  46'    for  the  protection  of  human 
subjects.  Since  pubUcation  of  these  final 
regulations,   ERDA  has   recognized   the 
unnecessary-  and  undesirable  duplication 
of  efforts  caused  by  requiring  ERDA  re- 
view and  approval  of  a  general  assurance 
that  has  been  approved  by  DHEW.  Such 
a  duplicative  procedure  places  resource 
burdens  on  both  ERDA  and  tiie  institu- 
tions involved  without  substantive  bene- 
fit since  the  requirements  of  DHEW  and 
ERDA  for  acceptable  general  a.ssurances 
are  virtually  identical.  Accordingly,  these 
amendments  will  allow  those  recipients 
or  prospective  recipients  of  ERDA  sup- 
port having  an  approved  general  assur- 
ance on  file  wiUi  DHEW  to  submit  to 
ERDA  a  notice  to  that  effect  in  lieu  of 
submitting  the  materials  required  by  the 
present  regulations.  These  amendments 
are  proiriulgated  under  authority   pro- 
vided in  Sec,   105* a).  88  Stat.  1238   '42 
USC  5815t .  They  are  being  i.ssued  as  final 
amendments    to    the    regulations    since 
they  are  matters  relating  to  agency  pro- 
cedures and  the  agency  desires  that  these 
procedures  be  available  immediately  to 
avoid    unnecessar>-    expenditure   of    re- 
sources.  Accordingly,   10  CFR  Part  745 
is  amended  as  follows : 
§745.3      [Amended] 

A.  Section  745.3  is  amended  by;  (D 
Deleting  the  period  after  "Administra- 
tor" in  <g)  and  adding  "or  Secretary  of 
DHEW."  (2)  Deleting  the  period  after 
ERDA  in  (h)  and  adding  "or  DHEW." 
(3>  Adding  a  new  subsection  (j>  to  read 
"DHEW"  means  the  Department  of 
Health.  Education  and  Welfare. 

B.  Section  745.4  is  amended  by:  (1) 
Inserting  "Except  as  provided  in  para- 
graph lb)  of  this  section."  after  "(a)"; 
(2i  Striking  out  "Recipients"  in  para- 
graph (a  I  and  inserting  in  lieu  thereof 
"recipients."  '3)  Redesignating  para- 
graph (bi  as  paragraph  <c)  ;  i4i  Insert- 
ing in  newly  designated  paragraph  (c» 
"under  paragraph  lai  or  document  un- 
der paragraph  <bV'  after  "such  assur- 
ance." i5)  Inserting  after  paragraph  (a* 
a  new  paragraph  'bi  as  follows; 

§  745.4      i^ubniis^ion  of  as'.urances. 
,  .  .  •  • 

(b)  Recipients  or  prospective  recipi- 
ents of  ERDA  support  under  any  agree- 
ment involving?  subjects  at  risk  who  have 
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on  file  with  DHEW  an  approved  general 
assurance  pursuant  to  45  CFR  46  will  be 
considered  to  have  an  approved  general 
assurance  on  file  with  ERDA.  Those  re- 
cipients meeting  this  requirement  shall, 
in  lieu  of  the  requirtments  of  paragraph 
(ai  of  this  section,  submit  a  dt^ument  to 
ERDA  stating  that  they  pre.^ently  have 
an  approved  general  assurance  on  file 
with  DHEW. 

•  • 

§  745.5      [.Amended] 

C.  Section  745.5(b)  is  amended  by 
adding  "or  DHEW"  after  the  word  ERDA 
and  before  the  phrase  "an  approved  gen- 
eral assurance." 

§745.11       [Amended] 

D.  Section  745.11  is  amended  by  in- 
serting "or  DHEW"  after  "with  ERDA" 
in  paragraph  (a). 

§745.16      [Amended] 

E.  Section  745.16  is  amended  by:  (V 
Inserting  in  (a'd)  "or  DHE\V"  after 
the  word  "ERDA"  in  the  first  sentence 
of  the  paragraph;  i2i  Deleting  the  com- 
ma after  "ERDA"  in  (a*  (2i  and  insert- 
ing "or  DHEW.":  <3'  Inserting  in  <a>(3) 
"or  DHEW"  after  the  word  "ERDA"  in 
the  last  sentence  of  the  paragraph,  and 
(41  Inserting  in  <b»  "or  DHEW"  after 
the  words  "on  file  with  ERDA"  in  the 
second  and  fourth  sentences  of  the  para- 
graph. 

§745.18      [Amended] 

F.  Section  745.18  is  amended  by  adding 
the  words  "or  DHEW"  after  the  word 
"ERDA '  in  the  fifth  sentence  of  this 
section. 

Dated  at  Germantowni,  Maryland 
this  6th  day  of  June  1977. 

For  the  Energy  Research  and  Develop- 
ment Administration. 

James  L.  Livermak. 

Assistant  Adininistrator 

for  Environment  and  Safety. 

|FR  Doc.77-17023  FUed  &-14-7r8:45  am] 
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IS  imolemented  qn  an  annual  basis,  which 
is  the  current  agency  pracUce. 
EFFECTIVE  DATE:  Jime  15,  1977 
FOR  FURTHER  INFORMATION  CON- 
TACT : 

Joseph  Bellenghi.  Assistant  Adminis- 
trator of  Examination  and  Insurance 
National  Credit  Union  Administration. 
2025  M  Street  NW  ,  Washington.  DC. 
20456.  202-254-8760. 
SUPPLEMENTARY       INFORMATION: 
The  Admirustrator  finds  that  d'  notice 
and    public    procedure    under   5    USC 
553 (b>  are  unnecessary  and  contrary  to 
the    public    interest  since   the   revision 
herein  involves  agency  procedure,  and 
<2>    pubUcation  of  said  amendment  for 
the  30  day  period  prior  to  the  effective 
date  as  specified  in  5  USC.  553' d>   is 
unnecessary  for  the  same  reason. 

Accordingly.  12  CFR  Part  748  is 
amended  as  follows: 

§  748.5       [Amended] 

111  Section  748  5' a>  Is  amended  by  de- 
leting the  sentence  "Thereafter  such  a 
statement  will  be  presented  to  the  federal 
examiner",  and  by  inserting  in  lieu 
thereof.  "Thereafter  such  a  statement 
will  be  filed  annually  with  the  Regional 
Director." 

(Sec.  120.  73  Si.at   635  (12  VS.C    1766)   and 
Sec.  209.  84  Stat    1014  (12  US.C    1789).) 

C.  Austin  Montgomery. 

Administrator. 

May  23.  1977. 

IFR  Doc.77-17063  Piled  6-14-77:8  45  ami 


Title  12 — Banks  and  Banking 

CHAPTER  VII— NATIONAL  CREDIT  UNION 
ADMINISTRATION 

PART  748— MINIMUM  «;ECnR|TY  DEVICES 
AND   PROCEDURES 

Filing  of  Reports     . 
AGENCY:    National   Credit   Union  Ad- 
ministration. 

ACTION:  Final  Rule. 
SUMMARY:  This  rule  revises  the  Mini- 
mum Security  Devices  and  Procedures 
Regulation  by  enabling  federally  insured 
credit  unions  to  file  their  statements  of 
compUance  directly  with  the  Regional 
Director  on  a  form  which  is  already  dis- 
tributed to  all  federally  insured  credit 
unions.  This  eliminates  the  need  for  a 
separate  form  and  the  need  for  the  Re- 
gional Director  to  receive  and  file  these 
statements  separately.  Further,  the 
word  "annually"  is  being  inserted  to 
clarify  the  fact  that  the  filing  procedure 


Title  16 — Commercial  Practices 

CHAPTER   I— FEDERAL  TRADE 
COMMISSION 

(Docket  C-28861 

p^^RT  13 — PROHIBITED  TRADE  PRAC 
TICES.  AND  AFFIRMATIVE  CORRECTIVE 
ACTIONS 

Metvin  S  Landow,  et  al. 

AGENCY    Federal  Trade  Commission. 

A(7TION    Order  to  cease  and  desist 

SUMMARY;  This  consent  order  requires 
the  former  controlling  officers  of  a  now- 
bankrupt  appliance  store  chain  ^  Ken- 
nedy and  Cohen,  Inc.).  among  other 
things  to  cease  misrepresenting  pricing 
and  savings  claims;  and  cease  using  bait 
and  switch  tactics,  or  any  other  unfair 
or  deceptive  strategy  to  promote  sale  of 
goods  and  services.  Additionally,  re- 
spondents are  required  to  conspicuously 
post  disclosure  notices  and  maintain  rel- 
evant records  as  prescribed  in  the  order. 
DATES:  Complaint  and  order  issued 
May  9.  1977.' 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

S.   Edward  Combs,  Director,  Atlanta 
Regional  Office,  Federal  Trade  Com- 


'  Copies  of  the  Complaint,  and  tUe  Deci- 
sion and  Order  filed  with  the  original 
document 
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mission.  1718  Peachtree  Street  NW., 
Room  1000.  Atlanta.  Ga.  30309  i404- 
881-4836). 

SUPPLEMENTARY  E^JFORMATION :  In 
the  Matter  of  Melvm  S  Landow  and 
Dean  Willman.  individually.  The  pro- 
hibited trade  practices  and 'or  corrective 
actions,  as  codified  under  16  CFR  13,  are 
as  follows:  Subpart- Advertising  Falsely 
or  Misleadingly :  §  13  10  Advertising 
falsely  or  misleadingly;  13.10-1  Avail- 
ability of  merchandise  and/or  facilities; 
5  13  15  Business  status,  advantages  or 
connections;  13.15-195  Nature;  13.15- 
260  Retailer  as  wholesaler,  jobber,  fac- 
tory distributor;  13  15-275  Stock,  prod- 
uct or  service;  13.155  Prices;  13.155-15 
Comparative:  13.155-75  Product  or 
quantity  covered;  13.155-80  Retail  as 
cost,  wholesale,  discounted,  etc.;  §  13.160 
Promotional  sales  plans;  §  13.180  Quan- 
tity: 13  180-30  In  stock:  13  180-35  Of- 
fered; §  13.205  Scientific  or  other  rele- 
vant facts.  Subpart — Corrective  Actions 
and'or  Requirements;  §  13  533  Correc- 
tive actions  and/or  requirements;  13- 
533-20  Disclosures:  13  533-25  E>isplays, 
in-house:  13  533-45  Maintain  records; 
13.533-45tm»  Sales  records.  Subpart — 
Disparaging  Products.  Merchandise, 
Services.  Etc:  ?  13  1042  Disparaging 
products,  merchandise,  services,  etc. 
Subpart — Failing  to  Maintain  Records: 
8  13.1051  Failing  to  maintain  records: 
13.1051-20  Adequate.  Subpart  —  Furn- 
ishing Means  and  Instrumentalities  of 
Misrepresentation  and  Deception:  §  13- 
1055  Furnishing  means  and  instrumen- 
talities of  misrepresentation  and  decep- 
tion. Subpart — Misrepresenting  Oneself 
and  Goods  —  Business  Status,  Advan- 
tages or  Connections:  §  13.1490  Nature: 
§  13.1550  Retailer  as  wholesaler,  jobber, 
or  factory  distributor:  §  13.1560  Stock, 
product  or  service.  —  Goods:  §  13  1572 
Availability  of  adverti.sed  merchandise 
and  or  facilities;  §  13.1720  Quantity: 
5  13  1740  Scientific  or  other  relevant 
facets.  —  Promotional  Siiles  Plans:  ?  13  - 
1830  Promotional  sales  plans  Subpart — 
Neglecting,  Unfairly  or  Deceptively,  to 
Make  Material  Disclosui-es:  5  13.1882 
F>rices:  §  13  1895  Scientific  or  other  rel- 
evant facts  Subpart — Offering  Unfair, 
Improper  and  Deceptive  Inducements  to 
Purchase  or  Deal:  5  13.2013  Offers  de- 
ceptively made  and  evaded;  5 13  2063 
Scientific  or  other  relevant  facts. 

,Se.\  6,  38  Stat  721;  15  tJ.S.C.  46.  Interprets 
or  applies  sec  5.  38  Stat  719.  as  amended; 
15  UJS.C.  45  ) 

The  order  to  cease  and  desist,  in- 
cluding further  order  requiring  report  of 
compliance  therewith,  is  a*  follows: 

Order 

It  is  ordered.  That  re'spondents  Melvin  S. 
Landow  and  Dean  Willman.  individually, 
their  agents,  representatives  and  employees, 
directly  or  through  any  corporation,  subsidi- 
ary, division  or  other  device.  In  connection 
with  the  advertising,  offering  for  sale,  sale 
and  distribution  of  household  appliances,  or 
of  any  other  products  or  services  in  or  affect- 
ing commerce,  as  ■commerce"  Is  defined  In 
the  Federal  Trade  Commission  Act,  as 
amended,  do  forthwith  cease  and  desist 
from 


1.  ITslng.  In  any  manner,  a  sales  plan, 
scheme  or  device  wherein  false,  m.isleading  or 
deceptive  statements  or  re>presentatlons  are 
made  In  order  to  obtain  leads  or  prospects  for 
the  sale  of  household  appliances  or  any  other 
product,  merchandise  or  service. 

2.  Making  representations,  directly  or  by 
Implication,  orally  or  in  writing,  purporting 
to  offer  any  product,  merchandise  or  service 
for  sale  when  the  primary  purpose  of  the 
representation  Is  not  to  sell  the  offered  prod- 
uct, merchandise  or  service  but  to  obtain 
leads  or  prospects  for  the  sale  of  another 
product,  merchandise  or  service. 

3  Representing,  directly  or  by  implication, 
orally  or  in  writing,  that  any  product,  mer- 
chandise or  service  Is  offered  for  sale  when 
such  offer  is  not  a  bona  fide  offer  to  sell  such 
product,  merchandise  or  service  according  to 
the  terms  of  the  represented  offer. 

4.  Disparaging  in  any  manner,  discouraging 
the  purchase  of,  or  refusing  to  sell  and  de- 
liver, any  product,  merchandise  or  service 
which  Is  advertised  or  offered  for  sale. 

5  Palling  to  have  available  at  all  outlets 
listed  in  the  advertisement  a  sufficient  quan- 
tity of  the  advertised  product  to  meet  reason- 
ably anticipated  demands,  unless: 

a.  The  advertisement  clearly  and  ade- 
quately discloses  the  specific  quantity  of 
each  Item  advertised  that  is  available  at  each 
designated  outlet:  or 

b.  The  advertisement  clearly  aiid  ade- 
quately identifies  those  outlets  at  which  mer- 
chandise Is  not  iminedlately  available. 

6.  Failing  to  maintain  and  produce  for 
inspection  and  copying,  on  demand  by  the 
Federal  Trade  Commission  or  its  representa- 
tives, adequate  records  which  reveal  for  every 
advertisement  disseminated  In  print  or 
broadcast  media,  for  a  period  of  three  (3) 
years  from  the  date  of  its  publication: 

a.  The  volume  of  sales  made  of  each  ad- 
vertised product,  merchandise  or  service  at 
the  advertised  price;  and 

b.  The  net  profit  from  the  sale  of  each  ad- 
vertised product,  merchandise  or  service  at 
the  advertised  price. 

7.  Using  the  word  "Sale"  or  any  other 
word  or  words  of  similar  Import  or  meaning 
not  set  forth  specifically  herein,  unless: 

a  The  price  of  such  merchandise  being 
offered  for  sale  constitutes  a  reduction,  in 
an  amount  not  so  insignificant  as  to  be 
meaningless,  from  the  actual  bona  fide 
price  at  which  such  merchandise  was  sold  or 
offered  for  sale  to  the  public  on  a  regular 
basis  by  respondents  for  a  reasonably  sub- 
stantial period  of  time  in  the  recent  regular 
course  of  their  business; 

b.  Respondents  clearly  and  adequately  dis- 
close the  time  period  during  whlrh  the  ad- 
vertised prices  will  be  available,  provided 
that,  where  the  termination  point  of  the 
"sale"  has  been  advertised  In  good  faith,  re- 
spondents shall  not  be  prohibited  from  ex- 
tending the  availability  of  the  advertised 
prices,  making  further  reductions,  or  reinstl- 
tutlng  terminated  price  reductions; 

c.  Products,  which  are  included  In  the  ad- 
vertisement but  do  not  meet  the  require- 
ments of  7(a).  supra,  are  clearly  and  ade- 
quately identified  as  not  having  had  a  reduc- 
tion In  price. 

8.  Representing,  directly  or  by  Implica- 
tion, orally  or  in  writing,  that  respondents 
have  lowered  prices  as  a  result  of  some  un- 
VLsual  circumstances,  unless  the  circum- 
stances su-e  true  and  the  prices  are  .signifi- 
cantly lower  than  respondents'  usual  prices. 

9  a  Representing,  directly  or  by  Implica- 
tion, orally  or  in  writing,  that  by  purchas- 
ing any  of  respondents'  products,  merchan- 
dise or  services,  customers  are  afforded  sav- 


Ines  amounting  to  the  difTerence  between 
respondents'  stated  price  and  respondents' 
former  price,  unless  such  products,  merchan- 
dise or  services  have  been  sold  or  offered  for 
sale  in  good  faith  at  the  former  price  by  re- 
spondents for  a  reasonably  substantial  pe- 
riod of  time  in  the  recent  regular  course  of 
their  business. 

b.  Representing,  directly  or  by  implication, 
orally  or  in  writing,  that  by  purchasing  any 
of  respondents'  products,  merchandise  or 
services,  customers  are  afforded  savings 
amounting  to  the  difference  between  respond- 
ent's stated  price  and  some  other  reference 
price  or  identical  product;,  merchandise  or 
services  in  the  trade  area  where  such  repre- 
sentation is  made  unless  the  nature  of  the 
reference  price  Is  explicitly  Identified  and 
respondents  have  a  reasonable  basis  to  sub- 
stantiate the  reference  price. 

c.  Representing,  directly  or  by  implication. 
orally  or  in  writing,  that  by  purchasing  any 
of  respondents'  products,  merchandise  or 
services,  customers  are  afforded  savings 
amounting  to  the  difference  between  respond- 
ent's stated  price  and  a  compared  value 
price  for  comparable  products,  merchanfilse 
or  services,  uialess  substantial  sales  of  prod- 
ucts, merchandise  or  services  of  like  grade 
and  quality  are  being  made  in  the  trade  area 
where  such  representation  is  made  at  the 
compared  price  or  a  higher  price  and  unless 
respondents  have  In  gcod  faith  conducted  a 
market  survey  or  obtained  a  similar  repre- 
sentative sample  of  prices  In  said  trade  area 
which  establishes  the  validity  of  said  com- 
pared price  and  It  is  clearly  and  conspicu- 
ously disclosed  that  the  comparison  is  with 
products,  merchandise  or  services  or  \ike 
grade  and  quality. 

10.  Failing  to  maintain  and  produce  for 
inspection  or  copying  on  demand  by  the  Fed- 
eral Trade  Commission  or  Its  representatives 
for  a  period  of  one  ( 1 )  year  from  the  date  of 
the  representation,  adequate  records 

a.  Which  disclose  the  facts  upon  which  any 
savings  claims,  sales  claims  or  other  similar 
representatives  as  set  forth  in  Paragraphs  7, 
8  and  9  of  this  order  are  based,  and 

b.  From  which  the  validity  of  any  savings 
claims,  sales  claims  and  similar  representa- 
tions can  be  determined. 

11.  Using  any  sales  or  advertising  plan  in 
which  the  purchase  of  an  advertised  "spe- 
cial" is  dependent  ufxin  the  purchase  of 
another  item,  unless; 

a.  The  terms  and  conditions  of  the  offer 
are  clearly  and  adequately  disclosed  in  the 
advertisement;  and 

b.  The  recent  regtilir  selling  price  of  the 
item  which  must  t>e  purchased  Is  clearly  and 
accurately  disclosed  In  the  advertisement  (if 
advertised)  and  at  the  ix)lnt  of  sale. 

12.  Misrepresenting,  directly  or  by  Implica- 
tion, orally  or  in  writing,  that  respondents 
are  whoiesaJers,  sell  at  wholesale  prices,  or 
misrepresenting  In  any  manner  the  nature, 
status,  connections  or  scope  of  respondents' 
business, 

13.  Using  or  providing  to  salesmen  or 
others  materials  containing  false  and  mis- 
leading information,  such  as  repair  and  cost 
comparison  statistics,  pertaining  to  the  sale 
of  service  contracts  for  continuing  mainte- 
nance and  repair  of  purchased  household 
appliances. 

14.  Falling  to  conspicuously  post  in  the 
selling  areas  of  each  retail  sales  outlet  the 
following  notice: 

NOTICi: 

This  company's  policy  is  to  sell  what  it 
advertises.  Should  you  encounter  any  diffi- 
culty in  purchasing  an  advertised  Item,  call 
(place  here  the  telephone  number  of  the 
local  manager  or  other  appropriate  and  cor- 
rect telephone  numbers). 
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15  Palling  to  maintain  and  produce  for 
Inspection  and  copying  on  demand  by  the 
Federal  Trade  Commission  or  its  representa- 
tives, for  a  period  of  one  ill  year  from  the 
date  of  communication,  adequate  records  to 
disclose  facts  pertaining  to  the  receipt,  han- 
dling and  disposition  of  each  communication 
from  a  customer,  oral  or  written,  concerning 
difficulty  in  purchasing  an   advertised  Item 

16  Falling  to  maintain  for  at  least  a  one 
(1)  year  period,  following  the  effective  date 
of  this  order,  copies  of  all  advertisements. 
Including  newspaper,  radio  and  television 
advertisements,  direct  mall  and  in-store  so- 
licitation literature,  and  any  other  such  pro- 
motional material  utilized  for  the  purpose  of 
obtaining  leads  for  the  sale  of  hou.sehoId 
appliances  or  utilized  in  the  advertising,  pro- 
motion or  sale  of  household  appliances  and 
other  merchandise. 

It  IS  further  ordered.  That  the  record  keep- 
ing provisions  of  thLs  order  i  Paragraphs  6, 
10  and  16)  do  not  pertain  to  any  corporation 
or  partnership  not  con'.roKed.  directly  or  In- 
directly, by  any  respondent 

It  is  further  ordered,  That  respondents  de- 
liver a  copy  of  this  order  to  cease  and  delist 
to  all  present  and  future  personnel  of  re- 
spondents engaged  In  the  offering  for  sale  or 
the  sale  of  any  product,  or  m  any  aspect  of 
preparation,  creation,  or  placing  of  advertis- 
ing, and  that  respondents  secure  a  signed 
statement  acknowledging  receipt  of  said 
order  from  each  such  person. 

It  is  further  ordered,  That  each  Individual 
respondent  named  herein  promptly  notify 
the  Commission  of  the  discontinuance  of  his 
present  business  or  employment  and  of  his 
affiliation  with  a  new  business  or  employ- 
ment In  addition,  for  a  period  of  ten  years 
from  the  effective  date  of  this  order,  the 
respondent  shall  promptly  notify  the  Com- 
mission of  each  affiliation  with  a  new  busi- 
ness or  employment  Each  such  notice  shall 
Include  the  resjxindent's  new  business  ad- 
dress and  a  statement  of  the  nature  of  the 
business  or  employment  In  which  the  re- 
spondent is  newly  engaged  as  well  as  a 
description  of  respondent's  duties  and  re- 
sponsibilities in  connection  with  the  business 
or  employment.  The  expiration  of  the  notice 
provision  of  this  paragraph  shall  not  affect 
aay  other  obligation  arising  under  this  order 

it  IS  further  ordered.  That  the  respondents 
herein  shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with  the 
Commission  a  report.  In  writing,  setting  forth 
in  detail  the  manner  and  form  in  which  they 
have  complied  with  this  order, 

James  A,  Tobin, 
Acting  Secretary. 

(FR  Doc  77-16967  Filed  6-14-77,8:45  ami 

Title  21 — Food  and  Drugs 

CHAPTER  II— DRUG  ENFORCEMENT  AD- 
MINISTRATION, DEPARTMENT  OF  JUS- 
TICE 

PART   1306 — PRESCRIPTIONS 

Refilling  of  Prescriptions  for  Controlled 
Substances  Computerized  Refill  Infor- 
mation 

Correction 

In  FR  Etoc.  77-15859  appearing  at  page 
28877  in  the  issue  for  Monday,  June  6, 
1977,  the  effective  date  was  inadvertently 
omitted  It  should  be  inserted  im- 
mediately above  the  paragraph  headed 


"For   further   information   contact: 
read  as  follows: 

EFFECrrV'E  DATE    June  30,  1977. 


to 


PART   1308— SCHEDULES  OF 
CONTROLLED   SUBSTANCES 

Exempt  Chemical  Preparations 

AGENCY:  Drug  Enforcement  Adminis- 
tration 

ACTION    Final  Rule. 

SUMMARY :  This  rule  exempts  the  below 
listed  chemical  preparations  and  mix- 
tures which  contain  controlled  sub- 
stances from  the  application  of  various 
provisions  of  the  Comprehensive  Drug 
Abuse  Prevention  and  Control  Act  of 
1970,  and  from  certain  Drug  Enforce- 
ment Adm-inistration  regulations 

DATES  Comments  must  be  received  on 
or  before  A'Ogust  3,  1977  Effective  Date; 
June  15.  1977  This  rule  is  subject  to 
being  suspended,  reinstated,  revoked,  or 
amended  by  the  Adniinistrator  upon 
consideration  of  any  comments  or  ob- 
jections which  raise  significant  issues  on 
any  finding  of  fact  or  conclusion  of  law 
supporting  this  order 

FOR  FURTHER  INFORMATION  CON- 
TACT 

Howard  McClain.  202-382-5676. 
SUPPLEMENTARY  INFORMATION : 
The  Administrator  of  the  Drug  Enforce- 
ment Administration  has  received  appli- 
cations pursuant  to  §  1308  23  of  Title  21 
of  the  Code  of  Federal  Regulations  re- 
questing that  several  chemical  prepara- 
tions cont.aining  controlled  substances  be 
granted  the  exemptions  pix>vided  for  in 
§  1308.24  of  Title  21  of  the  Code  of  Fed- 
eral Regulations 

The  Administrator  hereby  finds  that 
each  of  the  following  chemical  prepara- 
tions and  mixtures  is  intended  for  labo- 
ratory, industrial,  education    or  special 


research  purposes,  is  not  intended  for 
general  administration  to  a  human  being 
or  other  animal,  and  either  'a'  contains 
no  narcotic  controlled  substances  and  is 
packaged  in  such  a  form  or  concentra- 
tion that  the  package  quantity  does  not 
present  any  significant  potential  for 
abuse,  ib'  contains  either  a  narcotic  or 
non-narcotic  controlled  substance  and 
one  or  more  adulterating  or  denaturing 
agents  in  such  a  manner,  combination, 
quantity,  proportion  or  concentration, 
that  the  preparation  or  mLxture  does  not 
present  any  potential  for  abuse,  or  ic> 
the  formulation  of  such  preparation  or 
mixture  incorporates  methods  of  dena- 
turing or  other  means  so  that  the  con- 
trolled substance  cannot  m  practice  be 
removed,  and  therefore  the  preparation 
or  mixture  does  not  present  any  signifi- 
cant potential  for  abuse  The  Adminis- 
trator further  finds  that  exemption  of 
the  following  chemical  preparations  and 
mixtures  is  coPiSistent  with  the  pubhc 
health  and  safety  as  well  as  the  needs  of 
researchers,  chemical  analysts,  and  sup- 
phers  of  these  products. 

Therefore,  pursuant  to  section  202' d' 
of  the  Comprehensive  Drug  Abuse  Pre- 
vention and  Control  Act  of  1970  (21 
U.S.C  812' d  I  I.  and  under  the  authority 
vested  m  the  Attorney  General  by  sec- 
tions 301  and  501 'b'  of  the  Act  '21 
use.  821  and  871 'b'  '  and  delegated  to 
him.  the  Administrator  of  the  Drug  En- 
forcement Administration  hereby  orders 
that  Part  1308  of  Title  21  of  the  Code  of 
Federal  Regulations  be  amended  as  here- 
inafter appears. 

Dated    June  3,  1977 

Peter  B  Bensinger, 

Adminisfrator. 

a    21   CFR   1308  24<ii    is  amended  by 

deleting  the  f ollowmg . 

§  1308.24      Exempt     chemical      prfpara- 
lions. 


(i) 


Manufacturer  or  supplier 


Product  name  and 
supplier's  catalog  No. 


Form  of  product 


Datf  of 
appbcaUoii 


Hyland,  division  Travenoi  Labs.,  Inc....  T-1 

Do : T^ 

Do T-4 

Do li 

Do T-« 

B^:::::::::::::::::::::::::::::::::::fj::::::::::::::: 
C2;.;:::::::::::;::::::::::;:::::::::t1o:;::::::::::::: 

}^S:;:::::::::::::::::::::::::::::::::  f:  ::::::::::::::: 

"° T-l.i 

T-16 

T-I8 

■  "  ■ T-20 

■  :  ■ TC-l 

TC-2 

Dihydromorptiine 
(7.  8.-*  N(N)J. 


LK) 

Do 

Do 

Do 

Do 

Do 

New  England  Nuclear. 


Vial  20  ml Mar.  13,1076 

do Do. 

..Viai:,^ml Do. 

do Do- 

..  Vi»i:20ml Do. 

do •  Dfc 

..VialSOmI Do. 

do Do. 

do Do. 

..Vii:20 Do. 

do Do. 

..  Vial:50ml Do. 

do Do. 

..  Vial. 20ml Do. 

..Vlaiaoml Do. 

do Do. 

..  Vl»l:5ml Do. 

do Do. 

Combi-\'lal:  1  mC.  50 ^C. . .  Aug,  2S, lOT.I 
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b,  21  CfR  1308  24<u  is  amended  by  adding  the  foiiowing; 
§  1308.24      Kxenipt  chrmical  pr»-parations. 

•  •  •  *  • 


Manufm  turer  of  supplier 


llyland,     division     Travmol 
iAbs.,  Inc. 

Do - 

Do 

Do 

Do 

Do _ 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Do 

Uruon  Carbide  Oorp.,  riwioal 
diajuiostics. 

Do 

Do _ 

Do— 

Do 

Do 

Do 

Do 

Do 

Do 

Do. 

BIGXU  Cbenric*!  Co 

Do 

Nrw  England  Nuclear. 

Do 

Do™ 

Do. 

Mallinckrodt.     Inc..     Mallinc- 
krodt  Nuclear. 

Do _ 

Do 

Do 

Do 

Do 

Do 


Product  name  and  supplier's 
catalog  No. 


Form  «f  product 


Date  of 
application 


T-I Vial:  50  ml. 

T-2 do 

T-3 Vi«l: 

T-*  _ do 

T-s"  VlaI:20n)L 

T-6    _ Vial.50ial. 

T'7 do. 


T-8 VWtaOml... 

T-9  -*> - - 

T-il     Vi«l:50inl „ 

T-12 *> 

T-13 Vial: »  ml : 

T-M -■*> 

T-IS.- - do 

T-16       - Vlal:50inl. 

T-17. do.. .- 

T-18 Vial:  20  ml 

T-K» --do 

Ccntriatest,  TMRIA)  Kit Kit:  36  tests- _.  Dec 


Jan.     4, 1977 


Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
rto. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
.  20,1976 


la-VI  T3  rsdiwiahplpd  reauent. 

T3  noii-'pecitic-bindinK 

T.'<  anlLsejUTii  reagent  (goat).. 

T3n.o  ii?;ml  standard 

T,"!  O.s  np/ml  standanl 

T3  1.0  ngAml  standard 

T.l  2.0  nji'ml  standard 

T3  4.0  ng/ml  standard 

T3  8.0  ne/ml  standard 

Separation  columns 


LDH  electrophoresis  buffer,  stack  No. 

70crl. 

Trizma-Barbital    buller,    stock    No. 

710-1. 

Dihydroraorphine  J7, 8,  -'H (N)l 

Cocatnr.     Ipvo-jbenioyll    I3,4-3H(\)] 

Catalog  No.  N£T-.M(i. 
Mptha<ione      hydrobromide     dexlro- 

(l-HIl  Catalog  No.  NET-488. 
Metbadone  hydrohroinide  l€V0-[2-'*C] 

Catalog  Nn.  NEC-«96. 
aPACTM  T4  RJA  kit 


Amber  vial:  Sml 

do 

Amber  vtal:  10  ml 

Ambo-  sial:  5  mL J... 

.....<lo._ 

do 

do 

.....4o 

do - 

Seciuitainers:  10  plastic  col- 
umns ii"  X  i"  each. 

Ankber  Jar:  90  nl 


do. 


Combi-vial:  1  mCi,  2aO<jCi. 
Corabi-sial:  100TCi,.250 


Glass  ¥Jal:  1  mCi 

Glass  vial:5e»iCi,  SO 

Kit:  .W  tests,  100  tests Feb, 


T4  1-12.S  reaction  solution Screwoap  bottle:  2  oz. 

T4  standard  (2.0  ur  pet) Screwcap  vial:  Sml... 

T4  standard  i.'i.O  up  pet) ; <to 

T4  standard  (10.0  ug  pot) «lo — - 

T4  standard  (20  ug  pet) — do — 

T4  standard  (40  ug  pet) do 


Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Jan.    4,1977 


Do. 

Do. 
Do. 

Do. 

Do. 

1,1977 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
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Title  26 — Internal  Revenue 

CHAPTER  I— INTERNAL  REVENUE  SERV- 
ICE, DEPARTMENT  OF  THE  TREASURY 

SUBCHAPTER   A — INCOME   TAX 

TD   74r'f'; 

PART  1— INCOME  TAX;  TAXABLE  YEARS 
BEGINNING  AFTER   DECEMBER  31,   1953 

Separate  LImitatron  on  Foreign  Tax  Credit 
for  Dividends  From  a  DISC  or  Former 
DISC 

June   8.  1977. 

.A.GENCY:  Internal  Revenue  Service, 
Treasury'. 

-ACTION:  Final  regulations. 

SU\rMARY:  This  document  provides 
ftnal  retailation.s  relating  to  the  separate 
liniitauon  on  the  foreign  tax  credit  for 
dividends  from  a  DISC  or  fonner  DISC. 
Changes  to  the  apphcable  tax  law  were 
made  by  the  Revenue  Act  of  1971.  Tlic'^e 
regulations  provide  necessarj'  guidance 
to  the  public  for  compiumce  with  the  law. 
The  regulations  affect  all  DISC'S  and  all 
taxpayers  who  are  shareholders  of 
DISCS. 


D.^TE :  The  regulations  are  effective  for 
laxabie  years  ending  after  December  31, 

1971. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

James  Edward  Maule  of  the  Legisla- 
tion and  Regnlations  Division,  Office 
of  the  Chief  Counsel,  Internal  Reve- 
nue Service,  1111  Constitution  Avenue, 
N^V.,  Washington,  D.C.  20224  (Atten- 
tion:  CC;LPv;T)    202-566-6456. 

SUPPLEMENTARY       INFORMATION: 

Background 

On  February  27,  1975,  the  Federal 
Register  published  proposed  amend- 
ments to  the  Income  Tax  Regulations 
(26  CFR  Part  1)  under  section  &04'f) 
of  the  Internal  Revenue  Code  of  L954 
'40  FR  8351,  as  amended  by  a  correction 
notice  published  on  April  2,  1975.  40  FR 
14767' .  The  amendments  were  proposed 
to  conform  the  regulations  to  section 
502<b)i2i  of  the  Revenue  Act  of  1971 
1 85  Stat.  549'.  No  public  hearing  was 
requested.  After  consideration  of  all 
comments      regarding      the      proposed 


amendments  those  amendments  are  re- 
vised by  this  Treasury  decision. 

Statutory  Basis 

Section  901  <d>    of  the  Code  provides 

that  dividends  from  a  DISC  or  former 
DISC  are  treated  as  dividends  from  a 
foreign  corporation  for  purposes  of  the 
foreign  tax  credit.  The  dividends  are  so 
treated  only  to  the  extent  that  they  are 
treated  as  income  from  foreign  sources 
under  the  source  rule  of  secticm  661  (a) 
(2)  (Di  of  the  Code.  Sections  861(a)  (2) 
(D)  and  862ia)  <2)  provide,  in  general, 
that  these  dividends  are  from  ioreign 
sources  to  the  extent  they  are  attributa- 
ble to  certain  qualified  export  receipts 
described  in  section  993<a)  ( 1) .  The  gen- 
eral impact  of  these  amendments  is  to 
permit  a  DISC  shareholder  to  take  a  for- 
eign tax  credit  for  foreign  incomes  taxes 
paid,  accrued,  or  deemed  to  be  jjaid  un- 
der section  902  by  the  shareholder  with 
respect  to  the  dividends. 

Changss  Made   to  the  Proposed 
Regulations 

Certain  changes  not  of  a  substantive 
nature  have  been  made  to  the  regulations 
proposed  on  February  27,  1975.  These 
changes  were  required  because  §  1.902-3 
was  amended  and  redesignated  as  §  1- 
902-1  on  April  18,  1977  by  T.D.  7481  (42 
FR  20123>. 

Cha-nges  Not  Made 

This  Treasury  decision  does  not  reflect 
the  redesignation  of  section  904<f)  as 
section  904' d>  by  section  1031(a)  of 
the  Tax  Reform  Act  of  1976  (90  Stat. 
1525).  It  is  contemplated  that  this 
Treasury  decision  and  the  other  regula- 
tions under  section  904  will  be  conformed 
in  the  future  to  changes  made  by  the  Tax 
Reform  Act  of  1976. 

Drafting  Information 

The  principal  author  of  these  regula- 
tions was  James  Edward  Maule  of  the 
Legislation  and  Regulations  Division, 
Office  of  the  Chief  Counsel,  Internal 
R°venue  Service.  However,  personnel 
from  other  offices  of  the  Internal  Rev- 
enue Service  and  Treasury  Department 
participated  in  developing  these  regula- 
tions, both  on  matters  of  substance  and 
style. 

Adoption  of  Amendments  to  the 
Regulatiows 

The  proposed  amendments  of  the  reg- 
ulations are  adopted,  subject  to  the 
changes  set  forth  below : 

Paragraph  1.  Paragraph  (f)  erf  §  1.78- 
1,  as  set  forth  in  paragraph  1  of  the  ap- 
pendix to  the  notice  of  proposed  rule- 
making, is  amended  by  deleting  "§  1.902- 
3"  and  inserting  in  its  place  •1.902-1". 

Par.  2.  Section  1  902-3.  as  set  forth  to 
paragraph  2  of  the  appendix  to  the  notice 
of  proposed  rulemaicmg.  i."*  deleted.  Sec- 
tion 1.902-1  is  revised  by  adding  a  sen- 
tence at  the  end  of  paragraph  (ai(2). 
The  added  provision  reads  as  follows: 

§  1.902-1     Credit     for     domestic     corporate 
shareholder  of  a  foreign  corporation. 

(a)   Definitions.  •   •   • 
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(2)  First-Uer  corporation.  •  •  •  The  term 
••flrst-tler  corporation'  also  means  a  DISC 
or  former  DISC,  but  only  with  respect  to 
dividends  from  the  DISC  or  former  DISC 
to  the  extent  they  are  tre*ted  under  sections 
861  (a)  (2)  (D)  and  862  (a)  (2)  as  Income 
from  sources  without  the  United  States. 

Par.  3  Paragraph  3  of  the  appendix  to 
the   notice   of   proposed  rulemaking    is 

deleted.  ,     ,   . 

Par  4  Example  ( 1 )  of  5  1.904-5(0  is 
amended  by  deleting  "1.902-4ia' "  from 
the  second  sentence  and  msertmg  in  its 
place  "1  902-2>a'". 

(Sec    7805  of  the  Internal  Revenue  Code  of 
1954    ^68A  Stat    917:   26  U.S.C    7806 1   ) 

Jerome  KtT?TZ, 
Commissioner  of 
Internal  Revenue. 
Approved; 

Laurence  N  Woodv-'orth. 
Assistant  Secretary 
of  the  Treasury. 

Paragraph  1.  Section  1.78-1  is  amended 
by  revising  paragraph  <f  i  to  read  as  fol- 
lows : 

§  1.78-1  Dividends  received  from  cer- 
tain foreign  corporations  bv  certain 
domestic  corporations  choosing  the 
foreign  tax  credit. 

(f)  IllustratioTis.  The  application  of 
section  may  be  illustrated  by  the  ex- 
amples provided  in  §  1  902-1.  §  1.904-5, 
§  1.960-3,  §  1.960-4,  and  s  1963-4. 

Par.  2.  Section  1.902-1  is  revised  by 
adding  a  sentence  at  the  end  of  para- 
graph (  a  M  2 » .  The  added  provision  reads 
as  follows : 

§  1.902-1  Credit  for  domestic  corporate 
shareholder  of  a  foreign  corporation. 

(a)  Definitions.  *  *  * 


i2)  First-tier  corporation.  *  •  *  The 
term  "first-tier  corporation"  also  means 
a  DISC  or  former  DISC,  but  only  with 
respect  to  dividends  from  the  DISC  or 
former  DISC  to  the  extent  they  are 
treated  under  sections  8  51  (a i  i2  >  (D)  and 
862' a  I  (2)  as  income  from  sources  with- 
out the  United  States. 

...»  * 

Par  4  Section  1.904-1  is  amended  by 
revising  paragraphs  (a)  (1)  and  (b)  (D  to 
read  as  follows : 

§  1.904—1       Limitation  on  credit  for  for- 
eign taxes, 

(a)  Per-country  limitation — (1)  Gen- 
eral. In  the  case  of  any  taxpayer  who 
does  not  elect  the  overall  limitation  un- 
der section  904(a)  (2) ,  the  amount  allow- 
able" as  a  credit  for  income  or  profits 
taxes  paid  or  accrued  to  a  foreign  coun- 
try or  a  possession  of  the  United  States  is 
subject  to  the  per-country  limitation 
prescribed  in  section  904va>(l).  Such 
limitation  provides  that  the  credit  for 
such  taxes  paid  or  accrued  'including 
those  deemed  to  have  been  paid  or  ac- 
crued other  than  by  reason  section  904 
(d»  to  each  foreign  country  or  posses- 
sion of  the  United  States  shall  not  exceed 
that  proportion  of  the  tax  against  which 


credit  IS  taken  which  the  taxi>ayer's  tax- 
able income  from  sources  within  such 
country  or  posse.s.^ion  'but  not  m  excess 
of  the  taxpayer's  entire  taxable  income  i 
bears  to  his  entire  taxable  income  for 
tlie  same  taxable  year.  For  special  rules 
regarding  tiie  application  of  the  per- 
country  limitation  when  the  taxpayer 
has  derived  section  904if'  interest  or 
section  904' f)  dividends,  see  §  1  904-4  or 
§  1.904-5 

,  •  •  •  • 

(t))  Overall  limitation — '1'  General 
In  the  case  of  any  taxpayer  who  elects 
the  overall  limitation  pro\ided  by  sec- 
tion 904' a>  (2> ,  the  total  credit  for  taxes 
paid  or  accrued  i  including  thDse  deemed 
to  have  been  paid  or  accrued  other  than 
by  reason  of  section  904'  d  >  shall  not  ex- 
ceed that  proportion  of  the  tax  against 
which  such  credit  i5  taken  which  the  tax- 
payer's taxable  income  from  sources 
without  the  United  States  ibut  not  in  ex- 
cess of  the  taxpayer's  entire  taxable  in- 
come' bears  to  his  entire  taxable  income 
for  the  same  taxable  year  For  special 
rules  regarding  the  application  of  the 
overall  limitation  when  the  taxpayer  has 
derived  section  904'  fi  interest  or  section 
904' fi  dividends,  see  s  1  904-4  or 
§  1.904-5. 

.  »  •  •  • 

Par  5.  Section  1.904-2  is  amended  by 
revising  paragraph  (a'  to  read  as 
follows : 

§  1.904-2      Carryback    and    carrvover    of 
unused  foreign  tax. 

(a'  Credit  for  foreign  tax  carryback 
or  carryover.  A  taxpayer  who  chooses  to 
claim  a  credit  under  section  901  for  a 
taxable  year  is  allowed  a  credit  under 
that  section  not  only  for  taxes  otherwise 
allowable  as  a  credit  but  also  for  taxes 
deemed  paid  or  accrued  in  that  year  as  a 
result  of  a  carr\-back  or  carrv'over  of  an 
unused  foreign  tax  under  section  904(d' , 
However,  the  taxes  so  deemed  paid  or 
accrued  shall  not  be  allowed  as  a  deduc- 
tion under  section  164ia  ' .  The  following 
paragraphs  of  this  -section  provide  rules 
for  the  computation  of  carryovers  and 
carrybacks  under  section  904id'.  For 
special  rales  regarding  the  application 
of  section  904' d'  and  this  section  in  the 
case  of  taxes  paid  or  accrued  with  respect 
to  section  904  f  •  interest  see  section 
904' f»  and  5  1  904-4  For  special  rules 
regarding  the  application  of  section 
904'd'  and  this  section  in  the  case  of 
taxes  paid,  accrued,  or  deemed  to  be  paid 
with  respect  to  .section  904' f'  dividends 
see  section  904ifi  and  §  1.904-5. 
»  •  •  •  • 

Par.  6  Section  1.904-3  is  amended  by 
revising  paragraph  le)  to  read  as  fol- 
lows; 

§  1,904—3      (jirrvback    and    carryover    of 
unu.sed   foreign  tax  by  husband  and 
wife. 
«  •  »  '  ' 

(ei  Amounts  carried  from  or  through  a 
joint  return  year  to  or  through  a  sep- 
arate return  year.  It  is  necessary  to  allo- 
cate to  each  spouse  his  share  of  an  im- 
used  foreign  tax  or  excess  limitation  for 


any  taxable  year  for  which  the  spouses 
filed  a  joint  return  if — 

'  1 1  The  husband  and  wife  file  separate 
returi-Ls  for  the  current  taxable  year  and 
an  unused  foreign  tax  is  carried  thereto 
from  a  taxable  year  for  which  they  filed 
a  joint  return; 

'  2 '  The  husband  and  wife  file  sep- 
arate returns  for  the  current  taxable 
year  and  an  unused  foreign  tax  is  car- 
ried to  such  taxable  year  from  a  year  for 
which  they  filed  separate  returns  but  is 
first  carried  through  a  year  for  which 
they  filed  a  joint  return;  or 

'3i  The  husband  and  wife  file  a  joint 
return  for  the  current  taxable  year  and 
an  unused  foreign  tax  is  carried  from  a 
taxable  year  for  which  they  filed  joint 
returns  but  is  first  carried  through  a 
year  for  which  they  filed  separate  re- 
turns 

In  such  cases,  the  -separate  carryback  or 
carryover  of  each  spouse  to  the  current 
taxable  year  shall  be  copnputed  m  the 
manner  described  in  ?  1  904-2  but  with 
the  modifications  set  forth  in  paragraph 
if  I  of  this  section  Where  applicable, 
appropriate  adjustments  shall  be  made 
to  take  into  account  the  fact  that,  for 
any  taxable  year  involved  m  the  compu- 
tation of  the  carrvback  or  the  carry- 
over, either  spou.se  has  interest  income 
descnbed  in  section  904'f'i2i  with  re- 
spect to  which  the  provisions  of  section 
904' fi  and  §  1  904-4  apply,  or  dividends 
described  in  section  904ifMlMBi  with 
respect  to  which  the  provisions  of  sec- 
tion 904(f'   and  5  1.904-5  apply. 

»  >  •  •  * 

Par  7.  Section  1  904-4  is  amended  by 
revising  the  heading  and  paragraph  lai 
'  1 1 ,  by  redesignating  subparagraphs  <3  i , 
'4 1,  and  (5i  of  paragraph  <ai  as  sub- 
paragraphs (4>,  (5),  and  <6>,  by  adding 
a  new  subparagraph  (3>  to  paragraph 
lai,  by  revising  paragraph  (dfd),  by 
revising  the  introductory  material  in  ex- 
amples '51  and  '6)  in  paragraph  ic'l' 
(iv),  by  revising  paragraph  (et(2)(l) 
(b).  and  by  revising  the  introductory 
material  in  example  (3)  in  paragraph 
t-ei  (2»  uii>,  as  follows; 
§  1.904 — ♦  Separate  limitation  for  sec- 
tion 904(f)  inlercsl. 

(a)  Separate  limitation — (1)  In  gen- 
eral. (i>  For  taxable  years  beginning 
after  October  16.  1962.  but  only  with  re- 
spect to  interest  resulting  from  transac- 
tions consummated  after  April  2,  1962, 
the  provisions  of  subsections  (a>,  (O. 
'd'.  and  'c  of  section  904  shall  be  ap- 
plied separately  with  respect  to  the  tax- 
paver  s  income  consisting  of — 

'a»  Section  904<f  i  interest  <as  defined 
in  paragraph  ia)(2i  of  this  section i, 
and 

'b'  Other  income  <as  defined  in  para- 
graph  'aM3)   of  this  section! 

Ill'  The  provisions  of  section  904' f) 
and  this  section  do  not  alter  the  rules 
provided  by  section  904' b'  and  para- 
graph 'd'  of  5  1.904-1  for  the  election  of 
the  overall  limitation  upon  the  amount 
of  the  foreign  tax  credit 

(ui)  If  the  taxpayer  has  not  elected 
the  overall  limitation,  the  per-country 
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limitation  prescribed  m  section  904(a» 
(li  which  IS  applicable  to  any  foreign 
country  or  possession  of  the  United 
States  shall  be  applied  separately  with 
respect  to  the  taxpayers  taxable  income 
from  sources  within  that  countr\'  or  pos- 
session which  IS  attributable  to  the  other 
income,  and  a  separate  limitation  com- 
pute m  the  same  manner  shall  be  ap- 
plied i^eparately  with  respect  to  his  tax- 
able income  from  sources  within  that 
countrv  or  possession  which  is  attributa- 
ble to  the  section  904if  >  interest 

(IV)  If  the  taxpayer  has  elected  the 
overall  limitation  prescribed  in  section 
904(a) '2 1,  such  limitation  shall  be  ap- 
plied with  respect  to  all  of  the  taxpa\er  ? 
taxable  income  from  sources  without  the 
United  States  which  is  attributable  to 
the  otiwr  income,  and.  in  addition,  a 
separate  limitation  computed  in  the 
same  nMWUKer  a^  the  per-country  limi- 
lAtwn  prescnbed  in  section  904(aMl) 
shall  be  applied  separately  with  respect 
to  the  taxpayers  taxable  ijncome  from 
sources  within  each  foreigH  country  or 
possession  of  the  United  States  which  is 
attributable  to  the  section  904  >  f )  interest 
from  sources  within  that  countr>'  or  pos- 
session. 

<v>  For  purposes  of  this  subparagrajjh. 
the  separate  limitation  with  respect  to 
sectkon  904  (D  interest  from  sources 
within  a  foreign  country  or  possession 
of  the  United  States  shall  be  applied 
only  to  the  taxes  paid  or  accrued  to  such 
country  or  possession  with  respect  to 
such  interest,  and  the  separate  limita- 
tion with  respect  to  other  income, 
whether  the  per-country  or  overall  limi- 
tation, shall  be  applied  only  with  respect 
to  the  foreign  tircome  taxes  paid  or  ac- 
crued (including  those  deemed  to  have 
been  paid  or  accrued  other  than  by  rea- 
son of  section  904(d)  •  with  respect  to  the 
other  Income  which  Is  taken  into  account 
for  parposes  of  such  separate  limitation. 

(vi)  In  no  case  may  the  overall  limi- 
tation prescribed  in  section  904'a)f2'> 
be  applied  with  respect  to  section  904 (f» 
interest  or  with  respect  to  foreign  tncome 
taxes  paid  or  nocraed  with  respect  to 
such  interest 

<vii)  For  special  rules  lor  determining 
the  separate  limitation  for  section  904if  > 
dividends,  which  Ls  determined  inde- 
peiidently  of  the  separate  limitation  for 
section  904(f>  interest,  see  5  1.904-5. 
•  •  •  •  * 

(3(  Other  tncome  defined.  For  pur- 
poses of  this  section,  other  income  is  all 
income  of  the  taxpayer  for  the  taxable 
year  other  thaji  section  904(f)  interest 
ias  defined  in  paragraph  *a'(2i  of  this 
section'  and  other  than  section  904(fi 
dividends  (as  defined  in  section  904if) 
(1>  IB'    and  §  1.904-5- a'  (2> ). 

>  >  •  •  • 

id'  General  rule^  for  carryback  and 
carryotTr  of  unused  ioreign  tax  appii- 
cablp  to  section  904' f^  interezt — (1) 
Modxficatians  in  use  oi  §  1.904-2.  For 
purposes  of  applying  the  provisions  of 
5  1  904-2  in  conjunction  with  this  sec- 
tion, and  except  as  otherwise  provided 
in  paragraph  <e '  of  this  section — 

I  i  I  Unused  tore*9n  tax  The  term  un- 
used  foreign   tax",  when  used  with  re- 


rlu.es  and  regulations 

spect  to  section  904(f)  interest  for  any 
taxable  year,  means,  with  respect  to  a 
particular  foreign  country  or  possession 
of  the  United  States,  the  excess  of — 

<a)  The  incojne.  war  profits,  and  ex- 
cess profits  taxes  paid  or  accrued  in  such 
year  to  such  foreign  country  or  posses- 
sion with  respect  to  such  interest,  as 
determined  under  subparagraph  (2 '  of 
this  paragrar»h.  over 

ifti  The  separate  limitation  for  such 
year  with  respect  to  such  interest. 

Any  unused  foreign  tax  for  such  year 
with  respect  to  otiier  income  shall  be 
determined  under  §  1.904-2(b)  (2)  (i)  or 
I  u ) ,  whichever  applies,  witliout  talcing 
into  account  any  amovmts  used  in  apply- 
ing the  preceding  provisions  of  this 
paragraph  ( b ' < i > . 

'11)  Tex  deemed  paid  or  accrued.  The 
amount  of  an  unused  foreign  tax  for 
any  taxable  year  with  respect  to  section 
904(f)  interest,  in  the  case  of  a  par- 
ticular foreign  coimtry  or  possession  of 
tlie  United  States,  which  shall  be  deemed 
paid  or  accrued  in  any  other  taxable 
year  to  which  such  unused  foreign  tax 
may  be  carried  under  paragraph  (b)  of 
{  1.904-2  ^all  be  equal  to  the  smaller 
of— 

(a)  The  portion  of  such  unused  for- 
eign tax  which,  under  paragraph  (b)  of 
S  1 .904-2,  is  carried  to  such  other  taxable 
year,  or 

(b)  Any  excess  limitation  for  such 
other  taxable  year  with  respect  to  such 
wiused  foreign  tax. 

The  amount  of  an  unused  foreign  tax  for 
any  taxable  year  wltii  respect  to  other 
income  which  is  deemed  paid  or  accrued 
in  such  other  taxable  year  shall  be  deter- 
mined under  U.»04-2ic'  (1»  or  (2), 
whichever  applies,  without  taking  into 
account  any  amounts  used  in  applying 
the  preceding  provisions  of  thi^  para- 
graph (bxiiK 

<tii)  Excess  limitation  The  excess 
limltatioB  for  any  taxable  year  <  herein- 
after called  the  "excess  limitation  year"  > 
applicable  to  an  onused  for^gn  tax  with 
respect  to  section  IMHif)  interest,  in  the 
case  of  a  particular  foreien  country  or 
possession  of  the  United  States,  for  an- 
otiaer  taxable  year  (hereinafter  called 
the  "year  of  origm")  shall  be  the 
amount,  if  any.  by  which  the  limitation 
for  the  excess  limitation  year  in  the  case 
of  that  foreign  country  or  possession 
with  respect  to  section  904' fi  interest 
exceeds  the  sum  of — 

<oi  The  tncome.  war  profits,  and  ex- 
cess profits  taxes  actually  paid  or  accrued 
to  such  foreign  country  or  possession  in 
the  excess  limitation  year  with  respect  to 
section  904* f»  interest,  and 

(fe)  The  portion  of  the  unused  foreign 
tax  with  respect  to  section  904(f  >  inter- 
est, in  the  case  of  such  foreign  country 
or  possession  for  any  taxable  year  earlier 
than  the  yearof  origin,  which  is  Rb,sorbed 
as  taxes  deemed  paid  or  accrued  in  the 
excess  limitation  year  under  paragraph 
(b)  (ii)  of  this  section 
The  excess  limitation  for  such  excess 
limitation  year  with  respect  to  other 
income  shall  be  determined  under 
§  1  904-2(ci .  (1)  (ii>  or  (2)  (ii>,  whichever 
applies,  without  taking  into  account  any 


amounts  used  in  applying  the  preceding 
provisions  of  this  paragraph  (b)  (hi) . 

(iv)  Modification  of  restrictions  on 
carrybacks  and  carryovers.  Notwith- 
standing section  904(e)  (2)  and  sut«>ara- 
graphs  (IxiU)  and  (2)  (in)  of  8  1.904^ 
<  c » ,  but  subject  to  the  limitations  of  tills 
section — 

(a)  An  unused  foreign  tax  with  re- 
spect to  section  904(f)  interest  for  any 
taxable  year  may  be  deemed  paid  or  ac- 
crued in  another  taxable  year  for  which 
the  overall  limitation  provided  in  sec- 
tion 904*  a)  (2)  applies,  even  though  the 
taxable  year  from  which  such  tax  is  car- 
ried is  a  taxable  year  for  which  the  per- 
coimtry  limitation  provided  in  section 
904(a)  di  applies, 

(b)  An  unused  foreign  tax  with  re- 
spect to  section  904(f)  interest  for  any 
taxable  year  may  be  deemed  paid  or  ac- 
crued In  another  taxable  year  for  which 
the  per-country  limitation  iMXJVided  in 
section  904 (aXl)  applies.  eT«i  though 
the  taxable  year  from  which  such  tax  is 
carried  is  a  taxable  year  for  which  the 
overall  limitation  provided  in  section  904 
(a)  (2)  applies,  and 

( c)  An  unused  foreign  tax  for  any  tax- 
able year  with  respect  to  ottier  income 
may  be  deemed  paid  or  accrued  in  an- 
other taxable  year  for  which  the  sepa- 
rate limitation  with  respect  to  section  904 
(f)  interest  appUes,  if  the  same  limita- 
tion applies  for  both  of  such  taxable  years 
with  respect  to  other  income. 

( v )  Separation  of  limitaticms.  In  e4>ply- 
ing  this  subpare«r«iph — 

(a)  No  portion  of  an  unused  foreign 
tax  with  respect  to  section  9e4<f)  Inter- 
est for  any  taxable  year  may  reduce  the 
excess  limitation  for  any  other  taxable 
year  with  re«?ect  to  oiher  income, 

(b>  No  portion  of  an  unused  foreign 
tax  for  any  taxable  year  with  respect  to 
other  income  may  reduce  the  excess  lim- 
itation for  any  other  taxable  year  with 
respect  to  section  9e4<f)  Interest,  and 

(c)  If  an  unused  foreign  tax  with  re- 
spect to  section  904tf )  interest  for  any 
taxable  year  is  not  deemed  paid  or  ac- 
crued in  another  taxable  year  to  which 
such  unused  forpigTi  tax  may  be  carried 
under  paragraph  tb)  of  5  1.904-2,  such 
other  taxable  year  is  to  be  counted  as  one 
of  the  years  to  which  such  unused  for- 
eign tax  may  be  carried. 

The  application  of  this  subdivision  (v) 
may  be  illustrated  by  the  following 
exampte: 

Example.  Domestic  corporation  D.  a  calen- 
dar year  taxp*yor.  does  not  elect  tiie  overall 
limitation  for  1963.  1964,  and  1965,  In  eacii 
of  wlilch  years  it  chooses  the  benefltB  of  sec- 
tion 901.  ror  19«5  D  has  an  umised  foreign 
tax  of  $100  with  respect  to  section  904(n 
interest  For  lfl«3  D  has  an  «xc«ss  llmltaUon 
of  $200  but  only  -with  respect  to  other  In- 
come Since  the  tinused  foreign  tax  for  1965 
consists  only  of  tncome  taxes  Imposed  on 
section  904(f)  Interest  and  an  excess  limita- 
tion does  not  exist  with  respect  to  swch  taxes 
for  1963,  the  unused  foreign  tax  for  1965 
stiall  not  be  deemed  paid  or  accrued  under 
section  904.(d)  in  1963 

*  •  •  •  * 

ie)  Transitional  rules  for  carrybacks 
and  carryovers  with  respect  to  pre-1962 
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years — (1)    Carri^bocfcs  to  years   before 
Revenue  Act  of  1962^  *   *   ' 

(iv)    •   •   * 

Ezample  (5).  N.  a  calendar  year  taxpayer 
using  the  cash  receipts  and  dlsburseraents 
method  of  accounting,  pays  foreign  Income 
taxes  for  the  first  time  Ln  1962.  N  chaoses 
the  benefits  of  section  901  far  each  of  the 
taxable  years  set  forth  below  and  for  1962 
elects  the  overall  limitation,  which,  with  the 
Commissioners  consent.  Is  revoked  for  1966 
N  has  section  904(f)  Interest  only  from  for- 
eign country  X  for  the  years  involved  Based 
upon  the  taxes  actually  paid  to  foreign  coun- 
tries X  and  y  for  each  of  the  taxable  years 
with  respect  to  other  Income,  and  the  taxes 
paid  to  country  X  with  respect  to  section 
904(f)  interest,  the  unused  foreign  tax 
deemed  paid  under  section  904(d)  Is  as 
follows: 

»  •  ♦  •  * 

Example  (fi).  B.  a  calendar  year  taxpayer 
using  the  cash  receipts  and  disbursements 
method  of  accounting,  pays  foreign  Income 
taxes  for  the  first  time  in  1962.  For  each  of 
the  taxable  years  set  forth  below.  B  chooses 
the  benefits  of  section  901  and  elect.s  the 
overall  limitation.  B  has  section  904(f)  In- 
terest only  from  foreign  country  X  for  the 
vears  indicated  Based  upon  the  taxes  ac- 
tually paid  to  foreign  countries  X  and  Y 
for  each  of  the  taxable  years  with  respect 
to  other  income,  and  the  taxes  paid  to  coun- 
try X  with  respect  to  section  904(f)  interest, 
the  unused  foreign  tax  deemed  paid  under 
section  904(d(  is  as  follows,  after  taking  into 
account  the  prohibition  provided  in  sub- 
division (ill)  of  this  subparagraph  against 
the  apportionment  of  the  unused  foreign 
tax  for  1964: 

,  »  •  »  • 

(2)  Carryover  to  years  after  Revenue 
Act  of  1962.  'ii    •    •    • 

(b»  With  respect  to  other  income,  an 
amount  which  bears  the  same  ratio  to  the 
amoimt  of  such  taxes  deemed  paid  or 
accrued  in  the  later  year  as  the  amount 
of  the  foreign  income  taxes  paid  or  ac- 
crued to  such  country  or  possession  for 
the  later  year  with  respect  to  other  in- 
come bears  to  the  total  amount  of  the 
foreign  income  taxes  paid  or  accrued  to 
such  coimtry  or  possession  for  such  later 
year. 


(ill)    •   •   • 

Example  (3).  C,  a  calendar  year  taxpayer 
using  the  cash  receipts  and  disbursements 
method  of  accounting,  pays  foreign  income 
taxes  for  the  first  time  in  1962  and  chooees 
the  benefits  of  section  901  for  each  of  the 
taxable  years  set  forth  below.  For  1962.  C 
uses  the  per-country  limitation  and  In  1963 
elects  the  overall  llniitation.  C's  only  section 
904(f)  interest  income  for  the  years  indicated 
is  from  foreign  country  X.  Based  upon  the 
taxes  actually  paid  for  each  of  the  taxable 
years  wl^h  respect  to  other  income,  and  the 
taxes  paid  to  country  X  with  respect  to  the 
section  904(f)  Interest,  no  unused  foreign 
tax  Is  deemed  paid  under  section  904(d). 
determined  as  follows: 


Par.  8  The  following  new  section  is 
added  immediately  after  5  1.904-4: 

§  1.904—5      Separate    limitation    for    sec- 
tion 904(f)  dividends. 

(a)  Separate  limitation — (1)  In  gen- 
eral, (i)  For  taxable  years  ending  after 
December  31,  1971,  the  provisions  of  sub- 
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sections  (a>.  (c).  (d'.and  (e>  of  section 
904  shall  be  applied  .separately  with  re- 
spect to  the  taxpayer  s  income  consisting 

of— 

lAi  Section  904' f'  dividends  'as  de- 
fined in  secUon  904  :  ^  '  1  > ' B i  and  para- 
graph ( a  I  1 2  I  of  thi.s  section  ' .  and 

(Bi  Other  income  as  defined  in  para- 
graph I  a  I  ( 3  >  of  this  section ' . 

'ii)  The  provisions  of  section  904' fi 
and  tliis  section  do  not  alter  the  rules 
provided  by  section  904' b>  smd  §  1.904-1 
(d  '  for  the  election  of  the  overall  limita- 
tion upon  the  amouiil  of  the  foreign  tax 
credit. 

( iii )  If  the  taxpayer  has  not  elected  the 
overall  limitation,  the  i>er-counti-y  limita- 
tion prescribed  m  section  904'a'iii 
which  is  applicable  to  any  foreign  coun- 
tr>^  or  possession  of  the  United  States 
shall  be  applied  separately  with  respect 
to  the  taxpayer's  Uxatle  income  from 
sources  within  that  countr>'  or  possession 
which  is  attribuisible  to  the  other  in- 
come, and  a  separate  limitation  com- 
puted in  the  .same  manner  as  the  overall 
limitation  prescribed  in  section  904 '  a '  '  2  ' 
shall  be  applied  separatel>-  with  respect 
to  Uie  taxpayers  entire  taxable  income 
from  sources  without  Uie  United  States 
which  is  attributable  to  section  904' f 
dividends. 

(iv>  If  the  taxpayer  has  elected  the 
overall  limitation  prescribed  in  section 
904' a  I '2  >.  such  limitation  shall  be  ap- 
plied separately  with  respect  to  all  of  the 
taxpayer's  taxable  income  from  sources 
without  the  United  States  which  is  at- 
tributable to  other  income,  and.  in  addi- 
tion, a  separate  limitation  computed  in 
the  same  manner  shall  be  applied  .sepa- 
rately with  respect  to  the  taxpayer's 
entire  taxable  income  from  sources  with- 
out the  United  States  which  is  attribut- 
able to  section  904  f>  dividends. 

'  V 1  For  purposes  of  this  paragraph,  the 
separate  limitation  with  respect  to  sec- 
tion 904' f  I  dividends  from  sources  with- 
out the  United  States  shall  be  applied 
only  with  respect  to  the  foreign  income 
taxes  paid  or  accrued  'including  those 
deemed  to  have  been  pmid  or  accrued 
other  than  by  reason  o^  section  904 '  d  >  ) 
with  respect  to  such  dividends,  and  the 
separate  limitation  with  respect  to  other 
income,  whether  the  per-country  or  over- 
all limitation,  shall  be  applied  only  with 
respect  to  the  foreign  income  taxes  paid 
or  accrued  (including  thase  deemed  to 
have  been  paid  or  accrued  other  than  by 
reason  of  section  904' d»  '  with  respect  to 
the  other  income  which  is  taken  into  ac- 
count for  purposes  of  such  limitation.  In 
the  case  of  a  taxpayer  who  for  the  tax- 
able year  has  section  904' f'  dividends 
from  more  than  one  corporation,  the 
separate  limitation  shall  be  apphed  with 
respect  to  the  aggregate  of  such  divi- 
dends. 

'\it  In  no  case  may  the  per-country 
limitation  prescribed  in  section  904<a> 
d'  be  apphed  w:ih  respect  to  section 
904' f  I  dividends  or  with  respect  to  for- 
eign income  taxe.s  paid,  accrued,  or 
deemed  to  have  been  paid  with  respect 
to  such  dividends. 

(vil'  For  special  rules  for  determining 
the  separate  limitaition  for  section  904 
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■  fi  interest,  which  is  determined  inde- 
pendently of  the  separate  limitation  for 
section  904if '  dividends,  see  i  1.904-4. 

'2 1  Section  904<f^  dividends  defined. 
For  punx>ses  of  this  section,  section 
904 '  f  i  dividends  shal!  be  all  income  of 
the  taxpayer  for  Uie  taxable  year  con- 
sisting of  dividends  from  a  DISC  or  for- 
mer DISC  'as  defined  in  section  992' a) 
(1)  or  '3'.  as  the  case  miv  be>  to  the 
extent  such  dividends  are  treated  under 
sections  861iai'2)'D)  and  862'a)(2). 
and  the  regulations  thereunder,  as  in- 
come from  sources  without  the  United 
States. 

1  3)  Other  income  For  purposes  of  this 
section,  other  income  is  all  income  of 
the  taxpayer  for  the  taxable  year  other 
than  section  904' f'  dividend.^  'as  defined 
in  paragraph  (ai  '2>  of  this  section)  &nd 
other  than  section  904' f'  interest  'as 
defined  m  section  904if  m2)  and  S  1.904- 
4 '  a )  1 2 )  ) . 

<b'  General  rules  for  carryback  and 
carryover  of  unused  foreign  tax  appii- 
cable  to  section  904(f>  dividends — <1) 
Afodt/icalion  in  use  of  J  1.904-2  For  pur- 
poses of  appljing  the  provisions  of 
5  1.904-2  in  conjunction  "vith  this  sec- 
tion, and  except  as  otherwise  pronded  in 
paragraph  '  b » <  3  >  of  this  section — 

(ii  Unused  foreign  tax.  The  term  "un- 
used foreign  tax",  when  used  with  re- 
spect to  .section  904' f'  dividends  for  any 
taxable  year  means  the  excess  of — 

'A'  The  income,  war  profits,  and  ex- 
cess profit.s  taxes  paid  or  accrued  (or 
deemed  paid  or  accrued  other  than  by 
reason  of  section  904(d»  ) .  as  determined 
under  paragraph  ib"2)  of  this  section, 
m  such  year  to  all  foreign  countries  and 
possessions  of  the  United  States  with 
resjject  to  such  dividends    over 

'B'  The  separate  limitation  for  such 
year  with  respect   to  such  dividends. 

Any  unused  foreign  tax  for  such  year 
with  respect  to  other  income  shall  be 
deteimuied  under  §  1.904-2(b.' (2'  'i^  or 
'U'.  whicliever  applies,  without  taking 
into  account  any  amounts  used  in  ap- 
plying I  A)  and  'B^  of  paragraph  'b)  (D. 

dl>  Tax  deemed  paid  or  accrued.  The 
amount  of  an  unused  foreign  tax  for  any 
taxable  year  with  respect  to  section 
904' f  I  dividends  which  shall  be  deemed 
paid  or  accrued  in  any  other  taxable  year 
to  which  such  unused  foreign  tax  may 
be  earned  under  paragraph  (bi  of 
§  1  904-2  shall  be  equal  to  the  smaller 
of— 

tA»  the  portion  of  such  unused  for- 
eign tax  which,  under  paragraph  'bt 
of  5  1.904-2.  is  earned  to  such  taxable 
year,  or 

'  B '  Any  excess  limitation  for  such 
other  taxable  year  with  respect  to  such 
unused  foreign  tax. 

The  amount  of  an  unused  foreign  tax 
for  any  taxable  year  with  respect  to  other 
income  which  i>  deemed  paid  or  accrued 
in  such  other  taxable  year  shall  be  deter- 
mined under  5  1  904-2'c»  '1'  or  (2). 
whichever  applies,  without  taking  into 
account  any  amount  used  in  applying 
(A»  and  (B)  of  this  paragraph  (b)  di). 
<  iii  1  Excess  limitation.  The  excess  lim- 
itation for  any  taxable  year  '  hereinafter 
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called  the  "excess  limitaticn  year"'  ap- 
plicable to  an  unused  foreign  tax  with  re- 
spect to  section  904' f>  dividends  for  an- 
other taxable  year  (hereinafter  called 
the  "year  of  origin"  >  shall  be  the  amount, 
if  any,  by  which  the  limitation  for  the 
excess  limitation  year  with  respect  to 
section  904if )  dividends  exceeds  the  sum 

of— 

(A>  The  income,  war  profits,  and  ex- 
cess profits  taxes  actually  paid  or  accrued 
to  all  foreign  countries  and  :x)ssessions 
of  the  United  States  in  the  excess  limi- 
tation year  with  respect  to  section  904«f  i 
dividends. 

(B>  The  income,  war  profits,  and  ex- 
cess profits  taxes  deemed  paid  or  accrued 
other  than  by  reason  of  .section  904id' 
in  such  year  to  all  foreign  countries  and 
possessions  of  the  United  States  with  re- 
spect to  section  904if  >  dividends,  and 

(C)  The  portion  of  the  unused  foreign 
tax  with  respect  to  section  904' f'  divi- 
dends, for  any  taxable  year  earlier  than 
the  year  of  origin,  which  i.s  absorbed  as 
taxes  deemed  paid  or  accrued  in  the  ex- 
cess limitation  year. 

The  excess  limitation  for  such  excess 
limitation  year  with  respect  to  other  in- 
come shall  be  determined  uiider  5  1  904-2 
( c  >  1 1 )  <  ii  •  or  ( 2  >  <  ii  I .  whichever  applies, 
without  taking  into  acount  any  amounts 
used  in  applying  (A).  (Bi.  and  iC)  of 
this  paragraph   ib)«iii). 

(ivi  Modification  of  restrictions  on 
carrybacks  and  carryovers.  Notwith- 
standing section  904iei  i2)  and  subpara- 
graphs (li  <iii'  and  (2>  <iii>  of  §  1.904-2 
(c) ,  but  subject  to  the  limitations  of  this 
subparagraph — 

(A»  An  unused  foreign  tax  with  re- 
spect to  section  904if  >  dividends  for  any 
taxable  year  may  be  deemed  paid  in  an- 
other taxable  year  for  which  the  overall 
limitation  provided  m  .section  904' a'  i2i 
applies,  even  though  the  taxable  year 
from  which  such  tax  is  carried  is  a  tax- 
able year  for  which  the  per-country  lim- 
itation provided  in  section  904iaiili 
applies. 

(Bi  An  unused  foreign  tax  with  re- 
spect to  section  904'  f  <  dividends  for  any 
taxable  year  may  be  deemed  paid  or 
accrued  in  another  taxable  year  for 
which  the  per-country  limitation  pro- 
vided in  section  904fa>ii)  applies,  even 
though  the  taxable  year  from  which 
such  tax  is  carried  is  a  taxable  year 
for  which  the  overall  limitation  provided 
in  section  904  •  a » •  2 1  applies,  and 

<C>  An  unused  foreign  tax  for  any 
taxable  year  with  respect  to  other  in- 
come may  be  deemed  paid  or  accrued  in 
another  taxable  year  lur  which  the 
separate  limitation  with  respect  to  sec- 
tion 904<f )  dividends  applies,  if  the  same 
limitation  applies  for  both  of  such  tax- 
able years  with  respect  to  other  income. 

(vt  St'paration  of  liviitations.  In  ap- 
plying this  paragraph — 

I A I  No  portion  of  an  Unused  foreign 
tax  with  respect  to  section  904ifi  divi- 
dends for  any  taxable  year  may  reduce 
the  exce.ss  limitation  for  any  other 
taxable  year  with  respect  to  other 
income, 

<B)  No  portion  of  an  unused  foreign 
tax  for  any  taxable  year  with  respect  to 
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other  income  may  reduce  the  excess  lim- 
itation for  any  other  taxable  year  with 
respect  to  section  904(f)  dividends,  and 
(C»  If  an  unused  foreign  tax  with  re- 
spect to  section  904(f)  dividends  for  any 
taxable  year  is  not  deemed  paid  or  ac- 
crued in  another  taxable  year  to  which 
such  unused  foreign  tax  may  be  carried 
under  paragraph  (b)  of  §  1.904-2,  such 
other  taxable  year  is  to  be  counted  as 
one  of  the  years  to  which  such  unused 
foreign  tax  may  be  carried. 

The  application  of  this  paragraph  (v) 
may  be  illustrated  by  the  following  ex- 
ample: 

Example.  Domestic  corporation  D.  a  cal- 
endar year  taxpayer,  does  not  elect  the  over- 
all limitation  for  1973.  1974,  and  1975,  In 
eacli  of  whicli  years  it  chooses  the  benefits 
of  section  901.  For  1975,  D  has  an  unused 
foreign  tax  of  $100  with  respect  to  section 
904(f)  dividends.  For  1973.  D  has  an  excess 
limitation  of  $200,  but  only  with  respect  to 
other  income.  Since  the  unused  foreign  tax 
for  1975  consists  only  of  income  taxes  paid, 
accrued,  or  deemed  paid  with  respect  to  sec- 
tion 904(f)  dividends  and  an  excess  limita- 
tion does  not  exist  for  1973  with  respect  to 
section  904(f)  dividends,  the  unused  foreign 
tax  for  1975  may  not  t>e  deemed  paid  or 
accrued  in  1973  under  section  904(d). 

(2>  Amount  of  taxes  with  respect  to 
section  904if>  dividends — (i)  In  general. 
Except  as  provided  in  paragraph  (b)  (2) 
(ii»  of  this  section,  the  amount  of  taxes 
paid  or  accrued  with  respect  to  section 
904ifi  dividends  includes  primarily  the 
amount  of  foreign  income  taxes  which 
a  shareholder  of  a  DISC  or  former  DISC 
is  deemed  to  have  paid  under  section 
902iai  on  receipt  of  section  904(f)  div- 
idends from  the  accumulated  profits  of 
such  corporation.  Thus,  it  includes  the 
portion  determined  under  section  902(a) 
of  the  income,  war  profits,  or  excess 
profits  taxes  paid,  or  deemed  under  sec- 
tion 902  lb  I  to  be  paid,  by  the  DISC  or 
former  DISC  to  any  foreign  country  or 
possession  of  the  United  States  on  or 
with  respect  to  the  accumulated  profits  of 
such  corporation  from  which  the  section 
904' fi  dividends  are  paid,  or  deemed 
paid  under  section  995(b)  <1)  (D)  or  (E) 
or  section  995(c).  See  §  1.995-Kb)  for 
amounts  treated  as  being  received  for 
purposes  of  this  subdivision.  However,  it 
also  includes  foreign  income  taxes,  if  any, 
actually  paid  or  accrued  to  any  foreign 
country  or  possession  of  the  United 
States  by  the  shareholder  with  respect 
to  section  904(f)  dividends  from  such 
corporation. 

(ii)  Taxes  not  specifically  allocable  to 
dividends.  If  a  taxpayer  has  paid  or  ac- 
crued for  a  taxable  year  an  amount  of 
foreign  income  taxes  with  respect  to  in- 
come which  consists  only  in  part  of  sec- 
tion 904(f)  dividends,  but  such  taxes 
cannot  be  specifically  allocated  to  the 
section  904(f)  dividends,  the  amount  of 
such  taxes  which  is  to  be  taken  into 
account  for  purposes  of  paragraph  (b) 
(2)(i»  of  this  section  is  that  amount 
which  bears  the  same  ratio  to  the  total  of 
such  foreign  income  taxes  as  the  net 
section  904(f »  dividends  bear  to  the  total 
net  amount  of  such  income.  For  purposes 
of  such  apportionment  the  net  section 
904  ( f )  dividends  and  the  total  net  income 


are  to  be  determined  by  deducting  any 
credits,  expenses,  losses,  and  other  de- 
ductions which  are  properly  allocable  to 
the  gross  amount  of  such  income  under 
the  law  of  the  foreign  country  or  posses- 
sion of  the  United  States  to  which  the 
foreign  income  taxes  have  been  paid  or 
accrued.  If  the  taxpayer  determines  that 
because  of  the  facts  and  circumstances  in 
a  particular  case  the  application  of  the 
two  preceding  sentences  does  not  result 
in  a  proper  allocation  of  the  foreign  in- 
come taxes  to  the  section  904(f)  divi- 
dends, he  may  make  such  other  reason- 
able allocation  as  will,  in  the  opinion  of 
the  district  director,  more  clearly  reflect 
the  proper  allocation  of  the  foreign  in- 
come taxes  to  the  section  904 (fi  divi- 
dends. For  purposes  of  this  section,  the 
term  "foreign  income  taxes'"  means  in- 
come, war  profits,  and  excess  profits, 
taxes  and  taxes  included  in  the  term  "in- 
come, war  profits,  and  excess  profits 
taxes"  by  reason  of  section  903,  imposed 
by  a  foreign  country  or  a  possession  of 
the  United  States. 

(3)  Transitional  rules  for  carrybacks 
and  carryovers  with  respect  to  pre-1971 
years — (i)  Carryovers  to  years  ending 
after  December  31,  1971.  Where,  under 
the  provisions  of  section  904(d).  tax3s 
paid,  accrued,  or  deemed  to  be  paid  to 
any  foreign  country  or  possession  of  the 
United  States  in  any  taxable  year  eniiing 
on  or  before  December  31,  1971,  are 
deemed  paid  or  accrued  in  one  or  more 
taxable  years  ending  after  December  31, 
1971,  no  amount  of  such  taxes  shall  be 
deemed  paid  or  accrued  in  any  such  tax- 
able year  with  respect  to  section  904(f) 
dividends. 

(ii)  Carrybacks  to  years  ending  on  or 
before  December  31.  1971.  In  applying 
the  provisions  of  section  904(d)  and 
§  1.904-2(bi  to  taxes  paid,  accrued,  or 
deemed  to  be  paid  to  any  foreign  country 
or  possession  of  the  United  States  with 
respect  to  section  904(f)  dividends  in  any 
taxable  year  ending  after  December  31. 
1971,  the  terms  'second  preceding  tax- 
able year"  and  "first  preceding  taxable 
year"  do  not  include  any  taxable  year 
ending  on  or  before  December  31,  1971. 
Thus,  no  portion  of  the  unused  foreign 
tax  with  respect  to  section  904(f)  divi- 
dends, as  determined  under  paragraph 
(b)(1)  a)  of  this  section,  for  any  tax- 
able year  ending  after  December  31,  1971. 
shall  be  absorbed  as  taxes  deemed  paid 
or  accrued  in  any  taxable  year  ending  on 
or  before  December  31,  1971. 

(c)  Illustrations.  The  application  of 
this  section  may  be  illustrated  by  the 
following  examples; 

Example  (1).  Domestic  corporation  M  a 
calendar  year  taxpayer  to  which  the  per- 
country  limitation  under  section  904(a)(1) 
applies,  Jn  1973  receives  a  dividend  of  $50,000 
from  corporation  N.  which  is  a  DISC,  and  a 
dividend  of  $150.0(X)  from  corporation  P. 
which  is  a  DISC  Under  §1902-2iai.  both 
N  and  P  are  treated  as  foreign  corporations 
which  are  not  less  developed  country  cor 
poratlons.  Of  the  dividend  from  N.  $40,000 
is  a  section  904(f)  dividend  under  paragraph 
(a)(2)  of  this  section;  and  of  the  dividend 
from  P.  $140,000  is  a  section  904(f  i  dividend 
In  addition.  M  receives  $30,000  of  section  904 
(f)  Interest  (as  defined  in  §  l.904-4(a)  (2)  ) 
from    sources    in    foreign    countrj'    X    and 
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$300,000  of  other  Incon-t ,  consisting  ^^ JJ-^' 
000  from  sources  in  country  X  and  $2O0,OOT 
from  sources  In  foreign  country  Y  m 
has  no  other  income  (or  Ices)  from  source, 
without  the  United  States  in  1973  and  has 
total  taxable  income  from  all  sources  of  $2 
mUllon.  M  pays  income  taxes  for  19,3  to 
countrv  X  of  $3,000  with  respect  to  section 
904(f) 'interest  and  $35,000  with  respect  to 
other  income;  and  $100,000  Income  tax  to 
country  Y  It  Is  assumed  that  the  foreign 
income  taxes  deemed  paid  by  M  under  sec- 
tion 902(a)(1)  with  respect  to  the  section 
9rt4(f)  dividends  from  N  are  $10,000  and  that 
the  foreign  Income  taxes  deemed  paid  by  M 
under  section  902.a)<l»  with  respect  to  the 
=;ection  904(f)  dividends  from  P  are  $35^00 
Thu.=;  the  total  foreign  income  taxes  paid  or 
deemed  to  be  paid  by  M  for  1973  amount  to 
$183  000,  Ms  US,  tax  (before  foreign  tax 
credit!  is  assumed  to  be  $960,000  Based  upon 
surh  assumptions.  M's  foreign  tax  credit 
limitation  under  section  904.  and  the  tax 
allowable  as  a  credit,  are  determined  as  fol- 
lows for  1973 : 

(I)   Separate  limitation  with  respect 
to  sec.  904(f)  dividends: 

Sec    904(f)  dividends  from 

j^  $40,000 

Gro3^-Gp"undeVsec."78 ^°-  °°° 

Total    50.000 

Sec.  904(f)  dividends  from 

p  140,000 

Gross-up  under  sec    78 35,000 

Total    175,000 

Numerator  of  limiting  fraction—     225.  000 

Limitation     ($960,000     x    $225,000/ 

$2,000,000)     108, (XM) 

(ii)  Separate  limitation  under  §  1.- 
904-4  with  respect  to  sec. 
904(f)  Interest  from  sources 
in  country  X : 

$960,000    X   $30,000  $2.000.000 14,400 

(111)  Limitation  under  sec.  904(a) 
(1)  with  respect  to  other 
Incotne; 

Country    X    ($960,000    x    $100,000/ 

$2,000,000)     48.000 

Countn,'    Y     ($960,000    x    $200,000/ 

■    $2,000,000)     96,000 

( iv )   Summary  of  allowable  credit : 

Foreign  income  taxes  with  respect 
to  sec.  904(f)  dividends  ($45,000 
taxes  but  not  to  exceed  linuta- 
tion  of  $108,000) 45,000 

Foreign  income  tax  with  respect  to 
sec.  904(f)  interest  (83.000  tax 
but  not  to  exceed  limitation  of 
$14,400)     S-O^'O 

Country  X  tax  on  other  Income 
($35,000  tax  but  not  to  exced  lim- 
itation of  $48.000) 35.000 

Country  Y  tax  on  other  income 
($100,000  tax  but  not  to  exceed 
limitation   of   $96.000) 96.000 

Total   allowable  credit -  $179,000 
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Numerator  of  limitir.g  fraction..  225.000 
Limitation     ($960,000     x     $225,000/ 

$2,000,000)     108,000 


Example  (2).  The  facts  are  the  same  as  in 
example  (1)  except  that  M  elects  the  overall 
limitation  under  section  904(a)(2)  for  1973. 
Based  upon  such  assumptions.  M's  foreign 
tax  credit  lUnitatlon  under  section  904,  and 
the  tax  allowable  as  a  credit,  are  determined 
as  follows  for  1973: 
(1)  Separate  limitation  with  respect 
to  sec,  904(f)  dividends: 

Sec.  904(f)  dividends  from  N $40,000 

Gross-up  under  sec    78 10,000 

Total    50.000 

Sec   904(f)  dividends  from  P 140.000 

Gross-up  under  sec.  78 35,000 

Total    175.000 


(U)  Separate  limitation  under 
§  1  904-4  with  respect  to  sec. 
904(f)  interest  from  sources 
in  countrv  X: 

$960,000  X   $30,000  $2.000.000 14.400 

(111)  Limitation  under  sec.  904(a)  (2) 
with  reeard  to  other  income: 

($960,000    X    $300,000  $2.000(000 144.000 

(iv)  Summary    of   allowable   credit: 

Foreign  income  taxes  with  respect  to 

sec.  904(f)  dividends  ($45,000  taxes 

but   not   to  exceed   limitation  of 

$108,000)   --     45,000 

Foreign  income  tax  with  respect  to 
sec.  904(f)  Interest  ($3,000  tax 
but   not   to   exceed   limitation   of 

$14,000)     3.000 

Foreign  Income  tax  on  other  Income 
($135,000  taxes  but  not  to  exceed 
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lUnltatlon  of  $144.000) 135,000 

Total  allowable  credit 183.000 

Example  (3)  Domestic  corporation  M,  a 
calendar  year  taxpayer  using  the  cash  re- 
ceipts and  disbursements  method  of  account- 
ing, pays  foreign  Income  taxes  for  the  first 
time  In  1970.  For  each  of  the  taxable  years 
set  forth  below  M  chooses  the  benefits  of  sec- 
tion 901  and  elects  the  overall  limitation 
under  section  904(a)  (2  ).  M  has  section  904(f) 
dividends  only  from  DISC  corporations  N  and 
P  for  each  of  the  years  1972  to  1975  Based 
upon  the  taxes  deemed  paid  under  section 
902(a)(1)  with  respect  to  section  904(f) 
dividends  for  each  of  the  years  involved,  and 
the  foreign  income  taxes  paid  with  respect  to 
the  other  income  from  sources  without  the 
United  States,  the  unused  foreign  tax  deemed 
paid  under  section  904(d)  Is  as  follows: 


Taxable  years 


I'jTO 


U>71        19T2        1973        1974        197S 


Sec.  904(f)  dividend's  from: 

rorponaiou  N... 

Corix^ntion  P 

Taxes  deemed  rwid  under  so«.  «e(a)(l)  «ith  respect  to  dividends 
from: 

Corporation  N 

Cori>oration  P.... 


90 
40 


too 


20 
10 


110 


80 
60 


90 
10 


90 
80 


100 


Total  see.  9CH(0  dividends  (including  sec.  TB  p-a<»-up) 100 


210 


L'lO 


360 


Srpamfp  limitation  witli  respect  to  sec.  904ifi  dividends j^. 

tivemll  limilaiioii  witli  respect  to  oilier  inconie 250 

Taxes  actually  paid  witii  respect  to  other  income 260 

Unu-sed  foieifrn  tax  with  respect  to: 

■■iec.  901(f)  dividends -•- 

Other  income.- '" 

Excess  limitation  with  lespect  to: 

Sec.  904(f)  dividends - f 

Other  iiKOme -:--\ -.iC/ZJ'," 

Untised  foreien  tax  absorl)ed  as  taxes  deemed  paid  under  sec.  'XHa) 
with  respect  to: 
Sec.  904(f)  dividends  and  carried: 

From  1973 

From  1975 

Other  income  and  carried: 

From  1970 - - 

From  1972 - 

From  1974 


350 
310 


» 
4.W 
460 


mi 
24.S 
240 


120 
630 
050 


10 

20 


30 
20 


180 

S20 
800 

10 


40 


20 


10 


10 
10 


15 
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Title  36 — Parks,  Forests,  an(j  Public 
Property 

CHAPTER    I— NATIONAL    PARK    SERVICE, 
DEPARTMENT   OF    THE    INTERIOR 

PART  2— PUBLIC  USE  AND  RECREATION 

Sale  or  Distribution  of  Printed  Matter; 
Permit  Requirements 

AGENCY:  National  Park  Service, 
Interior. 

ACTION:  Final  rule. 

SUMIVLARY:  This  regulation  establishes 
a  permit  requirement  for  persons  seeking 
to  engage  in  the  sale  or  distribution 
of  printed  matter  within  units  of  the 
National  Park  System.  It  also  provides 
standards  for  the  issuance  of  such  per- 
mits and  for  the  conduct  of  activities 
pursuant  to  permit-s.  The  negd  for  such 
a  regulation  has  recently  bec(3h-ie  appar- 
ent with  increasing  use  of  park  areas 
for  these  activities  and  the  occurrence  of 
certain  conflicts  arising  from  this  use. 
The  intended  effect  of  tins  regulation 
is  to  impa";e  on  these  activities,  which 
involve  First  Amendment  considerations, 
only  those  narrow  restnctions  which  are 
calculated  to  protect  park  resources  and 
to  ensure  the  maiiagement  of  park  areas 
for  public  enjoyment. 


DATES;    This   regulation  shall  become 
effective  on  July  15.  1977. 
FOR  FURTHER  INFORMATION  CON- 
■ TACT : 

Carl  Christensen,  Division  of  Ranger 
Activities  and  Protection,  telephone: 
202-343-5607. 

SUPPLEMENTARY  INFORMATION : 
During  the  1976  summer  season,  the  Na- 
tional Park  Service  experienced  a  sub- 
stantial increase  in  the  use  of  areas  un- 
der its  jurisdiction  for  the  purpose  of 
distributing  and  selling  printed  matter. 
Although  the  National  Park  Service  has 
always  recognized  activities  involving 
First  Amendment  considerations,  it  also 
realizes  its  responsibility  to  reasonably 
regulate  the  conduct  associated  with 
these  activities  and  all  other  activities 
taking  place  within  the  parks.  The  nar- 
row restnctions  contained  in  this  regu- 
lation and  in  other  park  regulations  are 
calculated  only  to  ensure  that  park  re- 
sources will  be  prot^ted  and  that  a 
high  quality  of  experience  for  all  park 
visitors  wUl  be  maintained.  This  regula- 
tion is  intended  to  focus  principally  on 
the  control  of  locations  where  the  sale 
or  distribution  of  printed  matter  may 
take  place,  rather  than  to  establish  a 
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prohibition  of  this  activity,  except  in 
those  instances  where  no  appropriate 
site  is  available. 

Recent  decisions  of  various  Federal 
courts  have  recognized  certain  First 
Amendment  protection  of  the  communi- 
cation of  views  and  the  conduct  of  prose- 
lytizing activities,  including  the  distribu- 
tion and  sale  of  literature,  in  areas  of 
the  National  Park  System.  However,  the 
courts  have  also  recognized  the  authority 
of  the  Federal  government  to  reasonably 
regulate  the  conduct  associated  with 
these  activities  to  protect  legitimate 
governmental  interests. 

Currently,  regulations  of  the  National 
Park  Service  applicable  outside  of  the 
District  of  Columbia  and  its  environs  do 
not  directly  address  the  sale  or  distribu- 
tion of  printed  matter.  It  is.  therefore, 
the  purpose  of  this  regulation  to  control 
such  activities  only  to  the  extent  neces- 
sary to  properly  protect  the  legitimate 
interests  of  the  National  Park  Service 
and  to  do  so  in  a  manner  which  will 
ensure  even-handed  administration  of 
these  controls  throughout  the  National 
Park  System. 

Previous  Pubiication 

A  Notice  of  Propc'^ed  Rulemaking  con- 
taining substantially  the  same  regulation 
was  published  in  the  "Feder.^l  Register" 
on  March  29.  1977  <  42  FR  16639 '  A  peri- 
od of  30  days  for  comments  on  this  pro- 
posal was  provided. 

Discussion  of  Comments  Received 

The  National  Park  Service  received 
only  three  comment.s  on  this  proposed 
regulation,  one  from  ah  individual  and 
two  from  representatives  of  a  religious 
organization  whose  activities  are  likely  to 
be  affected  by  the  regulation 

Is  This  Required  By  Court  Decisions? 

The  individual  who  commented  ob- 
jected to  the  promulgation  of  a  regula- 
tion allowing  proselytizers  to  use  park 
areas  unless  such  an  action  was  required 
bv  the  United  States  Supreme  Court. 
This  comment  relates  directly  to  a  state-" 
ment  contained  in  the  proposal,  and  re- 
peated above,  that  recent  court  decisions 
regarding  areas  of  the  National  Park 
System  were  considered  relevant  to  this 
matter. 

While  it  is  true  that  the  Supreme 
Court  has  not  ruled  on  the  specific  issue 
now  at  hand,  the  sale  or  distribution  of 
printed  matter  in  areas  of  the  National 
Park  System,  the  National  Park  Service 
has  concluded  that  a  sufficient  basis  ex- 
ists for  promulgation  of  this  regulation, 

Restrictions  Are  Unnecessary 

It  was  stated  in  one  comment  that  the 
activities  required  to  administer  the  per- 
mit requirements  and  other  provisions  of 
this  regulation  would  be  a  waste  of  time 
of  Federal  employees,  out  of  proportion 
to  the  interests  sought  to  be  protected. 

The  National  Park  Service  does  not 
agree  with  this  {X)sition.  for  two  reasons. 
The  first  is  that  it  is  not  anticipated  that 
large  expenditures  of  time  or  money  will 
be  required  to  carry  out  the  procedures 
established  by  the  regulation.  These  pro- 
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cedures  are  clear  and  relatively  simple, 
and  can  readily  be  administered  in  the 
course  of  carrying  out  other  functions  in 
the  management  of  park  areas.  The  sec- 
ond reason  is  that  recent  experiences 
with  allowing  these  activities  under  un- 
controlled circumstances  have  shown 
that  conflicts  with  other  governmental 
interests  have  occurred.  The  statutory 
requirements  that  the  National  Park 
Service  manage  use  of  the  parks  for  pres- 
ervation of  resources  and  use  of  the  pub- 
lic, therefore,  require  that  the  Service 
take  action  to  reduce  these  conflicts.  This 
regulation  represents  what  we  believe  to 
be  the  minimum  degree  of  control  to 
protect  the  various  governmental  inter- 
ests involved. 

Limitation  on  Duration  of  Permit 

A  comment  was  made  that  a  maximum 
limitation  of  14  days  for  a  pennit,  as 
provided  in  the  regulation,  is  unreason- 
able. The  basis  for  this  comment  was 
that  applicants  whose  activities  are  of  a 
continuing  nature  should  not  be  bur- 
dened by  frequent  applications  for  re- 
newal. 

This  limitation  was  included  in  the 
regulation  solely  to  provide  a  reasonable 
opportunity  for  equal  access  to  the  parks 
for  all  groups  or  individuals  who  might 
seek  to  sell  or  distribute  printed  material. 
The  season  of  heavy  visitor  use  in  many 
areas  of  the  National  Park  System  is 
fairly  short,  less  than  90  days  in  some 
instances.  If  applicants  were  Lssued  per- 
mits which  covered  a  long  period,  such  as 
the  60  days  suggested  in  this  comment. 
this  might  result  in  the  denial  of  permits 
to  many  other  applicants,  particularly  in 
those  parks  where  the  locations  available 
for  these  activities  may  be  rather  limited- 

A  requirement  for  permit  renewal  at 
14  day  intervals  should  not  be  unduly 
burdensome  to  either  park  managers  or 
applicants.  If  no  conflicting  applica- 
tions have  been  received  and  granted 
during  the  period  since  the  initial  appli- 
cation or  last  renewal,  a  renewal  nor- 
mally can  be  granted  immediately  by 
the  Superintendent,  without  difficulty. 

Appeal  Procedures 

Inasmuch  as  the  regulation  requires 
decisions  by  the  park  Superintendent  on 
certain  aspects  of  its  administration,  it 
was  suggested  that  the  regulation  should 
prescribe  procedures  for  appeal  of  these 
decisions.  Specifically,  it  was  asked  that 
there  be  appeal  procedures  for  the  desig- 
nation of  locations  as  not  available  for 
these  activities  and  for  revocation  of 
permits. 

Regulations  for  the  control  of  use  of 
areas  of  the  National  Park  System  do 
not  normally  set  out  a  formal  appeals 
procedure.  There  are  many  regulations 
which  are  similar  to  this  one,  in  that 
they  require  permits  for  such  activities 
as  backcountry  camping.  whiteWater 
river  use.  commercial  photography,  and 
off-road  u.se  of  vehicles.  In  each  instance, 
the  appeal  from  decisions  made  by  the 
Superintendent  under  the  regulations 
follows  the  organizational  structure  of 
the  National  Park  Service.  Superin- 
tendents" decisions  may  be  appealed  to 


the  Regional  Director,  from  there  to  the 
Director,  and  ultimately  to  the  Secretary 
of  the  Interior.  Inasmuch  as  this  is  a 
simple,  straightforward  procedure  appli- 
cable to  all  administrative  deci.sions.  the 
Service  sees  no  need  to  incorporate  a 
description  of  it  in  this  particular 
regulation. 

In  the  event  of  any  crimiiial  prosecu- 
tion for  a  violation  of  this  or  other  park 
regulations  which  constitute  petty  of- 
fenses, the  appeals  procedure  estab- 
lished within  the  Federal  court  system 
would,  of  course,  be  in  effect. 

Denials  in  Writing 

It  was  suggested  that  the  regulation 
should  include  a  requirement  that  denial 
of  a  permit  should  be  in  writing,  stating 
the  reasons  for  the  denial. 

It  was  the  intent  of  the  National  Park 
Service  that  permit  denials  would  nor- 
mally be  in  writing.  However,  we  agree 
that  such  a  requirement  should  be 
stated  in  the  regulation,  in  order  to 
assure  uniform  treatment.  Accordingly 
an  addition  to  paragraph  ic*  has  been 
made  which  incorporates  the  suggested 
requirements. 

Distribution  of  Food 

It  was  pointed  out  in  one  of  the  com- 
ments from  the  religious  organization 
that  preparation  and  distribution  of 
sacred  foodstuffs  are  a  part  of  that  or- 
ganization's tradition.  The  comment  in- 
dicated that  the  distribution  of  this  food 
might  take  place  in  conjunction  with  its 
sale  of  books  and  other  literature. 

This  regulation  places  no  restrictions 
or  limitations  on  the  free  distribution  of 
food,  whether  or  not  it  is  connected  with 
the  sale  or  distribution  of  printed  matter 
It  should  be  pointed  out.  ho.wever.  that 
the  sale  of  food  in  park  areas  without  a 
business  permit  is  not  permitted  iSee  36 
CFR  5.3  >  and  that,  furthermore,  sale  or 
distribution  of  food  mav  be  restricted  by 
state  or  local  laws  which  apply  within 
many  park  areas. 

Chanting 

It  was  stated  that  devotees  of  the  re- 
ligious organization  might  seek  to  engage 
in  chanting  within  park  areas,  as  an 
exercise  of  their  religious  beliefs.  It  was 
not  clear  whether  or  not  this  would  be 
likelv  to  take  place  in  conjunction  with 
the  distribution  of  printed  matter 

This  regulation  contains  no  restric- 
tions on  chanting,  singing,  or  speech 
which  might  take  place  within  park 
areas,  either  separately  or  as  a  part  of 
selling  or  distributing  literature.  There- 
fore, this  comment  is  not  considered 
relevant  to  the  regulation  under  dis- 
cussion. (However,  see  36  CFR  2  21.) 

Revocation  of  Permits 

One  letter  expressed  concern  over  the 
types  of  conditions  which  might  result  in 
the  revocation  of  a  permit  issued  under 
this  regulation  The  specific  concerns 
dealt  with  actions  which  might  be  taken 
when  a  single  member  of  a  group  vio- 
lated the  conditions  of  a  permit,  whether 
mere,  unverified  complaints  by  park 
visitors  would  constitute  grounds  for  re- 
vocation, possible  appeals  from   permit 
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revocation,  and  the  issuance  of  warn- 
ings prior  to  a  revocation.  • 

These  points  of  concern  address  in- 
terpretations of  how  the  regulation  will 
be  applied,  rather  than  the  substance  of 
the  regulation  itself.  It  is  not  possible  to 
give  categorical  answers  to  most  of  these 
questions,  since  the  circumstances  of 
each  individual  case  are  likely  to  vary- 
widely  and  wx)uld,  therefore,  require 
different  responses.  However,  generally 
speaking,  revocation  of  a  permit  is  not 
an  action  which  will  be  taken  lightly 
Minor,  isolated  incidents  attributable  to 
one  or  a  few  individuals  or  which  result 
from  overreaction  on  the  part  of  visitors 
will  not  normally  result  in  revocation 
without  an  opportunity  to  discuss  and  re- 
solve the  difficulties  involved.  If  a  revo- 
cation does  take  place,  an  appeal  from 
this  administrative  action  can  take  place 
in  the  same  manner  as  is  described  above 

After  consideration  of  the  points  dis- 
cussed above  concerning  the  denial  of 
permits  m  writing,  the  National  Park 
Service  has  determined  that  a  similar  re- 
quirement for  revocations  is  called  for. 
Accordingly,  an  appropriate  provision 
has  been  added  to  paragraph  i  i  >  of  the 
regulation.  Under  this  requirement,  revo- 
cation will  always  be  confirmed  in  writ- 
ing, stating  the  reasons  for  the  action, 
but  an  immediate,  verbal  revocation  may 
be  made  under  emergency  circumstances, 
such  as  when  it  apr>ears  that  there  is  an 
immediate  danger  to  public  health  and 
safety.  Such  revocations  will  be  made  for 
only  the  reasons  hsted  in  this  paragraph 
and  will  be  followed  by  written  confirma- 
tion as  soon  as  possible. 

In  consideration  of  the  comments  ad- 
dressed above  and  the  issues  discussed 
in  detail  in  the  notice  of  proposed  rule- 
making. Title  36  of  the  Code  of  Federal 
Regulations  is  hereby  amended  by  the 
addition  of  the  following  §  2.39. 

jjoTE  — The  National  Park  Service  has  de- 
termined that  this  document  does  not  con- 
tain a  major  proposal  requiring  preparation 
of  an  Economic  Impact  Statement  under 
Executive  Order  11821,  as  amended,  and  OMB 
Circular  A-107. 

Dated:  June  6,  1977. 


Ira  M.  Hutchison. 
Acting  Director, 
National  Pqrk  Service. 

§  2.39      ."^ale   and   distribution   of    printed 
matter. 

(a)  The  sale  or  distribution  of  printe<i 
matter  Is  permitted  within  park  areas, 
provided  a  permit  to  do  so  has  been  is- 
sued by  the  Superintendent,  and  pro- 
vided further  that  the  printed  matter  is 
not  solely  commercial  advertising. 

(b)  Any  application  for  such  a  per- 
mit shall  set  forth  the  name  of  the  ap- 
plicant; the  name  of  the  organization,  if 
any;  the  date,  time,  duration,  and  loca- 
tion of  the  proposed  sale  or  distribution ; 
and  the  number  of  participants. 

(c>  The  Superintendent  shall,  without 
imreasonable  delay,  issue  a  permit  on 
proper  application  unless: 

(1)  A  prior  applicant  for  a  permit  for 
the  same  time  and  location  has  been 
made  which  has  been  or  will  be  granted 
and   the   activities   authorized   by   that 
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permit  do  not  reasonably  permit  multiple 
occupancy  of  the  particular  area;  or 

(2)  The  sale  or  distribution  wiD  pre- 
sent a  clear  and  present  danger  to  the 
pubUc  health  or  safety;  or 

(3  1  The  number  of  persons  engaged  in 
the  sale  or  distribution  exceeds  the  num- 
ber that  can  reasonably  be  accommo- 
dated in  the  particular  location  applied 
for;  or 

1 41  The  location  applied  for  has  not 
been  designated  as  available  for  the 
sale  or  distribution  of  printed  matter;  or 

i5  I  The  activity  would  constitute  a  vi- 
olation of  -an  applicable  law  or  regula- 
tion. 

If  an  application  for  a  permit  is  denied, 
the  applicant  shall  be  so  informed  in 
writing,  with  the  reason(s>  for  the  de- 
nial clearly  set  forth 

idi  The  Superintendent  shall  desig- 
nate on  a  map,  which  shall  be  available 
for  inspection  in  the  Office  of  the  Super- 
intendent, the  locations  within  the  park 
area  that  are  available  for  the  sale  or 
distribution  of  prmted  matter.  Locations 
may  be  designated  as  not  available  only 
if  tiie  sale  or  distribution  of  printed  mat- 
ter would : 

( 1 1  Cause  injury  or  damage  to  park 
resources :  or 

i2i  Unreasonably  impair  the  atmos- 
phere of  peace  and  tranquility  main- 
tained in  wilderness,  natural,  historic,  or 
commemorative  areas ;  or 

( 3 1  Unreasonably  mterfere  wiih  in- 
terpretive living  history,  visitor  services. 
or  other  program  activities  or  with  the 
adminLstrative  functions  of  the  National 
Park  Service;  or 

i4i  Substantially  impair  the  operation 
of  public  u.se  facilities  or  services  of  Na- 
tional Park  Service  concessioners  or  con- 
tractors 

(e>  The  permit  may  contain  such  con- 
ditions as  are  reasonably  consistent  with 
protection  and  use  of  the  park  area. 

(f  1  No  permit  shall  be  i.ssued  for  a  pe- 
riod in  excess  of  14  consecutive  days, 
provided  that  permits  may  be  extended 
for  like  periods,  upon  a  new  application, 
unless  another  applicant  has  requested 
use  of  the  same  location  and  m'oltiple 
occupancy  of  that  location  is  not  reason- 
ably possible. 

(gi  Persons  engaged  in  the  sale  or 
distribution  of  printed  matter  under  this 
section  shall  not  obstruct  or  impede 
pedestrians  or  vehicles,  harass  park  vis- 
itors with  physical  contact  or  persistent 
demands,  misrepresent  the  purposes  or 
affiliations  of  thase  engaged  in  the  sale 
or  distribution,  or  misrepresent  whether 
the  printed  matter  is  available  without 
cost  or  donation 

th)  The  sale  or  distribution  of  printed 
matter  witliout  a  permit,  or  in  violation 
of  the  terms  or  conditions  of  a  permit, 
is  prohibited 

lii  Any  perrmt  may  be  revoked  under 
any  of  those  conditions,  as  listed  in  para- 
graph (CI  of  this  section,  which  consti- 
tute grounds  for  denial  of  a  permit,  or 
for  violation  of  the  terms  and  conditions 
of  the  permit.  Such  a  revocation  shWl 
be  made  in  writing,  with  the  reason's' 
for  revocation  clearly  set  forth,  except 
under   emergency   circumstances,   when 


30503 

an  immediate  ve'rbal  revocation  or  sus- 
pension may  be  made,  to  be  followed  by 
written  confirmation. 

|FR  Doc  77-17208  Filed  &-l*-77;8:45  ami 


CHAPTER   II— FOREST  SERVICE. 
DEPARTMENT   OF   AGRICULTURE 

PART   261— NATIONAL    FOREST    SYSTEM 
PROHIBITIONS 

Permits  for  Chattooga  River;  Correction 
AGENCY:    Forest    Service    Department 
of  Agrfculture 
.\CTION    Correction. 
SUMMARY    This  document  corrects  In- 
terim  Regulations   and  Notice   of  Pro- 
posed   Rulemaking    tliat    appeared    on 
pages  27244  and  27245  in  the  Federal 
Register  of  Friday.  May  27  .FR  Doc.77- 
141481. 
EFFECTIVE  DATE    June  15.  1977. 

ADDRESS  Send  comments  to:  USDA. 
Forest  Service,  Fiscal  and  Accoimting 
Management  Staff.  Washington.  D.C. 
20250 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Forest  Supervisor  John  Orr.  Francis 

Marion    k    Sumter    National    Forests. 

1801   Assembly   Street.   Second  Floor. 

Columbia.  Soutli  Carolina  29201  (803- 

765-5222 > 

On  page  27245  the  title  for  James 
E  Webb  should  read:  "Acting  Regional 
Forester,  Region  8.  Southern  Region. 
Forest  Service,  Department  of  Agricul- 
ture " 
Dated    June  6,  1977 

Lawrence  M.  WHriFiiLD. 
Regional    Forester.    Region    8. 
Southern      Region.       Forest 
Service.    United    States    De- 
partment of  Agriculture. 
'FRDoc  77-17022  Piled  6-14-77.8 :4B  ami 


Title  39 — Postal  Service 
CHAPTER    I— US.    POSTAL    SERVICE 

SUBCHAPTER    N— PROCEDURES 

RULES   OF   PRACTICE 

Miscellaneous  Amendments  and 
Corrections 

AGENCY:      PosUl      Service      'Judicial 
Officer). 

ACTION:  Final  rule. 
SUMMARY:  The  Judicial  Officer  of  the 
Postal  Service  hereby  makes  several  mi- 
nor conforming  changes  and  corrections 
to  certain  rules  of  practice  i^ued  by  him. 
EFFECTIVE  DATE:  June  15,  1977. 
FOR  FLT^THER  INFORMATION  CON- 
T.\CT 

Edward  F.  Lussier.  (202-245-4912). 
SUPPLEMENTARY  INFORMATION: 
Acting  in  accordance  with  authority  dele- 
gated to  him  by  39  CFR  224  Kc  'bmv 
iDi  the  Judicial  Officer  of  the  Postal 
Serv  ice  amends  39  CFR  958.  the  rules  of 
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prartice  in  proceedmps  rplaUve  to  the  re- 
fusal to  rent  or  renew  yxx^t  off.ce  boxes 
and  the  cloeing  of  pest  office  boxes,  to 
conform  those  rules  to  changes  previous- 
ly made  to  Part  169  of  the  PosUl  Service 
Manual,  which  deals  with  Post  Office 
Locltbox  and  Caller  Ser\ice.  Mmor  cor- 
rection.*; are  also  made  to  55  952  24  la'. 
954  5.  958  6  and  953  7  of  tiUe  39.  Code  of 
Federal  Regulations. 

Accordingly,  39  CFR  is  amended  as 
follows : 

PART  952— RULES  OF  PRACTICE  IN 
PROCEEDINGS  RELATIVE  TO  FALSE 
REPRESENTATION  AND  LOTTERY 
ORDERS 

§  952.21      i  \in.  ii<l.<ll 

1  In  the  caption  of  paragraph  'a)  of 
$  952  24  strike  out  the  words  "hearing 
examiner"  and  insert  "Administrative 
Law  Judge"  in  lieu  thereof. 


PART  954 — RULES  OF  PRACTICE  IN 
PROCEEDINGS  RELATIVE  TO  THE  D€ 
NIAL,  SUSPENSION.  OR  REVOCATION 
OF  SECOND-CLASS  MAIL  PRIVILEGES 

2.  In  5  954.5  the  third  sentence  is  re- 
vised to  read  as  follows; 

§  954.5        Vpplicalion. 

*  •  •  If  he  denies  the  application  he 
shall  notify  the  publisher  .specifying  the 
reasons  for  his  denial  and  attaching  a 
copy  of  these  rules.  •   *  * 


3.  The  caption  of  part  958  is  revised  to 
read  as  follows: 

PART  958 — RULES  OF  PRACTICE  IN 
PROCEEDINGS  RELATIVE  TO  THE  RE- 
FUSAL TO  RENT  OR  RENEW  POST  OF- 
FICE BOXES  (OR  EXTEND  CALLER 
SERVICE)  AND  THE  CLOSJNG  OF  POST 
OFFICE  BOXES  (OR  TERMINATION  OF 
CALLER   SERVICE) 

4.  Section  ^58  2  i.s  revised  to  read  as 
follows: 

§  958.2      ^<«ip.-  of  rules. 

The  rules  in  this  part  .shall  he  appli- 
cable only  to  cases  m  which  the  General 
Counsel  has  issued  a  Nolice  of  Intent  to 
Close  a  Post  Office  Box  'or  to  tenninate 
caller  servicei.  or  in  which  a  postmaster 
has  refused  to  rent  or  renew  the  rental  of 
a  post  office  box  lor  extend  caller  sen- 
ice  i  .  pursuant  to  169.8  of  the  Po,-;tal  Serv- 
ice Manual,  and  a  timely  appeal  has  been 
filed. 

5.  Paragraph  la)  of  §  958.3  is  revised  to 
read  as  follows: 

§  9.58. ."i       Nolirr  of  appral:  nojirr  of  hear- 
ing :  answer. 

ia>  Notice  of  appeal.  Any  person  to 
w'hom  the  rental  or  renewal  of  rental  of 
a  post  office  ix)x  lor  caller  service'  has 
been  refused  by  a  postmaster  and  any 
person  who  ha.s  been  served  by  the  Gen- 
eral Counsel  with  a  Nonce  o:  Intent  to 
Clo.'se  a  Post  Ofllce  Box  or  to  terminate 
laller  service  may  take  an  appeal  from 
such  refusal  or  Notice  of  Intent  by  filing 
a  written  complamt  with  the  Docket 
Clerk  within  20  days  from  the  receipt  of 
notice  of  such  refusal  or  Notice  of  Intent 
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to  Close  The  counolaint  shall  be  filed  in 
triplicate  and  shall  state  the  reasons  why 
the  person  believes  the  action  taken  by 
the  Postmaster  or  proposed  to  be  taken 
by  the  General  Counsel  is  erroneous.  The 
complaint  shall  also  allege  facts  showing 
compliance  with  each  provision  of  law 
and  regulation  on  which  the  person's 
claim  .to  entitlement  to  box  office  rental 
or  caller  service  is  based.  The  appellant 
shall  attach  to  his  appeal  a  copy  of  the 
notice  of  refusal  to  rent  or  renew  or 
Notice  of  Intent.  The  appeal  shall  be  sent 
to  the  Docket  Clerk,  United  States  Postal 
Service.  Washington.  DC.  20260.  The  ap- 
peal shall  be  signed  by  the  appellant  or 
by  his  attorney. 

•  •  •  «  • 

6.  In  §  958  6  the  last  sentence  is  revised 
to  read  as  follows : 

§  9,58.6      Drfaull. 

•  •  '  An  order  of  dismissal  issued 
under  this  section  by  an  Administrative 
Law  Judge  may  be  appealed  to  the  Judi- 
cial Officer  within  10  days  from  the  date 
of  the  order. 

7    S  958  7  the  third  sentence  is  revised 

to  read  as  follows : 

§  9.58.7      Presiding  offirers. 

•  •  •  The  Judicial  Officer  may.  for  good 

cause  shown,  preside  at  the  reception  of 
evidence  in  proceedings  where  expedited 
hearings  are  requested  by  either  party. 

•   •   * 

(39  U  S.C   204.  401  > 

Edward  F.  Lusster, 
Judicial  Officer. 

;FR  Df.c  77-17058  Piled  6-14-77.8:45  am) 

Title  40 — Protection  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION    AGENCY 


SUBCHAPTER 


IR    PROGRAMS 


I  FRL  743-2  1 

PART  52— APPROVAL  ANH  PROMULGA 
TION  OF  IMPLEMENTATION   PLANS 

Inspection  and  Maintenance  Programs 
(Arizona,  California,  District  of  Colum- 
bia, Maryland,  Virginia) 

AGENCY  Environmental  Protection 
Agency 

ACTION:  Final  rule. 

SUMM.^RY  This  document  amends 
EPA  regulations  that  require  certain 
states  (Arizona.  California.  Marvland. 
Virginia,  and  tiie  District  of  Columbia^ 
to  establish  programs  for  inspection  and 
maintenance  of  motor  vehicles  to  conti-ol 
emissions.  The  amendments  are  designed 
to  remove  <  1  <  requirements  that  the 
states  adopt  regulations.  <2>  references 
to  state  legislative  activity,  and  '3)  cer- 
tain details  concerning  implementation 
of  the  programs 

EFFECTIVE  DATE:  June  15.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  O.  Hidinger.  Director,  Office  of 
Transportation  and  Land  Use  Policy 
(AW-445),   Office   of  Air   and   Waste 


Management.  Environmental  Protec- 
tion Agency,  401  M  Street.  SW  .  Wash- 
ington, DC.  20460,  202-755-«48O. 

SUPPLEMENTARY  INFORMATION: 

I.  Backgrouwd 

In  1973  EPA  adopted  regulations  ap- 
proving and  promulgating  a  number  of 
transportation  control  measures  under 
section  110  of  the  Clean  Air  Act  i42  USC 
1857c-5> .'  Among  the  measures  promul- 
gated by  EPA  were  requirements  that 
certain  states  establish  inspection  and 
maintenance  programs  for  motor  vehi- 
cles registered  m  certain  air  quality  con- 
trol reglorLS.  Courts  reviewing  these  and 
other  transportation  control  measures 
requiring  states  to  take  affirmative  ac- 
tions have  reaciied  widely  dififering  deci- 
sions. 

Two  U.S.  Courts  of  Appeals  have  up- 
held the  EPA  regulations  over  both  stat- 
utory and  constitutional  objections. 
Thus  the  Court  of  Appeals  for  the  Third 
Circuit  has  held  that  "Congress  contem- 
plated that  an  implementation  plan 
mifiht  require  a  state  to  enforce  the  sub- 
stantive transportation  control  provi- 
sions of  such  plan,"  including  inspection 
and  maintenance  programs,  and  that 
"the  Administrator  acted  within  the  fed- 
eral commerce  povfrer  in  requiring  the 
Commonwealth  lof  Pennsylvania  >  to  en- 
force its  transportation  plan."  -  Simi- 
larly, the  Court  of  Appeals  for  the  Sec- 
ond Circuit  found  that  various  transpor- 
t'^tion  control  measures  submitted  by  the 
State  of  New  York  and  approved  by  EPA 
are  valid  and  enforceable  agairust  the 
State  and  against  New  York  City.  That 
Court  concluded  that  enforcement  of  the 
measures  would  no  impermissibly  inter- 
fere with  state  or  local  govenunental 
functions  and  thus  would  be  constitu- 
tional luider  the  most  recent  Supreme 
Court  decisions  concerning  Tenth 
Amendment  and  related  limitations  on 
federal  power.' 

The  Courts  of  Appeals  for  the  Fourth. 
Ninth,  and  District  of  Columbia  Circuits. 
on  the  other  hand,  found  that  certain 
aspects  of  the  transportation  control  reg- 
ulations before  them  were  outside  the 
mandate  of  the  Clean  Air  Act  or  raised 
constitutional  problems.  The  Court  of 
Appeals  for  the  Fourth  Circuit  held  that 
the  Clean  Air  Act  "does  not  empower 
him  (the  Administrator)  to  direct  a  state 
to  enact  its  own  statutes  and  regula- 
tions" and  suggested  that  an  act  so  con- 
strued would  probably  be  unconstitu- 
tional.' The  Court  of  Appeals  for  the 
Ninth  Circuit  held  that  "the  Clean 
Air  Act  does  not  authorize  the  im- 
position of  sanctions  on  a  state  or 
its  officials  for  failure  to  comply 
with"  EPA  requirements,  including 
inspection  and  maintenance  require- 
ments, that  the  Court  viewed  as  "du^ct 


.See  40  CFR  Part  52 

=  Pemisvlvania  v.  EPA.  500  P  3d  246,  257, 
281  (3dCir.  1974  1 

^Friends  of  tbe  Earth  v.  Carey.  7  E.L.E 
20177  (2dClr.  Jan    18.  1977). 

•7  E.L.R.  at  20182-83,  citinp  National 
League  of  Cttles  v  Userv.  96  8  Ct  2465  ( 1976) 
and  Pry  v.  United  States,  421  U£.  542  ( 19751 
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ung)  the  state  to  regulate  the  pollution- 
creating  activities  of  those  ether  than  it- 
self." °  The  Court  also  expressed  concern 
about  the  constitutionality  of  EJ'A's  in- 
terpretation of  the  Act.'  Finallv'.  the 
Court  of  Appeals  for  the  District  of  Co- 
lumbia Circuit  could  "find  little  in  the 
language  of  the  Act  to  indicate  that  the 
Administrator  has  been  empowered  to 
order  that  legislatures  and  municipal 
bodies  in  the  states  enact  statutes  and 
regulations,"  and  therefore  vacated  those 
portions  of  the  EPA  regulations  before 
the  Court  that  it  found  required  such  en- 
actment." The  Court  also  objected  on 
constitutional  ground  to  these  regula- 
tions which,  in  the  Court's  view,  "require 
the  states  to  administer  and  enforce  fed- 
eral regulatory  programs."  ■"  But  the 
Court  also  noted  that  Oongress  expected 
the  states  to  participate  in  inspection 
and  maintenance  efforts,  and  that  EPA 
could  constitutionally  prohibit  state  reg- 
istration of  vehicles  not  complying  with 
an  in.spection  and  maintenance  pro- 
gram." 

On  petition  to  the  Supreme  Court.  EPA 
sought  review  of  the  decisions  of  the 
Courts  of  Appeals  for  the  Fourth.  Ninth. 
and  District  of  Colilmbia  Circuits,  inso- 
far as  these  decisions  invalidated  the 
regulations  requiring  inspection  and 
maintenance  programs.  (Virginia  also 
challenged  the  decision  of  the  Court  of 
Appeals  for  the  Distnct  of  Columbia  Cir- 
cuit upholding  certain  other  regulations 
applicable  to  Virginia.  >  Since  EPA  chose 
not  to  seek  review  of  the  rulings  of  the 
Courts  of  Appeals  for  the  Fourth  and 
District  of  Columbia  Circuits  that  iU 
regulations  improperly  require  states  to 
adopt  regulations,  EPA  acknowledged 
in  its  brief  to  the  Supreme  Court  that 
.such  requirements  would  have  to  be  re- 
moved The  Supreme  Court  declined  to 
,rule.on  the  EPA  regulations,  indicating 
that  to  do  so  woulii  amount  to  rendering 
an  advisory  opinion,  and  instead  vacated 
the  judgments  of  the  Courts  of  Appeals 
and  remanded  the  cases  to  them.  ■ 

II.  Regulations  Affected  by  This 
Document 

EPA  views  inspection  and  maintenance 
programs  as  the  most  important  of  the 
transportation  control  measures  car- 
rently  in  force.  Consistent  with  this  view. 
EPA  sought  Supreme  Court  review  of  ad- 
verse Court  of  Appeals  decisions  only  in- 
sofar as  they  applied  to  inspection  and 
maintenance    regulations     To    expedite 


'Maryland  v.  EP.^.  530  F.2d  215.  226-27 
(4th  Clr.  1975):  vacated.  45  U.S.L.W.  4445 
(U.S.  May  2.  1977). 

"Brown  v. -EPA.  521  F.2d  827.  831  (9th  Cir 
1975).  vacated.  45  US  L.W.  4445  (US  May  2. 
1977)  See  also  Arizona  v.  EPA.  521  F.2d  825 
(9th  Cir  1975).  vacated.  45  U.S.L.W.  4445 
(U.S.  May  2.  1977) 

"  Brown.  521  F  2d  at  840-^2. 

"•District  of  Columbia  v  Tiain.  521  F.2d 
971  986  (DC  Clr  1975),  vacated.  45  U.S.L  W 
4445  (US   May  2.  1977) 

»52I  P2d  at  994 

"'521  F2d  at  987.  991 

'  Brief  for  the  Federal  Parties  at  20  n.  14 
(September  1976) . 

■-EPA  V  Brown.  45  U.S.L.'W.  4445  (U.S. 
May  2.  1977). 
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final  resolution  of  the  statutory  and  con- 
stitutional issues  VA  this  area.  EPA  is 
now  amending  only  the  inspection  and 
mamtenance  reguknions  applicable  to 
the  sUtes  involvec  :n  the  Supreme  Court 
litigation  Some  ol  the  other  transporta- 
tion control  measures  involved  m  the 
Court  of  Appeals  (decisions  eg  .  require- 
ments that  buslanes  be  established'  do 
not  require  adoption  of  state  regulations 
and  do  not  refer  to  .^tate  legislative  ac- 
tivity. Comparable  amendments  are 
thus  unnecessary  for  such  measures. 

EPA  is  reviewing  the  other  transporta- 
tion control  measures  it  promulgated  for 
states  affected  by  this  rulemaking  and 
all  transportation  control  measures 
promulgated  for  other  states,  and 
amendments  comparable  to  those  made 
by  this  document  may  result  from  tlie 
review.  In  the  interim,  EPA  views  such 
regulations  as  ^-alid  and  enforceable,  ex- 
cept to  the  extent  but  only  to  the  ex- 
tent! that  they  may  purport  to  require 
adoption  of  state  regulations  or  state 
legislative  activity. 

iii.   amendments  to  inspection  and 
Maintenance  Regulations 

As  discussed  above,  several  Courts  of 
Appeals  have  objected  on  statutory  or 
constitutional  grounds  to  certain  lan- 
guage in  EPA's  inspection  and  mainte- 
nance regulatioris  This  document  is  de- 
signed to  satisfy  those  objections  by  re- 
moving ( 1 1  requirements  that  the  states 
adopt  regulations.  i'2i  references  to  state 
legislative  activity,  and  (3'  certain  de- 
tails concerning  implementation  of  in- 
spection and  maintenance  programs. 

The  Courts  of  Appeals  for  the  Fourth 
and  District  of  Columbia  Circuits  held 
that  EPA  could  not  require  states  to 
adopt  regulations  As  discussed  above. 
EPA  did  not  seek  Supreme  Court  review 
of  these  holdings,  and  accordingly  is  now- 
removing  such  requirements  from  the 
regulations. 

The  Courts  of  Appeals  for  the  same 
Circuits  also  held  that  the  EPA  regula- 
tions unlawfully  require  states  to  legis- 
late. EPA  never  intended  to  require  any 
state  to  legislate  Recognizing  that 
states  might  view  legislation  as  neces- 
sary or  desirable,  however.  EPA  provided 
for  submission  of  legislative  proposals 
for  review  where  the  states  thought  new- 
legislation  was  needed  Tlie  two  Courts 
of  Appeals  interpreted  this  language  as 
requiring  that  sUtes  legislate  Rather 
than  continuing  to  dLspute  that  mterpre- 
tation,  EPA  is  now  deleting  all  language 
that  refers  to  state  legislative  activity. 

Finally,  EPA  is  deleting  certain  lan- 
guage detailing  now  the  states  ar^  to  im- 
plement their  inspection  and  mainte- 
nance programs,  leaving  only  minimum 
requirements  leg.  frequency  of  inspec- 
tions' considered  necessary  to  assure  the 
effectiveness  of  the  programs  The  result 
IS  to  provide  the  states  with  maximum 
flexibility  in  determining  how  to  make 
their  programs  comply  with  the  federal 
requirements. 

EPA  thus  respects  the  distinction,  im- 
plicit in  the  Court  of  Appeals  opinions 
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discussed  above,  between  specifying  the 
utimate  acts  that  states  must  perform  to 
comply  with  the  Clean  Air  Act.  and 
specifying  the  governmental  processes 
and  the  details  of  implementation  by 
which  states  are  to  perform  those  acts 
and  come  into  compliance  By  deleting  all 
reference  to  state  regulations  anc^Jegis- 
lative  activity.  EPA  emphasizes  that  its 
regulatioivs  place  no  restrictions  on  a 
state  in  devising  a  suitable  legal  and  ad- 
ministrative framework  for  the  actions 
necessary  to  complv  with  transportation 
control  requirements  under  the  Clean  Air 
Act  "  In  other  words.  EPA  will  limit  its 
concern  to  ensuring  that  the  results  of 
this  state  activity  comply  with  the  re- 
quirements of  the  Act  ■ 

Removing   certain   details   concerning 
implementation  of  inspection  and  main- 
tenance programs  is  part  of   the  same 
EPA  effort  to  leave  to  the  states  maxi- 
mum freedom  m  devising  the  means  for 
complying  with  the  federal  requirements. 
But  EPA  has  taken  substantial  initiative, 
and  will  continue  to  do  so.  in  supplying 
technical  advice  and   assistance  to  the 
sUtes  to  the  extent  that  they  want  it. 
For  example.  EPA  has  conducted  a  series 
of  semmars  over  the  past  few  years  for 
reoresentatives  of  state  air  pollution  con- 
trol agencies  to  help  acquaint  thftm  with 
how  to  set  up  successful  inspection  and 
maintenance  programs    Exteiisive  back- 
ground  material  and  expert  assistance 
remain  available  to  any  state  offlcial  who 
contact-s  either  the  appropriate  EPA  re- 
gional office  or  the  EPA  official  desig- 
nated at  the  beginning  of  this  document. 
Requiring  the  states  to  establish  in- 
spection    and     maintenance     programs 
and  to  register  only  those  vehicles  that 
pass  insoection  is  exactly  what  Congress 
intended    As  exolained  above,  this  rule- 
making is  designed  to  delete  language 
that  micht  raise  arry  remaining  doubts 
that  pP.^'s  inspection  and  maintenance 
regulations  are  well  within  the  mandate 
that  Congress   deliberately   and   consti- 
tutionally established 

rV.  General 

EPA  finds  that  notice  and  public  pro- 
cedure prior  to  this  action  would  be  un- 
necessary and  not  in  the  public  interest. 
Under  the  Court  of  Appeals  decisions 
discussed  above,  much  of  the  language 
now  being  deleted  may  be  void  and  un- 
enforceable In  addition,  much  of  the 
language  must  be  removed  to  comply 
with  EP.A.  s  representations  to  the  Su- 
preme Court  For  these  reasons,  it  is  in 
the  public  interest  to  delete  the  lan- 
guage as  soon  as  possible    Finally,  this 


''See  38   PR   30626,   30633   col.    1    (Nov    6 
1973). 


'References  to  "state'  actions  In  the 
revised  rep-ulatlons  are  not  Intended  to  pre- 
clude arrangements  by  which  appropriate 
functions  (eg  ,  Inspection  of  vehicles)  are  to 
be  performed  by  local  or  regional  agencies  or 
bv  private  contractors 

'■Should  enforcement  of  the  revised  regu- 
lations against  states  prove  necessary.  EPA 
will  not  seek  criminal  penalties  against  state 
officials  Rather  EPA  will  seek  compliance 
by  means  of  Administrative  orders  and  con- 
ferences under  section  113(a)  of  the  Clean 
Air  Act  (42  USC  1857c-8(a)).  If  these  efforts 
should  fail  EPA  would  then  seek  Injunctive 
relief  under  paragraph  (b)(1)  of  that  section. 
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action  lifts  certain  restrictions  from  the 
states,  but  with  no  relaxation  of  the  pol- 
lution control  requirements  that  the 
states  mijst  meet.  For  essentially  the 
same  reasons.  EPA  finds  good  cause  to 
make  this  action  effective  immediately 
upon  publication. 

In  order  to  .show  as  graphically  as 
po.ssible.  for  purposes  of  the  ongoing  liti- 
gation, exactly  what  changes  in  regula- 
tory language  are  being  made.  EPA  has 
sought  and  received  permission  from  the 
Office  of  the  Federal  Register  to  use  the 
special  format  that  follows,  which  is 
ordinarily  reserved  for  proposed  rules 
only 

EPA  has  determined  that  this  docu- 
nier.r  cioos  not  contain  a  major  proposal 
re<}UinnK  preparation  of  an  Inflation  Im- 
pact StaU>mpnt  undfr  Executive  Order 
118:^1  and  OMB  Circular  A-107. 

Dated:  June  8.  1977. 

DorcL.fs  M  CosTtF 

Administrator. 


ATTENTION 

In  the  following  text,  arrows  '►  ■^) 
indicate  additions  and  brackets  tCl* 
mdic&te  deletions. 


40  CFR  Part  52  is  amended  as  follows: 

Subpart  D — Arizona 

1.  In  §  52  132,  by  amending  paragraphs 
<ei  1 1 '  and  id  > ,  and  by  deleting  and  re- 
servinK  paj'agraph^  ic  i2>  and  i3>.  as 
indicated: 

^  .S2.132      Transport  a  I  ion     rontrol     rotw- 
plianrr  Hrh*'*!!!!^. 
•  t  •  «  • 

<C'  To  implement  the  approved  con- 
trol measures  specified  in  Sections  5  and 
7  of  the  plan  .submitted  September  11. 
1973  and  to  complete  the  requirements  of 
nsi.llib'  5114  and  5115  of  this 
chapter,  the  State  of  Arizona  must  sub- 
mit to  the  Administrator 

'1'  No  later  than  February  1.  1974. 
detailed  compliance  schedules  showing 
tiie  steps  the  State  of  Arizona  will  take 
to  estabhsh  [and  enforce]  the  inspec- 
tion and  maintenance  program  for  light- 
duty  and  medium-duty  vehicles;  *  •  *, 
[Tlie.se  .schedules  .shiiil  include: 

[!!■  The  text  of  proposed  legislation 
and  regulations  for  the  inspection  and 
maintenance  program,  the  gaseous  fuel 
conversion  program,  and  the  light-duty 
vehicle  retrofit  programs. 

C  li '  A  signed  statement  from  the  gov- 
ernor or  his  designee  identifying  the 
sources  and  amounts  of  funds  for  the 
programs  If  funds  cannot  leijally  be 
obligated  under  existing  statutorv  au- 
thority. Uie  text  of  needed  legislation 
shall  be  submitted. 

[ijui  TJie  date  by  which  the  State 
will  recommend  all  needed  legislation  to 
the  State  legislature 

C'lV'  The  date  by  which  necessary 
equipment  for  the  inspection  and  mam- 
unance  and  carpool  matching  program 
will  be  ordered  ] 

'2'  [No  later  than  May  1,  1974.  the 
legislative  authority  for  implementing 
the  in.^pertion  and  maintenance  program 
and  the  gaseous  fuel  conversion  pro- 
gram 1  ►  f  Reserved  '  •^ 


<3i  [No  later  than  September  1,  1974, 
the  adopted  regulations  and  administra- 
tive policies  necessary  for  implementa- 
tion of  the  control  measures  cited 
in    paragraph    'cWD    of   this   section.] 

►  [Reserved)-^ 

«  «  a  *  * 

<d)  [Tbe  regulations  adopted  to  im- 
plement] ►  Under-^  the  approved  in- 
spection a:id  maintenance  program  re- 
ferred to  in  paragraph  (c)(1)  of  this 
section  [shall  include]  ►.  the  State 
shall-^  as  a  raimmum. 

( 1  >     [Provisions    for    inspection    of] 

►  Inspect-^  all  such  motor  vehicles  at  pe- 
riodic intervals  at  least  once  each  year 
[by  means  of  an  emission  test  having  a 
loaded  mode  test  cycle]. 

<2i  [Provisions  for]  ►Apply-^  inspec- 
tion failure  criteria  consistent  with  the 
[failure  of  50  percent  of  the  vehicles 
tested  during  the  first  inspection  cycJe] 

►  emission  reductions  claimed  in  the  plan 
for  the  strategy-^. 

1 3 1  [Provisions  to  require]  ►Require-^ 
that  failed  vehicles  receive  [,  within 
30  days,]  the  maintenance  necessary  to 
achieve  compliance  with  the  Inspection 
standards  [.  This  shall  include  sanctions 
against  non-complying  individual  own- 
ers and  repair  facilities]  .  ►and"^  retest 
[of]  failed  vehicles  following  mainte- 
nance [,  a  certification  program  to  en- 
sure that  repair  facilities  performing  the 
required  maintenance  have  the  necessary 
equipment,  parts,  and  knowledgeable 
operators  to  perform  the  tasks  satisfac- 
torily, and  such  other  measures  as  may 
be  necessary  or  appropriate]. 

(4)  [.A  program  of  enforcement,  such 
as  a  spot  check  of  idle  adjustment,  to 
ensure  that,  following  maintenance,  ve- 
hicles are  not  subsequently  readjusted  or 
modified  in  such  a  way  as  would  cause 
thetB  to  no  longer  comply  with  tlie  in- 
spection standards  This  program  shall 
mclude  appropriate  penalties  for  viola- 
tion ]  ►  1  Reserved !  -^ 

<5»  [De.Mgnation  of]  ►Designate-^  an 
agency  or  agencies  responsible  for  con- 
ducting [  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 

[i6i  Requirements  that  the]  ►(d-l> 
The-^  State,  after  July  1,  1975.  shall  not 
register  or  allow  to  operate  on  its  high- 
ways any  light-duty  or  medi-um-duty  ve- 
hicle that  does  not  comply  with  the  ap- 
plicable [standards  and  procedures 
adopted  pursuant  to]  ►requirements 
of-^  the  approved  inspection  and  mam- 
tenance  program  [and  to]  ►established 
according  to-^  paragraph  <d>  of  this 
section  This  shall  not  apply  to  the  in- 
itial registration  of  a  new  motor  vehicl*. 

[(7>  Requirements  that  after]  ►■id-2) 
After-^  July  1,  1976.  no  owner  of  a  light- 
duty  vehicle  shall  operate  or  allow  the 
operation  of  any  such  vehicle  that  does 
not  comply  with  the  applicable  [stand- 
ards and  procedures  adopted  pursuarrt 
to]  ►requirements  of-<  the  approved 
inspection  and  maintenance  program 
[and  to]  ►established  according  to-^ 
paragraph  (d»  of  this  section.  This  shall 
not  apply  to  the  initial  registration  of  a 
new  motor  vehicle. 

[(8i]  ►(d-3>-^  The  State  may  ex- 
empt any  class  or  category  of  vehicles 


that  the  State  finds  are  rarely  used  on 
public  streets  and  highways  (such  as 
classic  or  antique  vehicles) . 

»  •  •  «  • 

Subpart  F — CaJifomia 

2.  In  §  52.242,  by  amending  paragraphs 
(c)  through  (f)  as  indicated; 

§  52.242      Inspection     and     nr.ainl*'nanre 
propram. 

*  «  «  *  * 

(c)  The  State  of  California  shall  es- 
tablish an  inspection  and  maintenance 
program  applicable  to  all  light-duty  ve- 
hicles registered  in  the  Regions  that  op- 
erate on  streets  or  highways  over  which 
it  has  ownership  or  control.  [No  later 
than  June  1,  1974.  the  State  shall  sub- 
rait  legally  adopted  regiilations  to  EPA 
establishing  such  a  program.]  The  State 
may  exempt  any  class  or  category  of  ve- 
hicles which  It  finds  are  rarely  used  on 
public  streets  and  highways  (such  as 
classic  or  antique  vehicles).  [The  regu- 
lations shall  include]  ►Under  the  pro- 
gram, the  State  shall-^  : 

(1)  [Provisions  fcM'  inspection  of] 
►Inspect-^  all  light-duty  motor  vehicles 
at  periodic  intervals  no  more  than  Mie 
year  apart  [by  means  of  a  loaded  test]. 

(2t  [Provisions  for]  ►Apply-^  inspec- 
tion failure  criteria  consistent  with  the 
emission  reductions  claimed  in  the  plan 
for  the  strategy.  These  emission  reduc- 
tions are  15  percent  for  hydrocarbons 
and  12  percent  for  cartxm  monoxide. 
[These  criteria  are  estimated  to  Include 
failure  of  50  percent  of  the  vehicles  in 
the  first  inspection  cycle]. 

(3>  [Provisions  to  ensure]  ►Ensure-^ 
that  failed  vehicles  receive  [within  two 
weeks.]  the  mafeitenance  necessary  to 
achieve  compliance  with  the  inspection 
standards  [.  This  shall  Include  sanctions 
against  non-complving  individual  own- 
ers and  repwr  faeiHties]  ,  ►and-^  retest 
[of]  failed  vehicles  following  mataate- 
nanre  [  a  certification  program  to  en- 
sTire  that  repair  facilities  performing  the 
required  maintenance  have  the  neces- 
sary equipment,  parts,  and  knowledge- 
able operators  to  perform  the  tasks  sat- 
isfactorily, and  such  other  measures  as 
may  be  necessary  or  appropriatej- 

(4  '  [A  program  of  enforcement  to  en- 
sure that,  following  inspection  of  main- 
tenance, vehicles  are  not  intentionally 
readjusted  or  modified  in  sijch  a  way  as 
would  cause  them  no  longer  to  comply 
with  the  inspection  standards.  This 
might  include  spot  checks  of  idle  adjust- 
ments and /or  a  suitable  tvpe  of  phvsical 
tagging.  This  program  shall  include  ap- 
propriate penalties  for  violation]  ►  [Re- 
served ]•< 

(5)  [Provisions  for  beginning]  ►Be- 
gin-^ the  first  inspection  cvcle  on  Octo- 
ber 1.  1975.  [and]  completing  it  by  Sep- 
tember 30.  1976. 

(6)  [DesignatiOTi  of]  ►Designate-^  an 
agencv  or  agencies  responsible  for  con- 
ducting [,  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 

(d>  After  September  30.  1976,  the 
State  shall  not  register  or  allow  to  oper- 
ate on  Its  streets  or  highways  any  light- 
duty  vehicle  that  does  not  comply  with 
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the  applicable  [standards  and  procedures 
adopted  pursuant  to]  ►requirements  of 
the  program  established  under-^  para- 
graph ici  of  this  section.  Tliis  shall  not 
apply  to  the  initial  registration  of  a  new 
motor  vehicle. 

•  e  >  After  September  30.  1976.  no  owner 
of  a  light-duty  vehicle  shall  operate  or 
allow  the  operation  of  such  vehicle  that 
does  not  comply  with  the  applicable 
[standards  and  procedures  adopted  pur- 
suant to]  ►requirements  of  the  program 
established  under-^  paragraph  (O  of 
this  section  This  shall  not  applv  to  the 
initial  registration  of  a  new  vehicle. 

(f '  The  State  of  California  shall  sub- 
mit no  later  than  February  1.  1974.  a  de- 
tailed comphance  schedule  showing  the 
steps  it  will  take  to  estabhsh  [and  en- 
force] an  inspection  and  maintenance 
program  pursuant  to  paragraph  <c'  of 
this  section  [.  including  the  text  of 
needed  statutory  propasals  and  needed 
regulations  that  it  will  propose  for  adop- 
tion. The  comphance  schedule  shall  also 
include: 

[i  1 1  The  date  by  which  the  State  will 
recommend  any  needed  legislation  to  the 
State  legislature. 

[(2)  The  date  by  which  necessary 
equipment  will  be  ordered 

[  3)  A  signed  statement  from  the  Gov- 
ernor and  State  ^lYeasurer  identifying 
the  sources  and  amount  of  funds  for  the 
program.  If  funds  cannot  legally  be  obli- 
gated under  existing  statutory  authority, 
the  text  of  needed  legislation  shall  be 
submitted]. 

Subpart  J — District  of  Columbia 

3.  By  deleting  and  reserving  S  52.482 
as  indicated: 

§  52.482  [Transportation  and  land  u«e 
controls.]  ►  I  Reserved  ]  M 
[<a^  To  ensure  implementation  of  the 
vehicle  emission  inspection  program  ap- 
proved in  ?  52.472.  the  Di.strict  of  Colum- 
bia shall  submit  legally  adopted  regula- 
tions by  March  1974.  which  contain  the 
same  elements  as  the  proposed  regula- 
tions contained  in  the  July  9,  1973.  sub- 
mi.ssion  on  pages  19  and  20.] 

4.  In  §  52.490,  by  amending  paragraphs 
ic>   through  (ft  as  indicated; 

§  52.490      In^pettion     and     niainlrnancc 
profirani. 
,  »  •  •  • 

(c)  In  connection  with  the  light-duty 
vehicle  inspection  and  maintenance  pro- 
gram for  the  District  of  Columbia  ap- 
proved by  tl;e  Administrator  pursuant  to 
§  52.472  the  District  shall  establish  an 
inspection  and  maintenance  program  ap- 
plicable to  all  medium-duty  and  heavy- 
duty  vehicles  registered  in  the  District 
that  operate  on  public  streets  or  high- 
ways over  which  it  has  ownership  or 
control.  The  District  may  exempt  any 
class  or  category  of  vehicles  that  the 
District  finds  is  rarely  used  on  public 
streets  or  highwavs  'such  as  classic  or 
antique  vehicles  i  [No  later  than  April  1. 
1974.  the  District  shall  submit  legally 
adopted  regulations  to  the  Administra- 


tor establishing  'ich  a  program  The 
regulations  shall  mrlude]  ►Under  the 
program,  the  Dis'nct  shall-^  : 

1 1 )  [Provision.^  for  inspection  of] 
►  Inspect-^  all  n-.ed;um-duty  and  heavy- 
duty  m»tor  vehicles  at  periodic  intervals 
not  more  than  1  '.ear  apart  [by  means 
of  a  loaded  emiss:  n  test]. 

1 2^  [Provision.^  for]  ►Use-^  inspec- 
tion failure  criteria  consistent  with  the 
[failure  of  30  percent  of  the  vehicles  in 
the  first  in.spectio:i  cycle]  ►emission  re- 
ductions claimed  in  the  plan  for  the 
strategy-^ 

<3>  [Provisions  to  ensure]  ►Ensure-^ 
that  failed  vehicles  receive  [within  two 
weeks]  the  maintenance  necessary  to 
achieve  complianre  with  the  inspection 
•standards  [  Thtse  shall  include  sanc- 
tions against  individual  owners  and  re- 
pair facilities],  ►and'*  retest  [of]  failed 
vehicles  following  maintenance  [.  use  of 
a  certification  program  to  ensure  that 
repair  facilities  performing  the  required 
maintenance  have  the  necessary  equif>- 
ment.  parts,  and  knowledgeable  opera- 
tors to  perform  the  tasks  satisfactorily, 
and  use  of  such  other  measures  as  may  be 
necessary  or  appropnate], 

(4^  [A  program  of  enforcement  to  en- 
sure that  vehicles  are  not  intentionally 
readjusted  or  modified  subsequent  to  the 
inspection  and 'or  maintenance  m  such 
a  way  as  would  cause  them  to  no  longer 
comply  with  the  inspection  stsmdards. 
This  enforcement  program  might  in- 
clude spot  checks  of  idle  adjustment 
and  or  a  suitable  tvpe  of  physical  tag- 
ging. This  program  sliall  include  i^enal- 
ties  foi   violation]  ►  1  Reserved  1  •* 

(5>  [Provisions  for  beginning]  ►Be- 
gin-* the  first  inspection  cycle  by  Janu- 
ary 1,  1975,  completing  it  by  January  1, 
1976. 

<6^  [Designation  of]  ►Designate-*  an 
agency  or  agencies  responsible  for  con- 
ducting [.  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 

Id)  After  January  1.  1976.  the  DLstnct 
shall  not  register  or  allow  to  operate  on 
public  streets  or  highways  any  medium- 
duty  or  heavy-duty  vehicle  that  does  not 
comply  with  the  applicable  [standards 
and  procedures  adopted  pursuant  to] 
►  requirements  of  the  program  estab- 
lished under-*  paragraph  (c  of  this  sec- 
tion. This  shall  not  apply  to  the  initial 
registration  of  a  new  motor  vehicle. 

(et  After  January  1.  1976.  no  owner 
of  a  medium-duty  or  heavy-duty  vehicle 
shall  operate  or  allow  the  operation  of 
such  vehicle  that  does  not  comply  with 
the  applicable  [standards  and  procedures 
adopted  pursuant  to]  ►requiremenUs  of 
the  program  established  under-*  para- 
graph 'CI  of  this  section.  This  shall  not 
apply  to  the  initial  registration  of  a  new- 
motor  vehicle. 

if  1  The  District  shall  submit,  no  later 
than  February  1.  1974.  a  detailed  comph- 
ance schedule  showing  the  steps  it  wUl 
take  to  esUblish  [and  enforce]  an  in- 
spection and  maintenance  program  pur- 
suant to  paragraph  'c<  of  this  section. 


Subpart  V — Maryland 

5.    In    5  52  1089.    by    amending    para- 
graphs ic  through  'f^  as  indicated 

§  52.1089      Inspf-rtiun    and    maintcnancr 
program. 
,  .  .  .  • 

(c>  The  State  of  Maryland  shall  es- 
tabhsh an  inspection  and  maintenance 
program  apphcable  to  all  light-duty, 
medium-duty  and  heavy-duty  vehicles 
registered  in  the  area  specified  m  para- 
graph <b>  of  this  secUon  that  operate  on 
pubhc  streets  or  highwavs  over  which  it 
has  ownership  or  control.  The  State  may 
exempt  anv  class  or  category  of  vehicles 
that  the  Slate  finds  is  rarely  used  on  pub- 
lic street*  or  highways  'such  as  classic  or 
antique  vehicles >  [No  later  than  April  1. 
1974,  the  State  shall  submit  legally 
adopted  regulations  to  the  Administrator 
establishing  such  a  program  The  regu- 
lations shall  include]  ►Under  the  pro- 
gram, the  State  shall-*  ; 

<  1 1  [Provisions  for  inspection  of] 
►  Inspect-*  all  light-duty,  medium-duty, 
and  heavy-duty  motor  vehicles  at  peri- 
odic intervals  no  more  than  1  year  apart 
[by  means  of  a  loaded  emission  test]. 

'2^  [Provisions  for]  ►Apply-*  inspec- 
tion failure  criteria  consistent  with  the 
[failure  of  30  percent  of  the  vehicles  in 
the  first  inspection  cycle]  ►emission  re- 
ductions claimed  in  the  plan  for  the 
strategv-* 

i3>  [Provisions  to  ensure]  ►Ensure-* 
that  failed  vehicles  receive  [\\Tthin  two 
weeks]  the  maintenance  necessary  to 
achieve  comphance  with  the  inspection 
standards  [.  These  sliall  include  sanc- 
tions against  individual  owners  and  re- 
pair facihties].  ►and-*  retest  [of] 
failed  vehicles  following  maintenance  [. 
use  of  a  certification  program  to  ensure 
that  repair  facilities  performing  the  re- 
quired maintenance  have  the  necessary- 
equipment,  parts  and  knowledgeable  op- 
erators to  perform  the  task  satisfactorJy. 
and  u.se  of  such  other  measures  as  may 
be  necessary  or  appropriate]. 

14)  [.\  program  of  enforcement  to  en- 
sure that  vehicles  are  not  intentionally 
readju^^ted  or  modified  subsequent  to  the 
inspection  and  or  maintenance  in  such 
a  wav  as  would  cau<^e  them  to  no  longer 
complv  with  the  inspection  standards 
This  enforcement  program  might  include 
spot  checks  of  idle  adjustments  and  or  a 
.suitable  tvpe  of  phvsical  tagging.  This 
program  shall  include  appropriate  pen- 
alties for  violation]  ►(Reserved  i-* 

(5»  [Provisions  for  beginning]  ►Be- 
gin-* the  first  inspection  cycle  by  August 
1.  1975.  [and]  completing  it  by  Jul>-  31. 

1976. 

i6i  [Designation  of]  ►Designate-*  an 

agency  or  agencies  responsltjle  for  con- 
ducting [.  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 

i6>  After  July  31  1976.  the  State  shall 
not  register  or  aUow  to  operate  on  public 
streets  or  highways  any  hght-duty, 
medium-duty,  or  heavy-duty  vehicle  that 
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does  not  comply  with  the  apphcable 
[standards  and  procedures  adopted  pur- 
suant to]  ►requirements  of  the  program 
established  under-^  paragraph  ic>  of  this 
section  This  shall  not  apply  to  the  ini- 
tial registration  of  a  new  motor  vehicle. 

lei  After  July  31,  1976.  no  owner  of  a 
light-duty,  medium-duty,  or  heavy-duty 
vehicle  shall  operate  or  allow  the  opera- 
tion of  such  vehicle  that  does  not  comply 
with  the  applicable  [standards  and  pro- 
cedures adopted  pursuant  to]  ►require- 
ments of  the  program  established  un- 
der-*  paragraph  ic  of  this  section.  This 
shall  not  apply  to  the  initial  registra- 
tion of  3  new  motor  vehicle. 

ifi  The  State  of  Marvland  shall  sub- 
mit, no  later  than  February  1.  1974,  a 
detailed  compliance  schedule  showing 
the  steps  it  will  take  to  establish  [and 
enforce]  and  inspection  and  maintenance 
program  pursuant  to  paragraph  (c>  of 
this  section  [,  including: 

['  1 1  The  text  of  needed  statutory  pro- 
posals and  regulations  that  it  will  pro- 
pose for  adoption. 

['2i  The  date  by  which  the  State  will 
recommend  needed  legislation  to  the 
State  legislature. 

[i3i  The  date  bv  which  necessary 
equipment  will  be  ordered. 

[•  4 1  A  signed  statement  from  the  Gov- 
ernor or  his  designee  identifving  the 
sources  and  amounts  of  funds  for  the 
program.  If  funds  cannot  legally  be  obli- 
gated under  existing  statutorv  author- 
ity, the  text  of  needed  legislation  shall 
be  submitted]. 

6  In  §  52.1095.  bv  amending  para- 
graphs 'c>  through  if  >  as  indicated 

§   IO*Jj      Inspec-lion  and  niaintrnanfj-  pro- 
Crani. 

(ci  The  State  of  Maryland  shall  estab- 
lish an  inspection  and  maintenance  pro- 
gram applicable  to  all  light-duty,  medi- 
um-duty, and  heavy-duty  vehicles  reg- 
istered in  the  area  specified  in  paragraph 
<b'  of  this  section  that  operate  on  public 
streets  or  highways  over  which  it  has 
ownership  or  control.  The  State  may  ex- 
empt any  class  or  category  of  vehicles 
that  the  State  finds  is  rarely  used  on 
public  streets  or  highways  isuch  as 
classic  or  antique  vehicles  > .  [No  later 
than  April  1.  1974.  the  State  shall  submit 
legally  adopted  regulations  to  the  Ad- 
ministrator establishing  such  a  program. 
The  regulations  shall  include]  ►Under 
the  program  the  State  shall-^; 

1  1  [Provisions  for  inspection  of] 
►  In.M^ect-^  all  light-duty,  medium-duty. 
and-  heavy-duty  motor  vehicles  at  peri- 
odic intervals  no  more  than  1  year  apart 
[dv  means  of  a  loaded  emission  test] 
2'  [Provisions  for]  ►Apply-^  inspec- 
tion failure  criteria  consistent  with  the 
[failure  of  30  percent  of  the  vehicles  in 
the  first  inspection  cycle]  ►emission  re- 
ductions claimed  in  the  plan  for  the 
strategv'^. 

i3i  [Provisions  to  ensure]  ►Ensure-^ 
that  failed  vehicles  receive  [within  two 
weeks]  the   maintenance  necessary   to 
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achieve  compliance  with  the  inspection 
standards  [.  These  shall  include  sanc- 
tions against  individual  owners  and  re- 
pair facilities],  ►and-^  retest  [of]  failed 
vehicles  following  maintenance  [,  use  of 
a  certification  program  to  ensure  that  re- 
pair facihties  performing  the  required 
maintenance  have  the  necessary  equip- 
ment, parts,  and  knowledgeable  opera- 
tors to  perform  the  tasks  satisfactorily, 
and  use  of  such  other  measures  as  may 
be  necessary  or  appropriate], 

(4 1  [A  program  of  enforcement  to  en- 
sure that  vehicles  are  not  intentionally 
readjusted  or  modifiied  subsequent  to  the 
inspection  and  or  maintenance  in  such 
a  wav  as  would  cause  them  to  ho  longer 
comply  with  the  inspection  standards. 
This  enforcement  program  might  include 
spot  checks  of  idle  adjustments  and/or 
a  suitable  tvpe  of  phvsical  tagging.  This 
program  shall  include  appropriate  pen- 
alties for  violation.]  ►  [Reserved! -^ 

( 5  I  [Provisions  for  beginning]  ►Be- 
gin-4  the  first  inspection  cycle  by  Au- 
gust 1  1975.  [and]  completing  it  by 
Julv  31.   1976. 

'  6 1  [Designation  of]  ►Designate-^  an 
agency  or  agencies  responsible  for  con- 
ducting [.  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 

(di  After  July  31,  1976,  the  State  shall 
not  register  or  allow  to  operate  on  pub- 
lic streets  or  highwavs  anv  light-duty, 
medium -dutv.  or  heavv-dutv  vehicle  that 
does  not  comply  with  the  applicable 
[standards  and  procedures  adopted  pur- 
suant to]  ►requirements  of  the  pro- 
gram established  under-^  paragraph  <cV 
of  this  section  This  shall  not  apply  to 
the  initial  registration  of  a  new  motor 
vehicle 

(ei  After  July  31.  1976,  no  owner  of  a 
light-duty,  medium-duty,  or  heavy- 
duty  vehicle  shall  operate  or  allow  the 
operation  of  such  vehicle  that  does  not 
comply  with  the  applicable  [standards 
and  procedures  adopted  pursuant  to] 
►  requirements  of  the  program  estab- 
lished under-^  paragraph  lo  of  this  sec- 
tion. This  shall  not  apply  to  the  initial 
registration  of  a  new  motor  vehicle. 

1 1 1  The  State  of  Maryland  shall  sub- 
mit, no  later  than  February  1,  1974,  a 
detailed  compliance  schedule  showing  the 
steps  it  will  take  to  establish  [and  en- 
force] an  inspection  and  maintenance 
program  pursuant  to  paragraph  (c)  of 
this  section  [,  including: 

[.  1  >  The  text  of  needed  statutory  pro- 
posals and  regulations  that  it  will  pro- 
pose for  adoption, 

[i2>  The  date  by  which  the  State  will 
recommend  needed  legislation  to  the 
State  legislature, 

[i3i  The  date  bv  which  necessary 
equipment  will  be  ordered. 

['4'  A  signed  statement  from  the  Gov- 
ernor or  his  designee  identifying  the 
sources  and  amounts  of  funds  for  the 
program  If  funds  cannot  legally  be  ob- 
ligated under  existing  statutorv  author- 
ity, the  text  of  needed  legislation  shall 
be  submitted]. 


Subpart  W — Virginia 

7.    In    §  52.2441,    by    amending    para- 
graphs <ci  through  (f  I  as  indicated: 

§  52.2441       Inspection    and    maintenance 
program. 
«  «  «  •  * 

(c)  In  connection  with  the  light-duty 
vehicle  inspection  pnd  maintenance  pro- 
gram for  the  area  specified  in  paragraph 
(b)  of  this  section  approved  by  the  Ad- 
ministrator pursuant  to  §  52.2423,  the 
Commonwealth  of  Virginia  shall  estab- 
lish an  inspection  and  maintenance  pro- 
gram applicable  to  all  medium-duty  and 
heavy-dutv  vehicles  registered  in  any 
area  specified  in  paragraph  'bt  of  this 
section  that  operat*  on  public  streets  or 
highwavs  over  which  is  has  ownership  or 
control.  The  Commonwealth  may  exempt 
anv  class  or  categorv  of  vehicles  that  the 
Commonwealth  finds  is  rarelv  used  on 
public  streets  or  highways  (such  as  clas- 
sic or  antique  vehicles).  [No  later  than 
April  1,  1974.  the  Commonwealth  shall 
submit  legally  adopted  regulations  to  the 
Administrator  establishing  such  a  pro- 
gram. The  regulations  shall  include] 
►  Under  the  program,  the  State  shall-^ 

( 1  >  [Provisions  for  inspection  of] 
►Inspect-^  all  medium-duty  and  heavy- 
dutv  motor  vehicles  at  periodic  intervaLs 
no  more  than  1  vear  apart  [by  means  of 
an  idle  emission  test]. 

(2>  [Provisions  for]  ►Applv-^  inspec- 
tion failure  criteria  consistent  with  the 
[failure  of  30  percent  of  the  vehicles  in 
the  first  inspection  cycle]  ►emission  re- 
ductions claimed  in  the  plan  for  the 
strategv-^. 

(3>  [Provisions  to  ensure!  ►Ensure'^ 
that  failed  vehicles  receive  [,  within  two 
weeks.]  the  maintenance  necessary  to 
achieve  compliance  with  the  inspection 
standards  [.  These  shall  include  sanc- 
tions against  individual  owners  and  re- 
pair facihties].  ►and-^  retest  [of]  failed 
vehicles  following  maintenance  [.  use  of 
a  certification  program  to  ensure  that 
repair  facilities  performing  the  required 
maintenance  have  the  necessary  equip- 
ment, parts,  and  knowledgeable  opera- 
tors to  perform  the  tasks  satisfactorily, 
and  use  of  such  other  measures  as  may 
he  necessary  or  appropriate]. 

(4)  [A  program  of  enforcement  to  en- 
sure that  vehicles  are  not  intentionally 
readjusted  or  modified  subsequent  to  the 
inspection  and  or  maintenance  in  such 
a  wav  as  would  cause  them  to  no  longer 
comply  with  the  inspection  standards. 
This  enforcement  program  might  include 
spot  checks  of  idle  adjustments  and /or 
a  suitable  type  of  physical  tagging.  This 
program  shall  include  appropriate  pen- 
alties for  violation.]  ►[Reserved]-^ 

(5)  [Provisions  for  beginning]  ►Be- 
gin-^ the  first  inspection  cycle  by  Janu- 
ary 1.  1975,  [and]  completing  it  by  Jan- 
uary 1,  1976 

(6)  [Designation  of]  ►Designate-^  ^an 
agency  or  agencies  responsible  for  con- 
ducting [,  overseeing,  and  enforcing] 
the  inspection  and  maintenance  pro- 
gram. 
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(d>  After  January  1.  1976.  the  Com- 
monwealth shall  not  register  or  allow  to 
operate  on  public  streets  or  highwavs 
any  medium -duty  or  heavy-duty  vehicle 
that  does  not  comply  with  the  applicable 
[standards  and  procedures  adopted  pui- 
suant  to]  ►requirements  of  the  program 
established  under -^  paragraph  (c )  of  this 
section.  This  shall  not  apply  to  the  in- 
itial registration  of  a  new  motor  vehicle. 

lei  After  Jai:iuary  1.  1976.  no  owner 
of  a  medium-duty  or  heavy-duty  vehicle 
shall  operate  or  allow  the  operation  of 
such  vehicle  that  does  not  comply  with 
the  applicable  [standards  and  proce- 
dures adopted  pursuant  to]  ►require- 
ments of  tlie  program  established  un- 
der ■<  paragraph  (o  of  this  section.  This 
shall  not  apply  to  tlie  initial  registra- 
tion of  a  new  motor  vehicle. 

(fi  The  Commonwealth  of  Virginia 
shall  submit,  no  later  ih&n  February  1. 
1974.  a  detailed  compliance  schedule 
showing  the  steps  it  w^ill  take  to  estab- 
lish [and  enforce]  an  inspection  and 
maintenance  program  pursuant  to  para- 
graph  ic)    of  this  section  [.  including: 

[(1 1  The  text  of  needed  statutorv  pro- 
posals and  regulations  that  it  will  pro- 
pose for  adoption, 

[t2<  The  date  by  which  the  Common- 
wealth will  recommend  needed  legisla- 
tion to  the  legislature. 

[i3»  The  date  by  which  necessary 
equipment  will  be  ordered. 

[i4i  A  signed  statement  from  the  Gov- 
ernor or  his  designee  identifying  the 
sources  and  amounts  of  funds  for  the 
program.  If  funds  cannot  legally  be  obli- 
gated under  existing  statutory  authority, 
the  text  of  needed  legislation  shall  be 
submitted]. 

(Sees    no  and  301(a)    of  the  Clean  Air  Act 
as  amended  (42  USC  1857c -5  and  1867g(a)  ) .) 

[PR  Doc  77-16771  Piled  6-14-77.8:45  am) 


Title  41 — Public  Contracts  and  Property 
Management 

CHAPTER  15 — ENVIRONMENTAL 

PROTECTION  AGENCY 

(733-1) 

PART  15-19— TRANSPORTATION 

Subpart  15-19.3 — Contract  Delivery 
Terms 

AGENCY:  Environmental  Protection 
Agency. 

ACTION:  Final  nale. 

SUMMARY :  This '  action  increases  the 
dollar  value  from  $25  to  $100  for  trans- 
portation charges  which  vendors  may 
prepay  and  bill  as  a  separate  item  on 
their  invoice  when  purchases  are  made 
bv  EPA.  The  Comptroller  General  of  the 
United  States  in  letter  No.  3^163758. 
dated  August  14.  1975,  determined  that 
greater  efficiencies  in  procurement  prac- 
tices and  procedures  and  savincs  in  ad- 
ministrative costs  can  be  achieved  for 
both  the  Government  and  the  carrier 
indu.':try  if  the  monetary  limitation  for 
Government  shipments  uimg  commer- 
cial forms  and  procedures  is  increased 
from  $25  to  $100  per  shipment. 

EFTECTTVE  DATE:  June  15,  1977. 
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FOR  FURTHER  INFORMATION  CON- 
TACT: 

John  H.  Danimeyfer.  Environmental 
Protection  A^ciicy.  Contracts  Man- 
agement Diviiion  iPM-214' ,  Washmg- 
ton.  DC.  20460    202-755-0900. 

SUPPLEMENTA  R  Y  INFORMATION  : 
Heretofore,  the  Environmental  Protec- 
tion Agency  P:  cm  urement  Regulations 
(EPPR'  <4i  CFR  151  has  limited  to  $25 
the  amount  of  transportation  charges 
which  a  vendor  may  prepay  and  biU  as 
a  separate  charge  on  the  mvoice  The 
Comptroller  General  of  the  United 
States  in  letter  No.  B-163758.  dated  Au- 
gust 14.  1975.  determined  tliat  greater 
efficiencies  in  procurement  practices  and 
procedures  and  savings  in  adininistra- 
tive  costs  can  be  achieved  for  both  the 
Government  and  the  earner  industry  if 
the  monetary  limitation  for  Government 
shipments  urging  commercial  forms  and 
procedures  is  increased  from  $25  to  $100 
per  ^ipment.  Accordingly,  this  amend- 
ment of  the  EPPR  reflects  the  decision 
of  the  Comptroller  General. 

It  is  the  general  policy  of  the  EPA  to 
invite  comments  regarding  the  develop- 
ment of  proposed  rules:  however,  this 
action  reflects  a  Comptroller  General 
decision  and  no  purpose  would  be  served 
in  inviting  comments. 
I  Sec  205;ci,  63  Stat.  390;  40  US  C.  486(C) ,) 

Dated:  June  8,  1977. 

DOUGLAS3^,  COSTLE. 

.  Administrator, 

Environmental  Protection  Agency. 

§  15-19.305       1  AinriMled] 

1.  Section  15-19  305  is  revised  to  de- 
lete the  figure  "$25  00"  and  to  insert  the 
firrure  "$100":  in  paragraphs  la.  ib'  (3i, 
and  ic  <2i  of  5  15-19.305,  dete  the  figure 
"$25  00"  and  insert  the  figure  "$100." 

FR  Dot  77-17060  Filed  6    14-  77  8   45  am  | 


Title  47 — Telecommunication 

CHAPTER  I— FEDERAL 
COMMUNICATIONS  COMMISSION 

IDocket  No    20547    RM-HTS;  FCC  77-3581 

INDUSTRIAL    RADIOLOCATION    SERVICES 

Modifying  the  Type  Acceptance  Require- 
ments for  Transmitters  in  the  Industrial 
Radiolocation  Service 

AGENCY:       Federal      Communications 

Commission, 

ACTION:  Final  rule 

SUMMARY:  The  Commission  has 
amended  its  rules  to  require  type  accept- 
ance for  transmitters  used  at  radioloca- 
vide  technical  requirements  for  speed 
measuring  devices  and  field  disturbance 
sensors  to  be  licensed  under  Part  91 
Since  type  acceptance  was  lomierly  not 
required,  licensees  had  difficulty  in  de- 
termining if  tlie  equipment  they  used 
was  capable  of  complying  with  the  Com- 
mission's rules.  In  addition,  certain 
manufacturers  would  claim  tl-iat  their 
devices  were  intended  for  licensed  use 
in  order  to  circumvent  the  need  for 
meeting  tighter  technical  standards  re- 
quired   for   equipment   op)erating   with- 
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out   an    individual    license    under   Part 
15  of  the  Commission  s  rules  and  regu- 
lations. As  a  result  of  this  action,  users 
will  have  an  mdication  of  Uie  capability 
of  the  equipment  with  regard  to  compli- 
ance with  either  Part  91  or  Part  15  of 
the  rules  Acceptability  under  botli  Parts 
will  not  be  pemiilted.  Therefore,  by  such 
enforcement  of  the  Commission  s  tech- 
nical standards,  more  effective  uuliza- 
iion  of  Uie  radio  frequency  spectrum  is 
contemplated  and  the  pos'^ibility  of  in- 
terference   to    users    of    the    spectum 
should  be  reduced. 
EFFECm'E  DATE:  July  12,  1977. 
ADDRESSES    Federal  Communications 
Commis'^ion.  Washington,  DC.  20554, 
FOR  FURTHER  INFORMATION  CON- 
TACT 

Nevarro     C      Elliott,     Research     and 
Standards   Envision.    202-632-7093 

SUPPLEMENTARY       INFORMATION : 

In  tiie  matter  of  amendment  of  Parts 
89,  91  and  93  of  the  Commissions  rules 
to  modify  the  type  acceptance  require- 
ments lor  iransmitters  m  the  industrial 
radiolocation  service. 

Adopted:  May  26.  1977. 

Released    June  9.  1977. 

1  A  Notice  of  Proposed  Rulemaking 
in  the  above -entitled  matter  was  re- 
leased on  July  23.  1975.  PCC  75-837  The 
Notice  was  published  in  the  Ftderal  Rrc- 
isTER  on  July  29.  1975.  40  FR  31809  The 
period  allowed  for  interested  persons  to 
file  original  and  reply  comments  expired 
on  Septemt>er  9.  1975,  and  September  24. 
1975.  respectively. 

2.  Comments  were  filed  by  Decca  Sur- 
vey Systems,  Incorp>orated  'Decca'  and 
Motorola,  Incorporated  (Motorola*  on 
^)temt>er  9.  1975.  Decca  advises  the 
cSiimission  that  it  no  longer  has  any 
objection  to  the  adoption  of  type  ac- 
ceptance requirements  for  transmitters 
used  at  radiolocation  stations.  However, 
Decca  ukes  exception  to  the  grar.d- 
fathennp  provision  in  proposed  Rule 
§  94  109'b'i2'.  which  would  permit  the 
indefinite  and  contmued  use  of  non-type 
accepted  equipment  at  radiolocation  sta- 
tions authorized  prior  to  the  effective 
date  of  the  new  rules.  On  the  other 
hand,  in  their  comments  Motorola 
strongly  urges  the  Commission  that  Ihe 
proposed  type  acceptance  of  radioloca- 
tion transmitters  in  tlie  Industrial  Ra- 
diolocation Service  be  deferred.  The 
pertinent  comments  made  by  both  par- 
ties are  discussed  below. 

3  Li^i  support  of  its  exception  to  the 
proposed  rule  of  Section  91.109'bH2i. 
Decca  rai.ses  two  points  in  regard  to  the 
grandfathering  provision  of  the  proposed 
rule  FVst.  Decca  states,  that  either  type 
accepted  equipment  should  not  be  re- 
quired imtil  six  months  after  the  effec- 
tive date  of  the  new  rules  or  that  the 
effective  date  of  the  new  rules  should  be 
at  least  six  months  after  the  relea.-*  of 
the  Commissions  Report  and  Order  The 
reason  for  the  grace  period.  Decca  says, 
is  to  allow  ample  time  for  manufacturers 
to   make   the   necessary    Xesm   on   their 
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equipment  and  to  have  their  applica- 
Uans  lor  type  acceptance  processed  by 
the  Commission.  This  situation.  Decca 
declares,  should  not  be  created  where, 
faced  with  a  short  deadline  manufac- 
turers will  burden  the  Commission's 
staff  with  requests  for  expedited  action 
on  type  acceptance  applications. 

4.  Second,  and  more  important.  Decca 
believes  that  grandfathenng  should  ex- 
tend not  to  previously  authorized  sta- 
tions but  to  previously  authorized  equip- 
ment According  to  Decca.  the  nature  of 
the  radiolocation  business  is  such  that 
frequently  special  temporary  authoriza- 
tions are  required.  For  example.  Decca 
operates  equipment  in  the  70-90.  90-110 
and  110-130  kHz  bands,  where  operation 
is  permitted  only  when  required  under 
government  contract  and  only  for  tlie 
duration  of  the  contract.  Although  the 
authorizations  are  new  each  year.  Decca 
declares  that  the  same  transmitters  are 
used  year  after  year,  and  the  continued 
use  of  this  equipment  should  be  per- 
mitted throughout  its  useful  life.  In  ad- 
dition. Decca  operates  equipment  in  the 
1600  to  1800  kHz  band,  where  it  is  also 
necessao'  to  obtain  temporarj-  or  regu- 
lar authority  to  reconfigure  a  radioloca- 
tion chain.  Again.  Decca  mamtams  the 
applicability  of  grandfathenng  should 
not  be  depended  upon  whether  the  appli- 
cation IS  processed  in  a  manner  that  car- 
ries forwarcf  an  existing  call  sign  or  a 
new  call  sign  is  assigned. 

5  Decca  urges  the  Commission  to 
change  the  interpretation  and  language 
of  5  91.109ibM2>  to  match  the  wording 
of  the  rule  to  refer  to  transmitters  m- 
stead  of  stations  Thus,  a  previously  au- 
thorized transmitter  could  continue  to  be 
used.  Decca  notes,  under  any  radioloca- 
tion license,  but  a  new  piece  of  non-type 
accepted  equipment  could  not  be  in- 
stalled at  any  station,  new  or  old.  unle-ss 
that  equipment  had  prevlou.sly  been 
authorized  for  use  prior  to  the  effective 
date  of  the  new  rules. 

6  Since  "radiolocation"  is  a  general 
term  encompassing  widely  different  ap- 
plications, such  as  pinpoint  positioning 
of  locations  in  hydrographic  sur\'eys. 
cable  laying  operations,  oil  rig  position- 
ing, air  pollution  studies,  glacier  profil- 
ing, etc  ,  it  is  Motorola's  position  that  the 
radiolocation  art  is  still  in  the  develop- 
mental stage.  To  support  this  position. 
Motorola  maintains  that  between  1969 
and  1973  they  have  made  several  major 
model  changes  and  59  options  or  varia- 
tion in  system  configuration  to  improve 
performance  or  adapt  the  system  to  new 
applications.  Formal  type  acceptance  re- 
quirements during  this  period.  Motorola 
says,  would  have  considerably  slewed 
down  the  rate  of  system  improvements 
as  a  significant  number  of  the  options 
would  have  probably  been  considered  as 
permissive  changes  or  might  have  re- 
quired complete  type  acceptance  filings 
The  need  for  such  a  rapid  rate  of  devel- 
opment. Motorola  contends,  has  been 
generated  by  a  rapidly  expandmg  num- 
ber of  applications  where  the  accurate 
position  of  moving  vehicles  is  required 

7  Motorola  says  that  two  principal 
areas  of  expanding   need  are  mcreased 
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emphasis  on  the  search  for  energy  re- 
sources and  the  growing  concern  with 
protecting  the  environment:  '!)  The 
search  for  new  energy  resources,  im- 
provements in  the  state-of-the-art  of 
geophysical  sensors,  the  need  to  move 
further  off  shore  and  higher  operating 
costs  have  created  a  need  for  increased 
accuracy  at  longer  range.  (2)  The  con- 
cern with  the  environment  has  created 
requirements  for  radiolocation  systems 
for  use  in  surveys  required  for  the  prep- 
aration of  environmental  impact  state- 
ments, the  rapid  location  and  identifica- 
tion of  pollution  sources  as  well  as  sur- 
veys to  monitor  the  performance  of 
operating  industrial  facilities  and  op- 
erations 

8.  Motorola  points  out  in  their  com- 
ments that  a  large  number  of  radiolo- 
cation transmitters  in  present  use  are 
portable  units  owned  by  small  compa- 
nies. These  units.  Motorola  claims,  are 
temporarily  installed  in  vessels  or  vdii- 
cles  and  at  temporary  sites  to  accomplish 
a  specific  task  or  survey  and  then  are 
moved  to  new  locations  or  ■  vehicles  to 
provide  service  for  new  tasks  or  con- 
tracts 

9  In  view  of  the  above,  Motorola  be- 
lieves that  the  Commission  should  await 
the  arnval  of  further  permanency  in  the 
state-of-the-art  of  positioning  equip- 
ment before  adopting  formal  technical 
standards,  and  strongly  urges  the  Com- 
mission to  defer  the  proposed  rule  for 
requirement  of  type  acceptance  for  ra- 
diolocation transmitters  in  ^he  Indus- 
trial Radio  Service  However.  Motorola 
says,  that  if  the  Commission  is  per- 
suaded by  other  comments  to  proceed 
with  requiring  type  acceptance  for  ra- 
diolocation transmitters  licensed  under 
Part  91.  the  Commission  should  consider 
makinR  provisions  to  permit  new  licenses 
to  use  non-type  accepted  equipment 
manufactured  prior  to  the  effective  date 
of  the  rule  change. 

10.  A  brief  background  concerning  type 
acceptance  of  radiolocation  transmitters 
licensed  under  Part  91  can  be  found  in 
the  Report  and  Order  in  Docket  16106 
1 5  FCC  2d  197,  October  1966  >.  In  this 
proceeding  the  Commission  considered 
the  radiolocation  art  to  be  in  a  develop- 
mental stage,  too  much  so  to  warrant 
the  adoption  of  formal  type  acceptance 
requirements  at  that  time.  Therefore, 
the  use  of  non-type  accepted  equipment 
was  authorized  subject  to  certain  fre- 
quency tolerance  specifications  enumer- 
ated in  Subpart  C  of  Part  91. 

11.  The  question  of  type  acceptance  of 
radiolocation  transmitters  was  brought 
up  again  in  the  Order  in  Docket  17847 
ill  FCC  2d  937;  February  21.  1968i, 
This  time,  however,  the  Commission  de- 
cided that  the  radiolocation  art  was  suf- 
ficiently developed  to  require  radioloca- 
tion transmitters  licensed  under  Parts  89 
and  93  of  the  Rules  to  demonstrate  their 
ability  to  meet  the  technical  require- 
ments m  P  .rts  89  and  93  through  the 
type  acceptance  process  Since  1956  the 
Commi.ssion  has  pursued  a  step  by  step 
approach  m  requiring  transmitters  li- 
censed under  Parts  89.  91.  and  93  to  be 
type  accepted.  The  Commission  believes 


this  policy  should  be  continued  when 
possible. 

12.  Customarily,  it  has  been  the  Com- 
mission's policy  to  afford  licensees  every 
possible  means  of  protection  from  "harm- 
ful" interfering  effects  from  other  trans- 
mitters. By  requiring  radiolocation  trans- 
mitters licensed  under  Part  91  to  m«t 
certain  technical  standards  >  and  that 
such  ability  be  demonstrated  through  the 
type  acceptance  process'  land  mobile 
licensees  would  be  assured  a  minimum 
of  interference  potential  from  radioloca- 
tion operations.  The  Commission  has 
contemplated  adoption  of  further  tech- 
nical standards  for  the  Industrial  Radio- 
location Service  and  has  concluded  the 
radiolocation  state-of-the-art  is  far 
enough  past  a  completely  developmental 
stage  at  this  time  to  establish  certam 
technical  standards.  The  Commission  has 
already  acknowledged  this  by  requiring 
radiolocation  transmitters  licensed  after 
January  1,  1974.  under  Parts  89  and  93  to 
be  type  accepted. 

13.  In  view  of  the  foregoing,  the  Com- 
mission considers  it  unacceptable  to 
continue  the  practice  of  licensing  non- 
type  accepted  equipment  in  the  Indus- 
trial Radiolocation  Ser\'ice  under  Part  91. 
We,  therefore,  amend  Subpart  M  of  Part 
91  of  the  rules  to  require  transmitters  to 
meet  the  frequency  tolorance  and  emis- 
sion limitations  enumerated  in  Subpart 
C  of  Part  91  and.  in  adctition.  that  they 
demonstrate  such  ability  through  the 
type  acceptance  process.  We  are  not, 
however,  at  this  time,  promulgating  other 
technical  standards  which  might  tend  to 
constrain  development  in  the  state-of- 
the-art  of  radiolocation  transmitters, 
only  those  minimum  technical  standards 
necessary  to  provide  reasonable  freedom 
from  harmonics  and  other  spurious  emis- 
sions which  may  interfere  with  land 
mobile  operations. 

14.  In  addition  to  the  type  acceptance 
requirement,  we  are  adding  certain  limi- 
tations on  speed  measuring  devices  oper- 
ating on  the  frequencies  2455  MHz,  and 
10.525  MHz.  and  24.125  MHz  and  other 
devices  operating  on  frequencies  be- 
tween 2450  and  2500  MHz  in  order  to 
keep  radiolocation  operations  under 
Parts  89.  91.  and  93  consistent.  However, 
su  h  stations  would  be  exempt  from  the 
requirements  of  §§91.107ici.  91.151(d). 
and91.152ia'  of  Part  91. 

15.  In  Docket  17847  the  Commission 
decided  to  "grandfatlier"  non-type  ac- 
cepted radiolocation  transmitters  used 
prior  to  the  effective  date  for  which  type 
acceptance  was  required.  To  keep  con- 
sistency in  the  rules,  we  believe  it  is  best 
to  extend  the  Commission's  decision  in 
this  proceeding  to  include  Part  91.  There- 
fore, we  are  amending  §  91.109(b)  to  ex- 
clude previously  authorized  radioloca- 
tion transmitters  governed  by  Part  91 
from  the  equipment  type -acceptance  re- 
quirement. This  wUl  mean  that  radio- 
location transmitters  authorized  under 
Part  91  prior  to  the  effective  date  of  the 


1  Equipment  will  now  be  required  to  meet 
frequency  tolerance  specifications  and  emis- 
sion limitation  reqvilrements  in  Subpart  C 
of  Part  91 
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rules  adopted  herein  would  continue  to 
be  authorized  indefinitely.  This  action 
will  ease  the  equipment  conversion  prob- 
lems and  is  considered  to  be  in  the  public 
interest.  Also,  we  have  amended  the 
above  Section  to  reflect  the  current 
equipment  marketing  requirements  as 
specified  in  Subpart  I  of  Part  2  of  the 
Rules.  All  equipment  marketed  after  the 
effective  date  of  the  proposed  rules  would 
have  to  be  type  accepted. 

16.  Under  the  rules  heretofore  m  effect, 
a  field  disturbance  sensor  (including  an 
intrusion  detection  device)  could  be 
operated  without  a  license  imder  the 
technical  standards  and  the  certification 
requirements  of  Part  15.  Alternatively,  a 
field  disturbance  sensor  could  be  licensed 
as  a  radiolocation  station  under  Part  91 
for  whKh  essentially  no  technical  stand- 
ards had  been  established  and  no  equip- 
ment authorization  was  required.  The 
Commission  has  observed  that  some  field 
disturbance  sensors  have  been  licensed 
as  radiolocation  stations  under  Part  91 
to  avoid  being  subject  to  the  technical 
standards  specified  in  Part  15.  The 
standards  adopted  herein  for  radioloca- 
tion stations  under  Part  91  are  less  severe 
than  the  Part  15  standards  for  field 
disturbance  sen.sors.  Accordingly,  the 
Commission  has  adopted  a  regulation 
which  would  prohibit  licensing  of  a  field 
disturbance  sensor  as  a  radiolocation 
station  under  Parts  89.  91.  and  93  unless 
it  can  be  shown  that  the  sensor  must 
operate  with  a  level  of  emission  higher 
than  that  permitted  under  Part  15.  This 
regulation  is  adopted  to  prohibit  the 
marketing  of  a  sensor  meeting  lesser 
technical  specifications  on  the  grounds 
that  the  sensor  will  be  licensed.  (Note, 
also,  that  s  2.805  of  the  rules  requires 
equipment  to  comply  with  the  standards 
in  the  applicable  rules,  prior  to  market- 
ing or  use  although  an  equipment  au- 
thorization may  not  be  required.) 

17.  The  attached  regulations  set  out 
the  criteria  for  determining  which  equip- 
ment must  be  used  only  in  a  licensed 
service  and  which  must  be  operated  with- 
out an  individual  license  under  the  re- 
quirements of  Part  15  The  Commission 
proposes  to  use  field  strength,  which  is 
directly  related  to  the  amount  of  elec- 
tromagnetic energy  produced  by  the 
device,  to  determine  which  Part  of  the 
rules  will  be  applicable.  Devices  which 
are  used  to  produce  a  field  strength 
greater  than  50.000  or  250  000  microvolts 
per  meter  (depending  upon  the  operat- 
ing frequency '  at  30  meters  on  the 
fundamental  frequency  will  require  type 
acceptance  and  may  be  authorized  for 
use  at  stations  licensed  pursuant  to  Parts 
89.  91.  and  93  of  the  Rules.  Devices 
operated  below  -this  level  must  comply 
with  the  requirements  for  field  disturb- 
ance sensors  as  set  forth  in  Subpart  F 
of  Part  15  of  this  Chapter. 

18.  Pursuant  to  the  discusion  in  Para- 
graph 16  of  this  Report  and  Order. 
«  91.109 1  b>  (2  I  of  the  Appendix  of  this 
proceeding  is  modified,  in  accordance 
with  Decca's  request,  such  that  "grand- 
fathering" will  be  applicable  to  trans- 
mitting  equipment   instead   of   licenses 
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and  that  sufRcitnt  lead  time  will  be 
allowed  for  the  ;i;eparation  and  process- 
ing of  type  acceptance  applications. 

19.  The  amencinents  of  the  Rules  as 
set  forth  in  ti.e  Appendix  are  issued 
pursuant  to  the  authority  contained  in 
Sections  4(i),  302  and  303  of  the  Com- 
munications Act  of  1934.  as  amended. 

20  Accordingly,  it  is  ordered  That. 
effective  July  12.  1977.  Parts  89.  91  and 
93  of  the  Commission's  rules  are 
amended  as  set  forth  below  and  that  this 
proceeding  is  terminated. 

(Sees.  4,  303.  48  Stat  ,  a-s  amended,  1066.  1082, 
Sec.  302.  82  Stat    290:  47  U.SC.  154.  302,  303.) 

Fedek.^l    Communications 
Commission, 

■ViNCEN-T    J,    MtTLLINS, 

Secretary. 

PART  89 — PUBLIC  SAFETY  RADIO 
SERVICES 

I.  Part  89  is  amended  as  follows: 
1.  In  Section  89.101  the  frequency  table 
in  paragraph  ih'  is  amended  by  revising 
the  entries  for  2450-2500  MHz.   10,500- 
10.550  MHz,  and  24.050-24,250  MHz  and 
adding  the  remaining  entries  m  proper 
numerical  order,  and  paragraph   ai    is 
amended  by  adding  subparagraphs  (21). 
I  22  I,  and  <23)  as  follows: 
§  89.101      Frequencies. 
(h)  *   •   * 
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with  the  requirements  for  field  disturb- 
ance sensors  as  set  forth  in  Subpart  F  of 
Part  15  of  tins  Chapter. 


Frequency  baiid    Class  of  statJon(s)       Linulaiions 
(MHz) 


2450  to  2300 B.TSC.  mobile  and  J.  4, 5. 6, 21. 22 

tadiolix'siion 


10,500  to  10,i50 do 

•  •  • 

24,050  to  24,2.')0 do 


3,6.21,23 
16.21,23 


(i)    »  •  ♦ 

(211  The  frequencies  2455  MHz,  10.525 
MHz,  and  24.125  MHz  are  available  to 
radiolocation  land  and  mobile  stations 
in  this  service:  Provided,  That  unmodu- 
lated continuous  wave  <AO'  emission 
only  shall  be  employed  and  that  a  fre- 
qency  stability  of  at  least  02  percent 
shall  be  maintained.  Such  stations  shall 
be  exempt  from  the  requirements  cf 
§5  89.113(0),  89.151(ai,  89.151<b).  and. 
89.153. 

(22 1  Devices  designed  to  operate  as 
field  dL<:turbance  sensors  on  frequencies 
between  2450  and  2500  MHz,  with  a  field 
strength  equal  to  or  less  than  50,000 
microvolts  per  meter  at  30  meters,  on  the 
fundamental  frequency,  will  not  be  li- 
censed or  type  accepted  for  use  under 
this  part.  Such  equipment  must  comply 
with  the  requirements  for  field  distu.'-b- 
ance  sensors  as  set  forth  m  Subpart  F 
of  Part  15  of  this  Chapter. 

(231  Devices  designed  to  operate  as 
field  disturbance  sensors  on  frequencies 
betwen  10.500  and  10,550  MHz.  and  be- 
tween 24.050-24.250  MHz.  with  field 
strength  equal  to  or  less  than  250.000 
microvolts  per  meter  at  30  mete.'^,  on 
the  fundamental  frequency,  will  not  be 
licensed  or  type  accepted  for  use  under 
this  part.  Such  equipment  must  comply 


PART  91— INDUSTRIAL  RADIO  SERVICES 
II.  Part  91  is  amended  as  follows: 

1.  Section  91.109  is  amended  by  revis- 
ing paragraph  (b)  and  adding  new  para- 
graphs <di  and  (ei  as  follows: 
§  91,109      Acceprtbilitv     of     transmitters 
for  licensing. 

•  • 

ib>  Each  transmitter  marketed  as 
specified  in  §  2.803  of  Part  2  of  this  Chap- 
ter or  utilized  by  a  station  authorized  for 
operation  under  this  Part  must  be  of  a 
tvpe  which  is  included  in  the  Commis- 
sions current  Radio  Equipment  List  and 
IS  designated  for  use  under  this  Part  or 
be  of  a  type  which  has  been  type  ac- 
cepted by  the  Commission  for  use  under 
thus  Part.  As  exceptions  to  these  require- 
ments, type  acceptance  is  not  required 
for  the  following: 

( 1 1  Transmitters  used  at  developmen- 
tal stations 

( 2 1  Transmitters  used  at  radiolocation 
stations  prior  to  (effective  date  of  rules) . 
(31  Transmitters  authorized  for  use  in 
the  1427-1435  MHz  frequency  band. 
•  •  •  •  • 

(d)  Radiolocation  transmitters  mar- 
keted prior  to  (effective  date  of  rules' 
must  meet  the  applicable  technical 
standards  in  this  Part,  pursuant  to 
5  2.805  of  Part  2  of  this  Chapter. 

(ei  Radiolocation  uansmitters  mar- 
keted after  (effective  date  of  rule^i  must 
comply  with  the  requirements  of  para- 
graph 'b»  of  this  section. 

2.  Section  91. 603  is  amended  by  delet- 
ing paragraph  (a/  and  redesignating 
paragraph  <b  i  as  the  only  existing  para- 
graph to  read  sis  follows : 
§  91.603  Station  limitalions  and  rxenip- 
liont. 
Stations  hcensed  in  thi»  service  may 
transmit  only  those  signals  necessary  to 
tlie  rendition  of  the  radiolocation  service 
involved. 

3  In  Section  91. 604  the  frequency  table 
in  paragraph  (a>  is  amended  by  revising 
the  entries  for  2450-2500  MHz.  10.500- 
10.550  MHz.  and  23.000-24,250  MHz  and 
adding  in  proper  numerical  order,  and 
paragraph  (b)  is  amended  by  adding 
subparagraphs  (21),  (22).  (23i,and  (24) 
as  follows: 
§91.604      Frequencies  available. 


(a) 


Frequency  or      Class  of  station  (s)      Liniitation(5) 
band  (MHx) 


2450  to  2500 *> 

.  •  • 

ICSOOto  10,550 do 

•  •  • 

23.nno  to  24,250 do 


3.30,21.22 
12.30.21.23 
17,20,21,2.1 


(b) 
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RULES    AND    REGULATIONS 


(21)  Stations  authorized  to  operate  on 
those  frequencies  above  952  MHz  shall 
be  contructed  and  used  in  sucl*  a  man- 
ner as  to  conform  with  all  technical 
and  operating  requirements  of  Subparts 
C  and  D  of  this  part,  unless  deviation 
therefrom  is  specifically  provided  for  in 
the  station  authorization. 

(22 >  Th»  frequencies  2455  MHz,  10,525 
MHz.  iinfi  24  125  MHz  are  available  to 
radiolocation  land  and  mobile  stations 
in  tliis  service:  Provided,  That  umnodu- 
lated  continuous  wave  lAO'  emission 
only  shall  be  employed  and  that  a  fre- 
quency stability  of  at  least  0  2  percent 
shall  be  maintained.  Such  stations  shall 
be  exempt  from  the  requirements  of 
§§91.107fc).  91.151  d).  and  91.152. 

(23»  Devices  de.sipned  to  operate  as 
field  disturbance  sensors  on  frequencies 
between  2450  and  2500  MHz,  with  a  field 
strength  equal  to  or  less  than  50.000  mi- 
crovolts per  meter  at  30  meters,  on  the 
fundamental  frequency,  will  not  be  li- 
censed or  type  accepted  for  use  under 
this  part.  Such  equipment  miist  comply 
with  the  requirements  for  faeld  disturb- 
ance sensors  as  set  forth  in  Subpart  F 
of  Part  15  of  this  Chapter. 

f24>  Devices  designed  to  operate  as 
field  disturbance  sensors  on  frequencies 
between  10.500  and  10,550  MHz  and  be- 
tween 24,050  and  24,250  MHz.  with  a 
field  strength  equal  to  or  less  than  250.- 
000  microvolts  per  meter  at  30  meters. 
on  the  fundamental  frequency,  will  not 
be  licensed  or  type  accepted  for  use  un- 
der this  part.  Such  equipment  must  com- 
ply with  the  requirements  for  field  dis- 
turbance sensors  as  set  forth  in  Subpart 
F  of  Part  15  of  this  Chapter. 


PART  93— LAND  TRANSPORTATION 
RADIO   SERVICES 

in.  Part  93  is  amended  as  follows: 
1.  In  S  93.112  the  frequency  table  in 
paragraph  'a)    is  amended  by  revising 


the  entries  for  2450-2500  MHz  and  10,- 
500-10,550  MHz.  and  24,050-24.250  MHz 
and  adding  the  remaining  entries  in 
proper  numerical  order,  and  paragraph 
(b)  is  amended  by  adding  subparagraphs 
(22)  and  (23)  as  follows: 

§93.112      .Availability  of  microwave  fre- 
quenries. 

(a)   •  •  • 

Frequency  banfl    Class  of  station(s)       Limitations 
(MHz) 


proposed  rules 


30513 


24oOto2oOO Basp.  mobile  and  2.4,5.6.7,22 

radiolocation. 

»                  •                  •  •                  • 

lO.SOOto  10,550 do 3,6,7,23 

»                    •                   •  •                    • 

24,050  10  24,250 do '"•  23 


(b>   •  •  • 

(22)  Devices  designed  to  operate  as 
field  disturbance  sensors  on  frequencies 
between  2450  and  2500  MHz,  with  a  field 
strength  equal  to  or  less  than  50,000 
microvolts  per  meter  at  30  meters,  on 
the  fundamental  frequency  will  not  be 
licensed  or  type  accepted  for  use  under 
this  part.  Such  equipment  must  comply 
with  the  requirements  for  field  disturb- 
ance sensors  as  set  forth  in  Subpart  F  of 
Part  15  of  this  Chapter. 

(23)  Devices  designed  to  operate  as 
field  disturbance  sensors  on  frequencies 
between  10,500  and  10,550  MHz  and  be- 
tween 24,050  and  24,250  MHz,  with  a 
field  strength  equal  to  or  less  than  250,- 
000' microvolts  per  meter  at  30  meters, 
on  the  fundamental  frequency  wUl  not 
be  licensed  or  type  accepted  for  use  un- 
der this  part.  Such  equipment  must  com- 
ply with  the  requirements  for  field  dis- 
turbance sensors  as  set  forth  in  Subpart 
F  of  Part  15  of  this  Chapter. 

•  «  *  •  * 
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This  sectmn   of  the  FEDERAL  REGISTER  contains  notices  to  t-e  public  of  the  proposed    ss^ar.e   =t   r.,es   .'  .   -egolat,ons.  Th,  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  paa>:  pate  in  the  rule  n^aMng  pr  c.  ;c  t^e  adoption  of  the  fmal  rules. 


DEPARTMENT  OF   AGRICULTURE 

Agricultural  Marketing  Service 

[7CFRPart911  ] 

HANDLING   OF   LIMES   GROWN    IN 
FLORIDA 

Approval  of  Expenses  and  Fixing  of  Rate 
of  Assessment  for  the   1977-78  Fiscal 
Year     and     Carryover    of    Unexpended 
Funds 
AGENCY :  Agricultural  Marketing  Serv- 
ice. USDA 

.ACTION:  Proposed  rule. 
SUMMARY:  This  notice  invit«s  written 
comments  on  proposed  expenses  of 
$189,200  and  a  rate  assessment  of  $0.20 
per  bushel  of  limes  for  the  functioning 
of  the  Florida  Lime  Administrative  Com- 
mittee for  the  1977-78  fiscal  year.  The 
committee  adm.inisters  locally  a  Federal 
marketing  order  program  regulating  the 
handling  of  limes  grown  in  Florida.  Tl-ie 
regulation  would  enable  the  committee 
to  collect  assessment.-  from  the  first  han- 
dlers on  all  asse.ssable  limes  handled  and 
to  use  the  resulting  fund?  for  its  expenses 

DATES:  Comm.enU;  mu-^t  be  received  on 
or  before  June  28.  1977  Proposed  effec- 
tive dates:  April  1,  1977.  through 
March  31.   1978 

ADDRESSES  Send  two  copies  of  com- 
ments to  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 
1077,  South  Building.  Washington.  D.C 
20250,  Comments  will  be  made  available 
for  public  inspection  at  the  office  of  the 
Hearing  Clerk  during  regular  business 
hours, 

FOR  FUTITHER  INFORMATION  CON- 
TACT : 

Charles  R  Brader  Deputy  Director. 
Fruit  and  Vegetable  Division,  Agri- 
cultural Marketing  Service,  US,  De- 
partment of  Agriculture,  Washington, 
DC    20250,   202-447-3545 

SUPPLEMENTARY  INFOR^L^TION 
Consideration  is  being  given  to  the  fol- 
lowing proposals  submitted  by  the  Flor- 
ida Lime  Administrative  Committee, 
established  under  the  amended  market- 
ing agreement,  and  Order  No,  911,  as 
amended  '7  CFR  Part  911'  regiUating 
the  handling  of  limes  grown  in  Florida, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  '7  USC,  601- 
674 1,  as  the  agency  to  administer  the 
terms  and  provisions  thereof. 

The  proposals  are  as  follows:  <1> 
That  expenses  that  are  reasonable  and 
likely  to  be  incurred  bv  the  Florida  Lime 
Administrative  Committee,  during  the 
period  April  1,  1977,  through  March  31. 
1978    will  amount  to  $189,200; 


(2)  That  there  is  fixed,  at  $0,20  per 
bushel  of  limes,  the  rate  of  assessment 
payable  by  each  handler  in  accordance 
with  §  911,41  of  the  aforesaid  marketing 
agreement  alid  order,  and 

( 3 )  That  unexpended  assessment  funds 
in  the  amount  of  approximately  $37,147. 
which  are  in  excess  of  expenses  incurred 
during  the  fiscal  year  ended  March  31, 
1977  shall  be  carried  over  as  a  reserve 
in  accordance  with  §5  911-42  and  911  204 
of  said  amended  marketing  agreement 
and  order. 

Dated:  June  10,  1977, 

Charles  R,  Bradek, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division.    Agricultural 
Marketing  Service. 
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[7  CFR  Part  915] 

HANDLING  OF  AVOCADOS  GROWN  IN 
SOUTH    FLORIDA 

Approval  of  Expenses  for  the  1977-78 
Fiscal  Year  and  Carryover  of  Unexpended 
Funds 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA, 
ACTION;  Proposed  rvile, 

SUMMARY  This  notice  inntes  wntten 
comments  on  proposed  expeiises  of 
$58  760  and  the  carryover  as  a  reser%e 
of  unexpended  funds  for  the  functioning 
of  the  Avocado  Administrative  Commit- 
tee for  the  1977-78  fi.scal  year.  The  com- 
mittee administers  locally  a  Federal  mar- 
keting order  program  regulating  the 
handling  of  avocados  grown  in  south 
Florida.  The  regulation  would  enable  the 
committee  to  use  available  reserve  funds 
for  Its  operational  expense? 
D'^TES  Comments  must  be  received  on 
or  before  June  29,  1977  Propased  effec- 
tive dates:  April  1.  1977,  through 
March  31,  1978 

ADDRESSES;  Send  two  copies  ui  com.- 
ments  to  the  Hearing  Clerk  United 
States  Department  of  Agriclture,  RocKn 
1077,  South  Building,  Washington,  DC, 
20250.  Comments  will  be  ma6v  available 
for  public  irispection  at  the  Office  of  the 
Hearing  Clerk  during  regular  business 
hours. 

FOR  FLTITHER  INFORMATION  CON- 
TACT: 

Charles  R  Brader.  Deputy  Director, 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service,  US  Depart- 
ment of  Agriculture,  Washington.  DC 
20250,  '202'   447-3545 

STLT'PLE'^IENTARY        INFORMATION 

Consideration  is  being  given  to  the  fol- 


lowmg  proposal  submitted  by  the  Avo- 
cado  Admmistrative  Committee   estab- 

ll^hed  under  the  marketing  agreement 
and  Order  No  915,  tx)th  as  amended  <7 
CFR  Part  915',  regiilaUixg  the  handluig 
of  avocados  grown  m  south  Florida,  ef- 
fective under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  i7  U,S.C  601- 
674',  as  the  agency  to  admini-^ter  the 
terms  and  pro\asions  thereof 

<1'  That  tlie  expenses  which  are  rea- 
sonable and  likely  to  be  mcurrec  bv  the 
Avocado  AdminLstrative  Com,mitt«-  dur- 
ing the  period  April  1,  1977,  thrr»ugh 
March  31,  1978,  will  amount  to  $58,760; 
and 

<2i  Unexpended  as.sessment  funds  in 
the  amount  of  approximately'  $63,910. 
which  are  in  excess  of  expenses  incurred 
durir^  the  fiscal  year  ended  March  31, 
1977,  shall  be  carried  over  as  a  reserve 
:n  accordance  with  J5  915,42  and  915,205 
of  the  amended  marketing  agreement 
and  .order. 

Dated    June  10,  1977 

Charles  R   Brader. 
Deputy  Director.  Fruit  and  Veg- 
etable  Division.    Agricultural 
Marketing  Service. 
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[7  CFR  Part  917] 

FRESH  PEARS,   PLUMS,  AND  PEACHES 
GROWN    IN   CALIFORNIA 

Approval  of  Peach  Commodity  Committee 
Expenses  and  Rate  of  Assessment  for 
the  1977-78  Fiscal  Period  and  Carryover 
of  Unexpended  Funds 

AGENCY'    .Agrictiltural  Marketing  Serv- 
ice, USDA 
.ACTION    Proposed  rule, 

SUMMARY  Tills  notice  invites  wntten 
com^ments  on  proposed  expen.ses  of 
$842,071  and  a  rate  of  assessment  of 
$0-065  per  lug  of  peaches  for  the  func- 
tioning of  the  Peach  Commodity  Com- 
mittee for  the  1977-78  fisciU  year  The 
Committee  ts  estaiilLshed  under  a  Federal 
m.arketing  order  program  regulating  the 
handling  of  fresh  pears,  plimns  and 
peaches  gr'/^wn  m  California,  The  rei?u- 
lation  would  enable  the  committee  lo 
collect  a«;essment  from  first  handlers  on 
all  assessable  peaches  handled  and  to  use 
the  resulting  funds  for  its  expenses. 

DATES'  Comments  must  be  received  on 
or  before  June  3-0,  1977  Propcsed  effec- 
tive dates  March  1.  1977,  tlirougr:  Feb- 
ruarv-  28,  1978 

ADDRESSES  Send  two  copies  of  com- 
ments to  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 
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1077  South  Building.  Washington.  DC. 
-^0250  Comments  will  be  made  available 
for  public  inspection  at  tiie  office  of  the 
Hearing  Cleric  during  regular  bu.sine.NS 
hours. 

FOR  FURTTIFR  INFORMATION  CON- 
TACT 
Charles  R.   Brader.  Deputy  Director, 
Fruit  and  Vegetable  Division.  Agricul- 
tural Marketing  Service.  U.S.  Depart- 
ment of  Agriculture.  Washingtoti,  DC 
20250.  202-447-3545. 
SUPPLEMENTARY       INFORMATION 
The  proposals  under  consideration  were 
submitted  by  Uie  Peach  Commodity  Com- 
mittee, established  under  the  marketing 
agreement,  as  amended,  and  Order  No. 
917.  as  amended  (7  CFR  Part  917'    The 
agreement     and     order     regulate     the 
handling    of    fresh    pears,    plums,    and 
peaches  grown  in  California  and  are  ef- 
fective under  the  appliciable  provisions 
of    the    Agricultural    Marketing    Agree- 
ment Act  of  1937,  as  amended  '7  U.SC 
601-6741. 

The  proposals  are  as  follows:  (a)  E.x- 
penses  that  are  reasonable  and  likely  to 
be  mcurred  during  the  fiscal  period  from 
March  1,  1977.  through  February  28. 
1978,  will  amount  to  $842,071. 

ibi  The  rate  of  assessment  for  the  fis- 
cal period,  payable  by  each  handler  in  ac- 
cordance with  5  917.37  is  esUblished  at 
six  and  five-tenths  cents  '$0  065'  per 
No.  22D  standard  lug  box  of  pea:hes,  or 
its  equivalent  in  other  containers  or  in 
bulk. 

(c)  Unexpended  assessment  funds  in 
excess  of  expense?;  incuri-ed  during  the 
fiscal  period  ending  February  28,  1977, 
shall  be  carried  over  in  accordance  with 
§  917.38  of  the  amended  marketing  agree- 
ment and  order. 

Terms  used  in  the  amended  marketing 
agreement  and  other  shall,  when  used 
herein,  have  the  same  meaning  ao  is  given 
to  the  respective  term  in  said  amended 
markctmg  agreement  and  order,  and  "'No. 
22D  standard  lug  box"  shall  have  the 
same  meaiimg  as  set  forth  in  Section 
1387.11  of  the  -Regulations  of  the  CaJi- 
fomia  Department  of  Food  and  Agricul- 
ture". 

Dat«d    June  9.  1977. 

CHARLrs  R.  Br.ader. 
Deputy  Director,  Fruit  and  Veg- 
etable   Division,    Agricultural 
Marketing  Service. 
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[7  CFR  Part  917] 

FRESH   PEARS.  PLUMS,  AND  PEACHES 
GROWN    IN   CALIFORNIA 

Proposed  Extension  of  Effective  Period  for 
Grade  and  Size  Requirements 

AGENCY  .Agricultural  Marketing  Serv- 
ice. USDA 

ACTION    Proposed  rule. 

SUMMARY  Tins  notice  proposes  to  con- 
tinue through  May  31.  1978.  the  cur- 
rently efTetive  grade  and  size  require- 
ments on  the  handling  of  fresh  Cali- 
fornia   plums     These    requirements    are 


PROPOSED    RULES 

needed  to  provide  for  orderly  marketing 
in  the  interest  of  producers  and 
consumers. 

DATES:  Written  comments  must  be  re- 
ceived bv  June  30.  1977.  Proposed  ef- 
fective dates  June  1.  1977  through  May 
31,  1978. 

ADDRESSES:  Written  comments  should 
be  addressed  to  the  Hearing  Clerk,  United 
States  Department  of  Agriculture,  Room 
1077,  South  Building.  Washington,  D.C 
20250.  Two  copies  of  all  written  com- 
ments should  besubmitted.  and  they  will 
be  made  available  for  public  inspection 
at  the  office  of  the  Hearing  Clerk  during 
regular  business  hours  <7  CFR  1.27(b>). 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Charles  R.  Brader,  Deputy  Director. 
Fruit  and  Vegetable  Division,  Agricul- 
tural Marketing  Service,  U.  S.  Depart- 
ment of  Agriculture.  Washington, 
DC.  20250,  telephone  (202)   447-3545. 

SUPPLEMENTARY  INFORMATION : 
Plum  Regulation  (§917.444;  42  F.R. 
26646'  sets  forth  the  currently  effe:tive 
grade  and  size  requliements  on  the  han- 
dlmg  of  fresh  California  plums.  This 
regulation  is  effective  through  July  16. 
1977.  This  proposal  would  continue  that 
regulation  through  May  31,  1978.  The 
regulation  requires  a  minmum  grade  of 
U.S.  No.  1  for  all  varieties,  except  that 
fcr  Tragedy  and  Kelsey  varieties,  an  ad- 
ditional 10  percent  tolerance  is  provided 
for  defects  not  considered  serious. 
Healed  stem  end  cracks  for  19  named 
varieties  and  gum  spots  on  Kelsey  variety 
are  exempt  from  consideration  as  dam- 
age. Minimum  size  requirements  for  44 
varieties  are  specified  in  terms  of  maxi- 
mum permissible  number  of  plums  in  an 
eight-pound  sample. 

The  proposal  was  recommended  by  the 
Plum  Commodity  Committee  under 
i  917  40  of  the  marketing  agreement  and 
Order  No  917  i7  CFR  Part  917  >,  regulat- 
ing the  handling  of  fresh  pears,  plums, 
and  peaches  gi-own  In  California,  effec- 
tive under  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  '7 
U.S.C  601-674* . 

The  proposal  is  to  amend  §  917.444  (a) . 
I  b  I ,  and  t  c  i  as  follows ; 

§  917.444      Fluni  Regulation  13. 

Order  lai  During  the  period  June  1. 
1977,  through  May  31.  1978.  no  handler 
shall  ship  any  lot  of  packages  or  con- 
tainers of  any  plums,  other  than  the 
varieties  named  in  paragraph  (b)  hereof, 
unle.ss  such  plums  grade  at  least  U.S.  No. 
1 

ib>  During  the  period  June  1,  1977. 
through  May  31,  1978,  no  handler  shall 
ship: 

•  •  •  •  * 

ici  During  the  period  June  1,  1977, 
through  May  31,  1978.  no  handler  shall 
ship  any  package  or  other  container  of 
any  variety  of  plums  listed  in  Column  A 
of  the  following  Table  I  unless  such 
plums  are  of  a  size  that  an  eight-pound 
sample,  representative  of  the  sizes  of  the 
plums  in  the  package  or  container,  con- 
tains not  more  than  the  number  of  plums 


listed  for  the  variety  in  Column  B  of  said 
table. 

•  •  •  •  ♦ 

Dated:  June  9. 1977. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Veg- 
etable   Division,    Agricidtural 
Marketing  S-ervice. 
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[  7  CFR  Part  922  ] 

HANDLING  OF  APRICOTS  GROWN  IN 
WASHINGTON 

Approval  of  Expenses  and  Rate  of  Assess- 
ment for  the  1977-78  Fiscal  Period  and 
Carryover  of  Unexpended  Furwls 

AGENCY:  Agricultural  Marketing  Serv- 
ice, USDA. 

ACTION:  Proposed  Rule. 
SUMMARY: This  notice  invites  written 
comments  on  proposed  expenses  of  $2,692 
and  a  rate  of  assessment  of  $0.70  per  ton 
of  apricots  for  the  functioning  of  the 
Washington  Apricot  Marketmg  Commit- 
tee for  the  1977-78  fiscal  year.  The  com- 
mittee administers  locaUy  a  Federal  mar- 
keting order  program  regulating  the 
handling  of  apricots  grown  in  Washing- 
ton, The  regulation  would  enable  the 
committee  to  collect  assessmente  from 
first  handlers  on  all  assessable  apricott 
handled  and  to  use  the  resulting  funds 
for  its  expenses, 

DATES:  Comments  must  be  received  on 
or  before  June  30,  1977.  Proposed  effec- 
tive dates:  April  1.  1977.  through 
March  31.  1978. 

ADDRESS:  Send  two  copies  of  comments 
to  the  Hearing  Clerk,  United  States 
Department  of  Agriculture.  Room  1077. 
South  Building,  Washington,  D.C.  20250. 
Comments  will  be  made  available  for 
pubUc  inspection  at  the  office  of  the  J 
Hearing  Clerk  during  regular  business  ; 
hours.  / 

FOR  FURTHER  INFORMATION  CON- 
TACT: -^ 

Charles  R.  Brader,  Deputy  Director. 
Fruit  and  Vegetable  Division.  Agricul- 
tural MarkeUng  Service.  U.S.  Depart- 
ment of  Agriculture,  Washington,  D.C. 
20250,  202-447-3545 

SUPPLEMENTARY       INFORMATION 
The  proposals  under  consideration  were 
submitted   by   the   Washington   Apricot 
Market  Jig  Committee,  establLshed  under 
the  marketing  agreement,  as  amended, 
and  Order  No.  922.  as  amended  "7  CFR 
Part   922),   regulating   the   handling   of 
apricots  grown  in  Washington,  effective 
under  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  am.ended  '7  U.SC 
601-674).   as   the  agency   to  administer 
the  terms  and  provisions. 
The  proposals  are  as  follows: 

(1)  Expenses  that  are  reasonable  and 
likely  to  bfe  incurred  by  %he  Washington 
Apricot  Marketing  Committee,  during 
the  fiscal  period  April  1,  1977,  through 
March  31,  1978.  will  amount  to  $2,692 

(2)  TTie  rate  of  assessment  for  the  fis- 
cal period,  payable  by  each  handler  in 
accordance  with  §  922  41,  is  established 
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at  $0.70  p«-  ton  of  afkricots  in  containers 
or  in  bulk. 

«3)  Unexpended  assessment  funds  in 
exceBs  of  expenses  incurred  during  the 
fiscal  period  ended  March  31.  1977.  shall 
be  carried  over  as  a  reserve  in  accord- 
aJice  with  §  922.42  of  the  amended  mar- 
keting agreement  and  order. 

Terms  used  in  the  marketing  agree- 
ment, as  amended,  and  order,  as 
amended,  shall  when  used  herem.  have 
the  same  meaning  as  is  given  to  tiie 
respective  term  in  the  amerKied  market- 
ing agreement  and  order. 

Dated:  June  10.  1977 

Chaeles  R   Brader. 
Deputy  Director.  Fruit  and  Veg- 
etable   Ditisiori.    Agricultural 
Marketing  Service 

|FR  Doc.77-17061  Filed  6-14-77:8:45  ami 

FEDERAL  TRADE  COMMISSION 
[  16  CFR  Part  13  ] 

[File  No  772  30191 

HEJRLOOM   COLLECTION.    INC..   ET  AL. 

Conserrt  Agreement  With  Anatysis  To  Aid 
Pubiic  Comment 

AGENCY :  Federal  Trade  Commission. 

ACTION:  Provisional  consent  agree- 
ment. 

SUMMARY:  The  consent  agreement 
contains  an  order  which,  among  other 
things,  requires  an  Indianapolis,  Ind.. 
door-to-door  seller  of  china,  crystal, 
cookware.  flatware,  and  linen,  to  cease 
violating  the  Truth- in -Lendmg  Act  by 
failing  to  provide  to  consumers,  m  con- 
nection with  the  extension  of  consumer 
credit,  such  disclosures  as  are  required 
by  Federal  Reserve  Board  regulations. 
Further,  the  order  requires  the  firm  to 
make  conspicuous  disclosure  of  cus- 
tomers' refund  rights  in  lav-a-way  plan 
agreements:  to  retain,  without  contrac- 
tual obligations,  merchaxidise  until  full 
cash  payment  is  received :  and  where  such 
purchase  is  revoked,  to  make  prompt 
refund  of  all  monies  paid  toward  full 
case  price. 

DATE:  CommestE  must  be  received  on 
or  before  August  12, 1977. 

ADDRESS:  Comments  should  be  di- 
rected to:  Office  of  the  Secretar>'.  Federal 
Trade  Commission,  6th  and  Pennsyl- 
vania Avenue.  N.W.,  Washington.  D.C. 
205«0 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Stephanie  W.  Kanwit.  Regional  Direc- 
tor. Chicago  Regional  Office.  55  East 
Monroe  Street.  Suite  1437*  Chicago.  IIL 
60603:  (312»  353-4423. 

SUPPLEMENTARY  INFORMATION : 
Pursuant  to  Section  6if )  of  the  Federal 
Trade  Commisaon  Act.  3«  Stat  721,  15 
U.SC.  46  and  §  2.34  of  the  Cranmissions 
Rules  of  P»ractioe  ( 16  CFR  2.34  • .  notice 
IS  hereby  given  that  the  following  con- 
sent agreement  containing  a  consent 
order  to  cease  and  desist  and  an  explana- 
tion thereof,  having  been  filed  with  and 
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United   ?t»tfs  or  Amebic* 
Betobe  Federal  Tr.\de  Commission 

In  the  Matter  oJ  The  Heirloom  Collection, 
Inc  A  corporallo;-.  and  Failure  Enterprises. 
lnc„  a  corporaUoi!  and  Ljnejicrest  Inc..  a 
corporaUon,  and  George  L  Douglass.  Indl- 
\'idvia]ly  ajid  as  an  i  tficer  of  said  corporaUon 

File    No.     ap-eement    contAinuig 

cousenl  order  to  cease  and  desist. 

The  Federal  Trade  Commission.  Uavinp 
initiated  an  iriveeii^c.tiion  oi  oertajn  acts  and 
pracuces  of  The  Htirloom  Collection,  Inc  . 
Future  Enterprise!'  I:.c  .aiid  Ijcencrest.  Inc  , 
corporations,  and  George  L.  DouglBsa.  indi- 
vidaaiiy  and  as  an  officer  of  said  corporations, 
and  it  now  appearing  that  The  Heirioom 
CollectKMi.  Inc  .  Futare  Enterpriaes.  Inc  .  and 
Ijlnencrest.  Inc  c  .rporatiou^  and  George 
L.  Ooug-lasE.  iBdiviCaaUy  and  as  an  officer  of 
said  oorporatjons  Kt  .-Teinaf  ler  sometimes  re- 
ferred to  as  proposec  respondents,  are  will- 
ing to  enter  into  a;;  agreenient  cantalnlng 
an  order  to  cease  :i:.d  de.siht  from  the  use  of 
the  acts  and  prac:ues  being  iHTestipated. 

It  is  hereby  agreed  by  and  between  The 
Heirloom  CSollection  Inc..  Future  Enterprises, 
Inr  ,  and  Linencresi  Inc..  by  their  duly 
authorized  officer.  ;i:.d  George  L  Douglase, 
individually  and  as  ;i:i  officer  of  said  corpora- 
tions, and  their  att*.,rr.ey.  and  counsel  for  the 
Federal  Trade  Commission  that : 

1.  Proposed  respondent  The  Heirloom  Col- 
lection. Inc  Is  a  corporatioTi  oj-ganlzed. 
existing  and  doing  business  under  and  by 
virtue  of  the  lawj>  of  the  State  of  Indiana 
With  its  prmcip:.!  office  and  place  of  busi- 
ness located  at  2424  East  55th  Street.  In- 
dianapolis. Indiai.a  46220 

Proposed  respondent  Future  Enterprises 
Inc  is  a  corporation  organized,  existing  and 
doling  business  under  and  by  virtue  oT  the 
laws  of  the  State  of  Indiana  with  its  prin- 
cipal office  and  pLice  of  business  located 
at  2424  Ea,st  55th  Street,  Indianapolis,  In- 
diana 46220 

Proposed  respondent  Linencrest.  Inc  is  a 
corporation  organl7ed.  existing  and  doing 
business  under  and  by  virtue  of  t  he  laws 
of  th'e  State  of  Indiana  with  Its  principal 
office  and  place  of  business  located  at 
2424  East  55th  Street.  Indianapolis.  Indiana 
46220 

Proposed  respondent  George  L  Douglass 
is  an  officer  of  each  of  the  corporate  re- 
F.pondents  He  formulates,  directs  and  con- 
trols the  policies,  acts  and  practices  of  said 
corporations  and  his  address  is  the  same 
as  that  of  said  corporations. 

2  Proposed  respondents  admit  an  the 
Jurisdictional  facts  set  forth  In  the  draft 
of  coraplaii.r  here  attached- 

3  Proposed  respondents  waive: 

I  a)    Any  further  proceduraj  steps  " 

(bi  The  requirement  thai  the  Commis- 
sions decision  contain  a  statement  of  find- 
ings of  fact  and  conclusions  of  law.  and 

ic)  All  right-s  to  seek  judicial  review  or 
otherwise  to  challenge  or  contest  the  validity 
of  the  order  entered  pursuant  to  this  agree- 
ment. 

4.  Tliis  agreement  shall  iK>t  become  a 
part  of  the  official  record  of  the  proceeding 
unless  and  until  it  te  accepted  by  the  Com- 
misisou  If  this  agreement  is  accepted  by 
the  Commission  it.  together  with  the  draft 


of  complatnt  contemplated  thereby  wUl  be 
placed  on  the  public  record  for  a  period  of 
sixty  (SO)  days  and  information  in  respect 
thei^io  p\ib!)cly  release^t  and  such  accept- 
ance may  be  w-tthdrawn  by  the  Oommis-ston 
if  comments  or  view^s  jiTibiTiirted  to  the  Com- 
mission dl=cK>se  facts  or  r>>nsiderat4oTis  whK* 
indicate  that  the  order  contatoed  in  the 
ap^ement  ts  inappropriate .  improper  or 
inadeauate 

5  This  agreement  is  for  wttlement  pur- 
fxjses  on!v  and  does  not  constitute  an  ad- 
mission by  proposed  respondents  that  the 
law  has  been  violated  a.s  alleged  in  the 
draTt   of  ccmpla'.nt  here   attached 

6  This  agreement  contempUte«  that.  If 
it  fcs  accepted  by  the  Commission  and  U 
such  acceptance  is  not  subsequently  with- 
drawn by  the  Commission  pursuant  to  the 
provisions  of  Sec  2  34  of  the  Commission's 
Rules,  the  Commission  may  without  further 
notice  to  proposed  respondents  (11  Issue 
Its  complaint  corresponding  in  form  and 
substiiice  with  the  draft  of  complaint  here 
attached  and  lU  decision  containing  the  fol- 
lowing order  to  cease  and  deirlrt  In  dlsposl- 
Uon  of  the  proceeding  a:.d  i2)  make  tn- 
formation  public  in  respect  thereto  When 
so  entered  the  order  to  ce?se  and  desist 
shall  have  the  same  force  and  effect  and 
may  be  altered,  modified  or  set  aside  In 
tve  same  manner  find  within  the  same 
time  provided  by  statute  for  other  orders 
The  order  shail  be<ome  final  upon  service 
Mailing  of  the  complalnT  and  decision  con- 
taining Uie  agreed -to  order  to  proposed 
respondent.-  address  as  stated  in  this  agree- 
ment shaJl  constitute  service  Propo.sed 
respondents  waive  any  right  they  may  have 
U>  any  other  manner  of  service  The  com- 
plaint may  be  used  m  construing  the  terms 
of  the  order  at;d  no  agreement  understand- 
ing representation,  or  interpretation  not 
contained  in  the  order  or  the  a^rreement 
may  be  used  to  vary  or  contradict  the 
terniK  of  the  order 

7  Prt>pobed  respoudents  have  read  the 
proposed  complaint  and  order  contemplated 
hereby,  and  ihey  understand  that  once  the 
order  has  been  issued,  they  wUl  be  required 
ij  nle  out-  i^r  jixre  compliance  reports  show- 
ing thai  they  have  fully  complied  with  the 
order  and  that  they  may  be  liable  for  a 
civil  penalty  in  the  amc>uiit  provided  by 
law  for  each  violation  of  the  order  after 
it   becomes   l^aal 

ORnm 

It  u  ordered.  That  respondents  The  Heir- 
loom Colieclion.  Inc  .  a  corporaUon.  Future 
Enterprises.  Inc  .  a  corporaUon..  aiid  Lilien- 
crest  Inc..  a  corporation  their  successors 
and  a-'signs.  and  their  oSicers  and  George  L 
liouglass,  mdivKluaUy  aud  a-s  an  officer  of 
said  corporations  ana  respondents  agento. 
representatives  and  eoipioyc-es.  directly  or 
through  any  corporation,  subsMiiary  division 
or  any  other  device  ui  connection  with  the 
^entension  or  arrangement  for  the  extension 
of  ■consumer  credit  a-  defined  in  Regula- 
tion Z  1 12  CFR  226)  of  the  Truth  m  Landing 
Act  (PL  90-321.  15  U.S.C.  1601  et  seq  ) ,  do 
forthwith  cea**  ax>d  desist  from 
...^1  Palling  to  disciohe  the  price  at  which 
respordents  in  tiie  regular  course  of  busi- 
ness. ofTer  to  seii  for  cash  the  property  which 
ts  the  subject  of  Uie  credit  sale  using  the 
term  cash  price  a.'  required  by  SecUon 
226  8(C)(1)  of  HegulaUonZ 

2  Failing  to  disclose  the  amount  of  any 
downpaymenl     in    money      using    the    term 

•cash    downpayment      a-^    required    by    Sec- 
tion 226.e<c  1(2)  of  Regulation  Z 

3  Failing  to  disclose  the  diflerence  be- 
tween the  cash  prKe  and  the  cash  down- 
payment  .  using  the  term  unpaid  balance 
of  cash  prioe  .  as  required  by  SecUon  226£ 
( c)  ( 3  I  of  Regulation  Z 
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4  Palling  to  disclose  the  sum  of  the  •un- 
paid balance  of  cash  price"  and  all  other 
charges  Individually  Itemized,  which  are  In- 
cluded In  the  amount  financed  but  which 
are  not  part  of  the  finance  charge,  using  the 
term  "unpaid  balance",  as  required  by  Sec- 

•  tlon  226  8(c)  I  5)  of  Regulation  Z 

5  Palling  to  disclose  the  amount  of  credit 
extended,  using  the  term  "amount  financed". 
as  determined  and  required  by  Section  226  8 
ic)  (7)  of  Regulation  Z 

6  Palling  to  disclose  the  sum  of  the  cash 
price,  all  charges  which  are  included  in  the 
amount  financed  but  which  are  not  part  of 
the  finance  charge,  and  the  finance  charge, 
using  the  term  "deferred  payment  price",  as 
required  by  Section  226  8cc)  (6)  ill)  of  Regu- 
lation Z 

7  Palling  to  dtsclose  the  number,  amount, 
and  due  date  or  periods  of  payments  sched- 
uled to  repay  the  indebtedness,  as  required 
by  Section  226  8(b)  (3)  of  Regulation  Z 

8  Palling  to  disclose  the  sum  of  the  pay- 
ments scheduled  to  repay  the  Indebtedness, 
using  the  term  "total  of  payments",  as  re- 
quired by  Section  226  8|b)(3)  of  Regula- 
tion Z 

9  Falling  to  describe  or  Identify  the  type 
of  any  security  Interest  held  or  to  be  re- 
tained or  acquired  bv  the  creditor  In  con- 
nection with  the  extension  of  credit,  and 
to  clearly  Identify  the  property  to  which  the 
security  Interest  relates,  as  reoulred  by  Sec- 
tion 226  8ib)  (5)  of  Regulation  Z 

10  Palling  to  identify  the  method  of  com- 
puting any  unearned  portion  of  the  finance 
charge  in  the  event  of  prepayment  of  the 
obllearton  an^l  to  ^t'lte  the  amo\int  or 
method  of  comoutatlon  of  any  charge  that 
may  be  deducted  from  the  amount  of  any 
rebate  of  such  unearned  finance  charee  that 
will  be  credited  to  the  obligation  or  refunded 
to  the  customer,  ps  reoulred  by  Section  226  8 
(b)(7i  of  Regulation  Z. 

11  Failing  to  disclose  the  "annual  percent 
age  rate"  accurately  to  the  nearest  auarter  oi 
one  percent  In  accordance  with  Section  226  5 
as  required  by  Section  226.8(b)  (2)  of  Regu- 
lation Z 

12.  Palling  in  any  consumer  credit  trans- 
action to  make  all  disclosures  that  are  re- 
quired by  Sections  226  4.  226  5,  226  6  and 
226  8  of  Regulation  Z  In  the  manner,  form 
and  amount  specified  therein 

Provided,  houever  That  layaway  plans  shall 
not  be  considered  extensions  of  credit  sub- 
ject to  the  provisions  of  Regulation  Z  If 
under  such  layaway  plans:  one.  respondents 
retain  the  merchandise  for  the  customer 
until  the  cash  price  is  paid  In  full:  two.  the 
customer  has  no  contractual  obligation  to 
make  payments  and  may.  at  his  option,  re- 
voke a  purchase  made  under  the  plan  and 
request  and  yecelve  prompt  refund  of  any 
amoimts  paid  toward  the  cash  price  of  the 
merchandLse:  and.  three,  the  customer  re- 
ceives a  clear  and  con.^plciious  written  dis- 
closure contained  m  the  layaway  plan  agree- 
ment of  his  rlghi  to  a  full  refund 

It  ii  further  ordered.  That  the  respondent 
corporations  shall  forthwith  distribute  a 
copy  of  this  order  to  each  of  their  operating 
divisions. 

It  is  further  ordered.  That  respondents  de- 
liver a  copy  of  this  order  to  cease  and  desist 
to  all  present  and  future  personnel  of  re- 
spondents engaged  in  the  sale  of  the  re- 
spondents' goods  or  services,  and  that 
respondents  secure  a  signed  statement 
acknowledging  receipt  of  said  order  from 
pach  such  person  . 

It  n  further  ordered  That  the  Individual 
respondent  named  herein  promptly  notify 
the  Commission  of  the  discontinuance  of  his 
present  business  or  employment  and  of  his 
atflllation  with  a  new  business  or  employ- 
ment In  addition,  for  a  period  of  ten  years 
from  the  effective  date  of  this  order,  the 
respondent   shall   promptly  notify   the   Com- 


mission of  each  affiliation  with  a  new  busi- 
ness or  employment  Elach  such  notice  shall 
Include  the  respondents  new  business  ad- 
dress and  a  statement  of  the  nature  of  the 
business  or  employment  In  which  the  re- 
spondent Ls  newly  engaged  as  well  as  a  de- 
scription of  respondent's  duties  and  respon- 
sibilities in  connection  with  the  business  or 
employment.  The  expiration  of  the  notice 
provLslon  of  this  paragraph  shall  not  afTect 
any  other  obligation  arising  under  this  order. 

It  is  further  ordered,  That  respondents 
notify  the  Commission  at  least  thirty  (30) 
days  prior  to  any  proposed  change  In  the 
corporate  respondents,  such  as  dissolution, 
a.ssignment  or  sale  resulting  In  the  emergence 
of  successor  corporations,  the  creation  or 
dissolution  of  subsidiaries  or  any  other 
change  In  the  corporations  which  may  affect 
compliance  obligations  arising  out  of  the 
order 

tt  xs  further  ordered.  T^at  respondents 
maintain  at  all  times  In  the  future,  for  a 
period  of  not  less  than  three  (3)  years,  com- 
plete business  records  to  be  furnished  upon 
request  to  the  staff  of  the  Federal  Trade 
Commission,  relative  to  the  manner  and  form 
of  their  continuing  compliance  with  all  the 
above  terms  and  provisions  of  this  order. 

It  us  further  ordered,  That  the  respondents 
herein  shall  within  sixty  (60)  days  after  serv- 
ice upon  them  of  this  order,  file  with  the 
Commission  a  report.  In  writing,  setting 
forth  in  detail  the  manner  and  form  In  which 
they  have  complied  with  this  order. 

The  Hediloom  Collection.  Inc.,  et  al 
Pile  No.  772  3019 

.\nalysis  of  proposed  consent  order  to  aid 
public  comment 

The  Federal  Trade  Commission  has  ac- 
cepted an  agreement  to  a  proposed  consent 
order  from  The  Heirloom  Collection,  Ine., 
Future  Enterprises.  Inc.,  Unencrest,  Inc.  and 
Mr  George  L  Douglass,  an  officer  of  all  the 
corporations. 

The  proposed  consent  order  has  been 
placed  on  the  public  record  for  sixty  (60) 
days  for  reception  of  comments  by  interested 
persons  Comments  received  during  this  pe- 
riod will  become  part  of  the  public  record. 
After  sixty  (60)  days,  the  Commission  will 
again  review  the  agreement  and  the  com- 
ments received  and  will  decide  whether  It 
should  withdraw  from  the  agreement  or 
make  final  the  agreement's  proposed  order. 

The  Heirloom  Collection,  Inc.,  Future  En- 
terprises, Inc  .  and  Unencrest,  Inc.  are  all 
Indiana  corporations  engaged  In  the  door- 
to-door  sale  of  either  china,  crystal,  cook- 
ware,  flatware  or  linen  to  the  general  public 
George  L  Douglass  Is  an  officer  of  all  the  cor- 
porations and  he  formulates,  directs  and  con- 
trols the  policies,  acts  and  practices  of  the 
corporations 

The  complaint  alleges  that  In  retail  In- 
stallment contracts  used  by  Future  Enter- 
prlse.'5.  Inc  the  corporation  failed  to  make 
mandatory  disclosure  by  use  of  the  manda- 
tory term  "deferred  payment  price'  where 
appropriate,  failed  to  disclose  the  number, 
amount  and  due  date  of  payments:  failed  to 
Identify  the  method  of  computing  any  un- 
earned portion  of  the  finance  charge  to  be  re- 
turned in  event  of  prepayment:  and  failed  to 
disclose  the  "annual  percentage  rate"  accu- 
rately to  the  nearest  quarter  of  one  percent 
The  complaint  alleges  that  all  of  the  above 
actions  were  violations  of  Regulation  Z  of  the 
Truth  In  Lending  Act 

The  complaint  further  alleges  that  re- 
spondents The  Heirloom  Collection,  Inc.  and 
Linencrest.  Inc.  have  customers  execute  lay- 
away contracts  for  the  sale  of  merchandise 
Under  the.se  contracts  customers  agree  to  pay 
for  merchandise  in  more  than  four  Install- 
ments and  respondents  retain  the  merchan- 
dise  for   most   of   their   customers   until   the 


cash  price  Is  paid  In  full  The  contracts  do 
not,  however,  give  customers  a  right  to  can- 
cel the  contract  prior  to  full  payment  and 
delivery  and  receive  a  full  refund  of  any 
money  already  paid  toward  the  cash  price 

The  complaint  alleges  that  the  layaway 
sales  are  therefore  "credit  sales"  and  that 
retail  installment  contracts  used  by  the  cor- 
porations violate  Regulation  Z  of  the  Truth 
In  Lending  Act  because  they  failed  to  make 
all  required  consumer  credit  cost  disclosures 
using  the  followmg  mandatory  wording 
"cash  price",  "ceish  downpayment ".  "unpaid 
balance  of  cash  price  ".  "unpaid  balance". 
•■amount  financed  ".  "deferred  payment 
price",  and  "total  of  payments".  In  addition, 
the  complaint  alleges  failure  to  disclose  the 
number,  amount  and  due  date  of  payments: 
failure  to  make  a  description  or  Identifica- 
tion of  the  type  of  security  Interest  held  by 
the  firms:  and  failure  to  Identify  the  method 
of  computing  any  unearned  portion  of  the 
finance  charge  to  be  returned  in  event  of  pre- 
payment. 

The  consent  order  would  prohibit  the  al- 
leged violations  of  law  and  require  full  com- 
pliance with  all  applicable  disclosure  require- 
ments of  Regulation  Z  of  the  Truth  In  Lend- 
ing Act. 

The  consent  order  also  Includes  a  provision 
that  states,  for  the  first  time  in  any  Federal 
Trade  Commission  order,  that  layaway  plans 
would  not  be  considered  extensions  of  credit 
subject  t»  Regulation  Z  if  under  such  plans: 
one,  respondents  retain  the  merchandise  for 
the  customer  until  the  cash  price  is  paid  in 
full;  two,  the  customer  has  no  contractual 
obligation  to  make  payments  and  may.  at  his 
option,  revoke  a  purchase  made  under  the 
plan  and  request  and  receive  prompt  refund 
of  any  amounts  paid  toward  the  cash  price 
of  the  merchandise:  and.  three,  the  customer 
receives  a  clear  and  conspicuous  written  dis- 
closure contained  In  the  layaway  plan  agree- 
meit  of  his  right  to  a  full  refund 

The  purnose  of  this  analysis  is  to  facilitate 
public  comment  on  the  proposed  order,  and 
it  is  not  Intended  to  constitute  an  official 
interpretation  of  the  agreement  and  proposed 
order  or  to  modify  In  any  way  their  terms. 

James  A.  Tobin. 
Acting  Secretary. 

IPRDoc.77-16956  Filed  6-14-77;8:45  ami 


[16CFRPartl3] 

[Docket  No  9062] 

TRW  FOODS,  INC.,  ET  AL. 

Consent  Agreement  With  Analysis  to  Aid 
Public  Comment;  Correction 

AGENCY:  Federal  Trade  Commission. 

ACTION:  Correction. 

SUMMARY:  This  document  corrects  a 
Consent  Agreement  witii  Analysis  to  Aid 
Public  Comment  in  the  Matter  of  TRW, 
Inc.,  that  was  published  in  the  Federal 
Register  on  Friday.  June  3.  1977  (42  FR 
28550). 

EFFECTIVE  DATE :  June  15,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Paul  R  Peterson,  Regional  Director. 
Cleveland  Regional  Office.  Federal 
Trade  Commission,  1339  Federal  Office 
Bldg.,  1240  East  Ninth  Street.  Cleve- 
land, Ohio  44199,  216-522-4207. 

SUPPLEMENTARY  INFORMATION: 
The  following  correction  is  made  in  FR 
77-15720:  (1»    Page  28551.  f^rst  ordering 
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3^51' 


paragraph,  seventh  line,  substitute  the 
word  '"such"  for  the  word  "any". 

James  A   Tobik. 
Acting  Secretary. 

IFR  IX)C.77-17020Ptl«d«-14-r7: 8:45  ami 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Alcohol,  Tobacco  and  Firearms 

[  27  CFR  Part  4  ] 

INoUce  No.  304  amended] 

LABELING    AND   ADVERTISING   OF   WINE 

Appellation  of  Origin.  Grape  Type 
Designations,  Etc. 

AGENCY:   Bureau  of  Alcohol.  Tobacco 
and  Firearms.  Trea5ur>-. 

ACTION :  Proposed  rules,  hearing. 

SUMMARY;  Our  notice  no  304  '41  FR 
50004.  November  12  1976'  proposed 
amended  regulations  relating  to  "Appel- 
iations  of  orlgm".  "Viticultural  areas". 
"Estate  bottled"  labelling,  "Grape  type 
destinations",  and  -ATF  seal  wine  As  a 
result  of  testimony  at  public  hearings 
and  written  comments  on  the  proposal. 
we  have  made  signifVcanl  changes  in 
many  of  the  proposed  regulations,  and 
have  expanded  the  proposal  to  iiiclude 
other  significant  amendments,  particu- 
larly to  ?  4.35.  Name  and  address  Due  to 
the  substantive  nature  of  the  amend- 
ments, we  are  publishing  an  amended  no- 
tice of  hearing  with  public  hearings 
scheduled  for  August  2-3  in  Washington 
and  August  23-25  in  San  Francisco 

In  general  terms,  the  amendments 
would  <1)  drop  the  provisions  for  a  new 
class  of  wine  known  as  "ATF  seal"  wine: 
i2^  prohibit  the  use  of  the  term  "Estate 
bottled"  after  January  1.  1983:  i3)  re- 
quire that  wine  labeled  with  a  grape  type 
tv-anetal)  designation  be  deriwd  from 
not  less  than  75  percent  of  grapes  of  that 
variety  (except  in  the  case  of  Vitis  La- 
brusca  varieties  such  as  Concord,  which 
would  require  only  51  percent  < .  and  that 
the  minimum  percentage  of  that  grape 
be  shoviTi  on  the  label;  <4>  redefine  \nti- 
cultural  areas  and  vineyards  as  appella- 
tions of  origin  of  a  special  class  known 
as  controlled  appellations,  requiring  that 
no  less  than  85  percent  of  the  grapes  used 
to  make  a  wine  lal>eled  with  a  vlticultural 
area,  and  no  less  than  95  percent  for  a 
vineyard,  be  grown  within  the  confines  of 
the  appropriate  area:  i5i  completely  re- 
draft section  4  35.  Name  and  address,  to 
provide  that  the  actual  place  that  any 
operation  is  performed  <  rather  than  the 
prmcipal  business  address'  be  disclosed. 
and  that  the  registry  number  of  the  bot- 
tjer  be  shown,  in  conjtmction  with  the 
bottlers  name  In  addition,  the  various 
terms  which  may  be  used  have  been 
strictly  limited  and  defined,  and  include 
a  definition  for  the  term  "Produced  by 
which  would  require  that  95  percent  of 
the  grapes  be  fermented  by  the  producer; 
(6 1  prohibit  the  use  of  foreign  terms  on 
domestic  wines  which  either  describe  a 
partKular  conditkHi  oi  the  grapes  at  the 
time  of  harvest  <such  as  "Auslese")  or  de- 
note quality  under  foreign  law  <such  as 


'•Qualitatswein'  '7)  providefor  theuse 
of  the  qualifyir.  •  word  "Brand"  or  the 
symbol  ■'«TM>'  in  brand  names  of  geo- 
graphical signif.  :  nee  or  containing  the 
word  "Vineyarc  or  "Vineyards"  in 
smaller  type  su-  than  the  brand  name 
itself,  or,  alterrrively.  allow  the  symtwl 
iR'  where  the  :  -and  name  is  registered 
with  the  US  Pft-^nt  and  Trademark  Of- 
fice; <8'  drop  ':  e  requirement  which 
would  have  beer  applicable  to  seal  wine, 
that  the  month  ;.r,G  year  of  fill  be  shown 
on  the  label;  and  i9i  make  editorial  and 
conforming  changes  in  §  4  64.  relating  to 
advertising. 

To  facilitate  reference  to  fuUer  expla- 
nations of  the  above  changes,  the  num- 
ber.s  used  above  have  been  keyed  to  the 
supplementan,-  uKormation 

DATES  Submit  comments  by  Septem- 
ber 26.  1977. 

Washifigton  L  C.  hearing.  Submit 
requests  to  prest-i.t  orai  testimony'  by 
July  25.  1977.  Heaiuig  held  on  August  2 
at  10  00  ajn  aiid  7:30  pjn..  and  on 
August  3  at  10 :  00  a  m. 

San  Francisco  hennng.  Submit  re- 
que«ts  to  present  orai  testimony  by 
August  16.  1977  Hearuig  held  on  August 
23  at  10:00  a.m  and  7:30  pjn.,  and  on 
Augiist  24  aind  25  al  10  00  a.m. 

Itie  hearmg  record  will  cloBe  at  5:00 
pjn.,  September  26,  1877. 

ADDRESSES  Ser.d  comnwnts  and  re- 
quests to  testify  lo  Director.  Bureau  of 
Alcohol.  Tobacco  and  Firearms  Wash- 
ir^toti.D  C  20226 

The  Washington.  DC  hearing  will  be 
held  in  Room  6041  Federal  BuiWing. 
1200  Pennsylvania  Ave.  Washington, 
DC 

The  San  Francisco  hearing  will  be  held 
at  the  H>-att -Regency  Hotel.  6  Embar- 
cadero  Center.  San  Francisco.  Cah- 
fomia 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

T^e  principal  author.  D  R.  Royce.  Re- 
search and  Regulations  Braiich.  Bur- 
eau of  Alcohol.  Tobacco  and  Firearms. 
1200  Pennsylvaiua  Avenue,  Washing- 
ton. D.C   20226.  202-566-7626. 

SUPPLEMENTARY       INFORMATION : 

Previous  Notice  i304) 

Our  notice  no  304  pro%Tded.  basically, 
for  the  creation  of  a  new  categor>'  of 
domestic  wines  to  be  known  as  "ATF 
seal"  wines,  which  would  be  subject  to 
mucli  tighter  regulatory  controls  than 
non-seal  wines  Briefly,  seal  wines  would 
haw  been  required  to:  il'  bea.r  a  geo- 
grap+iical  designation  of  origin,  kno\*-n 
a,  a  "Vlticultural  area",  or  the  name  of 
a  vineyard:  12'  be  derived  from  grapes 
95  percent  of  which  were  grown  in  the 
labeled  vlticultural  area  or  nneyard;  (3  > 
bear  the  month  and  year  of  fill  on  the 
label:  and  (4>  if  labeled  with  a  grape 
type  ivirietal'  designation,  be  made 
from  85  percent  of  the  labeled  grape 

A  vlticultural  area,  which  could  have 
been  used  as  a  designation  of  ongm  for 
eitJier  seal  or  non-seal  wine,  was  defined 
as  an  area  based  on  geographical  fea- 


tures, the  boundartes  of  whKh  were  to 
be  defined  by  ATF  h  \nneyard  designa- 
Uon  would  have  been  limited  to  use  wi 
.*al  wine,  and  was  d^ned  as  a  continu- 
ous plot  of  land  under  the  same  o'R-ner- 
ship.  planted  to  grape?  Vine>ard  labeled 
^-ine  would  also  have  been  required  to 
show  the  location  of  the  \-ineyard  in 
graphic  or  narrative  form 

Proposed     domestic     non-seal     wines 
wouM  ha>-e  been  subiert  to  basically  the 
same  regulations  as  they  presently  are 
Where  an  appeflation  of  ongin  (defined 
as    the   United    States     a    State,    or    a 
ccKinty  <or  viticultural  area  Ti,-as  used  as 
a  designation  of  origin.  75  percent  of  the 
grapes  used  to  make  the  wine  would  have 
been  required  to  have  been  grown  in  the 
specified  area   If  labeled  with  a  vanetal 
designation     51    percent   of   the  graoes 
would  have  been  required  to  be  of  that 
variety,   all   of    which   would   have  been 
required  to  \x:  grown  in  the  labeled  area 
The  term  •'Estate  bottled  '  would  have 
been  limited  to  use  on  seal  wines    and 
would  have  required  ell  erf  the  grapes  to 
have  tjeen  grown  on  land  owned  or  con- 
trolled by^the  bottling  winery  wtthin  a 
single  vlticultural  area  or  vineyard 

Isabels  displaying  brand  trade,  or 
corporate  nanr»es  of  geographical  signif- 
icance or  those  cont'iining  the  word 
"vinevard"  of  "vinerards"  would  not 
have  been  afiKOved  after  the  No^'ember 
12  publication  date  of  notice  no  304, 
and  brand  names  of  that  tjTse  would 
have  required  qualification  with  the 
^-ord  "brand"  m  the  same  size  and  stvle 
of  type  and  as  conspicuous  as  the 
brand  name 

Action   Proposed   as  a  Rjbsult  of 
Comments  and   Testimony 

1  ATF  seal  \c-\ne  Comments  and 
testimony  were  strongly  against  the  ATF 
seal  concept  on  the  basis  that  the  con- 
sumer would  consider  the  seal  sis  infer- 
ring government  approsal  of  the  quality 
of  the  wine  in  the  bottle  After  considera- 
tion of  the  comments  and  testimony,  we 
agree  that  the  seal  might  be  seen  as  a 
quality  guarantee  bv'  the  consumer  not- 
withstanding a.s.'^urances  to  the  contrary- 
by  ATF.  We  have  therefore  dropped  the 
ATF  seal  wine  proix>sal 

i2'  Estate  hottUng  Comments  and 
testimony  on  the  "Estate  bottled"  defini- 
tion varied  widely  Se\e:  al  consumers 
suggested  that  the  term,  as  we  defined  it, 
has  no  real  meaning  to  consumers  which 
can  be  discerned  from  the  words  We 
agree  with  that  position  and  we  propo.se 
to  ban  the  use  of  the  term  on  all  wine 
"Estate  bottled"  is  a  widely  used  term  in 
this  country  We  feel,  however,  that  the 
consumer  is  poorly  served  by  the  unre- 
stricted use  of  the  term,  as  the  real  mean- 
ing of  the  words  does  not  agree  with  its 
varied  usage  m  this  country 

In  recognition  of  the  possible  economic 
hardship  to  some  industry  members 
which  a  ban  on  the  use  of  the  term  "Es- 
tate bottled  would  cau.se.  wine  so  labeled 
could  be  removed  from  wnnerv-  premises 
until  January  1  1983  if  the  label  was  ap- 
proved prior  to  the  publication  date  of 
this   document.   Labels   approved  on  or 
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after  the  publication  date  of  this  docu- 
ment containing  the  term  "Estate  bot- 
tled" will  be  terminated  automatically 
on  the  effective  date  of  f^nal  regulations 

1 3  >  Varietal  labeling.  At  our  hearing  in 
San  Francisco,  witnesses  representing 
over  90  percent  of  the  California  wine 
industry  recommended  a  75  percent  min- 
imum varietal  content,  all  of  which 
would  be  required  to  come  from  the 
labeled  area  of  origin.  With  one  excep- 
tion, this  minimum  percentage  was  sup- 
ported by  individual  West  Coast  wineries 
One  California  winer>'  suggested  that  67 
percent  would  be  high  enough  to  assure 
the  consumer  that  the  wine  had  the 
character  of  the  grape  for  which  it  was; 
named  Some  eastern  wineries,  engaged 
in  the  production  of  native  and  French 
hybird  grape  wines,  suggested  that  these 
were  too  strongly  flavored  to  be  palatable 
at  75  percent 

Consumers  generally  favored  higher 
varietal  percentages,  some  even  as  high 
as  100  percent  Consumers  generally 
agreed,  however,  that  if  the  percentage 
was  less  than  100.  the  actual  percentage 
of  the  principal  grapes  should  be  .shown 
on  the  label,  or  that  the  percentage  of 
each  variety  in  the  blend  should  be 
shown  'percentage  labeling) . 

As  a  result  of  the  comments  and  testi- 
mony cit«d.  the  Bureau  has  amended  its 
proposed  regulations  regarding  grape 
type  '  varietal  >  labeling  to  require  that 
(1 1  wine  labeled  with  a  varietal  name  be 
derived  from  grapes  not  less  than  75  per- 
cent of  \4hich  are  of  the  labeled  variety: 
<2>  the  minimum  percentage  of  the 
lal)eled  variety  be  shown,  unless  it  is  100 
percent;  and  '3'  Uie  entire  minim.um 
percentage  of  the  vanety  shown  on  the 
label  be  grown  in  the  appellation  of 
origin  area  shown  on  the  label 

In  the  case  of  many  Vitis  Labrusca 
varieties  'Concord,  etc  ' .  other  native 
varieties  <  such  as  the  Scuppemong  > .  and 
some  French  hybrids  '  Baco  Noir.  etc  > 
comments  and  testimony  indicated  that 
a  75  percent  mimmum  varietal  require- 
ment would  result  in  wines  of  such 
strong  flavor  as  to  be  unpalatable  In  the 
case  of  Vitis  Labrusca  vaneties.  we  are 
proposing  to  require  that  these  be  made 
with  not  less  than  51  percent  of  the 
named  vanety.  provided  that  the  mini- 
mum percentage  is  shown  on  the  label 
Although  we  have  made  no  specific  pro- 
posals on  the  subject  of  French  hybrids. 
Muscadines,  and  other  native  grapes, 
testimony  as  to  the  characteristics  of 
wine  made  from  different  percentages  of 
these  grapes  is  mvited. 

In  addition,  provision  has  been  made 
for  the  use  of  two  or  more  varietal  names 
to  be  used  as  a  type  designation  if  the 
wine  Ls  labeled  with  a  controlled  appella- 
tion I  viticultural  area  or  vineyard' .  and 
the  percentage  of  each  variety  used  is 
shown  on  the  label.  A  two  percent  toler- 
ance would  be  allowed. 

'4 1  ADvellations  of  origin.  This  pro- 
posal defines  appellations  of  origin  to 
include  viticultural  areas  and  vineyards, 
as  well  as  countries.  States,  and  counties. 
Vitcultural  areas  and  vineyards  will  be 
termed    "Controlled    appellations"    and 


would  be  subject  to  more  stringent 
requirements. 

Unlike  countries.  States  and  counties, 
controlled  appellations  are  intended  to 
cover  areas  with  distinctive  viticultural 
qualities,  so  that  the  integrity  of  these 
appellations  becomes  more  important. 
For  this  reason,  we  propose  that  larger 
percentages  of  the  grapes  be  required  to 
be  grown  in  appellation  areas  as  these 
areas  become  more  confined.  More 
specifically,  we  are  proposing  that  the 
present  75  percent  requirement  be  main- 
tained for  appellations  consisting  of 
political  subdivisions,  while  the  required 
[percentage  would  be  increased  to  85  per- 
cent for  viticultural  appellations,  and  to 
95  percent  for  vineyards. 

As  an  aid  to  consumers,  we  intend  to 
publish;  the  names  and  boundaries  of  ap- 
proved viticultural  areas  in  a  new  regu- 
laloi-y  part.  27  CFR  Part  9.  which  will  be 
created  for  that  purpose.  We  also  intend 
to  publish  a  list  of  approved  vineyard 
names,  and  we  will  make  available  copies 
of  maps  showing  vineyard  boundaries. 

Although  Industry  comments  and  tes- 
timony opposed  the  proposal  that  the 
location  of  the  vineyard  be  shown  on  the 
label,  we  continue  to  feel  that  this  infor- 
mation should  be  shown  on  vineyard  la- 
beled wine  We  are.  therefore,  continu- 
ing to  propose  this  requirement,  and  will 
con.sider  further  comments  on  the  Issue 
before  promulgating  a  final  regulation. 

In  connection  with  county  appella- 
tions, the  mdustry  suggested  that  multi- 
county  appellations  be  allowed,  arguing 
that  such  appellations  are  more  mean- 
ingful than  State  apF>ellations  At  this 
time,  we  are  not  persuaded  that  the  use 
of  multi-county  appellations  should  be 
permitted  The  use  of  more  than  one 
area  as  an  appellation  always  raises  the 
question  as  to  what  percentage  of  grapes 
come  from  each  area.  In  the  case  of  va- 
rietal wine,  further  questions  are  raised 
as  to  the  percentage  of  the  named  va- 
riety coming  from  each  county,  and  in 
the  case  of  wine  labeled  with  two  varie- 
ties and  a  multi-county  appellation,  the 
percentage  game  becomes  even  more 
complex  Unless  it  can  be  shown  that 
the  use  of  multi-county  appellations  can 
be  intelli^bly  implemented,  these  desig- 
nations will  not  be  permitted. 

(5»  Section  4  35.  Name  and  address. 
Several  consumers  commented  that  ATF 
regulations  relating  to  trade  names 
I M  35  Name  and  address"  authorize 
the  use  of  misleading  trade  names  and 
addresses,  and  mislead  the  consumer  as 
to  the  identity  of  the  producer  or  maker 
when  those  terms  are  used.  This  subject 
was  not  addressed  in  notice  No.  304. 
However,  a  study  of  §  4.35.  has  been  un- 
dei"way  for  some  time  We  are  now  pro- 
posing amended  regulations  designed  to 
remedy  the  possible  misleading  aspects 
of  the  section 

The  proposed  amendments  to  section 
4  35  ^re  extensive.  In  general,  the  terms 
which  may  be  used  on  a  label  to  indicate 
the  various  functions  performed  have 
been  defined,  and  the  use  of  undefined 
terms  would  be  prohibited.  The  only 
terms  which  would  be  allowed  are:  pro- 


duced, prepared,  blended,  manufactured. 
and,  in  the  case  of  foreign  wine,  im- 
ported. Under  the  proposal,  to  qualify 
for  the  use  of  the  term  "Produced  by,"  95 
percent  of  the  wine  would  have  bo  be 
produced  by  fermentation,  as  comiMired 
with  75  percent  under  existing  regula- 
tions. The  term  "Made  by"  is  considered 
synonymous,  and  would  not  be  allowed. 

If  the  bottler  elects  to  show  who  per- 
formed a  function,  the  proposed  regula- 
tion would  require  that  the  place, 
whether  foreign  or  domestic  <  as  opposed 
to  the  principal  place  of  business*  where 
any  function  was  performed  be  shown 
on  the  label.  The  principal  business  ad- 
dress would  be  allowed  only  for  an  im- 
porter of  wine  twttled  in  a  foreign  coun- 
try, or  when  the  importer's  name  and 
address  were  shown  voluntarily.  Multi- 
ple addresses  would  no  longer  be  per- 
mitted. An  example  of  the  legend  to  be 
used  when  the  same  winery  performed 
two  functions  at  two  different  locations 
would  be  "Produced  at  Gil.roy.  Califor- 
nia, and  bottled  at  San  FYancisco.  Cali- 
fornia, by  ABC  Winery,  BW-CA-10000." 

The  third  change  would  require  that 
the  registry  number  of  the  bottler  be 
shown  in  conjunction  with  the  name 
and  address.  A  bottler  may  bottle  wine 
under  a  myriad  of  trade  names,  ^ut  all 
would  have  the  same  registry  number. 
The  intent  of  this  provision  is  to  dis- 
close, to.  any  interested  party,  the  true 
name  of  the  bottler.  To  implement  this 
provision,  the  Bureau  intends  to  make 
available  to  the  public  periodically  up- 
dated lists  of  wine  bottlers  and  their  per- 
mit or  registry  numbers,  as  applicable. 

f6>  Prohibited  foreign  terms.  This 
document  includes  a  new  paragraph 
under  5  4.39,  relating  to  prohibited  prac- 
tices, which  would  ban  the  use  on  do- 
mestic wine  labels  of  foreign  terms  which 
either  describe  a  particular  condition  of 
the  grapes  at  the  time  of  harvest  (such 
as  "Auslese")  or  denote  quality  under 
foreign  law  <such  as  "Qualitatswein") . 
This  provision  would  not,  however,  pro- 
hibit the  use  of  English  translations  of 
terms  such  as  "Late  harvest"  or  "Bunch 
selected  late  harvest". 

(?)  Brand  names.  Wine  Industry  wit- 
nesses proposed  that  wineries  using 
brand  names  of  geographical  signifi- 
cance, or  bearing  the  word  "vineyard"  or 
"vineyards "  should  be  allowed  to  qualify 
such  names  with  the  word  "brand"  or 
the  symbol  "(TM> "  in  smaller  type  than 
the  brand  name,  or,  where  the  brand 
name  is  registered  with  the  U.S.  Patent 
and  Trademark  ofBce,  to  use  the  symbol 
(R).  in  legible  type.  Our  previous  pro- 
posal, which  would  have  required  the 
word  "brand  '  to  appear  in  the  same 
size  and  style  of  type,  and  as  conspicuous 
as.  the  brand  name  has  been  amended 
to  incorporate  these  suggestions. 

(8)  Date  of  fill.  The  date  of  fill  would 
have  been  a  special  requirement,  only 
imposed  on  ATF  seal  wine.  We  are  not 
reintroducing  any  date  of  fill  require- 
ment at  this  time,  aiid  the  issue  of 
whether  this  requirement  should  be  im- 
posed on  any  or  all  classes  of  wine  is 
reserved  for  future  consideration    Vol- 
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untary  fill  date  labeling  would,  of  course, 
be  permissible,  as  it  presently  is. 

Vintage  wine.  Although  no  substantive 
changes  were  made  to  vintage  labeling 
requirements  as  a  result  of  notice  no. 
304,  a  new  consolidated  section  dealing 
with  that  subject  was  published  as  a 
part  of  that  notice.  The  wine  industry- 
advocated,  in  comments  and  testimony, 
that  the  present  requirement  that  95 
percent  of  the  grapes  used  to  make  the 
wine  be  grown  in  the  labeled  area,  be 
reduced  to  75  percent,  as  is  the  case  for 
non-vintage  wine.  Their  position  is  that 
vintage  means  only  that  the  grapes  were 
grown  in  the  specified  year,  and  that  the 
place  in  which  the  grapes  were  grown  is 
unimportant. 

The  Bureau  does  not  agree.  A  good 
year  in  one  part  of  California,  for  ex- 
ample, does  not  necessarily  mean  a  good 
year  In  another  part,  any  more  than  a 
good  year  in  Burgundy  means  a  good 
year  in  Bordeaux.  For  a  vintage  to  be 
meaningful  to  consumers,  they  must 
have  assurance  that  the  grapes  were 
grown  in  the  place  stated  on  the  label. 
We  believe  that  a  95  percent  require- 
ment provides  greater  assurance  than  a 
75  percent  requirement. 

Transition  period.  Industry  represent- 
atives proposed  a  five  year  transition 
period,  during  which  labeling  unc^er 
present  regulations  or  the  amended  reg- 
ulations contained  in  this  document 
would  be  permissible.  Grape  growers  and 
consumers,  on  the  other  hand,  favored 
a  shorter  transition  period.  Our  position 
is  that  a  three  year  transition  period 
will  provide  ample  time  to  meet  the  new 
requirements,  and  we  intend  to  set  Janu- 
ary 1.  1981  as  the  mandatory  compliance 
date  for  all  recuirements  except  the  ban 
on  the  u.se  of  the  term  "Estate  bottled", 
and  the  implementation  of  revised  §  4.35. 
Bottled  wine  with  labels  bearing  the 
term  "Estate  bottled"  could  be  removed 
from  winery  premises  until  January  1. 
1983.  if  original  label  approval  was  given 
before  the  publication  date  of  this  docu- 
ment. Labels  approved  on  or  after  the 
publication  date  of  this  document  which 
contain  the  term  "Estate  bottled"  would 
be  terminated  on  the  effective  date  of 
the  final  regulations.  The  mandatory 
compliance  date  for  the  new  require- 
ments in  revised  §  4.35  would  be  Janu- 
ary 1,  1979. 

Comments  beyond  scove.  Several  com- 
ments relating  to  the  delineation  of  spe- 
cific \Tticultural  areas  were  received.  Ac- 
tion on  viticultural  area  boundaries  is 
not  appropriate  until  such  time  as  final 
regulations  t:ike  effect.  Those  who  re- 
quested delini;ation  of  specific  areas  have 
been  informed  that  we  will  undertake 
to  delineate  their  areas  as  soon  as  feas- 
_  ible. 

Effect  on  imports.  While  our  notice  no. 
304  had  little  substantive  impact  on  im- 
ported wines,  this  proposal  does  have 
considerable  impact.  Imported  varietal 
wines  would  be  required  to  meet  the  same 
minimum  standards  as  domestic  varietal 
wines:  imported  wines  labeled  with  a 
controlled  appellation  would  be  required 
to  meet  the  standards  for  such  labeling, 
just  as  would  domestic  wines:  and  the 


provisions  of  M  3b  relating  to  actual  ad- 
dresses and  the  use  of  terms  such  as 
"Produced  by"  would  require  foreign 
compliance. 

Drafting  Infxjrmation 

The  principal  huthor  of  this  regulation 
was  D  R.  Royctr  cf  the  Regulations  and 
Procedures  Divi.-;  .n.  of  the  Office  of  Reg- 
ulatory Enforceir.ent.  Bureau  of  Alcohol. 
Tobacco  and  Firearms.  However,  person- 
nel from  other  offices  of  the  Bureau  of 
Alcohol,  Tobacco  and  Firearms  and 
Treasury  Department  participated  m  de- 
veloping the  regulations,  both  on  mat- 
ters of  substance  and  style. 

In  view  of  the  foregoing,  pursuant  to 
section  5  of  the  Federal  Alcohol  Adminis- 
tration Act  i49  Stat  981  'as  amended:  27 
use.  205  I .  it  is  proposed  that  the  reg- 
ulations in  27  CFR  Part  4  be  amended  as 
follows : 

Paragraph  1.  Section  4.10  "vintage 
wine"  is  deleted. 

Paragraph  2.  Section  4.23  is  completely 
revised,  to  read  as  follows: 

§  4.23      Varietal  (prapo  l>pe)  labflinp, 

(a)  General.  Tne  names  of  one  or 
more  grape  varieties  may  be  used  as  the 
type  designation  of  a  grape  wine  only  if 
the  wine  is  also  labeled  with  an  appella- 
tion of  origin,  as  defined  in  5  4.25. 

(b)  One  variety.  The  name  of  a  single 
grape  variety  may  be  used  as  the  type 
designation  if:  iD  at  least  75  percent 
by  weight  of  the  grapes  used  to  make  the 
wine  are  of  that  variety;  i2»  the  mini- 
mum percentage  of  the  variety  actually 
used  to  make  the  wine  <  unless  it  is  100 
percent,  in  which  case  only  the  varietal 
name  need  be  shown)  is  suted  on  Uie 
label,  in  direct  conjunction  with  and  as 
conspicuous  as  the  varietal  name;  and 
t3>  the  entire  minimum  percentage  of 
that  variety  shoATi  on  the  label  was 
in  the  labeled  appellation  of  origin  area. 

(ci  Exception.  Wine  made  from  a 
Vitis  Labrusca  variety  'exclusive  of  hy- 
brids with  Labrusca  parentage'  may  be 
so  labeled  if:  '1'  at  least  51  percent  by 
weight  of  the  grapes  used  to  make  the 
w'ine  are  of  that  variety;  <2)  the  mini- 
mum percentage  of  the  named  variety 
actually  used  to  make  the  wine  is  stated 
on  the  label,  in  direct  conjunction  with, 
and  as  conspicuous  as.  tlie  varietal  name; 
and  <3i  the  entire  minimum  percentage 
of  that  variety  shown  on  the  label  was 
grown  in  the  labeled  appellation  of  origin 
area. 

(di  Tuo  or  more  varieties.  The  names 
of  two  or  more  grape  varieties  may  be 
used  as  the  type  designation  if :  1 1 )  all  of 
the  grapes  used  to  make  the  wine  are  of 
the  labeled  varieties;  <2>  the  wine  is 
labeled  with  a  controlled  appellation 
under  the' provisions  of  §4.26;  and  t3> 
the  percentage  by  weight  of  each  variety 
is  shown  on  the  label,  in  direct  conjunc- 
tion with  and  as  conspicuous  as  the  name 
of  the  variety  <  with  a  two  percent  toler- 
ance ) . 

<e)  Mandatory  compliance  date.  The 
provisions  of  this  section  become  manda- 
tory as  to  wine  removed  from  bottling 
premises  on  or  after  January  1,  1981,  ex- 


cept for  wine  bottled  and  labeled  prior  to 
January  1.  1979  which  is  exempt. 

Paragraph  3  Section  4.25  is  completely 
revised,  to  read  as  follows : 

§  4.25      ,4pp4-llution<i  of  origin. 

(a I  Definition,  il)  Domestic  wine.  A 
domestic  api^ellation  of  origm  is:  ii»  the 
United  States;  <ii)  a  State;  liii)  a  county 
•  which  must  be  identified  with  the  word 
"coimty",  in  the  same  size  and  style  of 
type,  and  in  letters  as  conspicuous  as  the 
ii'^me  of  the  count v  i  .  or  >  iv  i  a  controlled 
appellation,  as  defined  in  §  4  26 

i2i  Imported  mne  An  appellation  of 
origm  for  imported  wine  is:  <i»  a  coun- 
try, ill'  a  State,  province,  territory,  or 
similar  political  subdivision  of  a  coimtry 
equivalent  to  a  State  or  county;  or  'iii) 
a  controlled  appellation,  as  defined  in 
e  4.26 

(b)  Qualification,  d)  Domestic  vyine. 
A  domestic  wine  is  entitled  to  an  appella- 
tion of  origin  other  than  a  controlled  ap- 
pellation I  see  H  26  for  qualifications  for 
controlled  appellations"  if:  M)  at  least 
75  percent  by  weight  of  the  fruit  or  agri- 
cultural products  used  to  make  the  wine 
were  grown  in  the  appellation  area  indi- 
cated; <ii>  it  has  t>een  fully  fini.<;hed  <  ex- 
cept for  cellar  treatment  pursuant  to 
5  4  22IC),  and  blending  which  does  not 
result  in  an  alteration  of  class  or  type 
under  5  4.22<bt  )  in  the  United  States,  if 
labeled  "American",  or  within  the  labeled 
State,  or  the  State  in  which  the  labeled 
county  is  located;  and  ilil)  it  conforms 
to  the  laws  and  regulations  of  the  named 
appellation  area  governing  the  composi- 
tion method  of  manufariure.  and  desig- 
nation of  wines  made  in  such  place. 

(2  I  Imported  wine.  An  imported  wine 
IS  entitled  to  an  appellation  of  origin 
other  than  a  controlled  appellation  'see 
S  4.26  for  qualifications  for  controlled  ap- 
pellations' if:  <1)  at  least  75  percent  by 
weight  of  the  fruit  or  agricultural  prod- 
ucts used  to  make  the  wine  were  grown 
in  the  area  indicated  by  the  appellation 
of  origin :  and  di  >  it  conforms  to  the  laws 
and  regulations  of  the  country  of  origin, 
and  where  applicable,  the  laws  and  regu- 
lations of  the  labeled  place  or  area  within 
that  country.  Such  wine  must  be  legally 
available  for  home  consumption  within 
the  countr>'  of  origin. 

Paragraph  4  A  new  section.  5  4  26.  is 
added  immediately  following  i  4  25.  S  4.26 
reads  as  foUow's: 

§  4.26      Controlled  appellation*. 

(a)  Viticultural  area  •!>  Definitiom. 
(i)  Domestic  w^ne.  A  delimited  grape 
growing  region  distinguishable  by  geo- 
graphical features,  the  boundaries  of 
which  have  been  recognized  and  defined 
in  Part  9  of  this  title. 

(11)  Imported  wine.  A  delimited  place 
or  region,  (other  than  an  appellation  de- 
fined in  ?  4  25 1  a)  (2)  (i)  or  (iii  or  a  \ine- 
yard.  as  defined  in  paragraph  <bi  of  this 
section)  the  boundaries  of  which  have 
been  recognized  and  defined  by  the  coun- 
try of  origin  for  use  on  labels  of  wine 
available  for  home  consumption. 

(2)  Establishment  of  domestic  viticul- 
tural areas.  Petitions  for  establishment 
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of  domestic  viticultural  areas  may  be 
made  to  the  Director  by  any  interested 
party,  pursuant  to  the  provisions  of 
5  71  31  CO  of  this  title.  The  petition  may 
be  in  the  form  of  a  letter,  and  should 
contain  the  following  information:  d' 
evidence  that  the  name  of  the  viticultural 
area  is  locally  and  or  nationally  known 
as  referring  to  the  area  specified  in  the 
application :  i  ii  >  historical  or  current  evi- 
dence that  the  boundaries  of  the  viticul- 
tural area  are  as  specified  in  the  applica- 
tion: (iiii  evidence  relating  to  the  geo- 
graphical features  'climate,  soil,  ele- 
vation, physical  features,  etc.'  which 
distinguish  the  viticultural  features  of 
the  proposed  area  from  surrounding 
areas.  '  iv  ■  the  specific  boundanes  of  the 
viticultural  area.  t)ased  on  features  which 
can  be  found  on  U5  Geolo^cal  Survey 
maps  of  the  largest  applicable  s^ale;  and 
tv"  a  copy  of  the  appropriate  U  S.G  S. 
map  with  the  boundanes  prominently 
marked. 

1 3  >  Requirememts  for  use.  A  wine  may 
be  labeled  with  a  viticultural  area  desig- 
nation if:  (i'  the  designation  has  been 
approved  by  the  Bureau  or  the  appropri- 
ate foreign  government;  (iii  not  less 
than  85  percent  by  weight  of  the  grapes 
from  which  the  wine  was  made  were 
grown  withm  the  boundaries  of  the  viti- 
cultural area ;  and  '  lii  •  in  the  case  of  do- 
mestic wine.  It  has  been  fully  finished 
wihin  the  State,  or  one  of  the  States, 
within  which  the  labeled  viticultural  area 
is  located  '  except  for  cellar  treatment 
pursuant  to  §4.22  <c>.  and  blending 
which  does  not  result  in  an  alteration  of 
class  or  type  under  §  4.22  (b)  >. 

ib'  Vineyards.  <l>  Definition.  A  con- 
tinuous plot  of  land  under  common  own- 
ership, planted  to  grapes,  the  boundaries 
of  which  have  been  approved  by  the 
Bureau  or  the  appropriate  foreign  gov- 
ernment. Continuity  shall  not  be  affected 
by  the  presence  of  public  waterways, 
thoroughfares,  or  earner  rights  of  way 
The  term  "planted  to  grapes"  does  not 
preclude  fallow  land  or  other  crops 
on  the  property. 

i2i  Application  for  approiml  of  do- 
mestic vineyard.  Applications  shall  be 
filed,  in  triplicate,  with  the  regional 
regulatory  administrator  of  the  region 
in  which  the  vineyard  is  located  by  the 
vineyard  owner.  The  application  may  be 
in  the  form  of  a  letter,  and  must  set 
forth  the  legal  title  to  the  vineyard  and 
Its  boundaries,  and  shall  be  accompanied 
by  a  U.S.  Geological  Survey  map  of  the 
largest  scale  available,  or  other  large 
scale  map  showing  the  applicable  bound- 
aries. Upon  approval,  the  regional  reg- 
ulatory admini.strator  will  return  an  ap- 
proved copy  to  the  applicant  and  will 
forward  the  original  to  the  Director, 
together  with  the  map.  The  Bureau  will 
make  the  application  and  the  map  avail- 
able for  public  inspection  and  copying. 
Subsequent  changes  to  the  vineyard  by 
purchase  of  adjoining  property  or  sale 
of  part  of  the  existing  property  will  re- 
quire the  filing  of  an  amended  applica- 
tion and  map. 

1 3)  Requirements  for  vineyard  label- 
ing. A  wine  may  be  labeled  with  a  vine- 


yard name  if  ti i  the  vineyard  name  and 
boundaries  have  been  approved  by  the 
regional  regulatory  administrator  or  the 
appropriate  foreign  government:  di)  not 
less  than  95  percent  by  weight  of  the 
grapes  from  which  the  wine  was  made 
were  grown  within  the  lx)undaries  of 
the  vineyard;  liiii  in  the  case  of  do- 
mestic wine,  the  wine  was  fully  finished 
within  the  State  in  which  the  vineyard 
is  located  (except  for  cellar  treatment 
pursuant  to  §  4.22(c),  and  blending 
which  does  not  result  in  an  alteration 
of  class  or  type  under  5  4.22(b));  and 
(iv)  the  wine  conforms  to  the  require- 
ments of  the  State  and  local  (or  foreign 
equivalent!  law-s  and  regulations  gov- 
erning the  composition,  method  of  pro- 
duction, and  designation  of  wines  made 
in  such  county.  State,  etc.  as  appropriate. 

tc  Mandatory  compliance  date.  The 
provisions  of  this  section  become  man- 
datory on  January  1,  1981. 

Paragi-aph  5.  A  new  section  4.27  is 
added  immediately  following  §  4.26.  Sec- 
tion 4.27  reads  as  follows: 

§  4.27      Vintage  wine. 

lai  General.  Vintage  wine  is  wine 
labeled  with  the  year  of  harvest  of  the 
grapes  and  made  in  accordance  with  the 
standards  prescribed  in  Classes  1,  2,  or 
3  of  s  4.21.  Not  less  than  95  percent  by 
weight  of  the  grapes  used  to  make  the 
wine  must  have  been  grown  in  the  labeled 
calendar  year,  and  in  the  appellation  of 
origin  area  (except  for  a  coimtry,  which 
does  not  qualify  for  vintage  labeling) 
shown  on  the  label.  The  appellation  shall 
be  shown  in  direct  conjimction  with  the 
designation  required  by  S  4.32(a)  (2),  in 
the  same  size  and  style  of  type,  and  in 
lettering  as  conspicuous  as  that  designa- 
tion. In  no  event  may  the  quantity  of 
wine  removed  from  the  producing  winery, 
under  labels  bearing  a  vintage  date, 
exceed  the  volume  of  vintage  wine  pro- 
duced in  that  winery  during  the  year 
indicated  by  the  vintage  date. 

ibi  Domestic  wine.  A  permittee  who 
produced  and  bottled  or  packed  the  wine, 
or  a  permittee  other  than  the  producer 
who  repackaged  the  wine  in  containers 
of  five  liters  or  less  may  show  the  year 
of  vintage  upon  the  label  if  the  permit- 
tee possesses  appropriate  records  from 
the  producer  substantiating  the  year  of 
vintage  ar.d  the  appellation  of  origin; 
and  if  the  wine  is  made  in  compliance 
with  the  provLsions  of  paragraph  (a)  of 
this  section. 

(c )  Imported  wine.  Imported  wine  may 
bear  a  vintage  date  if:  (D  bottled  in 
containers  of  five  liters  or  less  prior  to 
importation,  or  battled  in  the  United 
States  from  the  original  container  of  the 
pr(x]uct  (showing  a  vintage  date);  <2) 
the  invoice  is  accompanied  by,  or  the 
domestic  bottler  possesses,  a  certificate 
issued  by  a  duly  authorized  official  of  the 
country  of  origin  (if  the  country  of 
origin  authorizes  the  issuance  of  such 
certificates  I  certifying  that  the  wine  is 
of  the  vintage  shown,  that  he  laws  of 
the  country  regulate  the  appearance  of 
vintage  dates  upon  the  labels  of  wine 
produced    for   consumption   within   the 


country  of  origin,  that  the  wine  has  been 
produced  in  conformity  with  those  laws, 
and  that  the  wme  would  be  entitled  to 
bear  the  vintage  date  if  it  had  been  sold 
within  the  country  of  origin 

Paragraph  6.  Section  4.32  is  amended 

(1)  by  adding  a  new  paragraph  'ai  (5)  ; 

(2)  by  adding  a  new  paragraph  (c)  ;  (3) 
by  relettering  paragraph  i  c  i  as  para- 
graph Id)  ;  and  (4'  by  making  editorial 
changes  in  paragraph  (a».  As  amended, 
paragraphs  (a),  (a) '5).  (c),  and  (d) 
read  as  follows : 

§  4.32      Mandatory  label  information. 

(a)  Except  as  otherwise  provided  in 
paragraph  (d)  of  this  section,  there  shall 
be  stated  on  the  brand  label : 

***** 

<5)  When  required  by  this  part,  or 
voluntarily  used,  an  appellation  of  origin. 

•  •  *  «  • 

(c)  There  shall  be  stated,  on  the  brand 
label,  back  label,  or  on  a  separate  label, 
a  graphic  or  narrative  description  of 
the  location  of  the  labeled  vineyard, 
when  the  wine  is  labeled  with  a  vine- 
yard name  under  the  orovisions  of  §  4.26 
(b)  . 

(d)  In  the  case  of  imported  wine,  the 
name  and  address  of  the  importer  (when 
raquired  to  be  shown)  need  not  be  stated 
upon  the  brand  label  if  it  is  stated  upon 
any  other  label  affixed  to  the  container. 
In  the  case  of  domestic  wine  bottled  or 
packed  for  a  retailer  or  other  person 
under  a  private  brand,  the  name  and 
address  of  the  bottler  or  packed  need  not 
be  stated  upon  the  brand  label  if  the 
name  and  address  of  the  person  for 
whom  bottled  or  packed  appears  upon 
the  brand  label,  and  the  name  and  ad- 
dress of  the  bottler  or  packer  is  stated 
upon  any  other  label  affixe<i  to  the 
container. 

Paragraph  7.  Section  4.34  is  editorially 
revised  to  read  as  follows; 

§  4.34     Class  and  type. 

( a )  The  class  of  the  wine  shall  be  stated 
in  conformity  with  Subpart  C  of  this  part 
if  the  wine  is  defined  therein,  except  that 
"table"  ("light"'  and  "dessert"  wines 
need  not  be  designated  as  such.  In  the 
case  of  still  grape  w  ine  there  may  appear, 
in  lieu  of  the  class  designation,  any 
grape-type  designation,  semi-generic 
geographic  type  designation,  or  geo- 
graphic distinctive  designation,  to  which 
the  wine  may  be  entitled.  In  the  case  of 
champagne,  or  crackling  wines,  the  type 
designation  "champagne"  or  "crackling 
wine"  (petillant  wine",  "frizzante  wine") 
may  appear  in  lieu  of  the  class  designa- 
tion "sparkling  wine".  In  the  case  of  wine 
which  has  a  total  solids  content  of  more 
than  17  grams  per  100  cubic  centimeters 
the  words  "extra  sweet",  "specially 
sweetened",  "specially  sweet"  or  "sweet- 
ened with  excess  sugar"  shall  be  stated 
as  a  part  of  the  class  and  type  designa- 
tion. The  last  of  these  quoted  phrases 
shall  appear  where  required  by  Part  240 
of  this  title,  on  wines  sweetened  with 
sugar  in  excess  of  the  maximum  quan- 
tities specified  in  such  regulations.  If  the 
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class  of  the  wine  is  not  defined  in  Sub- 
part C,  a  truthful  and  adequate  state- 
ment of  composition  shall  appear  upon 
the  brand  label  of  the  product  in  lieu  of 
a  class  designation.  In  addition  to  the 
mandatory  designation  for  the  wine, 
there  may  be  stated  a  distinctive  or 
fanciful  name,  or  a  designation  in  ac- 
cordance with  trade  understanding.  All 
parts  of  the  designation  of  the  wine, 
whether  mandatory^  or  optional,  shall  be 
in  direct  conjunction  and  in  lettering 
substantially  of  the  same  size  and  kind. 

(bi  An  appellation  of  origin,  such  as 
"American",  "California",  "Napa  Valley". 
"Jones  Vineyard".  "Chilean".  "New  York 
State",  or  "Spanish",  disclosing  the  true 
place  of  origin  of  the  wine,  shall  appear 
in  direct  conjunction  with,  in  the  same 
size  and  style  of  type,  and  in  lettering 
as  conspicuous  as,  the  class  and  type 
designation  if:  (D  a  grape  type  (varie- 
tal »  designation  is  used  under  the  provi- 
sions of  §4.23;  i2)  a  semi-generic  type 
designation  is  employed  as  the  type 
designation  of  the  wine,  pursuant  to 
§4  24ib»;  or  3'  the  label  bears  any 
statement,  design,  device,  or  other  repre- 
sentation which  indicates  or  infers  an 
origin  other  than  the  tioie  place  of  origin 
of  the  wine. 

Paragraph  8.  Section  4.35  is  com- 
pletely revised,  to  read  as  follows: 

§  4,35      Name  and  address. 

(a»  General.  Terms  other  than  those 
specifically  authorized  by  this  section, 
whether  or  not  synonymous  with,  or 
similar  in  meaniiig  to.  those  terms,  may 
not  be  used  in  place  of  the  terms  au- 
thorized. Combinations  of  authorized 
terms  (such  as  "produced,  blended  and 
bottled  by")  may  be  used,  if  the  name 
of  the  responsible  person  and  the  place 
where  each  operation  occurred  is  also 
shown  in  accordance  with  the  provisions 
of  paragraph  (ei   of  this  section. 

lb)  Authorized  terms  and  meanings. 
(1)  Produced.  Means  that  the  person 
named  produced  not  less  than  95  per- 
cent of  the  wine  in  the  bottle  by  fer- 
menting the  must  or  changed  the  class 
by  secondary  fermentation. 

(2)  Prepared.  Means  tliat  the  person 
named  changed  the  class  and  or  type  of 
the  wine  other  than  by  fermentation  (as 
by  addition  of  wine  spirits  or  flavors). 

(3)  Blended.  Means  that  the  person 
named  blended  wines  made  by  different 
producers  to  taste  and/or  color  stand- 
ard. 

(4)  Manufactured.  Means  that  the 
person  named  changed  the  type  of  the 
wine  to  imitation  wine,  as  defined  ip 
§  4.21(h). 

(c)  Domestic  wine.  (1)  The  name  of 
the  bottler  or  packer  and  the  place  in 
which  the  wine  w-as  bottled  or  packed 
shall  be  stated  on  the  labels  of  domestic 
wine,  immediately  preceded  by  the  words 
"Bottled  by"  or  "packed  by". 

(2 1  In  addition  to  the  name  of  the 
bottler  or  packer  and  the  place  where 
the  wine  was  bottled  or  packed,  the 
name  and  address  of  the  person  for 
wine  was  bottled  or  packed,  the  name 
and  address  of  the  person  for  whom  the 
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wine  was  bottled  or  packed,  or  the  dis- 
tributor, immediately  preceded  by  the 
words  "Bottled  for."  "Packed  for.  '  or 
"Distributed  by  may  be  shown  on  the 
label 

(di  Imported  Kine.  d'  If  the  wine  is 
imported  in  Ixit'ies  the  name  of  the  per- 
son responsible  :  r  the  importauon,  to- 
gjether  with  the  ;.  ::ncipal  place  of  busi- 
ness in  the  Unite.;  States  of  that  i)ei-son, 
shall  be  stated  o;.  tiie  label,  immediately 
preceded  by  the  words  "Imported  by". 

I  2  I  If  the  wine  L^  blended  and  or  bot- 
tled 'packed'  in  a  foreign  country  other 
than  the  country  of  origin  and  the  coun- 
tiT  of  origin  is  stated  or  otherwise  indi- 
cated on  the  label,  there  shall  also  t>e 
stated  the  name  of  the  blender  and  or 
bottler  I  packer  I  and  the  place  where 
blended  and  or  bottled  'packed',  imme- 
diately preceded  by  the  words  "Blended 
by,"  "Bottled  by  ,  or  "Packed  by  '. 

(3»  If  the  wine  i.-^  bottled  or  packed  in 
the  United  State.*;,  the  name  of  the  bot- 
tler or  packer  and  the  actual  place  of 
bottling  or  packmg,  shall  be  stated  on 
the  label,  immediately  preceded  by  the 
words  "Bottled  'packed'  by".  In  addi- 
tion the  name  aiid  address  of  the  person 
for  whom  the  wu-.e  was  bottled  or  packed, 
or  the  distnbutor,  or  the  importer,  im- 
mediately preceded  by  the  words  "Bot- 
tled for",  "Packed  for",  "Distributed  by", 
or  "Imported  by"  may  be  shown  on  the 
label. 

(e)  Form  of  address.  The  "place"  or 
"address"  stated  shall  be  the  post  ofBce 
address  of  the  place  in  which  the  opera- 
tion took  place,  except  that  the  street  ad- 
dress may  be  omitted  if  shown  in  a  cur- 
rent city  directory  or  telephone  directory. 
No  additional  places  or  addresses  shall  be 
stated  for  the  same  person,  unless  that 
person  is  entitled  to  use  and  does  use 
more  than  one  of  the  terms  authorized 
by  this  section,  and  performs  the  act'S"' 
indicated  by  that  term  or  terms  at  dif- 
ferent locations  under  the  same  owner- 
ship An  example  of  such  use  would  be 
"Produced  at  Gilroy,  California  and  bot- 
tled at  San  Mateo,  California  by  XYZ 
winerv-.  BW-CA-10001". 

(ft  Trade  names.  The  trade  name  of 
any  permittee  appearing  upon  any  label 
shall  be  identical  with  the  name  in  which 
his  basic  permit  or  notice  is  issued  by 
the  regional  reg'alator>'  admmistrator. 
and,  in  addition,  the  Tepstry  number  of 
the  bonded  winery,  bonded  wme  cellar, 
taxpaid  wine  bottimg  house,  or  distilled 
spirits  plant  at  which  the  wine  was  bot- 
tled (or,  if  bottled  in  a  foreign  country, 
the  permit  number  of  the  importer' 
shall  be  shown  on  the  label  m  direct 
conjunction  with  the  name  and  address 
of  the  bottler  or  importer,  in  type  as 
conspicuous  as  the  name  and  address 

ig)  Mandatory  compliance  date.  The 
provisions  of  this  section  become  manda- 
tory on  January  l.  1979. 

Paragraph  9  Section  4.39  is  amended 
to  1 1 '  make  an  editorial  change  in  para- 
graph ia'i2';  i2i  delete  the  footnote 
and  incorporate  its  contents  into  para- 
graph (a'i5  :  '3'  make  an  editorial 
change  to  paragraph  ia)(9);  (4»  com- 
pletely revise  paragraph  'b);  i5)  delete 
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paragraph  (d' :  «6i  reletter  paragraphs 
lei  through  (j '  as  'd'  through  d';  and 
(7)  add  new  paragraphs  tj).  (k).  and 
(1).  As  amended,  14.39  (a)(2),  (a)i5). 
ia)t9i,  (b',  (j),  «k)  and  d)  read  as 
follows ; 
§  4.39      Prohibited  practices. 

(a>   Statements  on  labels.  *   *  ' 
.  2 '   Any  .^^tatement  that  is  disparag- 
ing of  a  competitor's  products. 

»  •  •  •  • 

ID'  Any  statement,  design,  device,  or 
representation  of  or  relating  to  any 
guarantee,  irrespective  of  falsity,  which 
the  Director  finds  to  be  likely  to  mislead 
the  consumer.  Statements  in  substan- 
tially the  following  form  are  not  consid- 
ered' misleading;  "We  will  refund  the 
purchase  price  to  the  purchaser  if  he 
or  she  is  in  any  manner  dissatisfied  with 
the  contents  of  this  package." 

(Name  of  proprietor) 
.  •  *  •  • 

(9)  Any  word  in  the  brand  name  or 
class  and  type  designation  which  is  the 
name  of  a  distilled  spirits  product  or 
which  simulates,  imitates,  or  creates  the 
impression  that  the  wine  so  labeled  is, 
or  is  similar  to,  any  product  custcwnarOy 
made  with  a  distilled  spirits  base.  Ex- 
amples of  such  words  are:  "Marihattan", 
"Martini",  and  Daqulri  '  in  a  cla,ss  and 
type  designation  or  brand  name  of  a 
vvme  cocktail;  "Cuba  Libre".  "Zombie", 
and  "Collins"  in  a  class  and  type  desig- 
nation or  brand  name  of  a  wine  specialty 
or  wine  highball:  "creme",  "cream", 
"de".  or  "of"  when  tised  in  conjunction 
with  "menthe".  "mint",  or  "cacao"  in  a 
class  and  type  designation  or  a  brand 
name  of  a  mint  or  chocolate  flavored 
wme  specialty. 

.  .  .  ■  • 

'b'  Sfcfemenf  0/ ape.  No  statement  of 
age  or  representation  relative  to  age  (in- 
cluding words  or  devices  in  any  brand 
name  or  mark)  shaU  be  made,  except 
1 1 1  for  vintage  wine,  in  accordance  with 
the  provisions  of  54-27;  or  (2i  truthful 
reference.^  of  a  general  and  informative 
nature  relating  to  methods  of  wine  pro- 
duction involving  storage  of  aging,  such 
as '"This  wine  has  been  mellowed  in 
oak  casks."  "Stored  m  ^maU  barrels."  or 
"Matured  at  regulated  temperatures  in 
our  cellars."  may  appear,  but  only  in 
an  inconspicuous  manner,  and  then  only 
on  back  labels  or  on  other  matter  ac- 
companying the  containers. 

•  •  *  •  • 

(d>   "Removed) 
.  •  *  •  • 

(j>  Geographical  and  vineyard  names. 
No  specific  geographical  name,  or  name 
including  the  word  "vineyard"  or  "vine- 
yards" may  appear  anywhere  on  a  label, 
except;  d'  As  provided  in  5  4  25;  '2) 
in  a  brand  name  appearing  on  a  label 
approved  prior  to  November  12.  1976. 
if  qualified  by  the  word  "brand"  or  the 
symbol  "'TM'"  or.  if  registered  with  the 
U.S.  Patent  and  Trademark  office,  by  the 
symbol  'R.  The  word  "brand"  or  the 
appropriate  symbol  shall  be  as  conspicu- 
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ous  and  legible  as  the  brand  name  itself. 
but  may  be  m  smaller  type  <  withm  the 
limitations  of  5  4.38'  :  or  '3'  m  a  trade 
or  corporate  name  appearing  on  a  label 
approved  prior  to  November  12.  1976 
Designs  devices,  or  other  representa- 
tions which  indicate  or  infer  an  origin 
other  than  the  true  place  of  origin  of  the 
wine  are  prohibited. 

(k)  'Estate  bottled"  labeling.  The 
term  "EsUte  bottled"  shall  not  be  used 
on  wine  labels.  Wine  labeled  Estate  bot- 
Ued"  covered  by  origmal  label  approval 
issued  before  June  15.  1977  may  not  be 
removed  from  winery  premi.ses  after 
Januar>-  1.  1983.  Labels  containing  the 
term  "Estate  bottled"  received  for  oris^- 
inal  label  approval  on  or  after  June  15. 
1977  will  be  terminated  automatically  on 
effective  date  of  final  regulations). 

(1)  Foreign  terms.  Foreign  terms 
which:  '1)  Describe  a  particular  condi- 
tion of  the  grapes  at  the  time  of  harvest 
'such  as  "Auslese".  •Eiswein",  and 
"Trockenbeerenauslese")  ;  or  (2>  denote 
quality  under  foreign  law  (such  as 
"Grand  Cru".  "Qualitatswein",  and 
•Kabinett"!  may  not  be  used  on  the  la- 
bels of  domestic  wine. 

Paragraph  10.  Section  4.64' ci  is 
amended  to  agree  with  tiie  provisions  of 
J  4.39,  and  to  agree  witfi  chant^'ed  sec- 
tion numbers  in  other  amended  sections 
§4.64'e>  is  deleted,  and  subsequent 
paragraphs  are  relettered.  As  amended. 
§4-64(0   ill  and  <2>  read  as  follows ; 

§  4.64      Prohibitid  statemcnU. 

.  .     -  •  •  » 

(c>   statement  of  age.  (V  In  the  case 

of  domestic  vintage  wine  t)Ottled  or 
packed  and  labeled  in  accordance  with 
the  provisions  of  5  4.27(b)  (H  or  « 2),  the 
year  of  vintage  may  be  stated  but  only  if 
there  is  likewise  stated,  in  direct  conjunc- 
tion with  the  class,  type,  or  distinctive 
designation  of  the  wine,  in  lettering  sub- 
stantially as  conspicuous  as  such  desig- 
nation and  in  the  same  manner  and  form 
as  such  statements  appear  on  tlie  brand 
label  of  the  container,  the  name  of  the 
appellation  of  ongin  area  in  which  the 
grapes  were  grown  and  the  wine  fer- 
mented. 

<2>  In  the  case  of  imported  vintage 
wine  bottled  and  labeled  m  accordance 
with  the  provisioixs  of  M27ibM3>  the 
year  of  vintage  may  be  stated. 

•  •  »  *  • 

Requests  to  present  oral  testimony.  All 
persons  who  desire  to  present  oral  testi- 
mony should  so  advise  the  Director.  Bu- 
reau of  Alcohol.  Tobacco  and  Fireanns, 
Washington,  DC.  20226.  not  later  than 
July  25.  1977  for  the  Washington  hear- 
ing, and  not  later  than  Augiist  16  for  the 
San  Francisco  hearing.  Requests  shall  be 
submitted  in  an  original  and  one  copy 
and  must  include:  ( 1  >  The  name  and  ad- 
dress of  tile  party  submitting  the  request: 
(2)  the  name  and  address  of  the  person 
or  persons  who  will  present  oral  testi- 
mony; and  i3i  tlie  approximate  length 
of  time  desired  for  the  presentation  of 
testimony. 

Submission  of  written  material.  Any 
interested  party  may  submit  to  the  Di- 
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rector.  Bureau  of  Alcohol,  Tobacco  and 
Firearms,  Washington,  D.C.  20226,  in  an 
origmal  and  five  copies,  relevant  written 
data,  views,  or  arguments  for  incorpo- 
ration into  the  record  of  hearing.  Writ- 
ten material  must  be  submitted  not  later 
than  September  26.  1977.  Written  com- 
ments or  suggestions  which  are  not  ex- 
empt from  dLsclosure  by  the  Bureau  of 
Alcohol  Tobacco  and  Firearms  may  be 
inspected  bv  any  person  upon  compli- 
ance with  27  CFR  71.22(d)  (7).  The  pro- 
visions of  27  CFR  71.31(b)  shaU  apply 
with  respect  to  designation  of  portions 
of  comments  or  suggestions  exempt 
from  disclosure.  The  name  of  any  person 
submitting  comments  is  not  exempt  from 
disclosure. 

At  the  conclusion  of  the  hearing,  in- 
terested parties  may  examine  the  rec- 
ord and  submit  written  arguments  and 
briefs  imtil  5  p.m.  on  September  26.  at 
which  time  the  record  will  close. 

Although  this  notice  proposes  the  spe- 
cific terms  and  substance  of  the  amend- 
ments to  the  regulations,  we  invite  com- 
ments as  to  any  modifications  which 
should  be  made  prior  to  final  adoption. 
The  final  regulations  may  differ  in  terms 
of  the  various  percentage  requirements 
or  other  particulars  after  consideration 
of  all  of  the  comments  received  pursuant 
to  this  notice. 

Signed:  May  31.  1977. 

Rex  D.  Davis, 

Director. 
Approved:  June  9, 1977. 

Bette  B.  Anderson. 
Under  Secretary  of 
the  Treasury. 
IFRDoc  77-17103  Filed  6-13-77;9:22  am) 


DEPARTMENT   OF   COMMERCE 

Patent  and  Trademark  Office 

[  37  CFR  Part  1  ] 

DEPOSIT   OF  COMPUTER   PROGRAM 
LISTINGS 

Proposed  Rulemaking 

AGENCY:  Patent  and  Trademark  Office. 
Commerce. 

ACTION :  Proposed  Rule. 

SUMMARY:  This  proposed  rule  would 
amend  the  rules  of  practice  to  provide 
special  procedures  for  presentation  of 
computer  program  listings  in  patent  ap- 
plications. This  proposal  would  reduce 
the  present  burden  of  presenting  such 
listings  on  paper  and  would  also  reduce 
expenses  for  both  the  patent  applicant 
and  the  Patent  and  Trademark  Office. 

DATES:  Comments  must  be  received  on 
or  before  September  13.  1977.  Hearing: 
September  13.  1977,  beginning  at  9:30 
a.m. 

ADDRESSES:  Send  comments  to:  Com- 
missioner of  Patents  and  Trademarks, 
Washington.  DC  20231.  The  hearing 
will  be  held  in  Room  11C24  of  Building 
3,  Crystal  Plaza,  at  2021  JeCferson  Davis 
Highway,  Arlington.  Virginia.  Written 
comments  and  transcript  of  hearing  will 


be  available  for  public  inspection  in 
Room  HE  10  of  Building  3,  Crystal  Plaza, 
at  2021  Jeflerson  Davis  Highway.  Arling- 
ton, Virginia. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 
Mr.  Louis  O.  Maassel  by  telephone  at 
703-557-3070,  or  by  mail  marked  to  his 
attention  and  addressed  to  the  Com- 
missioner of  Patents  and  Trademarks. 
Washington.  DC.  20231. 
SUPPLEMENTARY       INFORMATION: 
Notice  is  hereby  given  that,  pursuant  to 
the  authority  contained  in  section  6  of 
the  Act  of  July   19.   1952,  as  amended 
(66  Stat.  793:  85  Stat.  364;  88  Stat.  1949; 
35  U.S.C,  6  as  amended* ,  the  Patent  and 
Trademark    Office    proposes    to    amend 
Title  37  of  the  Code  of  Federal  Regula- 
tions by  amending  §§  121  and  177  and 
by  adding  a  new  §1.96. 

Note. — This  proposal  has  been  reviewed 
pursuant  to  EO  11821  and  OMB  Circular 
A-107  and  determined  to  have  uo  major  in- 
flationary Impact. 

The  purpose  of  the  proposed  rule 
change  is  to  provide  suitable  procedures 
for  presenting  computer  program  list- 
ings where  such  listings  are  submitted 
with  applications  for  patent  to  fulfill 
the  disclosure  requirements  under  35 
U.S.C.  112. 

This  proposal  does  not  in  any  way  im- 
ply that  the  Patent  and  Trademark  Of- 
fice considers  computer  programs  per 
se  to  be  patentable  subject  matter. 

The  provisions  of  37  CFR  1.52  and  1.84 
were  developed  for  and  are  suitable  for 
the  specification  and  drawings  of  most 
patent  applications.  However,  when 
lengthy  computer  program  listings  must 
be  included  in  order  to  provide  a  com- 
plete disclosure,  their  presentation  in  the 
conventional  manner  can  become  bur- 
densome. 

The  cost  of  printing  long  computer 
programs  or  routines  in  patent  docu- 
ments is  very  expensive  to  the  Office.  The 
issue  fees  for  the  applicant,  which  are 
based  on  the  nimiber  of  pages  or  sheets, 
are  correspondingly  high. 

Proposed  new  §  1.96  sets  forth  alterna- 
tive methods  for  presentation  of  such 
listings.  Under  paragraph  (a),  relatively 
short  computer  program  listings  (10 
printout  pages  or  less)  will  be  printed 
as  part  of  the  patent.  Paragraph  'b' 
provides  for  submitting  computer  pro- 
gram listings  which  are  51  or  more  paper 
pages  in  length  in  the  form  of  microfiche 
as  an  appendix.  Computer  program  list- 
ing 11-50  pages  in  length  may  be  sub- 
mitted under  the  provisions  of  either 
paragraphs  (ai  or  (b'  Appendices  on 
microfiche  will  not  be  printed  in  the 
patent  but  will  become  publicly  available 
on  the  date  the  patent  is  issued.  After 
patenting,  the  appendix  will  be  prior  art 
under  35  U.S.C.  102(e)  as  of  the  filing 
date  of  the  application  with  which  it 
was  filed.  Various  incorporations  by  re- 
ference have  been  approved  by  the  courts 
in  General  Electric  Company  v.  Brenner. 
159  USPQ  335;  In  re  Hawkins.  179  USPQ 
157.  and  In  re  Argoudelis  et  al.,  168  USPQ 
99. 
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Copies  of  publicly  available  computer 
program  listing  appendices  may  be  pur- 
chased eitner  as  microfiche  '  148  mm  x 
105  mm  cardi  at  $1  per  microfiche  or  as 
printed  out  on  paper  copy  at  30r  per 
page. 

The  micrographic  standards  referred 
to  in  proposed  §  1.96<b)f2i  may  be  ob- 
tained from  either  the  National  Micro- 
graphic  Association,  8728  Colesville  Road. 
SUver  Spring,  Maryland,  20910  or  the 
American  National  Standards  Institute, 
1430  Broadway,  New  York,  New  York. 
10018. 

1.  Section  1.21  is  proposed  to  be 
amended  by  adding  a  new  paragraph  (P 
to  read  as  follows: 

§  1.21       Patent     and     miccelluneous     feejs 

and  charges. 

,  «  •  •  • 

(1)  The  fee  for  obtaining  a  microfiche 
copy,  per  microfiche  $1 

.  .  •  •  * 

2.  Section  1.77  is  proposed  to  be 
amended  by  revising  paragraph  (C)  to 
read  as  follows: 

§  1.77      .Arrangement  of  application. 
,  •  •  •  • 

(c)  (1)  Cross-reference  to  related  ap- 
plications, if  any. 

i2>  Reference  to  material  incorpo- 
rated by  reference,  if  any.  (See  §  1.96 
(b'  and  (c) .) 

»  »  »  •  • 

3.  A  new  §  1.96  is  proposed  to  be  added 
which  reads  as  follows: 

§  1.96      Submission  of  computer  projtrani 
listinps. 

Computer  program  listings  may  be 
submitted  in  the  following  forms: 

<ai  As  part  of  application  which  is  to 
appear  in  the  patent.  If  the  computer 
program  listing  is  contained  on  10 
printout  pages  or  less,  it  may  be  sub- 
mitted either  as  drawings  or  as  part  of 
the  specification. 

(i )  Drawings.  The  listing  may  be  sub- 
mitted in  the  manner  and  complying 
with  the  requirements  for  drawings  as 
provided  in  §  184.  At  least  one  figure 
numeral  is  required  on  each  sheet  of 
drawing. 

(2i  Specification,  (ii  The  listing  may 
be  submitted  as  part  of  the  yiecification 
m  accordance  with  the  provisions  of 
§  1.52.  at  the  end  of  the  description  but 
before  the  claims. 

(U)  The  listing  may  be  submitted  as 
part  of  the  specification  in  the  form  of 
computer  printout  sheets  <  commonly  11 
by  14  inches  in  size)  for  use  as  "camera 
ready  copy"  when  a  patent  is  sub.se- 
quently  printed.  Such  computer  print- 
out sheets  must  be  original  copies  from 
the  computer  with  dark  solid  black  let- 
ters, on  whit€,  unshaded  and  unlined 
paper,  the  printmg  on  each  sheet  must 
be  limited  to  an  area  9  inches  high  by  11 
inches  wide,  and  the  sheets  should  be 
submitted  in  a  protective  cover  When 
printed  in  patents,  such  computer  print- 
out sheets  will  appear  at  the  end  of  the 


description  but  before  the  claims  and 
will  be  reduced  about  '-?  in  size  with  two 
printout  sheets  being  printed  as  one  pat- 
ent speclficatior.  page.  Any  corrections 
must  be  made  by  way  of  substitute 
sheets. 

(b>  As  an  apri'idii  which  will  not  be 
printed.  If  a  Cjir.puter  program  Usting 
printout  is  more  than  51  pages  long,  ap- 
plicants must  submit  such  listmg  in  the 
form  of  microfiche,  referred  to  m  the 
specification.  The  microfiche  filed  with  a 
patent  application  is  referred  to  as  an 
appendix.  The  :r.:crofi"he  appendix  will 
not  be  part  of  the  printed  patent  Refer- 
ence In  the  apphcation  to  the  appendix 
should  be  made  at  the  location  indicated 
in  §  1.77(C) . 

(1)  Availabiliti/  of  appendix.  Such 
computer  program  listings  on  micro- 
fiche will  be  available  to  the  public,  and 
paper  or  microfiche  copies  will  be  avail- 
able for  purchase,  after  a  patent  is 
granted  based  on  such  an  application. 
Any  corrections  must  be  made  by  way  of 
revised  microfiche 

(2)  Submission  requirements.  Com- 
puter-generated mformaticm  submitted 
as  an  appendix  to  an  application  for 
patent  shall  be  in  the  form  of  mlcrofi:he 
in  accordance  wrh  the  standards  set 
forth  in  Natior:al  Micrographics  As- 
sociation (NMA)  Standards — 

MSI — Quality  Standards  for  Computer  Out- 
put Microfilm 

MS2  (ANSI  FH  5  18-1976)— Forn^jf  and  Cod- 
ing Standards  for  Computer  Output  Micro- 
film 

MS5     (ANSI     PH     5.9-1975)— Microfiche    of 

Documents 

ANSI  PH  2.19-1959— Diffuse  Transmission 
Density 

except  as  modified  or  clarified  below; 

(I)  Film  submitted  shall  be  first  gen- 
eration I  camera  filmi  negative  appear- 
ing microfiche  r.vith  emulsion  on  the 
back  side  of  the  film  when  viewed  with 
the  images  right  reading  i . 

(ill  Either  Computer-Output-Micro- 
film (COM*  output  or  copies  of  photo- 
graphed paper  copy  may  be  submitted.  In 
the  fonner  case,  NMA  standards  MSI 
and  MS2  apply;  in  the  latter  case,  stand- 
ard MS5  applies. 

(lii)  Reduction  ratio  of  mirrofiche 
submitted  should  be  24:1  or  a  similar 
ratio  where  variation  from  said  ratio  is 
required  in  order  to  fit  the  dcKuments 
mto  to  image  area  of  the  microfiche  for- 
mat used. 

(iv)  Film  submitted  shall  have  a 
thickness  of  at  least  .005  inches  '0.13 
mm  I  and  not  more  than  009  inches  (0  23 
mm  I  for  either  cellulose  acetate  base  or 
polyester  base  type. 

iV  Both  microfiche  foiTnats  Al  '98 
frames,  14  columns  x  7  rows)  and  A3  '63 
frames.  9  colunms  x  7  rows)  which  are 
described  in  NMA  standard  MS2  'Al  is 
also  described  in  MS5  >  are  acceptable 
for  use  in  preparation  of  microfiche  sub- 
mitted, 

ivii  At  least  the  left-most  '3  '50  mm 
X  12  mm)  of  the  header  of  each  micro- 
fiche submittted  shall  be  clear  or  positive 
appearing  so  that  the  Patent  and  Trade- 


mark office  can  apply  serial  nuxnt)er  and 
filmg  date  thereto  in  an  eye-readable 
form.  The  middle  portion  of  the  header 
shall  be  used  by  apt^icant  to  apply  an 
eye-readable  application  title  together 
with  mventor's  name  and  any  other 
bibliographic  information  the  applicant 
sees  fit  to  mclude.  The  final  right-hand 
portion  of  the  m.icrofiche  shall  cc«itain 
sequence  information  for  the  microfiche, 
such  as  1  of  4.  2  of  4.  etc. 

(viD  Additional  requirements  which 
apply  specifically  to  microfiche  of  filmed 
paper  copy  or  COM  microfiche; 

lAi    Microfiche  of  filmed  paper  copy. 

( 1 )  T^e  first  frame  of  each  microfiche 

submitted  shall  contain  a  standard  NBS 

MicrcK-opy   Resolution   Test   Chart    'No. 

lOlOAi 

1 2)  The  second  frame  of  each  micro- 
fiche submitted  must  contain  a  fully  de- 
scriptive title. 

1 3  '  T^e  pages  appearing  on  the  micro- 
fiche frames  should  be  consecutively 
numbered 

( 4 1  Pagination  of  the  microfiche 
frames  shall  be  left  to  right  and  from 
top  to  bottom. 

1 5  '  At  a  reduction  of  24 : 1  resolution 
of  the  original  microfilm  shall  be  at  least 
120  Imes  per  mm  <5.0  target'  so  that  re- 
production copies  may  be  expected  to 
comply  with  provisions  of  paragraph 
7.1.4  of  NMA  Standard  MS5 

(6>  Background  density  of  negative- 
appearing  camera  master  microfiche  of 
filmed  par>er  documents  shall  be  wnthin 
the  range  0.9  to  1.2  and  line  densit>' 
should  be  no  greater  th^n  0  08  The  den- 
sity shall  be  visual  diffuse  density  as 
measured  using  the  methcxi  described 
in  ANSI  Standard  PH  2  19-1959 

'7'  A  suitable  index  should  be  in- 
cluded on  each  microfiche 

iB)  Microfiche  generated  by  COM. 
1 1 1  Background  density  of  negative- 
appearmg  COM-generated  camera  mas- 
ter microfiche  shall  be  within  the  range 
of  1.7  to  2.0  and  line  density  should  be 
no  greater  than  0.2.  The  density  shall  be 
visual  diffuse  density  as  described  in 
ANSI  PH  2  19-1959. 

i2i  The  first  frame  of  each  microfiche 
submitted  shall  contain  a  resolution  test 
frame  in  conformance  with  NMA  stand- 
ard MSI  (3.1.1). 

(3)  The  second  frame  of  each  micro- 
fiche submitted  must  contain  a  fully  de- 
scriptive title  together  with  any  other 
suitable  Index  or  other  appropriatie  In- 
formation 

'  4 1  The  pages  appearing  on  the  micro- 
fiche frames  should  be  consecutively 
numbered. 

(5'  It  IS  preferred  that  pagination  of 
the  microfiche  frames  b«;  from  left  to 
right  and  top  to  bottom  but  the  alter- 
native, i.e  ,  from  top  to  bottom  and  from 
left  to  right,  is  also  acceptable. 

(c)  Optional  use  of  either  paragraph 
(a>  or  (b)  of  this  Section.  If  the  com- 
puter program  listing  is  11-50  pages 
long,  applicants  may  utilize  either  the 
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procedures  of  paragraph  fa^   or  (b^   of 
this  section. 
JDated:  June  1.  1977. 

C.  Marshall  Dann. 
Commissioner  of  Patents 

and  Trademarks. 

Approved : 

Dated:  June  7.  1977. 

Jordan  J.  Baruch, 
Assistant    Secretary    for    Science 
and  Technology. 
|FR  Doc  77-170.30  Filed  6-14-77;8:45  am) 


DEPARTMENT   OF   THE   INTERIOR 

Fish  and  Wildlife  Service 
[  50CFR  Part  32] 
HUNTING 
Valentine   National   Wildlife   Refuge,   Nebr. 
AGi-NLV      f.^w    aiid    Wilul.ie    tieiMce. 
Interior. 
ACTION :  Proposed  rule. 

SUMMARY;  Notice  is  hereby  given  that 
it  is  proposed  to  add  Valentine  National 
Wildlife  Refuge.  Nebraska,  to  the  list  of 
refuge  areas  open  for  the  hunting  of 
migratory  birds,  which  is  publi.'^hed  in  50 
CFR  32.11.  The  Director  has  determined 
that  a  harvestable  surplus  of  migratory 
game  birds  exists,  that  there  is  public 
demand  for  additional  recreational 
opportunity,  and  that  this  action  is  com- 
patible with  the  major  purposes  for 
which  this  refuge  was  established.  The 
proposed  hunting  program  will  provide 
for  the  harvest  of  a  renewable  rc-^ource 
and  for  additional  public  recreational 
opportunity. 

DATES:  Comments  must  be  received  on 
or  before  July  18,  1977. 

ADDRESS:  Comments  may  be  addressed 
to  the  Director.  U.S.  Fish  and  Wildlife 
Service,  Department  of  the  Interior, 
Washington.  D.C.  20240. 

FOR  FURTHER  INFORM.^TION  CON- 
TACT: 

Ralph  H.  Town,  Division  of  National 
Wildlife  Refuges,  U.S.  Fish  and  Wild- 
life Service,  Washington.  DC.  20240. 
telephone  202-343-2374 

supplementary'"  INFORMATION: 
Ralph  H.  Town  is  also  the  primary 
author  of  this  proposed  rule.  Pursuant  to 
the  requirements  of  section  102  >  2  •  >  c  i  of 
the  National  Environmental  Policy  Act  of 
1969  (42  use.  4332' 2 1  iC>  i,an  environ- 
mental assessment  has  been  prepared  on 
this  proposal,  which  is  available  for  pub- 
lic inspection  and  copying  at  Room  2024 
Department  of  the  Interior,  18th  and  C 
streets,  NW  ,  Washington.  DC.  20240.  or 
by  mail,  addressing  the  Director  at  the 
address  given  above.  On  the  basis  of  this 
assessment,  the  Director  has  determined 
that  this  rulemaking  does  not  con.>;ntute 
a  major  Federal  action  significantly  af- 
fecting the  human  environment. 

Note. — The  U.S.  Pish  and  Wildlife  Service 
has  also  determined  that  this  document  does 
not  contain  a  major  proposal  requiring  prep- 


aration of  an  Economic  Impact  Statement 
under  Executive  Order  11949  and  OMB  Cir- 
cular A- 107. 

Accordingly,  It  Is  proposed  to  amend 
50  CFR  32.11,  as  follows: 

§32.11      Li-t    of   open    areas:    migralory 

pani*'  bird». 

•  •  •  •  • 

Nebraska 

Valentine  National  Wn-DLITE  Refuge 

.  .  •  »  • 

Dated:  June  10,  1977. 

Lynn  A.  Greenwalt, 
Director,  Fish  and 
Wildlife  Service. 

I  PR  Doc.77-16999  Filed  6-14-77;8:45  am] 


[50  CFR  Part  91  ] 

MIGRATORY  BIRD  HUNTING   AND   . 
CONSERVATION   STAMP  CONTEST 

AGENCY     Fi.-h    and    Wildlife    Service, 

Interior 

ACTION:  Proposed  rule. 

SUMMARY:  The  Fish  and  WDdllfe 
Service  proposes  to  amend  its  regula- 
tions to  change  the  name  of  the  "Mi- 
gratory Bird  Hunting  Stamp  Contest" 
to  the  -Migratory  Bird  Hunting  and 
Conservation  Stamp  Contest."  This  pro- 
posed amendment  also  changes  contest 
rules.  These  changes  are  made  to  comply 
with  requirements  of  the  Wetlands  Loan 
E.xtension  Act  of  1976 

DATES  All  comments  received  on  or 
belore  June  29.  1977  will  be  considered. 

ADDRESS:  Submit  comments  to:  Direc- 
tor '  FWS  AV 1 .  U.S.  Fish  and  Wildlife 
Service,  Department  of  the  Interior, 
Wacihington.  D.C.  20240. 

FOR  FURTHER  INFORNLATION  CON- 
TACT 

Bob  Hme.';.  Chief,  Office  of  Audio 
VLsual.  US.  Fish  and  Wildlife  Service, 
Department  of  the  Interior,  Washing- 
ton. DC.  20240.  202-343-5611. 

SUPPLEMENTARY       INFORMATION: 

The  annual  contest  held  by  the  Service 
to  select  the  stamp  design  is  the  only  art 
contest  regularly  sponsored  by  the  Fed- 
eral Government  These  colorful  stamps 
constitute  the  longest  running  annually 
issued  series  of  stamps  in  revenue  or 
postage  stamp  history.  Popularly  known 
as  the  "Duck  Stamps,"  they  are  sold 
through  post  offices  and  must  be  carried 
by  every  migratory  waterfowl  hunter  16 
years  of  age  or  older.  All  of  the  stamp 
revenues  beyond  printing  and  handling 
co.st.s  are  u.sed  for  the  acquisition  of 
refuse  land  for  migratory  birds.  The  Fish 
and  Wildhfe  Service  proposes  to  amend 
50  CFR  91  by:  i  li  reflecting  a  change  in 
the  name  of  the  'Migratory  Bird  Hunting 
Stamp  Contest"  to  "Migratory  Bird 
Hunting  and  Conservation  Stamp  Con- 
test '  '2'  rewording  §9114  to  make  it 
clear  that  a  living  species  of  North 
American  migratory  ducks  or  geese  must 
be  the  dominant  feature  of  any  design 
entered  in  the  contest  (3)   placing  con- 


testants on  notice  in  §  9117  that  the  De- 
partment of  the  Interior  and  Fish  and 
Wildlife  Service  are  not  responsible  for 
any  entry  that  may  be  damaged  in  the 
mail  or  lost  by  Are  or  theft  and  (4i  pro- 
viding in  §5  91.22  and  91  31.  respectively. 
that  the  winning  entry  will  be  selected  by 
no  later  than  November  10  of  each  year 
and  that  all  entries  will  be  returned  to 
the  participating  artists  within  60  days  of 
the  contest  completion. 

The  Migratory  Bird  Hunting  Stamp 
was  authorised  and  required  by  the  Mi- 
gratory Bird  Hunting  Stamp  Act  of  1934, 
as  amended  '16  U.SC.  718a>.  The  name 
was  changed  to  the  Migratory  Bird  Hunt- 
ing and  Conser\ation  Stamp  by  the  Wet- 
lands Loan  Extension  Act  of  1976  'Pub 
L.  94-215). 

It  is  the  policy  of  the  Department  of 
the  Interior,  whenever  practicable,  to  af- 
ford the  public  an  opportunity  to  par- 
ticioate  in  the  rulemaking  process.  Be- 
cause of  the  rapidly  approaching  July  1 
opening  of  the  contest,  the  Service  feels 
that  it  would  be  impractical  and  contrary 
to  the  public  interest  to  extent  the  public 
comment  period  beyond  2  weeks  after 
publication  in  the  Federal  Register 

Note:  The  Service  has  determined  that  this 
document  does  not  contain  a  major  proposal 
requiring  preoaratlon  of  an  Economic  Im- 
pact Statement  under  Executive  Order  11949 
and  OMB  Circular  A- 107. 

Bob  Hines  is  the  principal  author  of 
this  proposed  rule. 

Accordingly,  it  is  proposed  to  amend 
Part  91  of  Title  50  of  the  Code  of  Federal 
Regulation.s  as  follows: 

1.  Amend  the  heading  of  Part  91  to 
read  as  f ollow^s : 

PART   91— MIGRATORY    BIRD    HUNTING 
AND  CONSERVATION  STAMP  CONTEST 

2.  Amend  §5  91.1,  9111.  91.14,  91.16. 
91.17  and  91.31  by  deleting  the  present 
text  of  each  section  and  substituting  in- 
stead the  following  language: 

§  91.1      Purpose  of  regulations. 

The  regulations  contained  in  this  part 
set  forth  the  rules  and  procedures  gov- 
erning the  annual  Migratory  Bird  Hunt- 
ing and  Conservation  Stamp  Contest 
through  which  a  design  is  chosen  for  the 
Migratory  Bird  Hunting  and  Conserva- 
tion Stamp. 
§91.11      Contest  deadlines. 

The  contest  to  select  the  design  for  the 
annual  Federal  Migratory  Bird  Hunting 
and  Conser\ation  St^mp  will  officially 
open  on  July  1  of  each  year.  All  persons 
intending  to  submit  an  entry  in  the  con- 
test shall  notify  the  Fish  and  Wildlife 
Service  and  request  a  copy  of  the  con- 
test's regulations  and  Reproduction 
Rights  Agreement  Requests  for  the  con- 
test's regulations  and  Reproduction 
Rights  Agreement  should  be  sent  to  the 
Office  of  Audio  Visual.  U.S.  Fish  and 
Wildlife  Servi'r'e,  Department  of  the  In- 
terior, Washington.  DC  20240.  Entries 
may  be  received  anytime  after  July  1.  but 
must  be  received  or  postmarked  no  later 
than  midnight  of  October  15 
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§91.11      Ri-trirtion*.    on    subject    matter 
of  tntr). 

A  living  species  of  North  American 
migratorv  ducks  or  geese  must  be  the 
dominant  feature  of  any  design.  No  such 
species  shall  be  portrayed  which  has 
been  selected  for  the  Migratory  Bird 
H'onting  and  Conservation  Stamp  during 
the  preceding  5  years.  The  design  must 
be  the  contestant's  own  original  creation 
and  may  not  be  copied  or  duplicated 
from  previously  published  art.  including 
photographs.  An  entry  submitted  in  a 
prior  contest  which  was  not  selected  for 
the  stamp  design  may  be  resubmitted  in 
the  present  contest  at  the  contestant's 
discretion. 

§91.16      Submi--iiiii        prorcdiirt*        for 
entry. 

The  lower,  detachable  portion  of  the 
contestant's  Reproduction  Rights  Agree- 
ment must  be  attached  to  the  back  of  the 
entry.  The  name  of  the  species  depicted 
shall  also  be  printed  on  the  back  of  the 
entry.  Each  entry  shall  be  mounted  on  a 


mat  and  protected  by  a  covermg  of  ace- 
tate or  cellophane.  Entries  will  not  be 
accepted  that  are  in  wooden  frames  or 
are  under  glass.  Each  entry  should  be 
protectively  wrapped  and  mailed  first 
class  registered  mail  to  "Migratory  Bird 
Hunting  and  Conservation  Stamp  Con- 
test." Office  of  Audio  Visual.  U.S.  Fish 
and  Wildlife  Service,  Department  of  the 
Interior.  Washington.  DC  20240  Entries 
will  be  promptly  processed  when  re- 
ceived. Each  contestant  must  also  sign 
and  submit  in  the  same  envelope,  the  top 
portion  of  tlie  Reproduction  Rights 
Agreement.  Identity  of  artists  submis- 
sions will  be  kept  com.pletely  confidential 
within  the  Fish  and  Wildhfe  Service  dur- 
ing the  judging  process 

§91.17      I'ropertv  iii-uraix  t   fi«r  rntn<«. 

All  contestants  are  hereby  notified  oi 
the  advisability  of  obtaining  adequate 
property  insurance  coverage  for  their  re- 
spective entry.  The  Department  of  the 
Interior  will  not  so  insure  the  entries  it 
receives.  The  Department  and  the  Fish 


and  Wildlife  Service  are  not  responsible 
for  damage  in  the  mails  or  loss  by  fire 
or  theft. 

§91.22      Date  and  location  of  contest. 

The  selection  of  the  winmng  entry  will 
take  place  as  soon  as  possible  after  the 
closing  date  of  the  contest  but  in  no 
event  will  it  be  later  than  November  10 
of  each  year.  The  exact  date,  time  and 
location  of  the  contest  w  ill  be  announced 
a  reasonable  period  of  time  prior  to  No- 
vember 10  through  the  publication  of  a 
notice  in  the  Federal  Register. 
§  91.31      Return  of  entries  after  contest. 

All  entries  will  be  returned,  certified. 
to  the  participatmg  artists  w  ithin  60  days 
of  completion  of  the  contest. 

Dated:  June  9,  1977. 


( 


Lynn  A.  Greenwalt, 
Director.  U.S.  Fish  and 

Wildlife  Service. 

jFR  Doc  77-17059  Filed  6-14-77:8:45  am] 
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ADMINISTRATIVE  CONFERENCE  OF 
THE   UNITED   STATES 

COMMITTEE    ON    RULEMAKING   AND 
PUBLIC    INFORMATION 

Meeting 

Pursuant  to  the  Federal  Advisory 
Committee  Act  'Pub.  L,  92-463'.  notice 
is  hereby  given  of  a  meeting  of  the  Com- 
mittee on  Rulemaking  and  PubUc  Infor- 
mation of  the  Administrative  Conference 
of  the  United  States,  to  be  held  at 
10  am,.  June  23.  1977.  in  the  library  of 
the  Admmistrative  Conference.  Suite 
500,  2120  L  Street  NW,,  Washigton,  D.C. 

The  Committee  will  meet  to  discuss 
final  action  on  the  legLslative  control  of 
agency  rulemaking  project  being  con- 
ducted by  Dean  Ernest,  A,  E.  Gellhorn 
and  Professor  Harold  H.  Bruff,  The 
Committee  will  also  hear  from  Professor 
Barry  B.  Boyer  who  is  conducting  an  m- 
liepth  examination  of  the  new  FTC  trade 
regulation  rulemaking  procedures. 

Attendance  is  open  to  the  interested 
public,  but  limited  to  the  space  available. 
Persons  wishing  to  attend  should  notify 
this  office  at  least  two  days  in  advance. 
The  Committee  Chairman,  if  he  deems  it 
appropriate,  may  permit  members  of  tlie 
public  to  present  oral  statements  at  the 
meeting;  any  member  of  the  public  may 
file  a  written  statement  with  the  Com- 
mittee before,  during  or  after  the  meet- 
ing. 

For  further  information  concerning 
this  Committee  meeting,  contact  Em- 
mett  J.  Gavin  <  202-254-7020  > .  Minutes 
of  the  meeting  will  be  available  on 
request. 

Emmett  J   Gav'in. 
Exccutiie  Director. 

June  13.  1977. 


(FR  Doc 
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ADMINISTRATOR,  EMERGENCY 
NATURAL  GAS  ACT  OF   1977 

D^KKet  Nr    £77-111  1 

COLUMBIA  GAS  TRANSMISSION  CORP. 
Emergency  Order 

On  May  13  1977,  Coliunbia  Gas  Trans- 
mi.ssion  Corporation  ■  Columbia  i  filed, 
pursuant  to  the  Emertjency  Natural  Gas 
Act  of  1977  I  Act'.  Pub.  L,  95-2  '91  Slat. 
4  '1977i>  a  request  for  a  Declaratory 
Order  di  finding  that  Columbia's  allo- 
cation of  casts  and  billings  for  Section  6 
gas  during  the  months  of  February  and 
March.  1977  are  proper  under  Section  7 
of  the  Act  and  consistent  with  Order 
No,  7,  Docket  No  E77-92  (April  22, 
1977)  :  and  <2>  authorizing  Columbia  to 
allocate  tlie  total  costs  a.ssociated  with 
the  acquisition  of  pay  back  volumes  to 


its  customers  in  the  same  proportion 
that  previous  costs  associated  with  the 
Pacific  Gas  and  Electric  Company 
'PG&E'  and  Pacific  Lighting  Service 
Company  (Pacific)  purchases  were  al- 
located during  the  months  of  February 
and  March,  1977.  For  the  reasons  set 
forth  below.  I  grant  Columbia's  request. 

Order  No,  7  provides  for  the  allocation 
of  volumes  and  associated  charges  paid 
by  interstate  natural  gas  pipelines  for 
purchases  or  deliveries  under  Section  6 
of  the  Act.  Prior  to  the  issuance  of  Or- 
der 7  the  Federal  Power  Commission 
(FPC*  i.ssued  an  order  in  Docket  No. 
RM77-10  on  February  5.  1977  which  es- 
tablished accounting  and  billing  proce- 
dures for  gas  acquired  by  interstate  nat- 
ural gas  pipelines  pursuant  to  Sections  4 
and  6  of  the  Act. 

Order  No,  7  sets  forth  several  billing 
procedures  which  Columbia  may  use  in 
allocating  costs  to  its  customers.  One  of 
those  procedures  is  that  delinated  in 
FPC  Docket  No.  RM77-10. 

Based  on  the  foregoing,  I  find  that 
Colunibias  allocation  of  Section  6  gas 
and  biUings  for  the  months  of  Februarj 
and  March,  1977  are  appropriate  under 
Section  7  of  the  Act  and  in  accordance 
with  Order  No.  7.  Further.  I  find  that 
any  subsequent  "osts  incurred  in  obtain- 
ing gas  volumes  to  satisfy  Columbia's  re- 
payment obligations  under  prior  trans- 
actions shall  be  allocated  to  Columbia's 
customers  on  the  basis  of  the  volumes 
received  under  such  transactions  and 
in  the  same  p-orortlon  in  which  previous 
costs  were  allocated. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presl- 
c  jnt  in  Executive  Order  No,  11969  (Feb- 
ruary 2,  1977' ,  and  shall  be  served  upon 
Columbia.  This  order  shall  also  be  pub- 
lished in  the  Federal  Register. 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub. 
L.  95-2  and  the  rules  and  regulations 
which  may  be  is-iued  thereunder. 

Richard  L.  Dunham, 

AdministTator. 

IFR  Doc.77-17212  FUed  e-14-77;8:45  am) 


7  of  the  Act  and  consistent  with  Order 
No.  7.  Docket  No.  E77-92  (April  22,  1977' . 
For  the  reasons  set  forth  below.  I  grant 
Southern's  request. 

Order  No.  7  provides  for  the  alloca- 
tion of  volumes  and  associated  charges 
paid  by  interstate  natural  gas  pipelines 
for  purchases  or  dehveries  under  Sec- 
tion 6  of  the  Act.  Prior  to  the  i.ssuance 
of  Order  7.  the  Federal  Power  Commis- 
sion (FPC)  issued  an  order  in  Docket 
No.  RM77-10  on  February  5.  1977  which 
established  accounting  and  billing  pro- 
cedures for  gas  acquired  by  interstate 
natural  gas  pipelines  pursuant  to  Sec- 
"k  tions  4  and  6  of  the  Act, 

Order  No,  7  sets  forth  several  billing 
procedures  which  Southern  may  use  in 
allocating  costs  to  its  customers.  One  of 
those  procedures  is  that  delinated  in  FPC 
Docket  No.  RM77-10, 

Based  on  the  foregoing,  I  find  that 
Southern's  proposed  allocation  of  Sec- 
tion 6  gas  and  billings  for  the  month 
of  February,  1977  will  be  appropriate 
under  Section  7  of  the  Act  and  in  ac- 
cordance with  Order  No.  7. 

This  order  is  issued  pursuant  to  the 
authority  delegated  to  me  by  the  Presi- 
dent in  Executive  Order  No,  11969  'Feb- 
ruary 2,  1977',  and  shall  be  sened  upon 
Southern.  This  order  siiali  also  be  pub- 
lished in  the  Federal  Register, 

This  order  and  authorization  granted 
herein  are  subject  to  the  continuing  au- 
thority of  the  Administrator  under  Pub, 
L.  95-2  luid  the  rules  and  regulations 
which  may  be  issued  thereunder, 

Richard  L.  Dtnham. 

Administrator. 

|PR  Doc.77-17213  Fnied  6-14-77:8:45  am] 


[Docket  No.  £77-117) 

SOUTHERN    NATURAL   GAS   CO. 

Emergency  Order 

On  May  20.  1977,  Southern  Natural 
Gas  Company  (Southern)  filed,  pursu- 
ant to  the  Emergency  Natural  Gas  Act 
of  1977  (Act),  Pub.  L.  95-2  (91  Stat.  4 
1 1977) )  a  request  for  an  order  finding 
that  Southern's  allocation  of  costs  for 
Section  6  gas  during  the  month  of  Feb- 
ruary. 1977  will  be  proper  under  Section 


DEPARTMENT  OF  AGRICULTURE 

(Notice  of  DeslRnatlon  Number  M%\] 
Farmers  Home  Administration 

GEORGIA 
Designation  of  Emergency  Areas 

The  Secretary  of  Agriculture  has  de- 
termined that  farming,  ranching,  or 
aquaculture  operations  have  been  sub- 
stantially affected  in  the  following  (Geor- 
gia Counties  as  a  result  of  excessive  rain- 
fall and  flooding  March  28  through  30, 
1977,  in  Habersham.  Haralson.  Polk,  and 
Rabun  Counties:  also  tornado  activity 
and  high  winds  in  Polk  County  March  28 
and  29.  1977;  and  tornadoes  April  4,  1977, 
in  Bartow,  Floyd,  Habersham  and  Rabun 
Counties. 

Therefore,  the  Secretary  has  desig- 
nated this  area  as  eligible  for  emergency 
loans  pursuant  to  the  provisions  of  the 
Consolidated  Farm  and  Rural  Develop- 
ment Act,  as  amended  by  Public  Law  94- 
68,  and  the  provisions  of  7  CFR  1832.3(b) 
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including  the  recommendation  of  Gov- 
ernor George  Busbee  that  such  designa- 
tion be  made. 

Applications  for  emergency  loans  must 
t)e  received  by  this  Department  no  later 
than  July  21.  1977,  for  physical  losses 
and  February  2l.  1978.  for  production 
losses,  except  that  qualified  borrowers 
who  receive  initial  loans  pursuant  to  this 
designation  may  be  ehgible  for  sub- 
sequent loans.  The  urgency  of  the  need 
for  loans  in  the  designated  area  makes 
It  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  advance  notice  of  pro- 
posed rulemaking  and  invite  public  par- 
ticipation 

Done  at  Washington.  DC,  this  8th  day 
of  June.  1977, 

GrORDON  CAVANAUGH, 

Administrator . 
Farmers  Home  Administration 
|FR  DOC77-16971  Piled  6-14-77:8  45  ami 


.    CIVIL  AERONAUTICS   BOARD 

(Docket  30182] 

lOWA/ILLINOIS-ATLANTA   ROUTE 

PROCEEDING 

Postponement  of  Prehearing  Conference 

Notice  is  hereby  given  that  the  pre- 
hearing conference  in  the  above -entitled 
matter  now  assigned  to  be  held  on  July 
7  1977  '42  F.R.  29032)  is  postponed  to 
July  13.  1977.  9:30  am,  'local  time',  in 
Room  1003  'A)  Universal  Building,  1875 
Connecticut  Avenue.  N.W.,  Washington, 
DC 

Dated  in  Washington,  D.C,  June  9, 
1977. 

Marvin  H.  Morse. 
Administrative  Law  Judge. 

I  PR  Doc.77-17028  Piled  6-14-77:8:45  ami 


(Order  77-6^6;  Docket  307101 
KINNIBURGH   SPRAY   SERVICE   LTD. 

Statement  of  Tentative  Findings  and 
Conclusions  and  Order  to  Show  Cause 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington:  DC  . 
on  the  9th  day  of  June.  1977, 

Application  of  Kinniburgh  Spray  Serv- 
ice Ltd,,  for  a  foreign  air  carrier  permit 
pursuant  to  section  402  of  the  Federal 
Aviation  Act  of  1958 

By  application  filed  April  8.  1977,' 
Kinniburgh  Spray  Service  Ltd  (Kinni- 
b'jrgh  >  requests  a  foreign  air  carrier 
permit  to  engage  in  charter  foreign  air 
transportation  with  respect  to  persons 
and  their  accompanying  baggage,  and 
planeload  charter  foreign  air  transporta- 
tion with  respect  to  property,  between 
any  point  or  points  in  Canada  and  any 
point  or  points  in  the  United  States,  uti- 


lizing ."small  aircraft"  '  pursuant  to  the 
Nonscheduled  Air  Service  Agreement 
executed  on  May  8,  1974.  by  the  Govern- 
ments of  the  United  States  and  Canada 

Fitness  of  Applicant  for  a  Foreign  Air 
Carrier  Permit 

Kinniburgh  was  incorporated  under 
The  Companies  Act  of  the  Province  of 
Alberta  on  May  12.  1959  The  Air  Trans- 
port Committee  of  the  Canadian  Trans- 
port Commission  has  issued  Kinniburgh 
license  No  ATC,  457  72  'CF  ,  dated 
October  14,  1976,  a  Class  9-4  license 
which  authorizes  the  holder  to  operate 
international  charter  commercial  air 
services  from  a  base  at  Taber.  Alberta. 
The  licensee  is  restricted  in  its  operations 
to  the  use  of  Groups  A  and  B  aircraft.- 
The  Canadian  Department  of  Transport. 
Civil  Aviation  Branch,  has  issued  Kinni- 
burgh Operating  Certificate  No  1156 
which  certifies  that  the  carrier  is  ade- 
quately equipped  and  able  to  conduct  a 
safe  operation 

The  apphcants  balance  sheet  as  of 
December  31,  1975.  shows  current  assets 
of  $233,90801  and  current  liabilities  of 
$55,701  27  After  allowing  for  deprecia- 
tion, the  company  had  fixed  assets  of 
$85,884  59  resulting  in  total  assets  of 
$319,792  Deferred  liabilities  totaled  $28,- 
837.43  leaving  owner's  equity  of  $235,- 
253,90  The  company's  statement  of  in- 
come for  the  year  ended  December  31, 
1975,  .shows  net  mcome  for  the  year  of 
$63,010,01  Since  its  inception,  the  appli- 
cant has  always  met  its  financial  obliga- 
tions and  has  never  defaulted  on  any 
commitment  to  provide  transportation 

In  its  operations  to  the  United  States 
the  carrier  plans  to  use  the  following  two 
aircraft ;  a  Piper  PA-23,  sealing  capacity 
of  SIX  and  a  maximum  authorized  takeoff 
weight  of  5.200  pounds:  and  a  Piper  PA- 
31.  seatmg  capacity  of  ten  and  a  maxi- 
mum authorized  takeoff  weight  of  7,000 
pounds  The  applicant  states  that  it  has 
had  no  safety  or  tariff  violations  during 
the  last  five  years  nor  has  it  had  any  air- 
craft accidents, 

"Public  Interest    in  Award  of  the 
AuTHORriY  Sought 

The  applicant  relies  upon  the  Non- 
scheduled  Air  Ser\-ice  Agreement  signed 
by  Uie  Governments  of  Canada  and  the 
United  States  on  May  8.  1974,  as  the  basis 
for  the  grant  of  the  requested  authority. 
By  diplomatic  Note  No   ECT-850,  dated 


A  copy  of  the  application  ha.s  been  tran.s- 
mltted  to  the  President  of  the  United  States 
in  accordance  with  the  requirements  of  sec- 
tion 801  of  the  Act 


-■"Small  aircraft"  are  defined  bj'  the  Non- 
scheduled  Air  Service  Agreement  as  aircraft 
which  are  not  "large  aircraft  "  "Large  air- 
craft" are  defined  a,s  aircraft  having  both  (a) 
n\aKimum  passenger  capacity  of  more  than 
30  seats  or  a  maximum  payload  capacity  of 
more  than  7,500  f>ounds,  and  (bi  a  maximum 
authorized  takeoff  weight  on  wheels  greater 
than  36,000  pounds, 

~  Under  Canadian  Air  Transport  Committee 
regulations.  Group  A  consists  of  aircraft 
with  a  maximum  authorized  takeofT  weight 
not  greater  than  4  300  pounds  Group  B  con- 
sists of  aircraft  »Tth  a  maximum  authorized 
takeoff  weight  over  4,300  pounds,  but  not 
greater  than  7.000  pounds 


May  9,  1974,  the  Government  of  Canada 
designated  the  applicant  under  the 
Agreement  to  perform  charter  services 
with  small  aircraft,'  The  aircraft  the  ap- 
plicant plans  to  use  in  its  operations  be- 
tween the  United  States  and  Canada  are 
within  the  scope  of  the  designation. 

ow  nership  and  control  of  the 

Applicant 

The  officers  of  the  corporation  are  Mr. 
Jack  Kinniburgh,  President  and  Direc- 
tor; and  Mr  Da\id  Furman  Kinniburgh. 
Director  Both  officers  are  Canadian  citi- 
zens The  company's  issued  stock  of  3.000 
shares  is  owned  entirely  by  the  officers  of 
the  corporation;  Mr.  Jack  Kinniburgh 
11.500  shares'  and  Mr,  David  Furman 
Kinniburgh  (1,500  shares'.  The  appli- 
cant lists  the  following  persons  or  insti- 
tutions as  holding  more  than  five  percent 
of  the  company's  debt  The  Imperial 
Bank  of  Commerce,  Taber,  Alberta  '$21,- 
400 1;  and  Mr  R  B,  Kinniburgh.  a 
Canadian  citizen  residing  In  Taber, 
Alberta  '$21,400' 

The  applicarit  states  that  no  officer, 
director,  or  stockholder  of  Kinniourgh 
holds  any  stock  or  mterest  in  any  U.S 
carrier,  any  Canadian  or  other  foreign 
air  carri^,  any  person  engaged  in  a 
phase  of  aeronautics,  any  common  car- 
rier, or  in  any  F>ersor.s  whose  principal 
business  is  the  holding  of  stock  in,  or 
control  of.  any  such  entities 

In  vnew  of  the  foregoing  and  all  the 
facts  of  record,  the  Board  tentatively 
finds  and  concludes ; 

1.  That  Kinniburgh  Spray  Service  Ltd 
is  substantially  owned  and  effectively 
controlled  by  nationals  of  Canada. 

2  That  It  15  in  the  public  interest  to 
issue  a  foreign  air  carrier  permit  for 
small  aircraft  operations  to  Kinniburgh 
Spray  Service  Ltd  authorizing  it  to  en- 
gage in  charter  foreign  air  transporta- 
tion with  small  aircraft  with  respect  to 
persons  arid  their  accompanied  baggage 
and  planeload  charters  of  property  be- 
tween any  point  or  points  in  Canada  and 
an>'  pomt  or  points  in  the  United  States; 

3  That  the  public  interest  requires 
that  tlie  exercise  of  the  privileges  granted 
by  said  permit  shall  be  subject  to  the 
terms,  conditions,  and  limitations  con- 
tained m  the  specimen  form  of  permit 
attached  to  this  order,  and  to  such  other 
reasonable  terms,  conditions,  and  limi- 
tations required  by  the  public  interest  as 
may  from  lime  to  time  be  prescribed  by 
the  Board 

4,  That  Kinniburgh  Spray  Ser\-ice  Ltd 
is  fit,  willing,  and  able  properly  to  per- 
form the  above-described  foreign  air 
transportation  and  to  conform  to  the 
provisions  of  the  Act  and  the  rules,  reg- 
ulations, and  requirements  of  the  Board 
thereunder; 

5  That  except  to  the  extent  granted 
herein,  the  application  of  Kinniburgh 
Spray  Service  Ltd  in  Docket  30710 
should  be  denied;  and 


See  Docket  26473. 
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6  That  an  evidentiary  hearing  is  not 
required  in  the  public  interest. 

Accordingly,  it  is  ordered.  That;  1.  All 
interested  persons  be  and  they  thereby 
are  directed  to  show  cause  why  the  Board 
jnould  not  make  final  the  tentative  find- 
ings and  conclusions  stated  herein,  and 
why  a  foreign  air  carrier  permit  in  the 
form  of  the  specimen  permit  attached  to 
this  order  should  not,  subject  to  the- ap- 
proval of  the  President  pursuant  to  sec- 
tion 801  of  the  Act.  be  issued  to  Kinni- 
burgh  Spray  Service  Ltd  : 

2  Any  interested  person  having  ob- 
jection to  the  issuance,  without  hearing 
of  an  order  making  final  the  tentative 
findings  and  conclusions  stated  herein 
shall  file  a  statement  of  objections  sup- 
ported by  evidence  within  21  days  after 
the  adoption  of  this  order  If  an  eviden- 
tiary hearing  is  requested,  the  objection 
should  state  m  detail  why  such  hearing 
is  considered  necessary  and  what  rele- 
vant  and   material   facts   would   be  ex- 

Tj^^ted  to  be  established  through  suc>i 
hearing  which  cannot  be  established  in 
written  pleadings; 

3  If  timely  and  properly  supported 
obtections  are  filed  further  conside;  ation 
will  be  accorded  the  matters  and  Lssues 
raised  by  the  objections  before  further 
action  is  taken  by  the  Board: 

4  In  the  event  no  objections  are  filed, 
all  further  procedural  steps  will  be 
deemed  to  have  bern  waived,  and  the 
Board  may  proceed  to  enter  an  order  in 
accordance  with  the  tentative  findings 
and  conclusions  set  forth  herein;  and 

5.  Copies  of  this  order  shall  be  served 
upon  Kiruiiburgh  Spray  Service  Ltd  and 
the  Ambassador  of  Canada  in  Washing- 
ton. DC 

This  order  will  be  published  in  the 
FEDER.f  L  Register  and  will  be  transmitted 
to  the  President. 

By  the  Civil  Aeronautics  Board: 

Phyllis  T.  Kaylor. 

Secretary. 

Specimen  PERMrr 

PERMIT  TO  FOREIGN  AIR  CARRIER  FOR  SMALL 
AaCRAFT  OPERATIONS 

Klnniburgh  Spray  Service  Ltd  is  hereby 
authorized,  subject  to  the  provisions  hereln- 
aller  set  forth,  the  provisions  of  the  Federal 
Aviation  Act  of  1958  and  the  orders,  rules. 
and  regulations  lissued  thereunder,  to  engage 
)n  charter  foreign  air  transportation  as  fol- 
lows 

Charter  flights  with  respect  to  persons  and 
their  accompanied  baggage,  and  planeload 
charter  flights  with  respect  to  property,  be- 
tween any  point  or  points  In  Canada  and  any 
point   or   points   In    the    United   States. 

The  holder  shall  be  authorized  to  perform 
those  types  of  charters  originating  in  Can- 
ada as  are  now  or  may  hereafter  be,  pre- 
scribed for  carriage  by  small  aircraft  in  An- 
nex BdlDiB)  cf  the  Nonscheduled  Air 
Service  Agreement  between  the  United  States 
and  Canada,  signed  May  8,  1974,  including 
any  amendments,  supplements,  reservations, 
or  supersesjsions  to  that  Agreement.  Provided, 
That  any  such  charters  may  be  performed 
only  to  the  extent  authorized  by  the  Air  Car- 
rier Regulations  of  the  Canadian  Transport 
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Commission  applicable  to  operations  by 
small  aircraft,  and  the  authority  of  the 
holder  to  perform  such  charters  shall  'e 
subject  to  thc*e  Regulations.'  The  authorUy 
of  the  holder  to  perform  United  States^ 
originating  charters  shall,  in  accordance  with 
Anne.x  BiIIItlA)  of  such  Nonscheduled  Air 
Service  Agreement,  be  limited  to  commer- 
cial air  transportation  of  passengers  and 
their  accompanied  baggage,  and  property,  on 
a  time,  mileage  or  trip  basis,  where  the  en- 
tire planeload  capacity  of  one  or  more  air- 
craft has  been  engaged  by  a  person  for  his 
own  use  or  by  a  person  for  the  transporta- 
tion of  a  group  of  persons  and/or  their  prop- 
erty, as  agent  or  representative  of  such 
groups,  or  such  small  aircraft  operations  as 
may  be  authorized  pursuant  to  any  amend- 
ment, supplement,  reservation  or  superses- 
sion   to   that   Agreement. 

This  permit  shall  be  subject  to  the  fol- 
lowing terms,  conditions,  and  limitations: 

( 1 )  In  the  performance  of  the  charter  op- 
erntions  authorized  by  this  permit,  the 
holder  shall  not  use  "large  aircraft"  as  de- 
fined in  Annex  Ad)  (A)  of  the  Nonscheduled 
Air  Service  Agreement  between  the  United 
S'ates  and  Canada,  signed  May  8,  1974,  in- 
cluding amendments,  supplements,  reserva- 
tions, or  supersessions  to  that  Agreement. 

(2)  The  holder  shall  not  engage  In  foreign 
air  transportation  between  the  United  States 
and  any  point  or  points,  other  than  a  point 
or  points  in  Canada,  or  transport  any  prop- 
erty or  persons  who.se  Journey.  Includes  a 
prior,  subsequent,  or  Intervening  movement 
by  air  (except  »or  the  movement  of  passen- 
gers independently  of  any  group)  to  or  from 
a  point  not  in  the  United  States  or  Canada: 
Provided,  Tliat  the  Boeird  may.  upon  appli- 
cation by  the  holder,  or  by  regulation,  au- 
thorize the  performance  of  charters  where 
such  movements  are  Involved 

(3)  The  holder  shall  not  perform  United 
States-originating  charter  flights  which  at 
the  end  of  any  calendar  quarter  would  re- 
sult in  the  aggregate  number  of  all  United 
States-originating  charter  flights  performed 
by  the  holder  on  or  after  May  8.  1974  exceed- 
ing by  more  than  one-third  the  aggregate 
number  of  all  Canadian-originating  charter 
flights  performed  by  the  holder  on  or  after 
May  8.  1974:  Provided,  That  the  Board  may 
authorize  the  performance  of  charters  not 
meeting  the  requlremen-ts  set  forth.  For  the 
purpo.se  of  making  such  computation  the 
following  shall  apply: 

(a)  A  charter  shall  be  considered  to  origi- 
nate in  the  United  Slates  (or  Canada)  If 
the  passengers  or  property  are  first  taken 
on  board  in  that  country,  and  shall  be  con- 
sidered as  one  flight  whether  the  charter  be 
one-way.  round  trip,  circle  tour,  or  open 
jaw.  even  If  a  separate  contract  Is  entered 
into  for  a  return  portion  of  the  charter  trip 
from'  Canada  (or  the  United  States). 

(b)  The  computation  shall  be  made  sep- 
arately for  (I)  "small  aircraft"  flights  of  per- 
sons; and  (ii)  "small  aircraft"  flights  of 
property. 

(c)  In  the  case  of  a  lease  of  aircraft  with 
crew  for  the  performance  of  a  charter  flght 
on  behalf  and  under  the  authority  of  another 
carrier,  the  flight  shall  be  Included  In  the 
computation  If  the  holder  is  the  lessee,  and 


Since  provision  Is  made  for  the  filing  of 
objections  to  this  order,  petitions  for  recon- 
sideration will  not  be  entertained. 


'Annex  B(III)(B)  presently  authorizes 
Canadian-originating  small  aircraft  charters 
of  the  types  prescribed  In  section  (n)(B); 
but  only  to  the  extent  applicable  to  small 
aircraft  pursuant  to  Canadian  Transport 
Commission  Regulations.  The  applicable 
tvpes  of  charters  presently  authorized  are: 
Single  Entity  Pa.ssenger,  Single  Entity  Prop- 
erty. Pro  Rata  Common  Purpose,  and  Inclu- 
sive Tour.  (In  some  Instances  split  passenger 
charters  are  authorized.) 


shall  not  be  included  if  the  holder  Is  the 
lessor. 

(d)  There  shall  be  excluded  from  the  com- 
putation: 

(1)  Plights  utilizing  aircraft  having  a 
maximum  authorized  talteoff  weight  on 
wheels  (as  determined  by  Canadian  Trans- 
port Commission  Regulations)  not  greater 
than  18.000  pounds;  and 

(ii)  Flights  originating  at  a  United  States 
terminal  point  cf  a  route  authorized  pursu- 
ant to  the  Air  TTansDort  Services  Agreement 
between  the  United  States  and  Canada, 
signed  January  17,  1966  a.=  amended,  or  any 
agreement  which  may  supersede  it.  or  any 
supplementary  agreement  thereto  which 
establlst>es  obligations  or  privilege?  there- 
under (If.  pursuant  to  any  svich  aereement, 
the  holder  also  holds  a  foreign  air  carrier 
permit  authorizing  Individually  ticketed  or 
Individually  wavbllled  service  over  such 
route,  and  provides  some  scheduled  service 
on  any  route  pursuant  to  any  such  agree- 
ment), when  stich  fllehts  serve  either  (a)  a 
Canadian  terminal  point  on  such  route,  or 
(b)  any  Canadian  intermediate  point  au- 
thorized for  service  on  such  route  by  such 
foreign  air  carrier  permit 

(4)  Ttie  holder  may  grant  stopover  privi- 
leges at  any  point  or  points  in  the  United 
States  only  to  passengers  and  their  accom- 
panied bagifage  moving  on  a  Canadian-orig- 
inating flieht  operating  under  a  contract  for 
round-trip  charter  transportation  to  be  pro- 
vided solely  by  the  holder  and  as  to  which 
the  same  aircraft  stays  with  the  passengers 
throughout  the  tourney:  Protnded,  That  the 
Board  may  authorize  the  performance  of 
charters  not  meeting  the  requirements  set 
forth. 

(5)  The  Board,  by  order  or  regulation  and 
without  he'>rint',  mav  re'~'iiire  advance  ap- 
proval of  individual  charter  trips  conducted 
by  the  holder  pursuant  to  the  authority 
granted  by  this  permit,  if  it  finds  such  action 
to  be  required  in  the  public  interest. 

(6)  The  holder  shall  conform  to  the  air- 
worthiness and  airman  competence  require- 
ments prescribed  bv  the  Government  of 
Canada  for  Canadian  international  air 
service. 

(7)  This  permit  shall  be  subject  to  all 
applicable  provisions  of  any  treaty,  conven- 
tion, or  agreement  affecting  international  air 
transportation  now  in  effect,  or  that  may  be- 
come effective  during  the  period  this  permit 
remains  In  effect,  to  which  the  United  States 
and  Canada  shall  be  parties 

(8)  This  permit  shall  be  subject  to  the 
condition  that  the  holder  shall  keep  on  de- 
posit with  the  Board  a  signed  counterpart  of 
CAB  Ai?reenaent  18900.  an  agreement  relating 
to  liability  limitations  of  the  Warsaw  Con- 
vention and  the  Hatrue  Protocol  approved  by 
Board  Order  E-2,3680.  May  13.  1966.  and  a 
signed  counterpart  of  any  amendment  or 
amendments  to  such  aereement  which  may 
be  aooroved  by  the  Board  and  to  which  the 
holder  becomes  a  party. 

(9)  The  holder  (1)  shall  not  provide  for- 
eign air  transportation  under  this  permit 
unless  there  is  m  effect  third-party  liability 
Insurance  In  the  amount  of  $1,000,000  or 
more  to  meet  potential  li.iblllty  claims  which 
may  arise  in  connection  with  Its  operations 
under  this  permit,  and  unless  tliere  is  on  file 
with  the  Docliet  Section  of  the  Board  a  state- 
ment showing  the  nanie  and  address  of  the 
Insurance  carrier  and  the  amouni,s  and  lia- 
bility limits  of  the  third-party  liability  in- 
surance provided,  and  (2)  shall  not  provide 
foreign  air  transportation  with  respect  to 
persons  unless  there  ts  in  effect  liability  In- 
surance sufficient  to  'cover  the  obligations 
assumed  in  CAB  Agreement  18900.  and  un- 
less there  is  on  file  with  the  Docket  Section 
of  the  Board  a  statement  showing  the  name 
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and  address  of  the  insurance  carrier  and  the 
amounts  and  liability  limits  of  the  passenger 
liability  Insurance  provided.  Upon  request, 
the  Board  may  authorize  the  holder  to  sup- 
ply the  name  and  address  of  an  Insurance 
syndicate  In  lieu  of  the  names  and  addresses 
of  the  member  insurers 

(10)  By  accepting  this  permit,  the  holder 
waives  any  right  it  may  possess  to  assert  any 
defense  of  sovereign  Immunity  from  suit  in 
any  action  or  proceeding  instituted  against 
the  holder  In  any  court  or  other  tribunal  in 
the  United  States  lor  Its  territories  or  pos- 
sessions) based  upon  any  claim  arising  out 
of  operations  by  the  holder  under  this 
permit 

The  exercise  of  the  privileges  granted  by 
thU  permit  shall  be  subject  to  such  other 
reasonable  terms,  conditions,  and  limitations 
required  by  the  public  interest  as  may  from 
time  to  time  be  prescribed  by  the  Board 
This  permit  shall  become  effective  on 
Unless  otherwise  terminated  at  an 
earlier  date  pursuant  to  the  terms  of  any 
applicable  treaty,  convention,  or  agreement, 
this  permit  shall  terminate  ( 1 )  upon  the  ef- 
fective date  of  any  treaty,  convention,  or 
agreement,  or  amendment  thereto,  which 
shall  have  the  effect  of  eliminating  the 
charter  foreign  air  transportation  hereby  au- 
thorized from  the  transportation  which  may 
be  operated  by  carriers  designated  by  the 
Government  of  Canada  (or  in  the  event  of 
the  elimination  of  part  of  the  charter  for- 
eign air  transportation  hereby  authorized. 
the  authority  granted  herein  shall  be  ter- 
minated to  the  extent  of  such  elimination), 
or  (2)  upon  the  effective  date  of  any  permit 
granted  by  the  Board  to  any  other  carrier 
designated  by  the  Government  of  Canada  in 
lieu  of  the  holder  hereof,  or  (3)  upon  the 
termination  or  expiration  of  the  Nonsched- 
uled Air  Service  Agreement  between  the 
United  States  and  Canada,  signed  May  8. 
1974:  Provided,  hou-ever.  That  clause  (31  of 
this  paragraph  shall  not  apply  if,  prior  to 
the  occurrence  of  the  event  specified  in 
clause  (3),  the  operation  of  the  foreign  air 
transportation  herein  authorized  becomes 
the  subject  of  any  treaty,  convention,  or 
agreement  to  which  the  United  States  and 
Canada  are  or  shall  become  parties. 

In  witness  whereof,  the  Civil  Aeronautics 
Board  has  caysed  this  permit  to  be  exe- 
cuted by  the  Secretary  3f  the  Board,  and  the 
seal  of  the  Board  to  be  affixed  hereto,  on 
the -, 
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and  apparel  industry  and  furnish  infor- 
mation on  world  trade  in  textiles  and 
apparel 

The  agenda  for  the  meeting  will  be  as 
follows: 

1  Review  of  import  trends. 

2  Implementation  of  textile  agree- 
ments 

3  Report  on  conditions  in  the  domestic 
market. 

4  Other  busmess 

A  limited  number  of  seats  will  be  avail- 
able to  the  public  on  a  first-come  basis. 
The  public  may  file  written  statements 
with  the  Committee  before  or  after  each 
meeting  Oral  sutements  may  be  pre- 
sented at  tjie  end  of  the  meeting  to  the 
extent  lime  is  available. 

Copies  of  the  minutes  of  the  meeting 
will  be  made  available  on  written  request 
addressed  to  the  DIBA  FYeedom  of  In- 
formation Officer.  Freedom  of  Intorma- 
tion  Control  Desk.  Room  3012.  U.S 
Department  of  Commerce.  Washington. 
DC  20230. 

Further  information  concerning  the 
Committee  may  be  obtained  from  Ronald 
I  Levin.  Acting  Director.  Office  of  Tex- 
tiles. US.  Department  of  Commerce. 
Washington.  DC  20230.  telephone  202- 
377-5078 

Ronald  I.  Levin. 
Acting  Director. 
Office  of  Textiles. 
June  10,  1977. 
IFR  Doc.77-17024  FUed  6-14-77:8:45  am) 


Secretary 

issuance  of  this  permit  to  the  holder  ap- 
proved by  the  President  of  the  United  States, 
on   In  

[PR  Doc.77-17029  FUed  6-14-77:8:45  ami 


DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

MANAGEMENT-LABOR  TEXTILE  ADVISORY 
COMMITTEE 

Public  Meeting 

Pursuant  to  Section  10(a)i2'  of  the 
Federal  Advisory  Committee  Act.  5 
use.  App.  1  iSupp.  V.  1975*.  notice  ts 
hereby  given  that  a  meeting  of  the 
Management-Labor  Textile  Advisory 
Committee  will  be  held  on  June  30.  1977 
at  1:30  p.m.  in  Room  6802,  Department 
of  Commerce,  14th  and  Constitution 
Avenue,  NW.,  Washington.  DC.  20230 

The  Committee  was  established  by  the 
Secretary  of  Commerce  on  April  23.  1962 
to  advise  U.S.  Government  ofificials  on 
problems  and  conditions  in  the  textile 


Maritime  Administration 

AMERICAN   PRESIDENT  LINES  LTD. 

Petition  for  Issuance  of  a  Rule  Section 
605(c)  Procedures 

Notice  15  hereby  given  of  the  receipt  by 
the  Maritime  Subsidy  Board  of  a  " Peti- 
tion for  Issuance  of  a  Rule  and  "Memo- 
randum in  Support  of  Petition"'  filed  by 
counsel  for  American  President  Lines. 
Ltd.  The  proposed  rules  are  purported  to 
simplify  and  to  expedite  procedures  un- 
der Section  6051  c  I  of  the  Merchant  Ma- 
rine Act.  1936.  as  amended.  46  U  S.C.  1175 

tc> . 

Before  taking  any  further  action  in  re- 
spect to  the  proposed  rules,  the  Man- 
time  Subsidy  Board  desires  to  afford  all 
interested  persons  an  opportunity  to 
comment  on  the  proposed  rules  set  forth 
below  and  to  submit  any  suggested  re- 
visions thereto.  Accordingly,  any  person 
interested  may  file  such  comments  by 
the  close  of  business  on  July  18.  1977. 
with  the  Secretary.  Mantune  Subsidy 
Board.  Mantune  Administration.  Rx>om 
3099B.  Department  of  Commerce  Build- 
ing, 14th  and  E  Street.  NW..  Wasliington. 
DC  20230  A  copy  of  the  •Petition  for 
Issuance  of  a  Rule  and  Memorandum  in 
Support  of  Petition"  will  be  available  in 
the  Office  of  the  Secretary.  Room  3099B. 
for  inspection  by  any  interested  person. 

By  order  of  the  Maritime  Subsidy 
Board  Maritime  Administration. 

Dated;  June  13.  1977. 

James  S.  Dawson.  Jr.. 

Secretary. 

IFR  Doc .77- 17069  Filed  6-14-77;8:45  ami 
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National  Oceanic  and  Atmospheric 
Administration 

DRAFT  FEE  SCHEDULE  FOR   1978 

Fishing  by  Foreign  Vessels  in  Waters  Under 
the  Jurisdiction  of  the  United  States  of 
America 

Introduction 

The  Director.  National  Marine  Fish- 
eries Service  (hereinafter  the  "Direc- 
tor"" hereby  issues  notice  of  a  proposed 
fee  schedule  for  the  calendar  year  1978. 
for  fishing  by  foreign  vessels  in  waters 
under  the  jurisdiction  of  the  United 
States  of  America,  pursuant  to  section 
204'b'il0'  of  the  Fishen-'  Conservation 
and  Management  Act  of  1976  a6  U.S.C. 
1801  et  seq  1  (hereinafter  the  "Acf'i . 
This  proposed  schedule  establishes  fees 
which  must  t>e  paid  by  the  owner  or  • 
operator  of  any  foreign  fishing  vessel 
wishing  to  fish  withm  the  United  Stat«s 
Fisherv  Conservation  Zone  or  beyond  it 
as  authorized  by  the  Act.  before  actually 
engaging  iii  any  fishing  activity  except 
as  otherwise  authorized. 

WiUi  establishment  of  the  fee  schedule 
for  the  vear  1977  (notice  in  Federal 
Register,  Vol  42  No.  27.  February  9. 
1977  I  it  was  recognized  that  the  schedule 
of  fees  requires  flexibility  and  conttnu- 
mg  review  It  was  also  decided  that 
after  further  public  comments  would  be 
sought,  and  that  revisions  and  changes 
deemed  appropriate  would  be  incorpo- 
rated m  the  fee  schedule  for  calendar 
year  1978 

Public  Comments  Solicted 

The  Director  mtends  that  the  fee 
schedule  finally  adopted  be  &s  equitable 
and  efiferlive  as  possible,  within  the  in- 
tent of  the  Act.  Therefore,  written  com- 
ments or  suggestions  from  the  public, 
concerned  governmental  agencies,  the 
scientific  community,  industry,  private 
interests,  or  any  other  interested  party 
concerning  any  aspect  of  this  projxised 
fee  schedule  are  solicited. 

Wiitten  comments,  views,  and  other 
dcKuments  should  be  submitted  to  the 
Director.  National  Marine  Fisheries  Serv- 
ice. Washmgton,  DC.  20235.  All  c«n- 
ments  and  other  documents  received  no 
later  than  30  days  from  the  date  of  pub- 
lication in  the  Federal  Register  will  be 
considered  Comments  and  other  docu- 
ments received  pertaining  to  this  pro- 
posed fee  schedule  will  be  available  for 
public  review  in  the  Fisheries  Manage- 
ment Operations  Division.  National 
Marine  Fisheries  Service.  3300  White- 
haven Street.  NW..  Washington.  DC.  or 
may  be  obtained  by  writing  the  Director, 
National  Marine  Fisheries  Service. 
Washington.  DC.  20235. 

Pertinent  Sections  of  the  Act 

Section  201(d)  of  the  Act  provides  that 
foreign  fishermen  may  be  aHowed  to  fish 
for  ■■■  •  •  that  portion  of  the  optimum 
yield  of  such  fishery  which  will  not  be 
harvested  by  vessels  of  the  United  States 

•       •       •         »' 

Section  204(bt  <10>  of  the  Act  further 
provides  that  reasonable  fees  shall  be 
paid  on  behalf  of  any  foreign  fishing  ves- 
sel for  which  a  permit  is  issued.  Fishing 
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vessels  are  defined  by  Sectiwi  3(11'  of 
the  Act  to  mclude  many  types  of  vessels 
in  addition  to  those  actually  engaged  in 
harvesting  fish.  This  includes  any  ves- 
sel "•  •  •  aiding  or  assisting  one  or 
more  vessels  at  sea  in  the  performance 
of  any  activity  relating  to  fish'jig.  includ- 
ing, but  not  limited  to.  preparation,  sup- 
ply, storage,  refrigeration,  transporta- 
tion or  processing  •   *   *  ." 

Part  of  section  204fb'  no>  of  the  Act 
provides:  "In  determining  the  level  of 
such  fees,  the  Secretary  may  take  into 
account  the  cost  of  carrying  out  the  pro- 
visions of  tills  A:t  with  respect  to  foreign 
fishing,  mcluding.  but  not  limited  to,  the 
cost  of  fisher>-  conservation  and  manage- 
ment, fisheries  research,  administration, 
and  enforcement." 

Crittria  for  Establishing  Fee  Schedule 

The  following  criteria  were  considered 
in  developing  the  fee  schedule  for  foreign 
fishmg : 

1.  Fees  will  not  be  used  as  a  manage- 
ment tool  to  restrict  foreign  fi.shing. 
Foreign  fishmg  effort  u-ill  be  controlled 
by  management  plans. 

2  The  fees  will  not  be  so  high  as  to  pre- 
vent nations  from  utilizing  the  allocated 
surplus  solely  becaase  of  the  fee  level. 
The  fee  must  be  reasonable. 

3.  Fees  will  recover  an  appropriate  part 
of  the  management  costs  related  to 
foreign  fishing. 

4  The  same  rate  must  awly  to  all 
foreign  nations  and  the  rate  will  not 
change  wlthm  a  given  calendar  year. 

5.  Fees  will  be  simple  to  compute  and 
collect.  Fees  shall  be  paid  as  provided  in 
the  Act. 

6.  Even.'  vessel,  by  law.  must  pay  a  fee 
and  obtam  a  permit,  but  the  fee  may 
varj-  with  si^e  and  ftmction  of  the  ves- 
sel. 

Pees  Schedule 

The  fees  charged  each  foreign  nation 
for  fishmg  for  fishery  resources  subject 
to  the  jurusdiction  of  Uie  United  States 
will  be  as  follows : 

1  Permit  Fee —  ai  A  fixed  annual  fee 
of  $1.00  per  gross  registered  tonnage 
iGRTi  will  be  charged  for  any  vessel 
engaged  in,  or  attempting  to  engage  in, 
the  catching,  taking,  or  har\esting  of 
fish. 

ib>  A  fixed  annual  fee  of  $0.50  per 
ORT  wdl  be  charged  for  any  vessel  en- 
gaged m  processing  fish,  but  not  catch- 
ing. taJcmg,  or  harvestmg  fish.  There  will 
be  $2,500  per  vessel  upper  limit  on  thl"^ 
charge 

c  I  A  fixed  annual  fee  of  $200  per  ves- 
sel will  be  charged  for  any  vessel  engaged 
in  aiding  or  assisting  one  or  more  ves- 
sels at  sea  in  the  performance  of  any 
activity  relating  to  fishing  but  not  catch- 
ing, taking,  harvesting,  or  processmg 
fi-sh. 

If  a  vessel  participates  in  more  thun 
one  of  the  above  activities,  the  highest 
applicable  fee  will  be  charged. 

2.  Poundage  Pee — For  1978.  a  poundage 
fee  of  3  5  percent  of  the  1976  ex-vessel 
price  of  the  fish  will  be  charged  on  all 
fish  allocated  to  each  nation,  including 
the  by-catch  when  applicable. 


The  1976  dockside  prices  for  comput- 
ing fees  were  obtained  from  "Fisheries 

of  the  United  States,  1976,"  except  where 
noted. 


Species 


Average 

ei-vessel 

value  ' 

(per 

metrie 

ton) 


Annorbeads,  Pelagic - O  (614) 

Bulterfbh »«22  (302) 

CfMi,  Pacifte 282  (251) 

(rah.  Tanner -Ml  (441) 

Flounders,  Pacific  (except  Halibut) 387  (318) 

llakp.  Pacific 32  (34) 

Hake,  Red 18.5  (lo6) 

Hake,  Silver 184  (104) 

llernnp,  Atlantic 87  (73) 

Herring,  Pacific 344  (181) 

Mackerel,  Atka (')  (130) 

Vhickerel,  Atlantic 2S«  (255) 

MiKkercl,  Jaik _ --  110  (93) 

Ulher  fin  fish,  AtlanUc 334  (328) 

Other  ground  fish,  Pacific O  (45) 

Pollock,  Alaska («)  (S8) 

Rockfish,  Pacific 298  (350) 

Sablefisb 39y  (372) 

Snails  (moaU) (')  (600^ 

Squill,  Atlantic M14  (419) 

8quid,  P»ciac '55  (82) 


>  Thcfiguresinparenthesesarettieex-vessd valuesfrom 
tiie  fee  scliedule  for  19T7. 

J  Species  not  landed  in  United  States.  Prices  wfll  be 
based  on  landings  in  foreign  countries. 

5  Separate  prices  for  Atlantic  and  Pacific  squids  are 
based  on  raw  data  used  to  develop  the  value  for  squid  in 
tisheries  ot  the  United  States,  1976.  (Division  of  Data 
Management  and  Statistics,  NMFS). 

The  total  poundage  fee  owed  to  the 
United  States  for  1978  may  be  recom- 
puted at  the  end  of  the  year  on  the  basis 
of  actual  catch  data.  If  the  catch  is  sub- 
suntially  lower  than  the  allocation,  a 
refund  may  be  applied  for,  as  described 
later. 

Other  Charges 

Foreign  nations  will  be  required  to  re- 
imburse the  United  States  for  the  total 
costs  of  placing  observers  aboard  foreign 
fishing  vessels  All  costs  associated  with 
the  program,  including  salary,  per  diem, 
and  transportation  of  observers,  as  weU 
as  overhead  cost^,  will  be  included  in  the 
determination  of  this  fee  Payment  of  ob- 
server costs  will  be  made  upon  billing  at 
the  end  of  the  calendar  year.  Procedures 
and  charges  for  the  observers  are  pub- 
lished in  the  Federal  Register.  Vol.  42, 
No.  64.  April  4,  1977. 

Payment  or  Fees  and  Refunds 

The  amounts  of  all  fees  or  other  pay- 
ments due  will  be  m  accordance  with  the 
prescribed  guidelines  as  contained  here- 
in. Bills  for  collection  iNOAA  form  34- 
79 1  covering  fee  payments  due  will  be 
sent  to  the  Department  of  State,  Office  of 
the  Deputy  Assistant  Secretary  for 
Oceans  and  Fisheries,  for  forwarding  to 
foreign  nations  after  approval  of  appli- 
cations and  before  permits  have  been  is- 
sued. Payments  should  be  made  as  fol- 
lows ; 

1.  Remittance  for  fees,  and  any  other 
changes,  should  be  sent  to  the  Director, 
National  Marine  Fisheries  Service,  At- 
tention;  P3.  Washington,  DC.  20235. 

2  All  payments  for  fees  or  other 
charges  must  be  drawn  in  U.S.  dollars, 
payable  at  a  bank  in  the  United  States, 
and  be  made  payable  to  the  U,S.  Depart- 


ment of  Commerce— NO AA.  Payments 
from  private  firms  or  individuals  should 
be  In  the  form  of  a  certified  check.  To 
facilitate  processing,  each  remittance 
should  be  accompanied  by  a  copy  of  the 
applicable  bill  fc«-  collection  for  identifi- 
cation piu-poses. 

Refunds  will  be  made  only  upon  writ- 
ten application  to  the  Director,  NationEil 
Marine  Fisheries  Service,  Attention;  F3, 
Washington,  DC.  20235.  Refunds  should 
be  requested  as  follows; 

1.  The  amount  involved  should  be 
more  than  $100.00. 

2.  The  applicant  must  provide  an  ex- 
planation of  the  difference  between  tlie 
amount  of  actual  catch  and  the  amount 
authorized.  Indicate  the  reason  for  the 
difference. 

NoTK. — The  National  Marine  Fisheries 
Service  has  determined  that  this  document 
does  not  contain  a  major  propoeal  requiring 
prep>aratlon  of  an  Economic  Impact  State- 
ment under  E.O.  11821  and  OMB  Circular 
A-107. 

Issued  at  Washington,  B.C.,  and  dated 
June  19. 1977. 

WWFRED   H.    MEIBOHM, 

Associate  Director, 
National  Marine  Fisheries  Service. 

|FR  Doc.77-17001  Piled  6-14-77;8:45  am] 


MARINE  FISHERIES  ADVISORY 
COMMITTEE 

Public  Meeting 

Pursuant  to  Section  10(a)(2)  of  the 
Federal  Advisory  Committee  Act,  5 
use.  Appendix  I,  notice  is  hereby 
given  of  a  meeting  of  the  Marine  Fish- 
eries Advisory  Committee  (MAFAC) 
subcommittee  on  the  National  Plan  for 
Marine  Fisheries. 

The  subcommittee  meeting  will  be 
held  on  Wednesday,  June  29,  and  Thurs- 
day, June  30,  1977,  in  the  Penthouse 
Conference  Room,  Page  Building  I,  2001 
Wisconsin  Avenue  NW.,  Washington, 
DC.  The  subcommittee  will  meet  at 
9  a.m.  on  Wednesday,  June  29,  and  recess 
at  about  4:30  p.m.,  meeting  again  at  9 
a.m.  on  Thursday,  June  30,  to  consider 
the  agenda  items  specified  below.  It  is 
anticipated  that  the  meeting  will  adjourn 
about  noon  on  Thursday. 

Items  proposed  for  discussion  at  the 
subcommittee  meeting  are  shown  on  the 
following  agenda: 

Review  of  recommendations  contained 
in  the  General  Accounting  Office  Report 
on  the  U.S.  Fishing  Industry,  the  Na- 
tional Eastland  Fisheries  Survey,  the 
Office  of  Technology  Assessment  Report 
on  Establishing  the  200-mile  Fisheries 
Zone. 

Comparison  of  the  recommendations 
with  elements  of  the  Secretary's  Pro- 
gram for  Marine  Fisheries. 

Amalgamation  of  appropriate  recom- 
mendations into  the  draft  implementa- 
tion plan  for  the  Secretary's  Program. 

The  subcommittee  meeting  is  open  to 
the  public  and  there  will  be  seating  for 
approximately  20  public  members  avail- 
able on  a  first  at  times  made  prior  to 
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the  meeting.  To  receive  information  on 
changes,  if  ar^-.  made  to  the  agenda, 
interested  members  of  the  public  should 
contact:  Mr.  Alfred  J.  Bilik,  Executive 
Secretary.  Marine  Fisheries  Advisory 
Committee.  National  Ocesinic  and  At- 
mospheric Administration,  National  Ma- 
rine Fisheries  Service,  Washington, 
DC.  20235,  Telephone  202-634-7269.  on 
or  about  June  27,  1977. 

At  the  discretion  of  the  Chairman,  in- 
terested members  of  the  public  may  be 
permitted  to  speak  at  times  which  will 
aUow  the  orderly  conduct  of  subcc«nmit- 
tee  business,  and  a  reasonable  time  re- 
lation between  the  subcommittee's  dis- 
cussion of  a  given  subject  and  an  ad- 
dress to  that  same  subject  by  a  member 
of  the  public. 

Interested  members  of  the  public  who 
wish  to  submit  written  comments  should 
do  so  by  addressing  the  same  to  the 
Executive  Secretary,  as  above.  To  re- 
ceive due  consi'deration  and  facilitate 
their  inclusion  in  the  record  of  the 
meeting,  wTitten  statements  should  be 
received  within  10  days  after  the  close 
of  the  committee  meeting. 

Dated:   June  13,  1977. 

WiNFRED  H.  MEIBOHM, 

Associate  Director,  National 
Marine  Fisheries  Service. 
[FR  Doc  77-17210  Filed  6-14-77:8:45  am] 

COUNCIL  ON    ENVIRONMENTAL 
QUALITY 

INTERAGENCY  COMMITTEE  ON  PRIORITY 
CHEMICALS   FOR  TESTING 

Availability  and  Request  for  Comments  on 
the  Preliminary  List  of  Chemicals  for 
Further  Committee  Evaluation 

Section  4(ei  of  the  Toxic  Substances 
Control  .-^ct  <Pub.  L.  94-469)  establishes 
the  Interagency  Committee  on  Priority 
Chemicals  for  Testing  dCPCTT'  to  make 
recommendations  to  the  Administrator 
of  the  Environmental  Protection  Agency 
respecting  the  chemical  substances  and 
mixtures  to  which  the  Administrator 
should  give  priority  consideration  for  tlie 
promulgation  of  regulations  under  sec- 
tion 4iai  of  that  Act  requiring  the  test- 
ing of  such  substances  and  mixtures. 
Section  4' a)  authorizes  the  Adminis- 
trator to  promulgate  regulations  requir- 
ing the  testing  of  substances  and  mix- 
tures to  develop  data»  relevant  to  a  de- 
termination (3f  the  risk  to  human  health 
and  the  environment  posed  by  the  man- 
ufacture, distribution  in  commerce, 
processing,  use,  and  disposal  of  such 
substances  and  mixtures. 

Section  4'ei  requires  that  the  Inter- 
agerj:y  Committee  make  its  initial  rec- 
ommendations to  the  Administrator  not 
later  than  October  1.  1977.  These  recom- 
mendations are  required  to  be  in  the 
form  of  a  list  of  chemical  substances  or 
groups  of  chemicals  set  forth  in  the 
order   in   which   the   Committee   deter- 


mines the  Administrator  should  take 
action  under  section  4ia» .  The  Commit- 
tee Is  also  required  to  desigiiate  those 
substances  or  mixtures  on  the  list  'up 
to  a  maximum  of  50^  for  which  the 
Committee  recommends  the  initiation  of 
rulemaking  by  the  Administrator  imder 
section  4iai  within  12  months  of  such 
designation.  Following  transmittal  of 
the  Committee's  initial  list  of  recom- 
mendations to  the  Administrator,  the 
ICPCT  is  required  to  consider  the  need 
for  revision  of  the  list  at  least  everj'  six 
months  thereafter. 

As  an  intermediate  step  in  developing 
its  initial  list  of  recommendations  to  the 
.A.dministrator,  the  Committee  is  prepar- 
ing a  list  of  chemical  substances  or 
groups  of  chemicals  judged  to  have  the 
potential  for  significant  human  expo- 
sure and  or  significant  release  to  the 
environment  Tlie  chemicals  on  this  pre- 
liminary list  will  be  reviewed  in  more 
detail  by  the  Committee  to  determine 
the  extent  to  which  additional  testing 
data  are  needed  to  adequately  evaluate 
the  extent  to  which  such  chemicals  may 
pose  an  unreasonable  risk  of  injury  to 
health  or  the  environment. 

The  purpose  of  this  Notice  is  to  an- 
nounce the  forthcoming  availability  of 
this  preliminary  list  for  comment.  The 
preliminarv-  list  and  a  background  docu- 
ment describing  the  data  sources  and 
methods  used  by  the  Committee  in  devel- 
oping the  list  will  be  made  available  to  all 
interested  parties  Comments  are  re- 
quested on  the  specific  substances  and 
mixtures  to  which  ICPCT  should  give 
particular  attention  in  the  further  devel- 
opment of  its  recommendations  to  the 
Administrator,  as  well  as  on  the  general 
methodology  employed  by  the  Committee 
in  developmg  the  preliminary  list.  Re- 
quests should  be  made  prior  to  July  1, 
1977,  to  permit  distribution  of  the  pre- 
liminai-y  list  and  background  document 
as  soon  as  the  documents  become  avail- 
able, which  is  expected  to  be  about  July  5 
Persons  wishing  to  receive  a  copy  of  the 
preliminary  list  and  background  docu- 
ment should  make  written  or  telephone 
requests  to: 

Ms.  Phyllis  Tucker.  Council  on  Environmen- 
tal Quality.  722  Jackson  Place  NW  .  Wash- 
ington. d!c.  20006,  telephone:  (202)  382- 
2027. 

Because  of  the  Committee's  statutory 
deadline  for  making  its  initial  recom- 
mendations to  the  Administrator,  com- 
ments on  the  preliminary  list  are  re- 
quested to  be  submitted  by  no  later  tlian 
August  8.  1977.  Comments  received  after 
that  date  may  not  be  considered  by  the 
Committee  in  preparing  its  initial  recom- 
mendations but  will  be  considered  when 
those  recommendations  are  reviewed  by 
the  Committee  for  possible  revisions.  De- 
tails regarding  the  types  of  data  to  be 
submitted  and  format  to  be  used  to  facili- 
tate tlie  consideration  of  such  com- 
ments by  the  Committee  m  preparing  its 
initial  recommendations,  will  be  included 


in  the  background  document  which  will 
be  distributed  with  the  preliramary  list. 
Copies  of  all  comments  received  in  re- 
sponse to  this  Notice  will  be  available 
for  public  mspection  from  9:00  a.m.  to 
5  00  p.m..  Monday  through  Friday  in 
Room  5020,  New  Executive  Office  Build- 
ing. 726  Jackson  Place  NW..  Washington. 
D.C. 

Dated;  June  8,  1977. 

Warren  R.  MuiR,Ph.D., 
Chairman.  Interagency  Committee 
on  Priority  Chemicals  for  Testing 

[FR  Doc  77-16702  Filed  6-14-77:8:45  am) 

DEPARTMENT   OF   DEFENSE 

Department  of  the  Air  Force 

USAF  SCIENTIFIC  ADVISORY  BOARD 

Meeting 

JtTNE  7.  1977. 
The  USAF  Scientific  Advisorj'  Board 
.Ad  Hoc  Committee  on  Avionics  Acquisi- 
tion will  hold  a  meeting  on  July  5,  1977 
from  9  am.  to  5  p.m.  in  the  Pentagon. 
Room  4E871 

The  Committee  plans  to  organize  a 
study  of  the  Air  Force  Avionics  Acquisi- 
tion Process. 

The  meetmg  will  be  open  to  the  pubhc 
For  further  information,  contact  the 
Scientific  Advisory  Board  Secretariat  at 
202-697-4811. 

F^ANKIE  S.  Estep, 
Air  Force  Federal  Register  Liai- 
son Officer,  Directorate  of  Ad- 
ministration. 

[FP.  Doc  77-16961  Piled  6-14-77.8  45  ami 

FEDERAL   ENERGY 
ADMINISTRATION 

CASES  FILED  WITH  THE  OFFICE  OF 
EXCEPTIONS   AND   APPEALS 

Week  of  May  20,   1977  Through  May  27. 
1977 

Notice  is  hereby  given  that  during  the 
week  of  May  20,  1977  through  May  27 
1977  the  appeals  and  applications  for  ex- 
ception or  other  relief  listed  in  the  Appen- 
dix to  this  Notice  were  filed  with  the 
Federal  Energy  Administration's  Office 
of  Exceptions  and  Appeals. 

Under  the  FEA's  procedural  regula- 
tions. 10  CFR.  Part  205,  any  person  who 
will  be  aggrieved  by  the  PEA  action 
sought  in  such  cases  may  file  with  the 
FE.A  written  comments  on  the  applica- 
tion within  ten  days  of  service  of  notice, 
as  prescribed  in  the  procedural  regula- 
tions. For  purposes  of  those  regulations, 
the  date  of  serv'ice  of  notice  shall  be 
deemed  to  be  the  date  of  publication  of 
this  Notice  or  the  date  of  receipt  by  an 
aggrieved  person  of  actual  notice,  which- 
ever occurs  first. 

Eric  J.  Fyci, 
i4cfznfir  General  Counsel. 

June  8.  1977. 
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Appfnoix. — List  of  cases  received  by  the  Office  of  Exceptions  and  Appeals,  week  of 

May  20  through  May  27,  1977 


Date 


Name  and  location  o(  applicant 


Case  No. 


Type  of  submission 


May  20.1977  Arizona  Fuels  Corp.,  Salt  Lake  City,  Utah.  (If  granted:  FXE-4263 
Ariiona  Fuels  Corp.  would  receive  an  extension  of  the 
relief  granted  in  the  FEA'sJan.7, 197V  decision  and  order 
and  would  receive  a  reduction  in  its  entitlement  purchase 
obligations  during  the  period  July  1, 1977  through  Dec.  31, 
1977.) 

Do Bayou  State  Oil  Corp.,  Shreveport,  La.  (Ugianted:  Bayou    FEE-4264 

State  Oil  Corp.  would  receive  retroactive  exception  relief 
from  10  C  F  R  212.83  which  would  permit  the  firm  to  allo- 
cate increased  crude  oil  costs  incurred  during  the  period 
Mar.  1,  1975  through  Aug.  31,  1976  on  the  basis  of  its  sales 
volumes.) 

Do Charaplin  Petroleum  Co.,  Fort  Worth,  Tex.  (If  granted:    FXE-4267 

Charaplin  Petroleum  Co.  would  receive  an  extension  of 
the  exception  relief  granted  in  the  FEA's  Mar.  21,  1977  . 
and  Dec.  16,  1976  decisions  and  orders  which  permits  the  FXE-4271 
firm  to  increase  its  prices  to  reflect  nonproduct  cost  in- 
creases ill  excess  of  $0.005'gal  for  natural  gas  liquid  prod- 
ucts produced  at  its  East  Texas,  Uulf  Plains,  Mayfleld, 
Peoria  and  South  Fullerton  plants. 

Do Chevron  U.S.A.,  Inc  ,  San  Francisco,  Calif.  (If  granted:     FEA-1332 

The  Apr.  20,  1977  order  issued  by  the  FEA's  (5(Bce  of 
Regulatory  Programs  would  be  rescinded  and  Chevron 
U.S.A.,  Inc.  would  not  be  required  to  supply  Monsanto 
Co.  at  Alvin,  Tex.,  with  503.000  bbl  of  crude  oil  for  the 
crude  oil  allocation  quarter  commencing  Mar.  1,  1977. 

Do Cities  Service  Co.,  TuJsa,  Okla.  (If  granted:  Cities  Service    FXE-4247 

Co.  would  receive  an  extension  of  the  exception  relief  FXE-4260 
granted  In  the  FEA's  Apr.  1,  1977.  Dec.  30.  1976  and 
Dec.  14,  1976  decisions  and  orders  which  permits  the  firm 
to  increase  its  prices  to  reflect  non-product  cost  increases 
in  excess  of  $.005,gal  for  natural  gas  liquid  products  pro- 
duced at  Its  Bluitt,  Citronell,  Garret,  Kimball,  May, 
Midway,  .Myrtle  Springs,  Panola,  Red  Fish  Bay.  Rio 
(irande,  Robsiown,  St.  Amelia,  Star  Lacey  and  West 
World  plants.) 


Do Florida  Gas  Exploration  Co.,  Winter  Park,  Fla.  (If  granted:    FRS-1329 

Florida  Gas  Exploration  (-O.  would  receive  a  stay  of  the 
refund  requirements  of  the  remedial  order  issued  by  Re- 
gion l\'  on  Apr.  19,  1977  pending  a  determination  of  the 
firm's  Appeal.) 

Do.  Graves,  Dougherty,  Ilearon.  Moody  <t  Garwood,  Austin,    FFA-1328 

Tex.  If  granted:  The  FEA  information  access  officer 
would  be  directed  to  release  to  Ben  F.  Vaugban,  III 
documents  relating  to  10  CFR  211.1(b)(1). 

Do.  Jay  Oil  Co.,  Fort  Smith,  Ark.  Ifgranted:Theremedialorder    FRA-1330 

issued  by  Region  VI  on  .May  6,  1977  would  be  rescinded    FRS-1330 
and  Jay  Oil  Co.  would  not  be  required  to  refund  over- 
charges which  it  obtained  in  its  sales  of  motor  gasohne. 

Do.  Kern  County  Refinery,  Inc.,  Bakersfield,  Cahf.  If  granted:     FEA-1331 

The  FEA's  March  1977  Entitlement  Notice  would  be    FES-1331 
modified  and  Kern  County  Refinery,  Inc.  would  not  be 
required  to  purchase  entitlements  as  specified  in  the 
FEA's  decision  and  order  in  Kern  County   Refinery, 
Inc.,  4  FEA  Par.  83,246  (Dec.  15,  1976). 

Do.  .Marine  Petroleum  Co..  .Maryland  Heights,  Mo.  If  granted: 

.Marine  Petroleum  Co.  would  be  permitted  to  import 
1,708,484  bbl  of  gasohne  and  228..i71  bbl  of  No.  2  fuel  oil 
into  districts  I  through  IV  on  a  fee-free  basis  during  the 
allocation  period  .May  1,  1977  through  Apr.  30,  1978. 

Do.  .M.  J.  .Mitchell,  Dallas.  Tex.  If  granted:  .M.  J.  Mitchell  would     FXE-1266 

receive  an  extension  of  the  relief  granted  In  the  FEA's 
Dec.  17.  1976  decision  and  order  which  would  f)ennil 
Mitchell  to  sell  the  crude  oil  produced  from  the  Mitchell 
State  Minnelusa  Sand  Unit  in  the  South  Rotet  Field, 
Carrrbell  County,  Wyo.,  at  upper  tier  ceihng   prices. 

Do.  Shell  Oil  Co..  Houston,  Tex.  If  granted;  The  remedial  order    FRA-1319 

issued  by  Region  \I  on  Apr.  26,  1977  would  be  rescinded 
and  Shell  Oil  Co.  would  not  be  required  to  reinstate  the 
use  of  Master  Charge  cards. 

Do Standard  Oil  Co.  of  Indiana.  Chicago.  III.  af  granted:  The    FSG-0045 

decison  and  order  issued  by  Region  V  on  Dec.  5,  1976 
would  be  rescinded  and  Standard  Oil  Co.  of  Indiana 
would  not  lie  required  to  supply  Coyne  Oil  Corp.  with  an 
additional  480.000  gal  of  motor  gasoline.) 

Do Walker.  Trimble.  Belts.  Sanders  A  Harland,  Fortuna.  Calif.,     FEE-4261 

(If  granted:  Walker,  Trimble,  Belts.  Sanders*  Harland's 
HiKson  1-A  well  in  Texas,  Okla.  would  be  classified  as  a 
stripper  well  property.) 

Do Whitco,  Inc.,  Dallas,  Tex.  (If  granted:  Whitco,  Inc.  would    FXE-4265 

receive  an  extension  of  the  rehef  granted  in  the  FEA's 
Mar.  10.  1977  decision  and  order  which  would  require 
Sun  Co..  Inc.  to  continue  supplying  Whitco.  Inc.  directly.) 
.May  23,1977  Atlantic  Richfield  Co.,  Dallas.  Tex.  (If  granted:  Atlantic  FEE-4274 
Richfield  Co.  would  be  permitted  to  increase  its  prices  FEE-4283 
to  reflect  nonproduct  cost  Increases  in  excess  of  $.0(Vn/gal 
for  natural  gas  liquid  products  produced  at  Its  Adair, 
Camrick,  Elmwood.  Fairway.  Gillette,  Headlee.  Knox- 
Bromide,  Selling,  ?  vanson  River,  and  West  Seminole 
plants.) 

Do Douglas  Edwards.  Morgan  City,  La.  (If  granted:  Douglas    FEE-4272 

Edwards'  C  &  C  .Myers  well  would  be  classified  as  a 
stripper  well  property.) 

Do Oxnard  Refinery.  Los  Angeles,  Calif.  (If  granted:  Oxnard    FES-1333 

Refinery  would  receive  a  stay  of  the  entitlement  pur- 
chase obligation  specified  in  FE.\'s  March  1977  Entitle- 
ment Notice  pending  a  determination  on  the  appeal- 
which  it  Intends  to  submit.) 


Extension  of  the  relief 
granted  in  Ariiona  Fuels 
Corp.,  5  FEA  Par. 
83,033  (Jan.  7,  1977). 


Price    Exception    (section 
212.83). 


Extension  of  the  relief 
granted  in  ChampUn 
Petroleum  06.,  Case  .Vo. 
FXE-3703  (decided  Mar. 
21,  1977)  (unreported  de- 
cision), and  Chaniplia 
Petroleum  Co.,  4  FEA 
Par.  83,235  (Dec.  16, 1976) 

Appeal  of  FEA  order  is- 
sued on  Apr.  20,  1977. 


Extension  of  the  relief 
granted  in  Cities  Service 
Co.,  Case  Nos.  FXE- 
3739  through  FXE-3740 
and  FXE-3837  through 
FXE-38o6  (decided  Apr. 
1,  19.  i)  (unreporied  de 
cision);  Cities  Service 
Co.,  Case  Nos.  FEE- 
3449  through  FEE-3455 
(decided  Dec.  30.  1976) 
(unreported  decision); 
Cities  Service  Co.,  Case 
Nos.  FEK-3332  through 
FEE-333'!  (decided  Dec. 
14,  1976)  (unreported  de- 
cision). 

Stay  of  the  remedial  order 
issued  by  FEA  Region 
IV  on  Apr.  19,  1977. 


Appeal  of  FEA's  informa- 
tion request  denial. 


Appeal  of  the  remedial 
order  Issued  by  FEA 
Region  VI  on  May  6, 
1977.  Stay  request. 

Appeal  of  FEA's  March 
1977  entitlement  notice 
issued  May  17,  1977. 
Stay  request. 


FPI-0118       Exception  to  section  213.35. 


Extension  of  the  relief 
granted  in  M.  J.  Mitchell. 
4  FEA  Par.  83,250 
(Dec.  17.  1976). 


Appeal  of  the  remedial 
order  issued  by  FEA 
Region  VI  on  April  26, 
1977. 

Request  for  special  redress. 


Price    exception     (Section 
212.73). 


Extension  of  the  relief 
granted  in  Whitco,  Inc., 
5  FEA  Par.  87,022  (Mar. 
10,  1977). 

Price  exception  (section 
212.165). 


Price  exception  (section 
212.72). 

Stay  of  FEA's  March  1977 
Entitlement  Notice  is- 
sued May  17,  1977. 
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Do.. 


Do. 


Do. 


Do. 


.May  25,197 


Do. 


Do  Power  Tost  Corp..  Westbury.  N.  Y.  If  granted:  The  FEA's    FPI-0119 

Xpr.  19,  1977  decision  and  order  would  be  rescinded  and 
Power  Test  Corp.  would  be  permitted  to  import  on  a 
license  fee-exempt  basis  an  average  of  4.Vi2  bbl/d  of  motor 
gasohne  into  distncts  I  through  IV  during  the  ciurent  , 

aliocaiion  period.  ,.,.,,  ,    _  , 

Do  Texaco,  Inc..  New  York.  N.^.  If  granted:  Texaco,  Jnc. 

would  receive  an  extension  of  time  until  June  30,  19..  in 
which  to  file  written  commenls  and  inlornialioii  wilb 
respect  to  the  Notice  of  Intention  to  Issue  Construction 
Orders  to  Certain  Major  Fuel  Burning  Installations 
published  in  the  Feder.m  Register  on  .May  13,  1977 
142  Fed.  Reg.  24471). 
Aallcry  Corp.,  Sterling.  Colo.  If  granted:  \  allfry  Corp. 
would  be  permitted  to  increase  its  pnces  to  reflect  non- 
product  cost  increases  in  excess  of  *.0(>5'gal  tor  natural 
gas  liquid  products.  „   .^,_     „ 

Mflv   '>4  1077    Alpine  Fuel  Co.,  Minneapolis.  Minn.  If  granted:  The  Re- 
■   ^  7nedial  Order  issued  by  Region  \  on  M;)y  13.  1977  would 

be  rescinded  and  .\.lpine  Fuel  Co.  would  not  be  required 
to  make  the  refunds  specified  in  the  remedial  order. 
American    Service    Stations    lEdward    X.rdeiannii    and 
Charles  Calderone)  New  York,  NY.  If  granted    The 
FEA  Region  Vl's  Mar.  IS,  1977  withdrawal  of  a  Notice 
orProbable  Violation  issued  to  Exxon  Company.  U.S.A. 
would  be  vacated  and  the  Office  of  Private  Grievances 
and  Redress  would  direct  FEA   Region  VI  to  review 
Ev-Non's  compliance  with  1"  CFR  21::'.S3  with  respect  to 
itssales  to  American  Service  Stations. 
Lake  Region  Gas  Co..  Benton.  K\.  If  granted:  The  Re- 
medial Order  issued  by  Re«ion  IV  on  A  pr.  21 ,  Ifl.  -  would 
be  res<inded  and  Lake  Region  Gas  Co.  would  not  be 
required  to  refund  overcharges  in  its  sale?  of  propane. 
Upham  Oil  &   Gas  Co..  Mineral  Weils.  Tex.   If  granted 
Upham  Oil  &  Gas  Co.  would  receive  an  extension_of  the 
exception  relief  granted  in  the  FEAs  Mar.  23.  IJii  deci- 
sion and  order  which  permits  the  tirm  to  increase  its 
prices  to  reflect  nonproduct  cost  increases  in  excess  of 
J.Oai'cal  for  natural  gas  iiiiuid  products. 
Chevron  U.S.A.,  Inc.,  San  Francisco.  Calif.  (If  RranlM: 
The   Vpr.  26,  1977  order  issued  by  the  FEA's  Omce  of 
Reguluory  Programs  would  be  rescinded  and  Chevron 
U  S  V    Inc.  would  not  be  required  to  supply  Mousaiuo 
CompaJiv  at  Alvin,  Texas,  with  H^.OO)  oi  of  crude  oil  for 
the  crude  oil  allocation  quarter  corameucing   Dec.  1, 
1977  'i 
Drew  Cornell,  Inc.,  Lafayette,  La.  (Ii  granted:  Crude  oU 
produced  from  the  \'.   Boagni  Lease  wells  in  Landry 
Parish,  La.,  would  be  sold  without  regaid  to  the  ceiang 
prices  specified  in  section  212.73.) 
Kalama  (fhemical  Co.,  Kalama,  Wash,  vlf  granted:  Kalama 
Chemical  Co.  would  be  pcrnulied  to  miport  2o9,925  bbl 
of  toluene  into  district  \'  ou  a  fee-fr.e  basis  during  the 
allocaUon  period  -May  1, 1977  through  Apr.  .n  1978.) 
Seal's  Service  Station,  Crozet,  Va.  Itgrai.ted:  bcal  s  Service 
Station  would  be  supplied  motor  gasoline  by  Exxon  Co. 
U.S.A.  rather  than  its  base  period  suppUer,  Walton  OU 
Company  (BP).  -  ,    _  _., 

Tenneco  Oil  Co.,  Houston,  Tex.  If  granted:  Ter.neco  Oil 
Co  would  receive  an  extension  of  the  exception  reliel 
granted  in  the  FEA's  Feb.  25,  1977  decision  and  order 
which  permits  the  firm  to  iiicreas'^  its  prices  to  rittect 
nonproduct  cost  increases  in  excess  of  >.(Xi5'ga!  for  natural 
gas  liquid  products  produced  at  us  I'earce  and  Prentice 

W  E  Riley  Oil  Co..  Petersburg,  Va.  If  granted:  The 
remedial  order  issued  by  Region  HI  on  May  9,  l!r7  would 
be  rescinded  and  W.  E.  Rilcy  Oil  Co.  would  not  be 
required  to  refund  overcharges  which  it  obtained  in  its 
sales  of  motor  gasohne  and  middle  distillates. 

W.  E.  Shrider  Co..  Columbus.  Ohio.  (If  granted:  'The 
remedial  order  issued  by  FEA  Region  \  on  -May  9.  ;></ 
would  1*  rescinded  and  W.  E.  Shrider  Co.  would  not  Ije 
required  to  refund  overcharges  in  its  sales  of  crude  oil.i 

4-Wav  Grocery.  Molalla,  Oreg.,  (If  granted:  4-\\  ay  Grocery 
would  be  supplied  motor  gasoline  by  Union  ""  *- o 
rather  than  its  base  period  supplier.  Lion  OU  Co.) 
:  Arden  A.  Anderson.  Pensacola.  Fla.  (If  granted:  Crude  oil 
produced  from  the  J.  O.  .McHenry  No.  1  well,  located  m 
Junction  City  Field.  Clarke  County,  Miss.,  would  be  sold 
at  upper  tier  ceiling  prices.)  „.,.,_.        i-,  r- 

Do  Arent.  Fox,  Kintiur,  Plotkin  A  Kalin,  Washington,  D.C 

(If  granted:  The  FEA  information  access  officer  would 
be  directed  to  releas.-  to  William  J.  Mutryn  documents 
relating  to  FEA  Form  P-12:.-S-0  entitled  Report  of 
Refiner  Profit  "Margins.")  .,  '  r- i  v  min^rr. 

Do.  C  4  K  Oil  Co..  Beckley.  W.  Va.  (If  grated:  C  A  K  OU  Coin- 

pany  would  be  granted  an  exception  from  section  212.93 
which  would  permit  the  firm  to  increase  its  seUing  price 
for  motor  gasoline  above  the  maximum  permissible  levels 
specified  in  the  FEA  mandatory  petroleum  pnce 
regulations.)  _,    ,,,         ,    .    „.  „ 

Do.  ^-orth/rn  Ulinois  Gas  Co..  Aurora   ni     If  g™"Je^;The 

April  26,  1977  order  issued  by  the  FEA  Office  of  Bepula- 
torv  Programs  which  assigned  N  I-oas  a  basf  period  u.se  of 
propane,  butane,  natural  gasoline  and  naptha  for  use  in 
the  firm's  Aux  sable  PNG  faciUty  during  the  penod 
Mar  31, 1977  through  Sept.  30, 1977  would  be  rescinded.) 


Do 

Do. 
Do. 

Do. 

Do 

Do 

May   26,197 


FEE^'262 
FES-4262 


FEE-4273 
TH.^-li-M 
FSG-fH^ 


FRA-13.^^ 
FRS-1335 


FXE-4.^7 


rEA-1338 


FEE-4285 


FPl-0120 


FEE-t289 


FXE-4287 

FXE-i288 


FRA-1337 
FRS-1337 


FRA-13:t6 
FRs-1338 


FEE-t284 

FEE-4290 

.FFA-1340 
FEE-4291 

FEA-13.'» 


Appeal  of  FE.\'s  Decision 
and  Order  m  Power  Test 
Corp.,  J  FEA  par.   .-. 
(April  19,  1977). 


Exception  from  filing  dead- 
line. Slay  request. 


Price     exception 
212.16..). 


^section 


Appeal  oi  the  remedial  or 
der  issued  by  FEA  Re 
gion  \"  on  .May  13,  1'.'77 

Request  for  special  redress. 


Appeal  of  the  remedial  or- 
der issued  by  FEA  Re- 
gion IV  on  Apr.  21,  1977. 

Extension  of  the  relief 
granted  in  Upham  Oil  A 
Gas  Co..  Case  No.  FXE- 
3741  (decided  Mar.  23, 
l'J77>  (unreporied  deci- 
sior.l. 

Appeal  of  the  FEA  order 
issued  Apr.  26,  1977. 


Price    exception 

212.731. 


(section 


Except  iou 
213.35. 


Exception  to  change  sup- 
pliers. 


Extension  of  the  relief 
granted  in  Tenneco  Oil 
Co..  Case  No.  FEE-36U9 
and  FEE-3810  (decided 
Feb.  25.  1977)  (unre- 
ported  decision). 

Appeal  of  the  remedial 
order  issued  by  FEA 
Region  HI  on  May  9, 
1977.  Stay  request. 

Appeal  of  the  remedial 
order  issued  by  FEA 
Region  V  on  May  H,  1977. 

Stay  request. 

Exception  to  change  sup- 
pliers. 

Price  exception  (section 
212.73). 


Appeal     of     the     FEA's 
information  request 

denial. 


Price    exception     (section 
212.93). 


Appeal  of  FEA  a-^Mgnraent 
ordi'r  dated  Apr    26.  19i.. 
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Do Union  Camp  Corp.,  Atlanta,  Ga.  (If  granted:  The  public    FSO-0047     Request /or  special  redress 

hearing  sch(>duled  for  May  26  and  27,  1977  would  be  post- 
poned and  Union  Camp  Corp.  would  receive  an  extension 
of  time  in  which  to  lilt-  written  comments  on  the  Notice 
of  Intention  to  Issue  Prohibition  Order  published  in  the 
Federal  REoisTERon  May  16, 1977(42 Fed.  Reg. 24900).) 
.May  27,1977  Memphis  Aero  Corp.,  Washington,  D.C.  (If  granted:  The  FXA-1341 
FEA's  Apr.  29,  1977  decision  and  order  would  be  re- 
scinded and  Memphis  Aero  Corp.  would  be  permitted 
to  increase  its  selling  prices  for  aviation  fuels  on  a  retro- 
active basis.) 


Appeal  of  the  FEA's  deci- 
sion and  order  in  Mem- 
phis Aero  Corp.,  5  FEA 
par (Apr.  29,  1977). 


(PR  Doc.77-16857  Fnied  6-14-77;8:45  am] 


CASFS   FILED  WITH  THE  OPFICE  OF 
EXCEPTIONS   AND   APPEALS 

V/eeK   of  May  27,    1977   Through   June   3, 
1977 

Notice  is  hereby  grvtn  that  during  the 
week  of  May  27.  1977  lii rough  June  3, 
1977  the  appeals  and  apphcations  for  ex- 
ception or  other  relief  listed  in  the  Ap- 
pendi.x  to  the  Notice  were  filed  with  the 
Federal  Euergj-  Administration's  Olfice 
of  Exceptions  and  Appeals. 

Under  the  FEA's  procedural  regula- 
tions, 10  CFR  Part  205.  any  person  who 
will   be   aggrieved   by   the  FEA   action 


sought  in  such  cases  may  file  with  the 
FEA  written  comments  on  the  applica- 
tion within  ten  days  of  service  of  notice, 
as  prescribed  in  the  procedural  regula- 
tions. For  purposes  of  those  regulations, 
the  date  of  service  of  notice  shall  be 
deemed  to  be  the  date  of  publication  of 
this  Notice  or  the  date  of  receipt  by  an 
aggrieved  person  of  actual  notice,  which- 
ever occurs  first. 

Eric  J.  F*ygi, 
Acting  General  Counsel. 

June  8,  1977. 


Appe.\ui.\-.— A>i«/  of  cases  ncciiid  by  the  Office  o/  Exceptions  and  Appeals,  tceek  of 

May  21  through  June  S,  1977 


Date 


Name  and  location  of  applicant 


Case  No. 


Type  of  submission 


May  27, 1977    Automotive  Sales.  Inc.,  Oorham,  N.H.  (If  granted:  The    FRA-:344 
FEA's  May  19,  1977  remedial  order  would  be  rescinded.)     FRS-1344 


Do. 


Do. 


Do. 


FRA-1342 

FRS-1342 


FEE-4292 


F  RA-1343 


•May  31,197; 


Do.. 


Do. 


Do 


Do 


Do. 


Do. 


Do. 


.  -MuUin.'i  <t  Frlchaid.  New  Orleans,  La.  (If  granted:  The 
FEA's  May  9,  li<77  remedial  order  would  be  rescinded 
and  .\lullins  4  Priehard  would  uot  be  required  to  refimd 
to  the  Permian  Oil  Co.  overcharges  obtained  in  sales  of 
crude  oil  produced  frrm  the  Mabel  U.  .Myers  property.) 

.  Wel.fias.  Inc.  (Possum  Kingdom),  Dallas,  Tex.  (If  granted: 
Wel-Cias,  I:ic.  would  i«>  permitted  to  increase  its  prices 
for  natural  gas  li(|uid  products  produced  at  the  Possum 
Kingdom  Plant  to  reflect  nonprodiict  cost  increases  in 
excess  of  J.nOo/gal.) 
White's  Union  76.  Princeton.  W.  \a.  (If  granted:  The 
FEA's  .May  5, 1977  Remedial  Order  would  be  rescinded.) 

Adobe  Oil  and  Gas  Corp.  (Adobe  Sale  Ranch),  Midland,    FEE-4295 
Tex.  (If  granted:  The  Adobe  Oil  and  (ias  Corp.  would  be 
pennitled  to  increase  its  prices  for  natural  gas  Uquid  prod- 
ucts produced  at  the  .\dobe  Sale  Ranch  Oas  Plant  to 
reflect  non-product  cost  increases  in  excess  of  S.OCVgal.) 

Belridge  Oil  Co.,  Los  Angeles.  Calif.  (If  granted:  The  Bel-  FXE-4298 
ridge  Oil  Co.  would  receive  an  extension  of  the  relief 
granted  in  the  FE.\'s  .Mar.  22,  1977  decision  and  order 
which  would  permit  it  to  increase  its  prices  for  natural 
gas  liquid  products  to  reflect  non-product  cost  increases 
in  exce.i,ii  of  $.00.'j  gal.) 

Uoxsey,  Merwin,  d.h.a.  Iloxsey  Shell  Service,  San  Diego,  'FEE-4293 
Calif,  ilf  granted:  Merwin  L.  Uo.\sey  would  be  granted 
an  exception  from  10  CFR  212.93  which  would  permit 
him  to  increase  his  selling  prices  for  motor  gasoline.) 

.Maupin   Retail  .'^ales,  Eaton   Rapids,  .Mich,   ilf  granted:     FRA-1320 
The  remedial  or'ler  issued  to  Maupin  Retail  Sales  would 
be  rescinded  and  the  firm  would  not  be  required  to  reduce 
its  prices  on  salrs  of  propane.) 

.Mobil  Petroleum  Company,  Inc.,  New   York.  N.Y.  (If    FEE-4296 
granted:  Mobil  Petroleum  Co..  Inc.  would  be  granted  an 
exception  from  10  CFR  212.83(c)  which  would  permit 
the  firm  to  reflect  in  its  selling  prices  to  Guam  consumers 
the  Guam  grass  receipts  lax.) 

Sun  Company,  Inc.  (.Mayrteld),  Dallas,  Tex.  (If  granted:  FXE-429y 
.Sun  Company,  Inc.  would  receive  an  extension  of  the 
relief  granted  in  the  FEA's  Dec.  20,  1976  decision  and 
order  which  would  permit  it  to  increase  its  prices  for 
natural  gas  li<iuid  products  produced  at  the  Mayfield 
plant  to  reflect  non-product  cost  increases  in  excess  of 
.^.WlS'gal.) 

The  .-Superior  Oil  Co.  (TXL),  Houston,  Tex.  (If  granted;    FEE-1297 
The  .Superior  Oil  Co.  would  be  permitted  to  ijiciea.se  its 
prices  of  natural  gas  liquid  products  produced  at  the 
TXL  plant  to  reflect  uoiiproduct  cost  increases  in  excess 
of$.005/gal.) 
Willoughby  Bay  Marina,  Inc.,  .Norfolk.  Va.  (If  granted:    FEE-4294 
Willoughby  Bay  .Marina,  Inc.  would  l)c  assigned  a  new, 
lowtr-piiced  supplier  ol  motor  gasoline  to  replace  its 
base  period  supplier.  Chesapeake  Pure  Fuel<,  Iiic  j 


Appeal  of  FEA  Region  I's 
remedial  order  dated 
.May  19,  1977.  Stay  re- 
quested. 

Appeal  of  FEA  Region 
VI's  remedial  order  dated 
.May  9.  1977.  Stay  re- 
quested. 


Price    exception 
212.165). 


(section 


Appeal  of  FFA  Region 
Ill's  remedial  order 
dated  May  J,  1977. 

Price  exception  (section 
212.165). 


Extension  of  relief  granted 
in  BeWdge  Oil  Co.,  Case 
No.  FXE-374.->  (decided 
Mar.  22,  1977)  (unre- 
ported decision) 

Price  exception  (section 
212.93). 


Appeal  of  FEA  Region  V's 
remedial  order. 


Price    exception 
212.83(c)). 


(section 


Extension  of  relief  granted 
in  .Sun  Oil  Co.,  5  FFA 
par.  83,030  (Dec.  29, 
1976). 


Price    exception 
212.163). 


(section 


Exception  to  change  base 
period  supplier  (section 
211.9). 
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Appendix  —Lixt  of  ca^es  received  by  the  Ofjfice  of  Esoeptions  n>ul  Appeals,  ueek  of 
May  27  through  ./lan  J,  iy77 — CJontlnutni 


Date 


Name  and  location  of  applicant 


Case  No.  Type  of  submission 


June    1,197; 


Do. 


Do. 


Do. 


Standard  Oil  Co.  (Indiana)  (Prentice),  Chicago,  111.  (If 
granted:  The  Standard  Oil'Co.  (Indiana)  would  receive 
an  extension  of  the  relief  granted  in  the  FEA's  Dec.  29. 
1976  decision  and  order  »  hich  would  permit  it  to  increase 
its  prices  for  natural  gas  liquid  products  produced  at  the 
Prentice  plant  to  reflect  nonproduct  cost  increases  in 
excess  of  JO.Ofti  gal.)  . 

Texaco.  Inc.,  New  York,  NY.  (If  granted:  The  FEA  s 
.\pr.  26.  1977  directed  sales  order  would  be  rescinded  and 
Texaco.  Inc.  would  not  be  required  to  s<fll  500,000  bbl  of 
lease  condensate  to  the  Monsanto  Co.) 

[  nited  Refining  Co  .  Warren.  Pa.  (If  granted:  The  Cnlted 
Refining  Co.  would  be  granted  an  exception  to  10  CFR 
Jl.'t  3.">(d)(2)(i)  which  would  extend  thi'  period  during 
which  crude  oil  import  duties  may  be  credited  against 
import  license  fees, ) 

Kaiisas-.Nebraska  Natural  Gas  Co..  Inc.  (\enteri  Hast- 
ings, Nebr.  (If  granted:  Kansas-Nebraska  Natural  Oas 
Co  liic  would  receive  an  extension  ol  the  relief  granted 
in  the  FEA's  Dec.  23,  1976  decision  and  order  which 
would  permit  the  firm  lo  increase  its  prices  for  natural 
gas  liquid  products  produced  at  the  Yenter  plant  to 
reflect  nonproduct  cost  increases  in  excess  of  J.OOn.gal.) 
Do  Northwest  Propane,  Inc.,  Famimgton,  Mich.  (If  granted: 

Northwest  Propane,  Inc.  would  receive  an  extension  of 
the  relief  granted  in  the  FEA's  March  17,  1977  decision 
and  order  which  resulted  in  the  temporary  assignment 
•  of  a  lower-priced  supplier  of  propane  to  replace  the  firm's 
base  period  supplier,  Petrolane.) 

Powerine  Oil  Co.,  Santa  Fe  Springs,  Calif.  If  granted: 
Powerine  Oil  Co.  would  be  granted  a  stay  of  the  require- 
menus  specified  in  the  FEAs  Feb.  17,  1977  special  report 
order  pending  a  final  determination  of  its  petition  for 
special  redress.  „  ,  ,    ,, 

Powerine  Oil  Co..  Santa  Fe  Springs,  Calif.  If  granted: 
Powerine  Oil  Co.  would  not  be  reqmred  to  respond  to  a 
special  report  order  which  was  issued  to  the  firm  on 

Slandard'oil' Co.  Indiana),  Chicago,  III.  (If  granted:  The 
Standard  Oil  Co.  (Indiana)  would  be  permitted  to  increase 
its  prices  to  reflect  non-product  cost  increases  in  eicess  of 
$  005/gaI  for  natural  gas  liqtud  products  produced  at  the 
following  plants:  Calumet,  Empire  Abo,  Ropes,  Third 
Creek,  and  White  Flat.)  ^^     „         .  ^   r-j  tt 

June     3,1977    C4H  Refinery.  Inc..  Washington.  D.C.  (If  granted    CAM 
Refinery.  Inc.  would  receive  a  stay  of  the  provisions  of 
10  CFR  211.67(e)(2)  pending  a  final  determination  of  an 
apphcation  for  exception  w  hich  it  intends  to  file.) 
Do  Buck's  Butane  A  Propane  Service,  Inc  .  San  Jose,  Calif. 

(If  granted  The  FEA  would  issue  suSipoenas  to  5  indi- 
Tiduals  who  were  involved  in  vanous  FE.^  audits  to 
Buck's  Butane  A  Propane  Service.  Inc  ) 
Texaco,  Inc.,  Houston,  Tex  (If  granted:  Texaco,  Inc. 
would  receive  an  extension  of  the  relief  granted  in  the 
FEAs  .Mar.  4.  1977.  Jan.  2."..  1977,  and  Nov.  19,  1976  deci- 
sion and  orders  which  would  permit  the  firm  to  increase 
its  prices  to  reflect  non-product  cost  increases  in  ex(^  of 
$  Ott'i  per  eallon  for  natural  gas  liquid  products  produced 
at  the  following  natural  gas  plants  Apache,  Blessing. 
Lamesa,  Lockridge,  Mermentau,  North  Cowden,  Old 
Ocean,  Oiona,  Pampa,  and  Wilcox.) 


Do. 


Do. 


Do. 


Do- 


FXF-4.V: 


FEA-134.-. 


FPI-0121 


FXE-t301 


FXE-t300 


FES-«Ki6 
FST-0043 


FSG-0(H8 


FEE-4302 

throtigh 

FEE-4306 


Extension  of  relief  granted 
in  Standard  Oil  Co  (/«- 
dianai.o  FEA  par.  83.029 
tDec.  29.  1976). 


Appeal  of  FE.V's  Directed 
Sales  Order  dated  Apr. 
26,  1977. 

Exception  from  base  fee 
requirements  (.Section 
213.35(d)  (2)  (i)). 

Extension  of  relief  granted 
in  Kansas-Nebraska 
Natural  Gas  Co.,  Inc., 
5  FEA  par.  83,008 
(Dfc.  23, 1976). 

Extension  of  relief  granted 
in  Northwest  Propane. 
Inc..  5  FEA  par.  87.024 
(Mar.  17. 1977). 

Request  for  stay  of  FE.\ 
Region  IX's  special  re- 
port order  dated  Feb.  17. 
1977.  Temporary  stay 
requested. 

Request  (or  special  redress. 


Price    exception 
212.165). 


(section 


FES-4318      Stay  request . 


FRX-016I     Supplememal  order. 


FXE-4306  Extensir-.  of  rehef  granted 
through         in  Tex  vco.  Inc..  Case  No. 

FXE-4317  FEE-3666  (decided  Mar. 
4.  1977)  (unreported  de- 
cision). Texaco,  Inc.,  ■"• 
FEA  par  S3.a.8  (Jan.  V\ 
1977);  Texaco,  Inc..  4 
FEA  par.  83J01  (Nov. 
19.  1976). 


!FR  Doc  77-16859  Filed  6-14-77:8  45  am) 


COMPLIANCE  WITH  THE  NATIONAL 
ENVIRONMENTAL   POLI(?V   ACT 

Quarterly  Update  of  Environmental  Review 
Documents  Available  for  Public  Review 

AGENCY     Federal   Er.ergy   .administra- 
tion. 

ACTION:    Notices    of    A',  aiiaDuity    a:. a 
General  Inquir>-. 

SUMMARY:  Pursuant  to  10  CFR 
208.15ib',  the  Ffsieral  Energy  Adminis- 
tration 'FE.^i  hereby  supplemenus  iL<; 
Ustmg  of  envi.MDnmental  review  docu- 
ments, prepared  under  the  authority  of 
the  National  Environmental  Policy  .^ct 
42  U.S.C.  4321  et  seq  .  which  are  availabJe 
for  public  inspection  and  review  Listed 
below  are  environmental  review  docu- 
ments made  available  to  the  public  dur- 
ing the  period  March  1.  1977  through 
May  31.  1977.  The  last  update  of  me- 
re view  document  listing  was  published  m 
the  Federal  Register  on  March  9.  1977 
(42  PR  13148' 

DOCUMENT     AVAILABILITY'       Smgle 
copies  of  the  review  documents  are  avail- 


able upon  request  from  the  FEA  Office  of 
Communications  and  Public  Affau-'s, 
Room  3138.  12th  and  Pennsylvania 
.Avenue.  NW  ,  Washington.  DC  20461. 
Copies  of  the  review  documents  are  also 
available  for  public  inspection  m  the 
FEA  Information  Access  Reading  Room, 
Room  2107,  12th  and  Pennsylvania 
Avenue.  NW  .  Washington,  D.C.  between 
8  00  am,  and  4:30  p.m..  Monday  through 
Friday,  except  Federal  holidays 

FURTHER  INFORMATION  For  fur- 
ther information  on  this  quarterly  listing 
of  FEA  environmental  review  documents 
which  are  available  for  public  inspection 
contact: 

Dr.  Robert  J.  Stern  Office  of  Environ- 
mental Impacti.  12th  &  Pennsylvania 
.Avenue.  NW  .  Room  7119,  Waihinpton, 
DC   20461.  202-566-9760 

Issued   m   Washington.   DC     June    8, 
1977 

Eric  J.  F^'ci. 
Acting  General  Counsel. 
Federal  Energy  Administration. 


FEDERAl   KECISTEIl,    VOL     42     NO     i  1 5— WEDNESDAY     JUNE    15,    '»77 


30536 


NOTICES 


\TTACHMENT  1 —FEA  Ust  of  pullinhed  ciivironmental  impact  statements  and  supple- 
mrnts  thereto,  eniironmcntul  asmssmtnts  and  neyatiie  determinations,  Mar.  t.  J977. 
to  May  31.  1917 


Program/project  descripUon 


Type  of  document  and  number 
where  applicable 


Date  made 
available  to 
tb«  public 


EnerKv  Supply  and  Production  Act:  Weathenzalion  assist-    Negat.ve  tomnination  and  envirt>n-    Mar.  31.1977 

aiice  for  low  miome  persons.                                       ....  Prn.        genial  a.ssessmrni. 
Energy  Supply  and  Enviroiunental  Coordmalion  Act.  Pro-      ...do Apr.     4.13// 

posed  issuance  of  a  notice  of  effectiveness  to  prohibit  bum- 

Mig   natural  fas  or  petroleum   products  as  the  primary 

energy  source,  Anies  OeneraliMg  Station,  Ames.  Iowa.  001077 

Energy  Supply  and  Environmental  Coordination  Act.  Pro- do Apr.    20,1977 

posed  issuance  of  a  notice  of  effectiveness  to  prohibit  l>urn- 

ing  natural  gas  or  petroleum  products  as  the  primary 

energy    source.     Port    Weniworih    lienerating    fetation, 

Savannah.    < la.        „„„„.    «,„,  narkherrv  Salt    Dome    Supplement    to   final    environmental    May     3,1977 
''sll^  "8iJ"';"ro;,o^r^;e.mf  siU^'tee'tameron       iSfpaot  statement  ,FES-7«/77M,. 

En'i^''su''p'ply  and  Environmental  Coordination  Act:  Pro-    Negative  determination  and  environ-    May     5.1977 
S  r^iiice  of  a  notice  of  effectiveness  to  prohibit  burn-        mental  assessment. 
tnT  natural  gas  or   pelrolehm   products  as  the   prirnary 
energy    source,    Weston    Generating    Station.    Marathon 

En^e^J'si^'iy  and  Environmental  Coordination  Act,  Pro- do May     6,  IP77 

Dos^d  issuance  cf  a  notice  of  ellectiveness  to  prohibit  burn- 
ma  natural  gas  or  petroleum  product!  as  the  primary  energy 
source,  Des  Moines  Ciencratiiig  Station   Des  Moines,  Iowa. 

Suite  Energy  Conservation  Program:  Oklahoma  energy  con- do •"T    w.m/ 

CoT^orer^sion   program:   Energy   Stipply   and   Environ-    Final  r^vi^d.njironn>ent.I  impact    May    17,1977 

8.rt^;^PHr1/"urK^4'rVfryorch^trLtDp         Sl^^em;nr^o^b5    ^nal    enpron-    Ma,    18.1977 
Se  Si!e    pri^s^TpipelineSuing  change,  IberviUe      ^n_ental   impact   sutement    (FES- 

EreW^'Supply    and    Enviconmental    Coordination    Act:    Negative  determination  and  environ-    May   23,1977 
fW8^  i«uance  of  a  not  ce  of  effectiveness  to  prohibit       mental  assessment, 
burningof  natural  gas  or  pttroleum  products  as  the  primary 
energy   source,   Sheldon    lienerating   Siation,   Colombis, 

E^er^'   Supply    and     Environmental    Coordination    Act:    Draft    environmental    impact    st^-    May   31.1977 
I?oposSl  iSuance  of  a  notice  of  effectiveness  to  prohibit        ment  (DE8-7,-5). 
burning  natural  gas  or  petroleum  products  as  the  primary 
energy  source.  irftManus  Generating  Station,  Brunswick, 
Ga.  


(PR  Doc.77-16860  Filed  &-14-77;8:45  tun] 


ALASKA  NATURAL  GAS  TRANSPORTATION 
SYSTEMS 

Request  for  Comments 

Notice  IS  hereby  ^iven  that  the  Presi- 
dent, through  the  Office  of  Energy  Policy 
and  Planning,  seeks  tiie  comments  and 
recommendations  of  the  pubhc  about 
proposed  transportation  systems  that 
would  brmg  natural  gas  from  the  North 
Slope  of  Alaska  to  the  lower-48  States. 
This  notice  is  published  by  the  Fetieral 
Energy  Admmistration  'FE.A.'  on  behalf 
of  the  Office  of  Energy  Policy  and  Plan- 
nui^.  which  IS  responsible  for  receiving 
and  conveying  such  comments  and 
recommendations  to  the  President. 

Pursuant  to  the  requirements  of  the 
Alaska  Natural  Gas  Transportation  Act 
of  1976  I  Pub  L.  94-5&6'.  the  Federal 
Power  Commission  (FPCi.  on  May  2, 
1977.  submitted  a  recommendation  to  the 
President  concerning  the  selection  of  a 
transportation  system  The  FPC  recom- 
mended the  selection  of  an  overland  pipe- 
line through  Alaska  and  Canada  to  the 
Northern  United  States  The  FPC  did  not 
choose  between  tlie  two  different  over- 
land routes  under  consideration  A  third 
propcsed  system  would  brmg  natural  gas 
by  pipeline  through  Alaska  and  by  lique- 
fied natural  ga^s  tanke'-s  to  the  California 
coast  The  President  must  decide  which 
system,  if  any,  should  be  approved  This 
decision  will  then  take  efTect  upon  en- 
actment of  a  joint  re.solution  of  Congress. 

The  Alaska  Natural  Gas  Transporta- 
tion Act  of  1976  provides  an  opportunity 


for  interested  parties  to  bring  their  views 
to  the  President's  attention.  Section  6(b) 
states  that; 

Not  later  than  July  1,  1977,  the  Governor 
of  any  State,  any  munlclpamy.  State  utility 
commission,  and  any  other  interested  person 
may  submit  to  the  President  such  written 
comments  with  respect  to  the  recommenda- 
tion and  report  of  the  (Federal  Power)  Com- 
mission and  alternative  systenis  for  deliver- 
ing Alaska  natural  gas  to  the  contiguous 
States  as  they  determine  to  be  appropriate. 

In  making  his  decision,  the  President 
IS  required  to  take  into  consideration  the 
FPC  recommendation  and  the  comments 
received  from  Federal  agencies,  State 
Governors,  municipalities.  State  utility 
commlssioas  and  other  interested  parties. 

There  are  substantial  reserves  of  nat- 
ural gas  underlying  Alaska's  North  Slope. 
Developing  and  constructing  a  system 
for  moving  that  gas  to  the  lower-48 
States  raises  many  complex  problems,  in- 
cluding questions  of  environmental  Im- 
pacts, feasibility  and  methods  of  flnanc- 
u\g.  and  the  price  of  natural  gas 
ultimately  -delivered   to   consumers. 

The  public  is  urged  to  take  advantage 
of  the  opportunity  to  present  views  by 
reviewing  the  FPC  recommendation  and 
related  matters  and  providing  written 
comments  on  the  transportation  alterna- 
tives Interested  persons  are  invited  to 
submit  on  or  before  July  1.  1977,  written 
comments  and  recommendations,  to- 
gether with  any  supporting  data  and 
analyses  to: 


Alaska  Natural  Gas  Transportation  Project. 
Federal  Energy  Administration.  E.xecutive 
Coirununlcations,  Room  3317,  Box  NF, 
Washington,  D.C.  20461. 

No  material  submitted  in  response  to 
this  notice  can  be  returned 

Any  information  or  data  considered  by 
the  person  furnishing  it  to  be  confidential 
must  be  so  identified  and  be  submitted  in 
writing,  one  copy  only.  The  Federal  Gov- 
ernment reserves  the  right  to  determine 
the  confidential  status  of  the  information 
or  data  and  treat  it  according  to  its 
determination. 

Issued  in  Washington,  DC  .  Jime  9, 
1977. 

Eric  J.  Fygi. 
Acting  General  Counsel, 
Federal  Energy  Administration. 

|FR  Doc.77-16972  Filed  6-14-77;8:45  am] 


STATE   AND   LOCAL   GOVERNMENTS 

Procedures  Regarding  Information  and 
Computer  Requirements 

AGENCY:  Federal  Energy  Administra- 
tion ("FEA"). 

ACTION:  Notice  of  Proposed  Revision  to 
Computer  Support  Clause  in  Contracts 
Involving  Data  Collection  or  Processing. 

SUMMARY:  The  purpose  of  this  notice 
is  to  publish  a  proposed  revision  to  FEA 
procedures,  in  response  to  OMB  Circular 
A-90,  Transmittal  Memorandum  No.  1. 
regarding  information  and  computer  re- 
quirements placed  upon  State  and  local 
governments  by  the  Federal  Govern- 
ment. 

FEA  policy  in  the  past  has  been  to 
avoid  imposing  imdue  restrictions  on 
State  and  local  government  units  in  the 
use  of  Automatic  Data  PrcxessLng  re- 
sources. 

In  order  to  emphasize  this  policy,  and 
to  ensure  that  it  continues  to  be  ob- 
served, it  is  proposed  that  the  Govern - 
menft-furrushed  computer  support 
clause,  which  is  incorporated  in  all  FEA 
contracts  involving  data  collection  or 
data  processing  services,  be  amended  to 
include  the  following  statement: 

Consistent  with  the  provisions  of  OMB 
Circular  No.  A-90,  nothing  In  this  clause  Is 
Intended  to  restrict  the  latitude  of  any  Stat* 
or  local  government  unit  in  the  selection 
and  use  of  computer  systems. 

DATE:  Comments  by  July  15.  1977. 

ADDRESS:  Comments  to:  Executive 
Communications,  Room  3309.  Federal 
Energy  Admmistration,  Box  LE.  Wash- 
ington, DC  20461. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Albert  H.  Linden.  Jr.  iF>rogram  Of- 
fice*. 2000  M  Street.  NW..  Room  7202. 
Washington.  DC   20461.  202-254-3910 

SUPPLEMENTARY  INFORMATION : 
Public  comments  are  invited  regarding 
the  above  proposed  amendment  Inter- 
ested parties  should  submit  their  ccwn- 
ments  in  writing  to  Executive  Commu- 
nications, Federal  Energj'  Administra- 
tion,  Box  LE,   Washington,  DC.  20461. 
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Handcarned  comments  may  »>«  delivered 
to  Room  3309.  Federal  BuUdmg.  12th 
and  Pennsylvania  Avenue.  NW.\V  ash 
mgton.  DC  .  between  the  hours  of  8_00 
am  to  4  30  pm  .  Monday  through  Fri- 
day, except  on  legal  public  holidays. 

Cotnments  should  be  identified  on  the 
outside  of  the  envelope  and  on  the  doc- 
ument's submitted  to  FEA  Executive 
Communications  with  the  designation 
■  computer  Support  Clause  State  and 
Local  Governments"  All  comments  re- 
eved on  or  before  July  15.  IS^J'^^  all 
other  relevant  mformation.  will  be  con- 
sidered by  FEA  before  tiie  new  amend- 
ment is  adopted.  ^^^^  kv 

Anv  information  or  data  considered  bj 
the  person  furnishing  it  to  be  confiden- 
tial must  be  so  identified  and  sulHnitted 
in  wriUng.  one  additional  copy  only  The 
FE'^  reserves  the  right  to  determine  the 
confidential  status  of  the  "^formation  or 
data  and  to  treat  it  according  to  that 
determination. 

Issued    in   Washington,   DC    June   9. 

1977 

Eric  J.  Fygi, 

Acting  General  Counsel. 

IFR  Doc.77-16979  Plied  6-14-77:8  45  am  | 


NOTICES 

MATSON     NAVIGATION     COMPANY     AND 
HILO   TRANSPORTATION    &   TERMINAL 
CO..    INC. 
Notice  of  Agreements  Piled  by : 

Peter  P  Wilson.  Senior  ODunsel  Matson  Nav- 
igation Company.  100  Mission  Street  San 
Francisco,  California  94105 

Agreement  No  T-2740-A.  between 
Matson  Navigation  Company  (Matson' 
and  Hilo  Transporution  &  Terminal  Co.. 
Inc  .  (Hiloi.  pro\-ides  for  Hilo's  lease  of 
certain  equipmer.t  from  Matson  so  that 
Hilo  can  perform  services  for  Matson  as 
provided  for  under  FMC  Agreement  No 
T-2740.  a  cargo  services  agreement 
whereby  Hilo  pro\'ides  Matson  compre- 
hensive terminal,  stevedoring,  container 
yarxl,  contamer  freight  staUon,  and 
other  incidental  senices  for  Matson  ves- 
sels calling  at  the  Port  of  Hilo,  Hawaii. 

Agreement  No  T-2740-B.  between  the 
same  parties,  also  pn?vides  for  HUo's 
lease  of  certam  equipment  from  Matron. 
so  that  Hilo  can  perform  services  for 
Matson  at  the  Port  of  Hilo.  Hawaii,  as 
provided  for  under  FMC  Agreement  No 
T-2740. 

By  Order  of  the  Federal  Maritime 
Comnussion. 


FEDERAL   MARITIME   COMMISSION 

MATSON   NAVIGATION  CO. 

Agreements  Hied 

Notice  IS  hereby  given  that  the  follow- 
ing agreements  have  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act.  1916.  as 
amended  <  39  Stat.  733.  75  Stat.  763.  46 
U.S.C.  814' 

Interested  parties  may  inspect  and 
obtain  a  copy  of  the  agreements  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission.  1100  L  Street,  N.W.. 
RDom  10126:  or  may  inspect  the  agree- 
ments at  tlie  Field  Offices  located  at  New 
York.  NY..  New  Orleans.  Louisiana,  San 
Francisco,  California,  and  Old  San  Juan, 
Puerto  Rico.  Comments  on  such  agree- 
ments, mcluding  requests  for  hearmg 
may  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  Commission,  Washington. 
DC  20573.  within  20  days  after  publica- 
tion of  this  notice  m  the  Federal  Regis- 
ter. Any  person  desiring  a  hearing  on 
the  proposed  agreements  shall  provide 
a  clear  and  concise  statement  of  the 
matter.vupon  which  they  desire  to  ad- 
duce evidence.  An  allegation  of  discrim- 
mation  or  urJairness  shall  be  accom- 
panied by  a  statement  describing  the 
discrimination  or  unfairness  with  par- 
ticularity. If  a  violation  of  the  Act  or 
detriment  to  the  commerce  of  the  Umted 
States  is  alleged,  the  statement  shall  set 
forth  with  particularity  the  acts  and  cir- 
cumstance said  to  constitute  sucb  viola- 
tion or  detriment  to  commerce 

A  copy  of  any  such  statement  should 
aLso  be  forwarded  to  the  party  filing  the 
agreements  <as  indicated  heremaften 
and  the  statement  should  indicate  that 
this  has  been  done 


Dated:  June  9.  1977. 


Joseph  C.  Polking. 
Acting  Secretary. 

IFR  Doc  77-16954  Filed  6-14-77. 846  am] 


PORT  OF  PALM   BEACH   DISTRICT 
Agreement  Filed 

Notice  is  hereby  given  that  the  follow- 
ing agreement  has  been  filed  with  the 
Commission  for  review  and  approval,  if 
required,  pursuant  to  section  15  of  the 
Shipping  Act.  1916.  as  amended  '39  Stat. 
733,  75  Stat    763.  46  US  C.  814' 

Interested  parties  may  inspect  and  ob- 
tain a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari- 
time Commission.  1100  L  Street.  NW  . 
Room  10126:  or  may  inspect  the  agree- 
ment at  the  Field  Offices  located  at  New 
York.  NY,  New  Orleans.  Louisiana.  San 
Francisco.  California,  and  Old  San  Juan. 
Puerto  Rico.  Comments  on  such  agree- 
ments, including  requests  for  hearing, 
mav  be  submitted  to  the  Secretary.  Fed- 
eral Maritime  Comm.ission.  Washington, 
D.C  .  20573.  within  20  days  after  publica- 
tion of  this  notice  in  the  Federal  Regis- 
ter Any  person  desirmg  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the  mat- 
ters upon  which  they  desire  to  adduce 
evidence  An  allegaf.on  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity  If  a  vio- 
lation of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  alleged, 
the  statement  shall  set  forth  with  par- 
ticularity the  arts  and  circumstances 
said  to  constitute  such  violation  or  detri- 
ment to  commerce  '^ 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
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agreement    'as    indicated    hereinafter' 

and  the  statement  should  mdicate  that 

this  has  been  done 

PORT  OF  PALM  BEACH  DISTRICT  W  C. 
MARTIN.  JR.,  THOMAS  E.  TWITTY.  JR.. 
AND  R.  R.  JOHNSTON,  JR.  CONSOLI- 
DATED TANK  TERMINALS  OF  FLORIDA, 
INC.  AND  FLORIDA  MOLASSES  EX- 
CHANGE, INC. 
Notice  of  agreement  submitted  by : 

Dwight  Oreen.  Traffic  CX)nsultant,  Port  of 
P»lm  Beach.  P  O  Box  9935.  Riviera  Beach, 
Florida  33404 

Agreement  No  T-2926-B  between  Port 
of  Palm  Beach  District  'Port-:  W  C. 
Martin,  Jr  ,  Thomas  E  Twitty.  Jr  .  and 
R.  R  Johnston,  Jr  'MT  t  J'  .  Consoh- 
dated  Tank  TermmaLs  of  Florida.  Inc  , 
(Consolidated',  and  Florida  Molasses 
Exchange.  Inc  .  (Exchange' .  provides  for 
the  lease  of  a  parcel  of  land  consisting  of 
918  square  feet,  located  at  the  Port  of 
Palm  Beach  Terminal  The  land  wUl  be 
used  in  association  with  a  molasses  stor- 
age operation  which  is  facilitated  by  a 
pipeline  and  molasses  storage  tanks  as 
set  forth  m  Agreement  No  T-2926,  as 
amended,  and  T-2926-A  Consolidated. 
MT  &  J  and  Exchange  will  pay  Port 
$100.98  per  year  plus  applicable  sales 
taxes 

By    Order    of    the    Federal    Maritime 
Commission. 

Dated:  June  9.  1977 

Joseph  C.  Polking, 
Acting  Secretary. 

IFR  Doc  77-16955  Filed  6   14-77  8  45  am) 


FEDERAL  RESERVE  SYSTEM 

OMAHA   STATE   CORP. 

Order  Approving  Action  to  Become  a  Bank 
Holding  Company 

Omaha  State  Corporation,  Omaha. 
Nebraska,  has  applied  for  the  Boards 
approval  under  section  3ia'(l»  of  the 
Bank  Holding  Company  Act  (12  U.S.C, 
5  1842<a> '  1 1  ' .  of  formation  of  a  bank 
holding  company  through  the  acquisi- 
tion of  100  per  cent  'less  directors'  qual- 
ifying shares'  of  the  voting  shares  of 
Omaha  State  Bank.  Omaha.  Nebraska 
'"Bank"' 

Notice  of  the  application,  affording  op- 
portunity for  interested  persons  to  sub- 
mit comments  and  views,  has  t>een  given 
in  accordance  with  section  3'b'  of  the 
Act  The  time  for  fiUng  comments  and 
views  has  expired  and  the  application 
and  all  comments  received  have  been 
considered  m  light  of  the  factors  set 
forth  in  section  3(ci  of  the  Act  <12  U.S,C. 
5  1842ic>  >. 

Applicant,  a  nonoperating  corporation 
with  no  subsidiaries,  was  organized  for 
the  purpose  of  becoming  a  bank  holdmg 
company  through  the  acquisition  of 
Bank,  which  has  deposits  of  $12  9  mil- 
lion '  Upon  acquisition  of  Bank.  Appli- 


'  All  banking  data  are  as  of  December  31, 

1975 
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cant  would  .:ontrol  the  115th  largest 
bank  in  Nebraska,  holding  21  per  cent  of 
the  total  dei)osit-s  m  commercial  banks  in 
the  SUte  Bank  is  the  22nd  large.'.t  of  41 
banks  in  the  relevant  banking  market, 
which  Ls  approximated  by  the  Omaha 
SUndard  MetropoliUm  Statistical  Area. 
and  controls  .69  per  cent  of  the  deposits 
therein. 

Principals  of  Applicant  are  also  prin- 
cipals in  two  other  one-bank  holding 
companies  in  Nebraska.  The  subsidiary 
banks  of  these  holding  companies, 
Southwest  Bank  of  Omaha.  Omaha.  Ne- 
braska, and  Ralston  Bank.  Ralston.  Ne- 
braska, are  located  in  the  market  area 
of  Bank,  and  together  with  Bank  con- 
trol $90  million  in  deposits  which  ap- 
proximates only  4  per  cent  of  total  mar- 
ket deposits  Considering  the  relatively 
small  size  of  the  banks  involved,  the 
growth  of  the  Omaha  banking  market. 
and  the  large  number  of  bank.s  operat- 
ing m  the  market.  appro\al  of  this  ap- 
plication would  not  have  any  significant 
adverse  efTects  on  competition  Since  this 
proposal  represent-s  a  restructuring  of 
the  existing  ownership  of  Bank  and  since 
Applicant  has  no  present  operating  sub- 
sidiaries, con.'^ummation  of  the  transac- 
tion would  eliminate  neither  exLsting  nor 
potential  competition,  nor  increase  tlie 
concentration  of  banking  resources  in 
any  relevant  market.  Thus,  competitive 
considerations  are  consistent  with  ap- 
proval. 

The  financial  and  managerial  re- 
sources and  future  prospects  of  Appli- 
cant are  entirely  dependent  upon  those 
of  Bank  Applicants  projected  schedule 
for  the  retirement  of  acquisition  debt 
appears  to  provide  Applicant  with  tiie 
necessary  financial  flexibility  to  meet  its 
annual  debt  servicing  requirement  and 
to  maintain  an  adequate  capital  position 
for  Bank  The  managerial  resources  of 
Apphcant  and  Bank  are  considered  satis- 
factory and  the  future  prospects  of  each 
appear  favorable.  Accordingly,  consider- 
ation-s  relatmg  to  banking  factors  are 
consistent  with  approval  of  the  applica- 
tion. 

Although  consummation  of  the  pro- 
posal would  effect  no  changes  in  the 
banking  services  oflered  by  Bank,  con- 
siderations relating  to  the  convenience 
and  needs  of  the  community  to  be  served 
are  consistent  with  approval.  It  has 
been  determined  thai  consummation  of 
the  transaction  would  be  in  the  public 
mterest  and  that  the  application  should 
be  approved 

On  the  basis  of  the  record,  the  applica- 
tion IS  approved  for  the  reasons  sum- 
marized above  The  transaction  shall  not 
be  consununated  '&'  before  the  thirtieth 
day  following  tiie  effective  date  of  this 
Order,  or  (b'  later  than  three  months 
after  the  effective  date  of  this  Order, 
unless  such  period  is  extended  for  good 
cause  by  the  Board  of  Governors  or  by 
the  Federal  Reserve  Bank  of  Kansas 
City,  pursuant  to  delegated  authority 

By  order  of  the  Secretary  of  the  Board, 
acting  pursuant  to  delegated  authority 


NOTICES 

from  the  Board  of  Governors,  effective 
June7.  J977. 

Ruth  A.  Reister, 
Assistant  Secretary  of  the  Board. 
IFR  Doc.77-16991  Filed  6-14-77;8:45  amj 


FIRST  CITY  BANCORPORATION  OF  TEXAS, 
INC. 

Acquisition  of  Bank 

first  City  Bancorporation  of  Texas, 
Inc.,  Houston.  Texas,  has  applied  for 
the  Board's  approval  under  §  3(a)  (3) 
of  the  Bank  Holding  Company  Act  (12 
use.  ■:  1842' a >  i3)  >  to  acquire  100  per 
cent,  less  directors'  qualifying  shares,  of 
the  voting  shares  of  The  City  National 
Bank  of  Br>an,  Br>'an,  Texas.  The  fac- 
tors that  are  considered  in  Eicting  on  the 
application  are  set  forth  in  §  3(c)  of  the 
Act  112  U.SC.  ^  1842(c)). 

First  City  Bancorporation  of  Texas, 
Inc.,  is  also  engaged  in  the  following 
nonbank  activities:  life  insurance  and 
computer  bookkeeping  services  through 
subsidiaries. 

The  application  may  be  inspected  at 
the  offices  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Dallas. 
Any  person  wishing  to  comment  on  the 
application  should  submit  views  in  writ- 
ing to  the  Secretary,  Board  of  Governors 
of  the  Federal  Reserve  System.  Wash- 
ington. DC.  20551.  to  be  received  not 
laterthan  July  8,  1977. 

Board  of  Governors  of  the  Federal  Re- 
serve System,  Jime  10,  1977, 

Ruth  A.  Reister, 
Assistant  Secretary  of  the  Board. 
IPR  Doc.77-17051  Filed  6-14-77:8  45  am) 


(Docket  No.  TCR  76-107) 
REPUBLIC  OF  TEXAS  CORP. 

Prior  Certification    Pursuant   to  the   Bank 
Holding  Company  Tax  Act  of  1976 

Republic  of  Texas  Corporation,  Dallas, 
Texas  ("•Republic")  has  requested  a 
prior  certification  pursuant  to  §  6158»a) 
of  the  Internal  Revenue  Code  'the 
•Code"),  as  amended  by  §  3(a)  of  the 
Bank  Holding  Company  Tax  Act  of  1976 
I  the  "Tax  Act't ,  that  the  proposed  sale 
by  Tne  Howard  Corporation  ("Howard") 
of  certain  of  its  nonbanking  assets, 
which  assets  are  described  in  Schedule  A 
hereto  <the  "Howard  Assets" \  is  neces- 
sary or  appropriate  to  effectuate  §  4  of 
the  Bank  Holding  Company  Act  (12 
use    §  1843'   i'BHC  Act"). 

In  connection  with  this  request,  the 
followmg  information  is  deemed  relevant 
for  tlie  purposes  of  issuing  the  requested 
certification:  ' 


1  This  Information  derives  from  Republic's 
correspondence  with  the  Board  concernliig 
it«  request  for  this  certification.  Republics 
Registration  Statement  filed  with  the  Board 
pursuant  to  the  BHC  Act  as  well  as  the 
Registration  Statement  of  Republic  National 
Bank  and  other  records  of  the  Board. 


1.  On  Julv  7.  1970.  Republic  National  Bank 
of  Dallas  ("Old  Reptitolic  Bank"),  a  national 
banking  association,  indirectly  controlled 
29.9  per  cent  of  the  voting  share  of  Oak 
CUfT  Bank  and  Trust  Company.  Dallas,  Texas 
(•■Oak  ClifT  Bank"). 

2.  On  July  7.  1970.  Old  Republlo  Bank  in- 
directly controlled,  through  Howard,  a 
trusted  affiliate,  property.  Including  the 
Howard  A.ssets.  the  disposition  of  which 
would  have  been  necessary  or  appropriate 
to  effectuate  5  4  of  the  BHC  Act  if  Old  Re- 
public Bank  were  to  have  continued  to  be 
a  bank  holding  company  beyond  Decem- 
ber 31,  1980.  which  property  was  "prohibited 
property"  within  the  meaning  of  H  6158 
(f)(2)  and  1103(c)  of  the  Code. 

3.  Old  Republic  Bank  became  a  bank  hold- 
ing company  on  December  31.  1970,  as  a 
result  of  the  1970  Amendments  to  the  BHC 
Act.  by  virtue  of  its  indirect  control  at  that 
time  of  more  than  25  percent  of  the  out- 
standing voting  shares  of  Oak  Cliff  Bank. 
and  it  registered  ais  such  with  the  Board  on 
September  24.  1971.  Old  Republic  Bank  would 
have  been  a  bank  holding  company  on  July  7, 
1970,  If  the  BHC  Act  Amendmente  of  1970 
had  been  in  effect  on  such  date,  by  virtue 
of  its  Indirect  control  on  that  date  of  more 
than  25  percent  of  the  outstanding  voting 
shares  of  Oak  Cliff  Bank. 

4.  Republic  is  a  corporation  that  was  or- 
ganized under  the  laws  of  the  State  of 
Delaware  on  July  12,  1972.  for  the  purpose 
of  effecting  the  reorganization  of  Old  Re- 
public  Bank   into   a  subsidiary  of  Republic 

5.  On  September  10,  1973,  the  Board  ruled 
that  In  the  event  Republic  were  to  become 
a  bank  holding  company  through  the  acqui- 
sition of  the  successor  by  merger  to  Old  Re- 
public Bank,  Plepublic  would  not  be  regarded 
as  a  "successor  •  to  Old  Republic  Bank  as 
defined  in  §2(e)  of  the  BHC  Act  for  the 
purposes  of  5  2(a)(6)  of  the  BHC  Act.  or  as 
a  "company  covered  in  1970."  as  that  term 
Is  defined  in  the  BHC  Act.  and  that  Republic 
was  not  entitled  to  the  benefit  of  any  grand- 
father privileges  that  Old  Republic  Bank 
may  have  possessed  pvirsuant  to  the  proviso 
In  §  4(a)  (2)  of  the  BHC  Act. 

e!  By  Order  dated  October  25.  1973.  the 
Board  approved  Reoubiic's  application  under 
§  3(a)  (1)  of  the  BHC  Act  to  become  a  bank 
holding  company  through  the  acquisition  of 
100  percent  of  the  voting  shares  (less  direc- 
tors' qualifying  shares)  of  the  successor  by 
merger  to  Old  Republic  Bank  and  the  indi- 
rect acquisition  of  control  of  29  9  percent  of 
the  voting  shares  of  Oak  Cliff  Bank  Pursuant 
to  the  provisions  of  §4(aM2)  of  the  ^PC 
Act,  Republic  was  reqviired  by  thaf  order  to 
divest  Itself,  within  two  years  from  the  date 
as  of  whlcli  it  would  become  a  bank  holding 
company,  of  the  Impermissible  nonbanking 
Interests  that  would  be  directly  or  indirectly 
controlled  by  the  successor  by  merger  to  Old 
Republic  Bank,  including  such  impermissible 
Interests  held  by  Howard. 

7.  On  May  9.  1974.  in  a  transaction  de- 
scribed in  5  368(ai  I  1 1  (A)  and  §368(a1(2) 
(D)  of  the  Code.  Old  Republic  Bank  was 
merged  into  the  present  Republic  National 
Bank  of  Dallas  CNew  Republic  Bank"),  a 
national  banking  association  that  was  a 
wholly-owned  subsidiary  (except  for  direc- 
tors' qualifying  shares)  of  Republic.  New  Re- 
public Bank  thereby  acquired  substantially 
all  of  the  properties  of  Old  Republic  Bank 
and  Republic  thereupon  became  a  bank 
holding  company  By  virtue  of  two  one-year 
extensions  granted  by  the  Board.  Republic 
presently  has  until  May  9.  1978.  to  complete 
the  divestitures  required  by  the  Board's 
Order  of  O;tober  25.  1973 

8.  As  part  of  the  same  transaction  by  which 
Republic  became  a  bank  holding  company,  in 
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a  transaction  to  which  j  351  of  the  Code 
applied.  Republic  acquired  beneficial  inter- 
ests in  the  shares  of  Howard  held  by  trustees 
for  the  benefit  of  shareholders  of  New  Re- 
public Bank,  which  shares  are  shares  de- 
scribed in   5  2ig)(2)    of  the  BHC  Act. 

9.  Tlie  Howard  Assets  are  a  part  of  the 
property  of  Howard  In  which  Republic  ac- 
quired a  beneficial  interest  pursuant  to  §  2 
(g)(2)  of  the  BHC  Act. 

10  By  a  Purchase  Agreeme;;t  dated  as  of 
February  1.  1977  (the  "Purchase  Agree- 
ment"), Howard  proposes  to  sell  the  Howard 
Assets,  as  well  as  cenaui  other  assets  ac- 
quired by  Howard  after  July  7,  1970.  to  AA 
Development  Corporation  ('Development'). 
a  Texas  consuming  assets  corporation.  All  of 
the  outstanding  voting  shares  of  Develop- 
ment, consisting  of  100.000  shares  of  common 
stock,  are  owned  and  controlled  by  Ameri- 
can Airlines.  Inc  ("AA")  As  consideration 
for  the  purchase  of  the  Howard  Assets  and 
the  other  assets  to  be  sold  pursuant  to  the 
F>urchase  Agreement.  Development  will  pay 
Howard  $52,825,654  in  cash,  and  will  asstxme 
various  UabUitles  and  obligations  of  Howard 
with  respect  to  all  the  assets  to  be  sold  pur- 
suant to  the  Purchase  Agreement  As  addi- 
tional consideration  for  the  purchase.  De- 
velopment will,  simultaneously  with  the 
purchase  of  the  Howard  Assets,  sell  to  Re- 
public for  »5OO.000  in  cash  a  warrant  to  pur- 
chase all  of  the  5.0(X)  authorized  shares  of 
Development's  preferred  stock  (the  "War- 
rant"). By  Its  terms,  the  Warr.ant  may  be 
exercised  for  a  p>erlod  of  18  months  after  the 
occurrence  of  certain  events  specified  in  the 
Purchase  Agreement.  Simultaneously  with 
the  purchase  of  the  Warrant  by  Republic. 
Data  Center.  Inc.  ("Data"),  a  corporation 
formed  vinder  the  laws  of  the  State  of  Del- 
aware all  of  the  outstanding  voting  shares  of 
which  are  owned  and  controlled  by  A.^,  will 
execute  an  Agreement  for  the  Purchase  and 
Bale  of  Warrant  (the  "Warrant  Agreement"), 
under  which,  durlne  the  jjerlod  the  Warrant 
Is  exercisable.  Republic  will  have  the  right 
to  require  Data  to  purcha.so  the  'Warrant,  and 
Data  will  have  the  right  to  require  Republic 
to  sell  the  Warrant  to  it  The  purchase  price 
to  be  paid  for  the  Warrant  by  Data  In  the 
event  either  Republic  or  Data  exercises  its 
rights  under  the  Warrant  Agreement,  is  to 
be  determined  at  a  futtire  date  In  accordance 
with  a  formula  described  In  the  Warrant 
Agreement.  Republic  has  committed  to  the 
Board  by  letter  dated  May  24.  1977.  that 
under  no  circumstances  will  It  exercise  the 
Warrant. 

On  the  basi.'=  of  the  foi""'^^""  informa- 
tion, and  in  light  of  Republic's  commit- 
ment to  the  Board  v.ith  re^n^^t  t'-<  the  ex- 
ercise of  the  Warrant,  it  is  hereby  certi- 
fied that: 

(Ai  Prior  to  Mav  9.  1974.  Old  Republic 
Bank  was  a  "qualified  bank  holding  corpo- 
ration," within  the  meaning  of  subsection  (b) 
of  5  1103  of  the  Code,  and  satisfied  the  re- 
quirements of  that  subsection: 

(B)  New  Republic  Bank  is  a  corporation 
that  acquired  substantially  all  of  the  prop- 
erties of  a  qualified  bank  holding  corpora- 
tion, and  as  such  is  treated  as  a  quailified 
bank  holding  corporation  for  the  purpo:>es  of 
§  1103(b)  and  5  6158  of  the  Code,  pursuant 
to  §  3(d)  of  the  Tax  Act; 

(C)  Republic  is  a  corporation  In  control 
(within  the  meaning  of  5  2(a)  (2)  of  the  BHC 
Act)  of  New  Republic  Bank,  and  as  such  Is 
treated  as  a  qualified  bank  holding  corpora- 
tion for  the  purposes  of  S  1103(b)  and  ?  6158 
of  the  Code,  pursant  to  §  3(d)  of  the  Tax 
Act; 

(D)  Howard  Is  a  sub.«idlary  (Withln  the 
meaning    of    5  2(d)     of    the    BHC    Act )     of 


Republic,  and  a«  nich  is  treated  as  a  qualif.ed 
bank  holding  corporation  for  the  purposes 
of  ?  n03fb1  and  f  6158  of  the  Code,  pursuant 
to  5  3fd>  of  the  Tax  Act: 

(K)  Each  of  the  Howard  Assets  described  in 
Schedule  A  hereto  is  "prohibited  property  " 
for  the  purposes  of  5  6158  of  the  Code;  and 

(F)  The  sale  of  each  of  the  Howard  Assets 
Is  necessary  or  appropriate  to  effectuate 
§  4  of  the  BHC  Act. 

This  certification  is  based  upon  the 
representations  and  commitment  made 
to  the  Board  by  Republic  and  upon  the 
facts  set  forth  above.  In  the  event  the 
Board  should  hereafter  determine  that 
facts  material  to  this  certification  are 
otherwise  than  a.-  represented  by  Re- 
public, or  that  Republic  has  failed  to 
disclose  to  the  Board  other  material 
facts,  or  has  failed  to  meet  its  commit- 
ment, it  may  revoke  this  certification. 

ScurDULE   \ — Repubuc   or  1  ex_\s 
Corporation 

(DOCKET  NO.  "rCB  76-107  ' 

The  following  L<;  a  summary  description  of 
the  Howard  Assets  to  be  sold  to  AA  to  which 
this  prior  certification  relates  These  as.'^cts 
are  described  in  detail  in  Schedvile  n  to  the 
Purchase  Agreement.-  and  in  ati  lustrtiment 
of  Conveyance  and  A.sslgnment  dated  as  of 
May  26.  XTTI  from  Howard  to  Development 
(  "Conveyance  Instrument").'  each  of  which 
is  incorporated  herein  by  reference  ln.sofar  as 
it  relates  to  the  Howard  Assets.  For  the  pur- 
poses of  this  certification,  the  term  "Howard 
Assets"'  refers  to  those  assets  descrit)ed  t>el0'«r 
only  to  the  extent  that  such  assets  were 
either  ( 1 )  acquired  by  Howard  on  or  before 
July  7,  1970,  or  (2)  acquired  by  Howard  after 
July  7,  1970,  under  circumstances  described 
in  5  1101(c)  of  the  Code  such  that  the  assets 
could  be  distributed  without  recognition  of 
gain  pursuant  to  S  1101(a)  ( 1 )   of  the  Code. 

1.  Certain  oil  and  gas  interests,  each  of 
which  is  more  particularly  described  in  the 
Conveyance  Instrument. 

2  Real  property  descrlt)ed  In  Schedvile  n  to 
the  Purchase  .Agreement  (excluding  Town 
and  Cotmtry  Shopping  Center.  Midland. 
Texas  and  Uptown  Shopping  Center.  Shreve- 
port.  Loubiaiia  for  which  prior  certi.ncations 
have  already  been  is;.ued  in  connection  with 
sales  to  parties  other  than  Development! . 

3.  Projjertles  known  as  "TTie  Walker-Louisi- 
ana Properties  "  that  are  more  particularly 
described  In  the  Conveyance  Instrument. 

By  order  of  the  Board  of  Governors 
acting  through  :t5  General  Counsel,  pur- 
suant to  delegated  authority  <~  12  CFR 
§  265.2'Bi  (3>  >.  effective  May  25,  1977. 

Ruth  .\.  Reister. 
Assistant  Secretary  of  the  Board. 

(FR  Doc.77-n052  Filed  6-14-77:8:45  am] 

GENERAL  SERVICES 
ADMINISTRATION 

(Federal   Property   Management   Regulations 
Temporary  Regulation  F-4271 

SECRETARY  OF  DEFENSE 

Delegation  of  Authority 

1.  Purpose.  This  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 


represent  the  interests  of  the  executive 
agencies  of  the  Federal  Govwnment  in 
a  rate  increase  proceeding. 

2.  Effective  date.  This  regulation  is  ef- 
fective immediately. 

3.  Delegation,  a.  Pursuant  to  the  au- 
thority vested  m  me  by  the  Federal 
Property  and  Admmistrative  Services 
Act  Of  1949.  63  Stat.  377.  as  amended, 
particularly  sections  201ia)<4'  and  205 
<d>  *40  use.  481'a><4)  and  486(di', 
arithority  is  delegated  to  the  Secretary  of 
Defense  to  represent  the  consumer  in- 
terests of  the  executive  agencies  of  the 
Federal  Government  before  the  Utah 
P-ablic  Serv'ice  Commission  involving  the 
application  of  the  Mountain  Fuel  Supply 
Company  for  a  general  rate  increase. 

b.  The  Secretan,-  of  Defense  may  re- 
delegate  this  authority  to  any  officer. 
official,  or  employee  of  the  Department 
of  Defense. 

c.  This  authority  shall  be  exercised  in 
accordance  with  tlie  pohcies.  procedures, 
and  controls  prescribed  by  the  General 
Services  Adn.inistration,  and  shall  be 
exerci.^^ed  m  cooperation  with  the  re- 
sponsible officers,  official.*  and  employees 
U'-crcof. 

Joel  W.  Solomow, 
Administrator  of 
General  Services  Administrction 

JtTNE  7.  1977. 

IFR  DOC.77-J7000  Piled  6-14-77:8:46  am) 


■-  A  complete  copy  of  the  Purchase  Agree- 
ment and  the  Schedules  thereto  is 'on  file 
with  the  Board. 

"  A  complete  copy  of  the  Conveyance  In- 
strtunent  is  on  file  with  the  Board. 


LISTS  OF  EIS'S  UNDER   PREPARATION 
AND  PLANNED  FO«   PREPARATION 

Public  Notice 

Pursuant  to  the  provt<:ions  of  the  Na- 
tional Environmental  Policy  Act  of  1969 
142  U.SC.  4321.  et.  seq.  • .  and  Section 
1500.61  e  I  of  the  Council  on  En"vlron- 
mental  Quality  Guidelines  for  the  Prep- 
aration of  Environmental  Impact  State- 
ments '38  FR  205501  the  follo"w}ng  is 
a  list  of  adminv'-trative  actions  for  which 
environmental  impact  statements  were 
under  preparation  by  the  General  Serv- 
ices Administration  during  December 
1976  and  Januarv-  and  Februarj-  1977 
and  a  list  of  administrative  actions  for 
■which  environmental  impact  statements 
are  planned  in  the  future.  These  lists 
are  divided  mw  two  types  of  GSA  ac- 
tions: (1)  Real  Property' disposal  actions 
and  (2)  New  construction,  leasing,  and 
repair  and  alteration  actions. 

Dated:  May  31,  1977. 

T.  L.  Peyton,  Jr., 
Acting  Commissioner. 
Public  Buildings  Service. 

E^iVaONMENTAI,    IMPACT    STATEMENTS:     RtAL 

Pbopebty  Disposal  Acttows 

^    in   preparation 

Baltimore,  UarylawL  Amended  supple- 
ment to  final  EIS  regarding  disposal  of  ap- 
proximately 227  acres  of  the  former  Fort 
Holabird. 

San  Diego,  California  Final  EIS  regarding 
the  disposal  of  280  acres  of  the  Camp  ElUott 
Military  Reservation  by  public  sealed  bid 
sale 
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NOTICES 


B.    PLANNED 

Charleston.  Rhode  Island.  Draft  EIS  re- 
garding the  disposal  of  approximately  604 
acres  of  the  former  Naval  Avixlliary  Landing 
Field. 

Newport.  Rhode  Island.  Draft  EIS  regard- 
ing the  disposal  of  approximately  3.300  acres 
of  the  former  Quonset  Naval  Air  Station/ 
Battalion   Center   and   Newport   Naval   Base. 

Matagorda  Island.  Texas.  Draft  EIS  regard- 
ing the  disposal  of  19,000  acres  of  land  com- 
prising the  former  Matagorda  Air  Force 
Bombing  Range  and  the  Port  O'Connor  dock- 
ing facility.  Texas. 

Novato.  California.  Draft  EIS  regarding  the 
disposal  of  1.740  acres  of  Government-owned 
land  and  253  acres  of  easements  for  airport, 
park,  education,  and  new  Federal  uses  at 
Hamilton  Air  Force  Base. 

Glasgow,  Montana.  Draft  EIS  regarding  the 
disposal  of  4,664  acres  of  land  and  Improve- 
ments at  the  former  Glasgow  Air  Force  Base. 

New  Construction.  Leasing,  and  REiPAra  and 
Alteration  Actions 

a    in  preparation 

Providence.  Rhode  Island.  Draft  EIS  for 
construction  of  a  Federal  Office  Building  and 
the  repair  and  alternation  of  the  e.xlstUig 
Federal  Building  U  S.  Courthouse. 

Fort  Kent.  Maine.  Draft  EIS  for  construc- 
tion of  a  new  border  station. 

Springfield.  Massachusetts.  Draft  EIS  for 
construction  of  a  new  Courthouse-Federal 
Office    Building    Parkmg    Facility. 

New  York,  New  York.  Draft  EIS  for  the  re- 
pair and  alternation  of  the  facility  at  201 
Varick  Street  to  include  a  detention  facility 
for  illegal   aliens. 

Suit  land.  Maryland.  Draft  EIS  for  the 
Sultland  Federal  Center  Master  Plan — 
Southern  Portion — Including  the  Smith- 
sonian Institution  Museum  Support  Center. 
Washington.  DC.  Draft  EIS  for  the  repair 
and  alteration  (complete  restoration  and 
renovation)  of  the  Old  Post  Office.  12th  Street 
and  Pennsylvania  Avenue.  NW. 

Washington.  DC  Draft  EIS  for  the  repair 
and  alternation  (modification  to  boilers  and 
ancillary  equipment)  at  the  West  Heating 
Plant,  29th  and  K  Streets.  NW. 

East  St.  Louis.  Illinois.  Final  EIS  on  the 
construction  of  a  Federal  Building-Court- 
house. 

Detroit  Michigan  Draft  EIS  on  the  repair 
and  alteration  of  the  Secondary  Truck  In- 
spection Facility  of  the  U  S.  Customs  Service. 
Omaha,  Nebraska.  Draft  EIS  on  the  con- 
struction of  a  Federal  Office  BuUdmg-Vehlcle 
Maintenance  Facility 

Lincoln.  Nebraska.  Pinal  EIS  for  the  con- 
struction of  a  laboratory  for  the  Animal  and 
Plant  Health  Inspection  Service  (USDA). 

Anapra.  New  Mexico  Draft  EIS  for  the  con- 
struction of  a  border  station 

Santa  Fe.  New  Mexico.  Draft  EIS  for  the 
construction  of  a  National  Park  Service 
building. 

El  Paso.  Texas  Draft  EIS  for  the  construc- 
tion of  a  Federal  Buildlng-Parklng  Facility 
and  renovation  of  U.S.  Courthouse -Federal 
Building. 

Dallas,  Texas.  Final  EIS  on  the  repair  and 
alteration  of  the  Federal  Building  at  1114 
Commerce 

Salt  Lake  City.  Utah  Pinal  EIS  for  the 
construction  of  the  Metallurgy  Research 
Center. 

Jefferson  County.  Colorado.  Final  EIS  on 
the  Cumulative  Effect  of  the  GSA  Leasing 
Program. 

Los  Angeles.  Cali.fornia  Draft  EIS  for  the 
construction    of    a    parking    facility 

West  Los  Angeles.  California  Draft  EIS  for 

the  construction  of  an  FBI  parking  facility 

San    Jose.    California     Draft    EIS   for    the 

construction  of  a  Federal  Buildlng-Parklng 

Facility. 


San  Francisco,  California.  Draft  EIS  for 
the  construction  of  a  Federal  Building. 

Phoenix.  Arizona.  Draft  ElB  for  the  con- 
struction of  a  Federal  Buildlng-Parklng  Fa- 
cility. 

Haines.  Alaska.  Pinal  EIS  on  the  construc- 
tion of  a  border  station. 

B.  PLANNED 

Boston,  Massachusetts.  Draft  EIS  for  lease 
construction  of  a  new  VA  Outpatient  Clinic 
Building. 

Rainbow  Bridge,  Niagara  Falls,  New  York. 
Draft  EIS  for  the  construction  of  a  border 
station  to  replace  the  existing  facility. 

Washington,  DC.  Draft  EIS  for  the  repair 
and  alteration  (extension  and  renovation)  of 
the  building  at  1951  Constitution  Avenue, 
NW. 

Detroit.  Michigan.  Draft  EIS  for  the  con- 
struction of  a  U.S.  Federal  Courthouse  An- 
nex. 

San  Antonio,  Texas.  Draft  EIS  for  the 
Master  Plan  on   the  Federal   Center. 

Tulsa.  Oklahoma.  Draft  EIS  for  the  con- 
struction of  a  Federal  Buildlng-Parklng 
Facility  and  the  repair  and  alteration  (con- 
version) of  an  existing  building. 

Corpus  Christi,  Texas.  Draft  EIS  for  the 
construction  of  a  courthouse. 

Austin.  Texas.  Draft  EIS  for  the  construc- 
tion of  an  Internal  Revenue  Service  facility. 

(PR  Doc.77-17002  Piled  6-14-77; 8:45  am] 

DEPARTMENT   OF    HEALTH, 
EDUCATION,  AND  WELFARE 

National  Institutes  of  Health 

NATIONAL  INSTITUTE  OF  ARTHRITIS, 
METABOLISM,  AND  DIGESTIVE  DISEASES 

Meeting  of  the   National   Commission  on 
Digestive  Diseases 

Pursuant  to  Pub,  L.  92-463,  notice  Is 
hereby  given  of  the  meeting  of  the  Na- 
tional ConimL=:sion  on  Digestive  Diseases, 
National  Institute  of  Arthritis,  Meta- 
bolism, and  Digestive  Diseases  on  July 
21-22,  1977.  Conference  Room  10,  Build- 
ing 31,  C  Wing.  National  Institutes  of 
Health.  Bethesda,  Maryland  20014.  The 
entire  meeting  will  be  open  to  the  public 
from  8:30  a.m.  to  5  p.m.  Attendance  by 
the  public  will  be  limited  to  space  avail- 
able 

The  meetiiig  is  being  held  to  discuss 
scheduling  of  public  hearings  and  logis- 
tical support  of  the  Commission,  and  to 
establish  the  work  groups  who  will  be 
carrying  out  the  mission  of  the  Commis- 
sion. 

Messrs.  James  N.  Fordham  or  Leo  E. 
Treacy.  Office  of  Scientific  and  Technical 
Reports.  NTAMDD,  National  Institutes 
of  Health,  Building  31.  Room  9A-04, 
Bethesda.  Marv-land  20014.  301-496- 
3583,  will  provide  summaries  of  the 
meeting  and  rosters  of  the  Commission 
members. 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  13.484.  National  Institutes  of 
Health.) 

Dated:  June  9, 1977. 

Suzanne  L.  Fremeau, 
Committee  Manageinent  Offlcer, 
National  Institutes'of  Health. 

IPR  Doc.77-16963  Filed  6-14-77:8:45  ami 


NATIONAL  INSTITUTE  OF  GENERAL 
MEDICAL  SCIENCES 

Notice  of  Meeting  of  the  Minority  Access  to 
Research  Careers  Review  Committee 

Pursuant  to  Public  Law  92-463,  notice 
is  hereby  given  of  the  meeting  of  the 
Minority  Access  to  Research  Careers  Re- 
view Committee.  National  Institute  of 
Greneral  Medical  Sciences,  on  July  21.  22. 
and  23,  1977.  9  a.m..  National  Institutes 
of  Health,  Building  31C,  Conference 
Room  8. 

This  meeting  will  be  open  to  the  public 
on  July  21.  9  to  10:30  a.m.  The  meeting 
will  consist  of  opening  remarks,  discus- 
sion of  procedural  matters,  and  the  an- 
nual report.  Attendance  by  the  public 
will  be  limited  to  space  available. 

In  accordance  with  provisions  set 
forth  in  Title  5,  U.S.  Code  552b<c)(6), 
the  meeting  will  be  closed  to  the  public 
on  July  21  from  10:30  a.m.  to  5  p.m.,  and 
on  July  22  from  9  a.m.  to  5  p.m..  and  on 
July  23  from  9  a.m.  to  adjournment,  for 
the  review,  discussion,  and  evaluation  of 
individual  and  institutional  grant  appli- 
cations. These  applications  could  reveal 
personal  information  concerning  in- 
dividuals associated  with  the  applica- 
tions. 

Mr.  Paul  Deming.  Research  Reports 
Officer.  NIGMS,  Westwood  Building. 
5333  Westbard  Avenue,  Room  9A0d. 
Bethesda.  Marj-land  20014.  telephone 
301-49&-7301.  will  furnish  summarj- 
minutes  of  the  meeting  and  a  roster  of 
committee  members. 

Substantive  program  information  may 
be  obtained  from  Dr.  Prince  Rivers, 
Executive  Secretary.  Westw(X)d  Build- 
ing, Room  9A18,  Bethesda,  Maryland 
20014,  telephone  301-496-7357. 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
grams 13-859.  13-860.  13-861.  13-862.  Gen- 
eral Medical  Sciences.) 

Dated:  June 9, 1977: 

Suzanne  L.  Freme.^u. 
Committee  Manageinent  Officer. 
National  Institutes  of  Health. 

(PR  Doc.77-16964   Filed   6-14-77.8:45   am) 


Office  of  Human  Development 

FINANCIAL  ASSISTANCE  FOR  URBAN 
INDIAN   CENTER   PROJECTS 

Announcement  of  Grants  for  FY  '77 
(Program  Announcement  No.  1361-772) 

The  Office  of  Native  American  Pro- 
grams lONAPi,  Office  of  Human  Devel- 
opment, announces  that  applications 
wUl  be  accepted  until  August  1.  1977. 
from  urban  Indian  Centers  serving  one 
of  the  14  cities  referred  to  below  in  Sec- 
tion B  which  are  presently  not  funded  by 
ONAP  and  which  wish  to  compete  for 
grants  in  Fiscal  Year  1977.  authorized  by 
Section  803  of  the  Native  American  Pro- 
grams Act  of  1974.  Title  VIH.  Headstart. 
Economic  Opportunit>-.  and  Community 
Partnership  Act  of  1974,  PL.  93-644. 

All  applications  received  by  the  closing 
date  which  are  complete  and  conform  to 
the  requirements  of  this  program  an- 
nouncement will  be  accepted  for  review 
and  consideration  for  a  grant  award. 
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Regulations  applicable  to  Urban  In- 
dian Center  grants  were  published  in  the 
Fedesal  Register  in  45  CFR  Part  1336,  on 
January  19,  1977. 

A.  Program  pufpose  and  objectives.  The 
purpose  of  the  Urban  Indian  Center  Pro- 
gram is  to  support  multipurpose  Centers 
which  promote  or  enhance  the  economic 
and  social  well  being  of  Indian  people. 
Therefore,  grants  wUl  be  awarded,  pur- 
suant to  this  announcement,  to  assist  ur- 
ban Indian  Centers  generate  additional 
resources  and  programs  to  meet  identi- 
fied commimity  needs,  link  urban  In- 
dian clientele  to  mainstream  Stat*  and 
local  services  by  means  of  outreach  and 
referral  activities,  and  Improve  planning, 
management  and  coordination  capabili- 
ties of  the  overall  Center  operation. 
Funds  under  this  program  should  not  be 
used  for  direct  services. 

B.  Eligible  applicants.  Urban  Indian 
grants  will  be  awarded  to  private  non- 
profit Centers  serving  cities  with  docu- 
mented in-clty  Indian  populations  of 
1,000  or  more,  the  documentation  for 
which  has  previously  been  approved  by 
ONAP  consistent  with  the  March  17 
Federal  REGiSTmR  Notice  (42  FR  14929, 
March  17,  1977>.  The  following  cities 
have  received  such  approval : 


Providence.  RI 
Charlotte,  NC 
Greenstxxro,  NC 
Sioux  City.  lA 
Lawrence,  KS 
Farmlngton,  NM 
Houston,  TX 


Ventura,  CA 
Garden  Grove,  CA 
Honolulu.  HI 
Grand  Porks,  ND 
Dulutto.  MN 
Warren,  MI 
PUnt,  MI 


Only  Urban  Indian  Centers  serving  the 
above  mentioned  cities  will  be  considered 
as  eligible  applicants  for  purposes  of  this 
announcement. 

In  addition  to  serving  one  of  the  above 
mentioned  cities  an  Urban  Indian  Center 
applicant  must: 

1.  Have  a  governing  board  whose  mem- 
bership is  at  least  51<>c  Indian  and  which 
has  been  openly  and  publicly  elected  by 
the  Indian  community  which  the  Center 
Is  established  to  serve :  and 

2.  Be  a  multi-purpose  nonprofit  private 
agency  which  has  the  potential  of  offer- 
ing a  range  of  services  in  order  to  meet 
the  basic  needs  of  the  Indian  community. 

C.  Available  funds.  An  estimated  $200,- 
000  is  available  for  new  grantees  pur- 
suant to  this  program  announcement 
during  Fiscal  Year  1977.  It  is  anticipated 
that  four  (4)  or  five  (5)  grant  awards 
will  be  made  with  an  average  range  of 
$40,000  to  $60,000  per  award.  The  project 
period  for  a  grant  may  be  up  to  five  years. 
Refimding  on  a  non-competitive  basis 
beyond  the  first  year  will  depend  upon 
the  grantee "s  satisfactory  completion  of 
each  year's  objectives  as  stated  in  the 
approved  application,  availability  of 
funds,  and  upon  the  grantee's  compli- 
ance with  the  Native  American  Programs 
Rules  and  Regulations. 

D.  Grantee  share  of  project.  It  is  ex- 
pected that  grantees  will  provide  20  per- 
cent of  the  approved  cost  of  the  project. 
Grantee  contributions  may  be  in  cash  or 
in  kind,  including,  but  not  limited  to. 
plant,  equipment,  and  services,  and  must 
be  allowable  under  the  Departments  ap- 


plicable cost  prtnclples  In  45  CFR  Part 
74,  Subpart  Q. 

Under  certain  circumstances,  some  or 
all  of  the  non-Federal  share  of  the  proj- 
ect may  be  T^-aived  by  ONAP.  Further  ex- 
planation is  contained  in  Section  1336.52 
of  ONAP's  Program  Rules. 

E.  The  Application  Process.— A-95 
Clearinghouse  Notice.  In  compliance 
with  the  E>epartment  of  Health.  Educa- 
tion, and  Welfare's  implementation  of 
Office  of  Management  and  Budget  Cir- 
cular No.  A-95  Revised  (interim  proce- 
dures at  41  FR  3160.  July  29,  1976'.  ap- 
plicants who  request  grant  support  must, 
prior  to  submission  of  an  application, 
notify  both  the  State  and  Areawide  A-95 
Clearinghouse  of  the  intent  to  apply  for 
Federal  assistance.  Some  State  and  Area 
Clearinghouses  provide  their  own  form 
for  the  notification  of  intent  and  others 
use  the  facesheet  of  the  standard  appli- 
cation form.  Applicants  should  contact 
the  appropriate  State  Clearinghouse 
(listed  at  42  FR  2210,  January  10,  1977» 
for  information  on  how  they  can  meet 
the  A-95  requirements. 

Application  submission.  In  order  to  be 
considered  for  a  grant  under  this  pro- 
gram announcement,  all  applications 
must  be  submitted  on  the  standard  forms 
enclosed  in  the  ONAP  Application  Kit 
and  pronded  by  the  Office  of  Native 
American  Programs  from  the  address  in- 
cluded under  Section  I  of  this  program 
announcement. 

The  application  shall  be  executed  by 
an  individual  authorized  to  act  for  the 
applicant  agency  and  to  assume  the  ob- 
ligations Imposed  by  the  terms  and  con- 
ditions of  the  grant  a'ward.  Including  the 
Native  American  Programs  Rules  and 
Regulations. 

One  signed  original  and  two  copies  of 
the  application,  including  all  attach- 
ments, are  required. 

Application  consideration.  The  Direc- 
tor of  the  Office  of  Native  American  Pro- 
grams, in  consultation  with  the  Regional 
Offices,  determines  the  final  action  to  be 
taken  with  respect  to  each  grant  appli- 
cation. Applications  which  do  not  ccm- 
form  to  this  announcement  or  are  late 
or  are  not  complete  will  not  be  accepted 
and  apphcants  will  be  notified  accord- 
ingly. Otherwise,  all  applicants  will  be 
considered  for  funding. 

All  accepted  grant  applications  are 
subjected  to  a  competitive  review  and 
evaluation  by  an  independent  panel  com- 
prised of  qualified  persons.  Such  persons 
may  not  be  mcmber.s  of  the  program  of- 
fice who  have,  or  might  have  at  a  future 
date,  responsibility  for  monitoring  or 
administering  this  or  any  other  grant  of 
the  apphcant  agency.  The  results  of  the 
competitive  review  supplement  and  as- 
sist the  Director's  consideration  of  the 
competing  applications.  The  Directors 
consideration  also  takes  into  account  the 
comments  of  the  A-95  Clearinghouse,  all 
Regional  Office?,  and  other  interested 
organizations. 

After  the  Director  ha,s  reached  a  deci- 
sion either  to  disapprove  or  approve  a 
competing  grant  application,  the  appro- 
priate Regional  Office  -a'ill  notify  the  ap- 
plicant of  ONAF's  decision. 


Grant  auxird.  The  appropriate  Re- 
gional Office  makes  grant  awards  con- 
sistent with  the  purpose  of  the  Act.  the 
regulations,  smd  this  program  annoimce- 
inent  within  the  limit  of  Federal  funds 
available  The  official  grant  award  doc- 
ument is  the  Notice  of  Grant  Awarded. 
The  Notice  of  Grant  Awarded  sets  forth 
in  writing  to  the  grantees  the  amount  of 
funds  granted,  the  purpose  of  the  grant, 
the  terms  and  conditions  of  the  grant 
award.  Uie  effecti\e  date  of  the  award, 
the  budget  period  for  which  support  is 
given  and  the  amount  of  grantee  finan- 
cial participation.  The  initial  award  also 
specifies  the  total  project  period  for 
which  support  is  contemplated. 

F.  Criteria  for  revieic  and  evaluation 
of  applications.  Competing  grant  appli- 
cations will  be  reviewed  and  evaluated 
by  the  Independent  panel  against  the 
following  criteria •  dOO  points  total* 

That  the  project  oojectives  include. 
are  Identical  with,  or  .'^re  capable  of 
achieving  the  specific  objectives  in  the 
program  announcement.    15  points* 

That  there  are  stated  specific  objec- 
tives and  procedures  to  swcomplish  such 
objectives  for  the  first  year  and  a  clear 
outline  of  the  objectives  and  strategies 
for  the  following  four  years,  if  applica- 
ble. Including  a  time  frame  for  the 
achievement  of  specific  project  objec- 
tives of  the  entire  project  period.  '  15 
p>oints ' 

"Hiat  insofar  as  practicable,  the  pro- 
posed w<wic  plan,  if  well  executed,  is  ca- 
pable of  attaining  project  objectives.  '  15 
points* 

Tliat  the  Center  can  demoriStrate  that 
it  has  community  support.  >10  points' 

That  the  Center  has  ei^tabli.'-hed  or  has 
clear  plans  to  establisii  Imkage  with  lo- 
cal direct  ser\'lce  programs    ilO  pomts» 

That  the  applicant  demonstrates  the 
organizationtil  capability  to  achieve  proj- 
ect objectives.   <10  points  i 

That  the  system  proposed  by  the  ap- 
plicant to  monitor  progress  of  the  proj- 
ect is  reasonable  and  consistent  with  the 
management  system  of  the  apphcant.  <  10 
points* 

That  the  estimated  cost  to  the  Gov- 
ernment of  the  project  Ls  reasonable  con- 
sidering the  anticipated  results.  "8 
points) 

That  1 1 .»  project  personnel  are  well 
qualified  and  »2>  the  applicant  organi- 
zation has  adequate  facilities  and  re- 
sources to  carrv'  out  the  project.  (7 
points) 

G.  Cloiinp  date  for  receipt  of  applica- 
tions. The  cloeing  date  for  receipt  of  ap- 
plications under  this  program  announce- 
ment is  August  1,  1977.  Apphcations  must 
be  mailed  or  hand  delivered  to  the  ap- 
proprtaete  Regional  Receiving  Office  as 
specified  below . 

PROviDrwcE.  RI  Region  I 

Grants  Management  Officer  Receiving  Offi- 
cial, DHBW  Region  I,  Office  of  Human  De- 
velopment, JFK  Federal  Bldg  .  Room  2000. 
Boston.  Mass  022(T3. 

Greensboro.  Charlotte.  NC  Rbgiom  IV 

Grams  Management  Officer, Heceivlng  Offi- 
cial. DHEW  Region  IV.  Office  of  Human 
Development.  Room  462.  60  7th  Street,  NE  . 
Atlanta   Georgia  30323 
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W.\JiREN.  Flint,  NH,  Duluth,  MN  Region  V 

Grants  Management  Officer  Receiving  Offi- 
cial, DHEW  Region  V,  Office  of  Human  De- 
velopment. Grants  Management  Branch. 
I5th  Floor.  300  South  Wacker  Drive,  Chi- 
cago, Illinois  60606. 
Farmincton,  NM:  Houston.  TX  Region  VI 

Grants  Management  Officer  Receiving  Offi- 
cial, DHEW  Region  VI,  Office  of  Human  De- 
velopment, Fidelity  Union  Tower,  Room 
500.  1507  Pacific  Avenue.  DaUa.s,  Texas 
75202. 
Sioux  City,  IA;  Lawrence,  KS  Region  VII 

Grants  Management  Officer  Receiving  Offi- 
cer. DHEW  Region  VII,  Office  of  Human  De- 
velopment, Federal  Office  Bldg.,  Room  384. 
601  East  12th  Street.  Kansas  City,  Missouri 
64106. 

Grand  Forks,  ND  Region  VIII 

Grants  Management  Officer  Receiving  Offi- 
cer, DHEW  Region  VIII,  Office  of  Human 
Development.  Federal  Bldg.,  Room  7440, 
1961  Stout  Street.  Denver,  Colorado  80202. 

Garden  Grove,  Ventura,  CA:  Honolulu.  Ill 
Region  IX 

Grants  Management  Officer  Receiving  Offi- 
cer, DHEW  Region  IX.  Office  of  Human  De- 
velopment. Federal  Bldg.,  Room  41,  50 
United  Nations  Plaza,  San  Francisco,  Cali- 
fornia 94102. 

Hand  delivered  applications  are  ac- 
cepted during  normal  working  hours  of 
9  00  a.m.  to  5:00  p.m.,  Monday  through 
Friday. 

An  application  will  be  considered  to 
have  arrived  by  the  closing  date  if: 

1.  The  application  is  at  the  Regional 
OHD  Receiving  Office  on  or  before  the 
closing  date;  or 

2.  The  application  is  po.stmarked  at 
least  two  days  prior  to  the  closing  date. 

//.  Late  applications.  Late  applications 
will  not  be  accepted  and  applicants  will 
be  notified  accordingly. 

/.  Availability  of  application  forms.  Ap- 
plication Kits  which  contain  the  pre- 
scribed forms  and  information  for  the 
applicant  may  be  obtained  by  writing 
or  calling: 

Office  of  Native  American  Programs,  Office  of 
Human  Development,  DHEW,  Room  357  G. 
South  Portal  Building,  200  Independence 
Avenue.  SW..  'Washington.  D.C.  20201,  (202) 
426-3960    (Attention;  13612-772). 

(Catalog  of  Federal  Domestic  Assistance  Pro- 
gram Number:  13.612  Native  American  Pro- 
grams) 

Dated:  June  1.  1977. 

Dominic  J.  Mastr.ap.^squ.^. 

Acting  Director.  Office 
of  Natwe  American  Programs. 

Approved:  June  10,  1977. 

Arabella  Martinez. 
Assistant  Secretary  for  Human 
Development. 
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Public  Health  Service 

GRANTS  FOR  OCCUPATIONAL  SAFETY 
AND  HEALTH  EDUCATIONAL  RESOURCE 
CENTERS 

Program  Guidelines 
The   National   Institute   for   Occupa- 
tional  Safety    and   Health    'MOSH'    Is 


implementing  a  new  national  competi- 
tion for  training  project  grants  to  sup- 
port a  limited  number  of  Occupational 
Safety  and  Health  Educational  Resource 
Centers.  It  is  proposed  to  establish  by 
1980.  subject  to  the  availability  of  funds, 
at  least  10  Centers — at  least  one  in  each 
Department  of  Health,  Education,  and 
Welfare  Region. 

Authority 

Grants  for  Educational  Resource  Cen- 
ters will  be  awarded  under  the  Institute's 
basic  training  grant  authority.  The  Oc- 
cupational Safety  and  Health  Act  of 
1970  (29  U.SC.  670a I,  Except  as  other- 
wise indicated  in  these  guidelines,  the 
basic  policies  of  the  Public  Health  Service 
Grants  Policy  Statement  i  HEW  Publi- 
cation No.  <OSi  77-50.000  (Rev.)  Octo- 
ber 1,  1976*  are  applicable  to  this  pro- 
gram as  are  the  HEW  regulations  on 
Grants  for  Educational  Programs  in  Oc- 
cupational Safety  and  Health  (42  CFR 
Part86>.' 

Background  and  Objectives 

In  1971  thelnstitute  established  train- 
ing grant  programs  to  assist  public  or 
private  nonprofit  educational  institu- 
tions in  establishing,  strengthening  or 
expanding  graduate,  undergraduate  or 
special  training  of  persons  in  the  field 
of  occupational  safety  and  health  in 
order  to  provide  an  adequate  supply  of 
qualified  personnel  to  carry  out  the  pur- 
poses of  the  Act. 

Past  and  current  training  project 
grants  have  provided  support  for,  pri- 
marily, single  discipline  and  single  level 
occupational  safety  and  health  training 
programs,  e.g.,  in  occupational  medicine, 
occupational  health  nursing,  industrial 
hygiene,  safety  engineering,  etc.,  at 
either  tlie  graduate,  undergraduate  or 
technical  and  paraprofessional  level.  The 
multidisciplinary  scope  of  occupational 
health  and  safety  has  been  recognized  by 
many  to  be  diverse  and  complex.  It  has 
also  been  realized  that  special  problems 
arise  at  the  workplace  from  which  new 
concepts  develop  that  do  not  fall  within 
any  single,  traditional  discipline.  Yet, 
within  this  framework,  increased  num- 
bers of  people  must  be  educated  to 
achieve  effective  prevention  of  the  many 
occupational  health  and  safety  hazards 
that  occur  at  the  workplace. 

The  objective  of  this  competition  is  to 
provide  a  mechanLsm  for  combining  and 
expanding  existing  activities  and  arrang- 
ing for  coordinated  multidiscipUne  and 
multilevel  training  and  continuing  edu- 
cation in  occupational  safety  and  health 
under  a  single  grant  servicing  a  geo- 
graphic region.  The  program  is  intended 
to  afford  opportunity  for  full  and  part- 
time  academic  career  training,  for  cross 
training  of  occupational  safety  and 
health  practitioners,  for  mid-career 
training  in  the  field  of  occupational 
health  and  safety,  and  access  to  many 
different  and  relevant  courses  for  stu- 


-'  A  Notice  of  Proposed  Rulemaking  for  an 
amendment  to  42  CFB  Part  86  to  include 
Educational  Resource  Center  grants  was  pub- 
lished In  the  Federal  Register  Vol.  42,  No. 
95  Tuesday.  Mav  17.  1977  (42  FR  25340). 


dents  pursuing  various  degrees.  Further, 
the  combination  of  these  should  result  in 
cross  fertilization  among  the  various 
disciplines  and  levels  of  occupational 
safety  and  health  practice.* 

It  is  anticipated  that  Centers  will  form 
from  bases  of  ongoing  educational,  re- 
search and  training  activities  in  occupa- 
tional safety  and  health.  It  is  not  in- 
tended to  generate  these  activities  de 
novo  as  this  would  not  meet  the  objec- 
tives of  this  program. 

ELIGIBILITY  Requirements 

An  eligible  applicant  is  any  public  or 
private  nonprofit  educational  or  training 
agency  or  institution  Icx'ated  in  a  State: 
Provided.  That  no  agency  or  institution 
is  eligible  for  assistance  from  NIOSH  for 
a  separate  training  project  grant  in  any 
project  period  in  which  it  receives  an 
Educational  Resource  Center  grant. 
However,  this  will  not  preclude  an  exist- 
ing training  grant  from  being  incorpo- 
rated into  an  Educational  Resource  Cen- 
ter grant  award. 

A  Center  may  be  comprised  within  one 
educational  institution  or  agency  or 
wuthin  an  association  of  two  or  more  in- 
stitutions or  agencies.  Educational  and 
administrative  justification  for  any  joint 
arrangement  must,  however,  be  fully 
documented  in  the  application.  If  such 
proposals  are  made  .each  institution  pro- 
posing to  participate  in  a  joint  arrange- 
ment must  also  participate  in  the  appli- 
cation by  delineating  the  educational 
and  training  activities  that  in  totality 
constitute  the  Educational  Resource 
Center  and  which,  througii  interaction 
and  proximity,  wall  improve  the  proba- 
bility of  the  success  of  the  total  program. 
as  indicated  in  the  guidelines  below.  Cur- 
rent Public  Health  Service  policy  cover- 
ing consortia  and  collabo!-ative  arrange- 
ments must  be  complied  with.  A  proposal 
for  a  Center  which  is  In  effect  a  collation 
of  unrelated  training  activities  will  not 
be  considered  responsive. 

Characteristics  of  an  Educational 
Resource  Center 

An  Occupational  Safety  and  Healtli 
Educational  Resource  Center  should  be 
an  identifiable  organizational  unit  with- 
in the  sponsoring  organization  and  shall 
have  the  following  characteristics: 

1.  Cooperative  arrangements  between 
a  medical  school  (with  an  established 
program  in  preventive  or  occupational 
inedicine> ;  school  of  nursing  and  school 
of  public  health  or  its  equivalent,  and 
school  of  engineering  or  its  equivalent. 
Other  schools  or  departments  with  rek- 
vant  disciplines  and  resources  may  be 
expected  to  be  represented  and  con- 
tribute as  appropriate  to  the  conduct  of 
the  total  program,  e.g..  toxicology,  bio- 
statistics,  environmental  health,  law, 
business  administration,  education,  etc. 

2.  A  Director  who  possesses  a  demon- 
strated capacity  for  susUiined  produc- 
tivity and  leadership  in  occupational 
health  and  safety  training.  He  shall 
oversee  the  general  operation  of  the 
Center  Program  and  shall,  to  the  extent 
possible,  directly  participate  in  training 
activities. 
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3.  A  full-time  professional  staff  repre- 
senting various  disciplines  and  qualifica- 
tions relevant  to  occupational  safety  and 
health  to  be  capable  of  planning,  estab- 
lishing, and  carrying  out  or  administer- 
ing training  project-s  undertaken  by  the 
Center. 

4.  Training  and  research  expertise, 
appropriate  facilities  and  ongoing  train- 
ing and  research  activities  in  occupa- 
tional safety  and  health  areas. 

5.  A  program  for  conducting  education 
and  training  of  occupational  physicians, 
occupational  health  nurses,  industrial 
hygienists  engineers  and  safety  person- 
nel. There  shall  be  full-time  students  in 
each  of  these  core  disciplines,  with  a  goal 
of  a  minimum  of  30  full-time  students. 
Training  may  also  be  conducted  in  other 
occupational  safety  and  health  career 
categories,  e.g..  industrial  toxicology-, 
biostatistics  and  epidemiolog>\  ergonom- 
ics, etc.  Training  programs  shall  include 
appropriate  field  experience  including 
experience  with  public  health  and  safety 
agencies  and  labor-management  hea^tli 
and  safety  activities. 

6.  Impact  on  the  curriculum  taught  by 
relevant  medical  specialties,  including 
radiology,  orthopedics,  dermatology,  in- 
ternal medicine,  neurology,  perinatal 
medicine,  pathology,  etc. 

7.  A  program  to  assist  otlier  institu- 
tions or  agencies  located  within  their 
region  including  schools  of  medicine, 
nursing,  and  engineering,  among  others, 
by  providing  curriculum  materials  and 
consultation  for  curriculum  course  de- 
velopment in  occupational  safety  and 
health,  and  by  providing  training  op- 
portunities for  faculty  members. 

8.  A  specific  plan  for  preparing,  dis- 
tributing and  conducting  courses,  semi- 
nars, and  workshops  to  provide  short- 
term  and  continuing  education  training 
courses  for  physicians,  nurses,  industrial 
hygienists,  safety  engineers  and  other  oc- 
cupational safety  and  health  profession- 
als, paraprofessionals  and  technicians, 
including  personnel  of  labor-manage- 
ment health  and  safety  committees,  in 
the  geographical  region  in  which  the 
Center  is  located.  The  goals  shall  be  that 
the  training  be  made  available  each  year 
to  a  minimum  of  200-250  trainees  repre- 
senting all  of  the  above  categories  of 
personnel,  on  an  approximate  propor- 
tional baris  with  emphasis  given  to  pro- 
viding occupational  safety  and  health 
training  to  phj-sicians  in  family  practice, 
as  well  as  industrial  practice,  and  in- 
dustrial nurses.  Where  appropriate,  it 
shall  be  professionally  acceptable  in  that 
Continuing  Education  Units  >  as  approved 
for  example  by  the  American  Medical 
Association,  American  Nursing  Associa- 
tion, etc. »  may  be  awarded.  These  courses 
should  be  structured  so  that  either  edu- 
cational institutions,  pubhc  health  and 
safety  agencies,  professional  societies  or 
other  appropriate  agencies  can  utilize 
them  to  provide  training  at  the  local  level 
to  occupational  health  and  safety  per- 
sonnel working  in  the  workplace.  Fur- 
ther, the  Center  shall  have  a  specific 
plan  and  demonstrated  capability  for 
implementing  such  training  directly  and 
through  other  institutions  or  agencies  in 


the  region  including  cooperauve  efforts 
with  labor  unions  and  industry  trade  as- 
sociations where  appropriate,  thus  ser- 
ving as  a  regional  resource  for  addressing 
the  problems  of  occupational  safety  and 
health  that  are  faced  by  State  and  local 
governments,  labor  and  management. 

9.  Specific  mechanisms  to  implement 
the  cooperative  arrangements,  eg.,  be- 
tween departments.  schooLs  colleges,  uni- 
versities, etc..  necessary  to  ensure  that 
the  comprehensive,  multi-  or  core-dis- 
ciplinary training  and  education  that  is 
intended  shall  be  engendered. 

10.  A  Board  of  Advisors  or  Consultants, 
with  representation  of  the  user  and 
affected  population,  including  represen- 
tation of  employers  and  employees,  of  the 
Center  outreach  and  continuing  educa- 
tion and  training  programs  should  be 
established  by  the  grantee  institution  to 
assist  the  Director  of  the  Center  in 
periodic  evaluation  of  the  Center  activi- 
ties. 

An  apphcation  for  a  Center  grant  must 
address  each  of  tlie  above  points.  The 
nature  and  organization  of  the  appro- 
priate administrative,  teaching  and  sup- 
port staffs  and  necessary  supphes.  equip- 
ment, facihties.  etc  .  should  be  clearly 
detailed  in  the  proposal  and  clearly  re- 
lated to  the  budget  requested.  This  pro- 
gram cannot  provide  funds  for  new  con- 
struction or  major  alterations  or  renova- 
tions, thus  facilities  must  be  available 
for  the  primary  needs  of  the  proposed 
Center  activities. 

Criteria  for  Review 

The  apphcations  for  Occupational 
Safety  and  Health  Educational  Resource 
Centers  solicited  in  this  announcement 
will  be  evaluated  in  national  competition. 
The  review  is  expected  to  involve  a  site 
visit.  The  criteria  to  be  utilized  in  re- 
viewing the  applications  Include: 

1.  The  overall  potential  contribution 
of  the  project  toward  meeting  the  needs 
for  qualified  personnel  to  carry  out  the 
purposes  of  the  Occupational  Safety  and 
Health  Act  of  1970.  tlie  expressed  purpose 
of  which  is  to  "assure  so  far  as  possible 
evei-j-  working  man  and  woman  in  the 
Nation  safe  and  healthful  working  con- 
ditions and  to  preserve  our  human  re- 
sources— by  providing  for  training  pro- 
grams to  increase  the  number  and  com- 
petence of  personnel  engaged  in  tlie  field 
of  occupational  safety  and  health." 

2.  The  need  for  training  in  the  areas 
outlined  by  the  application,  including 
projected  enrollment  recruitment,  re- 
gional needs  both  in  quaUty  and  quantity, 
similar  programs,  if  any  within  the 
geographic  area. 

3.  The  extent  to  which  arrangements 
for  day-to-day  management,  allocation 
of  funds  and  cooperative  arrangements 
are  designed  to  effectively  achieve  Char- 
acterustics  of  an  Educational  Resom-ce 
Center,  above. 

4.  The  extent  to  which  curriculum  con- 
tent and  design  includes  formalized 
training  objectives,  minimal  course  con- 
tent to  achieve  certificate  or  degree, 
course  descriptions,  course  sequence,  re- 
lated courses  open  to  students,  time  de- 
voted to  lecture,  laboratory,  and  field  ex- 


perience, the  nature  of  the  latter  fprl- 
marily  applicable  to  academic  training  i . 
5.  Previous  record  of  training  in  this 
or  related  areas,  including  placement  of 
graduates. 

6  Methods  proposed  to  evaluate  effec- 
tiveness of  training. 

7  The  competence,  experience  and 
n-aining  of  the  Center  Director  and  of 
other  professional  staff  in  relation  to  the 
type  and  scope  of  training  and  educa- 
tion involved. 

8.  Institutional  commitment  to  Center 
goals. 

9.  Academic  and  physical  environment 
m  which  the  training  will  be  conducted, 
including  access  to  appropriate  occupa- 
tional settings. 

10  Appropriateness  of  the  budget  re- 
quired to  support  each  component  of  the 
program. 

Operational  Aspects 

Although  tlie  mechanism  for  support 
for  the  Center  will  be  a  training  grant, 
it  will  differ  from  other  grants  in  its  em- 
phasis on  priority  of  occupational  safety 
and  health  training  in  the  medical  and 
nui-sing  disciplines  and  in  conducting  an 
outreach  program  in  curriculum  devel- 
opment and  continuing  education  pro- 
jects designed  to  increase  admissions  to 
and  enrollment  in  occupational  safety 
and  health  training  of  persons  who  by 
virtue  of  their  backgroimd  and  interest 
or  position  are  likely  to  engage  or  parti- 
cipate in  the  dehvery  of-  occupational 
healtli  and  safety  services.  While  it  is  ex- 
pected that  each  Center  will  plan,  de- 
velop, direct  and  execute  its  own  pro- 
pram,  it  must  also  be  responsive  to  the 
identified  needs  of  the  National  Institute 
for  Occupational  Safety  and  Health  both 
m  content  and  direction.  The  award  of 
a  Center  grant  will  estabhsh  a  special 
collaborative  relationship  between  the 
National  Institute  for  Occupational  Safe- 
ty and  Health  and  the  grantee  institu- 
tion. NIOSH  staff,  with  consultation  and 
a.ssistance  from  representatives  of  the 
kinds  of  user  groups  of  the  Center  pro- 
gram, eg.,  academic,  labor,  management 
and  public  health  and  safety  agencies. 
will  provide  initial  and  continuing  re- 
view and  evaluation  of  the  Center  pro- 


grams. 


Application  and  Award 


Proposals  for  Educational  Resource 
Centers  should  be  submitted  on  the 
Training  Grant  Application  Form  PHS 
2499-1.  dated  7-75.  The  forms  may  be 
obtained  from: 

Training  Grants  Programs.  Division 
of  Training  and  Manpower  De- 
velopment. National  Institute  for 
Occupational  Safety  and  Health. 
Robert  A.  Taft  Laboratories.  4676 
Columbia  Parkway.  Cincinnati.  Ohio 
45226. 

Applications  should  be  submitted  to: 

Division  of  Research  Grants.  National 
Institutes  of  Health.  Westwood 
Building.  5333  Westbard  Avenue. 
Bethesda.  Mainland  20014. 

These  should  be  clearly  Identified  as  a 
proposal   for  an  Educational  Resource 
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Crnt*r  a.^^  Indicated  under  Section  LA.. 
Form  PHS  2493-1,  Pat;e  1,  Title  of  Train- 
ing En-o«:-am  and  .us  Training  Project  In 
Occupational  Safety-  and  Health,  as  in- 
dicated under  Section  IB.  Page  1,  Federal 
Acrency  Program. 

Only  applications  received  by  July  8. 
1977,  will  be  considered  for  funding  in 
FY  1977,  It  is  exi.ected  that  the  initial 
review  will  be  completed  by  August  15, 
1977.  Applicants  may  expect  to  be  ad- 
vised of  the  review  deci.sion  and  funding 
decision  by  September  15.  1977.  The  proj- 
ect period  beginning  date  i.s  expected 
to  be  September  26.  1977.  Awards  made 
for  FY  77  will  be  subject  to  the  provi.'^ion.s 
of  the  final  rule  amending  42  CFR  Part 
86  to  Include  Educational  Resource 
Centers. 

Future  Application  Deadlines  are: 
March   1.  July   1.  and  November  1. 

Applicatlon.s  received  after  any  dead- 
line date  will  be  considered  with  ap- 
plications received  for  the  next  follow- 
ing deadline  The  timetable  will  be  the 
same.  1  e  .  Initial  review,  final  review  and 
cleci.^lon,  and  project  period  beginning 
dates  are  expected  to  be  2  months.  4 
monthj  and  5  months,  respectively  fol- 
lowing' application  deadline  receipt  date. 

AVAILIBILITY  OF  FUNDS 

Funds  available  for  this  program  In 
FY  1977  are  $3  25  million;  4  to  9  Centers 
are  expected  to  be  initiated,  with  Initial 

funding  of  approximately  $200,000- 
S500.000  per  Center.  It  is  expected  that 
the  funding  level  may  be  increased  to 
approximately  S.TOO  000  to  $750  000  m  the 
second  year  and.  level  ofT  at  approxiniate- 
Iv  $1  million  in  the  third  or  fourth  year. 
F>inds  for  Centers  Initiated  m  F\"  78  and 
beyond  are  expected  to  be  funded  on  the 
same  .schedule  and  level 

ritlmately  it  h  expected,  dependent 
upon  availability  of  funds,  to  support 
10-20  Centers  a^  a  level  of  approxi- 
mately $1  million  per  year.  The  initial 
project  period  may  be  up  to  5  years, 
with  provision  for  a  possible  renewal 
project  period,  affording  total  .'support 
for  up  to  10  years  to  ensure  solid  estab- 
lishment and  operation  Continuation 
funding  and  level  of  funding  within  a 
project  period  Is  subject  to  annual  ap- 
propriation of  funds  and  determination 
that  the  Center  Program  is  achieving  the 
approved  ob'cctive.'*  This  guideline 
statement  does  not  constitute  an  obli- 
gation to  support  this  program  at  any 
predetermined  fiscal  level 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Mr  Joseph  West.  Grants  Management 
Officer,  NIOSH.  Rockvllle,  MD.  Phone: 
I  301)  443-3122. 

or 

Mr  David  S.  Thelen  or  Dr.  Alan  D. 
Steven.s.  Div,  of  Training  and  Man- 
power Development.  NIOSH.  Cincln- 
naU.  OH.  Phone:  i513j  6«4-8224  or 
8221. 

The  staCr  will  provide,  insofar  as  pas- 
sible, consultation  to  all  who  desire  It 


concerning  the  preparation  of  an  appli- 
cation or  on  any  other  matter  relevant  to 
this  Program.  The  Inability  to  provide 
such  consultation  cannot,  however,  jus- 
tify extension  of  the  deadline  for  receipt 
of  applications  or  any  other  special  con- 
sideration, 

( Catalog  of  Federal  Domestic  Assistance  Pro- 
gram No.  13.263,  Occupational  Safety  and 
Health  Training  Grants.) 

Dated:  June  10, 1977. 

John  F.  Pinklea, 
Director,  National  Institute  for 
Occupational      Safety      and 
Health. 

|FRDoc.77-17209inied  6-14-77:8:45  am] 

DEPARTMENT  OF   HOUSING  AND 
URBAN    DEVELOPMENT 

Federal  Disaster  Assistance  Administration 

(FDAA-3039-EM;   Docket  No.  N-77-7791 

OREGON 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:  Federal  Disaster  Assistance 
Administration,  HUD. 

ACTION:  Notice. 

SUMM.'\RY:  This  Notice  amends  the 
Notice  of  emergency  declaration  for  the 
State  of  Oregon  (FDAA-3039-EM), 
dated  April  29,  1977. 

DATED:  June  2.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  J.  Mu  kenhaupt.  Chief.  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance  Administration.  Depart- 
ment of  Hou-sing  and  Urban  Develop- 
ment. Washmgton.  D.C.  20410,  202- 
634-7825. 

NOTICE  The  Notice  of  emergency  for 
the  St^'ite  of  Oregon  dated  April  29.  1977, 
and  amended  on  May  3,  1977,  May  12, 
1977,  and  May  26,  1977.  Is  hereby  fur- 
ther amended  to  Include  the  following 
counties  among  those  areas  determined 
to  have  been  adversely  afTected  by  the 
catastrophe  declared  an  emergency  by 
the  President  in  his  declaration  of  April 
29,  1977: 

The  counties  of: 

Crook  Deschutes 

Tlie  pui-pose  of  this  designation  is  to 
provide  emergency  livestock  feed  assist- 
ance and  cattle  trans^xirtation  assist- 
ance only  In  the  aforementioned  affected 
areas  effective  the  date  of  this  amended 
Notice. 

In  addition,  the  Notice  of  emergency 
for  the  State  of  Oregon  dated  April  29, 
1977,  Is  amended  to  extend  the  termina- 
tion date  for  the  following  counties  de- 
termined to  have  be^'.-n  adversely  affected 
by  the  catastrophe  declared  an  emergen- 
cy by  the  President  In  his  declaration  of 
April  29,  1977: 


The  counties  of: 


Baker 

Klamath 

Crook 

Lake 

Deschutes 

Malheur 

GUUam 

Morrow 

Grant 

Sherman 

Harney 

Umatilla 

Jackson 

Union 

Jefferson 

Wasco 

Josephine 

Wheeler 

The  purpose  of  this  designation  Is  to 
continue  to  provide  emergency  livestock 
feed  assistance  and  cattle  transporta- 
tion assistance  only  in  the  aforemen- 
tioned affected  areas  effective  June  16. 
1977. 

William  E.  Crockett, 
Acting    Adminuitrator.    Federal 
Disaster  Assistance  Adminis- 
tration. 

(GatiWog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance  ) 

[FR  Doc.77-16980  Filed  6^  1 4-77, 8 :  45  am] 


[FDAA-3025-EM:  D.K'ket  No.  N-77-7841 

COLORADO 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:  Federal  Disaster  Assistance 
Administration,  HUD. 

ACTION:  Notice. 

SUMMARY:  This  Notice  amends  the 
Notice  of  emergency  declaration  for  the 
State  of  Colorado  (FDAA-3025-EM), 
dated  January  29,  1977. 

DATED:  May  27,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  J.  Muckenliaupt,  Chief,  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance  Administration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment, Washington.  DC.  20410,  202- 
634-7825. 

NOTICE:  The  Notice  of  emergency  for 
the  State  of  Colorado  dated  January  29, 
1977,  and  amended  on  February  15,  1977, 
March  10.  1977,  April  4,  1977  and  May  18, 
1977,  Is  hereby  further  amended  to  ex- 
tend the  termination  date  for  the  follow- 
ing counties  determined  to  have  been  ad- 
versely affected  by  the  catastrophe  de- 
clared an  emergency  by  the  President  in 
his  declaration  of  January  29,  1977: 

The  counties  of; 


Crowley 

La  Plau 

Douglas 

Lincoln 

Elbert 

Las  Animas 

El  Paso 

Montezun^ 

Fremont 

Otero 

Huerfano 

Pueblo 

The  piupose  of  this  designation  is  to 
continue  to  provide  emergency  livestock 
feed  assista  ace  and  cattle  transportation 
assistance  only  In  the  aforementioned 
affected  areas  effective  June  1,  1977. 
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(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance,) 

William  E.  Crockett. 
Acting    Administrator.    Federal 
Disaster    Assistance    Adinin- 
istration. 
[FR  Doc.77-16985  Filed  6-14-77:8:45  ami 


Delegation  of  Authority.  Docket  No.  D- 
74-285.  1  hereby  appouit  Mr,  Tl:iomas  P. 
Credle.  FDA.A.  Region  TV.  to  act  as  the 
Federal  Coordinating  Officer  for  this 
declared  major  disaster. 

I  do  hereby  determine  the  following 
areas  to  have  been  adversely  affected  by 
this  declared  major  dL<;aster. 

Tbe  counties  of: 


1PDAA-536-DR:  Docket  No.  N-77-7811 

GEORGIA 

Major  bisaster  and  Related  Determinations 

AGENCY:  Federal  Di.^aster  Assistance 
Administration.  HUD. 

ACTION:  Notice. 

SUMMARY ;  Tliis  is  a  Notice  of  the  Pres- 
idential declaration  of  a  ma.ior  disaster 
for  the  State  of  Georgia  'FDAA-536- 
DR' .  dated  June  2,  1977.  and  related  de- 
terminations. 


Brvan 

Glvnn 

Camdeu 

Liberty 

Clmtham 

Mclntoeh 

(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Dlsa.&ter  Assistance,) 

William  E.  Crockett. 
Acting    Administratcrr,    Federal 
Disaster  Assistance  Adminis- 
tration. 

IFR  Doc.77-16982  Filed  6-14-77;8:45  amj 


DATED:  J'one  2,  1977. 
FOR  FURTHER  INFORMATION  CON- 
TACT : 

Frank  J.  Muckenhaupt.  Cliief.  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance  Administration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment. Washmgtoi^  D.C.  20410.  202- 
634-7825. 

NOTICE:  Pursuant  to  the  autliority 
vested  in  the  Secretary  of  Housing  and 
Urban  Development  by  the  President 
under  Executive  Order  11795  of  July  11. 
1974,  and  delegated  to  me  by  tlie  Secre- 
tary under  Department  of  Housing  and 
Urban  Development  Delegation  of  Au- 
thority. Docket  No  E^74-285:  and  by  vir- 
tue of  the  Act  of  May  22,  1974.  entitled 
"Disaster  ReUef  Act  of  1974'  '88  Stat. 
143) ;  notice  is  hereby  given  that  on  June 
2,  1977,  the  President  declared  a  major 
disaster  as  follows: 

I  liave  determined  that  the  situation  In 
certain  areas  of  the  State  of  Georgia  result- 
lag  from  damage  to  sbrimp  resources  as  a 
result  of  severe  cold  wealtier  begUmuig  about 
January  14.  1977,  is  of  sufficient  severity  and 
magnitude  to  warrant  a  major  disaster  dec- 
laration under  Public  Law  93-288.  I  there- 
fore declare  that  such  a  major  disaster  exists 
in  the  State  of  Georgia 

In  order  to  provide  Federal  assistance,  you 
are  hereby  authorized  to  allocate,  from  funds 
available  "for  these  purposes,  such  amounts  as 
you  find  necessary  for  Federal  disaster  as- 
sistance and  administrative  expenses. 

Information  available  to  me  Is  that  the 
primary  need  is  for  unemployment  assistance 
for  worlsers  not  otherwise  covered  by  State 
and  Federal  programs  and  for  Economic  In- 
Jury  Dl&aeter  Loans  from  the  Snaall  Business 
Administration  during  the  period  May  13- 
September  13.  1977.  If  other  needs  are  iden- 
tified, 1  expect  to  be  so  advised.  I  also  expect 
regular  reports  on  progress  made  in  meeting 
the  effects  of  thU  major  disester,  the  ex- 
tent of  Federal  assistance  already  nude 
available,  and  a  projection  of  additional  as- 
sistance required,  If  any. 

Notice  is  hereby  given  that  pursuant  to 
the  authority  vested  In  the  Secretary  of 
Housing  and  Urban  Development  under 
Executive  Order  11795,  and  delegated  to 
me  by  the  Secretary  under  E>Q;iaxtinent 
of    Housing    and    Urban    Development 


IDAHO 

[FDAA-3040-EM;    Docket  No.  N-77-7851 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:    Federal   Disaster   Assistance 
Administration,  HUD. 


ACTION:  Notice. 

SUMMARY :  This  Notice  amends  the  No- 
tice  of   emergency   declaration   for   the 

State  of  Idaho  '  FDAA-3040-EM' .  dated 
May  5,  1977. 

DATED:  June  1.  1977, 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frank  J,  Muckenhaupt.  Chief,  Program 
Support  Staff.  Federal  Disaster  As- 
sistance Administration,  Department 
of  Housing  and  Urban  Development, 
Washington,  D.C.  20410,  202-634-7825. 

NOTICE:  Tlie  Notice  of  emergency  for 
the  State  of  Idaho  dated  May  5.  1977,  is 
hereby  amended  to  include  the  following 
counties  among  those  areas  determined 
to  have  been  adversely  affected  by  the 
catastrophe  declared  an  emergency  by 
the  President  In  his  declaration  of  May  5, 
1977: 

The  counties  of: 
Lincoln  Washington 

The  purpase  of  this  designation  la  to 
provide  emergency  livestock  feed  assist- 
ance only  in  the  aforementioned  affected 
areas  effective  the  date  of  this  amended 

Notice. 

(Catalog  of  Federal  Domestic  Assistance  No, 
14.701,  Disaster  Assist«xice  ) 

William  E.  Cbockitt, 
Acting    Administrator,    Federal 
Disaster  Assistance  Adminis- 
tration. 

|FB  Doc.77-16986  Filed  6-14-77,8  46  am) 


ACTION:  Notice. 

SUMMARY:    This   Notice    amends    the 
Notice  of  emergency  declaration  for  tlie 
State  of  Idaho  <  FDAA-304O-EMV  dated 
May  5.  1977. 
DATED:  June  3, 1977. 

FOR  FURTHER  IKFORMATION  CON- 
TACT: 

Frank  J.  Muckenhaupt,  Chief,  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance  Administration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment, Washington.  DC.  20410,  202- 
634-7825. 

NOTICE:  The  Notice  of  emergency  for 
the  State  of  Idaho  dated  May  5,  1977, 
and  amended  on  June  1,  1977,  and  June 
2,  1977.  is  hereby  amended  to  make  the 
following  county  determined  to  have 
been  adversely  affected  by  the  catas- 
trophe declared  an  emergency  by  the 
President  in  his  declaration  of  May  5, 
1977.  eligible  for  cattle  transportation 
assistance  effective  the  date  of  this 
amended  Notice: 

Thecounty  of : 
Washington 

■  Catalos  of  Federal  Domestic  Assistance  No. 
14.701.  Disaster  Assistance.) 

William  E.  Crockett, 
Acting    Administrator,    Federal 
DiscLster  Assistance  Adminis- 
tration. 

[FRDoc.77-16987FUed  6-14-77:8  45  am] 


1FDAA-3040-EM;  Docket  No.  N-77-783J 

IDAHO 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:    Federal  Disaster  Assistance 

Administration,  HUD. 


IPDAA-3040-EM.  Docket  No.  N-77-782J 

IDAHO 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:    Federal   Disaster  Assistance 

Administration.  HUD. 

ACTION:  Notice. 

SUM^L•\RY:  This  Notice  amends  the 
Notice  of  emergency  declarauon  for  the 
State  of  Idaho  >  FDAA-3040-EM  .  dated 
May  5,1977, 

DATED    June  2,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT : 

Frank  J.  Muckenhaupt.  Chief.  Pro- 
gram Support  Staff.  Federal  Disaster 
Assistance  Admmistration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment. Washington.  DC  20410.  202- 
634-7825. 

NOTICE:  The  Notice  of  e.mergency  for 
the  State  of  Idaho  dated  May  5.  1977, 
Euid  amended  on  June  1.  1977.  is  hereby 
further  amended  to  extend  the  termina- 
tion date  for  the  following  counties  de- 
termined to  have  been  adversely  affected 
by  the  catastrophe  declared  an  emer- 
gency by  the  President  In  his  declaration 
of  May  5.  1977: 
The  counties  of : 


BlalXM 

Lincoln 


Washington 


The  purpose  of  thLs  designation  is  to 
continue  to  provide  emergency  livestock 
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feed  assistance  only  m  the  aforemen- 
tioned affected  area.s  effective  June  16, 
1977. 

(Catelog  of  Federal  Domestic  Assistance  No. 
14  701,  Disaster  Assistance.) 

William  E.  Crockett. 
Acting    Administrator,    Federal 
Disaster  Assistance  Adminis- 
tration. 

|FR  Doc.77-16983  Filed  6-14-77,8:45  am) 


IPDAA-3034-EM:  Douket  No.  N-77-7871 
NEW   MEXICO 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY;  Federal  Disaster  Assistance 
Administration. 

ACTION:  Notice 

SUMMARY:  TliLs  Notice  amends  the 
Notice  of  emergencv  declaration  for  the 
State  of  New  Mexico  'FDAA-:^034-EMi , 
dated  March  2.  1977. 

DATED:  May  27.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Frai.k  J  Muckenhaupt,  Chief.  Pro- 
gram Support  Staff,  Federal  Disaster 
A.-^sistance  Administration.  Depart- 
ment of  Housing  and  Urban  Develop- 
ment, VVa.'^hington,  DC.  20410,  202- 
634-7825. 

NOTICE:  Tlie  Notice  of  emergency  for 
the  State  of  New  Mexico  dated  March  2. 
1977,  and  amended  on  March  19,  1977, 
is  hereby  further  amended  to  extend  the 
termination  date  for  tl'.e  following 
county  determined  to  have  been  ad- 
versely affected  by  the  catastrophe  de- 
clared an  emergency  by  the  President  in 
his  declaration  of  March  2.  1977: 

The  county  of: 
San  Juan 

The  purpose  of  this  designation  i.--  to 
continue  to  provide  emergency  livestock 
feed  assistance  only  in  the  aforemen- 
tioned affected  area  effective  on  June  1, 
1977. 

(Catalog  of  Federal  Domestic  A.ssLstance  No 
14.701,  Disaster  Assistance.) 

Thomas  P.  Dcnne, 
Administrator.  Federal  Disaster 
Assistance  Administration. 

I  PR  Doc  77-16988  Filed  6-14-77:8:45  am) 


DATED;  June  1,  1977. 

FOR  FURTHER  IN^FORMATION  CON- 
TACT: 

Frank  J.  Muckenhaupt.  Chief,  Pro- 
gram Support  Staff,  Federal  Disaster 
Assistance  Administration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment, Washington,  D.C.  20410.  202- 
634-7825, 

NOTICE;  The  Notice  of  emergency  for 

the  State  of  Utah  dated  Jantiary  20, 
1977,  and  amended  on  March  17,  1977, 
and  27,  1977  k  hereby  further  amended 
to  include  the  following  counties  among 
those  areas  determined  to  have  been 
adversely  affected  by  the  catastrophe 
declared  an  emergency  by  the  President 
m  his  declaration  of  January  20,  1977. 

The  counties  of; 


The  counties  of : 


Cache 

Rich 

Carbon 

San  Juan 

Daggett 

Summit 

Davis 

Tooele 

Duchesne 

Olntah 

Grand 

Wasatch 

Iron 

Wayne 

Morgan 

Weber 

1  PDAA-a024- EM    Docket  No    N-77-780| 

UTAH 

Amendment  to  Notice  of  Emergency 
Declaration 

AGENCY:  Federal  Disaster  Assistance 
Administration.  HUD. 

ACTION:  Notice. 

SUMMARY;  Thus  Notice  amends  the 
Notice  of  emergency  declaration  for  the 
State  of  Utah  iFDAA-3024-FMi .  dated 
Januarv  20,  1977. 


The  purpose  of  this  designation  Is  to 
provide  emergency  livestock  feed  assist- 
ance only  in  the  aforementioned  affected 
areas  effective  tlie  date  of  thLs  amended 

Notice. 

I  Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  As.slstance.) 

William  K  Crockett, 
Acting    Administrator,    Federal 
Disaster  Assistance  Adminis- 
tration. 

IPRDoc.77-16981  Filed  6-14-77;8:46  am] 


Beaver 

MUIard 

Box  Elder 

Piute 

Emery 

Sanpete 

Garfield 

Sevier 

Juab 

Wa,shlngton 

Kane 

The  purpose  of  this  designation  is  to 
provide  emergency  livestock  feed  assist- 
ance only  in  the  aforementioned  affected 
areas  effective  June  2.  1977. 

(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance  ) 

Tpiom.^s  p.  Dunne. 
Administrator,  Federal  Disaster 
Assistance  Adininistration. 

IFR  Doc. 77-16987  Filed  6-14-77;8:45  am) 


1FDAA-3024-EM:  Docket  No.  N-77-78«l 
UTAH 

Amendment  to  Notice  of  Emergency 
Declaration 

.AGENCY:  Federal  Disaster  Assistance 
Administration,  HUD. 

ACTION;  Notice, 

SUMMARY;  This  Notice  amends  the  No- 
tice of  emergency  declaration  for  the 
State  of  Utah  (FDAA-3024-EM>.  dated 
January  20,  1977. 

DATED    May  27,  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT ; 

Pi-ank  J,  Muckenhaupt.  Chief,  Pro- 
gram Support  Staff,  Federal  Disas- 
ter Assistance  Administration.  Depart- 
ment of  Housing  and  Urban  Develop- 
ment. Washington.  DC  20410,  202- 
634-7825. 

NOTICE;  The  Notice  of  emergency  for 
the  State  of  Utah  dated  January  20,  1977, 
and  amended  on  March  17.  1977.  is  here- 
by further  amended  to  extend  the  termi- 
nation date  for  the  following  counties 
determined  to  have  been  adversely  af- 
fected by  the  catastrophe  declared  an 
emergency  by  the  President  in  hLs  decla- 
ration of  January  20.  1977: 


IFDAA-3039-EM;  Docket  No,  N-77-788) 
OREGON 

Emergency  Declaration  and  Related 
Determinations 

AGENCY:    Federal   Disaster   Assistance 
Administration,  HUD. 

ACTION:  Notice. 

SUMMARY:    This    Notice    amends    the 

Notice  of  emergency  declaration  for  the 

State  of  Oregon  <  FD.AA-3039-EM> ,  dated 

April  29,  1977. 

DATED:  May  26.  1977. 

FOR  FURTHER  INFORMATION  CON- 
TACT; 

FYank   J.    Muckenhaupt.    Chief.   Pro- 
gram  Support   Staff,    Federal   Disas- 
ter Assistance  Administration,  Depart- 
ment of  Housing  and  Urban  Develop- 
ment,  Washington,   D.C.    20410,    202- 
634-7825. 
NOTICE:  The  Notice  of  emergency  for 
the  State  of  Oregon  dated  April  29,  1977. 
and  amended  on  May  3,  1977,  and  on 
May  12,  1977,  Is  hereby  further  amended 
to  include  the  following  counties  among 
those  areas  determined  to  have  been  ad- 
versely affected  by  the  catastrophe  de- 
clared an  emergency  by  the  President  in 
his  declaration  of  April  29,  1977: 
The  counties  of ; 

Baker  Umatilla 

Grant  Union 

Morrow 

The  purpose  of  this  designation  is  to 
provide  emergency  livestock  feed  assist- 
ance and  cattle  transportation  aosistance 
only  in  the  aforementioned  affected 
areas  effective  the  date  of  this  amended 
Notice. 

(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance.) 

William  E.  Crockett. 
Acting    Administrator,    Federal 
Disaster  Assistance  Adminis- 
tration. 

jFR  Doc.77-16989  Filed  6-14-77;8;46  am] 
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NOTICES 


30r>47 


Office  of  Interstate  Land  Sales 
Registration 


(Docket  No.   N- 


-7891 


CITRUS  GROVES  INVESTMENT  CORP, 
Order  of  Suspension 

In  the  matter  of  Sunset  Groves.  Sec- 
tion Four.  Martin  County,  Florida  Citrus 
Groves  Investment  Corporation,  Re- 
spondent; OILSR  No.  0-0266-09-62: 
Land  Sales  Enforcement  Division  No, 
76-265. 

Notice  is  hereby  given  that;  On  or 
about  October  15,  1976  the  Department 
of  Housing  and  Urban  Development, 
Office  of  Interstate  Land  Sales  Regula- 
tion, attempted  to  serve  upon  B.  J. 
Arthur  Elliot,  President  Citrus  Groves 
Investment  Corporation,  1450  N.E.  123rd 
Street,  North  Miami,  Florida,  33161.  a 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  by  certified  mail  and  service 
of  process  was  not  possible  because  the 
addressee  could  not  be  located.  On 
January  18,  1977,  the  Department  pub- 
lished the  Notice  of  Proceedings  and 
Opportunity  for  Hearing  in  the  Federal 
Register  (42  FR  3359'  pursuant  to  44 
U.S.C,  1508.  The  developer  has  failed  to 
respond  or  to  request  a  hearing  pursuant 
to  24  CFR  1720.160  within  15  days  of  the 
service  by  publication  of  the  said  Notice 
of  Proceedings  and  Opportunity  for 
Hearing.  Accordingly,  an  Order  of 
Suspension  is  being  issued  pursuant  to 
15  U,S.C.  1706idi  and  24  CFR  1710  45 
( b )  (1 ) ,  as  follows ; 

Order  of  Suspension 

1  The  developer  has  filed  a  Statement 
of  Record  for  the  above-captloned  sub- 
division pursuant  to  the  provisions  of  the 
Interstate  Land  Sales  Full  Disclosure 
Act.  15,  U.S.C.  1701  et  seq.  and  the  Rules 
and  Regulations  lawfully  promulgated 
thereto  pursuant  to  15  US  C.  1718.  had 
its  Statement  of  Record  become  effective 
pursuant  to  24  CFR  1710.21  of  the  Inter- 
state Land  Sales  Regulations.  Said  State- 
ment is  still  in  effect. 

2.  As  authorized  15  U.S  C.  1715.  the 
authority  and  responsibility  for  admin- 
istration of  the  Interstate  Land  Sales 
Full  Disclosure  Act  has  been  delegated 
to  the  Assistant  Secretary  for  Consumer 
Affairs  and  Regulatory  F^jnctions  i41  FR 
19365,  May  12,  1976'. 

3.  Pursuant  to  15  U.S.C.  1706' d'  and 
24  CFR  1710  45'bt  (1 1 ,  if  it  appears  to 
tlie  Assistant  Secretary  for  Consumer 
Affairs  and  Regulatory  Functions  at  any 
time  that  a  Statement  of  Record,  which 
is  in  effect,  includes  any  untrue  state- 
ment of  a  material  fact  or  omits  to  state 
any  material  fact  required  to  be  stated 
therein  or  necessary  to  make  the  State- 
ment therein  not  misleading,  the  Assist- 
ant Secretary  may.  after  notice,  and  af- 
ter any  opportunity  for  a  hearing  re- 
quested within  15  days  of  receipt  of  such 
notice,  issue  an  order  suspending  the 
Statement  of  Record. 

4.  On  October  15,  1976,  the  Depart- 
ment of  Housing  and  Urban  Develop- 
ment, Office  of  Interstate  Land  Sales 
Registration,  attempted  to  serve  upon 
B.  J.  Arthur  Elliot.  Citrus  Groves  Invest- 


ment Corporation.  1450  N.E.  123rd 
Street.  North  Miami,  Florida  33161,  a 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  by  certified  mall  and  serv- 
ice of  proce.ss  was  not  achieved  since 
the  addressee  could  not  be  located.  On 
January  18,  1977.  a  Notice  of  Proceed- 
ings and  Opportunity  for  Hearmg  was 
served  upon  tlie  developer  by  publica- 
tion in  the  Federal  Register  '41  FR 
19247'.  The  notice  informed  the  devel- 
oper of  information  obtained  by  the  Of- 
fice of  Interstate  Land  Sales  Registration 
showing  a  change  occurred  affecting  a 
material  fact  contiiined  in  the  above- 
specified  Statement  of  Record  and  Prop- 
erty Report  Tlie  developer  has  failed  to 
answer  or  to  request  a  hearing  pursuant 
to  24  CFR  1720.160  withm  15  days  of  re- 
ceipt of  said  Notice  of  Proceedings  and 
Opportunity  for  Hearing. 

Therefore,  pursuant  to  the  provL^ions 
of  15  U.S.C  1706'd'  and  24  CFR  1710  45 
'  b  I  I'll  tlie  Statement  of  Record  filed  by 
the  developer  covering  its  subdl\'ision  is 
hereby  suspended,  effective  as  of  the  date 
of  the  publication  of  this  Order  of  Su- 
spension m  the  Federal  Register.  This 
Order  of  Suspension  shall  remain  m  full 
force  and  effect  until  the  Statement  of 
Record  has  been  properly  amended  as  re- 
quired by  the  Interstate  Land  Sales  Full 
Disclosure  Act  and  the  implementing 
Regulations. 

This  Ofder  shall  be  served  upon  the 
Respondent  by  publication  in  the  Federal 
Register  pursuant  to  44  U.S.C.  150g. 

Any  sales  or  offers  to  sell  made  by  the 
Developer  or  it.v  agents,  succes.sors,  or  as- 
signs while  this  Order  of  Suspension  is  in 
effect  will  be  in  violation  of  the  provi- 
sions of  said  Act. 

Issued  in  Washington.  DC.  Mav  19, 
1977, 

Geno  C.  Baroni, 
Assistant    Secretary    for    Con- 
sumer Affairs  and  Regulatory 
Functions. 

|FR  Doc  77-17050  Filed  6-14-77.8:45  am] 

DEPARTMENT   OF  THE   INTERIOR 

Bureau  of  Indian  Affairs 

!N':"   f"K-   ~T    ]['  ( 

MANGOS  CANYON   INDIAN   PARK 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  Section  102'2''Ci  of  the 
National  Environmental  Policy  .\ct  of 
1969,  the  Department  of  the  Interior 
has  prepared  a  ^Flnal  Environmental 
Statement  for  the  Mancos  Canyon  In- 
dian Park,  a  proposal  for  an  archeologi- 
cal  park  on  the  Ute  Mountain  Ute  Indian 
Reservation.  Montezuma  County,  Colo- 
rado, 

The  environmental  statement  consid- 
ers human,  economic  and  physical  envi- 
ronmental affects  associated  with  the 
federal  assistance  provided  the  Tribe  in 
this  venture.  The  park  encompasses 
125,000  acres  of  reservation  land  desig- 
nated as  a  Historic  District  on  the  Na- 
tional Register  of  Historic  Places.  Writ- 


ten  and  oral   comments   received   have 
been  incorporated  in  the  statement. 
Copies  are  available  for  inspection  at 

tlie  following  locations: 

Bireau  of  Indian  Ailalrs,  Environmental 
Quality  Services,  Room  4554,  Department 
of  the  Interior.  WasHlngton,  DC.  20245. 
Telephone:   202-343-8248. 

Bureau  of  Indian  .Vffalrs,  Albuquerque  Area 
Office.  First  National  Bank  BuUdlng— East. 
5301  Central  Aveue,  N.E.,  Albuquerque, 
New  Mexico  87108,  Telephone:  505-766- 
3060 

Bu.'^au  of  Indian  Affairs,  Ute  Mountain  Ute 
A^rency,  Towaoo,  Colorado  81334,  Tele- 
pfione:  303-566-8471. 

Colorado  State  Division  of  Planning.  524 
Stat«  Social  Services  Building,  1575  Sher- 
man Street.  Denver  Colorado  80203,  Tele- 
phor.e:   303  892-2178 

Single  copies  of  the  Final  Environ- 
mental Statement  may  be  obtained  from 
the  Albuquerque  .Area  Office,  Bureau  of 
Indian  Affairs,  First  National  Bank 
Bldg— East.  5301  Central  Avenue,  N.E. 
.Albuquerque,  New  Mexico  87108. 

Dated:  June  8    1977. 

Heather  L.  Rops. 
Acting  Deputy  Assistant 
Secretary  of  the  Interior. 

(PR  Doc  77   16990  Filed  6-14-77:8:45  am) 


Bureau  of  Land  Management 
[Serial  No.  1-13326] 

IDAHO 

Proposed  Withdrawal   and   Reservation   of 
Lands 

Ju.NE  6.  1977. 
The  Corps  of  Engineers,  Department  of 
the  .Army,  on  May  31,  1977,  filed  appli- 
cation. Serial  No  1-13325.  for  the  with- 
drawal of  the  following  described  lands 
from  settlement,  sale,  location  or  entry, 
under  all  of  the  general  land  laws,  includ- 
ing the  mining  laws,  subject  to  valid 
existing  rights; 

BotSE  Meridian,  Idaho 

HUGHES    POINT    WILDLIFE    MITICATION    PROJECT 

T,  40N.,  R.  4  E., 

Sec.  2,  lots  3,  4    6.  and  W'j  of  lot  7.  SW% 

NEt^.    S'aNWU.    W'aSW>«.    NE'4SW%. 

NEi^SE'jSW'^,      WijSE'^SWi^,      NW>i 

NW>4SE'4: 
Sec.  3,  lots  1,  2,  3,  4,  5,  6,  7,  8,  S'jN'j,  E>4 

SWI4.  SE'4: 
Sec.  10.  N'^j,  N'jSW',.  W>jSW'4SW-*i,  N', 

SE '  4  SW 1-4 .  SE  >4  SE  ',4  SW 1 4 ,  SE '  4 : 
Sec.    11,    W'jNWi;.    SEV4NW'4,    W'2NEi4 

SWV4,    NW'4SW>4.    N'2SW>4SWl4,    NWI4 

SE>,,SW"4: 
Sec    12,  E'jSW'4SW>4,  Si2SE>4SWi.4,  S', 

SEI4: 
Sec    13.  N',;.  SW'i.  Ni.iSE'4.  SWI4SEH: 
Sec.      14,     EI2NE14NEI4.     SE>4SWi4NE!4. 

SEI4NEI4,      SE"4NEi4SW'4,      S'jSW",*, 

SE'4: 
Sec.      15,     SE'4SE'4SEi,4,     N'2NW'4NE'-i. 

SE14NW14NE';,      W'2NWi4NW'4,      W'^ 

NWI4SWI4.  SEi4NW>4SW'4: 
T.  40N.,R.  5E. 

Sec.  5.  Ei2SWi4NEi4,  SW'4SW'4NEi4,  W'4 

SEI4,  SE'4SE'4: 
Sec.   6.   lots   3,   4,    5,   Wi2SWliNEi4.   SE'4 

NWU: 
Sec.  7.  E' J  lot  5.  lot  6,  S'.aNEU.  SE^NW^. 

E'2SWi4,  SE',: 
Sec.  8,  NE>4,  E'.^NEUNW*.  S'iNW';. 
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30.>is 


NOTICES 


The  area.^  described  aggregates  4007.02 
acres  in  ClearRaUT  County. 

The  Corps  of  Engineers  desires  that 
the  lands  be  withdrawn  and  developed  for 
Wildlife  Management  and  habiut  Im- 
provement in  cooperation  with  the  US. 
Fish  and  Wildlife  Service  and  the  Idaho 
Department  of  Fish  and  Game  The 
reservation  and  development  will  serve  to 
replace  big  game  browse  lost  when  the 
Dworshak  Dam  and  Reservoir  was 
created. 

On  or  before  July  15,  1977.  all  persons 
who  wish  to  submit  comments,  sugges- 
tions, or  objections  in  connection  with 
the  proposed  withdrawal  may  present 
their  views  in  wTiting  to  the  undersigned 
authorized  officer  of  the  Bureau  of  Land 
Management. 

Pursuant  to  Section  204'  h >  of  the  Fed- 
eral Land  Policy  and  Management  Act 
of  1976.  notice  is  hereby  given  that  an 
opportunity  for  a  public  hearing  is  af- 
forded in  connection  with  the  proposed 
withdrawal.  All  interested  persons  who 
desire  to  be  heard  on  the  proposed  with- 
drawal must  submit  a  written  request  for 
a  hearing  to  the  State  Director.  Bureau 
of  Land  Management,  Room  398.  Fed- 
eral Builduig.  550  West  Fort  Street.  Post 
Office  Box  042,  BoLse.  Idaho  83724  on  or 
before  July  15.  1977.  Notice  of  the  pub- 
lic hearing  will  be  publi.sh*^  in  tlie  Fed- 
eral Register  giving  the  tune  and  place 
of  such  hearing.  The  pubUc  hearing  will 
be  scheduled  and  conducted  in  accord- 
ance with  BLM  Manual.  Sec.  2351. 16B. 

The  Department  of  tlie  Interiors  reg- 
ulations provide  that  Uie  authorized  of- 
ficer of  the  BLM  will  undertake  such 
Investigations  as  are  necessary  to  deter- 
mine the  existing  and  potential  demands 
for  the  lands  and  their  resources.  He 
will  al.so  undertake  negotiations  with  the 
applicant  agency  with  the  view  of  a.'^.sur- 
ing  that  the  area  sought  is  the  minimum 
essential  to  meet  the  applicant's  needs, 
providing  for  the  maximum  concurrent 
utilization  of  tlie  lands  for  purposes  other 
than  the  applicant's  and  reaching  agree- 
ment on  the  concurrent  management  of 
the  lands  and  their  resources. 

The  authorized  officer  will  also  prepare 
a  report  for  consideration  by  the  Secre- 
tary of  the  Interior  who  will  detemiine 
whether  or  not  the  land.s  will  be  with- 
drawn as  requested  by  the  applicant 
agency.  The  determination  of  the  Sec- 
retary- will  be  published  m  the  Federal 
Register  A  ."separate  notice  will  be  sent 
to  each  interested  party  of  record. 

Effective  July  15.  1977.  the  land  will 
be  segregated  from  entry  as  specified 
above  for  a  period  of  two  years  unless 
the  applicf  tion  Is  approved  or  rejected 
prior  to  that  date.  If  the  withdrawal  is 
approved,  the  .<;epregation  will  continue 
for  the  tmie  iJeriod  .specified  in  the  with- 
drawal notice. 

All  communications  'except  for  public 
hearing  requests)  in  connection  with  tliLs 
proposed  withdrawal  .should  be  addre.ssed 
to  the  undersignetl  officer.  Bureau  of 
Land  Management.  Room  398.  Federal 
Building,  550  West  Fort  Street.  Post  Of- 
fice Box  042  Boise.  Idaho  83724. 

Vincent  S.  Strobel. 
Chief.  Branch  of  LA.-M  Operations 
(PR  Doc. 77-16962  Filed  6-14-77:8:45  am) 


[CA  22681 

CALIFORNIA 

Opportunity  for  Public  Hearing  and  Repub 
lication  of  Notice  of  Proposed  Withdrawal 

Juwi  7,  1977. 

The  Bureau  of  Reclamation,  U.S.  De- 
partment of  the  Interior,  filed  applica- 
tion Serial  No.  CA  2268  on  August  6. 
1974.  for  a  withdrawal  In  relation  to  the 
following  described  lands: 

Mount  Diablo  Mesidlan.  Caufornia 

modoc  national  forest 

T.  46  N.  R.  7E., 

Sec  27,  SEI4SW14  and  SW^SE^. 

The  area  described  aggregates  80  acres 

in  Modoc  County. 

The  applicant  desires  that  the  land 
be  reserved  for  the  improvement  and 
enlargement  of  a  dike  for  the  operation 
and  maintenance  of  Clear  Lake  Reser- 
voir. 

A  notice  of  the  proposed  withdrawal 
was  published  in  the  Federal  Register 
on  September  23.  1974,  page  34083.  FR 
Doc.  74-22007. 

Pursuant  to  Sec.  204 'h  '  of  the  Federal 
Liind  Policy  and  Management  Act  of 
1976.  90  Stat.  2754.  notice  is  hereby  given 
that  an  opportunity  for  a  public  hearing 
Is  afforded  in  connection  with  the  pend- 
ing withdrawal  application.  All  inter- 
ested per.sons  who  desire  to  be  heard  on 
the  proposed  withdrawal  must  file  a 
written  request  for  a  hearing  to  the 
State  Director.  Bureau  of  Land  Manage- 
ment. E-2841  Federal  Office  Building. 
2800  Cottage  Way.  Sacramento.  Califor- 
nia 95825.  on  or  before  July  18.  1977. 
All  previous  comments  submitted  in  con- 
nection with  the  withdrawal  application 
have  been  included  In  the  record  and 
will  be  considered  in  making  a  final  de- 
termination on  the  application. 

In  lieu  of  or  in  addition  to  attendance 
at  a  scheduled  public  hearing,  written 
comments  or  objections  to  the  pending 
withdrawal  application  may  be  filed  with 
the  undersigned  authorized  officer  of  the 
Bureau  of  Land  Management  on  or  be- 
fore July  18,  1977. 

The  above  described  lands  are  tem- 
porarily segregated  from  the  operation 
of  the  public  land  laws,  including  the 
mining  laws  (30  U.S.C.,  Ch.  2),  to  the 
extent  that  the  withdrawal  applied  for, 
if  and  when  effected,  would  prevent  any 
form  of  disposal  or  appropriation  under 
such  laws.  Current  administrative  juris- 
diction over  the  segregated  lands  tvIU  not 
be  affected  by  the  temporary  segregation. 
In  accordance  with  Section  204 <g>  of  the 
Federal  Land  Policy  and  Management 
Act  of  1976.  the  segregative  effect  of  the 
pending  withdrawal  apphcation  will  ter- 
minate on  October  20.  1991.  unless  sooner 
terminated  by  action  of  the  Secretary  of 
the  Interior. 

All  communications  < except  for  public 
hearing  requests »  in  connection  with  the 
pendmg  withdrawal  application  .<ihould 
be  addressed  to  the  undersigned.  Bureau 
of  Land  Management.  Department  of  the 
Interior.    Room    E-2841    Federal    Office 


Building,  2800  Cottage  Way.  Sacramento. 
California  95825. 

Joan  B.  Rttssell. 
Chief,  Lands  Section,  Branch  of 
Lands  and  Minerals  Operations. 

[FR  Doc.77-17004  Filed  6-14  77,8  :45  am] 


[C.\   2833] 

CALIFORNIA 

Opportunity  for  Public  Hearing  and  Repub- 
lication of  Notice  of  Proposed  Withdrawal 

June  7.  1977. 
The  Forest  Service,  U.S.  Department  oi 
Agriculture,  filed  application  Seiial  No. 
CA  2833  on  March  27,  1975,  for  a  with- 
drawal In  relation  to  the  following  de- 
scribed lands: 

Mount  Diablo  Meridian,  Califobnia 
Klamath      and      SHASTA-Taiirrrr      national 

FORESTS,  LITTLK  GLASS  MOUNTAIN,  PUMICE 
STONE  MOUNTAIN,  AND  P.AINT  POT  CRATER 
GEOLOGICAL    AREA 

T.4^N.,  R.  2E., 

Sec.  12,  S|^SEl^; 

Sec.  13,  All; 

Sec.  14,  All; 

Sec.  23,  N14,  SE'4 .  and  E',2SWV4 ; 

Sec.    24.   N>/2.    SWV4,   N«4SB>/4,    and    SW'^ 

SEVi; 
Sec.  25,  Wi^NW»4: 
Sec.  26,  NE14  and  Ei/iNW',4. 
T.  43  N.,  R.  3  E., 
Sec.  7,  SW 14; 
Sec.  18,  WVi  and  •W.^E'/j; 
Sec.  19.  NW'4.  NV4'SWV4.  and  NW'^NE'^. 

The  area  described  aggregates  3,760 
acres  in  Siskiyou  County.  California. 

The  applicant  desires  the  land  be  re- 
served for  the  protection  of  unique  vol- 
canic features  within  the  Medicine  Lake 
■Volcanic  Highlands. 

A  notice  of  the  propased  withdrawal 
was  published  in  the  Federal  Register  on 
July  17,  1975,  page  30139,  FR  Doc.  75- 
18579. 

Pursuant  to  Sec.  204(hi  of  the  Federal 
Land  Policy  and  Management  Act  of 
1976.  90  Stat.  2754.  notice  is  hereby  given 
that  an  opportunity  for  a  public  hearing 
is  afforded  in  connection  with  the  pend- 
ing withdrawal  application.  All  Interested 
persons  who  desire  to  be  heard  on  the 
proposed  withdrawal  must  file  a  written 
request  for  a  hearing  to  the  State  Di- 
rector. Bureau  of  Land  Management, 
E-2841  Federal  Office  Building,  2800 
Cottage  Way,  Sacramento,  California 
95825,  on  or  before  July  18  1977.  All 
previous  comments  submitted  in  connec- 
tion with  the  withdrawal  application 
have  been  included  in  the  record  and 
will  be  considered  in  making  a  final 
determination  on  the  application. 

In  lieu  of  or  in  addition  to  attendance 
at  a  scheduled  public  hearing,  written 
comments  or  objections  to  the  pending 
withdrawal  application  may  be  filed 
with  the  undersigned  authorized  officer 
of  the  Bureau  of  Land  Management  on 
or  before  July  18.  1977. 

The  above  described  lands  are  tem- 
porarily segregated  from  all  forms  of 
appropriation  under  the  mining  laws 
(30  U.S.C,  Ch.  2) ,  to  the  extent  that  tlie 
withdrawal  applied  for,  if  and  when  ef- 
fected, would  prevent  any  form  of  dis- 
posal or  appropriation  under  such  laws. 
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Current  administrative  jurisdiction  over 
the  segregated  lands  will  not  be  affected 
by  the  temporary  segregation.  In  accord- 
ance with  Section  204' g»  of  the  Federal 
Land  Policy  and  Management  Act  of 
1976.  the  segregative  effect  of  the  pend- 
ing withdrawal  application  will  termi- 
nate on  October  20,  1991.  unless  sooner 
terminated  by  action  of  the  Secretary 
of  the  Interior. 

All  communications  (except  for  public 
hearing  requests!  in  connection  with  the 
pending  withdrawal  application  should 
be  addressed  to  the  undersigned.  Bureau 
of  Land  Management,  Department  of 
the  Interior,  Room  E-2841  Federal  Office 
Building,  2800  Cottage  Way,  Sacra- 
mento. California  95825. 

Joan  B,  Russell, 
Chief.  Lands  Section,  Branch  of 
Lands  and  Minerals  Operations. 

[FR  Doc  77-17005  Piled  6-14-77:8:45  am] 


[SAC  070406] 

CALIFORNIA 

Order  Providing  for  Opening  of  Lands 

JCNE  7,   1977. 

1.  Pursuant  to  the  Act  of  June  14,  1926, 
44  Stat.  471.  as  amended  by  the  Act  of 
Jime  4,  1954.  68  Stat.  173,  as  amended, 
43  U.S.C.  869.  the  following  described 
lands  have  been  reconveyed  to  the  United 
States. 

Mount  Dlablo  Meridian 

T.  8  S.  R.  3  W  . 

Sec.  23.  NWl4^fW',4. 
T.  8S..  R.  4W.. 

Sec.  9.  NEHSW14. 

The  area  described  contains  80.00 
acres. 

2.  The  lands  are  located  in  San  Mateo 
County,  approximately  7  air  miles  east 
of  Pescadero.  California,  and  2  air  miles 

south  of  La  Honda. 

3.  At  10  a.m.  on  July  18.  1977.  the 
lands  shall  be  open  to  operation  of  the 
public  land  laws  generally,  including  the 
mining  laws  i30  U.S.C,  Ch.  2)  and  the 
mineral  leasing  laws,  subject  to  valid 
existing  rights,  the  provisions  of  existing 
withdrawals,  and  the  requirements  of 
applicable  law.  All  valid  appUcations  re- 
ceived at  or  prior  to  10  a.m.  on  July 
18.  1977,  shall  be  considered  as  simul- 
taneously filed  at  that  time.  Those  re- 
ceived thereafter  shall  be  considerd  in 
the  order  of  filing. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Bureau  of  Land 
Management.  Room  E-2841  Federal 
Office  Building.  2800  Cottage  Way. 
Sacramento.  California  95825. 

Joan  B.  Russell, 
Chief.  Lands  Section,  Branch  of 
Lands  and  Minerals  Operations. 

[FR  Doc.77-17006  Plied  6-14-77:8:45  am] 


[S  53031 
CALIFORNIA 

Opportunity  for  Public  Hearing  and  Repub- 
lication of  Notice  of  Proposed  Withdrawal 

June  7.  1977. 

The  Bureau  of  Indian  Affairs.  U.S.  De- 
partment of  the  Interior,  filed  applica- 
tion Serial  No.  S  5303  on  August  15.  1972 
for  a  withdrawal  in  relation  to  tlie  fol- 
lowing described  lands : 

San  Bernardino  Meridian,  California 

T    14  S.,  R.  2  E., 

Sec   7,  Lot  6  (SWUSW'i). 

The  area  described  aggregates  44.10 
acres, 

Tne  applicant  desires  that  the  land 
be  reserved  for  addition  to  the  Barons 
Ranch  Reservation.  California. 

A  notice  of  the  proposed  withdrawal 
was  published  m  the  Federal  Register 
on  October  13,  1972,  page  21655.  FR  Doc. 
72-17488. 

Pursuant  to  Sec.  204(ht  of  the  Fed- 
eral Land  Policy  and  Management  Act 
of  1976.  90  Stat.  2754.  notice  is  hereby 
given  that  an  opportunity  for  a  public 
hearing  is  affonied  in  connection  with 
the  pendmg  withdrawal  application.  All 
interested  persons  who  desire  to  be  heard 
on  the  proposed  withdrawal  must  file  a 
written  request  for  a  hearing  to  the 
State  Director,  Bureau  of  Land  Manage- 
ment, E-2841  Federal  Office  Building. 
2800  Cottage  Way,  Sacramento,  Cali- 
fornia 95825.  on  or  before  July  18,  1977. 
All  previous  comments  submitted  in  con- 
.  nection  with  the  withdrawal  application 
have  been  included  in  the  record  and  will 
be  considered  in  making  a  final  deter- 
mination on  the  apphcation. 

In  lieu  of  or  in  addition  to  attend- 
ance at  a  scheduled  public  hearing, 
written  comments  or  objections  to  the 
pending  withdrawal  application  may  be 
filed  with  the  undersigned  authorized 
officer  of  the  Bureau  of  Land  Manage- 
ment on  or  before  July   18.   1977. 

The  above  described  lands  are  tem- 
porarily segregated  from  the  operation 
of  the  public  land  laws,  including  the 
mining  laws  '30  U.S.C.  Ch.  2»  and  from 
leasing  under  the  mineral  leasing  laws, 
subject  to  valid  existing  rights,  to  the 
extent  that  the  withdrawal  applied  for. 
if  and  when  effected,  would  prevent  any 
form  of  disposal  or  appropriation  tmder 
such  laws.  Current  administrative  juris- 
diction over  the  segregated  lands  will  not 
be  affected  by  the  temporary  segregation. 
In  accordance  with  Section  204igi  of 
the  Federal  Land  Policy  and  Manage- 
ment Act  of  1976.  the  segregative  effect 
of  the  pending  withdrawal  application 
will  terminate  on  October  20.  1991.  un- 
less .sooner  terminated  by  action  of  the 
Secretary  of  the  Interior. 

All  communications  1  except  for  public 
hearing  requests'  in  connection  with  the 
pending  withdrawal  application  should 
be  addressed  to  the  tmderslgned.  Bureau 
of   Land   Management.   Department   of 


the  Interior,  Room  E-2841  Federal  Office 
Building.  2800  Cottage  Waj-.  Sacranento, 
CaUfornia  95825. 

Joan  B.  Russell. 
Chief.  Land'  Section  Branch  of 
Lands  and  Minerals  Operations. 

IFR  Doc "77-17007  Filed  6-14-77;8;45  am] 


|CA   856  I 

CALIFORNIA 

Opportunity  for  Public  Hearing  and  Reput>- 
lication  of  Notice  of  Proposed  Withdrawal 

June  7.  1977 
The  Bureau  of  Reclamation.  U.S.  De- 
partment of  the  Interior,  filed  applica- 
tion Serial  No.  CA  856  on  December  12, 
1973.  for  a  withdrawal  in  relaUon  to  the 
following  described  lands: 

Mount  Diablo  Meridian,  California 

T  47  N..  R.  4  E.. 
Sec  1.  A  tract  of  land  within  the  NW'4 
NW'4  being  all  the  southerly  portion  of 
Lot  4.  also  shown  as  Block  1  on  the  plat 
of  'Tulelake  Townslte  Addition."  ap- 
proved September  11.  1973.     •■• 

The  area  described  aggregates  12.43 
acres  in  Siskiyou  County.  CaJifomla. 

The  apphcant  desires  the  land  be  re- 
served for  townsite  purposes  and  sub- 
division for  residential  lots  for  annex- 
ation to  tlie  City  of  Tulelake.  California. 

A  notice  of  the  proposed  withdrawal 
was  published  in  the  Federal  Register 
on  April  25.  1974.  page  14618.  FR  Doc, 
74-9483. 

Pursuant  to  Sec.  204(hi  of  the  Federal 
Land  Policy  and  Management  Act  of 
1976.  90  Stat.  2754.  notice  is  hereby  given 
that  an  opporttmity  for  a  public  hearing 
is  afforded  in  connection  wnth  the  pend- 
ing withdrawal  application.  All  inter- 
ested persons  who  desire  to  be  heard  on 
the  proposed  witlidrawal  must  file  a  writ- 
ten request  for  a  hearing  to  the  State 
Director,  Bureau  of  Land  Management, 
E-2841  Federal  Office  Building.  2800  Cot- 
tage Way,  Sacramento.  California  95825. 
on  or  before  July  18,  1977.  All  previous 
comments  submitted  in  connection  with 
the  withdrawal  application  have  been  in- 
cluded in  tlie  record  and  will  be  consid- 
ered in  making  a  final  determination  on 
the  application. 

In  lieu  of  or  in  addition  to  attendance 
at  a  scheduled  public  hearing,  written 
comments  or  objections  to  the  pending 
withdrawal  application  may  be  filed  with 
the  undersigned  authorized  officer  of  tlie 
Bureau  of  Land  Management  on  or  be- 
fore July  18, 1977 

The  above  described  lands  are  tem- 
porarily segregated  from  the  operation 
of  the  public  land  laws,  mcluding  the 
mining  laws  '30  U.S.C  .  Ch.  2*  and  min- 
eral leasing  laws,  subject  to  \-alid  existing 
rights,  to  the  extent  that  the  withdrawal 
applied  for.  if  and  when  effected,  would 
prevent  any  form  of  disposal  or  appro- 
priation under  such  laws.  Current  ad- 
ministrative     jurisdiction      over      the 
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segregated  lands  will  not  be  affected  by 
the  temporary  segregation.  In  accord- 
iUice  with  Section  204(g)  of  the  FederaJ 
Land  Policy  and  Management  Act  of 
1976,  the  segregative  effect  of  the  pend- 
ing withdrawal  application  will  termi- 
nate on  October  20,  1991,  unless  sooner 
terminated  by  action  of  the  Secretary"  of 
the  Interior. 

All  communications  (except  for  public 
hearing  requests'  in  connection  with  the 
pending  withdrawal  application  should 
be  addressed  to  the  undersigned.  Bu- 
reau of  Land  Management.  Department 
of  Liie  Interior.  Rcx>m  E-2841  Ftnleral  Of- 
fice Buildmg.  28(10  Cottage  Way,  SiUra- 
mento,  Califonua  95825. 

JO.AN  B.  RrsSELL. 

Chief.  LaJids  Section.  Branch  of 
Lands  and  Minerals  Operations. 

IFR  Doc  77-17003  FUed  6-14-77,8  43  ani  1 


.  M  34a75  1 
MONTANA 
Application 

JiNE  7,  1977. 
Notice  Is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  1 30  US.C.  185'.  as  amended  by 
the  Act  of  November  16,  1973  '87  Stat, 
576 1 ,  The  Montana  Power  Company  has 
applied  for  a  natural  gas  pipeline  right- 
of-way  for  a  4-ir..'h  lir.e  acro&s  the  fol- 
IcAirig  lands 

r*RINCir,\L    MiRIDUN,    Mo.NHNA 

T   2^  N  ,  R  20  E., 

Sec.  15.  NW'^NW:., 

This  pipeline  will  convey  natural  gas 
across  0.18  miles  of  public  huids  in  Blaine 
County,  Montana. 

The  purpo.se  of  this  notice  Ls  to  inform 
the  public  that  the  Bureau  wnll  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved  and, 
:f  so.  under  what  term.s  and  conchtions. 

Interested  persons  desiring  to  express 
tiicir  views  should  promptly  send  their 
naines  and  addresses  to  the  District  Man- 
ager. Bureau  of  Land  Management,  Bank 
Electric  Buildint,"  Drawe.-  1160.  Lewls- 
to'A-n    Montana   59457. 

Edg.ar  D    Stark, 
Acting  Chie^.  Branch  of 
Lands  and  Minerals  Operations. 

IFR  Doc  77-17008  mied  6-14- 77.8  45  am  1 


[NM30791I 
NEW   MEXICO 

Application 

June  8.  1977. 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leading  Act 
of  1920  <30  US.C.  185',  as  amenf.ed  by 
the  Act  of  November  16,  1973  iSJ  Stat, 
578 ' .  El  Pa.so  Natural  Gas  Company  has 
applied  for  one  4'2-inch  ruitural  gas 
pipeline  right-of-way  across  the  follow- 
ing ItUid : 


NOTICES 

New  Mexico  Principai.  MmmuN,  New  Mexico 

T  21  8  .  R.  26  E, 

Sec  32,  NW'^SW^. 

This  pipeline  will  convey  natural  gas 
across  0.157  of  a  mile  of  public  land  in 
Eddy  County,  New  Mexico. 

The  purpose  of  this  notice  Is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  w  hat  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  prompily  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management.  P.O. 
Box  1397.  Roswell,  New  Mexico  88201. 

Feed  E.  Padilla, 
Chief,  Branch  of  Lands  and 

Minerals  Operations. 
[FR  Doc  "7-17014  PUed  8-l*-77;8:46  am] 
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[NM  30781   and  30782] 

NEW   MEXICO 

Applications 

June  8,  1977. 

Notice  LS  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  '30  U.SC.  185'.  as  amended  by 
the  Act  of  November  16.  1973  (87  Stat. 
576  ' .  Northwest  Pipeline  Corporation  has 
applied  for  three  4'2-mch  natural  gas 
piplme  rights-of-way  across  the  follow- 
ing lands 

N'F.vv  Mexico  PauiciPAi.  Meridiam, 
New  Mexico 

T   31  N  .  R.  5  W  . 

Sec.  9.  NW'4NWi4. 
T   32  N  .  R.  7  W,, 

Sec.  35.  NE1.4SWV4. 
T    32  N  ,  R,  8  W., 

Sec    29.  WUSE'^ 

Tliese  pipelines  wiii  convey  natural 
gas  across  0  543  of  a  mile  of  public  lands 
in  Rio  Arriba  and  San  Juan  Counties, 
New  Mexico. 

The  purpose  of  this  notice  Ls  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  w  heth.er 
the  applications  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management.  P  O. 
Box  6770,  .Albuquerque,  New  Mexico 
87107. 

FRilD  E.  Padilla. 
Chief,  Branch  of  Lands  and 

Minerals  Operations. 

[PR  Doc,77-17015  FUed  6-14-77;8:45  am) 


[NM  30773,  30775,  30776.  30777,  30778,  30779 

and  30792] 
I 
/  NEW   MEXICO 

Applications 

Junk  8,  1977. 

Notice  is  hereby  given  that,  pursuant 

to  section  28  of  the  Mineral  Leasing  Act 

of  1920  (30  U.S,C,  185),  as  amended  by 


the  Act  of  November  16.  1973  '87  Stat 
576),  El  Paso  Natural  Gas  Company  has 
applied  for  seven  4''2-inch  natural  gas 
pipeline  rights-of-way  across  the  fol- 
lowing lands: 

Nirw  Mexico  PEiMcrp.iL  Meridian, 
New  Mexico 

T.  29N.,  B.  8  W., 

Sec.  8,  SWi4SE'4; 

Sec,  15,  SW'/4SEi4; 

Sec.  26.  NW>4SEi4. 
T,  30  N.,  R.  9  W.. 

Sec.  18.  NW14NE14  and  NEi4NW'4. 
T.  31  N.,  R.  10  W., 

Sec.  17,  lots  3  and  5; 

Sec.  31,  lots  8  and  9. 
T.  31  N.,  R.  11  W., 

Sec.  10,  SW'/4NW>4. 

These  pipelines  will  convey  natural  gas 
across  0.874  of  a  mile  of  public  lands  in 
San  Juan  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding with  consideration  of  whether 
the  applications  should  be  approved,  and 
If  so,  under  w.hat  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  Uieir 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management.  P.  O. 
Box  8770,  Albuquerque,  New  Mexico 
87107. 

Fred  E.  Padilla. 
Chief,  Branch  of  Lands  and 

Minerals  Operations. 

[PR  Doc.77-17013  FUed  6-14-77; 8  45  am] 


[NM  3076!    and  30784] 

NEW   MEXICO 

Applications 

June  7,  1977, 
Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  (30  use.  185 >.  as  amended  by 
the  Act  of  November  16,   1973   '87  Stat 
576) ,  El  Paso  Natural  Gas  Company  has 
applied   for  one   412-inch   and  one   20- 
Inch  natural  gas  pipeline  rights-of-way 
across  the  following  lands : 
New  Mexico  PRXNCit  .^l  Meridian,  New  Mexico 

T.  30N.,  R.  10  W., 

Sec.  10,  lots  15  and  16; 

Sec.  15,  lots  1  and  2, 
T.  30  N.,  R.  14  W.. 

Sec,  7,  NViSW'A  and  SWV4SW>4 
T.  30  N.,  B.  Ifi  W., 

Sec.  12,  SEViSEU: 

Sec.    13,    N'/iiNE:4,    SWI4NE'*    and    ^'W^^ 
SE14: 

Sec,    24,    N!2NW/4,    SW^NW^    and    Wi^ 

swy,; 

Sec.  25,  NW>4NWVi- 

These  pipelines  will  convey  natural  gas 
across  3.062  miles  of  public  lands  m  San 
Juan  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  infcrni 
the    public    that    the    Bureau    will    be 
proceeding  with  consideration  of  whether  ■ 
the  applications  should  be  approved,  and 
If  so,  under  whj,t  terms  and  conditions 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management,  P.O. 


Box    6770,    Albuquerque,    New    Mexico 
87107. 

Fred  E.  Padilla, 
Chief.  Branch  of  Lands  and 
Minerals  Operations. 

IPR  Doc.77-17012   PUed  6-14-77:8:45  am) 


.VM   3C788 ' 

NEW   MEXICO 

Application 

H  June  7.  1977, 

Notice  I5  hereby  given  tiiat,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  1.30  U.SC.  185; .  as  amended  by 
the  Act  of  November  16,  1973  i87  St,^t. 
5761 ,  El  Paso  Natural  G;i.<:  C&n:i>any  has 
applied  for  one  4  4 -Inch  natiiral  gas 
pipeline  right-of-way  across  the  follow- 
ing land: 
Nrw  Mrxico  Principal  Meridlan,  Nrw  Mexico 

T.  17S.,  R.  29  E  . 

Sec.  3 1.  N 4 NE  =44  and  SE  V4 NE  '4  . 

This  pipeline  will  convey  natural  gas 
across  0.591  of  a  mile  of  public  land  In 
Eddy  County.  New  Mexico, 

The  purpo.se  of  tliis  notice  Ls  to  inform 
the  public  that  the  Bureau  wlU  be 
proceeding  with  cor^ideration  of  whether 
the  application  should  be  approved,  and 
tf  so,  under  what  terms  and  cond:tlor_<; 

Interestd  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Letnd  Management.  P  O 
Box  1397,  Roswell,  New  Mexico  88201 . 

FItED  E.  Padilla. 
Chief.  Branch  of  Lands  ond 

Minerals  Operations. 

\rB  Doc  77-17011  PUed  6-14-77,8  4f  am] 


(NM   30783. 
NEW   MEXICO 

Application 

Jimi  7,  1977, 

Notice  Is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing 
Act  of  1920  ^30  U.SC.  185 1,  as  amended 
by  the  Act  of  November  16.  1973  '87 
8tat.  576) .  Northwest  Pipeline  Corpora- 
tion has  applied  for  four  4^ -Inch 
natural  gas  pipeline  rights-of-way  across 
the  following  land : 

New   Mfxiixj   Phincipal   Mfridian, 
New-   Mzxiro 
T  32  N  .  R   11  W.. 
Sec  8.  lot  2: 

Sec     17.  KEi4NE'4,    NE>4NWi.4.   SK'-^SW^^ 
and  SWI4SEI4 

These  pipelines  will  convey  natural 
gas  acro.ss  0.412  of  a  mile  of  public  land  to 
Saji  J'oan  Countj-,  New  Mexico, 

The  purpose  of  this  notice  Is  to  tnf  onn 
the  public  that  the  Bureau  wUl  be  pro- 
ceeding with  conslderatlCHa  of  whether 


trie  application  should  be  approved,  and 
if  so,  under  w;iat  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man- 
ager, Bureau  of  Land  Management,  P.O. 
Box  6770  Albuquerque,  New  Mexico 
87107. 

Fr£D  E.  Padilla. 
Chief  E'-anch  of  Lands  and 

Mir.:,  rals  Operations. 

[PR  Doc.77-17010  PUed  6-14-77;8:45  am]  • 


|NM  30760,  30763,  30764,  30766, 

S076T  and  SPTCT] 

NEW   MEXICO 

Applications 

June  7,  1977. 
Notice  Ls  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing 
Act  of  1920  '-30  U5.C,  185  .  as  amended 
by  the  Act  of  November  16,  1973  >87 
Stat.  576',  El  Paso  Natural  Gas  Con:- 
pany  has  applied  for  six  4  ■  .-fcch  natural 
gas  pipeline  rights-of-way  across  the 
following  lands 

Nl-»-    Mt.MCO    P^tSCVPM.   MeridIam, 
Nevf    ME-XICO 
T  Si  N    R   10  W.. 

6«c.  9.  lot  12. 
T  S2  N,  R  11  W.. 

Sec  23   N!-SEV4: 

Sec,  25.  Nu^N-WVi: 

S©.:   26.  N~SE--4  ard  SWV^SEiii: 

Sec   28.  SV.  :.,SE:4 

Sec  34,  SW»hNWi,4 

These  pipelines  will  conver  nat-oral 
ras  across  0.720  of  a  mile  of  public  land." 
In  San  Juan  County,  New  Mexico 

The  p'jrpose  of  thL':  notice  is  to  Inform 
the  public  that  the  Bureau  will  be  pro- 
ceeding wit-h  consideration  of  whetxier 
the  applications  should  be  approved,  and 
U  so,  undtr  what  temi.=  and  conditions. 

Interested  persons  desirii'.g  to  express 
their  views  should  promptly  ser.d  their 
name  and  address  to  the  DL<:tr;v ;  Man- 
ager, Bureau  of  Land  Mar.;u;tnicnl,  P.O. 
Box  6770  .Mbuquerquf  New  Mexico 
87107. 

Pfzd  L    Padilla. 
Chief,  E'-anch  0:  Lands  and 

Minerals  Operations. 

[PR  Doc. 77-17009  PUed  6-14-778:45  am) 


Rsh  and  Wildlife  Service 

ENDANGERED   SPECIES   PERMIT 

Receipt  of  Application 

Notice  Is  hereby  given  that  the  follow- 
ing application  for  a  permit  L«:  deemed  to 
have  been  received  under  section  10  at 
the  Endangered  Species  Act  0^  1973 
(Pub.  L.  95-205 ' 

Applicant.  J.  Stephen  McCuBker  Waab- 
tugtan  Part  Zoo,  4001  S.W.  Ctnyon  Boa<l. 
Portland.   Oregon   8722".. 
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n(>.V)2 


NOTICES 


CtPAfiTI'.:  '  ^f  THE  tMTfSIOB 
^.-' "  '7'^^        i.s.  piSR ..-  ritouff  :EJ»tCE 

\'C^  i\\      FEDERAL  V'JA  HHD  r^CLTc 
'■^-  :^^:J     UCEfJSE;P£I>:'.]T  .^??LICAi;jH 


J.   Stephen  McCusVer,  Ceneral  Curator 
WashingtJa  Park  Zoo 
iiOOl  SW  Canyon  Road   '■ 
Portland,  Oregon  97221 


4.  tr  "APPLicAur-  ij  AH  woiviemi-  cxplcte  tme  followinoi 


qmr.  □mm.  □«!«  n*"- 

tiEKMT 

«E10»1T 

CMteOFBOITH 

COLOR  HAIR 

COLUnETEl 

PHONE  NUMBCR  mene  EMP'.orco  social  SECurarr  nuuser 

OCCUPATIOM 


ANY  BUSINESS.  ACENCy.  OR  INSTITUTIOnAI.  AFFILIATION  HAVING 

TO  OOWITN  TME  WILDLIFE  TO  Dt  COVERED  BY  THIS  LlCENSE/FERdlT 


(.  LOCATION  WML*.-  P^iOPOSED  ACTIVITY  1}  TO  OE  CONOOCTEO 

shipped  froa  Washington  Park  Zoo,  4001  SV 
Canyon  Rd.,  Portland,  OR  97221,  to 
KIch  Ken  Breeding  Farm,  01314  Charlevoix 
St.,  Montreal,  Quebec  1I3K  279  Canada 


t.  CER1IFiE3  C"ECH  CR  MONEY  0R7ER  M  «,pr.c«t/rj  PAi'AQLE  TO 
1ME  U.S.  Fish  AN3  KILOLIFE  SERVICE  ENCLOSEC  IN  AMOUNT  OT 

»50  CFR  13.11  Individual  ba.sls 


OmO  no.  AiJIICW 


1.  APPLICATION  FOR  (•»  «.!,  at..! 

I  r  »»0*T  0»  exMRT  LICCNl* 


I.  BRIEF  DESCRIPTION  OF  ACTIVITY  FOR  KHICM  RCOUESTEO  LICENIS 
OR  PERMIT  11  NEEOta       ^  ..         ,  ,  ,, 

to  ship  1  male  golden 
cat,  Fella  temalnckl,  to  Ittch  Ken 
Breeding  Faras,  Montreal,  Quebec,  Canada 


S.  IF  •■APPLICANT"  IS  A  EtJSiKESS.  CQR^O^ATON.  PUBLIC  AGENCY. 
OR  INSTITUTIOW.  COMPI.CTE  THE  FOLLOWING; 

EXPLAIN  TYPE  OR  KINO  OF  BUSINESS.  AGENCY.  OR  INSTITUTION 

Municipal,  non-profit  zoological  park 
dedicated  to  education,  family  recreation, 
conservation  and  scientific  enrichment 


•<A*1E.  TITLE.  AND  PHONE  NUMBER  OF  PRESIDENT,  PRINCIPAU 
Of  riCER.  a  RECTOR.  ETC. 

Warren  Illff .  Director  -  fS03)  226-1561 


IF  "APPLICANT"  IS  A  CORPORATION,  INDICATE  STATE  IN  WHICH 
INCORPORATED 


7.  DO  YOU  HOLD  ANY  CURRENTLY  VALID  FEDERAL  Fl»1  AND 
WILOUFE  LICENSE  OR  PERMIT^  Gl  ^^  Q  **® 

PRT-2-0125-PT 


B.  IF  REQUIRED  BY  ANY  STATE  OR  FOREIGN  GO'.'ERNMENr,  00  YOU 
HAVE  THEIR  APPROVAL  TO  CONDUCT  THE  ACTIVITY  YOU 
PROPOSE?  5^  YEJ  3  HO 

(H  /*«,  f.'al  /•niA'ctiMt  va^  tjr^  tt  J»cmmtiii»l 

pending  -  they  are  In  the  process  of  getting 
their  permit 


10.  OESiREO  EFFECTIVE 
OATC 

Immediately 


II.  DURATION  KEEOEO 


120  daya 


II.  ATTACHM£ST5.   Th-E  I»!:CiF!C  INFOrwATION  rta-JIRSD  F?R  T«E  TYPE  OF  L'CEf^^E/PEPMiT  ntOUESTEO  f5ef  SO  CFJT  /J.;'"W)  »«J$T  SC 
ATTACHED.  IT  CJNSTiTuTLS  AM  INTEGRAL  PART  OF  THIS  APPLICATION.  LIST  SECTIONS  OF  30  C'R  U-iS.R  WHICH  ATTf.CH-iENTI  ARS 
PROVIDE  D. 


CERTiriCAliO!! 

I  HERFBY  CERTIFY  TIUT  I  HAVE  RE*B  AND  AH  FAMILIAR  WITH  THE  RECUIATIOMS  COIITAIKFO  IH  TITLEiO.  PART  13.  OF  THE  CODE  OF  Ff.DCIUU. 
RtCULATICMS  AHO  THC  OTHER  APPLICAW-E  PARTS  W  SUDCHAPIES  B  OF  OlAPTER  I  OF  TITLE  ».  AHD  I  FURTHER  CERTIFY  THAT  THE  INFUfc 
MATIOH  SUIliltTES  IN  THIS  APPLICATICM  FOR  A  LlCEHiE,  PERMIT  li  CCUPLETE  AND  ACCURATE  TO  THE  EtST  OF  liT  mawLEDGE  AHD  BELIEF. 
I  UlipEKiTAND  THAT  AWT  FALSE  >7ATE~EHT  HEREIH  MAT  SUgJCCT  >lE  TO  TlIC  CaiMf.-.AL  PENALTIES  OF  H  U.S.C  1301. 
"SieNATvnE  (h'uili    ~     '"       --V-    -  ^.-^  y^'  ~  iOATf 


W'74l 


■^ 


•^ )  Jfhc^  1-1- 


GPO  IIS.Zll 


(1)  1  male  golden  cat,  Felis  temmincki  to 
be  shipped  to  Canada.  Age:  born  In  captivity 
on  22  May  1976. 

( 2 )  Born  1  n  captivity. 

(3)  N  A. 

(4)  Born  at  Wa,shingtoi»  Park  Zoo.  Port- 
land, Oregon.  97221.  U.S.A. 

(5)  Mich  Ken  Breeding  Farm,  01314 
Charlevoix  St..  Montreal.  Quebec  H3K  279 
Canada. 

This  institution  has  a  history  of  success- 
fully housing,  breeding  and  maintaining  a 
large  number  of  exotic  animals  Including 
felines. 

(6)  (1)  Presently  hou.sed  In  suitably  sized, 
sanitary  encloBure. 

(11)  The  Washington  Park  Zoo  personnel 
have  successfully  raised  this  species  In  cap- 
tivity. 

(ill)  We  are  willing  to  cooperate  with  or 
assist  In  any  breeding  programs  and  or  stud 

t>x>k  cxm-erninK  this  upectes 


(Iv)  Transportation  time  for  this  animal 
will  be  less  than  12  hours  of  crate  time.  It 
win  be  shipped  in  a  crate  strong  enough  to 
confine  It,  and  large  enough  to  allow  total 
posture  variation.  Water  wUl  not  be  neces- 
sary If  the  flight  schedule  is  kept;  however, 
a  wat«r  pan  and  access  hole  will  be  avail- 
able should  the  animal  be  delayed  In  route. 

(V)  No  serious  health  problems  have  been 
realized  with  any  of  our  felldae.  A  few  new- 
boms  have  been  lost  as  a  result  of  birth 
trauma  and  neglectant  parents;  however,  no 
pathogens  were  found  on  post-mortem.  Ear 
mites  have  been  realized  In  some  of  oxir  cats 
and  have  been  successfully  treated. 

(8)  (1)  To  ship  a  male  golden  cat  to  an- 
other facility  for  breeding  purposes. 

(11)  To  be  housed  with  the  same  species 
of  opposite  sex,  under  preferred  manage- 
ment techniques 


(Ui)  Captive  breeding  of  this  species  Is 
important  In  trying  to  keep  the  species  ex- 
tant. 

(Iv)   No  disposition  Is  planned 

Documents  ;ind  other  information  sub- 
in. ited  in  connection  with  this  applica- 
tion are  available  for  public  impectlon 
during  normal  bujsmes,s  hours  at  the 
Service's  office  in  Room  512,  1717  H 
Street.  NW..  Washington.  D.C, 

Interested  persons  may  comment  on 
this  application  by  submitting  wTitteii 
data,  views,  or  arguments,  preferably  m 
triplicate,  to  the  Director  iFWS,  WTO  - . 
U.S.  Ft<;h  and  Wildlife  S<;'rvice,  Washing- 
ton, D.C.  20240.  ThL'^  application  has 
been  assigned  File  Number  PRT  2-772- 
C07.  please  refer  t.o  thLs  number  when 
.submitting  comments.  All  relevant  com- 
ments received  on  or  oefore  July  15.  1977 
wai  be  cor^'^idered. 


NOTICES 

Dated:  June  10,  1977. 

Donald  G.  Donahoo, 
Chief,  Permit   Branch.   Federal 
Wildlife    Permit    Office.    US 
Fish  and  Wildlife  Service. 
IPR  EKX'. 77-16968  Filed  6-14-77;8:4o  am> 


ENDANGERED    SPECIES    PERMIT 
Receipt  of  Application 

Notice  is  hereby  given  iJiai  uie  foUow- 
ing  application  for  a  permit  is  deemed 
to  have  been  received  under  section  l(f 
of  the  Endangered  Species  Act  of  1973 
iP.L.  93-205). 

Applicants:  William  L.  Pfleger.  Missouri 
Department  of  Conservation.  Pish  and  Wlld- 
Ufe  Research  Center.  1110  College  Avenue, 
Columbia.  Mls.sourl  65201. 


KPiWTOEMT..  fHE  INTERIOR 
I.S.  FISH  txD  riDiir;  snricc 


f^^f  T^  V      FEDERAL  RSH  AKO  WILDLIFE 
^^^^/     UCEHSE/PERMITAPPUCATON 


\.   APPLICATION  F0«  Um4 


I  TlMPCHT  Oa  CfcPOr'T  UCtNSC 


0' 


William  L.  Pflleger 

Missouri  Dept.  of  Conservation 

FiEh  &  Wildlife  Rese-irch  Center 

1110  College  Ave. 

Columbia,  Missouri  65201 


4.  W  "APPUCANT-  IS  *X  INgiyiDutU  COMPLETE  TME  FOLUOWtttO: 


i.    B''  EF  DtiCRiPTiCW  OF  ACiw-lTY  FOR  WHrCX  KCQUtiTEU  LICtN.VC 
0«l  PCfMIT  ISnCCOCO.  ^     ■ 

The  collecting  of  the  Htggins  eye  pearly 
■cssel,   I^mpsilis  higginsi,  by  myself, 
Fisheries  Biologist  Alan  Buchanan,  and  an 
•  Bsistant  not  yet  hired,   for  the  purpose 
o£  scientific  research. 


AGENCY. 


%,  IF  "APPUCANr*  IS  A  BL'S  >^CSS.  CORPO»ATI0»4.  ^c&~ 

OA  |NSnT\jTK>N.  COMPLETE  TMt  FOULOWWIOJ 
tXPUAIN  TYPE  OR  KINO  OF  OUSINEM,  AOeNCY.  OR  IHSTITUTKX 


PHONE  WUMBEO  WHERE  EW.'LOrED  'iOCIAL  SECURITY  N1.MBCR 

314/4A9-3761  I _  _  2_74-28^m4 


OCCUPATION 

Senior  FisherlegReEearch  Biologist 


ANY  8USiNC55,   AGENCY,  OR  INSTITUTIONAL  AFFILIATION  HAVING 

TO  DO  Wl-~  THE  WILDLIFE  TO  BE  COVERED  BY  TMIS  UCENSE,  PE<»«T 

Missouri  Dept.   of  Conservation 

Fish  &  Wildlife  Research  Center 

1110  College  Avenue 

Columbia,  Missouri  65201 


».  UOCATIOM  WHERE  PSOPOSEO  ACTIVITY  l»  lO  BE  COhCAJCTEO 

Scientific  collecting  In  the  Meranec 
Klver  Basin,  Missouri. 


:.  TITLE,  AN2  PMONt  NUMBER  OF  PHCSlO&IT.  PRlhC'FAL 
OFFICER.  DIRECTOR.  t'C. 


W  "APPLi.-ANT"  IS  *  CORPORATION,  mO*CATC  STATe  IN  WHICH 
»«CORP0*l»  TEO 


>.  00  YOL  HOLD  ANY  CURRENTLY  VAL'D  FEDERAL  F;&<  ANU 
WILDLIFE  UCENSE  OR  Pt'»<,Tl  C'ES  Z^  WC 


\a.  ATTACHMENTS,   THE  SPECIFIC  ■HFORMATK^.REQ^iREC  FOR  THE  TYPE  OF  ^^':-l^,^^ ^^^"^^;r!^'Jrlli^:::^{l^ 
ATTACHED,  IT  CONS-TUTES  AM  ».Tt<i«AL  PART  OF  TMU  APPUCATtON.  L'JT  ILCTiOKS  OF  SO  CFH  WDER  IHICH  A  TT  AC-«»f.  T  3  AHt 


lb  CERTIREO  CHECK  OR  MONEY  ORDER  («  VFliuk'tJ  PAYABLE  TO 
TMB  U.S.  FISH  ANC  WILDUFE  SERV>CE  EHCLOStO  IN  AMOUHT  OF 


%,   IF  PKOUiRED  BY  ANY  iT>'C  C«  fCRCliX*  OCVtWiMES''    DC  '^^ 
HAVI  TXEW  APPROVAL  'C  CONDUCT  T>«  ACXVITY   -OL 
W«0POSE7  C  TX5  ^.  WO 

W/u,  li|i,Nri.^.',.'>  •♦<  '•>•  •    •ot«r«i»J 


W.   OCSIR£E  EFFECTIVE 

Joly  1,   1977 


II,  DURATION  NEEDl,: 

2  years 


CdTnCATION 


reaUTIOKJ  AJ«>  THE  OTHEH  AP«JCABLE  PART5  M  SUtglAf  TER  »»<«AFTM  W.TTO^A. 

|0^1bTA>»  TSTAMTf  ALSe  JTATEMOrf  ICREIM  MT  WSJECT  tt  TO  TOE  aUte-JO.  PEKAtTlD  Of  H  Mi.C  WCl 

—  OATT 


Ar'!;2  5  1S77 


U"l»  I 


epo  w».*4r 


Following  Is  the  Information  required  un- 
der Section  17,22  of  Subchapter  B  of  Chapter 
:  of  Title  50  of  the  Federal  Regulations : 

1,  We  are  seeking  a  permit  to  collect  post- 
larval  forms  of  both  sexes  of  the  Hlggliis  eye 
pearly  mussel  (Lampsilis  hijfjnsil.  presently 
on  the  national  endangered  specle.s  list.  Col- 
lecting will  be  by  the  crowfoot  bar  or  brial, 
and  by  hand.  This  species  and  other,  non- 
endangered  species  will  be  collected  In  an 
attempt  to  determine  the  distribution  and 
abundance  of  mus.'^el  species  In  the  Meramec 
River  Basin.  Missouri.  As  few  of  the  above 
endangered  species  will  be  taken  a*  necei>Nary 
to  establish  It-s  presence  In  a  particular  mus- 
sel bed  Generally  only  one  or  two,  and  never 
more  than  Ave  Individuals  ol  the  specie.'-  will 
be  taken  per  bed, 

2,  The  animals  we  propose  to  collect  are 
currently  In  the  wild, 

3,  The  above  species  is  difficult  to  Identify. 
To  assure  accurate  identification  of  the  mus- 
sel!? collected,  specimens  from  each  .sample 
site  will  be  sent  to  a  nationally  recognized 
mussel  authority  for  positive  Wentlficatjon. 
Any  additional  Individuals  collected  from  the 
same  mussel  bed  win  be  immedisie'.v  re- 
turned to  the  rl\er 

4,  N'A. 

5  Missouri  Department  of  Conservaticn. 
F:sh  and  Wildlife  Research  Center.  1110  Col- 
lege Avenue,  Columbia,  Missouri  65201. 

6,  N  A, 

7,  Initial  contract  attached  The  Inliial 
contract  is  for  a  literature  search,  project 
planning,  and  a  Status  of  Knowlege  Report 
The  collecting  permit  Is  needed  for  the  sec- 
ond, field  phase  of  the  study,  for  which  the 
contract  has  not  yet  been  written, 

8,  (1)  Biologists  of  the  Columbia  Area  Of- 
fice, as  part  of  their  normal  duties  In  the 
management  and  protection  of  the  regions 
aquatic  resources,  sample  areas  of  the  Mera- 
mec River  Basin  to  locate  and  determine  the 
species  composition,  distribution,  and  abun- 
dance of  freshwater  mus,sels, 

(11)  Sampling  will  be  conducted  between 
March  and  November  at  selected  sites  Col- 
lection will  be  by  the  crowfoot  bar  or  brlal. 
and  by  hand. 

Oil)  By  knowing  the  distribution  and 
abundance  of  the  endangered  species,  we 
will  be  better  able  to  manage  and  protect 
them. 

(Iv)  Individuals  o^all  species  found  will 
be  kept  as  voucher  specimens  In  a  collection 
to  be  maintained  at  the  Pl.sh  and  Wildlife 
Research  Center  in  Columbia. 

Dc>cuir>enl<;  and  other  information  sub- 
n,;".«i  Ui  ccnnection  with  this  applica- 
tion are  available  for  public  Inspection 
during  normal  bu.<=ines.s  hours  at  the 
Services  office  In  Room  512.  1717  H 
Street  NW  ,  Waf^lilngton,  D.C. 

Interested  person.";  may  ccwnment  on 
tliLS  application  by  submitting  written 
data,  view-  or  ar^'uments,  preferably  In 
triplicate  U)  tiie  Ehrector  (FWS/WPO*. 
U.S.  Fish  and  Wildlife  Service.  Washing- 
ton D  C  20240  This  application  has  been 
assigned  File  Number  PRT  2-803-O7; 
please  refer  to  this  number  when  sub- 
mitting comments.  All  relevant  com- 
ments received  on  or  before  July  15  1977 
will  be  considered, 

I>,ited:  June  10,  1977, 

Donald  G,  Donahoc, 
Chiei    Permit  Branch.  Federal 
Wildlife    Pcrrriit   Office,    US. 
Fish  oTid  Wildlife  Service. 
|FR  Doc  77-18969  Piled  6-14-77:8:«  am) 
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ENDANGERED   SPECIES   PERMIT 
Receipt  of  Application 

Notice  is  hereby  given  that  the  follow- 
ing application  for  a  permit  Is  deemed 
to  have  been  reeeived  under  .section  10 


of  the  Endangered  Species  Act  of  1973 
iP.L.  9     205'. 

Applicant:  Alaji  M.  Springer.  University  oX 
Alaska,    IMt.     at    Life    Sciences,    Palrbanka, 

A:a.:ka  99701 


DEPARTkilNT  Cf  THE  1NTERIC8 
U  S  FlSa  «t3  «;iDUFE  'Ailiil 

FEDERAL  FISK  A.SO  WlLDUfE 
UCEN:E;7ERM1TAFPLICAT10N 


r*q**M«<J 


Alan  M,  Springer 
Division  of  Life  Sciences 
University  of  Alaska 
Fairbanks,  Alaska       99701 
(907)  l»79-75l'2 


4.    IF      APWLiCAMT"'  IS  AN  INCTytEXJAU  COI*PLET£  THE  FOLLOWlHai 


Qun.  □><«.  niius  n««- 

Mfc'OHT 

5 '10" 

170 

o»ie  OF  Burm 

13  August  19l«T. 

COtJMIMUII 

Drown 

COI_0R  CYU 

Blue 

PHONC  NUMBER  IVHERC  EMPUOVED 

(907)   l''57-75l»? 

iociAi.  iEcuwnr  number 

S?l-60-7'»0? 

OCCajPATlON 

Biolofflst 

AMY  OU&IMESS.  AGENCV.  OR  WSTITVTlONAL  AFFILIATION  MAVU40 

TO  DO  WITH  THE  «f)LOUFE  TO  BCCOVtHCO  BT  THIS  UCENSE/PEflMtT 


see  Attachment  1, 


ft.   LOCATION  IVHERE  PROPOSED  ACTIVITY  tS  TO  aC  C3NOi/CTEO 


see  Attachment  2. 


•.   clRTtFlCO  CmCCK  OR  MOnEV  ORDER /r/«r»tic«*(B)  PAYABLE   TO 
THE  U.S.  FISH  ANO  HILOLIFC  SLRVICE  CNCLOSEO  IN  AMOUNT  OF 

»  N.A. 


1.   APPLiCA  rtON  ^OR  ffudiMI*  MJf  M^ 


■MPOAT  on  CXMMT  UCENSC 


H' 


i.    B*<ieF  Ce.-CKlPTiON  OF  ACTIVITY  FOR  1*41  CH  REQUESTEO  UCEH^ 
OR  PEfVrflT  IS  NEEOCO. 

Peregrine  Falcon  investigations  ia 
Alaska  to  determine: 


a.  numbers 

h.  reproductive  success 

c.  habitat  availability 

d.  food  habits 

e.  pollutant  residue  burdens 

f.  egg  shell  thicknesses 


i   IF  "APPLICANT"  IS  A  BU5^^^E^.S.  CQRPQWATlOM.  PUBLIC  ACEMCY, 
OR  INSTinjTiQW.  COMPLETE  THE  FOLLWnWO* 


EXPLAIN  TYPE  OR  KINO  OF  BUSINESS,  AC6.NCY,  OR  INSTITUTION 


N.A< 


NAME.  TITLC,  AHO  PHO^E  NUMBER  OF  PRCSIOeNT,  PRINOPAC 
OFFICER,  DIRECTOR,  ETC 


IF  "APPLiCANr*  (S  A  CORPORATION,  INDICATE  STATE  IN  WHICH 
INCO«PORATEO 


7.   OO  YOU  MOLO  ANY  CURHENTLY  VALIDFEO^RAL.  FISH  AND 
WILDLIFE  LICENSE  OR  PERMITT.  "Q  VE*  Q  NO 

(If  /■«,  ti4t  /lewi**  or  p*rmii  mwmkorml     , 

.     PRT  2 -179 


e.   IF  REQUIRED  BY  ANY  STATE  OR  FOREIGN  GOVERNMENT,  OO  YOU 

HAVE  THEIR  APPROVAL  TO  CONDUCT  THE  ACTIVITY  YOU 
■     PROPOSET.  □  YES  ^  HO 

(1/  /•«,  Hal  iwrit^ctivma  amd  f/F«  •/  d^cumtaUt 


.   OESiREO  EFFECTIVE 
GATE 


1  July  197T         lJul77-30Jun76 


II.  DURATION  NCCDEO 


2.    ATT*C*tMCj^TS.    The  S»»tClFIC  INFO*»«A  TKJ**  REQUlf^O  f  OR   TmE  TYPE  OF  LICENSE/PE  F**l  T  PE0U£5TE0  IS**  M  Cf  It  t  J.I  2tkit  *^'IT  OC 
ATTACXEO.  IT  CWiiflTUTElAH  INTE5RA1.  PART  CF  THIJ  APPUCATION.  LIST  SECTIONS  OF  SO  CFR  UNDER  «HIC«  ATTAOWENTS  ARC 

movioeo. 
Section  17.22;  to  cover  prohibitions  listed  xmder  paragraph  C  parts  3il  and 
"^iii   and  nara/iiraph  d(l),   section  17.21  ■ 


CERTiriCATlOH 

I  MC»€»T  CERTI'^T  THAT  I  HiVE  RE«0  AMO  k»  FlulLUR  WIW  TliE  RECULiTIONS  CONTAIHED  W  TITIE  SO.  PART  IJ.  OF  THE  COOE  OF  FEDERAL 
RCCULATIONS  AND  TME  OTHER  APPLiCABtE  PARTS  IN  SUBCHAPTER  B  OF  CHAPTER  1  Of  TITLE  M.  AND  I  fURIMER  CERTIFT  THAT  TME  INf OR. 
«A1IUM  WBHITIEDIN  THIS  APPLICATION  FOR  A  LICEHl&PERulT  IS  COlPLETE  AND  ACCURATE  TO  1HE  BEST  OF  MY  KNOVLEDCE  ANO  BEUEF. 
I  UNOtRVTAND  THAT  ANT  FALSE  STATEMENT  HEREIN  HAT  SUBJECT  ME  TO  1XE  CRIMINAL  PENALTIES  OF  It  U.S.C  IMI.  


S^M  77].  S^^^-^^jf 


The  information  contained  In  this  attach- 
nrient  applies  to  part  17.22.  Title  60,  Code  of 
Federal  Regulations  as  amended  26  Septem- 
ber 1975. 

1.  Species;  Peregrine  Falcon  (Falco  pere- 
grinus  anatum  and  F.  p.  tundrius) . 

Activity: 

A.  To  suri'ey  the  Alaslcan  portion  of  the 
Procuplne  River  for  Peregrine  Falcons;  to 
evaluate  nesting  habitat  and  locate  active 
and  known  historical  nest  sites;  to  acquire 
data  on  current  productivity  Including  clutch 
size,  brood  size,  hatching  success  and  fledging 
s'i<cess. 

B  To  survey  the  lower  Yukon  River  for 
peregrine  nesting  habitat;  to  locate  nesting 
pairs  and  nesting  .sites 

C  To  receive  and  salva«;e  addled  eggs,  dead 
young  and  dead  advilt  Peregrine  Falcons 
found  In  Alaska. 


D.  To  analyse  Peregrine  Falcon  tissues  sal- 
vaged In  Alaska  for  environmental  pollu- 
tants. 

E.  To  receive  and  salvage  Peregrine  Falcon 
prey  remains  found  In  Alaska. 

2.  All  birds,  their  eggs  and  their  young 
which  will  be  studied  are  in  the  wild. 

3.  All  surveys  and  salvage  activities  will  h» 
conducted  In  a  manner  which  will  Insure 
that  harrassraent.  injirry,  death  of  rfemoval 
from  the  wild  of  all  living  adult  birds,  their 
viable  eggs  and  their  living  young  does  not 
occur.  Addled  eggs,  dead  young  and  dead 
adult  birds  will  be  salvaged  when  possible. 

4.  N.A. 

5.  Prey  remains  will  be  identified  kt  th» 
Division  of  Life  Sciences.  University  of 
Alaska,  Fairbanks,  Alaska,  and  will  be  placed 
in  the  custody  of  the  curator  Terrestrial  Ver- 
tebrates XPollectlon,  University  of  Alaska  Mu- 


geum.  University  of  Alaska.  Fairbanks,  AlEiska, 
Pollutant  residue  analysts  will  be  naade  at 
the  University  of  California,  Bodeg-a  Marine 
Laboratory.  Bodega  Bay.  California,  and  at 
the  Lawrence  Berkeley  Laboratory.  Uuiver^ity 
of  California,  Berkeley,  California. 

6.  N-A. 

7.  Support  is  being  sought  from  the  XfS. 
F^h  and  Wildlife  Service  and  the  Bureau  of 
Land  Management.  Limited  personal  contri- 
butions have  also  been  made. 

8.  Methods: 

A.  Ground  surveys  of  the  porcupine  River 
will  be  nmde  between  its  mouth  and  the  Ca- 
nadian border  during  the  period  1  June-l 
September.  The  surveys  will  be  conducted 
from  a  rlverboat  or  raft  and  from  foot.  Nests 
will  be  viewed  from  distant  vantage  points 
whenever  possible.  When  this  is  not  prac- 
ticable, one  investigator  will  rope  down  be- 
side the  nest.  This  method  will  also  be  used 
to  salvage  speciment  material.  No  visits  to 
nests  will  be  attempted  until  the  eggs  have 
hatched  and  the  young  are  therrnoregruiatory. 
No  nests  will  be  visited  more  than  once  dur- 
ing occupancy;  however,  certain  nests  may 
be  revisited  after  all  young  have  fledged  so 
that  additional  specimen  material  may  be 
salvaged.  Surveys  of  the  Porcupine  River  will 
be  in  cooperation  with  a  general  patro!  of  this 
drainage  by  Mr.  Vlrgtl  James.  Special  .A^'ent  In 
Charge.  U£.P.W,S.  Division  of  I>aw  Enforce- 
ment. Fairbanks,  Alaska. 

B.  An  aerial  survey  of  the  lower  Yukon 
River  from  Tanana  to  Mountain  Village  will 
be  made  between  1  June  and  1  September. 
The  survey  vrill  be  conducted  from  a  fixed- 
wing  aircraft,  the  flight  path  of  which  will 
be  far  enough  from  the  nest  sites  to  avoid 
harassment  of  young  adult  blrd.s.  The  survey 
of  the  Yukon  River  will  be  made  In  cooper- 
ation with  Mr.  Don  Frickle,  Refuge  Manager, 
Clarence  Rhode  National  Wildlife  Refuge. 

C.  Dead  young  and  dead  adult  peregrines 
will  be  frozen  Intact  until  analysed.  Contents 
of  addled  eggs  will  be  stored  in  precleaned 
glass  containers  and  frozen.  Care  will  be 
taken  to  Insure  that  egg  shells  remain  in- 
tact so  that  shell  thickness  determinations 
can  be  accurately  made.  Qualitative  and 
quantitative  analyses  of  pollutant  residues 
win  be  made  using  gas-liquid  chromatog- 
raphy and  mass  spectrometry. 

D.  Prey  remains  will  be  salvaged  from 
throughout  the  state  wheoiever  possible  and 
will  be  identified  using  standard  taxonomlc 
keys  and  preser^'ed  material. 

Justification 

Arctic  and  subartlc  peregrines  are  depend- 
ent In  large  measure  on  the  protection  af- 
forded them  by  the  Inaccessibility  of  much 
of  their  habitat.  Current  state-wdde  trends  in 
resource  development  could  easily  Jeopardize 
this  advantage.  Efforts  should  be  made,  there- 
fore, to  Identify  all  portions  of  the  State  in 
which  peregrines  might  be  foiind  so  that  they 
will  be  given  proper  consideration  in  land 
use  planning  decisions.  A  considerable  body 
of  data  is  available  concerning  peregrines  on 
the  upper  and  middle  sections  of  the  Yukon 
River.  However,  little  Information  exists  on 
the  numbers  or  status  of  birds  along  the 
lower  portion  of  this  river  or  en  the  extent 
and  quality  of  habitat  found  there.  The  sur- 
vey which  we  propose  for  the  lower  Yukon 
will  increase  our  knowledge  of  peregrines  In 
th.it  area  of  Alaska. 

The  general  health  and  stability  of  .Ala.sk.\n 
peregrines  vary  from  one  population  to  an- 
other. A  strong  relatlon.sh\p  appiears  to  exist 
between  the  current  status  of  ditfereiit  papu- 
lations and  the  levels  of  certain  environmen- 
tal poUutEints.  principally  DDE,  which  are 
found  in  eggs  and  tissues  of  birds  from  the 
various  groups.  Among  the  factors  which 
prol>ably  contribute  to  the  pollutant  bur- 
dens which  any  population  carries,  the  rela- 
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live  trophic  position  of  the  population  as  a 
whole  may  be  one  of  the  most  Important 

Peakallet  al,  (1975)  suggested  that  tundra 
peregrines  will  no  longer  neet  on  the  Colvllle 
River  by  1980  if  the  current  rate  of  decline 
continues.  Reproductive  failures  have  been 
common  (Peakall  et  al,  1975)  and  shells  ai 
eggs  laid  bv  peregrines  along  thi.-,  nver  aver- 
aged 21,7  percent  thinner  than  eggs  laid  be- 
fore wide  spread  use  of  DDT  began  (Cade 
et  al  1971) .  A  reduction  In  eggshell  thickness 
of  20  percent  or  more  has  been  a.ssc^ciated 
with  other  population  declines  (Anderson 
and  Hlckey  19721  Anatum  peregrines  In  the 
interior  are  nearly  extinct  alone  the  Tanai.a 
River  although  they  appear  to  be  relatively 
healthv  on  the  upper  Yukon  River  and  its 
major  "tributaries  above  Cucle  i  Whlt«  and 
Cade  19751.  Eggs  from  interior  peregrine-- 
contained  an  average  of  673  ppm  DDE  (com- 
pared  to  889  ppm  in  eggs  from  tundra  birds) 
and  shells  averaged  16  8  percent  thinner  than 
pre-DDT  eggshells  (Cade  et  al.  1971 )  Popula- 
tions of  Peale's  peregrines  from  the  Aleutians 
are  comparatively  stable  (Whlt^  et  al  1971  K 
DDE  levels  In  eggs  from  these  birds  were 
lower  (167  ppml  and  eggshell  thicknesses 
averaged  only  7,B  percent  less  than  normal 
(Cade  et  al.  1971) 

.Aleutian  peregrines  are  resider.t  o"  ^^e 
islands  and  feed  primarily  on  alclds  «>  that 
their  pollutant  residue  burdens  are  probably 
ofm^ne  origin  (White  et  al.  1971  )  Tundra 
and  Taiga  peregrines  are  both  long  distance 
migrants  and  are  probably  exposed  X<^  higher 
and  more  variable  pollutant  levels  through- 
out the  vear  These  levels  may  be  genera  ly 
different."  however,  for  the  two  subspecies 
depending  upon  what  thev  «^f_^Wblte  and 
Cade  (197n  have  provided  considerable  data 
on  prev  of  tundra"  pereerines  from  the  Col- 
vllle River  Rather  less  information  is  cur- 
rentlv  available  on  food  habits  of  interior 
pereCTlnes  (Cade  1960;  Springer  and  Rose- 
neau  unpublished  data:  Mossop  unpublished 
data)  and  conclusions  should  be  made  care- 
fully concernins  the  similarity  of  prey  taken 
bv  the  two  populations.  Additional  data  are 
needed  to  help  elucidate  the  trophic  relatlon- 
shlns  between  these  subspecies 

Except  for  the  Tanana  River  birds.  Interior 
peregrine  populations  anpear  to  be  maln- 
ta'nlne  relatlvelv  good  health  even  though 
pollutant  burdens  are  high  and  their  egg- 
shells are  danc-erouslv  thin.  Because  less  in- 
formation on  the  Porcupine  River  Is  available 
than  for  other  lnT.erlor  regions  and  because 
the  Porcupine  River  supports  a  substantial 
number  of  breeding  pereerlnes,  additional 
dat«  on  the  status  of  these  birds — their  num- 
bers, productivity,  food  hablt-s  and  pollutant 
burdens— would  "  be  particularly  valuable. 
Furthermore,  because  of  the  precarious  posi- 
tion In  which  peregrines  In  general  flna 
themselves  as  a  result  of  pollution  efTerts. 
residue  levels  In  birds  from  throughout  the 
state  should  be  continually  monltorea. 

Documents  and  other  information  sub- 
mitt-ed  In  connection  with  this  applica- 
tion are  available  for  public  inspection 
during  normal  busine.ss  hours  at  the 
Service'.s  ofBce  in  Room  512.  1717  H 
Street  mv..  Wa-shington,  D.C. 

Interested  persons  may  CT<mment  on 
this  application  by  submitting  written 
data,  \iews,  or  arguments,  preferably  In 
triplicate,  to  tlie  Director  'FV.'S  ^VPO), 
U.S.  Fish  and  Wildlife  Sen  ice,  Washing- 
ton, DC.  20240  This  application  has  been 
a.^signed  File  Number  PRT  2-809-07: 
please  refer  to  this  number  when  sub- 
mitting   comments.    All    relevant   com- 


ments received  on  or  before  July  15.  1977 
will  be  considered 

Dat«i    Juiie  10.  1977. 

DON.'^LD  G.  DONAHOO, 

ChicJ.  Permit  Branch.  Federal 
Wildlife  Permit  Office.  US 
Fish  and  Wildlite  Service. 

[FR  I>oc,77-16970  Filed  6-  14-77. 845  ami 


NATIONAL  COMMISSION  ON  THE  OB- 
SERVANCE OF  INTERNATIONAL 
WOMEN'S   YEAR 

CALIFORNIA  COORDINATING  COMMITTEE, 
CALIFORNIA  WOMEN'S  MEETING 

Meeting 

Ln  accordance  with  Section  Una-  2' 
of  tlie  Federal  .'Advisory  Committee  Act 
(Public  Law  02-^63.  5  U.S.C.  App,  1'. 
aiinour.cement  is  made  of  the  California 
Women's  Meeting  to  be  held  on  June 
17-19.  1977  m  Los  Angeles  at  the  Univer- 
sity of  Sou  them  California. 

The  purpases  of  the  meeting  are  to: 

(li  Recognize  the  contributions  of 
women  to  the  development  of  our  coun- 
try; 

<2)  A.sses5  the  progress  that  has  been 
made  to  date  by  both  tlie  private  and 
pubUc  sectors  In  promoting  equality  be- 
tween men  and  women  in  all  a,<-pe<:-ts  of 
life  in  the  United  States: 

(31  Assess  the  role  of  women  m  eco- 
nomic, social,  cultural,  and  political  de- 
velopment; 

.  (41  Asses,>  tlie  participation  of  women 
in  efforts  aimed  at  the  development  of 
friendly  relations  and  cooperation  among 
nations  and  to  the  strengthening  of 
world  peace: 

.  5 1  Identify  the  barriers  thai  prevent 
women  from  participating  fully  and 
equally  in  all  asi>ects  of  national  life,  ar.d 
develop  recommendations  for  means  by 
which  such  barriers  can  be  removed: 

(6»  Make  nominations  for  and  elect 
96  representatives  to  the  National 
Women's  Conference  in  accordance  with 
regulations  promulgated  by  the  National 
Commission  on  the  Observance  of  Inter- 
national Women's  Year  and  consistent 
with  the  requirement  that  tlie  National 
Women's  Conference  shall  be  composed 

of: 

(a)  Representatives  of  local.  State,  re- 
gional, and  national  institutions,  agen- 
cies, organizations,  unions,  associations, 
publications,  and  other  groups  which 
work  to  advance  the  rights  of  women; 

and 

(b>  T.f embers  of  the  general  public, 
with  si>ecial  em.phasLs  on  the  representa- 
tion of  low-income  women,  members  of 
diverse  racial,  ethnic,  and  religious 
groups,  and  women  of  all  ages. 

The  meeting  is  scheduled  to  begin  at 
8  a.m.  on  June  17,  1977  and  end  at  12 
noon  on  June  19.  1977. 

Workshops  and  other  discussions  have 
been  scheduled  for  June  17.  10.30  am  to 
12  noon;  4:30  p.m.  to  6  pm.  June  18. 
10:30  a.m.  to  12  noon;  4  30  p.m  to  6  p.m 

Topics  to  be  dlscu.s.sed  during  these 
periods  Include  various  issues  of  con- 
cern to  women  including  health   educa- 


tion, emplo>Tnenl.  and  the  legal  and  eco- 
nomic status  of  women. 

The  election  of  delegates  to  the  Na- 
tional Women's  Conference  Is  scheduled 
as  follows 

Nominating  Committee  Report  and 
Floor  NLwninations,  9  a.m..  June  17.  Elec- 
tion of  delegates,  9  ajn.  to  3  pjn.,  June 
18. 

This  Meeting  is  open  to  the  public.  All 
persons  16  years  old  or  over  who  are 
re.-ldents  of  the  State  or  enroUees  at 
et^ucational  institution.s  in  the  State  may 
refclster  to  participate  in  all  activities. 
Participation  in  some  acti\itles  may  be 
hmited  by  the  available  space. 

Registration  is  premised  upon  a  satis- 
factory showing  of  residency  or  educa- 
tional institution  enrollment  and  the 
pa.NTnent  of  a  nominal  fee  All  partlci- 
pctnts  may  vote  on  recommendations 
and  delegates  if  they  have  registered  be- 
fore 12  noon.  June  18. 

.AU  communications  regarding  this 
^!eeting  should  be  addressed  to  Sally 
Martme?  or  .Anita  Miller,  co-chairs.  In- 
ten-iational  Women's  Year  Coordinating 
Committee  R(X)m  Ll.  Stonier  Hall,  Uni- 
versity of  Southem  California.  837  West 
36th  Place.  Los  Angeles,  California,  90007 
or  call  213-747-5500. 

General  notice  of  this  meeeting  has 
been  pubhcized  in  the  media  and  the 
time  available  for  organizing  the  details 
of  the  program  schedule  have  made  It 
necessar>-  on  an  emergency  basis  to  post- 
pone publication  of  this  notice  until  this 
time. 

Dated:  June  13.  1977. 

William  Wallace. 
Deputy    General    Counsel.    Na- 
tionai  Commission  on  the  Ob- 
servance     of      International 
Women's  Year. 
IFR  Doc  77-17292  Piled  6-14-77;8:45  ami 

INTERNATIONAL   TRADE 
COMMISSION 

1332-87  1 

CONDITIONS    OF    COMPETITION     IN    THE 
WESTERN     U.S.     STEEL     MARKET     BE 
TWEEN  CERTAIN   DOMESTIC  AND  FOR 
EIGN   STEEL   PRODUCTS 

Investigation  and  Public  Hearings 

The  United  States  International  Trade 
Commission  on  May  23,  1977,  instituted, 
on  its  own  motion,  an  investigation  under 
section  332(g)  of  the  TariCf  Act  of  1930. 
as  amended  <  19  U.S.C  1332igi ).  to  study 
the  conditions  of  competition  in  the 
western  U.S.  steel  market  between  cer- 
tain domestic  and  foreign  products  of 
steel,  other  tlian  alloy  steel.  Such  prod- 
ucts of  steel  include  articles  of  the  ty-pes 
provided  for  in  part  2B  of  schedule  6  of 
the  Tariff  Schedules  of  the  United  States. 

In  its  investigation  and  report  issued 
In  connection  therewith,  the  Commission 
will  be  concerned  with,  among  other 
thinps.  the  effects  on  the  western  U£. 
steel  market  and  wcstem  U.S.  stee!  pro- 
ducers m  such  market  area  of  d'  ton- 
ports  of  such  steel  products,  <2)   (-i^-ner- 
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ship  by  foreign  interests  of  domestic 
facilities  producing  such  articles  In  such 
market  area,  and  (3i  practices  of  im- 
porters marketing  such  articles. 

Public  hearings  in  connection  with  the 
investigation  will  be  held  bt-tween  Octo- 
ber 1977  and  March  1978  In  Denver. 
Colo.,  Los  Angeles  and  San  Francisco, 
Calif.,  and  Portland.  Oreg..  at  times  and 
places  to  be  announced. 

By  order  of  the  Cc«nmission. 

Issued:  June  10,  1977. 

Kenneth  R.  Mason. 

Secretary. 

FR  Doc.77-17065  Filed  5-14-  77:8:45  am] 

LEGAL   SERVICES 
CORPORATION 

PRAIRIE    STATE    LEGAL   SERVICES.    INC, 
Grants  and  Contracts 

June  9,  1977. 

The  Legal  Services  Corporation  was 
established  pursuant  to  the  Legal  Serv- 
ices Corporation  Act  of  1974.  Pub  L.  93- 
355.  88  Stat.  378,  42  U.S.C.  2996-2996/. 
Section  1007(f)  provides:  "At  least  thirty 
days  prior  to  the  approval  of  any  grant 
application  or  prior  to  entering  into  a 
contract  or  prior  to  the  initiation  of  any 
other  project,  the  Corporation  shall  an- 
nounce publicly,  and  .shall  notify  the 
Governor  and  the  State  Bar  .A.ssociation 
of  any  State  where  legal  assijstance  will 
thereby  be  initiated,  of  such  grant,  con- 
tract, or  project  •   ♦   •" 

The  Legal  Senices  Corporation  hereby 
announces  publicly  that  it  is  considering 
the  grant  application  submitted  by: 

Prairie  State  Legal  Services,  Inc.  to  serve 
the  counties  of  Peoria.  Tazewell.  McLean, 
Will,  DuPage,  KB-ie,  Lake.  Ogle,  Stephenson, 
Winnebago  and  Boone. 

Interested  persons  are  hereby  invited 
to  submit  written  comments  or  recom- 
mendations concerning  the  above  ap- 
plication to  the  Regional  Office  of  the 
Legal  Services  Corporation  at: 

Chicago  Regional  Office,  310  South  Michigan 
.\venue.  24th  Floor.  Chicago,  nUnois  60604. 

Thomas  Ehriich. 

President. 

[PR  Doc.77- 16997  Filed  6-14-77:8:45  am] 

NATIONAL   ENDOWMENT   FOR 
THE   HUMANITIES 

EDUCATION    PROGRAMS   PANEL 
Meeting 

JrNE  8,  1977. 

Pursuant  to  the  provi.slons  of  the  Fed- 
eral .Advisory  Committee  .\ct  •  Public  Law 
92-463.  as  amended,  i  notice  Is  hereby 
given  that  a  meeting  of  the  Education 
Progrom.s  Panel  will  be  held  at  806  15th 
Street.  N'W..  Wa.shington.  DC.  20506.  in 
room  1023.  from  9  am  to  5  30  pm  on 
July  7  and  8.  1977. 

The  purpose  of  the  meetmg  Ls  to  re- 
view Pilot  Program  applications  sub- 
mitted to  the  National  Eiidowment  for 


the  Humanities  for  projects  beginning 
after  September  1.  1977. 

Becaiise  the  proposed  meeting  will 
coii-sider  financial  information  and  dis- 
close information  of  a  pergonal  nature 
the  disclosure  of  which  woi»ld  constit:ite' 
a  clearly  un warranted  invasion  of  per- 
sonal privacy,  pursuant  to  authority 
granted  me  by  the  Acting'  Chairman's 
Delegation  of  .Authority  to  Close  Ad- 
visory Committee  Meetings,  dated  April 
28.  1977.  I  have  determined  that  the 
meeting  would  fall  within  exemptions 
(4>  and  i6'  of  5  U.S.C.  552b (c)  and  that 
it  is  essential  to  close  t,he  meeting  to 
protect  the  free  exchange  of  Internal 
views  and  to  avoid  Interference  with  op- 
eration of  the  Committee. 

It  Is  suggested  that  those  desiring 
more  specific  information  contract  the 
Advisory  Committee  Management  OflB- 
cer.  Mr.  John  W.  Jordan.  806  15th  Street, 
NW..  Washington,  DC.  20506.  or  call 
area  code  202-382-2031. 

John  W.  Jordan. 
Advisory  Committee 
Managemtnt  Officer. 

|FR  Doc.77-17025  Piled  6-14-77:8:46  am) 

OFFICE   OF   MANAGEMENT   AND 
BUDGET 

[OMB  Circular  A-76;  Rev  Transmittal 

?.T--m"rana'>im  31 

OFFICE  OF  FEDERAL  PROCUREMENT 
POLICY 

Gove'nment  Reliance  on  the  Private  Sector 

OMB  Circular  No.  A-76  expresses  the 
Government's  general  policy  of  reliance 
on  the  private  sector  for  needed  goods 
and  services,  and  provides  guidance  for 
Its  Implementation.  Statutory  respon- 
sibility for  this  policy  Ls  assigned  to  the 
Administrator  for  Federal  Procurement 
Policy  by  Public  Law  93-400. 

With  the  exception  of  minor  changes 
In  1967.  no  revisions  were  made  in  Cir- 
cular A-76  until  Transmittal  Memoran- 
dum No.  2  was  Issued  in  October  1976. 
That  memorandum  provided  standard 
factors  for  computing  the  cost  of  Gov- 
ernment employee  retirement  and  In- 
surance benefits  to  be  used  In  comparing 
the  cost  of  Government  and  commercial 
sources  for  products  and  services. 

The  OCQce  of  Management  and  Budget 
is  undertaking  a  complete  review  of  all 
aspects  of  Circular  A-76  and  the  methods 
for  its  implementation  to  ensure  that 
the  policy  and  its  application  are  pre- 
dictable, consistent,  fair  and  equitable. 
I  will  direct  the  review. 

Because  the  validity  of  the  standard 
factor  for  retirement  of  24.7%.  Issued  In 
Transmittal  Memorandum  No.  2,  has 
been  questioned,  a  standard  factor  of 
HIT  will  be  used  in  Ueu  of  24.7%,  pend- 
ing completion  of  our  review.  The  figure 
of  14.1 ' ;  reflects  the  current  net  payment 
by  the  Federal  Government  to  employee 
annuitants.  This  change  Is  explained  in 
Transmittal  Memorandum  No.  3  which 
follows. 

All  interested  parties  are  Invited  to 
submit  their  views  and  comments  on  the 


policy  expressed  In  OMB  Circular  A-76 
and  Its  Implementation  for  considera- 
tion in  our  review,  responses  should  be 
received  by  July  13,  1977  and  should  be 
addressed  to  AdmlnL^trator  for  Federal 
Procurement  Pohcy.  Office  of  Manage- 
ment and  Budget,  726  Ja4:kson  Place 
NW.,  Washington.  D.C.  20503. 

Lesteh  .a.  Fettig. 
Administrator .  Office  of 
Federal  Procurement  Policy. 

CiBCtTLAB    No.    A-76.    Revised    T1?.\NSMrrT,M. 
Memorandttm  No.  3 

policres  pcs  acquiking  commercl\l  or  in- 
dustsiai.  products  .\nd  sehvices  tor  gov- 
ernment usb 

JtTNE    13.    1977. 

1.  Purpose.  This  Trarusmitta!  Memoran- 
dum amends  TratLsmlttal  Memorandum  J7o. 
2,  dated  October  18,  1976.  to  revise,  pending 
further  review,  the  cost  factor  for  computing 
retirement  costs  of  civilian  personnel  serv- 
ices, and  to  provide  interim  ^paldance. 

2.  Change.  The  following  change  to  Para- 
graph 4  of  TransmittaJ  Memorandum  No.  2 
is  effective  Immediately: 

The  cost  factor  for  retirement  Is  changed 
from  24.7%  to  14.1% 

3.  Explanation  of  Change.  The  retirement 
cost  factor  of  24.7%  was  based  upon  the  ac- 
crual method  of  computation:  that  Is.  the 
factor  represented  a  projection  of  the  pres- 
ent value  of  futvu-e  retirement  benefits  for 
Government  employee  annuitants.  Both  the 
validity  of  this  figure  and  the  use  of  the 
accrual  method  have  been  questioned.  Con- 
sequently, and  pending  a  complete  review 
of  this  matter,  as  discussed  In  Paragraph  4. 
the  retirement  cost  factor  of  14.1%  will  be 
used.  This  factor  is  ba-sed  upon  the  nonac- 
crual  method  of  computation.  It  represent.3 
current  total  payments  to  employee  annui- 
tants, reduced  by  current  employe  C43ntrlbu- 
tlons  expressed  as  a  percentage  of  current 
civil  service  payroll. 

4.  Interim  Guidance,  a.  This  Administra- 
tion has  undertaken  a  complete  review  of 
OMB  Circular  No.  A-76  and  Its  implementa- 
tion change  In  the  retirement  cost  factor 
Is  made  at  this  time,  as  an  Interim  measure. 
pending  completion  of  the  review. 

b.  No  moratorium  Is  to  be  placed  on  the 
Implementation  of  OMB  Circular  No  A-7o 
because  of  the  review  action  It  is  expected. 
however,  that  agencies  will  be  careful  and 
judicious  la  the  selection  of  activities  far 
consideration  aa  to  whether  they  should  be 
performed  In-house  or  by  contract.  In  this 
connection,  the  quota  requirement  estab- 
lished by  the  previous  .Administration  under 
the  Presidential  Management  Inltlatlvea 
Program  and  Incorporated  in  OMB  Circular 
No.  A-113  is  not  an  acceptable  approach  and 
Is  no  longer  to  be  followed. 

Beet  Lance, 

Director. 

(FR  Doc.77-17316  Piled  6-14-77;  10:46  am) 

SMALL   BUSINESS 
ADMINISTRATION 

MADISON   DISTRICT  ADVISORY   COUNCIL 

Public  Meeting 

The  Small  Business  Administration 
Madison  DL<;trlct  .Advisory  Cou^cU  will 
hold  a  public  meeting  at  10:00  a.m..  Fri- 
day, July  15.  1977,  in  the  Conference 
Room  of  the  Small  Business  Administra- 
tion, Madison  District  Office.  122  West 
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Washington  Avenue.  Madison,  Wiscon- 
«ln.  to  discuss  such  matters  as  may  be 
presented  by  memben;.  staff  of  the  Sn:all 
Buiine&s  Administration,  or  oUiers  pres- 
ent. For  further  tnformaiion.  white  or 
call  Lucian  G.  Schlimgen,  Jr..  District 
Director.  U.S.  Small  Business  Adminis- 
tration, 122  West  Washington  Avenue. 
Madison.  Wisconsin  53703.  608  252-5287, 

L>ated:  June  9.  1977. 

Anthony  S.  Stasio. 
Acting  Assistant  Adrninistrator 
for     Advocacy     and     Public 
Communications. 

;PR  Doc.77-17021  FUed  6   14  77.8  4.t  am! 

DEPARTMENT   OF   STATE 

SHIPPING   COORDINATING   COMMITTEE 

Subcommittee  on   Safety  of   Life   at   Sea: 
Meeting 

T.ie  working  group  on  ship  design  and 
equipment  of  the  Subcommittee  on 
Safety  of  Life  at  Sea  concerned  with 
nuclear  ships  will  hold  an  open  meeting 
at  10  a.m.  on  Wednesday.  July  13,  1977. 
In  Room  8236  of  the  Department  of 
Tran.<;portation.  400  Seventh  Street. 
BW,,  Washington.  D.C. 

The  purpose  of  this  meeting  will  be 
to  discuss  the  proposed  IMCO  Code  of 
Safety  for  Nuclear  Ship.«  and  results  of 
the  Jmie  meeting  of  the  IMCO  ad  hoc 
working  group  on  nuclear  ships. 

Requests  for  further  uiformation  on 
the  meeting  should  be  directed  to  Mr. 
John  Deck,  ni.  United  States  Coast 
Guard.  He  may  be  reached  by  telephone 
on  (area  code  202.'  42G-2197. 

The  Chairman  wUl  entertain  com- 
ments from  the  pubhc  as  tune  permits. 

RiCH.«D  K.  Bank. 
Chairman.  Shipping 
Coordinativg  Committee. 

June  8,  1977. 

IFR  DOC.T7-17017  Filed  6-14-77:8:45  am] 


Operational;  standards  for  shipboard  radio 

equipment. 

Operational  requirements  for  emergeury 
position -Indicating  radio  beacons  and  f»ort- 
able  rad;c.  apparatus  for  survival  cra^t 

Matters  resulting  from  the  World  Uarl- 
Ume  Administrative  Radio  Conference,  1974, 
and  the  work  of  the  International  Radio 
Consultative  Committee. 

Requests  for  further  information  on 
Ll:ie  meeting  should  be  directed  to  LT 
F.  N.  Wilder.  United  States  Coast  Guard, 
He  may  be  reached  by  telephoiie  on 
carca  code  202'  426-1345. 

The  Chairman  will  entertain  com- 
ments from  the  public  as  time  permits. 

Richard  K.  Bantc. 
Chaimian,  Shipping 
Coordinating  Committee. 

JrxE  C,  1977. 

;fR  DOC.77-1601G  Piled  6-14-77:8:45  am] 


[Public  NoUce  CM  7801 

SHIPPING  COORDINATING  COMMITTEE, 
SUBCOMMITTEE  ON  SAFETY  OF  LIFE 
AT  SEA 

Meeting 

Tlie  working  group  on  radiocomrauni- 
catlor^s  of  the  Subcommittee  on  Safety  of 
Life  at  Sea.  a  subconimutec  of  the  Ship- 
ping Coordinating  Committee  will  hold 
an  open  meetmg  at  1:30  p.m.  on  Thurs- 
day, July  21.  1977.  m  Room  6324  A  of 
the  Department  of  Trar.5portation.  400 
Seventh  Street.  SW..  Washington.  D.C 

The  purpose  of  the  meeting  is  to  pre- 
pare position  document?  for  the  18th 
Session  of  the  Subcommittee  on  Radio- 
communications  of  tlie  Intergovernmen- 
tal Maritime  Consultative  Organization 
(IMCO)  to  be  held  In  London  Septem- 
ber 12-16,  1977.  In  particular,  the  work- 
ing group  will  discuss  the  following 
topics: 

Code  of  safety  requirements  for  mobile  off- 
•hore  drilling  units. 


Agency  for  International  Development 

COORDINATOR,   REIMBURSABLE 
DEVELOPMENT   PROGRAMS 

Redelegation  of  Authority  No.  99.1.86 

Pursuant  to  tlie  authority  delegated  to 
me  by  Redelegation  of  Authority  No.  99. 1 
from  the  Assistant  Administrator  for 
Program  and  Management  Services  of 
the  Agency  for  International  Develoi^- 
ment,  amended  effective  September  1. 
1976  (41  F.R.  393551 , 1  hereby  redelegate 
to  the  Coordinator,  Reimbursable  De- 
velopment Programs  the  authoritj'  to 
sign  and  approve  agreements  with  any 
agency  of  the  U.S.  Government  to  tmder- 
take  specific  projects  or  programs  under 
wliich  A.I.D.  funds  are  used  to  finance 
travel,  per  diem  and  related  costs  in- 
curred by  persomiel  of  such  agency  in 
the  carrying  out  of  activities  authorized 
by  Section  661  of  the  Foreign  AssLstance 
Act  of  1961.  as  amended.  This  redelega- 
tion of  authority  does  not  include  au- 
thority to  execute  general  agreements. 

The  authority  redelegated  herein  may 
not  be  further  redelegated,  but  may  be 
exercised  by  duly  authorized  persons  who 
are  performing  the  functions  of  such 
persons  in  an  "Acting"  capacity. 

.Actions  witliin  the  scope  of  this  re- 
delegation heretofore  taken  by  tlie  official 
designated  herein  are  hereby  ratified  and 
confirmed. 

Tills  redelegation  of  authority  is  effec- 
tive immediately. 

Dated:  May  27,  1977. 

Hugh  L.  EKvellev. 

Director,  Office  of 
Contract  Management. 

IFR  Doc. 77-17018  Piled  6-14-77  8  45  am' 

VETERANS   ADMINISTRATION 

CALIFORNIA  NATIONAL  CEMETERY   AT 
RIVERSIDE,   CALIFORNIA 

Availabiltiy  of  Draft  Environmental  Impact 
Statement 

NoUce  is  hereby  given  that  a  docu- 
ment entitled  "Draft  Environmental 
Impact    Statement    for    New    Veterans 


Administration  National  Cemetery,  Riv- 
erside, California."  dated  May  1977,  has 
been  prepared  a^^  required  by  the  Na- 
tional Environmental  Pohcy  Act  of  1969. 

The  proposed  National  Cemetery  is  to 
be  located  on  750=  acres  near  Riverside. 
California.  This  proposed  development 
will  provide  burial  space  for  approx- 
imately 437,000  gravesites  and  will  have 
an  administration  building,  a  memorial 
center,  and  a  maintenance  complex  to 
provide  for  all  associated  cemcter>-  func- 
tions. 

This  Draft  Statement  discusses  the 
environmental  impact  of  the  propo-sed 
California  National  Cemetery.  Tlie  docu- 
ment is  being  placed  for  public  examina- 
tion In  the  Veterans  Administration 
Office  of  Washington.  DC.  Persons  wish- 
ing to  examine  a  copy  of  the  document 
may  do  so  at  the  following  ofBce:  Mr. 
Jack  We-stall.  A.sslstant  Chief  Medical  Di- 
rector for  AdminLstratlon  (13*.  Room 
600.  Veterans  Administration.  810  Ver- 
mont Avenue,  N.W..  Washington.  DC 
20420. 

Single  copies  of  the  Final  Statement 
may  be  obtained  on  request  to  the  above 
ofBce. 

Dated:  June  8.  1977. 

By  direction  of  the  Administrator, 

Rurus  H.  Wilson. 
Deputy  Administrator 

IFR  Doc, 77   16995  Fnied  6-14-77,8:45  am) 


PRIVACY   ACT  OF    1974 

Amendment  of  System  Notice;  Additional 
Routine  Uses 

On  page  10758  of  the  Federal  Regis- 
ter of  February  23,  1977,  there  was  pub- 
lished a  notice  that  the  Veterans'  Ad- 
ministration was  considering  adding  two 
new  routine  use  statements  to  the  VA 
system  of  records  entitled.  "Patient 
Medical  Records— VA"  i24VA136'.  This 
system  of  records  was  originally  set  forth 
on  page  3773J  of  the  Federal  Register 
of  September  7.  1976,  Interested  persons 
were  given  30  days  in  which  to  submit 
comments,  suggestions,  or  objections  re- 
garding the  proposed  new  routine  uses. 

No  comments  were  received  regarding 
tlie  first  additional  routine  use  (No.  13 K 
Therefore,  this  routine  use  statement  ia 
adopted  without  change. 

TTiree  written  comments  were  received 
regarding  the  second  additional  routine 
use  'No  14'  One  comment  objected  to 
any  i-elease  of  medical  information  w  ith- 
out  tlie  con.-ient  of  the  individual  or  the 
Individual's  legal  guardian,  except  in  the 
event  of  life  threatening  or  grave  cir- 
cumstances which  hamper  the  well-being 
of  the  individual.  Additionally,  the  com- 
menter  suggested  that  the  Indhidual  be 
given  30  days  in  which  to  consent  or 
den,v  consent  before  a.ny  relea.se  of  medi- 
cal informatimi  waf  considered.  The 
Privacy  Act  of  1974  specifically  au- 
thorizes an  agency  to  adopt  routine  uses 
for  dlsclo<!ure  of  Information  without  the 
consent  of  the  Individual  or  hi*  or  her 
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truardlan.  provided  the  routine  use  Ls 
compatible  with  the  purpose  for  which 
the  information  Is  maintained.  In  the  In- 
stant routine  use,  although  the  medi- 
cal records  are  primarily  maintained  for 
the  care  and  treatment  of  the  patient. 
an  Important  secondary  purpose  Is  to 
support  claims  on  behalf  of  Uie  agency, 
as  authorized  by  law 

Two  comments  suggested  changiiig 
"Workers'  Compensation  Appeals 
Boards"  to  "courts,  boards,  or  commis- 
sions" and  "the  Medical  Care  Recovery 
Act"  to  ■Federal,  State,  or  local  laws", 
respectively.  These  suggested  changes 
would  more  accurately  describe  the  types 
of  forums  In  the  various  states  which 
could  be  considered  "Workers'  Compen- 
sation Appeals  Boards",  and  they  would 
allow  presentation  by  tiie  agency  in  all 
types  of  authorized  claims,  rather  than 
just  claims  under  the  "Medical  Care  Re- 
covery Act."  Accordingly,  the  second  ad- 
ditional routine  use  'No.  14 1  is  amended 
by  replacing  "Workers'  Compensation 
Appeals  Boards"  and  •Medical  Care  Re- 
covery Act"  with  "courts,  boards,  or 
commissions"  and  "Federal.  State,  or 
local  laws",  respectively.  The  second  ad- 
ditional routine  use  statement  'No.  14 > 
is  adopted  as  changed. 

In  the  public  Interest  the  VA  will  wel- 
come for  future  consideration  any  com- 
ments, suggestions,  or  changes  to  routine 
use  statement  No.  14  of  the  "Patient  Med- 
ical Records — VA". 

Effective  date:  These  two  additional 
routine  use  statements  'No  13  and  No 
14)  are  effective  September  27.  1975.  the 
efTective  date  of  section  3.  Pub.  L.  93-579. 

Approved:  June  6, 1977. 

By  direction  of  the  Administrator. 

RuFus  H.  Wilson. 
Deputy  Administrator. 

Notice  of  System  of  Records 

In  the  system  Identified  as  24VA136, 
Patient  Medical  Records — VA".  appear- 
ing at  41  PR  37730.  the  following  routine 
use  statements  are  added  to  read  as  fol- 
lows: 

.STslem  name  : 

Patient  Medical  Records — VA. 
■  •  •  •  • 

RouliiiP  ii-><\>i  of  D'riirtl'i  tiKiiiiLiint'd  in  (lie 
s>!«trni,  iiK'liiilinK  calicorie*  of  H'-iT« 
•Tnil  till'  [iiirp<>,i'«  (if  •.ucli  lives: 

•  •  •  •  • 

13.  For  the  purpose  of  justifymg 
emergency  leave,  disclosure  to  the  Red 
Cross  of  the  nature  of  the  patient's  ill- 
ness, probable  progncsis,  estimated  life 
expectancy  and  need  for  the  presence  of 
the  related  service  member. 

14.  A  record  from  this  system  of  rec- 
ords may  be  disclosed  to  attorneys,  in- 
surance companies,  employers,  and  to 
courts,  boards,  or  commissions  to  the 
e.xtent  necessary  to  aid  the  Veterans  Ad- 
ministration in  preparation,  presenUi- 
tion.  and  prosecution  of  claims  author- 
ized under  Federal,  Sta'^.  or  local  laws, 
and  regulations  promul  ?ated  thereunder. 

•  •  •  •  • 
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INTERSTATE  COMMERCE 
COMMISSION 

[Notice  No.  413] 
ASSIGNMENT  OF   HEARINGS 

June  10.  1977. 
Cases  assigned  for  hearing,  postpone- 
ment, cancellation  or  oral  argiiment  ap- 
pear below  and  will  be  published  only 
once.  This  list  contains  prospective  as- 
signments only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  OfHcial  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri- 
ate steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 

MC  61403  Sub  242,  The  Mason  &  Dixon  Tank 
Lines.  Inc.,  now  assigned  July  29,  1977,  at 
Louisville,  Ky.  (1  day)  In  a  hearing  room 
to  be  later  designated. 

MC  111397  Sub  119,  Davis  Transport,  Inc., 
now  being  as.slgned  August  1.  1977,  (1  day) 
at  Louisville,  Ky.,  In  a  hearing  room  to  be 
later  designated. 

MC  124951  Sub  36.  Wathen  Transport.  Inc.. 
now  being  a.sslgned  August  2.  1977,  (2 
days)  at  Louisville.  Ky.,  in  a  hearing  room 
to  t>e  later  designated. 

MC  16903  Sub  42,  Moon  Freight  Unes,  Inc.. 
now  being  assigned  August  4.  1977,  (2 
days) ,  at  LroulsvlUe,  Ky.,  in  a  hearing  room 
to  be  later  designated. 

.MC  142999,  Transport  Management  Service 
Corporation,  now  being  assigned  July  18, 
1977  (1  day)  at  New  York.  New  York,  in  a 
hearing  room  to  be  later  designated. 

MC  142920,  Oliver  Trucking  Corp.,  now  being 
as.slgned  July  20,  1977  (1  day)  at  New  York, 
New  York,  in  a  hearing  room  to  be  later 
designated. 

MC  142487  (Sub-1),  J.  &  K.  K.,  Inc.,  now 
being  assigned  September  7,  1977  (3  days) 
at  Olympla,  Washington,  In  a  hearing  room 
to  be  lat«r  designated. 

MC  141033  Sub  9.  Continental  Contract  Car- 
rier Corp.  now  assigned  June  20,  1977  at 
Wa.'<hington,  DC.  Is  postponed  Indefinitely. 

H.  G.  Homme,  Jr., 
Acting  Secretary. 
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FOURTH  SECTION  APPLICATIONS  FOR 
RELIEF 

June  10,  1977. 

An  application,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Section  4  of  the  Inter- 
state Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  appli- 
cation to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
distant  points. 

Protests  to  the  granting  of  an  applica- 
tion must  be  prepared  in  accordance  with 
Rule  40  of  the  General  Rules  of  Prac- 
tice >  49  CFTl  1100.40)  and  filed  on  or  be- 
fore June  30,  1977. 

PSA  No.  43378— PerZiie  Rock  to  Points 
in  Western  Trunk  Line  Territory.  Piled 
by  Western  Trunk  Line  Committee. 
Agent,  (No.  A-2737>,  for  Interested  rail 
carriers.  Rates  on  perllte  rock,  crude,  not 
further  processed  than  broken,  crushed 


or  ground,  in  carloads,  as  described  in 
the  application,  from  Antonito  and  Flor- 
ence, Colorado,  to  points  in  western 
trunidine  territory. 

Grounds  for  relief — Rate  relationship 

Tariff — Supplement  27  to  Western 
Trunk  Line  Committee.  Agent,  tariff  W- 
200-E,  I.C.C.  No.  A-4936.  Rates  are  pub- 
lished to  become  effective  on  June  10 
1977. 

PSA  No.  43379 — Hominy  Feed  from  and 
to  Points  in  Southwestern,  WTL  and 
Southern  Territories.  Filed  by  Southwest- 
em  Freight  Bureau.  Agent,  (No.  B-6861 , 
for  Interested  rail  carriers.  Rates  on 
hominy  feed,  in  carloads,  as  described 
in  the  application,  fix)m  and  to  points  in 
southwestern,  western  trunk-line  and 
southern  territories. 

Grounds  for  relief — Market  competi- 
tion and  rate  relationship. 

Tariffs — Supplements  206  and  56  to 
Southwestern  Freight  Bureau,  Agent. 
traiffs  189-L  and  225-N.  I.C.C.  Nos.  4901 
and  5212,  respectively.  Rates  are  pub- 
lished to  become  effective  on  July  10, 
1977. 

By  the  CommLssion. 

H.  G.  HoMME.  Jr.. 
Acting  Secretary. 
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IRREGULAR  ROUTE  MOTOR  COMMON 
CARRIERS  OF  PROPERTY 

Elimination  of  Gateway  Letter  Notices 

June  10.  1977. 

Tlie  following  letter-notices  of  propos- 
als to  eliminate  gateways  for  the  pur- 
pose of  reducing  highway  congestion 
alleviating  air  and  noise  pollution,  mini- 
mizing safety  hazards,  and  consei-ving 
fuel  have  been  filed  with  the  Interstate 
Commerce  Commission  under  the  Com- 
mission's Gateway  Elimination  Rules  1  49 
CFR  1065),  and  notice  thereof  to  all  in- 
terested persons  is  hereby  given  as  pro- 
vided in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis- 
sion on  or  before  June  27,  1977.  A  copy 
must  also  be  served  upon  applicant  or  its 
representative.  Protests  against  the  elim- 
ination of  a  gateway  will  not  operate 
to  stay  commencement  of  the  proposed 
operation. 

Successively  filed  letter-notices  of  the 
same  carrier  under  these  rules  will  be 
numbered  consecutively  for  convenience 
in  identification.  Protests,  if  any.  must 
refer  to  such  letter-notices  by  number. 

No.  MC  40215  (Sub-No.  ElS'  'Partial 
correction) .  filed  May  17.  1974.  published 
in  the  Federal  Register  issue  of  AprU  27. 
1977,  and  republished,  as  corrected, 
this  issue.  Applicant:  RICHARJ3SON 
TRANSFER  &  STORAGE  CO..  INC.,  246 
N.  Fifth  Avenue.  Salina.  Kans.  67401.  Ap- 
plicant's representative:  James  P.  Flint. 
Ephraim  and  Polydoroff,  Suite  600,  1250 
Connecticut  Ave.,  N.W.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular   routes,    transporting:    Hotise- 
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hold  goods,  as  defined  by  the  Commis- 
slcHi,  (8)  Prom  points  In  Missouri  on  and 
west  of  a  line  beginning  at  the  Missouri- 
Iowa  State  line  and  extending  south 
aJong  U.S.  Highway  69.  to  Junction  Mis- 
souri Highway  13,  thence  south  along 
Missouri  Highway  13  to  junction  MLssouri 
Highway  39,  thence  south  along  Missouri 
Highway  39  to  the  Missouri-Arkansas 
State  line,  to  points  in  Ohio.  The  purpose 
of  this  filing  Is  to  eliminate  the  gateway 
of  Kansas  City,  Kans. 

Note. —The  purpose  of  this  piiiiial  c>  r- 
rectlon  Is  to  state  the  correct  destination 
description.  The  remainder  of  this  letter-no- 
tice remains  as  previously  published. 

No.  MC  52657  (Sub-No.  Ell>    (Partial 

correction',  filed  June  4,  1974,  published 
m  the  Federal  Register  issue  of  May  7. 
1975,  and  republished,  as  corrected,  this 
issue.    Apphcant:    ARCO    AUTO    CAR- 
RIERS.   INC..    2140    West    79tli    Street. 
Chicago,   ni.   60620.    Applicant's   repre- 
sentative: S.  J.  Zangri  (same  as  above  >. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:   d'   Truck 
bodies,  from  points  in  Nevada  and  that 
j)art  of  California   on   and  north   of   a 
line  beginning  at  the  Nevada-California 
State  line  on  U.S.  Highway  6  near  Ben- 
ton  Station.   Calif.,   thence   along    U.S. 
Highway  6  to  Its  junction  with  Califor- 
nia   Highway    120    at    Benton    Station, 
Calif.,  thence  west  on  California  High- 
way 120  to  its  junction  with  Interstate 
Highway     205     near     Mantica.     Cahf.. 
thence  along  Interstate  Highway  205  to 
its  jtmction  with  Interstate  Highway  580 
at  Moimtain  House,  Calif.,  thence  along 
Interstate  Highway  580  to  iUs  junction 
with  California  Highway   92   at   Castro 
Valley,   Calif.,    thence   along   California 
Highway  92  to  the  Pacific  Ocean  near 
Half  Moon  Bay..  Calif  .  to  points  in  Ala- 
bama,  that   part   of   Arkansas   on   and 
east  of  a  line  beginning  at  the  Arkansas- 
Tennessee  State  line  near  West  Mem- 
phis, Ark.,  thence  along  Interstate  High- 
way 55  to  the  junction  of  U.S.  Highway 
63,"  thence   along   U.S.   Highway    63    to 
junction   U.S.    Highway   62   and    67   at 
Hoxie.  Ark.,  thence  along  U.S.  Highway 
62  and  67  to  the  Arkansas-Missouri  State 
line   near    Coming,    Ark..    Connecticut, 
Delaware.    Florida,    Georgia.    Louisiana 
I  except  that  part  west  of  a  line  beginning 
at  Hoimia,  La.,  thence  along  U.S.  High- 
way 90  to  the  junction  of  Lake  Pontchar- 
train     Causeway     near     New     Orleans, 
thence  along  Lake  Pontchartrain  Cause- 
way to  the  junction  of  Louisiana  High- 
way 25.  thence  along  Louisiana  Highway 
25   to   the   Louisiana-Mississippi   State 
line    near     Fnanklinton,     La.'.     Maine. 
Mar>'land,      Massachusetts,      Michigan 
(Lower  Peninsula),   Mississippi    'except 
that  part  west  of  a  line  beginning  at  tlie 
Louisiana-MissLssippi    State    line    near 
T>iertowTa,  MLss..  extending  along  Mis- 
sissippi   Highway    27    to    junction    U.S. 
Highway  98,  thence  along  U.S.  Highway 
98  to  junction   Interstate  Highway   55, 
thence  along  Interstate  Highway  55  to 
the     Mississippi -Tennessee     State     line 
near  Hermandy,  Miss.) .  that  part  of  Mis- 
souri on  and  west  of  a  line  beginning 


at  the  Arkansas -Missouri  State  line  near 
Nay  lor,  Ark.,  extending  along  UJS.  High- 
way 67  to  the  junction  of  Interstate 
Highway  55,  thence  along  Interstate 
Highway  55  to  junction  Interstate  High- 
way 244,  thence  along  Interstate  High- 
way 244  to  the  junction  of  Interstate 
Highway  70,  thence  along  Interstate 
Highway  70  to  junction  Missouri  High- 
way 79,  thence  along  Missouri  Highway 
79  to  Louisiana,  New  Hampshire,  New 
Jersey,  New  York,  North  Carolina.  Penn- 
sylvania. Rhode  Island,  South  Carolina, 
"fennessee,  Vemiont,  Virginia,  West  Vir- 
ginia, that  part  of  Wisconsin  west  of  a 
Line  beginning  at  the  Illinois-Wisconsin 
State  line  near  Belolt.  Wis.,  extending 
along  Interstate  Highway  90  to  the  junc- 
tion of  Wisconsin  Highway  26.  thence 
along  Wisconsin  Highway  26  to  junction 
U.S.  Highway  151.  thence  along  U.S. 
Highway  151  to  the  junction  of  U.S. 
Highway  41  near  Fond  du  Lac.  Wis., 
thence  along  U.S.  Highway  41  to  Marin- 
ette. WLs.,  and  the  District  of  Columbia, 
restricted  against  the  transportation  of 
fuel  tanks  to  Arkansas.  Louisiana.  Mis- 
souri, and  Tennessee;  and 

The  purpose  of  this  filing  is  to  elimi- 
nate the  gateways  of  ( 1  >  Mattoon.  Coles 
County.  111.,  and  (2*  Coles  County.  HI  . 
and  St.  Claire.  Mo. 

Note. — The  purpose  of  this  partial  cor- 
rection Is  to  state  the  correct  territorial  de- 
scription. The  remainder  of  this  letter- 
notice  remains  as  previously  published. 

No.  MC  60014   (Sub-No.  E150>    (Cor- 
rection), filed  August  28.  1976,  published 
in  the  Federal  Register  Lssue  of  May  18, 
1977,  and  republished   as  corrected,  this 
i.ssue.    Applicant:     AERO    TRUCKING. 
INC.,    P.O.    Box    308.    Monroeville.    Pa 
15146.   Applicants   representative:    Wil- 
liam J.  Rorison.  P.O.  Box  308.  Monroe- 
ville. Pa.  15146.  Autliority  sought  to  op- 
erate   as   a   cor?! 77!  on    carrier    by    motor 
vehicle,  over  irrcpvilar  routes,  transport- 
ing:  Iron  and  ftccl  angles;.  bar.<:.  chan- 
nels,   conduit,    jencing.    fiooring.    joists, 
lath,  mesh,  piling,  pipe,  posts,  rails.  rod.s. 
roof  bolt  mats,  roofing,  strip,  structurals. 
tank   parts,   tubing,   and   wire   in   coils, 
between  points  in  Wisconsin  on  the  one 
hand,  and.  on  the  other,  points  in  Dela- 
ware, New  Jersey.  New  York.  Pennsyl- 
vania. point.s  in  Virginia  on  and  east  of  a 
line  beginning   at   a   point   on   Virginia 
Highway  311  at  Alleghany,  Virginia,  near 
the    Virginia-West   Virginia    State   line, 
thence  south  on  Virginia  Highway  311  to 
Roanoke,  Virginia,  thence  south  on  the 
Blue   Ridge   Parkway   to   the   Virginia - 
North   Carolina   State   Line,    points    in 
West  Virginia  on  and  east  of  a  line  be- 
ginning   at    St     Mar>s.    West    Virginia 
thence  south  on  Alternate  U.S   Highway 
50  to  junction  West  Virginia  Highway  16 
at  Grantsville,  tlience  east  on  West  Vir- 
ginia Highway  5  to  Napier,  thence  south 
on    U.S.   Highway    19   to   junction    US. 
Highway  60,  thence  south  on  US  High- 
w-ay   60    to   the   West   Virginia-Virginia 
State  line,  and  the  District  of  Columbia. 
The  purpose  of  this  filing  is  to  elimi- 
nate the  gateways  of  points  in  Colum- 
biana County.  Ohio,  and  points  in  that 


part  of  Pennsylvania  on  and  west  of 
a  line  extending  from  the  Pennsylvania- 
Maryland  State  line  north  along  un- 
numbered highway  to  York.  Pa.,  thence 
along  Interstate  Highway  83  to  Harris- 
burg,  thence  along  Pennsylvania  High- 
way 147  to  junction  U.S.  Highway  220, 
thence  along  U.S  Highway  220  to  junc- 
tion U.S.  Highway  15,  thence  along  U.S. 
Highway  15  to  Trout  Run,  Pa.,  thence 
along  U.S.  Highway  15  to  the  Pennsyl- 
vania-New York  State  line. 

NoTF. — The   purpose  of   this  correction   Is 
to  correct  the  territorial  description. 

No.  MC  61231  (Sub-No.  E6'  (Ccwrec- 
tion> ,  filed  May  15,  1974.  previously  pub- 
lished in  the  Federal  Register  issue  of 
July  2,  1975.  and  republished,  as  cor- 
rected, this  issue.  Apphcant:  ACE  LINES. 
INC..  4143  E.  43rd  St..  Dos  Moines.  Iowa 
50317  Applicant's  representative:  Wil- 
liam L.  Pairbank,  1980  Financial  Center. 
Des  Moines,  Iowa  50309.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building  materials .  includ- 
ing road  building  materials,  structural 
steel  and  tanks  (except  commodities  in 
bulk  commodities  requiring  special 
equipment' .  from  Chicago.  Ill  ,  and  Por- 
tage, Ind.,  to  that  part  of  Missouri  on 
and  west  of  a  line  beginning  at  the  Iowa- 
Missouri  state  line,  thence  along  U.S. 
Highway  69  to  junction  Missouri  High- 
way 13.  thence  along  Missouri  Highway 
13  to  junction  U.S.  Highway  65.  thence 
along  U.S.  Highway  65  to  the  Missouri- 
Arkansas  state  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  Indiana  within  the  Chicago, 
m.,  commercial  zone,  and  Kansas  City. 
Mo. 

Note — The  purpose  of  this  corre»tion  1.*^ 
to  state  the  correct  Sub-No.  E6  which  was 
previously  published  Incorrectly  a-;  Sub-No 

No.  MC  61231  (Sub-No.  E7 '  1  Correc- 
tion) .  filed  May  15.  1974,  pubhshed  in  the 
Federal  Register  Issue  of  July  2.  1975. 
and  republished,  as  corrected,  this  issue 
Applicant:  ACE  LINES.  INC.,  4143  East 
43rd  St  Des  Moines.  Iowa  50317.  Apph- 
cant s  representative:  William  L  Pair- 
bank.  1980  Financial  Center,  Des  Moines. 
Iowa  50309  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Iron 
and  steel  mill  products  (except  commodi- 
ties in  bulk,  and  commodities  requiring 
special  equipment),  from  Chicago  and 
Cicero.  Ill  .  and  Gary.  Ind..  to  Ames 
Boone  Ft  Dodge.  Webster  City.  Mason 
City.  Perry.  Des  Moines,  Oskaloosa 
Chariton.  Newton,  and  Marshaltown 
Iowa.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Marshalltown, 
Iowa. 

Ni'TE — The  purpose  of  this  correction  js  to 
state  the  correct  Sub-No.  E7  which  wae  pre- 
viously   published    incorrectly    as    Sub-No 
E94. 

No.  MC  61231  (Sub-No.  E13'  iCorrec- 
tion'.  filed  May  15,  1974,  pubhshed  In 
the  Federal  Register  issue  of  July  2. 
1975.  and  republished,  as  corrected,  tills 
ls.sue  Applicant:  ACE  LINES.  INC  .  4143 
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E  43rd  Si .  Des  Molr.es,  Iowa  50317  Ap- 
plicants representative:  William  L.  Fuir- 
bank.  1980  Financial  Center,  Des  Moines, 
Iowa  50309  Autlior:ty  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Building  materials,  including  road  build - 
mg  materials,  structural  steel  and  tanks 
•  except  commodities  m  bulfe.  and  those 
requiring  special  equipment',  between 
Omaha.  Nebr.,  on  the  one  hand,  and.  on 
the  other,  Kansas  City.  Mo  .  and  Kansas 
City.  Kans.  The  purpose  of  tliis  filing  is 
to  eliminate  the  gateway  of  points  within 
ten  miles  of  Omaha  and  Council  Bluffs, 
Iowa  in  Iowa. 

Note — The  punxi.*  of  this  correction  is 
to  Stat*  the  correct  Sub- No.  El 3  which  was 
prevlcvisly  published  Incorrecily  as  Sub-No. 
E9,5 

No.  MC  61825  <  Sub-No.  E887i,  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPOR.\TION,  P  O.  Box 
385,  Collinsville,  Va.  24078.  Applicant's 
representative:  Hiury  I.  Jordan,  1000 
Sixteenth  St.  NW.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  New 
furniture,  from  points  in  Pennsylvania 
bounded  by  a  line  beginning  at  the 
Pennsylvania-New  Jersey  state  line  and 
extending  along  US.  Highway  202  to 
junction  U.S.  Highway  422.  to  junction 
U.S.  Highway  15,  to  jimction  U.S.  High- 
way Business  15  to  the  Penn.sylvania- 
Maryland  state  line,  thence  along  the 
Pennsylvania-Maryland  state  line  to  the 
Pennsylvania-Delaware  state  line  to 
junction  Interstate  Highway  95,  to 
junction  U.S.  Highway  1.  to  the 
Pennsylvania  New  Jersey  state  line, 
thence  along  the  Pennsylvania-New  Jer- 
sey state  line  to  the  point  of  beginning, 
to  points  in  Arizona.  California.  Colo- 
rado. Idaho.  Montana,  Nebraska.  Nevada. 
New  Mexico.  North  Dakota.  Oregon. 
South  Dakota,  Utah.  Washington,  and 
Wyoming  on  and  west  of  a  line  beginning 
at  the  Mexico-United  States  Interna- 
tional Boundary  line  at  tlie  New  Mexico- 
Texas  state  line,  thence  along  the  New 
Mexico-Texas  state  line  to  the  Okla- 
homa-New Mexico  state  Ime.  thence 
along  the  Oklahoma-New  Mexico  state 
line  to  the  Oklahoma-Colorado  state  line, 
thence  along  the  Oklahoma-Colorado 
state  line  to  the  Colorado-Kansas  state 
line,  thence  along  the  Colorado-Kansas 
state  Line  to  the  Kansas-Nebraska  state 
line,  thence  along  the  Kan.sas-Nebraska 
state  line  to  the  Nebraska-Missouri  state 
line,  thence  along  the  Nebru^.ka -Missouri 
state  line  to  junction  Nebraska  Highway 
4.  to  junction  Neb,  Highway  14.  to  junc- 
tion U.S.  Highway  6,  to  junction  U.S. 
Highway  283,  to  junction  U.S.  Highway 
30.  to  jimction  Neb,  Highway  97.  to  junc- 
tion Neb.  Highway  2,  to  junction  U.S. 
Highway  385.  to  the  Nebraska-South 
Dakota  state  line,  to  junction  U.S.  High- 
way 385.  to  junction  South  Dakota  High- 
way 79.  to  junction  US.  Highway  212.  to 
junction  SX),  Highway  73,  to  junction 
US,  Highway  12,  to  the  North  Dakota- 
South  Dakota  state  line,  to  junction 
North  Dakota  Highway  49.  to  junction 
N  D  Hierhway  200.  to  junction  US.  High- 


way 83.  to  the  United  States-Canada  Ln- 
temational  Boimdary  line.  The  purpose 
of  this  filing  is  t-o  eliminate  the  gateways 
of  Lynchburg,  Va..  and  points  in  Smyth 
County,  Va. 

No.  MC  61825  (Sub-No.  E888).  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville.  Va.  24078.  Apr^cant's 
representative:  Harry  I.  Jordan,  1000 
SLxteenth  St..  NW..  Wasliington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
niture, <A)  Between  points  in  Pennsyl- 
vania on  and  bounded  by  a  line  begin- 
ning at  the  New  York  -Pennsylvania  state 
line  at  U.S.  Highway  219.  to  junction  U.S. 
Highway  6.  to  junction  Peiinsyivania 
Highway  66,  to  junction  PA  Highway  68, 
to  junction  U.S.  Highway  19.  to  junction 
U.S.  Hii^hway  40  to  the  Peniisylvania- 
West  Virginia  state  line,  thence  along 
the  Pennsylvania-West  Virginia  state 
line  to  U.S.  Highway  119,  to  junction  PA 
Highway  982.  to  jimction  Interstate 
Highway  70,  to  junction  U.S.  Highway 
219,  to  junction  Pennsylvania  Highway 
403,  to  junction  PA  Highway  271,  to 
junction  U.S.  Highway  22.  to  junction 
U.S.  Highway  220,  to  junction  PA  High- 
way 287,  to  junction  U.S.  Highway  15, 
to  the  Pennsylvania-New  York  state  line 
to  tlie  point  of  beginning,  on  the  one 
hand,  and,  on  the  other,  points  in 
Arizona  an  California  on  and  west  of 
a  line  beginning  at  the  Mexico-United 
States  International  Boundary  line  at 
U.S.  Highway  95  and  extending  to  junc- 
tion Interstate  Highway  10,  to  the 
Arizona-California  state  line,  to  junc- 
tion unnumbered  Highway  beginning  at 
Blythe,  Calif, .  to  junction  U.S.  Highway 
66  near  Cadiz,  Calif.,  to  junction  Cali- 
fornia Highway  58.  to  junction  Calif. 
Highway  99,  to  junction  Calif.  Highway 
198,  to,  junction  U.S.  Highway  101,  to 
junction  Calif.  Highway  68  to  the 
Pacific  Ocean. 

iB>  Between  points  in  Arizona  and 
California  on  and  west  of  a  line  begin- 
ning at  the  Mexico-United  States  Inter- 
national Boundary  line  at  U.S.  Highway 
95  and  extending  to  junction  Interstate 
Highway  10  to  the  Arizona-California 
state  line,  to  junction  unnumbered  High- 
way beglrming  at  Blythe,  Calif.,  to  junc- 
tion U.S.  Highway  66  near  Cadiz.  Calif., 
to  junction  California  Highway  58.  to 
junction  Calif.  Highway  99.  to  junction 
Calif.  Highway  198.  to  junction  U.S. 
Highway  101,  to  junction  Calif.  Highway 
68  to  the  Pacific  Ocean,  on  the  one  hand, 
and,  on  the  other,  points  in  Pennsylvania 
on  and  bounded  by  a  line  beginning  at 
the  New  York -Pennsylvania  state  line  at 
US,  Highway  219  to  junction  U.S.  High- 
way 6,  to  junction  Pennsylvania  High- 
way 66.  to  junction  PA  Highway  68,  to 
junction  U.S.  Highway  19.  to  junction 
U.S.  Highway  40.  to  the  Pennsylvania- 
West  Virginia  state  line,  thence  along 
the  Peimsylvania-West  Virginia  state 
line  to  U.S.  Highway  119.  to  junction 
PA  Highway  982,  to  junction  Interstate 
Highway  70,  to  junction  U.S.  Highway 
219,   to   jimction   PA   Highway   403,   to 


junction  PA  Highway  271,  to  junction 
U.S.  Highway  22,  to  junction  U.S.  High- 
way 220,  to  junction  PA  Highway  287.  to 
junction  U.S.  Highway  15,  to  the  Penn- 
sylvania-New York  state  line,  thence 
west  along  Pennsylvania -New  York  state 
line  to  the  point  of  beginning.  The  pur- 
pose of  this  filing  is  to  eliminate  the 
gateways  of  Pulaski.  Va.,  Lynchburg, 
Va.,  and  points  in  Smyth  County.  Va. 

No.  MC  61825  (Sub-No,  889 1.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
§85,  ColUnsville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
SLxteenth  St.,  N.W..  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  moto  vehicle,  over 
irregulfir  routes,  transporting:  New  fur- 
niture (A>  Between  points  in  Pennsyl- 
vania bounded  by  a  line  begliminp  at  the 
Pennsylvania-New  York  state  line  at 
Pennsylvania  Highway  552,  to  junction 
U.S.  Highway  6,  to  junction  Interstate 
Highway  81,  to  junction  US,  Highway 
15,  to  junction  U.S.  Highway  BiLsiness 
15,  to  the  Pennsylvania-Maryland  state 
line,  thence  along  the  Pennsylvania- 
Mar>'land  state  line  to  the  Pennsylvania- 
West  Virginia  state  line,  to  junc- 
tion U.S.  Highway  119,  to  junction  PA 
Highway  982.  to  junction  Interstate 
Highway  70,  to  junction  U.S.  Highway 
219,  to  junction  PA  Highway  403.  to 
junction  PA  Highway  271.  to  junction 
U.S.  Highway  22,  to  junction  U.S.  High- 
way 220,  to  junction  PA  Highway  287.  to 
junction  U.S.  Highway  15,  to  the  Penn- 
sylvania-New York  state  line  to  the 
point  of  begiiming.  on  the  one  hand, 
and,  on  the  other,  points  in  Arizona, 
California,  Nevada.  New  Mexico  and 
Oregon  on  and  west  of  a  line  beginning 
at  the  Mexico-United  States  Interna- 
tional Boundary  line  and  extending 
along  New  Mexico  Highway  11.  to  jimc- 
tion U.S.  Highway  180.  to  the  New  Mexi- 
co-Arizona state  line,  to  junction  U.S. 
Highway  180,  to  junction  U.S.  Highway 
60,  to  junction  Arizona  Highway  260.  to 
junction  Ariz.  Highway  87.  to  junction 
unnumbered  Highway.  Uj  junction  Inter- 
state Highway  17,  to  junction  Interstate 
Highway  40.  to  junction  U.S.  Highway 
93,  to  the  Arizona -Nevada  state  line,  to 
jimction  U.S.  Highway  93,  to  jimction 
U.S.  Highway  95.  to  jimction  US,  Alter- 
nate Highway  95,  to  junction  Nevada 
Highway  2B.  to  junction  US.  Highway 
50.  to  junction  U.S.  Highway  395.  to  the 
California-Nevada  state  line,  to  junction 
California  Highway  36,  to  junction  Calif. 
Highway  89  to  junction  Interstate  Hicrh- 
way  5.  to  the  California-Oregon  state 
line,  to  junction  US.  Highway  26.  .to 
junction  Oregon  Highway  47  to  the  Ore- 
gon-Washington state  line  near  Clat- 
skanie,  Oreg.,  thence  along  the  Oregon- 
Washington  state  line  to  the  Pacific 
Ocean. 

(B)  Between  points  in  Arizona  Call- 
foi-nia,  Nev-ada,  New  Mexico  and  Oregon 
on  and  west  of  a  line  beginf^iing  at 
the  Mexico-United  States  International 
Boundary  line,  and  extending  along  New 
Mexico  Highway  11,  to  junction  U.S. 
Highway   180,  to  the  New  Mexico-Arl- 
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Bona  state  line,  to  junction  U.S.  High- 
^•ay  180  to  Junction  U.S.  Highway  60,  to 
junction  Arizona  Highway  260,  to  junc- 
tion Ariz.  Highway  87.  to  junction  un- 
numbered Highway,  to  junction  Inter- 
state Highway  17.  to  junction  Interstate 
Highway  40.  to  junction  U.S.  Highway 
93   to  the  Arizona-Nevada  state  line,  to 
junction  U.S.  Highway   93.  to  junction 
US  Highway  95,  to  junction  U.S.  Alter- 
nate  Highway   95,   to  junction   Nevada 
Highwaj-  2B.  to  junction  U.S.  Highway 
50   to  junction  U.S.  Highway  395,  to  the 
California-Nevada  state  line,  to  junction 
California  Highway  36,  to  junction  Cali- 
fornia Highway   89.   to  junction  Inter- 
state Highway  5,  to  the  California-Ore- 
gon state  line,  to  junction  U.S.  Highway 
26    to  junction  Oregon  Highway  47,  to 
the  Oregon-Washington  state  line  near 
Clatskanie.  Oreg..  thence  along  the  Ore- 
gon-Washington state  line  to  the  Pacific 
Ocean,   on  the  one  hand.   and.  on  tlie 
other    points  in  Pennsylvania  bounded 
by  a  Une  begiiming  at  the  Pennsylvania - 
New   York   state   line   at   Pemosylvania 
Highway  652,  to  junction  U.S.  Highway 
6,  to  jtmction  Interstate  Highway  81.  to 
junction  U.S.  Highway  15  to  the  Penn- 
sylvania-Maryland   state    line,     thence 
along  the  Pennsylvania-Maryland  state 
line  to  tlie  Pennsylvania -West  Virginia 
state  line,  to  junction  U.S.  Highway  119. 
to  junction  PA  Highway  982.  to  junction 
Interstate  Highway  70.  to  junction  US. 
Highway  219.  to  junction  Pemisylvama 
Highway  403,  to  junction  PA  Highway 
271,   to   junction   U.S.   Highway    22.   to 
junction  U.S.  Highway  220,  to  junction 
PA  Highway  287.  to  junction  U.S.  High- 
way 15.  to  the  Pennsylvania-New  York 
state  line  to  the  point  of  beginning.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Pulaski,  Va..  Lv-nchburg,  Va., 
and  points  in  Smyth  Coimty.  Va. 

No    MC   61825    fSub-No.  E890>,   filed 
May  13.  1974.  Apphcant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O    Box 
385,   Collinsville,  Va.  24078.  Applicant's 
representative:    Harry   I.   Jordan.    1000 
Sixteenth   St.    NW.,    Washington,    DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting :  New  Fur- 
niture, (A)   Between  points  in  Pennsyl- 
vania bounded  by  a  line  beginning  at  the 
New  York-Pennsylvania  state  line  and 
extending  along  Pennsylvania  Highway 
652  to  Junction  U.S.  Highway  6,  to  junc- 
tion Interstate  Highway  81,  to  junction 
Interstate  Highway  83,  to  ju::ction  U.S. 
Highway  422.  to  junction  U.S.  Highway 
202.    to    the    Pennsylvania-New    Jersey 
state  line,  thence  north  along  Pennsyl- 
vania-New Jersey  state  hne  to  the  Penn- 
sylvania-New York  state  Une  to  the  point 
of  beginning,  on  the  one  hand,  and.  on 
the  other,  point-'^  in  Arizona,  California, 
Colorado.  Idaho,  Nevada.  New  Mexico. 
Oregon,  Utah,  and  Washington  on  and 
west  of  a  line  beginning  at  the  New  Mex- 
ico-Texas-Mexico International  Bound- 
ary line  near  El  Paso,  Tex.,  thence  along 
the  Texas-New  Mexico  state  line  to  junc- 
tion U.S.  Highway  66,  to  JuncUon  New 
Mexico   Highway    39,   to   Junction   US 


Hlghwav  56.  to  junction  U.S  Highway 
85.  to  the  New  Mexico-Colorado  state 
line,  to  junction  U.S.  Highway  85.  to 
junction  Colorado  Highway  69.  tc  junc- 
tion U.S.  Highway  50.  to  junction  US 
Highway  285.  to  junction  U.S.  Highway 
24,  to  junction  Colo.  Highway  82.  to 
junction  US  Highway  6.  to  the  Utah- 
Colorado  state  line,  to  juncUon  US, 
Highway  6,  to  junction  Interstate  Hlgh- 
wav 70,  to  junction  Utah  Highway  26, 
to  junction  U.S.  Highway  50  to  the  Ne- 
vada-Utah state  Une.  to  junction  U.S. 
Highway  93,  to  the  Nevada-Idaho  state 
line,  to  junction  U.S.  Highway  93,  to 
junction  Idaho  Highway  21.  to  junction 
Idaho  Highway  55,  to  junction  U.S. 
Highway  95,  to  junction  U.S.  Highway 
12,  to  the  Washington -Idaho  state  line, 
to  junction  U.S.  Highway  12.  to  junction 
Wasliington  Highway  261.  to  junction 
U.S.  Highway  10.  to  junction  Wasliing- 
ton  Highway  21.  to  the  Canadian-United 
States  International  Boundary  line. 

iBi   Between  points  in  Arizona    Cali- 
fornia,  Colorado,    Idaho.   Nevada,   New 
Mexico.  Oregon.  Utah,  and  Washington 
on  and  we.st  of  ^^ine  beginning  at  the 
New  Mexico-Texas-Mexico  International 
Boundary  line  near  El  Paso  Tex  .  thence 
along  the  Texas-New  Mexico  state  line 
to  junction  US  Highwsy  66.  to  junction 
New   Mexico   Highway    39,   to   junction 
U.S.  Highway  56.  to  junction  US  High- 
way   85,    to   the   New    Mexico-Colorado 
state  line,  to  junction  US    Highway  85, 
to   junction    Colorado   Highway    69.    to 
junction  U.S.  Highway  50,  to  junction 
U.S.  Highway  285.  to  junction  U.S.  High- 
way 24.  to  junction  Colorado  Highway 
82."  to  junction  U.S.  Highway  6    to  the 
Utah-Colorado   sUte   line,    to   junction 
U.S.  Highway  6,  to  junction  Interstate 
Highway  70,  to  junction  Utah  Highway 
26,  to  junction  U.S.  Highway  50.  to  the 
Nevada-Utah  state  line,  to  junction  U.S. 
Highway  93.  to  the  Nevada-Idaho  state 
line,   to  junction   U.S.   Highway   93,   to 
junction  Idaho  Highway  21.  to  junction 
Idaho    Highway    55.    to    junction    U.S. 
Highway  95.  to  junction  U.S.  Highway 
12,  to  the  Washington -Idaho  state  line, 
to  junction  US  Highway  12,  to  junction 
Washington   Highway    261,   to  junction 
U.S.  Highway  10.  to  junction  Washing- 
ton Highway  21  to  the  Canadian -United 
States  International  Boundarj-  line,  on 
the  one  hand,  and.  on  the  other,  points 
in  Pennsylvania  bounded  by  a  line  be- 
ginning at  the  New  York -Pennsylvania 
state  line  and  extending  along  Pennsyl- 
vania   Highway    652,    to    junction   U.S. 
Highway  6.  to  junction  Interstate  High- 
way 81,  to  junction  Interstate  Highway 
83,    to   junction   US,    Highway   422.    to 
Junction  U5.  Highway  202,  to  the  Penn- 
sylvania-New Jersey  state  line,   thence 
north    along    Pennsylvania -New    Jersey 
state  line  to  the  Pennsylvania -New  York 
state  line  to  the  point  of  beginning.  The 
purpose  of  this  filing  Is  to  eliminate  the 
gateways  of  Pulaski,  Va.,  Lynchburg.  Va.. 
and  points  In  Smyth  County.  Va 


No    MC   61825    iSub-No.   E891 '     filed 
Mav   13.   1974    Applicant:    ROY   STONE 
TRANSFER  CORPORATION.  PO,  Box 
385,  Collmsville,  Va.   24078.   Apphcanfs 
representative:    Harry    I.   Jordan.    1000 
Sixteenth    St..   NW..    Washington.   D.C. 
20036   Authority  sought  to  operate  as  a 
coniTnGn  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  New  fur- 
niture. lAi   between  points  in  Maryland 
on  and  south  of  a  line  beginning  at  the 
District  of  Columbia-Maryland  state  line 
and  extending  along  Maryland  Highway 
4.  thence  east  along  Maryland  Highway 
4  to  junction  Maryland  Highway  260,  to 
the  Chesapeake  Bay,  thence  east  across 
the  Chesapeake  Bay  to  Maryland  High- 
way 343,  to  junction  US.  Highway  50.  to 
junction    Maryland    Highway    313,    to 
junction  Marvland  Highway  54.  to  the 
Marviand-Delaware    state    line,    thence 
east  along  the  Maryland-Delaware  state 
line  to  the  Atlantic  Ocean,  on  the  one 
hand,  and.  on  the  other,  points  in  Min- 
nesota:   'Bi    Between  points  in  Minne- 
sota, on  the  one  hand,  and.  on  the  other, 
points  in  Maryland  on  and  south  of  a 
line  beginning  at  the  District  of  Colum- 
bia-Marv-land  state  line  and  extending 
along  Mar>'land  Highway  4,  thence  east 
along  Marjland  Highway  4  to  junction 
Maryland  Highway  260.   to  the  Chesa- 
peake Bay,  thence  east  across  the  Chesa- 
peake Bay  to  Marviand  Highway  343.  to 
junction   U.S.   Highway   50.   to  junction 
Maryland    Highway     313,    to    junction 
Maryland  Highway  54,  to  the  Maryland- 
Delaware    state    line    to    the    Atlantic 
Ocean    The  purpose  of  this  filing  Is  to 
eliminate   the   gateways   of   Lj-nchburg. 
Va..  and  points  in  Smyth  County.  Va. 

No  «MC  61825  (Sub-No.  E892i,  filed 
Mav  13>  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  CoUlnsyille,  Va.  24078.  Apphcanfs 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.,  N,W„  Washington,  D.C 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
niture, I  A)  between  points  In  Maryland 
on  and  bounded  by  a  line  beginning  at 
the  Pennsylvania-Mao'land  state  line 
and  extending  along  U.S.  Highway  222,  to 
junction  U.S.  Highway  1,  to  junction 
Mar>land  Highway  32,  to  junction  Mary- 
land Highway  108,  to  junction  Mar>land 
Highway  97,  to  junction  Maryland  High- 
way 28,  to  junction  Maryland  Highway 
107  to  the  Virginia-Maryland  state  line, 
thence  east  along  the  Maryland-Virginia 
state  line  to  the  Marj'land-Distrlct  of 
Columbia  state  line,  to  junction  Marv-- 
land  Highway  4.  thence  east  along  Mary- 
land Highway  4  to  Junction  Maryland 
Highway  260  to  the  Chesapeake  Bay. 
thence  east  across  the  Chesapeake  Bay  to 
Maryland  Highway  343.  to  junction  U.S. 
50.  to  Junction  Marj'iand  Highway  313.  to 
Junction  Maryland  Highway  54  to  the 
Man.iand-Delaware  state  line,  thence 
north  along  the  Maryland-Delaware 
state  line  to  the  Man,-land-PenrL<=ylvani« 
state  line,  thence  west  along  the  Mary- 
land-Pennsylvania state  line  to  the  point 
of  beginning,  on  the  one  hand,  and,  00 
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the  other,  points  in  Minnesota  on,  west 
and  north  of  a  line  beginning  at  the 
South  Dakota-Minnesota-Iowa  state  line 
and  extending  east  along  the  South  Da- 
kota-MinnesoLa-Iowa  ?t.ite  line  to  Min- 
nestoa  Highway  60.  to  junction  U.S. 
Highway  71.  to  junction  Minnesota  High- 
way 28.  to  junction  Minnesota  Highway 
27.  to  junction  Minnesota  Highway 
371.  to  junction  Minnesota  Highway  18. 
to  jiinction  Minnesota  Highway  169.  to 
junction  Minnesota  Highway  1.  to  Lake 
Superior,  thence  north  along  the  shores 
of  Lake  Superior  to  the  United  States- 
Canadian  International  Boundiiry  line. 

(B)  Between  points  in  Minnesota  on. 
west  and  north  of  a  line  beginning  at  the 
South  Dakota-Minnesota-Iowa  state  line 
and  extending  east  along  the  South 
Dakota-Minnesota-Iowa  state  line  to 
Minnesota  Highway  60.  to  junction  U.S. 
Highway  71.  to  junction  Minnesota 
Highway  28,  to  junction  Minnesota 
Highway  27,  to  junction  Minnesota 
Highway  371.  to  junction  Minnesota 
Highway  18.  to  junction  Minnesota 
Highway  169.  to  junction  Minnesota 
Highway  1.  to  Lake  Superior,  thence 
north  along  the  Shores  of  Lake  Superior 
to  the  United  States-Canadian  Interna- 
tional Bounday  line,  on  the  one  hand. 
and,  on  the  other,  points  in  Maryland  on 
and  bounded  by  a  line  beginning  at  the 
Pennsylvania-Maryland  state  line  and 
extending  along  U.S.  Highway  222.  to 
juncUon  U.S.  Highway  1.  to  junction 
Maryland  Highway  32.  to  junction  Mary- 
land Highway  108.  to  junction  Man-land 
Highway  97.  to  junction  Maryland  High- 
way 28.  to  junction  Maryland  Highway 
107.  to  the  Virginia-Maryland  state  line, 
thence  east  along  the  Marykuid-Vir- 
gima  state  line  to  the  Maryland-DLstrict 
of  Columbia  state  line,  to  junction  Mary- 
land Highway  4.  thence  east  along  Mary- 
land Highway  4  to  junction  Maryland 
Highway  260.  to  the  Chesapeake  Bay. 
thence  east  across  the  Chesapeake  Bay 
to  Maryland  Highway  343.  to  junction 
U.S.  Highway  50.  to  junction  Maryland 
Highway  313,  to  junction  Maryland 
Highway  54.  to  the  Maryland-Delaware 
state  line,  thence  north  along  the 
Maryland -E>elaware  state  line  to  the 
Maryland -Penn-sylvanla  state  line,  and 
thence  west  along  the  Maryland -Penn- 
sylvania stat«  line  to  the  point  of 
beginning.  The  purpose  of  this  filing  Is 
to  eliminate  the  gateways  of  Lynch- 
burg, Va.  and  points  In  Smyth  County, 
Va. 

No  MC  61825  'Sub-No.  E893>.  fUed 
May  13.  1974.  Applicant;  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  ColliiisvUle.  Va.  24078.  Applicant's 
represenUUve:  Harry  I.  Jordan,  1000 
Sixteenth  St..  N  W.,  Waslilngton.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  New  fur- 
niture. 'A'  between  points  in  Maryland 
on  and  bounded  by  a  line  beginning  at 
the  Virginia -Mary  land  sUite  line  and 
extending  along  XJS.  Highway  340  to 
Junction  US.  Highway  15.  to  Junction 
Maryland  Highway  1J>4  to  the  Maryland - 
F'eiuisylvanla    state    line,    thence    east 
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along  the  Pennsylvania-Maryland  state 
line  to  junction  U.S.  Highway  222,  to 
junction  US.  Highway  1,  to  junction 
Maryland  Highway  32,  to  junction  MD 
Highway  108.  to  junction  MD  Highway 
97.  to  junction  MD  Highway  28.  to  junc- 
tion MD  Highway  107.  to  the  Virginia- 
Maryland  state  line  near  White's  Ferry, 
MD,  thence  west  along  the  Maryland - 
Virginia  state  line  to  the  point  of  begin- 
ning, on  the  one  hand,  and,  on  the  other, 
points  in  Minnesota  on  and  north  of  a 
line  beginning  at  the  Minnesota-North 
Dakota  state  line  and  extending  along 
U.S.  Highway  2  to  junction  U.S.  Highway 
71.  to  the  United  States-Canadian  Inter- 
national Boundary  line.  (B)  Between 
points  in  Minnesota  on  and  north  of  a 
line  beginning  at  the  Minnesota-North 
Dakota  state  line  at  U.S.  Highway  2  to 
junction  U.S.  Hife'iway  71  to  the  United 
States-Canadian  International  Bound- 
ary line,  on  the  one  hand.  and.  on  the 
other,  points  in  Maryland  on  and 
bounded  by  a  line  beginning  at  the 
Virginia-Maryland  state  line  and  ex- 
tending along  U.S.  Highway  340  to  junc- 
tion U.S.  Highway  15,  to  junction  Mary- 
land Highway  194.  to  the  Maryland- 
Pennsylvania  state  line,  thence  east 
along  the  Pennsylvania -Maryland  state 
line  to  junction  U.S.  Highway  222,  to 
junction  U.S.  Highway  1.  to  junction 
Maryland  Highway  32,  to  junction  MD 
Highway  108.  to  junction  MD  Highway 
97.  to  junction  MD  Highway  28.  to  junc- 
tion MD  Highway  107.  to  the  Virginia- 
Maryland  state  line  near  White's  Ferry, 
MD.  thence  west  along  the  Maryland- 
Virginia  state  line  to  the  point  of  begin- 
ning. The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  LsTichburg, 
Va.  and  points  in  Smyth  County.  Va. 

No.  MC  61825  i  Sub-No.  E894>.  filed 
Mav  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St..  N.W..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
commx>n  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Sew  fur- 
niture. I  A'  between  points  in  Maryland 
on  and  west  of  a  line  beginning  at  tlie 
Pennsylvania-Maryland  state  line  and 
extending  along  U.S.  Highway  522  to 
junction  U.S.  Highway  522  to  the  Mary- 
land-Virginia state  line,  on  the  one  hand. 
and,  on  the  other,  points  In  Arkansas, 
Kansas,  Oklahoma  and  Texas,  on  and 
south  of  a  line  beginning  at  the  Tennes- 
see-Arkansas state  line  and  extending 
along  Arkansas  Highway  140,  thence 
west  along  Arkansas  Highway  140  to 
jimctlon  Ark.  Highway  77.  to  junction 
Ark.  Highway  18.  to  junction  U.S.  High- 
way 63.  to  junction  US.  Highway  62.  to 
junction  Ark.  Highway  56.  to  junction 
Ark.  Highway  5.  to  junction  Ark.  High- 
way 14,  to  junction  Ark.  Highway  27,  to 
junction  U.S.  Highway  65,  to  junction 
Ark.  Highway  123.  to  junction  Ark.  High- 
way 74.  to  junction  Ark.  Highway  16,  to 
the  Arkansas-Oklahoma  state  line,  to 
junction  Oklahoma  Highway  33,  to  junc- 
tion Okla.  Highway  51,  to  Junction  In- 
terstate  Highway   35,   to  junction  U.S. 


Highway  64.  to  junction  U5.  Highway 
281  to  the  Kansas-Oklahoma  state  line, 
to  junction  U.S.  Highway  160,  to  junction 
Kansas  Highway  34,  to  junction  U.S. 
Highway  154,  to  jimctlon  U.S.  Highway 
50  to  the  Kansas-Colorado  state  line. 
(B)  Between  points  in  Arliansas,  Kansas. 
Oklahoma  and  Texas  on  and  south  of  a 
line  beginning  at  the  Tennessee-Arkan- 
sas state  line  and  extending  along  Ar- 
kansas Highway  140.  thence  Vs-est  along 
Arkansas  Highway  140  to  jimction  Ark. 
Highway  77,  to  junction  Ark.  Highway 
18,  to  junction  U.S.  Highway  63.  to  junc- 
tion U.S.  Highway  62.  to  junction  Ark. 
Highway  56,  to  junction  Ark.  Highway  5, 
to  junction  Ark.  Highway  14.  to  junction 
Ark.  Highway  27,  to  junction  U.S.  High- 
way 65,  to  junction  Ark.  Highway  123,  to 
junction  Ark.  Highway  74.  to  junction 
Ark.  Highway  16.  lo  the  Arkansas-Okla- 
homa state  line,  to  junction  Oklahoma 
Highway  33,  to  j'jnctlon  Okla.  Highway 
51,  to  junction  Interstate  Highway  35,  to 
junction  U.S.  Highway  64.  to  junction 
U.S.  Highway  281,  to  the  Kansas-Okla- 
homa state  line,  to  junction  U.S.  High- 
way 160,  to  junction  Kansas  Highway  34. 
to  junction  U.S.  Highway  154,  to  junction 
U.S.  Highway  50,  to  the  Kansas-Colo- 
rado state  line,  on  the  one  hand,  and,  on 
the  other,  points  in  Marj'land  on  and 
west  of  a  line  beginning  at  the  Pennsyl- 
vania-Maryland state  line  at  U.S.  High- 
way 522  and  extanding  south  along  U.S. 
Highway  522  to  the  Maryland-Virginia 
state  line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Lynchburg, 
Va.  and  points  in  Smyth  County,  Va. 

No.  MC  61825  f Sub-No.  E895K  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.,  N.W.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
niture, <A)  between  points  in  Maryland 
on  and  east  of  a  line  beginning  at  the 
Pennsylvania-Maryland  state  line  and 
extending  along  U.S.  Highway  522, 
thence  along  U.S.  Highway  522  to  the 
Maryland-Virginia  state  line,  on  the  one 
hand,  and,  on  the  other,  points  In  Arkan- 
sas, Kansas,  Oklahoma  and  Texas.  (B) 
Between  points  in  Arkansas,  Kansas. 
Oklahoma  and  Texas,  on  the  one  hand, 
and,  on  the  other,  points  In  Mairyland  on 
and  east  of  a  line  beginning  at  the  Penn- 
sylvania-Maryland state  line,  and  ex- 
tending along  U.S.  Highway  522,  thence 
.  along  U.S.  Highway  522  to  the  Maryland- 
Virginia  state  line. 

The  purpose  of  this  filing  is  to  elimi- 
nate the  gateways  of  Lynchburg,  Va.  and 
points  in  Smyth  County.  Va. 

No.  MC  61825  'Sub-No.  E896) .  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville.  Va.  24073.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.,  N.W.,  Washington.  D.C. 
20036.  Authority  sought  to  c^Jerate  as  a 
comm^yn  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
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niture.  from  points  in  North  Carolina 
on  and  east  of  a  line  beginning  at  the 
Virginia-North  Carolina  state  line  and 
extending  along  Interstate  Highway  85 
to  junction  U.S.  Highway  70  to  the  At- 
lantic Ocean,  to  points  in  Virginia  on 
and  west  of  a  line  begimung  at  the  Vir- 
ginia-West Virginia  state  line  and  ex- 
tending along  U.S.  Highway  250  to  jimc- 
tlon U.S.  Highway  220.  to  junction  Vir- 
ginia Highway  39,  to  junction  U.S.  High- 
way 11,  to  junction  U.S.  Highway  CO.  to 
junction  U.S.  Highway  29,  to  junction 
U.S.  Highway  501.  to  junction  VA  High- 
way 24  west,  to  junction  U.S.  Highway 
11,  to  junction  VA.  Highway  311.  to  the 
Virginia-West  Virginia  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Lynchburg,  Va. 

No.  MC  61825  « Sub-No.  E897i.  filed 
May  13.  1974.  Applicant:  Roy  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville.  Va  24078.  Applicant's 
representative;  Harry  I.  Jordan.  1000 
Sixteenth  St..  N.W.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
covimon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  New 
furniture,  from  points  in  North  Carolina 
on  and  soutli  of  a  line  begining  at  the 
Atlantic  Ocean  and  extending  along  tlie 
Neuse  River  to  junction  U.S.  Highway  17. 
to  junction  U.S.  Highway  70.  to  junction 
U.S.  Highway  70-A,  to  junction  U.S. 
Highway  301,  to  the  North  Carolina- 
South  Carolina  state  line,  to  points  in 
Virginia  on  and  northwest  of  a  line  be- 
ginning at  the  West  Virginia-Virginia 
state  line  and  extending  along  Virginia 
Highway  311,  to  junction  U.S.  Highway 
11,  to  junction  VA  Highway  24.  to  junc- 
tion U.S.  Highway  501.  to  junction  VA 
Highway  24,  to  junction  U.S.  Highway 
460,  to  junction  VA  Highway  24.  to  junc- 
tion U.S.  Highway  60.  to  junction  U.S. 
Highway  15.  to  junction  VA  Highway 
229.  to  juncticm  U.S.  Highway  211.  to 
junction  VA  Highway  688.  to  junction  VA 
Highway  647,  to  junction  U.S.  Highway 
17.  to  junction  VA  Highway  55.  to  junc- 
tion VA  Highway  626.  to  junction  U.S. 
Highway  50.  to  juncticHi  U.S  Highway 
15.  to  the  Maryland-Virginia  state  line. 
The  purpose  of  this  filing  is  to  elinilnat-e 
the  gateway  of  Lynchburg,  Va. 

No.  MC  61825  i  Sub-No.  E898 ' .  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TR.ANSFER  CORPORATION,  P.O.  Box 
385.  Collinsville,  Va.  24078.  Apphcanfs 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St..  N.W.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New 
furniture,  from  points  in  North  Carolina 
on  and  bounded  by  a  Une  beginning  at 
the  South  Carolina-North  Carolina  state 
line  and  extending  along  Interstate 
Highway  77  to  jimction  Interstarte  High- 
way 85,  to  junction  U.S.  Highway  70,  to 
junction  U.S.  Highway  Alternate  70,  to 
Jimctlon  U.S.  Highway  301  to  the  North 
Carolina -South  Carolina  state  line  to  the 
point  ot  beginning,  to  points  In  Virginia 
on  and  bounded  by  a  Une  beginning  at 
the  West  Virginia- Virginia  state  line  and 
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extending  along  Virginia  Highway  39  to 
Juncticoi  UJS.  Highway  11,  to  Junction 
VA  Highway  43,  to  the  Blue  Ridge  Park- 
way, to  junction  VA  Highway  43,  to  junc- 
tion VA  Highway  24,  to  junction  U.S. 
Highway  501.  to  junction  VA  Highway 
24,  to  junction  U.S.  Highway  460,  to 
junction  VA  Highway  24.  to  junction  VA 
Highway  636.  to  junction  VA  Highway 
640,  to  juncUon  U.S.  Highway  15.  to  junc- 
tion VA  Highway  28,  to  junction  U.S. 
Highway  29,  to  junctic«i  Interstate  High- 
way 495,  to  the  Virginia-Maryland  state 
line,  thence  to  the  Vlrgiiiia-West  Vir- 
ginia state  line  to  tlie  point  of  beginning. 
The  purpose  of  this  filing  is  to  eluninate 
the  gateway  of  Lj-nchburg,  Va. 

No.  MC  61825  (Sub-No.  E899^  filed 
May  13,  1977.  Applicant:  ROY  STONE 
TRANSFER  CORPOR.\TION.  P  O.  Box 
385,  Collinsville.  Va,  24078.  Applicant's 
representative;  Harry  I.  Jordan,  1000 
Sixteenth  St..  N.W.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Nev 
furniture,  from  points  m  North  Carolina 
on  and  southwest  of  a  line  begirming  at 
the  Tennessee-North  Carolina  state  line 
and  extending  along  U.S.  Highway  421 
to  junction  U.S.  Highway  321,  to  junction 
North  Carolina  Highway  16.  to  junction 
Interstate  Highway  77  to  the  North 
Carolina-South  Carolina  state  line,  to 
points  in  Virginia  on  and  north  of  a  Ime 
begirming  at  the  West  Virsinia-Virginia 
state  line  and  extending  along  Virginia 
Highway  39  to  junction  U.S.  Highway  11. 
to  junction  U.S.  Highway  60.  to  Junction 
U.S.  Highway  £01.  to  junction  U.S.  High- 
way 221,  to  junction  VA  Highway  811.  to 
junction  VA  Highway  24.  to  junction 
U.S.  Highway  501,  to  junction  VA  High- 
way 24,  to  junction  U.S.  Highway  460,  to 
junction  VA  Highway  36.  to  junction  VA 
Highway  10.  to  junction  VA  Highway  156. 
to  the  James  River,  thence  to  the  Chesa- 
peake Bay.  and  the  Atlantic  Ocean.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Lynchburg.  Va. 

No.  MC  61825  'Sub-No.  E900> .  filed 
May  13.  1977.  Applicant:  ROY  STONE 
TRANSFER  CORPOR.\TION.  P.O  Box 
385.  Collinsville.  Va.  24078.  Applicants 
representathe :  Harry  I.  Jordan.  1000 
Sixteenth  St..  N.W.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Nexc 
furniture,  from  points  in  North  Carolina 
on  and  bounded  by  a  ime  begmning  at 
the  Tennessee-North  Carolina  state  Ime 
and  extending  along  U.S.  Highway  421.  to 
junction  U.S.  Highway  321.  to  junction 
North  Carolina  Highway  16.  to  junction 
Interstate  Highway  85.  to  junction  Inter- 
state Highway  40.  to  junctic«i  US  High- 
way 52.  to  the  North  Carolina-Virginia 
state  line,  thence  west  along  the  North 
Carolina-Virginia  state  line  to  tlie  Nortii 
Carollna-Tenne-^see  state  line,  thence 
south  along  the  North  Carol  ma -Tennes- 
see state  line  to  the  point  of  beginning, 
to  points  In  Virginia  on  and  north  of  a 
Une  beginning  at  the  West  Virginia-Vir- 
ginia state  line  and  extending  aJong  U.S. 
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Highwaj-  250  to  junction  Virginia  High- 
way 42.  to  junction  VA  Highway  39.  to 
junction  US  Highwaj-  11.  to  junction 
U.S.  Highway  60,  to  junction  U.S.  High- 
way 501.  to  junction  U.S.  Highway  221,  to 
junction  VA  Highway  811,  to  junction 
VA  Highway  24.  to  Junction  U.S.  High- 
way 501,  to  junction  VA  Highway  24,  to 
junction  U.S.  Highway  460,  to  junction 
V.^  Highway  307.  to  juncUon  U.S.  High- 
way 360,  to  junction  Intei-state  Highway 
64.  to  junction  VA  Highway  33.  to  the 
York  River,  thence  south  along  the  York 
River  to  the  Chesapeake  Bay,  thence 
along  the  Chesapeake  Bay  to  the  Atlnntic 
Ocean.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Lynchburg.  Va. 

No.  MC  61825  (Sub -No.  E901).  filed 
May  13.  1974.  Applicant;  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville.  Va.  24078.  Apphcanfs 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.  NW.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
comvion  earner,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
niture, frcxn  points  in  North  Carolina  on 
and  north  of  a  line  beginning  at  the 
Virgmia-North  Carolina  state  line  and 
extending  along  U.S.  Highway  52  to  junc- 
tion Interstate  Highway  40.  to  Junction 
U.S.  Highway  70.  to  junction  Interstate 
Highway  85  to  the  North  Carohna- Vir- 
ginia state  line,  to  points  in  Virginia  on 
and  bounded  by  a  line  beginning  at  the 
West  Virginia-Virginia  state  line  and 
extending  along  U.S.  Highway  250  to 
junction  VA  Highway  42,  to  Junction 
VA  Highway  39,  to  Junction  U.S.  High- 
way 11,  to  junction  U.S.  Highway  60. 
to  junction  US.  Highway  501,  to  Junction 
U.S.  Highway  29.  to  junction  U.S.  High- 
way 250.  to  junction  VA  Highway  22. 
to  junction  VA  Highway  231.  to  junc- 
tion U.S.  Highway  15  to  the  Maryland- 
Virginia  state  line,  thence  west  along 
the  Virginia-Maryland  state  line  to  the 
Virginia-West  Virginia  state  line,  thence 
southwest  along  the  Virginia -West  'Vir- 
ginia state  line  to  the  point  of  begin- 
ning. The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Lynchburg. 
Va. 

No.  MC  61825  iSub-No.  E902>.  file<l 
May  13.  1974.  Applicant  ROY  STONE 
TRANSFER  CORPORATION,  P.O  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St..  NW.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
comm-cm  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
niture, from  points  in  AlsUaania  on  and 
west  of  a  line  beginning  at  the  Tennes- 
see-.Mabama  .state  line  and  extending 
along  U.S.  Highway  72  to  junction  Ala- 
bama Highway  79,  to  Junction  U.S.  High- 
way 31.  to  junction  U.S.  Highway  11. 
to  junction  Ala  Highway  5,  to  junction 
U.S.  Highway  82.  to  junction  Ala  High- 
way 219.  to  junction  Ala.  Highway  14.  to 
junction  Ala.  Highway  22.  to  Junction 
Ala.  Highway  5.  to  junction  US  Highway 
43,  to  junction  U.S.  Highway  45,  to  junc- 
tion U.S.  Highway  90.  to  the  Mobile  Bay. 
thence  to  the  GuLf  of  Mexico.  tD  points 
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In  North  Carolina  on.  nortli  and  east 
of  a  line  beginmng  at  the  Virginia- 
North  Carolina  state  line  and  extending 
along  US.  Highway  220  to  junction  In- 
terstate Highway  85.  to  junction  U.S. 
Highway  70.  thence  east  along  U.S.  High- 
way 70  to  the  Atlantic  Ocean.  The  pur- 
pose of  tihs  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County.  Va. 
adn  Martinsville.  Va. 

No.  MC  61825  (Sub-No.  E903).  filed 
May  13.  1974.  Applicant;  ROY  STONE 
TR.\NSFER  CORPORATION,  P.O  Box 
385,  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth,  St.,  NW..  Wa.shington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  New 
furniture,  from  points  In  Florida  on  and 
south  of  a  line  beginning  at  the  Gulf 
of  Mexico,  and  extending  along  U.S. 
Highway  41  to  Uie  Atantic  Ocean,  to 
points  in  North  Carolina  on  and  north 
of  a  line  beginning  at  the  North  Caro- 
lina-Virginia state  line  and  extending 
along  U.S.  Highway  52  to  junction  North 
Carolina  Highway  65.  to  junction  N.C. 
Highway  66.  to  junction  U.S.  Highway 
421.  to  junction  U.S  Highway  70,  to 
junction  North  Carolina  Highway  49. 
to  the  Virginia-North  Carolina  state  line. 
Tlie  purpose  of  this  filing  is  to  eliminate 
the  gat-eway  of  Pulaski.  Va.  and  Martins- 
ville, Va. 

No.  MC  61825  (Sub-No.  £904'.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  PO  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harrv-  I,  Jordan.  1000 
SUteenth  St.,  NW.,  Washington,  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle  over 
Irregular  routes,  transporting:  New 
furniture,  from  points  in  South  Carolina 
on  and  east  of  a  line  beginning  at  the 
North  Carolina-South  Carolina  state 
line  and  extending  along  U.S.  Highway 
21  to  junction  U.S.  Highway  1.  to  junc- 
tion South  Carolina  Highway  12.  to 
Junction  US  Highway  601,  to  junction 
Interstate  Highway  26,  to  the  Atlantic 
Ocean,  to  points  in  Virginia  on  and 
north  of  a  hne  beginning  at  the  West 
Virginia-Virginia  state  line  and  extend- 
ing along  U.S.  Highway  60  to  junc- 
tion U.S.  Highway  220,  to  junction  Vlr- 
ginla-Hlghway  43.  to  junction  U.S.  High- 
way' 29,  to  junction  VA  Highway  699, 
to  junction  U.S.  699.  to  jimction  U-.S. 
Highway  501,  to  junction  V.'^  Highway 
fiOO,  to  junction  VA  Highway  615.  to  junc- 
tion VA  Highway  47  to  junction  U.S. 
Highway  460,  to  junction  VA  Highway 
45,  to  Junction  VA  Highway  606,  to  junc- 
tion VA  Highway  629,  to  junction  US. 
Highway  522,  to  junction  U.S.  Highway 
33.  to  junction  VA  Highway  609,  to  junc- 
Uon  VA  Highway  618,  to  junction  VA 
Highway '601,  to  junction  VA  Highway 
715,  to  junction  VA  Highway  739,  to 
Junction  VA  Highway  639,  to  jimction 
US.  Highway  301  to  tlie  Potomac  River. 
The  purpose  of  this  filing  Ls  to  eliminate 
the  gateway  of  Lynchburg,  Va. 

No.   MC   61825    (Sub-No.   E905',   filed 
May  13.  1974.  Applicant:  ROY  STONE 


TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville,  Va.  24078.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting :  New  furniture,  from  points 
in  South  Carolina  on  and  west  of  a 
line  beginning  at  the  North  Carolina- 
South  Carolina  state  Une  and  extending 
along  U.S.  Highway  21,  to  junction  U.S. 
Highway  1  to  junction  Interstate  High- 
way 20,  to  the  Georgia-South  Carolina 
state  line,  to  points  in  Virginia  on  and 
north  of  a  line  beginning  at  the  James 
River  and  extending  along  Virginia 
Highway  31  to  junction  VA  Highway 
10.  to  junction  VA  Highway  40,  to  jimc- 
tion U.S.  Highway  501.  to  junction  VA 
Highway  699,  to  junction  U.S.  Highway 
29,  to  junction  VA  Highway  43,  to  junc- 
tion U.S.  Highway  220,  to  junction  U.S. 
Highway  60  to  the  Virginia-West  Vir- 
ginia state  line.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Ljmch- 
burg,  Va. 

No.  MC  61825  i  Sub-No.  E906i,  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385,  ColLm-svUle,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000  Six- 
teenth St.,  NW..  Washington.  D.C.  20036. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  New  furniture, 
from  points  in  South  Carolina  on  and 
south  of  a  line  beginning  at  the  Atlantic 
Ocean  and  extending  along  Interstate 
Highway  26  to  junction  U.S.  Highway 
601,  to  junction  South  Carolina  Highway 
12,  to  junction  U.S.  Highway  1,  to  junc- 
tion Interstate  Highway  20  to  the  Geor- 
gia-South Carolina  state  line,  to  points  in 
Virginia  on  and  nortli  of  a  line  Ijeginning 
at  the  York  River  at  Virginia  Highway 
33  and  extending  along  VA  Highway  33 
to  junction  Interstate  Highway  64.  to 
junction  US  Highway  360.  to  Junction 
VA  Highway  40.  to  junction  VA  Highway 
834.  to  junction  VA  Highway  670,  to  junc- 
tion VA  Highway  116.  to  Junction  U.S. 
Highway  460.  to  Junction  VA  Highway 
311  to  the  Virginia- West  Virginia  state 
line.  The  purpose  of  this  filing  Is  to  elim- 
inate the  gateway  of  Lynchburg,  VA. 

No  MC  61825  (Sub-No.  E907),  fUed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collin-sville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St..  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  mutes,  transporting:  Furni- 
ture ^arts  and  furniture  materials  (ex- 
cept commodities  in  bulk) ,  from  points 
in  Washington  to  points  in  Florida  and 
Georgia  on  and  ea,st  of  a  line  beginning 
at  the  Gulf  of  Mexico  and  extending 
north  along  Flonda  Highway  67  to  Junc- 
tion Ha.  Highway  65  to  the  Florida- 
Georgia  state  line  and  extending  along 
Georgia  Highway  309  to  Junction  Ga. 
Highway  1 .  to  Junction  Ga.  Highway  45, 
to  junction  Ga.  Highway  41  to  Junction 
Ga.  Highway  85,  to  junction  U.S.  High- 
way 19.  to  junction  Ga.  Highway  11  to 
the  Georgia-North  Carolina  state  line 
and  points  In  Tennessee  on  and  east  of 


a  line  beginning  on  the  North  Carolina- 
Tennessee  state  line  and  extending  along 
U.S.  Highway  441  to  junction  U.S.  High- 
way 411  to  Junction  Tennessee  Highway 
92,  to  junction  on  U.S.  Highway  UW,  to 
junction  Tenn.  Highway  31,  to  junction 
Tenn.  Highway  33  to  the  Tennessee-Vir- 
ginia state  Une.  The  purpose  of  thLs  filing 
is  to  eliminate  the  gateways  of  points 
in  Smyth  County,  Va.,  Lynchburg,  Va. 
and  Martinsburg,  Va. 

No.  MC  61825  (Sub -No.  E908  > .  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  CoUinsville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.,  NW.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furni- 
ture parts  and  furniture  rnaterials  (ex- 
cept commodities  in  bulk),  from  points 
in  Idaho  to  joints  in  Florida  and  Geor- 
gia on  and  east  of  a  line  beginning  on 
the  Gulf  of  Mexico  and  extending  along 
the  Suwannee  River  to  Florida  Highway 
349.  to  junction  U.S.  Highway  129,  to  the 
Florida-Georgia  state  line  and  extending 
along  U.S.  Highway  129  to  junction 
Georgia  Highway  11.  to  junction  U.S. 
Highway  221,  to  junction  Ga.  Highway 
15,  to  Junction  Ga.  Highway  248.  to  junc- 
tion Ga.  Highway  16,  to  junction  U.S. 
Highway  278.  to  junction  Ga.  Highway 
47,  to  junction  Ga.  Highway  17,  to  junc- 
tion Ga.  Highway  77,  to  junction  Ga 
Highway  368,  to  the  Georgia-South 
Carolina  state  line  and  to  points  in 
Pennsylvania,  New  Jersey  and  New 
York,  on,  east  and  south  of  a  line  be- 
ginning on  the  Mar\'land-Penns].\-\ania 
state  line  and  extending  along  Pennsyl- 
vania Highway  24  to  junction  Pa.  High- 
way 624.  to  junction  U.S.  Highway  30. 
to  junction  U.S.  Highway  22,  to  junction 
Pa.  Turnpike  Extension,  to  junction  US 
Highway  22,  to  the  Pennsylvania -New- 
Jersey  state  line  and  extending  along 
New  Jersey  Highway  57  to  junction  U.S. 
Highway  46,  to  junction  U.S.  Highway 
202,  to  Junction  N.J.  Highway  23,  to 
Junction  Interstate  Highway  80,  to  junc- 
tion the  Garden  State  Parkway,  to  junc- 
tion New  Jersey  Highway  502.  to  the 
Hudson  River  and  extending  north  along 
the  Hudson  River  to  Interstate  Highway 
287.  to  junction  Hutchinson  River  Park- 
way to  the  New  York -Connecticut  state 
line,  and  to  points  in  Delaware.  Tlie  pur- 
pose of  this  filing  Ls  to  eliminate  the 
gateway  of  a  point  In  Smyth  Coimty,  Va., 
Lynchbixrg,  Va.  and  MartinsvUle,  Va. 

No.  MC  61825  'Sub-No.  E909'  .  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St..  N"W..  Washington.  DC. 
2O036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle  over 
Irregular  routes,  transporting:  Furni- 
ture and  furniture  materials  (excepi 
commodities  in  bulk),  from  points  In 
Montana  to  points  In  Florida  and  Geor- 
gia on  and  east  of  a  line  beginning  on 
the  Gulf  of  Mexico  and  extending  akmg 
Florida    Hig-hway   40   to   Junction    U.S. 
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Highwav  19,  to  junction  Fla.  High*-ay 
1 2 1 .  to  the  Flonda  -Georgia  state  line,  and 
extending  along  Georgia  Highway  121  to 
junctlCMi  U.S.  Highway  1,  to  junction  U.S. 
Highway  23,  to  junction  U.S.  Highway 
221,  to  junction  Ga.  Highway  15  to  junc- 
tion Ga.  Highway  77  to  the  Georgia- 
South  Carolina  state  line,  and  to  points 
in  Delaware  and  New  Jersey  on  and 
.south  of  a  line  beginning  on  the  Mary- 
land-Delaware state  line  and  extending 
along  Delaware  Highway  8  to  the  Dela- 
ware River,  and  extending  across  the 
Delaware  River  to  the  Mouth  of  the  Co- 
hansey  Creek,  and  extending  along  the 
Cohansey  Creek  to  New  Jersey  Highway 
553.  to  junction  N.J.  Highway  49.  to 
junction  N.J.  Highway  555.  to  junction 
N.J.  Highway  552  Spur,  to  junction  N.J. 
Highway  552,  to  junction  U.S.  Highway 
40.  to  junction  U.S.  Highway  9,  to  junc- 
tion U.S.  Highway  30  to  the  Atlantic 
<3cean.  The  purpose  of  tills  filing  is  to 
eliminate  the  gateway  of  points  In 
Smyth  County,  Va.,  Lynchburg.  Va.  and 
Martinsville.  Va. 

No.   MC   61825    (Sub-No,   E910>,   filed 
May  13.   1974.  Applicant:   ROY  STONE 
TRANSFER  CORPORATION,  P  O.  Box 
385,   Collinsville.   Va.   24078.   Applicant's 
representative:    Harry    I.    Jordan.    1000 
Sixteenth    St..    N.W.,    Washington.   D.C. 
20036.  Authority  .sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts   and    furniture   materials,    (except 
commodities   in   bulk),   from   points   in 
Montana  on  and  north  of  a  line  begin- 
ning on  the  Idaho-Montana  state  line 
and  extending  along  Montana  Highway 
43  to  junction  US.  Highway  91.  to  junc- 
tion US.  Highway  10,  to  junction  U.S. 
Highway  287,  to  junction  U.S.  Highway 
12.  to  junction  U.S.  Highway  191.  to  junc- 
tion    U.S.     Highway     87.     to     junction 
Montana  Highway  200.  to  junction  Mon- 
tana   Highway    200S.    to   junction   U.S. 
Highway     10,     to     the    Montana-North 
Dakota  state  line,  to  points  In  Florida 
and  Georgia  on  and  east  of  a  line  begin- 
ning on  the  Gulf  of  Mexico  and  extend- 
ing along  the  Aucilla  River  to  Florida 
Highway  257,  to  junction  U.S.  Highway 
19.  to  the  Florida-Georgia  state  line  and 
extending  along  Georgia  Highway  333  to 
junction  U.S.  Highway  319.  to  junction 
Interstate  Highway  75.  to  junction  Ga. 
Highway  112,  to  junction  Ga.  Highway 
11.  to  junction  Gteorgia  Highway  26.  to 
junction  Greorgia  Highway  87,  to  Junction 
Georgia  Highway  112,  to  junction  Inter- 
state Highway  16,  to  junction  Ga.  High- 
way 18,  to  junction  Ga.  Highway  243,  to 
junction  US.  Highway  441,  to  the  Geor- 
gia-North Carolina  state  line  .T.nd  points 
west  of  a  line  beginning  on  tiie  Gulf  of 
Mexico    and    extending    along    FiOrida 
Highway  40.   to  jur.ction  U.S.  Highway 
19,  to  junction  Fla   Highway  121  to  the 
Florida-Georgia  state  hne  and  extend- 
ing along  Ga.  Highway  121  to  junction 
U.S.  Highway  1,  to  junction  U.S.  High- 
way 23.  to  junction  U.S.  Highway  221.  to 
jimction  Ga.  Highway  15.  to  junction  Ga. 
Highway  77  to  the  Georgia-South  Caro- 
lina state  line.  The  purpose  of  this  fUlng 


is  to  eliminate  the  gateway  of  a  point  In 
Sm\ah  County,  Va..  Lynchburg.  Va  and 
Martinsville,  Va. 

No.   MC   61825    (Sub-No.   E911).   filed 
Mav   13.  1974.  Applicant:   ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385.   Collinsville.   Va.   24078.   Applicanl  s 
representative:    Harry    I.    Jordan,    1000 
Sixteenth   St..   N.W.,   Washington,    DC 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts   and    furniture  materials,   (except 
commodities   in   bulk>,   from   points   in 
Montana  on  and  west  of  a  line  begin- 
ning on  the  Wyoming-Montana  state  line 
and  extending  along  U.S.  Highway  212 
to   junction   Interstate  Highway   90.   to 
junction  U.S.  Highway  87.  to  junction 
Monuna  Highway  200,  to  junction  Mont. 
Highway  24,  to  junction  Mont.  Highway 
247.  to  the  United  States-Canada  Bound- 
ary hne  to  points  in  New  Jersey  on  and 
south  of  a  line  beginning  on  the  Penn- 
sylvania-New Jersey  state  line  and  ex- 
tending along  New  Jersey  Highway  537 
to  the  Garden  State  Parkway,  to  junc- 
tion N.J.  Highway  547,  to  junction  N.J. 
Highway  36  to  the  Atlantic  Ocean  and 
points  north  of  a  line  beginning  on  the 
Delaware  River  and  extending  along  the 
Cohansey  Creek  to  New  Jersey  Highway 
553,  to  junction  New  Jersey  Highway  49. 
to  junction  New  Jersey  Highway  555,  to 
Junction  N.J.  Highway  552  Spur,  to  junc- 
tion N.J.  Highway  552.  to  jimction  U.S. 
Highway  40  to  junction  U.S.  Highway  9, 
to    junction   U.S.    Highway    30.    to    the 
Atlantic  Ocean  and  to  pofhts  in  Delaware 
north  of  Delaware  Highv^-ay  8   Tlie  pur- 
pose of  this  filing  is  to  eliminate  the  gate- 
way  of   points   in    Smyth   County.   Va.. 
L\Tichburg,  Va.  and  MartinsvUle,  Va. 


No.   MC   61825    (Sub-No.   E912»,   filed 
May   13,   1974.  Apphcant:    ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
385,  CoUinsville,  Va.  24078.  Applicant's 
representative:    Harry    I.    Jordan,    1000 
Sixteenth   St..    N.'W.,   Washington.    DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  FurrUture 
parts   and  furmture  materials,    (except 
commodities   in   bulk),   from   points   in 
Oregon    to    points    in    Delaware.    New 
Jersey,  Pennsylvania  and  New  York  on 
and  east  and  south  of  a  hne  beg  liming  at 
the    Maryland-Pennsylvania    state    line 
and  extending  along  Interstate  Highway 
83  to  junction  U.S.  Highway  22  322,  to 
junction  Pennsylvania  Highway   147.  to 
junction  U.S.  Highway  220,  to  j'jnction 
Pa.  Highvs-ay  87.  to  junction  U.S.  High- 
way 6.  to  junction  Pa.  Highway  706.  to 
junction  U.S.  Highway  11.  to  junction  Pa. 
Highway  171,  to  junction  Pa.  Highway  92. 
to  the  Pennsj-lvania-New  York  state  hne 
and  extending  along  the  Permsylvania- 
New  York  sUte  line  to  junction  New  York 
Highway  17.  to  junction  N.Y  Highway  8, 
to  junction  N.Y.  Highway  7,  to  junction 
N.Y.  Highway  50.  to  junction  N.Y.  High- 
way 9.  to  junction  NY.  Highway  196,  to 
junction  N.Y.  Highway  40,  to  Junction 
NY.   Highway   149.   to   the   New   York- 


Vermont  state  line.  The  purpose  of  this 
filing  is  to  ehminate  the  gateway  of 
points  in  Smjth  County.  Va  .  Lynchburg 
and  Maxtmsburg,  Va. 

No    MC   61825    (Sub-No.  E913>.  filed 
May  13.  1974.  Applicant:   ROY  STONE 
TR.\NSFER  CORPORATION.  P.O.  Box 
385,  CoUinsville,  Va.  24078    Applicant's 
representative:    Harry    I.    Jordan,    1000 
Sixteenth   St..  N.W.,  Washington.   DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,    (except 
commodities   in   bulk>,   from   points   in 
Oregon  to  points  in  Florida  and  Georgia 
on  and  east  of  a  line  beginning  at  the 
Gulf    of  •  Mexico    and    extending   along 
Florida  Highway  361-A  to  junction  US. 
Highway  19-27,  to  junction  U.S.  Highway 
19.  to  the  Florida-Georgia  state  Une  and 
extending  along  U.S.  Highway  19  to  junc- 
tion   U.S.    Highway    319,    to    junction 
Georgia   Highway   33,   to  junction   U.S. 
Highwav  41,  to  junction  Ga.  Highway  96. 
to  junction  U.S.  Highway  441.  to  junc- 
tion Ga.  Highway  24.  to  junction  US. 
Highway  278,  to  junction  U.S.  Highway 
129-441,  to  junction  U.S.  Highway  441. 
to  Junction  Ga.  Highway  15.  to  junction 
U.S.   Highway   23-441    to  the   Georgia- 
North  Carcrfina  state  line.  The  purpose 
of  this  fUing  is  to  ehminate  the  gateway 
of  a  point  m  Smyth  County.  Va.,  Lynch- 
burg, Va.  and  MartinsvUle,  Va. 

No    MC   61825    (Sub-No.   E914).   filed 
-May  13    1974.  AppUcant:   ROY  STONE 
TRANSFER  CORPORATION,  P  O.  Box 
385,  CoUinsviUe.   Va.   24078.  Apphcant's 
representative:    Harry    I.    Jordan.    1000 
Sixteenth   St..   N.W..   Washington.   DC 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts   and   furniture   materials    (except 
commodities   in   bulk),   from   points   in 
California  on  and  north  of  a  hne  be- 
ginning at  the  Pacific  Ocean,  and  ex- 
tending along  U.S.  Highway  101  to  junc- 
tion California  Highway  36,  to  junction 
Calif.    Highway    99.   to   junction    Calif. 
Highway  149.  to  junction  Calif.  Highway 
70.  to  junction  U.S.  Highway  395.  to  the 
Cahfornia-Nevada  sUte  line,  to  points  in 
Florida  and  Georgia  on  and  east  of  a 
Ime  begmning  at  Uie  Gulf  of  Mexico, 
and   extending  along   Florida  Highway 
361-A  to  junction  U.S.  Highway  221.  to 
the  Florida-Georgia  state  line,  to  junc- 
tion U.S.  Highway  84.  to  junction  U.S. 
Highwav  41.  to  junction  Georgia  High- 
way 11. "to  junction  U.S.  Highway  129.  to 
junction   Ga.   Highway   44.   to  junction 
US  Highway  129.  to  junction  U.S.  High- 
way 441,  to  junction  Ga.  Highway  24,  to 
junction  U5.  Highway  278,  to  Junction 
U.S.  Highwaj'  129-441.  to  junction  UJ8. 
Highway  78.  to  junction  U.S.  Highway 
129,  to  junction  U.S.  Highway  19-129.  to 
junction    Georgia    Highway    11    to    the 
Oorgia-North  Carolina  state  line.  The 
purpose  of  this  fiUng  is  to  eliminate  th« 
gateway  of  points  in  Smyth  County  Va, 
Lynchburg  and  MartinsvlUe.  Va. 


No.   MC   61825    (Sub-No.  E915),   filed 
May  13.   1974    AppUcant:   ROY  STONE 
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TRANSFER  CORPORATION.  P  O.  Box 
385,  CoUinsville,  Va,  24078  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.  N  W..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  In  California  to  points  in  New 
Jersey,  DelawEirc  and  points  in  Pennsyl- 
vania and  New  York  on  and  ea.st  of  a  line 
beginning  at  the  Maryland-Pennsylvania 
state  line  and  extending  along  U.S.  High- 
way 15  to  junction  U.S.  Highway  11/15, 
to  junction  U.S.  Highway  15  to  the  Penn- 
.sylvania-New  York  state  line,  and  ex- 
tending along  US  Highway  15  to  junc- 
tion New  York  Highway  414.  to  junction 
Interstate  Highway  90,  to  junction  U.S. 
Highway  11  to  junction  New  York  High- 
way 13  to  Lake  Ontario.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County.  Va  Lynchburg 
and  Martinsville.  Va. 

No.  MC  61825  i  Sub-No.  £916'.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  Collm.svUle,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  N.W..  'Washington.  D.C. 
20036.  Authority  sought  to  oiJerate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  North  Dakota  to  points  in 
Florida  and  Georgia  on  and  east  and 
south  of  a  line  beginning  at  the  Gulf 
of  Mexico  and  extending  along  Florida 
Highway  24  to  junction  Florida  Highway 
121.  to  the  Florida-Georgia  state  line, 
and  extending  along  Georgia  Highway 
121  to  junction  U.S.  Highway  1.  to  junc- 
tion U.S.  Highway  221  to  the  Georgia- 
South  Carolina  state  line.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Smytli  County,  Va.,  Lynchburg 
and  Martinsville,  Va. 

No,  MC  6182.5  I  Sub-No  E917'.  filed 
May  13.  1974  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsville.  Va  24078.  Applicant's 
representative  Harry  I.  Jordan,  1000 
Sixteenth  St.  N.W..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting  Furniture 
parts  and  furniture  materiaU.  from 
points  In  South  Dakota  on  and  north  of 
a  line  beginning  at  the  Minnesota-South 
Dakota  state  line  and  extending  along 
U.S.  Highway  14  to  junction  US,  High- 
way 281.  to  junction  South  r>akota  High- 
way 34,  to  junction  Soutli  Dakota  High- 
way 47.  to  junction  US  Highway  16.  to 
junction  South  Dakota  Highway  73,  to 
the  White  River,  and  extending  along 
the  White  River  to  U.S.  Highway  18  to 
the  South  D-akota-Wyoming  state  line, 
to  points  in  Florida  on  and  east  of  a 
Una  beginning  at  the  Atlantic  Ocean, 
and  extending  along  Florida  Highway 
520  to  Junction  Interstate  Highway  95, 
to  junction  Florida  Highway  60,  to  junc- 
tion UB.  Highway  1,  to  Junction  Florida 
Highway  70,  to  Junction  Interstate  High- 
way J>6,  to  Junction  US   Highway  1  to 


Key  West.  Florida.  The  purpose  of  this 
filing  is  to  eli^iJnate  the  gateway  of 
points  in  Smyth  County,  Va..  Lynchburg 
and  Martinsville,  Va. 

No.  MC  61825  (Sub-No.  E918).  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsville,  Va.  Applicant's  repre- 
sentative: Harry  I.  Jordan,  1000  Six- 
teenth St.  N.W.,  Washington,  D.C.  20036. 
Authority  sought  to  operate  as  a  com- 
mon carrier,  by  motor  vehicle,  over  ir- 
regular routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  Wyoming  on  -and  south  and 
west  of  U.S.  Highway  87  to  points  in 
Delaware  and  New  Jersey  on  and  south 
of  a  line  beginning  on  the  Maryland- 
Delaware  state  line  and  extending  along 
U.S.  Highway  40  to  the  Delaware-New 
Jersey  state  line,  and  extending  along 
U.S.  Highway  40  to  the  New  Jersey  Turn- 
pike, to  junction  New  Jersey  Highway 
70,  to  junction  New  Jersey  Highway  37 
to  the  Atlantic  Ocean.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Smyth  County,  Va..  Lynchburg 
and  Martinsville.  Va. 

No.  MC  61825  (Sub-No.  E919),  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385.  CoUinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.,  N.W.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  Wyoming  on  and  north  and 
west  of  a  line  beginning  on  the  Utah- 
Wyoming  state  line,  and  extending  along 
Interstate  Highway  80  to  junction  U.S. 
Highway  187.  to  junction  Wyoming 
Highway  28.  to  junction  U.S.  Highway 
287.  to  junction  Wyo.  Highway  789,  to 
junction  U.S  Highway  26  to  the  South 
Fork  Powder  River,  to  the  Powder  River, 
to  Interstate  Highway  90.  to  junction 
U.S.  Highway  14.  to  the  Wyoming-South 
E>akota  state  line  to  points  in  Fiorida 
on  and  east  of  a  line  beginning  on  the 
Gulf  of  Mexico  and  extending  along 
Florida  Highway  40  to  junction  Fla. 
Highway  121  to  the  Florida -Georgia 
state  line  and  points  located  west  and 
north  of  a  hne  beginning  on  the  Atlantic 
Ocean  and  extending  along  Fla.  Highway 
520  to  junction  Interstate  Highway  95, 
to  junction  Fla.  Highway  60,  to  Junction 
US.  Highway  441,  to  junction  U.S.  High- 
way 27,  to  junction  Fla.  Highway  2T,-to 
junction  US  Highway  1  to  Key  West, 
Fla.:  and  to  points  in  Georgia  c«i  and 
ea.'^t  of  a  line  beginning  on  the  Florida- 
Georgia  state  line  and  extending  along 
Georgia  Highway  121  to  Junction  Ga. 
Highway  15,  to  junction  U.S.  Highway 
1,  to  junction  U.S.  Highway  221,  to  the 
Georgia-South  Carolina  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County,  Va., 
Lynchburg.  Va.  and  Martinsville,  Va. 

No.  MC  61825  (Sub-No.  E920),  flJed 
May  13,  1974.  Applicant:  ROY  STO^TE 
TRANSFER  CORPORATION.  P.O.  Box 


385,  CollinsviUe,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.,  N.W..  Washington.  D.C. 
20036.  Autiiority  sought  to  operate  as  a 
commcm  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  Wyoming  to  points  in  Florida 
on  and  east  and  south  of  a  line  beginning 
on  the  Atlantic  Ocean,  and  extending 
along  Florida  Highway  520  to  junction 
Interstate  Highway  95,  to  junction  Flor- 
ida Highway  60,  to  junction  U.S.  High- 
way 441,  to  junction  U.S.  Highway  27. 
to  junction  Florida  Highway  27.  to  junc- 
tion U.S.  Highway  1  to  Key  West,  Fla. 
The  purpose  of  this  filing  is  to  ehminate 
the  gateway  of  a  point  in  Smyth  County, 
Va.,  Lynchburg,  Va  and  Martinsville. 
Va. 

No.  MC  61825  (Sub-No.  E921  > ,  filed 
May  13.  1974.  Applicant:  ROY  STONE 
385,  Colliiisville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  N.W.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  Nevada  on  and  north  of  U.S. 
Highway  50  to  points  in  Florida  and 
Georgia  on  and  east  of  a  line  beginning 
on  the  Gulf  of  Mexico,  and  e:<tending 
along  Fiorida  Highway  40  to  junction 
Florida  Highway  121  to  the  Saint  Mary's 
River,  to  junction  Florida  Highway  94. 
to  the  Florida-Georgia  state  line,  and  ex- 
tending along  Georgia  Highway  94  to 
junction  U.S.  Highway  441.  to  junction 
U.S.  Highway  221,  to  junction  Georgia 
Highway  47,  to  junction  Georgia  High- 
way 17,  to  junction  Georgia  Highway  77, 
to  junction  Georgia  Highway  368,  to  the 
Georgia-South  Carolina  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Smyth  County,  Va,. 
Lynchburg,  and  Martinsville,  Va. 

No.  MC  61825  <Sub-No.  £922',  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O  Box 
385,  CoUinsville,  Va.  24078.  Applicants 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.,  N.W.,  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  materials,  from 
points  in  Nevada  to  points  in  Delaware. 
New  Jersey,  Pennsylvania  and  New  York 
on,  east  and  south  of  a  line  beginning  at 
the  Maryland-Pennsylvania  state  line. 
and  extending  along  U.S.  Highway  522  to 
junction  U.S.  Highway  11.  to  junction 
U.S.  Highway  6.  to  junction  Pennsylvania 
Highway  652,  to  the  Pennsylvania-New 
York  state  line,  and  extending  along 
New  York  Highway  97  to  junction  New 
York  Highway  52,  to  junction  US.  High- 
way 209,  to  junction  Interstate  Highway 
87,  to  junction  New  York  Highway  7,  to 
the  New  York-Vermont  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  In  Smyth  County.  Va., 
Lynchburg,  and  Martinsville,  Va. 

No.  MC  61825  (Sub-No.  E923\  filed 
May  13.   1974    Applicant:  ROY  8TONK 


FtDEBAl   REGISTER,   VOL    43,    NO     115 — WEDNESDAY,    JUNE    15,    1977 


NOTICES 


.•M)567 


TRANSFER  CX>R.PORATION.  P  O  Box 
385,  CoUinsviUe,  Va.  24078.  Applicants 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  N.W..  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Furniture 
parts  and  furniture  mateials.  from  points 
in  Utah  on  and  north  of  a  line  beginning 
at  the  Nevada-Utah  state  line,  and  ex- 
tending along  Utah  Highway  21  to  junc- 
tion Interstate  Highway  15.  to  junction 
Utah  Highway  4.  to  junction  U.S.  High- 
way 89,  to  junction  Interstate  Highway 
70,  to  junction  Utah  Highway  10,  to  junc- 
tion U.S.  Highway  6,  to  junction  Utah 
Highway  53.  to  junction  U.S.  Highway  40. 
to  the  Utah-Coiorado  state  line,  to  points 
in  Horida  and  Georgia  on  and  east  of  a 
line  beginning  at  the  Gulf  of  Mexico, 
and  extending  along  the  Caloosahatcher 
River  to  Florida  Highway  29,  to  junction 
U.S.  Highway  27,  to  jimctlon  Interstate 
Highway  4.  to  junction  U.S.  Highway  17. 
to  the  Florida-Georgia  slate  line  and  ex- 
tending along  U.S.  Highway  17  to  junc- 
tion U.S.  Highway  341,  to  junction 
Georgia  Highway  23,  to  junction  U.S. 
Highway  25,  to  the  Georgia -South  Caro- 
lina state  line.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Smyth 
County,  Va.,  Lynchburg  and  Martins- 
vUle,  Va. 

No.  MC  61825  'Sub-No  E924'.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P  O.  Box 
335,  CoUinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  N.W..  Wasliington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Construc- 
tion materials,  machinery,  mine  supplies, 
glassware,  paper  products  and  hardware, 
except  commodities  In  bulk,  those  of  un- 
usual value,  class  A  and  B  explosives, 
household  goods  as  defined  by  the  Com- 
mission, and  commodities  requiring  spe- 
cial equipment.  (A>  between  Washing- 
ton. Pa.,  on  the  one  hand.  and.  on  the 
other,  points  in  South  Carolina  on  and 
.^outh  of  a  line  beginning  at  the  Georgia- 
South  Carolina  state  line,  and  extending 
east  along  U.S.  Highway  123  to  junction 
U.S.  Highway  76,  to  junction  South 
Carolina  Highway  72.  to  junction  South 
Carolina  Highway  9.  to  junction  South 
Carolina  Highway  109,  to  the  South 
Carolina-North  Carolina  state  line,  and 
thence  east  along  the  Soutli  Carolina- 
North  Carolina  state  line  to  the  Atlantic 
Ocean;  iBi  between  points  in  South 
Carolina  on  and  south  of  a  line  beginning 
at  the  Georgia -South  Carolina  state  line 
and  extending  east  along  U.S.  Highway 
123  to  junction  U.S.  Highway  76.  to  junc- 
tion South  Carolina  Highway  72,  to  junc- 
tion South  Carolina  Highway  9.  to  junc- 
tion South  Carolina  Highway  109  to  the 
South  Carolina-North  Carolina  state 
line,  and  thence  east  along  the  South 
Carolina-North  Carolina  state  line  to  the 
Atlantic  (3cean,  on  the  one  hand,  and, 
on  the  other,  Washmgton.  Pa.  The  pur- 
pose of  this  filing  Is  to  eliminate  the 
gateway     of     (A)      Coketown,     Brooke 


County,  W.Va..  Clarksburg,  W.Va.,  and 
Lynchburg,  Va.  and  'Bi  Lynchburg.  Va. 
and  Weirton,  W.Va. 

No.  MC  61825  'Sub-No  E925'.  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsviUe,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Iron  and 
steel  products,  except  commodities  in 
bulk,  those  of  unusual  value,  Cla.ss  A 
and  B  explosives  and  commodities  re- 
quiring special  equipment,  (A^  between 
ColumbiLs.  Ohio,  on  the  one  hand.  and. 
on  the  other,  points  in  North  Carolina 
and  Virginia,  on  the  southeast  of  a  line 
beginning  at  tlie  Atlantic  Ocean  near 
Kure  Beach.  N.C.  and  extending  north 
along  U.S.  Highway  421  to  junction 
North  Carolina  Hi.chway  55.  to  junction 
U.S.  Highway  501.  to  junction  Virginia 
Highway  603>t»  junction  Virginia  High- 
way 668.  to  function  U.S.  Highway  29. 
to  junction  U.S.  Highway  460.  to  junc- 
tlc«i  U.S.  Highway  58  to  Virginia  Beach. 
Va..  and  thence  to  the  Atlantic  Ocean: 
«B^  Between  points  in  North  Carolina 
and  Virginia  on  and  southeast  of  a  line 
beginning  at  the  Atlantic  Ocean  near 
Kure  Beach.  N.C.  and  extending  north 
along  U.S.  Highway  421  to  junction 
North  Carolina  Highway  55.  to  junction 
U.S.  Highway  501,  to  jimction  Virginia 
Highway  603.  to  junction  Virginia  High- 
way 668.  to  junction  U.S.  Highway  29. 
to  junction  U.S.  Hlchway  460,  to  junction 
U.S.  Highway  58  to  Virginia  Beach.  Va.. 
and  thence  to  the  Atlantic  Ocean,  on  the 
one  hand.  and.  on  the  other.  Columbus. 
Ohio.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  'A>  Weirton. 
W.  Va.  and  Lynchburg.  Va.  and  'B' 
Lynchburg.  Va.  aiid  Weirton.  W.  Va. 

No.  MC  61825  'Sub-No.  E9261.  filed 
May  13.  1974,  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsviUe.  Va.  24078.  Applicant's 
representative:  HariT  I.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Coti- 
struction  materials,  machinery,  mine 
supplies,  glassicare.  paper  products  and 
hardware,  except  commodities  in  bulk, 
those  of  unusual  value,  class  A  and  B 
explosives,  household  goods  as  defined 
by  the  Commission,  ancl  commodities  re- 
quiring special  equipment.  'Ai  between 
Columbus.  Ohio,  on  the  one  hand.  and. 
on  the  other,  points  in  North  Carolina 
and  Virginia  on  and  southeast  of  a  line 
beginning  at  the  Atlaintic  Ocean  near 
Kure  Beach.  N.C.  and  extending  north 
along  US.  Highway  421  to  junction 
North  Carolina  Highway  55.  to  junction 
U.S.  Highway  501.  to  junction  Virginia 
Highway  603.  to  junction  Virginia  High- 
way 668,  to  junction  U.S.  Highway  29, 
to  junction  U.S.  Highway  460.  to  junction 
U.S.  Highway  58  to  Virginia  Beach,  Va  , 
and  thence  to  the  Atlantic  Ocean:  <Bi 


between  points  in  North  Carolma  and 
Virginia  on  and  southeast  of  a  line  be- 
ginning at  tlie  Atlantic  Ocean  near  Kure 
Beach,  N  C  ,  and  extending  north  along 
U.S.  Highway  421  to  jimction  North 
Carolina  Highway  55.  to  junction  U.S. 
Highway  501.  to  junction  Virginia  High- 
way 603.  to  junction  Virginia  Highway 
668.  to  junction  U.S.  Highway  29.  to 
junction  U.S.  Highway  460.  to  junction 
U.S.  Highway  58  to  Virginia  Beach.  Va.. 
and  thence  to  the  Atlantic  Ocean,  on  the 
one  hand,  and,  on  the  other.  Cohunbus. 
Ohio.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  'A)  Coketown. 
Brooke  County,  W.  Va.  and  Lynchburg. 
Va.  and  'Bi  Lynchburg,  Va.  and  Coke- 
town,  Brooke  County,  W.  Va. 

No.  MC  61825  (Sub-No.  E927 ■ .  filed 
May  13.  1974  Applicarit:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  CoUinsville,  Va.  24078.  Applicants 
repre.'^entatlve:  Harry  I.  Jordan,  1000 
Sixteenth  St.  NW..  Washington.  D.C 
20036.  Autliority  .■nought  to  operate  as  a 
common  carrier,  by  motor  veliicle,  over 
irregular  routes,  transporting:  Cori- 
struction  materials,  machinery,  mine 
supplies,  glcu;sware.  paper  products,  and 
hardware,  except  conamodities  in  bulk. 
those  of  unusual  value,  class  A  and  B 
Explosives,  household  goods  as  defined 
by  the  CommLssion.  and  commodities  re- 
quiring special  equipment.. 'Ai  between 
Lancaster  Ohio,  on  the  one  hand.  and. 
on  the  other,  points  in  North  Carolina 
and  Virginia  on  and  southeast  of  a  line 
beginning  at  the  Atlantic  Ocean  near 
Kure  Beach.  N.C.  and  extending  north 
along  U.S.  Highway  421  to  junction  U.S. 
Highway  117,  to  junction  U.S.  Highway 
70.  to  junction  North  Carolina  Highway 
50.  to  junction  U.S.  Highway  15.  to  junc- 
tion North  Carolina  Highway  96,  to 
junction  Virginia  Highway  96.  to  junc- 
tion U.S.  Highway  501.  to  junction  U.S 
Highway  460,  to  junction  Virginia  High- 
way 40.  to  Junction  Virginia  Higliway  35. 
to  junction  U.S.  Highway  158  to  Eliza- 
beth City.  N.C  .  thence  to  the  Pasquotank 
River,  thence  to  the  Albemarle  Sound  to 
Point  Harbor.  N.C.  thence  U.S.  Highway 
158  to  the  Atlantic  Ocean;  'B'  Between 
points  in  North  Carolina  and  Virginia  on 
and  southeast  of  a  line  beginning  at  the 
Atlantic  Ocean  near  Kure  Beach.  N.C. 
and  extending  north  along  U.S.  Highway 
421  to  junction  U.S.  Highway  117.  to 
junction  U.S.  Highway  70.  to  junction 
North  Carolina  Highway  50.  to  junction 
U.S.  Highway  15.  to  junction  North 
Carolina  Highway  96.  to  junction  Vir- 
ginia Highway  96.  to  junction  U.S.  High- 
way 501.  to  junction  U.S.  Highway  460. 
to  junction  Virginia  Highway  40.  to 
junction  Virginia  Highway  35,  to  junc- 
tion U.S.  Highway  58.  to  junction  US 
Highway  258,  to  junction  U.S.  Highway 
158.  to  Elizabeth  City,  N.C,  thence  to 
the  Pasquotank  River,  thence  to  the 
Albemarle  Sound  to  Point  Harbor.  N.C  , 
thence  U.S.  Highway  158  to  the  Atlantic 
Ocean,  on  the  one  hand.  and.  on  the 
other,  Lancaster.  Ohio. 
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The  purpose  of  thLs  filing  is  to  ellmi- 

rate    the    gateway    of    (A>    Coketown, 

Brooke  County.  W.  Va.  and  Lynchburg. 

Vn,  and  (B)  Lynchburg.  Va.  and  Coke- 

-  t.-'V.  n.  Brooke  County,  W.  Va, 

No.  MC  61825    (Sub-No.  E930i.  filed 
Mav  13.  1974.  Applicant:   ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:    Harr>-    I.   Jordan.    1000 
Sixteenth    St.    NW..    Washington.    DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Construc- 
tion  materials,   machinery,   mine   sup- 
plies,   glassware,    paper   products,    and 
hardware,  except  commodities  in  bulk. 
those  of  unusual  value,  class  A  and  B 
explosives,  household  goods  as  defined 
by  the  Commission,  and  commodities  re- 
quiring special  equipment,  'A>  between 
Clarion.  Pa.,  on  the  one  hand,  and.  on 
the  other,  points  in  North  Carolina  and 
Virginia  on  and  bounded  by  a  line  be- 
ginning  at    the   North   Carolina-South 
Carolina  state  line,  and  extending  north 
aJong    U.S.    Highway    321    to    junction 
North  Carolina  Highway  150.  to  Junc- 
tion Interstate  Highway  77.  to  Junction 
Interstate  Highway  40.  to  Junction  North 
Carolina   Highway  8.   to  Junction  U.S. 
Highway  58.  to  junction  Virginia  High- 
way  57.  to  junction  Virginia  Highway 
108.  to  junction  Virginia  Highway  890.  to 
Junction  Virginia  Highway  40.  to  Junc- 
tion Virginia  Highway  834.  to  junction 
Virginia  Highway  122,  to  junction  U.S. 
Highway  221.  to  junction  U.S.  Highway 
460.  to  junction  Virginia  Highway  47.  to 
Junction  U.S.  Highway  1,  to  junction  US 
Highway  158,  to  junction  U.S.  Highway 
401.  to  junction  North  Carolina  Highway 
68.  to  Junction  North  Carolina  Highway 
70.  to  Beaufort.  N.C  .  thence  to  the  At- 
lantic Ocean,  thence  to  the  North  Caro- 
lina-South Carolina  state  line,  and  to 
the   point   of   beginnLiig:    (B)    between 
points  In  North  Carolina  and  Virginia  on 
and  bounded  by  a  line  beginning  at  the 
North    Carolina-South    Carolina    state 
line,    and   extending   north   along   U.S. 
Highway  321  to  junction  North  Carolina 
Highway    150.    to    Junction    Interstate 
Highway  77,  to  junction  Interstate  High- 
way 40.  to  junction  North  Carolina  High- 
way 8,  to  junction  Virginia  Highway  8.  to 
Junction  U.S.   Highway  58.  to  Junction 
Virginia  Highway  57.  to  Junction  Vir- 
ginia Highway  108.  to  junction  Virginia 
Highway  890.  to  junction  Virginia  High- 
way 40.  to  jimction  Virginia  Highway 
834.  to  junction  Virgima  Highway  122. 
to  junction  U.S.  Highway  221.  to  junc- 
tion U.S.  Highway  460.  to  junction  Vir- 
ginia Highway  47.  to  junction  U.S  High- 
way 1.  to  junction  US.  Highway  158.  to 
Junction  US.  Highway  401.  to  junction 
North  Carolma  Highway  58.  to  junction 
North  Carolina  Highway  70.  to  Beaufort. 
N.C.    thence    to    the    Atlantic    Ocean, 
thence    to    the    North    Carolina-South 
Carolina  state  line,  and  to  the  point  of 
beginning,  on  the  one  hand.  and.  on  the 
other.  Clarion.  Pa.  The  purpose  of  this 
filing  is  to  elunuiate  the  gateway  of  i  A  > 
Coketown.  Brooke  County.  W.  Va..  and 
Lj-nchburg.  Va.,  and  (B)  Lynchburg.  Va.. 
and  Coketown.  Broke.  County  W  Va. 


No  MC  61825  (Sub-No.  E931).  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TR.AJ^SFER  CORPORATION.  P.O.  Box 
385.  ColUnsvlUe,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Construc- 
tion materials,  machinery,  mine  sup- 
plies, glassware,  paper  products,  and 
hardicarc.  except  commodities  In  bulk, 
those  of  unusual  value,  class  A  and  B 
explosives,  household  goods  as  defined  by 
the  Commission,  and  commodities  re- 
quiring special  equipment,  (A)  between 
Brockway.  Pa.,  on  the  one  hand,  and,  on 
the  other,  points  In  North  Carolina  on 
and  south  of  a  line  beginning  at  the 
Tennessee-North  Carolina  state  line  and 
extending  east  along  U.S.  Highway  129, 
to  Junction  U.S.  Highway  19.  to  the  Blue 
Ridge  Parkway,  to  Junction  U.S.  High- 
way 23.  to  junction  U.S.  Highway  276,  to 
the  Blue  Ridge  Parkway,  to  junction  U.S. 
Highway  70,  to  Junction  U.S.  Highway 
64,  to  junction  U.S.  Highway  220,  to 
Junction  U.S.  Highway  70.  to  Junction 
North  Carolina  Highway  87.  to  Junction 
U.S.  Highway  15.  to  Junction  U.S.  High- 
way 421.  to  junction  U.S.  Highway  301,  to 
junction  North  Carolina  Highway  210,  to 
junction  U.S.  Highway  421,  to  Carolina 
Beach.  N.C.  and  to  the  Atlantic  Ocean; 
(B'  Between  points  In  North  Carolina  on 
and  south  of  a  line  beginning  at  the 
Tennessee -North  Carolina  state  line  and 
extending  east  along  U.S.  Highway  129  to 
Junction  U.S.  Highway  19,  to  the  Blue 
Ridge  Parkway,  to  junction  U.S.  High- 
way 23.  to  junction  U.S.  Highway  276.  to 
the  Blue  Ridge  Parkway,  to  junction  U.S. 
Highway  70.  to  junction  U.S.  Highway  64. 
thence  east  to  junction  U.S.  Highway 
220.  to  Junction  U.S.  Highway  70.  to 
Junction  North  Carolina  Highway  87,  to 
Junction  US  Highway  15,  to  Junction 
U.S.  Highway  421,  to  junction  U.S.  High- 
way 301,  to  junction  North  Carolina 
Highway  210,  to  Junction  U.S.  Highway 
421.  to  Carolina  Beach.  N.C.  and  to  the 
Atlantic  Ocean,  on  the  one  hand,  and, 
on  the  other.  Brockway.  Pa.  The  purpose 
of  this  filing  is  to  eliminate  the  Gateway 
of  I  A)  Coketown.  Brooke  County.  W.  Va.. 
and  Lynchburg.  Va..  and  (B)  Lynch- 
burg. Va..  and  Coketown.  Brooke  County. 
W  Va. 

No.  MC  61825  (Sub-No.  E932'.  filed 
Mav  13.  1974.  AppUcant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St.  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregiilar  routes,  transporting:  New  fur- 
niture, except  commodities  in  bulk,  those 
of  unusual  value,  and  those  requiring 
special  equipment,  from  points  In  New 
Jersey  on  and  southeast  of  a  line  be- 
ginninf  at  the  New  Jersey -New  York 
.state  lire  and  extending  along  UJS.  High- 
way 202.  to  the  New  Jersey -Pennsylvania 
state  lint,  to  points  In  North  Carolina 
on  and  west  of  a  line  beginning  at  the 
Virginia-North  Carolina  state  line  and 
extending   along   U.S.   Highway   501    to 


junction  U.S.  Highway  501  Business,  to 
Junction  North  Carolina  Highway  55. 
to  Junction  U.S.  Highway  401,  to  junc- 
tion North  Carolina  Highway  87,  to  junc- 
tion U.S.  Highway  701.  to  Jimction  North 
Carolina  Highway  211  to  the  Atlantic 
Ocean.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Martinsville. 
Va. 

No.  MC  61825  (Sub-No.  E933 ' ,  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION,  P.O.  Box 
385,  Collinsville.  Va.  24078.  AppUcant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.  NW.,  Washington,  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New 
furniture,  except  commodities  in  bulk, 
those  of  tmusual  value,  and  those  re- 
quiring special  equipment,  from  New 
■York,  N.Y.,  to  points  in  North  Carolina 
on  and  west  of  a  line  beginning  at  tiie 
'Virginla-Nortla  Carolina  state  line,  and 
extending  along  U.S.  Highway  15  to  j'tmc- 
tlon  North  Carolina  Highway  96.  to 
Jimction  U.S.  Highway  701,  to  junction 
U.S.  Highway  421  to  Carolina  Beach. 
N.C  and  to  the  Atlantic  Ocean.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Martinsville,  Va. 

No.  MC  61825  fSub-No.  E934> .  filed 
May  13,  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixte^th  St.  NW..  Washington.  DC. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New 
furniture,  except  conmiodities  in  bulk, 
those  of  unusual  value,  and  those  re- 
quiring special  equipment,  from  !X)ints 
In  Pennsylvania  on  and  south  of 
a  line  beginning  at  the  New  Jersey- 
Pennsylvania  state  line  and  extending 
along  U.S.  Highway  202  to  junction  U.S. 
Highway  422.  to  jimction  U.S.  Highway 
15  to  Junction  U.S  Highway  15  Business, 
to  Junction  U.S.  Highway  15,  to  the 
Pennsylvania-Maryland  state  line,  to 
points  in  North  Carolina  on  and  west  of 
a  line  beginning  at  the  Virginia -North 
Carolina  state  line  and  extending  along 
U.S.  Highway  501  to  junction  North  Car- 
olina Highway  157.  to  Junction  North 
Carolina  Highway  57.  to  junction  North 
Carolina  Highway  86.  to  Jimction  U.S. 
Highway  15,  to  junction  North  Carolina 
Highway  87,  to  jimction  U.S.  Highway 
701,  to  junction  North  Carolina  High- 
way 130  to  junction  North  Carolina 
Highway  905.  to  the  North  Carolina- 
South  Carolina  state  line.  The  purpose 
of  this  filing  Is  to  eliminate  the  gatevsay 
of  Martinsville.  Va. 

No.  MC  61825  (Sub-No  E935i.  filed 
Mav  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPOR.\TION.  P.O.  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jo)rdan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  New 
furniture,  except  commodities  In  bulk 
and  those  of  unusual  value,  from  polnta 
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In  Maryland  on  and  north  of  a  line  be- 
ginning at  the  Pennsylvania-Maryland 
state  line,  and  extending  alcmg  U.S. 
Highway  40  to  Hagerstowix  Md.,  thence 
along  U.S.  Highway  40  Alternate  to  Junc- 
tion VS.  Highway  40.  to  Junction  Mary- 
land Highway  144  to  Baltimore,  Md.. 
thence  along  the  shores  of  the  Ctiesa- 
peake  Bay  and  Elk  River  to  the  Chesa- 
peake and  Delaware  Canal,  to  the  Marj'- 
land-Delaware  state  Une.  to  points  in 
North  Carolina  on  and  west  of  a  line 
beginning  at  the  Virginia -North  Caro- 
lina state  line,  and  extending  along  U.S. 
Highway  501  to  junction  North  Carolina 
Highway  157  to  junction  North  Carolina 
Highway  57.  to  junction  North  Carolina 
Highway  86.  to  Junction  U.S.  Highway 
15.  to  junction  North  Carolina  Highway 
87,  to  junction  U.S.  Highway  701.  to 
junction  North  Carolina  Highway  211  to 
the  Atlantic  Ocean.  Tlie  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Mar- 
tinsville, Va. 

No.  MC  61825  (Sub-No.  E936i.  filed 
May  13.  1974.  Applicant:  ROY  STONE 
TRANSFER  CORPORATION.  P.O.  Box 
385,  Collinsville,  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan,  1000 
Sixteenth  St  NW.,  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
eommon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New 
furniture,  except  commodities  in  bulk 
and  those  of  unusual  value,  from  the 
District  of  Columbia  and  points  in  Mary- 
land on  and  southeast  of  a  line  beginning 
at  the  Pennsylvania-Maryland  state  line, 
and  extending  southeast  along  U.S. 
Highway  40  to  Hagerstown.  Md..  thence 
along  U.S.  Highway  40  Alternate  to  Junc- 
tion U.S.  Highway  40.  to  junction  Mary- 
land Highway  144,  to  Baltimore.  Md.. 
thence  along  the  shores  of  Chesapeake 
Bay  and  Elk  River  to  the  Chesapeake 
and  Delaware  Canal,  to  the  Maryland - 
DelawBure  state  line,  to  junction  U.S. 
Highway  301.  to  Junction  U.S.  Highway 
50.  to  the  Potomac  River  to  the  Mary- 
land-West Virginia  state  line,  to  the 
Maryland-Pennsylvania  state  line  to  the 
-.^  point  of  beginning,  to  points  In  North 
Carolina  on  and  west  of  a  line  beginning 
at  the  Virginia-North  Carolina  sUite  line 
and  extending  along  U.S.  Highway  501  to 
junction  North  Carolina  Highway  157.  to 
junction  North  Carolina  Highway  57,  to 
junction  North  Carolina  Highway  86.  to 
junction  U.S.  Highway  15.  to  , unction 
North  Carolina  Highway  211.  to  junction 
North  Carolina  Highway  41  to  the  North 
Carolina-South  Carolina  state  Une.  The 
purpose  of  this  filing  Is  to  eliminate  the 
eateways  of  Lynchburg  and  Martinsville. 
Va. 

No.  MC  61825  fSub-No.  937) ,  fiied 
May  13.  1974.  Applicant:  ROY  STONE 
TR.A.NSP^R  CORPORATION.  P  O.  Box 
385.  Collinsville.  Va.  24078.  Applicant's 
representative:  Harry  I.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
inegular  routes,  transporting:  New  fur- 
niture, except  commodities  In  bulk  and 
those  of  unusual  value,  from  points  In 


Maryland  an  and  southwest  of  a  line 
beginning  at  the  Delaware-Maryland 
state  line  and  extending  southwest  aiong 
U.S.  Highway  301  to  JuncUon  U.S.  High- 
way 50,  to  the  Potomac  River,  to  the 
Chesapeake  Bay.  to  the  Virginia -Mary- 
land state  line,  thence  'to  the  .Atlantic 
Ocean,  to  the  Maryland-Delaware  state 
hne,  to  the  point  of  beginning,  to  points 
in  North  Carolma  on  and  west  of  a  line 
beginning  at  the  Virginia -North  Caro- 
lina state  line,  and  extending  south  along 
U.S.  Highway  220  to  junction  U.S.  High- 
way 158.  to  junction  \3S.  Highway  52. 
to  junction  U.S.  Highway  29.  to  junction 
U.S.  Highway  21  to  the  North  Carolina- 
South  Carolina  state  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  LjTichburg.  and  Martinsville.  Va. 

No.  MC  61825  i  Sub-No.  E938V  filed 
Mav  13.  1974.  Applicant:  ROY  GTONE 
TRANSFER  CORPORATION.  P  O.  Box 
385.  CollinsiUle.  Va.  24078.  Applicant's 
representative:  Harr>-  I.  Jordan.  1000 
Sixteenth  St.  NW..  Washington.  D.C. 
20036.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  New  fur- 
nitiere.  except  commodities  in  bulk  and 
those  of  unusual  value,  from  points  In 
Delaware  on  and  north  of  a  line 
beginning  at  the  Maryland-Delaware 
state  line,  and  extending  along  Delaware 
Highway  20  to  junction  U.S.  Highway 
113.  to  : unction  Belaware  Highway  26 
lo  Bethany  Beach.  Dela..  and  to  the 
Atlantic  Ocean,  to  point*  in  North  Caro- 
lina on  and  west  of  a  line  beginning  at 
the  Tennessee-North  Carolma  state  line 
and  extending  along  U.S.  Highway  421 
to  junction  U.S.  Highway  321.  to  junction 
North  Carolina  Highway  18.  to  junction 
North  Carolina  Highway  27.  to  junction 
North  Carolina  Highway  274  to  the  North 
Carolma-South  Carolina  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Pulaski  and  Majtlnsvtlle.  Va, 

No.  MC  92983  (Sub-No.  El 8)  (Clari- 
fication', filed  June  4.  1974,  published 
in  the  Federal  Register  October  7.  1975. 
Republished,  as  corrected.  October  30, 
1975,  and  republished,  as  a  Clarification, 
this  issue.  Applicant:  AMERICAN  BULK 
TRANSPORT,  CO.,  818  Grand  Ave..  P.O. 
Box  2508.  Kansas  City.  Mo.  64142.  AppU- 
cant's representative:  H.  B.  Foster  isame 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  'A) 
Vegetable  oils  and  vegetable  oil  prodvx:ti 
(except  soap  products  and  paint),  in 
bulk,  in  tank  vehicles:  '2t  from  points 
in  Florida  located  in  Broward.  Dade,  and 
Monroe  Counties  to  points  in  Louisiana 
located  in.  north,  and  west  of  Winn. 
Jackson.  Quachita.  and  Morehouse  Par- 
ishes and  points  located  north  of  Louisi- 
ana Highway  6  'excluding  points  in  the 
Many  commercial  zone  i  Many  is  a  mu- 
nicipality in  west  central  Louisiana) )  : 
iP>  Acids  and  chemicals,  in  bulk,  in  tank 
or  hopper  vehicles,  from  Panama  City. 
Fla.,  and  points  within  five  miles  thereof 
"to  points  in  Colorado,  points  In  Iowa  lo- 
cated in  and  west  of  AUamakee.  Fayette, 
Buchanan.  Benton.  Iowa.  Keokui.  Wa- 


pello,   and    Davis    Counties,    points    in 
Kansas,   points  in  Missouri  located  in. 
North,   and  west  of  Vernon,  St  Clair, 
Henry,   Pettis,   Saline,   Chariton,   Linn. 
Adair,    and    Schuyler   Counties    and    to 
pomts    in    Oklahoma    witliin    Ottawa, 
Craig.  Nowata.  Washington,  Osage.  Kay. 
Grant.  Alfalfa.  Woods.  Harper.  Beaver. 
Texas,    and    Cimmarron    Counties:    <.J' 
Acids  and  chemicals.  In  bulk;   i9)   from 
points  in  Florida  located  in  and  east  of 
Gladsden.  Leon,  and  Wakulla  Counties 
to  points  in  Kansas  and  points  in  Okla- 
homa  located,   in,   north,   and   west   of 
Roger    MUls.    Dewey,    Major,    Garfield. 
Noble.  Pawnee.  Osage.  Washington,  and 
Nowata  Counties.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of: 
in    «A»i2)    abo\-e,   Memphis.   Tenn  :    in 
(At  (F)  above,  points  in  Ark^insas  with- 
in the  Memphis.  Term.,  commercial  zone, 
and  Olathe,  Kans.  'points  in  the  Kansas 
City.  Mo.,  conmiercial  zone  :  raid  in  (Jt 
above.  Olathe,  Kans.   tat  pomts  in  the 
Kansas;  City.  Mo.  Commercial  zone ' .  Tlie 
purpose  of  this  clarification  is  to  correct 
a  typographical  error.  The  remamder  of 
this  letter-notice  remains  as  previously 
published. 

No.  MC  92983  'Sub-No.  E37'  'Cor- 
rection!, filed  June  4.  1974.  published 
in  the  Federal  Rkgistir  March  3,  1976, 
republished,  as  corrected.  April  21.  1976, 
and  republished,  as  corrected,  this  issue. 
Applicant  AMERICAN  BULK  TR.ANS- 
PORT  CO..  818  Grand  Ave.,  PO  Box 
2508.  Kansas  City.  Mo.  64142  Applicant's 
representative:  H.  B.  Foster  'same  as 
above) .  Autiiority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting  'V'  Such 
paints,  resins,  varnisfies.  and  laoQuers  as 
are  embraced  within  petroleum  prod- 
vets,  as  described  in  Appendix  xm  lo  tlie 
report  in  Descriptions  in  .Motor  Carrier 
Certificates.  61  MCC  209.  in  bulk,  in 
tank  vehicles.  <  3 1  from  points  In  Colo- 
rado on  and  north  of  a  Une  beglnniiig  at 
the  Colorado- Kansas  state  Une.  and  ex- 
tending along  U.S.  Highway  40  to  junc- 
tion Cc^omdo  Highway  96.  tiience  along 
Colorado  Highway  96  to  U.S.  Highway 
24.  to  junction  U.S.  Highway  285.  thence 
along  U.S.  Highway  285  to  juncUon  Colo- 
rado Highway  291.  tJience  along  Colo- 
rado Highway  291  to  junction  U.S.  High- 
way 50.  to  junction  Colorado  Highway 
9t3,  to  the  Colorado-Utah  state  line,  to 
points  in  ArkarLsas  on  and  south  and 
west  of  a  Une  beginning  at  the  Arkansas- 
Oklahoma  state  line,  and  extending 
along  Arkan-sas  Highway  92  to  junction 
.Arkansas  Highway  7.  to  the  Arkansas- 
Loui<;iana  state  line.  The  purpose  of  this 
filing  is  to  eUmtnate  the  gateway  of  Kan- 
sas City,  Mo  The  purpose  of  this  repub- 
lication is  to  correct  part  ( V)  (3 » .  T^e  re- 
mainder of  this  letter -notice  remains  as 
previously  published. 

No.  MC  92983  'Sub-No.  E59)  (Cor- 
rection', filed  June  4.  1974.  published  In 
the  P^DERAL  Register  issue  of  May  5. 
1976.  and  partially  republished,  as  cor- 
rected, this  i5sue.  AppUcant:  AMERI- 
CAN BULK  TRANSPORT  CO,  818 
Grand  Ave...  P  O  Box  2508.  Kansas  City. 
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Mo.  64142.  Applicant's  representative: 
H.  B.  Foster  <sjune  as  above  i .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  (A)  Crude  soybean  oils 
and  inedible  fats,  tallows,  and  gre>ase, 
(restricted  against  the  traaspoittition  of 
animal  and  vegetable  fats  from  Terminal 
Island  and  South  Fontana.  Calif.,  and  of 
inedible  fats,  tallow,  and  grease  to  New 
York  City,  and  Port  Ivory.  N. Y, ) ,  in  bulk. 
In  tank  vehicles,  from  ( 1 )  points  in  Cali- 
fornia on  and  north  of  Santa  Cruz, 
Santa  Clara.  Tuolumne,  and  Alpine 
Counties,  and  those  points  In  Stanis- 
\A\is  County  on  and  north  of  Cali- 
fornia Highway  132.  to  Kansas  City.  Mo.; 
(2)  from  points  in  California  to  St. 
Louis,  Mo..  Chicago.  Chicago  Heights. 
Decatur.  East  St.  Louis,  and  Rockford, 
ni..  Cincinnati  and  Ivorv-dale.  Ohio.  New 
York  City  and  Port  Ivory.  N.Y.  The  pur- 
pose of  this  filing  Is  to  eliminate  the 
grateway  of  Iowa  City,  Iowa.  The  punxv^e 
of  this  republication  Is  to  describe  the 
terrltor>-  Involved,  previously  omJtted. 
The  remainder  of  thLs  letter-notice  re- 
mains as  pre%'ioi.usly  published. 

No.  MC  92983  (Sub-No.  E60)  (Correc- 
tion I .  filed  June  4.  1974.  published  In  the 
Feder-AL  Register  issue  of  May  5.  1976. 
and  partially  republLshed.  as  corrected, 
this  Issue.  Applicant :  AMERICAN  BULK 
TR.^NSPORT  CO  .  818  Grand  Ave..  P.O. 
Box  2508.  Kansas  City.  Mo.  64142.  Appli- 
cant's representative;  H.  B  Foster  (same 
as  above> .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  irregular  roiites,  transporting: 
(Qi  (4i  Vecjetable  oils.  In  bulk,  In  tank 
vehicles,  from  San  FVancLsco.  and  Los 
Angeles.  Calif  ,  to  points  tn  Michigan  lo- 
cated in  the  Lower  Peninsula  and  those 
points  in  the  Upper  Penin.sula  In  the 
Counties  of  Luce,  Mackinac  and  Chip- 
pewa, and  those  points  In  Sch(X)lcraft 
County  on  and  ea.st  of  Michigan  High- 
way 94  •  *  V  The  purpose  of  this  filing 
Ls  to  eliminate  the  gateways  of  Colorado 
and  Memphis.  Term.  The  purpose  of  this 
partial  republication  Is  to  correct  the 
territorial  description.  The  remainder  of 
this  letter-notice  remains  as  previously 
published. 

No.  MC  108449  (Sub-No.  E229 ' .  filed 
June  4.  1974.  Applicant;  INDIANHEAD 
TRUCK  LINE.  INC..  P  O.  Box  3355.  St. 
Paul.  Minn.  55165.  Applicant's  represen- 
tative: W.  A.  Myllenbeck.  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Petroleum  and  petroleum 
products  as  described  in  Appendix  xm 
to  the  report  In  Descriptions  tn  Motor 
Carrier  Certificates.  61  M.C.C.  209,  In 
bulk.  In  tank  vehicles,  from  the  terminal 
facilities  of  the  Kaneb  Pipe  Line  Com- 
pany located  at  or  near  Jamestown.  N. 
Dak.,  to  points  In  Iowa.  The  purpose  of 
this  filing  Is  to  eliminate  the  gateway  of 
Marshall.  Minn. 

No.  MC  108676  (Sub-No.  E13),  filed 
June  4.  1974.  Applicant:  A.  J.  METLER 
HAULING  &  RIGGING.  117  Chicamauga 
Avenue.  Knoxvllle.  Tennessee  37917.  Ap- 
plicant's   representative:    A.    J.    Metier 


•  same  as  above  >.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Coal  and  coke  mining  machinery, 
equipment  and  vehicle  and  mine  cars, 
consisting  of  maintenance  machinery 
and  equipment,  and  parts,  accessories 
and  attachments  therefor  (not  Including 
contractors'  machinery  and  equipment), 
Iron  or  steel  conveying,  dredging,  dump- 
ing, or  hoisting  buckets,  dippers,  or  skips, 
consisting  of  construction  machinery, 
tools,  and  equipment,  and  parts,  acces- 
sories and  attachments  therefor  (not  In- 
cluding contractors'  machinery  and 
equipment),  maintenance  machinery, 
tools  and  equipment,  and  parts,  acces- 
sories and  attachments  therefor  (not  in- 
cluding contractors'  machinery  and 
equipment),  power  distribution  machin- 
ery, tools  and  equipment,  and  parts,  ac- 
cessories and  attachments  therefor  (not 
Including  contractors'  machinery  and 
equipment!,  and  plant  machinery,  tools 
and  equipment,  and  parts,  accessories 
and  attachments  therefor  (not  Including 
contractors'  machinery  and  equipment », 
(Aid)  Between  points  in  Alabama  on 
and  west  of  a  line  begiruiing  at  the  Ala- 
bama-Tennessee state  line,  and  extend- 
ing along  U.S.  Highway  72,  thence  along 
U.S.  Highway  72  to  junction  Interstate 
Highway  65,  thence  north  along  Inter- 
state Highway  65  to  the  Alabama- 
Tennessee  state  line,  on  the  one  hand. 
and  on  the  other,  points  In  Georgia  on 
and  south  of  a  line  beginning  at  the 
Georgia-South  Carolina  state  line,  and 
extending  along  Interstate  Highway  85 
to  the  Barrow-Gwlrmette  County  line, 
thence  .-^long  the  Barrow-Gwinnette 
County  line  to  points  in  or  east  of  Bar- 
row. Oconee.  Greene,  Hancock,  Washing- 
ton, Johnson.  Laurens,  Dodge.  Telfair, 
Ben  Hill.  Irwin,  Berrien  and  Lowndes 
Counties.  Ga. 

( 2 )  between  points  in  Alabama  on  and 
west  of  a  line  beglrming  at  the  Alabama- 
Tennessee  state  line,  and  extending  along 
U.S.  Highway  72  to  the  Alabama- 
Mississippi  state  line,  on  the  one  hand, 
and,  on  the  other,  points  In  Georgia  on 
and  south  of  a  line  beglrming  at  the 
Georgia-South  Carolina  state  line,  and 
extending  along  Interstate  Highway  20 
to  Greene-Taliaferro  county  line,  and 
from  Greene-Taliaferro  county  line  to 
points  In  or  east  of  Taliaferro,  Hancock, 
Washington.  Johnson,  Laurens,  Dodge, 
Telfair.  Ben  Hill,  Irwin,  Berrien,  and 
Lowndes  Ck)untles,  Ga.,  at  the  Georgia- 
Florida  state  line;  (3)  between  points  in 
Alabama  in  or  north  of  Franklin, 
Lawrence.  Morgan.  Marshall  and  Jack- 
son Counties,  on  the  one  hand,  and,  on 
the  other,  points  In  Georgia  in  or  east  of 
Effingham.  Bryan.  Liberty,  Long.  Wayne, 
Pierce  Ware  and  Clinch  Counties;  (4) 
between  points  in  Alabama  on  and  south 
and  west  of  a  line  beginning  at  the  Ala- 
bama-Mississippi state  line,  and  extend- 
ing along  U.S.  Highway  80  to  junction 
U.S.  Highway  331,  to  the  Alabama- 
Florida  state  line,  on  the  one  hand,  and, 
on  the  other,  BlalrsvlUe,  Ga.  (B)  (1)  Be- 
tween points  In  Alabama  on  and  west  of  a 
line  beginning  at  the  Alabama-Tennes- 


see state  line,  and  extending  along  U.S. 
Highway  72,  thence  along  U.S.  Highway 
72  to  the  Alabama-Mississippi  state  line. 
on  the  one  hand,  and.  on  the  other,  points 
tn  South  Carohna  on  and  east  and  north 
of  a  line  beglnlng  at  the  North  Carolina- 
South  Carolina  state  line,  and  extending 
along  U.S.  Highway  276  to  junction 
Interstate  Highway  26.  thence  along  In- 
terstate Highway  26  to  the  Atlantic 
Ocean;  (2)  between  points  In  Alabama  In 
or  north  of  Franklin.  Lawrence.  Morgan 
Marshall  and  DeKalb  Comities,  on  the 
one  hand,  and,  on  the  other,  points  In 
South  Carolina  on  and  east  and  north 
of  a  line  beginning  at  the  Nortli 
Carohna -South  Carolina  state  line,  and 
extending  along  Interstate  Highway  26. 
thence  along  Interstate  Highway  26  to 
the  Atlantic  Ocean;  (3)  between  point- 
In  Alabama  on,  north  and  west  of  De- 
Kalb, Marshall,  Cullman,  Walker,  Tu.sca- 
loosa.  Hale,  Marengo,  Clarke  and 
Washington  Counties,  on  the  one  hand. 
and.  on  the  other,  points  in  South 
Carolina  on  and  north  and  east  of  a  line 
beginning  at  the  North  Carolina-South 
Carolina  state  line  and  extending  along 
South  Carolina  Highway/to  junction 
South  Carolina  Highway  97.  to  junction 
U.S.  Highway  34.  thence  along  U.S.  High- 
way 34  to  Bishopsvllle.  S.C.  points  in  or 
north  of  Darlington.  Florence.  Marion 
and  Horry  Counties.  S.C:  (4i  between 
points  In  Alabama  In  and  north  or  west 
of  DeKalb.  Marshall.  Blount.  Jefferson. 
Tuscaloosa,  Hale,  Marengo.  Clarke,  and 
Washington  counties,  on  the  one  hand, 
and.  on  the  other,  points  In  South 
Carolina  located  in  or  north  of  Chester- 
field. Darlington.  Florence.  Marion  and 
Horry  Counties;  (5i  between  points  in 
Alabama  on  and  north  of  a  line  begin- 
ning at  the  Alabama-Georgia  state  line 
and  extending  along  Interstate  Highway 
59  to  the  Alabama-Mississippi  state  line. 
and  points  in  or  west  of  Tuscaloosa.  Hale. 
Marengo.  Clarke,  and  Washington  Coun- 
ties, on  the  one  hand.  and.  on  the  other. 
Myrtle  Beach,  S.C.  The  purpose  of  thi5 
filing  is  to  eliminate  the  gateway  of 
Knoxvllle.  Tenn.,  and  points  within  75 
miles  thereof. 

No.  MC  112304  (Sub-No.  E44\  filed 
October  15.  1976.  Applicant:  ACE 
DORAN  HAULING  L  RIGGING  CO 
1601  Blue  Rock.  Cincinnati.  Ohio  45223 
Applicant's  representative:  A.  Charles 
Tell.  Suite  1800.  100  E.  Broad  St..  Colum- 
bus. Ohio  43215.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport- 
ing: Aluminum  and  aluminum  article-. 
which  by  reason  of  si7e  or  weight  require 
the  use  of  special  equipment,  from  points 
In  Indiana  on,  south  and  west  of  a  line 
beginning  at  the  Indiana-Illinois  state 
line  and  extending  east  along  Interstate 
Highway  70  to  junction  U.S.  Highway 
231,  thence  south  along  U.S.  Highway 
231  to  the  Indiana-Kentucky  state  line. 
to  points  is  Delaware.  The  purpose  of  this 
filing  Is  to  eliminate  the  gateway  of  the 
facilities  of  Consolidated  Aluminum 
Corporation  at  or  near  Carrollton.  Ky. 
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No.  MC  112304  (Sub-No.  E46~i,  filed 
October  15.  1976.  AppUcant:  ACE 
DORAN  HAULING  &  RIGGING  CO.. 
1601  Blue  Rock.  Cincinnati,  Ohio  45223. 
A.pplicAnt's  representative:  A.  Charles 
Tell,  100  E.  Broad  St.  Suite  1800,  Colum- 
bus. Ohio  43215.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aluminum  and  aluminum  articles 
which  by  reason  o*  size  or  weight  require 
the  use  of  special  equipment,  from  points 
in  Indiana  on.  south,  and  west  of  a  line 
beginning  at  the  Indiana-Illinois  state 
line,  and  extending  east  along  Interstate 
Highway  70  to  junction  U.S.  Highway 
231,  thence  south  along  U.S.  Highway 
231  to  the  Indiana-Kentucky  state  line. 
to  points  in  New  Hampshire.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  the  facilities  of  Consohdated  Alumi- 
num Corporation  at  or  near  Carrollton. 
Ky. 

No.  MC  112304  (Sub-No.  E47t.  filed 
October  15.  1976.  Applicant:  ACE 
DORAN  HALTLING  &  RIGGING  C?0., 
1601  Blue  Rock.  Ctocinnatl.  Olilo  45223. 
Applicant's  representative:  A.  Charles 
Tell,  100  E.  Broad  St.,  Suite  1800,  Colum- 
bus. Ohio  43215.  Authority  sought  to 
operate  as  a  common,  carrier,  by  motor 
vehicle,  over  irreg^alar  routes,  transport- 
ing: Aluminum  and  aluminum  articles 
which  by  reason  of  size  or  weight  require 
the  use  of  special  equipment,  from  points 
in  Indiana  on,  south  and  west  of  a  line 
beginning  at  the  Indiana-Illinois  state 
line  and  extending  east  along  Interstate 
Highway  70  to  junction  U.S.  Highway 
231.  thence  south  along  U.S.  Highway 
231  to  the  Indiana-Kentucky  state  line. 
to  points  In  "Vermont.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
the  facilities  of  Consolidated  Aluminum 
Corporation  at  or  near  Carrollton,  Ky. 

No.  MC  112304  iSub-No.  E48^  filed 
October  15.  1976.  Applicant:  ACE 
DORAN  HAULING  &  RIGGING  CO.. 
1601  Blue  Rock,  Cincinnati.  Ohio  45223. 
Applicants  repre.'^entatlve :  A.  Charles 
Tell,  100  E.  Broad  St..  Suite  1800.  Colum- 
bus. Ohio  43215.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport- 
ing: Aluminum  and  aluminum  articles 
which  by  reason  of  size  or  weight  require 
the  use  of  special  equipment,  from  points 
in  Indiana  on.  south  and  west  of  a  line 
beginning  at  the  Indiana-Illinois  state 
line  and  extending  east  along  Interstate 
Highway  70  to  jimction  U.S.  Highway 
231.  thence  south  along  U.S.  Highway 
231  to  the  Indiana-Kentucky  state  line, 
to  points  in  Massachusetts.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  the  facilities  of  Consolidated  Aluml- 
nimi  Corporation  at  or  near  Carrollton. 
Ky. 

No.  MC  114552  (Sub-No.  E60\' filed 
August  21.  1975.  Applicant;  SENN 
TRLTCKTNG  COMPANY.  P.O.  Drawer 
220.  Newberry.  S.C.  29108.  Applicants 
representative:  William  P.  Jackson.  Jr., 
3426  North  Washington  Blvd..  P.O.  Box 
1267.    Arlington,    Va.    22210.    Authority 


soiight  to  operate  as  a  comm-on  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting;  Gypsum  and  ffvpsum 
products,  composition  board,  urethane 
and  urethane  products,  and  r^uch  insula- 
tion materials  as  roo.ting  and  roofin<}  ma- 
terials and  supplies  as  are  useful  in  the 
manufacture  and  distribution  of  roofing 
and  roofing  materials  (except  in  bulk', 
from  points  in  Virginia,  on  and  east  of 
a  hne  beginning  at  the  Virginia -North 
Carolma  State  line,  and  extending  along 
U.S.  Highway  501  to  junction  Virginia 
Highway  304.  thence  along  Virginia 
Highway  304  to  jvmction  U.S.  Highway 
360.  thence  along  U.S.  Highway  360  to 
the  Chesapeake  Bay.  to  points  in  Arkan- 
sas. The  purpose  of  this  filing  is  to  elim- 
inate the  gateway  of  Wayne  Coimty.  N.C. 

No.  MC  114552  'Sub-No.  E88  > .  filed 
August  22.  1975.  Applicant;  SENN 
TRUCKING  COMPANY.  PO  E>rawer 
220.  Newberry,  S.C.  29108.  Applicants 
representative:  William  P.  Jackson.  Jr., 
3426  North  Washington  Blvd.,  P.O.  Box 
1267,  .-Vrlington,  Va.  22210.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Gymsum  and  gypsum 
products,  composition  board,  urethane 
and  urethane  products,  and  such  insula- 
tion materials  and  roofing  and  rooftrig 
materials  and  supplies  as  are  useful  in 
the  manufacture  and  distribution  of 
roofing  materials  ( except  in  bulk*,  from 
points  tn  South  Carolina,  on  and  east 
of  a  line  commencing  at  tlie  Georgia- 
South  Carolina  State  line,  and  extending 
along  U.S.  Highway  76  to  junction  South 
Carolina  Highway  41.  tlience  along  South 
Cswolina  Highway  41  to  junction  US. 
Highway  Alternate  17.  thence  alwig  U.S. 
Alternate  Highway  17  to  junction  VS. 
Highway  52.  thence  along  U.S.  Highway 
52  to  the  Atlantic  Ocean,  to  polnta  In 
Ohio,  on  and  north  of  Intei-state  High- 
way 70.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Wayne  Coimty. 
N.C. 

No.  MC  119443  i  Sub-No  £9'.  filed  May 
30.  1974.  Apphcant:  P.  E.  KRAMME, 
INC.,  Main  St..  Monroe%ille,  N.J  08343. 
Applicant's  representative:  Gerald  A. 
Kramme  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Liquid  chocolate,  liquid 
chocolate  coatings,  liquid  chocolate 
liquor,  and  liquid  cocoa  butter,  tn  bulk, 
tn  tank  vehicle.  ( 1)  from  New  York.  NY.. 
to  points  In  Delaware,  the  District  of 
Columbia,  and  points  in  Maryland  on 
and  east  of  U.S.  Highway  15.  The  pur- 
pose of  this  filing  is  to  eliminate  the  gate- 
was*  of  Philadelphia.  Pa.  i2>  Prom  New 
York.  NY.,  to  points  in  North  Carolina. 
Winchester,  Va..  and  points  in  Virginia 
on  and  east  of  U.S.  Highway  15  The  pur- 
pose of  this  filing  is  to  eliminate  uhe  gate- 
way of  Philadelphia.  Pa.  *3i  From  New 
York.  N.Y..  to  pomts  in  Maryland.  North 
Carolina.  Virginia.  Birmingham.  Ala.. 
Frankfort,  and  Huntington.  Ind  .  and 
Bryan.  Ohio.  The  purpose  of  this  filing 
is  to  ehminate  the  gateway  of  Lltlty.  Pa. 
(4>  From  New  York.  N.Y..  to  points  in 
Iowa.  Miclilgan.  Minnesota.  Missouri  and 


Wisconsin.  The  purpose  of  tliis  filing  is 
to  eliminate  the  gateways  of  Litity,  Pa. 
and  Elizabethtown,  Pa.  (5*  From  New 
York.  N.Y..  to  Chicago.  111.  The  purpose 
of  tills  filing  is  to  eliminate  the  gateway 
of  Litity.  Pa.  <6i  Frcwn  New  York.  NY., 
to  Buffalo.  NY.  Frankfort.  Ind..  and 
Chicago.  lU.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Hershey, 
Pa.  i7i  FYom  New  York.  N.Y..  to  points 
in  Louisiana.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Phila- 
delphia. Pa.  and  Etover.  Del.  (8)  From  " 
New  York.  NY.,  to  points  in  Alabama. 
Florida.  (Georgia.  Illinois,  Indiana.  Iowa. 
Kentucky.  Michigan.  Missouri.  Missis- 
.sippi.  North  Carolina.  South  Carolina, 
an(l  Terjiessee.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Phila- 
delphia. Pa.  and  Dover.  Del.  i9i  From 
New  York,  NY.,  to  {Mints  in  New  Jersey, 
on  and  south  of  a  Ime  beginning  at  the 
New  Jersey -Pennsylvania  state  line  and 
the  Delaware  River  and  extending  along 
New  Jersey  County  Highway  537  Spur 
to  juncticm  New  Jersey  County  Highway 
537.  thence  along  New  Jersey  County 
Highway  537  to  junction  New  Jersey 
Highway  73.  thence  along  New  Jersey 
Highway  73  to  junction  U.S.  Highway 
30.  thence  along  U.S.  Highway  30  to 
junction  New  Jersey  Highway  50.  thence 
along  New  Jersey  Highway  50  to  junction 
U.S.  Highway  9.  thence  along  U.S.  High- 
way 9  to  junction  unnumbered  highway, 
thence  along  unnumbered  highway  to  the 
Atlantic  Ocean.  The  purpo.se  of  this  filing 
is  to  eliminate  the  gateway  of  Phila- 
delphia. Pa. 

'10)  From  New  York.  N.Y..  to  points 
In  West  Virginia  on  and  s(xith  of  a  line 
beginning  at  the  West  Virginia-Virginia 
state  line  and  extending  along  U.S.  High- 
way 50  to  the  West  Virginia-Maryland 
state  line,  thence  south  and  north  along 
the  West  Virginia-Mar>iand  state  hne  to 
junction  U  S.  Highway  50.  thence  •v.es.t 
along  U.S.  Highway  60  to  junction  U.S. 
Highwav  250  ti^.ence  alone  U.S  Highway 
250  to  junction  West  Virginia  Highway 
7,  thence  along  West  Virginia  Highway  7 
to  the  Ohio- West  Virginia  state  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  cf  Philadelphia.  Pa.  and  Dover, 
Del.  1 11  I  Prom  New  York.  N.Y..  to  points 
in  Ohio  on  and  west  of  a  line  beginning 
on  the  West  Virginia-Ohio  state  line  and 
extending  along  Ohio  Highway  536  to 
.ninction  Ohio  Highway  78.  thence  west 
over  Ohio  Highway  78  to  junction  Ohio 
Highway  800.  thence  north  over  Ohio 
Highwaj-  800  to  junction  Ohio  Highway 
147.  tlience  south  over  Ohio  Highway 
147  to  junction  Ohio  Highway  265.  thence 
west  over  Ohio  Highway  265  to  junction 
Ohio  Highway  513,  thence  north  over 
Ohio  Highway  513*0  junction  U.S.  High- 
way 22,  thence  north  over  U.S.  Highway 
22  to  junction  Ohio  Highway  800.  thence 
north  over  Ohio  Highway  800  to  junction 
U.S  Highway  250.  thence  north  over  U.S. 
Higliway  250  to  junction  Ohio  Highway 
259,  thence  north  over  Ohio  Highway  259 
to  New  Philadelphia  and  junction  Olilo 
Highway  416.  thence  over  Ohio  High- 
way 416  to  junction  Ohio  Highway  800. 
thence  north  over  Ohio  Highway  800  to 
junction  Ohio  Highway  183.  thence  east 
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over  Ohio  Highway  183  to  junction  Ohio 
Highway  43.  thence  over  Ohio  Highway  43 
to  junction  U.S.  Highway  30.  thence  west 
over  U.S.  Highway  30  to  junction  Ohio 
Highway  93,  thence  north  over  Ohio 
Highway  93  to  junction  unnumbered 
Highway  2  miles  south  of  Ohio  Highway 
21,  thence  west  over  unnumbered  High- 
way to  junction  Ohio  Highway  94,  thence 
north  over  Ohio  Highway  94  to  Marshall - 
ville  and  junction  unnumbered  Highway, 
thence  west  over  unnumbered  highway 
to  junction  Ohio  Highway  585.  thence 
south  over  Ohio  Highway  585  to  Smith- 
ville  to  junction  unnumbered  highway, 
thence  west  over  unnumbered  highway 
to  junction  Ohio  Highway  3,  thence  south 
over  Ohio  Highway  3  to  Madisonburg  to 
junction  unnumbered  highway,  thence 
west  over  unnumbered  highway  through 
Overton  to  junction  Ohio  Highway  539. 
thence  north  over  Ohio  Highway  539  to 
junction  Ohio  Highway  604,  thence  west 
over  Ohio  Highway  604  to  junction  Ohio 
Highway  302,  thence  west  over  Ohio 
Highway  302  to  junction  U.S.  Highway 
250,  thence  north  over  U.S.  Highway  250 
to  junction  Ohio  Highway  162,  thence 
west  over  Ohio  Highway  162  to  junction 
Ohio  Highway  99.  thence  north  over  Ohio 
Highway  99  to  junction  Ohio  Highway  4, 
thence  north  over  Ohio  Highway  4  to 
junction  Ohio  Highway  2,  thence  east 
over  Ohio  Highway  2  to  junction  U.S. 
Highway  250,  thence  north  over  U.S. 
Highway  250  to  Sandusky  and  Lake  Erie. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Philadelphia.  Pa  and 
Dover,  Del. 

No.  MC  125777  (Sub-No.  E30>,  filed 
June  4,  1974.  Applicant:  JACK  GRAY 
TRANSPORT,  INC..  4600  East  15th 
Avenue,  Gary.  Ind.  46403.  Apphcanfs 
representative:  Robert  .\  Tatpe  'same  as 
above  I .  Authority  sought  t<^  operate"  as  a 
common  carrier,  by  mot-or  vehicle,  over 
Irregular  routes,  transporting:  Sand,  in 
bulk.  In  dump  vehicles,  from  points  In 
La  Salle  County.  111.,  to  polnt.^  in  Maine. 
Vermont,  New  Harnp.shlre.  Connectlrut 
Rhode  Lsland.  Delaware.  Maryland.  V'r- 
glnla.  North  Carolina,  SouUi  Carolina. 
Florida.  .Arizona.  Nevada.  California. 
Oregon.  Wa.shlngton.  Montana.  Idaho, 
and  Ix)uL<lana  The  purpose  of  th!<  filinu 
is  to  eliminate  the  gateways  of  Troy 
Grove.  Ill .  Michlea:^.  City  Ind  and 
Brldgman.  Mich 

No.  MC  125777  'Sub-No  E86  ■  filed 
June  4,  1974  Applicant  J.\CK  GR.A.Y 
TRANSPORT,  TNC  .  4600  East  15th 
Avenue,  Gars,  Ind  4640.?.  .^ppllcant■s 
representative  Robert  \  Tatge  isame  as 
above' .  Authority  sought  to  operate  a^  a 
cmnmon  carrier,  by  motor  vehicle,  over 
Irregular  routes,  tran.sportlng:  Pig  iron. 
In  dump  vehicles,  from  Milwaukee.  WLs  . 
to  point.s  In  VVa-shington,  Oregon.  Cali- 
fornia. Idaho,  Wyoming,  Utah.  Arizona, 
New  Mexico.  Louisiana,  Nevada,  Missouri, 
Texa.s.  Oklahoma,  KarLsas.  Nebraska. 
Arkansas,  Tennessee.  Kentucky  (except 
points  on  and  east  of  Interstate  High- 
way 75  >,  Ohio,  and  Colorado.  The  pur- 
pose of  this  filing  Is  to  eliminate  the 
gateways  of  Keokuk,  Iowa  and  Chicago. 

m. 


No.  MC  125777  (Sub-No.  E96',  filed 
June  4,  1974.  Applicant:  JACK  GRAY 
TR.ANSPORT,  INC.,  4600  East  15th  Ave- 
nue, Gary,  Ind.  46403.  Applicant's  repre- 
sentative: Robert  A.  Tatge  (same  as 
above) .  Authority- sought  to  operate  as  a 
common  carrier,  by  motw  vehicle,  over 
irregular  routes,  transporting:  Ferro 
alloys,  in  dump  vehicles,  from  Calvert 
City.  Ky.,  to  points  in  Washington.  Ore- 
gon, California,  Idaho,  Montana,  Wyo- 
ming, Utah,  Colorado,  Arizona,  North 
Dakota,  South  Dakota,  Nebraska,  Ne- 
vada, and  Vii-ginia  (except  points  on  and 
wcit  Oi  U.S.  Highway  21) .  The  purpose  of 
thLs  filing  is  to  eliminate  the  gateways  of 
Keokuk,  Iowa  and  Vanadis,  Ohio. 

No.  MC  125777  (Sub-No.  ElOl).  fUed 
June  4.  1974.  Applicant:  JACK  GRAY 
TRANSPORT,  INC.,  4600  East  15th  Ave- 
nue. Gary.  Ind.  46403.  Applicant's  repre- 
sentative: Robert  A.  Tatge  (same  as 
above^ .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Loose  pig 
iron,  in  dump  vehicles,  from  Toledo, 
Ohio,  to  points  In  Washington,  Oregon, 
California,  Idaho,  Montana,  Wyoming, 
Colorado,  Utah,  Arizona,  New  Mexico, 
Nebraska,  Kansas,  Nevada,  Missouri  (ex- 
cent  points  on,  east,  southeast,  and  south 
of  Interstate  Highway  44) ,  points  in  Illi- 
nois, Minnesota.  Wisconsin  (except 
points  on,  east,  southeast,  and  south  of 
U.S.  Highway  151),  and  Iowa.  The  pur- 
pose of  this  filing  Is  to  eliminate  the  gate- 
ways of  Gary,  Ind.,  Chicago,  111..  Keokuk, 
Iowa.  Kentland,  Ind.,  and  Ten-e  Haute, 
Ind 

No.  MC  125777  (Sub-No.  E102),  filed 
June  4.  1974.  Applicant:  JACK  GRAY 
TRANSPORT,  INC  ,  4600  East  15th  Ave- 
nue, Gary,  Ind.  46403.  Applicant's  repre- 
sentative: Robert  A.  Tatge  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Pig  iron. 
In  dump  vehicle.-;,  from  Cleveland,  Ohio, 
W)  points  In  Kansas.  Nevada,  Washing- 
um.  Oi-egon.  California,  Idaho,  Montana. 
Wyomirip.  Colorado,  Utah.  Oklahoma, 
Texa.s.  Arkansas.  Illinois,  Iowa,  Minne- 
sota. Wisconsin  (except  points  on,  east, 
southeast,  and  south  of  U.S.  Highway 
151'.  MLssouri  'except  points  on,  east, 
southeast  and  south  of  Interstate  High- 
way 44',  .A.ri/ona,  New  Melxco.  and  Ne- 
bra-ska.  Tlie  purpose  of  this  filing  Is  to 
eliminate  the  gateways  of  Gary,  Ind.. 
Chicago.  111.,  Keokuk,  Iowa,  Kentland, 
Ind  .  and  Terre  Haute,  Ind. 

No  MC  125777  tSub-No  E103> .  filed 
June  4,  1974-  Applicant:  JACTK  GRAY 
TR.ANSPORT,  INC..  4600  Ea^t  15th  Ave- 
nue. (3ary,  Ind.  46403  Applicant's  repre- 
sentative Robert  A.  Tatge  'sar^e  as 
above' .  Authority  sought  to  operate  as  a 
coviTTion  carrier,  by  motor  vehicle,  over 
Irregular  routes.  transportLng:  Pig  iron, 
d'jmp  vehicles,  from  Buffalo,  N.Y.,  to 
points  m  Washington.  Oregon,  Califor- 
nia. Idalio.  Montana.  Wyoming,  Utah. 
Colorado,  Arizona.  New  Mexico,  North 
Dakota,  South  Dakota.  Nebraska,  Kan- 
sas Oklahoma.  Texas.  Minnesota,  Iowa, 
MLssouri.  Arkan.sas  (except  points  on  and 


north  of  U.S.  Highway  64  ^  Wisconsin 
(except  points  on  and  east,  southeast, 
and  south  of  U.S.  Highway  151),  and 
Nevada.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  Chicago,  HI. 
and  Keokuk.  Iowa. 

No.  MC  125777  (Sub-No.  E104',  filed 
June  4,  1974.  Apphcant:  JACK  GRAY 
TRANSPORT,  INC.,  4600  East  IStii 
Avenue,  Gary,  Ind.  46403  Applicant.- 
representative:  Robert  A.  Tatge.  (same 
as  above) .  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle 
^ver  irregular  route?,  transporting; 
Fertilizer,  in  bulk,  in  df.mp  vehicle,  from 
Dubuque,  Iowa,  to  points  in  Michitjan 
(except  points  on  and  west  of  U.S.  Hitrli- 
way  41  and  Michigan  Highway  35  • .  Ohio 
(except  points  in  Cujalio^a.  Geauga. 
Lorain,  and  Portage  Counties',  and  In- 
diana. The  pun:!Ose  of  thLs  filing  is  to 
eliminate  the  gateways  of  Chicago,  111., 
Hammond.  Ind..  Gary.  Ind.,  Terre  Haute, 
Ind.,  and  Danville,  m. 

No.  MC  125777  (Sub-I^o.  E106K  filed 
June  4,  1974.  Applicant:  JACK  GRAY 
TRANSPORT,  INC.,  4600  East  15th  Ave- 
nue, Gary,  Ind.  46403.  Applicants 
representative:  Robert  A.  Tatge,  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle. 
over  Irregular  routes,  transporting:  Fer- 
ro alloys.  In  bulk,  in  dump  vehicles 
from  Chicago,  111.,  to  points  in  Colora- 
do, Nebraska,  Kansa^s.  Oklahoma.  Arizo- 
na. New  Mexico,  Louisiana.  Nevada. 
Washington.  Oregon,  California,  Idaho 
Montana,  Wyoming,  Utah,  Arkansas 
(except  points  on  and  north  of  US 
Highway  64),  Texas.  Florida  'except 
points  on  anti  north  of  Florida  High- 
way 50).  North  Carolina,  and  Virginia 
restricted  against  service  from  the  plant 
site  of  Stauffer  Chemical  Company,  Vic- 
tor Division,  at  Chicago.  111.  The  pur- 
pose of  this  filing  Is  to  eliminate  the 
gateways  of  Keokuk,  Iowa  and  Graham 
W.  Va.  ^ 

By  the  Commission 

H  G.  Homme.  Jr., 
Acting  Secretary . 

|FR  Doc.77-17054  PUed  5-!4-T7;8  45  am] 


[No  MC-C-9727) 
MAROTTA   AIR   SERVICE,    INC, 

Petition  for  Declaratory  Order — Exemption 
for  Motor  Carrier  Service  Incidental  to 
Transt)ortation  by  Aircraft 

Petitioner's  representative:  Thomas 
FS..  Foley.  Bowes,  MiUner.  Rodgers  & 
Llbersteln  P  O,  Box  1409,  167  Fairfield 
Road.  Fairfield.  N.J.  07006.  By  petition 
filed  May  26,  1977.  Marotta  Air  Service. 
Inc.,  seeks  a  ruling  that  certain  oper- 
ations it  conducts  are  within  the  .scope 
of  the  "incidental  to  transportation  by 
aircraft"  exemption  aftorded  by  Section 
203(b)  (7a>  of  the  Interstate  Commerce 
Act  (49  use  303(b)  (7a))  and  49  CFR 
1047.40,  "Motor  transportation  of  ikx)P- 
erty  Incidental  to  transportation  by  air- 
craft." 
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Petitioner  .nates  tiiat  It  conducts  in- 
cidental groimd  traiisportation  of  freight 
tr.at  has  received  a  prior  or  subsequent 
movement  by   aircraft  for   air   carriers 
and  air  freight  forwarders  certified  by 
the  Civil  Aeronautics   Board;    that  the 
territory    encompassed    by    petitioners 
operation  is  between  various  New  Jer- 
sey points  and  the  facilities  of  the  cer- 
tmed  air  carriers  and  air  freight  for- 
warders located  at  or  near  Newark  In- 
ternational  Airport   and,    to    a   lunited 
extent,  locations  at  or  near  La  Guardia 
and  John  F.  Kennedy  International  .Air- 
ports in  New  York,  N.Y.;  that  all  freight 
moves  on  a  through  air  bill  of  lading  of 
the  certified  air  carrier  or  air  freight 
forwarder;     that    petitioner    does    not 
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utClze  bills  of  lacing  of   its  own;    that 
the  ground  transportation  provided  by 
petitioner  is  to  or  from  a  point  within 
the   terminal   area   of   the   certified   air 
carrier  or  air  freight  forwarder  as  set 
forth  in  the  appropriate  tariff  on  file  with 
the  CivU  Aeronautics  Board,  in  conjunc- 
tion with  the  certified  carriers   opera- 
tions at  Newark  International  .Mrport. 
La  Guaradia  Au-port  and  John  F.  Ken- 
nedy  Airport;    that  petitioner   provides 
only  pickup  or  deliverv-  sen'ice  Incidental 
to  a  prior  or  subsequent  movement  by  air 
within  the  New  York  temimal  area  as 
variously  dei^cribed  by  the  air  carriers' 
and  air  freight  forwarders'  tariffs;   and 
that   the    air    carriers    and    air    freight 
forwarders    (not   the   shippers    or    con- 


3057:'. 

sipnees  '   pay  petitioner  for  the  specified 
ground  transportation.  The  Commission 
is  asked  si>ecifically  whether  petitioner's 
operatiorLs  are  within  the  exemption  pro- 
vided bv  Section  203 'b)  (7a)  of  the  Inter- 
state Cormnerce  Act  and  49  CFR  1047.40. 
Ally  interested  person  or  persons  de- 
siring to  participate  in  this  proceeding 
may  file  an  original  and  six  (6)   copies 
of   his   or   her   written  representations, 
views,   or   arguments   In  support  of   or 
against  the  petition  on  or  before  July 
15.   1977. 

H.  G.  HovME  Jr., 
Acting  Secretary. 

<  FR  Doc  77-17055  Piled  8-14-77:8:46  am] 
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sunshine  act  meetings 


Tbi  se'  t    •   of  t^e  Ft :  ER*L  RE  j  S'ER  contains  notices  of  meet   "gs  ouolished  under  th«  "Government  In  the  Sunshine  Act    (Pub.  L  94-409) 
U-S-C.  552b.:«<(3- 


COr.'TENTS 

Item 

Equal    Employment    Opportunity 

Commission 1 

Ft-deral  Power  Commission 2 

F'ederal  Reserve  System 3,  4,  5 

International  Trade  Commission.  6 
Securities  and  Exchange  Commis- 
sion    7 


AGENCY  HOLDING  THE  MEETING: 
Equal  Emploj-ment  Opportunity  Com- 
mission. 

"FEDFRAI,  REGISIER"  CITATION  OF 
PRKVIOUS  ANNOUNCEMENT:  42  FR 
30022.  June  10,  1977. 

PRE\TOUSLY  ANNOUNCED  TIME  AND 
DATE  OF  MEETING:  9:30  a.m..  June  14, 

1917. 

CHANGE  IN  THE  MEETING:  The  fol- 
lowing item,  originally  annomiced  for  the 
open  session,  has  been  deleted  from  the 
agenda  since  the  information  requested 
imder  tlie  Freedom  of  Information  Act 
has  been  disclosed  and  no  appeal  is  nec- 
essary: (l>  Freedom  of  Information  Act 
Appeal  No.  77-4-FOIA~T5.  A  request  by 
the  attorney  for  a  party  who  filed  a 
charge  of  discrimination  for  a  copy  of 
tlio  Commission's  concUiation  proposal 
»<;•:  :  ti->  the  charged  employer. 

CONTACT    PERSON    FOR    MORE    IN- 

F\.>tl.M.\nON: 

Mane    D.    Wilson.    Executive   Officer, 
Executive  Secretariat  at  202-634-6748. 

This  notice  Issued  June  13.  1977. 

[S-658-77  Pl)ecl  6  13-77;10;46  am] 


AGENCY    HOLDING   THE    MEETING: 

Pc<ieral  P~-wer  Commission. 

fedf:::-\i.   register  citation  of 

PREVIi.v.  .-    .\.\'NOUNCEMENT;    (to   be 

publl-h'i:  J  ::■••  14    1977'. 

PREVIOrSLV  ANNOUNCED  TIME 
ANEJ    UATI-:    (>:      MEETING:    Jvine    16. 

1977     2   -1)    ;>  ::: 

CHANCiE  r.'  THE  MEETING  Addition 
of  P-10.  Dtx'icet  No.  E-9538.  Conservation 
of  Natural  Resources  Electric  Energy 
Utilization  in  the  State  of  Texas  Reduc- 
ing Natural  Ga.';  Consumption  for  Boiler 
F'acI  M  :  A  I^K'kc:  N  ■•  RMT-^-E^.  P^g- 
ula  t  ion  of  Sm ,  ■  1 1  Prcxl  iic  e  !>  M  ■  1  ■  B '  . 
P;;in;ps  Pctrolev..-'.:  C'  ::;!>ar.v  FTC  Ga.- 
R,itt."  S<':~.eci;L!t"  N'lX^  .553  555  556.  557, 
559  and  560,  S:in  O'A  Company,  FPC  Cras 
Rate  Sc-tiedule  NoiS,  538,  539,  561.  562.  567. 
669    572    ~':6  and  57"    G   10,  I>>.'k*'l  Nv 


RP76-38,  Arizona  Electric  Power  Coop- 
erative Inc..  and  The  City  of  Willcox 
Arizona  v.  El  Paso  Natural  Gas  Com- 
pany, G-11,  Docket  No.  RP7 4-50-5.  Flor- 
ida Gas  Transmission  Company,  Florida 
Hydrocarbons  Company,  G-12,  Docket 
No,  RP75-79,  Lehigh  Portland  Cement 
Company  Complainant  v.  Florida  Gas 
Transinission  Company  Respondent. 

Kenneth  F.  Plumb, 
Secretary. 

I S  652-77  Piled  6-10-77;3:30  pm| 


AGENCY    HOLDING   THE   MEETING: 
P'tderal  Reserve  System. 

Addition  of  Previously  Annotjnced 
Agenda  Item 

Tlie  Board  of  Governors  previously  an- 
novuiced  a  meeting  to  be  held  on  Mon- 
day, June  13.  1977,  which  was  closed  to 
public  observation  under  exemptlon(s^ 
of  tlie  Government  in  the  Sunshine  Act 
*5  U.S.C.  §552b(ci).  One  of  the  items 
announced  for  inclusion  at  that  meeting 
was  consideration  of  any  agenda  items 
carried  forward  from  a  previous  meet- 
ing. The  purpose  of  this  announcement 
is  to  Inform  the  public  that  the  following 
such  item  was  rescheduled  for  this 
meeting : 

A  staff  study  of  the  private  placement 
activities  of  commercial  banks  requested 
by  the  House  Committee  on  Banking,  Fi- 
nance and  Urban  Affairs.  This  matter 
was  originally  scheduled  for  a  meeting 
on  June  6,  1977. 

Previously  announced  items:  1.  Pro- 
posed sale  of  the  building  currently  occu- 
pied by  the  Federal  Reserve  Bank  of 
Richmond. 

2.  Possible  amendments  to  Section  23 A 
of  the  Federal  Reserve  Act  to  be  submit- 
ted to  the  Congress.  This-- matter  was 
originally  scheduled  for  a  meeting  on 
May  4,  1977.^ 

Tlie  meeting  remains  scheduled  for 
10:00  a.m.  in  the  Board's  offices  at  20th 
Street  and  Constitution  Avenue.  N.W., 
Washington.  D.C,  Information  may  be 
obtained  from  Mr.  Joseph  R.  Coyne,  As- 
sistant to  the  Board,  at  (202)  452-3204. 

Board  of  Governors  of  the  Federal  Re- 
serve System.  June  10,  1977. 

Ruth  A.  Rkister, 
Assistant  Secretary  of  the  Board. 
lS-654-77  Piled  6-13-77:9:17  MO] 


AGENCY   HOLDING   THE   MEETING: 
Federal  Reserve  System. 

On  Monday,  June  20,  1977.  at  10:00 
a.m.  a  meeting  of  the  Board  of  Governors 
of  the  Federal  Reserve  System  will  be 
held  at  the  Boards  offices  at  20th  Street 
and  Constitution  Avenue.  N,\V..  Wash- 
ington, D.C,  to  consider  the  following 
Items  of  official  Board  basiness : 

1.  Computer  purchases  by  (1)  the  Fed- 
eral Reserve  Bank  of  Dallas,  and  (2)  the 
Federal  Reserve  Bank  of  San  Francisco. 

2.  Any  agenda  items  carried  forward 
from  a  previously  announced  meetir.g 

This  meeting  will  be  closed  to  public 
observation  because  the  items  fall  under 
exemptions  contained  in  the  Government 
In  the  Sunshine  Act  (5  U.S.C.  §  552b 'O  ). 
Information  with  regard  to  this  meeting 
may  be  obtained  from  Mr.  Joseph  R. 
Coyne,  Assistant  to  the  Board,  at  (202) 
452-3204. 

Board  of  Governors  of  the  Federal 
Reserve  System,  June  10,  1977. 

Ruth  A.  Reister. 
Assistant  Secretary  of  the  Board. 

[S-655-77  PUed  6-13-77;9:17  am] 


FEDERAL  RESERVE  SYSTEM 
Notice  of  Change  in  Time  of  Meeting 

The  time  of  the  June  15,  1977  <42  FR 
30023),  open  meeting  of  the  Board  of 
Governors  of  the  Federal  Reserve  System 
at  the  Board's  offices  at  20th  Street  and 
Constitution  Avenue,  NW..  Washington, 
B.C.,  has  been  changed  from  10  00  a.m. 
to  10:30  am. 

Information  with  regard  to  this  meet- 
ing may  be  obtained  from  Mr.  Joseph  R. 
Coyne,  Assistant  to  the  Board,  at     202 
452-3204. 

Board  of  Governors  of  the  Federal 
Reserve  System,  June  13.  1977 

Griffith  L.  G-aruood. 
Deputy  Secretary  of  the  Board. 

[S-659-77  Filed  6-13-77:2:35  pm] 


.  ThL-ty  day.s  has  expired  since  the  initial 
meeiin,;  at  which  this  Item  was  announced, 

md  a  r.e'A  v    'e  hi.'-  b<'T.  tAkTi. 


AGENCY  HOLDING  THE  MEETINO: 
United  States  International  Trade  Com- 
mission. 

TIME  AND  DATE  9  30  am  .  June  23, 
1977. 

PLACE:  Roon:  119  701  E  Street.  N.W, 
Washington.  DC   20436, 

STATUS:  Parts  of  this  meeting  will  be 
open  to  the  public.  The  rest  of  the  meet- 
ing will  be  closed  to  the  public. 
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MATTERS  TO  BE  CONSIDERED:  Por- 
tions open  to  tlie  pubhc:  1.  Petitions  and 
complaints:  b.  Predatory  pricing  in 
steel — see  memorandum  from  Commis- 
sioner Minchew,  dated  June  9,  1977;  c. 
Pressure-sensitive  tape  from  West  Ger- 
many (if  necessary).  2.  Reorganization. 
3.  Swim.ming  Pools  (Inv.  AA1921-165)  — 
briefing  and  vote.  4.  Solder-Removal 
Wicks  (Inv.  337 -TA-2e '—vote.  5.  East- 
West  Trade  Report.  6.  Agenda.  7.  Report 
by  the  General  Counsel  on  the  Justice 
Department  Proposal  on  the  Customs 
Court.  8.  Policy  Manual  changes— see  ac- 
tion Jacket  AD-77-32. 
PORTIONS  CLOSED  TO  THE  PUBLIC : 
1.  a.  Airbus  Lease  by  Eastern  Airlines— 


SUNSHINE   ACT   MEETINGS 

see  action  jacket  C01X77-98  and  memo- 
randa da:<K:  Jime  8,  1977,  from  Commis- 
sioners Parser.  Moore,  and  Bedell.  2.  Re- 
organization (portions  respecting  the 
selection  of  personnel^ . 

CONTACT  PERSON  FOR  MORE  IN- 
FORMATION: 

Kenneth   R.    Mason,    Secretary,    202- 
523-0161. 

IS  65,?  77  Piled  6-l&-77.4;27  pm) 


AGENCY    HOLDING    THE    MEETING: 
Securities  and  Exchange  Conmiission. 


30575 


Ti:>.IE  AND  DATE:  June  10.  1977.  10  r.m. 
PLACE:  Room  825.  500  North  Capitol 
Street,  Washington,  D.C. 

STATUS:  Open  meeting. 

The  Commission  met  at  10  a.m.  on  Fii- 
day.  June  10,  1977,  to  review  testimony 
to  be  submitted  to  the  Subcommittee  on 
Reports.  Accounting  and  Management  of 
Senate  Comm.ittee  o:i  Governmental 
Affairs. 

Chairman  Williams.  Commissioners 
Loomis.  E\-ans.  and  PoUack  determined 
that  Commission  business  required  con- 
sideration of  this  matter  and  that  no 
earUer  notice  thereof  was  possible. 

Jtoe  10,  1977. 

lS-656-77  Filed  6- 13-77;9 :  17  am  1 
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COMMERCE 

National  Oceanic  and 
Atmospheric  Administration 
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MID-ATLANTIC  FISHERY 
MANAGEMENT  COUNCIL 

Statement  of  Organization/  Practices, 
and  Procedures 
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NOTICES 


DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

MID  ATLANTIC    FISHERY   MANAGEMENT 
COUNCIL 

Statement  of  Organization,  Practices,  and 
Procedures 

Pursuant  to  section  302'fM6'  of  the 
Fishery  Conservation  and  Management 
Act  of  1976  (Pub,  L.  94-265 1.  each  Re- 
gional Flsher>-  Management  Council  is 
responsible  for  determining  its  orgrani- 
zation  and  prescribing  lUs  practices  and 
procedures  for  carrying  out  its  functions 
under  the  Act  in  accordance  with  such 
uniform  standards  as  are  prescribed  by 
the  Secretary  of  Commerce.  Furtlier. 
each  Council  must  publish  and  make 
available  to  the  pubUc  a  statement  of  its 
organization,  practices,  and  procedures. 
As  required  by  the  Act.  the  Mid -Atlantic 
Fishery  Management  Council  has  pre- 
pared and  Is  hereby  publishing  its  State- 
ment of  Organizations,  Practices,  and 
Procedures. 

Dated:  June  8.  1977. 

Winifred  H.   Meibohm. 

Associate  Director. 

I      .'.'a.MS.    AJJDKE3S    AND    GE0GBAPKIC.\L    AREA    OF 
AUTHORrTY 

The  Mld-Atlantlc  Fishery  Manasement 
Council,  created  by  Section  302(a)  (7)  of  the 
Fishery  ConservatloQ  and  Management  Act 
of  1976  (hereinafter  referred  to  as  the  "Act"), 
hereby  publlshe.s  a  statement  of  Operational 
Procedures  and  Practices,  as  required  by  Sec- 
tion 302(f)  (6)  of  the  Act.  This  statement  of 
Operational  Procedures  and  Practices  wm 
adopted  by  the  Mid-Atlantic  Fishery  Man- 
agement CouncU  ( herelnafT/er  referred  to  as 
the  "Council"),  during  Its  public  meeting 
held  on  March  9th  and  10th,  1977,  in  Ocean 
City.  Maryland. 

The  Council's  jjermanent  offices  are  lo- 
cated in  Rooms  2115  and  2112.  Federal  Bund- 
ing. New  Street.  Dover,  Delaware  19901. 

The  Council's  geographical  area  of  au- 
thority Includes  all  fishery  resources  within 
the  fishery  conservation  zone  adjacent  to  the 
member  States  of  New  York,  New  Jersey. 
Pennsylvania,  Delaware,  Maryland  and  Vir- 
ginia. 

IT.  Purpose 

I  The  Council  will  prepare  and  submit  to 
the  Secretary  of  Commerce  or  his  delegate  a 
fishery  management  plan  with  respect  to 
each  fishery  wlthtn  its  geographical  area  and 
from  time  to  time  such  amendments  to  each 
plans  as  are  necessary. 

1  (a)  In  the  case  where  the  rjuige  of  the 
stock  in  a  fishery  e.t  tends  beyond  the  geo- 
graphical area  of  Jurisdiction  of  the  Council, 
the  Council  expects  to  constilt  with  the  ai>- 
proprlate  other  Council  In  the  preparation  of 
a  Joint  plan. 

2  The  Council  will  prepare  comments  on 
any  fi.-.hery  managftfn^rit  plan  or  amendments 
thereto  prepared  by  the  Secretary  or  his  dele- 
(fate  which  are  transmitted  t«  It  under  Sec- 
tion 304(c)  (2)  of  the  Act. 

3  Tlie  Council  will  prepare  comments  on 
any  application  for  foreign  fishing  transmit- 
ted to  it  under  a  governing  international  fish- 
ery agreement  by  the  Secretary  of  State  or 
his  delegate  under  the  terms  of  this  Act. 

4.  The  Council  will  conduct  public  hearings 
at  appropriate  times  and  at  appropriate  loca- 
tions In  the  Council's  geographical  area  so 
as  to  allow  all  Interested  persons  an  oppor- 
tunity  to  be  heard  In  the  development  of 


flahery  mwoa^nMnt  plans  and  amendments 
thereto  and  with  respect  to  the  administra- 
tion and  Implementation  of  the  provisions  of 
the  Act. 

5.  The  CotmcU  will  review  on  a  continuing 
basis  and  revise  as  appropriate  the  assess- 
ments and  specifications  contained  to  each 
fishery  management  plan  for  each  fishery 
within  Its  geographical  area  with  regard  to 
(a)  the  present  and  probable  future  condi- 
tion of  the  fishery,  (b)  maximum  sustainable 
yield  from  the  fishery,  (c)  the  optimum  yield 
from  the  flsheiy,  (d)  the  cajjaclty  and  the  ex- 
tent to  which  fishery  vessels  of  the  United 
States  will  harvest  and  optimum  yield  on  an 
annual  basis,  (e)  the  portion  of  such  opti- 
mum yield  on  an  annual  basis  which  will  not 
be  harvested  by  fishing  vessels  of  the  United 
States  and  can  be  made  available  for  foreign 
fishing  and  other  items  as  may  be  deemed 
appropriate. 

6.  The  Coimcil  will  submit  to  the  Secretary 
a  report  before  February  1st  of  each  year  on 
the  Council's  Eictlvltles  during  the  Immediate 
preceding  year,  and  shall  subnUt  such  other 
periodic  and  relevant  reports  as  the  Coun- 
cil or  the  Secretary  deem  appropriate. 

7.  The  Council  will  establish  a  Sclentiflc 
and  Statistical  Committee  and  other  ad- 
visory panels  as  the  Council  deems  necessary. 

8.  The  Council  will  conduct  any  other  ac- 
tivities which  are  required  by  or  provided 
for  in  the  Act,  or  which  are  necessary  and 
appropriate  to  the  foregoing  functions. 

9.  The  Council  expects  to  participate  In 
international  negotiations  concerning  any 
fishery  matters  under  the  cognizance  of  the 
Council.  The  Council  also  expects  to  be  con- 
sultea  during  preliminary  discussions  lead- 
ing to  U.S.  positions  on  International  fishery 
matters.  : 

III.  Council  CoMPosmoN 

The  Mid-Atlantic  Fishery  Management 
Council  shall  have  nineteen  voting  members 
and  four  non-voting  members.  Twelve  voting 
members  are  appointed  by  the  Secretary  of 
Commerce  and  six  of  the  voting  members 
consist  of  the  principal  State  oflficlals  (or  his 
designee)  with  marine  fishery  management 
responsibility  and  expertise  in  each  of  the 
member  states  as  appointed  by  the  Ooverrvor 
of  the  State.  The  one  remaining  voting  mem- 
ber is  the  Regional  Director  of  the  National 
Marine  Fisheries  Service  for  the  Northeast 
Region  (or  his  designee). 

The  non-voting  members  of  the  CouncU 
shall  be: 

1.  The  Regional  Director  of  the  United 
States  Fish  and  'Wildlife  Service  for  the 
Northeast  Region  (or  his  designee) . 

2.  The  Commander  of  the  Coast  Guard 
district  for  the  Mld-Atlantlc  area  (or  his 
designee) . 

3.  The  Executive  Director  of  the  Atlantic 
States  Marine  Fisheries  Commission  (or  hla 
designee) . 

4.  One  representative  of  the  Department  of 
State  designated  for  such  purpose  by  the 
Secretary  of  State  (or  his  designee) . 

I'V.  Council  Officers  and  Terms  of  Office 
A  Chairman  and  a  Vice  Chairman  are 
elected  from  the  voting  members  of  the  Mld- 
Atlantlc  Council:  both  officers  serve  for  a 
period  of  one  yef>r  and  may  succeed  them- 
selves. A  recording  secretary  may  be  ap- 
pointed by  the  Chairman  for  a  term  of  one 
year.  The  Council  may  establish  and  appoint 
other  officers  as  It  deems  necessary. 

■v.  Standards  of  Conduct 

The  Coimcll  Ls  responsible  for  maintaining 
high  standards  of  ethical  conduct  among 
themselves  and  their  staff.  Such  standards 
wUl  Include  the  following: 

1.  No  employee  of  the  CouncU  shall  uaa 
his  or  her  official  authority  or  Influence  de- 


rived from  his  or  her  position  with  the 
CouncU  for  the  purpose  of  interfering  with  or 
affecting  the  results  or  an  election  to  or  a 
nomination  for  any  national.  State,  county 
or  municipal  elective  office. 

3.  No  employee  of  the  Council  will  be  de- 
prived of  employment,  position,  work,  com- 
p>eiisatlon  or  benefit  provided  for  or  made 
possible  by  the  Act  on  account  of  any  politi- 
cal activity  or  lack  of  such  activity  In  sup- 
port of  or  In  opposition  to  any  candidate  of 
any  political  party  In  any  national.  State, 
county  or  municipal  election  or  on  account 
of  his  or  her  political  affiliation. 

3.  No  Council  member  or  employee  shall 
pay,  or  offer,  or  promise,  or  solicit,  or  receive 
from  any  person,  firm  or  corporation,  either 
as  a  political  contribution  or  a  personal 
emolment,  any  money,  or  anything  of  value 
In  consideration  of  either  support,  or  the 
use  of  Influence,  or  the  promise  of  support,  or 
Influence  In  obtaining  for  any  person  any 
appointive  ofBce,  or  place  of  employment 
under  the  CouncU. 

4.  No  employee  of  the  Council  shall  have 
a  direct  or  Indirect  financial  Interest  that 
conflicts  with  the  fair  and  Impartial  conduct 
of  his  or  her  Council  duties. 

5.  No  Council  member  or  emplovee  of  the 
Council  shall  use  or  allow  the  use.  for  other 
than  crfSclal  purposes,  any  Information  ob- 
tained through  or  In  connection  with  his  or 
her  Ootincil  employment  which  has  not  been 
made  available  to  the  general  public. 

6.  No  Council  member  or  employee  of  the 
Council  shall  engage  In  criminal,  infamous. 
dishonest,  notoriously  Inrunoral.  or  disgrace- 
ful conduct  prejudicial  to  the  Council. 

7.  No  Council  member  or  employee  of  the 
Council  shall  use  Council  property  on  other 
than  official  business.  Such  property  shall  be 
protected  and  preserved  from  Improper  or 
unauthorized  operation  or  use. 

VI.  Line  AuTHOP.riT 

Council  members  must  submit  all  requests 
for  task  performance  that  they  desire  to  be 
carried  out  by  the  Executive  Director  or  his 
staff  to  the  Council  for  his  approval  and 
transmittal.  The  Chairman  of  the  Council 
(or  his  designee,  so  stated  In  writing) ,  is  the 
only  one  so  designated  to  exercise  line  super- 
vision over  the  Executive  Director. 

Similarly,  the  other  members  of  the  Execu- 
tive Staff  receive  their  line  super\'lslon  solely 
from  the  Executive  Director. 

VII.  Personnel  Piles 

A  .file  for  each  Council  member  containing 
pertinent  data  and  official  papers  will  be 
centrally  maintained  under  security  and 
safeguard  conditions  required  of  fllea  sub- 
ject to  the  Privacy  Act.  This  file  will  be  avail- 
able to  the  Council  member,  and  to  other 
persons  only  where  a  need  to  know  has  been 
established.  The  Council  will  maintain  per- 
sonnel files  on  their  employees  under  similar 
safeguards. 

VIII.    SerURITY    INVESTIC.ATIONS 

■When  It  Is  anticipated  that  security  classi- 
fied Information  will  be  kept  or  handled  In 
Councfl  offices,  certain  employees  shall  be 
designated  to  be  permitted  access  to  the  In- 
formation In  accordance  with  Federal  stand- 
ards and  must  receive  appropriate  security 
clearance  from  the  Office  of  Investigations 
and  Security  of  the  Department  of  Com- 
merce. 

IX.  Standing  Comimittees  of  Council 
Members 

A.  Names — The  Mld-Atlantlc  Rshery  Man- 
agement Council  has  established  the  follow- 
ing Standing  Committees: 

1.  Budget  and  Mnance  Committee. 

2.  Standing  Berlew  Committee. 

3.  Steering  Committee. 
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B  Composition — The  above  standing  com- 
mittees shall  be  compoeed  of  a  Chairman, 
Vice  Chairman  and  such  additional  mem- 
bers of  the  CouncU  as  may  be  appointed  by 
the  Council  Chairman. 

C.  Function — The  function  of  the  above 
standing  committees  will  be  such  as  are  as- 
signed to  them  from  time  to  time  by  the 
CouncU  Chairman 

X    Council  Meetini..- 

1  General— The  CouncU  wUl  meet  at  the 
call  of  the  Chairman  of  the  CouncU  or  upon 
request  of  a  majority  of  the  voting  members. 
Advisory  bodies  will  meet  with  the  approval 
of  the  Chairman  of  the  CouncU,  after  proper 
notification  in   the  "Federal  Register." 

2  Frequency  and  Duration — The  CouncU 
will  ordinarily  meet  In  a  plenary  session  at 
least  once  a  month;  but  workload  wUl  deter- 
mine the  actual  frequency  and  duration  of 
meetings. 

The  Chairman  of  the  CouncU  wUl  deter- 
mine the  frequency  with  which  any  advisory 
panels  will  meet. 

3.  Location — In  addition  to  the  require- 
ment that  CouncU  meetings  be  held  in  the 
Mld-Atlau'ic  area  (unless  It  Is  a  Joint  meet- 
ing with  another  CouncU) .  the  meeting  place 
wUl  be  of  a  capacity  large  enough  to  accom- 
modate the  anticipated  pubUc  attendance 
and  It  wUl  be  easUy  accessible  to  those  In- 
terested In  attending 

Statutory  subgroups  and  subgroups  con- 
sisting of  CouncU  members,  as  well  as  the 
tall  CouncU,  wUl  meet  in  particular  areas  of 
interest  within  the  CouncU's  Jurisdiction, 
consistent  with  budgetary  confitralnts,  ex- 
cept CouncU  subgroups  may  meet  outside 
the  CouncU's  Jurisdiction  as  necessary  to 
conduct  the  bu.'Jiness  of  the  CouncU 

4.  Agendas — Suggested  agendas  for  all 
Council  meeUngs  will  be  drawn  up  by  the 
Executive  Director  and  approved  by  the 
Chairman  The  ChaUman  will  be  assisted  by 
the  Vice  Chairman,  the  Executive  St,afT  and 
the  members  of  the  CouncU  who  wish  to 
contribute.  The  agenda  and  supporting  doc- 
uments shall  be  distributed  to  the  Council 
members  at  least  ten  (10)  calendar  days  be- 
fore the  subject  meeting  transpires 

5.  Minutes  of  Keetings— Detailed  minutes 
of  each  meeting  must  be  kept  and  their  ac- 
curacy should  be  certified  by  the  recording 
secretary  or  the  Chairman.  Such  minutes 
wUl  Include,  to  the  extend  possible,  the  fol- 
lowing Information : 

a.  The  time  and  place  of  the  meeting; 

b.  A  list  of  Council  or  advisory  panel 
members.  stAff  and  others  present; 

c  A  complete  and  Informative  siumnary  of 
matters  discussed  and  conclusions  reached; 

d  A  listing  with  copies  of  all  reports  and 
papers  received,  issued,  or  approved  by  the 
Counci;  or  advisory  panels; 

e  An  accounting  of  any  portion  of  the 
meeting   which   was  closed  to  the  public; 

i.  The  names  of  members  of  the  public  who 
attend,  the  number  or  an  estimate  where  a 
register  Is  impractical,  or  the  members  of  the 
public  decline  to  be  identified; 

g  An  explanation  of  the  extent  of  public 
participation  Including  a  list  of  those  pre- 
senting  written   or   oral    statements; 

h   A  copy  of  the  agenda;  and 

i  Copies  of  any  written  transcripts  or  any 
oral  statements. 

6  Conduct — General  Rules  of  Procedure — 
Meetings  .<ha:i  be  conducted  Ui  a  manner  t-o 
permit  the  greatest  possible  participation 
by  all  members  of  the  Council.  Notice  of  any 
meeting  must  appear  In  the  "Federal  Regis- 
ter' twenty  (20)  days  prior  to  the  meeting. 
Meetings  may  be  closed  to  the  public  only  In 
certain  Instances,  where  the  Chairman  deter- 
mines that  the  reasons  for  excluding  the 
public  are  valid,  except  where  prior  approval 
of  the  Department  of  C-ommerce  Assistant 
Secretary    for   Admlnlstratlcm    Is   required 
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Parluneniary  procedures  should  be  ased  as 
a  guide,  but  need  not  be  rigidly  adhered 
to — ^tiiis  iB  the  Obalnnan's  prerogative  Deci- 
sions by  oonsensufi  are  permitted,  except 
where  tbe  lasue  is  OouncU  approval  of  a 
riehery  Management  Plan  or  amendment 
(Including  any  proposed  regvUatlons) ,  or 
comments  few  the  Secretary  on  foreign  fi.^h- 
Ing  applications:  In  theee  cases,  a  vote  is 
required. 

MLscellaneous  statutory  requirements  for 
meetings  Include: 

1.  A  majority  of  the  voting  members  of 
the  CouncU  shall  constitute  a  quorum 

2  One  or  more  Council  members  or  staff 
designated  by  the  CouncU  may  hold  non- 
Councll  meetings 

3.  Where  there  Is  a  vote,  the  majority  of 
the  voting  members  present  and  voting  shall 
rule    The  use  of  proxy  is  not  permitted 

4.  Voting  members  of  the  Council  who 
dissent  on  any  Lssue  that  te  to  be  submltte<l 
to  the  Secretary  are  permitted  to  submit  a 
statement  of  their  rea-sons  for  dissent  to  the 
Secretary. 

XJ.   Authority    of   the   Chaw 

The  CouncU  Chairman  shall  be  Uae  chief 
executive  officer  of  the  CouncU.  Subject  only 
to  the  authority  of  the  CouncU.  he  shall 
have  general  charge  and  supervision  over, 
and  responsibility  for.  the  buslncfis  and  af- 
fairs of  the  CouncU.  Unless  otherwise 
directed  by  the  CouncU.  the  Chairman  may 
enter  Into  and  execute  In  the  name  of  the 
Ccmncll.  contracts  or  other  Instrument*  In 
the  regular  course  of  business  or  contracts 
or  other  Instruments  not  In  the  regiUar 
course  of  business  which  are  authorized, 
either  generally  or  specifically,  by  the  Coun- 
cU. He  shall  have  the  general  powers  and 
duties  of  management  usually  vested  in  the 
office  of  Chairman  of  the  Board  of  a  cor- 
poration 

Xn.    Advxsort    Panels 

1.  General — The  Mid-Atlantic  F!>.hery 
Management  Council  will  establish  such  ad- 
visory panels  ac  are  neces.sary  or  appropriate 
to  assist  the  CouncU  In  carrying  out  the 
functions  of  the  Act  The  Secretary  of  Com- 
merce or  the  Cciinci!  shall  pay  the  actual 
expenses  of  the  members  of  such  panejs. 
except  those  who  are  Federal  employees, 
while  engaged  In  the  performance  of  Council 
business. 

The  panels  shall  meet  in  the  area  encom- 
passed by  the  Coimcil's  constituent  States 
as  deemeid  nece.s,';ary  by  the  Council  Chair- 
man. No  staff  Is  assigned  to  theee  panel.«. 
but  srtAff  support  may  be  requested  from 
the  Chairman  of  the  CouncU  or  the  Execu- 
tive Director  Each  advisory  fxanel  shaM  have 
its  own  charier  .'ieparate  from  thoee  of  other 
panels  and  separate  from  the  Sclentiflc  and 
Statistical  Committee  and  from  the  Mld- 
Atlantlc  CouncU. 

2.  Panel  Names^The  Mid-Atlanr:r  Pu«hery 
Management  Council  has  to  date  established 

the    following    advisory    panels:     A. . 

B. .  C— 

3.  Any  committee  or  subcommittee  meet- 
ings held  .should  be  done  with  the  approval 
of  the  Chairman. 

xni.  Financial  Management  System 

The  Procurement  and  Property  Manage- 
ment System  of  the  Council  will  be  the  direct 
responsibility  of  the  Staff  Administrative 
Officer. 

OMB  Circular  110  wUl  be  adhered  to  in 
procurement  and  Council  will  provide  a  clear 
audit  trail  for  all  Council  expenditures 

Xrv    Staff 

The  voting  members  of  the  Mid-Atlantic 
Fishery  Management  Council  shall   hire  an 
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Executive  Director   The  duties  and  functions 
of  the  Executive  Director  are  as  follows: 

1  Supervise  direct  and  account  for  the 
administration  and  operation  of  the  Council 

2  Appoint  and  affix  the  salary  of  the  staff 
of  the  CouncU  within  the  guidelines  ap- 
proved bv  the  CouncU. 

3  Assign  the  duties  of  the  personnel  a*^ 
may  be  necessary  to  accomplish  the  goals 
of  the  CovincU. 

4  Make  and  enter  Into  any  and  alU  con- 
tract* agreements  or  stlpxUatlons.  and  re- 
tain, employ  and  contract  for  the  services 
of  private  and  public  consultants,  research 
and  technical  personnel,  and  procure  by 
contract,  consulting,  research,  technical  and 
other  services  and  facilities,  whenever  the 
same  shall  be  deemed  necessary  or  desirable 
In  the  performance  of  the  functions  of  the 
Council  and  whenever  funds  have  been  made 
available  for  such  purposes  All  legal  pro- 
cedures and  applicable  regulations  shall  be 
followed  The  Council  shall  approve  all  con- 
tract* for  services  costing  over  one  thousand 
(» 1,000. 00)  dollars. 

5.  Establish  and  promulgate  such  rule- 
and  policies  as  may  l>e  necessary  for  tbe 
administration  and  operation  of  the  Council 
consistent  with  applicable  laws 

6  Matntam  such  facilities  a*  may  be  re- 
quired for  the  effective  and  efficient  opera- 
tion of  the  Council. 

7.  Prepare  an  annual  budget  for  approval 
by  the  CouncU. 

8  Prepare  annual  reports  to  the  CouncU 
and  for  the  Council,  to  the  Secretary  of 
Commerce. 

9.  Coordinate  efforts  of  the  Council  with 
other  Councils  and  related  Federal  agencies 

10.  The  Executive  Director  may  transfer 
funds  between  line  Items  up  to  10  percent 
of  the  line  except  transfer  between  salary 
and  non-salary  Items 

11.  Prepare  a  Manual  of  Practice  for  the 
operation  of  the  CouncU. 

12.  The  Executive  Director  shall  have  the 
a\ithorlty  to  adopt  an  accounting  procedure 
consistent  with  and  within  Federal 
guidelines. 

XIV     (a)    Additional  Staff   (on   a  Loan 
Basis) 

The  Council  may  request  the  head  of  any 
Federal  agency  to  detail  to  the  CouncU  on 
a  reimbursable  basis,  any  personnel  of  such 
agency  to  assist  the  Council  In  the  perform- 
ance of  Its  functions  under  the  Act.  The 
length  of  such  details  shall  be  mutually 
determined  by  the  Council,  the  Federal  em- 
ployee and  his  or  her  agency.  Federal  em- 
ployees so  detailed  retain  all  benefits,  rights 
and  status  as  they  are  entitled  to  In  their 
regular  employment.  The  CouncU  may  nego- 
tiate arrangements  with  State  or  local  gov- 
ernments to  utilize  employees  of  those  gov- 
ernments also. 

XV.  Emploticent  Practices 

1.  Nondiscrimination.  All  activities  ol  the 
CouncU  must  operate  under  a  policy  of  equal 
employment  oppertunlty.  Council  staff  posi- 
tions shall  be  filled  solely  on  the  basis  ol 
merit,  fitness,  competence,  and  qualifica- 
tion.' Btoployment  actions  shall  be  free 'from 
discrimination  based  on  race,  reUglon.  color. 
national  origin,  sex.  at;e.  or  physical 
handicap. 

2.  Salary  and  Wage  Administration.  In  set- 
ting rates  of  pay  for  Council  Staff,  the  prin- 
cipal of  equal  pay  for  substantially  equal 
work  should  be  followed  Variations  In  ba&ic 
rates  of  pay  should  be  In  proportion  to  sub- 
stantial differences  in  the  dllBculty  and  re- 
sponsibilities of  the  work  performed. 

The  duties  of  any  new  position  shall  be 
contained  in  a  brief  description  to  be  sub- 
mitted to  the  NOAA  Personnel  Office  servic- 
ing the  NMFS  Regional  Office  assigned  to  the 
Council  prior  to  the  submission  of  a  budget 
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In  which  the  salary  of  that  position  U  re- 
quested. The  Council  will  be  provided  a 
salary  range  appropriate  to  the  position. 
The  Council  may  ail  the  position  at  any 
salary  level  within  that  range,  except  that, 
\inless  recruitment  of  exceptionally  quali- 
fied employees  Is  hampered,  the  policy  of 
hiring  at  the  beginning  rate  shall  be  recog- 
nized. The  annual  pay  for  any  staff  position 
may  not  exceed  the  equivalent  of  the  top 
step  of  OS-15  of  the  Federal  General  Sched- 
ule at  any  time.  After  a  position  has  been 
filled,  the  employee  may  be  promoted  an- 
nually and  recognized  for  superior  perform- 
ance with  the  specified  salary  ranges  in  ac- 
cordance with  Council  policies. 

XVI.  Emplotees  Benefits 

A.  Pay  Grade  and  Rates — Each  pasition 
classification  in  the  list  of  class  titles  shall 
have  aslgned  to  It  a  pay  grade  for  compen- 
sation purpoees.  The  pay  of  employees  occu- 
pying position  in  the  Council  employ  shall 
be  according  to  the  published  rates  pre- 
scribed for  the  pay  grades  assigned  by  equiv- 
alent, current  GS  ratings. 

B.  Work  Schedule — The  standard  work 
week  for  all  full  time  pmployees  shall  be  37 '2 
hours.  The  .standard  work  day  shall  be  8:00 
A.M.  to  4:30  P  M.  with  a  one  hour  lunch 
period.  Deviation  may  be  authorized  by  the 
Executive  Director  to  meet  operational  needs. 
Cases  of  continuing  or  permanent  schedule 
deviation  shall  be  subject  to  the  approval  of 
the  Executive  Director  or  Council. 

For  positions  In  classes  of  Grade  5  and 
above,  grades  are  established  in  considera- 
tion of  supervisory,  administrative,  execu- 
tive and  professional  duties  and  responsibili- 
ties of  the  positions,  and  not  of  any  fixed 
hours  of  work  to  be  required;  provided  that 
employees  In  such  posltl  ms  shall  be  required 
by  their  appointing  authority  to  work  at 
least  for  the  minimum  hours  require!  in 
the  Council  service  and  during  hours  author- 
ized by  supervision  and  approved  by  the 
Executive  Director. 

a  Part  Time  Employees — A  part  v.me  pm- 
ployee  working  on  a  regular  and  continuous 
schedule  of  less  than  37 '.j  hours  per  week: 
shall  be  paid  the  hourly  rate  appropriate  to 
the  grade  and  step  of  the  employee  for  the 
hours  actually  worked  Sjch  ..hedules  shall 
be  established  a.s  the  work  sltiation  requires, 
with  report  to  r^nd  ipprjval  by  •;he  Executive 
Director 

b.  IncrementaL  irureaaes  'or  FnU  T'.me 
Employee.^ — All  incremental  increases  shall 
be  at  the  beglnninK  of  the  new  Inideet  vear 
Those  employees  who  h&ve  been  employed 
six  (61  month.s  nr  longer  .ha]',  be  eligible  r  ir 
pay  raise  advanremeiit  T!n»ie  t-mplovees  -Aith 
less  than  six  161  months  .service  .^hall  not  be 
eligible  for  pav  rai.se  advAnrement  until  the 
following  budt'et  ve«r 

c.  Step  /n.  •-••';•■'l'^ —  .-X  Coiinril  empl  ye« 
will  normally  nave  hi.s  pay  rale  advanced  on© 
Increment  in  the  payRrade  upon  comple- 
tion of  one  year  service,  including  six  .on- 
secutlve  months  of  satLsfactorv  performance 
immediately  prior  to  the  effective  date  These 
Incremer.'s  .shall  be  rr.ade  no  more  of+en 
than  yearly  until  the  employee  has  reached 
the  maxlniiim  step  for  the  grade  of  his  p<x»l- 
tion  .^n  annual  Increment  Is  not  to  be  con- 
strued as  an  automatic  "rlirtit",  but  ra'her 
as  an  adjunct  to  -..ntlsfactory  service 

d  Pay  for  Erreptionai  \tf~nt — The  most 
"'-mmendaWe  and  dlstingiilshed  employees 
if  'he  rcKincll  who  h.ive  exhibited  such  com- 
petp've  and  exempl.irv  effort  f.ir  a  peruxl 
of  at  lea.st  one  vear,  may  have  their  pay  ad- 
vanced two  incrementH  within  the  payi^rade 
upon  recommendation  of  the  appointing  au- 
t^o^lty  and  approval  by  the  Council  pro- 
vided that  not  greater  than  10'^-  of  the  em- 
ployees shall  be  considered  for  merttorlons 
jiicrea.se  In   any  one  yew    Such   exceptional 


increment  shall  be  recommended  at  the  time 
of  ft  normal  increment  In  pay  is  due  and 
shall  not  be  igala  recommended  for  at  least 
one  year. 

e.  Paid  Holidays — Paid  holidays  shall  be 
the  same  as  those  received  by  F'ederal  em- 
ployees. 

D.  Annual  Leave — Employees  of  the  Coun- 
cil shall  be  entitled  to  twenty  (20)  working 
days  per  year  as  annual  leave  which  wUl 
accumulirte  at  the  rate  of  1%  days  per  month. 
Though  accruing,  employees  shall  not  nor- 
mally be  granted  paid  annual  leave  until 
the  completion  of  sis    (6)    months   service. 

This  liberal  leave  policy  recognizes  the 
necessity  for  staff  to  work  unusual  and  at 
times  long  hours  to  accomplish  the  Coun- 
cil s  goals. 

Vacation  credits  may  be  accumulated  up 
to  two  times  the  annual  allowable  rate. 
Credits  beyond  this  amount  wUl  be  forfeited. 

Employees  shall  request  annual  leave  as 
per  the  guidelines  established  by  the  Ex- 
cutive  Director. 

'*  If  an  employee  resigns  or  Is  terminated 
for  any  reason  Including  dismissal,  or  dies 
with  uniused  annual  leave  credit,  the  em- 
ployee or  in  the  case  of  his  death,  his  estate, 
shall  be  paid  in  cash  for  any  accumulated 
annual  leave. 

E.  Sick  Leave — All  employees,  except  tem- 
porary, .=:easonal  and  emergency,  shall  ac- 
crue paid  sick  leave  credit  at  the  rate  of 
one  and  one-quarter  ( 1 14 )  work  days  for 
each  completed  calendar  month  of  service. 
Permanent  part-time  employees  shall  accrue 
on  a  pro  rata  basis. 

Unused  sick  leave  credit  may  be  accumu- 
Irited  without  limit,  but  for  cash  payment 
(see  •!  below)  a  maximum  of  100  (one- 
hundred  days  credit  shall  apply. 

'1.  .\n  employee  may  be  reimbursed  for 
ciiuscd  accumulated  sick  leave  under  the 
following  conditions: 

a.  At  retirement  which  shall  be  defined  In 
accordance  with  the  provisions  of  the  Social 
Security  Act. 

b.  If  laid  off  without  prejudice  for  lack 
of  work  at  the  rat<  of  one  day's  pay  for 
eiich    two   days   of    unused    stck    leave. 

c  In  the  event  of  death  of  the  employee, 
payment  shall  be  made  to  his  estate  at  the 
rate  of  one  day's  pay  for  each  day  of  unused 
sick  leave. 

E  (ai  Sicfc  Leave  Usage — An  employee 
eligible  for  sick  leave  with  pay  may  use 
such  sick  leave  for  absence  due  to  Ulness, 
Injury,  temporary  disabtllty  expo8\ure  to  con- 
tagious disease,  or  due  t<.-i  3er!r»us  lllneas  of 
a  member  of  the  employee  s  immediate  family 
requtr'.ug  the  employee's  personal  attend- 
ance In  addition,  .stck  leave  c^n  be  used 
for  appointments  with  dO':'tor5.  dentists,  or 
other  recognized  practitioners,  subject  to 
prior  Approval  of  the  appointing  authority. 
\n  e.T>ployee  at  his  option  may  also  use 
sick  leave  to  provide  full  regular  pay  during 
period.s  'Ahen  he  is  paid  leas  than  full  pay 
under  workmen's  compen.satlon  provisions. 
Such  leave  shall  be  charired  In  proportion  to 
the  diiferer.ce  between  workmen's  compen- 
.satlon pay  and  full  pay  Employees  cannot 
likke  sick  leave  with  pay  in  exces.s  of  the 
days  actually  accrued. 

.\n  employee  needing  .sick  leave  shall  in- 
form his  Immediate  supervisor  of  the  fact 
and  the  rea.son  in  advance  when  p.3.<!slble, 
or  oilierwise  before  the  expiration  'f  the 
arst  hour  of  absence  or  iS  soon  ihereaiter 
.is  practicable;  faUure  to  do  so  may  be  cause 
f,->r  denial  of  pay  for  the  perl.xl  of  aij^sence. 
Before  approving  pay  for  sick  ;ea.ve.  an  ap- 
pointing authority  or  the  Executive  Director 
may  at  their  discretion  require  either  a  doc- 
tor's certificate  or  a  written  statement  signed 
by  the  employee  .setting  forth  the  reason 
f  jr  the  absence  In  the  case  of  an  absence 
of  more  than   three     '^1    consecutive  days,  a 


doctor's  certificate  Is  required  as  a  condliioa 
of  approval. 

F.  PersoiuU  Leave — Uf>on  a  permanent  em- 
ployee's written  request,  the  Executive  Di- 
rector may  approve  a  leave  without  pay.  not 
to  exceed  three  (3)  months.  Such  leave  may 
be  renewed  for  an  additional  period  not  to 
exceed  three  (3)  months  by  formal  action 
of  the  Executive  Director  and  written  ap- 
proval by  the  Chairman  of  the  Council. 

0.  Jury  Duty — An  employee,  other  than 
temporary,  seasonal  or  emergency,  who  Is  re- 
quired to  report  dally  to  serve  on  a  Jury, 
shall  be  excused  viith  pay,  but  shall  return 
to  work  within  a  reasonable  time  on  days 
he  is  released  from  Jury  duty. 

Any  employee  appearing  as  part  of  his 
duty  or  under  subpoena  before  a  court, 
legislative  committee  or  Judicial  or  quasi- 
Judicial  body  will  be  excused  with  pay 

Any  employee  appearing  on  his  own  behalf 
In  litigation  involving  personal  or  private 
matters,  before  a  court,  legislative  com- 
mittee or  Judicial  or  quasi-judlclai  body. 
may  be  excused  without  pay.  or  niay  take 
annual  leave. 

H.  Military  Leave — Consistent  with  appli- 
cable Federal  laws. 

1.  Maternity  Leave.  Not  to  exceed  six  (6) 
months. 

J.  Life  Insurance — Council  will  pay  twenty- 
five  cents  per  thousaiid  dollars  up  Uj  two 
times  the  employee's  salary,  non-coutnbu- 
tory. 

K.  Health  Insurance— Council  v,li:  pay  the 
basic  rate  for  the  employee  under  the  plan 
chosen  plus   one  half   the   family   portion. 

L.  Retirement — Covmcil  will  pay  ten  i  10) 
percent  of  an  employee's  salary  into  a  de- 
ferred compensation  plan  Said  plan  vesting 
10  percent  per  annum  so  at  the  end  of  ten 
(10)  years  service  vesting  will  l)e  100  per 
cent. 

M.  Long  Term  Disability — After  a  three 
month  waiting  period  If  the  staff  Is  cowered 
by  state  disability  our  plan  should  be  worked 
out  to  coincide  with   that. 

X'VII.    Person.vel    Policies 

1.  Probation — All  appointments  shall  b» 
for  an  established  probationary  period  dur- 
ing which  the  Individual's  flcness  for  perma- 
nent appointment  shall  be  evaluated.  The 
Executive  Director  ( or  his  designee)  la  re- 
sponsible for  Insuring  the  effeetlveneae  0/ 
this  working  test  period  and  for  Insuring 
that  probationary  employees  are  given  help 
in  meeting  the  Job  requirements  for  perma- 
nent employment  The  probationary  period 
for  all  employees  shall  be  one  (1)   year. 

At  any  time  tfuxlng  the  probationary 
period,  the  Director  may  dlsmlas  the  em- 
ployee for  reasons  of  unsatisfactory  service 
or  cond-uct.  The  E.wcutive  Director  shall 
notify  the  employee  in  writing  of  the  action. 
giving  the  reasons. 

2.  Unauthorized  Absence.': — Any  absence 
from  duty  that  is  not  In  compliance  with 
the  various  authorized  leaves  (as  herein 
stated)  Shan  be  considered  an  absence  with- 
out leave  and  is  cause  for  disciplinary 
action. 

No  employee  shall  absent  himself  from  duty 
without  authorization  by  the  appointing  au- 
thority, except  in  case  of  emergency  illness, 
accident,  or  serious  unforeseen  circumstances. 
Such  emergency  conditions  shall  be  brought 
to  the  attention  of  the  supervisor  as  soon  ajs 
practicable. 

Any  employee  who  is  absent  from  work 
without  a  valid  leave  of  absence  for  three  (3) 
consecutive  working  days,  may  be  deemed  to 
have  abandoned  his  position  and  to  have 
resigned  from  the  staff  unless  In  the  period  of 
three  working  days  succeeding  sudi  thre© 
days  he  proves  to  the  satisfaction  of  t2i« 
E^xecutlve  Director  that  such  absence  waa 
extrusable. 
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Nothing  herein  contained  shall  be  con- 
strued as  preventing  the  Director  from  tak- 
ing disciplinary  action  against  an  employee 
because  of  unauthorized  absence. 

3.  Employee  Inquiries,  Reque^sts,  Sugges- 
tions and  Grievances— In  the  Interest  of 
harmonious  and  cooperative  working  rela- 
tionships, employees  and  their  immediate 
supervisors  are  encouraged  to  Uiformally 
discuss  and  resolve  aU  employee  Inquiries, 
requests  and  suggestions  It  must  be  recog- 
nized that  authority  exists  for  resolving  prob- 
lems at  various  levels  of  an  organization  and 
that  all  problems  are  not  subject  to  In-unedl- 
ate  resolution.  However,  the  emphasis  on 
Interpersonal  relationship  problem  solving 
Is  to  be  focviscd  on  Informal  solutions  devel- 
oped at  the  lowest  organizational  level  pos- 
sible. 

When  problems  arise  regarding  employ- 
ment, an  employee  shall  discuss  the  problem 
first  with  his  immediate  supervisor.  It  Is  the 
responsibility  of  each  supervisor  to  conduct 
such  discussions  objectively  and  to  Initiate 
action  to  resolve  problems.  If  after  such  In- 
fonrial  action,  the  problem  is  not  resolved 
to  the  employee's  satisfaction  and  he  wishes 
to  take  formal  action,  he  may  present  his 
written  grievance  to  the  Executive  Director. 

Should  tl-.e  employee  not  be  satisfied  with 
tl:e  Executive  Director's  resolution  of  the 
grievance,  he  may  appeal  directly  to  the 
CouncU. 

4.  Dwabiari— -Action  may  be  Inltlat-ed  by 
the  employee,  hte  legal  representative,  or 
the  appointing  authority,  but  In  all  cases  It 
must  be  supported  by  medical  evidence  ac- 
ceptable to  the  Executive  Director  and  the 
Council. 

6.  Reprimand  or  Suspension  Without  Pay — 
In  situations  where  a  verbal  warning  has  not 
resulted    in    the   expected    Improvement,    or 


where  more  severe  action  la  ■warranted,  the 
employee  may  be  reprimanded  tn  writing  and 
a  copy  shall  be  placed  in  the  employee's  per- 
Bonnel  folder. 

•  An  employee  may  be  suspended  without 
pay  by  the  Executive  Director  for  reasons  of 
misconduct,  negligence,  inefficiency.  In- 
subordination, disloyalty.  unauthorized 
absence,  or  other  justifiable  reasons  when 
alternate  personnel  action  would  not  be  ap- 
propriate. Suspensions  without  pay  shall  not 
exceed  thirty  (30)  calendar  days  unless  ap- 
proved^by  the  Council.  In  no  case  shall  stis- 
pension  with  pay  be  utilized,  but  retroacUve 
pay  may  be  granted  should  the  suspension 
subsequently  prove  unfounded. 

6.  Reasons  for  Disciplinary  Action — Dis- 
ciplinary action  may  be  taken  for  any  con- 
duct not  In  keeping  with  reasonable  stand- 
ards, as  to  be  determined  by  the  Executive 
Director  and,'or  Council. 

7.  Performance  Evaluations — Tlie  Execu- 
tive Director  shall  provide  a  eyst^-m  for 
evaluating  the  work  performance  of  all  em- 
ployees in  the  CouncU's  service.  The  purpose 
of  the  employee  performance  evaluation  shall 
be  primarily  to  Inform  employees  of  tlie  ac- 
ceptability of  their  work  and  how  they  can 
Improve  Uielr  work  performance:  therefore. 
It  Is  not  to  be  construed  as  a  dlsc:pUnar>- 
action.  Performance  ratings  alkali  be  con- 
sidered In  det.ermlnlng  salary  advancements 
and  m  making  promotion^*,  dlAnilssal?  and  In 
determining  the  order  of  separation  due  to 
layoffs  and  In  determining  the  order  of 
re-emplo\-nient 

All  employees  shall  be  counse'.ed  tl.rcugh- 
out  the  yeai-  as  needed  Wntten  performance 
evaluations  shah  be  prepared  and  recorded 
after  cc-mpletlon  of  six  i6i  months  service, 
and  annually  tJ-.ereafter  In  the  case  of  un- 
•atlsfactory  performance,  quarterly  evalua- 
tion 'Will  be  compulsory. 


8.  Attendaju-e — Every  employee  Is  required 
to  report  to  work  on  time  each  day.  'When 
because  of  emergency  or  sudden  Illness,  the 
employee  cannot  report  for  work,  he  shall 
notify  his  Immediate  supervisor  promptly 
giving  reason  for  his  absence. 

9.  Person^icl  records — A  master  personnel 
record  for  each  employee  shall  be  established 
and  maintained  In  the  office  of  the  Executive 
Director  which  shall  include  a  copy  of  the 
application  or  resume  of  said  Council  em- 
ployee and  a  copy  of  each  personnel  trans- 
action. Supplementary  records,  verification 
of  education  and  employment  and  any  other 
pertinent  mformatlon  shall  also  be  main- 
tained by  the  Executive  Director's  office 
Tljoeie  records  of  a  confidential  nature  shall 
be  kept  separately  and  Inspected  only  with 
the  approval  of  the  Executive  Director.  Un-. 
authorized  disclosure  of  any  portion  of  an 
employee's  personnel  record  will  be  grounds 
for  dismissal. 

10.  Employee  Access  to  Records — Employ- 
ees shall  have  controlled  access  to  their  per- 
sonnel records.  After  obtaining  permission 
of  the  Executive  Director,  the  employee  shall 
be  schedtiled  to  examine  his  records  under 
the  suF>ervlslon  of  those  charged  with  main- 
taining such  records. 

X\'TII    Amendments  to  Opejiational  Procf- 

DiniES   AND   PR.ACnCES   MaNTAL 

Tliese  Op>eratlon8Ll  Procedures  and  Prac- 
tices may  be  amended  from  time  to  time  by 
majority  vot.e  of  tl.e  voting  members  present 
and  voting  provided  notice  of  the  specific 
proposed  change  has  been  sent  in  wTitlng  to 
all  voting  members  of  the  Covmcll  at  least 
ten  {\0\  days  in  advance  of  the  meeting  in 
which  the  matter  shall  be  presented. 

IFR  Doc  77-1680.5  Filed  6-13  77;8;4.'S  amj 
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ALASKA  PIPELINE 

Financial  Responsibility  for  Oil  Pollution 
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PROPOSED    RULES 


FEDLRAL   MARITIME  COMMISSION 
[  46  CFR  Part  543  ] 

IDooViet  Ko,  T7-241 

AUVSKA' PIPELINE 
Rnancial  Responsibility  for  Oil  Pollution 
AGENCY:   Pedeaii    Maritime    Cunimis- 
sion. 
ACTION:  Proposed  rulemaking. 

SUMMARY:  The  Federal  Maritime 
Commission  hereby  propoees  to  issue 
regulations  which  will  enable  vessel  op- 
erators to  comply  with  subsection  <ci  of 
section  204  of  the  Trans-Alaska  Pipe- 
line Authorization  Act.  That  subsection 
makes  the  owners  and  operators  of  ves- 
sels which  load  certain  oil  at  the  terminal 
facilities  of  the  trans-Alaska  pipeline 
jointly,  severally,  and  strictly  liable  for 
damages  resulting  from  the  di.scharge  of 
oil  from  such  vessels.  That  subsection 
further  required  that  financial  responsi- 
bility in  the  amount  of  $14  million  be 
demonstrated  before  oil  Is  loaded  abroad 
a  vessel.  This  proposed  rulemaking  is  to 
provide  the  manner  by  which  that  fi- 
nancial responsibility  can  be  demon- 
strated to  the  Federal  Maritime  CommLs- 
sion.  and  lo  provide  for  the  issuance  of 
Certificates  attesting  to  that  demonstra- 
tion. 

DATES:  Comments  on  or  before  June 
30.  1977. 

ADDRESS:  Comments  should  be 
directed  to:  Secretary,  Federal  Maritime 
CommLssion,  1100  L  Street  NW.,  Wash- 
ington, D.C.  20573. 

FOR  FURTHER  INFORMATION  CON- 
TACT: 

Joseph  C.  Polking,  Acting  Secretary, 
Federal  Maritime  CommLssion,  HOG  L 
Street.  NW.,  Washington,  D.C.  20573 
<202-523-5725J. 

SUPPLEMENTARY  INFORMATION: 
Tlie  Trans-Alaska  Pipeline  Authoriza- 
tion Act,  Public  Law  93-153  lAct),  was 
enacted  In  order  to  expedite  the  com- 
pletion of  the  trans-Alaska  pipeline,  and 
to  provide  protection  to  the  public  from 
Injury  resulting  from  that  construction 
and  the  subsequent  movement  of  oil  from 
the  North  Slope  of  the  State  of  Alaska 
through  the  pipeUne  and  by  vessels  to 
ports  under  the  jurisdiction  of  the  United 
States.  The  Commission  is  informed  that 
oil  will  begin  moving  through  the  trans- 
Alaska  pipeline  in  June  of  1977,  and  will 
probably  be  available  for  loading  aboard 
vessels  at  the  terminal  facilities  of  the 
plpehne  as  early  as  July  or  August  of 
1977. 

The  Act  makes  owners  and  operators  of 
vessels,  upon  which  is  loaded  oil  that  has 
been  transported  through  the  pipeline, 
jointly,  severally,  and  strictly  liable  with- 
out regard  to  fault  for  all  damages.  In- 
cluding cleanup  costs,  sustained  by  any 
person  or  entity,  public  or  private,  in- 
cluding residents  of  Canaiia,  as  the  result 
of  discharges  of  oil  from  such  a  vessel. 
The  Act  limits  that  strict  liabUily  to  $14 
million,  but  requires  that  the  availability 


oC  $14  mlUkKi  to  meet  that  liability  be 
demonstrated  prior  to  the  loading  of  oil 
upon  a  vessel  That  financial  responsi- 
bility is  to  be  demonstrated  in  accord- 
ance with  the  provisions  of  section 
311fp)  of  the  Federal  Water  Pollution 
Control  Act,  insofar  as  that  latter  act 
is  not  inconsistent  with  the  purposes  of 
the  Trans-Alaska  Pipeline  Authoriza- 
tion Act. 

The  purpose  of  this  rulemaking  is  ■to 
provide  a  method  whereby  that  financial 
responsibility  may  be  demonstrated  and 
maintained,  and  to  provide  a  means  of 
certifying  to  enforcement  authorities 
that  the  owner  or  operator  of  the  vessel 
upon  which  oU  is  to  be  loaded  at  the 
terminal  facilities  of  the  pipeline  Is  fi- 
nancially responsible  within  the  meaning 
of  the  Act.  To  that  end,  It  would  appear 
necessary  to  identify  those  persons  sub- 
ject to  the  provisions  of  the  Act;  provide 
alternative  methods  for  those  persons  to 
demonstrate  to  the  Commission  their  fi- 
nancial responsibiliy  in  accordance  with 
the  Act:  devise  a  document  which  will 
attest  to  that  demonstration;  provide  an 
orderly  and  efficient  procedure  whereby 
persons  may  obtain  that  document;  pro- 
vide methods  for  ascertaining  the  valid- 
ity of  representations  made  to  the  Com- 
mission; provide  methods  for  ascertain- 
ing whether  persons  to  whom  a  certifi- 
cate has  been  issued  continue  to  be  finan- 
cially responsible,  including  reporting  re- 
quirements, inspections,  and  hearings; 
and  provide  orderly  and  efficient  methods 
for  denying  applications  for  certificates 
and  revoking  certificates  once  issued, 
which  will  permit  rapid  action  on  the 
part  of  the  Commission  where  the  pro- 
tection to  the  public  is  in  immediate 
jeopardy. 

This  rulemaking  shall  cover  the  entire 
scope  of  the  Commission's  responsibili- 
ties under  the  Act.  For  the  purpose  of 
providing  a  starting  point  for  comment, 
there  are  incorporated  herein  proposed 
rules  which  might  effectuate  the  purposes 
of  the  Act.  Comments  are  invited  on  the 
entire  scope  of  the  Commission's  respon- 
sibilities under  the  Act.  Including  alter- 
native methods  of  effectuating  its  pur- 
poses and  the  proposed  rules.  In  particu- 
lar, attention  is  directed  to  those  portions 
of  the  proposed  rules  which  permit  vessel 
operators  only  to  apply  for  certificates; 
which  restrict  the  issuance  of  certificates 
■to  vessel  operators  only;  which  limit  the 
scope  of  the  rules  to  vessels  which  load 
oil  at  the  terminal  facilities  of  the  trans- 
Alaska  pipeline,  as  compared  to  a  broader 
scope  which  would  include  vessels  on  to 
which  oil  so  loaded  Is  transshipped  at  lo- 
cations other  than  those  terminal  fa- 
cilities; which  require  the  financial  re- 
sponsibility provided  pursuant  to  the  Act 
to  be  an  addition  to  that  provided,  if  any. 
pursuant  to  the  Federal  Water  Pollution 
Control  Act;  which  permits  revocation  of 
certificates  upon  short  notice  in  certain 
instances;  and  which  require  applicants 
who  seek  a  certificate  without  providing 
an  insurance  policy,  surety  bond,  or 
guarantee  to  demonstrate  the  possession 
of  quick  assets  located  iri  the  United 
States. 


Because  the  promulgation  of  the  final 
rules  intended  to  result  from  this  rule- 
making proceeding  will  not  be  a  major 
federal  action  significantly  affecting  the 
quality  of  the  himian  environment 
within  the  meaning  of  the  National  En- 
vironmental PoUcy  Act  of  1969  (42  U.S.C. 
4321,  et  seq. ) .  the  issuance  of  an  environ- 
mental impact  statement  is  not  required 
in  this  rulemaking  proceeding. 

Because  the  time  at  which  Alaskan  oil 
will  be  available  for  loading  aboard  ves- 
sels is  near,  persons  desiring  to  comment 
upon  this  proposed  rulemaking  will  be 
afforded  wily  20  days  in  which  to  do  so. 
Extensions  of  time  within  which  to  com- 
ment will  be  granted  only  upon  a  definite 
allowing  of  extreme  necessity  and  im- 
pairment of  the  public  interest.  All  com- 
mentators participating  in  this  rulemak- 
ing proceeding  shall  file  an  original  and 
15  copies  of  their  comments  with  the 
Commission. 

Accordingly,  it  is  proposed  that  Title 
46  CFR  be  amended  by  the  addition  of  a 
new  Part  543  reading  as  set  forth  below. 

By  the  Commission. 

Joseph  C.  Polking, 
Acting  Secretary. 
Sec. 

543.1  Scope. 

543.2  Definitions. 

543.3  General. 

543.4  Certificates,  how  obtained. 

543.5  Financial  responsibility,  amount. 

543.6  Financial  responsibility,  how  estab- 

lished. 

543.7  Certificates,  Issuance. 

543.8  Denial  or  revocation  of  a  certificate. 
543  9       Fees. 

543.10  Enforcement. 

543.11  Notice  and  service  of  process. 

AuTHORrrY:  The  provisions  of  this  Part 
543  are  Issued  under  sec.  204(c)(3)  of  the 
Trans-Alask&  Pipeline  Authorization  Act; 
sees.  311(p)(l)  and  311(p)(2)  of  the  Fed- 
eral Water  Pollution  Control  Act  (86  Stat. 
870);  and  sec.  3  of.Executlve  Order  11735. 

§  543.1      Scope- 

These  regulations  implement  subsec- 
tion (O  of  section  204  of  the  Trans- 
Alaska  Pipeline  Authorization  Act.  and 
apply  to  all  operators  of  vessels  loading 
oil  at  terminal  facilities  of  the  trans- 
Alaska  pipeline  for  carriage  to  a  port  un- 
der the  jurisdiction  of  the  United  States. 

§  343.2      Definilions. 

For  purposes  of  this  Part  the  following 
terms  shall  have  the  below-listed  mean- 
ings: 

(a)  "Act"  means  Title  n  of  Pub.  L. 
93-153,  the  Trans-Alaska  Pipeline  Au- 
thorization Act  (87  Stat.  584  et  seq.). 

(b)  "Applicant"  means  any  vessel 
"operator,"  as  defined  in  paragraph  (1) 
of  this  section,  who  has  applied  for  a 
Certificate. 

(c)  "Application"  means  Application 
for  Certificate  of  Financial  Responsibil- 
ity (Alaska  Pipeline).  Form  FMC-224P. 

(d)  "Certificant"  means  any  operator. 
as  defined  in  paragraph  (i)  of  this  sec- 
tion, who  has  L^een  issued  a  Certificate. 

.  (e)  "Certificate"  means  a  Certificate 
of  Financial  Responsibility  i  Alaska  Pipe- 
line)   issued   by   the   Federal   Maritime 
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Commission  pursuant  to  these  regula- 
tions. 

ifi  "Commission"  means  the  Federal 
Maritime  Commission. 

ig>  "Insurer"  means  one  or  more  ac- 
ceptable insurance  companies,  corpora- 
tions or  associations  of  underwriters, 
shipowners'  protection  and  Indemnity 
associations,  or  other  persons  acceptable 
to  the  Commission. 

(ht  "Oil"  means  petroleum  in  any 
form. 

'i'  "Operator'  or  "vessel  operator" 
means  any  person,  including  a  demise 
charterer,  who  conducts  or  who  is  re- 
sponsible for  the  operation  of  a  vessel. 

>j)  "Owner"  or  "vessel  owner"  means 
any  person  holding  legal  or  equitable  title 
to  a  vessel:  Proi-ided.  however.  That  a 
person  holding  legal  or  equitable  title 
to  a  vessel  solely  as  security  shall  not 
be  deemed  to  be  an  owner.  In  a  case 
where  a  Certificate  of  Registry-  has  been 
Issued,  the  owner  shall  be  deemed  to  be 
the  person  or  persons  whose  name  or 
names  appear  on  the  vessel's  Certificate 
of  Reglsto':  Provided,  however.  That 
where  a  Certificate  of  Registr\-  has  been 
Issued  in  the  name  of  the  President  or 
Secretary-  of  an  incorporated  company 
pursuant  to  46  USC  15.  such  incorpo- 
rated company  will  be  deemed  to  be  the 
owner.  An  "owTier "  of  a  vessel  shall  not 
be  eligible  to  apply  for  a  Certificate  un- 
less such  owner  also  is  the  vessel  oper- 
ator as  defined  in  paragraph  'i'  of  this 
section. 

(k)  "Part  542"  means  Part  542  of 
Chapter  IV,  Title  46.  Code  of  Federal 
Regulations. 

(1)  "Person"  includes,  but  is  not  lim- 
ited to,  an  Individual,  a  government,  a 
firm,  a  corporation,  an  association,  a 
partnership,  a  joint-stock  company,  a 
business  trust,  or  an  unincorporated  or- 
ganization. 

(mi  "Public  vessel"  means  a  vessel, 
the  operator  of  which  Is  the  Government 
of  the  United  States  or  the  government 
of  a  foreign  nation,  not  engaged  in 
commerce. 

(n)  "Underwriter"  means  an  Insurer, 
a  surety  company,  or  a  guarantor. 

(o)  "United  States"  means  any  place 
under  the  jurisdiction  of  tlie  United 
States,  including,  but  not  limited  to.  the 
Statee,  the  District  of  Coliunbia,  the 
Commonwealth  of  Puerto  Rico,  the 
Canal  Zone.  Guam.  American  Samoa,  the 
Virgin  Islands,  and  the  Trust  Territory 
of  the  Pacific  Islands. 

(p)  "Vessel"  means  every  description 
of  watercraft  or  other  artificial  contriv- 
ance used  or  capable  of  being  used,  as 
a  means  of  transportation  on  water 

§  543.3     Central. 

No  vessel,  except  a  public  vessel,  shall 
load  oU  at  a  terminal  facility  of  the 
trans-Alaska  pipeline,  unless  the  oper- 
ator of  tJhat  vessel  has  been  Issued  a  Cer- 
tificate covering  that  vessel.  This  pro- 
hibition applies  only  to  oil  that  has  been 
transported  through  the  trans-Alaska 
pipeline. 


S  543.4     Onififjile*.  How  Obiain<-<l. 

(ft)  Any  persMi  who  wishes  to  be 
Issued  a  Certificate  shall  file,  or  cause  to 
be  filed,  with  the  CX>mmission  an  appli- 
cation, fees,  and  evidence  of  financial 
responsibility,  at  the  following  address: 
Director,  Bureau  of  Certification  and  Li- 
censing. Federal  Maritime  Commission. 
Washington.  DC   20573 

(b^  Application  forms  may  be  ob- 
tained from  the  address  set  fortli  in 
paragraph  ^a>  of  thl«  section,  and  at  the 
CommLs.sion  offices  at  New  York.  New- 
York:  New  Orlean.':.  Louisiana.  San 
Francisco.  California:  and  Ha  to  Rey. 
Puerto  Rico. 

(c>  A  complet-ed  application,  evidence 
of  financial  responsibility,  and  the  re- 
quired fees  shall  be  filed  at  least  45  days 
prior  to  the  date  upon  which  Uie  vessel 
to  be  covered  by  the  Certificate  for  which 
application  Is  made  is  to  load  oil  at  ter- 
minal facilities  of  the  tran.'^ -.Alaska  pipe- 
line. Applications  will  be  processed  in  or- 
der in  which  they  are  filed. 

id)  All  spaces  on  the  applic-ation  shall 
be  fUled  In  before  filing  Spaces  may  be 
filled  In  only  with  the  Information  re- 
quested, the  phra.'^e  "Not  Applicable."  or 
the  word  "None."  Each  apphcation  --hall 
contain: 

(1)  Complete  name  and  mailing  ad- 
dress of  applicant: 

<2)   Applicant's  form  of  organization: 
i3>   Date  and  .state  of  applicant's  in- 
corporation or  organization; 

1 4 1  Names  and  addresses  of  each  part- 
ner, if  applicable: 

i5  >  Name  and  address  of  applicant's 
U.S.  agent  for  service  of  process: 

<6)  Identifying  data  for  all  vessels  to 
be  covered  by  the  Certificates  for  which 
application  !«  made:  and 

1 7^  Identification  of  the  evidence  of 
financial  responsibility  upon  which  the 
Certificates  being  applied  for  are  based. 
le'  All  applications  and  supporting 
documents  shall  be  in  English  All  mone- 
tar>'  terms  shall  be  set  out  in  US  cur- 
rency. 

<f)  The  application  shaU  be  signed  by 
the  applicant.  The  title  of  the  signer 
shall  be  shown  on  the  application.  E}x- 
cept  where  the  signer  Is  disclosed  as  an 
individual  applicant,  a  partner  in  a  part- 
nership applicant,  or  an  officer  of  a  cor- 
porate applicant,  the  signer  shall  ac- 
company the  application  with  a  written 
authority  to  sign. 

igi  If.  prior  to  the  issuance  of  a  Cer- 
tificate, the  applicant  becomes  aware  of 
a  change  in  any  of  the  facts  contained 
in  the  application,  the  applicant  shall.  In 
writing,  immediately  notify  the  CommL<!- 
sion  of  the  change, 

§  543.5     Financial  rf^ponsiibililv.  amount. 

Each  applicant  shkll  establish  that  It 
has  $14  mdlllon  to  meet  Its  liability  un- 
der subsection  (c  of  section  204  of  the 
Act.  The  $14  million  required  by  this 
Part  is  in  addition  to  the  amount.  If  any. 
required  of  the  applicant  pursuant  to 
Part  542  of  this  Title, 


§  543.6      Finanrial      r«>*p«>n*ibilit' .      how 
^«labli^ho<^. 

'■A'  An  applicant  shall  establish  its 
financial  responsibility  within  the  mean- 
ing of  this  Part  by  electing  c«ie  or  more 
of  the  follovmg  methods: 

1 1 1  Filing  with  the  Commission  an  In- 
surance Form  FMC-225P,  executed  by 
an  insurer  which  is  acceptable  to  the 
Commission  for  purposes  of  this  Part. 

1 2 '  FiUng  with  the  Commission  a  surety 
bond  Form  FMC-226P.  executed  by  the 
apphcant  and  by  a  surety  company  which 
is  acceptable  to  the  Commission  for  pur- 
poses of  this  Part.  To  be  acceptable, 
surety  companies,  among  other  things, 
must  be  certified  by  the  United  States 
Department  of  the  Treasury  with  respect 
to  the  issuance  of  Federal  bonds  in  the 
face  amount  of  $14  milhon. 

<3'   By    maintaining,    in    the    United 
States,  quick  asssets  $14  million  In  ex- 
cess of  current  liabilities,  and  net  worth 
in  the  amount  of  $14  million.  For  pur- 
poses of  this  Part,  "quick  assets"  shall  be 
tliose  current  assets  readily  convertible 
into  U.S.  currency  within  a  period  of  one 
month,   including  cash   on  demand  de- 
posits, callable  loan.^;  receivable,  market- 
able securities,  and  accoimts  receivable 
due  witliin  one  month.  In  calculating  the 
required   amoimts   of   quick   assets   and 
net  worth  acceptable  for  purposes  of  this 
Part,   the   following   are  not   to  be   in- 
cluded: Assets  which  are  pledged  as  se- 
curity  for   any   Indebtedness,   including 
any  amounts  required  by  the  applicant' 
certificant  pursuant  to  §542.5(aM3)    of 
this    Title:    investments,    the    value    of 
which  are  not  readily  ascertainable  by 
reference  to  current  trades  in  a  public 
exchange:  deposits  in  banks  located  out- 
side the  United  States:  stock  in  foreign 
organizations;   vessels  of  foreign  regis- 
tr>-:   and  assets   (except  vessels  of  U.S. 
registr>- '    physically  located  outside  the 
LTnited  States    Maintenance  of  the  re- 
quired assets  shaU  be  demonstrated  by 
submitting  with  the  initial  application. 
the  Items  specified  in  paragraph  <a»«3i 
(ii    of  this  section.  Thereafter,  so  long 
as  the  application  is  pending  or  the  cer- 
tificant is  holding  a  Certificate,  the  ap- 
plicant certificant  shall  submit  the  Items 
specified  In  paragraph   (a)(3)    (1>    and 
ail   of  this  section  and  shall  be  subject 
to  the  provisions  of  paragraphs  'a^'3' 
iiii>.  <iv',  and  iv   of  this  section: 

(li  An  annual,  current,  nonconsoh- 
dated  balance  sheet  and  an  annual. 
current,  nonconsolldated  statement  of 
income  and  surplus,  certified  by  an  inde- 
pendent Certified  Public  Accountant. 
Said  financial  statements  are  to  be  ac- 
companied by  an  additional  statement 
fr^i  the  Certified  Public  Accountant, 
certifying  to  the  total  amount  of  all 
a&sete,  Included  In  the  accompanying 
balance  sheet,  which  are  acceptable  tor 
purposes  of  this  Part,  and  also  certify- 
ing to  the  amount  of  quick  asset*.  In- 
cluded In  the  said  balance  sheet,  wiilch 
are  acceptable  for  purposes  of  this  Pari. 
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If  the  balance  sheet  and  statement  of 
Income  and  surplus  cannot  be  submitted 
In  nonconsolidated  form,  but  are  sub- 
mitted in  consolid;iled  form,  there  mu^t 
also  be  submitted  an  additional  state- 
ment prepared  by  the  involved  Certified 
Public  Accountant,  certifying  to  the 
amount  by  which  the  applicant's 'certiii- 
canfs  total  assets,  acceptable  for  pur- 
poses of  this  Part,  exceed  Its  total  liabil- 
ities and  also  certifying  to  the  amount 
by  which  the  applicant's  certiflcant's 
quick  assets,  accentable  for  purposes  of 
this  Part,  exceed  its  current  liabilities. 
Such  additional  statement  must  spe- 
cifically name  the  appllcant'certiflcant. 
must  indicate  that  the  amounts  so  certi- 
fied relate  only  to  the  appllcant'certifl- 
cant apart  from  any  ether  entity,  and 
must  identify  the  consolidated  financial 
statement  to  which  it  applies. 

I  ii>  First,  a  statement  prepared  by  the 
Certified  Public  .Accountant,  certifying 
that,  as  of  the  end  of  the  first  six  months 
of  the  applicant's  certlficanfs  fiscal 
year,  the  applicants  certlficanfs  net 
worth  and  quick  a."!sets,  calculated  in  ac- 
cordance with  paragraph  ia>  '3i  of  this 
section,  have  not  fallen  below  the  re- 
quired amoimts  ar.d.  second,  a  quarterly 
affidavit  filed  bv  the  corporate  Treas- 
urer or  equivalent  stating  that  the  quick 
assets  in  excess  of  current  liabilitle5  and 
the  net  worth  at  no  time  fel!  below  the 
required  amoimts  during  th«  preceding 
three-month  period.  Such  .affidavits  are 
required  only  for  the  first  and  third 
fiscal-year  quarters. 

•  iil>  Such  additional  financial  infor- 
mation as  the  Commission  may  deem 
necessary  :n  appropriate  ca.ses  shall  be 
submitted. 

liv)  All  per-ons  complying  with  the 
provisions  of  t.hLs  paragraph  iai'3> 
must  notify  the  Coraml.sslon  as  soon  as  it 
Is  known  that  the  required  amounts  of 
quick  n.s.set8  or  net  worth  fall  below  the 
amount.s  required  bv  this  Part. 

■  V I  .Ml  annual  ftnanrlal  statements 
requift-^d  imder  this  paragraph  iai>3i 
shall  be  received  by  the  Commission 
within  two  cale.nriar  months  after  the 
clo.se  of  ti\e  apphc^int's  certjflcant's  fis- 
cal yea-,  and  the  six-month  statement.!! 
wltliin  eight  calendar  months  after  close 
of  such  fiscal  year  Quarterly  aflSdavits 
shall  'd€  received  within  30  days  of  the 
close  of  the  quarter  being  attested  to. 
Upon  written  request,  the  Commission 
mav  Kr.int  a  rea.-onablp  extension  of  the 
said  tune  limits,  provided  that  the  re- 
quest IS  received  15  days  before  the 
statements  are  due,  and  provided  fur- 
ther that  su(  h  request  .sets  forth  good 
and  sufiBclent  reason  to  ju-stify  the  re- 
quested extension  iivcludinq;  an  esti- 
mate of  Uie  final  ralculatlL^n  of  quick 
assets  less  current  liabilities  and  of  net 
worth  In  no  event,  however,  will  the 
Commission  entertatn  a  re<Ttiest  for  an 
ext^^nsion  of  more  than  SO  dsLv^  Failure 
to  timeiy  ftJe  any  statement,  data,  or 
ikflkiii'.  It  required  by  this  paragraph  >&> 
'  3 '  -.hnAi  caoie  tiie  revocation  of  ti;e 
Certiflrate. 

-1 '  Filing  with  the  Commission  a 
guaranty  Form  FMC-227P.  executed  by 
a  guarantor  acceptable  to  the  Commis- 


sion on  behalf  of  the  applicant.  An  ac- 
ceptable guarantor  mtut  comply  fully 
with  all  of  the  provtekma  of  paragraph 
laiiS)  of  this  section.  However,  the 
am.ounts  of  quick  assets  and  net  worth 
required  to  be  demonstrated  by  such 
guarantor  shall  not  he  less  than  the  ag- 
gregate amounts  underwritten  as  a  guar- 
antor pur.suant  to  this  Part  543  and  Part 
542  and  as  an  applicant  ccrtiflcant  pur- 
suant to  this  Part  543  and  Part  542.  Joint 
guarantors,  i.e.,  two  or  more  entitles 
which  pool  assets  in  order  to  qualify  as 
guarantors  on  behalf  of  an  applicant/ 
certiflcant,  will  not  be  permitted. 

(b)  The  Commission's  application 
Form  FMC-224P,  insurance  Form  FMC- 
225P.  surety  bond  Form  FMC-226P.  and 
guaranty  Form  FMC-227P.  as  set  forth 
in  and  appended  to  tills  Part,  are  hereby 
incorporated  into  this  Part.  If  more  than 
one  insurer  or  surety  joins  in  executing 
a  Form  FMC-225P  or  P\fC-226P.  respec- 
tively, such  action  shall  be  permitted 
only  if  such  imderwrlters  undertake 
joint  and  several  liability. 

'C  Forms  FTVTC-225P.  -226P.  and 
-227P.  .filed  pursuant  to  the  provisions  of 
this  Part  543.  shall  expressly  permit  the 
institution  of  claims  for  costs  and  dam- 
ages incurred  under  the  provisions  of 
subsection  204^0  of  the  Act  directly 
against  the  insurer  or  other  person  pro- 
viding the  evidence  of  financial  respon- 
sibility required  by  this  Part.  Said  forms 
also  shall  provide  that,  in  the  event  such 
claim  is  brought  directly  against  the 
insurer  or  other  person  providing  the 
evidence  of  financial  responsibility,  such 
insurer  or  other  person  shall  be  entitled 
to  invoke  only  those  rights  and  defenses 
permitted  by  the  Act. 

'di  Each  Form  PMC-225P.  -226P, 
and  -227P  .submitted  to  the  Com.niLssion 
under  the  rules  of  this  Part  shall  set 
forth  in  full  the  correct  name  of  the 
applicant  to  wiiom  Certtflcates  are  to  be 
kssued . 

I  e )  Except  In  connection  with  hear- 
in,KS  conducted  pursuant  to  this  Part, 
financial  data  filed  by  applicants,  cer- 
li.fica:-.ts,  gTiarantors,  and  insurers  shall. 
if  specifically  requested,  be  confidential, 
to  the  extent  j^ermitted  by  the  Freedom 
of  Information  Act. 

§  343.7      C<Ttiiirale«.  issuance. 

I  a  1  When  financial  respon.sibUity  as 
required  by  this  Part  has  been  estab- 
lished m  support  of  &  properly  com- 
pleted application,  a  separate  Certificate 
tor  each  vessel  listed  on  .surii  applica- 
tion shall  be  issued  by  the  Commissior 
Certificates  will  be  issued  only  to  vessel 
ot>erators.  The  period  covered  by  each 
Certificate  shall  be  not  more  than  two 
years  from  the  date  of  issue  and  will 
be  indicated  on  eath  Certificate.  The 
anginal  Certificate  Uisued  pursuant  to 
thiis  Part  sliall  be  carried  on  tiie  vessel 
named  on  the  Certificate,  and  erasuies 
or  other  alterations  tiiereon  are  pro- 
hibited. 

>bi  Certificates  are  vowi  if  erasures 
or  other  alterations  are  made  thereon. 
Certiflcants  shall  request  the  Commis- 
sion, in  writing,  to  issue  a  renewal  Cer- 
tificate. That  request  shall  be  filed  with 


the  Cc«nmlsslon  at  least  45  days,  but 
not  earlier  than  60  days,  prior  to  the 
termination  date  of  the  existing  Certifi- 
cate. That  request  also  shall  Identify 
any  item  of  information  on  the  appli- 
cation which  has  changed  since  the  ap- 
plication was  filed,  and  shall  set  forth 
the  correct  information  In  full;  and  shall 
state  that  all  other  items  on  the  ap- 
plication remain  correct. 

(c)  If  for  any  reason,  including  a  ves- 
sel's demise  or  transfer  to  a  new  operator. 
a  certiflcant  ceases  to  be  responsible  for 
future  liabilities  in  connection  with  such 
vessel,  the  certiflcant  s'nall.  as  soon  as 
possible,  complete  the  reverse  side  of  the 
Certificate  covering  that  vessel  and  re- 
turn it  to  the  Commission.  Such  Certifi- 
cate Is  void  whether  or  not  returned  to 
the  Commission,  and  the  use  of  such  Cer- 
trflcate  is  prohibited.  If  such  Certificate 
has  been  lost  or  destroyed,  the  certiflcant 
shaU  submit  the  following  written  infor- 
mation to  the  Commission  as  soon  as 
possible : 

(1)  The  number  of  the  Certificate  and 
the  name  of  the  vesseL 

(2)  The  date  and  rea.son  why  the  cer- 
tiflcant ceased  to  be  the  responsible  op- 
erator of  the  vessel. 

(3)  The  location  of  the  vessel  on  the 
date  the  certiflcant  ceased  to  be  the  re- 
sponsible operator. 

(4)  The  name  and  mailing  addre.ss  of 
the  person  to  whom  the  vessel  was  sold  or 
transferred,  if  any. 

§  ■'543.8      Cerlifiratpo.     denial     or    i-rvora- 
tion. 

(&)  A  Certificate  .shall  be  denied  or  re- 
voked for  any  of  the  following  rea.sons: 

(1>  Making  any  wBlfully  false  state- 
ment to  the  Commission  In  connection 
with  an  application  for  an  initial  or  re- 
newal Certificate; 

(2)  Failure  of  an  applicant  or  certifl- 
cant to  establish  or  maintain  financial 
responsibility  in  accordance  wltJi  the  re- 
quirements of  this  Part; 

(3)  Failure  to  comity  with  or  respond 
to  lawful  inquiries,  regulations,  or  orders 
of  the  Commission ; 

'4)  Failure  to  timely  file  the  state- 
ments required  by  paragraph  'aW3>  of 
5  543.6  of  thfc?  Part;  or 

^5)  Cancellation  or  termination  of  any 
insurance  form,  surety  bond,  or  guaranty 
issued  pursuant  to  this  Part. 

(b)  Prior  to  the  denial  or  revocation  of 
a  Certificate,  the  Commission  shall  ad- 
vise the  applicant  or  certiflcant.  in  writ- 
ing, of  its  intention  to  deny  or  revoke  the 
Certificate,  and  shall  staite  the  resuon 
therefore.  If  the  reason  for  the  intended 
denial  or  revocation  is  the  cancellation 
or  termination  of  any  Insurance,  surety, 
or  guaranty  (5  543.8(a)  i5i  >,  the  denial 
or  revocation  shall  be  efifective  cm  the  ef- 
fective date  of  tlie  cancellation  or  termi- 
nation, unless  the  certiflcant  sball 
provide,  prior  to  such  date,  acceptable 
substitute  evidence  oif  financial  responsl- 
iMlity.  or  the  certiflcant  shall  demon- 
strate that  tiie  insurance,  bond,  or  guar- 
anty has  not  been  cancelled.  If  the  reason 
for  the  intended  denial  or  revocation  is 
the  failure  to  file  required  statements 
(§  543.8^a)  <4»  1 .  the  denial  or  revocation 
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shall  be  effective  10  days  after  the  date  of 
the  notice  of  hitentlon  to  deny  or  revoke, 
unless  the  certiflcant  shall  demon.strate 
that  the  required  statements  were  timely 
filed.  If  the  mtended  denial  or  revocatlc«i 
is  based  upon  any  other  reason,  the. ap- 
plicant or  certiflcant  may  req-oest.  in 
writing,  a  hearing  to  show  that  the  ap- 
plicant or  certificant  is  in  comphance 
with  the  pronsions  of  this  Part.  and.  if 
such  request  is  received  within  30  days 
after  the  date  of  the  notification  of  in- 
tention to  deny  or  revoke,  such  iiearing 
shall  be  granted  by  the  Conimissioa. 
Hearings  pursuant  to  this  Part  shall  be 
conducted  in  accordance  with  the  Com- 
mission's Rules  of  Practice  and  Proce- 
dure (46  CFR  Part  502). 

§  543.9     Fee*. 

(ai  Tills  section  establishes  the  appli- 
cation fee  which  shall  be  imposed  by  the 
Commission  for  processing  application 
Form  FMC-224P  and  also  establLshes  the 
certification  fee  which  shall  be  imposed 
for  the  Ls.suance  of  Certificates  of  Finan- 
cial Responsibility  i  Alaska  Pipeline) . 

I  b  >  Every  application  filed  pursuant  to 
this  Part  should  be  accompanied  by  the 
application  and  or  certification  fees  set 
forth  in  paragraphs  (d)  and  'C  of  this 
.section.  Fees  may.  however,  be  submitted 
separately. 

'c>  Fees  must  be  paid  in  U.S.  Dollars 
by  check,  draft,  or  postal  money  order 
made  payable  to  the  Federal  Maritime 
CommLssion. 

(d)  Each  applicant  submitting  appli- 
cation Form  FMC-224P  for  the  first  time 
is  subject  to  an  Initial  application  fee  of 
$100  which  shall  not  be  refundable.  If  at 


a  later  date  the  same  applicant  chooses 
to  submit  another  application  Form 
FT*JC-224P  I  rather  than  a  letter)  in  con- 
nection with  a  request  for  a  Certificate 
to  cover  an  additional  or  renamed  vessel, 
an  additional  application  fee  will  not  be 
required.  However,  once  an  application 
Form  FMC-224P  is  cancelled  or  with- 
drawn for  any  reason  and  the  same 
applicant,  holding  no  vahd  Certificates, 
wishes  to  reapply  for  Certificates  cover- 
ing the  same  or  additional  vessels,  a  new 
application  form  and  application  fee  of 
$100  will  be  necessary. 

te)  In  addition  to  the  $100  application 
fee.  a  vessel  certification  fee  of  $20  for 
each  vessel  listed  in,  or  later  added  to, 
the  application  form  shall  be  paid  by 
the  applicant.  In  a  case  neccssitatuig  the 
reissuance  of  a  Certificate  due  to  a 
change  of  owners,  a  name  change,  or  a 
replacement  of  a  lost  Certificate,  the 
certification  fee  of  $20  shall  apply. 

if>  Certification  fees  will  be  refunded 
on  receipt  of  written  request  of  the  appU- 
cation  is  wlthdravm  (either  by  direct 
withdrawal  action  of  the  applicant  or  by 
the  Commission  due  to  the  applicant's 
failure  to  prosecute  to  completion  a 
pending  application*  prior  to  Issuance  of 
the  Certificates  Ref'ind  of  excess  fees 
wUl  be  made  onlj-  if  overpayment  Is  $10 
or  more.  However,  any  amounts  not  re- 
funded will  be  credited  for  a  period  of 
two  years  from  date  of  receipt  for  the 
applicant's  possible  future  use  in  con- 
necstion  with  the  purposes  of  this  Part, 

§  543.10      EnforrpmcnU 

The  U.S.  Coast  Guard  may  detain  a 
vessel  subject  to  this  Part  at  the  port  or 


place  in  the  United  States  from  which  it 
is  about  to  depar ,  lur  any  otlier  port  or 
place  in  the  Uruted  States  when  such 
vessel  d(5es  not  pr(.xiuce  evidence  fur- 
nished by  the  Fede.-al  Maritime  Commis- 
sion that  the  fin.ancial  responsibility  pro- 
\Lsions  of  this  Part  have  been  complied 
with. 

§  513.1  1      Notke  and  Service  of  Process. 

'  a  1  Notice  to  the  public  of  the  Issuance, 
denial,  or  revocation  of  a  Certificate  shall 
be  published  in  the  Federal  Register. 

(b>  WTien  executing  the  required 
forms,  each  applicant,  insurer,  surety, 
and  guarantor  is  required  to  designate 
thereon  a  person  in  the  United  States 
as  legal  agent  for  service  of  process  for 
the  purposes  of  sub.section  (c>  of  section 
204  of  the  Act  and  of  this  Part.  Each  such 
designation  shall  be  acknowledged  In 
wrilmg  by  the  designee  imless  the  desig- 
nee has  fumLshed  the  Commission  with 
a  'master"  or  "blanket"  concurrence 
whereby  the  designee  has  agreed  m  ad- 
vance to  act  as  the  US.  agent  for  service 
of  process  for  certain  applicants  or 
underwriters  if  so  designated.  In  any  in- 
stance m  which  the  designated  agent 
cannot  be  served  because  of  death,  dis- 
ability, or  unavailability,  the  Secretary. 
Federal  Maritime  Com.misslon.  will  be 
deemed  to  be  the  ligent  for  .service  of 
process.  \Vhen  serviin?  the  Secretary  of 
the  Federal  Maritime  Coni£ni.s.sion.  in 
accordance  with  tlie  above  provision  the 
server  must  also  serve  the  applicant, 
certificant.  or  underwriter  as  the  case 
may  be.  by  registered  mall  at  Its  last 
known  address  on  file  with  the  Commls- 
siorL 
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RESOLUTION    CHART 


1.0 

m    2_8 

1  ""     111  3  2 

25 

»-      1^ 

2.2 

I.I 

1        |M      '"" 

I:    iii      2.0 

11.8 

!.25 

1.4 

111^ 

1.6 

100       MILLIMETERS 


INSTRUCTIONS  Rcsolut.on  is  expressed  m  terms  of  the  Imes  per  millimeter  recorded  by  a  Particular 
'[!!.   under     pecih°d    cond.t.ons.      Numerals   m    chart    md.cate   the  number  ot   hnes  per  m.lhmeter  m  ad.acent 

"^''"^^ti^ZTn  .s  necessary  to  determine  the  reduction  rat.o  and  multiply  the  numU.  of  Hnes  m  the 

--VF?"::r^s-iml^^^^^ 

::;;%t''r:esth7;:drtio":'";r^^Exam;i::t^  l.ne  a.  mm.  ion,  m  the  him  image,  and   100    20   =    5. 

Examme  "T-shaped"  Une  groupings  in  the  him  with  microscope,  and  note  the  number  adjacent  to  hnest 
txamine      1    ^^P''^/'"^^       F     \.^u,„K.  ^his  number  by  the  reduction  factor  to  obtain  resolving  power 

hnes  recorded  sharply  ^^  ^^f '""^> "     J^^^^^  ,   .leaVlv   recorded  while   lines   m   the    10.0    group   are 

,n  hnes  per  millimeter^  Example.  7.9  S^°"P  °*  J^%'^^  5  -  39  5  hnes  per  m.lhmeter  recorded  sat.sfacto- 
Z  ^';oT^V:?^;otes^:rm;Zr  whic;;^'n:;\:c;^  satisfactory..  Under  the  particular  condi- 
tions,  maximum   resolution  is  between   39.5    and   50  Hnes  per  millimeter. 

.,1  A  r^r.  rUn  film    U  a  test  of  the  entire  photographic  system,  including  lens,  exposure, 

Resolution,  as  measured  on  the  tilm,  is  a  test  01  tne  cmhh.  y         &     >-  ViKntions    durine 

processing,  and  other  factors.  These  rarely  ut,ll^e  maximum  resolution  of  the  film  \  ibrations  during 
exposure    lack  of  critical   focus,   and  exposures  yielding   yery  dense  negatives  are  to  be  avoided. 


